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THE  MUTUAL  BBNBFIT  UFB  INSURANCB  COBCPANy  since  1009  hu  three  times  sub- 
steatially  iacreesed  its  refular  dividend  scale.  In  addition,  ffoor  Special  DlTidends  liave  been  declared 
to  policriioldcrs  rince  that  date  af gregating  over  $8,000,000.  Bloreover  the  lessrvc  standard  of 
Mntnal  Bencllt  policies  issued  prior  to  1000  was  raised  in  1012.  Tlie  non-fwfelfre  valves  as  well  aa 
the  dividend  easnliiff  power  of  these  old  i>6liGies  was  thus  tnaterialljr  increased. 

THB  YBAB  1015  was  the  most  snoosssfnl  In  Um  Company's  history  of  71  years.  The  new  bos^ 
nem  was  far  greater  than  innny  preceding  year;  the  mortality  was  the  lowest  in  the  Company 'a  history, 
and  the  sipsnwi  rata  agalD  went  down. 

A  large  sntpinshavlag  been  earned  above  the  reqolrementB  el  the  Increased  1015  regular  dividend 
scale,  and  the  contingency  reserves,  the  Company  declared  Its  fourth  SPBCIAL  DIVIDBND  amount- 
ing to  01,150,078,  payable  to  pelisyhcMem  in  addition  to  the  rtgular  1010  dividend. 

The  first  concern  of  the  Mutual  Benefit  Ufe  Insurance  Company  Is  ABSOLUTB  SBCURITY. 
Secondly,  Liberal  PoUcy  contracts  without  the  incorporation  of  any  speculative  or  uneertaln  features 
in  them. 

Finally.  It  Is  the  aim  of  iht  Company  to  fumlah  Ife  Insurance  wlilch  is  absolutely  safe  under  these 
Bberal  pottdes,  at  THB  LOWB8T  FOOSIBLB  COST. 

The  Mutual  Benefit  life  Insurance  Company  has  always  been  a  strictly  mutual  company.  Fur- 
thermora,  it  has  always  paid  its  dividends  annually,  and  Is  recognised  throughout  the  country  as  THB 
LBADING  ANNUAL  DIVIDBND  COMPANY. 

Being  a  nmtaal  company  in  fiact  as  well  as  in  name,  ks  old  policies,  by  appMcntion  of  the  principle 
of  retroaction,  have  been  made  as  liberal  as  its  pfresent-day  contracts. 

The  Mutual  Benefit  believes  in  and  Is  featuring  MONTHLY  INCOMB  INSUBAHCB. 

Sand  for  our  lanflet  racnrdins  It— niao  for  pnoiphlnta  nimlyshig  and  IMtntrnllMi  mir 
poiky  contmct  and  domoostratlns  the  security  of  the  Company  and  iU  mutuality. 

The  Hataat  Benefit  Life  Iisiraflce  Cmpmy 
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Fire  and  Life 

Assurance  Corporation,  Ltd., 
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with  the  following  kinds   of  insurance: 

Workmen's    Compensation 

All  forms  of  Liability 
Automobile  Liability 
Automobile  Collision 
Automobile  Property  Damage 


Accident 


Health 


Burglary 
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Monthly  Plan 

Frederick  Richardson 

United  Stuima  Managmr 

General  Building  Fourth  and  Walnut  Streets 

Philadelphia,  Pa. 
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The  Successful  Western  Company 


The  Middle-West  is  the  most  prosperous  section  of  America  and 
the  best  field  for  life  insurance  salesmen.  Get  details  of  our 
agency  proposition — liberal  commissions  and  continuous  renewals. 
During  1915,  the  Kansas  City  Life  was  conspicuous  among  the 
moderate  sized  companies  for  its  large  volume  of  new  business. 

FRED  W.  FLEMING,  Sec'y  J.  B.  REYNOLDS.  Pro. 


Value  Plus  Service 
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Continental  Casualty  Company 

H.  G.  B.  ALEXANDER.  Prealdent 
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A  REFERENCE  BOOK  FOR  ALL  WHO  REQUIRE  FtRE.  CASUALTY  OR  MtSOELUNEOUS  INSURANCE 

REPORTS  OF  FIRE   INSURANCE  COMPANIES 

Eveiy  merchant,  manufacturer  or  property  owner  carrying  fire,  casualty, 
fidelity,  liability  or  other  insurance  (other  than  life),  particularly  those  requiring 
lar^e  lines,  who  are  frequently  obliged  to  accept  policies  of  unlicensed  or  light- 
weight fire  insurance  companies,  or  else  have  their  property  under-insured,  should 
have  at  hand  a  copy  of  ^'Reports  of  Fire  Insurance  G)icpanies,"  by  which  to 
judge  of  the  quality  of  the  policies  offered  by  agents  and  brokers.  This  book 
presents  the  latest  statements  of  about  900  fire  and  marine  insurance  companies, 
m  detail,  with  lists  of  their  investments,  etc.,  and  also  comparative  statements  of 
about  200  casualty  and  miscellaneous  insurance  companies  for  a  series  of  years. 

The  information  concerning  each  company  is  segregated,  so  that  all  desired 
data  relating  to  a  single  company  ma^r  be  found  by  one  reference,  the  companies 
being  arranged  in  alphabetical  order  in  their  respective  groups.  The  book  also 
contains  a  complete  Index. 

This  publication  is  a  compendium  of  the  various  State  insurance  department 
reports  upon  fire  insurance  and  is  more  than  the  equivalent  of  a  library  of  such 
reports,  for  it  contains  the  statements  of  many  companies  which  are  not  given 
in  any  State  reports,  but  which  companies  are  soliciting  business  in  the  United 
States. 

The  work  embraces  the  following-named  classes  of  institutions:  American 
Stock  Fire  and  Marine  Insurance  Companies  (licensed) ;  Foreign  Fire  and 
Marine  Insurance  Companies  (licensed  in  the  United  States) ;  American  Mutual 
Fire  and  Marine  Insurance  Companies;  Underwriters  Agencies;  Lloyds  and 
Reciprocal  Underwriters*  Associations;  Unlicensed  Foreign  Fire  Insurance 
Companies  Casualty  and  Miscellaneous  Insurance  Companies. 

Some  of  the  information  which  is  presented  for  the  individual  fire  and 
marine  companies  is  briefly  described  below : 


ASSETS,  DECEMBER  31,  1916. 
Real  estate. 
Mortgage  loans. 
Bonds  and  stocks. 
Collateral  loans. 
Cash. 

Agents*  balances. 
Interest  and  rents. 
Other  assets. 
Total  admitted  assets. 


-LIABILITIES,  DECEMBER  SI,  1916. 

Losses  unpaid. 

Unearned  premiums. 

Perpetual  deposits  reclaimable. 

Other  liabilidea. 

Total  liabilities. 

Capital  paid  up. 

Net   surplus. 

Total. 


In  elaboration  of  the  above-specified  items  of  assets,  the  companies'  real 
estate  holdings  and  mort^f^e  loans  are  described,  in  sufficient  detail  to  assist  in 
the  formation  of  an  opmion  as  to  their  value;  detailed  lists  of  securities  for 
collateral  loans,  and  bonds  and  stocks  owned,  with  values,  etc.,  are  given ;  tabula- 
tions showing  the  standing  and  business  of  the  companies  for  a  series  of  years 
are  presented;  and  names  of  officers,  directors,  general  and  special  agents  are 
included,  with  other  interesting  and  helpful  information. 

The  San  Francisco  conflagration  losses  of  the  respective  companies,  with 
information  concerning  their  consequent  surplus  contributions,  remittances  of 
foreign  companies,  etc.,  are  also  presented  in  this  book. 

The  data  contained  in  "Reports  of  Fire  Insurance  Companies"  are  such 
as  to  render  this  publication  of  the  utmost  usefulness  to  all  who  buy  or  sell  fire, 
marine,  casualty  or  other  kinds  of  insurance  (except  life).  It  enables  the  pos- 
sessor to  discover  at  once  the  character,  importance  and  degree  of  reliability  of 
any  company  whose  agency  or  policy  he  is  likely  to  be  offered ;  and  gives  sufficient 
detail  to  enable  him  to  form  a  just  opinion  upon  such  a  company. 

"REJKmrs  OF  Fire  Insurance  Companies''  comprises  412  pages,  and  is 
substantially  and  handsomely  bound  in  red  cloth  and  gold.  Price  per  copy,  $5.00, 
sent  prepaid  to  any  address  in  the  United  States,  or  any  country  in  the  Postal 
Union,  on  receipt  of  price. 

The  information  embraced  in  this  book  is  kept  up  to  date  by  means  of  eleven 
Monthly  Supplements,  which  will  be  furnished  to  subscribers  to  the  book  at 
$2.00  per  annum,  or  $7.00  with  the  Annual  Book.  An  excellent  binder  for  the 
Supplements  may  be  obtained  for  $1.00. 
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The  Fidelity  and  Casualty  Company 

of  New  York 

92  Liberty  Street,  New  York,  N.  Y. 
Metropolitan  Office  :  92  William  Street 

Semi-Annual  Statement,  June  30,  1916 

ASSETS    :::::::::  $13,139,602.70 

LIABILITIES        :::::::  9,115,416.08 

CAPITAL          ::::::::  1,000,000.00 

SURPLUS  OVER  ALL  LIABILITIES  :        :        :  3,014,186.62 

LOSSES  PAID  TO  JUNE  30,  1916          :        :        :  54,167,050.85 

TTUa  CompMtty  issues  oontrmcts  ««  follows  f 

Fidclitjr  Bonds;  Surety  Bonds;  Accident,  Health,  and  Disability  Insurance; 
Borxlary,  Larceny,  and  Theft  Insurance;  Plate  QIass  Insurance;  Liability 
Insurance — Employers,  Public,  Teams  (Personal  injury  and  Property  Dam- 
tee),  Automobile  (Personal  Injury,  Property  Damage,  Collision,  Fire  and 
Theft),  Physicians,  Drunists,  Owners  and  Landlords,  Elevator,  Workmen's 
Compensation — Steam-Boiler  Insurance;  Ply-Wheel  Insurance. 


The 

Provident  Life  and  Trust  Co 

of  Philadelphia,  Pa. 


Insurance  in  Force  ( Paid  for  basis) 


$329,691,608 


What  is  the  Best  Form  of  Policy? 

Write  for  Information. 


Lowest    Mortality 


1865 


1916 
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THE  NEW  YORK  STATE  LAW 


t 

Employers'  Liability, 
Workmen's  Compensation  and 

Liability  Insurance 


by 
JEREMIAH  *F.  CONNOR 

Late  Chief  Counsel  for  the  State  Industrial  Commission 


The  Workmen's  Compensation  Law  of  New  York  as 
amended  in  1916,  fully  annotated  with  over  300  references. 

A  comprehensive  and  complete  analysis  and  expla- 
nation of  the  Workmen's  Compensation  law  indicating  in- 
juries which  are  compen  sat  able,  and  those  which  may  be 
made  the  basis  of  damage  suits. 

The  book  treats  of  the  necessity  for  liability  insurance 
in  addition  to  compensation  insurance,  explains  what 
liability  is  covered  by  the  State  Insurance  Fund,  and 
shows  the  power  of  the  State  to  assess  employers  who 
insure  in  the  State  Insurance  Fund. 

PRICE,  $5.00 

THE  SPECTATOR  COMPANY 

CHICAGO  OFFICE :  ,  35  ^.^^j^^  q^^^ 

IMUMNCE   EXCHANM.  MEW   YORK 
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BIODdtood,  KoDpa  t  Bkudcood,  Uihnukec B-Z80 

Bcnn^  Butt L.,  Elmira B-2aS 

BobKLbue*  J.,  ScnnUa B-18e 

Band,  ticmaa  £.,  BaMmoie B-236 

BolkScha        '    "  

'Tlli;Bt,W. 

.  Baku  Af , ^ 

Bkws.  Cymfc  Co..  BoMos. 

■mi-icBea  k  Co.,  Chu.,  Chican '.     B-3B 

Brawa,  Edwwd  k  Saoa.,  Su  Fnadsn B-It 

BnvB.  Cw(  N..  SautoD B-ISB 

BKrwB.J(»eefaS..kSaD,I^Wblulfa B-184 

knwi.^.  V.  *  Co.,  New  Voik B-146 

Bnwa.  Wmud  S.  k  Co.,  New  Yvk B-IM 

Bnh  k  Litowkh.  Safin* B-2SS 

Baikt.  Hitctidl  ud  Hoke,  St.  Pwil B-») 

BaiUii,  Hcitcrt,  New  YMk B-IW 

Ckimtcn.  C.  F.  laa.  A«nicy,  PiUibun B-IM 

(JOfbdl,  WsIUt  T^  k  Co..  St.  Louii B-UO 

Cut  k  SteimiKtz.  PtiitniHptiia B-271 

Can  BfiB.,  St.  Looia B-130 

CairiactoB.  Haioa  k  Sm.  Uenphk B-IBS 

Cinavli.  B.  J..  Da  MoiH B.3M 

Obit  aad  Abbott.  Sum  Fdb B-Z73 

Ckiciio  IntBTuu  Amna,  Inc.  Chiouo B-3B 

CUib.  yoaac  1  Wood.  ClikuD B-ll 

C1aK>,  £.  E.,  k  Co..  New  Vorf B-145 

Ckit,C.  C,  QaoMo B-«l 

Clait,  Hatlm.  Babk B-2SS 

riaikcOiulaU.,  kCo..  BidUo B-13B 

Oaik.  J.  Liukar.  k  Co.,  Baltlowe . .     B«t 

Gut,  W.  L,  Co.,  PillabuRb B-18S 

Cobb.  Geo.  M..  iDdiaaapdlia BSl.RM 

Cobb,  Hmnrd  k  BaileT.  OnciDiiati B-2fl8 

Colore  RdnauniKX  Co.  of  CulonK.  C«nnany B 

*■ -^'"~a*CuJQ..7TiK..NewYoik..,   .       »4 

on  AaamiiCE  Co  .  Lid.,  of  Loudan. 

a  Akcdti'.  Hinnapolii. ..  B-IOS 

lodalioo.  Chicago lii 

rwiKiKBtai  CuualCT  Co.,  Chfaaio- .  - vii 

Cocfcy.  D.  C.  Dcotu,  m .  , .  B-251 

Con^M  *  Jaduoo.  AbfTdeto  Uelelte,  S.  D B-387 

CoTlf ,  Kobt.  M.,  k  Co..  Philadelphia B-181 

Cork.  Eota- M..  Co..  Philaddphla Baak-marker 

Cowea  k  Crar.  St.  Louh, B-120 

Cnnas  k  Cace.  Rauatuo B-2ai 

CnaoBiI  Adj.  k  Ino'n.  Co.  New  Orlaoi B-2X 

CmcfadL  liaier.  WhItiMT  S  Bartour.  Chicago B-39 

CRD»eB,SwB.  H.  Hmderacn,  K> B-Z3S 

Cn«h™te,B.  kf.,  Co..  New  York B-1+3 

Cmai  k  Fonta.  New  Yort B-I48  I 

CrettknkCo..  HanrW..  Ddlaa B-I9B 

Can^  Qaifca  E,.  Toledo 8-241   I 


Daiby,  Hooper  fc  McDaoiel.  New  York B-14» 

Dan,  Kcmaa  k  Dan.  New  Otleaoa B-217 

Davk,  BiBdIoni  k  Co..  NashvUk B-IM 

Dc  Roode  k  Co.,  H..  Chicuo 8-39 

DetT,  Thompn  k  BrcTrwllktsbajTe B-18S 

DewKk  k  Flaadm.  Boatoo B-W 

DiDkehptel  JIcDiT  G.  W..  San  FruKtaco - .  B-34S 

Dcoba^,  OMirlea  M.,  Dea  Hoinea B-2M 

DougU)  int.  k  Ritt.  Idc,  ChkMD       ^-W 

Downing  k  Downing,  Erie B-17fl 

Doi,  Chaiha  E„  Chicago B-» 

DuSn,  Sapiniky  kDuffiB,Louiiville B-3GS 

Dution.  Pet^.,  RodMSlet,  N.  Y B-13T 

Duval,  E,  B..  kCo.,  Inc..  Baltinon B-W 

Eddr.  H.  W..  St.  Look B-UO 

Edwvdi.  Gmgn  k  Co.,  PilDbuiib B-185 

Edwudt,  Wilbw  T..  ^ndivham B-3*« 

EUel  kloeb  Co..  CUiuo 8-3* 

Ellk k  HolUad  Co..  DoUdM* B-AB 

Knben.'nn.  Howanl,  BahinuR B-25e 

EmenkNcn<n,NewCMnB* B-M 

Employen  UatnlitT  Aaaur.  Cotp..  Bnlon n 

Equitable  Lile  Aaannaci  Sodetr,  New  Yotk . . .. B-1404 

EquiUhk  Life  laa.  Co..  Da  Moinca iv-b 

Eoraiiaan  Acddent  Ina.  Do.,  New  York liv 

Evau.  Cba*.  T.,  PhiladdphU B-lSl 

Elton,  B.  N..  k  Co.,  Inc.,  New  Yoifc B-151 

Fereu»D.  SoHt  ti  Karria.  Lonisvibc B-TS 

Fi.ifliiy  and  equally  Co.  ot  New  York a 

Fideiily  Mulutl  Lile  1«.  Co..  Philadelphk ™v-d 

Fvfld  k  Cowles.  Boaton fl-80 

Firman.  Webb  SlJoluuon.RocbeMei  B-l» 

fhha,  D.  A.,  Inc.,  MemphU B-198 

Flmegin,  Wm.  W,,  &  Co.,  PilUburgh B-18* 

riinn,  F.  A.Inc,  New  York ™v-d 

FU,ven,  J.  P.,  Charlotle  N,  C  8-397 

ForeiMo  b  Lackey.  Paducah B-7S 

Fraokfon  Geoenl  Inninnce  Co .  New  York »! 

FrelinKhuyjen.  J.  S„  k  Co..  New  Yoik B-l« 

FroiBill.  JoKph  k  Co..  Inc..  New  Yo* Ojvet 

FulIS  b  dannon.  Cleveland B-WB 

Fuller  It  Fulla.  New  York -  8-389 

Gunewdl  Piie  Alaim  Teb«n|A  CO.,  N.  V ilvil 

Gardnei,  Piiee  k  Tbotnley,  Provident* 8-272 

General  Acddenl  Fire  k  IJIe  Amikx.  Coip.,  Fhaa- 

GeoitU  Hook  int.' Co.  of  CfJumbua.Ga.V.'. :.'.'.'.'-'.'         ■■■ 

Gennui  Fire  Im.  Co.,  Balto B-84 

Gemuis  Fin  Ini.  Co.,  Wheeling ml 

Gcnunia  Fire  lu.  of  New  YoK miv 

Geiraaok  Life  In.  Co.  of  New  Yoik nvii 

Cabba,  diston  B.,  BuBalo ...  B-3M 

Gill,  Jonea  k  Tykt,  Houatoo 8-278 

COinoui,  RothoT  k  Co..  Boaton B-90-b 

Giiaid  Fink  Marine  Ins.  Co..  Fhiladelrtiiii iliv 

Godbev,  E.  W..  Deatur,  Ala B-a« 

Goodelle  k  Hafding,  Syracuse B-287 

Grady,  Paul  Davis,  Raleuli B-asS 

Gnnite  State  Fin  lu.  Co..  PoRsn'th,  N-  H nxvii 

Gieal  Sootbeni  Life  lu.  (j).,  Houston mi 

Cnriey,  Woodiough  k  Filch.  Omaha. B-2M 

Haas.  Aaron,  Son  k  Howell,  Atlanta B-32 

Hall.  Claud  b,,  Si.  Louii 8-382 

Hall,  Edward  i.  k  Co.,  New  York B-146 

Hall  k  Benedict,  Ni^viOe B-IM 

Hall  k  Henshaw.  New  York B-IU 

Hancock.JohnR.,  Dallu ...  B-ie9 

Hanova  Fin  Ins.  Co.,  New  York niii 

Harper,  C.  L.  k  Co.,  Philadelphia.. B-181 

Haiiford  Accident  and  Indemnity  Co.,  Hartford. .      nix 

Hartford  Fire  lu.  Co..  Hanford nil 

Heffemu.  Tabu  S.,  Springfield,  Mo 8-303 

Herendeen  &  Masdeville,  ElmiiB B-2eS 

Herrick.  Auerbacli  &  Vastine,  Chicago B-30 

Hubert  &  Baerwatd  Co.,  Milwaukee 8-313 

Hinckley  &  Woods,  Boilon B-Sl 

HirKhberg  k  Co.,  F.  D..  SI.  Louis 8-130 

Holden  k  Son,  J.  L.,  Chicago B-233 

Home  In5.  Co..  New  York iv-a 

Home  Life  Im.  Co.  of  New  YoA. »tii 

Home  Lile  Insurance  Co.  of  Atoerica,  Philadelphia       ili> 

Hood  Agency,  Inc.,  The,  Minneapolis 8-109 

Hopper  Elmer  J..  New  York B-lSl 

Homberger.  J.  G.,  San  Anlonio 8-303 

Hosmer,  R.  W.,  k  Co.,  t^icago    .  8-30 

House,  Grosimu  k  Vorfaaus,  New  York B-2«e 
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IE  Life  Ins.  Co^  ChicHgc 
:aDM  Apney  G>.,  The.  I 


»ckson,H*rbett,  Covington.  Ky.,aiidiin 
UMS.  Freds,  i  Co-Tchic.  li  N.  Y,,.. 


trCo,  The  Clevel«Bd.., 


i.6-296,B-36e 
.  B-41,  B-I4S 

...■,.,.  B-28fl 


ohn  Hincock  Mul.  LilE  loji.  bo. 

Si  Sons,  R.  B..  Kuuu  City B-llT 

.  .  ..Mocker,  Sullivmii  A  Aoiirt.  St.  Loud B-2fl3 

onUn,  Hurry  P.,  Wko B-277 

K»Jer,  CBmey,  LiBer  li  Co.,  BoBlDD B-90 

Kinsu  City  Lile  In..  Co..  Kusu  City.  Mo vii 

KlufiMJi.  Ltd.,  Hiriy  S.,  New  Oriems B-79 

Kimler.  Geo,  S,,  Lid.,  New  Orleans B-78 

Kellei  &  KeUei,  Su  Antonio 6-277 

KeUy  S  FuDh,  New  YoA B-14S 

Keniiil,  The  VWm  H..  Co.,  New  Yoit B-ISO 

Eimbitll,  Wuim  M.,  &  Co..  New  Voit B-1B1 

Kini,  H.  AndecMq,  Oklihonu  City B-370 

Kitdwn.  J.  D.,  k  6m..  New  Orkani B-7fl 

Klee.  Rogeii,  Wile  4  Loeb,  ChicMO B-40 

KleinhMU.  totppta  b  UU,  Grand  (Upidj. B-SSft 

Knickerbocker  Preffl.  The,  New  Yoit nivd 

Krotue,  Clarence  A.,  ft  Co.,  PbilndelpUi B-182 

Lamey,  H.  T.,  Denver B51 

LiDirop.  Monow,  Foi  &  Moore,  Kiuu  City,  Ho.  B-Sm 

-■■---  "'  "       ■■  Atl»nl. B-260 

IwrG«"w.'c!iSa^. ,...■■■■.■■!,■.■■,.■."!!.■!!!;  b-« 

Jw,  i    E,.  CUrksburs B-aT9 

.awton-Bynie-Bniner  Ins.  Agency  Co,  St..  Loub.  .  B-121 

■ay ton , Chitlej  &  Edwin,  Loodm ili 

jylon  >  Irnpnjved  Aiithmomelcr B-146-b 

Le  Blanc  &  Railey,  Lid..  New  OrieuB B-TS 

-  lalph  W.,  Waihingtaa,  D.  C. B-2» 

Leo  New  Yoft B-286 


Vi^C^'Z 


Loguc  Bra.  ft  Co.,  Inc.,  Fiiuiniriii 

London  Guarantee  and  Accident  Co.,  Chicago . . 


McKibbin.Geoi 


irie  &  Son. 
,  Ltd.,  Ton 


carlney,    Schley   1 

,  Mobile 

Miloy  Si  Bridy.  BdtimoR... 
Ifamfitllan  Life  lu.  Co.,  Nen 


,  Uobile. 

Maloyji'    _, 

Ifanbillan  LiJe  lu.  Co.,  New  Yoifc _  . 

Halfchara,  W.  H.  ft  Co.,  St.  Louu B-llO 


.  B-Z72 

■.'b-oiS 


MendcDball.  Mark 
Mii«ct.F.  ftCo.. 
HeOopiilitu  CuiiL 


.~?Sr;:::::::::::: 

V  loa.  Co.,  New  York., 


I.  J.  J'.,  jjr^u*^ B-IM 

r  and  MiOer,  Chattuuoa B-274 

n  NaCioniil  Ins.  Co..  Chian ilv 

ft  Hoooejj,  New  Y«t B-IM 

<  Ins.  Anncy,  Uinnespolis B-loe 

iaanicDuieiy,  Hall  ft  Younf.  Omdu B-3M 

HoatioM  ft  Oaikc  Co,,  New  Yoik iv-b 

Uaon,  Case.  Lrman  ft  Htibbaid,  Chkuo B-11 

Uordecai  ft  Gwbden  ft  Rulledge,  ChajhUoB 3-^2 

UodU,  Albert,  PhlbukMiia B-Z73 

Moiiao,  J-  P.  ft  Co.,  New  Yoit Cover 

MotEo,  LoA  E..  Elmin B-2aS 

Horn.  Tbe  Halwif,  Ins,  Afency,  Ltd..  New  Otleaiu  B-TS 
UuUer&Co.  Wm.A.  Botoo... B43 


Muiick  4  K»»h.  Jackson.  Ky 8-258 

Mutual  Benefit  Life  Ini.  Co..  .Vcwstk C 

Mutual  Life  Ins.  Co.  of  New  Yori ixii 

Na«lilen,  Jobn.  ftCo..  Ctaiuo B-42 

Nathan,  Anhur  S..  ft  Co^  Ch'icaffi B-*0 

National  Fire  Lu.  Co..  Hartford iviu 

National  Life  Ins.  Co.,  Mantpetier xl 

Nean,  Gibbsft  Lent,  Cincinnati .,  B-162 

Nelson,  W.  L„  ft  Co.,  Memphis B-IW 

Newburjer  ft  Co.,  Chicago B-40 

'"""""                 York B-I46 


New  Orieai 
New  ■■ 


-rsAgenc;,.,- 

s.Co.,  New  York.. 


leans....     B-SO 


ndent  Ins.  Co.,  Chica 


wVoA.. 


lUndi 

New  York  u'nde™ 

\octb  American  A ... , ..„ 

tonit.    McFhetsoB,    Harrington  ft  Waei.    »-..™ 

Rapids B-2ae 

forth  British  and  Mercantile  Ins.  Co.^  N,  Y liv 

lorwicb  IfnionFlreLis.  Co.,  Ltd.,  N.V ndi 

I,  Rusaellft  Co^  Boston B-02 


r  of  the  Golden  Seal 


Ins.  Co.,  Harliord. .','..!!!! 

Pacific  Mutual  Life  Ins.  Co.,  Los  Angeles. . , 

Page  ft  Hays,  Binghamton   

Pafc,  Hunter.  Page  ft  Dallwig.  Peoria 

Puge.JpbnC.,  ft  Co..  Boston 

Pabn,  O.  W.,  Lincoln 

PaAir,  Chaa.  E.,  Hartford 

Partes,  Mc  Vjllie  ft  ^w,  Toronti 


..  K.,  Waihington,  D.  C... 

■-"ce  Co..  Ltd.,  of  London. 

ft  Trust  Co..  PitUburgl 

ft  Co.,  Pbiladelpbia . . . 

*  Co..  BaJtinore 

■  -     30  City  M. 


Ins.  Co,,  of^  New  York. 
:ers  Fund,  Philadelphia, 
run  Co.,  of  Phila 


IheS 
BftWrig 


1.  Int.,  New  York. . 


Redmond  ft  Co.,  New  iui> tu.a 

Reed,  Shaw  ft  McNaugbt.  Toionto B-224 

Rehm  ft  Olin,  Indianapolis B-S6 

Rdd,  WalUce,  New  York B-144 

RebJisrdt,  1.  ft  Son.  Dallas B-199 

RdiaoceLifelni,  Co.Pittlburjh... 


nmcl 


C^  Indianapolis... 


panr.  lie,  Baltli 
■a^iuoD.  c.  J  „  «  Sons,  Haiti 
imond,  Jactman  ft  Swaiuen 
(E  ft  McNeill.  PhUadclphia. 


B-SS 


lo,  Webster  ft  Ci>.  Chicacp 

lenberger,  J,  C,  KauasCity,  Mo 

«t,  Sblon.  PbiUilB  ft  HopkiBS,  Allanla. . . 


Rutberfoord  ft  Mahei,  Raaiii^e.'.!.'  ]'.[]] '.^'.[l]'.'.'.'.  B-20S 

Saner,  Sanei'  ft  Turner.  Dallas B-275 

Sargenl,  Strong  ft  Strubble,  Sioui  City B-2M 

Scbaefer,  B.  J.,  New  York iv-b 

Schaeferft  Shevlin,  New  York B-IJH 

Schroeder,  Chris..  &  Son  Co.,  MUwuikM fi'lIS 

Seav&Seay. Dallas B-275 

Selling  ft  Brand.  Delniil B-287 

SewiD  ft  AJden,  New  York B-148 

Sexton,  Chirlra  W.,  Co..  UiBSMpoUs B-110 

Shackellord.W  T.,  ft  Co..  Baltiouie B-M 

Shaw,  A.  F.,  ft  Co..  Chicago B-39 

Shelby  ft  Co..  Edwin,  LtdTNew  Orleans fl-8l 

Sherwood,  Roderick  M.,  Long  Beach,  Cal... BUT 


Shipley,  ^wardE.,  Cincinnati .'.... '.'.'.  B-1SS 

""■■  ^- — ,  ft  Son,  Pittsburgh B-18S 

T.  A.,  Ottawa,. B-2M 


Shook,  beni 


Simpson,  Cainpbell  ft  Co.,  Boaion S42 

SinpHin,  Jr.,  Inc.,  I.  K„  Washington.  D.  C B-30 

Slaymaker,  Burke  G.,  IndianapiOu.. B-253 
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Spafigkr.  G.  M..  ^Harris^urg 

Smith,  EhRvis  &  Co.»  Buffalo 

Smitk,  Macshall  J.,  A  Co.,  Ltd.,  New  Orleans 

SmiilL.  J.  Panons,  jfr.,  Philadelphia 

Smith.  Stanley  G.,  Ctnp'n.  Ssnacuse 

SpriiiKfidkl  F.  fr  M.  Ins.  Co.,  Springfield,  Blass 

Staadard  Accident  Ins.  Co.,  Detxoit 

Standard  Fire  Ins.  Co.  of  N.  J.,  Trenton 

Siandait  and  Main,  Denver 

Staxtweather  &   Sheplcy,   Inc.,   Chicago,  Boston, 

Nev  York.  Providence B42,  B^,  B-lfiO, 

Sute  Savings  ft  Trust  Co.,  Indianap<di8 

Stephaay  &  Co.,  Atlantic  City 

Stewart,  Kerdpm^  Sydnor.  Kansas  City 


Stewart,  The  W.  H.,  Agency  Co.,  Denver 

Slevenson-de  MaUie  Co..  Inc.,  Rochester 

Stokes.  PncJkard.  Haughton  ft  Smith,  Philadelphia 

Stone.  Mathews  ft  Co.,  Phi]addj>hia 

StrickEnr  and  Stcickling,  Huntington,  W.  Va 

Strinriellov,  Wm.  E..  St.  Joseph 

S«ui  us.  Office  of  Lcmdon,  New  Yorlc 

Sweetser.  H.  P..  Portland,  Me 

Synnott  &  Penry,  Dallas 

System  and  Accounting  lor  a  Life  Ins.  Co 
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B-139 

B-78 

B-183 

B-155 

xvi 

xlv 

xUi 

B-22 
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B>61 

B-130 

B-117 

B-22 

B-154 

B-182 

B-182 

B-279 

B-262 

zzziv 

B-258 

B-275 

liu 


Thomas  Insunnce  Agency,  Calumet.  Mich B-lOO 

Thompson,  R.  H.  ft  J.  H.,  Jackson,  Miss B-261 

T!»wIesB,  Arthur  J..  New  York B-152 

Tiavelers  Ins.  Co.,  of  Hartford zxi 

Turner  ft  Thomas,  Baltimore B-^ 

Tuney.  Olds  ft  Sipe,  Cleveland B-2e0 

Tyler  ft  RutheHord,  Inc.,  Washington.  D.  C B-30 

Union  Central  life  Ins.  Co.,  Cincinnati zliv 

United  States  Casualty  Co..  New  York liv 


Pagi 

United  States  Fidelity  and  Guaranty  Co.,  Baltimore        zz 
United  States  Life  Ins.  Co.,  New  York xix 

■ 

Van  Houlen  ft  Sherwood  Co..  Jersey  City B-132 

VickeiB,  L.  D.,  Charlestou,  W.  Va B-279 

Virginia  F.  and  M.  Ins.  Co.,  Richmond xliii 

Wadsworth.  E.  L.,  ft  Co.,  Erie B-176 

Wagner,  F.  H.,  Agency,  Minneapolis B-109 

Wagner,  Geo.  E.,  ft  Co^  Philaddphia B-183 

Wagner  ft  Taylor  Co.,  Philadelphia B>182 

Wakefield,  Morlnr  ft  Co..  Hartford B25 

Wallace,  W.  J.,  Macon B-260 

Walters,  Kelfcr  ft  Co.,  New  York B-149 

Warren,  Cady,  Ladd  ft  Hill,  Detroit B-2SB 

Watson,  E.  L.,  ft  Co.,  Providence B-190 

Weed  ft  Kennedy,  New  York B-147 

West,  Charles  W.,  Savannah B-36 

W«st,TheW.  H.,  Co.,Washinjpton,D.  C B^ 

Western  Acddent  ana  Indemmty  Co.,  Helena zlji 

Western  Assurance  Co.,  Toronto,  Canada Ui 

White,  Cheney  ft  Shinaman,  Syracuse B-267 

Whittemore,  F.  Churchill  Co.,  St.  Louis B-iaO 

Wickenham^  Oscar  G..  Harrisburg B-271 

Wiley.  MagiU  ft  Johnson.  Chicago B-39 

Winter-Hunter  Co./The,  Cincinnati B-ie2 

WoU,  Charles  W.,  Hagerstown B-268 

Wolf  ft  Cohen ,  Washington.  D.C B-30 

Wolf,  M.,  ft  Son,  Baltimore B;86 

Wolff.  H,  New  York 8-a 

Wood.  RKhard  L.,  ft  Co.,  Buffalo B-13» 

Woodward  ft  Williamson,  Inc.,  Jersey  City B-132 

WorthingUm  ft  Sill,  Inc.,  Buffak) B-ia9 

Wright.  "Barry.  Rome.  Ga B-250 
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Good    Contracts    to    Reliable 
Agents.  Address  the  Company 


ROLAND  O.  LAMB.  President 

ARNOLD  A.  RAND,  Vice-President 

BDWIN  B.  HOLMES.  Vice-President 

WALTON  L.  CROCKER.  Vice-Pres.  and  Sec'y 

FRED  E.  NASON.  Ass't  Sec'y 

L.  H.  HOWE.  Actuary 

ROBERT  K.  BATON.  Superiatcndeat  of  Af endes 

BLBERT  H.  BROCK.  Asst  Supt.  of  Agencies 


Get  a  Binder 

for  your 

Spectator 


No  systematic  reader  of  a  technical  joui'nal 
like  The  Spectator ^  should  waste  the  full  value 
of  the  subscription  price  paid  by  throwing 
away  the  paper  after  reading,  but  should 
keep  it  on  file  for  future  reference.  Prom- 
inent company  managers  and  other  under- 
writers who  keisp  The  Spectator  on  file  will 
testify  to  the  benefits  derived  thereby. 

Send  $1.00  to  the  undersigned  and  we  will 
forward  a  handsome  binder  that  will  carry  26 
numbers  of  the  paper  or  one  volume,  bound 
substantially  in  cloth  and  stamped  on  the 
front  cover  and  back  with  gilt  inscription  of 
the  name  of  the  journal. 

THE  SPECTATOR  COMPANY 

13s  WillUm  StM«t  N«w  York 
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The  EMPLOYERS' 
i^ll        LIABILITY 

ASSURANCE   CORPORATION 

(Limited)  of  Loodocw  EngHnd 

UNITED  STATES  BRANCH 
SAMUEL  APPLETON,  United  States  VUmgtt,  33  Bro»d  Street,  Boston. 

TflOSTEeS  ADVISORY  BOARD  EXECVTIVt  COMHITTEE 

PKANE  G.  WBBStBR.  B^-  WM.  ALLSH  BUTLSR,  Jr^  Riq.  HSNRy  K.  ROG8RS,  Bn|. 

JOHN  I^OWBLL,  Bm,  OBN.  7KANCI3  V.  ORitEHB      JOHN  B.  THOllAS,  Sk. 

C  MINOT  WBtD,  B«|.  WILLIAM  D.  BALDWIN,  Bk).    CHAS.  FRANCIS  ADAHS  Sul,  Bvi. 

CHAKLBa  P.  BDOAR.  Ski- 

Summary  ot  Statamant  Dacambar  31,  1915 

Deposited    with    Insurance    Departments   and 

Tnisteo »7,586,78S.18 

Assets 9,152,148.66 

labilities 6.772,064.83 

Surplus  to  PoUcyholdere 2,380.083.83 

WORKMEN'S  COMPENSATION,  LIABILITY,  STEAM  BOILER,  ACCIDENT.  HEALTH 
FIDELITY,  SURETY,  BURGLARY,  ANO  PLATE  GLASS  INSURANCE 

Tht  Ptooccr  of  LtaMlttT luiuHoce  to  tbe  wortd  aod  ■  (eulef  to  ACCIDENT  tniufvicc  in  Aiii«ttca 


FIDELITY 
BONDS 


SURETY 
BONDS 


100  Broadway 

HoitM  al  ttio 

AMERICAN 
SURETY    OOHPANY 
OF  NEW  YORKi; 


COMMERCIAL  UNION 
ASSURANCE   CO. 

LIMITED,   or   LONDON. 


THE    URCCST    CCNERAL    INSURANCE 

COMPANY    IN    THE    WORLD. 

SS  JOHN   STREET.   NEW  YORK. 


XYl  THE    INSURANCE    YEAR    BOOK. 


tflAQ  LARGEST  FIRB  INSURANCE  COMPANY  101 6 

'^^^^  Chtfterad  by  the  State  of  MaMachiisetts  i^iu 

Incorporated  1849  Charter  Porpetnal 

SPRINGFIELD  FIRE  and  MARINE 

INSURANCE  COMPANY,  of  Springfield,  Mass. 
CASH  CAPITAL.  ■  S2.500.000.00 

ANNUAL  STATEIMENT.   aANUARY   1,   19ia 

TOTAL  ASSETS*    •       •       •       91 1.695.37S.60 

L^IABILITIES 

CAPITAL  STOCK $3,500,000.00 

Reserve  for  Re-insurance             ....  5,673,329.62 

Reserve  for  all  unpaid  Losses     ....  577,261.47 

Reserve  for  all  other  LlaUlities  -        .        -        .  364,115.88 

TOTAL    LIABILITIES  $9,114,706.97 

NET  SURPLUS 2,580,666.63 

SURPLUS  TO  POLICYHOLDERS       ...  5,080,666.63 

LOSSES  PAID  SINCE  ORGANIZATION       -        -         65,274,115.26 


A.  W.  DAMON.  President 
W.  J.  MACKAY,  SecKtary  CHAS.  E.  GALACAR,  Vice-Prendent  F.  H.  WILLIAMS.  Treasurer 

PRIOLEAU  ELUS.  Ass*t  Sec'y       GEO.  G.  BULKLEY,  Ass't  Sec'y       E.  H.  HILDRETH,  Ass*t  Sec'y 

WB8TBKN  DrnPARTUmST,  CHICAGO.  JLL. 

A.  F.  DEAN.  Manager  J.  C.  HARDING  and  W.  H.  LININGER,  Ass't  Manaoen 

E.  G.  CARLISLE,  2nd  Asst.  Mana«er  L.  P.  VOORHEES  CasEier 

Pacific  Coast  DiVAsmmr,  San  PkANCiaco.  Cau 
GEO.  W.  DORNIN,  Manager  JOHN  C.  DORNIN,  Ass't  Manager 

AiMicicf  is  all  Prominent  LocalltiM  thronghooC  the  United  Stntei  end  Cenede 


■STABUSHCD  1S66 


UNITKD    8TATK8    DKFARTMKNT.    iaS-1SS   WILUIAM    8TRCCT.   NEW   YORK 

C.    H.    FRANKL.IN.    MANAOCR    AND   ATTORNKV 

JNO.   M.  SMITH.  SCCRKTARY 

INSURANCES  TRANSACTED 


WORKMEN'S    COMPENSATION 
ACCIDENT  INSURANCE  BURGLARY  HEALTH  INSURANCE 

LIABILITY  INSURANCE  OP  ALL  KINDS 


TRUSTEE 
UNION  TRUST  CO.  OF  NEW  YORK 

so  BROAOWAV.  NKW  YORK 


ONE  OP  THE  OLDEST  AND  STRONGEST  CASUALTY  COMPANIES  IN 

THE  WORLD.    GIVES  ASSURED  THE  BENEPIT  OP  ITS 

EXPERIENCE  AND  A  SQUARE  DEAL 
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Publishers'  Announcement 

For  forty-three  years  The  Insurance  Year  Book  has  appeared  annually, 
growing  steadily  with  the  expansion  of  the  insurance  business,  and  adding 
new  features  to  its  mass  of  information  as  the  conditions  demanded.  The  pub- 
lishers therefore  take  fwide  in  presenting  the  forty-fourth  annual  edition,  and 
in  acknowledging  the  widespread  recognition  that  has  been  accorded  this  publi- 
cation, both  in  this  country  and  abroad. 

The  1916  edition  of  the  Year  Book  is  issued  in  two  volumes,  as  hereto- 
fore, one  being  devoted  to  Life,  Casualty  and  Miscellaneous  Insurance, 
and  the  other  to  Fire  and  Marine  Insurance.  Each  volume  contains  the 
standard  statistics  regarding  companies  and  their  transactions  that  are  neces- 
sary to  perfect  their  history  from  year  to  year.  These  statistics  are  brought 
forward  to  include  their  transactions  to  December  31,  191 5.  Some  of  the  prin- 
cipal features  of  this  volume  are  briefly  summarized  as  follows : 

FIRE   AND    MARINE   VOLUME 

The  section  entitled  "Reports  of  Fire  Insurance  Companies"  presents  in- 
formation more  or  less  exhaustive  concerning  nearly  1,000  fire  and  marine  insur- 
ance organizations  (including  unlicensed  companies). 

The  importance  of  the  fire  and  marine  insurance  transactions  in  the  United 
States  is  indicated  by  the  grand  totals  for  191 5  here  exhibited,  taken  from 
the  Recapitulation  Tables  of  the  Fire  and  Marine  Volume  of  the  Insurance 
Year  Book: 

Nnmber  of  companies 659  Total  income  $4741626,373 

Capital  paid  up  (U.  S.  Cos.) . .  .$107,674,615  Losses  paid 226,867,125 

Assets  888,700,271  Dividends  (Am.  Cos.,  incl.  mut.)     29,839,389 

Net  surpltis 330,353,769  Expenses   159,568,682 

Net  premiums  433>995f437  Total  expenditures   416,275,196 

Fire  Departments  and  Water  Supply  is  the  title  of  a  department  in  which 
is  given  extensive  information  as  to  the  fire  protection  of  8,304  cities  and  towns 
in  the  United  States  and  Canada.  This  department  occupies  458  pages,  closely 
printed. 

The  Directory  of  Insurance  Agents  (including  also  lists  of  Insurance  Attor- 
neys and  Adjusters)  occupies  about  275  pages,  4  columns  to  the  page,  and 
includes  about  63,000  names,  being  the  most  comprehensive  list  of  its  kind 
extant.  Comprised  therein  are  about  56,000  agents  (35,000  of  whom  write  fire 
bsurance)  and  about  7,000  attorneys  and  adjusters. 

The  list  of  Companies  that  have  Failed  or  Retired  contains  about  2,700 
names. 

Data  are  presented  as  to  insurance  companies  in  45  Foreign  Countries. 

The  officers  of  about  350  Underwriters'  Organizations  are  given. 

The  Premium  Receipts  of  individual  companies  are  tabulated  for  12  cities. 

Notable  Conflagrations  in  the  World's  History  comprise  about  400  such 
events  from  B.  C.  1897  to  A.  D.  1916. 

The  list  of  Large  Fires  in  the  United  States  and  Canada  embraces  334  fires 
occurring  in  the  last  two  centuries,  each  causing  $1,000,000  or  more  of  loss. 

In  addition  to  the  foregoing,  there  is  a  considerable  amount  of  other  useful 
information  presented  regarding  various  features  of  the  insurance  business, 
each  adding  its  quota  to  the  value  of  this  volume,  which,  aside  from  advertising 
matter,  contains  over  1,200  pages.  The  Life  and  Miscellaneous  volume  is  simi- 
larly comprehensive  in  covering  its  peculiar  field. 

Our  thanks  are  due  to  the  heads  of  Insurance  Departments  of  the  various 
States  and  to  officers  of  companies  for  their  courtesy  and  promptness  in  fur- 
nishing us  with  desired  information.  THE  SPECTATOR  COMPANY. 

Xew  York,  July  3,  191 6. 


XVlll 


THE    INSURANCE    YEAR    BOOK 


STATEMENT,  JANUARY  1,  1916 

Capital  Stock 

Reserve  for  Unearned  Premiums  ... 

Reserve  for  Losses 

Reserve  for  Taxes  and  Other  Expenses  -        .        - 

All  Other  Liabilities 

Contingent  Reserve  Fund      ..... 
Net  Surplus 

SURPLUS  TO  POLICYHOLDERS    -        -       .  - 


$2,000,000.00 

9,324,661.44 

804,567.39 

275,000.00 

25,510.43 

300,000.00 

3.496.345.12 

$16,226,084.38 
$5,796,345.12 


H.  A.  SMITH  President 

G.  H.  TRYON,  Secretary 

F.  D.  LAYTON.  Aasistant  Secretary 

S.  T.  MAXWELL.  AMistant  Secretary 


C.  S.  LANGDON,  AasisUnt  Secretary 

E.  E.  PIKE.  AMUitant  Secretary 
C.  B.  ROULET.  General  Agent 

F.  B.  SEYMOUR.  Treasurer 


AGENTS'  AND  INSPECTORS' 

POCKET  BOOK  OF  FIRE    PROTECTION 

By  QEOROE  VELTON  STEEB 

Associate  Member  National  Fire  Protection  Association  Member 
Philadelphia  Alumni,  Columbia  University 

Author  of  "  Fire  Insurance  Agents*  and  Surveyors*  Posketbook  of  Information**    and 

"Special  AgenU*  and  Adjusters*  Hand  book." 

An  up-to-date  and  comprehensive  work  whicli  should  be  in  the  possession  of  every  Special 
Acent,  Inspector  and  Locai  Ai^ent.  An  idea  of  the  broad  scope  of  this  work  may  be  obtained 
by  a  glance  at  the  chapter  titles  given  below,  although  this  list  gives  no  intimation  of  the  numerous 
details  presented  in  the  book. 


I.  Construction. 

II.  Special  Construction  and  Notes. 

III.  Fire  Doors  and  Shutters. 

IV.  HeaUng. 
V.  Lighting. 

VI.  Electric  Light  and  Power  Installation 

VII.  Sprinkler  Equipment. 

VIII.  Fire  Pumps. 

IX.  Fire  Pumps  and  Notes. 

X.  Reservoirs    and    Other    Sources    of 
Water  Supply  for  Fire  Pumps. 


XI.    Other  Fire  Appliances. 
XII.    Oils.  Varnishes,  Benzine,  etc. 

XIII.  Oily  Waste  and  Other  Spontaneously 

Combustible  Material. 

XIV.  Waste  and  Rubbish. 
XV.    Special  Information. 

XVI.    Watchman  and  Watchman's  Time 

Recording  Apparatus. 
XVII.         Miscellaneous    Information    and 

Tables. 
XVIII.    Hazards. 


There  is  a  copious  Index  which  will  enable  the  raider  to  locate  quickly  any  particular  item  of 
information. 

Prices  of  the  Agents'  and  Inspectors'  Pocket- Book  of  Fire 
Protection  (Bound  in  Red  Russia  Leather): 

Per  Copy $2.50        25  Copies $48.00 

12  Copies 24.00        50  Copies 90.00 

iOO  Copies $150.00 

TUB  SPECTATOR  COMPANY 


CHICAGO  OFFICE: 
Insurance  Exchange 


US  WILLIAM  STREET 
Nev  York 


INSURANCE  AGENTS— NEW  YORK. 


PHCENIX 

ASSURANCE     COMPANY,      LIMITED, 
OF    LONDON 

<(STASU«HCD     ITU) 

FIRE 

USE  AND  OCCUPANCY  TORNADO 

SPRINKLER  LEAKAGE 

HCAO   ornei   for   the   united   mTATSa 

100  WILLIAM   STREET.  NEW  YORK  CITY 

PKROIVAL    BCRK«FOttD,  MANAaCR 
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CAPITAL    PAID    IN    CASH 


RBBDURCBS  OVER 

$ICI,1S8,«S7.TZ 


UNITED  STATES  FIDELITY  AND  GUARANTY  CO. 
bauximore:,  md. 


ISSUES 
BONDS 

INSURES 
BURGLARY 

ISSUES 

asssa    ,„ 

POLICIES 

Offers    to    M«rch»nta    the    Best    Possible    Protection 
Through   Its   OepKrtment   of    Gu«r«nteefl    Attorneys 

JOHN  R.  BLAND,  PnMtat 


A    FEDERAL    INSTITUTION 


The  Masonic 
Mntaal  Life 
Association 

District  cf  Caliakia 


CHARTERED  BY  SPECIAL  ACT 
OP  CONGRESS,  Mareh  j,  lS«9. 

It*  AtenU  mmke  more  money  than  thajr 
could  raprasMiting  a  commercial  com- 
pany and  the  work  ia  mora  conganiai. 

Ft»  letnu  and  territory  write  to 

WM.  MONTGOMERY,  Washington,  D.  C. 

New  Uuonlc  Temple 

Secretary  and  Central  Manager. 


ATLAS 

Assurance  Co. ,  Ltd. 

OF  LONDON,  ENQLAND 


ESTABLISHED 
1808 


New  York  Branch 

100  WnXUM  ST.,  NEW  VOIK  CTTV 

Frank   Lock,    Manager 
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Agents  and  BrokersRepresenting  the  Travelers 

Possess  Great  Advantages 

All  men  are  prospects  for  more  than  one  line  of  insurance.  The 
agent  who  can  supply  the  various  lines  in  one  company  possesses  the 
broadest  field  for  his  efforts  and  the  greatest  opportunity  to  increase 
his  income. 

OUR  GUARANTEED 
LOW  COST  LIFE  INSURANCE  POLICIES 

guarantee  every  figure,  eliminate  all  uncertainties  and  provide  the 
maximum  insurance  from  the  beginning  for  the  premium  paid.  They 
contain  a  Disability  Clause  of  great  value. 

That  the  merits  of  this  form  of  life  insurance  appeal  to  business 
men  is  evidenced  by  the  fact  that  in  the  ratio  of  insurance  gained  and 
the  ratio  of  new  paid  for  business  to  insurance  in  force  in  1915,  The 
Travelers  stood  first  among  the  leading  companies  of  the  country. 

OUR  ACCIDENT  AND  HEALTH  POLICIES 

are  famous  for  their  broad  coverage,  fair  spirit  of  adjustment  and 
prompt  payment.  Based  on  an  experience  of  over  fifty  years  they 
are  tfae  standard  of  what  accident  insurance  should  be. 

OUR  COMPENSATION  AND  LIABIUTY  POLICIES 

afford  complete  coverage  and  provide  a  service  of  inspection  and 
safety  engineering  for  the  prevention  of  accidents  of  unequaled 
efficiency. 

The  Travelers  Insurance  Company 

HARTFORD,  CONN. 

The  Travelers  Indemnity  Company 

A  constituent  company  of  The  Travelers  Insurance  Company, 
writes  Steam  Boiler,  Pl)rwheel,  Burglary,  Plate  Glass,  Property 
Damage,  Collission  Insurance. 

'. I 


Re-Written— Revised  and  Englarged 

SOME  PUAIIN  MINTS 

TO   UIFB  IISSURAINCB  SOUICITORS 

By  Charlbs  Warrbn  Pickbll 


A  Practical  aad  Saggettive--not  Theoretical  Book. 

A  Piimer  to  the  Beginner  — A  Guide  Book  to  the  Bsperienced — An   Inspiration   for  the  Veteran. 

WritteD  in  a  dear,  terse,  vivadotta  and  conversational  style. 

Schetale  of  prices  for  "Some  Plaia  Hints":  Single  copies.  25  cents;  12  copies,    92.76;    60  copies.  SO;  100 
S17;  600  copies.  $80;  1.000  copies,  S16a 

THE  SPECTATOR  COMPANY 

Chicago  Ofllce:  135  WillUm  Street 

Insurance  Exchange  New  York 
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NORWICH  UNION 

FIRE   INSURANCE  SOCIETY 

UMITEO 

^NORWICH  ENGLAND= 

EstaUithad,  A.  D^  1797 

United  States  AMeU $3,125,217 

United  States  Liabilities  ......       1,998,929 

United  States  Surplus  ......  1,126,287 

The  Society  does  a  general  business,  induding  Pire  and  Tornado,  Automobile,  Sprinkler  Leakage, 
Use  and  Occupancy,  Tourist  Baggage,  Bxplosion  and  Rents.  It  also  has  an  arrangemoit  with  the 
Fidelity  and  Casualty  Companv  of  New  York,  whereby  they  issue  a  joint  policy  covering  all  the 
hazards  assumed  under  Automobile  Floaters. 

UNITED  STATES  TRUSTEES 

W.  EMLEN  ROOSEVELT,  Esq.,       ...  Of  Messrs.  Roosevelt  &  Son 

J.  FREDERIC  KERNOCHAN        .  ...  Counselor  At  Uw 

DALLAS  B.  PRATT,  .  '         .         .     Of  Messrs.  Maitland  Coppell  &  Co. 

Head  Office  for  the  Daited  States,  59  Jeha  St,  New  York 

J.  MONTGOMERY  HARE,!  J.  F.  VAN  RIPER,  Branch  Secy. 

WILLIAM  HARE,  J     *°^^  j.  h.  BURGER,  Supt.  of  Agencies 


IT  PAYS  TO  SUBSCRIBE  TO  THE  SPECTATOR 

Agents  and  Solicitors 

who  are  subscribers  to  Thb  Spbctatob,  and  who  wish  to  increase  their  commissions 
by  selling  additional  kinds  of  insurance,  will  be 

Cheerfully  Helped  to  Form  New  Connections 

with  companies  writing 

Fire,  life,  Accident,  Health,  Liability,  Live  Stock,  Burglary,  Plate 
Glass,  Automobile,  Fidelity,  Steam  Boiler,  Fly  Wheel,  Sprinkler, 
Credit,  Bank  Deposit,  Marine^  Registered  Mail,  Tornado  and  Hail 
Lisurance. 

While  soliciting  particularly  for  one  class  of  insurance,  the  agent  who  is  posted  and 
ready  to  take  applications  for  other  classes  of  insurance  can  often  get  them  for  the  asking. 
LET  US  AID  YOU.  

THE  WAY  OUR  SYSTEM  WORKS 

The  following  is  a  sample  of  the  many  testimonials  received  from  agents  sending 
thanks  for  our  assistance  m  getting  them  agendes: 

THE  SPECTATOR  COMPANY, 

NEW  YOBX  CITY: 

Gentlanen; 

I  want  to  thank  you  for  helping  me  get  an  accident  and  health  agracy.     I  have  made  a  contract 

with  the Caiualty  Company,  which  company,  of  coune,  you  recommended  to  me. 

Scranton,  Pa.  Abbam  Fbisdiian. 

THE  SPECTATOR  COMPANY 

CHICAGO  OFFICEi  135  William  Street, 

Insurance  Exchange  NEW  YORK 
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OVER   HALF   A   CENTURY'S   BENEFACTION 

(56th  Y«ar) 

The  Home  Life  Insurance  G>« 

New   York 
GEO.  E.  IDE,  President 

$56,000,000 

$32,000,000 


Has  paid  to  PollcyhoMers  and  thalr  Baaa- 
fidariaa  aiaea  orvanlBatloa  la  IMO  ovar 

And  now  holds  la 
AdaUttad  Assats  ovai 

*r^  $102.10  X  $100  '".ssi^s*" 

Its  gain  in  Insurance  in  Force  during  the  past  10  years  is  57.5%;  its  gain  in 
1915  to  Insurance  Paid  for  is  31.6%;  its  Ratio  of  Actual  to  Expected  Mortality 
during  1915  is  69.45  % ;  its  Surplus  Earnings  to  Premiums  since  ISiSO  is  14. 72  % ;  and 
in  1915,  14.37%;  since  1860  the  Dividends  Paid  to  Policyholders  amount  to 
12.41%  of  the  premiums  received,  and  in  1915,  13.87%. 

A  purely    mutual    company    issuing    tka  moat    desirablo    forms    of 

ting  insurance. 


HOME  OFFICE:    256  Broadway,  New  York 


INCORPORATED  I8S2 


The  Banover  Fire 
losorance  Company 


Tht  real  atrencth  of  an  insurance  company  is 
is  the  conaervatism  of  its  management,  and 
the  management  o£  THE  HANOVER  is  an 
alMolnte  aaaurance  of  the  security  of  its  policy. 


R.  EMORY  WARFIELD,  President 

FRED.  A.  HUBBARD,  Vice-Pres. 

E.  &  JARVIS.  Secretary 

WM.  MORRISON,  Asst.  Sec'y 


HOME  OFHCE: 
Haaovor  BoiMinf,  34  and  36 
NEW  YORK 


HOWIE    e    CAIN,    Inc. 

Gaoaffml  Acaats,  Matrepolltaa  District 

IM  inuiaai  St  NEW  YORK  CITY 


A  Thousand 
and  One  Hints 


To 


Agents  of   Industrial 
Insurance  Companies 

By 
W.  MEADOR,  Jr. 


This  is  a  work  based  on  actual 
experience  of  the  author  as  a  solicitor 
and  manager  and  will  be  found  a 
valuable  instructor  in  every  industrial 
oflBce. 

Price  per  copy,  cloth  bomd,  50  ceots 

Special  prices  quoted  on  large  quantities 


THE  SPECTATOR  COMPANY 


CHICAOO  OFFICE: 
Insurance  Exchange 


135  William  Street, 
NEW  YORK 
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ORIENT 

Insurance    Company 

HARTFORD,    CONN. 
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A  ViImMc  am  !•  me  Lmrawe  Apertg 

THE  NONTHLT 
INCOME  POLICY 

By  Vr.  T.  NASH 

A  booklet  containing  instructions  to  Agents 
relative  to  the  advantages  of  the  monthly  in* 
come  form  of  insurance. 

ArcumMits  Clearly  S«t  Forth 
HintSt  InstruetloEiA  mnd  AphorUms. 

The  publiahera  have  issaed  two  editions  of  this 
work»  one  being  in  cloth  binding,  for  permanent  use 
by  the  life  insurance  canvnsscr;  the  other  in  heavy 
paper  binding.  PRICES 
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An  AuMiUmwy  tmhUcmtion 

SafeiCuardiniC  the  Home 

A  leaflet  pointing  oat  to  prospects  the  advantages 
of  monthly  income  policies. 

pie  copy. 


Send  0  cents  for 
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ENTERTAININfi  AND  INSTRnCTlYE 

Multiplying  Your 
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or 


How  to  Sell  Life  Insarance 

By  William  T.  Nash 

Author  of  Th€  Monthly  Income  Policy 


Agency  managers  and  general  agents  will 
find  thifl  an  invaluable  book  to  place  in  tk? 
hands  of  all  their  agents,  as  it  is  replete 
with  suggestions  and  hints  drawn  trom 
actual  experience.  It  is  written  in  an  easT, 
conversational  style,  and  can  be  thoroughly 
digested  by  the  neophyte  as  well  as  the  Tet- 
eran  in  a  comparatively  short  time. 

Multiplying  Your  Income  is  handsomely 
printed  on  a  good  (quality  of  paper,  and  con- 
tains 124  pages  with  illustrations.  Price: 
Bound  in  cardboard  76c.,  cloth  binding, 
$1.00,  flexible  leather  binding  $1.26. 
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THE 


METROPOLITAN 
CASUALTY 

INSURANCE  CO.  OF  NEW  YORK 


Home  Office  -    47  CEDAR  STREET 


CHARTERED  1874 


PERSONAL  ACCIDENT     PO  L I G I ES 
AND   HEALTH  ==== 

OF  THE  MOST  APPROVED  FORMS 


EUGENE  H.  WINSLOW»  Preddent 

RUSSELL  R.  CORNELL,  Vice-PresldMC 
S.  WM.  BURTON,  Secretary 

ALONZO  a  BROOKS,  Asit.  SecreUry 


RELIAILE  AND  ENER«ETIC  AflENTS  WANTED 


Ready  Reckoner 


FOR 


EARl^ED  AND  UNEARNED 
PREMIUMS. 


READY  RECKONER  FOR  EARNED  AND  UN- 
EARNED  PREMIUMS.    A   Series  of  Tables 
designed    for   the    Speedy    Calculation    of    the 
Sums  earned  and  unearned  on  Policies  of  In- 
surance; by  the  late  William  Ellsworth,  Jr., 
formerly    of    the    Continental    Fire    Insurance 
Company. 
This   new   and   important   work   is   designed   to 
furnish    representatives   of    Fire   Insurance    Com- 
panies the   means   for   instantaneously   computing 
earned   and   unearned   premiums.    The   method   is 
the  simplest  yet  devised,  and  can  be  comprehended 
by  any  one  who  is  competent  to  understand  tbe 
easiest   rules  of   arithmetic.    The   tables   prepared 
furnish  a  ready-made  answer  to  all  the  problems 
relating  to  premiums  that  underwriters  are  required 
to   solve.     Wm.    Ellswokth,   Jr.,   author   of   the 
Ready  Reckoner,  was  a  well  known  mathematician, 
who  was  long  connected  with  the  Continental  and 
Niagara  fire  insurance  companies,  and  later  with 
the      Caledonian      Insurance      Company.       THE 
READY   RECKONER  is  the  result  of  his  daily 
experience,  and  is  designed  to  simplify  the  calcu- 
lations required   of  every  underwriter.    12mo.,   80 
pp.    Printed  on  fine  paper  and  substantially  bound 
in  half  leather.      

PHcet  $5U)0  Per  Copy. 

THE    SPECTATOR  COMPANY, 

PUBLISHERS, 
135  Williain  Street,  New  York. 
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Material 


J^EADQUARTERS  for  the 
very  flexible  Pocket  Rate 
Books  now  in  general  use  by 
the  larger  Insurance  Com- 
panies. 

pEST    Equipped    Establish- 
ment in  Greater  New  York 
making    a   specialty   of    the 
Manufacture   of    Rate   Books. 

\\/'E  bind   all  the   Spectator 
Company's     Flexible 
Leather  Publications. 

Estimates  Furnished 

GEORGE  MeKIBBIN  &  SON 

BUSH  TERMINAL 
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Brooklyn  Borough 
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THE  FIDELITY  MUTUAL  LIFE 

INSURANCE  COMPANY.  PHILADELPHIA 


Waiter  LeMar  Talbot,  President 
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ORIGINATOR  of  the  Disability  provision  in  modern  life  insurance. 

ORIGINATOR  of  the  '* Income  for  Life**  plan,  providing  insurance 
protection  for  dependents  and  a  life  income  for  retirement. 

UNDER  THE  SUPERVISION  of  forty-one  States.      Purely  Ameri- 
can.     No  foreign  insurance  or  investments. 

FAITHFULLY  SERVING  insurers  since  1878. 

PAID  TO  AND  HELD  IN  TRUST  for  policyholders  over  $70,000,000. 

A  few  desirable  openings  in  good  territory  for  the  right  men. 
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Bookmakers 


Books^  Monographs,  Reports, 
Genealogies,  Catalogues,  and 
all  other  kinds  of  printing 
handled  expeditiously  with 
good  taste  and  at  moderate  cost. 

tCbe  Itnicliei'bocftcr  press 


2  West  45th  St. 


New  York 


F.  A.  FLINN,  Inc. 

PAPER 


32  BEEKMAN  STREET 


NEW        YORK 


We  Strongly  Recominend 

1776  BOND 


for  your  policies  7    NONE  BETTER 


We    Carry    a    Full    Line    of 

Writing,  Ledgers,  Bond  and 

Book  Papers 
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LORDOII   CUARAHTEE   &  JICCIDEET   CO.,   LTD. 

HEADOFFICE:     134    SO.    LA    SALLE    STREET 
CHICAGO.  ILL 

F.  W.  LAWSON.  CanI  M—f 


ALL  BUNCHES  OF 
UakUItT,  CMipaRiallM,  AtrtMitkll*,  Accl4tnl,  Htallh,  BariUry,  BallM-  ud  Crtdll 


The  Order  of  the  Golden  Seal 

is  one  of  the  Fraternal  Beneficiary  Societies 
with  an  actuarial  Valuation  showing  Better 
Than  One  Hundred  Per  Cent  Solvency. 

This  is  due  to  its  operation  on  Old  Line 
Legal  Reserve  Plans,  combined  with  all 
the  advantages  of  a  Fraternal  Order. 


Office!  at 

Roxbury,  New  York  Richmond,  Virginia 

68  Maiden  Lane, 

New  Yorlc 
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Are  you  looking 

for 
an  Opportunity? 

See  what  the  Year  Book 
tells  you  the  Atlantic  has 
accomplished,  and  you  will 
realize  what  opportunity  it 
has  for  you.  Its  past  prog- 
ress will  continue — will  you 
share  it? 

Atlantic    Life 
Insurance  Co. 

Richmond,  Va. 


GERMAN    FIRE 
INSURANCE    CO. 

OP  WHEEUNG,  WEST  VA. 
1219   CHAPLINE   STREET 

Organized  in  1867 

Capital  stock  -  -   $200,000.00 

Assets 586,688.43 

NET  SURPLUS   -     140,213.45 

OFFICEIS 

WM.  F.  STIFEL,  PresMent 
A.  REYMANN,  Vice-President 
F.  RIESTER,  Secretary 
s    w    DirF  1  Asst.  Secretary  and 
5.  W.  KICt,  )  supt.  of  Agencies 


Great  Southern  Life 
Insurance  Company 

HOUSTON,  TEXAS 


S.  RICE.      '^^^^^P^^ 
Chairman  at   ^^^^^^n     ^B 


J.  T.  SCOTT, 


For  A{«ncy  Contracts  Address 
O.  S.  CARLTON,  President 


Build    YouT     Own 
Business 


4 


under  our  direct 
Kcneral  agency 
contract. 


BOUUI  IIDEMITT, 
DISIBIUTT  BENEFITS. 
REOUCIIG  PREHIUMS. 

5a*than*wlDW  Rktn . 
John  F.  Rocha, 


The  Manhattan  LHe 

iBSoranee  Company 

N  Broadwiy  New  y«k 
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"THE  COMPANY  FOR 
MEN  WHO  WANT  TO  GROW" 

The  Germania  life  Insurance 
Company  of  New  York 

A  RECORD  OF 

Fifty-six  years  of  steady,  normal  growth  and 
of  strict  adherence  to  the  principle  of  "Safety 
and  Service  to  Policyholders." 

Assets  -  -  -  .  $52,581,562.00 

Insurance  in  Force         -         -  151,000,000.00 

Guarantee  and  Dividend  Fund  6,479,958.06 

Free  Health  Service 

Free  Insurance  Money  Investment  Service 

Unexcelled  Policy  Contracts 

For  a  DIRECT  AGENCY  CONNECTION 
^  ADDEBSS 

)  T.  UDIS  lARSEN,  Soperinteideit  •!  Ageacies 

50  Union  Square,  New  York,  N.Y. 


life  Insurance  Salesmanship  Aids 


TWO  BOOKS  BY  AN   EXPERT 


""  EFFICIENCY  '•—new  edition 

Two  large  editions  of  this  work  having  been  exhausted,  the  author 
has  revised  the  book,  making  it  more  forceful  in  many  respects. 

The  work  comprises  Practical  Lessons  in  Life  Insurance  Salesman- 
ship as  Evolved  froth  the  Practice  of  Forbes  Lindsay,  a  Life  Insurance 
Manager.  Ten  Chapters  covering  the  whole  range  of  fitness  producing 
EflRciency. 

Price,  Leather  Bound,  $1.00.      Price,  Stiff  Paper,  .75 


ft 


THE  PSYCHOLOGY  OF  A  SALE" 


By  the  same  author — Treats  of  the  mental  process  involved  in  a 
sale,  handled  in  a  practical  manner  with  a  strict  avoidance  of  fanci- 
ful theory. 

Price,  Leather  Bound,  $1.00.      Price,  Stiff  Paper,  .75 
WRITE  FOR  DESCRIPTIVE  CIRCULAR 

THE  SPECTATOR  COMPANY 

CHICAGO  OFFICE  135  William  Street 

Insurance  Exchange  NEW  YORK 
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A  STANDARD  ACCIDENT  TABLE 

as  9L  basis  for 

Compensation  Rates.    Distribution  of  100,000  Accidents 

By  /.  M.  Rubinow,  Ph.  D, 

The  Standard  Accident  Table  described  in  this  work  is 
destined  to  serve  a  purpose  akin  to  that  of  the  American 
Experience  Table  of  Mortality  in  Life  Insurance. 

Constructed  from  data  collected  from  statistical  sources 
of  all  European  countries  as  well  as  various  American  States. 

Price  per  copy,  cloth  boundy  $1.50. 

Special  prices  quoted  on  large  quantities. 

THE  SPECTATOR  COMPANY 


Chicaoo  Office: 

iNSUIIANOE  EXOMANMt 


135  William  Street. 
NEW  YORK 


COST    OF    INSURANCE 

American  Experience  3  Va  Per  Cent 

ILLINOIS   STANDARD    MODIFIED   PRELIMINARY 

TERM  BASIS 


Computed  t>y  N«  %!•  Prey 


Prepared  to  meet  the  demand  for  accurate  computations  neces- 
sary to  determine  the  expected  mortality  as  required  by  the 
annual  statement  blanks  of  the  insurance  department  and  also 
in  computing  annual  dividends. 

RrlGe  310  fy^r  eopy 

THE  SPECTATOR  COMPANY 


Chicago  Office: 

iNeUNANCE   EXOHANCE, 


1 35  William  Street. 
NEW  YORK ' 
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THE 


**TWO  HARTFORDS" 


THE  HARTFORD  FIRE 
INSURANCE  COMPANY  has 
transacted  a  fire  instorance 
basinesst  hoaotabfyf  for  more 
than  one  hundred  years*  Its 
reputation  and  traditions  are 
its  most  valuable  assets  and 
forbid  sharp  practice*  It  has 
ample  financial  resources* 

Hartford  Fire  Insnr- 
ance  Company 


THE  HARTFORD  ACQ- 
DENT  &  INDEMNITY  COM- 
PANY has  been  organized  to 
conduct  a  general  casualty  and 
liability  business*  It  is  pro- 
gressing on  the  liberal^  yet 
sounds  principles  that  have  al- 
ways been  the  keynote  of  the 
growth  of  the  parent  organ- 
ization* 


Hartford  Accident  & 
Indemnity  Company 


Hartford,  Conn* 


Fire  Policies 

BuHdings  CarUenia 

Tornado  Rents 

Use  and  Occupancy 

AtUomobiles  HvUa 

Mail  Packages 

Merchandise  in  Transit 

TourisU'  Floater 

Saiesmen*s  Samples 


AtUomobUe 

All  Insurable  Hazards 

Plate  Glass  Liability 

Workmen* s  Compensation 
Burglary  Theft 

Hold-up 
Accident  and  Health 
Surety  Bonds 

Fidelity  Bonds 


For  ^Hartford*'  Service  Buy  ^^Hartford*'  Policies* 

R.  ML  BISSELL,  President 
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THE  BUSINESS  OF  INSURANCE 

The  first  work  completely  covering  the  Held  of 
practical  Insarance.     Written  by  eighty  experts. 

CompiUd  and  Editmd  by  Howtord  P.  Dunham, 
of  the  Aetna  Life  Inturanc«  Company 


UBRARY  BUCKRAM  HALF  MOROCCO 

EDITION,  $10.00  EDITION,  $12JW 

Thr**  Volnmaa,  1500  PatM 

THE  BUSINESS  OF  INSURANCE  is  a  text  book  of  the  calling. 
It  covers  the  insurance  field  with  an  authority,  a  completeness 
and  a  vitality  that  have  never  been  approached  in  the  literature  of 
insurance,  and  rarely  in  that  of  any  calling.  Its  writers  are  the  men 
who  have  made  insurance  what  it  is  to-day,  and  in  this  book  they 
have  given  of  their  best.     Write  for  descriptive  circular. 

THE  SPECTATOR  COMPANY, 

SelUng  Agents 

CHICAQO  OPPICBi 
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**  OLDEST  IN  AMERICA" 


The  Mutual  Life 

Insurance  Company  of  New  York 


A  purely  mutual  company,  writing  only 
standard  business. 

Noted  for  its  impregnable  strength,  its 
great  dividends,  its  unsurpassed  policy  con- 
tracts, its  body  of  well-satisfied  policyholders, 
and  its  enthusiastic,  prosperous  agency  force. 


For  Terms  to  ^Producing  Agents  Address 


GEORGE  T.  DEXTER 

2wl  VMe-PMadent 

34  NASSAU  STREET  NEW  YORK.  N.  Y. 
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OmO  FARMERS  INSURANCE  COMPANY 

LEROY,  OHIO 

FIRE,  LIGHTNING  AND  TORNADO  INDEMNITY 


STATEMENT  lANUARV 

,  I9t6 

New  Yort  Basis 

12,184,720.19 

Rewrve  tor  Losses,   -    -    .    . 

148.387.04 

Reserve  for  Cootiiigendes,  -    - 

126,000.00 

Reserve  for  ail  other  Lbluliiies, 

65,416  39 

Net  Cub  Suiirfus,      ■    ■    .    ■ 

1,224,482.71 

TotsI  Assets,     -    -     ■ 

13,748.016.33 

Surpliu  to  Poltefhiriders,    11,349,482.71 
F.  R  HAWLEY.  President  W.E.  HAINES.  Secretary 

OBaANIZED    1848 

LOSSES  PAID  MORE  THAN  S19,900,0«0.00 


.(ETNA  INSURANCE  AND  BONDS 

ACCIDENT  LINES 

Pcncnul  Accident  Health  DlnbUltT 

LIABILITY  LINES 

BasloTCn'  Warkmea'i  CampcnHtiOD  Tarn 

Public  (Direct  J  EleTuCor  Dniniiti' 

Public  (CoBtlaKent)  AutaoubUe  Lanolanli,'  RouKholdcn'  uid 

PbTdduu'  lad  Surieoai'  Vorkmeo'i  Collective 

MISCELLANEOUS  LINES 

Autamoblle  Combioatloa  ComMiwtliKi  Reridencc  Barflur 

Aatomobae  CoUiloD  Plate  Glau  Flywheel 

AutoraobUc  Propertj'  Damace  Sprinkler  Leakase 

Automobile  fin.  Theft  nod  TniuportatloD  Wata  Damace 

Teanu  Pmpertr  Daraace  Slevstor  Piaftrty  Etanuge  Poetai  and  Bajlase 

FIDELITY  AND  SURETY  BONDS  FIRE  AND  MARINE 

LIFE 

iCTNA  LIFE  INSURANCE  CO. 

Ca^tal t*.M«,MO.M 

Awata,  Januan'  <•  »1> ia4.1U,Ul.M 

LlaUIIUH  (vHMpt  capital).  January  1,  1*1* 10MM.M*.!! 

Surpliu  ta  PallayhaUan.  January  I,  Itlt 1T,ITT,1II.U 

THE  4CTNA  ACCIDENT  *  LIABILITY  CO. 


Aaaata,  January  1.  ■>!< 4,UI.M>.1S 

LiaMHtla*  (a»apt  aapltal),  January  I,  t>l« 1,I«3.TU.I7 

Surplua  to  Polleyfaaldwa.  January  1.  1»1< I.tM.Ml.M 

THE  AUTOMOBILE  INSURANCE  CO. 

OF  HARTFORD,  CONN. 

Capital «l,MO,MO.M 

AaHt.,  January  1,  1*1« X,nJM1M 

UablllUa*  {oeapt  capital),  January  I,  1»H ««T,4U.4S 

Surplua  ts  PoUaykalJara,  January  I,  1*U.    I,n0,441.>4 


Reports  of  Fire  Insurance  Companies 


INTRODUCTION 


Those  in  charge  of  credits  in  mercantile  and  manufacturing  concerns 
are  at  times  forced  to  realize  the  extent  of  the  dependence  necessarily  placed 
by  them  upon  the  fire  insurance  companies  for  the  protection  of  their  ex- 
panding trade  interests,  and  also  the  importance  of  obtaining  their  insur- 
ance from  safe  and  strong  companies.  However,  they  often  find  it  very 
difficult  to  secure  an  adequate  volume  of  good  insurance  to  cover  their  en- 
larged risks.  The  conditions  which  had  existed  prior  to  the  great  San  Fran- 
cisco conflagration  of  April  18-21,  1906,  not  having  been  fully  met  by  the 
legally  authorized  fire  insurance  companies,  had  led  to  the  formation  of 
numerous  companies  and  Lloyds  associations,  and,  later,  to  the  organiza- 
tion of  numerous  inter-insurance  associations,  many  of  which  had  not  gone 
through  the  formality  of  securing  licenses  from  the  State  insurance  of- 
ficials of  their  respective  States,  and  had  also  tempted  a  considerable  num- 
ber of  foreign  companies  to  write  "surplus  line"  risks  without  making  any 
deposit  of  cash  or  securities  in  this  country  or  securing  a  license  from  any 
State  Insurance  Department.  The  conflagration,  being  followed  by  a 
greater  scarcity  of  insurance,  brought  about  the  organization  of  numerous 
new  companies,  and  business  houses  requiring  considerable  lines  of  insur- 
ance find  themselves  dependent,  to  some  extent,  upon  such  companies,  many 
of  which  have  ample  assets  to  conduct  business  along  reasonable  lines,  al- 
though several  have  already  gone  out  of  business. 

A  development  of  these  conditions,  in  conjunction  with  the  desire  of 
most  insurance  agents  and  business  men  to  have  at  hand  some  authority  on 
the  standing  of  the  fire  insurance  companies,  both  licensed  and  unlicensed, 
with  which  they  deal  from  time  to  time,  has  been  a  realization  of  the  desir- 
ability of  not  only  having  all  such  information  embraced  within  a  single 
volume,  instead  of  scattered  through  numerous  different  State  reports  and 
loose  documents,  but  of  having,  equally  available,  sufficient  details  as  to  as- 
sets, liabilities,  etc.,  to  enable  those  interested  in  any  particular  company 
to  judge  as  to  its  actual  standing.  The  increasing  export  trade  due  to  the 
European  war  has  also  engendered  greater  interest  in  the  standing  of  ma- 
rine insurance  companies.  To  meet  these  requirements,  this  section  of  The 
Insurance  Year  Book  has  been  prepared.  We  trust  that  it  will  be  found 
serviceable  in  giving  subscribers  correct  information  as  to  the  standing  of 
concerns  whose  policies  they  may  be  oflfered,  and  in  saving  them  from  deal- 
ing with  unreliable  companies.  In  this  connection  we  suggest  that  sub- 
scribers read  carefully  the  remarks  at  the  head  of  each  of  the  respective 
groups  of  organizations. 
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Grand  Rapids  Merchants  Mutual  Fire  Ins.  Co.,  Grand  Rapids.  280 

Granite  Mutual  Im.  Co..  Barre.  Vt 280 

Granite  State  Fire  Im.  Co.,  Portsmouth,  N.  H 85 

Graphic  Arts  Mutual  Fire  Im.  Co.,  PbiUdelphia 281 


Gf~lKT'f,.mIiif 

On«lN<.rrh.rri!ni 

GmlHiirtlil™,  Co..  Cj 


irt  li  I M.  Co..  Cilpjy.  All* Wl 

-!,rr,l,lovikN™1fi.k  sn 

Qntl » .-I.  rr.  Indwwritm.  CbimJO JM 

Gr«nC....i.u  Mi.i.iil  Kbr  Ini.  Cu.QmTiDe.  N.  Y Ml 

Gmbu   t.r.  .V  \,v„k.,-.  Tr-  S..<i.ly.Lld.,LDiidoB.Ein...  «1 

Gmcrt  I  .,~l'  li.i--.~:r  M'l'ii-i'  I'ir.'  tni.  Co..  BflntiniihiD.  Pi  181 

Giurdiii.  \-r  I  ..    !■  .■: Ml 

Gii»r(ii«'.  I  ■;■  I::-  !■■     --il'  l,ii.  iSty,  Uuh. 


.  aM 


HuDburg  Anuruwc  Co..  Hunbiire 

Huobar^BroHa  Fin  log.  Co..  Hunburg    

Hunbun  Tom  MdmiI  liu,  Co..  HunbiiiE,  Wu 

HuDbiin UDdemita*,  Bimbdn.Gtr , ,. 

Bumlton  Rn  Ib>.  Co,  New  Yorl,  N.  Y  

Htanhin  Mutnil  Fin  Int.  Co..  Pittifidd,  M» 

Hmnith-Bud  UwlwriUn.  Nnr  YoA 

HMioif«rFi«liii.Co.,  NniYotk 

Hubor  Cmk  Mnluil  nn  Ih.  Co..  Erie,  h 

HtHnn  Dnltn  Mutul  Tin  Int.  Co..  Starcni  Poiiit.  Wia. 

Hinlnn  Dakn  Mut.  Fin  Am..  Huitiniilon.  Pi _._ 

Hirdnn  t  Impltnunt  Detln  Mul.  Eubiiifc.  Dtltu,  Ta.  3» 
HirdwireUmliiwriWn.  ""--  ""' 


niunuu  atuMU  lu.  Co..  ChulnUHi.  S.  C 184 

HideAL«IbtiUntn>lFtnli!LCo..Ptailidd^'.'!!.'.'!!!:  2S4 

H^liiutAiiKruiii  Ui>(iBwntnt.Cliic«D. 3H 

BolMe  Mutiul  Rre  In  Co.,  (UmTUia 281 

HamFirelBLCo„F()nlr«,  Ark. M 

Borne  Fire  Ibl  Co..  HimploB.  Vl t7 

HoneFinliB.  Co.,  Bill  Like aiy.... W 


Home  lu.  Co.  of  Hiwiii.  Ltd..  Honolulu. 117 

H«u  loi,  Bk(.  *  Tr.  Co.,  QilvHtoo.  Tei 396 

HoBf  iDter-lu  FjushuuR,  Kuau  Cilr,  Mo au 

HooeMutiiilF^Iiu.CD.orBroMuti<i„BiiigbiiDloa.N.Y.  2Se 

HiiulIiidmmlen.FoniTa,Ark aSI 

Boue  Undenmlm,  NewYork Mt 

HoButnd  lu,  Ahi..  Wico.  Tei 3M 

Hope  Mutml  Fire  Im.  Co,  PnmdeDfe  2M 

HoiwoTtnnnRdief An.jBulUrTillc.Ore 28T 

BoM InlemiuUi  Euhuie. St.  Lonii 378 


CrewD  Mfra.  RnHpnxsl  EicbuvF.  Kuml  CIi 
MiiuEuturen  Recliwicil  Ei..  Kinm  Cily.  M 

Anlomobile  Fire  Ina.  Eieh..  Diioa,  111 

noil  lu.  dLcbimgo 

mil  Mutiul  nt«  UndBvriun.  Bdvtdere.  III. . . 

inncdi  Undoinilcn.  Chiaia,  111 - . 

IBniiltUiidenrriMiMutuiilAtni..  Chiago 


HuOul  Fire  lu.  Cc , 

«i,Sn>Yofk 379 

Fin  Im.  Co..  AkroD.  (Hiio lOD 

Mutuil  Im.  Co .  Bculon ,.  !SR 

adoMml  Undswrilere.  Cbiago     -  - -  39A 

iduilnrlle  Mutuallna.  Soncll.  Puit.  Fruiet 401 

ilind  Fire  liu.  Co..  Cbicwo  iml  La  PorU.  Ind 390 

inuun  Co.  dI  North  Amcrim.  PJiibdelpbii       100 

ouruwe  Co.  oF  tbe  SUte  of  PeiuylniiiL  Philidelplui. ...  101 
■.  Enh.  of  Mmbm  of  Nil.  Rftsil  Dry  Ooode  Ahd..  Cbl .  380 
ounixe  Uodenrnttn.  New  York.  . 


JR.\NCE  COMP.ANTE,"!. 

lnt0-liiiunna  Euhufe  ol  the  Antomoliile  Chib  of  Soutbem 

CiManii.  Im  Aocelei 31 

itzr-Inuroi  EiebiD^.  CkicUD,  111 3t 

lUp-Imrm  of  Aowiei,  Wuhiifioii.  D.  C H 

'  A«ur.  Ann.,  Pirn U 


?m  lu.  Co.,  DiOn  Tia...  ['.'.'.]'.''. 

jiHomomi  Ina.  Co,  New  York 

ownitioml  F^  Offloi.  Hew  York 

nUfmUarvl  RcHBunnoe  Co.,  \^eaiii,  AuMfii 

itenutioul  Undinnibn.  El  Puo,  Tei 

itH-Im.  Co..  OilrtMoD.  To 

iler-Iu.  Fire  Co.  i/  Arii,  Kiuu  <^ly.  Mo 

iter-0«u  Fbi  lu.  Co,  Coiiwd.  N.  B 

itar-atil*  Fi«  IiL  Co.,  DeOoit. 

it(r-glile  Ina.  Co..  Chieuo 

ilet-SUU  Undvwrilsi,  DiUu  Tei 

>n  Hirdwire  Mutiul  lu.  Am,  Muon  Cilr,  Ii . 
jwi  AiMHicat  Mutiul  loi.  An..  DeWitt.li  . 


OUB  MoMil  Twnulo __-. 

Nilioul  Fire  lu.  Co..  D«  Unior 
"      Co.,  Keokuk,  li 


An..  DeeMoii».Ii.. 


1  Uuderwritn,  DubuQiu.  la 

imiii  Uoyda  of  the  aty  of  New  YoA.  N.  Y. . . 
■^--  ■-  "-^-«  lu.  lu.  Co..  Torin,  Italy., . 


Itiliaaa  Int.  Co..  GeiHi.  Itily . . 
Fakor  lu.  Co..  Mas 


lama  Rivei  Fire  lu.  Co..  RKhmofiii.  Va. 

leffawo  County  Patrou  Fire  Relief  A«i„  WiUr 


Tordac  Multial  (<irr  to 

Kauu  Fumen  Mutual  lui.  Co.,  Upland,  Kan. . . '. 

Kent  County  Mutual  lu.  Co..  Dow,  IM 

KcDtueky  Fire  lus.  Co.,  CoriuiIOD.  Ky 

Kcwa^um  MuUiil  Fire  Idl  Co.,  Kewaiknn.  Wa. . 

Heyitou  Mutual  firt  Ina.  Co.,  PUIadelphia 

Knitone  Uoderwriten,  f^ttebuiv 

Kmekerbocker  loj.  Co..  Sew  York 

Kaoi  County  Mutual  lu.  Co.,  Mt.  Vrnion.  0 

...wOrieiM 

IB.  Co.,  Lul..  UfamA.  En 


Ulayrtte  Tl 

Lanaalur*  Jt  Cbnhire  Iul.  — , ... 

LaMaala- Mutual  nre  lpg.  Co..  Una . 

lAuiidinnR«d|inK»lEiekaii(>.  KaoiHCi^,  U. 

lAundrymau  Amr.  Eicbun,  Chieuo.  Ill 3ej 

law  Aoeidentlu.  9aeiety  of  London,  En( 402 

Law  FMelity  &  Oeoenl  lu.  Co..  London 40! 

Law  Union  «  Roek  lu  Co,  London 20K 


U.C0..I 


Lee  Rb  lu.  Co., ,  ., 

Letillw  Co..  Ltd,.  LondoD.  Eof 

Liberty  In^  Au,  Rocky  Mount.  N.  C 

Liberty  lu.  An..  Witerioo.  la  

Linmln  Fiir  Int.  Co.,  Nuhvillr,  Ton 

Luid^D  Idl  it  Banking  Co..  HanuDood,  lad. 

Litrhiirld  Mutual  Fin  lu.  Co.,  IttdiBeM,  Conn 

Little  Black  FtrmtTi  Mutual  Fire  lu.  Co..  UUIe  Blai*.  Wia. 

Lirrrpool  t  London  i  Globe  Int.  Co.,  Lncfpool 

Uvtrpool  *  London  i  Qlobe  lu.  Co.,  Hew  York 

Livinplon  CouctyMulualBrtlu.Co..  LiTonia  Center,  N .  Y. 

lioycli.  London  

Uoyda  n™  York      

London  Ajsur.  Cp..  London 

London  k  LanFaihin  Fin  Ina.  Co..  livapool 

Lon.  i  I^ncuhire  Life  i  Qen.Aiaur.  Ai«.X|>]..Loiidon,Eng. . 
''^leanulup  Ownrn,  Olaagow,  G(.  Britain 


.  2»4 


AidF.\ndem.  3di.,  Newbritan'..!! 
Mutual  Fire  Ina.  Co.,  Louitiille. . 

iinai  rireIna.Co.,  Lowell. Mia 

«  Tndn  Mut,  Fire  lu.  Co,  BaltiiDfn 

Minulaeturcn  Inur-Iu  Ann,  New  York. . 
Mutual  Fin  lu.  Co.,  Baton 


iBber  Underwriten,  El  Faio.  Tn. 

'"fa.  Fwdyce.  Ark -.,.-- 

n,N«wiwk 

laEiebaoix.  KugiiCity,  Mo 

u  Hutuil  Society.  Spokue.  Wuh 

H  Fin  Iniieinnlty  Cootrul.  bndu^.  0 
u  Indoinity  Enehann,  SoilUe,  wA. . . 

uIsB.Co.,PhiliiM^.. 

u Inlet-Iu. .\iDi,  KioiuQtT 

niLlovda.  Eu  Claire.  Wh.... 

u  Mirine  lu.  Co,  Norfolk.  Vl 
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Umbmas  UndennitiBg  Alfianee.  Kanau  City,  Mo . . 

LmbecBus  Mntval  Ins.  Ca,  MaiuAekL  Ohio 

Lncrw  Motul  Fire  Im.  Ca.  Hasleton.  Pk 

Lym  )Bn.  k  MflrckaatB  Mutual  Ins.  Co^  Lyna,  Mmb  . 
Lfu  Mntoal  Fire  hn.  Co^  Lyna,  Mam 


Paoi 

.  383 
.  297 
.  298 
.  298 
.  299 


KMfim  Ins.  Co^  MafiK».  Ind 110 

Mae  Fkv  lu.  Co^  Pardaad 348 

)iHitk  In,  Ltd,  LoBdoa.  En« 407 

Muitovoe  Mutual  Yin  loa.  Co..  ManHowoe,  Ww 299 

UiBtovor  Rapids  Fanners  Mutual  Fire  las.  Co^  Manitowoc  299 

M«Mik<i^  Xbb.  Col.  Mannheim 212 

Uand^  Mutual  Fire  In.  Co^Mans6ei<lO 299 

MatfoB  MotiBl  Fire  Ins.  Co..  PhOadelphb 300 

llMirfKtaren  .ilfianee,  CUeaco 383 

MiniactnmlioTds.  New  York   384 

Manbetores  Mutual  Fire  Ins.  Co.,  Providenoe.  R.  1 301 

Muofietann  k  Mercantile  Ins.  Co^  Chicaco 396 

MiiRi&ctiiTen  k  Merchants  Requitable  Eien.,  St.  Louis,  Mo.  383 
Ksnftetvfn  k  Merclis.  Mut.  Fire  Ins.  Co.,  Concord,  N.  H.  300 

l&s.QfC1syProdnctoatRedp.Ins..  Bur.,  St.  Louis 383 

Masolietunng  Lmnbermens  Underwntera,  Kansas  City 384 

if»38fwtsrinc  Woodworkers  Unders.  Ins.  Co.,  Chicago,  lU  .  384 

ManoeIiHL(V  London 213 

iUritinelM.  Co..  Uverpool 213 

Marqixtte  National  Fire  Ins.  Co..  Chicago 110 

Minkad  Motor  Car  Ins.  Com  Baltimore.  Md Ill 

MaaaefaarttB  Fire  and  Marine  Ins.  Ca,  Boston 112 

M— rirartte  Mutual  Automobile  Ins.  Co..  Boston 301 

^etkats  Im.  Co..  Phihddphia 112 

MfHama  &  Traders  Ins.  Co..  New  Orleans 113 

Mtfbma  Mutual  Fire  Ins.  Co..  Providence,  R.  1 302 

Medwiy  Iml  Co.  Ltd,  Norwich,  Eng 407 

)f<esontf  .Motual  Fire  Ins.  Co..  Newton.  Kan 302 

)linBtiIe4  Mfrs.  MuL  Fire  Ins.  Ca,  Portland,  Me 302 

Mvtaftti]e.\nar.  Co,  Wilmington.  Dd 396 

Uerfutilf  Fire  k  Marine  Ins.  Co.,  Washington,  D.  C 396 

Mercaatile  Fire  k  Marine  Underwriters.  St.  Louis 367 

MgtMtile  Ins.  Co..  Indianapolis 396 

)((nutDe  IiB.Ca  of  America.  N.Y 114 

MffantaeFT*  M.  Underwriters.  Chicago 395 

Mffaaffle  Lloyds.  Little  Falls,  N.Y 395 

ifcnairtik  Motual  Fire  Ins.  Co..  Providence,  R.  1 302 

Umaatile  Fire  Underwriters.  Denver,  Colo 367 

^Iffcbati&BuaiDeBB  Mens  Mut.  Underwriters,  Towanda,  Pa.  357 

Menkms  Euhange,  Chicago 395 

Mnksoy  Ex.  Fire  Ina.  Co.,  Chicago  and  Hammond,  Ind. . .  396 

Jfotbasts  Fire  Xam.  61  America.  La  Porte,  Ind 396 

JwtbstiFire  AsBur.  Corp.,  New  York 115 

IfsduiU  Fife  Ins.  Co..  Denver 116 

wcbouFire  k  Marine  Underwriters,  Chicago 395 

!!«ia«tiFire  Lloy«K  New  York 384 

}j«ebau  Ins.  Co,  Bangor.  Me 117 

Mffckuu  lu.  Ca,  Charleston,  W.  Va 396 

}mm$  Intcr-Ins.  Excfaange,  Baltimore,  Md 395 

mnutu  Marine  Ins.  Co.,  Ltd.,  London,  Eng 407 

MffchaatB  Mutual  Rre  Ina.  Co.,  Providence 304 

Mvtkati  Mutual  Ins.  Co,  Redfidd,  S.  D 305 

mnu  National  Fire  Ins.  Co.,  Chicago 117 

maati  National  Mutual  Ins.  Co.,  Farga  N.  D 305 

Jwckwi  Underwriters.  Fordyce,  Ark 367 

Matkut  UnderwriterB.  Chicago 384 

Jwwfcant*  Union  Ins.  Ca,  Meridian.  Miss 118 

}{«'^>ast«  4  Farmers  Mutual  Fire  Ins.  Co.,  Worcester,  Mass.  303 

*»*»t«  4  Farmers  Underwriters.  El  Paso,  Tex 395 

Mertkats  4  Manufacturers  Ins.  Co..  Charleston.  W.  Va  . . .  396 
JJvHttDte  4  ManuiacturerB  Mutual  Ins.  Co..  MansBeld,  0. .  304 

Jurriaatj  4  Manufacturers  Fire  Ins.  Co..  Dover.  Del 396 

J*^>^t8  4  Maaa&ctorers  Inter-Ins.  Alii.,  Galveston,  Tex .  384 

Mertkau  Mutual  Fire  In*.  Co.,  Towanda,  Pa 305 

MtrriMek  Mutual  Fire  Ina.  Co.,  Andover,  Mass 305 

f!«ai  Tnde  at  Bedp.  Ins.  Bortau.  St.  Louis 384 

S««poitaa  Fire  Ins,  Co.,  Louisville.  Ky 248 

jwopofitan  Fire  Ins.  Co.,  Chicago 1 18 

*«i|>n  CoBaaereial  Ins.  Co.,  Lansing 119 

JJxhipa  FirmerB  Mutual  Fire  Ins.  Co.,  Yale,  Mich 306 

»<^!«u  Fire  4  Marine  Ins.  Co..  Detroit 119 

}»%a  MiDas  Mutual  Fire  Ins.  Co..  Lansing 306 

**ip«»  Mat  Tonu.  Cyc.  k  W.  8.  Ins.  Co.,  Hsstings 307 

XrUokx  Mutual  Asnir.  Cc.  Middletown.  Conn 307 

|»i<flna  Matol  Fire  Ins.  Co..  Concord,  Mass 308 

S^<Sp^«  fire  Underwriters  Agen^,  Minneapolis 367 

Jg(>W(ti  Mutual  Fire  Ina.  Co.,  Cliicam) 308 

SiOnoiMotoal  Fire  Ina.  Co.,  Des  Moines 309 

MiOTOnUwJerwriteTS,  El  Paso,  Tex 395 

Jg«  Miami  Fae  Ina.  Co.,  Fort  Worth,  Tex 310 

5««n  Mutasl  Fwe  Ins.  Co.,  Harrisburg,  Pa 309 

JwMotosl  File  Ins.  Assn.  of  Illinois,  Alton,  111 309 

!iJ«X«tiaBdIns.Co..Chiea«) 310 

M^vnkee  Meehanies  Ina.  CoTMUwaukee 120 

wssaott  Fire  las.  Co,  Cbatfield,  Minn 122 

I^BaoBulapkncnt  Mut.  F.  Ins.  Co..  Owatonna 312 

J«««»  Underwriters  Agency.  St.  Paul,  Minn 367 

Fire  k  Marine  Ina.  Co.,  Minneapolis,  Minn 121 


Paqb 

Minerva  Retrocesrions  k  Reinsurance  Co.,  Cologne,  Germany  214 

Minster  Mutual  Fire  Ins.  Co..  Minster,  0 3l2 

Monarch  Assur.  Co..  London,  Eng. 407 

Monarch  Fire  Ins.  Co.,  Scranton,  Pk 248 

M(mroe  County  Co-operative  Fire  Ins.  Co.,  Rochester,  N.  Y.  313 

Montana  Fire  Ins.  Co..  Butte,  Mont 123 

Montgomery  Fire  Ins.  Co.,  Amsterdam,  N.  Y 313 

Morris  Countv  Ins.  Co.,  Mcrristown,  N.  J 313 

Moscow  Fire  Ins.  Co.,  Moscow 214 

Motor  Union  k  Ins.  Co.,  Ltd.,  London,  Eng 407 

Mount  Royal  Assurance  Co.,  Montreal 407 

Motor  Vehicle  Underwriters,  Chicago 385 

Mower  County  Mutual  Fire  Ins.  Co.,  Austin,  Minn 313 

Munich  Reins.  Co.,  Munich 215 

Mutual  Assur.  Co.  for  Insuring  Houses  from  Loss  by  Fire, 

Philadelphia 313 

Mutual  Assur.  Co.  of  Cit^  of  Norwich,  Norwich,  Conn 314 

Mutual  Assur.  Society.  Richmond,  Va 314 

Mutual  Farmers  Fire  Ins.  Co.,  Newton,  Wis 315 

Mutual  Fire  Assur.  Co.,  Springfield,  Mass 315 

Mutual  F.  I.  Co.  of  Somerset  k  Wore.  Co8.,Prinoeas  Anne,  Md.  321 

Mutual  Fire  Ins.  Co..  Helena.  Mont 322 

Mutual  Fire  Ins.  Co.,  Pottstown,  Pa 317 

Mutual  Fire  Ins.  Co..  Saco,  Me 316 

Mutual  Fire  Ins.  Co..  St.  Charles,  Mo 317 

Mutual  Fire  Ins.  Co.,  Washington,  D.  C 316 

Mutual  Fire  Ins.  Co.  in  Harford  County.  Belair.  Md 820 

Mutual  Fire  Ins.  Co.  of  Washington  County,  Hagerstown,Md  317 

Mutual  Fire  Ins.  Co.  of  Albany,  Albany.  N .  Y 316 

Mutual  Fire  Ins.  Co.  of  Frederick  Co..  Frederick,  Md 319 

Mutual  Fire  Ins.  Co.  of  Carroll  County,  Westminster,  Md. . .  318 

Mutual  Fire  Ins.  Co.  of  Cecil  County.  Elkton,  Md 318 

Mutual  Fire  Ins.  Co.  of  Chester  County,  Coatesville.  Pa 318 

Mutual  Fve  Ins.  Co.  of  Calvert  Co..  Prince  Frvderick,  Md. .  318 
Mutual  Fir<»  Ins.Co.of  Germantown  and  Vicinity,  Philadelphia  319 

Mutual  Fire  Ins.  Co.  of  Kent  County,  Chestertown,  Md 320 

Mutual  Fire  Ins.  Co.  of  Loudoun  County,  Waterford^  Va —  320 
Mutual  Fire  las.  Co.  of  Montgomery  Co.,  Sandy  Spring,  Md.  321 

Mutual  Fire  Ins.  Co.  of  Readina.  Reading.  Pa 321 

Mutual  Fire.  Marine  4  Inland  Ins.  Co.,  Philadelphia 322 

Mutual  Indemnity  Exchange,  New  Orleans 385- 

Mutual  Ins.  k  Industrial  Co.,  Chicago,  111.,  and  Debware. . .  396^ 

Mutual  Protection  Fire  Ins.  Co.,  Charlestown,  Mass 322' 

Mutual  Protection  Ins.  Co..  Washington.  D.  C 322* 

Mutual  Trust  k  Ins.  Co.,  Dover,  Del 396- 

Mutuelle  de  Valence  Ins.  Co.,  Paris 408' 

Narragansett  Mutual  Fire  Ins.  Co.,  Providenoe 323- 

National  .American  Manufacturers  Ins.  Co.,  Durham,  N.  C. .  396^ 

National  Assur.  Co.  of  Virdiua,  Richmond,  Va 390* 

National  Automobile  Ins.  ExehanM,  Peoria,  III 38^ 

National  Automobile  Ins.  Assn.,  Waco.,  Tex 395 

National  Benefit  L.  k  P.  Ins.  Co.,  Ltd..  London,  Eng 408 

National-Ben  Franklin  Ins.  Co..  Pittsburg,  Pa 127 

National  British  k  Irish  Millers  Ins.  Co.,  jLtd.,  London 408 

National  Brewers  Ins.  Co.,  Chicago 127 

National  Fue  k  Marine  Ins.  Co.,  Elisabeth,  N.  J 126 

National  Fire  Ins.  Co.,  Hartford 123 

National  Fire  Ins.  Co.  of  America,  Mo 396 

National  Fire  Underwriters,  Chicago,  111 395 

National  Hardware  Mutual  Fire  Ins.  Co.,  Huntingdon,  Pa. . .  323 

National  Inter-Ins.  Bureau,  Kansas  City,  Mo 385 

National  Lumber  Mfrs.  Int.-lns.  Exchange,  Chicago 385 

National  Ins.  Co.,  Dover,  Del.  and  Okbhmna 396 

National  Ins.  Co.,  Marion,  S.  C 396 

National  Ins.  k  Investment  Co.,  Dover,  Del 396 

National  Ins.  Co.  of  Great  Britain,  Gbugow 408 

National  Lumber  Ins.  Co.,  Buffalo 128 

National  Mutual  Assurance  Co.,  Philadelphia 323 

National  Merchs.  k  Mfrs.  Ins.  Exch.,  Chicago 385 

National  Mutual  Church  Ins.  Co..  Chicago 324 

National  Petroleum  Mutual  Fire  Ins.  Co.,  Phila.,  Pa 324 

National  Security  Fire  Ins.  Co.,  Omaha.  Neb 128 

National  Underwriters  of  America,  New  York 385 

National  Union  Fire  Ins.  Co.,  Pittsburg. 129 

National  Union  Ins.  Co.,  Washington,  D.  C 130 

Nationale  Fire  Ins.  Co.,  Paris 216 

Nebraska  Fire  Ins.  Co.,  Omaha 248 

Nebraska  Hardware  Mutual  Ins.  Co..  Lincoln,  Neb 325 

Nebraska  Lumbermens  Mutual  Ins.  Assn.,  Lincoln 325 

Netherlands  Fu-e  k  Life  Ins.  Co.,  The  Hague,  Holland 217 

Nevada  Fire  Ins.  Co.,  Reno,  Ncv 130 

Newark  Fire  Ins.  Co.,  Newark,  N.J 131 

Newark  Fire  Underwriters,  Newark.  N.  J 36g 

New  Brunswick  Fire  Ins.  Co.,  New  Brunswick,  N.  J 132 

New  Brunswick  Mutual  Fire  Ins.  Co.,  New  Brunswick,  N.  J..  325 

Newboryport  Mutual  Fire  Ins.  Co.,  Newburyport,  Mass 327 

New  Castle  County  Mutual  Ins.  Co.,  Wilmington,  Del 326 

Now  Denmark  Mutual  Fire  Ips.  Co.,  New  Doimark,  Wis 326 

New  England  Underwriters  Agency,  Concord,  N.  H 368 

New  Hampshire  Fire  Ins.  Co.,  Manchester 132 

New  Haven  Underwriters  Agencv.  New  Haven,  Conn 368 

New  Jersey  Assn..  Crosswicks,  N.  J 326 

New  Jersey  Fire  Ins.  Co.,  Newark,  N.  J 134 
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New  London  County  Mutual  Fire  Ins.  Co.,  Norwich,  Conn. .  336 

Newport  Mutual  Fire  Ine.  Co.,  Newport.  Ky 328 

New  South  Ins.  Co.,  Bamberc,  S.  C 248 

New  State  Fire  Ins.  Co.,  So.  McAleeter.  Okla 3M 

New  York  ABoston  Lloyds,  New  York 386 

New  York  k  New  England  Underwriters.  New  York 395 

New  York  Central  Mutual  Fire  Ins.  Co..  Edmeeton,  N.  Y . . .  327 

New  York  Fire  Lloyds,  New  York 387 

New  York  Ins.  Assn.,  New  York 305 

New  York  Redproeal  Undenmten,  New  York 387 

New  York  Underwriters  Agency,  New  York 368 

New  York-California  Underwriters,  San  Francisco.  Cal 368 

New  York  Fire  &  Marine  Underwriters,  New  York 387 

New  Zealand  Ins.  Co.,  Auckland 217 

New  Zealand  Underwriters 368 

Niagara-Detroit  Underwriters.  New  York 368 

Kiagara  Fire  Ins.  Co.,  New  York 135 

Nord-Deutsche  Ins.  Co.,  Hamburg 218 

Nordiak  Reinsurance  Co.,  Copenngen,  Denmark 408 

Norfolk  Mutual  Fire  Ins.  Co.,  Dedham,  Msss 328 

Norske  Ll<qrd,  Christiania,  Nor 4 12 

North  Amoican  Ins.  Co.,  Chicago 306 

North  American  Inter-Insurers  of  the  City  of  New  York,N.Y.  388 
North  Branch  Mutual  Fire  Ins.  Co.,  North  Branch,  Minn . . .  329 

North  Branch  Fire  Ins.  Co.,  Sunbury,  Fk 136 

North  British  k  Mereantik  Ins.  Co.,  London 218 

North  Csrolim  Home  Ins.  Co.,  Rakagh 137 

North  China  Ins.  Co..  Ltd.,  ShangbaCChina 220 

North  River  Ins.  Co.,  New  York 138 

Northern  Autonobile  Ins.  Co.,  Chicago 139 

Northern  Assur.  Co.,  London 220 

Northern  Fire  Asm.,  Chicago 395 

Northern  Fire  Ins.  Co.,  Chwego 396 

Northern  Ins.  Co.,  Moscow,  Rusaa 221 

Northern  Ins.  Co.,  New  York 139 

Northern  Fire  Underwriters,  Chicago,  111 395 

Northern  F.  &  M..  Grand  Forks,  N.  D 139 

Northern  Underwriters  Agency 369 

Northwestern  Underwriters,  Chicago,  111 395 

Northwestern  Fire  Ins.  Co.,  Chica«> 396 

Northwestern  Fire  k  Blarine  Ins.  Co^  Minneapolis 140 

Northwestern  Mutual  Fire  Asm.,  Seattle,  Wash 329 

Northwestern  National  Ins.  Co^  Milwaukee 141 

Northwestern  Underwriters  Agency,  Milwaukee 369 

Norwegian  Alliance  Ins.  Co.,  Ltd.,  Christiania 409 

Norwepan  Mutual  Fire  Ins.  Co.,  Cottonwood,  Minn 329 

Norweoan  Underwriters,  New  York 388 

Norwich  Union  Fire  Ins.  Society,  Norwich,  Ens —  222 

Nova  Scotia  Fire  UnderwriterB  Agency,  New  York 369 

Ooddental  Fire  Ins.  Co.,  Albuquerque,  New  Mexico 142 

Ocean  Marine  Ins.  Co^  London 228 

Ooomic  Ins.  Co.,  Atlantic  aty.  N.  J 248 

Ohio  Commonwealth  Fire  Ins.  Co.,  Cleveland 142 

Ohio  Farmers  Ins.  Co.,  LeRoy,  0 329 

Ohio  Grain  Dealers  Mutual  Fire  Ins.  Assn.,  Cohmibus,  0. . . .  330 

Ohio  Hardware  Mutual  Fbe  Ins.  Co.,  Coshocton,  0 330 

Ohio  Ins.  Co.,  New  Albany,  Ind 396 

Ohio  Millers  Mutual  Fire  Ins.  Co.,  Canton,  0 331 

Ohio  Mutual  Ins.  Co.,  Salem,  0 331 

Ohio  Retail  Grocers  Mutual  Fire  Ins.  Co.,  Springfield 332 

Ohio  Underwriters  Mutual  Ins.  Co.,  Van  Wert,  Ohio 332 

Ohio  VaUey  F.  &  M .  Ins.  Co.,  Fsducah,  Ky 142 

Old  Colony  Ins.  Co.,  Boston 143 

Old  Domimon  Fire  Ins.  Co.,  lUchmond,  Va 396 

Olympic  Fire  k  Marine  Ins.  Co.,  Fort  Smith,  Ark 396 

Oragon  Fire  Relief  Asm.,  McMinnville,  Ore 333 

Orient  Ins.  Co.,  Hartford 143 

Otsego  Mutual  Fire  Ins.  Co.,  Burlington  Flats,  N.  Y 383 

Fadfic  Automobile  Indemnity  Exchange,  Los  Angdes,  Cal. . .  389 

Pacific  Coast  Fishormans  Marine  Ins.  Co.,  Seattle 334 

Pacific  File  Ins.  Co.,  New  York 145 

Pacific  National  Fire  Ins.  Co.,  Sacramento,  Cal 145 

Pfedfie  States  Fire  Ins.  Co.,  Portland,  Ore 146 

Padfic  Underwriters  Agency 369 

Pamt  Trade  Fire  Ins.  Exchange,  Seattle 395 

Pamt  Trade  Mutual  Fire  Ins.  Co..  Philadelphia,  Pa 334 

PUatine  Ins.  Co.,  London 223 

Pfelmento  Fire  Ins.  Co.,  Sumter,  S.  C 146 

Fknnonia  Hungarian  Rinns.  Co.,  Budapesth 409 

Pftper  Mill  Mutual  Ins.  Co.,  Boston 334 

PftrkersbuK  German  Ins.  Co.,  Psrkeisburg,  W.  Va 396 

Pass  City  Underwriters,  El  Paso,  Tex 395 

PfttemeUe  Fire  Ins.  Co.,  Pvia 224 

Patriotic  Assurance  Co.,  Ltd.,  Dublin,  Ireland 224 

Patrons  Mutual  Fire  Ins.  Co.,  Middletown,  Conn 335 

Pawtucket  Mutual  Fire  Ins.  Co.,  Pawtucket,  R.  1 335 

Penn  Mutual  Fire  Ins.  Co.  of  Chester  Co.,  W.  Chester,  Pa. . .  335 

Pennsylvania  Fire  Ins.  Co.,  Philadelphia 146 

Pttmsylvania  Lnmbermens  Mutual  Fire  Ins.  Co.,  Phila 336 

Fk.  Indemnity  Exchange,  Philadelphia 389 

Pennsylvania  Millers  Mutual  Fire  Ins.  Co.,  Wllkes-Barre. ...  336 
FlDOpMS  CoH>perative  Underwriters,  Chicago,  111 395 


Pkom 

Peoples  Fire  Ins.  Co.,  Frederick,  Md 148 

Peoples  Ins.  Co.,  Chicago 396 

Peoples  Ins.  Co.,  Chicago  and  Kenosha,  Wis 396 

Peoples  National  Fire  Ins.  Co.,  Philadelphia,  ?% 149 

Petersburg  Savings  k  Ins.  Co.,  Peterriwr|,  Va 150 

Phila.  Contb.  for  the  Ins.  of  Houses  mun  Loss  by  Fire, 

Philadelphia 338 

Philadelphia  Manuls.  Mutual  Fire  Ins.  Co..  PhihKlelphia. ...  339 

Philadelphia  Underwriters,  Philadelphia,  Pit 369 

PhoBuix  Assur.  Co.,  London 225 

PhoBuix  Ins.  Co^  Hartford 151 

Phenix  Ins.  Co.,  Paris 225 

Phenix  Mutual  Fire  Ins.  Co..  Concord,  N.  H 337 

PhcBnix  Underwriters,  New  York 369 

Piedmont  Fire  Ins.  Co.,  Chariotte,  N.  C 153 

Pioneer  Cooperative  F^  Ins.  Co.,  Greenville,  N.  Y 339 

Pione«  Fire  Ins.  Co.,  Chicago 248 

Piscataqua  Fire  Ins.  Co.,  Portsmouth,  N.  H 153 

Pittsburg  Lumbermens  Mutual  Fire  Ins.  Co.,  Pittsburg 341 

Pittsburg  Fire  Ins.  Co.,  Pittsburg 153 

Pittsburg  Underwriters,  Pittsburg 369 

Planten  Ins.  Co.,  Bowline  Green.  ^ 340 

Planters  Underwriting  Amanoe,  St.  Louis,  Mo 389 

Pohjola  Fire  Ins.  Co.,  Hdmngfors,  Finland 409 

Polish  Union  Fire  Ins.  Co.,  Cnicago 243 

Portland  Marine  Underwriters,  PorUand,  Me 389 

Portsmouth  Fire  Assn.,  Portsmouth,  N.  H 154 

Potomac  Ins.  Co.,  Washington,  D.  C 154 

Prairie  State  Ins.  Co.,  Chicago 396 

Preferred  Mutual  Fire  Ins.  Co.,  New  Berlin,  N.  Y 340 

Preferred  Reetp.  Fire  Insurers,  Chicago 389 

Printers  k  Publishers  Ehcchange,  Houston,  Tex 395 

Printers  k  Publishers  Ins.  Assn.,  Waco,  Tex 395 

Printins  Trades  Mutual  Fire  Ins.  Co.,  Chicago.  HI 341 

Profit  Sharing  Co..  El  Paso,  Tex 395 

Property  Holders  Mut.  Aid  F.  Indv.  Soc.,  New  Orleans 341 

Protection  Mutual  Fire  Ins.  Co.,  Chicago 341 

Protector  Underwriters,  Hartford,  Conn 370 

Providence  Mutual  Fire  Ins.  Co.,  Providence 342 

Providence  Underwriters  Agency,  Providence,  R.  1 370 

Providence  Washington  Ins.  Co.,  Providttice 155 

Provincial  Ins.  Co.,  Ltd.,  Bolton,  Eng 409 

Prudential  Fire  Ins.  Co.,  Manchester,  N.  H 156 

Prudentia  Rdnsuranee  Co.,  Zurich,  Switaerbmd 409 

Prussian  National  Ins.  Co.,  Stettin 226 

Prussian  National  Underwriters  Agency,  Chicago,  111 370 

Publishers  Reciprocal  Exchange,  Kansas  City,  Mo 389 

Queen  Ins.  Co.  of  America,  New  York 157 

Queen  City  Fire  Ins.  Co..  Sioux  Falls.  S.  D 159 

Queen  Qty  Fire  Underwriters,  Chicago.  Ill 395 

Quincy  Mutual  Fire  Ins.  Co..  Quinoy,  Mass 343 


Raleigh  Fire  Ins.  Co.,  Raleigh,  N.  C 159 

Reciprocal  Annex,  Kansas  (Jlty,  Mo 390 

Reciproeal  Indemnifiers  of  America,  St.  Loids,  Mo 395 

Reciprocal  Indemnity  Exchange,  Los  Angeles,  Cal 395 

Reciprocal  Exchange.  Kansas  City 390 

Reciproeal  Underwriters,  Kansas  City 391 

RM{al  Fire  k  Accident  Ins.  Co.,  London,  Eng 410 

Reuanee  Ins.  Co.,  Philadelphia 159 

Rdianoe  Marine  Ins.  Co.,  Liverpool 227 

Republic  County  Mutual  Fire  Ins.  Co^  BeUeviOe,  Kan 343 

Republic  Underwriters,  Dallas,  Tex 370 

Reserve  Fire  k  Marine  Ins.  Co^  Chicago  and  La  Porte 396 

Retail  Druggists  Mutual  Fire  Ins.  Co..  Cincinnati 343 

Retailers  ¥w  Ins.  Co.,  Oklahoma  City,  Okla 160 

Retail  Hardware  Mutual  Fire  Ins.  Co.,  Minneapolis 344 

Retail  Lumbomens  Ins.  Assn.,  Minneapcdis 345 

Retail  Lombermens  Mutual  Ins.  Co.,  Milwaukee,  Wis 345 

Retail  Merchants  Assn.  Mutual  Fire  Ins.  Co.,  Springftrid. . . .  345 

Retailers  National  Fire  Ins.  Co..  Kansas  City,  Mo 348 

Retail  Merchants  Mutual  Fire  Ins.  Co.,  Minneapolis 346 

Retailers  Matual  Fire  Ins.  Co.,  Philadelphia,  Pa 346 

Rhenish- Westphalian  Reins.  Co.,  M.  Gladbaeh,  Germany. ...  4 10 

Rhode  Island  Ins.  Co.,  Providence 161 

Rhode  Island  Mutual  Fire  Ins.  Co.,  Providence 346 

Richland  County  Mutual  Ins.  Co..  Mansfield,  0 347 

Richmond  Ins.  Co..  West  New  Bruhton,  N.  Y 162 

Rochester  German  Underwriters,  Rochester,  N.  Y 370 

Rockville  Mutual  Fire  Ins.  Co.,  Rockville,  Conn 347 

Rooky  Mountain  Fire  Ins.  Co.,  Great  Falls,  Mont 162 

Rossia  Ins.  Co.  of  America,  Hartford,  Conn .  163 

Rossia  Ins.  Co.,  Petrograd 328 

Royal  Ins.  Co.,  Liverpool 230 

Royal  Exchange  Assur.,  London 229 

Royal  Standard  Underwriters,  Chicago 396 

Rovai  Underwriters  Agency,  Chicago 370 

Rubber  Manufacturers  Mutual  Ins.  Co.,  Boston 347 

Russian  Reins.  Co.,  Petrograd 231 

St.  Lawrence  Underwriters,  Toronto.  Can 370 

St.  Paul  Fire  k  Marine  Ins.  Co.,  St.  Paul 163 

Safeguard  Ins.  Co..  New  York 163 

Safety  Mutual  Fire  Ins.  Co.,  Lebanon,  Pa 348 
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SfcbmaderRrelM.  Co..  WMhn^too.  D.  C 

iUiBaiite  In.  Co,  Petrofrad 

*«km  County  MatiaIIiis.Co^8dcm,  N.J 

SiIeBMTitoilFiRl]M.Co.,Sdaii,MMB 

Sia  EenfUn  Inter-Iiit.  Kirhmy,  HamtoD,  Tex. 

StTiuah  Rre  Im.  Co^  SaTmnoah,  Gs 

Seotdi  I'lidervriten.  Sui  Fnndieo. 


^ct^tiih  Skknea  k  Aod.  Int.  Co.,  Lid,  Gbnm,  Scotland . 
>xnBk  UBioo  k  Nationnl  Int.  Co.,  E<fiinbargn 


Set  lat.  Co^  Liverpool 

SoboiH  Rre  Iju.  Co.,  Atlantic  City.  N.  J 

>eooad  RoHtta  Int.  Co.,  Petrocrad 

Serjiiis  Rant.  Co.,  Vienna.  Auttria 

>xznvt  Gcomle  Int.  Co..  Broaaelt,  Bdpom 

SecoritT  Motoal  Fire  Int.  Co.  of  Delaware  Co.,  Delhi,  N. 

^ff^ffity  Fire  Undenrriten.  Chicago 

>rr.n7  Matul  Fire  Int.  Co..  Chatfield.  Minn 

>fisntT  Ibs.  Co«.  CineinData 

^nmty  Rre  lot.  Co.  Davenport,  la 

>c2:xy  Ibl  Co.,  New  Haven,  Conn 

"^cjity  Tm k  Marine  Attur.  Co..  Wathington,  D.  C. . . . 

Nc«»  Fire  Ibb.  Co.,  Boffalo.  N.  Y 

^■^ntt  fin  k  Marine  Int.  Co.,  Lima,  O 

^^r^ibaj  Matoal  Fire  Ins.  Co.,  Eatontown,  N.  J 

>iiiiii  In.  Co.,  Stockholm 

"eii:£3»m  Rnns.  Co.,  Copenhagen,  Denmark 

^  ith  CarofinalM.  Co.,  Cohmbia.  8.  C 

^  ■  !■  Dtaren  Mataal  Fire  Int.  Co.,  Peabody,  Mats 

v.n 'a  Emun  F^  Int.  Co..  Chicago  and  Richmond,  Va. . 
>.'::Tk  Ggrata  Reins.  Co-  Mimich 

>  ;-^TL  Fire  lot.  Co.,  Atlanta,  Ga 

^  - 13^  Home  Ins.  Co.,  Charleston.  S.  C 

>-^?T3  K&Biu  Mutual  Ins.  Co.,  WelUngton 

^':^'m  Lumber  Under  wiiUat.  New  Orlnns 

^  --5ent  Matasl  Ins.  Co.,  Athens.  Ga 

>  V  ^  States  Mutoal  Fire  Int.  Co.,  Philadelphia 

"  -  3*Ta  Sloek  Fire  Ins.  Co..  Greensboro.  N.  C 

> .  >n  rodenmters,  Gnauboeo,  N.  C 

^^:^  Uodenrritcra.  San  Antonio,  Tex 

y-^-v^sun  Vm  Underwriters,  Kansas  City.  Mo 

^ -u-We«tini  Reciprocal  Underwriters.  liTichita.  Kan , . . 

::r:3c^  rn  k  Marine  Ins.  Co..  Springfield,  Mass 

y^k^tnd  Riik  Underwriters,  Chicago 

^uiiard  Fwe  Ins.  Co.,  Hartford,  Conn 

>siar!i  Rre  Im.  Co.,  Trenton,  N.  J 

Hkadtfd  Fire  Ins.  Exehann,  San  Antonio,  Tex 

"i^iard  Marine  Ins.  Co.,  Liverpool 

-^'  ivi  Motual  Fire  Int.  Co.,  Philadelphia 

^ii>  latCo,  Dept.  of  Phcenix  Fire  of  Hartford 

^vAw.CcLivwpool 

-u>  M««l  Fire  Ina.  Co.,  Rutland.  Vt 

:-! f  DwdbcHoote  Int.  Co.,  Concord.  N.  H 

r*'*  Mstaal  Fire  Int.  Co.,  Providence 

^'T  3z  Fjr«  Int.  Co,  CoWeakin,  N .  Y 

^^^  Fire  Its.  Co.,  Ifwimnapolit,  Ind 

%  5?^  hi.  Co,  Mobile,  Ala 

:  .n«inIiB.&  Reina.  Co,  Stnttgart,  Ger 

T.n^aat  loL  Co,  New  York 

^t;^«ui  UnderwriterB.  N.  Y 

>i?'!kCQaBt7  Mataal  Ina.  Co,  Southold,  N.  Y 

---^lai  Office.  London 

^^M»UlJI■g.Co,CSDC^nnati 

"«  -  "ierwitere  .Agency.  New  York . 


''^m  4  Life  las.  Co,  Gothenburg 

^  SatioDsl  Ins.  Co,  Bade,  Switierland 

'•»Baa»iBeeCo,Zarieh,8witaerland 

^^^^xrhtdGeaenl  Int.  Co,  Zurich,  Switaeriand 

I^^anee  Pirmen  Mutual  Fire  Ins.  Co,  Nashville,  Tenn. . 
l-i'/aaFwiM.Co,  Dayton,  0 

•  ^--xa  Fw  lat  Co,  Pi ttaborg 

l^  Hardwc  k  Implement  Mnt.  F.  I.  Co,  Ft.  Worth.   . . 

Tnai  ladouutv  Exeh,  Ft.  Worth 

.^Naaaosl  Motoal  Fire  Int.  Co,  Fort  Worth,  Tex 

^GtyFireli».Co,LoweIl,Ma« 

•  a^^si  4  Meney  Marine  Ins.  Co,  Liverpool 

IvaalmCo,Pbria.Frmaoe 

.^it«r  FirelM.  Co,  Cambridge.  Md 

|iia>  MariaelosL  Co,  Tokio,  Japan 

:vsskm  Cooaty  Co^yperative  nre  Int.  Co,  Ithaca,  N.  Y. 

i^ef  Her*  ^  Mutual  Fire  Int.  Co..  Herman,  Wis 

i'»(n4f      acs Mutual  Fire  Ins.  Co,  Lowell.  Mass. . . 

.v^BTUw    ..latual  Int.  Co,  Philaddphia 

I*-- City  rwlm.  Co,  Minneapolis,  Minn 

■'"-ait  Motasl  Grain  Dealers  Int.  Co,  Luveme,  Minn. . . 
i  nscs  las.  Co,  Hciingfort,  Finland 
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Underwriting  Agreement,  New  York 392 

Underwriters  Exchange.  Chicago 892 

Underwriters  Fire  Ins.  Co,  Concord.  N.  H 179 

Underwriters  Fire  Int.  Co,  Roekr  Mount,  N.  C 180 

Underwriters  of  Greensboro,  N.  C 180 

Underwriters  at  Lkrydt  of  Minneapolis 392 

Umon  Assnr.  Society,  London,  Evk 243 

Union  Fire  Ins.  Co,  Buffak).  N.  Y; 182 

Union  Fire  Ins.  Co,  Chicago 396 

Union  Fire  Ins.  Co..  Paris 243 

Union  Ins.  Co,  Ban£or,  Me 181 

Union  Ins.  Society  of  Canton.  Ltd 41 1 

Union  Ins.  Co,  Pittoburg 182 

Union  k  Phenix  EsMuolIns.  Co,  Madrid 244 

Union  Marine  Ins.  Co,  Uveippol 244 

Union  Mutual  Fire  Ins.  Co..  Lincoln.  Neb 357 

Union  Mutual  Fire  Ins.  Co.,  Montmher.  Vt 356 

Union  Mutual  Fire  Ins.  Co..  Provioence 356 

Union  Nat.  Fire  Ins.  Co.  of  the  U.  S.,  Indianapolis 248 

Union  Underwriters.  New  York 393 

Union  Underwriters,  New  York 395 

United  America  Ins.  Co,  Yonkers,  N.  Y. .  r 183 

United  American  Underwriters  Agency.  Minneapolis 371 

United  Assurance  Assn.,  DalUs,  Tex 395 

United  Druggists  Mutual  Fire  Ins.  Co..  Boston 357 

United  Firemens  Ins.  Co..  Philadelphia 183 

United  Owners  Fire  Ins,  Co..  Springfield.  Ill 248 

United  States  Fire  Ins.  Co..  New  York 184 

United  States  Fire  A  Marine  Ins.  Co..  W.  Va 396 

United  States  Ins.  Co..  Memphis.  Tenn 248 

United  States  Lloyds.  New  York 394 

United  States  Underwriters,  Kansas  City.  Mo 394 

United  States  Underwriters  Policy.  New  York 371 

Universal  Fire  Ins.  Co.,  Chicago,  III 185 

Upper  Rhine  Ins.  Co..  Mannheim,  Germany 412 

Urbaine  Fire  Ins.  Co,  Paris 245 

Utica  Fire  Ins.  Co,  Utica.  N.  Y 357 

Vermont  Mutual  Fwe  Ins.  Co.,  Montpelier.  Vt 358 

Victoria  Ins.  Co.,  Burcharcst.  Roumania 412 

Vienna  Reins.  Co.,  Vienna ._ 412 

Virginia  Fire  k  Marine  Ins.  Co.,  Richmond 185 

Virginia  Home  Ins.  Co.,  Richmond 396 

Vulcan  Ins.  Co,  New  York,  N.  Y 186 

Vulcan  Fire  Ins.  Co,  OaUand.  Cal 1 87 

Wabash  Fire  Ins.  Co..  Wabash.  Ind 187 

Wabash  Ins.  Co.,  Hammond.  Ind 396 

Waco  Ins.  Co.,  Waco.  Tex 248 

Warner  Inter.-Ins.  Bureau.  Chicago 394 

War  Risk  Bureau  of  U.  S 191 

Warsaw  Fire  Ins.  Co,  Warsaw.  Russia 245 

Washington  County  Mutual  Fire  Ins.  Co..  Washington.  Pa. .  358 

Washington  Fire  Ins.  Co.,  Washington.  D.  C 396 

Washington  Hardware  k  Implement  Dealers  Fire  Ins.  Assn.. 

Spokane •  •  •  ••• ^* 

Washington  Mutual  Fire  Ins.  Co,  St.  Louis 358 

West  Bend  Mutual  Fire  Ins.  Co.,  West  Bend.  Wis 359 

Westchester  Fire  Ins.  Co..  New  York 187 

Western  Assur.  Co.,  Toronto 346 

Western  Automobile  Underwriters,  San  Francisco 394 

Western  Exchange  Underwriters.  El  Paso,  Tex 395 

Western  Fire  k  Marine  Ins.  Co.,  McAlester.  Okla 396 

Western  Grain  Dealers  Mutual  Fire  Ins.  AsBn.,Det  Momet.Ia.  359 

Western  Ins.  Co..  PitUburg 189 

Western  Lumber  Underwriters,  Kansas  City,  Mo 395 

Western  Millers  Mutual  Fire  Ins.  Co..  Kansas  City.  Mo 360 

Western  Mutual  Fire  Ins.  Co,  Urbana,  0 359 

Western  Reciprocal  Underwriters,  Kansas  City 395 

Western  Union  Fire  Ins.  Co..  Waseca,  Minn 189 

Western  Union  Fire  Underwriters.  Chicago,  HI 395 

What  Cheer  Mutual  Fire  Ins.  Co..  Providence 360 

Wholesale  Grocers  Reciprocal  Indemnity  Exch.,  St.  Louis —  395 
Wholesale  Grocery  Subscribers  at  Warner  Ins.  Bur.,  Chicago.  395 

WiUiamsburgh  City  Fire  Ins.  Co.,  New  York 190 

Winnipeg  Fire  Underwriters  Agency.  New  York 371 

Wisconsin  Church  Mutual  Fire  Ins.  Assn.,  Merrill.  Wis 361 

Wisconmn  Underwriters,  Milwaukee 371 

Worcester  Manufacturers  Mutual  Ins.  Co.,  Worcester,  Mats.  361 

Worcester  Mutual  Fire  Ins.  Co.,  Worcester,  Mass 362 

World  Ins.  Co..  London.  Eng.,  Ltd 412 

Wyoming  Valley  Fire  Ins.  Co..  Warsaw,  N.  Y 362 

Yang  Tsse  Ins.  Assn..  Shanghai 247 

Yorkshire  Ins.  Co.,  Ltd..  York.  Eng 247 


LIST  OF  ABBREVIATIONS 

USED  IN  THE  FOLLOWING  PAGES: 


AdI.,  additional 
Ad^  adjustment. 
Ala..  Alabama. 
Alas.,  Aladca. 
Amtf .« American. 
Aril.,  Ariiona. 
Aric,  Aricanaas. 
Amd.,  Aflodation. 

Bgn  bridge. 
Bs.,  bonds. 
Bk.,  bank. 
Bkg.,  banking. 
B]g.,  building. 

Cn  coupon. 

C.  H.,  courthouse. 
Cal.,  California. 
Can.,  Canada. 

Co.,  company  or  county. 
CoU  collateral. 
Colo.,  Colorado. 
Com.,  common. 
Conn.,  Connecticut. 
Cp.,  Corporate. 
Cb.,  consolidated. 
Cv.,  convertible. 
Ctf.,  certificate. 
Cur.,  currency. 
Cy.,  City. 

D.,  debenture. 
Del.,  Delaware. 
Dep..  depomt. 

D.  C.  Dtst.  of  Columlna. 
Div.,  division. 

Dis.,  District. 

£.,  east  or  eastern. 
£1..  electric. 


Ex.,  Exchange. 
Eq.,  equipment. 
Ext.,  extended. 
Extn.,  extenson. 

F.,  funding. 
Fla.,  Florida. 

Om  gold. 
Ga.,  Georgia. 
On.,  general. 
Ot.,  great. 
Gr.,  guaranteed. 

Haw.,  Hawaii. , 
Ht.,  Heat. 
Htg.,  Heating. 

Ida.,  Idaho. 
111.,  Illinois. 
lUg.,  illuminating. 
Imp.,  improvement. 
Insp.,  inspection. 
'  Inc.,  income. 
Ind.,  Indiana. 
Inv..  investment, 
la.,  Iowa. 
Int.,  International. 

Jc,  junction. 

Kan.,  Kansas. 
Ky.,  Kentucky. 

La..  Louisiana. 
Lt.,  light. 
Ltd..  limited. 
Ltg^  lighting. 
Loco.,  locomotive. 
Ld..  Lieu. 


Mass.,  Massachusetts. 
Md.,  Maryland. 
Me.,  Maine. 
Mfg>.  manufacturing. 
Mich.,  Michigan. 
Minn.,  Minnesota. 
MLbs..  Mississippi. 
Mo.,  Missouri. 
Mont.,  Montana. 
Mtn..  mountain. 
M.,  mortgage. 

Nat.,  national 
Neb.,  Nebraska. 
Nev.,  Nevada. 
N.  H.,  New  Hampshire. 
N.  J.,  New  Jersey. 
N.  M.,  New  Mexico. 
N.  Y.,  New  York. 
N.  C.  North  Carolina, 
N.  D.,  North  Dakota. 
No.,  north  or  northeml 
N.,  Notes. 
Nwn.,  northwestern. 

0.,  Ohio. 

OUa..  Okbhoma. 

Ore.,  Oregon. 

Pa.,  Pennsj'lvania. 
Pac,  Pacific. 
PR.,  Porto  Rico. 
Pow.,  Power. 
P.,  preferred. 

R.,  Refunding. 
R.  E..  Real  Estate. 
Reg.,  registered. 
R.  I.,  Rhode  Island. 


R.  R.,  railroad. 
Rs.,  rights. 
Ry.,  railway. 

8av.,  savings. 

S.  C,  South  Carolina. 

S.  D.,  South  DakoU. 

Sc,  school 

Ser.,  series. 

S.  f.,  sinking  fund. 

So.,  south  or  southern. 

St.,°  street. 

Stk..  stock. 

Sr.,  Sewer. 

T.,  Term. 
Tl.,  telephone. 
Tg.,  telegraph. 
Tenn.,  Tennessee. 
Tm.,  terminal 
Ter.,  Territory, 
Tex.,  Texas. 
Tr.,  Trust. 
Tc,  traction. 
Tun.,  tunnel. 

U.  S.,  United  Sutes. 

Va.,  Vir^nia. 
Val.,  valley. 
Vt.,  Vermont. 

W.,  west  or  western. 
Wat.,  water. 
Wash.,  Washington. 
W.  Va.,  West  Virginia 
Wis.,  Wisconsin. 
Wks.,  wivks. 
WyOn  Wyoming. 
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H.  WOLFF 

Book  Manufacturer 
518-534  WEST  26th  STREET 

NEW  YORK 


THIS  Bindery  is  equipped  to  manufac- 
ture books  of  all   kinds   in   any  quan- 
tities or   styles.      Books  of   Reference 
and  Catalogues  a  Specialty. 

Botk  Tolumet  of  the  1916  INSURANCE  YEAR  BOOK  are  bound  by  me. 


POLICY  BOND 

is  the  correct  paper  on  which  to  have  your 
Policies  printed. 

It  is  made   iti  the  correct  policy   sizes — no 
waste  of  paper .^ 

Samples  may  be  had  on  request. 

COMMERCIAL  PAPER  &  CARD  COMPANY 

INC. 

25  Howard  Street,  New  York  City 


g-b  THE    INSURANCE    YEAR    BOOK. 


BOSTON   INSURANCE 

COMPANY 

BOSTON,  MASS. 

Capital  .  Surplus 

$  1 ,000,000.  $2,000,000. 

Fire,   Marine,  Automobile,  Tornado, 
Yacht  and  Tourist  Baggage  Insurance. 

HOME  OFFICE: 

Company's  Building 

87   Kilby  Street,    Boston,  Mass. 

NEW  YORK  OFFICE: 
66  Beaver  Street. 

BALTIMORE  OFFICE: 
Chamber  of  Commerce  Building. 

WESTERN  DEPARTMENT: 

A.    D.   Baker   &    Co.,   Managers, 

Lansing,  Michigan. 

PACIFIC  COAST  DEPARTMENT: 

H.  J.  Knowles,  Manager  (Marine) 

Curtis   &  Bailey,  Managers  (Fire  and 

Automobile) 
San  Francisco,  Cal. 

SOUTHWESTERN  DEPARTMENT: 

(Texas,  Arkansas,  Louisiana) 
J.  M.  Thomas  &  Co.,  General  Agents, 

Dallas,  Texas. 

FLORIDA  DEPARTMENT: 

J.  H.  Norton  &  Co.,  General  Agents, 

Jacksonville,  Florida. 

VIRGINIA     DEPARTMENT: 

A.  H.  Harris,  General  Agent, 

Richmond,  Va. 


AMERICAN  STOCK  FIRE  AND  MARINE 

INSURANCE  COMPANIES 


Tbe  foOaviag  pages  contain  abstracts  of  the  official  statements  covering  the  year  1915,  of  all  r^larlv  licensed  joint  stock  fire  and 
■aranoe  companies  nov  domiciled  and  opoating  in  the  United  States,  together  with  summaties  of  their  condition  and  business 
ia  tath  of  the  last  five  yean. 

S'oo.— The  Net  Premiums  given  in  the  following  taUes,  for  practically  all  of  the  companies,  represent  the  gross  premiums  written 
Us  aBoonts  pni  for  reiiairanoe.  rebate,  abatement  and  return  premiums  in  the  respective  years,  except  1913-15,  when  deductions  apply 
to  busiaegB  vritteu  in  such  yean,  respectively.  Total  income  excludes  deposits  received  on  {wrpetual  policies,  premiums  of  previous  year 
fgwyei  and  other  estraoeous  items.  Expenses  exclude  deposits  returned  on  perpetual  policies  and  other  items  which  cannot  properly 
be  dusel  as  expoaes. 


iETNA  INSURANCE  COMPANY.  Hartford,  Conn.J 

Preadent  Wm.  B.  Clark:  Vice-Presidents,  Henry  E.  Rees.  A.  N.  Williams;  Secretary.  E.  J.  Sloan;  Marine  Secretary,  W.  F. 
Whittebey;  .\asisrtant  Secretaries.  E.  S.  Allen.  Guy  E.  Beardsley.  Ralph  B.  Ives.    Organised.  1S19. 


Taia     .Assets 


If  15  I24.730.W3 
1914  3.400,527 
ViU  22.481.250 
bl2  22.^92.779 
181]   2101 7  J90 


Unearned   I 
Premiums  i 

SIO.518.608 
9,«30,314 
9,050.728 
8,542.177 
7.930.S56 


Net 
Surplus 


Net 
Premiums 


$7,584,516  0112,378.665, 
6.668,448      10,816.447! 
6.909.390       9.948.4711 
7.985.668    •  9.574.431 
7,839.723'      8.906,034 


Total 
Income 

$13,380.8471 

11,772.9711 

10,891,069, 

10,493,216, 

9.816.103 


Losses 
Paid 


Dividends 


a$6,312.1lH 
5.892.315 
5,5 19,795 
4.977.974 
4.595.263 


$900,000 
900.000 
900.000 

m5.ooo 

tfl45.000 


I  Total  Ex-  {     Losses 
Expenses      penditures  i    Incurred 


$4,351,184 
3.773.379, 
3.560.753 
3.390.194 
3.039.298 


$11,563.3021 

10.565,6941 

9.980.548 

9.313.1681 

'4.579.561 


Faaraed  prwnhims  include  amounts  reclaimable  on  perpetual  policies,    a  Includes  $2,796,263  marine  premiums  and 
marat  lanes.    tConn.  std.     flnchides  $145,000  tax  paid  for  stockholders. 


Haan.  Dmc.  31.  1915. 

Si^  £«tate $4104)00 

Boivi!  aad  stocks  ..  20.071.149 


Bipwwraye. 

C^     

Ae^ti' halanees  . 
lfi^v<ataj»l  rests. 


3.953 

1.876.318 

2.252,539 

108,275 

123,031 


LlABILITlBS,  Dvc.  31,  1915. 

Ixmes  unpaid $1,262,479 

Unearned  prems. . . .  10.41 1.730 

Perp.  dcp.  reel 106,878 

Other  liabilities 365.000 


TtjtaJ $24,845,265 

Sf^^porerliab.  .         114,662 


ToUl  liabilities. .  $12,146,087 

Capital  paid  up 5.000.000 

Net  surplus 7,584.516 


Tetai 


.  $24,730,603        Total $'24,730,603 


rsdffvntiag  profit.  $743,286;  investment  profit,  $1,187,443. 

H^ES  AND  PREMIUMS:  Fire  risks  in  force  (except  perpet- 
^  Deeeabcr  31.  $1,731,109,879;  premiums  thereon,  $18,880.- 
4TT;  sarae  asd  inland  rides  in  force,  $63,386,502:  premiums 
t^nos,  $14^72.090;  perpetual  fire  risks.  $5,266,878;  deposit 
W^ism  thereon.  $118,753. 

BrSLVESS  SINCE  ORGANIZATION:  Premhims  received, 
t>*iM\A\i:  Vmea  paid.  $150,705,781;  dividends  declared,  cash, 
CT-i'UM;  stock,  $2,805,000. 

?1AL  ESTATE  OWNED:  Consists  of  the  company's  home 
^  bdhfiog,  663-680  Main  St..  Hartford,  which  property  cost 
S^lSs  sad  is  eanied  at  a  vahution  of  $375,000,  and  a  dwelling 
K  41  PttMpeet  st^  Hartford,  carried  at  cost  ($35,000).  Total 
^^^  wtejred  la^  year.  $25,287;  taxes  and  expenses  on  same. 

Bi>N-D6  AND  STOCKS  OWNED: 
Bomw. 

I  5-^l«5,4% 

ifa.0,wat,l924,  5H% 

^fic7,  S.  Y,  iao,  1918-19-20-21,  AH% 

tokOft^WwU  1921,  6% 

^ano,  Cxa,  pub.  b^  ach.,  wat.  k  sr.. 

fisiririKe.  GaLi  aofL.  1916-1926.  6%.. . 

fc^awre.  Md..  cp.  stk..  1961,  4% 

J«a««,  Md^  ey.  ep.  atfc^  1961,  4%.. . 

|«aM.Tex^  au  195&,  5% 

|ata.MiaL.1923.4% 

|BJSBPfin.  Conn.,  »,  1949^1.  4H%.  •  - 
ig».S.Y.am»,1939.4% 

5Ab.N.Y,wat^l917.4^% 

?^,  AJla,  ey.  d,  1933,  5% 

■:«i^peai.m.ep,1925.4H% 

CiaADcouwwt^  1917.5% 

^oa^Dom^avliu  1925.5% 

5««,0,«e,MK.4H% 

^i.  K, -a.  db,  1928.  4% 

?B«iMd.  0,  wit,  1949.  4H% 

)i^  8-  C.  r..  1941,  5%, 

Ctiiriw,  S.  C,  ac  1940.  5% 

;^5trte.l««,4% 

,-^^l«4,3H% 

tft^Tei,  IS,  1940^0,  4H% 

^T«i^w«LA».,19»,5% 

Q^gate.  Il».19g9.,  ZH% 

--"-^^  N.C.,K,im«% 


Par 

Market 

Valae. 

Value. 

$100,000 

$111,000 

25.000 

27,250 

50,000 

50.500 

25,000 

26.750 

18.000 

19.035 

5.500 

5.830 

10,000 

9.800 

50.000 

49.000 

25,000 

26,250 

25.000 

25,000 

25.000 

26.000 

22,500 

22.500 

25,000 

25,375 

25.000 

22.875 

25.000 

25,000 

25.000 

24.875 

50.000 

48.750 

25,000 

25,937 

25.000 

25,062 

100.000 

114,000 

80,000 

85,600 

35,000 

37,537 

50.000 

53,500 

100,000 

loaooo 

40.000 

41,400 

36.000 

36.810 

25.000 

25,000 

10,000 

9,475 

24,000 

25,980 

BoxDS  AND  Stocks  Owned. — Cont. 
Boi>n>s. — ^'ont. 

Greenville.  Ala.,  sc..  1922.  6% 

Greenwich,  Conn.,  r..  1929-30-31-32-33. 

4H% 

Hamilton.  Ont..  d..  1920.  A% 

Hamilton,  Ont..  d.,  1932.  4% 

Hartford,  Conn.,  Conn.  rv.  bg.,   1954, 


31 


?% 


Hartford.  Conn.,  sp..  1939,  44' c 
Hartford,  Conn.,  wat..  1937-38-'^9.  V, 
Jersey  City.  N.  J..  h»ll.  1923.  o'^'r  . . . 
Jersey  City.  N.  J.,  r..  1928.  4»  2^  c  • 
Jersey  City.  N.  J.,  wat.,  1961.  412%- 
Lexington.  Ky..  1918.  S% 
Manitoba,  prov.,  1947-48.  4' 
Md.  State,  1927.  4%. 


'%. 


Mecklenburg  Co.,  N.  C.  1920.  6% 
Meriden.  Conn.,  sc..  1937-38,  4U^c 

Milford,  Conn.,  1927.  i% 

Milwaukee,  Wis.,  pk.,  1917-29.  Vi% 


Milwaukee,  Wis 


..  PK„ 
.,  lib.. 


1917-32.  4J 


Minneapolis,  Minn.,  wat.,  1920.  4^0 
Montclair,  N.  J.,  sc..  1944.  iWv 
Montreal.  Can.,  s.  f..  1942.  4^ 


Montreal,  Can.,  cp.  stk..  !t^26,  4^( 
Montreal.  Can.,  barb..  1917,  i'^l .  . 
Nashville.  Tenn..  sc.,  1940,  iV^^c.. 
Nassau  Co..  N.  Y..  1943.  4? 4' 
Newark.  N.  J.,  f..  1944.  4  H 


t" 


Newark.  N.  J.,  wat..  1944.  4^/  • 

Newark.  N.  J.,  hosp..  1932.  3»2'  r    

New  Britain.  Conn.,  mun.  big,.  1948.  4% 

New  Britain.  Conn.,  pk.,  1916-38.  44^0. 

.  New  Britain,  Conn.,  sc.,  1923-43,  4'i'^'c.. 

New  Haven,  Conn.,  st.  imp.,  1936,  4%. . 

New  Mexico,  ter.,  1915-25,  5% 

New  York  City  cp.  stk..  1957,  4^%. . . . 
New  York  City  cp.  stk.,  1960.  41^%. . . . 

North  Haven.  Conn..  1943.  4li% 

Norwalk.  Conn.,  1942.  4^4% 

Norwich,  Conn.,  r..  1938. 4»  2% 

Ontario,  prov..  d.,  1925,  43^2% 

Ottawa,  Ont.,  d.,  1935,  4h'^c 

Plainfield,  N.  J.,  sc..  1963-64-65,  4H%. . 

Plainfield,  N.  J.,  sr.,  1925-27,  5% 

Plainfield.  N.  J.,  sr.,  1926-27-28,  5%. . . . 

Portland,  Ore.,  pk.,  blvd..  1933,  4% 

Port  of  PortUnd,  Ore.,  g.,  1922.  5% 

Providence.  R.  I.,  harb.  In.,  1945,  4%. . . 

Rahway,  N.  J.,  ad..  1922.  4% 

Richmond.  Va..  pub.  imp.,  1943,  4% 

Richmond.  Va..  192»-38.  4% 

Roanoke,  Va..  pub.  big.,  be.,  1941,  4*2% 

Roanoke,  Va..  st.  imp..  1936.  4% 

Rochester.  N.  Y..  imp..  1933,  4J^% 

Schenectady  Co.,  N.  Y..  1916-29. 412%  • 
Southington,  Conn.,  tn,  sc.,  1943,  4^2  o- 
Southington,  Conn.,  wat.,  1941,  4V'2''o-  •  • 

SparUnburg,  S.  C,  sc..  1932.  44% 

Spokane.  Wash.,  bg..  1934.  44% 

Spokane  Co.,  Wash.,  r.,  1923,  4h% 


Par 

Value. 
$20,000 

25.000 
46.000 
25.000 

50.000 
50.000 
150.000 
25.000 
25.000 
55.000 
50.000 
15.000 
25.000 
72.000 
60,000 
21.000 
17.000 
8.000 
25,000 
50.000 
50.000 
6.000 
4,000 
37.000 
50.000 
25,000 
25.000 
25.000 
100.000 
46,000 
54.000 
50.000 
10.000 
50.000 
50.000 
50.000 
25.000 
25.000 
50.000 
25.000 
25.000 
10,000 
15.000 
50.000 
50.000 
50.000 
22,000 
25,000 
25,000 
25,000 
30,000 
50,000 
27.000 
25,000 
25,000 
25,000 
21,000 
50.000 


$6,423,911 
6.197.371 
5.531.250 
5.075.245 

^.569.335 

$1,153,763 

Market 

Value. 

$21,350 

25.437 
43.470 
21.500 

45.000 

53.750 

150.000 

26,375 

26.000 

59.400 

50.625 

12.375 

25.125 

76,140 

51.000 

20.790 

17.510 

8.240 

24.750 

52.500 

42.000 

5.430 

3.920 

37.000 

51.500 

26.875 

26,875 

23,375 

99.500 

47.840 

55.620 

50,000 

10,000 

53,000 

50.562 

53.250 

25,625 

26,375 

48.000 

23.687 

26.812 

10.725 

16.087 

47,000 

51.500 

50.000 

21.120 

23.375 

23.562 

25,000 

27.900 

52.750 

27.540 

26,625 

26.500 

24.750 

21.000 

50.000 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


iETNA  INSURANCE  COMPANY,  Hartford,  Conn.— Continued. 


BoNDR  AND  Stocks  Ownsd.— <7<wii. 

BoNDB. — Cont. 

Spokane,  Wash.,  r.  wat.,  1931,  4H%-  •  •  • 

Stamford,  Conn.,  hall,  1938,  4% 

Stamford,  Conn.,  pk..  1942,  4% 

Stamford,  Conn.,  sc.,  1941,  4^% 

Syracuse,  N.  Y.,  wat,  1916-28.  4^%  •  ■ 

Syracuse,  N.  Y.,  sr..  1928-29.  4H% 

Taooma,  Wash.,  bg.,  1929.  4H% 

Tenn.  State,  1939.  4% 

Toronto.  Ont.,  d.,  1920,  4% 

Toronto.  Ont.,  gn.  cs.  In.  d.,  1948.  4%. . 

Torriiurf»n,  Conn.,  bc..  1939,  4^% 

West  Hartftfd,  Conn.,  r.  &  imp.,  1943, 

4H% 

Westmount,  Que.,  d.,  1938.  3H% 

Wethersfiekl.  Conn.,  191646.  4H% 

Winston,  N.  C,  1924.  6% 

Ala.  Cent.  R.  R.  1  m.  g..  1918,  6% 

Alb.  &  Susq.  R.  R.  1  m.  ev..  1946,  3^%. 
Atla.  &  Char.  A.  L.  Ry..  1  m..  1944,  6%. 

B.  A  0.  R.  R.,  1  m.  g.,  1948,  4% 

B.  A  O.  R.  R.  pri.  b..  m.,  1925.  3^%.. . 

B.  ft  M.  R.  R.  d.,  1929,  4H% 

B.  ft  N.  Y.  A.  L.  R.  R..  1  m..  1955,  4%. 
B..  N.  Y.  ft  E.  R.  R..  1  m.,  1916,  7%. . . 

B.  C.  R.  ft  N.  Ry..  1  m.,  1934. 5% 

Can.  Southern  Ry.,  cs.  m.,  1962,  6%. . . . 

Can.  Northern  Ry.,  m.,  1939,  4% 

Cent.  Branch  Ry.,  1  m.  g..  191fi,  4%.. . . 

Cent.  0.  R.  R..  1  cs.,  1930. 4^% 

Cent.  Pac.  Ry.,  m.  g..  1929.  3^% 

Cent.  Pac.  Ry..  1  m.  g..  1949, 4% 

C.  R.  R.  of  N.  J.,  g.  m.,  1987,  6% 

C.  ft  0.  R.  R..  1  m.,  1989,  4% 

C.  B.  ft  Q.  R.  R.,  m.,  1949,  3^% 

C.  B.  ft  Q.  R.  R..  Neb.,  ex.  m.,  1927, 4% 
C.  ft  E.  111.  R.  R.,  gn.  cs.  and  1  m.,  1937. 

5% 

C.  ft  E.  III.  R.  R..  1  cs..  1934,  6% 

C.  ft  Erie  R.  R.,  1  m..  1982,  5% 

C.  H.  ft  W.  R.  R.,  1  m.,  1927.  67o 

C,  I.  ft  S.  R.  R.,  m.  g..  1966,  4% 

C,  M.  ft  St.  P.  Ry..  1  m..  1920.  6%. . . . 
C.  M.  ft  St.  P.  Ry.,  gn.  m..  1989.  4%. . . 
C,  M.  ft  St.  P.  Ry.,  cv.,  1932,  4H%  •  •  • 
C,  M.  ft  St.  P.  Ry..  cv.  gn.  and  r.  m.. 

2014.5% 

C.  ft  N.  W.  Ry.,  gn.  m.,  1987,  4% 

C.  ft  N.  W.  Rj'.,  gn.  m.,  1987,  5% 

C.  ft  N.  W.  Ry.,  9.  f.  m.,  1929,  6% 

C.  ft  N.  W.  Ry..  gn.  m.  g.,  1987.  3H%. . 

C.  ft  N.  W.  Ry..  s.  f.  d..  1933,  5% 

C.  ft  N.  W.  Ry.,  s.  f.  m.,  1929,  5% 

Chicago  Rys.  cs.  m..  A,  1927,  5% 

Chicago  Rys.  cs.  m.,  B,  1927,  5% 

Chicago  Rys.  ad.  inc.  m..  1927,  4% 

Chicago  Rys.  pur.  my.  m.,  1927.  4%  — 

C,  R.  I.  ft  P.  R.  R..  m.,  1917,  6% 

C,  R.  I.  ft  P.  R.  Rm  gn.  m.  g.,  1988,  4% 
C,  St.  L.  ft  N.  0.  R.  R.,  g.  In.  l.n.,  1951. 

5% 

C.  ft  W.  Ind.  R.  R.,  cs.  m.,  1952,  4%. . . 
C.  ft  W.  Ind.  R.  R..  gn.  m.,  1932.  6%. . . 

C,  D.  ft  1.  R.  R..  g.,  1941,  6% > . 

C,  F.  ft  F.  W.  R.  R..  1  m..  1923.  4%  . . 
C,  H.  ft  D.  R.  R.,  gn.  m.,  g..  1942.  5%. 
C,  Ind.  ft  W.  Ry.,  1  A  r.  m.  g..  1953. 4% . 
C,  C,  C.  ft  St.  L.  Ry..  gn.  m.,  1993,  4% 

C.  L.  ft  W.  Rv..  1  cs.  m.,  1933,  6%. . . . 

Colo,  ft  So.  Ry.,  1  m..  1929. 4% 

Col.  ft  Tol.  R.  R.,  1  m.,  s.  f.,  1955,  4%. . 

Conn.  Co..  cq.  n.,  1919,  5% 

Day.  ft  Mich.  R.  R..  1  m..  1931.  4»^%. . 

D.  ft  H.  Can.,  m..  1917,  7% 

D.  ft  H.  Co.,  I  m..  r..  1943.  4% 

D.'M.  ft  Ft.  D.  R.  R.,  1  m..  1935.  4%. . 

Detroit  Hy..  1  m..  1921-24.  5% 

East  Tcnn..  V.  ft  Ga.  Ry.,  cs.  m.,  1956, 


S'^' 


EIr.,  Jol.  ft  E.  R.  R.,  1  m..  1941.  5^^^. . . . 
Flint  ft  P.  M.  R.  R..  1  cs.  m..  19.39. 5%. 


it". 


Fit  ft  P.  M.  R.  R..  1  m..  1939.  5'  o 
Galv.  Har.  A  S.  A.  Ry.,  1  m..  1931,  5%. 

Ga.  ft  Ala.  Ry..  1  cs..  1945.  6^c 

Ga.  R.  R.  A  Bkg..  1947,  4% 

Hartford  St.  Ry.,  1  m..  1930,  i^i 

Hocking  Valley  Ry.,   1  cs.  m.  «,.,  1999, 


4> 


^'c 


Hnu8at4Miic  R.  U.,  I  cs.  m.,  1337,  &%. . . 

lU.  Cent.  R.  R..  1  m..  1951.  V2% 

111.  Cent.  R.  R.,  pe.  Is.  1  m.,  1952.  Zy/:i. 


Par 
Value. 
125.000 
50.000 
25.000 
25,000 
26.000 
20.000 
30,000 
25.000 
10,000 
24.333 
25.000 

100.000 

50,000 

70,000 

25.000 

50,000 

75,000 

50.000 

125.000 

25,000 

150,000 

100.000 

125,000 

150,000 

50,000 

50,000 

37,000 

25.000 

1,000 

50.000 

250.000 

100,000 

150,000 

100.000 

60.000 
50.000 
250.000 
130.000 
54.000 
85.000 
75.000 
44,100 

30,000 

75,000 

50,000 

18,000 

100,000 

100,000 

1,000 

30,000 

45,000 

15,700 

57,500 

60,000 

100,000 

75,000 

100,000 

81.000 

50.000 

50.000 

108.000 

50.000 

200.000 

100.000 

25.000 

127.000 

41.000 

25.000 

100.000 

100.000 

25.000 

23.000 

45,000 
84.000 
25.000 
55,000 
75,000 
50.000 
25.000 
50.000 

75.000 

50.000 

100.000 

25,000 


Market 
Value. 

125.000 
49,625 
24,876 
26,562 
26,650 
20,850 
30,000 
24.750 
9,500 
19.953 
26,500 

167,000 
37.750 
72,800 
25,718 
50.875 
65.250 
52,000 

115,312 
23.250 

120,000 
92,000 

126,875 

151,875 
53.500 
41,500 
22,385 
24.500 
900 
45,625 

291,250 
84,000 

129,000 
97.750 

49.800 
52.250 
263.750 
144,300 
46,440 
90.737 
69.937 
45,092 

32,100 

72.000 

56,625 

20,520 

83.000 

105.000 

1,050 

27,150 

33,976 

5,966 

39,100 

61,650 

84,500 

81,375 
83.250 
86.670 
15.000 
25,000 
75.600 
17.500 

162,000 

105.000 
22.750 

110.490 
41.000 
24,250 

104,500 
96.500 
13.750 
21.620 

47.475 
89.040 
18.500 
33,000 
78.000 
52.250 
21.500 
50.000 

69,750 
54,2.'>0 
81.000 
20.500 


Bonds  and  Stoco  Ownw.— CoiU. 
Bonds.— Cos/. 

la.  Cent.  Ry.,  1  ft  r.  m.,  1951.  4% 

la.  Cent.  Ry^  1  m^  1938,  5% 

Kan.  Cy.  Tm.  Ry.,  1  m.,  1960,  4% 

K.  ft  D.  M.  R.  R..  1  m.,  1923.  5% 

L.  S.  ft  M.  S.  R.  R..  d.,  1931.  4% 

L.  V.  Ry.,  1  m.  gr.  g.,  1940,  44% 

L.  V.  Tm.  R.  R..  1  m.  gr.  g..  1941,  5%. . 

L.  ft  Jeff.  Be.  Co.,  m.,  1945.  4% 

L.  ft  N.  R.  R.,  P.  ft  Mm  1  m..  1946.  4%. 

Mah.  Coal  R.  R..  m^  1934.  5% 

Mich.  Cent.  R.  R..  1  m..  1059.  4% 

Middl.  Vail.  R.  R..  1  m..  1942.  5% 

Midi.  R.  R.  of  N.  J..  1  m..  1940,  5%. . . 

Minn,  ft  St.  L.  Ry.,  1  m..  1927.  7% 

Minn,  ft  St.  L.  Ry.,  Pac.  ex..  1921.  6%. . 

Minn.  Un.  R.  R.,  g.  m.,  1922.  6% 

Mont.  Cent.  Ry..  1  m.,  1937,  6% 

M.  ft.  E.  R.  lU  1  m..  r.,  2000,  ZH%. . . . 
Mut.  Tm.,  Buffak).,  1  m.,  s.  f.,  1924, 4%.. 
N..  C.  ft  St.  L.  Ry.,  1  cs..  1928.  5%. . . . 

N.  E.  R.  R.,  cs.  m.,  1945,  5% 

N.  E.  R.  R.,  cs.  m..  1945,  4% 

N.  H.  ft  N..  cs.  r.  m.,  1956,  4% 

N.  Lon.  No.  R.  R.,  1  m..  1940,  4%. 


N.  Y.,  L.  ftW.  Ry.,  tm^  imp.  m.,  1923. 4% 

!.ftW.R.R.,lcs.gn 
N.  Y.,  N.  H.  ft  H.  R.  R.,  or.  d.  ctf.,  1923^ 


N.  Y.,  L.  E.ft  W.R.  R.,  1  CS.K..  1920.  7% 


48.6%. 

N.  Y.,  N.  H.  ft  H.  R.  R.,  d.,  1956,  4%. . 
N.  Y..  N.  H.  ft  H.  R,  R..  n..  1916,  5%. . 

N.  Y.,  N.  H.  ft  H..  1  m.,  1954.  4% 

N.  Y.,  S.  ft  W.  R.R.,  lm.tm.,  1943,5% 
N.  Y.,  S.  ft  W.  R.  R..  I  r.  m.,  1937, 5%. 

N.  ft  W.  R.  R..  gn.  1  m.,  1931,  6% 

N.  ft  W.  R.  R.,  1  m.,  1032.  6% 

N.  P.-O.  N.  J.,  C.  B.  ft  Q.  ool..  1921, 4%. . 
N.  W.  Union  R.  R.,  1  m.  s.  f..  1917,  7%. 

Ore.  S.  L.  Ry.,  1  m.,  1922,  6% 

Ore.  S.  L.  Ry.,  1  os.  m^  1946,  5% 

Oswe.  ft  Syra.  R.  R.,  gtd.  est.  m.,  1923, 

5% 

Penna.  R.  R.,  en.  m.,  1960.  VA% 

Pt.  Read.  R.  R.,  1  m.  gr.  g..  1941.  5%. . 
R.,  W.  ft  0.  R.  Rm  1  cs.  m.,  1922,  5%. . 
St.  P.,  Minn,  ft  Man.  R.  R.,  1  m.,  1933, 


6^- 


Lo- 


st. P..  Minn,  ft  Man.  R.  R..  1  m.,  1933, 

4% 

St.  P.,  Minn,  ft  Man.  R.  R.,  1  m..  1933, 

44% 

St.  P.,  Minn,  ft  Man.  R.  R.,  1  m.,  1937. 


4%, 


St.  P.  ft  N.  P.  R.  R.,  1  m.  g.,  1923,  6%.. 
St.  P.  ft  S.  C.  R.  R.,  1  m.  g..  1919,  6%. . 
San  F.  ft  S.  J.  Vail.  Ry.,  m..  1940,  5%. . 

South.  Ry..  1  cs.  m.  g.,  1994,  5% 

South.  Rv..  St.  L.,  1  m.,  1951.  4% 

T.  H.  ft  P.  R.  R.,  1  m.  g.,  1942.  5% . . . . 
T.  ft  0.  Cent.  R.  R..  1  m.  g..  1935.  5%., 
T.  ft  0.  Cent.  R.  R.,  1  m.,  1935,  5%. . . . 
T.,  H.  A  B.  Ry..  1  m.  g.,  1946,  4% 
R.R.Ald 


U.  P.  R.  R.,  1  m. 


,  1947.  4% 


Uni  N.  J.  R.  R.  A  Can.,  g.  In..  1929.  4% 

Vt.  Vail.  R.  R..  1  m.,  1940  44% 

Wab.  R.  Rm  1  m.  g.,  1939,  5% 

Wash.  TmM  1  mM  1945,  34% 

We»t  Sh.  R.  Rm  1  mM  2361,  4% 

Will.  A  Si.  F.  R.  Rm  1  m.  gM  1938,  5%. . 
Wilm.  A  Weld.  R.  R.,  1  m..  1935,  4%. . . 
Arsenal  Sc..  Hartford.  1942.  4< 


Mas.  Tp.,  Wilmington,  N.  C.  1919.  6%. 

Mort.  Bond.  N.  Y..  1966,  4% 

N.  Y.  Dock.  1  m.  gM  1951.  4% 

N.  E.  Sc.  DiB.,  Hartford.  1931.  34%... 
No.  W.  Sc.  DiuM  Hartford,  1938,  4%. . . 
Peoples  G.  L.  ACm  Chicago.,  r..  1947. 5%. 

Toronto  M.  Co..  1916,  4% 

Stock**. 

Alby.  A  Susq.  R.  R 

Alleg.  A  Western  Ry 

At.,  To.  A  Sa.  Fe  RYm  p 

Baltimore  A  Ohio  R..  K..  p 

Cm  Mil.  A  St.  P.  Ry 

Cm  Mil.  a  St.  p.  Ry 

Chi.  A  Northwestern  R.  R 

Chi.  A  Northwestern  R.  R 

C.  Cin..  Ctii.  A  St.  L.  R.  R..  p 

Cleve.  A  Pitts,  R.  R 

Conn.  River  R.  R 

Dayton  A  Mich.  R.  Rm  p 


Par 

Value. 

150.000 

50.000 

25.000 

50.000 

200.000 

200.000 

200.000 

50.000 

50.000 

50.000 

50.000 

34,000 

60.000 

77,000 

25.000 

200,000 

100,000 

50,000 

50.000 

25,000 

103.000 

50.000 

50.000 

50.000 

100.000 

100.000 

360.000 
250.000 
100,000 
250,000 

50,000 

60,000 
100,000 

45.000 
260.000 
100.000 
160.000 

35XNW 

23.000 

50.000 

100.000 

100.000 


40,000 

70,000 

50.000 

200.000 

125.000 

25,000 

50,000 

50,000 

25.000 

50.000 

50,000 

100,000 

100.000 

106.000 

100,000 

100.000 

35,000 

100,000 

105.000 

4.000 

50.000 

30.000 

25.000 

55.000 

20.000 

30.000 

50.000 

50.000 

50,000 
30.000 
23,000 
30.000 

150.000 
60.000 
50.000 
60,000 

100.000 
50.000 
30.000 
15.000 


Market 

Value. 

$27,000 
44.500 
22.135 
27.500 

189,009; 

202.000| 

218.000 
40,000 
43.500 
53,000 
44.0001 
37.060 
63,600 
81.6» 
26.750 

220.000 

138.0011 
4$.S7fi 
47.S0Q 
36.750 

100.180 
46,375 
4A,MQ 
46.000 
02.7M 

110.000 

287,500 
200.000 
1O0.00Q 
330.000 

51.500 

58,200 
119.00Q 

53,550 
345.00Q 
103.500 
173.600 

37,100 

23.60(] 

53.00fl 

100.0M 

104.00( 


115.000        139, 15< 


38,40( 

72,10( 

48.0M 

220.001 

131,87i 

27,50< 

51,50( 

41.5W 

24,75^ 

5l,5(H 

51,50< 

80.00( 

97.00( 

106.00< 

93.00< 

103.50( 

2S,B7i 

92.12J 

116.02J 

3,84< 

50.00( 

31.50< 

22,501 

40.70J 

18.80^ 

30.001 

6I.25< 

49.50^ 

130.001 

39.60< 

25,37J 

23,25< 

202. 5« 

60.61)1 
8ft„'»0l 
80.40 
7(1.0  J, 

4^  '.)  )! 

2<  /..I 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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.€TNA  INSURANCE  COMPANY,  Hartford.  Conn.— Continued. 


BoKM  An  9ioci8  OwCTD.— Coal. 

DeLABoandBrk.R.R.. 

F«rt  W.  &  Ja.  R.  R^  pr 

Gft.R.R.4BkB.Co 

EL  CcBtnl  R.  R 

IB.  SoBtfaoB  Rr-*  ooa. 

JdietACIiiaipR.R 

Ktkwwnn.  AB.4Gr.R.R.R 

UmmA^mafLR 

H.T.C.4H.R.R.R 

!P,Y,I.ftW.R.R 

X.Y.N.H.AH.  R.R 

Oav.  &  S^jm- R- R 

1VMA.R.R 

P».AB«nsaValicyR.R 

nfe&,Ft.W.*Clu.R.R 

B«K.4rSbnLR.R 

».  Joi^  Sow  Bewi  4  SootherD  R.  R^  p.. 

St  ;(&.  S.  Bend  A  Soatfaern  R.  R 

I'tia.  dcoL  A  SoMi.  VaDqr  R.  R 

Tali7.  N.  T,  R.  R 

Aameaa  Each.  National  Bk^  N.  Y.  Cy. 

Asac&e  Nat.  Bk^  N.  Y.  C 

Buik  «r  tlK  Maakattu  Co^  N.  Y.  Cy . . 

E«kor)i.Y.Nal.Ba]ikii«AaK> 

CettriJTTaalCo^N.  Y 

C4aB.  Knv  Bka.  Cix.  Hartford 

Fmm  A  Meek.  Natknal  Bk.  Phila.. . 

Frc  !isliDBal  Bk,  Hartlord 

Firs  Katknal  Bk.,  N.  Y.  Cy 

Emotw  Nat.  Bt,  N.  Y 

Extkx^-JBtM^  Bk..  Hartford 

l^w-^iATimdgs  Nat.  Bk.,  N.  Y.  Cy 
MKkrtA  Fdfam  Nat.  BL,  N.  Y.  Cy. . . 
]C«tena&  Melak  Nat.  Bk.,  N.  Y.  Cy. 


Sat.  Bk,  N.  Y.  Cy. 
Co.,  N.  Y.  ( 


Cy... 
Bk.  of  Caaiincrtae.  N.  Y.  Cy . 

XalinlCityBtaik,N.Y.Cy 

Kti^Eidai«eBk.,  Harford 

lifv  Botaa  Kat.  Bk,  New  Britain. . . 
5«vYarkL.l8.*Tm8t,  N.  Y 


N.Y.Cy,     • 

Pho^  Natnal  Bk,  fbrtf ord . . 

tea  Bok  ft  IVwt.  Hartfond. . . . 
Taad  Xtiwnl  Bk,  N.  Y.  Cy . .  • . 

raoiTRiPtC^,  N.Y.Cy 

r.lTrau  N.Y.Cy 

AaoxaaTcACafaie 

G9aali4it.Bv,  N.  Y 

GaMAScoekTg 

bsotfiaBal  Oe»B  Tk 

S^trwMtTchnazdiCo 

hek  C«Bt  AdTBor,  Sua  FKan. 
SK-asra  Ad).  Bocau.  Atlanta. . . 
^siawntaf  Smknise,  Chicago... 

rat^ntkcn' SaWage.  N.  Y 

Wsen  Jbdl.  A  Imp 


Par 
Vahi& 

$30,000 
50,000 
50.000 
40,000 
18.100 
10.000 
45.000 
50.000 

100.009 
40.000 

481.300 
45.000 

230,000 
30.000 

100.000 

100.000 

14.000 

50,000 

30.000 

40.000 

40.000 

0.000 

20.000 

30.000 

30.000 

4.500 

25.000 

30,000 

7,500 

30.000 

130,000 
30.000 
11.200 
34.500 
35.000 
10.000 
63.000 
50.000 
27.500 
10.000 
15.000 
5.000 

100,000 

55,000 

10.000 

30.000 

10,000 

40.000 

450 

30.000 

30.000 

50,000 

500 

500 

1.000 

1,000 

100 


Market 

Vahie. 
$64,000 

60.000 
127.500 

43.200 

a    •    •    •    •     • 

13.500 

58,500 

84.000 

10S.000 

47,200 

370.601 

00.000 

250.000 

42.000 

100.000 

170.000 

14.000 

20.000 

41,100 

40,000 

84.000 

10.800 

03.000 

114.000 

362.500 

21.000 

32,000 

60,000 

07.500 

189,000 

260,000 

148,500 

28.000 

03,150 

63.000 

42,000 

113,400 

237.500 

45,100 

17,500 

140,250 

11,750 

200,000 

105,000 

500 

111,000 

105,000 

28,000 

450 

35,400 

30,000 

50,500 

500 

1.000 

1,000 

1.000 

200 


Tstk  3»Qk  vabc.  $19,579,3»3) $17.912,783  $20,071,148 

KlaCELLAXEOUS:  Company  began  bunnen  with  a  capital 
Koek  of  flSauDOO,  of  which  $15,000  was  paid  in;  by  1864  the 
mrai  bad  been  iBereaaed  to  $2,250,000  by  means  of  $180,000 
^aA  paid  a,  aad  $24)55.000  of  stock  dividend,  the  increase)!  hav- 
a«  bea  Mde  aa  foUowa:  In  1822.  to  $200,000;  in  1846.  to 
CSiJiGO.  in  18«».  to  $300,000;  in  1854.  to  $500,000;  in  1857,  to 
a«K.aaD;  ia  1850,  to  $1,500,000:  in  1864.  to  $2,250,000.  In- 
tnavd  B  ino  to  $3/100.000  by  stock  dividend.  In  1871  the 
ap-.^:  wm  ndaeed  to  $1,500,000  and  increased  again  to  $3,000,- 
<K  fay  MVWA  of  $1,6004)00  by  stoekholdera.  Increased  to 
kOKJLOQBm  1S81  by  safe  of  stock,  and  m  1010  to  $5,000,000 
un  lURHlflOO  reafiaed  on  sale  of  new  stock.  Conflafjation 
iaanr  }iew  York.  184.5.  $120,000;  St.  Louis,  1849,  $125,000; 
rkllflufae.  O^  1^2,  $1044)00;  Montreal,  1852.  $105,000;  Port- 
UkL  %U,  laoS,  1170,000;   Yieksborg.  1867.  $110,000;  Chicago, 


1871,  $3,782,000;  Boston,  1872.  $1,686,000:  St  John.  N.  &, 
1878.  $262,000;  Ottawa.  Osn..  1900,  $106,000;  JaekMnviUe.  Ha.. 
1001.  $168,000;  Baltimora.  1004.  $727,000;  Toronto.  1004.  $181.- 
000:  San  Frandsoo.  1006.  $2,910,803.  Market  values  of  ipedal 
depoMts:  Can.,  $380,776;  Ga,  $0,600;  Va.,  $51,400;  N.M..$10.- 
000;  N.  C,  $24,500.    Statement  aoeordmg  to  Conn,  standard. 

DIRECTORS:  Austm  C.  DnnlMun.  Mornn  0.  Bulkeley,  At- 
wood  Collins,  Wilfiam  B.  Chvk.  Francis  Goodwin.  Chartes  E. 
Gross.  James  H.  Knight.  Charles  P.  Cool^,  Arthur  L.  Shipman, 
Chaa.  L.  ftwDoer.  Lyinan  B.  Brainerd,  Chaa.  A.  Goodwb,  Henry  £. 
Rees.  A.  NTwiUiamB,  J.  P.  Morgan. 

flELD  MEN  AND  TERRITORY  COVERED:  Special  jwis- 
dietbn  of  the  home  office  extends  over  the  New  Rnghnd.  Middla 
and  South  Atlantic  States.  Louisiaaa,  Misstssippi,  Texas.  ArkanaMt 
Okkhoma  and  the  Dominion  of  Canada.  Spiraial  agents  at  home 
offioe:  W.  H.  Wart.  Porthmd.  Mc  for  Me.  and  N.  H.j  W.  H. 
Boutell.  F.  W.  Mathews.  Boston.  Mass..  for  Mass.  and  R.  I.;  F.  W. 
Brodie.  Hartford,  Conn^  for  Vt..  Western  Blam.  and  Conn.; 
Joseph  W.  Rijflsell,  resident  attorney.  New  York  Oty;  J.  M.  Big- 

r.  Arthur  Horton,  New  York.  N.  Y..  for  N.  Y.  C.  and  N.  J.; 
C.  Roach.  Rochester.  N.  Y.,  H.  B.  Smith,  Syraeuse.  N.  Y., 
H.  B.  Nuaent.  Albany.  N.  Y..  for  N.  Y.  State;  C.  J.  Irvin,  Phik- 
ddphia.  Pa.,  for  Eastern  Pit.;  H.  O.  KKne,  Pittsburah,  Pk^  for 
Western  Pa.;  A.  Lohmeyer.  Pkrkcnburs,  W.  Va,  for  W.  Va.;  0.  H. 
Kins,  Richmond,  Va.,  for  Va.;  P.  W.  D.  Jones,  Chariotte,  N.  C, 
for  N.  C:  J.  S.  Middleton,  Columbia.  S.  C.  for  S.  C;  C.  L.  Ruse. 
Atlanta,  Ga.,  for  Ga.;  C.  D.  Winn.  Jr.,  Atlanta,  Ga..  for  Oa.;  G.  W. 
Mills,  Jacksonville,  Fla.,  for  Fla.;  S.  L.  Johnson,  Birmingham.  Ahu, 
for  Ala.;  I.  B.  Beard,  Jackson,  Miis..  for  MIbb.;  E.  C.  Ftmch,  New 
Orleans,  La.,  for  La.;  P.  P.  Tucker,  Dallas,  Tex.,  State  agent  for 
Tex.;  E.  Wright,  J.  A.  Brseknnr,  W.  B.  Cbrk,  DaUas.  Tex.,  special 
agents  for  Tex.:  W.  Ross  MeCam.  Little  Rock,  Ark..  State  agent  for 
Ark.;  Fred  C.  Cfatfke.  Okhhoma  City.  SUte  agent  for  Okk.;  A.  G. 
O'Neill.  Oklahoma  City.  Okla..  special  agent  for  Okla.;  J.  B. 
Hughes.  Waterloo,  Ont.;  J.  R.  Stewart.  Toronto^  Ont.,  speeial 
agents  for  Can.;  Thos.  E.  Gallagher,  general  agent;  Louis  0.  Kohta. 
assistant  general  agent  and  general  agent  (marine  department), 
R.  B.  lyes,  assistant  secretary,  ChJoago.  IB.,  for  Western  brandi, 
eorapriong  Colo.,  Kan.,  Mo..  0.,  Wyo^  lU..  Ky.,  Neb..  S.  D.,  Tnd.. 
Mich.,  N.  D.,  TenuM  la.,  Minn.,  N.  M..  Wis.,  special  Meats  West- 
em  department;  Wm.  B.  Goodwin.  Cohimbus.  0..  State  agent 
for  0.;  C.  R  Loomis.  Painesville,  0..  for  O.;  P.  J.  Robinson  and 
V.  L.  QaUagher.  Columbus.  0..  for  0.:  Louis  H.  WoUf,  Indianap- 
olis, Ind.,  State  a^ent  for  Ind.;  W.  B.  Stoner,  N.  B.  Berry,  H.  C. 
Wolff.  Indianapohs,  Ind,  and  W.  N.  Achenbaeh.  Columbus.  Ind., 
special  agents  for  Ind.;  W.  E.  VanDeventer,  Chicago,  111,  State 
agent  for  III.;  A.  E.  VanDeventer,  Chicago,  III.,  roeeial  agent  for 
ID.;  Watts  Roshorougo,  S.  M.  LaRose,  Spraigfield,  lU.,  J.  H.  Good, 
Neoga,  111.,  and  A.  L.  Luoas,  Marion,  til.,  spedal  afents  for  IB.; 
F.  W.  Groves.  Detroit.  Mich.,  specisJ  agent  for  Mich.;  VmA  B. 
Rudd,  Milwaukee,  Wis..  Sute  agent  for  Wis.;  James  K.  PoDc, 
NashviBe,  Tenn.,  State  agent  for  Tenn.;  L.  B.  Manson,  LoaisviBe. 
Ky.,  State  agent  for  Ky.;  0.  Gordon  Long,  LouisviBe,  Ky.,  speeial 
agent  for  Kv.;  W.  J.  Tippery,  Minneapdis.  Minn.,  State  agent 
fOT  Minn.;  H.  W.  Lindquist.  Minneapolis,  Minn.,  special  agent  for 
Minn.;  A.  B.  Davis,  Fargo,  N.  D.,  State  agent  for  N.  D.;  H.  W. 
Hicks.  Sioux  FaBs,  S.  D.,  State  agent  for  S.  D.;  J.  C.  Stuart,  Des 
Moines,  la.,  special  agent  for  la.;  L.  R.  Dale,  Omaha,  Neb.,  spedal 
aeent  for  Neb.;  J.  L.  Thorburn,  Norfdk,  Neb.,  special  agent  for 
N».;  C.  F.  Collins.  Kansas  City,  Mo..  State  agent  for  Mo.;  J.  A. 
Thomas,  Kansas  City.  Mo.,  special  agent  for  Mo.;  E.  W.  Tatman, 
Kansas  City,  Mo..  State  u;ent  for  Kan.;  C.  H.  O'NeUl.  Kansas 
City,  Mo.,  special  agent  tar  Kan.;  B.  M.  McDonald,  Doiver, 
CoK>.,  State  agent,  and  Raymond  W.  Smith.  Doiver,  Colo.,  special 
aftent  for  Colo.,  Wyo.,  and  N.  M.;  Pacific  Coast  Branch,  Sen  Fran- 
cisco, Cat.,  W.  H.  Breeding,  general  agentj^E.  S.  Livin^ton, 
assistant  genoal  agent  (manne),  Gewge  E.  Townsend,  assistant 
general  agent  (fire),  J.  A.  Murphy,  Seattiei  Wash.,  special  agent 
for  Western  Wash,  and  Weetem  Cte.;  H.  F.  MiBs,  Los  Angeles, 
Cal.,  special  agent  for  Southern  C!al.  and  Aris.;  Geo.  F.  Roberts. 
San  Francisco.  Cal.,  special  agent  for  Northern  Cal.  and  Nov.; 
H.  S.  Willis.  San  Francisco,  Cal.,  special  agent  for  Central  Cal.; 
H.  E.  O'Brien,  Los  Angeles,  Cal..  special  agent  for  Southern  Cal. 
and  Aris.;  G.  S.  Mariner,  Spokane.  Wash.,  special  agent  for  East 
Wash..  Fiast  Ore.,  Northern  part  Id.«iho  and  part  B.  C;  J.  P.  Breed- 
en,  Butte,  Mont.,  special  agent  for  Mont..  Utah  and  SouthSm  part 
Idaho.    The  company  operates  in  all  the  U.  S.  and  in  Canada. 


AGRICULTURAL  INSURANCE  COMPANY,  Watertown,  N.  Y. 

Plressdent.  W.  H.  Stevens;  Secretary,  J.  Q.  Adams;  Assistant  Secretary.  P.  H.  WiUmott.   Organized.  1853. 

.  Cneamed 
TuK      AimetB   i  Praaiunu 

Net 

Surphis 

Net 
Premituns 

Total            LoAHes      ; 
Income     '       Paid       i  Dividends 

Total  Ex- 
Expenses      penditures 

Losses 
Incurred 

1^^     $CI^916'    $1,051,116     $1,841,376 
m4      4J9MH      I.MS.253       1.589,608 
m::      UZLIM       1,881.104       1.584,523 
Wi2      4JW.131,      1,833,081       1,490,519 
UC      4J21723i      1,83S,773       1.328.264 

11,759,674 
1,704.781 
1.700.810 
1.697,349 
1.712.991 

$1,973,791 
1.904,846 
1.894,091 
1,872.160 
1.878,586 

$)lo,S38        $100,000 

l,J28.128i         100.000 

848,648            75.000 

860.371            75.000 

880.1 94 1           75.000 

$729,527     $1,745,365 
698,188       1,826.316 
698,498,       1,622,146 
702,914'      1,638,285 
696,6291      1.651,823 

$899,360 

1.069,079 

846.107 

858,923 

871.603 
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AGRICULTURAL  INSURANCE  COMPANY,  Watertown,  N.  Y.— Continued. 


AflBvni,  Dbc.  3L,  1915. 

BealesUte $30,250 

Mortgage  loans 685.382 

Bonds  and  stocks. . .  3,297, 147 

Collateral  loans 70.577 

Cash 263,002 

Agents'  balances. . . .  299,327 

Interest 44,131 


LuBiunn,  D«c.  31, 1915. 

LosBM  unpaid 1144,524 

Unearned  prems 1,95 1, 1 16 

Conflag.  reserve ....       200,000 
Otlu^iabiUties ....        52,800 


Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


$2,348,440 

500.000 

1.84U76 


Total  aaseto $4,689,816       Total $4,689,816 


Underwriting  profit.  $82,875;  investment  profit,  $268,894. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$417,232,600;  premiums  thereon.  $3,805,746. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$47,247,702;  looses  paid.  $23,860,828;  dividends  declared,  cash, 
$2,292,500;  stock.  $400,000. 

REAL  ESTATE  OWNED:  There  are  2  items  of  real  estate, 
1  of  which  is  sold  on  contract  and  carried  at  amount  due  thereon. 
The  prmcipal  item  is  the  company's  home  office  building,  the 
book  vahie  of  which  is  $35,665,  and  which  is  carried  at  $30,000. 
The  other  item  is  a  dwelling  in  Rodman.  N.  Y. 

MORTGAGE  LOANS:  There  are  130  loans,  aggregating 
$685,382,  which  arc  secured  by  properties  (principally  located  in 
Watertown  and  other  New  York  cities)  valued  at  $2,021,605, 
the  company  holding  $618,205  of  insurance  on  the  mortgaged 
buildings.  Most  of  the  loans  are  small,  and  there  was  but  $108  of 
past  due  interest  on  December  31.  last.  A  few  of  the  lw»er  loans 
are  as  follows:  $200,000  on  property  in  Eastcheatcr,  N.  Y.,  valued 
at  $600,000;  $55,100  on  paper  mills  at  Carthage,  the  insurance  on 
buildings  amounting  to  $150,000;  $35,000  on  property  m  Bu^ 
mingham,  Ala.,  vahied  at  $230,000  (buildings  insured  for  $22,500); 
and  $72,500  on  Watertown  City  Park  (appraised  at  $251,500). 


COLLATERAL  LOANS  are  as  follows:  Market 

SacuRmBB.  Value. 

Real  estate  m.,  Buffalo,  N.  Y $12,500) 

Arthur  Grain  k  Coal,  Lowville.  N.  Y . . .  1.000/ 

St.  Regis  Paper,  Deferiet,  N.  Y 23,600 

St.  Lawrence  Int.  FJ.  R.  R.  k  Land. 

.Alexandria  Bay,  N.  Y 20,000 

Hunting  Co.,  Watertown,  N.  Y 25,000 

Ontario  Talc,  Gouvemeur,  N.  Y 6.000 

Watertown  Nat.  Bk.,  Watertown,  N.  Y. .  400\ 

Dayton  Lighting 4,000/ 

Brownville  Paper,  Brownville.  N.  Y 20,000 

Watertown  Nat.  Bk.,  Watertown,  N.  Y. .  1.000 

Oregon  Short  Line  R.  R 2,000 

Brockway  Co.,  Watertown,  N*  V 10,0001 

International  Paper 1,000/ 

Real  estate  m.,  Watertown,  N.  Y 3,825 


Amount 
Loaned. 

$8,355 

20.000 

6.666 

10,000 

3.000 

2,790 

7,500 

1.000 

515 

7,760 

3.000 


Totals $130,325        $70,577 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Asheville.  N.  C.  w.  w.,  4%.  1922 

Dublin.  Ga.,  imo.,  5%,  1937 

New  York,  Cy„  reg.,  4%,  1959 

New  York,  en.  imp.  reg.,  3%,  1958 

Richmond,  Va,.  4%,  1921-7 

St.  Petersburg.  Fla.,  6%,  1941 

Sultivan  Town.,  S.  C,  6H%,  1937 

Watertown,  N.  Y.,  pub.  imp.,  4%,  1940. 

B.  A  0.  R.  R.,  r.  g.,  5%.  1995 

B.  A  0.  R.  R.  c.  K..  4H%.  1933 

B.  A  0.  R.  R.,  P.  A  L.  E.  W.Va.,  r.  g.  4%, 
1941 

Boston  El.  R.,  5%,  1942 

Burlington  Ry.  A  L„  1  m.  s.  f.,  5%,  1932 
Cen^  Ark.  Ry.  A  Lt.,  1 1.  s.  f.  5%.  1928 

C.  A  E.  111.  R.  R..  ref.  and  imp.,  4%,  1965 

Chi.,  G*  W.  R.  R.,  1  m.,  4%,  1969 

Ch  M.  a  St.  P.  Ry.,  ca.,6%,  2014 

C,  M.  A  St.  P.  Ry.,  Cn  4M%,  1932.. . . . 

Cn  M.  A  St.  P.  Ry.,  deb.,  4%.  1934 

C  R.  I.  A  Pac.  Ry.,  1  A  r..  4%,  1984.. . 

Erie  R,  R..  c,  4%.  1953 

Erie  R.  lU  Penn.  ooU  4%,  1951 

Fed.  Lt.  A  Trac.,  1 1,  s.  f.  g..  5%,  1942. . 
Ft.  D.,  D.  M.  A  So.  R.  R.,  1  m.  5%,  1033 
Ft.  W.  A  W.  VaL  Trac.,  1  con.,  5%,  1934 

IIL  C.  R.  R..  g.  4*8.,  4%.  1953 

Int. Met.,  ool.  tr.,  iH%.  1956 

Int.R. trans.,  1  A  r,  syn.,  5%,  1966 — 
Intern.  Ry.,  Buflhlo,  ref.  A  imp.,  5%, 

1962 


Par 

Value. 

$10,000 

10,000 

27.000 

25,000 

27,000 

10,000 

7,500 

4,000 

14,000 

20,000 

60.000 
50,000 
25.000 
25,000 
25,000 
50.000 
6,000 
35,000 
25,000 
25,000 
20.000 
20.000 
15,000 
26,000 
20.000 
25,000 
25,000 
12,000 


Market 

Value. 

$9,600 

10,200 

26,460 

24,000 

26.270 

10,600 

7.875 

3,920 

14.140 

19,400 

52.950 
48.625 
22,750 
22,250 

6.600 
87.000 

6,610 
36.137 
23.062 
16.376 
16.400 
17.700 
12.900 
23.760 
17.000 
21.625 
19,062 
11,940 


Bonds  and  9rocu  Ovnno.—Cont. 
Bonds.— Conl. 
Kansas  C.  A  St.  Joe.  Ry.,  1  m.  6%.  1941 
Kanns  C.  So.  Ry.,  ref.  A  imp.,  5%,  1950 
Los  Ang.  Ry.,  Cforp.,  1  A  ref..  5%.  1940 
L.  A  N.  R.  R..  P.  &  M.  DiV..  4%,  1946. 
M.  E.  Ry.  A  Lt..  genl.  A  ref.,  5%.  1951 . . 

M.  Pac.  Ry.  Eq.,  g.  n..  5%,  1920 

M.  Pa.  Ry.,  col.  tr.,  5%,  1917 

Mon.  Vaf.  Trac.  Co.,  1  m.— 30  yr.  ref^ 

6%,  1942 

N.  Y.  C.  A  H.  R,  R.  R.,  d.,  4%,  1934  . . 
N.  Y.  C.  R.  R.,  con.  g.  d..  6%,  1936. . . . 
N.  Y.  C.  A  H.  R.  R.  R.,U.col.,3M%.1998 
N.  Y.  C.  A  H.  R.  R.  R.,  M.C.  d.,  4%.  1929 
N.  Y.,  C.  A  St.  L.  R.  R.,  g.  d.,  4%,  1931 
N.  Y.,  N.  H.  A  H.  Ry.,  con.  d.,  6%.  1948 
N.  Y.,  0.  A  W.  Ry.,  g.  m..  4%,  1955. . . . 

N.  Y.  Rys.,  r.  e.  A  rrf.  g..  4%,  1942 

N.  Y.  Rys.,  adj.  m..  g.,  5%,  1942 

N.  Y.  State  Rys.,  1  c,  4H%.  1962 

Norfolk,  So.  R.  R.,  1  A  r.,  5%,  1961  . . . 

No.  Pa.  Ry.,  g.  1.  A 1.  g.,  3%,  2047 

Oklahoma  Ry.,  1  A  r.,  5%.  1941 

Penn.  R.R.,  cs..  4H%,  1980 

Puget  Sound  Trac.  Lt.  A  P.,  6%.  1919. . 
Rio  G.  W.  R.  R..  1  c.  A  ool.  tr..  4%.  1949 

Rio  G.  W.  R.  R.,  1  tr.  g.,  4%.  1939 

R.  Is..  Ar.  A  L.  R.  R.,  4H%,  1934 

So.  Pac.,  c.  g.,  5%,  1934 

So.  Pac..  c\'.,  4%,  1929 

So.  Ry.,  dv.  A  gn.,  4%,  1956 

St.  L.,  I.  Mtn.  A  So.  Ry.,  r.  A  g.  div.,  1 

4%  1933 

Un.  Lt.  A  Rys-i  V A r.*,  5%,  i932! .....'. 

Un.  Rys.  St.  L.,  gn.  1  m..  4%,  1984 

Va.  Ry.  &  Pow.,  1  A  r.,  5%.  1934 

Va.  A  So.  Ry,,  1  c.  5%,  1958 

Adriondack  El.  Pow.  Cfp.,  1.  5%.  1962  .. 

Amer.  Tl.  A  Tl.,  col.  tr.,  4%,  1929 

Appalachian  Pow.,  Va..  1  m.,  5%,  1941. 

BrownviUe  Paper,  N.  Y.,  6%,  1925 

Cnt.  Me.  Pow.,  1  m.,  6%.  1939 

Charleston,  S.  C,  Un.  Sta^  1  m.,  4% 

1937 

Cs.  Lt.  Vt.,  1  m.  s.  f.,  5%,  1926 

Dayton  Lt.,  1  &  r.,  5%,  1937 

Dee  Moines  El..  1  m.  g..  5%.  1938 

G.  W.  Pow.,  1  m.  8.  f.,  5%,  1946 

Int.  Mer.  Mar.,  4^%,  1922 

Int.  Pap..  Ont.  div..  1,  6%,  1918 

Int.  Pap.,  cv.  s.  f.,  5%.  1935 

Iroquois  Iron,  1  m.,  5%,  1918 

Mo-chMkts'  Ht.  A  Lt.,  Ind.,  r.  m^  6%, 

1922 

Montana  Pow..*i  A  r.]  5%.  1943. . .       ! 

Mortgage  Bond.  N.  Y.,  4%,  1966 

N.  Y.  Bus.  Bldg.  Corp.,  adj.,  1927 

N.  Y.  A  Westchester  Ltg.,  gn.  m.,  4% 

2004 

Nwn.  El..  1  m.  s.  f.  g..  6%,  1935 

Odd  Fellows  Tp.  Assn.,  Little  Falls.  N.  Y. 

6%.  1916-1930 

Pac.  G.  A  El.,  gn.  A  r.,  5%.  1942 

Pac.  Pow.  A  Lt..  1  A  r.,  6%,  1930 

Raquette  Fd.  A  Sp.,  1  m..  6%.  1918 

Rockford  EL.  lU.,  1  A  r.,  6%,  1939 

&ui  Joaquin  Lt.  A  Pow.,  1  A  r.  s.  f..  6%. 

1950. 


80,000         27.760 


Seattle  El.,  c.  A  r.,  5%,  1929 

Seattle  Lt.,  r.  A  s.  f.,  5%,  1949 

A.  Sherman  Lumb(»-,  Potsdam,  N.  Y., 

1  m..  6%.  1920-21 

St.  Regis  Paper,  Deferiet.  N.  Y.,  1  m^ 

6%,  1923-32 

Tenn.  Power.  1  m..  5%,  1962 

Tex.  Pow.  A  Lt.,  1  m.,  5%,  1937 

Utah  Pow.  A  Lt.,  1  m.  g.,  5%.  1944 

W.  End  Pftper,  Carthage,  6%.  1916-7. . . 

Stocks 

At.  Coast  Line  R.  R 

Atchn  T.  A  S.  Fe  Ry 

Bklyn.  Rap.  Tran 

Cayuga  and  Sua.  R.  lU  gr 

C.  M.  A  St.  P.  Ry 

C.  M.  A  St.  P.  Ry..  p. . . 

C.ANo.W.Ry 

Great  Northern  Ry 


•  •  •  •  ' 


Hereford  Rv.,  or , 

111.  Ct.  R.  R..  lad.  L,  gr 


Par 

Market 

Value. 

Value. 

$40,000 

$37,600 

25,000 

23.437 

25,000 

22,000 

10,000 

8.625 

25,000 

22,750 

15,000 

14,550 

25,000 

22.250 

25,000 

23.250 

20,000 

18.575 

15,000 

17.081 

10.000 

8.400 

15,000 

13.312 

35,000 

29.181 

8,300 

9.669 

30,000 

23.400 

4,000 

2.960 

15,000 

8.437 

50,000 

41.500 

50,ooa 

40,000 

60,000 

32.875 

30.000 

20.400 

6,000 

5,275 

20.000 

19.900 

25.000 

15.500 

50.000 

39.000 

20,000 

13.000 

10,000 

10.750 

25,000 

22,312 

26,000 

17,875 

25,000 

17.562 

25,000 

21.812 

10,000 

6.300 

25,000 

23.000 

10.000 

9.100 

20,000 

19.000 

30,000 

27.300 

15,000 

11.250 

60.000 

60.000 

30,000 

27.900 

15.000 

12.375 

16,000 

14.250 

20,000 

18.400 

25.000 

24.562 

15.000 

12.825 

25.000 

24.000 

13,000 

13,260 

25.000 

21.000 

10.000 

9,850 

25,000 

24,000 

10.000 

9,550 

24.000 

19,200 

7,000 

8,500 

25,000 

20,250 

20,000 

20,000 

15.000 

15,000 

25,000 

22,812 

25.000 

22.750 

8.000 

2.000 

10,000 

9,600 

30,000 

29.850 

10,000 

9,200 

20,000 

18,600 

25.000 

26.000 

60.000 

50.000 

15.000 

11,850 

40.000 

36,800 

45,000 

*1'?S 

8,000 

8,000 

$21,000 

$23,940 

64.000 

68,320 

80,000 

28,800 

40.000 

36.200 

7.500 

14,250 

20.000 

20,200 

25.000 

33,760 

30.000 

40.600 

35.000 

44.460 

10,000 

6,000 

1,400 

1,060 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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AGRICULTURAL  INSURANCE  COMPANY.  Watertown,  N.  Y ."Continued, 


BonS  AAD  SVOCKB  0  W  !!■>.— Cpni. 

SrocKfl.— Colli. 
CLCt.R.R. 


L>kigjbyaLR.B. 
LAN.B.B 


IC  St.  P. «  S.  Ste.  M.  R.  R. 

MdRis  4  Eaex  R.  R 

Mocm  4  &RX  Ext.  R.  R 

Sat,  Cfcftt.  A  SC  L.  Rj 

Naefa.  k.  Dec.  R.  R..  gr 

N.y^L.*W.Ry..gr 

N.T,N.H.&H.R.R 

XoridkftW.Ry 

!lo.F^.Ry.. 

(tewQgD  db  ^jncose  R.  R..  gr 

P1.R.R 

Krta^  Ft.  W.  &  C.  Ry,  gr 

Rbm&^Co 

SoBtboaPte 

raanPte.R.R 

Wutm  R.  R,  p 

Ckrt&«eNAt.Bk^N.Y 

JciaaoB    Co.    Nat.    Bk.,   Watertown, 

N.  Y 

NaL  HokuMT  Co.  Bk..  LKtle  Falla, 

NT 

Xa  N.  Y.  Trust,  Watertown,  N.  Y. . . . 
Watgftpwa  Nat.  Bk^  Watertown,  N.  Y. 

ifflcrieaB  LoeoiDcytrvet  p 

ABff.TlATi 

H.  H.  Babeock,  Watertown.  N.  Y 

CkLikd.BiBcan.N.Y 

Ga.EL 

^*"fl^  fiMii.w<Jfc*MwA^  Watertown,  N.Y. 

r.N.   ; 


.'Keat 


LoosnQe  ftupaty.  KeDtodty 
Ripalfii  YkmSl  Sted,  pw. 

Atl 


Ad.  Boieaa,  Atlanta,  Ga. 

U:.inrilan' SaHage.  N.  Y 

rafarwritcn*  SalTBC^  Cfaioago.. . . 


Pw 

Market 

Value. 

Value. 

»50.000 

154.000 

30.000 

49,200 

70.000 

90.660 

30.000 

37.500 

11,000 

18,040 

2.600 

2,600 

17.800 

23.852 

11.900 

22.015 

10.000 

11.500 

33.300 

25.641 

30.000 

36,600 

40.000 

47.200 

6.600 

12,870 

60.500 

71.390 

15.000 

23,650 

20,000 

33,200 

50,000 

52,000 

32.800 

45,920 

2.000 

3.100 

2.000 

4.800 

2.600 

6.240 

7.500 

18,750 

20.000 

50.000 

15.000 

39.000 

20.000 

20,200 

45.000 

57.150 

12.900 

3.225 

450 

450 

32,500 

56,550 

34.100 

37.510 

30.000 

33.000 

SOlOOO 

15.000 

800 

120 

20.000 

22.000 

250 

250 

500 

750 

500 

500 

Bonds  ams  Stocu  Owifno.— <7oiU. 
Stocu. — Cotd. 
Watertown  Trans.,  Watertown,  N.  Y.  . 
Western  Ad.  k  Inq)ection,  III 


Pw 

Value. 
1500 

100 


Maiket 
Vahie. 
I     0 


Totals  (book  values  $3.391,304) $3.296.400  *$3.288.06a 

*SeettritMs  as  per  company's  vahiations;  the  item  in  aswts  is 
based  on  ins.  dept.  vahiations. 


MISCELLANEOUS:  Company  began  business  as  a  fanners' 
mutual  company;  became  a  stock  company  in  1868.  The  original 
capital  was  $50,000.  and  increases  have  been  as  follows:  1865, 
cash,  $50,000;  stock  dividends,  $100,000,  m  1868;  $100,000  in 
1S80,  and  $200,000  in  1883.  Conflagration  lomes:  Baltimore, 
1904.  $239,984.  net;  San  Francisco.  1906,  $864,848.  net.  Values 
of  speeial  deposits:    Vs.,  $26,270;  Ga..  $10,390;  N.  C.  $9,700. 

DIRECTORS:  R.  S.  Whitman,  J.  C.  Knowlton,  W.  H.  Sta- 
vens,  H.  Bamum,  D.  M.  Anderson.  E.  B.  Sterling.  W.  C.  Steb- 
bins.  S.  A.  Upham.  J.  Q.  Adams,  D.  C.  Middleton,  R.  J.  Buck. 
P.  H.  Willmott,  J.  C.  Stebbins. 

FIELD  MEN  AND  TERRITORY  COVERED:  Pacific  de- 
partment: General  amnts,  Edward  Brown  &  Sons,  San  Frandsoo; 
special  agents,  W.  B.  Westlake.  for  Nov..  Central  Cal.;  L.  M.  Hale, 
for  No.  Cal.;  Chas.  Van  Valkenburg.  for  So.  CaL  and  Aria.; 
W.  P.  Porep,  for  W.  Ore.  and  W.  Wash.;  Chas.  A.  Wendlcr. 
for  E.  Ore..  E.  Wash..  Ida.  and  Mont.;  Jesse  D.  Bruhl,  for  Utah. 
So.  Ida.  and  Wyo.:  A.  L.  Pleasants,  Richmond,  Va.;  Edwin  J. 
Dickey.  Atlanta.  Ga..  for  Ga..  Fla.,  Ala.  and  Tenn.;  N.  T.  Julian, 
Columbus.  0.;  P.  P.  Wippell.  Chicago:  Geo.  Shaw,  Boston.  Mass.; 
F.  F.  Buell,  Troy.  N.  YT;  C.  H.  Lacey.  Binghamton,  N.  Y.;  E.  J. 
Parmele,  Syracuse,  N.  Y.;  Ruseell  Gilpin,  Plukdelphia.  Pa.;  W.  8. 
MeClellan,  Philadelphia.  Pa.;  F.  C.  Sammis.  Minneapolis.  Minn.; 
H.  F.  Waterman.  Kansas  City.  Mo.;  E.  S.  Freeman,  Omaha.  Neb.; 
F.  G.  Herman,  Indianapolis,  Ind.;  K.  W.  Scbuchman,  Rttsburgh, 
Pa.;  Stuart  Morgan,  East  Lansing,  Mich.;  The  Cashman-Evans 
Co.,  Denver,  Colo.,  general  agents  for  Colo.;  Frank  B.  Cbtfk^ 
New  Orleans.  La.,  general  agents  for  La.  and  Miss.  The  company 
operates  in  dU  the  States  and  Territories  of  the  U.  S.,  except  Ark., 
N.  M.,  N.  D..  S.  C;  8.  D.  and  Vt. 


ALBANY  INSURANCE  COMPANY,  Albany,  N.  Y. 

J.  Townsead  Lansing;  Vioo-Presidents,  Ledyard  Cogswell.  Chas  H.  Hahn;  Secretary,  John  P.  Deal.    Organized.  1811. 


Unearned 

Net 

Net 

Total 

Losses 

1  Total  Ex- 

Losses 

llAM. 

Assets 

Ptaniums 

Surphis 

Premiums 

Income 

Paid 

Dividends 

Expenses     penditures 

Incurred 

I5U 

$1,111^7 

$330,741 

$505,088 

$319,420 

$377,332 

$184,980 

$25,000 

$135,222       $345,202. 

$155,870 

I'M 

iMi^jsn 

325.725 

462.609 

316.779 

373.986 

215.920 

25,000 

129.4961        370,416, 

214,548 

v>n 

\MAJ\t 

325.588 

452.149 

329,377 

385,618 

179.241 

25.000 

131.297         335,538' 

185,708 

w:2 

U)47.033 

306.222 

453.259 

^22,452 

376.898 

197.608 

25.000 

125.722         348.330 

188,137 

m\ 

14r28c993 

290.235 

.    446.144 

306,887 

361,9681 

187.525 

25.000 

120,4811         333.0061 

183,485 

E>:^^  sad  stocks. 


Iat)99e8  and  rents. 


Dmc.  31.  1915. 

$80,000 

225.500 

007.005 

51.563 

51,337 

6,052 

100 


LuBiUTiBS,  Dac.  31, 1915. 

Losses  unpaid $17,741 

Unearned  prems....       330,741 
Other  liabilities 7.087 


T(^; 


Total  liabilitiea...     $355,569 

Capital  paid  up 250.000 

Net  surphis 505,088 


$1,111,557       Total. 


....  $1,111,557 


UadtfwritiBg  profit,  $21,047;  investment  profit.  $46,732 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$6M17,€81;  premtama  tbenxm.  $649,755. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
SM7L454;  bopes  paid.  $3,106,717;  dividends  decbved.  cash, 
S7S2J@0;    esoefc  $50,000. 

REAL  ESTATE  OWNED:  Connsts  of  the  company's  home 
sfiee  baflffing  at  93  SUte  St.  and  32^  Lodge  at..  Albany  N.  Y.. 
a  5-gtrar>-  brick;  ataat  aod  iron  building  which  cost  $80,000. 

MORTGAGE  LOANS:  Therv  are  77  loans,  ranging  in  amount 
froEB  $100  to  $154XN>,  upon  properties  in  Albany  and  neai-by 
mia  sad  towns,  exeept  2  ktans  ($5,000  and  $6,000)  on  Buffalo 
^nvena  aadautdi  $13,000  on  236  W.  74th  St..  New  York  City. 
aee^isg  kaaa  aaqrgating  $225,500  (with  no  over  due  interest) 
vs  nsk  sad  hmwmgs  valued  at  $589,895. 

BONDS  AKD  STOCKS  OWNED: 
Bosom. 

Ad&.ftN.R.R.,lnL.,5%.1916 

B.AO.fi.&,c^4H%.1933 


Par 

Market 

Value 

Value 

$20,000 

$21,600 

5.000 

4,850 

Boitne  AND  Stocks  OwNao. — Cont, 
Bonds.— roni. 

B.  k  0.  R.  R..  r.  k  ten..  5%,  1995 

Bklyn.  R.  T.  N.,  b7c,  1918 

Cent.  Pac.  R.  R.,  1  r..  4^^.  1949 

C.  B.  k  Q.  R.  R.,  4%,  1958 

C,  Mil.  k  St.  P.  Ry..  cv..  432Vc.  1932.  . 

Columbus  R.  R.,  4%,  1939 

Del.  k  H.  R.  R.,  cv.,  4%.  1916 

Det.  k  Mack.  R.  R..  g.,  4'^r.  10^5 

H.  E.  W.  k  T.  R.  R.,  1  m.,  5%,  1933. . . 

Int-erbor.— Met.,  col.  t.,  4)4%.  1956 

Interbor.  R.  T.,  1  r.  (?.,  5^r,  1906 

L.  S.  k  Mich.  So.  R.  R.,  d..  4%.  1928. . . 

Mil.  El.  Ry.  k  Lt..  r.,  4h''c,  1931 

N.  Y.  C.  k  H.  R.  R.,  d.,  4%.  1934 

N.  Y.  State  Rya.,  1  col.  m.,  4' 2%.  1962. 

N.  Y.,  W.  k  B.  R.  R..  4y/rc,  1946 

Norfolk  So.  R.  R.,  1  r.  m.,  5%,  1961. . . . 

No.  Pac.  Ry..  gn.  I..  3%.  2047 

No.  Pac— Gt.  No.  (C.  B.  A  Q.  col.)  4%, 

1921 

Pa.  R.  R.,  cv.  g.,  3)  2^c.  1915 

St.  L.  k  San  Fran.,  r.,  4%.  1951 

Schenectady.  Ry..  1  m.,  4^2''c.  1941 

Seaboard  Air  L.  R.  R..  6Si.  1945 

S.  &  E.  R.  R..  5^c.  1922 

Texas  Cent.  R.  R..  5'7f .  1923 

Un.  Ry.  of  N.  Y.,  5';^,  1942 

Un.  Pac,  cv..  4%,  1927 

Un.  Tc,  Albany  k  Troy,  4^%.  1919.  . . 
Un.  Tc.  Albany  k  Trov.  cs..  4H"'l^  2004 
Va.  k  Swn.  R.  R.,  57o  2003 


Par 

Market 

Value. 

Value 

$5,000 

S5.050 

10,000 

10.100 

5.000 

4.500 

5,000 

4,650 

5.000 

5,150 

5,000 

3.750 

5.000 

5.000 

13.000 

10.660 

5.000 

5,100 

10,000 

7.600 

5,000 

4.950 

10.000 

9.500 

12.000 

10,920 

10.000 

9,300 

10.000 

8.500 

13,000 

10.660 

15,000 

12.450 

5,000 

3,300 

10.000 

9.800 

5,000 

5,000 

24.000 

17,520 

10.000 

10,000 

5.000 

5,000 

5.000 

4,850 

25,000 

22,500 

10,000 

10.200 

5,000 

4,650 

15,000 

13,650 

25,000 

21,250 

25,000 

25,750 
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ALBANY  INSURANCE  COMPANY,  Albany.  N.  Y .—Continued. 


BoNte  AND  Stocks  Owkko.— Con(. 
BoKDe.— Con/. 

Va.  k  Swn.  R.  R.,  1  cs.,  5%,  1968 

Wabash  R.  R..  1  m..  5%.  1939 

W.,  C.  k  D.  Ex.,  6%,  1941 

Wat«rvliet  Tnp.  k  Ry..  6%,  1919 

W.  N.  Y.  k  Pa.  R.  R..  5%.  1937 

Amer.  Tube  k  Stp..  5%.  1932 

Anaeonda  Copper,  n.,  5%,  1917 

Col.  Fuel  k  Iron,  5%,  1943 

Consumera  Qas  Chi.,  5%,  1936 

El.  See.  Cor.  Col.,  t.  s.  f.,  5%,  1936 

Elkhon  Fuel,  1  m..  5%,  1918 

Equitable  Gas  k  El..  Utica.  5%,  1942. . . 
KiogB  Co.  El.  Lt.  k  Pow.,  6%,  ^997. . . . 

Kings  Co.  Ltf .,  1  r.  m.  g..  5%.  1954 

Laclede  Gas  Lt..  St.  L.,  6%.  1934 

Louisville  Gas  A  EL,  6%.  1918 

Montreal  Lt.,  Ht.,  Pow  Co.,  4H%.  1932 
N.  Y.  Gas  &  El.  Lt.,  Ht.,  k  Pow.,  5% 

1948 

Pac.  TL  k  Tk.,  5%,  1937 

Peoples  Gs..  Lt.  k  Coke,  Chi.  1  cs..  6% 


1943 


Portland  Gs.  k  Coke,  1  r.,  5<^J,  1940. . . 

Scranton  El.,  1  r.  m.,  5%,  1937 

Un.  El.  Lt.  k  Pow..  St.  L..  5%.  1932.. . 
Un.  El.  Lt.  k  Pow..  Bait..  4^'//^,,  1929. 


U.  S.  Rubber,  6'^o.  1918 

U.  S.  Steel  Cp..  2  m..  5%.  1963, 


Par 

Market 

Value. 

Value. 

$30,000 

127.300 

25.000 

25.750 

.  9.000 

9,270 

15,000 

15,150 

25.000 

26,000 

11.000 

10.230 

10.000 

10.000 

10.000 

9.300 

5,000 

5.050 

10,000 

10,000 

6,000 

5,820 

8,000 

8,160 

5,000 

5,850 

30,000 

28,200 

10.000 

10,200 

6,000 

6,060 

5,000 

4,600 

10,000 

10,500 

10.000 

10.000 

15,000 

17.100 

20,000 

19.400 

5.000 

5,050 

10,000 

10.000 

10,000 

9.400 

10.000 

10.300 

24.000 

24.960 

Bonos  and  Stocks  Ownsd. — Coni. 
Bonds. — Cant. 

Utica  Gas  k  El.,  r.  k  ex..  5%,  1957 

Watertown  Lt.  k  PoWm  1  m..  5%,  1959 
Stocks 

Conn.  Rv.  k  Ltg.,  p 

Detroit  k  Mack.,  p 

N.  Y.  State  Nat.  Bk..  Albany,  N.  Y. . . . 

Cent.  States  El.  Cp.,  p 

Cent.  States  El.  Cp.,  com 

Mackay  Co.,  p 

Elc.  Sec.  Corp.,  p 

Totals  (book  vahies.  1727,053) 


Par 

Market 

Value. 

Vshe. 

SS.000 

S4.0SO 

5.000 

4,850 

5.000 

4,450 

5.000 

8,600 

5.000 

4,800 

5.000 

14,250 

5.000 

3.500 

1.300 

195 

10.000 

6.700 

10.000 

8.300 

1727.300      S607.005 


MISCELLANEOUS:  Starting  with  1500.000  in  1811.  the 
capital  was  reduced  in  1829  to  1300,000.  and  in  1851  to  $100,000 
and  increased  in  1857  to  $125,000.  in  4859  to  $150,000  in  1872  to 
$200,000.  and  in  1839  to  $250,000.  Conflagration  losses:  Albany. 
1848,  $369,775;  Boston.  1872.  $20,000. 

DIRECTORS:  J.  Townsend  Lansing.  Ledyard  Cogswell,  Henry 
M.  Sage,  Charles -E.  McElroy,  Chanee  S.  Stedman.  Benjamin 
Walworth  Arnold,  Lewis  R.  Parker,  Russell  E.  Sard,  Thonus  I. 
Van  Antwerp,  Parker  Coming.  Chas.  H.  Hahn,  Robert  Olcott. 
Edward  W.  Rankin,  Martin  T.  Nachtmann. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  J.  Ide. 
Boston.  Mass..  gfnoul  agent  for  E.  Mass.  The  company  operates 
in  Conn.,  I'l.,  Mass.,  N.  J..  N.  Y.,  0..  Pa.  and  R.  I. 


ALLEMANNIA  FIRE  INSURANCE  COMPANY,  of  Pittsburgh,  Pa. 


President,  Wm.  Steinmeyer;  Secretary,  Chas.  B.  Reiter.   Organised.  1868. 


Ybar      Assets 


rnt>arned 
Prpmiums 


Net 
Surplus 


Net 
Premiums 


1915 
1914 
1913 
1912 
1911 


$1,887,154 
1,841.328, 
1.841,539 
1,759.238 
1.649.504 


$810,106; 
817.934, 
790.4.55 
760.041 
743.995 


$772,178 
716.366 
763.012 
718.139 
608.771 


$785,320, 
843.5811 
817.320 
781,400 
811.7.W 


Total 

Losses 

Income 

Paid 

Dividends 

$870,873 

$430,996 

$30,000 

927,165 

526,970 

30,000 

905.982 

408.288 

30,000 

863.533 

383.943 

30.000 

888.282 

404.766 

30.000 

1  Total  Ex-  .      Losses 
Expenses   '  pcnditures  |    Incurred 


$363,316 
370,957 
374.661 
341.891 
365.897, 


Assets,  Dec.  31.  1915. 

RealesUte $210,8.56 

Mortgage  loans 694.594 

Bonds  and  stocks. . .  629,315 
Loans  on  Lewis  Fdy. 

lkMch.8tk 1.450 

Cash 214.675 

Agents'  babnces ....  1 17.736 

Interest  and  rents. . .  18,528 


LuBiUTiKs.  Dec.  31,  1915. 

Losses  unpaid $85,443 

Unearned  prems. . . .       810.106 
Other  liabUitios 19,427 


Total  liabilities ...     $9 14,976 

Capital  paid  up 200.000 

Net  surplus 772.178 


Total  assets $1,887,154        Total $1,887,154 


Underwriting  loss.  $2,987;  investment  pro6t.  $88,799. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$164,077,278.    Premiums  thereon.  $1,592,905. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$16,378,324;  losses  paid,  $8,004,736;  dividends  declared,  cash. 
$708,600;  stock,  $.50,000. 

REAL  ESTATE  OWNED:  Consists  of  12  vacant  lots  in  26th 
Ward.  Pittsburgh,  acquired  by  exchange  in  1909.  and  16  properties 
acquired  under  foreclosure. 

MORTG.\GE  LOANS:  There  are  184  loan.*?,  averaging  about 
$3,800  each,  and  only  7  are  larger  than  $10,000.  All  are  secured 
by  property  located  in  Pittsburgh  and  neighboring  (Pa.)  towns, 
and  the  total  value  of  the  mortgased  properties  is  estimated  at 
$1,922,200.  or  about  two  and  one-half  times  the  amount  loaned. 
But  $298  of  interest  was  overdue  on  December  31.  last. 

BONDS  AND  STOCKS  OWNED: 

Bo.VDS. 

Argentine,  1920.  6''p 

Glaasport.  Pa^  sc.  dis..  1916-34,  5'  c 

Medicine  Hat,  Can..  1942,  h'c 

New  Brighton,  Pa.,  sc.  dis.,  1917-25.  5':f . 
Palatine  Sc..  Fairmont.  W.  Va.,   1916, 

4h% 

Prince  Albert.  Can..  1933.  b% 

St.  Boniface.  Can.,  1943,  5'  o 

Toronto,  Can.,  1948,  4"f. 

Toronto,  Can..  195W,  4^  2'  o 

Winnipeg.  Can.,  1924,  4'  i, 


Par 

Market 

Value. 

Value. 

$10,000 

$10,500 

44.000 

44.000 

8.000 

6,960 

11.000 

11,220 

15.500 

15.500 

7.000 

6,230 

15,000 

13,500 

4.866 

4,039 

25.000 

24.000 

10,000 

9,100 

Bonds  and  Stocks  Owned. — Cont. 
Bonds.— ron/. 

B.  k  0.  R.  R.,  cv.,  1933.  i^i'^c  

Ft.  Wayne  k  Wabash  Val.  Tc,   1934. 

Ind.rCol."A  East."  Tc..'  1926.  5^;'.' '.'.'.'.'.'. 

Pgh.  k  Butler  St.  Ry..  1935,  5% 

So.  Pac,  cv.  g..  1934.  b% 

Youngstown  k  Sharon  Ry.  k  Lt.,  1931, 


5'^ 


Armour  k  Co.  (x.  e.).  Chi..  1939.  4h'  c- . 

Ct.  Dist.  Tl.,  Pitts.,  1943.  5<'r 

Ellsworth  Coal.  Clcve..  0..  1925,  S^'o  .  • . 

Greenville,  Pa.,  wat..  1932,  5^c 

Ind.  vSteel.,  1952,  5'^'c  

Interlake  Steamship.,  Cleve.,  1921,  6%. , 

Jamison  Coal,  Pitts.,  1930.  5'  ( 

Keystone  Coal  k  Coke.  Grecnsburg,  Pa., 

1923,  6'"t 

Monongahela  Rv.  Con.,  Coal  k  Coke, 

1949.6*^7 

Mt.    Pleasant   Coke,   Grcensburg.    Pa., 

1923.  6' c- 

Nat.  Tube..  1952.  5^c 

New  Castle.  Pa.  wat..  1932,  5'  0 

Pitts.-Bufr..  1929.  b'^'c. 

St.  Louis  Smelt,  k  Ref.,  1920.  5^' 

Sharon  Wat.  Wts.,  Sharon,  Pa.,  1954,  b^'o 
Stocks. 

Braddock  Nat.  Bk 

Bessemer  Trust  Braddock.  Pa  

Western  Ad.  k  Insp..  Chi 

Pcnna.  R.  R 

First-Second  Nat.  Bk..  Pitts 


$824,312, 
927,927 
812,949 
755.834 
800.663 


Par 

Value. 

$10,000 

20.000 
10.000 
10.000 
10.000 

27,000 
10.000 
20.000 
25.000 
30.000 
16.000 
2.5.000 
20.000 

30.000 

10.000 

10.000 
35.000 

6.000 
10.000 
49.000 

9.000 

14,800 

9,200 

100 

11.000 
7.500 


$428,679 
540.705 
421.137 
365.015 
4 15.024 


Market 
Value. 
$9,650 

14.600 
8..300 
4.000 

10.600 

23.325 
9.300 
20.200 
25.000 
28..500 
15.500 
25,500 
18.400 

30.300 

11.500 

10.000 

35,350 

5.400 

9,700 

48.510 

9,000 

62.900 

16.560 

200 

12.760 

7.500 


$.583,966     *$620,604 


Totals  (book  value,  $575.283) 

•Securities  as  per  company's  valuations. 


MISCELLANEOUS:    Conflagration  losses:  Baltimore, 
$62,283;  Salem,  1914,  $81,072. 

DIRECTORS:  Chas.  F.  Wells,  Wm.  M.  Bell,  L.  F.  Demmler, 
John  W.  Lloyd,  James  R.  Sterrett,  George  Sheppard,  Wm.  Stein- 


1901. 
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ALLEMANNIA  FIRE  INSURANCE  COMPANY,  of  Pittsburgh,  Psl,— Continued, 


■BJV,  fidv. 

i.  V.  DoBBaD,  H. 


Jr^  W.  A.  Stemmeyer,  J.  B.  Fawinun, 
.  Lodebuehl. 


FIELD  MEN  AND  TERRITORY  COVERED:  F.L.Wmvw. 
Demit.  IficL,  apeeU  acent  for  Mieh.  ud  Ind.;  Thos.  H.  Snuth, 
dvUm, 0, State liestfar  O.;  EUd  &  Loeb,  Chieago.  lU..  genenl 
ifBtB  far  IL:  Qeorse  Btrry.  SUto  agent  for  N.  Y.;  W.  L.  Stone. 
VKttl  asent  fat  Fa.;  Cnim  A  Forster,  New  York  City.  jEenerat 
far  MetrofwlitaD  dktriet;  G.  S.  Roaenennti,  Beaton, 


BlaM^  general  agent  f«r  Man.  and  Conn.;  Cashman  &  Eysna^ 
DenTer.  Cob.,  State  agente  for  Cob.;  Windsor  &  Co.,  Salt  Lake 
City.  State  agents  for  Utah;  Lohmeyer.  Goldsmith.  Pkktterson 
Co.,  Charleston,  W.  Va.,  general  agents  for  W.  Va.;  Fish  k  Schiil- 
kampb  Madison,  Wis^  general  agents  for  Wis.;  Gross  R.  Scroni 
4  Co.,  Dallas,  general  agents  for  Tex.,  La..  Okla.  and  Ark.  Tb» 
company  operates  in  Airic.,  C<do.,  Conn.,  lU.,  Ind.,  La.,  Md.. 
MaflsTMiehT  N.  J.,  N.  Y.,  0.,  Okla..  Pit..  Tex.,  Utah.  W.  Va. 
and  Wis. 


THE  ALLIANCE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

1  Rash;  First  Vioe-Pkisndent,  John  O.  Piatt;  Seeond  Viee>IVesident,  Sheldon  CatUn;  Secretary  and  Treasurer. 
Houard  Wright;  Assistant  Secretaries,  Gallofray  C.  Morris  and  John  Kremer.    Organised,  1004. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losws 

Tu£j    Aaets       Piremiums 

Sorphis 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

»U  '  t2.890.769 

S692.407 

9906,440 

all.042.501 

$1,146,176 

at517,866 

160,000 

$344,829 

1922,695 

1567.813 

»:4     2.439,345 

673.641 

804.038 

975.662 

1,073,751 

.550.947 

60.000 

323,113 

943.060 

588.446 

1913     1382.444 

659.084 

603,216 

1.0044)77 

1,095.258 

572,895 

60,000 

339,201 

972.096 

560.476 

»li     2.342351,         M9,721 

636.782 

1.036.^3 

1.107.4U 

488.077 

60,000 

345,167 

893.244 

639,007 

»I1      im658 

647.042 

499.426 

956,316 

1.033.0O6 

503.5231 

t57,168 

313.134 

873.831 

501.682 

raozBed  premiums  include  amounts  reelaimafale  on  perpetaai  polMes.    tincludes  payments  to  acripbolders. 
sarm  premianu.  and  $189,106  marine  losses. 


Dbc.  31.  1915. 
Boads  tad  stocks...  $2,372,160 

CiA 172,465 

Aretsfaabneea...       136,413 

Jb^'o* 26.993 

OtiisraaKts 335 


LiABiLiniB,  Die.  31, 1915. 

Losses  unpaid $227,622 

Unearned  prems. . . .       675,738 

Perp.  dep.  reel 16,669 

Contingent  fund. . . .       248,440 
Othetlabilities.. . . .        22,300 


,T-^ $2,708,366 

ijldep.o?€rrabw.         17.597 


Total  liabilities  . .  $1,190,769 
Caiutal  paid  up ... .  750.000 
Net  surplus 998,440 


Total  aiha.  assets^  $2,690,760    Total $2,690,769 


radsvritiog  profit,  $103,024;  mvestment  profit,   $148,220. 

WSKS  .\ND  PREMIUMS:  Fire  risks  in  force  (except  per- 
P«t.ah>.  DeeemberSl.  $104,324,182;  premiumsthereon.  $1,083,590: 
^Hne  tad  tnbad  riaka  in  fwce,  $13,019,766;  premiums  thereon, 
pt$U:  perpetual  fire  risks,  $617,050;  deposit  premiums  thereon. 

IIV521. 

3USIKESS  SINCE  ORGANIZATION:  Premiums  received. 
S^163;  ksKs  paid,  $5,678,426;  diridends  declared,  cash, 
IhQ.000. 


BONK  AND  STOCKS  OWNED: 

Bo3iDS. 

4ik8t*.G»,rcf,3,Vr,  1031 

LswCo^  Pk,  c.  4H^c,  1919-20. 


J  V  ^-  Y-.  rev.  g.  c,  6«^'c.  1917 

N«  Car,  »diB,  bidg.  C-,  4^,  1951 

a  h^'?-3h%.  1932-34 

|*P-5-anev.g.e..4^'7c.  1933.... 
fl  *  0.  ^R^  p.  L  g.  r««^  3^  i'^c.  1925.. 
£^  V>-  Rf.  eq.  tx.  g.  c.  5^c.  1924. .. . 

^w.  he.  Ry,  1  r.  g.  c.  4%,  1949 

y^\he.  Rt,  fc  1. 1.  g.  c.  4%.  1954.. . 
[}_  4  E.  re.  R  R.  r.  4  imp.  mc.  4%.  1955 
^r^B.  4  Q.  R.  R^  gn.  c,  4%,  1958.. . . 
vk,  a  L  4  N.  0.  R.  R.,  eq.  tr.  ct.  g.  c, 

^5:.  1923-24 

Ca  RJTor  Ry,  I  g.,  e.,  4%.  1045 

^Tc  N.J^^c,5%.1933 

E«  R.  R  (B.  A  S.  R,  R.)  1  ext,  g..  c. 

5.t,  UK.. 

E»»R^R  (E.4i.  R,'r.)  1  g.,  c  6%, 

M55 

Gnad E»pids A  DwLrI  Ri,'i,  ext.; gVc.*. 
*'^6.194l 

fcC  ALTcgmr., c  6%,  1926 

~        '  Jo,  1919.. 

1928.... 

'».I.a4H.R.R.R,d..g,c..4%,1034 


Par 
Value 

$10,000 
20.000 
50.000 

200.000 

50.000 

3,000 

5,000 

20.000 

200.000 
50.000 
10.000 
25,000 
35,000 
50,000 
20,000 
20,000 

25,000 
15,000 
25.000 
50.000 

15.000 

25,000 

25,000 
15,000 
25,000 
12,000 
50,000 
15.000 
50.000 


Market 
Value. 
$8,700 
20,000 
49,000 
162.000 
48.000 

3.000 

5.000 

19,600 

182.297 

45,500 

9.200 
24,000 
31.500 
43,500 

5.000 
19,000 

25.000 
12,450 
25.000 
53.000 

14,700 

26,250 

24.062 
14,400 
21,250 
12.000 
47.500 
14,400 
45,500 


Bonds  and  Stocks  Ownbd. — Cont. 

Bonds.— Con*. 

Nor..  A  Wes.  Ry.,  div.  1  In.,  gn..  g.,  c, 

4%.  1944 w.. 

Nor.  k  Wes.  Ry.  k  Poo.  C.  A  C,  1,  g.,  c, 

4%  1941 

Penna.,  g.  In.,  c.  4H%,  1921 

Penna.  k  Nwn.  R.  R.,  gn.,  c.  5%,  1930. 

Penna.  R.  R.,  cs.,  g.,  c,  4*-^%,  1960 

Penna.  R.  R.,  gn.,  g.,  c,  4  J<i%,  1965 

I^tts.  k  Shaw.  R.  K.,  1  In.  ool.  tr.,  g.,  c, 

6%.  1917 

Pub.  Ser.  cp.,  N.  J.,  col.  g..  c,  5%,  1916 
Pub.  Ser.  cp.,  N.  J.,  gn.  m.  s.  f.,  g.,  c, 

5%,  1959 

Reading,  J.  C,  col.  tr.,  g.,  c.  4%,  1961.. 

R.-W.,  col.  tr.,  g.,  c.  4%,  1943 

Rio  G.  W.  Ry.,  ca.,  1,  g..  c.  4%,  1949. . . 
St.  L.,  P.  k  Nwn.  Ry.,  1  g.,  c.  5^o,  1948 
So.  Pac.  R.  R..  1.  r..  g.,  c.  4%.  1955. . . . 
Tm.  R.  R.  Assn.,  St.  L.,  gn.  r.  s.  f..  g.,  c. 


4%,  1953. 


Tex.  k  Pac.  Ry..  1,  g.,  c.  S'^o,  2000 

Va.  Ry.,  1,  g.,  c,  5%.  1962 

Wash.  Tm..  1.  g..  c,  Z}2%,  1945 

Amer.  Tl.  k  Tg.,  col.  tr.,  c,  4%.  1929  . . 
Amer.  T^.  k  Tg.,  cv.,  g.,  c,  4H%,  1933. 
Con.  Dig.  Tl.,  1,  R.  f.,  g.,  c.  5%,  1943. . . 
Mfgrs.  Wat..  1,  s.  f..  g.,  c.  5%.  1939. . . . 

Minn.  Gas  1 1.,  1,  gn..  c.  5%,  1930 

Phib.  El.,  g.  tr.  ctfa.,  reg.,  6%,  1948 

Pitts.  Tm.  Whse.  k  Tr.,  1,  r..  g.,  c,  5% 

1936 

U.  S.  Steel  Corp..  s.  f.,  g.,  c,  5%.  1963. . 
Stocks. 

A.,T  AS.  FeRy 

Chesapeake  k  Ohio  Ry 

Norfolk  k  Western  Ry 

Reading 

Amer.  Tl.  ATg 

United  Gas  Imp 


a  Includes  $417,127 

Par 

Market 

Value. 

Value. 

$50,000 

$45,000 

25,000 

22.250 

40.000 

30,600 

25.000 

26,250 

100.000 

105.000 

15.000 

14,700 

30.000 

29,700 

40,000 

40.000 

50.000 

45.000 

50.000 

47,500 

10,000 

9.200 

25.000 

16.250 

15.000 

15.750 

15.000 

13,350 

50,000 

43.500 

2.5.000 

24.750 

50.000 

49,000 

65.000 

45,650 

50,000 

45,500 

30,000 

32,100 

20,000 

20,000 

8.000 

8.000 

50.000 

49.000 

50.000 

50.000 

25,000 

24.250 

100,000 

104,000 

40,000 

42.800 

50.000 

.  31.000 

100.000 

121,000 

25,000 

41,625 

20,000 

25.400 

50.000 

88,000 

Totals  (book  value,  $2,438,661) $2,403,000    $2,325,934 


MISCELLANEOUS:  This  company  commenced  business  in 
1904  with  a  paid-up  capital  of  $.500,000,  and  an  initial  cash  sur- 
plus of  $500,000.  It  is  under  the  same  management  as  the  Insur- 
ance Company  of  North  America.  $733,786  assessment  paid  in 
by  stockholders  in  1906  and  $3,562  in  1907.  Capital  was  increased 
in  1011  from  $500,000  to  $750,000.  Conflagration  losses:  San 
Francisco,  1906,  $1,032,785.  Value  of  special  deposit  in  Ga., 
$9,200;  in  N.  C,  $20,000. 

DIRECTORS:  WiUiam  D.  Winsor,  Chaa.  Piatt,  Jr..  Henry  W. 
Biddle,  John  Gribbel,  Bayard  Henry,  J.  Levering  Jones,  Arthur 
E.  Newbold,  C.  HarUnan  Kuhn,  Benjamin  Rush. 

HELD  MEN  AND  TERRITORY  COVERED:  Darby. 
Hooper  k  McDaniel,  New  York  City;  Dan  B.  Harris,  manager, 
Ewell  S.  Gay  and  Robt.  N.  Hughes,  assistant  managers,  Atlanta, 
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THE  ALLIANCE  INSURANCE  COMPANY,  Philadelphia,  Fa.— Continued. 

Gft.,  for  tootlieni  deputmeDts;  Chas.  E.  Purker,  maoaier.  0.  E. 
Cook.  MBstant  xDAzager,  Hartford.  Conn^  for  New  J^i^huul 
■tates;  J.  C.  Johnston,  general  aoent.  and  J.  K.  Hamilton,  aanstant 
mananr,  San  Francieoo,  for  Cal.,  Aria.,  B.  C,  Hawaiian  lalanda, 
Ida..  Mont.^  Neb.,  Ore.,  Utah,  Wash.;  Field  &  Oowlei,  Boston, 
Maai.  Special  jurisdiction  of  home  office:  N.  Yn  N.  J.,  Fa.,  Md.. 
W.  Va..  0..  Ind..  111..  Ky.,  Cok>..  Kan..  Mieh..  Wis.  H.  B.  Jennings, 
special  agent,  Phila..  P.  C.  Bumham,  Pittsburgh,  for  western  ni.; 
F.  E.  Benjamin.  Newark,  N.  J.,  for  N.  J.;  U.  0.  Michaels,  Rich- 
mond.  Va..  for  Md.;  Robert  H.  Moore,  Albany,  for  eastern  N.  Y.; 
P.  W.  Clark.  Buffalo,  for  western  N.  Y.j  fTJ.  Steier.  New  York 
City,  New  York  suburban  department;  J .  Fred  Neill,  state  agent. 
Wheeling.  W.  Va.;  W.  D.  I^srry,  state  acent,  H.  E.  Stephens, 
special  agent,  Topeka,  Kan.;  H.  W.  CroweU,  state  agent,  Detroit, 
Mioh.;  W.  B.  Calhoun,  state  agent,  Milwaukee,  Wis.;  John  R. 
Davis,  Cohimbus,  0.,  for  0.  and  Ind.;  M.  V.  B.  Benson,  state 
aoent,  DaiTcr,  Colo.;  Geo.  E.  Maoomber.  special  agent,  Augusta, 
Me.;  W.  H.  Winkley,  special  agent,  Boston,  for  N.  H..  eastern 
Mass.  and  R.  I.;  Lewis  fi.  Small,  special  agent,  Hartford,  Conn., 


for  Vermont,  western  Maes,  and  Conn.;  W.  C.  Rader,  special  agent, 
Birmingham,  for  Ala.;  John  A.  Stephenson,  special  agrat,  Jackson- 
ville, for  Fla.;  R.  N.  Chrk,  special  agent,  Atlanta,  for  Ga.;  Akmso 
Church,  special  agent.  New  Orleans,  for  La.;  W.  G.  Sours,  special 
agient,  Jackstm,  for  Miss.;  Robert  Mable,  spedal  agent, 
Charbtt^  for  N.  C.  and  S.  C;  Walker  Taylor,  state  agent, 
Wibnington.  N.  C^  for  N.  C;  M.  R.  Ferguson,  special  agent, 
Dallaa,  for  northern  Tex.;  A.  C.  McDavid,  San  Antonio,  for 
southern  Tex.;  M.  H.  Reeves,  special  agent,  Spokane.  Wasn..  for 
northern  Ida.,  eastern  B.  C~  eastern  Ore.  and  eastern  Wash.: 
A.  C.  Wri^t,  special  a^t.  Ban  Flrancisco,  for  central  CaL  and 
NoVm  F.  J.  Mayer,  special  aosnt,  San  Francisco,  for  nortiiem  CaL; 
W.  F.  KttU,  Los  Angeles,  CaL,  for  southern  Cal.  and  Aria.;  Gil- 
man  L.  Camp,  spedalagMot,  Billings,  for  Mont.,  southern  Ida.  and 
Utah;  Walter  £.  Bliss,  Portland,  Ore.,  for  western  Ore.,  western 
Wash,  and  western  B.  C.  The  company  is  lioeosed  in  all  of  the 
states  and  territories  of  the  United  States  exoept  Alaska,  Aik^ 
DeU  D.  of  C,  la..  Mo.,  Neb.,  N.  M.,  N.  Dn  8.  Dn  Okhu  &  C 
Tenn.,  Va.,  and  Wyo.  Also  in  B.  C. 


AMERICAN  INSURANCE  COMPANY,  Newark,  N.  J. 

President,  p.  L.  Hoadley;  Vice-Presidents,  Chas.  E.  Sheldon  and  C.  Weston  Bailey;  Secretary,  F.  Hoadley; 

C.  Vanderhoof;  Treasurer,  A.  C.  Cyphers.   Organised,  1840. 


Seoratary,  R(qr 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

TiAR 

Assets       Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures     Incuired 

1015 

110,086,472 

$5,154,002 

tl3,712.808 

iil4.282.180 

H,701,661 

nS2.301.303 

$280,051 

$1,714,802 

$4,206,336 

$2,263,882 

1014 

10,240,041 

5,054,383 

13,366,304 

3,072.867 

4,303.421 

2,236.160 

280.053 

1,665.150 

4,181,381 

2,320.800 

1018 

10,004,003 

4.036.060 

13,252,850 

4.210.348 

4.625.452 

2.200.203 

280,050 

1,730,273 

4.228,616 

2.005.866 

1012 

0,807,025 

4,780,827 

13,135.062 
t2,062.540 

3.034,062 

4,320.180 

1,032.126 

240,054 

1,563.663 

8,736.843 

2.032,008 

1011 

0,344.435 

4.513.550 

8,570,008 

3.050.737 

1,050.844 

230.054 

1.408,002 

3,508,890      1,044,830 

^ 

t  Exehiding  special  reserve,  $300,000.  n  Includes  $173,312  marine  premiums  and  $60,030  marine 


Anns,  Dk,  81, 1015. 

RealesUte $454,700 

Mortgsge  kmns 1,000.746 

Bonds  and  stocks...  6,704,015 

Cash 300,651 

ARents'  balances. . . .  582,362 

BiUs  rec.  for  prems. .  4 17,810 

Interest  and  rente. . .  03,025 

Reins,  on  losses  paid  8.646 


Li&BiLRiH,  Dm.  31, 1015. 

Lossesunpaid $325,848 

Unearned  prcms ....    5, 154.062 

Special  reserve 300.000 

IKvidends 80.114 

Other  liabilities....        02.650 


Total $10,700,755 

Spl.  dep.  over  liab . .        43,283 


Total  liabUities. 
Capital  paid  up . . . 
Net  surplus , 


Total  adm.  assets  $10,636,472       Total . 


$5,053,574 
1.000.000 
3,712,898 


.$10,666,472 


Underwriting  profit.  $208,747;  investment  profit,  $439,208. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$086,632,456;  premiums  thereon.  $9,667,113;  marine  and  inland 
risks  in  force.  $8,084,278;  premiums  thereon,  $171,633. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$58,500,002;  losses  paid.  $28,439,430;  dividends  dccbred.  cash. 
$4,828,058;  stock,  $600,000. 

REAL  ESTATE  OWNED:  The  company  owns  2  parcels  of 
real  estate,  one  of  which  is  located  in  Newark,  N.  J.,  and  the  other 
in  Rockford.  III.  The  larger  jn^perty  is  the  company's  home 
ofiBce  buildmg  at  68-72  Park  pL.  Newark,  the  book  value  of  which 
is  $357,800.  It  is  a  new  3-6tory  stone  and  steel  structure,  stand- 
ing on  a  lot  73  x  166  x  104  x  199  feet.  The  other  property  is  the 
company's  office  building  at  Main  and  Peach  sts..  Rockford.  III. 
It  is  a  2-6torv  brick  structure,  and  is  carried  at  $96,900.  There 
are  no  incumDrances  on  either  of  the  properties.  The  net  income 
from  real  estate  (over  expenses)  was  $15,777.  in  1911;  $1S,346. 
in  1912;  $16,520,  in  1913;  $18,673.  in  1014.  and  $17,172  in  1915. 

MORTGAGE  LOANS:  There  are  399  mort^aKe  loans,  which 
range  in  amount  between  $150  and  $225,000,  few  cxrei>ding  $6,000. 
Most  of  the  loans  arc  upon  property  in  Newark  or  neigh  borinx 
cities  and  towns,  and  loans  amounting  to  $1,969,746  are  socureo 
by  properties  vidued  in  the  aggregate  at  $4,505,067,  upon  which 
tne  company  holds  $2,177,800  of  fure  insurance.  Past  due  interest 
amounted  to  $2,503  on  I>ecember  31.  last. 

BONDS  AND  f-STOCKS  OWNED: 
Bonds. 

Bayonnr.  N.  J.,  g.  f..  5'  J,  192^ 

Bayonne.  N.  J.,  high  so..  .5'  (.  192S 


Bergen  Co..  N.  J.,  co.  big..  4 '  2% .  193.3-37 

Essex  Co.,  N.  J.,  g.  hosp..  4'  (.  1947 

Grcensl^ro,  N.  C..  st.  imp.,  5'  't,  1944   . . 
Hackensack,  N.  J.,  imp.  com.  f..  A^^^'c 

1942 

Monlclair.  N.  J.,  «•..  4' ..' ;,  1942 

Ncw,vk,  N.  J.,  f.,  4.'  2'. ' .  1^44 


Par 

Market 

Value. 

Value. 

$50,000 

$53,500 

75.000 

80.250 

20.000 

20.6.50 

100.000 

9S.00O 

5,000 

5,250 

25,000 

25.750 

50  000 

52..500 

100.000 

106.000 

BONDe  AND  SVOCU  OWNID. — Coill. 

BoMDe. — Colli. 

Newark,  N.  J.,  sc,  4%.  1067 

Norfolk,  Va,  wat..  4H%.  1045 

Passaic,  N.  J.,  bg.  re-blg.,  4H%,  1020. . . 

Pusaio  Co.,  N.  J.,  bg.,  4^%.  1020 

Richmond,  Va.,  pub.  imp.,  4^%,  1040. . 

Savannah,  Ga.,  g.  aud.,  4\i%,  1035 

Toronto,  d.,  gn.  cs.  b.,  4%,  1948 

Toronto,  gn.  cs.  to.  d.,  4<^.  1948 

Union  Co..  N.  J.,  hoop..  4^^  r.  1942-43  . 
Winston-Salem,  N.  C..  gn.  mun..  59c. 

1944 ^.... 

C.  R.  R.,  N.  J.,  gn.  m..  g.,  5%,  1987. . . . 


ti 


1933. 


V' 


Cs.  Tc.  Co..  N.  J..  5^0 

Easton  &  Amboy  R.  R..  law.  mon.,  5,c, 

1920 

L.  V.  R.  R.  Tm.,  1  m.  g.,  5%.  1941 .. .  . 
Midhmd  R.  R.,  N.  J..  1  m.  g..  5<  o  1940. 
Newark  Bans.  Ry.,  1  cs.  m.  g..  5<  c.  1930. 
N.  Y.  &  aLake  R.  R.,  gr.  g..  5^c.  1946. 
N.  Y.,  S.  &  W.  R.  R..  tm.  1  m..  5^7. 1943. 
No.  Hudwn  Co.  R.  R.,  cs.,  5^  I.  1928.. . . 
Pub.  Serv.  Newark  Tm.  Ry..  1  m.,  5% 

1955 

Trenton  Pass.  Ry.,  cs 
Un.  N.  J.  R.  R.  k  C,  gn 
W.  J.  &  S.  R.  R.,  1  m.  g., 
W.  J.  &  S.  R.  R..  1  m.  g., 
Amer.  Dock  &  Imp.,  Jer.  Cy 
Long  Dock,  Jer.  Cy.,  cs.  g..  6' 


Im 


i  ^    c« 

3' 


V'l,  1936. 


6^c.  1023. 
1929-44.. 
1936... 


<  • 


r.,  1921. 
1935... 


Mortgage  Bond.  N.  Y..  5'  i,  1932. . . . 
N.  Y.,  L.  E.  &  W.  Docks  &  Imp..  N. 

Im.,  5<c.  1943 

Newark  Gas.  1  m.  g.,  6' ; ,  1944 

Stocks. 

A..  T.  &  S.  Fe  Ry..  p 

B.  &0.  R.  R..  p 

Chi.,  Mil  &  St.  P.  R.  R..  p 

Chi.  A  Nwn.  Ry..  com 

Chi.,  St.  P..  Minn,  k  0.  Ry..  p 

CIcve.  A  Pitts.  R.  R 

Dela.  k  Bound  Brk.  R.  R 

D.,  L.&W.R.  R 

Groat  Northern  Ry.,  p 

in.  Central  R.  R 

Louisville  &  Nashville  R.  R 

Minn..  St.  P.  *  S.  Sie.  M.  Rv..  p. .. . 

Minn.,  St.  P.  &  S.  Stc  .M.  Ry 

Morris  k  Essex  R.  R..  gr 

Norfolk  k  Western  R.  R.,  com 

Northern  Pacific  Ry 

Penna.  R.  R 

Pitts..  Cin.,  Chi.  St.  L.  Ry..  p 


Pv 

Value. 

$100,000 

25,000 

5,000 

30,000 

25,000 

10,000 

55.066 

17,033 

100.000 

15.000 
337,000 
122.000 

215,000 
225.000 
114.000 
150.000 
131,000 
144,000 
200,000 

50,000 

46.000 
150.000 

15,000 
100,000 
340.000 
356.000 

15,000 

196.000 
300.000 

100,000 
60,000 

100.000 
50,000 
50.000 
30.000 
15.000 
20.000 
70,000 
.30.000 
50,000 
70.000 
30.000 

250,000 
50.000 
50.000 
52.500 
50,000 


Market 

Value. 

$08,000 
24,500 
6,150 
30,000 
25,250 
10,300 
44,213 
13,4.56 

103.000 

15.600 
397.660 
124,440 

221,450 
245.250 
119,700 
157.500 
134,930 
151.200 
20b.000 

4S.000 

50.G30 

150,000 

13,350 

{)8.000 

3."».3.600 

437.SHO 

14.250 

201,H,SO 
369.000 

102,000 
46.S00 

135.000 
68.500 
68..500 
48.000 
27.000 
90.400 
88,900 
32.400 
65,000 
94,500 
23,400 

422.500 
61,000 
59.000 
62,475 
47.500 
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AMERICAN  INSURANCE  COMPANY,  Newark,  N.  J  .—Continued. 


Bosom  AMD  9rocKB  Oinm. — ConL 
BoivM.— 0«n(. 

PJtta^  Ft.  Wajme  4  Chi.  Ry 

Umtal  H.  J.  R.  R.  4  Can^  gr 

UaioQ  PMific  R.  R^  p. 

AHver.  Tl.  A  Tf 

PaOmaa  Compuiy 

Gfaeral  Adj.  Bar.,  N.  Y 

X'aJawiiUf'  Sahrage.  ChieasD 

liblerwRtcn'Sklv«8e.N.Y 

Westers  Adj.  4  Inap.,  Chieaco 


Par 

Market 

Vahie. 

Vahie. 

170.000 

1112.700 

200.000 

458.000 

100.000 

83,000 

80.000 

103,200 

50.000 

82,500 

400 

400 

600 

500 

500 

500 

100 

100 

Totak  (book  vmloe,  $7,033,985). 


$5,749,000    $9,794,915 


MISCEUJINEOUS:  After  orpuusatioii,  the  capital  in  the 
f  am  of  aerip  was  gradually  inereaaed  to  $600,000  oy  dividends 
frraa  profits.  Thia  eerip  was  later  changed  to  stock.  No  asscas' 
ZKQt  has  erer  beea  levied  upon  the  stockholders,  but  the  latter 
pai.1  m  $15a000  new  eapttaland  $300,295  surplus  in  1907.  and 
t^XQOO  nev  capital  in  1909.  In  1899  the  busineas  of  the  company 
vsj  largdy  lacrcaacd  by  re-tneuring  the  risks  of  the  Rockford 
bijtanaee  Company  ai  Rockford,  lU.  The  company  has  paid  the 
f  -linrving  ei»flaKratioQ  kases:  Chicago,  1871,  $510;  raterson, 
V*rl.  $».2»8;  Baltimore.  1904.  $244,072;  San  Francisco,  1906, 
II  109^^:  BaiWDr,  Me..  $31,269;  Salem.  Maas..  $63,667.  Values 
r<  epfcktl  depoats:  Ga..  $10,300;  Va..  $49,750;  Can..  $57,670;  N. 

DIRECTORS:  Goo.  W.  Ketcham,  John  0.  H.  Pitney.  Philemon 
L  Bm^ey.  J.  William  Clark.  Samuel  8.  Dennis,  Edward  L. 
[bbbos.  WiDiam  T.  Carter.  Benjamin  Atha,  Wm.  E.  Stewart, 
i  arrest  F.  Dryden.  John  R.  Hardin. 

nELD  MEN  .AND  TERRITORY  COVERED:  New  England 
i-rerrmeat:  Cohering  Me.,  N.  H..  Mass.  and  Conn.  Henry  J. 
l-if.  tpsQcnl  agent,  Bost<m;  Ralph  G.  Hinkley.  assistant  general 
i^c2t.  Boston.  RoflseQ  E.  Stevens,  special  ag;ent,  Boston,  Mass. 
Ei^/m  deportment:  Wm.  A.  Lester,  Providence,  state  agent 
f'r  R.  I.;  Joe.  .A.  Geyer.  Syracuse,  special  agent  for  N.  Y.  State. 
oD^'iKg  soborban  oounties  and  metropontan  district;  Alfred 


PfeuU  ft  Son,  Wheeling,  sUte  agents  for  W.  Va.;  W.  0.  Shannon. 
Eaton,  0..  state  agent  for  0.;  Paul  J.  Clarke,  Newark.  N.  J., 

rcial  agent  for  N.  J.  and  suburban  counties  of  New  York; 
Lee  Riggs,  Philadelphia,  special  sgent  for  eastern  Pa..  Md., 
De!..  D.  CTand  Va.;  Clyde  E.  Culp.  Pittsburg.  Ps..  special  agent 
for  western  Ps.  Western  department:  Rockford.  111^  covering 
C^.,  lU.,  Ind.,  la.,  Kan..  Mich.,  Minn..  Mo..  Neb..  N.  D..  Okla.. 
S.  D.  and  Wis..  Chas.  E.  Sheldon,  manager;  Chas.  T.  Sackett.  and 
Chas.  N.  Gorham,  asnstant  managers.  Special  agents:  Geo.  W. 
Stuck,  Peoria.  111.,  state  agent  for  111.;  Fred  D.  Hess,  Peoria, 
111.,  special  agent  for  111.;  A.  W.  Cummings,  Rockford,  lU., 
executive  sp^al  agent;  Chas.  J.  Richman,  Tipton,  Ind., 
state  agent  for  Ind.;  H.  M.  Wilson,  Sioux  Rapids,  la.,  special 
agent,  farm  department  for  S.  D.  and  la.;  R.V.  McCormidc,  Dav- 
enport, la.,  state  agent  for  la.;  W.  C.  Kirchheck.  Delaware.  la., 
spedal  agent  for  la.;  J.  S.  Olund,  Leavenworth,  Kan.,  state  a^cnt 
for  Kan.;  Geo.  A.  Minskey.  T^tnsing,  Mich.,  state  agent  for  Mich.; 
Karl  A.  Thiemer,  Owatonna,  special  agent  for  Minn,  and  N.  D.; 
E.  R.  Perfect,  Kansas  City,  Mo..  sUte  agent  for  Mo.;  H.  S. 
Norton.  Rockford.  lU..  state  agent  for  Wis.  Southern  depart- 
ment: James  W.  Shirley,  superintendent  of  agencies.  Newark, 
N.  J.  Special  agents:  Louie  J.  Leonard,  Atlanta,  Ga.,  special 
agent  for  Ala..  Fla.,  Ga.  and  Tenn.;  H.  R.  Bush,  Greensboro.  N.  C, 
manager  N.  C.  and  S.  C.  department;  Clint  A.  Prescott,  New 
Orleans,  La.,  general  agent  for  Ark.,  La.  and  Miss.;  Lafon  RIker, 
Harrodsburg.  Ky.,  special  agent  for  Ky.;  Reinhardt.  Pattillo  4 
Reinhardt.  Dallas.  Tex.,  general  agents  for  Tex.  Pacific  depart- 
ment: San  Francisco.  Cal.  covering  Cal..  Ida..  Mont..  Ore.,  Utah 
and  Wash.,  and  the  territory  of  Alaska,  Geo.  0.  Hoadley. 
manager;  A.  C.  Olds,  assistant  manager.  Special  agents:  Alex. 
J.  Cartwright.  San  Francisco,  special  agent  for  northern  California. 
S.  Milton  Haley.  San  Francisco.  CaU  special  agent  for  interior 
CaUfomia;  Mark  B.  Harris,  Loe  Angeles.  Cal.,  special  agent 
for  southern  Cal.;  A.  H.  Jackson.  Portland.  Ore.,  special  agent  for 
western  Ore.,  western  Wssh..  and  Alaska;  F.J.  Root,  Spokane, 
Wash.,  special  agent  for  eastern  Wash.,  eastern  Ore..  Ida.,  Mont. 
and  Utan.  Canadian  department.  Winnipeg.  Man.:  Covering 
the  Provinces  of  Ab.,  Man.  and  Sask..  Can.  C.  S.  Riley,  mana- 
ger, Winnip«>g.  The  company  operates  in  all  the  states  except 
Aris.,  Nev..  N.  M.,  Vt.  and  Wyo. 


AMERICAN  AUTOMOBILE  INSURANCE  COMPANY,  St.  Louis,  Mo. 


President,  t^has.  W.  Disbrow;  Secretary.  S.  S.  Williams.   Organised,  1911. 


TtAS 


:^15 


I'aeamed 
Premiums 


$92^.974 

579,a^.3 


Net 
Surplus 


Net 
Premiums 


$.392,3S3 
256,728 
214.981 1 
!74..310! 


S125,216 

110,628 

62,490 

22.301 


$856,223 
533.166 
494,196 
369.214 


Total 
Income 


Lo9S<« 

Paid 


Dividends 


$vH80,863i 
548.8,511 
590,4771 
424.624 1 


$290,187 

208.156 

2.34,473 

91.945 


$22,500 


Expenses 


$339,248 
248..536 
234.303 
144.027 


Total  Ex- 
penditures 


$651,935 
456.692 
468.776 
235.972 


Losses 
Incurred 


Boad!  sad  stocks. 

CaA     


Tata: 


31,  1915. 

. .      $527,592 

191.214 

186.846 

7.921 

12,401 


LuBiuTiES,  Dec.  31. 1915. 

unpaid $104,778 

392.383 
78,597 


Unearned  prems. 
Other  liabilities. . 

ToUl  liabilities. 
Capital  paid  up. 


$575.7.58 
225.000 


Net  surplus 125,216 


$925,974       Total $925,974 


r:>ierwritnig  profit,  $17,057;  investment  profit.  $20,031. 

Br?rVESo  SINCE  ORGANIZATION:    Premiums  received. 
t:.r:r§09;    kMsea    paid,    $821,462;    dividends   declared     cash. 

BONDS  OWNED: 


r  5  Gt,v.  P^  Can.,  1961,  3*^ 
-  L  a.  R^  I  m,  1920.  4^i 


%■ 


c- 


A  So.  Ry^  1  B^  1929,  4< 


^/f 


cr 


' :t_    R- 1.  A  p.  Ry^  gn-  m.,  1988.  4 
JL  T.  4  S-  Fe  Rj,  Ta.  S.  L,  1  m..  1958. 

4  :      

h.  L,  .H.  W.  Ry.,  I  m^  1989.  4% 

'i'.  Pse.  Ry,  pr.  la.  A  Id.  gr..  1997.  4%. 

Tf  iiaA  R.  R^  1  m.,  1939.  5% 

<:a^  iCa.  t  St.  P..  gn.  m.,  1989, 4^5%. . 
St  L>  L  Mt.  4  3.  Ry,  gn.  ca.  A  Id.  gr.. 


R.R.4NaT..  lm.ftr.,  1961, 


M,  IL  A  T.  Ry..  !  nu  1990.  i%. 

C«t  dGa^ea.,  1945,5% 

"V.  Pic  Ry,  1  r,  19&5,  4%. 
I.  =-  4  iL  3a.  Ry,  1931.  4" 


p^ 


Par 

Market 

Value. 

Value. 

$100,000 

$101,500 

10.000 

9,700 

20.000 

18.400 

20.000 

17,000 

20.000 

17,800 

20,000 

16,000 

20.000 

18.600 

20.000 

20.725 

20,000 

20.575 

20.000 

20.400 

20.000 

17,600 

20.000 

15.400 

5,000 

6.050 

10.000 

9,025 

10.000 

9.450 

Bonds  Owxed.— Con/. 


L.  &  N.  Ry..  un.,  1940,  4% 

Kans.  Cy.  So.  Ry..  1  m.,  1950.  3%. . . , 
Kans.  Cv.  So.,  r.  A  imp..  19.50,  5^o . . . 

Arg.,  Ark.,  sr.  imp..  1930,  6% 

Mercer  Co.,  Mo:.  5% 

Charleston.  Mo.,  wat.  wks.,  1932,  5%. 
Roodhou.sc,  111.,  9C.  (lis..  1928-33.  5%. 
liawrenceville,  111.,  nigh  so.  dis..  5'  p. . 
Moberlv.  Mo.,  wat.  wks.,  1930.  5^"o. . . 
Penna.  R.  R.,  stk..  6' 


U.  Depot  R.  R..  1918,  6'^ 

St.  L..  M.  R..  Im.,  1916.6% 

Swiss  Confed..  1918,  5% 

Mercer  Co..  W.  Va..  road.  5% 

Camden,  Tenn.,  hii?h  sc.,  5% 

I^ee  Co..  Ark.,  f..  5% 

Robeson  Co.,  N.  C.  high  sc,  o^'o 

Macon.  Mo.,  wat.  wks.,  5*  c 

Hot  Spring*?,  .\rk.,  high  so..  5"'(, 

Ft.  Smith,  high  sc..  1946,  b'/o 

Austin.  Tex..  5% 

Marsfield.  Mo.,  special  road..  6% 


Par 

Value. 

$10,000 

10,000 

15,000 

25.000 

10.000 

5,000 

7.000 

3.000 

5.000 

16.500 

10.000 

5,000 

5.000 

lO.fJOO 

7.000 

10.000 

4.CH)0 

10.000 
10.000 
10.(K)0 
10.000 
9,000 


$340,788 
219,735 
236.136 
103.578 


Market 

Value. 

$9,500 

7,050 

14.062 

26.250 

10..500 

5.250 

7.350 

3.150 

5.250 

19.717 

10.200 

5.037 

5.000 

10.175 

7,000 

10,428 

4.000 

10.367 

10.208 

10.107 

10.133 

9,630 


Totals $541,500       $527,591 


MISCELLANEOUS:  Capital  stock  increased  by  unanimous 
vote  of  stockholders  from  $200,000  to  $300,000  and  same  paid  in 
in  cash  at  $150  per  share,  $50,000  of  proceeds  going  to  surplus. 
In  1913  capital  reduced  from  $300,000  to  $225,000  and  $75,000 
added  to  surplus. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  company 
operates  in  Ark.,  Cal.,  Colo..  D.  C.  III.,  Ind..  Kan..  La..  Mich.. 
Mo..  0.,  Tenn.,  Tex..  Utah  and  Wash. 
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AMERICAN  CENTRAL  INSURANCE  COMPANY,  St.  Louis,  Mo. 

IVeadent,  E.  T.  Campbell;  Vioe-PreaideDt  and  Seeretarv.  B.  Q.  Chapman.  Jr.;  Aasistant  Secretaries.  D.  E.  Monroe  and 

Conrad  Roeder.     Organised.  1853. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Ybab 

Assets 

Premiums 

Surplus 

Premiums 

Inoome 

Plud 

Dividends 

Expenses 

penditures 

Incurred 

1915 

$4,002,417 

11.760.191 

1963.335 

tll.987.943 

12.157.222 

tll.301.492 

1119.985 

S818.372 

12,239.849 

11.176.135 

IflU 

4.279.431 

1.755.322 

1.115.519 

3.691.776 

3.898.339 

2.175.640 

149.985 

1.484.276 

3,809.901 

2.2D0.731 

1913 

5.333.329 

3.002.064 

--5a801 

3.400,143 

3.599.443 

1.922.623 

119.985 

1.342.518 

3.385.131 

1.969.841 

1912 

5.439.503'      2,702.040 

404.349 

3,241.135 

3,468.085 

1.685.383 

240.000 

1.324.518 

3.249.901 

1,736.805 

1911 

5.471,662 

2,364.803 

855.872 

2.599.618 

2.854.242 

1,679.835 

260,000 

1,035.534 

2.975.369 

1,647,617 

t  Includes  171, 186  marine  premiums  and  $38,457  marine  losses.   — -  Excess  oi  liabilities  over  assets. 


Assm.  Die.  31, 1915. 

Mortcage  loans S25.000 

Bonds  and  stocks . . .  3.324.030 

Annuity  Rlty.  Stk . .  4.500 

Gash 279.979 

Agents'  balances ....  348,667 

Interest 39.269 


LuBiLTTixs.  Dbg.  31. 1915. 

Losses  unpaid 1240,673 

Unearned  pcems ....    1.760. 191 
Other  liabmtiee....        38.218 


Total $4,021,445 

Bf\.  dep.  OTer  liab . .        19.028 


Totalliabilitiee. 
Capital  paid  up . . 
Net  surplus 


$3,039,082 

1.000.000 

963.335 


Total  adm.  assets.  $4,002,417       Total $4,002,417 


Underwriting  loss,  $4,507;  investment  loss,  $12,506. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$841,863,890;  premiums  thereon,  $3,382,768;  marine  and  inland 
risks  in  force,  $1,931,822;  premiums  thereon.  $50,223. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$56,004,107;  ksses  paid.  $31,691,127;  dividends  deelarod.  cash 
$3,987,931. 

MORTGAGE  LOANS:  A  loan  of  $25,000  is  secured  by  part  of 
lots  4  and  5,  Graham's  sab-<fivision  of  the  Sulphur  Springs  tract, 
city  of  St.  Louis,  valued  at  $63,100. 

BONDS  AND  STOCKS  OWNED:  P^  Market 

Bonds.  Value.  Vahie. 

Alberta,  d.,  4H%,  1924 $15,000  $14,250 

Atlanta,  Ga..  sr.,  reg.,  4  H%.  1939 10.000  10.300 

Bowie  Co.,  Tex.,  rd.  dis.,  4H%.  1949 .. .  25.000  22.500 

Brandon.  Man.,  d..  4H%.  1942 25,000  20.500 

Calgwy.  Alberta,  d..  5%,  1933 15.000  13.350 

Can.  Pern.  M.  Corp.,  d..  4H%.  1918. . .  25.000  '    25.000 

Cumberland  Co.,  N.  C  f ..  5%,  1933 ... .  10.000  10.400 

Dona  Ana  Co..  N.  M..  f..  6%,  1925 10,000  10,000 

Enid.  Okla.,  stm.  sr.,  A  wat.  wks.,  5% 

1934 25,000  25.000 

Fort  William.  Ont..  d.,  4  H%,  1937 24,820  20.352 

Fort  William.  Ont..  d..  5%.  1934 1 1.000  9,790 

Fort  Worth.  Tex.,  r..  4%.  1941 9,000  7,920 

Henderson,  N.  C.  St..  5%,  1953 10.000  10.400 

Newberry.  S.  C.  se.  dis..  4H%.  1949. .. .  10.000  9.600 

N.  y.  Cy..  reg.,  4%,  1956 200.000  196.000 

Peirce  City.  Mo.,  f.,  6%,  1917 12.000  12.000 

Richmond.  Vs.,  imp.,  4^,  1940 50,000  47,000 

St.  Louis,  mun.  bg..  4}/i'7o,  1935 175,000  185,500 

Selkirk,  Man..  5%.  1945 500  400 

Selkirk,  Man..  5%,  1958 3.000  2.400 

Selkirk.  Man..  5%,  1959 1.500  1.200 

Toronto,  Ont..  d..  4%.  1949 26.766  2 1. 145 

Victoria,  B.  C,  d.,  4%,  1937 30.660  23.301 

Winnipeg,  Man.,  loc.  imp.  d.,  A%,  1928..  10.000  8.800 

A.,  T.  ft  8.  Fe.  ad.,  stp..  4%.  1995 25.000  21.750 

B.  A.  O.  P..  L.  E.  k  W.  Va.  Sys..  r.,  A%, 

1941 25.000  22,000 

Boston  A  Maine.  4H%.  1929 50.000  40.500 

Canadian  No.,  cq.  1  m..  412%.  1917. . . .  2.5.000  25.000 

Cent,  of  Ga..  cs.  m..  5^r,  1945 50.000  50.500 

Cent.  Pac.,  1  r..  4^0,  1949 25.000  22.500 

Chesa.  ft  0..  gn.  m.,  4h%.  1992 50.000  45.500 

Cheea.  ft  0.,  gn.  f.  ft  imp..  5%.  1929. . . .  25.000  24.750 

Chi.  Rys..  cs.  m.,  5^c,  1927 2.5.000  22.750 

Chi.  Rys.,  1  m..  5%,  1927 10.000  9.700 

Chi.,  Mil.  ft  St.  P..  d..  4%.  1934 25,000  23,000 

Chi..  R.  I.  ft  Pac.,  1  ft  r..  V'c,  1934 25.000  16.500 

Colo,  ft  So.,  r.  ft  ext.  m.,  4>  2'  c.  1933 . . .  15.000  12.900 

Col.  ft  St.  L.,  1  m..  4%,  1942 32.000  26.240 

E.  St.  L.  ft  Sub.,  N.  J.,  col.  tr..  5%.  1932  50.000  44.000 

Ft.  Worth  ft  Denver,  1  m.,  6*^-0  1921 . . .  25.000  26.500 

Ft.  Worth  ft  Rio  G.,  1  m.,  i^,  1928. .. .  26,000  16.750 
Houston  Belt  ft  Tm.,  1  m.,  gr.  s.  f.,  5%, 

1937 50.000  48,000 

ID.  Cent.,  1  ft  r.,  A%,  li>55 25.000  22,500 

111.  Cent..  St.  L.  Div.  ft  Tm.,  1  m.,  3%, 

1951 10.0CO  8.100 

Kanawha  ft  Mich..  2nd  m..  5^0  1927 . . .  25.000  24.750 

Kan.  Cy..  Ft.  Scott  ft  M..  r.,  4%.  1936. .  100.000  77.000 


BoMDe  AND  Stocks  Owmsb.—Coni. 

BoNDB. — Cont. 

Kan.  Cy.  Ry.  ft  Lt,  1  b.  r.,  ext.,  5%,  1913 

Kan.  Oy.  So..  1  m..  3%,  1950 

L.  S.  ft  Mich.  So.,  d..  4%,  1928^1 

L.  R.  ft  H.  S.  W..  1  m.,  4%.  1939 

M.  R.  ft  B.  T..  1  m.,  5%,  1931 

Mo..  Kan.  ft  Tex.,  1  ft  r..  4%.  2004 

Mo.  Pic.,  g.  In.,  4%,  1945 

Nor.  ft  West.,  div.,  1  In.  ft  gn.  m.,  4%., 

1944 

No.  Pic-Uit.  No.  Jt.  (d,  B.  ft  Q.  coi.) 
4%.  1921 

Ore.  S.  L..  r.,  4%.  1929 

R.  I.-Frisco  Tm.,  1  m.,  5%.  1927 

St.  Clair.  M.  ft  St.  L.  B.,  4%.  1951 

St.  L.,  I.  Mt.  ft  Son  un.  ft  r..  4%,  1929. . 

St.  L.,  I.  Mt.  ft  So.,  gn.  cs.  m.,  5%,  1931 

St.  L.,  I.  Mt.  ft  So..  1  m.,  r.  ft  g.,  4%, 
1933 

St.  L.  ft  San  Fran.,  r.. 


St.  L.  SwUm  1  cs.  m.,  A%, 


f.. 


/Of 


4%,  1951 

1932 

So.  Pac  1  r.  m.,  4%,  1955 

Tenn.  Cent.,  gn.  m..  5%.  1954 

Tm.  R.  R.  Assn..  St.  L..  gn.  m.  r.  s. 

4%,  1953 

Union  Depot.  1  m..  6%.  1918 

Union  Pwific,  cv..  4%.  1927 

United  Rys.,  1  gn.  m.,  4%,  1934 

Virginian,  1  m..  5%,  1962 

Western  Pac,  1  m..  5%,  1933 

Western  Md..  1  m..  4%.  1952 

WichiU  Falls  ft  Nwn.,  1  ft  r.  m.,  5%.  1940 
Annuity  Rlty..  St.  L..  pt.  ctf..  5%,  1952. 
Consumers'  Pow..  Micn^  1  In.  ft  r. 

1936 

Cumberland  C.  ft  C,  Jersey  City.  N.  J., 

pr.  In..  6%,  1913 

Cumberland  C.  ft  C,  Jersey  City.  N.  J., 

pr.  In.  sub 

Frisco  Annex  Realty,  1  m.,  5^(^  1928. .. . 
Klnloch  Long  Dis.  Tl.,  1  m..  5%,  1929. . 

Lincoln  R.  E.  ft  Big..  6%.  1923 

Mo.  El.  Lt.  ft  Pow.,  2nd  m.,  6%,  1921. . 

Mortmge  Bond,  N.  Y..  4%,  1966 

Pac.  Tl.  ft  Tg.,  1  m..  5%.  1937 

Ry.  Ex.  Big..  St.  L.,  1  m.,  5^1,,  1952. . . . 
So.  Bell  Tl.  ft  Tg.,  1  m.,  s.  f.,  5*^r.  1941.. 
Underwriters'  Big..  N.  Y..  1  m.,  5^c.  1928 

Wright  Big..  St.  L..  5%,  1931 

Stocks. 

Nor.  ft  West.  Ry.,  com 

X  enna.  K.  iC 

Boatmen's  Bk,  St.  L 

Mechanics- Amer.  Nat.  Bk.,  St.  L 

Mercantile  Tr.,  St.  L 

Nat.  Bk.  of  Commerce,  St.  L 

St.  Louis  Un.  Tr 

Third  Nat.  Bk.,  St.  L 

Hargadine-McKittrick  D.  G.,  St.  L 

Laclede  Gas  Lt.,  p.,  St.  L 

Laclede  Gas  Lt.,  com..  St.  L 

Union  Sand  ft  Mat.,  St.  L 

Totals  (book  value,  $4.127,309) 


Par 
Value. 
$25,000 
10,000 
25,000 
30,000 
30.000 
75,000 
50,000 

10,000 

25.000 
10.000 

saooo 

38.000 
75.000 
25.000 

50.000 
67.000 
50.000 
50.000 
233.000 

25.000 
50,000 
15.000 
50,000 
25.000 
25,000 
25.000 
25,000 
27.000 

25.000 

20.000 


55.000 
49,000 
75,000 
88.000 
25.000 
25,000 
41.666 
50.000 
20.000 
75,000 

40.000 

82.500 

10.000 

6.800 

10.000 

351.100 

20.000 

25.000 

50.000 

5.700 

1.100 

30.000 


Market 

Value. 
$22,750 
7,000 
23,750 
2U00O 
29,400 
39.750 
21.500 

9,000 

2i500 
9,300 
44.000 
28,600 
56.250 
25,500 

35.000 
48.910 
33.000 
46,000 
69.900 

21.750 
51.000 
13,950 
32.000 
24.500 
8,250 
18,250 
13,750 
24.300 

24,000 

12.000 

14.000 
51,700 
45,570 
75,000 
92,400 
19,000 
25.000 
31,250 
50,000 
20.000 
09.750 

48.800 
98,175 
15.100 
17.6«0 
34.400 
351.100 
70.200 
59,000 

5,187 

1.155 

22.200 


$3,827,113  •$3,392,726 


^Securities  as  per  Company's  valuations:  this  item  in  Assets  is 
based  on  Ins.  Dept.  valuations. 

MISCELLANEOUS:  Capital  increased  in  1901  from  $600,000 
to  $1,000,000.  and  in  1906  to  $2,000,000.  In  1914  capital  reduced 
from  $2,000,000  to  $1,000,000  and  $1,000,000  added  to  surplus. 
Stockholders  contributed  $949,670  to  surplus  in  1906.  Con- 
flasration  losses:  Chicago.  1S71.  $300,000;  Boston,  1872,  $20,000; 
Baltimore.  1904.  $172,405;  San  Francisco.  1906.  $1.610.h03. 
Values  of  special  depomts:  Ga.,  $10,300;  Can..  $160,490;  K.  M.. 
$10,000;  Vs..  $47,000;  N.  C.  $20,800. 

DIRECTORS:   John  F.  Leo.  Edw.  T.  Campbell.  George  L. 
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AMERICAN  CENTRAL  INSURANCE  COMPANY,  St.  Louis,  Mo.— Continued. 


EinidL  W.  A.  Bfedsett.  0.  H.  Peekkftm,  Thos.  Wright,  E.  K. 
LodiaitoB.  M.  IL  Annstrang,  F.  G.  Zeibic.  A.  H.  Rdlar,  Harry 
E  HMairier,  I.  IL  LioDberaer,  R.  McK.  J<uiee. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  H.  Taylor. 
^saltgnt.  Utka,  N.  Y..  for  W.  N.  Y.;  James  N.  Brown,  apedal 
a&tt,  St  Lorn,  Mo.:  E  S.  MerriU,  Behidere,  HL  apedal  agent 
fv  Nol  m^-  Bert  C.  Bobb.  ipedai  agent,  Decatur.  Ul.,  for  So.  111.: 
&.  L  MtHattoB.  qwebl  agent  for  IncL,  Indianapolii,  Ind.;  0.  A. 
MflRJs.  ipceal  egent.  JacksonTiUe.  111.,  for  lU.  and  Ind.;  J.  C. 
Kapdale;  State  annt,  and  A.  A.  hleyer,  nedal  agent,  Milwaukee, 
Wis.,  fcr  Wk  a^  No.  Mieh.:  Cfaas.  G.  Batea.  State  agent,  Min- 
BopoliB.  MbuL.  for  Minn.;  C.  B.  Sheppard.  Detroit,  Mieh., 
«iedal  taeat  for  So.  Mieh.;  A.  C.  Speed.  State  agent,  Cohim- 
ioi  0^  lor  0.;  L  A.  RieDoaan,  State  agent.  Dee  Moinea,  la.,  for 
k:  0.£.  Seen.  Sioaz  FaDa.  8.  D.,  special  agent  for  S.  D.  and  N.  D. 
L  C.  Bfter.  apedal  agent,  HazrodsburE,  Ky..  for  Ky.;  L.  B. 
Uiih  A  Co,  seaeral  agents  for  Ark.,  Uttle  Rock,  Ark.;  R.  W. 
I^bfii^  BBcial  agent,  NarinriDe,  Tenn..  for  Tenn.;  Wm.  B.  Ham- 
Booi  Sate  aont,  and  G.  P.  Hanunond,  apedal  a^at,  Harria- 
bv&  Fi.,  for  E.  Pa.,  N.  J.,  Md.,  D.  C.  and  Dd.;  W.  C.  Perry. 
qnal  ageat,  Ffttabin.  Fk..  for  W.  Pa.  and  W.  Va.;  H.  R.  Tyler. 
malaaai.  Bmira,  N.  Y.,  for  E.  N.  Y.;  M.  R.  Annstrong,  specy 
ifBK.  Kaaaaa  City.  Mo.,  for  W.  Mo.;  J.  C.  Chase,  Shelbina, 
Me.  apedal  agent  £ar  £.  Mo.;  Sam  F.  Woohni,  State  agent, 
fehita,  EaasM.  for  Kansas  and  part  of  N.  M.;  L.  P.  Terhnne, 
nJ  teat  for  Cob.,  Wyo.  and  Neb.,  and  part  of  N.  M.;  H. 
I.  Riaaan,  apedal  agent,  Oklahoma  City,  for  Oklahoma;  C. 
H.  Gtt&tf,  managff.  Southern  department,  Atlanta,  Ga.,  oom- 
pniaf  Ga.,  Fk..  Va.,  N.  C,  8.  C,  Ala.  and  Misa.;  L.  T.  Miller. 
Mkat*.  Ga^  ageoey  saperintendent  for  Ga.  and  Va.:  W.  W. 
^tk,  Ral^  N.  C  State  agent  for  N.  C.  and  W.  N.  H.  Smith. 
Hkki^  N.  C.,  apedal  agent  for  N.  C;  A.  F.  Ixby,  Atlanta,  Ga., 


special  agent  for  Ga.;  Edw.  Hunt.  New  Orleans.  La..  q>edal 
agent  for  Mtas.;  Ed.  M.  Hafer,  Mont«»nery,  Ala..  q)eeial  agent 
for  Fla.  and  Ala.;  J.  G.  Billiard.  55  John  st..  New  York  City, 
Metropohtan  department.  Pfedfic  Coast  department:  Christen- 
Boi  A  Goodwin,  managers,  San  Frandsoo,  Ual..  for  CaL,  Wash. 
Ore.,  Aria.,  Utah.  Mont.,  Ida.,  Nev.,  Hawaii,  Alas,  and  B.  C. 
R.  Ddappe,  San  IVandsoo.  Cal.,  for  northern  and  central  Cal., 
Geo.  T.  Gray.  Berkeley,  Cal.,  for  No.  CaL,  and  Cent.  CaL  and  Coast 
and  Bay  Cos. ;  R.  B.  Fbck  and  Richard  N.  Loucks,  Jr.,  Los  Angelea. 
Cal..  for  So.  Cal.  and  .4ria.:  W.  F.  Zwiek.  SeatUe.  Wash,  for  W. 
Wash,  and  W.  B.  C;  W.  A.  Frader.  Spokane.  Wash.,  for  E.  Wash., 
No.  Ida.  and  E.  B.  C;  Fred  Tebben,  Portland.  Ore.,  for  Ore.; 
L.  L.  Dibble,  Boise.  Ida.,  for  So.  Ida.  and  Utah;  J.  B.  Fritschi, 
Hdena.  Mont.,  for  Mont.;  J.  C.  Crooks.  Stockton.  CaL.  for 
Sacramento  and  San  Joaquin  VaDevs  ana  Mountain  distriotSr 
to  the  east  and  Nev.  New  England  department:  Simpson.  Camp- 
bell A  Co..  managers,  111  Milk  St..  Boston,  Mass.;  Hu^  T.  Camp- 
beUjgeneral  agent,  Boeton,  Mass.,  for  Conn.,  R.  I.,  Maaa.,  Me., 
N.  H7  and  Vt.;  W.  N.  Burgeas,  Boeton,  Maaa..  special  agent  for 
Me.,  N.  H..  and  Vt.;  H.  C.  Snrdell,  New  Haven,  Conun  special 
agent  for  Conn.;  J.  W.  Cooke.  Pt-ovidenoe,  R.  I.<  special  agent  for 
R.  I.;  E.  T.'CampbeU.  Jr..  H.  L.  Havens.  F.  L.  Powers  and  J.  B. 
Kirkpatriok.  Boston,  Mass.,  special  agents  for  Mass.:  P.  J.  Kane, 
spedal  agent  automobile  department  for  New  Enmnd.  Tens 
oqiiartment:  Cravens  A  Cage,  managers,  Houston,  Tex.,  for  Tex. 
and  La.;  special  agents  for  Tex.:  L.  B.  Laubenheim,  Houston,  Tex.; 
R.  G.  Deacon,  San  Antonio,  Tex.j  £.  J.  McCuUough,  Fort  Worth, 
Tex.;  H.  C.  Crim,  Dallas.  Tex.;  J.  C.  Roberts.  Waco.  Tex.;  Quin- 
hn  Adams,  Houston.  Tex.;  M.  K.  Collie,  Houston,  Tex.;  Bates 
Reed,  Victoria,  Tex.;  Sam  0.  Smith,  Houston.  Tex.;  John  Burke, 
adjuster,  Dallas.  Tex.  Company  operates  in  all  States  of  the 
United  States  and  in  Canada. 


AMERICAN  DRUGGISTS  FIRE  INSURANCE  COMPANY,  Cincinnati,  O. 

IVeddent,  Charies  H.  Avery;  Secretary,  Frank  H.  F^eericks.    Organised.  1007. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Looaes 

Keu 

AiKte      IVammns 

Surplus 

IVemiums 

Income 

Psid 

Dividends 

Expenses 

penditures 

Incurred 

HIS 

t4I7.»7         $73,485 

1138.266 

1130.123 

S153.716I 

$40,616 

$18,000 

$54,131 

$112,747 

$37,323 

isu 

373.792           «5,5<M) 
252.664           57.666 

102,718 

124,551 

138.245 

42.704 

18,000 

46,228 

106,082 

41.121 

m 

88.300 

1 10.107 

122.8111 

41,003 

18,000 

43,857 

103,850 

37.170 

.?Ii 

30.907           48.462 

74,075 

03,463 

105,002 

42.264 

18,000 

34.702 

05.056 

46,558 

Itil 

322,176           41.976 

75,031 

81.048 

62.694 

18.240 

16.000 

31,207 

65.456 

10,130 

^    A3sri.Dbc.31.  1915. 

J'l* $380,452 

C«        22,080 

Af-'baiaases  ...         18,580 

l^^w 5.439 

'.tkraiwi...   ....  54 


LiABiLrma,  Dec.  31, 1015 

Lomes  unpaid $1,012 

Unearned  prems 73.485 

Other  liabOidca.. .. .  4.194 


-^  .  

*r-w«Bab. 


$426,605 

8.748 


Total  lialKlities $79,501 

Capital  paid  up 200,000 

Net  surplus 138.266 


^^»^savts.     $417,857       Total $417,857 


r:.iffvmB)g  pkAU  $38,559;  investment  profit,  $15,320. 

HI-'Es  AXD  PREMIUMS:  Fire  risks  m  force.  December  31, 
U.^ili»,  jrantnma  thereon,  $145,942. 

Sr>IN-E33  5ixcEORG.ANIZAT10N:     Premiums   received, 
*^i^M:  kma  paid,  $223,844:  dividends  declared,  cash,  $100,000. 


BOSDS  OWNED: 


V''G««r,J<^,  1918 


B«tfeta£».  0,  r..  A^^r't .  1935 

e^r^te,  C  Ba.  A  s»„4h*X'  1918-19 
;r'«-fj,r..4''^1916 

ak?4JB.  0„  scfe,  4»-3^r.  1925-31 

'>^w.  0,  St.  anp.1  5^  l-  1918-21 

:30sai,  0.,  riL,  6*,c.  1918-34 

•"--utl  0,  tr.  ar,  4*^>,  1932 

[.^z^-x  0^  Tdt.  m^  Vu  1950 

•naaa  O..  a,  f,  3i,<~^,  19.K2 

y^-mat, 0,  ww.reg.,  3} 2't-  1945. ... 

•^aaad.  0,  «.  bsp.  reg^  3W/c.  1927. 
,'*-iff*0-^r-3hrc.l»56 

'"-Iwi  0,  dr.  ry,  4*:<,  1018 

■"•Uii  0,  ST.  reg.,  5^0  1922 

^•^•^  Oa  «,  4H*^c  1930 

U^iaai  0.  pk.  reg.,  4ro  1924 


Par 

Market 

Value. 

Value. 

$10,000 

$10,055 

4.000 

3.008 

4.000 

4.004 

25.000 

26.011 

2.000 

2.020 

10,820 

10.066 

7.000 

6.081 

6.000 

6.231 

3.280 

3,375 

2.000 

2,141 

3.000 

2,094 

6,000 

5.944 

2,000 

1.783 

3.000 

2,679 

11,000 

10.415 

2.000 

1,804 

I.OOO 

1,000 

10.000 

10,568 

10.000 

10.224 

13.000 

13,124 

Bonds  Owmm. — Corit. 

Cleveland,  0.,  wrw.  rcg.,  4%.  1020 

Cleveland,  0..  pg.  stn.  reg..  4%,  1025. . . 

Cleveland.  0^  ar.,  4%,  1025 

Clevebnd,  0..  pk..  4%,  1017 

Columbus,  0.,  sch.,  3^%,  1021 

Columbus.  0.,  St.  4%.  1916 

Conneaut,  0.,  at.  4^^%,  1016-18 

Cuyahoga  Co.,  0.,  rd.,  4H%.  1918 

Cuyahoga  Co.,  0.,  pub.  bldg.,  4%,  1916. 
Cuyahoga  Falls,  0..  el.  It.,  5%,  1916-26.. 
Dorchester  Co.,  S.  Ca.,  sch.,  67c.  1932.. . 

Geneva,  0.,  ww.,  4%,  1930 

Hamilton,  0.,  ww.,  4%,  1926 

Hamilton,  O.,  r.,  3  9-10%,  1931 

Hartwell.  0.,  sw.,  5%.  1921-22 

Lorain,  0.,  rr.  imp.,  4%.  1953 

Lorain,  0.,  riv.  imp.,  4%.  1964 

Lorain  Co.,  0..  br.,  4^%.  1917 

Manchester,  0..  el.  It.,  5%,  1931-38 

Middletown,  0..  sch..  4»  2''c.  1916-20. . . . 
Middlctown,  0..  sch.,  4»  2^^.  1921-22. . . . 

Napoleon.  0..  sch.,  4%,  1923 

Newark,  0.,  st.  43  2^^,  1916-22 

Newark,  0.,  ww.,  44%.  1929 

Newark,  0..  ww.,  4}.^%,  1930 

Norwood,  0.,  imp.,  Ah'^l,  1916-18 

Norwood,  0.,  sr.  cstr.,  4' 2%,  1925 

Oklahoma  City.  Okla.,  r.,  5%.  1927 

Piqua,  0..  r..  3'.  2%.  1925 

Richwood.  0.,  st.,  412%,  1921 

Richwood,  0.,  st.,  4^2<  r.  1922 

St.  Mar>'A,  0..  sr.,  4%.  1936 

Rcio,  0..  St..  43  2%.  1921-26 

Scio,  0..  at..  41 '/; .  1927-28 

Springfield,  0.,  imp.,  5%,  1916 

Tiffin,  0..  r,  4%,  1916 

Vennillion,  0.,  ww.,  5%.  1918-22 

Vermillion,  0.,  ww.,  5^:;,  1923 

Wauaeon,  0.,  sch..  4'  2' ^,  1916 

Wellington,  0.,  st..  bVc,  1923 


Par 

Value. 

Sl.OOO 
2,000 
5,000 
3,000 

30,000 
2,000 

12.000 
8,000 
6,000 
5,500 
1,000 
4,000 

10,000 

25,000 
1,000 
2,000 
5.000 
4,000 
4.000 
5.000 
4,000 
3,000 
7,000 
1,000 
4,000 
1,675 
500 
3,000 

21.000 
2,000 
3.000 
3,000 
5,000 
2,500 
500 

25,000 
8,000 
1,000 
2,000 
1,000 


Market 

Vahie. 

$998 

2,000 

4.978 

3,000 

29.843 
2,000 

12.053 
8,092 
6,000 
5,688 
1.119 
4.000 

10,181 

24.549 
1.050 
2,000 
4,987 
4.033 
4.460 
5.037 
4.067 
3.000 
7,078 
1,048 
4,205 
1,684 
518 
3,247 

20,819 
2,036 
3.059 
3,033 
5.163 
2,617 
502 

25,027 
8,243 
1.040 
2.005 
1.063 
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BoHDe  OWOTB).— CoiU. 

Par 

Market 

Boiroe.— Con/. 

Value. 

Vahie. 

West  MUton.  0..  ach.,  4H%,  1940 

11.000 

11.076 

West  MUton.  0.,  ach..  4^%.  1041-42. . . 

4,000 

4.318 

Totals  (book  value.  $877. 168) |373.n5      1377,160 


AMERICAN  DRUGGISTS  FIRE  INSURANCE  COMPANY.  Cincinnati,  O.—ConHnued. 

Kene.  Indianapolis:  Kansas,  A.  0.  Rosser.  Topeka;  Eeatudcy. 
Simon  N.  Jones.  Louisville;  Massaohuetts,  L.  Q.  Hrinrits,  Holy- 
oke;  Michigan,  J.  W.  Seeley.  Detroit;  Minnesota,  Chas.  n. 
Huhn,  Minneapolis:  Miasottri.  B.  CJHucer  ,dt.  Louis;  New  Jersejr. 
Chas.  M.  Butcher,  Camden;  New  York,  Dr.  Wm.  C.  Anderson, 
Brooklyn;  Ohio.  A.  D.  Wells,  Cincinnati;  Pennsylvania,  Walter 
Rothwell,  Hatboro;  Rhode  Island,  Emi!  S.  Blumenkrans,  Provi- 
dence; South  Carolina.  A.  A.  Coleman,  Greenwood;  Tennessee, 
Saml.  C.  Davis,  Nashville;  Texas,  B.  H.  Hill  Dallas;  Vennont, 
Welcome  B.  Eastman,  St.  Johnsbury;  Washington,  C.  R.  Redding. 
Seattle;  West  Vinnnia,  Q.  0.  Young,  Buckhannon;  Wisconsin, 
E.  B.  Heimstreet,  nUmyra;  Califorma,  B.  C.  Ansley,  Los  Angeles; 
Maine,  H.  E.  Ring,  Yarmouthville;  New  Hampshire,  S.  Howtfd 
Bell,  Derry;  Cokndo,  F.  W.  Cotton,  Denver;  Iowa,  J.  H.  Axt, 
Ft.  Madison;  Nebraska,  J.  O.  MoBride,  Universitir  Place;  North 
Dakota,  E.  H.  Mattingly.  Jamestown;  Delaware.  Thomas  B.  Cart- 
mell,  Wilmington;  District  of  Columbia,  Chas  J.  Fuhrmann,  Wash- 
ington. The  company  operates  in  Cal.,  Colo..  Conn..  Del..  D.  C.. 
Ga..  111.,  Ind.,  la.,  Kui.,  Ky.,  La.,  Me.,  Md.,  Mass.,  Mich..  Minn., 
Mo.,  Neb..  N.  H..  N.  J..  N.  Y..  N.  D.,  Ohio.  Ore..  Pa..  R.  I.,  S.  C. 
Tenn.,  Tex..  Vt.,  Wash.,  W.  Va.,  and  Wis. 


MISCELLANEOUS:  The  company  was  orntnixed  and  com- 
menced business  m  1907  with  a  paid-up  capital  of  1100,000,  in- 
creased in  1008  to  1150.000  by  cash  payments,  and  in  1009  to 
1200.000  by  cash  pa>inents.     In  1908,  110,000  was  realised  as 

Jremium  on  new  stock  sold,  and  in  1909.  $25,000.    Deposit  in  Oa.. 
10.100;  in  S.  C,  110,000. 

DIRECTORS:  Chas.  H.  Avery.  L.  G.  Heinrits.  James  H.  Beal. 
Wm  C.  Anderson.  G.  0.  Young.  A.  0.  Zwick,  Lewis  C.  Hopp, 
Walter  Rothwell.  Geo.  B.  Kauffman,  M.  S.  Kahn,EJB.Heim8treet, 
Frank  H.Freericks,  Simon  N.  Jones.  John  D.  Muir,  E.W.Stucky. 

HELD  MEN  AND  TERRITORY  COVERED:  State  agents: 
Connecticut,  Herbert  M.  Lerou.  Norwich;  Georgia.  Ben.  S.  Per- 
sons, Macon;  Illinois,  Chas.  H.  Avery,  Chicago;  Indiana,  B.  M. 


AMERICAN  EAGLE  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y, 

President,  Henry  Evans;  Secretary,  Ernest  Sturm.    Organised,  1915. 


YiAR!     Assets 


Unearned 
Premiums 


1915  '  S2.373.908!       $116,906 


Net 
Surplus 


Net 
Premiums 


.1- 


Total 
Income 


LoRses 
Paid 


Dividends 


$1,087,5191      t«l23.452,  •$1,183,757] 


t$987, 

Includes  $1,000,000  surplus  paid  in.    f  Includes  $763  mar.  prenu.  and  $3  mar.  l 


Expenses 


$42,642 


ToUl  Ex- 
penditures 


Losaes 
Incurred 


Assets,  Dec.  31.1915. 
Bonds  and  stocks...  $2,297,984 

Cash 51,892 

Agents'  balances ....         73. 106 

Interest 8.936 

Other  a8«ts 175 


LuBiUTiBa.  Dec.  31, 1915. 


Total $2,432,093 

Spl.  dep.  over  liab.  .        58,185 


LoHSM  unpaid. 
Unearned  prems. . 
Borrowed  monpy . 
Other  liabilities. . . 

Total  liabilitic!>. 
Capital  paid  up . . 
Net  surplus 


$7,743 

116.906 

155.000 

6.740 


Total  assets. 


$3,373,908        Total. 


$286,389 
1,000.000 
1.087.519 

$2,373,908 


Underwriting  loss,  $46,519;  investment  profit,  $194,422. 

RISKS  AND  PREMIUMS:  Fire  risks  in  for'^.  December  31, 
$15,410,580;  premiums  thereon,  $126,842;  marine  and  inland 
risks  in  force,  $26,606;  premiums  theroon.  $798. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$123,452;    losses  paid.  $987. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 
Buncombe  Co..  N.  C.  r.  s.  f.  c.  5%.  1935 
Lee  Co.,  N.  C,  hy.  imp,  c,  5%,  1955. 
N.  Y.  CyM  cs.  stk.  dock.  t.  ex.  reg. 

1923 

N.  Y.  Cy.,  cs.  stk.  dock.  tx.  ex.  g.  reg. 


3  or 
/0> 


3H%.  1927. 


Petersburg,  Va.,  pub.  sc.  s.  f.  g.  c,  4H 


1954. 


c/ 

'Of 


Rome.  Ga.,  mun.  bldg.  s.  f.  g.  reg.,  4 
1932-33 

B.  k  0.  R.  R.,  n.  g.  c,  iM%,  1918 

Chi.,  M.  4  St.  P.  Ry.,  deb.  cv.  g.  c,  4?  2%, 
1932 

Col.  k  si).  Ry..  i  m.  g.  c..  4%.  i  929 ! . ! . 

No.  Pac.— G.  No.,  jt.  C.  B.  k  Q.  col.,  g. 
C,  4%.  1921 


Par 

Value. 

$10,000 

10.000 

95.000 

125,000 

50,000 

10.000 
25,000 

25.000 
30,000 

50.000 


Market 
Value. 

$10,400 
10.500 

87,400 

117.500 

50,000 

9,400 
25,250 

25.750 
27.300 

49.000 


Bonds  and  Stocks  Owned. — CotU. 

Bonds.— Con/. 

Amer.  Can.,  s.  f.  deb.  g.  c,  5%.  1928. . 

Amer.  Smelters  Sec.,  deb.  s.  f.  cv.  g.  c, 

6%,  1926 

Chile  Copper,  col.  tr.  cv.  g.  c,  7%,  1923 

Gn.  Rubber,  n.  deb.  g.  c.  5%,  1918 

111.  Steel,  deb.  g.  c.  Vn^rc  1940 

Liggett  k  Myers  Tob.  Co.,  deb.  g.  c. 


vTc.  1944 


7^c^  1944 


'O1 


1940 


P.  Lonllard.  deb.  g.  c 

Rep.  Iron  k  Steel,  s.  f.  m.  g.  c 

U.  Fruit,  n.  g.  c,  5%.  1918 

Stocks. 

Atch.,  Top.  k  Sa.  Fe.  Ry.,  com 

Atl.  Cat.  L.  R.  R.,  com 

Bklyn.  Rap.  Tran 

Gt.  No.  Ry.,p 

Un.  Pac.  K.  H.,  com 

Amer.  Can.,  N.  J.,  p 

Amer.  Cotton  Oil,  N.  J.,  p 

Amer.  Smelters  Sec.  Co..  N.  J.  p.  aer.  A . 

Amer.  Smel.  k  Ref.,  N.  J.,  com 

Amer.  Tob.  N.  J.,  p 

Continental  Can.  Inc.,  N.  Y.,  p 

Montana  Power,  N.  J.,  p , 

U.  S.  Rubber  Co.,  N.  J.,  1  p 

Willys-Overland,  0.,  p , 

Willys-Overland,  0.,war.  sub 


$43.6291 


$8,730 


Par 

Market 

Value. 

Value. 

$50,000 

$49,000 

50.000 

57.000 

25.000 

33,750 

50.000 

50.000 

75.000 

68.250 

9.000 

11,250 

6.000 

7,440 

50.000 

48.500 

20.000 

20,000 

100.000 

108,000 

100.000 

116.500 

250.900 

223,750 

50.000 

63.500 

100.000 

141.000 

2.50.000 

284.375 

30,000 

29.400 

100.000 

92.500 

100.000 

108.000 

100.000 

108.500 

50.000 

53.875 

40.000 

43.900 

100.000 

109.000 

50.000 

56.875 

35.700 

714 

ToUls  (book  value.  $2.279.504) $2,220,700    $2,297,579 

MISCELLANEOUS:  Deposits:  Ga.,  $9,600:  N.  C,  $20,300; 
Va.,  $49,000. 

DIRECTORS:  Sumner  Ballard,  Geo.  W^.  Davison.  Henry 
Evans,  W.  R.  Herrick.  M.  E.  Infalls.  G.  E.  Kline.  J.  E.  Lopf», 
F.  R.  Millard.  Albert  Rathbone,  J.  J.  Riker.  J.  W.  Robb,  David 
Rumsey,  Ernest  Sturm.  ' 


AMERICAN    AND    FOREIGN    MARINE    INSURANCE    COMPANY, 

New  York,  N.  Y.lf 

Prmident.  W.  L.  H.  Simpson;  Secretary,  John  E.  Hoffman.    Organised.  1896. 


Unearned 

Net 

Net 

Total      , 

Losses 

1  Total  Ex- 

Loracfl 

Year      .Assets       Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses   1  penditurcs 

Incurred 

1915  1  $1,362,288          $67,067 

$720,272 

$327,770; 

$379,426 

$142,016 

$30,000 

$61.0651       $233,081 

$198,886 

1914       1.218.724            61.462 

692.4a5 

251.819' 

298.0821 

79.82S 

30.000 

53.472          163.300 

147,655 

1913       1.092.225           48.294 

691.870 

151.841, 

193.797; 

59.329 

21.000 

40.863 

127.192 

44,672 

1912       1.065.524'           50.174 

623,934 

146,562 

1S4.643 

42.77i 

21,000 

40.783 

104,557 

28.050 

1911          992.729'           33.203 

.'iOo.799 

178.869 

212.915 

81.329 

21,000 

38.133 

140.46^ 

91.716 

I'Transacta  marine  and  inland  transit  insurance. 
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AMERICAN  AND  FOREIGN  MARINE  INSURANCE  CO..  New  York,  N.  Y .-^Continued. 


Dmc.  31  1915. 


LuBiumB.  Dk.  31. 1915 


BonfaMd 


$1,270,954    LoflMBimiMud 1175.731 

103,833    Unearned prcmi....        67.067 
2,526    OUwrlmbifitiM....        99.218 

10.634  

1.043       Total  liabilities...     8342,016 
Capital  paid  up 300.000 


^L  dcpu  ow 
Total 


81.388.990    Netaurphis 720.272 

26.702 


SI.362.288       Total $1,368,288 


profit.  $11,071;  investment  profit,  $47,030. 

RISKS  AND  PREMIUMS:  Marine  and  inland  rkks  in  foree, 
T>rrwhiT  31.  $19,829,583:  ptemiums  thereon.  $111,977. 

BUBINiSS  SINCE  ORGANIZATION:   Premiums   reoeived, 
82441.907:    looses  paid.  $967,819;    drridends  dedared. 

Msuxn 


BGHDS  AND  STOCKS  OWNED: 
Bomft. 

Te>k.ea.rec4%,  1961 

York,  ref ,  3%.  19504. 


Mew  York,  n^  4%.  1958. 

Akaay.  N.  YVre*.  r.  imp..  iH%,  1856 

Bofafai  N.  Y,  res.  mi^iyi%.  1934. . . . 

^em  YoA,  rOL  g^  3H%.  1928-9 

Snaene,  N.T,  n^  pk..  4H%.  1923-33 

B  A  0.  R.  R.  1  m.  reg.,  4%.  1948 

C.  R.  R,  N.  J.  fD,  m.  r€«.  g,  &%,  1987 
Ck,  Ml.  4  St.  P.  Ry^  gn.  m.  rec.  g., 

4H«;^I9W 

Dfeb^A  H.  Col.  1  r.  m.reg^  4%.  1943... 


Far 

Market 

Value. 

Value. 

866.000 

867.980 

60.000 

59.400 

100.000 

103.000 

50,000 

52.500 

50.000 

53.000 

75.000 

70.500 

49.315 

51,214 

25.000 

23.000 

5.000 

5.900 

30.000 

30.900 

80,000 

77.600 

BoiiM  AMD  Srocn  Owmn.— Conf . 

BONM.— CofU. 

L.  S.  A  M.  So.  Ry.,  t^.  g.,  4%.  1931 .. . 

Lehigh  VaL  Tm.  Ry..  1  m.  g,.  5%,  1941. 

L.  A  N.  R.  R.,  1  m.  (P.  A  M.  Div.),  4%, 
1940 

Mil.,  8.  A  Nwn!  Ry..  1  m.  rag..  4%.  1947 

N.,  P.  A  8.  Ry..  I  m..  5%.  1937 

Portland  Tkn..  (Me.).  1  m.  reg.  g..  4%, 

1961 

St.  L..  P.  A  Nwn.  Ry..  1  m.  reg.  g..  5% 

1948 

St.  P.  fi.  Od.  Tk.  Ry..  1  m.  r«.  g..  4H% 

1947 

Stocu. 

Albany  A  Sub.  R.  R.,  p 

Clevebnd  A  Pitts.  R.  R..  gr 

111.  Cent  R.  R..  I L  gr 

Morris  A  Essex  R.  R..  p 

N.  Y.,  Laeka.  A  W.  R.  R.,  p 

Pitts.,  Pt.  W.  A  Chi.  Ry.,  p 

Un.  N.  J.  R.  R.  A  Cn..  p 


Par 
Vahe. 
850.000 
45.000 

Market 

Vahia. 

$47,500 

49.060 

3.000 

75.000 

8.000 

2.610 

68450 

8.400 

20.000 

18.400 

50.000 

58,500 

20.000 

19,600 

10.000 
39.460 
127  JWO 
8.950 
10.700 
60.800 
41,300 

26.500 
59.820 
102.000 
15,125 
12.788 
97,888 
94,577 

Totals  (book  value  $1.350.186) $1,160,015     $1,270,954 


MISCELLANEOUS:  This  oompamr  was  orguised  by  partial 
oonnected  with  the  British  A  Fordpi  Marine.  Oipitalinoreasedia 
1910  from  $200,000  to  $300,000.  Conlkgratton  kisses:  Baltnnon. 
1904.31.250.    Vahie  of  special  depoat  in  Canada,  $26,780. 

DIRECTORS:  W.  A.  W.  Burnett.  William  Gow.  of  Uvcrpool. 
John  E.  Huffman.  F^ank  Qair  Maoomber.  Cliarles  E.  Mather. 
James  H.  Post,  W.  L.  H.  Simpson.  A.O.Thacher.  E.  F.  BeddaD. 
W.  A.  Jamison.  Walter  B.  Polloek,  Cecil  F.  ShaUeross. 


AMERICAN  EXCESS  FIRE  AND  MARINE  INS.  CO.,  New  York,  N.  Y. 


Prendent.  Fmley  J.  Shepard;  Secretary.  AnoeH  H.  Ball. 


Tki  rrmpmnj  has  been  in  process  of  organiation  nnoe  1914. 
h  its  iaeuipufatinn  pajwrs  it  propoaes  to  write  inaiiranee  and 
riiMimin  cm  fire,  manne  and  automobile  risks,  with  a  proposed 
cieiml  of  $1^000.000.  Among  the  directors  are:    Emile  Utard. 


Albert  Plant,  Chas  L.  Bemheimer.  Finlev  J.  Shepard.  William  H. 
Gibson.  Anoeli  H.  Ball  F.  S.  Munger.  C.  B.  Rogers,  F.  E.  Barboor. 
D.  DeW.  Smythe.  M.  K.  Hart,  Julius  H.  Cohen  and  A.  E.  Steven- 
son.   The  company's  address  is  15  Broad  St.,  N.  Y.  Cy. 


AMERICAN  MERCHANT  MARINE  INS.  CO.,  New  York,  N.  Y. 

T^  eoBopaaiy  was  incorporated  ear^r  in  1916  with  a  proposed  business.  Among  the  incorporators  are  Howard  K.  Wood.  Samuel 

itol  of  $200,000  to  transact  an  ocean  and  inland  marine  B.  Howard,  Joseph  F.  Curtin.  Anselm  P.  Anderson.  Iiarry  D. 

also  to  write  all  automobile  risks  excepting  personal  McMillan.  John  P.  Fritta,  A.  C.  Harrigan, William  Winter,  Jr., 

Am  y«t  the  organixation  has  not  been  completed  and  it  Michael  J.  Maher.  Joseph  P.  Lee.  Frank  M.  Artley  and  Peny 

just  what  the  company  will  commence  writing  H.  Hasbrouck. 


AMERICAN  NATIONAL  FIRE  INSURANCE  CO.,  Columbus,  Ohio 

Plreodent.  John  W.  Zuber;  Secretary,  Lloyd  M.  Richards.    Incorporated.  1014. 


Ttii  eampany  filed  its  incorporation  papers  with  the  Ohio 
flAcak  October.  1914.  and  proceeded  at  once  to  sell  stock,  which 
^  «n  adriaed  is  procresnig  rapidly.  The  capital  proposed  is 
8il  'iOOt  aad  aa  imtiar  sorphis  of  fike  amount,  $10  shsres  selling 
B  GO.   It  is  the  eorapafly's  intcntwo  to  operate  at  first  in  0.. 


Ind.  and  111.  It  is  reported  that  the  company  has  sufficient 
capital  and  surplus  paid  in  to  warrant  its  commencing  busbess  in 
the  near  future.  Among  the  incorporators  are:  James  W.  CmtoH, 
John  W.  Zuber,  A.  H.  Harmon  and  Lioyd  Richards. 


AMERICAN  REINSURANCE  COMPANY,  Hartford,  Conn. 


IVi  esanavr  filed  ita  incorporation  PjMxta  with  the  Connecticut 

uqr  io  1915  as  the  Fire  A  Casualty  Reinsurance  Com- 

d  Hartford,  bat  a  snbsequent  Inll  submitted  changed  the 

to  Ast  of  the  Amoican  Reinsurance  Co.    The  company 

kr  a  dbrtar  aOoving  for  a  capital  of  $500,000.  with  the 

of  JaiiiaBM  to  $5,000,000  woen  the  directors  so  desire. 


It  is  proposed  to  write  fire  and  casualty  reinsurance.  The  list  of 
incorporators  is  as  follows:  Morgan  Q.  Bulkeley.  R>  M.  BimsH, 
Morgan  B.  Brainard.  L.  B.  Brainerd.  William  BroSmith,  L.  F. 
Butler,  C.  E.  Chase.  W.  B.  CUrk.  F.  T.  Maxwell,  Edward 
MiUigan,  C.  L.  F.  Robinson,  C.  L.  Spencer  and  John  L.  Way. 
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ARIZONA  FIRE  INSURANCE  COMPANY,  Phoenix,  Ariz.t 

Preadeot,  EuffBoe  Brady  O'Neili;  Seeretary.  A.  O.  Halm.    Orguiiaed,  1910. 


Tl4B 

Aanti 

Uneanied 
PremiumB 

Net 
Surplui 

Net 
PremiuiDfl 

Total 
Income 

Leasee 
Pkid 

Dividends 

Ezpensra 

Total  Ex* 
pen<fitures 

Losses 
Incurred 

1915 

$606,008 
472.974 
400.524 
366.383 
319.690 

1219.030 

150.299 

66.063 

42.651 

35.776 

133.214 

95.957 

128.218 

122.345 

83.737 

1307.745 

231.834 

103.150 

54.678 

72.070 

11339.501 

254.654 

tl39.737 

tl67.299 

77.205 

$161,289 
81,220 
51.990 
80.092 
22.441 

$142,135 

106.345 

47.622 

30.130 

32.919 

$303,424 

186.565 

99.612 

60.222 

55.360 

$183,110 

1014 

100.741 

1018 

55.865 

1912 

30.970 

1911 

22.441 

tinehidee  $08,125  surplus  paid  in  in  1012;  $14,351  in  1013  and  $6,060  in  1015.        tStatsDMot  III.  standard. 


Assm,  Dm.  31, 1015. 


Real  estate. 
Mortgaee  loans.... 
Bonds  and  stooks. . 

Gash 

Agents'  balances. . . 
Interest  and  rents.. 


$0,305 
281.408 
130.377 
60.038 
55.440 
10.431 


LuaiumB,  Die.  31. 1015. 

Losses  unpaid $51,764 

Unearned  prems ....  210.030 

Other  Uabifities....  2.000 

Total  liabiUties $272,704 

Capital  paid  up ... .  200.000 

Net  surplus 33,214 


Totalaasets $606,008       Total $606,008 


Underwriting  Ums,  $04,007.    Investment  profit,  $27,103. 

BUSINESS  SINCE  ORGANIZATION:  Praniums  leeeiTed. 
$776,250;  losses  paid,  $347,082. 

REAL  ESTATE  OWNED:  The  company  owns  a  two  story 
briek  building  the  market  value  of  which  is  $12,500.  Net  income 
last  year  WIS  $1,587. 

MORTQAQE  LOANS:  There  are  68  mortmges  at  8%  ag- 
gregating $231,408  on  properties  in  Arisona,  vauied  at  $670,530. 
$3,116  of  interest  wis  past  due  on  December  31,  last.  The  com- 
pany holds  $164,350  of  insurance  on  the  mortgaged  buildings. 


BONDS  AND  STOCK  OWNED: 
BomM 

Bivenide,  Gal.,  so 

Saa  Diego.  GaL,  imp 

Oalgaij,  Alberta,  1088, 6% 

Phoeniz,  Aris..  sr 

Apache  Co..  Aria.,  se..  1010,  6% 


Fkr 
Vahie. 
HOOO 
20.000 
26.000 
80.000 

6,000 


Market 
Vabe. 
$4,120 
20,428 
26,000 
30,460 
6.180 


BoNDa  AMD  Stocks  OwmD.— Cent. 
Bonds.— Con<. 
Maricopa  Co^  Aris..  se.,  1032,  5%. . . , 
Maricopa  Co^  Aria.,  se.,  1032. 6%. . . , 

Stockb. 
Valley  Bank  adj.  op..  Phoenix 


P^ 
Value. 
$7,000 
30.000 

5.008 


Market 
Vahe. 

r.ioi 

31.000 
5.008 


Totals  (book  vahie,  $131.037) $128,008      $130,377 


MISCELLANEOUS:  This  company  was  organised  June  4. 
1010,  and  opmmenoed  business  with  a  pud-up  capital  of  $200,000 
and  an  initial  surphis  of  $75,000.  Additional  surpfau.  $14,351, 
paid  m  in  1013  and $5.060in  1015.  AU of  thestoek of  the  Ariaooa 
Fire  is  held  by  the  Anaona  Finance  Co. 

DIRECTORS:  Epes  Randolph.  John  R.  Hampton.  David 
Babbitt,  Eugene  Bracbr  O'Neill,  T.  G.  Norris,  Geo.  A.  Mints.  J.  0. 
Spangler,  E.  A.  Sawyer.  H.  W.  Asbury.  J.  J.  Kolberg.  A  G.  EUm. 
T.  A.  Pksooe,  F.  T.  LaPtade,  E.  M.  Davis.  Louis  Melcaer. 

FIELD  MEN  AND  TERRITORY  COVERED:  F.  J.  Dourson. 
state  agent  for  Aria.,  Arthur  J.  Davis,  Chicago.  lU..  general  agent. 
and  James  A.  Shearin,  spedal  agent  for  111.,  uid..  Mo..  CWisjuid 
Mich.:  Paul  O.Keeler.LoeAnpdes.Cal..  for  Cal.;  Wm.B.  Kelly. 
Phikdelphia.  Pa.,  general  aoent  for  Eastern  Territory.  The  com- 
pany operates  in  Aria.,  B.  C  CaU  Colo.,  IIU  Ind..  Mass..  Mich.. 
Mc  N.  J.,  N.  Y.,  0.,  Ps.  and  Wis. 

REMARKS:  This  company  has  suffered  eonsidtfable  decreases 
in  surphis  m  the  bst  two  years,  due  in  part  to  the  expanaon  of  its 
business,  its  unearned  premium  reserve  having  materially  ad- 
vanced. 


ARLINGTON  FIRE  INSURANCE  COMPANY,  Washington,  D.  C. 

Pteadnt,  WdUun  Kiiig;  Seocetary,  Wm.  D.  EUett  Orgaaiswl,  1873. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YUB 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Pud 

Dividends 

Expenses 

penditures 

Incurred 

1016 

$413,264 

$18,807 

$70,070 

$71,054 

$83,553 

$61,838 

$6,000 

$30,008 

$88,246 

$66,020 

1014 

428,286 

60,417 

100,067 

74.265 

01.500 

24.041 

16.000 

32.002 

72.133 

27.643 

1018 

411,066 

20.261 

127.634 

16.121 

31.360 

12.026 

16,000 

12.077 

41.003 

11.824 

1012 

421,500 

25,235 

131.787 

38.201 

52.856 

12.141 

16.000 

18.576 

46.717 

15,538 

1011 

870.672 

13.560 

155.076 

10.378 

21.028 

4.630 

•16.000 

8.854 

20.484 

6,350 

•  Also  $100,000  stock  dividend. 

Asara.  Dm.  81, 1015.  LuBnima,  Dm. 

Realestate $102,060    Lossesunpaid 

Mortgage  loans 115,150    Unearned  prems 


Bends  and  stooks 

Gbsh 

Agents' bafamces.. 
IntereBl  and  rents. 
Other  asseta 


Total 


74,160 
7,208 
7,370 
2,717 

13.600 


Borrowed  money. 

Reins,  due 

Other  liabilities. . 


Total  Uabifities. 
C^talpudup. . 
Net  surphis 


31. 1016. 

$23,470 

18,807 

54,000 

35,000 

1,027 

$133,204 

200.000 

70.070 


$413,264       Total $413,264 


RISKS  AND  PREMIUMS:  F1i«  risks  in  forQ^  December  31. 
17.810.706;  premioms  thereon.  $36,437. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
I821.S60;  losses  paid.  $266,478;  <fividend8  declared,  cash.  $666,000; 
•toek.  $100,000. 

REAL  BBTATE  OWNED:  Comprises  4  parceb  of  Washing- 
ton. D.  C  property,  the  hgcest  being  company's  oflioe  building. 
1606  Pennsylvania  ave..  N.  w..  remodeled  in  1011  and  1012.  thus 
insreaangUie  book  vahie  to  $85,736.  This  pitmerty  was  appraised 
at  $176,460.  The  next  hugest  property  is  1401-i5th  St.,  N.  W., 
earned  at  $8,000.  the  rest  having  cost  less  than  $6,000  each. 
Rents  received  last  year  amounted  to  $2,686,  while  the  taxes  and 
$2,556. 


MORTGAGE  LOANS:  There  were  44  loans,  anreoting 
$115,150.  all  first  lieos  on  fanproved  resl  estate  m  the^mictot 
Cohmibia,  vahied  at  more  than  double  the  amount  loued  Umon. 
There  was  $171  of  interest  past  due  on  December  31.  last.  The 
company  holds  ample  insurance  on  the  buildings. 

BONDS  OWNED: 


N.  Y.  Cy.,  1062, 4K% 

Washington  Market,  1038. 5% 

Totals  (book  vahia.  $74,235) . 


Fkr 

Market 

Value. 

Vafaie. 

$72,000 

$72,720 

1.500 

1,440 

$73,500        $74,160 


MISCELLANEOUS:  Capital  reduced  m  1807  horn  $900,000 
to  $100,000,  $100,000  being  carried  to  surplua.  Capital  incrwaed 
m  1011  from  $100,000  to  $200,000;  $100,000  being  tranaferred 
from  surplus  to  capital.  The  company's  charter  was  — "i^d^ 
in  1011  so  that  its  business  is  not  ratricted  to  the  District  of 
Cohmibia  as  formerly.  In  1015.  company  reinsured  all  outstanding 
business  except  that  in  District  of  Columbia,  m  the  Home  of  New 
York. 

DIRECTORS:  William  T.  Brown.  Chas.  R.  Edmonaton.  Wm. 
King.  W.  Bladen  Jackson.  Robert  C.  Howard.  Herbert  A.  GiO. 
Burr  N.  Edwards,  Alex  B.  Lngare.  James  M.  Johnston,  Sunt 
L.  Philfaps,  lasac  E.  Shoemaker. 

TERRITORY  COVERED:  The  company  is  Uoenaed  hi  D.  C. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


ASSOCIATED  INDUSTRIES  FIRE  INSURANCE  COMP. 

^Mied.  1813. 


Prendent.  W.  J.  Ruahtoo;  Treasurer,  F.  W.  PUsbry.  Secretary,  Harold  O.  McLain. 


NY,  Chicago, 


111. 


Yui    AMti 


ifu    usijm 


Unearned 
PreouuDU 


S3.340 


Net 
Sorplus 


IM,329 


Net 
PtemiumB 


13.814 


Total 
Ineome 


13.974 


Paid 


Dividends 


Expenaes 


t5.340i 


fU^JExl  I     Log— - 


Dk.  31>  1915. 

Mortoceloaof $32,000 

BoMfe 179.915 

Cwh 21,038 

•Wats' btbDcea...  1,242 

laterat 3.474 

TotalMKU 3237.609 


LuBiUTm.  Dae.  31, 1915. 


Unearned  prams. 

Total  liabiUties. 
Capital  paid  up. . 
N^  surphia 


13.340 


S3.340 

200.000 

34.339 


Total S237.M9 


Usdmrriting  kns,  $4,432;  inTestment  profit,  $7,030. 

BISKS  AND  PREMIUMS:  Fire  risks  b  force,  Deeember  31. 
SaU»:  praaiuBis  tlMnoo.  $3,814. 
PtanoBs  leeoved  since  ocsaniattion:   $3,814. 

MOHTGAGE  LO.\NS:  There  are  2  first  mortice  loans  on 
■9ro««d  Chiea«o  property,  valued  at  $85,000.  The  loans  amount 
tfl  024X10  sad  there  was  no  interest  past  due  on  December  31. 

BONDS  OWNED:  Par  Market 

Value.  Value. 

B':iC«,Tet,rd $10,000  $10,000 

^anfeligfetiagCo 10.000  9.500 

<>iane.  Tei,  9C.  4  «r 10,000  10.190 

l9d.&MKa.ELCo 10.000  0.900 

!>■:*«  SiTcU.  A  Pow 10.000  10.100 

LCflittaljt.m 10,000  10.300 


BoHDe  OwNiD. — Cont. 


Interboro  Rapid  Transit. . . 

Cni.  Telephone 

Commonwealth  Edison  Co. 

City  of  Baltimore 

Chi.  South  Park 

Kansas  Citv.  Mo.,  se.  dist . 

N.  Y.Cy..  1964 

Houston  Lt.  k  Pow 

Dickson  Co..  Tenn.,  rd.  dis. 
Western  United  Gas  A  El. . 

OgdenGas,  1  m 

Dies  Moines  El 

Topeka  Edison 


V 

lie. 
10 
lOt 
10.1 
10.01 
10.001 


Market 
Value. 
$9,950 
10.200 
10.262 
9.412 
10.000 


10,000   Q  212 


10.000 

10.000 

10.000 

5.000 

5.000 


Totals  (book  value,  $176,397) $180,000 


950 


MISCELLANEOUS:  This  company  commenced  busioes 
ing  1915  wi{h  an  initial  paidnip  capital  of  $200,000. 

DIRECTORS:  W.  J.  Ruahton.  H.  S.  Wilcox.  John  1 
Jas.  W.  Parker.  John  P.  Boyle.  Theo.  0.  Vilter.  John  C.  Hai 
E.  C.  Balshiarr.  K.  E.  Mormn.  Henry  L.  Dithmer.  F.  W.  Pil 
Frank  0.  Rettig.  H.  0.  McLain,  Henry  Meyer,  Henry  Gun< 

TERRITORY  COVERED:  The  company  is  licensed  in  lU, 
Ind.  and  Tex.,  but  does  some  business  in  other  states. 


ASSURANCE  COMPANY  OF  AMERICA,  New  York,  N.  Y. 

Pnadenl.  R.  Bleedkw  lUthboue;  Seentaor,  Clurle,  S.  Conklia.  OtcuiMd,  1897. 


Unearned 

Net 

^Uftl 

AMts 

iiesuuma 

Surphis 

ttU* 

t?33,070 

$173,395 

$320,745 

Mi 

1280)42 

140.106 

262.433 

lr!3 

553.434 

126.727 

193.519 

m2\ 

455,782 

93.500 

175.641 

till  1 

451.M7 

90.946 

145.054 

Net 

Premiums 


*$261,201 
216.690 
209,119 
156.913 
165,739 


ToUl 
Income 


$284,652 
238,466 
226,911 
171.901 
178,714 


Paid 


Dividends  I    Expenses 


•$73,988 
88.192 
82.406 
65.433 
63.468 


$16,000 
10.000 
10.000 
10.000 
10.000 


$93,178 
70.905 
66,382 
56..536 
54.382 


ToUl  Ex- 
penditures 


$18.3.106 
169.097 
158.788 
131.969 
127.8.50 


*  Isdoda  ttS,822  marine  premiums  and  $25,825  marine  losses. 


^   Asn.  Die.  31. 1015. 

Bofi^uidBtoda...     $560,014 

^^ 151.123 

i^N'bikoem....         16,648 
««« 5.285 


LuBiunxs,  Die.  31, 1915. 

Losses  unpaid $23,171 

Unearned  prems 1 73,396 

Other  liabOities 15,759 


Total  liabilities  . .  $212,325 
Capital  paid  up. . . .  200.000 
Netsurphjs 320,745 


Total 


$733,070       Total $733,070 


CaitnrntiBK  profit,  $48,057;  investment  profit,  $26,255. 

J^fS  AND  PREBOUMS:  Fire  risks  in  force,  December  31, 
UjMi^;  pRninms  thereon,  $246,919;  marine  and  inkuid 
nai  i3  km,  13.890,100;  praiuums  thereon.  $83,666. 

BrSNESi  81KCE  ORGANIZATION:  Premiums  leoeived, 
^;<U39;  kmm  paid.  $4,655,495;  dividends  declared,  cash. 
•51.434. 

fiOX06  OWNED: 

g2;N.  Y,  w^.  1917.  4H% 

J^wj  Md,  rej.,  IWO,  4H'"c 9,000 

^  >.  Y..  n^,  1917-18,  4H% 15,000 

?!?wlep,l»2B,4H% 8.000 

\  I  &-  f^  »i«-a.  zyi% 175,000 

\l)iy^nt,m^4% 25,000 

I  5-  &'"«-  1918,  3  3-10 '^'^ 

5  ^- Or,  rtg,  1125, 3^ 


Par 

Vahie. 

$25,000 


30.000 
100.000 


Market 

Value. 

$25,000 

9,000 

15.000 

8,000 

163,750 
25.000 
29.100 
88.000 


Bonds  Owkkd.— Coni. 

New  Rochelle,  N.  Y.,  reg..  1916-19.  4^  2% 
Syracuse,  N.  Y.,  reg..  1918-19,  ^h^'c  ■  • 
Syracuse,  N.  Y.,  rcg..  1920-21.  4»2%. .  -  • 

Westchester  Co.,  reg.,  1917,  3?</"o 

Chi.  &  A.  R.  R.,  1949,  3% 

Chi.  &  N.  W.  R.  R.,  eq.,  1921,  44%. . . . 

Dela.  &  H.,  eq.,  1922,  4H% 

Bait.  A  0.  R.  R..  eq..  1916-17,  4} 2%. . . . 

N.  Y.  Rys.,  1942.  4% 

N.  Y.Rys..  1942,5% 

St.  L.,  Iron  Mt.  k  S.  Ry..  1929,  4%. . . . 
Amer.  Tl.  k  Tg.,  1916.  5% 


Losses 
Incurred 


$86,137 
72.294 
94,562 
65.877 
61,401 


Par 

Market 

Value. 

Value. 

$25,000 

$25,000 

40.000 

40.000 

19,725 

19.726 

8,500 

8,500 

20.000 

11.000 

15.000 

15.000 

10.000 

10,000 

28.000 

24.800 

5,000 

3.550 

15.000 

7.650 

20.000 

13.000 

5.000 

5.000 

Totals  (book  value,  $600,933) $598,225      $546,075 


MISCELLANEOUS:  Capital  increased  from  $200,000  to 
$400,000  in  1903  and  reduced  to  $200,000  in  1906.  Conflagration 
losses:  Baltimore,  1904,  $183,300;  San  Francisco,  1906,  $455,109. 
On  February  14.  1907,  the  company  reinsured  all  its  outstand- 
ing risks  in  the  National  Fire  of  Hartford,  and  resumed  writing 
January  1,  1008. 

DIRECTORS:  Kimball  C.  Atwood.  Charles  S.  Conklin.  John 
W.  Masury.  Albert  R.  Ledoux,  Fred  H.  Pouch,  R.  Bleecker  Rath- 
bone,  R.  C.  Rathbone,  2d,  Wm.  G.  Willcox,  W.  W.  Lawrence. 
Edward  E.  HaU.  R.  Williams,  Jose  M.  Dias. 

TERRITORY  COVERED:  The  company  operates  m  Conm, 
lU..  Mass.,  Minn.,  Mo..  N.  J..  N.  Y.,  O,  Pa.,  R.  I.  and  Wis. 


u 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


^TsjTlC  CVY  FIRE  INSURANCE  COMPANY,  Atlantic  City,  N. 

ATLAiN  1  Preodent.  William  Riddle;  SecreUur,  Edward  E.  Seeler.   Organised,  1902. 


J 


YW.R 


.\Mrta 

30i.f 

281)  • 
27 

c.  31. 


.v"?ned 
^Ijumfl 


123,718 
25.066 
25.192 
24,998 
25.059 


Net 
Surplus 


$208,574 
194,239 
176,789 
160.386 
145,844 


Net 
Prcaniums 


Total 
Income 


Losses 
Paid 


133.883 
36.027 
37.253 
36.987 
40.389 


154.416 
61.512 
51.925 
50.801 
57.868 


$12,060 
4.809 
4.461 
8,279 
7.236 


Dividends 


$14,000 
14.000 
14.000 
12.000 
12.000 


Expenses 


Total  Ex- 
penditures 


$16,024 
15.231 
16.211; 
16.583 
15.074 


$42,084 
33,640 
34.762 
35,290 
34,310 


Lossa 
Incurred 


$12,447 
5,079 
3,548 
8.222 
6.290 


AsBioa... 

Mortgs;fook« 

Bond»»«  •• 

Big.  ; 

O^fOalanoes. . 


^Assets. 


1916. 

$154,000 

112,150 

2.320 

52,915 

6.521 

4.967 

1,347 


LuBiLiTfn,  D«c. 

Losses  unpaid 

Unearned  prems.... 
Other  liabilities. .'. . 


Total  liabiHties. 
Capital  paid  up. . 
Net  surplus 


31,  1915. 
$400 
23.718 
1.528 

$25,646 
100,000 
208,674 


^1  assets $334,220       Total $334,220 

nderwriting  profit,  $8,153:  investment  profit.  $20,183. 

aSKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
,718.763;  premiums  thereon.  $47,323. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
429,493:  losses  paid,  $73,941;  dividends  declared,  cash.  $102,000. 

MORTGAGE  LOANS:  There  are  41  loans,  aggregating  $164.- 
000,  on  first  mortgages  on  improved  im)perty  (hotds  and  cottages), 
in  reddeotial  sections  of  Atlantic  City.  Chelsea  and  Ventnor, 
valued  at  more  than  double  the  amount  loaned  thereon,  upon 
which  the  company  holds  ample  fire  insurance.  There  was  ^75 
of  interest  past  due  on  Dee.  31.  last.   Interest  accrued  was  ^,056. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 
Ocean  Cy..  pav.,  4%. 
Ventnor.  pav.,  5 


(■'' 


Par 

Market 

Value. 

Value. 

$17,000 

$17,000 

36.000 

36.000 

Bonds  and  Stocks  Ownid.— Con<. 
BoND6.-~Con(. 

Ventnor.  pk.,  imp..  5% 

Pub.  Serv.  Cx)rp.,  N.  J.,  5% 

Ventnor  City  HI..  5% 

Ventnor  School,  5% 

M.  A.  Riddle  Co..  6% 

Asso.  Realties,  6% 

Stocd. 

Buikling  A  Loan 

Utah  Copper 

National  Enamel  Co.,  p 


Par 

Maricet 

Value. 

Vahie. 

$2,000 

$2,000 

13.000 

11,700 

13.000 

13.000 

2,000 

2.000 

4.000 

3.600 

10.000 

9,200 

2.000 

2.320 

8,000 

8.150 

9.000 

0.600 

Totals $118,000      $114,470 


MISCELLANEOUS:  Conflagration  lones:  Baltimore.  1904. 
$2,500.  Company  writes  legitimate  surplus  and  qprinklered  busi- 
ness throughout  the  U.  S. 

DIRECTORS:  I.  G.  Adams,  James  T.  Bew.  Amos  Bateman. 
William  Riddle,  M.  B.  Woodruff.  Louis  Kuehnle,  William  J.  Black. 
Thomas  G.  Sheen,  Edward  E.  Seeler,  A.  Cells,  Silas  Shoemaker. 
E.  V.  Corson,  Samuel  Jackson,  M.  E.  Keffer.  Frank  B.  Off, 
Theo.  W.  Schimpf,  Carleton  E.  Adams,  Anthony  M.  Ruffu  Jr. 

FIELD  MEN  AND  TERRITORY  COVERED:  Edward  E. 
Seeler,  general  agent,  Atlantic  City,  N.  J.  Tht  company  operates 
only  in  N.  J. 


ATLANTIC  FIRE  INSURANCE  COMPANY,  Raleigh,  N.  C. 

President.  Charles  E.  Johnson;  Secretary.  R.  S.  Busbee.    Organised.  1905. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

IxMses 

Ybar 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1916 

$269.24.3         $75,064 

$65,766 

$83,440 

$36,944 

$47,874 

$10,000 

$33,169 

$91,043 

$52,274 

1914 

269,524 

75.861 

64.028 

78.913 

90.438 

49.499 

10.000 

31.775 

01.274 

47.039 

1913 

264,418 

76.192 

60.94S 

86.400 

99.933 

44.335 

10.000 

34.462 

88.799 

44.578 

1912 

263,283 

71.912 

54.161 

88.775 

100.214 

35,644 

10.000 

30.863 

76.607 

33^^13 

1911 

230.943 

64.212 

36.738 

77.318 

87.139 

41.541 

10,000 

28,028 

70.569 

41.647 

Assets,  Dsc.  31,  1915. 
Mortgage  loans $  135.070 


Bonds  and  Btocks. 
Collateral  loans. . 

Cash 

Agents'  balances. 

Interest 

Other  assets 


41,240 

8.300 

64.105 

29.743 

729 

56 


LlABIUTIEA.  DbC. 

Losses  unpaid 

Unearned  prems 

Total  liabilities. . . 

Capital  paid  up 

Net  surplus 


31.  1915 
$3,424 
75.054 

$78,478 

125.000 

65.765 


Total  assets $269,243       Total $269,243 


Underwriting  profit,  $  ;  investment  profit,  $ 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$7,643,770;  premiums  thereon.  $151,241. 

BUSINESS  SINCE  ORGANIZATION:  Premium!  received. 
$772,630;  losses  paid.  $386,094;  dividends  declared,  cash.  $85,000. 

MORTGAGE  LOANS:.  There  are  42  Imns  aggregating  $135,070. 
protected  by  unproved  citv  real  estate  valued  at  $320,000.  The 
company  holds  $140,800  of  insurance  on  the  mortgaged  buildings. 

COLLATERAL  LOANS  are  as  follows  Market  Amount 

Securities.  Value.  Loaned. 

SmithfieldCot $4,000  $1,500 

TruB.  Church.  (Pcrs.  end) 1.300  1.300 

BankofMaxton 11.200  5.500 


BONDS  AND  STOCKS  OWNED. 


N.  estate,  6% 

St.  Uvyn  sc..  Raleigh,  N.  C. 

Raleigh  Country  Club 

Peace  Institute 


Par 

Market 

Value. 

Value. 

$10,000 

$10,740 

23.000 

23.000 

2.500 

2,500 

6.000 

5.000 

ToUls. 


$40,600        $41,240 


Totals. 


$16,500 


$8,300 


MISCELLANEOUS:  This  company  was  organised  in  Decem- 
ber, 1905.  with  a  subscribed  capital  of  $125,000.  and  began  busi- 
ness February  1,  1906,  with  the  full  amount  of  its  capital  paid 
in.  Stockholders,  later  in  the  year,  paid  in  $26,000  additional 
surplus. 

DIRECTORS:  Chas.  £.  Johnson.  A.  B.  Andrews.  Alf.  A. 
Thompson.  E.  C.  Hillyer,  H.  T.  Hicks,  Joseph  G.  Brown.  Ivmn 
M.  Proctor.  N.  A.  Dunn,  J.  8.  Wynne,  C.  B.  Fidwards,  C.  W. 
Home,  George  Howard,  Wm.  M.  Sanders,  Weeoott  Roberson. 
R.  H.  Ricks.  W.  B.  Barrow.  D.  H.  Hill.  W.  N.  Jones,  C.  E.  John- 
son, Jr.,  S.  B.  Shepherd.  J.  W.  Harden,  R.  S.  Busbet >  W.  J.  Younjc, 
C.  K.  Durfcy.  R.  E.  Royall.  Graham  H.  Andrews,  Chas.  B.  Park. 
W.  G.  Clark,  W.  G.  Wilson. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  N.  Jacohe, 
special  agent,  Raleigh,  N.  C.  The  company  operates  in  N.  C. 
only. 


ATLANTIC  FIRE  AND  MARINE  COMPANY  OF  HARTFORD,  CONN. 


This  company,  originally  styled  The  Fire  k  Marine  Company 
of  Hartford,  was  incorporated  earlv  in  1915  by  the  Connecticut 
Lezislat^re  to  transact  a  fire  and  marine  reinsurance  buMoes 


The  capital  b  to  be  $250,000,  which  may  be  increased  to  $1,000,000. 
The  incorporators  are:  William  C.  Scheide.  A.  £.  Hart.  G.  H . 
Burt.  E.  D.  Redfield  and  John  H.  Buck. 
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AUSTIN  FIRE  INSURANCE  COMPANY,  Dallas,  Tex. 

Preaident,  Geo.  W.  Jalonick:  Secretory.  A.  F.  PiUett.    Organised,  1902. 


TiAl      AOBli 

UDearaed 
PremhuDS 

Net 

Surplus 

Net 

Total 
Inoome 

Losses 

Diridends 

Expenses 

Totol  Ex- 
penditures 

Loases 
Incurred 

Um     1738.487 
mU       7BUM4 
im       6S3.513 
»Ur       806,571 
IIIV       582,353 

1230.725 
227.703 
206.621 
191.217 
180.417 

$203  352 

$219,678 
243,693 
280.223 
231.626 
229.859 

$266,250 
289,895 
281,510 
271,387 

*283.906 

$116,856 
121.571 
118,497 
136,497 
149,016 

$25,000 
25,000 
25.000 
24.151 
20.458 

$87,193 
96,113 
92.818 
89.096 
86.704 

$229,049 
242.684 
236.315 
249.744 
258,706 

$108,285 
125.688 
116,589 
136.069 
150.511 

\7im 

139.479 
119.801 
110.118 

Isdbdes  $30^000  surplus  paid  in.    { Stotement  aeoording  to  Texas  standard, 


Asms.  Die.  31. 1915. 


BoBai  lod  itocks. . 

(M 

Agati'  hihnnw  .. 
mmtaadRatBu. 

OtW: 


Tstil 


$14,502 
594.928 
28.750 
40.936 
42.037 
17.041 
293 


LUBIUTIIB,  Die. 

LoBBOs  unpaid — /. 

Unearned  prems 

Continoentfund.... 
Other  gabOities.... 

Total  liabilities... 

Capital  paid  up 

Net  surplus 


31.  1915. 

$20,298 

230.725 

15.000 

10.112 

$285,135 
260.000 
208,352 


$738.4^7       Total $738,487 


UadnritiaK  pro6t.  $41,434:  inveatment  profit,  $41,143. 

RMS  AND  PREMIUMS:   Fire  risks  m  force,  December  31. 
t2Sm768;  pRoiniBB  thenon.  $371,413. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  reeeiTed. 
M2,m;  losses  paid.  $1,303,689;  dividends  declared,  cash, 

187.418. 

B£AL  ESTATE  OWNED:  Consists  of  one-half  interest  in 
a  cCte  bail&ni  in  Highland  Park  and  adcUtion,  Dalbtf,  owned 
vd  oceepied  ion^y  with  the  Commonwealth  Fire  Insurance 
CoDpur.  book  Tihie.  $12,000;  market  Tshie,  $13,000;  a  fruit 
fm  ia  Cherakee  County,  bode  value,  $2,.'Mf2;  market  vahie, 
aSK;  ineooe  hat  year.  $680. 

MORTGAGE  LOAXS:  There  are  568  kmoB,  aggregating 
fS6i.'*»,  QQ  'uBprovtd  dty  and  farm  property  in  Tex.,  valued  at 
CLSS.914.    Nose  of  the  loans  exceeds  $7,500  in  amount  and 


average  less  than  $1,100.    On  Dec  31.  last,  there  was  $351  of 
interest  past  due  all  of  which  has  since  bean  paid. 

STOCKS  OWNED:  The  company  owns  250  shares  of  the 
stock  of  the  International  Vat  Ins.  Co.  of  DaUaa.  Tex.,  the  book 
vahie  of  which  is  $28,750  and  the  market  value  $31,260. 

MISCELLANEOUS:  CapitiJ  paid  in  was  originally  $100,000. 
and  was  niereased  by  quarterbr  payments.  Increased  in  1903 
from  $115,840  to  $240,154:  in  1904.  to  $258,291.  and  in  1905  to 
$318,975;  reduced  in  1906  to  $200,000;  authorised  increiised  in 
1911  to  $260,000;  in  1907.  $19,558  additional  surplus  paid  in:  in 
1906,  $1,093;  in  1910,  $5,000  and  in  1911.  $20,000.  All  pay- 
ments made  on  account  of  $45,867  stock  notes  were  transferred  to 
surplus.  Coaflamtion  kMses:  Baltunore,  1904.  $17,000;  San 
Franciseo,  190671196.415. 

DIRECTORS:  Geo.  W.  Jalonick.  J.  B.  Adoue,  C.  C.  Shiughter, 
Alex.  Sanger  F.  0.  CaUier,  J.  E.  Whiteaelle.  R.  S.  Tinnin.  Alex. 
Coke,  Jos.  Fayst,  M.  A.  Joy,  I.  Jalonick.  S.  D.  Heard.  Louis 
Ijpaits. 

FIELD  MEN  AND  TERRITORY  COVERED:  T.  Edwards. 
Manager  for  Oal.,  Utah.  San  Franeisoo.  CaL;  special  agmto: 
E.  Houosen,  San  Antonio.  Tex.;  V.  Davis  Brownwood.  Tex.; 
E.  C.  Jakmick.  Dallas,  Tex.;  Heniy  Geonn.  DaUas.  Tex.:  H.  F. 
Hinee,  Corsicana.  Tex.;  E.  8.  Kean,  Jr..  Waco,  Tex.,  and  A.  T. 
Robertson.  Victoria.  Tex.;  Geo.  P.  Tucker,  Wichita  Falls.  Tex. 
The  company  operates  in  Cal..  N.  Y..  Tex.,  and  Utoh. 

REMARKS:  An  evidence  of  conservatism  on  the  part  of  thia 
company  is  the  maintenance  of  a  $40,000  extra  unearned  pr»> 
mium  fund  and  a  $15.0C0  contingent  fund. 


AUTOMOBILE  INSURANCE  COMPANY  OF  HARTFORD,  Conn. 

President,  M.  G.  Bulkeley;  Secretary.  J.  Scsfiehl  Rowe.  Commenced  buaness,  1913. 


Unearned 


Tiii>    Aavts       IVRmiums 


Net 
Surphis 


I        Net 
,  Premiums 


Total 
Income 


Loeses 
Pttid 


Dividends 


'Mi 

:.'U 


R377^7i 
791441 
ia3.«i2 


$360,611 
154.374; 
45.5421 


$910,444 
292.703 
323.012 


*$745,173;  t$1.468.893  *$230,215 
363.2831  385.8631  137.182 
106.8831       t415,594<  3.7471 


$28,000 
30.000 


Total  Ex- 
Expenses   I  pcnditurefl 


I 


$321,394; 

118.134' 

21.1461 


$588,609 

285.316 

24.893 


Losses 
Incurred 


$255,844 

157.979 

5.692 


*  lakides  $827,502  marine  premiums  and  $232,108  marine 

iann.  Dsc.  31, 1915.  Liabiutcbb.  Dbc.  31, 1915. 

M.rtq(elasas $09,500    LosMSunpaid $43,346 

Unearned  prems....       360,611 
Other  liabilities....         63,456 


!^   1.340.040 

^(faietsikaas 6SJOO0 

^    790.921 

•^H'bdsDccs...  86.756 

^««« 16.640 


Total  liabifities...  $467,413 
Capital  paid  up ... .  1.000.000 
Net  sorphu 910.444 


1m»l 


$2^77.857       Total $2,377,857 


riiwritiagkns,  $75375;  investment  pro6t,  $2,526. 

pKS  .4KD  PREMIUMS:  Fire  rteks  in  force.  Deoonber  31. 
•l»t5M74:  pronioBis  thereon,  $122,221;  marine  and  inland  risks 
^  <<ne,  t23.]06J)48:  prenuuma  thereon.  $536,473. 

^B:sIK£8B  SINCE  ORGANIZATION:    Pkmiums  received. 
tUlU19;ksnpaid.  $376,168;  <fividends  declared,  cash.  $68,000. 

MORTGAGE  LOANS:  The  31  loans  aggregate  $69,500.  and 
jiT  Mned  bf  Okk,  Coon.,  Ia.  and  Tex.  properties  vahied  at 
wU(t.  IV  oobr  loaoa  in  excess  of  $6,000  each  are  one  of  $15,- 
*»  ud  one  of  $10,000. 


BONOS  OWNED: 


^fitseh.  ert.  h,  5%,  1920 
-  "  ,0.1941 


I!«Britiii.Cflaa,4Ji%, 

^«=^Jh^l«4 1,300,000      1.300.000 


Par 

Value. 
$50,000 
2.000 


Market 
Value. 
$47,000 
2.040 


^i«ib(bixiknlae.$U50.125) $1,352,000   $1,349,040 


.   t  Includes  $300,000  surplus  paid  in  in  1913  and  $700,000  in  1915. 

MISCELLANEOUS:  This  company  was  incorporated  in  1907. 
but  did  not  begin  business  until  1913.  in  which  year  its  capital 
($300,000)  and  an  initial  suiplus  of  $300,000  were  paid  in.  In 
Julv.  1915.  the  paid-up  capital  increased  to  $500,000  and  $200,000 
added  to  surplus;  in  Decembo-,  1915,  paid-up  capital  increased 
to  $1,000,000  and  $500,000  added  to  surphis.  Figures  Conn.  std. 

DIRECTORS:  M.  O.  Bulkeley,  J.  0.  Enders,  M.  B.  Brainard. 
J.  L.  English,  J.  Sco&eld  Rowe,  Walter  C.  Faxon. 

FIELD  MEN  AND  TERRITORY  COVERED:  General  and 
qMcial  agents:  R.  E.  Anderson  A  Co..  general  agents,  Berlin 
Big.,  Taooma,  Wash.;  Frank  Mead,  Manager.  Pierce  Big., 
St.  Louis,  Mo.;  Clyde  A.  Bissett,  manager.  Republic  Big.. 
Kansas  Citjr,  Mo.;  T.  J.  Boaquett.  dist.  manager.  Majestic  Big., 
Detrvnt,  Mich.;  Arthur  W.  Burke,  general  agent,  45  Kilby  st.. 
Boston.  Mass.;  R.  A.  Bort  &  Co..  ^neral  agents.  Boston.  Mass.; 


0.^.  Beyer,  manager,  Security  Big.,  Los  Angeles,  Cal.;  Chesley 

IN  •  T. 

,  Jig.; 

Spokane,  Wash.;  Dunninf  k  Dunning,  general  agenta,  Alworth  Big. 


k  Chesley,  general  aunts,  1317-19  N.  Y.  AveTWashington.  D.  C; 
The  Day  <k  Hansen  Sec.  Co.,  general  agents.  Old  Nat.  Bank  Bl 


Duluth,  Minn.;  W.  S.  Eesick.  Keneral  a^t.  Union  Trust  Co.^ 
Big.,  Harrisburg.  Pa.;  Eylcr  k  Hennr,  dist.  managers,  Benedum 
Trees  Big.,  Pittsburg.  Pa.;  Easick  k  Barr,  general  agents,  539 
Court  St.,  Reading.  Pa.;  Geo.  M.  Farnsworth,  general  agent. 
Hubbell  Big.,  Des  Moines,  la.;  Gelhun  k  EUerd,  g^eneral  agents, 
Sioux  City,  la.;  Qrinnell-Row-Althouse  Co.,  general  agents,  Mich. 
Trust  Co.  Big.,  Grand  Rapids.  Mich.;  Howard  E.  Gray  Agency 
Co..  general  agents.  112-14  E.  4th  St.,  Joplin,  Mo.;  C.  G.  Halfoweil 
manager,  110  W.  Mich,  ave.,  lAnstng,  Mich.;  Wm.  N.  Heard, 
manager,  Newark,  N.  J.:  A.  H.  Knoll,  general  agent.  White  Big., 
Buffalo,  N.  Y.;  R.  C.  Knox,  general  agent,  39  Pearl  st.,  Hartford. 
Conn.:  Roeooe  H.  Keffer,  general  agent,  Connell  Big.,  Scranton. 
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Fk.;  J.  A.  Lewis,  general  agent,  McKnight  Big..  Minneapolis, 
Minn.;  hacaa  A  Dake  Co.,  general  agents,  103-9  Dake  Big., 
Rochester,  N.  Y.;  Q.  A.  Milk  manager,  Albany.  N.  Y.;  J.  R.  M^ 
loney,  manager,  Down  Big..  San  Francisco.  C^K:  C.  K.  Mount, 
manager.  Woodward  Big.,  Washington,  D.  C:  McCaroar,  Bates 
ft  Livdy,  general  agoits,  Yeon  Bk.,  Portland,  Ore.;  H.  A.  McKin- 
ney,  managor,  Turks  Head  Big.,  Providence,  R.  I.;  Perkins  and 
Geohegan,  diet,  managers,  17(M  First  Nat.  Bank  Big.,  Cincinnati, 
0.;  H.  D.  Plimpton,  manager.  Pabst  Bis.,  Milwaukee,  Wis.;  C.H. 
Phelan,  manager,  100  WiUiam  St.,  New  York,  N.  Y.;  J.  J.  PheUn, 
nutnager,  180  Montague  st.,  Brooklyn.  N.  Y.;  G.  W.  Ilourke.  general 
agent.  New  York  Block,  Seattle,  Wash.;  H.  K.  Remington,  manager, 
Lyman  Big.,  Springfield,  Mass.;  W.  T.  Sbackleford  k  Co.,  general 
agents,  15-17  Commerce  St.,  Baltimore,  Md.;  Ed.  D.  Smith  at  Sons, 
jnneru  agents.  Salt  Lake  City,  Utah.;  Geo.  Tramel  manager,  175 
vf.  Jackson  st.,  Chicago,  lu.;  H.  N.  Throckmorton,  manager. 


Traction  Terminal  Bis.,  In<Uanapolis,  Ind.;  John  S.  Turn,  manager. 
407-9  Wabut  st..  Philadelphia,  Pa.;  W.  G.  Wilson,  dist.  manager. 
Leader  News  Big.,  Cleveland.  0.;  Watson  ft  Wadsworth,  managers. 
Union  Big.,  Syracuse,  N.  Y.;  Lane  B.  Alexander,  speeial  asent 
for  western  Mass.,  northern  Conn.,  western  N.  H.  and  Vt.;  Thos. 
H.  Dooley,  special  agent  for  eastern  Mass.,  Me.  and  eastern  N.  H.; 
F.  G.  Wisseman,  special  agent  for  Suburban  Vbe  Insurance  Ex- 
change territory  and  eastern  and  southern  N.  Y.;  A.  J.  Towne, 
special  agent  for  N.  J.,  eastern  Pa.,  except  Phila.  suburban  terri- 
tory. Md.  and  D.  C;  F.  0.  Beitel,  special  agent  for  Phila.  and 
Phila.  suburban  territory;  J.  W.  Robertson,  supervising  general 
agent  for  Middle  West.  The  company  operates  in  Cal.,  Conn., 
D.  C,  Fla.,  Ga.,  III..  Ind.,  la..  La.,  Me.,  Md.,  Maos.,  Mich.,  Minn., 
Mo.,  N.  H.,  N.  J.,  N.  Y.,  0..  Ore.,  Pa.,  II.I.,  Utah,  Vt.,  Wash..  W.Va. 
and  Wis. 


BANKERS  AND  MERCHANTS  FIRE  INSURANCE  COMPANY, 

Minneapolis,  Minn. 

President,  J.  G.  Swan;  Secretary,  H.  F.  Thompson.   Organised,  1911. 


YSA.B 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Fifemiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Inouned 

1915 

ill 

164,509 

34.829 

7.531 

$46,082 
63,071 
82.026 

174,374 
44,471 
18.107 

$89,205 
64,077 
21.736 

$25,692 

11,607 

167 

$43,633 
35.561 
28,622 

$69,325 
47,168 
28,789 

$90,154 

1914 

12,915 

1913 

167 

Abuts,  Dec.  31, 1015. 

Mortgage  loans $230,650 

Reins.  &e 86 

County  warrants . . .  2,942 

Cash 75,815 

Agents'  balances. . . .  12.815 

Interest 7,107 

Other  aasets 674 

Totalassets $330,089 


LuBiunis,  Dkc.  31, 1915. 

Losses  unpaid $5,171 

Unearned  prems 64,509 

Other  liabmties 10,617 

Total  liabilities...  $80,297 

Capital  paid  up....  203,710 

Net  surplus 46,082 

Total $330,089 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$7,231,979;  premiums  thereon.  $103,584. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$136,953;  losses  paid,  $38,463. 


MORTGAGE  LOANS:  There  are  93  loans  aggregating  $230,- 
650  on  improved  property  valued  at  $750,000.  Company  holds 
ample  insurance  on  the  mortgaged  buUdings.  Thoe  was  $84  of 
interest  past  due  on  Deo.  31,  last. 

MISCELLANEOUS:  This  oompajiy  was  incorporated  in  1911 
and  commenced  bumness  in  1913  with  $200,060  capital  paid  in. 
Capital  increased  $3,300  m  1914  and  $350  in  1915.  by  payment  of 
stock  subscription  notes. 

DIRECTORS:  M.  Bullis,  P.  A.  Christianson,  J.  O.  Gebhard, 
Chas.  Koonse,  M.  E.  Lewis.  J.  B.  Nelsen.  Robert  Olson,  J.  G. 
Swan,  H.  F.  Thompson,  H.  E.  Sox,  C.  S.  Atkinson.  Lafayette 
Dodds,  H.  A.  Sasse,  August  Plachta,  Wm.  Cleveringa,  W.  C. 
Thom,  C.  W.  Gebhard. 

TERRITORY  COVERED:  Special  agents:  C.  W.  Gebhard. 
Minneapolis,  Minn.;  Edward  Bed,  Aberdeen.  S.  D.,  and  P.  M. 
Immel,  Sykeston,  N.  D.  The  company  operates  in  Arii^  Minn.. 
Montn  N.  D.  and  S.  D. 


BIRMINGHAM  FIRE  INSURANCE  COMPANY,  Pittsburg,  Pa. 

IVesident.  Charles  Mdling;  Secretary,  A.  J.  Henning;  Assistant  Secretary,  A.  G.  Kaufmann.    Organised,  1871. 


Ybab 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

ToUl  Ex- 
penditures 

Looses 
Incurred 

1915 
1914 
1913 
1912 
1911 

$520,905 
507.614 
497.963 
491,697 
470,593 

$132,786 

115,480 

98.430 

87,045 

85,644 

$172,202 
177,926 
194,009 
196.660 
179,196 

$132,134 

118,581 

104,536 

91,371 

90,258 

$168,559 
154,531 
132,112 
116,675 
119.710 

$67,770 
57,826 
55,341 
34.821 
25.907 

$24,000 
24,000 
24,000 
20,000 
20.000 

$64,690 
61,091 
47,950 
38,820 
42.688 

$156,460 

142,917 

127.291 

93,641 

88.595 

$83,688 
66,600 
60.775 
37,305 
31,660 

Ambtb.  Dae.  31,  1915. 

Realestate $32,071 

Mortgage  loans 390,286 

•Cash 70,677 

Agents'  balances. . . .  21,088 

Interest  and  rents . .  6,558 

Otherasseto 226 

Totalassets $520,905 


LuBiuRna.  Dec.  31, 1915. 

Losses  unpaid $15,917 

Unearned  prems 132,786 

Total  liabitities...  $148,703 

Capital  paid  up 200.000 

Net  surplus 172,202 

Total $520,906 


Underwriting  loss.  $8,410;  iavestment  profit.  $26,695. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$23,677,479;  premiums  theraon,  $249,799. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$1,853,698;  Umm  paid.  $768,388;  dividends  declared,  cash, 
$687,046. 

REAL  ESTATE  OWNED:     Consists  of  company's  home 


office  building  valued  at  $24,536  and  other  proper  ty  valued  at 
$7,535. 

MORTGAGE  LOANS:  These  loans  aggregate  $390,285  on 
Allegheny  Co.  property  valued  at  considerablb^  more  than  double 
the  amount  loaned.  Then  wm  $306  of  interest  past  due  and 
$6,252  accrued  on  December  31,  bst.  The  company  holds  ample 
fire  insurance  on  the  mortgaged  buildings. 

MISCELLANEOUS:  Capital  increased  in  1879  from  $148,000 
to  $171,410,  and  m  1880  to  $200,000. 

DIRECTORS:   Charles  Mdlin^.  Leonhard  Kaufman.  Frederick 
'Buehler,  Georn  Hofmeister,  William  Henning,  George  L.  Sutter, 
John  Sieferth,7.  £.  Roth,  Jos.  F.  Pk)eger.  John  C.  RudoH»h,  John 
A.  Bleichner,  Louis  G.  Knoepp. 

FIELD  MEN  AND  TERRITORY  COVERED:  Robert 
M.  Co^jrle  ft  Con  Philadelphia,  Pa.,  general  agent  for  Philadelphia 
and  SIX  adjoining  counties;  F.  S.  Tewksbury,  HttabuK.  Pa., 
special  agent  for  Pa.   The  company  operates  in  HI.  and  Pa. 
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BOSTON  PNSURANCE  COMPANY,  Boston,  Mass.t 

R.  B.  FaUer:  Seoretary,  fntmtn  Niokenon.    Ori»iuied.  1873. 


Unearned 

Net 

Net 

Total 

Looes 

ToUl  Ex- 

Ixmee 

Yiii 

AflRto 

aTCDUDXDS 

SaipliM 

FkvniaiDS 

Income 

P^ 

Dividendi 

ExpeneeB 

penditures 

Lwuned 

uur 

rJ0S488 

t2>42,638 

S2.549,543 

*tl066.462 

•4.342.718 

*t2,134.644 

I24a000 

31,417.722 

13.792.366 

32340,111 

\m 

C466.723 

2,377,725 

2,337.729 

3,443.618 

3.799.722 

2.011.661 

240.000 

1.283.494 

3,535.155 

2,141.351 

UU( 

«,38i741 

2,237.637 

2.531.420 

3428.129 

3.574.425 

1.819.748 

240,000 

1.209.478 

8.269.226 

1.840.555 

»i2t  ^jm,i% 

2.110.114 

3.050.705 

3.156.327 

3.403,250 

1.788.391 

210.000 

1,153,601 

3.151,992 

1.741,281 

mti    t,4SIJ5«7 

2,033.311 

2.871.561 

3.070.044 

3,317.960 

1.851.505 

300.000       1.077.483 

3.229.07i 

1.823.213 

loebdei  S2.101.096  marine  pcemiams  and  $1,094,179  marine  kMiafl.   /  Statements  aooording  to  Mam.  standard. 


Asn.  Dk.  31, 1915. 

Halestote 1513.674 

Mdrtpseloaas 365.600 

BoMkiod stocks...  4.935.937 

€M 571.594 

AgeatftrfasluieeB....  651.476 

latontsadiCBtB...  23,763 

Othffswls 46.057 

Total 87.109.001 

SpLdqt.  Offer  fiab....  5,413 

TdslaKls 37.103.588 


liiBiLRm,  Dbc.  31, 1915. 


Losses  unpaid. 
Unearned  prems. . 
Other'IiabifitieB.. 

Total  liabOities. 
Oapitalpaidap. 


1781,407 
2,542.638 
230.000 

33,554.045 
1,000.000 


NetSnrpliis 2.549.543 


Total 37.103,588 


Vwiawnaag  profit.  397,146;  iorestment  profit,  1354.983. 

WSSB  AND  PREMIUMS:  Fire  risks  in  foroe,  Deoember  31, 
UaTISJSl:  preBunms  thereon,  $3,755,189;  marine  and  inland 
riibiD  line.  $404)96.984;  premiam  thereon,  $1,074,931. 

BUHIN'ESS  SINCE  ORGANIZATION:  Premiums  reeeived. 
mSiUSn;  loaMC  paid,  $38,881,204:  dirideods  dedaied,  cash. 
SJSIMNO. 

KEAL  ESTATE  OWNED:  Conairts  of  propertsr  at  Milk  and 
Obr  ite^  eanied  at  cost,  and  one-third  interest  in  4.674  acres  of 
had  at  CortB  Bay,  Md.  Total  rents  reeeived  last  year  were 
8il06.  aad  the  tasss  and  fiipensHS  amounted  to  $16,459. 

MORTGAGE  LOANS:  There  are  26  louis.  of  which  12  ara 
cKkforllO^nOormore.  They  are  all  secured  by  Mass.  property. 
^idj  loeatod  ia  Boston  aad  its  suburbs.  Tlie  total  amount  of 
losi  (t3IM0O)  is  ooty  about  one-half  of  the  estnnated  vahie  of 
<^  aen&B  ($7|D,300).  One  loan  of  $90,000  is  upon  275-285 
GiBtM  SL.  Bosfot^  one  of  $25,000  is  unm  138  Ivy  St.,  Brook- 
^  ose  flf  $40jOOO  IB  upon  property  at  Gkodon  and  Eagle  sts.. 
Baata:  aad  one  of  $30UX»  is  upon  165-166  Tremont  st.  Boston. 
IVoe  eaa  $lj074  of  interaBt  past  due  on  Deoember  31,  last,  but 
iK  dae  date  for  afl  sooii  interest  WIS  Deoember  31. 

BONDS  AND  9rOCKB  OWNED:               Par  Market 

BoHDB.  Value.  Value. 

A^asCi. Ga.. flood mt^  1044.4}^%...  $5,000     '    $5,100 

jQtoiBt,1923.4K% 5,000  5.100 

fe*DB5.Ite,1923,4K% 8.000  8.160 

BcaUaLaada^Se^l92S.4% 50.000  50,500 

B«aLaBifa,l^Se..l933.4k%....  25.000  26.250 

Bmob  L  LOnm.,  1931-^,  4H% 18.000  16.730 

Bote  MtslI^  1831-3.  4}i% 12.000  12.540 

!«*a  Mua.  Blc  Cj.  Sq.,  1931-3, 4H%  12,000  12.540 

Btsua  Sqk.  %!.  of  Di.  1932^,  4^%. .  32,000  33.600 

BiAsaSep.Ssrs.afDB..  1039, 3^%....  10.000  9.400 

Bo*aHos,l«B.4J^. 14.000  14.700 

BoBtoB  Has,  1938, 4K%. 14.000  14,700 

t*>a8«.hu,1933.4K% 16.000  15,750 

Bote  PfileeSta^  1933,  4)i% 5.000  5,250 

a«iBa!V^I«33,4H% 5.000  5,260 

J«<«stl949.3H% 73,000  67,890 

Bate  HT.hi,  1949, 3H%. <.000  3.720 

jfaaoiuii,  Minn.,  Brdc..  1939.4%....  25.000  24,500 

5tte^B-C,d,1923,4H%. 25.000  22,750 

!aUiia^lfaaa.,19I7-«),4% 26.500  26.690 

;<nate.lbaB.19ai,4% 50.000  51.000 

S«».  Il»».28»  3>4%. 5.000  4.880 

Gil.3unaa.&rb.Imp.,1986,4%..  50.000  48.000 

Cm.  of  Mia,  at.  hy .  bi^  191»-24, 4%. .  59.000  59,740 

CiiB.  of  Ma^  It  liy.ln^  1928,3^%...  12.000  11.880 

^sfMMi,Ann.hi..l9ia4% 3.000  3.030 

Gaa.  of  Mm;,  der.  BosU  1919,  In..  4%.  50.000  50.500 

9»-  of  BIm,  Pik.  Ho&,  1039,  3H%-  •  63.000  61,740 

C«.ofMam,Met.swg.ln.,1940.3H%  13.000  12.740 

C5.  of  Blast,  1946, 3H% 1<W)00  15.680 

A**uT.A8.FeR.R^1995,4% 56.000  52.640 

Ai^T. * S. Fe R.  R.  ad-,  1906,  4%... .  30,000  26.100 

H9K.B,  ln.fr,  1925.  3H%. 15.000  13,800 

M0.R,IUeT.Kri«33.4H%. 25.000  24.250 

B-ki.K.B^ig«r5% 10.000  11.000 

B*BHf.By,H85,4% 50,000  43.500 

t  l^assKti  both  fire  ani  maxine  noauranoe. 


BoMM  ANO  Stocks  Owmid.— Coni.  Tv  Market 

BoNDe.— Con<.  Vahie.  Vahie. 

B.  A  L.  R.  R.,  1932.  4% $25,000  $22,250 

B.  A  M.  R.  R..  1926.  4% 50.000  40.000 

C.  M.  A  St.  P..  Ry.,  cv..  1932.  4H%. . .  10.500  10.815 
C,  M.  k  St.  P.  R.  R.  1.  CT.  gn.  A  r.  m.— 

_g..2014.  5% 8.700  9,390 

Dela.  ft  H.,  ev.  g..  1935.  5% 50.000  53.000 

Pitchburg  R.  R.,  1925-7.  4% 60.000  53.800 

fitohburg  R.  R..  1928.  4H% 50.000  46.000 

m.  Ct.  R.  R.  (L.  DiT.).  1953.  3^% 25,000  20,260 

Maine  Cent.  R.  R..  1985.  4H% 25.000  25.000 

N.  Y.  C.  A  H.  R.  R.  R.,  1935,  6% 68.000  77.530 

N.Y.C.  A  H.  R.  R.  R.  (L.  Sh.),  1998,  3H%  50.000  39.000 

N.  t..  N.  H.  A  H.  R.  lU  CT.  d.,  1948»6%  41.700  48.789 

N.  Y.  Con.  R.  R.  1  m.  g..  1953, 4H% . . .  25.000  24,250 

Northern  Pac.  Ry..  1997.  4% 25.000  23,250 

Old  Cok>nyR.R..  1925.4% 15.000  14.400 

Ore.  S.  L.  Ry..  1922,  6% 10,000  10,900 

Ore.  S.  L.  Ry.,  ea.  1  m.,  1946.  5% 600  530 

Penna.  R.  R..  1965,  4H% 50,000  50.500 

Southern  Pac.  ev..  1929,  4% 8.000  7.120 

Southern  Ry..  1951.  4% 2.000  1.680 

St.  L.  A  San  F.  R.  R.  gn.  b.,  1927.  5%. .  25.000  12.500 

West  End  St.  Ry..  1932.  4% 25.000  22.500 

Wisooosm  Cent.  R.  R.,  1949.  4% 12.000  10.560 

Booth  Mfg..  cv.,  1931.  4H% 25,000  24.750 

MaUory  Steamship..  1932.  5% 100.000  88.000 

Stocd. 

Bos.  A  Albany  R.  R 50.000  96.000 

Boston  ElT.Ry 250.000  207,600 

Boston  A  Low.  R.  R 10.000  13.300 

Boston  A  Me.  R.  R.  (com.) 100.000  36.000 

Chi.  Mil.  A  St.  P.  Ry.  Co.  (com.) 40,000  40,000 

Chi.  MU.  A  St.  P.  Ry.  Co.  (p.) 30,000  40.500 

Dela.AHud 110.000  169,400 

Pitchburg  R.  R.  (p.) •  10.000  7,700 

Manchester  &  Law.  R.  R 5.000  5,950 

N.  Y.C.AH.  R.R.  R 100,000  110,000 

N.  Y.,  N.  H.  A  H.  R.  R 175,000  134.750 

Northern  Pacific  Ry.  (com.) 10,000  11,800 

OldCobnyR.  R 42,500  64,600 

Ponna.  R.R 250,000  297.500 

Southern  Pacific  (com.) 25.000  26.600 

Union  Pacific  R.  R.  (com.) 20.000  28,200 

1  Bk..  Bos.,  Mass 100.000  426.000 

1  Bk.  Salem.  Mass 10.000        

Gd.  Bk..  Marblehead.  Mass 1.700  1.955 

Merehants  Bk.,  Salem.  Mass 5.000  8,500 

Merchants  Bk..  Worcester.  Mass 15,000  28,500 

Shawmut  Bk..  Boston,  Mass 45.000  88.200 

Webster  A  Atlas  Bk..  Boston,  Mass 15.400  32,802 

BrooUine  Trust,  Mass 10.000  25,000 

Amer.  Sugar  Ref.  (p.) 50,000  60,000 

Amer.TLATg 200,000  258,000 

Edison  El.  Illg 100.000  247,000 

On.  Ad.  Bur..  N.  Y 50  50 

General  Electric 13.000  22.880 

Old  Colony  Ins 369.100  718.200 

PulhnanCo 50.000  82.500 

Underwriters'  Salyage 600  500 

Western  Union  Tg 42.000  37,800 

Totals  (book  vahie.  $5,208,361) $3,919,150  $4,935,937 

MISCELLANEOUS:  Prior  to  1889  this  company  was  named 

the  Boston  Marine  Insurance  Company.  Capital  increased  from 
$300,000  to  $500,000  in  1876,  and  to  $1,000,000  in  1881.  Ck>n- 
flasation  loss:  Baltimore,  1904.  $258,235.  Company  transacts 
both  fire  and  marine  insurance.    Value  of  deposit  m  Ga..  $9,980. 

This  company  owns  ^9.100  (par  vahie)  of  the  stock  of  the  Old 
Colony  Insoranoe  Company,  valued  at  $718,200.  Loes  by  San 
Francisoo  conflagration.  1906,  $24,260  (marine  only). 

DIRECrrORS:  Ransom  B.  Fuller,  Donald  M.  Hill,  Wm.  H. 
Linooln.  Frank  B.  Dole,  Israel  E.  Deerow.  Cahrin  Austin.  Herbert 
Fuller,  Eugene  P.  Carver,  James  W.  Dunphy,  Frank  B .  McQuesteo, 
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BOSTON  INSURANCE  COMPANY,  Boston,  Mass,— Continued. 


William  R.  Hedge.  Edward  E.  Blodgett.  N.  J.  Rust.  Ward  Wil- 
liame. 

FIELD  MEN  AND  TERRITORY  COVERED:  Edmund 
WincheBter,  fire  manager;  I.  Llovd  Greene.  aaiDBtant  fire  manager, 
Boston,  Mass.;  Frank  0.  Cbannell,  Rochester,  add  John  B.  Dacey, 
Albany,  spedal  agents  for  N.  Y.  State;  W.  S.  Quinterro.  Poughkeep- 


se.  N.  Y.,  special  agent  for  N.  Y.  and  N.  J.;  Harold  A.  MiOer* 
Philadelphia,  Pa.,  for  East  P»..  Del.,  Md.  and  D.  C;  F.  W.  Sip- 
pell.  Pittsbura.  FW.,  special  agent  for  West  P»..  Md.  and  W.  Va.; 
Alfred  H.  Mills.  Boston,  Mass.,  special  agent  for  No.  New  England; 
Jas.  W.  Hemingway,  New  Haven,  Conn.,  spedal  agent  for  So.  New 
England.  The  company  operates  in  all  the  states  of  the  United 
States  except  Ala..  Aris.,Haw.,  Ida.,  Nev. ,  N.  Mn  S.  C.  and  Wyo. 


BUCKEYE  NATIONAL  FIRE  INSURANCE  COMPANY,  Toledo,  O. 

President.  H.  M.  Barfield;  Secretary.  H.  S.  Basset;  Managing  Underwriter,  Mehrin  Barclay.    Organised.  1912. 


Ybar 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Loeses 
Pliid 

Dividends 

Eipenses 

Total  Ex- 
penditures 

Losses 
Ineuired 

191A 

I1M.167 
147.213 

119.473 
1,6M 

142.678 
44,425 

$33,881 
2,676 

839,746 
*106.636 

12.947 

118,606 
t60,401 

$21,453 
60.401 

$6,865 

lOHt 



tincludes  $50,000  commission  on  sale  of  stock.    *Includes  $100,000  prenuum  on  capital  stock.    tStatement  for  3  months  ending 
December  81, 1914. 


Abbbtb,  Dig.  31, 1915. 


Mortgage  loans $70,400    Losses  unpaid. 


LuBiLnTB%  Dae.  31, 1915. 


Bonds. 

Cash 

Agents'  bahmoes. 

Interest 

Other  assets 


25.851 

58.364 

8.650 

2.461 

441 


Unearned  jwems... 
Other  liabilities. .. 

Totolliabitities.. 
CaiMtalpaidup. .. 
Net  surplus 


$2,991 

19.473 

1.025 


$23,489 

100.000 

42,678 


Total  assets $166,167       Total $166,167 


Underwriting  loss.  $6,667;  investment  profit,  $4,921. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$2,889,563;  premiums  thereon.  $33,514. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$36,558;  losses  paid.  $2,947. 

MORTOAQE  LOANS:  There  are  15  loans,  agnresating 
$70,400,  principally  on  farm  nropert^,  located  in  Lucas,  Defiance, 
PMildinc,  Putnam  and  Wood  counties.  0..  also  Toledo,  0.  The 
total  value  of  the  mortgaged  property  is  $243,600.  The  company 
holds  $101,050  insurance  on  the  mortmged  buildings,  and  on 
Dec.  31,  bst.  there  was  no  interest  past  due. 


BONDS  OYTNED: 

Chardon,  0.,  P*v.,  5% 

Grafton  Twp.,  0.,  5% 

Cuyahoga  Co.,  Road.  4% 

Miami  Co.,  0.,  Emer.,  Rd.,  5% 

Harrison  Con  0.,  hgwy.,  5% 

Elisabeth  Twp.,  Mumi  Co.,  0..  so.  6% 


Par 

Market 

Value. 

Value. 

$4,000 

$4,101 

5.000 

5,143 

1.000 

1.010 

5.000 

5,387 

4.500 

4.740 

5.000 

5,691 

Totals. 


$24,500        $26,072 


MISCELLANEOUS:  The  company  was  organised  in  1912. 
but  did  not  commence  business  till  Oct.  1,  1914.  It  wis  fonnsrly 
known  as  the  Peoples  National. 

DIRECTORS:  J.  M.  Spencer,  Chas.  FeUbach.  C.  H.  Vo(«ele. 
H.  M.  Barfield.  A.  R.  Chandler.  Q.  H.  Nettleman.  Chas.  S.  Turner, 
Sherman  Bond,  W.  B.  Smith,  U.  O.  Denman.  0.  W.  Hohnes.  D.  L. 
Durbin.  0.  D.  Tiffany.  F.  A.  Luts,  F.  P.  Clark,  Geo.  Altenburger. 
H.  S.  Bassett,  C.  B.  Johnson,  J.  H.  Pickard,  C.  L.  Bamett. 

FIELD  MEN  AND  TERRITORY  COVERED:  Melvin 
Barchy  is  managing  underwriter,  with  jurisdiction  over  the  entire 
state  of  0..  and  III.  • 


BUFFALO  GERMAN  INSURANCE  COMPANY,  Buffalo,  N.  Y. 

President,  John  G.  Wickser;  Vioe-IVesidents.  E.  B.  Eggert.  Fred  Greiner;  Secretary.  Chas.  A.  Georger;  Assistant  Secretaries,  L.  W. 

Fisher  and  Geo.  H.  Hofheins.   Organised.  1867. 

Unearned 
Premiums 


•      YUKU 

Assets 

1915 
1914 
1913 
1912 
1911 

$3,287,770 
3.218.678 
2,631,631 
2,789.480 
2.576.274 

$773,520 
790,776 
677.584 
678,805 
652,051 


Abbktb.  Dbc.  31. 1915. 

Real  estate $525,000 

Mortgage  loans 541,350 

Bonds 1,809,306 

Collateral  loans 16,800 

Cash 260,343 

Agents'  bahinces. ...  1 12. 146 

Interest  and  rents . . .  22,826 


Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

pen(Utures 

Incurred 

$1,968,224 

$670,233 

$804,474 

$333,068 

$96,000 

$304,329 

$733,397 

$310,121 

1.860.779 

597,675 

716.832 

432.926 

60.000 

279.314 

772.240 

429.628 

1.661.075 

619,190 

739.841 

350,872 

270,000 

264.445 

885.317 

332,662 

1.809.087 

660,622 

759.857 

375,547 

70,000 

272.672 

718.219 

353.586 

1,611,092 

648.281 

757.169 

359.375 

70.00QI 

290.563 

719,938 

359.779 

LUBIUTIKS.  DkC. 

Losses  unpaid 

Unearned  prems 

Reserve  for  contin- 


gencies  

Otner  liabilities 

Total  liabilities... 

Capital  paid  up 

Net  surplus 


Total  assets $3,287,770       Total. 


31.  1915. 
$46,026 
773,520 

80.000 
20,000 

$919,546 

400,000 

1,968,224 

$3,287,770 


Underwriting  profit,  $69,360;  investment  profit,  $125,085. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$160,382,022;  premiums  thereon,  $1,527,890. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$23,010,470;  loeses  paid.  $11,921,195;  dividends  decku^  cash« 
$2,478,925. 

REAL  ESTATE  OWNED:  Consists  of  a  5-story  iron  building 
at  Mam  st.  and  Broadway,  Buffalo,  N.  Y..  carried  at  book  value, 
$525,000,  and  which  coot  $320,000  in  1871. 

MORTGAGE  LOANS:  There  are  190  loans,  all  of  which 
are  on  Buffalo  properties,  and  only  6  of  the  whole  number  tqfuA 
or  exceed  $10,000  m  amount.  The  average  amount  is  about 
$2,800,  and  on  the  entire  number  there  was  no  overdue  interest. 


Loans  aggregating  $541,350  are  secured  by  properties  valued  at 
$1,508,208.  The  largest  single  loans  are  one  of  $15,000  on  a  found- 
ry at  Amherst  k  Tonawanoa  sts.,  Buffalo,  valued  at  $48,000,  and 
one  of  $15,500  on  a  factcuy  at  S.  E.  cor.  Broadway  and  Walnut 
St.,  valued  at  $39,970. 


COLLATERAL  LOANS  are  as  foUow 
SscuBnus. 

Am.  Agn.  Chem.  Co.,  p 

Wst.  Union  Tg 

Union  Pac.  Co 

Am.  Smlt.  k  Ref.  Co 

Chi.,  R.  I.  A  Pac.,  4%,  May  1,  2002. . . 

Del.  A  Hudson,  4%,  June  15. 1016 

Toledo  Gas  A  El.  Htg.,  bs 

Third  Nat.  Bk.,  Buffalo 

Germ.  Am.  Bk..  Buffalo 

Niag.  Falls  Power,  g.  bs , 

Buff.,  Lock,  ft  Roch.  R.  R..  bs 


Market 

Value. 

$980 

4.400 

.   1.380 

*    1,080 

100 

1.000 

1,260 

3.000 

4,000 

7.140 

400 


Amount 
Loaned. 


$6,000 

4.500 
6.300 


Totals. 


$24,770        $16,800 


BONDS  OWNED: 

New  York  S.,  can.  tm.,  1942.  4%. 
Erie  Co.,  N.  v..  1924-25.  4>i%. .. 
Erie  Co.,  N.  Y..  1926  4% 


Psr 

Value. 

$75,000 

30.000 

14,000 


Market 
Vahie. 

$75,000 
29.700 
13.440 
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BUFFALO  GERMAN  INSURANCE  COMPANY,  Buffalo.  N.  \ .^-Continued. 


BcsiDS  Owmm.— Conl. 


Co.,  N.  ¥,1937-38.4%.... 

Boffalo.  N.  Y..  1916-29.  3H% 

Bvflala  N.  Y.,  l»lft-29. 4% 

New  Yock,  N.  Y.,  1916-29.  Z\i% 

Lm  Ai«elea.  CaL,  cL,  pit.  1920.  \Vi%. . 
Lw  A]«dbB.  Oal..  harb.  imp..  1921. 4H%. 

BfttoTia.  N.  Y.,  1919,  4^% 

C,  M.  4  SL  P.  R.  lU  C  *  P..  W.  Dhr., 

1921,5% 

C^  M.  ft  St.  P  R.  R^  ?r».  AMmn.  Div. 

1921.5% 

C  M:  4  St.  P.  R.  lU  Dak.  k  Gt.  So. 

T^^  1916,5% 

C  M.  4  St.  P.  R.  R.,  La  C.  ft  D.  Div. 

1919.5%. 

C  M.  ft  St.  P.  R.  R.  Dnbuque  Dir.. 

1920.6% 

C  B.  ft  4  R.  R.,  Neb.  Dir.,  1927.  4%. 

C  Nwn.  R.  R.,  eq.  tr,  1918,  44%: 

St.  P.  ft  S.  Cy.  R.  R..  1919,  6% 

St.  P,  M.  ft.  M.  R.  R.,  1933,  4% 

At,  T.  ft  S.  Fe  R.  R..  E.  0.  Div..    1928, 

ACT 

TM^k  Hud^V.,*  im  4% .".'. 

ITrter  ft  Dela- R.  R,  1928.5% 

R-,W.ftO.R.R^  1922.  S'^o 

Utka  ft  Bhek  R.  R.  R..  1922.  4^0 

B.  S.  R.  R,  ax.  cr.,  1918,  5% 

N.  Y.,  L-  ft  W.  R.  R.,  1921.  6% 

N.  Y,  U  ft  W-  R.  R.,  1923.  5< 


eq-tr.,  192a  4  Vj^. 


N.  Y.  C.  L- 

N.  Y.  C.  ft  H.  R.  R.  R.,  1997,  34%. 

Poiiia^  gn.  eq.  tr.,  1917,  4% 

Wabaeh  R.  R,  1939,  5%  

One.  ft  CaL  R.  R-.  1927.  5% 


Pw 

Market 

Value. 

Value. 

$40,000 

938.400 

266.912 

261.220 

384.000 

380.160 

335.000 

221.800 

16.000 

15.840 

9.000 

8.820 

14.000 

13,860 

70.000 

71.400 

40.000 

40,800 

25.000 

25.000 

40,000 

40,400 

25.000 

26,500 

35.000 

33.250 

20.000 

19.800 

29.000 

30,160 

20.000 

19.000 

25.000 

23.000 

50.000 

48.000 

12,000 

12,111 

26.000 

26,520 

30.000 

29.436 

15.000 

15.000 

25.000 

26,750 

20,000 

20.512 

15.000 

14.550 

50.000 

41.032 

15.000 

14.700 

15.000 

15.300 

20.000 

20.300 

BoNM  OwsED.—Cont. 

L.  ft  N.  R  R.,  S.  E.  ft  St.  L.  Div..  1921, 

6% 

P.  ft  N.  R.  R.,  Wis.,  1926.  3H% 

T.,  W.  Val.  ft  Ohio  R.  R..  1933.  4H%.. . 

T.  H.  ft  Ind.  R.  R..  1925.  5% 

Buffalo  Ry..  1931.  5% 

CroaBtown  St.  Ry..  Buffalo.  N.  Y..  1932. 

5% 
Niagara  Palis  Pow.',*l*932.'5%." '.'.'.'.'.'. 

Niagara  Falls  Pow..  1932.  5% 

Bumdo  Go.  Electric  Con  1939.  5% 

Hydraulic  Power.  Niacpira  Falk.  1950. 5% 
N.  Y.  n.,  1939, 4h% 


Par 

Market 

Value. 

Vabe. 

$20,000 

$21,200 

13,000 

11.896 

12,000 

11.650 

10.000 

10.200 

25.000 

25.500 

3.000 

3,060 

15.000 

15.000 

6.000 

6,120 

25.000 

25.000 

15.000 

15,187 

20.000 

19,600 

Totals  (book  value,  $1,782.683) $1,816, 166  *$l,782.683 


*Securitiee  as  pa  Company's  valuations;  item  in  assets  as  per 
valuations  of  N.  Y.  Insurance  Department. 

MISCELLANEOUS:  Confla^ittion  losses:  Chicago,  1871, 
$5,000;  San  Francisco.  1906.  $275,000;  net  Chelsea,  1908.  $65,430. 
In  April.  1914.  this  company  absorbed  the  Buffalo  Commercial, 
thereby  increasing  its  capital  from  $200,000  to  $400,000. 

DIRECTORS:  0.  J.  Egsert.  Charles  Boiler.  Aug.  0.  Goeta. 
Edwin  B.  Eggert.  George  Urban,  Jr..  John  G.  Wickser.  Charles 
Groben.  Frank  P.  Person.  William  J.  Beyer.  George  W.  Schmidt, 
Fred  Greiner,  L.  P.  Adolff.  Jr.,  J.  M.  Mesmer,  John  L.  Kronenberg, 
Jacob  C.  Dold,  John  Bcnstead,  Wm.  G.  Houck.  E.  L.  Koons. 
F.  A.  Kraft.  A.  A.  Berrick.  M.  C.  Mills,  C.  A.  Georger.  Philip 
J.  Wickser,  G.  F.  Miller. 

FIELD  MEN  AND  TERRITORY  COVERED:  Chas,  J. 
Herbold,  Kpneral  a8;ent,  Edw.  F.  Clarke.  Henry  M.  Miller,  C.  W. 
Truncer,  W.  F.  Abbey.  H.  J.  Lambin,  C.  C.  Bowersox,  special 
agents.  The  company  operates  in  Conn.,  D.  C.  111..  Ind.,  la.. 
Ky.,  Md..  Mass.,  Mich.,  Minn.,  Mo..  Neb.,  N.  J.,  N.  Y..  0., 
Pa..  W.  Va..  and  Wis. 


CALEDONIAN-AMERICAN  INSURANCE  COMPANY.  New  York,  N.  Y. 

President,  Chaa.  H.  Post;  Vioe-Pres..  R.  C.  Christopher;  Secretary.  Miiward  Prain;  .\«t.  Sec.,  H.  E.  Franck.    Organised.  1898. 


Yka.ri 


1915 
1914 
1913 
1912 
1911 


Assets 


$263,596 
261.175 
253.369 
253.114 
256.827 


Unearned 
Premiums 

$15,801 
14.438 
14.165 
12,617 
13.337 


Net 

Surplus 


$44,180 
43.504 
35,938 
38.104 
39.134 


Net 
Premiums 


$18,241 
15.985 
16.986 
15,635 
13.423 


Total 
Income 


Lo8»cs 
Paid 


$28,437 

$12,340 

26,a54 

ll.fiOS 

26,741 

9,.506 

25.516 

9.321 

22.966 

11.7.S4 

Total  Ex- 
Dividcnds      Expenses    |  penditures 


$8,000 
8.000 
8,000 
8,000 


$6,227 
5.545 

6,794 
5,524 
4.S93 


$26,573 
2,5,153 
23.300 
22.845 
16,677 


Incurred 


$12,122 

10.989 

9,715 

6,021 

12.960 


AaiSTB,  Dec.  31. 1915. 


Bends  and  stocks. 

CwA 

Ajceats*  balances. 
Interest 


$237,726 

5.855 

17.660 

2.355 


LiABiUTiBS,  Dec.  31,  1915. 


Losses  unpaid . 
Unearned  prems. 
Other  liabilities.. 


$2,815 
15,801 
800 


Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


$19,416 

200.000 

44,180 


Total  assets $363,596       Total $263,596 


tJuJaiiitiag  loss.  $1,922;  investment  profit.  $10,598. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
S3.217.236;  pranhims  thereon,  $30,381. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
$515;;09:  losses  paid,  $448,768;  dividends  declared,  cash,  $100,000. 


BONDS  AND  STOCKS  OWNED: 

BoUBfi. 

Cii.  Stk.  Cy.  <rf  N.  Y..  1954-35.  3^%  ... 

Cp.  Sck.  Cy.  of  N.  Y..  1960.  4^4% 

Bxlyii^  Qbccds  Co.  ft  Sub.  R.  R..  1  m.  g.. 
1941. 57o 


Par 

Market 

Value. 

Value. 

$223,000 

$198,160 

8,000 

8,0SO 

5.000 


5.000 


BoxDS  AKD  Stocks  Owned. — Cont. 

BoM>B. — Cont. 

N.  Y.,  Ont.  ft  West.  Ry..  r.  m.  g..  1922, 


4f- 


Steinway  R.  R..  of  N.  Y..  1  m.  g..   1992, 

6*^ ' 
Amcr.  tl.  Tk..  cv.'  g*'  1933.'  V^f'c'.  •    ' 
Tenth  ft  23rd  St.  Ferry,  1  m.  g.,  1919,  5''h 

Stocks. 

Amer.  Tl.  ft  Tg.  cap.  stk 

Pitts.,  BeiHemcr  ft  Lake  Erie  R.  R.,  gr.  stk. 


Par 

Value. 

Market 
Value. 

$5,000 

$4,100 

5.000 
1.200 
5.000 

5.000 
1,296 
2,250 

6,000 
10.000 

7,740 
6.100 

Totals  ibook  value.  $245,648) 


$268,200       $237,726 


DIRECTORS:  Chester  B.  Lawrence.  Harry  A.  Kahler.  N.  A. 
McNeil.  Chas.  H.  Post.  R.  C.  ChrUtopher.  Cliaa.  B.  Hubbell.  H. 
E.  Franck.  £.  J.  Patterson.  Lewis  L.  Clarke. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  comoanjr 
is  licensed  in  Colo.,  Conn.,  Me.,  Md..  Mass..  Mich..  N.  J.,  N.  \. 
and  Pa.    . 


CALIFORNIA  INSURANCE  COMPANY,  San  Francisco,  Cal. 

President,  E.  T.  Niebting;  Vice-President.  W.  E.  Dean;  Secretary.  George  W.  Brooks.   Organiatni.  1861.  ^ 


YbasI     As«!ts 


1915 
1914 
19tt 
1912 
Ull 


$14M6.491 
1.024.513 
1.154.679 
1JM2,144 
L313.108 


Unearned  Net        j        Net 

Prcmiiuns       Surplus     ,  Premiums 


$398,963 
381.427 
350.681 
518.492 
619325 


$234,236 
178.055 
205.450 
269.137 
204,812 


$448,212 
421.283 
482.562 
493.910 
750,615 


Total      I 
Income 

$501,061 
481.490 
546.977 
550.605 
818.090 


Lo!»aes 
Paid 


Dividends  <    Expenses 


lutal  hx- 
penditures 


$2(^.671  i 
182.182' 
299.2821 
324,048, 
284,464; 


55.000 
60.000; 
60,000 


$240,770' 

$445,441 

203,424 

385.606 

247,076 

601.358 

216.974' 

601,022 

307.747 

6.'>2.211 

Lotises 
Incurred 

$196,145 
185.216 
276.473 
294,926 
287,112 


la 


1802  in  Firemans  Fund.  Home  of  New  York  and  Peoples  of  Manchester;  reorganized  and  resumed  business  June  15. 1905. 
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CALIFORNIA  INSUEIANCE  COMPANY,  San  Francisco,  CjJ.—Conhni«d. 


An>n.DK.31,  l«lfi. 


hbiUUci.... 


MortM* Iduv 3t«.TI0    VHtfnedjir 

Bindiud  rtocka. . .  44S.S72  OthsliibiUl 
Louu    SD    PaoiilH 

Wit.    bib.     (n),  ToUJ  IkHlitiei. . . 

141.300) 311.000    Cipiulpuilup.... 


Total (1,006.491 


Underwriting  [vofit.  13 


REAL  ESTATE  OWNED:   Coaptina  lot  40i«0  ft..  ^4t«y 
ud  busment  brick  building.  UO^  Sunmenli  '    "--  " — 
oaso.  Cil.    The  uil  uicxme  in  IM?  oh  13.97S;  i 
in  IWO.  U.1I13:  in  1910.  tJ.«43:  in  ]»1].  14.917:  i 
ii>l»1J.*l.03G.   The 


1  1M8.  IS.-  ' 
1  1912.  H, 


13.000  lo  13,000  lor  Ihe  oompuy'i  i 

UORTGAOE  LOANS:   Tbn  in  11  mdrtoge 

nfi^  UU.7I0,jiRiWotad  by  ami  gsIsM  in  t^na_ 

saso,  Spokuo,  WuL:  Eut  Portluid.  On.;  (kUud.  CiL;  Mad- 
ford.  Cil..  ud  F^enu.  nJind  M  tTU,4S0.  T1»  ompuy  holds 
t33S.aO0  d(  Sn  UHimiKe  on  th«  buildingi.   Tbm  mi  31,778  ol 


BONDS  AND  STOCKS  OWNED: 

Bnmdon.  Cin.,4t  .'■,  Pi'.:    

Bnntford,  Ont.,  C. -<       ..  I'>44 

CilwT,  Alb.,  Call    4        .  I4Z7  ..     .. 
NewWertmiiuMr-l;  '"    i    .%,1»31.. 


Otk  Bty.  B.  C,  S 


Loa  AngrinPiur.  ■: 
La  Angeln  R.  R., 
Loa  Angcin  1^..  1 


BoNM  iKD  Stocu  Own. — CtnL 


OaUuid  To-  B%.  l»3*, 

Onklud  Tc  OL,  5%.  IfiSS 

PMiBcH.Ry.,  C«i.,S%.  IWZ 

Fetiliuu  i  Suit*  Rob  Ry.  1%.  lOli 
Su  Frm.  *  Bun  J,  V»l.  Ri,  S%.  IM 
Su  F..  Otk.iStcl.  Ry..  9%,  1333. 


Union  ?^A. , 
WeMernPu  j. 


MmhinbNit.Bk... 

HttDnuaCi>..C>r'.'.i 
Fu.  Cout  Adj.  Ban* 

Totib  tbook  ibIih. 


1118... 


tHB.100      t44I,9» 


MISCELUNEOU?:  Tim  comtaity  «■■  mrnniMd  wid  r»- 
uined  biuiiHa  JuiK  1 3,  lOOE,  >iUi  ■  oet  wb  nrplu  of  tlOO.000. 
lU  IcHHe  ui  (be  Su  Fnneina  oonHunUon  ol  IWt  UMUnted  (o 

...».■..      O..L ._  ....  ,m%— ^i>^(  i( — L— ii-ij — 

11335,000  dm 

I  ■ddhioM]  Bvi 

KiWIiontl  amtil.     Reins,  iu  Eiitsn  dipt,  in 

_■«.=._    I -■  "- W««»™.  Middto a«t dapt*  tatliB 


in  laaii In  •««■&«  11^,000  during  IMM.     In 

atookboUan  pahTm  noolm  addhiaM]  BViilw  and  tlWr 
..t^liontl  (aftil,     Reina.  ila  Eastsn  dept.  IP  Abcp""' 
FUb,  \a  13II  HKl  ita  WaNan.  Hiddia  Ettl  dnrta,  la 
jroal  Uninn,  LoBdoD.  b  1311.   A  maiuHr  cf  tb*  •>« 

vnad  by  tba  Commenial  Unba  ol  LomIob.   VduaofdapM 

luada.  IS0.700. 

DIRECTORS:   ' 


FIELD  MEN  AND  TERRITORY  COVERED:  Bpecial 
smnia.  B.  DuWnBeld.  Loa  Angdaa.  Cal„  (or  So.  Cal,  and  Arii.: 
G.  SrtiuylR.  Den\*«,  Colo..  m>na««.  Rocky, M 


Ufgr(?Stl 


iltl*.  Wiib..  lor  Wash.  > 

(i..  for  Nq.  CjJ.:  R.  H,  McCurdy,  P 
V.  ClayUin.  Jr.,  '     "'  '    "  "'  """' 


_  Uuh,  Mont 

.,_. B.  C.  bcMch.  managir.  Caoadiai 

department.  The  company  operataa  lo  AlaJ.,  ALta,  Aril,.  B.  C, 
CuTColo.,  Ha'..  Ida.,  III..  Man..  Micb.,  Mont..  Nev..  N.  Y.. 
O..  Ore..  Fa..  P.  I.,  Utah.  Waah..  Wyo..  MlB.  and  SaA. 


CAMDEN  FIRE  INSURANCE  ASSOCIATION,  Camden,  N.  J. 


PnaidRil,  EdmuBd  E.  Rewl,  Jr.; 


Yuaj     Aa«U     1  Premiiinu  | 

Pramium. 

BipemH 

prnditurea      iBcwTad 

ifli; 

B.4Wi,403    ti,6«e,s»7; 

*sil-SJ 

Hmfei 

t3M,2«5l 

*ilm 

*mm 

»l,780,«i6'      1963.487 

flioiiiita  mlaimabb  on  pBpetual  polidca,    t  Euhidea  3100,000  addiUnnal  >u 
LUBlLtrm,  Die.  31,  1916.  ,  AunB,— Coal.  , 


Colklenil  loans  . . 

Caab 

Agantfl'  talancaa.. 


n.iWI    Other  liabiUtie*. 
g«,413 
371.139       Total  liabiUiii 


Total »3.40S,403 
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CAMDEN  FIRE  INSURANCE  ASSOCIATION.  Camden.  N.  J .—ConHnued. 

BoNM  AND  9rocu  OWKWD.—CmU. 
Bonds.— Colli. 

FbtcftoD  R^M  OS.  m.,  1931«  6% 

Peim«ylTftiiia,  g.  In.,  1921,  4^% 

Public  Sorv.  Newirk  Tm.  Ry.,  1  m.,  s.  f.. 

g.,lM5.5% 

SeMout  R.  R.,  pri.  In..  IMS.  5^ 

ScMout  R.  R..  gn.  m..  1948,  5%. 


an.  149.228;  inyeBtment  profit.  9139.556. 

RISKS  AND  PREMinMS:  Fire  riikB  m  force,  (except  per- 
prtod}.  Decembers!.  9315.132,942;  premiumfl thereon,  93,121,088; 
petpetoAl  fire  nka,  Sl.337,017;  depoat  prenuume  thereon,  931,990. 


BUSINESS  SINCE  ORGANIZATION:    PkemhiiM  recwred. 
917,042.324:  loon  poid,  98,992.086;  dTidendi  dechrvl.  cndi. 
952,865. 


REAL  ESTATE  OWNED:  Conaists  of  the  company's  office 
bnidiBc  nnd  anaac  to  office  at  S.  W.  cor.  5th  nod  Federal  eke. 
(company  oeeopieB  both  boildinsi),  Oamden.  Talued  at  999.000 
(cart  9105,036). 


MORTGAGE  LOANS:  There  are  215  loans,  rektively  few  of 
vhieh  eueed  94,000.  They  are  chiefly  seenred  by  properties  in 
f^aiden.  Atlantie  City  aad  nearby  towns.  There  are  several 
loaas  of  910,000  to  925,000  secured  by  Oamden  and  Atlantic  City 
pmitatim  valued  mudi  higher.  The  overdue  interest  upon 
97734)15  of  ■wrtgnes  amounted  to  9545  on  Dee.  31,  last. 


COLLATERAL  LOANS  are  as  follows: 
namiwiiiBU 

Horse  R.R 

,R.R 


Totata. 


BONDS  AND  STOCKS  OWNED: 

BONDO. 


e.  g.  n.,  1016.  6% 

Atlantic  City,  N.  J.,  pv..  1928.  4H%- . . . 

N.  C  f.,  1945,  5% 

N- J.,  pt,  1927, 4% 

N.  J.,  hos.,  1987. 4.4% 

N.  J.,  pk,  1939,44% 

Co.,  N.  J.,  e.  h.,  1944.  4% 

CoOincswood,  N.  J.,  sc,  4% 

Ddbth  Wat.  A  Lt^  1926,  5% 

Darlmm.  N.  C  wat.,  1928.  5% 

(aooeeotcr  Cy.,  N.  J.,  f.  k  r.,  1045.  5%. . 

dooeesterCo..  N.J.,bg.,5% 

Haddonfirid.  N.  J.,  sc  194^6.  44%-. . 
Jeney  Oty.  N.  J.,  f .  A  wat..  1932.  4% . . 

Lamfia.  N.J.  se.  die.  1928^7.  5%. 

McfchaDtviOe.  N.  J^  sc  1922.  44%- .  ■ . 
MoBtreal.  P.  Q^  Gka.,  g.  1917-8.  5%.. . . 

Oeeaa  aty,  N.  J.,  sc..  1920.  44% 

Ocean  Gty,  N.  J.,  pv.  A  fi.  g..  1932,  4%. 
City.  N.  J.,  fl.  indebt.,  1 94 1 .  5%. . 
K.J^sc  1936.44%- 


Rickmoad.  Va..  1926-38.  4% 


'%. 


Rirhmond,  Va^  pub.  imp..  1945.  4< 

Troop  (3©.,  Ga..  1941.  5% 

Atlantic  Cy.  Ry..  1  os.  m.  g.,  1951.  4%. . 

Atisatie  Cy.  Ry,  g.  m.,  1919,  5% 

fiaito.  A  O.  R.  tL.  temp.  r.  &  gn.  m.,  1995. 

5%   

find«etoo  k  MiOville  Tc,  1  m.,  1990. 

B.  A'oVpri!  In.*  iV  i925.'  34%- .'.'.'.'.'.'.'. 

Gam.  4  Safan.  Rj'.,  1  m..  1946.  5% 

C-  R.  R.  of  N.  J.,  gn-  m..  1987,  5% 

C.  Psc.  Ry,  1  r.  m,  1949,  4% 

Citiaeas  St.  Ry,  Ind.,  1  m..  1927.  6%. . . 

Cs.  •nact.N.  J.,  g,  1933.5% 

E^toD  t  Am.  Ry..  reg.  1  m..  1920,  5%.. 
ID.  Cent.  R.  R,  L  Div.  k  Tm,  1  m.  g., 

1953.34% 

Jeney  Cy.,  H.  4  P.  R.  R..  1  m.  g,  1949, 

4% 

L.  Sh.  A  Mieh.  So.  Ry.  Co.,  25  yr.  g.. 

1928,4% 

Leh^  4  U.  B.  Ry,  gn.  m.  g,  1920,  5% 

Lehigh  Val.  Tm.  Ry,  g,  1941,  5% 

L.  A  N.  R.  R.,  K,  1955,  4% 

L  A  N.  R.  R,  g,  1  m..  1946, 4% 

Mkibod  R.  R.  of  N.  J.,  1.  m,  1940,  5%. 

N.  J.  k  N.  Y.  Ry,  1  m,  1950,  5% 

N.  J.  A  H.  R.  Ry.  A  Ferry,  1  m,  1950, 4% 
Newark  Pmb.  Ry,  cs.  1  m.  g,  1930,  5%. 
Ko.  Pic.  Ry.  Co,  Gt.  No.  Ry..  it.— 0. 

B.  A  I.  eoL.  1921.  4% 


Market 

Vahie. 

834,250 

708 


10.000 
50,000 


Amount 


122,000 
500 


$34,958        $22,500 


Par 

Market 

Vahe. 

Value. 

$5,000 

$5,000 

40.000 

41.200 

13,000 

13,780 

5.000 

4.800 

50,000 

52.500 

8.000 

8.400 

100.000 

97.000 

22,000 

20.905 

5,000 

5.300 

7.000 

7.350 

25.000 

26.000 

12.000 

12.360 

10.000 

10.000 

5.000 

4,850 

10.000 

10.200 

18.000 

18.180 

25,000 

25.000 

38.000 

38.000 

11.500 

10.810 

15.000 

15.600 

9.000 

9,000 

15.000 

14.160 

16.500 

.     15.345 

10,000  • 

10.200 

26.000 

24.440 

31.000 

31.620 

20.000 

20.000 

12.000 

11.280 

10.000 

9.300 

100.000 

102.000 

10.000 

11.800 

10.000 

9.000 

1.000 

l.OH) 

102.000 

104.040 

27.000 

27.540 

8,000 
37,500 


10.000 

9,500 

12,000 

12.000 

65,000 

70.850 

10,000 

8,700 

10.000 

8.000 

25.500 

26.520 

15,000 

14.250 

30.000 

24.600 

50.000 

52.000 

,  1994,5% 

C  1  m.  g.,  1953, 


Southern  Ry.,  1  cs.  m.  g. 
So.  Jersey  Gas,  £1.  A  T 

5% 

Trenton  Gas  A  El,  1  m,  1949.  5% 

Trenton  Pass.  R.  R,  1  m.,  6% 

W.  Jersey  A  Seashore  R.  R,  1  cs.  m 

1936J4%. 

Amer.  Tl.  A  Ta,  cv.  g,  1933.  44%  -  • . 

Cs.  Gas  of  N.  Y,  cv.  d,  1920.  6% 

Hoboken  Ferry.  1  m.  g,  1946.  5 


ei 


Hudson  Gas,  1  m.  g.,  1949,  5%. 

Long  Dock,  cs.  m.  g,  1935,  6% 

Newark  Cons.  Gas,  cs.  m.,  1948.  5%. 
Newark  Gas.  1  m.  g.,  1944,  6% 


10,000 


9,800 


Phila.  El,  g.  0,1917,5%. 

I^terson  A  Psssaio  Gas  A  El.,  cs.  m., 

1949,5% 

Pub.  Sv.  Corp.  of  N.  J,  perp.  int,  perpt. 

6% 

Pub.  Sv.  Corp.  of  N.  J,  gn.  m.  s.  f, 

1959,5% 

Pub.  Sv.  Carp,  of  N.  J,  col.  g.  n,  1916. 

5% 

Stoceb. 

Camden  Hone  R.  R 

Camden  A  Sub.  Ry 

Phik,  Germ.  A  N.  R.  R 

Phiht.  Tc 

Reading  Co,  com 

iStedN.  J.  R.  R.  A  Canal 

W.  Jersey  A  Seadiore  R.  R 

Camden  Safe  Deposit  A  Tr 

Girard  Trust 

Phila.  Nat.  Bk 

Amer.  Tl.  A  Tg..  N.  Y 

Gn.  Ad.  Bur.  N.  Y 

PhiU.  and  Cllamden  Ferry 

Nat.  Biscuit,  com 


Pkr 

Market 

Value. 

Vahe. 

$20,000 

$22,000 

90,000 

• 

20,200 

10,000 

9.600 

15,000 

16,050 

2.000 

2.140 

10,000 

io,3oa 

55.000 

54,450 

16,000 

16.480 

37.000 

40,700 

10,000 

8.800 

8.000 

8.560 

20.000 

25,200 

25.000 

25,25a 

25.000 

25,500 

40.000 

48,800 

10,000 

10,400 

3,500 

4,200 

25,000 

25.000 

30,000 

20,200 

50.000 

52,000 

20,000 

18.000 

50.000 

50,000 

12,600 

68,500 

15,000 

12,000 

5.000 

13,800 

10.000 

15,800 

10.000 

16,600 

70.000 

157,500 

12,750 

12.750 

625 

2.625 

4,200 

39,102 

3,000 

14.100 

40.000 

51.600 

450 

450 

27.500 

58.300 

5.000 

6,250 

Totals  (book  value,  $2.140.163) $1,829,025    $2,093,497 


MISCELLANEOUS:  Capital  increased  in  1900  from  $105,730 
to  $200,000:  in  1903.  to  $300,000;  in  1904.  to  $400,000:  in  1909. 
to  $500,000;  in  1912.  to  $600,000;  in  1914.  to  $700,000.  Also 
$100,000  additional  surplus  added  each  jrear.  Conflagration 
losses:  Baltimore,  1904.  $40,000;  San  Francisco.  1906.  $365,000, 
net.  Value  of  deposit  in  Va,  $29,505;  in  Ga,  $10,600;  in  N.  C, 
$21,130. 


DIRECrrORS:  F.  Wayland  Ayer,  Frank  J.  Burr,  David  Baird. 
John  F.  Hamed,  Wm.  C.  Jones.  Edmund  E.  Read,  Jr.,  Chas.  A. 
Rf^olds,  Wilbur  F.  Rose,  Frank  C.  Somers,  Wm.  J.  Sewell,  Jr., 
J.  Lynn  Truscott.  Wm.  T.  Read. 


FIELD  MEN  AND  TERRITORY  COVERED:  A.  J.  Wood- 
worth  A  Co,  Syracuse,  N.  Y.,  general  agenta  for  N.  Y.;  Lohmeyer, 
(joldsmith,  Patterson  Co,  Charleston.  W.  Va,  general  asents  for 
W.  Va.;  Cravens  A  Caffe.  Houston,  Tex.,  genotu  agents  for  Tex.; 
Edmund  Winchester,  Boston,  Mass,  general  agent  for  New  Eng- 
land States;  Loren  H.  Green  A  Co,  Jacksonville.  Fht,  general 
Seats  for  Fla.;  C.  W.  Kimmel.  general  acent  for  0,  Ind.  and 
ieh.;  Rodney  Davis,  general  agent  for  III.,  Ky,  Tenn.,  Neb, 
la.,  Minn,  Wis.,  Mo..  N.  D.  and  Colo.;  John  F.  (jiillians.  special 
agent  for  N.  J.;  A.  Y.  Findlay.  special  agent  for  Pa.;  Jerome  A 
Brown,  manager;  Chas.  M.  Jerome,  assistant  manager,  Atlanta, 
Gra..  for  Ga..  Ala..  N.  C.  S.  C.  Va.  and  Eastern  Underwritera 
for  Fla.  Special  agents:  P.  W.  D.  Jones,  Richmond.  Va,  for 
Va.;  T.  H.  DeGraffenreid.  Charlotte.  N.  C,  for  N.  C.  and  S.  C; 
L.  J.  Leonard.  Atlanta.  Ga..  for  Ga.;  Ben  P.  Richards.  Jackson- 
ville. Fla,  for  Fla.;  H.  E.  Parker.  Birmingham.  Ala.,  for  Ala.: 
Gross  R.  Scruggs.  Dallas,  Tex.,  general  agent  for  Ark..  OUa.  and 
La.;  George  0.  Hoadley.  San  Francisco,  Cal.,  manager  Pacific 
Dept.;  E.  £.  Potters  A  Sons.  San  Francisco.  Cal..  manager  Pacific 
Dept.  for  the  Eastern  Underwriters.  Henry  J.  Ide,  Boston,  Mass., 
managers  for  Extern  Underwriters  for  Eastern  States.  The 
company  operates  in  all  the  States  of  the  U.  S.,  except  Alas., 
Aris.,  Ida.,  Kan,  Me.,  Mont,  Nev..  N.  M.,  S.  D..  Uuh,  Vt., 
Wyo. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


CAPITAL  FIRE  INSURANCE  COMPANY  of  Concord.  N.  H. 

Prendent.  Chas.  L.  Jackman:  Vioe-Prendeat.  Edwd  O.  Leach:  Aaoatant  Secretary,  F.  T.  Jaokman.   Orsaniied,  1886. 


Ybab 

Anets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Proniums 

Total 
Income 

Losses 
Paid 

Dividends 

1915 
1914 
1913 
1912 
1911 

$876,607 
770.210 
761,371 
752.564 
758.818 

$209,832 

194,041 

180,580 

156,339 

83.687 

$230,102 
211.121 
256.096 
250.006 
301.393 

$196,263 
241,570 
201.628 
217.658 
•11.542 

$238,776 
281.232 
241,628 
259.413 

tl05,691 

$131,888 

176,279 

99,149 

96.598 

251.133 

$18,830 
16.400 
16.400 
16.400 
54.900 

Expenses 


$94,722 

101.407 

94.674 

96.821 

67.921 


Total  Ex- 
penditures 


$245,440 
294.086 
210.223 
209.819 
373.954 


Incurred 

$123,887 

177,010 

95.432 

106.538 

216.670 


*  Aggregate  net  premiums  written,  $459,865;  paid  for  reinsurance,  $448,323.    t  Includes  $51,740  excess  of  commissions  reodved 


OTer  cammiaaions  pai< 

AasBTB,  Dec.  31. 

Real  estate 

Mortgage  loans 

Bonds  and  stocks.. . 
Ln.  on  NatL  St.  Cap. 

Bk.  stk 

Cash 

Agents' bahmces 

Interest  and  rents.. . 
Due  from  reins,  cos. 

Total  assets 


LuBiunis.  Dec.  31, 1915. 

Losses  unpaid $22,146 

Unearned  prems ....  209.832 

Borrowed  money. ..  110,000 

Other  liabilities 4.527 

ToUl  liabilities...  $346,505 

Capital  paid  up 300,000 

Net  surplus 230,102 


1915. 
$75,000 
129.759 
612.103 

1.000 
21,371 
29.477 

5,760 

2.137 

$876,607       Total $876,607 


Underwriting  loss.  $18,315;  investment  profit.  $37,296. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$39,862,304;  premiums  thereon.  $394,028. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$6,204,008;  losses  paid.  $3,710,916;  dividends  declared,  cash, 
$300,594. 

REAL  ESTATE  OWNED:  The  principal  item  is  a  brick  block 
on  School  St..  Concord,  the  book  value  of  which  is  $75,000  and 
which  ifl  carried  at  $75,000. 

MORTGAGE  LOANS:  There  are  30  loans  amounting  to 
$129,759.  and  secured  by  improved  real  estate  in  Concord,  Nasnua. 
Manchester.  N.  H.;  Worcester,  Mass.,  St.  Johnsburv,  Vt.,  and 
Lawrence,  Mass.,  and  in  Lincoln.  McPheraon  and  Elbworth 
Counties.  Kan.,  valued  at  $280,700.  The  company  holds  $151.- 
500  insurance  on  the  buildings.  Interest  past  due  December  31, 
last,  amounted  to  $106.  Most  of  the  loans  are  small,  the  Urgcst 
beinff  one  of  $33,000  on  4-Btory  brick  mercantile  block,  and  brick 
dwelling.  Concord,  N.  H. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Anglo-French,  ext.  In.,  1920.  6% 

Albany,  N.  Y.,  1926,  4% 

Los  Angeles.  Cal..  1920,  4% 

Montreal,  1918,  5% 

New  Rochelle,  N.  Y.,  1921.  5% 

N.Y.Cy.,  1954,3».i% 

N.  Y.  Cy..  1938,  V.o 

N.  Y.  Cy.,  1953,  3h''; 

N.  Y.  Cy..  1960,  iH% 

Orange  Co.,  N.  Y..  1920.  4^^% 

Richmond.  Va..  1941-3,  i% 

San  Diego,  1932,  4H^o 

Syracuse^ N^Y.,  1921.  4H% 


C.  &  C.  R.  R..  1  m.,  1944,  5^ 

Maine  Rys.,  1919.  5% " 

Pere  M.  R.  R..  Ind.,  1  m.,  1943.  4%. . . . 

Somerset  Ry.,  1  m..  1955,  4% 

So.  Ind.  Ry..  1  m..  1951,  4% 

So.  Pac.,  cv.,  1934.  5% 

Amer.  Tl.  &  Tg..  col.  tr..  1929.  4% 

Concord  El.,  1  m..  1931,  5% 

Cs.  Gas.  El.  Lt.  4  Pow.,  Bait.,  1935.  VA% 
Denver  Gas  &  El.,  col.  tr.,  1917.  6%. . . . 

Fore  River  Ship  Bldg..  1923-24,  b'/o 

Gn.  Rubber.,  n.,  1918,  5^', 

Keokee  Cs.  Coke.  1959,  5% 

Manch.  Tc,  Lt.  k  Pow..  n.,  1918.  5%... 

Metro.  Steamship,  I  m..  1939.  5% 

N.  Y.  &  Pa.  Tl..  1929.  4% 

Pac.  Lt.  &  Pr.,  col.  tr.  n..  1917.  6% 

Swift  A  Co..  1  m.,  1944,  5% 

United  Fruit,  1917,  6^^ 

United  Fniit,  1918,  5<'n 

Western  Tl.  &  Tg.,  coll.  time.  1932.  6%. 
Stocks. 

A.,  T.  4  S.  Fe  R  R.,  p 

A.,  T.  &  S.  Fe  R.  R.,  com 

B.  oc  O.  R.  R.,  p 

B.  &  0.  R.  R.,  com 

Boston  4  Me.  R.  R,  com 

Chi.  Jc.  R.  R.  4  Un.  Stk.  Yd.,  p 

Chi.,  Mil.  4  St.  P.  R.  R.,  com 

Chi.,  Nwn.  R.  R.,  com 

Concord  4  Montreal  R.  R..  class  4 

Concord  4  Montreal  R.  R.,  class  3 

Concord  4  Montreal  R.  R..  class  2 


Par 

Market 

Value. 

Value. 

$15,000 

$14,100 

5.000 

5.000 

2.000 

1,960 

8.000 

7,920 

3,000 

3,150 

36.000 

31.680 

40.000 

39.200 

21.000 

18.480 

15.000 

15.900 

5.000 

5.100 

11,000 

10,230 

2.000 

1,980 

5.000 

5,100 

5.000 

4,750 

5,000 

5.000 

2.000 

1,280 

1.000 

830 

7.000 

4,550 

2.500 

2,700 

5,000 

4.550 

3,000 

3,030 

1,000 

900 

5.000 

5.000 

5.000 

5.050 

10.000 

10.000 

3.000 

2,550 

15.000 

14.700 

5,000 

3,750 

3,000 

2.670 

5.000 

5.000 

10,000 

9.800 

10.000 

10,200 

5.000 

5.000 

15.000 

14,850 

5.000 

5.100 

10.000 

10.800 

400 

312 

700 

672 

3.^00 

1.188 

3.000 

3.120 

3,000 

3.000 

4.500 

6.165 

3.100 

2,914 

200 

188 

200 

188 

Bonds  and  Stocks  Owned.— Con/. 
Stocks. — Cont. 

Dela.4Hud 

Gt.  Northwn  Ry.,  p 

IlLCent.  R.  R 

Manhattan  El.  R.  R 

Mass.  El.,  p 

N.  Y.,  N.  H.  4  H.  R.  R 

Northern  R.  R 

Northern  Pac.  R.  R 

Penna.  R.  R 

Southern  Pac 

Un.  Pacific  R.  R..  com 

1st  Nat.  Bk.,  Concord.  N.  H 

Mechanicks  Nat.  Bk..  Concord,  N.  H . . 

Nat.  Bk.,  Lebanon,  N.  H  

Nat.  State  Capital  Bk.,  Concord,  N.  H. 

Amer.  Agr.  Chem.,  p 

American  Exp 


Amer.  Loco.,  p 

Amer.  Sugar  Ref.,  p 

American  Tl.  4  Tg 

American  Tobacco,  p 

American  Woolen,  p 

Amoekeag  Mfg.,  com 

Concord  Axle 

Concord  EU  com 

Concord  El.,  p 

Concord  Real  Estate 

Federal  Sugar  Ref.,  p 

General  Ad.  Bur 

General  Electric 

Liggett  4  Myers  Tob.,  p 

Lwillard  (P.)  Co.,  p 

Mergenthaler  Linotype 

Nasnua  Mfg 

Nat.  Surety 

Nat.  Sugar  Ref 

Page  Belting 

Phenix  Mutual  Fire  Ins.,  com. 
Phenix  Mutual  Fire  Ins..  p. . . . 

Prescott  Piano.,  p 

Pullman  Co 

Stoncga  Coke  4  Coal,  com — 

Swift  4  Co 

Woodbury  E.  Hunt 

Under.  Salvage,  Chi 

United  Fruit 

United  Shoe  Mach.,  p 

U.S.  Rubber,  1  p 

U.S.  Steel,  p. 

Virginia-Carolina  Chem.,  p — 

Western  Ad.  4  Insp 

Western  Union  Tl 


Par 

Value. 

$4,000 

11,300 

6,800 

1.000 

2.500 

3.500 

800 

4.500 

2,500 

12.800 

3.000 

1.400 

15.000 

1.000 

14.800 

8.000 

2.500 

4.000 

13.000 

16.600 

1.600 

6.400 

7.800 

2,200 

5.800 

3,100 

9.300 

2.000 

100 

8.100 

400 

300 

2,200 

1.000 

1.000 

500 

8.750 

2,900 

5.500 

2,500 

8,200 

1.500 

7.500 

500 

500 

3,100 

1..500 

5.000 

8,500 

1.000 

100 

2.800 


Market 

Value. 

$6,160 

14.351 

7.344 

1.330 

900 

2.695 

800 

5,310 

2.975 

13.568 

4.440 

4.900 

24.000 

1.400 

35.964 

8.000 

3,250 

4.080 

15.600 

21.414 

1.744 

6,272 

5.148 

2.640 

5.568 

3.193 

6,975 

1.840 

100 

14.256 

480 

357 

3,762 

1.420 

2.110 

485 

9.625 

2.900 

5.500 

13,536 

450 

9.52.5 

'566 
4,650 
1.740 
5,450 
9,945 
1.130 
200 
2,520 


Totals  (book  value.  $597,170) $564,550       $812,103 


MISCELLANEOUS:  This  company  guarantees  the  policies  of 
the  New  England  Underwriters'  Agency.  The  company  started 
business.  1885.  with  $1,500  capital,  which  was  subsequently  in- 
creased by  cash  payments  as  follows:  1886,  to  $25,000;  1887.  to 
$50,000;  1889,  to  $100,000;  1891.  to  $200,000;  1915.  to  $300,000. 
Conflagration  loss:  Chelaea.  $1908,  $32,619;  Salem,  1914,  $45,736. 

DIRECTORS:  Charles  L.  Jackman,  Joeiah  E.  Fernald.  Fred  N. 
Ladd.  I.  M.  Savage,  F.  T.  Jackman.  Eben  M.  Willis.  Fred  W\ 
Cheney,  Edward  G.  Leach.  Geo.  H.  Tilden.  J.  D.  Mills. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  agents. 
F.  T.  Jackman,  A.  R.  Kendall,  Concord.  N.  H..  for  N.  H.,  Vt., 
Mass..  R.  I.  and  Conn.;  John  W.  Gailey.  Bedford.  Pa.,  special 
agent  for  Pa.;  Mills  4  Honnees.  managers  for  Metropohtan  and 
suburban  district,  New  York:  Percy  B.  Dutton.  general  agent 
for  N.  Y.  State  outside  of  district  covered  by  Mills  4  Honncss. 
The  company  operates  in  Conn.,  Mass..  N.  H.,  N.  J.,  N.  Y.,  Pa.. 
R.  I.  and  Vt. 

REM. ARKS:  Among  the  liabilities  of  this  company  is  noticed 
borrowed  money  owing  to  the  amount  of  $110,000.  This 
situation  naturally  enlarges  the  assets  to  the  extent  named;  that 
is.  if  the  loan  had  been  paid,  the  assets  would  have  been  depleted 
by  the  amount  of  the  loan.  Of  the  $300,000  capital  stock,  the 
directors  own  $26,800. 
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CAPITAL  FIRE  INSURANCE  COMPANY  OF  CALIFORNIA, 

Sacramento,  Cal. 

FireBident,  H.  C.  Muddox;  Secretary.  J.  F.  Lan<fis.   OnEftniied.  1911. 


YxjLB^    AaaetB 

Unearned          Net 

Net 

Total 
Income 

Loeaefl 
Ptiid         Dividends 

Expenses 

Total  £z- 
penditurefl 

Losses 
Incurred 

1915       $4254198 

$71,482         $84,802 

38,627           18.017 

27,276<          41,896 

9,342           43.449 

$118,067 
56.325 
42.072 
15.728 

$203,931 
75.787 
62.078 
26.319 

$53.896 

$60,825 
41,500 

$114,720 
77.308 

$54,198 

1914         320.414 

35,808 

44,295 

1913         326.635 

12.811 

31,535'           44.346 

14,462 

1912         304,552 

724' 

14.179 

14.903 

749 

Dbc.  31. 1915. 

$  60.800 

230.951 

109.766 

^043 

1,259 


LuBiuraB,  Dec,  31. 1915. 

Loves  unpaid $10,747 

Unearned  prems. . .        71.482 
Other  liabifities 8.067 


Total  liabilities. 
Capital  paid  up. 
Net  sorj^ 


$  90.296 

250.000 

84,802 


Total M2S,096 


Underwriting  Icea,  $8,805;  investment  profit.  $23,188. 

RISES  AND  PREMIUMS:  Fire  risb  in  force,  December  31, 
$8^579.931:  pranjums  thereon,  $131,119. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
$232,193;  Iombs  paid,  $103,238. 

REAL  ESTATE  OWNED:    The  company  owns  real  estate 


valued  at  $60,800.  the  boolc  value  of  which  is  $35,916.    Total 
rents  last  year,  $307;  expenses  and  taxes,  $685. 

MORTGAGE  LOANS:  There  are  96  loans  acgregating  $230,- 
951  on  improved  property  in  the  Sacramento  Valley,  valued  at 
$524,510  and  on  which  company  holds  $202,350  of  insurance. 
There  was  $1,186  of  interest  past  due  on  December  31.  last. 

MISCELLANEOUS:  The  oomoany  owns  $3,350  worth  of  its 
ownstock.  Last  jrear  30  cents  per  snare  was  contributed  to  surplus. 

DIRECTORS:  H.  C.  Muddox,  Chas.  Hollister,  C.  J.  EDis, 
J.  H.  Heitman,  H.  6.  Williamson,  P.  C.  Cohn,  J.  S.  Gattman,  F. 
J.  Michel,  J.  f.  Landis. 

HELD  MEN  AND  TERRITORY  COVERED:  Resident 
manager,  H.  M.  Schmidt,  San  Francisco  department.  118-120 
Sansome  st~  San  Francisco,  Cal.  Special  agents,  R.  W.  Guthrie 
and  D.  H.  Cox.  W.  L.  Pettibone  ft  Co.,  Newark.  N.  J.,  are  East- 
em  general  agents  fw  surplus  lines.  The  company  operates  in 
Camomia  onor. 


CAROLINA  INSURANCE  COMPANY,  Wilmington,  N.  C, 

president,  H.  C.  McQueen;  Secretary,  M.  S.  Willard.    Organised,  1887. 


Ysoi!     Assets 


Unearned 
Premiums 


19U 
1914 
1913 
1912 
1911 


$124^15, 
122,2491 
122,215; 
123.142 
118.176, 


Net        j        Net 
Surphu    I  Premiums 


Total 
Income 


Losses 
Paid 


Dividends 


$30,175 
30,175 
30,175 
27,964 
27,764 


M2,I28 
40,615 
40.234 
38.673 
37,134 


$23,9471 
24,958' 
29.051 
24.136, 
25.7641 


$42,0781 
33,138; 
40,800 
34,624 
34.407 1 


$12,403' 
16,319 
12,745 
12,1881 
13,178 


$4,006 
4,000 
4.000 
4.000 
4.006 


Expenses 


Total  Ex- 
penditures 


$22,502 
10.723 
19.416! 
16.570 
12.691 


$38,911 
31.042 
36.161 
32.758 
29.8731 


Losses 
Incurred 


$11,992 
15.972 
13.762 
12.346 
13,439 


Real  estate 
Mortgaged 
Boads  aad  Bboeka 


Dsc.  31.  1915. 
$5,000 


Total 


81.750 

26.500 

3.633 

7.330 

2 


LiABiuTifs.  Dbc.  31. 1915. 

Losses  unpaid $1,840 

Unearned  prems 30,175 

Other  habOitim 72 


Total  fiabiHtim. 
Cajxtalpaidup. . 
Net  surplus 


$32,087 
50,000 
42,128 


$124,215       Total $124,215 


RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31. 
$3^022.430;  praniums  thereon,  $57,(K4. 

BUSINE8B  PINCE  ORGANIZATION:    Pnaniums  received, 
$466,611;  kaacs  ptud.  $261,189;  dividends  declared,  cash.  $77,708. 

REAL  ESTATE  OWNED:   The  real  estate,  which  is  carried  at 
$5,000  and  valoed  at  $12,500.  consists  of  the  company's  home 
hnililing    Rents  received  last  year.  $400;  expenses,  $234. 

MORTGAGE  LOANS:     There  are  30  loans  on  improved 

$81,750,  in  Wiknington,  N.  C,  valued  at 


$203,000.  In  most  cases  the  loan  does  not  exceed  50%  of  the 
value  of  the  mortgaged  property,  and  in  no  case  does  it  exceed 
40^  of  the  estimated  marlcet  value.  Company  holds  $73,000  of 
fire  msurance  on  the  buildings. 

Pfcr 
BONDS  OWNED.  Vslue. 

North  Carolina,  4% $21,500 

Masonic  Temple.  6% 6.000 


Total. 


$26,500 


MISCELLANEOUS:  Capital  increased  in  1890  from  $31,270 
to  $50,000. 

DIRECTORS:  Sol.  Stemberger,  H.  L.  Vollere.  Donald  MacRae. 
H.  C.  McQueen.  R.  A.  Parslev,  3.  M.  Boatwright.  Clayton  Giles, 
Jr.,  Walker  Taylor,  J.  H&ughton  James,  J.  Irving  Boar,  J.  0. 
Reilly,  F.  A.  Lord,  J.  Van  B.  Metts. 

FIELD  MEN  AND  TERRITORY  COVERED:  M.  S.  Willard. 
general  agent  and  secretary;  E.  M.  Beery,  special  agent.  The 
company  operates  only  in  N.  C. 


CENTRAL  STATES  FIRE  INSURANCE  COMPANY,  Wichita,  Kan. 

Pkcadent.  H.  C.  Whaleo;  Secretary,  W.  I.  Funk;  Managing  Underwriter.  Edgar  Ross.     Incorporated,  1915. 


Early  in  1915  this  eompany  was  promoted  with  a  proposed 
capita]  stock  of  $250,000  and  the  stock  was  being  sold  by  salesman 
from  New  York  on  a  contract  by  which  they  act  as  fiscal  agents. 
Asof  BiCay  16. 1916.  Preadent  H.  C.  Whalen  advised  us  that  the 
eonpaoj  bad  eoounenoed  writing  business  with  assets  amounting 


to  $114,852.  The  paid  up  capiUl  was  $100,000,  and  the  net 
surplus  $14,852.  Other  officers  of  the  companv  are:  Vice- 
President.  Sam.  L.  Nolan;  General  Counsel,  A.  S.  Buxsi;  Treas- 
urer, John  N.  Richardson. 


CITIZENS  INSURANCE  COMPANY  OF  MISSOURI,  St.  Louis,  Mo. 

Pnsiihiit»  Cfaariea  E.  Chase;  Vice-Presidents,  R.  M.  Bissell,  J.  H.  Carr,  Whitney  Palache;  Secretary,  P.  0.  Crocker;  Assistant  Secretary, 

Thos.  H.  Scotland.   Organised.  1837. 


Ys*ml    Aasrts 


Unearned 
Premiums 


1915 

1684,425 

1914 

601,755 

1913 

811,335 

1912 

862,101 

1911 

87U632 

$165,513 

26.313 

406.758 

437,217 
457,290 


Net 

Surplus 


Net 
Premiums 


$247,557 
359,027 
159,706 
166.084 
159.347 


$«)9,707 

—355.343 

457.952 

511.315 

541.326 


Total 
Income 


Losses 
Paid 


Dividends 


Expenses 


Total  Ex- 
penditures 


Losses 
Incurred 


$337,768 

—335,302 

490.147 

541.876 

571.744. 


$87,287 
4.3111 
331.052 
343.743 
344.3881 


$119,000 
18.000 
23.000 
24,000 
24,000 


$105,050 

—138.731 

162,019 

173.933 

212.270 


$311,337' 

—116,4201. 

516.071' 

541,670' 

580.658 


$103,513 

317.291 
341.256 
342.701 
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CITIZENS  INSURANCE  COMPANY  OF  MISSOURI,  St.  Louis,  Mo.—Continued, 


A0BBTB,  Die.  31, 1915.  LiABiLimB,  Dbc.  31. 1016. 

Mortgage  loans $61,700    Loesea  unimid 125.786 

Bonda 365.100    Unearned  prams. .. .       165,513 

Cash 217.574    Other  liabilities ... .        45.569 

Agents*  balances....        32.986  

Interest 7.065       Total  liabibties. . .     $236,868 

Capital  paid  up 200.000 

Net  surplus 247,557 

Total  assets $684,425       Total $684,425 


Underwriting  loss,  $26,556;  investment  profit,  $34,087. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$27,048,939;  premiums  thowon,  $278,058;  marine  and  inland 
rides  in  foroe,  $20,924;  premiums  thereon,  $584. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reodved, 
113,055.095;  losses  paid.  $7,776,953;  dividends  declared,  cash, 
$1,247,798;  stock,  $165,000. 

MORTGAGE  LOANS:  The  2  loans  amount  to  $61,700  and 
the  securities  are  valued  at  $153,500.  No  interest  was  past  due 
on  Deoembv  31,  last.  The  company  holds  $67,500  insurance 
on  mortgaged  buildings.  The  larnest  loan  is  $60,000  on  mer- 
cantile building,  3621-31  Olive  St.,  St.  Louis,  valued  at  $150,000. 
The  remaining  loan,  $1,700.  is  upon  a  St.  Louis  dwelling  worth 
$3,500. 

BONDS  OWNED:  Par  Market 

Value.  Value. 

N.  Y.  Cy..  rev.,  6%.  1917 $12,000        $12,360 

N.  Y.  Cy.,  op.  stk.,  4^%,  1960 30.000         30,300 

Richmond,  Va.,  pub.  imp.,  4%,  1043 ....  1.000  930 

Georgia,  reg.,  3H%,  1918 10,000  9.900 

St.  Louis,  pub.  big.  &  pub.  imp.,  4?^  1928        105.000         105,000 

Virginia,  century,  3%.  1991 10.500  9.345 

Wilson  Co.,  N.  C.  rd.,  5%,  1938 10,000  10,200 

Chesa.  A  0.  Ry.,  1  cs.  m.  g..  5%.  1939 . .  40.000         42.400 

N.  Y.,  N.  H.  &  H.,  cv.  d.,  6%.  1948 ... .  30,000  35.100 

No.  Pftc..  Gt.  No..  C,  B.  A  Q.,  col..  4%, 

1921 25.000  24.500 

So.  Ry.  (Memphis  div.)  1  m.  g.,  5^o,  1996  28.000  28,840 

Laclede  Gas  Lt.,  St.  L..  1  r.  m..  5%.  1934  20.000  20,400 

Mich.  TL,  1  m.,  5%,  1924 22,000  22,000 

Union  El.  Lt.  &  Pow.,  St.  L.,  1  m.,  5%. 

1932 13,000  13,000 

Totals  (book  value.  $376.198) $356,500     *$364.275 

*  Securities  as  per  company's  valuations.  Item  in  assets  based 
on  insurance  department  valuations. 

MISCELLANEOUS:  In  1902  and  1903.  the  stockholders  paid 
in  $50,000  to  surplus;  m  1904.  $25,000.  and  in  1906.  $35,000. 
Conflagration  losses:  Baltimore.  1904,  $76,531;  San  Francisco, 


1906,  $231,813.  Values  of  special  deposits:  Ga..  $9,900;  Va^ 
$10,275. 

DIRECTORS:  Chas.  E.  Chase.  S.  E.  Waggoner,  J.  H.  Carr. 
R.  M.  Bissell  Geo.  Gordon,  A.  G.  Dugan,  F.  C.  Case,  J.  E.  Ten- 
ner. W.  R.  Prescott,  P.  O.  Crocker. 

FIELD  MEN  AND  TERRITORY  COVERED:  Eastern 
department:  Thos.  H.  Scotland,  general  agent,  Hartford.  C^nn.; 
Southern  department:  W.  R.  Prascott,  general  agent,  Atlanta. 
Ga.,  for  Ga..  Fla.,  Ala.,  Miss.,  La.,  Va.,  N.  C.  and  S.  C;  special 
agents:  J.  S.  Goldsmith,  Birmingham,  for  Ala.:  Arthur  Lane, 
Jacksonville,  for  Fla.;  W.  W.  Roberts,  Atlanta,  for  eastern  Ga.; 
W.  Y.  Harper  and  Edw.  Perdue,  New  Orleans,  La.,  for  La.;  E. 
H.  Jones.  Richmond,  for  Va.;  M.  G.  Hunter,  Charlotte,  for  N.  C; 
R.  L.  Bailey,  Columbia,  for  S.  C;  P.  L.  Davis  and  C.  D.  Grover, 
Vicksburg,  Miss.,  for  Miss.  Texas  department:  J.  B.  Hereford, 
general  agent.  Dallas,  Tex.;  Felix  S.  Hereford.  Dallas,  for  eastern 
Tex.;  W.  Hugh  Hunter,  San  Antonio,  for  Southern  Tex.;  H.  C. 
Craig.  Dallas,  for  central  western  Tex.     Pacific  department: 

C.  C.  IQnney,  manager.  San  Francisco,  Cal.;  special  agents; 
J.  J.  Dennis.  Portland,  for  western  Wash.,  western  Ore.,  western 
B.  C.  and  Alas.;  L.  H.  Earle,  San  Francisco  (office):  Neil  Stewart, 
Spokane,  fc»'  eastern  Wash.,  northern  Ida.,  eastern  Ore.  and  eas- 
tern B.  C;  P.  H.  Griffith,  Los  Angeles,  for  southern  Cal..  Aria., 
and  Nev.;  C.  E.  Millw.  Buttp.  Mont.,  for  Mont.,  Utah,  southern 
Ida.  and  southeastern  Ore.;  Geo.  E.  Devine,  San  Franciflco  (office); 
M.  E.  Spaulding,  San  Francisco,  for  coast  and  central  Cal.;  R.  E. 
DoUard,  San  Francisco,  i(x  northeastern  Cal.,  Nev.  and  uouthwes- 
tcrn  Ore.;  W.  S.  Dennis.  Fresno,  for  St.  Joaquin  Valley.  Cal; 
Ernest  E.  Price,  Los  Angeles,  for  southern  Cal.,  Arii.  and  Nev.; 
M.  F.  Barclay,  San  Francisco,  Marine  and  Transportation  de- 
partment; Lasher  k  Taylor,  general  agents,  suburban  N.  Y. 
and  northern  N.  J.;  John  H.  Ray.  Brooklyn,  N.  V.:  Cook  County 
department,  Chicago,  111.,  John  Shepherd,  manager.  Special 
agents  reporting  to  nome  office:  Geo.  £.  Hill.  Boston,  for  Mass., 
Conn.,  R.  I.  and  Me.;  G.  A.  Russell.  Philadelphia,  Pa.,  for  Md.. 

D.  C,  southern  N.  J.,  eastern  Pa.  and  Del.;  Jos.  P.  Fisher.  Pitta- 
burgh,  for  western  Pa.;  C.  W.  Phelps.  Syracuse,  N.  Y..  for  N. 
Y.  Stat-e.    Local  agency  managers:  Bruerton  Kimball  k  Smith, 
Boston,  Mass.     Western  department,  Chicago,  111.,   Dugan  & 
Carr,  general  agents;  W.  B.  Tobias,  Peoria,  III.,  for  Ind.  and  111.; 
H.  M.  Wardle,  Detroit,  Mich.,  for  Mien,  and  0.;  F.  M.  Greene, 
Minneapolis,  Minn.,  for  la.,  Minn,  and  Wis.;  W.  B.  Dudley, 
Omaha,  for  Neb.;  C.  F.  Hardy,  Topeka.  for  Kan.;  S.  R.  Bruce  and 
G.  C.  Frickel,  Oklahoma  City,  for  Okla.:  Geo.  Gordon.  St.  Louis, 
Mo.,  for  Mo.;  J.  E.  Tenner.  St.  Louis.  Mo.,  for  St.  Louis  and  part 
of  111.;  R.  H.  Cooper,  Wheeling,  for  W.  Va.:  C.  R.  Boynton.  Louis- 
ville, for  Ky.;  0.  P.  Smith,  Nashville,  for  Tenn.;  M.  E.  Brown, 
Sioux  Falls,  S.  D.,  for  S.  D.;  A.  C.  Comrie.  Farno.  N.  D.,  for  N.  D.; 
W.  L.  Braerton  and  W.  A.  McGrew,  Denver,  Colo.,  for  Colo.;  Jas. 
T.  Leavitt,  inspector  for  Western  department,  Chicago.  111.    The 
company  operates  in  Can.  and  in  all  the  states  and  territories, 
except  C.  Z.,  N.  M.,  P.  I.,  P.  R.,  Vt.  and  Wyo. 


CITY  INSURANCE  COMPANY,  Pittsburg,  Pa. 

President,  W.  H.  Lyons;  Secretary,  Amos  Bloom.   Organised,  1S70. 


Ybab 


1915 
1914 
1913 
1912 
1911 


Assets 


Unearned 
Premiums 


$172,303 
173.4601 
182.591' 
182.499' 
181.717 


$27,679 
22.760 
22,615 
21,497 
20.:i04 


Net 
Surplus 


Net 
Premiums 


$42.9S7 
42.775 
50,320 
63.057 
52.945 


$29,528 
20.685 
21.724 
21,734 
18.715 


Total 
Income 


$42,431 
31.713 
32,407 
34.075 
28.149 


Lossps 
Paid 


$17,517 

13.850 

7,969 

7,30? 

9.548 


Dividends 

$10,000 
10.000 
12,500 
10.000 
10.000 


Expenses 


$19,629 
10,113 
1 1.430 
11.027 
14,802 


Total  Ex-  I 
penditures  ' 

$47,146, 
33.963 
31,899 
28.330 
34.360 


Losses 
Incurred 

$10,866 

17,392 

8.461 

8,396 

8.062 


AssBTB,  Dec.  31,  1915. 

Real  estate $27,068 

Mortgage  loans 1 14,255 

Collateral  loans 3.550 

Cash 9.680 

Agents'  balances 7. 1 86 

Other  assets 10,464 

Total  assets $172,303 


LiABiLiTiBS,  Dec.  31, 1915. 

Losses  unpaid $219 

Unearned  prems 27,679 

Other  liabilities....  1.418 


Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


$29,316 
100,000 
142.987 


Total $172,303 


Underwriting  profit,  $3,112;  investment  profit,  $7,100. 

REAL  ESTATE  OWNED:  There  are  5  pieces  of  real  estate 
(unincumbered)  all  located  in  Allegheny  Co.,  Pa.,  valued  at  $27,- 
06& 


MORTGAGE  LOANS:  The  loans,  aggregating  $114,255, 
are  all  upon  Allegheny  Co.  real  estate,  valued  at  more  than  double 
the  amount  loaned  thereon.  The  company  holds  ample  insurance 
on  the  buildings.  December  31,  last,  the  post  due  interest  amount- 
ed to  $1,311. 

MISCELLANEOUS:  During  1915  control  of  this  company 
passed  into  the  hands  of  interests  identified  with  the  North  Branch 
Fire  of  Sunbury,  Pa. 

DIRECTORS :  A.  V.  D.  Watterson.  J.  G.  Sell.  W.  H.  Lvons, 
W.  A.  Shipman,  Amos  Bloom,  I.  Rockerfeller,  0.  P.  Rockerleller, 
A.  W.  Pontius. 

TERRITORY  COVERED:  The  company  operates  only  in 
Pennsylvania. 


REPORTS  OF  FIFE  INSURANCE  COMPANIES. 


35 


CITY  OF  NEW  YORK  INSURANCE  COMPANY.  New  York,  N.  Y. 

PMident,  Major  A.  White;  Secretary.  J.  Carroll  French.   Organised,  IflOS. 


;  Unearned 

Net 

Net 

'  total 

1/00968 

Total  Ex- 

Losses 

Yi&a 

AtsttM       Preniuini 

1 

Surphia 

Prenuiime 

Income 

Paid 

I^vidends 

Expenses 

penditures 

Incurred 

1915 

%IJS2&J306\       Mlft.744 

1254.368 

9665.387 

1726.174 

9372,518 

$26,244 

1294.549        $693,311 

$337,839 

1914 

1.429.587         56a671 

304.104 

521.576 

0589,324 

337.911 

56.080 

240,685 

634.676 

372.110 

1913 

1.552.957'         610,441 

274.148 

627.560 

a763,432 

384.406 

50.000 

274.631 

709,037 

367.212 

1912 

1.471.618         560.002 

304.575 

600.484 

658.285 

323.524 

50.000 

276.525          650.049 

292,432 

1911 

1.466.009         514.474 

330.062 

610.404 

664.874 

317.240 

50.000 

280.8371         648.077 

327,918 

s  InehMks  $300,000  surplus  paid  in;  $80,000  in  1913.  and  $3,200  in  1914. 


AssRB.  Dmc.  31. 1915. 

BcalcsUte $111,071 

Mort«sge  bans 201.250 

Bondfl  and  stocks. . .  964.070 

Cad    107,519 

Avals'  balanees ....  125.958 

Interest  and  rents. . .  7.479 

OiherssKtfi 25.286 


LuBiLrma.  Dae.  31, 1915. 
Losscaunpaid $59,494 


Unearned 
Other  liabi 


prems. 
Ilities. 


Total  liabUities 
Capital  paid  up 


616.744 
14,500 

$600,738 
583,200 


Netsurplos 254.368 


Total $1,542,633 

Spl.dep.overliab..         14.327 


Total 


$1,528,306       Total $1,528,306 


rodenvriting  km.  $26,065;  investment  profit,  $80,826. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$127.975J37:  prenunms  thereon.  $1,187,028. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$5,050,447;  losses  paid.  $2,550,687;  dividends  decUred.  cash, 
f2Sd.824. 

RE.U.  ESTATE  OWNED:  Consists  of  a  5-8tory  brick  building 
at  Maiden  Lane  and  William  st..  New  York,  occupied  by  the 
eompai^.  aad  carried  at  cost,  estimated  worth,  $165,000. 

MORTGAGE  LOANS:  There  are  8  loans,  of  which  6.  for 
$I64.2V).  are  guannteed.  principal  and  interest,  by  mortgage 
gmrantee  companies. 


BONDS  AND  gTOCKS  OWNED: 
Bonds. 

N.  V.  .State,  can.  imp.  In.,  3%,  1959. . 

X.  Y.  Cy.,  3^%,  1054 

Rirhmoad,  Va.,  pub.  imp.,  4%.  1948. . 
SaTunah.Ga..  4^^0.1959 


oT'o,  1941. 


C<im>&dated  Gas.  cv.  d..  e'^o  1920. 

Mortgage  Bond.  4'c.  1969 

MatAl  Un,  Tg.,  1  m.  ext.  g., 
Stocks. 

B.  4  0.  R.  R.,  com 

B.AO.R.R..P 

rhra.*O.Ry 

Ch-„Mfl.&St.  P.  Ry.,com. 
Oil,  R  L  ft  Pae.  Ry.,  com. 

ErieRR^lp 

Great  Northern  Ry.,  p 


Par 
Value. 
$200,000 
25.000 
30.000 
10.000 
11.000 
25.000 
10.000 

43.500 
7,200 
5O,O0C 
50.000 
10,000 
30.000 
59.400 


Market 
Value. 
$198,000 
22.000 
27,900 
10.400 
13.970 
19.000 
10.000 

41.780 
5.616 
32.000 
50.000 
1.800 
17.700 
75,438 


BoNiM  AND  Srocca  Owmm.— Con<. 
Stocks. — Cont. 

Great  Northern  Ry.,  iron  ore  ctfii 

Lehigh  Val.  R.  R 

Louisville  A  Nashville  R.  R 

Manhattan  Ry.,  N.  Y.  Cy 

Northern  Pacific  Ry 

Southern  Pacific  Ry.,  com 

Union  Pacific  Ry..  com  

Chase  Nat.  Bk..  N.  Y.  Cy 

Consolidated  Gas,  N.  Y.  Cy 

Lehigh  Val.  Coal  J^Ies 

Maiden  Lane  k  William  St..  N.  Y.  Cy.. 


Pw 

Market 

Value. 

Value. 

$lp.000 

$5,100 

20.000 

33,400 

24.000 

31.200 

10,000 

13.300 

20.000 

23.600 

48.100 

50.986 

60,000 

84,600 

5.000 

31,250 

45,000 

64.800 

12.500 

20.250 

100.000 

80,000 

Totals  (book  value,  $1,072.101) $915.700       $964.070 

MISCELLANEOUS:  Company  commenced  business  with  a 
paid  in  surplus  of  $300,000;  capital  increaaefi  in  1909  from  $200,- 
000  to  $500,000  and  $300,000  added  to  .surplus;  capital  increased 
$SO.0O0.  and  surpl'is  $«0.000  in  1913;  capital  and  surplus  increased 
$.3,200  each  in  1914.    Deposit  in  Ga.,  $10,400;  in  Va..  $27,900. 

DIRECTORS:  Edward  .\shforth.  Ucpold  S.  Bache.  Daniel 
Birdsnll.  J.  Romainc  Brown.  Wm.  H.  Chcaebrongh.  Wm.  P. 
Dixon.  Robert  E.  Dowling.  Fr«^crick  H.  Ecker,  Chas.  Jerome  Ed- 
wards. DoukUi''  L.  Elliman.  J.  Carroll  French.  Frederic  E.  Gunni- 
son, Jos.  W.  Harriman.  Wm.  M.  V.  Hoffman.  A.  P.  W.  Kinnan, 
Frederick  G.  Potter.  Wm.  G.  Ver  Planck.  Wm.  Ross  Proctor, 
Major  A.  White.  AUxri  H.  Wiggin.  Silas  Wodell.  Alwyn  Ball.  Jr., 
Wm.  C.  Lester.  F.  M.  Haviland,  W.  E.  Main.  G.  H.  Richards. 
A.  G.  Smith.  D.  Valentine,  F.  D.  Waterman.  J.'H.  Wells. 

FIELD  MEN  AND  TERRITORY  COVERED:  Geo.  A. 
Stickney.  Boston.  Mass..  special  agent  for  New  England  States; 
Henry  H.  Noble,  state  a«ent.  and  Harry  B.  Doten.  siMvial  agent. 
Chicago.  111.,  for  Mich..  III..  la..  Mo..  Neb.  and  Ind.:  W.  E.  Main, 
Msdison,  Wis.,  general  agent  for  Wis.;  E.  E.  Blakr.  Syracuse, 
N.  Y.,  special  ajient  for  N.  Y.  and  Pa.;  Frederick  W.  Lau,  91 
William  st..  special  agent  for  N.  J.;  Lamping  4  Co..  Seattle.  Wash., 

Sineral  agents  for  Wash.;  Rhett  &  O'bierne.  general  aaents.  At- 
nta.  Ga..  fur  Ga.  and  Va.;  E.  A.  Groover.  Jacksonville,  Fla., 
general  agent  for  Fla.  and  Ala.:  McCarger.  Bates  &  Lively.  Port- 


N.  Y.,  0.,  Ore.,  Pa..  R.  I..  Va..  Wash.,  W.  Va.  and  Wis. 


CLEVELAND  NATIONAL  FIRE  INSURANCE  COMPANY,  Cleveland,  O. 

F^esulent.  Hymaa  D.  Davis:  Underwriting  Manager.  J.  H.  Macfarlane;  Soeretary.  0.  T.  Brown.   Incorp.>ratM.  1913. 


Tc4b:     AsBeta 


1915 
1914 


$1.110.0S5 
1.078.329 


Unearned 
PresBiums 

$129,352, 
61.4271 


Net 
Surplus 


$265,900 
309.407 


Net 
Premiums 


$181,443 
80.526, 


Total      I 
Income     ' 

I 

$235,201 ! 
105.5S2' 


Losdes 
Paid 


'  Dividends  i    Expenses 


$.59.22S 
7.1SS 


$154,197 
97.363 


Total  Ex- 
pendituna  | 

$213.42.-) 
104.551 


Incurred 

$63,803 
1 1.363 


.UecTB.  Die.  31. 1915. 


Mortgage  loans 

Bonds  aad  stocks. 

Csah 

AcTits*  faalaaees. . 

later?^ 

Otaer; 


Total 


$439,5.59 

.393.446 

217.162 

40,931 

18.857 

100 


LiABtLTriES.  Dkc.  31,  1915. 

unpaid $10,706 

129.3.52 
4.097 


Unearned  prems. 
Other  liabilities. . . . 

Total  liabilities. . .     $144,155 

CapiUl  paid  up 700.000 

Net  surplus 265,900 


$1,110,055       Total $1,110,055 


rnderwritiag  kMa.  $107,214;  inTestment  profit,  $63,707. 

Rli^KS  AND  PREMIUMS:  Fire  risks  in  force.  December  31.    ' 
$29.72U»;  premhims  thereon.  $208,902. 

BL-SLVISS  SINCE  ORGANIZATION:    Premiums  received. 
tXljm;  kma  paid  $64,755. 

MORTGAGE  LOANS:    The  company  holds  97  mortgages 


aggregating  $439,559.  secured  by  properties  in  most  ea.se8  valued 
at  more  than  double  the  amount  loaned.  The  loaii«  are  all  at 
6'"^.  and  $1,235  of  interest  was  past  due  on  Dee.  31,  last.  All 
of  the  loans  are  ui)on  Ohio  properties,  and  range  in  amount  from 
$150  to  $20,000. 

Market 

Value. 

$  IS.  725 

23.092 

1,062 

6.097 

.5.103 

23.063 

10,606 

5.236 

985 

1.000 

3.135 


BONDS  AND  STOCKS  OWNED:    . 
Bonds. 
Lowellvillc  0    sr..  5* v.  1927    

Par 

Value. 

$  IS.  200 

Columbus.  0.,  St.  imp..  4','c.  1917 

Elvria  0..  sr..  6*7.  1920             

23.000 
1.000 

Fostoria.  0..  st.  imo..  5' «.  1922   

6.000 

Madison,  0.,  st.  imp.,  5'  o,  1922 

MiUersburg,  0.,  ^t^.  5"c,  1948 

N.  Lima.  0..  so..  b"c.  1934 

Sanduskv.  0..  so..  4' ;.  1949    

5.000 
22,500 
10.000 

5.000 

W.  &  L.  E.  Ry..  5'"( .  1923       

1,000 

YoungBtown,  0.,  Tl..  6^  k  1919 

Zanesville,  0..  sc.,  i'^,  1946 

1.000 
3.000 
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CLEVELAND  NATIONAL  FIRE  INSURANCE  COMPANY,  Cleveland,  O.— Continued, 


Bonds  and  Stocks  Ownsd. — CorU. 
Bonds.— Coni. 
Brown,  J.  Free,  Tpike,  5%,  1924  ... . 

Cleve.  Hgfats.,  pav.,  5%,  1916 

Clcve..  0.,  f.  d.,  4%,  1919 

Cleve.,  0^  pk^  4%,  1924 

Cleve..  0.,  wat.,  4%,  1922 


Clcve.,  0.,  r.  &  h.,  4%,  1920 

Columbia  twp.,  rd.  imp.,  5%,  1930 

Cuyahom  Co.,  0.,  del.  sup.  bg.,  4%,  1940 

Elyria,  0.,  pav.,  4%.  1936 

Elyria.  0..  grade,  4%,  1W4 

Miles  Terrace  Park,  Cleve^  0.,  1  m^  6%, 

1925 

Dayton,  0.,  st.  riv.  bs.,  4%,  1926 

Youngstown,  0..  hotel,  1  m.,  6%,  1932. . 

Zanesville.  0.,  pav.,  5%,  1923. .-. 

Danbury,  Twp.,  rd.,  5%,  1943 

Indianola  Pk.,  Cols..  0.,  1  m.,  6%,  1924. 
New  London,  0.,  st.  inter.,  5%,  1935.. . . 

Oklahoma,  at.  imp.,  5%,  1916 

Stocu. 

Cleve.  Nat.  Bk 

Underwriters  Salvage,  Chi 

Western  Adj.  dt  Inap.,  Chi 


Par 

Market 

Value. 

Value. 

$5,000 

S5.108 

9,000 

9,022 

1,000 

1.008 

25,000 

25,525 

75,000 

75,495 

18.000 

18,210 

10,000 

10.511 

18,000 

18,635 

500 

516 

1.000 

1.040 

95.000 

95,000 

15.000 

15.298 

600 

500 

500 

515 

5,000 

5,363 

10.000 

10.000 

1,000 

1.050 

500 

500 

1.000 

1,000 

600 

500 

200 

200 

Totals $397,000     •$393,090 


*  Securities  as  per  company's  valuations;  the  item  in  assets  is 
based  on  Ins.  Dept.  valuation. 


MISCELLANEOUS:  This  company  wrote  its  first  policy  on 
April  1,  1914.  Its  capital  was  then  $700,000  and  it  had  an  initial 
surplus  of  $360,529.  The  company  proposed,  as  of  February  12. 
1916,  to  increase  the  capital  to  $1,000,000  by  sale  of  new  stock. 

DIRECTORS:  H.  D.' Davis,  E.  H.  Turner,  C.  E.  Ward,  M. 
S.  MUbourne.  C.  H.  Bishop.  CarroU  L.  DeWitt,  C.  M.  Wyrick,  E. 
KimbaU,  L.  6.  Cummings,  I.  W.  Jenkins,  C.  B.  Sala.  F.  N.  John- 
eon,  G.  M.  Skiles,  T.  J.  Kiemer,  Chas.  A.  Boweraoz.  J.  H.  Fire- 
stone, J.  H.  Hicks,  W.  R.  Wean,  W.  E.  Ashcroft.  J.  E.  MiUiksn. 
C.  £.  Heath. 

HELD  MEN  AND  TERRITORY  COVERED:  Special  a«nto: 
A.  C.  Meeker.  Sycamore,  III.,  spedal  agent  for  Dl.,  Ind.,  Mich, 
and  Wis.:  D.  M.  Tanner,  Columbus  0.,  state  s^t  and  Fred  W. 
Larken,  Columbus,  0.,  special  agent  for  0.;  Moms  F.  Studenmund, 
Phih^  Pa.,  special  agent  for  Pa^  N.  J.  and  N.  Y.  The  company 
is  licensed  in  III.,  InX  Mich.,  Mo.,  N.  J..  N.  Y.,  0..  Pa.,  and  Wis. 

REMARKS:  Of  the  $70a000  capitel  stock,  the  directors  own 
$58,120.  This  company  has  written  on  a  single  risk  a  gross  amount 
of  $150,000,  ito  Urgest  net  retention  bong  $25,000.  ,  Unlen. 
however,  the  company  or  companies  taking  ezoess  ri^  are 
sound,  the  writing  of  such  large  gross  policies  contains  an  eloneot 
of  hanrd  for  the  direct  writing  company.  The  eompanjr's  under- 
writing loss  last  year  exceeded  $107,000,  whereas  ite  re-insonuioe 
reserve  only  advanced  about  $68,000.  The  company  made  some 
collateral  loans  m  1915  which  eoualled  the  market  value  of  the 
securities  for  same.  However,  all  of  these  loans  were  discharged 
during  the  year. 


COLONIAL  ASSURANCE  COMPANY  OF  THE  CITY  OF  NEW  YORK, 

New  York,  N.  Y. 

FMident,  Leo  H.  Win;  Vicc-Pnaidenta,  E.  E.  Hall  and  C.  J.  FoUmer;  Secretaiy,  E.  S.  Powell,  Jr.  Orguuted,  ISM. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Lkmbcs 

YUB 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

$600,409 

$143,373 

$217,393 

$228,917 

$250,504 

$83,219 

$8,000 

$94,411 

$185,630 

$92,078 

1914 

536,263 

113,020 

194.366 

192.969 

210,213 

56,051 

8,000 

77,291 

141.342 

53.598 

1913 

451.150 

91.423 

132.229 

164,030 

179.067 

59,345 

8.000 

67,508 

134.853 

72,186 

1912 

410,300 

61.024 

134.339 

110,641 

124,908 

32,259 

8,000 

45.471 

85.730 

29,964 

1911 

373,189 

54,931 

102,222 

109,840 

121,967 

49,275 

8.000 

43.511 

100,786 

51,955 

Assets,  Dec.  31, 1915. 

Bonds $490,325 

Cash 70,684 

Agents'  balances. . . .         32,482 
Interest 6,918 


LiABiums,  Dec.  31, 1915. 

Losses  unpaid $30,643 

Unearned  prems ....       143,373 
Other  liabilitieB 9.000 


Total  liabiUties...  $183,016 
Capital  paid  up ... .  200.000 
Net  surplus 217,393 


Bonds  Owned.— Conf. 
N.  Y.  C.  R.  R..  1997.  3^^ 

Par 
Value. 
$20,000 
25.000 
20.000 
25,000 
25,000 
25,000 

Market 

Value. 

$16,600 

Bklyn.  R.  T..  n.,  1918.  5':^ 

26,250 

N.  Y.  State  RvB.,  1962.  i\2% 

Amer.  Tl.  4  Tg..  sub..  1916,  5% 

l4»iTkawHnna  R-.  n„  1917,  firo. ,  - . 

17,000 
25,000 
25,250 

N.  Y.  Tl..  1  gn.,  1939.  4h% 

24.750 

Total  assets $600,409       Total $600,409 


Underwriting  profit,  $9,916;  mvestment  profit.  $21,111. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$32,249,007;  premiums  thereon,  $273,957. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$5,745,960;  losses  paid,  $3,533,089;  dividends  declared,  cash, 
$150,000. 

BONDS  OWNED:  Par  Market 

Value.  Value. 

N.  Y..  can..  1961-62,  4% $110,000  $113,300 

N.  Y.,  hwy..  1961.  4% 30.000  30  900 

N.  Y.  Cy.,  cp.  stk.,  1959,  4% 60,000  58,800 

N.  Y.  Cy.,  cp.  stk..  1963.  4Va% 100.000  106.000 

N.  Y.  Cy.,  rev.,  1916-17.  6% 10.500  10.725 

B.  &  0.  R.  R..  r.  gn..  1995.  6% 15.000  15.000 

M.  &  E.  R.  R.,  1  r.,  2000,  3}^% 25,000  21,750 


Totals  (book  value,  $482.035) $490,500      $490,325 


MISCELLANEOUS'  Capital  increased  from  $200,000  to 
$400,000  in  1900,  upon  merger  with  Washington;  reduced  in 
1900  to  $200,000.  The  company  rdnsured  ite  outstanding  risks 
in  1908  in  the  Westchester  Fire  and  continued  writing  busineas, 
confining  ite  operations  exclusively  to  properties  equipped  with 
approvra  systems  of  automatic  sprinkUrs  and  selected  unsprink- 
lered  risks.  Conflagration  losses:  Baltimore,  1904,  $30,000; 
San  Francisco,  1906,  $19,148.  net. 

DIRECTORS:  Leo  H.  Wise.  R.  Bleeeker  Rathbone,  Thomas 
Dimond,  David  S.  Walton.  Charles  J.  FoUmer.  Otto  M.  Eidlits. 
L.  Lafiin  Kellogg,  Edgar  Pahner.  Chas.  F.  Hoffman,  Edward  H. 
Wise,  Chas.  A.  iVowbridge,  John  S.  Sutphen,  Edward  E.  Hall, 
Ellas  S.  Powell,  Jr..  Wm.  J.  Stitt. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  S.  Conk- 
lin,  superintendent  of  agencies.  The  company  operates  in  Conn., 
lU.,  Mass.,  Minn.,  Mo.,  N.  J.,  N.  Y.,  0.,  Pa..  Wash,  and  Wis. 


COLUMBIA  INSURANCE  COMPANY,  Jersey  City,  N.  J4 

Prendent.  G.  F.  Crane;  Vice-President.  H.  E.  Fowler.  Secretary,  F.  H.  Cauty.    Organised,  1901. 


Y>4R 

Assete 

1915 
1914 
1913 
1912 
1911 

$1,187,491 

1,055.383 

973.679 

944,988 

858.9831 

Unearned 
Premiums 


$164,379 
188.353 
189.129 
173,198 
170.721 


Net 
Surplus 


Net 
Premiums 


$579,268 
409.043 
339,121 
326.702 
275.026 


$520,616 
379,445 
396.770 
401,007 
360,547 


Total 
Income 


Losses 
Paid 


Dividends  '   Expenses 


$562,344 
423.375 
431,844 
432.270 
388,209 


$280,952 
181.88o{ 
228,521 
180,941  > 
162.581, 


$155.60^ 
139.848 
151.951 
153,408 
141.954 


Total  Ex- 

Losses 

penditures 

Incurred 

$445,560 

$274,933 

321.733 

189,530 

380.472 

218,406 

;         334.349 

205.283 

304.535 

158.171 

f  Transacte  marine  insurance  only. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


37 


COLUMBIA  INSURANCE  COMPANY,  Jersey  City,  N.  J.^Continued, 


Asms.  Dbc.  31. 1915. 

BoodB $1,002,733 

Oath 67.831 

AflBDts'bdbiieeB....       123.110 

Intenrt 13.324 

OtbffUKts. 10^0 


LiABiUTtEs.  Dbc.  31, 1015. 

Looaes  onpaid $27,844 

Unearned  prems. . . .       164,379 
Other  liabiHties....        16.000 


Total $1,217,268 

8pLdep.0Terliab..        29.777 


$208,223 
Capital  mid  up ... .       400,000 
Pius.. 


Total  UabOities.. 
apttalpaidup... 
NetBurphu 570.268 


Total  adm.  aaseta.  $1«187.491       Total $1,187,491 


Uaderwritlng  profit.  $119,519;  inveitment  profit,  $43,229. 

RISES  AND  PREMIUMS:  Marine  and  inland  riaka  in  force, 
Deeember  31.  $10,115,843;  premiixma  thereon.  $324,704. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$4.2001406:  kMses  paid.  $2,078,961;  dividends  declared,  caah. 
$14,000. 

B0KD6    OWNED: 

Bergen  Co.,  N.  J..  4H%,  1935-7 

BipduuBton,  3M%.  1837 

Buf&lo^sc  3H%,1917-22 

Gobmboi,  Ga.,  wwks..  5%.  1944 

ieney  Cy.,  g.  pk.  ree.,  4H%,  1961 

New  York.  qr.  dka-Tfcmes.  3^%.  1940 

Nc*  York,  ey.  hall  rec.,  3H%.  1940 

New  Y.,  cj.  pab.  Jib,  3H%.  1942 

Nev  York.  ey.  san.  proe..  3M%.  1920. . 

New  York,  hwy^,  4^%.  1963 

UnionCo.,NJ,4>i%.  1942 

Wihmngton.  r.  k  imp.,  5%.  1955 

Cent  R.  R.,  of  N.  J..  5%,  1987 

Chi..  B.  &  Q.  R.  R..  ra.  m.reg.,  4%.  1958 

CIu..  St.  P,  M.,  O.  R,  R..  cons.  m.  reg., 
gi^jC*   icon 

Chi.'4*Nwn.  Ry^  g^ '33^%.' i987! '.'.'.'.'. 

ChL  k  Nwn.  R.  R.,  5%.  1987 

CW.,  Mi.  A  St.  P,  CT..  5%,  2014 

L  S.  A  Mich.  So.  R.  R..  4%,  1931 

Wiigh  VaL  Ry..  4H%.  1940 

IGcL  Cnit.  R.  lU  d.  reg..  4%.  1929. . . . 
Ma,  8. 4  Nwn.  Ry,  g.  r.,  4%,  1947. . . . 
MIL,  S.  4c  Nwn.  By.,  1  m.  g.,  4%,  1947 

KatR.  R.  of  Mex^  4H%,  1926 

N.  Y.  Cent.  &  H.  R.  R.  R..  r.,  3H%.  1997 
N.  Y.  Con,  Ry.,  gr.,  4H%.  1953 


Par 

Market 

Vahie. 

Value. 

$35,000 

$36,180 

50.000 

45.500 

60.000 

58.900 

10.000 

10.600 

50,000 

50,500 

6.000 

5.400 

2.000 

1,800 

104,500 

94.050 

62.500 

60.625 

50,000 

56.500 

31.000 

30.690 

10,000 

10.700 

1.000 

1.180 

30,000 

27.900 

32,000 

29.440 

14.000 

11,620 

20,000 

22,800 

15.000 

16,200 

20,000 

19.000 

10,000 

10.100 

10.000 

•      8,900 

10.000 

9.100 

25,000 

22.750 

12.000 

7.200 

10,000 

8.300 

42,000 

40,740 

BoHDB  OwNio.— Conf. 

N.  Y.,  N.  H.  4  H.  R.  R.,  4%,  1956.... 

No.  P*c.  R.  R.,  4%,  1997 

No.  Pte.  4  Gt.  No..  C.  B.  4  Q.  coll.,  4% 

1921 

Ore.  4  Wash.  R.  R.  4  Nav.,  1  r.  m..  4%, 

1961 

Ore.  8.  L.,  r.,  4%.  1929 

So.  Pacific  1  San  P.,  tcr.,  4%.  1950 

St.  L.,  I.  Mt.  4  So.  R.  R..  1.  4%.  1933. . 
St.  P..  Minn.,  M.  4  M..  ext.,  4%,  1937  . 

Amcr.  Dk.  Imp..  1.  6%,  1921 

A.  M.  Tel.  4  Tel.,  reg.,  4%,  1929 

New  Eng.  Tel.  4  Tel.,  g.  reg..  5%.  1932. 

N.  Y.  Tel..  1  gn.  m.  g.  s.  f.  reg..  4H%, 
1939 

Mooee  Jaw,  d.  (ProvVSadcatchewan).  5%, 
1933 ^ 

St.  BoniFaee.' dL  (Prov.  Manitoba),  5%, 

1931-43. 

No.  Bay,  d.  Toronto.  6%.  i93i2U2'. '.'.'.'.'. 

Prov.  of  Ontario,  d..  3Vi%.  1926 

Toronto  Loc.  Imp.  D.,  3>^%.  1916 


Par 

Vahie. 

$30,000 

25,000 

Market 
Value. 

$24,300 
23,250 

35.000 

34.300 

20.000 
25.000 
15.000 
20.000 
43,000 
20.000 
10.000 
20,000 

17.600 
23,250 
12,750 
14,000 
41.280 
20.800 
9.100 
20.200 

20.000 

19,800 

10,000 

9,000 

10,486 
10,000 
10,000 
10,000 

8.828 

9.100 

8.500 

10.000 

Totol  (book  vahie.  $1.062.345) $1,065,486    $1,002,733 


MISCELLANEOUS:  Company  b<«an  business  with  $50,000 
surplus;  in  1902.  $30,000  ad<fitional  surplus  was  paid  in.  and  in 
1906.  $50,000  additional  was  paid  in.  Oamtal  increased  in  1902 
from  $250,000  to  $400,000.  The  Union  Marine  Insurance  Co. 
of  Liverpool  owns  $399,300  of  the  stock  of  this  company.  Con- 
flagration looses:  Baltimore,  1904.  $3,734;  San  Frandsoo,  1906, 
$7,273  (net).  Value  of  depomts:  ()nt.,  sask.,  Man.,  and  Can., 
$55,428:  Ga.,  $10,600. 

DIRECrrORS:  Geo.  F.  Crane.  Geo.  D.  Hallock,  Fredk.  T. 
Busk.  H.  K.  Fowler.  P.  Beresford.  A.  G.  Thatcher.  F.  H.  Cauty« 

FIELD  MEN  AND  TERRITORY  COVERED:  General 
agents:  G.  L.  4  E.  J.  Gross,  Providence,  R.  I.;  Field  4  Cowles, 
Boston.  Mass.:  £.  P.  Lenehan.  Cleveland.  O.;  Neare,  Gibbs  4 
Lent,  Cincinnati,  0.;  F.  H.  Osbom  4  Bros..  Chicago,  III.;  A.  G. 
Himcock.  Baltimore.  Md.;  W.  T.  Torrey,  Houston,  Tex.,  Geo. 
W.  McMurrioh  4  Sons,  Toronto,  Can.;  Woodward  4  Williamson, 
Jersey  City.  The  company  operates  in  Ala.,  Ark.,  Cal.,  C])onn..  Del.. 
D.  C.,  (3a..  HL.  Ind.,  la..  Kan.,  Ky.,  Me..  Md..  Mass..  Mich., 
Minn..  Mc  Neb..  N.  H..  N.  J..  N.  Y..  N.  C,  N.  D.,  0..  Okla.,  Pa., 
R.  I.,  S.  D.,  Tenn.,  Tex.,  Vt.,  W.  Va.,  Wis.,  and  in  Canada. 


COLUMBIA  INSURANCE  COMPANY,  Dayton,  Ohio. 

Preodent.  0. 1.  Chinckel;  Secretary.  Herman  Rice.    Organised  1881. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Yl4B 

AaseCa 

Ii^emnuns 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

$847,558 

$116,281 

$576,495 

$98,979 

$134,463 

$29,866 

$15,000 

$45,285 

$90,151 

$32,024 

1914 

815^302 

117,625 

545,149 

103.959 

138,624 

42,151 

15.000 

44,179 

101.330 

42,959 

1113 

788.766 

115.412 

521.679 

103.546 

138.292 

60,449 

15,000 

44.805 

120,254 

59.992 

1912 

770.111 

114.883 

503.020 

104,234 

134.727 

38,987 

15.000 

46.016 

99.003 

36.067 

1911 

740324 

113,434 

471,790 

102.979 

133.365 

«J4,iItw 

15.000 

41.889 

91,829 

31.288 

Asaem,  Dmc.  31, 1915. 


Resl 


Bonds  and  stodEi 
ColatenlloBM.. 
OMh 


$554)00 

18,200 

729.100 

6.500 

24,964 

13384 

450 


LuBnima,  Dae.  31, 1915. 

Losses  mipaid $3,833 

Unearned  prams....       116,281 
Other  liabifitiQB....  950 


Total  liabOitias...  $121,064 

Capital  paid  up 150,000 

Net  surplus 576.495 

Total $847358 


Uadsrvritiv  profit,  S27365;  inveaiment  profit.  $18,991. 

RIBSB  AND  PREMIUMS:  Fire  rbks  in  force,  December  31, 
$13367315;  pKaaiama  UMreoD,  $230,958. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
19377302;  lone*  paid,  $1,221,789;  drridenda  declared,  cash, 
$01300. 

REAL  ESTATE  OWNED:  Comprises  company's  home  office 
mdbjt  esrried  at  9SSJOO0  (actoal  coat).  During  the  past  vear 
Ik  leoavBd  $UNM)  in  rents  and  paid  $1397  expanses  incurred. 

UOBTOAOE  LOANS:    There  are  6  mortgage  loans,  aggre- 


gating $18,200  on  property,  located  in  aty  of  Dayton,  0..  valued 
at  $63,850.  The  mortgages  are  all  first  hens;  there  is  no  interest 
past  due  and  the  company  holds  $17,000  of  insurance  on  the 
Duildings. 

COLLATERAL  LOANS:    The  company  has  a  loan  of  $6,500 
on  securities  valued  at  $8,380. 

BONDS  AND  STOCKS  OWNED:  Market 

Bonds.  Value. 

Cincinnati,  0.,  4% $100,000 

Cleveland,  0..  4% 100,000 

Dayton.  0.,  4% 69.000 

Columbus,  0.,  4% 100,000 

Toledo,  0.,  4K% 52.000 

Montgomery  Co..  0..  4H% 14,000 

Akron.  0..  4%. 60.000 

Youngstown,  0 6.000 


Nat.Bk 

City  Ry.,  Dayton.  0. 
D.  4  M.  R.  H.,  p. . . . 
D.  4  M.  R.  R.,  com . 
Little  Miami  R.R... 


Stocks. 


111.160 

30.400 

27,750 

4.000 

10.000 
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COLUMBIA  INSURANCE  COMPANY.  Dayton,  Ohio.— Con/in«ed. 


Bonds  and  Stocks  Ownb>.— Con<.  Market 

Stocks. — Conl.  ~  Value. 

Clev.  &  Pitts.  R.  R $26,260 

CdmnbuB  k  Xenis  R.  R 10,000 

Dayton  Gas 19,110 

Totals $729. 100 


DIRECTORS:  0.  I.  Gunekel,  Sam'l  W.  Dayies,  Albert 
Thresher,  F.  P.  Beaver,  J.  D.  Whitmore.  TorrsDoe  Hoffman.  A.  D. 
Black. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.F.MeKay, 
Cdumbu^  0.,  speoial  afent.  The  oompany  operates  in  IndTO., 
Mich,  and  W.  Va. 


COLUMBIAN  NATIONAL  FIRE  INSURANCE  COMPANY.  Detroit,  Mich. 

Praidnt,  T.  A.  Lftwier;  Vwe-Preaidesti,  R,  J.  Bown  ud  J.  O'Lmrr,  Seontuy  wid  Tnmm,  H,  P.  Oir.    O^niied,  M13. 


YlikR 

ASBStS 

Unearned 
IVemiiuns 

Net 
Surphis 

Net 
Premioms 

Total 
Ino(Hne 

Losses 
P^ 

Dividends 

Espeosai 

Total  Ex- 
peaoditiires 

Loans 
Inemred 

1915 

11.609.863 
1.430.667 
1.221.740 

1279.140 

177.182 

48.746 

1296.411 
278,117 
261.489 

$325,566 

242.947 

74.636 

01394.381 

0392.823 

91.800 

$106,677 

79.523 

5.968 

$175,512 
158,331 
102.352 

$282,189 
237.854 
108.320 

$103,389 
81,150 
12.186 

1914 

1913 

olnchidee  $94,956  prenuum  on  stock  sold  in  1914  and  $5,018  m  1915. 


AssBTB,  Dsc.  31, 1915. 


LiABiums,  Dbc. 

Mortgs^loans $444,600   Losscsunpaid 

Unearned  prems 

Other  liabifities.... 


Bonds  and  stocks 

Cash 

Afsnts' baknoes 

Interest 

Other 


Total 


984,270 
25.332 
60,482 
27.901 
27.328 


Totalliabilities. 
Capital  paid  up. . 
Net  siui^us 


31. 1915. 

$17,112 

279,140 

13.950 

$310,202 
963,250 
296,411 


$1,569,863       Total $1,569,863 


Undenrriting  loas,  $62,787:  investment  profit,  $75,890. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$44,268,603;    premiums  thereon«  $462,976. 

BUSINESS  SINCE  ORGANIZATION:   Premiums  received. 
$641,148;  losses  paid,  $187,666. 


MORTGAGE  LOANS:  The  company  has  82  loans  amounting 
to  $444,600  on  property  vahied  at  more  than  double  that  sum. 
There  are  but  10  loans  ss  lam  as  $10,000  each,  those  above  this 
sum  being  $30,000  on  lot  2.  Uock  78,  subdivision  of  Cass  farm, 
Detroit,  valued  at  $73,394;  $15,000  on  Maaon  City,  la.,  property 
valued  at  $42,000;  $14,000  on  Gamer,  la.,  property  appraised  at 
$42,300;  and  $20,000  on  Detroit  property  vdued  at  $42,400. 

BONDS  AND  STOCKS  OWNED: 

Bonds. 

Battle  Ck..  Mich.,  c/.  hall,  4H%.  1033.. 

Bay  Cy.,  Mich.,  Ic.  unp..  6%.  1917 

Bay  Cy..  Tex.,  unp..  5%.  1953 

Beliingham.  Wash.,  f..  5%.  1926 

Beltrami  Co..  Minn.,  hwy..  6%,  1925. ... 
Berrien  Spgs.,  Mich.,  ww..  4H%.  1937. . 
Big  Rapids,  Mich.,  ww..  4^%.  193642 
Big    Rapids,    Mich.,    watwks..    4H%, 

1926-35 

Brown    Cy.,    Mich.,    watwks..    4)^%. 

1932-42 

Brown  Cy..  Mich.,  el.  l't.V4i^%.19l»34 

,  Bryan.  Tex.,  wat.,  It.  ft  v.,  5%,  1949. . 

Carson  Cy..  Mich.,  watwks.,  4H'.^  1917- 

20 

Cheboygan  Co.,  Mich.,  rd..  5%,  1919-28 
Cleveland  Co.,  N.  C,  rd.,  5%,  1942. . . . 
Cumberland  Cy.,  la.,  wat.,  5H%.  1035 

Dalles.  Ore.,  sr.,  5%,  1937 

Detroit,  ar.,  4%,  1943 

Durand,  Mich.,  el.  It.  k  watwks.,  iH%, 

1916-24 

Elbridge,  Mich.,  rd.,  6%,  1918-27 

Eacanaba.  Mich.,  r..  4^^%,  1921-6 

Flint.  Mich.,  un.  sc.  dis..  4H%.  1933-0. . 

Floydada.  Tex.,  watwks..  5%,  1953 

Gd.  Rapids,  Mich.,  sd.  f.,  iWl,  1932. . . 

Gd.  Rapids.  Mich.,  sd.  f.,  4%.  1931 

Griffin.  N.  C,  rd..  6%,  1944 

Hamtramck,  Mich.,  pav.,  %%, 

Hamtramck.  Mich.,  sc.  dis..  S'^.  1928-9 
Hancock  Co.,  W.  Vs..  rd.  imp.,  5^7, 1946  . 

Highland  Pk..  Mich.,  sc.,  i%,  1926 

Highland  Pk.,  Mich.,  sc.,  5%,  1928 

Holland.  Mich.,  pub.  sc.,  4^.^,  1930 

Hope,  Ark.,  sc.,  6%.  1937-8 

Kent  Co..  Mich.,  rd..  4>i%.  1933 

Lake  Odessa,  Mich.,  watwks.,  5Sc^  1922-8 


PSr 

Market 

Value. 

Value. 

$20,000 

$21,000 

10.000 

10,100 

5.000 

5.000 

4.000 

4.040 

25.000 

25.750 

17,000 

17.340 

15.000 

15.450 

15,000 

15.300 

12.000 

11,860 

4.000 

3.960 

10.000 

10.200 

4.000 

4.040 

10,000 

10,515 

3.000 

3,000 

2.500 

2.550 

25,000 

25.750 

22,000 

21.780 

5.000 

5,000 

10.000 

10,230 

9.000 

9.050 

11.000 

11.550 

20.000 

20.000 

10,000 

10.400 

15,000 

14.700 

10.000 

10,300 

1,410 

1,510 

18,000 

19,440 

25.000 

25.500 

5.000 

5.000 

30.000 

31.500 

5,000 

4.850 

4.000 

4.120 

10.000 

10.300 

3,500 

3.700 

BoNse  and  Stocu  Owncd.— Ccfrf. 

Bonds.— Coat. 

Laonnburg,  N.  C,  r.,  5^%.  1917-23.. . . 

Limestone,  Mich^  imp.,  6%.  1916-18.. . . 

Ludington.  Mich.,  pv.,  4H%.  1928-12.. . 

Magnolia  Pk.,  Tex- 5%,  1955 

Mariana,  Ark.,  se.  dis.,  6%,  1933-6 

Midhwd  Co.,  Mich.,  rd.,  5%,  1929 

Muskegee,  Okla..  sc,  4^%,  1929 

Oregon,  Ore.,  wat.,  5%,  1937-41 

Pon^  Mich.,  se..  4^%.  1928 

RedOak,N.C.,rd.,6%.1944 

Richmond.  Mich.,  se.  5%.  1916-28 

Rich.  Sq..  N.  C-  rd.  mp.,  5^%.  1932-6 
Royal  Oak,  Mich.,  wat.  4H%>  1937  .. . 
Schoolcraft  Co.,  Mich.,  rd..  5%,  1921-6  . 
Sebewainc,  Mich.,  rd.,  4H%.  1917-24. . . 

ShelbyVMioh.,  rd..  5%,  1924-27 

South  Haven,  Mich.,  id.  imp.,  5%.  1916- 
33 

Staoyvihe,  la*.;  'watwks.', '5^%.'  i92WJ5.". 

Staoyville,  la.,  sr.,  5^%,  1927 

Strike  Axe,  OMa.,  rd.  imp.,  6%.  1936. . . 

Sweetwater,  Tex.,  sr.,  5%,  1952 

Sylvia,  N.  C.,  rd.,  6%,  1918-37 

Tulsa,  Okla.,  so.,  5%,  1932 

Vivian,  La.,  watwks.,  5%,  193045 

Addison  Apts..  Detroit.  1  m.  g.,  6%,  1923 
Farmers  Co-op.  Bck.  k  Tile.  1  m.,  7%, 

1923 

K.  of  C.  Hall  Assn.  Wells,  Minn.,  1  m.. 

(iOf    ig20 

NaU.  Silica,  Detroit,  1  m.  g.  6%.  1916-21 
Peoples  Ice,  Detroit,  1  m.  g.,  6%,  1923 
J.  M.  Ward  Bldg.,  Mich..  1  m.  g.,  5H%, 

1925 

Stocks. 

Western  Adj.  k  Insp.,  Chicago 


Pte 

Maiket 

Vahie. 

Vahie. 

$13,000 

$13,140 

6,000 

6,060 

30,000 

30.500 

29.000 

29,435 

10,000 

10,600 

10,000 

10.800 

25.000 

24,250 

20.000 

20,000 

10,000 

10,300 

5.000 

5,350 

16.700 

17,439 

15.000 

15,180 

33,000 

33.660 

6,500 

•     6.835 

31.000 

31,190 

7,000 

7.140 

20.000 

20,600 

5.000 

5,425 

2,000 

2,120 

5.000 

5.300 

25.000 

25,250 

27.000 

28,420 

42.000 

44,520 

21,000 

10,970 

10,000 

10,000 

24,000 

24.000 

4.500 

4,500 

41,500 

41,500 

20,000 

20.000 

54,000 

54,000 

100 

200 

Totals  (book  value  $986,290) $963,711     *$082.700 


^Securities  ss  per  company's  valuations;  the  item  in  assets  is 
based  on  ins.  dq)t.  valuations. 

MISCELLANEOUS:  The  company  organised  in  1913  with  a 
$500,000  authorised  capital,  which  in  April.  1913.  was  increased  to 
$1,000,000.  Capital  increased  December  31. 1913,  by  subscriptioDB 
to  $902,650.  in  1914  to  $962,325  and  in  1915  to  $963,250. 

DIRECTORS:  R.  J.  Bowes.  P.  M.  Campbell,  £.  G.  Dunn, 
John  O'Leary,  Philip  Frits,  Charles  J.  Higsins.  Francis  J.  O'Con- 
nor.  John  Farrell.  Thos.  A.  Lawler,  H.  P.  Orr.  John  Deck. 

FIELD  MEN  AND  TERRITORY  COVERED:  Ray.  L. 
Hewlett,  special  agent  for  S<Nithem  Mich.;  J.  J.  Boland,  Eastern 
manager  for  Pa..  N.  J..  N.  Y.,  R.  I.  and  Mass.,  Scranton.  Pa.; 
W.  E.  Gunn,  special  agent  for  111.,  la..  Minn.,  Wis.  and  Northern 
Mich.;  R.  N.  Cooper,  special  agent  for  La.  and  Tex.;  J.  F.  Magee 
general  agent  for  the  Pacific  Coast,  San  Franeisoo,  Cal.  The 
company  is  licensed  in  Cal.,  Ind.,  III.,  la..  La.,  Mass.,  Mich., 
Minn.,  N.  J.,  N.  Y.,  0..  Pa.,  R.  I.,  Tex.  and  Wis. 

REMARKS:  At  the  end  of  1915  the  directors  owned  but 
$28,075,  par  value,  of  stock  out  of  the  total  of  $963,250.  Although 
an  increase  of  over  $80,000  in  iM'emium  income  led  to  an  increase 
of  about  $102,000  in  premium  reserve,  the  underwriting  loss  of 
this  company  last  year  was  but  $62,787  while  its  investment  gains 
were  $7S.89a 
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COLUMBIAN  INSURANCE  COMPANY  OF  INDIANA,  Indianapolis,  Ind. 

Georse  E.  Feowy;  Secretary,  Edwird  T.  LyoDs;  Manning  Underwriter,  L.  8.  MarKnaney.    OrKaniaed  1911. 

Maroh.1912. 


Tuil    kmUM 


1115 
1914 
1913  1 


M9,9M 
220.3W 
17S,eOQ 


Unearned 


164.451 

21.018 

I0.M9 

4,145 


Net 

Sarplua 


137,809 
71^0 
43.049 
59,835 


Net 


f03,435 

27.S13 

14.572 

6,211 


Total 
iBoome 


9120.791 
t45,214 
*6S,401 
10.304i 


Paid 


DirideiMfa 


126,366 

8,241, 

1.996< 

33 


$70,392 
55,318 
32,252 
11,313 


Total  Ex- 
peoditarai 


196,758 
63,559 
34,250 
11.346 


Incarted 


$40,140 

v,w46 

2.045 

100 


*Indadn  $34,263  premiiims  oo  new  itoek  aold.    tExdade  $68,112  anrphu  pud  in. 
Dk.  31. 1015. 


Motpie  loans $327,754 

BoukaMlitoeka...  8,035 

CbA 18.280 

Atato'bahnBea....  15,520 

lotscit* ..........  6|S52 


LuBOumB,  Dk.  31, 1015. 

Loana  unpaid $15,868 

Uoeamed  prema. . . .         64,451 
Other  Infaffitaei....  2.533 


Total  liabatiea. 
Capital  paid  up. . 
Net  aurphia 


$82,832 

256,709 

37306 


Totd 


$377,349       Total $377349 


UadenrntiBC  loai.  $0a963;  tnTeatment  profit.  $19,743. 

KI88S  AND  PREMIUMS:  Fire  riaka  in  foree,  Deeember.  31. 
IMSUIW:  pranma  thereon.  $104,746. 

BUSINESS  SINCE  ORGANIZATION:  Ptemiuina  reeeiTed, 
$141,531;  losBei  paid.  $35,987. 

MORTGAGE  LOANS:  Then  ai«  136  loana  acgracating 
3137,754  and  are  open  improved  and  unimproved  city  and  fiarm 
pnpertieB  ia  Ind.  vnfaied  at  aboat  $971,965.  On  Deoember  31, 
tut,  31.27$  of  interest  wu  paat  doe.  The  company  holda 
taMU)  fae  iaanranrfi  on  the  morteaged  property.  On  Deoember 
31,  thcR  ma  one  loan  of  $550  in  foreeloaure. 


BONDS  OWNED: 

Weat  Terre  Hante,  ao 

Indianapr^ia,  imp 

Monroe  Twp.,  Ind.,  rd 

Waafainiton  Twp.,  Ind.,  rd 

Clark  Co.,  Ind.,  rd 

Centv  Twp.,  Lake  Co..  lad.,  rd. 


Totab  (book  yalue,  $8,935). 


Pkr 

Market 

VahM. 

Vabe. 

$2,800 

$2,800 

250 

254 

300 

322 

2,000 

1.914 

2,800 

^805 

800 

840 

$8,950 


$8,935 


m 


MISCELLANEOUS:    The 
MaMh,  1912,  with  a  paid-up  oapital  of  $107,010.  whieh  haa  been 
aubeequently  niereaaed  dnrii«  1913  to  $172,409;  m  1914  to  $280.- 
000,  and  m  1915  to  $256,709,  by  eaah  paymenta. 

DIRECTORS:  Geone  E.  Feeoey,  Miehael  F.  Gill,  Edwwd 
T.  Lyona,  Charlea  Foi,  John  P.  Fian,  Matthew  F.  Gartlaad^ 
Jaeob  Buennafla,  Daniel  L.  Boiand,  Henry  I^ngaenkamp. 

FIELD  MEN  AND  TERRITORY  COVERED:  John  L.  lind. 
Peoria,  in..  State  amnt  for  111.,  and  Ind.;  W.  H.  Kbg,  Chioafo, 
III.,  State  agent  for  Minn.,  upper  Mieh.  and  Wia.;  C.  HTHafradea, 
State  agent,  Detroit,  Mieh.,  for  Ohio  and  Mioh.  The  company 
operatea  in  HI..  Ind.,  hfieh..  Minn.,  0.  and  Wia. 


COMMERCE  INSURANCE  COMPANY,  Albany,  N.  Y. 


PkwifaBt,E.D.J( 


Vio»-IVeaident.  F^ank  Van  Benthuyaen;  Secretary,  A.  J.  Hinman;  Aariatant  Secretary,  C.  R.  Whitehead. 

Organiaed,  1869. 


I 

Unearned   , 

Net 

Net 

Total 

LoaBee 

Total  Ex- 

Loaiea 

Tl4B| 

iaRta       Premiuma  i 

Surplua 
$321,196, 

Premiuma 

Ineome 

Paid 

Dividenda 

Expenaea 

peaoditarea 

Incorred 

1115 

1809.852        $250,784, 

$254,341 1 

$303,078 

$121,458 

$20,000 

$108,791 

$250,240 

$110,915 

1914 

749,112          259,683' 

253.590 

261,940 

295.537 

189.498 

20.000 

107.580 

317,078 

196,274 

1913 

748,642         343383' 

271,709 

249,875 

285,588 

130,238 

20.000 

106,011 

256,249 

121,442 

1912 

747369         238.745 

269,286, 

256,337 

287,570 

155,845 

20,000 

106379 

282,424 

149,729 

1911 : 

7X700         226393 

263.035 

246,3841 

281.146 

146.132 

20.000 

102.029 

275,257 

147.834 

Ral 


AflBBiB.  Dm:.  31.  1915. 


BcuhaaditadDi. 
CHk 


IctaHtaadrenta. 


Tetil 


$125,000 

34,100 

578,218 

27366 

39,169 

5,428 

571 


LuBiuTua,  Die.  31, 1915. 

$20,922 

259.784 

7.050 


unpaid 

Unearned  prema.. 
Other  Uabffitiea... 

Total  liabifitiea. 
Capital  paid  up. . 
Netaurplua 


$288,656 

•  200,000 

321.196 


$809352       Total $809,852 


CadBwriti^  profit.  $32,169;  inveatment  profit,  $55,437. 

&ISKS  AND  PREMIUMS:  Fire  riaka  in  force  Deoember  31. 
IK.737.^:  preouuraa  ihereoo.  $505,827. 

BUSL\B98  SINCE  ORGANIZATION:  Premiuma  received, 
f»^im:  kaaea  paid.  $5,506364;    dividenda  declared,  eaah. 

•imooo. 

&£AL  ESTATE  OWNED:  Cooaiato  of  the  buildinga  and  lots 
tt  Sa  «5  and  57  State  ^,  Albany,  a  portion  of  which  ia  uaed  by 
^anpaayaaita  head  office.  53  and  55  is  a  5-etory  white  stone 
ffOBt  fanck  bojicfiag  in  front  and  4<story  brick  in  rear;  57  ia  a 
^^ny  farowB  abwe  front  brick  buikfiiME.  with  brick  additions. 
pR  whole  ia  carried  at  $125,000^  ita  cost  having  been  $90,000 
It  «at  sppraiaBd  at  $144,000  by  the  N.  Y.  Ins.  Dept.  in  June,  1914. 

MORTGAGE  LOANS:  There  are  13  loana,  all  of  which  (aggre- 
^H  134.100^  are  upon  Albany  properties,  and  seem  well  secured 
^  prt)|Knies  tahMQ  at  $90,000.  Then  was  no  interest  overdue 
aI)eeQaber31.1ast. 

B0XD8  AND  STOCKS  OWNED: 
Bosrea. 

Aiia7N.Y..3H%.Var 

^.k7.rap..4%.  Var 

^.  pah.  imp..  3H%.  1916 

A^MMLiiBp,  47o.  1016. 


Par 

Market 

Value. 

Value. 

$8,000 

$7,840 

5,000 

5,000 

4,500 

4.410 

14,000 

14.000 

B0ND6  AMD  Stocks  Omnb.—CotU. 
BoKoa. — Cont. 


1918. 


Albany,  imp.  wat.  sup.,  4%,  1927 
New  York  Cy.,  g.  reg.,  3^%, 

New  York,  g.  reg.,  4%,  1955 

New  York,  g.  reg.,  4H%,  1W3 

Bklyn.  R.  Tran..  g.  sec.  n..  5%,  1918.. . . 

Cent  Pac.  Ry..  c.  4%.  1954 

Chi..  Mil.  k  St.  P..  cv.,  44%,  1932 

Chi..  Mil.  ft  St.  P.,  cv.,  5%,  2014 

Dela.  &  H..  cv.  reg..  5%,  1935 

Interboro  R  Tran..  5%.  1966 

Municipal  Gaa,  Albany,  N.  Y.,  cv.  n..  5%, 

1916 

N.  Y.  Cy.  R.  R^d.  cp.,  6%,  1935 

N.  Y.,  Ont.  ft  W.  R.  R.,  4%,  1955. .. . 

N.  Y.  State  Ry.,  4h%,  1962 

Schen.  Ry.,  1  m.  cp..  4H%,  1941 

Schen.  Ry.,  cv.  g.  m.  cp.,  43'ii%,1941.. . . 

Un.  Tc.  cv.  g.  m.,  4H%.  2004 

Un.  Tc.  cv.  g.  d..  i\^%,  1919 

Wstervlict  Tp.  R.  R..  1  m.,  6%,  1919. . 

Bethlehem  Steel,  1  p.  m..  5%,  1942 

Kings  Co.,  El.  L.  ft  P.  cp.,  6%,  1925  . . . 
Stockb. 

Chi..  Mil.  ft  St.  P.  R.  R 

Dela.ftH.  R.R 

Gt.  No.,  p 

Penn.  R.  R 

So.  Pac.  R.  R.,  com 

1  Natl.  Bk..  Albany,  N.  Y 

Natl.  Bk..  Cohocs,  N.  Y 

Natl.  Commercial  Bk.,  Albany,  N.  Y 

Amer.  Tg.  ft  Tel 

Amer.  Tob..  p 

Gn.  Adj.  Bur.,  N.  Y 

Kings  Co.,  el.  It.  ft  p 

Municipal  Gas,  Albany,  N.  Y 


Pte 

Market 

Value. 

Vahie. 

$25,000 

$25,000 

40,000 

37,200 

20,000 

19,000 

10,000 

10,000 

10.000 

10,100 

10.000 

8,700 

5,000 

5.150 

10,000 

10,800 

10,000 

10,600 

10,000 

9,900 

6,300 

8,190 

10,000 

11.400 

9,000 

7,110 

15,000 

12.750 

10.000 

10.000 

6.000 

6,000 

10.000 

8.500 

15.000 

14,250 

10.000 

10.100 

10.000 

10,200 

4.000 

5.080 

10,000 

10.000 

20.000 

30,800 

10,000 

12.700 

22,500 

26,776 

10.000 

10.600 

10.000 

15.800 

5,000 

10.550 

5.000 

15.000 

10.000 

12.000 

10.000 

10,900 

400 

400 

22.500 

29.025 

23.800 

30,940 

40 
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COMMERCE  INSURANCE  COMPANY,  Albany,  N.  Y ,— Continued. 


BoiiDfl  AND  Stocks  Owned. — Coni. 
Stocks. — CorU. 

Undrs.  Salvage,  N.  Y.,  N.  Y 

Undrs.  Salvage,  Clu 

Western  Adj.  ft  Insp.,  Chi 

Western  Un.  Tg 


Par 

Market 

Value. 

Value. 

$500 

1500 

500 

750 

100 

200 

30.000 

27.000 

Totals  (book  value,$583,845) $527,100      $578,820 


MISCELLANEOUS:  After  Chicago  conflagration  capital  was 
reduced  from  $400,000  to  $100,000  and  shares  from  $100  to  $25: 
then  an  additional  $100,000  was  paid  in  in  cash  to  bring  capital 
to  $200,000.    The  company  lost  $400,000  in  the  Chicago  con- 


flagration of  1871;  $26,000  at  Lynn,  in  1889;  $70,000  at  Boston, 
in  1872.  and  $34,000  at  Salem  in  1014. 

DIRECTORS:  Matthew  J.  Wallace,  Simon  W.  Rosendale. 
James  Milwain,  William  Piatt  Adams,  E.  Darwin  Jenison,  Frank 
Van  Benthuysen.  William  J.  Ndlis,  Morris  L.  Ryder,  John  J. 
Gallogly,  Chas.  Gibson.  Robert  M.  Chalmers.  Henry  H.  Kohn, 
John  A.  Becker,  Addison  J.  Hinman,  L.  H.  Tucker,  F.  Mc.  E. 
Pruyn. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  G.  Rose, 
State  agent  for  Wis..  U.  S.  Collins,  special  agent  for  0.,  Mich,  and 
Ind.  The  company  operates  in  Conn.,  111.,  Ind.,  Ky.,  Me.,  Md., 
Mass.,  Mich..  Minn..  Mo.,  N.  J.,  N.  Y.,  0.,  Pa.,  R.  I.  and  Wis. 


COMMERCIAL  NATIONAL  FIRE  INSURANCE  COMPANY,  Chicago,  III. 

Preadent,  M.  P.  Brans  field;  Secretary,  H.  J.  Barbour.    Organised,  1915. 


Ykar 

Assets 

1915 

$267,932 

Unearned 
Premiums 


$10,055 


Net 
Surplus 


$57,128 


Net 
Premiums 


Total 
Income 


Losses 
Paid 


Dividends 


$20.1231       $270,1231 


$243 


-Expenses 


$4,990 


Total  Ex- 
penditures 


$5,233 


Losses 
Incurred 

$843 


Assets,  Dbc.  31, 1015. 
Mortgage  loans $60,150 


Bonds  and  stocks. 

Cash 

Agents'  balances. 
Interest 


138.850 

45.038 

14.852 

3.042 


LiABiUTais,  Dec.  31, 1915. 

Losses  unpaid $600 

Unearned  prems. . . .         10.054 
Other  liabilities 


150 


Total  liabiUties. 
Capital  paid  up. . 
Net  surplus , 


$10,804 

200,000 

57,128 


Total  assets $267,932       Total $267,932 


Underwriting  profit,  $4,085:  investment  i»t>fit,  $3,042. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$2,175,076;  premiums  thereon,  $20,109. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$22,747;  losses  paid.  $243. 

MORTGAGE  LOANS:  There  are  19  loans  aggregating  $66,150 
on  property  valued  at  $439,300  on  which  the  company  holds 
<$!  15, 1 00  of  insurance.  On  December  31.  last,  there  was  no  mterest 
past  due. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Schultse  Baking.  6%.  1916 

Hirsch  Stein  ft  Co..  g.,  6%.  1916-7 


Par 

Market 

Vahie. 

Value. 

$2,000 

$2,000 

2,000 

2.000 

BoNDA  AND  Stocks  Ownkd. — Coni. 

Bonds.— Coni. 

Morrison  Hotel  &  Boston  Oyst.  Hse., 

6%,  1918 

InUnd  Steel.  8%.  1942 

Cudahy  Packing.  5%.  1924 

Chicago  Ry..  5%,  1927 

Chi.  Cy.  Ry.  Svsts..  5%.  1916 

Bransfield,  Bell.,  acct.  A,  supp.,  1925 

C.  R.  I.  &  P.  R.  R..  5%.  1932 

WUlapa  Lumber  Co.,  8%,  1917 

Stocks. 
Auburn  State  Bk..  Chicago 


Par 

Market 

Value. 

Value. 

$2,000 

$2,000 

2.000 

2,000 

3,000 

3.000 

9.000 

9.000 

27,000 

27.000 

50.000 

50,000 

1.000 

1,000 

10,000 

10,000 

23,080 


28.850 


Totals $131,080      $136,850 


MISCELLANEOUS:  The  company  was  organised  in  1915,  by 
interests  identified  with  the  National  Dry  Goods  Association  and 
commenced  business  Ute  in  the  year  with  a  paid  up  capita!  of 
$200,000. 

DIRECTORS:  H.  B.  Kline.  M.  P.  Bramfield,  Wm  Ryan.  Jr., 
Homer  Sulli\'an,  E.  L.  Liebke,  W.  E.  C.  Clifford.  F.  R.  Smedley, 
W.  T.  Rigney,  H.  J.  Barbour. 

TERRITORY  COVERED:  The  company  is  Ucensed  in  lU. 
only. 


COMMERCIAL  UNION  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Preadent.  A.  H.  Wray;  Vice-Premdent  and  Secretary,  Chas.  J.  Holman:  Vice-President,  C.  E.  Porter.    Organised,  1800. 


Unearned 

Net 

Net 

Total 

Looses 

Total  Ex-  i 

Losses 

Year 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

[>enditures 

Incurred 

1915 

$1,274,063 

$599,933 

$414,480 

$629,641 

$674,760 

$303,397 

$20,000 

$251,622        $575,019 

$297,705 

1914 

1.205,036 

548,417 

404.320 

593.100 

634,193 

292.580 

20.000 

221,534,         534.114 

286.092 

1913 

1.089.437 

436.697 

393.092 

453.687 

469,151 

217,587 

20.000 

144,785 

382.343 

224.241 

1912 

1.028.090 

391.211 

350.671 

424,787 

456,396 

177.848 

20,000 

137,387 

335,235 

179.949 

1911 

924.559 

342.366 

310,059 

385.727 

396,578 

191.629 

20,000 

115,178 

326,807 

181.768 

Abbktb.  Dxc.  31. 1915. 

Bonds  and  stocks. . .  $681,490 

Cash 459,429 

Agents'  balances. . . .  138.714 

Interest 8,172 

Other  assets 6.092 


LuBiumBB,  Dbc.  31, 1015. 

Losses  unpaid $43,520 

Unearned  prems ....       609.933 
Other  liabilities 16.130 


Total 1.293,897 

Bpl.  dep.  over  liab . .        19,834 


Total  liabilities. . .  $659,583 
Capital  paid  up ... .  200.000 
Net  surphis 414.480 


Total  adm.  assets.  $1,274,063       Total $1,274,063 


Underwriting  profit,  $16,897;  investment  profit.  $33,098 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$113,547,996;  premiums  thereon.  $1,101,031. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$6,553,409;  losses  paid.  $2,713,277;  dividends  declared,  cash. 
4881.225. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

U.  S.  (Pan.)..  3%.  1961 

N.  Y.  SUte,  hwy.  imp.  reg.,  4%.  1962. . . 
N.  Y.  State,  hwy.  imp.  reg..  3%.  1956. . . 
N.  Y.  State,  en.  imp.  reg.,  3%.  1958. . . . 

N.  Y.  Cy.  reg.,  4%.  1956 

N.  Y.  Cy.  reg..  3H%.  1928 

Norfolk,  Va.,  r^.,  4  K%.  1945 

Atch.,  T.  k  Sa.  Fe  R.  R.  gn.  m.,  4%,  1995 
B.  A  0.  R.  R.  (S.  W.  div.)  1  m.,  3>i%. 

1925 

Chi.,  L.  S.  k  E.  Ry..  g.  1  m.,  4H%.1969 

Inter.  R.  Tran..  1  r.  m..  5%.  1966 

Minn.,  St.  P.  k  8.  Ste.  M.  Ry..  cv.  gtd.. 

1938 

M.  Pke.  Ry.,  1  col.  m.,  5%,  1020 

N.  Y.  Catg.  R.  R..  1  m.Jtd..  4H%,1B53 

St.  L.  Swn.  Ry.,  1  m.,  4%,  1989 

Santa  Fe.  P.  k  P.  Ry..  1  m..  5%,  1942. . . 


Par 

Market 

Value. 

Value. 

$10,000 

$10,200 

50.000 

51,500 

20.000 

19.800 

5.000 

4.050 

100.000 

08,000 

25.000 

23.500 

36.000 

35.280 

10,000 

0.400 

40,000 

36.800 

20.000 

10.200 

25,000 

24.750 

20,000 

18.600 

20.000 

16.600 

76.000 

72,750 

40.000 

32.000 

25.000 

25.760 
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COMMERCIAL  UNION  FIRE  INSURANCE  COMPANY  of  New  York,  N.Y.— Continued, 


Bcnse  aud  Stocks  Owvto.—CotU. 
Boms.-— C«fii. 

So.  R7..  I  eL  Bu  5%.  19M 

So.  Ry^  diT.  acripC  4%,  1919 

Ua.P»e.R.B.,eT.,4%,  1927 

Mick.  No.  Pwr,  1  m.  gr..  5%.  1941 

Wertera  Ua.  Tel.,  F.  A  R.  E.  m.,  4H%. 

1950 

StOCEB, 

Alegbev  Westera  Ry.,  gr 

Chi,  MU.  A  St.  P.  Ry.,  p 

Manhattan  Ry.  Co..  N.  Y.,  gr 

SecoDd  .Atc.  Ry,  N .  Y 

So.Ry,p 


Pkr 

Value. 

$48,000 

200 

20.000 

5.000 

Market 

Value. 

M9,440 

170 

18,600 

4.400 

25,000 

23.750 

25.000 
15,000 

2aooo 

12,700 
10.000 

33.000 
20.250 
26.600 

'  6,266 

TotaH  (book  ralae,  1701.343) $701,000      $681,490 


MISCELLANEOUS:  A  eontroUinE  interest  in  thia  eompany 
ia  bdd  in  London  l^  the  Cooimercial  Union  of  London.  The 
oonpany  paid  ^,89S  on  account  of  the  Baltimore  oonflagration 
in  1904;  $4,916  at  Rochester  m  1904;  at  San  Francisco.  1906. 
$115,186  net.    Vahies  of  deposits:  N.  C.  $10,200;  Va.,  $10,780. 

DIRECTORS:  A.  H.  Wray,  C.  J.  Holman,  Wm.  M.  Ballard. 
John  Claflm.  H.  C.  Eddy.  R.  A.  Boit.  Fredk.  B.  CampbelL  R.  J. 
Cross.  Chas.  Russell,  Walter  P.  Bliss,  T.  H.  Banks,  C.  E.  Porter. 
J.  G.  Hilhard. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  C.  Eddj^ 
Chica^  lU.,  manager  Western  department;  E.  T.  Niebting.  San 
Franofloo,  raneral  agent  for  Pacific  coast;  J.  F.  Edmonds,  general 
agent  Northwestern  department,  DeDver,  Colo.  The  eompany 
operates  in  Alas.,  Ark.,  Cal..  Colo..  Conn..  D.  C  Haw.,  III..  Ind.« 
la.,  Kan..  Ky..  La.«  Me..  Md.,  Mass.,  Mich..  Minn.,  Mo^  Mont.. 
Neb.,  N.  H..  N.  J..  N.  Y..  N.  C.  N.  D.,  0..  Ore.,  Pa.,  R.  I.,  S.  D.. 
Tenn..  Tex.,  Utah,  Va.,  Wash.,  W.  Va.,  Wis.,  and  Canada. 


COMMONWEALTH  INSURANCE  COMPANY  OF  NEW  YORK, 

New  York,  N.  Y. 

IVndeBt,  E.  G.  Richards;  Vice-Prendents,  J.  F.  Hastings.  W.  P.  Young.  C.  R.  Perkins.  W.  S.  Berdan;  Secretary,  Robert  Newboult; 

Assistant  Secretary,  L.  H.  Eckhardt.    Organised,  1886. 


Yua     Assets 


Unearned 
Premiums 


1915  13.022.107 

1914  2.7SU99 

1913  I    1633.267 

1912  tS^Ml 

1911  2.587.926 


iNet 
Surplus 


$925,574 
807,445 
840.854 
8a3.946 
938.412! 


$1,464,719 
I..3 17.362 
1,184.780 
1,179,662 
1.009.385 


Net       I 
Premiums 


Total 
Income 


$1,099,351 1 

900.788' 

873,449 1 

858,922' 

1.204.642 


$1,120,048 

1.013.166 

981,908 

982,263 

1.317,767' 


$430,307 
513.886 
453.531 
521.946 
486.371 


Expenses 


Total  Ex- 
penditures 


$50,000, 
50.000 
50,000 
50.000 
50.000 


$388,049 
331.408 
338.304 
343.669 

448.187 


Amtn,  Dec.  31. 1915.  LuBiLmu.  Ddc.  31. 1915. 

Remlcetatc $27,583    Lossesunpaid $87,024 

Martfsge  I<Mna  ....  255,700  Unearned  prems ....       925,574 

Boads  and  stocks...  2.482.360  Other  liabOities. .. .         44.796 

Ca^  54  712  ^-^_— .^— . 

Agents' bdancee..'..'  197!l75  Total  liabilities...  $1,057,388 

Intenst 26,098    Capital  paid  up 500.000 

Other  sasets 200    Net  surplus 1.464.719 


Total $3,043,828 

SpLdq>.overliab.  .  21.721 


Total  BSKts $3,022,107       Total $3,022,107 


Uaderwnting  profit.  $68,135:  investment  profit,  $134,758. 

RISKS  AXD  PREMIUMS:  Fire  risks  in  force.  December  31. 
$U2,4S9;S23:  preoBinms  thereon,  $1,768,312. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$11,873,689;  ktsses  paid,  $5,693,714;  dividends  declared,  cash. 
1971.000. 

REAL  E^ATE  OWNED:    Consists  of  a  5-9tory  brick  loft 
boflJaig  at  ^  Greene  St.,  N.  Y.,  taken  under  foreclosure  and 
at  east. 


M0RTG.4OE  LOANS:  There  are  17  loans.  aQ  on  improved 
Ker  York  City  property.  These  range  in  amount  from  $7,500 
to  $26J00  ea^,  and  all  aM>ear  to  be  well  secured.  There  was 
bat  $1,150  of  interest  oTerdue  on  Dei^mber  31.  last.  The  proper- 
tos  securing  $255,700  of  loans  are  estimated  worth  $421,500. 

BONDS  AND  STOCKS  OWNED: 
Bomw. 
UaHed  States  Gov..  Pian.  cn^  reg..  3%, 

g.  Y.  City,  aq.,  w«^  3H%.  1920 

J.\.C5ty.sc^re«^  3M%.  1916 

N.  Y. CSty,  wat.  sup.,  reg.,  ZH%f  1954.. 
B.*O.R.iU  20  yr.  cv.  g.,  reg..  iH% 

1133  .  . 
B. 4 0. R.  i,  (So.'  WeiJL ' Div.)  i"m^ 

^««-.3H%,1025 

CKL3o.Ry,g^reg„6%.  1962.^.... 
Cat.  PW.  Ry,  1  r.  m^  g..  reg.  4%;  1949 
aK.,B«LAQ.R.  R^  IlL  Div.,  4%, 

1949 

Clic,  Mil  &  Sc  P.  Ry.,  cv.  g,  reg, 

*H%.1B2 


Par 
Value. 

Market 
Value. 

$45,000 
40.000 
30,000 

170.000 

$45,900 
38.800 
30.000 

149.800 

50.000 

48.500 

50.000 
50.000 
75,000 

46.000 
52.000 
67,500 

50.000 

48,000 

50,000 

51.500 

B0.NIM  AM)  Stocu  Owned.— Coai. 
Bonds. — Coni. 
Chi..  Mil.  ft  St.  P.  Ry..  deb.  g..  reg,.  4^ 


1934 


c. 


Chic,  ft  Nwn.  Ry..  gn.  m.,  reg.,  4%,  1987 

Dela.  ft  H..  1  4  r.,  reg.,  4%.  1943 

L.  S.  ft  M.  So.  Rv..  d..  reg..  4%,  1931 . . . 
Lehigh  Val.  R.  R.,  gn.  en.  m..  r^.,  4%, 

2003 

Lehigh  Val.  R.  R.,  gn.  cs.  m..  reg.,  iH%, 

2003 

Manhattan  Ry..  cs.  m.,  reg.,  4^,  1990. . 
Mil.,  S.  ft  Nwn.  Ry.,  gr.,  reg.,  4'  ci  IW7 
M.,  K.  ft  T.  Ry.,  1  m.,  g.,  reg.  c,  4^o. 

1990 

N.  Y.  C.  ft  H.  R.  R.  R..  L.  S..  col.,  g.. 

reg.  c,  3H%.  1998 

N.  Y.  C.  ft  H.  R.  R.  R..  1  m..  reg.,  3^^%, 

1997 

N.  Y.  C.  R.  R..  cv.  deb.,  reg.,  6^  c-  1935. 
N.  Y.,  C.  ft  St.  L.  R.  R.,  25  yr.  deb.,  reg.. 

4%  1931 

N.  Y.i  N.  H.  ft  H.  R.  R.,  cv.  deb!,  reg.i 

6%.  1948 

N.  Y.  Tl.  Co..  1  ft  gn.  m.  g..  a.  f.,  reg., 


N.*^. 


%,  1939. 


ft  West.  Ltg.,  deb.,  reg.  c.  5%. 


1954. 
N.  Y.  ft  West.  Ltg.,  gn.  m..  reg.  c.  4%, 

2004 

N.  ft  W.  Ry.,  1  In.  ft  gn.  m..  reg.,  4%, 

1944 

N.  Pac.  Ry.,  gn.  R'y  In.  ft  Id.  gt..  reg., 

3%.,  2047 

N.  Pac  gt.  No.,  Jt.  (C.  B.  ft  Q.  Col.), 

reg.,  4%,  1921 

Penn.,  gn.  fgt.  eq.  tr.  g.  etf.,  reg..  4%. 

1917 

Penn..  b..  re«.  c,  4%.  1931 

Penn.  ft  N.  Y.,  On.  ft  R.  R.,  en.  m.,  reg., 

5%,  1939 

Reading.  J.  C.  col.  tr..  reg..  4%.  1951 .. . 
R.,  W.  ft  0.  R.  R.,  1  on.  m.,  reg.  c,  4%, 

1922 

Southern  Pac,  cv.  g.,  reg.,  4%,  1929  — 
Southern  Pac,  1  r.  m.,  reg.,  A%,  1955. . . 
St.  P.,  Minn,  ft  M.  Ry.,  reg.,  VA%,  1933 
Un.  Pac.  R.  R.,  1  ft  r.  m.,  reg.,  4%,  2008 
Un.  Pac.  R.  R..  1  m.  ft  Id.  gt.,  reg.,  4%. 

1947 


$868,356 
895.294 
841.835 
915,315 

984,558 


Par 
Value. 

$50,000 
50.000 
50.000 
25,000 

20.000 

50,000 
50.000 
50,000 

25.000 

30.000 

50.000 
60.000 

10,000 

25.000 

50.000 

25.000 

25,000 

50.000 

75.000 

50.000 

25.000 
30.000 

10.000 
50.000 

25.000 
60.000 
25.000 
50.000 
25.000 


liosses 
Incurred 

m 

$424,839 
530.246 
444.981 
492,556 
553.124 


Market 
Value. 

$46,000 
47,500 
48.500 
23.750 

18.200 

50.500 
46.000 
45,500 

19.250 

23.400 

41.500 
68.400 

8.400 

29,250 

49.500 

24.000 

20.500 

45,000 

49.500 

49,000 

25,000 
28,500 

10.800 
47.500 

24.750 
53,400 
22.500 
51.500 
22.500 


75.000    72,750 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


COMMONWEALTH  INSURANCE  COMPANY  OF  NEW  YORK.  New  York,  N.  Y.— Can/. 


BoNDf  AND  Stocks  Owhvd.—CotU.  Pmr  Market 

BoNDB. — Cont.  Value.  Value. 

Un.  Pac.  R.  R..  cv.,  re«..  4'"r,  1927 125,000  123.250 

Vandalia  Ry.,  os.  m.,  reg.,  4%,  1957 ....  25,000  23,000 

Wash.  Tm..  1  m..  reg..  S^Tr.  1945 20,000  16,800 

f^rocKS. 

Atch..  T.  &  S.  Fe  Ry..  p 80.000  81.600 

AUegheny  &  W.  Ry..  gr.  stk 20.000  26,400 

Bait.  &  Ohio  R.  R..  p 50.000  39.000 

Chi.,  Mil.  &  St.  P.  Ry..  p 60,000  67,500 

Chi.  4  Nwn.  Ry..  c 50.000  68,500 

Chi.  ft  Nwn.  Ry..  p 30.000  52.500 

Chi.,  St.  P.,  Minn.  A  Oma.  Ry.,  p 10.000  13.700 

Cleve..  Cin.,  Chi.  ft  St.  L.  Ry.,  p 10.000  7.600 

Great  No.  Ry..  p 20.000  25.400 

Illinois  Cen.  R.  R 20.000  21.600 

Kansas  Cy.,  St.  L.  ft  Chi.  R.  R.,  p 15.000  14.700 

Minn.,  St.  P.  ft  Sault  St.  Marie  Ry.,  1. 1., 

(Wis.  Cent.  Ry.,  p) 50.000  39.000 

M..  Kansas  ft  Texas  Ry..  p 20,000  3.400 

N.  Y..  N.  H.  ft  H.  R.  R 30.000  23,100 

Reading,  1  p 80.000  67.200 

Union  Pacific  R.  R..  p 100,000  83.000 

Manhattan  Bank,  N.  Y 850  2.S60 

Conaotidated  Gas..  N.  Y 50.000  72.000 

PuUman,  Chi..  Ill 12,000  19.800 


Totals  (book  value,  $2,560.564) $2,582,850    S2.482.360 


MISCELLANEOUS:  Eariy  in  1907  intmats  identified  with 
the  North  British  ft  Mercantile  of  London  purchased  the  control 
of  this  company.  Capital  increased  in  18iiB7  from  $300,000  to 
$500,000.  (Tonflagration  losses:  Baltimore,  1904.  $45,000;  San 
Francisco.  1906.  $13,160.  Value  of  special  deposits:  Va.,  $25,250; 
Ga^  $10,000. 


DIRECTORS:  M.  M.  Belding.  B.  Aymar  Sands.  George  H. 
Maey,  Chas.  F.  Hoffman,  Bradiah  Johnson.  G.  Palen  Snow,  Ben- 
jamin Mordecai,  E.  G.  Richards,  J.  F.  Hastings,  Allan  Robinson. 
Wm.  C.  Demorest.  Stuart  Duncan.  Lawrence  B.  EDiman,  W. 
P.  Young. 

FIELD  MEN  AND  TERRITORY  COVERED:  DepartmenU: 
MetropoUtan.  W.  P.  Young.  Vice-President;  Middle.  C.  R.  Peridna. 
Vice-President;  R.  P.  Barbour,  general  agent:  Pscafic,  W.  8.  Ber- 
dan.  Vice-Pres.;  J.  S.  Hereford,  general  agfut;  New  Endand  and 
Southern,  W.  S.  All^,  general  agent;  Central:  F.  T.  Stabler,  jien- 
eral  agent;  Western,  Chas.  E.  Case,  general  agent;  improved  naka. 
G.  P.  Davis,  general  agent;  special  agents:  L.  W.  C^ottrdl.  Bostcm, 
Mass.;  for  New  England  States;  Percy  ling,  Alba^i  n.  Y..  for 
eastern  N.  Y.;  L.  B.  Temple,  New  York  City,  for  Hudson  River 
and  North  Suburban;  B.  L.  Linkfidd.  Bayside.  N.  Y.,  for  South 
Suburban:  D.  H.  CoUinaon,  Newark.  N.  J.,  for  central  N.  J.;  C.  H. 
Ebbetts.  Bloomfield.  N.  J.,  for  northern  N.  J.,  E.  E.  Ikier,  Camden, 
N.  J.,  for  southern  N.  J.;  Nevm  N.  H.  Hueeted,  Pittsburg,  Pa.,  for 
Pa.;  J.  H.  Bonney.  Pittsburg.  Pa.,  for  W.  Va.,  except  Counties  of 
Morgan,  Berkley  and  Jefferson;  R.  M.  August,  Baltimore.  Md.,  for 
Md.,  Del.  and  Counties  of  Morgan.  Berkley  and  Jefferson.  W.  Va.; 
G.  H.  Spigcner,  Richmond.  Va.,  for  Va.  and  N.  C;  C.  B.  Rogers, 
Nashville,  Tenn.,  for  Ky.  and  Tenn.;  F.  A.  Gantert,  Indianapolis, 
Ind.,  for  Ind.;  P.  J.  Moriarty.  Detroit.  Mich.,  for  0.  and  Mich.; 
F.  G.  Cargill.  Chicago,  111.,  for  III.;  James  E.  Bright.  Dca  Moines. 
Ism  for  la.  and  Neb.;  Fred  H.  Sabin,  Minneapolis.  Minn.,  for  Wis. 
and  Minn.;  A.  R.  Thommasson  and  H.  F.  whitner,  AtJanta,  Ga., 
for  Ga.  and  Ala.;  0.  Unmack,  Spokane,  Wash.,  for  Ore..  Wash., 
Ida.  and  Mont.;  Wirt  Leake  and  H.  J.  Thomsen,  Houston.  Tex.  for 
Tex.  The  company  operates  in  all  the  states  except  Alas.,  Aria., 
Ark..  Fla..  Kan..  Miss.,  Nev..  N.  M..  N.  D.,  Okla.,  P.  R.,  S.  C. 
S.  D.,  and  Wyo. 


COMMONWEALTH    FIRE    INSURANCE    COMPANY,    Highland    Park, 

Dallas,  Tex. 

Preadent,  I.  Jalonick;  Secretary,  J.  B.  Adoue.  Organised.  1903. 


Year 

Assets 

tneamed 
Premiums 

Net 

Surplus 

1915/ 
19142 

md 

1912/ 
1911/ 

$690,124 
660,801 
604.464 
569.400 
552.920 

1212.557 
211.613 
194,427 
185,935 
174.354 

1172.385 

145.116 

120.145 

101,328 

92.722 

Net 
Premiums 


$241,353 
27a  196 
246.266 
242.265 
236.561 


Total 
Income 


$284,465 
313,617 
285.457 
281.840 

•278.864 


Losses 
Paid      ;  Dividends 


$136,648 
123.407 
126.805 
150,067 
143.106 


$25,000 
25.000 
25.000 
25,000 
23,000 


Expei 


$94,346 

106.260 

97,072 

90.478 

89.512 


Total  Ex- 
penditures 


$255,994 
254.667 
248.877 
265,545 
255.618' 


Incurred 

$124,639 
134.591 
128.315 
149.628 
133.97  • 


I  Statement  according  to  Texas  standard.   *  Includes  $10,000  premhim  on  new  stock. 


Aasnv,  Dec.  31, 1915. 

Real  estate $12,000 

MartgBg^  loans 541,705 

Internat'l.  Fire  Ins. 

stock 28,750 

Cash 40.985 

Agents'  balances —  51.650 

Interest  and  rents.. .  14,532 

Other  assets 502 

Total  asseU $690,124 


LiABtums,  Dbc.  31, 1915. 

Lo«es  unpaid $22,877 

Unearned  prems. . . .  212.557 

Other  reserves 22.000 

Rdns.  reserves 10,305 

Total  liabUitics...  $267,739 

Capital  paid  up ... .  250,000 

Net  surplus 172,385 

Total $690,124 


Underwriting  proBt,  $34,284;  investment  profit,  $39,170. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$24,885,525;  premiums  thereon.  $405,162. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$2,397,677;  losses  paid,  $1,214,216;  dividends  declared,  cash. 
$223,809;  stock.  $14,000. 

REAL  ESTATE  OWNED:  Consists  of  1-etorv  brick  office 
buildine  and  l-«tory  frame  cottage  at  GiUon  and  Abbott  sts^ 
i)iabland  Psrk,  Dallas^  in  which  this  company  owns  a  one-half 
inttTH't;  book  value  of  one-half  interest,  $12,000;  market  value, 
kl   (100.    Net  income  last  year.  $583. 


MORTGAGE  LOANS:  There  are  804  mortgage  loans,  •me- 
gating  $540,705,  on  imivoved  city  and  farm  propotv,  valura  at 
$2,244,988.  The  company  holds  policies  covering  the  buikUnes 
amounting  to  $15,400.  The  larj^est  loans  are  one  of  $7,200  and 
one  of  $5,100.  but  a  large  majority  of  them  are  under  $1,000 
each.    On  December  31,  last,  there  was  no  interest  past  due. 

MISCELLANEOUS:  Cash  capital  increased  $94,933  in  1906 
by  payment  of  capital  stock  notes,  in  1907  to  $230,000  and  in 
1911  to  $250,000.  fully  paid.  A  premhim  of  $10,000  was  realised 
on  the  sale  of  stock  in  1911  which  was  added  to  surplus. 

DIRECTORS:  Alex.  Sanger,  C.  C.  Slaughter.  J.  B.  Adoue, 
F.  A.  Piper,  J.  S.  Heard.  W.  0.  Connor.  H.  S.  Keating.  J.  C. 
Duke.  J.  W.  Allison.  I.  Jalonick.  Geo.  W.  Jalonick.  H.  F.  Speer, 
E.  L.  Flippen. 

FIELD  MEN  AND  TERRITORY  COVERED:  T.  Edwards, 
San  Francisco,  Cal.,  special  agent  for  Csl.  and  Utah;  E.  S.  Kean. 
Jr.,  Waco.  Tex.,  Henry  George.  Dallas.  Tex.,  E.  C.  Jalonick.  Dal- 
las,  Tex..  V.  Davis.  Brownwood.  Tex.,  W.  H.  Quirk,  San  Antonio. 
Tex.,  H.  F.  Hines,  Corsicana.  Tex.,  George  Tucker.  Wichiu  Falls, 
Tex.,  E.  Uauetscn.  San  Antonio.  Tex.  and  A.  T.  Robertaoo, 
Houston,  Tex.,  special  agents  for  Texas.  The  company  operates 
m  Arkn  Cal.,  N.  Y.,  Tex.  and  Utah. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


CONCORDIA  FIRE  INSURANCE  COMPANY  OF  MILWAUKEE, 
Milwaukee,  Wis. 

htadHit.OiaU<WciDH«0.Jr.:SKnlan'>FiukDuBb>ehhr.  Anecy  SupW..  Ju.  M.  UmaudF.  W.  Dodd. 


Fnaajiata       Bujplui     |  PtvBJaa 


n»  '  t.«U.MS'  I.IS8.g««'  387.324'  l.l(8.9(H  I.M9.7U,  MI.3M 

K»  '  U17JM  l.!31.J10i  iU.KU'  1.120.V1S  l,2lt.U«  <77.Ili 

»II  ,  14M.&32  1.1I)3.M8  4HJ(Wt|  I.13».l«  •l.AI4,«3S  MI.Nr 

1)11  '  1,7!&,793!  I.02J.«28  239.11X1  I.OS&IU  I.14«,57B|  MI.OW 


dndi 


Diridndi      Eipnus 


Ut7JH4 
47S,l« 


A«Ti,  Dk.  31.  mi.  Luiiunn.  Dk.  31. 1»lt. 

liiHticeloui..     .      tUR.liO    L<Mnuii|Kid NUTS 

Booda.  .   ..     l,(Hg.71«    Ummedmnu...     IJOaUS 

CMi    .  ...         ML3RI    Coatiiiniil  rwm .         10.000 

Inii'takm      .       2M,7TO    Other IvbilitiH ... .       134,013 

lawml 27, M7  

Bm- H In—! lud  20,inO  TstallsUlilia. . .  ■l,4M.t40 
Oipitdpiidup....  000,000 
NetwrdiB 3MJW 

TnOltMCi...   .(2.423,00*       TMd (3,413/aH 

l*BilsvTiiiai  km.  %n,V!i:  inistmat  proSt.  1^7,018. 
KfKS  AND  PREMIUMS:    FW  nAt  in  (om.  Denmbir  31. 
tao.UI.074:  maiua  tlmoa.  12.311.743. 

Bl-STNISB  SINCE  OHGANIZATION;  Pnmiunu  mnnd. 
nL;M.«0:  low  pud.  tH.21B.142:  dmdEiidt  dnliiRid.  c*^. 

MORTGAGE  LOANS:  Tbm  mit  ITI  iiicirta«e  loww.  xpc 
lUf  IB3S,1M,  Ikc  iiruritia  bdo;  nlud  ll  tl,428,aM.^he 
■TWfB  m  Doady  ffr  ouli  UDguDt*.  <nlv  17  bou  ovtt 
tl<l.«n.    The  nmpuiy  hoJdi  pohda  nnriDg  Lhc  pnperly 


BONDS  OWNED: 

Aprta«,Wf  ^wk,,4','-;.  IBM.. 
Ah*m.Wji,  .ii.wta_4Ji';i.l»»a,. 
Bn^iPikrC.B,  111..  S^,,.  IBIS 

fcowitratCfl  iiL.  8%.  iBsi  ,.  ,. 

Bran  *  Pit  r--,IU^«^  IBM 

CKidt  Cd^  U.  .r.I,.  K.  (^.  £%.  1031 . . 
Dindu  Cfl.  T-nn..  b«-  IH'l.  1*37, . . 

f™ldllUt.Wu.r,4?i%.ll»l7 

r-dillJt  «:,.,  •-  3}i%.  IMI 

H™«t  To.  tniin.  iiqp,  iji'i,  IWO,. 
iwH  Ce,  W»  .  dtr.  !&..  S%.  191S . . . 
™™  Co,  W» ,  dB.  dt.  6%.  IBIT . , . 

|~K«.B,«.i  d^i.S'i.lKW 

"■Mfc  DL  w»L  -kjt,  S^  m7 

Sfutt  tlL.  mi.  dept„  ST^  IDIS 

J™— .m..it.  d,pu  *%.  I»l» 

|f«»t,  DL  mi.  dept.,  yi.  1«0 

f™-BlILwii,d.«,*n.  IBIl  .... 
»m«.IU.»it.dnit,S%,l»a.    ... 

^~»nLiii..d.j*,sr^iB2a...  . 

Sf"™^  Wi- .  ji.  ic,  diL,  tf^  l»l»,. 
" B.  Wi-.,  k  B.  lEu  1%.  W- 

=,wu.h.Ki.*»,y^ig 


BoHiM  OnD.— Cmf.  Par 

VlhM. 

S~»>c,  Wwh..  mun.  ll.  ot.  I.,  M%, 

1B30 IMOOO 

SauFiUi.9.  D..B'..$%.IB32 29,D00 

Spoktat.  Wuh.,  k.  di>-  4H%.  1931 ... .  21.000 
Stub  Ca.  Ind.  KaolnLn  ItnbB.  S%. 

I>U 1,«8T 

Stuki  Co.,  lad.  Kulnkn  RmIui,  i%. 

IMS 1.3RT 

TMB.h.Wii.,  r.,S%,l»n-2a    IftODO 

Wwuwi.  Wk,  pnb.  imp..  *%,  IHO 3.000 

Wuuui.  Wk..  r..  4%.  1B24. l.OOO 

WauMu.  Wii,.  r.,  t%.  1B39 S.000 

WauMu,  Wu.,  pub.  uap.,  t%.  1B!3.S , . .  '  U,000 
Waununa  i  QmsEtld.  Wi*..  jt.  ». 

dk-sro.  IBIB    1.OO0 

Waumlim  ll  OnesBdd.  Wil  jl-  K- 

dia.,  STt,  1B17 1,000 

Wiunlna  A  Onn&dd,  Wik  jl.  K. 

du.,5^,IBI8 1,000 

WuKttr,  Oi,  wat.  wlo.,  i%,  IMT 10.000 

Vamer  Co..  N.  C.  id.  rd..  SH%.  IMt .  20,000 
A.,  T.  t  9.  Ft  Sj-.,Ti™.  S.  L.  MM.,  1 

ra  i,;'~:.i9.w loiooo 

!■'       -r     .      -    r.  Ry_  gIL  ■.  (.,  4%. 

so.ooo 

'."                        m-m.  (.,<%.  IMT. ..  29,000 

'                          i:y.liiL[.(.,4%.l>34  li.OOO 

I    ■    I  V  !i    '"i.''i*iD.g.^S?i;i»S7".',,..  U.OOO 

1..  -  A  M.S,.  i(y.,  Cf,4%.l(BI  ....  26,000 

Mn.Si.  Hs„  Km,  Cj,  ■.111,6%.  IB13  25.000 

Mil.  Kl.  Ry.  A  L>.,  1 1*.  m.  tu  5%,  1026  H,00a 

,Mi1  r.i .  Ht.  A  Tc,  I  B.  ■,  3%.  1B2B. .  tO.OOO 

Mi( .  S.  t  N>i-ii.  R»,  I  m.  *_  4%.  1947. .  25,000 

S.  v..  S.H.lH.Ry.d„4%.l>U..   .  IS.DOO 

On:,  i.  L.  K.  H..  I.  »..  4%.  IK29 SO.0OO 

Bhnvt.  Ryi..  I  m,  I-  S%,  1933  .   .  ...  30.000 

So.  Pae.  R.  R.,  I  r.  D.  (.,  4%.  IMS 29,000 

Union  Pac,  R.  R,  I  b,  A  r.  m„  47d.  2008  10,000 
Chippewa  Val.  Rj.  Lt.  A  Paw„  I  m.  i.. 

9%,  1924  afi.000 

Uclode  Ou  U.,  Bt.  L.,  r.  tit.,  1  m,  (., 

9%.  1934.. , 10,000 

Mil.  Oaa  Lt.,  I  DL  ■„  4%,  ID27 29,000 

P»r>»  Qm  U.  *  0>kf..  Chi.,  r.  m.  g., 

Sr„,l*47,... 29.000 

Portluid  Gu  A  Coki,  1  *  r. «..  9%.  1940  29,000 

So.  CsJ.  Edim..  m.  m.  t-  3%.  1939. .  29.000 

WiL  Om  *  El.,  I  Bi.  (.,  i%.  1952 29.000 

Total!  (book  T*liifttl,DIB,7IS) 11,081.923    »l,i 


KMa 

10,000 
24,290 

23,790 
24.390 
91,000 
90,900 
22,790 
30.290 
IS.MO 


29,600 
24!000 


MISCELLANEOUS:  Capital  incnuod  in  U 
399.99(1;  ii' 

DIRECTORS:  Juliui  Andrai,  V       

drr.  Fr«i  T.  Goll.  H.  A.  Luodkc.  Fred  C.  PritiliJI,  Fi 


I.  Fnnk  Daakoelilir,  Job 


FIELD  MEN  AND  TERRITORY  COVERED:  Hmry  E. 
M:II.t,  MilwankH.  Wia.,  atau  meal  for  Wil,  Minn,  and  upper 
Ml-  L  :  I.  riiv  W.  Snider,  Dttroit  Mich.,  state  a«onl  Tor  lower  Mich-^ 
FreJ  ;.  'lulte,  IndiuiapdU,  lad..  Mate  a«*nt  for  Ind.;  Miln  B. 
M>ri  L.  Chiowo,  lU.,  Rat*  agent  for  lU.;  F.  E.  Hoflman.  Jr.. 
Sedalii,  Mc.  Hat*  agent  F«  Mo.  and  Kao.;  Locknond  Bros.. 
Nn  York  Citr,  Kn»nl  ageoU.  Melropc^ilwi  duttriel;  J.  H.  Gard- 
ner, geperai  ageat  for  Cob.  and  W^.;  0.  J.  Graham,  D«  Moines 
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CONCORDIA  FIRE  INSURANCE  COMPANY  OF  MILWAUKEE, 

Milwaukee,  Wis. — Continued. 


la.,  Btate  acent  for  la.  and  Neb.;  W.  L.  Nelson  dt  Co.,  Memphis, 
Tom.,  general  agents  for  Ark.  and  Tenn.;  Allen  Mehle,  New 
Orleans,  La.,  general  agent  for  La.;  Selbach  dt  Deans,  San  Fran- 
oifloo,  Cal.,  managers  tor  Cal.,  Utah,  Mont.,  Ida.,  Arii.,  Alas., 
Wash..  Ore.  and  Nev.;  Geo.  W.  Jalonick,  Dallas,  Tex.,  -general 
agent  tor  Tex.;  Langdon  C.  Quin,  Atlanta,  Ga.,  state  agent  for  Ga. 
wad  Fla.;  Hay  Bros.  &  Reynol<k,  Ralei^  N.  C.  general  agents 
for  N.  C.;  E.  C.  Gilman,  Worcester,  MasB.,  State  agent,  for  Mass., 


Conn,  and  R.  L;  Chas.  Schulthardt,  Newark,  N.  J.,  state  agent  for 
N.  J.;  George  F.  Murphy,  Brooklyn,  N.  Y..  state  agent  for  New 
York  State;  S.  R.  Dibwt,  Hollidaysburg,  Pa.,  state  agent  for  Pa., 
D.  C.  and  Md.;  P.  E.  Norris,  Columbus,  0.,  state  agent  for 
0.  and  W.  Va.;  Merrill  k  Braniff,  Okla.  City,  Okla.,  general 
agents  for  Okla.  The  company  does  business  in  all  the  states  of 
the  United  States,  except  m  Ala..  Del.,  Haw.,  Ky.,  Me.,  Miss., 
N.  H.,  N.  M.,  N.  D.,  S.  C,  8.  D.,  Vt.  and  Va. 


CONNECTICUT  FIRE  INSURANCE  COMPANY,  Hartford,  Conn. 

President,  Edward  Milligan;  Vice-Presidents,  W.  T.  Howe  and  George  M.  LoTojoy;  Seoretaries,  John  A.  Cosmus  and  F.  W.  Bowers; 

Asst.  Secretary,  Geo.  C.  Long.  Jr.    Organised,  1850. 


Unearned 

Net 

Net       1 

Total 

Losses 

Total  Ex- 

Losses 

Ybax 

Assets 

Premiums 

Surphis 

Premiums  ' 

Income 

Pftid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

$6,020,535 

13,063,054 

$1,558,703 

$3,455.830; 

$3,741,515 

$1,850,740 

$200,000 

$1,508,424 

$3,550,164 

$1,754,263 

1014 

6.740,712 

4.036,480 

1,225.008 

3.537.418 

3,761,166 

2,048,520 

160.000 

1.535.532 

3.744,061 

2.111.721 

1013 

6,761.540 

4,086,104 

1,316,311 

3.600.027 

3.043,083 

2,168,727 

030.000 

1.518,203 

4,616,030 

2,153.078 

1012 

7.700,634 

4.114,573 

2,238,520 

3,730.0011 

4,038.333 

2.063.755 

160.000 

1,530.067 

3,762.812 

2.086.250 

1011 

7.401,101 

4,065.646 

2,086,518 

3,728.364! 

4.024.602 

2.208.211 

160.000 

1,467,137 

3,025.348 

2.210.772 

AflSKTB,  Die.  31, 1015. 

Mortgage  loans $750,600 

Bonds  and  stocks . . .  4.070.794 
Lns.  on    Travellers 

Ins.  Co.stk 30,000 

Cash 626,147 

Agents'  balances ....  438,81 1 

Interest 80,428 

Other  assets 48,638 


LiABiUTUS.  Die.  31. 1915. 

Lossesunpaid $288,588 

Unearned  mans 3.063,054 

Other  liabitities....       110.100 


ToUl liabilities...  $4,361,742 
Capital  paid  up ... .  1,000,000 
Net  surplus 1,558.703 


Total $6,054,418 

SpL  dep.  over  liab . .        33.883 


Total  adm.  assets.  $6,920,535       ToUl $6,920,535 


Underwriting  profit,  $265,940;  investment  profit.  $248,760. 
RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$780,435,205;  premiums  thereon.  $7,770,440. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$80,060,152;  losses  paid,  $45,613,838;  dividends  declared,  cash. 
$5,265,000. 

REAL  ESTATE  OWNED:  The  company  owns  25  acres  of 
land  at  Riverside.  Cal..  upon  which  no  value  is  placed. 

MORTGAGE  LOANS:  There  are  80  loans,  aggregating  $759.- 
600.  and  the  appraised  values  of  the  properties  securing  these  loans 
amount  to  $2,051,050.  ar  over  two  and  one-half  times  the  amount 
loaned.  With  relatively  few  exceptions,  the  loans  are  for  leas  than 
$10,000  each,  and  more  than  one-half  of  them  are  upon  Hartford 
and  West  Hartford  properties.  The  most  of  the  remaining  loans 
are  secured  by  Chicago  and  Minneapolis  dwellings  and  stores.  A 
few  of  the  lai^  loans  are  as  follows:  In  Hartford,  $46,200  on  3 
44itory  buaness  buildings.  Main  st.  and  Central  Row;  $18,000 
on  84  Prospect  st;  $27,000  on  cor.  Allyn  and  Ann  sis.;  $30,000  on 
105-215  Pearl  St.;  $37,000  on  stores.  52(K538  Asylum  st.;  $20,000 
on  dwelling,  Arch  and  Prospect  sts.  In  Chicago,  $25,000  on 
4-atory  bunness  block,  198-204  Kin^e  st.;  $60,000  on  church  and 
school  buildings.  Stewart  ave.;  $15,000  on  store,  2430-2  Linooh 
ave.;  $65,000  on  oor.  22nd  and  State  sts.;  $25,000  on  stores  and 
dwelUngs,  Park  and  48th  aves.  In  Minneapolis,  $55,000  on  122-128 
Washington  ave. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Arisona  Territory.  5%.  1946 

Astoria,  Ore.,  5%,  1925 

Augusta,  Ga.,4M%.  1925-42 

Baltimore,  Md.,  3h%.  1980 

Bridgeport,  Conn.,  4%,  1936-39 

Buffalo.  N.  Y.,  4%.  1924-30 

Buffalo,  N.Y,4k%.  1962 

Chicago,  lU.,  4%.  1926-29 

Cleveiand,0.,4H%.1934 

C<*imbliOn4V^%.1955 

ColoradoSprinn,  CoU  4%,  1924 

Dallas,  Tex.,  5%,  1920 

Dallas  Tex.,  wat.  wks.  dt  perm.  imp..  4^^ 

1945 

Dtthith^  Mian.,  4%.  1032 

E,Jartford.  Conn.,  fire  dis..  4%.  1931 . . 

FGrfidd  Co.,  Conn.,  4%,  1939 

Hantton,  Ont.,  4H%.  1933 

HarOonL  Conn^  3>^%.  1954-55 

Hartford,  Coon.,  So.  sc.  dist.,  3H%«  1931 


Par 

Market 

Vahie. 

Value. 

$25,000 

$25,000 

5.000 

5.050 

60.000 

61.100 

100.000 

85.000 

40.000 

39.600 

30.000 

30.000 

20.000 

20,400 

100.000 

100.000 

75,000 

78,750 

25.000 

26,750 

25.000 

24,500 

12.000 

12,360 

26,000 

24,000 

85,000 

33,950 

40.000 

39.600 

50^000 

49,000 

25,000 

22,500 

100.000 

90,000 

25,000 

23,500 

BoMDs  AND  Stocks  Own»d.— Coirf. 
Bonds. — CoiU. 

Helena.  Mont.,  5%.  1016 

Hennepin  Co..  Minn..  4^%,  1025 

Idaho,  4H%,  1931 

Kansas  City.  4%.  1924 

Nashville.  Tenn..  4%.  1927 

New  Britain.  Conn.,  sr.  f..  3*/^%.  1932. . 

New  Britain.  Conn.,  4%,  1936 

New  Haven.  Conn..  4%,  1928-33 

New  London.  Conn.,  3H%.  1926 

New  Mexico  Territory.  4%.  1933 

New  Mexico,  4H%.  1952 

Newport,  R.  I..  3J^%.  1934 

Norwich.  Conn..  4%,  1931. 


Oakland.  Cal..  mun.  imp..  4H%.  1944-6. 

Ontario,  Can..  3}^%,  1936 

Pawtucket.  R.  I..  4%,  1934 

Pawtucket,  R.  I.,  4H%.  1937 

Portland,  Ore.,  5%,  1923 

Providence.  R.  I..  4%.  1923 

Richland  Co..  S.  C.  6%,  1933 

Richmond,  Va..  4%,  1924 

RookvUle.  Conn.,  4%,  1935 

St.  Denis,  de  Montreal.  5H%,  1952 

St.  Louis,  Mo..  4%.  1928 

Salt  Lake  City.  4H%,  1924 

Salt  Lake  City.  sc.  dis.,  4^2%,  1932 

San  Diego.  Cal.,  4H%,  1937 

San  Francisco,  Cal.,  5%,  1928-36 

Seattle,  Wash.,  sc.  dis..  4^%.  1928 

Spokane  Co..  Wash.,  sc.  dis..  4H%.  1927 

Stockton.  Cal.,  5%,  1936^7 

Syracuse,  N .  Y.,  3^%.  1920 

Taooma,  Wash.,  4H%.  1931 

Totrington  Boro.,  Conn.,  4%,  1929 

Toronto.  Can.,  4^%,  1953 

Trenton,  N.  J.,  4%,  1934 

Victoria,  B.  C,  4%,  1923 

Waterbury.  Conn.,  4%,  1927 

Westmount,  P.  Q..  4H%.  1955 

A..  T.  A  S.  Fe  R.  R.,  gn.  m..  4%,  1995. . 

B.  A  0.  R.  R.,  pri.  hi..  3H%.  1925 

B.  4(  A.  R.  R..  mip.,  4%.  1933 

B.  A  M.  R.  R..  d.,  4H%.  1929 

Cent.  Pte.  R.  R.,  1  m.,  49o.  1954 

C  B.  &  Q.  R.  R.,  111.  Div..  3^%.  1949. 

Chi.  &  E.  R.  R.,  1  m.,  6%,  1982 

Chi.Jct.Rys.&Un.Stk.Yd8.,  m.,5%.1940 
Chi.,  Mil.  A  St.  P.  R.  R.,  gn.  m^  4%,  1989 
Chi.,  Mil.  4r  St.  P.  R.  R..  gn.  m.,  4>^%. 

1989 

Chi.  A  Nwn.  R.  R..  d..  5%.  1921 

Chi.  ft  Nwn.  R.  R.,  s.  f .  m..  5%.  1929. . . 
Chi.  k  Nwn.  R.  R..  gn.  m..  3H%.  1987. 

Chi.  Rys..  os.  m.,  5%.  1927 

Chi.,  St.  L.  ft  N.  0.  IR.  R..  cs.,  3H%.  1951 
Chi..  St.  P.,  Minn,  ft  0.  R.  R..  cs.,  Z}^%, 

1980 

Cin.,  H.  ft  D.  R.  R.,  gn.  m..  b%,  1942.. . 
Cin.,  Ind.  ft  W.  R.  R..  1  r.  m..  4%,  1953 

C,  C.  C.  ft  St.  L.  R.  R..  St.  L.  Div..  1  m., 
4%,  1990 

C,  C.,  C  ft  St.  L.  Jn>.  iv.,  U.,  W.  ft  M. 
Div.,  lm..4%.1991 


Par 

Market 

Value. 

Vafaie. 

$20,000 

$20,000 

50,000 

51.500 

50.000 

5a500 

50.000 

40.000 

50.000 

48.000 

25.000 

23.250 

25.000 

24.500 

60.000 

59.400 

50,000 

47.500 

10.000 

9.800 

50,000 

50.500 

44.000 

38.720 

25,000 

24.750 

50,000 

51.000 

15.000 

11.560 

30,000 

29,100 

30.000 

30.000 

50.000 

52,000 

50,000 

50.000 

15,000 

15.000 

50.000 

48.600 

25.000 

24.250 

40.000 

37.200 

50.000 

50.000 

10.000 

10,100 

4aooo 

40.400 

30.000 

29.700 

50.000 

52,225 

25.000 

25.000 

50.000 

50.000 

15.000 

16.180 

50.000 

49.000 

75.000 

75.750 

25,000 

25.000 

25.000 

21,500 

50.000 

48,500 

55.000 

48,400 

50,000 

50,000 

25.000 

22.000 

50.000 

47.000 

50.000 

46,500 

100.000 

05.000 

100.000 

81.000 

6.000 

5,220 

50.000 

43.000 

50.000 

53.000 

25.000 

25,000 

50.000 

46,000 

50,000 

61.500 

50.000 

5^000 

100,000 

105,000 

50,000 

41,500 

30,000 

23,9iO 

25.000 

20,500 

60.000 

46,000 

50.000 

87,500 

50,000 

17,500 

10,000 

8.100 

10.000 

7,800 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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CONNECTICUT  FIRE  INSURANCE  COMPANY,  Hartford.  Conn.— Continued, 


BoasB  AM)  Sroco  Owsxd.— Cmf. 

CAM.  VaL  R.  R^  cs.  m^  5%,  1938. . . . 

DtitnitBj^  1  nu  5%,  1924 

a  CeoL  R.  R^  S.  Div..  1  m^  34%.  1961 

OLCnt.  R.  R^  r.  m..  4%,  1955 

lad- 13.  &  I.  R.  R^  1  m^  4%.  1950. . . . 

U.  Cwt  R.  R,  1  m^  5*^,  1938 

L.8.4M,So,R.R,d..4%,1931 

L  VtL  R  R^  1  m^  4H*^o  1940 

L  Vil.  TW.  1  nu  S^f,  1941 

LIt.RR,r.iiu4<1,.1949 

Mieh.  Oent.  R.  lU  1  m..  34"^.  1952. . . . 
MiDiL,  81.  P.  AS.  Str.  M.  R.  R.,  1  o.  m^ 

4*^1988 

MiBB.  4  9t.  L.  R.  R^  1  A  r.,  4%,  1949. . 

N.  Eq£.  R  R.,  cs.  m^  4^^,  1945 

N.  L.  No,  R  R^  1  m..  4%,  1940 

S.  Y.  C.  4  H.  R.  R,  R.,-r.,  3»  4*:^.  1997 . 
K.  Y.  C.  4b  H.  R.  R.  lU  L.  S.  col.,  3^%, 

IMS 

N.  Y.  C.  4b  H.  R.  R.  R..  Mich.  C.  col.. 

1?.  \\  L  k  W.  R."  R..  im".  imp!.  4%.  i923 
^-  if  N.  H.  s  H.  R.  R..  H.  R.  c  P.  C. 

4^-0,1954 

H.  V.  N.  H-  4  H.  R.  R,  d.  ctfs.,  3H%. 

1M7 • 

N.  Y,  N.  H.  4  H.  R.  IL.  d.  ctfc..  4%,  1947 
N.  Y,  N.H.  4  H.  R-  R^  d.  ctfa.  4  ev, 

m 


^1955. 


N.  1.,  N.  H.  4  H.  R.  R^  d.  ctii.  4  6v.« 

91%,  1948 
N.  Y,  N.  H.  4  a  rJ  R,  li,  coL,  g.;  5%. 

WW 

Na  Pte.  4  Gt  No.  R.  R.,  C.  B.  4  Q.  col., 

4^,1921 

(^4CkLR.R.,liii..5<7,1927 

faa^  gD.  fght.  eq.  tr.  etfs..  4%,  1920. 
PtartBea&KR.R.,  InL.  S'^c  1941. . . . 
RwdudRR^lcs-m..  44*^0  1941... 
RatkDd  Cka.  R.  R.,  I  m.,  ST..  4^c.  1949. 
Sl  L  4  Sba  F.  R.  lU  Swn.  div.,  5%,  1947 

?t.L8o.RR,li?r.iii..  4^^1931 

So.  IW.  R  R,  1  r.  m^  4%.  1955 

Sa.  Pte.  R  R,  1  c«.  m.,  5*;^  1937 

T. 4 0.  Cent.  R.  R..  1  IB.,  5*^c  1935.. . . 
T.4.0.Cent.  R  R..  1  m..  W.  Div..  5%. 

1S3S 

Tor,  H.  4  B.  R.  R.,  1  m.,  4%,  1946. .. . 
LB.  Pae.  R  R.,  1  m.,  R.  R.  4  Ld.  Gt.. 

^4^,1947 

ViadiBi  R  R.  tt.  nu  4^^,  1955 

ifowit  V»L  R.  R.,  1  m..  4'  i<^*o.  1940. . 

WaA.  Tm,  1  m.,  3^!?%,  1945 

CpBL  RiT«r.  8%.  1934 

MflrtUKjeBood.  N.  Y..  4«^c,  1968 

5«B.  Tg,  1  m..  Vi^c^  1934 

hafioTGuk  Coke,  Chi.,  r..  5^,  2947. 

Wateni  Un.  Tg.,  coJ.  tr..  5^,  1938 

•ertern  La-  Tg.,  f.  k  r.  e.  m.,  4  >  iri,  1950 
Stocks. 

y- 1 .,  X. H. 4  H.  R.  R.... 

J!o.C««,^ 

gtti.  Ft  W^yne  4  Chi-  R.  R 

Fmt  N»L  Bk,  Hartford 


Fto 
Valae. 

siaooo 
5aooo 

25.000 
25.000 

saooo 

25.000 
50.000 
55.000 
25.000 
50.000 
25.000 

50.000 
75.000 
25.000 
25.000 
55.000 

50.000 

3aooo 

100.000 

50.000 

50.000 
30.000 

30.000 

25.000 

25.000 

50.000 
25.000 
50.000 
25.000 
25.000 
25,000 
25,000 
25.000 
25.000 
50.000 
10.000 

15.000 
25.000 

50,000 
50.000 
50.000 
25.000 
15.000 
22.000 
25.000 
25.000 
25.000 
25.000 

73,700 
15.000 
30,000 
18,500 


Mwket 

Value. 
$10,400 
48.000 
20.000 
22,500 
44.500 
22,250 
47,500 
55.550 
27.250 
43,500 
21.000 

48.500 
42,750 
23,500 
22,500 
45.850 

89.000 

23,400 
97,000 

48.000 

37,500 
24.900 

21.900 

29,250 

25.000 

49,000 
25.750 
49.500 
28,750 
20,750 
18,750 
23.000 
23,500 
22.500 
53.500 
10.300 

15,450 
21,500 

48,500 
48,000 
47.500 
21,000 
15.750 
16.720 
23.250 
25,500 
25,500 
23,750 

56,749 
27.600 
48,300 
37,185 


BoNM  AND  Stocu  Omon.—Cant. 
&rocK8. — Cont. 
Importen'  4  Traders'  Nat.  Bk..  N.  Y. 

Nat.  Exch.  Bk.,  Hartford 

Phoeoix  Nat.  Bk..  Hartford 

Empire  4  Bay  States  Tg 

Narthwestem  Te 

Weatem  Adj.  4ln0p 

Pm.  Coast  Adj.  Bur 


Pkr 

Market 

Vahie. 

Vahie. 

110.000 

isaooo 

20.800 

35,020 

15.000 

29.850 

20.000 

13,800 

25.000 

28.750 

100 

200 

500 

500 

Total!  (book  yalae.  85,343,911) 85,187.400    $4,970,794 


MISCELLANEOUS:  Capital  inereaied  in  1876  firam  $500,000 
to  $1,000,000  fay  cash  payment-,  and  m  1908  reduced  from  $1,000.- 
000  to  $500,000  and  immediately  restored  to  $1,000,000  (fully  paid): 
$500,000  was  aim  added  to  the  company's  net  surplus.  On  Dec. 
31,  1914,  9539  shares  of  the  company's  stock  were  owned  by  the 
Phoenix  Securities  Co.  ConBagration  losses:  Boston,  1872,  $182.- 
800;  Baltimore.  1904,  $290,057:  San  Francisro,  1908,  $2,378,428. 
net  Values  of  special  deposits:  Can..  $118,850;  Ga..  $10,100; 
N.  M..  $9,800;  Vs..  $48,500. 

DIRECTORS:  Franklin  G.  Whitmore,  Daniel  R.  Howe,  Willie 
0.  Burr,  Lucius  F.  Robinson.  Franda  R.  Cooley.  Edward  MiOigan, 
Elisha  C.  Hilliard.  Wilham  T.  Howe.  John  A.  Cosmus,  George  M. 
Lovcjoy,  Thomas  C.  Temide.  John  B.  Knox. 

HELD  MEN  AND  TERRITORY  COVERED:  B.  J.  Smith, 
manager,  Pacific  dept.,  San  Francisco,  Cal.  Special  agents: 
W.  J.  Snyder.  PhiU.  P^.;  Wm.  G.  Mockett.  Pittsburg. 
Pa.;  T.  W.  Lani^oth.  N.  Y.  City;  Wm.  B.  Neal,  Boston. 
Mass.,  for  New  England  and  New    York;    John    M.    Dag- 

St,  general  agent  for  New  Enfdand  and  New  York, 
rtford.  Conn.;  William  Douolaii.  Jacksonville,  Fla..  general 
agent  for  Fhi.;  P.  C.  Cothran,  Richmond,  Va.,  special  agent  for 
\^.,  N.  C.  and  8.  C:  (Seorge  P.  Pfouta,  Dallas,  Tex.,  special 
agent  for  Tex.;  A.  E.  Hill,  Atlanta,  Ga.,  for  Ga.  and  Ala.,  and 
J.  B.  Ross,  New  Orleans,  La.,  manager  for  La.  and  Miss.;  J.  C. 
Hatfield,  Little  Rock,  Ark.,  for  Ark.  Western  department: 
F.  W.  Bowers,  secretary;  Ulhnann  4  Spoerer,  managers  farm 
department,  Chicago,  111.;  W.  G.  Albnsht,  superintendent  of 
agencies,  farm  department,  Chicago;  Field  force:  Cushman  Abbott, 
general  inspector,  Chicago,  lU.;  S.  W.  Atkinson,  state  agent. 
Lawrence,  Kan.;  W.  M.  Black,  state  agent.  Des  Moines,  la.; 
B.  H.  Chidester,  special  agent,  Bushnell,  111.:  James  J.  Cane,  state 
agent,  FsrgOi  N.  D.;  J.  E.  Drchmor,  special  agent,  Lawrence,  Kan.; 
John  H.  ^gert,  special  asent,  Chicago,  111.;  J.  D.  Fleming,  state 
agent,  Mamiall,  Mo.; E.L.Green,  special  agent,  Columbus.  0.; 
A.  J.  Knaak,  state  agent,  Aberdeen,  S.  D.;  B.  A.  Lehnberg,  state 
agent,  Milwaukee,  ^  is.;  H.  V.  Luce,  special  agent,  Indianapolis. 
Ind.;  C.  A.  Menitt,  state  agent,  Minneapolis,  Minn.:  J.  V.  Richards, 
state  agent,  Nashville,  Tenn.;  R.  L.  Raynolds,  state  agent,  Col- 
umlMU,  0.;  C.  D.  Rushmore,  state  agent.  Oklahoma  City.  Okla.; 
W.  F.  Rainsey,  special  agent.  Independence,  Mo.;  Gustav  Schme- 
mann,  state  agent,  Detroit,  Mich.;  Gerald  L.  Schuvler,  general 
agent,  Denver,  Colo.;  S.  S.  Welpton.  state  agent,  (>maha.  Neb. 
J.  S.  Re^.  Portland.  Ore.,  for  western  Ore.,  Wash,  and  B.  C; 
W.  S.  Ferris.  Salt  Lake  City,  for  Utah,  eastern  Ida.,  Mont.;  Chas. 
Von  Tagcn.  San  Francisco,  Cal..  the  Bay  and  North  Coast  C<m. 
of  Cal.;  L.  P.  Stephens,  Lw  Angelt^,  So.  Cal.  and  Arix.;  F.  S. 
Dick  and  Chas.  Van  Zagen,  San  Francisco,  for  Cent.  Cal.  and 
Ncv.;  J.  M.  Gordon,  San  Francisco,  Cal..  for  No.  Cal.;  Sidney 
E.  DeLong.  Spokane,  Wash.,  for  East.  Ore..  Wash,  and  B.  C. 
and  West.  Ida.  The  company  operates  throughout  the  United 
States  and  Canada. 


CONTINENTAL  INSURANCE  COMPANY,  New  York,  N.  Y. 

PtaideBt,  Henry  Evsns;  Vice-President,  George  E.  Kline;  Second  Vice-President  and  Secretary,  J.  E.  Lopex;  Second  Vice-President 
«d  Counsel,  David  Runaey;  Secretaries,  Chas.  R.  Tuttle,  James  A.  Swinnerton.  Ernest  Sturm,  F.  R.  Millard;  Asst.  Sec.  Wm.  Quaid; 
Aastjor,  Edward  lUodall.  Organised.  1853. 


Yub'    AmOM 


»U  $30,948,140 
m  I  28,72*4,098 
»U  27,680328 
M«  2MS9.457 
mil24.770.587 


Uoeftmed 
Premiums 


•9.812,331 
9.540.634 
9.240.320 
9,022.217 

•8^22,785 


Net 

Surplus 


117.709,161 
15,665.376 
15.115,818 
15.579,417 
15.198.820 


Net 

Premiums 


tS8,505.080 
8,347,375 
8,095.893 
8.118.909 
7.774,769 


ToUl' 
Income 


Losses 
Paid 


Dividends 


SIO.  147.617 
9,675.316 
9.21I.79I 
9,302.767 
9.098.133 


t$4.233.614 
4.425.778 
4.288.238 
3.910.650 
3.822,671 


all. 000.030 
a  1.000.044 
01.000,073 
al.000.044 
al,000.097 


Total  Ex- 
Expenses   I  penditures 


$3,351,284 
3.197.678 
3.1 67.486 
3.134.fM6 
3,089,657, 


J8.584.928, 
8.023.500 
8.456,067 
8.045.640 
7,912,425 


Losses 
Incurred 

$4,035,076 
4.632,635 
4,320.570 
3.934.913 
3,760.989 


•  ladttdes  payments  to  scripholders.    *  Abo  contingent  reserve  $250,000.    t  Includes  $145,1 12  marine  premiums  and  $60,015  marine 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


CONTINENTAL  INSURANCE  COMPANY,  New  York,  N.  Y .—Continued, 


ABBsn,  Dsc.  31.1915.  Liabiutibb.  Dkc.  31, 1915. 

Real  estate 11.170.000    Loeses  unpaid S525.857 

Mortgage  loans 2,700  Unearned  prams... .  9.812,331 

Bonds  and  stocks...  25.018.919    Dividends 600.000 

Cash 2.384.519  Contingent  raeerve..  100.000 

Agents' balances....     1.205.236  Other  Uabilitin. .. .  300.891 
Interest  and  rents. . . 


Other 


116,549 
174.164 


Total 130.972.087 

SpL  dep.  over  liab . .         23.947 


Total  liabilities. .  .$1 1.239.079 
Capital  paid  up ... .  2.000.000 
Net  surplus 17.709,061 


Total  adm.  assets .  $30.948. 140       Total 130.948.140 


Underwriting  profit.  $870,568;  investment  profit,  $2,265,451. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$1,906,715,759;  premiums  thereon.  $19,022,204;  marine  and  Inland 
risks  in  force,  $6,386,940;  premiums  thereon,  $152,445. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$183,648,871;  losses  paid,  $96,023,875;  dividends  declared,  cash. 
$16,314,357;  stock,  $1,000,000. 

REAL  ESTATE  OWNED:  There  are  but  four  items  of  real 
estate  (all  carried  at  book  value),  vis:  The  bniilding  at  42-48 
Cedar  St..  a  14-story  and  basement  brick  and  stone  fireproof 
structure,  with  3-8tory  addition  on  adjoining  lot  carried  at  $925.- 
000  (cost  $1,010,625):  4-story  brick  building  at  126  Broadway. 
Brooklyn.  E.  D..  vahied  at  $5,000  (cost  $23,000);  a  lot  and  building 
at  158  Montague  at..  Brooklyn,  valued  at  $40,000  (cost  $76,392). 
and  a  5-story  and  basement  brick  and  iron  office  building  at 
southwest  comer  Montague  and  Court  sts..  Brooklyn  carried  at 
$200,000  (cost  $342,358).   There  are  no  incumbrance*. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Alberta,  Can.,  d.,  g.,  c.  4H%.  1924 

New  Mexico,  gn.  r.,  4^f .  1939 

New  York.  can.  imp.,  tx.  ex.,  reg.,  3%, 

1967 

New  York,  can.  imp.,  tx.  ex.,  r^.,  4%. 

1960-61 

Asheville,  N.  C,  f.  s.  f.,  c,  5%,  1945 
N.  Y.  Cy.,  cp.  sc..  tx.  ex.,  g.,  reg 

1940 

N.  Y.  Cy.,  cp..  Hall  of  Rec..  tx.  ex.,  g., 

re^..  3H%,  1940 

Raleigh.  N.  C..  f.  &  imp.,  a.  f.  c.  5%.  1945 

Richmond.  Va..  reg.,  4%,  1920-24 

San  Francifloo.  Expo.,  s.  f.  g.  c.  5%.  1939 
San  Francisco,  mun.  st.  ry.,  s.  f..  g.  c, 

5%,  194849 

Toronto,  c,  4%,  1948 

Waynesboro,  Ga.,  sc.  big.,  g.,  reg..  5 


Par 

Value. 

$50,000 

10.000 


Market 

Value. 

$46,000 

9.600 


200,000        192.000 


3H%. 


203,000 
10,000 


207.060 
10,600 


250.000    225.000 


1945. 


/Oi 


Winston-Salem,  N.  C,  gn.  mun.,  s.  f.,  c. 

5%,  1944 

Atl.'c.  L.  R.'R.,*L.  4  N.'col,*g.',  c.,"  4%, 

1952 

B.  &.  0.  R.  R..  n..  g..  c,  4H%,  1918.. . . 
B.  A.  0.  R.  R.,  cv.  g..  c,  4V/'o.  1933. .  .- 
B.  k.  0.  R.  R..  Pitts.  Jc.  k  M.  Div..  1  k 

col.  In.,  g.,  c.  S'a'^o  1925 

B.  k  0.  R.  R..  Swn.  Div..  col.  tr.,  1  m.,  g, 

c,  3^^,1925 

Chesa.  k  0.  Ry.,  cv.  g.,  c.  44%.  1930.. 
Chesa.  k  0.  Ry..  1  ra.  g.,  c,  4*  o.  1945. 


Chi.  k  E.  111.  R.  R..  gn.  cs.  k  1  m.,5%, 

1937 

C.  B.  k  Q.  R.  R..  gn.  m..  c,  4^;.  195  .. . 
Chi..  Gt.  W.  R.  R.,  1  m.,  g.,  c,  4%,  1959 
Chi.,  Mil.  k  St.  P.  Ry..  d.,  cv.,  g.,  c, 


iH%,  1932. 


Chi.,  Mil.  k  St.  P.  Ry..  gn.  r.  m.  cv.  g.,  c, 

5^0.2014  

Chi.  Rys..  1  m..  g..  c.  5%.  1927 

C.  L.  k  W.  Ry..  1  m..  cs.  g..  c  5^o.  1933 

C.  S.  L.  Ry..  1  m..  g..  c.  4»2''c.  1961. . . 
Colo,  k  So.  Ry..  1  m..  g..  c.  4%.  1929. . 
Col.  k  0.  R.  R.,  1  m.,  g.,  c.  i»in.  reg., 

ore.  1916 

D.  k  H..  cv..  g..  temp.,  5^^  1935 

D.  k  Rio  G.  R.  R.,  1  cs.  m.,  g.,  4''o.  1933.. 
Detroit  R.  T..  1  m.  g..  c.  4Hrr.  1961. . 
Duluth  k  I.  R.  R.  R.,  1  m.,  c,  5%,  1937 

Erie  R.  R..  g..  c.  4'^f.  1953 

Erie  R.  R..  cv.  g.,  c.  4%,  1953 

Ft.  W.  4  D.  Cy.  Ry..  1  m„  g.,  c,  6^ 
G.,  H.  k  H.  R.  R.,  1  m.,  g.,  c. 


1921 
5%.  1933 


0. 


186.000 
10.000 
52.000 
25,000 

25,000 
299.300 

10.000 

5.000 

50.000 
100.000 
200,000 

50.000 

25.000 

100.000 

50,000 

35.000 

75,000 

100,000 

52.500 

100,000 

100,000 

40,000 

50.000 

50,000 

50.000 

3.000 

150.000 

75,000 

25,000 
135.000 

90.000 
150.000 
100,000 


167,400 
10,400 
50.440 
26.250 

26,500 
242,433 

10.300 

5,200 

43,500 
101.000 
194.000 

45.500 

23,000 
86.000 
42.000 

28.350 
69.000 
74.000 

54.075 

108.000 
97.000 
41.200 
50,500 
45.500 

50.000 
3.180 

120.000 
69,000 
25.750 
97.200 
73,800 

159.000 
84.000 


BoMDB  AND  Stocks  OwmD. — Cont. 

Bonds.— CoiU. 

111.  Cent.  R.  R.,  col.  tr.,  g.,  c.  4%,  1953 

lU.  Cent.  R.  R..  r.  m.,  g.,  c,  4%.  1955. . 

Kanawha  k  Mich.  Ry.,  2nd  m.,  g.,  c,  5%, 

1927 

Kansas  Cy.,  Ft.  S.  4  M.  R.  R.,  cs.  m.,  c, 

6%,  1928 ; 

L.  4  N.  R.  R..  M.  4  M.  Ry.,  1  m.,  g.,  c, 

prin.  reg.,  4h%,  1945 

M.  4  0.  R.  R.,  1  m.,  ext.,  s.,  c.  6%.  1927 
N.  0.,  M.  4  Chi.  R.  R.,  1  4  r.  m.,  g.,  reg., 

ctf.,5%,  1960 

N.  Y.  4  H.  R.  R.,  r.  m.,  g.,  3?^%.  2000 
No.  Pac.-Gt.  No..  Jt..  C,  B.  4  Q.,  col, 

g..c..4%.  1921 

San  A.  4  A.  Pass.  Ry.,  1  m.,  g.,  c,  4%, 

1943 

Seaboard  A.  L.  Ry.,  1  m.,  g.,  c,  4%,  1950 
So.  4  No.  Ala.  R.  R.,  gn.  cs.  m.,  g.,  c,  5%, 

1963 

So.  Pac.,  San  F.  Tm.,  1  m.,  g..  c.  4%, 

1950 

So.  Ry.,  dev.  4  gn.  m.,  g..  c.  i%,  1956 
Tex.  4  Okla.  R.  R..  1  m..  g..  c.  5%,  1943 
3d.  Ave.  Ry.,  N.  Y..  1  r.  m.,  g..  c,  4%, 

1980 

Un.  Tm..  Dallas,  Tex.,  1  m.,  g.,  c,  5%, 

1942.... 

Amer.  Agn.  Chem.,  Conn.,  d.  cv..  g.,  c, 

6%.  1924 

Amer.  Can,  s.  f.  d.,  k.,  c,  5%,  1928 

Amer.  Cotton  Oil,  N.  J.,  d.,  g.,  c,  5%. 

1931 

Amer.  Smelters  Sec.,  d.,  s.  f.,  cv.  g.,  c. 


6%,  1926. 


Amer.  Tl.  4  Tg..  cv.  g..  c.  4l^%,  1933 
Armour.,  r.  e.,  1  m.,  g.,  o.,  4^%,  1939. . 
Bethlehem  S.,  1  ext.  m.,  s.  f.,  g.,  c,  5%, 

1926 

Bethlehem  S.,  1  In.  r.  m.,  s.  f.,  g.,  c, . . 

5?c.  1942 

Cent.  Leather.  1  b.,  g.  c.  5%,  1925 

Chile  Copper,  col.  tr.,  cv.  g.,  c.  7%,  1923 
Cs.  Gas,  N.  Y..  d.,  cv..  c,  6%.  1920. . . . 
Com  Prod.  Ref..  N.  J.,  1  m..  s.  f.,  g.,  c, 

5%.  1934 

Fire  Cos.  Big.  Cp.,  N.  Y.,  1  m.,  s.  f.  g.,  c, 

4h%.  1961 1,000.000 

Gn.  Rubber.  N.  J.,  n,.  d.,  g..  c.  5%,  1918 
Gfanby  Cs.  M.,  S.  4  Pow..  Ltd..  B.  C,  1 

m.,  cv..  8.  f..  g..  c,  6**^.  1928 

III.  Steel.  111.,  dy^g..  c.  4fi%.  1940 

Inspiration  Cb.  Copper.  Me..  1  m..  cv.,  c. 


t%,  1922 


Internat.  M.  M.,  m.  4  col.  tr..  g..  4}^^, 
1922 

Kings  Co.  El.  Lt.  4  Pow..  N.  Y..  d..  cv.. 
g..  c^  6^".,  1925 

Liggett  4  Msrers  Tob..  N.  J.,  d.,  g.,  c, 
7%  1944 

Lorillird.  P.VnV  J.".  d.Vg.".'c.;  7%."i944." 

Mont.  Pow..  1  4  r.  m..  s.  f.,  g..  c.  5^ci 
jg^3 

Mort.  Bond.  N.  Y..  m.,  g.,  c,  4^e.  1966. 
N.  Y.  Gas  4  El.  Lt..  Ht.  4  Pow.,  N.  Y.. 

pur.  mon..  g,.  c.  prin.  reg..  4^c.  1949.. 

Otis  Kiev.,  d..  cv..  g..  c,  o^c,  1920 

Ry.  SteekSpring.  I.-O.  Plant.  1  m.,  s.  f.. 

g.,c..5^c.  1931 

Rep.  I.  4  S.,  g.  f.,  m.,  g.,  c.  5^*^,  1940. . 

Un.  Fruit,  n..  g..  c.  5^1,  1918 

U.  S.  Steel  Corp.,  2nd  m..  s.  f.,  col.  tr..  g., 

c,  5%.  1963 

Utah  Pow.  4  Lt.,  Me..  1  m.,  s.  f..  g..  c. 


5^c.  1944. 


Western  Union  Tg..  f.  4  r.  e.  m..  g.,  c, 
4Vc,  1950 

Stocks. 

A.,  T.  4  S.  Fe  Ry..  com 

Atl.  4  Charlotte  A.  L.  Ry 

Atl.  Coast  L..  Conn 

Atl.  Coast  L.  R.  R.,  com 

B.  4.  0.  R.  R.,  p 

B.  4.  0.  R,  R.,  com 

Brooklyn  Cy.  R.  R 

Brooklyn  R.  T 

Buffalo.  R.  4  Pitts.  Ry.,  p 

Buffalo,  R.  4  Pitts.  Ry.,  com 

Central  R.  R.,  N.  J 

Chicago  4  Nwn.  Ry.,  p 


Par 

Value. 

$14,000 

40.000 

Market 
Vahie. 

$11,900 
35.600 

60.000 

49.000 

100.000 

110.000 

50.000 
13.000 

49.500 
13,910 

35,000 
82,000 

17,500 
67.240 

250,000 

245,000 

25.000 
75.000 

17.500 
61.500 

50,000 

51,500 

100,000 

150,000 

10.000 

85,000 

106.500 

6,900 

185.000 

151.700 

50.000 

49.000 

50.000 
100,000 

48,500 
98.000 

56.000 

53,760 

225.000 

50.000 

100.000 

256,500 
53.500 
93.000 

25.000 

25.500 

200.000 

30.000 

250.000 

400.000 

202.000 

30.300 

337,500 

504.000 

85,000 

81,600 

.000.000 
60,000 

i,ooaooo 

60.000 

161.000 
200.000 

167.440 
182,000 

207.500 

383,875 

100.000 

96,000 

50.000 

63.000 

100.000 
50.000 

125.000 
62.000 

100,000 
24.000 

95.000 
18.000 

100.000 
100,000 

84,000 
09.000 

91,000 

100.000 

9.000 

87,360 

97,000 

9.000 

190.000 

197.600 

50,000 

46.500 

82.000 

n.080 

800.000 

20,000 

50.000 

500,000 

40,800 

20.300 

140.000 

300.000 

70,000 

171.000 

100.000 

250.000 

864.00O 

36,000 

118,000 

582.500 

31.416 

19,235 

246,400 

268.500 

77.000 

160.740 

300.000 

437,500 

KEPOKTS  OF  FIRE  INSURANCE  COMPANIES. 
CONTINENTAL  INSURANCE  COMPANY,  New  York.— Continued. 


■  im  Srocra  Owmn.— C«l. 
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Ctd,HiL*Sl.P.  Rr-P  .. 
"li,  a.  P_  Miu.  *  0.  to. 


Hu.  St.  P.  A  S.  Su.  U.  Ry,  L.  L  . . 
S,C,*9lLRj 

N.Y.tRulHDK.R 

N.Y,Clu.tSt.L.R,R.lli 

PiiH..  nt,  ChL  4  3<.  L.  Ry,  p 

nttL.  CiL.  Clii.  A  3t.  L.  Rr-  mm . . . 

ntu.  Ft  W. »  CW.  Ry 

EmiknpKific 

Cmo  P«fc  R.  a,  P 

I'lni  Pulit  R.  R.  mm 

1:[..N-.J.!LR.*Cu 

Wmbu  Hd.  Rt- p  

BL  cl  Abb-  S'.  ^  Cy 

BtrfN.Y,N.B.  A 

17ralrJT™i.N.  Y 

Hiriiuia  i  Ueuta  Nit.  BL.  N.  Y. . 

A-«r.Cta.p 

.N.J..B 


Anr.aBilIHARcf.. 

ABB.Tot,irj.p.. 

.tooa^  CiniB  Minhic.  Mooi 

CaaiMiil^rimTsrv,  p 


saooo 

250,000 

eoiooo 
loolooo 


oaoDo 

30,000 

i.oooiooo 


Gaml&BBtN.  Y..,, 

KiHCe.B.L(.APiw.,  N.V.. 
Uud  Vilry  Cal  3k1m.  N.  J . . . . 


StudiHOil 

i:ulBlCiarSun*.p.  . 
IJ.g.B^£cr.  K.  J.,  t  p. 
lalCtoBB.N.J 

KiUnO^staHLO^p.. 
n~iIlr»OntkBd.  O  . . . . 


60.000      eas.ioo 


30.000        IM.IOD 


21.000        t03.TM) 


H.T32.a3«) t%MI.B»  t2S,S3 


(lew 


I0;^a.  1 


S.  t1.7t»,92(,  n 


r.  Tbe  CootiHB- 

Minr 

..,"M.rM.r66;"W 

,tS5,88B^  Biltimon.  1901, 


G...  110.300: 

DIRECTORS:   WillUai  L.  Andmra,  WJlor  P.  BliM. 

BhinwiitluiL  Jobn  Km  Bnoch,  Junn  C.  Bndy.  J« 

Dooloy.  Henrr  Eraiu,  G,  Trowlmilm  Hollin*.  Orarte  E.  KSat. 
WiV\am  S  lJill»DD.  Duid  G.KM.  J.  N.  WiBhc,  Sura*) 
Rikv,  Jr.,  FndBU  W.  Scott,  Cirl  J.  ScbnudliHip. 

FIELD  MEN  AND  TEIIRITORY  COVERED:  9p«iil  M«>ta 
npcTling  to  tame  nffior,  80  Mtideri  Ume,  Nm  Vcrk  City  ud 
tl»ir  Umtory:  W.  G.  AFh<iab»l],  tat  aatibm  la.:  Honrd  C. 
Buck,  [«  Cotm.  ud  WHUwn  Mta.:  N.  H.  CUiknn.  (or  S.  C; 
W.  D.  DiTgl.  N.  H.  tnd  Vi.:  Albai  O.  Deut].  middle  P>.;  Wm. 
F.  C.  Felkn.  for  Fli.:  B«  R.  Fnnkliii.  (or  nottbtra  Mix.;  M.  fi, 
CrilEii,  for  [«.  ud  MiaHppi*,  Allen  J.  Hab^,  wcAcni  H.  Y,; 
VcreuD  Hill.  C«  Oi.:  Dirid  Hincklw,  tot  tutm  P>.;  Hil  L. 
Hoiwmin,  for  »iittH«i  To.;  J.  A.  Jotdon.  fn  middle  N,  \.; 
E.  C.  Und.  For  N.  C:  R.  C.  Le-ia.  for  Ah.;  Hirb«l  E.  Muno. 
(or  ohUtt]  N.  Y.;  I.  H.  McCluR.  F«  Me.;  Louie  H.  Platl,  lor 
Ark.:  G.  G.  Plytr,  wail*ni  Pi.^Ntlion  Rnd.  for  W.  V».:  lUymond 

l.,Sk 

k  R.  I.;  Gilhwt  Weldoo.  fo         .  . 

r  Ckudt  ud  B.  C:  M.  F.  Uiblor.  for  Lotig  It.:  A.  M.  Billird. 
.J  Cuuik  ud  muilime  tnviDCH:  A,  R.  Stell,  tot  Cuidi, 
Onlirio:  R.  DeBfmpre.  C»n»d«.  Quebec.  Ween™  deiarinwnl: 
332  South  U  e>Ue  n„  Cblago,  IIL,  C.  R.  Tutllr,  Mreluy  in 
cbuge  ipkIiI  uenla  reporting  lo  the  Vaun  depwtmenl  ud 
Iheit  uiritdcy:  Mr,  C,  R,  Tuf.le.  2iid  Tioe-pr™idFiil;  Mr.  J.  R. 
Wilbur,  •ecreUry;  Funk  P.  Wilson,  Geo.  L.  Mclntirs,  J.  C. 
Wicklw,  for  C»l,;  L.  S,  D»y,  W.  0.  CempbeL,  tor  Cob.; 
P.  T.  -McAnJIy,  C.  A.  Mowry,  R.  A,  Honunm.  C.  E. 
Hayu.  lor  111.;  A.  J.  DiUon,  I.  □.  Gok.  Lon  D.  MeCoueU. 
Brrunl  ShurW,  for  Ind.;  J.  F.  Doua,  E,  A.  Btnoe,  C.  E.  D«d- 
iele.  [01  It.;  T.  E.  GriSllL  J.  Bittt«HliiU.  R.  D.  Vote,  fiv  Ku.; 
H.  H.  King.  E.  P.  Rotien.  (or  Ky.;  N.  A.  Bloom,  B,  V.  Leu,  lor 
Micb.:  tTJ.  Lilly,  H.  E.  WhileWh.  F.  J.  Doinkn.  for  Minn.; 
~  ~i.  Cemble,  for  Mont,  end  Id*.:  A.  A.  Mitoney.  F.  MeriweUMt, 
I.  M.  Broe,  for  Mo.;  A.  G.  Enu.  L.  J.  Coyle,  [or  Neb.:  J.  R. 
„,j1iii.  J.  E.  Lyima,  E.  B.  Leighton.  for  Ohio:  E.  B.  Lilly,  S.  P. 
MeGill,  for  Okk;  V.  A.  Williime.  f«  Ore.  end  Wuh.:  E.  M.  Ew 
ini,  W.  R.  Ruqoiiu.  W.  P.  Daria,  Eiiiii«  Stulli,  for  Tetm.;  GtB. 
L,  A.  Uuff.  fa  Wiifa.:  R.  T.  Miller,  [or  Wii.  ud  upper  Mich.; 
C.  L.  Spat,  [or  Wla.  Tbe  eompuy  opentoi  througboul  tha 
Vnitcd  3uta  lod  Cued*. 


CORCORAN   FIRE   INSURANCE  COMPANY,   Washington,   D.   C. 

a:  SeoeUry.  L.  R.  Peak.    Orguiiad.  1873, 
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COUNTY  FIRE  INSURANCE  COMPANY  OF  PHILADELPHIA, 

Philadelphia,  Pa. 

Proident,  Chas.  R.  Peek;  Vioe-Praodent,  F.  W.  Stfgeant;   Secretaries.  F.  E.  Martin.  L.  W.  Crockett,  W.  B.  Burpee; 

Treuurer.  N.  P.  Hunt.    Orsaniaed,  1832. 


Unearned 

Net 

Net 

Ybar 

Aflseta 

Premiums 

Surphia 

Premiums 

1916 

1897,141 

$309,267 

$170,067 

$508,317 

1914 

850,151 

357,540 

61,452 

430,319 

1913 

1,150,658 

520,061 

191,869 

309,836 

1912 

1,211,934 

524.381 

345,075 

381.030 

1911 

1,204.450 

529,561 

228,415 

399.142 

Total 
Income 


Fhid 


•$637,826 
460,054 
419.368 
430.410 
448.364 


$234,503 
216,406 
235,052 
199,565 
208,598 


Dividends 


216,000 
32,000 
32,000i 
32.0001 


$199,771 
172.396 
178,404 
177.633 
183.431 


Total  Ex- 
penditures 


Incurred 


$434,364 
604.802 
445,456' 
409,198 
424.0291 


Unearned  premiums  include  amounta  redaimable  on  perpetual  policies.  "Includes  $100,000  contributed  to  surplus. 


AflSRS,  Dbc.  31, 1915. 

Real  estate $66,400 

Mortgage  loans 54,845 

Bonds  and  stocks . . .  505,203 

Cash 119,899 

Agenta'  balances ....  53,164 

Interest  and  rents. . .  5,567 

Other  asseta 2.003 


LuBiUTm,  Dec.  31, 1915. 


unpaid 

Unearned  prems. . 

Perp.  dep.  reel 

Other  liabilities... . 


$9,933 
133.069 
176.198 

7.874 


Total  liabilitiM...  $327,074 
Capital  paid  up ... .  400,000 
Netsurplus 170,067 


Total. 


$897,141       Total $897,141 


RISES  AND  PREMIUMS:  Fire  risks  in  force,  (except  pei^ 
petuals),  December  31,  $23,866,029;  premiums  thereon,  $219,112; 
perpetual  fire  risks,  $7,923,004;  deposit  premiums  thereon,  $193,615. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$7,688,139;  lones  paid,  $4,558,244;  dividends  declared,  cash, 
$1,348,408. 

REAL  ESTATE  OWNED:  The  principal  property  is  the  4- 
story  stone  and  brick  building  on  Fourth  st.,  129  ft.  south  of 
Chestnut  St.,  Philadelphia,  the  book  value  of  which  is  $30,208,  and 
which  is  carried  at  $48,000.  The  remaining  6  properties  comprise 
6  stores  and  dwellings  in  Philadelphia.  These  are  all  carried  at  or 
below  their  market  values,  which  range  from  $2,600  to  $3,500. 
There  are  no  incumbrances. 

MORTGAGE  LOANS:  There  are  22  mortgage  loans  and  ground 
rente,  secured  by  properties  in  or  nntf  Philadelphia.  Loons  to 
the  amount  of  $54,845  are  protected  by  properties  estimated  to  be 
worth  $141,500,  and  $410  of  interest  was  ovodue  on  December  31. 
last.  The  largest  loan  is  one  of  $11,000  on  S.  W.  comer  9th  and 
Oxford  sta..  (valued  at  $22,000). 

BONDS  AND  STOCKS  OWNED:  Par       '  Market 

Bonds.  Value.  Value. 

Allegheny  Co.,  Pa.,  rd.  cp..  4%,  1938. . . .  $20,000  $19,800 

Allegheny  Co.,  Pa.,  co.  rd.,  i%,  1939 ... .  10.000  9,900 

Augusta,  Ga.,  fid.  prot.  reg.,  4H%.  1944  10,000  10.000 

Baltimore,  dia.  imp.  reg.,  4%,  1960 —  15,000  14,550 

N.  Y.  Cy.,  iWB  Corp.  ak.  c,  4^%,  1957  20,000  21.000 

N.  Y.,  State,  I.  en.  imp.  cp.,  4)4%.  1965  25.000  26.250 

Norfolk,  cps.,  5%.  1923 8.000  7,920 

Norfolk,  wt.  cp.,  4^0.  1928-3 1 6.000  5.630 

Pitta..  Pa.,  f.  c.  i^iK'c,  1921 5.000  5,050 

Phila.,  reg.,  3h':c.  1931 10.000  9.400 

Phila.,  I.  n«.,  4%,  1940 10.000  10.200 

Roanoke,  Va.,  pub.  bldg.  c.  4hrc.  1941  4.000  3,920 

Roanoke,  Va.,  r.  cp.,  4  ^/rc,  1936 2,000  1 ,960 

St.  P.,  Minn.,  fire  dcpt.  c,  A%,  1938. . .  7,000  6,790 

Trenton.  N.  J.,  cy.  hall..  V/c.  1 939 5.000  4,850 

Wash.  Co.,  Pa.,  rd.  imp.  c.  4^o  1927. .  4.000  3,930 

Wash.  Co.,  Pa.,  rd.  imp.  c.  4<o  1928..  18,000  17.820 

Wilkee-Bane.  Pa.,  imp.  c.  3'2'f.  1921  4.000  3,840 

Wiknington,  Del.,  s.  f.  I.  r«g..  4'  c.  1932. .  10.000  9,700 

Leh.  Val.  R.  R..  cs.  m.  reg.,  6[c 15.000  19.950 

N.  Y.  Cent.  A  H.  Riv.  R.  R..  (L.  S.  col.) 

re^..  3,'  2%,  1998 10.000  7.800 

N.  V .,  L.  ^  W.  Ry.,  term.  &.  imp.  c,  4%. 

1923 10.000  9,600 

No.  Cent.  Ry.,  2d.  gn.  m.  c,  5^/c,  1926. .  6.000  6.240 

No.  Cent.  Ry.,  2  gn.  m.  5'8.  c.  o'.'c.  1926  4.000  4,160 
Penna.  &  N.  W.  R.  R.,  gn.  m.  c,  5^1, 

1930 10.000  10.500 

P.  B.  i.  W.  R.  R..  1.  m.  c.  i'/c,  1943. .  5,000  4,950 


Bonds  and  Stoceb  Ownxd.— Conf. 

Bonds.— Ooii<. 

P.  &  E.  R.  R.  cons.  m.  5's,  reg.,  5%,  1920 

P..  C.  C.  A  St.  L.  Ry.,  cons.  m.  c,  4H9c, 

J942 

Wladikawkas  Ry.'."c.;  4%,'  1957.' ." .' 
El.  A  People's  Trac.,  tr.  ct.,  4%,  1945 . . . 
Uh.  Coal  A  Nav.,  col.  tr..  m%,  1930. . 

Penn.  Steel,  m.  reg^  5%,  1917 

Read.  &  Phila.  4l  Read.  C.  k  I.,  gn.  m.  c, 
4%.  1997 

Stocxb. 

E.4W.R.R 

F.AS.  P.C.P.R.R 

Germantown  Pftss.  Ry 

No.  Penn.  R.  R 

Penn.  R.R. 

P..G.4N.R.R. 

Phila.  Trac 

2d.  A  3d.  St.  Pass.  Ry 

13th  4l  15th  St.  Pkas.  Ry 

U.  N.  J.  R.  R.  A  Cn.,  gr 

Un.  Tran.  Co.,  Phila 

Bk.  of  N.  Amer.,  Phila 

1  Nat.  Bk.,  Phila 

Nat.  Bk.,  N.  Liberties 

Gn.  Adj.  Bur 

So.  Adj.  Bur 


Fkr 

Value. 
$10,000 

20.000 
15.000 
25.000 
20.000 
15.000 

15.000 


550 

2,500 

10.250 

5.200 

33.000 

13,200 

10,000 

5,000 

1,000 

15,000 

8.200 

2.800 

1.000 

3,500 

100 

150 


$261,007 
224.063 
230.437 
197,428 
233,021 


Market 

Valae. 

$10,200 

20.200 
12.000 
20.000 
20.000 
15.000 

14.100 


528 

17,000 

21.525 

9.672 

38,040 

36,900 

15,800 

23,900 

4.400 

33.600 

7.380 

7,16S 

1,900 

8.400 

100 

150 


Totals,  (book  value,  $583,666). 


$484,450      $595,263 


MISCELLANEOUS:  Name  chan^  in  1905  from  Fire  Ins. 
Co.  of  the  Co.  of  Philadelphia.  Capital  increased  in  1880  from 
$100,000  to  $200,000.  and  in  1883  to  $400,000,  both  by  cash  pay- 
ments. In  1914,  controlling  interest  in  company  was  purchased 
by  the  New  Hampshire  Fire,  Manchester.    Deposit  in  Ga.,  $10,000. 

DIRECTORS:  Chas.  R.  Peck.  J.  Bums  .411en.  Smith  M.  Wilson. 
F.  H.  Burpee,  E.  S.  Joseph,  F.  W.  Sargeant,  N.  P.  Hunt,  J.  S. 
Alexander,  W.  M.  Parker,  F.  P.  Carpenter,  A.  M.  Heard,  C.  R. 
Wannemachtt. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  Agent«*: 
Smith  M.  Wilson.  Union  Bank  Bldg..  Pittsburgh.  Pa.,  for  Western 
Maryland  and  part  of  W.  Va.;  D.  E.  Witt.  Lynchburg,  Va.  for  Va. 
and  N.  C;  John  W.  Wood,  930  Marine  Bank  Bldy.,  Buffalo.  N.  Y. 
for  Western  N.  Y.:  Frederick  Pct<?r>,  Fishkill.  N.  Y.  for  Eastern 
N.  Y.;  Frank  Bancroft,  VasI  OranRe.  N.  J.,  for  N.  J.;  W.  A. 
Quigley,  110  So.  Fourth  St..  PhiUdelphia,  Pa.  for  Phihuiolphia 
suburUin  and  W.  Va.;  Jotiu  J.  McKav.  of  Macon.  Ga..  Gcn'l  Aj^t. 
and  W.  M.  King,  of  Atlanta,  Ga.  Ajw't  Gen'l  Agt.  for  Ga.,  Fla.; 
Frank  S.  Chase.  Bloomington.  III.  for  Illinois  except  Chica«;o. 
Cairo,  and  Ea.«»t  i^t.  Louis;  M.  S.  Moore  and  Wm.  R.  £>rakc.  Terre 
Haute,  Ind.  for  Ind.,  Ky.,  St.  Loui?,  Mo.,  Cairo,  and  East  St. 
Louis.  III.:  Oilman  McAUastcr  and  J.  D.  Smart.  Home  OfiBcc, 
for  Me..  N.  H..  and  Vt.;  L.  W.  Thompson.  42  Church  St.,  New 
Haven.  Conn,  for  Conn,  and  Western  Ma.<»s.:  A.  L.  Bliss.  20  Kilby 
.St.,  Boston,  Mass,  for  R.  I.  and  Eastirn  MasR.;  A.  D.  Ycaton, 
Milwaukee,  Wis.,  217  W.  Water  8t..  for  Wis.;  J.  H.  Goanell,  1126 
McKnight  Bide.  Minncapolii*.  Minn,  for  Minn.;  Geo.  K.  March, 
HillsKial*',  .Mich,  for  MieluRan;  S.  J.  Horton.  840  Reserve  Bank  Bd^., 
Kansa.^  City,  Mo.  for  Missouri  and  Kuns.;  .\.W.  Jones,  C-olumbiui. 
Ohio  for  Ohio;  R.  W.  Miller.  Web?ter  City,  la.  for  Iowa  and  Nebr.; 
A.  E.  White,  SOI  Ga«  &  Electric  Bldg..  Denver.  Colo,  for  Colo,  and 
Wyo.:  A.  T.  Bailey,  National  Bldg..  San  Francisco,  Cal.  for  Calif., 
Wash..  I'tiih  and  Mont.;  John  \.  Whalley  &  Co..  Seattle,  Waeh., 
state  ftnents  for  Wash.  The  comitany  operates  in  Col..  Conn^ 
Del.,  D.  ('.,  Fla..  Ga.,  III.  Ind.,  la..  Ka.i\^.,  Ky.,  Iji.,  Md..  Mase., 
Mich..  Minn.,  Mo..  Mont..  Nehr..  N.  H..  N.  J..  N.  V.,  N.  C  O., 
Pa.,  R.  I..  Utah..  Va..  Wat.h.,  W.  Va,.  Wi?.  and  Wyo. 
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DETROIT  FIRE  AND  MARINE  INSURANCE  COMPANY,  Detroit,  Mich.§ 

Praadent.  Edward  H.  Butler;  SeereUry,  A.  H.  MoDooell.   Organised.  1866. 


YtkKi 


1915 
1914 
1913 
1912 
1911 


Aaaeta 


I2.377.660j 
2.271.9041 
2,277.539; 
2.194^3091 
2.138.8I8I 


Unearned 
Premiums 

Net 

Surplus 

Net 

Premiums 

Total 
Inoome 

Loews 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$692,884 
668,996 
637,650 
571.242 
522.981 

$1,115,208 
1.031.105 
1,073,767 
1.049.495 
1.046.676 

t$724.350 
723.457 
723.495 
658.072 
603.951 

$828,002 
826.446 
824.241 
756.480 
700.815 

t$354.489 
463.021 
367.088 
345.026 
336.6S9 

$6aooo 

60.000 
65.000 
60.000 
72.500 

$309,267 
307.028 
307.950 
270.061 
246.927 

$728,756 
830.949 
740.038 
675.087 
656,096 

$334,545 
462.975 
363.748 
333.864 
320.288 

t  Incbdes  $12,103  marine  premiums  and  $4,237  marine  losses. 


Die.  31.  1915.  LuBiumB,  Die.  31. 1915. 

R«alestste $174,913    Lossesunpaid $51,118 

Mortgsce loans 840.532  Unearned prems....       692.884 

Bocds 1.04a850  Other  liabilities....         18.450 

C^DJUteral  loans  .     .  68.000                                   

Cash 108.280  Total  liabiHties...     $762,452 

Acents' baknees  . . .  121.353  Capital  paid  up. .. .       500.000 

laiertst 23,732    Net  surplus 1,115.208 


Total 


$2,377,660       Total $2,377,660 


Undenrntins  pro6t,  $45,185;  investment  profit,  $89,918. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
S127.747..125:  premiums  thereon,  $1,336,089. 

BUSINESS  SINCE  ORG.\NIZ.ATION:  Premiums  received, 
tloH\8.59;  kMMs  paid.  $8,230,525;  dividends  declared,  cash, 
ll.^>^500:  stoek,  $350,000. 

KLKL  ESTATE  OWNED:  Comprises  the  company's  home 
a&n  buildinf  at  95  Shelbv  St.,  acquired  in  1911  at  a  cost  of  $144.- 
M3,  tad  wtueh  is  carried  at  cost;  and  9  properties  sold  under 
oootnet.  earned  at  the  respective  bahuices  due. 

MORTGAGE  LO.\NS:  There  are  172  loans,  aggregating 
$)!42.'557.  Hcured  hv  Detroit  and  other  Michigan  properties  valued 
&i  $2v30^881.  The  company  holds  insurance  amounting  to 
tl.  124. 105.  sttl  Ml  December  31,  last,  the  past  due  interest  amount- 
^  to  IS.249.  The  loans  are  mostly  leas  than  $5,000  each,  and 
tn:  2i  exceed  $10,000  each. 


OJLUTERAL  LOANS  are  as  foUows: 
SKxamEs. 

Dptrcjt  Trust,  Cook  Co.,  Minn 

Detroit  Trust.  Cook  Co..  Minn 

Parke.  D»tb  k  Co^  St..  Detroit 

Paia«iar  State  Bk^  Detroit,  Mich. .  . 
Anw.  Pubfc  Utilities,  Dela 

KsTi  Realty  Co 


Par 
Value. 
$6,250 

6,250 
275 

3.500 

1,000 

100.000 


Amount 

Loaned. 

$5,000 

5.000 

400 

7,600 

18.000 
32.000 


Touh $117,275         $88,000 


BONDS  OWNED: 


ATii'-itt.  f^  4-:;.  Ift5« 

.\niuca.  Capitol  Big..  5<^c. 

Amota,  f,  .5*^;,  1946 

XsL  Arbcr.  Mich.,  sc..  4^h 
B«ti.?  Creek.  Mich-,  sr.,  4 


1948. 


ft 


Botk  CfMk,  Mich.,  pav..  4»/c. 


1 9.30-3 1... 

1929 

.    .      .  .   1923. 

Bank  CreA,  Mich.,  sr.,  44'; ,  1922-23 
B«ion  Hb,  Mich.,  se^  5'  ;,  1924-25. . . 

Msfirti  Mieh,  hwy^  5^  i,  1917 

D^trort.  Mich.,  bh-d.  imp..  V, ,  1921 . . . 

I>t^•u.  Fiiryicw  Va..  4'  -j'r,  1934 

D«.-(SL  Mas.  of  Art,  3'  /  i .  1929 

Strait,  pk.  imp..  4<"c.  1922 

I>ftrr«u  pk-  imp.,  3'-/  (.  1930 

g-'T'>rt.  p«b.  imp.,  3.d5'  r .  1918 

Detiuju  pttb.  ar.,  4*f,  1919-26 

D«r«at,  3C.,  4<?"c,  1924-42 

P«r«%  ^^  SVc,  1932 

i>^^3fl,  SpgwL«.  It.,  i*^,,  1935 

^'■rit,  .<p«wk  twp^  Vc,  1933 

^AL  Woodflwe  wat.,  3 '  2'  o  1931    . 
L  Goad  Rapids.  Mich.,  san.  8r..4' 

15l(S.l9 

E«3ne,  MteL,  k..  iVi'^c,  1925 

Ftttoo.  Mjdu  ar.,  44' c-  1916-19 

Jilt  Mieh^  war.  wks..  4''c.  19W 

54.  R»p*fc,  Mich-,  sc  41  i'/c  1925-8 . . . 
5^  R»N».  Mich.,  w.  imp-.  4 >  2*^0.  1»18. 
Oi  Kn^ji,  MwK  ST.,  4».2*^'c.  1918-9.. . . 
^Popidi.  Mich.,  St.  imp..  44'  c.  1»16. 
*^  Hajwk,  Mich-,  en.  k  stdp.,  A%,  1929 


2  c» 


Par 

Market 

Value. 

Value. 

$25,000 

$25,000 

9,000 

9,180 

6,000 

6,000 

5,000 

4.S50 

15,000 

14.*i50 

15.000 

15,300 

5.000 

.5.100 

10.000 

10.400 

6.000 

6.060 

10,000 

10.000 

5.000 

5.300 

9,000 

S.460 

25.000 

2.5,000 

22,000 

20.().S0 

3,000 

2.'.>70 

20,300 

20.275 

20,000 

19.900 

52.000 

4S.360 

24.000 

22.800 

9.000 

8.730 

5,000 

4.700 

12,000 

12.000 

10,000 

9.S00 

10,000 

10.000 

20,000 

19.600 

15,000 

15.400 

2,000 

2.020 

13.000 

13,130 

5,000 

5.000 

10.000 

9.800 

I  Transacts  both  fire  and  marine  busmess. 

BoNDt  OwNSD. — Conl. 

Gd.  Rapids,  Mich.,  en.  A  stdp.,  4%.  1929 
Greenfield  k  Spgwls.,   Mich.,  sc.,  5%, 

1916-25 

Greenfield.  Mich.,  sc.,  5%.  1929 

Greenfield,  Mich.,  sc.  dist..  5%.  1930. .. . 

Groese  He.  Mich.,  rd..  44%,  19204 

Grosse  Pointe  Fms.,  Mich.,  pv.,  44%« 

1928 

Grosse  Point  Pk..  Mich.,  sr..  44%.  1945 

Hamtramck,  Mich.,  pv..  6^.  1916-8 

Hamtramck,  Mich.,  sc.  dist.,  44%. 

1926-9 

Hamtramck.  Mich.,  wt..  5%.  1943 

Hawau.34%.  1921 

Hawaii.4U%.  1920 

HigUand  Pk..  Mich.,  imp.,  i%,  1929 

Highhuid  Pk.,  Mich.,  pub.  sc..  4%.  1926  . 
Highland  Pk.,  Mich.,  pub.  sc..  4>4''r,  1928 

Jackson,  Mich.,  pub.  unp.,  4%,  1930 

Kalamaxoo,    Mich.,   fire    prot..   44%> 

1917-20 

Kahunasoo,  Mich.,  sc.,  44' o  1921-2. . . 
Kalamasoo,  Mich.,  st.  imp.,  4%,  1916-7 
Kalamasoo,  Mich.,  st.  imp..  44%<  1918-9 
Kalamasoo,  Mich.,  san.  sr.,  4H%,  1918 

Monroe,  Mich.,  sc.,  4%,  1918-21 

Monguagon.  Mich.,  sc..  4%.  1916-24  . . . 
Muskegon  Hts..  Mich.,  ac..  5%.  1917-22. 

N.  Mex..  cap.  imp..  4%.  1937 

Pontiac.  Mich.,  wtwki?.,  4H^c.  1920-3  . . 
Redford,  Mich.,  hwy.  imp.,  44*  c.  1920. 
River  Rouge.  Mich.,  sr.  r..  4'  .'  0.  1939. . 

Royal  Oak,  Mich.,  sc..  5%.  1916 

Ro>'al  Oak,  Mich.,  sc.,  44'  i .  1920 

Saginaw,  Mich.,  st.  imp.,  4*7.  1917 

Sapnaw,  Mich.,  sdwk.,  33  i'  c.  1916 

Sturgia,  Mich.,  pv.  k  sr..  5'  r,  1919-20.. . 

Wayne,  Mich.,  wr..  5%,  1919-24 

Wayne  Co.,  Mich.,  rd.,  4%.  1918 

Amer.  Lumber..  6'"i ,  1916-8 

Detroit  Gs..  p.  1.,  5%,  1923 

Hammond  Lb.,  N.  J.,  Q'^l.  1920-1 

Hotchkiss  Timber.  Cal.,  6' i.  1919-21.. . . 

Penn.,  Timber.  W.  Va.,  6'  c.  1918 

Pt.  Blakely  Mi..,  Cal..  6'  c  1919 

Portland  Lumber.  6'  0  1919 

S.  E.  Slade  Lumber,  Cal.,  6' ; ,  1916 

S.  E.  Slade  Lumber,  Cal..  6%,  1917 


Par 

Market 

Value. 

Value. 

$7,000 

$6,860 

10,000 

10.290 

15,000 

16.050 

13.000 

13.910 

11.000 

11.000 

9.000 

9.270 

10.000 

10.400 

13,970 

14.535 

20.000 

20,600 

10.000 

11.300 

25.000 

24,500 

8,000 

8,000 

10,000 

9,700 

15,000 

14,700 

10,000 

10,500 

14.500 

14.065 

5,500 

5.540 

10,000 

10.200 

2,000 

2.000 

6,200 

5.252 

20,000 

20,150 

15,000 

14,920 

9.000 

8,910 

8,000 

8,140 

15.000 

14,550 

25.000 

25,250 

10.000 

10,100 

20.000 

20,400 

6.000 

6,090 

2.000 

2,040 

3,000 

3,000 

3.400 

3,400 

15,500 

15,810 

4.000 

4,120 

5,000 

5.000 

10,000 

5.000 

15.000 

15,150 

10.000 

10.000 

10.000 

10.000 

10,000 

10,000 

10.000 

10,000 

5.000 

5.000 

5.000 

5,000 

5,000 

5,000 

Totals,  (book  value,  $1,047,337) $1,047,337    $1,040,850 


MISCELLANEOUS:  Capital  incroased  in  IS6<S  to  $150,000; 
in  1877  to  $2.50.000;  in  18SI  to  $300,000;  in  1887  to  .5;V=>0.000;  in 
1891  to  $400,000:  in  1897  to  $.500,000:  total  .stock  dividends  since 
organization,  $350,000.  Conflagration  loss:  Chicago,  1871 
$190,000. 

DIRECTORS:  Alexander  I.  Lewis,  Edward  H.  Butler.  Edward 

C.  V'an  Huaan,  Cha.s  A.  Ducharme.  Junius  E.  Beal,  H.  L.  Jenueas, 

D.  E.  Heineman,  Geo.  N.  Brady,  AIIhtI  L.  Stephens.  C.  L.  Andrews 
Chas.  .\.  Dean.  A.  H.  McDonell.  Willium  V.  Moore,  Sidney  T. 
Miller,  Fred  E.  Butler.  Chas  E.  Hiscock.  Elwood  Croul,  J.  P.  Hem- 
meter,  Wm.  T.  Barbour,  Jos.  0.  Staudart. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special 
agents:  F.  W.  Andrews,  Detroit,  Mich.;  for  Mich.;  E.  L.  Seneco. 
Cincinnati,  0.,  for  Ohio  and  Ind.:  Georije  H.Ball,  Detroit,  Mich, 
for  111.,  Mo.,  N.  J.,  Pa.,  Md.  and  N.  V.;  George  A  Roberts.  St. 
Paul.  Minn.,  for  Minn,  and  Wis.;  Cravens  &  Ca^o,  general  agents, 
Houston.  Tex.,  for  Tex.  and  La.;    Simpson,  Campljell  k  Co., 

feneral  agents.  Boston.  Ma.ss.,  for  Mass.,  Conn.,  R.  I.  and  Me.; 
;.  J.  Miller.  Denver,  Colo.,  general  agent  for  Colo.;  D.  Cliff© 
Stone,  Na.shville.  Tenn.,  for  Tenn.  The  com|)any  operates  in  all 
the  States  of  the  United  States  except  Ala..  Ark..  Del.,  D.  C.  Fla., 
Ga.,  la.,  Ky.,  Miss..  Neb.,  N.  M.  N.  C.,  N.  D..  Okla.,  S.  C,  S.  D.. 
Vt.  Va.  and  in  B.  C. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


DETROIT  NATIONAL  FIRE  INSURANCE  COMPANY,   Detroit,   Mich. 

President.  M.  0.  Rowland;  Secretary.  J.  Edward  Ready.    Organised,  1911. 


Unearned 
Premiums 


$134,741 

111.916 

82,739 

25.904 


Net 
PremiumB 


$83,971 

80.710 

123.300 

123.237 

66,918 


$186,398 

160.914 

132.512 

43.518 


Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

$211,073 
H  74.740 
el26,967 
dl08.158 
e4.065 

Losses 
Incurred 

$218,066 

$112,560 

88.212 

59,573 

9.471 

$98,513  i 

f86,528 

e67.394 

d98.687 

^4.065 

$03,841 

6210.170 

111.941 

6242.886 
6191.382 

8.904 

54.085 
11.485 

J140,370 

t  Includes  $140,250  surplus  paid  m.        6  Includes  $139,550  surplus  from  sale  of  stock  in  1912.  $88,775  in  1913  and  $18,150  in  1914. 
d  Includes  $70. 150  organisation  expenses.       e  Excludes  organiiation  expenses. 


Afisns.  Dec.  31, 1915. 

Real  estate $3,125 

Mortgage  loans 306.375 


Bonds. 

Cash 

Agents'  balances. 

Intoest 

Other  assets 


221.180 

62,360 

36.940 

7.608 

137 


LuBiLTnn,  Dec.  31. 1915. 

Losses  unpaid $16,999 

Unearned  jprems 134,74 1 

Other  liabilities 2,762 


Total  liabilities. . .     $154,502 

Capital  paid  up 389,350 

Net  surplus 83,971 


Total $637,725 

8pl.  dep.  over  liab. .  9,902 


Total  adm.  assets .     $627,823       Total . 


$627,823 


Underwriting  loss,  $27,467;  investment  profit.  $28,248. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$24,426,627;  premiums  thereon,  $254,790. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$523,343;  losses  paid,  $264,391;  dividends  declared.  ca8h,$8.904. 

REAL  ESTATE  OWNED:  A  frame  house  and  bam,  with  4 
lots,  in  PAw  Pftw.  Mich.,  taken  under  foreclosure  and  carried  at  cost. 

MORTGAGE  LOANS:  There  are  76  loans,  amounting  to 
$306,375  all  upon  Michigan  properties,  usually  valued  at  more 
than  double  the  amount  loaned.  Interest  past  due  on  Dec.  31, 
last  aggregated  $1,342. 

BONDS  OWNED: 


Baraga  Co.,  Mich.,  jail.  5'^(,  1916-28. 
Big  Rapids.  Mich.,  wt..  4>  2'  c.  1942. . 
Bad  Axe,  Mich.,  sc.,  4Wt,  1927. 


Bloomfield,  Mich.,  sc.,  V-/},  1916-27. . 

Clifford,  Mich.,  sc..  5' },  1920-23 

Caro  Vil..  Mich.,  sr..  4h'  t .  1922 

Muskegon,  Mich.,  wt.,  4}z^},  1939-41. 
Munsing.  Mich.,  sr.,  b%,  1920 


Par 

Market 

Value. 

Value. 

$12,000 

$12,300 

15,000 

15.450 

35,000 

35,350 

10.000 

10.070 

2.000 

2,040 

3.000 

3,000 

30,000 

31.220 

1.000 

1.020 

Bonds  Owned.— Coirf.  Par  Market 

Value.  Vahie. 

Otisco  Sc.  Dist..  Mich..  5^7, 1922 $500  $510 

Richmond,  Va..  pub.  imp.,  4'"o  1945  . . .  19,000  17,670 

Sault  Ste.  Marie,  Mich.,  r.,  4  h'  c,  1922. .  2.000  2,040 

Stamhaugh.  Mich.,  sc..  5%,  193043 ....  10.000  10,420 

Hamtramck.  Mich.,  pv..  e^c,  1916-9 9.869  10,067 

Whiteford.  Mich.,  rd.,  5%,  1919-22 10,000  10.240 

Winsor,  Mich.,  rd..  4^%.  1916-21 13,000  13.000 

Cs.  Gs..  El.  Lt.  A  Pwr..  Md.,  4V2'  t .  1935  1.000  900 

Det.  i.  Pt.  Huron  S.  L.  Ry..  5*7.  1950. .  10,000  9.300 

Det.  Ed.,  Mich.,  pwr.  A  It,  SKU  1940  . .  5.000  5,050 

E.  Mich.,  Ed.,  Mich.,  pwr.  k  It..  5^.  1931  5.000  5.000 

Addison  Apt..  Det.  Mich.,  r.  e.,  6< ; ,  1923.  12.000  12,240 

Det.  Bd.  of  Com.,  r.  e.,  5%,  1925 2,500  2,500 

State  Sec.  &  Realty,  Det,  Mich.,  r.  e.  b., 

6%,  1917-21 11,800  11,800 


Totals  (book  value,  $218,772). 


$219,672       $221,189 


MISCELLANEOUS:  This  company  was  organised  in  1911. 
and  commenced  business  with  a  paid-up  capital  of  $140,250  and 
an  initial  net  cash  surplus  of  $66,918.  Capital  increased  in  1912 
to  $280,550,  and  $139,550  surplus  paid  in;  and  $90,150  capital 
and  $88,775  surplus  were  paid  m  in  1913,  $18,150  capital  and  the 
same  amount  of  surplus  paid  in  in  1914;  likewise  in  1915,  $500 
of  each  was  paid  in.    Deposit  in  Va.,  $17,670. 

DIRECTORS:  M.  0.  Rowland,  Philip  Breitmeycr,  J.  Edward 
Ready.  Paul  Turner.  G.  T.  Calvert,  .\dolphus  Fixel.  J.  V.  Sheehan, 
T.  L.  Wilkinson,  H.  A.  Thompson.  V.  T.  Barker.  J.  E.  Weter.  W. 
C.  Grobhiaer.  J.  E.  Hutchinson.  Wm.  Becker,  S.  W.  Ladd,  Ralph 
Dyar.  H.  A.  Douglass,  M.  W.  Mills,  James  H.  Johnson.  L.  A.  Sharp, 
J.  F.  Putnam. 

FIELD  MEN  AND  TERRITORY  COVERED:  Wakefield 
Morley  k  Co.,  Hartford,  Conn.,  general  agents  for  Conn.;  Sol. 
Miller,  Newport  News,  for  Va.;  Jos.  F.  MaKpe.  general  agent  for 
Cal.;  The  W.  H.  Stewart  Agency  Co.,  general  agents  for  Colo 


DIXIE  FIRE  INSURANCE  COMPANY,  Greensboro,  N.  Ct 

President  H.  R.  Bush;  First  Vice-President,  James  B.  Blades;  Secretary,  F.  M.  Garner.   Organised,  1906. 


Year!    Assets 


1915 
1914 
1913 
1912 
1911 


$857,363 
1,090,137 
1,071,241 
1.168,827 
1.152.101 


Unearned 
Premiums 


$157,322 
355.602 
346,480 
416.104 
379.  IM 


Net 
Surplus 


Net 
Premiums 


Total 
lucerne 


$172,239! 
168.460  > 
184,873 
204.282 
215.388. 


$14,056 

459,871' 

442,835. 

568,886 

532.624 


$85,850 
512,646 
495,84.S 
620,372 
598.322 


Losses 
Paid 


Dividends  I    Expenses 


Total  Ex- 
penditures 


$208,345 
299,061 
345.216 
355.248 
490.8.38 


$29,838 

291 

29.301 


$82,797 
218,261 
207.419 
249,633 
251.260 


$300,980 
517.613 
581,936 
604,882 
742.098 


Losses 
Incurred 

$159,232 
317.504 
325,361 
335,189 
454.249 


t  Statement  North  Carolina  standard. 


Absktb,  Dec.  31, 1915. 

Realestate $193,220 

Mortgage  loans 254,534 

Bonds  and  stocks . . .  222.320 

Collateral  loans 5.550 

Cash 110.940 

Agents'  balances ....  59.592 

Interest  and  rents. . .  10. 1 24 

Other  assets 1.083 


LiABiuTus.  Dec.  31, 1915. 

Losses  unpaid $10,130 

Unearned  prems 157.322 

Other  liabilities 17.672 


Total  liabUities...     $185,124 

Capitol  paid  up 500.000 

Net  surplus 172.239 


Total  assets $857,363    Total. 


$857,363 


Underwriting  loss.  $36,103;  investment  profit  $39,873. 

RISKS  AND  PREMIUMS:  Fire  risks  )n  force.  December  31. 
$24,344,869;  premiums  thereon,  $306,018. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$5,434,394;  tosses  paid,  $3,555,675;  dividends  declared,  caah. 
$130,000. 

REAL  ESTATE  OWNED:  Consists  of  5-story  and  basement 
building  and  lot  At  So.  Ehn  and  Sycamore  sts..  Greensbcvo, 
book  >'alue,  $193,220.  RenU  received  last  year,  $17,545:  taxesand 
expenses,  $7,515. 

MORTGAGE  LOANS:  There  are  41  loans  which  aggregate 
$254,534,  and  are  secured  by  properties  valued  at  $830,900.  The 
loans  range  from  $32,000,  the  latter  on  N.  k  S.  Realty  Co.,  Rioh* 
mond,  Va.,  water  front  (valued  at  $100,000),  down  to  1900. 
There  was  $346  of  interest  overdue  on  December  31,  last  TImb 
company  holds  $189,100  of  insurance  on  Che  buildings. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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DIXIE  FIRE  INSURANCE  COMPANY,  Greensboro,  N.  C— Continued. 


COLL\T£IUL  LOANS  are  as  follows:  Market  Amount 

Sicnunss.  Value.  lioaned. 

SOikareiMcClamrochM.  4T.Co $3,000  $1,050 

4  bonds  Greensboro  Nev9 2.000  2,000 

50  ibares  1ft  Kat.  Bk.,  Darham 11.750  2,500 


Total 

$16,750 

$5,550 

BOXDS  ASV  STOCKS  OWNED: 

BOMDS. 

No.  CaroBna.  19-50,  4*^ 

Par 
Value. 
$100,000 

10,000 

35,000 
28.000 
10.000 
22,000 
500 
10.000 

100 
200 

5.000 
100 

5.000 

$225,900 

Market 

Value. 

$101,500 

MacoE.  Ga^  ».,  1021.  4>  I'T 1 

Macob.  Ga.,  pT..  1921.  iU'r 

10.100 

Maeon,  Ga,  baL,  1921.  4  V  < 

RiclinioiMiref.,1941.4'^-f 

.4ll  C.  L.  un.  m-  g^  1959.  4^'  r 

Chi.  A  W.  Ind-  «.  «..  1952,  i'~'c 

So.  Ry,  1  a.  m.,  1994.  o^'r 

32,550 

25,7flO 

S.000 

22,660 

P'aw  iMt,  RaldKh,  N.  C,  1917.  5^7     . 
Mortgage  Hood  Ci..  r.  m..  1932,  5%. . . 

Stock*. 

WestiTn  Ad.  &  Insp..  Chi 

GfTtfTiJAd.  Bur.N.Y 

Goilfwd  Imu  a  Realty.  N.  C 

.SjutheTD  Ad.  Bur.,  .\tlanta 

&jatheni  Car.  X.  C  p 

Totak  n)ook  rahje,  $223,905) 

500 
9,500 

200 
200 

6.250 
100 

5.000 

$222,320 

MISCELLANEOUS:  This  company  was  organiaed  in  1906 
with  a  paid-up  capital  of  $500,000,  and  an  initial  surplus  of  $260,- 
000.  In  1909  it  absorbed  the  North  State  Fire  of  Greensboro, 
N.  C.  Values  of  special  deposits:  Fla.,  $10,000;  Ga.,  $10,000, 
Va..  $24,180. 

DIRECTORS:  William  B.  Blades.  Geo.  Hackney,  Capt.  Jas. 
P.  Sawytf,  H.  L.  Hopkins.  Jas.  B.  Blades,  Jno.  F.  McNair,  Dr. 
L.  S.  Blades,  C.  D.  Benhow,  J.  E.  Latham,  H.  R.  Bush.  A.  L. 
Brooks. 

FIELD  AND  TERRITORY  COVERED:  General  agents: 
E.  E.  Hall,  genoal  agent,  and  C.  S.  Conklin,  superintendent  of 
agencies,  80  MaidenLane.NewYorkCity,N.Y.,forN.Y.andMa88; 
Special  agents:  E.  G.  Michaels,  Richmond.  Va..  for  Va.,  E.  G . 
Cox  and  Clyde  A.  Holt.  Greensboro.  N.  C,  for  N.  C:  R  H. 
McDowell.  Columbia,  S.  C,  special  agent  for  S.  C.  This  company 
operates  in  HI.,  Mass.,  N.  Y..  N.  C,  Pd.,  S.  C.  and  Va. 

REMARKS:  In  1915  the  Dixie  reinsured  a  hvge  portion  of  its 
writings.  Its  gross  (M^miums  were  $362,596;  its  return  premiums 
$80,084.  and  its  reinsurances  $268,456.  leaving  only  $14,056  of 
net  premiums  written,  ascainst  which  its  net  loss  payments  were 
$202,651  exclusive  of  adjustment  expenses  amounting  to  $5,694. 
Its  heavy  reinfurance.  however,  save  it  a  credit  oo  commission 
account  of  $29,700  and  enabled  the  company  to  pay  $29,838  for 
dividends  and  show  an  increase  of  about  $4,000  in  net  surplus. 


DUBUQUE  FIRE  AND  MARINE  INSURANCE  COMPANY,  Dubuque,  la. 


President,  John  Ellwanger;  Secretary.  N.  J.  Schrup;  Assistant  Secretary,  S.  F.  Weiser.      Organised,  1883. 


Till     Aasets 


roearned 
Prenuoms 


1915 
19.4 

im 

IVli 

ikii 


T 


Sl.^16,.501 

l.$42,9&5, 
W73,:30 
I,4(»,327 
1X5.021 ' 


SI,0753»4 
972.048 
908,373 
823.912 
760,728 


Net 

Surphis 


$451,348 
408.623 
401.243 
388.766 
341.438 


Net 

Premiums 


$887,424 
810.943 
791.271' 
741,994 
714.254 


Total      I 
Income     | 

$976.7911 
894.604 
869.399, 
814.741, 
786.413 


Losses 
Paid 


$380.a39 
449,0X1 
387.462 
346.680 
376.169 


Dividends 


Expenses 


$,50,000; 

40.0J0 
40.000 
40.000 
40.000 


$371.6.')5 
340.96S 
.334,803 
310.362 
302.485 


Total  Ex- 
penditures 


$801,694' 
8.30,049 
762.265 
697.0421 
718.654. 


uORses 
Incurred 

$394,825 
439.083 
375.074 
329,953 
353,739 


.Asms.  Die. 

IWlestote 

Mcrtag«  loans 
Br«.i«abd  stocks, 

Ca^n  

AfcV*'  laknces. . 
la'jt»i«t 


31.  1915. 

$4,100 

.     1,185.493 

346,985 

102.425 

153,689 

23,809 


T<al  asset* $1.S16,.501 


LiABiuTiEs,  Dig.  31, 1915. 

Losses  unpaid $54,359 

Unearned  Nvms 1 ,075.894 

Other  liabilities ....        35.000 

Total  liabilities $1,165,253 

Capital  paid  up 200,000 

Net  surplus 451.248 

Total $  1.816.501 


rciervritiag  Iosb.  $6,237;  investment  profit,  $98,862. 

IiI:>KS  ASD  PREMIUMS:  Fire  risks  in  force,  December  31, 
II'IMIJOS;  premiums  thereon,  $2,054,549. 

Br-SfXEffi  SINCE  ORGANIZATION:  Premiums  received, 
n IK) 497:  kM(H  paid,  $3,967,332;  dividends  declared,  cash, 
SW.tfjO;  Stock.  $100,000. 

R£AL  ESTATE  OWNED:  Comprises  a  dwelling  in  Dubuque 
t^i  cae  is  OUaboma  City.  Okla. 

MORTGAGE  LOANS:  There  are  358  loans,  amounting  to 
II. > 4.493,  and  spcored  by  properties  valued  at  nearly  three  times 
w  snrL  Imerest  was  ovcrdae  on  12  loans  amounting  to  $2,546. 
Mm  of  the  mfortgagea  are  uoon  111.  and  Iowa  property,  but  there 
•r;  also  a  saniAxx  in  S.  D.,  N.  D..  Okla.,  and  Mum.  The  loans 
«R  mcmif  for  aaal!  amounta,  but  12  being  as  large  as  $10,000. 

BONDS  AND  STOCKS  OWNED:  -    Par  Market 

BoHM.  Value.  Vahie. 

Cfc  Cy.  Ry^  1  m^  5«/c,  1927 $40,000  $39,200 

f  hL  Rri,  i<^  1927 30.000  28,800 

C^  JUL  4  St.  P.  Ry.,  5':^,  2014 10,000  10.700 

C.tae»GfcAEl,5*^c.  1926 2,500  2.500 

C*<iKVaLB.,$C,  1935 2,500  2,500 

P^ib^oe  4  Wis.  Bdg^  5%,  1917 1.000  1,000 

a.  So.  Ct,  57c  1957 5.000  4,250 

hfcT.Hd.Tr.,5^c,  1960 10.«»  9.800 

MiA»lVaLR.R^5?'^1943 10,000  9.200 


Bonds  and  Stocks  Ownid.— Con/.  Par  Market 

Bonds. — Cont.  Value.  -  Value. 

Mil.  EI.  Ry.,  &  Lt.  5'  c.  1951 $25,000  $24,000 

Pac.  TeL  A  Tg.;  5^f ,  1937 10.000  9.800 

Pac.  G«.  A  El..  5' o  1942 20.000  18.400 

Un.  Lt.  A  Rys..  5'  > .  1932 5,000  4,100 

Un.  Gs.  4  El.  Corp..  6^M945 10.000  9,500 

U.  S.  Steel  Corp..  5^7,  1963 20.000  20.800 

Yellowstone  Irg.  Dist.,  6^c,  1940 25,000  25,000 

Stocks. 

Avery.  Peoria,  111 10,000  9.800 

Dubuque  Hotel.  Iowa 5,000  3,750 

Franklin  Tr.  4  .Sav.  Bk..  Chi..  Ill 7,500  12,000 

German  Sav.  Bk..  Dubuque,  Iowa 25.000  35.000 

German-Amer.  Sav.  Bk..  Dubuque,  Iowa  10.000  13.500 

Mason  Cy.  L.  4  Tr.,  Iowa 5.000  6.250 

U.  8.  Steel  Corp.,  p., 40.000  46.000 

U.  S.  Bk.,  Chi.,  Ill 1.000  1,100 

Totals,  (book  value.  $332.093) $329,500  $346,950 


MISCELLANEOUS:  Paid-up  capital  increased  in  1891  from 
$25,000  to  $100,000;  in  1905,  incn>ascd  by  stock  dividend  to 
$200,000;   conflagration  loss.  1914,  Salem,  $91,573. 

DIRECTORS:  John  Ellwanger,  Maurice  Connolly,  N.  J. 
Schrup,  John  Palen.  C.  J.  Schrup,  M.  J.  McCullough,  Geo.  W. 
Schrup. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  R.  Mo- 
Leod,  special  agent,  N.  Y.;  E.  I.  Crockett,  State  agent,  Colo.; 
J.  H.  oarbeck.  State  agent,  Wis.  and  Minn.;  George  N.  Schrup, 
State  agent,  la.  and  Neb.;  R.  R.  StowcU,  State  agent,  Penn.  and 
Md.;  E.  J.  Weinfurth,  State  agent.  Mo.  and  Okla.;  J.  H.Reed, 
special  agent  for  Ind.  and  O.;  T.  M.  Hogan.  special  agent  for  111. 
and  Mich.;  A.  Paull  4  Son,  general  agents,  W.  Va.;  Schaefer  and 
Shevlin,  general  agents,  N.  Y.  City.;  Clarence  de  Veuve;,  general 
agent,  Cal.,  Ore.  and  Wash.  The  company  operates  in  Alas., 
Cal.,  Colo..  Ida.,  111.,  Ind.,  la.,  Md.,  Mass.,  Mich.,  Minn.,  Mo.t 
Neb..  N.  Y.  ,0.,  Okla.,  Ore.,  P».,  UUh.,  Wash.,  W.  Va..  and  Wis. 
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EAGLE  FIRE  INSURANCE  COMPANY,  Newark,  N.  J 

President.  E.  M.  Waldron;  Secretary,  Franklin  W.  Fort.    Organued,  1913. 


YXAR 

Asseta 

1915 
1914 
1913 

1467.364 
380.525 
353,562 

Unearned 
Premiumi} 

$120,848 
52,796 
12.074 


Net        I 
Surplus 

$123,526 
116.265 
140.794 


Net 
Premiums 


Total 
Income 


Losses 
Paid 


Dividends 


$158,515. 
87.501 
17,288| 


$178,200 

104.580: 

*164.043l 


$41,524 

21.576, 

2,054' 


12.000 


I  Total  Ex- 
Expenses   ,  penditures 


$59,9391 

44.626; 

9.7321 


$101,463 
78.202 
11.786 


'Includes  $144,000  surplus  paid  in. 

Assns,  Dec.  31, 1915.            Lubilities,  Dec.  31.  1915. 
Mortgage  loans $159,850    Losses  unpaid $19,690 


Bonds  and  stocks 

Cash 

Agents'  balances 

Interest 

Other  assets 


215,494 

18,527 

4,084 

6.397 

63.012 


Unearned  prems. 
Other  liabilities. . 


120.848 
3,300 


T9UI  liabilities. 
Capital  paid  up. . 
Net  surplus 


$143,838 
200.000 
123.526 


Total  assets $467,364        Total $467,364 


Underwriting  loss.  $17,461:  investment  profit.  $24,723. 

RISKS  AND  PREMIUMS:  Fin;  risks  in  force,  December  31. 
$18,650,973:  premiums  thereon,  $310,706. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$263,305;  losses  paid.  $64,246;  dividends  declared,  cash.  $12,000. 

MORTGAGE  LOANS:  There  are  29  loans  aggre^ting  $159,850 
on  property  valued  at  $355,640,  the  largrat  of  which  is  $15,000. 
The  company  holds  $172,850  of  insurance  on  the  mort^paged 
buildings.    On  Dec.  31,  last,  there  was  $1,338  of  interest  past  due. 


4H%. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 
Asbury  Pk.,  N.  J.,  sr.,  44%.  1947 
Atl.  Ct.  L.  R.  R..  gn.  &  un.  m., 

1964 

B.  A  0.  R.  R.,  r.  &  gn.  m..  5%,  1996 . . . . 

Bayonne.  N.  J.,  sc.,  5%,  1928 

Chcsa.  &  0.  Ry..  col.,  n..  5%,  1919 

Dela.  &  H.,  cv.,  5%,  1935 

Erie  R.  R.,  gn.  m.  1.  g.,  4%,  1996 

Co.  F^ssex,  N.  J.,  pk..  4'  ;„  1949 

Co.  Gloucester,  N.  J.,  Ixig.,  4Hfo.  1922 
Bor.  Hasbrouck  Heights.  N.  J.,  imp.  ct., 

1917 


Par 
Value. 
$5,000 

10.000 
10,000 

5.000 
25.000 

5.000 
15,000 

5,000 

5.000 

3,500 


Market 
Value. 
$5,000 

9,200 
10.100 

5,3.50 
24,750 

5.300 
11.400 

4.900 

5.050 

3.535 


Bonds  and  Stocks  Owned. — Coni. 
Bonds.— Con/. 

Jersey  Cent.  Tc.  gn.  m..  5%.  1954 

Jersey  Cy.,  N.  J.,  sc..  4  M%,  1962 

Lacka.  Steel,  g..  6%,  1917 

Lacka.,  Steel,  cv.  m..  5%,  1923 

Co.  Middlesex.  N.  J.,  bdge..  4  Vz^,  1934-fl 

Newark  N.  J.,  oorp.,  4%,  1930 

Sea.  A.  L.  Ry..  1  A  con.  m.  g.,  6%.  1945  . 

So.  Amboy,  N.  J.,  sr..  5%,  1923-7 

So.  Pac,  cv.  g..  4%,  1929 

So.  Ry..  col.  g.  n..  5%.  1917 

So.  Ry..  gn.  k  r.  m.  g..  4%.  1956 

Co.  Union.  N.  J.,  hosp..  Ahz^.  1942. 
Union,  N.  J,,  imp. 


A  ct..  512%.  1916. 


■C" 


Un.  Pac.  R.  R.,  cv.  g.,  4%.  1927. 

Stocks. 
Bergen  Co.  Bk..  Rutherford.  N.  J. 

Delaware  &  Hudson,  com 

Essex  &  Hudson  Gas,  gr 

Gt.  No.Rv,.  p 

Hudson  Co.  Gas.,  gr.  J.  Cy 

So.  Jersey  Gas,  El.  A  Tc,  gr 


Par 

Value. 

$1,000 
5.090 
5.000 
3.000 
5.000 
5.000 

10.000 
5,000 
5.000 
5.000 
5.000 

10.000 
7,559 
2.000 

4.000 

5.000 

10.000 

5.000 

10,000 

10.000 


Losses 
Incurred 


$45,376 

32.067 

2.124 


Market 
Value. 
$880 
5,050 
5.050 
2,940 
5.150 
4.950 
9.950 
5.240 
4.450 
5.000 
3.550 
10.300 
7.559 
1,860 

5.600 

7,700 

13.400 

6.350 

13,200 

12.900 


Totals,  (book  value,  $213.222) $206,059       $215,624 


MISCELLANEOUS:  This  company  commenced  business  in 
Mav.  1913,  with  a  paid-up  capital  of  $100,000  and  $72,000  surplus; 
it  was  further  increased  in  November.  1913.  to  $200,000  and 
$72,000  additional  surplus  added  by  cash  Fubscriptions.  It  trans- 
acts a  reinsurance  business  by  treaty  only  througnout  tne  U.  S. 

DIRECTORS:  E.  M.  Waldron.  J.  F.  Fort.  Albert  E.  Howe. 
Paul  Guenther.  W.  A.  Baker,  J.  R.  Hall,  L.  V.  Arouson,  F.  H. 
Smith,'  C.  Struppmann.  F.  C.  Stumpf,  V.  E.  Downer,  P.  S.  Van 
Kirk.  Edgar  Sergeant.  F.  W.  Fort. 


EASTERN  FIRE  INSURANCE  COMPANY,  Concord,  N.  H. 

President,  Charles  L.  Jackman;  Secretar>-.  F.  T.  Jackman.   Organized,  1905. 


Year     .Aittets 


Unearned 
Premiums 


1915 
1914 
1913 
1912 
1911 


$.>4.698 
46.762 
44.957 
24.557 
24.334 


$5,680 
5.741 
4,779 
4.249 
4.077 


Ne"t 
Surplus 

$18,718 
11,021 
10.178 
10,308 
10.258 


Net 
Premiums 

$6,042, 
6.3171 
5,611 
4.785 
4..562 


Total 
Income 


Losses 
Paid 


Dividends      Expenses 


$10,129 

$2,343 

8,327 

2.386 

7.583 

1.708 

7.291 

2.016 

6.311 

1.466, 

$2,000 
2.100 
1.600, 
3,000 
6.000 


«2.6S7 

1.603 

1,138 

1.426 

936 


Total  Ex- 
penditures 


Losses 
Incurred 


Assets,  Dec.  31, 1915. 


Bonds  and  stocks. 

Cash 

Interest 

Other  as^wts 


$46,151 

8.494 
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Lubilities.  Dec.  31,  1915. 

Unearned  prems $5,680 

Other  liabilities. . . . 


300 


Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


$5,980 
30.000 
18.718 


Underwriting  profit,  $1,542;  investment  profit.  $7,948. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$798,336;  premiums  thereon,  $10,829;  dividends  declared,  cash, 
$17,550. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$48,283:  losses  paid,  $11,347. 


BONDS  AND  STOCKS  OWNED: 

BOiVDS. 

Atch.  Ry.,  Lt.  &  Pow..  5'  0 

Laconia  Gas  &  El.,  5'  c 


Maine  Rys..  n . 

Stocks. 
Nat.  State  Cap.  Bk..  Concord,  N.  H . . 

Atch.,  T.  A  S.  Fe  H.  R 

Boston  &  Me.  R.  K 

Chi.&Nwn.Ry 

Concord  &  Montreal  R.  R 

at.  Northern  Ry 


Par 

Value. 

$1,000 

1,000 

2,500 

500 
2,.W0 
1,000 
4.000 
1.5(X) 
1.300 


Market 

Value. 

$900 

1.000 

2.500 

.  1.215 
2,550 
360 
5.480 
1.410 
1.651 


Total  assets $54,698       Total $54,698    • 


Bonds  and  STtx'KS  Owned. — Cont. 
Stocks. — Cont. 

III.  C-ent.  R.  R 

Lehigh  Val.  R.  R 

N.  y..  N.  H.  &  H.  R,  R 

No.  Pac.  Ry 

Reading  Co 

Un.  PacR.  R 

Amer.  Express 

.4mer.  Locomotive 

Amer.  Tl.  &Tg 

Amer.  Woolen  Co 

Home  Realty 

Mackay  Co..  p 

Mackay  Co..  com 

No.  Securities 

United  Fruit 

U.  S.  Steel  Cp..  com 

Western  Un.  Tg 


Totals  (book  value.  $43,803) 


$7,030 
6,089 
4.416 
6.177: 
8,402 


Par 

Value. 

$2,000 

1,000 

5..*>00 

2..'>()0 

1.000 

3.500 

500 

1.000 

1.000 

2..)0() 

1.000 

500 

m) 

160 

800 

500 

2.800 


$2,272 
2.3H6 
1,70s 
2.007 
1.466 


Market 

Vuluf. 

$2,160 

1.670 

4.2.35 

2.950 

1.670 

5,180 

650 

1.020 

1.290 

2.450 

7.50 

335 

400 

160 

1.200 

445 

2.520 


$12,060         $46,151 


MISCELLANEOUS:  This  company  is  under  the  same  manage- 
ment as  the  Capital  Fire  of  Concord  and  the  New  England  Under- 
writers' Agency.  It  transacts  a  reinsurance  businws  at  the  home 
office  only.  Capital  increased  in  1913  from  $10,000  to  $30,000  by 
issuance  of  new  stock. 

DIRECTORS:    Charles  L.  Jackman,  Freeman  T.  Jackman. 
I   J.  E.  Fernald,  F.  L.  Dole  and  I.  M.  Savage. 
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EASTERN  FIRE  INSURANCE  COMPANY,  Atlantic  City,  N.  J. 

Prcaident.  David  Fltidmons;  Secretary,  J.  Haines  Lappinoott;  Aitutant  Secretary,  F.  L.  Bosworth.    Organiied,  1892. 


1 

1   Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YX&B 

Assets       Premhuns 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

S290.689         119.867 

$69,408 

$29,970 

$44,307 

$9,467 

$10,000 

$10,323 

$29,790 

$9,747 

1914 

275.752           16,807 

57.877 

23.913 

38,586 

3,712 

10.000 

9.922 

23.634 

3,482 

1913  1 

2ft4.S70           15.176 

48.736 

21,779 

35,613 

2.803 

8.000 

8.612 

19,415 

2,996 

1912  i 

250.112,           12.274 

36.674 

19.093 1 

31.239 

4.037 

8,000 

9,083 

21,120 

1,077 

1911 

246.742'            4.912 

26.899 

54.599, 

:72,935 

112,597 

39.075 

151,672 

71,728 

t  Euluding  $28,607  barrowed  money  and  $48,061  commissions  on  reinsurance. 


AsaxiB.  Dec.  31. 1915. 


LiABiu-niB,  Die.  31, 1915. 


Bends. 
Loam  oo  Atl.  S.  D. 
4  Tr.Val..  $16,200 

Cash 

Afpoits*  faaknees  . . . 

IltT0Cit     

Other 


$180,850 
84.198 

7.500 
7.774 
5.867 
4,490 
10 


Lomes  unpaid 

Unearned  prams. . . 
Other  fiabilities    . 

TotalUabilities. 
Capital  pMd up. .. 
Net  surplus .. 


$348 

19.867 

1,066 


$21,281 

200,000 

69.406 


Total  asKts $290,689       Total $290,689 


Uodervriting  profit,  $6,836;  investment  profit,  $14,594. 

RISKS  AND  PREMIUMS;  Fire  risics  in  force,  December  31* 
$2,330,473:   premiums  thereon.  $38,295. 

BUSIXiSS  SINCE  ORGANIZATION:  Premiums  received. 
$1,704,662:  knees  paid,  $1,091,468;  dividends  declared,  cash, 
$10^000. 

MORTGAGE  LO.ANS:  There  are  loans  a(»regatins[  $180,850 
protected  by  improved  real  estate,  mostly  in  Atlantic  City,  vahied 
at  $405,650.  Company  holds  $145,000  fire  insurance  on  the  mort- 
atsed  bai]<£n«8.    Intocst  past  due  Dec.  31.  last,  $516. 

BOKDS  OWNED: 


Co.  N.  J,  bdf  ..  41^.  1924 
Fort  Lee,  N.  J,  f..  5*^.  1921-38. 
HiidaQO  Co..  X.  J.,  pik.  rd  ^''   ^'^ 


bd«.,4'o. 


1924 


Hudwn  Co.,  N".  J.,  bdg..  4^,  1924 

Kearay.  N- J-   Pftv..  4^5^.  1922. 

Laafplort.  N.  J.,  imp..  4rc.  1936. . . 


Pir 

Market 

Vahie. 

Value. 

$10,000 

$9,900 

6.000 

6.210 

5.000 

4.900 

5.000 

4.900 

2.000 

2.020 

3.500 

3,255 

Bonds  Ownbd. — Cont. 

Ocean  Citv.  N.  J.,  sc.,  5<^.  1942 

Pleasantville,  N.  J.,  sc.  diet.,  4%.  1917. 
Pleasantville,  N.  J.,  sc.  dist.,  4%.  1922. 

PleasantviUe.  N.  J.,  sc.,  5%,  1930 

Salem,  N.  J.,  st.  imp.,  3 4%.  1919 

Un.  Twnsp..  N.  J.,  sc..  4H%,  1920^2.. 

Ventnor  Cy..  N.  J.,  wt,  5%.  1938 

Ventnor  Cv.,  N.  J.,  sw.,  5%.  1938 

Ventnor  Cy..  N.  J.,  ac..  5%.  1919 

Woodbury.  N.  J..  V4%.  1931-3 

Atl.  Cy..  e]..  5%.  1938 

N.  J.,  Gas,  5%,  1940  


Psr 

Market 

Value. 

Vahie. 

$7,000 

$7,280 

5,000 

4,950 

7.500 

7,350 

5,000 

5.200 

8,000 

7,840 

3.000 

3.060 

600 

618 

500 

515 

5,000 

5.060 

5.000 

5,050 

3,000 

2,910 

4.000 

3,200 

Totals,  (book  value.  $83,682) 


$85,100        $84,196 


MISCELLANEOUS:  This  company  began  buninees  with  a  sur- 
plus of  $200,000.  Capital  increased  in  1904  from  $100,000  to 
$200,000  by  traniifer  of  $100,000  from  surplus,  and  in  1909  to 
$207,067.  Capital  reduced  in  1910  to  $200,000.  This  company 
re-insured  all  of  its  outstanding  risks  in  1911  and  continued  mat- 
ness  operations  only  in  N.J.  ConfiaRration  losses:  Baltimore, 
1904.  $6,250;  San  Francisco.  1906.  $69,467.  Vahie  of  deposit 
with  N.  J.  insurance  department.  $101,0^0. 

DIRECTORS:     J.    Haines    Lippincott,    David    Fitssimons. 

D.  W.  MyCTS.  W.  E.  EdRe,  W.  F.  Wahl.  W.  J.  Busby.  L.  B.  Ryon. 
John  C.  Slape,  Hubert  Somers,  D.  L.  Collins,  Joseph  Schwarts. 

E.  E.  Sceler.  C.  I.  Burkhard.  H.  W.  Leeds.  J.  T.  Bew,  Lewis 
Evans,  J.  B.  Slock.  Jos.  Marvel,  C.  P.  Tilton,  C.  E.  Schroeder. 

TERRITORY  COVERED:  Operates  in  New  Jersey  only, 
though  company  is  also  licensed  in  N.  Y.  and  Pa. 


EASTERN  SHORE  OF  VIRGINIA  FIRE  INSURANCE  COMPANY. 

Keller,  Va. 

President.  E.  T.  Powell;  Secretary,  L.  C.  Mcars.    Organised.  1906. 


YtAM      Assets 


Unearned 
Premiums 


Net 

Surplus 


V*l9 

1914 

1912 
11^11 


$113,504! 

132.7b7! 

114.5MI 

h8,397 

7Z043, 


$42,355 
35.432' 
34.308  > 
32.0241 
26.637 


$33,724 
66.096 
44,148 
.36.268 
23.662 


Net 
Premiums 


(10.2 13 
32.834 
31,196 
32.179 
25.907 


ToUl 
Income 


$47,233 
37.301 
35.199 
35.848 
28,624 


Looses 
Paid 


$13,206 
9.327 

8.198 

6..506 

12,312 


Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$10,275, 

6.165' 

1 

$14,265 

9,231 

4,151 

10.1.55 

10.0S2 

$37,746 
24.723 
19.349 
16.447 
22,394 

$13,206 
9,238 
8,198 

1 

6,566 

10,762 

Assns,  Dsc.  31.  1015. 


LuBiUTiKS,  Dbc.  31,  1915. 


R«al  estate 

Mcngaf^  loans  — 
Bofris  wd  stocks. 

C2>h 

AftRts'  balaiKes. . . 
lo'ereet  a£»i  raata. 


$1,500 
70.805 
16.069 

2,726 
16,569 

5.835 


Unearned  prems. . 
Other  liabilities. . 

Total  liabilities. 
Capital  paid  up . . 
Net  surplus 


$42,355 
435 

$42,790 
36.990 
33.724 


Tctal 


$113,504       Total $1 13,504 


REAL  ESTATE  OWNED:   The  home  office  valued  at  $1,500. 
MORTGAGE  LOANS:    These  k)ans  aggregate  $70,805  and 


are  protected  by  improved  real  estate  situated  for  the  most  part 
in  Accomac  and  Northampton  Counties,  Va. 

MISCELLANEOUS:  This  company  was  incorporated  in 
Februarjr,  1906.  It  has  a  subscribed  capital  of  $102,7.50.  of  which 
$20,550  is  paid  in,  the  company  holding  notes  for  $81,000,  and 
having  outstanding  subscription  accounts  aggregating  $1,200. 
Company  transacts  business  only  in  Va. 

DlRECTORi?:  S.  W.  Ames.  Frank  S.  .Smith.  J.  S.  Bull.  Dr. 
J.  W.  Bowdoin,  J.  W.  Barnes.  J.  H.  Hopkins,  L.  F.  Nock.  S.  T. 
Johnson.  J,  W.  Chandler,  Dr.  T.  J.  Wilkins,  Otho  F.  Mears, 
W.  M.  Upshur,  F.  B.  Bell.  S.  D.  Rulon,  Frank  Parsons,  Jr.,  H. 
T.  White,  T.  W.  BlackaU)ne,  E.  T.  Powell.  P.  B.  Tanlcard,  J.  H. 
Jones,  Dr.  W.  L.  Dalby. 


EQUITABLE  FIRE  INSURANCE  COMPANY,  Charleston,  S.  C. 

Prendent,  David  Huguenin;  Secretary.  W.  G.  Maxyck;  Assistant  Secretary.  R.  F.  Toubey.    Organized.  1895. 


- 

Unearned 

Net 

"     Net 

"Total 

L)>ses 

Total  Ex- 

Losses 

Tjua 

AsKts 

Premiums 

Surplus     1 

Premiums 

Income 

$.o.ooii 

Dividends 

Expenses 

penditures 

Incurred 

1915 

nSSA3\ 

$97,875 

$78,337 

$104,110 

$122,225 

$14,000 

$44,087        $128,088 

$64,797 

1914 

403.023 

106.284 

82.840 

108.567 

127.719 

67.962; 

14.000 

44.680          126,642 

65.845 

ni3 

401,740 

116.314 

72,134 

133.122 

151.297 

83.023 

14.000 

54,416          151.439 

81.092 

im 

401.433 

120,313 

67.410 

141.014 

158.806 

61,104 

15,000 

5.5,947';         132,051 

63,546 

191 1 

378JD07 

105.690 

63.87S 

124,431 

141.370 

58,772 

20.723 

49.475'         128.970 

49.863 
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EQUITABLE  FIRE  INSURANCE  COMPANY,  Charleston,  S.  C— Continued, 


AoBBiB,  Dkc.  31, 1015. 

Real  estate $20,000 

Mortgage  loans 39,165 

Bonds  and  stocks...  220,315 

Collateral  loans 55.540 

Cash 26.593 

Agents'  balances ....  22,970 

Interest  and  rents. .  1,573 

Other  assets 1,975 


LiABiunxs.  Dec.  31, 1915. 

Losses  unpaid $6,275 

Unearned  prems 07,875 

Other  liabilities....  5,644 


Total  liabilities. 
Capital  paid  up . . 
Net  surplus 


$109,794 

200,000 

78,337 


Total  assets $388,131       Total $388,131 


Underwriting  profit,  $2,659;  investment  profit,  $6,837. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$10,920,281;  premiums  thereon.  $201,424. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$1,943,523;  loaeea  paid.  $1,001,275;  dividends  declared,  cash, 
$178,131. 

REAL  ESTATE  OWNED:  Comprises  a  3-6torv  brick  office 
buildixkjK  and  a  2  and  34tory  brick  warehouse  (the  book  vahie  of 
which  is  $15,5^;.  Tbe  rents  last  year  aggregated  $1,530  and  the 
taxes  and  expenses  $417. 

MORTGAGE  LOANS:  There  are  9  loans,  aggregating  $39,165. 
lemired  bv  first  liens  on  Charleston  dwelling  properties.  The 
mortgagea  premises  are  valued  at  $78,600,  and  the  company 
holds  $43,500  insuranoe  on  the  buildings.  There  was  no  interest 
past  due  on  December  31,  last. 

COLLATERAL  LOANS:  There  are  loans  aggregating  $55,640 
on  securities  valued  at  $111,880. 

BONDS  AND  STOCKS  OWNED: 

Bonds. 

Abbeville.  S.  C,  5% 

Aiken.  8.  C,  4M%. 

Andenon,  8.  C,  6% 

Ashevflle,  N.  C.  4% 

Athens,  Qa.,  4%. 

Helton,  8.  C  5% 

BennettsviUe,  S.  C  5H% 

Charleston,  8.  C,  4% 

CharleBt(»,  8.  C.  4H% 

Charlottesville,  Va..4H% 

CliDton,  S.  C  6% 


Par 

Market 

Value 

Vahie. 

$1,500 

$1,500 

6.000 

5.000 

1.000 

1.000 

5.000 

4.860 

6.000 

5,760 

6.000 

5,050 

3.000 

3,000 

50.000 

48.500 

6.000 

6,160 

6.000 

4,900 

6,500 

6,600 

Bonds  and  Stocks  Owttbd. — Cont. 
Bonds.— Owtf. 

Columbia,  S.  C,  4H% 

Edgefield.  S.  C  5% 

Florence,  S.  C.  5% 

Georgia,  3H% 

Greenville,  S.  C,  5% 

Greenville.  8.  C,  4J^% 

Greensboro,  N.  C.,  4% 

Lynchburg.  Vs.,  4% 

MAcon,  Ga.,  4% 

MobUe,  Ak.,  414% 

Montgomeiy.  Ala.,  4H% 

Newberry,  S.  C.  4H% 

New  Orleans.  La.,  4% 

New  York  City,  4% 

Norfolk,  Va.,  4% 

Roanoke.  Va.,  4>^% 

Rome.  Gs.,  4% 

Spartanburg.  S  C,  4% 

Sumter.  S.  C..  4H% 

Wilmington.  N.  C,  5% 

Wihnington,  N.  C.  4% 

WUmington.  N.  C.  4H% 


Stocxb. 

Ex.  Bk.  A  Tr..  Charleston,  S.  C 

Planters  Pert,  k  Phos.,  Charleston.  S.  C. 
Parker  Cotton  Mills.  7%,  Greenville.  S.C. 


Par 

Market 

Value. 

Value. 

$5,000 

$5,050 

5,000 

5,150 

3.000 

3,120 

10.000 

9,500 

7.500 

7,950 

8,500 

8.500 

5.000 

4.450 

5.000 

4.700 

5.000 

4,800 

10,000 

9,800 

5.000 

4.90O 

1.000 

960 

10,000 

9,400 

10.000 

9.800 

9.000 

8,250 

5.000 

5.000 

6.000 

5.640 

5.000 

4.600 

5.000 

4.950 

3.000 

3.050 

1.000 

940 

4.000 

3.920 

600 

1,176 

500 

700 

10.000 

2.800 

Totals  (book  value.  $232.811) $232,000      $220,315 


MISCELLANEOUS:  Pkid-up  capital  mereased  in  1896  from 
$35,170  to  $108,945;  in  1897  to  $116,500;  in  1898.  $117,800;  in 
1909  to  $168,500,  and  in  1910  to  $200,000.  Con^^tion  la«: 
Baltimore.  1904,  $35,512. 

DIRECTORS:  F.  Q.  O'Neill,  Philip  H.  Gadsden,  B.  I.  Sim- 
mons,  Sam'l  Lapham.  W.  P.  Canington,  A.  B.  Murray.  FVsjicia 
J.  Pelser.  J.  H.  C.  Wulbem.  E.  H.  Pringie,  D.  Huguenm,  J.  Roas 
Hanahan. 

FIELD  MEN  AND  TERRITORY  COVERED:  T.J.Ingram. 

rneral  agent  for  Va.,  Lvnchbunt,  Va.;  J.  C.  Noble,  Charleston, 
C,  nwcial  Mient  for  8.  C.  ana  K.  C.   The  company  operates 
in  Qa.,  N.  C  S.  C.  and  Va. 


EQUITABLE  FIRE  AND  MARINE  INSURANCE  COMPANY, 

Providence,  R.  I. 


Pftndent.  F.  W.  Arnold;  Vioo-Presidents.  Edward  Millinn.  John  B.  Knoi,  Geo.  M.  LovQJoy;  Seeretary,  Samuel  G.  Hove; 

Secretaries,  Theodore  F.  Spear  and  Geo.  C.  Long.  Jr.    Orvmised.  1859. 

Assistant 

Year 

Aswts 

Unearned 
Premioms 

Net 

Surphis 

Net 
Premiums 

Total 
Inoome 

Losses 
Fkid 

Dividends 

Expenses 

Total  £x- 
psncBtures 

Losses 
Inonrred 

1916 
1914 
1913 
1912 

$1,296,268 

888,676 

960.625 

1.142,937 

1,274,376 

$276,659 
343,636 
206,249 
266,929 
300,815 

$463,326 
204,304 
264,279 
268,206 
238,921 

$376,407 
336.802 
343,227 
463,761 
369,110 

n629,140 
380,066 
880.877 
642,966 
424.377 

$160,109 
192,667 
223,763 
328,185 
674.938 

$37,000 
24.000 
24,000 

$161,732 
140.836 
167,6n 
203,362 
194,122 

$838,841 
867,393 
416,340 
631,547 
781,080 

$161,403 
178,339 
814.903 
$18,741 

1911 

12,000 

637.709 

*  Inebdss  $200,000  premiums  on  stook  sold. 


Dk.  31, 1916. 


BmI  estate 

Mortgage  loans. . . . 
Bonds  and  stocks. . 

Ctah 

Acsnt^balanoes... 
Interest  and  rents.. 
Otberi 


$101,180 

106,600 

1.037,989 

69,971 

24,602 

13,638 

649 


LuuLnuB,  Dm.  81, 1915. 

Lossesunpaid $61,099 

Unearned  jprema....      276,669 
Other  Babifities....         4.274 


Total  fiabOities...  $381,932 
Capital  paid  up....  600.000 
Netsorphis 463,326 


Total $1,354,629 

8pL  dep.  over  Hab . .        59,371 


Total  adm. 


$1,296,268       Total $1,296,268 


Underwriting  profit,  $36,010;  mvestment  profit,  $69,106. 

RISES  AND  PREMIUMS:  Fve  risks  in  foroe,  December  31, 
$61,436,414;  premiums  thereon,  $526,232. 

BUSINESS  SINCE  ORGANIZATION:  Pktoiianis  received, 
$17,161,906;  losses  paid,  $10,639,244;  dividends  declared,  cash, 
$076,600. 

REAL  ESTATE  OWNED:  The  principal  item  is  the  com- 
pany's iuune  office  building  at  Weybosset  and  Custom  Houss 
gti..  Providence.    This  is  a  6-«tory  iron  front  boikiing.  vahwd 


at  $89,000l  mostly  oeeupied  by  tlie  company;  the  renaiader  beinc 
wellrented.  The  other  properties  are  2  dwemngs  in  ntmdenea. 


MORTGAGE  LOANS:  There  are  30  Umas,  amoonttng  to 
$106,600,  and  ranging  from  $100  to  $18,000.  but  few  ooeeifinc 
$3,000.  No  mnrtgigfls  are  in  proeess  of  fQreekiiare»  and  all  are 
first  liens.  The  seeurities  for  these  kians  are  valued  at  $373,850. 
and  the  eompany  hoUs  $122,300  of  insuranoe  on  the  aortMcn 
buildings. 


BONDS  AND  STOCKS  OWNED: 
Boms. 

Imp.  Japanese  Qovn  4M%t  1925 

E.  Prov.,  R.  I.,  fire  dis.,  4H%,  1932. . 

Ft.  Wiffiam.  Ont.,  6%,  1942 

Hamilton.  Ontn  iH%  1933 

Maoon.  Qa.,  4H%.  IMO 

London,  Ont.,  (L.  8M%.  1924 

Mass.,  rsg.,  3%,  1941 

Mass- c.,  3%.  1941 

New  Yoric  Cy.,  4%,  1968 

Norfolk.  Va.,  4%.  1928 

Phividenoe,R.L,3M%.1928 

Providence,  R.  I.,  3%.  1929 

RaUgh,  N.  C.  6%.  1944 

Richmond,  Va.,  4%.  1946 


Fte 
Vahie. 
$9,760 
13.000 
24,333 
26,000 
10,000 
15,000 

saooo 

16,000 
26,000 

6,000 
26,000 

6.000 

laooo 

30.000 


Value. 
$8,775 
13.130 
21.170 
23,500 
lO^lOO 
18.050 
42.000 
12.000 
$4,500 

4.700 
23.750 

4,450 
10.500 
18.000 
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EQUITABLE  FIRE  AND  MARINE  INSURANCE  CO.,  Providence,  R.  I.— Continued. 


Boow  AB9  Stocks  Owstkd. — Coal. 
BosiDfi.— CofU. 

SaeruDato.  CkL.  new  ler^  iH%,  1937- 
3g 

Stratford.  Ont^  44*^c.  1M2 

Westaount,  Cul,  4^^%,  1055 

Wowfalock.  OnU  5<  o  1W2 

Wooiaoeket,  R.  U  4^c.  1023 

Woooweket,  R.  I,  4U%,  1027 

A^T.AS.PeR7,S.U4%,1058 

B.  A.  0.  R.  H-.  Swn.  dir,  3H%.  1925  . . 
Boston  A  AUR.R.eq.tr..4H%.  1019.. 

Brkkeport  Tc.  5*^,  1923 

CliiTRjii,  5%.  1927 

CohmhiH.  0.,  St.  R7^  5*^,  1032 

DawerTrmwy.  59i.  1933 

D€trehaBy,S%.  1016 

E.  St.  L  Sub^  S%,  1932 

Qx.  R-  R. &Bkg,  4*>>.  1947 

Ga.  Ry.  k  EL  5%,  1932 

Lehigh  VtL  Ry,  N.  Y..  1  m..  4H%,  1940 

Lefa«h?aLTra.,5^,  1941 

L  k  N\  L.  C.  k  L-  EHt..  m%,  1931.. . 

MihPaokee  EL  Ry.  ft  Lt„  5'*^.  192« 

N.  Y.  C.  A  H.  R.  R.  R,  MieL  Cent,  eol., 

3,4>  1998 

X.  Y.  N.  H.  A  H.  R.  R..  d.  ca.,  6%,  1948 
No.  Pke.  k  Gt.  No.  R.  R.,  (C,  B.  k  Q.). 

*%,ini 

R.  L  A  Sttlx  R  R^  4«^„  1950 

Uft.  Te.  k  EL.  (Prov.  k  P.).  5^c,  1933.. . 

U.  4  M.  Val.  St.  Ry,  m%.  IMl 

rierebad  EL  m,  5%.  1939    

Detroit  Edbon,  S^e.  1933 

N.Y.TU4W%.  1939 

Xwt  Tg,  p.,  4  4%,  1934 

Pie,TLATK,5*^^,  1937 

Biwtncket  EL  5%.  1916 

riM«Sted.5<^.  1952 

Uoited  El.  Lt.  A  Pow,  Bolt..  4^%,  1929 
I'tiaEL  U.  A  Pow..  5%,  1950 

Stocks. 

DLCotRR 

X.Y.C.AH-R.R.R 

•V.  1,  N.  H.  A  H.  R.  n 

Pewa.RR 

Coned  Te.  A  H 

BlMlatoDeCaa.  Nat.  Bk..  Pror 

Indvtra]  TnOL,  P>ot 

Meckuoa  Nat.  Bk-,  Prov 

NaLBk.orCQaiiiwoe.ProT 

OwnlAdi.Bar,N.  Y 

Hanford  Gas  Lt,  eom 

Nanasttaett  EL  LtS^  Pror 

NamcBOKtt  EL  Ltg,  Prov..  d 


Ptf 

Market 

Valtte. 

Value. 

125.000 

S25.000 

25,000 

21,500 

25.000 

22.000 

25.000 

22,750 

10.000 

9,800 

25.000 

25,500 

80,000 

26,700 

10.000 

9.200 

25,000 

25.000 

5,000 

5,100 

5.000 

3,750 

5,000 

4.950 

5.000 

3,450 

5.000 

5,000 

5,000 

4,400 

25.000 

21,750 

5.000 

5.050 

25,000 

25,250 

5,000 

5,450 

25.000 

25.250 

10,000 

10,200 

10.000 

7,800 

30,000 

35,100 

35,000 

34.300 

5,000 

4.250 

3.000 

3,000 

5.000 

4.650 

3.000 

3,030 

5.000 

5,150 

5.000 

4.950 

25,000 

23.250 

5.000 

5.000 

3.000 

3.000 

5.000 

5.300 

5,000 

4.700 

5.000 

4,150 

16,800 

18,144 

16.000 

17,600 

20.000 

15,400 

15.000 

17,850 

20,000 

19,200 

12.500 

19,750 

3.000 

7,110 

5.000 

6.000 

15.000 

21.600 

300 

300 

10,000 

24,200 
36.000 

20,000 

7.500 

13.200 

Bonds  and  Stocks  Ownid. — Cont. 
Stocks. — Cont. 

New  England  Tl.  A  Tg 

Providence  Gaa 

Providence  Gas,  d 

Southern  Adj.  Bureau 

Underwritera'  Salvage,  Chi 

Underwriters'  Salvage,  N.  Y 

Western  Adj.  A  Inqp.,  Chi 


Par 

Market 

Value. 

Value. 

121,500 

$28,380 

45.500 

85.540 

13,000 

21.060 

100 

100 

1,000 

1.000 

500 

750 

100 

200 

Totals  (book  value,  1973.433) 1968.883    SI. 037.989 


MISCELLANEOUS:  Capital  increased  in  1881  from  $200,000 
to  1300.000:  in  1899  from  $300,000  to  $400,000.  and  in  1915  to 
$500,000.  Conflagration  losses:  Boston,  1872,  $3a5,000:  Balti- 
more, 1904.  $121,298;  San  Francisco.  1906.  $264,750.  Value  of 
deposit  with  R.  I.  Ins.  Dept.,  $42,000;  in  Ga.,  $10,100:  in  Va., 
$23,300;  in  N.  C,  $10,600;  m  Can.,  $106,015.  Phopnix  Securities 
Co..  of  Hartford,  owns  a  majority  of  the  stock  of  this  company. 

DIRECTORS:  Fred  W.  Arnold,  Julius  Palmer.  Herbert  F. 
Hinckley.  H.  Martin  Brown.  George  R.  Smith.  Charles  A.  Morgan, 
Edward  Milligan.  John  B.  Knox,  Robert  L.  Spencer,  Thomas  C. 
Temple.  Packer  Braman,  Geo.  L.  Gross.  George  M.  Lovejoy, 
Edward  M.  Day.  Joe.  G.  Heoshaw. 

HELD  MEN  AND  TERRITORY  COVERED:  Lovejoy  and 
Spear,  district  manag(»s,  Chicago.  111.  F.  C.  Oustetter.  agencv 
superintendent,  western  department.  General  agents,  Geo.  H. 
Tyson,  San  Francisco,  CaL,  for  the  Pacific  coast;  J.  L.  Price, 
special  agent.  New  Orleans,  La.,  for  La.  and  Miss.;  Gerald  L. 
Schuyler.  Denver.  Colo.,  for  Colo.;  special  agents:  F.  C.  BurrilL 
Portland.  Me.,  for  Me.  and  N.  H.;Clarenoe  u.  Senter.  Hartford. 
Conn.,  F.  B.  Luoe,  Boston.  Mass.,  for  Boston  Metropolitan  district, 
R.  I..  Conn,  and  Mass.:  J.  W.  Friend.  Petersburg,  Vs.,  for  Va.;  J.  M. 
Robertson,  Augusta,Ga.,  for  N.  C;  J.  M.  Carothm,  Syraeuae,  N.Y., 
gentfal  agent  for  N.  Y.;  B.  C.  Chittenden,  Syracuse,  N.  Y.,  speciai 
agent  for  eastern  N.  Y.  and  H.  I.  Carothers,  Syracuse,  N.  Y., 
special  agent  for  western  N.  Y.;  W.  G.  Kent,  special  agent  for 
suburban  N.  Y.;  Walttf  G.  Kent.  Philaddphia,  Pa.,  for  easto-n 
Pa..  N.  J.,  Del..  Md.  and  D.  C;  Black  A  Woohnan.  Philadelphia, 
Ps.,  for  western  Pa.;  A.  N.  Evans,  Columbus,  0.,  for  0.,  W.  Va. 
and  Ind.;  Robert  C.  Hosmer.  Chicago,  III.,  for  III.;  Roy  E. 
Eblen,  state  agent,  and  Urban  M.  Telli,  special  agent.  St. 
Louis,  Mo.,  for  Mo.;  W.  H.  Young,  state  agent,  Kansas 
City.  Mo.,  for  Kan.;  C.  H.  Luce.  Detroit.  Mich.,  state 
agent  and  W.  C.  Cadwallader,  Oweaso,  Mich.,  and  Dudley  H. 
Luoe,  lAnsing,  Mich.,  special  agents  fw  Mich.;  G.  W.  Holton, 
Des  Moines,  la.,  state  agent;  J.  F.  Dale.  Omaha,  Neh.,  state 
agent;  B.  F.  Weitsel,  Louisville,  Kv.,  state  aoent  for  Ky.  and 
Tenn.;  S.  Herdegen,  state  agent  tor  Wis.,  Milwaukee,  Wis.; 
M.  A.  Freedy,  Milwaukee,  Wis.,  special  agent  for  Wis.;  B.  K. 
Cowles,  MinneapoGs,  Minn.,  state  agent  for  Minn.  H.  M.  Season, 
Oklahoma  City,  special  agent  for  Okla.  The  company  operates 
in  all  the  states  and  territories  of  the  United  States  except  Aris., 
Ark.,  Nov..  N.  M.,  N.  D.,  Okla..  S.  C.  S.  D.  and  Tex. 


EQUITY  FIRE  INSURANCE  COMPANY,  Kansas  City,  Mo. 

TndAttaU  E.  G.  Rowley;  Secretary.  C.  T.  Hinkle;  Manager,  Braoe  Dodson.   Organiaed,  1909. 


Unearned 

Net 

Net 

Total 

Losses 

Yau 

Aaeli 

FkmuuiBB 

Surplus 

PNauums 

Income 

Ptud 

1915 

$271319 

926.370 

$145,348 

$47,237 

$58,456 

$9,755 

1914 

mMi 

25,631 

103,967 

42,907 

53,958 

5,349 

1913 

297,447 

2^444 

78»601 

43,761 

52.709 

7,967 

1912 

181  je 

26^745 

51.994 

45,901 

52,451 

29,983 

1911 

17^149 

28,525 

45.602 

44.393 

52.407 

12.102 

Dividends 


$6,000 
6,000 
6,000 
6.000 
6,000 


$13,993 
13,012 
12,617 
13.026 
15,650 


Total  Ex- 
penditurea 


$29,748 
24,362 
26.583 
49.009 
33,752 


Ineufred 


$7,055 

7,649 

8.467 

26.983 

15.102 


Dae.  3U  191A. 


LUBUTEM,  Dk.  31, 1915. 


Boadiaac 


^  laadatods. 
CofatenlkiaM... 
CM 


flB.000 

180,068 

1,000 

67327 

3,408 

UOl 


unpaid 

Unearned  prems. . 

TotalfiabOities. 
Capital  paid  up.. 
Net  soiphis 


$100 
26371 


$26,471 
100,000 
145.348 


Total 


9271319       Totol $271,819 


Cadsiariimg  profit.  925,715;  investment  profit.  $21,666. 

RBKS  AND  PREMIUMS:  Fire  tasks  in  force.  December  31, 
tLmjV;  pnunns  theraon,  952.737. 

BUSINBBS  SINCE  ORGANIZATION:   Premiums  reoc^ved, 
noUfiO;  kMBi  pttd.  9801273:  ifividenda  deolared,  cash,  936.000. 

MORTGAGE  LOANS:  Thm  are  4  kmns  aggregating  $18,000, 


secured  by  improved  Kansas  City  property  worth  $57340.  There 
was  no  interest  past  due  on  December  31,  Isst.  Company  holds 
$27,000  of  insuranee  on  the  mortgaged  buildings. 

COLLATERAL  LOAN:  There  is  one  loan  of  $1,000  secured 
by  a  deed  of  trust  on  a  kit  in  Clemens  Ilaoe.  St.  Louis,  Mo. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Aurora.  III.,  r 

Cass  County,  Mo.,  f 

Chicago,  III.,  gn.  cp 

Jackson  Co.,  Mo.,  se:  dis 

Kansas  City,  Mo.,  se 

Gallatin,  Mo.,  wat.  A  It 

Louisianaj  port  oommisswn 

Ruemmeh-Braun  Co.,  Guthrie,  GkJk.,  g.. 

St.  Louis,  Mo.,  pub.  Ug  A  imp 

Salt  Lake  City,  Utah.se 


Psr 

Market 

Vahie. 

Vahie. 

$4,000 

93,913 

10,000 

10.000 

10,000 

10,000 

2300 

2.554 

53,000 

51.400 

3,500 

3.636 

2,000 

2.020 

4,000 

4.000 

10.000 

10,000 

2.000 

1,783 
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EQUITY  FIRE  INSURANCE  COMPANY,  Kansas  City,  Mo.—Continued. 


Bonds  and  Stockb  Ownbd.— Con<. 
Bonds. — Cent. 

Sangamon  Co..  III.,  bc.  dis 

Kansas  City,  Mo.,  pk.  f.  ctfs 

Stocks. 

City  Ice  &  Stg.  Co.,  Kan.  Cv..  Mo 

Feet  Bros.  Mfg.  Co..  Kan.  Cy..  Mo.,  p. . 
Peet  Bros.  Mfg.  Co.«  Kan.  Cy!,  Mo.,  com. 

State  Bank  of  Kansas  City.  Mo 

^Ute  Bank  of  Kansas  City.  Mo 

Independence  Ice  A.  C.  S.  Co.,  Mo 


Par 

Market 

Value. 

Value. 

€5.000 

$4,845 

23.584 

28.584 

32,100 

32,100 

3.500 

3.500 

2,500 

2,500 

2.500 

8.000 

2.500 

3,750 

2,500 

2,500 

MISCELLANEOUS:  This  company  was  organised  and  com- 
menced business  early  in  1909  with  a  paid-up  capital  of  $100,000 
and  a  net  cash  surplus  of  $10,000.   It  operates  only  in  Mo. 

DIRECTORS:  Brace  Dodson.  E.  R.  Rankin.  E.  Sinclair.  J.  W. 
Carence,  A.  L.  Dodson.  £.  G.  Rowley.  C.  T.  Hinkle.  R.  F.  Qilkeson. 
A.  Hice. 


Totals. 


$180,184       $180,088 


EUREKA  FIRE  AND  MARINE  INSURANCE  COMPANY,  Cincinnati,  O. 

President,  F.  A.  Rothier;  Secretary,  Adam  Benus;  Assistant  Secretary.  F.  C.  Barton.    Organised,  1864. 


Unearned 

Not 

Net 

Total 

Year 

Atwets 

Premiums 

Surplus 

Premiums 

Income 

1915 

$419,741 

$130,686 

$175,119 

$105,952 

$123,596 

1914 

388,472          131.148 

143,254 

114.604 

131.0.36 

1913 

363.535          121.069 

130.002 

106.352 

121,653 

1912 

364.493          120.743 

133.954 

102.a57 

116.427 

1911 

363.240 

120,515 

129.241 

102.529 

117.263 

Losses 
Paid 


$34,644 
34.057 

45.600 
41.877 
53,637 


Dividends 


Expenses 


$8,000 
8,000 
8.000 
8.000 
8.000' 


$56,123 
55,850 
49.311 
49.513 
49.162 


Toul  Ex- 
penditures 


$98,767 
97.907 

102.911 
99.390 

110.799 


Assets,  Dkc.  31.  1915. 


Real  estate 

Bonds  and  rtocks.. 

Collateral  loans 

Cash 

Agents'  balances. . . 
Interest  and  rents. . 


$5,000 

358,020 

5,200 

29,939 

20.458 

1.124 


LuBiUTiES,  Dec.  31.  1915. 

Losses  unpaid $6,274 

Unearned  prems 130,686 

Other  liabilities 7.662 


Total  liabilities. 
Capital  paid  up . . . 
Net  surplus 


Total  assets $419,741        ToUl 


$144,622 
100,000 
175,119 

$419,741 


Underwriting  profit,  $  ;Invc8tment  profit,  $ 

RISKS  AND  PREMIUMS:  Fire  risk  in  force,  December  31, 
$27,191,387:  premiums  thereon.  $255,120. 

BUSINE.SS  SINCE  ORGANIZATION:  Premiums  received, 
$4,683,212;  losses  paid,  $2,549,705;  dividends  declared,  cash. 
$410,000. 

REAL  ESTATE  OWNED:  Consists  of  the  Produce  Alley 
Fruit  House,  book  value.  $8,061.  carried  at  $5,000. 

COLLATERAL  LOANS  are  as  follows: 

SECURITtES 

Early  A  Daniels 

Security  Ins.,  stk 

Toledo  Bawling  Green  A  So.  Tract.,  p.   . 

Security  Ins.,  atk 

Louisville  &  Cin.  Packet  stk 

Cin.  Ga*  &  EL.  stk 


Totals. 


BONDS  AND  STCXJKS  OWNED: 
Bonds. 

McAlester,  Okla.,  wat.  A  «•.,  5'( 

Muskogee,  Okla.,  sc.,  5 '  < 

Socorro,  N.  M.,  wat.,  5'  <     

Clinton,  Okla..  wat.  wka.,  o%  

Pawhuska,  Okla..  sc.  «iia.,  6'  < 

Clevc.  Okla..  sr.,  6^ 

Portales,  N.  M.,  wat.,  6' ;    

Durant,  Okla.,  wat.  wks.,  b'  [ 

Flagstaff.  .Kriz.,  wat.  wk».,  6*  J    

Phoenix  un.  high  sc.  di.««-     

Maricopa,  Co.  Arii.,  sc.  dis..  5* , 


Market 

Amount 

Value. 

Loaned. 

$700 

8500 

1.320 

700 

2,5<K) 

2.000 

360] 

2.2.50  f 

2.000 

770 

$7,990 

$5,200 

Par 

Market 

Value. 

Value. 

$7,000 

$7,700 

5.000 

5.200 

13.500 

13.500 

1.000 

1,060 

5.000 

5.500 

2.000 

2.2S0 

5.000 

5.6.50 

2.000 

2.140 

1,0(K) 

1.0.50 

1,000 

1.020 

6.000 

5.400 

Bonds  and  Stoces  Owned.— Con/. 
Bonds.— Con/. 

Mc.\l€eter.  so.,  5*'^, 

Carlsbad.  N.  M.,  sc.,  6'^c 

Eufaula.  Okla.,  wat.,  %'.[ 

Poteau.  Okla.,  sc.,  6*^0 

Mora  Co.,  N.  M..  sc.  dis 

Atoka.  1. 1.  '•c.,  5*^0 

Hennessey,  Okla.,  wat.  wks.,  6^^ 

Stocks. 

2nd  Nat.  Bk 

1  Nat.  Bk 

Cin.  Inter-Tm.  U.  R..  gr.  1  p 

Col.  A  Xenia  R.  R 

Cin.  St.  Ry 

Cleve.  A  Pitts.  R.  R.,  gr 

Cin.  Gas  A  El 

53rd  Nat.  Bk 

Citiiens  Nat.  Bk 

German  Nat.  Bk 

.Securitv  Ins 

.\tia«Nat.  Bk..- 

Little  Miami  R.  R.  stk 

Cin.  Tob.  Warehouse.,  1  p 

4lhNat.  Bk 

Farmers  A  Shippers  I.caf  Tob.  whse..  1  p 

Otid  Fellows'  temple 

Girard  Nat.  Bk..  Phila 

Nat.  Bk.  of  Coramerfp.  N.  Y  

Cin..  N.  A  C,  Lt.  A  Tc.  com 

Scioto  Val.  Tc 

1  Nat.  Bk.,  Norwood 

Western  .\d.  A  Insp 

ChamU'r  of  Commerce,  ctf 

OhioTc.  p 

Cin..  N.  0.  A  T.  Pac.  R.  R.,  p 

Totals  (book  value,  $346,994) 


Lossep 
Incurred 


$33,750 
34.993 
45.496 
.39.194 
47.500 


Par 

Market 

Value. 

Value. 

$3,000 

$3,240 

3.420 

3,000 

3.540 

3,000 

4.460 

4,000 

2,125 

2.000 

1,044 

1,000 

2,340 

2.000 

5,150 

5,000 

35,000 

17..500 

7,520 

8.000 

4.817 

2..350 

26.880 

25.600 

24.300 

15.000 

34.111 

44,300 

21.J50 

11.000 

13.300 

7,000 

15.400 

5.500 

34.200 

2S.5O0 

3,100 

1.000 

.5,175 

2.500 

1.040 

2.600 

lO.HOO 

4,000 

2.550 

2,.500 

1.000 

14.070 

4.200 

lo.soo 

6  IKK) 

2.S'75 

3..500 

2..531 

2.50() 

4.255 

2.3(K) 

200 

1(K) 

90 

2O0 

6.400 

8,000 

1.236 

1.200 

$3.58.019       $27ti..S,>0 


DIRECTORS:  Geo.  Slimer,  W.  B.  Carpenter,  Michael  Ryan. 
F.  A.  Rothier.  Adam  Benu«.  C.  C.  Rothii-r. 

FIELD  MEN  AND  TERRFTOKV  COVERED-  H.  C.  Klock- 
sieni.  .'^tate  aiteiit.  Lanning.  Mich.,  for  .Mich.;  Kollin  B  Heaton. 
Salctn.  O..  and  Chan.  Benus*.  Cincinnati.  0.,  special  agents  for 
().;  .\rthur  J.  Davis,  special  assent  for  III.  and  Wis.  This  company 
operates*  in  III.,  Mich.,  0.  and  Wis. 


FACTORS  AND  TRADERS  INSURANCE  COMPANY,  Mobile,  Ala.§ 

President.  Ferd.  Forcheimer;  Vice-President,  C.  P.  Dumas;  Secretary.  Jack  F.  Ross;  .\<wistant  Secretary.  Jos.  F.  Bullwk.    Organised.  1h70. 


1915 
1914 
1913  , 
1912 
1911  I 


Ykar      a  vets 


$309,959 
3  HUSO 
323.«f)3| 
31.5.800, 
33().0S6| 


rncarncd 
Premium"  ' 

$7.3.5«i 
8,5.5» 

10.12: 
9,25-1 

11.23.T 


Net 
Surplus 

$150,229 
15.5.630 
1,56.226 
1.5.5.346 
152.851 


Net 

ToUl 

Premiums 

Income 

•$11.1.5t) 

$2o.S94 

11,305 

27.S7H 

15,1.35 

34.756 

12.635 

29,204 

21.603 

33.93b 

Losse.s 
Paid 


1.231 

3.0'.L> 

37S 

1.190 


Dividends       E.\j)en'vs 


$lo.000 
lo.tKK) 
1,5.000 
15.000 
1.5.000 


«f».021 
i().702 

ii.a.'^s 
\o.um 

'JAM 


To  til  I  Ex- 
pendituriis 


Incurred 


$26,375 
2i).9:?2 
29.430 
25.447; 
25.627; 


1.2:U 

3.0S7 

37s 

1.1 'Ui 


*  Includes  $i,l'sS  marine  premium.^  and  $1,000  marine  losses.    {Transacts  l)oth  fire  and  marine  bu.^ines^i. 
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FACTORS  AND  TRADERS  INSURANCE  COMPANY,  Mobile,  Ala.— Oon/tn «<•(/. 


Dk.  31. 1915. 


Lunums,  Die.  31, 1915. 


Real  estate 

Mortcaee  loaofl — 
Boadiaiid  stodEB.. 
CbOatcnl  loaiw. . . . 
Caah 

UbCOIL  pfGDS.     .  .  . 

Interact  and  rente. 

Other; 


Total 


120.000 

20.600 

176.660 

63.698 

11.550 

6.985 

366 

10.200 


Unearned  prems. 
Perp.  dep.  reel . . 


17.356 
2,374 


Total  UabUities. 
Capital  paid  up. . 
Net  surphfl 


I9J30 
150.000 
150.229 


1309.959       Total 1309.959 


RISKS  AND  PREMIUMS:  F!re  risks  in  force,  December  31 
11.01 1.18S;  praninms  thereon.  $16,262. 

BUSIKESS  SINCE  ORGANIZATION:  Premiams  received. 
S1.02S.768;  loves  paid.  1325.962;  dividends  declared,  eash.  $552.- 
Bo6. 

REAL  ESTATE  OWNED:  Company's  home  offiee  buildmg. 
book  value,  17.612;  market  value  in  excess  of  that  amount.  Rents 
reeeived  hst  year.  $200;  taies  and  expenses,  $1,137. 

MORTGAGE  LOANS:  There  are  II  loans  anregating  $20,500 
and  are  protected  by  improved  real  estate  in  Mobile,  Ala.,  valued 


at  $46,300.    The  company  holds  $24,900  of  insurance  on  the 
mortgased  buildings. 

COLLATERAL  LOANS:    These  loans,  aggregating  $67,699, 
are  all  well  secured  by  securities  whoee  market  value  is  $81,665. 


BONDS  OWNED: 
SUte  of  Ala $110,000 


State  of  Ala.,  f. 

State  of  Ala.,  reg 

Mobile  Lt.  A.  Ry.  Co..  cs. . 
Mobile  Lt.  k  Ry.  Co..  1  m. 

Battle  House 

New  York  Ry.,  5% 

New  York  Ry.,  4% 

Elk8B<mds 


Totals. 


Par 

Market 

Value. 

Value. 

$110,000 

$102,300 

28,500 

28,500 

10.000 

10.000 

10.000 

10.000 

9.000 

9.000 

23.000 

11.500 

7.000 

3.780 

2,000 

1.480 

100 

100 

$199,600 

$176,660 

DIRECTORS:  C.  P.  Domas.  P.  J.  Lyons,  Ferd.  Forcheimer, 
M.  P.  Levy,  R.  A.  Smith,  L.  Lyons,  J.  J.  MePhilUps,  M.  C.  Alt- 
mayor. 

TERRITORY  COVERED:  Mobile  Co..  Ala.,  only. 


FARGO  FIRE  AND  MARINE  INSURANCE  COMPANY,  Fargo,  N.  D. 

President.  J.  H.  Wishek;  Secretary.  C.  B.  Thompson.     Organised,  1912. 

.\9Beta.  Dee.  31,  1913:  Bills  receivable.  $6,845;  mortgage  loans.  MISCELLANEOUS:  This  company  is  not  known  to  be  as  yet 

$17,200;  loans  on  Fargo  Und.  Co.,  $35,900:  cash.  $946;   other  writing  businen.  but  is  expected  to  commence  early  this  year. 

asKtu.  $125  total  asset.  $61,016.    iJabiliUes:   Capital  pud-up.  Since  early  in  1914the  company  has  not  responded  to  the  numerous 

$53,060;  net  son^us,  $7,956;  total.  $61,016.  requests  for  statements  or  other  information  which  have  been  made. 


FARMERS  INSURANCE  COMPANY,  Cedar  Rapids,  la. 

President,  Ed.  H.  Smith;  Secretary.  C.  N.  Jenkins.    Organised,  1860. 


Ykar     Aaets 


1915 
1914 
1913 
1912 
1»II 


Unearned 
Premiums 


$944,327 
»43.&93 
954.547 
914U>44i 


$599,987, 
601.130' 
609.947 
569.607 
539.114 


Net 
Surplus     I 

$120,139 
119.381 
118.358 
116.224 
114.630 


Net 
Premiums 

$411,700 
420.829 
504.530 
394.729 
361.999 


Total       I 
Income 

$464,845 
495.183 
556,7481 
444.392 
4O5.01S. 


Lomea 
Pbid 


Dividends      Expenses 


ToUl  Ex- 
penditures 


Losses 
Incurred 


$221,119 
295.240 
314,500 
197,170! 
184.4091 


$20,000 
20.000 
20.000 
20.000; 
20.0001 


$223,543 
203.522 
177,978 
197.000 
177,414 


$464,662 
618.762 
512.478; 
410.170 
381,823) 


$207,148 
279.121 
307.029 
194.905 
178.266 


4  lac'udes  notes  for  premiums. 
Assna.  Dec.  31.  1915. 


R«a]  estate 

Mortgage  loans 

Cash     

A^mts'  bakaeea. . . 
lotyrat  and  rents.. 
Bii:-  iwdvabfe. . . . 


$62,000 

73vW7 

33.728 

9.440 

14.132 

84,490 


LUBILITTE.'*,  DkC. 

IxMses  unpaid 

Unearned  prems 

Other  liabilities. . . . 

ToUl  liabilities... 
Capital  paid  up ... . 
Net  surplus 


31,  1915. 

$10,731 

599.987 
13,470 

$624,188 
200.000 
120.139 


Total 


$944,327       Total $944,327 


UnderwritiDg  loos,  $17,987;  investment  proBt,  $38,745. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$!n1449«388;  premiums  thereon.  $1,499,968. 

BU.'SIXESS  SINCE  ORGAN'IZ.\TION:  Premmms  received. 
$1L5 12.338;  loaws  paid.  $4,826,177;  dividends  declared,  cash, 
$635,500;  stock.  $175,000. 

RE\L  ESTATE  OWNED:  Company's  home  office  building. 


carried  at  its  book  value,  $62,000;  market  value  in  excess  of  that 
amount.    Net  revenue  to  the  company,  $3,577. 

MORTGAGE  LOANS:  There  are  134  mortKagp  loans,  a«cre- 
gating  $738,537  on  first  mortc^Res  on  la.  farm  and  Cedar  Rapids 
real  estate  property  worth  $2,453,729.  There  ia  no  interest  past 
due.  and  the  company  holds  policies  on  the  buildings  amounting 
to  $179,398. 

MISCELLANEOUS:  Company  declared  a  $75,000  stock  divi- 
dend in  1880.  and  in  1909  transferred  $100,000  from  surplus  to 
capital  account,  thereby  increasing  the  capital  from  $100,000  to 
$200,000. 

DIRECTORS:  Ed.  H.  Smith.  John  B.  Henderson,  Isaac  B. 
Smith,  Norman  E.  Smith,  C.  N.  Jenkins. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  agents, 
C.  W.  Hook,  F.  S.  Snyder.  Cedar  Rapids,  la.,  D.  H.  Crilev,  Ot- 
tumwa,  la.;  W.  M.  Hotehki*.  8iou\  Falls,  S.  D.;  P.  K.  Walsh, 
Omaha.  Neb. ;  adjusters,  D.  M.  Kelley,  E.  H.  Pirkel.  J.  H.  Mer- 
ritt,  Cedar  Rapids.  Ia.  The  company  operates  in  la..  Neb.  and 
.S.D. 


1915 
»ll 
I9L3 
1912 

mi 


FEDERAL  INSURANCE  COMPANY,  Jersey  City,  N.  J.^ 

President.  Percy  Chubb:  .Secretary,  M.  Grundner.        Organised.  1901. 


VKut     AmetM 


$4.0f9.029 
3.505. 127 
3.294,677 
3.273.124 
3.106.931 


Unearned 
Premiums 


$617,880 
567,486 
611.144 
615.185 
.972.968 


Net 
Surplus 


$1,312,669 

1.204,742 

1,135.054 

988.394 

924.150 


Net 
Premiums 


$2,104,527 
1.821.298 
1,365.246 
1,467,971 
1.189.978 


Total 
Income 

$2,244,235 
1,749.570 
1.482.a53 
1,575.284 
1.2S8..347 


Paid 


$922,730 
758.590 
572,763 
8S8.543 
334.457 


Dividends      £.\penses 


$120,000 

120.000 

100.000 

100.000 

80.000 


771,330 
635.466 
648.436 
619.093 
.MS.  1 97 


Total  Ex- 
penditures 

1. 

$1.814,06<i| 

1.514,a56 

1,321.199' 

l,407.6:i6, 

957.6.S4I 


Ijosaes 
Incurred 


934.824 
634.551 
656.745 
.363,288 


business. 


REPORTS  OF  FIRE  JNSURAXCE  COMPANIES. 

FEDERAL  INSURANCE  COMPANY,  Jereey  City,  t^.  J.— Continued. 
I  ini  »Toca  OwKB.— Cml.  Pu 


Asm*  D»c.  Jl,  ISIS. 

Lumunis,  Dm 

Jl,  1916. 

LMHunpiid.  .. 
Diiidtodi. . 

ai7,8so 

ouwiwti is:.wi 

ToUl H.071.W5 

SpLdtp-ovaBub..         22.666 

I1.738.38I 
1.009.000 

ToUltdm.uKU.  UM9.029 

Toul 

umm 

lIoihnmUiiipto61.tl09.40S; 

»,M0- 

HISKB  AND  PREMIL-MS: 

Uirine  scd  inland 

uluinftmrt 

MORTGAGE  LOAN:  TIk  mortcice  al  I^OOO  is  Bcura 
7St.  Mwkl  plut.  BniDugh  of  Muluiun.  N.  V-  nlu«t  il  ns, 
nineip*!  ud  Lntflntt  guvintosd  by  Lawyer*  Mtg.  Co. 


BONDS  AND  STOCKS  OWNED: 
Bo  KM 
CuDdeo  C^i    \  J    rd  imp.,  4^"=,  1W 
Cuh.  Tl  111 


Miriut 

V>W. 

is,isa 


"■?!,'h..4'j'    . 


M.DOO 
200,000 
48.000 


N.  V_  N.  Y 

N.  Y.  N.  V. 
N.Y.  N.  Y 

H.  y,  N.  Y.. . 
Orun  Co-  N. 

Pi™ij.N.J.,_-,.-.  .,  .  ...  

I>uu&N.J,bd(„4'',.l<>:'i.'  2S,000 

PertliAiiibPT.N.J.Bc..4>..,.  I'UI     ..  M,000 

]>1tiiifiiili),N.J..it.K.  ay<..v   .   l.i.:.'>-7,  SS.DOO 

FkiiiB(U,N.JMV..4!!"..  i"''"i  Ua» 

PWi>ifidd.N.J_K..4V,';.  i'->7  4.000 

PriuMoii.Bar.,  N.  J..  ST..  <';  .    \'<:i6.  12.000 

R«lh«rfOrd.Bdt,N.J.,iir,4'/:.  r'50.  10,000 

W,  OiMH,  N.  J- f- 4la' ;■.  IWI  1S.OO0 

AIbuiy,iaiun.R.R.,  1  m.,  »ii<"c,  lOIS  40.000 

At!.  Cl.  El.  RTR..  1  m.  1%.  ie4i laOOO 

n.tO.R.R..p,\..3'-ir,^IKi      .    ..  U.OOO 

B««BiCi>.,R.R.,  1  m.ti..G'~c.  l!^l  ..  8,000 

Bk&D.  Ub.  Ht.  R.  R,  1  m_  S%,  IBSO. .  20,000 

BTJEff.  R.  R„lm..  4'~o.  1038  ..  IS.DOO 

Cir,  CKd  k  O.  Ry.,  I  m..  5'^„.  IMS     . .  10.000 

Ctot.R. 'R..N.J.,R«.,  1%.1»8T 10,000 

OjM.  Br.  Ry.  1  ib_  Va.  m».            . .  M.000 

Cha.  t  O.  Ky,  1  onL  m..  i%.  193». . . .  %000 

CM.  t  A.  Ry.,  i'-.i.  l»4n                      . .  29.000 


Chi.  k  Sn.  Ry,  m.  m..  4%,  1087 10.000 

Chod.  A  Mm.  R.  Ri,  1  m.,  S%  l«4g. . .  20,000 

C«.  Ts_  N.  J.,  8%,  1««3 MJWO 

Dd,  &  R,  1  r.  m.,  47g.  IH3 SOJMO 

D«i.*R»Od.R.  R..la.iii,4%.l«38  79.000 
E.  Trib.  V>.  t  Ol  R.  R..  m.  m,  B%, 

ItM 10.000 

EMtDB  k  Ambojr  R.  a.  n|..  £%.  lOIO..  30,000 

ei.  Jit-  A  E.  b,  1  m.,  0%,  IMI 10,000 

EBl,  Plfd.  *  Cinl.  Jy.  Ey.  »%,  1060. .  2S,0OO 

ni,tP«*Miirq.IL^In,«%.  ino  10,000 

B.  A  To.  Cm.  R.  R.  (D.  m.,  4%,  tOll  29.000 

DL  Coit.  R.  lU  1  a-,  S)^?!.  1*01 1,000 

IlLC«t.R,R..1m.ei.3M%,l»l....  30,000 

IlLCcat.R.R,liii.  Ud.(G<,  S?«.l«t1  13,000 

HL  Cut  R.  R,  0.  Dtt.,  I  m.,  3%.  IMl  10.000 

UL  Cot,  R.  B.,  r.  n.  4%,  IMS lOiODD 


178.000 
42.140 
«8,«00 
3,000 

10,000 

24,TM 

solooo 


l,(h.  V*].  Tm.  Ry„  1 
Lone  Dock. «,  m.,  V 
L.  I>.  R.  R.,  Fory,  1 
L.  k  K.  R.  R.,  (A,  I 


m.ooD 

20,000 

90.000 


I  leoo. . . 


Mmi.  Ry..  c 

Mil.  4  N.  R.' r'h',  mi.Vi^S'^iejr 
Mil,,  Kuu,  k  Ts.  Ry..  I  n,  4%,  It 

M.  i  O.  R.  R.,  1  m.,  8%,  1927 

Mv.  AEu.R.R.,  l(m..3':°'c,  201 
NenHi  Pug,  Ry.,  1  ca.  m.,  i'^i.  ]03( 
N.  J.  k  N,  Y.  R.  R.,  1  m.,  S'i.  1950 
N.  Y.  Ccnl.  A  H.  R.  R.  R..  (n.  r..  3V 
1997.. 


I.  Y.  Cent,  I. 


c,  1018  . 


., .  Y..  Chi.  k  Si.  L.  R.  R..  1  m..  4?„  .. 
N.  Y..  L.  E.  i  W.  R.  R„  dk*.  k  imp, 

liii,9%,l»43 

fj.  Y.  *  l!b.  H.  R.,  (d,  m..  4^S,  1«1 
N.  Y,.  On.  A  W.  Ry.,  i.  m.,  4%,  1902. 
N.  Y.,  Phil,  k  Nor.  R.  H.,  1  m..  4^,  IB 
N,  Y_  Sue.  4  W.  R,  R,  I  m,  9^1.  19 
N,  Pm.  Ry.,  pi.  1.  k  1.  g..  37o.  2047. . 
,4%.  1948.. 


ACel.  B 


.  Ry.  A  Bdi,  1  a 


PBin.R.  R..  n.  m„  4H%.  1090 

Ptohi  A  E.  Ry..  1  a.  m.,  4%,  1940 

Pt.  Rndiiif  Ry„  1  m.,  S%,  1941 

St.  J«.  Ry.  Lt.,  Ht.  &  Pwr..  t%.  1S37 . . 

St,  L.  a«r.  ^..  2  m.,  4%.  I9«B 

So,  Pic,  R,  R,  w,  tr,  4M%.  1021 

Bo.  Pm.  R.  R„  C»1..  I  ofc  bl,  S%.  1037. . 
TlJrd  An.  R,  R.,  N,  Y-  l.m.,  i%,  1037 
T.  A  O.  C«t.  R.  E..  1  m,  S%,  19S9. . . . 

Wihuh  R.  R.,  1  m,  9%.  1M9 

W.  Md.  H.  R..  I  m.,  i%,  1»SJ 

AmcT.  Ani.  Cbon.,  1  m.  ct..  9%.  1928 

Amcr,  Ift.  A  Imp,  1  IB,  S%.  1021 

Ama.  Smehn  Sh.  L  f,.  S%.  1938. . . . 
Anw.  Td.  4  Tc,  col.  ir,  4%.  inO  . . . . 

Ams.  Tel  4  Tg,.  n.  4^%.  1>8S 

C«l.  Lottxr.  1 1. 1%.  I*a 

ConPn),  R,  ■.r.c.,S%,l>3l 

EdiKD  El.  lU.,  N.  Y,  I  «.  Q,  9%.  IWt 
Gu  A  El,  Bono  Co,  N,  J„  8%,  IMO. , 
Kinp  Co,  N.^  EL  U.  4  Pwr,  1  dl. 

9%.  1937 

KinB  Co,  N.  Y,  B.  Lt.  A  Pn,,  p.  m, 

8%.  1907 

Uua.  GuCo,  d,  4M%.  I»2» 

N.  J,  aiK,  1  n,  4%,  1928 

Nmit  Cl  Gu,  5%.  1048 

N.  Y.  Oh  A  El,  LI.,  Hi.  4  Pwr,  p.  m. 


Y.*N.J.T«l,p.nL,  8 
It.  PwT,  Nimn  Fklb.  1 


Bk«°b«i  k aieii'ji.m.!  4M%l'l»18.'.' 


10.000 

29,'000 
30,000 

12.000 


30,000 
10,000 
10,000 


11,200 
43.900 

28,350 
10,000 

12.490 
29,000 
48,500 


26,SO0 

20,400 
12,840 
0,900 
15,750 
29,250 
10.700 


29;000 
29,000 

38.150 

10,000 
2S,000 

« 

K 

S 

14.000 

l^ooo 

S 

19,980 

ifjffi 

s 

S 
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FEDERAL  INSURANCE  COMPANY.  Jersey  City,  N.  J .--ConHnued. 


$4U72:  Su  Fimcboo,  1006.  $787,000.    Valoeof  depoaitfui  N.  J., 
SlOQlOOO:  in  Cabs.  $24450. 

DIRECTORS:  P«rcv  Chubb,  F.  H.  Solan.  Samuel  Sofam,  Wm. 
SehaO.  Jr.,  Chariea  M^era,  Wm.  Redmond  Ctobb,  Horaoe  M. 
KHbdtn,  Hcodoo  Cfaubb,  Harold  T.  White. 


TERRITORY  COVERED:  The  company  operates  in  Ala., 
Ark.,  Cain  Colo.,  Conn.,  Cuba,  D.  C^  Haw.,  ill.,  Ind.,  la.,  Kan., 
Ey.,  Mc  Md.,  Mass.,  Mich.,  Mmn.,  Mo.,  Neb.,  N.  D^  N.  J., 
N.  Y.,  0.,  Ore.,  P*..  R.  I.,  8.  D..  Tenn..  Tax,  Utah,  Waah..  W.  Va., 
Wis.  and  Wyo. 


FEDERAL  UNION  INSURANCE  COMPANY,  Chicago,  Ill.§ 

IVeodent,  V.  F.  Mashek;  Secretary  and  Manager,  F.  H.  Oebom.    Organiaed,  1008. 


Unearned  '        Net 
Premiums  i     Surplus 


1015 
1014 

1913 
1912 
1911 


$410,573 

$120,355 

236,203 

63.871 

K7.074 

60.024 

231.916 

60.304 

201322 

50.216 

$67,127 
54,380 
45.055 
46.916 
31.342 


Net 
Premiums 


Total 
Income 


*$201,066 

00,744, 

123.200' 

117.500 

00.387 


$250,311 

109.699 

132,757 

125,160 

97.016 


Loflses 
Pftid 


*$80,326 
50,242 
02.630 
57,466 
50.882 


Dividends 


$10,248 


3.000 


Total  Ex- 
Expenses  !  penditures 


$73,160 
42.400 
39,037 
35,828 
81.604 


$181,734 

101.732 

134.667 

03,293 

91.486 


Incurred 


$98,158 
53.818 
90,770 
61.955 

47,277 


Indodes  $39,856  marine  premiums  and  $26,165  marine  Iobms. 

LiABiLRnB,  Dnc.  31, 1915. 
Losses  unpaid $26,501 


Dk.  31, 1015. 

. .     $202,500 
and  slocks...       117,082 
on    $12,000 

3,810 

59,700 

20,276 

4,205 


Unearned  prems. . . . 
Other  liafaffities 

Total  liabiUtiea.. 
C^Mtal  paid  up. . . 
Netsurphis , 


120,355 
2.500 


$140,446 

200.000 

67.127 


Tote! 


$416,573       Total $418,573 


UadsviitiDg  kiss,  $28,677;  invertmeitt  profit,  $18,643. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31 
$]5b8t2333:  pcerahims  thereon,  $108,327;  marine  and  inknd 
laki  in  focea,  1746,235;  prcminms  thereon,  $28,567. 

BU8INX8S  SINCE  ORGANIZATION:  Ftemiums  reoeived, 
fRMtt;  bsnapMd,  $522,000;  diridends  declaied.  cash,  $22,248. 

MORTGAGE  LOANS:  There  are  31  kans,  agKreoating  $202,- 
tOOl  moBliy  proteeled  fay  bciok  flats  m  Chieago,  whicn  with  oth^ 
,  an  ▼afaied  at  $455,500.    There  was  no  interest  past  due 
31,  baL    Campany  hoUs  $236,000  fire  nnarance  on  the 


BOH13B  AND  ffTOCEB  OWNED: 


CoQkCo..IIL,4%.l«23.... 

Cki,4%.lfiM 

GbL.  Lb.  Pk^  4%.  1026-10. 


fv 

Market 

Vahie. 

Vahie. 

$10,000 

$10,000 

2.000 

2,000 

18.000 

18.000 

Bonds  and  Stocks  Owhb.— Coat. 
Bonds. — Cent. 

Chi..  San.  Diet.,  4%,  1025-10 

Chi.,  So.  Pk.,  4%.  1926 

Chi.,  W.  Pk.,  4%,  1922 

Wabash  Co..  111.,  ac.  dist.,  5%,  19254.. 

Col.  k  So.  Ry.,  4^%,  1035 

So.  Ry.,  4%.  1956 

Pub.  Ser.,  N.  lU..  5%.  1956 

Srooca. 

C.R.LAP.Ry 

3  Nat.  Ex.  Bk..  Sandusky,  0 

Union  NatL  Bk.,  derehmd,  O, 


Par 

Market 

Value. 

Vahie. 

$25,000 

$25,000 

10.000 

10.000 

6,000 

5.000 

5,000 

5.200 

10.000 

8,600 

10.000 

7.100 

5.000 

4.700 

5,000 

000 

5,600 

9.520 

5.625 

10.406 

Totab.  (book  value.  $116.582) $116,225      $116,426 


MISCELLANEOUS:  Company  oommenoed  business  in  1008 
with  a  paid-up  capital  of  OlOO^OiOO  and  an  initial  eash  lurphia 
of  $49,998.  During  1914,  capital  was  mereased  to  $200,000  and 
$42,180  was  added  to  surjrfus  by  sale  of  new  stoek. 


DIRECTORS:   Capt.  0.  W.  Bl 
Embree.  A.  W.  EUenberaer,  W.  0. 
Koehmsted,  Geo.  W.  Eeehn,  Chas 
Potter.  J.  M.  Kralovec  J  J.  McKdvey. 
Coulton. 


X,  W.  R.  Creer,  J.  W. 

C.  E.  Kremer,  A.  0. 

V.  F.  Mashek,  F.  P. 

H.  MoKetvey,  Geo.  A. 


FIELD  MEN  AND  TERRITORY  COVERED:  W.  C.  Ander- 
son,  special  agent  for  entire  territory.  The  company  operates  in 
HI.,  Massn  Mieh.,  N.  Y.,  0.,  and  Wu. 


both  fire  and  marine  insunnce. 


FIDELITY-PHENIX  FIRE  INSURANCE    COMPANY,  New  York.§ 


Georae  E.  Eline;  Second  Vioe-Pkesident  and  Secretary,  J.  E.  Lopes;  Second  Vioe-IVesident 
aad  OooBsel.  Da^  Ramsey;  Second  Vioe-PteBklent,  C.  R.  Street;  Secretaries  James  A.  Swinnerton,  F.  R.  Milhrd, 


Snst  Stonn,  F.  W.  Koeekert;  Assistant  Secretaries.  N.  T.  Robertson,  S.  R.  Kennedy: 

Auditor,  Edward  Randall    Orsuiiaed,  1010. 


YwJ    AaseU 

Uoflarned 

^Nrt 
Suipius 

Net 
Ptemiums 

Total 
Income 

Losses 
Pkid 

DiridttKk 

Expenses 

Total  Ex- 
penditures 

Losies 
Inonrred 

ms     I7.7B817W 
liB     14»972LM9 

ins   uMnjon 

mi     14JIM33 

$7,000,826 
7.558,1]5 
7460^047 

0^660,60$ 

$6^4.021 
4.020.303 
4.104,606 
4,500,670 
4.227,756 

*$6,730.051 
6,553,443 
6,289.800 
6.185,001 
6.021,188 

$7,686,658 
7.229.192 
6.859.194 
6385,000 
6365.877 

*$8.270.461 
8,313.581 
3,281,106 
8,105.407 
8.514,496 

$250,000 
250,000 

25aooo 

250,000 
250,000 

$2,778,215 
2,666,071 
2.637,831 
2.605435 
2,534307 

$6,208,676 
6.230382 
6,160,027 
6,060.632 
6,200,095 

$8,106,407 
8301,582 
8.186,006 
8.344351 
8,422,207 

9143,405  uriDa 

31, 1015. 

..     $666300 

15300 

..  14339,008 

..    1367.705 

809.770 

68,106 

438.167 


and  $60,034 

LuaoRna,  Dao,  31. 1015. 

LosBBSonpaid $466,301 

Unearned  prems. . . .  7.000,326 

Divklsmb 250.000 

Other  liabilities....  450.060 


$17305330 

U>..       106.122 


Totalliafailities...  19.075.687 
Caphatpaidnp..  2.500.000 
Netsorphis 6314.021 


,$17,780,706       Total $17,780,706 


pnil,  $470832;  investment  profit,  $1,454,006. 


§Transacts  fire  and  marine  business. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$1,448.163303;  ptanrams  thereon,  $14,087,683;  marine  and 
inland  risks  in  force.  $6304305;   premiums  thereon.  $151,760. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeiTed. 
$210,273,676;  Iobks  paid,  $111,356,058;  dividends  decUred,  cash, 
$7,384,000. 

REAL  ESTATE  OWNED:  Comprises  bt  25  x  100  feet  with  4- 
story  brown  stone  front  building,  situated  150  Montague  st.,  Brook- 
lyn. N.  Y.;  plot  of  land  with  3  and  4-story  buildings,  dtuated 
113-115-117-119  Broadway.  Brooklyn.  N.  Y.;  4-storybrick  and 
stone  office  building  at  198  Montague  St..  Brooklyn,  and  7-st(^ 
brick  oflioe  buikling  at  12-16  Court  St.,  Brooklyn.  N.  Y.;  all 
carried  at  hock  value. 

MORTGAGE  LOANS:  There  are  5  mortgage  loans,  sg|^ 
gating  $15,500.    The  mortgaged  property  is  located  in  Brooklvn* 
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N.  Ym  and  is  valued  at  133,500  and  the  company  holds  $21,500  of 
insurance  on  the  mortca«ed  buildings. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

San  Ant.  ft  As.  Pass.  Ry.,  1  m.,  g.  c.  4%, 
1943 • 

Sea.  A.  L.  Ry.,  1  m.  g.  c,  i%.  1950 

S.  ft  N.  Ala.  R.  R.,  gn.  cs.  m.  g.  c,  5^o, 
1963 

So.  Ry.,  dev.  ft  gn.  m.  g.  c,  i%,  1956. 

So.  Pac.,  San  Froo.  TbIm  1  m.  g.  c,  4~ 


70. 


1950. 


Texas  ft  Okla.  R.  R.,  1  m.  g.  c.  5%.  1943 
Third  Ave.  Ry.,  N.  Y..  1  r.  m.  g.  c,  4%, 

1960 

Un.  Term.,  Dallas,  Tex.,  1  m.  g.  c,  5%, 

1942 

Amer.  Agr.  Chem.,  com.  d.  cv.  g.  c,  5%, 

1924. 


Amer.  Can,  s.  f.  d.  g.  c,  5%.  1928, 
mer.  ( 
mer.  ^ 
1926. 


d.  g. 
Amer.  Cotton  Oil,  di.  z.  c.  S'^'c,  1931 . 
Amer.  Smelters  Sec.,  a.  s.  f.  cv.  g.  c,  6%, 


Armour,  111.,  r.  e.,  1  m.  g.  c,  ^^-2%,  1939 
Beth.  Steel,  Pa.,  1  ex.  m.  s.  f.  g.  c,  5^c. 

Beth.  Steel,  PA.,  1 1.  ft  r.  m.  s.  f.  g.  c,  5% 

1942 
Cs.  Ga8,N.  Yi,  d.'cv."  c'e^ii  im. '. '. '. 
Com  Prod.  Ref.,  1  m.  s.  f.  g.  c.  5%,  1934 
Chile  Copper,  del.  col.  tr.  cv.  g.  c,  7%, 

1923 

Fire  Co.  Bldg.  Corp.,  1  m.  s.  f.  g.  c.  4H%, 

1961 

Gn.  Rubber.  N.  J.,  n.  d.  g.  c.  5^.,  1918 

111.  Steel,  d.  gc.  c.  4M%.  IMO 

Insp.  Cs.  Copper,  1  m.  cv.  c.  6^o  1922. . 
Intemat.  Mercan.  Mar.,  m.  col.  tr.  g., 

4Vi8^ol922 

Lebanon  Gas  ft  Fuel.,  Pa.,  gn.  m.,  g.,  5%, 

1956 

Liggett  and  Myers  Tob.,  d.,  g.,  c,  7%, 

2^44 

LorillardVg.i  c,  7%,  1944 

Mont.  Pow.,  1  r.  m.,  s.  f.,  g.,  c,   5%, 
1943 

N.  Y.  G.  4  El.  hi,  Ht."A  Powi.  pur'. 

m.,K.,  c..4'*'(,1949 

Ry.  Steel  Spring.,  1  m.,  s.  k.,  g.,  c,  59c. 

1931 

Rep.  I.  ft  S.,  s.  f.,  m.,  g.,  c,  5'c.  1940 

United  Fruit,  n.,  g.,  c,  5'  i,  1918 

U.  S.  S.  Corp.,  2  m.,  b.  f.,  col.  tr.,  g.,  c. 


5^cv.  1963 


Utah  Pr.  ft  Lt.  Me.,  1  m.,  s.  f., g.,  c,  5<^, 
1944 

Western  Un.  Tjr.,  N.  Y.,  f.  ft  r.  e.  m.,  g., 
c,  4  >./.  0.1950 

Alb.,  Can.,  d.,  g.,  c,  4»  o' ^  1924 

Columbia,  diat.,  rog.,  3.65'  c.  1924 

Georgia,  reg.,  3'  2'"c,  1917 

New  Mexico,  gn.  r.,  4'^c,  1939 

N.  Y.  Cy.,  cp.  tax  ex.,  g.,  reg.,  A'"r,  1936 

N.  Y.  Cy.,  cs.,  tax  ex.,  rcg.,  3''o  1923. . . 

Richmond,  Va.,  reg.,  4':,.  1926-13 

San  Fran.  Expo.,  s.  f.,  g.,  c,  5'(,  1938... 

San  Fran.  St.  Ry.,  s.  f.,  g.,  c,  b'/c,  1951-2 

Toronto,  c,  3»  2'  r.  1944 

Toronto,  c,  4<  o  1948 

B.  ft  0.  R.  R.,  cv.  g.,  c,  4'  ./c.  1933. .   . 

B.ft.O.  R.  R.,3»2'c.l925 

B.  ft  0.  R.  R.,  .'^wn.  div.,  col.  tr,  1  m., 
g..c.,3i2'1.1925 

B.  ft  0.  R.  R.,  n.,  col.  tr.,  g.,  c,  Vj'^t, 
1918 

Cheaa.  ft  0.  Ry.,  cv.,  g..  c,  V^^^i,  1930. 

C.  B.  ft  Q.  R.  R.,  gn.  m.,  c„  4'  i,  1958  . 
Chi.  ft  E.  III.  R.  R.,  gn.  cs.  ft  1  m.  ctfs., 

Kc    1937 

Clevc!  S.  L.  Ry.,  i"m.,V  c,  4^  -./  i ,  1961*. 

D.  ft.  H.,  cv.  g.,  temp.,  5'  J ,  1935 

Denver  ft  Rio  G.  R.  R.,  1  cs.  m.,  g.,  c, 

4^(.  1936 

Detroit  R.  Tun.,  Mich.,   1  ro.,  g.,  c, 

4>i'ol961   

Duluth  ft  I.  R.  R.  R.,  1  m..  c.  5'1,  1937 

Erie  R.  R..  d..  g..  c,  4%.  1953 

Erie  R.  R.,  d.,  cv.  g.,  c,  i'"c,  1953  

Ft.  Worth  ft  Den.  Cy.  Ry.,  1  m.,  g.,  c, 

6^1.  1921 


Pkr 
Value. 


600,000 

50.000 

125.000 

105,000 

100,000 

38.000 

50.000 
50.000 

100.000 

50.000 

90,000 

100.000 

9,000 

95,000 

50,000 

41,000 

25.000 

70,000 

10.000 

10.000 

145.000 

70.000 

60.000 

25.000 

25.000 

80,300 

299,300 

200.000 

25.000 

25,000 

50,000 

100.000 

30.000 

35.000 
50.000 
37,000 


75.000 
25.000 
85.000 
40.000 


Market 
Value. 


125.000 

$17,500 

50.000 

41,000 

50.000 

51.500 

100.000 

71,000 

50.000 

42.500 

10,000 

6,900 

125,000 

102.500 

50,000 

49,000 

50.000 

48,500 

100,000 

98.000 

14,000 

13.440 

125.000 

142.500 

50.000 

46.500 

25.000 

25.500 

200.000 

202.000 

350.000 

441.000 

42.000 

40,320 

245,000        330.750 


500.000 

50.000 

113,750 

149.250 

96.000 

22,800 

62.500 
62.000 

95,000 

42.000 

86,400 

97,000 

9,000 

98,800 

46.500 

38,.540 

23.000 

72.S00 

9.1KX) 

9,600 

142.100 

64.400 

57.380 

26,250 

26,500 

64.459 

242,433 

194.000 

22,750 

23.000 

50.500 
86.000 
27,600 

28.350 
50.500 
39,220 


50.000  40.000 


69.000 
2.5.750 
61,200 
32,800 


101.000        106,000 


Bonds  and  Stocu  Owmd.— C01U. 

Bonds.— Coftf. 

Galveston.  H.  ft  H.  R.  R.,  1  m.,  g.,  c,  5%. 

1933 

Mobile  ft  0.  R.  R..  1  m..  ext..  g.,  c.  6%. 

N.  0.,  M.  ft  Chi.  R.  R.,  r.  m.  g.,  reg., 
ctfs.  dep.,  5%.  1960 

No.  P*c.^t.  N.  Jt.  C  B.  ft  Q.,  col. 
g^o.,4%.1921 

Stocks. 

A.,  T.  ft  S.  Fe  Ry.,  com 

At).  C.  L.  R.  R.,  com 

D.  »  u.  Iv.  K.,  p 

B.  ft  0.  R.  R.,  com 

Bklyn.  R.  T..  Bklyn.  N.  Y 

Uent.  K.  K.,  N.J 

Chi.  ft  Nwn.  Ry.,  p 

Chi.  ft  Nwn.  Ry.,  00m 

Chi.,  St.  P.,  Minn,  ft  0.  Ry..  p 

Chi.,  St.  P.,  Minn,  ft  0.  Ry..  com 

D.ftH 

U.,  Li,  dc  W .  K.  K 

Erie  ft  Pitts.  R.  R 

Gt.  Northern  Ry..  p 

Hocking  Val.  Ry 

L.ftN.R.R 

Manhattan  Ry.,  N.  Y.  Cy 

Mich.  Cent.  R.  R 

N.,  C  ft  bt.  L.  Ry 

Pitts,  ft  Lake  Erie  R.  R 

So.  Pac,  com 

Union  Pac.  R.  R.,  p 

^^nion  Pac.,  R.  R.,  com 

W.  Maryland  Ry.,  p 

Central  Tr..  N.  V.  Cy 


Nat.  Bk..  N.  Y.  Cy 

Nat.  Bk.  of  Commeree,  N.  Y.  Cy 

Nat.  Cy.  Bk.,  Bklyn.,  N.  Y 

Amer.  Lt.  ft  Tc,  N.  J.,  p 

Amer.  Lt.  ft  Tc,  N.  J.,  00m 

Amer.  Can  Co.,  p 

Amer.  Smelting  ft  Refining,  N.  J.,  com . 

Amer.  Smelters  Sec,  N.  J.,  p 

Anaconda  Copper  Mining,  Mont 

D..  L.  ft  W.  Coal.  N.  J 

Fire  Cos.  Big.  Corp.,  N.  Y 

General  Chera.,  N.  Y.,  p 

N.  Y.  Mutual  Gas  Lt..  N.  Y 

Prairie  Oil  ft  Gas.  Kan 

Sears.  Roebuck,  N.  Y.,  p 

So.  PennOil 

Standard  Oil 

United  Cigar  Stores,  p 


Pw 

Market 

Vahie. 

Vahie. 

$100,000 

IS4.000 

12JD00 

12,840 

35.000 

17.500 

76.000 

74.480 

200,000 

216.000 

341,000 

397,265 

61.200 

47,124 

58.500 

55.575 

150.000 

134.250 

220.000 

660,000 

50.000 

87,500 

20.000 

27.350 

100.000 

136,000 

120.000 

146.400 

110,000 

168,300 

334.000 

1.554,880 

25,000 

32.750 

300.000 

381.000 

30.000 

31.500 

300.000 

387.000 

100,000 

131.750 

30,000 

39.600 

100.000 

134.000 

20,000 

72.000 

150,000 

156.750 

100.000 

83,000 

500.000 

705.000 

200.000 

84.000 

17.400 

203.580 

10.000 

93.000 

31.700 

57.694 

30.000 

84.600 

50.000 

56.000 

70.000 

275,100 

150.000 

170,625 

500.000 

540.000 

200.000 

185.000 

125,000 

227.500 

58.250 

176,206 

1.000.000  • 

1,000.000 

50.000 

57.750 

50,000 

77.000 

10,000 

44.000 

200.000 

253.500 

10,000 

38,100 

20.000 

109.400 

100.000 

116.000 

Totals  (book  value,  114,754,741) $11.495.650*$14.8O3.3n 


*Securitiee  as  per  company's  valuations;  the  item  in  assets  is 
based  on  Ins.  Dcpt.  valuations. 

MISCELLANEOUS:  This  company  is  an  amalgamation  of 
the  Fidelity  of  New  York  and  the  Phenix  of  Brookb^n,  which 
took  place  early  in  1910.  Values  of  special  deposits:  Canada. 
¥352.103;  Ga..  $30,700;  N.  M..  $9,700;  Va..  $49,810. 

DIRECTORS:  Charles  Altschul,  E.  C.  Converse.  Henry 
Evans,  Francis  L.  Hine,  Eugene  Meyer,  Jr.,  William  H.  Moore. 
Henry  K.  Pomroy,  John  J.  Riker,  K.  R.  Stettinius,  Samuel  A. 
WaUh,  Albert  H.  Wigsin,  Dudley  Olcott,  2d.,  Edgar  Palmer* 
Henry  R.  Taylor,  J.  .\rmory  Haskell. 

MANAGING  UNDERWRITERS,  FIELD  MEN  .AND 
TERRITORIES  COVERED:  Home  office,  80  Maiden  Lane: 
(i.  E.  Kline,  vice-president,  general  supervision  of  entire  field. 
Eastern  territory:  S.  R.  Kennedy,  assistant  secretary.  New  York; 
special  aennts:  C.  G.  Baxter,  Roseland.  N.  J.,  for  southern  N.  J.; 
P.  A.  Costn'uve,  Hartford,  Conn.,  for  western  Mass.,  Conn,  and 
Vt.;  J.  Ci.  Derby,  Boston,  Mass.,  for  eastern  Mass.  and  R.  I.; 
Paul  L.  Haid.  Pittsburgh,  Pa.,  for  western  Pa.;  N.  P.  Hodges, 
Rochester.  N.  Y.,  for  western  N.  Y.;  Lester  B.  Howard,  Augusta^ 
Me.,  for  Me.  and  N.  H.;  Geo.  W.  Ingalls.  Syracuse,  N.  V.,  for 
central  N.  Y.;  D.  N.  Iverson,  Elisabeth,  N.  J.,  for  northern  N.  J.; 
R.  G.  Levpoldt.  Phila.,  Pa.,  for  eastern  Pa.;  H.  A.Robier,  Balti- 
more, Ma.,  for  Md.,  Del.  and  D.  C;  W.  N.  Van  Alstine.  Albany.  N. 
Y..  for  ea.stern  and  suburban  N.  Y.;  Engineers  representing  Sprinko 
lered  Risk  department:  E.  S.  Brokaw,  Bound  Brook,  N.  J.,  for 
N.  J.;  H.  C.  Fenno,  Phila.,  Pa.,  forMd..  Del.,  and  D.  C;  R.  H. 
Peck.  Syracuse.  N.  Y.,  for  N.  Y.  SUte;  C.  W.  Pierce,  Boston, 
Mam.,  for  New  England.  Southern  territory:  N.  T.  Robertson, 
assistant  secretary.  New  York;  special  agents;  B.  K.  Clapp, 
Atlanta,  Ga.,  for  Ga.;    W.  F.  C.   Fellers,  Jacksonville,   Fla... 
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for  FU.:  A.  F.  FiU-Simoos,  Birmingham,  AJa.,  for  Ala.;  Ben.  R. 
Fnnklin.  New  Orlemns.  La.,  for  Mias.  and  La.;  E.  W.  Grigg, 
Petersburg.  Va.,  for  Wand  N.  C;  Glenn  T.  Herndon.  Dallas,  Tex.. 
f<ir  DortbemTex.;  L.  H.  Piatt.  Little  Rock,  Ark.,  for  Ark.;  Nelson 
R«ed.  Pferkeraburg.  W.  Va..  for  W.  Va.;  Dallas  Smith.  San  Antonio, 
Tex.,  for  aoatham  Tex.:  Engineer  representing  Sprinklered  Risk 
departmeot:  F.  E.  MeKnight.  Atlanta,  Ga..  for  Ala.,  Fla.,  Ga.,Mis8., 
N.  C  S.  C.  and  Va.  Brooklyn  office,  16  Court  St.,  B.  C.  Thorn, 
matuger;  specif  agent,  J.  F.  Price,  Brooklyn,  N.  Y.,  for  Long 
IsUod.  Canadian  office:  Lewis  bldg.,  Montreal.  Can.,  W.  E. 
BAkhiia.  manager:  Joseph  Rowat,  assistant  manager;  special 
ixsnte:  A.  M.  Ballard,  Halifax.  N.  S..  for  Maritime  Provinoes; 
R.  DeGrandpre.  Montreal,  Que.,  for  Quebec;  H.  Howes,  Vancouver, 
B.  C^  for  B.  C;  E.  McKay,  Winnipeg,  Man.,  for  Great  Lakes  to 
Rocky  Mta.:  D.  B.  Steet,  Toronto.  Ont.,  for  Ont.;  Western  depart- 
ment. 137  La  Salle  St..  Chicago,  111.,  C.  R.  Street,  vice-president; 
F.  W.  Koeckert.  secretary;  W.  H.  Clemons,  general  adjuster. 
^^o^ial  agents  and  field  men:  Robt.  D.  Air,  Kansas  City,  Mo., 
itaie  a^ent  for  Kan.;  Cecil  T.  Collins,  Loe  Angeles,  CaL,  special 
xE«nr  for  .\rix.  and  southern  Cal.;  E.  J.  Arimond,  Campbellsport, 
Wu .  special  ai^ent  for  Wis.;  J.  W.  Bailey.  Denver,  Colo.,  state 
ss«%t  for  Cok>..  Mont.  N.  M..  Utah  and  Wyo.;  John  Bauer, 
Cb^-ago,  II'..  special  acent  for  III.;  Harry  W.  Carey.  Springfield, 
0..  ^pertal  urent  for  O.;  C.  A.  Cook,  Indianapolis,  Ind.,  special 
a.t^nt  for  Ind.:  S.  W.  Cook,  Evansville,  Ind.,  special  agent  for 
^^z'.btrn  Ind-:  O.  L.  Danek,  Fargo,  N.  D.,  special  agent  for 
Minn,  and  X.  D.;  Thoe.  R.  Dungan.  South  Bend,  Ind.,  special 


agent  fur '  northern  Ind.;  Chas.  Estborn,  Chicago,  III.,  special 
aiEent  for  Cook  county;  Wm.  A.  Harvey,  Dm  Moine&  la., 
special  agent  for  Kan..  Mo.  and  Neb.:  W.  B.  Henry,  Kansas 
City.  Mo.,  adjuster  for  la.,  Kan.,  Mo.  and  Neb.;  Fred  D. 
Hougham.  Seattle,  Wash.,  state  agent  for  Wash.;  E.  H.  Johnson, 
Indianapolis,  Ind.,  special  agent  for  Ind.;  Gamett  Kenaper,  Lex- 
injston,  Ky.,  special  agent  for  Ky.;  Frank  Kilpatrick.  Oklahoma 
City,  Okla..  special  aaent  for  Okla.;  Fred  H.  Kinney,  TaylorviUe, 
lU..  q)ecial  agent  for  111.;  Geo.  A.  Lane,  Woo^ter,  O.,  special  agent 
for  0.;  C.  JL  Lingenfelder,  Chicago,  III.,  special  agent  for  III.; 
J.  C.  Lucas,  Nashville.  Tenn.,  special  agent  for  Tenn.;  W.  B.  Mc- 
Causknd,  Billings,  Mont,  special  agent  for  Mont.;  J.  A.  Mc- 
Clelland, East  St.  Louis,  Mo.,  special  agent  for  III.;  F.  M.  Pond, 
Omaha,  Neb.,  state  agent  for  Neb.;  W.  H.  Rains,  Sioux  Falls. 
S.  D.,  special  agent  for  Minn,  and  S.  D.;  A.  C.  Robertson.  Oklahoma 
City,  Okla.,  state  agent  for  Okla.;  Z.  Z.  Savory.  Minneapolis, 
Minn.,  state  agent  for  Minn.;  E.  M.  Scharf,  Portland,  Ore., 
special  agent  for  Ore.  and  Ida.:  Paul  A.  Schmuck.  St.  Louis,  Mo., 
special  agent  for  Mo.;  Theo.  Schnitaler.  Milwaukee.  Wis.,  special 
agent  for  Wis.;  W.  G.  Shine,  Kansas  City,  Mo.,  special  agent  for 
Mo.:  Chas.  E.  Siefken,  Omaha,  Neb.,  special  agent  for  Neb.; 
A.  P.  Skowrup,  Milwaukee,  Wis.,  state  agent  for  Wis.;  H.  H. 
Thatcher,  Pontiac,  Mich.,  state  agent  for  Mich.:  W.  J.  Wood, 
Indianapolis,  Ind.,  state  agent  for  Ind.;  H.  R.  Wickler.  Sacra- 
mento. Cal.,  special  agent  for  Cal.  The  company  operates  in 
Canada  and  in  all  of  the  states  and  territories  of  the  United  States 
except  Haw..  P.  I.  and  Porto  Rico. 


FIRE  ASSOCIATION  OF  PHILADELPHIA.  Philadelphia,  Pa. 

IVeaident.  E-  C.  Irvin;  Vice-President,  Theo.   H.  Conderman;  2d  Vice-President,  John  B.  Morton;  Secretary  and  Treasurer, 

M.  G.  Garrigues;  Assistant  Secretary,  R.  N.  Kelly.    Organised,  1817. 


Yeab     Assets 


mi 
mi 

1-^13 

r*i2 


|9.S48,357 
9.107.411 

9.054.050 

V>42,706. 


Unearned 
Premiums 

$.5,687,488 
5,549.449 
5,445.444 
5,350,762 
5..349,375 


Nei 
Surplus 


$2,408,235, 
2,253,7051 
2.495.966' 
2.553,7091 

2.458.84SI 


Net 

Premiums 

$4,409,965 
4.307,132 
4,258,129 
4.170.7781 
4,231.667 


Total 
Income 

$4,891,175 
4,720.070 
4.665.378 
4.561,460 
4,617.687 


liOSSCS 

Paid 


Dividends       Exp*'n«ea 


$2,389,058 
2.629.937 
2.265.771 
2.401.259 
2.378.917 


$300,000 
300.000 
300,000 
300,000 
300.000 


$1,796,191 
1.709.630 
1.746.385 

1,688.384 
1.693.894 


Total  Ex- 

Losses 

penditures 
$4,485,249 

Incurred 

$2,286,870 

4.639,567 

2.708.418 

4.312.156 

2.265.452 

4.389.643 

2.366.399 

4.372.811 

2.404,102 

I'nearaed  premiums  include  amounts  Geclaimable  on  perpetual  policies. 


.Assm.  Dec.  31.  1915. 

Red  estate $718,.5.50 

M  xicMK  loans       .  .  2.030.394 

Besd*  and  stocks  ..  5.072.784 

C4himl  loans  ....  85,826 

Ciah 609.238 

AsPDtj"  balances  738.030 

hvTPSt  and  rents.   .  130.895 

Oiha-  assets  ...  13,726 


LuBiLiTiKs.  Dec.  31,  1915. 

Losses  unpaid $439,246 

Unearned  prems 4. 1 94,293 

Perp.  dep.  reel 1,493.195 

Other  liabilities 63.388 


Total  liabilities...  $6,190,122 

Capital  paid  up 750.000 

Net  surplus 2.408.235 


I'Aii 

*pL  dirp,  over  liab . 


Totxl 


$9,399,443 
51.086 


f9..348.357        Total $9.348..357 


Caderwriting  profit,  $1.54,152;  investment  profit,  $320,091- 

RI^KS  AND  PREMIUMS:  Fire  risks  in  force,  (except  per- 
peii&Ui.  December  31.  $823,936,193:  premiums  therf^jn.  $8,041. 
M3  Dernetjal  fire  risks,  $72,223,513;  deposit  premiums  thereon. 
I1.»^S,338. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  receivod. 
I112,65\hf>6;  loosefl  paid,  $64,450,785;  dividends  decbred,  cash. 
^.•!jy,762. 

REAL  ESTATE  OWNED:  The  principal  ilcnw  are  the  com- 
pacy's  home  office  building,  a  7-story  stone  and  steol  structure. 
el  N'.  W.  oor.  4th  and  Walnut  sts..  Philadelphia,  carried  at  $450,000 
;biJok  vahife.  $46<6.3^7),  and  the  4-8tor>'  stone  office  builditiR.  407- 
4(^  Walnut  St.,  which  cost  $121,268.  and  is  carried  at  $114,000. 
T^  only  other  single  properties  carried  at  over  $5,000  are  the 
f>  J  )Viiig:  4155-4163  Frankford  ave..  mill  and  dwellings,  valued  at 
Tr^UWO;  201  FecUral  St.,  Camden.  N.  J.,  a  2-8tory  brick  ottire 
boLJing.  rahed  at  $13,000:  531  East  Broad  9t..  Columbus.  ()., 
I  dveibng  carried  at  $6,000;  stores  and  dwellings  at  Front  and 
ifff^wn  sts..  Philadelphia,  carried  at  $7,500:  13  dwellings  on  Ray 
s&i  Boston  stJu.  Camden,  carried  at  $10,400;  a  dwelling  at  2013 
I  ^xh  n^  Clevelaod,  0.,  ^-alued  at  $8,000;  a  dwelling  at  8013 
Lscia  are^  Cleveland,  carried  at  $7,000. 

MORTG.VGE  LOAN'S:  There  are  loans  aggregating  $2,017,842 
''3  property  worth  $5,395,407.  The  brgest  of  these  are  one  of 
$44.f»JU  oo  DToperty  on  Race  St..  Phib..  worth  $60,000:  one  of 
l^j/m  on  farm  bands  in  Marshall  &  Polk  Co.,  Minn.,  valued  at 


$78,000;  onp  of  $53,000  on  an  apartment  house  in  Cleveland,  0., 
valued  at  $  ISO.  000,  and  one  of  $37,000  on  church  buildings  in 
Cincinnati.  ()..  valued  at  $218,000.  Most  of  the  loarui  average 
around  $J.00()  and  range  from  $400  to  $35,000.  The  company 
holds  $2,410,000  of  insurance  on  the  mortKaa;ed  buildings.  On 
Dec.  31,  iaj«t,  there  was  $6,668  of  interest  past  due. 


COLLATERAL  LOANS  are  as  follows:  Market 

Value. 
M.  on  premises  Beecher  St..  iSvracuse, 

N.  Y ' $3,000 

First  Nat.  Bk.,  Phila 6.400 . 

German  .\mer.  Ins 1,4U0I 

Pullman  Palace  Car 10,000 

Fkd.,  Tar-oiiv  A  H.  St.  Rv..  1  m 5.000 , 

West  Phila.  Titk  &  Trust    3,000 

Industrial  Ti'lc  4  Trust.  Phila 20,000 

Mohawk  Valley 10.0001 

Svracuso  R.  T..  2d  m 4.0(H)1 

UnderwrifrTs'  Blir..  N.  Y 1.750 

Dan.,  Irbaua  A  (\hamp.  Ry.,  k   2.mM) i 

Cs.  Traction.  N.J 1.000  ' 

Pa.  &  N.  J.  Sec.  Corp..  g 3»),(MM) 

Totals $10.1,5.50 


BONDS  .\ND  STOCKS  OWNED: 

Bv)NDS. 

Atlanta,  Ga..  r.^K-  rfi..  4»  2"".'.  1M2 

Atlantic  Cy..  N.  .1.,  wat..  5'  (.  I'.i25     .    . 
Auu'istu,  G:i..  n*ff.  tl.  prot..  4'  j' , .  1922.. 

Baliiiuoro.  .Md..  sr..  4' :' , .  W2^ 

Birmiii;iham,  Ala.,  pub.  imp.,  p.  n-.  6*f. 

1!IL»2 

BirminKhani.  .\la..  ;uin.  r.  p.  g.,  5'  i.  1930 

Butte.  Mont.,  r..  4»  .';,-,  1925 

Dallas,  Tex.,  g.  wat.  wks.  imp..  4' ,' ,  1947 

Duluth,  wat.  A  It.  g.,  5<  c.  l'-»-'6 

Greenville.  S.  C  st.  imp..  5' ;.  1942  .... 

Houston.  Tex.,  st.  pav.,  5' ;.  IWS 

Mobile.  .\la..  r.,  4'  V  ; ,  1937 

N.  Y.  Cy.,  4«j';,,  1957 

N.  Y.  Cy.,  g.  ex.  corp.,  4»  2'  c.  19«)3 


Par 
Value. 
S.i.lMX) 
2.V(i(M) 

5.01)0 
25.000 

20.000 
30.000 
25,(M)0 
10.(K)0 
100.000 
2.5,000 
2.5.000 
50.000 
25.000 
50.000 


Amount 
Loaned. 

$1,600 
15.076 

16.000 

1.400 
10,000 

10.000 
5.250 
1.500 

2.5.000 


$S.5.S20 


Market 
Value. 
$5,000 
20.000 
5,125 
25,7.50 

21.(X)0 
31.. 500 
24..500 
9..500 
106.000 
26,500 
26,000 
50.000 
26..500 
54.000 
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FIRE  ASSOCIATION  OF  PHILADELPHIA,  Philaddphia,  Pa.— Co nlinued. 

™  a—™.  (i_™.  —r..,  p„  Mulni 

ViJue.  Vdui. 


Bomw,— Coni, 

Petenbnrg.  Vi..  i%,  IIIZ9 

Phil..,c.,  4'~„,  IMl        

Ponlsnd,  On.,  Cj-.  HiU..  f..  iVi.  1922. . 

Albiirui,C'aii.,"n.J.,'4i.'.    .B23 

AUtglmy  V'iLR.'R..  B"  11.  !..*%,  1M2 
AHon  R/.  diin..  I  nj.  IT  ''  .1938  .... 
A„  T.  *  3.  Fc  Hy.,  1  m  ir  .  (""o,  1B28. . . 
j|„  E.  <t  Cdi.  R. ».  J  A  r.  ^. «..  3%.  lUS 

Billimon  El..  I  a.  m,  Src.  1M7 

fi,  k  0.  RJL,  Wnip.c.  JI  p.  m..  i%,  IMS 
B.  A  0.  R.  R..  (S!  W.  Div.),  1  m.  t... 

3H%.lWi 

B.  A  0.  R.  R..  tq.  tr..  4ii^^  1911^23. . . 

B.  *  A,  R,  R-  (T.  U..  yi.  IBld-lI 

B.  V«i.  Tc,  pi.  m.  g.,  4%.  IMJ 

B.  *  W.  Si.  ^,  1  m.  i_  *«-„  1821 ., , 
Bklyo.  Ud.  El.  H.  R.,  1  m.  ■-,  ilVo,  ISM. 
B.4  8.Ry.,w.lr.,S'fc,l1Hfl  

C.  k  lod.  R.  R,  a.  U.,  i%.  1W2-2J.. . . 
C*D.  Nonhan  Ry..  h).  u..  4'i'~c,  IV20.. 

Cent.  C«.  Ry.,  n.  m.  g.,  i5i.  IWS 

Cml.  a>.  I^..  (Chal.  Div.).  pur.  mm., 

m.,  g..  4%,  IMI 

Cwi.  PmRy.,  Piiu..  l  m,  8';,.  1921  . 
Chattuiooci  Jty?,.  I  a.  m.  a.,  b' ', ,  I9M. 
ClioBu  40:  Ry.,  gn.  m.  g.,  th'  i.  IM'- 
Clu.  A  E.  111.  R.  R.,  r.  *  imp.  g..  V7c  IMS 
Chi-  R.  I.  4  Pw.  Ry..  gn.  m.  g.,  *Vr^ 

1988 

Cbi.i  R.  I.  A  Pw.Ry.,  1  4r.  m.  g.,4'v;. 

1984 

Cin.  H.  A  D.  Ry.  r.  gn.  m. «.,  8%,  1942. . 
Cin.,  D.  *  I.  R,  B„  1  m. «.,  S<-„  IMl . , 
C,  L.  A  W.  Ry.,  1  m.  B.  g,  )■"..  1933 . . 

C.  8.  L.  Ry.,  1  m.  g.,  4'  I'.'i,  1  Ml , 

C(ila.Sp.EI.,  lm.g.,5':i.  1920 

Diin.,U.  AC.R-R.,  «„S^i,  1923 

Dnatur  Ry.  A  LI-  1 A  «.  m.  l  t. «.,  h%. 

1933... 

D..  R.,  R.  A  L.  O.  Ry.,  I  m..  i'^,.  1920.. 

D.  A  Nwn.  Ry-  I  n.  nj-  s..  *!5''i.  1921. 

E.  %de  To..  I  m.  (.,  S'^; .  1929  

ErieR.  R.,gn-lii,  B.,4';.,  I»9«.     

Ennnille  A  T.  H.  R.  R.,  I  gn.  m.,  8^^. 

1942 

Fort  nil  To.,  1  m.  g.,  £'7.  1938 

Ind.  Tc  A  Tm.,  1  m.  g.,  8'.;.  1933 

Kin«'i  Co.  Ely.  R.  R.,  1  m,  ■„  V  \,  1949. 
L«f«ynir  Si.  Ry.,  1  m. «.,  Si,<-i,  1923. . 

L.  S.  A  M.  S.  Ry-  (-  4'~,.  1931 

Lehigll  C.  A  Nkv- col.  tr.,  po*.  Id- IH^i, 

1921 

Lehi^  C.  A  Ntv-  a.  n.  l  f.  g.,  4H<~c, 

Uhinn  V»l'.  R.  R..  r«g.  n.  m.,  t^l.  IMS. 

Ltbigh  Vil,  R.  R.,r«_4M'V.  1923 

Lrhigh  Vil.  R.  R..  «T.  1r.  g..  *•-„.  1921. . 

L.  AN.  R.  R.,  V  m.,  81,  IMO 

L.AB.  R.  R- I  Di.g-d'i,  1924 

M.  A  S.  Ry„  A  U-  I  a.  r.  m„  8?^.  llll« 
Metrop.  St.  Ry-  Ku.  Cy-  a.  m.  g..  b%, 

1918 ., 

M.,  K.  A  Okb.  R.  R..  I  m.  g.,  £%,  1942. 

Mo.  Pk.  Ky-  Ir,  g.,  S^^.  1917 

Mo.  Pm.  By-  eq.  ir..  i'\.  191t  

Mutiol  Tm-  Bulfilo.  1  m.  *.  (.  g-  47^, 

Hew«k"lW  Rj'..  i  a.'ni- Src,'i936!^ 
N.  Y.  C.  A  H.  R.  R.  R-  g.  d.  clla-  *%. 

19J4  .,.. 

N.  V.  C.  L..  *q.  Ir..  Sf^,  1919 

OhioR.  H.R-I11),  S';i,  1938 

0.  A  C.  B.  Si.  Ry..  n.  m.  g-  i"„  193)1 . . 
Pmple's  R.  R.,  Srncitte,  1  m-  S'.ii.  1921 

P»ruRy-l  Ar.iB..(-S%.l9l7 

P-  B.  AW.  R.  R.,  g.  In,  4'  V.  19IM8., , 
PhilL.  n.  m.  A  tA.  tr.  g..  8' ;.  1981  ... . 

Phib..  1  m.  AodI.  tr.  g.,  5<'[.  1M9 

Phili.  R«p.  Tnn,,  tq.  u..  S'l.  1917 

Phib.  A  W.  Ch.  Ttu..  4'  c.  1954  

F»U.  A  Clwr.  Bt. Ry.,  I  m.i.,  8<~<,  1931 
Ktu..  Cin-  Chu  A  St.  L.  Ry-  Cim.  m- 


im  Stocu  Ovum,— I 
E.  A  Con.  I^.,  i  •n.  I 


80.000 

3o!ooo 

28,000 


I^tU.,  McE.  A  Orbg.  Ry- 

PuliSw-NmrkTmilRi 

■"   1988..,. 

4  P.  A  R.  C.  A  1. 

loGd.  W.Ry.'.i  w.'ii; 


Bs.  A  R.  R.  R.,  1 1 
-     "  I,  R.  R-  1  r.  n-  g.,  47o, 
r.  R.  R.,  M.  It.,  V^'-.i,  11 


80.000 
80.000 
80,000 


80,000 

8o!ooo 
80,'oao 


t7a  1988. . 

™ir.,»>i':i,mg.... 

a.  Ry-  Lt,  Ht,  A  Fn-  1  m.  g.,  i'. 

i.  L.,  'i.*  Mti!  A  So."  Ry-'  \ia.  'i'\'>, 

1933 

SyiwuK  R.  Tr.  E 
Tno.R,r    ■ 


28,000 
23^480 

8«!ooo 


irVii^-'lni.f-8%,  l»4fl 
.n„ai,L-lOT.m.g-S%, 


Un.  RyR,  B.  U.  (t.  ™«„  4%,  194 
Vn.  Tr»5„«Hj.,  gn.  mg.,  S^t,  1 
Vitub  R.  R-  0,  Di>n  I  m.  g 


4^500 
25,780 


I,  Y.  A  P«nna,  R.  R.,  I  ffi 

ini.Hyi-*iniVg„5''V,i931 
...  _  Elm  Ore.  R.  R-  g-  5<i.  19 
Wh.  AL.  E.  R.  R-lcv.m.  g.  4'.; 

il!  A  Ch.  Tni-  »i!  tr.?8rr,  ioi 
kubs.  A  E.  niu.  St.  Ry.,  1  m 

1929  .,.. 

mt.  III.  LI.  I  A  r.  m. «-  S"-,,  19( 

('in,  Gu  Tnni-  1  m.  g.  8^^,  193! 

D«9tur  Gu  A  El.,  I  m.  g..  S<'<.  19! 

"'iiMi  El.  LI.  a. «,,  i%.  1948. . 
.rrisbon,  Lt-  Hi.  i  PwT..  1  m.  t 


Punic  Struct.  Stol,  O'^i, 
-  MdGuAEI.,  im.g 
UndRi-Bldi-.S.  VmIki 


50,000 

25.000 
80O0 


50.000 

78.000 

50,000 

50.000 

31,000 
30,000 


80.000 

saooo 


50.000 
80.000 


^Chiclll.  . 


1S,1S» 
48,780 

23,525 

3,S75 
80,000 


29,780 

37i0OO 

1B,7S0 
42,000 

44,500 

82,000 

19,250 
23,800 
17,750 

71,280 


25.280 

18.250 
28,378 


10,000         11,400 


20,000 
3,500 
10,000 


Wntcm  Adj,  A  W. 
Pbila.  Baur«F,aini.,, 

Pliilt.  fiouiw,  p 

Undmrrilcrt'  ati\  ~  ~ 
Uadmritcn'  3di 
UniUidGuIinp.. 

TnUk,  Ibook  nluc  t5,3«5, 

■SKuriliHHperCo'lVilue. 

MISCELLANEOUS:  Thli  coapiiiy,  dsMlHr  nth  Iba  Isur- 
um  Compuy  of  Kortb  Ameria,  fuuulo*  tlw  puliiia  of  llw 
Pbilidilplui  UndHwrittn.  CipiliI  bonwd  in  190S  fron 
KOO.MX)  to  1750,000.  udll,250,0CN>  rallied  on  ale  ot  ho  ttoek 
>«ied.    Can<>r*tion  loaa:    bdbmori,  1904,  t3B9.D00:    Su 


RHW 

^^67s 

.    18,321,477 

15,117,992 

o.  1906, 11,8^,930.  MU 


878.311^  Gi 
DIRECTORS:   Elibu  C.  Irvb,  Thto. 


dua  H  qKcnl  dfpwilt.  ^ 
,000:  Cm-  I19.«ia;   N. 
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FIRE  ASSOCIATION  OF  PHILADELPHIA,  Philadelphia,  Pa.— Continued. 


Buttenrarth,  John  McKiniiey.  Robert  WhiUker,  Charles  B. 
Adsmwo.  H.  T.  Potts,  R.  Campion,  Dimner  Beeber,  Geo.  W. 
Neril.  WiUmm  A.  Law,  Edward  J.  Moore,  John  Gribbel. 

FIELD  MEN  AND  TERRITORY  COVERED:  Home  Office 
Jurioifictian.  John  B.  Morton,  Second  Vice-President,  for  the 
geDcrsl  dspartnwnts  and  for  0.  and  Ind.;  special  agents,  J.  A. 
Wetoksd.  Cohpibus,  O^  for  0.  ;  S.  E.  Faber,  Indianapolis,  Ind., 
for  Ind.;  Wilkam  H.  Heilyar,  geniral  agent  for  New  England 
and  Hew  York  department;  special  Ments,  William  Levis, 
BoetoQ.  ManL,  for  New  England:  Geo.  E.  Congdon,  Rochester, 
N.  Y-,  for  western  N.  Y.;  A.  T.  Lovett,  .\lbanv.  N.  Y.,  for  eastern 
N.  Y.;  J.  Woods  Brown,  general  agent  for  Middle  Department 
sad  West  Virginia*  special  agents.  T.  J.  Trout,  Altoona,  Pa., 
John  E.  Thomson,  Philadelphia,  Pa.,  W.  G.  S.  ^vage,  Harrisburg, 
PS^  for  Pa.;  R.  Wesley  Simons.  Philadelphia,  Pa.,  for  N.  J.; 
WnL  Y.  Young.  Baltimore,  Md.,  for  Del.,  Md.,  D.  C.  and  W.Va. 
Soutbra  Dfpartment:  W.  E.  Chapin,  manager,  R.  A.  Palmer, 
aaastaat  manago'.  Equitable  Building,  Atlanta,  Ga.,  special  agents: 
B.  A.  Hamlin,  Dajiviile,  Va..  for  Va.  and  N.  C;  Manon  Knowles, 
AUanta.  Ga..  for  S.  C;  R.  B.  Bamett,  Atlanta.  Ga.  for  Ga.  and 
Fla-:  W.  W.  Graves,  Montgomery,  Ala.,  for  AJa.  and  Fla.; 
.i.  D.  Mc&ide,  New  Orlnns.  La.,  for  Miss,  and  Orleans 
Paiiili  fonly)  in  La.:  Jc^n  F.  Hallman,  Nashville,.  Tenn..  for 
Tens;  Bennett  B.  Bean.  Lexington,  Ky..  for  Ky.  Western 
Department:  J.  W.  Cochran,  manager;  F.  H.  Burke,  assist- 
aot  macager.  Insurance  Exchange  Building,  Chicago,  lU.; 
spedal  sgoits,  J.  Lewis  Cassell,  Chicago,  III.,  for  Cook  County, 
ni;  P.  B.  Chorehill  Helena.  Mont,  for  Mont,  and  Idaho.;  £. 
W.  DK:Tor.  Kansas  City,  Mo.,  for  Kansas  and  Mo.,  R.  B.  Ellis, 


Milwaukee,  Wis.,  for  Wis.;  L.  D.  Griffin,  Denver,  Colo.,  for  Colo, 
and  Wyo.;  Melven  LeP.tre.  Chicago,  111.,  for  111.;  Thos.  C.  Little, 
Chicago,  111.,  for  III.;  C.  D.  Mackenzie.  Omaha,  Neb.,  for  Iowa 
and  Neb.;  A.  F.  Powrie,  Detroit,  Mich^  for  Mich.;  R.  W.  Schim- 
mel.  Minneapolis,  Minn.,  for  Minn.;  Chas.  V.  Wilson.  Fargo, 
N.  D.  for  N.  and  S.  D.;  Ed.  L.  Kelley,  Chicago,  III.  at  large. 
Southwestern  Department:  Tresevant  &  Cochran,  general 
ascents,  Dallas,  Tex.;  special  agents,  Jos.  G.  Smith,  Dallas,  Tex., 
for  central  Tex.;  Frank  A.  Nisbet,  Dallas,  Tex.,  for  northwestern 
Tex.;  P.  L.  Mcintosh,  San  Antonio,  Tex.,  for  southwestern  Tex.; 
V.  B.  Wright,  Houston,  Tex.,  for  southeastern  Tex.;  Sam  M, 
Powell,  W^aco,  Tex.,  for  central  western  Tex.;  Geo.  C.  Young. 
Wichita  Falls,  Tex.,  for  northeastern  Tex.;  E.  E.  Wright,  New 
Orleans,  La.,  for  La.;  W.  E.  Horton,  Jr..  New  Orleans,  La.,  for 
La.;  J.  K.  Shepherd.  Little  Rock.  .Ark.,  for  Ark.;  Chas.  Cotnam, 
Little  Rock,  Ark.,  for  Ark.,  A.  G.  Blacklock.  Fort  Smith,  Ark., 
for  eastern  Okla.  and  western  Ark.;  J.  H.  Price,  Oklahoma  City, 
Okb.,  for  Okb.;  D.  H.  Houseman,  Oklahoma  City,  Okla.,  for 
Okla.;  R.  M.  Anderson,  Dallas.  Tex.;  executive  special  agent 
and  N.  Mex.;  £.  E.  Robinson,  Dallas,  Tex.,  inspector. 
Pacific  Coast  Department:  F.  M.  Avery,  manager.  San  Fran- 
cisco, Cal.;  Chas.  L.  Barsotti,  San  Francisco.  Cal.,  superintendent 
of  agents;  special  agents.  Thos.  F.  O'Grady,  San  Francisco,  Cal., 
for  northern  Cal.,  Nev.  and  Utah;  Howard  W.  Hogan.  San  Fran- 
cisco, Cal.,  for  central  Cal.;  Geo.  F.  Staniford.  Los  Angeles, 
Cal..  for  southern  Cal.  and  .Aris.;  C.  R.  Harold,  Seattle,  Wash., 
for  Wash.,  Brit.  Columbia,  Alberta  and  .Alaska;  Frank  F.  Glover, 
Portland,  Ore.,  for  Ore.  and  southern  Wash. 

This  company  does  business  throughout  the  entire  United  States. 


FIREMANS  FUND  INSURANCE  COMPANY,  San  Francisco,  Cal.§«f 

Preadmt,  Bernard  Faymonville;  Vioe-Proident,  J.  B.  Levison;  Treasurer,  Thos.  M.  Gardiner;  Secretary,  Louis  Weinmann;  Assistant 
Secretaries.  H.  P.  Blanchard.  John  S.  French;  Marine  Secretary,  A.  W.  Follansbee.  Jr.   Organised,  1863. 


YKikt     Assets 


Unearned 
Pnaniums 


I$15 

1914 
1913 
1V12 
J^^ll 


$11426.206 
10,175.434 

9,854,872 
I    9,268.8241 
I    a.64a..592 


(5.661.582 
5.244,797 
5,118,515 
3,812,953 
3.714.708 


Net 

Surplus 


Net 
Premiums 


$2,664,704 
2,275,058 
3.751,245 
3.104.731 
2..581,461 


•$7,821,897 
6,627,131 
7.462,946 
5.472.768 
5.487.674 


Total  Ex- 
penditures 


Losses 
Incurred 


$8,206,146 
7.020.761 
7.862,812 
5,850,333 
5,819.139 


*$4,0S4.815 
3,811,845 
4.005,137 
2,957.912 
3.047.481 


$240,000 
240.0001 
240,000 
240.0001 
180.000' 


$2,629,501 
2.421,463 
2,826,552 
1.987,437 
2.037.227 


$6,954,316 
6,473.3081 
7,071,689 
5,185.349, 
5,264,7081 


$4,331,479 
3.904,192 
4,086.935 
2.873.082 
3,102.287 


*  Indiides  $3,658,942  marine  premiums  and  $1, 
^  Statement  according  to  Cabfomia  standard. 


670,172  marine  losses.    §  Transacts  both  fire  and  marine  business. 


Aasns.  Dec.  31.  1915. 

Bealestate $571,000 

Mortsi«ekans 1.138,154 

Boadi  and  ^ocks . . .  5.777,807 

Cdbuxalbans 272.938 

Cash 2.141,817 

i«ect8' balances  .. .  1.163.159 

laterest  and  rents...  96.935 

Bai«  reeersble 164.396 


LuBiUTiEs,  Dkc.  31,  1915. 

Losses  unpaid $1,147,420 

Unearned  prems 5,66 1 .582 

Div.  unpaid 60.000 

Other  liabilities 292,500 


Total  liabilities. . .  $7,161,502 
Capital  paid  up ... .  1,500.000 
Net  surplus 2.664.704 


Total 


fIU26.206       Total $11,326,206 


I'adovritiiv  profit,  $339,567;  investment  profit,  $290,079. 

fUSES  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$742,586,140:  premiums  thereon,  $8,833,622;  marine  and  inland 
ri^  ia  force.  S107. 197.492;  premiums  thereon,  $2,064,891. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
Sl0iia87,975;  loses  paid.  $62,226,521;  dividends  declared,  cash, 
$&.5564IOO. 

^  RE.iL  ESTATE  OWNED:  The  principal  property  is  that  at 
^  W.  eoraer  SanaoiDe  and  California  sts.,  San  Francisco.  The  old 
^'^id^fflg  has  been  torn  down  and  there  has  been  erected  a  new  fire 
prod  office  bmkfing  the  book  value  of  which  is  $573,442.  The 
<*^  oilker  zmportant  property  is  that  at  comer  of  Montgomery 
>ad  Ssersmento  st&.  which  cost  $66,000.  Taxes  and  expenses 
oa  ral  estate  last  year  was  $15,584. 

MORTGAGE  LOANS:  These  number  78  and  aggregate 
«U%154.  and  are  secured  b^  properties  valued  at  $3,243,450. 
The  eoBpaay  holds  9645,950  msurance  on  buildings.  The  prin- 
^  hmm  are  as  follows:  $75,000  on  half  block  at  Chestnut, 
MosttgoBcry  and  Sanaome  sts.,  San  Francisco,  valued  at  $137,000; 
C^\990  oa  S.  W.  comer  Kearney  and  Clay  sts..  San  Francisco, 
v^^ed  St  9SdjOOO;  945.000  on  Clay,  corner  Davis  St.,  San  Francisco, 
^>iaed  at  $112,000:  S5O.000  on  260  acres  orchard  land  and  impts., 
■w  dm  Joae.  CaL,  vahied  at  $282,000;  $65,000  on  comer  5th 
SBd  Bbxame  sta.,  San  Francisco,  valued  at  $171,000;  $80,000  on 
cvxr  2ad  and  Tehama  sta.,  San  Francisoo,  valued  at  $165,000; 
liamOO  on  comer  3rd  and  Hunt  sts.,  San  Francisco,  valued  at 
ll74J0(h  $90,000  on  earner  6tli  and  Natoma  sts.,  San  Francisco, 


valued  at  $133,000;  $36,650  on  6th  st.  near  Jessie  St.,  valued  at 
$125,000;  $65,000  on  Des  Moines  (la.)  property  valued  at  $90,000, 
$60,000  on  cor.  Cal.  &  Van  Ness  sts..  San  Francisco,  valued  at 
$145,000;  $65,000  on  cor.  5th  and  Minna,  San  Francisco,  valued 
at  $160,000:  $51,250  on  Kearney  near  Bush,  San  Francisco,  valued 
at  $130,000;  $110,000  on  Cal.  near  Front.  San  Francisco,  valued 
at  $195,000.  Overdue  interest  amounted  on  December  31,  last, 
to  $1,681. 


COLLATERAL  LOANS  are  as  follows: 
Securities. 

Nevada  Gas,  San  Francisco 

Union  Traction,  Santa  Crux 

German  Savings  &  Ln.  Society 

Realty  Syndicate \ 

Central  Big.  Property,  ptp 

Conn.  Imp.,  Seattle , 

Conn.  Imp.,  Seattle 

Pac.  Warehouse,  Seattle 

No.  Cal.  Pow 

Sonoma  Co.  Nat.  Bk 

Sonoma  Valley  Bk 

McNear  Co.,  Petaluma 

Seaboard  Bk.,  S.  F 

Novato  Bk.,  Cal 

Bk.  Cal.  Nat.  Assn 

Mercantile  Nat.  Bk 

Savings  Un.  Bk 

No.  Ry.  of  Cal 

Northern  El.  Ry.,  M.  &  C.  br 

Northern  El.  Ry.,  l&cs 

W.  Sacramento,  col.  tr.  &  cv.  g.  n 

Peoples  Wat 


Market 
Value. 
$7,0001 
11,500/ 
21,300 
50,625 
3,750 
4.500 
1,350 
9,000 
15.000 
15.0001 
6,375  I 
7,500^ 
1,760 
I.OOOJ 
94.750 
11.000 
5,405 
26.875J 
50.2501 
12,300/ 
l,a50 
12,750 


Amount 
Loaned. 

$10,000 

10.000 
39,266 

5.000 

1,621 
27,200 

20,000 


100,000 


115.000 

1,372 
10,000 


Totals 


BONDS  AND  STOCKS  OWNED: 

BOVDS. 

United  States,  reg..  1925,  A% 

U.  S.  Gov.,  Pan.  can.  In.,  1961,  S^c 

Alameda,  Cal.,  mun.  imp.,  1930-34,  5%.. 


$370,040       $339,459 


Par 

Value. 

$100,000 

25.000 

25,000 


Market 

Value. 

$109,500 

25,312 

25,892 
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REPORTS  OF  FIRE  INSUR.\NXE  COMPANIES. 


FIREMANS  FUND  INSURANCE  COMPANY,  San  Francisco,  CslI— Continued. 


Bonds  and  Stocks  Ownkd. — Coni. 
BoNDB.— Coni. 


Asutt,  Cal.,  St.  imp.,  1021-40,  6 
Belgrade.  Mont.,  town  hall.  1932,  6%. 
Benicia,  Cal.,  mun.  imp.,  1920-25,  5%. . . 

Cal.,  San  F.  Ka  waU.  1924,  4% 

California,  hwy.  act,  1920.  4% 

Claremont,  Cal.,  high  8C.  dis.,  1921-30. 5% 
Griswold,  la.,  ind.  se.  dis.,  1921.  AW7c-- 
Half  Moon  Bay,  Cal.,  un.  high  sc,  192U 

30.6.V^ 

Hemet.  Cal.,  sc.  dis..  1919,  6% 

Hood  River.  Ore.,  wat.  f..  1922,  5H%. . . 

Kings  Co..  Cal.,  hwys.,  1920,  5% 

Lemoore,  Cal.,  so.  dia.,  1920,  5% 

MasB^  cmw.  met.  wat.,  1941,  Z^'c 

Modesto,  Cal..  sc.  dis..  1929-38.  h^'c 

Monrovia.  Cal..  wat..  1926-34.  5% 

Monterey  Co..  Cal.,  hwys.,  1923-25,  6%. 

Napa,  Cal.,  high  se.  dis.,  1916.  5% 

OnUrio,  Cal.,  wat.,  194044.  S^o 

OroviUe,  Cal.,  sr.,  1917-27,  5% 

Paradise.  Cal..  sc.  dis..  1916-22,  ^%, 

Pomona  Cy.,  Cal.,  high  sc.  dis.,  1916-40, 


i\*r' 


Redlands,  Cal.,  high  sc.  dis.,  1924-28.  5^o 
Redwood  Cy..  CaL.  mun..  1916-50.  5'^c  • 
Redwood  Cy.,  Cal.,  mun.  imp.,  1916-17, 

6h^ 

Rose,  Cal..  sc.  dis.,  1916-20,  6^'c. 

RoseviUe,  Cal..  sc.  dis.,  1920-29.  5% 

San  Anselmo,  Cal.,  mun.  imp.,  1920-34, 

h% 

San  Bernardino,  Cal..  sc.  dis.,  1922,  5^.. 
San  Buenaventura,  Cal.,  mun.  imp.,  1930, 

5^0 

San  Fran.,  Cal.,  cy.  &oo.,fire  prot.,  1939- 


54,  5^- 


San  Fran.,  Cal..  cy.  k  co.,  ey.  hall,  1927- 

38,  5'c 

San  f  ran..  Cal..  cy.  k  co.,  mun.  st.  ry., 

193U  5^ 
San  Fran.!  Cal.,  cy.  k  oo.,  sc.,  1921,  iii% 
Santa  Ana.  Cal..  high  sc.  dis.,  1916-37,  b% 

Sehna.  Cal.,  sr.,  1925-28,  5*''t  

Spirit  Lake,  Ida.,  mun.,  1931.  6^c 

Thermalito,  Cal..  un.  sc.  dis..  1916-19.  h^c 
Tulare.  Cal..  mun.  imp.,  1920-24.  5%.. . . 
Visalia,  Cal.,  mun.  imp.,  1922-26,  5'  c . . . 

Washington,  cap.  big.  wrts..  call,  h^l 

Watsonville  Cal.,  mun.  sr.,  1939-50,  5'  o- 
Whittier.  Cal..  cy.  sc.  dis..  192.5-29.  b%. . 
Whittier,  Cal..  un.  high  sc.  dis.,  1924-26. 


5^- 


Williams,  Cal.,  un.  high  sc.  dis..  1918-21, 

5^f : 

Woodland,  Cal..  high  sc.  dis..  1933-38. 5% 
Atch..  T.  k  8.  Fe  Ry.,  gn.  m.,  1995,  4^0- 

B.  k  0.  R.  R.,  1  m.  g.,  1948,  4'  r 

Cal.  Nwn.  Ry..  San  F..  1928.  5' ; 

Cal.  St.  Cable  R.  R.,  San  F..  1917,  6^c. . 
Cal.  St.  Cable  R.  R..  San  F.,  1916.  6%. . 

Can.  So.  Ry.,  cs.  gr.  g.,  1962.  6'  ( 

Cent.  Pac.  Ry.,  1  r.  g..  1949.  4' , 

C,  B.  k  Q.  R.  R..  111.  div..  cur..  1949, 4% 

C.  M.  &  tSt.  P.  Ry..  gn..  1989.  4*  ( 

C,  M.  &  St.  P.  Ry..  cv.  (?..  1932.  432"^^.. 

E.  Shore  &  Subn.;Ry.,  Richmond,  Cal., 
1940  0^ 

F.  k  C.  H.'Ry.."  San  F..  CaK,'  i9i3,'  6'V.. 

la.  Cent.  Ry.,  1  r..  1951.  4* ; 

L.  Shore  k  M.  So.  Ry.,  1  g..  1997,  3j  2'  c 

L08  A.  Ry.,  Cal.,  1938,  5'  ^ 

Loa  A.  Pac.  R.  R.,  cs.,  1931,  6*  f 

Loe  A.  Pac.  R.  R..  1  k  r..  1943,  5'  c 

Los  A.  Pac.  1  r..  19.50,  4S    

Market  St.  Ry.,  1  cs.,  San  F.,  1924,  5*c. 

Montreal  Tmwy..  1941,  5' ;   

No.  Pac.  Ry..  pri.  In.  ry.  k  Id.  gt.  g.,1997. 


4*^ 


No.  Ry..  Cal..  19.38,  5% 

OakUnd  To.  (>..  Cal.,  1933.  5'  r 

Oakland  Transit,  Cal.,  1918.  6'  J 

Oakland  Transit.  Cal.,  1  cs..  1931.  5',c.. . 

Omnibus  Cable.  San  F..  1918.  6',t 

Ont.  k  San  A.  Hghts.  R.  R.,  Loa  A.,  Cal., 

1935.  6' ; 

Pac.  El.  Ry.,  Los  A.,  1942.  5«V 

Penna.  R.  R..  cs.  m..  1960.  4i  •/  c 

P.  k  S.  R.  Ry..  Cal..  19:M.  5^; 

San  F.  k  No.  Pac.  Ry.,  1919,  5',! 


Par 

Market 

Value. 

Value. 

S10.000 

S10.930 

10.000 

10,285 

15.000 

15,218 

61.000 

60.390 

30.000 

29,700 

10.000 

10.183 

5.000 

5,000 

10,000 

10,576 

10,000 

12,496 

15,000 

15,622 

25,000 

26,300 

14,000 

14,202 

50,000 

42.250 

10.000 

10.294 

10.000 

10.248 

50,000 

54.107 

1,500 

1,500 

10.000 

10.369 

12.000 

12.159 

7,000 

7.233 

25.000 

24,446 

20.000 

20.471 

26.550 

27,393 

2.000 

2.007 

2.000 

2,053 

10.000 

10,084 

10.000 

10,207 

20.000 

20.337 

14,200 

14,607 

150,000 

156,035 

44.000 

459,017 

6,000 

6,270 

25,000 

23,625 

35,000 

23.535 

10,000 

10.203 

4.000 

4,000 

4.000 

4.021 

10.000 

10.127 

10.000 

10,162 

15,000 

15.000 

6.600 

6.8.55 

10.000 

10.217 

5.000 

5.107 

6.000 

6.055 

10.000 

10.408 

50.000 

47,000 

75.000 

68,625 

35.000 

35.525 

20.000 

21.231 

5.000 

5.000 

50,000 

51,935 

50.000 

45.060 

50,000 

47.500 

100.000 

92,500 

700 

714 

25.000 

22.500 

25.000 

25.000 

16.000 

8,640 

25.000 

21.125 

125.000 

122.500 

34,000 

32,130 

106.000 

94.340 

50.000 

45.000 

1.50,000 

102,000 

55.000 

50.600 

100.000 

93.000 

27.000 

29,025 

90.000 

5S.500 

32.000 

30.8J>0 

10.000 

8,500 

143,000 

132,990 

10.000 

10.000 

100.000 

94,000 

50.000 

52.750 

38.000 

34,200 

50.000 

50.375 

g- 


BOND0  AND  StOCKB  OwTOCD. — CotU 

Bonds.— Con/. 
San  F..  0.  k  San  J.  Ry.,  19.33,  5%. . . 
San  F.  A  San  J.  Val.  Ry.,  1940.  5%. . 
San  J.  k  SanU  C.  Co.  R.  R..  1946,  4l^% 
So.  Phc.  Branch  Ry.  of  Cal.,  1937,  6%. 

So.  Pac.  R.  R.,  1  r.,  1955,  4% 

So.  Pac.  Ct.  Ry.,  Cal.,  gr.,  1937,  4%. . 

Sutter  St.  Ry..  San  F.,  1918,  5% 

Un.  Pac.  R.  R.,  1  m.  r.  r.  k  Id.  gt., 

1947,  4% 

Un.  Traction,'  Santa  G..  Cal!.  i935.  5%. 
Western  Pac.  Ry..  San  F..  1933,  5% . . . 
Alameda  Farms,  San  F..  Cal..  1933,  6%. 

Amer.  Tl.  k  Tg..  col.  tr..  1929.  i% 

Bay  Cob.  Pow.,  San  F.,  1930,  5% 

Blue  Lakes  Wat..  San  F..  1938.  6% 

Cal.  Cent.  Gas  k  El..  1931,  5%  

Cal.  Gas  k  El.  Cp.,  un.  k  r..  1937,  5% . . 
Contra  Costa  Wat.,  San  F..  1915.  5'~c  • 
Crocker  Hotel.  San  F.,  Cal.,  1928,  5>  2^f 
Edison  El..  Loe  Angeles.  1  k  r.,  1922,  5% 
Edison  Lt.  k  Pow.,  San  F.,  1921.  6''c 
Hobart  Estate,  San  F.,  1  m..  1922-23,  ^% 

Ins.  Ex.,  San  F.,  1937.  5»  2% 

Iowa  Ln.  k  Tr.,  1919,  5^^ 

Los  Anseles  Ltg-.  1924.  b'"c 

Miller  k  Lux.  Incp.,  1  m.  g.,  San  F..  1935, 

Mt.  Whitney  Pow.  &  El.*,  Ca,U  1939.  6«  c 

Natoma  Dcv.,  San  F..  1917.  6^^  

Nevada  Co.  El.  Pow..  Cal.,  1928,  6*^^: .  . . 
No.  Cal.  Pow..  San  F.,  1  m..  1932,  5^;^:.. . 

No.  Cal.  Pow.,  cs.,  1948,  5<^c 

No.  El.,  Cal..  1  m.,  1955.  5'  r  

Pac.  Gas  k  El..  Cal.,  gn,  r..  1942.  5^0-  •  • 

Pac.  Tl.  k  Tg..  San  F..  1937,  5' I 

Risdon  I.  k  Lo.  Wks..  San  F..  1917.  5^  h- 
Sacramento  El.  Gas  k  Ry..  1927.  5% . . . 

San  F.  Dry  Dk.,  1931,  5'^c 

San  F.  Gas  k  El.,  1933.  4S^c 

San  Joaquin  Lt.  k  Pow.,  Cal.,  1945,  5*^f . 
Siskiyou  El.  Pow.  k  Lt.,  Cal.,  1938,  5',!;. 

Siskiyou  El.  Pow.,  Cal..  1923.  6% 

So.  Yuba  Wat..  Cal..  1923.  ^i% 

Spring  Val.  Wat..  San  F..  gn.  m.,  1923, 4'  L 

Spring  Val.  Wat.,  g.,  1917.  5% 

.Standard  El..  Cal.,  1939,  5% 

Un.  Gas  k  El..  Cal..  1932,  5^7 

Union  L  Wks.  Dry  Dk..  San  F..  1929,  6'  c 

Valley  Cos.  Pow..  Cal..  1930,  5% 

Stocks. 
Anglo  k  London  Paris  Nat.  Bk.,  .^n  F. 

Bk,  of  Cal.,  Nat.  Aswn.,  San  F 

Mercantile  Nat.  Bk.,  San  F 

Nat.  Bk.  of  D.  0.  Mills  k  Co..  Sac 

Security  Savings  Bk.,  San  F 

Sealxiard  Bk.,  San  F 

Union  Trust.  San  F 

C,  M.  k  St.  P.  Ry..  com 

III.  Cent.  R.R .- 

No.  Pac.  Ry 

Un.  Pac.  R.  R„  com 

Mission  Rk.  Co.,  San  F 

Pac.  Gas  k  El.,  1  p   

•Pac.  States  Tl.  k  Tg..  p   

Spring  Valley  Wat.,  San  F 

Oakland  Bk.  of  Savings.  Cal 

Ins.  Exchange.  San  F..  Cal 


Pv 

Market 

Value. 

Value. 

$165,000 

$141,900 

27.000 

29.092 

,        100.000 

80.000 

10.000 

12.000 

200.000 

180.000 

220.000 

202,400 

54.000 

48,600 

100.000 

97.250 

25.000 

12.500 

100.000 

31.000 

15.000 

13.500 

25.000  . 

22.687 

25.000 

25.625 

29.000 

30.160 

5,000 

5.050 

100.000 

97.750 

101.000 

103.525 

50.000 

51.125 

45.000 

43.987 

16.000 

16.960 

,          25.000 

25.500 

21.000 

21.105 

13,600 

13.600 

49,000 

49.000 

100,000 

100.000 

50.000 

50..500 

5,000 

5.000 

26,000 

26.000 

36.000 

32.040 

45.000 

33.300 

75.000 

60.000 

50,000 

45.560 

100.000 

100.230 

100.000 

100.000 

10,000 

10.200 

40,000 

40.000 

91.000 

86.4.30 

15.000 

14.775 

25.000 

22,500 

3.000 

3,000 

48,000 

49.920 

1.50.000 

141,930 

70.000 

70,000 

25.000 

22,.500 

25.000 

25.000 

43.000 

43.000 

50.000 

50.250 

30.000 

41.2.50 

11,5.000 

217.925 

20.000 

44.000 

14.000 

42,000 

25.000 

34,500 

1.500 

1.760 

10.000 

23.000 

5.000 

4.750 

10.000 

10.800 

15.000 

17..550 

10.000 

13.900 

13.120 

3.2H0 

9.300 

8.2,53 

74.300 

69.?>42 

90.000 

51.300 

2..500 

5,750 

1.50,000 

150.000 

ToUls  (book  value.  >6.107,S62; 


$.5,9S9.Uh2    $5.777.S05 


MISCELLANEOUS:  OrJKinal  capital.  $200,000:  increased  in 
1865  to  $500,000;  stockholders  awossed  $2-V),()00  in  1871;  capiUl 
reduced  in  1873  to  $300,000;  increased  in  ISHO  to  $750,000;  in 
1886  to  $1.()00.(K)0:  in  1907  to  $l.tiOn.00O.  ConHaRration  losses: 
Chicago,  1871,  $52t>..365:  Bo.«»ton.  ls72.  $15^.(MK);  Va.  Cy..  Nev.. 
1879.  $126,402;  Balto..  IWH,  $351,613;  .^an  Francisco.  1903.  $11.- 
100.000  gross,  including  losisos  of  Home  Fire  and  Marine  and  the 
Pac.  Underwriters.  A.  new  company  styled  Firemen's  Fund  In- 
surance Corporation  was  organized  with  $sO().000  capital  and 
$800,000  of  Bul»pril)ed  surplus,  and  asyiimod.  May  22.  1906.  by 
reinsurance,  all  pt>hiies  of  old  company  not  involved  in  loss  claims. 
On  November  7.  1906,  an  a.ssessimMit  of  $:J0()  per  share  was  levied, 
and  $3,404,997  premium  on  new  stixrk  wsu»  received.  On  March 
1,  1907.  the  old  Fireman's  Fund  resumed  control  with  a  capital  of 
$1,600,000,  which  was  reduced  in  1909  to  $1..5(K).000.  and  received 
licenses  from  all  the  States  and  Territories  in  which  it  formerly 
transacted  business.  Values  of  special  deiKwils:  Va..  $54,750; 
Ga..  $10,950;  N.  M..  $10,000;  Can..  $106.5.50,  and  Cal.,  $100,000. 

DIRECTORS:    Wm.  J.  Dutton,  Charl«  P.  Eells.  Bernard 


REPORTS  OF  FIRE  INSURANCE' COMPANIES. 
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FIREMANS  FUND  INSURANCE  COMPANY.  San  Francisco,  Cal— Continued. 


fkjmoBTiDe.  Artknr  A.  Smith.  J.  B.  Leriaoo.  Geo.  A.  Newhall, 
Hary  RoaeofeU,  F.  W.  Van  Sieklen,  Vanderiynn  Stow.  J.  C. 
Coknan  mod  F.  B.  AndefMo. 

FIELD  MEN  AND  TERRITORY  COVERED:  EMtern  de- 
it:  A.  K.  SimpsoQ.  Mason  bk^  Boston,  Man.,  manager: 

^.  E.  DoaBer,  state  acent.  and 


W.  Little.  asMtant  manager;  C 
L.  Leater  Webster,  special  agent  for  N.  Y.;  A.  M.  Wood,  general 
agnt.  and  Henderson  Kellogg,  special  agent  for  New  England; 
J.  Y.  Sheefay,  general  agent,  L.  M.  Kenney  and  N.  H.  Trout, 
QMeial  acenta  for  Del,  D.  C  Md.,  N.  J.,  Pa.  and  W.  Va.;  J.  R. 
Beardalesr.  Anto.,  speaal  asent.  Central  d^Mrtmoit,  John  Mar- 
shall. Jr.,  manayr,  and  W.  A.  Chapman,  asst  manager,  39  So. 
La  Salle  sU  Chieaco,  lU.;  J.  G.  StaafTer,  supt.  of  Acencies;  Paul 
G.  Knieger  and  Walter  M.  Sheldon,  smeial  agents  for  111.;  R.  0. 
MeCttDoogh.  State  agent  for  Ind.;  R.  J.  Mclntyre.  for  Wis.; 
D.  W.  AiMfreva,  for  Mich.;  W  A.  Sawyer,  for  0 ;  Louis  L.  Law, 
speetal  Mint  for  Minn.;  E  S.  &iyder,  qmsial  agent  for  N.  A,  S.  D.; 
James  Marshall,  for  la.  and  Neb.;  A.  B.  Dignns,  for  Kan.  and  Mo.; 
M.  B.  RoaseO.  State  agent  for  Ky.  and  Tenn.;  Rohuid  Reed. 
QKcial  agent  for  Okla.  Southeastern  department:  E.  T.  Gentry, 
maBacer.  Chas.  A.  Bickerstaff,  asst.  manager,  and  Frank  A. 
SeweC  agency  superintendent,  AUanta,  Ga.,  oomprisinc  Ga., 
N.  C,  &  C  Ala.,  La.,  Fla.^  Miss,  and  Va.;  special  agents:  J.  M. 


Waller,  for  Va.  and  N.  C;  A.  L.  Brooks,  for  Ga.  and  S.  C;  Paul 
S.  Fekler,  for  La.  and  Miss.:  J.  W.  Harris,  for  Ala.  and  Fla.  Atlan- 
tic marine  department:  Frana  Herrmann  A,  Co..  37-43  Wall  St., 
N.  Y..  managers.  Pao.  Coast  (home  office  department):  Chas.  Rr 
Thompaon,  general  adjuster;  Robert  D.  Hunter,  superintendent 
of  agoicies  for  Cal.;  special  agents.  H.  B.  Tiekner,  for  Ore.,  west 
of  the  Cascades  and  S.  E.  Idaho;  Nevan  B.  Swett,  Ore..  Wash., 
east  of  the  Cascades  and  northern  Idaho.;  F.  L.  Emoiok,  for  Ore. 
and  Wash.,  west  of  Cascades;  K.  M.  Brown,  auto,  special  agent, 
Cal.,  Nev.  and  Aris.;  A.  E.  Webber,  hmne  office,  special  agent, 
automobile  department;  W.  D.  Whebn  and  Chester  A.  Swift, 
for  So.  Cal.  and  Aris.;  F.  G.  White,  general  agent  for  Rocky  Mtn. 
Dis.;  W.  P.  Coffey,  q)ecial  agent  for  N.  M.  and  Colo.;  md  R. 
lanagan,  q)ecial  agent  for  Utah  and  Wyo.;  C.  D.  French,  special 
agent,  Mont.;  T.  F.  Fletcher,  special  agent  for  Cent.  Cal.;  B.  E. 
Nourse.  epecial  agent.  Cent.  Cal.;  Samuel  Simmen,  special  agent; 
Geo.  D.  Gihnore.  auto..  So.  Cal.;  Frank  Bumaide,  special  agent, 
John  J.  Hammond,  No.  Cal.;  C.  C.  Wright.  State  agent  for  Texas; 
J.  H.  Snel.  J.  C.  Evans,  East  Texas;  Adams  k  Boyle,  Little  Rock, 
Ark.,  general  agents  for  Ark.;  Frank  C.  Taylor,  general  agent  marine 
department,  nc.  Northwest  Coast;  Grayson  Dutton,  manager 
city  department.  Foreign  general  agents:  Bishop  Insurance 
Agency,  Ltd.,  Honolulu,  Haw.  T.;  Joseph  Hadley,  a^ent.  European 
Marine  Agency,  London,  and  M.  de  Chateaubourg  for  Australasia. 


FIREMENS  INSURANCE  COMPANY,  Newark,  N.  J. 

D.  H.  Dunham;  Vice-President  and  Treasurer;  John  Kay;  Vice-President,  Neal  Basiett;  Secretary,  A.  H.  Hassinger. 

Or^nised,  1855. 


1 

,    Unearned 

Net 

Net 

ToUl 

YKia 

* 

Surplus 

Income 

1915 

|7.(M«.7«3'    t2.ft55,812 

$2,708,837 

12.725.240 

13,017,201 

1914 

6.SS0.131'       2,922,534 

2,507,194 

2.738.573 

3.038,100 

1913 

6.&50,575       2.845.186 

2.740.403 

2.650,968 

2,947.768 

1912 

C849.805       2.781.578 

2.736,266 

3,019.478 

3,297,544 

lyil  i 

6.3S9.S56       2,305.914 

2,796,426 

2.385,175 

2,663.274 

Losses 
Paid 


$1,454,4861 
1,704.831 ; 
1.436,1351 
1,429.6631 
1.243,120 


Total  Ex- 

Losees 

Dividends 

Expenses 

penditures 

Incurred 

$240,000 

$1,168,068 

$2,862,554 

$1,429,533 

240.000 

1,142.132 

3.086,963 

1.832.993 

240.000 

1,099,807 

2,775.942 

1.381,212 

200.000 

1,239,327 

2.868.990 

1,490.823 

200.000 

970.552 

2.413.672 

1.262.269 

AsesTB.  Dbc.  31.  1915. 


Real  eaUtr 

Mortage  kaas  . . . 
Bonds  aod  storks. . 

Cash 

Agents'  balaneea. . . 
Iat«rest  and  rents.. 
Other: 


Sl.074.130 

2.491.700 

2.774,552 

198.593 

458.998 

52.842 

6,635 


LUBIUTIBS,  Die. 

LoaMs  unpaid 

Unearned  prems 

Other  liabilities 


Tout  liabilities. 
Capital  paid  up. 
Net  surplus 


31,  1915. 

$345,998 

2,955,812 

36.116 

$3,337,926 
1.000.000 
2,708.837 


Total $7,057,450 

SpL  dep.  orcr  liab. .         10,687 


Total 


$7,046,763        Total $7,046,763 


Tadswriting  profit.  $96,675;  investment  profit,  $336,066. 

RISKS  AND  PREMIU.MS:  Fire  risks  in  force,  December  31, 
$587.26^627:    premiums   thereon,   $5,782,912. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$35.59^.S52;  looses  paid.  $17,328,304;  dividends  declared,  cash, 
$4,450,500;    stock.  $850,000. 

REAL  ESTATE  OWNED:  Consists  of  the  company's  home 
office  buildmg  at  780-786  Broad  st..  Newark,  which  cost  $944,517 
and  is  earned  at  $1,066,190,  and  a  Newark  property  taken  under 
foredosnre. 

MORTGAGE  LOANS:  There  are  489  loans,  aggregating 
$3,491,700.  wfakh  are  secured  by  properties  estimated  to  be  worth 
$v-5%4.903.  and  the  company  holds  $3,308,223  of  insurance  on 
Id*-  mortfa^ed  buildings.  There  are  63  loans  as  large  as  or  larger 
tbaa  $10,000.  aod  only  one  as  large  as  $30,000.  The  loans  are 
aauJy  upon  properties  located  in  Newark  and  its  suburbs,  with 
reiaciTely  few  in  nearby  cities. 

BONDS  AND  STOCKS  OWNED: 

BOITDS. 

New  Mexico.  4!^*^^,  1952 

L«x  Co^  N.  J.,  pk.,  Vc  1949 

AiL  Cy,  N.  J.,  wr..  5' c.  1»25 

Asbary  Fk^  N.  J..  L  5' o  1918 

.Atlanta.  Ga^  wr..  44%.  1928 

Toroatu.  Can^  4%h  1948 

Haailua,  Can,  4hY'c^  1934 

WifiAon-Salem,  .N.  C,  gn..  5%,  1044.. . . 

Wumipeg  Gn.  Hoa.,  d..  S^e,  1W4 

Bayonne.  N.  J,  sc  5%.  1928 

Perth  Amboy.  N.  J^  st.  imp.,  4>2';., 

Ehsabeth,  X.  J.," 4^0, 1922. .1'.'. .'..'.'.'..'. 


Par 

Market 

Value. 

Value. 

$10,000 

$10,100 

10.000 

9.800 

22.000 

23.100 

25.000 

2.5,250 

10.000 

10,200 

67.646 

.53,440 

20,000 

18.000 

20.000 

20.800 

10.000 

9.500 

10.000 

10.700 

40.000 

40,400 

25.000 

24,75C^ 

Bonds  and  Stocks  Ownbd. — Cont. 
BosjM.—Cont. 

Orange.  N.  J..  4Wl,  1938 

Cent.  R.  R.,  N.  J.,  5'  o  1»87 

Cs.  Tc,  N.  J.,  5%,  1933 

E.  A  Amboy  R.  R..  5%.  1920 

Leh.  Val.  Trm.  Ry..  5'  c,  1941 

Newark  Pass.  Ry.,  5^c.  1930. 


N.  Y.,  Suaq.  A  W.  Ry.,  S'^c,  1937 

N.  Y.  &  Gnwd.  L.  Ry.,  5%,  1946 

No.  H.  Co.  Ry..  5'r(,  1924-8 

Trenton  Pass.  Ry..  6%,  1931 

Amcr.  Dk.  &  Imp..  5<^|,  1921 

Consumers  Ht.,  Lt.  A  Pwr.,  5%,  1938. . 

Hackensack  Wr.,  i*^c,  1952 

Husdon  Co.  Gas.  5'^.  1949 

Newark  Cb.  Gas.  5^c.  1948 

Newark  Gas,  6'-f,  1944 

Passaic  Wr..  b'^c.  1937 


Trenton  Gas  &  El.,  b%,  1949 

U.  El.,  N.  J.,  4%.  1949 

Can.  N.  Ry.,  Winnipeg  Trm.,  4%.  1939  . 
Stocks. 

Chi.  A  N.  W.  Ry 

Consolidated  Tc 

Dela.,  Lack.  A  W.  R.  R 

Lacka.  R."  R 

Morris  A  Essex  R.  R 

Northern  R.  R.,  N.  J 

Penna.  R.  R 

Rapid  Transit  R.  R 

U.  N.  J.  R.  R.  A  Cn 

Essex  Co.  Natl.  Bank 

Mfgrs.  Nat.  Bk 

Merchants  Nat.  Bank 

Nat.  Newark  Banking 

Nat.  State  Bank 

Am.  Tel.  A  Tgl 

Dela.,  Lacka.  A  W.  Coal 

General  Adj.  Bur..  N.  Y 

Mil.  Undre.  BIdg.  Assn 

Newark  Cs.  Gas 

Western  Adj.  A  Insp.,  Chi 

Undrs.  SalvaKe,  N.  Y 


Par 

Value. 

$20,000 

100.000 

100,000 

50.000 

100.000 

50,000 

40.000 

25,000 

70,000 

30.000 

20,000 

10.000 

20.000 

50,000 

100,000 

50.000 

20.000 

10.000 

100.000 

10.000 

20,000 
40,000 
96,600 
24.100 

100,000 
10,000 
55.000 
15.000 
60,000 
20,000 
10,000 
20,000 
40,000 
32.500 

100,000 

15,000 

200 

150 

40.000 

100 

1,000 


Market 

Value. 

$20,600 

118.000 

102.000 

51.500 

109.000 

52,500 

39,200 

25,750 

71,300 

33,300 

20,800 

10,100 

17,000 

51.500 

ia5,000 

61,500 

20,000 

10,300 

83.000 

8,300 

27,400 

28.800 

436,632 

22.654 

169.000 

7,900 

65.450 

35.250 

137.400 

61.000 

26,000 

52.000 

150,000 

73,125 

129,000 

46,200 

200 

150 

38,000 

200 

1,500 


Totals,  (book  values  $1.944.296) $1,944,296    $2,774,551 


MISCELLANEOUS:   Capital  increased  in  1880  from  WOO.OOO 
♦p  $500,000;    in  1888,  to  $600,000;    in  1889,  to  $1,000,000.    In 
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FIREMENS  INSURANCE  COMPANY.  Newark,  N.  J ,— Continued. 


April,  1006,  it  took  over  the  outstanding  risks  of  the  American 
of  Boston.  Interests  identified  with  this  company  control  the 
Oirard  Fire  A,  Marine  and  the  Mechanics,  both  of  Philadelphia. 
Values  of  deposits:  Canada,  S89.240;  Ga..  $10,200;  N.  M.,  $10,100; 
N.  C,  $20,800. 

DIRECTORS:  Ward  Woodruff,  Daniel  H.  Dunham,  Charles 
G.  Colyer.  Fred'k  Frelinghuysen,  Ed^r  B.  Ward,  Geo.  W.  Hub- 
bell.  E.  Luther  Joy,  Oscar  B.  Mockridse,  Edward  T.  Ward,  Jas. 
P.  Dusenberry,  Chas.  Hobhauo',  Percy  Jackson,  John  C.  Kirtland, 
Samuel  W.  Baldwin.  Edward  Kanouse,  Thomas  W.  Dawson, 


WiUiam  B.  Kinney,  Edgar  Percy  Ward,  John  Kay.  Neal  Baasett, 
A.  H.  Hasdnger. 

FIELD'MEN  AND  TERRITORY  COVERED:  Neal  Bassett. 
Chicago,  111.,  Western  manager,  fcM*  Ark.,  Colo.,  Ky..  Mo.,  0.,  Utah, 
111.,  la.,  Mich.,  Mont.,  Okla.,  Wis.,  Ind.,  Kan.,  Minn.,  Neb.,  Tom.; 
Cravens  A,  Cage,  Houston,  Tex.,  general  agents  for  Tex.;  E.  E. 
Potter  A  Son,  San  Francisco.  Cal.,  for  Cal.,  Ore.,  and  Wash.  The 
company  operates  in  all  the  States  and  Territories  of  the  United 
States  except  Ala.,  Alas.,  Del.,  Haw.,  Miss,  and  Nev. 


FIREMENS  INSURANCE  COMPANY,  Washington,  D.  C. 

President,  Allan  E.  Walker;  Secretary,  William  M.  Hoffman.    Charto'ed  by  Congress  in  1837. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YX4R 

Assets 

Premixmis 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

$347,370 

$63,247 

$69,861 

$58,804 

$76,789 

$11,599 

$12,000 

$29,353 

$52,952 

$11,299 

1914 

323,034 

53,221 

58.196 

47,066 

63,944 

13.279 

12.000 

27,460           52,739 

14,350 

1913 

312,009 

50,837 

49.373 

53.350 

71,371 

40.043 

12,000 

31.126 

83.169 

38,913 

1912 

326,406 

51,438 

64.412 

51.357 

68,827 

15,182 

12,000 

28,339 

55,521 

17.221 

1911 

314.330 

37.871 

70.284 

32.858 

48.856 

10,831 

12.000 

21.749 

44.580 

10.831 

Assets,  Dec.  31, 1915. 

Real  estate $75,000 

Mortgage  loans 21 1,455 

Bonds  and  stocks . . .  34,080 

Cash 9.439 

Agents*  balances ....  13,442 

Interest  and  rents. .  3,920 

Other  assets 34 


LuBiUTiBS.  Dbc.  31, 1915. 

liosses  unpaid $2,000 

Unearned  prems. . . .         63.247 
Other  liabilities 12.262 


Total  tiabiUties. 
Capital  paid  up. . 
Net  surplus 


$77,509 

200.000 

69.866 


Total  assets. 


$347,370       Total $347,370 


Underwriting  profit.  $8,523;  investment  profit,  $15,142. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$22,138,770;  premiums  thereon,  $116,951. 

REAL  ESTATE  OWNED:   Consists  of  home  office  building. 
Rents  received  last  year,  $4,540;  Taxes  and  expenses,  $2,667. 

MORTGAGE  LOANS:  There  are  37  loans,  agfpregatins  $211,- 
455,  protected  by  improved  real  estate  in  the  EHstnct  of  Columbia, 


valued  at  $460,050.    There  was  S276  interest  past  due  on  Doc.  3 1 . 
last.    Company  holds  $217,100  of  insurance  on  the  buildings. 

BONDS  OWNED: 

Pot.  El.  Pwr.,  6%,  1936 

Cy.  of  N.  Y..  c.  p.,  stk..  4K%.  1962. . . . 
Wash.  Ry.  A  El.,  4^^,  1951 


Par 

Market 

Value. 

Value. 

$24,000 

$27,000 

3.000 

3.03O 

5.000 

4.025 

Totals  (book  value.  $35,630). 


$32,000        $34,055 


DIRECTORS:  H.  W.  Offatt,  Geo.  W.  Moss.  Samuel  S.  Lutx. 
Allan  E.  Walker,  L.  W.  Groomes.  Geo.  C.  Gertman,  John  L. 
Edwards,  Chas  H.  Kindle.  M.  T.  Dixon.  J.  M.  Woodward.  A.W. 
Howard,  P.  A..  Gallehfr,  John  H.  Snyda. 

FIELD  MEN  AND  TERRITORY  COVERED:  Newman  and 
McBain,  Inc.,  New  York  City,  agents.  The  company  is  licensed 
in  D.  C  N.  J.  and  N.  Y. 


FIRST  NATIONAL  FIRE  INSURANCE  COMPANY,  Washington,    D.  C. 

President,  Robert  J.  Wynne;  Underwriting  Manager  and  Secretary,  John  E.  Smith.    Organised.  1912. 


Year     Assets 


1915 
1914 
1913 
1912 


Unearned 
Premiums 


$1,802,109 

1,604.602 

1.630.980, 

969,377 


$421,168 

252.194 

181.972, 

6,9091 


Net 
Surplus 


$365,822 
382,536 
548.583 
454.179 


Net 
Premiums 


$619,881 

367,906 

404.978 

7.259 


Total      I 
Income 


Losses 
Paid 


•$724,835 
•701,125 
•822.328 
•497.419 


$304,364 
219.330 
150.851 


Dividends  i    Expennes 


$299,121 

250.661 

289.899 

12,465 


Total  Ex- 
penditures 


$603,485 

469.991 

440.753 

12.485 


Losses 
Incurred 


$325,554 

220.328 

188.972 

163 


'Includes  $487,612  contributed  surplus  in  1912.  $373,695  in  1913.  $62,555  in  1914  and  $16,534  in  1915. 


Assets.  Dec.  31. 1915. 

Real  estate $455,203 

Mortgage  loans 103,400 

Bonds 990.020 

Cash 84.463 

Agents'  balances ....  1 45, 252 

Interest  and  rents. . .  25, 854 

Other  assets 6.385 


LiABiunss,  Dec.  31. 1915. 

Losses  unpaid $74,143 

Unearned  prems 421.168 

Other  liabilities 28.474 


Total  liabilities 
Capital  paid  up . . 
Net  surplus.. 


$523,785 
912.502 
365.822 


Total $1,810,577 

Spl.  dep.  over  liab.  .  8.468 


Total  adm.  assets. . .  $1,802,109       Total $1,802,109 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$60,494,138;  premiums  thereon,  $754,327. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$1,400,024;   losses  paid,  $665,169. 

REAL  ESTATE  OWNED:  Consists  of  the  Southern  Building 
comer  15th  and  H  sts.,  Washington,  D.  C.  Building  is  valued 
at  $1,800,000.  upon  which  incumbrances  amount  to  $1,350,000; 
also  a  dwelling  taken  under  foreclomre. 

MORTGAGE  LOANS:  There  are  24  loans  aogr^ting  $103,400 
and  all  are  first  liens  on  improved  woperty  in  the  D.  C,  excepting 
a  few  snudl  ones  in  S.  D.,  Colo,  and  la.    Total  valuation,  $198,71 1. 


The  company  holds  $97,950  insurance  on  the  buildings.    Oa 
December  31,  last,  there  was  $212  of  interest  past  due. 

Par  Market 

BONDS    OWNED:  Value.  Value. 

Alexandria.  Va..  r.,  4%.  1938 $5,000  $4,550 

Allegheny.  Pa.,  Co.,  rd.,  4K?^  1943 ....  20,000  20.800 

AtlanU,  Ga.,  wrwks..  3h%.  1933 5.000  4.550 

Cal..  San  Fran.,  hbr.  imp.,  4%.  1985 ....  25.000  24.000 

Dade,  Fla.,  Co.,  c.  h.  &  rd..  4H%.  1921.            4.000  3,920 

Danville,  Va..  r.,  4}Y/c,  1952 20.000  20.000 

Galveston,  Tex..  Co..  rd..  5%.  1953 6.000  4,950 

Jennings.  Fla..  imp.,  6'7o.  1941 5.000  5,150 

Lake  Fla.,  pub.  utly-  &  imp..  5%,  1935  .            5.000  4,950 

La.,  pt.  com..  5%,  1945 10.000  10.600 

Macon,  Ga.,  wrwks.,  4 1 2%.  1921 5.000  5,050 

Memphis,  Tenn.,  levee,  5%,  1953 5.000  5.350 

New  Orleans,  La.,  imp.,  5%.  1931 10,000  10,000 

New  York.  en.  imp.,  4%,  1962 25.000  25,750 

N.  Y.Cy..  Corp.  stk..  wr.,  4Vi%,  1964..            5.000  5.050 

Toronto.  Ont.,  d.,  4>^^J>.  1925 10,000  9,400 

Atl.  Ct.  L.  R.  R.,  1  cs.,  4%,  1952 10,000  9.460 

Augusta-Aiken  Ry.  &  El.  Corp.  (Me.) 

B.f,.  5%.  1935 10.000  6.500 

B.  &  0.  R.  R..  cv..  4HTc.  1933 10,000  9.700 

Ches.  &  0.  R.  R.,  sec.  g.  n.,  5%,  1919. . .  10,000  9,900 

Chi.,  Rk.  Is.  &  Pac.  R.  R..  1  r.,  4%.  1934        25,000  16.500 

Chi.  Rys.,  1  m.,  5%,  1927 5.000  4.850 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


FIRST  NATIONAL  FIRE  INSURANCE  COMPANY.  VVaBhington.  D.  C— Continued. 
BoKH  Own).— Cnl.  Pw  Ui 


On,  CiL.  Chi.  t  St  L.  Hj„  4%.  1« 
F!«-  Cmt.  *  P.  R.  B,  1  ■_  S%.  1W3 
Fi.  E.  Ct.  Rt,  1  IB.  m%.  ]W>  . . . . 


Rr-,14r..  __  ,„ 

It.tF.Rj^lkr^t'l.ltU 

ID-  Cr^Ck.  E.  t  Cbi_  8«.  L.  *  N 
R.R..S%.I««3 

L  ?  »  Mith.  a.  Ry,  4%.l»jr 

L  *  N.  R.  Rn  Atb..  Kiui.  A  Cia.  Dn.. 


St  J™.  Rj,  U.  Hi.  4  P 

i«r 

Si.  L.  Spcad.  Je  p.  R.  R..  (lU.  C«p.). 

S*"..I9M 

Vm  Rr.  A  Pwr.  1  A  r..  S%.  1«S4 

W.  Vl  Te.  A  H-  gal.  tr.  8^  1*17. . . . 
AAmUcX.  C.  Pn.ALl^S'c.lMl  .. 
r.  w,  n-rt,^  N.  Y.I.  A.  Sir„  1(30. . 
L  L(.  *  PwT.  (U.).  I  m.. 


E....:^  Lr.  CU-.  ID.  1  « 

i%.\w 

'"i;^^.'^:- 

Col.,  S.  C 

Im.B%. 

Oiunn  WW),  wr..  It  A  pwr, 
U.  EL  U.  *  PvT..  Ballimon.  M< 


10,000 
10.000 

laooo 
1.000 

JO.OOO 


SuiUi.  CbntH-  Tnm 


Cinit»._.„ „ ,. 

I*,  tor  U.1  F.  R.  McCdnniTk,  Un  (M.  I 
Bprciil  unti:   Chu.  Boicivirt.  Indii 
R.  r.  Mm,  Ir,  PliLUclpl.u,  Pt..  I 


TRRITORY   COVERED.     GrunJ 
,,,14.  Su>  Fimnrim.  C»l.,  for  PKlfie 
1  f  [>.,  Nf>  Orleua. 


f.  mid -«tmi  Pi.;  Wn 

n,  U.  C.  ft*  Md..  Dfl.,  Vi.  ind  W.  Vi 
'.IV  Mo.,  (or  lU.  »d  Mo.:  i.e.  Mu 
,v  -:  D.:  Romnl  Cnymu.  Baloi 
I'hiT  Ainipuiy  opeTAUBin  Ark..CHl 
i:.L  Idi..  flu,  IncT.,  U.,  Md..  Mi» 
V  .1  ,  N.  Y.,  0..  ft..  S.  D-  Uuh.  Vj 


in  tbt  SouiIhcb  Building,  ^jluuton.  hivic 


uhJ  being  0 

pancy.  inrrtawd  (121.300:  t 


<  >X«1  U  ll.SOO.OOO 


difwton  ADil  oB 

■bait  x'axmi  u 


>  aloFkluiiilm  cnntribuud  nirplus 


>n  by  tVic 
iU^'fronl!!!!!^!?! 


iraniijin  mm™  atxrh  t1 70.000. 

dFp*ru»nu  o(  D.  C,  Md.  ind 

rplui  oT  tUl.Oll.  ud 


Prwlnl.  C«H  Schr-«r:  Vl«-P™d™i  ud  8«r»t«y.  H,  H.  Slrylw:  * 

j«.S«..  A.F 

S.dl«.    Oiwii>»d.  1B12 

v«« 

A-rta     1  ^^  1     &S'u. 

N«l             Tolsl      1      Loma 
Pmniimu  !      Income             Ptid 

Dividend. 

i   Total  Ei-  1 

In™™l 

WIS 

tL«».I«7'       US«,4Sl|      t«M.2fil 

i.u2.ciHi      Ma.coe:      tia,i8fl 
I.M4.G31       437.743       sig.;iB 

WS.T74 :    .!        4i«.4g! 

ll.OM.lWg    |]. 160,478,       KW0,«7 

ti.2u,a»,  ii.Me.to;       k2.*v 

l,D62.0S2        1,108.423           202.051 

4Qs!3«i     iiM7!8.ia 

333.129!          J3S.0H8' 
Vm           17.880 

*7m"0M 

I«I1 

278.407 

(900,(100  nrphH  iwd  in^  (idudv  a 

II.  IBIA.  LUBEUTIIA.  Dk 

.  II.SM.)>M  LcHH  unpud... 
li!7M  OtSr^lBlMw  .'. 
91.'4U 


RISKS  AND  PREMa'MS:  FIk  ri^  in  fane,  Dewmba  31 
tnUMJU:  mmimBi  Utcrsn,  11,301,370. 

B1.~SINES9  SINCE  0RCA.SIZAT10.N :  PRfniuma  mciiRl 
tl.43&.047:  Vmm  piid.  tl,US,128:  djcidendi  dnlued.  cub 

lu,ooa 

BONDS  OWNED:  Pv  Mvlce 

Ii^G«BuGoT-»iB0.tr.n..9"'c.ieiS        t^^O 


Sbw  Yort  Cy,  4fiTr,  IM3  . . .  

A.  T.  k  S-  Pe  Ry,  gn.  m..  4-c.  1»M 
All  C.  L.  R.  R..  I  (■-  m,  t^c.  IMI  . .  . 

B.  *0.  R.R,Ib.4'^.  IM8 

B.  4  O.  R.  R_  «q,  tr.  n„  4H'i.  ISIO-IS. 
Chi,  B.  *  Q.  R.  R.  (B.  B.  4%.  IMS 
Chi,  IM.  4  L.  Rt,  M.t.  44%.  I»17-i3 
ClM.  Jt,  Hy»  *  Tn.  Sik.  Yd.,  m.  4  eol. 


129,000 

229!7S0 
47,000 
47,000 


e.  (Includts  life  premiuru.  II 

Bom*  Oimtti.—Cml. 

C.  M.  4  P.  Sd.  Ry.,  1  m..  *'~r.  Itt 
a.  M.  4  Hi.  P.  Ry„  er.,  4H'i.  1! 
C.,M.43i.P.Ry,.d_4'i,  1031 
C,  M.  4  Si.  P.  lb.,  gn.  m..  41,'-^ 
C.  4  V.  Ind.  R.  R..  o.  o..  4'-;.  It 
D.4ll..l4r.m..4''U1H3.... 
D.4H..ev.g.d,4';.lBlfl  ... 
En»R,  R,  col.  n..S'a'"r.  1917, 
Gt.  N.  Ry..  1  4  r.  m..  I,\,'c.  1M1 


N.  4  W,  Ry„  1  a.  m.  4"^.  I«9» 

No.  P»c.  Ry..  w.  In..  4'.';.  19117  

On.  S.  L.  R.  R..  r.  b.,  4''i.  1029  

Ore.  n'wb.  R.  R.  4  N..  I  4  r..  4';.  IVOI 

Pram.,  KT.  Ir.  elh..  3!i'"c,  10« 

P.  C.  C.  4  81,  L.  Ry..  a.  n,  m'  t.  I9M 

Resding  Co..  JTO.  m..  4%,  1997 

S.  A.  L.  Ry„  (mp.  1 4  a.  m.  g..'fl';'.  1045 
!>o.  Pk.  R.  R.,  l*r.  in.,4'^cl»9,  .., 

Soathwn  Ry..  n..fi%.  1017 

Un.  Pk.  R.  R.,  1  In.  4  r.  m.,  1"i,  200s. . 

ToUl»(boiil.v«liit  »l,SM,»2fli   


68 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


FIRST  REINSURANCE  COMPANY  OF  HARTFORD,  Hartford,  Conn.— Coniinued. 


MISCELLANEOUS:  The  company  began  writing  bumneBS  in 
1913,  taking  reinmuanoe  onlv.  It  is  licensed  in  Colo.,  Conn.,  La., 
MaaSn  Mich.,  Miss.,  Mont.,  Nev.,  N.  H.,  N.  C,  C.  Pa.,  Tex.  and 
W.  Va. 

DIRECTORS:   Wilhdm  von  Finck,  Chas.  E.  Gn«,  Walter 


T.  Ro«n,  Carl  Sehraner.  H.  H.  Stryker.  Louis  F.  Butler,  Gilbert 
F.  HeuUein,  Moss  H.  Whaples. 

REMARKS:  This  comjiany  secured  admisnon  to  New  York 
State  despite  the  fact  that  it  writes  varioas  elaases  of  risks  which 
a  direct  writin{[  fire  insurance  company  is  not  permitted  to  write 
but  ceased  boaness  in  New  York  in  the  latter  part  of  1915. 


FRANKLIN  FIRE  INSURANCE  COMPANY  OF  PHILADELPHIA 

Philadelphia,  Pa. 

President.  E.  G.  Snow;  Vioe-Presidents,  F.  C.  Buswell,  C.  L.  Tyner,  C.  A.  Ludlum;  Secretaries,  C.  L.  Tyner,  Wilfred  Kurth, 

Organised,  1829. 


,   Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YX4R 

Assets       Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

92,052,726        1729.252 

$511,952 

—$757,254 

—$654,931 

$494,541 

$530,015 

-$372,780       $651,776 

$326,776 

1914 

3.167.541       1,983,537 

477.320 

1,405.348 

1,530,030 

902,480 

60.001 

572.242 

1.534.723 

923.229 

1913 

3,200.383       1,307,108 

534,043 

1.433,541 

1.561,829 

868.533 

59.989 

598,056 

1.526.578 

83S.432 

1912 

3.325,147;      1,985.890 

634.253 

1.415.688 

1,537,948 

888.056 

59.997 

576,041 

1,524.094 

862,876 

1911 

3,380.822.      1,922.161 

727.232 

1.467.848' 

1.601.506 

813.398 

59,997 

591,991       1,465,386 

796,638 

Unearned  premiums  inchide  amount  redaimable  on  perpetual  policies.    Premiums  include  4%  on  mean  perpetual  depoats. 


Aflsvn,  Dsc.  31, 1915. 
Real  estate $129,500 


Mortgage  loans 
Bonds  and  stocks.. 

Cash 

Agents'  balances... 
Interest 


22,985 

1,540.715 

82.666 

253.900 

22,960 


LuBiums,  Dec.  31, 1915. 

Lo«es  unpaid $25,264 

Unearned  prems 96,017 

Perp.  dep.  reel 633,235 

Other  liabilities. . . .  286.25S 


ToUl  liabilities. . .  $1,040,774 
Capital  paid  up ... .  500,000 
Net  surplus 511.952 


Total  assets 82,052.726       ToUl $2,052,726 


Underwriting  profit,  $511,355;  investment  profit.  $46,911. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  (except  perpet- 
uals),  December  31,  $23,330,129;  premiums  thereon.  $163,451; 
perpetual  fire  risks,  $31,905,626;  deposit  premiums  thereon, 
$693,888. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$46,405,487;  losses  paid,  $27,128,215;  dividenrls  declared,  cash. 
$7,215,000. 

REAL  ESTATE  OWNED:  The  most  important  single  parcel 
of  real  estate  owned  is  the  comcany's  home  office  building  at  421 
Walnut  St.,  the  book  value  of  which  is  $99,935.  and  which  is 
carried  at  $102,000.  This  was  acquired  in  1872.  The  other  5 
properties  are  brick  and  stone  stores  and  dwellintra  in  Philadelphia, 
all  of  which  are  carried  below  their  book  values.  The  taxes  and 
expenses  on  the  home  office  property,  in  which  the  space  occu- 
pied by  the  company  has  a  rental  value  of  $6,000,  amount  to 
from  $1,720  to  $4,745  vearly.  Omitting  thcsR  taxen  and  expenses, 
the  net  income  from  the  remaining  properties  in  the  last  three 
years  has  aggregated  $1,800. 

MORTGAGE  LOANS:  There  are  19  loans,  all  for  relatively 
small  sums,  the  largest  being  one  of  $2,500.  They  are  all  upon 
Philadelphia  property,  worth  in  the  aggregate  $71,400  and  no 
interest  was  overdue  on  Dec.  31,  last. 

BONDS  AND  STOCKS  OWNED: 
BoNns. 

AtUnta,  Ga..  wat.,  1929,  ihi'^'c 

Bergen  Co..  N.  J..  1921-24,  4)2' c 

Columbia.  S.  C,  r..  1941.  5'  c 

Greenwood  Co.,  8.  C,  r.,  1937,  5'4%. 

Norfolk.  Va.,  r.,  1929,  i'} 

Norfolk,  Va.,  imp.,  1929-32,  4'  c 

Norfolk.  Va..  1937-39.  A% 

N.  Carolina.  1953.  4^  c 

Phila.,  Pa.,  1939.4*^7 

Toronto.  Can.,  d.,  1925,  4'  2'  ( 

A.  A.  C.  A.-L.  Ry.,  1  m.  g..  1944.  bVc 

B.  AO.  R.  R..  1941.  4' i 

B.  AO..  cv..  1933.  4>'/f 

B.  4  0.,  lm.g..  1925,312'"; 

B.  A  0.  R.  R,.  r.  A  gn.  m..  1995.  5' ; . . 
Bangor  A  A.  R.  R..  1  m..  1943.  5'  c  •  •  • 

C.  A  0..  eq..  tr..  1917.4'; 


C.  A  0.  Ry„  e.  ^.  1  m..  19K9.  4^ 

C.  A  J,  Rys.  A  L  n.  S.  Yds.  m.  A  col.  r.  g., 

1940  5* ' 
C,  R.  is.  A  R  Ry..'eq.,  tr.Vi9i(i,  4'2'.c' 

C.  R.  Is.  A  P.  Ry..  g..  191K.  4<  < 

C,  R.  Is.  A  P.  Ry..  1  r.,  1934.  4'  c 


Par 

Market 

Value. 

Value. 

$10,000 

$10,200 

44.000 

44.470 

5.000 

5.250 

5.000 

5.200 

3.000 

2,850 

2.000 

1.900 

20.000 

18.600 

10.000 

10.100 

50.000 

51.250 

25.000 

23.500 

25.000 

25.375 

30.000 

26.2.50 

25.000 

24.250 

40.000 

36.800 

25.000 

25.125 

25,000 

25,000 

15.000 

14.925 

14.000 

11,760 

25.000 

24,875 

9,000 

9.000 

50.000 

43.500 

20.000 

13.100 

BoNDa  AND  Stocxb  Ownbd.— Conf. 
Bonds.—  Cont. 

Cleve.  S.  L.,  g.  1  m..  1961.  m% 

Ehnira  A  Williamsport  R.  R.,  2862.  5%. 

Erie  A  Western  Trans.,  1925,  4% 

Ft.  Dodge.,  D.  M.  A  So.  R.  R..  1  m.,  1938, 

5% 

Hunt.  A  Broad  Top  R.  R..  1  m.,  ext. 

1920,4% 

Kansas  City  Tm.  Ry.,  1  m.,  1960.  4%.. . 
Lehigh  Val.  R.  R..  gn.  cs..  2003.  ihi%. . 

No.  Cent.  Ry.,  2  gn.  m..  1926.  5% 

No.  Pac.  R.  R..  j.  col..  1921.  A% 

Penna.  R.  R..  cs..  m.  g..  1960.  4'  i%. . . . 

Phila.  A  Western  Ry..  1.,  1960,  5% 

Rio  G.  West.  R.  R..  1  cs.  g..  1949.  4%. . 
St.  L.,  Iron  Mt.  A  80.  eq..  tr..  1916.  6%. 
St.  L.  A  San  Fr.  R.  R..  gn.  In..  1927.  5% 
St.  L.  So.  West.  Ry.,  1  m..  1989,  5%.  •  •  • 

Southern  Ry..  1  cs.  m..  1994.  5% 

Southern  Ry.  eq.  tr.,  1916.  4?  2':o 

Virginian  Ry..  1  m..  1962.  5% 

Wilmington  A  No.  R.  R..  tr.  ctfs.,  g.,  4Cc- 

Amcr.  Tl.  A  Tg.,  col.  tr..  1929.  4 Tc 

Dela.  Riv.  Ferry.,  g..  1921,  5% 

Edison  El.  Lt..  g.  tr.  ctf«..  reg.,  1946,  5% 

III.  Steel,  d.  g.,  1940. 4}  2*^; 

Ind.  Steel,  g.  m..  1952.  5'  c 

Inf.  Batl..  State  Fenciblea.  N.  G.,  Pa.,  reg. 

1916  6^^ 
Lehigh  Coil  A  Nav.'.  i930."4» 2''i '.'.'.' '.'■'. 
LehiRh  Coal  A  Nav..  cl.  m.,  195^1.  Ah/h. 

Little  River  Dg..  Mo..  1927.  5»  2'  c 

Market  St.  Elv.  Pass.  R,  W..  1955.  4%.. 

Monongahela  Valley  Tc.  1942.  5'  & 

Phila..  PitU..  Pa..  1  m.,  col.  tr..  1949. 5% 

Phila.  El.,  tr.  ctfs..  i% 

Phila.  R.  T..  col.  tr.  g..  1957,  5'  f 

Pub.  Serv.  Cp„  N.  J.,  gn.  m.,  1959,  5%.. 
So.  Bell  Tl.  A  Tg.,  1  m.  s.  f.,  1941.  5'c  . 
Spanish-Amer.  I..  1  m..  s.  f.  g..  1927.  6% 
TTh..  Ind.  A  E.  Trac..  1  r..  1945.  S'^c- .  • 
United  Rys.  of  St.  L..  gn.  g.,  1934,  4Vo.  - 

Wash.  Tm.,  1  m  g.,  1945,  3'  2' 0 

Wanamaker.  J.,  1  m.,  1923,  5'  i 

Stocks. 

GIrard  Nat.  Bk..  Phila 

Lehigh  Coal  A  Nav 

Northern  Central  R.  R 

Penna.  R.  R 

Penna.  Salt  Mfg..  Phila 

United  Gas  Imp.,  Phih 


Par 

Market 

Value. 

Value. 

$15,000 

$15,075 

10.000 

10.500 

25.000 

24.000 

25.000 

23.375 

20.000 

17.000 

20.000 

17.800 

10.000 

10.150 

10.000 

10.550 

5.000 

4.900 

37,000 

39.035 

25,000 

24.500 

25,000 

15.375 

5.000 

5.000 

35.000 

17.500 

25.000 

19.750 

12,000 

12.300 

25.000 

25,000 

30.000 

29.100 

65,000 

58.500 

50.000 

45.250 

2.000 

2.020 

30.000 

31.800 

50.000 

45.500 

25.000 

25.375 

500 

50O 

15.000 

15.150 

50.000 

50.750 

25.000 

24.000 

50,000 

46.750 

25.000 

23,000 

50.000 

50.500 

25,000 

21.000 

25.000 

23.000 

20.000 

18.000 

25.000 

24.875 

19,000 

19.3bO 

25.000 

23.000 

50.000 

32.000 

20.000 

16,800 

50.000 

50.000 

3.500 

11.725 

7,500 

11.775 

10,000 

17.800 

25.000 

29.500 

5.000 

10.000 

15.000 

26.700 

I 


Totals  (book  values.  $1.547.165) $1,608,500    $1,538,840 


MISCELLANEOUS:  In  1906  the  capital  was  decreased  from 
$400,000  to  $100,000  and  immediately  thereafter  increased  to 
$400.0CK).  The  premium  on  the  new  stock  issued  netted  $300,000. 
Capital  incrcasc<l  in  1910  to  $500,000  and  $100,000  premium 
netted  on  now  stock  i8<»ued.  Conflagration  losses:  St.  Loui**,  IM9. 
$2<M.S.>5:  Chicago.  1S71.  $(i35.42i»:  Boston,  1872.  $451.50.5; 
Baltimore.  1<K>4.  $153,914;  San  Francijwo.  1906.  $1.32o..Si>i. 
Special  deposits:   Va..  $22,990;  Ga..  $10,200;  N.  C,  $10,000. 
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FRANKLIN  FIRE  INSURANCE  COMPANY  OF  PHILADELPHIA,  Philadelphia,  Pa.— Conf. 


DIRECTORS:  John  Story  Jeoka,  JO0.  A.  Stod.  F.  E.  Fkrk- 
hont,  C.  K.  Yoagman.  E.  P.  Laoe,  Cfau.  Piatt,  Jr..  E.  G.  Snow. 
F.  C.  B«30«cll  C.  A.  Ludhim,  C.  L.  Tyner.  W.  I.  Waahbum, 
Chas.  W.  WeUk. 

FIELD   MEK  AND  TERRITORY  COVERED:     Eastern 
departzBcnt:    Frank  W.  Abkn.  Waterrille.  Me^  Stote  agent  for 
Me.;  Ehner  B.  Bailey.  Bnriington,  Vt.,  Stote  agent  for  N.  H.  and 
Vt;  F.  A.  Wctherfaee,  State  agent,  H.  H.  Worthinston.  qMcial 
agsit,  GSmoor.  Rotbery  A  Co.,  speneral  agents  (sub  agencies), 
Bostoo,  Man.,  for  Mao*.:  Elliott  G.  Beardsley,  Hartford.  Conn.. 
State  asent  for  Conn,  and  R.  I.;  Richard  F.  Van  Vranken,  .\lbany, 
N.  Y..  necial  agent  for  eastern  N.  Y.;  Heniy  L.  Morgan.  Syracuse, 
N.  Y..  State  agent  for  central  N.  Y.;  Frank  E.  Burke,  Rochester, 
X.  Y..  Stote  agimt  for  wratem  N.  Y.;  George  A.  Clarke,  Stote 
agent,  J.  V.  N.  ^monaon  and  H.  0.  Huth,  special  agents,  home 
office.  New  Yoric,  N.  Y..  for  southern  N.  Y.,  Dela.  and  N.  J.; 
Neknn  H.  StmmoQSi,  Syracuse,  N.  Y.,  manager  for  N.  Y.  Stote 
farm  department:  £.  8.  McKilfip.  Bloomnbarg,  Pa.,  spedal  a^t 
for   nortk  and  Northeastern  Fa.;  Fred.  D.  Blesameyer,  Pitts- 
faorgh.  Fia..  special  agent  for  western  Fa.;  Wm.  J.  Christie,  Phila- 
detpliia.  Pa.,  ipeeid  agent  for  south  and  southeastern  Pa.;  Wm. 
Wood,  borne  office.  New  York,  N.  Y.,  special  agent  as  asngned; 
Harry  Anstis.  Boston.  Mass.,  special  iwont  for  Conn.,  Me.,  Mass., 
Bo'krinre,  Franklin.  Hampshire  and  Hamden  counties).  Vt.,  and 
R.  L;  C.  H.  WHkins,  spedal  agent,  Boston,  Mass.,  for  balance  of 
Maaa.:  H.  T.  Smith,  manager.  Philadelphm,  Pa.,  for  Phila.  and 
suburbs;  F.  J.  Sehnlts,  special  agent,  Rttebiirg.  Pa.,  for  Fa.; 
Tboopeon  Derr  A  Bro.,  general  agents,  Wilkes-Barre,  Pa.,  for 
Pa.;  H.  L.  Staley,  smaal  agent,  Utiea,  N.  Y.,  for  N.  Y.  except 
snborban;  Irvin  B.  woolman,  mecial  agmt.  New  York,  N.  Y., 
for  acatbem  N.  Y^  N.  J.  and  Dda.   Sootbem  department:    Kal- 
fbixl  Kreth,  general  agept,  A.  C.  Eifler,  special  agent,  Montgomoy, 
Ala^  for  Ak.:  F.  I.  Mosber,  Stote  ageot,  Baltimore.  Md.,  W. 
Srdney  ObztoH  apeaaX  axeat  (sub  agency),  Washington,  D.  C, 
for  D.  C.  and  W.  Vr.;  Charles  W.  Phillips,  Stote  a^t.  Atlanta, 
G&,  Doney  T.  DaTis,  spedal  agent,  JacksonTiDe,  Fla.,  for  Fla. 
and  Gft4  Emoaon  H.  Adcfingtcm.  Stote  agent,  F.  Bynno-  Daven> 
port,  special  agmt.  New  Orleans.  La.,  for  La.;  Albert  G.  Han> 
cock,  eeaeral  agent.  R.  G.  &ton  ai.d  Edwin  P.  Douglas,  special 
amenta.  Baltimare,  Md.,  for  Md.;  Kalford  Kreth.  general  agent, 
MmtsaaMry.  Ak.,  A.  J.  Haltiwanger  and  Tboe.  Ij.  Spengler, 
^ea^  agenta,  Jadcaon,  Miss.,  for  Mlai.;  Ben.  J.  Smith,  ^neral 
Meet,  Charlotte,  K.  C  H.  G.  Foard,  special  agent,  Wilmington, 
N.  C^  for  N.  C.  and  S.  C;  Ben.  J.  Smith,  general  Ment,  Charlotte, 
N.  C^  O.  K.  La  Roque,  special  agent,  &farion,  N.  C.  for  south- 
eastern hail  donrtment;  Leon  Dargan,  Stote  agent,  D.  D.  Me- 
larry.  C.  M.  Hunt  and  J.  C.  Erans,  special  stents,  Dallas,  Tex., 
for  Tea.;  Frank  J.  McCarthy.  Stote  agent,  Richmond,  Va.,  for 
Va.;  WbartoD  Mitcbell,  special  agent,  Atlanta,  Ga.,  for  Fb.  and 
Ga.;  John  L.  Moaher,  special  agent,  Baltimore,  Md.,  for  Md., 
cxB«itiag  Baltimore.    Western  deoartment:    L.  B.  Leigh  A  Co., 
Lixtw  Rock,  Ark.,  general  agents  lor  Ark.  and  Ark.  farm  depart- 
waimt;  Harold  Roffera.  Denrer,  Cok).,  Stote  agents  Willard  H. 
GnSn,  apeeiai  agent.  Denver,  Colo.,  for  Colo.;  H.  M.  Zimmer, 
Chkafto,'  HL,  State  aonit  for  HI.;  C.  0.  Bra^,  Bloomin^n,  111., 
apedal  afeot  for  IlL;  Harry  S.  Cole,  Centraka.  U.,  special  agent 
for  aootftera  DL;  H.  G.  Boswell,  manager,  E.  R.  Hurd,  asststont 
r.  L.  A.  Tanner,  special  agent,  Chicago,  111^  for  Cook 


ooun^,  m.;  John  B.  Cromer,  Stote  agent,  CUnton  D.  Laaher 
and  Ivan  Eaoott,  spoaal  agents,  Incmuoapolis,  Ind.,  for  Ind.; 
0.  J.  Davis,  State  annt,  0.  W.  FoUett,  special  agent,  Dea  Moines, 
la^  for  la.;  C.  W.  Fort,  Stote  agent,  0.  P.  Ruah,  apedal  asent. 
Kansas  City.  Mo.,  for  Kan.;  Robert  H.  Sherman,  manager,  John 
F.  Hicks  and  W.  N.  Robinson,  special  agents,  OMahooMk,  Okla., 
for  southwestern  hiul  departmnit  (Mo.,  Kml.  Okla.,  Tex.  and 
N.  M.);  V.  A.  Martin,  Hutehinson,  Kan.,  special  agent  for  south- 
western hail  department;  W.  H.  Wheeler,  general  agent,  H. 
Lee  Upton,  Stote  airant,  W.  E.  Drake,  general  agency  inspector. 
Louisnlle,  Ky.,  for  Ky.;  Joseph  W.  O'Binen.  Grand  Haven,  Mich.. 
Stote  agent  for  western  Mich.;  Eumie  G.  O'Brien,  Detroit,  Mich., 
special  agent  for  eastern  Mich.;  William  D.  Lowry,  Stote  agent. 
Jay  A.  Weeks,  special  agent,  Minneapolis,  Minn.,  for  Minn,  ana 
N.  D.;  H.  0.  KaUgren,  Fargo,  N.  D.,  special  M»nt  for  Minn,  and 
N.  D.;  Walter  Scott,  general  agent,  John  H.  Wakh,  Stote  agent, 
W.  0.  Woodsmall  and  Frank  H.  Rea,  special  agents,  Kanaaa 
City.  Mom  for  Mo.;  John  K.  Morrison,  Stote  agent,  E.  G.  White, 
special  agent  Omaha,  Nebr.,  for  Ncbr.;  John  M.  Shickley,  Lincoln, 
Nebr.,  special  sgent  for  Nebr.;  William  D.  Lowry  manager-in- 
charge,  0.  J.  Johnson,  special  agent,  Minneapolis,  Minn.,  for 
northwestern  hail  department  (Minn.,  N.  D..  S.  D.  and  Mont.); 
C.  T.  Doatrick,  Stote  agent.  Clark  0.  Wood  and  Ray  Decker, 
special  acents,  Columbus.  0.,  for  0.;  R.  W.  Bates,  Stofe  agent, 
Charles  H.  Cowan,  special  agent,  Oklahoma  City,  Okla.,  for 
Okla.;  L.  C.  Nichols.  Stote  agent,  J.  E.  Cogley,  special  agent, 
Sioux  Falls,  3.  D.,  lor  S.  D.;  W.  H.  Wheeler.  Louisville,  Ky.. 
raieral  agent,  for  Tenn.;  E.  H.  Sherley.  Stote  agent,  Wm.  C. 
Kiikland,  special  agent.  Naahville,  Tenn.,  fw  Tenn.;  W.  E.  Drake, 
Louisville,  Ky.,  general  agency  inspector  for  Tenn.;  E.  A.  Rad»> 
macber,  Stote  a^ent,  Roy  L.  Nicholson  and  C.  H.  Anderson, 
special  agents,  Milwaukee,  Wis.,  for  Wis.;  A.  G.  Chapman,  speetal 
asent,  Louisville,  Ky.,  for  Ky.;  John  E.  Jackson,  special  agent. 
Minneapolis,  Minn.,  for  Minn,  and  N.  D.;  Edgar  D.  Elder,  special 
agent,  (;olim>bus,  0.,  for  0.;  H.  H.  Walker,  secretary,  F.  L.  Joy 
and  F.  H.  Cornell,  asustont  secretaries,  Chicago,  111.,  for  western 
farm  department.  Pacific,  Canadian.  Mcucan  and  Cuban  depart- 
ments: Roff  db  Sheahan,  general  agents,  H.  W.  Wagenet,  Geo. 
W.  Madison  and  E.  A.  Sheahan,  special  agents,  San  FVa^cisoo. 
Cal.,  for  Northern  Cal.,Nev..Abska and  Hawaii;  Charles  Quitsow, 
Stote  agent  James  S.  Suydam  and  L.H.Wood,  special  agents,  Los 
Angeles,  Cal.,  for  Aris.,  N.  M.,  and  southern  Cal.;  C.  A.  Porry, 
special  agent.  San  Francisco.  Cal.,  for  Cal.;  John  D.  Coleman, 
rameral  agent,  John  C.  Pox  and  Edgar  Stevens,  special  agents, 
Portland,  Ore.,  Vernon  B.  McDowell,  special  agent  Spcucane, 
Wash.,  for  Ore..  Wa^h.,  northwest  and  southwest  Idaho,  and  B. 
C;  Junius  Young,  Stote  agent.  Salt  Lake  City,  Utoh,  for  Utah 
and  southeastern  Idaho;  Benn  A.  Srott  Stote  agent  N.  C.  Peter* 
son,  special  agent.  Great  Falls,  Mont.,  for  Mont.;  A.  M.  M. 
Kirkpatrick,  general  agent  Toronto,  Ont.,  Can.,  for  Toronto; 
A.  C.  BaiUie,  special  agent  Winnipot,  Man.,  Can.,  for  Canada; 
C.  M.  Bolton,  D.  McGUl,  Albert  Cf.  fiacen  and  F.  M.  Sheppard. 
special  agents.  Saskatoon,  Saak.,  Can.,  (or  Canadian  hail  deQsrt- 
ment;  Wm.  B.  Woodrow  Company,  manager,  Mexico  City, 
Mex..  for  Mex.  Department  of  Improved  Risks:  F.  J.  McFadden, 
manager,  Louis  Harding,  special  agent,  New  York,  N.  Y.;  Arnold 
A.  Hepp,  special  agent,  Chicago,  111.;  E.  V.  McKarahan,  special 
agent.  K.insas  City.  Mo.  The  company  operates  in  all  Stotes, 
including  British  Columbia,  except  Nev. 


GEORGIA  HOME  INSURANCE  COMPANY,  Columbus,  Ga. 

Preadent  Rhodes  Browne;  Secretary,  William  C.  Coart.  Organised,  1859. 


Unearned 
Ftemiuma 


19U 
1914 
mil 

19122 
1911i 


97344M8 
733,M3 
720.440 
782.993 

1.0«3,508 


9252,412 
288.853 
2964>19 
307.276 
347.379 


Net    ^j       Net 
SurpluB       Premiums 


1139,196 

42,902 

71.596 

94,206 

177,111 


1253,196 
297,746 
304.320 
300.251 
359,704 


Totol 
Income 


1292,175 
374,440 
333.363 
417,534 
420.403 


Losses 
Paid 


-1- 


Dividends  '   Expenses 


Totol  Ex- 
penditures 


1234.5331 
205.944 
227,252 
309,583, 
438.323' 


9,000 
9.666 


1116.155! 
122.5591 
136,742 
173.328: 
210.7631 


$350,688 
328,503 
372,994 

488.876 
6.58.086 


Losses 
Ineuzred 


1201,007 
242.349 
210,938 
272,305 
415.515 


acoutdii^  to  Georgia  standard. 
Dk.  31. 1915.  LuBnrnxB,  Dbc. 


Real  cfltate 

160^000 

Mortgive  k»BS .... 
Boada  and  aMfa. . . 
OoOattnl  loaae 

48,512 

522,740 

16,116 

13,396 

A^BBts'bakaeea.... 
latcfcataqdreota... 
Odkersaaets 

80,599 
2.417 
3.428 

Totol 

Spi.  dep.  over  liab. . 

9746.448 
12.400 

Total  adm.aaeta. 

9734.048 

unpaid 

Unearned  prems. . 
Borrowed  money . 
Other  liabilitiee.. 

Totol  liabOities. 
Capital  pMd  up . . 
Netsurphia 


31. 1915. 

946,558 

252.412 

70.000 

26,642 

1394,853 
200,000 
139.195 


Total 1734,048 


Underwriting  loss,  $30,590;  investment  ivofit,  $37,625. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$29,067,580;  premiums  thereon.  $516,534. 

REAL  ESTATE  OWNED:  The  principal  item  is  the  company's 
home  office  building.  1046  Broad  st.,  Columbus,  carried  at  book 
value,  $60,000.    There  are  no  incumbrances. 

MORTGAGE  LO.\NS:  There  are  18  loans,  all  first  liens,  and 
all  are  on  Columbus  property  save  one  small  one  on  Mich,  prop., 
and  one  on  Waycroes,  Ga..  prop.  The  loans  range  from  $500  to 
$5,100.  The  aggregate  of  the  loans,  $48,512,  is  protected  l^  prop- 
erties valued  in  all  at  $135,050.  The  company  holds  $62,800  of 
insurance  on  the  mortgaged  properties.  0^  Dec.  31,  last,  there 
was  $140  of  interest  past  due. 
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GEORGIA  HOME  INSURANCE  COMPANY.  Columbus,  Ga.—Coniinwd. 

BohiMiHii  SncuOwim.— Con!.  IV 

D«le  Co,  O^  i%.  IBM U.m 

CedMlowii,G«-S%.l»« 4,S«I 

aiitmui.  <V,  57[- iBziwa S.DOO 


BONDS  AND  STOCKS  OWNED: 


Columbus,  tis.,  4' [,' I U36 

Ci>Uw>>^0<ui^l.l<>lM... 
DdUn.[lL.S%.ll»0 


O^HviUb  G«,  4^%,  IHO. . . 


S(ndenii,-iliF.  Ga..  5";..  I 


Loau-ri)\cKy.,n.JVa... 
Du1ilJ^  Va..  ST,,  IMI.... 
Norfolk.  V>.«H%,I»U... 


Hwkct 
(5.100 


^r^. 


w.a« 

BtTCoUOm,., 


^   

Milk  Col.,  Ofc. . , 


Birift  MFg. 
HtmbiuvT  Milk  Col.. 

RijTDOod  Oil  4  Gin.  Rl, .  __ 

Suulbm  Adj.  But.,  Alluta.  Oi WO              400 

Gtnnl  Adj.  Bur..  N.  Y..  Ct UO              3iO 

OwM  HoldL  CoL,  0> UO         

Lmd«y  La.  Aft,  Yfldu  a.  C 100              100 

ToUk  (bocA  nlue.  »l2,ian 1403.1180      H9a.>30 


[K  N.CmtOO;  B.C.  111X000:  N.Y, 

IT,  Rhode*  Bnmg.  L.  H.  Clvp- 

L.  wunuu.  J.  A.  Kirvn,  H.  H.  Bwif  i. 

FIELD  MEN  AND  TERHITORY  COVERED:  J.  M.  Young. 

Riehmaud.  V>..  fn  V>.,  W.  Vi..  N.  C.  ud  Ky.;  J.  C.  Fnoksu, 

Juk»o,Mis..torAlt..Arii.udMiH.:  A.F.Mns.  DiUkTo^ 

lorTs.  ud  La.     Tbc  ocunpuy  ia  lineiwd  in  Ala.  Ark.,  Fli..  Ga.. 


™0[,8.C..l 


REMARKS:  During  IBIS  tl 
apital  from  130"  ""  ' "  """" "" 
■urplm,  which  Dl 


Qecrpa  Hvoe  demoaHl  iu 
^■-  -,  truufsrinj  1100.000  to 


_-. mbcr  DFyeuibft^theDompuir  BbaiHM  ham 

9BD  induilly  decliaiiii  in  Tolimie.  tin  pttmntD)  IMOOW  lunu 
uoMJedtI4«.0Dai[ilimBw)«(ui(wullU.lMinl01S.  Tbc 
jndcnrilinc  hm  foe  IBIS,  OO.MO.  wu  ocuidmUr  (UMded  bjr 
tlie  inTHtmcnt  (ain.  t37.flKI. 


GERMAN  FIRE  INSURANCE  COMPANY,  Baltimore, 

pRwknt,  John  P.  Lauber:  Sisntaiy.  John  0.  Vauivd.    Orvniied.  IMS. 


Praniunu       Burphu       Pnmiiun 


Paid 


Dividflndi      EipeoiH      pobdituno 


206,3771 

200,307| 


Ajsm.  Dk.  31.  leis.  LuBiunH.  Di 

Ground  nnu I27.T7J    1 


116,062 


tl».4(lfi         K7.021:        *SO.Oao|        Uft.IOli 

X>i.7»t  Tl!6«2.  Soioooi  B2!e»s| 

2SB.T7ii  72.049;  30.000!  M.aOS 

249.SS81  «0.211\  _  30,000;  »7,IH8l 

pfrpplual  policiea. 

BONDS  AND  STOCKS  OWNED: 

Bann. 

Imp.  ChiBoe  Oov.  R/.,  (_  S7„  IWl 

Imp.  Jtpmn  OoT.,  4H%.  lAU 

BalliuoR  Sik.,  S%  1. 1.,    ~ 
Biltiincn  Stk.  wr.  1.,  S^ 

BalUnun  Btk,  f,  L,  3h%,  >«».  

Baltiown  Stk.  pub.  imp.  I..  IH%.  IMO 

Baltimon  Stk..  1.,  a'l^  IMD 

Bdlimon  Binl  DiM,  imp.  I.,  Zyfya 

BallimoE  Stkl,  nd!,  3!^%,  ioSO 

Bdlimon  Stk„  SH%.  IMK 

" '--    -  "li,  imp.l.  3(»%,  19» 


pwpHuil  £n  riika.  I14U35;  de 

BUSINESS  SINCE  OHOANIZATION:  .  . 
W.B01.13I;  loiH  pud.  t3.«25.40];  dinduidi  di 
11.873.000:    alock,  t440.000. 


19IS.... 
^1«I8... 


Atlanta,  Gi..  nd..  tr 


irBm 


i^,.  1034. . . 


oud,  V.., 


KcDirillr  an. imp„  3%.  1010 

AQ»co«ia  i  Pot.  R.  B.  El,  5%.  lt«.. . . 
Atl.  ClL.  R.R..cv_lVi,  llOO.,  ...  . 
B.  A  0.  R.  R.  S-W.  DIvm  1  m.  t~  3h%. 

Bu.  t  im.  R.'  R-  'ki.  iiii'. '.'.'.'.'.'.'.'.'. 


S,700 
S.SSO 
tS.»M 
M.&00 


1S.07O 

S.300 

10.000 
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GERMAN  FIRE  INSURANCE  COMPANY,  Baltimore,  Md.—Continued. 


^OBSM  AXD  Snicss  OvMSD.— C01U.                Pbt  Mwket 

BoMDB. — ConL  Value.  Value. 
Chi.  Bad  *  Or.  R.  R^  in.,  Div..  4%, 

\U9 115.000  SU.400 

Ckrc  Trm.  A  VaL  R.  R^  1  m..  4%*  1905  15,000  12.600 

C4L&ToLR.R^lm.4%.1955......  10.000  8,700 

Dtk.  k  E.K.  a,  I  kr.m.g^  4%,  1943  10.000  9.700 

FV.  Cent.  4  Pea.  R.  R..  1  m.  g^  5%.  1930           5.000  5,000 

F1a.5.IL!L,£.4%,1945 6.000  6.400 

Gt.R.R.4Bks.,4%.1947 10.000  8,700 

aCa>t.8.R..r.m-,4%,1955 10.000  9.000 

N.  Y.  Got  4  B.  R.  R..  3H%.  1997. . . .  10.000  8,300 

N.Y.K.H.4H.R.R^d..  1948 7.000  8,190 

N.Y.N.E4H.eT^3H%.1956 30.000  21.900 

.V  0.  M.  4  Chi.  R.  R.,  1  m..  5%,  1960.  laOOO  4. 100 

PK.R.ILMo.,lm.4%.1938 10.000  8,900 

PettM.,tL.4H%,l»2i 8,000  8,160 

Peoaa.  £  H,  a.  m.  g^  4^%.  1960  ....  15.000  15.900 

Pts&a.R.R^ga.iD.s..4H%.1965....  10,000  10.100 

Phib..Byto.4W8ih.R.IL.g..4%,l920           5.000  4.900 
Fbh.  Balto.  4  Wash.  R.  R.,  1  m.  4%, 

1913 10,000  10,000 

iW.TniuIin.g.,4%.1966 5.000  4,400 

Il4C.IlR.,liiLpr.I.g.,4%.1956...  laOOO  8,500 

ILF.4P.R.R..m.,4>i%.  1940 8,000  8,240 

Td,aL4W.R,R.,lm.,4%,1950..  15,000  8,700 

Tmn.  R.  R.  An..  St.  U  4H%.  1939. .            6,000  5.940 

Vu45RCoiii..lm.R.R.g.,4%.1955..  10.000  9.200 

W.Md.B.IL.lin.g.,4%,  1952 10.000     *       7300 

^.aaeJLR.,4%.2361 16,000  13,800 

Vi  4  Wdikm  R.  R.,  1  ou,  4%.  1935. . .  10,000  9.300 

Pins.  Oil,  ChL  A  St.  L.  Ry, «.  m..  4H%  10,000  10,200 

^  Aiken  Ry.  4  £1.  Corp..  f .  5%.  1935            5.000  2.750 

B,i!.P.4C.Ry.,4H%.  1953 5.000  4.800 

Bira,  R,,  U.  i  PwT.,  gn.  m.  g.,  4H%  10.000  8,800 
C«.  N.  4  Ry,  Wbinipeg  Tm..  g.,  4«Ih 

l«l 10,000  8,300 

Cat.  Ga.  Ry.  Co,  1  m.  G.  4  N.  g.,  4%, 

1921 6.000  5.760 

CbriB*»4W.Car.Ry^5%,1946....            5.000  5,100 

Cot.  Pac.  Ry,  1  r,  4%,  1949 16.000  13,500 

Cli,  Mil.  4  k  P.  Rj,  4%,  1989 10.000  9,200 

CT48'3b.RT,liB.5%.  1922 10.000  10.200 

C«i.  Ry,  Gaa  4  H.,  1  m.  g.,  6%,  1936. .            5.000  4,550 
I^tiJfe;  Va,  Tc.  k  Pwr.,  1  m.  g.,  5%, 

IHl 5.000  4,600 

JK  W.  S.  Ry,  5%.  1934 5,000  4,700 

Ft.  V.  4  Wab.  Val.  Tc,  1  m.,  g.,  5%, 

1«4 5.000  3,900 

GiX.Ry,iBLg,4H%>1961 10,000  10,000 

Ga.!».4na.Ry,lin.5%,1945 10,000  10,300 

MiaRy.g.5%,1931 20,000  19,400 

}*«  ^1iLTc,liB-g,5%.1942 10,000  9.100 

.V«»port  Xewa,  Old  Pt.  Ry .  A  Kl.  g^  5%, 

,JB8 S.000  4,900 

y  4  P.  Te.  1  la.  g.,  5%,  1936 10.000  8.300 

J»  Ry.  4  U,  1  m.  g.,  5%.  1049 10.000  9.676 

WTrai.Ry,liii„5%,1926 10.000  8,200 

^awha  4  Miefa.  Ry^  2  m.  g.,  5%.  1927  10.000  9,900 
0«»!«a  4  a  Bfb.  Ry.  ft  Bdg^  g.,  5%. 

^m ^.,..^..  10.000  9.600 

|«ae,Va,Tc4Lt,lm.g.5%,1958  10.000.  8.700 

St  Jo*.  Ry.  Ll,  Ht.  ft  Pwr.,  g.,  5%,  1937  10,000  9.500 

>»uwd  A.LRy,  1  m.  4%,  1950 34.000  28,560 

iwxwi  A,  L,  Atl.  ft  Binn.  Div.,  g., 

J^'uim 10,000  8,900 

^»l>«rtA.LRy,r.g^4%,1959....  20,000  14.000 

^- *ty  Co, St LDiT,  1  m.  g..  4%,  1951  10.000  8,400 


BoNM  AMD  9rocu  OwMD.— Coni.  Par  Market 

BoTVM.—Coni.  Value.  Value. 

S.  Ga.  Ry.,  g,  5%.  1923 S  5.000  S  4.600 

Suffolk  ft  Car.  Ry..  g..  1952 10.000  9.000 

UUhftN.Ry..lin.4%,1933 10,000  9.400 

Va.  Ry.,  1  m.  g.,  5%,  1962 15,000  14,700 

Va.  Ry.  ft  Pwr.,  1  m.  g.,  5%.  1934 10.000  9,200 

Balto.  Co..  Wr .  ft  El..  1  m.  5%.  1946 . . .  10,000  9.300 

Bait.  El.  Co..  1  m.  g..  5%,  1947 15.000  15.000 

Cons.  Gas,  5%,  1939 15.000  15.750 

CoDB.  Gas,  gn.  m.  g.,  4^%,  1954 12.000  11.280 

Cona.  Coal,  g.  6%.  1923 2.500  2,600 

CoDB.  Coal  1  m.  g..  5%.  1960 10.000  9.200 

Penna.  Wr.  ft  Pwr.,  1  m.  g.,  5%,  1940. . .  15.000  13.500 

Ports,  ft  Suffolk  Wr.,  1  m.  g.,  6%,  1927  5.000  5.300 

U.  KU  N.  J..  1  m.  g..  4%,  1949 10.000  8.300 

Cons.  Gas,  El.  Lt.  ft  Pwr.,  g.,  4H%.  1935  5.000  4,500 

Cons.  Gas,  El.  Lt.  ft  Pwr.,  cv.  g.  n.,  1017  2,000  2,000 

Arundel  Sd.  ft  G.,  1  m.  g.,  6%,  1923 ... .  3.000  3.150 

Arundel  Sd.  ft  G..lm.cv.g.n.,  6%,  1925  10.000  laOOO 

Stocks. 

Citiaens  Nat.  Bk 7,500  32.250 

Com.  ft  Farmers.  Nat.  Bk.,  (liq.  Ct.) —  5 

Drovers  ft  Mech.  Nat.  Bk 4.000  8.400 

Farmers  ft  Merch.  Nat.  Bk 6.000  6.900 

1  Nat.  Bk 1.500  2.100 

QennanBank 80,200  97,844 

German-Amer.  Bk 36,000  30,600 

Nat.Exc.Bk 11.200  16.688 

Nat.  Marine  Bk 4.500  6,600 

Nat.Un.Bk 13.100  17,816 

2  Nat.  Bk 8.300  17,098 

W.NatBk 21.740  40.762 

FideUty  ft  Deposit 27,500  37.812 

Fidefity  Tr 2,000  6.000 

MarylandTr.com 4,200  4,725 

Mercantile  Tr.  ft  Dep 15,000  32,550 

Safe  Depont  ft  Tr.,  Bait 2.000  14.200 

U.  S.  ridelity  ft  Guarty 6,300  13,734 

AU.  Ct.  L..  Conn 5,000  12,100 

N.  Y..  N.  H.  ft  H.  R..R 6,700  5,159 

No.  Cent.  R.  R..  stk 21.250  38,037 

AU.  Ct.  L.  R.  R.,  Va.,  com 10.000  1 1,700 

Bait.  El.,  p 10.000  9.000 

Cons.  Gas,  EL  Lt.  ft  Pwr.,  p 10.000  11.600 

Cons.  Coal 10.000  9.960 

Maryland  Life  Ins 2,000  4,000 

Merchants  ft  Miners  Trans 25.000  12,500 

Cons.  Gas.  El.  Lt.  ft  Pwr.,  com 1.000  1.155 

Baltimore  Tr 16.700  25,551 

Maryland  Casualty 1,250  4,500 

B.  ft  0.  R.  R.,  p J 10.000  7,800 

Totals,  (book  value,  11.404,120) 11,473,440    $1,542,726 


MISCELLANEOUS:  The  capital  has  been  increased  from  time 
to  time  from  660,000  to  $500,000,  all  out  of  accumulated  surplus. 
The  company  operates  in  Md.  and  Va.  Conflagration  loss:  Balti- 
more, 1904, 1924,497. 

DIRECTORS:  J.  G.  Hulshoff,  C.  H.  Koppehnan,  George  Bunn- 
ecke,  August  Wehr,  John  P.  Lauber,  Anton  H.  Petting,  August 
Weber,  John  B.  Adt,  Lewis  H.  Uhrig,  Kilian  A.  Volk,  George  Lang, 
Frank  J.  Roll. 


TERRITORY  COVERED: 
and  Va.  only. 


The  company  is  licensed  in  Md. 


GERMAN  INSURANCE  COMPANY,  Louisville,  Ky. 

Prcaideat,  Henry  C.  Walbeck;  Secretary.  A.  P.  Winkler.    Organised.  1854. 


1M5 
IIU 


UoearBed 
Pkmniuziifi 


t4SS,582 

mja4 

418^22 


S34.475 
34307 
27.306 

25,966 


Net 
Surplus 


Net 
Premmms 


$251,107 
244.296 
246.504 
239,325 
233,156, 


117,658 
25,283 
15.413 
15,732 
16.466 


Total 

Losses 

Total  Ex- 

Losses 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

$44,463 

$7,324 

$12,000 

$18,461 

$37,785 

$7,267 

50,857 

5.518 

12,000 

23,726           41.244 

5.455 

42.276 

4,461 

12.000 

21.562           38.023 

4,461 

39,827 

2.868 

12,000 

16,629 

31.497 

2,743 

39.566 

3,161 

12.000 

l.'),643 

30,804 

3.361 
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AsBBTB,  Dbc.  31, 1015.  LuBiLrms,  Die.  31, 1015. 

Mortgage  loans $179,239    Perp.  dep.  reel $34,475 

Stocks 48,852 


Collateral  loans.. 

Cash 

Agents'  balances. 

Interest 

First  lien  notes. . 


40.804 

10.546 

154 

6.914 

199.073 


Total  liabilities...       $34,475 

Capital  paid  up 200.000 

Net  surplus 251,107 


Total  assets $485,582       Total $485,582 


Underwriting  loss,  $2,201;  investment  profit.  $21,012. 

RISKS  AND  PREMIUMS:  Fire  risks  in  fo  oe.  December  31. 
$4,907,209;  premiums  thereon,  $53,777. 

BUSINESS  SINCE  1873:  Premiums  received.  $866,707; 
losses  paid,  ^2,442;  dividends  declared,  cash,  $470,000;  stock. 
$100,000 

MORTGAGE  LOANS:  There  are  82  loans  a^egating  $378.- 
812,  on  first-clus  woperty  in  Louisville  and  viciiuty.  valued  at 
more  than  double  tne  amount  loaned  thereon.  On  December  31, 
last,  $326  of  interest  was  overdue. 

COLIATERAL  LOANS  are  as  follows:  Market  Amount 

Securittks.  Value.  Loaned. 

German  Insurance  Bk.  stk.  loans $17,874  $7,800 

Qennan  Ins.  Bk.,  stk 1,625  1.425 

German  Ins.  Bk.,  stk 3,250  1.400 


CouATBRAL  LoAN9. — CotU.  Market 

SccuRrnn. — Cont.  Value. 

Inter-Southern  Life  Ins $875] 

American  Cities.  Co.,  bs 3,6001 

Louisville  Gas  Co.,  stk 6,300  f 

Louisville  Tc 700 

LouisviUe  Htg. 9,200) 

German  Ins.  Bk..  stk 1.625 

German  Ins.  Bk.,  stk 3,250 

German  Ins.  Bk.,  stk. 650 

German  Ins.  Bk..  stk 1.625 

Deed  of  Trust  to  11  parcels  of  land 95,000 


Amoun 
Loaned. 


$18,000 


1.425 
600 
440 
700 

8.084 


Totals 

$60,075 

$40,804 

STOCKS  OWNED: 

German  Ins.  Bk.,  Louisville 

L<.  at  ri .  IV.  li 

Par 
Value. 
10,700 
10,000 

Market 

Value. 
34.775 
13,000 

Totals  (book  value,  $48,852) 

$20,700 

$47,775 

DIRECTORS:  Edw.  F.  Peter,  Alfred  Struck,  Geo.  Kopmeir,  H. 
C.  Walbeck,  A.  P.  Winkler,  Henry  Almstedt,  Chas.  Scholtz,  Jr. 

TERRITORY  COVERED:  Ky.  only. 


GERMAN  FIRE  INSURANCE  COMPANY,  Peoria.  111. 

President,  Bernard  Cremer;  Secretary,  Charles  Cremer.    Organised,  1876. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Yeab 

.4saets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

$677,879 

$200,391 

$75,534 

$135,053 

$515,273 

$649,198 

$141,214 

$790,414 

$573,287 

1914 

1.061.555 

689.581 

30.504 

872,176 

918,161 

641.382 

40.666 

335,706 

1.017.088 

648.089 

1913 

1,185,756 

665.136 

174.422 

930.315 

964,390 

447.513 

20.000 

318,941 

786.454 

4«4.0I1 

1912 

1.011.266 

493.256 

203.294 

604.515 

637.634 

255.996 

20.000 

209,367 

485.363 

262.S80 

1911 

794.233 

357.092 

172,782 

387.871 

422.140 

249.608 

145.146 

394.754 

235.000 

Absbtb,  Dec.  31, 1915. 

Realestate $300,000 

Mortgage  Loans  —  65,000 

Bonds  and  stocks. . .  225,965 

Cash 47,583 

Agents'  balances ....  37,405 

Interest  and  rents. . .  1.926 


Total  assets $677,879 


LuBiunsB,  Dec.  31, 1915. 

Losses  unpaid $31,461 

Unearned  prems....  -200,391 

Borrowed  money . . .  150,493 

Real  estate  mort . . .  15,000 

Other  liabilities 5.000 

Total  liabilities . . .  $402,345 

Capital  paid  up ... .  200,000 

Net  surplus 75,534 

Total $677,879 


Underwriting  loss,  $87,278;  investment  profit.'  $106,722. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force,  December  31, 
$35,399,399;  premiums  thereon,  $455,951. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$10,980,706;  losses  paid,  $6,331,025;  dividends  declared,  cash. 
$478,000. 

REAL  ESTATE  OWNED:  The  only  property  is  at  Main 
and  Jefferson  sts.,  Peoria,  III.,  the  book  value  of  which  is  $300,000, 
subject  to  a  mortesge  of  $15,000.  During  the  past  year  the 
company's  net  income  from  this  building  was  $10,759. 

MORTGAGE  LOANS:  There  are  10  loans  aggregating  $65,000, 
upon  properties  in  and  near  Peoria  and  Chicago,  while  others  are 
upon  larm  ivoperties  in  HI,  la.  and  Miss.  There  was  $534  of 
nterest  overdue  on  December  31,  lost,  and  the  total  valuation  of 
the  properties  securing  the  loans  is  $316,800.  The  company  holds 
$100,000  of  insurance  on  the  mortgaged  buildings. 

BONDS  AND  STOCKS  OWNED:               Par  Market 

Value.  Vahie. 

Peoria,  in.,  imp.,  5% $2,000  $2,000 

Hippodrome  Theat.,  A,  0.  Big.,  1933,  6%           3,000  3,000 

Nat.  Bk.  of  Commerce,  N.  Y.,  stk 10,000  18,000 

State  Bk.  of  Chicago,  stk 5,000  20,250 


BoNne  AND  Stocks  Owned.-— CoiU.                Par  Market 

Value.  Value. 

Home  Sav.  &  State  Bk.,  Peoria,  stk $8,500  $27,625 

Coml.  Ger.  Nat.  Bk.,  stk 51,700  155,100 

Totals $80,200  $225,975 


MISCELLANEOUS:  Capital  increased  m  1882  from  $100,000 
to  $200,000.  and  in  1884  from  $200,000  to  $300,000;  capital  re- 
duced in  1892  from  $300,000  to  $200,000.  In  1006  the  stoek- 
holders  paid  in  $100,000  to  surplus.  Conflagration  losses:  Balti- 
more, 1904,  $102,697;  San  Francisco,  1906,  $470,165. 

DIRECTORS:  Bernard  Cremer.  Frank  Giehl,  Mich.  Pfeifcr. 
M.  S.Cremer,  F.  M.  Story,  Rob  Zimmermann. 

HELD  MEN  AND  TERRITORY  COVERED:  Sam  Rich- 
mond, for  111.  Company  opa«tes  in  Cal.,  Colo.,  III.,  IncL,  Pa^ 
Tex.  and  Utah. 

REMARKS:  .  This  company  ceased  business  m  about  t«a 
States  during  the  past  year.  Its  assets  decreased  nearly  $400,000 
in  1915.  and  if  it  had  paid  $150,492  owing  for  borrowed  money 
and  a  mortgage  loan  of  $15,000  on  its  real  estate,  the  assets  would 
have  been  corrospondinKly  further  decreased.  Aeoordinic  to  a 
statement  secured  from  the  Illinois  Insurance  Department  the  oosn- 
pany's  assets  as  of  December  3 1. 19 15  were  $662,829,  with  a  eapit&l  of 
$200,000  and  a  net  surplus  of  $60,484.  During  the  year  the 
valuation  of  the  company  s  real  estate  was  increased  from  $250,000 
to  $300,000.  Its  net  premium  income  in  1 9 14  was  $872. 176,  while  in 
1915  it  was  but  $135,953.  wnereas  its  net  loss  payments  aggregated 
$637,981.  exclusive  of  adjustment  expenses.  $11,216.  During  the 
year  the  company  charged  off  agents'balances  amounting  to  $lS,0i60. 
and  made  a  profit  on  stocks  sold  amounting  to  $58,559.  The 
bonds  and  stocks  now  owned,  of  which  tne  bocJc  value  n  Sl29,- 
052.  are  carried  at  an  increase  of  $81,862  in  value.  Agents* 
balances  outstanding  December  31,  1915,  written  subaequesxt  to 
October  1,  amountecfto  $37,405.  and  those  ?mtten  prior  to  Oetober 
1  aggregated  $36,518,  the  latter  item  not  being  admitted  ««  «& 
asset.  The  company  reported  $455,950  of  premiums  in  force 
December  31. 1015,  upon  which  the  reserve  amounted  to  $200,^90 
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GERMAN  FIRE  INSURANCE  COMPANY,  Peoria.  Ul— Continued. 


Of  these  jMCBunms  $201,707  rapntented  iosjrancw  for  one  year 
or  hw  mitten  in  1915,  ao  that  apparently  the  $73,682  of  retosurance 
pfwuuiM  and  $167,402  of  retain-  premiuma  deducted  from  grosB 
fnaaeaa  of  1915  bnsdy  applied  to  writinsi  of  pcvnoua  ^reara. 
Thit  appaiCBtly  amall  reaerre  is  doe  to  the  kr^  proportion  of 
old  tem  bosineas  still  on  the  books.  The  underwriting  and  invest- 
meot  eshifait  diows  an  andervnting  loss  of  $87,278,  and  an  invest- 


ment gun  of  $105,722  m  1915.  yidding  an  increase  in  surphis  of 
$18,444.  Included  in  the  inycstment  ^in  is  the  $50,000  increase 
in  vahiation  of  real  estate.  In  the  fiabiUties.  under  lasses  unpaid, 
the  oompany  takes  eredit  for  reinsurances  amountiiig  to  $15,145. 
Of  this  sum  more  than  $10,000  is  in  companies  which  have  now 
ceased  active  business,  but  from  wluoh  the  Qerman  may  be  able 
to  ooUeot  the  sums  due. 


GERMAN  FIRE  INSURANCE  COMPANY  OF  THE  CITY  OF  PITTS- 

BURG,  Pittsburg,  Pa. 

President.  A.  E.  Suceop;  Secretary.  A.  H.  Eckert.    Orsaniaed.  1862. 


Y«4R 

Assets 

Unearned 
Premiums 

Net 
Surphis 

Net 
Fkemnnns 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
19M 
1913 
1912 
1911 

$i.ia4.i5« 

1.127.464 

1.130.359 

,    1.123.143 

i    14)99.090 

$596,896 

591.038 

61U26 

618.227 

1         602.231 

$166,791 
170,955 
169.066 
142.381 
136.383 

$515,978 
529.486 
581,042 
604,804 
582.323 

$571,782 
585.565 
636,504 
671.730 
639.617 

$267,144 
297.966 
325.079 
320.780 
347.171 

$36,000 
36,000 
36,000 
36,000 
36,000 

$253,746 
246.652 
263.843 
273.254 
277.120 

$556,890 
580.618 
624.922 
630.034 
660.291 

$255,848 
301.617 
302.315 
313.731 
324,851 

Amrs.  Dbc.  31. 1915. 


PaI  estate 

Martgafe  Xoaas 

Boedb  and  stocks.. 
CoBatoa!  loans.. . . 

(^ak 

Aiots'  baianees. . . 
Isterest  and  rents. . 
Other 


Total 


$174,900 

509.073 

24.985 

68.770 

220.799 

100.942 

9,695 

14,992 


LuBmniB,  Dec.  31, 1915. 

Losses  unpaid $47,535 

Unearned  prems 596,^5 

Other  liabifitiea 12,935 


Total  liabilitaes...  $657,365 
Capital  paid  up....  300.000 
Net  surphis 166.791 


$1,124,156       Total $1,124,156 


Uadervritiiv  profit,  $4,916;  investment  profit,  $26,920. 

B£^  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$136,478^857:  premiums  thereon,  $1,158,183. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeiTed, 
$I4.44a074:  loases  paid,  $7,223,629;  dividends  declared,  cash. 
tU&jaOO;  stock.  $150,000. 

REAL  ESTATE  OWNED:  The  principal  item  is  the  eomi»ny's 
hease  ofiee  building,  which  cost  $123,255  in  1902,  and  is  carried  at 
$150,900.  The  remaining  parcels  are  seven  dwellings,  carried 
at  $5,000,  $5000.  $1,200,  $3,500.  $3,500,  $2,200  and  $4,500, 


MORTGAGE  LOANS:  There  are  194  loans,  amountina  to 
6094173,  whsch  are  secured  by  properties  located  in  Pittsourg 
sad  Qcig^baring  towns,  vabed  at  $1,229,350;  the  insurance  hdd 
far  the  company  oo  buildinsi  being  $563,050.  There  was  $1,740 
or  BBterest  past  due  on  December  31.  last  The  hugest  loan  is 
oae  of  $15,000. 


COLLATERAL  LOANS  are  as  foUows: 
SsccBima. 

Wettt^Jtooae  Air  Brake 

Qamam  Savinss  Baak 

CoiaBfam  NatKHial  Bank 

TrostCo 

OilCal 

L.AL 

AseriesD  Window  Obss,  mdc  p 

Ssfe  D^^oBt  &  That.  FHtsburg 

MeXees  Bocks  Trust 


F^ttibBrg  Brewiac  e.  p 


Market 
Value 

$1,439 
7.800 
6.630 

25.375 
7.580 
2.548 
3.375 
13.725 
900 
2.400 
4,000 


Amount 
Loaned 
$1,000. 

25,000 

2,800 

12,000 

1,000 


CouATaaAL  LoANB. — Conl. 
SactTBimB. — Cont. 
Germania  Savings  Bk.,  Httsburg. . 

Pittsburg  Coal  Co.,  c 

American  Window  Glass  Mch.,  e . . 
American  Window  Glass  Mch.,  p. . 

Atlantic  Refining  Co 

Standard  Refining  Co.,  n.  g 


Market       Amount 


Value. 

$10,880 

3.600 

5.250 

13,500 
6.030 
5.450 


Loaned. 
$4,500 

22.470 


Totals. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 
MOl...  Et.  A,  Sharps,  st.  ry.,  5%.  1923. 
Pitts.  &  Birmingham  Tc,  5%,  1929. . . 


$121,293        $68,770 


Stocks. 

Fifth  Ave.  Bk.,  Pitts 

German  Nat.  Bk.,  Pittsburg,  Pa. 
MU.  Under,  big 


Par 
Value 
$16,500 
8,000 


500 

10,000 

160 


Market 
Vahie 

$16,005 
7,920 


900 
160 


Totals  (book  value,  $43,270) 


$35,160        $24,985 


MISCELLANEOUS:  In  1877  company  paid  stock  dividend  of 
$150,000.  In  1907,  capital  increased  from  $200,000  to  $300,000 
by  payment  of  $150,000.  of  which  $100,000  went  to  capital  and 
$50,000  to  surplus.    Confiagration  loss:  Chelsea,  1908,  $65,000. 

DIRECTORS:  A.  E.  Suocop,  A.  H.  Eckert,  John  A.  Eckert, 
J.  McF.  Carpenter,  Chas.  A.  MueUbronner.  August  Daub,  A.  E. 
Niemann,  Dr.  W.  J.  Langfitt,  GusUv  Wehrstedt,  John  C.  Kohne, 
C.  H.  E.  Suocop,  John  D.  Evans. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  juris- 
diction of  home  office,  Allegheny  Co.,  Pa.;  Fred  G.  Fuessel,  Jr., 
State  agent  for  111.,  Mo.  and  Wis;  ^eral  agents  for  Middle  Pa^ 
Tbeis  Bros.,  Wilkes-Barre,  Pa.:  Emil  J.  Hermann.  Detroit,  Mich., 
q)ecial  agent  for  Mich.;  J.  B.  HotaHng,  special  agent  for  N.  Y.; 
liockwood  Bros.  A  Wsid.  managers  Metropolitan  district,  New 
York  Cy..  and  gcnoal  agents  for  N .  J.;  Geo.  T.  Wilson,  State  agent 
for  0.  and  Ind.;  Cashman  k  Evans,  general  agents  for  Colo.; 
H.  B.  Windsor  Co.,  Salt  Lake  Cy.,  general  agents  for  Utah.  The 
company  operates  in  Colo.,  Conn.,  lU.,  Ind.,  Mass.,  Md.,  Mich., 
Mc  N.  J.,  N.  Y.,  0..  Pa..  Utah  and  Wis. 


GERMAN  FIRE  INSURANCE  COMPANY,  Wheeling,  W.  Va. 

President,  Wm.  P.  Stifel;  Secretary,  F.  Riester.    Organised.  1867. 


Uneanied 

Net 

Net 

Total 

Losses 

Total  Ex- 

Loases 

Yi&a 

Aascto 

ncBunms 

Surphis 

Fltmiums 

Income 

Pkid 

IMvidends 

Expenses 

penditures 

Incurred 

1915 

$S60wttS 

$219,324 

$140,213 

206,306 

$235,191 

$116,033 

$16,000 

$108,725 

$240,758 

$99,308 

1914 

«U»4 

237.079 

121.153 

246,279 

296.660 

207,390 

16.000 

124,971 

348,361 

203,947 

1913 

•72.106 

276.556 

156^432 

300^873 

331.446 

163,120 

18,000 

149.373 

330,493 

164.729 

19U 

€8llj082 

289,049 

178,676 

298,983 

329,778 

173,894 

18,000 

145.926 

337,820 

169.100 

»ll 

$aw314 

254,012 

198,466 

203.158 

324.162 

157,193 

24.000 

144,977 

326,1701 

155.298 

74 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


GERMAN  FIRE  INSURANCE  COMPANY,  Wheeling,  W.  WsL.—Continued, 


AflBvm,  Dae.  31, 1915. 


Real  estate 

Mortgage  loaoB 

Bonds  and  stodcs. . 

Cash 

Agents'  balances. . . 
Interest  and  rents.. 


Total 


175.000 
38,200 

416.860 

21.428 

28.575 

6,625 


LuBiumB,  Dae.  31, 1915. 

LoBses  unpaid $22,951 

Unearned  jprems ....       219,324 
Other  liabOitieB 4,200 


Total  liabilities.. 
Capitslpaidup. ., 
Net  surplus 


1246,475 
200,000 
140.213 


1586,688       Total $586,688 


Underwriting  profit.  117,036;  investment  profit.  118.025. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe.  December  31. 
141.758,840;  premiums  thereon,  1435,941. 

BUSINESS  SINCE  ORGANIZATION:  Pramiums  reoeired, 
14,651,472;  loeses  paid,  $2,281,576;  dividends  declared,  cash. 
$494,000;  stock,  $90,000. 

REAL  ESTATE  OWNED:  Consists  of  2  2-etocy  brick  office 
buildings  with  lot  66x150  ft,  on  Chapline  St.,  Wheeling,  book 
value.  $66,354. 

MORTGAGE  LOANS:  There  are  7  loans,  aggreKattng  $38,200 
and  protected  by  property  vahied  at  $129,500.  The  fauvest  is  a 
loan  of  $20,000  on  a  brick  building  at  1219  Market  st.,  Wheeting, 
vahied  at  $60,000.  There  was  no  interest  overdue  on  December 
31.  last 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

U.S.C 

U.8MPta.Cn 

Wheeling,  W.  Va. , 

Wheeling.  W.  Va.,  r 

Wheeling,  W.  Va.,  unp 

Wheeling,  W.  Va^  w 

OhioCo.,W.Va 


Fkr 

Value 

$30,000 

50,000 

8,000 

14.000 

54,000 

30.000 

1.000 


Market 

Value 

$33,000 

51.000 

8.000 

13.640 

52.980 

30.000 

1,000 


Bonos  and  Srocsa  Ownbd.— Ceirt. 
Bonds.— Con/. 

Wheeling,  Tc.  Co. 

Wheeiina  A  Ehn  Grove  R.  R. 

Ind.  k  Nowm.  To 

Bd.  of  Tmde  Bldg 

Lands  Realty 

Underwriters  BIdg.,  N.  Y.  Cy 

LabeUe  Iron  Wks 

Wheeling  Steel  A  Iron 

Whitaker  Glosend 

Wheeling  Mould  &  Foundry 

Ward  Baldng 

Haiel  Atlas  Glass 


Stock. 
Panhandle  Traction 


28,340 


28,340 


ToUls $423,340      $416.860 

MISCELLANEOUS:  Capital  increased  in  1868  from  $10,000 
paid  up  to  $15,000  paid  up  ^  stock  dividend  of  $5,000;  in  1869 
to  $23,000;  in  1871  to  $33,000;  in  1872  to  $50,000;  m  1873  to 
$60,000;  in  1874  to  raOOO;  in  1875  to  $100,000;  all  by  stock 
dividends.  In  1905  caintal  was  increased  crom  $100,000  to 
$200,000  by  cash  payments;  conflagration  loss;  Salem,  1914. 
$23,001. 

DIRECTORS:  Wm.  F.  Stifel  August  Rolf,  Henry  Bieberson, 
Geo.  E.  Stifel.  Anton  Reymann.  F.  Riester,  F.  C.  Driehorst  H.  E. 
Osterling.  J.  A.  Hess. 

FIELD  MEN  AND  TERRITORY  COVERED:  Herriok  A 
Auerbach,  Chicago.  111.,  l^eneral  a^ti  for  III.,  Colo.,  Minn.. 
Mich,  and  Wis.;  S.  W.  Rioe,  supenntendent  of  agencies;  J.  G. 
Billiard,  manager  Metropolitan  (ustriet  N.  Y.  City;  Edward  A. 
Keeler.  spedal  agent  for  Ohio,  Ind.  and  Pft.;  Chester  C.  Wright 
special  agent  for  W.  Va.;  F.  C.  Sturtevant  manager  Easton  de- 
partment comprising  N.  Y.  State  (except  Metropolitan  dis.)  and 
Mass.  The  company  operates  in  Colo.,  lU.,  Ind.,  Mass,  Mich., 
Minn.,  N.  Y.,  O.,  Pa.,  W.  Va.  and  Wis. 


inued, 
Ptf 

Market 

Value. 

Value. 

$45,000 

$10,950 

42,000 

39.060 

15,000 

13,800 

5.000 

4,760 

10,000 

10,000 

10,000 

10,000 

17.000 

17.340 

15.000 

15,150 

9.000 

9.100 

5.000 

4,850 

20,000 

18,600 

15,000 

15,300 

GERMAN  ALLIANCE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Prajdeot,  Wilfiim  N.  Kroner;  Secretary.  Elwin  M.  Cr.«iD.  OriuiiMd,  ISn. 


YlAB 

Assets 

Unearned 

Net 
Surplus 

Net 
Premiums 

Totol 
Income 

liossee 
Paid 

IMvidends 

Expenses 

Total  Ex- 
penditures 

Loflsce 
Ineurted 

1915 
1914 
1913 
1912 
1911 

$2,062,618 
l,92a062 
1,864,277 
1.909.836 
1.834.026 

$505,421 
497.409 
487.667 
466.074 
438,523 

$1,037,363 
889,267 
868.737 
885,548 
841.787 

*$612.421 
617.907 
628.327 
613.319 
586.840 

$693,654 
707.232 
710,134 
689,339 
657.127 

$326,548 
403.882 
343.048 
362,242 
328,772 

$60,000 
60.000 
60,000 
60.000 
60.000 

$192,243 
191.357 
239,970 
187,542 
174,696 

$578,791 
655,239 
643.018 
609.784 
563.468 

$305,768 

423.347 
332,377 
350.667 
343.682 

*  Inchides  $498  marine  premiums. 


Awns,  Dno.  31, 1915. 


Bonds  and  stocks. 

Cash 

Agents'  bahnoes. . 
Interest 


$1,898,779 

42,761 

109,961 

11,117 


LuBZLROBB,  Dbc.  31,  1915. 

Losses  unpaid $109,834 

Unearned  prems. . . .  505,421 

Other  liabmties....  10,000 

Total  liabiKtieB...  $625,255 

Capital  paid  up....  400,000 

Net  surphis 1,037,363 


Total 


$2,062,618       Total $2,062,618 


Underwriting  profit  $101,643;  investment  profit  $106,453. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$98,036,289;  premiums  thereon,  $953,810;  marine  and  inland  risks 
in  foroe,  $56,815;  premiums  thereon,  $475. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$8,882,208;  losses  paid,  $5,056,866;  dividends  declared,  cash, 
$720,000. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

United  States,  reg.,  1925,  4% $130,000  $137,800 

United  States,  reg..  1930,  2% 10.000  9,300 

Mass.,  reg.,  1942,  3H% 1.000  870 

N.  Y.  Cy.,  so.  reg.,  1928,  3^% 75,000  66,000 

N.  Y.  Cy,  reg.,  1962,  4^% 200.000  190,000 

AtcL,  T.  k  S.  Fe  Ry.,  cv..  1960.  A'/c      .  25.000  25.250 

Ateh.,  T.  A  S.  Fe  Ry..  gn.  m.,  1995,  4%.  10,000  8.800 

Bait  A  0.  R.  R.,  cv.  1933, 4H% 15.000  13.500 

Bait  &  0.  R.  m  r.  i  gn.,  1995.  5%  ...  50.000  47,500 

C.  R.  R.  of  N.  J.,  gn.  m.  c,  1987,  5% . . .  10.000  1 1.200 

C.  R.  R.  of  N.  J.,  gn.  m.,  reg.,  1987,  5%.  10.000  10.800 


Bonds  and  Stocu  Ownbd.— CoiU.  Par 

Bonds.— Conl.  Value. 

Chesa.  ft  0.  Ry.,  gn.,  1992.  4H% $25,000 

Chi..  B.  ft  Q.  R.  RmIU.  div.,  1949.  3H%  5,000 

Chi.  ft  E.  III.  R.  R..  1  08.,  1934,  6% . . . .  25,000 

Chi.,  Ind.  ft  So.  R.  It,  cs..  1956,4%....  20,000 

Chi.,  MU.  ft  St  P.  R.  R..  cv.,  1932, 4^% .  10,000 

Chi.,  Mil.  ft  St  P.  Ry^  cv.,  2014,  5% .. .  3,000 

Chi.,  Mil.  ft  St  P.  Ry,  gn.,  1989.  4H%.  10,000 

Chi.,  Mil.  ft  St  P.  Ry.,  gn.,  1989.  3H'  p-  10.000 

Chi..  St  P..  Minn,  ft  0.  Sj^  d..  1930,  5%  25,000 

D.  ft  H..  cv..  1935.  5% 10,000 

Hocking  Val.  Ry.,  1  cs.,  1999,  4H%-  • .  ■  10,000 

M.,  K.  ft  T.  Ry.,  1,  1990.  4% 25.000 

N.  0.  Tm.,  1  m..  1953.  4% 25.000 

N.  Y.C.  ft  H.R.R.R.,eq..  1922-2, 4H%  25,000 

N.  ft  W.  Ry.,  div.,  1  ft  gn.  m.,  1941,  4%  30,000 

No.  Pac.--Gt  No.  R.  R.,  jt.,  1921.  4%..  10,000 

Ore.  S.  L.  R.  R.,  r.,  1929,  4% 25,000 

P.  ft  N.  W.  Ry,  1  regn  1926.  3H% 10,000 

So.  Pac  cv.,  1934,  5% 10,000 

So.  Pac  eq.  tr.  ctf.,1916-2,  4H% 16.000 

So.  Ry..  1  cs..  1994.  5% 10,000 

So.  Ry.,  dev.  gn.  m.,  1956,  4% 25,000 

Third  Ave,  R.  R.,  1  r.,  1960,  4% 10,000 

Amer.  Tl.  ft  Tg.,  cv.,  1933.  4h% 10,000 

Consolidated  Gas.  cv.,  1920,  6% 15,000 

Edison  EL  Ulg.,  1  cs..  1995,  5% 10,000 

N.  Y.  Tl.,  1  ftgn.  s.  f.,  1939,  4^% 20,000 

Western  Un.  TL,  ooL  tr.,  1938, 5% 2,000 

Stocks. 

Ateh.,  T.  ft  S.  Fe  Ry.,  oom 3a000 

Bait  ft  0.  R.  R.,  p 21.200 

Bait  ft  0.  R.  R.,  com 35,200 


Market 

Value. 

$21,250 

3,050 
24,500 
16,000 

9,700 

3,060 

9,700 

7,500 
24,000 
10,000 

8.700 
17.750 
16.750 
23.500 
24,900 

9,200 
21,500 

8,700 
10.100 
15.040 

9.600 
16.260 

7.000 
10.100 
18.000 
10,100 
18,400 

1.000 

30.000 
15,052 
30.976 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


GERMAN  ALLIANCE  INSURANCE  COMPANY,  New.  York,  N.  Y— ContinwJ. 


aiDCU.— C«L  VlJiK. 

cu.  iGL  A  bl  p.  E.  L,  p naooo 

CbLt K.  W.  R.  R,  p 30Ma 

CIU.4N.W.  R.R,BB W.DOO 

ULtB 10,000 

EiieB.S,lp 30.000 

Gl.Na.RT.  p 47.SOO 

Uk^kViLECB 10,000 

L.  *  K.  R  R I2,0t» 

UufaUtu  EIn.  R.  R 20.000 

PaiM.  S.  R. IBiSOO 

R.tS.R.R,v 10.000 

Sio.fW. 20,000 

So.  Ht,  P 100.000 

Ua  I^RLUB It.DOO 

Odh'  CaL  Nit.  Bt 22.S00 

Nu.  Bk.  of  CornwRg IZSOO 

Awr.KaprR(fiuaB.p 10.000 

Aoff.TLATi lO/WO 

CamUtUdOtM 30.000 

bwal.  Barralir.  N,  J.  p. 10,000 

iBWnL  Bvmto'  Cp,  p 10.000 

UU|h  VtL  Ci^  Um. I.3W 

Nu.  Shit  ft^finmf  1,000 

V.temUfi' ^iBK.^  N.  y \M0 

li*n  Ub.  Tt. MKOOO 

Tttlt (1.T78.0M  ^l, 


I  uoit  for  H.  v.;  R.  R.  MoDoindL  Ddlu,  1 
Tm.:  T.  E.  Mmnl,  Biltiman.  Md.  vnia 


I  N.  Y.;  C.  H.  Ph&briiA.  [■■ 
!  C.  RiTiuldi,  PUsm,  -. 
H..I  <\Si»tt.LaB 

Bv      .      r,  Ptftbnd.     ' 
J.  ]  ;.  Pittiburg.  ' 

Atfa'  '        k. Bpeeitlur 


mpnt  tor  IM.  D^ 


.,rKx._4T«.T 


SLil..^  .1.  c"  j.m'.' 


W3CELUNE0US:  Thk  odoiiuv  biiiii  bu^DH  wilh  ■ 
fuJup  miMl  of  (200,000  ud  t  iiinhig  of  1100.000.  Cuhul 
manmi  a  IBM  fawn  1200^100  u  MM.OOO  ud  IIOOJWO  >d^ 
u  Bllu.  Coafliffsbin  1o«;  Bdtimcn,  lOOt,  l6[,4Tt;  Su 
Fiuso. IIU, t2M,S37.  Vkliwii[4i^iiuldqi^M:{hL,111.000; 
VCIUJOO^Vl,  tll.DOO, 

■ipb  H.  Cbotlt.  Rilph  L.  Calbr.  Otta  L. 

:.  HopkiiM.  Williui  N.  Knmv,  Woodbury 

-  -, Boln.  G».  W.  Poldiu.  Julhij  A.  Sturriurg. 

W&w  Wood,  OiH.  G-  Anith.  Swniiel  McBobcrU,  H.  C.  Flnt- 


Ill  a^ail  fur  P>.;  Q«.  N,  Hurt, 
.  J.  M.  Woodrooff,  Philidrfphifc 
I :  E.  E.  PuohdI.  PhiLuklpbu. 
il)i«o  N.J.;1,F.  BnwlNcw 
v.  p.  Stoddud.  Synoun  N.  Y., 
Webb,  Raltich.  N,  C.  genml 
.L.-luDO,  UiiL  ipeen]  ifleot  for 

'he  Wefltom  departmrnt;  R-  J- 

HiDDCuoKa.  Muu.,  .wic  acni  lor  Miim.  ud  WiB. 

Cu.;  Edmund  0.  Bum.  Milnuku.  Wii„  itate  acnl  l«  Wk.: 
WillwB  F.  Bnbow,  Abtrden.  8.  D..  ifMinl  Mnt  (or  8.  D.; 
Juua  Bnndrit.  Okhhau  Citv.  Okh..  wtaml  ta* '"  OUt. 
<W.):  H.  O.  Ann.  Uittooa,  lit.  ^ndad  wait  lor  ID.:  Our  E. 
Dbai.  Sprinsedd.  Mo.  ipcul  tgail  (or  Ho.;  Will  I.  Drum. 
TopAi.  Ku.  nHkl  wml  for  Ku.;  H.  J.  Hubbb.  Cohimbiia. 
0.  apKUl  tnnt  fur  0-^  0«.  B.  Scdiwisk.  Colombua,  0..  •«*>« 

BCDl  for  O.:  Williu  C.  fawirt.  Cbwa,  lU..  SUIe  ■cHtt  for 
leb.  uid  8i>.  Cu.;  Burt  J.  OihBon.  IhUuiudGi,  tnL.  Stile 
■(«(  for  Ind.:  Cbvlea  H.  HKroawB.  Cbiaco.  Ill-  •paciil  ituit 
fpf  Cook  Co.  III.;  J<aeph  Iiuii.  Cotumbni.  O..  qxeiil  ueat 
for  O.:  AlTin  L.  Jonp,  Dnvrr.  Colo.  State  tgciit.  and  Bi  I~ 
Mallhr,  apK-l  ■ffnt.  (or  Coki.  N.  M.  and  Wyo.;  Plul 
H.  Knighton.  Baadiiil,  Uo.  BliW  hcqI  lor  Mo,;  Juliua 
M.  Milln.  MnAonB.  Okli.,  ipHiil  innt  [or  OUi.^  Wittar 
E.  Miiler.  Oiisaao,  1U.,  Stale  innl  for  Id.:  W.  R  Smith,  Monli- 
«lk>.  III.  nniJ^igEBt  For  111.:  L.  G.  Farmer,  Firto.  N.  D..  SUIe 
il«t  for  K.  D,:  E.  E.  Drwar.  Orml  Falk  Mont  Riii*  mni  Fnr 
MduL^  Lyim  C.  Storiy.  Linooln.  NA.,  Stiu  ir 


S.  Arehs. 


Swire.  Ion  CitT,  Ii.  Siite  ual  fur  U,;  a«r«« 
UilmukM.  Wii.,  BHetal  anol  lor  Wii.:  Qeana  E.  Ci 
CowW,  Ovne  W.  Mod^aU.  A.  Bet,  W.  B,  Ball.  N 
"  "  *"■-      -'"■  "  "intoyoe.D«Moit--  '      - 

"jaiHi  B.  Hitcl 

"incnim  Vi^  E.  F.  Hei 
NoTCal.:  EarlR.  Holka 


R.  G.  BiH.  ud  W.  M.  Miatoyoe.  Ds  Moin.  Ii 

Oflorre  H.  Tnan,  oniDril  B»Dt,  H.  FolEer.  aBoaUiit  Hcneral 
_    r.    I.    I.    in.:.    , n    Hit*b«,  DiHwIu  Parkw. 


Bw.™ 


ipeekl  iBot  (or  W.  Va.:  T.  J.  Barbs.  Jc  Win- 
t-  Mwiil  a«nit  f«  N.  "  -    -    , 

■K^BL  A^  iptcKl  acntlor  Ala.:  J 

t,  vedal  itoX  for  nTt.;  ]■  "    - 


iciioo,  Cal..  •pnail 

itHft  Su  Joaqub  Vi 
_l«il  lor  NoTCal.:  Earl  R.  Holknd.  Loi  Anida. 
agent  For  Bo.  Ci^.  andjVra.:  A.  A.  Firai.  Ponluid, 


'C.  ■w^SacEnt  lit  N.'  C*.;  Harrr  E. 
L,  apenl  acntlor  Ala.:  J.  M.  DoDaU.  Ri 


.  _.;  K.  S,  Duayet,  Boatou.  Mas., 

—  vAI  lor  Has.:  C.  F,  Hard.  OmoTiUe.  S.  C.  fpteial 
Vu  In  Qa.  aid  S.  C:  W.  C.  Hon.  Albany,  N.  Y..  ipKial 


Sag  Pni 
iliandi  Loa^Anfd'aT  Cai: 

^t  Fu'EaitT  WaJib.'anTNo.  Idibo-'n'*?' 
Wub.,  ipeeiil  annt  For  Wnt.  Waah.  and  1 
Later  A  MitcbelL  BnttK  Waah.  ^edi)  agsn' 
and  Biidih  Columhii.  The  compuy  oporila 
and  Terrilcnn  euept  N.  M,  anifVt. 


Cal. 
I.  SatUb 


GERMAN-AMERICAN    INSURANCE    COMPANY,    New    York,  N.  Y. 

IMdtat.  Wm.  tt.  Krtmar:  Vi»-Prtad«ii,  Ghatlca  O.  Smith  and  Ja«  E.  WUtt:  Semury,  Edwin  M.  Cnim- 


OrcaniwL  1872. 

Vu    AM. 

s=ss 

8^«, 

pii™ 

Total 

1  -ST 

IKridendl 

Eip«.» 

ToUil  lu- 
penditnna 

1^^!^ 

m  nMuii 
*i!  1  n.»iu7s 

P.4I0.MI 
MM.  ITS 

a:iM.oo7 

tlO.ST3.171 
0.803,010 

111 

8,3»;803' 

I10,181.4» 
0,770.8) 

'ISIXQAIS 
!       5.309.385 

t.'«09:&M 

«aoo,ooo 

B.o««.8;i 
j.issIm: 

«!7Sl!23S 

t4,7a338» 

t|s8I.TB2 
<.6ia.I3S 

Iwa^  Die.  II,  lOlS.  LuiiLinn,  Dec.  31,  IBlt. 

!f^«»» ll,STaOOO    Lcnamiisid IBM.02i 

'"Wilaaaa i3,1»  Uncuud premi . . . .    «.03«,I92 

™l"^i>«ki.  .  IS,IMS.8U  Othaliibi^lin..   .       181.TM 


-"pldtpomUi' 
Toiil>;kk.a0,     tI2.8I0.ll2 


REAL  ESTATE  OWNED:  Coniiilg  of  Ibo  204loiyoffioe 
buUdinf,  at  Not.  fll'TS  Miidtn  Lane,  and  Noi.  1-11  Lib^  n. 
New    Yolk,    which    oon    ll,3«3,iei,  xhiod  at  ll.<UO.0OO;    sad 

•L.  Roohnta-.  N.  Y.  wUch  ooA  l9S£,ai3,  and  arc  I^ued  al 
"  i.DOO.  The  Rochoiler  iiroperty  ni  aoguired  in  Ifill  tbrouih 
■  ■    ■    "    ■  "  In..  Co. 
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BONDS  AND  STOCKS  OWNED:  Pa         Mi 


VLOOO 

u.iso 


Niv'.r,;,  «i,uv;;r.«.,iH%iii»; 

H.  Y.  Cy.,  I>.pi.  Var.BUtn.,  at..  J 

N.  Y.  Cy-.*i.*™ia  '»%■  '»*''■ 
M.  Y.  Or,  Ku.  A  F.  tfg..  SH-^t.  1 


Ricbmosd,  Vl,  4%.  IMl 

B>tuu1i,Ql.  41^%,  IMS.. 

ToKmUi.  Cu.,  4%.  IW8 

Townlo,  Om,  gn.B,.  314%.  I»«-  - 

TtnnU,  Cm,.  4%.  1020 

Tiitonto.C.ii.,4^i%.19M ,. 

Vn^nB,  3%.  1W1 

Albuy  A  Sui.  R.  It,  1. 3^i%.  1US. . 
Atoh  T  *S  FeR'  '•"  ""  ""■ 
Ateh!.  T.  4  8.  F«  ( 


A(cb.,  T.  A  H.  Fe  Rjr,,  et..  *%.  I»W  . . . 

AU.  Ct.  L.  R.  R..  1  en*.  4%.  IM! 

At).  Ct.  L.  R.  R.,  L,  t  N. «].,  4%.  lU] 

B.AO.R.R..I.4%.l«4B 

B,  A  0.  R.  R.  Pitta.  L.  E.  A  W.  Va.,  r, 

4%.IHI  

B.  40.  H.  R.,  CT.,  44%.  1«3  

B.  4  0,  R.  R.,  Sn.  Kt.  1.  3H%.  I«2e 
B.  4  O.  R.  R.,  r.  4  n..  S%,  lege  ... 
Boaton  4  N.  Y..  A.  L  R.  R.,  1.  i%.  1U 
Ceat  R.  R..  N.  J.,  ta.  ep.,  i%.  lflB7. . 


Chi.  4  A.  R.  R 
Chi.  4  A.  Ry.. 
Chi..  Bur.  4  (fa 


Clii.  4  W.  lod.  R.  R..  eg.,  4%.  1WI. . . . 
Chi,  lad.  4  So.  R.  R,  ca.  4%.  ISM  . , . . 
Chi,  L.  S.  4  E.  Ry.,  I  ro.,  4M%.  IKM  . 
ChU  MiL  A  St.  F.  Rr,  en.  4  r.,  4H%. 

Chi-Mi.'*8l.'P.'R.'R,;*n-i%,Mi4 
CliU  Mil.  4  8(.  P.  R.  R,  PL,  4^'?„  IWB 
CU,  UU.  4  SL  P.  R.  R,  V.  S'l'/o.  »» 
Clu.  MiL  4  St.  P.  Ry.  d,  4%.  1034 
Chi,  MiL  4  Bi.  P.  Ry,  U  C.  Dir,  i%. 


biaR.[LcB.1..4%.  1»M 

no.  4  E.  Cl.  R.  8,  1. 4H%,  IBiS , . . , 
Od.  R.  4  Ind.  R.  R-  1.  4H%.  1M1. . . . 
BnckiDC  Val.  Ry,  1  <*,  4H%.  im.. . 
iBMbor.  MMr(«),  ooL  tr,  4M%,  ■«*. 


123.750 
Z4.TM 
M.DOO 

473.200 

4t!ooo 

ta.DOO 

ii7!uo 

10.200 


100.000 

M.000 

21.000 

100,000 
M.oao 

M.OOO 
3S.0D0 
U,000 

oaooD 

MOOO 

2aooo 

Z5.D00 

H,0O0 
1)0,000 


Chi..  Mil.  4  St.  P.  Rt..  bt..  44%.  ISII 

CU.Rk.Ia.4Pag.Rj,ar).B.al,  4H7«. 

I«It-2S.. 


C,C,C.4at.L.E.R,C.E 


3i,S00 
03.000 


10,000 
190,000 
IDOkOOO 


I..  4  n.  K.  K..  UB,  4%,  IVHJ 

L.  4  N.  R  R,  At.,  i&u.  4  Cin.  Kr, 


It.  P.  4  B.  BU.  M.  Ry.,  I 


lobile  4  O.  R.  R.,  M.  I,  S%,  1047 

lonlaaa  Cnt.  R.  R,  I.  «%.  1037 

1.  4  e.  R.  R,.  1  r,  iH'/^  2000 

[..  C.  4  St.  L.  Ry..  1,  a..  G%.  1028. . . . 

.  lew  Orleau  TnD,  1, 4';'c  l»3 

N.  Y.  Rya.,  Ir.  eat.  4r,4%.  1H3 

H,  Y,  Rya„  ad.  in,  S%,  1942 

N.Y.4J.R.R,lm..S'^lt31 

N.  V.  C.  4  H.  R.  R.  R.,  aq.  Ir.  ctl„  4H%. 

1020.27.  . 
.1.  y.  C.  4  H, 
N.  Y,  L.  4  W 


tWOOO        I2«,000 


N.  4  W.  Ry.,  P..  it.  I,  4%,  IM  I 

N.  4  W.  Ry,  ev,  4%,  1932 

N.AW.  Ry,tv,4%.  1932 

N.4W.Ry,CT,  4!^'"„ie3S  

No.  Pu.,  Gl.  No.  R.  R.,  it.,  4%,  1031 
No.  Pac.  R.  R,  n.  In..  *%.,  1997 ... . 

No.  Pm.  C,  KB.  bi.,  3"^,  2«7.,. 

Ore.  3.  L.  R.  R..  r,  4%,  1029 

PcnDa,rwtr.etf,  a>^  1937 

p'TNu.Ry'.,^ 3W'^"l9Ifl. '.'.'.'.'.'.'. 
P.  4  M«.  Ry,  1  reg,  3h'"^,  1028. . . . 

Rii>Gd.  W.  Ry,  Ir.,  1. 4°'c- 1030 

R.  Ry.  *  Ll.,  ea.  m,  iVc  IBM  

Santa  Fa.  P.  4  P.  R.  R,  i%.  Ml. . . . 

So.Pac.  R.  R,lr,  4%,19M 

S'l.  Pat,  ICcn.  Pae.  coTi.  4'^  1049. .. 

flo,  Pac,CT,4%,  IBM 

Bo.  Par..  e«.  ti.  olT,  4li%.  lOlR-ZS . . . 

So.  ftK.,  CI,  S%,  IB34 

Bo.  Ry,  dar.  4  n.  n>.,  4%,  19M 

So.  Ry,  I  oa.,  8%.  IBB4 

So.  Ry,  M.  Djy,  1,  3%,  1990 

St.  P,  M.  4  M.  Ry..  I  a.,  i,'/^  1BS3. . 

St.  L.  4  A.  R.  R,  I.  S%,  lots  

St.  L..  I.  Mt.  4  So.  R.  R.,  un.  4  r,  4' 


St.  L,  I.  Mt.4So.R.R,f.4i.diY.«%, 


Troy.  (N.  Y.l.  Ry,  a,  S%.  1942. . . 

Un.  1^.  R.  R..  01.  4%,  1927 

I)n.  Pac.  R.  R,  1  4 1..  4%.  2008. , . . 
H.  S.  R.  R..  1  (T.  n«.  4%,  2311 . . . . 

W.  S.  R.  R,  1  tf.  c.  4%.  1381 

kmer.  Tl.  4  Tr,  col.  tr..  4%,  1920. . . 

tmcr.  Tl.  4  Tiu  e»,  4M%,  1933.. , . 


ISaOOO        130.UO 
87.000 

\i.txa 

IB.ZO0 
B«,DOO 

32!0OO 
180.000 
M,400 
24.M0 
40,MO 
13.S00 
1)1,000  I3,«80 

7t:oO0  7S,000 


47.700 

eo.ixm 

170.000 
73,000 
83.780 
14,000 

M.7S0 

TS.0OO 

07.000 
31,200 

I  WOOD 
47.000 
27,100 
Z3.KI0 

40,000 


Ind.  Sled,  1.9%,  lUl... 


90.000 
19,000 
SftOOO 


24,000 

01,000 

74,0013 


1  o..  8%,  10*9 

■Ji..  H.  *K  pur.  Ill, 

^0aa4ElVLt.'H!'4>.'.'l!9<iMS 


100,000 
8o!00D  ' 
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SUDdud  G_  Cu  ..  _ 

Mcrt.  Bd,  N.  Y,  4%,  l»M 

■  3.  awJ  C<rp,  t  f.  S%.  IBM  , 


.UUT  *  Sib.  R.  R 

Aleh.  To.  A  Suca  Fa  Rjr..  p. 
Alcb,  To  k  Suta  F«  Rf..  ea 

Bth.  i  O.  R.  It.  p 

B^  4  0.  R- IL.  eom. 

CHW1&S1M.R.  R  

CSrMa.»St-P«ulR.R,  p. 
Chi..  MIL  i  ai.  Pwl  R.  R,  rx 


■I'yT'' 


l>K,HUW.ASwB.R.R... 


MulsuuELRr.K.  Y 

Ubi,  Si.  P.  *  S.  SUu  M.  Rt,  p 
Uhv,  St.  p.  *  S.  Ste.  M.  Rt.  « 

Holxk  A  Bir.  R.  R . 

M. «  E.  R.  R  


S.  Y..  LmJu.  A  W.  R.  R 

N.Y-N.H.AILR.R 

\.  *  W.  Rt_  p    

><oif  Jk  kWrnm  Ry..  ma.. . 


niS«   . 


P™i»-R.H     

Paa^  C.  C.  A  St.  L.  Rj..  p. 
nnt  Ft  W.  *  Chi.  Ry 

ttaOitCo 

Raw.i9ir.  R.R-.(r 

Soiiitm  PMiBc.  e<*i 


ttedi. 

l>     - 


.Rt 


.Pk&r.r.-p. 


\aB.  Evtmate  NsL  Bit.'  N.  Y.  Cy.  - 
Cioh'  Catml  Nat.  Bk,  N.  Y.  Cy.. . 

LmrtilB  N.t.  Bk..  RoclMier.  N.  Y.* .! ! 

UsHiuu' \>t.  Bk.  N.  Y.  Cy 

.NiLBtofCarnHnr.  N.  Y.Cy 


TlXar.ATr^N.Y.'t^/.' 


.tn«,Tl*Tf... 

Bood  *  Mori.  Gt,  N.  Y.  Cy,  , 

C).Gm,S.  V 

luonu.  lIirTc««_  N.  J.,  p. . 
InVTBM.  HammUt  C«P,  p. . . 

UinkViLColS 

j^I— l^ 

s.y!^p",'.'.:::::;::::; 

N.Y.HnMtlCMLt.... 


Bo^TAa 


Bkly. 

,N.J 

^Ince 

^^lua  Rubber,  1  p. . 
Sold  9ud  Oirp-  p. 


15.000 

toiDoa 


ISM) 

Ji&ooo 
2sa!70o 

lt,97t 
119,700 
IM.000 

17,200 


7.930 
I0K.900 


10.000 


DIRECTORS:    iomrb  H,  Cb»ts.  BtMi  L.  Culler.  Otto 

L,  Dommcnch.  Hamuin  C.  FleiUniuin.  Willum  N.  Knaxr. 
Woodbury  1«udan,  Lowell  LiDeolo.  Oeorn  W.  IVkiiv,  Julhu 
A.  Stunberf.  ffm.  E.  Wmtr,  Wm.  Wogd.  E.  L.  Hopkiai.  Chu. 
G.  Smith.  Sninui:  McRobcrU.  Hoainj  C.  Bmjtli,  John  W.  Slsliuc 


for  Lt:T,°J 


Curry,  HurodiburE.  l^.. 
^.■^'-T.  BimunEham.  Am.,  tpi 

-  "  " --■  Menl 

r»H 


OrLwu,  Ta.  RHcid  Bgnl 
.  ip«itl  M™t  for  Ky,  ud 

N^,;K.  8  " 

■,  y.  Hird.  C 

C.  Hon.  Albuy, 
^  \  -ir.  1  ■■.  ■  I  tN,  Y,:  W.KeHey,  llounoB.Tsi.,8l«l««gmt 
F.  r  I.T  .  I  \  M  iiL.  Bdtinign.  Md,  BlaU  igtot  For  Del.,  D. 
['  .in, I  M.l     <   l[  f'LiUm  DdluToi.,  SuteinnlforTei.;  W. 

IM'i S^>i  V.-.iCily,  SlaW  unit  for  H,Y7B:,E,I>uoh*L 

1'hi::i.M|.l.!.  1.1  -'-  iiligatf«PLudSo.NJ.:C,H,Philbriok. 
l'r.,..l.'.i  ,,  I!  I  .~:,to>gRitr«Rl,^C,  R«yBddi.Piiunon.  N. 
J  .  .-[.it.-  :..:.ii!  1..-  v,  J,:  F,  P,  Stoddjrd.  Rynevm.  N,  Y..  Suii 
n.,'iii  for  N  ^..  I:. "I  Bukrv.  PotUuid.  Me,,  State  uoit  For  Me. 
uii.l  \    It.  J   11    [  ,.'ey.  intUbun,PL.  3l>UHi>ntTorP>,:Oin. 

S'    lliirr,   ir ,   rn,.  Buie  ifEnt  for  Gl:  J,  M.  WoodnAe. 

!'i.:li;,|.|  ■,.  I'l  .;  .■*«eolF«N.J,iiniiP»,;  W,  l(Dbra.Tim«- 
t..  .i.nl  of  agcDcid.  Cui,;  J,  A,  Parriih.  jeckson, 

■ :  IT  Mm.;  F.  W.  }amrm.  raiDMir:  J.  O,  Dyfc 

I  I  DchnlH,  N,  Y„  RMhster-GsTUD  Unkr- 

3   S.  Minty,  ToroDlo,  Cu„  nipiniiI«u)Eal 

Mue..  Me,.  N.H.ud  R.  1.;  F,  it,  Knoi.'SpriiiiGFirMaH,,  mecial 
ucQl  For  vntoD  Mufl,  ud  CuDD,;  Lunua  G,  Leonard. 
N,  Y,.  epenal  agent  For  nulrd  uil  iraUii]  N,  Y,:  Ji ' 
FhiladrJphia.  Pa,.  BScial  agent  "     ~ 
Lohmeyer'Goldiizutn-Pattwn 

W,Va_  medal  ««iu  lor  W,V 

Suie  afent  For  Ind.  and  3o,  Mieb.:  L,  L,  Lloyd.  Denier.  Cob., 
SlaW  aiHit  for  Co _  -.  - 

■^->»,L „ 

la..  State  lint  (ra- la,  aiul  Mo.^  Raymond  Waldr._ 

^,  III..  SUto  Mtnt  for  III,.  Wu..  No,  Peninnla  of  Micb.. 

R,  T,  CalJin^l.  Atlanta.  Ga,.  ipeclal  attml  for  Kli.  and  Ga.: 

W,  0.  Thooiae.  IWB«h.  N,  C.  ™cL-' ■  '--  "  "    "  "  —' 

Va,:  J,  Prie«lly  Orme.  Atlanta.  Oa.,  bpecui  a^cui  lur  ni>,.  nj., 

manager.  W.  L.  Lcrch,  Kcond  aaautint  manaRet.  •ealm  dept.. 
Ckkatfi.  IIL;  Edmund  0,  Baw.  Mit«uk«,  \Vu„  Htale  aunt 
For  Wis,:  William  f.  Benho",  Aherdeen,  S.  D„  Bpecial  agent 
for  S.  D.;  L,  0.  Fanntr,  Fargo.  N.  D,.  ipecial  afcnt  '~  "  " 
E.  E.  Dewar,  Gml  Falti,  Mont..  Stale  ageal  F«  Mc 
Brindrit.  Cftlahnnu  City,  Okia,.  tpecial  aiml  f< 
H.  G,  Caaper,  Mattooo.  111.  ipKlal  aicnt  lor  III,: 
Bad  Air,  Mich,,  uprrial  ainnl  lor  Mich,  and  viu' 

Guy  E,  Diion,  Siirini 

Drum.  Topeta.  Kiuu.il 
bun.  O,.  eperial  agent 
Sat.  went  W  0.;  Wi 
lor  .Mich,  and  KKillier 


C.  G,  UtCny.  Colun 
DwMoiii  - 


... F^M. 

ma..  Del.,  Md.  and  D,  C; 
CharloloD-oD-Kanawha. 
*._Bart.!>,  Detroit,  M'  ' 

,.  yP'M.'Piiii 

'     Ma.  and  lit.; 
)J.  C,  a.  C,  and 


t  For  N.  D,; 


i.  Dafoe. 


ntlorKan.:H.T.iI 


0.  B.  erdtortctCiJiirabui.  0., 
mier.  Chicago,  IIL.  SuU  agent 
Burl  J.  Gilmw*.  Indiaupolia, 


MiraiBapiiBs,  Mini.StMa 

necol  lor  Minn,  and  Msiem  Camku  Plul  H.  Knialiloa,  Uan- 
nilu].  Mo..  Hale  annt  for  Mo.;  JuHu  M.  Milhr.  HiMkocw 
OkU,.  gpecuJ  analTor  Okb,;  Walter  E.  Milkr,  Chicago.  III..  Slate 
agent  For  III,:  W.  P,  Smilh,  Monlktllo.  111..  apKinl  ixint  for  IIL: 
lino  C,  Sioiry.  Linonln,  Ni*_  State  aiont  For  Seb.;  Itunr  Bwve. 
Ion  City,  la,.  Slate  agent  for  la,:  Crforge  0.  Wright.  Mllnukot. 
Wii,,  Ricial  ngcnt  for  Wig,;  Uwige  E,  Cnrr.  William  M,  Carr, 
Tbomai  Coirley.  GeoH«  W.  Mendcnhall.  A.  BalL  W.  B.  Ball. 

w  a  p 6„O.Hrne.andW.M,Minloyi».DMMoinM.U„ 

r  la,:  George  H,  IVeon.  general  aient.  H.  Kolger. 
agent.  C.  K.  E,  FMa.  Ittav  B.  Ilatchet,  Dou^laa 
— 'a,  San  FrancHco,  CaU  eovrrini;  8an  FranciecD 

an  Joaquin  Vnllcyi  K.  F.  Hevit,  Ssnnmenla. 

rnarlbemCal,;EarlR.  Hollaiid.LoiAngetea. 

M  Bouthera  Cal.  and  Arii.:  A.  D.  Fcnia.  Pwl- 


floecial  agento  for  woiicm  V 
Seattle,  Wai^.,  Iprcial  aflcnl 
cornpany  doe^  hueiocee  in  all  1 
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GERMAN-AMERICAN  INSURANCE  COMPANY,  Pittsburg,  Pa. 

F^eadent,  W.  J.  P^ttenoa;  Secretary,  E.  P.  Niebttom.  Orguuied.  1873. 


YlAR 

Aswto 

Unearned 

Net 

Surphu 

Net 
Premiums 

Total 
Inoome 

Lonee 
Pkid 

Dividends 

Ezpeiunt 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
1914 
1913 
1912 
1911 

$821,381 
810,926 
798.481 
764,607 
720,962 

1321,430 
312.592 
301,340 
257,828 
223,926 

1233,765 
241,470 
245,191 
263,088 
259,222 

$362,390 
358,106 
371,464 
311,945 
286,246 

$403,256 
399,539 
409.965 
350.025 
321.768 

$210,677 
207,772 
195.945 
152.953 
138.569 

$26,000 
28.000 
28.000 
28,000 
28,000 

$158,368 
147,072 
153,269 
126,564 
110.569 

$395,045 
382,844 
377.214 
306.517 
277.138 

$214,975 
212.857 
201.413 
155,147 
144,770 

AsssTB.  Die.  31, 1915. 

Real  estate $48,265 

Mortgage  loans 521,925 

Bonds  and  stocks ...  82,700 

CoUaterml  k)ans 15.750 

Cash 77,386 

Agents'  balances. . . .  61.471 

Interest  and  rents. . .  1 1,381 

Other  assets 2,453 


LLkHLrras.  Die.  81, 1915. 

Losses  unpaid $60,361 

Unearned  prems....       821,430 
Other  liafaOities....  5,775 


Total  liabilities. . .  $387,566 
Capital  paid  up ....  200,000 
Net  surplus 233.766 


Total  assets $821,331       Total $821,331 


Underwriting  loss,  $21,036;  investment  profit,  $39,331. 

RISKS  AND  PREMIUMS:  Fin  risks  in  foroe,  December  31, 
$60,064,488;  premiums  thereon,  $626,381. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  raceived. 
$4,164,902;  losses  paid,  $2,166,305;  dividends  declared,  cash, 
$423,000. 

REAL  ESTATE  OWNED:  Consists  of  13  dwelling  proptfties 
in  and  near  Pittsburg,  which  cost  $40,545. 

MORTGAGE  LOANS:  There  are  194  loans,  aggregating 
$521,925,  on  property  worth  $1,216,450.  There  was  $1,723  ^ 
interest  past  due  on  Deoembv  31,  last.  The  company  holds 
$620,100  of  insurance  on  the  buildings.  There  is  but  one  loan  as 
large  as  $9,000. 

COLLATERAL  LOANS  are  as  follows: 
Sieunrms. 

Pitts.  Bg.  &  I.  Wks.,  1926,  6% 

Mfm.  Lt  A  Ht 

Fifth  Ave.  Bk..  Pitts 


Market 

Amount 

Value. 

Loaned. 

$20,000 

$12,000 

5.200 

3.000 

900 

750 

Totals. 


$26,100        $15,750 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Federal  St  4  P.  VaL  Ry 

West  End  Tc.  Pitts 

Monongahela  Lt.  4e  Pow 

Nat.  Fireproofing.  Pa 

Western  Fk.  Expo.  Soe 


Pitts.  Steel,  o.  k.  n 

Duquesne  Lt..  Pitts.,  cv.  c.  g.  n . 
Pitts.  Steel  Ore.,  c. 
Phila.  Sub.  Gas  A 


)&.! 


1  m.  ft  r.  g. 


SrocEB. 

Duquesne  Nat.  Bk.,  Pitts 

Fifth  Ave.  Bk.,  Pitts 

Pitts.  Steel,  p 

Dels.  Ins..  Phila 

Harbison-Walker  Refc.  Pitts..  Pa..  6%.  p 


Psr 

Market 

Value. 

Value. 

$  5,000 

$4,950 

10,000 

9.700 

5,000 

4.900 

5,000 

4,950 

5,000 

5.000 

5,000 

5.050 

10,000 

10.400 

5.000 

5.050 

5,000 

4,850 

4.000 

0.000 

5.000 

9.000 

5.000 

4.850 

160 

5.000 

5.00O 

Totals  (book  value.  $78,683) . 


$74,160        $82,700 


MISCELLANEOUS:  Capital  incnsased  in  1909  from  $100,000 
to  $200,000  and  $50,000  realised  as  premium  on  the  new  stock 
sold  added  to  surplus.  Conflagration  losses:  Baltimore.  1904, 
$70,136;  San  Francisco,  1906,  $$.148;  Salem.  1914.  $16,331. 

DIRECTORS:  Wm.  H.  Barker,  C.  W.  Helmoid,  A.  H.  Voskamp, 
Philip  Gettman,  W.  J.  Patterson,  John  R.  Riesmever,  J.  B. 
Kjiercher,  Chas.  H.  GolfiiSB,  E.  H.  Myers,  Jr..  Geo.  U.  Klauss. 
Frederick  Mugele,  Geo.  R.  Aufderhdde. 

FIELD  MEN  AND  TERRITORY  COVERED:  Theb  Bros., 
Wilkes-Barre.  Pa.,  general  agents  for  Central  Pa.;  Beny,  Tremaine 
k  Co..  N.  Y.  Cy..  general  agents  ior'S.Y.  Cy.  and  suburban  N.  Y.: 
George  Bcrrv,  New  York  City,  general  agent  for  N.  Y.  State; 
Fish  &  Schulkamp.  Madison,  Wis.,  general  agents  for  Wis.  The 
company  operates  in  Cat.,  Del..  III.,  La.,  Mass.,  Md.,  N.  J.,  N.  Y., 
0..  Ore.,  Pa.,  Tex..  Wash.,  W.  Va.  and  Wis. 


GERMAN-AMERICAN  FIRE  INSURANCE  COMPANY 

Washington,  D.  C. 

President.  E.  G.  Shafer;  Secretary.  H.  H.  Bergmann.   Organised.  1873. 


Ykar 

Assets 

1916 
1914 
1913 
1912 
1911 

$372,886 
367.818 
363.023 
368.992 
355.035 

Unearned 
Premnims 


Net 
Surplus 


$23,357, 
21.811 
20.402i 
20.4481 
20.9331 


$248,453 
24.5.057 
241.581 
240.543 
233.498 


Net 
Premiums 


$17,949 
16.617 
15.320 
15.232 
16.502 


Total 
Income 


Losses 
Paid 


I 


Dividends  >   Expenses 


$39,887 
36.624 
35.297! 
32.199 
34..397 


$3,435! 
2.440; 
4.765 
3,066 
4.581 


$18,000 
18.000 
18.000 
12.000, 
18.000 


$13.56Q 

11.331 

11.710 

10.213 

9.505 


Total  Ex- 
penditures 


$35,004 
31.771 
34.475 
25,279 
32.086 


Lasses 
Incurred 


$3,499 
2.207 
4,713 
3.386 
4,546 


AssKTB,  Dec.  31, 1915. 

Real  estate $79,814 

Mortgage  kmns 283.036 

Cash 5,633 

Agents*  baknces ....  745 

Interest  and  rents. . .  3.658 


LuBnxnn,  Dsc.  31, 1915. 

Losses  unpaid $140 

Unearned  prems ....         23,357 
Other  liabilities....  936 


Total  liabilities...  $24,433 
Capital  paid  up ... .  100.000 
Net  surplus 248.453 


Total 


$372,886       Total $372,886 


Underwriting  profit,  $1,980;  investment  profit,  $19,416. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$10,056,042;  premiunw  thereon,  $44,856. 


REAL  ESTATE  OWNED:  Connsts  of  company's  home  (Ace 
buildine,  book  value,  $61,884.  carried  at  market  value.  $73,685, 
and  2  brick  dwellioKS.  carried  at  $4,000  and  $2,128;  expoisea. 
$1,070,  and  rents.  $5,319. 

MORTGAGE  LOANS:  These  aggregate  $283,036  and  are 
protected  by  improved  real  estate  in  the  District  of  Cdumbia 
valued  at  more  than  double  the  amount  loaned  thereon.  Total 
interest  past  due  on  December  31,  last,  $853. 

MISCELLANEOUS:  Company  operates  only  in  D.  C.  Con- 
flagration loss:  Baltimore,  1904,  $10,000. 

TRUSTEES:  E.  G.  Shafer,  Julius  A.  Maedd,  0.  L.  Wolf- 
steiner,  Chas.  Shafer.  Chas.  B.  Pearson,  F.  A.  Blundon,  E.  L. 
Schmidt.  W.  E.  Edmonston,  Herman  E.  Qaseh. 
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GERMAN-AMERICAN  FIRE  INSURANCE  COMPANY,  Baltimore,  Md. 

PMident,  Martm  M^jrordirek;  AaMtut  Seoretwy,  R.  W.  MaodoMU.  Orguuied.  1880. 


Tb^ 

As^ 

Unanwd 
PraniiniM 

Net 

Sorphis 

Net 
Pranhims 

Total 
Income 

Lonee 
Paid 

Dividends 

Expenaea 

Total  Ex- 
pencKturee 

LoaBee 
Incurred 

1915 
1914 
1913 
1912 
1911 

$1.380863 
U239,475 
1^11.404 
1^1,252 
1,256.156 

S243.746 
258.765 
257.937 
242.950 
225.430 

$515,542 
457.846 
530.274 
515,616 
482.841 

$215,611 
241.573 
241.412 
239.019 
236.526 

$280,032 
306.133 
309.581 
303,197 

t464.825 

$107,669 
221.262 
128,902 
112,323 
123.746 

$50,000 
50.000 
40.000 
40.000 
28.000 

$88,518 

98,939 

103.749 

106,042 

90,280 

$246,177 
370.201 
272,651 
258,365 
242.026 

$98,006 
217,508 
126,838 
106.425 
126,831 

VneaniBd  pnmiamB  indnde  amoant 


on  perpetual  poficiei.  t  Includes  $180,000  surphie  paid  in. 


Booda  and  atoeka. 
Coilataal 


AieenW  faahBoea 
latere 

Other 

Total 


Dk.  31, 1015. 

$68,388 

719.794 
388,262 
32.733 
29.798 
38.755 
12.932 
201 


LuBiumB,  Dsc.  31. 1915. 

Losses  unpaid $12,075 

Uneanedprans 243,623 

Pcfp.  dep.  red 123 

Other  liabOities....  9,500 

Total  liabiHtiei. . .  $265,321 
Capital  paid  np. . . .      500.000 

Netsnrphu 515,542 


$1,280,863       Total $1,280,863 


Uudawitiiig  profit.  $38,360;  mTestment  profit,  $69,335. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  (except  per- 
pcftsak)  Deeember  31.  $80,480,182;  preminms  thereon.  $475,454; 
perpetual  fire  riska,  $5,250;  deposit  premiums  thereon,  $123. 

BUSINESS  SINCE  ORGANIZATION:  Premhims  reeeiyed. 
$3,646,227;   loses  paid,  $1,991,938;  dividends  decbred.  cash, 

REAL  ESTATE  OWNED:  Comprises  411  E.  Bait.  st.  (occu- 
pied hj  the  company),  carried  at  $40,000,  and  21  small  properties 
and  groand  rents  in  Bdtimore. 

MORTQAGE  LOANS:  There  are  303  loans,  langinff  in  amount 
Eran  $125  to  $125,000  and  aggregating  $710,794.  Tliey  are  all 
■pan  laopqiy  in  or  near  Baltimore  and  are  in  a  few  instances  for 
as  Back  as  50  per  cmt  of  the  estimated  value  of  the  security. 
Tlcn  «aa  S108  of  interest  overdue  on  December  31,  hut.  The 
larent  kaa.  $125,000.  is  secured  by  dweUinss  at  Nos.  2201-59 
Eotaw  place,  valued  at  $(50,000. 

COLLATERAL  LOANS  are  as  followa: 
Sbuu  alius. 

Balto.  WmL  ft  El 

Daily  Beeord.  stk 

Bako.  Wat.  4  El 

Balla.Co.,Wat.A£l 


Aaagnmeat  of  mtge 

Asixnaaeat  of  mtge..  3044 

A^^nment  ftf  mtfe^  3018 

Balto.  Co.,  Wat.  *  EL  (3o.,  5% 

AwigTuniTit  of  mtccp..  E.  auie  (Ellington 

ave 

t-«;u;EiD«ftt  *-4  mtsre..  125  N.  Broadway 
Ai^JCBflaent  of  mtce..  315  E.  30th  at.. . 
Maryland  Casualty 


Maiket 

Amount 

Value. 

Loaned. 

$930 

$500 

000 

500 

930 

850 

1.592 

250 

4.000 

/2.000 
\   200 

1.100 

1.100 

1.250 

1.250 

3.720 

3,000 

500 

200 

1.800 

1.049 

2.850 

I.83ft 

22.500 

20.000 

BONDS  AND  STTOCKS  OWNED: 
Bonds. 

Balto..  atk..  int.  imp..  3H%.  1928 

Balto..  stk.,  ca.,  ZH%,  1930 

Balto..  atk..  f.,  3V^^^  1936 

Balto.,  atk.,  r..  3H%.  1940 

Balto..  atk.,  pub.  imp..  3V^%,  1940 

Balto..  atk..  four  million.  34%,  1945.  . 
Balto.,  atk.,  W.  Md.  r..  34%,  1950. . . . 

Balto.,  atk.,  dk.,  34%,  1954 

Baltc  atk..  W.  Md.,  4%.  1925 

Balto.,  atk..  wat.,  4%.  1926 

Balto.  Co.,  Wat.  A  El..  5%.  1946 

Ca.  QnB,  El.  Lt.  k  Pow..  n..  5%.  1917. . 

Stocxb. 

General  Adj.  Bur 

Balto.  Trust,  p 

Ca.  Oaa,  El.  Lt.  k  Pow.,  p.,  Balto 

N.  Y..N.fl.4H.  R.R 

Merchanta  k  Minera  Ta 

Farmna  ft  Merchanta  Nat.  Bk.,  Balto.. 
Merchants-Meehanioa  Nat.  Bk..  Balto.. 

Nat  Exch.  Bk.,  Balto 

Western  Nat.  Bk.,  Balto 

Second  Nat.  Bk.,  Balto 

Citixena  Nat  Bk.,  Balto 

Oerman  Bk.,  Balto 

U.  S.  Fidelity  ft  Or..  Balto 


P^ 
Value. 
$63,700 
49.500 

8.000 

1.000 
60,200 

6,000 
25.000 
40.500 

5,200 

1,900 
10.000 

2.200 

150 

3,150 

10,000 

18.700 

21,300 

9,000 

7.170 

13.300 

2.000 

2.800 

1.320 

1.000 

12,500 


Market 

Vahie. 
$58,604 

45.045 

7.200 

800 

54,180 
5,220 

21,750 

35,235 
5,096 
1,862 
9,300 
2.156 

150 

8.820 

11,500 

14.025 

8.520 

10.350 

20.076 

19.285 

3.700 

5,740 

5.544 

1.150 

26,250 


Totala  (book  vahie.  $381.658) $375,590     *$381,658 


*  Seoa.  as  per  Co.'a  vals.;  item  in  assets  as  per  Ins.  Depta. 

MISCELLANEOUS:  CJapital  reduoed  in  1881  from  $205,350 
to  $200,000.  After  Baltimore  conflagration,  capital  reduoed  to 
$50,000  and  immediately  increased  to  $200,000.  The  company 
increased  its  capital  in  1911  to  $500,000  and  added  $180,000  to  ita 
net  surplus.    Conflagration  loss:  Baltimore.  1904,  $330,562. 

DIRECTORS:  Martin  Meyerdirek.  F.  Mueller,  (Seorge  A. 
Hax,  Arthur  WiUlenhorat  L.  Schneidereith,  John  C.  Distler,  Jr., 
H.  S.  Rippel.  George  Thaler.  Henry  G.  Von  Heine,  Rudolph 
Sommerwerck,  Eroest  Schmeiaaer,  F.  C.  Broraler. 

FIELD  MEN  AND  TERRITORY  COVERED:  Socor  Cun- 
ningham, Chicaao.  III..  Kcncral  ailment  for  III.  The  company  oper- 
ates in  D.  C,  UK.  Md.,  Mass..  N.  J..  N.  Y..  0.  and  Pa. 


Totals 


$42,072         $.12,733 


1915 
1914 
l<»13 
1^12 
IVII 


Real 


GERMANIA  FIRE  INSURANCE  COMPANY,  Nev^  York,  N.  Y. 

Geo.  B.  Edwards;  Vice-President  and  Secretary,  Gustav  Kchr;  Assistant  Secretaries,  Louis  Pfingatag,  Lows  F.  Goule. 

Organised,  1859. 


Unearned 
Prcmhima 


$SXr71.399 
7.560,741 
7J9S.157 
7.333.078 
6.961.140 


$3,558,972 
3,441,915 
3,365,601 
3.300,304 

3.278,7271 


$3,151,043 
2.771.229 
2.728.227 
2,733,131 
2,308.1261 


Net 
Premiums 


$3,193,321 
2,999,438 
2.978,178 
2.911,244 
2,962,246 


Total 
Income 


Loflsea 
Paid 


$3,524,535 
3..304,192 
3.291.536 
3.344,842 
3.339,818 


$1,569,008 
1,593.346 
1,413,213 
1,394.250 
l,.<^45.355l 


1  Total  Ex- 

Dividenda  \    Expenses     penditurea 


$200,0001 
200.000! 
200,000 
200,000 
200.000 


$1,289,733 
1.244,117 
1.282,365 
1.212.793 
1.231.324 


Loflsea 
Incurred 


$3,059,008 
3,037.463 
2,896,5781 
2,807.043 
2,976.679 


$1,530,711 
1.697,076 
1.415,605 
1,398,169 
1.488.200 


Caab 

.\«enta' 

Interest 


Dk.  31.  1915. 

$738,663 

720.250 

.     5,433.374 

.       570,273 

.       579.407 

51.350 


LiABiLrmB,  Dae.  31.  1915. 
Loaaea  unpaid $265,988 


AaSETB. — CotU.  LlABILITIBB. — CorU. 

Reins,  on  loescs  paid       $15,896    Net  surplus $3,151,043 


Unearned  prems. . 
Other  habilities. . 

Total  liabiKties. 
Capital  pfud  up. . 


3.558,972 
95.396 

$3,920,356 
1.000,000 


Total $8,109,213 

Spl.  dep.  over  liab.. .         37,814 


Total  admitted  aaaets  $8,071,399        Total $8,071,399 
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GERMANIA  FIRE  INSURANCE  COMPANY.  New  York,  N.  Y .--Continued. 


Underwriting  profit,  HHITO;  bvtetanent  profit.  1421,069. 

RISKS  AND  PREMITTMS:  Fire  riflks  in  force.  Deoember  31. 
$752,409,204;  premiums  thereon.  $6,951,509. 

BUSINESS  SINCE  ORGANIZATION:  Phsmiums  raoeiTed. 
$75,259,239;  loaaes  paid.  $38,141,380;  dividenda  declared,  cash. 
$5,931,000. 

REAL  ESTATE  OWNED:  Gonaata  of  the  8-etary  stone  and 
iron  building  at  62-64  William  st..  New  York,  occupied  as  offices 
and  as  the  main  office  of  the  company,  carried  at  $700,000  (actual 
cost,  $628,162).  the  4-story  brick  store  and  dwelling  at  5  C<foper 
sq..  New  York  (carried  at  $30,000,  cost,  $50,000),  and  a  3-stary 
fariek  dwelling  at  74  W.  127th  st,  N.  Y..  carried  at  cost.  $8,663. 

MORTGAGE  LOANS:  All  of  the  42  loans  an  upon  dwellings 
in  New  York  City.  The  largest  mortgages  are  fen*  $40,000  each 
on  821-3  Cauldwell  Ave.,  Bronx,  New  York,  which  u  yalued  at 
$69,000;  464-6  Bergen  Ave..  Bronx.  N.  Y..  valued  at  $60,000; 
817-819  Cauldwell  Ave.,  valued  at  $64,000;  3  for  $36,500  each,  on 
Decatur  Ave.  properties  near  E.  197th  st..  N.  Y.  There  is  one  for 
$33,000  on  40  W.  69th  st..  N.  Y..  one  for  $30,000  on  628-30  Bergen 
Ave.,  Bronx,  one  for  $25,000  on  354  Willis  Ave.,  one  for  $23,000 
on  a  brick  dwelling  on  Suburban  pL,  near  Boston  rd.,  one  for 
$30,000  on  844  Home  St.,  one  for  $25,000  on  368  E.  149th  st,  one 
for  $25,000  on  1044  Teller  ave.,  one  for  $27,500  on  460  E.  184th 
St..  one  for  $26,000  on  1729  Fulton  ave.,  Bronx,  and  several  for 
$10,000  to  $18,000  each.  There  is  no  past  due  mterest,  and  the 
total  vahiation  of  the  mortgaged  premises  is  $1,209,900,  while 
the  amount  VmobA  is  but  $720,250. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

United  States,  reg.,  1925,  4% 

U.  S.  reg.  Pftn.  can.  hi.,  1961,  3% 

Georgia  State,  reg.,  1918,  3M% 

Provmoo  of  Ont.,  d.,  193941,  4% 

Ter.  of  N.  M.,  gn.  r.,  1933.  4% 

State  of  N.  Y.,  can.  imp..  1965.  4>i%. . . 

Albany  Co.,  reg.,  1937,  AM% 

BufTab,  reg.,  1934,  4H7o 

Cp.  Stk.  Cy.  of  N.  Y.,  1960,  4)^% 

Cp.  Stk.  Cy.  of  N.  Y.,  reg.,  195340, 3><i% 

Richmond,  reg.,  1923-29,  4% 

Atl.  C.  L.  R.  R..  1  m.  g.,  1962,  4% 

Atch.,  T.  k  8.  Fe  Ry.,  cv.  g.,  1960,  4%. . 
Atch..  T.  k  8.  Fe  Ry..  gn.  m.  g..  1995. 4% 
Bait,  k  0.  R.  R.,  cv.  g.,  1933,  4}^% ... 
B'way  k  7th  Ave.  R.  R.,  I  cs.  m.  g.,  N. 

Y.Cy.,  1943,5% 

Bklyn.  R.  T.,  g.,  1945,  5% 

Bklyn.  Un.  EI.  R.  R.,  I  m.  g.,  1950,  5%. 
Ches.  k  0.  Ry.,  R.  k  A.  Div.,  1  os.  m.  g., 

1989  4% 
Chea.  k  6.  Ry.."  gn'.'m.  "g.,"  1992!  4J^%." . 
C,  M.  k  St.  P.  Ry.,  cv.  g.,  1932,  4^2%.. 
C,  M.  k  St.  P.  Ry.,  cv.  gn.  k  r.  m.  g., 

2014  5*"' 
C,  M.A  St.  P.  Ry.',  C".  A  P.*  West  Div.', 

Im..  1921.5% 

C,  M.  k  St.  P.  Ry.,  gn.  m.  g.,  1989,  VA'7o 
C.  k  Nwn.  Ry.,  s.  f.  d..  reg..  1933.  5%. . 
C,  R.  I.  k  P.  Ry.,  1  r.  g.,  1934.  4% 

C,  St.  L.  k  N.  0.  R.  R.,  In.  g..  1951,  5% 

D.  k  H.,  1  In.  cq.  g..  1922,  4h% 

D.  k  H.,  cv..  1935.  5% 

D.  k  Rio  Grande  R.  R.,  1  cs.  m.  g.,  1936. 


4C- 


Evansville  &  T.  H.  R.  R.,  1  m.  g..  1921, 

6% 

F.  k  P.  M.  R.  R.,  1  cs.  m.  g..  1939,  h%.. 
Gt.  No.  Ry.  Co.,  1  k  r.  m..  1961.  A\i%.. 
III.  Cent.  R.  R.,  r.  m.  g.,  1955,  4%. ..... 

Kansas  Cy.  So.  Ry.,  1  m.  g.,  1950.  3% . . 
L.  Erie  k  West.  R.  R..  1  m.  g.,  1937,  5% 
L.  Shore  k  M.  So.  Ry.,  g.,  1928.  4*  c .... 

Lehigh  Val.  Ry.,  N.  Y.,  1  m.g.,  1940, 


^WTc 


\crr 


Lehigh  Val.  Tm.  Ry.,  1  m.,  1941,  4%  . 

L.  I.  R.  R.,  gn.  m.  g.,  1938,  4% 

L.  k  N.  R.  R.,  un.  g.,  1940.  4V'c 

M..  S.  k  Nwn.  Ry..  1  m.  g..  1947.  4%. 
M..  K.  k  T.  Ry..  1  m.  extn.  g..  1944,  b% 

Mo.  Pac.  Ry..  1  cs.  m.  g..  1920.  6% 

N.,  C.  k  St.  L.,  1  cs.  m.  g..  1928,  5^^. . . 
N.  k  W.  Ry..  10-25-yr.  cv.  g..  1938.  4K% 
No.  Pac.-Cit.  N..  C.  B.  k  Q..  col.  g.  jt., 

1921  4^ 
N.  Y.,  W.  A  B.Ry.."  I'mVg.* 'l946.'4i^% 
N.  Y..  Bklyn.  k  M.  Beach  Ry.  Co..  1  cs. 

m.  g..  1935.5% 

N.  Y.  C.  L..  eq.  tr.  ctfs..  1922-24.  4H% 
N.  Y.,  N.  H.  k  H.  R.  R..  cv.  d..  1948. 6% 


Par 

Market 

Value. 

Value 

$20,000 

$22,000 

25,000 

25,500 

10.000 

9,900 

60.000 

48,700 

5.000 

4,900 

25.000 

26.750 

25,000 

25,750 

25.000 

26.500 

50,000 

50.500 

500.000 

445,000 

52,100 

50.016 

50.000 

46.500 

50,000 

53.500 

50,000 

47,000 

30.000 

29,100 

25.000 

24,500 

25.000 

25.750 

25,000 

25,000 

30.000 

25,200 

50.000 

45,000 

13,000 

13.390 

5.000 

5.400 

100.000 

103.000 

25,000 

25.500 

40.000 

40.400 

50.000 

32,500 

25.000 

27.000 

25.000 

25.000 

25.000 

26,500 

35,000 

28,000 

25,000 

22;750 

25.000 

18.000 

50.000. 

49.500 

60,000 

53,400 

50.000 

35.000 

50.000 

49,000 

25.000 

23,500 

25,000 

25,250 

32.000 

34.880 

25.000 

21.250 

50.000 

57.000 

50,000 

45,000 

25,000 

16.000 

25.000 

25.000 

25.000 

26,500 

10,000 

12,200 

100.000 

98,000 

25,000 

20,250 

25.000 

24.500 

50,000 

48.750 

25.000 

29.000 

Bonds  and  Stocks  Owmid.— <7«iU. 

Bonds.— Conl. 

N.  Y..  Ont.  k  West.  Ry^  r.  m.  g^  1992, 

4%. 

Ore.  S.  L.  R.  R..  r.  g^  1929,  4% 

Seaboard  A.  L.  Ry..  1  m.  g..  1950.  4%.. . 
St.  L.  A  San  F.  R.  R..  r.  m.  g..  1961.  4%. 

So.  Pae.  R.  R.,  1  r.  m.  g^  1955.  4% 

So.  Pac..  cv.  g..  1934.  5% 

Southern  Ry..  1  cs.  m.  g.,  1994.  5% 

Southern  Ry..  div.  ctfs..  1919.  4% 

T.  k  0.  C.  Ry,  1  m.  g..  1935.  5% 

Wabash  R.  R..  1  m.  g^  1939.  5% 

Western  N.  Y.  k  Pa.  R.  R..  1  m.  g.,  1937. 

5% 

W.  &  L.  Erie  R.  R..  1  cs.  m.  g..  1949.  4% 

W.  M.  R.  R..  1  m.  g,  1952.  4% 

W.  S.  R.  R.  Co..  gr.  1  m..  2361, 4% 

Wis.  Cent.  Rv.,  1  gn.  m.  s.,  1949,  4%. . . 
Amer.  D.  k  Imp.,  1  m..  N.  J.,  1921,  5%. 

Amer.  Tl.  k  Tg.,  cv.  g.,  1933,  4^% 

Amer.  Tl.  k  Tg.,  col.  tr..  1929,  4% 

Cs.  Gas.  N.  Y..  cv.  d..  1920,  6% 

Mortgage-Bond  Co.  of  N.  Y..  g.  m.,  1956 

4% 

Tenn..  C.  I.  k  R.  R.  Ck>.,  B.  Div..  cs.  1 


m 


.g..  1917,6% 

S.  Steel  Cp..  a.  f.  g.,  1963.  5%. 


U. 

Westchester  Ltg.,  1  m.  g..  1950.  5%. 
Stockb. 

Atch.,  T.  k  S.  Fe  Ry.,  com 

Atch.,  T.  k  S.  Fe  Ry.,  p 

Atl.  Coast  Line  R.  R..  com 

Bait,  k  0.  R.  R..  com 

Bait,  ft  0.  R.  R..  p 

Chi..  Mil.  ft  St.  P.  Ry..  com. . . 

Chi.  ft  Nwn.  Ry..  com 

Dela.ftHud 

Denver  ft  Rio  Grande  R.  R.,  p. 

Great  Northern  Ry.  p 

LouisviUe  ft  Nashvme  R.  R. . . . 

Man.  Elev.  Ry.  Co 

N.  Y.,  Chi.  ft  St.  L.  R.  R.,  1  p. 

N.  Y.,  N.  H.  ft  H.  R.  R 

Norfolk  ft  Western  Ry..ad.p. 

Penna.  R.  R 

Reading  Co.,  1  p 

Southern  P^fic 

Southern  Ry..  Co.  p 

Union  Pacinc  R.  R>  com 


Union  Pacific  R.  R..  p , 

German  Amer.  Bk.,  N.  Y.  Cy. 
National  Park  Bk..  N.  Y.  Cy . 
Amer.  Agricultural  Chem..  p . 

Amer.  Car  ft  Foundry,  p 

Amer.  Locomotive,  p 

Amer.  Sugar  Refining,  p 

Amer.  Tl.  ftTg 

Consolidated  Gas.  N.  Y.  Cy. . 

General  Ad.  Bur 

Lawj'crs  Mortgage.  N.  Y.  Cy. 

Pullman  Co 

Standard  OU.  N.  J 

Underwriters  Salvage,  N.  Y. . . 

Underwriters  Salvage,  Chi 

U.  S.  Steel  Cp.,  p 


Pjup 

Market 

Value. 

Value. 

$25,000 

$20,000 

50,000 

46.000 

50,000 

42.000 

25.000 

17.750 

50,000 

45.000 

20,000 

21.400 

60,000 

51.500 

2,000 

1.600 

35.000 

35.700 

50,000 

51.500 

50,000 

51.500 

25,000 

17.500 

50,000 

36.000 

50,000 

48.000 

25.000 

21.750 

25.000 

25.750 

12.000 

12.840 

40.000 

30.400 

20.000 

25.200 

24.000 

19.920 

25.000 

25.250 

50,000 

52.000 

40,000 

41.200 

250,000 

270.000 

100,000 

99.000 

44.000 

50.100 

22,500 

21.375 

112.000 

86.240 

40,000 

40,000 

30,000 

40.500 

50,000 

76.500 

40,000 

9.600 

75,600 

06.012 

120.000 

154.800 

30,000 

39,000 

120,000 

99.600 

50,000 

38.500 

50,000 

42.000 

100.000 

118.000 

50,000 

41.500 

50.000 

51.500 

100.000 

62,000 

100.000 

130.000 

100.000 

83.000 

9.375 

11,718 

12,500 

51.875 

50.000 

48,500 

50.000 

5vS.500 

30.000 

30..100 

50.000 

5S,.5O0 

40.000 

50.800 

80,000 

115.200 

450 

450 

20.000 

35.400 

60.000 

99.000 

50.000 

273,500 

1.000 

1.250 

1.000 

1.000 

30.000 

35.100 

Totals  (book  value,  $5,753,959) $5,173,525    $5,391,626 


MISCELLANEOUS:  Capital  was  increased  in  1864  to  $500,- 
000,  in  1872  made  up  by  calls  on  capital,"  an  impairment  of 
$250,000  (50%);  capital  increased  in  1880  from  $500,000  to  $1,000.- 
000.  Ck)nflagration  losses:  Chicago.  1871.  $256,832;  Boston. 
$406,750;  Baltimore,  1904.  $264,598;  San  IVincisoo,  1906.  $2,- 
050.331.  Net  value  of  special  deposits:  Ga.,  $0,9  X);  Va..  $50.4 16: 
N.  M..  $10,000;  Can..  $48,700;  N.  C.  $20,40U;  N.  Y..  $500,000. 

DIRECTORS:  Fr.  Von  Bemuth.  Ernest  Hall.  Marcus  L. 
Ward,  Carl  Victor,  Stcffen  Diockmann,  Geo.  B.  Edwards,  Gustav 
Kehr,  Henry  G.  Eilshemius,  Oscar  Dressier,  Rudolf  Pagenstecber. 
Frederick  T.  H.  Ludwig.  Edward  G.  Hall^  M.  J.  Averbeck.  Kd. 
mond  E.  Robert. 

FIELD  MEN  AND  TERRITORY  COVERED:  E.  G.  lUIlc, 
manager;  C.  U.  Coates  and  C.  Koch,  assistant  managers;  H.  A. 
Clark,  general  adjuster.  Western  department:  160  W.  Jackson 
blvd.,  Chicago.  III.;  special  agents:  Eastern  department.  E.  H. 
Hombostel,  Chas.  Haas,  Q.  H.  Kehr.  F.  C.  Wieland.  John  Q. 
Rolker,  Frank  R.  Kugler,  Wm.  H.  Frank  and  Chas.  A.  Rowland. 
Western  department:  H.  W.  Clayton,  SUte  acont  for  Kv.,  W.  Va.. 
and  0.;  H.  M.  Brooks,  Alois  Kessler  and  R.  D.  Coda,  special 
agents  for  0..  W.  Va.  and  Ky.    Frank  £.  Halle.  State  agent  for 
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GERMANIA  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y^—CorUinued, 


Wis^  JbliB  R.  Eii«le,  State  agent  for  Ind.:  M.  F.  Heder.  special 
ftsent  fior  HI.;  C.  C.  Niefadaoa.  State  agent  for  HI.;  Lee  £.  Eldndge, 
State  Meat  for  la.;  Aug.  H.  Chrint,  State  agent  for  Mo.  and  Kan.; 
F.  J.  FhMBinn,  l^ate  agent  for  Minn,  and  N.  D.;  R.  H.  Simmonda, 
tpteal  agieat  for  Tean.;  Wm.  A.  Graham.  tptaaX  agent  for  Ne^. 
aad  N.  D.;  M.  Wekfa,  special  agent  for  Ark.  and  Okia.,  and  State 
agent  for  N.  M.  and  Aria.;  AlesL  C.  Sunddl  speebl  agent  for  Colo., 
Wyo,  Aria^  Utah  and  N.  M.;  Vnd  S.  P^^d,  general  agent  for 
Paofe  departmait;  Chapman  4  Naumaa  Co.,  State  agents  for 


CaL  for  the  Gemuuiia  Underwritera:  Z.  M.  Bo^,  spedal  agent 
for  Ore..  Waah.  and  Ida.;  W.  L.  Deekleman,  Chicago,  IUm  special 
agent  for  Cook  Co.,  III.  Southern  department  special  aoents: 
George  Harrington,  Atlanta,  Ga.,  for  Qa.,  S.  C.  and  Fla.:  R.  C. 
Patterson,  Columbos.  Ga..  for  Ala.  and  Mtss.;  C.  T.  Lloyd,  Rich- 
mond. Va..  for  Va.  and  N.  C;  W.  0.  Kraft,  Houston,  Tez.,  for 
south  Texas;  M.  T.  Gallaway,  special  agent  for  north  Texas. 
The  company  operates  in  all  the  states  of  the  United  States  except 
Alas,  and  Ner. 


GIRARD  FIRE  AND  MARINE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

President.  Henry  M.  Grata;  Vie»-Praaidents,  Daniel  H.  Dunham  and  Neal  Bassett;  Secretary,  E.  J.  Thomason;  Treasurer,  John  Kay. 

Organised,  1853. 


YaAB) 

I9U 
1914  ' 
1913  , 
1912 
1911 


1    Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Assets     1  Premiums 

1 

Sundus 

Plrenuums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

12.478,9031    91,521342 

9400.064 

8729,576 

1839.936 

1383,102 

S100.000 

1367,056 

$840,158 

9361.052 

2.496w060       U71,409 

357.156 

827.632 

931.628 

413.409 

100.000 

378,911 

892.320 

424.501 

2.477.988!      1,548,922 

372,664 

815.376 

917.982 

418,045 

100.000 

381.264 

899,309 

411,928 

2,54 1.236  >       1,561,824 

417.093 

836,547 

939.509 

417.635 

100,000 

388.347 

905.982 

411,894 

2.546,485'      1,568.661 

400,565 

862,552 

964.170 

441.664 

100.000 

402.744 

944.4081 

483,890 

Beat  estate. 


BoBdiaadatodEs. 
Cciateal 
Cash  .... 


Oths 


Dk.  31. 1915. 

1267,250 

235.900 

1.702,632 

32.000 

87.215 

120,472 

26,087 

9,564 


LuBiLiTin.  Die.  31. 1915. 

Losses  unpud 945,497 

Unearned  prems 953,163 

Perp.  dra.  reel 568.179 

Other  liabilities 10,000 

Total  Qabmties. . .  tl.576,839 

Capital  paid  up 500,000 

Net  surplus 400,004 


Total. $2,481,120 

Spl.dep.overfiab..  4,217 


Total 


$2,476,903       Total $2,476,903 


Uacaraed  preminms  incbde  amount  reeUimable  on  perpetual  policies.    Deposits  received  and  returned  on  perpetual  policies  not 
iadaded  ia  ineome  and  disbursements. 

BoMM  LSD  Stocd  Owmbd. — Cotit.  Par  Market 

Bonds.— Corrf.  Value.  Value. 

Beech  Ck.  Coal  k  Coke,  5%.  1944 $10,000  $  9.000 

Consolidated  Gas.  Pitts.,  5?^  1948 20.000  10,000 

Glens  Falls  Gas  &  El.  Lt..  5%.  1919 ... .  10,000  9.200 

Hamilton  R.  E..  Phila.,  5  &  5.4%.  1927  9,100  9,100 

Hollinger.  Henry  C,  5%.  1919 15,000  15.000 

Hudson  R.  Gas  A  El.,  5%,  1929 20.000  19,400 

Hutchinson  Wat.,  Lt.  A,  Pow.,  4%,  1928.  6,000  5,100 

KiniKSton  Gas  4e  El.,  5%,  1952 5,000  4,600 

Mortgage  Bond,  N.  Y.,  4%,  1966 10,000  8,500 

Muncie  El.  Lt..  5%,  1932 10,000  9.800 

N.  Y.  k  Westchester  Ltg.,  4%,  2004 ....  10,000  8,000 

Phila.  El.,  5%,  1948 10.000  10,400 

Peoria  Gas  A  El..  5%.  1923 10,000  10.000 

PhiU.  Sub.  Gas  k  El.,  5%.  1960 10,000  9,500 

Pub.  Serv.  Corp.,  N.  J.,  5%.  1959 5,000  4.600 

Remsen.  William  H..  5%.  1920 5,000  5.000 

Rockford  Gas  Lt.  k  Coke.  5%,  1950^9..  20,000  19.825 

Stafford  Big.,  4.9%,  1920 5,000  5,000 

Underwriters'  Big.,  5%.  1928 10.000  10.000 

Wanamaker,  John,  reg..  5%,  1923 25.000  25,000 

West  Chester  Ltg.,  5%,  1950 15,000  15,525 

Wm.  Cramp  k  Sons,  5%,  1929 10,000  10,350 

Wilson,  Geo.  B.,  reg.,  4H%.  1916 20,000  20.000 

Atlanta,  Ga..  4H%,  1922 10,000  10,200 

AtUntic  City,  N .  J.,  4H%.  1942 20,000  2 1,000 

Camden,  N.  J.,  4%,  1926 20,000  20,000 

Duluth,  Minn.,  4»^%,  1927 15,000  15,300 

New  York  City,  4^%.  1957 25,000  26,125 

Norfolk,  Va.,  4%.  1936 25,000  23,750 

Norfolk,  Va.,  4»^%,  1940 2,000  2,000 

Pittsburg,  Pa.. ^H^'/o,  1917-27 25.000  26,450 

Seattle,  Wash..  4H7o.  1930 30,000  30.000 

American  Rys-.  5%.  1917 5,000  4,825 

AU.  C.  L.  R.  R.,  L.  k  N.  Div.,  4%.  1952  20,000  17,200 

B.  4  0.  R.  R.,  cv.,  4%,  1948 10,000  9.150 

B.  k  0.  R.  R.,  P.,  L.  E.  k  W.  Va.  Sys., 

4%.  1941 35,000  30,450 

B.  k  0.  R.  R..  Swn.  Div.,  m%,  1925.. .  10,000  9,200 

Big  Sandy  R.  W.,  4%,  1944 10,000  8,300 

Buffab  k  Sua.  R.  R.  Corp.,  4%,  1963. . .  21,000  15.960 

Bush  Terminal.  5%,  1955 20,000  19,000 

Canadian  N.  Ry..  5%,  1916-21 10,000  9,850 

Chesa.  k  0.  R.  R.,  4^%,  1030 10,000  8,600 

Cleve.,  L.  k  W.  R.  W.,  B.  k  0.  Sys., 

4H%.1030 5.000  4.550 

Cent.  Pac.  Ry.,  Through  S.  L.,  4%,  1954  20.000  17,400 

Chi..  Mil.  k  St.  P.  R.  R.,  4^%.  1989 . . .  10,000  10.250 

Chi.  k  E.  111.  R.  R.,  r.  k  imp.,  4%,  1955  10,000  2,600 

Chi..  R.  I.  k  Pac.  R.  R.,  1  r.,  4%,  1934..  20.000  13,200 

Chi.  k  W.  Ind.  R.  R.,  os.  m.,  4%,  1952..  20.000  16,000 

Coal  River  Ry.,  1  m.  g.,  4%,  1945 20.000  16,800 

C.  Okla.  k  0.  R.  R.,  cs.  m..  5%,  1952 . .  20.000  18,400 

Colo.  S.  Ry.,  1  m.,  4%,  1929 10,000  9,100 

Cs.  Tc,  N.  J.,  6%,  1933 10,000  10,200 

Conestoga  Tc,  4%,  1950 10.000  8,500 

Delaware  R.  R.,  4H%>  1932 6,000  6,060 

D.  A  H.,  6%,  1935 20.000  21,200 

D.  k  H.  R.  R.,  1  k  r.  m.,  4%,  1943  ....  20,000  20,400 


Uadoaiitiug  profit,  $48,245;  investment  profit,  $8^877. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force,  (except  perpet- 
ual). Deeoaber  31.  $215,622,520;  premiums  thereon,  $1,863,660; 
paietoal  fire  rialo,  $30,791,091;  deposit  premiums  thereon, 
tS3U10. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$2S,»43Jt2;  bases  paid.  $11,341,309;  dividends  deebred,  cash, 
$3,334,604. 

REAL  ESTATE  OWNED:  The  two  principal  real  estate 
Items  are  the  4-fltat7  brick  and  iron  boihhng  at  Chestaut  and 
7th  ita,  PUbddphia.  the  book  vabe  of  whidi  is  $129,012,  and 
wtiek  b  oiried  at  $200^000;  and  the  hotel  building  at  21^31 
SoQth  7th  sL,  Phibdelphia.  earned  at  $50,000  (book  value,  $61,- 
**n>.  Hw  remaining  naroels  are  3  dwellings  in  Washington, 
D.  C^  AHonna,  Pa.  ana  Phibdeli^ua,  two  of  which  are  carried 
at  vahiatniis  considerably  less  than  book  vabes. 

MORTTGAGE  LOANS:  There  are  55  bans,  of  whbh  but  3 
eqaal  or  exceed  $10,000  in  amoont.  FoOowing  are  the  amounts 
of  the  hrpr  baas,  their  securities  and  tiie  valuations  of  the 
lat&v:  $40.0001  N.  W.  cor.  Broad  and  Norris  sts.,  Phibdelphia, 
$75,000:  taOiOOO,  326  S.  21st  st..  Phibddphb,  $37,000;  $16,000. 
brick  aiartBeat  boose,  2253,  N.  33rd  st,  Philadelphia,  $24,000. 
The  rfmainha  bans  are  principally  upon  dwellings  sjid  farm  prop- 
erty B  Ba^  (xa.  and  N.  J.  The  $235,900  of  loaiw  are  secured  by 
'  to  be  worth  $482,100. 


COLIATERAL  LOANS  are  as  follows: 


5  1  za,  Leowtl  k  Van  Kirk  stsL,  Phib. 

1  SL,  3323  Ufaatna  ave.,  Phib 

311  m^  N.  4  S.  ad.  Winton  si.,  Phib. . . 
1  m.,  bi.  8.  W.  eor.  58th  k  Fbreooe  ave.. 


Market 

Amount 

Value. 

Loaned. 

$8,000 

$5,000 

6,000 

5.000 

37,200 

12.000 

BONDS  AND  STOCKS  OWNED: 


10,000 


10,000 


$61,200   $32,000 


S%,  1932 

AtbstK  Oty  EL,  5%,  1038. . 
«%.  1980. 


Fto 

Market 

Vabe. 

Value. 

$5,000 

$3,250 

10,000 

9,600 

18,000 

13.500 
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BoifDS  AMD  Stocks  Owmd.— Com.  Pur  Market 

BoNDB. — Coirf.  VahM*.  Value. 

E.  McKeesport  St.  Ry.,  1  m.,  5%,  1929 .  120,000  $19,000 

Frisco  Constn  5%,  1922 10,000  8,500 

Fort  Pitt  Tc.  Pitta..  5%,  1935 10.000  10,000 

Ga.  ft  Ak.  Ibr.,  5%i  1945 20,000  21,000 

in.  Cent  R.  R.,  eq.  tr..  4H%.  1921-23 . .  20,000  20,000 

Ind.  St.  R.  W..  gn.  m..  4%.  19S3 15.000  11.700 

Jefferaon  R.  R..  5%.  1919 20,000  20,200 

KaoBaa  CSty  So.  Ry..  gr..  3%.  1050 20.000  14.000 

L.  S.  &  M.  S.  R.  W..  4%.  1931 20.000  18.900 

Lehigh  Val..  cs.  m.,  4M%.  1923 10,000  10.150 

Lehigh  Val.  R.  R.,  col..  4%.  1917-19 ....  25.000  24.800 

Lehigh  VaL  R.  R.,  gn.  ca.  m.,  4%,  2003. .  30,000  27.450 

Lehigh  Val.  R.R..gn.ca.m..4Vi%.  2003  20.000  20.200 

Lehigh  VaL  Ti..  4%.  1935 25,000  22.750 

Long  Is.  R.  R.  F..  4H%.  1022 20,000  19.100 

Lynn  ft  B.  R.  lU  5%.  1924 25.000  24.750 

Mt  Wash.  St  R.  W..  1  m..  5%.  1933 .. .  10.000  9.800 

Mutual  Tm..  Buffalo,  N.  Y.,  4%.  1924 . .  5.000  4.600 

Newark  Pass.  R.  W..  1  cs.  m..  5%.  1980.  10.000  10,400 

New  Orleans  Tm.,  1  m.  gr.,  4%.  1953. . .  10,000  7,400 

N.  Y.  C.  Lm  eq.  tr.,  4^%,  1924 20.000  20,000 

N.  ft  W.  Ry.,  £t.  1  b.  ft  gn.  m..  4%.  1944  20,000  18.200 

N.  ft  W.  Ry..  eg.  tr.,  4%,  1917 10,000  9.975 

Norfolk  Ry.  ft  Lt.  1  cs.  m.,  5%.  1949. . .  5.000  4.825 

N.  Hudson  R.  R.,  imp.  m^  5%,  1924.. . .  25,000  25,000 
N.  Y.  C.  ft  H.  R.  H.  R..  B.  ft  A.,  4H%. 

1926 6,000  5,000 

N.  A  W.  Ry.,  4%,  1996 10.000  9,250 

Pemuu  coL  tr.  g.  In.,  4%,  1931 10.000  9.400 

Phila.  R.  T..  col.  tr..  5%.  1967 10.000  9.500 

P..  W.  ft  B.  R.  R.,  tr.,  4%.  1921 50,000  49.500 

Phi1a..W.ftB.R.R.,d..4%.1032 20.000  18.800 

Phila.ftW.Ry..5%,1960.... laOOO  9,700 

Phila.  ft  R.  R.  R..  tm..  5%.  1941 5a000  56.000 

PhiU.  ft  W.  C.  To.,  4%.  1954 10.000  8,400 

Pitts..  C.  C.  ft  St  L.  R.  R..  4H%.  1040  10.000  10.100 

Pitts.,  McK.  ft  C.  R.  R..  5%.  1931 15,000  15.150 

Prov.  Sec..  0..  4%.  1057 10,000  6.500 

Pere  M.  R.  R.,  08.,  4%.  1061 20.000  8.000 

Reading  Co..  J.  C.  col.,  4%,  1951 30.000  28.500 

Reading  Co.,  gn.  m.,  4%.  1997 10,000  9,500 

lUehi-WaBh.,  4%.  1943 40,000  37,200 

St  Clair  Tm.  R.  R.,  5%,  1032 10.000  10.500 

Second  Ave.  R.  R..  1  cs.  m..  5%.  1048.. .  20,000  2,000 

Steubenville  Tc.  ft  Lt,  1  m..  5%,  1026 . .  20,000  15.000 

St  L.,  L  Mt  ft  S.  R.  R..  4%.  1033 20.000  14.800 

So.  Pac.  R.  R..  1  r.  m..  4%.  1055 10.000  0.000 

SehuyUdll  VaL  Te..  5%.  1045 10.000  8,500 

So.  Ry.,  St  L.  Div.,  4%.  1051 10,000  8.150 

St  L.  Swn.  Ry..  4%.  1032 20.000  13.100 

Southern  Pm..  5%.  1034 10.000  10,600 

ToL  ft  0.  Cent  Ry..  1  m..  4%.  1051 ....  15.000  12.300 


Bonds  and  Stocib  Owkid. — Cent.  Par  Market 

BoNDe.— Con..  Vahie.  Value. 

ToL.  St.  L.  ft  W.  R.  R..  3H%.  1025 ... .  S15.000  S12.450 

W.  P.  Tm.  R.  W..  1  m..  1  asseos..  4%.  1 054  32.000  3.840 

Wilk.  ft  E.  Pitts.  St.  R.  W.,  5%.  1020. . .  laOOO  0,700 

Amer.  Gas.  5%,  1020 10.000  10.000 

Amer.  TL  ft  Tg..  ooL  tr..  4%.  1020 20,000  18,100 

Stoceb. 

Lehigh  Coal  ft  Nay 11.000  17.270 

Metropolitan  St  Ry.,  N.  Y 20.000  200 

Penna.R.R 15,000  17.850 

Phila.  ft  Darby  Pms.  Ry 2.250  1.530 

Phila.  Tc 15.000  23.700 

Continental  Equitable  Title  ft  Trust ....  2.500  5, 100 

Atlantic  Gty  Co 5.000  50 

Buffalo  ft  Susq.  R.  R.  Corp 13.500  7.357 

General  Adj.  Bur.,  N.  Y 150  150 

Giant  Portiand  Cement 16.500  5.010 

Phila.  Bourse 1.000  125 

Phila.  Bourse,  p 500  470 

United  Gas  Imp.,  Phila 11.000  10.580 

Underwriters' Salvage.  N.  Y 500  750 

Southern  Adj.  Bur 100  100 

Totals  (book  value.  Sl.886,545) 11.008,100  *$1.710.502 


*  Securities  as  per  Conman^'s  valuatioos;  the  item  in  Aaseta 
is  based  on  Ins.  Dept.  valuations. 

MISCELLANEOUS:  Capital  inereased  in  1006  from  1300.000 
to  $500,000  and  $600,000  received  in  cash  on  aoeoont  of  new 
capital;  1200.000  going  to  capital  and  1400,000  to  surphia.  Con- 
flagration losses:  Chicago.  1871,  about  S20.000;  Boston.  1872. 
162.000:  San  Frandsoo.  1006.  S753.786:  Salem.  1014,  123.617. 
Value  of  special  deposits:  Ga..  S10,100;  Va.,  123,000. 

DIRECTORS:  Henry  M.  Grata.  John  C.  Lowry.  William  R. 
Nicholson,  Edward  B.  Smith,  Edward  J.  Thomason.  Franklin 
M.  Potts,  George  W.  Watt  C.  S.  W.  PMkard,  Daniel  H.  Dunham. 
Neal  Bassett  John  Ksy,  Morrison  C.  Colyer.  Edgsr  B.  Ward. 
James  P.  Dusenberry,  Percy  C.  Jackson,  Samuel  W.  Baldwin. 
ArchibaU  S.  Reid. 

FIELD  MEN  AND  TERRITORY  COVERED:  Wm.  E.  Rollo 
ft  Son,  managers  for  Western  States.  Chicago.  111.;  J.  G.  HiUiard. 
Metropolitan  district  N.  Y.;  H.  W.  Saunders,  graeral  agent  for 
Va.;  Eklw.  E.  Potter  ft  Sons,  San  Francisco,  CaL.  general  agenta 
for  the  Pacific  Coast;  John  C.  Whitner  ft  Co..  Atlanta,  Ga^  general 
aoents  for  Ga.,  S.  C.  and  Ala.;  H.  C.  Hare  ft  Co..  Jacksonville. 
Fla.,  general  agents  for  Fla.;  John  D.  Boniface,  special  agent 
for  Pa..  W.  Va..  N.  J.  and  suburban  territory.  The  company 
operates  in  all  the  states  and  territories  of  the  United  States  except 
Alas.,  Ark..  Kan.,  Ky.,  Me..  Miss.,  Nev..  N.  H..  N.  M.,  N.  C, 
N.  D..  Okla.,  P.  I.,  P.  R.,  R.  I.,  S.  D.,  Tenn.,  Tcjl.  Vt  and  Wyo. 


GLENS  FALLS  INSURANCE  COMPANY,  Glens  Falls,  N.  Y.% 

President  R.  A.  Little;  Vioe-P^eadents,  E.  W.  West  J.  L.  Whitlock^  Secretary.  H.  N.  Dickinson.   Organised,  1850. 


YlAB 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Lasses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losaes 
Incurred 

1015 
1014 
1013 
1012 
1011 

15.861,325 
5.534.340 
5.523.123 
5.753.621 
5.657.100 

$2,620,482 
2,563.700 
2.304.537 
2,326.832 
2.258.247 

$2,237,470 
2,106.860 
2.317.378 
2.525.311 

2.778.104 

'$2,432,624 
2,416.128 
2.217.163 
2,163,265 
2.100.301 

$2,71.^241 
2.600.233 
2.501.700 
2.421.020 
2.372,082 

•$1,207,528 
1.502.139 
1.227,586 
1.166.425 
1.037.502 

$60,000 
110.000 
185.000 
210,000 
220.000 

$1,005,605 

085,897 
009.728 
852,158 
822.286 

$2,363,133 
2.598,036 
2.322.314 
2,228.583 
2,070.788 

$1,102,000 
1.538.309 
1.185.696 
1.193,(BK 
1,082.022 

*  Includes  $167,006  marine  premiums  and  $56,168  marine  loans. 


AasKTB,  Dae.  31. 1015. 

Realestote $242,024 

Mortgage  loans 1.601.300 

Bonds  and  stocks. . .  2,618,572 

Collateral  loans 200,000 

Cash 655.874 

Agents'  balances ....  407.006 

Interest  and  rents.. .  31.174 

Reins,  on  los.  pd.. . .  14,475 


LiABiLmn.  Dae.  31, 1015. 

Losses  unpaid $248,406 

Unearned  prems ....  2,629,482 

Dividend  ft  reserve.  155,000 

Contingent  reserve..  45,000 

Other  liabilities. . . .  45.067 

Total  liabilities. . .  $3,123,855 
Capital  paid  up ... .  500,000 
Net  surplus 2,237,470 


Total  assets $5,861,325       Total $5,861,325 


Underwriting  profit.  $147,213;  mvestment  profit,  $202,507. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$543,436,070;  premiums  thereon.  $4,850,884;  marine  and  inland 
risks  in  force.  $11,801,033;  premiums  thereon.  $232,602. 


BUSINESS  SINCE  ORGANIZATION:  Premrams  received. 
$48,608,843;  losses  paid.  $24,452,252;  dividends  declared,  cash. 
$3,075,000;  stock.  $300,000. 

REAL  ESTATE  OWNED:  The  principal  item  of  real  estate 
is  the  company's  home  oflSoe  building  at  Glens  Falls,  carried  at 
$200,000  (cost  $457,257).  The  remaining  parcels  are  dwellings  in 
Rochester,  Pittsburg,  Castleton  and  Moreau.  ranging  in  value 
from  $223  to  $8,000;  a  Brooklyn  building  valued  at  $11,622.  and 
5  Washington  State  tide  land  ctfs..  worth  $24,025. 

MORTGAGE  LOANS:  There  are  160  loans,  of  which  47  are 
for  $10,000  OF  more.  The  larger  loans  comprise  the  foUowiof;: 
$16,000  on  Cleveland.  0.,  property,  appraised  at  $75,000;  $10,000 
on  Troy  property,  valued  at  $36,000;  $23,200  on  York.  Pa^  p(oi>- 
erty.  valued  at  $42,000;  $11,000  on  Glens  Palls  proptfty,  valued 
at  $20,000;  $17,060  on  Brooklyn  property,  vahied  at  $31,060; 
$17,000  on  Glens  Falls  property,  worth  $30,000;  $10,000  on  Glena 
Falls  property,  valued  at  $35,000;  $22,500  on  Brooklyn  property. 
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worth  fiaOOO;  bans  of  116.000. 121.000  and  $35,000  on  BrooUyn 
iTOpgti«>  T^ned  at  130.000. 168,500  and  168,000.  Abo  aevcral 
luDi  of  SiaOOO  to  $31,750  on  BiooUyn,  New  York  and  Fluahing 
propertia;  ^5,000  on  paper  mill  property  at  Dexter,  N.  Y., 
Tdned  at  $043300;  $190,000  on  palp  ndD,  etc.,  at  Pdmer,  N.  Y., 
valued  at  $450,000;  and  varioos  otW  loans  ranpn^  aa  high  as 
$3S,000  which  aesm  to  be  amply  secured  by  properties  scattered 
thrnachtbeatateaofN.  Y^  Pa.  0.  and  HI.,  with  one  in  Canada. 
No  ioterast  was  past  due  on  Dee.  31.  last 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

N.  Y^  caiu  4K%.  1M4 

A&UT  Co.,  N.  Y!!.  ct.  hs.,  4K%,  1942. . 

CJeom.  3H%,  1019 

PearflEtoo,  On^  5%.  1929 

N.  Y.  Cy.,  3M%.  1952 

N.  Y-.  Cy.,  4H%.  1957 

RiehiDOBd.  Va^  4%.  1023 

BcKina.  Saik..  5%.  1933 

Victaria.B.C.4H%.1923 

St.  C^thariaea,  Oni..  4H%.  1933 

Ft.  WiUiaia,  Oot^  5%,  1933 

ToRBta  Ont^  4J4%.  1949 

Montraal.  Que..  5%.  1918 

Ottawa,  Ont^  5%,  1945 

ObtrenMBt  Qoe^  5%,  1918 

New  Haaovcr  Cci^  N.  C.  5%,  1938 

Glcsa  PaDa.  N.  Y.,  nn.  sc.  4H%,  1927. . 

D,  U.  A  C.  Ry..  1. 5%,  1923 

m.  Cbit.  Tc  1.  5%.  1933 

Rev  Pow.,  Lt.  *  Wat.  1  er..  6%.  1944. 

No.  Pkc-Gt.  N.  R.  lU  it.  4a 

So.  Pke-  R.  R..  r.  4s 

So.  Pic  R.  R.,  CT.  4s 

Swa.  Int.  Ry..  Kaossa.  1  Qe.,  1940 

Un.  Te^  Kaznas,  1  5a..  1937 

ChLRya^  I  5a^  1927 

W.9.R.R.,i4a.2351 

W.  Pta.  R.  R^  1  5a.  1935 

X- Y.  Ry^  r,  c.  A  r..  4%,  1942 

X .  Y.  C.  R-  R^  d,  6%,  1936 

D.AH.R.R^S%.1935 

B.AO-R-R^<nr,4H%.1933 

B.  A  O.  R.  R..  gn.  4  r.,  5%.  1995 

(ntcthoro.  R.  T.,  1  A  r.,  5%.  1966 

CU^  MIL  ft  3t,  P.  R.  R..  or..  5%.  2014. 

Aaer.TLftTg,eT.,4H%.1933 

G«ikl  Pkpv .  1  68.  191^17 

H^ulsQB  R.  Palo  ft  Piper,  1  6e.  1918. . . . 

FiBch.  Prnyn.,  Ine..  1  6s.  1936 

Imenat  I^per.  1  6e.  1918 

J.ftJ.RoeeraCc  1  6ft.  1914-17 

NevtOQ  Falb  Paper.  1  6s.  1914-25 

T«n  Falb  N.  Sde  Ld.  ft  Wat,  6s.  1916-7 

Saeraaoito  VaL  Irrig..  1919-20 

Seaole.  Waab^  imp..  78 

Wash.  Tide  Land  Ctfs.,  88 

Cbuda  Pvm.  Mtgcjl 

Cte-  ft  Nam.  R.  R 

Chrktopher  ft  Tenth  Bts.  R.  R..  N.  Y. .. 

Great  Northern  R.  R 

If-  Ceat  R-  R 


Par 

Value. 

$25,000 

50.000 

25,000 

5aooo 

100.000 

100.000 
25,000 
20.000 
20.000 
20,000 
10.000 
25.000 
20,000 
10.000 
25.000 
10.000 
5.000 

100.000 
57,000 

100,000 
25.000 
15.000 
3.000 
20.000 
26,000 
25.000 
50,000 

100,000 
25.000 
25,000 
25.000 
25,000 
25,000 
50,000 
25,000 
25.000 
82,000 

320.000 

200.000 
90.000 

133.000 

152,000 
50.000 

100.000 
64.300 
17.131 
25.000 

10.000 
10.000 
10.000 
11.500 


Market 

Vahie. 

$28,250 

52.500 

24,500 

50,500 

88,000 

106,000 

23.690 

17,800 

18.200 

17,800 

8,900 

21,750 

19.800 

9,400 

24,500 

10,500 

5,200 

98.000 

63.010 

93,000 

24,500 

13,500 

2.870 

18,000 

21.000 

25,000 

46,000 

33,000 

18.500 

28.500 

26.500 

24.250 

25,000 

49,500 

27,000 

27,000 

82,000 

323.200 

200,000 

01,800 

133.000 

152,000 

10,000 

10,000 

64,300 

17,131 

25,000 

13,700 
12,000 
12,700 
12.420 


BoifiM  AMD  Stocks  Owiobd.— Cor<. 
Stocks. — Cmd. 

Manhattan  Ry 

No.Pke.R.R 

1  Nat  Bk.,  Qlens  Falls 

Nat  Bk.  of  Glens  Palls 

MtKisooNatBk 

Western  Un.  Tg 

Bamhardt  Bros,  k  Spindler  Co.,  1  p. . 

Amer.  Wat  Wks.  ft  El.,  1 1> 

Other  misoeUaooous  Securities 


Totals. 


P^ 

Market 

Vahie. 

Value. 

$40,000 

$53,200 

10.000 

11.800 

10.000 

50.000 

10.000 

40.000 

5.000 

14,500 

45.800 

41.220 

50.000 

45,000 

21.000 

12.180 

10.000 

10,700 

$2,747,731 

$2,619,071 

MISCELLANEOUS:  This  oompany  oommeneed  business  in 
1850  as  a  nnitual;  changing  to  a  stock  basis  and  presMit  tiUe  in 
1864.  In  1867.  capital  was  increased  from  $100,000  to  $200,000 
bjr  osah  nayments,  and  in  1912  from  $200,000  to  $500,000  by  stock 
dividend.  Conflagration  losses:  Chicago,  1871.  $7,500;  Boston, 
1872,  $61,000;  JaeksonviUe.  FU.,  1901,  $65,000;  Baltimore,  1904, 
$107,500;  Rochester,  1904,  $12,500;  San  Francisco.  1006,  $997,330. 
Vahies  of  speeial  deposits:  Ga.,  $24,500;  Va.,  $23,690;  N.  Y.. 
$300,000;  Can.,  $129,250. 

DIRECTORS:  Thomas  S.  Coofidge,  John  L.  Cunningham, 
Russdl  A.  Uttle,  Louis  M.  Brown,  Byron  Lapham,  Glens  Fidls; 
Mark  L.  Sheldon,  Salem,  N.  Y.;  C.  J.  De  Long,  Egbert  W.  West 
Geo.  Chahoon.  Jr.,  Grand  Mere,  (^.,  Geo.  B.  Greenslet,  Maurice 
Hoopes,  Arthur  W.  Sherman  and  William  A.  Brown,  Glens  Falls. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  L.  Whit- 
lock,  manager  Western  department  Glens  Falls.  N.  Y.,  territory 
west  of  0.  and  east  of  Rocky  Mts.,  including  HI.,  Ind.,  la.,  Kan., 
Ky.,  Mich.,  Minn.,  Mo..  Neb..  Okla.,  Wis.,  Colo..  Utah^  N.  D.,  S. 

D.  and  Tenn.  Special  agents:  Roval  J.  WhiUoek,  Chicago,  III.; 
Milton  Welch,  Jr.,  Kansas  City.  Mo.;  H.  G.  Burr.  Cedar  Rapids, 
la.;  J.  L.  Windsor,  Indianapolis,  Ind.;  J.  A.  Mavon,  Chicago,  HI.; 
R.  R.  Chapman,  Minneapous,  Minn.;  R.  H.  (Mffiths,  Kansas  Ci^, 
Mo.;  Edwm  G.  Subeb,  manager  Southern  department,  Columlm, 
S.  C,  for  Ala..  Fhu,  Ga.,  N.  C.  and  S.  C;  John  L.  Seibels,  assistant 
manager,  Columlxa,  S.  C.  Specnal  agents:  Charles  B.  Robb, 
Richmond,  Va.,  for  Va.  and  N.  C;  Jos.  E.  WaUace,  Columbia, 
S.  C,  for  S.  C;  Charles  M.  HiUiard,  Tampa,  Fla..  and  J.  Walter 
Hmiard,  Pabtka,  Fb.,  for  FU.;  Geo.  B.  Reeves,  Columbia,  S.  C. 
for  Ga.  and  Ala.;  M.  J.  UJon,  Harrodsburg,  K^n  E.  E.  Potter, 
San  Frandsoo,  general  agents;  W.  W.  Potter,  aasntant  for  Padfio 
Coast  States,  Ana.,  Cal.,  Ida.,  Mont.,  Ore.  and  Wash.;  E.  G.  Pot- 
ter, superintendent  of  Ments.  Special  agents:  R.  H.  Davis,  San 
FYandsco,  Cal.,  C.  R.  Kerns,  Helena,  Mont;  C.  H.  Gatchell,  Los 
Angles,  Cal.:  Tresevant  ft  Cochran,  Dallas,  Tex.,  general  agents 
forTex.;  Speoal  agents:  J.  G.  Smith,  S.  M.  Powell,  F.  A.  Nisbet  and 

E.  E.  Robinson,  Dallas,  Tex.;  V.  B.  Wright  Palestine,  Tex.;  R.  M. 
Anderson  and  M.  M.  Overby,  San  Antonio,  Tex.;  E.  W.  Rsynolds, 
Columbus,  0.,  for  Ohio;  F.  M.  Smalley,  Syracuse,  N.  Y.,  fw  western 
N.  Y.;  Geo.  B.  Greendot  general  agent;  H.  W.  Knight  Glens  Falls. 
N.  Y..  for  southeastern  N.  Y.  and  eastern  N.  J.;  H.  S.  West,  440 
Walnut  St.,  Philadelphia.  Pa.,  for  eastern  Pa.  and  south^n  N.  J.; 
J.  S.  Akers,  123  Bryant  ave.,  Bellevue,  Pa.,  for  western  Pa.;  Chas. 
H.  Hoxie,  5.->  Kilby  st,  Boston,  Mass.,  for  New  England;  R.  E. 
Michaels,  Richmond,  Va.,  for  I)el.,  Md.,  W.  Va.  and  Va.;  Lee 
Burton,  New  Orleaoo,  La.,  for  La.,  Ark.  and  Miss.;  W.  H.  Georae. 
Toronto,  Can^  for  Ont;  H.  N.  Hare,  Columbus.  0.,  for  0.  The 
compaov  operates  in  all  the  states  excepting  Alas.,  Haw.,  N.  M., 
Nev.,  Vt  and  Wyo. 


GLOBE  AND  RUTGERS  FIRE  INSURANCE  COMPANY, 

New  York,  N.  Y. 

IVeadent  B.  C.  Jameson;  Vioe-Preadent  Lyman  Candee;  Secretaries,  W.  H.  Paulison,  J.  T.  Gordon.   Organised.  1899. 


Yuia 

Unearned 
Assets       Premiums 

Net 
Surphis 

Net 
Premiums 

Total 
Income 

Loeses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
1914 
1913 
1912 
1911 

$10^492,866 
8.9301484 
7,900.596 
7,287.^8 
6352.628 

$3,532,024 
3.461.690 
3,15a801 
2.701.971 
2,560.270 

$4,960,272 
3,584,106 
3,095,446 
3,237.545 
2.639.960 

f$5.020.956 
4,537,732 
4,452.098 
3.800,954 
3.681.307 

$5,407,871 
4.871.025 
4.748.492 
4.07.3,215 
3,920.808 

i$2.99 1,379 
2.694,457 
2,508,019 
2.063.600 
1.930.111 

$160,000 
160,000 
160.000 
160.000 
180,000 

$1,292,241 

1.146.399 

1,193.985 

954,864 

1,000.378 

$4,443,620 
4,000,856 
3.862.8S4 
3.178,264 
3.090,489 

$2,973,667 
2.790.338 
2.571,007 
2.251.383 
1,877.155 

slDcbiiles  $975,403  marine  premiums  and  $430,307  marine  losses. 


AsBBn,  Dk.  31. 1915. 

Ealcrtate $72,945 

McrigBge  baas 76,700 

Beads  and  stocks. . .  8,295,392 

Cnb 643,919 

.4geBts'  bahwrffs. . . .  1.269.802 

Interest 53391 


LuBiumB.  Dsc.  31. 1915. 

Loeses  unpaid $753,604 

Unearned  prems. . . .  3.532,024 
Borrowed  money . . .  680,000 
Other  liabUities...        166,996 


Total liabUities...  $5,132,594 


AsssTB. — CotU. 
Reins,  on  los.  pd. . . .       $80,627 


LiABiLiTiis. — Coni. 
Capital  paid  up....    $400,000 
Net  surplus 4.960.272 


Total  assets $10,492,866       Total $10,492,866 


Underwriting  profit  $666,537;  investment  profit,  $901,778. 
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GLOBE  AND  RUTGERS  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y .—ConHnued. 


RISES  AND  PREMIUMS:  FSre  rialcB  in  force.  December  31. 
1609,092,505;  premiums  thereoD,  16,456,061;  marine  and  inland 
in  force,  $30,710,045;  premiumi  thereon,  1430,362. 


BUSINESS  SINCE  ORGANIZATION:  Pramium«  rooeived, 
144,754.361;  loans  paid.  S25.406.301;  dividends  declared,  cash, 
11.672.000. 

REAL  ESTATE  OWNED:  Consists  of  the  property  at  200 
Psrk  Row,  1  and  3  Mott  St.,  and  201-205  Worth  St..  N.  Y.,  book 
rdKie  $72,045.    There  are  no  incumbrances  thereon,  ami  it  has 

C'dded  a  yearly  net  income  ranging  from  $3,044  to  $4,174  in  the 
st  eight  years. 

MORTGAGE  LOANS:  In  the  aggregate,  properties  securing 
$76,700  of  loans  are  valued  at  $180,500,  and  the  company  holds 
$76,000  of  insurance  on  the  buildings.  $005  of  interest  was  over- 
due December  31,  last.  Tlie  k)ans  are  as  follows:  $4,500.  Broad- 
way, through  to  John  St.,  Tarrytown,  N.  Y.;  $5,000.  75  St.  James 
pi.,  Brooklyn;  $1,700.  SOH  Stuyvesant  ave.,  Brooklyn;  $2,500.01 
otuyveeadt  ave..  Brooklyn;  $10,500,  Valentine  and  Tiebout  ave., 
N.  Y.;  $32,500.  15  W.  76th  st.  N.  Y.;  $15,000,  Maple  St..  Engle- 
wood.  N.  J.;  $5,000.  Sherman  ave..  Staten  Island.  N.  Y. 


BONDS  AND  STOCKS  OWNED: 

BONM. 

Imperial  Japanese.  1  4H%.  1025 

Canada  War  Loan.  5%.  1925 

Alberta,  g.  d.,  4^%,  1923 

Qa.,  Dawson,  wrwks..  5%,  1017-23.  . . 

N.  Y.  Cy.,  dk.,  3%,  1017 

N.  Y.  Cy.,  3H%,  1054-37 

N.  Y.  Cy.,  VA%  1063 

N.  C.  Winston-Salem.  5%.  1044 

Va..  Norfolk,  57o,  1022 

AtcL.  T.  ft  8.  Fe.  Ry.,  cv.,  4%,  1055 . 

Albany  A  Sus.  Ry.,  3>^%.  1946 

Brinson  Ry.,  1  m.  g.,  5%.  1035 

B.  k  0.  R.  R..  cv.,  4H%.  1933. 


Broadway  k  Seventh  Ave.  Ry..  1  m.  cs., 

5%.  1943 

B.  &  Sus.  R.  R.,  4%,  1963 

Chi.,  Mil.  A,  St.  P.  Ry.,  5%.  2014 

Chi.,  Mil.  A  St.  P.  Ry.,  cv.,  4J<|%,  1032 


Chi.,_M.  A  Q.  R.  R..  57c  1040. 


Chi.  Rva  1  m.,  5%,  1927. 
Del.ftH..  cv..4%.  1916. 


D.  ft  R.  Gd.,  08.  m.,  4%.  1936. 
D.  ft  R.  Gd..  cs.  m..  44^*^  1936. 
D.  ft  R.  Gd.,  1  r.  m.,  5%.  1955. 


D.  ft  R.  Gd.,  imp.  m.,  6%,  1928 

D.  ft  R.  Gd.  R.  R.,  cum.  adj.  m.,  7%, 

1932 

Erie  R.  R,  gn.  1.,  4%.  1996 

Erie  R.  R.,  p.  1.,  4%,  1996 

K.  Cy..  Ft.  S.  ft  M.  Ry.,  r.  m.,  4%,  1936 
Mo.,  K.,  Tex.  Ry.,  St.  L.  Div.,  4%,  2001 

Mo.,  Pac.  Ry.,  6%,  1917 

N.  Y.  Ry.,  m.  inc.,  5%,  1942 

N.  Y.  Ry.,  1  r.  m.,  4%.  1942 

Sav.  ft  Now.  Ry..  6%,  1916 

So.  Pac,  cv.,  4%,  1929 

So.  Pac,  20  yr.  cv.,  5%.  1934 

So.  Ry.,  gn.  m.,  4%,  1956 

St.  L.  ft  San  F.  Ry.,  gn.  I.,  5%,  1927. . . . 
St.  L.  ft  San  F.  Ry.,  r.  m.,  4%,  1951 ... . 
St.  L.,  I.  Mt.  ft  So.  Ry.,  un.  ft  r.  m.,  4%, 

1929 

St.  L.  ft  Swn.  Ry.,  1  m.,  4%,  1932 

Third  Ave  Ry.,  1  r.  m.,  4%.  1960 

Third  Ave.  Ry..  1  adj.  m.  inc.  5%,  1900 
U.  Rys.  Invest.,  1 1.  col.  tr.,  5%,  1926. . . 

Wabash  R.  R.,  1  m.,  5%.  1939 

Wabash  R.  R..  2  m..  5%,  1939 

Western  Pac.  1  m.,  5%,  1933 

Western  Md.  R.  R.,  1  m..  4%.  1952 

Western  N.  Y.  ft  Penn.  Tc.  1  r.  m.,  6%, 

1957 

Beth.  Steel,  1  m..  5%.  1926 


Beth.  Steel.  1.  r..  5%.  1942 

Cal.  Gas  ft  E!.,  r.  m.,  5%.  1937 

Cs.  Coal,  I  r.  m..  6%,  1950 

Cs.  Gas6%.  1920 

Denver  Gas  ft  El.,  n..  6%,  1017 

Denver  Gas  ft  El.,  gn.  m.,  5%,  1949 

Ot.  Falls  Pwr..  I  m.,  b^c,  1940 

Ind.  National  Gas  ft  Oil  r.  m.,  5%.  1936. 

Ind.  Steel,  1  m..  5%.  1952 

Magnolia  Petroleum,  6%,  1937 

Montana  Pwr.,  1  r.  m.,  5%.  1943 

N.  Y.  Air  Brake,  g.  cv.,  6%;  1928 


Par 

Market 

Value. 

Value. 

$43.&30 

$36,900 

50.000 

4.900 

115.000 

109.250 

10,000 

10.D00 

150.000 

147.000 

260.000 

230.300 

71.000 

75.260 

2aooo 

20.800 

20.000 

20.400 

2,000 

2.160 

30.000 

25.800 

20.000 

18.000 

50.000 

48.500 

88,000 

87.120 

10,000 

7.600 

60.100 

64.908 

40.000 

41.200 

50.000 

45.000 

10,000 

9.700 

44.000 

44,000 

211.000 

168.800 

16,000 

13,600 

20.000 

11.800 

82,000 

67.240 

59.000 

35.400 

53.000 

40,280 

214.000 

184,040 

100.000 

77,000 

29.000 

14,500 

11.000 

9.790 

18.000 

10.080 

6.000 

4.440 

10.200 

9.792 

30.000 

26.700 

42,000 

45,360 

50.000 

35..500 

10,000 

5.000 

50.000 

36,500 

15.000 

11,250 

120.000 

79,200 

20.000 

16.600 

50.000 

40.000 

20.000 

14.800 

15,000 

15,450 

62.000 

60,760 

35,000 

11.550 

150.000 

109.500 

27.000 

22.680 

40,000 

41.200 

65.000 

66.300 

50.000 

49,000 

60.000 

55.200 

85.000 

107.950 

45,000 

45.000 

33,000 

30.690 

50,000 

50.000 

40,000 

35,600 

60,000 

61.200 

100.000 

101,000 

75,000 

71.250 

40.300 

41,912 

Borne  AND  Stocu  OwMto.— <7ofrf. 

BONDB.— Colli. 

N.  Y.  Gas.  EL  Lt.  Ht  ft  Pwr.,  4%,  1940 

N.  Y.  ft  W.  Ltg.,  d.,  5%,  1054 

N.  Y.  ft  W.  Ltg..  4%,  2004 

Clean  El.  Lt.  ft  Pwr.,  cv^  5%,  1051 

Pm.  Gas  ft  El.,  gn.  ft  r.  m.,  5%,  1042. . . 
Pm.  Tel.  ft  Tel.,  1  m.  col.  tr.,  5%,  1037. 

Phila.,  cv.  d.,  5%,  1010 

Porto  Rico  Tel.,  6%,  1044 

So.  BeU  Tel.  ft  Tg.,  1  m.  s.  f.,  5%.  1041 

Standard  Gas  ft  EL,  6%.  1026 

Texas,  cv.  g.  d..  6%,  1031 

Wis.  Edison,  cv.  g.,  6%,  1024 

Stocks. 

Atch.,  T.  ft  S.  Fe  Ry.,  com 

B.ftO.R.R.,com 

B.  ft  0.  R.  R.,  p 

Bklyn.R.T 

Buffalo  ft  Bus.  R.  Rn  p 

Buffalo  ft  Sus.  R.  R.,  com 

Cal.  Ry.  ft  Pwr.,  prL  p 

Cent.  R.  R.,  N.  J 

Chi.,  Mil.  ft  St.  P.  Ry.,  com 

Cbi.,  Mil.  ft  St.  P.  Ry.,  p 

Chi.  ft  Nwn.  Ry.,  com 

Dela.ftH 

D.  ft  Rio  Gd.  R.  R.,  p 

Erie  R  R.,  1  p 

Gt.  No.  Ry.,  p 

K.  Cy..  Ft.  S.  ft  M.  Ry.,  p 

J.J.  tt  i^ .  XV.  XV..  p.  .  •  •.•■.•.■.••••...•. 

Louisville  Property 

Manhattan  Ry., 

No.  Pac.  Ry.,  com 

So.  Pac,  com 

St.  L.,  San  F.,  Chi.  ft  E.  HI.  R.  R.,  p.  otf 
Un.  Pac.  R.  R.,  com 

U.  Rys.  Invest..  San  F.,  p 

W.  Md.  Ry.,  p 

Chatham  ft  Phenix  Nat.  Bk 

Irving  Nat.  Bk 

Lawyers  Title  ft  Tr 

Amer.  Smelt,  ft  Ref.,  p 

Amer.  Smelt,  ft  Ref.,  com 

Anaconda  Copper 

Brooklyn  Union  Gas 

Cambna  Fuel,  p 

City  Investing. 

Consolidated  Uas 

General  Adj.  Bur 

Golden  Hill  Bldg 

North  American 

N.Y.  Air  Brake 

Pac  Tel.  ft  Tg..  p 

Pac.  Td.  ft  Tg.,  com 

Peoples  Gas  Lt.  ft  Coke.  Chi 

PotIo  Rico  TeL.  com 

United  Rsrs  Invest..  San  F.  Div.  Sep.. . . 

U.  S.  Steel  Corp.  p 

U.  S.  Steel  Corp.,  com 

Underwriters  Sal 

Wisconsin  Edison 


Par 

Market 

Value. 

Value. 

$65,000 

$65,250 

saooo 

48.000 

82.000 

26.240 

25,000 

22,000 

25.000 

23,000 

80.000 

80.000 

50.000 

48,500 

10.000 

10.000 

100,000 

100,000 

25,000 

24.500 

55.000 

57.760 

30,000 

27,000 

10,000 

0,000 

151,200 

134.568 

50.000 

30.000 

40,000 

35.600 

20,000 

8.000 

30.000 

4.500 

30.000 

24.000 

160.000 

488.000 

140.000 

138.600 

61.500 

82.410 

00,000 

110.700 

i5aooo 

222,000 

30,000 

2.400 

70,000 

35.000 

140.400 

174,006 

250.000 

170,000 

120.000 

156,000 

000 

225 

50.000 

66.500 

130,000 

144,300 

210.000 

210.000 

25.000 

1.000 

50.000 

66.000 

80.000 

66.400 

60,000 

10.800 

50,000 

17.500 

10,200 

10.584 

6.800 

12.240 

133.300 

160.201 

130.000 

132.600 

250.000 

250.000 

60.000 

06,000 

70.000 

88,900 

2.000 

1.400 

10.000 

7,700 

330,000 

445,500 

450 

450 

100,000 

100.000 

140,000 

81.400 

01.200 

105.792 

122.500 

107.800 

100.000 

24,000 

154.000 

170,940 

2.000 

800 

2,700 

1,350 

220.000 

242.000 

70,000 

56.000 

1.000 

1.000 

4.400 

Totals,  (book  value.  $8,261,501) $8,134,580  *$8,061,49S 


'Securities  ss  per  Company's  valuations;  the  item  in  Asseta 
is  based  on  Ins.  Dept.  valuations. 

MISCELLANEOUS:  Company  formed  in  1899  by  consolida- 
tion of  Globe  Fire  and  Rutgers  Fve  Insurance  Companies.  Cap- 
iUl  increased  frY)m  $200,000  to  $400,000.  Conflafptttion  looses: 
Baltimore,  1904,  $90,000.  net:  San  Francisco.  1906*  $875,561. 
not.  Values  of  special  deposits:  Ga..  $10,000;  Va.,  $20,400; 
Can..  $99,750:  N.  C.  $20,800. 

DIRECTORS:  H.  R.  Chambers.  J.  S.  Frdinghuysen,  E.  C. 
Jameson.  C.  M.  Jameson.  R.  K.  Prentice,  J.  Y.  Watkins,  W.  H. 
Kellner.  Chas.  E.  W.  Chambers,  Wm.  H.  W.  Morris.  Edward  C. 
Gregory,  Henry  S.  Thompson,  Lyman  Candee,  Howard  K.  Brown, 
Alfred  M.  Rogem,  David  Mahany,  J.  N.  Steams. 

INSPECTORS  AND  TERRITORY  COVERED:  Inspectors: 
Louis  Mink,  and  E.  M.  Knowles.  The  oompany  is  licoaaed  in 
all  the  states  of  the  United  States,  except  Fla..  Kan.,  Ky.,  Me.^ 
Mont..  N.  M..  N.  D.,  Okla.,  S.  D..  Tex..  Vt.  and  Wyo. 
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GLOBE  FIRE  INSURANCE  COMPANY,  Huron,  S.  D. 

PMidant,  H.  C.  SMmt;  Baentaqr,  W.  N.  ItMuer.   Orguiiied,  1911. 


Unevned 

Net 

Net 

Total 

TOBICII 

Total  Bx- 

LoaM 

YmkM 

Am48 

Fkonuimi 

Surplofl 

Ptaniums 

lim^^tpf) 

Pkid 

Diridendi 

Expeiues 

penditurea 

laourred 

I91A 

S36o.sao 

VOMS 

97aiio 

1280.018 

3306,845 

$13^935 

S109.721 

3242,040 

$132,378 

1914 

tH,T90 

35.400 

32.657 

235.520 

229,287 

182,403 

1*3,753 

110.007 

300.283 

179.925 

1913 

302,998 

40.0M 

54.090 

1M.250 

206,202 

03.070 

8.000 

70.540 

142,210 

03370 

1912 

138.033 

21.397 

14.209 

131.232 

144.441 

80.893 

8,000 

51.502 

149.455 

87,302 

1911 

li3;8S2 

9.749 

39,407 

52.370 

•79,745 

15,308 

«»>••• 

33.011 

38.979 

20,498 

nnbhufai  324,000  nrplns  mid  in. 

Dk.  31, 1910.  LuBXLRiM.  Dk.  31, 1915. 


Bal 


Intermt  and  rents.. 

BiBs  raectvable 

Dae  from  Cos 


Total 


34.800 

115,150 

27,700 

8375 

134.928 

10.359 

8,134 

55,238 

5.440 


impud 

Unearned  prema. . 
Other  liabifitiea.. 

Total  iiabifities. 
Oapital  paid  ap. . 
Net  aurphie 


$5,340 

80JM3 

4.025 


$00,514 

200.000 

70,110 


$360^630       Total $300,030 


UadenrritiBg  profit.  $10,731;  inTestmant  proOt,  $11,737. 

RISKS  AND  PREMIUMS: 
313348.927;   preoiiama  thereo 

BUSINESS  SINCE  ORQANIZATION:    Ptaniums  reoeiTed, 

$484,319;  divideoda  declared,  eaah.  $29,740. 


Fire  riaka  in  foroe,  Dceember  31, 
.  $201357. 


REAL  ESTATE  OWNED:  The  eompaoy  owns  a  lot  located 
at  N.  W.  K  Me.  21.  Ill,  72,  ayde  Co..  S.  D.;  book  yalue,  $4,800. 
Tkics  hat  year  $9. 

MORTGAGE  LOANS:  Tfaeie  are  09  kMuia  aesregating  $115,- 
156^  on  knd  valiied  at  $334310,  prMtiealiy  all  of  which  are  on 
propatiea  located  in  S.  D..  eaat  of  Miaaouri  River;  two  loana  are 
oo  proper^  in  N.  D.    On  Dee.  31,  laat,  there  waa  $4,190  of  in- 


tereat  paat  doe.     The  oonpany  holds  $12^180  of  fire  inanraiiee  on 
the  mortgiged  bnildinga 


COLLATERAL  LOANS  are  aa  foDowK 

Sacuaiiua. 

Nat.  Bk.  Huron,  atk 

Nat  Bk.  Huron,  atk 

Real  Estate  Deed.  Beadle  Co 


Market 

Vahie. 
$700 
5.500 
7.200 


AmooBl 

Loaned. 

$250 

2,025 

0,000 


Totals. 


$13,400 


$8,876 


BONDS  OWNED: 


Huron  Maaonio  Temple 

FIrat  Nat.  Bk.,  Hichmore,  8.  D. 
Nat  Bk.,  Huron.  8.  D 


Par 

Vahie. 

$1,000 

0.500 

9,500 


Market 

Vabe. 
$1,000 
10,250 
10.450 


Totals  (book  vahie,  $27.700) . 


$17,000        $27,700 


MISCELLANEOUS:  This  eomnany  waa  organised  Mareh  18, 
1911.  It  eommenoed  buadness  witn  a  paid^p  oapital  of  $100,000. 
Capital  inoreaaed  in  1913  to  $200,000. 

DIRECTORS:  H.  C.  Shober,  Neil  McKay.  Geo.  C.  Fuffin- 
weider,  W.  N.  Farmer.  C.  P.  Swaoaon.  H.  C.  Harria.  A.  A.  Cham- 
berlidn. 

TERRITORY  COVERED:  Mont,  N.  D.  and  8.  D.  only. 


GRANITE  STATE  FIRE  INSURANCE  COMPANY,  Portsmouth,  N.  H. 

President  Cahrin  Pkge;  Secretary,  A.  F.  Howard.    Organised.  1885. 


Ys&m! 


Unearned 
Premhuna 


191S  |$L2543S7 
1914  I  La02.754 
1913  U198320 
1912  1405,755 
1911  !     1.138i020l 


Net 
Surplus 


Net 
Phsniums 


8058332 
824,194 
694,020 
501.724 
502303 


$304,810 
312,060 
337.389 
335,127 
312330 


$058,288 

043,544 
017,750 
508,153 
607,087 


Total 
Inoome 


$704,324 
091,162 
605,956 
606,915 
654.224 


Loflsee 
Paid 


$379,724 
441.500 
343,085 
330,128 
411.806 


Dividends 


$20^000 
20,000 
20,000 
20.000 
20.000 


Eixpenses 


$252,904 
237.740 
229372 
220,065 
229.523 


Total  Ex- 
pen(titures 


$652,088 
009,240 
593,257 
570,193 
061320 


Loesee 
Incurred 


$387,381 
430,527 
340,030 
337,431 
391,008 


RealeaCale 


Honda  and  Btoeks. 


Intetvat  and  rents.. . 
Pd.. 


Dnc.  31. 1915. 

$45,000 

24,200 

051.849 

10,000 

80.593 

122,070 

14.499 

815 


LuBiUTXM,  Die.  31, 1915. 

Loaseaunpaid $7a448 

Unearned  prems. . . .       658,532 
Other  Iiabifities 21,007 


Total  fiabifitics...     $750,077 

Capital  paid  up 200,000 

Net  surphiB 304,810 


Totol $U65,082 

SpL<fap.ofvEab..  145 


Tocal 


.  3US4387       Total $1,254,887 


UnderwxHing  km.  $29,120;  mTeatment  profit  $44,471. 

RISKS  AND  PREMIUMS:  Fire  riaka  in  foree,  Dceember  31, 
3107.250342;  premiuma  tberam,  $1,261,530. 

BUSINESS  SINCE  ORGANIZATION:  IVemiums  reodved, 
$12,743306;  looses  paid.  $7315,658;  dividends  dedared.  cash, 
$384,000. 

REAL  ESTATE  OWNED:  Consists  of  a  4-stary  brick  build- 
ii«  on  Coivrcai  st,  Portamonth,  N.  H^  and  a  l-«torr  brick  build- 
ir^aifioining  at  Fleet  and  Porter  ata..  Porfnouth.  Rentareoeived 
bat  year.  $5^949.  taua  and  expenaea.  $1300. 

MORTGAGE  LOANS:  Four  loana,  agvegstins  $24,200,  are 
aeeved  br  psupertiea  in  N.  Hampshire,  Oua.  and  Minn.,  valued 
at  $72^0001  No  intereat  ia  paat  due.  Company  hoUa  $15,000  of 
fin  JMuranr r  nn  the  hnildrngi 


BONDS  AND  STOCKS  OWNED: 

BOITDB. 


Albany,  N.  Y.,  ac.,  4^%.  1031 

Albany,  N.  Y.,  N.  Scotland  Ave.,  4H%> 

1031 

Albany,  N.  Y..  Wash.  Ave.,  4H%.  1031. 

Ailosheoy  Co.,  Pa.,  rd.,  4%,  1036 

Boaton.  Maas.,  Su£Folk  Co.,  ct.  ha.,  Z}i%» 

1010 

Boaton,  Maas.,  pab.  pk.,  3H%.  1020. . . . 

Boston,  Mass.,  dge.,  3H7o.  1035 

Boeton.  Maas..  Blue  Hill  Ave.,  4%,  1030 

Boeton.  Mass..  r.  tran.,  3H%.  1038 

BurUngtott,  Vt,  at.  imp.,  4%,  1017 

Cal..  harbor  imp..  4%.  1085 

Cumberfamd  Co.,  Me.,  oo.  bidg..  3H%i 

1021 

DaUaa,  Tol,  wr.,  4%,  1043^ 

Derry,  N.  H.,  f..  4%,  1028 

Derry,  N.  H.,  f.,  iH%  1028 

Durham  Co.,  N.  C,  f.,  4^%,  1021 

Glouoester,  Mass..  wr..  3H<;b.  1932 

HiDsborough  Bridge.  N.  H.,  prec.  4%, 

1017 

Hillsborough  Co.,  N.  H.,  co.  bldgs.,  4%, 

1021 

Hudson  Co.,  N.  J.,  oo.  bldgs..  4%,  1040 
King  Co.,  Wash.,  rds..  5^:70,  1035 


King  Co.,  Wash.,  f.,  5%.  1928. 

Uconia,  N.  H..  in.,  4%,  1023 

Laoonia,  N.  H.,  swr.  A  f.,  4%,  1024-7. 
Los  Angeles,  Cafif..  wr.,  i^%,  1020. . 


Par 

Market 

Vahie. 

Value. 

$5,000 

$5,300 

500 

530 

4.500 

4.770 

10,000 

0.700 

2,000 

1,000 

0,000 

5.880 

14,000 

12,880 

12,000 

11,760 

10,000 

0.200 

5,000 

5,000 

20,000 

10,200 

10,000 

0.800 

25,000 

24.000 

10,000 

laioo 

10,000 

10.600 

10,000 

10.000 

10,000 

0,400 

25.000 

25.000 

10,000 

10,000 

25,000 

24,000 

10,000 

10,600 

10,000 

10,500 

5,000 

5,100 

5,000 

5,100 

10,000 

laooo 
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GRANITE  STATE  FIRE  INSURANCE 

Bonmiiii  ^t.">h(^"si;ii    -i'.mii  Ptr  UirkM 

li..M.n  -r',.„i.  V»hM.  Viloe. 

MildeB,Mit.wr..l',.l'>l'i  112.000  tHKW 

MiK.»itc  IIm'.ii...  I!>ts  20,000  18,800 

Miw,FmJt  n.,.^>.  |i  ...  lo:]!.  10.000  S.400 

M«it,m(t,i.r.  )i-/,.  MH  M.0CO  18,900 

MilnukeB,>^L•.-t.ll^.|>.-:'  .,.  h<^l..  t.0Q0  4,gM 

MiiuL,MiDB..  ti.lj..  I',.  li'.Ci  10,000  0.900 

MoDtselia-,  \  L .  .i-  |..,'l     y  ..  i'il:i     ..  1S.D00  M.Sao 

Mt-Vmiaii,  \   \     -.■     ;   ,      I. .'Mil..  10,000  B.IJO 

HuhriB&Tf  <  '  -  11.000  10.4Sa 
Now   HuDpc-li                                   .'Vrn 

IMCM U.DOO  44.U0 

Nnr  Himnliire.  hoap..  3M%.  19ZS. . . .  S.000  l.MO 

NsvtsD.  Mmi.,4%,  inss s.Dcn  B.910 

NntYork,  atefi.  -    '-   — fl 26,000  M,TS0 

N.  Y.,  N.  y.,  ni                       10,000  11.800 

N.Y.  N.  V,  rp     .                 48 axOOO  17,800 

N.Y_S.Y.,dl      ■                i.1963...  8,000  J,0» 

lJ.Y.,N.Y,m                      rf laOOO  8.800 

N.  Y.,  N.  Y..  m                      fl 4S.O00  M,10Q 

NortiA,  Vl,  u)                    .) ID.D0O  t.800 

PiUrfairt,N.  H,                        IfiOO  asoo 

Pdrtlud.  Me.,  r                       10,000  0.700 

Portmimth,  N.    ■                ■   le 1S.U0  taSOO 

QuDer.  Mu>.,  I                      < 0,000  0,000 

Roebma.N.Y      .                »M 10,000  10.000 

RutUnl  Vt..  in S.OOO  S.DOO 

Sstlle.  Wmifa.,  |.'..  .  I     .  :''.'; 30,000  IB.ZOO 

Seattle,  Wuh„w    f.',    [«i7 10,000  10,000 

TiwaffiL  Wub„  ur.  '1   ..  t'rji 10.000  1D.!C0 

TuinloiLMaH.,  >iT.  \  :.  I'H.S 8.000  8.000 

Torabto.  Cui.,  d  .  L   .     I'i|.^ 14.A00  ]1,&34 

WiWivillft  Me., '■    -■  .      li'J 10.000  e.ioo 

WmatK,  Mut      r               I  .». t.OOO  V.OOO 

Bar  SUte .St.  Et                 '.9. ia.Ot»  9,800 

B«lonEl.Ry.,4'.',.  I' 2S,00O  23.000 

Baton  EL  Rr..  6%.  IHl ID.DOO  9,800 

BoWon  4M8.R.K.,Hig_3H7o,19B..  S,000  2.1M 

Borton  &  Me.  R.  R..  4%.  1020 ROOO  8.0O0 

BsM«lAMe.R.R.,4^%.lsn 30.000  1«.2«) 

CoDcord  t  Monlnat  R.  iC  (n,  m.,  4%. 

1920 30,000  2B,«B 

CoDecrd  &  Mmlna]  R.  R..  3H%,  ■S20.  21,000  18.900 
Connrd  k  M«ilnii1  R.  R.,  Uu.  *  MU, 

iH9o.  1920 li.OOO  12.M0 

FHi!liburjR.R.-*%.l«S.. SJIOO  4.+00 

td.Renl.  R.R,lio..aH%.lU! ^.000  4.l» 


COMPANY,  Portsmouth,  N.  H.- 

BoKH  iHo  Srocn  Owim,— Csw. 
N.  Y.  C.  «  H,  ™R.  R..  ^.  m.  SM%. 
No.  Plici'i'Ol!  Nii  R'hI,' Jir4'i,*«%i 

Old  CoioDT  8l  Rt!.' i  *iiL,' 4%i  im,! : ! ! 

PiteharoiiA  A  Bnk.  R.  R.,  1  m.  4H%, 

Pwuuu]  4  0,  Ry!,  i  oi.  4H%.' iois! ; ! ! 

I 

Penna-R-R 

N.  Hamp.  Nit.  Bk..  PortDHuth,  N.  H.. 

PoftDioutli  Ti.  *  Gr..  N.  H 

Gn.Adi.Biir.,  N.  Y 

Nuhtu  Card  Oummsd  k  Cnated  Papv, 

Undimitas'aJniiN.'Y,  ,'!!^!!!   ! 

Total!  (bool  •a]D^  tl,00O,873) 


■ContiFiiud. 
Fu  MarkM 


10.000 

10,000 

18,300 


DIRECTORS:  Calvin  Pagt.  Albst  WtBti*,  Alnh  W.  SuHo- 
way.  Fred.  H,  Ward.  Parker  W,  Wliittaiun,  Jneph  0.  Habb*. 
WiUiMo  Q.  Ettna.  AUnd  F.  Howard.  IdbB  W,  Emor.  Wallace 
D,  Smilh.  William  C.  Walton.  Preibniik  U.  Biie.  Ow.  N.  Andrni, 
J,  Artkitr  Brown. 

HELD  MEN  AND  TERRITORY  COVERED:  TheJaiuaA. 
JoH*  Agcsgy.  general  ageoU.  Detroit,  for  Mkih.:  Albwt  O.  Han- 
dock,  giBsal  agent,  Baltjnur^  Md.;  Mallw  k  Co.,  gestfal  agenU. 
Philadelphii,  Pa.:  OtnU  L.  SiliUTlei'.  gowal  agent.  Denra. 
Colo.:  F.  C.  Whittemore.  Bt  Louia.  Mo.  nuun«ir;  K.  D.  Wmtw. 
Indiuogolia.  Ltd.,  ipecial  agait;  Q«.  E.  Masomber,  qneia]  •cant, 
AuguKa,  for  Me.:  Arthur  F.  Howard.  Portnuuth.  N,  H.:  W.  G. 
EnnM,  MaoehaUc,  N.  H.,  f«  N.  H.:  H.  B.  Hiokok,  Burliogtoo. 
Vt,  for  Vt,;  Jolin  A.  Whalley  i  Co,  Seattle.  Waih.  Tbe  eompany 
iam  buOMW  in  Colii„  Conn,  Del,  D.  C,  IIL,  Ind.  Ky„  Me,  Md;. 
XlaM.  Mieh..  Mo-  N.  H.,  N.  J.  N,  Y..  N.  C,  O^  Fa..  R.  I,  Vt.. 
ViTw.  Va,  Wai,  awl  Wm. 


GREAT  NORTHERN  INSURANCE  COMPANY,  St.  Pau!,  Minn. 

Tiea-Frcai)an>.  Oeorga  W.  laBrande;  Seeretair  and  Treuunr.  Albert  Berg.    OrganiHd.  1914 


Amrb.Db.31.  lOU:  Ca^  tlOClSO;  othv  aned  rs7;  Total 
UHta   |]»4,M8:     LiabiUtieK     Ornniialion   aiow   110,309: 

total  liabililJM,  H(UI09-  '^~'-'  — "  —  •"«  '•"■  "-• ^- 

140.105:  Total.  ■184.046. 


ingtotll 

3.889:  l»il>  r^i 

Cub  paid  iB  an  capital  atook  and 
bid,  1114,478:  iotmel,  178;  total, 
lion  apaami.  ».TH. 

pudHip  cmpital  of  1108,442  ai 

an  laiuai  luTpnu  «  tHi.i».     ita  aathoriifld  oapilat  waa  tSW 
000.  diyLded  inu>  80,000  810  lliam.    Tbe  ebaiter  aOed  for  i 


DIRECTORS:  J.q.Mackiii«ieh.O.W.laBraiide.C.LUwiin. 
A!ba.t  B^.  1.  A.  SobmaU,  G.  T.  Simpm.  A.  0.  Ebs-bart  J.  I. 
Rilbar.  L,  F.  Dow,  J.  C.  Fultun.  Qtug*  Jarebow.  H.  A.  Baldwin. 
L.  B.  Krook.  Carl  G.  Sc^hulI,  J.  J.  Bklund. 


GUARDIAN  FIRE  INSURANCE  COMPANY,  Salt  Uke  City,  Utah. 

Preeidail.  D.  C.  Eoclee;  Secniary,  E.  D.  Pitrie.  OrganiMd.  1013. 


113.388 


CMh. 


ABn«,DK.3l,  1919. 

liMfMeloani tI2,3n  MHrnunua... 

riTLog.   k  Ma.  DiHi«dpn» 

•Datal  loaa. ....        04.390  Total  liabiGtie 

108,133  Capital  pud  up. 

4.791    NetsurnlH 


Dk.  31. 1911. 
».'.'.'.        13.388 


Agenta'l 
iBUrot. 

Total : 


(112.143       Total.... (212,143 


LOANS:  Tbrnare 
UDOuot  lnaoed  thmna. 


u  aggrecatiBg  ttll43 
'oae.  Tabled  at  anuaC 
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GUARDIAN  FIRE  INSURANCE  COMPANY.  Salt  Lake  City.  Vtah.—ConHnued. 


COLLATERAL  LOANS  STB  ts  fbOmiB: 


Pincree  Nat.  Blu  Opkn 

Nmonal  Ckty  Blu  &lt  I^kB  City. . . . 

Offdoi  Pmtk.  4  Prar.  Go 

CoMot  Seeuritics  Co 

NA&ooal  a^  Bk.,  SbH  I^kB  aty . . . . 

AieB^Go^atlt  lake  City 

Beeeh  Grove*  Snnwror  Beeort 

«-4BMDk  SBOsnoeB  C>0  ••.•.•...•...• 

MaDfaatteo  Ltfe  Ina.,  poL  No.  103.808. 

Utok  CaaitmetioD  C6 

CeracBt  Seeoritaoi  Co 


Totab. 


Amoant 

Loaaed. 

12.500 

10.000 

6.000 

4.000 

12.006 

10.000 
800 

20.000 


#01. 300 


MISCELLANEOUS:  This  oom^aoy  was  ineorporated  duriag 
1013,  and  commwioed  huiinns;  donng  Janoaiy.  1014.  Tbs  eom- 
paay  is  managed  t^  the  Aganoy  Company  of  Sut  lAke  City,  whieh 
cuaruttees  under  oontraet  a  oertain  premium  income  at  a  nmited 
expense  ratio.  The  company  for  the  present  wiU  oonfine  its 
operations  to  Utah. 

DIRECTORS:  David  C.  Eoeles,  C.  E.  Loosei  Thos.  Smsrt, 
W.  S.  MeComiek,  Jas.  Hngree.  D.  L.  Evans.  Hyrum  Pinnee, 
R.  L.  Fishbum.  Jr..  Theo.  Sehireitser.  A.  C.  Elfis,  L.  B.  M^or- 
niok,  E.  D.  Petrie. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  Ageney 
Company.  Salt  Lake  City,  mamcers.  The  company  operatee  in 
Utah  only. 


HAMILTON  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Pnadnt,  E.  C.  Jmmmd;  Secntaty,  Aiiluir  Iiiiwii,  Jr.    Or^aitcd.  18S3. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Ya<iB 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

1915 

IS27.5171       S124.015 

S132.207 

8206.650 

1226.770 

1135.283 

111.007 

$46,203 

S103.573 

$110,862 

1914  1 

440,380 

100.436 

52.334 

206.564 

222.827 

148,534 

8.047 

38.044 

106.525 

157.102 

1913 

421.384 

107.402 

41.160 

180.646 

207.775 

180.605 

7,070 

29.308 

177,072 

143.825 

1912 

40U183 

104.002 

30.385 

180.063 

203.321 

176.720 

20,987 

206.707 

183.664 

1911 

416^745          102.450 

51.026 

206.370 

220.315 

111.235 

27.468 

138,703 

141.020 

Dk.  3U  1015. 

$62,000 
BoMli  and  stocks...       422,100 

Cesk 22.426 

haboees. . . .         18.760 
2,132 

Totel  Mseta $527,517 


LuBiumB.  Dae.  31. 1015. 
Losses  unpaid $20,162 


Unearned  prems. 
Borrowed  money. 
OthvIiabOitica.. 

TotalfiabiUties. 
Capital  paid  up.. 
Net  surplus 


124.015 
35.000 
7.060 


$105,246 
200.004 
132,267 


Total $527,517 


UodcmiCiae  profit.  $28,387:  mvestmeot  prodt.  $65,543. 

RISKS  AND  PREMIUMS:  Rre  risks  in  force,  December  81. 
%\K»ZS9l;  tnaatsam  thereon.  $236,778. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$5,611,101;  keses  paid.  $3,502,260;  dividends  dedared.  cash. 
S705J23. 

MORTGAGE  LOANS:  Loans  sffiregnting  $62,000  are  secured 
by  mpevties  at  501-503  and  5024  wTnOth  St.  New  York,  valued 
St  $10UM0.   Both  mortgaiies  are  guaranteed. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

B<»n)a.  Value.  Value. 

N.  Y.  Cy.  (epL  stk.).  1055,  4% $53,000  $51,940 

N.  Y.  Cy.  (ep.  stk.),  1054.  3M% 25.000  22.000 

N.  Y.  Cy.  (N.  Y.  Cy.  dock.)  1057. 4H%  20.000  21.200 

X.  Y.  Cy.  eatcrchaas.),  1030-60,  4H%  .  25,000  25.250 

N.Y.Cy.CcpLStk.).  1021.3% 20,000  19.000 

Denver  A  Rw  Grande,  lea..  1036, 4%..  10,000  8,000 

Eri&sn.b.,1906.4% 10.000  7,600 

^  PiMU. ev..  1920,  4% 5.000  4,450 

St.  L.  A  Sba  Fma.,  r.,  1951.  4% ' . .  15.000  10.050 

n.  L  A  Sw  W.,  1  esL,  1032.  4% 10,000  6,600 

Cy.  F.  S.  A  M..  r.,  1086, 4%  . . .  5.000  3.850 


BoMDB  AMD  Srocu  OwNiD.— Coii<.  Pw  Market 

Bonds. — Conl.  Value.  Value. 

Denver  A  R.  G.,  r.,  1955,  4% $15,000  $8,850 

St.L.AS.Fr.,  etf.stpd..  1951,4%....  5,000  3.200 

St  L.  So.  W.,  1, 1989.  4% 10,000  8,000 

SlOCBB. 

Amer.  S.  A  R.  Co.,  0 $70,000  $71,400 

Amer.  S.  A  R.  Co.,  p 10,000  11.000 

Louis  A  Nash.,  c 12.000  15.360 

No.ftw 20.000  22.800 

Kan.  Cy.,  F.  S.  A  M.,  p 10,000  6,800 

Pac  Tg.  A  TL.  p 10,000  0,500 

No.  Amer.  Co 10,000  7.700 

8o.Psc.  Co 30.000  30.300 

Wells  Farro  Expreai 20.000  26.400 

American  Expreai 10.000  13.000 

Totals  (book  vahie.  $327.325) $430,000  $422,190 


MISCELLANEOUS:  'Company  reinsured  in  Hartford  Fire. 
February  18,  1904;  made  assessnent  on  its  stock  of  $79,549  and 
resumed  business  June  9.  1904;  reinsured  in  Delaware,  Phila., 
1906;  resumed  buainess  Deoember,  1909.  CaiHtal  mcreased  in 
1906  from  $150,000  to  $200,004.  and  $50,001  surplus  paid  in. 
Conflagration  losses:  Baltimore.  1904,  $05,794;  San  Francisco, 
1906.  $2,445. 

DIRECTORS:  Jos.  S.  Stout,  E.  C.  Jameson,  J.  S.  Freling- 
huysen.  Arthur  Lenssen.  Jr..  S.  R.  Outerbridge.  Archibald  Doug- 
las. C.  M.  Jameson,  N.  F.  Lenssen,  S.  S.  Campbell,  H.  R.  Chain- 
bers,  A.  A.  Forrest,  H.  W.  Hayward,  T.  L.  Bailey- 

FIELD  MEN  AND  TERRITORY  COVERED:  General 
agents:  Edward  Brown  A  Sons,  San  Francisco,  CaK;  J.  T.  Birdsall, 
Philadelphia,  Pa.;  C.  J.  Adams  Co.,  Atlantic  City,  N.  J^  Rollins 
A  Burdick,  Chicago.  111.  The  company  is  licensed  in  Cal..  III., 
N.  J.,  N.  Y.  andR. 


HANOVER  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

TnmkBBi,  R.  Emory  WarfieU;  Yioe-PMident,  fnd.  A.  Hubbard;  Secretary,  E.  S.  Jarvis.    Organised.  1852. 


Unearned 

Net 

Net 

Total 

LosBee 

Total  Ex- 

Losses 

YiAB.    Assets        l^amums 

Surphs 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915  .  $iM1.280.    $2,481,088 

$801,114 

$2,264,979 

$2,419,270 

$1,322,734 

$100,000 

$972,091     $2,394,825 

$1,144,223 

1914  1    44854)75:      2,544.076 

706,316 

2,279,286 

2,438,582 

1,463,833 

125.000 

967,040 

2.555,873 

1.400.220 

1913      4.724.407       2,642,122 

741.304 

2,528,857 

2,700,684 

1.574.376 

160.000 

1,022,192 

2.756.667 

^'^'i\l 

ini      4,986^690       2.701.002 

9110^02 

2,772.862 

2,947.128 

1.394.096 

160,000 

1,173.240 

2,727.336 

^•2^'Sit 

Kll  ,   4.818US3       2.2754»S 

1,182,412 

2,871.864 

2.54Q.695 

1,384.673 

195.000 

937.115 

2.516,788 

1,340^ 
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HANOVER  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y .--Coniinued. 


AaaMra,  Die.  81, 1915, 

ReslesUte 1979.300 

Bonds  and  stocks. . .  2.926,663 

OuBh 212,704 

Agents'  bdanees. . . .  387.399 

Interestand  rents. . .  27,311 

Rdns.  on  Iosmb  paid  11,347 


LuMLinn,  Die.  81, 1915. 

Loesesunpaid 1206.376 

Unearned  prams....    2,481,088 
Other  Uab&tUB. . . .        52.713 


Total 14,544,724 

Bpl.  dep.  over  Oab. .  3,484 


Total fiatMlitka...  $2,740,176 
Capital  paid  up ... .  1,000,000 
Net  surplus 801,114 


Tot.  adm.  assets. .  14,541,290       Total $4,541,290 


Underwriting  profit,  $125,678;  investment  profit,  $63,254. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$494,944,026;  premiums  thereon,  $4,913,841. 

BUSINESS  SINCE  ORGANIZATION:  Pramiums  received. 
$72,681,776;  losses  paid,  $41,933,129;  dividends  declared,  cash, 
$6,589,500;  stoek.  $100,000. 

REAL  ESTATE  OWNED:  Consists  of  the  13-stary  office 
^fiMing  at  34-36  nne  St.,  New  York,  occupied  in  part  by  the 
company's  head  office;  qp  incumbrance,  book  value.  $907,956, 
earned  at  $979,300. 

BONDS  AND  STOCKS  OWNED: 

BONM. 

Dis.  of  Col.,  f.,  1924.  3.65% 

Georria,  1917-27,  3H% 

New  York.  can.  imp..  1958,  3% 

New  York,  barge  can.  tm.,  1945.  4K%. . 

New  York,  to.  hwy-  imp..  1956. 37© 

N.  Y.  Cy.,  r.  t..  1964,  4K% 

N.  Y.  Cy.,  wat.  sup.,  1964,  4H 

N.  Y.  Cy.,  dk..  1921,  3% 

Richmond,  Va..  1922.  5% 

Atl.  Ct.  L.  R.  R.,  1  cs.  m.,  g.,  1952, 

4%. 

Atl.  Ct.  L.  R.  R.,  cv.  d.,  1939,  4% 

B.  ft  0..  cv.,  1933,  4H% 

Bklyn,  (N.  Y.)  R.  R..  1  m.  ft  cs.  m., 

1941,5% 

Bklyn.  Un.  Elev.  R.  R..  1  m  g.,  1950,  5% 
Cent.  Pae.  R.  R.,  1  r.  m.  c,  1949, 4%. . . 
Chic,  Mil.  ft  St.  P.  Ry.,  (Wis.  ft  M.  div.)  1 

m.,  1921,  5% 

Chic,  Mil  ft  St.  P.  Ry..  cv..  1932,  43^% 
Chic,  Mil.  ft  St  P.  Ry.,  gn.  ft  r.  m.,  2014. 

6% 

Chic,  R.  Is.  ft  Pae.  Ry.,  gn.  m.  g..  1988. 

4%... 

Chic,  R.  Is.  ft  Pm.  Ry.,  I  ft  r.  m.,  g., 

1934  4% 

C.  C.,'C.  ft  St!  L  Ry.,  gn.  m..  g..  IWi, 
4% 

Col.  ft  N'mth  Av.  (N.  Y.)  Ry.,  1  m..  g., 

1993  5% 

Cob.  ft  So.,  r.  ft  at.  m.,  g.,  1985,  4M% 

Dela.  ft  H..  cv.  d.,  1916.  4% 

Erie  R.  R.,  pri.  to.,  g.  cv..  1996,  4% 

Kansas  Cy.  Tm.  Ry.,  m.,  g.,  1960.  4%. . 
King's  Co.  Elev.  R.  R..  1  m..  g.,  1949,4% 

Long  Is.  R.  R.,  r.  m.,  g.,  1949,  4% 

Manhattan  Ry..  cs.  m.,  g.,  1990,  4%. . . . 

Mich.  Cen.  R.  R.,  d.,  g..  1929, 4% 

Mo.,  K.  ft  T.  R.  R.,  1  m.,  c,  1990.  4%. . 

Mo.  Pm.  R.  R.,  1  col.  m.,  1920.  5% 

N.  Y.  C.  ft  H.  R,  R.  R.,  L.  S.,  ooL,  1998. 

3H% 

No.  Cent.  R.  R.,  gn.  m.,  1925,  4H%- .  •  • 

Penna.  Reg.,  (gr.),  1921,  4H% 

St.  L.,  I.  Mt.  ft  So.  R.  R..  un.  ft  r.,  1929, 

4% 

St  L,  I.  Mt.  ft  So.  Ry..  gn.  cs.  R.  ft  L. 

Gtm.,1931,  5% 

So.  Ry.,  1  cs.  m.,  g.,  1904,  5% 

So.  Pte.,  cv,  g.,  1929,  4% 

So.  Pkc  San  F.  Tm..  1  m,  1950, 4%. . . 
So.  Pkc.  R.  R.,  1  r.  m.,  g.,  1955.  4%. . . . 
Un.  Pte.  R.  R.,  1  to.  ft  r.  m.,  g.,  2008,  4% 

W.  Md.  R.  lU  1  m.,  g.,  1952,  4% 

Leekide  Gas  Lt.,  (St.  L.)  1  m..  g.,  1919, 

5% 

Mort.  Bond.,  N.  Y.,  g.,  1966,  4% 

N.  Y.  Gas  ft  EI.  Lt,  Ht  ft  Pr.,  Col.. 

1949,4% 

Stocib. 

Atch.,  T.  ft  8.  Fe,  p.  cap.  stk 

Chi.  Gt  W.  Ry.,  p.  stk.  tr.  otf. 


Pjup 

Market 

Value 

Value 

$50,000 

$52,000 

10,000 

9,700 

115,000 

113,850 

100.000 

106,000 

35,000 

34.650 

38.000 

38,380 

12.000 

12,120 

75,000 

71,250 

50,000 

51,500 

25,000 

23,500 

50,000 

46.000 

45,000 

43,650 

25,000 

25,250 

25.000 

25,000 

50,000 

45,000 

10,000 

10,400 

8,000 

8,240 

10,000 

10,800 

40.000 

34,000 

20,000 

13,200 

25.000 

20.250 

10,000 

10,000 

25.000 

21,500 

25.000 

25.000 

50.000 

48.000 

20.000 

17.800 

35,000 

29.400 

50.000 

43.500 

25,000 

23.000 

25.000 

22.250 

50.000 

88,500 

75.000 

62,250 

50.000 

39,000 

20,000 

20,400 

36,000 

36,720 

50,000 

37,500 

30,000 

30.600 

50,000 

51,500 

53.000 

47,170 

34,000 

28,900 

50,000 

45,000 

25,000 

22,500 

50.000 

36.500 

25,000 

25,500 

22,000 

16,720 

25,000 

21,250 

$25,000 

$25,500 

11.000 

4.400 

Bonds  km  Stocks  OwmD.— Ceiil. 
Stocu.— <7imf. 


Chi..  Mil.  ft  St  P.  Ry..  p.  cap.  stk. 

Chi.  ft  Nw.  Rv..  com.  cap.  sue 

Chi.  ft  Nwn.  Ry.,  p.  tmp.  stk 


C,  C  C.  ft  St  L.  Ry..  p.  cap.  stk 

Olo.  ft  So.  Ry..  p.  cap.  stk , 

Dda.  ft  H.  Ry.,  cap. 

Gt  Northern  Ry.,  p.  cap 

KansssCy.,  Ft.  SooU  ft  M.  Ry.,  p.  cap 

Manhattan  Ry.,  cs.  cap , 

Penna.  R.  R.,  oap , 

Rea(fing  Co,  cap 

Rensselaer  ft  Sar.  R.  R.,  cs.  oap 

So.  Pkdfic  cap , 

Un.  PMnfic  R.  R.,  cap , 

Un.  Pacific  R.  R.,  p.  cap 

Un.  N.  J.  R.  R.  ft  Can 

Wabash  Ry.,  profit  sharing,  p. , 

Wabash  Ry.,  cv.  p 

Wabash  Rv.,  com 

Amer.  Excn.  Nat.  Bk.,  cap 

Bk.  of  Amer.,  cap 

NatPk.Bk 

Central  Trust 

Bklyn.  Union  Gas 

United  Gas  Imp , 

Lehigh  Coal  ft  Nav 

General  Ad.,  N.  Y 

Undrs.  Salvage.  N.  Y 

Undrs.  Salvage.  Chi 


Par 

Market 

Vafaie. 

Value. 

$50,000 

$67,500 

80,000 

109.000 

30,000 

52.500 

50,000 

38.000 

80,000 

16.800 

10.000 

15.400 

80.000 

38,100 

80.000 

20.400 

120.000 

159,600 

115,000 

136,850 

40,000 

66,800 

10.000 

17,800 

20.000 

21.200 

80.000 

112.800 

55.000 

45.650 

15.000 

34,350 

54.500 

25.615 

60,000 

18,600 

51.300 

8,208 

15.000 

31,500 

8,000 

44.060 

2,500 

10.600 

2,500 

29.250 

20,000 

26.800 

60,000 

107.400 

30.550 

48,880 

150 

150 

500 

750 

500 

500 

Totals  (book  value,  $3.047.770) $2,834,500    $2,926,663 


MISCELLANEOUS:  Capital  tocreaaed  to  1863  from  $200,000 
to  $400,000.  In  1871  received  for  "calls  on  capital,"  $200,000,  of 
50  per  cent;  reduced  to  1872  to  $250,000;  inereased  to  1873  to 
$400,000;  tocreased  to  1875  to  $500,000,  by  stock  dividend: 
inereased  in  1881  to  $1,000,000;  reduced  to  1906  to  $500,000  and 
later  to  the  same  year  tocreased  to  $1,000,000;  $250,000  was 
realised  as  premium  <hi  the  new  stock  issued.  Confiagration 
kwses:  PorUand.  Me.,  1866.  $27,074;  Philadelphia.  Pft..  1860, 
$37,328;  Chicago.  lU..  1871.  $260,821;  Boston,  Maas.,  1872. 
$252,772;  Boston,  Mass..  1873,  $15,165;  Haverhill,  Mass..  1882. 
$13,876;  (Carthage,  N.  Y.,  1884,  $42,966;  Lynn,  Mass.,  1889. 
$39,662;  Boston.  Mass.,  1889,  $28,423;  Syracuse,  N.  Y.,  1891, 
$17,353;  Sea  Bright  N.  J..   1891,  $10,322;  JacksonviBe.  Fbu. 

1901,  $87,977;  Waterbury.  Conn.,  1902.  $22,192;  Paterson.  N.  J., 

1902.  $59,188;  Rochester,  N.  Y.,  1904.  $9,307:  Balthnoce.  Md.. 
1904.  $363,385;  Hot  Springs,  Ark..  1905.  $10,560;  San  Francisoo. 
Cal..  1006.  $1,376,542;  Chelsea,  Mass.,  1908,  $232,436.  Vahies 
of  special  deposits:    Ga.,  $9,700;  Va..  $51,500;  N.  C,  $20,800. 

DIRECTORS:  R.  Emory  Warfield.  Joseph  T.  Low,  William 
Allen  Butler.  Stuart  G.  Nelson,  Frank  P.  Carpenter.  A.  D.  Steaus. 
George  W.  Stickle,  Israel  P.  Pkrdee,  Wm.  H.  Ziegler,  Chas.  A. 
Shaw,  Samuel  J.  CUrke,  James  R.  Hanvon.  Joseph  McCord, 
George  Cromwdl,  Benjamin  Walworth  Arnold,  Arthur  S.  Wakott 
John  F.  Derr,  Henry  O.  Sanford,  James  E.  Clark.  Edward  Hunter 
Landon,  Robert  L.  Picrrepont  Edward  H.  Ladd,  Jr.,  Alfred  E. 
Marling,  FVanck  G.  Darte.  Horace  C.  Coleman,  S.  Davies  Warfield. 
Fred  A.  Hubbard. 

FD3LD  MEN  AND  TERRITORY  COVERED:  Chas.  D. 
Pdmer,  Me.,  N.  H.,  Maas.  and  R.  I.;  Frank  R.  Knox,  Conn.; 
F.  M.  Crittenden,  N.  Y.  State  except  suburban;  E.  C.  Rvan.  N. 
Y.  suburban;  William  Morrison,  N.  J.;  Thompson  Derr  ft  Brother. 
Kneral  agents.  Pa.,  except  Philadelphia,  Pittsburg  and  suburbs: 
Rdnhardt  Pattillo  ft  Reinbardt  general  scents,  Tex.;  H.  Y. 
Chatteriey,  for  D.  C,  Del.,  Md.,  Va.;  Alfred  PktuU  ft  Son.  general 

Sents  for  W.  Va.;  Frank  B.  Clarke,  general  agent  for  La.  and 
isB.;  F.  A.  McCSarroU  for  Ala.  and  Ga.;  P.  C.  CaOdos  ft  Co., 
general  agents  for  Fla.;  R.  W.  Snyder,  Ky.  and  Tenn.;  Webb  ft 
Sktoner,  general  agents  for  N.  C;  Chas.  W.  Higley,  1105  Insurance 
Exchange,  Chicago,  HI.,  general  agent  Western  States;  Mooi- 
gomery  Clark,  assistani  general  agent;  Wm.  M.  Higley.  Minn, 
and  So.  D.;  Geo.  H.  Soott  assistant  for  Minn,  and  So.  D.;  W.  £. 
Gaaaway.  No.  D.;  H.  0.  Phillips,  Ind.  and  0.;  A.  B.  Fipp,  assistant 
for  0.;  W.  K.  Maxwell.  III.;  W.  C.  Mvers  and  John  lUwI.  assistants 
for  IlL;  W.  S.  Nevins.  Mo.  and  Kan.;  ChM.  H.  Cowan,  Okla.; 
F.  E.  Bathom,  la.;  C.  W.  Borrett  asristant  for  la.;  A.  K.  Drisool, 
Colo,  and  Wyo.;  Chester  AUshouse,  Mich.;  Chas.  U.  HendridcaMi, 
Neb.;  C.  M.  Carter,  Wis.;  Selbach  ft  Dieans,  411  Sansome  st, 
San  F^ancirao,  Cal.,  general  agents  for  Cal.  and  Utah,  Ida.,  Mont., 
Ore.  and  Wash.;  A.  S.  Heatfield,  special  agent  far  Ida.,  Mont,  and 
Wash.;  T.  D.  Sehwabel,  special  agent  for  Bay  counties  and  No. 
Cal.;  R.  L.  McCulloch,  special  agent  for  So.  (Jal.;  Kenneth  C.  V. 
Modcalf,  Mountain  Field.  The  company  does  business  in  all  the 
States  and  Territories  excepting  Aris.,  Haw.,  Nev.,  N.  M.,  P.  I., 
P.  R.,  S.  C.  and  Ark. 
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HARMONIA  FIRE  INSURANCE  COMPANY,  BuflFalo,  N.  Y. 

Tteadmi,  John  H.  EnqiiMr;  Beerataiyt  Edwird  OberkirBlMr.    OivauMd,  1877. 


YB4K 

Csaii        Uneuned 
AflRtS        PltBiuumB 

Net  Cash 
Siurphis 

Cash 
Ptanuiuns 

Total 
InoomB 

Loona 
Aud 

Returned 
to  Fyh'ia 

JSXDQOIflBS 

Total  Ex- 
penditurea 

Loaaea 
Inmimd 

1915 

$4ia908t        118.951 

1191,258 
184.930 
176.501 
169.731 

111,631 
10,456 
10.118 
11,199 

124,336 

18.811 
18,541 
19.263 

84,114 

4,884 
6,226 
4.511 

88,289 
6.733 
6.471 
5.694 

S12.403 
11.617 
12,697 
10.205 

$4,218 

1914 

igQ.^1 

14,139 
14,860 

4.796 

1913         toi^ll 

5.172 

1913 

185,949 

14.797 

5,318 

Dae  31, 1015.  LuBiLiraB.  Dae.  31, 1915. 

Realeatete 12.672    LoBaeBiinpdd 6204 

MortpflBloaiM 180^060    Unearned  Drasoa. ...  18.051 

GMh 245.507    Other  liafaffitiea. .. .  500 

Acmti'balaiieeB....  564  

IntcRst 2.025       Total  fiabifitiea. ..  819.655 

Oapital  paid  np. . . .  200.000 

NetfurphiB 191,253 

Totalaaaeta $410,906       Total $410,906 


Uaa,  $6,019;  inveatment  profit,  $12,341. 

RISKS  AND  PREMIUMS:  Fire  riaka  in  foree,  Dceember  81, 
$5^9«2L971:   pramama  thereon.  $38,255. 


BUSINESS  SINCE  ORGANIZATION:  Plemiuma  reoeiyed, 
$377,813;  loaaea  paid.  $133,648. 

REAL  ESTATE  OWNED:  Store  and  dwelling  at  Sycamore  and 
Gilford  Streeta,  Buffalo. 

MORTGAGE  LOANS:  There  are  69  loana  aggregating  $160,050 
on  propertiea  worth  $420,045,  on  which  the  oompanyholda  $215,450 
of  meumnce.  The  loana  range  in  amount  from  $300  to  $10,000 
and  all  are  upon  local  real  estate. 

MISCELLANEOUS:  This  company  was  mtttonl  in  form  until 
August  28,  1915,  when  it  was  reorguiiaed  as  a  stock  company 
with  a  $200,000  capital. 

DIRECTORS:  J.  H.  Knepper,  J.  G.  Hoeokh,  J.  Honeeker,  P. 
Erbes,  G.  A.  Hemer,  L.  J.  BaiU,  Geo.  Miller,  G.  Hagmann,  B. 
Sheidd,  C.  Honeeker,  E.  Oberkireher.  G.  Kleindmst,  B.  D.  Strebel, 
J.  Moest,  J.  Manner. 


HARTFORD  FIRE  INSURANCE  COMPANY,  Hartford,  Conn.J 

Ftndent,  R.  M.  BMaeO;  Chainnan  of  Board,  Chas.  E.  Chase;  Vice-Pftadents.  Whitney  Pdache  and  James  Wyper;  Seoretariea,  Frederick 
Samson  and  S.  E.  Locke;  Recording  Secretary  and  Treasurer.  D.  J.  Ghuaer;  Assistant  Secretary, 

Thos.  H.  Scotland.  Organised,  1810. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YaAaj    Ameta 

Premiuma 

Surphia 

Ptemiuffls 

Income 

P^id 

Dividends 

Expenses 

penditures 

Incurred 

1915  $28,261,480'  $16,457,927 

$7,104,223 

t$19,379.628 

$20,403,56^ 

t$10.2 17.383 

8800,000 

r.61 1.386 

$18,628,769 

$10,061,106 

1914    26,880.758 

15.251.453 

6,960,762 

16,203.400 

17.167,704 

9.383.639 

800.000 

6,107,023 

16,290.662 

9.567.670 

1913    26,566.146 

14.781.392 

7,575,782 

16,454,395 

17.472,448 

8,812.706 

800,000 

6.273,475 

15.886.183 

8,791.311 

1912    25417,854 

13,871,786 

8.539,228 

15,443,141 

16.435.081 

8.511,526 

830,000 

5,696,218 

15.037.744 

8.516.539 

1911     25.449,839 

14.160.774 

7.819.707 

15.478.917 

16.459.657 

8,779.985 

700.000 

5,717,501 

15.197.486 

8.594,416 

tladttdcs  $023,401  mar.  prema.  and  $444,125  mar.  kwes.  tTransacta  both  fire  and  marine  business. 


AaBnB.DK.  31. 1915. 

Bealestate r21,000 

Mortg[«eloans 465,500 

BoBik  and  stocks...  21,607,900 

Coflatenlkiaas.....  35,000 

Cah 1,601,929 

.^Csits' babnees  ...  3,431,922 

lotenal  and  renta. .  272,591 

Otha'asKCa. 45,629 


luMmmm,  Dnc.  31, 1915. 

Losses  unpaid $1,674,330 

Unearned  prana 16,459.927 

Special reserre.  ...       700,000 
Other  HabilitJes.....       325.000 


Total  liabilities..  .$19,157,257 
Capital  paid  up....  2,000.000 
Net  surplus 7.104,223 


Total $28,271,480 

Ded.ei.8pLdep...         laOOO 


Total 


•28.261.480       Total $28,261,480 


Undffvritxiv.  vn&t,  $397,946;  investment  profit.  $675,104. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
13,(101,013^507;  premhims  thereon,  $31,461,372;  marine  ana 
inhad  riAs  in  fvw.  $33,868,429;   premiums  thereon,  $684,849. 

BUSINESS  SINCE  ORGANIZATION:  Ptammn»  received, 
1335430.651:  kwea  paid.  $186,804,271;  dividends  declared, 
ca^  $194)20.339;    stock,  $95a000. 

REAL  ESTATE  OWNED:  The  principal  item  is  the  brick 
aad  granite  boiUxng  at  Peari  and  Thmibull  sts.,  Hartford,  of 
wl^  the  actual  cost  waa  $838,569,  and  which  is  carried  at  $700,- 
000.  TTie  remaininc  properties  are  2  brick  buildings  in  Chicago, 
valoed  at  $5,000  aaJ  $16,000,  respectively. 

MORTQAGB  LOANS:  Thse  are  18  ItmoB.  aggregating  $465,- 
5001  sad  making  in  amount  from  $4^000  to  $100,000.  The  largest 
lie  ow  of  $74,500  oo  npartment  boflding.  714-728  W.  Van  Buren 
lU  sad  713-727  Beaton  nve.,  Chicago,  vahied  at  $125,000,  one  of 
tlQOOOO  OB  theatre  and  offices  in  Ebrtford.  valued  at  $182,500, 
aad oae of  $754100  oo  brick  department  stores  at  701-705  Nicollet 
ave^  Mmip^pyPf  Minn..  viJued  at  $215,000.  The  others  are 
Bpia  properties  in  Cbicaoo^  Portland  (Ore.).  New  York,  New 
Britaia,  Cooo.  aad  DiaBaa,  Tex.  The  total  valuation  of  the  mort- 
SUpd  propertiea  ia  $1,113,200  and  tiie  company  hoUs  $436,100 
of  "***«»*ff  oa  the  boikfings.  There  was  no  interest  past  due  on 
31. 


COLLATERAL  LOANS  are  as  follows: 
Sbcuriths. 

Atlanta,  Ga.,  red.,  4%,  1920 

Atlanta,  Ga.,  rad.,  ZH%,  1931 


Atlanta,  Ga. 
Atlanta,  Ga. 


3HSc. 


1931 


wr.  4>^^b,  1922. 


Brighton  Ger.  Bk.,  Cm 
Cin.  Rubber  Mfg 


Market 
Vahje. 
$19,800) 
9.200 
1.840 
8.080, 
6.800^ 
2,250 


Totals. 


1939. 

B.  A  A.  R.  R.,  d.,  4%,  1933 

B.  4  M.  R.  R.,  d.,  4J^%.  1929 

B.  k  No.  St.  Ry.,  1  m.  r.,  4%.  1954. 


25,000 

54.000 

25.000 

275.000 

100.000 

95,000 
50,000 

100.000 

5aooo 

200.000 
50,000 


Amount 
Loaned. 

$30,000 
5,000 


$47,970        $35,000 


BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

Toronto.  Ont..  deb.,  3H%.  193045 $239,439      $180,377 

Toronto,  Ont,  d.,  4H%.  1955 13.000  11,440 

Trenton,  N.  J.,  wr..  4>4%,  1938 50.000  52.000 

Vancouver,  B.  C,  Ic.  unp.  d..  4^%.  1923  50.000         46.500 

Verdun.  P.  Q,.  d..  5%.  1954 30.000  27,300 

Victoria,  B.  C.,  d.,  4%.  1923 26,000         23,400 

Waterbury,  Conn.,  st.  imp.,  4H%.  1938  19,000         20.330 

Westmount.  P.  Q..  d..  4H%.  1955 25.000  21.500 

Wilson  Co.,  N.  a,  rd..  5%,  1938 30.000         30.600 

Winnipeg,  Man.,  sc.  dis.  dT.  4%.  1941 .. .  50,000         40,500 

Winnipeg.  Man.,  wrwks..  3H%,  1941 .. .  50.000         37,000 

Windsor,  Ont..  d..  5%,  1917-20 18,000  16.720 

Atch..  T.  4e  S.  Fe  It  R.,  gn.  m.  g.,  4%. 

1995 

Atch..  T.  4e  S.  Fe  Ry.,  Cal.-A.  L.,  1  r.  m., 

4H%,1962 

Ad.,  Knox,  ft  No.  R.  R.,  1  m.,  5%,  1946 
AU.  Ct.  L.  R.  R.,  1  cs.  m.,  4%,  1952. . . . 
AtL  Ct.  L.  L.  ft  N.,  col.  fa-.,  47o,  1952. . 

B.  ft  0.  R.  R.,  1  m.  g.  b.,4%.  1948 

B.  ft  0.  R.  R.,  1  m.  g.,  Swn,  div.,  3M%. 

1925 

B.  ft  0.  R.  R..  r.  m.,  4%,  1941 

Belt  R.  R.  ft  Stk.  Yds..  Ind.,  1  r.  m.,  4% 


25,000         23,500 


24,500 
58.320 
23,500 
239.250 
92,000 

87,400 
44.000 

95,000 

47,500 

182.000 

40.500 
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BUyB.  Ub.  El.  R.  R,  I  a.,  6%.  IBM. . 
B.,  R.  *  P.  Ry,  «.  m..  4M%.  1M7,,.. 
Bui..  C.  B.  A  No.  Ry..  n.  m^  5%.  ISM 

Cin.  So.  Ry„  en.  m.  p..  6%.  IM!  

Cm.  No.  R/..  Win.  Tain.,  e-  *%.  1»» 
Cot.  ol  Q*.  Rr~  o-  D.  t-.  &%.  IMS  . 
CmL  Pic.  Rf ..  I  r.  m,  c,  4?t.  1MB. . . . 
Cent.  R.  R.  N.  J.  Bn.  m.  !.,  5%,  1»»7. 
Ch«  A  0.  Ry,  gn,  m.  t,  4  Wc,  1»W  . 
Cl».  kO.Ry„l~.m.  t...  5%.  I93», . , , 
Chi.  *  A.  H.  R.  r,  m. »..  3%,  IMS. . . 
Chi.  4  W,  Ind.  R.  R..  gn.  m.  f..  (1^5.  1(31 
Chi.  A  W.  Ind.  R.  R^  a.  m.  E_  4"^  18S2 

CM.  A  NwB.  R.  R,  «.  r,  «%.  IBM 

ChL  ft  N«D.  R.  R.. «.  I,.  S%  IBM 

ChL  A  Nm.  Rt,  i.,  6%.  Wil 

Chi.,  Bur.  A  Q.  R.  R.,  HI.  DIt.,  d,,  3i4%, 

Chi.  A  dtW.  hI'R,'  1  mVTTO.  i.[  6%. 

1«3S 

Chi.  A  E.  R.  R,  I  B-  g..  S%.  IKS 

Chi.  A  E.  ni.  R  R.,  tL  «.  A  1  n.,  9%, 

1(B7 

ChU  IkI.  a  L.  Ib„  r.  m..  4%.  IW; . . . . 
Chi..  HiL  A  Bt.  P.  Ry.  m.  id-  |..  4%. 
Chi-  Mil  A  SL  P.'  R^.;  m^  'i^%,'  i«3 

Cmidi.S%.ie» 

Coba.  a.  U  5%.  IM4 

United  SWi*  4%.  Iflli 

Albert*.  ■.  d_  4H%.  1«M- 

AtliuiU:Gt.B.i,.1>i%.IMB 

Athnt*.  0*.  «.,  4h?»  IKI-M 

Billimm,  Md.,  m.  mp.  L  aH%.  IWO 
Bridcepoit,  Cobdh  k-^  4M%.  l«ai-4 
Bndfemt,  Coon,  B«r»t.  At*,  bdfe. 

4M%,!1B«S ,j^ 

SlSrilfc  Co.,  n!  C,  pjfc  rd!4'Ki^  IBM 

0«nm  Bt.  Ji«i.  IBIS..^ 

HunaKn,  Oni.  d.,  4%.  IB2T 

HuiiHaD.  ObI.  d_  iii^t,  IB30-M..  . 
Butford.  Cuuu  Coon.  R.Bd|«.,3H%. 

Hwtlort,' &iin.'.hV '*■'..'  l''.'~,'i83B: '. 
London.  OnL.  gn.  a.  I.  <l .  :r  ^  1B». . 
I«  Angth*  C»l.,  »rwk!.,  h'  ■ ..  1B21. . 
La  Angdes.  CI,  wr«kj .  4'  %.  IBtl 
MiiinBiHurcP.  CI.  d..  v..  I'M  ... 

Honlnal  Ccvp.,  4?e,  lliJ<i         

H.*tille.THii.„«i-4!!',,  I'lO 

N.  Y- r.  I.  *  »T.  lup,.  1';  ..  IBM... 
Norfoili.  v.,  wr.,  iW",.  l"!..     .-•... 

Ontuio,  d,4M%.  IBU  

FsUuid,  On.  Cr.  Hill,  .'1    .  19a>-3. . 

Porllind, Oro_  Cy.  wr.,  4'; .  r.plS 

PorUuHl,  Ore.  C5'.  I*.,  4' . .  '"'^ 

PorlD  Rim.  (.  L.  4%.  1B21-.M      

Richmond,  ^.4?„ie::i  

Toroirto.Ont..  Kn.n-I  ■i.-l'.  i.  10»  ■ 
C.M.ASl.  P.Ry..cv.uri.,l  r  iii  S'^i.MW 


Choc.  A  M.  R.  R..  1  m.  g.,  t%.  IBIt  . . 
Cin.,  D,  A  C,  R.  R.,  1  m.  b.,  4%.  IB42. . 
Cin.  Ind.,  3t.  L.  A  C.  R  R.  CI.  D.,  t%. 

IBaO 

C,  C  C.  A  81.  L.  R.  R,  (C.  A  8.  Dit.). 

1  m.  i.  4%.  IB40 

C.  C  C.  ASt.  L.  R.  R.  1  m.  «iL  tt. 

(Bt  I,.  Kt.).  I- 4%,  1«0 

C.  L.  A  ff .  By..  I  m.  a.  11%.  1B33 . . . . 

CooB-  «q.  n- 8%,  IBIK 

D.AM7inu«r,.(H.),4H%,IB3l     . 

D.  O.  R.  A  W.  R.  R.,  1  a.  IB.  *%. 
IHt 

D.AM.Ite..l1n.,4%,  IBBS 

D.Tm.  ATun.,  In,.  4h%.l9«l 

E.  A  A.  R.  R.,  1  ED.  gr.  d'.'c,  IMO 

E.,  J.  A  E.  R.  R.,  1  m.  i'^.  IMI 

Erie  R.  R..  pr.  bi.,  ».,  <%.  IBM 

Rfil  Ry.  a.  m..  T%,  IBM 

a>.Ry.AEI.la.Bi.,li%.lBS3...  . 
G.  R.  A  Ind.  R.  R.  I  m.,  g.,  p.  ^h'i. 

IB4I 

H.  at.  Ry.  I  m.,  g,  4%.  I«0 

IIL  CL  R.  R.,  (L,  Dit.  A  Tm.).  m.  3>i 

%.IBB 


MidiM 

Vahw. 
tllt.000 


iz^ooo      i3i,mo 


10.700 
uioDO 

1I,6M 


,000        131,080 


101,000 

72,000 


tl.500 

ii.ioa 

28,700 
43.000 

200.090 

i»B,D§a 
i2B,oao 

loisoo 


Bonn  tm  BKctr  Ownbi,— C«l. 

lU.  Ct,  R,  R,  (B.  Wt,),  I  o,  I.  SH%, 

1061 

Int  A  at.  No.  B.  B.  P.  H.  t  m,  1.  «%, 

t.ViLi'i^im.'" 

Jcflmon  " 

IBlfl  

Kntue^  Ct.  Ry.  I  m.,  4%.  IB8T 

L.  E™  4  W.  R.  R.  1  m.  g.,  3%,  1037. . 
L.  Erin  A  W.  R,  R..  2  DU  g.,  G%.  IB4I. 
L.  8.  A  M.  So.  Ry.  d.  g..  t%.  1B31-2-2S 
L.AN.Y,R.R,lm,4%.l»4S  ...  . 
Uhigh  Vil.  R.  R.,  1  m.  liB.  E.  3%.  1*41 

Lcfai^  V>l.  R.  R.  «.  3%.  iVza 

LeM«b  Vil.  R.  R.  N.  Y„  1  m,.  g„  4M%. 


I  ,t  St.  L.  Ry.  I  a.  K.  5%,  1B40. , 

nA  Nn,  Ry.  1 BL.  3H%.  IB4I 
W.R.R.a,AaDii.Di„>.r. 


P.  AB.BI 


'clB41    . 


I.  Ry.  a.  m.  4%. 


M3J100        tUOOO 


75.000 

82,300 

200,000 

*«??? 

L.  Il  R.  R.,  OB.  m,.  I.  4%,  1B4B 00,000 

L.  A  J.  Briiln.  g.  m.  t%.  IB45 ,         100,000 

L.  A  N.  R.  R.  n.  m.  «?'o,  1B30 49,000 

L.  A  N.  R  R.  7e.  B.  A  N.  Div.),  1  m. 

9%.lBlfl 

L.  A  N.  R.  R.,  UB.  g.,  t%.  lOU 

L.AN,  R.  R.  (A„  K.  *  C,  Diy.),  m. 

L  A's.R.R.(p!AM'Dir,)ilm,4%, 


U.  i  F.  R.  R,  I  m.,  4%.  I»3a 

M.  A  Si.  I.  R.  R.  I  a.  m.. «.,  5%,  1934 

M.  Un.  R.  R.,  gr.  g„  «%.  1B22 

M.  St.  Rt.  a  St.  P.  Ry.,  c*.  m..  3%.  1028 
Mo.,  K.  A  E.  R.  R..  I  m..  3%.  1942. . . . 
Mo.  P.  R.  R.,  a.  I  Di.  (.  3%.  IBZO. . . . 
MuDul  Tm.  BolUa,  1  m.  ■.  f.  g..  4%. 

IB24 

N..  C.  A  St.  L.  B.  a,  a.  1  m.  g„  i%, 

1B28 

N.  Eng.  R.  R.,  a.  m-  g.,  4%.  I»4S 

N.  LTA  No,  R.  R.  1  ra..  4%.  IB40 

N.  Y.  C.  A  B.  R.  R  R,  L.  S,  goL  tr. 

35*%,  1008 

N.  y .  c:  A  H.  R.  R.  R.  M.  Cl.  col.  tr,  g. 

3M%.  1W8 

N.  v:  C.  A  B.  R.  R.  R.  d.  g.  4%,  1(34. 
N.  Y.  A  B.  R.  R,  4  Bi,  ML.  S%.  IBaO. . , . 
N.  Y.,  L.  A  W.  Ry,,  1  m,,  i%.  1021 ... . 
N.  Y.  L.  4  W.  Ry..  M.  m.  i%,  1B23 . . . 
N.  Y.,  L.  A  W.  Ry.  Ub.  A  imp.  a.,  4%. 

1923 

N .  Y.,  On.  A  W.  Rt.,  gn.  m..  i.  4%,  1033 
N.  Y.  N.  H.  A  H.  R.  R..  n.  d.  «%.  1*48 

N.  A  W.  R  R.  gB.  m.  3%,  1B3I 

No,  Ohb  Ry.,  Im,  SJ .  IMS 

No.  Fu..  Gl.  No,  R.  R.  C.  B,  A  Q.,  4%, 

1B2I 

No.  P«e.  Ry.,  pr,  Lg.  g.  4%.  IW7 

No.  Pk.  Ry.  St.  P:  *  D.  IffiT.l,  p.  m. 


2B.000 
50,000 


No.  i^.  Tm.  On.  1  m.  g.  I 
Old  Colony  Bt.  Ry.  1  m„  r.  4 
On.  S.  L.  Ry.  1  Bi..  t%.  IBX 
Off.  8.  L.  Ry.  a.  I  m„  5':^,  1 

Or*.  S.  L.  H.  R.  F.  m_  41^.  Ik«. 

P.  A  A.  R.  R.  1  m.  <%.  1021 

PUh.  A  R.  B.  R.  Tm.  «.  l^i.  1H1 . . 
ntti.,  C.  C.  A  St.  L  Ry.  «.  n.  tH%. 

Pittt,  C.,  C."  A  ai.'URy.;  ».  nn'.,'  *%. 

PtlU.,  C,  C,  A  St.  L,'i^.^  »'m.,'4'^ 

Port  Radog' R.  R.'i  in.  g.  3%. 'imV  '  i 
Fmlud  Ry.  [  A  r.  m.  g.  9%.  IB30 . . . 
Reading,  gn.  m.  1.  f..  g.  4%.  I9B7  . .  . 
St.  P.  A  No.  P«e.  R.  R.,  gn.  1 


2«,S70 


100.000        100.000 


50.000  47.000 

00,000  04.300 

30,000  4T.Sm 

30,000  H.50a 

150,000  W.OOO 

100,000  93.000 

S5.OO0  33,030 
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Bona  km  Srocn  Owmo.— ^onf  • 
BoiDS. — CemL 
SL  P.  BTm.  k  M.  Ry^  ca.  m.,  6%,  1933 
St  P^  Man.  A  M,  Ry.  (M.  ei.),  1  m^ 

4%.1«7 

Sl  L,  L  If .  A  So.  R.  R^  gn.  oa..  1.  K.,  fi%. 

1«31 

St.  L,  I.  M.  A  Sol  R.  lU  a.  ft  r.  K^  4%. 

1S29 

St  L  A  S.  F^.  R.  R.,  gn.  m.,  K-.  5%,  1931 
St  L  Sa  R.  R,  1  Du  gr.  g^  4%.  1931 . . 
SuFr.  ASu  J.  VaL  Ry^  I  m..  5%.  1940 
Sar..  F.  ft  W.  R.  lU  I  m.,  g^  6%.  1934 
StT^  F.  ft  W.  R.  lU  1  m.,  5%,  1934. . . . 
So.  ft  No.  Ah.  R.  IL,  es.  m..  g^  5%,  1930 
So.  Pie.  R,  R,  1  r.  m^  g.,  4%,  19M . . . . 

So.  Fte^Ct  Fke.  It  ooL,  4%,  1949 

So.  PiM.  R  R.  of  Oalif  ^  1  oa.  m^  g.,  6%, 

1987 

So.  Ry..  (St  L.  Dir.).  1  nu  g.,  4%.  1961 

So,  By,  1  «fcBL,  g.,  5%,  1994 

So,  Ry,  1  DL,  g^  6%.  1996 

Tm.  R.  R.  Aan.  of  SC  L.,  go.  m.,  r.  g.,  4%, 
19$3 

Ta-  R.  JL  Ain.  of  »Ji^*lJiL,'gi^4H%^ 

IS39 

Tm.  R.  R  Aao.  of  9t.  L.,  1  ca.  m.,  6%, 
1944 

laioQ  Pte.  R.  It,  1  m.  ft  L  g, i,  4%,  iWT 
I'Uh  ft  N'o.  Ry.,  1  m.  ex.,  4%,  1933. . . . 

VuiUk  R  R,  es.  m..  4%.  1955 

Vcnnoftt  VaL  R.  R.,  1  m..  4H%.  1940. . 

Wahub  R  R^  1  nu  &,  5%.  1939 

Wafauh  R  R^  1  uu.  g.  (ToL  ft  CbL  Diy.). 

4^  IMl 
W.  Md.  R  BU  1  m.^  g.;  4%,  1952 .' '  .* 

W.SbflreR.R,gr,4%,2361 

W.  4  L  Erie  R.  R..  1  m.,  ea^  g..  4%..  1949 
W.  4  L  Erie  R.  R.,  1  m.,  g.,  6%.  1926. . 

W.4S.Fa0sRy.,lm^5%.1938 

Wk  Ct  Ry,  I  gn.  nu  K^  4%.  1949.. . 
Wia.  Ct.  Rjr.  (S.  ft  D.  Dnr.  ft  Tm).  1  m., 

„*^,1«6 

Om.  Pam.  M-  Corp,  d^  4%%.  1928 .. . 

Hb  Tl,litt,g.,5%.1923 

Clw.ilIlUliii,5%,  1939 

P*wtBd,lBL,jr,5%,1933 

l»Mt  Gaa  Lu  (St  L.),  1  m.,  5%.  1919 
L«ledeGuU.(StL.),  r.  ft  ex.  ol,  5%, 

1984 

SfiriL&ateTL.  1  m,  g.,  5%,  1924 

-V  B>t  TL  ft  Tg,  5%,  1932 

N.  i:%  1  ft  gn.  m,  g.,  4H%.  I »» -  -  • 

N.\.Dock.liB.,4%.1951 

go.TeMTrae,  1  m.,  5%.  1933 

No.  hwpt  ft  Realty..  coT  g..  4%.  1940 
iB-ELEt  ft  Pow,  (St.  L.).  1  m.,  g..  5%, 

1982 

tnOCKB* 

ni,M.ftSLP.R.R» 

CaLM.ft8LP.R.R,p 

^4KwB.R.R !^. 

J>»-  ft  .Vwa.  R.R,p 

CoBD.  Rinr  R  R. 

N.y.C.4H.R.R.'% 

N.5,X.H.ftH.R.R. 

V\   LftW.R.R 

;«  Pk.etf.€fiot 

t«.Pte.RR,p 

Aaw.Ex.NatBk..N.Y 

|k-oi.4aw,N.Y 

Bi.  of  Mootrad,  Montreal 

M««.V»tBk,Boiton 

^'«».TT.ftarfeDepo«t,  Hartford 

4rtN«tBlL,  Hartford 

H>nfani.AetBa  Nat.  Bk..  Hartford 

[■patasMdlVailCTaNat.  Bk.,  N.  Y.. 

MacbttuBicN.Y 

MwchntaNttBk^N.Y 

J«t-Bk.flfCaBBn«rce,N.Y 

Nat  Exdaa^eBk..  Hartford 

Hat^ordAeaikBtftliidenuiity 

N  Y.Do(k,p 

>'«tWe8tem  Tg 

N«rth«atera  Vn  ft  Marine  Ina..  Minn. 


Pkr 

Vahie. 

164,000 

20.000 


Market 

Value. 
866,340 

24,960 


100.000        102,000 


100.000 

75,000 

50.000 

51.000 

75,000 

70.500 

87,000 

93.960 

loaooo 

120.000 

50,000 

54.000 

100,000 

105.000 

200.000 

180.000 

100.000 

87,000 

106.000 

112,350 

160,000 

126,000 

50.000 

51,500 

107,000 

110,210 

200.000 

174,000 

162,000 

160.380 

50.000 

62.000 

75,000 

72,750 

100,000 

94.000 

152.000 

139.840 

50,000 

47,500 

76.000 

77,250 

75.000 

60.000 

50.000 

36.600 

150.000 

138,000 

100,000 

71,000 

75,000 

76.750 

65,000 

71,500 

100.000 

88,000 

50.000 

44.500 

25.000 

26,000 

5aooo 

51.000 

48.000 

48.480 

50.000 

51.500 

eaooo 

61,200 

31,000 

31,620 

50.000 

50.000 

5aooo 

50,500 

50.000 

49.500 

82,500 

60.225 

26.000 

25.740 

400,000 

340.000 

26,000 

26,000 

47,700 

47.700 

37,000 

49.950 

188,400 

258.108 

2aooo 

36.000 

2.000 

3.100 

50.000 

62.600 

93JS00 

102,850 

400,000 

306,000 

50.000 

59,500 

1.000 

1,190 

8.000 

2.490 

20.000 

42,000 

15.000 

84,300 

38,800 

90.792 

12.500 

16.250 

78.500 

282,600 

17,200 

34.572 

102.700 

205.400 

saooo 

152.700 

10.000 

31.300 

16.700 

30,661 

12,500 

22.760 

2,000 

3.400 

795,500 

1.312,576 

82,600 

27,225 

25.000 

26.750 

18,600 

28.675 

Toteb  (book  vabe.  122.900.666) 121.226.307*121.610.214 


as  per  eompaay's  vahiatioDs;  the  item  in  aasets  b 

^'•■doalai.DeDt.     "     ' 


MiSCELLANEOUS:  Capital  iiHsreaaea  (t95a000  by  itook 
dividenda):  From  8150,000  to  8300.000  in  1863;  to  8600.000  in 
1857;  to  81.000.000  in  1864;  to  81.25a000  in  1876;  in  1906  to 
82,000,000  by  the  iflBoanoe  of  7,500  shares  of  stoek  of  a  par  vahie 
of  8100  at  8500  per  share,  thus  adding  83,000.000  to  surphis. 
Conflagration  losses:  Chicago,  1871,  81.968,225:  Boston,  1872, 
8485.356;  Baltimore.  1904,  81,213.844;  San  Franeiaoo.  1906. 
86.766.937.  Vahies  of  special  deposits:  Can.,  8903,684;  Qa., 
825.150;  Va.,  100.450;  N.  M.,  811.000;  Cuba.  897.000;  N.  C. 
824,260.  In  1911  the  assets  and  surphis  do  not  include  8340,000 
of  Northern  InTestment  and  realty  bonds  diaaUowed  by  the  New 
York  Insurasoe  Department  The  Hartford  Fire  owns  a  con- 
trolling interest  in  the  Hartford  Accident  ft  Indemnity  Co. 

DIRECTORS:  Tfaeo.  Lyman.  George  Roberts,  Wm.  C.  Skin- 
ner, Meigs  W.  Whapka,  C.  L.  F.  Robinson,  Chas.  E.  Chase, 
R.  M.  Bissell,  H.  S.  Robinson.  W.  L.  Goodwin. 

FIELD  MEN  AND  TERRITORY  CO\'ERED:  Department 
general  agents:  Dugan  ft  Carr.  ^eral  agents.  39  So.  La  Salle  St.. 
Chicago,  Illj  W.  C.  Boom,  asnstant  Keneral  agent.  30  So.  La 
Salle  St.  Chicago.  111.;  J.  J.  PuroeU,  2d  assistant  general  agent. 
39  So.  La  Salle  st..  Chicago.  III.;  W.  R.  Presoott.  general 
agent.  Atlanta,  Ga.;  Dixwell  Hewitt,  general  agent,  430 
(Alifomia  st,  San  Francisco.  CaL;  Adam  GilliUnd,  assistant 
agent,  430  Califomia  st.,  San  Francisco,  CaL;  J.  B.  Hereford,  general 
aoent,  Dallas,  Texas.  Marine  and  transportation  department:  C.S. 
Timberlake,  general  agent,  Hartford,  Conn.;  J.  D.  Vail,  assistant 
general  agent,  Hartford,  Conn.  Local  agency  managers:  Howard 
Hampton,  manager  New  York  City  department,  58  M«den  Lane; 
Bnierton  ft  Kimball,  managers,  68  Xilby  st.,  Boston,  Mass.; 
Walter  R.  J.  Smith,  asnstant  manager,  58  Kj%  st,  Boston,  Mass.; 
Henry  W.  Brown  ft  Co.,  managers,  435  Walnut  St..  Philadelphia 
Ptu;  Walter  J.  Chase,  manager  suburban  department,  435  Walnut 
St.,  Philadelphia,  Pa.  Eastern  department:  Adams  ft  Boyle, 
general  agents.  little  Rock,  Ark.,  for  Ark.;  W.  W.  Scrimes,  suptf- 
mtendent  Northwestern  department,  466  Main  st.,  Winnipeg, 
Man.,  for  Man.,  Sask.  and  Alberta;  Peter  A.  McCalhm,  general 
agent,  29  Wellington  st..  E.,  Ont.,  for  Provinces  of  Ont..  Que., 
J.  H.  Cainpbell,  special  agent,  Portland.  Me.,  for  Maine.  N.  H.. 
Ver.;  W.  P.  Carr.  generalagent.  141  Milk  st..  Boston.  Mass.,  for 
eastern  Mass.  and  K.  I.;  Arthur  £.  Goodwin,  special  agent,  58 
Kilby  St.,  Boston,  Mass..  for  Boston  suburban  department;  S. 
C.  Avery,  special  agent,  Hartford,  Conn.,  for  Conn,  and  west- 
ern Mass.;  T.  E.  ODDins,  inspector,  special  risk  department, 
Hartford.  Conn.;  lAsher  ft  Taylor,  general  ^ents,  58  Maiden 
Lane,  New  York,  N.  Y.,  for  metropohtan  depvtment; 
Pomeroy  Lee,  special  agent,  58  Maiden  Lane,  New  York, 
N.  Y;  John  H.  Ray,  special  agent,  138  Montague  st.,  Brook- 
lyn, N.  Y.;  F.  J.  Sullivan,  special  agent,  Niagara  Falls,  N. 
Y..  for  Western  New  York;  W.  W.  Lenox,  special  agent,  452 
Broadway,  Albany,  N.  Y..  P.  0.  box  46.  for  eastern  N.  YTH.  H. 
Smith,  sjpeoial  agent,  look  box  183,  Syracuse,  N.  Y..  for  central 
N.  Y.;  Theodore  D.  Cross,  special  agent,  survey  department, 
Hudson  Falb,  N.  Y.;  George  Brinley.  special  aoenC  Wiluamsport. 
Pa.,  P.  0.  box  19.  for  northern  Penna.;  John  M.  Hoimea,  special 
Ment,  416  Wabut  St.,  Phihuielphia,  P^  for  eastern  Penna.,  sou- 
thern N.  J.;  C.  S.  Eremer.  special  agent,  803  Arrott  buiufing, 
Pittsburgh.  Pa.,  for  western  Penna.;  H.  C.  Wagstaff.  special 
agent,  436  Wabut  st.  Philadelphia,  Pa.;  L.  R.  Titsworth,  special 
agent,  sunraying  department.  Montrose,  Pa.;  W.  L.  Beecher, 
special  agent,  508  American  Udg.,  Baltimore,  Md.,  for  southern 
Penna.,  western  Md.,  and  Diet.  olP  CohunlMa.;  Wm.  D.  Denney. 
RMcial  agent.  Dover.  Dd.,  for  Deb.,  eastern  Md.  Southern 
department:  £.  H.  Jones,  roecial  agent,  box  137  Richmond,  Va., 
telegraais  care  of  Jefferson  ft  Harvie,  for  Va.;  M.  G.  Hunter,  special 
agent,  802  South  Tryon  st,  Charbtte,  N.  C.  for  N.  C;  R.  L. 
Bailey,  special  agent,  care  of  Geo.  L.  EMal  ft  Co.,  Columlna,  S.  C. 
for  S.  C;  R.  P.  Luther,  special  agent,  801  Equitabb  bldg^AUanta, 
Ga.,  for  western  Ga.;  W.  W.  Roberts,  special  agent,  801  Eauitable 
Udg.,  Atlanta,  Ga.,  for  eastern  Ga.;  Arthur  JLanc,  special  agent, 
care  of  J.  H.  Norton  ft  Co.,  Jacksonville,  Fb.,  for  Fb.;  Jno.  S. 
Goldsmith,  special  agent,  1913  16th  ave.  south,  Birmingham, 
Ab..  for  Ab.:  P.  L.  Davis,  specbl  aj^mt.  P.  0.  box  202,  Vicks- 
burg.  Miss.,  for  Miss.;  Cecil  L.  Davis,  special  agent,  P.  0.  box 
202,  Vicksburg,  Miss.,  for  Miss.:  W.  Y.  Harper,  specbl  agent, 
Hennen  Bldg.,  New  Orleana.  La.,  box  414,  for  La.  Texas  depart- 
ment: Hughbort  C.  Craig,  specbl  agent,  407  Insurance  Bldg., 
Dallas,  Tex.,  for  central  Tex.;  Felix  S.  Hereford,  special  agent.  407 
Insurance  Bldg.,  Dalbai  Tex.,  for  northeastern  Tex.;  W.  Hugh. 
Hunter.  q)ecial  agent,  box  350,  San  Antonio,  Tex.,  for  southern 
Tex.;  M.  G.  Jarreau.  cpocial  agent  407  Insurance  Bldg.,  Dallas, 
Tex.,  for  northweston  Tex.  Western  department:  W.L.  Bennett, 
special  agent,  30  So.  Ia  SaUe  st..  Chicago,  III.,  for  Cook  county; 
F.  R.  Biasell.  special  agent,  39  So.  La  Salle  St.,  Chicago.  III.,  for 
Cook  county;  C.  R.  Bojmton,  special  agent.  804  Lincob  Bank 
Bldg.,  Louisvilb,  Ky.,  for  Ky.;  W.  L.  Braerton,  special  agent 
P.  0.  box  1555.  Denver,  for  Colo.,  Wyo.  and  N.  M.;  H.  M.  Brooks, 
manager  Cuyahoga  county  department.  The  Plam  Dealer  Bldg., 
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t^aietartntBi,  MmtmO.  Mo.  (or  Uo.;  Cha 
meul  uat.  Cum  ud  hill  dnwuimit.  toou  V,  Ai 
Oiuhi,  Neb.,  for  Htb.;  Jm>.  A.  Fltn.  qiMU  Mn 


Chnbnd,  0.;  M.  E.  Brhri,  ipHul  ig«L  Oooi  Fklk,  B.  D. 
fur  9.  D,  ud  BouUKrn  UiorL;  Sluiley  R,  Bnioe,  Bpeol  innl, 
1322-1223  Slain  NliL  Buk  Bld(..  Oklibmu  City,  OIcIl.  !tt  OOx.; 
Albtrt  A,  Comne.  ipeai]  ifenE,  Pirao.  N.  D.,  for  H,  D.:  R.  H. 
Coops.  ud*l  wniL,  Sohmulbuh  Bldi..  Wbealinc  W.  Vi.,  for 
W.  Vl;  p.  0.  Ottker,  muugw  St.  Lodi  dtpHtmoit,  Putm 
Bilk..  St.  Unii.  Mo-i  C.  E.  Du^  ■djuto'  lor  ttat  Noflnwt, 
N«r  Yocfc  Ula  bldi.  UfauHmGiTMiim.,  fv  K.  ud  S.  D.  ud 
Miiiii.i  M.  S.  DavidMB,  ionMUa.  31)  Lk  SiDe  it.,  CIucud,  III., 
ttt  Wdtam  dipvtaBmti  J.  F.  Kebw,  nedil  wot.  R.  A.  Loot 
Bldg,  Vtimt  Oty,  Mo,  for  Mo.;  J.  P.  O.  Do  Uuriu,  Tmla. 
Ku.:  Wilts  B.  Dudler.  ncul  icent.  Aclutctoo  Block,  P.  0. 
box  TIS.  ObiIml,  K^  (or  Heb.;  A.  E.  Qlnroctli,  •p«iil  ican. 
-     ■       --  -      -      -^^  ■  J.  T.  K«bw.  tpWiiJ  •t«at. 

*--  "-  -  ChM.  FitipiBiii. 
~  ArliBElon  Block. 

-,__  MRDt,  M  Bo.  U 

ni.,  for  suTTer  denutmait,  northmi  IIL; 

1  BWto  N«fl  Bui  Bld«, 

P.  Hudr,  inail  toA. 

m^^,  SlToii'Ti*  r^Ana  Atbor,  Mkh«'fcr  iwttwii  Mkh.; 
W.  J.  H^Lch<!r.  six^rkl  ugrnl.  711  Pint  Hatl  Bank  Bldi.,  Mil- 
wiukM.  Wit,,  (or  Wii.;  L.  E.  UUdreCh,  BdjnMer,  39  3d.  Lb  BiUa 
It..  Cluciua.  lU..  lot  III.  and  Ind.;  B.  T,  Uoujli,  qxcnl  igRit  and 
adjualM.  D«  Moinw  In-  for  la.;  C.  H.  mindtlta,  mporinteddHil. 
Pacific  Hail  dvparUnent,  Piuliuii  Buildjpt  Spokane,  Waibine- 
too ;  E,  T,  LavrcDce,  Apecial  b^oil  Farm  deparUnFiit.  SH 
Lincgln  Bank  Blda..  LmiMle.  Ky..  for  Kralucky:  Ju,  T.  Uacitt, 
iunHUr,  39  SoTU  SalU  il.  Chicago.  Fu  w»lem  departmeDl; 
J,  H.  Looney.  flpedal  ngent.  Sedalia.  Mo,,  for  nLTViryirig  cl^iBtL' 
menu  Mo.:  M.  D.  Looiwy.  fldidal  adjiuler,  1021  PiDToe  B\6g., 
Si.  IfluiB.  Mo.,  fur  Mo,.  winVirrn  m  ,  wrslrm  Ky.:  W.  A.  MrfSrew, 

[Hr., ,"'A^ ""  ■'"""'"'■■.  ■ '"'  .-'■'■, '[','"■,'"■,  7;; 


SjkS. 


MihraukH.  fin  dty  of  Mil 


'  Fann  and  njrTeyiafi  derartment, 
f  MilwaukM  brascb,  MiUhell  BIdg., 
raiikoe;  Q«.  P.  f^crte,  qweiaj  ageofc, 


New  York  Life  Bld«,  Miunpolu.  for  MDbal  wd  d 

MiuL:  A.  B,  Potla.  aiscial  ueot.  Pans  depvtmeDt.  209  Third 
anu.  Haahnlle.  TeniL,  for  TW.;  Q.  P.  SUcy,  uoid  innU 
711  nnt  Nal'1  Buik,Bldg„  Milnokee.  Wil.  for  Vk.:  A.  W. 


I4I4-14IC  Fint 

O,  for  Hu^Hw  eonnty,  6.,  J.  P.  Standu,  (ptdal  aCDt  ud 
■djiirts,  «31  QiPMEi  aTC  EaM  Swiiaw,  Uidi.,  tor  nortlHra 
Mich,  and  UppH  PeninHla:  O.  P.  "SiBili.  iptcw)  aceat.  Htt 
Thlid  An.  N,  Huhrille,  Tom.  lor  Teu,:  C.  E.  TebbMa.  gen  -  ■ 
adiuaUr  liv  Mo.  aad  Kan,  !"  "   ""    -^    ..... 


f«  flLLoiiia.  1 


KKcla)  iieol,  Pinn  BIdg..  Si. 
Out  St.  liw  Qnnita  CiU'.  1 

nipediJ  ■geot.  1403  Idcr 
»  Ind.;  LaoBi  A.  Wilbot, 


i'.wi 


for  •nilbsn  lU.  atjldepaitauiit:  N.  Hayek  uneuiHiKleiit. 
Neir  Yoifc  Life  Bkh-  Mimeapoliii  Minn.  torWm.U  D.,  8.  D. 
Mont.     Pacific  danrtmnt:    P.  M.BaKky,  i|i«i»]  ^ent.  49> 

department;  J.  J.  Deonia.  apeail  aaent,  SHrkiek  BloTPortkfid. 
On.,  tor  iMeni  Wmh..  ■Mtan  On,  weatem  B.  C.  and  Alu.: 
W.  S.  Deimi%  ipBiial  igenE,  430  Catifmua  K..  Saa  FrandaRi, 
Cal,  (or  St.  loairdn  Vill9,  Cid.i  0.  £.  Dcvine.  speciai  uml. 
430  Cafifomia  ■)„  Bu  Pru«o.  Cal.  for  offing  R.  E.  Ddkrd. 
ipaolal  lAilt,  430  CaUI«&  it,,  3u  Fimcieoo,  Cal,  (a  nvth- 
natem  CU.,  Ner.  and  inilhweitan  Ore.;  L.  H.  ^le.  apodal 
agan.  430  CaHtonla  it,  Su  Fnneiaco.  Cal..  (or  offin;  P.  H. 
OnSth,  ineoial  agent.  4lt  Beeoiity  BJi,  Loa  Annlea.  Cal..  for 
mnlKn  Cd.,  vUSTud  Nav.;  C.  E.  MiUtr.  ni^lccnt.  P.  O. 
bu.  lUS,  Ball  Uka  CiW.  VUb.  (or  Bdont-  UUli,  aonthem  Ida,. 
ud  KMlbeaiteni  On,;  E.  E.  Price,  ipeoal  agent,  41t  Seeurity 
Big.,  Loa  Angela.  Cal..  for  Kntluni  C*L.  Aria,  and  Nrr.;  M.  E. 
SpauMini.  ncial  anat,  430  Ckfifomia  at..  Su  Pranwii,  Cat., 
(or  central  CaL:  N«l  Btonrt.  apMbI  Igant.  1123  FaulaeB  Big, 

and  caaUm  B.  C.;  J.  H.  Wolbold.  apaaal  agent.  43o'Cafi(imii  K.l 
San  Fiaodgoo.  Cal,.  for  CaL  Coaat.  Tie  company  operaica  in 
tba  UniHd  StM^CBUtpt  Porta 


HAWAIIAN  INSURANCE  &  GUARANTY  CO.,  Ltd.,  Hilo,  Hawaii. 


Fnadeot,  John  T.  Mar;  Beonlaiy.  H.  V 


B  and  fiddily  and  ninty  bonda,    Tbe  manacir 

. — .- „'  ia  H.  B.  Miiins.    Directon:  JaW  T.  Moii.  C. 

C  Kennedy.  H.  V.  Patten.  H.  B,  Mariner.  C.  S.  Cartanith.  James 
"-- '    un.  D.  E.  Meliger,  William  Pollar,  Jotm  M,  Bam.  W.  H. 
I.  C,  E,  Wright, 


HENRY  CLAY  FIRE  INSURANCE  COMPANY,  Lexington,  Ky. 

PrenlHit,  H.  M,  Prcmu;  Secretary,  P.  Q.  Still;  MaaagR-,  Claude  F.  Snydw.    Ornniaed.  ItlO. 


131,214 
S0:7M 


u  fin  and  tornado  bt 


Undswriting  kaa,  t34.Ha: 
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HENRY  CLAY  FIRE  INSURANCE  COMPANY,  Lexington.  Ky.— Continued, 


COLLATERAL  LOANS  we  is  foIlowB:  Market  Amount 

Bacvamm,  Vahie.  Loaned 

Pbaeaiz  &  Third  Nat.  Bk \  mAm  •&  oaa 

Niduhsnik,  Ky.  mt /  •*'^*  •*'^™' 

Ffamiz  &  Thord  Nat.  BL,  Lexington,  Ky.  4,690  5,260 

lat  Nat.  Bk..  Wilmare.  Ey 2.500  2,000 

Wardiom  reoeipt— 425  bbfa.  whiakey . . .  6,375  5.000 

Uf e  Insoraaoe  raiey 300  1,860 

Ptaemx&TUrdNat.Bk.,Leiington,Ky.  8.750  6,000 

Wbae.  Reodpt— 175  bbh.  Whiskey 3.000  2,600 

R.£.BiL.Y.M.C.A..MadiwmTille,£Ky.  4.000  4,000 

Ho^  Toibaoeo  Co..  R.  E.  Be 42,000  10.000 

MeSaiKT  De|».  BL.  McKinney.  Ky . . . .  1.220  1.000 

Life  IzMaraaee  Pbliey 750  750 

BerryiiMa  Realty  Co..  Lednctoo.  Ky. . .  7.100  3,500 

Bk.  of  Commerce.  Leiiiigton.  Ky 6,500  5,000 

HaardCoalGo 1.500  500 

Totab 


BONDS  AND  STOCKS  OWNED: 

BOKDS. 

Real  estate  bonds 

Medean  external 

Ky.,eLH 

giadedfle 

BarboornQe,  Ky^  wat  wks 

Town  of  Irvine,  Ky.,  st 

Cy.  of  LexiiKton,  Ej^  Bt 

WortbTifle.  Sy.,  graded  m 

C>'.  of  Winder,  Ga... 

Stocks. 

German  Nat.Bk..  Codiuton,  Ky 

W.  R.  Smith's  BisBnesB  College , 

Citisens'  Bk,  Brodhead.  Ky 


$93,560        152.720 


Pkr 

Value. 

1300.488 

485 

3.000 

500 

1,000 

2.826 

11.043 

3,500 

10,000 

$700 
100 
700 


Market 

Vahie. 

$309,488 

500 

3,000 

500 

1.000 

2,826 

11.043 

3.500 

10.000 

$1,018 
100 
756 


Bonds  and  Stocks  Owhkd. — Cont. 
SrocKB.— Con/. 

Citisens'  Bk.,  Somerset.  ^ 

Cs.  Casualty,  Louisville,  Ky 

Everaole  Lumber  Co.,  Fhuikfort,  Ky . . . . 

Garrard  Bk.  ATr.,  Lancaster,  Ky 

Title  Gr.  A  Tr..  Lexington.  Ky 

Central  Sav.  Bak.  A  Tr.,  Newport.  Ky. . 

Wbitley  Nat.  Bk,  Corbin,  Ky 

Peoples  Bk..  Mt.  Vernon,  Ky 

Glendale  BbE.  Co..  GiendaJvKy 

Amer.  Nat.  Bk.,  Louisville.  Ky 

PhoBnix&  Third  Nat.  Bk..  Lexington,  Ky. 

PhoBirix  A  Third  Tr 

HardyviUe  Dep.  Bk..  Hardyville,  Ky.. . . 


Par 
Value. 
$600 

300 

1,000 

3.500 

1.000 

2,000 

500 

500 

600 

100 

16,800 

4.200 

800 


Market 

Value. 

$620 

300 

250 

3.684 

1.000 

2,675 

530 

550 

648 

125 

24,360 

4.200 

702 


Totab. 


$375,242      $382,076 


MISCELLANEOUS:  This  oampanr  oommenoed  busineH 
August  1,  1910,  with  a  paid-up  capital  of  $65,000,  and  a  net 
cash  surplus  of  $72,547.  In  1011.  $5i6.250  additional  surplus  was 
paid  in.  Early  in  1915  this  company  merged  with  the  Great 
Southern  Fire,  Lyndon,  Ky. 

DIRECTORS:   Frank  P.  James.  J.  L.  Watkins,  Matt  Walton. 

F.  G.  Stils,  Chas.  E.  Hoge,  W.  B.  Brock.  Gsrrett  D.  Wilson, 
H.  G.  Garrett,  W.  H.  Castner,  Louis  Marshall  C.  F.  Snyder,  H.  M. 
Fhiman,  E.  W.  Young.  V.  P.  Smith,  E.  C.  O'Rear,  L.  L.  Dorsey. 
A.  Offutt,  J.  R.  Durham,  T.  B.  McGregor,  C.  P.  Scott,  C.  S. 
Morris,  J.  G.  Foley.  E.  E.  Fullerton,  W.  A.  Gaines,  W.  H.  Cox,  A. 

G.  Wbitley.  T.  L.  Homsby.  J.  R.  Dorman,  Lbter  Whetherapoon. 
D.  C.  Amos. 

TERRITORY  COVERED:  Special  agents:  B.  Goff  Snyder. 
Louisville,  Ky,  and  Thos.  G.  Wilds,  Lexington,  Ky.  The  company 
is  licensed  in  Ky.  and  Tenn. 


HERNANDO  INSURANCE  COMPANY,  Memphis,  Tenn.§ 

President,  J.  R.  Pepper;  Secretary,  J.  S.  Dunaoomb.  Organised,  1860. 


1                      Unearned 
YKAni     Assets        Premiums 

Net 
Surphis 

Net 

Premiums 

Total 
Inoome 

Losses 

Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915        $134,374'         $16,289 
1914          139.776            16.883 
1913          127.839            10.521 
1912  >       131,808            11,457 
1911          129.973;           11.415 

$4,877 
6.297 
10,291 
17,408 
15.233 

a$14,137 

21.752 

9.195 

12,264 

10.893 

$25,219 
33,086 
17,634 
20,630 
20.185 

$8,116 

13,720 

4.818 

2,044 

10,208 

$3,000 
3.000 
3,000 
3.000 
3.000 

$14,206 
16.907 
12,927 
14,417 
11.953 

$25,322 
32.927 
20.745 
19,461 
25.161 

$8,116 

12,346 

5,652 

3.044 

6,110 

a  Incindfa  $38  marine  premiums. 


AsasTB.  Die.  31. 1915. 


LiABnrms,  Dxc.  31, 1915. 


Bonds  and  stocks. 
CdbifCtal  loans... 

Cadi 

A^ieata  bakneea. . 

kUerest 

Othgt 


Total 


$3,400 

80.525 

500 

6.708 

29,556 

1,833 

2,852 


Unearned  jprems. . 
Other  liabilities. . 

Total  liabiHties. 
CaiHtal  paid  up. . 
Net  surplus 


$16,289 
13.208 

$29,497 
100.000 

4,877 


$134,374       Total $134,374 


UbJbi  wilting  kisB.  $8,017;  investment  profit,  $9,560. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
%IJSS&JBS1;   pRmioms  thereon,  $30,827. 

MORTGAGE  LOANS:  There  is  one  loan  aggregating  $3,400 
otrteeted  by  nnproved  real  estate  valued  at  about  $7,500.  On 
Deeember  31,  bat,  there  was  $183  of  interest  past  due. 

COLLATERAL  LOANS:  There  is  one  loan  of  $500  on  Menesha 
Haatbie  and  Fishing  Club  stock.  Ark.,  valued  at  $900. 

i  TrsDsaeta  both  fire  and  marine  busineas. 


BONDS  AND  STOCKS  OWNED:  Par 

Bonds.  Value. 

Reading  Co $5,000 

A.,  T.  A  S.  Fe  R.  R 10,000 

Memphis  Lt.  A  Pow 5,000 

Memphis  City,  g 10,000 

Northern  Pacific 15,000 

City  of  Memphis,  wat 20.000 

Yasoo  A  Missisrippi  Ddta 5,000 

West  Shore 10,000 

Cotton  Exchange 

Stocks. 

111.  Central  R.  R 10,000 

Totals  (book  value,  $94,621) $90,000 


Market 

Value. 

$4,750 
9,425 
4,950 
0,950 

14,100 

18,600 
4,500 
9.300 
3,000 

ia950 


$89,525 


MISCELLANEOUS:  Capital  reduced  in  1897  from  $150,000 
to  $100,000.  FiSrly  in  1914  this  company  absorbed  the  Bluff  City 
Fire  of  Memphis,  Teniu 

DIRECTORS:  J.  R.  Pepper,  0.  B.  Polk,  Frederick  Orgill, 
Edward  Fontaine,  W.  B.  Mallory,  J.  F.  Hoist,  F.  M.  Norfleet,  Ray 
Dunscomb,  J.  S.  Dunscomb,  W.  H.  Moore. 

TERRITORY  COVERED:    Tenn.  only. 


HIBERNIA  FIRE  INSURANCE  COMPANY,  Chicago,  111. 

President,  M.  J.  Naghten;  Secretary  and  Treasurer,  George  Esaig. 


ThB 

ACowof 
in  1916 


IS  being  organised  by  the  firm  of  John  Naghten 

and  it  is  proposed  to  commence  budness  some- 

S500.000  capital  and  a  similar  initial  surplus. 


According  to  recent  advices,  it  had  been  decided  to  commence 
business  m  June,  1916,  with  a  paid  up  capital  of  $100,000  and  a 
surplus  of  like  amount. 
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HOME  FIRE  INSURANCE  COMPANY,  Fordyce,  Ark. 

Preadent,  A.  B.  Banks;  A^oe-Preadent.  J.  H.  Meek;  SeereUry,  John  R.  Hampton.    Organiaed.  1905. 


YXAB 

AaaetB 

Unearned 

PrwfTunwifi 

Net 
Surplus 

Net 
PpoDuiuns 

Total 
Income 

Looks 
Pkid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
1914 
1913 
1912 
1911 

$391,133 

402.284 

.      353.315 

351.860 

545.165 

$115,692 

114,172 

103.065 

84.251 

86.036 

$163,807 
137.134 
115.999 
122.899 
173.253 

$168,151 
167,477 
160.937 
127.429 
115.590 

$214,358 
212.049 
190.237 
188.625 
133.489 

$145,608 

73.784 

108.640 

55.149 

78.134 

e$35.838 
020.580 
e36.766 

clOO.877 
r32.945 

$40,205 
42.169 
44.192 
29.811 
40.006 

$221,741 
136.533 
189.599 
185.837 
151.085 

$145,153 

64.075 

117.790 

54.205 

76,187 

e  Includes  $7,945  dividend  to  policyholders  in  1911.  $10,001  in  1912.  $26,766  in  1913.  $10,580  m  1914  and  $25,838  in  1915. 


Dec.  31. 1915. 


Mortgage  loons 

Bonds  and  stocks. . . 
Ia.  on  Qrant  Co.  bk. 

stk 

Cssh 

Agents'  balanoes 

Interest 

Fordyoe  wanr'ts. . . . 


$7,114 
352.783 

1,760 
21.152 
4,549 
1.116 
2.659 


.  LuBiLinM.  Dm.  31. 1915. 

Losses  unpaid $1,975 

Unearned  prams. ...  1 15.692 

Div.  unpaid 9,384 

Oth«  liabilities....  275 


Total  liabitities. . .  $127,326 
Capital  paid  up...  .  100.000 
Net  surplus 163.807 


Total 


$391,133       Total $391,138 


Underwriting  loss.  $18,965;  investment  profit,  $39,825. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$13,138,750;  premiums  thereon,  $228,229. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoaved, 
$1,496,391;  Iosms  paid.  $840,342;  dividends  declared,  cash,  $250,- 
444;  stock,  $100,000. 

MORTGAGE  LOANS:  There  are  46  kmns.  aggregating 
$7,114  on  property  in  Arkansas  and  Mies.  There  was  no 
interest  past  due  on  December  31,  last.  The  property  is  valued 
at  $108,000. 

STOCKS  OWNED: 
Stocks. 

Bk.  of  Bauxite,  Ark 

Bk.  of  BradW,  Ark 

Bradley  Co.  Bt,  Ark 

Bk.  of  Carthage,  Ark 

Bk.  of  Endand.  Ark 

Exchange  Bk..  Stuttgart.  Ark 

Bk.  of  Fordyce,  Ark 

Bk.  of  .Fulton.  Ark 

1  Nat.  Bk..  Benton,  Ark 

1  State  Bk..  LeesviUe.  La 

Farmer's  Sav.  Bk.  k  Tr^  Ark 

1  Nat.  Bk.,  Fordyce.  Ark 

Ger.-Amer.  Bk..  Altus,  Ark 


Ptor 

Market 

Vahie. 

Value. 

$4,200 

$4,620 

675 

675 

6.000 

7.500 

4.650 

5.812 

750 

1.500 

17.000 

21.250 

18.375 

24.806 

1.000 

1.333 

4,000 

5.200 

3.300 

3.630 

4,350 

5.002 

3.400 

4.590 

2.900 

3.190 

Stocks  Owotd. — Conl. 

La  Fkyette  Co.  Bk.,  Ark 

Lee  Co.  Bk..  Ark 

Bk.  of  McNeil.  Ark 

Bk.  of  New  Edinburg.  Ark 

Pkngonld  Tr^  Ark 

Pike  Co.  Bk.,  Ark 

Bk.  of  Rison.  Ark 

Sabine  State  Bk..  Many,  La 

Bk.ofTillar,Ark 

Un.  Bk.  ft  Tr.,  Jet.  Cy..  Ark 

Yiotoria  Bk.,  Strong.  Ark 

Bk.ofWakk>.Ark 

Ark.  Vano.  Timber: 

CoUins-Hampton  Grc 

Edmr  Lumber.  Ark 

El  Dorado  ft  WesKm  Ry 

Hall  ft  Logan  Lbr..  Morton,  Miss. 

Newell  Lumber.  Eunice.  La 

Pt.  Neville  Timber 

LeesviUe  Iron  Wks..  La 


Par 

Value. 

$250 

3.700 

1.250 

350 

2,000 

250 

1.500 

400 

750 

5,000 

8.425 

1.000 

73.505 

4.675 

40.000 

4.000 

33.200 

36.500 

9.247 

200 


Market 

Value. 

$312 

3.700 

1,875 

560 

3.000 

250 

1.875 

800 

1.125 

5.000 

4.281 

1.750 

73.505 

4,675 

60.000 

4.000 

40.800 

36.500 

10.664 


Totals $291,804      $352,782 

MISCELLANEOUS:  In  1907  the  paid-up  capital  was  increased 
from  $50,000  to  $100,000  and  $75,000  additional  surplus  was  naid 
in  and  in  January,  1908.  capital  was  increased  to  $200,000  by  a 
stock  dividend  of  $100,000.  In  January.  1908,  the  Mercantile 
I^  of  Little  Rock  was  merged  with  the  Standard  Fire  of  Fordyce, 
and  on  December  31, 1908,  the  Standard  Fire  was  merged  with  the 
Home  Fire,  mcreasing  the  pudsip  c^tal  of  the  latter  to  $250,000, 
and  the  net  cash  surplus  8tan<fing  at  $75,000. 

DIRECTORS:  A.  B.  Banks,  J.  R.  Hampton.  C.  S.  McCain. 
J.  G.  Psttillo.  J.  H.  Meek,  C.  D.  Kenesson. 

HELD  MEN  AND  TERRITORY  COVERED:  A.  B.  Banks 
ft  Co..  Fordyce.  Ark.;  general  agents;  J.  C.  Hosea.  V.  N.  Howell, 
special  agents  for  Ark.  and  Miss.  The  company  operates  in  Ark. 
and  Miss. 


THE  HOME  INSURANCE  COMPANY,  New  York,  N.  Y.§ 

President,  Elbridge  G.  Snow;  Vice-Presidents.  F.  C.  Buswell,  C.  A.  Ludlum;  ^loe-President  and  Secretary,  C.  L.  Tyner;  Secretary,  A.  M. 

Burtis:  Assistant  Secretaries,  H.  J.  Ferris.  H.  P.  Moore.  V.  P.  Wyatt.    Organised.  1853. 


Unearned           Net 

Net 

Total 

Losses 

Total  Ex- 

Looses 

YlAB 

Assets     .  Prcmhmis       Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

$38,938,683 

$15,878,826   $12,492,117 

*$18.245.129 

$19,828,956 

*$9.932.240 

$1,200,000 

$6,672,627 

$17,834,867 

$0,687,030 

1914 

35.999.916 

14.268,024 

U.380.851 

15.259.557 

16.780.246 

8.481.847 

1,200.000 

5.570.407 

15.252,254 

8.650.174 

1913 

33.717.074 

13.447.976 

tlO.660.178 

14.603.435 

16.015.791 

7,749.667 

tl.200,000 

5.335.933 

14.285.600 

7.669.929 

1912 

33.777.057 

12.34 1.420>  114,722.378 

13.024.171 

14,343.583 

7.035.185 

1.050.000 

4.629.436 

12,714,621 

7.000.4O8 

1911 

32.538.746     11.798.635    tl4.205.622 

12.712.223'     13.911.022 

6.578.686 

1.050.000 

4.370.690 

11.999,376 

ft.404.668 

'Includes  $822,162  marine  premiums  and  $383,429  marine  la<»es.    fExdudes  $3,000,000  stock  dividend.    tExeluding  $1,200,000 
reserve  as  conBagration  surplus  in  1909.  $1,500,000  in  1910.  and  $1,800,000  in  1911.  1912  and  1913. 


AssxTB,  Dkc.  31, 1915. 

Mortgage  loans $5,500 

Bonds  and  stocks. . .  33.239.223 

Cash 2.190,911 

Agents'  balances. . . .    3,167.573 

Interest 269.786 

Reus,  on  knses  paid      203,203 

Total $39,076,196 

Spl.  dep.  over  liab . .       137,513 


LLiBiunsft,  Dec.  31, 1915. 

Losses  unpaid $1,736,205 

Unearned  prems. .. .  15,878.826 
Conflagra'n  surplus.  2.000.000 
Otbtflttbitities. . . .       831.535 


Total  liabilities..  $20,446,566 

Capital  paid  up 6.000,000 

Net  surplus 12,492,1 17 


Total  ad.  assets. . $38,938,683       Total $38,038,683 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received 
$301,194,847:  losses  paid.  $165,405,596;  dividends  declared,  cash 
$22,615,000;  stock.  $4,000,000. 

MORTGAGE  LOANS:  There  are  3  loans,  the  largest  of  which 
is  for  $3,000.  all  upon  Greater  New  York  property.  No  interest 
is  past  due.  and  the  mortgaged  properties  are  valued  in  the  m;- 
gregate  at  $13,500. 


Underwriting  loss,  $56,697;  investment  profit,  $2,493,965. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
1915.  $3,106,826,080;  premiums  thereon.  $29,889,720;  marine  and 
inland  risks  in  force.  $50,225,149;  premiums  thereon.  $806,588. 

^Transacts  both  fire  and  marioe  business. 


BONDS  AND  STOCKS  OWNED: 

Borms. 

Dis.  of  Col.,  reg.,  1924,  3-65^    

Par 

Value. 

$50,000 

105.000 

50.000 

50,000 

200,000 

£20,000 

200.000 

50.000 

Market 

Vahie. 

$50,000 

United  States,  reg..  1925.  4^"^ 

105,000 

Edmonton,  so.  dis.,  1953,  5% 

Hamilton,  1919-21.  AWc 

Jersey  City.  wat..  1961,  4H% 

42,500 

47,000 

200,000 

Maisonneuve.  1953.  5% 

82,733 

New  York.  reg..  1957,  4>^i'^c 

200,000 

Richmond.  Va..  reg.,  1922.  5% 

saooo 

REPORTS  OF  FIRE  INSURANCET  COMPANIES. 
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THE  HOME  INSURANCE  COMPANY,  New  York,  N.  Y .—Continued. 


BoifDB  ASD  9rocz8  OwNXD. — Ccmi. 
BomB. — Cmd. 

Tonmto.  reg^  (L  1944-18.  4% 

VieCam,  e,  1923.  4M% 

Littk  River,  dg.  (Ss^  1923-27.  b\i%. . . . 

PkoT.or  Alberts,  g.  d..  1924.  4H% 

Ph>T.  of  Ont^  d,  1941. 4% 

Ptarto  Rieo,  g^  1924^56.  4% 

Gearpa.  reg^  1920.  3  H% 

New  York,  rcg^  an.  nnp^  1956-59.  3% 

No.  Cvtjfina.  1951.  4% 

So.  Caralmm.  1983.  4H% 

MaaooneaTe.  1950.  4H% 

U.  SL  of  Mexico,  int.,  reg..  5% 

Atek^  T.  ft  S.  Fe.  Cd.  ft  Arii..  1M2. 4H% 
Atch..  T.  ft  S.  Fe  Ry..  cr..  1960.  4%. . . . 

AtLCt.L.R.R..g.,1952.4% 

AtL  Ct.  L.  R.  R.,  1964,  4H% 

B.  A  O.  R.  R^  cv.,  1933,  4^% 

B.  ft  0.  R.  R^  g.  n^  1917-18.  4H% 

B.  ft  O.  R.  R^  ni.  In.  g..  1925,  3H%  . . 
B.  ft  O.  R.  R^  P.  L.  E.  ft  W.  Va.  sys.,  r. 


m.g.,  1911,4% 


8: 


B.  ft  0.  R.  R.,  r.  ft  gn.  m..  1995.  5%. 

B.ftM.R.R^  1929,  4H% 

B.  R.  ft  Pitts.  IL  R.,  1967,  4H%-  •  • 

Cm.  No.  Ry,  eq,  1918. 4H% 

Cest.  N.  Ems.  Ry,  1961, 4%. 
Cent.  Gs.  Ry.  Co,  1945,  5 


P51 


Cent.  Fte.  Rt,  1  r.  m.  g.,  1949.  4% 

Chas.ftO.  Ry-,CT,  1930, 4H% 

Clwm.  ft  O.  Ry,  1 992.  4H% 

Chi.ftA-R.R..r,  1949,3% 

Cbi^  lad.  ft  Sow  R.  R,  g,  1956.  stp^  4% 
Chi.  Je.  Rys.  ft  Un.  Stk.  Yds,  1940.  5%. 
Cti,  MIL  ft  St.  P.  Ry,  CT.  g,  2014,  5%. 
Cbi^  MO.  ft  St.  P.  Ry.,  d.,  1934. 4%. . . . 
Cbi,  Mfl.  ft  34-  P.  Ry,  cv.  g.,  1932, 4^% 
CM.  ft  Nwn.  Ry,  eztn,  rag.,  1926.  4%. . 
CbL.  R.  I.  ft  Pte.  Ry,  1  ft  r.  m,  1934, 4% 
Chi,  R.  I-  4  Fae.  Ry,  eq,  1918,  4H%- 
Ou,  St.  P,  M  ft  O.  Ry.,  d.,  1930, 5%. . 
C.  ft  W.  lad.  R.R..  1952,4% 

C.  ft  W.  lad.  R.  R,  od.  g.  n.,  1917.  5%. 
Ondaod  T^  ft  Ysl.  R.  R.,  1995,  4%. . 
CoL-So.  Ry,  r.-ertn,  1985.  rtp,  4H%  - 

D.  M.  ft  No.  Ry,  g,  194 1, 5% 

IVJa.  ft  H.  Co,  cv,  1935.5% 

Erie  B.  R,  £.  ft  J.  R.  R.,  1  m.  a.  f.  g., 

i«5,e% 

Erie  R  R,  eq.  tr.  etfs,  1921.6% 

ErieR.R,g.n,  1917,  5M% 

F^E.Cr.Ry,  1959, 4H% 

G,  H,  San  A.  Ry,  1931.  5% 

G.,H.ftH.R.R,  1933,5% 

G*.  R.  R.  ft  B,  1947,  4% 

II,  C«t.  R.  R,  C,  St,  L.  ft  N.  0.,  j.  "A" 

1931,  5% 

J,  P.  ft  C.  R.  R,  1959,  atp.,  4% 

K.  Cy,  Ft.  3.  ft  M.  Ry-  1936. 4% 

Qy.  So.  ftr,  1  r,  1950, 6% 

C^.  Tnn.  Ry,  1  m.  g,  1960.  «tp, 

4%  

LS.'ftM.So.Ry,  g,  1931,4% 

Lefakh  VaL  R.  R,  gn.  m.  ca,  2003, 4%.. 

UHTft 8l  L.  Ry,  1  m^  1946,  5% 

M€.Gent.  R.  R,  n,  1919,  5% 

Maohattaa  Ry,  ca.  m,  1990.  4%. 
M«npliii  Un.  Ste,  1959.  5 


/o- 


M,  K.  ft  Tex.  Ry,  gn-  m-  1»36,  4^%.. 

M^  K.  ft  T.  Ry,  1  r,  atp,  4% 

N.  0.  Tm,  1  m,  1953,  stp.,  4% 

N.  Y.  Geat.  R.  R,  cv.  d,  1935,  6% 

N.  Y.  C.  ft  B.  R.  R.  R,  reg.  g.,  1998. 

X.  T.  (Son.  R.  R,'  i*niVg.i  1953'  4^%  " .' 
N.  Y,  N.  H.  ft  H.  R.  R,,  cr,  1948,  6%. 
S.  Y,  N.  H.  ft  H.  R.  R^  cv.  d.  ctfa.,  reg.. 


1«6.JH%. 


N.  Y,  Pyia.  ft  N.  R-  R^  1  m-  1939.  4% 
X.  Y,  Pkila.  ft  N.  R.  R-,  »tk.  tr.  ctfs., 

1948.4% 

Nor.  ft  W.P,j,  1941.4% 

Nor.  ft  W.  Ry,  drr.  1.  In.  ft  gn.  m.  g., 

So.  Vmt.'Si  Sol.  T^  j,  C^  B.  ft  Q.t 

eom92l.4% 

OrtS.LR.R,r,  1929,  4% 

Ple&aa..  g,  4% 

P«Baa,g.,1916.3H%---- 

fma.  RTb,  g,  196S,  4H% 


Ptor 

Yahie. 

£72.000 

60,000 

100,000 

200,000 

35,000 

10.000 

10.000 

2,800.000 

40,000 

104.000 

£30.000 

*50.000 

60,000 

105.000 

100.000 

100.000 

210.000 

75.000 

35.000 

50.000 
100.000 
200.000 
200,000 
100.000 
200,000 
100.000 

50.000 
300.000 
100.000 
200,000 
100,000 
100.000 
200,000 
250.000 
100,000 
300.000 
100.000 

50,000 
200,000 
200.000 
150,000 
100,000 
200.000 
100.000 
100,000 

100,000 
50,000 
200,000 
100.000 
100,000 
100.000 
100,000 

200,000 
100.000 
100.000 
100.000 

250.000 
250,000 
200.000 
25.000 
100.000 
100.000 

loaooo 

100.000 
200,000 
100.000 
300.000 

60,000 
225,000 
100.000 

100,000 
55,000 

25.000 
250.000 

60.000 

400.000 
100.000 
150,000 
40,000 
160.000 


Market 

Value. 

1260,804 

45,000 

07,000 

184,000 

27,300 

10,000 

9,700 

2,688,000 

40,000 

104.000 

113.880 
10.000 
48,000 

112,350 
93.000 
90.000 

201,600 
75.000 
32.550 

43.500 
100,000 
140.000 
202.000 

97.000 
150.000 
107.000 

45.000 
255.000 

91.000 
112.000 

86.000 

99.000 
214.000 
227.500 
102,000 
282.000 

66.000 

49,000 
202.000 
158.000 
150.000 

83,000 
170.000 
104.000 
105,000 

100.000 
50.000 

202,000 
92.000 

100.000 

100,000 
85,000 

202,000 
91,000 
76.000 
93.000 

220,000 
235,000 
178,000 

25.500 
101.000 

91.000 
101.000 

43,000 
100.000 

72,000 
336,000 

46,200 
218.250 
114,000 

71.000 
51,150 

22.500 
222,500 

44.500 

392.000 
92.000 

141,900 
39.600 

150.000 


BoMiMi  AND  Srocn  Owwd.— CoiU. 
Bonds.— C<m<. 

Penna.,  gr.  g.  tr.  etfa.,  1944,  3H% 

Rea<&ig  Co.,  J.  C,  ool.  g.,  1951.  4%.   . . 
Seaboard  A.  L.  Ry..  1  ca.  m.,  1945,  6%. . 

So.  Pac..  cv,  1929,  4% 

So.  Pac,  20  yr.  ev.  g.,  1934.  5% 

So.  Fkc  San  F.  Tkn..  1950,  atp..  4%. . . . 

So.  Ry,  g.  n..  1917.  5% 

Tm.  R.  R.  Aan,  St.  L.,  1953,  stp.,  4%. . 

Hudson  Cob,  g.  n,  1918.  6% 

Third  Ave.  R.  R.,  1987,  5% 

To.  ft  0.  Cent.  Ry.,  1935,  5% 

Un.  Pac.  R.  R.,  g.,  2006,  atp.,  4% 

Vandalia  R.  R..  ca..  1957,  ttp.,  4% 

Va.  Midland  Ry.,  gn.  m..  1936.  5% 

Van.  Ry..  1  m.,  1962.  5% 

Wash.  Tin..  1  m.  g.,  1045.  3H% 

Wis.  Cent.  Ry.,  1949.  4% 

W.  Jersey  ft  S.  R.  R.,  I  os.  m.,  1936, 3H% 

Adanu  Expreas.  col.  tr.,  1948,  4% 

Amer.  Tl.  ft  Tg..  1929.  4% 

BoonviUe  R.  R.  Bg.,  s.  f..  1051.  4% 

Cleveland  EL  Illg..  1  m.  g..  1924.  5%. . . 

Canada,  pm.  m.  cp.  d.,  1924.  4^4% 

Consolidated  Qaa.  cv.  d..  1020.  6% 

E.  Can.  Ssv.  ft  Ln.,  d..  4H% 

ni.  Steel,  1940,  4H% 

Ind.  Steel,  1  m.,  1952,  5% 

Interbor.  R.  T.,  1  ft  r  g.,  1966.  5% 

Int.  Harveater.  N.  J.,  g.  n..  1918,  5'o.. . . 

Nat.  Tube.  1  m..  1052.  stp..  5% 

N.  Y.  Gaa.  El.  Lt..  Ht.  ft  Pow..  1948.  5% 

N.  Y.  Tl.,  1939.  4H% 

N.  Y.  ft  W.  Ltg..  d.,  1954.  5% 

N.  Y.  ft  W.  Ltg.,  gn.  m.,  2004.  4% 

Peninsular  Tl..  1  m.  g..  1931.  6% 

Peninsular  Tl..  1  m.  s.  f.  g..  1943.  6%. . . 

So.  Bell  Tl.  ft  Tg.,  1  m.,  1941.  5% 

Temple  Coal,  1  m.  col.  tr.  g.,  1924.  5%. . 

Mortgage  Bond.  N.  Y.,  1966,  4% 

U.  8.  Steel  Cp..  1983.  5% 

Stocks. 

Atcb..  T.  ft  S.  Fe  Ry..  p 

Atch.,  T.  ft  S.  Fe  Ry.,  com 

B.  ft  0.  R.  R.,  com 

B.  ft  0.  R.  R..  p 

Chi.,  Mil.  ft  St.  P.,  com 

Chi.,  Mil.  A  St.  P..  p 

Chi.  ft  Nwn.  Ry.,  com 

Chi.  ft  Nwn.  Ry.,  p 

Chi..  St.  P..  Minn,  ft  0.  Ry..  p 

Dels,  ft  H 

Gt.  No.  Ry.,p 

III.  Cent.  R.  ft 

Kansas  Cy..  Ft.  S.  ft  M.  R.  R.,  p 

Lehigh  Val.  R.  R 

MJ.  ft  N .  iv.  K 

Man.  Ry 

N.Y..  N.H.&H.R.R 

N.&W.Ry 

No.  Cent.  Ry 


No.  Pac.  Ry . . . 
No.  R.R.,N.J. 

Penna.  R.  R 

Pitts.,  B.  ft  L.  E.  R.  R 

Reading  Co.,  1  p. .  .^ 

R.  ftG.  Val.  R.R 

So.  I^.,  com 

So.  Ry.,  p 

Un.  Pac.  R.  R.,  com 

Amer.  Tl.  ft  Tg 

Brooklyn  Un.  Gas 

Consolidated  Gas,  N.  Y 

Lswvers  Mortgage 

Mackav  Co.,  p 

Amer.  Ex.  Nat.  Bk 

Hanover  Nat.  Bk 

Manhattan  Co.,  N.  Y 

Metropolitan  TVust 

Pacific  Bk 

United  States  Mort.  ft  Trust. 


Par 

Value. 
150,000 
100,000 
100.000 
300,000 
134,000 
100.000 
100.000 
100,000 
200.000 

20.000 
100.000 
250.000 
200.000 

50.000 
100.000 
100.000 
100.000 
100.000 
100.000 
300.000 
118.000 

43.000 

25.000 
150.000 

10.000 
200.000 
200.000 
300.000 
100.000 
300.000 
100.000 
100.000 
200.000 
200.000 

67.000 

80.000 
100,000 
195.000 

49.000 
454.000 

900.000 
700.000 
645.000 
424.000 
400,000 
200.000 
700.000 
100,000 
100.000 
200.000 
700.000 
100.000 
200.000 
300.000 
150.000 
600.000 
300.000 
600.000 
105.000 
700.000 
100.000 
825,000 
250,000 
250.000 
180.000 
716.500 
200.000 
400.000 
400.000 
200.000 
600.000 
50.000 
200.000 
80.000 
10.000 
10.000 
5.000 
14.300 
20.000 


Market 

Vafaie. 

142.500 

95,000 

99.000 

267.000 

142,040 

85.000 

100,000 

83,000 

192.000 

21,400 

102,000 

225.000 

180.000 

51,000 

06,000 

83,000 

87.000 

84.000 

84.000 

270.000 

59.000 

43.000 

25.000 

189.000 

9.800 

180.000 

202.000 

297.000 

101.000 

303.000 

104.000 

98.000 

180,000 

140.000 

64.990 

77.800 

99,000 

105.000 

84.300 

472,160 

891.000 
756,000 
606,300 
322,240 
400.000 
250.000 
910.000 
160.000 
100.000 
306,000 
840,000 
107.000 
120.000 
480.000 
193.500 
750.000 
231.000 
720.000 
147.000 
805.000 
70,000 
957.000 
150.000 
200.000 
180,000 
716.500 
120.000 
552,000 
508.000 
280.000 
840,000 
75.000 
130,000 
160.000 
55.000 
30,000 
15.000 
24,310 
76.000 


Totals.. 
•Silver. 


132.148.800  $37,877,028 


MISCELLANEOUS:  Capital  increased  in  1858  from  1500,000 
to  1600.000;  in  1859  to  11.000.000;  in  1863  to  12.000.000;  in  1870 
to  $2,500,000;  in  1875  to  $3,000,000;  in  1913  to  $6,000,000.  bv 
stock  dividend.  In  1871.  $1,500,000  impairment  capital  made 
good.     Stock  dividends  aggregated  $4,000,000.     Conflagration 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


THE  HOME  INSURANCE  COMPANY,  New  York,  N.  Y .—Continued. 


\omea:  Chicago.  1871.  $3,071,300;  Boston,  1872,  about  1800.000; 
Baltimore.  1904.  11.054.814;  San  FranciBOo.  1906.  12.248,904; 
Values  of  special  deposits:  Va..  $51,500;  Ga..  $9,800;  Ore..  $52,600; 
N.  M.,  $11,000;  N.  C.  $25,000;  Fla..  $21,400;  S.  C.  $10,100; 
Can..  $777,743;  Mez..  $3,750;  Cuba,  $82,500;  P.  R.,  $10,000. 

DIRECTORS:  Levi  P.  Morton.  Elbridge  G.  Snow,  Qwrgfi 
H.  Hartford,  Henry  F.  Noyee,  Luden  C.  Warner,  John  Claflm« 
John  H.  Flagler,  Wm.  D.  Baldwin,  Lewis  L.  Clarke.  Clarence 
H.  Kelsey,  William  I.  Washburn.  Elbert  H.  Gary,  Thos.  B.  Kent. 
Cornelius  N.  Bliss,  Jr.,  Frederic  C.  BuswelL 

HELD  MEN  AND  TERRITORY  COVERED:   Eastern  de- 

rtment:  Frank  W.  Alden,  State  agent  Watenrille.  Me.;  Ehner 
Bailey.  Burlington,  Vt..  State  agent  for  N.  H.  and  Vt.;  F.  A. 
Wetherbee,  g^end  agent  for  Man.;  Howard  H.  Wcnihington, 
special  agent  for  Mass.;  Gilmour,  Rothery  &  Co.,  Boston,  Mass., 
general  agents  for  Mass.  sub-agencies;  Elliott  G.  Beardsley, 
Hartford,  Conn.,  State  agent  for  R.  I.  and  Conn.;  Richard  Van 
Vranken,  Arkay  Ug.,  Albany,  N.  Y.,  special  agent  for  eastern 
N.  Y.;  Henry  L.  Morgan,  Syracuse,  N.  Y.,  State  agent  for  central 
N.  Y.;  Frank  E.  Burke,  Rochester,  N.  Y.,  State  af^ent  for  western 
N.  Y.;  George  A.  Clarke,  State  agent,  J.  V.  N.  Sunonson,  R>ecial 
agent  for  southvn  N.  Y.;  Harry  0.  Huth,  home  office,  N.  Y., 
special  agent;  Nelson  H.  Simmons,  Sjrracuse,  N.  Y.,  manager  fw  N. 
Y.  State  Farm  Dept.;  Geo.  A.  Clarke,  State  agent.  J.  V.  N.  Simon- 
son,  special  agent  for  N.  J.  and  Del.;  Harry  0.  Huth,  home  office,  N. 
Y.,  special  agent  for  N.  4-  i^nd  Del.;  E.  8.  McKilhp,  Bloomsburg, 
Pa.,  special  agent  for  north  and  northeastern  Pa.;  Fred  D.  Bless- 
meyer,  nttsburgh,  Pa.,  roeoial  a^t  for  western  Pa.;  Williun 
J.  Christie,  Philadelphia,  Pft..  special  agent  for  south  and  south- 
eastern Pa.;  F.  J.  McFadden,  manager,  Louis  Harding,  special 
agent  department  of  Improved  Risks,  home  office,  N.  x.,  Arnold 
A.  Hepp,  special  agent.  1401  Insurance  Exchange,  Chicago,  III.. 
E.  V.  McKarahan,  special  agent,  room  215,  Ammoan  Bank  Bldg., 
Kansas  City,  Mo.,  tor  department  of  Improved  Risks.  Western 
Depwtment:  L.  B.  Leigh  k  Co..  Little  Rock,  Ark.,  general  ucents 
for  Ark.  and  Ark.  farm  department;  Harold  Rogers,  Denver.  Colo^ 
State  agent  for  Colo,  and  Wyo.;  H.  M.  Zimmer,  Chicago,  III.,  State 
agent  for  111.;  Harrv  S.  Cole,  Marshall,  111.,  special  agent  for  south- 
ern lU.;  Cortland  0.  Bray,  q)ecial  ae^t,  Bloomington,  lU.;  H.  G. 
Busweli,  manager,  L.  A.  Tanner,  special  agent,  Chicago,  111.,  for  IlL 
(Cook  Co.);  John  B.  Cromer,  State  agent,  Clinton  D.  Lasher. 
Ivan  Esoott,  special  agents,  Indianapous,  Ind.,  for  Ind.;  0.  J. 
Davis.  State  aeent,  0.  W.  FoUett,  soecial  agent,  Des  Momes,  la., 
for  la.;  C.  W.  Fort,  State  agent,  0.  P.  Rush,  q>ecial  agent,  Kansas 
City,  Mo.,  for  Kan.;  Root.  H.  Sherman,  manager  for  south- 
western Hail  Department,  and  John  F.  Hicks,  special  agent, 
Oklahoma  City,  OUa.,  for  Kan.,  Tex.,  N.  M.  and  Okla.;  W.  H. 
Wheeler,  general  agent.  H.  Lee  Upton,  State  agentj  Louisville. 
Ky.;  W.  £).  Drake,  seneral  nrancy  inspector.  Louisville.  Ky., 
for  Ky.;  Joseph  W.  O'Brien,  Grand  Haven,  Mioh..  State  agent 
for  western  Mich.;  Eugene  G.  O'Brien,  q>ecial  agent  for  eastern 
Mich.,  Detroit,  Mich.;  William  D.  Lowry.  manager,  Jay  A.  Weeks, 


special  agent.  Minneapolis,  Minn.,  for  Minn.;  Walter  Soott, 
raieral  sub-aisency  department,  John  H.  Walsh,  State  agent, 
W.  0.  Woodsmall.  Frank  H.  Rea,  special  a^ta,  Kansas  U^, 
Mo.,  for  Mo.;  John  K.  Morrison.  State  agent,  JB.  G.  White,  special 
asent,  Omaha,  Neb..  John  M.  Shickley,  special  agent,  Lmooln, 
Neb.,  for  Neb.;  William  D.  Lowry,  State  asent,  0.  J.  Johnson, 
special  agent,  hail  department.   Minneapolis,   Minn.;  Herman 
0.  Kallgran.  special  agent.  Farso.  N.  D..  for  N.  D.;  C.  T.  Dea- 
trick,  State  agent,  Clark  0.  Wood,  Ray  Decker,  spenal  agents 
Columbus,  0.,  for  0.;  C.  T.  Deatrick,  State  agent  in  charge, 
Columbus,  0..  for  0.  farm  department;  R.  W.  Bates.  State  agent, 
Shannan  Owsl^,  q)ecial  agent,  Oklahoma  City,  Okla.,  for  Okla.; 
L.  C.  Nichols,  State  agent,  Sioux  Falls,  S.  D..  for  S  D.;  W.  H. 
Wheeler,  general  agent,  Louisville,  Ky.,  E.  H.  Sherley,  State  ageat, 
Nashville,  Tenn.,  for  Tenn;  Wm.  C.  iCirklands,   special  agent, 
Nashville,  Tenn.,  and  W.  E.  Drake,  general  agency  inspector. 
Louisville,  Ky.;  E.  A.  Rademacher,  State  agent,  R^  L.  Niehd- 
son,  C.  H.  Anderson,  special  agents,  Milwaukee,  ms.,  for  Wis.; 
H.  H.  Walker,  secretary,  F.  L.  Joy,  assistant  secretary,  F.  H.  Cor^ 
nell,  assistant  secretary,  Chicago,  lU.,  for  western  farm  department. 
Southern  department:    Kalford   Kreth,   general  agent,   A.    C. 
Eifler,  special  agent,  Montgomery,  Ala.,  for  Ala.;  r.  I.  Mosher. 
Baltunore,  Md^  State  agent,  W  Sydney  Carroll,  special  agent, 
1117  Woodward  Big.,  Washington,  D.  C,  for  D.  of  C.  and  W.  Va.; 
Charles  W.  Phillips,  State  agent,  Dorset  T.  Davis,  special  agent, 
Atlanta,  Ga..  for  Fla.  and  Ga.;  Enunoa  H.  Addington,  New 
Orleans,  La.,  State  agent  for  La.;  F.  Bvnner  Davenport,  special 
agent,  New  Orleans,  La.;  Albert  G.    Hancock,   general    agent, 
Baltim(»^  Md.,  W.  Sydney  Carroll,  special  agent,  Washington, 
D.  C,  for  Md.;  J.  L.  Mosher.  Baltimore,  Md..  special  agent  for 
D.  C;  Kalford  Kreth.  Montgomerv.  Ala.,  general  agent,  A.  J. 
Haltiwanger,  Thos.  L.  Spenglo-,  Jackson,  Miss.,  special  agents  for 
Miss.:  Ben.  J.  Smith,  general  agent,  Charlotte,  N.  C,  H.  G. 
Foard,  Wihnington.  N.  C..  ipeciiu  agent  for  N.  C.  and  S.  C; 
Leon  Dargan,  State  agent,   D.  D.  MoLarry,   C.  M.  Hunt,   and 
J.  C.  Evans.  DaUas,  Tex.,  special  agents  for  Tex.;  Frank  J.  Mc- 
Carthy. Richmond,  Va.,  State  agent  for  Va.    Pacific  Mexican. 
Cana(uan  and  Cuban   departments:   Roff  and  Sheahan  general 
agents,  H.  W.  Wagenet'E.  A.  Sheahan,  Geo.  W.  Madison,  qiecial 
agents.  San  Francisco,  Cal.,  for  northern  Cal.,  Nev.  and  Alas.; 
Charles  Quitsow,  state  agent,  James  S.  Suydam  and  L.  H.  Wood, 
Los  Angeles,  Cal.,  special  agents  for  southern  Cal.,  Aris.  and  New 
'  Mexico;  Johji  D.  Coleman,  general  agent,  John  C.  Fox,  and  Ed^ar 
Stevens,  special  sgoitB,  Portland,  Ore.;  Vernon  B.  McDowell,  special 
agent,  Spokane,  Wash.,  for  B.  C.,  northwest  and  southwest  Ida., 
Ore.  and  Wash.;  Junius  Young,  Salt  Lake  City,  Utah,  State 
agent  for  Ida.  and  Utah;  Ben.  A.  Scott,  State  agent  and  N.  C.  Pat- 
terson special  agent.  Great  Falls,  Mont.,  for  Mont.;  A.  M.  M. 
Kirkpatnck,  general  asent  for  Ont.,  15  Wellington.  E.  Toronto. 
Ont.,  Arthur  C.    Baillie,  Winnipeg.    Man.,    special   agent    for 
Can.;    William  B.  Woodrow  Co..  Apartado  506,   Mexico  City, 
Mex.,  manager  for  Mex.;  business  through  home  office  for  Cuba. 
Company  operates  m  all  States  of  the  United  States,  Canada 
and  u  Mexico. 


HOME  FIRE  INSURANCE  COMPANY  OF  UTAH,  Sail  Lake  City,  Utah 

Prendent,  Heber  J.  Grant;  Secretary,  H.  G.  Whitney.    Organised,  1886. 


Ykab 

Asoets 

1915 
1914 
1913 
1912 
1911 

$1,104,834 

1.051.489 

1,049,475 

1.039,643 

927.880 

Unearned 
Premiums 

I 

$114,2631 

105.206! 

96,2031 

86,460, 

79.5461 


Net 
Surplus 


Net 
Premiums 


$679,266 
638.004, 
645.930 
648,143! 
534.330' 


$116,913 

109,656 

106.676 

93,576 

91.445 


Total 
Income 


$198,161 
173,789 
192,015 
166,554 
153,730 


Losses 
Paid 


$68,457 
42,694 
42.383 
45.586 
36.449 


Dividends 


$42,000 
42.000 
42.000 
42.000 
42.000 


Expenses 


$58,470 
53,793 
50,619 
46,981 
43.829 


ToUl  Ex- 
penditures 


158,927 
138.487 
135.002 
134,567 
122.278 


Incurred 


$51,305 
43.629 
43.687 

36,622 
42.225 


AflscTB,  Dec.  31. 1915. 

Real  estate $109,000 

Mortgage  loans 285,297 

Bonds  and  stocks . . .  642.952 

Collateral  loans 14.500 

Cash 30.890 

Agents'  balances ....  22, 195 


Lubujtixs.  Dkc.  31, 1915. 

Loeses  unpaid $6,305 

Unearned  prems . .       1 14,263 
Other  liabuities. ..  5,000 


Total  assets $1,104,834 


Total  lUbiUties.  $125,568 
CapiUl  paidup..  300,000 
Net  surplus 679,266 

Total $1,104,834 


Underwriting  loss,  $14,962;  mvestment  profit,  $98,223. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$17,730,454;  premiums  thereon,  $219,045. 

BUSINESS  SINCE  ORGANIZATION:  Premhims  received. 
$1,220,689;  losses  paid.  $457,993;  dividends  declared,  cash. 
$726,485;  stock,  $50,000. 

REAL  ESTATE  OWNED:     Consists  of  72^  feet  front  on 


Main  8t.,between  South  Temple  and  First  South  8ts.,110  feet  depth, 
with  2-stoiy  and  basement  brick  building  on  same,  18-26  South 
Main  st..  Salt  Lake  City,  the  book  value  of  which  is  $109,000. 
Total  rents  received  in  1915.  $6,954;  real  estate,  taxes  and 
expenses,  $3,324.   No  mcumbrance. 

MORTGAGE  LOANS:  There  are  91  loans  for  $285,296 
on  Utah  and  Idaho  farm,  bunness  and  residence  property  valued 
at  $863,300.  Company  holds  $244,250  of  insurance  on  mort- 
^ed  buildiiu^.  On'  December  31,  last,  there  was  $1,400  of 
mterest  past  due. 


COLLATERAL  LOANS  are  as  follows: 
Sec  u  KiTiia. 

200  shrs.  Utah  Hotel  Co 

L.  W.  Robbin  Co 

Deseret  Irrigation  Co.  Im  Bd 

Totab 


Market 

Amooni 

Value. 

Loaned. 

$8,000 

$4,000 

1,000 

5QO 

18.000 

10,000 

$27,000        $14,50O 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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HOME  FIRE  INSURANCE 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Ml  Hood  Ry^  Ore.,  3%.  19S7 

Aha  Clob.  SbH  Uke  Cy..  6%,  1919. . . . 
Utah  Hotel  Sbh  Lake  Cy^  8%,  1921. . . 
Cvbe  Val  Iir.  Dbt..  Uteh.  6%.  1924-6. 

Sompto  VaL  Ry.,  Ore..  6%  

Serkr  R.  L>.  AJBT.,  Utah,  6%.  1923. . .. 

9lOCKB. 

Zion  SftTiDSs  Bk.  &  IV..  Salt  Uke  Cy. . . 

Doeret  Nat.  Bk.,  S^  Lake  Qjr 

Deaoet  Saving  Bk.,  S^t  Lake  Cy 

Zion's Coop.  Mer.  Ixwi.,  Salt  Lake  Cy.. . 
C.  W.  k  Ifta^  Utau.  Ick.  Wyo.  &  Ner. . . 

l^ateher  Broa.  Bkg^  Logan,  Utah 

Ogdes  SaTinaa  Bk.,  Ogifen,  Utah 

Cn.  LumixT 

AiDalzusted  fliigar 

Utah  Ida.  Shiiar 

Fanaas  Uta£  La.  Aaa.,  Lopm,  Utah 

Heber  J.  Grant  k  Co.,  Salt  Lake  Cy. . . . 

Sua  YlaooiCe  Lomber.  Cal 

.Su^tf  Cy.  Towmi  te,  Ida 

Ml.  Hood  By^  Ore 


COMPANY  OF  UTAH,  Salt  Lake  City,  Utah. 


Value. 

$14,500 

10.000 

5.000 

1.800 

4.000 

10.000 

1.000 

10.000 

4.700 

65.000 

78.400 

5.000 

1.200 

29.200 

22.500 

78,980 

420 

1,150 

4,600 

1.000 

7.200 


Market 
Vahie 

$13,920 
10.000 
5.000 
1,710 
3.760 
8,500 

4.150 

30,500 

49.350 

240.500 

74.480 

8,250 

4,740 

35,040 

22,500 

78.980 

420 

2.932 

2.300 

350 

2.880 


Bonds  and  Stocd  Ownid.  —Cont. 
Stocks. — Cent. 

Utah  Hotel.  Salt  Lake 

Hotel  Utah  Oper..  Salt  Lake 

Utah  State  NaU.  Bk..  Salt  Lake 

Walker  Bros.  Bkra..  Salt  Lake 


Totals  (book  $603,925) 


— Continued. 

Ptff 

Market 

Value. 

Vahie. 

$25,000 

$10,000 

7.500 

9,750 

6.000 

12,840 

5.000 

10.100 

$399,150     $642,952 


MISCELLANEOUS:  a4>ital  increased  in  1891  from  $100,- 
000>  $250,000:  increased  in  1909  to  $300,000  and  $10,000 
realised  on  sale  cl  new  stock. 

DIRECTORS:  Thomas  O.  Webber.  Charles  S.  Burton.  P.  T. 
Famsworth,  Francis  M.  Lyman,  John  R.  Barnes,  Elias  \.  Qauth, 
Joseph  F.  Smith.  John  C.  Cutler.  W.  W.  Riter.  Geor^  Romnsy 
Heber  J.  Grant.  John  F.  Bennett,  14atthew  S.  Browung. 

FIELD  MEN  AND  TERRITORY  COVERED:  Heber  J. 
Grant  ft  Co..  Salt  Lake  City,  general  acents;  A.  L.  Maodonald 
and  E.  M.  Weiler,  Jr.,  special  aoents;  H.  R.  Mann  A  Co.,  San 
Francisco,  Cal.,  general  agents  for  Cal.  and  Wash.;  Gerald  L. 
Schuyler,  Denver,  Colo„  general  agent  for  Colo,  and  Wyo.;  Gus 
E.  Hartung,  special  agent,  Denver,  Colo.  The  company  operates 
in  Aris..  Cal.,  Colo.,  Ida.,  Mont.,  Utah.  Wash,  and  Wyo. 


HOME  FIRE  INSURANCE  CORPORATION  OF  VIRGINIA,  Hampton,  Va. 

President.  J.  T.  Lee;  Secretary,  H.  W.  Saunders.   Organised,  1906. 


TiA,i     Aaets 


19L5 

:9i4 

1913 
1.42  1 

mi 


$83,126 
74.988 
71.337 
66.943 
62.624 


Unearned 
Premiums 

$21,955 
20,473 
19,626 
20,881 
19.366 


Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Total  Ex- 
penditures 

Losses 
Incurred 

$28,460 
37,114 

$22,954 
19.949 
18.789 
20,847 
20.820 

$26,383 
22.871 
22,120 
23.541 
23.083 

r.532 
8.946 

$18,105 

$10,966 
10.604 
10,495 
10.809 
10.126 

$36,603 
19,550 
17,464 
19.315 
19,275 

$7,532 
8,946 

33.352 

6,969 
8.506 
9.149 

9.606 

28,661 

8,506 

26.288 

::::;:::::: 

8,061 

AsBTS.  Dbc.  31,  1915. 


M<7tQi^  loaas. 

Boedsaad  stocks. 
r-'iSataalkMias... 

Caaii 

k-tocst. 


$29,979 

27,288 

12.360 

4.642 

7,273 

1,584 


LuBiums.  Dbc.  31, 1915. 


Unearned  pryns. 
Other  Kabuitiee. . 

Total  liabilities. 
Caintalpudup. . 
Net  surphis 


Tctal 


$33,126       Total. 


$21,955 
631 

$22,586 
34.080 
26.460 

$83,126 


U&iervTmog  profit,  $3,770:  investment  profit.  $3,682. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
W&2y7f]0;  prsninms  thereon,  $41,784. 

Bl'>INES3  SINCE  ORGANIZATION:  Premiums  received, 
tin^yju  kaaea  paid.  $70,095;  dindends  declared,  stock  $18,105. 

MORTtJAGE  LOANS:  There  are  36  loans  asgregating  $26,675 
<e.  pnit»g:>  in  Va.  valued  at  more  than  double  tne  amount  loaned 
therpoa.    

COLLATERAL  LOANS:  These  loans  amount  to  $12,360  on 
aneomiea  -mhoae  market  vahie  is  $22,300. 


BONDS  OWNED: 


Pulaski  Co..  Va 

Hampton,  Va.,  sr.  A  bg 

Pulaski,  Va 

B.  k  0.:  P.,  L.  E.  k  W.  Va.,  4%,  r. 

Totals 


Psr 

Market 

Value. 

Value. 

$10,000 

$10,835 

10,000 

10,506 

2,000 

1,082 

5,000 

3,964 

$27,000        $27,287 


MISCELLANEOUS:  Company  began  business  July  1.  1905, 
with  a  paid-up  capital  of  $13,620,  which  was  increased  in  1906  to 
$15,975  and  $1,110  additional  surplus  paid  in.  The  company 
declared  a  stock  dividend  of  $18,105  in  1915,  thereby  increasing 
the  capital  to  $34,080.   Company  operates  only  in  Va. 

DIRECTOltS:  F.  W.  DarUng.  S.  C.  Rees.  R.  E.  Wilson.  H. 
R.  Booker.  W.  B.  Baldwin.  J.  T.  Lee,  J.  W.  Rowe,  A.  T.  Ranaone, 
R.  I.  MaAOD.  Chafl.  H.  Hewins,  W.  W^.  Richardaon,  Dr.  J.  W.  Hope, 
J.  B.  Kimberly.  Dr.  Geo.  K.  Vanderalioe,  E.  M.  Tennis,  W.  W. 
Woodward.  Alex.  James,  J.  A.  Willett,  J.  M.  Willis,  N.  S.  Groome, 
H.  W.  Saunders.  Geo.  E.  Hunt.  David  Johnson. 


HOME  INSURANCE  COMPANY  OF  HAWAII,  Ltd.,  Honolulu,    Haw. 

Presideot,  Cecil  Brown;  Treasurer  and  Manager,  Zeno  K.  Myers.   Organised,  1911. 


l.^Il 
IS  12 


S104,992| 
82.658, 

71,768' 
65.075 


Unearned 
Premiums 

$14,236! 

10,879) 

10.1371 

7,289  i 


Net 

Surplus 


1       Net 
I  IVemiums 


Total 
Income 


Lofflcs 
Paid 


Dividends  ,    Expenses 


Total  Ex- 
penditures 


$33,226 

20,055 

10,096 

5.150 


$15,742 
11.930 
12.990 
12,766 


$39,673 
30.666 
30.638 
19, 105 1 


$4.5971 

1.398, 

1.287' 

742 1 


Losses 
Incurred 


$12,742 

$17,339, 

$4,898 

13,442 

14.840 

1.398 

18,232 

19.519 

1.287 

8.418 

9,160: 

742 

Amm,  Dbc,  31.  1015. 


LuBiLniBs,  Dbc.  31,  1915. 


M»rt«aee 

Bcr  Js  aad  stocks 

fogateral  loans  .. 

Cash 

.Ksi'zttM  babaees.. 
G-J 


$29,805 

3.654 

24.900 

34,837 

5.667 

6,129 


Unearned  prema.. 
Other  liabiuties. . 

Total  liabilities. 
Capital  paid  up . . 
Net  surplus 


$14,236 
7,530 


$21,766 
50.000 
33.226 


TiAsl 


<104.992       Total $104,992 


rmieiwiiui!^  profit.  $8,855;  investment  profit,  $4,315. 

RISKS  AND  PREMIUMS:    Fm  risks  m  force,  December  31. 
$t.J»MlI;  preaaioms  tbereon.  $22,307. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
^2J99;  ksKS  paid.  $8,024. 

MORTGAGE  LOANS:  There  are  14  loans,  aggregating,  $29,805 
cm  14  lots  in  the  best  reodential  sections  of  Honolulu,  valued  at 
tkso  dooiUe  the  amoant  loaned  thereon.    The  company 


holds  ample  insurance  on  the  property.    There  was  no  interest 
past  due  on  December  31.  last. 

COLLATERAL  LOANS:  These  loans,  amounting  to  $24,900, 
are  upon  sugar  stocks  and  bonds  whose  market  value  amply 
protects  the  loans. 

BONDS  OWNED  (par  and  market  values):  Mutual  Inv., 
Hawaii,  $500,  $500;  Chinese  Mutual  Inv.,  Hawaii,  $500.  $500; 
Hilo  R.  R.,  6%.  $5,000.  $2,500;  Pioneer  Building  and  Loan  Asso- 
ciation, $100.  $109.  Totals,  book  value,  $3,009;  par.  $6,500; 
market,  $3,609. 

DIRECTORS:  J.  A.  McCandleas,  Norman  Watkins.  Zeno  K. 
Myers,  F.  D.  Ix)wrey,  Chu  Gem,  John  A.  Scott,  A.  S.  Wilcox,  R.  A. 
Wadsworth.  G.  F.  Bush,  A.  J.  Campbell,  S.  S.  Paxaon. 

FIELD  MEN  AND  TERRITORY  COVERED:   C.  D.  Lufkin, 

feneral  agent.  Island  of  Maui;  M.  de  F.  Spinola,  resident  agent, 
[ilo,  Hawaii;  Chinese  Mutual  Investment  Company  of  Hawaii, 
Ltd.,  agents  at  Honolulu;  C.  F.  Drake,  special  agent  for  Hawaii; 
A.  W.  Eames,  agent  at  Wahiana,  Oahu.  The  company  is  licensed 
in  Hawaii  only. 
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HUDSON  INSURANCE  COMPANY,  New  York,  N.  Y. 


Hub  company  is  beinc  ofganised  by  New  Yoric  City  mtereste. 
It  IB  propoaed  to  start  buainen  with  a  paid-up  cajntal  of  t200.000 
and  an  initial  suri^us  of  like  amount  and  aitielee  of  incorporation 


to  that  effect,  it  is  aBBumed,  will  ihortty  be  filed.  The  organiaation 
committee  ie  m  ehaiKS  of  Leon  Sanden  as  preadent,  and  Cluulea 
D.  Hiist  as  BBoretary. 


HUMBOLDT  FIRE  INSURANCE  COMPANY,  Pittsburg,  Pa. 

PMideDt.  A.  H.  Trifflbb;  Sectetaiy,  Edwitd  Hear;  AaiiUat  Stcntwy,  F.  W.  Sehrata.  Orgtnited,  1871. 


Ybar 

AflsetB 

Unearned 
Premiuma 

Net 
SurphiB 

Net 

PremiumB 

'     Total 
Income 

LoflBBB 

Pkid 

Dividends 

KxpenBfB 

Total  Ex- 
penditures 

Loons 
Incurred 

1915 
1914 
1913 
1912 
1911 

11.473,703 
1,399.673 
1,455.369 
1.410,073 
1.356.627 

1868,399 
849,178 
842.060 
772,311 
712.713 

1227,485 
168,915 
248,114 
264.084 
262,781 

1781,191 
763.914 
793.215 
730,928 
734.777 

$850,406 
840,811 
870.203 
800,851 
806.472 

1403,620 
514.715 
405.132 
876,742 
395.234 

124.000 
36.000 
48.000 
48,000 
44.000 

1355.039 
342,227 
362.067 
321.133 
322.666 

1782,659 
892,942 
815.199 
745.875 
761.900 

$38a485 
522.530 
391.112 
370,054 
389.823 

Assan,  Die.  31. 1915. 

Real  estate $106,061 

Mortgage  loans 845.831 

Bonds  and  stockB . . .  152.587 

Collateral  loans 31.310 

Cash 185,315 

Agents'  balances. . . .  133.188 

Interest  and  rents. . .  17, 151 

Other  assets 240 

Total  assets $1,473,703 


LuBiLrmB,  Die.  31, 1915. 

Loflses  unpaid $57,891 

Unearned  prems. . . .       868,399 
Other  liabiUties....         19,978 


Total  liabilities...     $946,268 

Capital  paid  up 300.000 

Net  surplus 227.435 


Total $1,473,703 


Underwriting  profit,  $13,070;  investment  profit,  $69,450. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$172,768,578;  premiums  thereon,  $1,700,147. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 


$7,819,919: 
$591,192. 


paid,   $3,344,994;  dividends  declared*  cash. 


REAL  ESTATE  OWNED:  The  principal  parcel  of  real  estate 
is  the  company's  home  office  building  at  1310  Beaver  ave..  Htt»- 
burg,  the  Book  value  of  which  is  $56,000,  and  an  office  building 
and  apartments  at  1627  Beaver  ave..  Pittsbura,  carried  at  cost, 
$26,415.  None  of  the  remaining  7  properties  Cmostly  dwellings) 
are  carried  at  more  than  $5,500. 

MORTGAGE  LOANS:  The  company  has  391  loans,  aggregating 
$845,831,  the  total  estimated  vahle  of  the  mortgafedpremiaes 
b«ng  $1,839,054.  The  insurance  carried  on  the  buudings  amounts 
to  $1,116,250.  The  loans  are  all  small,  relatively  few  exceeding 
$4,000.  and  the  largest  being  $15,500.  They  are  principally  upon 
real  estate  in  or  near  Pittsourg. 


COLLATERAL  LOANS  are  as  follows: 

SEcunmaB 

Manchester  Savinn  Bk.  ft  Tr 

Dollar  Savings  &  Tr 

Crucible  Steel,  p 

Crucible  Steel,  scrip 

Citisens'  Nat.  Bk.,  Bellevue 

Bellevue  Realty  Savings  &  Tr 

PureOU 

Greene  Cananea  Copper 

C(dumbia  Plate  Glass 

Ohio  Val.  Wat 

Totals 


Par 
Value. 
$10,800 
1,000 
1.000 
200 
100 
2,000 
1,000) 
10,000} 
15.500 1 
3.000 


Amount 

Loaned. 

$9,115 

2.575 

300 

16.500 

2,770 


$44,600        $31,310 


BONDS  AND  STOCKS  OWNED:  Ptor  Market 

BoNnA.  Vahie.  Vahie. 

Columbia  Plate  Glass.  6%,  1921 $16,000  $15,520 

Pittsburg  Crucible  Steel  5%,  1923 10,000  10,000 

Jones  ft  Laughlin  Steel,  5%,  1939 5.000  5.150 

Rep.  Iron  ftSteel..  5%,  1940 10.000  9.700 

Nat.  Tube..  6%,  1952 5.000  5.050 

United  Coal  6%,  1916 5.000  500 

Un.  Natural  Gas  Corp.,  6%,  1916-20. . . .  lOiOOO  10. 160 

Valley  Cs.  Wat..  6<:Jh  1918 1.000  850 

Pitts.  Coal,  5%.  1931 10,000  9,700 

Amer.  Rolling  MUl  6%.  1919 10.000  10. 150 

Monongahela  Lt.  A  Pow.,  5%.  1949 8.000  7,840 

Westinghouse  El.  ft  Mfg.,  5%,  1931 2,000  2,780 

Miss.  VaUey  Ry.  ft  Pow..  5%.  1945 2,000  1.500 

Stocks. 

General  Adj.  Bur 100  100 

Penna.  R.R 35,000  41.650 

Westinghouse  El.,  p 5,000  8.100 

AmerTri.  ftTg 10.000  12,900 

Miss.  VaUey  Ry.  ft  Pow..  p 3.125  037 

Miss.  Vall^  Ry.  ft  Pow.,  com 500 

Totals  (book  value,  $150.254) $147,725  $152,587 


MISCELLANEOUS:  Capital  increased  in  1879  from  $61,008 
to  $81,732;  in  1880,  from  $81,732  to  $100,000;  in  1904,  from 
$100,000  to  $200,000.  when  $50,000  of  surplus  was  also  paid  in. 
and  in  1910  to  $3i9O,00O  and  $77,445  premium  on  new  stock  added 
to  surplus. 

DIRECTORS:  Edward  Gwinner,  E.  Hoeveler.  Edward  Fried, 
Jas.  P.  McKinney,  Aug.  Langenheim,  A.  F.  Schwerd.  Michael 
Kre»,  Geo.  W.  Crawford,  W.  A.  Selling.  A.  H.  Trimble.  Wm.  H. 
Jacob.  Jacob  M.  Loeb,  Edward  Heer,  M.  W.  Stoner.  Dr.  J.  B. 
Keaggy,  Wm.  E.  Conroy. 

FIELD  MEN  AND  TERRITORY  COVERED:  Percy  B. 
Dutton,  Rochester.  N.  Y..  general  agent  for  N.  Y.  State  (outside 
of  Metropolitan  dis.);  George  Berry,  general  agent,  N.  Y.  sub- 
urban district;  H.  C.  Cowpland.  superintendent  of  agencies;  H. 
J.  A.  Finley,  special  agent  for  Western  Pa..  0.  and  Mien.;  Geiorge 
E.  Mobler,  for  Md..  D.  C.  Southern  N.  J.  and  Eastern  IV; 
G<M>.  8.  Rosencrantz,  general  SKent  for  Mass.  and  Conn.;  Fish  ft 
Schulkamn.  Keneral  agents  for  Wis.;  M.  V.  McG'dliard,  spcctal 
agent  for  Ind.  The  company  operates  in  Colo..  Conn.,  D.  C^  lU., 
Ind.,  Md.,  Maw..  Mich..  N.  J..  N.  Y..  O.  Pa..  Cal..  Tex.  and 
Wis. 


IMPERIAL  ASSURANCE  COMPANY,  New  York,  N.  Y. 

President,  P.  Beresford;  Secretary.  Howard  Terhune.   Organised,  1899. 


Unearned 

Net 

Net 

Total 

Ykah 

Assets 

Premiums 

Surplus 

Premiums 

Income 

1915 

$859,076 

$382,599 

$233,830 

$474,148 

$503,638 

1914 

814,781 

306.088 

274.793 

331.722 

360.427 

1913 

758.163 

269.405 

262.018 

284.514 

311.909 

1912 

753,737 

280,965 

245.369 

294.285 

320.392 

1911 

726.417 

252.242 

222.265 

319.946 

345.142 

Losses 

Total  Ex- 

y  Qtinj^u 

Paid 

Dividends 

Expenses      penditures 

Incurred 

$229,753 

$20,000 

$105,599       $445,352 

$232,202 

167.191 

20.000 

133.255 

320.446 

109.404 

152.085 

20,000 

111.997         284.082 

139.45« 

151.336 

20.000 

112.488         283.824 

147.548 

186.726 

20.000 

118.560         325.286 

180.602 
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IMPERIAL  ASSURANCE  COMPANY,  New  York,  N.  Y ^—ConHnued. 


Amna,  Dk.  31, 1015. 

Boock 1602,259 

Caib 83.577 

A^ets'  bahaoes. . . .  80.947 

lBt«reit 8,887 

OtJberaaeto 203 


LiABiuTiK,  Dk.  31, 1916. 

LoinB  unpaid $29,147 

Unearned  prama. . . .       382,599 
Other  Kabifitiea 13.500 


Total 

SpL  dep.  ovet  liab.. 


Total 


$865,873 
6.797 


Total  liabiUtiee...  $425,246 
Capital  p«^  up ... .  200.000 
Netsurphu 233,830 


$859,076       Total $859,076 


Undenrritinf  loM.  $37,396;  imrestment  profit,  $22,231. 

RISKS  AKD  PREMIUMS:  Fire  risks  m  force,  December  31. 
$84,422:823:  prcsmumfl  thenson,  $701,108. 

BUSINESS  SINCE  ORGANIZATION:  Pftniiuma  received' 
$4,796,551;  kiaea  paid.  $2,965,696;  diTidends  declared,  caaht 
$lSOi)00. 

BONDS  OWNED: 

BoatoD.  1923.4% 

BrooUyn,  «.  cu  1021-37.  3^% 

X.  Y.  Cy^  ep.  g.  tax  ex.,  1954,  3H%.-  -  • 

N.  Y.  Cy.,  1967-61. 4H% 

Rirbmood,  Ta^  1949,  4H% 

Atch^  T.  &  S.  Fe  R.  lU  go.  m..  1995.  4% 
B.  &  O.  R.  R..  pri.  h.  m..  1925.  ZH%. . . 
Cbi..  Mfl.  A  St.  P.  R.  R.,  en.  m.,  1989. 4% 
(leviiaMl  S.  L.  R.  lU  g.,  1961.  4M%-  •  • 

Ddbu  kU^lT.  m^  1943, 4% 

Gt,  Ko^  No.  Pte..  C,  B.  k  Q.,  ooU  1921, 


Fte 

Market 

Value. 

Vahie. 

$25,000 

$24,750 

75.325 

71.625 

15.000 

13.200 

245.000 

248.700 

10,000 

10.100 

30.000 

28,200 

40,000 

37,200 

20,000 

18,400 

7,000 

7.070 

50,000 

48.500 

4*'c 


25.000 


24,500 


BoNoe  OirmD.—Coni.                        Pw  Market 

Value.  Vahie. 

Manhattan  Ry.,  1990.  4% 35.000  32,200 

MiU  8.  k  Nwn.  R.  R.,  1  m.,  1947. 4%. .  35.000  31.860 
Minn.,  St.  P.  &  8.  Ste.  M.  R.  R.,  1  ee., 

1938,4% 8,000  7.440 

N.  Y.  C.  k  H.  R.  R.  R.,  L.  Sbore.  ooL, 

1998. 3H% 50.000  39.000 

Un.  Pac.  R.  R..  1  m.  R.  R.  A  Ld.  Grant, 

1947.4% 20.000  19,400 

N.  Y.  TL.  1939,  4H% 30.000  29.700 


Totab  (book  vabe,  $691.836) $720,325      $691,835 


MISCELLANBX>US:  This  oompaiur  began  buanen  with  a 
nirplus  of  $100,000.  It  is  controlled  by  interest  identified  with 
the  Phoenix  Assurance  of  London.  Chi  February  23.  1904,  the 
stockholders  voluntarily  paid  in  $50,000  and  in  1906,  $350,000 
additional  surplus  was  paid  in  by  stockholders.  Conflagration 
losses:  Baltimore,  1904.  $80,015;  San  Frandsco,  1906,  $468,147. 
Deposit  in  Va.,  $10,100. 

DIRECTORS:  George  Francis  Crane,  GeorKS  A.  Strong. 
Harry  H.  TreadweU,  P.  Beresford,  Louis  P.  Bayard,  A.  D.  Irv- 
ing, Jr.,  A.  P.  Whitehead,  W.  Irving,  L.  P.  Bayard,  Jr.,  Penning^ 
ton  Whitehead,  H.  Tvhune,  H.  DarBngton,  J.  Hatton. 

FIELD  MEN  AND  TERRITORY  COVERED:  R.  E.  Lidster, 
Chicago,  111.,  oeneral  agent,  Western  department;  W.  Irving, 
tnneral  agent,  Pacific  department.  The  company  operates  in  CaU 
Colo.,  Conn.,  Fk.,  Ida.,  ill.,  Ind^  la.,  Kan.,  iCy..  Me..  Md..  Mass., 
Mich.,  Minn.,  Mo.,  Mont.,  Neb..  N.  H.,  NTj.,  N.  Y.,  N.  C.  N. 
D.,  0.,  Ore.,  Pa.,  R.  I.,  S.  D.,  Tex.,  Va..  Wash.,  W.  Va.,  and  Wis. 


INDEPENDENCE  FIRE  INSURANCE  COMPANY,   Philadelphia,   Pa. 

TnadenU  Henry  L  Brown;  Vice-President,  Everett  U.  Crosby;  Secretary,  Theodore  E.  Brown.   Organised,  1910. 


YaAK     Am^ 

Uneanied 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Elxpemes 

Total  Ex- 
penditures 

Losses 
Incurred 

19U        $366,833 
1914          349.099 

$42,783 
51,516 
56,472 
28.840 
10.659 

$109,642 
85,384 
65,707 
74,314 
66.392 

$68,305 
78,026 

100,794 
53.303 
20.815 

$83,158 
91,150 

113,482 
63.139 
29,881 

$27,328 

58.116 

47,240 

8,943 

2.241 

$13,333 

$25,117 

25.430 

33.225 

17.577 

7.266 

$65,778 

83.546 

80.465 

26.520 

9,507 

$22,879 
54,495 

1913         337,389 

54.915 

nii         309.758 

14,046 

V*n  1       277J257 

2,347 

Dbc.  31, 1915. 


LiimuTUES,  Dae.  31, 1915. 


Mortjean  kmas 

$27,500 

Serais  and  stocks. .. 

303.430 

CaA 

18.592 

Aaua  hafancff^ 

11,690 

T-teiwt 

4,521 

Oberaasets    

100 

Tou]  assets 

$366,833 

Losses  unpaid 

Unearned  prems . . 
Other  liabilities. . 

Total  liabiUties. 
CajHtal  paid  up . . 
Net  surplus 


$6,828 

42,783 

6.580 


$56,191 
200.000 
109,642 


Total $365,833 


UaJa  wilijig  profit,  $23,383;  investment  profit,  $14,207. 

RISKS  .AND  PREMIUMS:  F^  risks  in  force,  December  31, 
$IOL011,10i;  preoDums  thereon,  $81,797. 

BCSNESS  SINCE  ORGANIZATION:  Premiums  received, 
S324,5«5;  kmm  psad,  $141,766;  dividends  declared,  cash.  $13,333. 

MORTG.\GE  LOANS:  There  are  2  loans  aggregating  $27,500; 
r.'&e  lae  $7,500  on  residential  property  at  Wynnewood,  Pa.,  and 
*he  other  kr  SSDlOOO  on  lumber  property  in  Phifauielphia  valued 
az  $400001 

BONDS  AND  STOCKS  OWNED:                Par  Market 

Bonds.  Value.  Value. 

Al-ifloa.  r,  4^.  1984 $2,000  $1,960 

Buffalo,  wat^  4' >.  1960 25,000  25,000 

fUrnBbvcse.dk.4H%.l«aO 5.000  5,100 

N>w  Ycfk.  ey^  r.  t.  In^  4>i%,  1980 20,000  20.200 

PbJa.  ar.,  4^*  1040 25,000  25,750 

P^sa,  wat,  4H%.  1929 10,000  10,200 

rsncuae.  BOB.  imp..  4M%.  1924 10,000  10.100 

Troy,  m.  «kaj4H%.  1929-16 1 1.000  1 1.500 

Utfac*.  pisb- imp.,  4K%.  WW 6,000  6,000 

U  ti«.  se,  iWc  1931 5,000  5.260 

Afie^iny  Co^  nJs..  4%.  1939 20,000  19.650 

X«wYcst,caa.bL.4%.1960 20,000  20,600 

New  York,  hwy.  imp,.  4H%.  1 W3 6.000  o,660 

Wa^,  Co.,  P*^  Ct  Ha.,  4%.  1925 10.000  9.800 

Afle^beay  VaL  Ry..  gn.  m.,  4%.  1940 . . .  5.000  4.850 


Bonds  and  Stockb  Owmrn. — Cont.  Par 

Bonds. — Cont.  Value. 

A..  T.  k  S.  Fe.  gn.  m.,  4%,  1995 $5,000 

Can.  Northern,  eq.  tr.,  4H%,  1916 5,000 

Chi.,  Mil.  k  St.  P.,  cv.,  m%,  1932 5.000 

Chi.,  Mil.  k  St.  P.,  gn.  m.,  4%,  1 989 ... .  5.000 

Chi.,  R.  I.  k  Pac..  r,,  4%,  1934 5,000 

Detroit  Tm.  k  Tun.,  g..  4ii%,  1961 ... .  5.000 

Fla.  E.  Coast,  1  m..  4H%,  1959 5.000 

Ga.  Ry.  k  El.  Co.,  r.  k  imp.  m.,  s.  f^  5%, 

1949 5.000 

in.  Cent.,  eq.  tr.,  4^%.  1919 10,000 

Internat.  k  Gt.  N.,  5%,  1914 5.000 

L.  k  N.  R.  R.,  un.  m.,  47c.  1940 5.000 

Nor.  k  W.  R.  R..  1  k  Rn.,  4%,  1944 ....  5,000 

No.  Pac.  Ry.,  Id.  gr.,  47o,  1997 6.000 

Pac.  Pow.  k  Lt.,  1  r.,  5%.  1930 5.000 

Penna.  R.  R..  cs.  m.,  4\i%,  1960 5,000 

Penna.  R.  R..  gn.  m..  4h%,  1965 5,000 

P.,  C,  C.  k  St.  L.  Ry.,  cs.  m.,  4%,  1957  5,000 
Portland  Ry.,  Lt.  k  Pow.,  1  k  r.,  5%, 

1942 5,000 

Union  Pac.  R.  R.,  1  k  r..  i%,  2008 5,000 

Anglo-French  Ln.,  5%,  1920 14,000 

Stocks. 

Frankford  k  Sowk.  St.  Ry.,  Phila. 1.500 

Ray  Cs.  Copper 

Totals  (book  value,  $309,733) $294,500 


Market 
Vahie. 
$1,700 
5,000 
5,150 
4.600 
3,300 
4,650 
4,600 

4,900 
10,100 
3,000 
4,750 
4.500 
4,650 
4,650 
5,250 
5.025 
4,700 

3,850 

4,500 

13,230 

10.410 
6,250 


$303,375 


MISCELLANEOUS:  This  company  was  organised  in  1910, 
and  commenced  business  with  a  paid-up  capital  of  $200,000  and 
an  initial  cash  surplus  of  $50,000. 

DIRECTORS:  Uberto  C.  Crosbv,  Edward  F.  Henson,  Russell 
S.  Hubbard,  Geo.  H.  May,  Marshal]  S.  Morgan,  Roland  L.  Taylor, 
William  H.  Woodin,  E.  D.  Toland,  Wm.  M.  McAdoo,  Henry  I. 
Brown,  Everett  U.  Crosby,  Theo.  E.  Brown. 

TERRITORY  COVERED:  The  company  operates  in  111., 
Ma«.,  N.  J.,  N.  Y.  and  Pa. 
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INDUSTRIAL  FIRE  INSURANCE  COMPANY,  Akron,  O. 

IVerifdent,  F.  R.  Qnnsby;  Vioe-Preadent,  J.  8.  Frelinghuflen;  Secretaiy.  G.  F.  Hutchings.   Organised,  1911. 


Ybab 

Aasets 

Unearned 
Premiams 

Net 
Surplus 

Net 

Total 
Income 

Loaaefl 
P^d 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1916 
1914 

$606,606 
123.065 
144.471 
139.708 
150,997 

$113,926 

105 

19,381 

4,600 

221 

$75,730 
18.167 
21.178 
34,046 
50.679 

$177,384 

9.370 

28.370 

15.776 

334 

t$260.743 

15.723 

35.926 

22.256 

4.016 

$25,979 

24.301 

8,724 

2,881 

$5,000 

$47,408 

13.083 

22,712 

28.810 

7.248 

$78,387 

37,384 

31.436 

31.691 

7,398 

$31,752 
23,725 

1913 

1912 

2.865 

1911 

150 



150 

t  Includes  $74,914  premium  on  new  stock. 


AsBVTB,  Die.  31, 1915. 

Real  estate $9,400 

Mortgage  loans 90,055 

Bonds  and  stocks . . .  160,220 

Cash 197,915 

Agents*  balances. .. .  45,419 

Interest 3.597 


LiiiBiUTns,  Dec.  31, 1915. 

Losses  ttimaid $7,166 

Uneamecf  prems ....       1 13.926 
Other  liabmtiaj....  9,783 


Total  liabilities. 
OajHtalpaid  up. . 
Net  surplus 


$130,876 

300,000 

76,780 


Totalassets $506,606       Total $506,606 


Underwriting  loss,  $4,876;  investment  profit,  $13,318. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$14,191,979;  premiums  thereon,  $178,794. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$230,186;  looses  paid,  $49,771;  dividends  declared,  cash,  $5,000. 

REAL  ESTATE  OWNED:  Consists  of  a  dwelling  in  Somei^ 
ville.  N.  J.,  and  lots  in  Raritan,  N.  J.,  carried  at  cost. 

MORTGAGE  LOANS:  There  are  20  loans,  aggragating  $90.- 
055,  protected  by  farm  and  mercantile  property  in  Alaon,  Canton 
and  Wadsworth,  0.,  valued  at  $335,000.  There  was  $1,110  of 
intorest  past  due  on  December  31,  last.  Company  holds  $120,600 
of  insurance  on  the  buHdings. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Akron,  0.,  sr.,  4H%,  1913 

Caldwell,  0.,  wat.  wks..  6%,  1917 

Canton,  O,  st.  imp.,  4)^%,  1916-17 

Cmeinnati,  0.,  wat.  wks.,  3H%.  1943. . . 

Cincinnati,  0.,  viaduct,  3J^%,  1936 

Cleveland,  0.,  (Nottingham)  4H%,  1916 

CleveUnd,  0.,  4%,  1940 

Cleveland,  0.,  (So.  Bklyn.)  5%,  1924.. . . 
Cleveland,  C,  (Carlott)  6%.  1917-29. . . . 
Cleveland,  0.,  (ColUnwood)  5%.  1917. . . 

Clovis,  N.  M.,  5%.  1939 

Elyria,  O,  wat.  wks.,  4%,  1919 

El  Reno,  OUa.,  ec.,  6%.  1923-24 

Lorain,  O,  sc.,  iy2%,  1927-28 


Par 

Market 

Value. 

Value. 

$46,250 

$48,223 

5,000 

5.350 

5.300 

6,845 

500 

485 

1.000 

975 

1,550 

1,630 

1.000 

1,180 

500 

545 

1.500 

1,640 

500 

508 

2.600 

2.800 

2.000 

2,014 

2.200 

2,160 

2,000 

2,160 

Bonds  and  Stocks  OwNBD.^7on<. 
Bonds.— €W. 

Loram,  0..  pav.,  4H%,  1918^ 

Medina,  0.,  pav.,  5%,  191&-17 

Toledo,  0..  r.,  3H%.  1M9 


Toledo*  0.,  nk..  4%,  1942 

Toledo,  0.,  fire  dept.,  reg.,  4%.  1926 

Marion  Co..  0..  L.  S.  R.  Ditch,  5%,  1916 

Lyme.  0..  rd.  imp.,  4H%t  1926 

Puis,  0..  rd.  imp..  5%.  1918-20 

Peru,  0..  sc..  4^%,  1926-27 

Cleveland  Hgts.,  6.,  4H%.  1916-17 

Euclid,  O,  wat.,  4H%,  1919-21 

Jackson,  0..  sr.,  4M%.  1927 

Clean  El.  Lt.  ft  Pow.,  5%,  1951 

Union  Waxed  Paper  ft  Parch.  Paper.. 
6%.  1920 

Stockb. 

B.  F.  Goodrich,  Akron,  0.,  p 

Ohio  State  Tl..  Columbus,  0 


Pw 

Market 

Value. 

Value. 

$14,000 

$15,420 

1,070 

1,110 

13,000 

12.740 

5,000 

5.250 

5,000 

5,125 

3,000 

3.000 

500 

530 

2,500 

2.551 

2,000 

2,060 

4,000 

4.016 

3,000 

3.083 

2,000 

2.130 

6.600 

4.500 

1.000 

7,500 
15,000 


1,000 

8,400 
15.412 


Totals  (book  value,  $159,075) $156,910     *$161.243 


*  Securities  as  per  oooipany's  valuations;  item  in  assets  as  per 
N.  Y.  Ins.  Dept.  valuations. 

MISCELLANEOUS:  Licensed  in  0.,  Del.,  111.  and  N.  Y. 
Capital  was  increased  in  1915  by  absorption  of  Wilmm^n  Fire 
of  Delaware,  to  $200,000.  In  1915  capital  was  further  increased 
to  $300,000  by  sale  of  new  stock  and  $74,914  was  realised  s.n 
premium  on  stock  sold. 

DIRECTORS:  Chas.  W.  Seiberling,  W.  A.  Ault,  Gottfreid 
Wild,  I.  S.  Myers,  F.  R.  Ormsby,  Joseph  Wmum,  J.  S.  Freling- 
huysen,  Geo.  F.  Hutchings,  G.  A.  Rohncr,  A.  L.  Campbell,  J.  A. 
Mets,  Jr.,  G.  W.  Van  Cleef,  A.  B.  Squiro,  J.  J.  Kline. 

REMARKS:  The  additional  surplus  paid  in  in  1915  v»  prem- 
ium on  new  stock  sold  helped  the  company  to  increase  its 
surplus  from  $18,167  to  $96,523  after  paying  $5,000  for  dividends 
and  increasing  it^  reinsurance  reserve  by  $94,052.  The  directont 
of  this  company  own  practically  half  of  its  capital  stock. 


INSURANCE  COMPANY  OF  NORTH  AMERICA,  Philadelphia,  Pa.§ 

President,  Benjamin  Rush;  Vice-Preeident.  John  0.  Piatt;  Second  Vice-President,  Sheldon  Catlin;  Secretary  and  Treasurer,  T.  Uouard 

Wright;  Assistant  Secretaries,  Galloway  C.  Morris  and  John  Kremer.      Organised.  1792. 


—                              

Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Lciese* 

Year 

Assets 

I'remiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurrwl 

1915 

$20,517,190 

$7,467,672 

$5,393,344 

*$1 1,5 13,463   $12,292,237 

•$5.8.56.117 

$480,000 

$4,034,756 

$10,370,873 

$6.308.8.38 

1914 

18,560,3621      7,849,073 

4,849.128 

9,698.224      10,426.165 

5,564,003 

480,000 

3.620,455 

9.664,458 

5.987.123 

1913 

17,801,876       7,765,161 

4.541,296 

9,412.992 

10.094,667 

5.349,038 

480,000 

3.620.319 

9.449.357 

5.400, 13!> 

1912     17.807,4561      7,588,315 

4,688.673 

9,314.283 

9.982,754 

5,041.968 

480,000 

3.510.212 

9,032,180 

5.189.16S 

1911  1  17,002.775'      7.401.538 

4.000.000 

9.;69.772 

9,917,736 

5.072.630 

480.000 

3,416.117 

8.968.6471      5.185.530 

Unearned  |x^emiums  inchide  amount  reclaimable  on  perpetual  policies.    *  Includes  $5,232,181  marine  premiums  and  $2,580,212 
marine  Iosbos. 


Assets.  Dec.  31, 1915. 

Real  estate $305,682 

Mortgage  loans 177.724 

Bonds  and  stocks...  16,655.887 


LlABILITTBS,  DrC.  31,  1915. 

LoBses  unpaid $2,271,660 

Unearned  prems ....  7.467.672 

Perp.  dep.  reel 709,514 

Cash 1.429.693    Conflagration  fund..  500.000 

Agents' balances....    1.632.011    Other  habilities 175,000 

Interest 194.019 


Other  assets. 


Total $20,674,171 

Spl.  dep.  over  liab ; .       156.981 


229.155    Total  liabilities $11,123,846 

Capital  paid  up 4.000.000 

Net  surplus 5.393.344 


Totalassets $20,517,190       Total $20,517,190 


i  Transacts  both  fire  and  marine  business. 


Underwriting  profit.  $739,606;  investment  profit,  $874,206. 

RISKS  AND  PREMIUMS:  Vm  risks  in  force,  (except  per- 
petuals).  December  31.  $1,204,400,648;  premiums  thereon.  S13,- 
9C0,124;  marine  and  inland  risks  in  force.  $139,793,438;  iM-emiums 
thereon,  $1,590,948;  perpetual  fire  risks,  $30,209,207;  drpomt 
premiums  thereon,  $783,128. 

BUSINESS  SINCE  ORGANIZATION:  Pt^niums  received, 
$273,365,697;  loanes  paid.  $176,208,840;  dividends  declared,  cash. 
$21,258,875;  stock,  $200,000. 

REAL  ESTATE  OWNED:  Consists  of  9  properties,  a<qEre- 
gating  in  book  value  $305,682.  The  largest  single  property  in  tbe 
company's  home  office  building,  situated  at  228-232  Walnut  st.. 
Philadelphia,  carried  at  $180,000.    The  next  largest  is  tbe  office 
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INSURANCE  COMPANY  OF  NORTH  AMERICA.  Philadelphia,  Pa.— Conhntied. 


b«ak&«  propertgr  at  207-213  S.  3d  St..  Phib.,  Tthied  at  tSaOOO. 
Tke  najority  of  the  remaining  propertiet  are  fariek  and  frame 
buDdiD9.  BKMrtbr  dvcOingik  worth  from  $2,282  to  110,000.  No 
inmmlifaneeB  on  anj  of  the  propertiet. 

MORTGAGE  LOANS:  There  are  36  loans.  awiBCfttinf  1177,- 
724.  mtmtiy  on  direlfinR  hmieea.  ranging  from  $S9»  to  118,800. 
with  bat  9  amoantbg  to  tl0.0G0  or  more.  The  Talttation  of  the 
■Mvtiiafed  properties  wns  S47d,857.  and  there  was  no  interest 
pavt  doe  on  December  31.  last 


BONDS  AND  STOCKS  OWNED: 

Ajiglo-FreDefa.  5-yr.  est.  In.,  5%,  1020. .. 
Canada,  war  fau  c,  5%,  lf2S 

Alberta,  d,  fr,  c  4H%.  1»* 

Atkata,  Ga..  ac  reg..  AH%,  1S36 

Baltimore.  Md^  lec  4%,  1051 

BnuMwiek  Co..  Va.,  rd..  c.  5%.  1035-8.. 
Co&z  Cc  N.  M.,  se.  die.,  c,  6%.  1017. 

Grant  Co.,  N.  M.,  r.,  c,  5%.  1032 

Jeraqr  City.  r.  asmt,  g.,  c  4%.  1035. 
MoatraL  Can.,  cs.  d..  e..  3^"^,  1030. . . 

Moatrad.  Ckn^  d..  c..  4%,  1025-44 

N.  Y,  N.  Y..  aq,  reg..  3^%.  1062 

N.  Y,  N.  Y,  cp.  stk,  g,  rea-.  4%,  103W7 
N.  Y.,  X.  Y.,  cp^  g,  c  4h7c.  1057. . . . 

N.  Y-  N.  Y.,  cp.,  f«  c  4%,  1950 

N.  Y..  N.  Y.,  cp.  stL.  g..  reg..  4K%,  1060 
N.  Y,  S.  Y,  rev.,  g.,  c,  6%,  lOlft-17. . 
StkUA,  Va.,  r..  issue  No.  118,  c.  4^^%, 

IMS 

X.  C.  adm.  Wg.,  c,  4%,  105 1 

NoT»  Scijoa.  Prw.,  d.,  c  3%.  1022 

Ot^»a.  Caiu  d-.  c  3i«^^c.  1028 

Phik^  IV,  hu,  reg.,  ATc^  1930 

Porthad.  Ore^  City  HaD.  g..  c,  5%,  1022 

Ratoa,  N.  M .,  8.,  ©^"i.  1 0 1 7 

PorhmotMt  Va.,  reac  4%,  1023-27 

:^^  M«ik1  Co.,  N.  M.,  r.,  g.,  c..  4%,  1030 
Tonmlow  Can.,  ca.  debt.,  c,  3H%.  1045 
Twwito.  Can.,  gn.  es.  In.  d.,  e..  4%,  1048 
T'jroBto  Harb.  Com.,  2nd  series  d..  k..  c 

m^ciosa 

Winsiprtg,  loc.  impi.,  d^  e.,  4^^  1038 

Wiaoq>eg.  se.,  d.  c  4%.  1041 

WiosloD-Saleni,  N.  C  gn.  mun..  c,  5%, 
1941,  

Ak..  GtVs.  r1  BU  CTt^  i  gi  c^  5%,*  i027*. 
A^  T.  A  S.  Fe  Ry^  CaL-Aris.  L..  1  A  r., 

«^  e.  4H'"o.  1062 

A^  T.  A  S.  Fe  Ry.,  gn.  g..  c.  4%.  1006.. 
A.,  T-  A  S.  Fe  Ry,  Trsns-Cont.  S.  L., 

I  g.  c  4'.^  195S 

AtJ.  A  DasT.  Rj,  1  g..  c  4%,  1048. . . . 

Atlaatie  Cy.  R-  R..  cs.  c,  4%.  1051 

B.  A  O^  eq.  tr..  {^  c  4M^,  1016-18. . . 
B.  A  O.  B.  IL.  ev.,  g..  c  4^%,  1033 .. . 

B.  A  O.  R.  R..  1  g..  e.,  4%.  1948 

B.  A  O.  R.  R,  P.,  L.  E.  *  W.  Va.,  r.,  g., 

c  4%,  1941 

B.  A  O.  R.  R.,  pr.  In.,  g.,  e.,  3M%.  1025. 

ft  O.  R.  R^  r.  A  gn.,  g.,  c  5%,  1005. 

A  O.  R.  R^  g.  B..  C  4H%.  1017 

AO.R.R,f-n,c4>^%.1018 

A  O.  R.  R^  SwB.  Div..  1  g..  e.,  3^%, 

102i 

Bk  Sao4y  Ry..  I  g.,  e.,  gr.  Chen.  A 

O.Ry.,4%.lM4 

B.  A  A.  R.  R,  imik.,  C  6%.  1038 

Cuwfiaa  N.  Ry..  1  e,  4%.  1030 

CsaadiaD  N.  By.,  eq.,  1  g.,  e.,  4H%.  1016 
N.  Ry..  eq.  tr,  g.,  c,  5%.  1018- 


B 
B 
B 
B 


19. 


Csa-  N.  Ry,  eq.  tr,  g,  c.  5%.  1920-23. 
Cent.  P^  Ry,  Th.  S.  L,  1  g.  e,  4%,  1054 
Choa.  A  O.  Ry,  1  cs,  reg,  5%.  1030 . . . 

Cbcaa.AO.Ry,s,e,5%.1019 

Chfm.  A  O.  Ry,  gn.  g.,  e,  4H%.  1002.. 

CliL  A  firie  R.  R,  1  g.  c,  5%,  1082 

Chi.  A  Nwn.  Ry,  n.  g,  e,  3^%.  1087. 
ChL  A  W.  lad.  R.  R,  coL  U.  n,  g.  e,  5%. 

1017 

r^B.AQ.R.R,gB.  c,  4%.  1068 

ChLGt.W.R.R,  lg.e,4%,1050.... 
Chi,  lad.  A  S.  R.  R.,  g,  e,  4%,  1066.. 
Chu  M.  A  P.  8.  Ry,  1  g,  e,  4%.  1040.. 
Cbu  MO.  A  St.  P.  By,  er.  g,  c,  4H%. 

1933 

Cb,  R.  I.  A  Fte.  Ry,  gn.g,  e,  4%.  1068 


Pkr 
Valoe. 
$300,000 

10,000 

55,000 

10,000 

25.000 

20.000 

100 

8.000 

100.000 

45.000 

138,000 

100.000 

176.000 

40.000 

100.000 

500.000 

25.000 

30.000 

25.000 

10.000 

30,000 

100,000 

50.000 

200 

53.000 

12.000 

4,866 

2aooo 

100,000 
30.000 
12.000 

25.000 
60.000 

100.000 
12,000 

38.000 
35.000 
75.000 
24.000 
100.000 
30.000 

saooo 

20Q.00O 

100.000 

50.000 

50.000 


25.000 
50.000 
65.213 
25.000 

20.000 
30.000 

100.000 
50.000 

150.000 
75.000 
50.000 

100.000 

100.000 
25.000 

100,000 
25.000 

loaooo 

50^000 
100,000 


Market 

Value. 

$282,000 

0.800 

40.500 

10.000 

23.625 

20.000 

100 

8.000 

96.000 

34.650 

124.200 

85.000 

168.060 

42.000 

06.000 

505.000 

25.000 

30.000 
25.000 

9.000 
25.500 
101.000 
51.000 
200 
51.410 
11.400 

3.504 
15.600 

85.000 

24.300 

0.720 

25.000 
50.000 

99.000 
11.400 

34.200 
29.750 
70.500 
24,000 
97.000 
27,600 

43.500 

186,000 

100.000 

50.000 

50.000 


20aOOO        184.000 


21.250 
50,000 
52.822 
24.750 

10.700 
29.100 

166.300 
52,500 

148,500 
60.000 
52,500 
84,000 

100.000 
23.750 
75.000 
21.750 
02,000 

51.000 
86.000 


Bonds  and  Stocu  Owhid. — Conl. 

BoifD6.~-Coiii. 

Chi,  St.  L.  A  N.  0.  R.  R,  eq.  tr.  etb,  g, 

e,  5%.  1020-24 

Chi..  St.  L.  &  N.  0.  R.  R,  cs.  g,  c.,  3H%. 

1051 

Choc.  A  Mem.  R.  R..  1  g,  c,  5%.  1949. 
Choe,  Okla.  A  Olf.  R.  R,  os.  g,  e,  5%. 

1962 

Choc..  OUa.  A  Glf.  R.  R.,  gn.  c.  5%.  1919 
C,  H.  A  D.  Ry..  gn.  g..  c,  5%,  1942. . 
Citiiens'  St.  R.  R..  1  es.  g,  c,  5%,  1933 
C,  C,  C.  A  St  L.  Ry.,  gn.  g,  c,  4%,  1908 
C,  L.  A  W.  Ry..  es.  1  g,  e,  5%.  1033 
C,  L.  A  W.  Ry,  gn.  g.,  c,  5%.  1936. . 

C.  8.  L.  Ry.,  1  g,  0,  4H%,  1961 

Cs.  Tc.  Co,  N.  J,  1  g.,  c,  5%,  1933. . 

D.  A  H,  1  A  r.  g,  c.  4%,  1943 

D.  A  H,  cT.  J,  e.,  5%,  1935 

Del.  Riv.  R.  R.  A  Bg,  1  g,  c.  4%.  1036 

D,  M.  A  N.  Ry..  gn.  g,  e,  5%.  1941 . . 

E.  Teon,  Va.  A  Ga.  Ry.,  es,  1  g,  c,  5%, 
1956 

Erie  R.  R..  gn.  bi,  g,  c,  4%.  1996 

Erie  R.  R..  pri.  In,  g.,  c.  4%.  1996. . . . . 
Erie  R.  R,  eq.  tr,  g,  e,  4H%,  1916-17. 

Erie  R.  R,  eq.  tr.,  g.,  c..  5%,  1922 

Erie  R.  R,  1  g..  c,  6%,  1955 

Fla.  E.  C.  Ry..  1  g.,  c.  4H%,  1959 

Oa.  Ry.  &  Q,  r.  mip.,  g,  c,  5%,  1049. 


Ga.  Ry.  A  Pow,  i  A  r.  g,  c. 


5%.  1054 


.  Ky.  i 
Ind..  Col.  A  E.  Tc,  gn.  A  r.  g,  c,  5%, 


1926. 


Ind..  lU.  A  la.  R.  R..  1  g.  c,  4%.  1950 
Indiaoapolis  Tc.  A  Tm,  1  g,  c,  5%.  1933 
Intcrboro.  R  T,  1  ft  r.,  g,  c,  5%,  1066 
J,  F.  A  C.  R.  R..  1  g..  c,  4%,  1059. . 
Jcrfferaon  R.  R,  1  ext,  g..  c.  5%.  1919 
J.  C,  H.  &  Pat.  St.  Ry..  1  g..  c,  4%.  1949 
L.  S.  k  M.  S.  Ry,  d,  g..  c,  4%.  1928. . 
Lehigh  Val.  R.  K,  annuity,  reg.,  4H% 
Lehigh  Val.  R.  R.,  col.  tr,  g,  c,  4%, 

1919-20 

J>ehigh  Val.  R.  R.,  cs.  rpg..  4H%,  1923 
Lehigh  Val.  R.  R,  gn.  cs..  g..  c.  4%.  2003 
Lehigh  Val.  Ry,  1  g..  e,  4H%.  1040. . 
Lehigh  Val.  Tm.  Ry,  1  g.  reg..  6';^  1941 
Lehigh  Val.  Transit,  1  g,  c,  4%,  1035 
Lezincton  &  E.  Ry,  1  g,  c,  5%,  1965 
Long  is.  R.  R..  Ferry.  1  g..  c,  4H%.  1922 
Long  Is.  R.  R,  r..  g,  c.  4%,  1949. .. . 
L.  A  N.  R  R..  E,  H.  &  N.  Div..  1  g,  c, 

6%,  1919 

L.  A  N.  R.  R.  un.,  g.,  c,  4%,  1940 

MoK.  ft  B.  V.  R.  R,  1  g.  c,  6%,  1918 
Market  St.  Elv.  P.  Ry,  1  g,  c,  4%.  1955 

Mass.  EL.  coL  n,  g,  c.  5%,  1918 

Met.  St.  Ry.,  Kan.  Cy,  cs.  g.,  c,  5%. 

1913 

Met.  W.  8.  Elv.  Ry,  Nwn.  Elv.  R.  R.. 

So.  S.  Elv.  R  R..  eq.  tr,  g..  c.  5%. 

1924-26 

Midknd  Val.  R.  R.,  adj.  m.,  g,  c,  5%, 

1953 

Midland  VaL  R.  R,  adj.  m.,  g,  c,  5%, 

1953 

N.  Y.  A  E.  R.  R,  ext.  g,  c,  4V^%,  1923 
N.  Y.  C.  ft  H.  R.  R.  R..  B.  A  A.  R.  R, 


M.  tr.^g.j^  c,  4>i%.  1916-18. 


1044. 


A  W.  Ry,  div.  1  bi.  A  gn.  g,  c,  4%. 


Norf.  A  W.  Ry..  1  cs,  g,  c.  4%.  1996. . 
No.  Psc.  Ry,  pri.  In..  Ry.  A  Ld.  Gt.,  g, 

c,  4%,  1997 

No.  Psc.  Ry,  Gt.  N.  Ry..  jt,  g,  c,  4%. 

1921 

Ohio  To.,  g,  c,  6%,  1919 

Ore.  S.  L.  R.  R,  r.  g,  c,  4%,  1929. . . . 
Pa.  A  N.  Y.  Can.  A  R.  R,  00.,  reg,  4%, 

1939 

Pa.  A  Nwn.  R.  R.  gn,  c,  5%.  1930. . 
Penna,  gn.  fgt.  eq.  tr.  g.  etfs,  reg.,  4%, 

1916-18 

Penna,  gn.  fgt.  eq.  tr.  g.  ctfs.,  reg.,  4%, 

1916-18 

P.  R.  R,  cs,  g,  c,  4%,  1948 

P.  R  R,  cs,  g,  0..  4H%,  I960 

P.  R.  R,  gn,  g,  c .  4H%,  1965 

Phila.  ft  £.  R.  R,  (n.  g,  reg..  5%.  1920 
P,  B.  ft  W.  R.  R,  g,  e,  4%.  1919. . . . 
P,  B.  ft  W.  R.  R,  g,  c,  4%,  1923. . . . 


Par 
VshM. 


50,000 
50,000 

50.000 
75.000 
50.000 
50.000 
50,000 
50.000 
25.000 
50.000 

100.000 
50.000 

100.000 
50.000 
44.000 

60,000 

100,000 

04.000 

25.000 

50.000 

100.000 

100.000 

50,000 

50.000 

100.000 
50.000 
100.000 
100,000 
100.000 
50,000 

5aooo 

150,000 
52.000 

30.000 
50,000 

200.000 
50.000 
40.000 
50.000 
50.000 
50.000 

100.000 

18,000 
50.000 
20.000 
100.000 
50.000 


50.000 

67.500 

32.000 
30.000 

100,000 

100,000 
150.000 


50.000 

25.000 

150.000 

50.000 
35.000 


3aooo 

50.000 
250,000 
200,000 
150,000 

35,000 
5,000 


Market 
Value. 


$100,000    $ioaooo 


37.500 
47.500 

46.500 
75.000 
35,000 
40.000 
41.000 
50.000 
25,000 
50,000 

100,000 
48,000 

106,000 
47,500 
45.320 

63.000 
75.000 
81,780 
25.000 
50.000 
105.000 
00.000 
48,000 
45,000 

85,000 
44,500 
06.000 
08.500 
90.500 
60.000 
37.500 
142.500 
54,600 

20.100 
50,000 
182,000 
50.000 
43,200 
45.000 
50.000 
48.000 
88.000 

10.260 
47,500 
20,000 
04,000 
40.000 


50,000    47,000 


40.250 

16,875 

4.160 
29.400 

00.125 

90.000 
139.500 


100.000    04,000 


40,000 

24,750 

130.500 

47,500 
36,750 


150,000    149,500 


20,350 

50.000 

262,500 

200,000 

154.500 

34.650 

4.950 
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Bonds  and  Stocks  Ownid. — Cont. 

Bonds. — Cont, 

Phila.  Co..  1  col.  tr.,  g..  e.,  6%,  1049. . 

Phih.  Rap.  Truu.,  ool.  tr.,  c,  5%.  1957 

Phi]a.  Rap.  Trans.,  eq.  tr.  etfs.,  g.,  c,  5%, 

1916-20 

Phila.  Rap.  Trans.,  eq.  tr.  etfs.,  8er.  B., 

B.,o.,6%,191(H8. 

Phila.  Rap.  Trans.,  8.  f.,  «.,  5%,  1962. . 
Pitts.  &  Shaw.  R.  R.,  1  In.  eoL  tr.,  3  g., 

c.,6<^  1917 

P..  C.  C.  ft  St.  L.  Ry.,  C8.,  g.,  c.,  AH%, 

1940 

P.,  C,  C.  ft  St.  L.  Ry.,  cs.,  g.,  c.,  4H%, 

1942 

P.,  C  C.  ft  St.  L.  Ry.,  OB.,  g.,  e..  4%, 
J945 

P.,  C,  C.  4  St.  L.'Ry.i  cs!,  g.,  c.i  iyiVo* 

1963 

Pitts..  McK.  ft  Y.  R.  R.,  2  c..  6%,  1934 
Portland  Ry..  1  r.,  g.,  c,  5%,  1930. . . . 
Pub.  Senr.  Corp.,  N.  J.,  eol  g.  n.,  c,  6%, 

1916 

Pab.  Sery.  Corp.,  N.  J.,  gn.  in.  s.  f.,  g., 

c.,  5%,  1969 

Reading  ft  Phila.  ft  Reading  Coal  ft  Iron 

gn.,  g.,  c  4%,  1997 

RicL-Wash.,  gr.  eol.  tr.,  g.,  o..  4%,  1943 
Rio  0.  W.  Ry.,  1  cs.,  g.,  c.,  4%,  1949. . 
St.  L..  P.  ft  Nwn.  Ry..  1  g.,  c,  6%,  1948 
St  P.  ft  D.  R.  R.,  1  cs.,  g..  c.,  4%,  1968 
St.  P.  ft  K.  Cy.   S.  L.  R.  lU  1  g..  e., 

4H%,1941..... 

San  A.  ft  A.  Psss.  Ry.,  1  est.,  g.,  c,  4%, 

So.  Pac.,  oq.'tr,  etfs.,  g.Ve.i  4H%!  1920^23 
Southern  Ry.,  dev.  ft  gn.  m.,  g.,  o^  4%, 

1966 

Southern  Ry.,  eq.  tr.  g.  c,  4^%,  1918-19 
Southern  Ry.,  1  cs.,  g..  c,  5%,  1994. . 
Steubenville  To.  ft  Lt.,  1  g.,  c,  5%,  1926 
1^.  R.  R.  Assn.,  St.  L.,  1  cs.,  g.,  c,  5%, 

1944 

Tm.  R.  R.  Assn.,  St.  L.,  gn.  r.  s.  f.,  g.,  e., 

4%,  1963 

T.  H.,  Ind.  ft  E.  Te.,  1  ft  r.,  g.,  c,  6%, 

1945 

Tex.  ft  Pac.  Ry.,  1  g.,  c,  5%,  2000. . . . 
Tioga  R.  R.,  1  ext.,  g.,  c,  5%,  1919-28 
Toledo,  St.  L.  ft  W.  R.  R.,  pri.  In.,  g.,  o., 

3H%.I925 

Toronto  Ry.,  g.,  c,  6%,  1916 

Virginian  Ry.,  1  g.,  c,  6%,  1962 

West  Shore  R.  R..  1  reg.,  4%,  2361. . . . 
W.  N.  Y.  ft  Pa.  Ry.,  gn.  g.,  c,  4%.  1943 
Wilk.  ft  E.  Pitts.  St.  Ry.,  1  g.,c.,  5%,  1929 
Wilm.  ft  No.  Ry.,  gn.  g..  reg.,  5%.  1932 
Wibn.  ft  Weld.  R.  R ,  gn.  1  g.,  o.,  4% 

1936 

Zanesville  Ry.,  Lt.  ft  Pow.,  1  cs.  ext.,  g., 

c,  5%,  1924 

Amer.  Can,  d.,  g.,  c,  5%,  1923 

Amer.  Loco.,  g.,  c,  5%,  1917 

Amer.  Tl.  ft  Tg.,  ool.  tr.,  c,  4%.  1929. . . 
Amer.  Tl.  ft  Tg.,  ov.  g.,  c,  4^%,  1933 . . 
Armour  ft  Co.,  r.  e.  1  m.,  g.,  c,  43^%, 

1939 

Atlantic  Mutual  Ins.,  scrip,  6% 

Baldwin  Loco.  Wks.,  1  g..  c,  5%,  1940  . 

Cent.  Dis.  Tl.,  1  g.,  c,  6%,  1943 

Cs.  Gas.  El.  Lt.  ft  Pow.,  Balto.,  g..  c. 

4.'-^%,  1935 

Equitable  lU.  Gas  Lt..  Pa.,  1  c,  5%,  1928 
Ene  ft  W.  Trans.,  gr.,  g.,  c,  4%,  1925. . 
Gt.  N.  Pow..  Minn.,  col.  tr.,  g.,  c,  8%, 

1918 

Harrisburg  Gas,  1  g.,  c,  59^  1928. . . . 
Lehigh  Coal  ft  Nav.,  cs.  g.  c,  4.4%,  1954 
Lehigh  Coal  ft  Nav..  gn.  reg..  4h%.  1924 
Mfs.  Wr.,  Pa.,  I  s.  f.  g.  c,  5%.  1939  . . . 
Met.  EL.  Pa.,  1  s.  f.  g.  c,  5%.  1939. . . . 
Minn.  Gas  Lt..  1  gn.  g.c.  5"L.  1928-30 
Mortgage  Bd..  N.  Y..  g.  c.  4%,  1966. . 

N.  Y.  Dk..  1  g.  c.  47o,  1951 

N.  Y.  Tel,  1  ft  gn.  g.  c.  4^'-^).  1939. . . . 

Omaha  Gas,  1  cs.  g.  c.  5%,  1917 

Psc.  Gw  ft  El.,  gn.  ft  r.  g.  c.  5^^  1942 
Penn-Mary  Coal  1  s.  f.  g.  c.  5^'o,  1939 
Phila.  El.,  stk.  tr.  ctf.  g.  -reg.,  4%,  1950 
Pitts.  Trm.  Wareh.  ft  Trans.,  1  g.  c,  5%, 

1936 


PSr 

Market 

Value. 

Value. 

$50,000 

150.000 

100.000 

95.000 

25,000 

24.850 

100.000 

99,500 

100.000 

93,000 

100,000 

99,000 

50,000 

50,500 

25.000 

25,250 

59.000 

55.460 

100.000 

100,000 

50.000 

64,000 

50.000 

48,000 

loaooo 

100,000 

100,000 

90,000 

200.000 

190,000 

100.000 

92,500 

50.000 

32,500 

150,000 

157.500 

65.000 

58.500 

50,000 

35,000 

21,000 

14.700 

100,000 

96,625 

150.000 

108,000 

150.000 

147,000 

100.000 

100.000 

25.000 

21.250 

50,000    52,000 
150.000    130.500 


100.000 

93,000 

50.000 

49,500 

5.000 

5,000 

100.000 

85,000 

100.000 

100,000 

100,000 

98,000 

25.000 

23.000 

100.000 

82,000 

50.000 

47,500 

25.000 

25,000 

50.000 

46,000 

50,000 

48,000 

50,000 

49.000 

50,000 

50.000 

150.000 

136,500 

50.000 

53,500 

50.000 

46.500 

6.380 

6,380 

100.000 

104.000 

50.000 

50,500 

50,000 

45,000 

104.000 

109.200 

100.000 

96,000 

50.000 

50,000 

25.000 

25,000 

100,000 

101,000 

50.000 

50,500 

47,000 

47,000 

50,000 

49,000 

50.000 

13,720 

25.000 

20.000 

16.500 

12,210 

100.000 

99.000 

25.000 

23.750 

50.000 

45.500 

42.000 

42,000 

50.000 

41.500 

50.000 


48,500 


Bonds  and  Stocu  Ownid. — Cont. 
Bonds.— C<m<. 

Potomac  El.  Pwr.,  g.  c,  5%,  1029 

Taooma  Gas  ft  El.  Lt,  1  ex.  g.  c.  5%, 

1926 

Temple  Coal  1  ool.  tr.  s.  f.  g.  c,  5%,  1924 
U.  a  Steel  Corp.,  s.  f.  g.  c,  5%.  1963. . 
Wanamaker,  J.,  1  g.  reg..  5%,  1923. . . . 
Western  El.;  1  g.  c.  5%,  1922 

Stocu. 

Atch,,  T.  ft  S.  Fe  Ry 

B.ftO.R.R 

Che8.ftO.Ry 

Dels,  ft  Bound  Brook  R.  R 

Lehigh  Val.  R.  R 

Norfolk  ft  W.Ry 

No.  Penna.  R.  R 

No.  Cent.  Ry 

No.  Pac.  Ry 

Penna.  R.  R 

PhiU.Tc 

Reading 

So.  Pac 

Girard  Nat.  Bk 

Phila.  Nat.  Bk 

Amer.  Tel.  ft  Tg 

Gn.  Adj.  Bur.,  N.  Y 

Pac.  Ct.  Adj.  Bur 

Pac.  Ct  Sal.  AsBo 

Phila.  Bourse 

Phila.  Bourse,  p 

So.  Adj.  Bur.,  Atlanta 

Underwriters*  Sal.,  Chi 

Underwriters'  Sal.,  N.  Y 

United  Gas  Imp 

Western  Adj.  ft  Insp.,  Chi 


Par 

Market 

Value. 

Vahie. 

$25,000 

126.250 

50.000 

49,000 

50,000 

5aooo 

196,000 

203.840 

50,000 

50.000 

25.000 

2.1.250 

300.000 

321,000 

100.000 

94,000 

160.000 

03,000 

10.000 

17,500 

saooo 

82.000 

132.500 

16a325 

25.000 

46.750 

125.000 

215,000 

50,000 

58.500 

165,000 

194.700 

125.000 

197.500 

200.000 

333.000 

100.000 

102.000 

100.000 

138.000 

10.000 

34.000 

10.000 

45.000 

250.000 

317,500 

150 

150 

16.500 

4.125 

500 

50O 

2,500 

1,250 

2,000 

280 

750 

720 

300 

300 

1.000 

1.000 

1.000 

1.000 

125,000 

220.000 

100 

200 

*Securities  as  per  Company's  valuations;   the  item  in  Ai 


Totals  (book  value.  116.981.484) $16,705,060  *|16,530.676 

IS  per  C 
is  based  on  Ins.  Dept.  valuations. 

MISCELLANEOUS:  This  company  together  with  the  Fire 
Assn.,  guarantees  the  policies  of  the  Phils.  Underwriters.  lo 
1850  capital  increased  from  $300,000  to  $500,000  by  stock  dividend 
of  $200,000;  in  1874  to  $l,O0aO0O:  in  1876  to  $2,000,000;  in 
1882  to  $3,000.000,toffether  with  special  surplus  paid  in  $1,000,000. 
Capital  was  increased  in  1910  from  $3,000,000  to  $4,00(0,000,  and 
*50n,000  additional  surplus  paid  in.  Conflagration  losses: 
Chicago,  1871,  about  $650,000;  Boston.  1872,  about  $990,000; 
Baltunore,  1904,  $507,292;  San  Francisco.  1906,  $3,315,000. 
Value  of  special  deposits:  Ga.,  $10,300;  N.  M..  $19,560;  N.  C, 
$25,000;  Va.,  $101,230;  Can.,  $349,367. 

DIRECTORS:  Edward  H.  Coates,  John  Story  Jenks,  Edward 
Hopkinson,  George  H.  McFadden,  William  D.  Winsor.  Henry 
W.  Biddle.  C.  Hartman  Kuhn,  Arthur  E.  Newbold.  Charles  Piatt. 
Jr^  Charles  S.  W.  PSckard.  J.  Percy  Keating,  Benjamin  Rujsh, 
WiJliam  S.  Godfr^.  G.  Colesberry  Purves,  Bavard  Henry.  John 
W.  Pepper,  Edward  S.  Buckley,  Jr..  Wm.  T.  EUiott  Wm.  P.  Qest, 
Thos.  S.  Gates. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  N.  John- 
son, Chicago,  DL,  general  agent;  B.  L.  West  ft  L.  J.  Braddock, 
assistant  geno^l  agents,  western  department;  Chas.  E.  Piariccr, 
manager.  Hartford,  Conn..  0.  E.  Cook,  assistant  nunaRer,  New 
EngLand  States;  Albert  C.  Shaffer,  general  agent  Phiua.;  Dan 
p.  Harris,  manager,  Ewell  Gay  and  Robert  N.  Hughs,  assistant 
nunagerF.  Atlanta,  Ga..  southern  department  oomprising  N.  C~, 
8.  C,  Ga..  Ala..  Fla..  Miss.,  La.,  Tex.  and  Ark.;  J.  C.  Johnston 
general  agrnt  and  J.  K.  Hunilton.  assistant  general  agent  for 
Pacific  department.  San  FVancuco.  Cal..  comprises  OU.,  Ore.. 
Wash..  Mont.,  Nov.,  Ida.,  Am.,  Alas.,  Utah,  B.  C.,  Haw.;  Robert 
Hampson  ft  Bon,  general  agents  for  Canada;  Darby,  Hooper  dk 
Mcl^iel,  New  York  City,  managers  Metropolitan  district. 
Westo'n  Department  State  and  Special  Agents;  L.  J.  Bonar,  St»te 
Agent  Mansfield,  Ohio,  for  0^  Edw.  Tinuey,  special  agent  Mans- 
field, 0.,  for  esstem  0.;  R.  P.  Hare,  Jr.,  special  agent  Mansfield.  O.. 
for  western  O.  and  W.  Vs.;  W.  H.  Riker,  State  agent  Indianapotin. 
for  Ind.;  Geo.  A.  Arena,  special  agent  Chicago,  for  northern  III., 
Herbert  Barr.  Matton,  IlL.  for  central  III.;  Caesar  Thomas,  State- 
agent  Watertown.  for  Tenn.;  W.  L.  Ely.  State  agent  and  A.  H.  Eb*. 
spedal  agent  Monroe  CSty.  for  Mo.;  P.  M.  Rushmore,  special  agent, 
farm  department  Carthage,  for  Mu.;  E.  S.  Phdps.  State  Mteot  Burl> 
ingt<».  for  la.;  R.  W.  MiUer.  special  agent,  Webster  City,  for 
la.;  W.  D.  Pory.  State  agent  and  H.  E.  Stephens,  special  ateent. 
Topeka,  for  Kan.;  Frank  V.  Gay.  superintendent  of  farm  agenc>c«i. 
for  Kan..  Okla..  Mo.  and  Col.;  W.  E.  Costello,  special  agent  for 
farm  agencies,  Clay  Center,  for  Kan.;  Henry  Ludlow,  State  asent. 
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INSURANCE  COMPANY  OF  NORTH  AMERICA,  Philadelphia.  Pa.— Con/ini*^. 


Oklabaan  GHr.  Cor  Okh.;  8.  J.  Hcndflraon,  Bute  ageot,  OdmIui, 
ibrXebw;  MfloD.nnmU.8tote««nfndF.A.RuinmaU.«aMtMit 
Stttea9eirt.AbeniecB.S.D^farN.D.aiidS.D.;  Eftton  ft  EAton, 
«en]  aseats  (&rm)  Fargo,  N.  D^  for  N.  D.;  John  L.  Cokman. 
Stale  a«eat»  Mt.  Sterfiog.  Kj^  for  K7-.  A.  R.  Qran.  Stale  agent 
MatBeapcA  for  Bfian.;  Artkor  Kliiuion,  apedal  agent,  Nfin- 
neapofa,  for  Mum.:  M.  V.  B.  Benson,  State  agent,  Denver,  for 
Colo^  Wyo.  and  N.  M.;  H.  E.  Pate,  apedal  agent,  Denver,  for 
CoId^  N.  M.  and  Wyo.;  H.  W.  Crowed.  Detroit,  for  MIoIl,  W.  B. 
Cklboon.  Mihnuikee,  Wis^  for  Wis.  Southern  Department 
dpeeal  AgcDta:  Walker  Tnjlar.  State  agent,  Wibnington,  N.  Car., 
for  N.  C;  Robert  Mafaie,  Charlotte,  N.  C.  for  N.  C.  and  8.  C: 
Richard  K.  Clark,  Atlanta,  Qa.,  for  Ga.;  W.  C.  Rader,  Binning- 
kam.  Ala^  far  Ala.;  John  A  Stephenaon,  Jaekaonville.  Fla.,  for 
Fk.;  M.  R.  Fergaaon.  Dallaa,  Tex^  for  No.  Tex.*,  A.  C.  McDavid 
Ski  AntoinD,  Tex^  for  So.  Tex.;  Fletcher  Hohnea.  Little  Rock, 
AzL,  qieeial  ageot  for  Aik.;  Alonio  Church,  New  Orleans,  for  La.; 
W.  G.  SovB,  Jai^son.  for  Miss.  New  England  Department: 
George  E.  Maeomber.  Augusta,  for  Me.;  W.  H.  Winkley.  Boston, 
Mbm,  for  H.  H.,  R.  I.  and  Mass,  east  of  Connecticut  River; 
Lewis  a.  SmaB,  Hartford,  Conn.,  for  Vt..  Conn,  and  Mass.,  west 


of  the  Conneetieut  River;  Walter  E.  Bliss,  Portland,  Ore.,  for 
westem  WaslL,weBlflmOre.andweBlflmB.  C;  Gilman  L.  Camp. 
Bilfings,  Mont,  for  Mont,  southern  Ida.  and  Utah;  M.  H.  Reeves. 
Spokane.  Wash^  for  eastern  Wa^.,  eastern  Ore.,  eastern  B.  C. 
and  northern  Ida.;  W.  F.  Kufal,  Los  Angeles  for  southern  CaL 
and  Ariaona;  A.  C.  Wright  San  Frmneisoo.  Gal.,  for  central  Cal. 
and  Nevada;  P.  J.  Mayer,  San  Franeisoo,  CaL,  for  northern  Cal.; 
Robert  Hampnon  ft  Son,  Ltd.{  general  agents  for  Canada,  Montreal 
Ont;  Percy  S.  Grant  special  agent  Toronto,  for  Ont;  E.  Q. 
Hampson,  q)ecial  agent  Montreal,  Can^  for  Montreal  and  wes- 
tern Quebec;  H.  S.  Corcoran,  Montreal  Can.,  for  eastern  Quebec 
and  New  Brunswick,  Can.  Special  Jurisdiction  of  Home  Office: 
Penna.,  Del..  N.  Y.,  Md.,  N.  J.,  Vs.,  N.  Y.  C,  L.  I.  and  Boston. 
Special  Agents:  H.  B.  Jenninf^  Pa.,  P.  C.  Bumham,  Pittsburgh, 
fw  western  Penna.;  F.  E.  Benjamin,  Newark,  N.  J.,  for  N.  J.:  U. 
0.  Michaels,  State  agent  Richmond,  Va..  for  Md.  and  Va.  New 
York  State  Department:  Robert  H.  Moore.  Albany.  N.  Y..  for 
eastern  N.  Y.:  Perrar  W.  Clark,  Buffalo.  N.  Y.,  for  western  N.  Y.; 
F.  J.  Stder,  New  York  City,  suburban  department.  The  com- 
pany operates  in  all  the  states  and  territories,  and  in  Canada. 


INSURANCE  COMPANY  OF  THE  STATE  OF  PENNSYLVANIA, 

Philadelphia,  Pa.f 

PrewkBt  GoslavQS  Reoiak,  Jr.;  Yioe-Prasidenta,  Waits  Bliven,  J.  Henry  Scattergood.  H.  W.  Stephenaon:  Treasurer  and  Secretary, 

J.  J.  P.  Rodgers.    Organued,  1704. 


1 

Unearned 

Net 

Net 

Total 

Loaaes 

Total  Ex- 

LOSMS 

Tl4B. 

1»5 

Asseto 

IVemhims  ' 

Surphis 

Pruninms 

Income 

Paid 

Dividends 
$60,112 

Expenses 

penditures 

Incurred 

S4U)12345 

$2,287,347 

1426,421 

012.278,712 

$2,446,443 

a$l,258,436i 

$021,655 

$2,230,203 

$1,233,047 

191 1       3,7»1,196 

2.150.606 

324.460 

1.022,706 

3,065.558; 

1,377.084, 

60,004 

770,275 

2.207.363 

1.314.511 

1«I3 

4096,653 

2.258.020, 

347.774 

2,154,560 

2.204.541 

1.413.703 

64.164 

874,066 

2,300.288 

1.430.170 

IW2 

3.703.190 

1.775.4fi0l 

403.493 

2,230.203 

2.367.4501 

1.307.462 

64.000 

848.910 

2.310.381 

1.386.444 

I»ll 

3.710.952 

2.156,084 

430.770 

2,214,720 

2.311.606. 

1.773.605 

48,000 

847.516 

2.669.211 

1.606,860 

CDeHSAl  pRsnimns  include  amount  recbumaUe  on  perpetual  policies,  olncludes  $00,544  marine  premiums  and  $44,360  marine  i 


Real 


Bn«b  sad  stocks. 

Cadh 


Dbc.  31. 1015. 

$366,214 

53,860 

2.820,014 

242,333 

&12.608 

23.474 

13386 


LuBiUTtSB,  Die.  31. 1015. 

LosKsunpaid $250,352 

Unearned  prans....    1.773.681 

Perp.  dep.  reel 513.667 

Other  liabiUties...        30.225 

Total  liabilities... 

Capital  paid  up 

Net  surplus 

$2,585,024 

1.000.000 

426.421 

Total HO32.370 

Mfct.vaL  cf^-depa. 
over  lb 20,034 


Toui 


$4,012,345        Total $4,012,345 


profit  $10,503;  mvestment  profit  $171,067. 

RISKS  AND  PREMIUMS:  Fire  risks  b  force,  December  31 
$302,717,640:  premiuxBS  thereoci,  $3,404,110;  marine  and  mland 
rekj  in  f<s«e,  $003301;  fsemiums  thereon,  $6,200;  perpetual  fire 
ri%cfi.  $21,138,206:  deposit  premiums  thereon,  $564,227. 

BCSINiaS  SINCE  ORGANIZATION:  Premiums  received. 
r.'A9SiS',  ioasn  paid,  $6,141,254;  dividends  declared,  cash, 
$24^000. 

REAL  ESTATE  OWNED:  Consists  of  lot  containing  310  acres, 
v.tb.  6  scone  and  frame  bnildinn.  bams,  pumping  stations,  etc., 
BrvdTard  HiBs.  Chester  Co.,  Pm.,  earned  at  $20,000;  also  11 
PUwklphas,  Fa^  dwelKngs,  carried  at  from  $3,000  to  $4,500  each; 
after  bml&^  at  1S4-138  8.  4th  St.,  Philadelphia,  actual  cost, 
$172,000.  carried  at  $142,000;  dweDing  at  2555  W.  37th  st.,  Den< 
v<-r.  Colo^  earned  at  book  value,  $4^14,  and  office  building  at 
IK^IO  Wabot  st^  Phila.,  valued  at  $160,000.  There  are  no 
Net  income  last  year,  ^,374. 


MOETGAGE  LOANS:  There  are  18  loans,  aggre^ting  $53.- 
§50,  proSBded  by  improved  real  estate  in  Philadelphia  and  Nar- 
both.  Pa.,  valued  at  $111,650.  There  was  no  interest  past  due 
o9  Deecasber  31.  bit.  The  company  holds  $61,250  of  insurance 
oa  ibe  bnidingn 

BOSD8  AND  STOCKS  OWNED: 


Ga, 


red..  1931. 3H% 

d^  1043-4  .4H% 
Ft.  WB&SB.  On.,  d^  1938,  4M%  ... 


Pkr 

Market 

Value. 

Value. 

$10,000 

$8,750 

5.000 

3.080 

5.000 

4^16 

Pa.  ltd.;  transact  fire  and  marin«:  buane*. 


Bonos  and  Stocks  Ownid.— CoRi. 
Bonds.— l7oia. 

N.  Y.  Cy.,  cp.  g.,  1057-63. 4H% 

N.  Y.  Cy.,  op.  g..  Newtown  ck.bg.,  1054, 

3H% 

N.  Y.  Cy.,  cp.  g.,  r.  t.  est..  1053,  314%-  • 

N.  Y.  Cy,  cp.  g.  BC.,  1053,  3H% 

N.  Y.  Cy.,  cp.  g.,  wat.  sup..  1063.  4H%- 

N.  Y.  Cy..  cs.  g.,  dk..  1024,  3% 

N.  Y.  Cy..  cs.  g..  dk..  1027.  3^% 

N.  Y.  Cy..  cp.  g..  Bryan  pk.  lib.,  1052. 

3H% , 

N.  Y.  C.  cp.  g..  new  e.  nv.  bg.,  1028, 


^0 ' 


N.  Y.  Cy.,  cp.  «.,  1062,  4^% 

N.  Y. Cy.. cp. g.,  est.  r.  t.  r. r..  1062, 4^4% 
N.  Y.  Cy..  cp.  g..  wat.  sup..  1062.  Vi%. 
N.  Y.  Cy.,  cp.  g.,  wat.  sup..  1065,  iWo- 
N.  Y.  Cy..  cp.  Km  est.  r.  t.  r.  r..  1065, 4^% 

Newport  News,  harb.,  1953,  iM% 

Ontario,  Prov..  d.,  1041.  4% 

Ottawa,  d..  1032,  4% 

Portland,  Ore.,  dry  dk..  1034,  4% 

Pt.  Arthur.  Ont..  d.,  1041,  4J^<  c 

Portage  la  Prairie.  Man.,  d..  1927,  5%. . . 

Quebec,  g.  d.,  1020.  5<o 

Richmond,  Va..  r..  1040,  4% 

Richmond.  Va..  pub.  imp.,  1943,  A% 

Toronto,  gn.  con.  In.  d.,  1948,  4% 

Vancouvo',  hoa.  d.,  1944,  4% 

Victoria,  B.  C.  d.,  1922-63, 4% 

Virginia,  f.  dt.,  1001,  3% 

Winnipeg,  d.,  1018.  4% 

Winnipeg,  loo.  imp.  d..  1924,  4% 

B.  k  0.  R.  R.,  cv.  g..  1933, 4^% 

B.  k  O.  R.  R.,  r.  m.  g.,  1941. 4% 

Bloomfield  St.  Ry..  1  m.,  1923,  5^o 

Can.  Psc.  Ry..  n.  ctfs.,  1034,  6% 

Chi..  Mil.  k  St.  P.  Ry.,  cv.  g.,  1032. 4'  ^^'o- 
Chi..  Gt.  W.  R.  R.,  1  m.  g.,  1959,  4%.   . 

Chi.  Rys..  I  m.  g.,  1927,  5% 

Chi..  R.  I.  k  Pac.  Ry..  1  r.  m.  g.,     1934. 

4% 

Choc.,  0.  k  G.  R.  R..  cs.  m.  g..  1952. 5''r . 

Citixens  St.  R.  R.,  Ind..  cs.  m.  g.,  1933.. 

5c/ 

Cleve..  A.  A  Col.  Ry..  i  cs.  in.  g.,  19*0.4 'i 
Col.  k  So.  Ry..  r.  k  extn.  m.  g.,  1935, 4  h' 0 
Deb.  k  Hud.,  cv.  g.,  1935,  5% 


Psr 

Market 

Value. 

Value. 

$61,000 

$54,000 

46,000 

30.150 

50,000 

43,600 

26.000 

21.750 

30.000 

31.800 

1,000 

010 

5,000 

4.700 

30.000 

26,250 

5,000 

4,700 

36,000 

36.360 

24,000 

24,240 

60,000 

60,600 

1.000 

1.055 

13,000 

13,715 

10.000 

10.150 

5,000 

4.277 

10.000 

8.582 

2,000 

1.840 

9,700 

7.706 

2,000 

1.707 

15.000 

14,850 

20,000 

18.500 

1,000 

925 

19.700 

15.547 

10,000 

7,286 

43,200 

36,685 

23.000 

20.240 

8.000 

7.645 

8,000 

7,092 

25.000 

24,187 

75.000 

66,000 

10.000 

0.600 

25.000 

25.875 

25.000 

25.750 

50,000 

37.000 

25,000 

24.250 

50,000 

32.750 

25,000 

23,000 

25,000 

24.250 

7,000 

6,300 

50,000 

43,000 

25,000 

26.500 
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INSURANCE  COMPANY  OF  THE  STATE  OF  PENNSYLVANIA, 

Philadelphia,  Pa. — Continued. 


BoiTDe  AND  Stocks  Ownbd. — Cont. 

BoKDS.— Con/. 

E.  St.  L.  k  Subn.,  col.  tr.  g..  1932,  5% . . 

El.  A  Peoples  Tc.  g.  tr.  otfs.,  1945,  4%.. 

ErieR.R..  O.  riv.  r.r.,  1  m.  8.  f.  g..  1957. 6% 

JoUet  R.  R..  1  08.  m.  g„  1918,  5% 

KansM  City  So.  Ry.,  1  m.  g.,  1950.  3%.. 
M..  E.  A  T.  Ry..  gn.  m.  8.  f.  g.,  1936, 

4H% 

N.  Y.  0.  R.  R.,  cv.  g.  d.,  1935,  6% 

N.  Y.,  PhOa.  &  N.  R.  R..  in.  m..  1939. 4%. 
N.  A  W.  Ry.,  1 1.  A  KD.  m.  g.,  1944.  4%. 
No.  PM.-G.  No..  C.  B.  ft  Q.  col.,  g.,  1921, 

4% 

0.  k  One.  Bluffe  St.  Ry.,  1  os.  m.  g., 

1928,  5% 

Rochester  Ry.,  1  m.'g.,  1930.  5%. .'. 

St  L.  Merchants  Bg.  Tm.  Ry.,  1  m.  g^ 

1930,5% 

St  L.  ft  San  F.  R.  R..  r.  m.  g..  1951. 4%. . . 

So.  Pac.,  cv.  g.,  1929.  4% 

So.  Pbc.,  cv.,  1934,  6% 

So.  Pac.,  San  F.  Tm.,  1  m.  g.,  1950, 4%. . 

So.  Ry.,  divd.  ctfa..  1919.  4% 

ToL,  St.  L.  ft  W.  R.  R.,  pri.  In.  g.,  1925, 

3Lior 

W.  Md.  R.  R.i  1  in.'  gi,  1962,"  4%! '.  *. 
Wil.  ft  No.  R.  It,  gn.  m.  g.,  1932.  5%.. . 
Wis.  Cent.  Ry..  1  gn.  m.  g..  1949,  4%. . . 

Edison  El.,  g.  tr.  ctfa..  1946,  5% 

Intemat.  Nav.,  N.  J.,  1  m.  g.,  1929.  5%. 

Stockb. 

Atch..  T.  ft  S.  Fe  Ry.,  com 

Atl.  Coast  L.  R.  R 

Can.  Pac.  Ry 

Gt  No.  Ry.,p 

1j.  am.  xC.  A..........! 

N.ftW.Ry 

PhiU.Tc 

13th  ft  15th  St  Pass.  Ry. 

Southern  Ry..  p 

Southern  Pac 

Un.  Pac.  R.  R.,  p 

Fidelity  Trust.,  Phila. 


•  «•«•' 


•  •••■■••I 


•  •••■•• 


Fourth  St.  Nat.  Bk.,  Phila. . 

Girard  Nat.  Bk.,  Phila 

Phila.  Nat  Bk 

Consolidated  Gas,  N.  Y 

General  Ad.  Bur.,  N.  Y.  Cy.. 
Golden  Hill  Big..  N.Y.Cy.., 

Lehigh  Coal  ft  Nav 

Phila.  Bourse,  com 

Phila.  Bourse,  p 

So.  Ad.  Bur 


Par 

Market 

Value. 

Value. 

$50,000 

$44,000 

10,000 

8,100 

25,000 

27,000 

15,000 

14,700 

50.000 

35,000 

75,000 

31.500 

25,000 

28,375 

40,000 

35,200 

60.000 

45.000 

50,000 

49,125 

5,000 

4.750 

50.000 

51.500 

50,000 

50,000 

75,000 

49,500 

50.000 

44,500 

20.000 

21.400 

25,000 

21,250 

1,800 

1.530 

25.000 

20,750 

25,000 

18.125 

23.000 

23,690 

50.000 

43.500 

50,000 

52,500 

49,000 

45.080 

120,000 

129.600 

41,000 

46,740 

50.000 

91.500 

80,000 

101.600 

30.000 

38,850 

160.000 

182.250 

5,000 

7,900 

5.450 

24.525 

90,000 

56,700 

100.000 

104.000 

30,000 

24,900 

2,000 

14.400 

10,000 

29.500 

10,000 

33,500 

6,800 

31,960 

60.000 

86,400 

450 

450 

50.000 

50,000 

55,000 

85,800 

1,000 

100 

375 

300 

500 

500 

BoNDfl  ANo  Stocu  OwKtD.—Cont. 
Bonds.— Colli. 

Underwriters'  Sal.,  N.  Y 

Western  Ad.  ft  Insp 

Western  Imp,  Risk  Assn 


Ptor 

Market 

Vaiae 

Valae. 

$500 

$750 

100 

200 

100 

100 

Totals  (book  value,  $976,261) $2,786,675    $2,820,013 


MISCELLANEOUS:  This  oomnany  has,  with  one  exoeptioD, 
the  oldest  charter  of  any  stock  fire  insurance  company  in  the 
United  States  (the  first  charter  bung  only  four  days  older),  hav- 
ing been  chartered  with  perpetual  rights^  April  18,  1794.  In 
1911  the  Spring  Garden,  the  Union  of  Philadelphia  and  the  ln« 
suranoe  Company  of  the  State  of  Pennsylvania  were  consolidated 
under  the  charter  and  title  of  the  Insurance  Company  of  the  State 
of  Pennsylvania  and  in  1913  the  American  Fire  Insurance  (km- 
pany  of  PhUadelphia  was  merged  with  it.  This  company  guar- 
antees the  policies  of  the  Insurance  Underwriters  and  the  American 
Underwriters  Agency.  Conflagration  losses:  Baltimore,  1004, 
$154,690;  San  Francisco,  1906,  $332,208;  Salem.  Mass.,  1911 
$73,660.  Values  of  deposit:  Can..  $119,756;  Ga..  $8,750;  Va.. 
$49,815. 

DIRECTORS:  George  Vaux,  Jr.,  Gustavus  Remak,  Jr.. 
Richard  L.  Austin,  Chtfles  Fearon,  John  M.  Shrigley,  C.  H. 
Krumbhaar,  Jr.,  Lawrence  T.  Paut  Joseph  8.  FrelinriiuyBen, 
J.  Henry  Scattergood,  Percy  H.  Claric,  C.  E.  Aforgan,  3d.,  Laurence 
R.  Bowden,  Edward  F.  Beale,  Waite  Bliven,  W.  W.  Curtm. 

FIELD  MEN  AND  TERRITORY  COVERED:    Ralph  E. 
CoUey,  Boston ,  Mass..  for  New  England;  A.  E.  Church,  Rochester, 
N.  Y.;  H.  A.  Furlong,  Philadelphia,  Pa.,  for  N.  J.  and  E.  Pa,; 
E.  W.  Dreher,  Pittsbure,  Pa.,  for  W.  Pfc.  and  W.  Va.;  H.  G.  Spauld- 
ing,  Phila..  Pa.,  for  Va..  Dd..  Md.  and  D.  C;  D.  C.  Morgan, 
Columbus,  0..  for  0.,  Ky.  and  Tenn.;  Morris  W.  White,  Milwaukee, 
Wis:,  for  Wis..  N.  111.;  0.  H.  Rudy,  Indianapolis,  Ind.,  for  Ind. 
and  S.  Mich.;  F.  M.  Yelton,  Lansing,  Mich.,  for  N.  Mich.;  A.  F. 
Miller.  BelleviUe,  111.,  for  So.  111.;  E.  P.  Epoich.  Denver,  Colo., 
for  Colo,  and  Mont.;  John  H.  Burnrd,  Portland.  Ore.,  for  Ore.; 
Rhett  ft  CBeime,  Atlanta,  (3a.,  for  Ga.;  David  Huguenin,  Charles- 
ton. S.  C,  for  S.  C;  W.  N.  Merritt,  Fort  Dodge, la.,  for  la.  and 
Neb.;  G.  A.  Rydquist  Minneapolis,  Minn.,  tor  Minn,  and  S. 
D.;  Menill  ft  Braniff.  Oklahoma  City,  Okla.,  for  Okla.;  Seeley 
ft  Co.,  San  Francisco,  Cal..  for  Cal.;  Starkwcatherft  Shepley,  Prov- 
idence, R.  I.,  for  R.  I.;  E.  A.  Strout  ft  Co..  Seattle,  Wash.,  for 
Wash,  and  Ala?.;  Windsor  ft  Co..  Salt  Lake  Citv,  Utah,  for  Uuh; 
Loren  H.  Green  ft  Co..  Jacksonville,  Fla.,  for  Pla.:  Reed,  Shaw  ft 
McNaught  Toronto,  Ont..  for  Ont.;  Prudential  Trust  Co.,  Van- 
couver, B.  C.  for  B.  C;  C.  F.  Codere,  Saskatoon,  for  Sask.;  F.  C 
Lowes,  Ids.  Undrs.,  Alta.,  for  Alta.,  Notre  Dame,  Inv.  Co..  Wlnni- 
PM,  Man.,  for  Man.;  John  G.  Simmonds,  New  York  (?ity,  for 
suburban  N.  Y.;  LeBbuic  ft  Raih>y  New  Orleans,  La.,  for  La.   The 
compansr  does  business  in  all  the  states  of  the  United  States  except 
Ala.,  Aria.,  Ark.,  Haw.,  Ida.,  Kan.,  Miss.,  Nev.,  N.  M..  N.  C, 
N.  D.,  Tex..  Vt.  and  Wyo. 


INTERNATIONAL  INSURANCE  COMPANY,  New  York. 

President  Sumner  Ballard;  Secretary,  Frits  Kortenbeutel.   Organised.  1909. 


YlAB 

Anets 

1915 
1914 
1913 
1912 
1911 

$313,649 

325.710 

3.803,161 

3.766,281 

2,772.447 

Unearned 
Premiums 


2,420.451 
2.618,166 
1,977.493 


Net 
Surplus 


$65,636 
54,163 
632,078 
529.717 
285,009 


Net 
Premiums 


$9,239 
1,489,062 
3,700.740 
3,895,289 
2,920,833 


Total 
Income 


$22,341 

-  1.324,216 

3,882,341 

t4. 118,595 

3.011.176 


Losses 
Paid 


Dividends 


$18,589 
1.076.250 
2,403.878 
1.802.332 
1.569,900 


620,000 
20,000 
20.000 
20.000 


Expenses 


$15,840 

387,263 

1,412,811 

1,278,155 

864.984 


Total  Ex-  I 
penditures  j 


Incurred 


$34,429 
2,083.513; 
3,836.689 
3.100.487 
2.454,884 


t  Includes  $100,000  surphis  paid  in  1912  and  $50,000  in  1914. 

Assna,  Dbg.  31, 1915.  LuBiunis,  Dbc.  31, 1915. 

Bonds $276,050    Losses  unpaid $45,013 

Cssh 33,828    Other  liabiUties. .. .  3.000 

Agents'  balances. . . .            422  ■'  ■ 

Interest 3.349       Total  liabilities. . .  $48,013 

Capital  paid  up. . . .  200.000 

Net  surplus 65.636 


Total 


$313,649       Total $313,649 


Underwriting  loss,  $1,292:  investment  profit  $12,764. 

RISKS  AND  PREMIUMS:  Net  fire  risks  m  force.  December 
31,  none. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$12,985,873;  losses  paid.  $7,965,378;  dividends  declared,  cash, 
$700,000. 


— ^Excess  of  commissions  paid  over  premium 
BONDS  OWNED: 

Buffalo,  N.  Y..  wat.,  reg.,  1919.  4H%  •  ■ 
Jefferson  Co.,  N.  Y.,  hwy.  imp.,  reg.,  1918, 

5% 

N.  Y.  Cy,  c  1916.  3>4% 

N.  Y.  Cy,  reg.,  1917,  ZH% 

N.  Y.  Cy,  N.  Y.,  Ft.  Wash.  pL,  reg..  1918. 

3H% 

Yonkera.  N.  Y.,  rev.,  na.,  1916.  5% 

No.  Pbc  Gt.  No.,  j.  C,  B.  ft  Q..  col.,  1921. 

4% 

Southern  Ry.,  eq..  1918,  5% 


income. 

Psr 

Vahie. 

$35,000 

50,000 
10,000 
10.000 

45,000 
50.000 

25.000 
60,000 


24« 

SO. 


Totab  (book  vahie,  $274.332) $275,000       $276,1 
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INTERNATIONAL  INSURANCE  COMPANY.  New  York.— Cofi/iiii*fil. 

nnterily  ooDtribated  an  additiomil  surpltu  of  9335,000,  in  1012 
9109,000.  and  in  1914.  990,000. 

DIRECTORd:  ^ilfivn  SohaU.  Jr..  Edmund  Parenstodt. 
WiUiam  Q.  WiUoox,  Rudolph  Keppler.  Frans  F.  Mutfenbeefaer, 
William  Y.  Wemple,  Herman  Mutienbeeher.  Bmat  Behre,  Paul 
C.  Schnitsler.  Sumner  BaDard,  Friti  Kortenbeutel.  Carl  Muller. 
Carl  L.  Schun. 

TERRITORY  COVERED:  The  company  if  fioenaed  in  all 
ftatei  requiring  a  Koenae  from  a  reiamiranoe  company. 


MISCELLANEOUS:  This  company  was  organiaed  Mareh  6, 
10D9.  aad  coafined  ite  tnoaaeCkioe  to  fire  reinaoranee  txthmnfy, 
but  ceaaed  writiog  and  paid  12.943^254  of  return  premiumfl  in  1014. 
Tix  eompany  as  of  April  1.  1914,  cancelled  it*  oitire  buaineee 
whieh  vaa  sbaeqaenuy  ptaeed  1^  ita  former  onmpanieB  with 
the  Eamb«g  A«mirante,  Hamburg.  It  writes  now  but  a  very 
■nail  baamem  vliieh  is  ■multaaeoioaly  reiniured  in  other  Co/b. 
It  ormmmeed  buameaB  with  a  paid-up  capital  of  1200,000  and  an 
initial  nrplaa  of  150.000.    During  1909  the  atoekholdere  toI- 


INTERNATIONAL  FIRE  INSURANCE  COMPANY,  Dallas,  Tex. 

IVewdcnt,  Geo.  W.  Jaloniek;  Active  Yioe-Praident,  I.  Jaloaiek;  Secretary,  A.  F.  PUIet.  Organiaed,  1909. 


Ya&B 

A«t. 

Unearaed 

Net 

Surphia 

Net 

ToUl 
Income 

LOSMS 

Paid 

Diridenda 

Ebq)en8eB 

Total  Ex- 
penditurea 

Loaaea 

Inenrred 

1915 

1914 
1913 

CI7S,479 
329.263 
329.940 
316l649 
332.192 

986.159 
82,834 
63.811 
59.850 
65^7 

966.958 
52,232 
49,702 
87,319 
35,440 

9120.445 

89.855 

95.940 

76.644 

117.971 

9145.731 
108,723 
111.810 
138.925 
140.557 

151.555 
45.332 
58.240 
72.735 

112,390 

910.000 
10.000 

947.640 
.39.165 
43.726 
41.812 
82.481 

9109.195 

94.407 

101.975 

114.547 

194.871 

945.665 
59,228 
44.967 

1»12 

65.344 

1911 



117,405 

31. 1915. 

S5.0S3 

..       260.864 

48,440 

C»A 31.305 

.Vcfats'babaeei....         21.121 
Intoeat  aad  rents. . .  8.423 

OthcraMclB 293 

Total  aaaeta $375,479 


LuBURiBB,  Dac.  31. 1915. 

Loeees  unpaid $15,144 

Unearned  prema. . . .  86,159 

Other  liabffitiee 7.218 

Total  liabilitiefl. . .  $106,521 

Capital  paid  up...  200.000 

Net  aurphtf 66,958 

Total $375,479 


BONDS  OWNED:  Par 

Value. 

Smith  Co..  C.  H.,  1948,  4% $1,000 

Ft.  Worth,  imp..  1950,5% 50.000 

Totab : $51,000 


Market 

Value. 
$  040 
47.500 


v4o,44U 


profit,  $11,470:  inveabnent  profit.  $23,618. 

RISKS  AND  PREMIUMS:   Fire  riaka  in  force,  December  31. 
$9.23?.579;  pfrwlnnw  hereon,  $152,331. 

BU3INE8B  SINCE  ORGANIZATION:    Premiuma  receired. 
pnd.  $380,142;  ditidendxieelared,  eaah.  $20,000. 


RE.4L  ESTATE  OWNED:  The  company  owna  640  aerea  of 
iaiprovcd  bad  in  Nolan  Co..  Tes.  The  market  vahie  ia  $6,500. 
cwrwd  at  book  value.  $5,033.    Net  rente  reodTed  laat  year,  $492. 

M0BT6AGE  LOANS:  There  are  170  loana.  aggregi|ting  $260,- 
S64,  protected  by  inaprofved  farm  aad  city  real  eatate  in  Texaa, 
valued  at  $8864»7.  There  waa  $1,000  of  interaat  paat  due  on 
Dec  3U  laat.  Ceaapaay  hoMa  $58,800  of  fire  and  tornado  inaur- 
aace  oa  the  martga^ed  buikfingB. 


MISCELLANEOUS:  Thia  company  waa  organized  in  1909 
and  commenced  buaineaa  with  a  paid-up  capital  of  $210,700  and 
an  initial  eaah  aurphia  of  $116,860.  Capital  increaaed  in  1910  to 
$231,900  and  $14,575  additional  aurpiua  paid  m.  Capital  reduced 
one-eerenth  Jan.  16,  1912.  and  then  atock  aokl  to  make  capital 
$200,000,  the  new  atock  acQing  for  $116.  In  1915,  Geo.  W.  and  I. 
Jabnick,  ownira  of  the  Auatin  and  the  C<»amonwealth  of  Dallaa, 
obtained  control  of  the  International  and  tranafened  the  home 
office  from  Fort  Worth  to  Dallaa. 

DIRECTORS:  8.  R.  Crawford,  Geo.  W.  Jaloniek.  E.  E.  Whit- 
ney, J.  P.  Crouch,  R.  L.  Heflen.  J.  S.  Heard,  Edgar  Ftippen,  J.  C. 
Duke.  I.  JakNuok.  A.  F.  PUIet,  G.  G.  Wright.  J.  B.  Adoue.  I.  T. 
Mowe. 

FIELD  MEN  AND  TERRITORY  COVERED:  Thoa.  Ed- 
wards, San  Franciaco  Cal.,  State  agent  for  Cal.;  E.  S.  Kean,  Jr.. 
J.  T.  Robertaon.  V.  Davia,  H.  F.  Hiaee.  E.  Haueiaen,  E.  C.  Jakmick. 
Geo.  P.  Tucker,  Chrendon  lona  and  Henry  Geonn,  apodal 
agenta  for  Tex.    The  company  operates  in  Cal.  and  Tin. 


INTER-STATE  FIRE  INSURANCE  COMPANY,  Detroit,  Mich. 


Pta 

ident.  C.  A.  Fahner:  Viee-Preaident  and  Underwriting  Manager.  S.  D.  Andrua;  Secretary.  W.  A.  Eldridge.    Organiaed,  1913. 

Yaia 

1   Unearned 

Net 

Sorphia 

Net 
Premiuma 

Total 
Inoome 

Loaaea 
Paid 

Diridends 

Expenaea 

Total  £x- 
penditurea 

Loeaea 
Incurred 

1?15 

$435,923        $130,604 
221314  \           8.809 

$79,056 
40,533 

$179,319 
13.828 

$196,999 
15.177 

$13,624 
782 

$84,953 
20.864 

$98,577 
21,646 

$19226 

1414 

1,422 

Dk.  31.  191a. 

...  $330,679 

B»kaadatocfca...  3,690 

Bdwnaeedve....  80i2S8 

CM 2.460 

Acnta'bahaeea...  12.751 

lotereat       6,051 

Otberaaaeca 34 


LiABtums,  Dec.  31, 1915. 

Loaaea  unpaid $5,920 

Unearned  prema....       120.604 
Other  liabiUtioa.....  5,518 


Total  liabilitiea $132,042 

Capital  paid  up....       224,825 
Net  aurphia 79,056 


Totel 


$435,923       Total $435,923 


SIBK3  AND  PREMIUMS:  Ffae  riaka  in  force.  December  31. 
$25,179,180;  preaaniBia  thereon,  $215,113. 


Bt^NESB  SINCE  ORGANIZATION:   Prenuuma  received. 
$»3.147;  iamm  laid.  $14,078. 


MORTGAGE  LOANS:  There  are  56  kan  aggregating  $330,- 
679.  aQ  of  wlodi  are  firat  mortgagee  on  improved  property  located 
IB  MJchagaa.  prxadpally  in  Detroit.  Loana  in  all  caaea  not  more 
than  50^  of  valae.  There  waa  $1,222  of  intereat  paat  due  on  Dec. 
3L  haL  The  mrapany  hoida  ample  fire  ioauranoe  on  the  mort- 
CUpsd  buhfiagp. 


BONDS  OWNED: 


Ecorae,  Mich.,  ar.  ext 

Marine  aty.  wr.,  414%,  1916. . 
Croewell  Mich.,  Itg.,  5%,  1926. 

ToUla  (book  value,  $3,628). . 


Par 

Market 

Value. 

Value. 

$2,000 

$2,160 

500 

000 

1,000 

1.030 

$3,500 


$3,690 


MISCELLANEOUS:  Thia  company  commenced  buaineaa  about 
July  1,  1914.  At  the  end  of  1914  tta  paid-up  capital  waa  $168,625, 
anaitaaurpluapaidinin  that  year  was  $171,695.  In  1915  the  capital 
waa  increased  to  $224,825.  and  $60,205  of  surplua  waa  paid  in. 

DIRECTORS:  C.  A.  Pahner.  W.  A.  Eldridge,  C.  0.  Davia, 
S.  D.  Andrua,  Leo.  K.  Hennea,  Harmon  R.  Vemor.  W.  W.  Wright, 
Dr.  Roman  Sadowkai,  J.  R.  Santo,  W.  T.  Dodge.  Gani.  T.  Sanda, 
J.  H.  Becton,  W.  A.  Vance.  Thomas  Bennett.  Charlea  Clarage, 
C.  W.  Liken,  W.  E.  Moaa,  F.  H.  Aldrich,  Jul.  W.  Bema,  FrankEn 
E.  Bushman. 

FIELD  MEN  AND  TERRITORY  COVERED:  David  D. 
West,  Grand  Rapida.  Mich.,  apecial  agent  for  Mioh.  The  com- 
pany operates  in  Colo.,  Del,  Ind.,  La.,  Mich.,  Miaa.,  Mont.,  Nov., 
NTH.,  N.  J.,  N.  Y..  N.  C,  0..  Pa.,  Tenn..  and  W.  Va. 

REMARKS:  The  sum  of  $60,205  of  aurpiua  was  paid  in  in  1915 
thus  helping  tne  company  to  increase  its  surplua  about  $38,000, 
after  providing  an  additional  $112,000  of  premium  reserve.  Ita 
underwriting  loas  in  1915  waa  ^6,483,  with  an  inveatment  gain  of 
$20,050. 
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IOWA  MANUFACTURERS  INSURANCE  COMPANY,  Waterloo.  Iowa. 

PreddeDt,  W.  W.  Manh;  Seorotaiy.  Hennan  Miller.    Organised,  190S. 


YlAR 

Aasets 

Uneenied 

Prwmnnnn 

Net 
Surplus 

Net 
Premiums 

Total 
Intoome 

Loeses 
Fkid 

I^Tidends 

Expenses 

Total  Ex- 
ponditures 

Umen 
incurred 

1915 

1209.208 
200.262 
199.138 
197.466 
188.561 

$91,316 
87,264 
83,617 
n,985 
58.115 

115,071 
11.907 
14,756 
22.404 
26,968 

192,356 

86.594 

89,883 

97.402 

!          76,237 

$106,312 
100.580 

98.782 
105,375 

84.587 

$46,469 
49,583 
46.004 
44,231 
29,052 

$60,893 
49,628 
51.076 
52.265 
44.607 

$97,361 
99,211 
97.080 
96.496 
76.659 

$48,013 

1914 

50.059 

1913 

45,667 

1912 

42,555 

1911 

*  3.666 

3a  173 

AsssTB.  Dnc.  31, 1915. 

Real  estate $19,000 

Mortgage  loans 108,800 

Cash 66.219 

Agent's  balances. . . .  7.855 

Interest  and  rents. . .  2.014 

OtherasseU 5,320 

Totalanets $209,208 


LiABiunBi,  Die.  31, 1915. 

Losses  unpaid $2,230 

Unearned  jprems....        91,316 
Other  liabilities....  591 


Totalliabilitiee.. 
Capital  paid  up. . . 
Net  surplus 


$04,137 

100.000 

15.071 


Total $209,208 


Underwriting  loss.  $10,727;  inyestment  profit,  $13,891. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$20,364,472;   premiums  thereon,  $274,231. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  recetved, 
$606,931;  lossce  paid,  $303,119;  dividends  declared,  cash.  $4,500. 

REAL  ESTATE  OWNED:  Purchase  price  $14,000.  Vahied 
now  at  $28,000. 


MORTGAGE  LOANS:  There  are  23  mortgage  loans  aggre- 
pting  $108,800,  protected  by  Iowa  farm  lands  vahied  at  $376,450. 
No  mtereet  past  due  December  31,  bst.  The  company  holds 
$61,225  of  fire  insurance  on  the  buildings. 

MISCELLANEOUS:  Stockholders  contributed  $10,000  to 
BurjJus  in  1906.  and  in  1909  cajxtal  was  increased  from  $25,000 
paid  up  to  $100,000,  and  $40,000  realised  as  premium  on  new 
stodcsold. 

DIRECTORS:  W.  W.  Marsh,  C.  L.  Kingdey,  Thos.  B.  CaraoD, 
F,  H.  Keys,  Robert  Peterson,  Wm.  Louden,  George  E.  licbty. 
Robert  S.  Sinclair,  A.  H.  Holt.  Robert  Pabner,  C.  W.  MuOan, 
Geo.  N.  Garrettaon.  J.  T.  Sullivan,  Henry  Weis.  J.  E.  Sedgwick. 
H.  V.  Myers.  N.  Northey,  Herman  Miller.  D.  Tumey.  J.  C. 
Bauch,  E.  H.  Headford. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  V.  Meyen. 
State  agent  for  la.;  J.  C.  Bauch,  spedal  agent  for  W.  la.  and  0.; 
p.  WoUe.  special  agent  for  Eastern  la.  Toe  company  operates 
in  la. 


IOWA  NATIONAL  FIRE  INSURANCE  COMPANY,  Des  Moines,  la. 

President,  John  L.  Bleakly;  Secretary  and  Treasurer,  Frank  P.  Flynn.     Organised,  1915. 


This  company  was  organised  early  in  1915  by  prominent  men 
in  Iowa  headed  by  John  L.  Bleakly  former  Iowa  State  Auditor. 
It  proposes  to  have  a  capital  of  $500,000  and  a  surplus  of  like 
amount.  Early  in  January  of  this  year  we  were  advised  that 
the  work  of  incorporation  had  been  completed  and  that  $100,000 
of  the  capital  stock  had  been  subscribed.  As  of  May  22.  1916. 
the  company  states  that  more  than  50%  of  the  stock  has  been 


BoU.  It  was  also  indicated  that  the  company  would  endeavor  to 
commence  writing  before  January  1, 1917.  A  request  fat  informal 
tion  was  returned  by  the  company  with  the  officers  names  filled 
in  and  the  statement  that  no  businesB  had  as  yet  been  transacted. 
Others  identified  with  the  organisation  are  Frank  L.  Miner,  Presi- 
dent  of  the  Bankers'  Aoddimt  of  Des  Moines,  and  Steplien  A. 
Court,  Secretary  of  the  Iowa  State  Live  Stock  Ins.  Co. 


KENTUCKY  FIRE  INSURANCE  COMPANY,  Covington,  Ky. 


It  is  understood  that  the  Kentucky  Fire  of  Covington.  Ky.. 
which  was  organised  in  1914  as  an  assessment  company,  will  file 
paiwrs  for  incorporation  as  a  stock  company.  It  is  to  have  a 
capital  of  $100,000,  of  which  $56,000  was  repcuted  as  having  been 


subscribed  in  1915.  This  company 'according  to  its  officers,  had 
$1,334,000  of  insurance  in  force,  and  had  162  agents  in  Kentucky 
in  1915. 


KNICKERBOCKER  INSURANCE  COMPANY,  New  York. 

President,  Chas.  E.  Peck;  Secretary.  A.  Leroy  Eustace.   Organised,  1913. 


Ybar'    Assets 


1915 
1914 
1913 


$471,120 
440.976 
403.726 


Unearned 
Premiums 


Net 
Surphis 


Net 
Premiums 


Total 
Income 


AaJBBES 

Psid       I  Dividends 


Expenses 


$49,203 
33.340 
10.943 


$157,995 
149.7351 
139.799' 


$100,175; 
72,625 
23,739! 


$116,287 
88.917 
32,969, 


$47,852 

24.520 

519 


$15,000 
15.000 


$26,542 

17,547 

7,808 


Total  Ex- 
penditures 


$89,394 

57,067 

8,327 


Incurred 


AsBBTB,  Dbc.  31, 1915. 

Bonds  and  stocks. . .  $428,530 

Cash 12.346 

Agents'  balances. . . .  24.138 

Interest 6,106 

Total  assets $471,120 


LuBiUTBS.  Die.  31, 1915. 

Losses  unpaid $11,922 

Unearned  prems 49.203 

Other  liabilities 2.000 

Total  liabilities...  $63,125 

Capital  paid  up ... .  25a000 

Net  surplus 157.995 

Total $471,120 


Underwriting  profit,  $3,898;  investment  profit.  $19,363. 

RISKS  AND  PREMIUMS:  Fire  risks  m  foree.  December  31. 
$12,419,174;  premiums  thereon,  $94,606. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$196,539:  losses  paid.  $71,678;  dividends  dedared,  cash,  $30,000. 


$54,563 

27,439 

2.116 


BONDS  OWNED:  Ptor  Market 

Value.  Value. 

N.  Y.  Cy ..  cp.  stk.,  1918-20,  Z^% $210,000  $207.0SO 

N.  Y.  Cy.,  reg.,  1916,  4% 20.000  20.000 

N.  Y.  Cy..  c.  ex.  rev.,  1917.  6% 5.000  5, 150 

B.  A  O.  eq.,  1918-19.  4^% 20.000  20.200 

Chi.  k  Nwn.,  eq..  1918-19,  4H% 20.000  20.200 

Chi.  Rys.,  1  m.,  1927,  5% 20.000  19.400 

Cleveland  El.  Illg.,  1  m.,  1939.  5% 10.000  10. 100 

International  &  Gt.  No.,  1919,  6% lOiOOO  9,700 

Kan.  &  Mich.  Ry .,  2  m.,  1927.  5% 10.000  9,900 

N.  Y.  C.  L..  eq.  tr.,  1926,  4H7o 20,000  20,200 

Penna..  gn.  fgt.  eq..  1920,  4H% 10.000  10, 100 

PortlandRy.,  1  m.,  1930,  5% 10.000  9,500 

So.BeaTLATg.,  1941,57o 10,000  10,000 

So.  Pae..  eq.,  1919-20,  4Vi% 20,000  2a200 

Un.  Pm.,  cv.,  1927.  4% 20.000  18,600 

Amer.  Tl.  A  Tg.,  1929.  4% 20.000  18,200 

Totals $435,000  $428,530 
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KNICKERBOCKER  INSURANCE  COMPANY,  New  York.— CoiUiniied. 


MISCELLANEOUS:  This  oompuiy  waa  formed  early  in  19 13  by 
parties  kieiitifiad  «ith  the  «en4aiown  iDBureaoe  finn  of  Willooz, 
I^ck  A  Hushes.  Its  capital  ia  $250,000,  and  its  initial  surplus  was 
1115,000. 


DIRECTORS: 
H.N. 


Chas.  E.  Peck.  R.  T.  Marahall.  P.  S.  Mallett, 
C.  D.  Franks,  R.  Van  IdersUne,  J.  C.  Shafer, 


E.  B.  Walker.  8.  G.  Wilkoz.  William  G.  WUkoz.  Victor  R.  MeU. 
A^  Leroy  Eustace. 

FIELD  MEN  AND  TERRITORY  COVERED:  E.P.Lcnihan, 
Rockefeller  Big.,  Cleveland,  0..  State  uent  for  0.;  Robert  Van 
Arsdale,  Insurance  Exchange,  Chiouo,  State  •S^t  for  III.;  J.  0. 
Shafer.  DaUas.  Tex.,  general  agent  tor  Tex.  Tne  company  oper> 
ates  in  III.,  N.  J.,  N.  Y.,  0..  Fa.  and  Tex. 


LAFAYETTE  FIRE  INSURANCE  COMPANY,  New  Orleans,  La. 

President,  John  X.  Wegmann;  Seovtary,  Charles  A  Gordon.   Organised,  1869. 


Yx4S      Assets 

Unearned 
Piremiuma 

Net 
Surphis 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915  1     $512,424 
1^14  1       506^913 
1913  <       400^722 
1912  1       4«3J95 
1911  !       47S.298 

$43,562 
46,583 
48.468 
50.846 
50.564 

$304^6 
295,098 
286.035 
280.172 
261,570 

$37,518 
40,969 
45,995 
63,313 
54.902 

$63,377 
64,986 
70,542 
73,494 
73,885 

$18,580 
12,888 
18,896 
11,336 
21.844 

$22,753 
22.270 
22.558 
22.693 
22.500 

$17,471 
22,269 
16,504 
19,384 
15.402 

$58,804 
57.427 
57,958 
53,413 
59.746 

$18,051 

15,379 

18,740 

8.706 

24.539 

Die.  31,  1915. 

Real  estate $5,000 

Msrt^celoaas 99,087 

Boads  azsl  atoda. . .  390,656 

Cisii 4,930 

Agaii'  faabitccB ....  12,751 

Total  assets $512,424 


LiABiLiTiiB,  Dec.  31,  1915. 

Losses  unpaid $2,400 

Unearned  prems 43,562 

Div.  unpaid 12,196 

Total  liabUities...  $58,158 

Capital  paid  up 150,000 

Net  surplus 304,266 

Total $512,424 


UndovritiaK  profit,  $7,380;  investment  profit,  $24,289. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$h,607.590;  pnmimns  thereon,  $89,241. 

BU^^ESS  SINCE  ORGANIZATION:  Premiums  received, 
$3,275,448:  iones  paid,  $833,931;  dividends  declared,  cash, 
$37,500:  stock,  $103,500. 

P£AL  ESTATE  OWNED:  Consists  of  building  situated  2123 
Mapame  St.,  New  Orleans.  Taxes  for  1915  were  $138.  Book 
vake,  $8^500,  market  vahie,  $5,000. 

MORTGAGE  LOANS:  There  are  44  loans,  aggregating 
$99,^7:  aD  MeoKcd  by  first  mortrnge  on  improved  reuestate  in 
3i€w  Orieaas  worth  $273,615.  There  was  no  interest  past  due 
31,  bat.  The  company  holds  $245,500  of  fire  insur- 
the  oaartgs^ed  buiUingB. 


BONDS  AND  STOCKS  OWNED: 

BOHDS. 

^0^4% 

S.0^7% ; 


Par 
Value. 
$^,000 
18,000 


Market 
Value. 

$26,970 
20.700 


Bonds  and  Stocks  Owhwd.—CotU.  Par  Market 

Bonds.— Con/.  Value.  Value. 

N.O.,pub.imp $25,000  $22,500 

N.O.,prem 13,120  36,736 

Louisiana  st 60,000  50,000 

Atchafalaya  Levee 10.000  10,000 

Bossier  Levee 20,000  20.000 

Caddo  Levee 25,000  25,000 

Lafourche  Levee 45,000  45,000 

Pontchartrain  Levee  "D" 50.000  57,500 

R.  R.  Atch.  A  B.  B.  Levee 10.000  10,000 

Canal  and  Claiborne  R.  R 15,000  17,250 

Edison  El.  Co 26.000  26.000 

N.  0.  and  CacroUton  R.  R 17,000  17.00a 

Stocks. 

Commercial-Germania  T.  A  S.  B 1,000  2,00(^ 

Dixie  Homestead  Aasn 1,000  l,000i 

Eureka  Homstead  Soc 1,000  1,000 

Hibemia  Homestead  Asm 1,000  1,000> 

Third  Db.  Big.  Aasn 1,000  1,000 

Totals $362,380  $390,656 


MISCELLANEOUS:  Caoital  has  been  increased  from  $46,500 
to  $150,000  by  means  of  stock  dividends.  Ccnnpany  operates  only 
in  La. 

DIRECTORS:  Joseph  Baumann,  Henry  P.  Dart,  Geo.  M. 
Faivre,  Adam  Gambel,  Walter  H.  Ho£fmann,  John  W.  Joachim. 
T.  J.  Kohl,  Christian  Miller.  F.  W.  Gras,  A.  R^el  Louis  Schuler, 
A.  Norton  Skardon,  R.  Theum,  Joseph  Tranchina,  John  X.  Weo- 
man,  Samuel  Wilson.  Jacob  Young.  John  T.  Holmes,  Henry'  P« 
Pfeffer. 


LINCOLN  FIRE  INSURANCE  COMPANY,  Nashville,  Tenn. 


The  liacolB  F^  Ins.  Co.  of  Nashville,  Tenn.,  was  incorporated 
adtf  Tesowssee  bws  early  in  1913,  with  an  authorised  caiHtal 
<d  $100uD00.  It  has  smoe  been  in  process  of  organisation. 
M  of  Jaaoaiy  14.  tlus  year,  it  was  reported  that  the  company  had 
B3faaaiptk»for$SaO00  of  iU  stock.  $5,000  of  which  had  already 
faeea  naid  in.1  The  officer^  state  that  the  company  wiU  be 
resdbr  for  hnninnan  and  expeet  to  procure  their  license  when  $50,000 
of  the  cajEilal  stock  has  Men  paid  in  which  will  probably  be  to- 


wards the  end  of  1916.  The  promotion  of  the  company  is  in  the 
hands  of  the  .\merican  Securities  Co.,  controlled  by  the  same 
officers  as  those  in  charge  of  the  Lincoln  Fire.  The  company 
intends  making  a  specialty  of  industrial  business  on  negro-owned 
risks.  The  officers  of  the  fire  com^y  are  E.  T.  Lewis,  presiiknt; 
B.  B.  Coffey  and  C.  W.  Brown,  vice-presidents;  Frank  G.  Lang- 
ham,  secretary;  W.  L.  Looney,  treasurer,  and  M.  S.  Roes,  counstf. 


LIVERPOOL  &  LONDON  &  GLOBE  INSURANCE  OF  NEW  YORK, 

New  York,  N.  Y. 

nnUot,  H.  V.  Ertoo;  Secnfauy,  O.  W.  Hoyt;  Aintwit  Seeretario,  J.  B.  Knmer,  T.  A.  Weed.    Organued,  1897. 


^    1            1 

Unesmed 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

TB4SJ 

1915 

Surplus 

Rymiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Ineuared 

$1,2UJ2S 

$358,232 

$383,903 

*$361,512 

$398,982 

*$213.514 

$25,000 

$118,686 

$357,200 

$200,222 

»14       Uia,tf4 

320,947 

567,960 

340,715 

376,217 

163,659 

20,000 

96.506 

280,165 

188.018 

1913 

UiBDinO 

282,207 

648,077 

295.674 

330,770 

115,844 

15,000 

73.402 

204.248 

115.387 

19Ii 

M$L179 

236,215 

450,027 

235.124 

268,015 

137,100 

15,000 

64.515 

216.615 

129,048 

idii  :     «s,a63 

232,333 

420.906 

226,850 

256,343 

117,539 

15,000 

71,047 

203,586 

119.112 

$10,156  sEMoine  pneouuma  and  $35,340  marine  losses. 
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LIVERPOOL  &  LONDON  &  GLOBE  INSURANCE  OF  NEW  YORK, 

New  York,  N.  Y .—Continued, 


Anm.  Dbc.  31, 1915. 


Boods  and  itoeka. 

Oaah 

AfBDts'  bftlances. . 
laterast 


1823.080 

218.333 

167.226 

6.887 


LiABiums,  Dec.  31. 1915. 

LosMBunpftid 148,661 

Unearned  prams....       358,232 
Other  liabilities....        24.730 


Total  liabilities...  $431,623 
Capital  paid  up. . . .  400,000 
Net  surplus 383.903 


Total  assets $1,215,626       Total $U15,526 


Undenrritins  profit.  $999;  investment  profit,  $39,926. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$61,840,669;  premiums  thereon,  $639,172;  marine  and  inland 
risks  in  foroe,  $1,129,498;  premiums  thereon.  $25,716. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived. 
$3,568,244;  loves  paid,  $1,742,259;  dividends  declared,  cash, 
$174,825;  stock,  $200,000. 

BONDS  AND  STOCKS  OWNED: 
Sfocu. 
Atch.,  T.  A  8.  Fcm  p 

MM*  Qw  \^»  XV*  Alia  !?■■  *•••■••••••■••■■•••■• 

Chic..  MU.  A  St.  P.  p 

Clere..  Cinn.,  Chic.,  ft  St.  L.  R.  R.  p. .  . 

in.  Cent.  R.R.»(ls.  l  gr.) 

Norfolk  »  W.  R.  R.,  p 

Soutiiem  Ry.,  p. 

Union  Tmc.  R.  R.,  p 

BoifM. 

Geonpa,  1930.  3H% 

N.  Y?Cy.  bs.os..  1922. 3H% 


Par 

Market 

Value. 

Vahie. 

$100,000 

$102,000 

20.000 

15.600 

40,000 

54.000 

40.000 

30,400 

30,000 

24,000 

50,000 

43.000 

50.000 

31.000 

20.000 

16,600 

$10,000 

$0,500 

195.000 

187,200 

BoMiM  AND  Stoceb  OwftwD.—Cont. 

BOMM.— CtflU. 

New  York  Can..  1967,  3% 

AtL  A  Charl.  A.  L.  Ry..  1944,  4^%. . 

B.  A  0.  R.  R.,  CT..  1933,  4H% 

Chi.,  Buri.  ft  Q.  R.  R..  j..  1921.  4%. . . 
Chi..  MIL  ft  St.  P..  cv.,  1932. 4H%- . . 

lU.  Cent,  r.,  1966,  4% 

Norfolk  ft  Western  R.  R.,  1  os.  m.,  IM 

Southern  Ry.  1  os.  m.,  1994.  5% . . . . ! . 
Southern  I^.  sp.  divd.  etf.,  1919.  4%. 
W.  S.  ft  So.  R.  R.  1  m..  1960. 4%. . . . 
Lehigh  C.  ft  Nav.  os.  m^  1954,  4H% 


Par 

Market 

Value. 

Vahie. 

$50,000 

$49,500 

35.000 

34,300 

6,000 

5,830 

15,000 

14.700 

6.000 

6.180 

35.000 

31ji00 

41.000 

38,540 

50,000 

51.500 

1,000 

840 

30.000 

26.400 

50.000 

50.500 

Totals  (book  value.  $943,484) 


$874,000       $823,080 


MISCELLANEOUS:  This  company  is  controlled  by  interests 
identified  with  the  Liverpool  and  London  and  Globe  of  Iiver> 
pool.  Ltd.  (%ital  increased  in  1915  by  transfer  of  $200,000 
from  surphv.   Value  of  special  deposit  in  ueorgia,  I9JS00. 


DIRECTORS:  Henry  W.  Eaton,  J.  A.  Stewart,  Walter  C. 
Hubbard,  T.  M.  Brown,  Edmund  D.  Randolph,  A.  Q.  Dent, 
Wm.  H.  Wheekxdc. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  S. 
Warren,  genoal  agent,  Chieacp,  IlL;  dareooe  F.  Low,  genenl 
afsent.  New  Orleans,  La.;  R.  P.  Fab;,  nneral  agent  San  Fhto- 
eiseo,  Cal.  The  company  operates  m  Ala.,  Colo..  Conn.,  Fla., 
Qa.,  m..  la.,  Kan.,  La..  Mass.  Mieh.,  Minn.,  Miss.,  Mo.,  Mont.. 
Neb..  N.  M..  N.  J,  N.  Y..  nTD..  Pfc..  S.  D..  Tex.,  Utah.  Wis.  and 
Wyo. 


LOUISIANA  FIRE  INSURANCE  COMPANY,  Baton  Rouge,  La. 

President.  0.  B.  Steele;  Secretary.  R.  N.  Roas.    Organised,  1891.    Pkid  up  capital,  $72,240. 


YmkM 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Nrt 
Premituns 

Total 
Income 

LOSNS 

Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Looks 
Incurred 

*1916 

1914 

$68,688 
66,280 
66,421 
63,861 

-$  3.674 
65,260 
65,420 
46,809 

r,391 
7.333 
7,158 
7.351 

$3,655 

$3,801 
7.375 

•    $7,456 
7.398 
7.225 
7.276 

1013 

$21 

1912 

1011 

3.473 

3.803 

*Statistics  for  1915  not  received  when  this  page  went  to  press. 

MISCELLANEOUS:  The  company  made  a  reinsurance  treaty 
in  1907  with  a  larfs  American  stock  fire  insurance  company  Igr 
whidi  all  the  Loudbna's  liabilities  were  diminated  and  it  r»* 
tained  its  identitar,  oontinuinic  bunness  as  theretofore  but  with- 
out any  liability  for  unearned  premiums. 


DIRECTORS  (1916  list):  J.  D.  Fisher,  0.  B.  Steel,  C.  C.  Bird, 
Joseph  Gebelin,  S.  I.  Reymond,  T.  Jones  Croo,  W.  P.  Connell, 
J.  Fambaeher.  H.  H.  Howell,  W.  B.  Buika,  A.  Doherty.  Jr..  J.  N. 
Thomas,  J.  A.  Caruthers,  King  H.  Knox.  H.  C.  Paulsen. 


LUMBERMENS  INSURANCE  COMPANY,  Philadelphia,  Pa. 

President,  Oliver  H.  Hill;  Vice-President.  L  W.  Roberts:  Secretary.  N.  J.  Dunn.    Organised.  1873. 


Unearned 

Net 

Net 

Total 

Loeses 

Total  Ex- 

Losses 

YlAB 

Assets 

Premiums 

Surphis 

Premiums 

Income 

Pkid 

Dividends 

Expenses 

penditures 

Ineuned 

1916 

$1,976,442 

$456,571 

$1,247,146 

$231,332 

$317,553 

$90,499 

$46,000 

$111,874 

$247,373 

$81,498 

1914 

1.906.252 

453.023 

1,174.998 

220.681 

309.555 

107.638 

46.000 

107.151 

259,780 

107,602 

1913 

1.850.609 

461,791 

1.112,093 

243.602 

325.819 

107,961 

45.000 

115.087 

268.048 

112,298 

1912 

1,835,169 

456.791 

1,107,867 

240.651 

321,322 

135,310 

46,000 

113.357 

293.6671 

123.072 

1911 

1,821.277 

452,228 

1.081,640 

243.866 

327,263 

130.415 

46,000 

115.139 

290.664 

135.380 

Unearasd  pramiums  inehids  amount  reclaimaUe  on  perpetual  policies. 


Abskb,  Die.  31, 1915. 


LuBiUTns  Dm.  31, 1915. 


Real  estate 

Mort8i«e  loans... 
Boods  and  stocks. 

Cash 

Agents' balances. . 
Interest 


$61,740 

110.010 

1,703,992 

31,099 

41,986 

26,615 


unpaid $11,297 

Unearned  prems ....  286,014 

Perp.  dep.  reel 171,557 

Other  liabilities....  10,428 


Total  liabiUties...  $478,296 
Capital  paid  up....  260.000 
Net  surphis 1.247.146 


Total 


$1,976,442       Total $1,975,442 


Underwriting  profit.  $33,695;  investment  profit,  $83,453. 


RISKS  AND  PREMIUMS:  Fira  risks  in  force,  (except 
petuab).  December  31.  $56,719,359;  premhmis  thmon,  $539,184: 
perpetual  fire  risks  $7,259,950;  deposrt  praouums  thereoii.  $19a619 


BUSINESS  SINCE  ORGANIZATION:  Pkemiumt  t«ecived. 
$6,239,702;  losses  paid,  $3,062,438;  dividends  declarvd.  cash. 
$953,000. 

REAL  ESTATE  OWNED:  The  principal  propertyia  the  coas- 
pany's  home  office  building  at  427  Wahrat  st,  PhiUdelplua. 
This  is  4  stories  m  front  and  3  in  back;  its  book  vahie  is  $4^,600 
and  it  is  carried  at  $40,000.  There  are  3  other  Philadeiphia 
properties  (dwellina),  6  in  St.  Pkul  inchidiag  stores,  (hrel]ii«s. 
lots  and  stables;   2  dwellings  in  Denver;  a  dwelling  ia  South 


REPORTS  OF  nRE  INSURANCE  COMPANIES. 


LUMBERMENS  INSURANCE  COMPANY,  Philadelphia,  Pi.— Continued. 


UOKTGAGE  LOANS;  Nm  erf  lh«  M  .^-  „ 

■■  ■■oMt.  tK  ■ecarilia  boat  knUd  in  FUkiMplik.  Djhilh, 
MJiin^inKi.  St.  PwiL  (U  Put  ID.  Ools.  ud  Tnnn  Co.. 
Uba  Tbe  total  kuu,  tlll).IXIt.  in  Hiiund  by  pn^stia 
nhHd  M  tai.3H  wd  bm  H3T  of  intefOt  b  onnlue. 


y^  lOK  , 

-  -  •=.  ili«-  4'i  I' 

r^iwi.  iwi .. 

Pfc-*'-,.  IKB-t 


AiM«rpi_ . 

N  Y.Cy_  aiin.iM 
B<r,  Bdenr.  I^  1' 

Dol«kr,4'V-<.  1»2' 

WiMfaBj.  N.J..4'i'i.  I»38.   , 

Lm^^w,  C»L.4i]'"c.  IBM    .... 

ADwir9o.R.lUS'"c.1»0. 

AlL  Ct.  EL  R.  R..  S^e.  IMS 

A,  E  *  Cb).  R-  W.  1  in .  S'v,  IMl 
Bdr. «  7Ik  Av>.  R.  R_  «.  S<^r,  IMS 

B.  A  O.  R_  a,  p.  U  3!4'^,  [BIS 

B.  4  O.  B.  R„  «!..  *W-c  191&^23 
flUrn.  Cb.  EL  R-  H.,  p,  J'",.  IMO. 
Cb-  Sl  I.  A  Piui.  R.  R..  i%.  Itni 

C,  *C.H-R„i'^clMI 

C.  Gh  A  ar,  4Tc  1029  

Cat  Pk.  R.  tU  (T.,  3H%.  1«20... 
CaLFkcB-IU  v~4<^,,  IMO  .... 
Ch.  PM-  R.  W^  s).  4ii'~c  IKfl. . . 


Mtlbrt 

VlhH. 
t24JOO 

11.000 

1ft.  wo 

40,000 

3i!sao 
isiiM 

KMt 


23.000 
2S,'00I) 


Hu.  Kk.  It  »  Pk.  Ry,  »=-£,  1917  . . 
Cj.  U.  A  Tr,  SttUik.  Mil.  S'',,  IKZ.. 
CWn.  A  ntu_  (B.  m.  (r..  3Vi.  IMS. . 

rk.  Rim,  i'-c,  l«S7 

Cwmbrgk.  VT.,  3<~,.  1939 

D-  f.  A  C.  R.  W,  S-t,  1023 

Dobtk  Sl  Jty.  i'-^  1030 

Dn.  A  U.  Bi-,  4'  i.  1»5 

Eneiubk  HL  Gh.  Lt.,  Phik  Sr,.  1923 
EL  A  PhfIk  mA.  II.  elf.  (FUk), «%. 


Eebn  a  U,  PUh,  Kk.  B.  rtf..  S%, 


i^cl9 


E.bui  EL  la,  BUtil.  4'-c 
Erii  R.  R,  p.  L.  4'-^  IW« 
EntH-R-eii.  S'>,  19J7.  . 
IS».  R)r  4  EL.  S'i.  1932 


Khh  t^.  1>m.  R.  W 
LfAick  VkL  R.  R..  uu. 

L.  S.  A  UiEk.  ^  R5- 
UloEbCslANsT.  4< 


^iS;      ■ 

felt:::: 

w,4r..i«a  . 

14,000 

liooo 

13,400 
12.300 
23,M0 
Z4.7M 


20,000 

isiooo 


BoNM  tm  Bkcu  Ovhb.— 

N.  Y.Itn.lAr.,4%.lM'2  .. 
N.Y.Ryi...di.i-      — - 
N.  V.  Qh,  EITLi 
Oli»R.R.R.,S 

PtuB.  Sisti.  1%.  1917... 
Phim.  R.  R.  m..  4^7d.  1 

FUBic  Llf.,  S%.  1929  

Phik.  ^  f.  n.  etf.,  i%.  1N>. . . 


pbit.:;:s..%:iMr.™-.::;::::; 

R:;,'^?::i|.'N':v?.\'^;;;::: 

1;^' ,.%%'■  S:!l:!t::::::: 

I'-SiSis:::; 

8t,_  ;.aL.Cuppl«Bt».AP™i>,4W%, 

5SiTi'i!«.1k,«::: 

»ncu. 

WiIki»-BvnAH.  R.  R.,  p 

u 

A,«U.*Tc„n 

,1.  ATc, 

Gd.  Ripidi  A  Ind.  R.. 

Pbik.  T(., 

PhiU.  Co„p 

PhiliBdunc  p. ....!! 
Dtlrnt  A  Mack.  Ry.,  p 
Detroit  A  MuA.Rv.H 
CitiKa  Put  H.  W..  PI 
C;.  Li.  A  Te.,  SeiUu.  p 3,mju  i.4W 

TaUkn»okvilue,  tl,717.22S) 11,791,400  II. OSS.SrO 


3,130 

5,sao 

3,180 


a  Co.'i  nlul 


MI.^EI.LANEOUS:   Ci^lal  jhtcukI  in 
mid   ipciudr 

DIRECTORSt  J.GibBD 
WiUknu.  aUta  H.  UiU.  J. 
Miulf.  Hmnu  Hoopa,  li 
Ju  Gtln.  Wm.  A.  Hiiiin. 

FIELD  MEN  AND  TERRITORY  COVERED;   Htrrisk  A 


Auwtub,  I 


^hiajQ.  III.,  iiu 
U.    Tbtmrnpu 


O..PLU 


LUMBERMENS  MARINE  INSURANCE  COMPANY,  Norfolk,  Va. 


Pndnt.  Jolm  L.  Ropet^  S«nl*ry 

,„!   «-     SSS 

N«       1        Nrt       , 
Smptoi    1  Prnn'.umg  | 

T=-.il      1      L-«»     1                   1 

Tnlal  L,. 
psiditura 

■ss, 

l»U 

1*13 
It  I 
!•  I 

IK.7».             IIU 

I1;J5,        g 

Ml,273           W.024 
3»,l7(l!            8,»Q 

3S9MI        s.we, 

SSl     '!:S! 

1    ,2761             »«!■          »,0O0l          ti,7g; 

,7I3l            S,LK3!            3.7Sa,            3.3t3 
.ISO               73.11            S-OOOl            3J3« 

t8,4«i 

'i 

2.390 

Euij  ■  101*  thitCvaifmaj  bQnidated ud r«ticed {n 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


MADISON  INSURANCE  COMPANY,  Madison,  Ind. 

Preadent,  J.  W.  Cornctt:  Secretary.  J.  K.  Weyer.   OrgBnised,  1831 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Loesea 

YtU^R 

ABWtS 

Premiums 

Surplus 

PremiunM 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

$208,084 

113.348 

$89,536 

$8,139 

'  $18,590 

$2,203 

$8,000 

$6,155 

$16,358 

$3,403 

1014 

183,867             8.758 

71.109 

9,076 

19,846 

3,576 

8,000 

5,983 

17,550 

2,624 

1013 

186.369,           10.871 

70,497 

14.158 

24.369 

12,206 

8.000 

5,443 

26.640 

9,466 

1012 

196,510 

16.608 

72.162 

25.419 

34,877 

16,578 

8.000 

4,557 

29,134 

17.068 

1911 

180.251 

16.572 

65.430 

23.852 

34.144 

19,247 

8.000 

5,344 

32,501 

17.850 

AflBBTB,  Dec.  31, 1015.  LuBiums,  Dsc.  31, 1916. 

Real  estate $6,000    Looes  unpaid $1,200 

Bonds  and  stocks...       104.243    Unearned  prems....  13,348 

Cash 3,313    Unpaid  div 4,000 

Agents'  balances. . . .  2,445  

Interest  and  rents...          2.083       Total  liabiUties...  $18,548 

Capital  paid  up 100,000 

Net  surplus •  80,536 

Total  assets $208,084       Total $208,084 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$1,050,271;  premiums  thereon,  $23,006.  Dividends  declared,  cash, 
since  organisation  $764,000. 

REAL  ESTATE  OWNED:  Consists  of  office  building.  RenU 
received  last  year,  $100. 

BONDS  AND  STOCKS  OWNED:  Par          Market 

Bonds.  Value.  Value. 

Toledo  Terminal $11,000  $8,800 

United  Telephone 5.000  5,000 

Real  Estate  Mortgage 2,000  2,000 

Southern  Railway 5.000  5.100 

Virginia  Railway 4.000  3.020 

WaverlyCo 2.000  2.000 

Central  Oolitic  Stone 2,000  2.000 

Mayer.  A.  B.  k  Co.,  Indianapolis,  Ind. . .  5,000  5.000 

ErieR.  R 5.000  3,750 

Southern  Pacific 1,000  1,060 

Stocks. 

Local  Building  Associations 3.447  3.447 

U.  S  Steel  Cp..  p 1.500  1,740 

Twin  City  R.  T.  com 2,000  1.020 


Bonds  4ND  Stocks  Ownbd.— CwU.  Par  Market 

Stocks.— Con/.  Value.  Vahie. 

Proctor  &  Gamble,  com $7,000  $47,250 

United  Cigar  Mfg.,  com 4.000  2.480 

National  Biscuit,  p 5,000  6,300 

National  Biscuit,  com 7.500  9.450 

Union  Pacific  R.  R.,  com 8,000  8.280 

First  Nat.  Bk.,  Cin.,  0 4,600  8,970 

Lehigh  Val.  R.  R..  com 4,500  7.290 

LehighVal.R.R..  coal  sales 600  960 

Cin.,  New.  &  Cov.  L.  k  T..  com 5,000  3,750 

Penna.  R.  R.,  com 7.460  8,791 

Brooklyn  R.  T..  com 5,000  4.400 

Atch.,  T.  &  S.  Fe  R.  R.,  com 10.000  10.700 

111.  Central  R.  R..  com 5,000  5.350 

Amer.  Tl.  A  Tg.,  com 4,000  5.160 

Southern  Pacific,  com 5.000  5.100 

B.  4  0.  R.  R.,  com 5.400  5.076 

B.  k  0.  R.  R.,  p 700  53v 

Norfolk  &  Western  R.  R.,  com 2,000  2,420 

Great  Northern  Ry.,  p 6,000  6,260 

Totals $142,607  $194,243 


MISCELLANEOUS:  Comnany  did  transact  a  surplus  line 
business  through  .\.  J.  Van  Deinse.  Indianapolis,  Ind.,  but  has 
now  ceased  writing  surplus  line  business  entirely.  During  1915. 
company  absorbed  the  Firemens  k  Mechanics  of  Madison.  Con- 
flagration losses:  San  Francisco,  1006,  $5,000. 

DIRECTORS:  J.  W.  Comett,  John  B.  Roes,  C.  S.  Powell, 
H.  W.  Hargan,  J.  K.  Weyer. 

TERRITORY  COVERED:    Indiana  only. 


MARQUETTE  NATIONAL  FIRE  INSURANCE  COMPANY,  Chicago,  111. 

President,  Anthony  Matre;  Vioe-President,  Henry  Reis;  Secretary,  Henry  J.  Woessner.   Incorporated,  1012. 


Ybar!     Assets 


1015  I     $421,342 


Unearned 
Prenuums 


$12,001 


Net 

Surplus 


$103,605 


Net 
Premiums 


Total 
Income 


$10,325 


$34,014 


JjOBBQB 

Paid 


Dividends 


$1,530* 


Total  Ex- 
Expenses      penditures 


$42,645' 


$44,175 


Losses 
Incurred 


Asflsn,  Dec.  31. 1015. 

Ctfs.  of  deposit $40,667 

Mortgage  loans 04,400 

Bonds 204,^2 

Collateral  loans 15,000 

CWi 64,810 

Agents'  balances 6,681 

Interest 5,475 

Other  assets 27 

Total  assets $421,342 


LiABiLrms,  Die.  31, 1015. 

Losses  unpaid $1,608 

Unearned  prems 12,001 

Reins,  funds 2.138 

Other  liabiUties 1,000 

Total  liabilities...  $17,737 

Capital  paid  up 300.000 

Net  surphis 103.605 

Total $421,342 


Underwriting  profit,  $36,557;  investment  profit,  $32,115. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$1,760,442;  premiums  thereon,  $16,008. 

BUSINESS  SINCE  ORGANIZATION:  Pt«miums  received. 
$17,187;  looes  paid.  $1,406. 

MORTGAGE  LOANS:  There  are  13  loans,  aggrefjating  $04,- 
400,  on  improved  propert/,  all  but  two  oS  which  (one  m  la.,  and 
one  in  Colo.)  are  in  Illinois,  valued  at  $224,000.  On  December 
31,  last,  there  was  $1,288  of  interest  pest  due. 

COLLATERAL  LOANS  are  as  follows:  There  is  a  loan  of 
$15,000  secured  by  150  shares  of  Rosebud  Securities  Vault  Co., 
and  14  Real  Estate  first  mortgages  valued  at  $34,750. 

BONDS  OWNED: 

Petersburg.  Fla.,  imp.,  1043.  6% 

London,  Tenn..  rd.  k  bg.,  1043,  5% 


Par 

Market 

Vahie. 

Value. 

$16,000 

$17,472 

1,000 

1.100 

Bo.NDS  OWNKD.— Coirf. 


Par 
Value. 

Harrisburg.  lU.,  imp..  1017,  5% $100 

Peoria  k  Fulton.  lU.,  dg.,  1028.  6% 18,000 

Greenville,  Tenn.,  rd.  imp.,  1054,  5%.. . .  6.000 

Houston.  Tex.,  fire  sta.,  se.,  1043,  5.% . .  1.000 

Baylor  Co.,  Tex.,  rd.,  1052,  5% 25,000 

Trinity  Co..  Tex.,  c.  h.,  1053,  5% 11,000 

Pt.  Arthur.  Tex.,  wat.  wks..  1052,  5%. . .  20,000 

Beaumont,  Tex.,  st.  imp.  k  rep.,  1052, 5%  13,000 

Beaumont.  Tex.,  pk..  1052,  5% 0.000 

Logan  Co.,  W.  Va.,  bg.,  1925-33,  6%. . . .  25,000 

Henderson  Co.,  III.,  dg..  1922-31.  6%.. . .  10,000 

Melbum  Apt.  Big.,  Chi.,  lU.,  1017,  6%. .  300 
Union  Lt.  k  Pow.,  Jc.  Cy.,  Kan.,  1  m., 

1024,67c 2.000 

Baptist  Mem.  Hos..  Memphis,  1016,  6%.  2,000 
Loretto  Lit.  k  Ben.  Inst.,  Denver.  Colo., 

Im.,  1016,5% 500 

Janesville.  Wis.,  r.  e.,  1020.  5H% 500 

Mich.  Ave.  Trust,  1  m.  g.,  1928.  5% 33,000 

Chi.,  Parish  of  St.  Gert.,  r.  c  1024,  5% .  5.000 

Nuns,  N.  Orleans.  La.,  1  m.  r.  e.,  1022, 6%  600 
Soc.  of  Sisters,  Holy  Name  of  Jesus  and 

Mary,  r.  e.,  1016,  b}j% 500 

Centralia,  111..  Gas  k  EL.  1  m.  g..  1024. 

5% 500 

Underwriters  Salvage,  Chi 600 

Totals  (book  value,  $202,351) $200,500 


$3,104 


Market 
Value, 

$100 
18.540 

6,240 

1.600 
25.000 

0.000 
20.400 
13.060 

0.270 

25,000 

10,400 

300 

1,900 
2.000 

500 

500 

33,000 

5.000 

500 

500 

500 
600 


$204,282 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


Ill 


MARQUETTE  NATIONAL  FIRE  INSURANCE  COMPANY.  Chicago.  Ill— Continued, 


MISCELLANEOUS:  TUs  eompuy  hu  an  authanied  capital 
of  11,000,000  and  it  is  propoBed  to  have  an  ecjual  amount  of  aor- 
ph».  BeeaoK  of  inability  to  obtain  poHeaaion  of  bonds  owned 
and  oMb  on  dqnat,  due  to  the  failure  of  the  La  Salle  Street  Trust 
A  SatioBS  Bank,  it  was  decided  to  make  the  capital  1300,000. 
After  eammatioD  by  the  Hfinois  Insoranoe  Department,  the 
company  vaa  on  Jan.  28,  1915,  licensed  to  transact  business  in 


that  state.   Secretary  Henrr  J.  W< 
writer.    Early  in  1916  surplus  i 
of  notes. 


is  the  managing  under- 
to  165,000  by  collection 


FIELD  MEN  AND  TERRITORY  COVERED:  F.L.Weineok 
and  J.  A.  Morbrty,  Chicago,  ID.,  oorer  the  entire  field.  The  oom^ 
pany  is  licensed  in  ID.,  ImiL,  Mo^  0.  and  Pk. 


MARYLAND  MOTOR  CAR  INSURANCE  COMPANY,  Baltimore,  Md. 

PKaidcnt,  J.  Punrianee  Bonsai;  Secretary,  Chas  B.  Reeves.    Organised,  1910. 


YlAI 

Assets 

Unearned 
PmnJuuM 

Net 

Surplus 

Net 
Premiums 

Total 
Inonme 

Loeses 
Paid 

1 
Dividends  1    Expenses 

Total  Ex- 
penditures 

LOSMB 

Inenrred 

1915 
1914 
1913 
1912 

1911 

t45&»7 
444.090 
431,881 
414.797 
163J>10 

186,822 
75.12S 
71.675 
48,839 
41.304 

147.144 
35,627 
32.866 
47,847 
11.499 

8195,043 

168,504 

161.91S 

112.432 

90.855 

1212.831 
188,482 
177.906 

•173.875 
95.432 

$71,680 
56.888 
46.469 
39.632 
29.530 

ll.'i.OOO       1110,734 

15.000           95.644 

15,000;          91.483 

8,000           61,173 

45,182 

$197,414 

167,532 

152.952 

108,805 

74.712 

$70,748 
61,794 
53.473 
44,148 
32,103 

"Indodee  $50,000  surplus  from  sale  of  stock. 


AflsaiJ^  Dbc. 

Boods  and  stocks. 

Cask 

Agnis'  balanres. 

Interest 

Other  assets 


31.  1915. 

.      $416,511 

16.568 

30.098 

5.333 

4 


LuBiumBB,  Dbc. 

Losses  unpaid 

Unearned  jprems 

Other  fiabuities 


Total $468,514 

SpL  dep.  over,  liab .  9,707 


Total  liabifities. 
CaiMtalpaidup. . 
Netsurphis 


31.  1915. 

$20,007 

86,822 

4.834 

$111,663 

3oaooo 

47.144 


Total 


$458,807       Total $453,807 


VaAawritiag,  profit,  $0,006;  investment  profit,  $18,765. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force.  December  31, 
$7.135«5M:  premxums  thereon,  $173,643. 

BU3IXE3S  SINCE  ORGANIZATION:  Premiums  received* 
$7»4.597;  bMRS  pakl,  $250,614;  dividends  declared,  cash,  $53,000- 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bo!CD0.                         '  Vahie.  Value. 

Ai^b-FrcK^  ex.  In.,  192a  5% $10,000  $9,400 

Aiibm.  N.  v..  pav.,  1925-31.  4H% . . . .  1 1.200  1 1,502 

Baffakx  N.  Y.,.bo8p.,  1932. 4^% 10,000  10.200 

B  jffaki.  N.  Y^  se^  1032,  iH% H.O0O  14.280 

BdUo.  N.  Y„  r.,  dest.  plant,  1919-20. 

41, 16,000  16.000 

N.  Y.  Ctty.  ep.,  wmt  sup..  1960. 4H%  •  • .  54.000  54.540 

N,  Y.  City,  N.  Y,  cp..  rp.U.,  1962,  iH%  20,000  20,200 

Riehaood  Va^  pub.  imp^  1943,  4% . . . .  laOOO  9.300 

Ririimnad.  Va.,  r..  193S.  4% 400  376 

Eochssfiv,  N.  Y..  R.ft  S.  L.  R.  R..  r.. 

1933. 4H% 20,000  21,200 

Rome,  N.Yl.wat.,r..  1931, 4H% 15,000  15,300 

TaaeweB  Coi,  Va^  rd.  k  br.,  1933.  5% . .  5.000  5.150 

Troy.  N.  Y.,  dan.  res^  1919.  44% 9,000  9,090 

Troy.  S.  Y.,  pob.  imp.,  1928-31.  4^% . .  1 1.000  1 1.545 

Utaea,  N.  Y.,  pub.  imp..  1934-33.  4>i%.  10.000  ia4.30 

Yooks^  N.  YlTwai..  1930-22, 4% 10,000  10,240 

Bsh.  A  0.  R.  lU  ev.,  1933, 4M% 5,000  4.850 

Bait.AO.  R.R^r.Agn.m..l905.5%.  10.000  10,100 

B'^afe  A  SvB.  R.  lU  ex^  1918,  5%. . . .  5.000  5,050 

n^n.AO.Ry^ev.,1990,4H% 5.000  4,300 

ChicHO  1^^  m^  1927,  5% 6,000  5,000 

ChicM^  St.  L.  Ry.,  gn.  m..  1969. 4H%  10,000  10,300 

Ckic^B.Ia.  h  Pmc  Ry^  1  r.  m..  1934,  4%  5.000  3.300 

CoLSt.Sy.,lea.m^l832.5% 5.000  4.960 

Detroit  4  N«n.Ry.,lm.,  1921,44%..  3.000  2.700 

Gcaad  T^uok  Ry.,  Cbn.,  eq..  1918,  44%  5.000  4,900 

M..D.ftS.R.&,lm.,1947.5% 5.000  4,700 

MflBB.  Sc  Ry.  ft  St.  P.  Cy.  Ry.,  cs.  m., 

in8w5% 6.000  5.100 

Mo^  Kan.  ft  Tex.  Ry.,  1916,  6%. 5,000  3,300 

Kol  F^  Ry^  pr.  hL,  1097,  4% 5.000  4.650 

Pksma.  R.  R.,  C8.  m..  1948, 4% 5,000  5,000 

St.L^LMt.ftSo.Ry.,eq^l91tt.5%..  3,000  3.000 
Si.  U  L  Mt.  ft  So.  Ry.,  RiT.  ft  Gulf  Kr.. 

lB.,1933,4%, 5,000  3.500 

United  Rya.  ft  B..  Bah.,  1  es.  m.,  1949, 

4% 5,000  4,200 

Wkftite  raOa  ft  Nw.  Ry..  OUa..  1  m.. 

I«9i5% 10,000  7.900 


Bo!n>s  AMD  Stocu  Owkd.— Cor/.  Pftr 

BoNoa.— Cm(.  Value. 

Cheaa.  ft  Pot.  TU  Va.,  1  m.,  1943,  5%. .  $iaOOO 
Conaofidated  Gas.,  Bait.,  gn.  m.,  1954, 

44% 15,000 

Davison  Chem..  Bait.,  1  m..  1932,  6%. .  5.000 

Elkhom  Coal  Corp.,  W.  Va.,  1925,  6'"o .  10,000 

Elkhom  Fuel.  W.  Va.,  1  m.,  cv.,  1918, 5%  10.000 

Eq.  M.  ft  Tr.  Corp.,  Bait.,  1  m.,  1923, 5%  5.000 

Laclede  Gas  Lt.,  St.  L.,  Mo.,  1934,  5%.  10.000 

Syracuse  Gas..  N.  Y.,  1  m.,  1946,  5%. . .  5,000 

Stocks. 

Bait,  ft  0.  R.  R.,  com 600 

Bait,  ft  0.  R.  R.,  p 300 

Pcnna.  R.  R.,  Phit..  Pa 10,000 

Union  Pac.  R.  R.,  N.  Y.,  N.  Y.,  com  . ..  2,800 
Merchants  Mechanics  Nat'l  Bk.,  Bait., 

Md 2,000 

Totals  (book  vahie,  $425,09 1) $417,300 


Market 

Value. 
$9,600 

14,100 
6,100 
9,750 
9,700 
5,000 

10,200 
5.050 

576 

234 

11,900 

3,948 

5,800 


$416,511 


MISCELLANEOUS:  This  company  was  organised  in  1910 
and  commenced  business  with  a  paid-up  capital  of  $100,000  and 
a  cash  surplus  of  $25,000.  The  company  inereased  its  capital  in 
1912  to  $300,000,  also  adding  $oO,000  to  its  net  surphis  from 
premiums  on  stock.    Values  ofspecial  deposit:    Va.,  $14,826. 

DIRECTORS:  John  R.  Bland,  Jas.  C.  Fenhagen,  Charles,  E. 
Rieman,  J.  Purvianoe  Bonsai.  W.  Irvine  Keyser,  Miles  White, 
Jr.,  Jacob  A.  Uhnan.  William  Whitrid^  W.  Graham  Bowdoin. 
Jr..  F.  D.  Buck,  R.  C.  Hoffman,  Jr..  C.  B.  Reeves. 

FIELD  MEN  AND  TERRITORY  COVERED:  Borland  ft 
Johns,  San  Francisco,  managers  for  Cal.;  Jacobs  ft  Starling,  Denver, 
managers  for  Colo.:  Geo.  R.  Burton  ft  Sons,  New  Haven,  general 
agents  for  Conn.;  Courthmd  E.  I^erson  Co..  Wilmington,  general 
sgents  for  Del.;  George  E.  Brennan,  Chicago,  manager  for  Chica^, 
lu.;  Foster  ft  Messick.  Indianapolis,  managers  for  Ind.;  Memtt 
W.  Lucas,  Kansas  City,  ^eial  agent  for  Kansas  City,  Mo.; 
Stephen  A.  Martin.  St.  Louis,  manager  for  St.  Louis.  Mo.;  Parr  ft 
Parr,  Baltimore,  general  agents  for  BalUmwe,  Md.;  O'Neil  ft 
Parker,  Boston,  manasers  for  Mass.;  Wm.  H.  McBryan,  Detroit, 
manager  for  Mich.;  Schnrver  ft  Geyler,  Newark,  managers  for 
N.  J.;  Edward  F.  Walsh,  Buffalo,  general  agent  for  Buffalo;  Troy 
insurance  agency,  Troy,  general  agents  for  Troy;  Edward  B. 
Cantine,  Albany,  genoral  agent  for  Albany;  Oakley  ft  Lewis, 
New  York,  managers  for  New  York  City:  James  T.  Harhm, 
Cleveland,  manager  for  northern  0.;  Edward  E.  Shipley,  Cincin- 
nati, manager  for  southern  0.;  Hartman  ft  Thompson,  PorUand, 
general  agents  for  Ore.;  Alfred  P.  Devereux.  manager  for  eastern 
Penna.;  Howard  Shaw,  manaoer  for  western  Penna.;  James  E. 
Smith,  Providence,  manager  tor  Providence,  R.  I.;  GaOivan  ft 
O'DonneO,  Providence,  geiieral  agents  for  Rhode  Isbmd;  W.  D. 
Middleton  ft  Co.,  Charleston,  general  agents  for  B.  C;  6«iy,  Hall 
ft  Sliney,  DaUas,  general  agents  fw  Tex.;  Baldwin  Bros.,  Norfolk, 
general  agents  for  Va.;  John  C.  McCollister,  Seattle,  manager 
for  Seattle,  Wash.;  Alfred  Paull  ft  Son,  Wheeling,  general  agents, 
for  W.  Va.;  Hackett,  Hoff  ft  Tkiermann,  Milwaukee,  gn.  agents 
for  Wis.  The  company  is  licensed  in  Cal.;  Colo.,  Conn.,  Del., 
Dist.  of  Col.,  lU..  Ind.,  Md.,  Mass..  Mich..  Mo.,  N.  J..  N.  Y.,  0.. 
Ore..  Pa..  R.  I.,  S.  C,  Tex.,  Va..  Wash.,  W.  Va.  and  Wis. 
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MASSACHUSETTS  FIRE  AND   MARINE  INSURANCE  COMPANY, 

Boston,  Mass.§ 

Prendent,  Everett  C.  Benton;  Secretary,  Walter  Adlanl.    Organiaed.  1910. 


Tbar 

Assets 

Unearned 
Pran'^ums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Loasen 
Pkid 

Dividends 

Eipenses 

Total  Ex- 
penditures 

Loom 
Incurred 

1915 

$1,486,700 
1,402.544 
1.369.776 
1,339.057 
1.218.793 

$555,791 
529,776 
483.787 
396.433 
270.901 

$278,066 
262,791 
308.811 
377.259 
411.920 

•$783,404 
716.083 
632.291 
531,510 
393.743 

$833,391 
787.674 
680.469 
572.019 
437.571 

*$438.285 
422.322 
333,580 
226,465 

$316,666 
292.102 
264.042 
224,489 
173.835 

$754,951 
729.424 
612,622 
450,954 
304.390 

9466,860 

1914 
1913 
1912 

15.000 
15.000 

444.622 
339.015 
249,463 

1911 

130.555 

149,111 

'Includes  $389,197  marine  premiums  and  $152,763  ntarine  loeses.    \  Transacts  both  fire  and  marine  business. 


AsBiTB,  Dbc.  31. 1915. 

Bonds  and  stocks. . .  $1,191,454 

Cash 133,224 

Agents'  balances. . . .       152.286 

Interest 9,040 

Otheraasets 696 


LuBiLmn,  Dec.  31. 1915. 

Losses  unpaid $139,091 

Unearned  prems....       555.761 
Other  liabilities ....         13,782 


Total  liabilities...  $708,634 
Capital  paid  up....  500,000 
Net  surplus 278,066 


Total 


$1,486,700       Total.  < $1,486,700 


Underwriting  loss,  $37,063;  investment  profit,  $52,338. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$80,639,841;  premiums  thereon,  $784,410;  marine  and  inland 
risks  in  force,  $13,394,241;  premiums  thereon,  $310,397. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received* 
$3,205,161;  losses  paid,  $1,527,026;  dividends  declared,  cash* 
$30,000. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

U.  S.  Gov't.,  reg.,  ex.,  4%,  1925 

Boston,  Mass.,  reg.,  ex.,  3H%.  1939-49.. 
Greenfield,  Maas.,  f.  dist.,  c,  ex.,  4%, 

1916-30 

Holyoke,  Mass.,  reg.,  ex.,  4%.  1933-5. . . 

Lowell,  Mass.,  c,  ex.,  4%,  1916 

Mass.,  leg.,  ex.,  3H%.  1922-48 


Maes.,  reg..  ex.,  4%,  1926 

Mass.,  reg..  ex.,  3%.  1936-9 

Methuen,  Mass.,  c,  ex..  4%,  1924-30. . . . 
New  Bedford,  Mass.,  reg.,  ex.,  4%,  1924-7 
No.  Attleboro,  Mass.,  c,  reg..  ex.,  4%, 

1937-9 

N.  C,  reg.,  6%.  1919 

Wayland,  Mass..  c,  ex.,  4%,  1916-30. . . . 
Boston  Tm.,  m.,  reg..  ex.,  3>^%,  1947. . . 
Detroit  Tm.  k  TL,  1  m.,  c,  4H%,  1961. 
Ore.-Waah.  R.  R.  k  Nav.,  1  k  r.,  c,  4%, 

1961 

Puget  Sd.  Tr.,  Lt.  k  Pow..  c,  6%.  1919. 

Seattle  EL,  1  m.,  c.  5%,  1930 

Amer.  Agr.  Chem.,  c,  5%.  1928 

Amer.  Tl.  Tg.,  c.  4%,  1929 

N.  Eng.  Tl.  k  Tg.,  c.  5%,  1932 

Cumberland  Tl.  k  Tg.,  c.  n.,  Atl..  Ga.. 

5%,  1916 


Par 

Market 

Value. 

Value. 

$10,000 

$11,000 

200.000 

187.500 

45.000 

45,810 

17.000 

17.850 

9.800 

9.800 

60.000 

59.050 

8,000 

8.240 

44.000 

38.840 

20.000 

20.460 

42.000 

42,840 

16.000 

16,640 

10,000 

10,600 

18.000 

18,250 

50.000 

45,500 

20,000 

18,600 

20.000 

17.600 

25.000 

25.000 

10.000 

9.900 

laooo 

10.200 

10.000 

9.100 

25.000 

25,250 

18,000 


18,000 


BoNDB  AND  Stockb  Owned. — Cont. 

Bonds.— Cen<. 

N.  Y.,  N.  H.  k  H.  R,  R.,  c.  n.,  5%.  1916 

Nwn.  TLEX..C.  n..  Omaha.  Neb.,  57c.  1916 

Stocks. 

Old  Colony  R.  R 

Amer.  Tr.,  Boston 

l8t  Nat'l  Bank.  Boston 

Merchants  Natl  Bank,  Boston 

Nerchants  Nat'l  Bank,  Worcester.  Mass. 

Old  ColonyTr.,  Boston 

American  Tl.  k  Tg 

Brockton  Gas  Lt..  Brockton,  Mass 

Cambridge  Gas  Lt.,  Cambridge,  Mass. . . 

Edison  El.  111..  Boston 

General  Adi.  Bur.,  N.  Y.  Cy 

Lowell  El.  Lt 

Lynn  Gas  k  El.,  Lynn,  Mass 

New  Bedford  Gas  k  Edison  Lt 

New  Eng..  Tl.  A  Tg 

Springfield  Ga^  Lt.,  Mass 

Underwriters  Salv..  N.  Y.  Cy 

Western  Adj.  k  Insp.,  Chicago 

Western  Union  Tg 

Worcestf^r  El.  Lt.,  Mass 

W(vcester  Gas  Lt.  Co.,  Mass 


Par 

Market 

Value. 

Vafaie. 

$35,000 

$25,000 

75.000 

75.000 

6.200 

9,424 

1.500 

5,370 

20,000 

85.200 

10.000 

29.800 

12,500 

23,750 

15,000 

38.400 

10.000 

12,900 

8.000 

10,400 

3,700 

9,620 

10.000 

24.700 

50 

50 

5,000 

10.000 

5.000 

22,600 

6.300 

17.010 

20.000 

26.400 

6,500 

17,550 

500 

750 

100 

200 

50.000 

45,000 

5.000 

14,500 

10.000 

20,900 

Totals  (book  Mdue,  $1,204,549) 


$993,150  *$1.190.054 


*  As  per  Co.'s  valuations;  assets  item  per  N.  Y.  Ins.  Dcpt.  vala. 

.  MISCELLANEOUS:  This  company  was  organised  in  1910 
and  oommeaeed  bunness  in  that  year  with  a  paid  up  capital  of 
$500,000  and  an  initial  surplus  of  $500,000.  Deposit  m  Ga.. 
$11,000;  N.  C.  $10,600. 

DIRECTORS:  Herbert  Austin,  Hugh  Bancroft,  E.  C.  Benton, 
E.  R.  Champlin,  R.  J.  Dunkle,  W.  R.  Evans,  W.  8.  Glidden.  G.  A. 
Ham.  W.  B.Henderson.  J.  T.  Hosford.  R.  0.  Lamb.  Edw.  Lanning. 
W.  A.  McKenney,  E.  T.  MeKni|dbt.  E.  P.  Ricker.  F.  L.  Ripley.  B. 
J.  Rothwell,  W.  G.  Shillaber,  G.  £.  Smith.  J.  J.  Storrow,  Joseph  B. 
Russell,  E.  S.  Webster,  Arthur  W.  Chesterton. 

FIELD  MEN  AND  TERRITORY  COVERED:  John  J. 
Downey,  gmenl  agent.  Boston,  Mass.;  B.  C.  Cooke  agency. 
Superior.  Wis.,  state  agents  for  Wis.,  Minn,  and  No.  Mich.;  Hay 
k  Reynolds,  Raleigh,  N.  C.  general  agents  for  N.  C.  k  S.  C; 
James  L.  Dickey.  Jr.,  Atlanta,  Ga.,  state  agent  for  Ga.  The 
company  operates  in  Cal.,  Conn.,  Del.,  D.  C,  Ga.,  111.,  Ind.,  Ky.« 
Me.,  Md.,  Mass.,  Mich.,  Minn.,  Mo.,  N.  H.,  N.  J.,  N.  Y.,  N.  C. 
0.,  Ore.,  Pa..  R.  I..  S.  C,  Vt.  and  Wis. 


MECHANICS  INSURANCE  COMPANY  OF  PHILADELPHIA, 

Philadelphia,  Pa.* 

President.  Daniel  H.  Dunham;  Vice-Presidents,  Neal  Bassett  and  John  Kay;  Secretary,  John  A.  Snyder.   Organised.  18S4. 


YXAR 

Assets 

Unearned 
Premiums 

Net 

Surphis 

Net 
Premiums 

Total 
Income 

Loeses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditoires 

Losses 
Incurred 

1915 
1914 
1913 
1912 
1911 

$1,478,148 
1,414.034 
1.397.564 
1.399.916 
1,375,900 

$747,491 
734,874 
724.652 
711,293 
696.507 

$444,239 
393,276 
385,591 
397.649 
392.41(1 

$369,978 
375,582 
382,858 
387.623 
383.603 

$429,699 
436.801 
443.464 
446.859 
443.389 

$184,508 
197,216 
225.283 
219.972 
228.005 

$25,000 
25.000 
25,000 
25,000 
25.000 

$185,465 

'     176.441 

176.791 

181.250 

178,507 

$393,973 
398,657 
427.074 
426,222 
431,512 

$179,747 
190.628 
216,720 
225,126 
215,288 

Unearned  premiums  include  amount  reclaimable  under  pnpetual  policies.       *  Pa.  standard. 


AasiTB,  Dbc.  31, 1915. 

Real  estate $98,000 

Mortgage  loans 176,525 

Bonds  and  stocks . . .  1,044,855 

Gash 86.454 

Agents'  Mances ....  50,742 

Interest  and  rents. .  15,382 


LuBiUTOS,  Dsc.  31, 1915. 

Losses  unpaid $25,454 

Unesmed  prems 424,355 

Perp.  dep.  reel 323, 136 

Other  liabilities. . . .         10.964 


Total  liabilities. 


$783,909 


ASSSTS. — Cont.  LUBIUTUB. — CotU. 

Other  assets $6,190    Capital  paid  up. . ..     $250,000 

Net  surplus 444.239 


ToUl  assets $1,478,148    Total $1,478,148 


Underwriting  Umb,  $6,485;  investment  pro6t,  $82,448. 
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MECHANICS  INSURANCE  COMPANY  OF  PHILADELPHIA,  Philadelphia,  Pa.— Conl. 

BoifiM  AND  8Tom  OwrfWb.— Conl. 
BoNM.— Con<. 

No.  F^.  R.  R.,  1  m.,  1936.  4% 

Pfc.  Co.,  g.  In..  1916,  3^% 

Fa.  Co..  gr.  tr.  otf..  1937,  3H% 

F^.  m.  fgt.  eq.  tr.,  1917.  4% 

F^.  R.  R., «.  r.  1980,  4  H% 

Phik.  A  E.  R.  R..  c..  1920.  4% 

Phik..  W.  A  B.  R.  R,.  1917,  4% 

Phik..  W.  A  B^R.  R.,  itk..  tr..  ctf^  1921, 

4% 

P.,  C..  C.  k  St.  L.  Ry.,  et^  oi.,  1940, 


RI8S3  AND  PREBCniMS:  Fire  rUn  m  foree.  December  31. 
187.081701;  premhiiBf  thereon.  1802,569;  perpetual  ffre  rieka, 
|14.998w583;  depont  prafluuma  thereon,  1357,536. 

BUSINESS  SINCE  ORGANIZATION:  Premhima  reoeiTed, 
•.091450;  hmm  pud.  H87a,596.  dhridenda  declared,  caah, 
•10.660. 

REAL  ESTATE  OWNED:  Conaata  of  the  oompany'a  home 
ofiee  baikfiaic  at  aoathwcat  cor.  Fifth  and  Wahrat  ata.,  Phikdel- 
phia.  a  4-«tor7  brick  buildinc  with  haawnent  and  tower  and  a 
4-aiar7  bviek  office  bnilifing  adjoining  and  WMnmnnifting;  book 
tabe.  tS3.194:  carried  at  196,000.  Ranto  raoaived  kat  year. 
•1614.  tazea  nad  etiwinaei,  12,631,  ako  a  Denver  uropwt^  taken 
■adv  fatndoaure.  which  coat  110.776  and  ia  enrried  at  88,000. 

MORTGAGE  LOANS:  The  louM  number  52  and  amount  to 
8176^525.  the  Talje  of  the  mortgasBd  propertiea  being  entnnated 
at  8M5.UO.  On  December  31,  hat,  there  waa  81.067  of  tntereat 
overdoe.    Compnnj  holdi  81964X)0  of  inaorance  on  the  buikfinga. 

BOfSDS  AND  STOCKS  OWNED: 


Onited  Stntcs  new.  1925. 4% 

CfiftoB  Hgta..  Pk.,  1918  5% 

Phfla.  r.  1918.  3H% 

PhihdriphiK  1«31.  3H% 

PWarkiphk.  1»41.  4% 

Cp.  alk^  N-  Y.,  e^  rp.  atk.,  196a  4H%.. 
Cp.  rtk,  N.  Y,  c  cp.  9tk^  1963,  4H%.. 


lBp.lB^t«61.4% 

A  A  L  VaL  EL  1  4  oa.  m..  1933.  AH%. 

AsBcr.  ttjs.  toL  tr..  1917.  5% 

Ardmore  St.  Rj^  1  m..  1968.  5% 

AtL  Ct  L.  R.  R..  n.  nn.  au  1984,4H%. 
B.40.  R.  R^  P..  L.  E.  A  W.Va.Sya.,r. 

a.  1941.  4% 

B.  4  O.  R.  E.  eq.  tr..  1919-22.  4H%. .. . 

B.  4  0.  R.  R^  1  n..  1948. 4% 

Big  SanAf  Rj.  (C.  A  O.)  1  m.,  1944.  4% 

C.  4  S.  Rt^  1  B^  1941  5% 

C,  H-  L  A  P,  jB.  m^  1981 4% 

C,  R.  L  A  P.  fc.  eq.  g.,  1911 4H% . . . 

C^  0.  A  G.  R.  R.,  gn.  m..  1919.  5% 

O^  Te,  N.  K  1983,  5% 

C,  M.  A  Sc  P.  Ry..  gn.  m..  g.,  1989, 

*H% 

E.4^.R.R^B^  1940.  3H% 

Hetkn^  VaL  Ry..  eq.  tr.,  1917.  4% 

J.  F.AC.Ry.,  1  Bi..  g..  1969.  4% 

Ry..  m.,  1931.  4% 


L&4M.SowRy.,19214 


%. 


.   C.  A  Nnr.,  eoL  tr.,  1930. 4H%.  . 

Uhigh  YaL  C^  1  m..  1933,  5% 

Ukach  VaL  R.R.  ea.  m.  hu  1923.  44... 
LekidiC.ANnT..  ea.m..  a.  f..  1954. 4H% 
LASJLR.  (A..  K.  AC)  diT.g.,  1955.4%. 
Mar.  St.  Ekr.  Ry..  Pkik..  1  m.,  1955. 4% 

N.  y.  C.  L,  eq.  tr.,  1922,  44% 

N.  k  W.  Ry..  dhr.  1  In.  A  gn.  m..  1944. 4% 

S'.  4  W.  Rf ,  eq.  tr.,  1917.  4% 

No.  Pac.  Tm.,  Ore  1933,  6% 


Par 

Market 

Vahie. 

Value. 

85.000 

85.500 

3.000 

3.000 

20,000 

19.700 

11000 

12.430 

67,000 

61675 

41000 

40.400 

10.000 

11600 

10.000 

1800 

20.000 

11600 

10,000 

1800 

10,000 

1700 

10.000 

1150 

10,000 

1850 

30.000 

30.150 

1000 

4.575 

11000 

1350 

15.000 

11300 

HOOO 

1500 

11000 

11635 

1000 

4.950 

11000 

11200 

11000 

11450 

1000    . 

4,375 

11000 

1900 

21000 

11300 

11000 

1600 

10,000 

1500 

21000 

2.5.000 

11000 

11550 

10.000 

11200 

25,000 

25.375 

1000 

4.350 

50.000 

47.250 

25.000 

25,000 

11000 

1000 

11000 

14.962 

11000 

11.100 

P.,  C.!h.  4  St.  L.  Ry.,  1942,  44% 
Reading  Co.  4  P.  4  R.  C.  4  L, 


g.lnHl997,4% 

SeWlkill  R.  4  E.  8.  R.  R.. 


'o 

gn.  m., 


Phik.,  1925. 


Second  Av.  R.  R..  N.  Y.,  1  oa.  m.,  c, 

1941  5% 

Second  At.,  Tc.  PitU..  1934.  5% 

Seranton  Ry.,  gn.  m..  1921  5% 

So.  Ry.,  1  oa.  m.,  5% 

Tm.  R.  R.  Aaan.,  St.  L.,  1  er.  m.,  1944,5% 

T.  4  0.  C.  Ry.,  ear  tr.,  1911  4% 

W.,  P.  Tm.  Ry.,  1  m.  g.,  1951  4% 

Ediaoa  El.  Lt..  g.  atk.  tr.  etf.  (Phik.), 

1946,5%. 

i  col.  tr.,  |..  I 
Publio  Service  Cp.,  N.  J. 

19515%. 


gn.  m.,  a.  f., 


Phik.,  1  m.  4  ooL  tr.,  g..  (Pitts.)  1949. 5% 
Brv 

U.  S.  Steel  Cp..  s.  (.,  1961  5%. 
Winilrede  Coal..  1  m.,  g..  1930.  6%. . . . 

Stocu. 
Fbirmonnt  Pk.  4  Haddington  Paaa.  Ry 

|r.,Phik 

Phik.  Tc,  jr 

2nd  4  3rd  Sta.  Pua.  Ry.,  gr..  Phik. . . . 
13th  4  15th  Sla..  PMa.  Ry.,  gr.,  Phik. 

Union  PMa.  Rjr.,  p.,  Phik 

Union  TraetionM  gr.,  Phik 

Lehigh  Coal  4  Nay 

United  Qaa  Imp 


Par 

Market 

Value. 

Value. 

811.000 

811.000 

3.000 

3,000 

5,000 

4,328 

25.000 

24.987 

25.000 

21379 

28.000 

27,728 

1000 

1.980 

1000 

1988 

11800 

11100 

11800 

11100 

30.000 

21500 

30,000 

21550 

11000 

1.500 

10.000 

1800 

HOOO 

1800 

11000 

11300 

IIOOO 

10.880 

11000 

14.775 

11000 

200 

20.000 

21,000 

21000 

30.300 

11000 

1000 

21000 

26.<)00 

10.000 

1800 

10,000 

11860 

21000 

31500 

1.000 

4.600 

1.500 

1800 

1000 

11500 

61000 

45,080 

7.800 

11.860 

7.500 

11380 

Totals  (book  yafaie.  81087,062) $1,039,500   81.044355 


MISCELLANEOUS:  The  control  of  the. company  durint 
1915  passed  into  the  hands  of  the  Firamana  of  Newark. 

DIRECTORS:  Simon  J.  Martin.  John  M.  (}ampbeU.  John  A. 
Duroas,  John  A.  Snydsr,  J.  Howard  Brown.  Wm.  V.  MoGrath.  Jr.; 
Daniel  H.  Dunham.  Neal  Baasett.  Morrison  C.  Cosrkr.  John 
Kay,  James  P.  Duaenbery,  PMcy  Jackson,  Samuel  W.  Baldwin, 
Edgar  B.  Ward.  E.  Luther  Joy,  Archibald  S.  Reid.  Daniel  A. 
Bowen,  Jamea  A.  Glenn. 

GENERAL  AGENTS  AND  TERRITORY  COVERED: 
Neal  Bassett.  Chicago,  manaoer  for  W.  department,  oompriaing 
III.,  Mmn.,  Mo..  O.,  Mich..  Wis..  Neb..  Ia.  and  Cob.  The  com- 
pany operates  in  C!olo.,  IIL,  la.,  Maes.,  Mich.,  Minn.,  Mo.,  Neb., 
N.  J.,  N.  Y.,  0..  Pa.,  R.  I.  and  Wis. 


MECHANICS  AND  TRADERS  INSURANCE  COMPANY,  New  Orleans,  La. 

President.  H.  A.  Smith;  Vice-Presidents.  R.  L.  Emery  and  S.  T.  Maxwell;  Secretarica.  T.  B.  Norton  and  G.  H.  Tryon; 

Assistant  Secretary.  F.  D.  Layton.  Organised,  1869. 


1 
YKAa      Aaaete 

Unearned 
Premiums 

Net 
Surphis 

Net 
Premiums 

total 
Income 

Lomes 
Paid          Dividends 

Expenses 

Total  Ex- 
penditures 

LOSMS 

Incurred 

1915     8M01925 

$533,185        8527.152!       S&35.108.        1104.329 

8404.284 

8233.379 
263.737 
259.814 
249.173 
249.785 

8637.663 
739.157 
631.8,38 
708,436 
699.623 

8409.540 

1914        U12.2ft4 
1913  ,     1.521.714 
I»12  !     1,401739 
mi       1.381085 

581125 

581128 

i         551,980 

1         M1979 

531523 
547.295 
473.267 
461129 

653.820 
743.448 
693.565 
712.072 

714.597 
804.400 
740.674 
767.558 

463.420            12.000 
360.024            12.000 
447.263            12.000 
4.37.838            12.000 

461.786 
362,256 
431.055 
412,113 

Anns.  Dec.  31, 1915. 


P.ttl 

Boads  sad  stocks. . 

Caah 

Amenta'  hakoses  . . 

Intcreit  aad  rents. 


Total 


823,500 

1.247.660 

28.713 

141.855 

23.198 


LuKuma,  Die.  31.  1915. 

Losses  unpaid 884,588 

Unearned  jprems 533. 185 

Other  ikbUitiee...         20.000 


Total  Ikbilitiee..  8637.773 
Capital  paid  up ... .  300.000 
Net  surphis 527,152 


81.464.925       Total $1,464,925 


Underwriting  loss,  859.880;  investment  profit,  855,122. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
8103.800.906;  premiums  thereon.  $1,032,347. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$15,451,249;  losses  paid.  $8,496,963;  dividends  declared,  cash. 
$1,262,337. 

RE.Ui  ESTATE  OWNED:  Consists  of  the  company's  home 
office  building,  a  3-story  brick  slated  structure,  at  144  Caron- 
delet  St..  New  Orleans,  acquired  in  1901  at  a  coet  of  $22,000. 
Net  rents  received  kst  year,  $2,414. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


MECHANICS  AND  TRADERS  INSURANCE  COMPANY,  New  Orleans,  Lsi.^Continued. 


BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

Atehafalaya  die.  r.  A  imp.  Iv.,  1949.  5%.  185.000  $89,250 

L.  Borgne  Baam  Iv.  dis.,  1952,  5% 5,000  5,300 

New  Orleana.  1959.  5% 62.000  66,340 

Franklin.  La.,  dg.  dia.,  1920.  5% 20,000  20.000 

Fifth  Dia.  Levee.,  1950^.  5% 46.000  46,460 

Lafourche  Baab  Lv..  dia..  1954.  5% 26,000  27,560 

Louisiana.  1955,  4H% 25,000  26,500 

Louisiana,  1960,  4  H% 75.000  78,750 

New  Orleans,  oy.,  1942.  4% 52.000  48,880 

New  Orleans,  oy.,  new  ca..  1922.  7% 6,000  6,600 

New  Orleans,  oy.,  prern.^  5% 3.860  11.194 

New  Orleans,  ey.,  pub.  mip.,  1950,  4%. .  225,000  202,500 

New  Orleana.  cy.,  pub.  imp.  ctfs.,  1919, 5%  20.000  20.000 

Ponefaartrain  Lt..  dis..  1944,  6% 25.000  29.750 

R.  lU  A.  A  B.  Bo.,  dis..  Iv..  1950-3.  5%  •  47.000  48.880 

Raleigh,  f.  k  imp..  1945.  5% 5.000  5.300 

Winaton-Salem,  gn.  mun..  1944.  5% 5.000  5.200 

New  Orleana  By.  A  Ltg..  1935. 4i^% . . .  125,000  97.500 

ShreveDort  Ry.,  1  m.  ser..  1922-34,  5%. .  36,000  34.890 

Baton  Rouge.  U.,  Eh.  1939,  5% 25,000  22.250 

Edison  EUg.,  1929,  5% 100,000  101,000 

Merchants  EL  Lt.  k  Pow.,  1  m.  g.,  1929, 

5%, 63.000  56,700 

Rioe  Belt  Milling,  1922.  6% 47.000  47,000 

United  Irrig.  ARioe  MiU..  1916-29.  6%..  20.000  18,180 
Stocks. 

Oanal  Bk.  A  Trust 600  1,122 

Commereial  Ger.  Tr.  k  Svgs.  Bk 20,000  46,000 

Hibemia  Bk.  A  Thist 900  2,880 

Whitney  Cent.  Nat.  Bk 10.000  22,100 

MetepolitanBk 6,000  7.250 

Maison  Blanche,  p 50.000  53,000 


Totels  (book  value,  $1.349,989) 11.235,360    11,248,336 


MISCELLANEOUS:  Ci4>ital  reduced  from  1375.000  to  $350.- 
000  in  1895;  to  1317,500  in  1896.  and  to  1300,000  in  1897.  Con- 
flaflration  loas:  Baltimore.  1904.  160.649.  Salem.  1914.  $38,899. 
Figures  aooording  to  Connecticut  standard.  Majority  of  com- 
pany's stock  is  owned  by  Colonial  Securities  Co.,  Hartford. 

DIRECTORS:  Jas.  Nichols.  R.  L.  E^nery.  H.  A.  Smith.  J. 
P.  BaUwin.  John  Orote,  George  K.  Pratt,  Philip  Werlein,  W.  B. 
Thompson,  W.  A.  Kemaghan,  H.  D.  Newman,  B.  C.  Casanaa, 
8.  T.  Maxwell. 

FIELD  MEN  AND  TERRITORY  COVERED:  Eastern 
Fidd:  95  Pearl  st.,  Hartford,  Conn.,  C.  B.  Roulet,  general  agent; 
W.  H.  Lewis  and  O.  W.  Roberta,  141  Milk  st^  Boston.  Mass., 
ntedal  agents  for  R.  I.  and  Eastern  Mass.;  0.  F.  Cowee,  Hartford. 
Conn.,  special  agent  for  Conn,  and  Western  Masa.;  C.  A.  Rich 


and  W.  E.  Boyd.  Jr.,  Rochester,  N.  Y.,  special  >eents  for  Western 
N.  Y.;  L.  C.  Dameron,  general  adjuster j  L.  C.  Breed  and  R.  C. 
Alton,  123  William  St.,  N.  Y.  Cy.,  special  agents  for  Southern 
N.  Y.;  R.  M.  Wickham,  State  agent,  and  J.  B.  Thompson,  special 
agent,  Newark.  N.  J.,  for  New  Jersey:  Henry  M.  Zweig.  FittMMire, 
Pit.,  apecial  a^nt  for  Western  Pa.;  N.  C.  Rorabau(^  and  W.  M. 
Goodwin,    Philadelphk,  Pa.,  special  agents   for    Eastern  Ps.; 
A.  A.  Warfield,  Waahington,  D.  C,  special  agent  for  D.  C.  and 
Md.;  C.  C.  Dick,  Charleston,  W.  Va..  special  agent  for  W.  Va.; 
H.  C.  Hare  ft  Co.,  Jacksonville,  Fk.,  seneral  agents  for  Fla.; 
R.  G.   Hayes,  Commercial  Bank  Builmng,  West  Fourth  St., 
P.  0.  Box  77,  Charbtte,  N.  C.  q>ecial  arant  for  North  Caro- 
lina.    Western  Department:  175  W.  Jaekson  Uvd.,  Chicago, 
111.,  Fred  S.  James,  general  agent;  George  H.  Bell,  assistant  gen- 
eral agent;  H.  T.  CarUidge,  agency  superintendent;  0.  F.  Wulin, 
agency  supterinlendent;  G.  C.  Grupo,  175  W.  Jackson  blvd.,  Chi- 
cago., special  agent  for  IlL;  Jas.  A.  Bawden,  Indianapolis,  Ind.. 
q>ecial  agent  for  Ind.;  W.  W.  Waddell,  State  agent;  J.  G.  Kinney 
and  Roy  S.  Bartlett.  Des  Moines,  la.,  special  agents,  for  la.; 
Theo.  and  W.  L.  Gardner.  Topeka.  Kan.,  state  agents  for  Kao.; 
John  D.  Flintier,  Kansas  aty.  Mo.,  C.  M.  Hill,  J.  L.  Galbreatb, 
Frank  L.  Britton,  special  agonta.  Topeka,  Kan.,  for  Kan.;  David 
Caldwell  Louisville,  Ky^  State  a^t  for  Ky.;  E.  W.  Bell  Lan- 
ung,  Mich.,  qiecial  agent  for  Mich.;  E.  F.  Wirth,  Minneapolis, 
Minn..  State  apent  tor  Minn.;     H.   C.  Garlick  and  M.  D. 
Mayhugh.    apecml   agenta,    Kansas    City,    Mo^   A.  J.  Love, 
Omaha,  Neb.,  State  agent  for  Neb.;  W.  fi.  Elboum,  South  Nor- 
folk. Neb.,  J.  H.  Casebeer.  Blue  Springs,  Neb..  W.  C.  Dunker. 
Linoob,  Neb^  W.  M.  HUler,  Omaha,  Neb.,  and  Adam  Grass, 
Hastings,  Neb.,  special  agents  for  Neb.;  A.  W.  Ross,  Columbus. 
0.,  special  agent  for  0.;  Hall  ft  Benedict,  Nashville,  Tenn.,  State 
agenU  for  Tenn.;  R.  E.  Hisoox,  Milwaukee,  Wis.,  State  agent  for 
Wis.;  Hillis  C.  Rhvan,  MUwaukee.  Wis.,  special  agent  for  Wis.; 
Miscellaneous:  T.  M.  Luce,  Improved  Riidc  department.  Chicago. 
IlL;  J.  B.  Nicholson  inspector.  175  W.  Jackson  blvd.,  Chicago. 
Pacific  Department:  Sansome  ft  Sacramento  sts.,  San  Francisco. 
CaL;  Willard  0.  Wayman  and  Carl  A.  Henry,    Jobt    general 
agenta;    Frank    E.  Stone  and  Maxwell  H.  Thomson,  asust- 
ant  general  agents;  E.  A.  Rowe,  Los  Angeles,  Cal.,  special  agent 
for  Southon  CaL;  W.  W.  Cleveland,  San  Francisoo,  CaL,  apecial 
agent  for  Northern  CaL;  Bruce  Kalts,  Seattle,  Waah.,  special 
agent  for  Northwest«n  Wash,  and  Western  B.  C;  £.  R.  Thomp- 
son, Portland,  Ore.,  special  agent  for  Southwestern  Wash.;  C  B. 
Harris,  Spokane,  Wash.,  special  agent  for    Eastern  Waah.  and 
Eastern  a.  C;  Geo.  W.  Diadd,  Denver,  Colo.,  special  agent  for 
Colo,  and  Utah.    Home  office  department:   New  Orleans,  La.; 
Emery  ft  Nortoi  gmeral  agents  for  Mississippi  and  Louisiana; 
Walter  H.  Witty,  Winona,  Miss.,  special  agent  for  Miss.;  Chris 
Nungesser,  144  Carondelet  st..  New  Orleans,  La.,  special  a^nt 
for  La.   The  company  operates  in  all  the  States  of  the  Umt«d 
States  except  Ala.,  Alas.,  Aria^  Del,  Ga.,  Haw.,  Ida.,  Me.,  Moot., 
Nev..  N.  H..  N.  M.,  N.  D.,  Ore..  8.  C.  8.  D..  Vt..  Va.  and  Wyo. 


THE  MERCANTILE  INSURANCE  COMPANY  OF  AMERICA, 

New  York,  N.  Y. 

President,  E.  G.  Richards;  Vice-Presidents,  J.  F.  Hastings.  W.  P.  Young.  C.  R.  Perkins.  W.  S.  Berdan;  Secretary. 

Robat  Newboult.    Organised,  1897. 


YUkR 

Assets 

Unearned 

Net 
SurphiB 

Net 
Premiums 

To*Ai 

Income 

Losses 
Paid 

Dividends 

Total  Ex- 
penditures 

Lovee 
Incorred 

1915 
1914 
1913 
1912 
1911 

12.915,127 
2,277,567 
2,111,192 
2,029,546 
1.925.010 

1663.712 
478,849 
503,044 
506.383 
529,899 

11,157,654 
1.540.046 
1.359,705 
1.270.136 
1.121.005 

$777,380 
545.788 
541,861 
564.703 
697.018 

1868.554 
634.423 
627.893 
643.679 
763.839 

1227.554 
270.378 
250.312 
275.152 
262.413 

$20,000 
20,000 
20,000 
20.000 
20.000 

$306,428 
224.294 
203.491 
216.771 
243.447 

$553,982 
514.672 
473.803 
511.923 
525.86C 

$243  801 
279,307 
246,128 
253.372 
270,337 

AsssTB,  Dbc.  31, 1915.  LuBiums,  Dsc.  31, 1915. 

Bonds  and  stocks...  $2,651,920    Losses  unpaid $59,919 

Cash 93.624    Unearned prems....  663.712 

AgenU' balances....       137.664    Other  liabilities. .. .  33.842 

Interest 31.419  

Otherassets 500       Total  liabitities...  $757,473 

Capital  paid  up....  1,000.000 

Net  surplus 1,157.654 

Total  assets $2,915,127       Total $2,915,127 


Underwriting  profit,  $26,424;  investment  profit,  $111,185. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force,  December  31, 
$144,026,629;  premiums  thereon,  $1,267,540. 

BUSINESS  SINCE  ORGANIZATION:    Pkauuma  received, 


$5,889,126;  losses   paid.   $2,063,011;   dividnds  declared,  cash. 
$272,000;  stock,  $500,000. 

STOCKS  AND  BONDS  OWNED:  F^  Market 

BoNne.  Vahie.  Valu«. 

U.  S..  Phn.  en.,  reg.,  3%,  1961 $10,000  $10,200 

Brooklyn,  Wallabout.  reg.,  3)^%,  1926. .  50,000  47.250 

N.  Y.  Cy.,  App.  div.,  sup.  ct^  rag..  3H%« 

1929 53.000  40,820 

N.  Y.  Cy.,  Bkin  sc.  purp..  reg.,  3H%. 

1937 25.000  23.000 

N.  Y.  Cy.,  rp.  tr ..  reg..  3^%.  1949 25.000  22.290 

N.  Y.  Cy.,  wat.,  reg.,  4H%.  1967 60,000  63,000 

N.  Y.  State,  on.  imp.,  reg..  4%,  1961 ... .  50,000  51.500 
Atch..  T.  A  S.  Fe  Trans.  S.  L..  rsg.,  4%, 

1958 60.000  44.500 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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THE  MERCANTILE  INSURANCE  COMPANY  OF  AMERICA,  New  York,  N.  Y.— Conf. 


B0SKB8  kjm  Stocks  OwmD.—CoiU. 
Bmnm.—Cotd, 

Atfb ,  T.  k  8.  Fe  Ry..  adj^  ra..  reg^  4%. 

aI.  C.  L,  I  er.  m^ng^  'i%,  IWZ.'.' ." 
B*.'t  A  0.  R.  R.,  er.  f  ^  reg..  4H%.  1933 
Bail.  &  0.  R.  R^  pr.  In.  m.. «»..  3^%, 

1925 

B.  R.  k  Pitts.  R.  R..  ea.  m.,  reg^  4^%. 

1957 

C-.  P4c.  Ry.,  1  r.  nu  reg.,  4%,  1949. . . . 
( Tiu  Ma.  i  Sc  P.  Ry,  cv.  g,  reg.,  4^%. 

1-32  

<"h. ,  MIL  4  St.  P.  Ry.,  cL,  w«,  4%^  1934 
'>i.  MIL  &  Sc  P.  Ry..  gn.  m,  reg.,  4%, 

iSp9 

rni.  4  N'wn.  Ry.,  m.  m.,  reg..  4%.  1987 
f 'x  4  W. iDd.  R.  It,  m..  ng..  4%,  1952 
DMa.  4  H.,  I  4  r.  m,  reg.,  4%,  1943. . . 

I>^4H..c?.,reg^5%,  1935 

EKftnai  Tin.  4  Tun,  1  m,  reg,  4>4%. 

196! 

Crt  S.  R.  R.  1  A  r.  m.,  reg,  4H%.  1961 
Gtaad  Trank  Ry,  eq.  g.  n,  c,  4H%. 

isavi 

L  ^  4  M.  a  Ry..  reg.,  4rc  1928 

L  4  N.  R.  R,  uru  r^,  4%,  1940. . . . 

Maa.  Ry,  en  m.,  reg^  4%,  1990 

M  4  E.  R.  R,  1  r.  m,  reg..  3Wo.  2000 
N.  Y  C.  4  H.R.R.R,cL,  n«,4%,  1942 
N  Y.  C.  4  H.  R,  R.  R,  r,  reg,  3^%, 

N.  Y.C.4tti  RRL'a.' 8.'eoL).'reg.; 

3V1.1998 

N'.  Y.  TL,  1 4  gn.  a.  f.  m,  reg,  4M%.  1939 
.N.  Y.  4  W.  Ltg,  go.  m^  reg.  e,  4%.  2004 
N.  Y,  W.  4  B.  rTR,  1  m,  reg,  4H%. 

NV  Pim^'n.  (C.;  B.'  4(  Q.*«L).  JU  c.'. 

4^,1921 

fTe-  S-  L,  r,  reg,  4%,   1929 

vr«.  Wash.  R.  R.  4  NaT,  1  r.  m,  reg, 

4'^t-ll81 

Be^fiBg  4  PbOa.  ft  R.  C.  4  I,  gn.  m, 

.nc,  4*^1997 

N:  fte.  a.  R,  1  r.  m,  reg,  4%,  1955. . 
^  Rjr,  1 ««.  a,  g.,  reg^  57o,  1994 . . . . 

^o.  Ry.  aria  e,  4%.  19 19 

^  ^  P.  4  Nvn.  Ry,  1  m.  g,  reg,  5%, 

vm 

St.  P.  IL4  M.  Ry,  68.  m..  reg,  4H%. 

1933 

la.  PiK.  R.  R,  CT,  r«g,  4%,  1927. . . . 

&10CKS. 

A^sghny  4  Wotera  Ry,  gr 

A,  T.  4  S.  Fe  ^,  p 

B.4aRR,p^.. 

n«.Ma,48l.P.Ry,p 

C  u  4  XwB.  Ry,  p 

^^.e.  4  Ptot  R.  R,  0- 

EneR.R,lp 

R«iiigCo,lp 

t'wtbern  By,  p 


Par 
Vahie. 

Market 
Value. 

150.000 
50.000 
50,000 

143,500 
47,000 
48,500 

75.000 

69.750 

46,000 
50,000 

46,920 
45.000 

50,000 
50.000 

51,500 
46,000 

50,000 
60,000 

5aooo 

65,000 
50,000 

46,000 
57,000 
40,000 
63,060 
53.000 

50,000 
50.000 

46,500 
50.000 

50.000 

5aooo 
75,000 

50.000 
50,000 
50,000 

48.300 
47.500 
71.260 
46.000 
43,500 
45.500 

50.000 

41.500 

50,000 
50.000 
50.000 

39.000 
49,500 
41,000 

60.000 

41.000 

5aooo 

50,000 

49,000 
46.500 

50.000 

44,000 

50.000 

50,000 

50.000 

2.000 

47.500 

45,000 

51.500 

1,930 

50,000 

53,500 

60,000 
100,000 

51.500 
93,000 

10,000 

100.000 

50.000 

100.000 

30.000 

30.000 

40.000 

80.000 

100,000 

13.200 
102.000 
39,000 
135.000 
52.500 
28.200 
23.600 
67,200 
62.000 

B0ND6  AMD  Stocks  Owmsd. — CoiU. 
Stocks. — Cwd. 

So.  Ry,  M.  4  0,  8tk.  tr.  ctfs 

Union  Pac.  R.  R..  p 


Par 

Value. 

$50,000 

50,000 


Market 
Value. 

135,000 
41.600 


Totals  (book  vahie.  12.757.383) 82.826,000    12.651.920 


MISCELLANEOUS:  A  nugority  of  the  stock  is  held  in  Lon- 
don, Eng.  Stockholders  paid  in  1200,000  additional  surphis  in 
1901  and  S300.000  capital  ml  9 15,  $500,000  additional  being  then 
transferred  frcm  surimis  to  capitaL  Conflagration  Ioskb:  Balti- 
more, 19M.  $15,801;  San  Francisoo.  1906.  $11,250. 

DIRECTORS:  Adrian  Iselin.  Jr..  B.  Aymar  Sands.  James 
StiOman,  Wm.  PSerson  Hamilton.  A.  D.  JuiUiard,  James  Speyer, 
Charies  S.  Brown,  Geo.  C.  Boldt.  Hennann  Sieleken.  E.  G.  Rich- 
ards. J.  F.  Hastings. 

DEPARTMENTS  AND  TERRITORY  COVERED:  De- 
partments: Metropolitan,  W.  P.  Young,  vioo-president;  Middle, 
C.  R.  Perkins,  Tioo-preodent,  and  R.  P.  Barbour,  general  agent; 
Pacific,  W.  8.  Berdan,  vioe-pres.;  New  England  and  Southern.  W. 
S.  AUey,  general  agent;  Central.  F.  L.  Stabler,  general  agent; 
Western.  C.  E.  Case,  general  agent;  Improved  rides,  G.  P.  Davis, 
general  a^ent.  Eastern  department,  R.  M.  August.  Baltimore. 
Md,  speoal  agoit  for  Md.,  D.  C.  and  Morgan.  Berkeley  and  Jeffer- 
son Counties,  W.  Vs.;  J.  H.  Bonney,  PittstMn.  Pa,  special  as^t 
for  western  Pa.  and  W.  Va,  except  3  counties;  Carl  Rubbert,  Phila, 
Pa.,  special  agent  for  eastern  Pa.;  D.  H.  CoUinson.  Newark,  N.  J., 
special  agent  for  central  N.  J.;  C.  H.  Ebbets,  Bioomfiekl,  N.  J, 
special  agent  for  northern  N.  J.;  E.  E.  Ikier,  Camden,  N.  J., 
special  agent  for  southern  N.  J.;  Pen^  Ling,  Albany,  N.  Y, 
special  agent  for  eastern  N.  Y.;  B.  L.  Linkfield.  Bayaide,  N.  Y, 
special  agent  for  south  suburban  N.  Y.;  L.  B.  Temple,  New  York, 
N.  Y.j  special  agent  for  Hudson  iUver  and  north  suburban;  R.  J. 
Francisoo,  Rochester.  N.  Y.,  special  agent  for  western  N.  Y.  New 
England  and  Southern  departinent:  Chas.  C.  Hannah,  Hartford, 
Conn,  special  agent  for  Conn.,  western  Mass.  and  Vt.;  R.  8. 
Norton,  Portland.  Me,  special  agent  for  Me.;  M.  G.  Wight, 
Boston.  Mass,  RMdal  agent  for  eastern  Mass.,  R.  I.  and  N.  H.: 

E.  Bourne.  Jr,  New  Orleuis,  La,  special  agent  for  La.  Coitral 
department:  H.  K.  Dickinson,  Detroit,  Mich,  special  agent  for 
Mich.;  C.  R.  LUl.  Minneapolis,  Minn,  special  agent  for  Minn.; 

F.  A.  Gantert,  Indianapolis,  Ind.,  state  agent  for  Ind.;  R.  E. 
Hartshorn,  Louisville,  Ky,  state  agent  for  Ky.;  Earl  A.  ReSd,  Col- 
umbus, O,  special  agent  for  0.;  C.  B.  Rogen,  Nashville.  Tenn, 
state  agent  for  Tenn.;  Geo.  O.  Wright,  Milwauke^  Wis.,  state 
aoent  for  Wis.  Western  departinent:  W.  K.  Smith,  Chicago, 
Ifi..  state  amnt  for  HI,  la.  and  Neb.;  8.  E.  Cate.  St.  Louis,  Mo., 
state  agent  tor  Mo.;  H.  8.  Jaokson,  St.  Louis,  Mo,  special  agent 
for  Mo.;  E.  C.  Fox.  Topdca.  Kan,  state  agent  for  Kan.  Paeifle 
department:  G.  W.  Dearborn,  San  Francisco,  Cal.,  special  agent 
for  Cal.;  Chas.  Harris,  Los  Angeles.  Cal,  special  sgent  for  southern 
Cal.;  P.  W.  Gednev,  San  Francisoo.  Cal,  special  acent;  F.  J. 
Schoenemao,  San  Francisoo,  CaL,  qiecial  agent  for  Cal.;  W.  R. 
Lambert,  Spokane.  Wash,  special  agent  for  western  Ida.,  eastern 
Wash,  and  eastern  Ore.;  H.  E.Smith.  Portland,Ore,  special  agent  for 
western  Ore.;  E.  J.  Young,  Seattle,  Wash,  special  agent  for  western 
Wash.;  Wirt  Leake.  Dallas,  Tex,  special  agedt  for  northern  Tex.; 
H.  J.  Thmnsen.  Houston,  Tex.,  snedal  acent  for  southern  Tex.; 
E.  C.  Willey,  Denver,  Colo.,  special  annt  for  Cok>.  The  oompany 
operates  in  Cal,  Cok>,  Conn.,  D.  C..  Ida.,  III.,  Ind.,  la.,  Kan., 
Ky,  La,  Me.,  Md,  Mass,  Mich,  Minn,  Mo,  Mont.,  Neb,  N. 
H,  N.  J,  N.  Y.,  N.  C,  0,  Ore,  Pa,  R.  I.,  Tenn..  Tex, 
Wash.,  W.  Va.  and  Wis. 


MERCHANTS  FIRE  ASSURANCE  CORPORATION,  New  York. 

FkeadeBt.  Edward  L.  Ballard;  Vice-President  and  Secretary.  A.  C.  Noble;  Secretary,  W.  B.  Carter;  An'trSecy.,  A.  A.  Moeer. 

Organised.  1910. 


Yb&e 


Unearned 
Preaniums 


1915  $U8DJ67 
:9H  97lt3» 
1^:3  8e2.70» 
1^12  i  810441 
»n  '      «8,406 


$418,096 
810.744 
261.495 
207,49) 
153,919 


Net 

Surplus 


Net 
Premiums 


$526,039 
401,651 
364.504 
364.568 
322.894 


$596.<k55 
442,398 
383,454 
311.194 
245.983 


Totol 
Income 


$650,163 
484.460 
419,793 
353,624 
283,375 


Losses 
Paid 


$216,661 

216,530 

162,764 

132,367 

83,079 


Dividends 


$32,000 
24,000 
20,000 
20.000 


Total  Ex- 
Expenses      penditures 


$189,275 

127.382 

113.498 

97.382 

83,630 


$437,661 
367.912 
296.252 
249,749 
166,709 


J-iOflBCS 

Incurred 


$218,928 

240,308 

158,132 

143,943 

90.505 


31.  1915. 

Monpge  kaas $199,400 

ft-^idi  aad  Aicks. . .  916.021 

Cash 30,328 

Aggfhihnfles....  117.497 

lw«p« 8.321 

ToiaiMsets $1,280,567 


LuBiuncs.  Dec.  31.  1915. 

Losses  unpaid $55,530 

Unearned  prems....       418,998 
Other  liabilities ....        80.000 


Total  liabifitiee. . .  $554,528 
Capital  paid  up....  200,000 
Net  surplus 526.039 

Total $1,280,567 


Underwriting  profit,  $6,585;  investment  profit,  $149,803. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree,  December  31, 
$72,027,713;  premiums  thereon,  $773,994. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$2,143,859;  losses  paid.  $826,623;  dividends  declared,  cash, 
$96,000. 

MORTGAGE  LOANS:  There  are  17  loans,  aggregating 
$199,400,  ail  but  three  of  which  are  upon  Brooklyn,  N.  Y,  proper- 
ties.   The  securities  are  valued  at  $308,500,  and  the  oompany 
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MERCHANTS  FIRE  ASSURANCE  CORPORATION,  New  Yotk—ConHnued. 


hcJdi  inniranee  policies  upon  the  ocKHlfliiged  preniiH  to  the 
amoant  of  $197,250. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

B.  A  0.  R.  R.,  ov.,  g..  1983.  4H% 130,000  110,400 

B.  A  0.  R.  R.,  r.  k  m.  m.,  1905,  5% 30,000  19.800 

Chi.,  M.  k  St.  P.  Ry.,  cv.  go.  A  r.,  g., 

2014.5% 30.000  21.600 

Chi..  R.  I.  k  Pae.  Ry..  1  ft  r.  m..  g..  1034, 

4% 30.000  13.200 

ErieR.R.,cv.,g.,1963.4% 20.000  16.400 

later.  Kap.  Traoa.,  1  A  r.  m..  g..  1966. 

5% 10.000  9,900 

N.  Y..  N.H.  ft  H.R.R.,CT.d.,  1948.6%  30.000  35.100 

N.Y.C.R.R..eT..ff..<i..l935.6% 20.000  22.800 

N.  z.  C.  ft  H.  R.  R.  R..  r.  ft  unp.  in., 

2013. 4H% 20.000  18,800 

So.  Pae..  er..  g..  1934.  5% 10,000  10.800 

Union  Pte.  R.  R.,  ev.  g..  1927.  4% 20.000  18,600 

W.  Md.  R.  R.,  1  m.  g^  1052,  4% lO.OOO  7,300 

Amer.  Agr.  Cfaem.,  cv.  g.,  d.,  1924,  5%. .  20,000  19.400 

Amer.  Smelt.  See.,  a.  f.,  g..  1926,  6% . . . .  16.000  18.400 

Ca.  Os..  N.  Y..  ev..  d.,  1930,  6% 80.000  38.100 

Ca.  CoaLcv.  see.  g.,  1923.6% 10.000  10.400 

Tex.,  ev.  a.,  d..  1931.  6% 20,000  21.000 

Va.-Car.  Chem.,  a.  f.,  cv.  g.,  d.,  1924.  6%  20,000  20,600 
Westin^ouae  El.  ft  Mfg.,  or.,  s.  f..  g.. 

1931,5% 20.000  27,800 

SrocKB. 

A.,  T.  ft  S.  Fe.  Ry.,  com 130,000  $32,400 

C  B.  ft  Q.  R.  R. 14.100  31, 161 

Ot.  No.  Ry..  p 40.000  50,800 

Man.Ry 10,000  13.300 

Norfolk  ft  W.  Ry..  com 10,000  12,200 

No.  PiM.  Ry 10,000  1 1,800 

Reading,  oom 10,000  16.700 

AatoriV 1.000  3.050 

BanktfaTmst 5.000  23.750 

Chaae  Nat.  Bk 5.000  3 1.260 

Equitable  Tr 5,000  22.300 


BoRDB  Aim  Srocn  Owmn.— Cant. 
Stockb.— Con<. 

Guaranty  Tr.,  N.  Y 

Guaranty  Tr.  Co..  N.  Y 

Nat.  City  Bwik.N.Y 

Title  Guarantee  ft  Trust 

U.8.M.ftTr.Co 

Amer.  Int.  Cp»  oom 

Bklyn  Union  Qs 

Conaotidated  Qaa.  N.  Y 

Com  Produeta  Ref..  p 

Galena  ^gnal  (XI.  oom 

QaneralEl 

Gt.  No.  Iron  Ore 
Lawyers  Mortgage 

Otia  Elevator 

PuOman 

Rep.  Iron  ft  Sted,  p. . 
Va.-Car.  Chemical  p. . 

Va.-Car.  Chem. 

Va.  Iron.  Coal  ft  Coke 

Wella  Fargo 

Western  Union  Tg. . . . 


¥k 

Marb 

Value. 

VahH 

$7,500 

$31.31 

1.000 

4.76 

5,000 

20.00 

2.500 

9.87 

75 

laooo 

13.40 

10,000 

14.40 

10.000 

9.50 

10,000 

16.40 

20.000 

35.20 

5.10 

6.000 

9.06 

9.000 

6.21 

10.000 

16.50 

10.000 

11.30 

10.000 

ii^q 

10.666 

J8 

10.000 

13.20 

60.000 

54.0Q 

Totab  (book  value.  $858.906) $696,100      $916,03 


MISCELLANEOUS:  The  company  oommenoed  buainen  i 
Mareh.  1910.  with  a  paid-ap  capital  of  $200,000.  and  a  surpl^ 
of  $300,000.  The  stookhokbrs  have  voted  to  inereaae  the  capitt 
stock  to  $400,000,  payable  Feb.  1. 1916. 

DIRECTORS:  Edward  L.  BaOard.  Charles  W.  Ballan 
Bertram  Cutler.  John  G.  Luke,  Edgar  L.  Marston.  Stephen  C 
Millett.  Samuel  T.  Morgan,  John  D.  Rockefeller.  Jr..  Alexandt 
V.  Roe.  Finley  J.  Shepard.  Hubert  E.  Rogers,  Frederick  H 
Hilton,  Alden  C.  Noble. 

TERRITORY  CH)VERED:  The  company  operatea  m  Cal 
Conn^  Colo.,  la..  HI.,  Ind.,  La.,  Mass.,  Mich..  Minn..  Mo.,  Mont 
N.  J..  N.  Y..  0..  Ore..  Pa..  Uuh.  Wash.,  and  W.  Va. 


MERCHANTS  FIRE  INSURANCE  COMPANY,  Denver,  Colo. 

President.  W.  J.  (Salligan;  Secretary.  J.  R.  (Sardner.  Organised.  1907. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

LOSMS 

Ymut 

Asieta 

Premiums 

Surplus 

Premiums 

Income 

Pkid 

Dividends 

Expeoaes 

penditures 

Incurred 

1915 

$492,216 

$153,251 

$124,455 

$186,552 

$214,987 

$80,879 

$16,000 

$78,267 

$175,146 

$82.9< 

1914 

451.980 

111.979 

128,500 

127.830 

152,932 

54,126 

15,999 

56,851 

126.976 

57.93 

1913 

425.519 

102,872 

114.507 

122,835 

147.459 

53.286 

16.000 

57.542 

126.828 

56.73 

1912 

404.927 

92,584 

107,695 

102,718 

127.471 

48.063 

8.000 

51.283 

107.36« 

43.31 

1911 

385.330 

82.753 

93,972 

101,956 

124.629 

45.241 

16.000 

50.485 

111,726^ 

49.1^ 

Asam.  Dae.  31. 1915. 

Real  estate $16,415 

Mortgage  loans 27a206 

Bonda 127,409 

Ck>llateral  loans 333 

Cash 35,755 

Agents'  balances ....  32,221 

Int«r«t 9.770 

OtherasseU 107 

Total  assets $492,216 


LLkBiumB,  Dae.  31, 1915. 

Loow»  unpaid $12,930 

Unearned  prems. . . .       153,251 
Other  liabilities. ...  1.580 


Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


$167,761 
200,000 
124.455 


Total $492,216 


Ui^derwriting  loss,  $15,562;  investment  profit.  $27,517. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$23,872,500;  premiums  thereon,  $283,789. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$799,965;  losses  paid.  $327,617;  dividends  declared,  cash.  $88,500; 
stock,  $21,000. 

REAL  ESTATE  OWNED:  Consists  of  two  properties  taken 
under  foreclosure,  carried  at  cost. 

MORTGAGE  LOANS:  There  are  78  loans,  aggregating  $270.- 
206.  protected  by  improved  real  estate  valued  at  $688,700.  There 
was  $2,272  of  interest  past  due  on  December  31,  Ust.  Company 
holds  $187,850  of  fire  insurance  on  the  baildingH. 

BONDS  OWNED: 

Anet.  Colo.,  wat..  6%,  1922 

Weld  Co.,  Colo.,  i.  d..  5%,  1921 

Denver,  Colo.,  i.  d..  6%,  1922 

Larimer  Co.,  Colo.,  i.  d.  big.,  6%,  1949. . 
Larimer  Co.,  Colo.,  i.  d.  big.,  6%,  1929. . 


Par 

Market 

Value. 

Value. 

$3,000 

$3,000 

2,000 

2.000 

100 

100 

1.500 

1.590 

1.500 

1,530 

BoNOB  OwMVD.— C^.  Par 

Value. 

Routt  Co.,  C^lo.,  i.  d.  f.,  6%,  1929 .  . . . .  $1,800 

Rocky  Ford,  (3ok>.,  wat..  6%,  1925 8.000 

Morgan  Irrig.  Dis.,  Colo..  6%.  1021 12.000 

Arapahoe  Co..  Colo.,  i.  d.,  6%,  1950 10.500 

Arvada,  Colo.,  wat.,  6%,  1926 10.000 

San  Luis  Val.  Irrig.  Dis.,  Colo..  6%.  1929  10.000 

Lemon.  Colo.,  wat..  6%.  1926 3,500 

Johnstown,  Colo.,  wat..  6%,  1927 5,000 

Steamboat  Spg..  Colo.,  wat..  6%.  1925  . .  5.000 

Montrose,  Colo.,  i.  d.,  5M%,  1942 3.000 

La  Junta,  Colo.,  wat..  5%.  1927 3,000 

Montrose.  Colo.,  i.  d..  5H%.  1932 1.500 

Prowers  Co.,  Co!o.,  i.  d..  ^%.  1932 3.000 

Delta.  Colo.,  wat.,  5^%.  1928 6.000 

Del  Norte,  Colo.,  wat.,  6%,  1928 500 

Adams  Co..  Colo.,  i.  d.,  6%.  1933 1.500 

Morgan  Co.,  Colo.,  i.  d.,  6%,  1934 3.500 

Mead  Co..  Colo.,  wat..  6^1.  1929 3.500 

Adams  Co.,  Colo.,  i.  d..  %%,  1935 3.000 

Archuleta  Co..  Colo.,  i.  d..  6%,  1935 ....  1.000 

Archuleta  Co..  Colo.,  i.  d.,  6%.  1935 ....  800 

Weld  Co..  Colo.,  i.  d..  6%,  1935 2,400 

Larimer  Co.,  Colo.,  i.  d-.,  6%.  1945 5.000 

Yuma  Co..  Colo.,  i.  d.,  5»^%.  19.% 1.000 

Conejos  Co..  Colo.,  i.  d..  Q%,  1935 1.300 

Otero  Co..  Colo,  i.  d.,  ^H%,  1920 5,000 

Weld  Co..  Colo.,  i.  d..  6%.  1945 1.900 

Fremont  Co.,  Colo.,  i.  d..  5^%,  1935. . .  3.000 

Brighton  Co.,  Colo.,  sr.,  5%.  1022 1.500 

Totals $124,300 


$127.4<1 
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MERCHANTS  FIRE  INSURANCE  COMPANY.  Denver,  Colo, --Continued. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  H.  Gbrd- 
ner,  Denver.  Colo.,  ipeeiftl  amat;  C.  D.  BaSL  Los  Aiigeles,GaL, 
for  CiL;  0.  R.  Dftly.  ■peetti  ■faat  for  WMh»  Spokuie,  WmIl 
The  eompany  qpen^  m  CkL,  Colo^  Ida^  III.,  Ma«..  Mich.. 
Moot^  nTJ..  N.  Y.,  0.,  Pk.  and  Wuh. 


M18CELLANBOIJ8:  This  compuy  took  orer  aU  the  out- 
atmodm  ^inimw  of  tlie  MerekMrte  Mutinl  Fire  of  Denver,  Colo. 
It  icuiiMuil  OB  July  1,  1907.  Late  in  1909  the  eompany  amal- 
pmatfri  with  tlie  Meraiotilc  fire  of  Dearer. 

DIRECTCffiS:  J.  M.  B.  FMrikiB.  A.  H.  Baith.  R.  J.  MonM, 
W.  J.  GalB^ii,  i.  R.  QaidMr,  Chas.  Rodker.  Alfred  Wild,  P.  Krier, 
C.  F.  Be^  C.  M.  S^endc  H.  C.  Gardner. 


MERCHANTS  INSURANCE  COMPANY.  Bangor,  Me.f 

IVesdent.  Wm.  B.  Staow;  Beeratary.  Horaee  &  Stewart.    Offaaiied.  1885. 


Uneamed 

Net 

Net 

Total 

Loeeee 

Total  Ex- 

Looeea 

Tl4B 

Aaaefti 

^^              m 

ftvpluit 

Pnuvina 

Inoome 

P^ 

DiTideMb 

AcpoMi 

pendituree 

iMwed 

1915 

tiOOJ60 

868,186 

$184,536 

$192,018 

6807,284 

1123,002 

111,640 

645,010 

$179,652 

$144,019 

1914 

374.027 

62,023 

185,434 

130,076 

144,127 

74,227 

11,640 

31,485 

117.352 

64,767 

1913 

3«9^l 

61,379 

164,003 

134,091 

139.641 

78,011 

12.160 

26,966 

117,127 

75,654 

1912 

334.121 

58.096 

150,760 

113,214 

125306 

63.690 

11,400 

25,275 

100,365 

74303 

mi 

307 JM 

48.225 

143,797 

94,047 

106.543 

76.813 

11.760 

21.297 

109.8701 

69371 

;.  31. 1915. 

$20300 
Boadi  aad  etocka. . .       261.198 

Coibtaalkaae 18.400 

40329 
27342 
3.792 
Otberaoeta 10.908 

Total  awta $400,860 


only. 

LuBDimB,  Dnc.  31, 1915. 

Loom  nniiakl $44,707 

Unearned  prema. . . .        68,186 
Other  fiabiBtiee. . . .  3,440 


Total  fiabOitica...  $116,333 
Qapitalpaidap....  100,000 
Netaurphis 184336 


Total. 


$400360 


B1SK3  AND  PREMIUMS:  Bfariae  and  mtaad  riaka  m  force. 
$13»318:  jainiiiMa  thseoa,  $74,174. 

LGSBEB  PAID  SINCE  ORGANIZATION:    $2,074,110. 

MORTGAGE  LOANS:  There  are  25  kana  aggrasating  $29,500 
CO  boBeaa  falacki.  dty  naidmimi,  land  and  wfaiof  propertiea, 
at  Bore  than  dooUe  the  amoont  loaned.    Thve  waa  no 
paat  doe  on  Deceaaber  31,  hat. 

COLLATERAL  LOANS:  Theie  hiana  aggregate  $18,400  and 
are  aaisly  v^em  bank  atoeka,  narfcet  vahw,  $9,990. 

BONDS  AND  STOCKS  OWNED:  Pkr  Market 

Bomc  Vahie.  Valae. 

1CC.AE.AN.A.RJ $5,000  $4,750 

B.  A  A.  R.  R^  Ph.  diT 5,000  4.660 

B.  A  0,  Sl  W.  db^ 10,000  9,900 

B^  R.  A  Pitta.  R.  R 11.000  11,000 

LdhaghVaLILR 1.000  1.100 

Bait.  C.  A  AtL  R.  R 5,000  4,750 

G.  fiap^  B.  A  8.  R.  R 5.000  4,500 

1k.R.R.AflB.,8t.L 5.000  4,350 

9l  L,I.M.ftao.R.R 5,000  3,750 

TGiedBTB.R.R 4,400  3,60S 

SeutfeBr 7,000  7,000 

A^E-AChLRj 2,000  1,990 

(^ELBy 3,900  2,860 

Mi-ELRy.ftU 2,000  2.040 

tfi.U^Ht.ftlV 5,000  5300 

deatdeB. 3,000  2,860 

)fiaa.GB.EI 2.000  2.020 

DctroiGaa 5,000  5,000 

iCy.Ry.AU 3,000  2.730 

EULt.APr 3.000  2.970 

.    Ry.&EI 3,000  3,000 

TencHaalelV.ALt 3.000  2,970 

afi&A.  A  St.  P.  Ry 5.000  5,060 

R.R.AU 4.000  3,920 

PeBn.F^. 2.000  1.840 


BoNDa  AND  Stocu  OwntD.—CmU.  Par  Maricet 

BoMDa.— CofU.  Value.  Vahia. 

Fae.QaaAEI $3,000  $2,745 

Portland  Ry.,  Lt.  A  Pow 8.000  2350 

Coneumera  Pow.  Co..  (Minn..} 3,000  8,000 

Wash.  Wat.  Pow 5.000  5,100 

WeatemUn.Tl..  (F.  AR.E.) 5,000  4,700 

U.S.  Steel,   (S.F.,2m.) 5,000  5,200 

Amer.  AfT.  Chem 5,000  5,100 

BangDr(kaLt 5.000  4.750 

Jaekaon  A  Battle  Ck.  Tc 3.000  2.970 

RaoineWat 3.000  2,550 

'  Montreal  Tmwya 3,000  2335 

Intcrbor.  R.  T 3,000  2|966 

St.  L.,  S.  A  P.  R.  R 3,000  2,775 

Conaamm  Pow.,  (Mioh.) 2,000  1.940 

Merchanta  Ht.  A  Lt 2,000  1,940 

Ft.  Worth  Pow.  A  Lt 2,000  1.940 

8w.  Pow.  A  U 6300  4350 

BangorPow 2,000  1,790 

Newark,© 5,000  5,050 

Galveetan 5,000  5.050 

BelKngham,  Waah ,..  5.000  5,125 

KaaaasCy 3,000  3345 

Taeooia 3,000  3,030 

Sacnmento 8.000  2.940 

Puebk),  Col 3.000  3.045 

Three  Rhrera.  P.  Q 3.000  2.850 

Omaha 5.000  5,100 

Saodnafcy,  0 8.000  8.340 

Kanou  Cy..  C.  Co.  St.  Joe.  Ry 3.000  2,775 

L.,  A.  A  W.  St.  Ry 5.000  4,960 

Portland  R.R 5,000  4.050 

Stocu. 

European  A  N.  A.  Ry 20.000  23.000 

Union  Ina.,  Bangor 7.200  10,800 

1  Nat.  Bk.,  Bangor 6,900  10,350 

Baatem  Tr.  A  Bkg.,  Bangor 1,000  3,400 

Totala $258,500  $261,198 


MISCELLANEOUS:  Company  operatea  only  in  Maine  and 
the  maritime  provinoea. 

DIRECTORS:  H.  P.  Sargent,  Fred  B.  Cutler,  Arthur  Chapin, 
Wn.  B.  Snow.  Horaoe  A.  Stone,  A.  H.  Baboock,  Albert  Q.  Dole, 
Jamoa  F.  Singleton,  Walter  S.  Higgins. 

FIELD  MEN:  J. 'Fred  SuUtvan,  St  John.  N.  B.;  E.  8.  Croa- 
by,  Bath,  Me.;  £.  A.  Butler,  Rookland,  Me.;  George  Elliott. 
Thoraaaton.  Me. 


MERCHANTS  NATIONAL  FIRE  INSURANCE  COMPANY,  Chicago,  111. 

naadent,  CI«o.  H.  Braae;  StatHaey,  H.  C.  Jodm.  Owuiinl,  1013. 


1 
TBAmi    AaiKa 

Unearned 
fVoninma 

Net 

Net. 
Prenuuma 

Total 
Inoome 

Loaves 
Paid 

Dividendi 

Expenaee 

Total  Ex- 
penditures 

Loaaea 
Ineorred 

»1S;    taU83 

$22,687 

$79,375 

$34,133 

$86,163 

$84 

$27,278 

827,362 

$10,754 
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MERCHANTS  NATIONAL  FIRE  INSURANCE  COMPANY.  Chicago,  111.— Con/tnuf J. 


AasBTB,  Die.  31. 1015.             LuBiumB.  Dec.  31,  1915. 
Mortgage  loana 1161,813    Loesoa  unpaid 110,670 


Bonds  and  stocks 

Caah 

Agents' balances 
Interest 


19.800 

41.678 

8.531 

7.561 


Unearned  prema 

Other  lialMlities. . . . 

Total  liabUities... 

Capital  paid  up 

Net  surplus 


22.627 
1.711 


135.008 

125.000 

70,375 


TotalasseU $230,383       Total $230,383 


Underwriting  loss,  $22,454;  investment  profit,  $0,580. 


RISKS  AND  PREMIUMS:  Fire  riaks  in  force.  December  31 
$1,842,171;  premiums  thereon,  $20,273. 

BUSINESS  SINCE  ORGANIZATION:  Phaniums  recdred. 
$34,133;  looses  paid.  $84. 

MORTG.\GE  LOANS:  There  are  51  loans  on  improved  !£. 
property,  aggremting  $161,813.  Property  worth  double  the 
amount  loaned  thereon. 

MISCELLANEOUS:  This  company  commenced  buainets  Juljr 
1. 1015.  with  a  paid-up  capital  of  $125,000  and  a  surplus  of  $08.8S5 
As  of  April,  1016,  this  company  reports  assets  of  $400,954;  capiu'. 
paid  up  $250,000:  net  surplufi  $156,510. 

TERRITORY  COVERED:  The  company  is  Uoenaed  in  IIL 
only.  "^ 


MERCHANTS  UNION  INSURANCE  COMPANY,  Meridian,  Miss. 

President,  Levi  Rothenberg;  Secretary  and  Manager.  H.  M.  Street;  Asst.  Secretary  and  Manager,  B.  Street  Cobum. 

OiiKaniied.  1003. 


Unearned 

YlAB 

Assets 

Premiums 

1015 

$151,861 

$3,800 

1014 

157.385 

8.832 

1013 

164.89P 

11,024 

1012 

175.072 

12.300 

1011 

175,345 

13.616 

Net        I 
Surphis     I 

$42,561. 
46.175; 
53,875; 
52.702 
55,0841 


Net 
Premiums 

$10,020 

0.072 

13.700 

14,065 

17.578 


Total 
Income 

$20,386 
20,322 
24,706 
25,024 
27.010 


Losses 
Paid 


$4,841 
8.907 
6.527 

12.430 
9.506 


Total  Ex- 

Losses 

Dividends 

Expenses 

pen^tures 

Incurred 

$8,000 

$8,362 

$21,203 

$3.9*J 

8,000; 

0.582 

26,579 

9.497 

8.0001 

10.477 

25,004 

6.227 

8.000 

6,768 

26,19» 

8.N0S 

8.000, 

1,167 

18.673 

n.S07 

Assets,  Dec.  31,  1015. 


LiABnims,  Dbc.  31, 


Real  estate 

Mortgage  loans... 
Bonds  and  stocks. 
Collateral  loans... 

Cash 

Agents'  balances.. 
Interest  and  rents. 
Other  assets 


$6,355 

103.060 

13.250 

4,000 

7,603 

0,008 

7.654 

031 


unpud 

Unearned  prems . . 

Total  liabilities. 
Capital  paid  up. . 
Net  surphis 


1015. 

$500 
8.800 


Total  assets $151,861       Total. 


$0,300 

100,000 

42,561 


$151,861 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$603,202;  premiums  thereon,  $14,504. 

BUSINESS  SINCE  ORGANIZATION:  Premmms  received. 
$368,558;  losses  paid,  $106,700;  dividends  declared,  cash,  $02,000. 

REAL  ESTATE  OWNED:  The  company  owns  some  dwelling 
properties  bought  under  mortgage,  earned  at  book  value.  Net 
income  Ust  year.  $387. 

MORTGAGE  LOANS:  There  are  loans  aggregating  $103,060. 
on  first  mortgages  on  property  mainly  in  Mendian,  Miss.,  valued 
at  $400,000.  No  jnterest  pest  due  on  December,  last.  Company 
holds  $100,000  of  insurance  on  the  builcUngs. 


COLLATERAL  LO.\NS  are  as  foUows: 

.Securities. 

Citizens  Nat.  Bk.,  Meridian,  Miai 

Meridian  Pert.  Fac 


Mark<!t 
Value. 

$8,000 


.\niouDt 
Loan«d. 

$4,000 


Totals. 


$8,000 


$4.(») 


BONDaOWNED: 

Meridian  Cotton  Mills 

Moidian  Pert.  Fac 

1st  Presbyterian  Church 


Par 
Vahie. 
$0,500 

3.500 
250 


Markei 

Val'jf. 

$0.25') 

3.5<M 

250 


Totals. 


$13,250 


$13,250 


MISCELLANEOUS:  Company  formerly  operated  in  Ark.  and 
Miss.  It  now  confines  its  operations  to  the  latter  state.  In  190->, 
the  company  reduced  its  maximum  line  on  dwelling  properties  U 
$1,500,  and  in  1014  to  $1,000,  and  reinsured  a  large  portion  of  iu 
term  business  which  reduced  its  net  receipts  and  reserve.  Con 
flagration  loss:    Yasoo  City,  1004.  $10,433. 

DIRECTORS:  L.  Rothenberg,  B.  W.  Griffith,  Harry  T 
Howard,  R.  W.  Millsaps,  W.  E.  Badcin,  Louis  Cohn,  S.  J.  Johnson, 
Edwin  McMorries,  £.  Cahn,  H.  M.  Threefoot,  H.  M.  Street. 


METROPOLITAN  FIRE  INSURANCE  COMPANY,  Chicago,  111 

President,  Thos.  F.  Keeley;  Secretary,  Geo.  Essif;.    Organized,  1002. 


Unearned 

Net 

Net 

Total 

Losses      , 

Total  Ex- 

Loaaes 

YSAR 

Amcts 

Premiums 

Surplus 

Premiums 

Income     ' 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1015 

$200,957 

$60,756 

$36,816 

$72,142 

$80,152! 

$46,777 

$10,000 

$26,425 

$83,202 

$46.02 

1014 

205,884 

61,443 

40.722 

71.947 

80.542! 

63.472' 

10.000 

20.262 

102,734 

es.in 

1013 

224.968 

62.857 

60.098 

81.148 

88.9961 

38.532  i 

10,0W 

20.020 

78,461 

3H.^; 

1012 

215,999            53.500 

59.037 

61.936 

69.382 

39.0301 

10.000 

23,405 

72,435 

3iy<i 

1011 

221.184           56,687 

58,211 

104.136 

113.131 

44,868' 

10.000 

52.880 

107,757 

43.12 

Assets,  Dec.  31, 1015. 


LiABiLiTiEB,  Die.  31,  1015. 


Bonds  and  stocks . 

Cash 

Agents'  balances. . 

Intwest 

Other  assets 


$150,960 

22.280 

11.974 

3.205 

3.520 


Losses  unpaid 

Unearned  prems. . 

Total  liabilities. 
Capital  pud  up. . 
Net  surplus 


$3,385 
60,756 


$64,141 

100,000 

36,816 


Total  assets $200,957       Total $200,957 


Underwriting  loss,  $37;  investment  ix-ofit.  $6,131. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force,  December  31. 
$8,152,388:  premiums  thereon,  $118,225. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$1,658,082;  losses  paid,  $1,027,108;  dividends  declared,  cash, 
$80,000;  stock,  $10,000. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Cy.  of  Chicago 

Chicago  Cy.  Ry.  Co 

Calumet  A  So.  Chicago  Ry 

Metropolitan  W.  Side  Elev.  Ry 

Chicago  Ry.  Co 

Conunonwealth  Edison  Co 

South  Side  Elev.  R.  R 

Insurance  Ex.  Big.  Tr 

Mich.  Blvd.  Big 

Minn.  Gas  &  El 

Stocks. 
W.  Ad.  A  Inspection  Co 


¥k 

Markc 

Value, 

Valu( 

$53,000 

»53.2t 

15.000 

H.9« 

12,000 

11.16 

15,000 

ia9S 

15,000 

14.5!! 

15.000 

15.39 

15,000 

13.35 

13,000 

13.13 

10,000 

lO.W 

3.000 

3.04 

125 


13 


Totals $166,125       $159.96 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


119 


METROPOLITAN  FIRE  INSURANCE  COMPANY,  Chicago,  lil—Continued. 


MI^ELLANEOUS:  Capitel  ineraMed  in  1905  from  1100.000 
to  taOO.000  bjrnynicnt  of  900  aharea  in  caah  and  a  stock  dividetui 
<A  10%.  or  100  diana.  Company  oommeneed  bumness  with  a 
•crphis  of  $25,000,  and  m  1906  t22.500  waa  added.  Reinmired 
a  latfe  pnifxrtion  of  its  huaiiimi  in  1909  in  the  Westchester  Fire, 
aad  eonpaajr  eootinuad  operatioos  in  its  borne  State  only,  reducing 
its  capital  nam  S200,000  to  $100,000  and  adding  the  amount  to 
•nrplia.  Cooflagratiao  ioases:  Baltimore,  1904,  $9,349;  San  Fran- 
1006.  $850  (by  rcmsuruioe). 


DIRECTORS:  Thos.  F.  Keele^.  M.  J.  Naghten,  Edward  Cluff, 
James  I.  Naghten,  Eugene  M.  Keeley.  Squire  S.  Burice,  William 
J.  Kerwin,  Geo.  Easig  and  W.  O.  Lloyd. 

FIELD  MEN  AND.TERRITORY  COVERED:  J.  P.  Nichol- 
son, Chicago,  HL,  special  agent  for  Cook  Co.  and  No.  UL  Com- 
pany operates  only  ux  111. 


MICHIGAN  COMMERCIAL  INSURANCE  COMPANY,  Lansing,  Mich.a 

President,  Frank  D.  Bennett;  Secretary  and  Treasurer.  B.  L.  Hewett.    Organised,  1905. 


Ti^n 

Awts 

Uneamnd 
Froniums 

Net 
Surphis 

Net 
Premiums 

Total 
Income 

LoSKS 

Paid         Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 

ftl.01fl.ft37 

I34&.964 

1211.058 

*$543,194 
461.912 

$584,765 
503.481 

♦$251.677' 

$249,017 
226.268 
215,252 
190.490 
298.114 

$500,694 
490.899 
466J(74 
602.921 
ni,307 

$241,767 

1914           flUJ!34           2S7.I».')I          200.010 

264.6311 

274.795 

1913 

931U»9          277,822          181,503 
862.219          2SS.3U          li».Aft4 

496,258         534.552 
319.100          365.939 

251.322' 

251,350 

1912 

412.431' 

379,523 

1911 

1. 1011776 

1         540,591 

82,760 

721,932 

763.926 

473,193 

449.929 

♦fwcladew  $66,247  marine  premiums  and  $27.144  marine  losses.  Company  reinsured  a  large  part  of  term  business  in  1912.  ^Mich.  std. 


Dw.  31. 1915. 


Real 


Bosds  and  stoda. . 

Cash 

AxEots'  faalaares. . . 
Icteresk  and  renta.. 


$14,842 
725.957 
93,236 
90.867 
81.591 
12,716 
429 


LiABiLmn,  Die. 

Losses  unpaid 

Unearned  prems. . . 
Other  liabifi  ties.... 

TotalliabiliUes.. 

CaiKtal  paid  up 

Net  surplus 


Total 


.  $1,019,637       Total. 


31. 1915. 

$45,347 

345,964 

17.268' 

$408,579 
400.000 
211,058 

$1,019,637 


Underwriting  loss^  $30;683:  investment  profit,  $41,731. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31* 
%3^M9,&»;  premiums  thereon,  $586,566;  marine  and  inland 
tmkM  m  kKte,  $944,316;  premiums  thereon,  $28,465. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$1MU37;  lonea  paid.  $3,921,763;  dividends  declared,  cash. 

$15,000. 

REAL  ESTATE  OWNED:  Consists  of  an  office  building  and 
lot  ia  Lsaang,  which  cost  $8,520,  and  is  carried  at  $14,000,  and 
two  dwelEng  propfrties  m  Battle  Creek,  sold  on  contract.  Net 
iacoaae  last  year,  $1,358. 

MORTGAGE  LOANS:  The  181  loans  are  all  upon  Mich,  and 
11.  real  estate,  chiedy  in  Battle  Creek,  Lansing.  Detroit  and  Hol- 
laed, and  oahr  18  loans  exceed  $8,500  in  amount.  The  aggregate 
$1^957,  is  protected  by  properties  valued  at  $1,824,723,  and  the 
c^npaayfafdds  $832,683  of  insunnce  on  buildings.  $233  of  interest 
ttu  pMft  dse  oo  December  31.  last.  The  largest  loan,  $25,000, 
i*  oDoa  a  flat  building  at  4424-26  Michigan  ave.,  Chicago,  ^ued 
at  $30,000. 

BONDS  OWNED: 

B^s^ei'l  Mrh..  sc.  1016-18,  i% 

Hcjsktoo.  Mich.,  wat.  wka.,  1925.  5%. . 

Jackx*c  Mkh^  ar.,  1926, 4% 


Par 

Maricet 

Value. 

Value. 

$6,000 

$5,960 

18.000 

18.900 

50.000 

48.500 

BoNM  OwNXD.— Conf. 


'%. 


Lansinj;.  Mich.,  se^  1916-19,  5H' . 
Manistique,  Mich.,  wat.  wks.,  1931.  5%. 

Manistique,  Mich.,  se..  1932,  5% 

Mt.  Pleasant,  Mich.,  wat.  wks.,  1916, 4%. 
Portland.  Mich.,  wat.  wks.,  1920.  4%. . . 
Saugatuck,  Mich^  wat.  wks.,  1922.  5%. . 

Totals  (book  vahie,  $93,400) 


Par 

Market 

Value. 

Value. 

$2,400 

$2,436 

5,000 

5,300 

3.000 

3.180 

1.000 

1,000 

5.000 

4.900 

3.000 

3,060 

$93,400        $93,286 


MISCELLANEOUS:  This  company  began  business  with  a 
paid-up  capital  of  $200,000  and  a  surplus  ot  $100,000.  In  1906, 
capital  increased  to  $300,000  and  $70,000  was  nmlised  as  pre- 
zmum  on  the  new  stock  issued,  and  in  1908  capital  was  increased 
to  $400,000  and  $100,000  realised  as  premium  on  new  stock. 

DIRECTORS:  H.  E.  Hooker.  Robert  Henkel,  A.  D.  Baker. 
E.  F.  Cooley.  F.  D.  Bennett.  S.  J.  Titus,  John  A.  Kelly,  Wm.A. 
Bauman,  W.  B.  Parsons,  F.  L.  Colby,  B.  L.  Hewett. 

FIELD  MEN  AND  TERRITORY  COVERED^  Baumann. 
Gordon  Co.,  Winona,  Minn^  general  agents  for  Minn.,  S.  D.,  N.  D., 
and  Wis.;  Chas.  B.  Allan,  hxa.  Cy..  Mo..  State  agent  for  Kan., 
Mo.  and  Neb.;  Merrill  ft  Braniff,  Okla.  Cy..  Okla.,  general  agenta 
for  Okb.;  L.  G.  Weimer.  New  York  Cy.,  state  agent  for  N.  Y. 
and  N.  J.;  Ralph  Westbrook,  Uarrisburg,  Pa..  State  agent  for  Pa.; 
Robt.  D.  Machan.  Indianapofis,  Ind.,  State  ai^nt  for  Ind.;  Geo.  A. 
Brown,  Chicago,  III.,  State  acent  for  111.  (outside  of  Cook  Co.).  Ia., 
and  F.  J.  Sauter,  Chicago.  Cook  Co.,  111..  Mgr.;  H.  E.  Murphy, 
Hartford,  Conn.,  State  agent  for  Mass.,  R.  I.  and  Conn.;  R.  D. 
Wilev.  Columbus,  0.,  State  agent;  W.  B.  Callia.  special  agent  for 
0.;  B.  E.  Starr,  Lansing.  Mich.,  and  W.  W.  Webo.  Lansing.  Mich., 
special  agenta  for  Mich.^.  W..Brooks,  San  Francisco,  Cal..  general 
agent  for  Pacific  CoasU  naw.  ft  B.  C;  Geo.  R.  Snyder.  Mt.  Sterling, 
Ky^  special  agent  for  K^.  and  W.  Va.  The  company  operates 
in  all  the  States  and  Territories  of  the  United  States  except  Ala., 
Colo.,  Del.,  D.  C.  Fla.,  Ga.,  Ida.,  Ia.,  Me.,  Md.,  Miss.,  Nev., 
N.  H..  N.  C.  S.  C,  Tex.,  Utah,  Vt.,  Va.,  Wyo.,  and  B.  C. 


MICHIGAN  FIRE  AND  MARINE  INSURANCE  COMPANY,  Detroit,  Mich. 

IVesideat,  D.  M.  Ferry.  Jr.;  Vice-President,  E.  J.  Booth;  Secretary,  H.  E.  Everett;  Assistant  Secretary.  E.  P.  Webb. 

Organised,  1880. 


YKAJt;     Assets 


Unearned 
Pran>ums 


Net 
Surplus 


Net 

Premiums 


»I3 
I9I4 

1913 
1913 
1911 


$1«590.675 

1,524^1; 
1.547.443 
1.485,891 
L459.456 


$693,539' 
685,952 
663,473 
629,094 
584.088 


$415.375< 
345.995, 
384.185 
352,619! 
366,6081 


Total 
Income 


Losses 
Paid 


Dividends  !    Expen.<«f 


$699.64C 
700,808 
702.401 
601.922 
668,0421 


$764,840 
769.373 
758.092 
745,8211 
719,518 


$347,163 
434,9;J2; 
401,020 
378,8.56 
311.900 


$40,000< 
40.000 
40.000 
40,000, 
40, 000 ! 


$316,283 
316.960 
303,407 
301.501 
274.164 


Total  Ex- 
penditures 


$703,446 
791.901 
744,427 
720,360 
626.064 


Losses 
Incurred 


$328,510 
420,912 
394,687 
367.494 
327.234 


Dec  31, 1915. 

Bialestafee $81,597 

Mangle  kjaas 576^171 

Boadi 705,030 

Cash 91,«7» 

A«esu*  balanee 165,658 


LuBoims,  Dec.  31, 1915. 

Lasses  unpaid $48,751 

Unearned  nrems ....       693,539 
Other  liabilities....         33.010 


Total  liabilities. .     $775,300 


Assets.— Con<.  Lubilitiks. — Coni. 

Interest $19,729  C4ipital  paid  up . . . .     $400,000 

Other  assets 611    Net  surplus 416,375 

Total  asseta •1,690.675       Total $1,590,675 


REPORTS  OF  FIRE  INSURANCE  COUPANIE 


MICHIGAN  FIRE  AND  MARINE  INSURANCE  COMPANY,  Detroit,  MtcK—Coniiitutd. 


UHkntiliiii  ^utU  (40,897:  inTotmmt  inGt.  HS,ia. 
RieKS  AND  FREUIUMS:  Fin  ti^  iL  [««.  DsMmbi 
ld3.9«MS:  prcmhiiu  Umu.  tl,MU71. 
BUSINESS  SINCE  OROANIUTION:    PramhiM  ran 
' istd.  taOI2.<U3:  diridndi  deolusd. 


1778.000. 
REAL  El 


OWNED:  CoDBiU  muDly  of  dwelBni  ;np- 
•mm  In  uKi  neir  UFlrdi.  vjtii  nme  vKut  lola.  the  hrtot  mtk 
cm  beincSO  vuuit  lots  in  Irrinc  pi.  tubdiTiSDii.  nhicd  nt 
18,831.    There  ue  no  beumbnnon, 

MORTGAGE  LOANS:  Then  in  1«0  Iouk.  of  which  uly  7 
lOeed  110,000  in  uxiuiit.  The  I«m  uvwtt  tST0,l7I  ud 
re  Hcund  by  rtoiwtiM  nlued  et  ll,707,77E.  But  Ml  of 
itrndneoiefduean  DeccoibcrSl.lset,  Mat  otthejnpertiH 
UKd  ui>Dn  an  in  Detrail  tod  bU  en  in  Miohi^o.    T%b  Utnt 


..  DetriHt.  nhied  it  t4<,0D0  ud 


Ii,Or..S 


lhKuT(R..f.  S%.  1H4 

AmtinCo.,  Tn„rd,di>..I%,  IMl... 
BitUe  Cndt.  UMi„  bj.,  *%.  isai-t 
Chipd  SU,  N.  C,  |d.  B.  I&,  (%.  19 

DeOnl,  v..  4%.  IBIS 

Betniil,  pk.  JM%,  irao 

Mnit.  irt,  muL,  3W%.  ■»■ 

Drtnjil,.  .4'";.lfll!l-20 


Zfi,D0O  2i,0OO 

3S.I»D  S3,7») 

lO^QOO  1,400 

19,000  2S.0OO 

11.000  11,000 

S,000  5,000 

70,000  B4.400 


U,000 

1,000 

11,000 


Mwaty,  Aril..  >..  B7(.  I«U 

Mich.  9MuieliJp.9%.igi« 

Naw  Cordea  (Sit.  nu  wta.  uL.  t7<. 

I>U  

OakwDod  Vilkn.  Mid.  nt.  wke..  «^i% 

IMl 

3>«i»w.  Mich.. !«..  l}i%,  IMO 

SwitcFe,?.  «P.&y.i%.  IH2 

St.  Clur  Hihu,  Mieh..  Jan..  S%.  1144.. 
St.  (TUir  Eihli.,  Mleb,  tnv  eil.,  I?^. 

St.  Otair'  Hghu;.'  Midi'.!  it.VJ%.  iJM '. '. '. 

SipuliiL  ^k„  t.S%.]fOS 

TuUfflold.  big-  8%,  1121 

WuntHf.  Okli,  nU  It.  A  r.  iKiE^. 


1700.000      1700,030 


Cmitd  inaaBd  in  IBSB  fr«,  1300,000 


DIBECTOBS:  F.  J.  I 


D.  M.  FerTT. 

Eiriie  WUlc 


McMiUu.  WilUui  R.  Heee.  JuM  D.  Bludiih,  Uk 

Chu.  C.  Jtnlo.  OsD.  H.  Bubour,  WUSun  H.  Uiiriihr. 
L,  Pilu  Cvl  A.  Hour.  B.  J.  Boodi.  B.  E.  Etmtl,  C.  U. 
iunm  M.  B.  Whitttoey,  W-  "  "■ "  »  =— 


-, D.'CWe  We.  NuhnUe,  Tern., 

Iv  Ky.  ud  Teiuj  CniFM  t  Can.  Haaaao.  T«,  du- 
•(«  [or  Ta.  ud  U,:  Sbwhi.  Cunpbiil  A  Co.,  Bvtoi,  Uin, 
nnenl  menu  for  Mhl,  Coui.,  Me..  N.  H.,  R.  L  ud  Vt.:  C.  W. 
ButehiuoD.  meail  agnl  f«  Wk.:  E,  J.  wntT.  DgnrB,  Coto., 
(eanle«nt  For  Colo.;  WEa.T.B<uIli^DeDiiit,Mieh..|««i 

;.:  CliM.  A.  Cum- 

Wildnn.  Phih,  Pl.  naml 

u«tl«  tutern  Ph.;  H.  B.  Milt.  necikl  Hoil  for  O.  ud  Ind.; 
Ifal  C.  Rowlud.  tuu  ifeDt,  Rocheur,  N.  Y„  [or  N.  Y,  Md.. 
wcatern  Pk.  uid  N,  J.  The  oUDpuiy  aiwtKljv  In  Aka..  Am..  CuL, 
Cola..  Conn.,  Hm.,  Idi.,  UL  Ind..  Ku.,  Ky.,  U..  Uc  Md., 
Mw.  Mich.,  Minn.,  Mo.,  Mont.,  Nev.,  N.  H.,  N.  J,  N.  Y, 
0.,  On.,  P..,  a.  L,  TtuD.  Ta..  Ut»h.  ¥1..  WiA.,  W.  V«.,  Wm. 


MILWAUKEE  MECHANICS  INSURANCE  COMPANY,  Milwaukee,  Wis. 


1110,000 
110,000 
110,000 
120,4«l 
411,Ut 


II.  108,000:  itock.  tSOaOOO, 


UndHwii^ng  pnCt,  1144.202:  inTMmait  [roEt,  tlU,U7. 

3  AND  PREMIUMS:  Pin  tMi  u  fme,  D 

»M«,77S,04»:  pnmiiim*  thmoo.  t4.441.t3D. 


incmpbrviofs- 

L0AN9:  Thniin 

»IS1,000.  ud  Mtnt „  --.  ^- 

nJned  It  t4,e6«,411;  ud  then  wu  1400 

..  ...  DcombcT  31.  lut.    Tbe  lou  of  tlSl.OOO 

ainii  >  UKI  of  lud  bauDdrd  iiy  St.  Peul  Att.,  Iltll  «..  l&lb 

ud  C.  M.  A  St.  P.  Ry,  Co.  (einpt  E.  100  feet).  Milnukt*. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


i2B.imi      es^wo 


DRKBtk.  Vl.  4»;^  1<H0 


,.  mi... 

>.  1*18. . 


Wot  llh  Wia.  H.  iaK>,.t%  »!»«).. 

B10.BrR.«~4!4%>*n 

BUji  t  T,  t  P,  S%.  1118 

Cm.  No.  Br-  •».  «>{%.  IStUO 

Cb  t.41li>oR7..  3'i%.l»S0. 

i  -     II    f:,4%,l»M 

■       ■  ■    ■.<).1%.1«4.  .. 

■„■;_■._■  j,P.S.*  W,fl, 

P.*N.W„S%, 
Ck.tk.'it.iJiui.'Bj',i^'i%.'l. 


M.  L  I.  lit  A  Bo.  RTh  B-  A  O.  Bit., 

ffcire 

Mt.*^  hm ■■ 

Si  Ej.  AtL  *  D.  «%.  IMS 

St  Hj,  K.  1 0,  »^  1W5 

ii  fit.  Rj.  r,  4^  10U  

S».  ^e.  Br,  (q.  11,  4M%.  1»1» 

•li^  Hj,  O™!.  dJt,  3M%.  mi . - 
«>i>A  fa.  T.  *  C.  Dtt.  4%.  IMl . . . 
V>lHk  r&a.  Tn.  Rr-  ef  -  *%■  1«M. 

««illd.Rr-4%.l«J 

"■t**  r.  *  Nm  Rj-  S7c  1»»» 

F*  C™i.  Rj,  4%.  1S4) 

iiMHT  k  c»,  4M%.  ina 

CWiblU-S^IW* 


12!00« 


s%. 


in 

F.  t  P,  M.  Rt.  Ft  H.  DiT,  J%,  1W». . 

G. K. t  laiLBr. 4M%,  IMl . 

I««rtw,  B.  Tn  S%  IW 

n  CWl  R.  B.  A  ^.,  Bt.  L.  A  N.  0.  R. 

l.*it»«i 

lamm  ^.  So.  Rr,  3%.  tSM 

1I,H.*0-Rr,<^l»i 

«.  U.  Bv  t  Te.  j^  I9» 

M,  i  *  Nm.  to_  4%  1947 

IbL  St  P.  1 S.  K(.  U.  Bj.  4%.  IStS 
N.  T.  Cte.  A  B.  R.  B.  R,  U.  C.  kL 


14.IW 
H.1I9 


(h  Rnc'iii  OwKU.— Com. 


MILWAUKEE  MECHANICS  INSURANCE  COMPANY.  Milwaukee,  WU.— ConftnHwi. 

BOHDS  AND  STOCKS  OWNED: 
BoiM. 

Afcate.ti.u4H%.lM4     

Oi^,  AD).,  mt.  p.  K.  <!».«%,  IMl 

Dm  Ah  O.  N.  U..  1%.  IMS 

E.  HSinks,  Wk.,  i%,  lll^K 

&«C(u  WhIl.  >%.  1904 

U,PiirtC(«.5%,l»ll. 

in^jtfk,iti%.i»aM 

No  Iurt  Cy.'SfS.  ■£.  4H%.  i«T.^ '. 


MTchiuiUHt.'AU.,lDd'. 


NiwPiU 
R«Uwd: 


Lt- 4%.  i««. 
!■  HTf^Pm.  A 

Ei..in>,.E%,i 


f..  i%.  i« 


1%,  mi) . . 

.   -.^ J%.lMfl  .. 

tUlb  Mfi..  MU..  9%.  le 


vLw 

'niiuu.,  ua!.: 


ToUh  (beak  nhie,  12,037.587} tUH.WO   ».ll3T,tgT 


Jr.,  OuMi  Pibn.  W 


VonI,  Jr.,  OuMi  Pi 
a.Blem,  Aittiur  R, 
Ow.  C.  Snk>,  0. 


in  Iftll  thi  U 

Moliuin  uDdw  th>  thb  of  lb«  Wur  iutitMu*.  whh  k  ouiul 
id  tl.mOOl).  CaOtviioB  Iomi:  Bdlimm.  IKM.  tSIl.tTO: 
Bu  Piudn.  1«08.  tl,4«»,010.  Vthmi  tl  tftM  dtporiu; 
0>.  MMOl  Vl.  147,00;  N.  M..  W,«DOi  N.  C  tl«,M)0. 

DIRECTORS;  Chu.  H.  Yunksr,  Cbw.  F.  Pfi«w,  Fmbiud 
MonMkg.  a.  W.  Ormubuk.  WilHu  Pmgct.  Frsd  T.  OotL  Pnd 
"-'  '-   "— "hn.Wm.L.JoiH*  Dr.J«.Schi«iid(r.ClM. 

MunkwiU.  Otto  H,  FiO.  H.  A.  J.  Vrium. 

C.  Full*,  W.  C.  Q««l»  H™ry  J.  NunnB- 


HELD  MEN  AND  TBRRITORY  COVERED:  Genni 
•pnIM:  Hmny  Pu  fn  Cbi.  wd  Cook  Co.  m  W.  Jmokm  Blird., 
ClDcuo.  m.:  E.  L.  OrHbllic  {«  Ckr„  Cunlwn  Co-.  Clm- 
la^To..  710-711  Puk  BI«TwB  L.  Pnm  A  Son  !«  New  York 
aty.  n  Mu4«  Uoe.  N<w  Ycrk  Ctty.  N.  Y.;  Bitle  UBib:  Wm. 
M.  WikoBU.  Jr.,  SfntiuH.  N.  Y.  for  N.  Y.  8UU;  H.  F.  Avsy 
lor  Colo.  Wro..  An.  ud  K.  M.  Cols.  Sr^iia,  Cola.;  O.W. 
LoHMi,  lor  Ore.  tad  Wuii.,  SstUe.  Wi^.;  Jobii  Bohm  for 
No.  lU..  Fnnport,  HI.;  H.  E.  Boniiif  (or  0.  and  W.  Vi..  CiaoiD- 
sti,  0,;  WiJwr  L.  Bukbwt  lor  Ilk.,  MoM.  ud  UUb.  Hrlank, 
MoEt:  C.W.ChildrtafiaTn..udU,For4Wonii.Ta.:  OiM. 
F.  Enile  fir  lad-  Indiwwpalii,  lid.:  A.  W.  Frooiu  lor  U., 
Doeocili,  II;  EliemHOintBiidler  MM*n  Coul,  R- I„  Vt.tBd 
N.  H..  BnHoa,  M*k:  JdIu  A.  Hmmb  kr  Mbm.  N.  D.uda  D., 
et.  PuL  UiiD.:  R  Wibn  Hotau  fer  Pt.  isd  N.  J..  Htnia 
binP*.;  FrsdN.SDudwiFk.faVL,N,C.ud8.C-GrogiMlioro, 
K.C.:  aao,P.K«tina'(drMkli..bMKii;,Uicb.;  B-UMurr, 
fgr  Kr.  Tom.  ud  /A-.  Loa^rille.  1^.;  W.  W,  Orebw^  tor 
Ku.  Okh.  ud  Ne<v  Wichita.  Km.;  Cbu.  A.  Pmudtt  for  Mil. 
KuHl  ai^.  Mo.:  W.  B.  WakiuoiL  for  FIl.  Gm.  ud  Ak..  At- 
luta,Oi.;  RE.RopliiitB'forWii.HilniikM.Wa.;  L.W.Rioh 
!a  Ii.  (0«.  Und.)  A  ISur.).  On  MobH,  U.:  Du.  T.  SmHIi  for 
So.  nU  WiocbMM,  III.:  Rnbl.  WoehirinHt  la  Gamu  Unda- 
■ritai,  ni.  (So.),  Hiok..  Ind.  ud  0.,  Indiuaiiotb,  Ind.:  R.  H. 
Wnba  for  0«nuB  Undennim.  Wil.  Hioh.  Minn.,  ud  tU. 
MilwukH,  Wii.:  Pul  N,  SdiiniaL  nHOl  Meat  fW  Wk.. 
HllnakM.  Thk  eompuy  doa  buwHB  m  lU  tbe  SUUa  in  tin 
Vniled  Suis  OHeptiiwAko..  CnL.  DoL,  Hnw,  M«_  Mta.  ud 


MINNEAPOLIS  FIRE  AND  MARINE  INSURANCE  COMPANY 
Minneapolis,  Minn. 


o»-Praidgnt.  AHnd  StioMa;  Beamtr,  WklHr  C.  Lseh;  t 


nl  BrmUrj.  F-  M.  Mwigold. 


Surplui 

r£™ 

Tirtd 
Income 

■a- 

Di>>dcnd> 

Ewe=« 

SXS 

IiicurT.J 

mi     ithmi 

I''ll  1      «7MUI 
ItU         171.415 

t3HJl« 

t343.17! 

197.  IH 
175.114 

11 

M»6,S7; 

142,8M 

■3SK 

a),i»o 

Ii5c.s4g 

1)9,431 

»40t,M5 
lSl!s24 

|22»,02T 
114.400 

laawi 

122 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


MINNEAPOLIS  FIRE  AND  MARINE  INSURANCE  CO.,  Minneapolis,  Minn.— Con*. 


AflSBTS.  Dec.  31, 1915.             LuBiuins.  D«c.  31, 1915. 
Mortgage  loaofl S422.150    Lo<«e8  unpaid $24,543 


Bonds  and  stocks . 

Cash 

Agents'  balances. 
Interest 


180,289 
85.312 
83,216 
13.024 


Unearned  prems. 
Other  liabuities. 


286.319 
29.906 


Total  liabilities...     $340,768 

Capital  paid  up 200.000 

Net  surplus 243.173 


Totol  assets $783,941       Total $783,941 


Underwriting  loss,  $10,458;  investment  profit,  $31,077. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree.  December  31, 
$46,042,147;    premiums  tbereon,  $502,118. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$3,304,317;  losses  paid.  $1,988,495;  dividends  declared,  cash, 
$236,800;  stock,  $40,000. 

MORTGAGE  LOANS:  There  are  140  loans,  aggregating  $422,. 
100,  protected  by  Minn.,  Wis.,  la.,  N.  D.  and  S.  D.  real  estate, 
vahied  at  $1,418,643.  There  was  $210  of  interest  past  due  on 
December  31,  last.  The  company  nolds  $140,030  of  insurance 
on  the  buildings.  There  are  but  10  loans  in  excess  of  $5,000,  the 
largest  being  $11,000. 

BONDS  AND  STOCKS  OWNED: 
BoNDe. 

Butte  El.  &  Pwr.,  Mont.,  5%,  1951 

EUendale.  N.  D.,  6%.  1924-9 

Henderson,  Minn.,  5%,  1917 

Mioot,  N.  D.  6%.  19M 

Westhope.  N.  D.,  6%.  1927 

Clay  Co.,  S.  D.,  sc.,  5%,  1916-7 


Par 

Market 

Value. 

Value. 

$11,000 

$10,890 

6,000 

6,240 

10.000 

10,100 

20,000 

21,400 

2.000 

2,120 

1,200 

1,206 

Bonds  and  Stocks  Owkbd.^CotU. 
Bonds. — Cont. 

Co..  Custer,  S.  D.,  4%,  1922 

Co..  Martin.  Minn.,  6%,  1929-32 

Chi.  Ry.,  111.,  5%.  1927 

Deuel  Co.,  8.  D.,  sc.  dist.,  5%.  1917. . . . 
Gd.  Fks.  Gas  A  El.,  N.  D..  5%,  1925 .. . 

Minn.  Gas  Lt.,  Minn.,  5%.  1930 

S.  D.  Cent.  R.  R.,  57o.  1927 

St.  Cloud,  Minn.,  sc.  dist..  4%,  1916^.. . 

Terre  Haute  Tc.  k  Lt..  Ind.,  5%.  1944. . 

Srocrs. 

Ist  k  2nd  Nat.  Bk.,  Minn 

Nwn.  Nat.  Bk.,  Minn 


Par 

Market 

Vahie. 

Value. 

$1,000 

$950 

4,500 

4.920 

10,000 

9.700 

800 

800 

25.000 

23,750 

10.000 

9.900 

10.000 

9,100 

7,500 

7.450 

10.000 

9.800 

10.100 
10.000 


27.270 
26.800 


Totals  (book  value,  $181.327) $149,160      $182,396 


MISCELLANEOUS:  This  company  was  organbed  in  1902  as 
the  Winona  Fire,  with  a  paid-up  capital  of  $130,000,  and  a  sur- 
plus of  $50,000.  and  early  in  1911  changed  its  name  to  the  Min- 
neapolis Fire  and  Marine.  Caixtal  increased  in  1904  to  $160,- 
000  and  in  1906  to  $200,000  by  stock  dividend. 

DIRECTORS:  F.  C.  Van  Dusen,  A.  G.  Morits,  J.  D.  McMillan. 
A.  Stinson,  G.  C.  Bagjey.  J.  R.  Marfield.  P.  L.  Howe.  Chas.  W. 
Sexton,  C.  A.  Brown.  H.  F.  Douglas. 

TERRITORY  COVERED:  Special  agents:  A.  W.  Fleming, 
for  0.,  Pa.  and  part  of  Mich.;  H.  G.  Karow  and  C.  H.  MandeviUe, 
for  Wis.  and  part  of  Mich.;  F.  E.  Nelson  and  J.  A.  Haas  for  Minn.; 
F.  W.  Merigold  for  Mont.;  Jacob  Nelson,  for  S.  D.;  G.  W.  Funk 
for  N.  D.  The  company  is  licensed  in  Cal.,  Colo.,  111.,  la.,  Kan., 
Mass.,  Mich..  Minn.,  Nev..  Mont..  Neb..  N.  J.,  N.  Y..  N.  D..  0., 
Okla.,  Ore.,  Pa.,  8.  D.,  Tex.,  Wash.,  Wn.,  Mo.  and  B.  C. 


MINNESOTA  FIRE  INSURANCE  COMPANY,  Chatfield,  Minn. 

President,  Joseph  iJnderleak;  Secretary,  S.  E.  Bibbins.   Organised,  1909. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Ybar 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

$185,453 

$47,430 

$20,931 

$72,060 

$81,417 

$61,334 

$5,182 

$30,458 

$97,974 

$56,872 

1914 

201.942 

52,911 

23.847 

97,318 

111,101 

54,768 

5.771 

31.674 

92,213 

66.681 

1913 

181,875 

38,176 

31,952 

72,220 

81.471 

40.321 

15 

31.137 

71,473 

34.889 

1912 

169,702 

31,620 

24,586 

64,509 

73,340 

40,950 

33.424           74,374 

43.343 

1911 

175,598 

35,412 

29,454 

103.993 

119,699 

51.803 

_       5,66i 

47,358          104,162 

53,577 

Assns.  Dec.  31.  1915. 

Real  estate $14,836 

Mortgage  loans 98.401 

Bonds  and  stocks .. .  25, 692 

Ctf.  of  deposit 24.500 

Cash 8,935 

Agents'  balances 0,801 

Interest  and  rents. . .  3,012 

Other  assets 276 


LiABiunsB,  Dec.  31,  1915. 

Losses  unpaid $9,499 

Unearned  prems —        47,430 
Other  liabilities....  4,553 


Total  liabiUties. 
Capital  paid  up. . 
Net  surplus 


$61,482 

103.040 

20,931 


Total  assets $185,453       Total $185,453 


Underwriting  loss.  $5,060;  investment  profit,  $8,327. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$5,818,474;  premiums  thereon,  $95,872. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$416,235;  losses  paid,  $278,141;  dividends  declared,  cash.  $18,968. 

REAL  ESTATE  OWNED:  Consists  of  8  pieces  carried  at 
$14,836.  Two  of  these  pieces  are  Canadian  farm  lands,  1.2S0 
acres;  five  pieces  of  North  Dakota  farm  kuids.  consisting  of  880 


acres;  one  piece  of  village  property  in  Chatfield.  also  40  acres  farm 
land  in  Minn. 

MORTGAGE  LOANS:  There  are  57  loans  aggregating  $98,401. 
protect«d  by  farm  property  in  Minn.,  N.  D.  and  S.  D.,  vahiod 
at  more  than  double  the  amount  loaned  thereon.  $90  of  interest 
was  past  due  on  December  31,  last. 

BONDS  AND  STOCKS  OWNED: 


St.  Petersburg  Cy.,  Fla.,  1941,  6%. 

Peoples  Tl,  c.  stk 

Greenwood  Prairie  Tl 


Par 

Market 

Value. 

Value. 

$5,000 

$5,263 

15.300 

15.200 

5.230 

5.230 

Totals  (book  value.  $25,530) 


$25,430         $25,693 


DIRECTORS:  F.  G.  Stoudt,  F.  L.  Tesca,  D.  B.  Franklin.  S. 
Maddock.  Joe.  Underlcak,  L.  D.  Harkins,  S.  E.  Bibbins,  C.  L. 
Thurber,  R.  A.  Johnson. 

FIELD  MEN  AND  TERRITORY  COVERED:  F.  H.  Wilder. 
Fargo,  N.  D.,  State  agent  for  N.  D.;  N.  S.  Tyler,  Sioux  Falls, 
S.  D.,  State  agent  for  b.  D.;  W.  C.  Johnson  &  Co.,  Boeton,  Mass. 
The  company  is  licensed  in  Minn.,  N.  D.  and  S.  D. 


MONTANA  FIRE  INSURANCE  COMPANY,  Butte,  Mont. 

President,  W.  R.  Allen;  Secretary  and  Manager,  C.  M.  McCoy.    Organiaed,  191^. 


YlAR 

Assets 

Unearned 
Premiimis 

Not" 
Surplus 

Net 
Premiums 

To»al 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditiu-ee 

Loaeca 
In<Mrrcd 

1915 

$447,740 

ft.%.?nin 

$117,690 
86.595 

$60,894 
57.222 

$109,274;         $32,383 

$56,663 
56.067 
47.190 
48.658 

$89,046 
75.968 
53,859 
54.251 

$33,836 

24.87; 
6.669 
7.693 

1914 

397.715'          45.975 
340.9401          32,545 
219.1491           21.678 

88.987,           10.901 
92.283:              6.669 

1913 

73.120 

37,708 

1912 

10,535 

40.579          308.673;            5.59,3 
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MONTANA  FIRE  INSURANCE  COMPANY,  Butte.  Mont.— Continued. 


AflKsm,  Dsc.  31, 1915. 


Lumunia.  Dec.  31. 1915. 


Baftlflitate. 


Bo«d>  and  stoda. . 
doe.. 


Aseats*  bakoeea. . . 
Interest  and  ren^ . 
OUmt: 


Total 


$22.04S 

31U50 

11.918 

3,067 

73.885 

12,774 

12.338 

560 


Lonefl  unpaid 

Unrarned  prema. . . 

Reins,  due 

Other  liabilities... , 

Total  liabilities.. 
CaiMtal  paid  up. . . 
Capital  part  paid 
Net  surplus 


$1,445 

53.010 

5.681 

11.624 


$71,760 

243.300 

14.990 

117.690 


$447,740       Total $447,740 


Undennitmg  loss,  $13,189;  inyestment  profit.  $27,743. 

BISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$54I7.I&5:   premiume  thereon,  $08,289. 

BUSINESS  SINCE  ORGANIZATION:  Premiuma  received. 
$185^78;   losses  paid.  $64,546; 

REAL  ESTATE  OWNED:  The  company  owns  property  whose 
market  ▼ahie  is  estimated  to  be  $44,006  Imt  which  is  carried  at 
book  Taine,  $22,048. 

MORTGAGE  LOANS:  There  are  54  loans,  aggregating  $311. 
ISO.  protectad  by  £snn  real  estate  in  Mont.,  and  Ida.  There  was 
$4307  of  interest  past  due  on  Deoember  31.  last.    The  land  mort- 


gaged is  valued  at  $682,206  and  the  buildings  thereon  are  valued 
at  $142,820.  The  company  holds  fire  insurance  to  the  amount  of 
$79,800 

BONDS  AND  STOCKS  OWNED: 

CityofLibby 

City  of  Butte 

City  of  Whitefiah 

Totala 


Par 

Market 

Value. 

Value. 

$2,200 

$2,200 

6,000 

6,000 

3,718 

3.718 

$11,918        $11,918 


MISCELLANEOUS:  This  company  commenced  busioeas 
February  2.  1912.  with  a  subscribed  capital  of  $200,000  and  an 
initial  surplus  of  $120,000.  It  has  been  increased  in  varying 
amounts  yearly  by  sale  of  stock  and  at  the  end  of  1915  it  amountM 
to  $243,300. 

DIRECTORS:  W.  R.  Allen,  E.  E.  Esselstyn.  C.  M.  McCoy. 
John  G.  Brown,  W.  Lee  Muns,  T.  J.  Nerny,  George  A.  Loasby, 
David  Hilxer.  T.  J.  Bennetts,  W.  H.  Sales,  H.  B.  Wiley.  Wm. 
Lindsay,  H.  Clay  Groff. 

FIELD  MEN  AND  TERRITORY  COVERED:  E.  E.  Essel- 
styn. field  manager,  Butte.  Mont.;  Wyatt  M.  Payne,  special 
agent  for  Mont.,  Butte,  Mont.    The  company  operates  in  Mont. 

only. 


NATIONAL  FIRE  INSURANCE  COMPANY  OF  HARTFORD, 

Hartford,  Conn.t 

H.  A.  Smith;  Secretary.  Geo.  H.  Tryon;  Assistant  Secretaries,  F.  D.  Layton.  8.  T.  Maxwell.  C.  S.  Langdon,  E.  E.  Pike;  Treas- 
urer. F.  B.  Seymour.    Organised,  1871. 


YKaBJ    AsKta 

Unearned 

Net 

Net 

Total 

Losses 

ToUl  Ex- 

Losses 

Premiums 

Surphis 

Income 

Phid 

Dividends 

Expenses 

penditures 

Incurred 

1915  $16,236,084     $9,324,661 
1914     16.049.725       8,909.008 

$3,496,345 

$8304.463 

$9,518,592 

$6,070,755 

$400,000 

$3,568,134     $9,038,889 

$4,900,052 

3,606.175 

8.648,551 

9,265,765 

4,858.881 

400,0001      3.490,812'      8,749,693 

5,064.975 

1913     15.485.762 

8.140.336 

4,082,441 

8,454,041 

9.070,194 

4.408,904 

400.000  <      3,463,429       8,272,333 

4,381,437 

1912     14,982.673 

7.862.927 

3.897.205 

.  7,809.925 

*9.565,461 

3,947,ia5 

244.430 

3,161,963       7,353,498 

3,939.666 

1911  1  11^7,740       7.212.864 

2.630,276 

7,914,216 

8,383.237 

3,774.939 

200,000 

3.333,917)      7.308,856 

3,673,450 

jConnecticut  standard.      'Inchides  $1,250,000  surplus  paid  in. 


Aflsm,  Dsc.  31,  1915. 

Resiestate $598,000 

Mortgige  loans 1,602,325 

Bonds  and  stocks...  10.463,962 

Owh 1,506,702 

AKOts'  halanoes ....  1,557,632 

Bills  raeehrable 250,690 

Interest  and  Rents. .  156,773 


Liabilities,  Die.  31, 1915. 


Losses  unpaid... 
Unearned  ]»ems. 
Contin^tfund. 
Other  halrilities. 


$804,567 

9.324.661 

300.000 

300.511 


Total  liabilities. .  .$10,729,739 
Capital  paid  up ... .  2,000,000 
Net  surplus, 3,496,345 


Total 


.$16,226,084    Total $16,226,084 


Underwriting  loss.  $48,346;  invesbnent  profit,  $361,848. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$1,757,990,455;  premhims  thereon,  $17,673,671. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$123;442,778;  lotfes  paid,  $64,582,437;  dividends  declared,  cash. 
$5,531,430:  stoek.  $100,000. 

REAL  ESTATE  OWNED:  The  principal  parcel  is  the  com- 
pany's haate  dfice,  a  brick  building  at  95  Pearl  St.,  Hartford, 
of  ^3ieh  tbe  actual  cost  was  $496,142,  and  the  market  value 
$445,000.  The  oofy  other  hnportant  property  is  424  Walnut  St., 
PhihiWphia,  an  omce  building,  book  vahie  $60,900,  carried  at 
$70,000.  There  are  7  other  items,  mostly  dwelUngs  in  Hartford, 
St.  I^  and  Peoria,  III.;  net  income  last  year.  $17,167. 

MORTGAGE  LOANS:  The  364  loans  aggregate  $1,692,325 
aid  are  protected  by  real  estate  valued  at  $5,809,125,  the  insur- 
saee  bad  by  tbe  company  amounting  to  $1,425,825.  These 
kaois  cover  property  in  12  States,  the  bulk,  however,  being  sittiated 
in  Kaa^  la^  Neb.,  Mo.  and  lU.  The  largest  loans  are  as  follows: 
$37j000  on  lots  and  hospital  in  Fort  Dodn,  la^  valued  at  $80,000, 
$49,000  on  brick  aehool  and  hoq;>ital  m  Cedar  Rapids,  la.,  valued 
at  $185,000;  $40,000  on  151-157  No.  Lawrence  ave.,  Wichita, 
vabed  at  $140,000;  $100,000  on  S.  E.  Cor.  8th  and  Jackson  sts., 
Topdca,  KaiL,  valued  at  $175,000. 

B0ND6  AND  STOCKS  OWNED: 
Bonds. 

United  States,  1918.3% 

Afiaoy.  N.  Y..  imp.,  1062. 4H% 

Anaapois  Boyal.  N.  S.,  wat.  dn  1945. 5% 


Pkr 

Market 

Value. 

Value. 

$50,000 

$50,500 

50,000 

52.500 

500 

430 

Bonds  ant)  Stocks  Owned. — Cont. 
Bonds.— Con/. 

Augusta,  Ga..  new  hos.,  1942,  iH% 

Baltimore,  sr..  reg.,  1948.  4H% 

Bridgeport.  Conn.,  cs.,  1924.  i^} 

Buffalo,  N.  Y..  wat.  r.,  reg.,  1919-29,  4% 
Campbellton.  N.  Bruns..  sr.  d..  1942.  4% 

Chatham.  N.  Bruns.,  d..  1946.  4% 

Cleveland,  wat.  wks..  1949^8;  4^2% 

Coal  Ck.  D^.  A,  Lv.  Dis..  111..  1916,  6%. 
Dalhouse,  N.  Bnms.,  wat.  d.,  1037,  4^2% 

Dallas,  pmt.  st.  imp.,  1950,  iH% 

Dartmouth.  N.  S.,  ferry  d.,  1931,  Vi% 
E.  Hartford,  Conn.,  wat.  f..  1942.  4H%- 

E.  St.  Louis,  f.,  1928.  4^2% 

Florence,  S.  C,  wat.  wka.,  1950.  5% 

Ft.  Wm..  Can.,  d..  1932-42.  5% 

Ft.  Wm..  Can.,  sr.  d..  1933,  b^'c 

Fredericton,  N.  Bnms.,  shoe  fac.,  1927-29, 


It'.' 


Greennlle.  S.  C„  sr.,  1942,  5% 

Groton,  Bor.  Conn.,  wat.  In.,  1924,  4%. . 

Hamilton,  Ont.,  sp.  d.,  1927,  4^, 

Hartford,  Conn.,  riv.  bg„  1954,  3^2%. . . 
Hudson  Co.,  N.  J.,  new  14  st.  vd.,  1942, 


4»2'-'- 


Jerscy  City.  g.  sc..  1963,  44% 

London.  Ont.,  d..  1944,  6% 

Lorain,  0„  pv.  r..  1920-24.  5% 

Los  Angeles,  harb.  imp.,  1916.  4H% — 
McGee  Ck.  Lv.  <k  Dg.  Dis..  111..  1917-19, 

6% 

Maisonncuve,  Sc.  Com.,  Can.,  1950.  iWlo 

Maisonneuve,  Can.,  d^  1946,  4^2% 

Minneapolis,  hoe.,  1941,  4% 

Minneapolis,  wat.  wks.,  1920.  4% 

Montreal,  temp.  In..  1918,  5% 

Moose  Jaw,  Can.,  d..  1933,  5% 

Murphysboro,  III.,  imp.,  1916-18,  5%.... 

New  Britain,  mun.  bid.,  1948,  4% 

New  Britain,  sr.,  1936,  4% 

New  Britain,  sc.,  1918-30,  Zhi% 

New  Brunswick.  Can.,  d.,  1933.  3H%. . . 
New  Mexico,  dt.,  r.,  1953.  iH% 


Par 

Market 

Value. 

Value. 

$39,000 

$39,780 

25,000 

26.250 

25.000 

25.000 

25.000 

25,000 

1.000 

820 

1.000 

750 

45.000 

48,150 

2,000 

2,000 

1,000 

810 

100,000 

99,000 

1.000 

930 

50.000 

52,000 

15.000 

15,150 

25.000 

25,750 

50.000 

43.250 

100.000 

89.000 

1.605 

1.417 

25,000 

26.500 

10.000 

9.900 

50.000 

44.500 

102.000 

91.800 

10.000 

10.300 

18,000 

19.080 

100.000 

94.000 

20,000 

20,840 

15,000 

15,000 

15,000 

15.000 

50,000 

41.500 

25,000 

21.250 

25,000 

24.500 

25.000 

24.750 

5.000 

4,950 

50,000 

45,000 

1,300 

1,300 

10,000 

9.800 

20.000 

19.600 

44.000 

41,880 

1.000 

800 

10.000 

10,600 
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NATIONAL  FIRE  INSURANCE  COMPANY  OF  HARTFORD,  Hartford, 

BoNM  im  Siocn  Owns.— Ami.  Pir  Mi 


new  M^^^loll,  asn,  mil.  !!■ .         ..  ...  *»,uuu 

NvibsM  Sc.  Dia.  Bmlal  INI,  IWH  UW 

MnwilLiFv.  Il»t.4hrc        ZB,Off> 

Hitn^  D|.  A  Lt.  IJiL,  lU,  Itia.  1%.  4,000 

Oukh  Pub.  LDh,  I.  t«ax.  «H% ia.off> 

CkUrin  Om„  ins.  *H%. 10.1KM 

OrMa.Hk.K^iKl,y^.... 30,000 

Otkn,Cu.,  loe.iBp.d.,1SI7,  SHI%..  11.000 

Pb^  Amboy,  N.  J.  <n^  ISH,  4>^. .  30,000 

PorUuid.  Ore  pk.  k  blid..  1M7.  4%. . .  100,000 

PiicIlMd.On.,-.l.lii..  Ipa.B'T, 00.000 

Ridimaad.  Vi..  re«.i  1823-41, 4% '..  tlOOO 

8t.  Hrttbthr,  C»u.,  d„  1953,  S"^  SO.0OO 

St  JoV  N.  Bruiu,  aiT.  Li.  d.,  IBM.  1%  1,000 
Bt.  Jolui.  N,  Braw.  cor.  bi.  d_  IHI, 


StvSwd,  Cinm.,  k.  1H[,  tM%     . 
"-wa.  S.  BniM..  d,  1»47,  4% 


l^jtiBIa,  kx.  bap.  d.  mi  4%.. . 
Tniro,  Non  ScD.  d,.  1«3>.  4%. . . 

VMn.  Cwu.  d,  im  4% 

'  D.N.C.  r.&iBi|k.lllU,II%. 


Wo^ituk.  N.  BnuL,  ■.  d..  1«U,  4%. . 

A.  T.  t  Ho.  R.  R.,  I  m.,  IRH,  t% 

A,  T.  A  No.  Rf .  Co..  E.  D,  Itn.  i%... 
A,  T.  A  B.  F«  Rv_  p.  Bh  1«W>.  4%. . . . 
A.  T.  A  B.  Fa  Ry. Sa^UL  Dit.  1  m. 

IMS.  4% 

Atl.  AB.  Sy.  I  m.,  1134. i% 

AlL  Ct.  L.  K.  m  nn.  B,  1H8, 1% 

Atl.  A  D.  Ry.  1  DU  1«4«,  i% 

A.  Tm.  Ry,  1  m.  IM7.  B% 

■    "  ■  C.  R.  R.,  1  r- lew,  S% 


k.  A  0.  Rjr,  I 


l«.l%... 


ThOOO 
130,000 

a],o«) 

WOOO 


B„  E,  A  B.  R.  R..  1  m.  I»4I.  I 
B.ABii.R]r..lifi,]MI.S%.. 

B.  R.  T,  IB.  f.  B-  1»18, 1% 

Bkbn.  Un.  Bin.  B.  R,  1  m.  IHOv  S%.  fO.OOO 

firAL.TE„liB..  IKS,  5% 39,000 

BofUloRy.,  1  «.«...  IMl.B% 

B.  C.  R^  A  No.  Rth  iXh  I  m..  1>M. 

Bi^i^.'.  »  m!.'  iou.'  9%. '  - ! ! !! !  - !  ^ ! 
GkB.  Bo.  Rr.,  (■.  11.,  1991,  fi% 

Ckr,  C.  A  0.  Rya_l  iHh  IWS.  9% 

C  C.  A  O.  Ry.  Eftlura  sito,  19I7.£% 

C_  C.  A  0.  Hi:„  eq.  n.  IMO.  1% 

CmL B.  Un.  PmTHj.  I  b..  194«, 4%. . 

Cm.  Ol  Ry,.  1991,  4% 

Onl.  Ph.  ^.,  1  r.  el.  194B,  4% 

CMitnl  Vt.  Tiw.  lap.  ■.  1*1?,  9%. . 


r-Ri»t4All«g.Dii,3iii, 

c.  AE.  E'it'Rl.'  i^'iii  a'  i'uV  inr', 
0.  At  R.  r1,'  i'«il,*  iitt  9%."." 

C.  H.  A  W.  R.  R..  1  m.  Itn,  «% 

C.  A  ImL  C.  Ry..  1  n.,  1999, 9% 

C.  P.  A  B(.  L  Ry..  prLln.  b,  1B30. 

C.  Ryi,'»i' iDe,'.'i»7.'4%! '.'.'.'.'.'." '.\' 

C.  to*,  par.  my.  B-  1927,  4% 

C  R.  Ii.  A  Pk.  Ry.,  eq.  ll)l»-39,  4H% 
C„  R.  U.  A  Fm.  Ry-  en,  1930, 4W%. , . . 
C,  Si.  L.  A  N,  0.  R.  R.,  CI..  tOtl.  9%. . 
Cn  Bt.  L.  A  N.  O.  R.  R..  eq.  tr,  1922.  i% 
C.  St.  P,  M.  A  0,  R.  R-  s.  B..  1030, 67° 
Cn  St.  P..  M.  A  O.  R.  R.,  d..  1930.  9%. . 
C  T,  H.  A  Soea.  Ry.,  1  r,  1900,  S%. . 
C.  A  W.  Lid.  R.  R..  «..  n.  199t  4%  . . 

C,  AM.  R.  R,lMe,9% 

diu  Ind,  A  W.  Ry..  1  A  r.  m..  1993.4% 
C,  Ch  C.  a  8l,  L.  liy,  d,  IWl,  4(4%. . 
C,  L.  *  W.  R.  R.,  1  m.  .,  1*33.  8%  . 
Colo.  B.  A  Crippb  a.  I&.  Ry., «.,  im 

CobbI, ogi a,,' miL'i% '.'.'.'.'.'.'.'.'.'.'.'.'.' '. 
DTaRw.  Gd.  S.  R„  iBp.  m,  iW,  9%. 
DtBTcrTBoy.Ta..  la.  1981,9%.,., 

K.  J.  A  E.  Rr,  I  B..  IMI,  9% : 

E.  A  Ind.  R.  R,  I  m.  B,  1929.  t% 


19,090 
10,400 


70,900 
110,900 


39,000  39,900 

IDjmo  10.000 

39.000  32,000 


99,000 


13.000 
98.230 
(9,700 


29,000 

2g!ooo 


0.  H.  A  Su  A.  Ry,  1  B,  1031, 9%. . . . 

Ql  A  Ak.  Ry,  I  &  B,  tW.  9% 

Od.  Tk.  Ry.  CuL.  aq,  1918,  *ii% 

GnH  Tb,  I  n.,  1997,4% 

Bolyoke,  Bl.  Ky.  o,  ISU,  9% 

Ind.,  IL.  A  It  R.  R_  1  B„  19B0, 4%. . , , 
KuHi  Cy.  EL  Ry,  fo.  B.,  1033. 9%. . . 
Kuwa  (>,  Ft.  S.  A  U.  Ry,  r.  b. 


, ,i»ao,B% 

Col,  Pat  Ry..  1 1.  bl.  1998.  t%. . . 

L.  Erie  A  W.  R.  R.,  2  m,  1941  9% 


Ry,  eq.  0. 
■■at  Ry..  1 

l!  a.  A  Mich.  So.  Ry,  1991,  4^..' 


.„. Hy.,  1m..  1941.9%.. 

L.  A  C.  VtL  A.  L.  R.  >L.  1939,  S% . . . . 

L.  A  M.  Ry,  1 B,  IBM,  9% 

L.  It.  R.  R.,  UD.  B,  1940. 4% 

L.  A  N.  R.  R.,  Pad.  A  Uim.  Din.,  I  m. 


M,  L,  A  M.  Ry.,  A  M.  8t.  Ry,  Co,  I  b, 

Uun.  A  &.  L.  R.  R.  1  ea.  b^  lliit.  9% 
Miiu,  A  St.  L.  R.  R,  1  A  r.  b.,  1949, 

i% 

Uiiu,  Bl.  P,  A  B.  Bm.  M.  Ry.  1  a.  |. 

1931  4% 

Mm.  Cent.  R.  R.,  1  b.  IMt.  9% 

Mo,  K.  A  (ft.  R.  R.,  1  B.,  1943. 5%. . . 

Mo,  S.  A  T.  Ry,  eq.  to,  lUL  9% 

Mo.,  K.  A  T.  Ky.  I  B,  nU,  1>44.  9%. 
Mo,  K.  4  T.  Ry,  1  aad  r,  3001  i%... 
Mo,  K.  A  T,  Ry,  St.  L.  M»,  1001. 4%. 

Mo.  Pac.  Ry-  lea.  b.,  1930,  8% 

Mutual  Tb,  I  B-  1914.4% 

N,  Ch.  A  Bl.  L.  Ry.,  1  c*.  b,  1938, 9%. 

K.  L.  No.  R.  R,  I  B..  IMO,  4% 

N.  H.  Ry.  A  C,  I  b.  A«L  to,  IMT,  9% 
■■  "  "     A  LI.,  (o.  B-  19M,  4M%, 


tr,  1937.  4! 


!& 


N.  Y„  N.  H.  AH.  R.  R.,  aq,  1919-31. 9% 
N.  Y,  N.  H.  A  U.  R.  R,  a..  1019.  9%... 

N,  Y,  Ry.,  td.  a.  inc,  IM2.  S.9% 

N.  Y.  Rye,  1  r,  e.  4  r.  m,  1943,  4%. . . . 
Nodaway  Val.  R.  R,  1  ■      '- 


.1.9%.,, 


,  pri.  Ib,  1907.  4% 

. IL  R.  I  B,  19(1, 9%. . . 

Nn.  Tm,  I  B,  1*39,  9% 

Ore.  R.  R.  A  NaT,  o».  bi,  l»4«,  4%. . . 

Ore.  B.  L  R.  R^  I  m,  1933.  9% 

Ore.  S.  L.  Ry,  f ,  1919, 4% 

Puu,  R,  R..  m.  B,  1089.  iH% 

P.  A  P.  Un.  Ry.,  3  m-  1921,  4^%. .. . 


12,6%.,,. 
a.F,  II 


».  9%. . 


T.A 


Clt-'ilB,  1949,9%. ..!.....* 
APk.  Ry-  1  m.  La.  Dit.  10 


Conn— 

Fw 

139.000 

I08.7M 

78,000 

48.7M 

40JOO 

39.000 

14.390 

39,000 

33,290 

n.  Ki.  ny.  «  u(,,  ^.  m-  i»M.  »?Tc.  .  - , 
N,  0,  T.  4  M,  R.  R,  1  B,  1939,  9%. . , 
N.  0.,  T.  A  M.  R.  R,  ioo-  IBM.  8%.  . , 
N,  Y.  C.  4  H.  H.  R.  R,  B,  4  A,  aq.  to, 

1921,4!^% 

N,  Y.  C.  4  a.  R.  R.  R,  B.  4  A-  aq.  to, 

1923.4**%,,,. 

N.  Y.  C.  4  H.  R.  a.  a.,  I.  B,  ooU  1998. 


Pliil-d,_, 

Rii».aS_.,_ 

Rtta.  Tb,  R.  H.  A  C„  I  b,  1943. 5%  , , 

R,  A  B,  Ry,  1  B,  1999,  8% 

Rio  Od.  Jc,  Ry,  1  a,  1039,  9% 

R.  Ii,  F,  Tb„  1  B-  1927,  »% 

31,  L,  Trana,  1934. 9% 

Bl.  F.  Cy.  Ry„  able,  ea.  b.  1937.  9%. . 
Seaboard  A.  L.  Ry,  A.  B,  1 B-  1933. 4% 
Stabcvd  A.  L.  R.  R,  r.  b,  1«9>.  4%. .. 

3.  A  R.  R.  R.,  1  B,  1939,  9% 

So.Ry,  lea. 01,1994, 8%,. 


47.709 
tt8M 
873*0 


10,000 

IO.00O 

79,000 

93,000 

«■'" 

loojno 

MJMO 
100J300 


37.390 
IIJW 
1SJ90 
8&400 


91300 
MUO 

01 ,800 


14,000        117439 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


NATIONAL  FIRE  INSURANCE  COMPANY  OF  HARTFORD,  Hartford,  Conn.— Co«I. 


Bona  km  9iocb  Owud.— ChiI. 

BDinM.-Cmri. 

P.  k  DdL  R.  R,  1  a.  m.  IMS,  E%. . . . 


VaniiB  Rt.  Ou  I  nu  1«U.  i%. 

Wi^i  R.  R,  i  SL.  inn.  1%. . . 

W,  C.  F.  ft  No.  Rr,  1  m,  ..  f,  II 


L.  IHO,  4%. . 

Aa*.  Poa.  ft  U,  lu  IHI.  «% 

A^.TLA1W.aLtr.l»»,<% 

BaSik>aB.f  lT..in*.l%. 

B^  T^  BIp,  1  nL,  IMK),  S% 

Cdoshh.  eSu.  I  k..  i»a.  t% 

Cob.  Kit.  1  b.  ISH.  •% 

G>liwlai  Wtmit  IMO.  S% 

Hann  ft  bie  Id.  ft  8it.  d.  lK<ltlH% 
Harm  ft  &i>  Lb.  ft  Bit.,  d,  IBIC.  ()i% 


IIJMO 

aatoo 


Mart.  BoDd.l<in,S%... 


OniKT  Co.  Lie  I  m,  IMS,  S% 

Purit.  ft  Fbw.  Cop.,  1  ft  r.  tWt.  i% 

c.a.m^art^t.i.itii.  t% 

Va.  O.  CboD,  1  n,  ItS.  i% 

WmUn  Ua.  T^  eoL  V,  igsS.  5% 

Alek.  T.  ft  &iiU  re  R.'  R.  p..  £% 

Ct  Qt.  W.  Rr,  p,  1%      

Ct  R.  I«.  ftKt  RTh  0% 

Oi-St.  P,  Uinn.ftOB.R]'.  p.7%... 

Gm^  R.  R.  ft  Bki.  11% 

ILCnt.R.a.S% 

L*((.R.R,S% 

HeUi  *  0.  R.  R.  [Bo.  Rr.),  4%. 

Ha*  Himp.  EL  Rn.,  com.,  0% 

Kn  Bhsd.  El.  B^  p.  4% 

M.  O,  T.A  M.  R.  R 

K.  Y,  N.  H.  A  H.  R.  R.  0% 

Kor.  ft  W.  Ry,  id,  p,  4%. , 

r^R.iua%- 

PmwftBBwiV*I.R.R,«% 

ft.  Jdk  So.  Bmdft  So.  R.  R.  urn..  1H% 
St.  M».  8a.  Bad  ft  So.  R.  R.  p..  t%. . . 

U^UVr.  t  ft  (in,  10%, .  '.....'.'.'. 

C.  C.  ft  B.  B.  R.  t% 

T'  1 1 1  "     1   "  •  "    "  "    "~ 

hit  Nat.  Bfc,  HMlint.  n> 

SKdiifd-,£tB  Nat.  Bit.  lt% 

Nat  El  «[- BaRiiicd.  7%^ 

Ciunl  ft  So.  Abb.  Ti..  S% 

CiiLniil  L'D.  Tf.  t% 

&nJivd  Oaa  U.  no..  13% 

Baitfard  G>a  Lt,  p..  8% 

N«.  Cat.  Coal.  U<Lo% ,. 

OlWlb»Jko»iuSt^lO% 


it,400  u.m 

37 JM  KMl 

ihow  ii.n» 

17^00  is.no 


m.eao    i,oo7,47t 


..  tii,oi<i.iuiia.flio.iiai 


II  From  tMO.OOa 


lUaCELLANEOUB:  Capital  de 
U  nMUna  awl  pnopdr  ratoml;  iKiwd  b  1S78 1 
br  •tocfc  (frridnd;  bHTaaul  in  ia«l  to  11.000.000;  ii 
ItU  ID  (1000.000.  nil  mmpiiiT  (uannlss  the 
tb  Cokwal  Fta  UDdmniln  of  HaRlord.  tbe  Cok 
Uwhrvritoi  of  Omlia.  Neb.,  and  tbe  Gvman  Fire  Ui 
(<  ObIb.  Neb.  TIh  Cokmia]  SeniritK*  Co.  ol  which  the  Ni- 
tual  ia  pneticsUT  tbe  owns',  notnta  the  Mwhuiki  ft  Tndcn 

197^  IISI.»a;  Bahkicrc.  ItOt,  1710.000;  FatOKn.  1W2.  1133,- 
lOS;  3aB  FiuciHO.  igos.  l2.fig3.S24;  Salem.  I81t.  1711.927 
Vihn  <J  ^n»l  depoaiu:  Va..  1100.4SO;  Gl.  (10,300;  N.  M.. 
tlQAMt:  N.  C,  SU.tX:  Caa..  U<IS.53S. 

DIRECTORS:  John  S.  Buck.  Frmnci.  T.  MaiwriJ,  Chu.  H. 
B/woa.  Ralph  H.  EnaiDi.  L.  A.  Baibnir.  Fncl.  S.  Jamna.  Charlei 
Ctaner.  Harry  A.  Smith,  Geo.  H.  Bun.   Trrd  F.  Small,  E.  Y. 

Jwid. 

FIELD  MES  AND  TEHHITOHY  COVERED:    Home  office 
4.  C.  B.  Roulet.  neoenl  acem:  W.  H.  Lewii  and  G.  W. 
~     n  W2.  0£w  Bldn.  141  Milk  Si.,  Boaion,  Ma»., 
■  -via]a(eDtaFocM(.,N.H..R.l..EaatfrDMa«.; 
I  \aliinl  Flrt  lea.  Co..  Harllord,  Cano..  ipwial 
'I.  and  Wesurn  Ma*.;  F.  B.  Biinham.  Rutland, 

. [qc  M.H.  and  Vt-lCokmial  only) iC.A.HichwidW. 

e.  B«d,  Jr.  Rood  41fi,  Isa.  Bide..  19  Maia  St.,  WeM.  Rocbeeter, 
N  V.  HMCBl  apnU  tar  N.  Y.;T.  C.  Dunrron.  123  WillUin  Si.. 
H.  Y-  Oa-  Rwnl  adjuto'  fa  South  N.  Y.;  L,  C.  BiHd  and 
B.  C.  AlUD.  123  Winiui  B{.  N.  V.  City,  ipnhal  axcnle:  Fred  H. 
~"       "■"    «  Bldg^Far  Roc^i>ay.^N.__Y..   (Cnloniil  oniyl; 


IS  ninloD  £ 


.  apccial  agml  to 


N.  J.;  BaqiT  M.  Z<H(,  307  Fourth  Art..  PiUabordk  Fftn  Vedal 
Mant  fir  Wobn  Fa.;  N.  C.  Rorabuih.  4M  Wafaot  St.  Roob 
Mt,  Philaddpbia,  Pa.  ipocial  avmC lar  EaiKni  fa,:  W.  M. 
Ooodinn.  414  Walnut  St.,  Roam  Xi,  PhDadatehia.  Pa.  qedal 
aceol  lot  Eantn  Pa.;  A.  A.  ttaifieM.  mailP.O.lKH  1101;  afnm 
and  I  ill  u  a  MM  ISU  Adan  Mill  Road,  WaahinitaB.  D.  C._neial 
afeiiirorD.C..U<l,Va.;C.C.Diek  (Cniooial  CharieKon.  W. Vfc, 
■pnal  aiant  la  W.  Va.;  Alfred  Paull  ft  Soa.  Whaelinf.  W.  Va. 
(National)  •pedal  aDnU  f«  W.  Va.:  R.  G.  Hayei,  CwuHC 
«al  Baak  Bids.  Wert  Fourth  St..  CharlotM.  N.  C..  F.  O.  B«  7T, 
•pedal amtfo  Ncrtli and  Buolh Carofiaa;  Hoih  T.  PomJl,  IW- 
217  Grant  B%,  Atkola,  Oa,  medal  KmtTor  Ga.  aad  Ak.: 
R.  C.  Han  ft  Co,  ItukmnnBtjmiaS  acenti  for  Fhnk:  Oillin 
Van  Tnuap  ft  MoaUDoen,  Wl-ltiaMi,  lUM  aianU  for  Del.: 
R.  U.  Andan  aad  9.  M.  Biwk,  SmiQnnMrn  Life  BIdi..  DaOii; 
Tn.,  apnial  iianti  for  Tana  (Natioul  odyl;  Chai.  L.  Millet. 
GaKtti  B1d|..  Little  Rodk,  Ark.,  apadal  iciol  [or  Aikiuaa 
(Nalional  only);  Chaa.  A.  Hanart,  PalUnui  Blda.,  Okla- 
homa City.  Oila.,  apeciil  annt  Tor  Oklahoma  (National  only). 
Waalini  dapaitnnal— No.  iTfi  Wat  JackKin  BouWaid.  Chicafo, 

H.  T,  CartHdge.  at.  .  .i.t, ■■.■,!■  ■■■  "  -  »  .ilia,  aiemy 
•npeHntendent.  W  i  H..i^.  ,.>crj>l  w"'.  <^~>  W.  lack- 
aon  Blfd,  Chisafo.  (...k  ('„.  only!,  for  III ;  A.  F.  Owpwmdal 
acenl.  ITJl  wTXhI.'.x,  Blvd.  Cbicagg.  for  III.:  G.  C.  Orm, 
•pceial  ihU.  179  ^  l^kiaa  Blvd..  Chicago.  (Coionial  ooM, 
fv  m.;  CTw.  Batis.  inKijil  a«egi.  Athene  III.,  for  «.;  F.  0. 
Dnandorf.  ilaM  .,o'::i  Umckc  .\nnii..  MJ  N.  Pvm.  Bt_ 
In£aiiiH>oli«  Ind.  \,r,  H',1  ..niv  tr  I'.l  W  H  Oabrial, 
veciat  icact.  Lemdu  Anno.  Hi  I^.  l'«i.-.  b^..  luJtanapoli*. 
lad.  (Naliiiial  oolrl.  fv  Ind.:  Ja>,  A.  Bavden.  ({ncial  uanl. 
LeoKke  Anna.  IIS  N.  Peon.  St.,  Indianap^ia.  Ind,  (Cokoial 
(nh).  fa  Ind.;  W.  W.  WaddeH  MaU  aceot.  103  Cmlral  Life 
BUb.  Dee  MoineL  la.,  for  U.:  i.  G.  KhiniT)'.  neaal  afeat.  901 
CealralLileBkic  DsMoBK  la.  ForU.;  Hoya  BartletCapeeU 
annt,  101  Central  UfoBLdc  Dea  MdHa,U..I«  U.jTbeo.  aaJ  W.I. 
^IrdHr.  atata  aianta,  701  Jaekaoa  St.  Topeka,  Ku.,Jor  Kan.; 
Jokn  D.  FUatiw,  ipsM  M«(.  411  Amnaa  Bank  Bldf.  KuiM 
CUr,  Mo.  for  Kan.;  C.  H.  HID.  medal  afent.  TOl  Jaekaoa  St.. 
Top^  Kan.  fit  Kaa.:).  L.Oalhrtath.  ipcaalaiant,  701  Jaekaoo 
B(.  Towka.  Kan.  for  Kaa.;  Piuk  L  Britton.  apadal  aimt. 
701  Jaiboa  St.  Topdca.  Kaa.  f«  Kan.:  Darid  Caldwell.  itoM 
ateat  SIS  CokabM  Bhkl.  LonBrille,  Ky.  for  Kr.:  Charlea  Row, 
■tale  afiat,  laM«  Hieh.  INttknal  calrl.  (or  Hiili.:  Clyde  B; 
tahh.  wnial  MfBt,  l^^ag.  Mich.  (Nalioaal  oolr).  (cr  Mich.: 
E.  W.  ML  nadd  aceot.  Unaat.  Uieh.  (CokmBn,  (or 
Blieh.i  E.  F.  Wiitk.  aUta  afaat,  OM  PlyaioDth  BUa.  Minae- 
apoUK  Minn,  lor  Miia.:  Om.  R.  Wabb  ipedal  afent,  411  Amm- 
an Bank  Bldf.  Kaiaa  City.  Uc:  M.  D.  Uuhuch,  q«ial 
annl.  411  Aawku  Bank  Blib.  Kaoaa  City.  Mo.  for 
MiaeellaiitDU*— T.  M.  Luoe.  Impnnd  R' 
JaskKiD  Bird..  Chiciso:  J.  B.  NioholasD.i 


Neb.; 


.    C     Duoki 


.    Ha0tjng&    Neb. 


&/"«!■„?■■ 


■niiofaa.  for  Canada.  C 


GraiB.   Racial    l ^.     .  ._  .    ... 

Nouberi,  lUU  aieul.  Fiial  Nalional  Bank  Bid...  Fano.  N 
for  N.  D.;  Geo.  G.  Gnaa,  iptdal  Kent,  SOD  Harlman  Biu... 
Columbus.  0.  (Nilional  only).  Idt  0,;  G«.  W.  Thruih,  epochal 
a^ent.  SCO  HarUnao  Bldg..  Columhui.  0.,  CNatiDOal  only),  lor 
O.:  A.  W.  Ron.  ipmial  anuit.  SOO  Hartman  Bldi.,  Columbui.  0.. 
(Colonial  and  M.  ft  T.  onlv)  for  0.;  J,  A.  Gron.  itate  ageoL  Paul- 
Ian  BIdi..  Sioui  Fathi  S.  D..  for  S.  D.:  Hall  ft  Benedict,  atata 
ueota.  NaabiHIle  Tniet  Bldi.,  133  Third  Arr.  No..  HaehvUle. 
Ttmi.,  Fkt  Tcnu.;  R.  E.  Hiicci.  etale  aient  711  Pir^t  National 
Bank  Bidit..  Milwaukee,  Wa.,  tor  Wis.;  Hillia  C.  Rhyan,  epeclal 
._  ..  -..,.....  ..  .:  -  ■"-■Bld«.  Milwaukee,  Wa.,  For  Wis.; 

103»  McMillan  Ave..  WiDDipeg. 

._.    ,_ u  Fire  Underwrilere  for  Neb. 

ame  as  National  Nebndia  (aboirel.  Columbia  Firt  Underwriure; 
J.  H.  McNcw.  Hate  agent.  73S  American  Nat.  Bank  Bldn.,  Okla- 

fffl^  d'.  ■nd'Minn.;'b.  L^eCoy.  asl,  etate  agcnl,  Sioui  Falli! 
for  S.  D.  and  Minn.:  Charla  S.  Hoyt,  State  agent.  Fargo,  (or  N.  D.: 
C.  H.  3«rl^  Mate  agent.  1420  Topeka  Ave.  Toptka.  for  Kan.: 
A.  A.  Sarle,  aatf.  etaU  agent,  1439  Topeka  Are.  Topeka,  for 
Kao.:  D.  L.  McCarthy,  etale  agent,  «ti  FoRy-Fourth  St..  Dea 
Moinee.  For  la;  L.  M.  Brainerd.  ipccial  agent.  72t  Fleming  BIdi., 
Dea  Mnina.  For  la.:  E.  G.  Bohaun,  general  aaent.  Bohanan 
Bldg.,  Liocolo,  for  Neb.:  A  J.  Muniah.  alale  agent.  HaUinga.  tor 
Neb.;  E.  B.  Nicholaun.  aaat.  alate  agent,  care  of  Col.  Fire  Und., 
Omaha.  For  Neb.:  C.  B.  Rnberu.  ipeeial  agent,  are  of  Col.  Fba 
Und..  Omaha.  For  Neb.;  J,  T.  Banni^ng.  epecial  agent.  Ma«D  Cily. 
'     "  ■     -    ■    "  i,„ial  agent.  Uncoln.  for  Neb.:  P.  P. 

:on,  Neb.,  (or  Neb.;  C.  P.  Whiteomb. 

ir  Neb.    ForoBl  Cily  Insurance  Agency: 

It  and  adiueler.  Rockford,  111..  For  III,; 

.1  agenl  and  adjuiUi.  020  S,  Fourth  St., 


?^i 


C.  E.  CaeUe,  epecial 
George  H.  FixhrT.  >] 
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NATIONAL  FIRE  INSURANCE  COMPANY  OF  HARTFORD,  Hartford,  Conn.— Con/. 


Springfield.  III.,  for  III.;  L.  E.  Fisher,  Bpecial  agent  and  adjuster. 
620  S.  Fourth  St..  Springfield.  111.,  for  ID.;  W.  W.  Denson.  special 
agent  and  adjuster,  McLeansboro.  111.,  for  Hi.;  C.  C.  McEvoy, 
q>ecial  agent>  Ottawa,  lU..  for  111.  Pacific  department— Sanaome 
and  Sacramento  Sts.,  San  FVanciaco,  Cal.;  Willard  0.  Wayman, 
and  Carl  A.  Henry,  joint  general  agents;  Frank  E.  Stone  and  Max- 
well H.  Thomaon.  aast.  general  agents.  E.  A.  Rowe,  special 
agent>  411  Security  Bldg..  Loa  Angeles,  Cal..  (or  Southern  Calif, 
and  Aria.;  W.  W.  Cleveland,  special  agent.  405  Sansome  St^ 
San  F^anosoo,  Cal.,  Northern  CaL  and  Nev.;  Bruce  Kalts,  special 
agent,  514  Hoge  Bldg.,  Seattle,  Wash..  Northwestern  Wash,  and 
Western  British  Columbia;  E.  R.  Thompson  epeaaX  agent.  Wilcox 
Bldgn  Portland.  Ore..  Southwestern  Wash.,  Ore.  and  Southern 
Idaho;  C.  B.  Harris,  special  agent,  624-625  Paulsen  Bldg.,  Spokane. 
Wash.,  Eastern  Wash,  and  Eastern  BriUsh  Cohmibia,  Mont, 
and  Panhandle  of  Idaho:  Geo.  W.  Dodd.  special  agent.  106  Boston 
Block.  Denver.  Colo.,  Colo^  N.  Mm  Wyo.  and  Utah.  Ontario 
department— Toronto,  Ont.:  Smith  Mackenxie  k  Hall,  general 
agents  for  Ont..  east  of  Sault  Ste.  Marie;  David  Watt,  eptxaaX 
agent,  54  Adelaide  St^  E.  Toronto,  territorv,  Ftovinoe  of  (mt.  as 
far  west  as  Sault  Ste.  Marie,  Can.  Maritime  department— Amherst, 
N.  S.;  Douglas,  Rogers  Co.,  Ltd.,  general  agents  for  New  Bruns- 
wick, Nova  Scotia,  P.  E.  Islands,  Newfoundland,  and  Miquelon; 
E.  L.  Beer,  Amherst,  N.  S.;  A.  H.  Hatfield.  WolfviIle,-N.  S.;  E. 
Percy  Howard,  St.  John.  N.  B.;  C.  J.  Callaifljian,  Champlain  st., 
St.  John,  west  N.  B.  Gulf  department—New  Orleans,  La.; 
Emery  k  Norton,  General  agents  for  Mississippi  and  Louinana; 


Walter  H.  Witty,  covering  the  State  of  Miarianppi,  spedal  agent, 
address,  Winona,  Miss.;  Chris  Nungesser,  covenng  the  State  of 
Louisiana,  epeeu}  ag^t,  address.  No.  144  Caronddet  St..  New 
Orleans,  La.  Colonial  branch.  Southern  deparUnent,  C(4umbia, 
S.  C,  Edwin  G.  Seibels,  manage;  John  J.  Seibels,  asst.  nun-.; 
Charles  B.  Robb.  special  agent,  P.  0.  box  1213,  Richmond.  Va.. 
territory — Vir.  and  N.  C;  Geo.  B.  Reeves,  special  agent,  ColumtHa, 
8.  C.  territory— Ga.  and  Ala.;  J.  Walter  HilUard.  special  agmt, 
Palatka.  Flonda.  territory— Florida;  Chas.  M.  Hilluuxl.  special 
agent.  P.  0.  box  775,  Tampa.  Fla..  territory— Fla.;  J.  E.  Wallaoe. 
spedal  agent.  ColumlMt.  S.  C,  territory — S.  C.  Southwestern 
department— Colonial  Branch.  Dallas,  Tex.,  Tresevant  ft  Coch- 
ran, mneral  agents  for  Tex.,  Ark.,  Okla.  and  La.;  Jos.  G.  Smith, 
care  T.  ft  C,  Dallas,  for  Central  Texas;  F.  A.  Nisbet.  car^  T.  ft  C, 
Dallas,  for  Northeast  Texas;  P.  L.  Mcintosh,  box  575,  San  Antonio, 
for  Southwest  Texas;  V.  B.  Wright>  box  550,  Houston,  for  South- 
cast  Texas:  Sam  M.  Powell,  box  894  Waco,  for  Central  West 
Texas;  Geo.  C.  Young,  box  925  Wichita  Falla,  Northwest  Texas; 
E.  E.  Wright  and  W.  E.  Horton.  box  2.  New  Orleans,  for  State  of 
La.;  J.  K.  Shepherd  and  Chas.  Cotnam.  box  317,  Little  Rock,  for 
Central  and  Eastern  Ark.;  A.  G.  Blaokk)ck.  box  386.  Fort  Smith, 
Western  Ark.  and  Eastern  CHda.;  J.  H.  Price  and  D.  H.  Houseman, 
State  Nat.  Bank  Bldg..  Okla.  City,  for  Central  and  Western  Okla.; 
John  B.  Hines.  G.  W.  Kleinknecht  and  Frank  E.  Hohnes,  adjusters, 
care  T.  ft  C,  Dallas,  for  Okla.  City;  E.  E.  Robinson,  inqmtor. 
care  T.  ft  C  Dallas.  The  company  operates  in  all  the  states 
and  in  C^ada. 


NATIONAL  FIRE  AND  MARINE  INSURANCE  COMPANY, 

■ 

Elizabeth,  N.  J. 

President,  H.  R.  Chambers;  Secretary,  H.  C.  Trowbridge.  Orsanised.  1865. 


Ybab 

Assets 

Unearned 

Net 
Surplus 

Net 

Total 
Income 

Losses 

nud 

Dividends 

BxpeDses 

Total  Ex- 
penditures 

Losses 
Ineuired 

1915 
1914 
1913 
1912 
1911 

1880,442 
841,874 
334,642 
446.996 
503,381 

$182,201 
105,834 
135.843 
239,038 
252,581 

176.324 
30.956 
23.620 
61.864 
60,168 

•1475,569 
425.343 
334,677 
436,863 
478,003 

1488.066 
436,824 
372.114 
463.033 
493.577 

*t294.033 
309,073 
381,783 
356,504 
320,126 

$10,000 

6.000 

10,000 

10,000 

10,000 

$145,091 

88,123 

99,222 

112,122 

109,107 

$449,124 
413,196 
491,005 
478,628 
439.233 

$300,272 
287,248 
387,222 
888.278 
819.01d 

•Includes  $253,662  marine  premiums  and  $135,891  marine  1 


AsBaxi,  Dbc.  31. 1915. 

Mortgage  kians $18,300 

Bonds  and  stocks . . .  217,450 

Cash 23.264 

Agents'  baknoes. . . .  120.559 

Interest 809 

Total  assets $380,442 


LuBiuniB.  Die.  31. 1915. 


unpaid 

Unearned  prems. . 

Total  liabiUties. 
Capital  paid  up. . 
Net  surplus 


$21,917 
182,301 

$304,118 

100.000 

76,324 


Total $380,442 


Underwriting  profit,  $42,670;  investment  profit,  $12,698. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$18,581,089;  premiums  thereon.  $258,703;  marine  and  inland  risks 
in  force.  $2,122,301;  premiums  thereon.  $102,314. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$il59,074;  losses  paid.  $2,695,296;  dividends  declared,  cash. 
$335,000. 

MORTGAGE  LOANS:  There  are  10  loans,  agnefjating  $18,300. 
mortly  CD  residential  woperty,  m  Elisabeth  andUmon  Co.,  N.  J., 
vahied  at  $51,700.  There  was  no  interest  past  due  on  Dec.  31. 
last.  The  company  holds  $26,950  of  insurance  on  the  mortgagea 
bttildiaga. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Vahie.  Value. 

Broadway  Surface  R.  R $10,000  $10,000 

Eliiabeth  Cy.,  r 15,000  15.000 

Iowa  Cent 10.000  5,600 

Jersey  Cy.,  H.  ft  P.  St.  Ry 10.000  7.600 

Kan.  Cy..  Ft.  Scott  ft  Memp 10,000  7.400 

Louisville  ft  Jeff.  Big 10.000  8.100 

Morris  ft  Eaex 10.000  8.400 

N.  Y.  ft  Hoboken  Ferry 15,000  15,000 


Bonds  and  Stocks  Own».— Coaf.  Par  Markot 

Bonds. — Conl,  Value.  Value. 

St  Louis  ft  So.  W.,  OS $10,000  tUMO 

Interbonragh.  R.  T 10.000  9.960 

Stocks. 

A.T.ftS.F.  R.R laOOO  10.800 

No.PacificR.R 10.000  11,800 

Chi.,  MU.  ft  St.  Pkul 20,000  20,200 

C9.,Tr.,  N.J 10,000  7,200 

Pennsylvania,  p 10.000  11.850 

U.S.  Steel,  p 10,000  11,700 

Baltimore  ft  Ohio  R.  R 10,000  9,600 

Del.  ft  Hudson  R.  R 15,000  15,350 

Consol.  Gas 15,000  14,400 

PeopleaGasftCoke 10.000  11,150 

Totals  (book  value,  $230.000) $230,000  $217,450 


MISCELLANEOUS*  Conflagration  loa«s:  Baltimore,  1904. 
$16,000;  San  Frandsoo,  1906,  $22,658.  Company  transacts  some 
surplus  business  through  Chas.  Bogert.  New  York,  and  Rollins 
ft  Burdick.  Chieago,  lU. 

DIRECTORS:  H.  R.  Chambifs,  F.  F.  Qlasby,  J.  8.  F^eling- 
huysen,  J.  E.  Dunham.  P.  K.  Brown,  W.  H.  Kellner,  H.  C.  Trow- 
bridge. J.  W.  Whelan.  J.  F.  Scnnning.  M.  M.  Crane,  R.  8.  Wil- 
liams, A.  R.  nenoiL  Henry  W.  Crane,  E.  C.  Jameson,  C.  C 
Coleinan.  Russell  W.  Lewis,  Arthur  D.  Chambers.  Foster  M.  Voor* 
hees. 

FIELD  MEN  AND  TERRITORY  COVERED:  Spedal 
agents,  Charles  Bogert,  Westwood,  N.  J.;  Lasurus  ft  Riekert, 
Bayonne,  N.  J.;  David  Gordon.  Patcfaon.  N.  J.;  Roilina  ft 
Burdick,  Chieago,  111.,  general  agents  for  III.  The  oompany  oper- 
ates in  111.  and  N.  J. 
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NATIONAL-BEN  FRANKLIN  FIRE  INSURANCE  COMPANY, 

Pittsburg,  Pa. a 

Prwdent,  Sbmad  MeKnight;  rice-Preaidcnta.  C.  F.  Stifel.  J.  0.  Porter;  Socretaiy,  H.  M.  Schmitt;  A««tant  Secretaries,  Thos.  A. 

Hatfaawfty.  S.  J.  Croai.  A.  C.  Rosb.   Organised,  1866. 


YsAB     Aaseta 


Unearned 
,  PreauaiDfl 


.i- 


1915 
1914 
1913 
1912 
1911 


13,454.768 
3,374.660 
3.347.530 
3,341.451 
3.215,161 


11,742.608 
1,761,473' 
].665,.562; 
1,609.1011 
1.396.809 


Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Surphu 

Premiums 

Income 

Paid 

DividendB 

Expenses 

penditures 

Incurred 

1519.734 

$1,611,444 

$1,783,786 

$868,590 

$80,000 

$741,403 

$1,689,993 

$834,956 

385.554 

1,643,657 

1,813.524 

924.738 

120,000 

751,737 

1,796,475 

1,002,732 

532.383 

1.474.754 

1,650,458 

797,932 

160.074 

670.584 

1,637,590 

752,053 

531.052 

1,525,588 

1.698,068 

726.137 

160,000 

692,146 

1,578.283 

743,316 

638.831 

1,306.828 

1,470.427 

686.553 

136.064 

573,990 

1,397,607 

695.939 

a  Pa.  Standard. 
Aaaan,  Dk.  31. 1915. 


Real  estate 

Mcrtpige  loam 

Bcib'jeaadst4)eks.. 
Collateral  baas. . . . 

Cash 

Agents' lahnoes... 
Interest  and  rents.. 


Total 


$147,800 

2.233,286 

349.882 

24,500 

395,125 

260,552 

43,623 


LuBiums,  Die.  31, 1915.       | 

Losses  unpaid $170,944 

Unearned  prems ....     1,742,608 
Other  liabiUties....         21.482 


Total  liabilities. . .  $1,935,034 

CapiUl  paid  up 1,000.000 

Net  surplus 519,734 


$3,454,768       Total $3,454,768 


RI^S  AND  PREMIUMS:  F!re  risks  in  force,  December  31. 
652,865,286;  prenuams  thereon,  $3,342,436;  marine  and  mknd 
laks  in  force.  15.221,762:  preoiiums  thereon.  $139,826. 

BIGNESS  SINCE  ORGANIZATION:  Pnsniums  received. 
Il&6§4.937;  losses  paid,  $8,390,330;  dividends  declared,  cash, 
$1,^17301:  atoek.  $237,500. 

REAL  ESTATE  OWNED:  Coinpriaea  20  items  of  dwelling. 
turn  aad  ht  pnperty  in  AOegheny  Co.,  Fa.,  the  total  book  value 
besg  $135^17.  and  the  market  value,  $147,800.  The  oompany 
daii&s  the  past  year  received  $10,403  in  rents  and  paid  $3,814 
taxes  sad 


MORTGAGE  LOANS:  There  are  857  loaaa.  aggregating 
12,338.281,  iDostbr  upon  properties  in  Pittsburg.  N.  S^  with  a  few 
B  Ffttsborg  prapcr  and  neighboring  towns.  Onhr  a  few  equal 
sr  eneed  $10,000  in  amoont.  There  was  $6,819  of  interest  over- 
ilae  on  DsMmfaer  31,  last.  Most  of  the  loans  appear  to  be  amply 
pratceted.  the  vahie  of  the  mortgaged  premises  being  $4,866,429, 
sad  the  eoanpaay  hoiding  $2,813,766  of  insuranoe  on  toe  buildmgs. 


COLLATERAL  LOANS  are  as  follows: 

R.E.Sav.4Tr 

Aas^jm  Tr 

BklfPSts. 

U  H.  Smith  Wooden  Ware 

Aaer.  Wadnw  Ghas  Maeh..  com 


Pkr 

Vahie. 

$19,000 

1,200\ 

600/ 

5,000 

20,000 


Amount 
Loaned. 
$16,400 

2,000 

1.600 
4.500 


Tolafa. 


BONDS  AND  STOCKS  OWNED: 
Boxnw. 
BeflpTllfe.  Cka.,  pob.  ae.  d..  1943.  5%. 

C^ry.  Ckn,  4,  1925,  4H% 

EdaoitoB.  Osa^  d^  1924.  4H% 

Ft  Wtffiam,  Can,  d^  1928,  5% 

PtWiffiun.Caa..d.,  1936,4^4%.... 
Huilion.  Can.,  d^  1934,  VA'. 


$45,800        $24,500 


Hat,  Can.,  d.,  1943,  5% 

Ddta,B.C.,Can.,d.,1960,6% 

PWa^is  Pnirw.  Oaa.,  d.,  1945,  5%. . . 

Ssskafaxm.  Can.,  d^  1943.  5% 

Sukatogo.  Cbn^  pub.  sr.  d^  1953,  5%. . 

SLBaBiEsa.Gkn^d.,1943,5% 

Tflrwto.  OsB..  d,  1919.  3H% 

VsocoQver.  C^a.,  loc  imp.  d.,  1923. 4H% 

Vjetarii.  Can;  4,  1924, 4H% 

Virtoria,  Osa.,  d..  1936,  4% 

Wooteock.  Qui.,  d.,  1920,  4% 

A<«a«a.Ga., fid.  prot.  1942.  4}i%.... 


Pto 
Vahie. 
$10,000 
16,000 
10,000 
10,000 
10.000 

laooo 

10.000 
10,000 

5.000 
10.000 
10,000 
10,000 
24,333 
20,000 

5,000 
10,220 
11,000 

5.000 


Market 

Value. 

$9,400 

13,650 

9,000 

9.100 

8.200 

9,000 

8.400 

8.500 

4,300 

8,500 

8,400 

8,400 

22.873 

18,200 

4,500 

7,854 

10,340 

5.100 


Bonds  and  Stocks  Ownsd. — Cont. 
Bonds. — CorU. 

Augusta.  Ga.,  fid.  prot..  1944,  4H% 

P.7mcK.  a,  C.  Ry.,  1  OS.  m.  g.,  1931, 5%, 

P.4B.TC.  1  m.  g.,  1929, 5% 

West  End  Tc,  gn.  m.,  Pitts.,  1938. 5% . . . 

West  Penn  Ry..  1  m.  g.,  1931,  5% 

Interbor.  R.  T.,  1  A  r.  m.  g.,  N.  Y.  Cy., 

1966,5% 

Phih.,  1  m.  ft  ool.  tr.  g.,  1949,  5% 

McK.  a  4  T.  P.,  1  s.  f.  g.,  Pittfc.  1930. 5% 
Cent.  Dist.  TI..  I  m.  g.,  Pitts.,  1943.  5% 
Jones  k  LaugUin  S..  1  m.  g..  Pitts^  1939. 

5% 

Monongahela  R,  Cs.  C.  A  C.  1  m.  g., 

1949,  6%  

Nat.  Tube.,  i  m.  "gV  Pitts!,'  i952,'  5%. . . . 

Pitts.  Cnic.  S..  1  m.  g.,  1928,  5% 

Stocts. 

AQttheny  Tr..  Pitts.,  Pb 

R.  E.  8av.  ft  Tr.,  Pitts 

General  Ad.  Bur..  N.  Y.  Cy 

Aspinwall  Dellafield..  Pft 

Western  Imp.  Risk  Ann..  Chi 


Par 

Market 

Value. 

Value. 

$5,000 

$5,100 

15,000 

15.150 

5,000 

4,950 

8,000 

7,760 

15,000 

15,000 

10.000 

9,900 

2,000 

2.020 

15,000 

14.850 

5.000 

5.100 

30,000 

30.900 

10,000 

11.500 

25.000 

25,250 

20,000 

30,000 

2.500 

3,700 

500 

525 

100 

100 

3,550 

4,260 

100 

100 

Totals  (book  vahie,  $353,246) $367,303      $349,882 

MISCELLANEOUS:  National  paid  a  stock  dividend  m  1873 
of  $87,500;  capital  inereased  in  1903  from  $100,000  to  $200,000  by 
cash  payments,  and  $55,000  premium  on  new  stock  realised.  In 
1906  capital  mcreased  from  $200,000  to  $500,000  and  $111,013 
was  reafiaed  as  oremium  on  the  new  stock  issued,  and  in  1910 
capital  incKSsed  to  $1,000,000  and  $125,000  additional  surphis 
paid  in.  National  eoasolidated  with  Ben  Franklin.  December 
^  1910,  capital.  $1,000,000.  Conflagration  losses:  Chicago. 
1871.  $2,500;  Baltimar^  1904,  $833;  Salem,  $115,462.  Statements 
aooording  to  Pennqrhania  standard. 

DIRECTORS:  John  Thompson,  Chas.  F.  Stifel,  A.  H.  Lauman, 
P.  T.  MoCance.  John  Ommert,  August  Loch.  N.  J.  H.  Gerwig, 
Stanl.  McKni^t.  Jos.  C.  Porter,  T.  C.  Piteaim,  R.  J.  Graham, 
Jas.  B.  JonesTR.  V.  Piteaim,  H.  B.  Ingham.  R.  C.  Tannehill.  Jr.. 
H.  M.  Schmitt. 

FIELD  MEN  AND  TERRITORY  COVERED:  Geo.  8. 
Rosencrants,  Boston,  Mass^  general  agent  for  New  England 
States;  Louis  P.  Matthews,  New  York  City,  special  agent  for  N.  Y. 
and  N.  J.;  Geo.  J.  Porter,  Philaddj^iia,  Pa.,  special  agent  for  Plu, 
Md.  and  So.  N.  J.;  Thos.  E.  AUaire,  Cleveland.  0.,  special  agent 
for  O.;  H.  W.  Watkins.  Indianapolis.  Ind..  special  agent  for  Ind.; 
Sam'l.  T.  Sheppard.  Detroit,  Mich,  special  agent  for  Mich.;  H.  A. 
Lingenfelser,  Milwaukee,  Wis.,  special  agent  for  IlL  and  So.  Wis.; 
Norman  J.  Theisa,  Minneapolis,  Minn.,  special  agent  for  Minn, 
and  No.  Wb.;  P.  M.  Wisginton.  Portland,  Ore.,  special  agent  for 
Ore.  and  Wash.;  R.  E.  Schramm,  Chicago,  IUm  special  agent  for 
la.  and  Neb.;  Jas.  F.  Cobb  Co^  San  Francisco,  Cal.,  general  agents 
for  Cal.;  Langdon  C.  Quin  A  Co.,  Athena,  Ga.,  general  agents  for 
Ga.  and  Fla.;  David  Huguenin.  Charleston,  6.  C,  general  agent 
for  S.  C;  J.  R.  Gardner,  Denver,  Colo.,  general  agent  for  Colo., 
Mont,  and  Utah.  The  company  operates  in  Cal.,  Colo.,  Conn., 
FU..  Ga..  IlL,  Ind.,  la^  Kan.,  La.,  Md.,  Mass.,  Mich.,  Minn., 
Mo..  Mont.,  Neb.,  N.  J.,  N.  Y..  N.  C.  0.,  Ore.,  Pa.,  S.  C,  Tenn.. 
Tex.,  Utah,  Wash.,  Wis.,  and  in  Canada. 


NATIONAL  BREWERS  INSURANCE  COMPANY,  Chicago,  111. 

PMdaot,  W.  H.  Rehm;  Swratary,  E.  Gnhua  Rhowb.    Orguised,  1806. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Yi4a:    Asvts 

Pramoms 

Surphis 

Income 

Paid 

Dividends 

Expenses 

I)enditure8 

Incurred 

1115      $»1.I28 

$16,801 

$183,577 

$31,431 

$45,285 

$13,127 

•$18,576 

$13,265 

$44,967 

$9,922 

1»14  ,      330.296 

18,393 

127,872 

33,778 

48,344 

3.614 

•26,658 

13.572 

43,844 

6,532 

1»13  1      339J00 

laois 

120,370 

34,597 

48,875 

12,749 

•19,157 

13,657 

45.563 

12,611 

1912        34ail6 

18,670 

120,687 

35.449 

48,327 

2,268 

•33,389 

13,080 

48,737 

2,216 

1911  1      344,246 

10L267 

123,662 

36.427 

50,280 

15,376 

•18.019 

13,342 

46,737 

15,274 

nnebdes  dividends  to  policyholders:  $8,019  in  1911.  $8,389  in  1912.  $9,157  in  1913.  $6,658  m  1914,  and  $8,575  in  1915. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


NATIONAL  BREWERS  INSURANCE 


tteienat.. . 


Ig  prolU.  tlB-Wa;  iivntsHnl  mfit.  113.427, 
RISKB  AND  PREMIUMS:  F!n  rU.  id  force,  Dsmbv  31 

H,1W.4U!  ^aanuiB  Uwnii.  133.781, 
BU8INES8  SINCE  ORGANIZATION:    Pnmiunig  mived 

nOIHS;  laNaiful,l«l,l>7;  ifiindBiuli dmludd. cuh, tl».OO0 


BONDS  AND  STOCICB  OWNED: 


tU.DOO  139,1)00 

4,000  i.n» 

u,ooa  u,ODa 

31,000  31,340 

37.000  37,000 

30,000  30.000 


0.  B.  A  Q,.  ID.  Dhr„  4%.  1H« 1.000 

C,  H.  I  J  P.  Ry.  m.  m..  4%.  IIM.. . . .  t.000 

PnfUGu.e%,l«47 10.000 


COMPANY,  Chicago,  lU.—Continiud. 

BoKDCtmSiocmOwNn.— CmL  Pit 

Bonn.— C«t.  Vtluo. 

Foovll  Rir.  Co.,  0%,  1021 r,OO0 

UnoolB  Ft.,  4M%.  IMS.. 7,000 

CUiiMO  Tl.,  i%,lta S.DOO 

Comnunimllh^diaao.  i%  1M3 E.OOO 

Aimour  *  Co,  4>4%,  l»3« 8,000 

A.  T.  *  S.  P.  R.  S.  4%,  l)H £,000 

Clii.  A  N.  W.  b,  4%.  IBS? MUO 

Cii.  Cy.  lly,S%,  1037 30.000 

Dd.  Pu.  R.  R.  4%.  1MT iOOO 

W«t  Puk.  4%,  ini 13.000 

Wnton  Ad,  k  Iiap.  Co' 100 

Totili  (book  nhu,  t31S.}70 1311,100 


4.700 
4.TS0 
30.000 

i.sao 


MiaCELUNEOUS:  The  eanpuy  <n>  oninunl  in  Ajiril. 
10D&  ud  (fimmnieed  btuDea  wly  in  IMS  with  tlOOiOOO  capital 
ud  UOOOO  Bvplui.  CmiUi  innwn!  in  1H8  U  (300,000. 
TboH  bUratad  in  the  oomciur  tn  iH  bniRn:  ind  the  ocm- 
puy  wiU  mtu  noUuiif  twt  Uiway  j^l*  ud  itli*]  iuduMrie*. 

DIRECTORS:  Obo.  ReiHii.  Chu.  B.  Sump.  OUo  Kohin. 
N.  W.  KeodilL  E.  P.  MewTWm.  A.  Krk.  Bdmrd  ludAn, 
E.  Onbm  Rhoodi.  PeUt  S.  Thvan^  Hian'  Ovai.  Wn.  H. 
RahBi,  OuetiTa  W.  UBbwk.  Chu.  tbaUriik.  C.  W.  Boduw. 
STlSAtMm.  taka  Oiud.  A.  OttmUm,  A.  BuA,  3d. 


NATIONAL  LUMBER  INSURANCE  COMPANY,  Buffalo.  N.  Y. 

PrcKlnt,  Morrii  B.  TngEudu;  Sgoretvy,  W.  P.  Hw».    Orftatti.  lOOfi, 


y.*i 

AmW 

P^UOH 

Sunaii. 

Pmoiam, 

ll^ 

hid 

DiTibwb 

EnienHe 

,S=i^ 

1S» 

t40B.0«7 
377,213 

•W 

170,3iU 

11 

13 14.291 
IS7i87 

Z33,IH0 

Ml 

240.1211 

IW.2*. 

igs; 

1K,323 

•.oot 

■Sffl 

'S 

'IS 

M 

ss 

a,  Dk.I1,  1(IS.  LuiiuniL  Dk,  31. 1»I9, 

\ttuia...    t33KasO  Lona nnpud. . . . 

130.034  UmnHdnm. 

JuwH.,,.  40,171  OthBlUUUtH... 


Usdsrwriting  profit.  tl3.436;  ini 
RISKS  AND  PREMIUMS:    Pin  niki  ■ 

*l>,«2,Sai;  jmnhmi  IbweoD,  1208.927. 
BUSINESS  SINCE  ORGANIZATION: 

»2,130,31»;  lows  mid.  %l. 

tM,«oa 

BONDS  AND  STOCKS  OWNED: 

Erie  Co,  N.  Y.,  rowk  4%,  IBIO. 

BuSelo.  314%,  1030 

Buff«lo,4'"c,  1031 

Coboettii^,  1017 

N.  Y.  Cy..  Corp.  lit..  314%.  IW4-tl.. . 
N.Y.Cy..ewp.rtk.,»H%.l»7 


Pv  Muket 

Vihie.  Vela*. 

129.000  113,070 

3,000  a.B70 

3,000  2.180 

nOOO  21J00 

110,000  ie.«ao 


Bono*  AHD  Stdtxh  Owvb^. — Conl. 

Ct  N.  Y.  Cy,  3M%.  191WS 

Bo.  Pea,  er.,  4%,  1»« 

N,  Y.  C,  R.  R,  d.,  87».  1BJ9 

Cy.  of  BuEelo.  4^^1034 

B.  *  8,  a.  R-  0 

W.  Adj.  *  Imp.  

Toltla  [book  Tihie.  S2tt.948) 


MISCELLANEOUS:  Thi>  cotcpeDf  bean  buooes  with  a 
liaid-upiaiatalaltsmwnudinirpluiaf  Uaooo.  Od  Dec.  31, 
1013,  the  nmpan^TeiiiBundiUoutftejidiiifriBkBiD  the  New  Hamp- 
Afairv  Pin,  itfl  vntin^  in  Jtbiaty,  1014,  elta  bant  Autam«tiaa^ 
numini  id  the  New  Hvnpthin,  The  company  ooolbued  bos- 
D^  in  m  mere  mUiclod  Earitory  frith  Crum  A  FcintH,  Npw  York. 

DIRECTORS:  W.  P.  RitDCK  C.  J.  HaoMo.  B.  F.  JaekBB. 
W.  L.  Mirey,  J.  F.  Middledith.  H.  C.  Milk  A.  B.  Pimm,  M.  E. 
Pninh,  M.  S.  TrmnuiH.  C.  M.  Smith.  V.  W.  Curtia.  U,  P. 
Murphr.  a.  B.  Montgomery. 

HELD  MEN  AND  TERRITORY  COVERED:  W.  N. 
Hurdnun.  New  York  City,  tpccial  rcprcaentative.  TVi  eompaay 
._^.,    ...    ._■    ■',„..  Mich,,  Minn..  N.J,  N.Y,0, 


fC^ 


Wu. 


NATIONAL  SECURITY  FIRE  INSURANCE  COMPANY,  Omaha,  Neb. 

Preetdent.  Walter  A,  Oev^;  TreaHrer.  F.  J.  Zemui;  SKreUry,  0.  A.  DvDidson.   lonriHratfld,  1014. 


191!>  I     1237,0521 


Surptiifl     I  PreouumB 


Totil  liibihtiea. . . 


Dividendfl      Eipentra 


I   Otbtreaaeu 

I      ToUleiMH ~~K 


....     tMaS7S 
2.1U 


REPORTS  OF  FIRE  INSURANCE  COMPANIES, 


NATIONAL  SECURITY  FIRE  INSURANCE  COMPANY,  Omaha.  Hch.—Conlinutd. 


tio.ooo      1 10. 110 


B0ND6  OWNED: 


lO.IU 


HISCELLANEOUS:  Thii  loiipi 
n  ]»14  mid  u  ulbod»d  rmjUml  dk 
sieUtbeihwMDftlODH  '     ' 


The  a 


li%  of  npiu]  nock. 
4VUK  July,  Itll. 

DIRECTORS:  W»llw  A.  Gwm.  C.  H.  CImfv.  W.  A.  Greeo- 
mU.  E.  E.  Omd.  Edwin  T.  Swobe.  E.  E.  Howdl.  F.  J.  Zrmu. 
Nkbobi  Riw.  C.  H.  Aldrith.  F.  J,  Swobod*.  0.  A.  D.i>ir4Kii. 
E,  RojH.  Norn  Bnm.  M.  D.  BWch.  Jicab  Benru. 

TERRITORY  COVERED:   Ntb.  oidy. 


NATIONAL  UNION  FIRE  INSURANCE  COMPANY.  Pittsburg.  Pa. 


Vw-Prwlait.  A.  W.  h 


E^KOuumi       Surphii 


penditum      Incurml 


[    I.I3&US       2M».W 


tX.'i 


m.3^^ 


l!.31S,lll 


19,222' 


S«,!27 


2.4t2.37t 


2[302.Bi3 

_  MtOM      2.072.801 

:iKkidi(HO.<MMpnamiiii«iKwft«ikiDieil.  IPaamylm 

Abib.  Die.  It.  tOIS.  Luiiumi.  Dk.  31.  IttlS. 

Ealoait      .  .   .       t30.«M    IdMiinpvd  11A1.97S 

UtiBV^tM  tia.IOO    UmmdEnma  ...     2.327.303 

BwkudaodLi  .      1.SU737    Ollwrlitbliun  .    .       129.000 

..  U8U.2;0 


CMmlln 


II7.M0 


TutiimOl  .    ...   H.IU.22S        ToUl »4,1U,22J 

rutemtuv  mfit.  IM.SSO:  iavegUnnit  proGt.  1235.523. 

USES  AND  PREMIUMS:  Fin  liiki  in  fonr.  Dmmber  31, 
MliSiUM:  muhuu  tbstDo.  *4.e7e.T92. 

BI^IV'ESS  a?(CE  ORGANIZATION:  Premiumt  mxi-nd. 
&2rsji;;  kaH  i^  (12.818^06^  dividendi  dnckrnl.  rub. 
KOJM. 

KCAL  E^ATE  OWNED:  Coduu  dI  i  trmar  dwriKng  >l 
Anbu.  )^  .  tnk  dnlUst.  etc„  it  218  Soulli  Dillu  m.. 
ruitfw.  ud  In  bvH  dorlLiv  >I  AJbk.  !>..  ill  onied  M 
tn*  nfae.  TV  DM  iiKonK  last  yar  unounttd  to  11.455. 

UORTGAGE  LOANS:  AU  of  (he  43  loww  '«npt  4  on  brick 
•pnacau  ia  Sih  Lake  City,  oh  for  tia.OOa  me  for  114.100), 
•n  upn  nvmw  kalol  id  or  mr  PUUbwt,  ud  tbe  uul 
■»«  </HIIUaO  i>  proucUd  b*  ml  aMkU  wiuud  worUi 
)I.(IIUU.  Tlxn  u  one  k»  of  190.000  on  Si>iii(ikle.  Pl, 
MHtr  nUrd  u  tlD7.£0a.  ud  OH  tor  M5,000  00  frime  M>n(C 
boUiM  wd  DHialKWiiiia  pbat  in  niuburc,  Ps..  nhwd  tt 
IKttM.  TW  rBuiikda  ™>jFf™  »2.000  lo  tl.600.    'Hicre 

Wh  MnjSO  ol'illMr^"™  Iht  building  '  """"^ 

ClLUTESAL  LOANS  an  u  [i^n:  Par  Amouiit 

.                 aKnamn  Vahie.        Loaned, 

"■a.  VuvCowSfr.  IStO 1190.000       tllS.ODO 

IW r^^..*  3.600  2.6O0 

Touk. tl53.6O0      I117.S00 

BOS'DG  AND  STOCKS.  OWNED:  FW  Mark« 

**mllr.>l.C.5%.l»«l.. »2O.00d  »2O.O06 

A«l'«.<W.«i%.l»44    10.000  O.SOO 

wwf"d,  Caa,  A,  B4W%  '«» 'S-OOO  13.200 

^•|!vT.CaL.K.4H%.1«3t tO.000  H.200 

C»tan'.Caa,d.S°l,  IBS 19.000  13.500 

EdwiDi.  Caa.  d..  5%,  ISt3  10.2M  8.»87 

t™lpL  Caa.  d.  B4M%,  1M2-42  8.OO0  7,(M0 


'].,             .„    .,.4-,.  IWIi               ...  24.333 

VaiwwivM.  Can,.  d.F4iy;.  1923  10.000 

VicUnifc  Can.,  d.,  G4'  /  ^.  IBM    25.000 

WinaipM,  Co..  d,.  H4'b.  I»23 10.000 

AUe,  V»T  Si.  Ry..  6'7.  1036      90.000 

A,.T.*S.F«R,R„cv.,4'^.  IMO  ..   .  190,000 

B.  iO.  R.  R.  CT.,4'5';,  1933       .     .,  100,000 

Cent,  of  Oa.  R.  R,  (Chat.  Div.l  iri.lBSI  20.000 

Clii.Gl.W.  Ry.,4'v.  IMS 90,000 

Chi,  Mil,  i  8t,  P,  Ry„  e».,  4's'^,  1932.  lUO.OOO 

CU_  R.  I>.  t  Pk.  Ry...  1 4  r..  4';.  1934  90.000 

InUrbon>.Rd.Tr..li[.,9'-,.19««..   .  50.000 

L.  S.  *M.  S.  R,  R..  4'c.  1028.31  50.000 

L,  4  N.  R.  R..  4rc.  1995  25,000 

N.  Y.  Ry...  wij.,  9',-( .  1942  18,000 

N,  Y.  Ryi.,  Ir.  t.  4r..  4'i.l»42 i.OOO 

N.  AW.  R.  R..  div..  4^;.  1*44     90,000 

Peoria  Ry,  1  4 1.,  S'7,  1028 25.000 

So.  Pic.  R.  R.  cv.,  4''i.  1019       130.000 

So.  Pac,  R.  R,.  1  r..  4',;.  1055 50.000 

Un.  P«.  R.  R..  cv.,  V ;.  1927 50,000 

WtMCTD  Md.  R.  R,  4';iK  IR52  90,000 

Win..^l.  Sd.  Ry.,  VTc.  1960  50.000 

Ama,  Tl.  4  Tg..  ool.  Ir..  i'i.  1920 90.000 

Atli.  Coal,  5',™  l>32 25.000 

Beaver  Val.  Wit.  Co.  51:^.  1932 20.000 

Cm.  IKrt. TL,  S'.o.  IM3  , . , .   ,... 25.000 

Frick  Cokt.  a.  c,  5<^.  1921.30  100.000 

JimiraiC.  *C.,  5'r.  1031    ,.,    , 50.000 

Keniiigton  Wat,.  5',;.  1930 50.000 

lalrabt  W»l.,  9^5.  1918 30.000 

Mon.H.C.C.4C„B',t.1949     25,000 

National  Fire  Proofing  Co.,  5":;.  191M2  40.000 

Nafl  Tube.  5't;  1962 10.000 

Pitta.  Brewing.  «'>.  IM9  50,000 

PitM-Bulfaio.  D5''c.  1020 42,000 

Pituburg  C.  6%.  1931 70,000 

Mlta.  Crucible  8l«l,  5%.  1024^ 25.000 


25.250 
50,000 


130 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


NATIONAL  UNION  FIRE  INSURANCE  COMPANY,  Pittsburgh,  F^.—Continued 


Borrofl  and  Stocks  Ownid.— CoiU. 
Bonds. — CorU. 

PittobuTK  Steel  g.  c.  6%.  1920 

Racine  Wat..  5%,  1931 

R.  I.  ft  Steel,  5%.  1940 

St.  Joecph  Wat.,  5%,  1941 

Standard  San.  Mfg.,  6%,  1920 

Union  Bag  k  Paper,  5%,  1930 

Union  Os.,  6%,  1929 

Union  Steel,  5%,  1952 

Vandalia  Coal,  6%,  1930 

W.  Braddock  Bridge,  5%.  1927 

Wn.  Union  Tg.,  4^%.  1950 

Stockb. 

D.  ft  \j.  R.  K>,  p 

B.  ft  0.  R.  R..  com 

Jill*  \^»  *«•  ^%*  ■•(■••■■•■■*■•■••■■••*•■• 
X^  or*  vw    vT  •  Xv*  aV«  ■••■•■•>■•••■-■•■■«•• 

Penna.  R.  R 

P.  ft  L.Erie  R.R 

Farmers'  D.  Nat.  Bk.,  Pitts.,  Pa 

First-Scoond  Nat.  Bk.,  Pitts..  Pa 

WoBtcm  Union  Tg 

Totals  (book  value.  $2.833,080) 


MISCELLANEOUS:  This  company  commenced  buainess  with 
a  paid-up  capital  of  $500,000  and  a  surphis  of  $250,000.  Capital 
increased  in  1902  to  $750,000;  in  1906.  $1,050,000  of  surplus  was 
paid  in  by  stockholders,  and  in  1909  capital  was  increased  from 
$750,000  to  $900,000,  and  $75,000  realised  as  premiums  on  the 
new  stock  sold;  capital  increased  in  1911  to  $1,000,000  and  $60,000 
realised  as  premium  on  the  new  stock  sold.  Conflagration  losses: 
Baltimore.  1904.  $126,873;  San  Francisco.  1906,  $1,110,976; 
Chelsea.  1908.  $144,979;  Salem.  1914,  $67,456.  Spedal  deposits, 
values:  Ga..  $9,800;  N.  M..  $10,100;  Va„  $47,500;  Can.,  $195,047; 
N.  C.  $20,000. 

DIRECTORS:  J.  Stuart  Brown.  H.  Buhl,  Jr.,  E.  E.  Cole.  John 
Farrell.  James  B.  Haines,  Jr.,  B.  F.  Jones,  Jr..  James  H.  Lockhart, 
H.  C.  McEldowney,  A.  W.  Mellon.  Geor^  T.  Oliver,  David  B. 
Oliver,  H.  K.  Porter,  Alexander  C.  Robinson,  Wm.  B.  Schiller. 


Par 

Market 

Vahie. 

Value. 

$40,000 

$40,400 

20.000 

16,000 

25.000 

24,250 

50,000 

40.000 

32,000 

33,280 

25.000 

20.000 

13.000 

13,000 

117.000 

122,850 

50,000 

50,000 

23.000 

23.000 

25,000 

23,625 

20.000 

15.500 

3.000 

2,850 

30.000 

32.400 

156,200 

190,564 

110.000 

130.900 

12.550 

50,200 

5,500 

6,325 

2,800 

2,800 

28.600 

25.311 

$2,874,203 

$2,811,757 

Edward  A.  Woods,  Georce  Z.  Hoeack.  Louis  C.  Sands.  Cfaaa. 
W.  Dahhnger,  Joseph  H.  Hohnes.  Edwin  W.  Smith. 

FIELD  MEN  AND  TERRITORY  COVERED:  Pwker. 
Aleshire  ft  Gardiner.  1933  Insurance  Exchange.  Chicago.  III., 
for  Cook  Co.,  III.;  J.  B.  Sirich.  Home  Office.  Pittsburg.  Pa., 
general  agent.  Allegheny  Co^  Pa.;  Frederick  Aekennann, 
executive  special  agent,  326  Clifton  ave.,  Newark,  N.  J., 
Brooklyn,  New  York  suburban  and  N.  J.;  Wm.  T.  Betta. 
special  agent.  Lock  Haven.  Pa.,  eastern  Penna.  and  nortb- 
em  Md.;  J.  D.  Berry,  special  acent,  Des  Moines,  la.,  for  la.: 
F.  E.  Church,  state  agent.  Mum.  and  Nefar.,  Minaeapolia, 
Minn.;  E.  E.  Cole,  Jr.,  special  agent,  Wis.,  Oshkosh,  Wis.;  George 
Diebold.  state  agent,  0..  Cleveland,  0.;  Dixwell  Davenport, 
manager  Metropolitan  depart.,  San  Francisco  National  Bank 
Bldg.,  San  Francisco,  Cahf.;  F.  T.  Dsy.  manager  Hail  dept.. 
Waseca,  Minn.;  F.  E.  Dunham,  special  agent,  Massa.,  R.  I.. 
Conn.,  Me.  and  N.  H.,  70  Kilby  St.,  Boston,  Mass.;  Fred  W. 
Engie,  special  agent,  Ind.  and  lU.  (assisting  state  agent  P.  W. 
Greene)  Indianapolis,  Ind.;  Fdix  Fulton,  special  scent.  Kans. 
and  Mo..  Kansas  City.  Kans.;  P.  W.  Greene,  state  agent,  Ind. 
and  111.,  Indianapolis.  Ind.;  H.  G.  Green,  state  a^t.  Washington, 
west  of  the  Cascade  Mts^  western  Ore.  and  British  Col..  8tk.  and 
Alb..  Can..  Seattle.  Washington.;  E.  W.  Hall,  special  agent, 
northern  Cafif..  Oakland,  Calif.;  H.  A.  HaskelL  special  agent, 
Kentucky  and  W.  Va.,  south  of  Parkersburg,  Ashland.  Ky.; 
H.  H.  Hirseh,  special  agent.  (Sa.  and  Fla..  Atlanta,  Ga.;  Wm.  R. 
Howard,  special  agent.  Va.,  Dtst.  of  0>l.  and  southern  Md.^ 
Norfolk,  Va.;  R.  M.  Heniy,  general  agent.  Ala.,  Tenn..  and  Ark.; 
farm  property;  A.  M.  McClain,  State  agent,  Tenn..  Nashville. 
Tenn.;  Wm.  P.CasseU,  assbtant  secY  Wash^  east  of  the  Cas- 
cade Mts.,  Ida.,  Mont,  and  eastern  On.,  Spokane.  Wash.;  Wm. 
M.  Stodghill.  special  agent,  southern  Calif..  Los  Angdes,  Cal.; 
H.  C.  ^ts,  special  agent.  Okla.,  Colo.,  N.  M.  and  Wyom^ 
Oklahoma  City,  Okla.;  S.  H.  Schoch,  special  agent,  western 
Penna.  and  northern  W.  Vs..  Pittoburgh,  Pa.;  Wm.  G.  Titua. 
State  agent,  Mich,  (excepting  Detroit),  Lansing.  Mich.;  Detroit 
Branch  Office,  City  of  Detroit,  Detroit,  Mich.;  R.  S.  Turner, 
special  agent.  N.  and  S.  D..  Fargo,  N.  D.;  Tracy  Loan  ft  Trust 
(;o.,  Utah,  Salt  Lake  City,  Utah;  B.  B.  Weaver,  special  a^eat, 
Ala.,  N.  and  S.  C,  Atlanta,  Ga.;  W.  E.  Overstreet.  Little  Rock. 
Ark.,  special  agent  for  Ark.  The  company  operates  in  all  the 
States  and  Territories  of  the  United  States  except  Aris.,  C.  Z., 
Cuba,  Del.,  Miss.,  Nev..  P.  I.,  P.  R.  and  Vt. 


NATIONAL  UNION  INSURANCE  COMPANY,  Washington,  D.  C. 

President,  Albert  F.  Fox;  Secretary,  Philip  F.  Lamer.    Onesnised.  1865. 


Unearned 

Net 

Net        i 

Total 

Losses 

Total  Ex-  1 

Looses 

Year 

Assets 

Premiums 

Surplus 

Premiums  , 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

$295,834 

$30,414 

$161,233 

$26,874 

$44,358 

$4,660 

$7,000 

$23,566         $35,226 

$3,566 

1914 

286.378 

25,494 

157.974 

19.000 

36,460 

6.735 

7.000 

21.432            34,167 

4.543 

1913 

284.091 

23,925 

157.231 

17.555 

34,924 

2,378 

7.000 

20,290            29.668 

3,505 

1912 

282.746 

24.709 

156.279 

18,489 

35.242 

3,627 

7.000 

25,109           85,736! 

4,237 

1911 

283.358 

23.523 

155.368 

19.039 

36,630 

6.057 

7.000 

21.296            34..'«3l 

4.430 

Absbtb,  Die.  31,  1915. 

RealesUte $170,734 

Mortgage  loans 1 13,500 

Collateral  loan  on 

Wash.Ln.ftTr.stk.  3,500 

Cash 6,088 

Agents  balances 1,426 

Interest  and  rents. . .  *    1,576 

Totalassets $295,824 


LuBiUTUs,  Dec.  31, 1915. 

Losses  unpaid $407 

Unearned  jprems 30.4 14 

Other  liabilities 3,770 

Total  UabiliUes...  $34,591 

Capital  paid  up 100,000 

Net  surplus 161,233 

Total $295,824 


Underwriting  profit,  $496;  investment  profit,  $0,804. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
$13,745,915;  premiums  thereon,  $54,914. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 


$1,157,939;  losses  paid,  $410,465;  dividends  deckred.  cash,  9653.- 
000. 

REAL  ESTATE  OWNED:  Consists  of  company's  home  office 
building  and  two  small  dwellings.  Total  rents  during  1915. 
$11,247;  taxes  and  expenses,  $7,406.  The  book  value  of  the 
real  estate  owned  is  $158,213,  and  the  market  value,  $170,734. 

MORTGAGE  LOANS:  There  are  47  loans  for  $113,500.  all 
first  liens  on  property  aggregating  $322,125  in  value.  There  was 
no  interest  past  due,  and  the  company  carries  $191,750  of  insur- 
ance on  the  Duildings. 

MISCELLANEOUS:  Conflagration  losses:  Baltimore,  1904. 
$7,860.   Company  operates  only  in  the  District  of  CohimbU. 

DIRECTORS:  Chas.  B.  Bailey.  Thomas  Bradley.  Albert  F. 
Fox.  W.  T.  Gattiher.  John  B.  Lamer.  Philip  F.  Lamer,  B.  F.  SmiL 
Geo.  Spransy,  Floyd  £.  Davis,  Walter  B.  Pratt.  Jr..  John  C. 
Weedon. 


NEVADA  FIRE  INSURANCE  COMPANY,  Reno,  Nev. 

Preadent,  W.  C.  Pitt;  Secretary  and  Treasurer,  Robert  Carlson.    Began  business,  1914. 


Year 

Uneamed 
Assets     \  Prenuums 

Net               Net 
Surplus       Premiums 

Total 
Income 

Losses 
Psid 

Dividends 

Expenses 

"  total  Ex-'  ' 
penditures  > 

Losses 
Incurred 

1915 

$152,662 
141,045 

$10,730 
6.908 

$38,465,         $13,954 
21,695             9.924 

$21,491 
9.924 

$1,871 
1.802 

$11,099 

$13,570 
1.802 

S1.871 

1914 

1.802 
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NEVADA  FIRE  INSURANCE  COMPANY.  Reno,  Nev.—ConHnued, 


Aaem,  Dbc.  31«  1915.  LuBiumi.  Uac. 

Mort9«elaut S83J(10    Lonea  unpaid 

Cub 48.560    UnnrnedpraDfl 

Aceata' bduea 4.211 

btmit 2,553 

StoekkiUen  notes. .        13310 


Rana.  due. 
Other  liabilitiM. 


ToUl  liabifities. 
Capitol  paid  up. . 
Net  surplus 


31, 1015. 

$150 

10.730 

2.531 

786 

$14,107 

100.000 

38.465 


Totil 


$152,662       Totol $152,062 


RISKS  AND  PREMIUMS:   Fire  risks  in  foree.  December  31. 
t8SI.0n;  pRmfaims  thereon,  $20,031. 


BUSINESS  SINCE  ORGANIZATION: 
$24,430;  losses  paid,  $3,673. 


Premiiuns  reodved. 


MORTGAGE  LOANS:  There  are  10  loans,  aggregating 
$83,510.  on  farm  property  valued  at  $206,800.  There  was  no 
interest  past  due  on  Dee.  31.  kst.  The  company  holds  $46,750 
of  insurance  on  the  mortgaged  buildings. 

DIRECTORS:  Ira.  E.  Bailnr.  Peter  Buol  A.  D.  Hudspeth. 
J.  J.  Hylton.  M.  W.  Malloy.  W.  C.  Pitt.  G.  W.  Steiner.  Graham 
Sanford,  F.  0.  Stickney.  G.  P.  Merrill.  C.  Grelling,  C.  M.  Ben- 
nington. C.  E.  Mack.  W.  F.  Dressier,  W.  S.  Macpherson.  Robert 
Carlson. 

TERRITORY  COVERED:  Nev.  only. 


THE  NEWARK  FIRE  INSURANCE  COMPANY,  Newark,  N.  J. 


FtcskkBt,  Edgar  J.  Haynes;  Vioe-Ptesident,  George  F.  Reeve;  Treasurer.  T.  D.  Richardson;  Secretary.  Thos.  L.  Farquhar. 

Organised,  1811. 

Tui 

Amets 

Unearned 
Premiunni 

Net 
Surphis 

Net 
lYemiums 

Total 
Income 

Losses 
F^d 

Dividends 

Expenses 

Totol  Ex- 
penditures 

Losses 
Incuired 

1115 
IIH 

III3 
1112 
INI 

12.153.768 
2.105,410 
^000,888 
1,917.142 
1,370506 

$1,043,600 
020.355 
758,230 
575.260 
422.133 

$420,600 
514,808 
607.131 
727.225 
603,704 

s$1.102.012 

1,000.843 

038.503 

722,421 

534.680 

$1,260,783 
1.166.271 
1.018.208 

tl.046.051 
840.010 

s$654.020 
560.223 
416.008 
332,720 
203.626 

$60,741 
60.735 
60.747 
52,431 
34.476 

$506,264 
440.178 
402.838 
842.053 
236.012 

$1,220,034 

1.070.136 

880,583 

728.104 

475.014 

$652,116 
504.226 
453,333 
347.411 
224.334 

t  Indudes  $255,987  premium  on  stock  sold.  s  Inehides  $82,483  marine  prems.  and  $32,705  marine  knses. 


AflBna,  Dae.  31. 1015.            LuBiuma,  Die.  31. 1015. 
BalMtate $186,226    Lossesunpaid $151,754 


Unearned 


prems. 
ilities. 


1.043,600 
28.634 


407  006 
BaQdisadHoda...    UO4il70    Other fiab£ 

CtA 120.275 

AfBts'balaDees....       304.701 

latseit 18.766 

Othffsarts 12.062    Net  surphis. 420.600 


Total  liabilities. 
Capitol  paid  up. 


$1,224,078 
500.000 


Totel $2,154,206 

8iidep.ov«TUab..  438 


Totilsdn. 


$2,153,768       Total $2,153,768 


UsdervritiBg  loss.  $03,841;  investment  profit.  $70,042. 

&BES  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
ll^il534J96;  pronioms  thereon.  $1377,441;  marine  and  inland 
nsQ  in  force.  $2^270,205;  premiums  thereon.  $70,731. 

BUSCifiSS  SINCE  ORGANIZATION:  Premiums  received, 
ni47Qi653;  losses  paid.  $6,101,703;  dividends  decUred,  cash, 
ll.446.S91 

EEAL  ESTATE  OWNED:  Conasta  of  the  company's  home 
ofiee  bdUsg,  a  1  and  2-stoi7  marble  and  brick  structure  at  41 
CliotoB  sL,  acquired  in  1910,  the  book  value  of  which  is  $180,852. 
iBd  which  is  carried  at  $185,000.  and  2  lots  m  Hackensack.  N.  J. 

MORTGAGE  LOANS:  There  are  120  loans,  aggregating 
MiM.  tttand  by  properUes  valued  at  $1,044,050,  andthe  oom- 
mr  ImUb  1500,300  insurance  on  the  buil<finm.  The  loans  are 
madf  maU  ones  on  real  estote  in'Newark  and  ito  environs,  and 
but  tNO  cf  interest  was  overdue  on  December  31,  kst. 

BONDS  AND  STOCKS  OWNED: 
^  Boms. 

Gov.aia,k.hi,c5%,  1917 

r  ?.  G«».  Pin.  Can.  Ln.,  c  3%.  1061.. 
U.&.(hr.  FuL  Can.Ln.,  reg.,  3%,  1061 

BtftaaHe«hts,Va..c,6%.  1044 

BdB«Tfc,ret,5%.1943 

piabethA3i;reg,4%,-1922 

{«tt  Co.  Hat,  reg.,  4%,  1047 

|«xCo.Pk.,it(u4%,19a6 

Hsdioa  Co.  &  Newark  PIk.  Rd..  reg.. 


.44%.  I960. 


Hid«nCo.Pt,reg..4%.10M 

}«»vk,  wt,  rtg.,  4%,  1922 

SjewuKm^ng^i7cl957 

Nwirt.  Tfg,  4%.  1930 

N«.  RKhaQnd.  Va.,  e.,  6%.  1044 

WiBita>.Sskm.  N.  C  gn.  imp.,  c,  5%, 
1M4 

c4.Te:N:j;i;5%.'i933.':.::.*!.:.:! 

^ftA.R.R^lm.,reg..5%.10aO 

Mi(flsadR.R.,N.J.,c..^o>1940 

NenrkPhsLRR..e..5%.1080 

No.H.Co,R.R,c5%,l028 

|»«nideTe,Im.,e.,5%.1060 

Tittloa  IW.  R.  R,  1  m^  c  6%.  1022. 
W.ShaeR.ILe.,4%.2361 


Par 

Market 

Vahie. 

Value. 

$10,000 

$10,100 

25,000 

25.500 

10.000 

10.200 

10.000 

12.200 

15,000 

16.350 

15.000 

14,850 

10.000 

0.800 

35.000 

34.650 

7.000 

7.280 

10.000 

0.500 

4.000 

3.060 

10,000 

0.800 

100,000 

00,000 

15.000 

18,300 

10.000 

10,400 

40.000 

40,800 

laooo 

10.300 

10.000 

10.500 

38,000 

30.000 

2aooo 

20.600 

5.000 

4.550 

10.000 

10.500 

.  28.000 

25.760 

Bonds  and  Stocks  OyrsMD.—CotU. 
BoMDB. — f^oni. 

W.  Shore  R.  R.,  reg.,  4%,  2361 

Gas  &  EI..  Bergen  Co.,  o..  5%,  1040. . . 
Hackenaack  Wat..  1  m..  c,  A%,  1952. . 

Hoboken  Ld.  Imp.,  c,  5%.  1030 

Hudson  Co.  Gas.  1  m.,  c.  5%.  1040. . . 
Mortgage  Bond.  N.  Y..  c,  5%.  1032. . 

Newark  Gas.  1  m..  c.  6%.  1044 

Newark  Cb.  Gas.  2d  m..  c,  5%.  1048. . 

Plainfield  Gas  k  El.  c,  5%.  1040 

Stocks. 

A..  T.  A  8.  Fe.  com 

A.,T.  *S.  Fe,  p 

Cs.  Tc.  N.  J.,  com 

Lacka.  R.  R.,  N.  J.,  com 

M.  A  E.  R.  R.,  N.  J.,  gr.,  com 

Rap.  Tran.  St.  Ry..  gr.,  com 

Rea(fiog  Co.,  1  p 

Un.  N.  J.  R.  R.  &  Can.,  com 


com. 


Un.  Pac.  R.  R.,  p 

Essex  Co.  Nat.  Bk.,  Newark,  N.  J.,  com. 
Nat.  Newark  Bkg..  Newark.  N.  J.,  com.. 

Nat.  Stote  Bk..  Newark.  N.  J.,  com 

Un.  Nat.  Bk.,  Newark,  N.  J. 

Amer.  Tl.  k  Tg..  com 

Gn.  Adj.  Bureau,  com 

Newark  Cs.  Gas.  com 

Southern  Adj.  Bur.,  com 

Western  Adj.  A  Insp.  Bur.,  com. 


Par 
Value. 
$22,000 
10.000 
10.000 
27.000 
57.000 
5.000 
80.000 
50.000 
20,000 

10.000 

30.000 

20,000 

20.000 

30.000 

12.000 

10.000 

10,000 

10.000 

2.500 

21.000 

16.000 

2.500 

10.000 

50 

11.500 

100 

100 


Market 
Value. 

$20,240 
10.200 
8,500 
27,270 
58.710 
4.750 
08,400 
52,500 
20,400 

10,800 
30.600 
14.400 
18.800 
50,700 
28.200 

8.400 
22.000 

8.300 

7.625 
78.750 
36.000 

8.750 

12.000 

50 

10.025 

100 

200 


Totola  (book  value.  $1.128,564) $043,750   $1,104,170 


MISCELLANEOUS:  Capital  inereased  in  February,  1012, 
from  $250,000  to  $500,000  and  $255,0.37  additional  surplus  paid  in. 
Value  of  deposits:  Va.,  $56,000;  Ga.,  $10,200;  N.  C..  $10,400; 
N.  J.,  $206,000. 

DIRECTORS:  Georm  F.  Reeve,  Theodore  Coe,  Walter  S. 
Nichols.  Joseph  Ward,  Jr.,  James  S.  Higbie,  Alfred  F.  Skinner, 
Winton  C.  Garrison,  J.  H.  Bacheller,  Joseph  M.  Riker,  Franklin 
Conklin,  Herbert  P.  Gleason,  Merritt  G.  Perkins,  Edgar  J.  Haynes. 
Joseph  M.  Byrne,  Usal  H.  McCarter. 

FIELD  MEN  AND  TERRITORY  COVERED:  Geo.  W. 
Domin,  San  Francisco.  Cal.,  manager;  John  C.  Domin,  asst.  mana- 
ger. Pacific  Coast  department;  A.  H.  Harri.4.  genoal  agent  for 
N.  C.  and  Va..  Richmond,  Va.;  G.  W.  Campbell,  Jr.,  special 
agent  Atlanta.  Ga.  for  Ga.  and  La.;  Alfred  Faull  k  Son,  general 
agenta  for  W.  Va.,  Wheeling,  W.  Va.;  The  Arnold  Co.,  general 
agent  for  R.  I.;  J.  U.  Dixon,  Albany,  N.  Y.,  special  agent  for  N.  Y. 
outside  (A  metropolitan  district;  W.  J.  Wendt.  Chicago.  111.,  special 
agent  for  III..  Ind.  and  Wis.;  W.  E.  Collins,  Detnnt,  Mich.,  state 
agent  for  0.  ajod  Mich.;  Frank  T.  McBride,  Newark.  N.  J.,  special 
agent  for  N.  J.;  C.  E.  Titsworth,  Harrisburg,  Pa.,  special  a^nt 
for  Del.,  D.  C,  Md.  and  Pa.;  Loren  H.  Green  A  Co.,  Jacksonville. 
Fla..  general  agenta  for  FU.;  E.  J.  MUler,  Denver,  general  agent 
for  Colo,  k  Wyo.  Company  operates  in  all  the  states  and  terri- 
tories excepting  Ala.,  Ark.,  Kan.,  Ky.,  Miss..  N.  M.,  N.  D..  Okla.. 
P.  I.,  P.  R,.  S.  C.  S.  D.,  Tenn.,  Tex.,  Vt.  and  in  B.  C. 
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NEW  BRUNSWICK  FIRE  INSURANCE  COMPANY, 

New  Brunswick,  N.  J. 

Pnadent.  Geo.  A.  Viehnuum;  Vice-Preaident,  D.  L.  Morriioii:  Vioe-Pnadent  and  Beereftaty,  Chat.  D.  Ron;  Treaaorer,  E.  B. 

Wyooff.    Organised,  1820. 


Unearned 

Net 

Net 

Totol 

Loflses 

Total  £s- 

LoHBes 

Ybab 

AMets 

Premiums 

Surplus 

PremiumB 

Income 

Paid 

Dividends 

Efxpenses 

penditu:e8 

Ineurred 

1915 

$1^2,688 

1687.432 

1192.763 

1758.342 

S822.197 

1367,334 

$46,558 

1347.041 

1760.983 

$857,473 

1914 

1.246,913 

574.726 

206.558 

660.795 

«777.779 

319.268 

40.496 

296.145 

655.909 

828.633 

1913 

1.046.932 

480,754 

171.564 

545,970 

«e60.337 

274,124 

31,917 

240.784 

555.825 

280.223 

1912 

867,630 

436.357 

145.833 

542.259 

C616.943 

265.496 

30,786 

235.969 

532.271 

274.385 

1011 

735.460 

378.831 

122.853 

480.136 

510.198 

233.632 

22.014 

213.092         468.738 

235.179 

«  Inoludes  $44,525  premiums  on  stock  sold  in  1912.  $75,225  m  1913.  and  $70,292  in  1914. 


AS8BTB,  Dae.  31, 1915. 

Real  estate $132,362 

Mortgage  loans 249.554 

Bondsand  stocks. . .  677,517 

Cash 131.655 

Agents'  balances. . . .  134,754 

Interest 7.034 

Otheraisets 1.825 


LiABiLinxB,  Dae.  31, 1915. 

Losses  unpaid $44,950 

Unearned  prems ....  687,432 
Other  liabilities...  7,543 

Total  liabilities...  $739,925 

Capital  paid  up 400.000 

Net  surplus 192,763 


Total $1,334,701 

Bpl.  dep.  over  liab . .  2,013 

Total  assets $1,332,688       Total. 


$1,332,688 


Underwriting  loss.  $54,995;  investment  profit.  $79,380. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe.  (except  per^ 
petuals).  December  31,  $107,483,911;  premiums  thereon,  $1,259,- 
159. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$5,809,833;  looses  paid.  $2,740,249;  dividends  declared,  cash, 
$787,190. 

REAL  ESTATE  OWNED:  The  only  item  is  the  company's 
home  office  building,  ereeted  in  1907-8  at  a  cost  of  $110,896,  and 
carried  at  book  value,  $132,362. 

MORTGAGE  LOANS:  The  company's  mortgage  loans  number 
38.  The  largest  single  loan  is  one  of  $55,000  on  360-366  George 
St.,  New  Brunswick.  The  rate  is  5%;  the  land  is  valued  at  $60,000 
and  the  building  at  $40,000  and  $46,000  of  insurance  is  carried 
thereon.  There  are  25  loans  on  Perth  Amboy,  Franklyn.  Monroe, 
Freehold,  Sewaren,  Piseataway,  Raritan,^  Highland  Park,  Metu- 
chen,  N.  J.,  and  Portland,  Ore.,  properties,  and  the  balance  are 
upon  real  estate  in  or  near  New  Brunswick.  The  poperties  are 
valued  in  the  aggregate  at  $490,500,  or  practically  double  the 
amount  loaned  ($249,801).  $l,QS2  of  interest  was  overdue  on 
December  31,  last. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

Augusta,  Ga.,  4H%,  1944 $10,000  $10,200 

EsHcx  Co.,  N.  J.,  pk.,  4%,  1934 26,000  24.500 

Jersey  City,  N.  J.,  wat..  4%,  1932 1.000  980 

New  Brunswick,  N.  J.,  4%.  1923 4.000  3.960 

New  Brunswick.  N.  J.,  so..  4%.  1926. . . .  3.500  3.465 

New  York  Cy..  3H%.  1954 40,000  35,200 

New  York,  can.,  4%,  1960 10.000  10.300 

Richmond.  Va..  4%.  1941 16.000  14.880 

Cheaa.  4  0.  Ry.,  gn.  m.,  4^%,  1992. . . .  25.000  22.750 

Colo.  &  Southern  Ry..  4>^%.  1935 20.000  17.200 

Erie  R.  R..  eq.,  5%,  1918 10.000  10.100 

No.  Pac.  Ry.,  pri.  b.  ry.  ft  ki.  gt..  4%, 

1997 25,000  23,250 

Pub.  Serv.  Corp.,  N.  J.,  gn.  m.,  5%.  1959  25.000  22,500 

So.  Pac.  cv.,  4%,  1929 10.000  8.900 

So.  PiMJ.,  cv.,  5%.  1984 10,000  10,800 

Southern  Ry.,  1  cs.  m.,  5%,  1994 25.000  25.750 

Cent.  Leather.  1  m.,  5%.  1925 10,000  10,100 

Hackensack.  N.  J.,  wat.,  4%.  1952 1,000  850 


Bonds  AND  Stockb  OwNBD.—Ooni. 
BokDB. — Conl. 

Security  Co.,  consols,  4% 

U.  S.  Steel  Corp..  s^.,  5%,  1963 

Stocks. 

A.,  T.  &  S.  Fe  Ry.,  p 

A.,  T.  ft  8.  Fe  Ry.,  com 

B.  ft  0.  R.  R..  com 

B.  ft  O.  R.  K.,  p 

Chi.,  Mil.  ft  St.  P.  Ry.,  com. 
Gt  Northern  Ry.,  p 


•    •    a    •    •    •    I 


No.  Pac.  Ry 

Penna.  R.R 

So.  Pac 

Un.  Pac.  R.  R.,  ecok 

Equitoble  Trust,  N .  Y.  Cy 

First  Nat.  Bk..  So.  Amb(^.  N.  J 

Middlesex  Tide  Or.  ft  Tr 

Nat  Bk«.  N.  J.,  New  Brunswick 

Peories'  Nat  Bk.,  New  Brunswick.  N.  J. 

So.  River  Tr.,  So.  River.  N.  J 

Title  Gr.  ft  Tr.,  N.  Y.  Cy 

Associated  Underwriters 

General  Adj.  Bur 

Howe  Rubber,  p 

Howe  Rubber,  com 

National  Surety 

Southern  Adj.  Bur 

Wash.  Wat.  Pow.,  Spokane 


Par 

Market 

Value. 

Value. 

$5,800 

$3,304 

10,000 

10.400 

10.000 

10.300 

10,000 

10.800 

20.000 

10.200 

10.000 

7.800 

10.000 

laooo 

20.000 

25,400 

10,000 

11.800 

27.500 

32,725 

10.000 

laeoo 

20.000 

2S.200 

3.500 

15,610 

1.000 

3.050 

40.500 

72.900 

7,000 

20.100 

1,500 

4.170 

4,000 

4.800 

1.200 

4.800 

3,500 

17.500 

450 

450 

20,000 

24.000 

10,000 

1&.000 

22,500 

47.475 

100 

100 

26,400 

20.328 

Totals  (book  value.  $626.247) $575,450     t$680.517 


tSecurities  as  per  company's  valuations;  the  item  in  assets  is 
based  on  ins.  d^t.  valuations. 

MISCELLANEOUS:  Capital  increased  in  1905  from  $5a000  to 
$200,000  and  in  1913  to  $300,000.  Surplus  paid  in  on  new  stock, 
$30,000.  In  1906  the  capital  was  increased  from  $200,000  to 
$400,000  and  afterward  reduced  to  $200,000;  $50,000  was  rralised 
as  premium  on  the  new  stock  issued.  On  April  1.  1906,  $200,135 
was  added  to  surplus  by  cash  payments  of  stockholders.  la 
1913,  capital  increased  $100,000  (to  $300,000).  and  $69,300  snrphia 
paid  in.  In  1914,  capital  increased  to  $400,000  and  $7,029  surplus 
paid  in.  Conflagration  losses:  Baltimore,  1904.  $3,500;  San 
Francisco,  1906,  $157,000.  Value  of  special  depotdto:  Ore.,  $25,000; 
Va..  $14,880;  Ga.,  $10,200. 

DIRECTORS:  Theo.  F.  Hicks,  William  B.  Lloyd,  W.  L.  Perrtn, 
D.  L.  Morrison,  Chas.  D.  Ross,  E.  B.  Wyooff,  George  A.  Viehmann. 
J.  L.  Parsons,  Henry  C.  Brummell. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  W.  Alver- 
son,  manager,  San  Francisco,  Cal.,  for  Cal.,  Ida^  Mont,  Ore., 
Aril,  and  Wash.;  T.  J.  In^pun,  general  agent  for  Va.:  Fired  C. 
fl**"*"",  State  agent  for  Mmn.:  Oun  L.  Pattilo.  Dallas,  Tex.,  gen- 
eral agent  for  Tex.;  Fish  ft  Schullcamp*  Madison,  Wia^  atate 
agents  for  Wis.;  Harry  S.  Kaufmann.  New  Orleans,  l4u  state 
agent  for  La.  The  company  operates  in  Ala.,  Cal..  Oolo^  Connn 
Fla.,  Ga.,  Ida.,  HI.,  Ind.,  la..  La.,  Md.,  Mass.,  Mich.  Minn^ 
Mo.  Mont,  Neb..  N.  J..  N.  Y..  N.  C,  0.,  Ore  Pfc.,  S  C.  Ter, 
Va..  Wash..  Utoh  and  Wis. 


NEW  HAMPSHIRE  FIRE  INSURANCE  COMPANY,  Manchester,  N.  H. 

President  F.  W.  Sarceant;  Vice-President  Walter  M.  Parker;  Treasurer,  N.  P.  Hunt:  Secretaries,  F.  £.  Martin.  L.  W.  Oo^ett. 

Wm.  B.  Burpee;  Assbtant  Secretary.  Geo.  A.  French.    Organised,  1869. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Lossea 

YWLK 

Assets 

Premiums 

Surphis 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1915 

$6,515,829 

$2,738,147, 

$2,006,945 

$2,809,274 

$3,061,252 

$1,543,859 

$135,000 

$1,122,310 

$2,801,169 

$1,458,204 

1914 

6,350.079 

2,569.137 

1,726,714 

2.749,893 

3,013.095 

1.549.696 

135.030 

1,073,083 

2.757.809 

1.674,048 

1913 

6,250,527 

2,421,865' 

1.703,434 

2,422,001 

2,700,302 

1,271.483 

134.970 

931,188 

2.337.641 

1.254.S43 

1912 

6,097,887 

2,185,607 

1,700,761 

2,315,200 

2.557.402 

1,247,634 

120,000 

899,943 

2.267.577 

1,282.257 

1911 

5.725,809 

2.090.607 

1,654,505 

2.252,198 

2,491,415 

1.292,584 

120,000 

863.672 

2.276.256 

I.25a464 

REPORTS  OF  FIRE  INSURANCE  COMPANIE 


NEW  HAMPSHIRE  FIRE  INSURANCE 

t«ni.DK.Sl,  1>U.  LiuiLmmDM.lI,l«lS. 

MotUt tlM.I»0  LcvaiupuM tm.Oll 

ll«~.l«.  KMO  UnancdEn^....    1738.147 

.    M76J1«  Diridtni 07,900 

«I,MH  Otbtc  latiEtiia  . . .       lfl)JM 

IM.471  — 

11.774       TntalBiliilitiM...  tS.IU.su 

Il.TlS  C*[ital  Hid  np. . . .    I,>».0aa 

"Mimpliii 1««.HS 


USSS  AND  PREMIUMS:  Pin  rkki  in  lum,  Dsmlw  SI. 
MLmm  VRWanii  Uwm.  tl.tOI.ITT. 

■USENnS  SINCE  ORGANIZATION:  Pnmiim  nsHTad. 
tMHUn;  Inwa  ftii.  tlT.at8.m:  drridsdi  ^dtni.  cmk. 

KEAL  ESTATE  OWNED:   t^twtem  t  vcurtleg  is  Mw- 

tJMg.  H.  H.  FiBiM  qg.  Be  P»d,  AAmm  Oit.  Khl.  ud 
»atg.hnl(](-Udei«dtia.OOOiiiip*ristnliBtioD.  Tbe 

n^  IMS  art  Uw  MDBur''  tU  oSn  bulifiiic.  nhied  ■( 
BUttL  Hd  ito  B>*  kw  ottn  hdliE^  nliMd  U  lUO.OOO,  but 
■M  Ml  t&tOOO.    Tba*  *n  BO  UKoBbniKH. 

HORTGAaS  LOANS:  Tb«  in  fi  kiu«  Hv^tmi  tSt,Ua 
nMid  hf  j«pr«iM  in  MJMial^  MusGmw.  N!  H,  ud 

n^R^  nlnad  id.  ill  il  (IIUOO;  ud  ipoi  wliigh  Uh 

mtmljItBtetdtMOO. 

K»IDe  AND  9TOCE3  OWNED:  Fw  Mutot 

Bom.  Vitoe.  Vihm. 

lufapuHtOcFT,  1  w,4H%.  lus..  turn  tia.3K 

F.lQo>,R».t%.  IMS. TS.IMO  SUOO 

Atoa.  0,  B^  rtnat.  4H^  1M«. . .  laooo  M.JOO 

t&^,N.T.,i(.iBp,4H%.IH3  ...  26,000  IS.7M 

Wtrnn.  m,  inpw  m..  4%.  I»M.  . .  1I.H0  n.su 

htagn.lUt«Hl.liL.nc-t%.l»g  lt.00O  H.UO 

liWiMia.a   r«|,4%,lga 10.000  9,700 

B«i>.KK.v.lL.ni,4%m7....  11,000  MJH 

Bw.  Mm  .  MM.  |i«|i.  t^.  t%.  inr  11.000  14,700 

MlD.  K.  V.  iLnm.  nc,  1%,  ItBl.  11.000  lUiO 

riBbiJp.  Ilf.  t%.  IMS 10.000  10.100 

f>rMMl,0.Cuh.hii»,4M%.IMS....  lt,DDO  1I,7M 

C;^H.|.«U_4'5.IW» (,000  1.0M 

[khTa.iM.iib.iin|i..t%.lM7  .  10,000  17.800 

MAM.*lt.4%.ig«..... IftODD  »30D 

Noft.B.d»,«4%.ia40 11.0X1  U.glO 

B.FgRlMd.0l«,Mt.S%,19SI IMOO  IS.7ia 

<%.10M...  lOOOO  10.300 

-..-.J,IM.,'<M5L1MI....  KOOO  1S.7M 

ar,MiL.M|k,4%.i«H luna  umo 

-•— iS»,M<L,«.dlt,4W^l»J3..  .  11.000  I1.1M 

bMCIlr.Uo.nt.-ki..4%.l»M..  10.000  »,T00 

glrtW».H.a.-r  bi,  4",.  1W3  ..  WOOD  10.000 

llmlm.  »■»,  Bd.  rf  Ed,  ♦%.  19J7. .  10.000  ST.OOO 

liliiilii,r»,»..4'-i':c.lBM    ...  11.000  11.410 

lfMIIHuhlCiill„  ,c„  4ro  LH20 11.000  14.700 

■■*»ll.a.r,4"J.IMI  -             ,.  11,000  I4.««a 

Ki*>an  T(M.(t.  4H%.  IH3 11.000  14,700 

Ert»7Bt.Dii,B.C,4W%.lM0...  10,000  0.M0 
Kt*  Bnu.  CoML,  nt.  U  10th  »., 

_4\l». 10,000  0,700 

NMl.n.C>iu.a.  Iii..4%.10»....  11.000  M.700 

S- 1.  Ci.  t».  ,a.  nt-  4%,  IBM 10,000  »,M0 

;.  T  ^,  qmV,  B_  4W%.  1»7 SftOOO  31,500 

J.  I.  Cr,  I.  n.  tp,  Kk,  o..  4M%.  H6S  ao,ooo  21.000 

ll»lirt.(»iuiii,(.lM-«.4%,1061  Saooo  50,000 

talii.Ncfc.nt.^i,4M%.lMl.,..  >1,000  21.210 

h«oii«.l.U»,4%.li60 30.000  18,800 

hnk«d.  Oit,  ml.  to,  8%,  IMJ tl.0DO  2S.2M 

hWwrtA,  Vb_  ■,  4M%.  1«0 10.000  »,700 

FiiMiliiiu  R.  L,  ■.  to,  nf,  1%.  1011.  30.000  19.400 

^litfaw  Co,  N.  H..  4%,  1011 1.000  1.000 

fliBf-,  la*,  tc.  4%.  19M 10,000  9.700 

■jW  Ifaa,  ^mK  4%.  IWO KDOa  10.000 

fcmi^BirtM,  CkL,   wmt.   rtt  at, 

tWVlW , 10.000  18.810 

f^«rfr.  N.  T,  «,  nc  4M%,  ino  10,000  10.300 

J^  Wi*j  «,4MW,  1«7 IftOOO  9.000 

S-tabjil.c.K.iSi,4M%,i»ai.  10.000  B.S00 

JmfcH  Hk.  r^.  ■).  b,  4%.  1*17  31,000  34,710 

^*^0•i^.*Wi.tm iMDo  11.300 

f.T.t8LKR)>.(ii.B,4%.ini  ..  MOOD  4U0a 

fC.LR.R.<BLtr,L7*N.4%,ietl  laoOO  43.000 

■■A0.R.B,CT.^m%.lS3g 0.000  1,700 


COMPANY.  Manchester,  N.  H.— Continued. 

OwiMt-CMt  PU  Utiket 

Vilua.  ViliH. 

D.  <  A.  K.  H,.  ca.  r.  m.,  4'!^,  isol 10000  8.10O 

B.  4  A.  R.  R,  M.4.  Bn,  I  Iii..l%.  IBS7  Jl.OOO  W,100 

BoMon  A  Me.  R.  R,  4^1,  lOM 11.000  lO.OOO 

B,  n.  A  P.  By.  !».  D„  m%.  1U7 10.000  (.300 

Cm.  B.  Rt,  k  b.  I..  1%.  IHl UDOO  la.MO 

CuL  R  a.  of  K,  J..  VI.  B,  1%.  1007, .  11,000  30,000 

ClML  A  O.  Ry..  1  «.  m,  8%.  1SJ«. . . .  11.000  M.TW 

C,  B.  A  Q.  R.  R.,  Dot.  Ei..  1%.  im  u.ooo  13,180 
C,  B.  4  a  R-  R.  in.  K«..  '■  m..  i^ 

„3H%.  IMS 40,000  3J.300 

C,  lDd.4L.RT~r.m,  0%.  1947 20.000  21.KW 

C,  Ind.AURy.,  tii.m.1,3%.1910...  MOOO  10.300 

C,M.4BlP.Rr..iiL»,ah%.HM.  21.000  I0.7W 
C  M.  4  at.  P.  Rr.  e*.  (s.  4  r.  m,  1%, 

1O14-1020 12,100  13.110 

C,  M.  4  Bl.  P.  Rr.,  d.,  4%,  1034  11.000  32.100 

C.  M.  4  94,  P.  Rjr..  CT.i.  1. 4M7o,  I»S2  1S,000  18,180 

Chi.  Jc.  R.  R..  1  ■.. 4%.  letl MlOOO  10,100 

C,  B.4C.  R.  R,»lm,  1%.1K8....  10.000  0.800 

C,  CnC.41.  Ry,  en.  CI.  n,  6%.  lOU  29.000  38,000 

C.  4  a.  R  R.  I.  m..  6%.  1918  ....  tOOOO  19.100 
C0O.4CLR.B.  Lm..  I'^c.  1H4  ...  tO.OOO  19.400 
CoB.4Maal.E  R.  1  m,.  1<"c.  IBM...  100.000  B5.000 
Coo.  4  Mggt.  R  K..  d..  31,-^,  1930  ...  19.000  32.000 

Ciiii.4Moiit.R  ll.d.  I'o  IBM 40,000  38.000 

Cobb.  A  Pw.  Rv  [I  R     I  m..  4'^„  1«4S  28,000  32.880 

D.  4  H.,  o.  d,  .■  .  IIH.,  ...  12,000  11,700 
D.4H.,o.(.(i  :,  [<>;■<  ...  17.000  17.180 
D.4H,11ii.b|  1',  If-  ...  3aoOO  3«.tOO 
ntcbhuTf  R.  R..  I  ..  I'l:':  .  ...  40.000  34.000 
Od.  Rpi..  B.  4 1-  K  H.\,r.:  ..  IBM.  8.000  t.0«0 
lU. Cot., eq. It  V,.  .  I'l:  .  .  12.000  11.780 
lBd.48^L.B.i:  i  :„  7  niii  ...  18,000  18,180 
Khw  City  Tjii    Ki  .  I  r>,  .  Ten..  *%, 

19(0 29,000  21100 

Kotoeky  CnL  R;.,  1  iHh  4%.  1BS7..,.  29.000  31.100 

L  8.  4  M.  9.  Ry..  d..  4%.  1028^1 91,000  41,010 

MucK  Vil.  Toi.  Rjr,  In,  1%,  1041 .. .  39.000  37.410 

M.  4L.RR,4%.I911 29.000  12.000 

Mkh.  C«ot.  R.  R.  d.,  4%.  1029 20,000  17.300 

«,8t.F.4  8.SI..M.Bj',l«.BL.4%, 

IBS8 10.000  18.100 

Md.  Pu.  By   iilD,«7i.l»0 10.000  0,800 

Moot.  Cat  H*.  I  m,  9%.  IB3T. 21.000  18,760 

N.  Y.C.R.R,eT.d    1%.19JS 10.000  91,000 

N.  r.C.AH.  R.R.R.,  d.,  4%.ia34...  10,000  BJMO 

N.  r.  C.  4  H.  R.  R.  R,  B.  4  A.  R.  R,  "^ 

«.B..4Wp.I929          19.000  14.000 

N.  ?.  C  L,  «l.  n.,  8%,  1*19, 3A00O  20,400 

S.  Y.,  N.  B.  4  H.  R.  ft..  DT.d,  (%.  I»48  18.200  30.74S 

N.  Y.,  N.  H.  4  H.  R  R,  «».  d.,  3H%.  *  ^ 

IB9( 10.100  11,711 

N.  Y,  N.  H.  4  H.  R  R,  H.  Ri.  4  PL 

Cb«tv,lm.4%.ie94 K.OOO  14.110 

NO.PM..&.N  Rv,«,4%.l»21...  170.000  184.800 
No.  Pk.  Ry,  3l.  P.  4  D.  DIt,  n,  1%, 

19B«..^ 29,000  HOOO 

Nor.  4  Wor.  R.  R,  d,  4%.  1117 11.000  13J00 

On.  S.  L.  R  R,  r.  m,  4%,  1920 10,000  9.000 

On,  S.  L.  Ry.  1  m..  t%.  1922 20.000  31.300 

On.  B.  L.  Rr,  tL  t  ■,  8°^  1948 21.000  30.000 

PeoM,  «oL  tr,  4%,  1931 10.000  18.400 

P.  4  a  R  R,  1  m,  4M%.  1017 10.000  10,800 

R.-ff,iiol.lI,4%.l<MS I0.0OO  91400 

R.U,Pri«»T«.R»-lB.,9%,1917..  10,000  8,800 
St.  U  I.  Ml.  4  3.  Ry,  Rr.  4  Q.  Din. 

1  m..  4%.  198) ,.  20,000  U.OM 

Butlinn  Co.  R.  R.,  1  m,.4%.  1924 29,000  22.100 

Ttu.R.RAm.  Bt.L,lci.ic.,l%,10H  21,000  21.210 

T,  Bt.  L.  4  W.  R.  R,  m.  to..  8)^^^,  1929  21.000  20,310 

Va.  Pm.  R.  R,  I  a.,  4%,  1047 10,000  9.300 

Utoh  4  N.  Rj.,  1  m,  4%.  1933 12.000  10,920 

Vicki.  4M.R.R,lD..  1%,192I 29.000  24.790 

WoitEndSl.  Rj.,  4M%.I913 21,000  33,290 

Wii.  Cenl.  Ry.,  I  in.  m,  4%.  10*9 29.000  21.900 

Aduu  Eipiai.  ul.  tr.,  i%.  1948 28,000  20.290 

AdMuEipronwl.  tr,t%.m7. 20.000  18,800 

AsKT.  Looo..  (.  a..  1%.  1917 90.000  49,100 

Adv.  T1.  4  Ti.,  coL  Ir..  4%.  1B20 99,000  48.400 

Amct.  TL  4  Tf ,  or..  4L:^r.  1933-29 ....  14.000  14,190 

fiorlto  MUk  IB,  i%,  I930-31 80.000  48,100 

CfcOifcN.Y.ov.ii..  8%.1»20-18 7.500  9.300 

On.  Bl..|.d,5%,1913 1.000  1,010 

CI.Norti(niPi|ier.  Im-STt.  1937. ,,,  IftOOO  11.000 

iij.  stdd.  g.  d,  »k?i,  mo 10.000  8.800 

Mtncbeslcr  Tc„  Lt,  4  Paw,  a.  I  m, 

1%.  1911 . .  100,000  10O.O0O 

M™  fl«if.(i^%.|92B     10.000  47,500 

N.J,9%.19S9 20.000  1S.800 
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NEW  HAMPSHIRE  FIRE  INSURANCE  COMPANY.  Manchester,  N.  H,— Continued, 


BOMDB  AND  StOCKB  OwNSD.— Cotlt. 

Bonds. — Cont. 

Minn.  Gm  Lt..  1  go.  m.,  5%.  1930 

N.  Eng.  Tl.  &  Tg.,  g..  5%,  1932 

Peoples'  Gas  Lt.  &  Coke,  Chi.,  r.  m. 

5%,  1947 

Un.  FrmU  b-  f..  g.  d„'iH%i  1925'. '.'.'.'.'.. 

U.  S.  Steel,  2d  m.,  5%.  1963 

Utah.  col.  tr.  g.  n.,  6%.  1917 

Western  Tl.  k  Tg.,  col.  tr.,  5%,  1932. . . 
Western  Un.  Tg.,  ool.  tr.,  5%,  1938 


■  ■  •  ■  < 


Stocks. 

A.,  T.  &  S.  Fe  Ry.,  com 

-\..  T.  ft  S.  Fe  Ry.,  p 

B.  a  0.  R.  R.,  conL 

B.  ft  0.  R.  R..  p 

IS.  A  A.  Xv.  rv ■ 

B.  ft  M.  R.  R..  com 

B.  ft  M.  R.  R..  p 

Chi.  Gt.  Western  R.  R..  p. . . 

Chi.  Jet.  Rys.  ft  Un.  Stk.  Yds.,  p 

Chi..  Mil.  ft  St.  P.  Ry..  com 

Chi.,  Mil.  ft  St.  P.  Ry.,  p 

Chi.  ft  Nwn.  Ry.,  com 

Chi..  R.  I.  ft  Pac.  Ry..  old  stk 

Concord  ft  Montreal  R.  R.,  Class  1 

Concord  ft  Montreal  R.  R.,  Class  2 

Concord  ft  Montreal  R.  R..  Class  4 

Delaware  ft  Hudson 

Fitchburg  R.  R..  p 

Gt.  Northern  Ry..  p 

Illinois  Central  R.  R 

Mune  Central  R.  R 

N.  I .  V/.  ft  n,  K.  K.  K 

N.  Ym  N.  H.  ft  H.  R.  R 

Northom  R.  R.,  N.  H 

Northern  Pacific  Ry 

Norwich  ft  Worcester  R.  R..  p 

Pemigewasaet  Valley  R.  R 

X^  CUXltt*  XV«  XV  •   ■«■••••■■••«••>•*•••«••• 

Pitts..  Ft.  Wayne  ft  Chi.  Ry 

Sunoook  Valley  R.  R 

Southern  Pacific 

Union  Pacific  R.  R.,  p 

Exeter  Bkg.,  N.  H 

First  NatTBk.,  Concord,  N.  H 

First  Nat.  Bk.,  Peterborough,  N.  H 

Laoonia  Nat.  Bk.,  N.  H 

Lancaster  Nat.  Bk.,  N.  H 

Merchants  Nat.  Bk.,  Manch..  N.  H 

Pemigewasset  Nat.  Bk..  Plymouth,  N.  H. 

Adams  Express 

Amtdican  Express 

Amer.  Sugar  Refining.,  p 

Amer.  Tl.  ft  Tg. .  •. 

Amoskeag  Mfg..  Manch.,  N.  H.,  com — 

Amoskeag  Mfg.,  Manch.,  N.  H.,  p 

Consolidated  Gas,  N.  Y 

General  Adj.  Bur..  N.  Y 

Laconia,  N.  H 

Manchester.  N.  H..  Gas  Lt 

Mass.  Gas,  p 

Nashua  Caro,  Gummed  ft  Coated  Paper, 
p.,  N.  H 


Par 
Value. 
150,000 
25,000 

10.000 
25,000 
20.000 
25.000 
16,000 
25,000 


10,000 

20,000 

10.000 

10,000 

20,000 

30.000 

10.000 

27.500 

20,000 

50.000 

50,000 

137,500 

8,300 

15,000 

2.500 

50.000 

50.000 

10,000 

35.600 

80.000 

20.000 

30.000 

125,000 

32,300 

13,000 

20.000 

5,000 

26,000 

151,250 

20,000 

4.000 

18,900 

50,000 

1,000 

8,000 

5.000 

2,400 

5,000 

13.000 

6.000 

10.000 

20,000 

50,000 

68.000 

147.500 

85,000 

3aooo 

300 

2,|00 

2.100 

30,000 

10.000 


Market 
Value. 

148.000 
24,750 

9,900 
23.500 
20.400 
24.000 
15,520 
24.750 


10,600 
19.400 

9.300 

7.500 
37,000 
10.200 

3,900 
10,175 
20.400 
48.500 
66,000 
182.875 
495 
13,500 

2,325 
46.500 
75,000 

7,400 
44.500 
84.800 
32.000 
29.400 
135.000 
23,902 
12.350 
23.200 

7,300 

25.480 

172,425 

31,000 

1.600 
19,069 
40,000 

1,500 
25.600 

6.250 

2.400 

5.750 
17,660 
12.000 
14.300 
25,200 
58,000 
85,000 
94.400 
83,300 
42,600 
300 
240 
13.125 
24.900 

7.000 


Bonds  and  Stocks  Ownnd. — CotU, 
Stocks. — ConL 

National  Biscuit,  p 

National  Su^  Refining,  new , 

N.  H.  Securities,  Manchester,  N.  U 

Pemigewasset,  Plymouth,  N.  H 

Pullman  Co 

Sanborn  Map  Co 

Southern  Adj.  Bur.,  Atlanta.  Ga 

Underwriters'  Salvage.,  Chicago 

Underwriters'  Salvage,  N.  Y 

Wells,  Fargo  ft  Co 

Western  Adj.  ft  Insp.,  Chicago 

Western  Un.  Tg 


Par 

Market 

Vahie. 

Value. 

20.000 

24,600 

$10,000 

19.200 

500,000 

500,000 

6.000 

3,000 

6aooo 

97,800 

1.000 

2,000 

200 

200 

1,000 

1.000 

400 

400 

5,000 

6,500 

100 

100 

10.200 

8.670 

Totals  (book  value,  15.051.057) $5,664,825    $5,676,319 


MISCELLANEOUS:  Capital  increased  in  1882  from  $250,000 
to  $500,000;  in  1888  to  $600,000;  in  1891  to  $70a000;  in  1803 
to  $800,000;  in  1896  to  $900,000,  and  in  1897  to  $1,000,000; 
in  1907  to  $1,100,000;  in  1910  to  $1,200,000,  and  in  1912  to  $1,350.- 
000.  Conflagration  losses:  Baltimore,  1904.  $414,491;  San 
Francisco,  1906,  $455,340.  Values  of  special 'deposits:  Georgia, 
$10,400;  Virginia,  $55,000;  N.  C.  $27,500. 

DIRECTORS:  Nathan  P.  Hunt.  Walter  M.  Parker.  Alfred 
Quimby,  Frederic  A.  Faulkner,  Herman  F.  Straw,  Frank  P.  Car- 
penter, Henry  E.  Bumham,  Roger  G.  Sullivan,  Frank  W.  Sargeant, 
Thomas  R.  Varick,  Warren  Brown,  William  H.  CadweH  Arthur 
M.  Heard,  Harris  M.  Shaw,  Benjamin  A.  Kimball,  Orton  B.  Brown, 
Samuel  K.  Bell.  George  P.  Crafts,  William  F.  Richards.  John  A. 
Fisher.  Geo.  W.  Fowler,  Aretas  B.  Carpenta,  Franklin  Worcester, 
Arthur  W.  Howison. 

FIELD  MEN  AND  TERRITORY  COVERED:  Gilman 
McADaster,  specnal  agent  at  home  office,  J.  D.  Smart,  special  agent 
a^  home  office;  A.  L.  Bliss,  special  agent,  20  Kilby  st.,  Boston,  Mass., 
L.  W.  Thompson,  special  agent,  New  Haven,  Conn.,  for  New  Ens- 
land;  W.  A.  Quip^,  Phila^  Pa.,  special  agent  for  suburban  Phila.; 
E.  S.  Joseph,  Hanisburg,  Pa.,  special  agent  f(^  western  Fa.; 
Smith  M.  Wilson.  Pittsburg,  Pa.,  special  agent  for  western  Pa.; 
John  W.  Wood,  Buffalo,  N.  Y.,  special  agent  for  western  N.  Y.; 
Frederick  Peters,  Fishkill,  N.  Y.,  epeaaX  agent  for  eastern  N.  Y.; 
Frank  Bancroft,  E.  Orange,  N.  J.,  special  agent  f<x-  N.  J.;  W.  NC. 
King,  Atlanta.  Ga.,  and  John  J.  McKay,  Macon,  Ga..  managers 
South  AUantic  department,  otnnprising  Ga.,  Fla.  and  Ala.;  D.  E. 
Witt,  Lynchburg,  Va.,  spe^  agent  for  Va.,  N.  C,  S.  C;  A.  D. 
Veaton,  Oshkosh,  Wis.,  special  agent  for  Wis.;  M.  S.  Moore,  Terre 
Haute,  Ind.,  executive  special  agent  for  Ind.,  Ky.  and  Tenn.; 
Wm.  R.  Drake,  Terre  Haute,  Ind.,  spedal  ajgent  for  Ind.,  Ky.  and 
Tenn.;  F.  S.  Chase,  Bloomington,  lU.,  special  agent  for  HI.;  Fred 
J.  Santer,  Chicago,  111.,  manager  for  Cook  Co.,  111.;  R.  W.  Miller, 
Webster  City,  la.,  special  agent  for  la..  S  .D.  ft  Neb.;  Geo.  K. 
March,  Hillsdale,  Mich.,  special  agent  for  Mich.;  S.  J.  Horton, 
Kansas  City,  Mo.,  special  agent  for  Mo.  and  Kan.;  A.  E.  White, 
Denver,  Colo.,  special  agent  for  Colo.,  Mont.  Utah  and  Wyo.; 
Aaron  W.  Jones.  Coliunbus,  0.,  special  ag^t  for  0.;  J.  H.  GoaneU, 
Minneapolis,  Minn.,  special  agent  for  Minn,  and  N.  D.;  A.  T. 
Bailey,  San  Francisco,  Cal.,  manager  for  Cal.,  Ore.,  Wash^  Mont, 
and  Utah.;  John  A.  Whalley  ft  Co.,  Seattle,  Wash.,  state  agenta 
for  Wash.;  Treaevant  ft  Cochran,  Dalfais.  Tex.,  general  agents  for 
La.,  Tex.,  Ark.  and  Okla.  The  company  does  busmess  in  all  the 
states  and  territories  of  the  Unitea  States  except  Alas.,  Aria. 
Ida.,  Nev.  and  N.  M. 


NEW  JERSEY  FIRE  INSURANCE  COMPANY,  Newark,  N.  J.§ 

Preadent,  Geo.  A.  Viehmann;  Vice-IYeBidents,  Edmund  Eugene  Sargeant,  A.  E.  Hartoom;  Secretary,  Gresham  Ennis. 

Organised,  1910. 


Ykab 

Assets 

Unearned 
Premiums 

Net 
Surphis 

Net 
Premiums 

Total 
Income 

Loesefi 
Pkid 

Dividends 

ExpeosM 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 

$1,651,279 

t32Q.002 

$221,087 
326.658 
404.115 
430,143 
245,636 

a$95,192 
707,487 
663,375 
612,636 
298.666 

$642,618 

812,238 

t828,192 

*1,021,674 

♦576,733 

a$356.178 

423,868 

405,101 

189,826 

18.775 

$676,831 
329.628 
328.984 
279.721 
120,008 

$1,033,009 
753,496 
734,085 
469.547 
138,783 

$314,828 

1914 

2.061.872,        608;631 
2.076,8371         S47.744 

43&0G6 

1913 

405.858 

1912 

1.914.929 
838,772 

462,640 
159,216 

243.861 

1911 

33.004 

*  Includes  $296,000  mitial  surplus  paid  in  in  1911  and  $381,627  additional  in  1912.       t  Includes  $76,530  surphia  paid  in.  and  $11,627 
reoeived  from  organisation  board.        a  Includes  $15,924  marine  premiums  and  $9,450  marine  losses. 


(  TVansaots  both  fire  and  marine  busness. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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NEW  JERSEY  FIRE  INSURANCE  COMPANY,  Newark,  N.  J .—Coniinued. 


Amveb,  Dw.  31, 1915. 
Ralotate t265^2 


Mortgage  lout. 

Guh 

Agents  bubiMcs. . 
IntcRStiod  rents. 
Otkri 


Tot>l 


71S.530 

413,833 

131.293 

M.430 

14,006 

11.613 


LuBiUTUS,  Dm.  31, 1915. 

Looea  unpaid S<)9,927 

Unearned  nenu....       329,092 
Other  fiaUfities 31.172 


Total  liabilitaes...     $430,102 

Capital  paid  up 1.000.000 

Netsorplus 221,087 


$1.651«279       Total •1.651.279 


Uadsvriting  hm,  $191,434;  xoTestment  profit,  $28,452. 

RISKS  AND  PREMIUMS:  Kre  riaks  in  force.  December  31. 
IMJ74,1S3:  premiazns  thereon,  $622,896;  marine  and  inland 
nan  id  foree,  $2,408,903;  premiums  thereon,  $17,177. 

BUSIXBSS  SINCE  ORGANIZATION:  Praniums  raoeived. 
S21347.356;  lonea  pud,  $1,355,755. 

EE.4L  ESTATE  OWNED:  Conaista  of  an  S-story  fire-proof 
baSdk^  at  3^-40  Clintoo  at..  Nevaric,  oceupied  for  office  pur- 

POSL 

MORTGAGE  LOANS:  There  are  89  loans,  ranging  from 
tSaOQ)  to  $324)00  in  amount,  and  aggregatinft  $718,539,  secured 
fay  woKrtKs  in  Montclair.  ntanie,  nunfidd,  Ruthoford,  Carls- 
st»k  little FahL  Ridgewood.  Astvory  Psrk.  Atlantic  Highland, 
West  Onagt,  Pbrth  Amboy,  New  Brunswick,  Fanwood,  Murray 
m  Park.  East  Orangp,  Red  Bank.  Clifton.  Lakenew.  North 
.\iiagten.  Gin  Ridge.  Fklindes.  Long  Branch,  Boonton.  Nutl^. 
Skort  KOa.  Sooth  Orange.  Irvington,  Bloomfidd.  Ocean  City. 
MiSfcvB  aad  Newa^  N.  J.,  valued  at  $1,429,315.  the  company 
tvidbg  1885.900  of  inmianee  on  the  buildings.  There  was  $3,032 
of  Interest  past  due  on  Dee.  31.  last.  The  largest  k)an.  $32,000. 
9  pntfectDQ  by  the  apartment  house  at  N.  Burnett  and  Williams 
KB,  East  Oruge,  TaJued  at  $65,000.  and  insured  for  $40,000. 

BONDS  AND  STOCKS  OWNED: 

BOKDS. 

iAcry  Pkrk,  N.  J,  imp..  1947,  m%. 
Athstk  City.  N.  J,  wat.,  1941,  4H%. 

Bayone,  K.  J.,  f^  1928.  5% 

BajwuK.  .v.  J,  ae,  1930.  4^% 

CipeM^.  N.J,  map,  1942.  5% 

Jesqr  Cfty.  N.  J,  ac,  1961,  4»4%. . . . 

Jsaey  GSty.  N.  J,  bos-,  1935.4% 

-Vcrok,  .V.  J,  wBt,  1^22.  4% 


Ke«  Bnumiek.  N.  J.,  se.,  1053^,  4^% 
Oraa^  X,  J,  man.  eL  It.,  1960.  4%. . . . 

?MBK..\.J,hoa,193<,4% 

PttifsoB.  X.  J,  sc  1940,  4H% 

5«tk  Asfaoy.  N.  J.,  ar.,  1945-16,  5% . . . 

TmjiqB,N.J,se,  1941,  4H% 

T.'catiB.K.J^r.,19ia,4% 

TrwtoB,N-.J,r,  192L4h% 

&a3Cb.N.J,hoa..  1949,4% 

Bid«eCo,N.J,pk,  1950.4% 

Mid.dleaa  Co,  N.  J.,  big.,  1932^.  4^% 

iBca  Co,  S.  J,  hoa,  1941,  4  H% 

Bk»ridiN.J,f,  1921.4H% 

BooataoEL,  N.  J,  g.  m.,  1942, 5% 


FV 

Market 

Vahie. 

Vahie. 

$2,000 

$2,000 

1,000 

1.040 

5.000 

5.350 

5,000 

5,160 

10,000 

10,600 

10.000 

10.100 

5,000 

4.900 

5,000 

4,950 

5,000 

5,300 

5.000 

4,700 

8.000 

7.780 

5,000 

5.250 

5.000 

5,400 

5.000 

5,250 

5.000 

5.000 

5.000 

5.050 

10.000 

9,800 

10,000 

9.500 

10.000 

10.100 

10.000 

10.300 

10.000 

10.100 

10.000 

10.000 

% 


BoiCM  AND  Stocks  Owmn. — ConL 
BoNDB.— Con». 

E.  ft  T.  R.  R..  1  m,  1962,  5% 

Mercer  Co.  Tc,  1  m.,  1944.  5% 

N.J.  ft  No.  Gas,  1  m..  1952.  5% 

Pub.  Service  Cp.,  N.  J.,  gn.  m..  1959, 5% 

Shore  Ltg.,  1  m.,  1951,  5% 

N.  Y.  C.  A  H.  R.  R.  R,  m.  g.,  1997,  ZH 
N.  Y..  S.  ft  W.  R  R,  gn.  m.,  1940.  5"^ 

Penna.  R  R.,  cs.  m.,  1960,  4M% 

Stockb. 

Atoh.,  T.  A  S.  Fe  Ry 

AtL  Coast  L.  R  R 

B.  ft  O.  R  R 

Bklyn.  Rapid  Transit 

Great  No.  Ry.,  p 

Lehigh  Val.  R.  R 

L.  ft  N*  R.  R 

Norfolk  ft  Western  Ry 

Penna.  R.R 

Pitts.,  C.  C.  ft  St.  L.  Ry 

Pitts.,  C.  C.  ft  St.  L.  Ry..  p 

Reading  Co 

Southern  Padfic 

Essex  Co.  Nat.  Bk..  Newark.  N.  J. . . 
Merchants  Nat.  Bk..  Newark,  N.  J. . 

National  Newark  Bkg 

Union  Nat.  Bk..  Newark.  N.  J 


Par 

Market 

Value. 

Value. 

$20,000 

$18,600 

10,000 

9.400 

10.000 

9,500 

10.000 

9.000 

15.000 

14.250 

10,000 

8.300 

3.000 

2.640 

10.000 

10.600 

10.000 

10.800 

11.000 

12,870 

10,000 

9.600 

10.000 

8,900 

11.900 

15.113 

10,000 

16.700 

12,000 

15,600 

10,500 

12.810 

9;000 

5.950 

10.000 

8.300 

10.000 

9,500 

10,000 

16.700 

10.000 

10,600 

2,600 

7,625 

2.500 

6,500 

2,500 

9,375 

2.000 

7,000 

Totals  (book  vahie.  $422.866) $373,900      $413,833 


MISCELLANEOUS:  The  New  Jersey  Fire  of  Newark,  N.  J.. 
was  ezaznined  for  license  by  the  Commissioner  of  Banking  and 
Insurance  of  the  State  of  New  Jersey,  as  of  March  18.  1911.  The 
company  then  possessed  a  paid-up  capital  of  $200,000  and  a 
cash  surplus  of  $148,363.  During  1911  capital  was  increased  to 
$400,000  and  $296,000  additional  surplus  paid  in.  In  1912,  capital 
was  again  increased  to  $900,000,  and  $370,000  additional  surplus 
paid  in.  In  1913  capital  was  increased  to  $1,000,000  and  $75,000 
additional  surphu  paid  in. 

DIRECTORS:  Chas.  L.  Auger,  E.  C.  BataiHe.  W.  R.  Codding- 
ton.  Wm.  L.  Douglas.  Edwin  B.  Goodell  Thos.  J.  Hillery.  Rudolph 
F.  Rabe.  David  St.  John,  M.  D..  Edmund  Eugene  Sergeant, 
Frank  Stumpf,  A.  E.  Hartoom,  Frank  Jennin^  Geo.  N.  Seger, 
John  R.  Forster.  Geo.  A.  Viehmann. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  S.  Kauf- 
mann.  New  Orleans,  La.,  general  agent  for  La.;  Reinhardt,Pat> 
tilo  ft  Reinhardt,  Dallas,  Tex.,  general  agents  for  Tex;  W.  W. 
Alveraon,  San  Francisco,  Cal.,  manager  Pacific  Coast  department; 
Seeley  ft  Co.,  general  agents  (or  Wash.,  Ore.  and  B.  C;  H.  H. 
IneaUs,  Chicago.  III.,  neebl  agent  for  IlL,  Ind.,  Mich.,  la.,  0., 
Colo,  and  Utah;  S.  Y.  Way,  Orlando,  Fla.,  special  agent  for  Fla.; 
Langdon  C.  Quin,  Atknta,  Ga.,  specaal  agent  for  Ala.,  Ga.,  Md. 
and  S.  C;  John  R.  Shields.  Newark.  N.  J.,  special  agent  for  N. 
J.,  Pa..  Conn,  and  suburban  N.  Y..  W.  0.  Chapman.  Newark,  N. 
J.,  special  agent  for  N.  J.  The  company  operates  in  Ala.,  Cal., 
Colo..  Conn.,  Fla.,  Ga^  IIU  Ind.,  la..  La..  Md..  Mass.,  Mich., 
Minn.,  N.  J..  N.  Y..  0..  Ore.,  Pa.,  S.  C,  Tex.,  Utah,  Wash.. 
Wis.  and  B.  C. 


NIAGARA  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

IVeadent,  HaroU  Herrick;  Vice-President,  0.  E.  Lane;  Secretaries,  Charles  A.  Lung  and  Wilbur  C.  Smith. 

Organised,  1850. 


Yua 

HIS 
!9I4 
1913  ■ 

mi 
mi 


Unearned 

Net 

Net 

fotil 

Loaaea 

-        —    — 

- 

Total  Ex- 

Losses 

Aaarts       Ptcmiums 

Surplus 

Income 

Paid 

I^vidends 

Expenses 

penditures 

Incurred 

17,726,668     $3,491,217 

$2,799,767 

A$3.484,782 

$3,814,852 

Ul.937.170 

$250,000 

$1,481,538 

$3,668,708 

$1,854,072 

7,439,173       3.682.693 

2.323.733 

8.827.697 

4.148,328 

1.834.096 

250,000       1,574.154 

3,658.250 

1.925,039 

I.914.460'      2.096,428 

2.500.950 

3,284,293 

3,542,684 

1.655.731 

350.000 

1,319,555 

3,225.286 

1.670,913 

iMUK9      2.969.430 

2.664.692       3.174.564 

3,471,764 

1,691.311 

250.000       1.273.319 

3.214.630 

1.680.164 

6.736^192       2,901354 

2,475,199 

3.226.700 

3.500.506 

1.644,310 

200,000 

1.243.089 

3,087,399 

1.675.468 

h  ladadBB  $111,891  marine  prems.  and  $55,111  marine  losaea. 


Aaana,  Die.  31.  1915. 

Mortgage faaaa..  ..  $  551,000 

B«diaaaaloekB...  6,061^30 

9»*        467,024 

Mstababaoa....  612.234 

Ja?«* 40,987 

Otkeraarta 38*521 


Luiiunxs.  Die.  81. 1915. 

Loases  unpaid $304,977 

Unearned prema....    3,491.217 
Other  liabilities ....       130.709 


aj«al $7,790,696 

SpLdep.onrliab..         64,027 


Total  liabilities. . .  $3,926,902 
Capital  paid  up ... .  1,000.000 
Netsurphis 2,799,767 


To<al 


$7,726,669       Total $7,726,669 


Underwriting  profit.  $303,762;  investment  profit.  $422,600. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$687,447,842;  premiums  thereon.  $6,794,341;  marine  and  inland 
risks  in  force.  $5,059,924;  premiums  thereon,  $102,890. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$89,244,722;  losses  paid,  $49,168,298;  dividends  dechired,  cash, 
$5,254,000. 

MORTGAGE  LOANS:  There  are  8  loans,  of  which  the  Urgest 
is  $145,000  secured  by  3  E.  51st  St.,  N.  Y.  (valued  at  $220,000). 
The  others  are:  $60,000  on  442-444  3d  ave.,  N.  Y.  (valued  at 
$84,000);  $70,000onl33^  W.  1 1th  st.  N.Y..  (valued  at  $70,000);  $40,- 
000  on  residence  at  Cold  Spring  Harbor.  N..  Y.  (vaUed  at  $128.< 
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400):  $66,000  on  679  Broadiray.  N.  Y.  (valued  at  $100,000): 
$24,000  on  464  Amsterdam  are..  N.  Y.  (valued  at  $47,500): 
$100,000  on  105-13  W.  55th  at..  N.  Y.  (valued  at  $170,000). 
No  interest  was  overdue  on  December  31,  last 

BONDS  AND  STOCKS  OWNED: 
Bonds. 
Anglo-French  Ln.,  5%.  1920. 


Alberta.  Prov..  g.  d.,  4H%,  1924 
Albuquerque,  N.  M.,  san^ar.,  i\i%,  1929 


Dewdney  Dyking  Dis.,  B.  0.,  d.,  6H%. 

1934 

Canada  War  Ln.,  5%.  1925 

Georgia,  rw.,  4  H%,  1 945 

GoldsboroTN.  C,  5%,  1950 

Manchester,  Va.,  r.,  4%,  1935 

N.  Y.  Cy.,  ep.  stk.,  wat.  sup..  4K%.  I960 

N.  Y.  Cy^  cp.  stk.,  4%.  1986 

Cp.  stk.,  N.  Y.  Cy.,  wat  sup..  3^%,  1954 
N:  Y.  Cy.,  g.  ex.  cp.  stk..  4H%,  1962. . . 

N.  Y.  Cy.,  cs.  stk.,  3^%,  1918 

Cp.  stk.,  N.  Y.  Cy.,  ezt  J^verade  Drive. 


3H%,  1954. 


Cp.  stk..  N.  Y.  Cy..  34%.  1954 

NT  Y.  Cy.,  cs,  St.  &  pk..  3H%.  1918. . . . 
Cp.  stk.,  N.  Y.  Cy.,  const  rap.  trans., 

34%.  1954 

New  York  State,  In.,  hwy.  imp.  ex,.  4%, 

1961-2 
New  York  State,'  PalWdes  Int.  Pk!.'  ex!. 

4%.  1961 

Norfolk.  Va..  ward  imp..  4%,  1936 

Norfolk,  Va.,  5%,  1923 

Portland,  Ore.,  wat  In.,  5%,  1923 

Portland,  Ore.,  Pt.  of,  g.,  5%,  1922 

Richmond.  Va..  4%,  1943 

8e.  Dis.,  Winnipeg,  Can.,  4%,  1943 

AU.  C.  L.  R.  R..  g.,  L.  *  N.  col..  4%.  1952 

Cent.  Pac.  Ry.,  1  r.  g- 4%.  1949 

Chi..  St.  P..  Minn.  &  0.  R.  R.,  5%.  1930 
C.  M.  A  St.  P.  R.  R..  cv.  g.,  4H%.  1982 
C,  R.  I.  &  Pke.  Ry.,  1  r.  m..  g..  4%,  1934 
C.  R.  I.  &  Pac.  Ry..  g.  d..  5%.  1932.  . . 
Kan.  Cy..  Ft.  S.  k  M.  Ry.,  g.,  4%,  1936. . 
L.  S.  &  M.  S.  Ry.,  reg.  g..  4%.  1928. . . . 
Mo.  Pac.  Ry.,  see.  g.  n..  ext..  6%,  1915.. 
No.  Pae.-Gt  N..  reg.,  it.,  C,  B.  db  Q.  ooL. 

4%.  1921 

Southern  Pile.!  cv!  g.,  4%,  1929 

Southern  Pac..  cv.  g.,  5%.  1934 

Southern  Pao.,  reg..  4%,  1950 

Canada  Pern.  M.  Corp.,  d.,  4^%,  1920 
Hackenaack  Wat..  N.  J.,  1  m..  g.,  4%, 

1952 

Ind.  Steel,  1  m.,  g.,  5%,  1952 

linett  ft  Myers  Tob..  g.,  5%.  1951 

PLorUlard,  g..  5%.  1951 

Mortgage  Bond.  N.  Y.,  a.,  4%,  1966  . . . 
N.  yTn.  Y.,  Gas,  EL  Lt.,  Ht.  *  Pow.. 

pur.  mon..  g..  4%.  1949 

U.  S.  Steel  Corp-,  ng*.  s.  f.  g..  5%,  1963 
Stockb. 

A'*  T.  n  0. 1*0  M.  JK.,  p 

A.,  T.  4  S.  Fe  R.  R.,  com 

B.  at  v/.  U.  U.,  p • 

B.  k.  0.  R.  R.,  com 

Chi..  Mil.  A  St  P.  R.  R..  p 

Chi.,  Mil.  A  St  P.  R.  R.,  oom 

Chi.  A  Nwn.  R.  R.,  oom 

Cleve.  A  Pitts.  R.  R 

^J«  Qb«  X^  ■  aVb  aV  •••<•••••*>■•••••■■••••• 
Xn«  vw  £i*  A%i  XV  ••••■*»•••■«*•>■•••••■«• 

N.Y.,L.&W.Ry 

No.  F^.  Ry.,  oom 

Penna.  R.  R.,  com 

PitU.;  Ft  W.  A  ChL  R.  R 

Readmg  Co.,  oom 

R.AS.R.R 


Par 

Market 

Value. 

Value. 

$100,000 

$94,000 

50.000 

46,500 

10.000 

10.000 

15.000 

12.750 

10.000 

10.000 

10.000 

10.000 

20.000 

20.800 

25,000 

28.500 

200.000 

202.000 

82.000 

78.720 

65.000 

56.550 

50.000 

50,500 

40.000 

39,200 

40.000 

34.800 

29.000 

25.230 

14.000 

13.720 

6.000 
75.000 


5.220 
76.500 


25.000 

25,500 

12.000 

11,760 

500 

500 

10.000 

10,200 

40,000 

40,800 

15.500 

14,415 

10.000 

8.000 

150,000 

130,500 

50,000 

43,500 

50.000 

51,000 

23.000 

23.690 

50.000 

33.000 

100,000 

42.000 

75,000 

57.750 

50,000 

47,000 

50.000 

44,500 

100.000 

98,000 

150.000 

133,500 

100.000 

107,000 

50.000 

42,500 

30.000 

30,000 

50.000 

41.500 

50,000 

50.500 

100,000 

101.000 

100,000 

101.000 

24,000 

18,240 

50,000 

42,000 

100,000 

104.000 

300.000 

198.000 

124.000 

133.920 

36,000 

27,720 

267.500 

254.125 

130.000 

390.000 

60,000 

8a400 

50,000 

5aooo 

150.000 

201.000 

10,000 

15.800 

180,000 

232,200 

20,000 

32.400 

30,000 

33.900 

200.000 

234.000 

110,000 

129.800 

10,000 

15.800 

25,000 

41.500 

10,000 

17,100 

Bonds  and  Stockb  Ownbd.— <!!oiu. 
Stocks.— CoiU. 

So.  Pac..  oom 

Un.  P*c.  R.  R..  oom 


Un.  Pac.  R.  R..  p 

Amer.  Ex.  Nat.  Bk..  N.  Y 

N.Y.  Trust 

U.  S.  Mortgage  A  Trust 

Provident  Ln.  Soc..  N.  Y 

Amer.  Car  A  Fdy..  p 

General  Adj.  Bur..  N.  Y 

Intemat  Harvester.,  N.  J 

Inteniat.  Harvester  Corp 

Louisville  Property 

National  Biscuit  p 

PuUmanCo 

Underwriters'  Salvage,  N.  Y. . . 
Underwriters'  Salvage.  Chi.,  lU. 
U.  S.  Steel  Corp.,  p 


Par 

Market 

Vahie. 

Value. 

$150,000 

$154,500 

300,000 

417,000 

100,000 

82.000 

35.000 

73.500 

40.000 

236.000 

20.000 

78.000 

100,000 

loaooo 

50.000 

58.500 

150 

150 

25.000 

27,500 

25.000 

25.M0 

1.400 

350 

10.000 

12.500 

100.000 

165.000 

1.000 

1.000 

500 

500 

200.000 

232.000 

Totals  (book  value.  $6,990,175) $6,226,550  ^16,415.010 


^Securities  as  per  Company's  valuations;  the  item  in  aasete  is 
based  on  Ins.  Dept.  valuations. 

MISCELLANEOUS:  Capital  reduced  in  1872  from  $1,000,000 
to  $500,000.  In  1906  capital  reduced  from  $500,000  to  $250,000 
and  later  increased  to  $750,000  by  sale  of  new  stock  at  200%. 
thus  adding  $250,000  to  capital  and  $750,000  to  surplus;  capital 
increased  in  1910  to  $1,000,000.  Conflagration  losses:  (Thieago. 
1871.  $256,000;  Boston.  1872.  $358.0007Balttmore.  1904.  $275.- 
000;  San  Franciaoo.  1906.  $2,150,000;  Chelsea,  1908,  $23aOOO. 
Vahies  of  special  deposits:  Ga.,  $10,400;  Va.,  $49,730;  N.  M.. 
$10,200;  Can..  $188,500;  N.  C,  $21,400. 

DIRECTORS:  J.  Herbert  Johnston,  Robert  W.  De  Foreat. 
Otto  T.  Bannard,  Henry  W.  De  Forest  J-  Warren  Greene,  Harold 
Herrick,  Henry  E.  Cloe,  Geo.  C.  Howe,  Geo.  W.  Dewey.  William 
B.  Boulton,  Tliamas  Williams,  Johnston  de  Forest  Ethdbert  I. 
Low,  Chas.  Laue. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  L.  Stede. 
manager;  J.  P.  Sindeton,  assistant  manager.  Western  depart- 
ment Insurance  Excnange,  Chicago,  VL  Special  agents,  Western 
department:  David  E.  Jones,  Minneapolis,  Minn.,  for  Minn., 
N.  D.  and  S.  D.;  H.  J.  Zechlin,  Milwaukee,  Wis.,  for  Wis.;  C. 
W.  Good.  Chicaso.  lU..  for  111.;  E.  B.  Viekery,  Chicago,  lU..  for 
Cook  County.  IlL;  J.  B.  Bush.  Kansas  aty.  Mo.,  for  Mo.;  M. 
M.  Hawxhurst  Detroit  Mich.,  for  Mich,  and  part  of  Ont;  W.  T. 
Porter,  Jr.,  (Cincinnati,  for  0.;  D.  P.  Barrett  Indianapolis,  Ind., 
for  Ind.;  W.  F.  Sweaaea,  Kansas  City,  Mo.,  for  Kan.;  Clifford  Watr 
son,  Vinton,  la.,  for  la.  and  Neb.;  G.  S.  Whitford,  Denver,  Cote 
for  (?olo..  N.  M.,  Mont,  and  Wyo.;  W.  H.  McClain.  Oklahoma 
City,  for  Okla.  Edwin  Parrish.  manager  Pacific  Coast  depart- 
ment consisting  of  Cal.,  Ore.,  Wash.,  Utah,  Nev.,  Aria.,  Alas., 
Ida.,  Hawaiian  Is.,  B.  C,  Alberta  and  Saskatchewan;  apeeial 
agents,  Chester  Decring,  Portland,  Ore.,  for  Ore.,  Wash,  and  B.  C; 
R.  T.  Boyd.  San  Francisco,  Cal..  for  central  CSal.;  B.  C.  Fischer 
and  0.  D.  Baldwin,  Los  Angeles.  Cal.,  for  southern  Cal.  and  Aria.; 
J.  A.  Carlson,  Spokane.  Wash.,  for  eastern  Wash.,  eastern  B.  C, 
Ore.,  Ida..  Alberta  and  Sask.;  Clifford  H.  Rice,  Boston,  Maas., 
general  agent  Herbert  H.  Plummer  and  Georae  W.  Hart  qweial 
agents,  for  New  England  States;  Jas.  S.  King,  special  agent 
Rochester,  N.  Y.,  for  western  N.  Y.;  Joseph  H.  Mayers,  special 

rit  Albany  N.  Y..  for  eastern  N.  Y.;  Jas.  Westevelt  Tenafly. 
J.,  special  agent  for  N.  J.;  H.  M.  Benjamin,  Philadelplua, 
special  agent  for  eastern  Pft.  and  Md.;  S.  S.  Grimm,  Pittsburg, 
special  agent  for  western  Pa.;  J.  M.  Price,  q)ecial  agent 
ratchogue,  L.  I.;  Howard  S.  Nulton.  Richmond,  Va.,  apeeial 
agent  for  W.  Va.,  Va.,  N.  C.  and  S.  C;  B.  E.  Dryden. 
Atlanta,  Ga.,  special  agent  for  Gia.,  Ala.  and  Fla.;  Fred  L.  Seunan, 
New  Orleans,  Ia.,  special  agent  for  Miss,  and  La.;  Vemer  Kline. 
Louisville,  Ky..  special  agent  for  Ky.  and  Tenn.;  L.  B.  Lttgh  A 
Co.,  Little  Rock,  Ark.,  general  agents  for  Ark.;  Tresevant  A  Coch- 
ran. Dallas.  Tex.,  genenl  agents  for  Tex.;  Special  agents  for  Tex.: 
J.  G.  Smith  and  F.  A.  NesUt  Dallas;  H.  L.  Houseman.  Paleatina, 
Waller  Acker.  Waxahachie;  P.  M.  Anderson,  San  Antonio.  The 
company  operates  in  all  the  states  and  territories  except  Del., 
and  m  the  provinces  of  British  Clofaimbia,  Saskatchewan,  Alberta. 
Ont.  Manatfl^  and  Quebec  Can. 


NORTH  BRANCH  FIRE  INSURANCE  COMPANY,  Sunbury,  Pa. 

President  W.  H.  Lyons;  Secretary.  Amos  Bloom.    Organised,  1911. 


YnAii 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income     i 

1915 
1914 
1913 
1912 

$517,732 
235,997 
106,337 
130,682 

$145,694 

51,010 

17,132 

3.227 

$73,288 
25.088 
36.174 
27.455 

$212,316 

77,011 

25,518 

4.989 

*$320.994, 

*83.909 

•31.314 

7.074 

Losses 
Pftid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Incurred 

$81,918 

30.794 

3.516 

9.000 
4.000 

$75,401 
31,474 

11,840 
6.651 

$166,319 

66,268 

15,356 

6.787 

$80,869 

30.814 

3,726 

136 

136 

^Exchides  $7,500  surphis  paid  in  in  1913.  $30,000  in  1914  and  $100,000  in  1915. 
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AaHii,I>K.31. 191S. 

MortMelout tl74^75 

Bonkudftocki...  15X067 

Cxh 149.506 

Aaam'bthatn....  8tt.508 

bterert 5,056 


LuLBiumB,  Dm.  31. 1915. 


unpaid 618.750 

Uneanwd  pnmB 145,694 

Other  Ikfaffities....  5.000 


Total  liabOitica. 
Capital  mid  up. . 
Net  aurplUB 


6160,444 

276.000 

73.288 


Total 


6617,732       Total 6517,732 


654313;  inTestineDt  profit.  611,570. 

RISKS  AND  PREMIUMS:  FSre  riaks  in  fora,  December  31. 
S1I3»,«5;  premiams  thereon,  6262.124. 

BUSINESS  SINCE  ORGANIZATION:  PtamiunM  reeehred, 
K19,34:  ksM  paid.  6114,786;  dividendB  declared,  cash.  613,000. 

M0&T6AGB  LOANS:  There  are  49  loana.  ag^recating  6174.- 
STd.  as  bads  tad  boikfingi  in  Sonbory,  Fa.,  and  nashBoring  towns 
nbcd  at  6138.060.  The  eompany  holdi  6168.549  inauanoe  on 
the  baiUiBp.  Ob  Deeember  31,  last,  there  vu  6807  of  intereit 
PMt  dtt. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 
Catavile,  Pk,  wat..  4H%,  1927-29.. 

Fim«,ftu«L^H%.  1934-29 

LKaMgCouPk:.r,3%,1936 

McKwwrt,  Pk,  ac,  4H%.  1930^3. . 

MJtea.Pa..4%,1918 

MffiUTOflle,  PL,  86,4%.  1935 

S.J..Qr,iap.tfc,4K%.  1962 

VY.C7,*r,4H%.19«3 

N.  Y.  (^,  earp.  atk,  4  J4%.  1957 


J»5^f!H.PfE.  4  «,4H%.  1925^ 
VoWi  Cou,  Pk.1  A  imp,  4^%.  1924 

5«A«ii3fc,FB.,L4K%.  1921 

5tti*o^IV,«5,4H%,1924 

TTiocfc  1^16,5%,  1943 

.j:perDaAy,Pa^4H%.1945 

I  t]a.!«.Y^n«.pab.  imp,4^%,  1927-31 

B-*aiLIUc^,4H%,l«33 

Ctaa.4aH.R^eq,4%.1916 

L  M.  A  W.  Fkaa  Ry..  I,  6%,  1940. . . . 
Ka^Cb.  A  P.ft  R.C.ftI,gn.m, 

4-;,  1997 

.*i!ibBiT  ASeL  St  Hy,  I,  5%,  1937. . . . 


Vbx 

Marlcet 

Value. 

Value. 

610.000 

610.100 

3.000 

3.080 

1.000 

910 

22.000 

22.950 

500 

500 

1.000 

090 

10.000 

10.100 

3.000 

3.180 

14.000 

14.840 

2.000 

2.036 

1.000 

1.020 

10.000 

10.100 

2.500 

2,525 

1.000 

1.000 

5.000 

5.250 

10.000 

10.480 

10.000 

9,700 

1.000 

1.000 

2,500 

2,375 

6.000 

4,750 

12,500 

BoMM  AND  SroGxe  OwNND.— Cmi<. 
BoMDS.-~C<ni<. 

Un.  Pm.  R.  R,  ov.,  4%,  1927 

W.  Penn.  Tc.,  n.  6%.  1917 

Noberld.  Co..  Pk..  Qas  A  El..  5%.  1946.. 
Hanover  A  MoSbenytown,  Pa,  wr.,  5%, 

1941 

Hummebtown,  Pa.,  oa.  wr,  5%,  1929. . . 

ReedmBe.  Pk,  wr,  5%,  1936 

Stocks. 

Hooren  Mercantile,  N.  Y.  Cy,  p. 

Hooren  Mercantile.  N.  Y.  Qr,  oo|n 

First  Nat.  Bk.,  Hedna,  Pa. 

Citisens  Nat.  Bk,  Muncy.  Pa. 

first  Nat.  Bk,  Swineford.  Pk 

First  Nat.  Bk,  Beaver  Springs,  Pa. 


Fkr 

Market 

Value. 

Vafaie. 

6iaooo 

60,300 

8,000 

8.000 

4,000 

3.820 

3,000 

2.880 

5,500 

•  >  •  •  • 

500 

500 

400 

400 

50 

12 

1,400 

1.400 

1,600 

2.025 

1.000 

3,000 

600 

1.230 

Totals  (book  vahie,  6166.787) 6162.950     *6149,404 

*Seeuritie8  as  per  Company's  valuations,  the  item  in  Assets  is 
based  on  Ins.  Dept.  valuations. 

MISCELLANEOUS:  This  eompany  was  oroaniaed  in  1911. 
and  was  licensed  in  May.  1912.  with  a  capital  0^100.000.  and  a 
surpbs  of  650.000:  capital  increaaed  Deo.  31. 1913. 612.500  by  cash 
payment  and  67.500  eash  contributed  to  surplus:  Dee.  31,  1914, 
capital  increaaed  637.500  and  surphis  increaaed  630.000  by  eash 
payments.  In  1915  the  capital  was  increased  6125.000  and  6100,- 
000  of  premium  on  the  new  stock  was  pud  m  to  surphis  account. 

DIRECTORS:  D.  N.  App.  Isaac  Boust,  Amos  Bloom,  Theo. 
Bosk,  E.  E.  Clarke.  Geo.  £.  Deppen.  Mahlon  Dyer.  D.  J.  Ferguson, 
P.  H.  Fuhrmann.  M.  E.  Grove.  F.  A.  Hayes.  A.  P.  Hull.  H.  L. 
Jones,  J.  H.  Lenker,  G.  E.  LeiAMr,  W.  H.  Lyons,  D.  C.  Lyons, 
C.  S.  Miller,  A.  Moeschhn.  W.  H.  Nicely,  A.  W.  Pontius,  W.  A. 
RiUuid.  C.  P.  Rinehart,  Isaac  Rockefeller,  A.  O.  Rothermel.  J.  W. 
SampselL  J.  J.  Sankey.  C.  C.  Seebold,  W.  A.  Shipman,  D.  H. 
Snytler,  Jos.  Wilhour,  Jos.  Wyatt,  J.  G.  Sell.  0.  P.  Rockefeller, 
E.V.  Nicely,  W.H.Loy. 

FIELD  MEN  AND  TERRITORY  COVERED:  E.  C.  Wolf, 
P.  0.  box  193,  Philadelphia,  Pa.  and  L.  H.  Priest,  Hughesville, 
Pa,  QMoial  agents  for  Pa.    The  company  operates  in  Pa.  only. 

REMARKS:  During  the  last  three  years,  surphis.to  the  amount 
of  6187,500  has  beenpaid  in  by  atookholders,  6100,000  having  been 
received  in  1915.  The  company's  surphis,  December  31,  last,  was 
673,288.  However,  the  unearned  premhim  reserve  rose  nearty 
695.000  last  year,  tiie  company  havmg  greatly  increased  its  busi- 
neaa;  but  the  n^  result  of  the  year's  underwriting  operatbns 
654,313 


NORTH  CAROLINA  HOME  INSURANCE  COMPANY,  Raleigh,  N.  C. 

president.  Alexander  Webb;  Secretary.  Geo.  P.  Folk.   Organised.  1868. 


Unearned 

Ket 

Ket 

toUl 

Losses 

Total  Ex- 

Looocfl 

Tu&    Aaets 

PrGniums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

m     6(72.890 

6115358 

6144.091 

6119,763 

6146.095 

673,872 

681.184 

648.076 

6203,131 

671,666 

m       45U4I 

116.660 

196,305 

126,076 

143.714 

56.092 

7.584 

42,784 

107,360 

62.248 

»S       432.332 

106,606 

191.715 

114,712 

131.518 

48,327 

7.584 

47,265 

103.176 

43,203 

«2 ;     4080174          101381 

162,782 

111.401 

126.493 

59.110 

7,584 

40.332 

107.035 

62,101 

lill       3SUS0I        106,290 

141,031 

124.174 

137.201 

52.538 

7.584 

42.7531         102,875 

52.499 

Dk^  31, 1915. 
BwdiaadAicks...     $383,430 


Cut 


Total 


89.268 

41.076 

4.806 

4.321 


LuBiums,  Dec.  31, 1915. 

Losses  unpaid 610,441 

Unearned  neros 115,858 

Other  liabilities 3,000 


Total  liabitities...  6128,799 
Capital  paid  up. . . .  200.000 
Net  surplus 144,001 


6472,800       Total 6472.890 


C 


profit,  63,073;  investment  profit,  626,897. 


R6SS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
SU.772.U6;  pnnmiis  theieon.  6227,515. 


BCglNESB  SINCE  ORGANIZA'HON:  Premrams  received. 
SH«.291;  lomes  paid,  61,275329:  dividends  declared,  cash, 
fcfl,291 


BO.H D6  AND  STOCKS  OWNED: 
„   „             Bosms. 
No.Carofiiia,4% 

N«f.*So.H.R,5% 


Par 

Vahie. 

6100.000 

3,000 

4,000 


Market 

Vahie. 

6100,000 

3.000 

3,880 


Bonds  aitd  Stocks  Ownsd. — Coni. 
Bonds.— Con/. 

Atbintic  ft  Yadkin  R.  R..  4% 

Atlantic  Coast  Line  R.  R.,  4% 

Charleston,  8.  C  4% 

Columbia.  S.  C.  4H% 

Raleigh,  N.  C.  6% 

Richmond,  Vs..  4% 

Orange  Co..  N.  C 

Foraythe  Co.,  N.  C 

Goldsboro.  N.  C 

Statesville.  N.  C 

Vance  Co.,  N.  C,  5% 

Durham,  N.  C,  5% 

Rocky  Mount.,  N.  C,  5% 

Washington,  N.  C  5% 

New  York  City,  4H% 

New  York  City,  6% 

Stocks. 

N.C.R.R 

So.R.  R 

Atl.  4  No.  C.  R.  R 

Pa.R,R 


Par 
Value. 
65,000 
15,000 

2.000 
11.000 
10.000 
11,000 
10.000 
10.000 
10,000 

5.000 

8.000 
10.000 
10,000 

5.000 
10,000 
17,000 

35,000 
31,000 
20.000 
30,000 


Market 
Value. 
64,000 
14,100 

1,920 
11.000 
10,200 
10.230 
10.200 
10.200 
10.700 

5.000 

8.080 
10,000 
10.200 

5,000 
10.600 
17.610 

50.500 
18.600 
15.000 
34.500 


Totals 6372,000      6384.420 
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NORTH  CAROLINA  HOME  INSURANCE  COMPANY,  Raleigh,  N.  C— Continued. 


MISCELLANEOUS:  Capital  increased  1901.  from  S52.390 
to  160.283:  in  1902  to  S73.345;  in  1903  to  181.436;  in  1904  to 
S89.299;  1905  to  996.355;  1906  to  $126,400,  and  in  1915  to  S200.000 
by  stock  dividend. 

DIRECTORS:  W.  N.  Kremer,  E.  M.  Cragin.  B.  S.  Jerman. 
C.  G.  Smith.  Jno.  F.  Bniton,  Jno.  C.  Drewry,  Walker  Taylor. 


Alexander  Webb.  Thos.  Barber,  Jr..  Chaa.  F.  Hard.  E.  B.  Dewey. 
E.  C.  Duncan.  Jesse  E.  White.  Henry  E.  Litehford  and  George 
P.  Folk. 

FIELD  MEN   AND  TERRITORY  COVERED:    John  F. 
Hoff,  special  agent.  Raleigh.  N.  C.    The  company  operate*  in 

N.  C,  S.  C.  and  Va. 


NORTH  RIVER  INSURANCE  COMPANY,  New  York. 

Prendent.  Wm.  E.  Hutehins;  Secretary,  Frederick  H.  Cnim.   Organised,  1822. 


Ybar 

Unearned  1       Net               Net             Total            Losses 
Assets       Premiums       Surplus       Premiums  .     Income           Paid 

Dividends 

Expenses 

Total  Ex- 
pen(fitures 

Losses 
Incurred 

1915 
1914 
1913 
1912 
1911 

83.166,706     81.566.080        $881,565   tll.783.339     81.921.337       $890,948 
2.858.032       1.486.939         630,823       1,711,807       1.826.019         952.529 
2.733.108.      1.424.661,         607,508       1.640.770     *1.806,000         888.108 
2.476.951       1.417.404          551,750       1.709.734       1.800.148         960.582 
2,389.805       1.351.211'         510.087!      1,788.119       1,868.581          971.802 

$49,985 
51.991 
35.455 
34.830 
36.000 

$760,484 
726.481 
693.109 
727.231 
755,010 

$1,701,367 
1.781.001 
1.616.672 
1.722.643 
1,763.712 

$835,249 
962.451 
900.396 
915,175 
922.350 

*  Includes  $75,000  surplus  paid  in.   f  Includes  $18,726  marine  premiums. 


AssBTB,  Dec.  31.  1915. 

Mortgage  loans $210,400 

Bonds  and  stocks. . .  2.266.790 

Cash 341,176 

Agents'  balances. . . .  335,012 

Interest 11.823 

Other  assets 1.505 


LuKums.  Dbc.  31. 1915. 

Losses  unpaid $191,835 

Unearned  prems. . . .     1.566.080 
Other  liabifities 27,226 


Total liabiUties...  $1,785,141 

Capital  paid  up 500.000 

Net  surplus 881.565 


Total  anets $3,166,706       Total $3,166,706 


Underwriting  profit  $78,400;  investment  profit.  $218,185. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
$306,038,488;  premiums  thereon,  $3,031,056;  marine  and  inkmd 
risks  in  force.  $1,418,362;  premiums  thereon.  $4,972. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$26,417,082;  Iosms  paid,  $13,478,926;  dividends  declared,  cash. 
$3,221,118. 

MORTGAGE  LOANS:  There  are  17  kians.  amounting  to 
$210,400  (upon  which  no  interest  is  overdue),  which  are  secured 
by  properties  valued  at  $358,850.  The  largest  loans  are  one  of 
$40,000  on  71  E.  59th  St..  N.  Y.  (valued  at  $65,000);  and  one  of 
$20,000  on  152  2nd  ave..  N.  Y.  (valued  at  $35,000).  The  remaining 
mortgages  are  upon  N.  Y.  and  Bklyn.  real  estate,  and  none  aceeds 
$16,000. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

Atlanta.  Ga..  reg.,  1933,  3^2% $10,000  $9,100 

N.  Y.  Cy..  reg..  1960-4.  4^'% 246,000  253.480 

Norfolk,  Va..  n«.,  1929.  4% 27.000  25.380 

Winston-SalemTN.  C.  reg..  1944,  5% . . .  10,000  10,400 

Atl.  C.  L.  R.  R..  cv.  d..  1939,  4% 25.000  23.000 

B.  &  0.  R.  Rm  cv..  1933. 4h% 50.000  48,500 

So.  Pac..  cv.,  1929,  4% 45,000  40,050 

Amer.  Cotton  Oil.  d..  1931,  5% 25,000  24,250 

Amer.  Spirits  Mfg..  1920.  6% 15,000  14,850 

Jones  &  Uughlin  S.,  s.  f.,  1939,  5% 25.000  25.750 

Mort.  Bd.  Co.,  1966.  4% 25.000  19,000 

Nat.  Tube.  1  m.  c  1952, 5% 25.000  25.250 

N.  Y.  &  W.  Lt..  gn.  m..  2004.  4% 20.000  16.400 

So.  Ben  TL.  1  m.  s.  f.,  1941.  i% 26,000  25.000 

So.  Cal.  Edison,  gn.  m..  1939,  5% 25.000  24.000 

Stockk. 

Atl.  C.  L.  R.  R..  com $40,000  $46,800 

B.  ft  0.  R.  R 30,000  28,800 

Chi.,  Mil.  A  St.  P.  Ry 40.000  40,000 

Dela.  AH 20,000  30.800 

Dela.,  Lack.  A  W.  R.  R 20.000  90,400 

Gt.  Northern  R.  R.,  p 30,000  38,100 

IU.Cent.R.  R 20.000  21,600 

Uhigh  Valtey  R.  R 10,000  16.700 

L.  A  N.  R.  R 10,000  13.000 

Minn^  St.  P.  A  S.  S.  M.  Ry..  com 10.000  1 2,500 

Minn..  St.  P.  A  S.  S.  M.  Ry.,  p 20,000  27.000 

Norfolk  A  W.  Ry.,  com 10,000  12.200 

No.  Pacific  R.  R 50,000  59,000 

Reading  Co.,  $60  par,  com 10,000  16,700 

Readmg  Co..  $60  par 20,000  1 7.200 

So.  Pacific,  com 40.000  42,400 

Un.  Pacific  R.R 50,000  70,500 

Com  Exchange  Bk 2,000  6,600 

First  Nat.  Bk.,  N.  Y.  Cy 5,000  45.850 

Hanover  Nat.  Bk.,  N.  Y 20,000  125.000 

Nat.  Bk.  of  Commerce,  N.  Y 20.000  36,400 

Nat.  Pk.  Bk..  N.  Y 30,500  129.320 

People's  Nat.  Bk.,  Hackensack.  N.  J . . . .  20.000  60.000 


Bonds  and  Stocks  Ownsd.t-CohI. 
Stocks.— Coftf. 

Franklin  Tr.,  Bklyn.,  N.  Y 

Aetna  Explosives,  p 

Amer.  Agr.  Chem 

Amer.  Coal  Prod.,  com 

Amer.  Smelting  A  Ref..  p 

Aa.Ref 

Babcock  A  Wilcox 

Baldwin  Loco.,  p 

Can.  Car  A  Pdy 

Com  Prod.  Rrf. 

Ouciblp  Steel.  Amer 

Galena  Si|^  Oil 

General  Ad.  Buf.,  N.  Y.  Cy 

General  El 

Hehne.  Geo.  W.,  com 

Intemat.  Harvester 

Intemat.  Nickel 

Lehigh  Val.  Coal  Sales 

ligostt  A  Myers  Tob.,  p 

L«ii£rd,P 

Pacific  Tl.  A  Tg..  Cal 

Phelps,  Dodge  A  Co 

Sanborn  Map 


Singer  Mfg 

Standard  Oil  Cal 

Standard  Oil,  N.  Y 

Standard  Oil,  Ohio 

Steel  Co.,  of  C^n.,  Ltd.,  p. 
Underwriters  SaUN.Y.. 

United  Fruit 

United  Shoe  Mach..  com . . 

Vacuum  Oil , 

Wash.  Wat.  Pow 

Westinghouse  Air  Brake . . 


P^ 

Market 

Value. 

Vahif. 

$1,700 

$4.SS5 

15.000 

12.900 

10.000 

10.000 

10.000 

15.900 

50.000 

56.000 

2.000 

13,860 

10,000 

12.900 

20,000 

22.400 

10.000 

10.500 

20.000 

19.000 

20,000 

22.200 

6,000 

8.200 

100 

100 

20.000 

35.200 

10.000 

19.500 

10.000 

11,200 

10.000 

19.700 

1.350 

2,025 

20.000 

24,000 

20.000 

23.800 

40.000 

38»Q00 

1.000 

2,600 

19.800 

52.470 

20,000 

44.400 

5.000 

18,950 

10,000 

22.800 

1.000 

5,590 

10.000 

9,500 

1.000 

1.500 

30.000 

45.000 

10.000 

20,600 

10.000 

23.300 

50.000 

38.500 

10.000 

28.600 

Totals  (book  value.  $2.157.303) $1,608,350    $2,266,790 

MISCELLANEOUS:  Capital  was  increased  in  1913  from  $350,- 
000  to  $500,000  and  $75,000  surplus  was  paid  in.  Vahies  of  special 
deposits:  Va..  $25,380;  Ga..  $9,100;  N.  C.  $ia400. 

DIRECTORS:  William  P.  Douglas.  John  Mason  Knox.  Wilfiam 

E.  Hutehins.  David  M.  Morrison,  William  M.  V.  Hoffman, 
Frederick  H.  Crum,  James  Turner,  Augustus  S.  Hutehina.  Jon- 
athan B.  Currey.  Inglis  Stuart.  Robert  D.  Andrews,  John  A. 
Forstcr,  Waldo  Hutehins,  Louis  F.  Ballard.  Isaac  L.  AJlcn.  J. 
Lester  Parsons,  Vincent  8.  Mulford.  Charles  M.  Wokott,  Wm. 
HarknesR,  Rudolph  O.  Haubold,  Andrew  B.  Neweombe.  Albert 
A.  Smith.  Wm.  J.  Fisher,  Harrie  T.  Hull.  James  H.  Ackerman. 
George  R.  Branson.  Rockwood  W.  Hoemer,  Edgar  H.  Lee,  John 

F.  Smith,  and  David  G.  Wakeman. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  L.  Persons. 

Sneral  agent.  New  York  City,  N.  Y.,  Associated  Underwriters, 
n  Francisco,  Cal.,  general  agents  for  Pacific  Coast;  G.  B.  Fisher. 
Hartford,  Conn..  State  agent  for  Conn.;  A.  R.  Graham.  Boston. 
Mass..  special  agent  all  New  England  except  Conn.;  W.  E.  New- 
man. New  York  City,  State  agent  Pa.  and  Md.;  A.  H.  Borchcrs.  Jr.. 
Tenafly,  N.  J.,  N.  J.  and  N.  Y.  suburban  territory-  D.  J.  Carr. 
Richmond.  Va.,  State  agent  Va.,  N.  C.  E.  H.  LeVert,  Atlanta. 
Ga..  State  acent  Ga..  Fla.,  Ahi..  La.;  W.  L.  Foster.  Fort 
Worth,  Tex.,  state  agent  Tex.;  A.  Frierson.  Shelbyville,  T«>nn, 
State  agent  for  Tenn..  W.  Va.,  Ky.;  F.  M.  Qund.  FVeepwt,  111, 
manager  of  western  department.  The  company  operates  in  all  th^* 
States  of  the  U.  8.  except  Alas..  Aris..  Ark.,  Del..  Kao..  Mc. 
Miss..  Nev..  N.  H..  N.  M.,  Okla..  Vt.  and  Wyo. 
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NORTHERN  AUTOMOBILE  INSURANCE  COMPANY,  Chicago 


TW  Kcrthera  Automobile  loionnfle  Campaiiy  b  the  name  of 
%  toapusf  to  be  loeated  in  Chiesgo.  It  wiH  have  a  capital  of 
$S0B.000  ud  a  like  amount  of  aurpnia.  Rimhrnore  B.  ^ed,  who 
bttkBg  been  «'*'*«»fi**<  vith  the  inauranoe  bunnem,  will  be  pnai- 


dent,  and  the  inoorporatore  indude  thirty  prominent  bueinem  men 
of  Chieag0{  Detroit.  Milwaukee,  8t.  Louis  and  Mcine.  The 
company  will  write  fire  innuanoe  on  automobilee  only. 


NORTHERN  INSURANCE  OF  NEW  YORK,  New  York,  N.  Y. 

Vnmdeat,  Wm.  Manon;  Secretary,  Jamee  Marshall:  General  Manacere.  Willard  8.  Brown  ft  Co.   Organised,  1807. 


YiAa    Aaets 

im  11^1,500' 

1$14  1.434.262; 

1913  I,33SJ97< 

)9]2  1J07J92' 

191 1  IJS&739 


Uneained  i       Net 
Premnune       Surphu 


$797,790, 
755,453. 
667.052, 
6X3,818! 
584.244 


1304.396 
227.020 
261,984 
259.201 
221.485 


Net 


S817.062 

o44.4vM/ 

711.923 
671.089 
653.810 


Total 
Income 


$877,340 
906.509 
768.970 
722.714 
703.459 


IxMses 
Paid 


DividendB 


$455,521 
450,764 
361.580! 
364,746 
375.367! 


$21,000 
21,000 
21.000 
21.000 
17.500 


EzpeneeB 


Total  Ex- 
penditures 


$342,373 
349.237 
299,470, 
273.969' 
266.406 


$818,804 
821.001 
682,050 
659.715 
659,273 


Ineurred 


$420,011 
472.606 
344,165 
336.060 
364.371 


Aasna,  Die.  31, 1915. 

Mcrtca«k>aw  ....  $128,000 

Beads  aad  stocks.    .  1,218,864 

Cisb .53,503 

A$nto't»lanees  ...  113.061 

rsfertfi 8,072 

Toea]  asKte $1,521,500 


LxA^iurm,  Dec.  31. 1916. 

Losses  unpaid $54,314 

Unearned  prems....       797.790 
Other  Uabifities....         15.000 


TotalltabiUties...  $867,104 

Capital  paid  up. . . .  350.000 

Net  surphis 304.396 

Total $1,521,500 


Uaderwritiai  profit.  $164;  investment  profit.  $07,712. 

SI3E3  AND  PREMIL^S:  Fire  risks  in  foroe,  December  31, 
$190749.191;  |s«niaras  thcreoa,  $1,514,478. 

BTHINESS  SINCE  ORGANIZATION:  Premiums  received. 
fMi&.581:  hnses  paid,  $4,857,207;  dividend>  derlared,  cash, 
$37490. 

MOKTQAOB  LOANS:  A  kan  of  $33,000  is  secured  by  a  brown 
«toaed«dbest  62  E.  56th  it..  New  York,  valued  at  $50,000.  one 
r/  I7S.00O  is  upoa  brirk  dmSSagfi  137-141  E.  38th  st..  New  York. 
T&bed  at  $126j000,  and  one  of  $20,000  is  secured  bybriek  store 
sad  ksfte  377  Pfeari  st^  New  York,  valued  at  $30,000. 

BONDB  AND  STOCKS  OWNED: 

Boxns.  Value.  Value. 

l~  &flrAmer.,l918,3% $10,000  $10,100 

.Vew  Ysrk  CItv,  19M,  3^% 155,000  146.200 

.\aa  After  R.JU1B.,  1995,  4% 25.000  16.250 

A*l  Cnest  L.  R.  R.,  eoL,  1952.  4% 25.000  21.750 

B.  k  O^  IV.  <fiv.,  1  m.,  1925,  ZH7c-  •  •  ■  10,000  9,200 

B.AO.  R.R.,ev..l»3.4H% 15,000  14,550 

V^l,  Pte.  Rt.,  1  rcf .  nu,  1949.  4% 25,000  22,500 

C^i .  Sli.  A  St.  P.  Ry,  cv.,  2014,  5%. . .  20,000  21.600 

Deb.  A  HwL.  er.,  1935,  5% 15.000  15,900 

LS.AM.&Ry..d.,1928.4% 25.000  28,750 

I.  4  5.  R.  a..  At..  K.  »  Cin.  div.,  1955. 

4*"« 20.000  17.600 

l<SBh.Ry..taLm.,1990^4% 15,000  13.800 

M..  St.  P.  Jb  S.  Sie.  M.  Ry.,  2  m.,  1949. 

4J 10,000  8,200 

N.  T.  C.  R.  R,  cv.  d,  1985,  6% 10,000  11.400 

S.  Y.  C.  A  H.  R.  R.  iU  d.,  1934.  4%. . .  25.000  23.250 

S.Y..  5.H.  4  a  R.R.,  ev.,  d..  1946.  6%  20.000  23,400 
Nc  PbcL-Ot.  Xc  Jt.  C.  B.  k  Q.,  coL, 

1921,4^. 25,000  24,500 

Crt.  S.  L.  R.  H,  r.  m.,  1929, 4% 20,000  18,600 

Peora  k  P.  Un.  R.  R.,  1  m.,  1921.  6%. .  10.000  10,200 

So.  Pse.  P^  R- 1  r  m.,  1956. 4% 25.000  22.500 


Bonds  a,kd  Stocks  Ownsd. — C<mt.  Pu*  Market 

BoNM.— Craf.  Vahie.  Value. 

Coosol.  Gas,  N.  Y.,  cv.  d.,  1920,  6% . . . .  $20,000  $25,400 

Detroit  Edison,  1  m..  1933,  5% 10.000  10.300 

Stocks. 

A..  T.  <k  8.  Fe  Ry..  com 45,000  4S.600 

A.,  T.  A  S.  Fc  Ry.,  p 50,000  51,000 

Bait.  A  0.  R.  R.,  p 10,000  7,800 

Chi..  Mil.  ft  St.  P.  Ry..  p 30.000  40,500 

Chi.  A  Nwn.  Ry..  com 37,500  61.375 

Debt.  A  Hud.,  com .%.000  46.200 

Lehigh  Val.  R.  R.,  com 70,000  116.900 

L.  A  N.  R.  R..  com 46.000  62,400 

Manhattan  Ry..  com 30,000  39,900 

No.  Pac.  Ry.,  com 20,000  23,600 

Penna.  R.  R.,  com 75.600  89.964 

Reading,  com 10.000  16.700 

RewlinR.  1  p 20,000  16,800 

Reading,  2  p 10.000  8,600 

Southern  Ry.,p 20,000  12,400 

Un.  Pm.  R.  R..  p 40,000  33.200 

Cs.  Gas.,  com 20.000  28.800 

L.  Val.  Coal  Sales,  com 8,750  14,176 

Totals  (book  value,  $1.181,473) $1,119,850    $1,218,864 


MISCELLANEOUS:  Original  surplus.  $100,000;  original 
capital.  $200,000;  increased  to  $250,000  m  1900.  on  absorption  of 
Eastern;  increased  in  1904  to  $350,000.  Conflagration  losses: 
Baltimore,  1904.  $198,271;  San  Francisco.  1906,  $2,467.  Deposit 
in  Ga.,  $10,100. 

DIRECTORS:  William  A.  Street,  Arthur  A.  Fowler,  William 
Mason.  James  Marshall.  Eberhard  Faber.  William  Brewster, 
John  E.  Berw'ind.  Joseph  P.  Grace.  Williard  S.  Brown,  H.  C. 
Brokaw,  Louis  J.  Pooler;  Robert  MaUory,  Sheppard  G.  Schermer^ 
horn. 

HELD  MEN  AND  TERRITORY  COVERED:  G.  B. 
Holt,  Eastfm  States  special  anrnt,  72  Kilby  St.,  Boston.  Mam.; 
Frank  G.  Debt  Hunt,  Milwaukee,  Wis.,  qwcial  agent  for  Wis.; 
Eric  Lindskog,  Minneapolis,  Minn.,  special  sfent  for  Minn.;  Joe. 
W.  Beck,  Detroit.  Mich.,  special  agent  for  Mich.;  R.  W.  WetseU 
Columbus,  0.,  special  agent  for  0.;  C.  C.  Crandall,  Cambridge 
Springs,  Pa.;  special  Ment  for  Pa.;  W.  P.  Ray.  Terre  Haute, 
Ind.,  special  agent  for  IlL,  Ind.  and  Mo.;  Lamping  A  Co.,  Seattle, 
Wash.,  agents  for  Wash.;  McCIure  Kelly,  manager  Pbc.  Coast 
department,  San  Francisco,  Cal.;  Dargan  A  Hopkius,  managers 
southeastern  department,  Atbnta,  Ga.  The  company  operates 
in  Ala.,  Cal..*  Colo..  Conn..  Fb.,  Ga.,  Haw..  Ida..  III..  Ind.,  La., 
Md..  Man..  Mich.,  Minn.,  Mo.,  Mont..  N.  J..  N.  Y..  0.,  Ore., 
Pa.,  R.  I.,  Utah,  Wash,  and  Wis. 


NORTHERN  FIRE  AND  MARINE  INSURANCE  COMPANY, 

Grand  Forks,  N.  D. 

President,  C.  K.  Bradley;  Secretary.  H.  H.  Hand.    Organised.  1911. 


Tkas.    .%me!ta 


19U 

:fi4 

1913 


9M7.M9 
1SS.91G 
]«L180 


Unearned 
Inmuums 

Net 

Surplus 

Net 
Premiums 

Total 
Income 

Ljases 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$32,565 

$457 

1,998 

17,529 

$94,601 

138,670 

81,186 

$102,221 
143,335 

83,648 

$63,040 
70.655 
16.918 

$53,357 
64.904 
26.636 

$116,397 

135,559 

43.554 

$64,554 
78,076 
16.918 

42,749 

23,994 
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NORTHERN  FIRE  AND  MARINE  INSURANCE  CO..  Grand  Forks,  N.  D,— Continued. 


Ambis,  Dbc.  31, 1915. 

Real  estate 13.152 

MortgMe  Umbb 59,380 

Dunaott  Stbk.  itk  3,000 

Ctfi.ofDep 35.184 

Caah 20,651 

Agenta'  balaneea. . . .  8,418 

Intflraataadranta...  2,860 

BUla  roedyable 5.863 

Other  aaaeta. 9,006 

Totalaaseta SU7.509 


LuBZunas,  Dm.  31, 1915. 

Loeaee  unpaid $10,487 

Unearaed  prema. . . .  32,565 

Other  liabffiCica 1,660 

Total  liabilitieB...  $44,712 

Capital  paid  up. . . .  102.340 

NetanrpluB 457 

Total $147,509 


Underwriting  kas,  $1,870;  investment  profit.  $5,860. 

RISKS  AND  PREMIUMS:  Fire  riaka  in  forae,  December  31. 
$4,807,670;  premiuma  thereon,  $81,412. 

BUSINESS  SINCE  ORGANIZATION:  Pkemiuma  reoeiTed. 
$339,980;   losaes  paid.  $167,180. 

REAL  ESTATE  OWNED:  The  oompany  owns  land  carried  at 
book  vahie  of  $3,152;  the  ma^t  vahie  of  whieh  it  lists  aa  $7,000. 

MORTGAGE  LOANS:  There  are  40  mortflMe  loana.  agKregat- 
iiu  $59,280,  an  of  whieh  are  on  farm  landa  m  N.  D.,  thehrgeat 
01  whidi  b  $7,000  and  the  avenge  $1,500.    The  property  ia 


vahied  at  $210,960.  The  oompaay  hoMa  $5,503  of  inaurancw  oo 
the  mortgaged  buildings.  On  Dec  31,  laat*  there  waa  $1,641.  d 
interest  past  due. 

MISCELLANEOUS:  The  eompany  was  organised  in  1911  and 
be|an  buainess  Ajpril  1,  1912,  with  a  paid-up  capital  of  $38,000 
whioh  was  later  uereaaed  to  $50,000.  In  1913  the  capital  mi 
further  inereaaed  to  $100,000.  all  increaaea  by  caah  paymeata. 
Capital  increased  $2340  in  1015,  $1,170  of  premium  onatoekalao 
having  been  paid  in. 

DIRECTORS:  C.  K.  Biadley,  E.  A.  Baker.  H.  H.  Hand.  P.  J. 
Wibe,  Cari  Fischer.  Thos.  Taylor.  A.  Mitchell,  George  Else,  W. 
S.  Dryden.  Ben  E.  Burt. 

HELD  MEN  AND  TERRITORY  COVERED:  Thomas  Lar. 
Una,  special  agent,  Fargo,  N.  D.  The  oompany  is  liomsed  in 
N.  D.  only. 

REMARKS:  The  net  surplus  of  this  oompaay  has  declined  from 
$17,529  at  the  end  of  1913  to  $457  at  the  end  of  1915.  It  is  evident 
that  if  a  rdativdy  small  amount  of  the  company's  asseta,  Dec.  31. 
last  had  not  been  admitted,  an  impairment  of  capital  might  have 
been  shown.  On  the  other  hand,  the  real  estate  is  vabed  at  nearly 
$4,000  more  than  it  is  carried  at  in  the  assets.  The  company's 
buainess  duninished  conaderaUy  in  1915  as  compared  with  the 
preceding  year,  and  its  kMS  ratio  waa  rather  high,  having  exceeded 
66  per  cent  last  year. 


NORTHWESTERN  FIRE  AND   MARINE  INSURANCE  COMPANY, 

Minneapolis,  Minn. 

President.  C.  T.  Jaffray;  Vice  President  and  Manager.  John  H.  GrilBn;  Asnstant  Secretary,  J.  H.  Gibson.    Organised,  1889. 


Unearned 

Net 

Net 

Total 

Looocfl 

Total  Ex- 

YnikB 

Assets 

Premiuma 

Surplus 

Pkemiums 

Income 

Paid 

Dividen<k 

Bxpenaee 

peoditurea 

1915 

$999,552 

$1,888 

$218,229 

131,219,540 

^$1,309,610 

f$l,032,912 

$615,000 

$418,212 

$2,066,124 

1914 

1.252.595 

517.114 

344.896 

918.204 

1.031.298 

514,618 

30,000 

361,407 

906.025 

1913 

1.139.840 

432.560 

335.991 

838.056 

883.857 

344,280 

30.000 

364.585 

788,865 

1912 

990.707         288.812 

329.702 

795.670 

837.965 

365,978 

30,000 

248.229 

644.207 

1911 

801.583 

211.887 

256.845 

696.089 

634.081 

291.256 

18.000 

201.463 

510.719 

§Include8  $596,000  tornado  ft  hail  prems.  and  $658,847  tornado  and  hail  I 


AasBTB.  Dae.  31, 1916. 

Mortgage  loans $433,700 

Bonds 88,979 

Cash 313.544 

Agents'  balaneea. . . .  63,229 

Interest 6.974 

Reinsurance,  etc 103,126 


LLLKLims,  Die.  31. 1915. 

$3,829 

1,888 

345.334 

30.272 


unpaid 

Unearned  prems 

Held  udr.  reins,  tn. 
Othffliafaifitiea..... 


Total  liabilitieB...  $381,323 
Capital  paid  iq>....  400,000 
Net  surplus 218.229 


Total  assets $999,552       Total $999,552 


Underwriting  profit.  $378,809;  investment  profit,  $20,887. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe.  Deoember  31. 
$680,020;  premiuma  thereon,  $3,603. 

BUSINESS  SINCE  ORGANIZATION;  Pnmrams  received, 
$6,425,173;  losses  paid.  $3,661,067;  dividends  declared,  cash. 
$829,675;  stock,  $135,000. 

MORTGAGE  LOANS:  The  121  loans  aggregate  $423,700. 
and  are  principally  upon  farm  properties  in  Mmn.,  Mont..  Kan.. 
N.  D.  and  S.  D..  vahied  in  all  at  $1,405,827.  There  was  $546  of 
interest  overdue  on  December  31,  last  The  company  holds 
$58,100  of  insurance  on  the  buildings. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

BoMDa.  Value.  Value. 

Baltrami  Co.,  Minn.,  et.  ha.,  5%.  1917 . .  $8,000  $8,080 

Big  Stone  Co.,  Minn.,  so.  dist.,  57o.  1930  10,000  ia375 

Dmiglas  Co..  Minn.,  ditch.,  4U%,  1919 .  6,000  6,000 
Freeborn  Co..  Minn.,  pub.  dige.  diteh., 

5H%i  1916 4.000  4,000 

Fukia  VU.,  Minn.,  wrwks.,  5%.  1921-24  3,000  8,030 

LeSueur  Co..  Minn.,  diteh.  6%.  1916. .  2,000  2,000 

Mmn..  Prison,  ctf.  indeb..  4H?^  1916. .  10.000  10.000 
OwaUnua,  Minn.,  pub.  imp.  ctf.,  6%. 

1916-24 9.000  9,330 

Pennington  Co.,  Minn.,  rd.,  6%,  1916-17  8,000  8,120 


'Includes  $55,000  surplus  paid  in. 


Bonds  and  Stocu  Ownsd.— <!(m/.  Par 

Bonds. — Coni.  Vahie. 

RieUand  Co.,  Mont.,  se.  dist..  6%,  1930  $1,800 
Wright  Co..  Minn.,  pub.  dige.  diteh,  5%, 

1916-18 2.300 

Minn..  St.  P.  k  Sit.  Ste.  M.  Ry^  1  es.  m. 

g.,4%,1938  26,000 

Stocks. 

Western  Adj.  AInsp.,  Chi.  in 100 

The  Unders.  Salvage,  Chi.,  lU 500 


Incurred 

tOM.89 
534,44 
341.72 

36a64 
282.76 


Mark* 
Valu 
$l.8( 

2.2( 

23.2J 

2i 


Totals  (book  vahie,  $89,075) 


$89,600 


S8S.9 


MISCELLANEOUS:  Company  was  nrevioushr  locsttcd 
Grand  Fortes,  N.  D.:  incorporated  under  lawa  of  N.  D.:  mov 
to  Minneapolis  in  1904.  Capital  increased  in  1900  from  S26.0 
to  $100,000;  in  1902  to  $122,250:  in  1903  to  $117,250;  in  igoi 
$200,000;  in  1906  to  $300,00a  and  $125,000  contributed  to  surp 
($60,000  vohmtarily  contributed  by  stockholders  and  S75.( 
premium  on  sale  of  new  stock).  (Daintal  reduced  in  10O9  fri 
$30a000  to  $200,000  and  the  $10aOOO  added  to  surplus.  C&pj 
increased  in  1910  to  $300,000  by  stock  dividend.  In  1915  Cap? 
increased  $100,000  to  $400,000  and  $55,000  surplus  pud 
from  premium  tm  stock  sold.  In  1908  the  company  ronsujred 
term  buainess  in  the  Northwestern  National  of  Milwaukee.  O 
pany  suffered  a  loas  of  $166,918  in  the  San  F^andaoo  eonilasntti 
1906. 

DIRECTORS:  John  H.  Griffin.  Walter  C.  Leaeh.  E.  C.  W« 
er,  C.  T.  Jaffray,  F.  A.  Chamberlain.  Earle  Brown.  A.  A.  Cra 
R.  W.  Webb.  Isaac  Haslett.  D.  L.  Caw,  Geo.  W.  Baffio«ton. 

FIELD  MEN  AND  TERRITORY  COVERED:  Spo 
agento:  (Seorge  A.  Veiteh,  Grand  Forks,  N.  D.;  O.  R.  B<a 
0.  J.  Eastman,  Minneapolis.  Minn.;  C.  C.  Morris.  Qrosfct  F) 
Mont.,  and  John  T.  Woodroffe,  Fargo.  N.  D.;  F.  W.  Roth,  ^V'a 
town,  8.  D.;  D.  T.  Babson,  Ellsworth,  Kan.;  E.  A.  Taylor.   K 


Okla.;  N.  F.  Babson.  lincob.  Neb.    The  company  o 
lU.,  Ia..  Ida.,  Kan.,  Mich.,  Minn^  Mont..  Neb.,  N.  D..  O 
S.  D..  Waahn  Wis.,  N.  Y..  Colo.,  (JaL  and  Ore. 


CH 
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NORTHWESTERN  NATIONAL  INSURANCE  COMPANY 

of  Milwaukee,  Wis. 


ftwdenti  Aftvd  P. 


^  VM»-IVeaidant.  Wm.  D.  Reed:  Seeood  Vice-IVpflideot,  JoMh  Huebl;  Seeretery.  Luhin  M.  Stiart;  Aesistant 
Secretanr,  Hemmn  A.  Sehmidt:  GenenJ  Adjuster.  Arthur  J.  WriKht.    Oreuiiaed.  1800. 


Y 


Unearned 


1914 
1913 

1913 

1911 


Ral 


Iii9ia97t 

Slums' 

8.1M.431 


13.338^77 
3.a04w»( 
3.3O0.W9 
3.153.957 
2.977.200 


Net       I       Net 
SurphM    '  PtaniuiDB 


•Sl.944.538 

*1.088.493| 

*1.555.54] 

1.825,186 

1.405.145 


013,044.873 
2.738.480 
2.714.008 
2.019.047 
2.373.078 


Totd 
Inoome 


13.330,120 
3,013.807 
2.977.455 
2,803374 
^005,151 


Pkid 


Diyideiide      Expeoeee 


011.451.014 

1.385.7471 

1.271.989< 

1.107.393i 

984.004  • 


$150.000| 
150,000 
150,000 
160.000 

140.000; 


01.319.111 
1.253,175 
1.235.809 
1.170.820 
1,070.377 


Total  Ex- 
penditures 


02.930.725 
2.788,922 
2.057.858 
2.428,213, 
2.201,041 


Incurred 


of  tSOO;000  oooflapBtion  renrve.    o  Ineludee  $93,838  marine  prema.  and  $28,200  marine  loene. 


Dk.  31. 1915. 

...  $178,000 

...  1.628.100 

bam& 4.038,047 

VtA. 393.503 

.4«9it8  balaBeoi....  394,100 

Istnal 30.337 

OtteMKts 394 


LuBiLRiM,  Dbc.  31, 1916. 

Losseeunpaid $193,007 

Unearned  prema....  3.328,377 

Conflagration  reaer'e  500,000 

OtberMilitiei. . . .  140.481 


Total f7.159J01 

SpldepLOTtflab..         40.108 


Totel  liabilitiea. . .  4.10S.4tf5 
Capital  paid  up. . . .  1.000.000 
Netaurphia 1.044.538 


Total 


$7,113,003       Total $7,113,003 


rniawHiag  profit,  $106,042;  inreitmeDt  profit,  $235,507. 

RISKS  AND  PREMIUMS:  Fire  riaka  in  foroe,  December  31. 
1741828.380:  prenuumfl  thereon,  $0,612,837;  marine  and  inland 
hdb  in  fane.  $1,837,719;  ptcmioma  thereon,  $03,060. 

BtSINEBS  SINCE  ORGANIZATION:    Pftmiuma  reoeived. 
I47.214J00:  loM  pMd.  $21,197,n0;  dividenda  declared,  oaah. 
$174,000. 


REAL  ESTATE  OWNED:  Compriaea  the  eompai^'a  home 
aCee  bmldbw,  a  3-etofy  atmctore,  and  the  lot  at  the  N.  W.  oor. 
d  WieaMn  and  Jaekno  ata.,  Milwaukee,  which  ooet  $237,778, 
aad  a  earned  at  $178,000. 

liORTQAOE  LOANS:  There  are  71  k)atta,  amounting  to 
SU26,1{10,  aeeued  by  Milwaukee  propertiea,  eatimated  irerth 
K73SJ75c  and  upon  vhieh  the  company  hoUa  $1,400,010  of 
mamvmit.  Tha«  waa  no  intereat  paat  due  on  December  31,  hat. 
IV  Imaa  na^t  ia  amount  from  $1,000  to  $100,000,  and  41  of 
cboa  cueed  $10,000  each. 


B0XD6  AND  STOCKS  OWNED: 


DoBuofCaMck.  1025.5% 

.4«!Brta,  f Ga.)  1 M2.  4H% 

CilgBo  Chy  (Alb.).  1950.2,  4H%. 

CTsL8ta.Dia,  1022-4. 4%. 

r.»i  Col,  IIU  1034-8,  4% 

Gri«  Co,  N.M,  1932.6% 

M  Jaube  (at.  imp.).  1910. 5% 

MLiwkK.  1027-0.  4H% 

N*w  Y«k  Cy ,  1057,  4  Hro- 

Xev  YoA  Cy,  1030,  4% 

Rxiiwffii  (Va.),  1043.4% 

fa>.»aCo,N.C,  1047.«,  5H% 

Tr««o.  Oat,  1048,  4% 

Wtoha  fBrit.  CoL).  1036,  4% 

Atcb,  T.  4  S.  Fe.  Ry.,  gn.  m.,  1905.  4% 
Ateii ,  T.  4  Fe.  Ry.  Tiiiia.  S.  L.,  1058. 4% 

B.A0.R.R,lm,1948,4% 

B  A  O.R.R,  nri.hu  1026. 3H% 

B  A  0.  R.  R„  8.  W.  1  m.,  1025,  3H% . 

B.ie.  *  Me.  R.  R^  1020.  4H% 

C»a.  So.  Ry.,  1  m^  ca.  d..  1030.  4%. . . . 
Car.  X'^  Ry^  eq,  I  m^  1021,  4H%-  •  • . 

C4a.  IV.  Ry^  1  r.  m^  1040.4% 

f".  A  Altos  Rt^  go.  m.,  1050.  3>4%. . . . 

(\B.AQ.R.R^1940.4% 

C.  4  EL  a.  R.  R^  go.  m^  1037.  5%. . . . 
r.4E.R.R^lm^bs^May.  1082.  5% 
r.M.  4^  P.  Ry^  go.  m.  1080.  4%... 
•  ,M.*.St.P  Ry^gD.m..l080.3H%. 
l\  M.  4  Si.  P.  Ry.,  ev.,  1032,  44%. . . . 
<-'.  4  X.  W.  Ry.,  C  St.  P.  M.  4  0..  1030, 


**" 


C.  4  X.  W.  Ry.,  M.,  L.  8. 4  W,  1021. 0% 
f'  k  S.  W.  Ry,  M..  S.  4  N.  W..  1047, 4% 
r  A  X.  W.  Ry^  N.  W.  Un..  1017. 7%. . . 
C.4X.W.Ry.,d..  10133.5% 


Par 

Market 

Value 

Value. 

$10,250 

$10,000 

10.000 

0.000 

35.000 

31.150 

100.000 

00.500 

100.000 

08.375 

laooo 

10.000 

2.000 

2,000 

50.000 

51.750 

150,000 

159.000 

25.000 

24.750 

51.000 

48.577 

20.000 

22,000 

118,740 

100.034 

54.500 

40.875 

100,000 

04,125 

60.000 

44.500 

50,000 

45,812 

50.000 

40.087 

50.000 

40.000 

100,000 

80,000 

10.220 

8,170 

50.000 

40,500 

100.000 

00,375 

100,000 

44.000 

100.000 

05.025 

100.000 

81.500 

50.000 

52,875 

100,000 

92.250 

100.000 

81.000 

50,000 

51.025 

100.000 

117,875 

50.000 

54.125 

50.000 

40.000 

50,000 

52,187 

100,000 

104.500 

Boms  AMo  8tocu  Omno.—Cont.  Far 

Boma.— Coftf.  Vahie. 
C.  4  N.  W.  Ry..  St.  L.,  P.  4  N.  W..  1048, 

5% $75,000 

C.  R.  1. 4  PtM!.  Ry..  r..  m..  1934.  4% . . .  100,000 

Chi.  4  Weat.  Ind.  R.  R.,  gn.  m..  1052, 4%  100.000 

Dela.  4  H.,  1  4  r.  m.,  1043. 4% 100,000 

E.,  J.  4  E.  Ry.,  gn.  m..  1041, 5% 50,000 

ErieR.R.,eq.n.,1022.5% 50,000 

F.  4  P.  M.  R.  R.  (Pt.  H.  div.).  1030, 5%  50,000 

Gt.  No.  I^..  1  4  r.  m.,  1001,  4^% 100,000 

111.  C.  R.  R.  Pur.  L..  1  m..  1052,  3H% . .  150,000 

Kan.  Cy.  Tm.  Ry.,  1  m.,  1000,  4% 100,000 

L.  Shore  4  Mich.  So.  Ry.,  d.,  1028.  4% .  100,000 

L.  4  N.  R.  R..  on.  m..  1040, 4% 100.000 

Maaon  Cy.  4  Ft.  Do.  R.  R..  1  m..  1055, 

4% 100,000 

Minn..  St.  P.  4  S.  Ste  M.  Ry.,  1  ca.  m. 

1938.4% 100.000 

N.  Y.  C.  4  H.  R.  R.  lU  r.  m..  1097. 3H%  100.000 

N.  Y.  West.  4  B.  Ry.,  1  ou  1040,  4^%  100.000 

Norfolk  4  W.  Pocahontaa,  j.,  1941,  4%..  100,000 

No.  Pm.  Ry.,  pri  bi..  1997.  4%. 100,000 

No.Pko.Qt.No^l02t4% 100,000 

Oregon  S.  L.  R.  R.,  N  1929, 4% lOaOOO 

Pitta.,  C.  C.  4  St.  L.  Ry.,  gn.  m.,  1045, 

St. U'lron  Mt.'4 So.' B^.!  (R. 40*.  DiV.) 

1033,4% 100.000 

So.  Pac.  R.  R.,  1  r.  m..  1055.  4% 150,000 

So.  Rv..  m.  m.,  1004,  6% 100,000 

Un.  ftwj.  R.  R.,  gn.  m.,  1947,  4% 100,000 

Va.  Ry..  1  m.,  1902,  5% 50.000 

Win.  C.  Ry.,  gn.  m.,  1949.  4% 100,000 

Milw.  El.  Ry.  4  Lt..  1920,  5% 83,000 

Milw.  Oaa.  It..  1927,  4% 82,000 

Peoples  Oaa  Lt.  4  Coke,  (Chi.).  1947.  5%  100,000 


$1,305,470 

1,389.060 

1,239.037 

1.118,305 

910.078 


Market 

Vahie. 

$70,781 
05.500 
80,000 
00,500 
51,250 
50.750 
32,000 
09.750 

123,000 
89,000 
04,876 
06,000 

06.000 

03.000 
83,376 
81,500 
00.000 
03,000 
08,250 
02.760 


100.000         04.125 


70,260 

135,876 

102.875 

97,125 

49.000 

87.500 

84,000 

75,440 

102,750 


Total  (book  yaloe,  $6.003.030) $5,0R0,720    $4,043,432 

MISCELLANEOUS:  Capital  record:  1800.  aubaeribed 
capital.  $750,000;  1800. 1870.  paid  in  20%.  $150,000;  1871.  dividend 
to  capital  atoek,  $37,500;  1871,  on  account  of  Chicago  fire,  aub- 
aonbed  capital  reduced  to  $600,000;  1872-1873.  paid  in  8%. 
$48,000;  1873,  dividend  to  capital  atock.  $04,500;  1874,  dividend 
to  capitol  atock.  $72,000;  1874.  paid  in  38%.  $228,000:  1900.  paid 
in  0OM%  $400,000;  total  capital  paymenta,  $1,000,000.  Con- 
Oagratbn  loaaea:  Chicago,  1871.  $249,750;  Baltimore,  1904, 
$106,000:  San  Franciaeo.  1900.  $582,070.  Value  of  roecial  deposita: 
Ga.,  $10,200;  N.  M.,  $10,200;  Va.,  $47,430;  Can.,  $93,875;  N.  C, 
$21,000. 

DIRECTORS:  Charlea  Ray.  Frederick  Layton,  J.  Ogden 
Armour,  Hon.  Jamea  G.  Jenkm<i,  Washington  Becker,  Fred 
Vogel,  Jr..  H.  A.  J.  Upham,  W.  D.  Van  Dyke,  Howard  Greene, 
Grant  Fitch,  J.  H.  Tweedy,  Jr.,  Robert  Camp,  Joecph  Huebl, 
Alfred  F.  Jamea,  William  D.  Reed. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  agenta; 
W.H.  Bromley,  for  southern  0.  and  Ind.;  H.Hudlnr,  for  southern 
Mich,  and  northern  0.;  E.  D.  Finch,  for  la.  and  Neb.;  William  L. 
Cassebaum,  for  eastern  Pa.,  N.  J.;  Geo.  W.  Coon,  for  Wis.  and 
lU.;  N.  Whitford,  for  Minn,  and  N.  D.;  E.  L.  Early,  for  la.  and 
Neb.;  H.  M.  Greenborn,  for  HI;  J.  S.  Berkshire,  for  Tex.  and  Okla.; 
John  K.  Sharkey,  for  N.  Y.;  Tbos.  W.  Anderson,  for  Western  Pa. 
and  Md.;  W.  E.  Labry.  for  southern  Cal.;  0.  L.  Bishop,  for  Mont., 
Ida.,  Wyo.  and  Utah;  F.  C.  Sherman,  for  S.  D;  C.  N.  Frifeldt, 
Mo.  and  Kan.;  W.  V.  (xamer,  for  Mass.,  Conn,  and  R.  I.;  G.  F. 
NJckenon,  for  Wash,  and  Ore.;  L.  S.  Frudenfeld  for  Wash.;  H.  L. 
Clark,  for  ncnthern  Cal.;  E.  H.  Zentnor  for  Wis.  and  upper  Mich.; 
H.  W.  Freeman,  for  Minn,  and  N.  D.;  E.  L.  Layfield  for  N.  C, 
S.  C  Ga.  and  Fin.;  John  W.  Wabh  for  S.  D.;  John  W.  CUrke  for 
Va.  and  N.  C.  The  company  does  business  in  Arii.,  Cal.,  Colo., 
Conn.,  D.  C.  Ida..  III.,  Ind.,  Ia.,  Kan..  Ky.,  Md.,  Mass..  Mich., 
Minn.,  Mo.,  FU..  Ga..  Mont.,  Neb.,  N.  J.,  N.  M.,  N.  Y.,  N.  C, 
N.  D.,  0..  OUa.,  Ore.,  Pa.,  R.  I.,  8.  C  S.  D.,  Tenn..  Tex.,  Utah, 
Va.,  Wash.,  W.  Va.,  Wis..  Wyo.,  La.  and  in  Canada. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


OCCIDENTAL  FIRE  INSURANCE  COMPANY,  Albuquerque,  N.  M 

Preddent,  A.  B.  McMiUen;  SeereUry,  Geo.  Roslington.    Organised,  1910. 


Ybui 

Assets 

1916 
1914 
1913 
1912 
1911 

$270,160 
380,356 
398,614 
345,304 
265.312 

Uneu'ned 
Premiums 


$54,839 

145,880 

129,916 

69,519 

12,017 


Net 
Surplus 


,        Net 
Premiums 


Total 
Income 


$6.072f 
6.899 
50,195' 
67.0481 
51.9261 


$19,587 
180,767 
173,026 
101,384, 
20,631 


$41,155 

204.972 

£204.550 

tl61.158 

•86,784 


Losses 
Paid 


Dividends 


$132,606 

124,455, 

59.322' 

27,023! 

7,907 


Expenses 


$33,716 
84.730 
90.633 
52.252 
14,893 


Total  Ex- 
penditures 


$166,322 

209.185 

149.955 

79.275 

22.800 


Incuzred 


$116,617 

126.504 

64.268 

31.678 

8.678 


•Includes  $60,424  surplus  paid  in.  tlndudes  $45,000  contributed  for  surplus  in  1912  and  $10,183  in  1913. 


AsasTB,  Die.  31. 1915. 

Real  estate $73,193 

Mortgage  loans 140,777 

Bonds 20,156 

Cash 16,268 

Agents'  balances ....  9,001 

Interest  and  rents...  3,160 

Other  assets,  net 7,605 


LiABiiJTEKS.  Dbc.  31. 1915. 

Losses  unpaid $8,362 

Unearned  prems. . . .        54.839 
Other  lUbiUties....  887 


Total  liabiUties. 
Capital  paid  up. . 
Net  surplus 


$64,088 

200,000 

6,072 


Total  assets $270,160       Total $270,160 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$579,592;    losses  paid.  $346,302. 

BONDS  AND  STOCKS  OWNED:  Par          Market 

Bonds.  Value.         Value. 

Chicago  Apart.  Bldg $10,0lb0        $10,000 

New  York  State.  4%,  1961 10,000          10,156 


Totals. 


$20,000        $20,156 


DIRECTORS:  Geo.  RosKngton.  A.  B.  McMUlen.  H.  F.  Ray- 
nolds,  J.  Van  Houten.  A.  B.  McGaffey,  John  W.  Poe.  C.  N.  Black- 
well. 

REMARKS:  This  company's  net  premium  income  in  1915  de- 
clined over  $160,000  having  been  but  $19,587,  while  its  loss  pay- 
ments increased  to  $132,606  as  against  $124,455  in  1914.  Not- 
withstanding the  reduction  in  the  company's  unearned  premium 
lialnlity  from  $145,880  to  $54,839.  the  company  only  shows  a 
net  surplus  of  $6,072  as  of  December  31.  1915.  against  $6,899  a 
year  earlier,  (hi  December  31, 1912,  this  company  had  a  net  sur- 
plus of  $67,048.  and  its  unearned  premium  reserve  thai  was 
$69,619.  Although  it  has  paid  no  dividends  and  its  reserve  is 
nearly  $15,000  less  than  three  years  ago.  its  surplus  has  Callen 
off  from  $07,048  to  $6,072. 


OHIO  COMMONWEALTH  FIRE  INSURANCE  COMPANY,  Cleveland,  O. 

President  and  Treasurer,  Ehner  E.  Gandy;  Vice-President,  W.  J.  Qdger;  Secretary.  H.  P.  Knoble.     Incorporated  Sept.  2,  191 1. 


This  company  was  organised  under  the  laws  of  0.  and  has  an 
authorised  capital  of  $100,000,  which  was  reported  in  May,  1915, 
to  be  ah-eady  subscribed,  with  $48,975  paid  in.  The  stock  was 
sold  at  $60  per  share  (par  $25).  The  directors  were  E.  E.  Gan- 
dy,  W.  J.  Geiger,  H.  P.  Knoble,  J.  T.  Bumham.  E.  A.  Murphy, 


A.  C.  Henry,  M.  J.  Blits.  J.  C.  Wolf,  S.  W.  Wenbau.  Frank  Yea- 
berger,  Ross  P.  Jordan,  W.  C.  Smoots.  The  company  will  tran- 
sact a  fire  business  only  in  Ohio  at  first,  gradually  enlar^iig  its 
territory  and  capital  as  business  demands.  The  compsuiy  is  not 
yet  (May  1.  1916)  known  to  have  oommenced  business. 


OHIO  VALLEY  FIRE  AND  MARINE  INSURANCE  COMPANY/ 

Paducah,  Ky. 

Prendent,  Frank  M.  Fisher;  Vice-President.  Dr.  Frank  Boyd;  Treasurer.  E.  G.  Boone;  General  Counsel.  W.  A.  Berry; 

Secretary,  Auber  Smith. 


Y«AR 

Assets 

Unearned 
Premiums 

Net 
Surplus 

1915 
1914 

$220,206 
141.344 

$20,466 
6.369 

$92,048 
51,898 

Net 
Premiums 


$34,453 
12,164 


Total 
Income 


t$l  10.627 
tl55.352 


Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

$10,072 

$16,799 
•21,531 

$26,871 
22.426 

•895 

Incurred 
S12.7SJ 


•Includes  $11,355  OTganiaation  expenses,    flncludes  $140,000  capital  and  surplus  paid  in  1914  and  $60,000  surplus  and  capital  in  1013 


AssBTB,  Dec.  31,  1915. 

Real  estate $15,000 

Mortgage  loans 138,716 

Bonds  and  stocks ...  9,220 

CoUateral  loans 5.468 

Cash 15.124 

Agents'  balances ....  7,059 

Interest  and  rents. . .  1,002 

Other  assets 28,617 


LuBiUTisa,  Dec.  31, 1915. 

Losses  unpaid $4,648 

Unearned  prems 20.466 

Other  liabilities 3,044 


Total  liabilities. 
Capital  paid  up . . 
Net  surplus 


$28,158 

100,000 

92,048 


Total  assets $220,206       Total $220,206 


Underwriting  loss,  $9,178;  investment  profit,  $13,845. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$1,973,206;  ix^miums  thereon,  $32,107;  marine  and  inland  risks 
in  foroe,  $34,500;  premiums  thereon,  $795. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$46,617;  looses  paid,  $11,400. 


REAL  ESTATE  OWNED:  The  company  has  an  equity  n 
$15,000  in  its  home  office  building  in  Paducah.  Ky. 

MISCELLANEOUS:  This  company  was  inoorpor&ted  Apri 
7, 1914,  with  an  authorised  capital  qf  $250,000  and  an  equal  amouo 
of  surplus.  The  company  commenced  writing  when  the  capita 
which  is  being  sold  at  double  par.  reached  $50,000. 

DIRECTORS:  P.  M.  Fisher,  Dr.  Frank  Boyd,  E.  G.  BooxH 
Auber  Smith,  W.  F.  Paxton.  Louis  F.  Kolb,  R.  D.  Wilaoa.  Mar 
L.  Jones.  E.  C.  Phelps.  C.  W.  Emery,  W.  A.  Berw,  J.  M.  T^»| 
Harry  Meyer,  E.  W.  Baker,  Abe  L.  Livinnton,  £.  D.  Hr*»|MtS 
Dr.  H.  G.  Reynolds,  G.  R.  Davis,  J.  L.  Wolff.  Ed.  £.  Walkci 
C.  J.  Barlow,  A.  L.  Newman,  T.  H.  Farmer,  L.  Brewer,  Dr  11 
W.  Walbright,  C.  C.  Leonard,  R.  E.  Cooper.  Casper  Kr«b«.  c'.  fi 
Megibben,  F.  S.  Moore. 

TERRITORY  COVERED:  Ky.  only. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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OLD  COLONY  INSURANCE  COMPANY,  Boston,  Mass.§ 

VnmAeat,  Ranwim  B.  Fuller;  Secretwy.  Cbarlei  D.  Hod«aB.   Organtaed.  1006. 


1U.K: 


1915  Sl.49t.540 
1^14  Ulft*25l! 
IdlS  U1«.8W' 
»13  ;    1.334.7S8 

mi     1027 jnv 


Unearned 
IVeminniB 

S544.0IS 
487.971, 
452.8711 
401.3631 
352.531 


Net 
Surphia 

$432,369, 
332.722, 
369.726; 
452.715 
395.429 


Net        I 
Premiums  ' 

*r42.l01 
624.909 
615.182 
576.743 
521.893 


Total 
Income 


Loaaes 
Pkid 


Dhridendt 


ToUl  Ex- 
Expenaef      penditures 


1794.5891 
677,557. 
666. 644 1 
625.8131 

t863.969^ 


•1377,869; 
422.5941 
308,456< 
323.105 
323.342 


124.000 
24,000 
24.000' 


1246,443 
218,186 
216.887 
191,327, 
176.899 


1648.312 
664.780 
549.343 
514.4.32^ 
500.241 


Loeses 
Incurred 

1385.435 

421.223 
319.294 
313.078 
330.869 


*  Tnrindiw  t33&JSl5  marine  premiums  and  $116,721  marine  loaaee.   t  Inchides  $300,000  surplus  paid  in. 
i  Tra— eta  both  fire  and  marine  busineas. 


Aascn.  Dbc.  31,  1915. 

mm..  ..  UIJXO 

Boad^andatodD...  1.202.940 

CaA 121.762 

AweaUi  iMbnoea. ...  1 13.247 

Intmst 5,459 

Olhraneta 10.132 


LuBiuma,  Die.  31,  1915. 

Loases  unpaid $108,421 

Unearned  praoas 541,618 

Other  IbbifitieB 9,132 


Total  liahifitJes...  $662,171 
Capital  paid  up ... .  400.000 
Net  surplus 432.369 


Total 


$1,494,540       Total $1,494,540 


Uadervmiag  profit.  $45,255;  mvestme&t  profit,  $78,393. 

RISKS  AND  PREMR^MS:  Fve  risks  in  force,  December  31. 
$11526,409:   prenhims  thereon.   $879,380;  marine  and  inland 
in  fioroe.  $6,652,855;  premiums  thereon,  $153,664. 


BUSINESS  SINCE  ORGANIZATION:    Premhuns  raoeived. 
UJtMZn-.  loaaea  paid.   $3,625,116;  dhridends  dedaied.  easfa. 

liauooo. 

MORTGAGE  LOANS:  There  are  4  loans  a0;re«atin«  $41,000. 
srsred  bjr  dvdiinpy  in  Boston  and  its  niburbs.  valued  at  $94,500. 
the  cosipaoy  holdms  $56,000  of  insurance  on  the  buildings.  No 
as  past  doe  oo  December  31,  last. 


BONDS  AND  STOCKS  OWNED: 


ZW^' 


/«• 


1925-29. 

1957-68.  4% 

1926.  4% 

1934-35.3^%... 

1920.4% 

B.40.a.R..eT..  1933,  4H% 

Can.  Pbc  Ry..  n.  etf..  1924,  6% 

Cl  Pte.  By.,  1949.  4% 

Ciu  Mi  A  St.  P.  Ry-  1989.  4%  . . 
X  Y.  C.  ±  H.  R.  R.  R-,  1997.  34% 
N.  Y-  N.  H.  A  H.  R.  R..  1966.  4%. . 
Pi.  R.  B-  1965.  41^% 


Par 

Market 

Value. 

Vahic. 

$300,000 

$288,000 

50.000 

51.500 

15.000 

15,300 

40.000 

38,800 

35.000 

25.500 

15,000 

14,550 

4,000 

4,130 

15.000 

13.500 

5.000 

4.800 

15.000 

12,450 

50,000 

40.500 

15,000 

15,150 

BoMM  AND  Sroru  OwtfWD.—Coni. 
Stocks. 

Boston  Elev.  Ry 

o.  &  Me.  K.  iC 

Canadian  Pac.  Ry 

N.Y.,N.H.&H.R.R 


Old  Colony  R.R. 

Pa.  R.R 

First  Nat.  Bk.,  Boston 

Merchants  Nat.  Bk.,  Worcester. 
Nat.  Shawmut  Bk..  Boston .... 

Amer.  Sugar  Refining 

Amcr.  Tl.  A  Tg 

Edison  El.  Illg 

On.  Ad.  Bur 

Pullman  Co 

Western  Union  Tg 


Par 
Value. 

$60,000 
30.000 
20.000 
50.000 
20.000 
66.000 
20,000 
15.000 
15.000 
10.000 

100.000 

44,000 

50 

10,000 

28,000 


Market 
Value. 

$49,800 
10.800 
36.800 
38.500 
30.400 
78.540 
85.200 
28.500 
20.400 
11,600 

129.000 

108,680 

50 

16.500 

25.200 


Totals  (book  value.  $1.333.351) $1,037,050    $1,202,940 


MISCELLANEOUS:  This  company  was  organised  and  oom- 
menoed  bunness  early  in  1906  with  a  paid-up  capital  of  $400,000 
and  a  surplus  of  $200,000.  Additional  surplus  of  $300,000  was 
paid  in  1911.  It  is  controlled  by  the  Boston  Insurance  Co.. 
which  owns  3,591  shares  of  the  stock  of  the  Old  C(^ny. 

DIRECTORS:  Ransom  B.  FuDer.  J.  W.  Dunphy,  Calrin 
AusUn,  N.  J.  Rust,  Eugene  P.  Carver,  Frank  B.  McQueften, 
Wm.  R.  Hedge.  DonakTM.  Hill. 

FIELD   MEN   AND   TERRITORY  COVERED:    Qeneral 

aents:  A.  D.  Ehtker  k  Co.,  Lansing.  Mioh.,  for  III.,  Ind.^  la.,  Ky.. 
ich..  Minn..  Mo..  Neb..  N.  D..  0.,  Okb.  and  Wis.:  special  amnts, 
A.  H.  Mills  and  J.  W.  H.  Hemingway,  for  New  EnKJand;  F.  0. 
Channel  J.  B.  Daeey  and  W.  8.  Quinterro,  for  N.  J.  and  N.  Y. 
State:  H.  A.  Miller  and  F.  W.  Sippell  for  Pa..  Md.,  D.  C.  Del.  and 
W.  Va.  The  company  operates  in  CaL,  Cdo.,  Conn.,  Del.,  D.  C, 
III.,  Ind.,  la..  Ky.,  La.,  Me..  Md..  Mass..  Mich.,  Minn.,  Mo., 
Neb.,  N.  H.,  N.  J.,  N.  Y..  N.  C,  N.  D..  O.  Ore..  Okla.,  P*.. 
R.  I..  Vt.,  Wash..  Wis.  and  W.  Va. 


ORIENT  INSURANCE  COMPANY,  Hartford,  Conn.^f 

Preaidait,  A.  G.  McIHraine,  Jr.;  Vice-President  and  Secretary,  H.  W.  Oray,  Jr.      Organised,  1872. 


Yua 


1915  $3.66t.l30 

I9!4  l,6».«72 

I»:3  3,50^912 

1112  3.4S3.136 

mi  3J78.I72 


Unearned 

$1,587,509 
1.478,036 
1,484,166 
1.434.718 
1.403,145 


Net       I 
Surpnis 

$1,112,905 

1.002,065 

875,901, 

1,342.400 

1.299.827 


Net 

Premiums 

t$1.666,490 
1,563.6931 
1,527.747 
1,449,035 
1.465.911 


Total 
Income 

$1,809,702 
1.697.725 
1,670,669 
1.582,779 
1.598,086 


Losses 
Paid 


t«37.766 
•919.756 
•848.735 
•777.374 
•743,241 


Dividends 

$ioaooo' 

100.000 


,  ToUl  Ex- 
Expenses   I  penditures 


$667,737 
619,848 
585.813 
581,247 
570,156 


$1,605,503' 
1.530,604 
1,434.548 
1.458.621. 
1,313,397 


Losses 
Incurred 

$785,278 
898,798 
•833.351 
•782,132 
•758,439 


i  pakl  aukd  losses  ineurred  include  expenses  of  adjustmoit  and  settlement  of  loases.  tIncHides  $138,583  marine  premiums 

sad  $65,945  Durine  looses.  §$500,000  tnnsierred  from  surplus  to  capital.  IfTransacts  both  fire  and  marine  business. 


Dm?.  31.  1915. 

Bal  estate $173,186 

Beads  and  sloeka...  2,756,587 

Csifa 588,556 

Aceaii*babiu»  ...  311.151 

icterrac 39.052 

Ck^Mefis. 43.158 


LuBiUTtis.  Dec.  31, 1915. 

Loases  unpaid $127,799 

Unearned  jprems —    1 .587.509 
Other  liabilities.....        37,926 


Total $3,911,600 

SpLdep-owliab..         45.551 


Total liaUUties...  $1,753,234 
Capital  paid  up ... .  1.000.000 
Net  surplus 1,112.905 


TetaladBL 


$3,866,139       Total $3,866,139 


profit,  $69,670:  investment  profit.  $147,496. 

RISKS  AXD  PREMIUMS:  Fire  risks  in  force.  December  31, 
$MQ.!f25.573;  premiams  thereon,  $3,904,300;  marine  and  inland 
n^  in  foree,  ^,6^.371:  premiums  thereon,  $134,264. 

Bl^XKSS  SINCE  ORGANIZ.\TION:   Premiums  received. 


$41,920,964;  loases  paid.  $24,901,611;   dividends  declared,  cash, 
$2,090,000;    stock,  $600,000. 

REAL  ESTATE  OWNED:  Consiata  of  the  brick,  stone  and 
steel  building  at  20-22  Trinity  St.,  Hartford,  occupied  as  home 
office  of  the  company,  carried  at  book  value,  ($167,686),  and  a  lot 
and  brick  building  in  rear  thereof,  which  cost  $5,500. 

BONDS  AND  STOCKS  OWNED: 
Bom>8. 

U.S.  Gov.,  4%,  1925 

Conn.,  3Ji%,  1934 

Mass.  Met.,  wr.  L,  S^'^r.  1935 

N.  Car.,  perm,  imp.,  4%,  1953 

Glynn.  Ga.,  Co.,  r..  5%.  1925 

Augusta.  Ga..  fld.  prot..  4^2%.  1942   .  . . 
Bridgeport,  Stratford  Ave.  bdge.,  4^2%. 

1953-.58 

Fayetteville,  N.  C,  r.,  5%,  1926 

Hvtford,  add.  wr.  sup..  4%.  1934 

Middletown,  Conn.,  imp.,  ZH':(h  1921.. 


Par 

Market 

Value. 

Value. 

$10,000 

$11,000 

40.000 

38,800 

85,000 

79,050 

10,000 

10,000 

19,000 

10.200 

10,000 

10.200 

100.000 

107.560 

10,000 

10,200 

100.000 

100,000 

12,000 

11.640 
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ORIENT  INSURANCE  COMPANY,  Hartford.  Conn.— Continued. 


Bonds  anp  Stocxb  Ownsd.— Con/. 

Bonds. — Cont. 

New  Britain.  Conn.,  wr.,  4%.  1033. . . . 

New  London.  Conn.,  so.,  4%,  1024 

Norfolk,  Va..  5%.  1 91 7 

Norwalk.  Conn^  r.,  4%.  1039 

Petenburg.  Vs.,  4%.  1945 

Petenburs,  Vs..  penn.  pub.  imp.,  4H%. 

1952 

Scheneotsdy.  N.  Y.,  wr..  4%.  1923.... 
South  Norwslk,  Conn.,  wr.,  4%.  1925. . 

Stsmford.  Conn.,  v..  4%.  1924 

Wsterbury.  Conn.,  sbn.  wr.  drain.,  3H%, 

1924 

Willimsntiq.  Conn..  4%.  1925 

Als.,  Mid.  R.  R.  1  m..  5%.  1928 

Albany  A  Sus.  R.  R.,  ot..  3H%.  1946. .. 
At  T.  ft  8.  Fe.  Ry..  gn.  m..  4%.  1995 
AU.  Ct  L.  R.  R..  cs.  m..  4%.  1952 

B.  A  M.  R.  R.,  <L  4H%,  1929 

Bk]yn.ft  Mk.  RTR..  2m.,  5%,  1938.... 
Cent  Qa.  Ry.,  (M.  A  No.  Div.),  1  m^ 

5%,  1946 

Cent  Qa.  RjTm  cs.  m..  5%,  1945 

Cent  Pm.  Ry.,  gr.  m.,  3^%.  1929 

Cent  R.  R..  N.  I.,  gn.  m.  reg.,  5%,  1987 

Chattanooga  Sts.,  1  m.,  4%.  1957 

Ches.  ft  0.  Ry.,  os.  m.,  5%.  1939 

Chi.  Rys..  cs.  m.,  5%,  1927 

ChL  Rys.,  OS.  m.,  5%,  1927 

Chi.,  BurL  ft  Q.  R.  R.,  aU.  Div.).  3H%. 

1949 
Chi.,  uiL  ft  St  P.  R.  R.i  (C.."  P.*  ft  W. 

Dir.),  1  m.,5%,  1921 

Chi..  Rk.  Is.  ft  Pae.  Ry..  gn.  m..  4%.  1968 
Chi..  Rk.  Is.  ft  Pso.  Ry.,  eq.  n.,  4H%. 

ChL.  St  P..*  Minni '  ft  0. '  Ry.,'  H'  il^ 

3H%   1980 

Chi.,  8t.'P.,  Minn."*  0.'Ry!,"d..  5%,'l980 

Chi.  ft  A.  R.  R.,  r.  m..  3%,  1949 

Chi.  ft  A.,  eq.  sflsn.,  4%,  1916 

Chi.  ft  E.  III.  R.  R.,  gn.  os.  m..  5%.  1937 

Chi.  4  E.  R.  R.,  1  m.,  5%,  1982 

ChL  ft  Nwn.  Ry- 8.  f.  d.,  5%.  1933 

Cin.,  D.  ft  I.  R.  R..  1.  m.,  6%.  1941. .. . 
Cin.  No.  R.  R.,  1  m.,  4%.  1951 

C,  C.  C,  ft  I.  Ry.,  gn.  m.,  6%,  1934. . . 

C.  Trm.  ft  Val.  R.  R.,  1  m..  4%,  1995. . . 
CoL  ft  ToL  R.  R.,  1  m.  s.  f..  4%.  1955  . . 

D.  ft  Mich.  R.  R.,  cs.  m.,  4^%.  1931 .. . 

Dve.  ft  Rio  Gde.  R.  R.,  1  os.  m.,  4%,  1936 

Dt.  Gd.  Rpds.  4  W.  R.  R.,  1  OS.  m.,  4%, 
1940 

E.  Tenii.*,  yii.*4at.  R^',  »  m^^^ 

Fit  ft  P.  M.  R.  R.,  1  m.,  6%,  1920 

Fla.  So.  R.  R.,  1  m..  4%.  1945 

Ft  Worth  ft  Dvr.  Cy.  Ry.,  1  m.,  6%,  1921 
Gal.,  Hsbg.  ft  S.  A.,  (M.  ft  Pac.),  1  m.. 

5%,  1931 

Ga.  R.  R.  ft  Bkg.,  6%,  1922 

Gt  No.  Ry..  No.  Pac.,  C.  B.  ft  Q..  jt  ool.. 

4%,  1921 

m.  Cent  R.'R.,*'(LViMv.)Vi'm.i3H%^ 

1953 

Kna.  ft  Mich.  Ry..  1  m.,  4%.  1990. 

Kan.  Cy.  So.  Ry.,  eq.,  5%,  1919 

L.  E.  ft  W.  R.  R.,  1  m..  6%,  1937 

L.  8.  ft  Mich.  So.  Ry.,  d.,  4%,  1931 

LchL  ft  N.  Y.  R.  R.,  1  m.,  4%,  1945. . . . 
Lehi.  Val.  Ton.  Ry.,  I  m.,  5%,  1941 ... . 
L.  ft  N.  R.  R.,  (P.  4  M.  EHy.).  1  m.,  4%, 

1946 

Mich.  Cent  R.  R.,  1  m.,  4%,  1959 

Minn.  4  St.  L.  R.  R.,  1  cs.  m.,  5%.  1934 
Minn.  4  St.  L.  R.  R.,  1  4  r.  m..  49^  1949 
Minn.,  St  P.  4  S.  Ste.  M.  Ry..  1  cs.  m.. 

Mo.,%an.  4  E.'  Ry.',"l  in.V5%.'  i942! .'  .* 

N..  C.  4  St.  L.,  1  cs.  m..  S^-'o,  1928 

N.  Eng.  R.  R.,  cs.  m.,  4%.  1945 

N.  Y..  N.  H.  4  H.  R.  R-.-cv.,  d..  6%,  1948 


N.  4  W.  Ry.,  1  m..  4%,  1996 

N.  4  W.  Ry.,  1 1.  4  div.,  4%,  1944. 


R.,  r..  4%,  1929. 


Oregon  S.  L.  R. 

Petersburs  R.  R.,  cs.  m.,  6%,  1926 

Phila.  4  R.  Trm.  R.  R.,  1  m.,  6%.  1941 
Pitts.,  C.  4  To.  R.  R.,  I  m.,  6%.  1922. . 

Rich.  4  Dan.  R.  R.,  d.,  5%.  1927 

Sav.,  FU.  4  W.  Ry..  1  m.,  5%,  1934. .. . 


Par 

Market 

Value. 

Value. 

125.000 

$24,500 

5.000 

4,950 

10.000 

20,200 

35.000 

34.650 

5.000 

4.700 

25.000 

24.5db 

2.000 

1.980 

25,000 

24.750 

25,000 

25.000 

1.000 

960 

2aooo 

20.000 

40.000 

42.400 

laooo 

8.600 

25,000 

23.500 

76,000 

70.500 

loaooo 

81.000 

20.000 

• 

21,000 

2aooo 

20.600 

50,000 

50,500 

25,000 

22,500 

65,000 

76,700 

25,000 

21,000 

42,500 

45.050 

5.000 

4.550 

5,000 

3.750 

55.000 

47.300 

60.000 

52.000 

20,000 

17,000 

25,000 

34.000 

5.000 

4.600 

60.000 

51.000 

50.000 

29.500 

5,000 

5.000 

26.000 

20.500 

100.000 

106.000 

30,000 

31.500 

10.000 

3,000 

2,000 

1.600 

10.000 

11.400 

10.000 

8.400 

13.000 

11.310 

25.000 

23.000 

25,000 

20.000 

10.000 

7.000 

15,000 

15.750 

30.000 

30.600 

18,000 

16.200 

5aooo 

53.000 

50.000 

52.000 

10,000 

10.200 

5aooo 

49.000 

20.000 

16.200 

35.000 

29.750 

25.000 

25.250 

50.000 

49.500 

50.000 

47.500 

10,000 

8.900 

15.000 

16.350 

50.000 

43.500 

25,000 

22.000 

10.000 

9,000 

30,000 

17.100 

50.000 

46.500 

100.000 

89.000 

25.000 

26.500 

25.000 

23.500 

50.000 

58.500 

25,000 

23.500 

25.000 

22.500 

20.000 

18,600 

5.000 

5.600 

10.000 

11.000 

10,000 

10.600 

10,000 

10.200 

22,000 

23,760 

Bonds  and  Stocks  Ownbd. — Cont. 

Bonds.— Conf. 

Sav..  Fla.  4  W.  Ry.,  1  m.,  6%,  1934. . . . 

8t  L.  4  San  Fran.  R.  R..  eq.,  5%,  1916 

8t  P..  Minn.  4  M.  Ry.,  cs.  m.,  4^%, 

1933 

8t  P.  4  8.  Cy.,  1  m.,  6%,  1919 

Vt  Val.  R.  R..  1  m.  g.,  4^%.  1940 

W.  Shore  R.  R.,  1  m^  4%,  2361 

W.  4  8.  F.  Ry..  1  m.,  5%,  1938 

Wil.  4  W.  R.  R..  gn.  1  m.,  5%,  1935  .. . 
W.-8.  Sobd.  Ry.,  1  m.,  4%,  1960 

Srocn. 

Chi»  BurL  4  Q.  R.  R. 

N.  X.,  N.  fi.  4  Jx.  R.  R 

Underwriters' Salvage,  N.  Y 


PSr 
Vahie. 

Markrt 
Valii**. 

610,000 
25,000 

612.000 
25.000 

25,000 
15.000 
25.000 
80.000 
15.000 
15.000 
75,000 

25.750 
15.750 
23.750 
73.600 
16.500 
15.750 
66.000 

3,100 

67,500 

1,000 

6,851 

51,975 

1,500 

Totals  OMok  valu^  13,000,503) 13,879.100    $2,756,586 


MISCELLANEOUS:  Since  July,  1900.  this  oompainr  has  bero 
oontroUed  by  London  and  Lancashire  Fire  interests.  Gapital  in- 
creased in  1881  from  $600,000  to  61,000.000;  reduced  in  1893 
to  1500,000.  In  1906.  $83,000  was  paid  in  by  stoc^holdere,  and 
in  1909,  $200,000additional  surplus  was  paid  in.  In  1913,  $500,000 
was  transferred  from  surplus  to  capital.  Conflagration  losses: 
Boston,  1872.  $164,000;  Jacksonville,  1901,  $35,000;  Baltxmorv. 
1904.  $149,030;  San  Francisco,  1906,  $1,679,000.  Values  of  special 
deposits:  Vs.,  $49,400;  Ga.,  $ia200;  N.  M.,  $11,000;  nTc.. 
$30i200. 

DIRECTORS:  A.  G.  McHwaine,  Jr.,  J.  V.  FothenilL  C.  F. 
SohoU.  J.  0.  HaU,  Henry  W.  Gray.  Jr..  Chas.  E.  Dox.,  E.  E.  Pearce. 
Frederick  W.  P.  Rutter,  Sam  B.  Stoy. 

FIELD  MEN  AND  TERRITORY  COVERED:  Charles  E. 
Dox,  Chicago,  m.,  manager;  John  F.  Stafford.  39  So.  LaSalle  ct, 
Chiesgo.  ni.,  ageooy  superintendent  for  western  dqiartnent;  Sam 
B.8t(^,  San  Franoiseo,Oal.,  manager  for  Pacific  department;  Geo. 
O.  ftmth,  agenoy  superintendent  and  William  B.  Hopkins,  local 
seoretary;  J.  B.  Yates,  agenoy  superintendent  Los  Angdes,  CaL. 
Tresvant  4  Coehran.  Dallas,  Tex.,  general  agents  southwestera 
department  comprising  Tex.,  Ark.  and  La.  Special  agents: 
J.  G.  Smith,  F.  A.  Ne^tt  8.  M.  Powett,  E.  E.  Robinson.  Dallas. 
Tex.:  V.  B.  Wright  Palestine.  Tex.;  R.  M.  Anderson.  Dallaa.  Tex.; 
M.  M.  Overby,  San  Antonio.  Tex.;  E.  E.  Wright  and  W.  E. 
Horton,  Jr.,  New  Orieans,  La.;  J.  K.  Shepho^,  A.  H.  Dixoo. 
Little  RodE,  Aik.;  Eastern  department  covers  Eastern  States  and 
Mkidle  Sutes,  Md^  D.  C,  Va~  W.  Va..  N.  C.  8.  C.  Ga^  Fla..  Ala.. 
Ky.  and  Teon.;  Western  department  eoveis  Western  Sutes 
and  Territories;  PSdfio  department  covers  Cal..  Colo.,  Wyo., 
Ore.,  MtMit.  Wash^  Utah,  Ida.,  Nev.  and  the  Territories  of  N. 
M.,  Aris.,  AJas.  ana  Haw.  General  and  ipeeial  agents:  Eastern 
department  John  J.  Horan,  Portsmouth,  N.  H.,  special  agents  for 
Me.,  N.  H.,  and  Vt;  Joseph  Givemaud,  Boston.  Msss.,  special 
agent  Mass.,  and  R.  I.;  A.  H.  Murphy,  Hartford,  Conn.,  special 
agent  for  Conn.;  C.  J.  Mahoiu^,  Newark,  N.  J.,  special  agent  for 
suburban  and  eastern  N.  Y.;  w.  R.  Somerville.  Rochester.  N.  Y., 
special  agent  for  western  N.  Y.;  Paul  Turner.  Jr..  PhihuM^ia.  Ps^ 
special  aeent  for  N.  J.,  eastern  Ps..  Baltimore  and  D.  C;  H.  A.  W. 
Happer,  Harrisonburg,  Vs.,  speeial  agent  for  Va..  Md.  and  W.  Vs.. 
F.  M.  Bleuit  Pittmrgh.  Pa.,  special  agent  for  weston  Pa. 
R.  A.  Hanooek,  Atlanta.  Ga..  Kenersl  agent  for  Ga..  N.  C.  9.  C. 
Fla.  and  Tenn.;  L.  B.  Humphrey.  AtUnta,  Ga.,  tpKial  agent 
for  N.  C.  8.  C.  and  Fla.;  J.  C.  Curd.  Atlanta.  Ga..  speeial  ageot 
for  Ga.:  A.  J.  Brame  and  W.  R.  Ayres.  Montgomery,  Ala.^  qwcial 
agent  tor  Ala.  Western  department  special  agents:  Western 
department,  F.  B.  Saunders,  Chicago,  III.,  assistant  agency  super- 
intendent Fred  D.  Buckman,  Chicago,  111.,  special  agent  for  Cook 
Co.,  III.;  W.  A.  Cavanash,  Chicago,  III.,  special  agent  for  III.; 
A.  E.  Perry,  Minneapolis,  Minn.,  State  agent  for  Minn,  aod  N.  D.; 
C.  G.  Robertson,  Omaha,  la..  State  agent  for  la.  and  S.  D.  and 
Neb.:  John  A.  Hoover,  Dsyton,  0.,  State  agent  for  O.;  Carl  C1au9> 
sen,  Indianapolis,  Ind.,  special  agent  for  Ind^  John  W.  Hoffman, 
Kansss  City,  Mo.,  State  agent  for  Mo.;  J.  F.  Kahmann.  Kansas 
City.  Mo.,  special  sgent  for  Okla.  and  Kan.;  C.  E.  HUbert  and  P. 
C.  Metiger.  Milwaukee.  Wis..  State  agents  for  Wis.;  A.  C.  Gil- 
bert Detroit  Mich..  State  agebt  for  Mich.  Pacific  department 
special  asents:  Pseific  department  G.  T.  Richmond.  San  Fran- 
cisco, Cal..  special  i^nt  for  N.  C.  and  Coast  Counties;  J.  P. 
Houge,  Los  Angeles,  Cal..  qiecial  agent  for  southern  OaL  and  .^ris.; 
W.  W.  Gilmore,  Sacramento,  Cal.,  special  agent  for  central  Cal. 
and  Nov.;  G.  L.  Goodell.  Portland.  Ore.,  special  agent  for  Orp.. 
southern  Wash,  and  western  Ida.;  David  H.  Parry.  Seattle. 
Wash.,  special  agent  for  Wash..  Alas,  and  northern  Ida.;  N.  Gard- 
ner, Denver,  Colo.,  special  agent  for  Colo.,  Wyo.  and  N.  M.; 
N.  W.  Clayton,  Jr..  Salt  Lake  City.  Utah,  special  asent  for  So. 
Ida.,  Mont,  and  Utah.  The  company  operates  in  all  the  Statct 
and  territories  (except  Del.)  and  in  the  Hawaiian  Islands. 
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PACIFIC  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

C.  V.  Meserole;  Secretery,  Henry  G.  Stephens.    Organised,  1851. 


1915  Sl,230p77Q 

1914  l.m^668 

1913  l;2M.794 

1912  nLfxa 

1911  M3.91A 


Unearned 


Net 

Surplw 


9406.168 
349340 
435J96; 
287.137' 
254.050! 


Net 


$322^1 
311.682, 
288JS25' 
388.910 
383.1081 


9609,396 
521344 
753.186 
465,533 
435.849 


Total 
Income 


9668.710 
576.714 
814,714 
500,544 
470,827 


Pfeid 


9365.533 
452.764 
566.067 
284.944 
291.248 


940.000 
40,000 
28,000 
38,000 
28.000 


Dividends  >   EKpenen 


Total  Rx- 
penditures 


$222,054; 
183,971 ! 
235,356 
144392 
135,078 


9637,587 
676,735 
829,423 
457,836 
454.326! 


Ineurred 


9363.957 
421.264 
591.376 
296.141 
297.897 


Dk.  31. 1915. 

961.000 


977,093 
51344 
132.159 
6.192 
Other  SMfeB. 11391 

Totelaaeto $1,239,779 


JjUMoasm,  Dae.  31. 1915. 

Loaneimpaid $01,243 

Unearned  prems....      405.168 
Other  liabffitiea.....        20^977 

Total  fiahilitiee $517,388 

Capital  paid  np. . . .      400.000 
Netwrpbs 322391 

Total $1,230,779 


rndsvxilias  Ion.  S43387;  mveetment  profit  $94,297. 

R&E3  AND  PREMIUMS:  Kre  rialn  in  foree.  Deoember  31, 
$6,441,832;  premioBM  thereon,  $800,967. 

BCSDIES8  SINCE  ORGANIZATION:  Premhims  received. 
$11,174,925;  ksBea  paid.  $8,908,647;  dividends  declared,  eash, 
$ljaM30Q. 

MORTGAGE  LOANS:  Embrace  9  loans  of  $5,000  to  $18,000 
cMh.  fQaoBfteed  as  to  principal  and  interest. 

fiONDS  AND  STOCKS  OWNED:                Pkr  Market 

BovDa.                                 Vahie.  Vahie. 

K.Y.Cy^  serial.  4H%.  1016-13 $90,000  $92,700 

K.Y-3*^,  1«« 115,000  105,800 

5«.Y,4rcl«W 50,000  49.000 

S.  Y-  4H%.  1»7 76.000  79.500 

Ifadim.  Ga.,  4H%.  1«38 10.000  9.700 

.sa.R.B.,4%.1966. "  25,000  17,750 

Wotcm  Md.  R.  IL,  4%,  1952 20.000  14,600 

DisiQnSee.Carp.,5%.1927 2a000  14.400 

Cai>aol.G«^9%.  1920 laOOO  12.700 

SItg.  Bd.  Co,  4%.  1966 9.000  6,840 

Stockb. 

.C  T.  ft  S.  F.  R.  It.  eom 50.000  54.000 

B.AO.ILR.,eam 10.000  9.600 

ChL  4  Nvn.  Bf  ^  com 40.000  54.800 

ChLM.4  3tIP.  B7.,cora 50.000  50.000 

Gt.Ko.Rj..p  40,000  50,800 


Bonds  and  Stocks  Owned.— Cenl.  PSr  Market 

Stocks.— Con/.  Value.  Vahie. 

No.PSo.  Ry 20,000  23,600 

Pa.  R.  R 10,000  11.900 

Reading laOOO  16.700 

8o.Psc 30,000  31,800 

W.Md.RR.,p 10.000  4.300 

Amer.  Tl  &  Tg 10.000  12.900 

Bklyn.  aty,  R.  R 20.000  36.000 

Kings  Co.  El.  Lt.  ft  Pwr 30.000  38.700 

Manhattan  Co 30.000  39.900 

Pulhnan 20,000  3.3.000 

Bklyn.  Union  Gas  Co  30.000  40.200 

CB.0as 2a000  28.800 

No.  Amer 10.000  7,700 

Automatic  fire  Alarm 950  2,090 

Golden  HiU  Bids 25.000  25,000 

Underwriters  Salvage 500  500 

Lawyers  Title  ft  Ins  Co 1,900  2,157 

Totals  (book  value,  $1.00i683) $892,350  *$977.437 


*Seourities  as  per  company's  valuations;    the  item  is 
is  based  on  insurance  department  valuations. 

MISCELLANEOUS:  The  company  reinsured  in  the  West- 
chester Fire  in  June,  1901.  anic^  resumed  business  in  December. 
1902.  The  Pacifie  and  the  Greenwich  of  New  York  were  meraea 
in  1913  under  name  of  Pacific  Fire.  ConfiiMsration  losses:  Chi- 
cago, 1871.  $12,100;  Baltimore.  1904.  $22,633;  San  Francisco, 
1906,  $50,329.    Value  of  deposit  in  Qa..  $9,700. 

DIRECTORS:  Henry  J.  Robinson.  Edward  E.  Pearoe, 
Julian  D.  Fairchild.  Eben  Demarest,  Clinton  L.  Rosnter.  A.  R. 
Pieraon,  John  N.  Steams.  E.  C.  Jameson.  C.  V.  Meserole.  L.  R. 
Bowden.  J.  H.  Hallock.  H.  A.  Loth,  J.  P.  Murray.  C.  W.  Osborne. 
M.  A.  Stone.  F.  T.  Nesbit.  Thos.  Cochran.  H.  G.  Stephens. 

.  nELD  MEN  AND  TERRITORY  COVERED:  J.  8.  Fre- 
linghuyseo,  genenl  agent.  The  company  operates  in  Cal..  Ga.. 
111..  Ind..  Minn..  Mo..  N.  J..  N.  Y.,  Ore..  Pa..  8.  C.  Wash,  and  B.  C. 


PACIFIC  NATIONAL  FIRE  INSURANCE  COMPANY,  Sacramento,  Cal. 

President,  G.  W.  Cartwright;  Secretary,  H.  C.  Bronson.    Organised.  1913. 


YiAs     Assets 


UnieMiied 
Premiums 


1914 


$317^9 

262^1t 


$8,108 


Net 

Surplus 


Net 
Premiums 


$57,836 
12.271 


$12,922 


Total 
Income 


Losses 
Paid       I  Dividends      Expenses 


$85,400' 
8.1801 


$3,612 


$23,430 
4.725 


ToUl  Ex- 
penditures 


$27,042 
4,725 


Losses 
Incurred 

$3,612 


Dbc  31,  1915. 

MerKpLge  loans $256,617 

Sa.   Ra.  HaB,   5%. 

InLg 3,200 

B&ree 165 

CaA 37,569 

\9eBtV  bdanees. . . .  4.213 

Ictmat 9.312 

fi?atfMeta 6.263 

Teulaseti $317,339 


LlABIUTTBS.  Die.  31.  1015. 


Unearned  prems.. 
Other  liabifities.. 

Totalliabilities. 
Capital  paid  up. . 
Net  surphts 


$8,108 
1,395 


$9,503 
250,000 

57.836 


Total $317,339 


RisSS  AND  PREMIUMS:  Fire  risks  in  foree.  Deoember  31. 
$6d2>40;  pressiBBis  thereon.  $12,922. 


Bl'^TSESS  SINCE  ORGANIZATION:    Premiums  received. 
tlJL^S:   loaaes  paid,  $1,526. 


MORTGAGE  LOANS:    There  are  84  loans  on  good  farm 

Property  mostly  in  Northern  and  Central  California,  aggregating 
256,617.  The  valuation  of  the  property  is  $677,382  and  the 
company  holds  $27,110  of  insurance  on  the  buildings.  $5,504  of 
interest  was  past  due  on  Dec.  31.  last. 

MISCELLANEOUS:  This  company  was  f<»ined  in  the  spring 
of  1913.  with  a  capital  stock  of  $250,000  and  wrote  its  first  policy 
April.  1915. 

DIRECTORS:  G.  W.  Cartwrieht,  J.  I.  McConnell.  Albert  E. 
Boynton,  C.  Lee  La  Rue,  J.  0.  Hickman.  R.  W.  Edmeston.  C.  P. 
Vicini.  Heniy  T.  Scott,  H.  J.  Bareeloux.  Chaa.  A.  Barlow,  J.  P. 
Overton,  J.  B.  Curtin,  G.  W.  Peltier.  Henry  Briiard.  J.  I.  Jones, 
A.  E.  Myienter,  L.  A.  Wright.  W.  F.  Gonneley.  A.  N.  Bullock. 
Jas.  Madison. 


TERRITORY  COVERED: 
only. 


The  company  is  licensed  in  Cal. 
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PACIFIC  STATES  FIRE  INSURANCE  COMPANY,  Portland,  Ore. 

Preadent.  F.  E.  Beach:  Secretary.  J.  H.  Bridseford.    Organised,  1909. 


Ybar 


1915 
1914 
1913 
1912 
1911  ' 


A»et8 


'   Unearned 
'  IVamtumB 


1610.253 
616.882 
55a724 
438.939 
288.169 


Net 
Surplus 


171,169 
72.583 
67,0581 
29.561 
10.785 


$144,394 

181.378 

155.984 

128.562 

36.414 


Net 
Premiums 


S99.809 
97,493 

101.791 
39.171 
26.093 


ToUl 
Income 


Losses 
Paid 


Dividends 


S152.582 
•179.771, 

201,7261 
60,401, 

*69.603, 


163.785 

48.436 

48.410 

14.624 

6.542 


ToUl  Ex- 
Expenaes   '  peoditures 


$104,034  < 

160.502 

52,213 

56,653 

19,358 


Inouired 


•Includes  $34,938  surplus  paid  in  191 1  and  $30,000  in  1914.      ~    flncludes  selling  ezpenaes. 


AasBTB,  Dbc.  31, 1915. 

Real  estate $17,291 

MortiEage  loans 400,101 

Bonds  and  stocks . . .  102,836 

Cash 50.124 

Agents'  balances. . . .  32.699 

Interest  and  rents. . .  1 1,196 


LuBiunn,  Dec.  31, 1915. 

Loasss  unpaid $7,667 

Unearned  prems 71,169 

Other  liabifities 42.123 


Total $614,247 

Ded.  unad.  assets  . .  3.994 


Total  liabilities. . .  $120,959 
CapiUlpaidup...  344.900 
Net  surplus 144,394 


Total 


$610,253       Total $010,253 


Underwriting  loss,  $77,946;  investment  profit,  $32,976. 

RISKS  AND  PREMIUMS:  Fire  risks  in  fotje.  December  31. 
$8,924,676;  premiums  thereon.  $132,630. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
$367,779;  losses  paid.  $183,164. 


REAL  ESTATE  OWNED:  The  company  owns  3  lots,  con- 
taining ten  houses  vahied  at  $22,500  (market  value),  and  render- 
ing a  net  income  of  $280  yearly. 

MORTGAGE  LOANS:  There  are  98  loans  for  $40ai01.  mostly 
fai  small  amounts  on  Ida.,  Ore.  and  Wash,  property,  except  three, 
two  for  $10,000  and  one  for  $20,000,  carrying  an  average  interest  of 
7%.  The  total  vahie  of  the  mrotfsged  property  is  $1,004,725  and 
the  company  holds  $440,310  of  insurance  on  the  buildings.  There 
was  $3,818  of  interest  past  due  on  December  31,  last. 

BONDS  OWNED:  Par  Market 

Value.  Value. 

No.  Pm.  R.  R.,  3%,  2047 $1,500  $1,070 

Ashland.  Ore.,  wr..  44%.  1920 1.000  1,000 

Elks  Lodge  No.  388,  Baker  City,  6%, 

1923 100  100 

&tacada  City,  5%,  1920 5.000  5.000 

Ore.-WaBh.  Co..  6%,  1917^ 13.500  9,450 

Benton  Co..  Ore.,  4%,  1917-8 2,000  2.000 


BONM  OWHBD.— CoiU. 

Pac.  ft  East.  Ry..  6%.  1937 

Nwn.  Harvester.  8%.  1920 

Bay  City  Land.  6%,  1930 

Centralia  Wr.  Supply.  6%,  1926 

Portland.  Me.,  wr.,  4%.  1927 

Rose  City  Pk.  Club.  6%.  1921 

Wheeler  Co..  Ore.,  sc..  7%,  1923 

Lewiston  L.  &  Wr..  7%.  1921 

Wash.  El.,  6%,  1937 

Porthind  Social  Turner  Verem,  6%.  1933. 

Lewis  Co.  El..  6%.  1936 

Prineville  Commercial  Club 

Portland  Commercial  Chib 

New  Westminster,  B.  C.  6%,  1918 


$167,819 

106,938 

10a623 

71.277 

24.900 


ftir 

Vahie. 

$1,100 

10.500 

5.000 

I.OOO 

1,000 

500 

1,500 

500 

12,000 

2.000 

20.000 

100 

250 

25.000 


$63,785 

54,395 

48.646 

15.0W 

6.042 


Market 

Value. 
$82S 

lasoo 

4.800 

400 

1.000 

600 

1.500 

500 

12.000 

2,000 

19.000 

100 

350 

25,000 


Total  (book  value,  $101.645) $103,550      $102,836 


MISCELLANEOUS:  This  company  was  organised  in  1909 
and  was  licensed  to  transact  business  b  Ore.  early  in  1911.  with 
a  paid-up  capital  of  $100,000.  Capital  increased  in  1911  to 
$230,833  and  ^.938  additional  surplus  paid  in.  and  in  1912  it  was 
increased  to  $267,200  and  $60,058  additional  surphis  paid  in. 
In  1913  capital  was  increased  to  $301,000  fuUy  paid  and  $28,419 
surplus  paid  in.  In  1914  capital  increased  to  $331. 300  and  $3a000 
surplus  pud  in;  in  1916  capital  was  increased  to  $344,900.  There 
was  also  $21,494  partially  pud  capital.  The  company  also  has 
subscriptions  amounting  to  $51,500  which  are  bong  collected  in 
cash. 

DIRECTORS:  A.  H.  Averill.  F.  E.  Beach.  L.  G.  Clarke.  Chester 
Deering.  Manuel  Friedly.  F.  I.  Fuller.  D.  J.  Quimbv,  S.  W.  Stryker. 
C.  W.  Nottingham.  C.  S.  Frank.  J.  H.  Bridgeford. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  W.  Bris- 
tow,  gpeeial  agent  for  Ore.;  S.  G.  Gordon,  roedal  agent  for 
Ida.  The  company  operates  only  in  Alas.,  Ida.,  Ore.,  W^ash. 
and  B.  C. 


PALMETTO  FIRE  INSURANCE  COMPANY,  Sumter,  S.  C. 

President,  W.  B.  Wilson;  Secretary  and  Manager,  Perry  Moses,  Jr.    Organised.  1912. 


YlikR 

Assets 

Unearned 

Net 
Surplus 

Net 
Premiums 

ToUl 
Income 

1915 
1914 

$41,541 
37.988 
36.292 

ro5 

$14,405 
12.980 

$1,277 
—724 

$3,882 
3.603 

1913 

_  ^?S3 

9.436!            2.610             4.502 

Pftid 


$1,577 

4 

237 


Dividends 


Total  Ex- 
Expenses      pendituros 


$169' 

1.903, 

4271 


$1,746 

1.907 

664 


Incurred 

S1.577 

4 
237 


Assm,  Dbc.  31. 1915. 


LuMums.  Dm.  31, 1915. 


Mortgage  bans. . 

Cash 

Agents' balances. 
Other  assets 


$4,350 

34.296 

2.404 

491 


Unearned  prems.. 

Reins,  due 

Other  liabiUties.. 

Total  liabilities. 
Capital  paid  up . . 
Net  surplus 


ro5 

1,425 
6 


$2,136 
25.000 
14.405 


Total 


$41,541        Total $41,541 


Underwriting  loss,  $879;  investment  profit,  $2,312. 

RISKS  AND  PREMIUMS:  Fb«  risks  in  foroe.  Deoembo*  31. 
$70,789;  premiums  thereon.  $1,267. 

MISCELLANEOUS:  This  companv  was  incorporated  under 
the  hiws  of  South  Cardina  in  1912,  and  began  business  in  August 
1912.  with  a  capital  of  $25,000  and  an  initial  surplus  of  $6,250. 
The  company  operates  in  S.  C.  only. 

DIRECTORS:  H.  D.  Barnett.  J.  K.  Caswell.  H.  J.  Harby. 
G.  A.  LemmoB,  B.  I.- Manning.  D.  D.  Moise,  Pernr  Moaes,  Jr., 
Neil  O'DonneH  C.  T.  Rowland.  E.  Q.  Siebds.  W.  W.  Sibert, 
I.  C.  Straus.  W.  B.  Wilson. 


PENNSYLVANIA  FIRE  INSURANCE  COMPANY.  Philadelphia,  Pa. 

Praident,  Charles  H.  Barry;  Vice-PresideDt  and  Treasurer.  Edw.  T.  Cairns;  Vice-President  and  Secretary,  W.  Q.  CroweU: 

Assistant  Secretaries,  H.  L.  Warner  and  W.  J.  Dawson.     Organised.  1825. 


YSAB 


1915 
1914 
1913 
1912 
1911 


Unearned  Net  Net       |      Total 

Assets    I  Premiums       Surplus       Premiums  i     Income 


$8.157JM)0 
7,921.879* 
7.887.153| 
7,726,728 
7,666.515 


$4,617,187 
4.649.691 

4,o44|Ooy 

4,353.121 
4.240.510 


$2,358,386 
2.019,742. 
2,209.647 
2.203,814 
2.284.890 


$3,562,792 
3.648.191 
3,444.563 
3.477.486 
3.490.263 


Paid 


$3,888,127 
3,977.946, 
3,760,504 
3,796.797 
3.800.099 


$2,031,705, 
2,332.894 
1,917,771 
1.991.832 
2.135.821 


Dividends  > 

$225,000 
225.000 
225.000 
225.000 
225.000 


Total  Ex- 
Expenses     penditures 


$1,412,891: 
1.348.281. 
1.357.943  i 
1.323.130 
1.314.896 


$3,660,596' 
3.906,175' 
3,500,714 
3,539.962 
3.675,717 


Incurred 

$1.Q70.S19 
2,415,390 
l.MO,I73 
t.»&9.20« 
2.104.M5 


Unearned  premiums  include  amount  reclaimable  on  perpetual  policies. 


REPORTS  OF  FIHE  INSUR-^NCE  COMPANIES 


PENNSYLVANIA.  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa.— Continued. 

LuMoniH.  Dk.  II,  IB 


aHL  laTATE  OWNED-  The  finii«i|>a  inopnty  laaanta 
ibe  iitary  wtui«  iuHil«  utd  brick  boildiaK*.  with  S-ft^^y  brick 
tvk  txiiUus  m.1  SK510  Wibut  ft,  Phili-iMnhk  (book  viluF, 
tlB^i,  nhnl  >t  ll»,Daa.  and  aaunrd  bv  tbc  ocopuy. 
Tlif  nabUdiH  pn|imy,  m  dWrUinc  in  JHuJadelptua.  ifl  farrird 

MORTGAGE  LOANS:  Tbn  *r  [<  louu,  udom  irUcl]  uc 
tbrokva:  ■U.OinaobhckliHfiUl.nc.QniidFariuN.Dn 
nbid  u(ll».OI»:  KaOOO  «  422  Wibat  »„  nUtOilvi^ 
nlsd  W  HftOOO:  *iaa»  «i  U»  Scnw  M,  Phibdkj^w, 
nliiid  «  m-OOO.  TtK  muuiiiit  kua  in  dueOj  upoa  PU!m- 
M[te  ml  tatmtt.  vilh  ■  fn  iBiiml  hr  WuUacbiB.  Kunu 
Cki  ud  otko-  imipglM.  Tkc  MffefU(  cAinBted  nhir  oF 
lb  MHO*  tur  SISUO)  of  toui  ii  IUIJI&.  uid  Uk  iBuruia 
Udtolk«ma»aiiHiiiiUtolIW.M».  Tim wu ■» intonl 
pmfar  PB  DBcmber  3L  It. 

0>LL4TERAL  LOANS  ire  »rtinowi:  MirkM  AmouBt 
Value.  Lounl. 
tll.IKI       (10.000 

u.«i9       4a.wo 


Tknl  Nu.  Bk,  FUk 

OtaH-RT.  Ir.  S't 

Put<«^iKr.C(BiLM.L.lu  .. 


BONI»  AND  STOCKS  OWNEDt 


U.Gi.m 


SE^f/t' 


i-l»21 


■—    1KJ 

^19W-T 

H.  y  CfZ  IT?.  4  «n>.  atk,  eSs  l>lil^7 
PliUtlpba.  F>,  ar.  SaU  4!-4T>,  1(0*. . 

PfTili^  Ore.  S%.  llttSJi  

PciAkad.  Or,  pi,  5'-,.  IMS      

.  4'^.  1918-7 

S.' TrK  kZ  la. CSD. 1. 1  I  m., 

jUir>-.E.E-i»,S'^i,i»l»  ." 
*ll.  Cl.  L  R.  R.  (L.  4  N.ml.).  t-^i,  lUZ 
B,  *  O  R.  R.  at.  la-  «_  iH'"^  IWS, . , 
B.  *  O.  H.  R.  P.  L.  E.  *  W.  Va.  3)rt.  r. 

B.*0.6.fc.n-«'*i,i»t7'.  .!'.  '. 
B.  1  A.  L  L  I  ■.,  a.  W.  a.  S^B,  1>3* 
B.  *  A.  R.  R,  1  ■.  St.  J.  in,  CI.  1%. 

I»       

B.t»i&lt.R.  Corp.,  I  U.  G.  B,  ITc 

B,  R.  *  nta;  "Ry,M,4>^ciw7: : ; 

B,R.4Pitta,rq,Sfi.  1S17   , 

CMb.  t  Ud.  £«..  er.  D,  c  ctb.  >%. 


Cha.  4  0.  R.  a.  «q.  n 
Cl>H.4r  ~ 

Cbc.4A. 
Ck.Bt 

0^"!  4  W.  rIR,"  I  B,  •% 


Maitet 

Vahie. 
112.000 


4«.3£0 

38.209 


3a.«00 
HLOW 

>a.oao 


100.000 

WODO 
MOOO 

MOOO 


Bpinia.— Cm(. 

d.  4  Bo.  R.  R.,  g,  ■»%. 

d.  4  L.  Rv-.  Ki-.  4'^'ii. 

id.  4  St.  L.  S.  L.  Ry.,  ) 


tsaOOO        UJ.000 


CW.  4  W.  Ind.  R.  R.  ca.  m.  4V  I»t2 
Cboc,  Okla.  4  0.  R.  R..  a.  m..  i%,  1»2 
C,  Cia.,  Cbi.  4  Bt.  L.  R.  R.,  n.,  &%.  lOIt 

DwraitTia;'*  tI.'i  ni..|'.  b;^4%.  !*•' 


,.„.... 'i.  1»0« 

R.  R,  I  m,  «%.  IMT 


100.000 
M.OOO 
25.000 


,  sv  leislo 


N.O.  Tm.,  I  m..  4%.  1M3  

N.  0,  T.  4  M.  R.  R..  «!,  S%,  lfll« 

H.  Y.  C.  4  H.  R,  R.  tt..  d,.  f,  4^^,  183* 
H.  Y.  Slata  Rya..  1  a.  ■>,  ^'i'c.  IM2 
N.  Y,  Sm.  4  W.R.  R.,«|.  u.,  S",.  1»ia-fl 
M,  4  W.  Ry.,  m.  a.,  div,  1.4%.  IM4  . 

0«.S.L.B.R..r..4'%.lfl2»     

PeBiB_jn.[t.,eqM4',5''i,  ISIS-T 
PSUM.  R.  R„  a.  m..  4h%.  I'M       .   . 
PUla,  B.4  W.  R.  R..  i.  In..  4%.  lOIT-22 
nut.  Co.,  lo. 4  «1,  tt,  S%.  1MB  ... 
nula.4R.R.R.Tii>..fi%.  lOtl 
PUla..  W.  4  B.  R.  R.,  itk.  U.  etb..  4?c 

I«2I 

mi*,  Ciq.  4  Bt,  L.  Ry„  ca.  m,.  1%.  19s; 
Pitta.  4  Stiawmul  R-  R.,  a.. «%.  1917.. 
nilM..  Y.  4  A.  Rr..  1  n.  m..  4%.  IMS. 
Riadiai  Co.  4  Phila.  4^  C.  4 1.,  gn.  m., 

*%■  1M7 

So.Sc.R.R„lr,q...4%.  l»6S  .  .  .. 
Sn.  y^..  Baa  F.  Tdl.  1  m.,  4%.  lOM. . . 
-     Ry,  liii,(Sl.L.div.).4%.H»l.. 


t-^y- 


a..  S%.  I 


So.  Ry,  eo.tr.  cl[i,S7[.  lOlS... 
St.  L.  I.  Mt.  *  So.  Ry..  R.  *  G.diy., 


I.Rir.,« 


St.  L.  4  Si 

3t.P,  M 

Tm.  R.  R.  Aia'ii.  3t,  L,  1  m-  4 

TiB.  R.  R.  An'n.  St.  L,  (n.  r.  m..  a. 

I'';.1963 

Un.  P»r.  By..  Iin.41.«..40i.  IM7. 
Vi.  4  Std.  Ry..  1  n..  i..  6%.  IMS .  - 

Vi.  Ry,  I  B  J.  b,  i%,  1»62 

Waab..  O.  4  W!  H.  R,  I  m..  t%.  1024 

WwxniTniia,3ti%.in3     

Cent.  Kal.  U-  1  a.,  a.  f.,  i%.  1M3, . 
C.  Ry.  4  Lt..  I  4  r.  m..  i'i,  IftM  . . . 
Cbtoa.  4  Dela.  Co..  1  m.,  4',X.  1«16. . . 
CbicEI.  Rye,  aer,  9':;^lftl«      .       . 


HoinkuiFern'.  I'm.,! 
Ind.,  CoL  4  E.  Tr,  gn 


Lelugh  C.  4  Nav_  col.  U.,  4!^''^.  1930. . 
Ukigh  C.  4  Nav.,  f.  4  gn.  imp.,  i"^,  IMS 
Lehiih  C.  4  Na>.,  col.  tt.  p-.  Id.,  i>i':^ 


S2.000 
4T.00O 
13.M0 


100.000 

taooo 

21.000 

M,ooa 


9S.000 

s»,wo 

23.7S0 


00,000         70.000 


I2S.000        107.500 
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PENNSYLVANIA  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa.— Con/muerf. 


B0MD6  AND  Stocks  OwNSD.-~CofU. 

BoNDe. — Cont. 

Lehigh  C.  ft  Nat.,  os.  m.,  s.  f.,  g.  b., 

iW^im 

M.  ft  STRy.  ft  Lt..  1  m..  5%,  1920 

Mfra.  Wt.,  1  m.,  &,  6%.  1039 

Man.  El.,  n^  5%,  1918 

Metropolitan  St.  Ry^  Kan.  Cy..  Mo.,  g., 

6%,  1913 

Metropolitan  W.  S.  El.  R.  R.,  eq.  tr.,  5%, 

1918-21 

Minn.  Gfl.  Lt..  1  im.  m.,  S%,  1922 

Mort.  Bond.  N.  Y..  g..  4%,  1966 

N.  Y.  TL,  1  ft  gn.  m.,  a.  f.,  4V^%,  1939. . 
O.  ft  C.  B.  St.  Ry.,  1  G8.  m..  5%,  1928. . 

Penn.  Mary  C,  1  m..  5%,  1939 

People's  Ge.,  Lt.  ft  C.  Chi.,  1  r.  m.,  6%, 

1947 
Phils.  Rd'.  Tr.;  oo'l." tt,',  8%,  1957 ." '.'.'.'.'.'. 
Phils.  Sub.  Ga.  ft  EL,  1  ft  r.  m.,  5%.  1960 

Pitts,  ft  C.  St.  Ry.,  1  m.,  6%.  1932 

Pub.  Serv.  Corp.,  N.  J.,  g.,  5%,  1969. . . . 
Pub.  Serv.  Corp.,  N.  J.,  ool.  g.  n.,  5%, 

1916 

Pub.  Sery.  N.  Tm.  Ry.,  1  m.  s.  f.,  6%, 

1955 

Seattle.  R.  ft  8.  Ry.,  1  m.,  5%,  1924. . . . 
T.  H..  Ind.  ft  E.  To..  1  r.  m..  5%,  1945.. 
Un.  Tc,  Ind.,  m.  mfg.,  g.,  6%,  1919.. . . 

Un.  Gas  ft  El.  Corp.,  n.,  6%,  1918 

Wilkes-Bsrre  Gss  ft  El.,  os.  m.  g.,  5%, 

1955 

Wihnington  Gas,  1  r.  s.  f.  m.,  5%,  1949.. 
Stocks. 

Bellefonte  Cent.  R.  R 

Gd.  Rarads  ft  Ind.  R.  R 

Penna.  R.  R 

General  Adj.  Bur.,  N.  Y 

Psc.  Coast  Adj.  Bur 

Phils.  Bourse 

Southern  Adj.  Bur^  Atlanta 

Underwriters'  Salvage.  N.  Y 

Underwriters'  Salvage  Corp.,  Chi 

Underwriters'  Seeunties  Corp.,  p 

Western  Adj.  ft  Insp 

Phils.  Nat.Bk 


Par 

Mariwt 

y^ue. 

Value. 

$60,000 

|5a500 

25,000 

24.750 

42,000 

42,420 

50,000 

49.000 

50.000 

47.500 

saooo 

29.700 

50,000 

49.000 

25.000 

20.000 

50.000 

49.000 

saooo 

47.500 

43.000 

42,140 

30.000 

30,600 

50,000 

48.500 

25.000 

24.000 

25.000 

23,750 

75.000 

67,500 

50.000 

50,000 

25.000 

24.250 

25,000 

21.250 

50.000 

46.500 

50,000 

46.500 

50,000 

49,500 

50.000 

48,500 

25,000 

25.250 

22,000 

2,640 

21.000 

4.200 

102,600 

121,068 

100 

100 

600 

500 

700 

90 

350 

350 

500 

500 

1.000 

750 

147,600 

147,500 

100 

100 

20,000 

04,000 

Totals  (book  value,  17,250.1 1 1) $7,366,950  *$6,829.503 


^Securities  as  per  Company's  valuations;  the  item  in  assets  is 
based  on  Ins.  Dept.  valuations. 

MISCELLANEOUS:  Cspital  inoraased  in  1863  from  $200,000 
to  $400.00a  and  in  1906  from  $40aflOO  to  $750,000;  $1,050,000 
was  realised  as  premiums  on  the  new  stock  issued.   Conflagration 


lossx:  Boston.  1872.  $55a000:  Baltimon,  1904.  $380,000;  Sso 
Frandsoo.  1906.  $2,950,000.  Values  of  spedal  deposits:  Vs. 
$36,206;  Ga.,  $10,100. 

DIRECTORS:  Chas.  H.  Barry,  R.  Dale  Benson,  J.  TatnsU 
Lea,  Richard  M.  Cadwalader,  John  L.  Thomson,  W.  Giardner 
CroweU.  Edward  T.  Stotesbury,  Edwin  N.  Benson,  Jr.,  Henry  I. 
Brown. 

FIELD    MEN    AND    TERRITORY    COVERED:     G«orgf 
Batchelder  and  D.  W.  Rsdfield,  joint  managers  Western  depart- 
ment, Chingo.  lU.,  76  W.  Monroe  St.,  Ch'cank  HI-:  Fred  H. 
Simons,  Chicago,  111.,  special  agent  for  northern  UL;  J.  E.  Kmspp. 
Jacksonville,  special  agent  for  southern  III.;  L.  S.  Wallaee,  Del- 
evan.  Wis.,  spimsl  agent  for  Wis.;  L.  C.  Stire,  Denver,   Colo., 
speoial  agent  for  Colo.,  Wyo.  and  Neb.;  J.  A.  Goebd  Bellefontaine. 
special  agent  for  0^  F.  K.  Norris,  Aberdeen,  S.  D.,  afieeial  aieeot 
for  N.  D.  and  S.  D.;  Jos.  L.  King,  Minneapolis,  Minn.,  special 
scent  for  Minn.;  W.  H.  McGervey,  Xenia,  0..  speeial  agent  for  W. 
Va.  and  southern  0.;  R.  E.  Macbntosh,  Des  Moines,  la.,  for  Is.. 
W.  M.  Grag9ry.  special  agmt  for  Kan.,  Topeka,  Kao.;   N.  L. 
Spencer,  special  agent  for  Mich..  Lansing,  Mich.:  J.  O.  Beck,  Ls 
Fayette,  Ind.,  qiecial  agent  for  Ind.;  Wm.  C.  Brown,  'V^'A'^  swent 
for  Mo.,  St.  Louis,  Mo.;  C.  A.  Haggart.  Oklahoma  City.  Okla., 
for  Okla.;  PSul  M.  Fry,  Chicago,  111.,  special  sgent  for  autooiobile 
department:  E.  C.  Brush,  manager.  Frank  H.  fiattabna,  associate 
manaf^,  and  E.  M.  Bush,  special  agent  for  New  Endand  depart- 
ment, Boston,  Mass.;  W.  E.  Chapin,  manager,  R.  A  nalmer,  mama- 
tant  manager,  southern  department,  Atlanta,  Ga.,  onbracineVa.. 
N.  C.  S.  C.,  Ga.,Ala.,  Min.,  La..  Fla.,  iCy.  and  Tenn.:  John  Hall- 
man,  special  agent  for  Tenn.,  Nsshville,  Tenn.;  Bennett  B.  Bean. 
Lexington,  Ky.,  for  Ky.;  Barclay  A.  Hainfin,  Danville,  Va.,  special 
agent  for  Va.  and  N.  C;  Marion  Knowles,  special  agent  for  S.  C, 
Atlanta,  Ga.;  A.  D.  McBryde,  special  s^nt  for  Miss,  and  Ls..  Nrw 
New  Orleans,  La.;  R.  B.  Bsmett,  special  agent  for  Ga.  and  Fla.. 
Atlanta,  Ga.;  W.  W.  Graves,  Montgomery,  Ala..  q)ecta]   asent 
for  Ala.  and  Fla.;  Tresevant  ft  Cochran,  Dallss,  Tex.,  managm 
for  Tex.  and  Ark.;  W.  S.  Brown  ft  Co.,  New  York  City,  mansspers 
Metropolitan  district:  Daniel  Prentice,  New  York  City,  nnanajw 
department  of  New  Yoric  State  and  northern  N.  J.;  Georse  P. 
Beck,  special  agent,  Syracuse,  N.  Y.;  Jos.  J.  Lyons,  epeoia)   asent, 
92  William  st..  New  York;  Thompson,  Derr  ft  Bro..  managers, 
department  State  of  Pa..  WiUces-Bsirre,  Pa.;  Wm.  L.  Jones  afcency, 
agent,  Pitt^urg,  Pa.;  E.  J.  Richardson  ft  Sons,  Baltimore,   Md^ 
managers  depariment  State  of  Md.;  Tyler  ft  Rutherford,  agents. 
Washington.  D.  C;  Gilpin  Van  Trump  ft  Montgomery,  manaieers 
Del.  department,  Wihnington,  Del.;  R.  W.  Osbom,  San  Francisco. 
Cal.,  manager  Pscifie  Coast  department;  S.  P.  Mesick.  San  Frmn-' 
cisoo.  Cal..  superintendent  of  agencies  in  charge  of  Mont..  Utah, 
southo-n  Ida.  and  eeneral  field:  C.  V.  MeCartny.  Portland,  Or«^ 
for  Wash.,  Ore.  and  northern  Ida.;  F.  J.  Agnew.  supt.  of  aKencie»„ 
Oakland.  Cal..  for  northern  Cal.  and  Nev.;  A.  C.  McConnell. 
Los  Angeles.  Cal..  for  southern  Cal.  and  Arix.;  F.  A.  Lathrop,  San 
Francisco,  Cal.,  for  central  Cat    The  company  operates  over  the 
whole  United  States  except  Alas.,  Haw.  and  N.  M. 


PEOPLES  FIRE  INSURANCE  COMPANY.  Frederick,  Md. 

President,  Emory  L.  Coblents;  Secretary,  Wm.  W.  Doub.    Organised,  1907. 


Year 


1916 
1914 
1913 
1912 
1911 


Assets 


$163,672: 
163.2561 
156,2991 
153,287; 
146.0071 


Unearned 

Net 

Net       , 

Totol 

liosses 

Total  Ex- 

Leasee 

Premiums 

Sarphis 
$27,606! 

Premiums  • 

Income 

Paid 

Dividends 

Expenses 

penditures 
$48,186 

Ineurret] 

$30,876 

$36,362 

$47,531 

$26,618 

$6,000 

$15,568 

sao.961 

25.632 

28.621 

51.715 

60.264 

27,795 

6.000 

19.828 

53.623 

38,3 1< 

22.982 

30.501 

37.718' 

47.844 

21.336 

6.000 

17,162 

44.488 

20.87i 

22,779 

27,708 

30.002 

39.324 

12,934 

6.000 

12,653 

31,587 

12,671 

20.865 

22.2641 

24.945 

36.901 

12.029 

9.000 

10.065 

31.094 

13,721 

AsssTB,  Dec.  31, 1915. 

Real  estate $3a000 

Mortgage  Loans. . . .  16,900 

Bonds  and  stocks. . .  42.372 

CoUateral  loans 39.831 

Cssh 25.582 

Agents*  bahuices 5,643 

Interest  and  rents.. .  2,444 

Other  assets 900 

Total  assets $163,672 


LiABiunis,  Dbc.  31,  1915. 


Losses  unpaid — 
Unearned  prems. 
Other  liabilities. . 

Total  liabiUties. 
Cspital  paid  up. . 
Net  surplus 


$1,679 

30.876 

3.509 


$36,064 

100.000 

27.608 


Total $163,672 


Underwriting  loss,  $1,845;  investment  profit.  $832. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$5,877,943;  premioms  thereon,  $67,305. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$223,620;  losses  paid.  $119,363;  dividends  dechui»d.  cssh,  $42,958. 

REAL  ESTATE  OWNED:  Comprises  company's  home  office 


building,  carried  at  $30,000,  book  value;  market  value.  S35.00(l 
Rents  received  last  year.  $3,200;  taxes  and  expenses.  $1,323. 

MORTGAGE  LOANS:  There  are  6  loans  for  $16,900  obk  fii^i 
chuis  farm  and  city  property  in  Md.  and  D.  C,  valued  at  f  139.00CI 
No  interest  was  past  due  on  December  31.  last.  Company  hoJ«li 
$10,875  of  insurance  on  the  mortgaged  buildings. 


COLLATERAL  LOANS  sre  ss  follows:  Maricet 

Sbcuiutibs.  Value. 

Walkenville  Sav.  Bk..  stk $1,250] 

Berlin  &  Lovets.  Bg..  stk 376; 

Frederick  R.  R..  p 4,250\ 

Fred.  &  Middletown  Ry.,  1  m.,  g 2.000/ 

Real  estate.  Washington.  D.  C,  19  notes  3.800 

Hagerstown  A  Frederick  R.  R..  1  m..  ad.  b  22,750 
Rock  Creek  Corp.,  Wash.,  D.  C,  1  m. 

bds 8,400 

Totals $42,825 


Amouni 
LoauM!«i 

$1,25^ 
22,441 


t3g,S3i 
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PEOPLES  FIRE  INSURANCE  COMPANY,  Frederick,  Md.—CofUinued. 


BONDS  AND  STOCKS  OWNBD: 


Ft.  W«yae  A  WaimA  VaL  Te..  5%. . 
Mt  V.  Woodbary  Cotton  Dude.  5%. 

EHtoB  Tfle  A  Bnek.  0% 

FftdmdkGM*B^S% 

^"^  LawKDoe  Pulp  A  Lmnber 

Frel  A  BliddfeCmBj 

OTOCUa 

NaLlfeek,BaU 

Gcrau  Abet.  Fire  Ina^  Bait 

yiimevTe^Bah 

GatniTc^fVed«idk.Md 

Tsnaal  By^  HnlliuMwe 

Totftb  (book  Tiliie.  147  J88) 


Fkr 

Mvka 

Vahw. 

Vfthie. 

15.000 

94.000 

5.000 

2.218 

6.000 

6.000 

5.000 

5.000 

10.000 

10.000 

2.000 

2,000 

1.000 

2.900 

625 

1.250 

800 

1.104 

2,500 

5.250 

5.000 

2.660 

142.925 

142.372 

DIRECTORS:  Wm.  F.  AIl«i.  MeOOl  Belt.  ChM.  C.  Bn 
Zora  H.  Brindield,  8.  L.  Bnm.  Jbiiory  L.  CoUoDts,  0.  R.  CoUente^ 
E.  G.  Cover.  Afanham  Hempy  Jr„  Duuel  C.  Kepler,  R.  Rueh 
Lewis,  Rot.  Jjmo  M.  Hotter.  Wm.  Reddie,  Hennr  C.  Reouben, 
C.  Cfaie.  Renii,  Chaa.  M.  Shank,  J.  Frankfin  Thomaa.  F.  G. 
WrightaoB,  E.  E.  ZimnMrmaii,  W.  D.  Breaner.  John  W.  Holter. 

TERRITORY  COVERED:  Comiiany  operates  only  in  Md. 


PEOPLES  NATIONAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa, 

Pkcflident.  E.  C.  Stokea;  Secretary.  Morthner  B.  Yates:  Tireaaurer.  J.  M.  Canning.   Organiioi  1908. 
_  _  _  ^^  ^ 

penditures 


Yu>     tm^ 

Unearned 
fVeminma 

Net 
Surphn 

Net 
Pireniniina 

Total 
Ineome 

LOSKS 

Pkid 

Dividends 

l»U<   tLMI,73S 

S887.249 

S109.783 

WW4.Vod 
888.940 

Sl.088,373 
980.105 
878396 
955.360 
839.216 

fogo.015 

491,955 

495,355 

677.210 

1,074.428 

I'^IK '  *I.MS.MO 

598.963        *262.275 

mv    tjm'j&so 

587iHl          230.134          78Su027 

■ 

ni^     2.017380          587.642         242.972         859.887 

t9IU.    2.083,136)         645,514         246.969        a713.82Q 

50.000 

Incurred 


pfwninma  indnde  those  redaimable  on  P^p^ual  polioes.       *  Ezchides  $12,927  en 
vrittcn.  tLO  13320;  paid  for  reinsiiranee,  8300.000.        I  Pennsylvania  standard. 


$458,485  $1,148,500  $687,851 

405.654  897.609  509.349 

383.561  878.916  446.929 

433.4191  1.110.629  585.396 

428.7561  1.553.184  1.051.102 

of  special  deposits.       a  Aggregate 


Zh  1915. 

$198360 

449.2S0 

1.061345 

7,000 

106,712 

156.101 

23.062 

$2301320 
14388 


lAABsunm,  Dae.  31, 1915. 

Losses  tinpud $79381 

Unearned  prems. . . .  674,3 10 

Perp.  dsp.  red 12.939 

BoiToired  money...  100,000 

Other  liabilities....  10.419 


Total  Sabifities...  $876,949 
CapiUl  pMd  up . . . .  1,000,000 
Net  surplus 109.783 


$1,986,733       Total $1,986,732 


Ccdenratag  loaa,  $236,971;  investment  profit,  $86,003. 

RISKS  AND  PREMIUMS:  FSre  risks  in  force,  December  31, 
III<<J08396;  premiams  thereon.  $1,254,196;  perpetual  fire  risks, 
li5433S;  depoat  preouuma  theraon,  $14,377. 

BUSINESS  SINCE  ORGANIZATION:  Fhamums  received. 
trjiCJMH;  kmm  pud.  $4306.623;  dividend  declared,  cash. 

REAL  ESTATE  OWNED:  CoosiBts  of  the  3-story  stone 
bcUfag.  vith  Vat  111  ft.  by  190  ft.  8  ins.,  at  Third  and  Wabut 
»..  botvbt  in  Jane.  1912;  coot,  $179,103  and  carried  at  $200,000. 
a.bfBet  to  pDund  mt  of  $8^704.  It  is  stated  that  thia  property 
^  been  sHSsiaiMl  by  the  Feonayhnnia  Insurance  Deparkoent 
*t  $2S3(Mh  alH>  n  $4«ory  fari^dwelling  at  3409  Spring  Garden 
at^  aeqaind  in  1915  and  carried  at  cost,  $5364.  Net  income  hkst 
to  $5,279. 


MORTGAGE  LOANS:  There  are  58  loans,  aggregatins  $449.- 
S50L  drridad  aatmt  aewral  statea.  The  loans  are  moetiy  upon 
dvdb^k  apartiarnlw  nsd  stores,  and  there  are  oohr  9  exceecnng 
tlS3$Q  in  amount.  The  krfer  kans  are:  $26,000  on  Elsmere  Place 
ud  MarsMB  svcl,  N.  Y.  Cy..  vahied  at  $39,000;  $18,000  on 
PhMt  Big..  hGain,  Fla.,  vaKied  at  $42,000;  $23,000  on  N.  E.  cor. 
Pteifie  aod  Tens  avea.,  Atbntie  Otv.  N.  J.,  vahied  at  $46300; 
13300  on  4102  fafnatuT  sve.,  Fluladelphia,  Fa.,  vahied  at 
$rr300:  $2SjOOO  on  146  Sa  OsroUna  ave.,  Atlantic  City.  N.  J., 
nbed  at  $49lO0O;  $17,500  on  454  W.  27th  St.,  N.  Y.  Cy.,  vahied  at 
$3U00;  $16300  on  55  E.  Grand  ave.,  Brooklyn,  N.  Y.,  valued 
xt  $30,000;  $17^000  on  Broadway.  Gary.  Ind..  valued  at  $37,000; 
$S309  on  14  Cfcitoo  St..  Borough  Manhattan.  New  York  City, 
TaJusd  at  $35300.  There  was  $135  of  interest  past  due  on  Deo. 
31,  h0L   <>""i""v  holds  ample  insuraooe  on  the  buildings. 


COLLATERAL  L0.4NS:  .Theae  kana  amount  to  $7,000  and 
»n  apon  servitiea  whose  market  vahie  amounts  to  $10,000. 


BONDS  AND  STOCKS  OWNEDr 

BORB& 

.Ubsar.  Ga^  mm^  1934-36. 5% 

Par 

Vahie. 
$10,000 
15,000 
10.000 
10.000 

Market 

Value. 

$10,400 

.\B»ay!  X.  t..  imp^  1916. 4%' 

15,000 

B«hn^  Md..  new  «.  imp..  1980.  3Vi% 
Bailey.  Va^  gn.  imp,  1932.  5% 

8.500 
10300 

BoNDB  AND  Stocks  Ownsd. — CotU. 

BoNDa. — CoiU. 

Birmingham,  Ala.,  pub.  imp.,  1919,  6%.. 

Camden.  N.  J.,  fltg.,  1928,  4^% 

Columbus.  Ga.,  r.,  1939.  4!^% 

Coos  Co..  Ore.,  sc.  dis.,  1928,  5% 

Eugene,  Ore.,  wat.,  1948, 5% 

Boro.  Greensburg,  Pa.,  f..  1938, 4H%-  ■ 

Hoboken.  N.  J.,  watn  1938.  5% 

Houston.  Tex.,  st  imp.,  1943,  5% 

Los  Angeles,  CaL,  wat.,  1940,  iH%. 
Minneapolis.  Minn.,  ar.,  1938,  4 


Meckktnburc,  N.  C.  1917-18.  5% 

Nassau  Co..  N.  Y..  rd.  cat.,  1926.  5%.. . . 
Newport  Neva.  Va..  st.  imp.,  1948.  4H% 
New  York.  N.  Y.,  ep.  stk..  1967, 4H%- . 
New  York.  N.  Y..  new  aqueduct,  1920. 

3H% 

New  York.  N.  Y.,  n..  1916.  6% 

North  Bergen,  N.  J.,  f.,  1938.  5% 

Pittsburgh,  sc-  1923.  6% 

Pkinfield.  N.  h  ac,  1958.  414% 

Pt.  Chester,  N.  Y..  sr.,  1916,  5% 

Portsmouth,  Va.,  pvg..  1938.  4H% 

Poughkeepoe.  N.  Y..  r..  1928,  4>i%. . . . 

Richmond.  Va..  r.,  1927, 4% 

Richmond,  Va,  armory.  1929,  4% 

Richmond.  Vs..  imp.,  1938,  4% 

Richmond,  Va.,  new  dty  hall.  1940,  4%.. 

Richmond.  Va.,  culvert,  1941, 4% 

Roanoke,  Va.,  r,  1936.  4>^% 


8an  Frandsco.  so.,  1923,  5 
Schenectady.  N.  Y.,  sc..  1928.  4H%- 

Spokane,  bg..  1933.  AH% 

Syracuse.  N.  Y.,  sc.,  1916-18.  4^% 

Wihnington.  Del,  wat.  wks,  1921,  4%. . 
Woodbury,  N.  J.,  sc..  194346,  4M%. . . . 
Yonkers.  N.  Y,  sc,  1916.  VA% 

A,  T.  &  S.  Fe  R.  R..  S.  L..  1  m..  1958, 4% 
B.AO.R.R,  1933.  4H% 

B.  ft  M.  R.  R..  n.,  1914.  6% 

B.  ft  M.  R.  R..  1  In..  1929.  4H% 

Cent.  Pkc.  8.  L..  1  m.,  1954,  4% 

Cheaa.  ft  0.  Ry.,  n,  1919,  5% 

Chi.  ft  No.  Mich.,  1  m..  1931.  5% 

Chi..  R.  I.  ft  Pao,  eq,  1917,  4^% 

Chi.,  R.  I.  ft  Pac..  gn.  m.,  r..  1934,  4%. . 
Chi.  ft  West.  Ind..  os.  g.  m.,  1952,  4%. . . 

D.  ft  Rio  G..  1  m..  1936.4%. 

E.  ft  J.  R.  R..  1  m,  1955.  6 


Vo- 


&ie  R.  R.,  Genesee  R.  R.  R..  1  m..  1957, 

6%, 

ErieR.  R.,  cv..  1953,4% 

Ft.  W.  ft  Rio  G.,  1  m,  1928, 

Iowa  Cent.,  eq..  1916.  b% 

L.  Is.  R.  R.  Ferry.  1  m,  1922.  4W7o-. 


4^- 


/o- 


Value. 

$10,000 

10.000 

10,000 

5.000 
10.000 
10.000 
10,000 
10.000 
10.000 
10,000 
20.000 

3.000 
10.000 
10.000 

4.000 

3.000 
10,000 
10.000 
10,000 

2.000 
10.000 
13.000 

2.000 

3,800 
300 

1.400 

3,500 
10.000 
10.000 
10.000 
10.000 

3,750 
25.000 
10.000 

1,000 
10,000 

5.000 
10.000 
20,000 
10.000 
10.000 
10.000 
10.000 
10.000 
10,000 
10.000 
25,000 

12,000 
10.000 
10.000 
15.000 
15,000 


Market 

Vahie. 

$10,200 

.  10.200 

10,100 

5.000 
10.400 
10.100 
11.200 
10.600 
10,100 

9.800 
20.168 

3,240 

9,800 
10.600 

3.880 

3,030 

10.500 

11.200 

10,500 

2.000 

9,800 

13.520 

1.920 

3,648 

282 

1316 

2,325 

10,000 

10.300 

10.400 

10.000 

3.774 

24.750 

10.100 

1.000 

8.900 

4,850 

8.500 

16,200 

8.700 

9.000 

5.000 

9.900 

6.600 

8,000 

8.000 

27.260 

12.960 
-8,200 
6,700 
15.000 
14.400 
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PEOPLES  NATIONAL  FIRE  INSURANCE  COMPANY,  Philadelphia.  Pai,— Continued. 


Bonds  and  Stoces  Owned. — Cont. 

Bonds. — Cont. 

L.  ft  N..  A.,  K.  A,  C.  Div..  1  m..  IftM.  4% 

L.  <k  N..  P.  k  M.  Div..  1  m..  194«,  4%. . 

Michinn  Ry..  1  In.  n..  1919.  6% 

M.  AStTL.  eq..  1916*  5% 

Mo.  Pkc.  Ry..  eq.  tr.,  1917-18.  5^ 

N.  &  W.  Divisional  1  in..  1944.  4% 

Peoria.  ID.,  Ry^  1  m..  1920,  5% 

P.  M..  L.  E.  &  D.  R.  Div.,  1  m.,  1932, 

4H% 

P.  B.  A  W..  1  m.,  1923,  5% 

St.  L.,  I.  M.,  R.&G.  Div..  1  m..l933,  4% 

8.  L.  Cy..  Un.  D.  A  Ry. 

San  A.  A  A.  Pkas.  1  m.,  1943.  4%. 

So.  Pac.,  San  F.  Tm..  1  m..  1950.  4%.. . . 

So.  Pac.,  cv.,  1934.  5% 

T..  St.  L.  A  W..  pri.  In.,  1925,  3H%.  •  -  • 
W..  C.  F.  A  No.  Ry.,  1  m.,  1940,  5%. . . . 

Beloit.  Wis..  Tc.  1  m..  1932,  5% 

Ft.  W.  A  W.  Val.  Tc.  1  <a.  m..  1934.  5% 

Interboro-Met..  col.  tr..  1956,  4H% 

Kansas  Cy.  St.  Ry.  A  Ug.,  1  In..  1913. 5% 
Kentucky  Tc.  A  Tm.,  1951,  5%. . 
Kentucky  Util.,  1  m..  1919,  6 


1  m..  1938,  5%. 


<?» 


Kewanee.  111..  Lt.  A  Pow..  1  m.,  1924. 6% 

L.  A  L.  Tc,  1  m.,  1936,  5% 

Memphis  St.  Ry.,  col.  tr.  n..  1917,  6%.. . 
Milwaukee,  Wis.,  Gas  Lt.,  1  m..  1927.  4% 

Muncie  El.  Lt..  1932,  5% 

Peoples  PasB.  Ry..  Pfaila.,  tr.  ctfs.,  1943. 

i% 

Peona  Gas  A  EL.  1923.  5% 

Pub.  Serv.  N.  Tm.  Ry.,  1  m.,  1965,  5%.. 

R.  A  F.  El.  Ry.,  1  m.,  1923.  6% 

St.  Joseph,  Mo..  Gas,  1  m.,  1937,  5%.. . . 
San  Francisco  Gas  A  EL.  ga.  m.,  1933. 


4H^- 


8o.  Jersey  Gas.  EL  A  Tc.  1  m.,  1953, 5% 
United  Gas  A  EL  Cp.,  n.,  1918,  6% 
United  Rys.,  St.  L.,  1  m.,  1934.  4 


/o- 


Va.Ry.  A  Pow..  1934,5%. 
Washington,  D.  C,  Tm.,  1  m.,  1945, 3H% 
Acme  White  Lead  A  Color  Wks..  1  m., 

1918-20,6% 

Kenmoiv  Pulp  A  Paper.  1937.  6% 

Mortgage  Bond.  N.  Y.,  1966.  4% 

St.  Lawrence  Pulp  A  Lumber  Cp.,  1  s.  f., 

1933.6% 

Stocks. 

Central  Tr.  A  Sav.,  Phila 

Corn  Exchange  Nat.  Bk.,  Phila 

Fourth  St.  Nat.  Bk.,  Phila 

Girard  Nat.  Bk.,  Phila 

Quaker  Cy.  Nat.  BL,  Phila 

Southern  Ad.  Bur 

Third  Nat.  Bk.,  Phila 

Western  Ad.  A  InsOn  Chi 

Western  Sprinkled  Risk  Assn 

Atlantic  Itefining 


Pkr 

Martcet 

Value. 

Value. 

115.000 

113.200 

10.000 

8.700 

10.000 

10.100 

10.000 

10.000 

7.000 

6.880 

10.000 

9.000 

10.000 

9.800 

10.000 

7,800 

10.000 

9.000 

10.000 

7,000 

10.000 

9.200 

10.000 

7.100 

15.000 

12,760 

5.000 

5,400 

10.000 

8.400 

10.000 

8,800 

10.000 

9.500 

5.000 

3.900 

5.000 

4,800 

10.000 

9.100 

20.000 

15.800 

10.000 

9.900 

10.000 

10.000 

10.000 

8.500 

10.000 

10,000 

10.000 

9.200 

6.000 

5,880 

10.000 

8.300 

10.000 

10.100 

10.000 

9.600 

20.000 

18,600 

10,000 

8.100 

13.000 

12.480 

10.000 

9.900 

10.000 

9.900 

15.000 

9.600 

6.000 

4,600 

10.000 

8.400 

5.000 

4,920 

5.000 

5,000 

10.000 

7,600 

25.000 

23.500 

10,000 

12,000 

5.000 

16.100 

5.000 

14.260 

5.000 

16.750 

10.000 

11.200 

200 

300 

10.000 

25.000 

100 

200 

500 

500 

1.000 

6,930 

Bonds  and  Stocks  Owned.— CofU. 
Stocks. — Cont. 

Lehigh  Coal  A  Nav 

Jesnip  A  Moore  Paper 

Temple  Coal 

St.  Lawraioe  Securities  Cp 

Jessup  A  Moore  Paper,  com 

Southern  Padfio 


Pa. — Contin 

lued. 

Par 

Market 

Vahie. 

Vahjf. 

S5.000 

$8,000 

20,000 

20.000 

9.300 

9.951 

5.000 

400 

3.000 

840 

lO/MM 

10.600 

Totals  (book  value,  11.103,466) S1.071.&50    11.061.345 


MISCELLANEOUS:  Company  was  oi^niaed  under  the 
laws  of  Delaware  In  1908,  and  commenced  business  January  1. 1909. 
with  a  paid-up  capital  of  1712.200  and  an  initiai  surplus  of  ^16.- 
871;  capital  increased  in  1909  to  11.000.000.  and  1478.668  addi- 
tional surplus  paid  in.  Vahies  of  special  dqxsits:  W,  M9.039; 
Ga..  110.200. 

DIRECTORS:  Hon.  E.  C.  Stokes.  C.  J.  Adams.  D.  M.  Barr. 
Geo.  de  B.  Klein.  H.  T.  Alley.  J.  M.  Canning.  Fred  T.  Chandler. 
Wm.  J.  Cooper.  Gen.  Jas.  B.  Coryell.  Harry  W.  Davis,  W.  H. 
Clark,  Thos.  Devlin.  Isaac  Ferris,  Jr..  Jules  A.  Kerle.  Dr.  John  B. 
Mayer,  J.  A.  McKee,  J.  Hector  McNeal  H.  K.  Mulford.  Thoo. 
K.  Ober.  Jr..  Geo.  Oldham,  E.  H.  Pennypacker.  W.  L.  Wakefield. 
Geo.  B.  Wdls,  L.  J.  Hammond. 

FIELD  MEN  AND  TERRITORY  COVERED:  R.  H.  Hoard. 
Philadelphia,  for  Pa.;  A.  H.  Walters  for  N.  J.;  W.  B.  Bierce,  for 
Jnd.,  111.  and  Mich.;  Freonan  Wilson,  Columbus.  O.,  for  0.: 
Grant  Stockham,  Baltimore,  Mdn  special  agent  for  Md.;  H.  C. 
Letson,  Albany,  N.  Y.,  special  assent  for  N.  Y.  Stat«;  Wakefield. 
Morley  A  Co.,  general  agents,  Hartford,  Conn.,  for  Conn.:  W 
A.  Laidlaw.  Minneapolis,  Minn.,  general  agent  for  Kan..  Minn.. 
Mont.,  Neb.,  N.  D.,  S.  D^  Wis.  and  la.:  Selbach  A  Dean.  Sao 
Francisco.  Cal^  general  agents  for  CaL,  Cdo..  Ore.,  Wash.,  Wyo. 
and  Utah.  The  company  operates  in  all  the  states  and  territones 
of  the  United  States  except  Alas.,  Aris.,  Ark.,  Ky.*  Haw..  Mi«^ 
Mo..  Nev.,  N.  M..  OMa^  Tenn..  Vt.  and  W.  Va. 

REMARKS:  The  experience  of  this  company  considering  th<' 
entire  period  nnoe  its  organisation  in  1006,  has  been  sonoewhat 
unfortunate.  Starting  with  a  pud-in  surplus  of  1316.871  in  addi- 
tion to  which  the  sum  of  1478,668  was  paid  in  in  1909.  making  a 
total  of  1795.639,  the  compaoy  diows  a  surplus  on  December  31. 
1916,  of  S109.783.  Its  premium  income  during  the  seven  year 
period.  1909  to  1916  inclusive  (no  insurance  having  beoi  wri'tt^^n 
m  1908).  has  amounted  to  $7,380,042.  Against  this  sum  tfacro 
were  losses  ^d  amounting  to  14,400,223.  and  expennesaggrcfcating 
13,456,591,  m  addition  to  which  the  company  s  liabilitiea.  asi<k 
from  tlOO.000  owing  for  borrowed  money  on.  December  31.  la^r 
were  1776,948.  making  a  total  of  loss  payments,  expense  payments 
and  liabilities  of  18.632,762.  Deducting  from  this  sum  the  net 
premiums.  17.380.042.  an  apparent  underwriting  loss  of  11.252.- 
720  is  shown.  As  the  loss  in  surplus  from  that  originally  paid  in 
to  tbat  on  December  31,  1915  was  but  1685.766.  it  is  evident 
that  the  difference  between  the  underwriting  lom  and  the  loss  tc 
suipluB.  1566,964.  must  have  been  made  up  from  investment  income 
and  accretion.  Last  jrear  the  company  experienced  exoeaaive  hail 
losses,  these  havings  amounted  to  $272.61 1  out  of  the  total  of  S687,- 
851.  Its  underwriting  loss  last  year  was  $236,971  while  its  invest- 
ment gains  amounted  to  $86,003. 


PETERSBURG  SAVINGS  AND  INSURANCE  COMPANY,  Petersburg,  Va. 

President.  Alexander  Hamilton;  Secretary.  E.  W.  Buteher.  Organised.  1860. 


Unearned 

Net 

Net 

Total 

Losses 

ToUl  £x> 

Tncpuj 

YlAR 

Assets 

Surphis 

Premiums 

Income 

Paid 

Dividends 

penditures 

Incurred 

1016 

$3,926,711        $123,006 

$761,321 

$116,201 

$301,769 

$69,183 

$40,000 

$152,292 

$261,475 

$69,517 

1014 

3,425.392 

124.587 

719,779 

122.985 

308.437 

62.609 

40.000 

165,497 

268,106 

67.24.^ 

1013 

3.286,800 

116,072 

892.602 

117,724 

289,158 

48.768 

37.000 

151,803 

237,661 

52,351 

1912 

3,263.406 

104.781 

680.676 

111.301, 

277,818 

66.712 

36.000 

144,213 

236.025 

57.501 

1911 

3.274.339           97.515 

660,305 

106.006 

269.699 

61.052 

36.000 

103.825 

lOOiTT 

44.691 

AssBTB,  Die.  31. 1915. 

Realestate $60,992 

Bonds  and  stocks. . .  282.301 

Cash 743,270 

Annts'  balances ....  16,757 
Other  ins.  assets,  in- 
terest and  rents. . .  26,439 
Otberaoets 2.797,962 

Totel  assets $3,926,711 


LuBiimn,  Dec.  31. 1916. 

Losses  unpaid $16,243 

Unearned  nrems 123,006 

Other  liabilities 2.827.141 


Total  liabiUties. . .  $2,965,390 
Capital  paid  up ... .  200,000 
Net  surplus 761.321 

Total $8,926,711 


Underwriting  loss,  $279.  investment  profit,  $81,831. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroa,  December  31. 
$16,017,520:  premiums  thei«on.  $242.4^. 

BUSINESS  SINCE  ORGANIZATION:  Pnmiums  reeeivvd. 
$3,033,940;  losses  paid.  $1,917,201;  dividentk  declared.  c»i^ 
$1,061,916.  ^  ^^ 

REAL  ESTATE  OWNED:  Consists  of  company's  home  office 
building  at  Petersburg,  Va.  Carried  at  book  value  ($60,992).  eoaH 
over  $86,000.    Rents  received  during  past  year,  $1,277. 
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PETERSBURG  SAVINGS  AND  INSURANCE  COMPANY.  Petersburg,  WsL—CorUinued. 

B0ND6  AND  STOCKS  OWNED: 

Cental  of  Ga 

Hold  mdnood 

State  of  Jiyyfaad 

Cky  of  Put  IwiMwith 

Crtf  of  WUmmctoa 

Uiuoa  Baffalo 

Ando-FrenelL,  ^-yr.  est.  b 

rTS.  Steel  9tk 

Totab 


Pkr 

Mtfket 

Value. 

Value. 

t2S,000 

125.000 

62.000 

63.206 

10.000 

10,000 

11.000 

10.175 

10.000 

10.170 

79.400 

10.000 

100.000 

96.250 

50.000 

57,500 

$347,400 

S282.301 

MISCELLANEOUS:  The  ratios  of  expenees  of  the  ineonaoe 
department  of  thia  oompany  to  premiuma  leeeived  hftve  been 
an  follows:  1913.  40.2%:  1912.  39.6%:  1911.  32.9%;  1910.  37.0%; 
1909. 36.7%;  1908, 32.7%;  1907. 32.2%;  1906. 29.0%;  1905. 27.1%; 
Conflagration  loss:  Baltunore,  1904. 15.878. 

DIRECTORS:  Alexander  Hamilton.  Fortescue  Whittle.  Jno. 
K.  Branch.  D.  B.  Dunlop.  Fred  W.  Scott.  Walter  N.  Jones,  W. 
H.  Cuthbert.  H.  P.  Harnaon,  Robert  Gillian.  John  D.  Watkina. 
F.  M.  Hobbe.  J.  Val  Parham. 

FIELD  MEN  AND  TERRITORY  COVERED:  Harry  T. 
Poor  ft  Co..  Inc.,  Baltimore,  Md.,  for  Md.;  Hay  Bros.  A  Reynolds. 
Raleigh.  N.  C,  for  N.  C.  The  company  operates  in  Md..  N.  C. 
Pa.  and  Va. 


PHOENIX  INSURANCE  COMPANY,  Hartford,  Conn. 

Pleskluit.  Edward  Milligan;  Vtoe-Preaident,  Geo.  M.  Lovejoy;  Secretaries,  John  B.  Knox,  T.  C.  Temirfe,  Geo.  C  Long,  Jr. 

Orgajuied.  1854. 


YsiK     AneCs 


1915 
1914 

;9i3 

I9I2 

1911 


SI5,3454<5 
I5.762,5W 
15^74.636 
ll.805.i99 
11.403.404 


Uncrned 
Premiuma 

15.628.337, 
5.487,449 
5.619.137 
4.975.957 
5.109.447 


Net 
Surplus 

16,056.106 
6.472.393 
6,268,496 
4.154.841 
3.451.689 


Net 
Premiums 

15.439.646 
5.399.701 
5.799.628 
5.176.471 
5.532.093 


Total 
Income 

16,236.887 
6.068.163 
6,371.4171 
5.676.149 
6.02a716 


Loases 
Paid 


12.559.604 
3.056.765 
2.562.206 
2.738.007 
2,730.715 


ToUl  Ex-        Laases 
Dividends      Expenses   ,  penditures  '    Incurred 


1702.226, 
663,0911 
395.598 
375.497 
372.401 


12,209.469 
2.247.891, 
2,392.166' 
2.063.338 
2.160.485 


$5,471,2991 
5,967.747 1 
5.349.9721 
5.176.842 
5.263.601 


S2.417.768 
3,031,518 
2.655.210 
2.592,906 
2.804.358 


Dec.  31  1915. 

Real«!»tate 1238.106 

MartKa«eloam.  .    .  147.780 

Beads  and  atocka.    .  12,770.242 

C^ 1.159.742 

.A«als' babooes  ...  1.016.554 

laterat  aad  reata.. .  106,500 

OtiMrasKts 40.»N) 

Total $15,479,124 

SpL  dep.  of<er  \mb . .       133.759 

Total  adm.aMeta.$15.345.3«5 


LuBiums.  Die.  31,  1915. 
Losses  unpaid $410,922 


Unearned  wans. 
Other  liabilities. . 

Total  liabilities. 
Capital  paid  up. 


5,628.337 
250.000 

$6,289,259 
3.000.000 


Net  surplus 6,056,106 


Total. 


$15,345,335 


CiMlaaiilii^  profit.  $544,206;  investment  loss.  $381,894. 

Ris^^  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
$1.1l8,399.5tO:  premiums  thovon.  $10,913,348. 

BUl^IXEBS  SINCE  ORGANIZATION:  Premiums  received. 
$14S39!2.018:  kMes  paid.  $81,617,120;  dividends  declared,  cash, 
$12465.000. 

R£.\L  ESTFATE  OWNED:  Consists  of  a  group  of  stores  and 
dweSD9  at  6S-81  Pear!  St..  Hartford,  book  value,  $98,623,  and 
carried  at  $120,000;  dwelling  proper^  at  38-40  Lewis  at.,  valued 
at  $21,011  and  dwelling  at  106-115  Etm  St..  Hartford,  carried  at 
cost.  $V7,003. 

MORTGAGE  LOANS:  Ten  of  the  31  loans  are  upon  Hartford 
laJiiiMi  one  of  $lOlOOO  being  secured  by  1  Woodland  St..  valued 
at  $25.6061  The  remaining  loans  are  upon  farm  properties  in  la., 
two  dii«&tgs  in  Wynntoo,  Ga..  a  store  in  Dallas.  Tex.,  a  dwelling 
ia  Ao^ata,  Ga.^  and  lota  in  Dee  Moines.  The  total  amount  of 
kmm,  $147,780.  is  protected  by  properties  vahied  at  $548,140, 
aad  $150  of  intereat  was  overdue  December  3 1 ,  last. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Vahie.  Value. 

A4Brta.Ga^4H%.i92S $10,000  $10,100 

B<ffiBuC^B.,5H^1932  25.000  25.000 

Baaftlord,CaiL,4Vi%.1942 7,000  6,160 

BnDtfacd.Oui^5%,1962 20.000  18.800 

BcaBtlinLCaa.,4%.in4 20.000  16.800 

Bridgeport.  Caon^  86^4^3%.  1924-7...  30,000  30.900 

Flinw«.aC^ar..5%.1050.... 35.000  36.050 

GDd|it^Can^5%,1919 24.000  23.520 

OiKlph.  Can..  4Hrc  1929 20,000  17.800 

KigcMoa.Can^4H^lM3 25.000  23.250 

LachiD^Can^  5^1*53 25,000  22,250 

LoBd3a,CaB^3H%.1027 24.000  20.160 

MoBtml  Can.,  3H%.  1039 50.000  38.500 

MoBUtai,  Town,  St.  L,  Can..  4%,  1941.  40.000  32.000 

M<>atRal.W.CaaL,5re«1952 10.000  8,500 

Oaa»a,Caa.,4%.1917 4.00(1  3,920 

Oltewa.  Can..  4H%«  1934 30.000  27.000 

0«ti«Baat.Gan.,5%.1960 25.000  22.250 

Petaibiii.Va.,4%.1943 25,000  23.500 

Poliaad.  Okc  b(^  L,  5%,  1925 17.000  17.850 

Fbrtlafid.Ove,FenT.,5%,l«33 15.000  16,200 

Fttthad.0ke.,f..5%,1928 14,000  14,840 


*     BoNne  AND  Stocu  OwNXD. — Cent.               Par  Market 

BoifDfi. — Cont.  Value.  Value. 

Portland,  Ore.,  wr.  I.,  5%,  1923 $6,000  $6,240 

Prov.,  New  Brunswick,  4%,  1922 5.000  4,650 

Quebec,  Can.,  4H%.  1922 73,000  69.350 

Richmond,  Va.,  5''o.  1921 25.000  25.500 

St.  Boniface.  Man..  5%,  1932 25.000  21.750 

St.  Boniface.  Man..  5%,  1930 25.000  22.000 

St.  Denis  de  Montreal.  Can..  5>>i%.  1952  25.000  23,250 

St.  Henri,  Can..  iM%,  1918 75.000  73.500 

St.  Henri.  Can.  sc.,  44%,  1949 20,000  17,000 

St.  Hyacinthe.  Can.,  5%,  1953 25,000  20.750 

Seattle.  Wash..  C.  R.  wr.  sup..  5%.  1920  50.000  50.500 

2  No.  Sc.  Dis..  Hartford.  34%.  1934.. . .  40,000  37,600 

So.  Sc.  Dis.,  Hartford,  34%.  1942 108,000  99.360 

Tonmto.  Can..  4%.  1948 55.000  43.450 

Toronto.  Can.,  d.  pwr.,  44'^o.  1953 45.000  38.700 

Toronto,  Can..  Parkdale.  5%.  1916 9.000  9.000 

Victoria.  B.  C,  5%.  1928 20,000  18,200 

Wash.  St.  Sc.  Diswv  Hartford.  4%,  1928  .  20,000  20.000 

Westmount.  Can..  4%,  1945 50.000  40.500 

Winnipeg.  Manitoba,  pk.  f..  5%,  1923 .  .  20,000  19.600 

Winnipeg.  Manitoba,  loc.  imp..  4%.  1922  25.000  23.250 
Winston-Salem,  N.  C.  gn.  mun.,  5%, 

1944 25.000  26.000 

Chi.  Ry.,  adj.  inc.,  4%.  1927 2.625  945 

Chi.  Ry.,  pur.  m.,  5%,  1927 25,000  17,000 

Conn.  Co.,  eq.  n.,  ^%,  1918 41,000  41,000 

Denver  Cy .  Tramwy.,  5%,  1933 5,000  4,450 

Detroit  Ry.,  I  m.,  5%.  1924 60,000  55,200 

New  York  Dk..  1  m.,  4%.  1951 42,000  30,660 

Nwn.  Teig.,  gr.,  44%.  1934 25,000  23.250 

Western  Un.,  Telg..  44%,  I960 50.000  47,500 

Atlanta-Binning^.  4<^I>,  1933 25.000  22.250 

Atl.  k  Dan.  R.ll.,  1  m.,  4%.  1948 50.000  42.000 

B.  4  0..  eq.  tr..  44%.  1921 25,000  25,250 

B.  4  A.,  5%,  1943 25.000  25.000 

B.  4  Me.,  44%.  1929 50,000  40,500 

Burl.,  C.  R.  4  No.,  cp.,  5%,  1934 25.000  25,000 

Burl.  C.  R.  4  No.,  reg.,  5%.  1934 25.000  25,000 

Car.  Cent.,  1  cs..  4%,  1949 18,000  15,480 

Cent.  N.  Eng.  Ry.,  I  m.,  4%.  1961 25.000  20,250 

Cent.  Pac.,  1  r..  4%.  1949 75,000  67.500 

Cent.  Pac.,  thr.  b.  I.,  4%.  1954 25.000  21,750 

Cent.  R.  R.,  N.  J.,  gn.  m.  c.  5%.  1987. .  50.000  59,000 

Chesa.  4  0..  1  cs.  m..  5%.  1939  76.000  79.500 

Chi.  4  E.  R.  R.,  1  m.,  5%,  1982 50,000  53,000 

Chi..  Ind.  4  So..  1  cs.  m..  4%,  1956 75.000  64.500 

Chi.,  Ind.  4  L.,  r.,  5%.  1947 38,000  37,240 

Chi.,  Ind.  4  L.,  r.,  4%,  1947 25,000  20,750 

Chi.  Jc.  Ry.  4  Un.  Stk.  Yds.,  5%,  1940  25,000  25,000 
Chi.,  Mil,  4  St.  P.,  Chi.  4  Pac.  W.  Div., 

5%,  1921 75,000  78,000 

Chi..  Mil.  4  St.  P.  Wis.  4  Minn.  Div.. 

5%.  1921 25,000  26,000 

Chi.,  Mil.  4  St.  P.  cv.,  44%.  1932 ....     6,300  6,489 

Chi.  4  Nwn.  Ry.,  s.  f.,  6%.  1929 60.000  66,000 

Chi.  4  Nwn.  Ry..  s.  f.,  5%.  1929 20,000  21,000 

Chi.,  St.  L.  4  N.  0.,  5%,  1951 25,000  27,250 


REPORTS  OF  FIRE  I 


RANCE  COMPANIES. 


PHOENIX  INSURANCE  COMPANY.  Hartford.  Conn.— Con(»ni(«<i. 


BomwtmBiocaOiniiD.— Cml.  Pw 

BOKM.— Ciml.  Vilue. 

Chi.,  St.  K  ^^ll.l.^.  4  0..  6'-;,  leso »o.ooo 

Chi.  k  W.  Ind..  gu.  n.,  »'  i.  IDS! 2(0.000 

Cbi. 4  W.  Ind.,  ™.  di.,  4';,  IMI 100.000 

C.  4M„lin_fi%.lM9       TS.OOO 

Cia,D.Al-.  l».-8'7r.  LMI 100.000 

Cin,  lnd„  St.  L.  i  Chi.,  S'; ,  IMO IftOOO 

C  C.,  Cin.  4  IikI..  a'-t.  11134 S0,000 

Cleirt.,  Cin..  Chi.  4  Bl.  I. ,  i%,  1098.. . .  U.OOO 
CleTe,Cin..Chi.4  3t.  L..  SL  L.  Kv- 

*%.19B0 M-OOO 

Clm.AM.V.I.,STc.  IMS 7.000 

Del».  4  H.,1  !,«,<!';'■,.  I'liS 100,000 

DoM.AFl.  DodiK,  Im.,  4%,I9U.,.  78,000 

Det,  Qd.  R.  4  W- 1%,  Mi M,000 

DnhUi  4  I.  E«B..  B"o.  1937 BftOOO 

E.J.  4E,  Im.,  S%,ie41.. 100,000 

Erin  Ry.,™.  I  m.,  7%.  IBM SftOOO 

&wR;.  PL.ail..4%,  lUl. U,00a 

E.ftA.,  ln..S7=.  1620    WOOO 

E.  4T.  H„6%,1921             »S,000 

P.*PmM.,n.  1m..  f;'..  It3> 21,000 

at.Piu^lai..6%.l^!!        M,000 

Qd,  Tk.  Ry.,  C»n.,  oi..  i '  /  „  1«1» IftOOO 

Httikiiig  V.t.,  1  a.  m.  r,  s    4H%,  19M.  U.OOO 

Ion  Cot.  Ry,  1  m..  5' ; ,  f98 7J.0O0 

Ind.,  I]L4I„lm.,  4-;.  l".iiJ 100,000 

Ksn,  Cv,  4  Pu.,  1  m.,  4' . .  1900 SO.IWO 

Ku.  Cy,Tt.S.A  M,  6',.  IMS JJ-OOO 

U  Bit  4  W.,  11%.  1917 SaODD 

L.  8. 4  MieL,  Bo.  d_  4%.  lUl IM.OOO 

IMA  Vil.  Kj,  N.  T.,  I  m.,  4W%.IW0  M.000 

L^S  Vil.  Rn.  Hn..  S%.  letl 100,000 

Lo«  Ij..  nB.  m,  4%.  1M> 4^000 

KB.  4  St  I,  I  ».,  il%.  IMS 100,000 

L.  4  N.  (A.  K.  A  C.  Di>.).  4%,  10S5. , . .  36,000 

L.  4  N„  eq..  S%.  IflM 18,000 

l.  4  N„  M..  i%,  ISH ItOOO 

L.4  N,  (L,  C.  *  L.  Di..),  4Li%.  ISSl  J6.000 

L.  4  N..  (St,  L.  Dir.).  0%,  l«2l 26.000 

L,  4  N.  iPwl,  A  M.).  4%.  1M6 16,000 

Minn.  Un.  Rt,  0%.  1922 76.000 

Mo.  Ku.  4  E,  1  m..  6%.  1H2 110.000 

N_  Chut.  4  St.  U  5%.  lots 26,000 

N.  Eng,  N»i,  0%,  1017 I8.00O 

N.  yT&oI,  aq.  tr,  6%.  1018. , 126,000 

N.  Y.  Cot.  «q,  U.,  tli%,  1018 20,000 

N.  Y.  C«t,  M.  tr,  B.  4  A,  4H%,  1«0  26,000 

N.  Y„  Chi.  4  St,  L-  d.,  4%,  1*31 80,000 

N.  Y-  Utk.  4  W.  R,  R.. «%.  102] SaOOO 

N.  Y,  H.  H.  *  H,  or.  d_  •%. !»«  lonmn 
N.  Y..  N.  H.  4  B.  I.,  8%,  IBtO. 

N.  r,  N.  H.  *  H,  i,  BM%.  18!m o,ui-> 

N.  Y.  N.  H.  4  H.  er.  A.  tS>^  t%.  I»0  13,000 

N.  Y-  N.  H.  *  H..  d.,  4%,  1068. 26,000 

N.  Y.,  W.  4  B.,  1  m,.  p..  4H%.  IMO. .  60.000 
No.  Pk.  Gt.  No.,  C,  B.  A  Q.  ml.,  4%, 

1021 21,000 

O.R_ili.lD..5%.lMT .  6.000 

0™.AC«L,  8%.1W7 08000 

0.  A  Syr.,  ooi«.,  8%,  19M 28.000 

Pun.,  gn.  [ght.  aq..  Kg.  i%,  1020 28.000 

R„  Wnwn,  4  Ot,  1  c»,  6%,  1022 28,000 

St.  L.,  1.  MC.  A  So.,  go.  CDB.^  L.  0,  8%, 

1031 100.000 

Bl.  L,  P.  A  Nwn,  8%,  1018 28,000 

et  L.  A  am.  F.,  e..  a..  0%,  1031 S0,00O 

Bl.  L.,  Bim.,  (.  (Ub..  4%,  19W 28.000 

8t.  P..  Mian.  4  Mui.,  4%,  1»33 28.000 

St.,  Minn.  4  Hu„  o.  4%.  1087 28.000 

8l.  P.  4  No.  Ph,  I  m.  Kg..  8%.  1923  .,  28.000 

9t.  P.  4  No.  Fu,.  1  m.  c.  0%  1923. . . .  28.000 

OwM  Ft,  P.  4  P„  8%,  1942 28.000 

So.  A  No.  AlL,  ca,  m.  8%.  1038 100.000 

So.  Rt.  M.  Dii.  1  m..  6V  1991 26.000 

So.  Ry.,  9t.L,  DiT.lDl.,4%,l«tl....  80.000 
Tns.  R,  R.  Ann..  St.  L,,  t  a.  m.,  i%. 

1944 28,000 

Tnn.R.R.AM.8t.L..lm,.4>^'v„.ie30  25.000 

Riilnsd  Bn..  oth.  4?D.  1062 .  .  129.000 

Tol,  4  0.  Cmt.,  I  m.,  6%,  1038 26,000 

Tol.  4  0,  C«t-  W.  Kt,.  5-^  19J6 26.000 

Tor.,  Hud.  AB.,  1in..4'"c,  1948 80,000 

VmnoBtVal,  lni..4'5'i.l940 80.000 

Vn.  Midknd,  ta.  m..  6-^,  1036 80.000 

Wuh.  Co„  M»,  3.1)%,  19M 28.000 

CmtnJTr_N.Y 22.900 

Il*rtf«d-£tu  Nat.  Bic 70.000 

Birtlnd  Tr.  WOOO 


60,000         60,0G 


BoMM  1  m>  Eh«cn  O 


Hcoa  Nat.  Bk.,  Msidn 

Impsial  Bank,  Tmolo 

Metn^tu  Tnut,  N.  Y 

National  Ei,  Bk.,  Harlfnd . . . 


Swurig'Tr 
Statu  &nk 


WatirixiryNat.Bk,.. 


ClEOLAPilbi  R.R... 

Dda.,  Uck.  4  W 

Ft.  W.  4  J»di.  R.  R.,  p 
Oa.  R.  R.  4  Bkg 


7S.000 

HartlcmlEl 
Eolyoke  Wi 
N,  Y.  Dk., 


66,000        lOt.DSO 


130,000        539.800 


SiaSL:::;;::;.:::::::::;; 
own.  li'uoiTdiv.'.;. :::..". :::.::: 

saooo       18.000 

20.600          18.450 

Totab  0>ook  valut.  t11.001.29SI 

19,892,005  lli.838.483 

MlBCELLANEOUSi  Cafilal  incrowd 
1200,000:  in  1860  to  8400,000:  m  1B04 

in  1384  from  1100,000 
10(800,000;  fu.  1871 

13,000,000.    CanOacn- 


I;   Can.,  8430,920;    Va., 


DIRECTORS:  Lymac  B.  JeweD,  Benn  C.  Dwight,  Ward  Vi. 
laooha,  Charln  B.  NoRham.  Edn.  MiHuan,  John  M.  Taykor, 
:;ha>.  BopkiH  Clark,  Geo.  M,  LavcJaTTKdwird  M.  Da]',  Joku 


.  Robst  J.  Ali^  Looia  F.  Butla, 
FIELD  MEN  AND  TERRFrORY  COVERED;  Spnial  iu.._ 
diFlioD  of  bone  offiM,  New  England.  Middk  and  SauthimliTn 
Slato.    Bpecial  ^     '      "      "    "" .......    r..  .    .    .. 


:    Ben  I.  Kinpac 


Rcdal  agent.  Boalon,  Mas.:  W.  U.  MiUing,  Hoaton.  Mas.: 
HudM  Ha^ni  and  H.  B.  Woolman.  fniiladelphia.  Fk.;  HanM 
E.Gh>wold.N.Y.Cy„fcvN.J.;  H.l.Can>tbcn.Syiacuic  N,  V.. 
B.  C.  Ckittiodm.  Byramiae.  N,  Y.;  F  C.  Butrill,  Portland,  Ue: 
Clannce  H.  Scnts.  HsrUord,  Conn.:  J.  M.  RolntKn.  Aueuiu, 
Ca.;  J.  W.  Friend.  Jr.,  tWnbutt,  Va.;  E.  B.  Eiijinb  DaDai. 
Th,:  Goo.  H,  Bart<nll.  Ban  Antonio,  T«.:  A.  KTBbck,  Jr.. 
Kttiburg,  P..:  J.  L.  Prise,  Naw  0"  '  "-   '  '  " 

little  »--'--• 

CUcaiD. 


Ibjek,  Ark.;  veaton  dnartrntoMiB 
H.  H,  Htaford.  loml  adjoltif,  2133 . 
».  III.;  Q.  M.  WlnKood.  adjuns,  Sg 


s,  SpioibM, 
F.  Waitad,  ap 


htfi^, 

F&ichange, 
q.;    M>. 


a.  mM  acenC  Cohuiibua,  07  B.  F.  Wiitad,  apedal  annt. 
iHviUa,  Ky.;  W.  M.  Bhaw,  ipedal  agmit.  IndianapoKa.  Ind.; 
,.  „. .__  = "-— Cy.,  Moi;  Hoy  EEbleQ.  St 


It.  St.  LouiL  Mo.;  Urban  M.  Leib,  nodal 
.;  John  F.  Dale  State  ueot.  Omaha.  Neb.;  S 
aient,  Mihniikeo.  Wia.;  M.  A.  Freedy,  i 
Wia.;  Byron  K.  Covlea.  Stale  afint.  Hi 


amt,  Bt.  Linii. 

J.  Htrdeno,  State 

ipedal  afeat,  Milmuker, 

.  ... , WM^pftli*     Minn  ■     Ja*.  J. 

acenl.  Piirgo,  N.  D.;  Albert  J.  Knaak.  aute  agn<- 

._,D.(or8.D.:  R.C  Homa, Bute Kmt, CUeago. lU.: 

C,  A,  Sdo«,  gemal  imweto'.  Chiafo,  IN,;  C.  B.  lAee,  Slaw 

rit,  Detroit,  and  D.  H.  LuM,  neaal  acoit,  lanub  Midi,: 
C.  CadwaDadir.  0>o»,  Misli.,  apecial  apBt  loi  ioSi.;  Geo. 
W.  Hotton,  Bute  agent.  Dn  Moina.  la.;  H.  M.  Siiaoo.  apeoal 
""■■"'■-" "»,.C.J., 
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PHOENIX  INSURANCE  COMPANY.  Hartford,  Conn.— Continued, 


Lm 


DOT  wtoore 


J.  B.  Hftteher.  tod  Doaehfli  Puker. 
E.  F.  Hewitt.  SMrameato.  ■paoial 
CbL  aixl  Ner.;    Geo.  A.  Kimimin,  Freno. 
[t;  F.  O.  Amlqr  ftod  Earl  HoDand.  q^eeud  BceotB. 
aonthera  OaL  and  Aria.:  A  A.  Fems  and  A.  M. ' 
FortlaiML  Ok.,  apecttl  a«Bnt>  for  Ore.;  F  0.  Vmeent. 


Spobuw.  Waah.  eastern  WaaL  and  nortbeni  Ida.;  W.  T  Burwell. 
Seattle,  Waah.,  for  western  Waah.  and  B.  C;  Richard  hotkey,  Jr.. 
and  A.  D.  Ferns.  Salt  Lake  City,  for  Utah,  aouthem  Ida..  Mont, 
and  eastern  Ore.  The  eompany  operates  m  Canada  and  in  aU  the 
States  and  Territories. 


PIEDMONT  FIRE  INSURANCE  COMPANY,  Charlotte,  N.  C. 

IVeadsnU  Hemy  M.  MoAden;  Seeretary,  A.  L.  Staiith;  Manaser,  E.  H.  Chishobn.  Orianiaed,  1806. 


{  Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Ymam, 

Aaseta     |  Premiums 

Surphis 

IVeminms 

Income 

hud 

Dividendi 

Rxp'wwis 

penditures 

Incurred 

1915 

$430,386        $108,875 

$827,762 

$100,658 

1130.385 

169.381 

$10,000 

936.413 

$115,794 

$69,254 

1114 

421.796          107364 

200,054 

101.543 

131.910 

58.740 

10.000 

36.668 

105.408 

47.031 

1913 

396J94 

107.730 

183,365 

120,012 

152.381 

71.700 

10,000 

41.376 

123,085 

71,709 

1912 

$66,907 

93.281 

^        168.423 

106.980 

135.131 

55.214 

8.000 

37,834 

101.898 

52.561 

1911 

331.914 

79.630 

145347 

96.508 

110,681 

43.333 

8.000 

32.550 

83.802 

43.474 

Bal 
Mor1_  _ 
CoOiteal  kians 


Dmc.  31. 1916. 

$75,000 


209.427 

107.091 

17.766 

27.102 


LuBiLRna.  Die.  31. 1915. 

Lossesunpaid .$4,749 

Unearned  prans ....       103.875 

TotelGabifities...  $108,624 
Capital  paid  up. . . .  100.000 
Net  surplus 227,762 


Total 


$436,386       Total $436,386 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
I10J7S.8D;  pFamiuna  thereon,  $213,709. 

BUSINESB  SINCE  ORGANIZATION:    Premiums  reoeiTed, 
$1,491  J61;  kMsea  paid,  1826,544;  dividendi  declared,  cash.  180.500. 


REAL  ESTATE  OWNED:  The  company  owns  its  home 
office  imilding,  carried  at  $75,000,  the  market  value  of  which  is 
$125,000.  Total  rents  reoeiTed  hMt  year.  $5,939;  espenses  and 
taxes.  $6,212. 

MORTGAGE  LOANS:  There  are  103  loans,  aggregating  $316.- 
518  on  property  valued  at  more  than  double  the  amount  k)aned 
thereon. 

MISCELLANEOUS:  Capital  increased  m  1896  from  330.000 
to  $32,000;  m  1897.  to  $34,445;  in  1899  to  $50,000  and  in  1909  to 
$100,000.    Conflagratbn  kisses:  Baltimore.  1904.  $12,000. 

DIRECTORS:  J.  T.  Anthony.  C.  Vaber.  Henry  M.  McAden, 
A.  L.  Smith,  W.  H.  Bdk,  B.  D.  Heath,  Eugene  H.  Chishobn. 

FIELD  MEN  AND  TERRITORY  COVERED:  Vernon  G. 
Weaw.  special  agent.   The  company  operates  in  N.  C. 


PISCATAQUA  FIRE  INSURANCE  COMPANY,  Portsmouth,  N.  H, 


Praaident,  Calvin  Page;  Seeretary.  AHred  F.  Howard. 

Organised.  1007. 

YlAI 

Aflsets 

Unearned 
Premiums 

Net 
Surplus 

Net 

Premiums 

Total 
Income 

Loeses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Loons 
Incurred 

1915 

1914 
1913 
1912 
1911 

$41,455 
38.397 

37.011 
32300 
20.386 

39.357 
9.659 
9,598 
8.777 
9.038 

$21,960 
17.842 
16.ni 
12,620 
10.204 

18.543 
8.000 
0,724 
8.511 
8.723 

$10,072 

10,3.30 

11.103 

0.610 

0.000 

13.674 
5,617 
3.786 
2,771 
5.022 

$1,000 
1.000 
1.000 
1.000 
1.000 

12.570 
2,405 
2.585 
2.325 
2,330 

$7,244 
0.022 
7.371 
6.006 
0.261 

$2,804 
5.004 
2.080 
4.000 
5.723 

Dae.  31. 1015.  LuBiunM.  Dae.  31. 1015. 

Uicks...       $36,552    Lombs unpaid $104 

C^sb 3,955    Unearned jprans....  9357 

Ageau'bahnrai....  550    Other  liabilities 25 

389  

Total  liabifities...        $0,486 
Capital  paid  up. . . .         10.000 


Total 


Nctaurphis. 
$41,455       Total 


21.060 


$41,455 


Uakrwritng  profit,  $3,700;  mveatment  profit.  $1,418. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$1,434,588;  prerahuns  thereon,  $18,625. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received* 
tTSOMS;  kMses  paid.  $33,460;  dividends  dechred,  cash,  $8,000- 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Allegheny  Co..  Pa.,  co.  rds 

Bay  State  St.  Ry..  ser.  c.  n 

No.  Pac.  *  Gt.  No.  Ry..  joint.  4%. . . . 

Tacoma.  Wash..  5% 

N.  H.  Nat.  Bk.  Btk 

King  Co..  Wash 


Par 
Vahie. 
IIO.OOO 
7.000 
2,000 
2.000 
5.000 
4.000 


Market 
Value. 

$10,147 
7.000 
1.081 
2.025 
11.250 
4.150 


Totab. 


130.000        S36.552 


MISCELLANEOUS:  Company  operates  only  in  N.  H. 

DIRECTORS:  Calvin  Page,  Fred  H.  Ward.  Thou.  Entwistle, 
Wm.  C.  Walton,  Alfred  P.  Howard,  John  W.  Emery,  Alva  W. 
Sulloway,  Parker  W.  Whittemore.  Morris  C.  Foye,  Joseph  0. 
Hobbs.  Wallace  D.  Smith,  John  H.  Bartlett,  Albert  Wallace. 


PITTSBURGH  FIRE  INSURANCE  COMPANY,  Pittsburgh,  Pa. 

Preaident.  R.  J.  Wilson:  Vice-President.  D.  C.  Shaw;  Secretary.  W.  J.  R.  Magill.   Organised.  1851. 


Ys&a 

. 

Unearned 

Net 

Net 

Total 

Losses 

ToUl  Ex-  ■ 

Los!«es 

AflKts     : 

Premiums 
$172310 

Surplus 
$122,527 

Premiums  ' 

Income 

Paid 

Dividends 
$14,000 

Expenses 
101.041 

penditures  ' 
$210.5021 

Incurred 

1915 

$618,351 

$193,704 

1222,251 

1105.461 

$90,042 

1914 

614.752 

170.732 

106.833 

188.282 

214,060 

110.571 

16.000 

80.734 

216.305' 

123.355 

1913 

616,557 

176,566 

118.622 

103.43fii 

210.410 

271.377 

32.000 

102.469 

261,846 

114.903 

1912 

651.940 

194,884 

126,036 

243.811' 

274.303 

128,608 

32.000 

117,730 

278.428 

137  181 

1911 

660.649 

167.155 

176.397 

210.640, 

244.673 

00.753 

30.720 

105.034 

235.507; 

05,002 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


PITTSBURGH 

Aflsm,  Dae.  31. 1915. 

Real  estate $109,414 

Mortgage  loans 234.000 

Stocks 47.590 

Ck>Ilateral  loans 2.275 

Cash 80.322 

Agents'  balances ....  39.008 

Inttfest  and  rents. . .  5,642 

Other  assets 100 

Total  assets $518,351 


FIRE  INSURANCE 

LuBiunu.  Dec.  31.  1915. 

unpaid $17,652 

172.819 
5.352 


Unearned 
Other  liabi 


jprems. . . 
uities . . . 


Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


$195,823 
200.000 
122.527 


COMPANY,  PittsburRh.  Pa.—Coniinued, 

COLLATERAL  LOANS  are  as  follows:         Market  Amount 

SicrBrmBB.                              V^ue.  Loaned. 

Union,  stk $5,000  $2,025 

German  Amer.  Ins..  stk  1,800  250 

Totals 


Total $518,351 


Underwriting  profit.  $11,197;  investment  profit  $16,497. 

RISKS  AND  PREMIUMS:  Fire  risks  'n  force.  December  31. 
$34,400,695;  premiums  thereon.  $333,210. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$3,945,923;  losses  paid,  $1,896,216;  dividends  declared,  cash. 
$958,982. 

REAL  EST.ATE  OWNED:  Consists  of  11  dwelling  properties 
atuated  in  nttsburg. 

MORTGAGE  LOANS:  These  aggregate  $234,000  and  are 
protected  by  improved  real  estate  in  and  near  I^ttsburc,  valued 
at  $454,760.  There  was  $2,765  of  interest  past  due  on  Deeaahee 
31,  last.  The  company  holds  $217,150  of  ore  insurance  on  mort- 
gaged premises. 


STOCKS  OWNED: 

West.  Nat.  Bk.  CNat.  Bk.  of  W.  Pa.  Pbg.) 

Western  Adj.  A  Insp 

Gn.  Adj.  Bureau 

Penna.R.  R 

Wevtinghouse  A«r  Brake 

Westmghouse  El.  A  Mfg.,  p 

Totals 


MISCELLANEOUS:  Capital  increased  in  1910  from  $100,000 
to  $200,000  and  $50,000  added  to  surplus. 

DIRECTORS:   R.  J.  Wilson.  D   C.  Shaw   Robert  S    Smith. 
Theodore  G    Daub.  Alexander  M.  Scott.  John  R    Voekamp 
F.  J.  Close.  Chas.  Eberle.  R  B.  Carson.  A.  C  Shaw  J    Frank 
Murray. 

FIELD  MEN  AND  TERRITORY  COVERED:  Herrick  ft 
Auerbach,  189  La  Salle  st.,  Chicago,  general  agents  for  111 .  Mich. 
Colo,  and  Wis.  The  company  operates  in  Colo..  111.,  Mass..  Mich., 
N.  J..  N.  Y..  0..  Pa.  and  Wis, 


$6,800 

$2,275 

Fkr 

Market 

Vilue. 

Vahie. 

1          $?.80O 

$4  940 

100 

200 

SO 

50 

10000 

11.900 

5000 

HT'OO 

10000 

16.200 

$28,950 

$47,590 

PORTSMOUTH  FIRE  ASSOCIATION,  Portsmouth,  N.  H. 

President,  Calvin  Page;  Secretary.  A.  F.  Howard.   Organised.  1887. 


Ybarj 


Assets 


1915 
1914 
1913 
1912 
1911 


I 


$176,915' 
172.818' 
171.743 
160.597 
157.740 


Unearned 
Premiums 

$19,829 
21.041 
21.616 
21.026 
21,227 


Net 

Surplus 


$106,821 

100.472 

99.380 

87.767 

86.451 


Net 
Premiums 

$15,225 
16,425 
18,166 
16.828 
17.124 


Total 
Income 


Losses 
Paid 


Total  £z- 
Dividends  i  Expenses    .  penditures 


$22,5751 
23,5.35 
25.077 
23.618 
24.868 


$6,758 
9,796 
6.952 
6.376 
9.217 


$5,000 
5.000 
5.000 
5.000 
5.000 


$6,412 
6,446 
7.149 
6.681 
7.038 


AssBTs,  Dec.  31, 1915. 

Mortgage  loans $20,500 

Bonds  and  stocks . . .  150,203 

Cash 3,809 

Agents'  balances 1,483 

Interest 919 


LuBiunu,  Dec.  31, 1915. 

Looses  unpaid $164 

Unearned  prems 19.829 

Other  liabilities....  100 


Total  liabUities...       $20,093 

Capital  paid  up 50.000 

Net  surplus 106.821 


Total  assets $176,914       Total $176,914 


Underwriting  profit,  $5,278;  investment  profit,  $6,072. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
13,487,956;  premiums  thereon,  $40,122. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$482,175;  losses  paid,  $240,220;  dividends  declared,  cash,  $92,000. 

MORTGAGE  LOANS:  There  are  7  loans  rannn^  firom  $2,000 
to  $6,500  and  aggrenting  $20,500,  on  land  and  buildings  in  Benton 
Co.,  Minn.,  andm  Okla.  The  propertv  is  valued  at  $63,900.  No 
interest  past  due.  The  company  holds  $2,700  fire  insurance  on 
the  mortgaged  buildings. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Berlin.  N.H..4>  2% 

Boston,  Mass.,  3h% 

Boston  Elevated  Ry.,  5% 

Boston  k  Maine  R.  R.,  3H% 

Boston  A  Maine  R.  R.,  4H% 

Concord,  N.  H.,  3H 


f** 


Par 

Market 

Value. 

Vahie. 

$4,000 

$4,063 

3.000 

3.039 

10,000 

10.149 

10.000 

10.000 

5.000 

5.153 

5.000 

5.055 

H. 


/o- 


Bonds  and  Stocks  Owi«sd. — Cont, 
Bonds. — Cont. 

Concord.  N.  H..  4'c 

Concord  k  Montreal  R.  R..  3»  2% 

Concord  k  Montreal  R.  R..  4% 

Evansville  Electric  Ry..  4% 

Gorham,  N.  H..  4%. 
Hillsboro  County,  N. 

Lisbon,  N.H..3>2% 

Maiden,  Mass.,  4^r 

Massachusetts.  3} /c 

Newton.  Mass..  4Sc 

Old  Colony  Street  Ry..  i% 

Pacific  Tl.  4  Tg..  5% 

Penna.  R.  R..  4% 

Pittsfield.  N.  H..  4% 

Portland.  Me..  Zh^"- 
Portsmouth.  N.  H., 
Tacoma.  Wash..  5%. 


4%. 


Xenia,  Ohio,  wat.  wks..  5% 

Stocks. 

Concord  k  Montreal  R.  R^ 

U.  S.  Steel  Cp..  p 

New  Hampshire  Nat.  Bk 

Portsmouth  Trust  k  Guarantee. 


$18,170 
21,242 
19.101 
18,057 
21.255 


Psr 

Value. 

$1,000 
5.000 
3.000 
5.000 
3,000 
6,000 
6,000 

10.000 
2,000 

11.000 
5.000 
5.000 
5,000 
1.500 
2.000 
1.500 
5.000 
2.000 

6,000 
11.000 
10,000 

4.000 


Incurred 

S5.716 

10.351 

5.799 

8.116 

_      8.917 

Market 

Value. 

$1,013 
5.000 
3.110 
4.069 
3,059 
6,149 
5,000 

10.668 
2,1»4 

11.382 
4.538 
4.920 
5.045 
1.502 
2,000 
1.500 
5.062 
2,007 

6,674 
11.700 
11.250 

4.000 


Totals $142,000      $150,203 

MISCELLANEOUS:  Company  operates  only  in  N.  H. 

DIRECTORS:  Calvin  Ps«e,  Albert  Walhtee.  Joseph  O.  Hobba, 
Alfred  F.  Howard.  John  W.  Emery,  Wm.  C.  Walton. 


THE  POTOMAC   INSURANCE  COMPANY  OF  THE  DISTRICT  OF 

COLUMBIA.  Washington,  D.  C. 

IVesident.  George  W.  White;  Vice-President  and  Manager.  Thomas  C.  Moore;  Secretary,  A.  K.  Phillips.    Chartered  by  special  act  of 

U.  S.  Congress.  1831. 


Ybak 

1 
Assets 

Unearned 
Premiuina 

$79,318 
38.531 
21.615 
84.291 

135.041 

Net 
Surplus 

$102,711 
101.749 
100,890 

20,238; 

27,658 

Net 
Premiums 

$120,292 

46.832 

42.166 

214.566 

226.386 

Total 
Income 

Losses 
Paid 

Dividends 

1 

Expenses 

$60,449 
37.528 

137,319 
86,944 

109.388 

Total  Ex- 
penditures 

$92,892 
53.572 
220,206, 
262,288' 
218,790 

Loves 
Incurred 

1915 
1014 

$396,586 
350.8131 
330.431, 
366.905! 
389.668 

$138,087 

66.885 

96.314 

231,483 

250.065 

$32,443 
16.044 
82.887 

153.344. 
97.402 

|35.6»5 
16  794 

1913 

28.123 

1912 
1911 

12.000 
12.000 

184.939 
109,306 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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THE  POTOMAC  INSURANCE  COMPANY  OF  THE  DISTRICT  OF  COLUMBIA, 

Washington,  D.  C. — Continued. 


Dk.  31. 1915. 


LUBILTIUB,  Die.  31,  1915. 


Rnlartate 

MortsMCC  kiaiH — 
Boods  and  stocks. . 

Caah 

KtfBBta  baianoeB. . . 
Interne  and  rents.. 
Othffi 


Total 


138.875 

213.275 

95.410 

17.959 

29.502 

2.555 

1.179 


unpaid 

Unearned  prans.. 
Other  liabffitiee.. 

Total  liabilities. 
Capital  paid  up . . 
Net  surplus 


110,998 

79.318 

3,559 

193.875 
200.000 
102.711 


1396,585       Total S39«,585 


rnderwritiiig  kaa,  116,026;  investment  profit,  116,987. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
I21JU4.596;  premiums  thereon,  $150,313. 

Bl~3INESS  SINCE  1880:  Premhims  received,  $2,317,360; 
divideads  declared  since  1897.  cash,  $163,950. 

REAL  E^ATE  OWNED:  ConsistB  of  oroperties  valued  at 
$36.a75.  mnated  in  Washing  ton.  D.  C  the  largest  of  which  is  a 
brick  buikfin«.  valaed  at  $29,000.  Total  rents  received  in  1915, 
$2,145;  taxes  and  expenses,  $751. 

MORTGAGE  LOANS:  There  are  56  loans,  aggregating  $213.- 
275.  on  properties  situated  in  District  of  Columbia,  valued  at 
$518,631.  No  interest  past  due.  Company  holds  $269,240  of 
fre  bsuranee  on  the  buildings. 


BONDS  AND  STOCKS  OWNED: 

Par 

Market 

Bonds. 

Value. 

Value. 

Asgb  French,  ext.,  5*7.  1920 

$10,000 

$9,400 

A^  T.  A  S.  Fe.  cv,  5%,  1917 

1.000 

1,010 

Branswi<^*  W.  R.  R.,  4%,  1938 

5.000 

4.800 

Bonds  and  Stocks  Ownkd.— Conf. 
Bonds. — Cmtt. 

Interboro.  R.  T.,  5%,  1966 

N.  Y.  C.  L..  eq,  tr..  4^%.  1»24 

No.  Pac.-Ot.  N.  R.  R..  C..  B.  k  Q.,  4%, 

1921 

Seaboard  A.  L.,  4%.  1959 


Va.  Midland  Ry.,  S'^'o,  1926 

Va.  Ry.  ft  Pow..  6%.  1926 

Va.  Ry.,  5%.  1962 

Wash.  Ry.  k  EL,  4%,  1951 

Potomac  El.  Pow..  5%.  1936 

Stocks. 
Farmers  A  Mech.  Nat.  Bk..  Wash.,  D.C. 
Wash.  Safe  Dep.,  Wash..  D.  C 

Totals  (book  value,  $76,683) 


Par 

Market 

Value. 

Value. 

$iaooo 

$9,900 

5.000 

5.000 

5.000 

4.900 

7.000 

4.900 

5.000 

5.150 

5.000 

4,600 

5.000 

4.900 

5.000 

4.050 

8.000 

8.000 

11.000 
1.000 


28.600 
200 


$83,000        $95,410 


MISCELLANEOUS:  Capital  increased  in  1899  from  $75,500 
to  $200,000.  Conflagration  Iosb:  Baltimore.  1904.  $241,893.  Early 
in  1913  the  compaQy  reinsured  all  of  its  outside  business  and  con- 
tinued business.  $B9,130  voluntarily  contributed  to  surplus  in 
1913,  and  $10,250  in  1914. 

DIRECTORS:  Chas.  W.  Fairfax,  George  Howard.  Chas.  E. 
Howe,  Jeose  L.  Heiskell,  Chas.  E.  Hood.  R.  E.  Patro,  Geo.  W. 
White,  Alex  K.  Phillips.  W.  E.  WUoos,  Claude  Norie-MUler.  F. 
Norie-Miller,  Thomas  C.  Moore. 

FIELD  MEN  AND  TERRITORY  COVERED:  Crum  A 
Foster,  general  agents  outside  of  D.  C,  New  York  City.  The 
company  is  licensed  in  D.  C,  HL,  Mass..  N.  J„  N.  Y.,  0.,  Pa. 
and  W.  Va. 


PROVIDENCE  WASHINGTON  INSURANCE  COMPANY, 

Providence,  R.  I.§ 

Piusilmt,  J.  B.  Branch;  Vice-President,  C.  D.  Dunlop;  Secretary,  A.  G.  Reals;  Marine  Secretary,  G.  C.  House;  Treasurer,  George 

E.  Btxby;  Assistant  Secretary.  W.  H.  Phillips.   Incorporated,  1799. 


Tbib:    Assets 


Unearned 


1915 
1914/ 

ifiar 

1911/ 


$5,725,616 
5.183.653, 
4.92Sj081i 
4.775,901, 
4.142.912 


$2,785,9491 
2.535,954; 
2.450,614 
2,302.819 
2,206,406 


"  Net 
Surplus 

$1,170,021 

866,232 

1,000.216 

1,049.059 

859,456 


Net 
Premiums 

$4,225,576 

*3,689,!55 

3,603.671 

3,261.916 

3,029.531 


Total      I 

Income     ' 

I. 

$4,520,7301 
3.930.3801 
3.813,a32l 
3,530.000 
3.256,223 


Losses 
Paid 


Dividends      Expenses 


$2,475,175 
•2.255,898 
2.096,001 
1.860,814, 
1,864,937! 


$100,000, 

100,000 

100.000 

75.000 

75.000 


$1,501,852 
1.275.143 
1.217.886 
1,163,989 
1,078.303 


Total  Ex- 
penditures 

$4,077,027; 
3,631,041' 
3,414,787 
3,099.803 
3,018.240 


*  Includes  $1,232,687  marine  presDoiums  and  $752,279  marine  losses.       I  Rhode  Island  standard. 


Beads  and  stocks. 
€Wi 


Other 


Dk.  31, 1915. 

$65,000 

4.563,468 

341.275 

717.222 

21.539 

17.112 


LuBiunift.  Dec.  31, 1915. 

Losses  unpaid $702,645 

Unearned  prems ....    2,785.949 
Other  liabifitJes 67.000 


Totali 


Total  liaUUties. . .  $3,555,594 

CaiMtal  paid  up 1,000.000 

Net  sorphis 1.170,022 


$5,725,616       Total $5,725,616 


profit.  $13,586;  inrestaient  profit.  $380,401. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$482^74.442;  premiums  thereon,  $4,646,018;  marine  and  inland 
in  forte.  $27,276,655;  premiums  thereon.  $619,240. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeired. 
$SL400,771;  losses  paid.  $48.319367;  dividends  decbred.  cash. 
$8,1684»3. 

MORTGAGE  LOANS:  The  company  holds  a  loan  of  $65,000 
OB  52  Cathedral  Parkway.  Manhattan,  N.  Y.  Cy..  vahied  at 
$67,5001  and  oo  which  the  company  hokb  $75,000  of  insurance. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

BoHDB.  Value.  Value. 
Afcuqaerqiie.  N.  M^  bd.  off  ed..  sc  Ug. 

IM3.5%r. $10,000  $10,400 

BortoB.MaaiL,1928.3H% M.000  47,500 

Cbada.  B^  1917.  5% 50,000  50,500 

Ft  Wayne.  Ind.  wat.  wks.  r..  1919,  ZH%  25,000  24.500 

I  Tiawiits  both  firs  and  marine  busbess. 


Bonds  awd  Stocks  Ownko. — Com. 

BOHDS.— Cofrf. 

Indianapolis,  Ind.,  pk.  imp.,  1927,  4%. . . 

Mass.,  Com.,  met.  wat.  m^  not  tax  ex.. 

1938.3.4% 

MasSn  Com.,  abol.  of  gd.  cross.,  not  tax 

ex.,1923.3H% 

Mass.,  Com.,  not  tax  ex.,  1936,  3H%-  ■  ■ 
Mass.,  Com.,  met.  wat.  In..  1941.  V/2%.. 
Mass.,  Com.,  met.  pks.  In.,  1943,  3V^%. . 
Montreal,  Que..  Prot.  Bd.  of  So.  Com., 

1942  4% 

N.  Y.  Cy.^  cpVs^'.,'  1957!  iH%'.\ '.'..'.'.'. 

N.  Y.  Cy.,  6%  rev.,  1917.  6% 

Ontario.  Prov.,  d.,  1919,  5% 

Pkwtucket.  R.  I.,  ST.,  1923,  4% 

Pawtucket,  R.  I.,  sc..  1929,  4% 

Providence,  R.  I.,  pub.  impn  1929.  3%. . 

Providence.  R.  I.,  sr.  In..  1944.  4% 

Richmond.  Va.,  1943,  4% 

Rhode  Isbnd,  met.  pk.  In..  1958,  3H%. . 

Savannah,  Ga.,  f.  g.,  1959,  4^% 

U.  S.  Panama  can.,  1961,  3% 

B.  A  Prov.  R.  R.,  cp.,  1918,  4% 

Buffalo  Tc.  1  m.  g..  1948,  5% 

Canada  So.  Ry.,  cs.  gr.  g..  1962.  5% 

Co.  ft  Ninth  Ave.  R.  R..  N.  Y.,  1  m.  g.. 

1993.5% 

Georgia  Ry.  ft  El.,  1  cs.  m.  s.  f.  g.,  1932. 

Lake's."  ft  Mich.  So."  Ry.!  g.,  1928,  '4%.! '. 
Lehigh  Val.  Ry.,  1  m.  g..  1940.  4V^%.. . . 
Montreal  Tram,  ft  Pow.,  ool.  tr.  g.,  1917, 

6% 


Pkr 
Value. 
$25,000 

83,000 

5,000 
25,000 
20,000 

5,000 

75.000 
50.000 
50.000 
25.000 
25,000 
40,000 
50,000 
50.000 
50,000 

100.000 
10,000 
20,000 

100.000 
20.000 
25.000 

10.000 

25.000 
17.000 
15.000 

25.000 


Incurred 

$2,463,352 
2.569.115 
2.096.438 
1.920,360 
1.825.023 


Market 

Value. 

$24,750 

77,190 

4,850 
23.250 
18,400 

4.600 

61,500 
53,000 
51,500 
24,750 
24,500 
38,800 
44,500 
49.500 
46.480 
92.000 
10.400 
20,400 
98.000 
20.400 
26.000 

10.000 

25.250 
16.150 
15,150 

24.000 
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PROVIDENCE  WASHINGTON  INSURANCE  COMPANY,  Providence,   R.  I.— Con/. 


Bonds  and  Btockb  Owmsd. — Cont. 

BoNDa.— Cont. 

N.  I  •  C.  a  H.  R.  R.  R>i  c«  s*i  I**  °*  00I.1 

19»8,3H% 

N.  Y.  C.  A  H.  R.  R.  R^  B.  ft  A.  eq.  tr.. 

1926.  4>4% 

No.  Pkc.  ft  Qt.  No.,  j.,  C.  B.  ft  Q.  ool., 

1921  4% 

Peiuia.'R.  lU  gn.  m.  g.,  1965.  4H% 

Fanners  Ln.  ft  Tr.,  os.  m.  e.,  1951,  4%. . 
PortbDd  Ry.,  1  ft  r.  m.  i.  f.  g.,  1030.  5% 
Un.  Tc.  ft  El.,  Fhyv.,  R.  I.,  1  m.  g.,  1933. 

5% 

Amer.  Tl.  ft  Tg.,  ool.  tr.,  1929,  4% 

Cleve.  El.  III.,  m.  k.,  1939,  5% 

Commonwealth  Ediaon.  1  m.  g.,  1943, 5% 

Cs.  Gas.  N.  Y..  cv.  d,  1920,  6% 

Detroit  Ediaon.  1  m.  g.,  1933.  5% 

Detroit  ft  Sub.  Gas.  I  m.  g.,  1928,  5%. . . 
E.  Ohio  Gas,  Cleve.*  0.,  s.  f.  g.,  1939, 5% 
£.  St.  L.  Lt.  ft  Pow..  1  m.  g.,  1940,  5%.. 

Gn.  El.,  g.  d.,  1962,  5% 

lU.  8tee^  d^  1940.  4^% 

Mass.  Gaa,  g.,  1929, 4  H% ^  . . . 

Minn.  On.  £l.,  30-yr.  s.  m..  1934.  5%. . . 
Mortgage  Bond  Co..  N.  Y..  1966,  4% . . . 
Narragansett  El.  Ltg.,  Prov.,  R.  I.,  ev.  d. 

ctf.,1916,4% 

N.  Eng.  TL  ft  Tg.,  g^  1932,  6% 

N.  Y^Qas  ft  El.  Lt..  Ht.  ft  Pow..  1949, 4% 
N.  Y.  Tl..  1  ft  m.  m.  g.  a.  f.,  1939,  4H% 
N.  Y.  ft  West.  Ltg..  gn.  mj|.  c.,  2004, 4% 

Prov.  Gas.  ov.  d.,  1918. 4%. 

St  Pteul  Qaa  Lt..  gn.  m.  g..  1944, 5%. . . . 

Un.  El.,  N.  J.,  m.  g..  1949,  4% 

Un.  El.  Lt.  ft  Pow.,  Balt^  m.  g^  1929, 

4H% 

U.  S.  Steel  Co..  s.  f.  g.  0..  1963,  5% 

Utah  Lt.  ft  Pow.,  08  m.  g..  1030,  4%. . . 

Stockr. 

B.  ft  0.  R.  R.,  00m 

B.  ft  0.  R.  R.,  p 

Chi.  ft  Nwn.  Ry.,  com 

Chi.  ft  Nwn.  Ry.,  p 

C,  C.  C.  ft  St.  L.  R.  R.,  eom 

C,  C.  C.  ft  St  L.  R.  R..  p 

GtNo.  Ry.,  p 

Lrfii£hVal.Ry 

Manoattan  Ry 

Newport  ft  F.  R.  St.  Ry..  gr 

No.  Pao.  Ry 

Old  Colony  R.  R 

Penna.  R.R 

Pitts..  Ft  W.  ft  Chi.  Ry..  gr 

So.  Pao..  otf.  of  int 

Un.  Pac.  R.  R.,  eom 

Bk.  of  America.  N.  Y 

Bk.  of  Montreal 

Biaekstone  Can.  Nat.  Bk.,  Prov 

Central  Trust  N.  Y 

First  Nat.  Bk.,  N.  Y 

Guaranty  Trust,  N.  Y 

Industrial  Trust,  Prov 

Nat  Bk.  of  Commeroe.  N.  Y 

Nat.  Park  Bk..N.Y 


Par 
Value. 


25,000 


Market 
Value. 


125,000        119.500 


26,260 


50,000 

49.000 

50.000 

50.500 

20.000 

8.600 

25,000 

23.750 

25.000 

25.000 

50.000 

45,500 

25.000 

25.250 

25.000 

25.750 

100.000 

127.000 

25,000 

25.750 

10,000 

9,600 

25.000 

25.000 

25,000 

24.000 

25,000 

26.000 

100,000 

91.000 

25.000 

24.500 

25.000 

25.250 

25.000 

19.000 

8.900 

16.664 

50.000 

50.500 

25,000 

21.250 

25.000 

24.750 

20.000 

16,400 

48,000 

77,760 

25.000 

24,750 

25.000 

20.750 

20.000 

18.800 

100,000 

104.000 

25.000 

21.500 

4.500 

4.320 

2,400 

1.872 

72.500 

99.325 

40.000 

70,000 

8.800 

4.312 

20.000 

15.200 

66,000 

83.820 

10.000 

16,700 

20.000 

26.600 

20,000 

21,000 

60.000 

70,800 

21.000 

31.920 

75,760 

90.143 

30,000 

48.300 

5,400 

5,724 

20,000 

28,200 

10.000 

56.200 

10,000 

23.400 

55.000 

86,900 

10.000 

117.000 

10.000 

91.700 

5,000 

36.800 

30,000 

71.100 

37.500 

68J250 

5aooo 

212.000 

Bomw  AND  Stockb  Ownd.— Con/. 
Stockb.— Cmi<. 

Rhode  la.  Hos.  Tr..  Prov 

U.S. Trust  N.Y 

Doquesne  Lt.,  p 

Gn.Ad.  BurnN.  Y.Cy 

General  Eleetrie 

Gn.  Fire  Ext.  d.  stk 

Lawyers  Mortage,  N.  Y 

Lehigh  Valley  Coals 

NamganaeM  El.  Ltg^  Prov 

N.Eiig.TLftTg 

Pac.  Coast  Salvage  Aaan 

Phwtucket  Gas,  p 

Providenoa  Gas 

PuUmanCo 

So.  Ad.  Bur.,  Atlanta,  Ga 

Standard  Oil,  N.  J 

Underwriters  Salvage,  N.  Y 

Undorwriters  Salvage.  Chi 

U.  S.  Steel  Cp.,  p 

What  Cheer  Cp 

Washburn  Wm,  p 


Par 
Value. 
S8.000 
10,000 
50,000 
400 
80,000 
22,300 

2aooo 

1.250 

57,800 

80.000 

250 

20,000 

lasoo 

50,000 
300 

aaooo 

500 

1.000 

50.000 

150.000 

4.100 


Market 

Value. 

t28.0D0 

106,000 

53.000 

400 

140300 

30.105 

36,200 

2.025 

104.040 

105,600 

250 

19,200 

19.740 

82.500 

300 

109.000 

750 

1,000 

58.500 

150.000 

4.838 


Totals  (book  value,  13.618.291) 13.487,150    $4,563,468 


MISCELLANEOUS:  Li  1871  received  for  "can  on  capital." 
160.000;  1875  capital  increased  from  $200,000  to  $400,000;  in 
1898  from  $400,000  to  $500,000;  capital  increased  in  1911  to 
$750,000.  and  in  1912  to  $1,000,000.  Confagration  kiases:  CU- 
cago,  1871,  $383,142;  Boston.  1872.  $101,579;  Baltimore,  1904. 
$148,610;  San  Franciaoo,  1906.  $794,244.  Value  of  special  deposit 
m  Ga..  $10,200;  N.  M..  $10,300;  Va.,  $46,510;  Can.,  005,480. 

DIRECTORS:  F.  W.  Carpenter,  Eugene  W.  Mason.  J.  B. 
Branch.  C.  D.  Dunk>p,  A.  H.  TUUnshast  C.  PMcott  Knight, 
Jesse  H.  Metcalf.  Robert  W.  Taf t  William  GammeU.  Jr. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special 
agents:  A.  B.  Fowler.  Boston,  Masa..  for  Me^  N.  H.  and  E. 
Maas.;  J.  W.  De  Wolf.  Plravidenoe.  R.  I.,  for  Vt.,  W.  Maas..  R.  I . 
and  Conn.;  W.  E.  Maynard.  Utica.  N.  Y..  for  N.  Y.  State  (outade 
Metropolitan  district  and  L.  I.);  Louis  H.  F.  Peck,  N.  Y.,  for  N.  J. 
and  suburban  N.  Y.;  G.  Hope  Miller.  Philadelphia.  P^  for  E.  Fk.. 
Del- D.  C.  and  E.  Md.;W.  Rhodes Budlong,  PittsbursL  Pa.,  for 
W.  Pa..  W.  Va.  and  W.  Md.;  D.  Qiffe  Stone.  NashviUe,  Tenn., 
State  aoent  for  Ark.  and  Tenn.  Western  department:  Chicago.  III., 
S.  T.  Collins,  manager;  C.  E.  Clutia.  assistant  manager;  speeial 
agents:  F.  W.  Ransom.  Columbus,  0.;  0.  E.  Green.  Indianajmlis. 
Ind.;  Jcha  R.  Brown.  Milwaukee.  Wia.;  A.  J.  Meyer.  Chicago, 
III.;  C.  A.  Dafoe.  Detroit  Mich.:  Chas.  F.  Butts.  Mmneapofia. 
Mmn.;  Gus  M.  Wise,  Kansas  City.  Mo.;  C.  D.  Cobb  ft  Co.. 
Denw,  Colo.,  general  agents  for  Colo..  Wyo.  and  N.  M.;  Paci- 
fic draartmoit:  J.  F.  D.  Curtis  manager,'  San  Francisco.  Gal.. 
speeiaJ  agents,  Chas.  A.  Whitaker.  Portland.  Ore  C.  L.  Qreen- 
iralt  San  Francisco,  Cal.  Southern  department:  J  D.  Kitdien 
ft  Bro..  Rowral  agents.  New  Orleans.  La.;  special  agents,  Chaa.  H. 
Storts,  Ft.  Worth,  Tex..  E.  A.  Rachal  New  Orleansi  La.  South- 
eastern department:  Atlanta,  Ga..  Jerome  and  Brown,  managers: 
speeial  agents,  Geo.  W.  Gantt  Jr.,  Macon,  Ga..  J.  W.  Cownan. 
Charlotte,  N.  C.  J.  Hunter  White.  Richmond.  Va.;  Florida  de- 
partment: J.  H.  Norton,  general  agent;  Louis  Z.  Baym.  aasiatant 
general  agent;  Thames  ft  Batre,  Mobile,  Ala.,  goieral  agonta  for 
AU.  The  company  operates  in  all  the  Statea  and  Territoriea 
excepting  C.  Z.,  Okk..  P.  I.  and  P.  R. 


PRUDENTIAL  FIRE  INSURANCE  COMPANY,  Manchester,  N.  H. 

President.  Joseph  Quirin;  Secretary,  A.  L.  Gadbois.   Orgvused.  1903. 


YnKttl    Assets 


1915 
1914 
1913 
1912 
1911 


$142,872 
143.579 
165.442 
174.614 
166,493 


Unearned 
Premiums  ' 

$20,994 
19.339 
28,840, 
25.135 
15.344 


Net        { 
Surphis     ' 

$20,166 
17,468 
32.709 
43,299 
48.106 


Net 
Premiums 

$22,440 
23,831' 
36.226 
32,377 

17.888 


Total 
Income 


Losses 
Paid 


Dividends      Expenses 


$28,857 
31.009 
43.680 
39.315 

X  42.680 


$18,543' 
31.130 
26.770 
9.274' 
8.1181 


7.500 
7,500 
4.875 
3,750 


$11,296 

13,988 

16,458' 

17.528 

9.515 


Total  Ex- 
penditures 

$29,839. 
52.618 
50.748 
31.677 
21.383 


Losses 
Incurred 

$13,302 

34,000 

34.483 

14.4S8 

7.156 


:  Includes  $17,500  surphis  paid  in  1911. 


Aaem.  Dae.  31, 1915. 
MortfPMte  loans $94,059 


LuaiUTiBs.  Dae.  31. 1915. 


Bonds  and  stocks. 

Cash 

Aflienta'  balances. 
Interest 


40.897 
3.385 
2.773 
1,758 


Losses  unpaid . 
Unearned  prems.. 

Total  liabilities. 
Capital  paid  up. . 
Net  surphis 


$1,712 
20.994 


$22,706 

100.000 

20.166 


Total  assets $142,872       ToUl $142,872 


Underwriting  loss,  $3,815;  investment  profit,  $0,513. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$3,435,279;  premiums  thereon,  $40,451. 

BUSINESS  SINCE  ORGANIZATION:  Premiuma  rereiTed. 
$157,764;  leases  paid.  $98,489;  dividends  declared,  cash.  $25,375. 

MORTGAGE  LOANS:  There  are  27  loans,  aggregating  SM.- 
059.  senired  bv  land  and  buildings  in  Manchester.  N.  H..  valued 
at  $196,500.  No  interest  |MMt  due  on  December  31.  last.  The 
company  holds  $114,050  of  insurance  on  the  buikUngs. 
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PRUDENTIAL  FIRE  INSURANCE  COMPANY.  Manchester,  N.  H.— Continued. 


BONDS  AND  STOCKS  OWNED: 

BONM. 

Barti«.rK.«at.liu4<^. 

E-  ftof,  R.  I^  86.  IB..  4^x 

H<4jrokp«  Mum,  Gm.  &  EL.  3  H 

PDrthad,  Ore.,  4% 

WooMKkf<R.I..f.L,4H% 

B.  4  Me.  R.  R.,  4% 

G.  P,  L  A  H.  St.  Ry,  Sf:,  

UuAe0bet  Te^  Lt.  k  Pov..  5% 

?i.  I.*  N.  H.  K  H.  R.  R.,  t7^ 

Ma&,  nc  «mt.  In-.  3H% 

SrocKB. 
MudMsUr  T..  L.  4  P.  Co..  8% 


Pkr 

Market 

Vahw. 

Value. 

13.000 

$3,070 

ft.000 

4.750 

&.000 

4.800 

5.000 

4.850 

6.000 

5.200 

2.000 

1.600 

2.000 

3.020 

3,000 

3.030 

4.000 

3,240 

5.000 

4.900 

2.700 


3^7 


Totab. 


341.700        $40,807 


MISCELLANEOUS:  Company  eommeooed  buama  with  a 
paid-ap  capital  of  $25,000  and  an  initial  inrphit  of  $10,000.  Cap- 
ita! ineraaaed  in  1000  to  $50,000  and  $12^00  additional  lurpluii 
paid  in.  and  in  1910  to  $85,000  and  $7,500  additional  mimlut 
paid  in.  Capital  inereaaed  b  1911  to  $100,000  and  $17,500  added 
to  Miplut.    Company  operatea  in  N.  H. 


DIRECTORS:  Joeeph  Qnirin.  H.  Pariieaa.  Edmond  Pinard.  A. 
L.  Qadbcni.  Theophile  J.  Lafanwnie,  John  H.  RauiTille.  J.  A.  Quay, 
L.  P.  La  Bonte,  J.  E.  LarocheOe,  Thoa.  Mora,  Eugene  Qnirin, 
Alb.  J.  Preeourt*  S.  J.  Traflamme.  &nery  Lapiem,  Wm.  Mareotte. 


QUEEN  INSURANCE  COMPANY  OF  AMERICA,  New  York,  N.  Y4 

Pnadeot,  E.  F.  Beddall;  Vim-Pnridmt,  O.  W.  BokImII:  SeenUry,  Nentt  S.  Btrtow.    OrguiMd,  IWl. 


1              1 

Unearned 

Net       j 

Net 

Yk4b!    Ajaet« 

Premiiima 
$4,874,972' 

Surphis 
$4.537.550< 

Preniiuxna 

1915  $10,873^10' 

*$5,305,244 

1914    iO.lS7.030 

4.583,870 

4,021,442 

5.065.279 

191.3  1    9.9604»13 

4,500,844 

3.939,008 

4.988,750 

1912!    9.SM.450 

4,382373 

3,961.148 

5.000.028 

1911      9,558.008! 

4.208.8191 

3.738.796. 

4.774.855 

Total 
Income 


LoaBea 
Paid 


Dividenda 


$5,704,249 
5.487,082 
5.345.439, 
5,388.738 
5.098.145 

*  Indndea  $014,321  marine  premium^  and  $415,784  marine  loasea. 


'$2,739,312; 
3.033.853' 
2.728.347 
2.609.751 
2.498.202 


$350,000 
300,000 
300,000 
300.000 
300.000 


Total  Ex- 
Expenses     penditures 


$1,995,383 
1.043.789! 
1.905,635 
1.906.2771 
1.782.302 


AasTB.  Obc.  31, 1915. 

Mortnace  loaxw  ....  $63,000 

Boadi  and  stocks...  9.301.784 

C»ih 475.337 

.\«eat8'  balaoees. . . .  837.442 

latcnst 100.073 

OiiMrssBeta 19.539 


LuBiunsB.  Dec.  31. 1915. 

Losses  unpaid $493,702 

Unearned  prems ....    4.874,973 
Other  fiabOtties 186.977 


Total $10,887,175 

:^dep.OTerIiab. .         13.965 


Total  liabilities. . .  $5,335,651 
Capital  paid  up ... .  1.000.000 
Net  surplus 4.537.559 


Total  ad. 


$10,873,210       Total $10,873,210 


Undemnting  profit.  $4 17,930;- investment  profit,  $343,050. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe.  December  31. 
S8%343.272:  premiums  thereon.  $8,557,244;  marine  and  inland 
riib  in  faftse.  $32,861,130;  premiums  thereon,  $600,171. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
tS2.033.2S3:  looses  paid.  $43,185,335;  dividends  declared,  cash, 
$3,350,000:  stock.  $500,000. 

MORTGAGE  LOANS:  There  are  three  loans  aggregating 
$43,000,  which  are  protected  by  properties  vahied  at  $100,500. 
■3d  the  company  hdds  $75,000  insurance  on  the  buildings.  The 
bus  are  as  foOows:  $20,000  each  on  406  and  410  W.  115th  St., 
.N.  Y..  (vahied  each  at  $44,500);  and  $5,000  on  1418  Pacific  St.. 
BnnUyn.  (vahied  at  $11,500). 

BONDS  AND  STOCKS  OWNED: 

BoNM. 

Bahiaare.  reg..  vat.  hi.,  1958.  4%  . . . 
BrooUya  Grv^  imp.  g.,  1934.  3H%. . . 

Brooklyn,  er.  g..  1938-7,  3H% 

BroaUyn.  mem.  mon.,  g.,  1927.  Z\i%. 

CaEfauk.  1837.  i% 

Cafifamia.g.,  1943-56.4% 

Oefe,  0.,  Cuy.  purif..  1943,  4H%. . . 

Geowia.  1918,  3»^<^ 

H«ij%  N.  S.,  i% 

Jersey  City.  N.  J.,  g.]  1944^5.  4H%.'. 

Prov.  Manitofaa,  dg.  d..  1935-37.  4%. . 

Mass..  g.,  1940.  3h% 

Maotreal  Can.,  d.,  1942,  3M% 

Moctrwl  s.  f.  g..  1942,  4% 

MoatnaL  barb.  d..  1924,  4% 

New  Mesieo.  1952.  4\i%. 


New  Mexieo,  1953.  i^ivo 


:er 


1959.3% 


N.  Y.  State,  can.  imp.  In.  g 
N.  Y.  State,  can.  imp.  h.  g.,  1981, 4% 
N.  Y.  State  L  hwy.  imp.,  1956.  3%  . . 
S.  Y.  State,  hi.  hwy.  nnp..  1933, 4H% 

N.  Y.  Cy.,  CB.  g.,  1925, 3% 

N.  Y. gr..  ca.  g.,  1952,3M%. 

N.Y.Cy..g.,1965.4H%- 

New  Zealand,  1929. 4% 

K.  C.  r.,  1980.  4% 


•Par 

Market 

Value. 

Value. 

$25,000 

$24,500 

75.000 

89.750 

445,000 

309.400 

5;ooo 

4.750 

25.000 

24.250 

33.000 

31.040 

25.000 

26.500 

10,000 

9.900 

80,000 

57.000 

25.000 

28.250 

40,000 

33.950 

100,000 

92.000 

34.068 

25.550 

70.000 

57.400 

10.000 

9.100 

8.000 

8,080 

2.000 

2.120 

275.000 

272.250 

65.000 

88.950 

35.000 

34.650 

150.000 

169.500 

25.000 

22.750 

1.014.000 

021,860 

30.000 

31.800 

49.000 

48,060 

18,000 

18,000 

Bonds  aicd  Stocks  Owned.— <'oii<. 
Bonds.— OofU. 

N.  C,  imp.  ex.,  1953,  4% 

N.  C.  pmt.  imp.,  1953,  4% 

Ontario,  d.,  1936,  3.4% 

Ontario,  d.,  1939,  4% 

Ottawa,  sr.,  1928,  3>i% 

Portland,  Ore.Kwat.  In..  1923,  5% 

Prov.  Quebec,  insc.,  1937,  3% 

Richmond,  Va..  1920-43.  4% 

Rochester,  N.  Y.,  wat.  wks.  imp.,  1945. 


4H^- 


/o- 


:cf 


rTraaaaets  both  fire  and  marine  bumnesB. 


St.  Henri.  Montreal,  sc..  1940.  4^%. 

Syracuse.  N.  Y.,  1920-35,  4^% 

Toronto,  cs.  b.  d.,  1929,  3^% 

Toronto,  d.,  1948,  4% 

Toronto,  Can.,  cs.  In.  d.,  1055,  4H%. . . . 

Utica,  N.  Y.,  1923-31,  4>4% 

Victoria.  B.  C,  loc.  imp.  d.,  1018,  4%. . . 

Victoria,  B.  C.  g.  d.,  1924.  44% 

Winnipeg,  in.  imp.  d.,  1919,  4% 

At..  T.  A  S.  Fe.  Ky..  gn.  m.  g..  1995,  4% 
AtL  C.  L.  R.  R..  1  cs.  m.  g..  1952.  i%. . 

B.  A  0.  R.  R.,  1  m.  g.,  1948.  4% 

B.  A  0.  R.  R.,  pri.  In.  g..  1925.  33  2%... . 

B.  A  0.  R.  R..  cv.  g..  1933.  4^% 

B.  A  0.  R.  R.,  1  m.  g.,  1948.  4% 

B.  A  Me.  R.  R.,  1929,  44% 

Can.  So.  Ry.,  1  A  r.  m.  g..  1962,  5%. . . . 

Can.  No.  Ry.,  1  m.,  1930.  4% 

Cent,  of  Ga.  Ry.,  1  m.  g.,  1945.  5% 
Cent,  N.  Eng.  Ry.,  1  m.  g.,  1961.  4 
Cent.  R.  R.  of  N.  J.,  gn.  m.  g.,  1987,  5% 

Cent.  Pac.  Ry.,  1  r.  m.  g.,  1949,  4% 

Cheaa.  A  O.  Ry..  g.,  1939.  5% 

Chi..  B.  A  Q.  R.  R..  gn.  m.,  1958.  4%. . . 
Chi.,  B.  A  Q.  R.  R..  m.,  1949.  34'^o  .  • 
Chi.,  Ind.  A  So.  R.  R.,  g.,  1956.  4'  0  .  ■  • 
Chi.,  Mil.  A  P.  S.  Ry..  1  m.  g..  1949,  4% 
Chi.,  Mi!.  A  St.  P.  Ry..  g.  d.,  1934.  4%.. 
Chi.,  Mil.  A  St.  P.  Ry.,  cv.  g.,  1932, 44%. 
Chi.,  Mil.  A  St.  P.  Ry..  cv..  2014,  b'/o-  ■  • 
Chi.,  Mil.  A  St.  P.  Ry.,  C.  A  P.  W.,  1  m. 

g..  1921.  5% 

Chi,  Mil.  A  St.  P.  Ry.,  cs.  m.,  1934, 44% 
Chi..  Mil.  A  St.  P.  Ry.,  1  m.  g.,  1916,  5%. 
Chi.,  Mil.  A  St.  P.  Ry.,  W.  &  M.  Div..  «., 

1921.5% 

Chi.,  Mil.  A  St.  P.  Ry.,  1  m.  a.  f..  1920, 6% 


c^ 


KV, 

,  d., 


Chi.  A  N.  W.  Ry.,  d..  1921.  5 
Chi.  A  N.  W.  Ry..  5.  f.  d.,  1933,  5%  ... 
Chi..  R.  I.  A  Pac.  R.  R.,  g.,  1988.  4%.., 
Chi.,  St.  L.  A  N.  0.  R.  R.,  1951.  5%  . . 
Chi..  St.  P.,  M.  A  0.  Ry..  cs.  m.,  1930, 


34^" 


Chi.,  St.  P.,  M.  *  0.  Ry.,  cs.  m..  1930. 6^^^ 
Cleve.  Tm.  A  Val.  Ry.,  1  m.  g..  1995, 4%. . 
Dela.  A  H..  1  A  r.  m.  g.,  1943.  4% 


$5,084,895 
5.277.442 
4.933.982 
4.816.028 
4.558.504 


Par 
Value. 
$1,000 

1.000 
40.000 
30.000 
30.000 
50.000 
30.825 
50,500 

25,000 

32.000 

22.225 

48.868 

35.040 

5.000 

45.000 

20.000 

32,000 

12,000 

58,000 

75,000 

21.000 

50.000 

6.000 

12,000 

50.000 

50,000 

48.668 

3.000 

50.000 

125,000 

100.000 

100.000 

100.000 

50.000 

76.000 

25.000 

100.000 

10.500 

6.300 

50.000 
50.000 
25.000 

9,000 
70.000 

1.000 
56.000 
50.000 
63.000 

25.000 

50.000 

24,000 

106.000 


Incurred 

$2,779,453 
3.021.496 
2,851,684 
2,567.517 
2.396,657 


Market 
Value. 
$1,000 
1,000 
30,800 
24.600 
24,900 
52.000 
21.743 
49,500 

27.000 
27,200 
22,031 
39,906 
27,681 

4.300 
46.800 
19.000 
28.800 
11.520 
54.520 
70,500 
19,320 
46.500 

5.820 
11.040 
40.500 
52,000 
39,420 

3.240 
40.500 
147.500 
90.000 
106.000 
93.000 
43,000 
64.500 
22,750 
92,000 
10.815 

6,804 

52.000 
50.500 
25.000 

9.360 
74,900 

1.040 
58,800 
42,500 
68.670 

23.000 

59.000 

20.160 

102.820 
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QUEEN  INSURANCE  COMPANY  OF  AMERICA,  New  York.  N.  Y .^Continued. 


BoMDe  AND  Stocks  Owmsd.— CotU. 
Bonds. — CotU. 
F..  E.  A  Mo.  Val.  R.  R.,  es.  m.,  1033.  6% 
G.  No.  Ry..  1  A  r.  m.  g.,  1961,  iH%  • 
Hocking  Val.  Ry..  1 C8.  m.  g..  1909. 44% . 
111.  Ceot.  R.  R..  1  m.  g..  1951.  3H%.  . . 
lad..  III.  A  la.  R.  R..  1  m.  g..  1950. 4%.. . 

J.,  F.  4  C.  R.  R..  1  m.,  1950,  4% 

Lake  E.  k  W.  R.  R.,  1  m.  g.,  1937.  5%.. 
Lake  Shore  &  M.  So.  Ry.,  1997,  3^%  •  ■ 
Lake  Shore  k  M.  So.  Ry..  g..  1928.  4%.. 
Lehigh  Val.  Ry..  1  m.  g..  1940.  4H%-  . 
Lehigh  Val.  R.  R..  gn.  cs.  m.  g..  2003. 4%. 
Lehigh  Val.  Tm.  Ry..  1.  m.  g..  1941,  5%. 

L.  Ib.  R.  R.,  r.  m.  g.,  1940,  4% 

L.  &  N.  R.  R.,  un.  g.,  1040,  4% 

L.  A  N.  R.  R..  1.  m.  g..  1946.  4% 

Mich.  Cent.  R.  R.,  g.  d.,  1929.  47o 

Mil.,  S.  A  N.  W.  Ry..  1.  m.  g..  1947,  4% 

M.  A  0.  R.  R.,  I  m.,  1927,  6% 

M.  Cent.  Ry..  1.  m.,  1937.  6% 

Nash..  C.  A  St.  L.,  1  cs.  m.  g..  1928.  5%. 

N.  J.  June.  R.  R..  1  m..  1986.  4% 

N.,  F.  k  S.  Ry..  1  m..  1937.  5% 

N.  Y.  C.  A  H.  R. R. R..  g. d..  1934. 4%.. . 

N.  Y.  k  No.  Ry..  1  m.  g..  1927.  b% 

N.  Y.  Rys..  1  r.  e.  m.  g.,  1942,  4% 

N.  Y.  RvB..  ad.  m.  inc..  1942.  5% 

N.  Y..  W.  k  B.  Ry.,  1  m.,  1946,  AH%... 
Nor.  k  W.  Ry..  1  cs.  m.  g..  1996.  4%. . . 

No.  Pac.  Gt.  No.,  i.,  1921.  4% 

No.  Pac.  Ry..j)ri.  In.  k  1.  gnt..  1997.  4% 

Ore.  S.  L.  R.  R..  r.  g.,  1929,  4% 

OrcWaah.  R.  R..  A  N..  1  ft  r.  m..  1961, 4% 

Penna.  R.  R.,  cs.  m.  g..  1960.  4H% 

Peoria  k  E.  Ry.,  1  cs.  m..  1940,  4% 

Pitts..  C.  C.  k  St.  L.  Ry..  cs.  m.  g..  1960. 

4% 

Pitts..  C.  C.  k  St.  L.  Ry..  os.  m.  g.,  1963. 

4H% 

R.  k  Pitts.  R.  R.,  08. 1  m..  1922,  6%.. . . 

R.  k  Pitts.  R.  R..  1  m.  g..  1921.  6% 

Sioax  Cy.  k  P.  R.  R..  1  m.  g..  1936. 3^%. 

So.  Par.  R.  R..  1  r.  m.  g.,  1955,  4% 

St.  L..  1.  M.  k  So.  Ry..  1931,  5% 

St.  L..  P.  k  Nwn.  Ry..  1  m.  g..  1948.  5% 
St.  P..  M.  k  M.  Ry..  es.  m.  g..  1933. 4^% 
St.  P..  M.  *  M.  Ry..  cs.  m.  g..  1933, 6% . . 

Third  Ave.  R.  R.,  1  m.  g..  1937.  5% 

Un.  Psc.  R.  R..  1  m.  A  I.  gnt.  g..  1947, 4% 
Un.  Pte.  R.  R..  1  ft  r.  m.  g..  2008.  4%. . 
Vandalia  R.  R.,  cs.  m.  s.,  1955.  i% 
Vandalia  R.  R..  cs.  m.  In..  1957. 
Virginian  Ry..  1  m.  g..  1962.  5%. 

West  Shore  R.  R.,  1  m..  2861.  4% 

N.  Y.  Gas  ft  El.  Lt.  Ht  ft  Pow..  1  m.  g. 

1948.  5% 

N.  Y.  tl.,  1  Agn.  m.g.",  i939,'44%i.".*! 

Westchester  Ltg.,  1  m.  g.,  1950,  5% 

Stocks. 

Albany  ft  Sub.  R.  R..  gtd 

Allegheny  ft  W.  Ry..  gtd 

B.  ft  0.  R.  R..  p 

Beech  Creek  Ry ..  gtd 

B..  R,  ft  Pitts.  Ry..  p 

CatawisBa  R.  R..  p..  gtd 

Chi.  ft  E.  111.  R.  R..  p 

Chi..  Mil.  ft  St.  P.  Ry.,  p 

Chi.  ft  N.  W.  Ry.,  p 

Chi..  St.  P.,  Minn,  ft  0.  Ry..  p. 

Clevc  Cmc.  Chi.  ft  St.  L.  Ry.,  p 

CUjvc.  ft  Pitts.  R.  R..  gtd 

Deb.  ft  Bound  Brook  R.  R..  gtd . 
Detroit,  Hillsdale  ft  S.  W.  R.  R.. 

Erie  ft  Pitts.  R.  R..  gtd 

Ft.  Wa3me  ft  Jackson  R.  R.,  p.,  gtd 

111.  Cent  (L.  L.)  R.  R.,  gtd 

Jackson.  Lansing  ft  Sag.  R.  R..  gtd 

KaL.  Allegan  ft  G.  Rp.  R.  R.,  gtd 

Little  SchuyUdU  Nav.  R.  R.  ft  Coal.  gtd. 

Man.  Elev.  Ry..  gtd 

M.  ft  E.  R.  R.,  gtd 

Nashville  ft  Decatur  R.  R.,  gtd 

N.  Y.  ft  Harlem  R.  R..  gtd 

N.  Y.  Central  R.  R..  gtd 

N.  Y..  Lacks,  ft  Western  Ry..  gtd 

North  Carolina  R.  R..  gtd 

Northern  Cent.  Ry 

Pitts..  Cine.  Chi.  ft  St.  L.  Ry..  p 

Pitti.,  Ft.  Wayne  ft  Chi.  Ry.,  gtd 

Rensselaer  ft  Saratoga  R.  R.,  gtd 

St.  L.  Bridge.  1  p.,  gtd 


/o- 


70  ■ 


gtd. 


Par 

Market 

Value. 

Value. 

142.000 

$50,400 

75.000 

75.000 

25.000 

23.250 

50,000 

40.500 

25,000 

22.250 

25,000 

23.000 

75.000 

74.250 

47.000 

39.950 

75,000 

71.250 

19,000 

19.190 

5,000 

4.550 

58,000 

63.220 

75.000 

65.250 

65.000 

61.750 

16.000 

13.920 

25.000 

22.250 

75.000 

68.250 

50.000 

56.000 

6.000 

7,320 

13.000 

13.780 

30.000 

26,100 

29.000 

30.450 

75.000 

69.750 

14.000 

*  14.420 

18.000 

13.320 

36.000 

20.160 

100.000 

82,000 

30.000 

28,200 

100.000 

98,000 

40.000 

37.200 

75,000 

60,750 

50.000 

44,000 

25.000 

26,500 

25.000 

17.000 

60.000 

56.400 

50.000 

51.000 

50.000 

55.000 

17.000 

18.260 

50.000 

44.000 

100,000 

90.000 

20.000 

20.400 

50.000 

53.500 

40,000 

41.200 

86,000 

104.060 

10.000 

10.700 

6,500 

6.305 

120.000 

108.000 

25.000 

23.000 

.•(O.OOO 

46.000 

25.000 

24.500 

52.000 

47,840 

25.000 

26.250 

50.000 

49.500 

25,000 

26.000 

28,100 

74,465 

70,000 

92.400 

20.000 

15,600 

102,100 

90.869 

35.000 

38,850 

50.000 

53,340 

35.000 

50.000 

67.500 

37.500 

65.625 

29.800 

40.826 

10,000 

7.600 

50.000 

80.000 

22.100 

39.780 

6.300 

5.544 

15,800 

20.540 

100.000 

121.000 

100.000 

80,000 

29.000 

22.040 

4.000 

5.000 

27.500 

30.250 

50.000 

66.500 

95,000 

160.550 

15,000 

27.000 

11.250 

148.500 

90.650 

99.715 

96.500 

114.835 

30.000 

51,000 

25,000 

46,000 

10.000 

9.500 

85.000 

136.850 

90.000 

160.200 

38.600 

41.688 

'  Bonds  and  Stocks  Owncd. — CowL 
Stocks. — Cant. 

8.  W.  R.  R.  of  Georgia,  gtd 

Union  Ptte.  R.  R.,  p..  fl^a 

United  N.  J.  R.  R.  ft  C^n..  gtd 

Valley  R.  R..  gtd 

Warren  R.  R..  gtd 

Farmers'  Loan  ft  Tr 

General  Ad.  Bur 

Mooning  Investment 

Southern  Ad.  Bur 

Underwriters'  Salvage.  Chi 

Underwriters'  Salvage,  N.  Y 

Western  Ad.  ft  Insp 


Par 

Value. 

144.200 

100,000 

63.000 

1.600 

45.250 

10.000 

150 

8.700 

500 

1,000 

1.000 

100 


Market 

Vahie. 

I46.4ia 

83,000 

144.270 

1.84a 

71,405 

120,000 

150 

5.046 

500 

1.00O 

1.500 

200^ 


Totals  (book  vahie.  t9.849.334) 19.033.040    19.391.783 


MISCELLANEOUS:  This  company  was  organised  to  take 
over  the  American  buaness  of  the  Queen  of  Liverpool.  A  majority 
of  its  stock  is  hekl  by  the  home  office  of  the  Royal  of  LiverpooL 
Capital  increased  in  1904  from  $500,000  to  11.000.000  by  stock 
dividend  of  1500,000.  Conflagration  kisBes:  OtUwa,  1900. 
1120.000;  Jacksonville,  FU..  1901.  155.032;  Paterson.  N.  J., 
1902,  1123.060;  Baltimore.  1904. 1425.939;  Rochester.  1904.  $28.- 
522;  Toronto.  1904.  $255,208;  San  Franoisoo.  1906.  $1,576,576. 
Salem.  1914,  $85,096.  Values  of  special  deposits:  Can..  $528,032; 
Ga..  $0,000:  N.  M..  $10,200;  Va^  $40,500;  N.  Y..  $105,450;  N.  C. 
$20,000. 

DIRECTORS:  James  Stilhnan.  William  A.  Nash.  Henry  Hente. 
David  Bingham,  Edwin  S.  Marston.  Jas.  A.  Maodonald,  Samuel> 
Sloan,  Edward  F.  Bcddall.  George  W.  Burchall.  Nevett  S.  Bartow, 
Peter  D.  McGregor.  C.  O'D.  Iselin.  Unoohi  Cromwell. 

FIELD  MEN  AND  TERRITORY  COVERED:  P.  D.  Mc- 
Grenor.  manager,  and  A.  R.  Monroe,  assistant  manager.  W.  E. 
McCuUouKh.  agency  superintendent.  160  W.  Jackson  Blvd^ 
Chicago.  111.;  Fred  W.  Stone,  Delevan.  lU..  State  &«ent  for  m.; 
R.  V.  Pranderpsst,  Chicago,  111.,  special  agent  for  IL;  R.  F. 
Mebury,  Detroit,  Mich.,  State  an>nt,  and  C.  A.  Leamey.  Detroit, 
Mich.,  special  agent  for  Mich.;  Earl  W.  Thomas.  St.  Louis.  Mo.. 
Stote  agent  and  A.  C.  Wallace.  Kansas  City.  Mo.,  special  acent 
for  Mo.;  J.  G.  McHale.  St.  Louis,  Mo.,  special  agent  for  Mo.; 
Cyrus  Woodbury,  Columbus.  0..  Sute  agent  and  W.  E.  Pits- 
peoald,  Columbus,  0..  special  acent  for  0.;  John  Fitsoerald,  Ind- 
ianapolis, Ind.,  special  agent  for  ind.;  J.  D.  Carpenter.  Des  Moine^ 
U..  special  agent  for  la.;  A.  Baude.  Kansas  City,  Mo.,  special 
agent  for  Kan.;  L.  F.  Danid.  Minneapolis.  Minn.,  qiecial  scent 
for  Minn.;  H.  H.  Miller,  Omaha,  Neb.,  special  agent  for  Neb.; 
E.  W.  Pepper.  Aberdeen.  S.  D.,  special  agent  for  N.  D.  and  S.  D.; 
E.  E.  Olinger.  OUahoma  City,  Okk..  special  &«ent  for  Okla.;  C.  P. 
Hdfiwell,  Milwaukee.  Wi^.,  special  agent  for  Wis.;  C.  L. 
Bailey,  Denver,  Colo.,  special  sgent  for  Colo.;  R.  De  Clereq. 
Chicago.  111.,  special  agent,  and  M.  G.  Kabatiiok,  Chicago.  111.. 
inspector  for  Cook  Co.:  J.  P.  Hutchinson,  Chicago.  111.,  city  maii»> 
ger  for  Chicago^  111.;  S.  Y.  Tupper,  Atlanta,  Ga.,  manager,  Frank 
D.  Holland,  assistant  manager,  S.  Y.  Tumwr.  Jr^  2nd  asst.  mcr.. 
Central  and  Southern  department;  Geo.  W.  Qantt.  Maoon,  Gk., 
special  >jcent  for  Ga.;  J.  L.  Edelmann.  special  agent  for  N.  C. 
and  S.  C.;  Will  T.  Sweeney,  Louisville.  Ky..  special  agent  for 
Ky.;  S.  F.  Nininger,  special  agent  for  Va.  and  W.  Va.;  W.  M. 
Haynes.  special  agent  for  Ala.  and  Fht.;  A.  H.  Underwood,  spedal 
agent  for  Tenn.  and  Ark.;  W.  H.  Van  Wart.  Dallas,  Tex.,  special 
agent  for  northern  Tex.;  W.  R.  Griesenbeek.  Houston.  Tex., 
special  agent  for  southern  Tex.;  James  L.  De  Treville.  New  Orleam. 
La.,  speoal  sgent  for  La.  and  Miss.;  RolU  V.  Watt,  San  Frandsoo. 
CaU  manager  Pacific  Coast  department,  comprising  CaU  Nerr., 
Ore.,  Wash..  Ida..  Mont.,  Utah..  N.  M.,  Aris..  Aht9.  and  Hawaiian 
Islands;  John  T.  Fogarty.  assistant  manager.  F.  B.  KeUam.  branch 
secretary.  Special  agents:  H.  R.  Burke.  Portland,  Ore.,  for 
Ore.  and  Wash.;  Matt  B.  Evans.  Seattle.  Wash.,  for  W.  Wash.; 
J.  T.  O'Brien.  Spokane.  Wash.,  for  Wash..  Mont,  and  Ida.;  E.  P. 
Eldred,  Fresno,  Cal..  for  Central  Cal.;  J.  B.  WaMen.  San  Fran> 
cisoo.  for  northern  Cal.  and  Nov.;  Roy  Folger.  San  Francisco, 
Cal.,  for  bay  counties;  J.  K.  Urmston  and  F.  J.  Perry.  Los  Angetea, 
for  Southern  Cal.  and  Arii.;  J.  H.  Banks,  Salt  Lake  City,  for  Utiih, 
IdaM  N.  M.  and  Mont.;  D.  L.  Stewart.  Sacramento.  Cal.  for  central 
Cal.;  C.  D.  Gabrielson,  Salem.  Ore.,  for  Ore.  and  Ida.;  Wm.  Mackay 
manager.  Montreal;  J.  H.  Labelle.  assistant  manager.  Canadian 
department;  C.  A.  Evans.  Halifax,  resident  manager  for  Nora 
Scotia  and  Prince  Edward  Isknd;  Frank  Rhind,  assistant  sec- 
retary. Halifax.  N.  S.:  C.  E.  L.  Jarvis  k  Sons.  Kenefal  amts.  St. 
John.  N.  B.;  R.  P.  Rithet  k  Co.,  Ltd..  general  agents.  Victori», 
B.  C.  Special  agents  in  Metropolitan  and  Esstem  departments 
reporting  to  head  office  in  N.  Y.:  M.  F.  Bartlett,  Mc  N.  H.; 
A.  R.  Eflis.  Vt.;  H.  R.  Worthley.  Mass..  K.l.k  Arthur  a  Knoz« 
for  Conn.,  Francis  D.  Bennett.  New  Enghtnd  States  automobile 
business;  F.  S.  Tyler.  N.  Y.  State,  western  division;  R.  W.  Wight, 
N.  Y.  State.  Eastern  division;  M.  B.  Jones,  N.  J.;  Beniamin 
Bevier,  William  H.  Sutton,  Pa^  Del..  Md.  and  D.  C;  H.  C.  Wa«- 
staff.  Philadelphia,  for  suburban  territory.  The  company  does 
business  in  all  the  States  of  the  United  States  and  in  Hawaii,  in 
India  and  the  Dominion  of  Canada. 
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QUEEN  CITY  FIRE  INSURANCE  COMPANY,  Sioux  Falls,  S.  D. 


Preodent.  P.  F.  Sherman;  Secretary,  D.  P.  Lemen.   Organiied.  1905. 


Unearned 
Yi&n;    AawtB        Pramimns 


19U 
19M 
I9I3 
1912 
1911 


S3501264 
254^154 
2S0.4S3 
349,079 
M2.730 


135^12 
35,514 
38.490 
35.750 
30J82 


Net 

Surplus 

$3,391 
9.937 
3.176 
6.712 
6.300 


Net       • 
Premhima 

$34,926! 
52.588 
77.132 
59.360 

t30.179 


Total 
Income 


LoaBea 
Paid 


Dividenda      Expenses 


$45,760 
79.400 
87.551 
71,150. 
46,054 


$24,345 
36,726 
46,401 
21,497 
44,197 


$27,523 
37.832 
48,345 
41.803 
66.507 


ToUl  Ex- 
penditures ' 

$51,868 
74,558 
94,746 
63.301 

110.714 


LoflMS 

Incurred 

$24,345 
38,332 

46.645 
24,128 
24,414 


I  CoBpany  rdnaured  its  biuiness  in  8  states  in  1911. 


Beal 

Mortsage  loans 

f«uuFal9Sft.R3r.b. 

CdbtenlkMna 

CMh 


Dk.  31.  1915. 

$55,000 


laterestaad  rents.. 

Bifli] 


Total 


121.848 
500 
29.250 
12,842 
13.532 
7.190 
10.102 


LiABorms,  Dk.  31, 1915. 

Loans  unpaid $7,122 

Unearned  prems 35,512 

Due  reins,  cos 3,960 

OtiierliafaiUties....  250 


Totalfiabilities. 
Capital  paid  up. . 
NetsurphiB 


$46,873 

200.000 

3,391 


$250,264       Total '    $250,264 


RISKS  AND  PREMIUMS:  Fin  risks  in  foroe,  December  31. 
18^2601311:  premiunia  thereon,  $88,779. 

BCSINEB8  SINCE  ORQANIZATION:  PMniums  reoeiyed. 
$1  J96.223:  loMs  paid,  $1.23^660;  dividends  declared,  eash^  $21.- 
342. 

R£.\L  ESTATE  OWNED:  Consists  of  3-story  and  basement 
In^  baildiBe  with  one  story  brick  and  steel  vault,  24  x  18. 

MORTGAGE  LOANS:  There  are  21  loans  aggncating  $121.- 
^  oa  fani  hods  valued  at  $309,530.  The  company  holds 
116^775  (i  iasoranee  on  the  mortcsced  builifinas.  On  December 
31.  ^at,  thve  msa  $1,969  interest  past  due.    Most  of  the  loans 


are  upon  South  Dakota  property  but  there  is  one  on  Ohio,  three 
on  Oregon  and  one  on  Wasaington  property. 


COLLATERAL  LOANS  are  as  foUowi: 
Sbcuritub. 

Cano  Lumber  Co.,  Mo 

Minnehaha  Nat.  Bk.,  Sioux  Falls 

Dakota  Plow  k  Wagon  Co 

Mtge.  on  Sheridan,  N.  D.,  land 

Totals 


Market 
Value. 

$45,000 

10,300 

5,000 


Amount 

Loaned. 

$20,00a 

5,000 

4.250 


$63,425        $29,250 


MISCELLANEOUS:  This  company  commenced  budness  in 
1905  with  a  paid-up  capital  of  $300,000  and  $37,593  of  surpbs. 
Capital  inenased  m  1906  to  $389,617;  $137,617  being  paid  in 
by  stockhoUerB.  Capital  reduced  in  1007  to  $200,000,  and  $2,628 
additional  surplus  paid  in.  Conflagration  loss:  San  Francisco, 
1906,  $202,464. 


DIRECTORS:  P.  F.  Sherman,  George  Schlosser,  C.  L.  Norton,^ 
0.  S.  Swenson,  T.  C.  DeJean.  P.  B.  Widkham.  D.  P.  Lemen. 

FIELD  MEN  AND  TERRITORY  COVERED:  E.  R.  Mc- 
Donald, special  agent  for  S.  D..  and  John  M.  Cogley  for  N.  D. 
The  company  operates  in  N.  D.  and  S.  D. 


RALEIGH  FIRE  INSURANCE  COMPANY,  Raleigh,  N.  C. 

President.  A.  L.  Baker;  Secretary.  G.  H.  Dortch.   Organised.  1915. 


ASSETS,  DEC.  31.   1915:  Total  asKts,  $70,659. 


LUBIUTIES:  Losses  unpaid.  $1,000;  unearned  prems.. 
114.534;  total  fiahifitiea.  $15,534;  capital  paid  up.  $50,000; 
net  avplns.  $5,125.    Total  $70,659. 

BU8INBS8  DURING  1915:  Premiums  received,  $24,636; 
Mai  iaeoaie.  $25,509;  kMses  paid,  $5,190;  expenses  paid,  $12,136; 
tots!  deharseuBt^  $17,326. 


MISCELLANEOUS:   Thk  company  bccan  buiiness  in  May, 


1915,  with  a  paid-up  capital  of  $50,000  and  an  initial  surplus  of 
$12,500.    It  is  licensed  m  N.  C.  only. 

DIRECTORS:  Q.  H.  Andrews,  A.  L.  Baker,  J.  D.  harbour. 
A.  F.  Bowen.  W.  L.  Brogden,  J.  B.  Cheshire,  Jr..  G.  H.  Dortch, 
C.  K.  Durfey,  T.  E.  Hokiing,  C.  W.  Horne,  C.  J.  Hunter.  B.  S. 
Jerman,  C.  A.  Johnson,  J.  A.  Mills,  Jonas  Ottinger,  T.  B.  Psrker. 
V.  0.  Parker.  W.  S.  Ranken.  J.  A.  Scott,  J.  J.  Thomas,  Howard 
White,  R.  B.  Whitley,  Lionel  Weil. 

This  company,  early  in  1916,  reinsured  its  business  in  the  North 
Carolina  Home  of  Raleigh,  N.  C. 


RELIANCE  INSURANCE  COMPANY  OF  PHILADELPHIA, 

Philadelphia,  Pa. 

President,  Wm.  Chubb;  Vice-President  and  Secretary.  Chas.  J.  Wister.   Organised,  1841. 


Unearned  j 

Net 

Net       , 

Total 

Losses 

TlAE 

.4aset8 

TN  ipmiiiniM 

$840,381 

Surplus 
$201,926 

Prenitums 

Income 

Paid 

Dividends 

NIS 

91J563.784 

$685,724 

$742,501, 

$352,051 

$24,000 

»14 

U39,344 

832,483 

175.521 

676,694 

737,5851 

433,153 

24,000 

1913 

U616w000 

882,184 

155,301 

720,224 

782.072 

540.723 

32.000 

1912 

1.733.486 

1.018,0601 

179,034 

900,052{ 

972,130 

582,587 

40,000 

1911 

Uiosss: 

1,048.432 

200.151 

1.012.975' 

1.079.524 

636.397 

40,000 

Total  Ex- 

Losses 

Expenses   ' 

penditures 
$605,033 

Incurred 

$318,982 

$346,121 

315.304 

772,457 

432.851 

373,870; 

946,593 

500.698 

408,201 

1,030,788 

560,387 

452,133' 

1.128.530 

607.585 

premiums  include  amount  reolaimable  on  perpetual  policies. 


Real 


latenstaDdrcBta.. 

Other  Msto 


Dk.  31. 1915. 

$134,000 

44,000 

1,0601750 

102,630 

197,980 

13.952 

472 


LiABiUTiBB,  Dbc  31,  1015. 
Losses  unpaki $89,345 


Unearned  prems. 
Perp.  dep.  reel . . . 
Other  liabiUtiee.. 

Total  liabilities. 
Capital  paid  up. . 
Net  sorphis 


722,776 

117.605 

22,132 


$951,858 
400.000 
201.926 


Total; 


$1,553,784       Total $1,553,784 


Vu6a  wili^  pnit.  $3,655;  investment  profit,  $46,802. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  (except  per- 
peljal).  Deoaiber  31,  $140^530,607;  premiums  thereon.  $1,411,- 


498;  perpetual  fire  risks,  $4,881,900;  depoat  premiums  thereon, 
$129,610. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$16,395,416;  losses  paid,  $9,407,237;  dividends  declared,  cash, 
$1,323,451. 

REAL  ESTATE  OWNED:  Comprises  5  properties,  the  prin- 
cipal one  being  the  5-story  brick  and  stone  office  building- at 
429  Walnut  st.,  Philadelphia,  occupied  by  the  company,  of  which 
the  book  value  is  $80,017.  and  the  market  valuation  is  $90,000. 
The  remainder  are  dwellings  and  a  store.  There  are  no  incum- 
brances. 

MORTGAGE  LOANS:  The  6  loans  are  secured  by  Phila- 
delphia properties.  Onlv  1  of  the  loans  eiceeds  $10,000,  and  the 
agi^regate  valuation  of  the  mortgaged  premises  is  $102,000,  upon 
which  the  loans  amount  to  $44,000. 
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RELIANCE  INSURANCE  COMPANY,  OF 

BONIS  AND  BTOCKB  OWNED:  Ph 

-Uioghmy.  Pi.,  ^"i.  lOM  llftOM 

AUiflheny  Co..  P»„  4";^  IMl IftOOO 

Atlutie  City.  N.  J..  4^'%.  )M4 lOOOO 

Betmea  Co.  N.  J.  m%.  ISIO lt.OM 

FUGuliiiUt.  4%.  IBM-IB «I.ODa 

N.Y.Cy.4%,IWT M.OOO 

N.T.Cy„3ii%.lBM OaOOO 

Wilmiiutnn.  Dei.  4'^>,  IB^-i 10.000 

Wilmlnm..!,    f'.'.  (■■        Tii! 10.000 

Allwh-iii  \    '    I.      1        1  <l!   14.000 

AllMt.iHi                                 Ifi lt.ODO 

A..T.A  ■                           taa     10,000 

A.kD.Ry\"  m."i7^'lt<k. ..'.'.  10.000 

B.  A  0.  R,  R..  pti.  Id..  34%.  lOZI  ....  30.000 

B.AO.  R.R..  liiL.4%,I»4S 10.000 

B.  A  0.  R.  R..  P.,  L.  E.  *  W.  Vl  SfL. 
r.iii..4%.l»fl... 10,000 

Cat.  of  Oi.  Ry..  n.  m..  S%.  1041 18,000 

Cmt.  Pi».  R.  R..  I  r.  m..  i%.  IStO 30,000 

Chn*.  A  0.  Rr..  (I.  m.,  44^^.  IWl....  10,000 

C,  M.  A  at.  P.  Ry..  d..  4%,  1134  10,000 

C.  M.  A  8l,  P.  Ry..  ev..  41^%.  193!.. . .  29.000 

C,  C.  C.  A  St.  L.  R.  R.,  ga.  m..  4%,  IWa  13.000 

D.  A  H..  I  A  r.  m.,  4TC.  1943 10.000 

D.  A  Riaa.R.R.,1  OL 111-4%.  1030.. .  10.000 

E.  A  A.  R.  R..  I  m.,  i%.  I»20 10.000 

El.  A  Pnple'i  T<.  Pbik..  tr.  otb-  4%. 

1943 10.000 

Em  A  PitliL  R.  R.,  rm.  m.,  3H%.  IMO.  10,000 

Erie  R.  IL.  pri.  Is..  4%,  lOM 13.000 

Erin  R  R..  (h,  la.,  4%.  lOOe 13,000 

H.  A  B.  Top  Mt.  R.  R.  A  C.  3%.  1B25  10.000 

lDi«C.R.R.,I4r..4%,lM1 10,000 

J..  F.  A  C.  R.  R..  1  m.  g.  Id..  4'^,.  IMS..  20.000          ib.iuu 

L.  a.  A  M.  H.  Ry.,  «.  In.  d,.  4''i.  1028-31  40.000         J7.S08 

Lehi(liV>1.R.R..«.B..4li'c,l»23...  23,000         23,300 

Uhifh  Vsl.  R.  R..  I  m.,  4%.  1043 5.000           1,000 

LdiighVtl.  R.  R..«D-a-i>i.47p.3003..  13.000          13,900 

L.  I).  R.  B_  [.  m.  4%.  IMO 10,000           H.750 

L.  A  N.  R.  R..  1  m- 0%,  1»1« 2.000            2.14D 

N.  y.  C.  A  a.  R.  R.  R.  L.  8.  ml.,  3H%, 

lOM 3,000           3,000 

N.  Y-P.AN.H.  R..  lnL,  4%.1»39, ..  8,000           4,M0 

N.  A  W,  Ry..  £v.  1  In.  A  m.  m..  4%,  1»44  13.000          13.300 

N.  A  W.  Ry.,  1  a.  m.,  4*i,  l«S« 10,000           «,3TS 

No.  FW.  Ry ,  gn.  In..  3'^^  1047 13.000           9.325 

N0.P1.R.  R..4%.ll)3«     3.000           4300 

On.  S.  L.  R.  R..  r..  4%.  1019 I3.000          13.911 

PtDiu.  R.R..M. lilts':;,.  IBIB... 4.000           4,120 

Posiu.  R.  R..  a.  m- 4%.  IMS 13.000          13.000 

P«iDk.R.R.,a.a..4'i'~[,IIM0 13.000          13,323 

P(aiB.R.lL.ra.m„4^'.^  lOU 11,000          13.111 

Poora-g.  In..  Slirt-IBIS 8,000           8.000 

P«o*.  g.  In.,  4';^.  1031 3.000           4,723 

P,  A  N.  y,  Cu.  A  R.  R-  gD.  a.  m..  4%. 

1B3B  ...   JO.0OO          1B.400 

Pcopb'i  Pu.  Ry,  Pbih.,  U.  rtd..  4''^. 

IM3 10.000           8.100 

P.,  B.  A  W-  I  m..  4%.  1043  13.000          I4.7nn 

P.  A  E.  R.  R-  gn.  m.,  3"t,  1020 23.000 

P.  A  E.  R.  R..  gn.  m..  41^^.  1B20 3,000 

P.  A  R.  H.  R..  imn.  m.,  i'i.  1«7  IS.OOO 

P.  AR.  R.  R..  1  Br. «. m_  4<^..  I03T...  10.000 


10.100 


IS.830 


13.130 


13.873 


8.000 


1 1,000 


4,030 


Com. 

VllllK. 

•B.ODO 


PHILADELPHIA,  Phaadelphia,  Pa.- 

BoKM  Atnt  Btocu  Owitbl — CohL  Pv 

Boim— C«K.  VJui 

Pub.SgrT.CiriL,N.J.  pi.iB..fi%.ll 
Radiiig.  J.  Coil.  ooL.  4%,  lOtI 
R«>bigAF.AR.C.AUcB. 

Rkb.  A  Witk!.  ir.  toL  tr.  m.  4%.  i* 
St.  L..  I.  Mt.  A  B.  Ry.,  R.  A  a.  »T,  1 

42»I»JJ. 

Sl  P,  M.  A  M.  R.  R,  «.  nu  4%.  1(_ . 
Soeond  Av*.  Tc.  PitU.  P>.,  8%.  1934.. . 
So.  Ph.  R.  R.  1  r.  ed.,  4%.  1B83. 
Un.  To.,  lad.  ID.  m- 8%,  1910.. 
U11.N.J.R.R.  A  C-gD.Bi_4% 
Un.  To,  Pilli,  Pt,  3%.  1007... 

v.,  Ry..  1  m,  3%.  1»«2 

W.  J.  A  a.  R.  R,  a  m-  4%.  I93«. .. 
W.  N,  V.  A  P».  R.  R.,  1  BB.,  3%.  193 

W.P>.R.R.lm,4%.l918 

Com,  Rr.  A  Ltc,.  1  A  r.  m,  4M%. 
HiidBiiC[>.  N.l.  Gu.3%,  1M9,.. 
Wert  Clwur  Uj^r^  '*>" 
Adi.But. . 


DIRECTORS:  T,  WiiUfBi 

.wveDBOD.  Wilfiun  Chubb.  El _.    __, ._ 

CotUs,  R.  FiuoB  Wood,  John  B.  Mwgu,  Cbiii.  J.  WiMs,  Ala. 
~'.  Wina.  John  A.  RieknuiKl. 

FIELD  HEN  AND  TERRITORY  COVERED: 


epeciftl  icenb 
Colo,  uid  W 


s.  E 

E.  OnSlh, 


m   ColD,    ID-    1 

5,  D,  Midi"' 

1.  PijEhk.  Colo.,  qi 

_  _.  MlnneApohi.  Minn- . 

.;  E.  ).  Potter.  MllcbeU,  8.  D.  1 


__.  i-vv.  U..  sl^iiigeni  f.ir"i"ll.7M.  T.  l%ai.... 

Ptrit.  III..  ipKiil  agent  for  III.:  C.  A.  WeluHyn'.  Ann  Arbor. 
Micb..  ilate  igent  for  Mkh.;  JiAn  F.  Zbnmer.  >uie  ennt.  ud 
B.  E.  Soiitli.  ■peoiilM'nt.  IJnooln.  Neb,  lor  Neb.;  E.  A.  Willbcn. 
ipsoil  Kenl.  Applcton.  Va.,  t«  Wii.:  J.  P.  Wolle,  Moorebtwl. 
Minn.,  ipecikl  igait  [or  N.  D.  ud  B.  D.;  H.  C.  Upturn.  lodiu- 
M»lk  lod-  elate  M«<t  lor  Ind.;  Edirin  J.  Culer.  Cohimbui. 
O.  lor  O.  lEid  Ky.:  Lc^meyer.  OolibimUi.  Pittenon  Co.,  Chirln- 
lon.  W.  Vl.  g«»nl  igeaU  [«  W.  Vm.;  A.  J.  Woodwortli  A  Co- 
New  York,  ttale  mnnun:  Weilicc  Reid,  menuer  Uetropolitvi 
Dirtrict,  H.  Y.;  Wm.  wTlW  g™>  '         *   "  "   "  ""      "  " 

qiKUl  uRit  for  New  Eogluid:  H-  . ..      .    ._     . 

fvPe.,  N,  J.>ndUd.;C.  C.  Kinnev.  SuFrueim,  Cnl..  mani- 
ger  for  FiKific  Cout  deiartmeat.  iDcluding  Cd,,  Wuh-  Ore., 
I'tib.  Ida.  iDd  Mont.;  ipeciel  wenli.  R.  fi.  Weber.  Su  Ftmn- 

,.  M.  Wnggunu. 

naU  tbe ' 

_.,  D.  C.  . 

...  P.  I.,  P. 


n.  ^Kle."^ 


Hiw..  ,U..  MiH..  N.  I 


RETAILERS  FIRE  INSURANCE  COMPANY.  Oklahoma  City,  Okla. 

PnndeDt.A.M.Gmner:  3einluy,AlfndHue.    Omnbed,  1910. 


-1     A-™ 

^^ 

JS. 

PrtiDiume 

Tolal 
lonuoe 

■sr 

Dindendi 

ToUlEi- 
Eipen»      peodilune 

lisr^ 

8133,371 

823.744 
13,072 

2.  IBB 

si 

18,729 

311,3« 
»i.342 

r7,l71 
4T.097 

■29,833 

83,238 

t8  44f 

t2«,«I0         t33.»l 

K.OJJ            oisiO 
11,804,            1.807 

t3.23C 

3 

lUibutod  Id  NtpUu. 


Otber  lidiSti?  . , . 

10.000 

30,734  Total  liibilitiH. . . 

17.790  Capildpaidup... 
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RETAILERS  FIRE  INSURANCE  COMPANY,  Oklahoma  City,  Oklai.— Continued. 


Uadcrwriting  profit,  $18,503;  unrvtinent  profit.  f3.9Sl. 

RISKS  AND  PREMIUMS:  Fire  riaks  in  fora.  Deocmber  31. 
SU4115&;  preBkaM  Uwreon.  $53,180. 

BUSINESS  SINCE  ORGANIZATION:  PtamhimB  received. 
»S.7a»:   losM  pud.  93.580;  divkiendi  deebred.  oaah,  $5,445. 

MORTGAGE  LOANS:  There  are  28  loans  for  $40,008,  pro- 
tected kqr  Okkhoom  farm  and  city  property,  valued  at  $147,850. 
No  inifvest  pait  due  on  December  31.  but.  Company  holds 
$M.4S0  of  innrance  on  the  builcfinga. 


MISCELLANEOUS:  Company  has  no  a(^to  and  [layB  no  oom- 
minons.  BuauMSB  taken  by  application  direct  from  insured,  and 
by  salaried  sdKdtors. 

DIRECTORS:  A.  M.  Oreiner.  J.  S.  Peter.  L.  Berlowito,  Sam 
MiUer.  J.  W.  Masters.  J.  W.  Porter,  F.  E.  Hamhton,  D.  L.  Larsh, 
Alfred  Hare.  I.  G.  Kreicer.  T.  T.  Eason. 

FIELD  MEN  AND  TERRITORY  COVERED:  F.C.Bkkdy. 
A.  S.  Hunseker  and  E.  F.  MesseDcer,  inspectors,  Oklahoma.  The 
eompany  operates  in  (Ndbthoma  only. 


RHODE  ISLAND  INSURANCE  COMPANY,  Providence,  R.  I.t 

IVeidBBt.  Geo.  L.  Shepley;  Vioe-Pftsident  and  Secretary.  Emit  G.  Pieper;  Assistant  SecreUry.  T.  Johnson.  Jr.   Organised.  1007. 


Y 


Unearned 


1915  $1,533.7501 

1914  1.435.822 1 

1913  1.350.103' 

1912  1,296.300 

1911  1.174,856 


Net 
Surplus 


1634.403 
55«,8fi2 
480.261 
430.525 
371,155 


Net 
Pt^niums 


$350,221 
328.602 
372,480 
377,2341 
402,2341 


$731,1771 
663,008 
590,740 
528,905 
482.375 


Total 

Losses 

Ineome 

Pkid 

Dividends 

$786,883 

$388,392 

$40,000 

715.603 

371.053 

40.000 

649,063 

285.038 

40,000 

574,061 

305.433 

35.000 

531.465 

245.337 

30,000 

Dk.  31. 1915. 


Boedi  and  stocks. 

CMh 

.^Ipents'hsJaoees.. 
laterHl  and  rents. 

OtlKfl 


$U1S.158 

93.429 

209.314 

9.250 

8.409 


LuBiunaB,  Die.  31. 1915. 
Losses  unpaid $66,553 


Unearned  prems 
Contingent  oonmi. 
Other  &bifities. . 

Total  fiabQHies. 
Capital  paid  up. 


624.403 
69.073 
14.500 

$774,529 
400,000 


Net  surphis 359,221 


Total 


$1,533,750       Total $1,533,760 


rndervritinc  prafit.  $9,507;  investment  profit.  $61,112. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
S127.756J62;  premhnns  thereon,  $1,180,937. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$4484.196;  kases  paid.  $2,067,988;  dividends  deehred.  cash. 
t?754XiO. 


BONDS  AND  STOCKS  OWNED:  Par 

B0MD6.  Vahie. 

.ithata.  Ga^  red^  1922,  4H% $10,000 

HamhoQ.  Ont..  d^  1916.  4% 10,000 

Moatnal  Caa^  1930.  3H% 20,000 

MooiRal,  Can^  Pro.  brd.  sc.  oomm.  d.. 

1999.4% 12,000 

N.  Y.  Cy..  cp.  stk^  1956,  4% 200,000 

K.  Y.  State,  an.  imp..  1960.  4% 25,000 

N.  Y.  State,  hwy.  imp^  1961-62.  4% . . . .  40.000 

N.  CaroBaa.  r<«^  1963.  4% 10,000 

ProT,R.Uhwv.to..l930.3% 20.000 

Prmr,  R.  U  wa#.  r.,  1930.  3% 30,000 

R.  I,  hwy.  hi,  1942,4% 50.000 

RiefaBioQd.  Va..  pub.  imp..  1943.  4% . . . .  16.000 

Rjehswod,  Va-.  1938.  4% 4.000 

TorwrtcCaiL,  d..l944.3H% 27.500 

Twoeto.  Can^  1916.  3H% 37.000 

B.4Me.R.R.,ii.,1916,6% 5.000 

C.  B.  t  Q.,  j,  1921.  4% 10.000 

DeoTerTrunifmy.  1933.5% 82.000 

L.  8. 4  M.  8.  R.  IL.  1931.  4% 20.000 

M,A.4W.St.Ry..  1919.5% 2.000 

No.  Pse.  Ry,  r.  ft  imp.  m.,  2047, 4h%" .  15.000 

R.  1. 9oh.  St..  1  m-,  1960.  4%  40.000 

WTLftTiuool..  1929,  4% -25.000 

Cnnpton  k  Knowks  L.  Wks..  d..  1917- 

^»,S% 9.000 

?»owtGts,gn-m.g.,  1916-18.6%....  10.000 

Gfl.  Rubber,  g.  d,  1918,  5% 35.000 

MiMord  Fa.  Lt  i  Pbw..  1  m.  g..  1929.  5%  2.000 

^»*T«BWhs  ctfs..  1916.  5% 26,000 

5»wG«L,l  m.  g.,  1929.  5% 2.000 

rnited  FruH.  t  n«  1918.  5% 20,000 

WcttBgiMiase  EL  k  Mlg^  eol.  1..  1917. 5%  10.000 

t  StatcocDt  aeoording  to  Rhode  Uand  standard. 


Market 
Vahie. 

$10,100 
10.000 
15.400 

11.100 
196.000 
25.750 
41.200 
10.000 
17.600 
26.400 
51,000 
14.880 

3.760 
20.075 
37,000 

4.250 

9.800 
55,180 
19.000 

1.900 
14.550 
34.000 
22.750 

9.000 
10.000 
35.000 

5,000 

2.000 
25.000 

1.000 
20.000 
10.100 


$275,822 
242.130 
226.244 
201.313 
161.784 


BoifiM  AND  Stocks  Oyrmo. — Cont. 
Stocm. 

Atoh..  T.  k  S.  Fc.  Ry..  p  

Ateh..  T.  k  S.  Fe.  Ry..  oom  

Gt.  No.  Ry..  p 

I11.C.R.R 

N.  Y..  N.  H.  ft  H.  R.  R 

No.  Pm.  R.  R 

Penna.R.  R 

Un.  Pttc.  R.  R..  p 

Un.  Tc.  ft  El..  N.  J 

Nat.  Ex.  Bk..  Prov..  R.  I 

Un.  Tr..  Providence,  R.  I. 

Amer.  La  France  Fire  Eng..  inc..  p. . .  .- 
Amer.  La  France  Fire  Eng..  inc.,  com . 

Amer.  Tl.  ft  Tg 

Hartford  Gas  Lt.,  com 

Narragansett  F.!.  Ltg 

Providence  Gas.  cv.  d.  ctfs 

Gn.  Ad.  Bur..  N.  Y 

So.  Ad.  Bur..  Atlanta,  Ga. 

Underwriters  Salvage.  Chi..  Ill 

Underwriters  Salvage,  N.  Y 

Western  Ad.  ft  Insp 


Total  Ex- 
penditures 


Incurred 


$704,214 
653,213: 
552.182 
541.746 
437,121 

Par 

Value. 

$30,000 

10.000 

11.900 

10.000 

20.000 

10.000 

30.250 

50.000 

62.800 

10.400 

20.000 

20.000 

6.700 

50.000 

10.000 

15.000 

10.000 

150 

500 

500 

500 

100 


$362,123 
394.181 
285,329 
297.730 
260.264 

Market 

Value. 

$30,600 

10.800 

15,113 

10.800 

15.400 

11.800 

35.997 

41.500 

60.288 

29.120 

26.000 

16.400 

3.685 

64.500 

24.200 

27.000 

18.100 

150 

500 

500 

750 

200 


Totals  (book  value.  $1.243.419) $1,187,300    $1,213,158 


MISCELLANEOUS:  This  company  was  organised  and  com- 
menced business  in  January.  1907,  with  a  paid-up  capital  of 
$300,000  and  a  net  surplus  of  $300,000.  CapiUl  increased  in  1912 
to  $400,000.  Value  of  deposit  in  Va.,  $18,640;  in  Ga..  $10,100; 
b  N.  C,  $10,000. 

DIRECTORS:  Newton  D.  Arnold.  Walter  Callender.  Nathanie^ 
B.  Church.  Samuel  Pomroy  Co!t.  L.  H.  Comstock.  M.  F.  Doolev. 
Darius  L.  Goff,  Lyman  B.  Goff.  Walter  S.  Hackney,  C.  H.  Hutch- 
ins.  Benjamin  A.  Jackson.  S.  M.  Nicholaon.  Frederick  S.  Peck. 
Frank  N.  Phillips.  Geo.  C.  PhiUips.  Emil  G.  Pieper.  George  L. 
Shepley,  William  M.  Wood.  Byron  S.  Watson.  Henry  A.  Car- 
penter. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  B.  Burke, 
Plymouth  Meetins,  Pa.,  n)ecial  agent  for  Pa.,  southern  N.  J.,  Md. 
and  Del.;  A.  A.  ^^ng,  Elmira,  N.  Y..  special  agent  for  N.  Y.; 
R.  A.  Osborne,  special  agent  for  northern  N.  J.  and  southern  N.  Y.; 
Hairy  K.  Rowe.  New  Haven.  Conn.,  special  agent  for  Mass.. 
R.  I.  and  Conn.;  Thod.  H.  FUherty.  Portland.  Me.,  special  agent  for 
Me.  and  N.  H.;  John  D.  Pollock.  Chicago.  111.,  for  Mich.,  Ind., 
Minn,  and  W.  Ky.;  Fay  Morrissey.  Champai^^n.  III.,  for  Neb.. 
HI..  la..  Mo.,  and  Wis.;  Geo.  A.  Cram.  Columbu5,  0.,  special 
agent  for  0..  W.  Va.  and  E.  Kv.;  J.  D.  Fry,  So.  Boston.  Va., 
special  agent  for  Va.,  N.  C.  and  Tenn.;  Gordon  William.8,  Atlanta, 
Ga..  special  agent  for  S.  C,  Ga..  and  Fla.  and  J.  R.  Cothran. 
Atlanta.  Ga.,  assistant  special  agent.  The  company  operates  iq 
Cal..  Colo..  Conn.,  Del..  D.  C.  Fla..  Ga.,  111.,  Ind..  Is..  Ky.. 
La..  Md.,  Ma.w..  Mich.,  Minn..  Mo..  Neb..  N.  J..  N.  Y.,  N.  C. 
N.  D..  Ore.,  0..  Pa..  R.  I..  S.  C,  Tenn..  Va..  Wash..  W.  Va  ' 
Wis.  Me..  N.  H..  Utah,  and  B.  C. 
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RICHMOND  INSURANCE  COMPANY,  West  New  Brighton,  N.  Y. 

Premdeat,  J.  F.  Smith;  Secretary,  D.  0.  Wakemao.   Orgaoiied.  1836. 


Unearned 

Net        I 

Ybar 

Aflsets 

Premiums 
$230,861 

Surplus 

1915 

$698,384 

$212,588: 

1914  1 

677.809 

176.480 

170.1921 

1913  1 

512.022 

120.660 

152.034' 

1912  ' 

471,724 

106.267 

141.636 

1911 

432,307 

91.046 

113.438 

Net 
Premiums 

$362,834 
289.580 
227.113 
188.914 
170.898 


Total      I 
Income     | 

$390,348 
314.172, 
250.043 
208.886, 
190.429 


Losses 
Paid 


Total  Ex-        Losses 
Dividends      Expenses   ,  penditures     Incurred 


$134,370' 

131.256 

107.227 

80.248 

96.796 


$12,000 
12.000 
12,000 
12.000' 
10.000' 


$134,509! 

107,449' 

86.198> 

66,597i 

61.525 


$280,879 
250.705 
205,425 
167.845 
168.321 


Absktb,  Dbc.  31, 1915. 

Mortgage  loans $206,150 

Bonds  and  stocks...  272.190 

Cash 55.534 

Agents'  balances 68.692 

Interest 4.360 

Other  assets 1,449 

Total  asaete $698,384 


LuBCLrms,  Dec.  31, 1015. 

Losses  unpaid $41,835 

Unearned  prems ....       239,861 


Other  liabilities. . 

Total  liabUitiee. 
Capital  paid  up. . 
Netsurphis 


4,100 


$285,796 
200.000 
212,588 


Total $698,384 


Underwriting  profit,  $21,010;  investment  profit,  $33,387. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
439.949.098;  premiums  thereon^  $436,434. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
<1.789.145:  losses  paid.  $775,190;  dividends  declared,  cash.  $66,000. 

MORTGAGE  LOANS:  Then  are  60  loans,  ranging  from  $500 
to  $30,000.  and  amounting  to  $296,150.  which  appear  to  be  amply 
secured  by  local  properties.  There  was  $510  of  mttfest  past  due 
<m  December  31,  last. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

N.  Y.  Cy.,  cp.  stk..  1953,  ZH% $5,000  $4,400 

N.  Y.  Cy..  CD.  Btk..  1956.  4% 25.000  24.500 

A.,  T.  &  S.  Fe  R.  R..  gn 15,000  14,100 

B.&O.R.R..cn 5,000  4.600 

Ches.  A  0.  R.  RT,  gn 5,000  4,550 

Reading  Co.  A  P.  A  R.,  gn 5,000  4,750 

So.  Pm.  R.  R.,  cv 10,000  8,900 

Uuon  Pae.  R.  R..  r 10.000  9.000 

L.  &  N.  R.  R.  Co..  A.  K.  A  C.  Div..  gn. .  5.000  4.400 

PM.Gas&EI.,m 10.000  0.200 

Adirondack  El.  Pow.,  op 5,000  4,750 

N.  Y.  A  Richmond  Gas 10.000  9.400 

No.  Pae.  Ry..  ft  1.  gt 5.000  4.660 


Bonds  and  Stocks  Ownbd. — Cont.  Par 

Bonds. — Coni.  Value. 

Chicago  Rys $5,000 

N.  YTTI..  1  gn 5.000 

N.  Y.  Cy.,  cp.  stk.,  1962,  4»^% 35.000 

N.  Y.  Cy,.  op.  Btk.,  1963,  4^% 21,000 

B.  A  0.  R.  R..  ov..  1933.  4H% 10.000 

C,  M.  ft  St.  P.,  gn..  2014.  5% 5.000 

C,  R.  I.  ft  P.,  1  r..  1934.  4% 5.000 

Beth.  Steel.  1  m..  1926.  5% 5.000 

Cs.  Gas.  1920.  6% 5.000 

Kings  Co.  Ltg..  1954.  5% 5.000 

Pae.  Tl.  ft  Tg..  1937.  5% 5,000 

Stocu. 

Union  Pae.  Ry 8.000 

So.  Pm.  Co.,  com 5.000 

Nori.  ft  W.  R.  R.,  com 5.000 

Int.  Nickel,  com 5.000 

Am.  Sm.ftRefnp 5.000 

M..  St.  P.  ft  S.  S.  M.  Ry..  p 10.000 

Gt.  No.  Ry.,  p 5.000 

Totals  (book  value,  $209.442) $264,000 


$145,189 

130.25S 

111.713 

83,672 

100.801 

Market 

Value. 

$4,850 

4.950 

35.350 

22.260 

9,700 

5.400 

3.300 

5.150 

6.350 

4.700 

5.000 

11.280 
5.300 
8,100 
9.850 
5.600 

13.500 
6.350 


$27^190 


MISCELLANEOUS:  The  company  was  formerly  the  Rich- 
mond Co.  Mutual  Insurance  Company.  It  was  reorganised  in 
Januaiy.  1907,  as  a  stock  company  with  a  paid-up  capital  of 
$200,000. 

DIRECTORS:  David  G.  Wakeman,  James  Feeoy,  Fnxk  W. 
Tompkms,  Wm.  L.  Flake,  George  M.  Matthius,  J.  F.  bnith. 
John  A.  Snyder.  Benedict  Parker,  D.  J.  Tysen,  Henry  W.  Bath, 
W.  J.  Davidson,  E.  R.  Moody,  Wm.  E.  Hutchins,  John  E.  King. 
Alvin  Conklin. 

HELD  MEN  AND  TERRITORY  COVERED:  Cnim  ft 
Forster.  general  sgents.  95  William  St.,  New  York  City.  Com- 
pany operates  in  III.,  la.,  Mass.,  N.  J.,  N.  Y.,  0.,  and  Pft. 


ROCKY  MOUNTAIN  FIRE  INSURANCE  COMPANY,  Great  Falls,  Mont. 

President,  George  Lloyd:  Secretary,  Leo  P.  McMeel.    Organised,  1911. 


Ybab 


1915 
1914 
1913 


Unearned   '        Net 
Assets     ,  Premiums       Surplus 


$489,550| 
420.5261 
325.423 


$28,806 
15.918 
10,005 1 


Net 
Premiums 


$191,398 

151.472' 

45,7901 


$35.2461 
13.29l! 
13.9771 


Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$73,724 
42.914 
39.986 

$8,700 

3.373 

30 

$10,666 



$20,967 
10.918 
10.339 

$29,667 
24.291 
10.369 

$10,740 
4.488 

30 

AasBTB,  Dec.  31, 1915. 

Real  estate $149,704 

Mortgage  k)ans 235.652 

Cash 82.265 

Agents'  balances 10,3.53 

Interest  and  rents ...  1 1,576 


LUMUTIBB,  Dvc. 

Losses  unpaid 

Unearned  orems 

Other  liabilities . . . . 

Total  liabUities... 

Capital  paid  up 

Net  surplus 


Totol  assets $489,550       Total . 


31.  1915. 

$2,040 

28.806 

2.106 

$32,952 
265.200 
191.398 

$489,550 


Underwriting  loss,  $10,810;  mvestment  profit.  $36,440. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$2,634,856;  premiums  thereon,  $51,218. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$62,513;  losses  paid.  $12,104;  dividends  declared,  cash.  $10,000. 

REAL  ESTATE  OWNED:  Consists  of  lots  in  Great  Falls,  on 
which  oom^n]^  has  erected  a  3-«twy  home  office  building  costing 
$136,654  with  improvements  valued  at  $13,050.  The  net  income 
last  year  was  $4,307. 


MORTGAGE  LOANS:  There  are  47  loans  amouBtinc  to 
$235,652.  on  property  valued  at  $690,828;  on  Dec.  31,  1915.  there 
was  $4,114  ot  interest  past  due.  There  is  one  loan  of  $4,000  in 
process  of  foreclosure.  The  average  interest  rate  is  dightly  over 
7  percent. 

MISCELLANEOUS:  This  company  began  business  January 
6,  1913.  with  $250,000  capital  and  $90,000  surplus.  As  of  June, 
1914.  it  was  voted  to  increase  the  capitsJ  stock  to  $300,000,  selhng 
at  $250  per  share..  361  shares  of  the  new  issue  have  been  sub- 
scribed and  company  holds  subscribers'  notes  bearing  8%  interrst. 
These  notes  are  not  carried  as  admitted  assets  and  do  not  show 
on  the  statement. 

DIRECTORS:  George  Llovd,  John  E.  Dawson.  E.  Broox 
Martin,  John  Lucas,  Leo  P.  McMeel,  Alfred  Mabnben.  T.  J. 
Walsh.  W.  L.  Holloway.  Paris  Gibson.  J.  B.  Taylor,  A.  H.  Gray. 

FIELD  MEN  AND  TERRITORY  COVERED:  John  E. 
Dawson,  special  agent,  Gmt  FallR  Mont.  The  company  operates 
in  III..  Minn..  Mont,  and  Can. 
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THE  ROSSIA  INSURANCE  COMPANY  OF  AMERICA,   Hartford,  Conn. 

I2..W0.000.  The  inoarpormtora  are  Williain  B.  Clark.  George  Bi 
EdwardB.  Hubert  CiUis.  M.  L.  Hewes.  Isaac  N.  Selisman.  J.  B. 
Branch.  Wm.  B.  EUbon.  Chaa.  W.GroM,  Frederic  L.  Bunoe.  B.  N. 
Carvalho  and  C.  F.  Bturhahn. 


ndi  eompaz^  was  meorporated  early  in  1915  by  interests 
identified  w&  the  Roaaia  Ins.  Co.  of  Petrograd.  Its  ineorporation 
pspn  eal  for  a  fire  aadmaiine  rriDSorance  businesB  oniy>  with 
a  nmiiinim  capital  of  |2SO,000  and  power  to  increase  same  to 


SAFEGUARD  INSURANCE  COMPANY,  New  York,  N.  Y. 

Ftesident,  A.  G.  Mdlwaine.  Jr.;  Swsretary,  H.  W.  Gray.  Jr.    Organised.  1916. 


Tbas    Aswta 


Iflo       tS37.479 


Unearned 
Ptemiiinia 


Net 

Surplus 


Net 
Premiums 


Total 
Income 


138.974        t295.795        *»48,694 


$57,007 


Pteid 


Dividflods 


•»876 


Expenses 


Total  Ex- 
penditures 


137.044  137.920 


'loefaike  1088  mar.  prems.  and  116  mar.  losses. 


Aasna.  Dbc.  31,  1915. 

Boaik     $400,920 

Csah      49.235 

Aenta'  balanees. . . .  20.1 10 

IiiMrwt 7,214 


LuBiums,  Dbc.  31,  1915. 

Losses  unpaid $334 

Unearned  prems 38.974 

Other  liabilities....  2,376 


ToUlltabifities...  $41,084 
Capital  paid  up ... .  200.000 
Net  surplus 295,795 


Total 


$637,479        Total $537,479 


Umtaaiitiiig  loss,  $30,455;  investment  profit,  $26,280. 

RISKS  AND  PREMIUMS:  Tire  risks  in  fort»,  December  31. 
$Sjak2UU8;  premiums  thereon,  $47,472;  marine  and  inland  risks 
is  forae.  $45,391;  preoiiums  thereon,  $098. 

BUSINESS  SINCE  OBGANIZATION:  Premiums  received, 
$48.l»4;  losses  paid,  $837. 


BONDS  OWNED: 

New  Toric  eanal  impi.  1964.  4H% 

New  Y(wk.  hwy  imp.,  1965,  4Vi% 

Aliuijr  Co.,  N.  Y^  eourt  house  ha.,  1941, 

*V\ 

loebn.  N.  Y..  asa.,  1924.  5% 

Yoakflfi.  N.  Y.  tax  state,  1924.  5%. . . . 
Dtinr&RioGde.R.R..  1  cs.  m.,  1936. 

4%  


Pkr 
Value. 
$75,000 
125,000 

50.000 
10,000 
40.000 


Market 

Value. 

$84,750 

148.250 

52.500 
10.600 
42.400 


47,000  37.600 


BoNDfl  Oman.—Cont. 


Nashville.  ChaU.  ft  St.  L.,  Ry.  1  cs.  m., 

1928.5% 

Norfolk  A  W.  Ry..  1  cs.  m..  1996.  4%  . . 
Norfolk  A  W.  Ry..  eq.  tr.  n..  1920.  4M% 


Par 
Value. 

$9,000 
37.000 
50.000 


Losses 
Incurred 

$1,161 


Market 
Value. 

$9,540 
34.780 
50.500 


Totals  (book  vahie.  $448.571) $443,000      $460,920 


MISCELLANEOUS:  The  company  was  organised  by  A.  G. 
Mclhraine.  Jr..  manager  of  the  London  and  Lancashire  Fire 
of  Liverpool  and  others  connected  with  that  company.  The 
London  c  Lancashire  Fire  controls  the  Safeguard.  The  charter 
of  the  former  Safeguard  Insurance  Company  has  been  owned 
by  the  London  and  Lancashire  since  1879. 

DIRECTORS:  A.  G.  Melhraine,  Jr.;  H.  W.  Gray.  Jr.;  J.  V. 
Fothereill.  C.  F.  Scholl.  J.  0.  Hail,  E.  £.  Pearoe.  C.  B.  Ensley, 
A.  McWhiney.  Harry  Heins,  H.  P.  Iremonger.  D.  Schnakenberg, 
W.  P.  Despard.  F.  S.  Batterson. 

FIELD  MEN  AND  TERRITORY  COVERED:  Manager  of 
tiie  Western  department.  Chas.  E.  Dox;  Pacific  dept.,  manager. 
Sam  B.  Stoy;  special  agents.  Eastern  dept..  John  G.  Horan,  Boston, 
Mass..  for  Me.,  N.  H.,  and  Vt.;  Joseph  Givemaud,  Boston.  Mass., 
for  Mam.  and  R.  I.;  A.  H.  Murphy.  Hartford,  Conn.,  for  Conn.; 
C.  J.  Mahoney,  Newark,  N.  J.,  for  suburban  and  eastern  N.  Y.: 
W.  R.  Somerville.  Rochester,  N.  Y..  for  western  N.  Y.;  Pftul 
Turner.  Jr..  Phibdelphia,  Pa.,  for  N.  J.  and  eastern  Pa.;  Fred 
M.  Bleuit,  Pittsburg.  Pa.,  for  western  Pa. 


ST.  PAUL  FIRE  AND  MARINE  INSURANCE  COMPANY, 

St.  Paul,  Minn.§ 

hmidat,  F.  R.  Bigetow;  Viee-IVesident,  J.  H.  Skinner;  Secretary.  A.  W.  Perry;  Assistant  Secretaries,  H.  S.  Green  and  J.  C. 

McKown;  Auditor,  A.  E.  Krebs.    Organised.  1865. 


Unearned 

Net       I 

Net 

Total 

Loans 

Total  Ex-  , 

Losses 

ri4a 

Aaete 

Pwrahims 

$5,498,541 

Surplus    ! 
$3,516,509 

Ptaniums  , 

Income 

Paid 

Dividends 
$200,000 

Expenses 
$2,656,695 

penditures 
$7,623,531 

Incurred 

1915 

1U28,419 

*$8.194.280 

$8,643,987 

•$4,767,436 

$4,817,357 

1914 

10L2i4,(rZ2 

5,242,917 

3.153.769; 

6.604,983, 

7,024.473 

3,875.418 

120.000 

2,267,255 

6.262.673 

3,964,392 

1113 

9473.153 

5.215,216' 

3,073,450' 

6.109.855' 

6.512.716 

3.376.289 

100.000 

2.137.631, 

5,613.920 

.3,301,517 

1912 

8^777^14 

4,896.773 

2.722.621 

5,973.181' 

6,349.776 

3.291,281. 

100,000 

2.121.872 

5.513.153 

3.346,202 

»11 

7.970,977 

4.753.689 

2.177.718 

5.575.865 

5.880.565 

2,841.573 

80.000. 

2.004.391 

4.906.964 

2.827.588 

$1,798,005  marine  premiums  and  $959,755  marine  losses.    §Transacts  both  fire  and  marine  business. 


.^asnsL  Dk.  31. 1915. 

Bmlestale $235,774 

MortMe  loaBS 1,175.630 

BoMis  aod  stocks.  .  7.942,049 

Omh 606,394 

Afmto'babaea....  1.166,479 

lateat 74.880 

Other  asBela. 50.818 


I^jABiuma.  Dvc.  31. 1915. 

Losses  unpaid $992,832 

Unearned  prems.         5.498,541 
Other  liabflitiee 220,537 


Total  liabitiUes...  $6,711,910 

Capital  paid  up 1,000,000 

Net  surplus 3.516,509 


Total 11,252.004 

9|il.dqi.overfiab. .         23,585 


Totelj 


11,228.419       Total 11.228.419 


profit,  $189,934:  mvestment  profit.  $354,211. 

WSB  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$347^98(092;  praniums  thereon.  $9,733,988:  m«ine  and  inland 
tma  b  force,  $80,213,756;  premiums  thereon,  $1,006,818. 

BCSIXEBS  SINCE  ORGANIZATION:  Premiums  received. 
I97.1(B.«25:  kisns  paid.  $56,205,272;   dividends  declared,  cash. 

nwjm:  Mock.  $5oaooo. 

REAL  ESTATE  OWNED:  The  principal  item  is  the  com- 
psnr  t  home  office  boiUins,  cor.  5th  and  Washington  sts..  St. 


Paul,  completed  in  1909  and  occupied  solely  by  the  company, 
which  cost  and  is  carried  at  $215,167.  The  2  remaining  items  are 
sold  OD  conb«ct. 

MORTGAGE  LOANS:  There  are  65  loans,  agitreffattng  $1,176- 
080,  which  are  protected  by  properties  to  the  value  of  $3,649,835; 
the  company  holding  $1,050,050  of  insurance  on  buildings.  Thev 
are  principally  upon  dwellings  and  apartment  houses  in  St.  Paul, 
and  Minneapolis,  an  office  building  in  Sioux  Falls.  S.  D.,  and  farm 
properties  in  Minn.,  Wis..  S.  D.  and  Neb.  The  largest  loans, 
with  their  securities,  are  $51,800,  apartment,  18th  st.  and  Park 
ave.,  Minneapolis,  valued  at  $S7,000:  $50,000.  lots  1^  William 
sub-div.  lots  1  and  12.  block  82  Minneapolis,  and  Hoag's  Addn.. 
valued  at  $110,000;  $30,000,  Ashland  ave.  and  No.  Oxford  st., 
St.  Paul,  valued  at  $82,500;  $25,000,  Ryan  Hotel.  St.  Paul,  valued 
at  $785,000;  $20,000,  790-798  Grand  ave.,  St.  Paul,  valued  at  $35.- 
000;  $400,000,  lots  4-12,  block  7,  St.  Paul,  proper,  and  building 
under  construction,  value,  $800,000;  $22,500,  lot  5,  V.  D.  Walsh's 
rearrangement,  valued  at  $60,000;  $44,000.  712-28  So.  5th  and 
420-22  8th  ave..  So..  Minneapolis,  valued  at  $146,000:  $53,000. 
theatre  and  office  building.  101-5  Washington  ave..  No.,  Minnea- 
polis, valued  at  $185,000;  $35,000,  2,055  acres,  Cass  Co.,  N.  D. 
valued  at  $105,000;  $24,000.  stores,  apts..  etc.,  Shelby  Ave.  ft 
MacKubm  st.  St.  Paul,  valued  at  $50,000;  $30,000,  stores,  apts.. 
etc..  Selby  ave.  ft  MacKubin  st..  St.  Paul,  valued  at  $60,000; 
$80,000,  warehouse  4th  ft  Lake  sts..  Minneapolis,  valued  at  $220«* 
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im.  BwBst  Gna  Co.,  t 

utita  iUt-  SSl-3  Juki 

WD.  1SigKrm.Finu>CD..  muui-  •■!■>■ 

06  tatt.  Douflu  Co-  Mills,  vihiail  % 


BONDfl  AND  STOCKa  OWNED: 

BOHH. 

Abent.Tn!  -  i'.~.-'  i      . .  i  i  .1,       '.'.'.'. 


Albste,  CuL.  iH7c.  1 
ABariUr>.T<aMrd.,liii. 
Andover,  B.  D.,  h.  f„  I 


Bu  Hgni  Co.,  MhiU  he.,  G'c,  IB 
BiSiiw,  Maul.,  m.,  £%.  ISM.. . . 
KnTb..  Uinn..  It.  k  «-.,  5>^„,  It'. 
Bninsd.  Minn.  wr..  S^'ci  i93S.. 


a.B.D. 


wr.*r..sf=.IB2 


tU^ry.  Al_.. . 

Omtoii.  8.  D.,  1     

Cvts  Co..  Okk..  M.  II.  S'/ 
CimiIb  C3o.,  Mont.,  t..  «?b.  iwm  ... 
Cumfa  Co.,  UoDt.,  «..£%.  I»32    .. 
Cundl  Co,  MoBt..  Jlil,  5%.  1933  . . 

Cbqniu.  Wyo.,  wr„  "~ 

CbiokHl*,  <&k.  r.,  S 


kIKS.. 


t.lM6  . 


CbMs-Cd.,  ManU.'. 


Fuibuilt.Miiu>..r.,  4%.  [91e. 

lf«r(ii»  Co,  Monl..  r,  4  ii%.  IBS!, . 

Fludnwi,E.  D.H,S?t,.  I*1S 

FloRDoe.  S.  C,  m..  6%.  ISfiO 

Ft.  WiUkm.  Ont.,  *H%.  IMO 

Ft.  Wortk.  Td,  imj...  lW?o.  l«».. 
Ft.  Worth,  Tn.  M.,  4hVc.  mt. . , 
¥iald»,Miiin..l».,B'S,lM»  ..  .  - 
PqUa.  Minn.,  pub.  b-  dt  ]  .  .',  ^  IBIfl 

G«11.0iiUit.,l%.  IW1        

OsoiIBk.Suie,3!^<i,:i<:ii     

Ohosof, MmiL, wt., a';,  inr 

adFoiUNro.,  f..  4'/.  IMS... 
GruH><XMoni..  E.  I.  .1  %,  I83 
anBlCo3,U,r.,a'..  I'l.!.,... 
Ot.  Fdb.  UoBL,  wr.,  .S' ; .  !-\i. . . . 
Gt.F.afcHoiit,r.wn.-k-.  ■■■-- Iffl 
(k«iMCa-T(eB,.nl.,  .'i' . 


2&.ooa 
uiooo 

U.OOD 
KOOO 

u.wn 
tM;ooa 

M.ooa 

g!ooo 

2e!aoo 


1t,U3 

47.m 

ZCOBO 

10,  in 

13. 1M 
15.377 


3i,000  31,720 

IS.OOO  li,7li 

UI.0OO  il.t3S 

20.000  20.SI0 

11.000  11.130 


M^SOO 

i$.oao 
islooo 


laisi 

10.000 


BoNiB  im  Srocu  Owhb 

BOWM.— CoBf. 

La.,  Siiif,  111  .■.,iLi.V:,  :«■ 


lEn,  N.D„wr,SH%.lB3l 

<,>la.Cu.,drEM4%,in7..  ... 
{.-iiinirK  Co..  K.  C.Y..  £%,  1134 . . . 

".11  Gov't,  bu  8%.  IWO 

iiifc.  3.  D..  mt..  5%.  1»M 

CiL>,,MgBt,n(..E!4?K,l030.    .. 

,f IK S.  Dm  K, i%,  IWS  -  ,'."""'!! 
jM  Co..  N.  D.,  et.Ti.,4H%.  lOM. . 
iiaci!  Co..  (AIl.  b(.,  S%.  1030  ... 
rbhell  Co,  Mont,  r,  «%,  1931. . . . 

..,ld«,L»l)%,I93a.,.. 

k«Co..0kb,Ei.a%.l»30.  ,  .. 
uu,n  CUr.  OUa.,  pit.  9%,  m4 . . . 
<  ma  Cilf,  OkK,  H.  I..  4>i%,  im 


PilkA  Co,  V>,  Kt.  th'»  lOU. 

RMM.  B.  D.  V .  «%.  IBSO 

Rettdd  Ftlh  Mibb..  r.,  1%,  1010 

Ran,  Nn.,  V,  0%.  103H 

RidunoBd.  Vs.,  ref .  4%.  lOIMO 

RiTcniik.  Cil,  «.,  t%,  1110 

BcMbud  Ok.  Mont.,  U  0%,  1030 

Bt.Boa&B,M«l.,E%.lMl 

B4.  CUr  Co,  ni.  di,  S%.  lOie 

"    '  "■n^MiDn.,nl.  via.  0%,  1027 

Wi»h,»,4>i%,IOn 

BMrmu.  Ta..  it.  A  h.  &%.  1033-13. .. 
Sih«  Boa  Co,  Mont,  r.,  4%.  lOU. . . 

BiDui  CiW.  11.  b.  4«.i%.  IBIO 

Sioui  Fdk  S.  D.  ml..  fi%,  lOZI 

Sioai  Filk,  8.  D..  r..  1%,  1027 

SuIBtu  Co,  Toil,  rd,  i'"c  lOIMS. . . 

T«ios  Co,  Moot.,  HL,  i%,  103 

Tlwt  Riv«  F*lk.  Minn,  ait,  0%.  1828 
Thitf  Itinr  Filk  MIdd.,  nt.  wki.  9%, 

Taroota,'Chiui.  imp.,  ni.l'^i.  1021... 
Ti»ry,  Mbiu,  t,  1%.  IBai 

tuIk..  oul,  ic  arc  1034 

T™Fi]htlii»,«,Kt.l932. 

Twin  FtDi  Co.  IdL.  ct.  h.  A  jl.,  5%. 

1034.5 

Tiriii  Filli  Co,  Ilk-  Ind.  v..  i'i.  1030. 

ViUey  aty.  N.  D.,  t.  J"!,  1810-20 

Win.  WiJU.  WmIi,  ml.,  f's'-i.  1010. . 
Wdli  Willi.  Wiab.,  cy.  h.  S'^  1038.  . . 

VcbHtt.  B.  D..  Ind.  K-  C  c.  102S  

Wibui Co,  Moot., f.. S.'i'c.  1039 

YelkinloiH  Co-  Monl.,  ol.  h.  A  il,  *%. 

1023.. 


SmtlKW 


YeUantoM  Co..  Mont.,  r 
VellonUiH  Co.  MoDl.. «. 
A..  T.  A  S.  Fe.  i^,  tr.  1. 1. 
A..  T.  AS.  FoRy.,  in.vi, 
B.iO.Ry.,«i.U'U"4! 

B.  A  0.  Ry.  eq.  t.,  "H,"  4! 
B.AO.  {&..  Im.,  Pitu.)c 
Cin.So.  Ry..a,g..  S'.i.  1! 
C.AO.  Ry..  tn.  m..  4ii'"l. 
C.AE.1L.R.R..(n.a.AI 

C.  A  E.  nl.  R.  R.  I  b.  "I 
C.  A  W.  iBd.  R.  R.  <■ 


.  *Wii.  II 


29.000 
20.000 
10.000 

GOIOOO 


02,000 
13.000 


21.7<T 

ao.oDD 

10.000 
MUGO 
tl.93J 

20.337 

2t.*930 
19,000 


20.000 

26.07S 

15.000 

IiJ4j 

23.000 

25.172 

24.000 

2S.3M 

25.000 

oaooo 


C,  B.  A  Q.,  it.  47e.  1021 90.000 

Clunto  diy  Br..  1  m.,  i%,  1027 100.000 

C  Ind.  A  So.  R.  R,  ra..  4'  i,  lOH  ....  7S.0O0 
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BOBBB  AVd  SrOCXB  OVNXD.— Coitf. 


ClmiMid&  Lu  By^  1  m..  4H%.  IMl  • 
Colo.  A  Bo.  Bx-<  r.  4  ex.  Bu  4>i%.  1935 
GoiuBbw  By.  Pr.  A  LU  K.  e.  n.,  5%,  1910 

Ddntb  St.  By.,  1  m.,  5%.  1030 

FU.  &at Co.  By..  1  nu  4M%.  1950.  ■ . . 

G.IU|iidiBy..Iiii..5%,1916 

Ia.Catiml  By.,  1  m..  5%.  1938 

Kaa.Cy.TiD.By.,  liii.,4%.1900 

L.4N.R.B.,iin.,4%,1940 

Uet-BLBj^K. Cy.,  es. m.,  5%,  1913. . 

IfidL  YaLB.  R.,  1  m.,  6%.  1 943 

Ma.  El.  Br.  A  U..  r.  A  at..  iH%.  1931 
MisD..  Lyiid.  k  Ifinn.  By..  1  ea.  m.,  5%, 

1»» 

M^  St.  P.  ft  &  S4.  M.  By.,  eq.  tr..  5%, 

1923 

M.  Sc.  P.  *  S.  St.  M.  By..  1  m.,  Chi.  tm.. 


8.  f.  4%.  1941 


M..  St.  P.  *  S.  St.  M.  Ry..  eq.  n..  4H%. 

1918 

M^Si.P.*S.Sfc.M.By.,lm,4%.1938 
M.  Su  P.  4  S.  St.  M.  By.,  eq.  n..  4H%. 


1918. 


Ifin.  St.  By..  St.  P.  City  By.,  en.  m., 
5%.  1938 

MiniuTrf.  By..  I  nu.  4%.  1918 

Mo..  Ku.  4  E.  Ry.,  1  m.,  5%.  1942.  . . 

Mo^  Ku.  ft  Okk.  By..  1  au  5%.  1942 

Mow  Kaa.  ft  Tex.  By..  1  m.,  4%.  2001 

Mo.}V.By.,eoLtr..5%.1917 

Mo.  Fte.  By.,  ea.  1  m..  6%,  1920 

Moatml  Tkyi,  1  ft  r.  in..  5%,  1941 

NevO.TB..lin.,4%.1953 

N.  V.  S.  Ryx..  temp.  en.  m..  4^%,  1902 

K.  Y..  Westckester  ft  Boston  By.  Co.,  1 
m,4M%.194« 

Nor.  So.  B.  B,  1  r.  m..  5%,  1961 


No.  Pk.  By.,  pr.  In.  ry.  and  Id.  gt.,  4 


1997 


No.  Pk.  By..  KB.  In.,  reg.,  3%,  2047. . . . 

XaTex.Tr..lm..5%.1933 

Xn.H.R.B.,lm..5%.1941 

Ore.  a  By..  1  zn..  5%.  1933 

Ptea.,  gn.  fht.  eq.  tr.  ctft.,  4%,  1919. 
P^  Mvq.  B.  R..  L.  E.  ft  D.  R.  div..  1 

BL,  4Lj%.  1932 

Partlsad  Ry.  U.  ft  iV..  g.  e.  n..  5%,  1917 

Se.F^B.B..lr.m..4%.1955 

9polL  ft  laL  Emp.  B.  R.,  1  m.  ft  r.,  5%, 

1920 

St  J..  Mo.  By..  Lt.,  Ht.  ft  Pr..  1  m..  5%, 
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St  L.  L  Mt  ft  So.  By.,  Biv.  ft  G.,  4%. 

im  

StL.P.ft  Nw.Ry..  1  m..6%.  1948. .. 


St  P.  Cy.  By,  cb.  m..  5%.  1937. 
T.H.,lBd.ft£.Tr..  1  ftr.5%.  1945... 

UiLPbcBy,  lni.,4%.1947 

Wis.  CcBtRv..  S.  ft  D..  1  m..  4%.  1936 

B«tte  EL  ft  Pov..  1  m.,  5%.  1951 

Cdif.  Gs.  ft  EL  Corp.,  BB.  ft  r.,  5%.  1037 

CfcL  TL,  I BL,  4%,  1923 

Ckte.  EL  nL.  1  m.,  5%,  1930 

CoBaun.  B..  1  n.,  5%.  1943 

I>eB:v«  (k.  ft  EL,  gn.ni.,  6%,  1949 

Detxoit  E&oa  EL  1  bu  5%,  1933 

Detroit  Midu.  Cy.  Gs..  go.  m..  5%,  1923 
Gd.  RsiidB  EdiiOB,  1  m.,  i.  f.,  5%,  1916 
Lodede  Qi.  Lt,  St.  L.,  Mo,  1  m.,  5%, 

1919 

Udede  Gm  U.,  St.  L..  r.  ft  ext.,  5%.  1934 
Lo8  Aflgeiet  Gt.  ft  EL  Corp.,  1  ft  r.  m., 

5f>,lS39 

MadwB  Bmr  Pow..  1  m..  5%.  1935. ... 

Bfiaa.  Go.  Lt.  1  gn.  m..  5%.  1930 

MflBt  PoB.,  1  ft  r .  m^  I.  f..  5%,  1943. . . 

N.Y.Tl,i.f.,  454%.  1939 

OkBihoEL  Lt  ft  Pow..  1  m..  5%.  1983.. 

Padfie  CoMt  Pov.,  1  bi..  5%.  1940 

Pidfie  Gw  ft  EL.  gn.  ft  r.  m..  5%.  1942. 
Portbfld  Go.  ft  Cdn:.  1  ft  r.  Bi..  5%,  1940 
Poryaad.  Om.,  On.  EL.  1  m..  5%,  1935. 

St  PatlGs.  U..  OB.  ext,  6%.  1918 

StRBBl(k.U.,gn.Bi.,5%.1944 

SeittkEL.ca.ftr.m.,5%.1929 

So.CUif^ Edboo.. gn. m..  5%.  1939. ... 

So.  Po«,  lm^S%,mO 

So.Wii.Pkyir..lBi..5%,1938 

Uo.ELLt  ft  Pov..  StL..  1  m..5%.  1932 
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100.000 
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5aooo 
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3aooo 
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50.750 

30.000 
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28.000 
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25.000 
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100.000 
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37.000 
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43,250 

40.000 

32.400 
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42.500 

100.000 

93,250 

100^000 

65,000 

25.000 

25.250 

25,000 

22,000 

30.000 

20,400 

50.000 
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isaooo 

127,500 

50.000 

48.000 

50,000 

45.125 

40,000 

84.000 

25,000 

23,875 

50.000 

35.500 

50.000 
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25.000 

25,125 

25.000 

23.000 

12,000 

11.670 

50.000 

45.125 

50,000 

49,500 

25,000 

24,500 

50,000 

51.000 

50.000 

50,500 

50,000 

50,937 

5OLO0O 

47,250 
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24,750 
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25,000 

50,000 
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25.000 
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25.000 
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25,000 
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50,000 
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BoiiM  AND  Stocks  Owim.— Coal. 

BoKDO.— ^<nU. 

Un.  EL  Lt  ft  Pow..  St  L^  r.  ft  ext,  5%, 

1933 

Utah  Pow.  ft  Lt.  1  m.,  5%,  1944 

Wash.  Wat.  Pow..  1  r.,  5%,  1939 

Stocks. 

Gt  No.  By.,  p 

No.Pac.  By. 

Twin  City  Rapid  Tran. 

Merchants'  N.  B.,  St  PSuL  Minn. 

On.  Adj.  Bur.,  N.  Y 

Underwriters  Salvage,  Chicago 

Sontbem  Adj.  Bur..  Atlanta.  Ga 

Western  Adj.  ft  InspectioD.  Chloago 


Par 

Market 

Value. 

Value. 

825,000 

123,250 

40.000 

37.800 

70.000 

70,000 

60.000 

76,300 

60,000 

7a800 

50.000 

48,500 

35.000 

87.600 

100 

100 

1,000 

1.000 

100 

200 

100 

200 

Totals  (book  Tshie,  88,306,203) 88,210,700  *88,016.010 


*Seeurities  as  per  oompany's  vahiations;  the  item  in  Assets 
is  based  on  ins.  dept.  Tsluations. 

MISCELLANEOUS:  In  1871  reoeiyed  for  calls  on  capital 
1120.000.  Capital  increased  in  1882  from  $400,000  to  $500,000. 
and  in  1914  from  $500,000  to  $1,000,000  bv  stock  dividend. 
Company  operates  under  lescrve  fund  law  of  Minnesota,  having 
deposited  a  special  reserve  fund  of  $260,000.  Conflagration  losses: 
Chicago.  1871,  $140,000:  Boston.  1872,  $76,000:  Baltimore.  1904. 
$172,094:  San  Franeisoo,  1906,  $1,233,357.  Vahiee  of  special 
deposits:  Can.,  $279,350;  Oa.,  $9,800:  N.  M.,  $10,200;  Va., 
$23^:  Mex.,  $750:  N.  C,  $21,000. 

DIBECTOBS:  C.  H.  Bigelow,  Jr.,  F.  B.  Bigdow.  Kenneth 
Clark,  H.  S.  Cole,  W.  B.  Dean.  H.  T.  Drake.  F.  A.  Fogg,  J.  W. 
Losk.  C.  P.  Noyes.  A.  W.  Perry.  C.  W.  Sexton,  J.  H.  Skmner.  V. 
M.Watkins. 

FIELD  MEN  AND  TEBBITORY  COVEBED:  General 
agents:  Christensen  ft  Goodwin,  San  Frandsoo,  Oal.,  managers 
for  ftkdfie  department^.  J.  Biehardson  ft  Scaia,  Baltimore,  Md., 
for  Md.  and  Del.:  O^rion-Bussell  ft  Co.,  Boston,  Mass.,  for 
Conn..  Me..  N.  H..  Mass.  and  R.  I.;  F.  Meraes  ft  Co.,  New  York 
City,  for  oentnl  and  southern  N.  Y.  and  n^  and  sJl  of  N.  J.; 
Covens  ft  Cage.  Houston,  Tex.,  for  Tex.  and  La.:  QP^i^  sgents: 
for  Cravens  and  Cage,  M.  K.  Coche.  Houston,  Tex.,  for  La.; 
Sam  0.  Smith  and  B.  L.  Laubenhom,  Houston,  Tex.,  for  central 
west  Tex.;  J.  C.  Roberts,  Waco,  Tex.,  for  central  east  Tex.;  John 
Burke,  DaHas,  Tex.,  adjuster  for  Tex.;  H.  C.  Crim,  DaUas,  for 
northeast  Tex.;  E.  J.  McCuIloudi,  Fort  Worth,  for  northwest 
Tex.;  R.  G.  Deacon,  San  Antonio,  for  southwest  Tex.;  Bates  Beed. 
Victoria.  Tex.,  for  Tex.  gulf  coast;  Quinlan  Adams,  Houston. 
Tex.,  for  southesst  Tex.,  and  Clarendon  Ions.  Amardlo.  Tex.,  for 
Tex.  farm  department  Special  jurisdiction  of  home  office:  AU., 
Ark.,  Colo.,  D.  C,  Fk.,  Ga.,  111.,  Ind.,  la.,  Kan.,  Ky.,  Mich., 
Minn.,  Miss.,  Mo.,  Neb.,  N.  M.,  N.  Y.  (W.  of  No.  Cen.  R.  R,). 
N.  C,  N.  D.,  0.,  Okla.,  Pa.,  (W.  of  No.  Cen.  R.  R.).  S.  C.  S.  D.. 
Tenn.,  Va.,  W.  Va.,  Wis.  and  Wyo.j  also  Ont.,  Que.,  Alta.,  Sask. 
and  Man.  provinces,  Canada.  A.  M.  Jack  ft  Son,  general  agents, 
Halifax.  Province  of  N.  S.  Special  agents:  R.  A.  Overpeck. 
D.  D.  Daly  and  C.  D.  Hayes  for  Minn.;  W.  J.  Sonnm.  J.  M. 
Allen  andli.  B.  Grossmitb.  Chicago,  HI.,  for  111.;  J.  P.  Burnley 
Kansas  City.  Mc  for  Mo.;  C.  L.  Montipmery,  Ottumwa,  la.,  for 
southern  la.;  £.  M.  McKinney.  Dee  Momes,  la.,  for  northern  la., 
B.  E.  Moreatt,  Denver,  Colo.,  for  Colo..  Wyo.  and  N.  M.;  W.  C. 
I^le,  Omaha,  Neb.  for  Neb.;  Van  Arsdale  ft  Osborne,  Wichita, 
£!aA.;  for  Okla.  and  Kan.;  J.  W.  Cunnin^m.  Birmingham,  Ala., 
for  Fla.  and  Ga.;  H.  A.  Sampson,  Richmond,  Va..  for  N.  C, 
S.  C,  Va.  and  D.  C;  A.  C.  Brunswold  and  A.  N.  Cooper,  Fargo, 
N.  D.,  for  N.  D.;  A.  F.  MilUgan,  W.  E.  Milfigan,  A.  H.  Sperry 
and  F.  H.  Streeter,  Aberdeen.  S.  D.,  for  S.  D.;  John  McOlure. 
St  Paul.  Minn.,  for  part  of  Wis.  and  part  of  Minn.;  D.  0.  Stine. 
Beedsburs.  Wis.,  for  part  of  Wis.;  C.  A.  Kelly.  Terre  Haute, 
Ind.,  for  Mich,  and  Ind.;  A.  I.  Macpherson,  Louisville.  Ky.,  for 
Ky.  and  Tom.;  W.  F.  Carroll,  Vicksburg,  Miss.,  for  Miss,  and 
Ark.;  Balph  Taylor,  Cohmtbus.  0..  for  0.  and  W.  Va.:  Chas.  H. 
Knoehe,  Pittsburg,  Pa.,  special  agent  for  part  of  PS  andN.Y.;  C. 
F.  Codoe,  chief  agent  for  Canada.  Winnepeg.  Man.  G.  A.  Sherritt, 
Toronto.  Ont,  special  agent  for  Ont.  and  Que.;  B.  DeLapp,  San 
Fnndsoo,  Cal..  general  adjuster  for  Cal.  and  Nov.;  George  T. 
Gray,  Sui  Francisco,  Cal.,  for  coast  and  bay  counties,  Cal.,  and 
Saeramento  Vallev;  J.  C.  Crooks,  Stockton,  Cal.,  for  San 
Joaquin  Valley,  Cal.  and  Nov.;  R.  N.  Loucks,  Jr.,  and  E.  B. 
Fladc,  Los  Angeles,  Cal.,  for  southern  Cal.  and  Aris.;  W.  F. 
Zwick,  Seattle,  Wash.,  for  west.  Wash,  and  west.  B.  C;  W. 
A.  Frasier,  Spokane,  Wash.,  for  eastern  Wash.;  northern  Ida.. 
and  eastern  B.  C;  John  B.  Fritschi,  Helena,  Mont,  for 
Mont;  L.  L.  Dibble,  Boise.  Ida.,  for  southern  Ida.  and  Utah; 
Fred.  Tebben,  Porthtnd,  Ore.,  for  Ore.;  G.  E.  Oneill,  San  Fran- 
cisco, Cat.,  special  agent  for  the  automobile  dept.;  special  agents 
for  Christenson  and  Goodwin's  te  rritory.  G.  L.  Eichelis,  Newark, 
N.  J.,  C.  A.  Ryerson,  Paterson,  N.  J.,  and  Lewis  H.  Spier,  New 
York  City,  for  F.  Merges  ft  Co.'s  territory.  Walter  T.  Jordan  and 
Thomas  E.  Glavin,  special  agents  for  Boston,  Mass.,  covering  the 
territoiy  for  O'firion,  RusBell  ft  Co.  The  company  operates  m  all 
the  States  except  Vt. 
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SAVANNAH  FIRE  INSURANCE  COMPANY,  Savannah,  Ga. 

Preeident,  KOb  B.  Lane;  Secretary,  W.  F.  Train.   Organiied,  1011. 


Y«AR 

AflKtB 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

LoBsee 
Paid 

Diyidends 

EiZpeofles 

Total  Ex- 
penditures 

Ldesa 
Incurred 

1015 

$189,993 
177,785 
168,816 

$14,018 

174.060 

tl3.A13 

$10,706 
16.610 
22.073 

$2,800 
3.790 
4.780 

$5,427 
4.380 
5.531 
5,626 
2,586 

$8,326 
8,170 

10,320 
6,427 

$4,399 

1014 
1913 

13.717           64.069i           11.331 
12.0aA             .M.OOO*            14.403 

1.001 
5,039 

1912 

157,213              8.022            47X011            11.4.14             12.fi37i                801 

1.608 

1911 

150.923 

1,306 

40.256!            2.1111            3.509 



;;.. 

2,5861               361 

Aasvre,  Dec.  31. 1915. 

Realestate $120,000 

Mort8»ge  loans 24.000 

Bonds  and  stocks . . .  12.305 

CoQateral  loans 15,800 

Cash 6.537 

Afents' balances....  7,066 

Interest  and  rents. . .  1,616 

Other  assets 2,670 


LuBiurncB,  Die.  31, 1015. 

Losses  unpud $1,500 

Unearned  prams 14,018 

Other  liabilities 415 


Total  liabifities. 
Capital  paid  up.. 
Net  surplus 


$15,033 

100,000 

74.060 


Total  assets $189,993       Total $189,993 


Underwriting  profit.  $3,385;  investment  profit,  $6,606. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$1,606,340;  premiums  thoeon,  $26,408. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$52,902;  losses  paid.  $11,376. 

REAL  ESTATE  OWNED:  The  company  owns  its  home 
oflSoe,  a  5-Btory,  fire  proof  construction  office  buikiinc.  valued  at 
$120,000.  The  rents  received  during  the  past  year  were  $8,487, 
and  the  expenses  were  $5,582. 

MORTGAGE  LOANS:  There  are  3  loans  aggregating  $24,000 
on  improved  land  in  Georgia,  valued  at  $52,500.  The  company 


hoMs  $37,000  of  fire  insurance  on  the  mortgaged  buildin^L   There 
was  no  interest  past  due  on  December  31,  last. 


COLLATERAL  LOANS  are  as  foUows: 

SBCURXmBB. 

Savannah  Bk.  A  Tr.  stk 

Brunswick  Bk.  ft  Tr.  stk 

Savannah  Bk.  k  Trust  Co.,  stk 


Market 

Value. 
$825 
7,650 

16JS00 


Amount 

Loaned. 

$800 

5,000 
10,000 


Totals. 


$24,975        $15,800 


BONDS  OWNED: 


Savannah  City,  1950,  4H%- 
Liberty  Co.,  n.,  1915.  8%... 
Georgia  Stete,  1045,  4>i%- . 


Pw 

Value. 

$1,000 
4,000 
7.000 


Market 

Value. 

$1,050 
4,000 
7,420 


Totals. 


$12,000        $12,470 


DIRECTORS:  R.  S.  Cope,  Gordon  L.  Groover,  John  H. 
Hunter,  Mills  B.  Lane,  B.  H.  Levy,  Joe  D.  Myers.  John  F.  Paulsen, 
H.  L.  Richmond,  H.  P.  Smart,  W.  F.  Train,  B.  H.  Wright,  Albert 
Wylly.  W.  H.  StilweU. 

TERRITORY  COVERED:  The  company  operates  in  Ga.  only. 


SEABOARD  FIRE  INSURANCE  COMPANY,  Atlantic  City,  N.  J. 

Pkeodent,  Theo.  J.  Lapres;  Secretary  and  General  Manager.  James  B.  Springer.    Reorganised,  1910. 


Unearned 

Net 

Net 

YSAA 

Assets 

Premiums 

Surplus 
$11,550 

Premiums 

1915 

$66,470 

$4,464 

$6,348, 

1914 

65,970 

4.332 

11.219 

6.036' 

1913 

65,602'            4.313 

9,844 

6,133 

1912 

63,762             4,480 

7,784 

6,553 

1911 

50.808!            4.216! 

5.169 

6,402 

Total 
Income 


Paid 


Dividends 


$9,552 

$3,864 

9,523 

3,707 

9,801 

2.001 

9,710 

1,224 

0.440 

2,189 

3,000 
3.000 
3,000 
3.000 
1,500 


Total  Ex- 
penditures 


$2,453< 
2,419i 
2,587 
2,621 
2,532 


$9,317 
9.126 
7.678 
6.845 
6.221 


Losses 
Incurred 


S3.864 
3,707 
2,001 
1.224 
2.189 


AsnTB,  Dbc.  31, 1915. 

Mortgage  ktans $52,750 

City  sq.  land 4.000 

Cadi 7.373 

Agento'  balances. . . .  1,255 

Interest 1,092 


LiABiurm,  Due.  31. 1915. 

Unearned  prems...        $4,464 
Other  liabmUes....  456 


Total  liabiHties. 
CajMtalpaid  up. . 
Net  surplus 


$4,920 
50.000 
11.550 


Total  assets $06,470       Total . 


$66,470 


RISKS  AND  PREMIUMS:    Fire 
$558,100;  premiums  thereon.  $8,941. 


m  force.  December  31, 


BUSINESS  SINCE  ORGANIZATION:  Pramiums  received, 
$85,306;  losses  paid,  $12,564:  dividends  declared,  cash.  $14,900. 

MORTGAGE  LOANS:  There  are  18  loans  aggreg»ting  $52,750. 
and  are  all  first  liens  on  improved  real  estate  valued  at  $87,650. 
The  company  holds  $53,650  of  insurance  on  the  mortgaged  build- 
ings.  $^  <^  interest  overdue  December  31,  last. 

MISCELLANEOUS:  This  company  was  incorporated  as  a 
mutual  ooinpany  in  August,  1907.  it  was  reorganised  as  a  stock 
company,  February  23.  1910,  with  a  capital  of  $50,000.  The 
company  is  licensed  only  in  N.  J.  and  appoints  no  agents. 

DIRECTORS:  Theo.  J.  Upres,  James  B.  Springer,  Edward 
W.  Hunt,  WUHam  F.  Shaw,  Walter  T.  Reed,  Job  MatSs,  J.  Monis 
Reeves,  Harvey  S.  Justice.  Benj.  E.  Harris,  Wilbur  S.  Dickesim. 


SECURITY  INSURANCE  COMPANY,  Cincinnati,  O. 

Preadent,  Fhmk  A.  Rothier;  Secretary,  Adam  Benus;  Assistant  Secretary,  F.  C.  Barton.   Organised,  1881. 


Ybar     Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Pkid 

Dividends      Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915  i     $399,761 
1914  !       372,630 
1913  1       349.636 
1912         350.770 
1911  1       356,804 

$123,063 
123.478 
113.806 
111.806 
111.551 

$114,395 
86.054 
75.358 
80.879 
83,377 

$101,981 

110,429 

101.726 

96.319 

96.622 

$118,257 
125.708 
116.333 
110,812 
110,817 

$34,350 
34,131 
44.607 
41.065 
54.303 

$9,000         $54,196 
9.000           53.033 
9,000!          47315 
9.000           47,219 
9.000           47.258 

$07,546 
96,164 

101.422 
97.284 

110,561 

$32,373 
35,143 
45,183 
37.410 
48,303 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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SECURITY  INSURANCE  COMPANY.  Cincinnati,  O. —Continued. 


Aaam.  Dk.  31, 1015. 

BoadBVHlfltoeki...     f3S5.909 
Cdbtanllous 4.300 

CtA aojTo 

AgeDtt'bthMfli....         18.392 
btenrt. 800 


LiABnima,  Dk.  31, 1015. 

Lonea  unpaid 95,176 

Unearardprani....       123.063 
Other  fiaUfitieB 6,227 


Total  fiabUitics. 
CkpHalpaidap. 

Net 


1135,366 
150.000 
114,305 


Tiilal 


$399,761       Total 1309,761 


RISKS  AND  PREMIUMS:  V\n  rUca  in  force.  Deoaaber  31, 
tS.9M.t03:  prcBuoma  thereon,  $241,497. 

BUSINESS  SINCE  ORGANIZATION:    Premiams  reeeired, 
a»S.eOO;  kMna  paid.   $1,687,665;  dividende  deckied.  earii. 

mum. 


OOUATERAL  LOANS  ar«  as  foUom: 
SacrBiraa. 

EarekaP.AM.lBa 

TclfdB,  Bo«L  0.  A  So.  Te.,  com 

CahjBbiaGaa  ft  EL  stk 

Gl  B<at  Slore  Btk 

EBRiaF.ftM.lv.  stk 

T«tBb 

BOXDS  .\ND  ST0CE:8  OWNED: 

BOHSS. 

UdHata,  Okk^  wat.  ft  ar..  5% 

Soewta,  X.  M.,  wat.,  5% 

n3taa.0k!a^wat.wka^5% 

Pk«fcQaka.Okk^  se.  dis.,  6% 

C1wt,0kk,«.,6% 

Pbrtahi.N.M..wat.wk8^6% 

Dnet  Oida.,  «at.  wlcs^  5% 

Maheopa  Co.,  Aria.,  se.  dia..  5% 

Me.\I«iw.  ac  5% 

CWhbd.  N.  M.,  le.,  6% 

Pacesa.  Okk,  sc,  6% 

MoiiCa.N.M..acdia. 

Atoki,  LT.,  sc  5% 


Market 

Value. 

$1,000 

465 

1.600^ 

400 

2.000 


$5,465 


Piftr 
Value. 
$5,000 
11,000 
1.000 
5.000 
1.000 
4,000 
2.000 
5.000 
3.000 
2.500 
3.000 
1.500 
1,000 


Amount 

Loaned. 

$700 

2.000 

1.500 


$4,200 


Market 
Vahie. 
$5,500 

11,000 
1.060 
5.500 
1.140 
4.520 
2.140 
5.400 
3.240 
2.850 
3.345 
1.509 
1.044 


BONM  AMD  SrOCEB  OWKVO. — CoiU. 

Bonds. — Coat. 


%. 


Hennessey,  Okla.,  wat.  wks.,  6' 
Stocks. 

an.,  N.  0.  ft  T.  Pae.  R.  R.,  eon 

Col.ftXeniaR.R 

Gin.  Tob.  Whse.,  1  p 

Cy.  ft  Subn.  1  g.  Assn 

CWve.  ft  Pitts.  R.  R.,  p 

Fms.  ft  Shippers  Leaf  Tob.  Whse.,  1  p.. . 

an.GasftEl , 

Citisens  Nat.  Bank 

53d  Nat.  Bank 

Gennan  Nat  Bank 

Grand  Hotel 

Scioto  Val.  Tc  Ip 

Gin.  Inter  Tm.  R.  R.  gr.  1  p 

1st  Nat  Bank 

Eureka  F.  ft  M.  Ins 

Fourth  Nat  Bank 

Gin.,  Newport  ft  Covington  Lt  ft  Tc., 

oom 

Cin,  Dayton  ft  Tol.  Te 

Nat  Bk.  of  Commeroe 

2nd  Nat  Bank 

CSn.,  Newport  ft  Covington  Lt.  ft  Te.,  p. 

1st  Nat.  Bank,  Norwood 

Cin.,  N.  0.  ft  Tex.  Pac.  R.  R.,  p 

Western  Ad.  ft  Insp. 

Ohio  Tc  p 


Par 

Market 

Value. 

Value. 

$2,000 

$2,340 

5.000 

12.250 

2,750 

5.637 

4,400 

1.760 

23,450 

47.486 

800 

1.296 

2.500 

2.550 

47.600 

36.663 

10,500 

19.960 

12.000 

23,400 

5.000 

14,000 

17.700 

13.275 

2.500 

2.581 

5.000 

4,700 

17.500 

35.000 

8.900 

17,800 

10.000 

27.000 

6,500 

5.525 

5,000 

1.000 

6.000 

10.800 

9.000 

9.270 

7,500 

5.560 

500 

025 

2,600 

2.678 

100 

200 

5.000 

4.000 

Totals  (book  vahie.  $366,704) $264,800      1355,900 


MISCELLANEOUS:  Conflagration  loss:  San  Franeiaoo,  1906. 
$25,005. 

DIRECTORS:  H.  H.  Meyer.  W.  B.  Carpenter,  Michael  Ryan, 
F.  A.  Rothier.  Adam  Benus,  C.  C.  Rothier. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  C.  Kk)ek- 
sien.  Stote  agent  for  Mich.;  Ri^n  B.  Heaton  and  Chas.  Benus^ 
qiedal  agents  for  O;  Arthur  J.  Davis,  for  Wis.,  and  0;  Chas 
Benus.  for  111.  The  oompanj  operates  in  111.,  Ky.,  Mich.,  0.  and 
Wis. 


SECURITY  FIRE  INSURANCE  COMPANY,  Davenport,  la. 

Fkesidettt  Jas.  W.  Bollinger;  Secretary,  M.  C.  Hinseh.  Organised,  1883. 


Yua 


Unearned   i        Net  Net 

Prenuuma       Surphis       Premiums 


1«5 

M0.100' 

3374,168 

I§14 

637,858 

375,813 

lv»1.3 

629.220 

343.409 

1912 

589,229 

304,859 

:»ii 

1 551.391 

255,170 

$70,034' 
50.602 
66.017 
71.392 
86.818 


$232,299 
253,683 
246.568 
229.783 
176.950 


Total 
Inoome 


Losses     I 
Paid       i  Dividoids 


$263,050 

283,728 

275,376 

257.104 

t274.397 


$102,449. 
124,054 
107,327 

85,792; 

89.651, 


Total  Ex- 
Expenses      pendituree 


Losses 
Incurred 


$24,000< 
24.000 
24.000 
22.000 
40.000 


$113,992 

118,065 

113.828 

111.064 

86,563 


$240,441 

$103,820 

266.119 

126.233 

245.155 

103,715 

218.856 

88.825 

216.214 

88.313 

t  laebdea  $75,000  surphis  paid  in.    t  Includes  notes  for  premiums. 


Dae.  31, 1915.             Lumlribb.  Dk.  31, 1915. 
Ralotote $44,730    Loasesunpaid $10,868 


MoRfieeioans 

aeak 

Ca* 

A^sti' babaeei 

lBl3«i» 


Total 


414.845 
5.000 

116.873 
40.933 
12.754 
25.055 


Unearned 
Other  lial 


Total  liabifities. 
Capital  paid  up. . 
Net  surphu 


374,168 
5.121 

$390,157 

200,000 

70.033 


$660,190       Totol $660,190 


Cadervritiag  profit  $18,859;  investment  profit  $24,572. 

RKE8  AND  PREMIUMS:  Fire  rUcs  fai  foree.  Deoember  31. 
$50.;«,42l;  prauoms  thereon,  $604,420. 

BCSINEaS  SINCE  ORGANIZATION:  Piemiums  reeeived, 
t3.1S3,54&:  hma  paid,  $1,260,550:  dividends  declared,  cash, 
$24»i43:  nock.  $75,000. 

REAL  ESTATE  OWNED:  Consists  of  Davenport  City  lot 
>A^iKBeoffeebttihfing.vahied  at  $44,730.  Net  inoome  last  year. 
$2,617. 


MORTGAGE  LOANS:  There  are  86  knns,  aggregating  $414, 
845,  protected  by  first  liens  on  la.  farm  and  rnJ  estate,  and  a 
few  Minn.,  Mont.,  N.  D.,  S.  D.,  and  lU.  farm  prop^ies,  vahied 
at  $1,310,470.    The  company  holds  $105,150  of  insurance  on  the 
mortgaged  buildings. 

STOCKS  OWNED:  The  company  owns  50  Bhare(>  of  the  Tri 
City  Button  Co.,  of  Davenport  la.,  6%  preferred  stock,  the 
market  value  of  which  ia  $6,500. 

MISCELLANEOUS:  Capital  increased  in  1897  from  $25,000 
to  $100,000  by  stock  dividend,  and  in  1911  capital  was  increased 
to  $200,000  and  $50,000  added  to  surphis. 

DIRECTORS:  M.  C.  Hmseh.  H.  Schroeder.  R.  Rohlfs,  P. 
Hinseh.  L.  M.  Marks,  J.  W.  Bollinger,  R.  J.  Clausen. 

FIELD  MEN  AND  TERRITORY  COVERED:  Paul  Hinach, 
Davenport;  M.  F.  Yakish,  Cedar  Rapids,  la.;  Bradford  Murray. 
Cincinnati,  0.;  K.  P.  Gohhnann,  Lyons,  la.;  J.  M.  Ingle,  Bondu- 
rant  la.; W.J.  Shumway.  Stevens  Point  Wis.;  J.  M.  Shepberd. 
Oakluid.  111.  The  company  operates  in  la.,  lU.,  Ind.,  O.  and 
Wis. 
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SECURITY  INSURANCE  COMPANY  OF  NEW  HAVEN, 

New  Haven,  Conn.f 

PreflidflDt.  John  W.  AUing;  Vioe-Prasdent,  E.  O.  Stoddard:  Secretary,  Victor  Roth;  Aanstaat  Secretary.  WilfiB  Fttfker.  Oivaniaad,  1841. 


Unearned 

Net 

Net 

Total 

Loflsee 

Total  Ex- 

Losses 

Ybab 

AflsetB 

Premiuinfl 

Surphia 

Premiums 

Inoome 

P^ 

Dtyidende 

Expenses 

penditures 

Inourred 

1915 

$4,283,506 

12.265.940 

$732,734 

$2,487,288 

$2,679,261 

$1,536,044 

$80,000 

$1,018,193 

$2,634,237 

$1,586,491 

1914 

4.173.901 

2,150,543 

794.712 

2.089.974 

2.270.146 

1.236.781 

90.000 

878,499 

2.205,280 

1.250.953 

1913 

4.104.636 

2,086.791 

802.506 

2.119.252 

2.297.599 

1.117.761 

100,000 

916.359 

2.134.120 

1.107.164 

1912 

4,074.447 

1.951.937 

896.217 

2.021.794 

2.185.600 

1,029.030 

119.000 

860.924 

2.008.954 

1,023^12 

1911 

3.916.120 

1,744.283 

940.287 

1.815,311 

t2.234.848 

020.388 

84.000 

786.7021      1.791.090 

935.481 

t  Inohides  $300,000  premium 

AflSiTB,  Die.  31, 1915. 

Realestate $265,000 

Mortgage  loans 380.700 


on  new  stock  in  1911. 

LiABiums,  Dbg.  31, 1915. 
LooBesunpaid $242,544 


Bonds  and  stocks. 

Cash 

Agents'  balances. . . 
Interest  and  rents. . , 
Other  assets 


3,089,710 

122,974 

358.823 

42,496 

35.507 


Unearned  prems. 
Other  liabffities. 


2.265.940 
42.288 


Total  liabilities. . .  $2,550,772 

Capital  paid  up 1,000.000 

Net  surplus 732.734 


Total $4,296,140 

Excess    spec.    dep. 
mkt  Tal. 12.534 


Totol 


$4,283,506       Total. $4,283,506 


Underwriting  loss,  $237,614;  investment  profit,  $266,850. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force,  December  31. 
$436,417,449;  premiums  thereon,  $4,400,670. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  recdved, 
$33,255,974:  losns  paid,  $19,223,789;  dividends  decbued,  oaih, 
$1,357,281;  stock,  $50,000. 

REAL  ESTATE  OWNED:  Comprises  the  company's  office 
building,  at  Efan  and  Chtuvh  sts^  of  which  the  book  value  is 
$175,178  (carried  at  $200,000)  and  a  lot  with  building  for  western 
department  headquarters,  at  North  Wyman  and  Peach  sts^ 
Rockford.  IIU  which  cost  $64,398  and  is  carried  at  $65,000.  Both 
are  unincumbered.   Net  income  last  year  $12,441. 

MORTGAGE  LOANS:  There  aie*45  loans.  i«greBating  $380.- 
700.  and  protected  by  properties  (mostly  in  New  Hayen)  esti- 
mated to  be  worth  $855,135.  upon  which  the  company  holds 
$503,900  fire  insurance. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

Atlanto.  Ga.,wat.wks.,  1931-3. 3H%..  $10,000  $9,150 

New  Haven,  Ck>nn..  1917,  3H% 12.000  1 1.880 

New  York  Cy..  1954.  3H% 20.000  17.600 

N.  Y.  Cy.,  1917,  3% 20.000  19,575 

New  York  Cy.,  1956.  4% 40.000  39,500 

Norfolk.  Va..  1932, 4% 10.000  9.400 

Norfolk,  Va..  imp..  1936.  4% 25.000  23.250 

Richmond.  Va..  193843.  4% 18.000  17.100 

Winston-Salem.  N.  C.  gn.  mun..  1944. 5%  20.000  21.400 

A..  T.  ft  S.  Fe  R.  R..  ad.,  1995.  4% 25.000  21.875 

Atl.  C.  L.  R.  R..  1  cs..  1952. 4% 20.000  18.700 

B.,  L.  ft  Un.  (N.  Y.)  St  Ry.,  1  m..  1925. 

5% 10,000  10,000 

B.  Ry.  Lt.  ft  Pr..  1954,  4H% 20.000  17.600 

Bridgeport  To.,  1  m..  1923,  5% 10,000  10.200 

C.  ft  EriU.R.R^lc8.m.,  1934.6%...  20.000  20.850 

C.ftE.IlLR.R..r.,1955,4% 30.000  7,650 

C.  ft  E.  lU.  R.  R.,  gn.  cs.  1  m.,  1937.  5%  10.000  8.150 

C.  ft  E.  111.  R.  R..  ree.  ctf.,  1916.  6%. . . .  20.000  20,000 

C.  Rys.,  I  m.,  1927,  5% 75,000  72,750 

C.  R.  Is.  ft  Pac  r.,  1934.  4% 20.000  13,200 

C,  R.  Is.  ft  Pac..  gn.  m..  1988.  4% 2.000  1.700 

C  C  C.  ft  St.  L.  R.  R,  1993.  4% 22.000  17.930 

Conn.  Ry.  ft  Ltg..  1  r.  m..  1951.  4H%  • .  28,000  28,000 

(3s.  Ry..  d.,  1954.  4% 6.000  4.860 

Cs.  Ry..jBr.  d.,  1956.  4% 30.000  24.800 

Dels,  ft  H..  cv.  g.,  1935. 5% 4.000  4.250 

Erie  R.  R.,  n.  cs.  pr.  In..  1996.  4% 30.000  25.800 

Erie  R.  R..  gp.  b.  reg.,  1996.  4% 10.000  7.600 

Kansas  C^.,Tt.  3.  ft  M.,gtd.  r.m.,  1936. 

4% 50,000  38.500 

Kansas  (>..  Ft.  S.  ft  M..  cs.  m..  1928. 6%  4.000  4.440 

L.  Is.  R,  R..  1  m.,  gr.  r.,  1949, 4% 20,000  17.500 

L.  ft  N.  ft  S.  i..  1952.  4% 30.000  24,600 

Meriden  Horse  R.  R..  1  m.,  1924.  5% . . .  12.000  12.240 
M..  H.  ft  F.  Mass.  St.  Ry..  1  m.,  1918. 

►  5% 5.000  4,900 

M.  ft  St.  L.  R.  R..  1  m..  1949. 4% 18,000  10.350 

M.J:  St.  L^^R..  1  cs.  m..  1934,  b%...  10,000  9,000 

X  (>)nneciicut  standard. 


Bonds  avd  Stocks  Ownbd.— ^onf. 
BoNDa.— CoiU. 

Mo.  Pho.  R.  Rm  ooI.  tr.  1917-20,  5% 

Mo.  Pac.  R.  R..  cs.  1  m.  ctf.  dep..  1920, 

6% 

N.  Y.,  N.  H.  ft  H.  R.  R..  d..  1956.  4%. . 
N.  Y.,  N.  H.  ft  H.  R.  R..  cv.  d..  1948. 6% 
N.  Y..  N.  H.  ft  H.  R.  R.,  d..  1955.  4%. . 

N.  Y.  S.  Rys.,  1962.  iH% 

N.  ft  W.  Ry..  cv..  1938.  4H% 

No.  Pac.  R.  R..  gn.  In.,  2047.  3% 

Ore.  8.  L.,  gf.  r.,  1929.  4% 

P.ftE.R,R..  Im.,  1940.4% 

Reading  Co.  J.  C,  ool..  1951.  4% 

St.  L.,  I.  M.  ft  So.  Ry.,  1  m.,  1933.  4%. . 

So.  Pnc.  R.  R..  ool.  tr..  1949.  4% 

So.  Ry.  M.  ft  0.,  ool.  tr.,  1938,  4% 

So.  Ry.,  1  m..  1994.  5% 

So.  Ry..  1956. 4% 

Third  Ave.  N.  Y.  Ry..  1  r.  m.,  1960.  4%. 
Third  Ave.  N.  Y.  Ry..  ad.  inc..  1960.  5% 

Tri-C.  Ry.  ft  Lt.,  col.  tr.,  1923, 5% 

Un.  Rys..  St.  L.,  1  m..  1934.  4% 

Un.  Tr.,  Albany,  cs.  m.,  2004.  4^% 

Wabash  R.  Tr..  1  m..  1931,  5% 

Ailing,  C.  B.,  Realty.,  1  r.  m..  1933.  5%. 

Amer.  Tl.  ft  Tg.,  cv.,  1933.  4H% 

Amer.  Tl.  ft  Tg^  1929,  4% 

Bullard  Maoh.Tool.  1  m.,  1919.  6% 

Cent.  Leather.  1  In.  g..  1925,  5% 

Chi.  Tl..  1  m..  1923.  5% 

Cs.  Gas.  N.  Y..  cv.  d.,  1920,  6% 

Cs.  Gas.  El.  Lt.  ft  Pr.,  Bait.,  1935.  4M% 
Cumberland  Tl.  ft  Tg..  1  m.,  1937.  5%. . 
Elmira  Wat..  Lt.  ft  R.  R.,  os.  m.,  1956, 

5% 

Gas  ft  El..  Bergen  Co.,  gn.  m.,  1954.  5% 
Gas  ft  El..  Bergen  Ck>.,  cs.,  1949,  5%. . . . 

General  EL,  g.  d.,  1952,  5% 

General  Rubber.,  g.  d..  1918.  5% 

Georgia  El.  Lt..  1  m..  1930,5% 

Highwood  Con  g.  m..  1924.  6% 

Hocking  Val.  Prod..  1  m.,  1961.  5% 

Intemat.  Silver,  1  m.,  1948.  6% 

Intematl.  Steam  Pump.,  1  b..  1929,  5%. 

Kansas  Cy.  Home  Tl..  1923.  5% 

Laclede  Gas  Lt.,  (St.  L.),  r.  ft  extn.  m. 

1934  5% 

Mich.  State  ti.;  1  in.!  1924,  6%. ."." '.'.'.'.', 

Minn.  Gn.  El..  1934,  5% 

Mortgage  Bond.  N.  Y..  1966.  4% 

Newark  (N.  J.)  Cs.  (jsSh  1  m.,  1948.  5% 

New  Eng.  Tl.  ft  Tg..  1932.  5% 

N.  H.  Hotel  m..  1910.  6% 

New  IxHidon  Gs.  ft  El.,  1  os.  ft  r.  m., 

1933.5% 

New  Milford  Pr..  1  m..  1932.  5% 

N.  Y.  Gas.  El.  Lt..  Ht.  ft  Pr.,  1949.  4%. 
N.  Y.  Gas.  El  Lt..  H.  ft  Pr..  1  m..  1948, 

5% 

N.  Y.  ft  QateoB  El.  Lt.  ft  Pr.  I  m.,  1930, 

5% 

N.  Y.  Tl.,  1  ft  gn.  m.,  1939.  4H% 

Niagara  Falls  Pr..  1  m.,  1932,  5% 

OusBtonie  Wat.  Pr..  1  m.  r.,  1934.  6%. . 
Pac.  Tl.  ft  Tg.,  «>1.  tr.  1  m..  1937,  6% 
People's  GasLt.  ft  Coke  (CHii.).  r.  m.. 

1947.5% 

So.  Bell  Tl.  ft  Tg..  1  m..  1941.  5% 

Undrs.  Bld^..  1  m..  1928,  5% 

United  Fruit,  s.  f.  d..  1923-5.  4H% 

United  III..  1940.  4% 

U.  8.  Rubber.,  ool.  tr..  1918.  6% 

U.  8.  Steel,  s.  f..  1963,  5% 

Western  El.,  1  m..  1922.  5% 

Western  Tl.  ft  Tg..  col.  tr.,  1932,  5%. . . . 

Western  Un.  Tg..  col.  tr.,  1938.  6% 

Wotem  Un.  Tg..  f.  ft  r.  e.  m..  1950. 4^% 


Par 

Market 

Vahie. 

Vftlue. 

$30,000 

$25,425 

10,000 

10.000 

9.000 

7,290 

10.000 

11.650 

21.000 

17.010 

40.000 

34.000 

3,000 

3.660 

30.000 

19.725 

20.000 

18.550 

10.000 

6.800 

25,000 

23.781 

50,000 

35.125 

36,000 

31.095 

40.000 

31.300 

40.000 

41.100 

20.000 

14.300 

10.000 

15,770 

24,000 

19.260 

20.000 

19.850 

30.000 

21,000 

30.000 

26.400 

4.000 

3,640 

8.000 

8.000 

27.100 

29.132 

41.000 

37.310 

12.000 

12.000 

35.000 

35.350 

15.000 

15.300 

17.500 

22.137 

20.000 

18.100 

30.000 

29,775 

10,000 

9.700 

20.000 

19.000 

5.000 

5.000 

9.000 

9.300 

30.000 

30,150 

20,000 

30.000 

30.000 

30.000 

7.500 

3.175 

21,000 

23,995 

10.000 

7.500 

10.000 

9.075 

30.000 

30.450 

45.000 

45.000 

20.000 

20.300 

18,000 

16.200 

10.000 

10.350 

25.000 

25.312 

50.000 

50,000 

15.000 

15.000 

29,000 

29.390 

30.000 

25.500 

17.000 

17.850 

25.000 

25,250 

30.000 

20.550 

31,000 

31,116 

22.000 

22.000 

50,000 

60.000 

30.000 

30.037 

50,000 

40,875 

16.000 

16.000 

40.0QO 

38,709 

20.000 

10.300 

20,000 

30.575 

50.000 

53.250 

35.000 

35.875 

50,000 

40.500 

20.000 

20.300 

49.000 

45.305 

REPORTS  OF  FIRE  INSURANXE  COMP. 


SECURITY  INSURANCE  COMPANY  OF  NEW  HAVEN,  New  Haven,  Conn.— Con*. 
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DIRECTORS:  JiKilA.  Bpn^.jDliDW.  AIK[i|(.&.a.Sl«ld>iKt. 
John  T.  Miutru.  Chu-B.  NtttMon.  JusS.  HosinEwiy.  D. 
A.  Blaknln.  Eli  WliitiHT,  J.  T.  Mma.  louii  E.  SloUini 
Amoo  A,  Albof. 


FIELD  MEN  AND  TERRITORY 
R.  H.  M.  Sluul,  niml  Hcnl.  Pbi 
Md.,  D.  C.  ud  So.  N.  J,:  C.  A.  Etroeb 
Cily.  For  No.  N.  J.  ud  N.  Y.  Sutu 


.  P».-  I 


E.  Pi,  Dd.. 


l&in,  Pm_  for  W.  P».  Md  W.  Vn.; tpeM  tgnt, 

on.  MuL.  lor  New  Ei^kiid:  9.  R.  CbUfaey.  iind  i(nl, 

Hivn.  Coon,  [or  Coon.;  Hunld  S.  Guy.  qwill  IfOlt. 
Ileum,  CaDn^  for  Conn.;  I.  U.  Norrii,  tpgoial  M«t, 
mbui.  Ohio,  for  Ohio;  W.  P.  Johnmi.  Eut>  iceDt.  LoukviUk 

for  Tsnn.  uid  Kv.i  H.  B.  OriAn.  ipKUil  (Knt.  KUchn 
.    WeaUTD  deiiutm«it 


Cilr,  Smb..  for  K*n 
8.  D..  for  S.  D.;  L, 

Ariw,MicJi;E.T.Ti 


:..  U.  ud  Mh 
EST,  RockFord 

sfi  lU.;  E.  L  ,..„ 

ind  Vim.:  r.  1.  Dudler.  "P"^*!  M 
i.  A.  Din.  StaK  uent.  MIdbh 

id  R.  D.;  J.   P.  WolS.  ipkU  .*- 

I  .kH  .if  n  .  w.  E.  Griffilh.  SUIe  Ment.  Kuai 

C.  J.  Polter.  ipecial  •fcnl,  Milekell. 

C.  A.  WcbnuyFT.  Suu  tgcnt  fo  Mkh.,  it 


1.  Mina..  for 


,l^Pw;LfcIU.;M.T.jM 


Ind.:  J.  A.  Siillnl 
Gout  dcnnmnit: 
FniKHco,  C>l,:  E 
Francuco.  C»l.;  R. 


L  lot  Ind.    Ptrifie 


-  Gfttf  bel.  ipeciBl  uenl,  Loe  Aimim*.  Cal..  lor 
C.  R.  Ktfni.  ipniiil  Mm'.  HFleu.  Mont..  For 

Ida.;  E.  A.  tVwcu.  Kwy  uent,  PorUtnd, 

Ore.,  for  Ore.  ud  Wuk.  SDulhtfD  depwuneni:  Jaoae  and 
Allinta,  Ga.;  J,  W.  Conn,  v^al  ifaX. 
i  FIl:  J.  Hunler  WUte.  epecia]  agent, 
nd  N.  C.  SquthiMteni  department; 
agent.  Dallas.  Tei.  The  compaiir 
oF  the  ITnitri  Sisln  ei«p(  N.  M.,  N". 


Dumacerv.  , 
Ga.7forG. 

nonou.  V>.,  for  Va. 

T.  A.  MannioB.  eena 


SENECA  FIRE  INSURANCE  COMPANY.  Buffalo.  N.  Y. 

Hiat.  VilhaB  F.  Kuting;  Seerrtaiy,  A.  H.  Tracy,  Jr.;  Aawtaoi  Sonrtorj.  P.  Q.  En»».    IncorpomHid.  Ill 

I'Hamed  I       Net       I       Net       I      Total      I      Louea     I  I  I  Total  Ei- 

eli      Ptrmiajv      Surphie       Fmniuau       Income    |       Pvd       j  Dividendi  |    Ripea.va  [  pendjtuna 


IUU»       s».tn\     tmSMi] 


_jmM»] 18.101 

jtiiLmii.  Dir.  3' 


t8.0<»         ta3.2»         «1.I0T         ULtW 


7       Total  babilil 


Total MU39 

.>L>v^4NQ  PREUIl-US:   nre  rkki  in  fvH,  DHemba  31, 
'■■»•»,  jnmaa  ihmaa.  I7l,»8. 

KaXES  SINCE  ORGANIZATION;    Pnnohmii  reoeivod, 
mid.  I2I.H7;  diTidotta  dadaivd.  eaiU,  tS.DOCr. 


BUM; 


L  My  7  ioaa  iiiiHd  IMDD  ii 


BONDS  OWVED; 

.  r..  IfilMS  . . 


(lb,  Cy.  Pk.,  1»17- 
leva  Spl.  Approb..  1 
V.  Cy,  a.  ilk..  I«l 


U2.mi) 
NAM 


Tolali 
MISCELUNEOUS: 


mi-K 

lue,lllS,7Si).,, 


I147,2M      1191,114 


1012.  boRin  UaDMotbtf  a  feowal  fin 
mtb  tWO.OOO  capital  Iu1ly  pud  up  aodi. 
sRil  it  wiU  eofl&De  ita 


1300,000  initial  (aih  Hirpli-. 
operatJoniloN,  Y.  andPa. 

DIRECTOaS;  A,  H.  Burt,  Chriilian  Flierl.  Wm.  F,  Kai 
Iduii  Kinkel.  F.  A,  Mendlein,  Jamb  F,.  Muelln.  Ocone  C,  R 
Jolm  B.  Schaeler.  A.  E.  Tracy,  Jr.,  D.  L.  Tuttlo.  Cbaa.  H.  Wi> 
man.  Conrad  Flieri.  Jr.,  Wm.  L.  Henricb,  A.  A.  Adamy  and  1 


SH.WNEE  FIRE  AND   MARINE  INSURANCE  COMPANY,  Lima,  O. 

Tle^l>inHFireandUariBeliaibeenorganlRdatLima,0.,  I   F.  B.  Cotnv  oF  Laiayello.  G.  A.  StaulFer  cd  Ottawa,  and  John 

*^>?ini]  Hock  oflinOOOud  I  njj^o(tM.«n,  according  G.  Heinrichol  ITapakaDcta.   Recent  advica  an  to  Uk  eCect  that 

■0  m  pfaia  TV  mrpotatcn  iaehide  Etaner  D.  Webb  o<  Lima,  I  the  project  ol  devdopiiii  tliil  company  hai  been  abandoned. 
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SOUTH  CAROLINA  INSURANCE  COMPANY,  Columbia,  S.  C. 

P»«mleiit,  Edwin  Q.  Sdbek;  Seeretwy,  John  J.  Sei*bda.  OrgMUMd.  1910. 


Yb4r 

AflKtS 

Unearned 
Ftanhuna 

Net 
Surplus 

Not 
Ftanhuna 

Total 
Income 

LOOMW 

Pkud 

Dividends 

Expenses 

Total  Ex- 
pentfitores 

LoeRs 
luouiied 

1915 
1014 

$142h'WA 
136.283 
135.634 
130,642 

$23,651 
29.054 
28.830 
2i.l7A 

$58,106 
54.057 
53.071 
50.651 
50.389 

$33,674 
34.515 
34.543 
32.305 
25.701 

$42,492 
42.812 
42.477 
38,780 

*56.202 

$21,003 

25.745 

22.739 

14.911 

6.232 

$1,500 

$14,285 
15,883 
14.747 
12,683 
10.685 

$37,688 
41.608 
37.486 

$26,154 
25.956 

1913 

9ILASA 

1912 

27JS94           20.727 

1911 

118.880           WM 

16.917            8.213 

*  Includes  $25,793  sorphis  paid  in. 


AsnnB.  Dnc.  31. 1915. 

Mortesge  loans $123,000 

Gash 6.678 

AgentB*  balances 5,247 

Interest 7,661 


LUBIUTIBB,  Dk.  31, 1915. 

Losses  unpaid $6,779 

Unearned  peons. . . .  28,651 

Diy*  reserve 1,500 

Other  liabitities....  2,550 


Total  liabilities. 
Oapitelpaidup.. 
Net  surpfais 


$34,480 
50.000 
58.106 


Total 


$142,586       Total $142,586 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  Deoonber  81, 
$3,349,746;  premhuns  thsreon,  $51,660. 

BUSINESS  SINCE  ORGANIZATION:   Ptwunms  received. 
$169,964;  losses  paid.  $92,140:  dividends  dedaied,  earii,  $1,500. 


MORTGAGE  LOANS:  Thcra.jm  17  loans,  aamatii«  $133,- 
000,  and  are  protected  bv  first  Kens  on  improved  aty  pwinalj 
valued  at  $240,000.    No  interest  past  due  on  December  81.  bet. 

MISCELLANEOUS:  This  company  was  ornniaed  in  1910 
with  an  authorised  capital  stock  of  $100,000,  JwUeh  $24,206 
had  been  paid  in  up  to  December  31,  1910,  and  during  1911  the 
paid^p  capital  was  increased  to  $50^000  and  $25,793  sorpha  pud 
a. 

DIRECTORS:  Ben.  F.  Taylor,  W.  D.  Melton,  Aunist  Kohn, 
Edwin  G.  Seibds.  John  J.  Seibds.  Joseph  Norwood.  J^J.  Lawton, 
A.  M.  Law.  P.  W.  Sullivan,  Richard  I.  Maaninc,  W.  R.  Barringer. 
G.  M.  Berry.  Chas.  E.  Commander.  J.  D.  DiaTChas.  J.  Bmee. 

nELD  MEN  AND  TERRITORY  COVERED:  J.  E.  WaOaee, 
spedal  stent  for  S.  C.   The  company  operates  in  S.  C.  only. 


SOUTHERN  HOME  INSURANCE  COMPANY  OF  CHARLESTON,  S.  C. 

PNadent,  Omr  E.  Johnaoa;  SMntaiy,  DUhrd  B.  SemlL    Orcuiied,  tSlL 


YS4B 

Assets 

Unearned 

Net 
Sorphis 

Net 

Premiums 

Total 

Losses 

Dividenib 

Expenses 

ToUl  Ex- 
penditures 

Incurred 

1915 
1914 

$140,230 

141.033 

134,348 

128,465 

78,106 

$34,849 
22,082 
23,085 
18,525 
11.905 

$15,167 

17.372 

16,326 

14,084 

8,003 

$37,634 
27.189 
31,157 
27.325 
21.510 

$44,362 
34.3S5 
•37,314 
*39,961 
*38.036 

$23,435 

14,981 

17,510 

10,730 

3,534 

$5,538 

$16,842 
12;880 
14.380 
13.479 
13.969 

$45,315 
273U 
81.790 
34,309 
17,503 

$37,168 
15,794 
16»380 
14J36 

1913 

1912 

1911 

3.795 

InchMks  $14,476  sorphis  paid  m  1911,  $8,585  in  1913,  and  $3,308  in  1913. 


AsBRB,  Dk.  31, 1915. 


LuBiLiTUa,  Dm.  81, 1915. 


Mortgsfc  loans. . . 

CoOateral  loans. . . 

Cbsh 

Acents*  faaJanees. . 
Intwest 


$36,200 

79.460 

6,657 

10,316 

5,941 

1,666 


unpmd — 
Unearned  nrems. . 
OthtfHabiUtaes.. 

Total  liabilities. 
Capital  paid  up.. 
Net  sorphs 


$7,474 

34.849 

440 


$33,768 
93,300 
15.167 


Total 


$140^330       Total $14^380 


Umknmting  km.  $8,718;  investment  profit,  $6368. 

RISKS  AND  PREMIUMS:  Firs  rides  in  fbiM,  Dsecmber  81. 
$2;934,a07;  premnms  thereoo,  $51,456. 

BU8INBB8  SINCE  ORGANIZATION: 
$144331;  losses  paid,  $60,848;  dividsnds  dsclared,  cash.  $6,588. 

MORTGAGE  LOANS:  There  ai«  7  loans,  avwatinc  $36,300 
OB  hiidi,  in  8.  C  vabed  at  $7U76.  There  was  mTol  intwest 
past  dne  on  December  81,  hMt  The  company  holds  $36350 
mmaDse  on  the  boihfiatk 

COLLATERAL  LOANS  are  as  foOowK 


_       B.  C.,  4H%, 

FlutflnFWts 

ABanJewefayCo.. 
Charleston,  4%.... 

Realty  lav.  Co 

CharhstoB,J%.... 


Market 

Vabe. 

$1.000\ 

3300/ 

8,000 

1,030 

600 

510 


Amount 


Mt  Ho^y  Dev.  Co. 
Toldb 


300 


f^TOO 
3,000 

1395 
863 


$0,860         $6,667 


BONDS  OWNED: 


Charleston,  S.  C,  4%. . . 
Samter,S.C..4M%.... 

Aiken,  S.  Cn  4H% 

Spartanbun,8.C.,6%.. 
LaacMter,8.C.,5%.... 
iUMkHill,S.Cn5%.... 
Timmonsville,  B.  C  5%. 

8amterCo.,8.C.,4H%- 
CBnton,S.  C  5%. 
iiinMtfee,  S.  C,  5 , 
Abbeville,  S.C.,  5%. 
Omea  Pw£  S.  C.  5H%. 

GaffiMy,S.C^5% 

E<Mield,S.C..5%.., 
At&nta.Ga.,  4H%. . . . 
NefwOrieaM,La.,4%.. 
"        4%. 


N.  d 


Vabe. 

$iaooo 

8,000 

laooo 

3,000 
6,000 
6,000 

8.000 
1,000 
7.000 
6,000 
3i500 
8.000 
4,000 
7,000 
5.000 
5.000 
1.000 


Market 

Vahe. 


3,940 

laooo 

3,040 


6.130 


7,1 

5.060 

2300 

4,010 

73M 

S^MO 

4,900 

•40 


Totab $79300      170.460 


1011, 


MI8CELLANB0US:  Thisoompaay 
1911.  with  a  proposed  capital  offUOioOO  and  a 
It  was  lieflBsad  m  Booth  Osrolim  in  Pebraary,'  ] 
December  81, 191  l,paasesMd  a  paidnm  capital  of  087^ 
id  $84,140  and  sorplna.  $8,U6rdiiri^  1013; 
to  $03300  in  1918.  and  $3,398  ioiplH  added. 

DIRBCT0B8:  E.  H.  Prii«le,  Leray 
W.  J.  Moriay.  H.  FterMaa,  J.  ~ 
iMear  E.  Johnson,  D.  B*  BeweL 

FIELD  MEN  AND  TERRITORT  OOTERISD:   0.  B. 
SOB,  Charleston,  S.C..iiQemlatHit.  The 
8.  C.  OB^. 


2« 


Jao.T. 
A.  T. 
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SOUTHERN  STOCK  FIRE  INSURANCE  COMPANY,  Greensboro,  N.  C. 


taadlVeMar 

«.  A.  W.  MeAlMtar;  Vie»-PMadent.  A.  M.  Strnka;  Seeratery.  C.  A.  Mebue.    OrguiMd.  1805. 

Tut   Aarte 

^%           • 

Net 
Surplus 

Net 
PiraihiiDB 

Total 

Lomm 

Diridflndt 

Ezpeoaet 

Total  £x- 
penditora 

Lomm 
Inenrred 

»U    4423302 
IIH      e4183«4 
1913      (402.15% 
1912,    £384.772 
mi      C374.116 

388.017 
83345 
87.670 
75.010 
73.701 

$102351 
05.026 
82L130 
70.650 
03386 

183.352 
91.361 
89.000 
81306 
80.922 

096.044 

100.904 

104.115 

03.234 

96.450 

147.199 
49.085 
40.731 
41.710 
41317 

$8,400 
8.400 
8.400 
8.400 
8.400 

$35,687 
38335 
40.486 
32.738 
32.587 

$01,286 
05.820 
80.617 
82.848 
82.604 

$50,131 
46.435 
42.062 
40.703 
42.346 

$100,000  atoekholden*  bonds. 
Dk.  31, 1015. 


LusiLnnB.  Dae.  31. 1915. 


tedind  stocks. 

CoBtiallaaos... 

(M 

AfaWbdusees.. 
iMont 

Otheri 


$141306    Losses  n&psid 

118385  Unearned  Draois.. 

19300  Other  fisbifitieB.. 
15.460 

34.482  Total  fisbifitaes. 

4.701  OapHal  paid  up. . 

60  8tUiolders.bdB... 


$4,224 

88.917 

8.400 


9lkkUnBdB lOaOOO    Netsurphis. 


$101,541 
120.000 
100,000 
102.351 


Totil 


$423391       Total $423,803 


;  profit.  $4302;  inTestownt  profit,  $11,722. 

RISKS  AND  PREMIUMS:  Fire  rVcs  m  ferae.  Deeennber  31. 
I10178L911:  praoRBM  thereoo.  $170354. 


MOBTGAGE  LOANS:  Tbere  sn  86  loaas.  asBsnting  $141.- 
2IS,  protected  bjimprofved  real  estate,  situated  in  N.C..  S.  C,  G*. 
Vx.  lad  W.  Va.,  estimated  to  be  worth  $84736a  Interest  past 
dae  ca  Dee.  31.  Isst,  was  $2,141.  ths  oompaqy  holding  $101,703 
djBaiBeeaa  ths  hwiMings. 


OOLLATE&AL  LOANS  are  as  foDows: 


^LfcA'ft 

uneBibaeNat.  Bk 

yC.Tr.q 

l-sdavrtvsof 

WiKvAlOei 

6o.Us3mmt«.... 
AaMr.Ei^!btBk 


Totdh. 


Market 

Amount 

Vahae. 

Loaned. 

$24,750, 

$10,000 

7.260 

1.125 

1300 
1.700 

0300 

2.000 

3.240] 

$4a875 

$10,500 

STOCKS  OWNED: 

Hunter  Mfg.  db  Cosn.  Co 

So.  Real  Estate  Loan  A  Tr 

Am.  Warehouse  Co , 

N.C.Tr.Co 

Am.  Exehanfs  Nat  Bk 

So.  Underwriters , 

Qreensboro  News  Bds 


Fte 

Markrt 

Vahie. 

yaha. 

$20,800 

5.000 

18300 

10.000 

5.000 

34300 

30.675 

10.000 

11300 

16.200 

17310 

1.000 

1.000 

Totals. 


$07300      $118386 


MISCELLANEOUS:  Company  was  formeriy  mutual;  la  1006 
name  changed  from  Southern  Stoek  Mutual  to  Southern  Stook 
Fire  with  a  paid-up  capital  of  $100,000  and  stockholders'  bonds 
of  $100,000;  paid-up  canital  increased  in  1000  to  $120,000  by 
'    '     $20,000  surplus  to  capital. 


DIRECTORS:  B.  D.  Heath.  Bennelmn  Osmeroo,  A.  W. 
McAUster.  J.  W.  Scott.  R.  G.  Vaughn.  Frank  P.  Tate.  Wm.  E. 
Holt  J.  Van  Lindley,  A.  M.  Seales.  Ellieon  A.  Smythe,  E.  J. 
DsTis.  C.  A.  Mebane.  Robt.  J.  Mebane.  S.  B.  Tanner. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  W.  Mo- 
Afister.  inuiager;  C.  A.  Mebane.  asristant  manager;  W.  E. 
Ashley,  adiuster  and  special  agent  for  8.  C;  A.  T.  Preyer  and 
T.  D.  Blair,  spedal  agenta  Tm  company  operates  in  N.  C.  and 
S.  C. 


SOUTHERN  UNDERWRITERS,  Greensboro,  N.  C. 

ftemdsnt  and  TVeasnrar.  A.  W.  MeAlister;  Secrefcsiy.  C.  A.  Mdbaae.    Orgaaised.  1003. 


Tiui 

Btt 

ItH 
1913 

mi 


■ 

Uaeanied 

Net 

Net 

Total 

Losses 

Total  Ex- 

Lomss 

■    imels 

^fc,           ■ 

Miipns 

Fkennuns 

laooasa 

P^ 

DiTkicnds 

Expenses 

i«^ 

IlMIIUlSd 

$au3i 

$113346 

$61,324 

$103371 

$117,973 

$68,078 

$12,000 

$45,983 

$126,061 

170333 

,      39t776 

118363 

50306 

109305 

139.510 

65385 

12.000 

47.950 

125335 

64.400 

1     3KJM 

113331 

50.199 

108.755 

188317 

48.430 

12.000 

5a668 

111.006 

601726 

'   Sfi 

106307 

46316 

103377 

119^381 

51.764 

12.000 

41.651 

106315 

50,036 

••Bp^^Wr 

104.1671 

33.975 

101.357 

114.037 

52.169 

12.000 

40,727 

104396 

52.016 

$1. 1015.  LuMUioi.  Dm.  31, 1915. 

.    $184380    Loasesopaid $5,663 

I3M40  Unearned  nems....       113.245 

isaa>.L41k.  Other  fid&ies....        12.000 

itk (,955  

<^ 38307  Total  Udities...     $130,007 

37.725   OspHal  paid  up 300,000 

6318   NetsonnluB 61334 


Total, 


$803331       Total. 


$392,331 


prsfit  $10,100. 

KaiBAIID  FIBUIUMS:  Ffau  rUoi  h  fbna»  Dseember  31 
tlJMUai:  ^mmma  thmon,  $228317. 

.,^S??B  B0*<^  OBOANIZATION: 
$1.01^66;  losMs  paid.  3391371 

MOKItLUS  LOANS:  Tfare  are  73  k»as.  aggrcnting  $184.- 
SOMNtaBtsd  W  pffspsnr  in  N.  a.  8L  C.,  W.  Va.  aadVa^ 
i>»iL735.  Th»emas$l376  of  irtSHSt  past  due  ottDse.31.  last 
^ hsldbSU13UcfimiDHnMSoiiths»ortgusbiiiki- 


BOSTDBAlfDSTOCKB 


Fte 

Market 

Vahw. 

Vahw. 

OUlOOO 

00316 

6.166 

fjffiO 

6360 

Boxns  4Ni>  Stocks  Owmid.— CsNt 

SlOCSB. 

Union  Supply  4  Cotton 

N.CTV 

Saaford  Cotton  Milk 

Amer.  Exoh.  Nat  Bk 


Fkr 
Value. 
$21300 
58300 

5.000 
15.000 

laooo 


Market 

Vahae. 

$21300 

78.126 

4300 

16300 

6.000 


Totab $130300      $1303M 

MISCELLANEOUS:  Pdleiss  fasned  undw  the  abov«  title 
were,  prior  to  1006.  guaranteed  by  the  Southern  Stook  Ffae. 
Southern  Life  and  TVust  Underwriters  of  Qtesnsbon  and  Horns 
of  Graensboro.  Sboe  1906  the  Southern  UnderwrHers 
tinned  this  anangesMot  and  absorbed  the  Horns  of 
startii«  opsratkHii  with  a  capital  of  $150,000.  whitf 
m  1000  to  $300,000.  and  $4,000  lealiasd  ss  pnminm  on  the 
stook. 


DIRECTORS:  H.  L.  HopkiM,  Jaaaes  P.  fiawyor.  B.  D.  Bsath. 
W.  E.  Holt  J.  8.  Gbir,  J.  Vsn  Lindlnr.  J.  W.  Seott  J.  M.  Hendnx. 
A.  M.  Seales.  Z.  V.  'Wat^  G.  Vaughn.  A.  W.  MeAIMsr,  C. 
A.  Mebane.  E.  J.  DaTM,  EDisoa  A.  flCnyth.  R.  P.  RiofaanlnB. 
Jr..  C.  wTBftttiB.  W.  H.  Watkim^  W.  A.  South,  Chas.  H.  Hsty. 
8.  L.  Ahkrmaa,  W.  J.  Eagt*  T.  D.  Dnpuy. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  W.  Me- 
Alister. manager,  ami  C.  A.  Mebans,  asristant  maasfar:  W.  S. 
Ashky.  adjuster,  Gfeeasboio,  N.  C;  A.  T.  IVqrer  and  T.  D.  Bkir» 
Grssnibwo,  N.  C.  mpial  agnts.  Ths  sasopaay 
N. C  B.  C  Va. andwTVa. 
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SPRINGFIELD  FIRE  AND  MARINE  INSURANCE  COMPANY, 

Springfield,  Mass. 

PnaideDt,  A.  W.  Damon;  Viee-PresideDt,  C.  E.  Gdaoar;  Secretary,  W.  J.  Aiackay;  Aasistaat  Secretarial.  Prtoleaa  EUia.  E.  H.  Hildre 

Geo.  G.  Bulkley;  Treasurer.  F.  H.  Williams.    Orsaaised,  1849. 


YB4B 


1915 
1914 
1913 
1912 
1911 


Aawt^ 


11.095.373 
10.949.929< 
10,943.9031 
11.056,693 
10,407.848 


Uneanied 
Premiuma 

15.673.330 
5.542.966 
6.286.835 
5,001,291 
4.790.798 


Net 
Surplus* 

12.580.666 
1.969.961 
2.331.374 
3.266.054 
2.870,708 


Net        I 
Premiums  | 

16.113.917, 
5380495 
5,743.118 
5,456,7311 
5.244.628! 


ToUl 
Income 

16.534.613 
6,335.788, 
6.204.260 
5.921.485! 
5,667.9401 


Losses 
Paid 


13,359.099 
3,602,150 
3.041.012, 
2.934,564, 
3.049.658 


Dividenda  ' 

|250.00o! 
260,000* 
200.000, 
200.000; 
200.000i 


j  Total  Ex- 
Expeoeea  I  penditures 


$2,434,753 
2.302,089 
2.263,061) 
2.165.576 
2.047.598: 


16.043.852 
6,054,239 
5,504.073 
5.300,140 
5.297.256 


Loaeea 
Incunw 

$3,277.7 
3.548,7 
3.006.C 
2.9 12.  J 
3.006.0 


*0n  New  York  Ins.  Dept.  basis. 


AasxTB,  Dm.  31. 1915. 

BealesUte $300,000 

Mortgage  loans 2.112,770 

Bonds  and  stocks...  6,428,432 

Cash 1.479,571 

Agents'  balances. . . .  1.345.541 

Interest 68.735 

Other  assets 16.557 


LiABELims,  Dec.  31, 1915. 

Losses  unpud $577,261 

Unearned  prams ....    5,673,330 
Other  liabilities....       364,116 

ToUl  liabilities. . .  $6,614,707 
Capital  paid  up....  2,500.000 
Net  surplus 2,580.666 


Total $11,751,606 

SpL  dep.  over  liab . .        56.233 


ToU)  adm.  aasets.$11.695.373       Totol $1 1.695.373 


Undsnrai^  profit,  $235,173;  investment  profit,  $592,144. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$1,043,112,633:  premioms  thereon.  $10,929,117. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$110,334,020;  losses  paid,  $65,274,115;  dividends  declared,  cash. 
$7,054,542:  stock,  $2,000,000. 

REAL  ESTATE  OWNED:  Consists  of  the  company's  home 
offioe  buikfing,  a  granite  structure  at  State  and  Maple  sts^  Spring- 
fieU,  Mass.  This  is  carried  at  its  book  value.  $300,000.  although 
it  actually  cost  $452,506. 

MORTGAGE  LOANS:  There  are  118  loans,  aggregating 
$2Ll  12,770,  and  protected  by  properties  (all  but  a  few  m  Spring- 
field) valued  at  $3,912,600;  and  on  which  the  company  hdds  in- 
■nranoe  to  the  amount  of  $1,558,075.  But  17  Umdm  exceed  $10,000 
in  amount*  the  largest  bdng  $360,000  on  brick  mercantile  Mock, 
828-336  Main  St.,  Springfield,  valued  at  $625,000.  The  four  next 
lamst  kians  are  $200,000  on  mercantile  big.,  at  292  Mam  St., 
Springfield,  valued  at  $350,000;  $180,000  on  349-353  Main  St.. 
SpringfieM.  valued  at  $315,000;  $180,000  on  brick  mercantile 
blook,  378-382  Main  St..  Springfield,  vahied  at  $305,000.  and 
$175)000  on  brick  mercantile  block,  106-116  Main  St..  Springfield. 
vahMd  at  $300,000. 

BONDS  AND  STOCKS  OWNED: 
BoMDa. 

Blantford.  Oni..  d..  4H%,  1942 

OdfBiy.  Alb.,  d.,  5%,  1 933 

G«orda,r.,reg.,4)i%,  1945 

Hamilton,  Ont.,  d.,  4%.  1932 

HamiltoD,  Ont.,  d.,  4H%.  1934 

Montreal,  Can.,  sc.  com.,  4%,  }948. . . 

MootfeaL  Can.,  sc.  d..  4%.  1938 

OttavaTont..  d.,  4H%.  1935. 


Oiltrsmont.  Que.,  so.  d.,  4H%.  1950. 
Fttrtiand,  Ore.,  Dry  Dk.,  4%,  1933. . 


Rteina,8ask..d.,6%.1928. 

Raebmond,  Ya..  reg.,  4%,  1938-40 

TwOnto.  Can,  gn.  cs.-b.  d..  4H%.  1948 

Yalenda  Co^  nTM..  r.,  5%,  1932 

Victoria.  B.C..d.,4H%»lfl38 

Victoria,  B.  C,  d.,  4%,  1951 

Westmount,  Can.,  d.,  4>^%.  1955. ..... 

Wsitmount,  Can.,  d.,  4H%.  1947 

Winnipeg,  loe.  imp^  4%.  1925 

Wiwup«.st.bg.,d..4%,1925 

WmSp£  wat.  wks..  d..  4%,  1934 

WinS5rN.CM4H%,  194041 

Can.  Pac.  Rya^ap.  inv.  f.  n.  etf^  6%,  1924 
C,  M.  k  St.  P.  Ry.,  cv.  g-.  4H%,  1932.. 
C«  M.  k  St.  P.  By.,  cv.  gn.  k  r.  m.  g., 

6%,  2014 

N.  Y.,  N.  H.  4  H.  R.  R.,  cv.  d.  c,  6%, 

1948 

N.  Y.,  N.  H.  4  H.  R.  R.,  cv.  d.,  reg..  6%. 

1M8 

FMria  Ry^  1  A  n  m.,  reg.,  5%,  1925.... 

80.  PM..  reg.  cv^g..  4%.  1929 

8*.IW*ev.g..5%,1934. 

80.  Ry^  Mp.  div.  ctfs.,  4%.  1919 


Par 

Market 

Value. 

Value. 

$60,000 

$52,800 

saooo 

44,500 

laooo 

10.400 

12.000 

10.320 

38.000 

34.200 

25.000 

20.250 

25.000 

23,500 

20.000 

18.000 

50.000 

40.500 

60.000 

46,600 

2aooo 

18,200 

55,000 

51.700 

27.000 

23.490 

10,000 

10,400 

30.000 

24,600 

15,000 

10.500 

15,000 

13.200 

35.000 

31,150 

25.000 

22,500 

30.000 

27,000 

5,000 

4,200 

30.000 

28,800 

17,200 

17.716 

45,000 

46,350 

37,500 

40,500 

44,000 

51,480 

90^000 

23,400 

100,000 

96,000 

60.000 

44,600 

20,000 

21,600 

1.000 

840 

B0VD8  AhD  Stocks  Ownxd. — Cont. 
Bonds.— Con/. 

Amer.  Tl.  A  Tg.,  cv.  g..  4H%f  1933 

Amer.  W.  P.,  s.  f.,  Hoisroke,  Mass.,  5%, 

1919 

D.,  C.  k  D.  Ry.  k  Lt,  cb.  kr.  col.,tr., 

570,1938 

N.  Eng.  Inv.  k  Sec.,  p 

Stoceb. 

A..  T.  ft  S.  Fe  Ry.,  com 

A.,  T.  k  S.  Fe  Ry..  p 

B.  k  0.  R.  R.,  com 

B.  ftO.  R.R..P 

Can.  Pac.  Ry.,  com 

Chi..  Mil  k  St.  P.  Ry.,  com 

Chi.,  Mil  ft  St.  P.  Ry..  p 

Chi.  ft  Nwn.  Ry.,  com 

Conn.  R.  R.  R 

Gt  Northern  Ry.^ 

Holyoke  St.  Ry..  Holyoke.  Mass 

m.  Cent  R.  R 

Manhattan  Ry 

No.  P*c.  Ry 

PBDna.R.R 

So.  Pm..  com 

Southern  Ry.,  p 

Un.  Pte.  R.  R..  com 

Amer.  Tr.,  Boston 

Boybton  Nat.  Bk.  Boston 

Cfaapm  Nat  Bk.,  Springfield 

Chioopee  Nat  Bk..  SpringfieU 

City  Nat  Bk.,  Hofyoke 

First  Nat  Bk.,  Bos.,  Mass 

First  Nat  Bk.,  Nthp..  Mass. 

Holyoke  Nat.  Bk.,  Mass 

Merohants  Nat  Bk.,  Boa..  Mass 

Merchants  Nat  Bk^  Wor.,  Mass 

Nat  Bk.  Com..N.  Y 

Nat.  Shawmnt  Bk..  Bos.,  Mass 

Northampton  Nat  Bk.,  Mass 

Ok!  Bos.  Nat  Bk.,  Mass 

Old  Colony  Tr.,  Boa..  Mass 

Second  Nat  Bk.,  Bos..  Mass 

Springfield  Nat  Bk..  Mass 

TWTNat  Bk..  Sprin^eld.  Mass 

Webster  ft  Atlas  NatBk^Boa.,  Mass.. . 

Amer.  Ex 

Amer.  Tel.  ft  Tg 

FitohburgOas ft  EL Lt 

Holyoke  Wr.  Pow 

Indiana  Orchard,  Sixingfidd 

Lynn  Oas  ft  El 

Mass.  Gas  Companies,  Boston,  p. 

N.  E.  Invest,  ft  Sec.,  p.,  Sprinandd 

No.  Boston  Ltg.  Prop.,  com.,  Bostc 

No.  Boston  Ltg.  Prop.,  p , 

PoUiQaQ 

Salem  Gas  Lt.,  Mass 

Springfield  Gas  Lt 

Underwriters  Salvage,  Chicago. 
Underwriters  Salvage,  N.  Y. . . 

United  EL  Lt.  Spnngfield 

Wells  Fargo  ft  Co 


Par 
Value. 
$12,000 

100,000 


iton.. 


MarV 

Vail 
$12.9 

67.0( 


50.000  46.0 

No  par  vahe       5,2 


50.000 

54.0 

5aooo 

51,0 

122.500 

117.61 

12,000 

9.3i 

86,000 

158,2 

100.000 

100.01 

200.000 

270.0( 

125.000 

171.2; 

40.000 

62,01 

118,000 

149.S( 

105,000 

112.3.' 

115.000 

124.24 

isaooo 

199.5< 

100.000 

118.01 

300.000 

357,0( 

100,000 

106.01 

50,000 

31.0( 

100,000 

141.0( 

3.000 

la:^ 

15.000 

I9.5( 

25.000 

34.0( 

30.000 

SXM 

30.000 

35,U 

125.000 

sazu 

9.900 

im 

10.000 

19.0( 

15.000 

43.9S 

50.000 

05.M 

30.000 

5i.6( 

171.400 

335.M 

12,200 

25.1] 

10,000 

13.5< 

30.000 

76,81 

50,000 

151.5I 

20.000 

47.01 

50.000 

116.01 

10.000 

2U 

6aooo 

61« 

60,000 

TIM 

30.500 

73.2( 

10.000 

iija 

4.000 

4.01 

27.500 

124,31 

100.000 

85,« 

105.000 

biM 

•  ■  >  >  ■  •  • 

37.« 

331.500 

384.M 

90.000 

148.54 

16,000 

32,M 

50^000 

135.i! 

1.000 

L0( 

1.000 

IM 

SIOOO 

8a« 

12,500 

liM 

Totals  (book  value,$6,071,670) 


$4,674,700  *$6,430.9: 


*As  per  Co.'i  valuations.    Assets  item  as  per  N.  Y.  Ins.  Drp 
vals. 

I 

MISCELLANEOUS:  Beginning  with  $60,000  capital  increas 
were  made  by  cash  payments,  as  follows:  1851.  $50,000;  N 
$50,000;  1859,$ift000:  1864.  $100,000;  1866,  $200,000:  aodb 
stoefedividendsai^DUows:  1875,  $100,000;  187«,  $15a000:  I'Si, 
%2SOJOO0;  1887.  $200(000;  1889.  $250,000;  1901,  $50a00a  I 
1913,  capital  was  imcreased  $500,000  by  stock  dhridsDd.  AtaH 
jnents  were  levied  aa  follows:  1871  (65%).  $325,000:'  IMH  (ST; 
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SPRINGFIELD  FIRE  AND  MARINE  INSURANCE  COMPANY,  Springfield  Mass.— Con<. 

woUMrn  Colo,  and  N.  M.;  F.  W.  FSekr,  ipeeal  iMDt,  Denrer, 
Colo.,  for  Dortfaern  Colo,  and  Wyo.;  Chuiea  E.  Varley,  nipt, 
unproved  nA  department.  Chicago,  III.;  Homer  Caldwol,  State 
aseni  Peoria,  111.;  F.  W.  Sundlod.  ■pecial  a^ent,  Ptaria.  III.,  for 
in.;  J.  H.  HeUelnon,  State  afent,  Indianapolia,  Ind.,  for  Ind.; 
C.  W.  Fracker.  State  agent.  Dee  Moinea,  la.;  C.  D.  Wadnrortk. 
State  a^t.  Des  Moinea,  la.  and  Frank  D.  Cair,  apeoial  sf^ati 
Dee  Momee,  U.,  for  la.;  L.  C.  Gray,  general  asent,  Kanaat  City. 
Mo.,  for  Kan.  and  Mo.;  C.  W.  Trapp  and  H.  K.  Linincer,  speoial 
agents  for  Kan.,  Kansas  City.  Mo^  F.  T.  McOmber.  State  agent 
Ann  Arbor,  Mieh.  for  Mich.,  £.  C.  Bowe,  State  agent,  Minneapolis, 
Minn.,  for  Minn.;  A.  B.  Johnson,  ipecial  agent,  Minneapolis, 
Minn«,  for  Mian.;  T.  H.  Carlton,  D.  R.  Ford,  sponal  agents  for 
Mo.,  Kanns  City,  Mo.;  C.  D.  Eaton,  res.  manager  for  St.  Louis, 
Mo.;  W.  S.  Harding.  State  agent,  Nebruka  City.  Neb.:  C.  E. 
Babeock,  special  agent,  Ohiowa,  Neb.;  A.  H.  Brown,  speeial  agent, 
Hastings.  Neb.,  for  Neb.;  H.  A.  Presler,  State  agent,  FarRO.  N.  I>-« 
for  N.  D.;  R.  T.  Huggard,  State  agent,  Cohimbus.  0.,  for  0., 
R.  S.  Tidnek.  speeial  agent,  Columbus.  0..  for  0.;  Quy  H.  Fuller. 
State  agent.  Oklahoma  City.  OUa.,  for  Okla.;  Jay  DelaoMtter. 
$tato  agent.  Watertown.  S.  D.,  for  S.  D.;  E.  A.  Cbishohn.  State 
agent  for  north  Tes..  Dallas,  Tei.;  Herbert  C.  Ford.  State  agent, 
south  Tex.,  San  Antonio,  Tex.:  F.  W.  Shirer.  State  agent,  Wleel- 
ins.,  W.  Va^  for  W.  Va.;  E.  G.  Fraaier,  State  agent,  Mihraukee, 
Wn.;  F.  W.  Otto,  speeial  ^^t,  1st  Nat.  Bk.  Bldg.,  Milwaukee, 
Wis.,  for  Wis.;  F.  L.  Heberung,  general  agent  for  Can..  Winnipeg, 
Man.,  Can.;  T.  J.  Cornelius,  general  adjuster,  Kansas  Citjr,  Mo.; 
John  Gibbons,  general  adjuster.  Dallas,  Tex.;  Chas.  D.  Eaton, 
resident  manager,  St.  Louis,  Mo..  Pkcifio  Coast  department,  160 
flansome  st..  San  Franeisoo,  Cal.;  George  W.  Dornin,  manager; 
John  C.  Domin,  asdstant  manager;  Feo.  C.  Codding.  F.  H. 
Young  and  H.  K.  Nourse  for  northon  Cal.;  J.  E.  Crandall,  for 
southern  Cal.  and  Aris.,  Los.  Angeles,  CaL;  J.  F.  R.  Webbflr. 
PorUand,  Ore.,  for  Ore.  and  southern  Wash.;  C.  H.  Anderson,  for 
Wash.,  northern  Ida.  and  Mont..  Seattle.  Wash.;  L.  B.  Rogers, 
Salt  Lake  City,  for  Utah.  Nev.,  Mont,  and  southern  Ida.  The 
eooipany  operates  in  all  the  States  of  the  Union,  including  the 
Islands  and  the  Dominion  of  Canada. 


1:20,000.  CooiagratknloaBeB:  Chicago.  lOTl.  9527,120;  Boston, 
K2.  t3Sg.2M;  Bakimore,  1904.  $440,813;  San  Franeisoo,  1908, 
timjoa.  Vahiea  of  special  deposito:  Ga^  110,400;  N.  M.. 
$10,400:  N.  C  $2S.800;  Va..  $51,700;  Can..  $416,410. 

DIRECTORS:  J.  L.  Pease,  M.  S.  Soathworth.  Homer  L. 
BoiVGrth,  W.  D.  Kinnnn,  W.  A.  Hairis.  A.  W.  Damon,  Chat. 

E.  Gaiaar.  E.  G.  Gayiord.  A.  F.  Dean,  Frederiek  Harris. 

FIEU)  MEN  AND  TERRTTORT  COVERED:  W.  B. 
CTcttoden,  necial  agent.  W.  Maas^  Vt..  Cono..  Hartford,  Conn.; 
I  B.  CcraUi.  special  agent,  8.  E.  Mam.,  CentcnriOe,  Mass.; 

F.  R.  Gakar,  special  agent.  E.  Mass.  and  R.  I..  Boston,  Mass.; 
M.  S.  Biadiih.  apeeia]  agoit.  Me.  and  N.  H.,  Portland,  Me.;  A.  L. 
Mc'oaQ',  Phibaelphia.  IV,  special  agent  for  southeastern  Pa., 
Md^D.C.DcLandsoathemN.J.;  W.A.  Hebert.  Wilknafaarre, 
?u  vedsl  agsnt  for  nortbeastcm  PiBu;  W.  E.  Brewster.  Newark. 
N.  J^  tftml  agent  for  central  and  northern  N.  J.;  F.  L.  Curtis, 
i?TMae.\\Y..  speeial  a«ent  lor  western  N.Y.:  Chas.  R.  Fofaom, 
.MTMse,  X.  Y.,  special  agent  for  central  N.  Y.;  Clark  R.  Hall. 
.CfaKT.  K.  Y^  speeial  agent  for  eastern  N.  Y.;  Piatt,  Yungman  ft 
Cc ,  BSBagoa  Philadelphia  soburbaa  department, 
H.;  Hobcrt  W.  Chapman,  speeial  agent  for  western  Pa..  Pitt 
h.:  C.  G.  Smith,  agent  Metropolitan  department.  New 
C^;  J.  M.  Rogera,  nedal  agent  for  Ky.,  Lonisrille,  Ky.;  J.  M. 
PictDa.  tpeaal  aosni  for  Tenn..  NashTille.  Tenn.;  L.  T.  Powers. 
ipecal  agEct  for  La.  and  Mias.,  New  Orleans,  La.;  R.  P.  Cbwer, 
9ecal  agest  for  Ga^  Atlanta.  Ga.:  E.  C.  Jonea.  qiecial  agent 
&r  Ah.  and  Fla^  Atlanta,  Ga.;  F.  H.  Spencer,  speeial  agent 
for  N.  C.  aad  3.  C  Charlotte.  N.  C;  Carroll  L.  Gamett.  spedal 
HPt  far  Vs.,  Ri^mond,  Va.;  Murphy,  Lore.  HamOton  and 
fiaaoBi.  prsHndal  agents.  Toronto,  Ont.; .  Knowlton  ft  Gilchrist, 
IMa]  apata  St.  John.  N.  B.;  J.  W.  Grier  ft  Co.,  Montreal. 
■usBra.  Western  department,  134  So.  La  Salle  st.,  Chicago,  111.; 
A.  F.  Mu.  BMttMBr:  J.  C.  Harding  and  W.  H.  Linineer,  assistant 
asasffn;  E.  G.  Carbale.  second  assistant  manager:  J.  W.  Baker. 
aasacer  MetroaoBtan  iSstiiet;  J.  M.  Murphy.  q)ecial  agent. 
Stak  aad  ^Masl  aoents:  C.  B.  CampbdL  State  agent.  Little  Rock, 
.\rk,  isr  ilk.;  M.  H.  CoISna,  speeial  agent.  Denver.  Colo.,  for 


STANDARD  FIRE  INSURANCE  COMPANY,  Hartford,  Conn. 

ll.I«mBBn«K  8«ntHT, H. B.  Aatbooy:  AaaUat  SeentariM,  Jos.  K. Hookv uid  W.  0.  MoLeUaod.     Oigunad,  tMN. 


Unearned 

Net 

Net 

Yua 

Asrts 

Premiums 
1500,355 

Surplus    , 
$115,631 

Prcmiians 

ii;5 

IUa5jD23 

1769.520 

I9I4 

U39461 

592,747 

211.398, 

672,835 

ItfU 

UW.J17 

430.048 

217.214 

542,935 

ism 

14S2.190 

333.624! 

302.806 

438.109 

Ull 

UiCllO 

21ft,430> 

380,313 

295.269 

Total 
Income 


1831.095 
852.422 
586.911 
480.515 
336.384 


Lospes 
Paid 


Dividends  ,   Expenses 


Total  Ex- 
penditures 


$488,430< 

352,774; 

230.762 

168.4141 

98.570; 


160.000 
40.000 
40.000 
20,000 


$332,1941 
301.0081 
243,250l 
197,8801 
137.807 


Aasna.  Dk.  31, 1915.  LuaninM,  Dmc.  31. 1915. 

Boadaaaditoaks..  $1,353,249    Loesesunpaid $57,535 

Cue: 68.088  Unearned  crems  .. .      596.355 

.Wste'hahareB.  ..       119.963  Other  liabiUtaes... . .         15.502 

bt«« 17.198  

Total  KafaOitiea...     $669,392 

^Jctal      11458.494  Capital  paid  up. ...       750.000 

Spldep.onTi^..        23,479    Netaurphia 115.631 


Total  I 


$1,535,023       Total $1,535,023 


Cadovntiag  loss.  152,175;  investment  profit,  $37,718. 

RISKS  IND  PREM^MS:  Fve  risks  in  force.  Deeonber  31. 
$121.»«JI79;  mmiims  thereon.  $1,109,885. 

BUSDiESS  SINCE  OBGANIZATION:  Premiums  received, 
e>i3JI»;  kosei  paid,  $1,344,585;  dividends  declared,  cash, 
tl<<MMNI. 


BONDS  AND  STOCKS  OWNED: 
Bona. 


Ajheriae,  N.  C,  f,  h%,  1945. . . 


Ajbm.Qy^w,4.h%,1931 

aicafo,ni,  tan.  ftrt.47e,  1920 

CJere,0,  Fire  Dipt,  4^£7^,lfla5 

Oeft^^fT.  port,  4H%,  1943 

K4h|:5^''^^-^'«- 

Md,teeh.se.C  4%.  1927.:. ';;.:.*!.!;.■ 

N*»aA,N.J    f^4%.1944 

Jew  ftitam.  CpaB..«.f^  4%,  1932... . . 

»cw  CsnasB.  Coaa,  f.,  4%.  1989. 

New  Loadoa,  CoaiL,8B.ser.,.4%.  1927.. 


Par 

Vahie. 

$25,000 

10.000 

10.000 

20.000 

1.000 

9,000 

50.000 

25.000 

25.000 

25.000 

10.000 

laooo 

25.000 
10.000 


Market 

Value. 
$23,250 
10,800 
10.200 
20,000 
1.060 
9.720 
46,000 
26.250 
25,250 
23.000 
10.800 
10.000 
25.000 
10,000 


Bonds  4Mo  Stocks  Ownid.— Coat. 

BoNoe.— Co?i<. 

New  Roehelle.  N.  Y.,  cons,  cuhr.,  iW^- 


fOt 


Ym  red.  con.  otf« 


1922. 
New  Roehelle,   N. 

4^%,  1927-31 

N.  RoeheUe,  N.  Y..  lib.  bldg.  imp.,  4H%. 

1922 

N.  Y.,  N.  Y.,  rev.,  6%,  1916 

N.  Y..  N.  Y.,  rev.,  6%,  1917 

N.  Y.,  N.  Y.,  K.  ex.  corp.,  4%.  1956 

Norwich,  Conn.,  o.  h.,  4%,  1931 

Portland.  Ore.,  wr.,  4%,  1936 

Raleigh.  N.  C,  wr.,  5V^  1944. 


St.  Louis,  pub.  bldg.  ft  imp.,  4%.  1929. . 
Schenectady,  N.  Y.,  gd.  cr.,  4%,  1929. . . 

Syracuse,  N.  Y..  wr..  4%,  1944 

Toledo.  0.,  pk.,  4H7o.  1924 

Toronto,  Can.,  gn.  cs.  1.  d.  el.  pow.,  4%. 

1948 
Utica.  n!  Y.;  pab.iinp.V4H%.  1916-17-^ 
Vancouver,  B.C..  lo.  imp.  d..  4H%.1928 

Waterbury,  Conn.,  se.,  3H%.  1924 

Yonkers,  N.  Y.,  sc..  4H%.  1917-25 

Atl.  C.  L..  L.  ft  N.  ooL,  4%.  1952 

At.  C.  L.  1  OS.  m.,  4';^  1952 

B.  ft  Me.  R.  R..  4%,  1926 

B.  ft  N.  Y.  A.  L.,  1  m.,  4%,  1955 

Cent.  Pac..  1  r.  m.,  4%,  1949 

Chi.,  Burl  ft  Q.  R.  R.,  gn.  m..  4%.  1958 
Chi..  MU.  ft  P.  S..  1  m.  g.,  4%,  1949. .. . 
Chi.,  Mil.  ft  St.  P..  gn.  m..  4%,  1989. . . . 

Chi.  ft  Nown..  gn.  m..  3H%,  1987 

Chi.  ft  Nown..  s.  f..  5%,  1929 

Chi.,  R,  I.  ft  Pac.  g.  m..  4%.  1988 

Chi.,  St.  L.  ft  N.  O.  g.  1..  5%.  1951 


$880,624 
693,782 
514,012 
404.294' 
236.377! 

Par 
Value. 


Incurred 

$473,944 
375,375 
244.443 
176,800 
104.901 

Market 

Vahie. 


$4,000         $4,120 


5.000 


5.240 


1,000 

1.080 

4.500 

4.635 

6,000 

6,240 

50.000 

49.000 

5.000 

4.950 

laooo 

9,500 

10,000 

10,800 

25.000 

25,000 

10,000 

10.000 

15.000 

15,000 

10.000 

10.300 

24.280 

19.856 

7.500 

7.650 

10.000 

9,800 

10.000 

9.600 

25,000 

25.500 

15.000 

12,900 

10,000 

9,300 

15,000 

12,600 

10,000 

9.000 

15,000 

13.650 

15,000 

14.700 

25,000 

23.000 

20.000 

18.400 

20.000 

16,600 

10,000 

10.500 

15,000 

12,750 

15,000 

16.200 

ir4 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


STANDARD  FIRE  INSURANCE  COMPANY,  Hartford,  Conn.— ConhniMrrf. 


Bombs  and  Stocib  Owmo. — Cmd, 
BOMOS.— CotU. 

Chi.  k  W.  Ind..  et..  4%,  1952 

C,  C,  C.  A  St.  U  1 001.  tr.  m.,  4%,  1090 

C.  B.  L.  Ry..  1  m. jr.,  4^%,  1961 

m.  Cent.  r.  m.,  4%,  1955 

III.  Cent,  k  Chi.,  St.  L.  A  N.  0.  R.  R.. 

it  1  r.  m.,  5%,  1963 

Uke  Shore  k  Mteb.  So.,  4%.  1931 

Lehifh  VaL  Trm..  1  m.  g..  5%.  1941. . . . 

L.  Is.  R.  R..  d.  5%,  1934 

L.  Is.  R.  R..  r.  m.,  4%,  1949 

L.  k  N.,  QD.,  4%,  1940 

L.  k  N.  R.  R.,  A..  K.  k  C.  Div..  4%.  1955 
Morgan's  La.  k  Tex.  R.  R.  A  8.  S.  Co., 

lm..7%,1918 

New  London  No-  1  m.,  4%,  1940 

N.  Y.  Cent,  ft  EL  R.  R.  R.,  r.  imp.  m., 


N.T%.'"" 


Oi 


;onn.  R.  R.,  1  m.  g.  4H%.  1953 
N.  Y..  Lack.  *  W..  ca.  m..  5%,  1923. .. . 
N.  Y.,  N.  H.  k  H.,  cv.  d.,  6%,  1948. .. . 

N.  Y.,  N.  H.  k  H.,  d.,  4%.  1947 

N.  Y.,  0.  k  W..  gn.  m.,  4%,  1955 

N.  Y..  Phila.  k  Nor.,  1  m..  4%.  1939.. . 
No.  PM.-Ot.  No.,  jt.  C,  B.  ft  Q.  coL,  4% 

1921 

Ore.  ft  Oal.  R.  R..  1  m..  5%,  1927. . . . 

Ore.  8.  L.,  os.  1  m.,  5%.  1946 

Ptan.,  tr.  ctf..  3H%»  1942 

Petersburg  R.  R.,  os.  m.,  6%,  1926.. . . 
P..  C,  C.  ft  St.  L.,  OS.  m.,  4^%,  1963 
Rich,  ft  Peters.,  os.  m..  4H%.  1940. . . 
St.  P.  ft  Daluth.  1  cs.  m.,  4%.  1968.. . 

So.  PSc  1  r.  m.,  4%,  1955 

Union  Psc..  1 1.  ft  r.,  4%,  2008 

Vandalia.  C8..4%.  1957 

Vt.  Val.  R.  R..  1  m.  g.,  4H%.  IWO. . . 

Wabash  R.  R..  1  m.,  5%,  1939 

Washington  Trm.,  1  m..  4%,  1945. . . . 
Mort  Bond.  N.  Y.,  g.  m.,  5%,  1932.. . 


Par 
Vahie. 
125,000 
30.000 
25,000 
15.000 

25.000 
20.000 
25.000 
15.000 
10.000 
25.000 
15.000 

10.000 
20,000 

10.000 

15.000 

7.000 

30.000 

laooo 

10,000 
14,000 

25.000 
15.000 
20.000 
10.000 
20.000 
15.000 
5,000 
10.000 
25,000 
15.000 
20.000 
25.000 
10.000 
25.000 
10.000 


Market 
Value. 

120.500 
25.200 
25.500 
13.500 

25.500 
19.000 
27.500 
14.850 
8.800 
23.750 
13.050 

10,700 
18.000 

9.500 
14.550 

7.210 
34.500 

8.200 

8.000 
13.300 

24.500 
15,450 
21.400 

8.600 
22.200 
15.150 

4.800 

9.100 
22.750 
13,650 
18.000 
23.500 
10,400 
23.250 

9.400 


Bonds  and  Stocd  Owwn.—Cvnl. 

Bankers  Trast 

Cavuga  ft  Susq.  R.  R.  gr 

Ddaware  R.  R..  0 

111.  Cent.  Leased  line,  gr 

N.  Y..  Laiok.  ft  W..  gr 

Northern  Cent  R.  R..  sr 

Oswego  ft  Syraouse  R.  R^  gr 

Union  Pse.  R.  R..  p. 


United  N.  J.  R.  R.  ft  Ctoal. jr.. 
Pte.  Coast  Adj.,  San  ftaa.,  Cbl. 
Western  Adj 


PSr 

Vahie. 

12.000 

3.000 

7.600 

10.000 

laooo 
laooo 

3.000 

20.000 

16,400 

100 

100 


Mtffcet 

VshK. 

MJtt 
8.000 

12,750 
8.200 

12.000 

17.800 
6.000 

is.eoo 

37,302 
100 
200 


Totals  (book  vahie.  Sl.412.253) $1360.920    $1,358,253 


MISCELLANEOUS:  This  oompany  was  organised  Deeeobw 
31,1909,  and  oommenced  business  in  April,  1910,  with  a  piki- 
up  capital  of  $600,000  and  a  paid-4n  sori^  of  $500,000.  Capitel 
increases  to  $750,000  in  1914  and  $125,000  realised  on  ssle  of 
new  stoek.    Deposits  m  Ga..  $10,200;  in  N.  C,  $21,200. 

DIRECTORS:  D.  N.  Barney.  E.  B.  Hateh,  F.  P.  Furlooi. 
Geo.  A.  Gay,  Alton  Parrel.  M.  L.  Hewes,  W.  A.  Sanboro.  J.  & 
En^gn,  W.  F.  Armstrong.  L.  R.  Cheney. 

FIELD  MEN  AND  TERRITORY  COVERED:  F.  E.  WsDs, 
W.  Auburn,  Me.,  for  Me..  N.  H.;  H.  A.  Fleteher,  Fawtaoket  R.  U. 
for  R.  Is.:  W.  H.  Raymond,  Norwalk,  Conn.,  for  Mass.,  Coiul  tnd 
N.  Y.;  R.  H.  Colhoun,  Philadelphia.  Pk..  for  N.  J..  Ptaan.,  D.  C. 
W.  Md.:  Albert  Bird.  Wifanmgton,  Dda.,  for  Del.  Eastern  Shore. 
Md.;  T.  F.  Southgate.  Durham,  N.  C,  for  N.  C,  S.  C;  B.  C. 
Gross,  Nash.,  Tenn..  for  Tenn.;  Percy  Putnam.  AtL,  Qa..  for 
Fla.,  Ga..  Ala..  La.:  Rosb  A.  Moore,  Indianapolis.  Ind..  for  Isd., 
Ky..  lU.;  Fred  W.  Peters,  Marion.  0.,  for  0.;  G.  Y.  WiUauoa. 
Milwaukee.  Wis.,  for  Wis.;  Norman  Thompson.  Fbrso.  N.  D..  for 
N.  D.,  S.  D.;  0.  T.  Prioe.  Kansas  City.  Mo^  for  la..  Neb..  Mo.. 
Kan..  OUa.;  T.  W.  Bartels.  Denyer.  Gob.,  for  Cob.  The  can< 
pany  (merates  in  all  the  States  and  Territories  exeept  Alas^  Aii, 
Haw.,  Mifls..  P.  I.,  P.  R.  and  Vt 


STANDARD  FIRE  INSURANCE  COMPANY  OF  NEW  JERSEY, 

Trenton,  N.  J. 

President  Wm.  C.  Lawrenoe;  Secretary.  0.  J.  Prior.    Organised.  1868. 


Unearned 

Yiui 

Anets 

Premiums 

1015 

$1.113395 

$356,328' 

1014 

1.059.490 

344.881 

1913 

999.440.         330.164 

1912 

953.329         820.446 

1911 

913.709         327,973 

Net 

Surplus 

$509,206 
465.770 
414.679 
386.719 
328,992 


Net 

Total 

Losses 

Total  Ex- 

Losses 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

$334,311 

$381,846 

$175,007 

$20,000 

$139,760 

$334,767 

$167.32 

323.962 

375.652 

176.596 

20.000 

124.883 

321.470 

172,971 

324.458 

360,909 

163.167 

•       16.000 

123.435 

802.602 

158,39 

294.904 

335.326 

166.d2l 

16.000 

•135.824 

317.845 

'  156.53 

313.215 

350.733 

193,039 

16.000 

126.075 

335.114 

189,63 

•Includes  $15,786  expenses 
Assm,  Dk.  31, 1915. 


Real  estate 

Mortgage  bans. . . 
Bonds  and  stocks. 

Cssh 

Agents*  babtnces. . 

Interest 

Other 


Total 


$3aooo 

285.000 

671.750 

51.127 

65.835 

7,147 

2.536 


of  1911  business. 

LuBiLmas,  Dm.  31. 1915. 

unpaid $28,696 

353.328 
19.165 


Unearned 
Other  lial 


ToUlliabiUties...  $404,189 
Capital  pi^  up. . . .  200,000 
Net  surplus 509.206 


$1,113,396       Total $1,113,395 


Underwriting  profit  $14,255;  investment  profit  $49,181 

RISKS  AND  PREMIUMS:  Fire  risks  m  force.  December  31. 
$75,644,689;  premiums  thereon.  $694,411. 

BUSINESS  SINCE  ORGANIZED:  P^emmms  received.  $5.- 
845.976:  bsMS  paid,  $3,630,978:  dividends  declared,  cash.  $356.- 
OOD. 

REAL  ESTATE  OWNED:  Consists  of  the  ^  and  24tory  brick 
building  with  white  marUe  front  at  15  W.  State  st,  Trenton, 
oninoumbered.  oarried  at  $30,000. 

MORTGAGE  LOANS:  Thm  are  73  bans  aggregating  $285.- 
000.  all  but  a  few  (rf  whbh  are  upon  Trenton  properties.  Only 
$266  of  interest  was  past  due  on  December  31,  last 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Cape  May.  N.  J.,  imp.,  5%,  1984 

OiBniBrN.J.,ic.,4%.  1984 

Oruge.  N.  J.,  k..  4H%.  1043 


Par 

Market 

Vahie. 

Vabe. 

$20,000 

$20,800 

61,000 

58,560 

25.000 

26.750 

Bonds  and  Stocks  Ownnd.— Coiii. 
Bonds. — ConL 

Hudson  Co..  N.  J.,  pk.,  4%.  1054 

Tftnton  St  Ry..  cs..  5%,  1938 

Trenton  Psss.  ^..  6%,  1916-31 

Trenton,  P.  k  H.  St.  Ry.,  5%.  1943 . . . 

Trenton,  H.  k  E.  Tc,  5%.  1955 

Elis..  P.  k  Cent.  J.  Ry.,  5%.  1950 

No.  J.  St  Ry..  4%.  1948 

U.  N.  J.  R.  R.  ft  Cn..  4%.  1944 

So.  Ry..  div.  ctf..  4%,  1919 

Eq.  Tr.  Ctfs..  pub.  aer..  5%.  1920 

U.  Ryw..  g.  tr.  ctf.,  4%.  1949 

Hudson  Co.,  Gas..  5%.  1949 

U.  El.,  N.  J.,  4%,  1949 

DTOCKS. 

Atla.  ft  C.  A.  L.  Ry 

Phila.Tc 

Fkfr.  ft  So.  Phila.  Ry 

So.  Ry..  p 

Interbor.  Cs.  Corp.,  p 

Interbor.  Met.,  com 

n.  ft  0.  R.  R..  com 

U.N.J.  R.R.&Cn 

C8.Tc..  N.J 

Mech.  Nat  Bk..  Trenton.  N.  J 

1st  Nat  Bk.,  Trenton.  N.  J 

Liggett  ft  Myers  Tob..  p 

Geo.  W.  Hdme  Co..  p 


Par 

Vahie. 

$40,000 

58.000 

18.000 

laooo 

20.000 

2aooo 

25,000 
4.000 
400 
10.000 
25.000 
15.000 
25.000 

16.100 
25,000 
1.500 
20.000 
30,000 
16.800 

fiaooo 
10.000 

50.000 

5.000 

7,700 

30.000 

15.000 


Marb 

Vaiw 

$38.00 

57.43 

19.66 

9.40 
18.SQ 
18.80 
19.50 

4.0c 

32 

10.0( 

18,7! 

15.4i 

2a7.' 

27.1< 
39,S< 

ia4 

12.4< 
23,7( 
3.4< 
48.0( 
22.» 
Slot 
23,« 
15.1 
SS.0 
17.lt 


Totals  (book  vahie.  $652.200) $652,200       $671.7 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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STANDARD  FIRE  INSURANCE  COMPANY  OF  NEW  JERSEY,  Trenton,  N.  J.— Con/. 


MiaCKLLANBOUS:  Oapitel  redoeed  m  1880  ban  S200.000  to 
mm  aod  bicreMed  in  1003  to  8200.000  by  aak  pnyiMnt. 

DIBBCTOBSr  P.  W.  Bocbling,  HuBtoo  Dinm.  R.  Y.  Kiner. 
H.  W.  Cook,  W.  H.  BroicBW.  I.  P.  Riehqr,  0.  D.  WilkiMon.  A.  C. 
TanLN.LPM^.  W.  A.  Roebfins.  John  H.  Seudder.  J.  H.  Blaek- 


wen.  J.  W.  Mnnninc.  W.  C.  Lawrenee,  K.  0.  Roebling,  E.  B. 
Fkriona.  N.  R.  iTina.  0.  J.  Prior.  B.  B.  Duumon. 

PIELD  MEN  AND  TERRITORY  COYERED:  WiUiBin  M. 
Croner,  spedal  acent.  The  company  opentee  in  Mmb^  N.  J., 
N.  Y^  0.  and  Fk. 


STATE  DWELLING  HOUSE  INSURANCE  COMPANY,  Concord,  N.  H. 

Preaidait,  S.  A.  Carter;  Secretary.  Obadiah  MomlL    Orsanised.  1885. 


Yiu 

Unearned 

Net 

Net 

Aaeto 

PtannoDB 

Surplus 

Prenuunis 

1915 

ISS.416 

97.873 

122,235 

S4.158 

m 

5U55 

8.380 

18.049 

4.348 

»13 

51.198 

8.659 

15.716 

6.373 

HIS 

5U» 

7.823 

17.307 

4.095 

nil 

48.5201            7.451 

17.020 

4.983 

Total 
Inoome 


111.504 
8.377 
8.009 
7.516 
7.456 


DiTidende 


82.250 

«2.7go 

e3.020 
f2.805 
C2.896 


Expenses 


13.904 
3.361 
2.075 
1.957 
2.084 


Total  Ex- 
penditurea 


Ineurred 


11,347 

220 

148 

1.607 

1.054 


dadndadrndeods  to  poGcyfadders. 


Dk.  11,1915. 


LuBitnBB,  Dec.  31. 1015. 


MotpigeloiiB. 


CiA 

ApBtfbOuoes. 
Ittrat 


14.000 

4U633 

9.224 

182 

3n 


Unearned  nrems.. 
Other  liabffities.... 

Total  Eabimaes.. 
Capital  paid  up. .. 
Net  surplus 


87.873 
308 


18.181 
25.000 
22.235 


856.416       Total 855.416 


VSS3  AND  PREMIUMS:  Pire  risks  in  force.  Deoembtf  31. 
ll.l9a^Q5&;  prannms  thereon.  816.364. 

BtSDIESS  SNCE  ORGANIZATION:    Pnmioms  reedved, 
IUD.619;  loMS  paid.  $38,201:  dividends  declared,  cash.  $46»680. 


MIHTCAGE  LOANS:  There  are  2  loans  a^gremting  $4,000, 
pnMedlnrdveffing  property  ritnated  in  Merrunadc  Co.,  N.  H., 
vwBd  at  VXOH.  There  is  no  interest  past  due,  and  the  com- 
Piaif  ndi  njSOO  of  inauranee  on  the  boikfings. 


STOCKS  OWNED: 

A.,  T.  4S.Fe 

Amer.  Woolen .  

Baltimore  A  Ohio  Ry 

Brooklyn  Rapid  Transit 

Chi.,  Mil.  k  St.  P.  Ry 

Kan.  C^.  So.  By 

N.  Y.  C.  ft  H.  R.  R.  R 

Norfolk  ft  Western  Ry. : 

Pa.R,R 

U.  8.  Realty  ft  Inv 

U.  8.  Steel  Corp 

Union  Pfee.  Ry 

Tideirster  Power  Co 


Pw 

Market 

Yalue. 

Yahie. 

$6,000 

86.480 

3.500 

3.430 

2,300 

2,190 

1.000 

890 

2.500 

2.500 

3.000 

1.980 

2.500 

2,750 

3.000 

3.660 

2.500 

2.976 

3,000 

1.170 

3.000 

2,670 

1.000 

1.480 

1.200 

1.200 

Totals. 


$34,500        $33,375 


MISCELLANEOUS:  On  April  27.  1907.  paid^p  capital 
increased  from  $15,000  to  125.000.    Company  operates  only 
inN.H. 

DIRECTORS:  Sobn  A.  Carter,  William  P.  Thayer.  John  B. 
Robertson,  Willis  D.  Thompson,  Prank  S.  Strfeter.  Arthur  P. 
Morrill  Obadiah  Morrill,  Prank  P.  Andrews,  Allen  Hollis.  Isaae 
Bin. 


STERLING  FIRE  INSURANCE  COMPANY,  Indianapolis,  Ind. 

fVeeident.  Edward  D.  Evans;  Secretary,  Oscar  L.  Ross.    Organised.  1911. 


Unearned 


»U ;  Il,565i3»       $200,069  $393.289| 

KM'  UM.475         338,772  310,883 

nn     1.601.437         394.131  389.5621 

ItB,   1,4901625         142,470  459.210 

^"    J>^_U»0! 308.998! 

tl&eMes  1300.536  initial  net  cash  surplus  paid  in. 


"Net  ' 
Surphis 


Net 
Premiums 

Total 
Inoome 

Lofves 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Incurred 

a$43,352 
401,243 

$129,561 
485.646 
504.899 
305.351 

t303.428 

a$131.143 

215.225 

172.828 

23.337 

$42,500 

$70,689 
218.945 
222.578 
152.455 
t20,072 

$244,332 

434.170 

394.906 

175,792 

20.072 

$106,419 
235,600 

424,625 

191.421 

244,861 

37.613 

^Excluding  organiiatioo  expenses.         a  Includes  $21,843  marine  prems. 


AaHa.DK.  31. 1915. 
2^«tgiseigus $1,194,463 

5^ 100.335 

?* 100.778 

^'hdaoes..,.        39.070 
*»*«* 25.436 


Luanxiua,  Die.  31, 1915. 

Losses  unpaid $39,969 

Unearned  jprems....       206.089 
Other  liabffities.....        16.192 


J<5*i $1,523,601 

SpLdepiofsiah..         18.062 


Total  liabilities. . .  $262,250 
Capital  paid  up. . . .  850.000 
Net  sorphis 393,289 


TotiiidB. 


$1,505,539       Totol $1,505,539 


UadmsiiigpRifit.  $53,200;  mvestment  profit,  $56,131. 

USK8  AND  PREMIUMS:  Fire  risks  in  force,  Deoember  31, 
fi^MfiJSl:  pKBiums  thereon.  8350,154;  marine  and  inhmd  risks 
■  mt,  tasjZaO;  prenioma  thereon,  $7,827. 

^BOSKEaS  SINCE  ORGANIZATION:   Premiums  received. 
tl.114.081;   loMS  paid.   $531,065;    dividends  dedaied,  cash. 

MOBTGAQE  LOANS:  There  are  375  loans,  aggrenting 
•I.IH.463  pnteeted  by  in^iroTed  real  estate,  mostly  in  Indiana, 


valued  at  $3,637,800.  Only  17  are  for  $10,000  or  over,  the  four 
brgest  bemg  for  $30,000.  $25,000.  $20,000and  $20,000.  respectively, 
the  remainder  ranging  from  $100  up.  There  was  $4, 152  of  intact 
past  due  on  Deeember  31.  last.  Tlie  company  holds  $1,048,955  of 
fire  insurance  on  the  mortgaged  buildings. 

BONDS  OWNED: 

U.  S.  Phifippine.  reg..  4%.  1939 

Adams  Co.,  Ind..  mac.  rd.  c,  4H%> 

1916-18 

Clinton  Co.,  Ind.,  gv.  rd.  c,  4^%,  1917 . 
Carroll  Co.,  Ind.,  gv.  rd.  c.  4H%.  1916. 

Sapulpa,  Okla.,  f.  c,  6%,  1932 

Danvule.  Ya.,  st.  ft  bdg.  imp.  c,  4%,  1940 

Lynehbws,  Ya.,  wr.  c,  4%,  1938 

Roanoke,  Vs.,  pub.  sc.  c,  4H%.  1940. . . 
Roanoke,  Ya^  st.  unp.  c  4H%.  1940. . . 
Knox  Co..  Ind.,  gv.  rd.  c.  4H%,  1921-8 

Newton  Co..  Ind.,  5%,  1916-21 

Hendricks  Co^  bid.,  gv.  rd.  c,  4)^%, 

1928-30 

Parke  Co^  Ind.!  gv.  id.  c.  AH%,  1917-19 
Tipton  Co..  Ind..  gv.  rd.  c.  4H%.  1910-9 


Pte 

Market 

Yalue. 

Yalue. 

$11,000 

$11,000 

2.044 

1.930 

128 

128 

160 

160 

10.000 

10.400 

25.000 

23.202 

10.000 

9.325 

5.000 

5.062 

5.000 

5.062 

8,521 

8,521 

4,300 

4.354 

1.120 

1.120 

2.329 

2.329 

1,776 

1.776 
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STERLING  FIRE  INSURANCE  COMPANY,  Indianapolis,  Ind,— Continued, 


Bonds  OwKZD.—Cont, 

Randolph  Co.,  Ind.,  gv.  rd.  o..  iH%,  1916 
Jay  Co..  Ind.,  gv.  rd.  c.  VA%,  1916-9. 
CaaB  Co..  Ind..  mac.  rd.  o.,  4H%,  1916-28 
Miami  Co..  Ind.,  gv.  rd.  c.  4H%.  1916-28 
Knox  Co.,  Ind.,  gv.  rd.  c.  4H%»  1917-9 
Tipton  Co..  Ind.,  gv.  rd.  c.  4h%.  1916-20 
Knox  Co..  Ind.,  gv.  rd.  c,  iH%*  1916-9 
Dda.  Co^  Ind.,  gv.  rd.  c.  4H%.  1918^ 
Mont.  Co.,  Ind..  gv.  rd.  c,  4^%,  1917. . 
Monroe  Co.,  Ind.,  st  rd.  c.  5%,  1916-9 
Sullivan  Co.,   Ind.,  st.  rd.  c,  4H%« 

1917-27 

Sullivan  Co.,  Ind.,  gv.  rd.  c,  4H%, 

191<^27 

Starke  Co.,  Ind.,  gv.  rd.  c,  5H%.  191^22 
Tipton  Co.,  Ind^  gv.  rd.  e.,  4^%.  1916^ 
Madison  Co.,  Ind^  gv.  rd.  c,  4H%t 

1916-9 

Madison,  Co.,  Ind.,  gv.  rd.  c,  4H%. 

191W) 

Howard  Co.,  Ind.,  gv.  rd.  e.,  4^%.  1916-9 


Howard  Co.,  Ind.,  gv.rd.c.,4h%*  19164) 
lecatur 
1921-3 


Decatur  Co., 


Id.,  gv. 
Ind., 


gv.  rd.  c,  5J^%. 


FVanUin  Co.,  Ind.,  gv.  rd.  c.  6%.  191^21 
Lake  Co..  Ind.,  No.  Twp.  gv.  rd.  e..  B% 
1916 


'0* 


Par 
Value. 
$263 
3,200 
3,360 
2.951 

912 
1.280 

508 
1,100 

359 
1.128 

3.520 

3.197 
4.200 
1.025 

1,832 

2.824 
2.384 
2.226 

9.210 
5.268 

1,120 


Market 

Value. 

$263 

3,200 

3.360 

2,951 

912 
1.280 

508 
1.100 

359 
1.134 

3.520 

3.197 
4.296 
1.025 

1.832 

2.824 
2.384 
2.226 

9.613 
5.432 

1,126 


Bonds  Owkxd.— Con(. 

Lake  Co..  Ind.,  Hobart  Twp.  gv.  rd.  o., 

5%,  191W1 

Vermillion  Co.,  Ind..  gv.  rd.  c.  4H%, 

1916^ 

Randolph  Co.,  Ind.,  mac.  rd.  e 

1917-8 

Mechlenburg  Co..    N.  C.  f.  c,  5%, 

1923-4 


4H%, 


Par 
Value. 

$1,260 

875 

840 

2aooo 


Maiket 
Value. 

$1,289 
879 
610 

20.500 


Total    (book    value.    $162.393) $161,381       $160,668 


MISCELLANEOUS:  The  company  rdnsnred  entire  liabilil7 
in  the  Hartford  Fire,  and  assumed  a  contract  whereby  the  Hartfotd 
assumes  a  certain  portion  of  all  risks  written.  Value  of  deponts: 
Ind..  $454,052;  NTC.,  $20,500. 

DIRECTORS:  L.  A.  Coleman.  C.  M.  Homer.  Jas.  F.  Joseph. 
L.  B.  Millikao.  W.  N.  Showers,  R.  C.  WaOcup.  J.  E.  Liny.  G.  F. 
Quiok.  E.  D.  Evans.  J.  Will  Baxter.  Ehner  E.  Gaady.  W.  C.  Pnlss, 
A.  G.  Dugan. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  eonpany 
operates  in  Ark..  CaL,  Colo.,  Conn.,  D.  C.  Fla..  Ga.,  Ida..  DL, 
Ind..  Kan.,  Kv.,  La..  Md.,  Mass.,  MicL,  Minn.,  Mies..  Mo.,  Moot., 
Ncv..  N.  H.7N.  J..  N.  Y..  N.  C,  0.,  Ore.  Pfc.,  8.  C,  Tex,  Utah. 
Wash.,  W.  Va..  and  Wa. 


STONEWALL  INSURANCE.  COMPANY,  Mobile,  Ala.§ 

Presidoit,  Chas.  H.  Brown;  Secretary.  John  GaiUard.  Orgsnised,  1866. 


Ymul 

Assets 

1915 
1914 
1913 
1912 
1911 

$307,681 
314,424 
334,848 
832.650 
398.358 

Unearned 
Premiums 


Net 
Surplus 


$28.0831 
28.325  < 
29,265 1 
28,7641 
30,8731 


$123,111 
126.907 
130.555 
136.948 
126.792 


Net 
Pressiums 


Total 
Income 


Losses 
Paid 


*$26.538! 
24.223 
31.042 
28.951 
33.498 


$41,262 
40.876 
46.537 
54.411, 
52,503' 


*$10,371 
8,717 
7.372 
5,742 
7,730 


Dividends 

Expenses 

Total  Ex- 
penditures 

$18,000 
18.000 
18.000 
18.000 
15.000 

$16,814 
16.600 
15.689 
16.503 
16.322 

$45,185 
43.317 
41.061 
38.823 
39.052 

Incurred 

$10,591 
8,717 
7.353 
6.484 

7.330 


*  Inohides  $2,243  marine  premiums  and  0  marine  loeses. 


Asam,  Dbc.  31. 1915. 

Real  estate $7,250 

Mortesge  loans 117.963 

Bonds  and  stocks. . .  116,595 

CoUateral  loans 5.400 

Cash 12.612 

FMnhims  due 25.081 

Interest  and  rents.. .  653 

Otherassets 22,127 


LuBiuma,  Dmc.  31, 1915. 

Losses  unpaid $221 

Unearned  prems....  28,063 

Int.  paid  in  adv....  4.079 

Other  liabilities 2.237 


Total  liabilities...  $34,570 
Capital  paid  up....  150.000 
Netsurphis 128.111 


Total 


$307,081       Total $307,681 


Underwriting  profit,  $1,321:  investment  profit,  $13,884. 

RISKS  AND  PREMIUMS:  Fire  ryes  in  foroe,  December  31, 
$2,638,226;  premiums  thereon,  $55,698. 

BUSINESS  SINCE  ORGANIZATION:  Pnmhims  received, 
$1,546,319;  losses  paid.  $449,082;  dividends  declared,  cash,  $548,- 
035;  stock.  $48,465. 

REAL  ESTATE  OWNED:  Houas  and  land  in  Mobile  Co.,  Ala., 
vahaed  at  $7,250. 

MORTGAGE  LOANS:  There  an  70  Umdm,  acgra^ting  $117,- 
963,  protected  by  improved  real  estate  in  Mobue  CiW  and  sub- 
urbs, vahied  at  $312,100.  There  is  no  interest  past  due  and  the 
company  holds  $139,200  of  insurance  on  the  buildings. 


COLLATERAL  LOANS  an  as  foDows:  Market 

SaciTRnms:  Vahie. 

Stonewall,  stk $2,640\ 

Ist  Nat.  Bank 3,000/ 

{  Transacts  both  fire  and  marine  insurance. 


Amount 
Loaned. 

$5,000 


CotiATBBAL  Loans. — Cont. 
Sacunrnia. — Coat. 

Greene  Co.  Lbr.  Co 

Stonewall  stk 

Stonewall 

Van  Antwerp  Bldg 


Market 

Value. 

$1,000 

2.640 

4.950 

500 


Amount 

Loaned. 

$1,000 

3.060 

4.000 

500 


Less  loans  on  own  stock. 


$15,730 


$12,550 
7.150 


$5,400 


BONDS  AND  STOCKS  OWNED: 


Alabama  Cb 

AUbama.  f 

Mobile  Cot.  A  Mere.  Assn. 
Mobile  Infirmarj 
Stk.  Cham! 
Cotton  Ex. 


arv 

Stk.  Chamber  of  Commerce 

Cotton  Ex 

Govt.  St.  M.  E.  Church,  bs 

Totals  (book  value.  $126,605). 


Par 

Maricet 

Value. 

Vahie. 

$107,000 

S90.510 

7.000 

7.000 

2,500 

2.500 

5,000 

5.O00 

25 

25 

100 

00 

2.500 

2.500 

$120,625       $116,595 


MISCELLANEOUS:  Company  operates  only  in  AhA^n^ 

DIRECTORS:  J.  J.  Blacksfacr.  Chas.  H.  Brown,  Nathao  G. 
Davis,  Samuel  J.  Hahn.  W'uwton  Jones.  A.  L.  Staples.  Emm  D. 
Baker,  A.  W.  Brooks,  J.  C.  Bush,  Jr.,  Robert  Hunter.  W.  P. 
McDonnell  F.  C.  Turner,  Stewart  Brooks,  J.  B.  Davia,  John  F. 
Jossen. 


STUYVESANT  INSURANCE  COMPANY,  New  York,  N.  Y. 

President,  A.  R.  I^erson;  Vioe-fVesideots,  J.  S.  Frelinghuysen,  C.  A.  Garthwaito;  Secretary,  G.  F.  Hutohings.    Organised,  1859. 


YiAB     Assets 

1 


1915 
1914 
1913 
1912 
1911 


$1,282,562 
1,162,323! 
1,349.543 
1.435.519 
1.337.276 


1  Unearned 

Net 

Net 

1  Premiums 

Surplus 

$656,775 

$26,372 

a$1.023.982 

476,707 

150,962 

651,673 

694,388 

112,425 

1,178.755 

609,092 

268.354 

1,022.039 

530,616 

277.695 

914,653 

Total 

Losses 

Income 

Paid 

$1,071,493 

a$586,068 

702,930 

579,757 

1,232,090 

810.145 

1,071,413 

695.797 

966,066 

583.439 

Dividends      Expenses 


a  Includes  $138,188  marine  premiums,  and  $51,775  marine  I 


$20,000j 
40.000 
40.000 
40.000i 
40,0001 


$39a5n 

209,312 
348,517 
300.493 
277.881 


Total  Ex- 
penditures 


$996,579: 

889,069' 

1,198.6621 

1,036,290. 

901.3201 


|5ft5,575 
M7.606 
828.706 
M2.673 
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STUYVESANT  INSURANCE  COMPANY,  New  York,  N.  Y .^Continued. 


Ams,  Die  31, 1015. 


MutfvlBiai... 
Bonds  laditoeb. 

CM 

iBfanit 

Other  Meti 


16.000 
063.003 

33.360 

246,231 

4378 

46.015 


LiABnimB,  Die.  31. 1015. 

LoMi  unpaid 1180.448 

nneaniedprems....       656,775 
Other  liabiUtiM....         18.067. 


Total  OabffitiM. 
Capital  paid  up. . 
Net  BttiphiB 


1856.100 
400.000 
26.372 


Total 31,288.087 

S|iL(kp.(nvliBb..  6,425 

TodliMti SU82,562       Total 11.282.662 


Cidnmbs  ^am,  1173^2;  inveitment  profit.  177.364. 

BBSS  AND  PREMIUMS:  Kre  rycg  in  faroe^  December  31. 
n.4?Q;<R;  preBuuiDs  thereon  $1,101,055;  manne  and  inland 
ndbkfone,  SUa0i461;  proaunma  thereon.  318.134. 

BCSIKE8S  SINCE  ORGANIZATION:  Fnmtuma  reoeived. 
nmM;  loans  paid.  17.043.082;   diridends  declared,  cash, 

\xm,m 

MORTGAGE  LO.ANS:  There  ia  a  loan  of  16,000  on  270  Bridge 

iUBrQokl]rB.nIued  at  10,000. 

B0SD6AND  STOCKS  OWNED: 

BoilDS. 

U.Cy,dk,3%,  1021 

VY.Cy,r.tr,3^c.ia50 

5.Y.C7,pq8eedept..3%,1041 

J|&^'-tr,3H%,1054 

HJ.^,wp.8tk,4H%,1067 

;>cy-.w,m«rc.  1957 

««B8y,liiL,5%,  1935. 


*'-*5n«.RT,8%.  1016 
CnCT6.1LlL,li,5%.10fi 


1  m.,  4%.  1063.. 


fi^Cr.  a  8.  ft  Mem.  R.  R..  1  m.. 

«*«.ll» 

5hT-»^  ^  r.  1  m.  €▼.,  5%.  i050. . . 
f  H^uFaa^R.  lU  r,  4%.  1051 . . 
f  t;**^H.Rn  1  CB.  m..  4%.  1032 

>*g|&aiB.!L.N.f.Cy,lm.,5%. 

itti^  p:f.  r:  r:,'n.  ir.  cy,i  in.; 

{fff.W8i'8.te%,"  1026!  ■."."."■.*.■. 

?f,MN.Y.Cy,4%.1066 

*  jAirBb.,  1  m,  5%,  lOa 

*Y.^*aU..Ht.  k  Pow..  pur. 


Pfer 

Market 

Vahie. 

VahM. 

S25.000 

623.750 

120.000 

04.800 

5.000 

4.100 

20.000 

17.600 

50.000 

62,540 

16.000 

16,060 

laooo 

0.000 

10.200 

0.702 

1.000 

760 

15.000 

14,100 

8.000 

8.240 

10.000 

7,700 

15.000 

6.600 

25,000 

18.250 

25.000 

16.500 

2aooo 

14.600 

10.000 

10.200 

15.000 

14.850 

10.000 

11.500 

19.000 

14.440 

10.000 

10.400 

BONDB  AND  &rOCU  OWKCD.— Ccilf. 

BOICM.— CotU. 

Olean  EL  U.  ft  Pow.,  N.  Y.,  1  in..  5%. 

1061 

Weatem  El.,  1  m..  5%,  1022 

Ca.  Qaa..  cv.,  i%,  1020 

SrocKB. 

AtcL,  T.  ft  8.  Fa.,  com 

Chi.,  Mil.  ft  St.  P,  com 

Chi.,  Mil.  ft  St.  P,  p 

Chi..  R.  Ia.  ft  ftMJ 

Dela.  ft  Hudaon 

Gt.  Northern  R.  R.,  d 

Kan.  Cy..  Ft.  Scott  ft  Mem.  R.  R 

L.  ft  N.  R.  R. 

Manhattan  Ry 

Minn..  St.  P.  ft  8.  St.  M.  R.  R..  p 

Mum..  St.  P.  ft  S.  St.  M.  R.  R..  com.. . . 
Norfolk  ft  Weatm  R.  R 

Southern  Ry.,  p 

Southern  Ry..  Mrip 

Southern  Pac 

Un.  Pac.  R,  R.  p 

Union  Pac.  R.  R..  com 

Irving  Nat.  Bk 

Conaofidated  Qaa 

Golden  HiOBUg 

LouiariUe  IVoperty t 

P.  Lorillard  Co.,  com 

Tobacco  Produeta. 
Amer.  Smeltera  ft 


£ri 


com. 


Par 

Market 

Value. 

Valua. 

310.000 

88,800 

10.000 

10.300 

7.500 

0.525 

10,000 

ia800 

10.000 

10,000 

20.000 

27.000 

15.000 

2,700 

10.000 

15.400 

43.200 

54.864 

40.000 

27.200 

laooo 

13.000 

10.000 

13,300 

11.600 

15.060 

3.300 

4,126 

20,000 

24.400 

50.000 

50,000 

laooo 

6.200 

200 

164 

50.000 

53.000 

2aooo 

16,600 

10,000 

14.100 

10.000 

18,300 

30.000 

43.200 

25.000 

25.000 

100 

25 

20.000 

36,800 

10.000 

10.000 

3aooo 

32.400 

5.000 


4.250 


Total  (book  valua.  f  l.ote,800) 1040.100     *I052.706 


*SeeuritieB  aa  per  Company'a  vahiationa;  the  item  in  Aaeto  ia 
baaed  on  Ina.  I>f>t.  vahationa. 

MISCELLANEOUS:  On  November  21,  1002.  20%  (640.000) 
aaeeament  waa  levied  on  atookhoMera  and  amount  added  to 
aurphia.  In  1008  capital  waa  inereaaed  from  1200.000  to  1100.000 
ana  3100,000  added  to  aorpha.  C^onflagratiim  kMees;  Baltimore, 
1004.  $42,000;  San  FhrncnooT  11006,  $156,000.  Special  depoait 
in  Man..  $30,000. 

DIRECrrORS:  A.  R.  Pieraon,  J.  S.  FrdinghuyaOi.  H.  O.  Mo- 
Faddin,  E.  C.  Jameaon,  Robt.  K.  Prentice.  F.  L.  Froment.  C.  A. 
(Sarthwaite,  L.  A.  Thompaon,  W.  H.  Kellnv .  E.  F.  Brewster,  F.  P. 
Moore,  A.  C.  Knothe,  /.  F.  Schmadeke,  H.  R.  Chamber*.  N.  P. 
Cutler. 

FIELD  MEN  AND  TERRITORY  (X)VERED:  J.  S.  Frelini- 
huyaen.  general  agent.  The  company  operatea  in  Cal..  Ck)lo.,  111., 
La.,  Md..  Minn.,  Mias.,  Mo.,  N.  J..  N.  Y..  N.  C.  O.,  Ore.,  PHh 
Tenn.,  Utah  and  Waah.,  also  in  B.  C.  and  Manitoba. 


TEUTONIA  FIRE  INSURANCE  COMPANY,  Pittsburg,  N.  S.,  Pa. 

Prendent,  C.  W.  Gerwig;  Secretary,  N*.  A.  Weed.    Organized,  1871. 


Y  1  UncMned  i       Net       [       Net       i      Total  Lowes 

_        ^'t^'    '  Premiumi       Sun^ua     '  IVemiuma  !     Income     |       Piiid 


j  'Total  Ex-" 

Dividends      Expenses     penditures 


1114 

mi 


IK7,676 
nU67 
USUTO 
LOHJ» 
UIIZ.«»' 


Leases 
Incurred 


$588347 

$120,343 

$525,432 

$503,500 

$370,170 

$4,000 

$248,496 

$623.6661 

$346,288 

633.278 

00.801 

610.133, 

671,615 

402.152 

22,000 

259,704 

773,856) 

502.814 

648.661 

103.420 

670.378 

725.587, 

393.120 

32,ooo: 

274.341 

609,461 

382.741 

607.827; 

207,050 

020.284 

673.732 

Bs-voai 

32.000 

251.085 

668.116 

364.696 

587.191 

211.067 

654.483 

707.560 

408.174 

40.000, 

268,277 

716.451 

396.680 

Amw.Dk.  31, 1015. 

Si«^ $88,200 

Kf««Jo«r....  588.283 

g5«»»d«oeb...  00,825 

^^'Waeei'".;;  §5.351 

qS^Ll 101369 

^^'■•ti $057,676 


LuBiuiXBa,  Dae.  31, 1915. 

Loasea  unpaid $46,486 

Unearned  jprema....       588.347 
Other  UabiHtica....  2.500 


Total  liabiliUea. 
Capital  paid  up. . 
Net  aurphia 


$637,333 
200.000 
120,343 


Total $057,676 


-      .  $25,064;  ianatment  profit,  $58,516. 
n^ii?^  FREMIUMS:  Fire  riaks  in  force,  December  31, 

2S«2.'"™™*  therwn,  $1,181,043. 
r^S??  ^^^  <>^GANIZATION:    Plremiums  received, 
I^'utIJ^.  ^^  $4,311,272;  dividenda  declared,  cash, 
•WWW;  i4oek,  166,000. 


REAL  ESTATE  OWNED:  The  chief  item  is  the  company's 
home  office  building,  a  3-8tory,  brick  structure  at  735  Ohio  st. 
Pittoburg,  the  book  value  of  which  is  $28,165,  and  which  is  carried 
at  $30,000.  The  remaining  properties  are  8  lota  on  Allequippa  st., 
Pittaburg  (valued  at  $1,000):  123  lots  in  Reserve  twp.  (valued  at 
$21,000);  a  lot  on  Fleck  st.,  (valued  at  $700);  a  dwelling  on 
Woodville  ave.,  valued  at  $3,500  and  6  dwellings  at  Webster  and 
Manilb  sta.,  valued  at  $14,000,  and  several  other  dwelling  prop* 
ertiea. 

MORTGAGE  LOANS:  There  are  180  loans  on  ^operties 
located  chiefly  in  I^ttaburg,  McKeesport,  Avalon,  Dormont, 
SwisBvale,  Beechview,  Wilkinsburg  and  other  western  Pa.  towns. 
There  are  but  7  loons  as  Urge  as  $10,000,  and  the  averagais  about 
$3,200.  They  are  mostly  upon  improved  properties  and  there 
ia  $666,050  oif  insurance  held  b^  the  company  on  buildings,  the 
total  amount  loaned  being  $588,263.  The  mort^ed  properties 
are  valued  at  $1,256,400.  and  there  waa  $1,691  mterest  overdue 
on  December  31,  last. 
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TEUTONIA  FIRE  INSURANCE  COMPANY,  Pittsburg.  N.  S.,  Pa.— Conttni«irf. 


BONDS  AND  STOCKS-OWNED:  Pfer  Muket 

BoKDB.  Vahie.  Yahie. 

Fkh.,MeK.  A  Con.  Ry..  cv.  m^  5%.  19ai  liaOOO  HaiOO 

FBb^lm.4ooLtr.,5%.1049 6.000  6.060 

DuqucneTo.,  ]m^5%.1030 8,000  2,970 

Pitte..  Alle.  A  Maneh.  Tc,  5%,  1030 ... .  1.000  1.010 

Wilks.  A  E.  Pitts.  Tc.  5%.  1029 6,000  4,850 

UnHed  Tc  6%.  1997 1,000  780 

U.  8.  Steel,  g.  •.  f..  6%.  1963 6.000  5,200 

So.  Tc,  1  m.  ool.  tr..  6%,  1060 10,000  6.800 

W.  Penn.  Ry«  1  m..  6%.  1031 10.000  10,000 

B.  A  0.  R.  R..  ov..  g..  4H%,  1933 10.000  9,700 

N.  Y.  C.  A  H.  R.  R.  R..  d..  4%,  1034. . .  6.000  4,660 

L.  Shore  A  Mieh.,  So..  4%,  1931 6.000  4.760 

M ..  E.  A  8.  Tc.  1  m..  6%,  1923 2,000  1.940 

Jonee  A  LmuIub  SteeL  1  m..  6%.  1939. . .  10.000  10.300 

Pitts.  Coal.  d..  6%,  1931 6.000  4.860 

Westinghouse  M^1^6%,  1940 6.000  6,026 

Stocks. 

Ftea.R.R laOOO  11.900 


Totdi  (book  Tahie.  $100.267) $102,000       $99,826 


MISCELLANEOUS:  Cbpital  ineraMed  in  1879  tnm  $106,000 
to  $119,680:  ineraMed  in  1880  to  $126,000;  sad  in  1906  from 
$125,000  to  $200,000  snd  $39,260  rasliied  ss  pnamnn  on  the 
new  Btoek.  Conllagratioo  loss:  BdtisMra.  1904.  $2,600;  Sslcm, 
Mtm.,  1914.  $76,000. 


DIRECTORS: 


Gerwig.  Wd.  RmncBsnydBr.  Dr.  E. 


Hennr 
L.  Ctsmieeki,  Hennr  J.  Lots.  Jlsoob  Mutsig,  (^sries  KeDur. 
Dr.  F.  Blame.  C.  R.  Hsan*.  C.  W.  Gerwig,  Geo.  E.  Mqrcr.  Kbos 
J.  Steiner.  H.  W. 


HELD  MEN  AND  TERRITORY  COVERED:  W.  T.  Bode, 
special  agent  for  western  Pa.;  L.  D.  Owrej.  s|wdal  scent  for 
eastern  A..  N.  J.  snd  Md.;  E.  A.  Fliekner.  speoal  anot  for  O. 
and  Mieh.;  Elid  A  Loeb.  general  agents  for  Dl.;  PWey  B.  Dotton. 
nneral  agent  for  N.  Y.  State  (outside  of  Metropolitan  distriet); 
Ge-).  S.  Rosencrants  for  Mass.  and  Conn.  The  Mmpatif  operates 
in  Coto.,  Conn.,  D.  C,  IB.,  Ind.,  Md..  MasL.  Mieh..  N.  J.,  N.  T., 
0..  Pk.  and  Wis. 


TEUTONIA  FIRE  INSURANCE  COMPANY,  Dayton,  O. 


IVeddent,  J.  linzweiler,  Jr.;  Seorefcsiy,  Wbl  P.  Kruner. 


1806. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

LoMea 

Yuis 

Assets 

Prfmiiwns 

Surphis 

PrmiuiDf 

P^ 

Dividends 

Expenses 

penditarss 

lutLuiied 

1916 

$1,036,389 

$144,798 

$686,264 

$110,219 

$110,021 

$86,646 

$80,000 

$62343 

$127,908 

$80331 

1914 

14»1,966 

142306 

$00,703 

120.027 

169,227 

AOpWO 

80,000 

60,013 

117361 

ao.7o» 

1918 

960,827 

138.788 

672.696 

119.011 

167.692 

00,268 

80.000 

66,294 

146.482 

•0307 

1912 

967,673 

183,967 

678,323 

120,661 

169,180 

86,021 

80.000 

69.004 

124*116 

Sft,661 

1911 

920,676 

119,879 

666.896 

116.676 

160,099 

27.046 

aoiooo 

66333 

112308 

304)13 

Asam,  Dk.  31, 1915. 

Real  estate 

Bonds  and  stoeks. . . 

Cbsh 

Acents' balances 

Interest 


LuBiuma.  Die.  81, 1915. 

$09,000    Losses  unpaid $1,087 

927.681    Unearned  nreins. . . .  144.793 

18336    Other  IkbifitieB 2396 

18.006  

7,627       Total  Kafailities. . .  $149,126 

Capital  paid  up....  260.000 

Netsurphis 636,264 


Total 


$1.036389       Total $1,036,389 


Underwriting  profit.  $26,048;  investment  profit,  $89,463. 

RISKS  AND  PREMIUMS:  Fire  rfaks  in  forae.  Deeember  31. 
$31,190,460;  premiums  thereon,  $286,140. 

BUSINESS  SINCE  ORGANIZATION:  Pramiuras  raoeived, 
$3,672,400;  kMses  paid,  $068363;  dividends  deelarad.  eaah.  $883,- 
250;  stoek.  $130,000. 

REAL  ESTATE  OWNED:  Lot  80  x  100  f t.  on  whieb  is  ereeted 
a  stone,  oonerete  and  steel  fireproof  building  ooeupied  solely  by 
tbeoompany.  Situated  No.  44  and  46  So.  Jefferson  St.,  Dayton,  0. 

BONDS  AND  STOCKS  OWNED:  Pw  Market 

Bonds.  Value.  Value. 

Cleveland.  0.,  reg..  1924^1. 4% $150,000  $162,900 

Clevebnd,  0..  ng.,  193642. 4^% 10.000  10.760 

Cincinnati.  0..  reg.,  1923^.  4% 124.000  127380 

Toledo,  0.,  ng.,  1917-41, 4% 00,000  61,150 

Toledo.  0..  reg.,  1928, 4K% 20,000  21,000 

Columbus.  0..  reg.,  1918-47.  4% 93,000  96.710 

Columbus.  Om  reg..  1921,  4H% 7.000  7.280 

Canton,  0.,  ng..  1926^.  4% 10.000  10.200 

Canton.  0..  reg.,  1930.  4V^% 40,000  43,200 

Lucas  Co..  C  reg.,  1924, 4% 30,000  30300 

Younfrtown,  0.,  ng.,  1917-25,  6% 10,000  10370 

Youn«rtown,  0..  reg.,  1918.  4% 4.000  4.040 

Yoongstown.  C  reg..  1926.  4H% 6.000  6.360 

Aim,  0..  reg.,  1917-28. 4H% 10,000  10380 

PorioRioo Gov.,  ng..  1939-27,4% 27.000  27.000 

Dayton,  0.,  reg.,  Stewart  st  bg.,  1930- 

82.4% 26,000  26.520 

Dayton.  0..  reg.,  Gt.  Miami  riv.  imp., 

1930^2. 4% 47,000  47,940 


Value. 


Bonds  4Nd  Srocn  OwNm>.— Coitf.  Pw 

BoNDa.~Ceiil.  Value. 

Dayton,  0.. «.,  1918-19, 6% 88,000 

Dsyton,  0.,  pav..  1916. 5% 

Dayton,  O.,  m.  Itg..  1920-26, 4H% 

Dayton,  O.,  W.  5tb  st,  rep.,  1919-23, 4%. 
BrookvOle,  0.,  wat.  wks.,  1926-29,  6%.. . 

Trumbull  Co.,  imp.,  1919-20,  5% 

Arcanum.  0..  wat  ft  It  pit,  1916^  6% . 

Stocks. 

Meiebaats  Nat.  Bk.,  Dayton,  0 

Winters  Nat  Bk.,  Dayton,  O 

City  Nat  Bk.,  Dayton,  0 

Third  Nat  BlL  Dayton,  0 

Teutonia  Nat.  Bk.rDayton,  0 

Dayton  Nat.  Bk.,  Dayton.  0 

First  Nat  Bk.,  MiamiBburg.  0 

City  Ry.,  Dayton,  C  p 

City  Ry.,  Dayton,  0..  com 

Dayton  4  West  Tract.,  p 

Dayton  A  West.  Tract,  com 

C.  4  Pitts.  R.R.,gr 

Dsyton  4  Mich.  R.  R.,  p 

Dayton  4  Mich.  R.  R.,  com 

Col.  4  Xenia  R.  R.,  gr 

Col.  4  Xenia  R.  R.,  gr 

Uttle  Miami  R.  R.,  gr 

Dsyton  Gas,  Dayton,  0.,  p. 

Dayton  Gas.  Dayton,  0.,  com 

Dayton  Pow.  4  Lt,  p 

Totals  (book  value,  $840.900) 


MISCELLANEOUS:  Capital  iacraased  in  1910  from  OMKMIOO 
to  $260,000  and  $100,000  realised  ss  pnmium  on  tbe ! 


7300 

7J30 

S.O00 

3.110 

5300 

5,060 

6,000 

5390 

10.000 

10.480 

10.000 

lOJMO 

0300 

8.460 

6300 

10.735 

4,000 

13.000 

6.000 

0.2S0 

4.000 

5300 

&Q00 

S.O0O 

4j000 

0.000 

15,000 

21.460 

19300 

iqy^i^^ 

16300 

10300 

700 

030 

14,000 

23.400 

16300 

28300 

16.000 

11J260 

6.700 

11.08S 

800 

015 

8300 

10.480 

0300 

5*100 

1300 

540 

6.000 

4A50 

$840,900 

$027,031 

DIRECTORS:  J.  linxweikr,  Jr..  Wm.  F.  Oehnan,  C.  EL  n«iik. 
Adam  Schauta,  Frank  J.  Budwr,  Hcrman_Soehner,  Henry  Bwk- 
hardt  Wm.  H.  Kuhbnan  and  Louis  W. 


nELD  MEN  AND  TERRITORY  COVERED:  Speeial  ag 
E.  J.  Wdm.  The  company  operates  in  Dl.,  Ind.,  Mieb.,  N. 
0.,  Pk.  and  W.  Va. 


BEPORTS  OF  FIRE  INSURANCE  COMPANIES. 


TWIN  CITY  FIRE  INSURANCE  COMPANY,  Minneapolis,  Minn. 

Pn^dcnt.  a.  A.  Uawij;  Sngter.  W.  A.  OordiM.    OvobkL  I91I. 


t3l*M4 
M.TU 


•U.7M 

Ul.Ul 
UD-llg 


te(B.DK.ll.  ISIS.  LuMunw,  Dkl  31.  I>U. 

HalomytM (SaUTS    LmmoHil tCB-BO 


ui£S?.'.' 


UnTGiQE  LOANS:  Tim  >n  am  Int  Iowa  nonotbic 
mm  ■  fm  iHl  dtr  FHWtT  a  Miu~  H.  D,  n.  udlrZ 
nW  B  ■«  ttas  dnAlB  tka  (Bomt  kUHl  tbnn.    Ob 


GH.1T*         1 10.000        1130374 

117,217     iw.m 

mMl_ ^^■■.  M0.7WI 

BONDS  AND  STOCKS  OWMBD: 


■mUiS-I" 

enditum      I 

Ma.eM 

SITJOSi 


HO.OOO        K8,ttS 


|MK~      V.'   A.  0<rd«.  Hut  C,  &Dk&  VilUr  B. 

...  k-  !.  ,  W.J.Luiiiia,MiBB.LM.F.b.I>tlma. 

:  -I  :  1  i'.  Volkaua,  A.  W.  ffdk  A.  A.  midih 
\^  . ..«  ffakh.  F.  K  Horiotk.  K.  B.  Sksni. 

MSN  AND  TERRITORY  OOVTOBD:    huk  A. 

—I  'Vft.  ud  L«  W.  MrtDW,  MM.  ttunl  hbI, 

..„  I«  Wlk  nU  Md  a:  AhBuds  Ctedb,%M 

■mt.  ud  Ba>uiB  Hotn  iihU  H<Dt,  MlaiMMolt  Htan, 
lor  Uimi.:  W.  O.  fi«^  StU  ^M.  Hd  C  &  iUOJ-mh. 
•guml M«(,  Farts.  N.  D..  far  N^dT:  A.  U Cmv.  Bim* i^A 
WooTFiSt.  S.  D,  to  S.  D.  ud  U.:  iohi  PMnga.  bmmv 
Mil  ud  ftm  (biwtenl.  F*rn  N.  D.  Tb*  oniiuj  opamta 
m  nU  Is.  UiBiL.  Uont.  N.  0^3.  D.  ud  Wk. 


UNDERWRITERS  FIRE  INSURANCE  COMPANY,  Concord,  N. : 

ibCtaitBLJuA 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


UNDERWRITERS  FIRE  INSURANCE  COMPANY,  Concord.  N.  H.—ConHnued. 


BoNDB  Kin>  Stoceb  OwmD.—CorU. 
&rocEB. — CotU. 

Coneord  Shoe  Fkotory 

Conkey  Foil 

Eade  &  Phenu  Hotel 

GaleDa  Signal  Oil,  com 

Qreat  Northern,  Ore 

Helm,  Geo.  W.  Co..  oom 

Hill  Ann 

Home  Investment 

111.  Pipe  Line 

Impeml  Tob 

Ina.  Pipe  Line 

Lehigh  VaL  Coal  Sales 

Lig^t  k  Myan  Tob.,  com 

Lonllard,  oom 

Maverick  Mills,  p 

McAndrewa  &  Forbes,  com 

Mecgenthaler  Linotype 

Nat.  Transit 

Nat.  Surety 

Nat  Sugar 

N.Y.  Transit 

Ohio  on.. 

Psge  Belting .' 

Prairie  Oil*  Gas 

Piairie  Pipe  Line 

Porto  Riean-Amer.  Tob 

Reynolds,  R.  J 

Southern  Pipe  line 

South  Penna.  Oil 

Standard  Oil  N.J 

Standard  Oil,  Cal 

Standard  Oil  Ind 


Par 
Value. 
S200 
100 

1.200 
100 

6.000 
200 

7,500 

400 

200 

66 

60 

1.100 
900 
flOO 

1,000 
100 

1.100 
125 
700 
600 
100 
160 

3.800 
200 
300 
200 
200 
100 
100 

2,000 
600 
300 


Market 

Value. 

$60 

360 

1.800 

164 

2.650 

396 

7,500 

200 

362 

66 

111 

1.782 

2.322 

1.104 

1,000 

140 

1.881 

162 

1.477 

486 

228 

1,134 

4.180 

882 

702 

420 

990 

228 

383 

10,900 

2.274 

1,641 


Bonds  akd  Stocks  Ownid.— Coat. 
Stocks.— C<mU. 

Standard  Oil,  N.Y 

Un.  Profit  Shwing 

Union  Tank  Line 

Un.  Cigar  Stores,  oom 

Un.  Cigar  Stores,  p 

United  Fruit 

United  States  Express 

United  Stotos  Rabber,  I  p 

Vacuum  Oil 

Vir.  Car.  Chem.,  com 

Vir.  Car.  Chem.,  p 

Western  Union  Tg 

Westinghouae  Mfg 

Wejrman-Burton,  oom 

Young,  J.  S.  Com  oom 


Par 

Marker 

Vahie. 

Vahie 

$800 

S1.824 

65 

IK 

100 

» 

900 

90r 

200 

24< 

1.400 

2.1(X 

2.500 

1.17.* 

3,100 

3.371 

200 

4«< 

9,500 

4.65i 

400 

45: 

14.000 

12.6a 

500 

71C 

200 

49C 

100 

IS?. 

Totals  (book  value.  $261,304) $229,490      $29 1. 10<! 


MISCELLANEOUS:  This  company  was  fonnerly  tbe  Fire 
Underwriters  Association;  name  enanged  by  act  of  legislature 
m  1907  to  the  Underwriters  Fire  Insurance  Company.  Pkid-uf 
capital  increased  in  1907  from  $10,000  to  $36,000.  and  in  190>> 
from  $36,000  to  $69,000;  in  1909  from  $59,000  to  $100,000  by 
cash  payments,  and  in  1911  to  $200,000  fully  paid  up. 

DIRECTORS:  Charles  L.  Jackman.  Fred  W.  Cheney.  M.  R. 
Jaekman,  T.  E.  Presoott,  F.  T.  Jackman,  B.  F.  Presoott  and  Walter 
Williamson. 

FIELD  MEN  AND  TERRITORY  COVERED:  F.  T.  Jack- 
man  and  A.  R.  Kendall  special  agents  for  N.  H.  and  Vt.;  John  \\ . 
Gailcy.  special  agent  tot  Pa.  The  company  operates  in  N.  H..  Pa. 
and  Vt. 


UNDERWRITERS  FIRE  INSURANCE  COMPANY,  Rocky  Mount,  N.   C. 


Presdent«  M.  R.  Bnswell;  Secretary.  W.  8.  WOkinson.    Organiaed,  1905. 


Ykari     Assets 


Unearned 
Premiums 


1915 
1914 
1913 
1912 
1911 


$128,388 

122,225 

114,909 

106,941 

98,594 


Net 
Surpbs 


$28,896 
29,05l! 
24,688 
20.992 
18,180 


$42,659. 
37.216 
36.866 
29,716, 
26.624 


Net       ; 
IVemiums 

$26,058 
27.834 
22.617 
20.622 
18.730, 


Total 
Income 


$31,800 
33,893 
28,794 
25,764 
22.764 


Paid 


Dividends  i   Expenses 


$11,317 

11,665 

6.406 

6,677 

5,875 


$3,606; 
3,090| 
3,090, 
3,090, 


$14,999 

11.210 

10,046 

8.532 

7.685 


Total  Ex- 
penditures 


$26,316 
26,480 
19,642 
18.199 
16.650 


Lo9t9ea 
Incurred 


$10.73C 

13,06^ 

6,673 

6,9.>^ 

6.79>! 


Aflsna,  Dmc.  31, 1915.  Lubiutus,  Dsc.  31, 1916. 

Mortgage  loans $101,460    Losses  unpaid $1,334 

N.  C.  194)^60  4H%  Unearned  jprems. . . .        28,895 

bonds 10.000  Other  liabiUties... ..          4,000 

Gash 6.104  


Agents'  balances. 
Interest 


7,569 
3.266 


Total  liabilities...       $34,229 

Capital  paid  up 5 1,500 

Net  surplus 42,659 


Totalassets $128,388       Total $128,388 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$162,628:  losses  paid,  $58,133;  dividends  declared,  cash,  $22,145. 

MORTGAGE  LOANS:  There  are  first  mortgacn  loans  amount- 
ing to  $104,460  on  improved  real  estate  valued  at  more  than 


double  the  amount  loaned  thereon.  The  oompaiur  holds  ample 
insurance  on  the  buildings.  No  interest  past  due  on  Deeembet 
31,  last. 

MISCELLANEOUS:  This  company  was  organised  late  in 
1905,  and  commenced  business  February  1,  1906,  with  a  cash 
capital  and  surplus  amounting  to  $64,325. 

DIRECTORS:  W.  L.  Sherrod,  Dr.  J.  C.  Braswell,  J.  B.  PhiUipe>, 
H.  B.  Bryan.  M.  C.  Braswell.  Geo.  B.  Curtis,  R.  S.  Wells,  S.  C. 
Bellamy.  J.  M.  Sherrod.  S.  F.  Austin,  W.  T.  Braswell,  Dr.  J. 
P.  Wimberley,  W.  D.  Hackney.  Dr.  R.  H.  Sjxi^u  W.  L.  Banlco. 
Dr.  G.  L.  Wimberley.  J.  C.  Braswell,  Dr.  H.  B.  Marriot,  O.  S. 
Edwards,  D.  J.  Rose,  Dr.  M.  R.  Braswell,  W.  S.  Wilkinson,  W.  1 , 
WiUeford,  E.  W.  Shearin. 

HELD  MEN  AND  TERRITORY  COVERED:  Wilkinson. 
Bullock  Si  Co.,  nneral  agents;  Geo.  A.  Wilkinson,  special  atgcnt, 
Rocky  Mount,  N.  C.    Company  operates  only  in  N.  C. 


1015 
1914 
1913 
1912 
1911 


UNDERWRITERS  OF  GREENSBORO,  Greensboro,  N.  C. 

Preaident,  J.  Van  Lindley;  Secretary  and  Treasurer,  A.  W.  McAIister.    Organised.  1897. 


Year     Assets 


$234,007 
229.497 
220.589 
206,003 
192,311 


Unearned 
Premiums 


$61,321 
64.745' 
60.536 
52,834; 
49.7351 


AAun,  Dae.  31, 1915. 

Mortgage  loans $104339 

Bonds  and  stocks  . .        96,710 
Loan  on  So.  L.  k  T. 

Co.stk 1.275 

Cash 19.484 


Net 

Surplus 

$61,291 
57.159 
52.024 
45,934 
35.236 


Net 
Premiums 

$57,248' 
63.891 
63.812 
56.558 
53.870 


Total 
Income 


Loflses 
Paid 


$67,793 
78,5661 
74,613 
65.523 
65.122' 


$31,795 
39.359 
27.229 
26.M8 
25,937 


Dividends 

$6,000 
6.000 
6,000 
6,000 
6,000 


Total  Ex- 
Expenses   '  penditures 


$24,806 
26.872 
28.101 
22,723. 
21.774: 


$62,601 
72,231 
61.330 
55.371 
53.711 


Incurred 


$a5.59r 
38,923 

26,543 
24.27s 


Luaiunn,  Dbc.  31, 1915.  |  Aaam.—Cont.  LuBiUTtn.— Con/. 

Looses  unpaid $5,395  i  Agents' balances...       $11,182  Capital  paid  up. ...     $10O,OOil 

Unearned  prons....        61,321  Interest 2.017  Net  surplus 61.291 

Other  liabilities....  6.000  I 


Total  liabilities. 


$72,716 


Totolassets $234,007       Total 1234,007 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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UNDERWRITERS  OF  GREENSBORO,  Greensboro,  N.  C.—Coniinued. 


Uader«ritB«  vn6U  11.071;  inwabucnt  profit,  19,061. 

MOBTGAGE  LOANS:  Thoe  vt  55  kwiB  agmifttiDC  $104.- 
m  MORd  lir  rati  Mtate  ia  N.  0^  S.  C^  aiid  Vft^  ertuiMtod  worth 
tmses.  Tkcre  «M  $il5  intOTert  past  due,  on  Dec.  31.  bat.  and 
t^  tampaj  holds  |06k82S  of  inmraoee  on  the  bnildingt. 

B0XD6  AND  STOCKS  OWNED:  Par  Marks! 

Vafaie.  Value. 

ScQthen]U.Es.Lii.&Tr $5,000  $18,500 

AwnoB  Exe.  Nat.  Bk. 5.000  5.000 

SoQiheni  Uadenrnten 16,200  17.010 

North  CuolioaTr 24,000  27,600 

HaDterM^ACom 20.800  26.000 

GrtcMboro  Ne«B  Co 1,000  1,000 

Totab $72,000        $05,710 


MISCELLANEOUS:  Gtoital  inoreawd  in  1908  from  $37,500 
to  $75,000  by  tranrfcfring  $37,500  from  mrphia.  OapitalinorMMd 
in  1909  to  $100,000. 

DIRECTORS:  A.  W.  MeAlirter,  Wm.  E.  Holt,  J.  B.  Strood, 
W.  A.  Thomas,  W.  P.  BmIL  J.  Y.  Joyner,  J.  Van  Undlfly,  Q.  A. 
Norwood.  Jr..  R.  H.  Ricks,  B.  D.  Heath.  C.  O.  Wikht,  Cartir  J. 
Hunter.  Geo.  Haekn^,  E.  M.  Hendrix.  A  M.  Soaloi,  R.  O.  Vauchi. 
C.  A.  Mebane. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  W.  Me- 
Alister,  mananr;  C.  A.  Mebane,  assiftant  manager;  A  T.  IVmr 
and  T.  D.  Bkir.  special  annts:  W.  E.  Ashley,  adjuster,  tha 
company  operates  only  in  N.  C.  and  S.  C. 


UNION  INSURANCE  COMPANY,  Bangor,  Me.lf 

Prasdeot.  A  F.  Stetson;  Secretary.  A.  W.  Stoples;  Asst.  Secretary,  A.  F.  Stetson,  Jr.   Organised.  1862. 


YxAjt    Assets 


Unearned  {       Net       '       Net 
IVemioms       Surplus    I  Premiums 


im 

$601,060 

$112,799 

mi 

577.506 

103.350 

1*1-3 

55I.3S2 

&0t94o 

mi 

531.464 

78,422, 

1911 

S07.17S 

69.893' 

$123,552 
139.386 
136,486 
226,676 
217.237. 


$257,055 
196.424 
153.923 
149,338 
136.911 


Totol 
Ineome 

$286,341 
217,201 
175.004 
169.250 
156.553 


Losses 
P^d 


$160,649 

103.882 

94.021, 

91.549, 

95.692, 


Dividends 

$36.000' 
36,000< 
24.000 
24.000 
24.000 


Total  Ez- 
Expenses     penditures 


$58,383 
41,595' 
31,240 
31.953 
28.599, 


$255,032 
181.477. 
149.2611 
147.502 
148,291; 


Incurred 

$160,640 

109.770 

95,178 

93.949 

90.751 


Ams.  Dbc  31, 1915. 

BoiMb $484,035 

CsA 51.507 

Atfot*  lalanees. . . .  49.505 

Intmst 3.566 

BiL'  ree.  prems 15.366 

TotslMds $604,069 


LuBiUTiKS,  Dbc 

Losses  unpaid 

Unearned  nrems. . . 
Other  UabOhies. . . 

Total  liabiUties.. 
Osirital  paid  up . . . 
Net  surplus 


31, 1915. 

$63,718 

112,799 

4,000 


$180,517 
300,000 
123,552 


Total $604,060 


RIS^  AND  PREMIUMS:  Marine  and  mland  risks  in  foroe, 
$UU561;  prommns  thcrcon,  $127,423. 

BUSINESB  SINCE  ORGANIZATION:  Premiums  reedved, 
t6.S:&»l;  losses  paid.  $5,115,436;  dividends  dechKd.  cash, 
fiOUOOO;  stock.  $2001000. 

B0ND6  OWNED:  Par  Market 

Vahie.  Value. 

Bnti^CeIiBifaia.l92S.44% $5,000  $4,567 

AdihDd.  WiL.  1932.  4Vi'^c 5.000  4.900 

B»T  Of,  Mkh,  1016.  S'^c 4.000  4,000 

Be&i^Wariul92«,5% 5,000  5.150 

BoBUff.CQla,1925»5<^ 5.000  5.200 

ConlndBe.  0.,  1937.  STc 5.000  5.320 

Cheycaae.  104a  5fi *»000  5,200 

Dakth.  1123. 5^ 2,000  2,060 

I>3hiA.  1928, 4% 8,000  6,700 

£.  Clmfaad.  0..  1919.  5H% 10.000  10.335 

E.P»ovidaKe.R.I..1051.4% 10.000  9.091 

Gihestflo.  1938,  5f?o 10,000  10,000 

HsBflton.  0^  193040,  5% 10.000  10,700 

Hodio^Me,l017.4% 2,000  1,956 

Jsiboa.lfieL,1935.4i^% 5.000  4.837 

SaBMCy.l940,4H% 10.000  10.420 

Lewkloa.  Me..  1930. 4% 6,000  4.875 

LiBBola,  1921-24,  5^f 8,000  8,170 

Laik,  0,  1920.2.  5^ 10,000  10,345 

MiimaBsh  Co..  Ore..  1923. 5% 3.000  3.086 

"    1918^4'^ 10.000  9.800 

0^1961-3.592! 7.000  7,490 

1933.5^0 6.000  5,200 

l9H,4W^c 10,000  10.000 

P!HidbgCoL,0.,1919,5^ 5,000  5.041 

PeasfasootCo^Me.,1916,3M% 4.000  4.000 

nttsta,  Ps,  1925, 4H'r'c 5,000  5,134 

K  Haw,  Midi..  1922.  4% 6,000  5.880 

Portbnd.  1941,  4% 5,000 

Ptttlud.  Itt6, 5% 5.000  9.600 

Paebb.  1929. 5^ 5.000  5,150 

Raoe.  1916, 5Si 9,300  9,300 

SM3nM!nl0Ll923.44% 5,000  5,000 

aaskSle  Marie..  1921, 4% 5,000  4.900 

Smafe.1918.5*^ 5.000  5,000 

8e.0RBsha.l925.4H% 3.000  3.000 

T  Traasscts  marine  insurance  only. 


BoNDa  Owmny.—Cont. 


Pkr  Market 

Vahie.  Vahie. 

So.  Omaha,  1920,  5H% $8,500  $8,838 

Springfield.  Mo..  1932,  5% 10.000  10,500 

Stillwater,  Minn.,  1917,  5% 10,000  10,000 

Stoekton.  Cal.,  1923-24,  4% 1.500  1,411 

San  Diego.  1932,  5% 5,000  5,100 

Sto  Diego^  1944-45,  4H% 2.000  1,968 

Taooma.  1927.  5% 5,000  5,150 

Toronto.  1948,  4% 9.733  8,419 

Salt  Uke  Cy.,  1934,  4^^% 5,000  4.987 

A.  &W.R.R1,1998.4% 5,000  4,700 

Ashland  Lt..  Pow.  k  St.  Ry^  1939.  5% . .  6.000  5.700 

AtL  C.  L.  R.  lU  1964,  4^% 19,000  16,957 

A.  4  S.  El..  1942.  5% 5,000  4,500 

B.  ft  0.  R.  R..  1925.  3H% 16.000  13,200 

Bangor  ^.  ft  EU  1935,  5% 8.000  8,000 

B.  ft  W.  St.  Ry.,  1923, 4»^% 5,000  4,700 

Can.  No.  Ry.,  eq^  1919.  4M% 5,000  4.900 

Central  El.  Ry.,  1914,  6% 5,000  5,000 

C,  B.  ft  Q.  R.  R.,  1949.  3H% 5.000  4,000 

C.  ft  M.  R.  R..  1920, 4% 10.000  9,300 

Ind.  Ry.,  1930,  5%. 3.000  3,000 

Ind.,  in.  ft  la.  R.  R.,  1950.  4% 10,000  8,500 

J.  ft  B.  C.  Tc,  1933,  5% 6,000  5.640 

M.  ft  B.  St.  ^..  1932.  44% 6,000  4,912 

N.  Y.,  0.  ft  W.  R.  R..  1992,  4% 5.000  4.200 

Rutland  Ry.,  Lt.  ft  Pow.,  1946,  5% 5.000  4,700 

Schenectady  Ry..  1941,  44% 10,000  10.300 

St.  L.,  ITM.  ft  So.  R.  R.,  1923,  4% 10,000  6,700 

Tm.  R.  R.  Aam.,  St.  L..  1963, 4% 10.000  8,500 

Topeka  Ry.,  1930,  5% 5.000  4.750 

Trenton  Pass.  Ry..  1931.  6% 8.000  8,800 

TrK^ity  Rv.  ft  Lt..  1923,  5% 5.000  4.850 

Weetem  Md.  R.  R..  1952,  4% 13.000  7.540 

Wichita  R.  R.  ft  Lt..  1932,  5% 8.000  7,930 

Colorado  Sanna  Lt.  ft  Pow.,  19 19.  5%. .  4,000  3,800 

Herkhner  Co.U^  Ht.  ft  Pow..  1930.  5%  3.000  2,940 

Kansas  Gas  ft  El..  1922,  5% 6,000  5.820 

Minn.  Gn.  El.,  1934.  5% 5,000  4.000 

Mon^eal  Lt..  Ht.  ft  Pow.,  1932,  44%.  ■  10.000  9.700 

Weetem  Un.  Tg.,  1950, 4H% 10.000  8.800 

Totals  (book  value,  $503,192) $505,033  $484,034 


MISCELLANEOUS:  This  company  was  oraanised  in  1862 
and  transacts  a  marine  and  inland  budness.  Capital  increased 
in  1910  from  $100,000  to  $200,000  by  stock  dividend  of  $100,000. 
and  in  1913  from  $200,000  to  $300,000  by  stock  dividend. 

DIRECTORS:  John  Wilson.  F.  H.  Appleton,  A.  F.  Stetson. 
C.  P.  Dennett.  I.  K.  Stetson.  W.  S.  Hiqpns.  Charles  Stetson, 
Job.  G.  BUke,  S.  P.  Dennett  and  Hugh  R.  Chapfin. 

FI/iLD  MEN  AND  TERRITORY  COVERED:  Cowie  ft 
Edwards,  St.  John,  N.  B.,  general  aeents  tor  Provinces;  Huteh- 
mson,  Rivinos  ft  Co..  agents,  Philadelphia,  Pa.;  Wm.  WaUaoe  ft 
Co..  agents,  Boston,  Mass.  The  company  operates  m  Me.,  Mass., 
Pa.  and  N.  B. 
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UNION  FIRE  INSURANCE  COMPANY,  Buffalo,  N.  Y. 

PlMident,  0.  E.  Potter;  Seentanr,  C.  Lee  AbeB.  Orguiiied,  1874. 


Ybak 

Aflsetfl 

Unearned 
Ireniiumfl 

Net 
Surplus 

Net 
Pfemhuns 

Total 
Income 

LoflMB 

Paid 

Diyidenda 

ClxpenMa 

Total  Ex- 
penditures 

Lowes 

Ineurred 

1915 
1914 
1913 
1912 
1911 

1388.502 
364,895 
342.340 
327.139 
321.915 

178.031 
71.889 
61.236 
46,864 
33,577 

$100,370 
74.903 
68.054 
73.954 
76,831 

$129,582 

139,408 

120.464 

96.700 

77.810 

$147,601 

158.064 

130.622 

112,015 

90.992 

$67,616 
71,704 
51,871 
63,046 
24,197 

$16,000 
12.090 
11.970 
11.940 
12.000 

$47,363 
61.438 
42,773 
36.750 
31.244 

$130,969 

135.251 

106.614 

101.736 

67,441 

$61,502 
74.782 
67.583 
47.039 
32.894 

Ambtb,  Dsc.  31. 1915. 

Mortgsee  loans $56,700 

Bonds  and  stocks. . .  258,670 

Cash 44.184 

Agents'  balances. . . .  24.224 

Intef«st 3.063 

Other  assets 1,671 

Total  assets $388,502 


LuBiunn.  Die.  31, 1915. 

$9,528 

73.031 

6.673 


Losses  unpaid... 
Unearned  prems 
Other  fiabuities. 


Total  liabiUtiM. 
Capital  paid  up. . 
Net  surplus 


$88,132 
200.000 
100.370 


Total $388,502 


Underwriting  profit,  $16,380;  inTSstment  profit,  $25,079. 

RISES  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$13,947321;  premiums  theraon.  $142,277. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  leoeived, 
$2,211,967:  kMses  paid,  $1,187,616;  dividends  declared,  cash. 
$331,000. 

MORTQAQE  LOANS:  The  17  mortasges.  which  aggrsgate 
$56,700,  sppear  to  be  amply  secured  by  local  properties  valued 
at  $200,172,  and  on  which  the  company  hoMs  $81,660  of  insurance. 

BONDS  AND  STOCKS  OWNED:  Pkr  Market 

Boma.  Vahie.  Vahie. 

BiiflUo,  wat..  1960.  4% $38,000  $38,000 

Boffak),  wat..  r..  1930^2,  8H% 9.999  9.432 

Loekport.  sc  1917-18.  4H%. 12.000  12,020 

N.YrCy.,t,1954^3H% 6a000  62,800 

Niagara  Falls,  watn  1940,  4H% 20.000  21,000 

Schenectady,  sc  1929.  4H% 10.000  10.400 

Syiaouse,  imp.,  1919. 4H% 10.000  10.100 

Binghamptoo  Ry.,  1931.  5% 10.000  9.100 

Detroit  By.,  1918. 6% 2.000  1.940 

Iowa  Cent.  Ry^  1951, 4% 10,000  6,500 


Bonds  and  Stocu  OwmD.— Cont  Par 

BohJM.— Cant.  Value. 

Lima  El.  Ry..  1916,  6% $3,600 

Lockport  A  Olcott  Ry..  1920.  6% 15.000 

Niapn  Gorge  Ry.,  1927, 6% 10.000 

StTu  Rodcy  Mt.  A  Pac,  1956,  6%. . . .  6.000 

So.  Psc..  1934,  6% 5.000 

Buffalo  A  Susq.  Iron.  1919.  6% 2,000 

Depew  A  Lancaster  Lt..  Pow.  k  Cdt^ 

1954.5% 6,000 

IQ.8teel.  1940.4H% 5.000 

Lack.  Steel,  1923,  6% 1.000 

Lack.  Iron  A  Steel.  1926.  5% 6.000 

N.  Y.  State  Steel.  1936.  6% 25.444 

Rogers  Brown  Iron.  1918,  5% 3,000 

Stoccb. 

Buffalo  Gn.  El 14,000 

Shredded  Wheat 6,000 

Western  Ad.  A  Insp. 100 

Totals  (book  value,  $276.831) $286,044 


Market 

Vahie. 
$3,465 
14.400 
S.600 
4.250 
6.400 
1,900 

4«250 
4.550 
980 
4.400 
12.722 
S.000 

16,260 

6.000 

200 


$268,670 


MISCELLANEOUS:  This  company  was  organised  in  1874 
and  retired  from  business  m  1909;  resumed  operatiaas  late  in 
1910. 

DIRECTORS:  C.  Lee  Abell.  W.  O.  Case,  0.  E.  Foster.  H.  C. 
Hairison.  W.  B.  Hutchins,  J.  H.  LaaoeUes,  H.  H.  Pcrsom  G.  B. 
Rodgsrs.  Jno.  T.  Steele.  Harry  T.  Vars,  Harold  L.  Abell,  Wm.  T. 
Roberts.  A.  D.  Gail  and  Fhmk  W.  Adolf. 

FIELD  MEN  AND  TERRITORY  COVERED:  Crum  & 
Foster,  New  York  City,  nneral  agents  for  the  United  States; 
F.  M.  Gund,  Freeport,  ID.,  Western  manager.  The  company 
operates  in  III.,  Mich^  N.  J..  N.  Y.  and  Pa. 


UNION  INSURANCE  COMPANY,  Pittsburg,  Pa. 

Pfeeadent,  Andrew  W.  Mellon:  Secretary,  J.  W.  J.  McLain.   Organised.  1871. 


Ybak 


1916 
1914 
1913 
1912 
1911 


Unearned 


Assets     ■  Premhuns  I    JSurplus 


Net 


$342.2231 
332.204' 
322.020, 
318.2131 
293.4211 


$94,490 
92.770 
94.184 
88,7971 
73.562> 


Net 
Plemiums 


ToUl 
Income 


Losses 
Paid 


$131,846 
118.866 
118,375 
110,8041 
107.689! 


$95,512 
93.680 
97,682' 

101.252; 
81.572^ 


$112,448 

$42,946 

110.126 

50.521 

113.419 

53.156 

116,745 

40.315 

96.063 

35.436 

IXvidends 


$10,000 

10,000 

10.000 

10.000 

8.000 


Expenses 


$43,383 
44.345 
43.572 
41.607 
35.421 


Total  Ex- 
penditures 


$96,328 

104.866 

106,728 

91.922 

78,867 


Incurred 


$41,808 
66.431 
43.896 
46.000 
33.932 


Ambtb.  Dm.  31. 1916. 

Realestate $6,738 

Mortgage  loans 152.725 

Bonds  and  stocks. . .  132,220 

Cash 29,687 

Agents'  baknoes. . . .  17,651 

Interest  and  rents. . .  4,302 


LiABmnn,  Die.  31, 1916. 

Losses  unpaid $11,064 

Unearned  prems 94,490 

Other  liabiUties. . . .  4,823 


Total  fiabifities. 
Capital  paid  up. . 
Netsurphts 


$110,377 
100.000 
131.846 


Total 


$342,223       Total $342,223 


Underwriting  profit.  $8,401;  investment  profit,  $4,670. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$17,900,691;  prenuums  therson,  $183,209. 


BUSINESS  SINCE  ORGANIZATION:  Premhuns  received, 
$1,468,824;  kisBes  paid,  $667,349;  dividends  deekred,  cash,  $275,- 
462. 

REAL  ESTATE  OWNED:  Comprbes  fet  30  x  100  ft.,  7th 
Ward,  MeKoMport,  Pfe^  with  2-story  frame  dweOing;  and  lot 
26  z  135  ft.,  7th  Ward,  MoKeesport,  Pla.,  with  24tai7  frame 
dwdlins,  earned  at  market  vahie  (book  vahie,  $6,424).  Rents 
received  bst  year  amounted  to  $612  and  the  SApeniM  to  $129. 


MORTGAGE  LOANS:  There  are  66  loans  amounting  to 
$152,725.  secured  by  first  liens  on  property  U)cated  in  AUe^beny 
Co.,  valued  at  $356,871.  There  was  $78  of  interest  past  due  on 
December  31.  last.  The  company  holds  $199,600  of  insurance 
on  the  buildings. 

BONDS  AND  STOCKS  OWNED: 

BOMDS. 

Union  Gas,  McKeesport,  Pa 

St.  Joseph  Water 

H.C.FrickCo 

Connelbville,  Pa.,  water 

New  Castle,  Pk.,  water 

Mcmongahda  St  Ry.,  Pittsburg 

Pittsburgh  Crucible  Steel 

Alledieny  Vallqr  St.  Ry 

Pittatmrgh-Buffafe 

Pittsburgh  Coal,  deb 

Chartiere  Valley  Water 

Jamison  Coal  a  Coke 

National  Fire  Proofing 

Monessen  Water 


Gulf  Refining. 

Inter-Boroogh  Rapid  Transit. 
Coastwise  Steamship,  N.  J. . . 


Pkr 

Market 

Vahie. 

Value. 

$10,000 

$9,700 

10.000 

7.800 

2.000 

2.020 

6.000 

4.100 

6.000 

4.250 

6.000 

4.800 

10,000 

9,050 

laooo 

9.990 

6.000 

4.850 

10.000 

0.500 

6.000 

6.380 

6.000 

4.9G0 

6.000 

4,960 

6.000 

4,900 

10,000 

10.000 

10,000 

•.900 

6,000 

4.900 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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UNION  INSURANCE  COMPANY.  Pittsburg.  PsL,^ConHnued. 


BOBOM  AHA  BrOCBI  OWKBD.— CMtf. 

Boms.— C««l. 

Cbeiipedks  A  OUo  Rj 

C9.Tt.CarTt 


Phr 

Mwkei 

Vahie. 

Vahie. 

l^ooo 

14.860 

5.000 

6.000 

Thirt.  Pittaborgb. 


400 


10.000 


Totili  (book  Ywhm,  $128.069) $127,400      $132,200 


MISCELLANEOUS:  Coniiagntioii  kmes:  Chkaco.  1871. 
R916;  Bdtimare,  1904.  $3,000. 

DIRECTORS:  A.  W.  Mdlon,  Thot.  Walker.  H.  C.  Friok.  Juimb 
H.  Loekhart.  Edvin  J.  Knienr.  John  T.  Findley.  Thos.  C.  LaMar, 
T.  A.  Melloii.  J.  W.  J.  McLam.  H.  A.  PhiUtpa.  /ohn  8.  McOormick 
and  H.  M.  Johnson. 

FIELD  MEN  AND  TERRITORY  COVERED:  Edwin  J. 
KriMger,  general  agent;  Harrv  F.  Allison,  apedal  agent.  The 
oompany  operates  in  III..  0.,  Pk.  and  Wis. 


N.  Y. 


UNITED  AMERICA  INSURANCE  COMPANY,  Yonkers,  N.  Y. 

_  lajr  is  being  organiied  by  mninent  men  in  Yonkers,  Frank  E.  Xavier  and  M.  F.  MitehdI.  Cheeter  Newman,  a  leading 

The  eiyaniitioii  oammittee  oi  the  Yonkers  Chamber  of  inriranee  agent  in  Yonkers.  is  one  of  the  leaders  in  the  new  o^gani'* 

wkMBk  b  the  prime  mover  in  the  plan,  emasts  of  the  sation.    The  proposal  at  present  eatls  for  a  oooipany  having  a 

John  F.  Brenimn.  William  V.  Cbmpbell,  John  J.  capital  of  $30a000  and  a  surphis  of  $150,000.    The  stoek  is  to 

Thomas  F.  Cnrrsn.  WiDiam  F.  Hamgan.  Ambrose  have  a  par  value  of  $10  a  duve,  but  will  be  sold  for  $15.26.  the 

&  Hav«r.  George  T.  KeUy,  Robert  H.  NeviHe,  Chester  N.  Newman,  additaodal  twenty-five  eents  being  ^>pGed  to  organiiataon  expense. 

Daasei  C.  Ndan.  Oliver  Seott,  Louis  Spreckeb.  Julius  Taokman. 


UNITED  FIREMENS  INS.  CO.  OF  PHILADELPHIA.  Philadelphia,  Pa. 

Wm.  H.  Clark:  Viee-PkesidBBt  and  SeoreCary.  Henry  T.  Alley;  Treasurer.  J.  M.  Cannmg.    Organised,  1800. 


YiAB.'     Assets 


1915  I  $i.S$2.505 
1914  .  l,7a(.596 
1913  1,732.741 
1912  ,  1,798356 
1911  !    1.77«.937 


Net 


Net 


Surphis       Premiums 


Total 
Ineome 


Paid 


Dividends  !   Expenses 


$038,334 
1,148343 
1.150.004 
1.161.962 
1.116.992 


$198,609 
128,094 
141,692 
1o4,09d 
221,719 


-$77,879| 
399.247 
350,306 
387327* 
340.8711 


$7,701 

458.294 

439.822! 

464.557: 

*504.339i 


$224,643 
233,3591 
234,112 
205,478! 
101,6551 


$32,090 
32,000 
32,000 
32.000 
24.000 


$81,012 
179,036 
177,613 
160,740 
148,445 


Total  Ex- 
penditures 


$337,655 
444.395 
443.725 
407318 
274.100 


IneuiTed 


$193,807 
242,298 
217.119 
211.877 
119389 


$ioaooo 


Ral 


premiamB  indode  amount  redaimaUe  on  perpetual  policies;  losses  include  those  on  perpetual  polidee.  *lneludes 

on  new  stock. 


Interest  and  rents. . 
Pd. 


Dk.  31, 1915. 

$88,762 

94.850 
1,345,496 
60360 
27.194 
21.280 
2,135 


LuBniTRS.  Die.  31, 1915. 
Losses  unpaid $22,197 


Total $1,639,986 

S|>l.de|ft.ov«rliab..  7,421 


Unearned  prems. 
Perp.  dep.  red . . . 
Borrowed  money. 
Other  liabilitiee.. 

Total  Habifities. 
Capital  paid  up. 


157,115 

781319 

7aooo 

3.425 
$1,038,956 

4oaooo 


Netsurplus 198,609 


Total 


$1,632366       Total $1,632,565 


rmbfiitiiig  profit,  $34,065;  investment  profit,  $75,870. 

RISES  AND  PREMIUMS:  F^  risks  in  force  (except  per- 
petasb),  Deecmba-  31,  $37,608,625;  premiums  thereon.  $303,207; 
perpelaal  fire  risks,  $38.142355;  deposit  premiums  thereon,  $865.- 
879. 

BUSINESS  SINCE  ORGANIZATION:  Ptemiums  received. 
I9L9M325;  losses  pakl,  $6,809,805;  divklends  dedared,  eash. 

REAL  ESTATE  OWNED:    Aside  from  the  eompany's  home* 
ofiee  baiUii«  at  419  Walnut  si.,  Phila.  (book  vahie,  $95,000; 
eairied  at  $SO,000),  the  real  estate  eomprises  a  store  and  dwelling 
in  Phfla.,  cwrml  at  $1300,  a  brick  dwdling  carried  at  $1,400.  ana 
a  hriek  store  and  dwelling  valued  at  $5,862. 

MORTGAGE  LOANS:  There  are  75  mortgage  loans  (first 
Sens)  and  gronad  rents,  aggregating  $94,850.  secured  by  prop- 
erties vshifd  in  the  aggregate  at  more  tlum  double.  There  was 
$37  interest  over  doe  oo  December  31,  last.  The  loans  were  chiefly 
upon  PU^  peoperties,  with  a  few  in  Camden,  N.  J.  Only  one 
loMi  is  as  large  as  $7,250.  The  others  are  all  small,  the  average 
about  $1300. 


BONDS  AND  STOCKS  0¥n«ED: 

BOMDt. 

AIlBgharCo..Pa.,id.,4%,1933 

AUcchay  Col.  Pfu,  jail,  4%,  1935 

A]toQaa.Fk..r.,1906,4%.1936 

Athata.  Ga.,  cy.  In.,  1902.  3)4%,  1931. . 
NornstowBi,  Fa.,  Borgns  A  Comid],  4%, 

1938 

PhOa^  s.  disk,  la.,  4M%.  1033 

Ftets.,  W.  liberty  sab^e.  duL,  4)4%, 

1M9 
Atch^  T.  k  S.'  Fe!  RyVgn.'  nu,  4%.  i995 


Psr 

Value. 

$45,000 

25.000 

8,000 

10,000 

10.000 
10,000 

15.000 
10.000 


Market 

Value. 
$43,650 

24.500 
2.940 
9.200 

10.000 
10.500 

16.050 
9.400 


Bonds  and  Stocu  Owmd.— O'oiU. 

Bonds.— Coitf. 

Atl.  Ct.  L.  R  R..  g.,  L.  A  N.  od.,  4%, 

1962 

Bait.  A  0.  R.  R..  cv.  g..  4H%.  1933 ... . 
Bait,  k  0..  eq.  tr.,  1912,  4)4%.  1920. . . . 
Bait,  k  0.  R.  R.,  1  m..  g..  4%.  1948. . . . 
Blue  Gram  Tc.  Ky.,  1  m.  g..  5%.  1934. . 
Cent.  Bch.  Ry.,  Kan..  1  m.,  4%,  1919. . . 
Cent.  PSc.  Ry.,  1  r.  m.,  g..  4%,  1949  . . . 
Chesa.  k  0.  Ry.,  1  os.  m.,  5%,  1939. 


Chess,  k  0.  Ry.,  gn.  f.  k  imp.  m.,  5%, 

1929 

Chi..  Burl,  k  Q.  R.  R..  111.  Div.,  m.,  4%, 

1949 

C%i.,  Mil  k  St.  P.  Ry..  gn.  m..  g^  4%. 

1989 * 

Chi..  Mil.  k  St.  P.  Ry..  cv.,  gn.  k  r.  m.,  g., 

5%,  2014 

Chi.,  Mil.  k  St.  P.  Ry.,  g.,  4%,  1934 

Chi..  Mil.  k  St.  P.  Ry..  cv.  g.,  4^^%.  1^32 
Chi.,  So.  Bend  k  No.  lod.  Ry.,  1  m.,  g., 

5%,  1937 

Cleve.  k  M.  Ry.,  1  m.,  4^%,  1035 

Col.  k  So.  Ry..  r.  k  ext.  m.,  4H%.  1935 
Comm.  Pr.  Ry.  k  Lt.,  State  Me.,  cv., 

6%,  1918 

Conn.  Ry.  k  Ltg.,  Conn.,  \kv.  m.,  4H%i 

1961 

Crosstown  St.  Ry.,  Col..  0..  1  m..  5%. 

1933 

Dayton,  Cov.  k  P.  Tc.  1  m..  g.,  5%.  1922 
Dela..  Pa.,  r.  w.  g.  tr.  ctfs.,  4%.  1949. . . 
EL  k  P.  Te..  PhiU.,  stk  tr.  ctf.,  4%,  1945 

Erie  R.  R,  cv.  g.,  4%,  1953 

Erie  R.  R.,  1  m.,  s.  f.,  g.,  6%.  1957 

Erie  A  J.  R.  R..  1  m.,  e.  f..  g.,  6%,  1955. 
Evansville  El.  Ry..  1  m..  g.,  4%.  1921 . . . 
E.  k  So.  Ind.  To.,  1  cs.  m.,  g.,  5%,  1937. 
E.  k  T.  H.  R.  R.,  1  gn  m..  5%.  1942.  . . 
F.,  J.  k  G.  R.  R..  1  cs.  gn jef.  m.,  4  H%, 

1962 

Ft.  W.  k  W.  Val.  Tc.  1  ce.  m.,  5%,  1934 
Hudson  k  Man.  R  R..  1  bi.  A  r.  m^  5%, 

iaj7 

Ind  No.  Tc,  1  m..  5%,  1933 

J.,  F.  k  C.  R.  R.,  1  m.,  4%,  1959 

Kan.  C^.  So.  Ry.,  r.  k  imp.  m.,  5%.  1950 
Ky.  Tc.  Tm.,  1  k  r.  m.,  s.  f.,  5%,  1951 . . 
L.  E.  k  W.  R.  R.,  1  m..  g..  5%,  1937. . . . 


Par 

Market 

Value. 

Value. 

$15,000 

$13,050 

10,000 

9.700 

15,000 

15.150 

10,000 

9.200 

10.000 

8.800 

10.000 

6.100 

10,000 

9.000 

10.000 

10.600 

10,000 

9.900 

4.000 

3.840 

10,000 

9.200 

1.100 

1.404 

10.000 

9,200 

15,000 

15.450 

10.000 

3,300 

15.000 

15.000 

15.000 

12,900 

10.000 

10,200 

10.000 

9.90d 

5.000 

4.950 

10,000 

7.600 

15.000 

10.200 

20.000 

16.200 

10.000 

7.200 

10.000 

10.800 

15.000 

16.350 

6.000 

5.520 

7.000 

4,550 

10,000 

6.000 

laooo 

7.900 

15.000 

11.700 

10.000 

7.500 

laooo 

9.300 

10.000 

9.200 

10.000 

9.400 

15,000 

11,850 

10.000 

9.900 
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UNITED  FIREMENS  INS.  CO.  OF  PHILADELPHIA,  Philadelphia,  Pa.— Continued. 


Bonds  and  Stocks  Ownxd. — CorU. 

BoNDB. — CorU. 

Lehigh  Val.  R.  R..  N.  Y.,  1  m.,  g..  4H%. 

IMO 

Lehigh  Val.  R.  R..  N.  Y..  gn.  cs.  m..  4%. 

2003 

Maoon.  D.  A  Sav.  R.  R.,  Ga..  1  m.,  5%. 

1947 

Newark.  N.  J.,  Paas.  Ry.,  1  ob.  m.,  5%. 

1030 

N.  Y.  C.  L..  eq.  tr..  4M%.  1910-24 

N.  Y.  C.  R.  R..  cv.  g.,  d.,  6%.  1935 

Oiey  Valley.  Ps..  Ry.,  stk  g.  tr.  etf..  5%, 

5%.  1931 

Omaha  A  C.  Bhiffs  Ry.  A  Bg.,  1  ce.  m., 

5%,  1928 

Penna.  R.  R.,  gn.  fht.  eq.  tr.,  g.  etf., 

4H%.  1916-23 

Penna.  Co..  gr.  tr.  etf.,  3H%.  IMl 

People's  Pass.  Ry..  Phila.,  1  m..  est..  4%, 

1935 

Phila.  A  Erie  R.  R..  g.  m..  5%.  1920. . . . 
Phila.  Co..  Pitts..  Pa.,  1  m.  k  ool.  tr.,  g., 

5%,  1949 

Phila.  Co.,  Pitts.,  os.  m.  k  col.  tr..  5%, 

1951 

Phila..  Wil.  k  Bait.  R.  R..  stk.  tr.  etf.. 

4%,  1921 

Pitts.,  Cin..  Chi.  A  St.  L.  Ry..  ca.  m., 

*V6%.  1904 

Pitts..  Mek.  AC.  Ry..  1  m., os!. 5%.  i93i 
Riohmoixi  k  Wash..  N.  J.,  gr.  ool.  tr. 

m.  In.,  4%,  1943 

Reading,  Phila.  A  R.  C.  ft  I.,  gn.  m.,  4%, 

1907 
St.  L.  k  San  F.  R.  R.,  eq.  r,  n..  5%i  1918^9 
St.  P.,  M.  A  M.  Ry..  M.  ezt..  1  m..  g..  4%, 

1937 

So,  Pic.,  cv.,  6%.  1934 

Terre  Haute,  Ind.  k  £.  Tc.,  I  k  r.  m.. 

s.  f.,  5% 

United  Rys.,  g.  tr.  etf..  4%,  1949 

Un.  R.  R.,  San  F..  s.  f.,  g..  4%,  1927. . . . 
Un.  Pte.  R.  R.,  1  In.  k  r.  m.,  4%.  2008. 
Vkksburg,  8.  k  PSc.  R.  R..  5%.  1940. . . 

Ya.  Ry.  ft  Pr..  1  A  r.  m..  5%,  1934 

Wash.,  D.  C  tm..  1  m.,  g.,  3H%.  1945 
Waterloo.  C.  F.  ft  No.  Ry.,  la..  1  m., 

s.f..g.,  5%,  1940 

Wilmington.  Del..  Ry.,  1  m.,  5%.  1951 . . 
Wichita  Falls  ft  N.  W.  Ry..  Okla..  1  r. 

m.,  6%.  1940 

Acme  White  Lead  ft  Color  Wks..  Mich.. 

1  m.,  6%,  1918-27 

Amer.  Gs.  ft  EL.  N.  Y.,  g.  d..  6%.  2014. 

Anglo-French,  extl.  b..  5%,  1920 

Atl.  Cy.  Gs..  1  m.,  s.  f..  57c.  I960 

Bah.  El..  1  m.,  5%,  1947 

Cons.  Gs..  Pitts.,  1  m.,  5%.  1948 

Cods.  Pr..  Minn.,  1  m.,  g..  5%.  1929. . . . 
Kenmore  Pulp  ft  Paper,  1  m.,  s.  f.,  g.. 

6%.  1937 

Kentucky  Utilities.  Ky..  1  m..  6%.  1919. 

Mort.  Bond.  N.  Y..  g.  m.,  5%,  1932 

No.  Springfield  Wat..  Pa..  1  m..  5%.  1928 
Nev.-Calif.  Pr.,  Wyo..  1  m..  6%.  1927. . . 
New  Eng.  Nav.,  col.  g.  n..  6%,  1917 


Par 
Value. 

Market 
Value. 

t2aooo 

120.200 

15.000 

13.650 

10.000 

9,400 

20,000 
15.000 
10,000 

21.000 
15,000 
11.400 

6.000 

4.700 

15,000 

14,550 

18,000 
15,000 

13.180 
12,900 

20,000 
5.000 

19.200 
6,150 

0,000 

5,050 

10,000 

9.100 

10.000 

9.800 

34,000 
10.000 

84.680 
10.100 

15.000 

14.100 

10,000 
10,000 

9,500 
9.740 

10.000 
10.000 

9,600 
10.800 

10.000 
25,000 
10,000 
10.000 
15,000 
10.000 
25.000 

9.300 
18,750 

4.600 

9.000 
15,300 

9.200 
21,000 

laooo 

25.000 

8,800 
25.250 

10.000 

5,500 

10.000 
10.000 
10.000 
10.000 
10.000 
25.000 
10.000 

9.090 

9.500 

9.400 

7.600 

10.000 

10.000 

10.100 

laooo 

15.000 
15,000 
10.000 
10.000 
8,000 

10.000 
14,850 
14.250 

9.000 
10.100 

8.000 

Bonds  and  Stocks  Ownbd. — Coni. 
Bonds. — CotU. 

Penna.  Ltg..  1  m^  s.  f..  5%.  1940 

Peoria  Gs.  ft  El..  lU..  1  m..  g..  S%,  1923 
Pitts.  Tm.  Whse.  ft  Tr..  1  r.  m..  5%,  1936 
Pub.  Ser.  Corp.,  N.  J.,  gn.  m.,  s  f..  5%, 

1959 

Pub.  Ser.  N.  Tm.  Ry.,  1  m..  s.  f.,  g..  5%, 

1955 

Real  Estate  Title  Ins.  ft  Tr.,  Phila..  d.. 


i%,  1918. 


So.  Sierras  Pr.,  Wyo..  1  m..  g..  6%.  1936 
St.  L.  Pulp  ft  Lumber  Corp..  N.  Y.,  1  m., 

s.  f.,  6%,  1922-33 

Utah  Lt.  ft  Pr..  cs.  m..  4%.  1930 

Utah  Sec.  Corp..  Va..  g.  n..  6%.  1922. . . 
Wil..  Dela.  Gs.,  1  r.  ft  s.  f.  m.,  5%,  1949. 

Stocks. 

United  Gs.  Imp.,  Phila 

Amer.  Lt.  ft  Tc,  N.  J.,  com 

Amer.  Lt.  ft  Tc,  N.  J.,  com . .  ~ 

Ateh..  Top.  ft  S.  Fe  Ry.,  com 

Chi..  Mil.  ft  St.  P.  Ry..  com 

Gt.  No.  Ry.,  Minn.,  p 

la.  Ry.  ft  Lt.,  p 

L.  ft  N.  R.  R..  Ky.  ft  Tenn 

Reading  Co..  com 

Unimi  Pac.  R.  R..  com 

Quaker  Cy.  Nat'l  Bk..  Phila..  Pa 

Thirxl  Nafl  Bk.,  Phila 

JcsBup  ft  Moore  Paper,  Mass.,  7%  cum.. 

Ip 

Penna.  Ltg.,  p 

Wheeling  El.,  p 

So.PkcKy 

Texas  Pr.  ft  Lt.«  cum.*  p 

JesBup  ft  Moore  PspcTi  Mass..  com 

St.  Lawrecoe  Sec.  Corp.,  Va 

Gen'l.  Adj.  Bur.  N.  Y 

Undrs.  Sal..  Chi 

Western  Adj 

Phila.  Undre.  AsK).,*dep 


Pkr 

Market 

Value. 

Vahe. 

iiaooo 

18,500 

10.000 

10.100 

laooo 

0.800 

10.000 

9.000 

10,000 

0,600 

17,000 

16.660 

10.000 

0.800 

26.000 

23.660 

10.000 

8.600 

10.000 

9,600 

laooo 

0,800 

12,500 

22.875 

5,012 

10,609 

817 

1.247 

laooo 

10.800 

10.000 

10.000 

10,000 

12.700 

10.000 

0,900 

10.000 

13,000 

laooo 

16.700 

10,000 

14.100 

laooo 

11.200 

5.000 

12,500 

10.000 

laooo 

5.000 

4.060 

10.000 

0,400 

laooo 

10.000 

laooo 

0.600 

1,500 

420 

5.000 

400 

ISO 

150 

500 

500 

500 

750 

100 

200 

100 

100 

Totals  (book  Tahis.  11.395.419) $1.403.980  11342.556 

"Securities  as  per  Company's  raluations;  the  item  in  Aasets  is 
based  on  Ins.  Depi.  ynkamooB. 

MISCELLANEOUS:  Capital  increased  in  1882  from  8200,000. 
to  1300,000,  and  in  1906  to  $400,000:  $100,000  being  reaUsed  as 
premium  on  the  new  stock  and  added  to  surplus.  Capital  reduced 
m  1908  from  $400,000  to  $200,000.  and  in  1911  inoreaaed  to  $400.- 
000  and  $100,000  added  to  surplus.  Confhgntion  kmes:  Balti- 
more. 1904.  $100,210:  San  FTandsco,  1906.  $311,562;  ChdHa, 
Mass..  1908.  $335,061.  Value  of  special  depo«t  in  Georgia,  10.200. 


DIRECTORS:   Geo.  De  B.  Keim.  Percy  M.  Chandler. 
A.  McKee,  Thomas  K.  Ober,  Jr.,  Maurioe  W.  Sloan,  Georte  B. 
Wells.  S.  W.  Foulkes,  Wm.  H.  Clark,  Chas.  W.  CoUaday. 


TERRITORY  COVERED: 
N.  Y.  and  Pa. 


The  company  operates  in  La^ 


REMARKS:  Among  the  liabilities  of  this  company  b  noted 
$70,000  owing  for  borrowed  money.  If  this  sum  had  been  paid 
prior  to  December  31  last,  the  assets  would  hare  been  covrea- 
pondingly  less.  The  majority  of  the  stock  of  this  wnpany  is 
owned  by  the  Indq^endenoe  Fin  Insurance  Securities  Compuiy. 


UNITED  STATES  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Prendent,  Charles  A.  Norria;  Vice-Presidents,  Mortimer  J.  Ennis,  Mortimer  L.  Allen;  Secretary,  D.  G.  Wakeman. 

Organised.  1824. 


YlAR.    Assets 


1915 
1914 
1913 
1912 
1911 


$1,358,482 
1,230.907 
1,197.387 
l.lia927 
1.046.940 


Unearned 
Premiums 

$550,768 
638.271; 
522,815! 
370,229 
299.841 


Net 
Surplus 

$320,560; 
205.085 
202,922 
290.972 

288.378 


•Net 
Premiums 

*$708.562 
712.650 
780.135 
580.060 
503.109 


Total 
Income 

$757,729 
762.029 
825.158 
625.887 
549.822 


Losses 
Paid 


Total  Ex- 
Dividends  I   Expenses      penditures 


$332.6841 
395.400, 
339,186 
278.339 
333.303 


$28,000 
28.000 
28.000 
28.000 
24,000 


$300.7511 
310,6471 
330.367! 
249,554 
215.024 


Incurred 


$661,435 
734.047 
697,553 
555.893 
572.327i 


$318,926 
401.872 
34S.095 
263,071 
305.203 


"Includes  $9,363  marine  premiums. 
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UNITED  STATES  FIRE  INSURANCE 

AasBxa.  I>k.  31, 1916.  Lubiuubb.  Dk.  31, 1915. 

Mcrtpce  loans $51,000  Loasei  unpaid $76,454 

Boadiaadstoeb...    1.027.485  Unearned prema...       550.768 

La^SaDboniMapCo,  Other  fiabilitiefl....        10.700 

itk.TaL,fl3;ttO           lOiOOO  

Cadi 149.998  Total  fiafaOitiea...     $637,922 

Aflents'bahiieeB....       124.048  Capitalpaidttp. . ..       400.000 

loteveifc 5.060  Net  surplus 320.560 

Otbtfaaeta 2.044 

Total $1369.655 

SpLdep.OTcr]iab...         11,173 

Total adaB.aaBetB.  $1,358,482  Total $1,358,482 


UBderwriting  profit.  $66,435;  investment  profit,  $75,438. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$106^180.515;  pranhmis  thereon,  $1,061,535;  marine  and  inland 
ridks  in  force  $709,181;  premiums  thereon,  $2,486. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$14.I(»J45;  kw«  pud,  $7,903,129;  <fividends  dedaied.  cash. 
$2,125,090. 

MORTGAGE  LOANS;  There  in  a  loan  of  $20,500  on  an 
apartment  at  101  St.  Nieholas  Ave,  New  York,  vahied  at  $35.- 
000:  eae  of  $2a000  on  627  West  End  Ave.,  New  York,  valued  at 
$45jOOD:  and  one  of  $2,500  on  559  Clinton  Ave.,  Brooklyn,  vahied 


COMPANY,  New  York.  N.  Y .^Continued, 
Bonds  Owi^. — Cent. 

C.  St.  P..  M.  A  0.  Ry^  d.  g..  5%.  1930. 
Des  P.  Val.  Ry..  1  m.  g.,  4H%.  1947.. . . 
HI.  Cent.  R.  R.  A  C,  St.  L.  A  N.  0.  R.  R., 

it.  1  r.  m.,  5%.  1963 

L.  Is.  R.  R.,  1  es.  m.  g.,  4%,  1931 

L.  A  N.  R.  R^  g..  A.,  K.  k  C.  Div..  4%. 

1955 

N.  Y.  C.  A  H.  R.  R.  R.,  gn  ieg.«  3^%, 

1997 

N.  Y.,  W.  k  B.  Ry.,  1  m.,  4H%.  1946. . 
N.  A  W.  Ry..  div.  1  hi.  A  gn.  m.  g.,  4%. 

1944 

No.  Pao.-Gt  n!,' jt,"  On  B.  A  q!  eoU  4%. 

1921 

No.  Pae.  Ry.,  g.,  St.  P.,  D.  Div..  4%,  1996 
No.  Plte.  R.  R.,  pri.  In.  r.  r.  &  Id.  gt.  g., 

4%.  1997 

Ore.  8.  L.  R.  R.,  r.  g.,  4%,  1929 

Scioto  Val.  4  N.  Eng.  R.  R.,  1  m.  g.,  4%, 

1989 
So.  Ry.,  1  cs.'g.V6%.  i994! .* ! .'     .* .* ! '.'..'. 
Cuba,  Rep.,  g.,  5%,  1944 


BONDS  OWNED:  Par 

Value. 

AdaBta,4H%,1922 $10,000 

Boston,  g...  rec..  3H%,  1942 50.000 

M««^  g,  3H%.  1023 50.000 

K.Y.(^^ep.8tk.,4%.1936 50.000 

X.  Y.  Cy^ep.atiL,  3H%.  1928-40 125,000 

X.Y.Cy^ca.Btk^3%,1920 25.000 

N.  Y.  Cy,  «.  rev.,  6%.  1917 5,000 

New  York,  In.  hwy.  imp.,  4%,  1961 50,000 

A^T.A&FeRy.,gn.m.  g.,4%,1995..  5a000 

A^T.AS.FeRy.,g^4%,1995 12.000 

A&C.AL.Ry^lm.g3  5%,1944....  25.000 

B.40.R.R^lm.g^4%,1948 50.000 

B.ftO.R.R^g.n..4H%,1918 50.000 

Bk|m.R.T..C.n.,5%,1918 5a000 

Cent.  K.  Eng.  Ry.,  1  m.,  4%,  1961 25.000 

C^  M.  k  St.  P.  Ry..  n.  m.  g.,  4%,  1989  25,000 
C,  R.  I.  A  Fae.  R.  R.,  gn.  m.  g.,  reg.. 

4^1988 50,000 


Market 
Value. 

$10,100 
45.500 
48,500 
49.000 

114,000 
23,750 
5,150 
51,500 
47.000 
10.440 
26,000 
46.000 
51.000 
50,500 
20,250 
23,000 

42,500 


Par 
Vahie. 
$25,000 
25,000 

Market 

Value. 

$25,500 

24.760 

25.000 
50.000 

25,500 
47.000 

25.000 

22,000 

50.000 
25.000 

41.500 
20,500 

25.000 

22.500 

50,000 
10,000 

49,000 
9,100 

25.000 
25,000 

23,250 
23.250 

15.000 
23.000 
25.000 

13.800 
23.690 
24,250 

Totals  (book  value,  $1,025,777) $1,125,000  *$1.059.780 


*8ecuritiea  as  per  Company's  valuations;  the  item  in  Assets  is 
bssed  on  Ins.  Dq»t.  valuation. 


MISCELLANEOUS:  Conflagration  loans:  Boston.  1872.  $5,- 
000;  Baltimoie.  1904.  $66,931;  San  Franciseo.  1906.  $153,931.  The 
company  rdnsored  most  of  ita  outstanding  risks  in  the  West- 
chester nre  of  New  York,  in  June,  1906.  resumed  operations  in 
August,  1906.  Absorbed  the  Peter  Cooper  of  New  York  in  1911. 
and  increased  capital  to  $400,000.  Value  of  special  deposit  in 
Georgia,  $10,060;  Virgmia,  $20,290;  New  York,  $24,310. 

DIRECTORS:  A.  Romeyn  Pierson,  George  R.  Branson, 
William  E.  Hutehins.  John  A.  Forster,  J.  Lester  Parsons,  W.  McD. 
Pierson,  Charles  A  Norris,  Isaac  L.  Allen,  Mortimer  L.  Allen,  A. 
S.  Hutehins,  Wm.  L.  Albro.  F.  W.  Drake.  M.  J.  Ennis,  Louis 
F.  Ballard.  0.  B.  Candidus.  F.  H.  Crum,  R.  O.  Haubold,  Perry 
C.  Todd,  J.  F.  Smith,  and  D.  G.  Wakeman. 

HELD  MEN  AND  TERRITORY  COVERED:  Crum  k 
Forster,  New  York,  general  agents  for  the  United  States.  The 
company  operates  in  Cob..  Ccon..  ID^  Ind..  Md..  Mich..  Minn., 
Mo..  Neb.,  N.  H..  N.  J.,  N.  Y.,  O,  Pa.,  8.  D.,  Utah,  Va.,  Wis., 
CaL,  Ga.,  la.,  Maas.,  N.  D..  Ore.  and  Wash. 


This 


UNIVERSAL  FIRE  INSURANCE  COMPANY,  Chicago,  111. 

President,  Gwald  A.  Rolfee.    Incorporated,  November,  1914. 

Rolfes,  W.  M.  St.  Cbiir,  W.  H.  Healy,  W.  H.  Kern.  E.  R.  Thomas. 
W.  B.  Taylor,  H.  C.  Dix,  W.  J.  Dillon.  E.  W.  Thompson,  Geo. 
M.  Van  Vleet,  M.  M.  Fell,  J.  W.  Weldon,  T.  W.  Leake,  E.  J. 
Countiyman,  J.  U.  Hilton,  W.  W.  Bladunan,  S.  H.  Dickinson, 
B.  H.  Thomson,  L.  H.  Weis.  Geo.  AschenVrenner,  H.  E.  Lloyd, 
Dr.  Z.  W.  MosB,  G.  K.  Lee.  Dr.  I.  F.  Pahner,  C.  L.  Burkhart 
and  D.  S.  G.  LiUey. 


(wnmany  was  inecrporaied  late  in  1914  with  an  authorised 
of  tLfiOfKOQO  and  a  like  amount  of  surplus.  The  shares 
are  to  be  Bold  at  doable  par  value  of  $25.  Tlie  compan;y  is  Ucensed 
in  BL,  bat  we  are  informed  thnr  will  later  expand,  and  is  at  present 
IB  the  irrgsnTsattim  prooesi.  We  are  advised  that  in  a  short  time 
the  conapany  will  have  an  organised  6eld  face  estabfished  in  HI. 
The  ecsBpaay'B  latest  address  was  749^1  Insurance  Exchange 
BUg.,  ChicBgOh  HL    The  organisation  committee  are  Gerald  A. 


VIRGINIA  FIRE  AND  MARINE  INSURANCE  COMPANY,  Richmond,  Va. 

P^esidsnt,  W.  H.  PBhner;  Secretary,  W.  H.  McCarthy.    Organised,  1832. 


Ybab     AsKts 

19U  $1,$S2,728 
1914  1.761.020 
»U  1.739.740 
1912  1.648,798 
1911       1.618.037 


Unearned 
Premiums 

$737,3991 
720^604 
706,7231 
683.894, 
665.735! 


Net 

Net 

Total 

Loeaes 

Total  Ex- 

Losses 

Surphjs 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

$766,091 

$769,070 

$841,694 

$455,730 

$30,000 

$296,642 

$782,372 

$420,939 

668,156 

744,690 

817,746 

476,861 

30,000 

290,4781         797.339 

481.519 

672,411 

742,108 

798,362 

408.083 

25,000 

293.984         727.067 

419.356 

628,694 

728,764 

805,376 

45.6,916 

25,000 

276.625 

758.541 

447.464 

613,505 

729.570 

795.291 

482.599 

25,000 

281,056 

788.655 

469.859 

Dbc.  31, 1915. 

Bcalestste $118,458 

MortcBsekms 69,875 

Bonds  and  stocks. . .  1.406.275 

CdlaienlkiBBB 12,800 

CaA 84.665 

AgcBts'  hshnces. . . .  135,073 

lateeat 19,479 

OtfafrsBBeu 6.108 

Total  BflKts $1,852,728 


LuBiums,  Dbc.  31, 1916. 

Losses  unpaid $70,287 

Unearned  prems ....       737,399 

Dividend 15.000 

Other  liabiUties. . . .         13,951 


Total  fiabilities...  $836,637 
Capital  paid  up....  250.000 
Net  surplus 766,091 


Total $1,852,728 


UnderwriUng  profit,  $34,551;  investment  profit,  $93,385. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$102,570,086;  premhims  thereon,  $1,475,057. 

BUSINESS  SINCE  1865:  Premiums  received,  $17,339,922; 
loBBes  paid,  $10,671,073;  dividends  declared,  cash.  $1,907,086. 

REAL  ESTATE  OWNED:  Includes  the  company's  home 
office  building.  1015  E.  Main  st..  Richmond,  which  cost  $31,300  in 
1861.  carried  at  book  value,  $75,000;  a  warehouse  at  1014-16  E. 
Cary  st..  Richmond,  carried  at  book  value,  $40,000;  and  a  number 
of  lots  in  Richmond.    All  are  unincumbered. 

MORTGAGE  LOANS:  The  $69,875  of  mortgages  include  14 
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VIRGINIA  FIRE  AND  MARINE  INSURANCE  COMPANY,  Richmond,  Va.- 

BoHn  im  »KKD  OwxiD.— Cnl. 


Lavn,  TVVKf  fnup  11.000  to  120,000. 
mofid  propaty,  mined    '  *"' 
mortcind  propertJH  (v 
othia  YinaoiK  toima)  ii  tijo.suu,  u 
inmnoee  on  the  buLktizi^-    Thn 

COLLATERAL  LOANS  ut  u  falii 


bouig  upDD  Rjafa. 
[rUirK^u:!  holifa  170.200 


tlnixnity  of  V>.,  1  a..  *", 
Vi.  Cm.  Chan..  1  m. «., . 
v.,  Ciro.  Ctrm.,  cv,  6%. 


Vklue.       Lousd. 


ia.aoo 

l.ODO 


11.000 

1,000 
MT.IOO 


Totik  (pu  nine,  tlt,n») 

BONDS  AND  BTOCKB  OWNED: 

II.  S.  Ri«.  Pu.,  3%,  IHl 

Al...  n...  <%.  ISM 

Aitibiid,Vs,mt.*ir..S%.lM4.     ... 
BlKlubwtV>,nt.Av..«%.IMl.  . 

DuTilk,  Vs.,  int.  imp,,  4%.  IRU 

FwnTill(,V«.,int.S%.l«SI  10.000 

FiukKD.  Vl,  k.  0%.  dnud 8,000 

l7iiiihb(ii«.Va.nt.,4?i.ltaS.       .  SaOOO 

UtMtuUr.  Vl.  r.,  4%.  103( 3,000 

"      '  VL.<nt.Ul.|itl.,t'<'c1M0  MM 


Mml.  Bwln.  mg..  3^%.  lOM. 
MohafcAU,«,r„»!i%.lM7.. 

Hortli  Ouv&m.  i%.  IWO. . 
FtUnbun.  ¥«..  r.  („  t7^  IMS 
tUduDDDirVi.. «%.  193643 

BieluiiaHl.  VL.l%.ig2l 

Virthik,  Caitiirv,  J%,  IMI 
ViKiDia.  Riddi^erger.  i%,  l<32 
WiSninloB.  N.  C.,  S%.  I»22  .     . . 

A.C.  L.  R.  R.  L.  4N  ™I  1r.4';,lM2 

A.  C.L.R.R..1  «..<■■;.  1M.; 

A.C.L.R.R.,eq,I,4',.  liUrt 
B.40.R.R-C.B..1'/.    I''<.l 
Cha.  AO.  R.  R..CV  i  .  \'  ■    .  I'Hii    . 
Cbm.  4  0.  R.  R..  ED.  r^.  t',/..  |i'i!.. 
0». »  Fl»,  Tni_  1  iii„  i%.  IftiU 

Oi,  M.  Ry,  1  n.  I.  3%,  IMt 

Horlolk  4  PU.  Te,  I  n..  9%.  I»<  . . . 

N.*W.Ry.,l».4%.IWt  

N.  4  W.  Ely.,  CT.  Kh  1h%.  I9K 
Scsbou^  A,  L  Rt.  I  m.  g..  4%,  ItM.. . 

Si>.Oa.Ry..liii.  ■„(>%,  1)23 

So.  Hy,  1  »,  »%.  l»t 

So.  Ry.  d>T.  *  fi.  m.,  4%.  lUt 

So.  Ry.  «T.  olft..  4%.  I»K 

v..  S.  4  Pu.  Ry.  pri.  In.  ■„  S%.  I»40. . 
Va.43wn.Ry.lH.,t%.ltSS..  .  . 
V*.  Ry.  4  Pa>„  I  m.  4  r..  t%.  1»4  ... 
CbHB.  *  P.  Tl-  V...  *.  L  t%.  I»4S  . . 
ComMKamhh  Clnb,   RkliDoikd.   Vi.. 

1  m.  8%.  1B20 

RielUBoiid  LoM.  H(^  Win..  I  a.,  8%, 


122,928         II  2,800 


10,000 

u.ooo 

IS.000 
2.0D0 


is.2oa 

],0O0 
8.820 
8800 

I0.4DO 

30.000 


(34.700      tnm 


NorioUt  4  WMlern  R.  R-,  B 

Norfolk  4  WnUn  R.  R..  FUn 

Rtcb..  Fndoiduburi  4  P.  R.  R.,  dJT. . . 
RiEh.,  PrBclcricbibiiri  4  P.  R.  R.,  com.  . 

Soulhem  Ry„  p     

Vs.  Rj.  4  Poir..  p 

I  Nil.  Bk.,  Richmond.  Vi 

Pitil  atL  4Cy.  Bk..  Richmoiid.  Vi 

rininii  TY,,  Riphmond.  V»  

1  N>t.  BtBli.  Con.  Richmond.  Vl.  p. 

QBiinlAdJ.Biu.,  N.  y 

JHTinDii  Rally  Corp,  RicbnHnd,  Vs, 

lamwin  Rally  CDrp,  Hielimoiid.  Vi., 

Jrfftnm  Rislty  Corp-  Richmond.  Vi., 

Louiitille  E^opffty  

Soulhan  Adj.  Bur.,  AtluU.  On 

tfiiiWirrilfn^&lno.N.  Y 


2aaoo 

laooo 

U.200 

2.000 

S3.000 
3.800 

19,900 
4.0DO 

IftOOO 


Vihia. 

iftsn 
IS.000 


23.400 
8.000 
30.744 


10.011 

1.700 


io.ti.4n.4m... 


.  ti.4M.ioo  ti,4oa.ns 


MI3CELUHEOV9:   The  Virdok  Mvine  ■»  onuimt  u 
1832  {MiRh  14)  •rith  >  euh  eipiUI  of  tlDO.OOa  pud  fobr  euk 

id  l^ielilun,  I838-IS40.  ilm  apiul  wu  iiitliariieil  lo  be  in- 
cnued  to,  tlOO.000,  ind,  bi  ibe  ^>iiit  <f  IS40  the  idditunl 

Sre  buuien  >ko.  cEvWr  no  uwndrd  Jumo'.  1881  <ili«n«int 
lume  to  Vir^oift  Fin  4  Muine  uid  wu  e^in  *i»*n*UH  Jnanary 
4,  ISM.  cbtniiu  [V  nlue  of  Aua  Frm  tlOO  ot  ilura  to  tK 
pvihire^  Much  28.  IMA^Juuu^  I,  IBM.  imtta  nnndiKied 

, „ ^JOO  by  aHi  wbecrip- 

In  June.  1871.  apital  ne  iunMd  to  tlOO.000  by  aifa 

•ibecriptjou.  On  Mvtiit.  l874,CHiliili>MiiifnwgdtDUBai)O0 
by.oihiuhKriplioni.  Vtluia  of  ipeail  depoiiU:  II.,  tia.2MI: 
U.,  tl2,7JO:  N.  v.,  tl3.130;  V>.,  tll.180;  Mw.  ttl.TU;  N.  C. 
tI3.DD0;  All.,  113,000. 

DIRECTORS: 
W.  H.  Palner,  Jr.,  r .  n.  naitioE,  n.  i^ 

COVERED:    J.M.I 
...Loeb,  Chiang  lU 

Y.Cy,;J.  DrKiah..- 

.  ...__ „__utorTB...  LtuidMiii;A.J.8« 

Jr..  J.  H.  Baker  md  Wm.  P.  RiU.  ipeciiJ  ueoU.  Vn.  ud  N.  C; 
A.  K.  PhilUiH,  Wuliiiiiloi],  D.  C,  sentnl  agent  for  Wadiiurtoa; 
Logiic  Broo.  4  Co..  Pitubun,  Pa.,  for  mWan  Pa.:  3m.  Doyle, 
Ptuladdphia,  Pi.,  for  Philidilpliii:  Henry  J.  Ide.  Baetoo.  Hw- 
geoeral  igenl  for  Mam.;  Thamio  4  BaCre.  Motajo.  Ak..  innenl 
a^enU  for  All.:  CDoper  4  Hall,  (eneril  a;enu  fcrTenn.:  F.  C. 
C^Ikiu  4  Co..  JackionTirle,  Fla.,  leiunt  aumH  for  Fk.;  A.  1 
Wiiodironh  and  Co.,  Syncuw,  N.  Y..  for  N.  Y.  «eki ' 
,.  I,      „,L.  — ^paoy  operaMe  in  Ala..  "   "     ~ 


.  Min..  N.  Y.,  N.  C  I 


L.  Tei.  and  Vi 


eicHdinc  cnara 
„  Fit,  Ilf,  l^ 


VULCAN  INSURANCE  COMPANY,  New  York 

Prndent,  Udor  lUin;  Vioe-Prewlent,  Chai,  E.  Falk:  Secretary.  I.  Koeiupberier.    Oraoi»4  lOll, 


Y.a»!     Aaaet. 

Unaroed 

Not       1       Net 
Surpltu     1  Premiumi 

Totii 
Income 

1     "B-     'K,U-d.ia.™.lSSSjlS=i 

t8t,w; 

868.728.       1113.273 
7T,46al           08,34; 

T2!440           13<l!8tJ 
BS.4«|          31.81 

lilt. 

«4,t7 

08           81,503.     4«,02;         107,7SS:          TsJS 

10               1,248                                    10,8B5:            11144                6.M8 

B-^i^^^^^-'ti^O. 

■S3&-.:_ 

Total  liabilitid. . . 
7       Total 

187.301 

B94.W7 

Uodairritinc  kWL  tl8.IHe^  inreatment  pco6l,  tlO.m. 

Atutf  balaDca....        M,3I 

RISKS  AND  FRBMICMS:  Tire  riiki  m  Foree.  D«mb«r  31. 
(11,443.897:  premiiimatberoon.tll8,SU. 

Total  AneU. 

,.    tattm 

BUSINESS  SINCE  ORGANIZATION:    Friaiiunu  mi^vL 
84IO.M*:  Umm  pud.  IM7,M«. 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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VULCAN  INSURANCE  COMPANY.  New  York,— Continued, 


BOKDS  OWT^ED:  Fv  Market 

Vafaw.  Vahw. 

N.T.Cr^g.ba.,191S^3H% 8238.000  8209.990 

N.Y.Cr^g,  1983^4^% 40,000  40.400 

a  Cent.  R.  R^  c^  1965. 4% 10,000  9.000 

C.ILI.APte.R.R^IUl968.4%....  10.000  8.500 

B.40.9«B,g^l925.3H% 10.000  9.200 


ToCab  (book  vshw.  8278.311) 8306.000      8277,090 


in  1911  with 
is  Deomber. 


MI8CRLLANB0US:  ComiMny  begu  bunn 
8100.000  initial  furpluf  paid  in.   Reinraredall 
1913.  and  oontinaed  buaina«. 

DIRRCTORS:  J.  B.  Baum,  E.  PSwwMinn.  I.  Kahn.  H.  Ra- 
witaer.  C.  8.  Beithoff.  C.  E.  Falk.  I.  Koeniflrinrger.  M.  Strauo, 
M.  Yankauer.  H.  J.  Corbett.  Max  Oroene.  8.  Mendebohn.  David 
Tim. 

FIELD  MEN  AND  TERRITORY  COVERED:  John  C. 
Kaie,  Home  OfBoe  superintendent  of  agents.  The  company 
operates  in  D.  C.  II!.,  Ind.,  N.  J..  N.  Y..  0.  and  Pa. 


VULCAN  FIRE  INSURANCE  COMPANY,  Oakland,  Cal. 

Pfeeadent.  J.  F.  Carlston;  Secretary.  Arnold  Hodgklnson.    Organised.  1911. 


YsAS     AaeU 

Unearned 
IVemiams 

Net 

Surplus 

Net 
Ptemiums 

Total 
Inoome 

IxMses 
Pfeid 

Diridemk 

Expenses 

Total  Ex- 
penditures 

Losses 
Inoomd 

1915     S1J»13.795 

t8A.02B 

8411.576 
aoiiiA 

8114.272 

103.567 

99.181 

39.935 

8162.160 
156.877 
15a274 

*4fl8.363 

861.047 
46.411 
29.822 

11  Aft 

875.544 
82.064 
81.910 
50.150 

8136.591 

128.475 

111.732 

Kiaift 

858.809 

1914         982L946            74.030 

49.098 

1913         966.838 

04.101         378.839 

21  flfil             90R  797 

35.613 

1911         nt  773 

1 141 

'■■'.'. '. 

"IneiBdes  8403.000  sorpbs  paid  in. 


Amam.  Dae  31, 1915. 
M<irt0ige  kaas 


Las.  sn  981  m.  bds. 

CMi 


LuBiLrms.  Die.  31. 1915. 

8565.003    Loasesonpaid 89.264 

340.960  Unearned prema...  84.029 

50.000  OtherliabiUties. ...  8.926 

116.302  

27.890  Total  fiabiUties...  8102.219 

13.640  Capital  paid  op. ...  500.000 

Net  surplus 411.576 


Total 


81^)13.795       Total 81.013.796 


Uadervritiiv  lam,  831.060:  investment  profit.  851,799. 

RBKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
I1U588.893;  inmaam  thereon.  8167,341. 


BCHNE83  SINCE  ORGANIZATION:   Premiums  reoeiyed, 
tlS3J14;  loses  paid,  8135.460. 


MORTGAGE  LOANS:  Tbere  are  30  loans,  inofaidins  one  of 
8120.612  secured  bj  Realty  Syndicate  deeds  of  trust  of  several 
buathcd  Iota  in  varioua  sub-divisions  in  Alameda  oounty.  The 
rwMJnmg  loans  are  munly  secured  b^  lots  and  building  in  Ala- 
Beda  eooaty.  Tbe  8565.003  loaned,  m  the  aggregate,  is  secured 
brpropstimTahied  at  81.065.622.  80,894  of  interest  was  overdue 
OB  Dnmber  31.  hat. 


BONDS  OWNED: 

Oakdale  Irr.  Die.,  g..  5%.  1982 

Oakknd  Hotel  6%.  1940 

CaL-Ore.  Pow..  g.,  r.  In.  &  1  m..  5%.  1952 
Oakland  Tm..  col.  tr..  g.  n.,  7%,  1920. . . 

Oakland.  4H%.  1924 

San  Joaquin  Irr.  Dia..  g..  5%.  1933 

Los  Annies,  4H%.  1931 

Real^^rndieate,  6%.  1920 


Phr 

Market 

Value. 

Vahie. 

83.500 

82.800 

6,000 

5.400 

10.000 

7.500 

200.000 

2oaooo 

10.000 

laoso 

15.000 

12.000 

3.000 

3.030 

500 

200 

Totals  (book  vahie.  8243.645) 8248.000      8240.960 


MISCELLANEOUS:  ThM  company  was  organised  in  1911 
with  a  proposed  capital  and  surplus  of  81,000,000.  and  ooaBmenoed 
business  in  May,  1912.  with  a  paid-up  capital  of  8500.000.  and  an 
initial  cash  surplus  of  8403.000. 

DIRECTORS:  Wickham  Havens.  Alden  Anderson.  R.  M. 
Fttagerald.  W.  T.  Veitch.  Tom  C.  Grant.  J.  Y.  Eocleston.  J.  P. 
Oarbton.  J.  P.  Maxwell.  J.  W.  Phillips.  E.  S.  Wangenheim,  C. 
H.  Wente.  William  Cavalier,  Stuart  S.  Hawley. 

FIELD  MEN  AND  TERRITORY  COVERED:  0.  R.  Indahl. 
necial  agent.  Butte.  Mont.,  for  Ida.,  Utah,  and  Mont.;  D.  A. 
Barry,  special  agent.  Home  office,  northern  Cal.;  Fnnk  F. 
West.  Jr..  spedal  agent.  Home  office,  for  Bay  counties.  The 
company  operates  in  Cal..  Col..  Haw.,  Ida..  Mont.  Nev..  "N.  Y., 
Ore..  Pft..  Utah.  Wash..  Wyo..  Arii. and  B.C. 


WABASH  FIRE  INSURANCE  COMPANY,  Wabash,  Ind. 

president.  Ira  J.  BeU;  Secretary.  W.  H.  Smith.    Organised.  1915. 

This  enmpany  was  organised  at  Wabash.  Ind..  by  reputable  which  will  shortly  amount  to  the  authorised  capital  stock  of 

bonea  aien  of  that  d^.    It  eommcDoed  business  January  1,  8200,000. 

1316,  with  a  capital  stock  of  8100.000,  paki  in.   The  stock  is  being  ASSETS.  DEC.  31.  1915,  amounted  to  8159,206.    There  were 

»3id  It  a  preoinim  in  order  to  create  an  equal  amount  of  surplus  no  liabilities  and  capital  paid  up  was  8100,000. 


WESTCHESTER  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Ow.  R.  Crawford;  8eora«ai7, 0.  E.  SehMfer.  Ofuiiinl,  1837. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Loases 

81.714.772 

IVemiums 

Income 

Paid 

Dividends      Expenses 

penditures 

Incurred 

1915    85J02J75)    83.478.363 

83.700.126 

83.944.071 

82.078.649 

8200.000     81.474,459 

83.753.108 

81.988.220 

1914      5.8B7.862I      3^37.393 

1.530382 

3.372.637 

4.238.503 

2.170.667 

160.000 

1.346.137 

3,676.804 

2.289.887 

1913      5.170.139,      3^8.331 

1.230.235 

3.203.281 

3.428.327 

1,912.708 

120.000 

1.293,687 

3.326.395 

1.841,737 

1912      5,3801898      3JHK.9I3 

L433.343 

3.361.M0 

3.587,048 

1.587,713 

120.000 

1.118.807 

2.826.520 

1.611.320 

1911      4.657.222!      2.610.335 

1.491.977 

2.642.511 

2,840.049 

1.521.328 

120.000 

1.014,437 

2.655.675 

1.522,864 
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WESTCHESTER  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y.— Continued. 


AoBViB,  Dm,  31, 1015. 

R«dertate t4.M0 

Mortgage  loans 114.710 

Bonds  and  stockB...  6,241,122 

Cash 327.010 

Agents'  balances. . . .  473,602 

Interest 40.432 


LuBniTxn,  Dk.  31. 1015. 

Losses  unpaid 1408,878 

Unearned  prems. . . .    3,478,363 
Othw  liaknfities 100,362 


Total  liabilities. . .  13.087.603 
Capital  paid  up....  500.000 
Net  surplus 1.714.772 


Totalassets 16.202.375       Total 16.202.375 


Underwriting  loss,  $11,706;  inTestment  profit,  1345,113. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$714,217,566;  preiniunis  thereon.  $6,822,000. 

BUSINESS  SINCE  ORGANIZATION:  FremiuznB  received, 
$66,800,514;  losses  paid.  $37,461,864;  dividends  declared,  cash. 
$2,346,000;  stock,  $100,000. 

REAL  ESTATE  OWNED:  CompriMS  a  dwelling  property, 
in  Highbridge,  N.  Y.  Cy..  which  is  unenoumbered;  book  value, 
$6,876. 


MORTGAGE  LOANS:  There  are  37  loans,  of  which  but  2 
exceed  $8,500  in  amount.  They  are  mainly  upon  properties  in 
and  near  New  York  City,  and  $114,710  of  loans  are  protected  by 
real  estate  valued  at  $250,560,  and  upon  which  the  company  holcb 
$130,400  insurance.  The  brgest  loan.  $12,000.  is  upon  dwellings 
in  Mt  Vernon.  N.  Y.,  vahied  at  $10,000. 


BONDS  AND  STOCKS  OWNED: 

Bonds. 

Meckkmburg  Co..  N.  C,  1030,  5% 

Georgia.  1037,  4M% 

Maisonneuve.  Canada,  1058.  5% 

New  Mexico.  1033,  4% 

New  York  Cy..  1050.  3% 

New  York  Cy.,  1 04O44.  3H% 

New  York  Cy.,  1055^0.  4% 

New  York,  1061,  4% 

New  York.  1064,  4  H% 

Richmond,  Va..  1021.  4% 

B.  A  0.  R.  R..  1005,  5% 

Canada  So.  Ry..  1062,  5% 

Chi.,  Mil.  A  St.  P.  Ry.,  1032. 4H% 

Chi.,  MU.  A  St.  P.  Ry.,  2014, 5% 

Chi.,  R.  Is.  A  Pac.  R.  R.,  1034,  4% 

Dela.  k  H..  1035.  5%  

Ft.  Worth  4  Rio  G.  Ry..  1028, 4% 

m.  Cent.  R.  R..  ft  Chi..  St.  L.  A  N.  0. 

R.R,.  1063.6% 

Interboro.  R.  T..  1066.  5% 

Long  Island  R.  IL.  1034.  5% 

nTy.  C.  a  H.  R.  R.  R^  2013,  4M%. .  • . 


ic:> 


7C- 


N.  Y.  Connecting  R.  R..  1053,  4] 


N.  Y.,  N.  H.  a  H.  R.  R.,  1048,  6^ 

No.  Pac.  Ry..  1007,  4% 

St.  L..  P.  ft  Nwn.  Ry..  1048,  5% 

St.  L.  ft  San  F.  R.  R..  1051.  4% 

So.  Pac  1034,  5% 

United  Ry.  Inv.,  1026.  5% 

Amer.  Tl.  ft  Tg..  1027.  4% 

Mortgage  Bond  Co.,  N.  Y.  Cy.,  1066, 4% 
U.  8.  Steel  Cp.,  1063.  5% 

Stocks. 

Albany  ft  bus.  K.  R 

Atch.,  T.  ft  S.  Pe  R.  lU  p 

B.  ftO.  R.R 

Brooklyn  R.  R 

(Canada  oo.  K.  R.. 

Chi..  Mil.  ft  St.  P.  R.  R.,  p 

Chi..  Mil.  ft  St.  P.  R.  R..  com 

Chi.  ft  Nwn.  R.  R 

Cleve..  Cin.,  Chi.  ft  St^L.  R.  R 

Dela.  ft  Hudson  R.  R 

F.ftS.  R.R 

Gt.  Northern  R.  R.,  p 

IIL  Cental  R.R 

L.ftN.R.R 

Manhattan  Ry..  N.  Y. 

Ma    Z.  V/.  A  XI.  XV.  K.  aV.  • 

N.  Y.  ft  Harfcan  R.  R 

N.  Y..  Lacka.  ft  W.  R.  R 

No.  Paci6c  R,  R 

Oswego  ft  Syracuse  R.  R. 

Penaa.R.R 


Par 

Market 

Value. 

Vahie. 

$10,000 

$10,400 

10.000 

10,400 

40,303 

37.162 

10.000 

0,800 

150.000 

118.500 

200,000 

170.000 

50.000 

40.000 

100.000 

103.000 

100.000 

113.000 

26.000 

24.060 

50.000 

50,500 

50.000 

52,000 

50,000 

51.500 

25.000 

27,000 

50.000 

33,000 

50.000 

53,000 

45.000 

30,150 

50.000 

51.000 

50.000 

40.500 

50.000 

40.000 

60.000 

47.000 

50.000 

48.500 

50.000 

58,500 

50.000 

46,500 

50,000 

53,500 

50.000 

36.500 

50.000 

54.000 

50,000 

37.000 

50,000 

45.500 

25.000 

10.000 

50,000 

52,000 

40.000 

106.000 

120,000 

122.400 

50.000 

58,500 

50,000 

48.000 

75,000 

135.000 

50.000 

30.500 

100.000 

135,000 

1OO.O0O 

100.000 

100.000 

137,000 

VMJOOO 

40.000 

100,000 

154,000 

15.000 

104.100 

100,000 

127.000 

100,000 

108.000 

120,000 

156,000 

150.000 

100.500 

125.000 

137.500 

70.000 

252,000 

100.000 

110.000 

100,000 

118.000 

40.000 

80,000 

100.000 

110.000 

Bonds  and  Stocu  Owmd.— C<m<. 
Stocks.— C«U. 

Reading  Co.  R.  R.,  1  p 

Reading  Co.  R.  R.,  com 

Ren.  ft  Saratom  R.  R 

So.  Pteific  R.  R 

So.  Ry.  R.  lU  p 

Syracuse,  Bins,  ft  N.  Y.  R.  R 

Union  Pkdfie  R.  R 

Bridgqrart  Trust 

ChaSam  ft  Phenix  Nat.  BL,  N.  Y.  Cy. 

Westchester  ft  Bx.  Titl^  ft  Or 

Amer.  Tl.  ft  Tg 

Underwriten  Salvaga.  N.  Y.  Cy 


Pkr 

Market 

Vahie. 

Vahie. 

$100,000 

$84,000 

50,000 

83.500 

145.000 

258.100 

100.000 

106.000 

loaooo 

62,000 

50.000 

132,500 

100.000 

141.000 

5,000 

8.500 

15.000 

30.900 

5.000 

8,750 

100.000 

120.000 

1,000 

1.500 

Totals  (book  value,  $5,570,376) $4,367,303    $5,241,122 


MISCELLANEOUS:  Company  was  originally  mutual:  rear- 
ganiied  on  stock  bans  m  1870  with  $200,000  capital  Capital 
moeased  m  1875  from  $200,000  to  $250,000  by  stock  dividend 
and  m  1876  to  $300,000  also  by  stock  dividend.  Capital  increased 
m  1014  to  $500,000  by  $200,000  cash  payments.  Conflagration 
losses:  Boston.  1872,  $120,000;  Baltimore,  1004,  $240,427;  San 
Frandsoo,  1006,  $052,242.  Values  of  special  depoaito:  Va.. 
$24,060;  Ga.,  $10,400;  N.  M.,  $0,800;  N.  C,  $10,400;  Can^  $140.- 
102. 

DIRECTORS:  Geo.  R.  Crawford,  P.  E.  Willits,  John  Lvon, 
W.  F.  Bishop.  Wm.  H.  Fiekl,  John  H.  Kelly.  G.  B.  Crawford, 
Ellwood  Burdsall,  Frederick  A.  Hodgmann,  Otto  E.  Scfaaefcr. 
Stiles  E.  Goodsell,  F.  G.  Cart,  D.  W.  Bigoney,  W.  G.  Conklin. 
R.  S.  Hmcks. 

FIELD  MEN  AND  TERRITORY  COVERED:  Sutee  n- 
porting  direct  to  the  home  office:  Herbert  F.  Blood,  70  Kilby  st.. 
Boston.  Mass.,  special  agent  for  Me..  N.  H^  Vt.  and  Mass..  except 
westernpart;  W.  A.  Lester.  Providence.  R.  I.,  State  agent  for  R. 
I.;  G.  W.  Goodsell  ft  Son,  BridraMrt,  Conn.,  special  aseots  for 
Conn,  and  western  Mass.;  Wm.  D.  Hunter,  Albany,  N.  Yl,  ^xcial 
agent  for  easton  N.  Y.:  R.  R.  Brockett,  Buffalo,  N.  Y.,  mcaaJ 
agent  for  western  N.  Y.  and  northern  tier  of  oounties  of  Pa.; 
6.  T.  Carter,  P.  0.  box  206,  Bala.  Pfe.,  smeial  agent  for  Pa.,  except 
northern  tier  of  counties,  sod  Md.;  E.  R.  Booker.  FamviUe,  Va., 
special  agent  for  eastern  W.  Va..  Va..  N.  C.  and  S.  C;  Ugo  £. 
Guerrini,  Hurt  Ug..  Atlanta,  Ga..  special  agent  for  nortfacm  two* 
tlurds  of  Ga.,  A£il  and  Miss.;  Samuel  B.  Kennedy,  Louisville, 
Ky.,  meeial  agent  for  Ky..  Tenn.  and  middle  and  western  W.  Va.; 
Fred  Q.  Smith,  100  Wilham  st..  N.  Y.  Cy..  special  agent  for  sab- 
urban  territory  of  New  York  and  N.  J.;  E.  A.  Groover,  Jackaoo- 
viUe,  Fla.,  general  agent,  and  W.  G.  Amann,  Jacksonville, 
Fla.,  agency  superintendent  for  Fla.  and  southern  one-thiiti 
of  Ga.  Western  department:  1101  Ronral  big.,  Chicaao,  in.: 
Sigfried  Schwars..  manager,  and  Edwin  Werner,  160  W.  Jacksoo 
Mvd.,  Chicago.  DL,  agenev  superintendeot.  for  IlL,  Ind.,  Jm^ 
Kan..  Mich..  Mbm.,  Mc  Neb.,  N.  D.,  0..  8.  D.  and  Wis.;  C.  O. 
Heffley.  Lonnnort,  Ind..  State  agent  for  Ind.;  E.  H.  Hiackley, 
Kalamaaoo.Micn..8tate  agent  for  Mich.;  Geo.T.Midke,  Grand  Ra|K 
ids.Midi.,speoial  agent  for  Mich.;Adcdph  Wemer.Chicago,  IU.,State 
agent,  and  Geo.  CT  Jones  sp^Cal  agent  for  111..  Mo.  and  Kan.;  E.  B. 
Cameron,  Cohunbus.O..Stat>  .aenC^nd  Chas.  Y3ean.sMeial  agent 
forO.;  Mark  Banta,  Anttgo,  Wis.,  State  agisnt,  and  A.  L.  Severson, 
Stoughton,  Wis.,M)eeial  agent,  for  Wis.;W.  N.  DuVal,  Omaha,  Nebu, 
State  agent  for  Neb.  and  la.;  MoKinney  ft  Alien,  Sioux  Fialla,  S.  D., 
State  agents  for  8.  D.;  B.  D.  Wright,  Minneapolis,  Minn.,  State 
agent  for  Minn.;  Thos.  Baker,  Jr.  ft  Co^  Fargo,  N.  D.,  Stat«  agent 
for  N.  D.  Mountain  dq^artment^  Denver.  Cok>.:  H.  T.  Lamey, 
manager,  and  H.  P.  Gibersoo,  aasMtant  manager,  for  Colo.,  Wvo. 
and  N.  M.  Pacific  Coast  department.  Insurance  Finhangc,  San 
Frandsoo,  Cal.:  Benjamin  J.  Smitii,  manager,  for  Gal.,  Ore., 
Wash.,  B.  C,  Ida.,  Mont..  Neb.,  Utah,  Aris..  Alaska  and  Hawaii; 
Chas.  T.  VoD-Tageo.  John  M.  Gordon  and  Fred  S.  Dick.  San 
Franeisoo,  Cal.,  q)eeial  agents  for  cenUiU  and  northern  Cal.; 
L.  P.  Stephens,  Lois  Angeles,  CaL,  special  agent  for  southern  Cal. 
and  Aris.;  James  8.  Reed,  Portland.  Ore.,  roecial  annt  for  irestera 
Ore.,  western  Wash,  and  western  B.  C;  S.  E.  DeLoog.  Spokane. 
Wash.,  special  agent  for  eastern  Ore.,  eastern  Wash.,  western  Ida. 
and  central  B.  C.;  W.  S.  Ferris.  Salt  Lake  City,  Utah,  speetal 
agent  for  Utah.  Mont,  and  eastern  Ida.  Southwestern  department, 
DaUas.  Tex.:  Groas  R.  Scruggs  ft  Co.,  general  agents,  for  Tex., 
Ark.  and  La.;  R.  S.  Graham,  aanstant  manager;  J.  H.  Reed,  hoane 
office,  medaA  agent;  J.  R.  Eichlits,  agency  manager;  0.  A.  Chana- 
bers,  Little  Rode,  Ark^  special  agent  for  Ark.:  F.  T.  Porter.  Dal- 
las. Tcxh  ipccial  agent  for  OkU.  and  western  Tex.;  W.  P.  Sterir, 
Shreveport,  La.,  spedal  agent  for  La.  and  easton  Tex.;  R.  W. 
Rawls.  DaUas,  Tex..  q)ecial  agent  for  southern  Tex.;  Vance  Hoff< 
master.  Dallas,  Tex..  q>ecial  agent  for  northern  Tex.  The  oompanjr 
operates  in  all  States  except  Delaware;  in  the  Territories  of  Hawaii 
and  Alaska,  and  in  the  Provinces  of  Alberta.  British  CoKimbia, 
Manitoba,  New  Brunswick,  Ontario,  Quebec  and  Saskatcbewan. 
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WESTERN    INSURANCE   COMPANY   OF   PITTSBURG,    Pittsburg,    Pa. 

fnadeat,  W.  Hofwwd  Nimidc;  Viee-PrendaitB,  H.  S.  A.  Stewart  and  David  P.  Black;  Secretary  and  Treaaurer.  D.  Dallas  Hare. 

Orgaoiaad.  1849. 


Ts&a     Aaeta 


1915 
1914 
1913 
1912 
1911 


•602.535 
667.607: 
887,269 
949,797 
944.978 


Uneanied   ; 

6264.7471 
235,077 
545,135' 
541.998 
533.686 


Net 
Surplus 

.  -    I- 

S104.670 

99.980i 

—6,7331 

38.971 

42,710 


Net 
Premiums 

6384.968 

1.491 

549.9381 

588.489 
571.965 


Total 
Inccnne 

6318.768 

34,547 

589,1191 

623.0491 

609.396' 


Paid 


Dividends  I    Expenses 


Total  Ex- 
penditures 


6116.306 
170.231 
341.296 
331.089> 
299.1591 


624.000 
24,000, 
24.000' 
24.000 
24.000 


6140.938 

9,090' 

251.374, 

272.267 

264.478 


— Execas  of  liabilities  over  assets. 


AsacB.  Dbc.  31.  1915. 

Rttlestate $3,500 

Mortgige  Jaana 62,700 

Beads  aad  stocks...  535.308 

Ci«h 34.529 

Aftiito'balaBoes....  47.968 

lawwBt 8,526 

OtherMBets 9 

Totalaaeia 6692.535 


LumuTm.  Dw.  31, 1915. 
Losses  unpaid I2U18 


Unearned 
Other 


ities. 


364.747 
2.000 


Total  liabUities. . .  6287.865 

Capital  paid  ap ... .  300,000 

Net  surplus 104.670 

Total 6692,535 


U&davritinK  kas,  $479;  investment  profit.  $29,160. 

RISKS  .\ND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$51531.431:  premiums  tbereon,  $604,334. 

BUSINESS  SINCE  ORGANIZATION:  Premiuma  received. 
$10,^7.133;  losses  paid.  $8,237,242;  dividends  declarad.  cash, 
$1^98,500;  stock.  $168,75a 

REAL  ESTATE  OWNED:  A  lot  and  dweUing  in  Avakm.  Pa. 

MORTGAGE  LOANS:  There  are  15  loans  msfft^trng  $62,700 
whkk  are  secured  by  properties  vahed  at  $184,200.  and  the 
CQDpsajr  holds  $89UXX)  of  hiaaranee  OD  the  buildinfpB.  No  interest 
«ai  part  doe  on  December  31,  last.  Only  two  of  ue  loana  exceed 
$10,606.  and  aO  of  them  are  npon  real  estate  in  Pittsburg  tnd 
mrfar  tovns.  A-  knn  of  $14,000  ia  upon  8  apartment  houses 
oa  Biddk  ave..  WiftxBabarg.  vahnd  at  $28,800,  and  one  of  $15,000 
is  OB  3  brick  dweBings  at  3506-10  Fifth  ave..  valued  at  $39,000. 

BONDS  AND  STOCKS  OWNED:  Pkr  Market 

BoBSB.  Vahie.  Value. 

ASeKfacsy.Pk^bg..4%.1940 $5,000  $5,000 

AI]«j»y.P*..iMi4%,1925 1.000  980 

Altegheay,  Pk^  Memonal  haO.  4%.  1989.  22.000  22.000 

ASesheay.Pk.,  poor  farm.  4%.  1930...  20.000  2a000 

>UMwy,  Pk..  nL,  i%,  1936^ 20,000  19.300 

6oro.orBatkr.Pk.4^.  1919 5,000  4.950 

Sc  dia,  Bon..  CboneDsvUle.  Pa..  4%. 

„1»1» 3,000  2,970 

Se.  dir..  Boro..  Duqueme.  Fk.,  4  H%,  1934  15.000  15.600 

E.  MeKee^Mrt.  Pk..  sc^  5%,  1918-23 . . .  1,000  1.025 

Boro.  of  E.  Pitts,  Ph.,  4?  a%,  1928^ . . .  30,000  3 1.435 

Bore,  of  Edgevood.  Pa.,  44%.  1932. . . .  3.000  3.060 

Bflto.  of  Ekasworth.  Pa.,  4^%.  1933 ... .  10.000  10.200 

5flro.afFreedom,Pa,4H%.  1916-18...  1.500  1.500 

Bcro.  of  Freedom.  Pa.,  5%.  1916-18 1.800  1.812 

HsnasBy,  Beaver  Co^  Pa.,  se.  die..  5%, 

.1»M5 5,000  5.400 

Boro.  of  Mooaea.  Pa.,  se..  4H%.  1916-21  6,000  6.040 

Boro.  of  Fkmaasos.  Pa.,  se.  dis..  5%,  1917  7.000  7,000 

Pktft,  Pk..  sttb«.  dis.,  4%.  1916 1.000  1,000 

BeHxboovcr  ac.  sabdis..  Phts.,  Pa..  5%. 

^19»  15.000  16.800 

Pi»a.  Pi..  Saadvky  at.  nnp.,  4%,  1916- 

^39    29.300  29.163 

ftttt.  Pa,  Soho  Run  sr..  4  Ji%.  1924 .. .  2,000  2.020 

Rt^,  Pa,  33d  St.  ST..  4M'^f.  1924 3.000  3.030 

]5tta,Pk.,wat.,4Ji%,  1924 7.000  7.070 

Pfea,Pk.,w»t.,4^%,1930 10.000  10,200 


$381,244 
203.321 
616,670 
627.356 
587.637 


Incurred 


Bonds  and  Stocks  OwwB>.—C<mt.  Par 

BoffDiL—CofU,  Vahie. 

Pitts.,  Pa.,  pk.  A  eharitv  In..  AH%,  1927  $5,000 

Ponce.  Porto  Rico,  6%.  1922 laOOO 

Boro.  of  Pt.  Vue,  Pa.,  sc.  dis.,  4H%. 

1922-32 15.000 

Waah  Co..  Pk..  rd.  imp..'4  H  %,  1029^  1.  15.000 
Boro.  of  W.  Homestead.  Pa.,  se.  d)s..  4%, 

1915-31 21.000 

Boro.  of  W.  View.  Pa.,  imp.,  4M%,  1934  5.000 

Wllkea-Barre.  Pa.,  cy.  imp.,  4^%.  1937.  20,000 

Boro.  of  Wilkinsburg,  Pa.,  4^%.  1920. .  10.000 

Ardmore  St.  Ry..  5%.  1958 5.000 

Beaver  Val..  Pa..  Tc.  5%.  1950 8.000 

Ft.  Wayne  A  Wabash  Val.  Tc.  5%.  1934  20.000 

Nwn.  Pa.  Ry..  Erie  Div.,  6%.  1947 8..W0 

PeckskiO  Ltg.  A  R.  R..  5%.  1930 10.000 

Pitts,  k  BuOcr  St.  Ry.,  5%.  1935 10.000 

Y.ASharonRy.  ftLt..5%.193I 3.000 

Atlanta.  Oa..  Wat.  ft  EI.  Pow..  5%.  1943  4.000 

Birmingham.  Ala..  Wat.  Wks..  5%,  1939.  15.000 

City  Water.  E.  St.  Louis.  III..  6%.  1918..  5.000 

Conaellsville.  Pa..  Wat..  5%.  1939 4,000 

Duquesne  Qub.  Pitts..  Pa..  5%.  1932. . .  12,000 

Ellsworth  Coal.  5%.  1921 12.000 

Jacks  Run  Bg..  5%.  1932 4.000 

Marq,  k  Beas.  Dk.  k  Nav..  4'  i%,  1933.  15.000 

Md.  ft  Georges  Creek  Coal  6%.  1932. . .  20.000 
Monong.  ViJ.  Wat..  MoKeesport,  Pa., 

5%.  1931 11.000 

New  Castle.  Pa.,  wat..  5%.  194 1 9.000 

Pa.  Wat..  Wilkinsburg.  Pa..  5%.  1929. . .  10,000 

P!tts.-Buffalo,  5%.  1929 10.000 

Racine  Wat.,  Wis.,  5%.  1931 5,000 

St.  Joseph.  Mo..  Wat..  5%.  1941 10.000 

Suburban  Gas.  Phila..  Pa..  5%.  1952. . . .  5.000 

Waynesburg.  Pa..  Wat.,  5^^.  1925 5.000 

Stocu. 

Adirondack  Bl.  Pow.  Corp.  com 9,000 

Adirondack  El.  Pow.  Corp.  p 6,000 

General  Adj.  Bur.,  N.  Y 400 

Ky.  Sec.  Corp..  (Inc.  Va.)  com 800 

Ky.  Ser.  Corp.  (Inc.  Va.)  p 8.000 

Underwriters  Salvage,  Chicago 500 

Western  Adj.  ft  Inap.,  Chicago 100 

ToUls $.569,900 


$116,166 
141.558 
222.525 
322.424 
296.229 


Market 
Value. 
$6,100 
10.000 

15,000 
15.450 

20.630 

5.150 

20.800 

10.100 

4.650 

7,360 

15.600 

3.400 

9.800 

5.000 

2.970 

3.680 

12,600 

5.000 

3.480 

11.880 

12.000 

3,600 

14,700 

19,000 

9.790 
6.300 
10.000 
8.900 
4.100 
8.200 
5.100 
5.000 

1.800 
4.440 
400 
128 
5.920 
500 
200 


$535,283 


MISCELLANEOUS: 
to  $300,000. 


Capital  increased  in  1884  from  $225,000 


DIRECTORS:  D.  Dallas  Hare,  Paul  C.  WolT.  David  P. 
Bhck.  Geo.  W.  J.  BisseU,  W.  H.  Nimick,  H.  S.  A.  Stewart.  Jas. 
H.  Lockhart.  H.  J.  Heins.  John  Woodwell.  Reuben  Miller, 
Joseph  T.  Speer,  Nathaniel  Hobnes,  Wm.  Froer. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  M. 
Limpert.  special  agent  for  Pa.  and  0.  The  compaay  operates  in 
111.,  Minn..  N.  Y..  0.,  Pa.  and  Wis. 


WESTERN  UNION  FIRE  INSURANCE  COMPANY,  Waseca,  Minn. 

President,  F.  T.  Day;  Secretary,  C.  H.  Watson.    Organised.  1914.    Capital  $100,000. 


Yb4i     Aaeti 


Unearned  ■ 
Premiums  i 


Net 

Sun^us 


Net 
Premiums 


Total 
Income 


Losses 
Paid 


$645 


$720; 


$3,053 


Dividends 


Total  Ex- 
Expenses      penditores 


$3,408        $3,408. 


Losses 
Incurred 


1915     *$10Q.6^  _ 

•Cm*. 

MISCELLANEOUS:  This  company  was  incorporated  during   |    $100,000  of  its  capital  stock  had  been  pakl  up.    The  company 

transacts  fire  and  nail  insurance. 


»U  hot  dki  oot 


business  till  May  26,  1915.  when 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


THE  WILLIAMSBURGH  CITY  FIRE  INSURANCE  COMPANY. 

New  York,  N.  Y. 

Preddent,  Geo.  R.  Bniuon;  Vice-Pnddents,  E.  L.  AOen,  F.  H.  Doashai,  Lewis  H.  Vail,  Wm.  A.  Jonei;  Viee-IVeadent  and  Secretary, 

Darid  J.  Burtis.   WUliam  Harimees,  Chairman  of  Board  of  Director*.   Organised.  18S8. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YB4B 

Assets 

• 

Ftamums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Ezpensss 

penditures 

Incurred 

1915 

t4,99«.585 

$2,611,600 

$1,110,787 

a$2,589.517 

$2,787,016 

$1,397,613 

$100,000 

$1,172,062 

$2,669,675 

$1,294,600 

1914 

4,699.175 

2.579.462 

798.455 

2.666324 

2.874.630 

1.699.127 

120,000 

1.247,888 

3.067.0U 

1.705,265 

1913 

4.839,136 

2.569,049 

976.864 

2.580,545 

2,788,875 

1.693,903 

114.000 

1.207.494 

2,915.398 

1329332 

1912 

3.684,956 

2.223,219 

666.394 

2.195.044 

2.351.973 

1,298388 

370.000 

989.919 

2.658307 

1.244.780 

1911 

2.856.657 

1.768.214 

663.302 

1.730.593 

1.843.411 

982.134 

50.000 

784.252 

1.816.386 

945.039 

Ambtb,  Dbc.  31. 1915. 

Real  estate $102,932 

Mortii^e  loans 503.800 

Bonds  and  stocks...  3.520,422 

Collateral  loans 6300 

Cash 378.100 

Agents'  halanoes ....  480,674 

Interest 21.741 

Otherassets 2,736 

Total $5,015,405 

6pL  dep.  over  liab.. .  18320 

Total  assets $4,996,585 


I^ABiLRiH,  Dbc.  31, 1915. 

Lossesunpaid $229,688 

UneanMdjprems ....    2,611.600 
Other  liafaifities....        44310 


Total  liabilities...  $2385,798 
Oapitaipaidap....  1300.000 
Net  surplus 1.110.787 


Total $4,996,585 


Underwriting  profit,  $42392;  mTsatment  profit,  $361330. 

RISKS  AND  PREMIUMS:  Flie  risb  in  foroe^  Deeomber  31. 
{00,223,955;  premhnne  thereon,  $5,195,423;  marme  and  inlana 
hsks  in  tbro^  $1344,768;  premhmis  thereon,  $6302. 

BUSINESS  SINCE  ORGANIZATION:  Ftanrams  leesiTed, 
$6a;064307;  losses  paid.  $33,00134$;  dividends  declared,  cash, 
$6.728300;  stock.  $50300. 

REAL  ESTATE  OWNED:  Counts  of  5-stoiy  brick  boik&w 
at  Broadway  and  Kent  ave,  BrooUyn.  which  eost  $55342  and 
is  earned  at  $20,000;  a  bdkBnK  at  156  Montague  st.  BrooUrs, 
which  cost  $58,980.  and  m  camDd  at  $50,000.  a  brick  and  stone 
buikfing  at  26  West  121st  st.,  N.  Y.,  carried  at  eost  ($17,932) 
and  the  property  at  39  Market  st^  Poughkeepsie.  N.  Y..  oarried 
at  cost  ($15,000).   AD  are  unenoumbered. 

MORTGAGE  LOANS:  The  49  mortnae  kians  range  from  $300 
to  $48300,  and  the  total  aaaount,  $503.W0.  is  proteeted  by  proper- 
ties  in  and  near  New  York.  Pouriikeepsie  and  Albany.  Tabea  at 
$022,005.  The  chief  kians  are:  $42,500  on  store,  hotel,  etCn  on 
Fulton  sin  Jamaica,  valued  at  $185,000;  $30300  on  223  Centnl 
Ptek  W.;  $27.000. 268  W.  43d  st.;  $27.000. 270W.  43d  st;  $38,000. 
210  W.  140th  St.;  $38300,  212  W.  140th  St.;  $48300.  876-78  E. 
8th  St.;  $25,000,  383  E.13tti  St.;  $43300. 66-70  SullKran  St.  Then 
was  $375  of  interest  past  due  on  Dee.  31.  bst 

COLLATERAL  LOANS  are  as  foDows:  Market  Amount 

SncuKB'us.  Value.  Loaned. 

Nat.Bisouit.p $6360\  ^g^ 

Amer.Cbn,p 5.000/  ^^ 

Totals $11300         $6,000 


STOCKS  AND  BONDS  OWNED:  Pkr  MaAet 

Bon*.  Yahie.  Vahie. 

Atianta.Ga..wat.,19a6.4H% $10300  $10,200 

Brooklyn.  N.  Y.,  OS..  1987. 8H% 68,000  57.900 

N.  YTOt..  ep.  stk..  1916. 3H% 1.000  1,000 

N.  Y.  C^.,  ep.  Btkn  adl.  wat.  mn..  1920. 

3H% 10300  9,700 

N.Y.Cy.,ep.stk..newaqdnl9203H%  30.000  29.100 

N.  Y.  Or.,  ep.  stk.,  san.  prat.  1920. 3^%  20300  19.400 

N.Y.Qr..op.Btk.,1926r3H% 28300  27,075 

N.  Y.  Or.,  ep.  stk.,  est.  srs..  1936,  3^%  75300  68.260 

N.  Y.  Cy..  ep.  stk.,  1950, 3^% 25300  22350 

N.  Y.  Cy..  ep.  stk..  St.  &  pk.  f.,  1962,  ZH%  100300  88300 

N.  Y.  Cy^  ep.  stk..  est  ofr.  t.,  1952, 3M%  80300  26.400 

N.  Y.  Cy.,  ep.  stk..  est.  ofr.  t^  1952, 33^%  17300  14.900 

N.  Y.  ^.,  cp.  stk..  est  of  r.  t..  1954. 3^%  39300  34,760 

N.  Y.  C^..  ep.  stk..  wat.  1957. 4H%-  .  3300  8.710 

Norfolk.  Va.,  r..  1929^,  4% 17.000  15.980 

Portnouth.  Va..  1942, 4H% 3300  2.940 

Richmond.  Va..  1920. 4% 191500  12,260 

Riohmond.  Va..  1924, 4% 1300  970 

Riehmond.  Va..  pub.  imp..  1948. 4H . . . .  18.000  16.740 

AU.  C.  L.  R.  R..  ev.  d.,  1939.  4% 26300  23.000 

B.  A  0.  R.  R..  OTn  1933. 4H% 5O30O  48300 

Chesa.AO.RyMCT.,1980,4H% 40300  34.400 

Chi.  Rys.,  1  m..  1927, 5% 10300  9.700 

DsnT.ARioG.R.R.,l&r.m..l955,5%  10300  5,900 

Det.  A  F.  Ry..  1  ca.  m..  1921,  5% 5,000  4360 


BoiOM  A  m  Stocd  O  wn».— C«r<.  Par 

BoNDA. — Cont.  Value. 

Detroit  Un.  Ry.,  1  cs.  m.,  1982,  4H%. . .  $5,000 

Interboro.  Met.  col.  tr..  1956. 4H% .  •  • .  150.000 

Iowa  Cent  R.  R.,  1  m.,  1988.  5% 10,000 

LakeErieAW.R.R.,  2m..l941,5%...  10.000 

Manhattan  R^..  cs.  1  m..  1990.  4% 40300 

St.  U  L  M.  *  S.  Ry.,  1931. 5% 10,000 

So.  Pac  CT..  1929,  4% 10.000 

Amer.  fete.  Mfg..  1  m.,  1920.  6% 15300 

Amer.  U  &  Tg.,  ev..  1938. 4U% 100.400 

Cleve.  Cliffe  Iran,  1917-18,  6% 12.000 

in.  Steel,  d..  1940.  4M% 26,000 

Jonas  Lau^n  Steel,  s.  T.  1  m..  1989. 5%  10300 

Km«i  C0.IBI.  Lt  Jk  Pow..  ov.  d.,  1925, 6%  40300 
Kings  Co.  EL  Lt  A  Pow.,  pur.  m..  1997, 

fl%                                   20.000 

MortMsBondCo..  N.  Y..  1996.  4%. . .  24.000 

N.  yTAv  Brake.  1  m.  er..  1928.  6%. . . .  19;000 
N.  Y.  Gas.  El.  Lt^  Ht  A  Pow..  pur.  m. 

m..  1949. 4% 50300 

N.Y.TI.,l&gn.m..  1989.4H% $0300 

Pte.  Lt  A  P^..  1  m..  1942. 5% 5.000 

SwiftJkCo..lm.s.f..l944.5% 20300 

znocu. 

All.C.L.R.R..com 40.000 

B.  ft  0.  R.  R..  com 50.000 

B.ftO.R.R.,p 20300 

Brooklyn  Cy- R.  R..  com 80300 

D^[lLMk.*W.R.R.,eom 26.000 

OtNcrthern  Ry.,  p 10.000 

L.*N.R.R.,com 30.000 

Manhattan  Ry..  com 70,000 

Minn..  St  P.  ft  8.  Ste.  Marie  Ry..  p....  10.000 

Norfolk  ft  W.  Ry..  com 70.000 

No.  Pte.  Ry..  com 55.000 

8o.Pte..  eom 94300 

Umon  Pm.  R.  R..  com 100300 

Union  Pte.  R.  R..P 100^000 

FkllkinNatBk.,Po1caepiie,N.Y 13OO 

Farmers  ft  Mfra.  NatBt.  Pghp.,  N.  Y.  2300 

lstNatBk..N.Y.Cy 5300 

Hanover  Nat  Bk.,  N.  Y.  Cy 17.500 

MmhaateNatBk..Pohk..N.Y 1300 

Namau  Nat  Bk..  Bkbm..  N.  Y 33,400 

NatBk.ofComnMfoe.N.Y 10300 

NatCy.Bk.ofBklvn.,N.Y 2300 

NatPk.Bk.ofN7Y 85300 

PtoplmNat.Bk.,Haekensack,N.J 26300 

Poughkeepm  ThHt 1300 

Amer.  Coal  Prod.,  com 20.000 

Amer.  Esprem 10.000 

Amer.Smeltia8ftRef.,p 20300 

Amer.  Tg-ft^Ucb  com 10.000 

Babeock  ft  Wilooz,  com 5,000 

Baldwin  Loeo.  Wks.,  p 10,000 

Bklyn.  Union  Gas OaOOO 

Consolidated  Gas,  N.  Y 60300 

Com  Prod.  Rflf.,  p 30^000 

Crueible  Steel  of  Amer.,  p 20.000 

General  Ad.  Bur.,  N.  Y 450 

General  El 40300 

International  NiekeLcom 20.000 

Kings  0>.  El.  Lt.  ft  Pow 30.000 

Ligna  ft  Myera  Tobn  P 10300 

LouMviOe  Property |00 

Mort0»Bond,N.Y 10300 

FteifieTl.  ft  Tg..  p 10300 

Sanborn  Map 15.000 

SbgerMfc 20.000 

Stendaid  (XI,  Oal 5300 

8tan<krdOil,N.J 5300 

Stendaid  (XE  N.  Y 15,000 

Steel  Co.  of  Canada,  p 10,000 

Underwriters  Salvage,  Chi 500 

Underwriters  Salvage,  N.Y 1300 

United  Froit 40i000 

U.S.  Steel  Cp.,p 10.000 


Market 

Value. 
S3300 

114,000 

8.900 

8300 

86.800 

10,300 

8.900 

14350 

108.433 

12300 

22.750 

10.300 

50.800 

23,400 
18340 
12.480 

42300 

40300 

4,660 

10.600 

4630O 
48.600 

15.600 

144.000 

113300 

12,700 

30,000 

08.100 

18300 

83.400 

04.900 

00.040 

141,000 

08300 

1360 

3,000 

4&350 

100375 

1.400 
00.800 
18300 

7,060 

148.400 

78300 

2300 
813OO 
18.000 
22,400 

ft.000 

0.450 
11300 
80,400 
80,400 
28.000 


460 
70,400 
80.400 
88.700 
12.000 
23 
11,700 

0300 
39.7S0 
44.400 
18.050 
28.975 
34300 

0.500 


1300 
$0i3Q0 
11.700 


REPORTS  OF  FIRE  INSURANCE  COMPANIES, 


THE  WILLIAMSBURG  CiTY  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y.—Cont. 

B.  D.  Louiirfivy,  J.  L.  Pmncut.  H.  H.  WiUkiik  I.  R.  Adriuoa, 
L.  F.  BtUtrd.  Wb.  H.  HvkiKH,  F.  M.  JotuutDo.  Wm.  A.  Jobh. 
Solomoii  KeUhwd.  P.  J.  L«  Fnn.  F.  B.  Loon.  A.  B.  Newcumbe. 
ChM.  W,  rafrim.  J.  W.  Pouelier,  P.  H.  Trw.  L.  H.  Vtfl.  O.  J. 
Bonk.  F.  R.  Dnii«ha. 


«Mn&AlB 


Ttttia  (kwA  niH,  tS.<lU)M) . . . 


Hi  in  IW7  fron  1110,000 


Clii>»i.  U7I.  HUM:  Batca.  ItOX  tmJKO:  Bkhaom.  1004, 
tUUU;  Sh  FtMon,  1101.  t«M.iai.  Abntbeil  lb«  bipin 
QiT  nc  •!  Sm  V<rt  b  IIU  ud  On  Ni— o  *  DuUh»  in 
l«imniiBiiiM«<«;»l»l&»HKm001o  tlJWO-WO.  Vilm 
<<  VHd  difuiili.T]«,  tULMO;  Vl.  M&M. 
DOKTinfl:  E.  U  AbD,  L  L.  AUn.  M.  L.  ADm.  0.  R. 


kP-H-Ci 


1. 1.  A.  Fo 


.  il.  E.'  Hi 


4.  r.und,  Frnpiil.  ID^ 
.1  llniknml*™.  I"    " 


Rvrul  Mrrtt\»:   DHbur  J.  Cvt,  Rkhmond. 
jid  N.  cTe;  H.  LeV«i,  AllMl*.  C  I«  C 
,d  la.:  w.  L.  F»tcr.  Fan  Wnth.  Tbh  for  T«.:  G.  B. 
HwlTutd.  dmn..  (or  Conn-iA.  R-  Qnhua.  BoiUm.  Mim., 


1  ild,;  A.  FrtHiia.'Shdbyvilk  Tmil.  for 
t;  Roory  BonlHn,  Teniajj  K   '    '—  "  " 


'*M''S'k!».  P. 


BUREAU  OF  WAR  RISK  INSURANCE,  TREASURY  DEPARTMENT 
OF  THE  UNITED  STATES,  WASHINGTON,  D.  C. 

OnOai,  Wilia  C.  Dd« 
Sll.l       ■"!>«.  Bivtsiber  1.  1911.  la  Uw  U-  l*U 


FOREIGN  FIRE  AND  MARINE  INSURANCE 

COMPANIES 

In  the  following  pages  will  be  found  abstracts  of  the  official  statements  coyering  the  year  1915,  of  the  United  States  branches  of  all 
regularly  licensed  foreign  fire  and  marine  insurance  companies  now  operating  in  the  United  States,  together  with  summaries  of  their  ooih 
diuon  and  business  for  each  of  the  laat  five  years. 

NoTB. — ^The  Net  Premiums  given  in  the  followin^s  taUes  represent  the  gross  premiums  written,  less  amounts  paid  for  ranmranee, 
rebate,  abatement  and  return  premitmis  in  the  respective  years,  except  1913-16,  when  deductions  apply  to  business  written  in  such  yean, 
restiectively.  Total  income  excludes  deposits  received  on  perpetual  policies,  premiums  of  previous  year  received,  reoeipts  oi  foreign  com- 
panies  from  their  home  offices  and  other  extraneous  items.  Expenses  exclude  deposits  return  on  perpetual  policies,  remittances  olfordgn 
companies  to  their  home  offices,  and  other  items  which  cannot  properly  be  classed  as  expenses. 


AACHEN  AND  MUNICH  FIRE  INSURANCE  COMPANY, 

Aix-la-Chapelle,  Germany. 

United  States  Manager,  J.  A.  Kelsey,  New  York;  Pacific  Coast,  Geo.  0.  Hoadky,  Manager,  San  Francisco.  Cal.    Organised.  1825. 

/  (United  States  Branch  Statistics.) 


Ybab 


Assets 


1915 
1914 
1913 
1912 
1911 


12.720.359 
2.658.136 
2.589.232 
2,540.241 
2.470,143 


Unovned 
Premiums 


tl.231.897 
1,291,056 
1,280,001 
1,156,450 
1.063.814' 


Surplus 


11,350,799 
1.211,524! 
1.174,513, 
1,238,812 
1,269,0181 


Net 
Premiums 


Total 
Income 


$1,096,363  > 
1,180,279! 
1,252.1841 
1,199.459 
1.086,862i 


$1,193,745 
1,278,717 
1,343,585 
1.285,424 
1.170,318 


Paid 


I  Total  Ex- 
Expenses   I  penditures 


$637,120 
745.213 
611,658 
603,594 
571,238 


$491,110 
500.009 
516,046 
485,176, 
448,682' 


Losses 
Incurred 


$1,128.2301 
1.245.912! 
1,127.704' 
1.088.770, 
1.019.920 


Aassn,  Die.  31, 1915.  Lubiutim.  Die.  31, 1915. 

Bonds $2,363,974    Lossesonpaid $110,973 

Cash 145,240  Unearned prems...    1,231,897 

Agents' babmoes....       181,687  Other  liabilities.....        28.690 

Interest 30,511  

Other  assets 6,295  Total  liabiUties . . .  $1,369,560 

Surplus 1,350.799 


Total $2,727,707 

SpLdep.  over  liab. .  7,348 


Total  adm.  assets. . .  $2,720,350       Total $2,720,359 


Underwriting  profit,  $41,965;  investment  profit,  $00,826. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$282,509,969;  premiums  thereon,  $2,434,714. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  received, 
$18,008,880;  losses  paid,  $12,110,441. 


BONDS  OWNED: 

U.  S.  Gov.,  wg.,  4%,  1925 

New  Mexico,  r,  reg.,  Ah%,  1952 

Albany,  N.  Y.,  reg.,  4%.  1929 

Cleveland,  0..  reg.,  4^*7. 1932 

Georgia,  reg.,  3h%.  1926 

N.  Y.  Cy.,  reg.  ex.,  3%.  1925 

N.  Y.  Cy.,  reg.  ex.,  3H%,  1927-53 

N.  Y.  Cy.,  cp.  ex.,  Zy*i%,  1954 

N.  Y.  Cy.,  reg.  ex.,  4'^c.  lOS.-) 

N.  Y.  Cy.,  reg.  ex.,  AW-r.  1957 

N.  Y.  Cy.,  reg.  ex.,  4%.  1959 

N.  Y.,  en.  imp.  reg.  ex..  3%.  1959 

N.  Y.,  hwy.  imp.  ex.,  4%,  1958 

N.  Y..  hwy.  imp.  reg..  4K%.  1965 

Richmond,  Va.  reg..  4%.  1941 

Rochester.  N.  Y.,  reg..  3Tr,  1928 

Atch..  T.  &  S.  Fe.  R.  R..  gn.  m.,  4%.  1995 
Atch.,  T.  A  S.  Fe  R.  R.,  cv.,  4%,  1955. . 
Atl.  Ct.  L.  R.  R.,  1  m.  cs..  A%,  1952. . . . 
Atl.  Ct.  L.  R.  R.,  cv.,  4%,  U39 

B.  ft  0.  R.  R.,  sown,  div.,  1  m.,  3H%. 
1925 

Can.  So.  Ry.,  cs.  gr.,  5%.  1962 

Cent.  Pac.  Ry.,  r.  1  m.,  4^^?,  1949 

Chen.  A  0.  R.  R.,  gn.  m.,  ih^[,  1992 
Chesa.  ft  0.  R.  R.,  1  m..  4%,  1946. . . . 

C,  R.  Is.  ft  Pac.  Ry.,  1  m.  r.,  4%,  1934 
C,  R.  Is.  ft  Pac.  Ry.,  gn.  m.,  i%,  1988 
C,  R.  Is.  ft  Pac.  Ry.,  eq.  g.  n.,  4H%.  1927 

C.  ft  Nwn.  Ry.,  ex.  r%..  4%,  1926 

Ga.  Midland  Ry..  1  m..  3%.  1946 

Od.  Tk.  Ry.,  Can.,  eq.  g.  n..  4^2%.  1922 
Gt.  No.  Rv.,  1  m.  r.reg.,  4K%.  IWl.. 

Interbor.  R.  T.,  1  m..  5%,  1966 

Kansas  Cy.  So.  R.  R.,  1  m.,  3%,  1950. . . 
L.  ft  N.  R.  R..  St.  L.  div..  2  m.,  3%.  1980 
Mich.  Cent.  R.  R.,  J.  ft  No.  Ind.,  1  m., 

4%,  1957 


Par 

Market 

Value. 

Value. 

$50,000 

$55,000 

laooo 

10,100 

50,000 

50,000 

100.000 

104.000 

10.000 

9,700 

184.000 

167,440 

36.000 

32,640 

30.000 

26,400 

50.000 

49,000 

50.000 

53.000 

50,000 

49,000 

100.000 

99.000 

100.000 

103,000 

100.000 

107.000 

22.500 

20.925 

60.000 

54,000 

50.000 

47,000 

25.000 

27.000 

40.000 

37,600 

25.000 

23.000 

40.000 

36,800 

25.000 

26,000 

20.000 

18.000 

50.000 

45.500 

50,000 

42.000 

25,000 

16.500 

25,000 

21,250 

25.000 

23.500 

75.000 

72,000 

55,000 

33,000 

25,000 

24,000 

25,000 

25.000 

50,000 

49,500 

100.000 

70.000 

12,000 

7,320 

16,000  14.240 


BoMDS  Omrm.—Coni. 

Nat.  Ry.,  Mex.,  p.  1..  4H%.  1W7 

Nat.  Ry.,  Mex.,  gn.  m.,  4%.  1977 

Nat.  Rys.,  Mex..  sec.  n.,  6%,  1917 

N.  Y.  Cent.,  d.,  6%,  1935 

N.  Y.  Conn.  Ry,.  1  ft  r..  iH%,  1953  .. . 
N.  Y.,  Ont.  ft  W.  Ry.,  en.  m.,  4%,  1955 

Nor.  ft  W.  Rv.,  1  m.,  4%.  1996 

No.  Pac.  R.  R.,  pr.  1.,  4%,  1997 

No.  Pac.  R.  R.,  gn.  1..  3%,  2047 

Ore.  S.  L.  R.  R..  r..  4%.  1929 

Penna.  R.  R.,  cs.,  4H%,  1960 

St.  L.,  Swn.  R.  R.,  1  cs.  m.,  4%,  1932  . . 
Seabd.  A.  L.  Ry.,  A.  B.  div.,  1  m.,  4%, 

1933 

So.  Pac.  R.  R.,  1  m.  r.,  4%.  1955 

So.  Pac.  R.  R.,  1  m.  r.  reg..  4%.  1955. . . 

So.  Ry.,  St.  L.  Div.,  1  m.,  4%.  1951 

Un.  Pac.  R.  R.,  1  m.,  4%,  1947 

Vandalia  R.  R.,  cs.,  m.  reg..  4%.  1957.. . 
W.  Shore  R.  R.,  1  m.  reg..  4%.  2361 .... 
Wis.  Cent.  Ry.,  S.  ft  D.  Div.,  1  m.,  4%, 

1936 

Mort.Bond,  N.  Y..4%.  1966 

Mutual  Un.  Tg..  1  m.  ex..  5%,  1941 ... . 
Phila.  Co.,  cv.  g.  d.,  5%,  1922 


$593,188 
747.433 
579.384 
589.731 
535.482 

Pkr 
Vahie. 
$36,000 
20.000 
2,020 
50.000 
50.000 
25.000 
40.000 

saooo 

50,000 
25.000 
25.000 
25,000 

45.000 
25.000 
25,000 
20.000 
50,000 
25.000 
50,000 

50,000 
23.000 
50.000 
50.000 


(+)  Rec'd 
from  or 

(-)  Remit. 
toH.  0. 

+$5,182 
+14.647 
—93.217 
-^>2,723 
^-45.082 

llarket 
Value. 

$18,720 
10.000 
909 
57.000 
48.500 
19.750 
37.600 
46,500 
33.000 
23.250 
26,500 
16,500 

40,060 
22.500 
22.500 
16,800 
48.500 
23.000 
46.000 

44,500 
17.480 
50.000 
45.000 


Totals  Ox)ok  value.  $2,516,173). 


$2,571,520    $2,363,974 


MISCELLANEOUS:  The  company  began  general  buAneas 
in  the  United  States  in  1895.  having  previously  operated  to  some 
extent  upon  the  Pacific  Coast.  Conflagration  losses:  Baltimore. 
1904,  $143,481;  San  Francisco,  1906.  $3,035,646.  The  Sao  Fran- 
cisco losses  were  paid  by  remittances  from  home  office.  On 
D<wember  31,  1014.  the  home  office  statement  showed  assets 
amounting  to  $9,361,740:  capital  $2,250,000.  Values  of  niecial 
deposits,  Ga.,  $9,700;  N.  M..  $10,100;  Va.  $20,925;  N.  C 
$11,000:  other  deposits:  N.  Y.,  $245,000;  0.,  $100,000. 

UNITED  STATES  TRUSTEES:  Walter  T.  Rosen,  Albert 
H.  Wiggin,  Chas.  H.  Sabin.  N.  Y. 

FIELD  MEN  AND  TERRITORY  COVERED:  Jos.  A.  Kesiey. 
manager;  S.  H.  (^uackenbwvh,  assistant  manager.  SO  Maiden 
Lane.  New  York  City,  covering  the  States  of  Me.,  N.  H^  Md.. 
Vt.,  Mass..  R.  I.,  Conn.,  N.  Y.,  N.  J..  Pa.,  Del.,,  D.  C.  Colo.. 
Wyo.,  N.  M.,  Va..  W.  Va.,  0..  Ind..  Mich..  Ky.,  Tenn.,  Wia..  lU^ 
la.,  Minn.,  Mo..  Neb..  La..Tex..  Okia..  Ala..  Ga..  FU..  N.  C.  and  S.  C. 
Special  agents:  A.  K.  Slade,  Jr.,  Boston.  Mass..  for  Me..  N.  H.. 
Vt.,  Mass.,  Conn,  and  R.  I.;  A.  L.  Brower.  Syracuse,  N.  Y..  for 
N.  Y.  State;  Henry  I.  WiUet,  E.  Orange.  N.  J.,  for  N.  J..  Pa., 
Del.,  Md.  and  D.  C;  F.  G.  Kruegcr.  Pittsburg,  Pa.,  special  annt 
for  Pa.  and  W.  Va.;  H.  W.  Murray,  general  agent,  Chiaago.  lU.. 
for  middle  western  Sutcs,  Ky.  and  Tenn.;  J.  M.  Ckrk,  ChicMo. 
III.,  special  acent  for  111.  and  Ind.;  J.  0.  Gable,  Detroit,  Mich.. 
special  agent  for  0.  and  lower  Mich.;  W.  K.  Wisner,  speciml  agent. 
Cedar  Rapids.  la.,  for  la..  Mo.  and  Neb.;  P.  J.  Kieffer.  special 

rnt.  Minneapolis,  Minn.,  for  Wis..  Minn,  and  northern  MidL: 
J.  Miller,  general  agent,  Denver,  Colo.,  for  CoIom  Wyo.  ana 
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N.  M.;  Jeraae  and  Brown,  ouunflera,  loathern  d^JtrtaMDt, 
Alkata.  Ga^  eoamraiiif  Ala^  Fla^  Ga^  N.  C^  S.  C.  and  Va.; 
J.  HoBter  WkHe.  Norfolk,  Va^  special  agent  for  Va.;  J.  D.  Kitchen 
4  Co^  New  (Meana.  La.,  'seneral  afinta  for  La.;  J.  W.  Cowan, 
Chvlotte.  N.  C  nedal  amnt  for  N.  C:  Geo.  W.  Gantt,  Jr., 
Mmoi,  Ga.,  flfpeaaTaomt lor  Ga.;  J.  R.  DanieC  Birmiasham, 
.4k^  ipedal  agent  for  Ala.;  P.  B.  Travis,  JackaonTiUe,  FUu, 
ipeaali^nit  for  Fk.;  John  &  Aldehof  k  Co.,  DaDas,  Tex„  nncral 
aonto  for  Tex.  and  Okla.  FwdSw  Coast  department:  Geo.  0. 
floMllqr.  Manager,  A.  C.  Olds,  Asst.  Mgr^  San  Franrisoo:  Pacific 


Coast  dspartmcnt,  enmnriang  Alaska,  Ariaona,  Cal.,  Ida.,  Mont, 
Nev.,  Ore.,  Utah  and  Wash.;  A.  J.  Oartwright,  San  Francisco.  Cal^ 
ipecial  agent  covering  Cal.  coast  territory;  8.  Milton  Haler, 
Ban  Ftaneiseo,  Cal.,  mecial  agent  eovering  interior  Cal.  and  Nov.: 
Mark  B.  Hairis,  Los  Ang..  Cal.,  special  a^t  covering  so.  Cal.  and 
Aria.;  A.  H.  Jackson,  Portland,  Cm.,  speoiai agent  ooveriag  W.  Ore. 
and  W.  Wash.;  F.  J.  Root,  Spokane,  Wash.,  special  agent  coverins 
E.  Wash.,  E.  Ore.,  Ida.  and  Utah.  The  company  operates  in  aU 
the  SUtes  of  the  United  States  except  Ark.,  Kan..  Miss..  N.  D.  and 
S.D. 


ABEILLE  INSURANCE  COMPANY,  Paris.  France. 

United  SUtes  Maaagn»  Starkweather  A  Shepley.  Inc..  Providence.  R.  R.    Organised.  1857. 

(United  States  Branch  Statistics.) 


Tbab{ 


Unearaed 


IflS 
»I4 
»I3 
IfU 
»1I 


1621,434 

eas^ii 

SM,719 
591874 

vnjM 


1150.544' 

144.194. 

1»,410 

91,684 

46,762 


Surirfus 


S430.187i 
436,651 
421.307 
465,925! 
509.277  i 


Net 

Premiums 


$181,575 

183.815, 

180,796 

151,167 

97,837' 


Total 
Income 


Paid 


8203,542 
205,658 
202,603 
172.6251 
114,064' 


$108,143 

121.784 

80,854 

67.689 

22,465 


Expenses 


$67,210 
72.726 
66,805 
47.831 
24.7941 


Total  Ex- 
penditures 


$175,353 

194,510 

147.659 

115,520 

47.259 


AsiRB,  Dae.  31, 1915.  LuBiunia.  Die.  31, 1915. 

Bands $507,410    Looms  unpaid $2aOS4 

OMh 42,547    Unearned prems....       150.544 

Afota'balBBeai....         65.263    Other  habifities... ..        2a619 

iMmrt 6,214  

Total  Kabifities...     $191,247 
8uq)his 430.187 


Total 


$621,434 


Total $621,434 


Cadervriting  profit,  $3,078;  investment  profit,  $20,925. 

RI8KB  AND  PRSMIUMS:  Fire  risks  in  foroe,  December  31. 
$11,511,694;  premimns  thereon,  $289,243. 

BCBMEBB  IN  U.S.  SINCE  ADMISSION:  P^emhims  received. 
1^191;  loan  paki,  $394,065. 


BONDS  OWNED: 


Incurred 


$99,373. 

128,305 
85.013 
69.678 
31.801 


(-l-)Rec'd 
from  or 

(-)  Remit, 
to  E.G. 

—$20,000 

■"'-^5,666 
-35,000 

+805 


Cleveland.  0.,  gd.  cross.,  4%.  1940. 

N.  Y.  Cy..  corp  stk..  4^%,  1960 

No.  Pac.  A  Ot.  No.  Ry..  jt.,  C.  B..  A 

0, 4%.  1921 

Chi.  A  Nfwn.  Ry..  gn.  m.,  3H%.  1967. . . 

HI.  Cent.  R.  lU  r.  m..  4%.  1955 

So.  Pac.  R.  R.,  1  r.  m.,  4%.  1955 


Par 
Value. 
$100,000 
211,000 

fiaooo 

50.000 

50.noo 

50.000 


Market 

Value. 

$104,000 

213.110 

58.800 
41.500 
45.000 
45.000 


Totals  (book  vahie,  $513.360) $521,000      $507,410 


MISCELLANEOUS:  The  Abeille  Insurance  Company  of  Paria. 
France,  entered  the  United  States  for  regular  busmess  in  1911 
making  ita  statutory  deposit  with  the  New  York  Insurance  De- 
partment. Value  of  deposit  in  Ohio.  $100,000.  The  company's 
home  office  statement  as  of  DecranDCT  31,  1910.  showed  total 
asseta  aggregating  $4,932,915.    Ita  capital  is  $2.40a000. 

UNITED  STATES  TRUSTEE:  Bankrn  Trust  Co.,  N.  Y. 

TERRITORY  COVERED:  The  oompaay  is  Ucensed  in  in., 
U..  Maas..  Mich..  N.  Y.,  N.  C.  Ohio.  Pa.  and  Wis. 


YlABl 


1115 
1»14 
1»U 
1912 
I«ll 


ALLIANCE  ASSURANCE  COMPANY,  Ltd.,  London.  Eng.1[ 

United  States  Managers,  Chubb  k  Son.  New  York.    Organised.  1824. 


Uoearaed  '  Net  Total 

Premiums       Surplus    '  Pkemiums  i     Income 


P^d 


Total  Ex- 
Expenses      penditures 


I 


$745.2711 
587.782 
541,031 
631739 
•28^066 


$100355 

72,494 

73,421, 

68,516 

7,990 


$464,7601 
414,988 
377.820 
442;i74 
489,247 


$355,029 
215,761 
154,973 
222,906 
167.845 


$381,554 
239.0411 
178,323 
246.375 
172,795 


$133,572 

93,217, 

100,8091 

59.2021 

34.520! 


$94,434; 
76,562 
62,327 
49.441 
32,907 


$228,006 

169,779 

163.136 

108.643 

67.427 


Incurred 


$195,238 

112.069 

115.292 

97.206 

50.247 


(■j-)Rct'd 
from  or 

(-)  Remit. 
toH.  U. 

—$19,921 

—26,659 

—76.353 

—125.935 

+519.493 


Dk.  31. 1915. 

Beads  and  stocks...  $514,100 

Cwh iga908 

fcMKs'balaaees....  20.988 

utarot 8.542 

Othersisrts 10.788 


LiABiLRUB,  Dbc.  31.  1915. 

Losses  unpaki $162,651 

Unearned  prems. . . .       100.355 
Other  fiabOities 17.505 


Total  liabifitiea...     $280,511 
Surphis 454.760 


Total 


$745,271       Total $745,271 


Caderwritiiv  profit,  $»U44;  investment  profit,  $38,450. 

^EISES  AND  PREMIUMS:  Marine  and  inland  risks  in  force, 
Ommbtr  31,  $181062.798;  premiums  thereon,  $181,307. 

^  BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  received, 
tl.UU15;  lows  pud.  $419,558. 


BONDS  OWNED: 


Par  Market 

Value.  Value. 

New  York,  N.  Y.,  cp.,  1960,  4K% $370,000  $373,700 

N.  Y.,  N.  H.  k  a.  R.  R..  ov.  d..  6%,  1948        120.000  140.400 

Totals  (book  value,  $535,123) $490,000  $514  100 


MISCELLANEOUS:  This  company  entered  the  United  Stau* 
for  marine  business  in  1911. 

U.  S.  TRUSTEE:  Bankers  Trust  Co.,  N.  Y. 

TERRITORY  COVERED:  Cal..  Colo..  111.  U..  Mans..  N.  J., 
la.,  N.  Y..  Mo..  Neb.,  N.  D..  Pk.  and  S.  D. 
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ALLIANZ  INSURANCE  COMPANY,  Ltd.,  Berlin,  Ger.§ 

Uutod  StetM  Manm.  J.  RurBKmd  Smith,  New  YoriL    Orcuiiaed.  1890. 
(United  Stotee  Braneh  Statistios.) 


Ybab 

AflseCs 

Unearned 
Promiums 

Surphit 

Net 
xTcnumne 

Total 
Inoame 

Lomes 
P^ 

Ezpenaea 

Total  Ex- 
pendituras 

Lomes 
Incumd 

(f)  Bec'd 
Iron  or 

(-)Rmit. 
toH.O. 

1915 
1914 
1913 
1912 
1911 

$667,784 
633.332 
507.980 
445.638 
440,026 

$25,177 
65.962 
62.879 
55.475 
24,218 

$387,962 
400.199 
282.680 
278.522 
380.741 

$181,252 
337.596 
320.882 
313,080 
110.444 

$206,028 
362,606 
341.227 
329.218 
115,837 

$163,367 
166.030 

189,157 

121.097 

26.237 

$35,249 

87.in 

87.308 
72.455 
27.739 

$196,616 

253.207 

276.465 

193.552 

53,976 

$230,744 
185.464 

282.596 

188,439 

51.875 

+88 

+2M84 

+31.887 

—119.728 

+373.262 

IThmaaeta  marine  biuincfli. 

Aassn,  Dnc.  31, 1915. 
BondaandstoekB...     $508,950 

€aah Iia369 

Asenta' balances....  8.583 

Interest 6.979 

Other  ameta 22.903 


Total 


$657,784 


LuBnima.  Dio.  31. 1915. 

LoaMBunpaid $234,650 

Unearned  prema. . . .  25.177 

Other  liabflitiea.....  30.500 

TotalliabiKtiea...  $280,327 

Sorphia 877.457 

Total $667,784 


Underwriting  loai,  $30,308;  mTeetment  profit.  $25,876. 

RISKS  AND  PREMIUMS:  Marine  and  inland  ridn  in  foree. 
December  31.  $^800.847;  premiunu  thereon,  $48,437. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiuma  received. 
$1,263,254;  loflaea  paid,  $664,468. 

Market 

Value. 

$212,100 

70.400 


BONDS  OWNED:  Pkr 

Vahie. 

New  Yorlc  Cy..  AH%,  I960 $210,000 

Bait.  A  Ohio,  4%,  1941 8a000 


BoNoa  OwMiD.— CofU.  Par 

Value. 

Chi.,  R.  I.  A  Pac..  4%,  1934 $13a000 

St.  P.  k  K.  C.  Sh.  U  4H%.  1941 100,000 

lU.  Cent.  R.  R.  ft  C.  St.  L.  ft  N.  0.  R.  R^ 

5%,1963    50.000 

L.  V.  R.  R.  gn.  m.  g.,  4H%.  2003. 25.000 

Totals  (book  Talue.  $558,945) $585,000 


Maikit 
Value. 

$29,200 
71,000 

51.000 
25,350 


$508,950 


MISCELLANEOUS:  This  company  was  licensed  to  tramast 
marine  insurance  in  New  York  State  in  1911.  Its  ktest  home 
office  financial  exhibit  showed  assets  amoanting  to  $10,892,793 
and  a  fully  subscribed  capital  of  $2,500,000;  paid-up^  $625,000. 
Ita  dividends  to  stockholders  in  1908  and  1909  were  28  per  cent 
Value  of  deposit  in  Mass.,  $120,000. 


UNITES  STATES  TRUSTEES: 
Vaaderiip.  Edwin  G.  Merrill,  N.  Y. 


James  Spcyer.  Fhmk  A. 


ATLAS  ASSURANCE  COMPANY,  Ltd.,  London,  Eng. 

United  Statea  Manager,  Fhmk  Lock.  New  York;  Western  Department  Blanager.  George  E.  Haaa.  Chicago;  Pacific  Department  Manager 

Fhmk  J.  Devlin.  San  Frandsoo.    Organised,  1808. 
(United  States  Branch  Statistioa.) 


Ybak 

Assets 

Unearned 
Premiums 

Surplus 

Net 
Premiums 

Total 
Income 

Looses 
P^ 

Expenses 

Total  Ex- 
penditures 

Leases 
Incurred 

(+)  Rcc'd 
from  or 

(-)  Remit. 
toH.  0. 

1915 
1914 
1913 
1912 
1911 

$3,082,720 
2.962,091 
2.859.665 
2,826.707 
2.529.584 

$1,714,138 
1.691.757 
1.632.217 
1.567.633 
1.485.817 

$1,176,426 

1,094.914 

1.077,263 

1.049.352 

806.170 

$1,776,877 
1,779.864 
1,725.124 
1,715,912 
1.712.921 

$1,883,685 
1.887.137 
1.824.545 
1.800.600 
1.800.035 

$1,015,273 

976.135 

945.519 

867.636 

1.029.354 

$765,100 
725.558 
712.042 
675.507 
680.001 

$1,780,373 
1.701.693 
1.657.561 
1.543.143 
1.709.355 

$1,000,468 
964.048 
903,168 
866.350 
968,530 

+$746 
—84,040 
-^9.912 
+98.273 
—67.284 

Aaana,  Dae.  31. 1915. 

Realestate $60,000 

Bonds  and  stocks...  2.485.045 

Cash 197.272 

Agents'  bahmees ....  837.654 

Interest  and  rents. . .  32.228 

Otherassets 1.010 


LiABELinn,  Dk.  31, 1915. 

Losses  unpaid $147,798 

Unearned  iirema. . . .    1,714.188 
Other  Uabmties.....        44,363 

Total  Uabilitiea. . .  $1,906,294 
Surplus 1.176,426 


Total $3,114,109 

Spl.  dep.  over  liab. . .        3 1,389 


Total  adm.  aawts  . .  $3,082,720       Total $3,082,720 


Underwriting  loss,  $34,772;  investment  profit,  $120,466. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$331,909,904;    premiums  tha«»,  $3,333,770. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received, 
$28,332,760;  kisses  paid.  $16,204,799. 

REAL  ESTATE  0¥n«ED:  Consists  of  a  property  on  Sacra- 
mento St..  near  Bansome  at.  San  Francisco.  CaL.  acquired  in 
1906  at  a  cost  of  $33,879.  and  carried  at  $25,000.  and  two  paiceta 
of  land  on  Broadway,  near  So.  7th  st^  Brook^  N.  Y.,  carried  at 
$35,000. 

BONDS  AND  STOCKS  OWNED: 
BoMDa. 

Diet.  CoL,f..  3.66%,  1924 

N.  Y..  1.  en.  imp.,  4%.  1960 

N.  Y.,  1.  hwy.  imp..  4H%.  1963 

N.  Y..  hwy.  imp.,  4K%.  1965 

Cuyah  Co.,  0..  bg.,  5%.  1927-8^9. . . . 

Virginia,  cent.,  3%,  1991 

New  Mexico,  r..  4>^%.  1952 

New  Mex..  Albuquerque,  4H%.  1929. . . 


Par 

Market 

Vahie. 

Value. 

$10,000 

$10,400 

50,000 

51.500 

30.000 

33.900 

70,000 

74.900 

100.000 

106.000 

60.000 

53.400 

3.000 

3.030 

1,000 

1.020 

Bomw  4in>  StocKa  Ownsd.— CoiU. 
Bonds.— Con*. 
Ter.,  New  Mexico,  gn.  r.,  4%.  1923. . . 
New  York.  Corp..  3H%,  1952. 
New  York,  cor 


4H%.1967. 


4H%.  1092 


r  York.  Corp..  i 
Macon,  Ga..  4H%.  10^ 

Raleigh.  N.  C.  f.  ft  imp..  5%.  1945 

G^tanburg.  S.  C.  at.  ft  sdwk..  4H%. 

1942 
Mass.  hwy".  l.V3H%.  iwo! '.'.'.'.'.'.'.'.'.'.'.'. 
Atch..  T.  ft  S.  Fe  Ry..  reg.  adj..  4%.  1995 
B.  ft  0.  R.  IL,  pr.  1.  g..  34%.  1925. . . 

B.  ft  0.  R.  R..  cv.  g.,  4H%.  1933 

Boston  ft  Me.  R.  R..  g..  4Vi%.  1944 
Chesa.  ft  0.  Ry..  gn.  m.  reg..  4H%. 
Chi.,  Mil.  ft  St  P.  Ry..  gn.  m.  g..  3H%. 

Chi..  Mii.  ft  St.  P.  Ry  ..*  C.,  Pais!  ft  W.  Div. 

1  m.  g..  5%,  1921 

Chi.  ft  Nwn.  Ry..  m.  m.  g..  3)4%.  1967 

Chi..  R.  Is.  ft  Pac  Ry.,  1  r.  m..  4%.  1934 

Chi..  R.  Is.  ft  Pte.  Ry.,  gn.  m.  g.,  4%, 
iggg 

Cleve.,  Cin..  Chi.  ft  St.  L  Ry.,  gn.  m.  g., 

£M      1009 

aeve!  S.  L.  Ry!,  1  m.  g!.  4H%.  iwi .... 
Qt.  No.  R.  R..  1  r.  m..  4kL%.  1961. .. . 
HI.  Cent.  R.  R..  L.  Div.  ft  Trm..  1  m.  g., 

3H%»1953 

m.  Cent.  R.  R..  St.  L.  Div.  ft  Trm..  1  m. 

g..3H%.1951 

Dl.  Cent.  R.  R..  W.  L.,  1  m.  g.,  4%,  1961 
Kanaas  Cy.  Trm.  Ry.,  1  m.  g.,  4%,  1960 

L.ftN.R.R..  Im.g..5%.l981 

L.  ft  N. R. R.,  A^  iLft C. Div.. regn 4%, 

1955 


Par 
Value. 
$6,000 

i5aooo 

200.000 

laooo 

10,000 

15.000 
50.000 
50.000 
100.000 
26,000 
25.000 
50.000 


100.600 

150,000 

25.000 

23.000 

50.000 

100.000 

60,000 

26.000 

25.000 
22.000 

401000 
85.000 

25.000 


Maricet 

Vahie. 

$5,940 
132.000 
212.000 

10.200 

10,600 

14,700 
49.000 
43.500 
93.000 
24.250 
18.250 
45,500 


150.000        121,500 


104.000 
124,509 

16.500 

19.SS0 

40.500 

101.000 

50.000 

20.250 

20.250 
10.800 
85.600 
16^500 

S2.O0O 
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ATLAS  ASSURANCE  COMPANY,  Ltd.,  London,  Eng— Coniinuwi. 


■.— C»iii. 
,-,i\i^  ^%,^no 

N  Y.  CtBLk  H.  B.  R.  L  (D.  E.  m, 

N  rCcit  iB.R.R.R,i.i%.taa 

K.  1. 1  F.  R.  R.  I  (» t,  4%,  tm  .   . 
Ho.  Pk,  Gl.  No.  R.  B,  il.  C.  B.  A  q. 

eiL  4^  im 

^B.  B.  R.  a.  ■„  4M%.  H-- 
~  ■  ■"  "  I.K,4%.1S- 
,  ...m,  4%,  IBK 

ai.  Et-  1  ■.  ■_  s%,  i»4. 

Bart  Cl.  H.  ft_ 


._  _  Dlwnbst  apital  of  £I.»XLOOO  (£IC4,00a  vHi 
ipi  utd  vvu  laHMtiu  £4.7tT.0n.  Coolanlua  lam: 
Bdiinn  IHM.^bB.S83:  8u  Fnasbm  IMt.  tl.niJST; 
b  nurim  low  nn  pul  h*  nsittuwM  ftvn  bov«  oSe^ 
Tikn  d  mail  dqHlc  Ol.  ttOJOO:  N.  H,  •«.«»',  V*. 
lSJ.m  -V-  C.  tIAODO;  O.,  tlOd.OOO. 


V  COVERED.   New 

r:  W.  B.  MkUksk!  nsml 
-     "      "    ludi'RTT.I 


York 


knd  A.  IL  Bfauoo.  ipkIkI  >icat  For  New  Enriuid;  — . — . 

RnUnBtfocN.y.StoM:  0. 0. B«k, mU ii(«t,  Jtiw Uo- 
ntiida.  Hd«ut  tpHiMi  ucnt  iiid  F.  H.  Lock,  iiupgetor  lor  N. 
Im  Pt-.  W„  D.  C.  ud  Md.:  J.  B.  Raini  •»!  B.  E.  Thou 

H.(T.,S,C.,Gt-,  FU-tndAI*.;  L.  Mobtom- L  Sou  t«un1  mu( 
'  lod  Mia-:    Been.  Keniaoo  A  Co-,  lencnl  ucnU  fo 

Li.__.  ,._._. L.   /-__    "^.Hufceninipif:  E.  W.  Jewd: 
Eichmm  BWi-,    "' ' 


; .  -jaej  Hponntciidnt,    Bpcol  M™**'  ^^ 

je«l  innt  lot  «o«thn  CaLud  Am.;  E.K  Lows 
WiA- ttoBt.  ud  I^.;  A.  R,  Ehrbon.  lor  mtun  hho.  uu 
On.1  F.  H.  Otut.  fw  Mrtbm  0*1.  ud  Ner.;  Wd.  yuolK 
lor  Cefe.  Wtd.  ud  N.  M.:  Cni(  Ow«  lor  onttil  CiL  Tb* 
aotuu*  gpgnta  is  tn  (h*  SIMM  ud  Tinil«ia  auosdii  Ahi^ 
SoTH.  BTOt^  a.  D.  ud  Ttna.  ud  In  tbr  ^SJuTUudi 


BALKAN  NATIONAL  INSURANCE  COMPANY.  Sofia,  Bulgar 


CuitBl  BiMlf  UuMn.  Wi 


lu,  Hirttcrd.  Cou.    OrpmHd,  IBML 


tl.OATOI      +tM.9«0 
+H,4« 


n.  l2.4S!.m. 
Bl-SIXEie IN  U.S. SINCE  ADUiaSIOK: 
ft»,lU:  liMi  laid.  14,273,120. 

BONDS  OWNED: 


!•— -l*.l,»4%.19J7 

>Im.wr.Ul%.lMI 

|t.l.a.iii».I%,l>U 

!;:i5:il!S :::::::: 

2.T,k^.«p,4S.lW 

H-T.W-ia(<,4%.IMI 

BitiBn.  IM..  &.  &!,,  4%.  1«S1 
S«(*  «»,  k-T, IWJ.  !»».- . 

MDii.irT,wr.,4%,l»l 

nasi.  U.  ^  «r|L.  4%.  1«21 . . . 


mow       43,000 


NLOOO         4S,H0 
50.0)0         4t,Mn 


Totab  (book  value,  I!,3«0,3I91.. 


L  DUd'ip  OMiUl  of  MOO.OOO.    1 


ii..tlOaOO0;  0..  1100,000: 

nrrgitiiK  ».OSe;US  ud 
Ebldn*  wrpliM,  (730.448. 


TBRRITORY  COVERED:  Thii  C«.ii  l™iimJinArt..C<* 
CoDii,  Del.,  in.  lad..  I>,  !«.,  Mho.,  Mich.  UiM.,  Mont,  Nh 
"  "    "  ■    "  ",  N.  C,  Ohki,l>«,Tei,  nt^udW.  ¥». 


N.H,K.J.,  (J.  Y,l 


HEPOHTS  OF  FIRE  INSURANCE  COMPANIES. 


BRITISH  AMERICA  ASSURANCE  COMPANY,  Toronto,  Cao. 


M«klc;  ABdRulGcn'lU 
(Unit«i  SliM  Bruu 

.inmgcr.Jahn 
StauUa.) 

Sii»:SBRl 

«T.  E.F.GW 

YUB 

^ 

sss 

Burphu 

Net 

ToUl 
iDcaiu 

£II«H. 

Total  Ei- 

Infumd 

WHO. 

II 

.887.7M 
.7H,3r 

tl,D31.IM 
IUB.71S 

i,oi».«; 

(776.M.S 
722,113 
7I8,0S( 

ilotzaii 

1,097,70: 

l!  9o!(>7l 
1,  H,Ol( 

•»88,m 

TM.Oa 

s 

40S,e7: 

ti,(i7e.»M 

i:mS.137 

Wrae 

7m.748 

ue,SM 

+37I834 

±ISS 

— S.849 

CDdtrwriiiBt  loa,  (7,091;  iciatment  profit,  193.172. 

RISKS  AND  PREMIUMB:  Fin  ri^  in  [occc  DeoaDbs-  31, 
tt0a^t73,ftU;  Drsnhnu  thswD.  (3.083,04$;  mmiiH  wid  inkiul 
liilu  IB  {gm.  |2,U3,431:  pnniimu  tiunon,  t7.(IU. 

BUBINES8  IN  U.S.  SINCE  ADMISSION:  PtwiunurnHnd. 
tMe8B,H»;  loBBpHd.  tl3.SS4.S82. 
BONDS  AND  STOCKS  OWNED: 


Ando-Frend 

m6b,n.y. 


i.  1«20. . . 


(12.000 


•- *%.  I> 


VlllK. 

27:«00 
32,718 


Htdiuburgi 

Kiiiatoii.  Out.  4M%,  ISlt.2(. 

lioiiaiiii,Oiil.,4%.192l,   

UtmiOi^fnT.,  4?g  im  . . . 


Ni.  York.  L 

NewY9k.K. 


I«S  .. 


rp.gUi..3H%.ltlMl        179.00 


TolBiQ,  SB- 1:  4M .  f 
Vwtsii.  B.  C.  d.  tt 
Wilaidrton.  N.  C  i 
Cbi.  MiJ.  A  SI.  P.  B 
ImperiB]  RoUiiuvth. 
D„  R.  L.  t  W^Ry,. 
Snburbkn  Rip.  Tni 


20.300  29,498 

15.000  2e.iea 

10.000  10,200 

140.000  127.400 


Toro„,.:W*U,d..4!Vrms" 
Cbi,MlL*St.&p 

90.000 

90,000 

"'644 

11.900 

Totib  (ImA  ntae.  tl.4(l.lM) 

(l,41».7»3 

1.39B,0B« 

MI6CEUANE0US:  Tlu  nmpwiy  btgu  biiuaH  id  tin 
UnitMl  Sum  in  1874.  On  Dgocmbsr  31,  ISIS,  it>  UUl  uMi 
wn  ibowB  br  it!  bome  oftce  Mttamt  to  uiiauiit  to  (2.934420 
■nd  ill  pudmp  apiul  it  •1.40a00h  ot  ahieh  (SSOlOOO  k  nrltc- 
CDoe  (lock  iwBd  in  1MB  it  129%.  CoolWgntkHi  Iomk  Bdlo., 
1«M.  tl83.S41:  ToroBlo,  IMH.  (338,091;  Sku  Fruciioo.  I«0«. 
(901,871.  VihiM  of  WMMl  dwn^:  Ql.  (10.200:  K.  U^  M.- 
7M;  Vt..  (l!t.4>S;  Fwto  Itieo.  (10.000;  N.  C,  IIIK800:  otbcr 
dcporiU:  N.  Y.,  (219,000;  0.,  (100.000. 


DIRECTORS:  W.  R.  Brock.  Pmridrat;  W.  B,  MdUe.  Tie»- 
iT^dcnt;  R.  Bnckerdikc.  M.  P..  H.  C.  Coi,  D.  B.  Huuu.  John 
Rodiia  K.  C,  LL.  D..  7..  A.  Lub,  K.  C,  LL.  D..  Aufiutn  »ym. 
G^irn  A.  UoiTo*.  Lt.  Cd.  Pnteic  NicbolU.  CoL  Or  Haur 
F*U»tt.  C.  V.  0..  R.  R.  Wood,  Jotin  Aird.  Alfnd  Coc^w. 


FIELD  MEN  ASD  TERRITORY  COVERED:  Wtrtwn  dc- 
nuttwBt  iHlnda  Ot  Stita  d  Colo..  Mont..  Ku..  3.  D-  Wro.. 
Uub,  N.  M..  Id*.,  N.  D.  ud  An.:  H.  T.  Umey.  muHB-.  H.  P. 
GibenoB,  uHtut  mkuga  it  firaTa-,  Coin,  Millir^cD^  k 

ud  Alu.;  WaUoB  A  Twkr.  8u  FtwiciKo,  0*1..  luicnl  icnU 
lot  Cd.;  J.  C.  Crookt,  WHMl  Mtnt  for  Oil.:  1.  W.  Bima.  ii»i»t 
uent  lor  CiL;  H.  P.  HUifrith,  medal  Mint !«  Ore.  ud  Wuh.; 
&/(•  CoRBhu.  lUna.  MobU  KHiil  ucat  for  Mod.  ud  Ida-; 
Sootbint  dmrtmot,  Chii.  H.  Oodlny.  nauts.  AUasta.  G*.; 
Louii  T.  Mil*,  ipnoy  Nptrinlaidnt,  Allaota.  Oa.:  W.  W. 
Bcnilh.  Stall  •nnt^N.  C.  Rakiih,  N.  C;  W.  N.  H.  Smith, 
■pecial  aim  (or  N.  C,  Rtkiiib?  N.  C;  A.  F.  Irbv.  mcial  agent 
(or  Cl.  Atlanta,  Ga.  and  8.  C,;  Edward  Kuntt.  apeeial  anot  fir 
La.  and  Min.,  Nev  Orliua.  U.:  Ed.  M.  Hals',  ipnaa]  ac«t 
for  Fli..JackB)nTillc,  Fla.,aiid  Ala.;  W.  L.  Porin  A  Soo.  acnla. 
Mstropobtan  di«Tiet.  73  Maiden  Uoe.  Ntw  York  aw;  J.G.  SuB- 
monda,  Rnenlaaent.  New  York  City,  nburbudiatrKtOJ  WiUiUk 
R.,Ntw^orkCily.  A.G.HanR>ck.Baltimon.Md.,iwratacaU 
for  Md..  Va.,  Del..  D,  C.  and  W.  V«.;  E.  Sbarpe.  fitHtwrg,  Pa.. 
■pedal  aranl  for  F*.;  H.  C.  Br«e.  PhilaiWplua.  Fa.  for  N.  J.: 
John  S.  jUdebolI  *  Co.  Dilla&  To..  eHwal  annl*  tor  To.  and 


OUa.: 


rco. 


,       , ,_.. Taylor  Jtrdan  and  Thooiaa 

E.  Glavig,  apMial  agenta.  Boitoii,  Mua.  SiMial  agent  for  New 
York  Mate  (ncept  N.  Y.  City  and  Buflalol.  G.  W.  Alon^  Syneufe, 
N.  Y.;  W.  R.  Townley.  Amerinn  TniM  Big..  ChitMO.  111.,  gewrat 
annt;  A.  H.  QruK.  St.  LoniL  Mo„  for  Mo.  and  111;  Joko  Da<rT, 
cWbnd.  O..  for  0.:  E.  F.  Rkhatik  Detrdt,  MicLn  tor  Mick.; 
T.  E.  Hayden.  Indianapnlit.  lod..  tor  Ind.  and  Ky.;  Rabat  L. 
Bnisn  for  Minn.;  Geo.  R.  Croiley.  Milwaukee,  Win.,  for  Wia.  aikd 
la.:  W.  A.  ScbBfe  for  U.;  WJiefidi  Morloy  t  Co.,  Hirtford. 
Cona..  leneral  annta  for  Conn.  The  coniHii;  i^— ■-  ■-  -"  ■"■- 
Slata  fn  (be  UmWd  Statea  euept  AA..  Nev.  ai 
in  Meiico  and  fcra^  oountriH 


in  alltbe 

I.  and  Vi..  and  aW 


BRITISH  AND  FOREIGN  MARINE  INSURANCE  COMPANY,  Ltd., 
Liverpool,  Eng.f 

United  Stata  Mana(tr.  W.  L.  H.  gimpaon;  Bemtaiy.  J.  H,  WaHera.  New  Yo^   OiraniKd,  180). 


Awti 


^emhimi       SurpHit     {  PrtmiiuE 


ItIS  I  11.711.993       IIV3.7S2     (1.187.980  (1.273.887!  I1.3M.9S4  (938,994' 

1914        1,210.111.          177,044           797,187  923.(183  »fl7,WS  482.199' 

1913  I    l.04S,S0:|         199,849         719.479  400390:  448.163  934,498 

1912  .     1,849.797         184,419         799,730;  1.0M.10t  1.IS0.870  439.371' 

■•!1J _'-li'-I?*L  -"l-'?"^    712.7881  770.1821  810,980.  Z73.aW' 
1  TrauBota  marine  bumw  only.      '~ 


93.778        (783.332;       (994,927 


904.099  IITJT4 
384,049  m^tt 
2W,897|      4ta,m 
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BRITISH  AND  FOREIGN  MARINE  INSURANCE  CO.,  Ltd.,  Liverpool,  Eng.—Continued, 


AanB,  Dbc.  31. 1915. 


LlABUTIKB,  Die.  31, 1915. 


Boods  aad  stocks. 

Cuh 

Agjaita'  bahaoss. . 

Interest 

Otiwrs 


Totel 


$1,019,126 

277,767 

327,727 

15,337 

72,596 


LwBCT  unpaid... 
Unearned  prems. 
Other  liabmties. 


$297,730 

193.782 

53.455 


Total  liabiUties...     $544,967 
Surplus 1,167.586 


$1,712,553       Total $1,712,553 


Vndervnting  profit,  $403,005;  mTeatment  profit.  $42,512. 

RISKS  AND  PREMIUMS:  Marine  and  inland  risks  m  force 
Deoenber.  3L  $34,208,647;  premiums  thereon,  $316,430. 

Bl^NESSIN  U.S.  SINCE  ADMISSION:  Premiums  reodved. 
$».!e«370;  kwv  paid,  $23,917,924. 


BONDS  AND  STOCKS  OWNEDr 
Boiroa. 
Dis.  rfCoL,  f.,  3.85%,  1924 


Miat,  reg,  g.,  Zhi%.  1930. 

X.  Y,  liL,  can.  imp.,  4^%.  1«M 

N.  Y.  Cj.,  cp.  Btk,  ZH'/o^  lfl« 

K.  Y.  Cy,  cp.  stt,  4M%,  1962 

Fottbad.  Ore^  wat.,  5%,  1923 

Portfaad.  Ore^  nev  cy.  hall,  5%,  1922.. . 
Bochoter,  N.  Y^  wat.  wks.  imp^  4}^%. 

IMS 
PU  Poitbiiit  6re^  5%.  1922 .' .' ." 

B.  4  M.  R.  IL,  g.  c  4^4%,  1944 

B.4  M.  R.  lU  g.  c,  3H%.  1923 

B.&M.R.R.,reg,.4H''-^  1929 


Pir 

Value. 

$100,000 

12.000 

30,000 

70.000 

142,000 

23.000 

2.000 

45.000 
8.000 
1.000 

12.000 
2.000 


Market 

Value. 

$104,000 

11.400 

32.100 

61.600 

143,420 

23.920 

2,080 

48.600 

8,160 

730 

9.840 

1.620 


BoMDB  AND  Stocxb  OwsEO.—Cofd.  Vbt  Market 

BomM.— CofU.  Value.  Value. 

Chi.,  MU.  ft  St.  P.  Ry..  5%,  1921 $55,000  $57,200 

Chi..  MU.  A  St.  P.  Ry.,  gn.  m.  g.,  43^%. 

1980 40.000  41.200 

E.  S.  k  Sub.  Ry.,  1  m.  g..  5%.  1940 36.000  25.200 

111.  Cent.  R.  R..  St.  L.  Div.,  3^%,  1951.  15,000  12,150 

lU.  Cent.  R.  R.,  L.  Div.,  3H%,  1M3 ....  15.000  12.150 

Lehigh  Val.  Ry..  1  m.  g..  4H%.  1940. . .  35.000  35.350 

N.  Emj.  R.  R,,  FM.  g.,  5%.  1940 50,000  53.000 

N.  Y.,  N.  H.  A  H.  R.  R..  4%.  1955 123,000  99,630 

-Old  Colony  R.  R.,  reg..  4%.  1925^8 ....  75.000  71.250 

Stocks. 

Clevc.APitt8.R.R 25.000  40,000 

HI.  Cent.  R.  R..  L.  L 1,500  1.200 

Pitts.,  Ft.  Wayne  A  Chi.  Ry 78.600  123,326 


Totals  (book  value.  $1.013.813) $994,100    $1.019. 126 


MISCELLANEOUS:  Interests  identified  with  this  company 
also  control  the  American  A  Foreign  Marine  Insoranee  Company. 
Confiscation  leases:  Baltimore.  1904,  $19,985.  The  home  office 
statement  of  the  company  as  of  December  31.  1913.  shows  assets 
of  £2.444.471  exclusive  of  £1.340.000  of  uncalled  capital,  the 
paid-up  capital  being  £238.000.  The  balance  of  the  profit  and 
loes  account  and  undtfwriting  account  was  £562,250.  Vahie  of 
deposit  in  Mass..  $305,000;  inN.  Y.,  $212,000;  in  0..  $100,000. 

UNITED  STATES  TRUSTEE:  Central  Trust  Co..  New  York, 

FIELD  MEN  AND  TERRITORY  COVERED:  Balfour. 
Guthrie  A  Co..  general  agents,  San  Francisco,  Cal.;  W.  E.  J.  Ord. 
manager. 
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BULGARIA"— FIRST  BULGARIAN  INSURANCE  COMPANY, 

Rustchuk,  Bulgaria 

United  States  Managers.  Snow  ft  Thieme.  80  Maiden  Lane,  New  York  City.   Organised.  1891. 


1 

Yi&aj    Awts 

Unewned 

Sorphis 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
poidituree 

Losses 
Ineurred 

Remit 
from  H.  0. 

1915  '  $lJB06La52        *Bf^  ^^1 

$604,531 
526.908 
378.783 
484.136 

$1,592,893 

1,174,942 

1.261,578 

712.922 

$1,652,468 

1.228.050 

1.297,827 

725,6.32 

$861,226 
909,076 
699,247 
104,983 

$524,350 
375,541 
399,596 
222,583 

$1,385,576 

1,284.617 

1,098,843 

327.566 

$865,447 

»14      14701607 
Vm      IJ00J96 
»12        174,444 

747.240 
750.436 
386,865 

933.558 
759.585 
206.426 

'  $17i56o 
157.523 
573.525 

Dk.  31, 1915. 

$1,491,780 

CWb.' 159,832 

bskaecs....       134,200 
20340 

Ti^asBeta $1,806,052 


LiABiuma,  D>c,  31, 1915. 

Losses  unpaid $198,180 

Unearned  prems...       994.441 
Other  liabOities....  9.500 

TotalliabOities...  $1,202,121 
Sori^ 604.531 

Total $1,806,652 


Uidewritisg  loflBi  $49,309:  investment  profit.  $87,172. 

RISES  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$10,786,122;  prenihims  thereon.  $1,838,804. 

Bl^INESS  IN  U.S.  SINCE  ADMISSION:  PMnhims  received. 
K742,334:  losses  paid.  $2,574,582.' 

BONDS  OWNED:                         Par  Maricet 

Vahie.  Value. 

5KiaBati,e..4H%.1934 $35,000  $36,750 

?erdtad,nt»4%,l92i-M 100,000  112.000 

C^  pens.  St  imp.,  4>i%.  1950 25,000  24.750 

Qoin.  N.  Y..  rag.  se.,  4H%.  1931-32. . .          10.000  10.500 

HaBihaiCo.,a,bg.,0i%.1943 80,000  86.400 

Hsrt&rd.  Conn.  e.,4H%.  1939 30.000  32.100 

Jackson  Col,  Ore  c  5%.  1938 25,000  26.250 

Los  AD«ele^se.e..4>i%.  1938 35.000  35.350 

l5sAsBfas^bi^K^e..44%,1939....          15,000  15.150 

ltoipfis.wit^  1^4%.  1933 25.000  23,500 

MBneBpoii,e..4%.1939... 25,000  24,500 

lfiihBaBiahCo^Ork,G..5%.1926 40.000  401000 

NevaoAelkiHib.imp..reg..5%.1918.           5.000  5,100 

N«vBoehdkN.Y..pLrcc..5%.1919.           3.000  3.090 


BoifM  OwNCO.— Con<.  Par  Market 

Value.  Value. 
New  Rochelle,  N.  Y.,  fire  dept.,  reg.,  5%, 

1919-20 $4,000  $4,140 

New  Rochelle.  N.  Y.,  pk.  reg.,  5%,  1920- 

22 6,000  5,240 

New  Rochelle,  N.  Y.,  sc.  reg.,  5%.  1923- 

24 8,000  8,510 

N.  Y.  Cy.,  cp.  8tk.,  4^%,  1960 470,000  474,700 

N.  Y.  Cy.,  4H%,  1063 10,000  10.600 

New  York,  hwy.,  4%,  1961 100.000  103,000 

New  York,  can.  imp..  4%.  1961 200,000  206,000 

Paterson.  N.  J.,  g.  pk..  4H%.  1942 25.000  26.250 

Portland.  Ore.,  c,  4H%,  1943 50.000  52.000 

PouKhkeepsie.  N.  Y..  ac..  4H%.  1923 .. .  40,000  40,800 

Salt  Lake  City,  c.  4U%,  1934 60.000  61.000 

Wihnington,  Del.,  big.  com..  4^%.  1939  15.000  15,600 

Yonkera.  N.  Y.,  reg.,  5%.  1923 25.000  26,500 

TotaU  (book  valua,  $1.474.741) $1,455,000    $1,489,780 


MISCELLANEOUS:  This  company  entered  the  United 
States  Januanr,  1912,  to  transact  a  fire  reinsurance  business.  It 
has  $200,000  deixisited  with  New  York,  $200,000  with  Connecticut, 
and  $100,000  with  Ohio.  The  company's  home  office  statement 
for  1914  diowed  34,252.415  francs  of  aasftts.'  Capital  increased 
during  1914  to  $400,000  from  $300,000. 

UNITED  STATES  TRUSTEES:  Fidelity  Trust  Co..  Hart- 
ford: 

TERRITORY  COVERED:  The  company  does  busbess  in  all 
the  states  of  the  United  States. 
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CALEDONIAN  INSURANCE  COMPANY,  Edinburgh,  Scotland. 


United  States  Manaeer,  Chas.  H.  Post;  AflBHtaat  Mam««.  R.  C.  Cfaristoplier.  New  York.  Orsuueed,  1806. 

(United  States  Braaeh  Statistics.) 

YS4B 

Avets 

Unearned 
Premiums 

SorphiB 

Net 

Premiums 

Total 

Losses 
Had 

Expenses 

Total  Ex- 
pendltures 

Losses 
Ineuned 

(+)  Rec'd 
from  ot 

(-)  Remit. 
toH.  0. 

1915 
1914 
1913 
1912 
1911 

12.284.738 
2,284.041 
2.260.446 
2.176.680 
2,140.671 

11,442.334 
1,460.263 
1,460.323 
1,397,008 
1,402.322 

1664.274 
600.239 
636,607 
619.013 
66a460 

IU79.420 
1.423.399 
1.461.283 
1.420.806 
1.474.303 

11.449.868 
1.493,304 
1.624.382 
1.600.926 
1.666:332 

1832.920 
919.276 
739.797 
877.918 
798.668 

$662,397 
660.996 
694.498 
646.962 
669.921 

11.386.317 
1.470.370 
1.304.295 
1.424.880 
1.363.689 

1746.274 
982.086 
698.181 
816.621 
766.622 

—220 
+14.820 

—113.716 
—23.575 

—126.034 

AsBRB.  Dsc.  31. 1915. 
Realestate 1443.780 


Bonds  and  stocks. 

Ossh 

Acents' balances. 

Interest 

Other! 


1,394.736 

179.662 

2S2.437 

11,032 

2.549 


LuBiuiUB,  Dnc.  3t  1916. 

Looses  unpaid; 1151.130 

Unearned  prems....    1,442^ 
Other  liabi&ties....        37.000 


Totalliabilities...  11.630.464 
Surphs 664.274 


Total 82.294.096 

Spl.  dep.  over  Bab . .  9,357 


Total  adm.  assets.  82.284,738       Total 82.284.738 


Underwriting  profit.  $4932;  inyestment  profit.  $868. 

RISKS  AND  PREMIUMS:  Fire  risks  in  fone.  December  31. 
$278767,662;  premiums  thereon.  $2,841,761. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  FTenuums  received, 
$34,168,480:  loeses  paid.  $21,756,275. 

REAL  ESTATE  OWNED:  Consists  of  the  12«tary  and  base- 
ment fireproof  buikfing  at  5(K62  Pine  si..  N.  Y.  (occufHcd  in  part 
by  the  company ),  iHueh  cost  $443,781.   It  is  unencumbered. 

BONDS  AND  STOCKS  OWNED:  Psr  Market 

Bonne.  Vahie.  Vahie. 

U.  8.  Gov.,  reg..  3%,  1918 $10,000  $10,100 

Cincinnati,  0..pk.  est..  4%.  1967 100.000  106.000 

Richmond.  Va.,  4%.  1924-43 26.000  26.166 

N.  Y.  Cy.  ep.  stk.,  3H%,  192Mi 310,000  28a800 

N.Y.Cy^op.8tk..4Vi%,1960 16,000  16.160 

Portland.  Ore.,  wat.  hi..  6%.  1923 60,000  62,000 

Qeoma.  3H%.  1917 10.000  0.900 

Cbliforma.  4C  1986^1 60.000  48.600 

Albany  S.R.Rnlm.s.f.g..  6%.  1039..  20l000  18,000 

C.,B.*Q.R.R.,Neb.ext.m..4%.1927  30.000  29.400 
C  M.  A  St.  P.  Ryn  vf.  gn.  A  r.  g.,  5%, 

2014 10.000  10.800 

Cn  R.  I.  A  Pm.  R.  R.,  gn.  m.  g.,  4%, 

1968 60.000  42,600 

L.S.*M.S.R.R.,g.,4%,1931 60.000  47,600 

Mo.PM.Ry..see.g.n..6^1916 40,000  87,900 

N.  Y.  C.  ft  H*  R.  R.  Rn  L.  B.  col.  g., 

8H%.  1998 26,000  21.000 

N.  y!  C.  L^eq.  tr.,  g.,  4H%.  1916-28.. .  26.000  20,000 

N.Y..O.AW.Ry.,gn.m.g.e.,4%,1966  26.000  10,760 

R.*P.R.R.,flS.mn4H%,1940 60,000  60.600 

8oatberaRynle8.m.g.,6%.1904 26,000  26,760 

Bklyn.UuonQas,le8.g..6%,1946....  6.000  6,260 

Cent  Un.  Gas,  N.  Y.,  1  m.  gn  6%.  1937.  6,000  6,080 

lad.  Steel.  lm.e.g..  6%.  1962 10.000  10.200 

Laoka.  SteeL  1  m.  ev.  gn  6%,  1923 26,000  24,600 

Nationsa  Tube,  1  m^  g^  6%,  1052. . . .  16,000  16.160 

AnT.ftaFcRarnP M.000  61,000 

CnM.*StP.R.RnP 801000  106,000 

CnO.C.*StL.R.RnP laOOO  7,600 

C.*P.R.It,cap 10.000  16^000 

MaahattMiRy 60,000  00,600 

M.*E.Rjrneap 10^000  10^900 

N.YnC.*8CL.R.Rnlp lOiOOO  8,600 

FlBna.R.R 80.000  86,700 

Aaw.Biah.Nat.BknN.Y 10^000  11.000 

OLQas,N.Y 60,000  72,600 


Bonds  and  Stocks  Owkbd.— ToiU. 
Srocn.— Cent 

On.  Adi.  Bur 

nium. «  Pow.  See.  Corp.,  p 

mum.  k  Pow.  Sec.  Corp^  com 

He  Coast  AdJ.  Bur 

Southern  Adj.  Bur 

Mackay.  p 

Underwriters'  Salvage.  N.  Y 

Underwriters*  Salvage.  Chi 

Western  Adj.  A  Insp 


Par 

Market 

Value. 

Value. 

$200 

$200 

20.000 

10.000 

4.000 

680 

100 

100 

100 

100 

60.000 

33.600 

1.000 

1.600 

1.000 

1,000 

100 

200 

Totals  OMMk  vahie.  $1.473.987) $1,368,600   $1,394,735 


MISCELLANEOUS:  This  company  began  boslnesB  m  the 
United  States  in  1890.  Its  home  offioe  sUtement  as  of  December 
31.  1914.  showed  a  subscribed  ouHtal  of  £537.600  (£107.600  paid 
up)  and  assets  aggregating  £4.274.672.  The  interests  cooaected 
with  this  company  also  control  the  Caledonian-Amerioan  of  N.  Y. 
Conflagration  loeses:  Jacksonville,  Fb.,  1901.  $107,873:  Patenon. 
N.  J..  1902.  $31,532;  Baltimore.  1904.  $24&292:  San  Ftmiaeo, 
1906.  $2,477,481;  Chelsea.  1906.  $M.078.  Vahie  of  special  de- 
posits: Ohio.  $105,000:  Ga..  $9,900;  Va..  $25,155;  N.  C  $10,100. 

UNITED  STATES  TRUSTEES:  Richard  J.  Croaa,  WaH«r 
Phelps  Bliss,  E.  G.  MemU.  New  York  City. 

FIELD  MEN  AND  TERRITORY  COVERED:  ChB8,H.P^)at, 
U.  S.  Bunacer:  R.  C.  Christopher,  sanstant  U.  8.  manager; 
H.  E.  FTanek,  branch  secretary;  F.  N.  Brown,  goMral  sgeot, 
western  draartment;  F.  J.  Briggs.  general  sgent,  D.  M.  Dsrfay. 
sseratary.  City  department ;  CTD.  Cobb  A  Co^  Denver,  Colo^ 
feneral  scents;  A.  L.  Tefft,  snecial  sgent  for  Cob.  and  Wyo.; 
Love-Hadnll  Co.,  Omaha.  Neb.,  general  acents  for  Neb.; 
A.  W.  Dorbert,  Cobmbus,  0.,  nwial  afent  for  0.  and  Ind.; 
John  B.  Adams,  Detroit.  Mich.,  qmnal  agent  for  Mibh.; 
F.  M.  Bishop.  Milwaukee,  Wis.,  neoal  afent  for  Wis..  111. 
and  Minn.;  Samuel  T.  Gordon.  Kansas  CHUr.  Mo.,  special 
scent  for  la^  Kan.  and  Mo.;  Thoa.  F.  Shean.  New  York  City, 
nnersl  sfont  for  N.  Y..  N.  J..  Pa.,  Md.,  D.  C  DeL  and  W.  Va.; 
DonaU  OoygplMr.  New  York  aty.  special  scent  for  N.  J., 
Hn  Mdn  D.  O,  Del.  and  W.  Va.;  R.  M.  Oarotbers,  Qyiaaaae, 
NTVn  special  agent  for  N.  Y.  Stete;  R.  R.  Oark.  Boston.  Maaa.. 
general  agent  for  Conn..  Mass.,  Me..  N.  H.  and  Vt;  W.  A.  Lestor. 
general  annt  for  R.  I.:  C.  R.  Bartkar.  Richmond,  Va^  spednl 
annt  for  N.  C.  8.  Cn  Ky.,  Tenn.  and  Va^  Beers,  Kenison  *  Co., 
Gahreaton.  Tcx^  general  agents  for  Tou:  E.  A.  Groover.  Jachsosi- 
viae,Flangenerarafent  for  Fkn  Miss.,  Qa.  and  Afau;  Fcrd  Marks 
..  New  Orleans,  gensral  agents  for  lA.:Qeou  O. 
Hoadley,  managBr.  A.  C.  Olds,  Asastant  manager,  flan  wanriseo, 
FMifio  Coast  dqwrtnient,  comprising  CtL,  Nev,  Aris.,  Orw., 
WasL.  Ida..  Utah.  Mont,  Alas. andtlie Hawaiiaa Uandi;  A.  J. 
Oartwiigbt,  San  naneMou,Cal- special  agent  for  OaL  CoMt  tarti- 
tory;  STMiUon  Haky.  San  FraneiseQ,  Ctl,  speeial  agent  Cor 
interior  CaL  and  Nov.;   Ed.  E.  Phaahaker,  Saeramento.  Gal, 


speeial  agent  oovering  eentral  Cal.:  Marie  B.  harria.  Los  Angina, 
OaL,  speSalaaentfcr  Southern  OaL  and  Aris.:  Warren  OuspbcO, 
Los  Angslca.  Oal.,  snecial  agent  for  Southern  CaL:  A.H.Jadgna» 
Portlaiid,  Onm  sbedal  sgent  for  Western  Ore.  and 
F.  J.  Root,  Spokaiie,  Wash.,  special  agent  for  1 

I  OnIm  Ida.  and  Utah.   The  eompaay  oneiates  in  all  tibn 
of  toe  United  States  eieept  AriLTN.  M^  N.  D., 
and  B.  D.  and  also  in  the  Doaunkm  of  Oaaoda. 


Ok^ 


CANTON  INSURANCE  OFFICE.  Ltd..  Hong  Kong,  China.J 

Pheifte  Coast  General  Agentsi  Fknott  ACo..  San  IVaaeMeo.  Oal.  Organised,  iSo. 


Ybii     Assets 


1016 
1014 

loia 


$480,401 
lOO^M 


•47341 
8M02 

88.828 


Surphii 


8886.041 
218,374 
818,604 


Net 


$180,288 
137.080 
137478 


Tolal 


8318J86 
187,084 
188.088 


8174^82 

80,880 

1SU88 


84033 
881.406 

87.887 


Tolal  Ei- 
pendituns 


8338,704 
138»704i 
160.3101 


8174383 


13U83 


(t)Rae'd 

Bom  ct 

loS.0. 


fThuHaets 
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CANTON  INSURANCE  OFFICE,  Ltd..  Hong  Kong,  China—Coniinued. 


A«nB,Dec81, 1915. 
BoMiiMiditodB...     $428,720 

OHh 5.273 

PtenoBB  doe 21,022 

AiEBli'bdMieet....        27481 
OtlMraMli 3*805 


LuiiUTns,  Dee.  31, 1915. 

LoHMpud $48,437 

Unearned  prani. . . .        47,341 
Other  Ittbffitice...  4,083 

TotolliabOitke...     $100,400 
Sun^ 385,941 


Totd 


$488,401       Total $480,401 


MIflCELLANEOUS:  Thk  eomiMuiy  u  Seeneed  to  write  nerine 
iimnaee  on  the  PMifie  Ooeel,  and  hae  $300^000  of  U.  S.  bonda 
depoaited  with  the  Iniaraoee  DeDartment  of  the  Stete  of  Waah- 
mgtoo  and  $199,500  in  New  Yon.  The  eompany't  hoaae  offiea 
Dm.  81,  1915  finaadal  atateflMot  showed  aaiets  amounting  to 
$3353,190  and  •  pakkap  capital,  $2S0l000  and  a  net  aurpfaii  of 
$2,359,808.    Company  is  lieenaed  m  Gal..  Haw..  Wash,  and  B.  C. 

FIELD  MEN:  Fterott  *  Co.,  oeneral  amnts  for  the  Pteillo 
Coast  and  Ebwaiian  Uands:  ^neblacents;  H.  Bell  Inruur  A  Co., 
Ltd.,  VaaoonTer,  B.  C;  Wm.  Monteith  *  Co.,  Ltd.,  Vietoria. 
B.  C;  Norman  Waterfaonae  *  Co.,  Seattle,  Wash.;  Chas-Serkr, 
Jr.,  Los  AnseleB,  Gal.  and  Hawaiian  Trust  Co..  Ltd..  Honolttla. 
Haw. 


CENTURY  INSURANCE  COMPANY,  Ltd.,  Edinburgh,  Scotland. 


United  States 


Henry^ 
nitedSta 


W.  Brown  A  Co.,  New  York.    Orianiaed,  1886. 


(United  States  Branoh  SUtiatica.) 


1 

TsAij    Aanta 

Unearaed 
IVemimns 

Surplus 

Net 
Premiums 

Total 
Income 

F^ 

Eipenses 

Total  Ei- 
penditures 

Incurred 

(f)  Rec'd" 
from  or 

(-)  Remit 
toH.  0. 

IIU-    $755,452 
1»M        180,729 
im       707.400 
»12 1      08^206 
nil       523.107 

$104,440 

196.472 

173,333 

05.849 

20.318 

$544,409 
449.251 
507.923 
503.994 
492.270 

$225,501 
313.045 
303,820 

178,230 
10.747 

$251,282 

341.870 

330.300 

203.750 

10,747 

$119,122 

231.062 

139,871 

32393 

12392 

$80,987 

100,903 

101.113 

01.371 

4359 

$200,069 

341.075 

340^084 

94304 

17.251 

$106,703 

238.041 

142,730 

49,458 

14.232 

+$18,684 
—25,997 
+19,027 
+24394. 
+  1.409 

haum,  Dbc.  81. 1915.  LuBunaa,  Dae.  31, 1915. 

Boadiaad stocks...     $073,480   Loaecaimpaki $24388 

CMb 38309  Unearned  Drcms...       104,440 

Acoti' balances....        32328  Other HabOitieB. .. .        22,009 

IstwBt 9t775  

Total  liabilitiea...     $211,043 
OlbrMKia 100    Surphie 544,409 


TeHl 


$755,452       Total.... $755,452. 


radsuxitiaK  pnfit,  $391443;  inreslment  profit,  $30,018. 

IBK3  AND  PREiaUMS:  Fire  risks  b  foree,  Deoomber 
MJiB^TiO:  isiMBims  thereon.  $314355. 

Bi;SDfBSB  IN  U.S. SINCE  ADMISSION: 
tVeCMII7;  loams  pn«i.  $537,934. 


31. 


BOKDS  AND  STOCKS  OWNED: 


Aftw.B.lih.se^  4%.  1090-24 

Mq^  vat.  4%  1900 

hwTfl*.e^stt,4%.1050 

;«;«*.4H%.1002 

5wY«k.««,4H%.1967 

^peh.iBifc,.4K%.  1019-29 

X«v  Tdk.  SLS>k!h.,  4%.'  iooi'. '. 

3o.Pk,lr,4%.1906 

Ami. 4  Ola.  Dtw^  U  WadL  R.  R. 

Jf%,mi 

lBlioB.lm..4%,1957.... 
lRF,er,4H%.l«» 


VahM. 

$6aooo 

50,000 
50.000 

oaooo 

2,000 
21,000 

2,000 
25,000 
15,000 

24.000 
15.000 
15.000 


Market 

VahM. 

$6aooo 
oaooo 

49,000 
50300 

2,120 
21.280 

2,000 
25.750 
18300 

21.120 
12,000 
12.900 


BoMoe  AifD  Srocn  Ownd.— CoiU. 
Boia«.— Csal. 

Chi^MU.  A  St.  P.  Ry.,  4%.  1969 

D..  Rio  0.  R.  R.,  1  r.  m.,  5%,  1955 

On.  Gas  4  El.,  1  In.  er.,  6%,  1932 

HaTsna  EI.  Ry.,  es.  m.^  5%,  1962 

Kan.  Cy.  So.  Ry.,  r.  k  mip.,  5%,  1960. . 

Mo.,  Kan.  *  Tex.  Ry.,  4%,  2004 

Montreal  Lt.,  Ht.  A  Pow..  1  m.  eol^ 

4H%,1932 

New  Orleans  Ry.  Lt.,  cs.  m.,  4H%.  1935 
N.  Y.  Cntg.  R.  R.,  1  m..  4H%.  1958.. . . 

Nwn.  Ehr.  R.  lU  1  m..  5%.  1941 

Pm.  Gaa  a  EIn  gn.  r.  m.,  5%,  1942 

Pm.  P^.  a  Lt^  1  r.  m.,  5%.  1930 

Ptib.  Serr.  Corp..  N.  J.,  pcrp.  int.  farg.t 

0% 

Pub.  Serr.  Corp.LN.  J.,  s.  f .,  5%,  1909. . 

Standard  Gaa  A  El.,  ST.,  0%,  1920 

Union  Tm..  1.  m^  5%.  1042 

Vii|MnRynlm.K..5%,1902 


Fte 

Market 

Value. 

Value. 

$10,000 

19.200 

25.000 

14.750 

25.000 

19.260 

16,000 

13.060 

40,000 

37,600 

25.000 

13.260 

2aooo 

18,400 

10.000 

7.800 

20.000 

19,400 

25.000 

22.260 

15,000 

13.800 

35,000 

23.250 

laooo 

10,400 

25.000 

22.600 

oaooo 

49,000 

25.000 

24.750 

25,000 

24300 

Minn..  St.  P.  *  S.  Ste.  M.  Ry. 


85,000 


19,500 


Totals  (book  vahie.  $094.1 10) $734,000      $073,480 


UNITED  STATES  TRUSTEES: 
Qrosfaf ,  Rohmd  L.  T^rkr. 

TERRITORY  COVERED:   The 
Colon  Uln  Md.,  Mass.. 
R.  I.,  Wash,  and  Wis. 


Henry  I.  Brown.  U.  C* 


tcs  inlCkl. 


:   The  company  owrates  miual.. 
,  Mo.,  N.  J..  N.  Y..  N.  C.  (xOn  PSf* 


COLOGNE  REINSURANCE  COMPANY,  Cologne,  Germany. 

United  8tatsaManMBr.E.M.Qacin.  New  Y«k.  OrfMiaed.  1862. 
(UiSted  States  Bnnsh  Statisties.) 


(+)  Rec'd 

Unsaned 

Net 

Totd 

Losses 

TotdBz- 

Losses 

frOBD 

Tb&i. 

AmIi 

^p^      .     *     _     _ 

mrpnia 

^pfc,      .     •     _     _ 

laeoBe 

Phid 

Bipsases 

PCBditUM 

Iiftcuiieu 

(-)Rea^ 

• 

toH.O. 

1915 

$M0U87 

$MS397 

$800375 

01.19134} 

$1.247366 

0048317 

0«173n 

^M^^99\fim^^ 

0600344 

-0172.788 

I9H 

UI7304 

9U3S1 

284,080 

1.180327 

1380^112 

820300 

414306 

13M,108 

84839ft 

+5.074 

ion    unj8i 

SB9348 

88l;ll9 

U88,170 

1341.M6 

089,197 

401306 

IjMOtOtl 

040,74i 

-910.101 

ttu    unM 

%nm 

488308 

1300304 

1.108^000 

008,708 

S4A308 

1.090311 

072306J 

-14.417 

mi 

U8M1« 

847.1881 

879360 

1.101,986 

1301854 

088,797 

800^109 

994.906 

ooSinl 

-58.221 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


COLOGNE  REINSURANCE  COMPANY,  Cologne  Geriminy,— Continued. 


Assets,  Dec.  31, 1915. 

Bonds $1,341,600 

Agents'  balances ....        46.850 
Interest 18.477 


LiABiUTiES.  Dec.  31. 1915. 

Losses  unpaid $144,355 

Unearned  prems  —       943.597 
Other  liabilities 20.000 


Total  liabilities...  $1,107,952 
Surplus 298.975 


Total  assets $1,406,927       Total $1,406,927 


Underwriting  profit,  $152,286;  investment  pro6t.  $.74,447. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$181,846,229;    premiums   thereon,   $1,781,337. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received, 
$13,415,549:  losses  paid.  $7,157,325. 

BONDS  OWNED:                           Par  Market 

Value.  Value. 

U.  S.  reg..  1925.  4% $160,000  $178,000 

N.  Y.  Gty.  reg..  1917-28.  3H% 150,000  146,000 

N.  Y.  City,  reg.,  1959,  4% 50.000  49.000 


Bonds  Owned.— Con*.  Pkr  Market 

Vahie.  Value. 

N.  Y.  City,  reg.,  1962^,  4K% $170,000  $171,700 

Atch.,  T.  ft  S.  Fe.  Ry.,  gn.  m..  1995,  4%  220.000  206.800 

C.  Pac.  R.  R..  1  r.  m.,  1949.  4% 260,000  225.000 

C.  Pac.  Ry.,  gn.  m.,  1929.  3M% 46.000  40.940 

Chi..  Mil.  ft  St.  P.  R.  R..  m..  1921.  5%..  80.000  82.400 

Un.  Pac.  R.R.,lm..r.r.  ftl.gr.,  1947, 4%  250,000  242.500 


Totals  (book  value.  $1,436.193) $1,376,000    $1,340,340 


MISCELLANEOUS:  The  Cologne  began  business  in  the 
United  States  in  1898.  Its  busineai  in  the  United  States  is  con- 
fined to  the  reinsurance  of  the  German-American  of  N.  Y.  Con- 
flagration losses:  Baltimore.  1904.  $125,000:  San  Francisco,  1906, 
$858,000.    These  losses  were  incurred  by  company's  home  oflice. 

UNITED  STATES  TRUSTEES:  Woodbury  Langdoo.  Otto 
L.  Dommerich.  Ralph  L.  Cutter.  New  York. 

TERRITORY  COVERED:  The  company  w  licensed  b  Ark.. 
Conn..  Del.,  Fia..  Mass..  Miss..  N.  J..  N.  Y..  N.  C.  PSa..  Tez^ 
W.  Va.  .Colo..  111.,  Mich.,  Mont,  and  0. 


COMMERCIAL  UNION  ASSURANCE  COMPANY,  Ltd.,  London,  Eng.§ 

United  State*  Manager,  A.  H.  Wray;  Assuitant  Managers,  C.  .1.  Hoknan  and  C.  E.  Porter; 

~  York. 


Branch  Secretary,  Wm.  M.  Ballard.  New 

rUnited  States  Branch  Statistics.) 


Organized.  1861. 


Year 

Assets 

Unearned 
Premiums 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Piid 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(-f)  Rec'd 
from  or 

(-)  Rnnit. 
toH.  O. 

1915 
1914 
1913 
1912 
1911 

$9,868,145 
9,204.052 
7,441.934 
7.620.988 
7.587,440 

$6,333,898 
6.295,513 
4,282.522 
3,847,594 
3,991.708 

$2,559,366 
2.183.273 
2.468.154 
2,910.607 
2.809.647 

•$7,307,610 
6.759.321 
4.725,717 
4,581,745 
4.660.245 

r.636.954 
7,013,547 
4.966.506 
4.822.534 
4.902.782 

•$3,979,854 
3,032.635 
2.550.143 
2.618.165 
2.628.091 

$2,672,597 
2.428.481 
1,689.963 
1.536.577 
I.6I5.302 

$6,652,451 
5.461.116 
4.240,106 
4.154.742 
4.243.393 

$4,098,075 
3.042.334 
2.582.810 
2.605.977 
2.539.017 

-1277.569 
—141.143 
—616,003 
— 528.M9 
-471.509 

Unearned  premiums  include  amounts  reeiaimable  on  perpetual  policies.      •Includes  $1,069,265  marine  premiums  and  $530,294 
marine' losses. 


AsBiTS.  Dbc.  31, 1915. 

Real  estate $960,000 

Mortgage  loans 30.000 

Bonds  and  stocks. . .  5.241.965 

Cash 2.080.912 

Agents'  balances ....  1,089.882 

Interest  and  rents. . .  83.60  2 

Otherassets 381,784 


LuBiunsB,  Dbc.  31, 1915. 

Losses  unpaid $813,756 

Unearned  prems. . . .  6,248,289 

Perp.  dep.  reel 85,609 

Other  liabilities....  161.125 


Total  liabilities. . .  $7,308,779 
Surplus 2,559,366 


Total  assets $9,868,145       Total $9,868,145 


Underwriting  profit.  $386,525;  investment  profit,  $280,088. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  (except  per- 
petuals).Deoember81,$l,192,114.231;  premiums  thereon. $11,737,- 
401;  marine  and  inland  risks  in  force.  $24,913,036:  premiums 
thereon.  $259,143;  perpetual  fire  risks,  $4,455,315;  deposit  pre- 
miums thereon,  $95,121. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premmms  received, 
$119,977,622;  losses  paid.  $69,883,480. 

REAL  ESTATE  OWNED:  Comprises  the  building  and  lots 
at  N.  E.  corner  Pine  and  William  sts.,  and  60  William  St.,  N.  Y., 
occupied  by  the  company  (\xxk  value,  $607,600;  carried  at  $800,- 
000):  and  the  building  and  lots  at  416420  Wahut  St.,  Phihidelphia, 
(book  value,  $49,000;  market  value,  $160,000). 

MORTGAGE  LOANS:  There  are  7  loans  of  $1,000  to  $9,000 
«aeh,  aggregating  $30,000.  secured  by  improved  city  property, 
vahied  at  $59,000. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Anglo-French  Ext.  Ln.,  5%.  1920 

United  States— Psn.,  3%.  1961 

Augusta;  Ga.  4H%,  1925 

Charleston,  S.  C.,  4%,  1929. 


Cleveland,  0..  4%,  1921. 

Gsorgia,  ZH%,  1 933-34 

QreenviUe.  S.  C.,  r.  m.,  59o,  1942. 
New  Mexico.  Terr.,  r.,  4%,  1933. . 

New  York,  N.  Y.,  3%.  1941 

New  York,  N.  Y..  3H%.  1922-54. 
New  York,  N.  Y.,  4%.  1955-56. . . 
New  York,  N.  Y.,  4H%,  1957. . . 

Portland,  Ore^  5%.  1917 

Riohmond,  Va.,  4%,  1943 


Par     ; 

Market 

Value. 

Value. 

$300,000 

$188,000 

10.000 

10.200 

10,000 

10.100 

40.000 

39.200 

100.000 

101.000 

10.000 

9,400 

lO.OOtf 

10,600 

10.000 

9,800 

5,000 

4.100 

468.000 

425,840 

417.000 

.  408,660 

10,000 

19.600 

50.000 

50,500 

52,000 

48,360 

Bonds  and  Stocks  Owned. — Cont. 

BosjM.—CotU. 

Atl.  C.  L.  R.  R.,  L.  ft  N.  col..  4%.  1952 

B.  ft  0.  R.  R..  8.  W.  Div..  1  m..  3M%. 

1925 

B.  ft  0.  R.  R.,  P..  L.  E.  ft  W.  Va.,  r.,  4%, 
1941 

Birmingham  Tm..  1  m..  4%.  1957 

Buffalo  Ry..  1  cs.,  5%,  1931 

m.,  4%.  1961 

gn.  m..  5%,  1987 

Cent.  Pac.  Ry..  1  r..  4%,  1949 

Cent.  Pac.  Ry.,  m.  gr.,  3h%.  1929 

Chess,  ft  0.  Ry..  1  cs.,  5%,  1939 

C,  B.  ft  Q.  R.  R..  lU.  Div..  3H%.  1949. 
C.  M.  ft  St.  P.  R.  R.,  C.  ft  P.  W«r  1, 


Buffalo  Rv..  1  cs..  5^ 
Cent.  N.  Eng.  Rv.,  1 
Cent.  R.  R..  N.  J.,  gn 


A"" 


C.  M.  ft  P.  Sd.  Ry.,  1  gr..  4%,  1949. . . . 
Chi.  ft  Nwn.  R.  R..  s.  f.  d-  5%,  1929. . . 
C.  R.  I.  ft  Pac.  R.  Rm  1  m„  3%,  1917. . 
C.  R.  I.  ft  Psc.  R.  R..  gn.  m..  4%,  1988. 

C ,  R.  I.  ft  Pac.  Ry..  1  r..  4%.  1934 

C  St,  L.  ft  N.  0.  R.  R.,  cs.,  5%,  1951 . . 

C.  C.  C.  ft  St.  L.  R.  R»  S.  ft  C.  Div.,  1, 
4%,  1940 

Conn* Ry. ft  Ltg«  1  r.  gr., 4H%.  1951  • . . 

D.  ft  Rio  G.  R.  R.,  1  cs.,  4H%.  1936. . . 

D.  ft  Rio  G.  R.  R.,  1  cs.,  4%,  1936 

Des  M.  ft  Ft.  D.  R.  R.,  1  g..  4%.  1935. . 
Detroit  Un.  Rys.,  1  cs.,  4H%.  1932 

•Erie  Ry.%  1  cs.,  7%,  1920 

Gt.  N.-No.  Pac,  C,  B.  ft  Q.,   col.,  4%, 

1921 

111.  Cent.  R.  Rm  pur.  lines.  1.  3^%.  1952 

Ind.,  lU.  ft  la.  R.  R..  1,  4%.  1950 

la..  M.  ft  Nwn.  R.  R.,  1  gr..  3H%.  1935 

Kentucky  Cent.  R.  R..  1,  *%,  1987 

L,E.  ft  W.  R.  R.,  1,  5%,  1937 

L.  8.  ft  M.  S.  R.  R.,  4%.  1928 

L.  Val.  of  N.  Y,  R.  R..  1  gr..  4H%,  1940 

L,  Val.  Tm.  R.  R.,  1  gr..  5%,  1941 

L.  is.  R.  R..  d.,  6%,  1934 

•L.Is.  R.  R..  N.  S..  1  cs..  5%,  1932 

L.  ft  N.  R.  R.,  un.  m..  4%,  1940 

L.  ft  N.  R.  R.,  N.  0.  ft  M.  Div.,  1,  6%. 

1930 


Pte- 

Market 

Vahie. 

Value. 

$50,000 

S43.5(M 

44.000 

40.480 

100.000 

88.000 

32.000 

25.020 

25.000 

25.500 

5aooo 

40.500 

50.000 

50.000 

100.000 

90.000 

5aooo 

45.000 

50.000 

53.000 

50.000 

43.000 

60.000 

52.000 

50.000 

45.500 

64.000 

67.200 

60.000 

61.SO0 

50.000 

42.500 

50,000 

33.000 

50,000 

54,500 

5aooo 

42.500 

50.000 

40.500 

5aooo 

42.500 

50.000 

40.000 

100,000 

57,000 

100,000 

76.000 

60.080 

66.600 

100.000 

98.000 

50.000 

41.500 

25,000 

22.250 

5aooo 

44.500 

45,000 

30.600 

13.000 

12^70 

25,000 

•    28.750 

50.000 

50.500 

50.000 

54.500 

31.000 

30l3S0 

24,000 

34.M0 

25.000 

23.750 

50,000 


581000 
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COMMERCIAL  UNION  ASSURANCE  COMPANY,  Ltd.,  London,  Eng„— Continued. 


BaoB*  kim  9rocKB  OwxMD.—ConL 


LAK.R.R^At..K.AC.Dhr..4%,lfi56 

Mtek.Cmt.Rj^(L,4%,1929 

IfiL  L.  8. 4  W.,  Aflhbiid  Div..  1  m.,  6% 

1925 

Id,  L  &  4  W.  R.  lU  M.  1. 6%,  1921.. 
Uma^  Si.  P.  A  8.  Sle.  M..  eq.,  4H%. 

IWMO 

Hon..  9t.  ?,  k  8.  Ste.  M.,  gr.,  4%,  1938 

Man.  St.  Bj^  1  m^  5%,  1919 

lfiai.CeQl.a.R..  1,5%,  1949 

Mo.FtK.Ry^m.,4%.  1945 

N««arkaiBTm..lgr..4%,1963 

.N.Y.C.4H.ILR.R,L.S.eoU3H%, 

1998 
X.  Y.  C.  U  eq'.  kir'..' iii%^  1923 ". .' .' ! 

X.Y.R;9..aiii.  income,  5%.  1942 

N.  Y.  Rys,  1  r.  e.  4  r.  in.,  4%,  1942. . . . 

N.4W.Ry.,«q.  tr,4%,  1918 

N.4  W. Bj^ imp. k exU  6%.  1934 

N.AW.Ry.,gn.nu«%.  1931 

No.  Pkc  Rt^  pri.  In.  4  Id.  gt..  4%.  1997 
Ores.  L.  R-  R..  r.  m.,  gr,  4%,  1929.... 

Ore.  Ry.  4  NaT,  ca.,  4%,  1946 

Pecia..  gr.tr.ctfc.,  3H*^f,  1944 

Pfeoaa^  gn.^.  eq..  4H%.  1919-23. . . . 
St.  L.  I.  Mt.  4  S.  Ry.,  un.  4  r.  m.,  4%, 

1«9 

St.  L.  I.  Mt.  4  S.  Ry.,  gn.  cs.  m.  4  Id. 

gt.5rc.l931 

St.  L.  Mcrriaois  Bg.  Tm.,  1.  5%,  1930.. 
^.  L.  Tib.  Capp^  Ste.  4  Prop.,  4^%. 

1»I7 

St.L.4SauiF.,eq..4H%,  1915 

aLTi^iBp,5%.1924 

St.  P.  Qy.  Ry^  Mixui.  C,  ce.,  5%.  1937.. 
St.  P.,  M.  4  M.  Ry,  a.  m,  6%.  1933. . . 
So.  4  No.  Ah.  R.  R^  os.  gr,  5%,  1936. . 

Smthen  Ry,  1  a.  m,  5%.  1994 

In.  R.  R  Am,  St.  L,  1.  4H%.  1939. . 
T,  W.  ViL  4  0.  R.  R,  4H%.  1931-33. . 
Ib.  X.  J.,  Rail  4  Can,  gn,  4%.  1944. . . 

Wafcadi R. R^  lln.  tffi,  4%,  1964 

Westera  I^,  ca.  m,  gr,  4%,  1928 

W.8.R.R,gr,  lr,4%.236l 

W.Vi,4RttB.R.R,I.4%.1990 

MonpttB(iad.N.Y,4%,19«6 

K.  y7Gm.  EL  hL,  Ht.  4  Pow,  1,  5%, 

1913 
Wfrtmi  Ua.  f gi,'f.  4'r'.  c,'4H%;  1950..' 

SrocxB. 

AneAea^  4  W.  Ry,  gr 

X.TrN.H.4H.R.R 

RaaMber48aiato8aR.R,gr 

Ge&(9aiAdj.Bv,irY 

'^Ktbera  A4i.  B« 

Lmkrvritfln' Salvage,  N.Y 

Uadcmzten'  Sahage,  Clucago 


Tv 

Market 

Value. 

VahM. 

150,000 

S44.000 

25,000 

22.250 

20.000 

22.600 

25.000 

27.250 

50.000 

50.250 

100,000 

93.000 

50,000 

60.000 

25.000 

23.000 

5aooo 

21.500 

50.000 

36.500 

50.000 

39.000 

50.000 

60.000 

63,000 

36,280 

24.000 

17.760 

100.000 

loaooo 

50.000 

60.000 

50.000 

59.500 

100.000 

93.000 

100.000 

93,000 

50,000 

46.000 

100.000 

86.000 

50.000 

50.800 

50.000 

37.500 

saooo 

51.000 

97,500 

98,475 

70,000 

68.600 

34,000 

34.000 

25,000 

14.750 

25.000 

25.500 

25.000 

30,250 

25.000 

26.260 

100,000 

103,000 

25.000 

24.760 

103.000 

101.970 

12.000 

12.000 

50.000 

35,000 

50,000 

49,000 

50.000 

46.000 

25,000 

21,750 

48.000 

36,480 

34.000 

35.700 

50.000 

47.500 

1S.000 

19.800 

55.000 

42,350 

12.500 

22,250 

150 

150 

50 

50 

1.000 

1.500 

I.OOO 

1,000 

Totab  {book  Taine.  85.589.780) S5.63a200    S5.24I.965 


MISCELLANEOUS:    Thia  company  began  boeinen  in  the 
Uaned  Statoa  in  1871.  The  Commercial  Union  of  N.  Y,  the  Pala- 


tine of  London,  and  the  Union  of  London,  and  the  Hand  in  Hand 
Underwriten  of  London  are  under  the  lame  management  in  thia 
country.  The  December  31.  1916,  home  office  statement  of  the 
Commercial  Union  ahowi  capital  ■nbenibed.  £3,950,000  and  paid 
up,  £295.000.  with  total  aaeeta  of  £28,434.628  (oehiaiTe  of  tniat 
businesB  aieeta).  Conflagration  loeeea:  Baltimore.  1904.  S384,- 
115;  San  Franciaoo,  1906,  12.409.625.  San  FrueiMo  loflMS  were 
paid  by  remittances  from  home  office.  Vaiuea  of  dmoaits:  Va, 
$48,360;  Qa,  110,200;  N.  M,  10.800;  Mam,  llOaOW;  0,  llOa- 
000;  N.  Y,  S80aO0O;  N.  C,  Iia200. 


UNITED  STATES  TRUSTEES; 
Cross.  F.  B.  CampbeB. 


John  Cbffin.  Richard  J. 


FIELD  MEN  AND  TERRITORY  COVERED:  A.  H.  Wray. 
United  States  manager;  C.  J.  Hohnan  and  C.  E.  Porter,  aaawtant 
managers:  Wm.  M.  Ballard,  branch  secretary.  Jurisdiction  em- 
braces all  of  the  United  States  east  of  the  Rocky  Mountains. 
H.  C.  Eddy,  Chican>,  m,  resident  secretary;  A.  M.  Nelson, 
assistant  secretary;  T.  E.  Mathews,  agency  superintendent  for 
Western  department.  comprinngMich,  0,  Ind,  111,  Wis,  la., 
Minn,  and  Mo.  J.  F.  Edmonds,  Denver,  Colo,  resident  secretary; 
George  Sherrick.  assistant  secretary  for  Northwestern  department, 
comprising  Kan,  Neb,  N.  D,  Okla.i  S.  D,  Colo,  N.  M.  and  Wyo. 
E.  T.  Niebling.  San  Francisco,  Cai,  manager  Pacific  Coast  branch; 
R.  C.  Medenft.  assistant  manager,  coverinc  Ore,  Cal,  Nev, 
Utah,  Aria,  Warii,  Mont,  Ida,  AJas,  lower  Cal.  and  Haw.  Islda. 
L.  Monrose  4  Sons.  New  Orleans,  La,  general  agents  for  La.; 
E.  A.  Groover,  JacksonviUe,  Fla,  general  agent  for  Fb.;  Adama  4 
Boyle.  Little  Rock,  Ark,  general  agents  for  Ark.;  R.  D.  Cougha- 
nour,  Dallas.  Tex,  State  agent  for  northern  Tex.:  W.  T.  Fumess, 
Boston,  Mass,  general  agent  for  New  Ehig.  Stetes.  Special  agents: 
W.  R.  Penrose.  Hartford,  Conn,  for  Conn.;  R.  N.  Elwell.  Exeter. 
N.  H,  for  N.H.;  A.J.  Murphy,  Boston.  Mass,  for  balance  of  New 
Eng.;Qeorae  S.  Tompkins,  Albanv,N.Y,  for  eastern  N.Y.;  outside 
suburban  (ustrict:  James  M.  Hodges,  Brooklyn,  N.  Y,  for  N.  Y. 
suburban  (except  L.  I.),  and  northeni  N.  J.;  Burt  O.  Wray. 
Freeport,  L.  I,  for  iL.  I.;  Frank  W.  Young,  Syracuse,  N.  Y,  for 
western  N.  Y.;  Burling  D.  Prince,  Philadelphia,  Pk,  for  southern 
N.  J,  eastern  Pfe,  Del,  Md.  and  D.  C;  W.  R.  Adams,  Pittsburgh. 
Pa,  western  Pfe,  W.  Va.;  Hamilton  Yancey,  Rome.  Ga,  for  north- 
em  Ga,  northero  Ala.  and  northern  8.  C;  Eugene  M.  Ransom, 
Cohimbus,  Ga,  for  southern  Ga,  southern  Ala.  and  southern 
S.  C:  E.  A.  Young.  Richmond,  Va,  for  N.  C.  and  Va.:  R.  E.  L.  Lei- 
per,  San  Antonio.  Tex,  for  southern  Tex.;  R.'D.  Coughanour.  Dallas. 
Tex,  state  agent  northern  Tex.  Western  department  special 
agents:  W.  ¥.  Hawxhurst  and  Martin  Brown.  Detroit,  Mich, 
for  Mich.;  A.  M.  Cole.  I.  E.  Reidinger.  Alliance.  0.  for  0.;  W. 
O.  Chamberlin,  Minneapolis,  Minn,  for  Minn.;  J.  C.  Griffiths. 
Jr,  Chic^o,  III,  for  III.;  W.  H.  Harrison,  Des  Moines.  la,  for 
la.;  Donald  D.  Henry,  Jefferson  City,  Mo,  for  Mo.;  W.  E.  At- 
water,  Milwaukee,  Wis,  for  Wis.;  John  Stone,  and  Chas.  G.  Stone. 
Indianapofis,  Ind,  for  Ind.  Northwestern  department  special 
agents:  H.  E.  Seeds,  Topeka,  Kan,  for  Kan.;  John  Benson, 
^hhoma  City,  Okia,  for  Okla.;  H.  W.  Hicks.  Faroo.  N.  D.. 
for  N.  D.;  Ehner  F.  Davis,  Sioux  Falls.  S.  D,  for  S.  D.;  W.  H. 
H.  Cree,  for  Colo,  Wyo.  and  N.  M.;  George  B.  Gray,  Fond-du-Lao, 
Wis,  for  northern  Mich  and  Wis.  Hsnd-in-Hand  department: 
W.  H.  Herman.  Clevelaod,  0,  for  0.  and  southern  Mien.  Hand- 
in-Hand  department,  Charles  G.  Stone.  MinneapoIiB,  Minn,  for 
Minn,  N.D.  and  S.  D.;  £.  D.  McCall  Omaha.  Neb,  general 
aoent  for  Neb.;  Pacific  Coast  special  agents:  F.  J.  H. 
Manning.  San  Francisco,  Cal.;  Geo.  ¥.  Heuer,  San  Francisco, 
Cal.;  A.  E.  FieM,  San  Francisoo,  Cal.;  Geo.  W.  Swan.  Seattle,  Wash. 
H.  E.  Parkhurst.  Portland,  Ore.;  I.  M.  Fisher,  Helena.  Mont.; 
Waiter  H.  Young.  Los  Angeles,  Cal.  The  company  operates  in 
all  the  states  and  territories  of  the  United  States. 


FIRE  REASSURANCE  COMPANY,  Paris,  France. 

United  States  Manager,  B.  N.  Carvalho.  Hartford.  Conn. 
(United  SUtes  Branch  Statistics.) 


Y&ii     AsKta 


I91S 

1914 
1913 

1912 
1911 


11.671.112 

1.634.316 

1.431.fi«5 

1.202.4441 

776,496' 


Unearned 
I  Fremiuma 


S986.435 
987.333, 
802,4421 
541.531; 
256,892 


Surphis 


-I- 


$492,366 
406.798 
422.359 
547,820 
480J>03 


Net 
Premiums 


$1,394,897 

1,613.295 

1.350.691 

1.054,969 

335.564 


Total 
Income 


$1,456,405 

1,671.091 

1.397.269 

1.084.047 

345.401 


XjOSSCS 

Paid 


$991,861 

1.019.553 

757.292 

345.180 

48.395 


Expenses 


$420,393 
480.937 
401,647 
305.433 
101.183; 


Total  Ex- 
penditures 


Incurred 


$1,412,254 

1.500,490; 

l.I58.930| 

650.613: 

149,5781 


$925,546 

1,056.874 

832,156 

414.618 

87,253 


(+)  Rec'd 
iram  or 

(-)  Remit 
toH.  O. 


+$11,213 
+15,243 

+5fti986 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


FIRE  REASSURANCE  COMPANY.  Paris   France— Conhnuerf. 


Amcib,  Dae.  31, 1015.  LuBiumB,  Die.  31, 1015. 

Bonds 11.203.200    LoflBesunpdd 1183.321 

CMh 300,022    Unoarnedprans...       06«,435 

Agents* Ulanoes....        48,667    Other UabUitieB 0,000 

Intenst 10.323  

Total liabitities...  $1,178,756 
SurpluB 402,356 


Total 


11,671,112       Total 11.671.112 


Underwriting  profit.  133,024;  investment  profit,  151,135. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force,  December  31, 
1171,143,615;  premiums  thereon,  $1,836,050. 

BUSINESS  IN  U.  8.  SINCE  ADMISSION:   Premiums    n>- 


ceived.  $5,740,415;  loases  paid.  $3,133,126. 

BONDS  OWNED: 
Cleveland,  gn.  sr.,  reg.,  4^%.  1028 . . 

Cincinnati  vd.,  reg.,  ZH%^  1036 

Cincinnati,  i^.  imp.,  reg.,  4^2^.  1053 
New  Yorlc.  mun.,  reg.,  4^%.  1060. . . 
New  York,  wat.  sup^  reg.,  4>i%,  1060 
New  Yoric,  g.  et.  oorp.  stk..  reg 

1060 

N.  Y.  S..  en.  imp.,  reg..  Z%,  1057 

Atch..  T.  A  S.  Fe  R.  R.,  gn.  m.,  4%.  1005 

Atl.  C.  L.  R.  R.,  1  cs.  m..  4%.  1952 

Bait,  k  0.  R.  R..  1  m.,  4%.  1048 


4.4%, 


Fta 

Value. 

$50,000 

50.000 

5.000 

270.000 

130.000 

laooo 

50,000 
75.000 
50,000 
50.000 


Market 
Value. 

$52,500 

48.000 

5,350 

272.700 

131.300 

10.600 
40.500 
70.500 
47.000 
46.000 


Bonds  OwnwD.—Ctmt. 

Bait.  &  0.  R.  Rm  pr.  In..  3H%.  1025. .. . 

Ches.  t  0.  Ry..  m.  m.,  4H%,  1002 

Chi..  B.  A  Q.  R.  R.,  111.  Div.,  ZH%,  1040 

Erie  R.  R-  pr.  In.,  4%.  1006 

Lehigh  VaL  Ry..  1  m..  iH%,  1040 

L.  *  N.  R.  R.,  un.,  4%,  1040 

N.  Y.,  W.  ft  B.  Ry.,  1  m.,  AH%.  1046 . . 

No.  Pac.  Ry^  pr.  In.  ry.  ft  Id.  gt.,  4%, 

1007 

N.  ft  W.  Ry.,  1  08.  m.,  4%,  1006 

Ore.  R.  R.  ft  Nav.,  cs.  m.,  4%,  1046 

So.  Ry.,  1  OB.  m^  5%,  1004 

Texas  ft  Pac.  Ry.,  1  m..  5%,  2000 

Un.  Pte.  R.  R.,  1  m.,  R.  R.  ft  Id.  gt^  4%, 
1947 

Anislo-Freneh,  ezt.  1.,  5%,  1020. ..'!.'.... 


Value. 
$25,000 
50.000 
25.000 
25.000 
50.000 
75.000 
50.000 

50.000 
25.000 
50.000 
25,000 
25.000 

75.000 
50.000 


Market 
Vtlae. 

$23,250 
45,500 
21.500 
21.500 

sasoo 

71,250 
41.000 

46.500 
23.500 
46,000 
25.750 
23,750 

72,750 
47.000 


Totals  (book  value,  $1.310.180) $1,340,000     $1,203,200 


in  Conn.,  $210,000;  in  N.  Y. 


MISCELLANEOUS:    Deposi 
$200,000;  in  Ohio.  $105,000. 

UNITED  STATES  TRUSTEE:  Conn.  Tr.  ft  Safe  Deposit  Co. 
Hartford. 

TERRITORY  COVERED  IN  U.  S.:  Ark.,  Colo..  Conn.,  Dd. 
ni..  Ind.,  la.,  La.,  Mass..  Mich..  Miss..  Mont.,  Ncv.,  N.  H..  K.  J. 
N.  Y..  N.  C,  0..  Pa.,  Tex..  Utah  and  W.  Va. 


FIRST  RUSSIAN  INSURANCE  COMPANY,  Petrograd,  Russia 


United  States  Manager.  Paul  E.  Rasor.  New  York.    Organised,  1827. 
(United  States  Branch  Statistics.) 


Ybab 


1015 
1014 
1013 
1012 
1011 


Assets 


$1,608,250 
1.518,297 
1,355.737 
1,347.031 
1.161.740 


Unearned 
Premiums 


$928,660 
868,125 
832.016 
701.077, 
622.234 


Surplus 


$500,051 
496.077 
385,543 
424,113 
425.169 


Net 
Premiums 


$1,223,345 

1.130.068 

1.127,3.38 

1.134,754 

011.630 


Total 
Income 


$1,282,383 

1.193,907 

1.178,338 

1,179,845 

948,781 


Losses 
Paid 


Total  Ex- 
Expenses   I  pen(titures 


$633,445 
708,370 
610.374 
585.113 
392,030 


$604,312 
367.579 
362.313 
363,559 
297.299, 


$1,027,757 

1.075,058 

081.687 

048.672 

689,338 


Jjosses 
Incurred 


$653,067 
721.338 
618.040 
602.6.15 
413.015 


,  (■+■)  Rtc'd 
I     from  or 
(—)  Remit. 
toH.  0. 

— $60,000 

"—" 200,000 

'  —75,000 


Assna,  Dbc.  31, 1015. 

Bonds $1,401,070 

Cash 248,067 

Agents'  balances ....        37,657 
Interest 11,456 


LlABIUTIKS,  Die.  31.  1015. 

Losses  unpaid $146,463 

Unearned  prems ....       028.660 
Other  liabiUties....        33.067 


Total  liabilities...  $1,106,100 
Surplus 590.051 


Total  assets $1,698,250       Total $1,698,250 


Underwriting  profit,  $110,427;  investment  profit,  $42,647. 
RISKS  AND  PREMIUMS:    Fire  risks  in  foroe,  December  31. 


$200,538,177;  premrams  thereon,  $1,831,443. 

BUSINESS  IN   U.   S.   SINCE  ADMISSION: 
received,  $7,064,461;  losses  paid.  $3,893,034. 


Premiums 


BONDS  OWNED: 


Pitf  Maricfi 

Value.  Value. 

U.  S.  (3ov..  reg.  0..  1025.  4% $100,000  $1 10.0*« 

N.  Y.  C.  cp.  stk..  1055-56.  4% 1,034,000  1.013,32« 

N.  Y.  C.  cp.  stk..  1062.  4^^% 275.000  277.750 

Totals  (book  values,  $1,425.402) $1,409,000  $1,401,070 


MISCELLANEOUS:  This  company  was  licensed  to  tnasmet 
busbesB  in  N.  Y.  State  early  in  1907  and  writ«e  reinsurance  onl>' 
in  the  United  States.  PaulE.  Rasor  is  also  manager  of  the  Rusnas 
Reinsurance  Company  and  the  Moscow  Fire  Insurance  Company. 
Deposit  m  N.  Y..  $223,000;  in  0..  $100,000. 

UNITED  STATES  TRUSTEE:   Bankers  Tr.  Co.  N.  Y. 

TERRITORY  COVERED:  The  companv  b  Uocnsed  in  Ark. 
(}o1om  Del..  HI..  la..  La^  Mass..  Mich.,  Miss.,  Mont.,  Nev. 
N.  H.,  N.  Y.,  N.  C,  0.,  Pk.,  Tex.  and  W.  Va. 


LA  FONCIERE  INSURANCE  COMPANY.  Paris.  France.il 

General  Agents.  H.  R.  Mann  ft  Co.,  San  Francisco.  Cal.;  General  Agents  and  Attorneys,  Bertschmann  and  Maloy,  New  York. 

Organised  1870. 
(United  Sutee  Branch  Statistics.) 


- 

, 



, 

- 

— 

-  -    "    - 

(+)  R«d 

1 

Unearned 

Net 

Total 

Losses 

1 
I 

Total  Ex-  > 

Losses 

Ybab 

Assets    ; 

1 

Premiums 

1 

Surplus 

Premiums 

Income 

Psid 

Expenses   | 

penditures  i 

Incurred 

(— )  Rcmn 
to  H.  O. 

1015 

$243,505 

$0,054 

$221,582 

$38,007. 

$48,642 

$37,700 

$12,753 

$50,552; 

$20,547 

+$s.:«' 

1014 

241,027 

6,638 

214,201 

28.203: 

37.331, 

14,487 

0.150 

23,646 

27.327 

—8^ 

1013 

237,861 

7,676 

212,035 

30.600 

48.741, 

31,010 

12.807' 

44,726 

25.716. 

— «ja 

1012 

227,800 

8,300 

205.087 

40.771 

40.865 

7,204 

12.847 

20,051 

13.458 

—25.771 

1011 

235.060 

10.462 

216,627 

41.385 

50.430; 

28,864 

13.164 

42.028 

18,705 

— «.7S 

\  Transacts  marine  business. 


REPORTS  OF  FIHE  INSURANCE  COMPANIES. 
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LA  FONCIERE  INSURANCE  COMPANY,  Paris,  Fraince,— Continued. 


Aflun.  D>c.  31,  1915.  LuBiLmss,  Die.  31. 1915. 

BoAdf 1820,500    Loasesunpakl $12,179 

Ckflh 14^71  Unearned  premfl...          9,aM 

Aceati'faAkneei....  0306    Othtf  fiabalities 780 

Intefwt 1,500  

OdKTMKta 418  Totallkbilitiea...       $22,013 

Surpiu 221.582 


Total 


$343,595       Total $243,595 


UnknmtiQK  km,  $5,871;  investment  profit,  $7,485. 

RISKS  AND  PREimJMS:    Marine  and  inland  risks  in  foroe. 
Dweabet  31,  $034,740;  premiums  thereon,  $15,076. 

BUISNESS   IN   U.  S.  SINCE   ADMISSION:     Premhima 
meivtd.  $1,134,065;  loeKs  paid  $850,679 


BONDS  OWNED:                            Far  Mariwt 

Value.  Vahie. 

New  York  Cy.,  ep.  stk.,  1956,  4% $200,000  $196,000 

New  York  Cy .,  ep.  stk..  1955. 4% 25.000  24.500 


Totals  (book  vahie,  $226,000) $225,000      $220,500 


MISCELLANEOUS:  This  oomnany  tninaets  • 
business  in  the  United  States.  Its  home  office  statement  as  of 
December  31, 1913.  showed  assets  amountug  to  $0,602,831  and  a 
capital  of  $5,000,000.  $1,260,000  of  which  is  paid  up.  It  entered 
N.  Y.  State  in  1907,  mating  the  usual  statutory  deposit.  Bertaeh- 
mann  and  Maloy  are  also  agents  cS  the  General  Marine  and 
the  Switierland  General  Insuranoe  Companies. 


FRANKONA  REINSURANCE  COMPANY,  Frankfort-on-the-Main,  Ger. 


United  States  Manager.  C.  H.  Franklin.  New  York.    Incorporated  1886. 
(United  States  Branch  Statistics.) 


Ylip    Assets 


1915  I1.0G0.516 
1914  ;  864.218 
r^l3  5^,388 
VJ\2  .  5^666 
1911        528.366 


Unearned 
Premiums 


$548,084, 
460.475 
197.406 
163.205 
119.666 


Surplus 


$3.58.265 
291.794 
351.465 
372.687 
351,252 


Net 
Premiums 


$686,044, 
'  782.188^ 
276,304 
235.519' 
27.222 


Total 
Income 


Losses 
Paid 


$7I6,250t 

809.2481 

299.021i 

2.56.7051 

27.715 


$390,857 

305.098, 

146,159 

100,101 

29.473 


Expenses 


$207,262 

219.895! 

88.218 

72,505 

11.1171 


Total  Ex- 
penditures 


$598,119 

524.993 

234.377 

172.606 

40.590 


Incurred 


AasBiB,  Dae.  31, 1915.             Liabiuhes.  Dec.  31, 1915. 
Boads $573,500    Lossesunpaid $S9,167 


f*A 389,590 

A^BU'  babnccfl. . . .         29.173 
lotenst 8.253 


Unearned  prems. 
Other  liabilities. 


548.0i* 
5.000 


Total  liabilities . . .     $642.2o  I 
Surplus 358,265 


Total 


$1,000,516       Total $1,000,510 


UsdenfrHh*  profit,  $22,366;  investment  profit,  $29,970. 

RI5KS  AND  PItEMIUMS:    Fire  risks  in  force,  December  31, 
1^.530384;  pramoms  thereon.  $983,252. 

BUSCfESS  IN    U.   S.   SINCE    ADMISSION:  Premiums 
nnmd.  $2,007,277;  kMsea  paid.  $966,216. 

Par  Market 

BONDS  OWNED:                          Value.  Value. 

N.  Y.  State  bnn.  highway.  4%,  1961. . . .       $100,000  $103,000 

N.  Y.  State  Ln..  (anal  4%,  1961 100.000  103.000 

N'-Y.Cy,ep.atk,4%.1960 100.000  101.000 


Bonds  Owned.— Con/. 


Cy.  of  Clevehind.  bg.,  i%,  1924. . . . 
Del.  t  Hudson.  1  ft  r.  m..  4%.  1943 . 
Union  Pac.,  1  m.  A  1.  «.,  4%.  1947. . 
Colo.  &  So.  R.  R.,  1  m..  4%,  1929. . 
No.  Pac.  R.  R..  pr.  In..  4%.  1997. , . 

B.  4  0.  R.  R.,3>2%.  1925 

Cent.  Pac.  R.  R..  4%.  1949 


$362.9351 

388.030 

152.096! 

88.965 1 

37.941^ 

Value. 
$100,000 
50.000 
25.000 
25.000 
25.000 
25.000 
25.000 


(+)Rec'd 
from  or 

(-)  Remit 
toH.  0. 

+$16,635 
—13,863 
—65.186 
—24.543 
-f28,W9 

Market 
Value. 
$102,000 
48.500 
24.250 
22.750 
23.250 
23.250 
22.500 


Totals  (book  value.  $576,281) $575,000      $573,500 


MISCELLANEOUS:  Conflagration  losses:  Baiamore,  1904. 
$160,000;  San  Francisco.  1906.  $579,000.  The  capital  of  this 
company  is  $2,000,000.   Deposits:   N.  Y.,  $200,000;  0..  $100,000. 

U.  S.  TRUSTEE:  Bankers  Trust  Co.,  New  York. 

TERRITORY  COVERED:  The  companv  is  licenned  in  Ark.. 
Col.,  Del..  Illn  Ind..  la..  La..  Me.,  Mass..  Mich.,  Miss.,  Mont., 
Nev.,  N.  H..  N.  J..  N.  Y..  N.  C.  0..  Pa^  Tex.,  Utah  and  W.  Va. 


GENERAL  FIRE  ASSURANCE  COMPANY,  Paris,  France. 

Organised.  1819. 


United  States  Managers,  Fred  S.  James  &  Co.,  New  York. 
fUnited  States  Branch  Statistics.) 


'tAd 


1915 
1914 
1913 
I&12 

mi 


I915J25 
836.739 
839.961 

846^841 
748460 


Unearned 
Promums 


$404,395 
375,815| 
343,497 
306,105; 
221,550 


Surplus 


$438,220 
389,053 
432.126 
474,032 

483,788 


Net 

Premiums 


$465,263 
448.413 
380.562 
400.970 
315,716 


Total      I 
Income     > 


Losses 
Paid 


$493,861, 
476,727. 
408,6471 
425,9a3 
336.7491 


$224,171 

313.437 

201.936 

150.795 

68.574, 


Expenses 


$186,931 

178.695 

154.964 

156,333 

98,157 


Total  Ex- 
penditures 


Losses 
Incurred 


$411,102' 
492.132 
356.900' 
307,128 
166.731 


$219,877 

310.661 

221,498 

151,949 

84,738 


AsOTB,  Dsc.  31, 1915.  Lubiuiibs,  Dbc.  31. 1915. 

..     $775,660    Lossesunpaid $48,447 

biJSaS  Unearned  prems....       404.395 

82,353  Other  liabilities  ...         24.163 

10,580  

Total  liabilities. . .     $477,005 

Totd $923,126    Surplus 438,220 

Sid.dep.afrerlisb..  7,901 


Total 


$015,235       Total $915,225 


profit.  $24^789;  investment  profit.  $23,813. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force,  December  31. 
$S5..5I2.0$3;  pcaannns  thereon.  $706,670. 


BUSINESS    IN    U. 
received,  $2,074,715;  I< 


BONDS  OWNED: 

Cincinnati,  0.,  regn  3H%.  1925 

Cincmnati,  0..  r^..  3^%,  1936 

N.  Y.  Cy.,  reg..  4%,  1957-9 

Richmond.  Va.,  res..  4H%,  1949 

B.  k  0.  R.  R..  pr.  In.,  g.,  3H%.  1925. . . 
B.  A  0.  R.  R.,  pr.  In.,  reg.  g.,  3|^%.  1925 
Cent.  New  Eng.  Rv.,  1  m.,  g..  4%,  1961 . 
Cent.  New  Eng.  Ry.,  1  m..  reg.  g..  4%> 

1961 

C  B.  k  Q.  R.  R.,  111.  Div..  m..  3H%, 

1949 


(-I-)  Rec'd 

from  or 

(— )  Remit. 

toH.  0. 


—6.042 

—7.292 

—19.412 

—19.018 


S.   SINCE   ADMISSION: 
paid.  $948,589. 


Par 

Value. 

$74,000 

31,000 

211.000 

11.000 

98,000 

10.000 

5.000 


20.000 
56.000 


Prenuums 

Market 

Value. 

$72,520 

29,760 

206,780 

11.100 

91,140 

9.300 

4,050 

16.200 

48.160 
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GENERAL  FIRE  ASSURANCE  COMPANY,  Paris,  France— Con<inu«rf. 


Bonds  Owned. — Coni,  Fta  NCariwt 

Value.  Value. 

C  M.  A  St.  P.  Ry ..  ov.  g..  4H%,  1932 .  125.000  125.750 

lU.  Cent.  R.  R..  reg.  r.  m..  g.,  4%,  1965.  25.000  22.500 

L.  8.  A  M.  So.  Ry.,  g.,  4%,  1928 25,000  23.750 

Mn  S.  *  N.  W.  Ry..  1  m..  reg.  g..  4%.  1947  25.000  22,750 

So.  Pte.  R.  R..  1  r.  m.,  g..  4%,  1955 ... .  110.000  99,000 

Un.Pte.R.R.,lln.&r.m.,g.,4%.2008  51.000  45.900 

Anglo-Franoh,  est.  In..  5%,  1920 5a000  47.000 

Totals  (book  value.  1786.590) 1827.000  rr75.660 


MISCELLANEOUS:   Thia  oompaiiy  entered  the  United  States 
July  14,  1910.    Its  latest  home  office  statement  showed  total 


assets  amouatiag  to  68,462.955,  the  paid-up  capital  being  6400,000. 
Deposits:   nTy.,  6211,000;  0.,  6105,000;  Ya..  611.100. 

UNITED  STATES  TRUSTEE:  Cential  Trust  Co..  New  York. 

nELD  MEN  AND  TERRITORY  COVERED:  U.S.manam 
Fred  8.  James  A  Co.;  assistant  manager,  C.  B.  G.  GaiDard;  JohnB. 
Guthrie,  special  agent,  219  E.  German  st.,  Baltimore,  Md.,  for 
Fk..  Md.  wTVa.  N.  J..  N.  Y.,  D.  C.  and  New  England:  Miltoo 
P.  Vore,  special  agent,  175  W.  Jackson  Blvd.,  Chicago,  IH., 
for  lU..  Indn  Ky.  Mioh..  Minun  0.,  OMa..  Wis^  Mc  Kan., 
Neb.  and  Colo.  The  company  operates  in  Goto.,  Conn..  D. 
C  111..  Ind.,  la.,  Kan.,  Ky.,  La.,  Md.,  Mass.,  Mich.,  Mino.. 
Mo,  Neb.,  N.  J,  N.  Y.,  0.,  Okla.,  Oren  Pfc-  R.  U  Va.,  Wash, 
W.  Va.  and  Wis. 


HAMBURG  ASSURANCE  COMPANY,  Hamburg,  Germany, 

United  States  Managers,  Mutaenbeoher  A  BaUard,  Inc.,  80  Maiden  Lane,  N.  Y.    Organised,  1897. 


YSAR 

Assets 

Unearned 
Proniums 

Surplus 

Net 

Premhuns 

Total 
Income 

1915 
1914 

64.565.793 
4.183.486 

62,904.167 
3,101.859 

61.166.025 
586,544 

63.838.358 
5.823.581 

64.017.010 
5.892.740 

Losses 
Paid 


Total  Ex- 
Expenses   ,  penditures 


Losses 
Incurred 


62.454.7071 
1.532.053' 


61.223.075 
1.049.2061 


63.677.782! 
2.581.259' 


62.394.487 
1.997.903 


(+)  Rec'd 

from  or 

C-)   Remit, 

toH.  0. 


+621.811 
+325.530 


AsBBTB.  Due.  31, 1915.  LuBiLiniB,  Die.  31, 1915. 

Bonds 64.065.820   Lossesunpaid 6485,601 

Cash 358,690  Unearned  prema. .. .    2.904.167 

Agents' bahuices....        63,581  Other  liabuities. .. .        30,000 

Interest 64,282  

Other  aasets 420  Total  liabUities. . .  63.399.768 

Surphis 1,166.025 


TotalasKts 64.565.793       Total 64.565.793 


Underwriting  profit,  6362.593;  inTSstment  profit.  6195,577. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force,  December  31, 
6519,933,823;  premhims  thereon,  65,599,438. 

BUSINESS   IN   U.   S.   SINCE   ADMISSION:     Praniums 
received,  69,661,939;  losses  paid,  63,926,789. 

BONDS  OWNED: 

Akron,  0,  reg.,  4H%,  1920-1 

Akron,  0.,  wat.  wka.  ext.  &  hnp.,  c.  5H%f 

1924 

Albany.  N.  Y,  reg.,  4^%,  1916 

Buffab.  N.  Y.,  wat.,  reg.,  4^%,  1919. . . 
Chicago,  111m  S.  P.  Com.,  pk..  c,  4%, 

1918^ 

Ciereland,  0.,  cy's  portion  st.  inq).,  reg.. 

4^%,  1934 

Houston,  Tex.,  c,  4|<%,  1918 

Jefferson  Co.,  N.  Y.,  hw.  imp.,  reg.,  5%, 

19I8 

Los  Angeles,  Calif.,  so.  dist^  c,  4H9o. 

1918 

Maryland,  rd.  In.,  c  4%.  1919 

Memphis,  Tenn..  st.  imp.,  c^  6%.  1916 
Minneapolis,  Minn.,c..  4%,  1916-7 


N.  Y.  Cy,  N.  Y,  rev.,  6%.  1916. . . 
N.  Y.  Cy^  N.  Y.,  Ft.  Wash,  pk, 

3M%.1918. 
N.  Y.  Cy.  N. 


regi 


1920 


Ym  rep.  ave.  A.,  reg.,  3%, 


N.  Y.  Cy.,  N.  Y.,  dk..  reg.,  3%,  1921. . . 

Omaha.  Neb.,  r..  c.  4%,  1918 

Onondaga  Co,  N.  Y,  reg..  4H%,  1917-9 

Portland,  Ore.,  wat..  c,  4%.  1936 

San  Diego,  Cal..  wat..  c.  44%.  1918. . . 

San  Francisco.  Cal.,  exp.,  5%,  1917 

Toledo.  0.,  sc.  bldg-.  c.  iWc  1920-22. 
Yonkers.  City  ofTN.  Y..  reg..  6%,  1917. 

A.,  T.  ft  S.  Fe  Ry..  cv.,  5%.  1917 

B.  k  0.  R.  R.,  sec.  g.n..c..44%.  1917-8 
B.  k  0.  R.  R..  pr.  b..  g. ,  c,  3» 2^0, 1925. 

B.  A  A.  Ry.,  eq.  tr,  447o,  1916-8 

B,  N.  Y.  4  E.  R.  R.,  1  m..  rcn,  7%,  1916 

B.  A  Swn.  R.  Rn  I  m..  5%,  1918 

Ct.  Vmc.  Ry.,  Calif.  A  Ore.  R.  R..  c,  5%. 

1918 

Ct.  P*c.  Ry..  m.,  3>^%,  1929 

C.  ft  A.  R.  R.,  eq.,  4h%,  1916 


Pte 

Market 

Vahie. 

Vabe 

175.000 

675.750 

25,000 

27,250 

37,500 

37,500 

25.000 

25.250 

30,000 

30,000 

25,000 

26.250 

25,000 

25.250 

50.000 

51.000 

25,000 

25.000 

39.000 

39.000 

5aooo 

50.000 

63.000 

63.000 

50,000 

51.500 

30,000 

29.700 

100,000 

95,000 

85,000 

80,750 

30.000 

29.700 

5aooo 

50.600 

50,000 

48,500 

25,000 

25.000 

30.000 

30.300 

50.000 

35.700 

100.000 

101.000 

125.000 

126,250 

100.000 

100.000 

100.000 

93.000 

75,000 

75.000 

50.000 

51,000 

15.000 

15,150 

15.000 

15,150 

50.000 

45.000 

25.000 

25.000 

Bonds  Ownbd. — CotU. 

C.  ft  E.  111.  R.  R..  r.  ft  imp..  4%,  1955 . . 

C.  ft  Nwn.  Ry..  d.,  6%.  1921 

C.  ft  Nwn.  Ry.  Con  eq.  tr..  c,  4H%.  1921-2 
C.  ft  Nwn.  Ry.,  eq.  tr.  etf.,  4^%.  1923. 

C.  ft  Nwn.  Ry..  gn.  m.,  Zyi%,  1967 

C  B.  ft  Q.  R.  R.,  la.  Divn  s.  f,  m^  4%, 

1919 

C  B.  ft  Q.  R.  R..  la.  Dir..  s.  f.,  m.,  5%, 

1919 

C  M.  ft  St.  P.  Ry..  C.  ft  P.  W.  Div.,  1 

m.,  5%,  1921 

C  M.  A  St.  P.  Ry..  cv..  4H%.  1932. . . . 

C.  Ry-  1  m..  5%,  1927 

C  R.  I.  ft  P.  R.  R.,  1  m.,  6%,  1917. . . . 
C  R.  Is.  ft  Pac.  R.  Rm  1  r.  m.,  4%.  1934 
C,  St.  P»  Minn,  ft  0.  Ry.,  d.,  5%,  1930 

Dela.  ft  H.,  d.,  4%,  1916 

Erie  R.  R..  eq.  g.  n.,  5%,  1916 

Erie  R.  R.,  eq.  n.,  5%,  1919 

Erie  R.  lU  cs.  m..  7%,  1920 

Erie  R.  R.,  eq.  n.,  5%,  1921 

Fk.  E.  Coast  R.  R.,  1  m.,  4H%,  1959. . 
Hoeking  Val.  Ry.,  g.  n.,  c,  5%,  1917... 

III.  Cent.  R.  R.,  r.  m^  4%,  1955 

Kansas  Cy.  So.  Ry.,  eq.  n.,  5%,  1916. . . 
L.  Shore  ft  Mich.  So.  Ry.,  4%,  1928. . . . 

L.  ft  N.  R.  R.,  eq..  5%,  1916^ 

L.  ft  N.  R.  R.,  St.  L.  Div.,  1  m..  6%,  1921 

L.  ft  N.  R.  R.,  un.  m..  4%,  1940 

Man.  Ry.,  cs.  m.,  4%,  1990 

N.  Y.  El.  R.  R..  d.,  5%,  1916 

N.  Y.,  L.  E.  ft  W.  R.  R.,  1  cs.  m.,  7%.  1920 
N.  Y.  ft  E.  R.  R.,  2  m.  ext.,  5%,  1919. . . 

N.  ft  W.  Ry.,  eq.  tr.,  4H%,  1919 

N.  ft  W.  Ry.,  cv..  4%,  1932 

No.  Pac.  Gt.  No.  C.  B.  ft  Q.,  it..  4%,  1921 

Nwn.  Un.  Ry.,  1  m.,  s.  f.,  7%,  1917 

Penna.  R.  R..  eq.  tr..  4^%,  1921 

Penna.,  g.  hi.,  ctf.,  4H%.  1921 

St.  P.  ft  D.  R.  R.,  2  m.,  5%,  1917 


St.  P.  ft  Sioux  Cy.  R.  R.,  1  m.,  6%.  1919 

Scioto  Val.  ft  N.  Eng.  R.  R.,  1  m.,  4%, 
jggg 

So.  ft  No.'  AJa.  R.  R.,  cs.  in^  5%,  i936. . 
80.  Pte.  R.  R.,  eq.  tr.,  c,  4M%.  1916-24 

So.  Pfcc.  R.  R.,  cv.,  4%,  1929 

Un.  Pac.  R.  R.,  cv..  4%.  1927 

Winona  ft  St.  Pe.  R.  R..  1  m.,  s.  f.,  7%, 

1916 

Amer.  Dk.  ft  Imp.,  1  m.,  5%,  1921 

Amer.  Tl.  ft  Tg.,  col.  tr.,  4%,  1929 

Ayer  Mills,  cs.  ft  eq.,  44%,  1916 

Chi.  TL,  1  m..  5%.  1923 

Cleve.  Tl..  n.,  6%,  1916. 


Cumberknd  Tl.  ft  Tg.,  n.,  5%,  1916^). . . 

Lackde  Gas  Lt..  1  m.,  5%.  1919 

Mo.  ft  K.  TL  n.,  5%,  1916 

Neb.  Tl.,  n,  5%,  1916 


Par 

Market 

Vahie. 

Vahie. 

625.000 

66,500 

25,000 

26.000 

70.000 

71.400 

laooo 

10.200 

25.000 

2a750 

15,000 
85,000 


15.000 
87.550 


oaooo 

62.400 

5aooo 

51,500 

50,000 

48,500 

loaooo 

103.000 

25,000 

16.500 

25.000 

25.500 

loaooo 

100.000 

25,000 

25.000 

15,000 

15,150 

75,000 

83.250 

laooo 

10.200 

25,000 

23,500 

25,000 

25,250 

25,000 

22,500 

25.000 

25.000 

25,000 

23,750 

40,000 

4a400 

50,000 

53,500 

25,000 

23.750 

5aooo 

46.000 

20.000 

2aooo 

25,000 

27A00 

21,000 

21.420 

50.000 

50,500 

15,000 

18,300 

loaooo 

186,200 

50,000 

52,000 

loaooo 

102.000 

150.000 

153.000 

25.000 

25,500 

25,000 

26.250 

25,000 

23,000 

5aooo 

52.500 

45,000 

45,350 

50.000 

44.500 

50.000 

46.500 

35.000 

36.0S6 

25.000 

26.000 

isaooo 

136,500 

25.000 

25.000 

25,000 

25,500 

25.000 

25.000 

60,000 

50.000 

20,000 

20,400 

25.000 

25,000 

25.000 

85,000 
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HAMBURG  ASSURANCE  COMPANY,  Hamburg,  Germany— Conhnuerf. 


Bosom  Owam.—Cmd. 

S.YTll4iii.iii,4H%.l«9 

heUilk^  lm.*eol.tr..a.f^5%. 

1B7 

Cnit«dPWtiL,6%.1917 

UnitedMt,g.iL.A%.  1918 

r.S.BoU)cr^eoLtr^6%.1918 


Value. 
8201000 

25,000 
25,000 
25.000 
25,000 


Market 

Value. 
119,800 

25,000 
25,500 
25,000 
25,750 


Totili(bookTmhie.Ka70l066) $4,120500  *S4.066,820 


"Semitia  ai  per  CdrnpaoT'i  Tahwtkma;  the  item  in  AHeta  ia 
bMd  OD  lu.  Dept.  vmbatiooi. 


MISCELLANEOUS:  Thia  eompany  entered  the  United  Stetea 
and  «aa  fieenaed  to  do  buaioeaa  in  N.  Y.  State.  Mareh  12,  1914. 
Dee.  31. 1913,  ita  home  offioe  atatement  ahowed  aanta  of  $18»336.* 
804;  eapital  aubaoribed,  $2,50a00a  of  whieh  $1,000,000  «aa  paid 
up;  capital  reaerve  fund.  $087,500  and  profit  balaooe  of  $166,567. 
Ita  eluurtv  providea  for  fire  reinauranoe  and  it  tranaaeta  loeh 
boainem  thnm^iout  the  United  Statea,  being  Uoenaed  in  thoae 
atatea  where  it  b  neeeaaary  for  a  reinauranoe  oompany  to  be 
IpeeiaUsr  Boeoaed.  The  home  dBoe  owna  $193,500  of  atoek  of 
Intcnational  Ina.  Co.,  N.  Y.  Depoaita:  N.  Y.,  $215,000;  0.. 
$100,000. 

U.S. TRUSTEE:    N.Y.LifelM*Thiat Co..N. Y. 


HAMBURG-BREMEN  FIRE  INSURANCE  COMPANY, 

Hamburg,  Germany. 

United  Statea  Manager.  H.  N.  Kelaey,  New  York.    Orsaniaed,  1854. 
(United  Statea  Branch  Stotiatiea.) 


Tl4l 

Aaela 

Unearned 
IrenaiunM 

Surpbia 

Net 
Pftmiama 

Total 
Inoome 

Lcesea 

Ezpenaea 

Total  Ei- 
penditorea 

Loaaea 
Ineuxred 

(+)  Rec'd' 

munor 

(-)  Remit. 

toH.  0. 

m 
m 
m 

1912 

mi 

tl.N3J59 

UMiOlS 
196.902 
1^915 

$1,004,906 
1.116.384 
1.232.415 
1.216.421 
1.173.917 

$603401 
560.247 
560.145 
555,978 
566.955 

$1,133,929 
1.064.286 
1,299.915 
1,342.273 
1,351.971 

$1,199,344 
1.153.452 
1,370.004 
1.410.067 
1.423.050 

$744,546 
724,878 
784.296 
841.003 
820.499 

$526,114 
514.624 
562,403 
555,725 
534.553 

$1,270,660 
1.239.002 
1.346.789 
1.396.728 
1.355.052 

$688,589 
772,928 
749.101 
806,392 
874.158 

+$48,273 
+2,484 
+4.671 
+7,735 

—70.916 

Awn.  Dae  31. 1015.  LLLMuma,  Die.  31, 1015. 

^ $1,539,735    Loeaeaonpaid $106,202 

^- 34.580  Unearned jprema...    1,094.906 

Acn(^lahaca...      246,536  Other  liabilitiea. .. .        38,750 

lateBl 22,433  

(^>«to 66  Total InbilitieB...  $1,239,858 

Snrpha 603,501 

Tot»iMeta $1,843,359       Total $1,843,359 


UainritiBc  loai.  $65,604;  inTcatment  profit,  $50,586. 

BISKS  AND  PREMIUMS:   Fire  riaka  in  foree,  Deeonbcr  31, 
taillUS?:  pRBionM  thereon.  $2,212,167. 

BCSmSB  IN  U.  S.  SINCE  ADMISSION:     Pkoniuma 
noni  114.682378;  Iowa  paid.  $29,068,651. 

..  ^      BONDS  OWNED:  Vahie. 

AC,  14,4%.  I960 $10,000 


laooo 

5,000 

50.000 

55.000 

120.000 


*!!2*.0»5«j4H%.1939 
2!$*«.S.C.,r.,4%,1938 

0^  0  dto  aTe.  bg,  4  jj%.  1942 
;J&.g,3H%.194(«2 --,_ 

;.Y.^,«n>.t4.,34%.i955 loaooo 

ii^^MM%,i957 saooo 

j2*«,jLL.t.4%,1923 25,000 

™«tVa,5%;i922 15.000 

Jg«'i4V«,4%;i924 12.500 

p?*/?^-^'-  l'-n-K-.4%.I94»....  50.000 

r  I?L^-«- » a-  «..  5%.  1939 30.000 

r  u  a\^^  5- «-  *%•  ^^^ 

^"i^^- 1- *  C.  R.  R,  gn.  I  nu.  g.,  4%. 

^jj^Q^  R^  R^'ca:'i  m;  g^  4%; 

^j^^»-'*Q^'R/R^'«i^*iii.g.;5%^ 

^tjr.h:i;"4%;'i996:::::::: 

«*««  ^  aL  R7,  ca.  1  m.,  g..  4  J4%.  1999 

Uh!foaw.R.lL,  1  m..  g,5%,  1937 

MAft  ^,  1  m.  g,  5%.  1927 

I^jnle*  lUiTine  Er.,  1  m.,  g,  5%. 

i!*-^^*  T-  R.R1,*  i  "mV  gi,'4%.'  1990         KoOO 
Mo  he.  Ry,  tr,  g,  5%.  1917 10,000 

^^Jr  ^  "•  *»•  ^'  *  "•  ^  «- 

4%.  1997 

»«-By.4NaT..ea.m,  g,  4%.  1946. . . 


12.500 
3,500 
25,000 
50.000 
20.000 

3aooo 

30.000 


30.000 
25.000 
30,000 

25.000 


Market 

Vahie. 

$iaooo 

10.300 
4,850 
49,000 
59,400 
106*200 
88,000 
53.000 
25,000 
15,450 
12.125 
3.360 
23.500 
46.500 
19.400 
29.400 
32.400 
45,000 
31.800 
13.200 
24.000 
31.200 

23.250 


50,000         40.000 


80.000 

31.500 

5aooo 

43.000 

50,000 

46,500 

50.000 

41,500 

30.000 

29.700 

30.000 

31,500 

20,000 

18,200 

saooo 

32,400 

5aooo 

38,500 

lOiOOO 

8,900 

saooo 

28,200 

30.000 

27,900 

40.000 

36.800 

BOMDe  OWKBD.— Coii<. 

Ore.  S.  L.  R.  Rn  ea.  1  m.,  g.,  5%,  1946. 

Fk..  gr.  1  m.,  g.,  4H%.  ini 

PSa.  R.  R.,  ea.  m.,  g.  b.,  4%,  1943. 


Fa.  R.  R.,  ea.  m.,  ^b.,  5%,  1919 

P.,  C,  C  dc  St.  If.  R.  R.,  gr.  ca.  n.,  g.  b., 

4H%.1940 

R.  A  F.  A  R.  C.  *  !„  gn.  m..  g.,  b.,  4%, 

1997 

St.  L.  A  San  F.  R.  R.,  gn.  m.,  g.  b.,  5%, 

1931 

St.  F.,  M.  A  M.  R.  R.,  ea.  1  m.«  g.  b., 

^4J4%,1933 

S.  Val.  *  N.  E.  R.  R.,  gr.  1  mn  g.  b.,  4%, 

]gg|) 

Un.  Fac.  R.'r1,'  i  m.'*  id.  gt,  8-  bn  4%, 
1947 

Wabaah R.  lU  1  mi,  g. bi^  5%.  1939 .'.V, 


Far 
Vahie. 

$2aooo 

30.000 
15.000 
10,000 

Market 

Value. 

$21,200 

saooo 

15.000 

ia4oo 

30,000 

sasoo 

saooo 

47,500 

25.000 

25.500 

30,000 

saooo 

4aooo 

sasoo 

saooo 
saooo 

29.100 
51.500 

Totala  (book  ^ahie,  $1,515,355) $1.631,000   $1,539,735 

MISCELLANEOUS:  Thia  oompany  began  buaineaa  in  the 
United  Statea  in  1858.  On  January  1,  1915,  ita  home  ofliee  atate- 
ment dkowed  aaaeta  of  ia465,975  marka,  ita  paid-up  euaital 
bring  aOOaSOO  marka  Qnehidina  3,531,000  marka  atoekholdm' 
notee).  Conflagration  toaaea:  Baltimore.  1904,  $103,150;  San 
Frandaoo,  190a  $1,612,201.  San  Franciaoo  kMna  were  paid  by 
remittancea  from  home  offioe.  Valuea  of  special  depoaita:  Qa., 
$ia200;  N.  C,  $iaOOO;  Va.,  $3a985. 

UNITED  STATES  TRUSTEES:  William  Schall,  Jr.,  Henry 
R.  Kunhardt,  John  Achelia,  Heniy  A.  Caeaar,  Guetav  Schwao, 
New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  N.  Kel- 
aey,  123  William  at..  N.  Y.,  manager  in  U.  S.;  0.  Aschermann, 
aecretary.  Territorial  juriadietion  of  U.  S.  bead  office,  entire 
U.  S.  M.  F.  Bartlett,  Wato^lle,  Me.,  special  a«ent  for  Me.  and 
N.  H.;  H.  E.  Burns,  Boston.  Mass.,  special  agent  for  Conn..  MasR 
and  R.  I.;  John  M.  Dom,  Fittsburg,  Pk.,  special  agent  for  western 
Fa.,  weatem  N.  Y.  and  Md.;  J.  J.  Giarland,  New  York  City, 
special  agent  for  N.  Y.  suburban  territory;  C.  B.  Patterson, 
Columbus,  0..  special  agent  for  0.  and  W.  Va.;  Chas.  H.  Phil- 
brook,  New  York  City,  special  agent  for  eastern  Pa.,  Del.,  N.  J. 
and  eastern  N.  Y.;  Wm.  A  Jack,  Kansas  City,  Mo.,  state  agent, 
Chas.  Brough,  assistant  state  agent  for  Mo.,  Neb.  and  Kan.;  J. 
O'Brien  ¥iny.  Grand  Haven,  Mich.,  state  agent  for  Mich,  (bwer 
peninsula)  and  Ind.;  Earnest  J.  Miller.  Denver.  Colo.,  state  agentfor 
Colo,  and  Wyo.;  Wm.  J.  Nolan,  Ins.  Exch.,  Chicago,  III.,  state  a^t 
forUl.,  Mich.,  Minn.,  N.  D.  and  Wb.;  John  L.  Smith,  Louisville, 
Ky.,  special  agent  for  Ky.  and  Tenn.;  John  W.  Gordon,  Rich- 
numd.  Va..  general  agent  for  D.  of  C,  N.  C.  and  Va.;  FattiUo  A 
Travia,  Athmta,  Gs.,  general  agenta  for  Ala.,  Fla.,  Ga.  and  S. 
C;  Leon  Irwin  A  Co.,  New  Orleans,  La.,  general  agenta  for  La.; 
J.  0.  Homberger,  San  Antonio,  Tex.,  general  agent  for  Tex.; 
Tom  E.  Earp,  Ardmore,  OUa.,  special  agent  for  Ark.  and  Okla.; 
Marseh  k  McLennan,  San  Frimcisoo,  Cal.,  managers  Pacific  Coast 
dept.,  embracing  Aria.,  Cal.,  Idaho,  Mont^  Nev.,  Ore.,  Utah  and 
Wash.  The  oompany  operates  in  all  the  Statea  and  territoriea 
except  Miaa.,  N.  M.rS.  D.  and  Vt. 


206 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


INDEMNITY  MUTUAL  MARINE  ASSURANCE  COMPANY.  Ltd. 

London,  England. 

United  States  Attorneys,  An^eton  &  Cox,  New  York.    Organiied,  1824. 
(United  States  Branch  Statistics.) 


Ybab 

Assets 

Unearned 
Premiums 

1915 
1914 
1913 
1912 
1911 

$645,956 
529.891 
490.804 
499,219 
463,517 

$107,988 

107.251 

95,571 

87.123 

.68.122 

Surplus 


$.398,908* 
351.965 
328.263 1 
294.445' 
328.273' 


Net 
Premiums 


$447,412 
371.723 
320.395 
347.978 
339.488 


Total 
Income 


$465,865 
388.264 
335.445 
362,649 
355.819 


XjOSSCS 

Paid 


$227,500 
190.457 
202,135 
137,190 
139.015 


Expenses 

$96,989 
71.445 
80.468 
61,339 
46.100 


Total  Ex- 
penditures 

Losses 
Incurred 

$334,489 
261.902 
282,603 
198.529 
18.5.115 

$267,889 
185,740' 
195,217 
170.755 
132,169 

Remit. 
to  H.  0. 

$46,694 

80,165 

58.431 

113.821 

168.322 


A88B1B,  Dbc.  31,  1915. 

Bonds $384,600 

Cash 182.263 

Agents'  balances. . . .  52,019 

Interest 3,592 

OtherasKts 23,482 


LlABILITIXS,  DflC.  31,  1915. 

Losses  unpaid $123,862 

Unearned  prems. ...    '    107.986 
Other  liabilitiea...         15,200 


'Total  liabilities . . .     $247,048 
Surplus 398.908 


Total  assets $645,956       Total $645,956 


Underwriting  ivofit,  $67,061;  investment  profit.  $16,173. 

RISKS  AND  PREMIUMS:  Marine  and  inland  risks  in  force. 
December  31,  $10,618,195;  premiums  thereon,  $186,553. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums rooeivod, 
$7,562,444;  losses  paid.  $4,930,116. 

BONDS  OWNED: 

N.  Y.  cp.  stk.,  1956,  4% 

N.  Y.  cp.  atk..  1963, 4H% 

in.  Cent.  R.  R..  col.  tr.  1.  n.  o.  t..  1953, 4% 


Par 

Market 

Value. 

Value. 

$200,000 

$199,600 

15.000 

15.900 

50.000 

43.000 

Bcvne  OwrrsD. — Coni. 

N.  Y.  &  P.  R.  R.,  1  cs.  m.,  1993.  4%. 
B.  &  0.  R.  R.,  prior  In.,  1925.  3H%- 
A.  T.  k  S.  F.  R.  R..  1995.  4% 


Par 
Vahie. 

$5aooo 

40,000 
50.000 


Market 
Value. 

$45,500 
37.200 
47.000 


Totals  (book  value.  $407.766) $405,000      $384,600 


MISCELLANEOUS:  This  company  becan  bosmess  in  the 
United  States  in  1889.  It  has  a  deposit  with  trustees.  $140,000, 
in  addition  to  the  deposit  with  the  New  York  State  Insurance 
Department.  Deposit  in  Man.,  Can.,  $10,400.  Its  home  office 
statement  (December  31,  1914)  showed  surjrfus  over  capital  and 
all  other  liabilities  $7,525,595.  the  paid-up  capital  being  $1,005,000. 

UNITED  STATES  TRUSTEES:  Herbert  Appleton.  Douglas 
F.  Cox. 

TERRITORY  COVERED:  The  company  is  licensed  in  Ark^ 
Cal..  Colo..  D.  C,  III..  Ind.,  la..  La..  Md.,  Mich.,  MimL.,  MisSm 
Mo..  Neb..  N.  J..  N.  Y..  Pa,  Tenn.,  Tex..  Wash. -and  Wis. 


INTERNATIONAL  REASSURANCE  COMPANY,  Vienna,  Austria. 

United  States  Managers,  Mutsenbeober  &  Ballard  (Inc.),  New  York. 
(United  States  Branch  Statistics.) 


Y«AR 

1  Unearned 
Assets       Premiums 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

1915 
1914 
1913 

$1,099,790,       $533,961 
874,808-         394,830 
554,068           67,805 

$468,151 
411,411 
451.179 

$702,000 

603,696 

33.901 

$737,733 

717.424 

,14,668 

$329,233 
178,746 

$219,536 

214,842 

281 

$548,769 
393,588' 

281 

AssBTB,  Dbc.  31. 1915. 

Bonds $864,725 

Cash 209.845 

Agents'  balances ....  15.463 

Interest 9,757 


LiABiunis,  Dbc.  31, 1915. 

Losses  unpaid $69,308 

Unearned  prems. . . .       533,961 
Other  liabilitiea....        28,370 


Total  liabilitiea. . .     $631,639 
Surphis 468.K1 


Total  assets $1,099,790       Total $1,099,790 


Underwriting  loss.  $15,396;  investment  profit.  $34,514. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force,  December  31. 
$82,110,656;  premiums  thereon,  $958,457. 

BUSINESS  IN  U,  S.  SINCE  ADMISSION :  Premiums  received. 
$1,429,597;  losses  paid.  $500,978. 

BONDS  OWNED: 

Chicago,  lU.,  jdg.  f.,  c,  4%.  1919-21 .... 
Cincinnati.  0.,  i^.  ext.,  reg..  3^%,  1955 
Cincinnati  Ry.  Tm.,  reg.,  3H%.  1965. . . 
Jersey  Cy.,  N.  J.,  assess,  g.,  5%.  1923. 


New  Rochelle.  N.  Y.,  mun.  imp.,  reg., 
4>4%,  1917-20 

N.  Y.  Cy.,  cp.  stk.,  reg.,  4%,  1956 

Pittsburg,  fti.,  c,  4»i%,  1918 

Pittsburg,  Pa.,  c.  4K%.  1922 

PortUnd.  Ore.,  wat.  In.,  c,  5%,  1917 — 

San  Diego,  Cal..  pk.  imp.  f.,  c,  4H%t 
1918-20 


Par 

Market 

Value. 

Value. 

$25,000 

$25,000 

11.000 

10.450 

150.000 

141,000 

25.000 

26.250 

25.000 

25.300 

255.000 

249,900 

30,000 

30,000 

15,000 

15,150 

14.000 

14.140 

25,000 


25,000 


Bonds  Ownbd. — Cont. 


,  4H%.  1918-20. 
wat.,  reg.. 


iyi7- 


Ot 


San  Francisco.  Cal.,  Mun.  St.  Ry..  5%, 
jg22 

Toledo,  6..  sc.  bl 
Watervliet,   N. 

1921-22 

W.  Chi.  Pk!  Com.,  c,  4%,  1925 

Yonkers,  N.  Y.,  tax  sale,  reg..  5%.  1916. 
Youngstown,  0..  mun.,  c,  5%,  1917-21.. 
C,  B.  a  Q.  R.  R.,  gn.  m.,  47o.  1958  . . . 
Un.  Pac.  R.  R.,  1  In.  k  r.  m.,  4%,  2008.. 
Amer.  Tl.  k  Tg.,  col.  tr.,  c.  4%.  1929. .. 
Laclede  Gas  Lt..  1  m.  g.,  5%,  1919 


Losses 
Incurred 


$334,262 
221.749 


Reimt. 
from  H.  0. 


+  $37,621 
—16.838 


Par 

Market 

Value. 

Value. 

$5aOOG 

$5L115 

40.00( 

40,550 

40.00( 

1           41.050 

25,00(1 

1           25.000 

25.00( 

►           25.000 

25.00C 

25,620 

15,00( 

1           13.950 

35.00( 

1           31,500 

25,000 

1           22.750 

25,00( 

1           25.500 

Totals  (book  value,  $850. 152) $880,000       $864,723 


MISCELLANEOUS:  This  company  formerly  tranaaeted  a 
casualty  reinsurance  business  in  the  Umted  States,  but  in  1913  it 
changed  its  charter  and  is  now  licensed  to  do  a  fire  retnaoranee  busi- 
ness only.  Home  office  statement  Dee.  31,  I9I3,  shows  a  capital 
rif  $500,000,  a  capital  reserve  fund  of  $120,000  and  a  x>rofit  bal- 
ance of  $56,563. 

U.  S.  TRUSTEE:  N.  Y.  Life  Ins.  k  Trust  Co. 

TERRITORY  COVERED:  The  company  is  licensed  ia  (saeh 
states  where  it  is  neoessarv  for  a  reinsurance  company  to  \x 
spocially  licensed)  Ark.,  Colo..  Del.,  111..  Ia.,  La..  Maaa.,  Mich., 
Mist?..  Mont.,  Nev.,  N.  H.,  N.  J..  N.  Y..  N.  C,  0..  Pa^  Tea. 
Utah  and  W.  Va. 
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JAKOR  INSURANCE  COMPANY,  Moscow,  Russia. 

United  States  Maaagen,  Muteenbeoher  k  Ballard.  Inc.,  New  York.    Organiied.  1872. 

(United  States  Branch  Statistics.) 


Yuf    .49Beta 


1115 
1914 
1913 
I'^IS 

1911 


SUU.MK 

2^353 
2.611.069 
2.499.135, 
U942^2; 


Unearned 

^xClDBIlUDS 


12,216,355 
2,004,553 
1,596,219 
1.675,839 
1.249.556 


Siuphis 


$642,384 
480.479 
696.943 
505.062 
465.563 


Net 

PremiumB 


12.803.520 
2.822.425 
2.502,350 
2.559.276 
1.895,718 


Total 
Inoome 


$2,927,542 
2.984,652 
2,006,811 
2,034.876 
1.961.930 


Paid 


$1,639,429 
1,769.349 
1.619,569 
1.218.930> 
1.070,390! 


$917,689 
927.006 
720.427 
766,908 
536.691 


Total  Ex- 
penditures 


$2,557,118 
2.696.355 
2,339,996 
1.985.838 
1,607.081 


Incurred 


$1,631,775 
1.823.672 
1,094.909 
1.273.073 
1.081.391 


(f )  lUw'd 

m>m  or 

(-)  Remit 

toH.  0. 


+$79,728 
—75,574 

—125,000 
—75.000 

— 18a000 


kasm.  Dbc.  31. 1915.  Lunums.  Dnc.  31. 1915. 

B«d9 $233a429    LoaMSonpaid $382,766 

Ctth 344,113    Unearned  prems....    2,216.255 

Ai^iti'bdbaeeB....      100^775    Other  liabilities.. . .        74.500 

latoB^ 40.589  

Total  liabiUtiee..  $2,673,521 

Surplus 642,384 

TcliltBKti $3,318^905       Total $3,315,906 


UfldervritiBKkMB,  $37,671;  investment  profit,  $119,195. 

RISKS  AND  PREMIUMS:   Fire  risks  in  foroe,  December  31, 
I3S6.492.8S8;  piemiums  thereon,  $4,274,105. 


BCSKESS  IN  U.  S.   SINCE   ADMISSION: 
r««n«d,  tUjBiaoeO;  loans  paid.  $8,294,070. 


B0KD8  OWNED:  Par 

Value. 

Airaa,0,ref,4H%.1919 $25,000 

B»ltaM«,  Md,  ».  In^    reg.,    ihi%, 

1«»-2I   50,000 

Woaare,  MA,  m.  imp.  In.,  reg.,  4%, 

J«l 50,000 

BcBtw,  Mis^  pk.  ooos^  reg,  4%.  1918  35,000 

BoiS6a.MMi,reg.,3H%.1028 50.000 

BAlo.N.Y,wg,4H*:^1917 25.000 

Mtia,  S.  Y,  gl  cross.,  reg.,  3H%.  1917  16.000 

BAte,N.Y,^^peg^  4%,  1959 50,000 

«&fc.N.Y,i*,reg..4%.1961 50.000 

pJ321-2   30,000 

^«.  0,  reg.,  tax,  59^c,  1920 20.000 

JjKi|a.Il,bg..c.4^c.  1«1» 25.000 

^Jitiex  IIU  cy.  ball.  c.  4%,  1920 25.000 

Cba|io  SaiL  Dist,  man.,  c.  4%,  1916. .  25,000 

;.'"'^j.0.reg,5%.1916 50.000 

'.^etsd,  0,  ng,  44%.  1917-20 50,000 

'  «<Co- ra-reg.  4%,  1918 26,000 

^5t<a.0,ng,5^cvI925 25.000 

t.  Sde  LcTw  A  San.  Dist.,  E.  St.  L., 

M917 20000 

^aS  R,  llttL.  wat.  h,  reg..  3^%."  1934  25;000 

^^  ^-  "^-^  "•  ^-  '«-  ^^%^ 

i»W 25000 

G^  Bap,  Mick,  ^rat.  art.;  reg..  4%, 

iMl  50000 

HitfJiriCW,  num.  g,  r,  4^%,'  1933  25;000 

fl3*os  Co.  N.  J,  bg,  c,  4H%.  1039 . .  75,000 

&  S-  i-  -J-  ««^  g^  reg,  5%,  1923  25.000 

«*y  %  N.  J,  bos.  g,  c.,  4%,  1935. .  50,000 

^am  Cy  Mp,  .  «,  4H%,  1930 50.000 

rfLP^  S"'*-  ^-  8-  c-  '*H%.  1931  25.000 

^eTOtoB.Me,wrt.hi,c,5%,1917....  20.000 
U  Ajipfci.  Cal,  bsr.  imp,  reg,  4H%. 

,^»H     60.000 

Jf™^  »•  fn  c,  4H%,  1916 50.000 

Mirylteir(kliL,e,4%.1919 50,000 

»^^  Tenn,  police,  sta.  A  f .  e.  h,  c, 

J-j':;,l«0 25.000 

Jfiiseapafe,  Bfiaa,  e,  47e.  1017 25.000 

M?a«»i«o|a.  iCm,  reg,  4%,  1918 25.000 

aaaapofa,  Mian,  perm.  mp.  rev.  f, 

J^4*:^19«,     25.000 

Jt.  VtfMii,  N.  y:«.  h,  reg,  4M%.  1919  10.000 


Praniums 


Market 

Vaho. 

$25,260 

50.500 

49,000 
35.000 
47,500 
25.250 
14.850 
50.000 
50,000 

50.500 
20.600 
25,000 
25.000 
25.000 

saooo 

50.620 
25.000 
26.750 

20.000 
23.000 

25.750 

48.500 
26.250 
77,250 

15.075 
26,250 
49.000 
51,500 
25.000 
2a200 

50.600 
60,000 
50.000 

25.000 
25.000 
25.000 

24.500 
10.100 


Bonds  Ownxd. — Cont.  Pkr  Market 

Value.  Value. 

Nashville,  Tenn,  perm,  imp,  e,  5%.  1922  $25,000  $25,500 

Newark,  N.  J,  corp.,  reg,  4%,  1930 50.000  49.500 

Newburch.  N.  Y,  wat,  reg,  4%.  1930. .  25.000  34.750 
Newcastle,  Del,  bldg  com.  g,  reg,  4H%. 

1929^2 50.000  50.500 

New  RoebeDe,  N.  Y,  mun.  imp,  reg., 

4H%,  1916-20 25.000  25,200 

N.  Y.  ^,  Corp.  stk,  reg,  4H%.  1957 . .  200.000  212.000 
N.  Y,  State  of,  b  hwy.  imp,  reg,  4%, 

1958 50,000  51.500 

Norfolk.  Va,  app,  reg,  4H%.  1940. .. .  25.000  24.500 

Norfolk,  Va,  imp,  reg,  AHVc  1942 ... .  25.000  24.500 

N.  C,  reg,.  8%.  1919 40.000  42,400 

Omaha,  Neb,  c,  4H%,  1 924 15,000  15.300 

Omaha.  Neb,  c,  4H%.  1934 10.000  10.300 

Fktereon,  N.  J,  se,  reg,  4%.  1934 ....  4 .  25.000  24.250 

Peoria,  III,  bg,  c.  4%,  1921-2 25,000  24.750 

Pitts,  Pk,  0,  4K%.  1919 35.000  35,850 

Pitta,  Pk,  sc.  diet,  reg,  4  K%.  1922 ... .  35.000  85.350 

Pittsburgh.  Pa,  b,  reg,  3^4%,  1930. . . .  3a000  27.000 

Portland,  Ore,  wat,  c,  4%.  1934 50,000  48.500 

St.  L,  Mo,  reg,  3}<%,  1922 50.000  48,000 

St.  L,  Mo,  c,  4%.  1929 25.000  25.000 

Salt  Lake  Cy,  Utah,  r,  e,  4%.  1921 ....  20.000  19,600 

San  Diego.  Cal,  mun.  imp,  reg,  5%.  1917  20,000  20.200 
San  Francisco,  Cal,  hall  of  justice,  c,  5%. 

1927-30 50.000  62.000 

Seattle.  Wash,  garb,  e,  4H9o,  1918. . . .  20.000  20.000 
Syracuse,  N.  Y..  m\m.  imp,  reg,  4H%. 

1916-20 , 5a000  5a420 

Taseweli  Co,  Va,  rd.  k  bg,  reg,  5%, 

ll^M 20.000  20.400 

Toledo.  0,  bg,  reg,  4>^%.  1933-8 100.000  107.000 

Toronto.  Ont,  gn.  cs.  1.  d,  c,  4%.  1921-48  39.663  38,834 

Trenton.  N.  J,  cy.  hall,  ceg,  4%,  1939.  43,000  41,710 
WatervUet,   N.  Y,  wat,  reg,  4H%, 

1923-« 50,000  51,500 

Westchester  Co,  N.  Y,  alms,  ext,  reg., 

4*^.1939 30,000  29,700 

W.  Chi,  pk.  com.  reg,  4%,  1923 25,000  25,000 

W.  Hoboken.  N.  J,  r,  e,  5%,  1940 25.000  27.250 

White  Plains.  N.  Y,  tax  ddf,  reg,  5%, 

1919 25.000  26,750 

Woonsocket.  R.  I,  f ,  c.  4H%.  194 1 ... .  25.000  26.000 

Yonkers.  N.  Y,  ass,  reg,  5%.  1916 50.000  50.000 

Yonkers.  N.  Y,  rev,  reg,  4H%.  1917 . .  50.000  50.500 

Youngstown,  0,  reg,  tax,  5%,  1916-20  25.000  25.530 

Totals  (book  value,  $2.868. 139) $2,807,663  *$2.830.569 


*Seeurities  as  per  Company's  vahiations;  the  item  in  Asseto  is 
based  on  Ins.  Dept.  valuations. 

MISCELLANEOUS:  The  company  transacta  a  fire  reinsurance 
busineaB  only  in  the  United  States  and  operates  in  all  of  the  States, 
being  licensed  in  such  States  where  it  is  necessary  for  a  reinsuranoa 
company  to  be  specialb^  admitted.  Ite  home  office  statement 
as  of  December  31, 1914,  showed  assets  amounting  to  $13,360,506. 
Ita  paid-up  capital  is  $1,250,000  and  its  profit  balance  (Mr  reserve 
capital  $283,073.   Value  of  deposit  in  0,  $100,000. 


UNITED  STATES  TRUSTEE: 
Trust  Company,  New  York. 


New  York  Life  Insurance  ft 
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THE  LAW  UNION  AND  ROCK  INSURANCE  CO.,  Ltd., 

Lcmdon,  England. 
United  Statee  Manages.  ^1  k  Henahaw,  New  York.    Orfsaniied,  1806. 


lanagi 


nited  States  Branch  StaUstiot.) 


Yiiui 

AflRtS 

Unearned 
Premiums 

Surplus 

Net 
Pkvmhuns 

Totol 
Inoome 

Losses 
nud 

Bzpenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)  Rec'd 

from  or 

(-)   Ranit. 

toH.  0. 

1915 
1014 
1913 
1912 
1911 

11,347.319 

1.320,888 

1.273.209 

889.125 

846.187 

1411,000 
392,149 
448,472 
451.101 
423.880 

8877,883 
875,292 
769,734 
369,063 
359.970 

1464.927 
372.514 
448,811 
511.403 
467.243 

1515,284 
422,821 
479.556 
541,645 
494.293 

1254.313 
290,055 
278,985 
312.243 
245,869 

1184.848 
151.006 
180.563 
202.404 
197,050 

$430,161 
441.061 
468,548 
514.647 
442.919 

$250,360 
292,489 
266,514 
305,670 
246,496 

—$60,064 

+  .47,284 

+383.379 

+33,105 

+95.048 

Ajsan,  Dk.  31, 1915. 

Bonds  and  stocks. ..  $1,177,635 

Ossh 43,535 

Acents'  balances. . . .  83,589 

Interest ia022 

Othcraasets 32.538 

Total  assets $1,347,319 


LiAMumB,  Dsc.  31, 1915. 

Losses  unpaid $46,741 

Unearned  prems....      411,000 
Other  liabilities....        11,695 

Total  liafaUities . . .     $469,436 
Surplus 877,883 

Total $1,347,319 


Undertniting  profit,  $11,451;  investmoit  profit.  $51,205. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force.  December  31, 
$80,450,030;  pr«miums  thereon,  $807,606. 

BUSINESS   IN   U.   S.   SINCE   ADMISSION:  Firemiums 
received.  $7,075,186;  loans  paid,  $5,491,895. 

BONDS  AND  STOCKS  OWNED:  Fte  Market 

Bonds.  Value.  Value. 

Cincinnati,  0..  3.65%,  1937 $52,000  $51,480 

Cleireland,  0..  gd.  cross..  4%,  1040 50,000  52,000 

N.  Y..  N.  Y..  fire  dept..  3H%,  1941 ... .  5.000  4,500 

N.  Y.,  N.  Y.,  rap.  tran.,  3^%.  1052 ... .  200,000  176.000 

N.  Y,  N.  Y.,  4%,  1956 61,000  59.780 

N.  Y.,  N.  Y.,  4V4%.  1957 05,000  100,700 

N.  Y.,  N.  Y.,  Rup.  of  wat.,  4^%.  1957 . .  35.000  37, 100 

N.  Y.,  State  hwy.  imp.,  4%,  1960 7.000  7.210 

Portland.  Ore.,  wat.,  5%,  1923 35,000  36.400 

Portland,  Ore.,  ferry.  5%,  1023 15.000  15,600 

Richmond.  Va.,  4%.  1926 50,000  48.000 

A..  T.  k  S.  Fe  Ry..  ev..  4%,  1955-60. . . .  18,000  19.440 

Del  A  Hud..  1  r.  m..  4%,  1043 75.000  72.750 

lU.  Cut.  R.R..  4%.  1953.1 10,000  8.600 

L.l8.R.R..r.m..4%.1049 'SaOOO  43,500 

N.  Y. C. &H.  R,  R.  R., L. S. col.. 3H%, 

1998 147.000  123,480 

P.,C..C.&St.L.R.R.,4H%,1940...  35,000  85,350 

Standard  Qs.  Lt..  N.  Y..  1  m.,  5%,  1030.  2a000  20,400 


Boflsa  AMD  Srocu  Ownid.— CotU.  P^  Market 

Stocu.  Value.  Vahie. 

Alltthenyft  Western  Ry,gr $30,000  $39,800 

aTT.  A  S.  Fe  Ry.,  p 53,500  54,570 

C.  A  Gt.  Western  R.  R.,  p 55.000  22.000 

Minn.,  St.  P.  A  S.  Ste  M.  Ry 75,000  68.500 

Pitts.,  Ft.  W.  A  C.  Ry,  gr 2,500  4,025 

Pitts.,  Pt.  W.  4  C.  Ry.,  gr 40.000  64.400 

Ren.A8ar.R.R..gr 12.500  22,250 

Total  (book  vahie.  $1.261.085) $1,228,500  $1,177,635 


MISCELLANEOUS:  This  company  began  busmess  in  the 
United  States  in  1897.  The  home  office  statement  oo  December 
31.  1914.  showed  assets  amounting  to  £9.739.637.  the  paid-up 
capital  being  £416,726.  The  fire  insurance  income  for  1914  was 
£257.889.  and  the  fire  and  general  reserve  fund  on  that  date  stood 
at  £298.400.  Confiagration  kwes:  Baltimore.  1904.  $111,474: 
San  Fhrndsoo,  1906,  $2,338,000.  San  Francisco  losses  irerepaid 
by  remittances  from  home  offioe.  Deposit  in  Ohio.  $102,000:  in 
N.  Y..  $236,000. 

UNITED  STATES  TRUSTEES:  Union  Trust  Co,  Now  Yorit. 

HELD  MEN  AND  TERRITORY  COVERED:  HaU  A  Hen- 
sbaw,  U.  S.  managers,  49  John  St.,  New  York,  covering  Coul, 
Del.,  D.  C.  111.,  Ind.,  Md.,  Mass..  Mich.,  Minn..  Neb^  N.  J^ 
N.  Y,  0-  Pan  R.  I..  W.  Va..  Wis.  Special  agento:  Waher 
G.  Stone,  J.  H.  Ridgway,  and  Alvin  P.  Lloyd,  A.  F.  Shaw  A  Co., 
Chicago,  managers  for  Cook  Co.,  111.;  Harrv  H.  Smith,  San  F^an- 
euNW,  manager  for  Pacific  Coast,  covering  Alas.,  Aris.,  Cal..  CoU 
Ida.,  Mont.,  Nev.,  Ore.,  Utah,  Wash.,  Wyo.;  special  sgenta,  J.  P. 
CsrroU,  E.  M.  Brodenston  and  N.  L.  Nelson;  J.  E.  E.  IMnu, 
Montreal  manager  for  Can.  The  company  operates  in  Alas.. 
Arbn  Cat.,  Colo.,  Conn..  Del..  D.  C,  Haw..  Ida.,  III.,  Ind.,  Md^ 
Mass.,  Mich.,  Minn.,  Mont.,  Neb.,  Nev..  N.  J.,  N.  Y.,  C,  Ore., 
Pa.,  R.  I.,  Utah,  Wash.,  W.  Va.,  Wis.  and  Wyo.  and  in  the  Domin- 
ion of  Canada. 


LIVERPOOL  AND  LONDON  AND  GLOBE  INSURANCE  COMPANY, 

Ltd.,  Liverpool,  Eng.§ 

Manager,  H.  W.  Eaton;  Deputy  Manager.  Geo.  W.  Hmrt,  New  York;  Asnstant  Deputy  Manaser, . 
Superintendent,  T.  A.  Weed;  Manager.  W.  S.  Warren,  Chica^;  Manager.  Clarence  F.  Low, 

Robert  P.  Fabj.  San  Francisco.    Organised.  1836. 
(United  States  Branch  Statistics.) 


J.  B.  Kremer,  New  York;  Agency 
New  Orleans:  Manager, 


Ybar 

Assets 

Unearned 
Premiums 

Surplus 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

,  (-f-)  R«'d 
Losses     '    from  or 
Incurred    ,(— )    Remit. 
;    toH.  0. 

1915 
1914 
1913 
1912 
1911 

14.820,207 
14.773,050 
14.261.648 
13.736.765 
13.793,706 

18,621.423 
8.632.933 
8.503.922 
8,289.096 
7.893.000 

14.847.562 
4.811.587 
4.629.018 
4.013,519 
4,491.173 

•$8,957,563 
8.667,549 
8.908.995 
8.886,107 
8,393,317 

$9,411,437 
9,250.633 
9.322.393 
9.352.204 
8.845.724 

•$5,237,375 
5.202.918 
4.740,674 
4.859.553 
4,556.104 

$3,270,149 
3.198.626 
3,048,507 
3.197.838 
2.853.934 

$8,507,524 
8.401.544 
7,789,181 
8.057.391 
7,410,038 

$5,196,861     —$789.55:^ 
5.857,083      —378533 
4,641.618   — 1.03a496 
4,796,122   — 1.3ia657 
4,455,135    -1.338.013 

Unearned  premiums  include  amounts  reclaimaUe  on  perpetual  policies, 
marine  Ic 


•Includes  $826,594  marine  premiums  and  $3d9,916 


Abbstb,  D«c.  81. 1915. 

Real  estate $1,664,729 

Mortgage  loans 2,776,464 

Bonds  and  stocks . . .  6,225,600 

Gssh 1.659.988 

Agents'  balances ....  2.366.360 

Interest  and  rents. . .  106,591 

Other  assets 20.475 


LuBiLiTiBS,  Dae.  31. 1915. 

Looes  unpaid $1,076,426 

Unearned  prems 8,445,646 

Pcrp.  dep.  reel. .' . . .       1 75,777 
Other  lial^ties...       274.796 


Total  liabilities...  $9,972,645 
Surplus 4.847.562 


Total 


.  $14,820,207       Total $14,820,207 


f  Transacts  fire  and  marine  businesB. 


Underwriting  profit,  $436,658;  investment  profit.  $399,739. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  (exoept  per- 
petuals),  December  31.  $1,583,699,557:  premiums  thereon,  $15.- 
753,228;  marine  and  inland  ridu  in  force,  $28,803,764;  premiums 
thereon,  $690,903;  perpetual  fire  risks,  $6,808,699;  deposit  premiums 
thereon.  $185,028. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Ptvraiums 
received.  $250,837,978;  losses  paid,  $148,028,982. 

REAL  ESTATE  OWNED:  Comprises  10  psrcds,  of  which 
the  combined  book  value  is  $1,601,983,  and  the  market  Taloe  i* 
$1,664,729.  The  locations  of  the  buildinn  and  their  reapc«tiv« 
book  and  market  values  are  as  follows:    N.  Y..  45  William  st^ 
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BONDS  AND  STOCKS  OWNED:  Pkr  Market 

BoiiD*.  Value.  Value. 

Vm*jeA9Ma,  4^0,1925  $10,000  111.000 

U. S. Gort.  Pan^  3^.  1981 7.500  7.650 

BtnaBlo  Co^  New  M ex^  5<7).  1021 ... .  5.000  5. 100 

GeofiM,  r..  4ii%.  1939    10.000  10.400 

Nfw  Yoft  en- 3*^,  1023-58 543,000  538,170 

Vcw  York.  fawy.  imp..  4%,  1968 100.000  103,000 

Cerebnd.  0.  rr.  imp..  4<^c.  1926 50,000  51.000 

CWv^bad.  0^  pk.  imp.,  4<  r.  1927 50.000  51.000 

X?w  York.  N.  V;  M^  3»^^7.  1922 125,000  120.000 

-NW  Yoric  X.  Y.,  cor.,  31,%,  1928-42  . .  325.000  295,580 

Xe*  York.  N.  T^  cor.  rd.  tr..  3H%.  1949  550.000  489.500 

RiriawwI.  Va^  r,  4%.  1938 50.000  47,000 

Biduactti  Va^  imp.  city  hall,  4%.  1940.  2,000  1.880 

Dirt.orGQkmbia.  3.65"*^,  1924 20a000  206,000 

XfA^  T.  k  S.  Pe  R.  R..  m-  m^  4^,  1995  100.000  94.000 

Ad.  CiLlcfcm.,  4*^0.  1962 250,000  235.000 

ML  at  R.  R,  cT^  4<>  1939 100.000  92,000 

AtL  CtL  R  R^  L.  A  N.  eol..  4%,  1952 . .  50,000  43,500 

Bah.  i  0.  R.  R,  er.,  4H%.  1933 24.000  23.280 

Che.  k  Nua.  Ry^  gn.  m..  4%.  1987. . . .  200.000  lOaOOO 
eye.  Ml  A  St.  P.  Ry.,  C.  k  P.  Dit.,  1 

aj-.S'T.  1921 102,000  106.080 

Taie,  Mil.  k  St.  P.  Ry.,  cv.,  4H%.  1932  39,000  40.170 

Erie  Ry,  ca.  m^  7«^,  1920 185.000  206,350 

G4  Tnmk  of  Can.,  eq.,  4H^q.  1922 100,000  96,000 

Gt.  No.  Ry,  C.  B.  A  Q.  R.  R^  jt,  4%, 

1«1  200,000  196,000 

BvfoB  R  k  Ptcfaca.  R.  R.,  1  m.,  4%, 

I»4 50,000  46,000 

Intr.  np.  tr^  1  A  r.  c..  5^0  1966  100,000  99.000 

L.  k  S\  At^  Knox.  ¥C.  Kv.,  4%.  1955  150.000  132,000 

M.*E.R.R,ir.K.m.,2000 lOaOOO  87,000 

X.  r..  Weatdwiter,  A  B.  R.  R.,  1  m., 

4U^cvl94« 50,000  41,000 

N.  4  W.  R.  R^  c»,  4rc,  1996 69,000  64,860 

Xo- Pat  Ry,  pr.  In,  4«^.  1997 100,000  93,000 

H.4P.RR.ei.m^4h%«1940 lOaOOO  101,000 

So.  Pmu  er,  4*^0.  1929 35a000  311,500 

So.  PiK.  Co,  San  F.  tm,  1  m,  4%,  1950  50,000  42,500 

NMtheni  Rj,  eerip,  4%,  1919 2,000  1,680 

Soatbera  Ry.  Co,  1  ca.  m,  5%.  1994. . .  lOaOOO  103.000 
&■  L,  L  lit.  *  So.  R.  R,  gn.  m,  5%, 

1931 150,000  158,000 

Ta.  FiK;  R  R^  1  m,  4%.  1947 100.000  97,000 

WaiiL,tB,lB,3H%,1945 200,000  168,000 

W.  3.  4  So,  1  m,  4%.  1960 70.000  51,600 

Lebsh  C.  k  Nst,  ea.  m,  4H%.  1954 .. .  100,000  101,000 

X.  Y.  XL.  1  gn.  m,  •.  f,  4H%.  1939. . . .  100,000  99,000 

Stocss. 

AtduT.4&Fe,p saOOO  61,000 

fidL&0,p. 80,000  62.400 

Cbi,M.&aLP,p 260.000  351,000 

ChL*N«B,flQai 100.000  137,000 

Cfefv,  CSaa,  ChL  *  St.  L,  p lOaOOO  76.000 

m.  Oeot.  <L  L).  gr 83.000  66,400 

N<i«dk&W,p 320.000  180.200 

Sautk0nR.R,p 100,000  62,000 

l'BknPlK,p 20a000  166,000 

CaaaaiiictaSalTage 1.000  1.500 

GeDefaladj.Bar,N.Y 300  300 

Total  Cbookvalwa,  16,602.506) 80,612.800*86,315,600 


*SecaritHa  aa  per  Company't  yaluatioos;  the  item  in  Anets  is 
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LIVERPOOL  AND  LONDON  AND  GLOBE  INSURANCE  COMPANY,  Ltd. 

Liverpool,  Eng. — Continued. 

1636,514.  1775.000;  N.  Y,  82  William  at,  $331,747.  8341.934; 
N.  Y,  131-5  Prinee  at,  179.458:  331-337  Walnut  >i,  Phila, 
t2iaS97. 1125,000;  158-160  Greene  it,  N.  Y,  168,036:  114-118 
W.  17th  St,  N.  Y,  $147,807;  392  E.  117tli  tt,  N.  Y,  111,473; 
S3  W.  asth  9t^  N.  Y,  $23,637;  20  W.  Olat  st..  N.  Y,  $19,917; 
28  W.  15th  St,  N.  Y.,  $72,467.   There  are  no  ineumbranoes. 

MORTGAGE  LOANS:  AD  but  two  of  the  57  loans  are  upon 
N'ew  York  City  properties.  The  total  amount.  $2,776,454,  is 
prcteHed  by  real  esUte  to  the  estimated  value  of  $4,855,450.  There 
VIS  Sl,^  of  interest  overdue  on  Deoonber  31,  last.  The  largest 
kaaa  are  one  of  $350,000  00  800-804  Broad  st,  Newark,  N.  J, 
y^tvd  at  $742,750;  $100,000  on  234  Central  Pk.  W.  (valued  at 
|1».000).  $100,000  on  264-5  Brtiadway  (vahied  at  $162,000); 
IISQlOOO  oa  139-141  Franklin  St.,  N.  Y.  (vahied  at  $240,000); 
1110.000  on  N.  E.  cor.  117th  st.  and  St.  Nicholas  ave,  N.  Y. 
{vihMd  at  $I7a000);  and  $125,000  on  N.  W.  oor.  1 17th  si.  and  7th 
are,  K.  Y.  (vahied  at  $19aOOO). 


MISCELLANEOUS:  This  oompany  began  buaness  m  the 
United  Sutes  in  1848.  Its  home  office  stotcment  as  of  December 
31.  1914.  showed  assets  amounting  to  £14.146,852,  a  wbsonbed 
capital  of  £3,911,745,  and  a  paid-«p  oapital  of  £1.522.02».  The 
Liverpool  k  London  k  Globe,  of  N.  Y.,  is  controlled  by  the  saina 
interests  as  dominate  this  oompany.  Conflagration  lones:  Chi, 
1871,  $3,239,491;  Boston,  1872,  $1,427,290:  Baltimore,  1904. 
$1,051,543;  Rochester.  1904,  $50,000;  Toronto.  1904,  $190,000; 
San  Francisco.  1006,  $4,522,905.  Chicago.  Boston.  Baltimore 
and  San  Francisco  kMses  were  paid  chiefly  by  remittances  from 
home  ofliee.  Values  of  special  deposits:  Va.,  $48,880;  Ga, 
$10,400;  N.  M.,  $10,200;  N.  C,  $11,000;  Ohio,  $100,000. 

UNITED  STATES  DIRECTORS:  John  A.  Stewart,  Thatcher 
M.  Brown,  Walter  C.  Hubbard.  Edmund  D.  Randolph,  Wm.  H. 
Wheeloek. 

nELD  MEN  AND  TERRITORY  COVERED:  Henry  W. 
Eaton,  manager;  G.  W.  Hqyt,  deputy  manager;  J.  B.  Kreaur, 
assistant  deputy  manager;  T.  A.  Weed,  agency  supermtoident. 
Head  office  in  the  United  States,  No.  80  ^lUiam  st.  N.  Y,  em- 
braces N.  Y,  N.  Eng.,  Pa,  N.  J..  Del..  Md,  D.  C,  0..  Ind.,  Ky., 
Tenn,  Va.,  W.  Va,  N.  C.  and  S.  C;  Frank  Ritcher.  CmcumaU. 
0,  acting  general  agent  for  0..  Ind,  Ky.,  Teim.  and  W.  Va.;  East- 
man k  Fenton,  Boston,  ^neral  agents:  W.  E.  Bates,  Hula.,  nneral 
agents.  Special  agents  in  territory  of  head  office:  F.  W.  Bauer. 
J.  H.  Vredand.  E.  S.  Anderson.  F.  Powell  C.  H.  Smith,  Edward 
Cay,  John  M.  Monroe,  A.  M.  Travere.  J.  B.  Knox.  Jr,  R.  B. 
Dawaon,  J.  Arthur  Pulsford,  A.  F.  Sanford,  H.  E.  Reisinger.  P. 
H.  Walker,  A.  L.  DeRosset,  Chas.  B.  Corry.  F.  G.  Snyder^Prtnk 
Ritchie.  J.  H.  Clinton.  Ernest  A.  Matthews  and  Robert  D.  WU- 
liams.  W.  S.  Warren.  175  Jackson  Blvd,  Chiajgo,  lU,  yaanager; 
Hugh  R.  Loudon,  assistant  manager;  Richard  H.  Puroell.  deputy 
asrt  mgr.  for  Colo,  111,  la..  Kan,  Mich,  Minn,  Mo,  Mon..  Neb, 
N.  m7n.  D,  S.  D,  U,  Wis.  and  Wyo.;  A.  M.  Upham.  Des  Momes, 
la..  Bute  agent  and  J.  C.  Harty.  Fort  Dodge,  la,  special  agent 
for  la.;  Geo.  M.  Graham.  Fargo,  N.  D,  State  agent  for  N.  D.; 
Geo.  T.  Von  Sein.  Fargo.  N.  D..  special  acent  Hafl  dept.;  W.  P. 
Robertson,  Detroit.  Mich.,  state  agent  for  Mich,  and  R.  D. 
Safford.  Detroit,  Mich,  special  agent  for  Mich.;  Geo.  G.  WiUiams. 
Milwaukee.  State  agent,  and  A.  T.  Jones,  MUwaukee,  special  agent 
for  Wis.;  E.  E.  Wcfls,  St.  Louis,  Mo,  SUte  aaent.and  L.  E.  Gate, 
special  agent  for  Mo.;  C.  C.  Meffert,  St.  Louis,  special  agent 
for  Mo.;  M.  W.  Van  Valkenburg,  Kansas  City,  Mo.,  State  Ment. 
and  O.  W.  Doleng.  Topeka,  Kan,  special  agent  for  Kan.: 
D.  H.  Painter.  Denver.  Colo.,  State  agwit  and  ^R*?*^ 
White,  special  agent  for  Colo,  Wyo.  and  N.  M.,  Chas.  Caldwdl, 
Lmcohi,  Neb,  State  agent  and  Geo.  B.  Campbell.  Unoob.  Neb, 
special  agent  for  Neb.;  J.  G.  Updegraff.  SUt«  agent.  Sioux  FaBs. 
S.  D.;  G.  F.  Krumdick.  Minneapolis,  Minn,  SUte  agent  and  W.  U. 
Knight,  special  agent  for  Minn.;  Grant  R.  Brown,  Great  Falls. 
Mont..  State  agent  for  Utah.  Mont.,  M.  C.  Rathburn,  Chieaiio. 
Ill,  State  agent  and  W.  W.  Moore.  Chicago,  III,  roecial  agent.  So. 
III.;  Daniel  J.  Harrigan,  R.  L.  Weingartner  and  T.  A.  Barbae, 
Chicago,  special  agents  for  lU.  Robt.  P.  Fabj,  n»n«^:  Thos. 
H.  Anderson,  assistant  manager,  444  California  st,  San  Fhmcisoo. 
Cal.  for  Cal,  Nev,  Ore,  Ida..  Aris,  Wash,  and  AJas.  Special 
agents:  L.  B.  Chandler,  Los  Angeles,  for  So.  Cal.  and  Ans. 
George  F.  Guerras,  Seattle.  Wash,  for  northern  Ida.  and  Wash. 
Prmk  E.  Atkins.  Portland,  Ore.,  for  Ore.  and  southern  Ida. 
Geo.  J.  Jones,  San  Francisco,  Cal,  for  Cal.  and  Ney.:  R.  H. 
Rountree,  Harrison  Houseworth  and  C.  S.  Mynck.  special  agents. 
San  Francisco,  Cal.;  CU«nce  F.  Low,  New  Orlewia,  La,  mana({er 
J.  G.  Pepper,  assistant  manager;  R.  H.  Colcock,  Jr,  deputy  assist- 
ant manager  for  Ala,  Ark^Fla-.  Ga,  La,  Miss,  Okla.  and  Tex.; 
Robt.  C^Reid,  and  B.  P.  Walker,  Jr,  Atlanta,  Ga,  spedal  aoents  for 
Ga.;  Cliff  G.  Key,  Montgomery,  Ala,  and  Wm.  H.  ™knfly, 
Birmingham,  Ala,  special  agents  for  Ala.;  Jno.  A,  Whitner, 
Jacksonville,  Fla,  special  agent  for  Fla.;  F.  E.  Godwm  and  P.  M. 
MarshaU.  Dallas,  T^x,  special  agents  for  N.  E.  and  N.  W.  Tex.. 
Heniy  Ferchaud,  San  Antonio,  Tex,  special  agent  for  S.  W.  Tct. 
and  R.  B.  Price,  Houston,  special  agent  for  S.  E.  Tex.;  Edw.  K. 
McDowell  and  G^  F.  Elliott.  Jackson.  Miss,  special  agents 
for  Miss.;  P.  L.  Renner.  New  .Orleans,  La.,  special  anmt  for  U.; 
J.  E.  Sharpe,  and  Worth  Farmer,  Okla.  City,, special  agents  for 
Okla.;  Dan  E.  Wilson,  Little  Rock,  Ark,  special  acent  for  Ark.; 
J.  P.  Watson,  Dallas,  Tex,  farm  special  aaent.  The  oompany 
operates  in  all  the  States  and  Territories  in  the  Umted  SUtes  and 
in  Canada. 
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THE  CORPORATION  OF  THE  LONDON  ASSURANCE,  London, 

tuiWd  StatM  MuugR.  Fin  finiuh.  Chu.  L.  Cut  N'nr  York:  Unilad  BUM  Uiiuitn.  Mhuw  Bnnih.  Chubb  k  Son.  1 


Eng.§ 

rew  Yvk. 


OlniWd 

StitaBru 

hSuiinic*.) 

YUK 

Amu 

Uiwnuid 
Fniuini 

Surplu.       Pnoium. 

Totel 

iDOOIIIt 

hid              EipHlM 

ToUlEi- 
pnditiirt* 

Incuind 

(+J  Rcc'd 

1 

III 

I1.304.T04   ■t2.BS«,Slt2 
1,001.2461       2,7Sl,i77 
1,100.(105        2,438,900 

13,1 39,176 

IE 

■tl,<»,«57!    t1.10e,U3 

!S:Sj  l:K 

t2,734.Ua 
2;*16;i8( 

11.871053 
1,783.230 

— 3DS.HII 

— 379.33) 
— 37S,igi 

44,737 
145,987       ToUllubiUtiH... 


,  (43Bi,B2a       TdUI.  .. 


.  «,3a 


Td1iJ«  ^^^  

UndKwHUni  pnfil,  tl9lt,7§e;  invHtiiinit  jirsBt.  tSB,793- 
RI8KS  AND  PREMIUMS:  Fire  ri^  in  tour.  DH«nbcr  31. 
Hai,S3fl,5Sl:  pctmiumi  tlmon.  11,118.787;  muiH  ud  inlud 
nkt  in  lane  129,925,478;  ptemiumi  thinflD,  IM8,!M. 

BUeiNB3SINU,S.SINCE ADMISSION:  Pnmiumi ncaved, 
t59,H8.05O:  kiaa  pud.  (34,972,718. 


BONDB  AND  STOCKS  01 


t:»H,   ; 


193B.  . . 


n.  DL  L  r.  R. 


Pu 


UniUd  SUU«  n«,  2%.  I»3a 

BonoB.  Uw„  pub.  lA.  liL.  S)i^  IS30. 

Olieiuati.  0„  r„  3H%,  1156 

ClenkDd.  0..  ng.  r.  fib..  4%,  ISa. . . 
Olenl*ad,0...rai. pk,  4?s.l927 

ST%,7i"lC'Sf':;::::::::: 

N.Y.Cy_m,aH%.I«IM4 

N.  Y.  Of,  aiAtu  hMpn  ilL,  3!i%,  1»51 
N.  y.  Cy.  B.  Kv.  bg_  cp.  3H%.  1»M 


4W%.19M 

Pprttiid,  Ort.,  w»l.  In.,  S%,  1917 

RklmuDd.VL.  4%,  112443 

A_  T.  A  a.  Fe  Ry..  en.  m.  g.,  4T'c.  l»J.. 

B.  A  0.  R.  R..  1  m.  g..  4%.  1948 

Bklyn.  R-T^Kc.g.  D.,  i%.IB18 

C^:  »  a.  B.  R,  R.,  1  a.m.  g..  i'^c.  1931 

Cenl.  N.  Eng.  Ry.,  l  m.,  4%,  IMI 

Cut,  R,  R..N.J..gn.  m.|..3T,.  1987.. 
CblM.  A  0.  R.  R.  I  01.  m.  g..  y^,  1939. 
aii.AE.R.R..liii.g.,  5<19l<2     ... 

C.  M.  4  SI.  P.  Ry_  C.  *  Pk.  W.  Kt., 
liii.a.,1%,1911 

C,  Bt.  1. 1  N.  0.  R.  R..  g.  1n_  srt.  I9SI 
Cm  C.  C.  a  St.  L,  R.  Rm  1  m.  g..  I'-c  1991 
C.  AS.  Ry,  r.  AmU.  ffl.g..  4H'':.  l»3i 
Bm  R.  R.,  Pi.  ool.  c.  g..  4',;,  1951 ... . 

&ie  Ry..  M.  m,  7%,  1920 

Flfc  B.  C.  Ry.,  1  m„  c„  g.  4'  i-";.  I9S9 . . 

III.  Ceol.  R.  R.  I.  m.,  4^^,  19S,i 

Km.  Cy.  To.  Ry,  1  m.  g.,  1<>,  19S0  . . 

L.  S.  A  M.  S.  Ry..  g..  4^^.  1931 

Lebifh  Vil.  Ry.,  I  m.  g..  iW;.  1940. . . 
L.I,  R.Rm  la.  111,1.,  S%,  1931...  . 
L,  A  N.  R.  R.,  N.  a  i  M.  Div.,  Im. 

!..«%,  1930 

L,  A  N.  R.  R,  un,  g.,  4'-;.  1940 

M..  L.  S.  A  W.  Ry..  MieL  Div.,  I  a.  i. 


MukM 

Vthit. 


inm 

00.900 

103,000 

50,000 

52.J00 

100.000 
40i000 


BaifH  im  Stocm  Owikd.— Cmf.  Pu  Mu-ktt 

BOHDfc-Cem.  ViliM.  V.luf. 
N.  Y.  C.  A  H.  R.  R.  R..  Minh.  dol.  col., 

3W%.  1998 850.000  839,000 

N.  Y.  C.  L.,  oq-  IT-  5%.  IBH  100,090  102,000 

N,  V,  C.  A  St,  L,  R.  R..  4%.  1931 100;000  84.000 

H.  AW.  Ry.,  n,!-,  4!^%,I938 10.000  1Z.200 

On.3,  L,  R,R-r,(,4%.ig29 lOO.OOO  93.000 

P.,  C,  C.  A  St.  L.  Ry,  Mr.  f .  <■.  m.  b, 

iH%.  1940 25,000       as.ao 

Roidiiv  Co.  A  P  A  R.  C.  A  I,  gn.  m.  g.. 

4%,  1997 16.000  14.250 

St.  L.  Sn.  Rv,  la.  g.,  4%,I«S» 50,000  40,000 

St.  P„  M.  A  M.  Ry,  i>.  m.  g,  •%.  1933  25.000  3a2S0 
Sciou  ViJ.  A  N.  Eng.  R.  R,  1  m.  g,  4%, 

1989 30,000  27,500 

Bci.  P«,  eq.  U,  4H%.  1910 10,000  10.000 

So.  Pu, CT.i, 4%.  1929 50,000  44.10D 

aa.PM.R.R,lr.iB.g.,4%.!955  ....  7,S,000  07.500 

Biilyii.  Ud,  Gwlci.  D.  I,  5%.I945...  30.000  31,500 

CkiI.  Cd.  Qu,  S.  Y,  1  m.  g..  5%,  1927.  50,000  51.000 

'-'  "--',  iBug,  Only,  Ii«d,5%.19S2  50,000  51.000 

BiHul.74.  V,  |.  m,.  4%,  lOOS.  ZJ.DOO  19,000 
-    '      Gh.  1  a.  m,  g.,  6%, 

ivtB 23,000  23.230 

N.  ¥,  Gh.  El.  Lt.,  Ht.  A  Fo«,  g,  4%. 

1949 50,000  42,500 

Pmvideiw  8«,  g,  (9,  4%,  1957 OftOOO  37.100 

Norfolk  A  WaRsn  Ry,  oom SftOOO  81.000 

Total!  (book  nlw,  13,427,472) 83.397.100   t3.2D7.0W 

MISCELLANEOUS:  Tlui  oompuy  b«cMi  bguM  in  tk 
United  SOIa  in  1872.  It  (In  woducla  a  mriw  ionniKC  bnmi 
in  tbaUuledSlila,  Tit  hoat  cMa  nUaaat  u  id  Dtamba 
31,  iei5,  o[  Uw  London  Awmum  gbomd  £5,50,529  of  uwU, 
ila  nbecribed  ospiUI  bring  £890,550  (oM-lulf  pud  up).  Coo- 
aigntiim  Iowa:  Biltimm.  1901,  8195.175:  Toranto,  IdOt, 
870,000:  Su  Fninnaoo,  1900.  84,U7,83I.  Value  ol  afirati  df 
poBbi:  Qi,  89,500;  N.  M,  810,000;  N.  C,  111,000;  Va.,  853,1«0. 

UNITED  STATES  TRUSTEES:  Charia  D.  Diokcy,  Jnaa 
N.  Jarvic  Jaon  H.  Poet.  Juntu  Rupsti,  N.  Y. 

FIELD  MEN  AND  TERRITORY  COVERED:  Charla  L 
Cax.  United  StaM  mananc,  N.  Y.;  A.  W.  Thantia,  muapt. 
Pacific  C<nst  bnnch,  100  Sanwine  St..  San  Frandoeo.  ocaprtanf 
Alai.  Aril.,  Cal..  C<>lo..  Haw,  Ida..  Mont,  Nn..  N.  M,  On. 
Ulali.  Waih,  B.  C,  and  Wyo.  Special  agcnU:  P.  R.  WsDmano. 
San  Prancino,  Cal.,  foe  Bay  Cot.  and  Nonb  Coait  C«,  Cal.:  B. 
L.  Fenfield,  San  FnnciBO,  Cal.,  tar  Eait,  and  Cut.  CaJ.  and  Nc. 
C.  W.  Rohinr,  Loi  Acctlea.  Cal.,  foe  So.  Cal.  and  Aril.;  O.J.  Roth. 
Portland,  Ore,  for  On,  nnllHrn  Wadi.  and  Ida.;  P.  J.  P«tt.  Sfal- 
tlo.  Waab.,  foe  vntem  Waib,  mattra  B.  C.  and  Alai.;  Tbus. .'. 
Uutb,  Denva',  Colo.,  for  Colo.,  Wyo,  Utah  and  N.  M.:  J.  E. 
JotioKm.  SpokaiK.  Waoh.,  for  ettUra  Wa^..  euUta  B.  C.  ami 

■pwal  ancnt'for  Me,  N.  H.  and  Vt.-  Wm.  J.  McEioy.  ipRni 
annlfnr  Conn.,  MaH.  and  R.  I.;  W.  B.QuiglFy.ipBcial  annl  fi' 
N,  Y„  oiccpl  N.  V.  Cy.  and  mburban  diilnol;  C.  K.  Uadabil]. 
itaW  ancnl,  and  tt'alt«  H.  Evorl,  >ii«Ul  aimt  lor  Del,,  D.  l'- 
Md.,  N.  J.  and  Pa.:  Geo,  Leiite.  iperial  a««it  lot  S.  Y.  nburUi 
diiUict;  J.  W.  Gnrdan,  general  a^ent  for  N-  C,  Va,  and  W.  Va.: 
William  E,  HiU,  ilatc  agent  for  111.  (eicludini  C«A  Co.);  V/i 
S.  London,  nawuenl  foe  Minn,  N.D.  and  Wii.:  A.  E.  Hmn, 
•law  annl  l«  Mich,:  E.  R.  Sboemaker.  ilate  uenl  for  lad: 
O.  J.  Qicnbag.  wdal  aient  for  Kan.  and  Mo.:  CGBord  B.  Dn^ 
9tat«  aient  foe  0.:  J.  C.  CriffittH.  manager  for  Cook  Co,  1)1 : 
W.  H.  Griffilh,  apeeial  agent  for  Ala,  Ga.  and  U.;  Smtrn  D 
Pabe.  ipecialMcnt  foe  la..  Neb.  and  S.  D.:C.H.Lunng.ipRul 
agent  for  Ky.  and  Tenn.;  H.  C.  Hare  A  Co.,  geanl  B«niU  ii< 
rk,  Tbe  company  doa  tnnnn  in  all  the  itatei  and  urriLnns 
eiHpting  Ark.,  Mm.,  Okla..  S.  C.  and  T«. 
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LONDON  AND  LANCASHIRE  FIRE  INSURANCE  COMPANY,  Ltd., 

Liverpool,  Eng.§ 

United  States  Mamgcr.  A.  G.  Mellwame.  Jr..  Hartford,  Conn.    Organised,  1861. 

(United  States  Branch  Suttstics.) 


YllB 

AMtS 

Uneanied 
Prenioms 

Sorplas 

Net 

IVwnwnDS 

Total 
Income 

Losses 
Pkid 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(f)  R«'d 

from  or 

(-)  Remit. 

toH.  0. 

1913 

1914 
1913 

r'i2 

161 1 

14.904.664     t2.753.027 
4.86U79       2.791.003 
4.805.399       2.799.168 
4.578.9521      2,696.332 
4.453.442       2.570.975 

S1300.930 
1.784.990 
1.854.123 
1.643.107 
1.658.823 

bl2.631.897 
2.652.957 
2,711.700 
2.661.549 
2.575.606 

12.792.101 
2.815.83ft 
2.868.472 
2.807.777 
2.711.846 

t5ll.483.542 
tl.437.042 
tl.226.348 
ti.243.467 
tl.21 1.657 

11.029.757 

1.002.308 

1.000.091 

1.019.211 

960.292 

12.513.299 
2,439.350 
2.227,439 
2.262.678 
2.171.949 

11.376,721 
tl.483.364 
tl.234.767 
tl.267.291 
tl.l.W.202 

—1244,829 
—399,161 
-217,987 
—331.357 
—190.525 

^  Includes  S232.012  marine  premioms  and  $109,276  marine  losses.         t  Losses  incurred  and  losses  paid  include  expenses  of  adjust- 
Qcnt  ud  settlonent  of ' 


Real  estate 
Bends  sad 

rwi 

Ajge&ti' 
iBtoeatsad 

Other 


^Trtal. 
^.  dep. 


Dk.  31. 1015. 

$300,000 

2.814.537 

1,171.895 

565,407 

49.386 

18.901 


LzAnuTin.  Dae.  31, 1915. 

LfMses  unpaid $186,077 

Unearned prems....    2.753,027 
Other  fiabimies....        65.630 


rents- 


Total  liabiUties. . .  $3,004,734 
Surplus 1.899.920 


ow  liab. 


$4,920,126 
15.472 


Total 


$4,904,654       Total $4,904,654 


Uodervrita^  profit.  $208,364;  investment  profit  $149,542. 

RISES  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
SS69.096.n0;  pfcnunma  thcreoo.  $5,186,364;  marine  and  inland 
rab  m  foree,  $11,287,007;  premiums  thereon.  $222,713. 

BUSINB96INU.B.SINCE  ADMISSION:  Premiums  received. 
I$6,06&777;  losses  paid.  $38,352,282. 

REAL  ESTATE  OWNED:  Consists  of  the  8-story  fireproof 
.<Src  boiUinf  at  57^9  William  st,  N.  Y.,  book  vahie.  $300,000. 
This  boikiinK  is  partly  occupied  by  the  company. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

BoBDO.  Value.  Value. 

raited  States^  reg.,  4%.  192S $46,000  $50,600 

p«>I»a.  f.  rag,  4^%,  1922 10.000  10.200 

Maa^reg.BBet.vat.tn..3H%.]935...  7a000  65.100 

K««  Yoci  hvy.  imp.,  4%,  1961 82.000  32.960 

Westdmer  Co.,  N.  Y.,  san.  sr.  dis..  4%. 

I97»*l  5aOOO  49.500 

Clenisad.0.,  4%,  1917-33 lOaOOO  101,500 

OcUsboro^  N.  C  st.  pav.,  5%.  1953. . . .  10.000  10.700 

N'.Y.Cy,ep,4«%,1957 150.000  159.000 

-VY.Cy,cp,JH%.194(M0 32.000  28,580 

Portkad.  Oe,  hg,  4%,  1934 5a000  48.500 

Riebaood,  Va- 4%,  1926 5a000  48.000 

RachesttTt  N.  Y..  r.  wat..  Z}i%,  1933. . .  25.000  23,500 

Roche8l«r.N.Y.,pk.,3%,1928 SaOOO  45,000 

f;cbeaertady.  N.  Y.,  wat.  In..  4%.  1923 . .  6,000  4.960 

WstertoinL  N.  Y,  sc,  3H%,  1922 5,000  4.850 

loclHn.N.Y^«mt,4%,1923 25.000  24.750 

AJa.Mid.Ry,  lm.g,5%,1928 25.000  26,500 

4,T.4S.FeRy..^^4%,1995 4.000  3.480 

AtLC.L,c«.m.«,4%.1952 25,000  23,500 

B.  A  0.  R.  R^  pn.  b.  g..  3^%.  1925 ., .  105.000  97,650 

B.  *  0.  R.  R^  1  m.  g,  4%.  1948 37.500  34.500 

Beeeh  Ck.  R.  R.,  I  m.  reg.  g,  4%,  1936.  27,000  26. 190 

B.  A  S.  R.  R.  Corp..  1  m.  g..  4%.  1963 . .  1 7,500  13,300 
C^.  of  Ga.  Ry,  ca.  m.  g,  6%.  1945. .. .  2a000  20.200 
ChaMuooffs Sta.,  1  m.  g,  4%.  1957. .. .  25.000  21.000 
Chess.  A  0.  Ry.,  1  ca.  m.  reg.  g,  5%,  1939  57.500  60.950 
r,B.4Q.R.R^lILDiv.,3H%,1949.  25.000  21.500 
r.,  M.  4  St.  P.  Ry.,  C.  A  t.  W.  Div.. 

IsB.rtg.g,6fb.l921 55.000  57.200 

C,  M.  k  St.  P.  Ry.,  W.  ft  M.  Div.,  Im. 

reg.j|,5%.!921 25.000  26.000 

r,  St  P..  M.  A  O.  Ry,  cs.  m..  3H%,  1930  25.000  23.000 

^■^  R.  1. 4  Pte.  Ry,  1  m.  reg.,  6%.  1917  90,000  92.700 

C.  4  E-  m.  R.  R^  gn.  cs.  m,  5%,  1937  75.000  61.500 

f .  A  Erie  R.  R,  1  m.  reg.  g^  5%.  1962. .  10.000  10.600 

(*.  p.  4  I.  R.  R,  I  m.  reg.  g,  5%,  1041  20.000  6.000 

C,  U  St.  L.  4  C.  R.  R.,  gn.  1  m.  reg.  g., 

4'^<.1936 100.000  93,000 

D.  4  H..  Penn.  Div«  1  m.  reg,  7%.  1917  25.000  26.250 
p.  4  Rio  G.  R.  R,  ca.  m.  g,  4%.  1936 . .  25,000  20.000 
F.  4  P.  M.  R.  R,  ea.  m.  ng.  g,  5%.  1939  25,000  18.500 
ft.  W.  4  D.  Cy.  Ry,  1  m,  6%.  1921 . .  50,000  53.000 
Gt.  S,  Ry,  No.  Pac  C,  B.  4  Q.,  jt.  col. 

^i'^-^mi 75.000  73.500 

EffEloed  Ry,  1  m.,  4%,  1930 10,000  9.200 

11:  Cent.  R.  R,  1  m.  reg.  g,  4%,  1961 . .  100.000  90,000 


Bonds  and  Stocks  Owned.— Con/.  Par  Market 

BoMDe. — Csnt  Vahie.  Vahie. 

Kan.  Cy.  Tm.  Ry..  1  m.  g,  4%.  1960. . .  $50,000  $M.500 

L.  E.  4  W.  R.  R.,  1  m.  r(«.  g,  5%,  1937  50.000  49.500 

L.  S.  4  M.  S.  Ry..  d.,  4%.  1931 60,000  47,500 

L.  Val.  Ry.,  N.  Y.,  1  m.  reg.  g..  4H%. 

1940 25,000  25,260 

M.,  L.  S.  4  W.  Ry.,  cs.  1  m.  reg.  g,  6%, 

1921 3,000  3,2700 

M.,  L.  S.  4  W.  Ry,  est.  4  imp.  s.  f.  m.  g. 

5%,  1929 50,000  53,500 

Mo.  Pkc.  Ry,  es.  m.  g.,  6%.  1920 100.000  100.000 

Mont.  C.  R  .R..  1  m,  5%,  1937 30.000  32,700 

N.  Y.  C.  4  H.  R.  R.  R,  L.  S.  col,  reg.  g, 

3H%,1998 5a000  39.000 

N.  Y,  C.  4  St.  L.  R.  R..  1  m.  reg.  g,  4%, 

1937 50,000  46.500 

N.  Y.  4  N.  R.  R,  1  m,  5%.  1927 34,000  35,020 

N.  Y,  S.  4  W.  R.  R..  1  m.  r.  reg.  g.,  5%, 

1937 3,000  2.940 

Ore.  S.  L.  R.  R.,  r,  4%.  1929 30.000  27.900 

Ore.  S.  L.  R.  R,  1  cs.  m.  g.,  57o.  1946. . .  25.000  26.500 

P.  4  R.  Tm.  R.  R,  1  m.  reg.  g..  5%.  194 1  10.000  1 1.000 

R.  4  D.  R.  R.,  d..  5%,  1927 20,000  20.400 

8.  4  R.  R.  R,  1  m.  5%.  1926 20.000  20,600 

St.  L,  I.  Mt.  4  So.  Ry.,  cs.  ry.  4  Id.  gt. 

g..  5%,  1931 75.000  76,500 

St.  P,  M.  4  M.  Ry.,  cs.  m.  reg.  g,  4}4%, 

1933 75.090  77,260 

Southern  Ry,  1  es.  m.  g,  5%,  1994 100.000  103.000 

Southern  Pac.  R.  R..  r,  4%.  1955 50.000  45.000 

Tm.  R.  R.  Assn..  St.  L,  gn.  m.  r..  49o« 

1953 50.000  43.500 

Un.  Pte.  R.  R,  1  4  r.  m,  4^(.  2006 ....  100,000  90.000 

W.-S.  8.  Ry,  1  m.  g,  4%.  1960 25.000  22.000 

Amtf .  Tl.  4  Tg,  ooi.  U,  4%,  1029 50.000  45.500 

Stocss. 

B.4S.R.R,cp.p 7.500  4.500 

B.  4  8.  R.  R.,  cp.  com 3.700  1,591 

B.  4  S.  R.  R..  cp.  com.  scrip 50  21 

MU.  Underwriters' Big.  Assn 185  185 

Underwriters'  Salvage.  N.  Y 1.000  1,500 

Underwriters'  Salvage,  Chicago 1.000  1,000 

Totab  (book  value.  $3,022,650} $2,926,935    $2,814,537 


MISCELLANEOUS:  Conflagration  losses:  Jacksonville.  1001, 
$145,000:  Baltimore,  1904.  $290,000;  San  Francisco,  1906.  $7,264.- 
000.  San  Francisco  losses  were  paid  from  home  office.  The 
company's  home  office  statement  as  of  December  31,  1911,  shows 
total  assets  amounting  to  £4,016,078.  and  a  paid-up  capital  of 
£264, 1 25.  4,950  shares  of  the  capital  stock  of  the  Orient  Insurance 
Company  of  Hartford,  Conn.,  are  vested  in  this  company,  but 
the  U.  S.  branch  has  no  interest  in  the  shares,  same  being  prop- 
erty of  the  head  office.  Values  of  special  deposits:  Va,  $4S,000; 
Ga..  $10,000;  N.  M,  $11,100;  N.  C,  $10,700;  0..  $100,000.  In 
five-year  table,  losses  paid  include  adjustment  expenses,  while 
losses  incurred  do  not. 

UNITED  STATES  TRUSTEE:  United  States  Mortgage  4 
Trust  Co,  N.  Y. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  G.  Mc- 
Ilwaine,  Jr..  manaecr  eastern  Middle  and  Southern  departments, 
Hartford.  Conn.;  Henry  W.  Gray,  Jr.,  aRcncy  secretary,  J.  V. 
Fothergill  and  C.  F.  SchoU,  agency  superintendents;  E.  £.  Pearoe, 
local  secretary,  New  York  City;  Chas.  E.  Dox,  39  S.  La  Salle  St., 
Chicago,  manager;  John  F.  Stafford,  a^ncy  superintendent,  ana 
F.  B.  Saunders,  assistant  agency  supenntondent,  western  draart- 
ment,  comprising  lU..  Ind.,  la.,  Kan.,  Mich.,  Minn,  Mo,  Neb., 
N.  D.,  0..  Okla,  S.  D.  and  Wis.  Sam  B.  Stoy,  manager,  William 
B.  Hopkins,  local  secretary,  and  J.  P.  Yates,  af^ency  superintendent. 
San  Francisco,  Pacific  department,  comprising  Alas,  Aris,  Cal.. 
Colo.,  Ore.,  Wash.,  Ida.,  Mont.,  Nev.,  N.  M,  Wyo,  Utah  ana 
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Haw.  Is.;  Josef  Girernaud,  special  axent  for  eastern  Mass.  and 
R.  I.;  E.J. Sullivan.  Boeton  and  John  T. Horan, Portsmouth,  N. H., 
for  Me.,  N.  H.  and  Vt.;  A.  H.  Murphy.  Hartford.  Conn.,  special acent 
for  Conn.;  C.J.  Mahoney,  Newark.  N.  J.,  special  agent  for  suburoan 
and  eastern  N.  Y.:  W.  R.  oomerville,  Rochester.  N.  Y..  special  agent 
for  western  N.  Y.;  Paul  Turner.  Jr..  Philadelphia,  Fa.,  special 
agent  for  N.  J..  Phila..  Balto.  and  D.  C;  H.  A.  W.  Hapner.  special 

rnt  for  Va.  and  W.  Va.;  Robert  A.  Hancock,  general  agent  for 
C,  S.  C.  La..  Ala..  Fla..  Ga.  and  Tenn.  Special  agents:  Leon 
B. Humphrey.  Atlanta,  Ga., special ansnt for N. C.;  A.  J.  Brame gen- 
eral agent  for  Alabama,  S.  C..  and  Fla.;  J.  C.  Curd,  Atlanta,  Ga.. 
special  agent  for  Ga.;  W.  H.  Ayers.  Montgomery,  Ala.,  special  agent 
for  Ala.;  Tom  P.  Williams,  Little  Rock,  Ark.,  special  uftent  for  Ark.; 
H.M.  Street,  general  agent  for  Miss.;  Beers,  Kenison  a  Co..  general 
agent  for  Tex. ;  Lawrence  Havnea,  mneral  agent  for  Fla.  Western  de- 
nartment,  special  agents:  W.  A.  Cavanai^,  Chicago,  special  agent 
for  III.;  F.  D.  Buckman,  Chicago,  111.,  special  agent  for  Cook  Co.; 
John  A.  Hoover,  Dayton.  0.,  for  0.;  J.  W.  Hoffman,  Kansas  City, 


Mo.,  for  Mo.;  Jos.  F.  Tf«t>m*iin,  Kansas  City,  Mo.,  for  Kan.  and 
GklA.;  Carl  Clauasen,  Indianapolis,  Ind.,  for  Ind.;  A.  E.  Perry. 
MinneapoUs,  Minn.,  for  Minn,  and  N.  D.;  C.  G.  Robertaoo, 
Des  Moines,  la.,  state  agent  for  la.  and  Neb.;  Walter  J.  Roettcr 
special  agent,  Fargo,  N.  D.,  for  S.  D.  and  N.  D.;  C.  E.  HObert  and 
P.  C.  Metsger.  Milwaukee,  Wis.,  for  Wis.;  A.  C.  Gilbert,  Detroit, 
Mich.,  for  Mich.  Pacific  department  special  agents:  G.  L. 
Goodcll,  Portland,  Ore.,  for  On.,  southern  Wash,  and  western 
Ida.;  NiohoJas  Gardner,  Denver,  Colo.,  for  Colo..  Wyo.  and  N.  M.; 
J.  P.  Hague,  Loe  Angeles,  for  southern  Cal.  and  Aris.;  D.  H.  Parry. 
Seattle.  Wash.,  for  Wash,  and  Alas.;  W.  W.  Gilmore.  Sacramento, 
Cal..  for  central  Cal.  and  Nev.;  Geo.  T.  Richmond,  San  Francssoo, 
Cal.,  q^ecial  agent  for  coast  counties  and  northern  CaL  Henry 
A.  Moriaon,  Spokane,  Wash.,  special  agent  for  eastern  Wash., 
northern,  eastern  and  southern  Ida.,  Mont,  and  Utah.  The 
company  does  business  in  all  the  states  and  territories  of  the 
United  States  except  Dd.,  and  in  Canada,  Philipinne  Islands 
and  the  Hawaiian  Islands. 


LONDON  AND  LANCASHIRE  LIFE  AND  GENERAL  ASSURANCE 

ASSN.,  Ltd.,  London,  Eng. 

United  States  Managers.  Edward  E.  Hall  &  Co..  New  York. 
(United  SUt«s  Branch  Sutistics.) 


YlAR 

Anets 

Unearned 
Premiums 

Surphis 

Net 
IVemiums 

Total 
Income 

Losses 
Paid 

1915 
1914 

$597,290 
552.063 

$45,262 
20.698 

1541,502 
529.740 

$69,250 
25.037 

$94,364 
36.460 

$4,975 



Expenses 


$23,473, 
7,511  > 


Total  Ex- 
penditures 


$28.44Si 
7.511! 


AssRB.  Die.  31. 1915. 

Bonds $542,280 

Cash 34.082 

Agents*  balances ....  14.380 

Interest 6.448 

Other  assets 100 


LlABILITIIB,  Die.  31.  1915. 

Losses  unpaid $8,526 

Unearned  prems 45.262 

Other  liabilities....  2,000 


Total  liabiUties...       $55,788 
Surplus 541,502 


Total  assets $597,290       Total $597,290 


Underwriting  profit,  $7,657;  investment  profit.  $16,143. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force.  December  31. 
$13,392,272;  premiums  thereon,  $75,965. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  received. 
$94,437;  losses  paid.  $4,801. 

BONDS  OWNED:                            P^  Market 

Value.  Value. 

BuffaIo,N.Y $32,000  $32,000 

Jamestown.  N.  Y 22.000  21.710 

New  York  City 47.000  46.530 

Rochester.  N.  Y 80.000  79.600 


Bonds  Owkxd. — CorU. 

Schenectady , 

C.AO.  R^ 

Detroit  River  Tunnd 

Virginian  Ry , 

Portland  (Ore.)  Ry.,  G.  A  Pow. , 

Springfield  (Mo.)  Ry.  &  G 

Montana  Power 

Chicago  Tl 

Illinois  Steel 

Insurance  Exch.  Big.,  7  Chi 


IncuiTod 


$12,203 
U25 

Par 
Value. 
$23,000 
25.000 
50.000 
50.000 
60.000 
50.000 
25.000 
25.000 

5aooo 

25.000 


(+)  Rec'd 

from  or 

(-)   Remit. 

toH.  O. 

—$12,519 
—11.421 

Market 
Value. 

S23.230 
23.500 
46.500 
50.000 
48,000 
46,500 
23.250 
25,350 
47.690 
25,000 


Totals. 


$554,000       $542,280 


MISCELLANEOUS:    This  company  was  admitted  to  trans- 
act business  September.  1914. 

U.  S.  TRUSTEES:  N.  P.  HaUoweU,  G.  C.  Lee.  F.  L.  Higginsoa. 
Jr. 

TERRITORY  COVERED:   The  company  is  Ucenaed  in  lU.. 
Mass.,  Mc  N.  Y.  and  Pa. 


MANNHEIM  INSURANCE  COMPANY,  Mannheim,  Germany.^ 

Organised.  1879. 


United  States  Managers,  F.  Herrmann  Co..  New  York. 

(United  SUtcs  Branch  Statistics.) 


YiAR     Assets 


1915 
1914 
1913 
1912 
1911 


Unearned 
Premiums 


Surplus 


•$1,977,961! 

1.210.723 

954,688 

1.002,158 

832.781 


$430,053. 
389.981 
396,001 
341.651 
345.3291 


*$1,200.111 
455,859 
305.159 
376.734 
346.845 


Net 

Premiums 


Total 
Income 


Losses 
Paid 


$2,158,133 
1.663.584 
1.436.943 
1.417.493' 
1.229.974: 


$2,195,273 
1.688.896 
1,461.118 
1.438.789, 
1.249.792 


$1,263,769 
877.382. 
949.031 
769.282 
724.586 


Expenses 


$602,295 
471,004 
462.125 
402,468; 
384.815 


Total  Ex- 
penditures 


$1,866,064 
1,348,386 
1.411,156 
1.171,760 
1.109.401 


Incurred 


ntm  otr 

(-)    Remit. 

to  H.  O. 


$1,234,146  — |8«.»77 

966.765,  —53.125 

974,409  —108.499 

867,654  —99.853 

682,989  -h7.138 


*  Includes  $500,000  German  Government  notes  due  September  1.  1916.  carried  in  a  "q)ecial  asset  account"  subject  to  order  of 
U.  S.  managers. 


Assns.  Dsc.  31. 1915. 

Bonds *$I.493.660 

Cash 73.662 

Agents'  balances. . . .       401.153 

Interest 14.760 

Other  assets 4.396 


LuBiunia.  Dae.  31. 1915. 

Losses  unpaid $298,701 

Unearned  prems ....       430.053 
Other  liabilities. . . .        49.096 


Total $1,987,640 

Spl.  dep.  overliab..  9,679 


Total  liabilities...     $777,850 
Surplus •1.200.111 


Total  assets •$1,977,961       Total $1,977,961 


1  Transacts  marine  business. 


Underwriting  profit,  $283,713;  inrestment  profit,  $46,598. 

RISKS  AND  PREMIUMS:  Marine  and  inland  risks  in  force. 
December  31,  $49,574,391;  premiums  thereon,  $814,385. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiuins  reeetved. 
$21,247,907:  losses  paid,  $12,069,316. 


BONDS  OWNED: 

Cincinnati,  wat.  stk.,  4%.  1927.. 

Cleveland,  sr.,  4%,  1928 

N.  Y.  Cy..  cs.  stk..  2H%,  1929. . 
N.  Y.  Cy..  cp.  stk..  3^%,  1920. 


Par 

Market 

Vahie. 

Value. 

$5aooo 

$51,000 

5aooo 

51.000 

250.000 

207.500 

100.000 

97.000 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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MANNHEIM  INSURANCE  COMPANY,  Mannheim,  Germany.— Con<tnii«£, 


BoMM  Own  bu.— C011C. 

N.T.(>^epLttk.,4H%.I990^ 

banbr  Got.  of  Porto  Rioo.  4%.  1925. . . 
B.ftO.  R.  R.,  pti.  In.,  ZH%,  1925 

B.  4  0.  R.  R^  a.  w.  1  m.,  3H%.  1925 .. . 

C  C.  k  0.  Ry,  5%,  1938 

C,B.4Q.R.R^Jt,4%.  1921 

C .  B.  ft  O.  Denver  Drr.,  exU  A%.  1922 
C.  4  C.  Big  Sutdr,  1  m.  g.  e^  4%,  1944. 

ErieftJ<nnrR.Rl,6%,19S5 

Imterborottgh  R.  T,  5%.  196« 

L  4  N.  R.  R.,  ttiu  4^ih  1940 

iV).  k  So.  Ala^  gn.  ca^  4%.  1963 

Ua.  Fke.  R.  R^  1  ry.  *  Id.  gt.  4%,  1947 


Pw 

Market 

Value. 

Value. 

1102.000 

1103.020 

10.000 

laooo 

50.000 

46.500 

10.000 

9.200 

25,000 

23,500 

30.000 

29.400 

22,000 

22,000 

1.000 

840 

75.000 

81.750 

100.000 

99.000 

25.000 

23.750 

40.000 

41.200 

100.000 

97.000 

Toiifa  (book  vmhie^  11.024.125) |1.04a000      1093.660 


MISCELLANEOUS:  The  oompany  began  busuMn  in  the 
United  SUtce  in  1887.  It  is  capitafiMd  at  10.000.000  marka,  and 
ita  aawta  June  30,  1914,  aggregated  29.321,800  marks,  inchidiog 
7.500,000  nuu-ke  of  stoekbolders'  obligatioos.  ConflagrataoD 
looses:  Baltimore,  1904.  17,763;  San  Frandaoo,  1906.  125.450. 
Th»  company  is  under  the  same  United  States  manaaement 
as  the  Nord  Deutsche  of  Hamburg.  Value  of  special  deposit 
in  Porto  Rioo.  HaOOO;  deposit  in  Ohio,  $100,000;  in  Philippine 
Ids..  I5a000. 

U.  S.  TRUSTEE :    Metropolitan  Trust  Co..  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  Geo.  W. 
Neare.  Qibbs  k  Lent,  Cincinnati,  0.:  FieU  k  Cowlca,  Boston.  Mas.; 
F.  H.  Osbom  k  Bro.,  Chicago,  lU.  The  oompany  operates  in 
Ala..  CaL,  Conn..  Del..  D.  C..  III..  Ind.,  la..  K»a.,  Ky..  La.. 
Me.,  Mass.  Mich..  Minn..  Mo..  Neb^  N.  H..  N.  J.,  N.  Y..  0.. 
Okla..  Ore..  Pa..  S.  D..  Tenn.,  Tex..  Vt..  Wash..  Va.  and  Wis.,  and 
in  Porto  Rieo. 


MARINE  INSURANCE  COMPANY,  Ltd.,  London,  Eng.lf 

United  States  Bfanaoers.  Chubb  A  Son.  New  York.    Organised.  1836. 
(UnitMi  States  Branch  Statistios.) 


Tu^ 


'   Unearned  Net 

Premiums       Sun^    <  Premiums 


Total 
Income 


Losses 
Fkid 


I9I5 
1914 
1913 

ini 
Ifll 


tl.6KU70 

U1I.482 

997.699 

1.139,848 

U06.129 


$218,275 
181.740 
187.528, 
181.022' 
202.338 


$848,8451 
639.986 
610.307 
545.526; 
570.867' 


$1,306,999 
956.141 
784.654 
927,6181 
758,306 


$1..')49,848 
989,389; 
816.5171 
959.944 1 
789.213 


$626,182 
497.546 
453.936 
372.818 
327.5551 


Expenses 


379,578 
259.993 
325.994 
267.852: 
255.101: 


Total  Ex- 
penditures 


$1,006,760 
757,539, 
779,930 
640.670 
582.656 


Dbc.  31, 1915.             Lusantm,  Die.  31. 1915. 
Boadi $1,099,102    Loasesnnpaid $566,806 


Qtth 303.406 

Agate' bakoees....  205,890 

lirtwert 10.784 

OtferasKls 71,086 


Unearned 
Other 


neaprems. 
liabilities.. 


218.275 
56.344 


Total  Ikhilities...     $841,425 
Surplus 848,845 


Tscal 


$1,600,270       Total $1,690,270 


Inkrvriting  profit.  $150,501:  investment  profit.  $24,916. 

^ilSSS  AND  PREMIUMS:  Marine  and  inkad  risks  in  foroe. 
DaeeBiber  31,  $141,035,427;  premiums  thereon.  $354,060. 

BrHINE9BINC.S.SINCEADMI8SION:  Premiums  received, 
il^WZXXf.  Josses  paid.  $7,242,316. 


BONDS  OWNED: 

^mMnoA  Ln..  5%.  1920 

Cfc^bad,  0^  4%.  1925 

X.  y.  Citr.  dock.  3%,  1920 

N'.  Y.  City,  new  aqac  3M%.  1921 

N'>  T.  City,  docks  &  ferries.  3H%.  1962. 

•VY.  City,  r.tm.,3H%,  1954 

-V.Y.aty.w.,3H%.1964 

N.Y.  City.  ep,8tk.,4H%.  1957 


Pkr 

Market 

Value. 

Value. 

$215,300 

$202,382 

100.000 

102,000 

210.000 

199.500 

25.000 

24,250 

5.000 

4.400 

90.000 

79,200 

10.000 

8,800 

15.000 

15,900 

Bonds  Owjhbd. — Cont. 


N.  Y.  City,  cp.  stk.,  4%.  1959 

N.  Y.  City.  cp.  stk.,  4V<%,  1960 

B.  &  0.  R.  R..  4%,  1941 

B.  k  0.  R.  R,  1  m..  4%.  1948 

Chi..  R.  I.  k  Pao.  Ry.,  1  m..  4%,  1988. 
D.  &  Rio  0.  R.  R.,  imp.  m.,  5%,  1928.. 
L.  8.  k  M.  8.  Ry..  1  m..  3H%,  1997. . . 
Man.  Ry..  cs.  m.,  4%,  1990. 


No.  Pac.  Ry..  pri.  b.,  4%,  1977 

No.  Pac.-Gt.  N.,  jt.  C.,  B.  k  Q.  ool.,  4%, 

1921 

Un.  Pkc.  R.  R..  1  m.  &  Id.  gt..  4%.  1947. 


Ineuired 


$733,511 
666,646 
439.652 
430.737 
316.446 

Pfcr 

Value. 

$25,023 

138,681 

50,000 

50,000 

3,000 

25.000 

50.000 

15,000 

25,000 

50.000 
60.000 


{+)  Reo'd 

from  or 

(-)  Remit 

toH.  0. 

+$47,116 

-69.600 

157,206 

279.880 

12ai40 

Market 

Value. 

$25.00D 

137,000 

44,000 

46.000 

2,550 

20,500 

42,500 

13.800 

23,250 

49.000 
58,200 


Totols  (book  value.  $1,141,844) $1,160,300   $1,099,102 


MISCELLANEOUS:  This  oompany  began  business  in  the 
United  States  in  1884.  It  is  under  the  same  management  in  this 
country  as  are  the  Federal  of  Jersey  City,  tbe  London  Assurance 
(marine  branch).  Alliance  Assurance  and  the  Sea  of  Liverpool. 
This  company  has  a  subscribed  capital  of  £1,000,000,  of  whieb 
£600.000  have  been  paid  in.    Vahie  of  deposit  in  Ohio,  $100,000. 

UNITED  STATES  TRUSTEES:  Guarantee  Trust  Co.,  New 
York. 

TERRITORY  COVERED:  The  oompany  is  licensed  in  CU., 
Cok).,  0>nn..  D.  C.  HI.,  La.,  Mass..  Mioh..  Minn.,  Mo.,  N.  J., 
N.  Y.,  0.,  Ore.,  Pa..  R.  I..  Wash.,  W.  Va..  Wis.  and  Canada. 


MARITIME  INSURANCE  COMPANY,  Liverpool,  Eng.lf 


Attorney.  W.  L.  H.  Smpson.  New  York. 
(United  States  Branch  Sutistics.) 


t 

YI4& 

Afliete 

1 

Unearaed 
PhsBBioms  1 

Surphis    ■ 

1 

Net 

Total 
Income 

Losws 
Paid 

Expenses 

Total  Ex- 
penditures 

IxMses 
Incurred 

(+)Rec'd" 
from  or 
(-)  Remit. 
toH.  0. 

1915 
1914 

1913  ; 
1912! 
1911 

$28M69 
310.026 

$203631 
33,966 
40.113, 
39,514 
42,935! 

$251,997 
255.285 
216.6951 
217.179 
212.777 

$107,178 

60,069, 

27,7601 

109.929' 

80,127 

$118,251 

71.069 

40.731 

120.129 

90.327 

$111,999' 

31.970 

111,106 

97.550 

87,841 

$15,118 
17.679 
19.011 
13.023 
15.894 

$127,117 

49.649 

130.117 

110.573 

103.735 

$107,828 

38.067 

21.023 

91.934 

168,306; 

-$6,031 
-14.485 
—20.437 
-1-13.879 
+68.501 

i 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


MARITIME   INSURANCE  COMPANY,  Liverpool,  Eng.-^onHnued. 


ABsrn.  Die.  31, 1915. 

Bonds 1272.350 

CMh 2.272 

Agents'  balancos ....  21 ,301 

Interest 2.806 

Other  usets 1.240 


LuBiLims,  Dbc.  31, 1915. 

Losses  unpaid $12,432 

Unearned  prems....        29.863 
Other  liabuities 5,577 


Total  liabilities...       $47,872 
Surplus 251.997 


Totalassets $299,869       Total $399,869 


Underwriting  loss,  $11,482;  investment  profit,  $14,224. 

RISKS  AND  PREMIUMS:  Marine  and  inland  risks  in  force. 
December  31,  $2,305,222;  premiums  thereon,  $39,461. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  received, 
$2,255,096;  losses  paid.  $1,793,511. 


BONDS  OWNED: 

SUte  of  N.  Y..  can.  imp..  1960-1, 4%. . 

N.  Y.  Cy.,  cp.  stk..  1956,  4% 

Buffalo  Qy.,  1958, 4% 

N.  Y.  &  Putnam  R.  R.,  1  g..  1993,  4%. 


Fkr 

Market 

Vahie. 

Vahie. 

$50,000 

$51,500 

100.000 

96.000 

100.000 

100.000 

25.000 

32.750 

Totals  (book  value,  $278,367) $275,000      $272,250 


MISCELLANEOUS:  This  comnany  is  licensed  to  transact 
marine  insurance  in  California,  ana  was  admitted  to  New  Yock 
State  in  1908.  Its  home  office  statement  as  of  December  31, 
1913.  showed  total  assets  amounting  to  £581,361.  wiUi  a  paid-up 
capital  of  £100.000. 

U.S.  TRUSTEE:  Franktin  Trust  Co.,  Brooklyn. 


MINERVA  RETROCESSIONS  AND  REINSURANCE  COMPANY, 

Cologne,   Germany. 


United  States  Manager.  Edwin  M.  Crafcin.  New  York  City.   Organized,  1886. 

(United  Sutes  Branch  Sutistics.) 


Ykah,    Assets 


1915 
1914 
1913 
1912 
1911 


$748,514 
767.1161 
750.0521 
623,5231 

•509.000 


Unearned 
Premioms 


$412,823 
436.359 
398.140 
309.853 
t39,210 


Surplus 


$267,921 
236.045 
282,259 
263.500 
471.052 


Net 
Premiums 


$505,138 
586,974 
589.143, 
553.884' 


Total 
Income 


Losses 
Paid 


Expeoses 


$535,126; 
616.9621 
61 1,661 1 
573,563! 


$.')0«.989 
387,333 
275.182 
121,675 


$179,741 
198.311  ■ 
198,837 
175.340 


Total  Ex- 
penditures 


$486,730 
585,644 
474.019 
297,015 


Losses 

Incurred 


$272,944 
406,376 
289.953 
161.205 


(-I-)  Rec'd 
from  or 

(-)  Rem;t. 
toH.  O. 

—$57,445 

—29.115 

—6.465 

—158.104 


*  Bonds.       t  Also  $2,871  unpaid  i 
AssKTS,  Dec.  31, 1915. 


Bonds $731,350 

Agents'  balances 9,702 

Interest 7,462 


LuBiunxs,  Dec.  31.  1915. 

Losses  unpaid $61,770 

Unearned  prems 4 12,823 

Other  liabilities 6.000 


Total  UabiUties...     $480,593 
Surplus 267,921 


Totol  assets $748,514       Total $748,514 


Underwriting  profit,  $71,003;  investment  profit,  $18,358. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$78,570,24B;  premiums  thereon,  $773,734. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:   Premiums  re- 
oeived,  $2,235,139;  kMses  paid,  $1,071,578. 


BONDS  OWNED:  Pte 

Vahie. 

United  States,  reg.,  1925,  4% $100,000 

N.  Y.  Cy.,  reg.,  1951W8.  4% 210,000 

N.  Y.  Cy.,  reg.,  1962-60.  4K% 235,000 

So.  Pac.  R.  R.,  1  r.,  1955,  4% 50,000 

Chi.  A  Nwn.  Ry.,  gn.,  1987.  4% 50.000 

Dcla.  &  Hud.,  1  r.,  1943,  4% 50,000 

N.  Y.,  Chi.  &  Si.  L.R.R.,lm.,  1937.4%  40,000 


Market 

Value. 

$110,000 

205.800 

237.330 

45.000 

47,500 

48.000 

37,200 


Totals  (book  value.  $743,893) $735,000      $730,850 


MISCELLANEOUS:  This  company  was  established  in  1SS6, 
and  on  December  31,  1913,  possessed  home  office  cash  assets, 
amounting  to  $5,232,820.  It  entered  New  York  State  January  2. 
1912.    Deposit  in  N.  Y^  $210,000;  in  0.,  $100,000. 

UNITED  STATES  TRUSTEES:  Ralph  L.  Cutter,  Woodbury- 
Langdon,  Otto  L.  Dommerich.  N.  Y. 

TERRITORY  COVERED:  The  company  is  licensed  in  Ark., 
Colo.,  Conn.,  111.,  Del..  La.,  Miss.,  Mont.,  N.  J.,  N.  Y.,  N.  C.  O.. 
Pa.,  Tex.,  W.  Vs.,  Mich,  and  Mass. 


MOSCOW  FIRE  INSURANCE  COMPANY,  Moscow,  Russia. 


United  SUtes  Manager,  Paul  E.  Rasor,  New  York.    Organised,  1858. 
(United  States  Branch  Statistics.) 


I 
YsiB     Assets 


1915 
1914 
1913 
1912 
1911 


$2,138,884, 
2.077.817 
1.945,834 
1,970.903 
1.924.429 


Unearned 
Premiums 


$1,256,894 
1.210.268 
1.178.490 
1.169.580 
1.145.038 


Assets.  Die.  31. 1915. 

Bonds $1,845,570 

Ctah 218.346 

Agents'  balances ....        59.385 
Interert 15,583 


Surplus 


$627.1301 
631.937 
539.481 
610.122 

568.617. 


Net 
Premiums 


Total 
Income 


$1,656,800 
1.624.457 
1.590.403 
1.597.078 
1.501.619 


$1,737,138 
1.702.520 
1.678.35*3 
1.666.602 
1.659.592 


Losses 
Paid 


$903,823 

1,094.491 

929,660 

970.057 

931.783 


Expenses 


$535,331 
534.012 
522.955 
522,283 
520.804 


Total  Ex- 
penditures 


Losses 
Incuired 


$1,439,154; 
1.628,5331 
1,452,615| 
1.492.340 
1,452.587 


(+)  Reed 

from  or 

(— )    Remit. 

to  H.  O. 


$916,225 

1.106.83Si 

957.9 18{ 

950.494, 

925.1681 


—$225,000 

—250,000 

—76,555 

—100.300 


LuBiuTiis,  Dec.  31. 1915. 

Losses  unpaid $209,867 

Unearned  prems ....     1,256,894 
OtherliabUitios....        44.993 


Total  liabilities...  $1,511,754 
Surplus 627,130 


Total  assets $2,138,884       ToUl $2,138,884 


Underwriting  profit.  $154,189;  investment  profit,  $36,004. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$258,839,165;  premiums  thereon,  $2,495,812. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received, 
$19,276,581;  losses  paid,  $10,806,467. 

BONDS  OWNED:  Par  Market 

Value.  Valur. 
$100,000       $101,000 


Cleveland,  reg.,  4%.  1920 

Los  Angeles,  unp-.  4H%.  1934. 


75.000 


75.750 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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MOSCOW  FIRE  INSURANCE  COMPANY,  Moscow,  Russia.— Conitnued. 

BosM  OwRiD.— Conf. 

X.  Y.  Cy,ep.«lt,  3H%.  Ifl28-I» 

N.Y.Cy,ep.stk^4%.  H5W9 

N.Y.Cy,ep.rtt,4V4%,  1962 

WoauQcket  Csr,  R.  I^  r,  3H%.  1931.. , 
A,  T.  A  3.  Fe Ry.,  1  r.  m.,  4H%,  1982. 
C.N.fiDg.R3r^lK^4%.1961 

Totab  OMuk  Taloe,  11.933^24) 


Fkr 

Market 

Vahie. 

Value. 

1236.500 

1251.328 

1,068,000 

1,046.640 

239.000 

241.390 

50.000 

46.000 

75.000 

73,500 

50.000 

40.500 

Sl.893,500 

11.845.570 

MISCELLANEOUS:  Thia  company  bcgaa  bunneaB  in  the 
United  Statee,  January  1, 1900.  It  tranaaots  rdnsuranoe  buainees 
only  in  thia  country.  Conflagration  loans:  Baltimore,  1904.  $53.- 
533;  San  Franeiaoo,  1906,  $276,735.  Vahie  of  depoait  in  Ohio, 
1100.000. 

UNITED  STATES  TRUSTEE:  Banker*  Trust  Co.,  N.  Y. 

TERRITORY  COVERED:  The  Moaoow  is 
Del.,  ni..  La.,  Mass.,  Mich.,  Mias^  Mont..  Ner 
N.  C  0..  Fi..  Tex..  W.  Va..  la.  and  Ark. 


in  Colo., 
N.  B..  N.  Yf, 


MUNICH  REINSURANCE  COMPANY,  Munich,  Bavaria. 

Uoited  States  Manager,  Carl  Sehreiner.  Hartford.  Conn;  Seeretary.  0.  Ehmann,  Hartford.  Conn.    Organised.  1880. 

(United  States  Branch  Statistics.) 


Yus 


1915 
1914 

ItI3 
1912 
]<»ll 


Assets 


Uneamed 
Premiums 


I8J46.628 
6.891.508 
6.417,941 
M71,344| 


65.601.518 
4,425.234 
4.163.837 
3,793.685 
3,392,140! 


Dae.  31,  1915. 

B*^^  and  stocks. . .  16.388.886 

Carfi 1.684,303 

.\«Git8'baIanee8....       388.119 
latwttt 85.320 


(-I-)  Rec'd 

Net 

Total 

Losses 

Total  Ex- 

Losses 

from  or 

Surplus 

Premiums 

Income 

Paid 

Expenses 

penditures 

Incurred 

(-)  Remit. 
toH.  0. 

$1,522,747 

17.454.743 

67,765,501 

$3,715,611 

$2,421,875 

$6,137,486 

$3,881,986 

1,485.676 

6.177.479 

6.458.728 

3.903.207 

1,831.465 

5,734,672 

4,073,117 

— $2*5.257 

1,463,326 

5.698.479 

5.996.529 

3.650,390 

1.628.096'      5.278,486 

3.551,910 

—380,905 

1.693.401 

5.340.491 

5.589.839 

3.157.621 

1,606,978       4.764.597 

3,205.182 

—384,842 

,      1,782.761 

5,004.871 

5,239.550 

3.052,498 

1.488.606       4.541.104 

3.019.875 

-451.975 

LlABIUTIBS,  Die.  31,  1915. 

Loeses  unpaid $1,117,053 

Unearned  prems 5,601.518 

Res.  on  foreisn  bus .  255.300 

Other  liabilities....  50.000 


Totalliabitities...  $7,023,881 
Suri^us 1.522,747 


Total 


$8,546,628       Total $8,546,628 


UadffwritinK  loss.  $37,142;  investment  profit.  $320,513. 

B1SK3  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
l99S3a.272;  preouams  thereon,  $10,423,732. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received. 
$£8,734,748;  losses  paid.  $41,122,575. 


BONDS  AND  STOCKS  OWNED: 

BO!«D8. 

U.3.0or,reB.g..4%.1925 

1. 3.  Got,  eg,  4%.  1925 

r,3.GoT,reg.g,3%,  1918 

M»u«g.  8,3%;  1931 

N. ^. Sate, can. imp.,  reg.,  3%,  1058. . . 

N.  Y.  Cy,  leg.  g^  3H%,  1917-28 

S  Y.  Cjr,  wg.  g,  4%.  1 955 

A.,T.AS.Feftr,  cv.,4%,1980 

A^  T.  A  S.  Fe  Ry,  cv.,  5S^  1917 

.4.  T.  A  S.  Fe  Ry,  gn.  m.,  4%,  1995. . . . 

A^T.4S.FeRy,cv..4%,  1955 

A.  A  C.  A.  L.  Ry,  1  m..  4H%.  1044. .. . 

A.a  L  R.R,  1  m..  4%,  1952 

\.  C.  L.  R.  R,  L.  *  N.  ooL,  4%,  1952. . 

A.  A  D.  R.  R,  1  m^  4<^  1948 

B.  *  0.  R.  R,  Svn.  Div..  3H%,  1925.. . 

B.*0.R.iL,prLln..34%,  1925 

B.ftO.R.R,CT..4l>a%,  1933 

B.  4  0.  R.  R.,  eq.  series  F..  4H%.  1919. 
B.  A  0.  R.  R..  eq.  aeries  G..  4H%.  1920 
B.  A  0.  R.  R.,  aq.  series  H..  4H%.  1021 
B.  4  0.  BL  R,  eq.  series  I..  iH%,  1922. 
B.  4  0.  R.  R..  aq.  serins  J.,  4H%.  1923 

B-  A  0.  R.  R.,  r.  m,  5%.  1995 

Birmingham  Ry.,  Lt.  &  Pow., 


4HVc.  1054. 


gn.  r.. 


Brtarlwiy  A  7th  Ave.  R.  R..  1  m.,  5%, 

1943 
BrooSdya r1  T^ '^  5%.  1918 . ." .' '.'.'.'. .' 
BUyiL  UiL  Eir.  R.  R..  1  m.,  5%.  1950. . 

Cmds  S.  Ry.,  cs.  gr..  5%.  1962 

Cent  of  Ga.  R.  R,  es.  m..  5%,  1945. . . . 
CotR.  R,  N- J,  gn.  m..  5%,  1987. . . . 

Ost.PSe.Ry,  1  r.  m,  4%.  1949 

Ciesa.  A  0.  Ry,  R.  A  A.  Div,  1  cs.  m, 

i%Aim 

Chfw.  A  0.  Ry,  gn.  m,  iH%,  1992... . 

<>».  AC.  Ry..cv,  4H%.  1930 

C.  A  A.  R.  R,  r.  m,,  3%,  1949 


PSr 

Value. 

$240,000 

50.000 

100.000 

100,000 

50,000 

190.000 

5,000 

50,000 

126.000 

100,000 

57,000 

50,000 

75.000 

25.000 

30,000 

75.000 

60,000 

25.000 

10,000 

10,000 

10,000 

10.000 

10.000 

25,000 

11,000 

5,000 

150.000 

50.000 

100.000 

95,000 

5,000 

125,000 

5,000 
75.000 
25.000 
50.000 


Market 

Value. 

$264,000 

55.000 

101,000 
89,000 
49.500 

182.900 

4.900 

54.000 

127,260 
94,000 
61.560 
49.000 
70.500 
21.750 
25.200 
69,000 
55.800 
24.250 
10.100 
10,100 
10.100 
10.100 
10,200 
25.000 

9,680 

4,950 

151,500 

50,000 

104.000 

95.050 

5,900 

112,500 

4,250 
68,250 
21,500 
29.500 


Bonds  and  Stocks  Ownbd. — Cont. 

Bonds. — Cont. 

C,  B.  A  Q.  R.  R.,  gn.  m.,  4%,  1958. . . . 

C.  A  E.  111.  R.  R.,  gn.  cs.  1  ra.,  5%,  1937 

C.  A  E.  111.  R.  R,  r.  A  imp.,  4%,  1955. . 

Chi.  A  Nwn.  Ry.,  gn.  m.,  5%.  1987 

C.  A  W.  Ind.  R.  R..  cs.  m.,  4%.  1952. . . 
C,  L.  S.  A  E.  Ry..  1  m..  4»^%.  1969. .. . 
C,  M.  A  P.  Sd.  Ry..  1  m.,  4%.  1949. . . . 
C,  M.  A  St.  P.  Ry.,  gn.  m.,  VA%,  1989. 

C,  R.  I.  A  Psc.  Ry.,  r.,  4%,  1934 

C,  I..  St.  L.  A  C.  R.  R,  4%.  1936 

C,  C,  C.  A  St.  L.  R.  R.,  gn.  m.,  4%,  1993 
Colo.  A  So.  Ry.,  r.  A  est.,  4H%,  1935.. . 

D.  A  H.,  cv.  d.,  4%,  1910 

D.  A  H.,  1  A  r.  m.,  4%,  1943 

D.  A  H.,  eq.,  4H%,  1922 

Detroit  A  M.  R.  R.,  1  In.,  4%,  1995. . . . 
Detroit  Tm.  A  T.,  1  m.,  4^%.  1961 .... 

Erie  R.  R.,  gn.  In..  4%,  1996 

Erie  R.  R..  pri.  In.,  4%.  1996 

Erie  R.  R.,  col.  n.,  5M%,  1917 

Erie  R.  R.,  Penna.  col.  tr.,  4%.  1951. . . . 


Fla.  W.  Shore  Ry..  1  m.,  5%,  1934. 
Ft.  W.  A  Rio  0.  R.  R.,  1  m..  4%,  1928.. 
Hocking  Val.  Ry..  1  cs.  m.,  4^%,  1999. 

111.  Cent.  R.  R.,  r.  m.,  4%,  1955 

lU.  Cent.  R.  R..  St.  L.  Div.,  3'  i^c.  1051. 


Inter.  R.  T.,  1  A  r.  m.,  5%.  1966. 
Kana.  A  Mich.  R>'..  1  m.,  4'^o.  1990. 


Kan.  Cy.,  Ft.  S.  A  M.  Ry..  r..  i%,  1938 

Kansas  Cy-  S.  Ry..  1  m.,  3%.  19.50 

Kansas  Cy.  S.  Ry.,  r.  A  imp 
L.  E.  A  W.  R.  R..  1  m.,  5%,  1937 
L-S.AM.S.  Ry.,4ro.  1931 
L.  S.  A  M.  8.  Ry..  4%,  1928. 


5%.  1950. 


L.  A  N.  R.  R.,  St.  L.  Div.,  2d  m.,  3%, 

1980 
M.,  D.  A  S.' R.  r!,' i  m'.,' 6%,'  1947. '. '.'.'.'. 

Manhattan  Ry.,  cs.  m.,  4%.  1990 

M.,  St.  P..  S.  Ste.  M.  Ry.,  4%,  1938. . . . 

M.,  K.  A  T.  R.  R.,  1  m.,  4%.  1990 

Mo.  Pac.  Ry.,  1  ooL,  5%,  1920 

N.  Y.,  C.  A  St.  L.  R.  R.,  d.,  4%.  1931.. . 
N.  Y..  N.  n.  A  H.  R.  R.,  cv.  d.,  6%,  1948 
N.  Y.,  N.  H.  A  H.  R.  R.,  cv.  d..  3h%. 

1956 

N.  Y.,  0.  A  W.  Ry.,  gn.  m.,  4%.  1955.. . 

N.  A  W.  Ry.,  1  cs.  m.,  4%,  1996 

N.  A  W.  Ry.,  cv,  4%.  1932 

N.  A  W.  Ry.,  cv,  4.4%,  1938 

No.  Pac.-Gt.  N,  jt.  C.,  B.  A  Q.  col,  4%. 

1921 

No.  Pac.  R.  R.,  gn.  In.  A  Id.  gt..  3%,  2047 

No.  Pac.  R.  R.,  pri.  In,  4%.  1997 

No.  Pac.  R.  R.,  St.  P.,  D.  Div..  4%,  1996 

Ore.  R.  R.  A  Nav.,  cs.,  4%,  1946 

Ore.-Wash.  R.  R.  A  Nav.,  1  A  r.  m.,  4%, 

1961 

Penna.  R.  R,  cs.  m..  A}  2%.  I960 


Par 
Value. 

$75,000 
25.000 
50.000 
8.000 
50,000 
25,000 

100,000 

100.000 
50.000 
10.000 
39,000 
50.000 
66.000 

100,000 
50,000 

100.000 
50,000 
50,000 
25.000 

100.000 
50.000 
25.000 
25.000 
31.000 
50,000 
25,000 
50,000 
10.000 
78,000 

164,000 

100.000 

4,000 

75,000 

25,000 

16  000 
20,000 
25,000 
55,000 
25,000 
25,000 
25.000 
7,000 

90,000 

100,000 

50,000 

37,000 

.3,000 

150.000 
50,000 
25,000 
50,000 
50.000 

100,000 
45.000 


Market 

Value. 

$69,750 
20.500 
13,000 
9,120 
40,000 
24,000 
91.000 

103,000 
33.000 
9.300 
31,590 
43,000 
66,000 
97,000 
50,500 
86,000 
48.500 
38,000 
21,500 

102,000 
44,500 
23.500 
16,750 
28.830 
45,000 
20.250 
49,500 
8,500 
60,060 

114,800 

94.000 

3,960 

71.250 

23,750 

9,760 
18,800 
23,000 
51,150 
19,250 
20,750 
21,000 

8,190 

65,700 
79,000 
47.000 
45,140 
3,660 

147.000 
33.000 
23,250 

-  45.500 
46,000 

88,000 
47,700 


J 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


MUNICH  REINSURANCE  COMPANY,  Munich,  Bavaria.— Confenu«rf. 


BoHiM  AND  Stocks  Ownid.— Con(. 
Bonds. — CorU. 

Penna.  R.  R..  eq.  n.,  4%.  1917 

Pcnna.,  4H%.  1 921 

Phila..  cv.  d.,  5%,  1922 

P.,  C  C.  A  St.  L.  Ry.,  cs.  m..  4^%,  1963 

ReadingCo.,  m. m.,  4%,  1997 

RkJoW.  R.  R..  1  m.  4%.  1939 

San  A.  &  A.  Paas.  1  m.,  4%.  1913 

Seaboard  A.  L.  Ry..  A.-B.  Div..  4%.  1933 

Seaboard  A.  L.  Ry..  n..  5%.  1916 

Seaboard  A.  L.  Ry.,  r.  m..  4%,  1959. . . . 
Seaboard  A.  L.  Ry..  1  cs.  m.,  6%.  1945.. 

So.  Pac.,  cv..  4%.  1929 

So.  Pac.  R.  R.,  r.  m.,  4%,  1955 

So.  Poc.  R.  R.,  C.  Pac.  ool.,  4%.  1949. . . 

Southern  Ry.,  sec.  n.,  5%.  1917 

So.  Ry^  St.  L.  Divn  1  m..  4%.  1951  ... 
St.  L.,  I.  Mt.  &  So.  Ry.,  gn.  cs.,  5%,  1931 
St  L.  &  San  F.  R.  R..  r.  m..  4%.  1951 . . 

St  L.  Swn.  R.  R.,  1  m.,  4%,  1989 

T.  A  0.  C.  Ry..  1  m^  5%.  1936 

T.  &  0.  C.  Ry.,  1  m..  W.  Div..  5%,  1935 
Un.  Pac.  R.  R.,  1  In.  A  r.,  4%,  2008. . . . 

Un.  Pac.  R.  R.,  1  nu  4%,  1947 

Un.  Pac.  R.  R..  cv..  4%,  1927 

Un.  R.  R..  San  F..  4%.  1927 

Wabash  R.  R.,  1  m..  5%,  1939 

Wabash  R.  R..  0.  Div.,  1  m..  3h%.  1941 

W.  Shore  R.  R.,  1  m.,  4%,  2361 

W.  Maryland  R.  R..  1  m..  4%,  1952. .. . 
W.  N.  Y.  A  Pa.  R.  R..  gn.,  i7o,  1943.. . . 

W.  Pac.  Ry..  1  m.,  5%.  1933 

W.  A  L.  E.  R,  R..  I  cs.,  4%.  1949 


Par 

Market 

Value. 

Vahie. 

$5aooo 

150.000 

25.000 

25.500 

50.000 

45.000 

50,000 

51.000 

50.000 

47.500 

20,000 

15.600 

50.000 

35,500 

50.000 

44.500 

34.000 

34.000 

100.000 

70.000 

50.000 

50.000 

100.000 

89.000 

108.000 

97.200 

25.000 

21.750 

75.000 

75.000 

25.000 

21.000 

25.000 

25.500 

150.000 

109.500 

50,000 

40.000 

12,000 

12.360 

15.000 

15.450 

50.000 

45.000 

75,000 

72.750 

150.000 

139,500 

75.000 

34.500 

34.000 

35,020 

50.000 

38.000 

50.000 

46.000 

75,000 

54.750 

20.000 

16.400 

75.000 

24.750 

25.000 

17.750 

BoNoa  AND  Sroca  OmtED.—ConL 
BoND«.--C<m<. 
Wis.  Cent  Ry.,  1  gn.  m.,  4%.  1949. . . 
Amer.  Dk.  A  Imp.,  1  m..  5%.  1921 . . . 

Cs.  Gas,  N.  Y..  cv.,  6%.  1920 

Cs.  Ind.  Coal.  1  m..  5%.  1935 

Laoka.  Steel.  1  m..  5%.  1923 

Laoka.  Steel.  1  cs.  m..  5%,  1950 

Stocks. 

A..  T.  A  S.  Fe  Ry..  p 

C,  R.  I.  A  Pac.  Ry. 


N.  Y..  N.  H.  A  H.  R.  R. . . . 
Norfolk  A  Western  R.  R..  p. 

Penna.  R.R 

Consolidated  Qas,  N.  Y. . . . 


Psr 

Vahie. 

$74,000 

5.000 

7.000 

26.000 

21.000 

15.000 

25.000 
76.500 
16,800 
20.000 
75.000 
25.000 


Market 

Vahte. 

t».120 

5.200 

8.890 

6.250 

20.580 

13.950 

25.500 
13.770 
12.936 
17.300 
89.250 
36.000 


Totals  (book  value.  16.944.881) 17.140.300    86.388.886 


MISCELLANEOUS:  This  company  began  business  m  the 
United  States  in  1898.  writing  fire  reinsurance  only.  In  other 
countries  the  Munich  transacts  reinsurance  of  fire,  accident, 
burglary,  elevator,  fidelity,  hail.  life,  marine,  plate  glass,  steam 
boiler,  surety  and  tornado  busincn.  Its  home  office  statement 
June  30,  1915.  shoved  assets  302.098,482  marks.  lU  capital  is 
30.000.000  marks.  Head  office,  general  manager,  C.  Thieme. 
Confiagration  lopses:  Baltimore.  1904.  $500,000;  Siu  Fraaeisco, 
1906.  $2,760,000.    Deposit  in  Ohio.  $100,000. 

UNITED  STATES  TRUSTEES:  Walter  T.  Rosen.  Isaac  N. 
Seligman.  Hermann  Sielcken.  N.  Y. 


REMARKS:  Included  in  the  company's  liabilities  is  a  reserve 
on  foreign  fire  business  embracing  tnat  in  Canada,  Cuba  and 
Mexico  amounting  to  t2.55.300. 


NATIONALE  FIRE  INSURANCE  COMPANY,  Paris,  France. 

Managers.  Starinreather  A  Shepley.  Inc..  Provid«ioe,  R.  I.    Organised,  1820. 
Preadent,  Geo.  L.  Shepley;   Sapt.  of  Agencies,  Emil  G.  Pieper. 
a^nited  SUtes  Branch  Statistics.) 


YlAB 


AsKts 


Unearned 
Premiums 


$753,351 
804,161 
708.202 
637,924 
643.823 


$225,816 

216,291 

194.115 

137.528 

93.524 


Surplus 


$466,730 
430.248 
393.676 
395.565 
457.679 


Net 
Premiums 


$272,363 
275.722 
271.194 
214.448 
129.901 


ToUl 
Ino(»ne 


$297,633 
300.764 
295.686 
237.770 
152.600 


Losses 
Paid 


$162,405 

182.676 

121,427 

115,472 

44.491 


Expenses 


$101,847 

109.089 

100.712 

69.502 

50.608 


Total  Ex- 
penditures 


Losses 

Incurred 


$264,252 

291.765, 

222.1391 

184.9741 

95.0991 


{+)  Rec'd 

uxxn  or 

(-)    Remit 

to  H.  O. 


Assan,  Dae.  31. 1915. 

Bonds $606,300 

Cash 67.107 

Agents'  balances ....  82.024 

Interest 7.898 

Otherassets 523 


LuBiunn.  Dec.  31. 1915. 

Losses  unpaid $30,126 

Unearned  prrms. . . .       225.816 
Other  liabilities....        30.679 


Total $763,862 

Spl.  dep.  over  liab. .         10.501 


Total  liabiliUes...     $286,621 
Surphjs 466.730 


Total  adm.  assets.     $753,351       Total $753,351 


Underwriting  profit  $10,674;  investment  profit  $23,375. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$47,329,529;  pnaniums  thereon,  $433,865. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  received, 
$1,229,403;  losses  paid.  $616,349. 


BONDS  OWNED:                            Par  Market 

Value.  Value. 

Atlanta.  Ga..  redemption.  4%.  1920 $10,000  $9,900 

Cleveland.  0.  wat.  wks..  4%,  1940 100.000  104.000 

N.  Y.  Cy..  cp.  Btk.,  4%.  1955 200.000  196.000 

N.  Y.  Cy ..  op.  stk..  4%.  1966 16.000  15.680 

N.  C,  perm.  imp..  4%.  1953 10.000  10.000 

Richmond.  Vs..  pub.  unp.,  4%.  1943 ....          25.000  23,250 
N.  Y.  C.  A  H.  R.  R.  fc.  L.  S.  col.  g., 

3H%.1998 100,000  78.000 

*  Securities  as  per  Company's  valuations;  the  item  in  Assets  is 
based  on  Ins.  Dq>t  valuations. 


Bonds  Ownko. — Coni. 


N.  Y..  N.  H.  A  H.  R.  R..  E.  Ln..  4%,  1922 
So.  Pac.  R.  R..  1  r.  m.  g..  4%.  1955 


$148,210 

189.608 

129.418 

115,217 

59.860 

Par 
Value. 
$70,000 
120.000 


—$1,125 


—40.000 

—2.181 


Market 

Vahie. 

$56,066 

108.000 


Totals  (book  vahie.  $604.660) $651,000     *$300.8»6 


MISCELIiANEOUS:  The  company's  home  office  statement 
as  of  December  31.  I9I5.  showed  asseto  of  $6.32a675.  with  $500.- 
000  capital  and  $2,534,944  surplus.  Special  deposits:  Ohio, 
$10aOOO;  Va..  $23,250;  Ga..  $9,900;  N.  C.  $iaOOO. 

UNITED  STATES  TRUSTEE:  Bankers  Trust  Co.,  N.  Y. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  F.  KCelendv 
Boston.  Mass..  special  agent  fw  Conn..  R.  I.  and  Mass.;  Tboa.  H. 
FUihcrty.  Portland.  Me.,  special  agent  for  Me.  and  N.  H.;  C.  B. 
Burke.  Plymouth  Meeting.  Pa.,  special  agent  for  Pa^  Md..  N.  J. 
and  Del.;  R.  .\.  Osborne.  New  York,  N.  Y.,  special  acent  for  nortlkera 
N.  J.  and  southern  N.  Y.;  A.  A.  King.  Efanva,  N/V.,  spedal  agent 
for  N.  Y.  State;  J.  D.  Fry  South  Boston,  Va..  special asent  for  N.  C. 
Va.,  Tenn.,  and  Washington,  D.  C;  Freeman  Wilson,  ColombusL  0.. 
special  agent  for  W.  Va.  and  0.;  John  D.  PoUoek.  Chicago,  IlUspeeial 
agent  for  Mich.,  Ind.  and  Ky.;  Fay  Morrissey.  Champaiga,  IH^ 
special  agent  for  lU.,  Mo.,  and  Wis.;  Gordon  Williams  aad  J.  R. 
Cothran.  Atlanta,  Ga.,  special  agents  for  Ga..  Fla.  and  8.  C;  Qeo. 
C.Johnson.  Minneapolis, Minn.^special ag^t  for  Minn..  Mo..  la. 
and  Neb.  Kenney  A  Killian.  Denw.  Col.  general  agents  for 
Col.;  Commonwealth  Security  Co..  San  Francisco.  gcDeral  acents 
for  Cal.;  McCargar,  Bates  A  Livehr  Seattle.  Wash.,  and  Port^od. 
Ore.,  general  agents  for  Wash,  and  Ore.  The  company  operatea  in 
Colo.,  Conn.,  D.  C,  Fla.,  Ga.,  111..  Ind^Ky..  La.,  Me.,  Md..  Maaa.. 
Mich.,  Minn..  Mo.,  Neb..  N.  H..  N.  J..  N.  Y..  N.C..  0..  On^  Pa, 
R. L, S. C. Tenn..  Va.,  Wash.,  W. Va. , Cal.,  Ida.,  Utah  aad  Wm. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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NETHERLANDS  FIRE  AND  LIFE  INSURANCE  COMPANY. 

The  Hague,  Holland. 

EtUUkbed  1845. 


United  Steles  Manager,  H.  W.  Lettoo;  Aanetant  Manager.  G.  8.  Valentine.  Chicago*  III. 

(United  States  Branch  Stotistics.) 


^ 


Yi4d    AflKts 


1915 
1914 
1913 


•1.004,597. 
958^285 
80S;453 


Uneuned 

JT^PWItll  Iff 


$406,639 
354.500 
175.203 


Surphia 


S555.161 
557.252 
512,038' 


Net 
Ptcmhiins 


$401.3771 
424.187 
264.419 


Total 
Income 


$432,935 
453.465 
283.004 


IHtid 


Eipenses 


Total  Ex- 
penditures 


Losses 
Incuned 


fram  or 

(-)  Remit 

toH.  0. 


$204,417 

142.778 

21.296 


$186,318 
16d.243 
116.409 


$39a735 
306.021 
137.706 


Aasvfi^  Dbc.  31, 1915.             LuBORras,  Dae.  31, 1915. 
BoadB $867,510    Losses  unpaid 134.665 


Cuh 

AfCBti' bahneea 

latRrert 

Other 


Total 


39,998 

86.502 

10.486 

101 


Unearned  nrems. 
Other  liabilities. 


406.639 
8.132 


Total  liabifitiM...     $449,436 
Suridua 555,161 


$1,004,507       Total $1,004,507 


rBdemitbig  Ion,  $37,036;  inrestment  profit,  $35,946. 

RI3KS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
1^439.433;  prvminms  thereon.  $714,598. 

BrSINESEl  IN  U.S.  SINCE  ADMISSION:  Premiums  reoetved. 
%ims»;  loases  paid,  $36U17. 

BONDS  OWNED:                           Par  Market 

Value.  Value. 

Akran,  0^  ft,  5^1%.  1921-23 $26,000  $26,550 

B«ne)qr.  CaL,  imp.,  5%,  1924-4 1 15.000  16.070 

Ciaauati.  O.,  St..  4>^%.  1933 25.000  26,250 

Cjpnbad.  0^  vat  wks^  4)4%,  1931 .. .          26.000  27.560 

D»ytoo,0-st.,  5%,  1929^1 25.000  27,350 

GnywiCo^Tex-.5%.  1955 40.000  40.800 

Hanaton  Co.,  Temi.,  S^c.  1945 25.000  26,500 

HaiTis  Co,  Tou  rd..  494%.  1953 35,000  35.000 

HoortoD,  Tex.,  4»i*:^o.  1939 10.000  10,400 

Klai  Co..  Wash.  Ct.  Hs^  5%,  1033 10,000  10,500 

Mespfaiik  Tena^  ler..  5«^  1953-54 85,000  87,450 

NaritfiIk.TcDtt^5%.1937 25.000  26,750 

Xe«BiaoverCo..N.C.,5%.1938 10.000  ia500 


Bonds  OwifiD. — Cont. 

N.  Y.  Cy.,  OS.  stk..  ZH%,  1918-22. 
N.  Y.  Cy.,  cp.  stk..  316%.  194(W2. 
Ottawa  Co.,  Mich..  4H%  1935. 


Sacramento,  Cal.,  4H%.  1939-40. 
Salt  Lake  City,  Itah.  sc..  4%,  1930. . 

Thurston  Co.,  Neb.,  5%,  1935 

A.,  T.  &  S.  Fe  Ry.,  rh.  m.,  4%,  1995. 
C,  B.  A  Q.  Ry..  gn.  m..  4%.  1958. . . 

m.  Cent.  Ry.,  ooL  tr..  4%.  1953 

L.  &  N.  Ry..  un..  4%,  1940 

M.,  K.  k  T.,  1  m..  4%  1990 

N.  A  W.,  cs.  m..  4%,  1996 

No.  Pac.,  pri.  hL.  4%  1997 

Un.  Pac,  1  m..  4%.  1947 

Amer.  TI.  &  Tg..  ool.  tr..  4%,  1929. . . 
N.  Y.  TL,  4?^%,  1939 


$196,573 
165.667! 
_33.742_ 

Par 

Vahie. 

$143,000 

235.000 

25.000 

15.000 

10,000 

30.000 

10.000 

13.000 

40.000 

10,000 

15,000 

10.000 

10.000 

12.000 

4.000 

6.000 


+$20 
+'22,818 

Markei 

Value. 

$140,070 

207,060 

25.750 

l.%000 

9.600 
31,300 

9,400 
12.090 
34.400 

9.500 
11.550 

9.400 

9,300 
11.640 

3,640 

5.940 


Totals  (book  Talue.  $877,198). 


$894,000      $868,210 


MISCELLANEOUS:  This  company  formerly  transacted  bua- 
in  the  United  States,  but  withdrew  in  1905.  It  re-entered  the 
United  States  in  1913.  The  managers  of  this  company  are  also 
managers  of  the  Prussian  National  of  Stettin  and  employ  the  same 
fieldloroe.    Deposit  in  0..  $101,000. 

U.  S.  TRUSTEE:  Harris  Trust  &  Savings  Bank,  Chicago. 

TERRITORY  COVERED:  The  oompanv  is  Ucensed  in  Alas., 
CaL,  Colo.,  Conn..  III.,  Ind.,  la.,  La.,  Ma.,  Mass.,  Mich.,  Minn., 
Mo.,  Neb.,  N.  J.,  N.  Y.,  N.  C,  0.,  Ore..  Pa..  R.  I.,  Tex.,  Utah. 
Wash.,  Ida.,  Mont,  and  Wis. 


NEW  ZEALAND  INSURANCE  COMPANY,  Ltd.,  Auckland,  New  Zealand. 

Organised,  1859. 


United  States  Managers,  Clinton  Folger,  W.  M.  Speyer.  San  FranciBOo. 

(United  States  Branch  Statistics.) 


I 


Tub 


1915 
1914 
19U 
1912 

I91I : 


$84U89 
820.786; 
813.175 
822.914 
83U30 


Unearned 
lYemiums 


$349,4801 
341.987' 
409,802, 
407.3791 
406.757 


Sorphia 


$415,701; 
430.149 
355,654 
363.452| 
367.437 


Net 
IVsmiums 


$494,1991 
478,941, 
500,9041 
500.481 
525.884 


Total 
Income 


$527,833 
512,506 
532.830 
533.219 
554.861 


Losses 
Paid 


'  Total  Ex- 
Expenses      penditures 


Losses 
Incxured 


$251,889 
233.021 
220,843 
150.088 
163.055 


$204,365 
194.731 
212.351 
209.6411 
197.6711 


$456,254 
427.752 
433,104 
359.729 
360.726 


$260,477 
246,087 
224,929 
143,485 
168.328 


if)  Rec'd 
m>m  or 

(-)  Remit 
toH.  0. 

—$72,269 
—64.235 
—89.757 
-172.625 
-141.790 


Dk.  31. 1915. 

Rcalestate $240,000 

Bcods 452,519 

CUi 42,667 

A^atsbslaiiees....  95,576 

Interest  ami  rente...  6,259 

OtiMrassete 4.278 


LuBmnis,  Dae.  31, 1915. 

Loases  unpmd $37,294 

Unearned  prema. . . .       349,480 
Other  fiabOities. . . .        88,824 


Total  liabiHties. . .     $425,598 
Surplus 415.701 


Total 


$841,299       Total $841,299 


RISKS  AND  PREMIUMS:  Fire  risks  m  force.  December  31, 
$47J5&S46;  praaiums  thereon,  $684,545. 

BUSINESS  SINCE  ADMISSION  TO  U.  S.:  Ftemiums  re- 
eored.  $9,583,410:  loases  paid,  $5,828,259. 

RE.4L  ESTATE  OWNED:  Conaiste  of  one  piece  60  feet  by 
124  fact,  Bortb  side  Califomia  stn  between  flananme  and  Battery 
ita,  Saa  Fiaaewo.  CaL,  and  34tory  brick  building  built  in  1909 
tad  1910.  Book  ▼ahe.  $225,017.  Rents  received  in  1915,  $14,- 
967:  taus  and  expenses,  $6,306. 


BONDS  OWNED: 


LHAsfdes. 
OikhSTS 


of 
CaU  vat.  wks. 
CaL,  Mmn.  imp. . 


Value. 

$200,000 

40,000 

35,000 


Market 

Value. 

$194,000 

39,600 

34,549 


Bonds  Owwan. — Cont. 


Kern  Co.,  Cal.,  o.  h 
Whittier,  CaL  so 


San  Joaquin,  hi^way 

Cy.  A.  Co.,  Ban  Francisco,  Cal. . 

Los  Angeles,  aqueduct 

San  Di^  Co.,  Cal.,  hi^way . . 
Los  Angeles  Co.,  CiJ.,  highway. 


Par 
Value. 
$30,000 
20.000 
25.000 
25.000 
25,000 
15.000 
35,000 


Market 
Value. 

$29,409 
20,201 
25,676 
25,325 
24.115 
14,474 
33,823 


Totals. 


$450,000      $452,519 


MISCELLANEOUS:  This  company  has  been  operating  in  the 
United  States  in  Paci6c  Coast  territory  since  1875.  Its  home  office 
sUtement  as  of  November  30. 1915,  showed  17,192,679  of  assets. 
The  paid-up  capital  is  $2,250,000.  San  Francisco,  1906,  conflagra- 
tion loss,  $1,749,050. 

FIELD  MEN  AND  TERRITORY  COVERED:  Clinton  Fol- 
ger and  Walter  M.  Speyer,  joint  managers,  San  Francisco.  Cal.,  of 
U.  S.  branch.  Specuil  agents:  W.  O.  Fortmann,  Portland.  Ore.; 
D.  A.  Parker.  San  Francisco.  Cal.;  Frederic  Williams,  Denver, 
Colo.;  C.  P.  Ljoidall,  Los  Angeles,  Cal.;  Volney  Seebeck,  Spokane, 
Wash.;  R.  E.  Oehlmann,  San  Francisco,  Cal.  The  company  oper- 
ates in  Ahis.,  Aris.,  Cal.,  Colo.,  Haw..  Ida..  Mont.,  Nev.,  On^ 
Utah,  Wash..  Wyo.  and  B.  C. 
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NORD-DEUTSCHE  INSURANCE  COMPANY,  Hamburg,  Germany.§ 

U.  S.  Manager,  J.  H.  Leoehan,  New  York;  U.  8.  Marine  Managera,  F.  Hamnann  A  Co.,  New  York.    OrgMuaed,  1857. 

(tlDited  States  Branch  Statistics.) 


Unearned 

Net 

Total 

Loaaes 

!  Total  Bz- 

Losses 

Ybar 

Assets 

Premiums 

Surplus 

Proniums 

Income 

Paid 

Expeoaes     pendituras 

Incurred 

1915 

tS2,055.675;       $693,721 

t$1.132.976 

•$1,669,529 

$1,738,422 

•$902,807 

$576,234 

$1,479,041 

$900.10di 

1914 

1,776.370         639,592 

938.771 

1.307.593 

1.362.777 

675.110 

477.451 

1,152,561 

731.9331 

1913 

1.433.465         472.282 

&)3.834'         851.476 

884,687 

466,836 

323.540 

790,376 

521,292. 

1912 

882.862         287.983 

519.931          428.160 

449.581 

123.764 

.     159.750         283.514 

119,311 

1911 

650.294 

147.908 

461.239 

191,301 

197.739 

5.856 

74.965 

80.821 

36,079 

Roe'd 
from  H.  O. 


$37,866 
116.027 
480.073 
65.000 
530.000 


•Includes  $985,710  marme  premiums  and  $469,750  marine  losses.        fExcludes  $500,000  German  Gov't,  notes  due  Sept  1.  1916. 
subject  to  order  of  U.  8.  Managers. 


ArasTB,  Die.  31, 1915. 

Bonds *$1.435.074 

Cash 304.897 

Agents'  balances ....       299.821 

Interest 18.899 

Other  assets 3,403 


LuBiUTTBS,  Dbc.  31, 1915. 

Losses  unpud $178,902 

Unearned  jprems 693.721 

Other  liabiiities. 50.076 


Total $2,062,094 

Spec.  dep.  over  liab.         6,419 


Total  liabiUties...     $922,699 
Surplus •1.132,976 


Total  assets. 


•$2,056,675       Total 


.  $2,055,676 


•Ezchides  $500,000  German  Govt  notes  due  Sept.  1.   1916, 
subject  to  order  of  U.  S.  Managers. 
Underwriting  profit,  $92,602;  investment  profit  $71,253 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$93,126,800:  ixcmiums  thereon,  $1,046,899;  marine  and  inland 
risks  in  force.  $12,071,488;  premiums  thereon,  $290,461. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  received, 
$4,470,572:  losses  paid,  $2,129,823. 

BONDS  OWNED: 

Americus.  Ga.,  sr.,  5%,  1943 

Durham,  N.  C,  wat.,  5%,  1925 

Durham.  N.  C,  wat.,  5%.  1926 

Cleveland,  wat.,  4H%,  1945 

Decatur.  Ga.,  sr.,  5%,  1942 

N.  Y.  Oy..  oorp.  stk.,  4%,  1956 

N.  Y.  Cy.,  g.  ex.  oorp.  stk.,  4%,  1959. . . 
N.  Y.  Cy^  corpor.  stk.,  4%,  1956-8  .... 

N.  Y.  Cy.,  oorp.  stk..  4^%.  1962 

N.  Y.  Cy..  wat,  4Vi%.  1960 

N  Y.  Cy.,  Corp.  stk.,  4>i%,  1960 

N  Y.  Cy.,  wat,  4K%»  1962 

N.  Y  Cy.,  rap.  trans,,  4ii%,  1962 

N.  Y.  Cy..  wat  sup.,  4%.  1956 

German  Imp.  Gov.,  3%,  1932 

Swiuerland,  Govt..  5%.  1920 

Atch..  T.  k  S.  Fe  Ry..  gn.  m..  4%,  1995. 

B.  &  0.  R.  R.,  cv.,  4H%,  1933 

Cent.  Pac  1  r.  m..  4%,  1949 

Chi..  Buri.  A  Q.  R.  R..  4%.  1958 

rhic  Mil.  k  Ft.  Sd.  Ry.,  1  m..  4%.  1949 
Chic,  Mil.  &  St.  P.  R.  R..  gn.  m..  4H% 

1989-14 

Chi.  &  Nwn.  Ry.,  gn.  m^  4%,  1987 

Chi.,  R.  Is.  A  Pac.  Ry.,  4%,  1988 

Ca.,  Clinchford  A  0.  Ry.,  5%.  1938 

Erie  A  Jersey  R.  lU  6%.  1956 

Gt.  No.  Ry..  ra.  m.,  4K%.  1961 

III.,  Cent.  R.  R..  r.  m.,  4%,  1955 


Par 

Market 

Value. 

Value. 

$5,000 

$5,250 

5.000 

5.200 

5.000 

5,200 

100.000 

109.000 

5,000 

5,200 

135,000 

132,300 

85,000 

83.300 

13,000 

12,740 

79.000 

79,790 

1,000 

1.010 

59.000 

59,590 

5,000 

5,050 

26.000 

26.260 

20.000 

19.600 

37.500 

25.875 

50.000 

48.500 

30,000 

28.200 

57.000 

55.290 

15.000 

13.500 

15.000 

13.950 

50.000 

45.500 

75.000 

75.000 

60.000 

47.500 

15.000 

12.750 

25.000 

23.500 

25.000 

27.250 

7.ono 

7000 

60,000 

45.000 

flncludes  fire  and  marine  branchea. 


Bonds  Owned.— Con/. 

lU.  Cent  R.  R.,  Chi.,  St.  L.  A  N.  0.  R. 

R.,  it  1  r..  5%,  1963 

111.  Cent  R.  R.,  Chi.,  St.  L.  A  N.  0.  R. 

R.,  eq.  n.,  5%,  1918 

L.  8.  A  Mioh.  So.  Ry.,  g.  n.,  4%.  1928 . 
Lehigh  Val.  R.  R.,  g.  gn.  m.,  4H%,  2003 

L.  A  N.  R.  R.,  eq.  n.,  5%,  1916 

MU.,  8.  A  N.  W.  Ry.,  1  m.  r.,  4%,  1947. 

N.  Y.,  Con.  R.  R..  4M%.  1963 

N.  Y.,  W.  A  B.  Ry..  1  m.,  4^%.  1946  . . 

No.  Pac.  Ry.,  4>^%,  2047 

Ore.  8.  L.  R.  R.,  r.  g.  4%,  1929 

Ore.-Wash.  R.  R.  A  Nav.,  1  r.  m.,  4%, 

1961 

So.  Pac.  R.  R.,  1  r.,  4%,  1955 
S).  Pac.  R.  R.,  cv,  4%,  1929.. 
W.  Shore  R.  R.,  reg.  1  gr.  m.,  4%,  2361 

Bklyn.  Rap.  Tran.,  n.,  5%,  1918 

Interbor.  R.  T.,  5%,  1966 

German  Govt,  notes,  Sept.  1916 


Pfcr 
Value. 


Market 
Vahie. 


$25,000        $25,500 


29.000 
25.000 
25.000 
5.000 
25.000 
30.000 
25,000 
25,000 
25,000 

60,000 
50,000 
25.000 
10.000 
35.000 
25.000 
500.000 


29.290 
23,750 
25.250 
5,000 
22.750 
29.100 
2a500 
24,250 
23,250 

52.800 
45.000 
22.250 
9.200 
35.S50 
24.750 
500.000 


Totals $1,988,500  •$1,936,295 


•Securities  as  per  Cos.  value;  item  in  assets  as  per  valuaticMU 
of  N.  Y.  Ins.  Dept. 

MISCELLANEOUS:  This  company  was  established  in  1S57 
and  the  United  States  Branch  in  1911,  and  its  subscribed  eapitakl 
is  16,000.000  marks  and  its  paid-up  capital,  4.000.000  marks. 
Deposit  in  Ohio.  $100,000;  in  Ga..  $10,450;  in  N.  C.  $10,400;  in 
N.  Y..  $423,000. 

UNITED  STATES  TRUSTEE:  Farmors  Loan  A  Trust  Co.. 
New  York. 

nELD  MEN  AND  TERRITORY  COVERED:  E.  L. 
Rckards,  State  agent  Insurance  Exchange  Big.,  Chieaso.  Ul., 
western  territory;  C.  G.  App.  special  agent  123  Willuam  at.. 
New  York  City,  eastern  temtocy;  Jos.  S.  Mun^,  special  aiceiit, 
108  Water  st.,  Boston  Mass ,  eastern  territory-  John  M.  Thomas 
A  Co..  general  agents,  Dallas,  Tex.,  territory  covered:  Tex^  Okla.. 
Ark.,  La.;  Rhett  A  O'Beime,  general  agents,  Atlanta,  Ga.,  territory 
covered:  Ga.,  N.  C  Ala.  ana  Fla.;  A.  G.  Hanoook,  general  afoit 
Baltimore,  Md.,  general  agent  for  Md..  W.  Va.  A  D.  C;  D.  CltfTe 
Stone,  Nashville,  Tenn^  general  agent  for  Tenn.;  H.  T.  Lamey. 
general  agent  Denver.  Colo.,  territory  covered;  Cob.,  Kan.. 
Neb..  N.  D.  and  S.  D.;  H.  C.  Hare,  Jacksonville,  Fla.,  general 
agents  automobile  business;  D.  D.  Thomas,  special  aaaat.  Car- 
roUton,  Mon  for  Mo.;    L.  H.  Schweer,  Cinomnati,  0.,  special 

Sent  for  0.;  A.  N.  McDousall,  Detroit  Mich.,  special  annt  for 
ich.;  L.  G.  Feyen,  Portland,  Ore  state  agent  for  Ore.  ana  Wash. 
The  comi^any  is  licensed  in  all  the  states  and  territories  exoepting 
Alas.,  Ahsm  CaL,  Haw..  Ida.,  Me.,  Miss.,  Mont,  Nev.,  K.  M^ 
P.  I.,  P.  R.,  8.  C  Utah,  Vt ,  Va,  and  Wyo. 


NORTH  BRITISH  AND  MERCANTILE  INSURANCE  COMPANY. 

London,  England,  and  Edinburgh,  Scotland. 

United  States  Manager.  E.  0.  Richards;  Assistant  Manager.  J.  F.  Hastings;  Secretary,  Robert  NewbouU,  New  York.    Organiied.  1800. 

(United  States  Branch  Statistics.^ 


YBiLR 


Assets 


Unearned 
Premiums 


1915/ 
1914< 
1013( 
1912f 
1911/ 


$9,067.9911 
8.926.9.51 
8.787,076 
8,998.913 
9.139.794 


$4,624,822 
4.705,4S3 
4.849.874 
4.700,793 
4.786.863 


!        Net 
Surplus       Premiums 


$3,932,859 
3.628,638^ 
3.380.216 
3,742,696 
.3.736.693 


f$4.776.613 
t4.855.276 
/5,210.878 
^907.132 
t5.568.681 


Total 
Income 


$5,345,376 
5,226,318 
5.548.605 
5.239.930 
5.881..S05 


Losses 
Paid 


$2,590,085 
3.279.431 
2.739,980 
2.847.363 

2.865.918 


Expenses 


$1,842,006 
1,852,814 
1,976,108 
1,850.042 
1.954.713 


Total  Ex- 
penditures 


Losses 
Incurred 


$4,432,091 
5,132.245 
4,716.088 
4,697.410 
1.820.631 


$2,478,031 
3.315.895 
2.757.422 
2.612.39C 

2.D23.825 


if)  Koc'd 

n'om  or 

(-)   Remit. 

to  H.  O. 


--$7I3.»43 
-  50.738 
—736.435 
—562.119 
— ^10l334 


Unearned  premiums  include  amounts  reclaimable  on  perpetual  policies. 


/  According  to  Massachusetts  statem^Dt. 
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NORTH  BRITISH  AND  MERCANTILE   INSURANCE  COMPANY, 
London,  England,  and  Edinburgh    Scotland. — Continued, 


Amm,  Dk.  31. 1915. 

Beads  aodftoeks  . .  17.688.882 

(Mb. 357.789 

Afenti*lttlinpM....       923.0S3 
OtkraMlB 100.307 


LuBimnB.  Dk.  31, 1915. 

Loaesiupaid 1382.377 

Unearaed  prema ....  4,583.619 

Perp.  dep.  red 41,203 

OilMrliaUfitiea.....  127.933 


Total  liabifitiea. . .  15. 135. 132 
Surphn 3.933,859 


Total 


SO.0S7.991       Total 19,067.991 


UBdervritiDK  profit.  S518.961:  inTeBtment  profit.  3290.960. 

RISKS  AND  PREMIUMS:  Fire  riaka  in  force,  December  31, 
II.0ti.93Q,994:  premiums  thereon,  39.075,842;  perpetual  fire 
rdci  $1,489,520:  depoat  premiuma  thereon,  343,371. 

BUSINE3B  SINCE  ORGANIZATION:  Premiums  reeeiTed. 
Il»;»2.730;  losses  paid.  174.345,822. 


BONDS  AND  STOCKS  OWNED: 

BOMDS. 

r.S.GoT,pi«,4%.1925 

l.S.Pka.Ctt.L„re8..  3%.  1961 

Alboqaoqiie,  N.  M.,  sr..  reg.  cp.,  4H%. 

1«9 

BUyn,  N.  Y,  wlbt^  reg..  3H%.  1925  . 
BUyn,  N.  Y..  vat.  sy,,  reg..  3H%.  1925 

Ga.N  reg.,  3^*76,1920 

N.  Y.  Cy..  Bklyn.  Museom.  reg.,  3H%. 

M3S 

N.  Y.  Cy,  Bklyn.  sc,  reg..  ZH%.  1940 
X.  Y.  Cy..  oorp.  rtk-,  reg.,  4%.  1956. . . . 
N.  Y.  Cy.,  eorp.  stk.,  reg.,  4H%,  1957. . 
N.  Y.  Cy,  eorp.  stlu  reg.,  V4%,  I960. . 

N.  Y  Cy,  dk.,  reg,  3H%.  1927 

N.  Y.  Qr,  dka.  Afernee.  reg..  ZH%  1940 
N.  Y  6,  E.  rir.  bdg.,  reg..  ZH%,  1940 
N.  Y.  Cy,  BMyn.  mU  rM..  3H%,  1937 
K.Y.Cy,B.adt-.reg,3H%,  1954  ... 
K.  Y.  Ct,  b.  h.  rec-.  reg,  3j^%,  1940. . 
S.  Y.  Cy,  pub.  pks.  imp.,  reg.,  3H%. 

1939 

X.  Y  Cy,  r.  U  reg..  3H%.  1949 

N.  Y.  Cy,  reinr.  st,  reg,  3H%,  1»4<K54 
K  Y  Cv,  sc  hs.  A  atfs.  reg,  3^%,  1940 
N.  Y.  Cy,  sup.  et.  h..  reg,  34%,  1929 

N.  Y.  Cy,  wat,  reg..  4^%.  1957 

S  Y.  Co,  es.  stk,  reg.,  3.30%,  1920... . 

Pordud.  Ore.,  wat..  c.  6%.  1923 

Yanaia.  eeoL,  pea..  3%.  1991 

Asrk,  T.  4  &  Pe  Ry .  gn.  m.,  reg,  4%, 

1«K 

At^  T.  A  S.  Fe  Trans.  Coot'I  S.  L., 

reg,  4%,  1958. 

Aick,  T.  ftSa.  Fe  Ry.,  cr.,  reg,  4%,  1960 

AtlCtL,lea.m^reg.,4%.1952 

B.  4  0.  R.  R^  p.  1.  m..  leg,  3^%,  1925 
B.  ft  0.  R.  R^  ev.  g,  reg..  4H%*  1933. . 

B  ft0.R.R,.lm,4%.1948 

B.  ft  Mfc  R.  R,  r,  reg..  4%  1942 

B,  R.  ft  Pitta,  ea.  m..  reg,  4H%.  1957 
Ccat  N.  Ebg.  R.  R..  1  m,  iw,  4%.  1961 
Ceat  Pae.  ^,  1  r.  m,  e,  4%,  1949. . . . 
Cba.ftO.R.R..(B.ft:A.Dtv.).  1  reg, 

_e,  4^0. 1989 

CbcLft  0.  R.  R.,  jm.  m,  leg..  4H%.  1993 
ChL,  MiL  ft  Pt.  Sd,  leg..  4%.  1949. . . . 
Cta,  Mil  ft  St.  P.  Ry.,  cr.,  reg .  A}i%, 

Chi,  MiL  4  St-P.  Ryl.  di.  4%.*i934! .' ! 
Chi.  ft  Nwn,  Ry..  m,  m.,  reg,  4%,  1987 
Ck.  ft  W.  Ind.  R.  rI,  cs,  reg..  4%,  1952 

C.  ft  Pitt^  R.  R..  gn.  m,  reg.  c.,  4H%, 
1943  

En*,  Pk.  C,  eol,  reg,  4%,  1951 

Erie  R.  R,  p.  1,  reg,  4%.  1996 

Gl  TL  Ry..  eq.  n,  c,  4^%.  1922 

<>-  .\o.  Ry,  1  A  r.  m.,  4^%,  1961. .. . 
Hodrii^  VaL  Ry,  1  CT.  m,  4H%.  1999 
10.  Cent  R.  R^  w.  1. 1  m,  reg,  4%,  1951 
IlL  Gent.  R.  R,  eol.  tr,  r«,  4%,  1953 . . 
n  Cest,  C,  St.  L.  A  N.  0.  jt.  I  r.  m.,  c, 

5%.  196^  

L  S  ft  MJeh.  So.,  d,  reg,  4%,  1928. . . . 

LI«.R.R,g.r.m,reg,4%.1949 

L.  ft  N,  So.  Ry,  Bon.  ool.  reg,  4%.  1952 

L.  ft  N,  tan,  rtg^  4%.  1940 

L.  ft  X.  R.  R..  At.,  K,  C.  Div,  reg,  4%. 

1955 


Pkr 
Value. 
3155,000 

laooo 

10,000 
15.000 
15,000 
10.000 

60.000 
18,500 
50.000 

321,000 
45.000 

200.000 
70,500 
10.000 

100.000 
20.000 

160.000 

130.000 

40.000 

170.000 

171.000 

7.000 

laooo 

100.000 
20.000 
41.100 

100.000 

100.000 

50.000 

100.000 

200.000 

50.000 

125.000 

100  ooc 

100.000 

100,000 

25,000 

100.000 
100.000 
100.000 

22.500 
175,000 

50,000 
100.000 

100,000 
110.000 

loaooo 

25,000 
125.000 
125.000 
100.000 
100.000 

24.250 
100,000 
125,000 
100.000 
100,000 

100.000 


Market 

Vahie. 

3170.500 

ia200 

10.200 

14,400 

14.400 

9,800 

57.000 
16.650 
49,000 

340.260 
45.450 

190,000 

63,450 

9.000 

92,000 

17.600 

144.000 

122,200 

35,600 

153,000 

150.520 

6,580 

19.080 

97,000 

20,800 

36.579 

95.000 

89,000 
54.000 
94,000 

186.000 
48.500 

115.000 
68.000 

102,000 
81,000 
22.500 

85,000 
91.000 
91,000 

23,175 

161.000 

47.500 

80.000 

104.000 
07.900 
86,000 
24.000 
125.000 
116,250 
90.000 
86.000 

24.735 
95.000 
108.750 
80.000 
95.000 

88,000 


BOMIW  AMD  SrOCKB  OWMID.— Coitf. 

BOMM.— CotU. 

Manhattan  Ry,  cs.  m,  reg.,  4%.  1990. . 

Mil,  S.  ft  Nwn.  Ry,  jr..  e,  4%.  1947.. 

N.  Y.  Cent,  ft  H.  R.  R.  R.,  1  m,  3H%« 

1997 

N.  Y.  Cent.  &H.  R.  R.  R,  L.  S.  ooL,  reg., 

3^%.  1998 

N.  ft  W.  Ry,  1  cs.  m.  reg^  4%,  1996. . . . 
No.  Pte.  Ry,  p,  1.  ry.  ft  id.  gt.,  4%.  1997 
No.  Pac.  Ry.,  gn.  1.  ft  Id.  gt.,  reg.,  3%, 

2047 

No.  Pac,  Gt.  No,  C.  B.  A  Q,  jt,  reg, 

4%,  1921 

Ore.  S.  L.  R.  R.,  r,  ree,  4%.  1929 

Ore.-Wash.  R.  R.  ft  Nav.,  1  ft  r.  m,  4%, 

1961 , 

St.  L.  ft  P.  ft  Nwn.  Ry,  1  m.  g,  reg.,  i%, 

1948 

St.  P.  ft  No.  Pae.  Ry,  gn.  m,  reg.  6%, 

1923 

So.  Pke.  R.  R..  1  r.  m,  reg,  4%.  1955. . . . 
So.  Ry,  St.  L.  Div..  1  m,  reg,  4%,  1951 

So.  Ry,  sp.  c,  47o,  1919 

Un.  Fite,  It.  R.,  1  m.  ry.  ft  Id.  gt.,  reg., 

4%,  1947 

W.  Shore  R.  R..  1  m.,  reg,  4%,  2361 .... 

Stocks. 

Allegheny  ft  Western  Ry.,  gtd..  6% 

Atch,  T.  ft  S.  Fe,  p..  5% 

B.  ft  0.  R.  R..  non<um,  p,  4% 

Chi.,  Mil.  A  St.  P.  Ry,  p.,  7% 

aeve.  A  Pitts:  R.  R,  sp.  btmt.  stk.  4%, 
Minn.,  St.  P.  A  St.  Ste.  Me..  L.  L..  W. 

C.  R.  R,  p.,  4% 

Pitts,  Ft.  Wayne  A  Chi.  Ry,  gr,  7%. . . 

Reading  Co.'«  1  p,  4% 

So.  Ry.,  M.  A  0.  stk.  tr.  ctf,  4% 

So.  Ry,  p 

Ln.  Pac.  R.  R.,  p.,  4% 


Pfcr 
Value. 
3100.000 
25.000 

Market 

Value. 

392.000 

22.750 

588.000 

488.040 

100.000 

loaooo 

125,000 

78,000 

94.000 

116.250 

100.000 

66.000 

100.000 
100.000 

98.000 
93.000 

103.350 

90.948 

100.000 

107.000 

50.000 

100,000 

100.000 

2.400 

55.000 
90.000 
84.000 

50.000 
300,000 

48,500 
276.000 

50.000 
100.000 
100,000 
150.000 
100.000 

66.000 
102.000 

78.000 
202.500 

94  000 

100.000 
80.000 
100,000 
100,000 
120.000 
200.000 

78.000 
128.800 
84.000 
70.000 
74.400 
166.000 

Totab  (book  value,  38.475,856) 38.342.600    37.692.767 


MISCELLANEOUS:  This  oomoany  began  business  in  the 
United  States  in  1866.  Its  home  office  statement  as  of  December 
31.  1914,  showed  assets  aggregating  £23,970,368  for  both  fire 
and  life  departments,  exclusive  of  uncalled  capital.  Its  sub- 
scribed capital  b  £4.500.000,  of  which  £2.437,500  (mcluding 
£1,750,000  preferred  stock)  have  been  paid  in.  Every  policy 
issued  in  the  United  States  contains  a  clause  guaranteeug  the 
protection  of  the  entire  assets  of  the  fire  department  of  the  com- 
pany to  every  poliey  holder.  Conflagration  losses:  Chicago, 
1871, 32.330,000;  Boston.  1872.  3742.068;  JacksonviUe,  Fla..  1901. 
3171,363;  Baltimore.  1904, 3845.242;  San  Francisco.  1906, 33,683.- 
225;  Salem,  1914.  3101,226;  Peoria.  Tex,  1916.  31^.023.  San 
Francisco  losses  were  paid  largely  from  remittances  from  the 
home  office.  Values  ot^ special  deposits:  Vs..  392,274;  Oa,  39,- 
800;  N.  M..  310.000. 

UNITED  STATES  TRUSTEES:  Adrian  Iselin.  Jr,  B.  Aymar 
Sands  and  Wm.  Kerson  Hamilton. 

FIELD  MEN  AND  TERRITORY  COVERED:  Head  office, 
76  William  st.,  N.  Y,  E.  0.  Richards,  manager;  J.  F.  Hastings, 
assistant  manager.  Departments:  Metropohtan,  W.  P.  Young, 
deputy  assistant  manager;  Middle,  C.  R.  Perkins,  d^uty  assistant 
manager;  R.  P.  Barbour,  general  agent;  Pacific,  W.  S.  Berdan, 
deputy  assistant  manager,  Jas.  S.  Hereford,  general  agent:  New 
England  and  southern.  W.  S.  Alley,  general  aii^nt;  Central,  F. 
L.  Stabler,  general  agent;  Western,  Charles  E.  Case,  general  agent: 
Improved  Risks,  G.  P.  Davis,  general  agent.  State  and  special 
agents:  Robert  M.  August,  Baltimore,  Nld,  for  Md.,  Del,  D.  C. 
and  part  of  W.  Va.;  Carl  Rubbert,  Philadelphia,  Pa.,  for  eastern 
Pa;  Fred  W.  Kiefer.  Pittsburg,  Pa.,  for  southwestern  Pa.;  J.  H. 
Bonney,  nttsburgh,  Pa.,  for  western  Pa.  and  W.  Va.,  except 
counties  of  Morgan,  Berkley  and  Jefferson;  D.  H.  Collioaon, 
Newark.  N.  J.,  for  central  N.  J.;  C.  H.  Ebbets,  Bloomfield,  N.  J., 
for  northern  N.  J.;  E.  E.  Ikirr.  Camden.  N.  J.,  for  southern 
N.  J.,  Perey  Ling,  Albany,  N.  Y.,  for  eastern  N.  Y.;  L.  B.  Temple, 
New  York,  for  Hudson  River  and  north  suburban;  Benj.  L.  Link- 
field,  Bayside,  N.  Y.,  for  south  suburban;  M.  O.  Wight,  Boston, 
Mass.,  for  eastern  Mass..  N.  H.  and  R.  I.;  Ralph  S.  Norton,  Port- 
land, Me.,  for  Me.;  Charles  C.  Hannah,  Hartford,  Conn,  for 
Conn.,  western  Mass.  and  Vt.;  A.  R.  Thonunasson  and  H.  H. 
Whitner,  Atlanta,  Ga..  for  Ga,  S.  C.  and  Ala.;  G.  H.  Spigener, 
Richmond,  Va.,  for  Va.  and  N.  C;  Ed.  Bourne.  Jr..  New  Orleans, 
La,  for  La.  and  Miss.;  W.  S.  Abbott,  Detroit,  Mich.,  for  Mich.; 
Fred  B.  Barnes,  Oshkosh.  Wis.,  for  Wis.;  Ed.  MacDonald.  Min- 
neapolis, Minn,  for  Minn.;  John  H.  Gray,  Columbus,  0..  for  0.; 
R.  £.  Hartshorn,  Louisville,  Ky,  for  Ky.;  F.  R.  Holtfodt,  Chicago. 
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lU..  for  lU..  except  Chicago  and  Cook  Co.:  8.  E.  Cate  and  H.  S. 
JadcBon.  St.  Louib,  Mo.,  tor  Mo.;  E.  C.  Fox,  Topdca,  Kan.,  for 
Kan.;  W.  8.  Himmelwn«ht,  Fargo,  N.  D.,  for  N.  D.  and  8.  D.; 
F.  F.  Thompson.  Oklahoma  City,  Okia,.  for  Okla.,  H.  N.  Wood, 
Omaha,  Neb.,  for  Omaha,  Neb.  and  la.;  D.  E.  Galkgher,  Omaha, 
Neb.,  for  Neb.;  J.  W.  Mark,  Muscatine,  la.  for  la.;  F.  J.  Schoene- 
man,  San  Francisco,  Cal.,  for  northern  Cal.  and  Nev.;  0.  W.  Dear- 
haru,  San  Francisco,  Cal.,  for  oentral  Cal.;  Chas.  Harris,  Los 
Angeles,  Cal.,  for  southern  Cal.  and  Aris.;  E.  J.  Young,  Snttle, 
Wash.,  for  western  Wash.;  W.  L.  Lambert,  Spokane,  Wash.,  for 
eastern  Wash.,  eastern  Ore.  and  western  Ida.;  U.  E.  Smith,  Port- 
land, Ore.,  for  western  Ore.;  Oscar  Unmack,  Helena,  Mont.,  for 


Mont.,  eastern  Ida.  and  nwthem  Wyo.;  Wirt  Leake.  DaUas.  Tex^ 
for  northern  Tex.;  H.  J.  Thomsen.  Houston,  Tex.,  for  southern 
Tex.;  £.  C.  Willey,  Denver,  Colo.,  for  Colo.,  N.  M.,  southern 
Wyo.  and  Utah.  C.  B.  Rogers,  state  agent  for  Tenn.,  NaahTille, 
Tenn.  General  inspectors:  W.  D.  Clark,  New  York,  middle 
department;  J.  W.  Davis,  New  York,  New  F.nglarid  ftod 
souUiem  department:  E.  0.  Thomson,  Columbus.  0.  forO.,  Mich, 
and  Ind.;  W.  S.  Hutchins,  local  secretary,  Chicago.  III.,  western 
deoartment;  A.  E.  Murdock,  St.  Loius,  for  Mo.,  Kan.,  Okla.,  Tenn., 
Ark.,  and  Ky.;  C.  F.  MUliman.  San  Francisco,  Cal.,  Paoifie  depart* 
ment.  This  company  op««tes  throughout  the  United  States. 


NORTH  CHINA  INSURANCE  COMPANY,  Shanghai. 


U.  8.  Manager.  H.  K.  Fowler,  New  York. 
(United  Sutes  Branch  Statistics.) 


Yb^b 


1015 
1014 
1913 
1912 


Assets 


1387.244 
28a359 
259,593 
231,950 


Unearned 
Premiums 


$18,697 

14.826 

8,380 

5,448 


Sun^us 


Net 
Premiums 


1333,260 
254,368 
242.695i 
221,9211 


1123,165 
57,887 
35,732 
23,118i 


$136,094 

68,524 

45,236 

.23,118 


Losws 
Paid 


131,652 

10,519 

32,633 

4,260 


124,715 

19,217 

6,752 

3.9S7 


Total  Ex- 
penditures 


Incurred 


$56,367 

29.736 

39,385> 

8,247 


(+)  Rec'd 

from  or 

(-)  Remit. 

toH.0. 


153,990, 
20,9821 
36,596- 
62.922 


—$28,487 
—25.061 
+23.654 

—210,732 


LiABiLnna.  Dbc.  31. 1915. 


AaBBPTB,  Dbc.  31, 1915. 
N.Y.C.Bdfc,4^%. 

1960 $328,250    Losses  unpaid...'. 

Cash 43,760    Unearned  prems. . 

Agents' balances....        10,890    Other  liabUities... 

Interest 4,344 

Total  liabilities. 


$31,787 

18.697 

3,500 


$53,084 
Surplus 333,260 


Totalassets $387,244       Total $387,244 


Underwriting  profit,  $38,579;  investment  profit,  $10,259. 

RISKS  AND  PREMIUMS:  Marine  and  inknd  risks  in  farae. 
December  31,  $2,518,760;  premiums  thereon,  $30,862. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received, 
$239,902;  losses  paid,  $87,479. 

U.  8.  TRUSTEE:  MetropoUtan  Trust  Co.,  N.  Y. 

TERRITORY  COVERED:  Balfour.  Guthrie  and  Co..  Saa 
Frandsoot  Cal.,  managers,  Pacific  Branch.  This  company  ia 
licensed  in  Cal>  N.  Y.  and  Wash. 


THE  NORTHERN  ASSURANCE  COMPANY,  Ltd.,  London,  Eng. 

General  Attorney  and  Manager  Eastern  and  Southern  Dqwrtments,  George  W.  Babb;  Sub-Manager,  T.  A.  Ralston,  New  York; 
Western  and  Ptoifio  Departments,  J.  0.  Corbet;  Assistant  Manager,  H.  D.  Lewis,  Chicago.    Organised  1836. 

(United  Stotes  Branch  StatisUcs.) 


Ybab 

Assets 

1915 
1914 
1913 
1912 
1911 

$5,954,996 
5,583,800 
5.112,376 
6.292,022 
5,303.005 

Unearned 

Surplus 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
pmditures 

Losses 
Incurred 

(f )  Rec-d 

from  or 

(-)   Remit. 

to  E.G. 

$2,921,693  <    $2,621,965 
2.878,370       2,278.940 
2.711,632       2,095,754 
2,704,469       2,083,481 
2.761,915       2,009,786 

$3,022,016 
3,022,900 
2.730.793 
2,833.785 
2.938.859 

$3,226,976 
3.325,560 
2,928.676 
3,025.591 
3.120,251 

$1,330,747 
1.725.752 
1.525.618 
1,553.304 
1.708,557 

$1,211,238 
1,196.259 
1,118,189 
1.110,700 
1,119.660 

$2,841,983 
2.921.011 
2,643,817 
2.664.004 
2.828.217 

$1,541,326 
1.822,416 
1.413,091 
1,487,609 
1.637.821 

—$57,119 
+87,547 
-285,679 
—363.828 
—218,160 

Absbib.  Dbc.  31, 1915. 

Mortgage  loans $135,000 

Bonds  and  stocks...  4.585.815 

Cash 589.510 

Agents'  balances. . . .  543,047 

Interest 58,366 

Otherassets 43.258 


LuBiuTiBB,  Dbc.  31, 1915. 

Losses  unpaid $318,169 

Unearned  prems. . . .    2,921,693 
Other  liabilities 93,169 


Total  liabilities...  $3,333,031 
Surplus 2.621.965 


Totalassets $5,964,996       Total $5,954,996 


Underwriting  profit.  $195,703;  mvestment  profit,  $204,441. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$569,646,494;  premiums  thereon,  $5,682,097. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Prenuums  received. 
$61,804,152;  kwses  paid.  $36,210,370. 

MORTGAGE  LOAN:  Covers  No.  38  Pine  st.,  N.  Y..  valued  at 
$210,000. 

BONDS  AND  STOCKS  OWNED: 

BOMDB. 

Ando-French,  ex.  L  g^  5%.  1920 

U.  8.,  Amer..  reg.,  4%,  1925 

Chicago,  lU..  4  %,  192 1 

Gincinnata,  0..  4%,  1948 

Jersey.  Cy..  N.  J.,  g..  4^%.  1961 

Minneapoiis,  Minn..  4%,  1917 


Bonds  and  Stocks  Ownbd.— Cont. 
Bonds.— Con/. 

N.  Y.,  N.  Y.,  g..  3H%,  1941-54 

N.  Y..  N.  Y..  g..  4%,  1956 

N.  Y.,  N.  Y..  g.,  4H%.  1957 

N.  Y.,  N.  Y.,  g.,  4%,  1969 

Richmond.  Va.,  4%,  1941 

Richmond.  Va.,  4%.  1943 

SeatUe,  Wash.,  g.,  4^%.  1932 

St.  Paul,  Minn..  4^%,  1919 

Atch.,  T.  A  S.  Fe  Ry..  1  &  r.  Cal.  Ar.  L.. 


4H%:  1962. 
tl.  k  C. 


Par 

Market 

Vahie. 

Value. 

$200,000 

$188,000 

230,000 

253,000 

50.000 

60,000 

115,000 

117,300 

50,000 

53.000 

100,000 

100,000 

Atl.  k  0.  A.  L.  Ry.,  1  m.,  4^%,  1944.. 
Ati  Ct.  L.  R.  R.,  L.  &  N.  col..  4%,  1952 
B.  &  0.  R.  R.,  p.  1.,  g.,  zyi%,  1925 

B.  &  0.  R.  R.,  Swn.  Div..  1  m.  g..  3H%, 
1925 

R.  C.  &  Stgs.  Ry.,  1  m.,  gr.,  g.,  3%,  1989 

Chesa.  &  0.  Ry.,  sec.  n.,  5%,  1919 

Chesa.  &  0.  Ry..  n.  m.,  g.,  4H%.  1992 
Chi..  Mil.  k  St.  P.  Ry.,  cv.,  g..  4H%.  1932 
Chi.,  Mil.  k  St.  P.  Ry.,  d..  g..  4%,  1934. . 
Chi..   St.   L.  k  N.  0.  R.   R.,  gr., 

5%,  1951 

Chi..  St.  L.  A  N.  0.  R.  R..  M.  Div.,  gr.. 

4%.  1951 

C,  H.  A  D.  Ry.,  1  r.  m.,  g.,  4%,  1959. . 


Pfcr 

Market 

Value. 

Value. 

$404,000 

$857,700 

3aooo 

20,400 

125.000 

132,500 

50,000 

49.000 

60.000 

55.800 

2.000 

1.860 

25.000 

25.000 

50,000 

50.500 

48,500 

47.530 

50,000 

49.000 

50.000 

43,500 

100.000 

03.000 

50.000 

4«.000 

5aooo 

35,000 

50,000 

49.500 

50,000 

45.500 

10,500 

10,815 

25,000 

23.000 

12.000 

13.080 

50.000 

43.500 

70,000 

51.100 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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3^%, 


Bo:iM  AHD  Stocks  OwmD.—CotU. 

BosnM.—CmU. 

C,  C,  C.  &  St.  L.  Ry.,  1  m.,  C.  W.  A 

M.Drr,i^4%,  1991 

Clew.  S.  L.  Ry,  1  ni~  f ..  4H%.  1961. . 

Dt  E.  Tuzu.  I  m^  g..  4H%.  1961 

G.  4  O.  R.  lU  1  m..  gr..  5%.  1942 

UL  CtaL  R.  lU  eoL  tr..  L..  N.  O.  ft  T..  g^ 

4%.  1958 

IB.  Cent  R.  &,  ex.  1  BL.  K^ 

1651 

Kan.   C7.  Tenn.  Ry..  1   m.,  g.,  4%, 

I960. 

L.  S.  k  Mick.  So.  Ry..  d.,  g..  4%,  1928. . 
liEfcigh  Vai  R.  R.  gn.  es.  m..  4%,  2003. . 

L.  la.  R.  R,  r.,  gr,  4%.  1949 

L.  ft  N.  R.  R.  gn.  m-,  6%.  1930 

L  ft  N.  R  R..  eoL  tr.,  g..  5%.  1931 

L.  ft  N.  R  R,  on,  g..  4%.  1940 

LftB.RR.  lm.,g.,5<ro.  1924 

Man.  Ry,  es.,  g,  4%,  1990 

M^  St  P.  ft  S.  Ste.  Me.  Ry..  eq..  g..  4M% 

1917-8. 

M^St  P.  ft  S.  Ste.  Me.  Ry..  1  et.,  g.,  4%, 

I93S 

N.  Y.  C.  ft  H.  R.  R.  R,  L.  S.  eol.  tr.,  g.. 


3H7c.  1998. 
N.  Y.  a  ft 


H.  R.  R.  R.,  m.,  g..  3H%« 

1997 

N.  Y.  C.  L,  eq.  tr..  5%,  1921 

N.  Y.  C.  L..  eq.  far.,  4H%,  1920 

X.  Y,  W.  ft  B.  Ry,  1  m..  4^%.  1946. . 
No,  Pke.-^  No.  Ry..  jt..  C.  B.  ft  Q.,  coL, 

45*^1921 

Ore.S.  L  R  R.  r.,  p-.,  4%.  1929 

P,  C,  C.  ft  St.  L.  R.  m  C8.  m..  gr.,  4%, 

1953 

3.Stt  Me.Bg,  1  m,  gr..  g..  5%.  1937. . 
St  P,  M,  ft  M.  Ry,  a,  gr,  g,  6%.  1933 
So.  Fte.  Br.  Ry,  CkL,  1  m,  gr,  g,  6%, 

1B7 

So.  Pac,  CT,  g,  4%.  1929 

Tera.  R  R  Aaa,  St.  L,  gn.  m.,  r.  s.  f,  g.. 

4<^1953 

W.  i^n  R  R.  gr,  4%.  2361 

W.  Va.  ft  Pittg.  R.  R..  1  m,  g,  4%.  1990 
Chvfidd  BtmL  Coal  Cop,  1  m,  gr,  g, 

4%,  1940 
Gwnl EU  i.  g^"6%." i952. '.'.'.'.'.V.'.'.'. 

Wain  H,  I  m,  g,  5%,  1922 

Westeni  Un.  Tdg,  f.  ft  r.  es,  m,  g., 

4H^c,I950 


Sitx;n. 

Cli,  MIL  ft  St  P.  Ry,  p. 
Cleirt.  ft  Phta.  R.  R..  gr. . 


Pkr 
Vahie. 

ssaooo 

100.000 
50.000 
36.000 

100.000 

123.000 

50.000 
76.000 
100.000 
60.000 
30.000 
50.000 
50.000 
25.000 
50.000 

4aooo 

57.000 

100.000 

45.000 

lOOiOOO 

50.000 

3aooo 
i5aooo 

150.000 

saooo 

50.000 
80.000 

50.000 
50.000 

200.000 

5aooo 

135.000 

saooo 
5aooo 

70.000 
12.000 

50,000 
25.000 


Market 

Vahie. 

S39.000 

101.000 

46,500 

37.800 

86.000 

103.320 

44.500 
71.250 
91.000 
43.500 
22,400 
53.000 
47.500 
24,750 
46.000 

• 

4aooo 
53.010 

78.000 

37.350 

103.000 

50,000 

34.600 

147.000 
139.500 

47.000 
48,500 
96.800 

60.500 
44.500 

174,000 

46.000 

117,450 

37.000 
52,000 
72,100 

11.400 


67.500 
40.000 


Bomw  ARD  Stocks  Owivxd.— CoiU. 
Stocks. — Cont. 

Morris  ft  Essex  R.  R,  gr  

N.  Y.  ft  Harlem  R.  R,  gr 

Pitta,  Ft.  Wayne  ft  Chi.  Ry,  gr 


Par 

Market 

Value. 

Vahie. 

$25,000 

142.250 

12.500 

45.000 

35.000 

40.250 

Totab  (book  value.  14,904,820) $4,740,000    $4,565,815 


MISCELLANEOUS:  This  comnany  began  busineM  in  the 
United  States  in  1854.  Ita  home  omoe  statement  as  of  December 
31.  1915.  showed  total  accumulated  funds  of  £8.323.862.  Its  sub- 
scribed capital  is  £3.000,000.  of  which  £300.000  have  been  paid  up. 
Conflagration  losses:  Baltimore.  1904.  $958,494;  Toronto,  1904. 
$170,000:  San  Franeisoo,  1906.  $2,413,755.  San  Frandsoo  and 
Baltimore  losses  were  paid  by  remittances  from  home  office. 
The  U.  S.  branch  statement  docs  not  embrace  business  in  Hawui, 
Phil.  lis,  Porto  Rico.  Canal  Zone.  Guam  nor  Samoa.  Value  of 
special  depoeito:  Va.:  $48,360;  Qa,  $11,000;  N.  M,  $11,000; 
N.C,  $11,000. 

UNITED  STATES  TRUSTEES:  J.  V.  B.  Thayer,  Chas.  D. 
Dickey,  N.  Y. 

HELD  MEN  AND  TERRITORY  COVERED:  Eastern  and 
southern  departments,  George  W.  Babb.  manager,  T.  A.  Ralston, 
sub-manager.  55  John  st.  New  York  City.  Western  drnxtftment, 
J.  C.  Corbet  manager.  R.  D.  Lewis,  assistant  manager.  Monadnock 
block.  Chicago.  lU.  Special  agenta:  William  E.  AUis,  and  George  J. 
Weiss  for  N.  Y.  State;  Edw.  R  Buhler,  for  N.J.  and  Pa.;  H.  Town- 
send  Wilson,  for  N.  J,  Pa,Dcl,Md.andD.C.:  Summer  Rhoades 
and  William  B.  Kline  for  New  England;  E.  A.  Clark,  for  Va.  and  N. 
C;  Newt.  M .  Smith  and  R.  L.Pollard,  Jr..  for  Tex.;  Norman  D.  Burke 
and  E.  S.  Hitch  for  6.  C.,Ga,Fla,  Ala,  Miss,  and  La.;  C.  H.  Ander- 
son. Hannibal.  Mo,  for  Kan.  and  Mo.)  D.  R.  Atkinson.  Portland. 
Ore.,  for  Ore.  and  S.  W.  Ida.;  C.  W.  Cartwright  Minneapolis.  Minn., 
for  Minn.;  Wm.  C.  Daniel.  Columbus,  0.<  for  0.  and  W.  Va.;  C. 
L.  Esston.  Milwaukee.  Wis.,  for  Wis.;  E.  C.  FotherinKham, 
Butte.  Mont,  for  Mont.  Utah  and  S.  E.  Idaho;  E.  H.  Goodman, 
Detroit  Mich,  for  Mich.;  L.  W.  Grape,  Indianapolis,  Ind..  for 
Ind.;  L.  C.  HoUoway.  Sacramento.  Cal,  for  No.  Cal.,  Nev. 
and  Wyo.;  Wm.  Mank,  Columbus.  0,  for  0.  and  W.  Va;  G.  L. 
Martini.  Omaha.  Neb,  for  la.  snd  Neb.;  W.  F.  Miller.  OUahoma 
City,  Okla..  for  N.  M.  and  Okla.;  G.  Mueller,  Los  Angeles.  Cal, 
for  Aris.  and  So.  Cal.;  C.  J.  Scruggs,  Nashville,  Tenn.,  for  Ky. 
and  Tenn.;  R.  G.  Vallentvne,  Fargo,  N.  D,  for  N.  D.  and  S.  D.; 

F.  B.  Welpton.  Seattle,  Wssh,  for  Wash.,  Alas,  and  No.  Ida.;  C. 

G.  Wonn.  Chicago.  111.,  for  111.  B.  T.  Campbell.  Los  Ani|[eies, 
Cal.  special  agent  for  southern  Cal.  The  company  does  busmess 
throum  the  eastern  and  southern  departmenta  in  N.  Y,  N.  J, 
Pa,  Dd,  Md,  D.  C,  Va,  N.  C,  S.  C,  Ga,  FU,  Ala.,  Miss,  La, 
Tex.  and  all  the  New  England  States.  The  western  department 
comprises  Colo,  Ind.,  la,  Kan,  Ky,  Mich.,  Minn,  Mo,  Mont, 
Neb..  N.  D,  0..  OkU,  Tenn,  8.  D,  W.  Va,  Wis.,  Wyo,N.  M, 
Cal,  Ore,  Wash,  Nev,  Utah.  Aris..  Abs.  and  Ida.  The  company 
operates  in  all  the  States  and  territories  (with  the  exception  of 
Ark.). 


NORTHERN    INSURANCE   COMPANY,    Moscow,    Russia. 

United  States  Managers.  Fester  &  Fobom.  Incorporated.  New  York.    Organised,  1872. 

(United  States  Branch  Statbtics.) 


J 


Yua!    Asseta 


1915 
1914 
1913 
1912 
1911 


$1,025,504 

1.04a955| 

1022.208 

791.243 

587.5B9: 


Unesmed 
Plremiums 

Sorphis 

Net 
Ptisuirams 

Total 
Income 

Losses 
Psid 

$517,686 

621.666 

509,359 

276,964 

80,858 

$398,521 
288.682 
428.203 
462,524 
491.607 

$651,418 
877.011 
795.777 
460.163 
147,856 

$704,214 
915,913 
828.622 
483.701 
154.610 

$490,608 

538.656 

367,020 

137.152 

21.367 

Expenses 


Total  Ex- 
penditures 


Losses 
Incurred 


I 


$218,788, 

279,9941 

236,301; 

136.7211 

44.595! 


$709.3961 

818.650 

603.321 

273.873' 

65,962 


i+)  Rec'd 

frcnn  or 

(-)  Remit. 

toH.  0. 


Assna.  Dae.  31,  1915.  Lllbiuctb,  Dig.  31, 1915. 

Beads $954,930    Lossesunpaid $98,714 

Cash 44,075  Unearned jprems.. ..       517,686 

A«e9ia'hslances....  6,306    Other  liabilities 10.583 

latocst 13.922  

OtheraKta 6,271  TotaHiabOities. . .     $626,983 

Surplus 398.521 


Total 


$1,025,504       Total $1,025,504 


UadrrvritiBg  profit.  $68,497;  inTcstment  profit,  $29,475. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$86^988.991;  premiums  thereon.  $1,007,799. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Praniumsnxmved, 
$2.M9.735:    bases  paid,  $1,544,867. 


BONDS  OWNED: 

N.  Y,  N.  Y,  oorp,  4^%,  IMO 

Columbus,  0..  mn.  trk.  sr,  4%,  1931.. 
N.  Y.  Cy,  Corp.  stk,  4^%.  1960-4. . . 
New  York,  hwys,  4%,  1962 


$454,484 

576.932 

396.932 

174.1961 . 

30,062! 

Pfcr 

Value. 

$200,000 

100.000 

618,000 

25,000 


—$100,000 


+260.004 

Market 

Vahie. 

$202,000 

103.000 

624.180 

25,750 


Totab  (book  value,  $950. Ill) $943,000      $954,930 


MISCELLANEOUS:  Thb  company's  btest  home  office  state- 
ment showed  asseta  of  over  $1 1,0(10,000,  and  a  reserve  of  79.6%, 
althou^  the  Rusuan  bw  requires  on^  40%.    The  company  haa 
paid  dividends  of  22%  to  25%  for  man^  years.  The  oompsny  traoa.. 
acta  reinsurance  only.    Deposit  in  Ohio,  $100,000;  N.  Y.  $200,00(1 

UNITED  STATK  TRUSTEE:  Bankers  Tr.  Co,  N.  Y.  " 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


NORWICH  UNION  FIRE  INSURANCE  SOCIETY,  Ltd.,  Norwich,  Eng.§ 

Reddent  Managora,  J.  Montgomery  Hare  and  Wm.  Hare;  Branch  Secretary.  J.  F.  Van  Riper,  New  York.    Organised,  1797. 

(United  Stotes  Branch  Statistics.) 


YSAB 

AflKtS 

Unearned 
Pramiums 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

1915 
1014 
1913 
1913 
1911 

13,125.216 
3,127.486 
3.013.723 
2,775,468 
2.741.461 

$1,764,768 
1.684,405 
1,662.147 
1.609,503 
1,594.772 

$1,126,287 

1,183,085 

1,176,883 

941.130 

910.573 

8S1,900.000 
1.924.814 
1.761.241 
1,737.842 
1.784.022 

12,010.125 
2,036.165 
1,859,494 
1,830.555 
1.854.094 

ai.001.702 

1.146.002 

030.552 

926.521 

997.586 

Expenses 


Total  Ex- 
penditures 


$792,389 
757.766 
721,6031 
741.034* 
722.459 


$1,884,091 
1.903,769 
1,652,155 
1.667.555 
1.720.045 


(-4-)Rec'd 
tram  or 
Incurred    ,(-r)   Remit. 
toH.  0. 


$1,028,281 

1.199,963 

902.986 

898.440 

950.042! 


—$119,385 

-^0.410 

+164.432 

—94.630 

—79.258 


9  Includes  $38,827  marine  and  inland  premiums  and  $2,189  marine  and  inland  I 


%  Includes  fire  and  marine  branches. 


Assns,  Dnc.  31, 1915. 
Bonds  and  stocks  . .  $2,429,765 

Cash 304,300 

Agenta'  balances. . . .       358,815 

Interest 26,308 

Other  assets 6.019 


LuBiunxB,  Dnc.  31. 1915. 

Losses  unpaid $174,884 

Unearned  wems. . . .    1.764.75S 
Other  liabOities 59.277 


Total liabitities...  $1,996,929 
Surplus 1,126.287 


Total  asaets. 


$3,125,216       Total $3,125,216 


Underwriting  loss,  $2a016:  investment  profit,  $86,769. 

RISKS  AND  PREMIUMS:  Fixe  risks  in  force,  December  31. 
$342,178,742;  nremhims  thereon,  $3,409,616;  marine  and  inlua 
risks  in  toroe,  $1,565,543;  premiums  thereon,  $38,189. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received, 
$52,778,334;  losses  paid,  $31,810,855. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Diet  of  CoL.reg.,  3.65%.  1024 $200,000 

Butler  Co.,  0..  bg.,  rag.,  4^%,  1917-9 . . 
Cincinnati,  0.,  s.  f.,  reg..  3M%.  1962.. . .  1U,000 

Cleveland,  0..  sr..  4^%.  1930 50.000 

Cohmibus,  C  reg.,  4%,  1933 

Geor«a.  reg..  4Ji%.  1945 

Mecklenburg  Con  N.  C,  f..  reg.,  5%, 

1933 

New  Mexico,  agr.  col.,  5%.  1931 

New  Mexico,  cap.  rebldg.,  4%.  1929 

N.  Y.  Cy.,  N.  Y.,  corp.,  reg..  3%.  1950. . 
N.  Y.  Cy..  N.  Y.,  corp.  reg.,  4H%.  1957 
N.  Y.  Cy..  N.  Y.,  cs.,  reg..  3^%,  1922. . 
Portland,  Ore.,  wat  L,  reg.,  5%,  1917.. . . 

Richmond,  Va.,  reg.,  5%,  1922 

Atch.,  T.  k  S.  Fe  Ry.,  gn.  m^  reg.,  4%. 

1995 

Atl.  Ct.  L.  Ry.,  1  cs.  m..  reg..  4%.  1952 

B.  k  0.  R.  R..  1  m..  4%,  1948 

B.  &  0.  R.  R..  Pitta..  L.  E.  k  W.  Va.. 

Ti.,  reg.,  4%,  1941 
0.  R.  R..  S.-W.  IHv.,  reg.  3^%.  1925 
B.  k  0.  R.  R.,  p.  1.,  reg..  3H%,  1925, . . 
Cent,  of  Ga.,  MobUe  Ehv.,  5%.  1946. .. . 

Chesa.  k  0.  Ry..  r^..  5%.  1936 

Chi.,  B.  k  Q.  R.  R.,  Neb.,  ex.,  reg..  4%.  1927 
Chi..  Mil.  APt.  8d.  Ry..  reg..  4%.  1949 
Chi..  Mil.  k  St.  P.  Ry..  cv..  4H%,  1932 
Chi.,  Mil.  k  St.  P.  Ry.,  cv.  k  r.  m..  5%, 

2014 

Chi.,  R.  Is.  k  Pkc.  R.  R.,  1  m.,  reg.,  6%. 

1917 

Chi..  R.  Is.  k  I^ie.  Ry..  gn.  m.,  reg..  4%, 

Eric  R.  R.,  Penna.!  ooL.  reg!.  4%,  1951 . . 

L.  Is.  R.  R..  on.  m.,  reg..  4%,  1938 

Mil..  Sparta  k  Nwn.  Ry..  1  m.,  reg.,  4%, 

1947 

N.  Y.  C.  k  H.  R.  R.  R.,  L.  S.  col,  reg.. 

3H%.1998 

N.  Y.  C.  L.,  eq.  tr.  ctfs.,  4^%.  1916. .. . 
N.  Y.,  Chi.  k  9t.  L.  R.  R.,  reg.,  4%,  1937 
No.  Pac.  Ry.,  gn.  1..  reg.,  3%.  2047. . . . 
No.  Pac..  Gt,  No.  R.  R.,  C.  B.  k  Q.,  jt., 

reg.,  4%.  1921 

N.  k  W.  Ry.,  P.  C.  C.  Jt..  reg..  4%.  1941 

N.  k  W.  Ry.,  1  cs.  m..  4%,  1996 

N.  k  W.  Ry..  cv..  44rc.  1938 


N.AW.Ry.,ov..4%,  1932. 
Ore.  S.  L.  R.  R..  r..  reg.,  4%.  1929. 


Pennsylvania  Co., 


..4h%.  1921 


rote.  4 
Savannah,  Fla.  A  W.  Ky..'reg..  6%,  1934 


W.  Shore  R.  R..  reg..  4%,  2361 . 

Stocks. 
Allegheny  k  W.  Ry.,  gr.. 
Chi.  &E.  I11.R.R..P... 
Chi.  &  Nwn.  R.  R 


Par 

Market 

Value. 

Value. 

300.000 

$208,000 

25,000 

25.400 

10,000 

9,500 

50.000 

53.000 

15.000 

15,000 

10,000 

10,400 

10.000 

10,400 

5,000 

5.200 

5.000 

4.900 

75.000 

59.250 

100,000 

106.000 

100.000 

96.000 

50,000 

50.500 

50,000 

51,500 

50.000 

47.000 

25,000 

23.500 

75,000 

69.000 

38.000 

33.440 

30.000 

27.600 

50,000 

46,500 

50,000 

51,500 

45,000 

47.700 

100.000 

08,000 

30,000 

27,300 

9,000 

9.270 

5.000 

5,400 

18.000 

18.540 

100,000 

85.000 

25.000 

22.250 

20.000 

17.200 

50.000 

45,500 

65.000 

60.700 

25.000 

25.000 

100.000 

93,000 

50,000 

33.000 

60.000 

58.800 

40.000 

36.000 

50.000 

47.000 

5.000 

6.100 

4.000 

4.880 

20.000 

18,600 

100,000 

102.000 

20.000 

24.000 

57.000 

52.440 

14.700 

19.404 

10.000 

11.300 

l'5.4Si 

Bonos  and  Stocks  Owned.— Con/. 
Stocks. — Cont. 

Chi.  k  Nwn.  R.  R..  p 

Chi..  Mil.  A  St.  P.  Ry 

Chi..  MU.  A  St.  P.  Ry..  p 

Gia.  R.  R.  A  Bkg.,  gr 

111.  Cent.  R.  R..  L  r 

Kans.  Cy..  Ft.  S.  A  M.  R.  R..  p 

Pitts.,  Pt.  Wayne.  A  Chi.  Ry.,  gr 

Ren.  A  Saratoga  R.  R 

So.  Ry.,  M.  A  0..  stk.  tr.  ctfs.,  gr 

Swn.  R.  R..  Ga 

Twin  City,  r.  tran..  p 

Un.  Psc.  Ry.,  p 

U.  N.  J.  R.  R.  A  Cn.,  gr 

General  Adj.  Bur 

So.  Adi.  Bur 

Underwritors  Salvage.  Chic 

Underwriters  Salvage,  N.  Y 

W.  Adj.  A  Insp 


Par 

Vahie. 

$20,000 

5.000 

30.000 

20.000 

50.000 

20.000 

40.000 

27.000 

50.000 

20.000 

40.000 

40.000 

10.000 

160 

200 

500 

1.000 

100 


Maricet 
Value. 

$35,000 

5.000 

40.500 

saooo 

40,000 

13,600 

64.400 

48,060 

35.000 

21.000 

52,400 

33.200 

22.900 

150 

200 

500 

1,500 

200 


Totals  (book  value.  $2.515.947) $2.4.^960    $2,429,765 


MISCELLANEOUS:  This  company  began  business  in  the 
United  States  in  1877.  In  May.  1907,  this  company  took  avtx 
the  business  of  the  Indemnity  Fire  of  New  York.  Conflagration 
lones:  JaeksonviUe,  1901,  $299,204;  Baltimore.  1904.  $574,421; 
Toronto,  1904,  $120,000;  San  Francisco.  1906.  $1,633,453; 
Chelsea,  1908,  $337,601.  The  Baltimore  losses  were  paid  by 
drafto  on  the  home  office  and  the  Toronto  losses  were  paid  by  the 
company's  Canadian  branch.  Values  of  special  depoats:  Ga.. 
$10,000;  N.  M..  $10,100;  N.  C,  $10,400;  Va.,  $33,990;  0.. 
$100,000. 

UNITED  STATES  TRUSTEES:  W.  Emlen  Roosevelt,  J.  F. 
Kemochan,  Dallas  B.  Pratt. 

HELD  MEN  AND  TERRITORY  COVERED:  Head  office  for 
the  United  States,  59  John  St..  New  York,  J.  Montgomery  Hare, 
and  William  Hare,  managers;  J.  F.  Van  Riper,  branch  secretary:  J. 
H.  Burger,  superintendent  of  agencies,  eastern  and  southern  States: 
Boers,  Kenison  A  Co.,  Galveston,  Tex.,  general  agenta  for  Tex.;  H. 
C.  Hare  A  Co.,  Jacksonville.  Fla..  general  agenta  for  Fla.;  A.  J. 
Weed.  1 12  Water  st..  Boston.  Mass..  special  agent  for  eastern  Man.. 
Me.  and  N.  H.;  Lawrence  W.  Roath.  Hartford  Nat.  Bk.  Bkk.. 
Hartford.  Conn.,  special  agent  for  western  Mass..  Vt.  and  Conn.;  0. 
F.  Gant,  special  agent,  714  Onondaga  County  Sav.  Bk.  Blft..  Syrs- 
cuse,  N.  Y.,  for  nTy.;  H.  A.  Richards,  Jr.,  59  John  St..  New  York, 
special  agent  New  York  suburban  district  and  N.  J.;  Frederick  L. 
Hohnan.  311  Walnut  St..  Philadelphia,  Pa.,  special  agent  for  eastern 
Pa.,  Md.  and  D.  C;  A.  G.  Crawshaw,  special  amnt,  803  Arrott  Big. 
Pittaburg.  Pa.,  for  western  Pa.;  Selwyn  £.  Biekiord,  Hampton,  Vs.. 
special  agent  for  Va..  W.  Va.  and  N.  C;  Augustus  Wilkerson,  spe- 
cial agent,  634  Trust  Co.  of  Ga.  Big.,  Atlanta  Ga..  for  S.  C  Ga. 
Miss.,  La.  and  Ala.;  Hugh  L.  Sowards.  special  Ment,  First  Nat. 
Bank  Big..  Cincinnati,  0.,  for  Ky.  and  0.;  Geo.  E.  Leach,  special 
agent.  Reserve  Bank  Big.,  Minneapolis  Minn.,  for  Minn..  N.  D.. 
S.  D.;  Jas.  M.  Larmore,  State  agent.  Anderson,  Ind.,  for  Ind.  and 
111.,  excepting  Cook  Co.;  J.  S.  Fletcher,  State  acent.  825  Ford  Big.. 
Detroit.  Mich.,  for  Cook  County.  III.  Mich,  and  Wis.;  H.  E.  Rear- 
don,  special  agent.  First  Nat.  Bk.  Big.,  Milwaukee,  Wia.,  for  Wis^; 
C.  C.  Martin.  State  agent,  Sharp  Big.,  Kansas  City,  Mo.,  for  la^. 
Mo..  Kan.,  Neb.,  OMa.;  Harold  M.  Rose,  special  State  agent  for  la. 
and  Neb..  634  State  Bank  Big.,  Omaha.  Neb.;  J.  L.  Fuller,  man- 
ager, Frank  L.  Hunter,  assistant  manager,  Frank  C.  Stamford, 
supt.  of  agencies.  Pacific  Coast  department,  232  Sansome  St..  San 
Francisco,  Cal.,  jurisdiction,  CaL,  Colo..  Wyo..  N.  M.,  Mont..  Ore . 
Wash..  Ida..  Nev..  Utah,  Aris.,  Alas,  and  Hawaiian  Islands:  C.  D. 
Cobb  A  Co.,  1012  15th  st.,  Denver.  Colo.,  general  agents  for  Colo.. 
Wyo.  and  N.  M.;  A.  W.  (haay,  supt.  of  agenciesjkir  wesitem  Ore^ 
Wash.;  H.  W.  Randall,  special  agent  Spokane,  Wash,  for  eastern 
Ore.  and  Wash.,  Ida.  and  Mont.;  W.  L.  WaUaoe,  necial  agent, 
lios  Angeles,  fw  So  Cal.,  Utah,  and  Aris.;  Harry  L.  Cape,  special 
agoit.  San  Francisco,  for  northern  Cal.  and  N.  M.  The  company 
does  business  in  all  of  the  States  of  the  United  States  except  Ark- 
Del,  and  Tenn.  It  also  does  business  in  the  Dominion  of  Canals. 
Cuba.  Hawaii  and  Porto  Rico. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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OCEAN   MARINE  INSURANCE  COMPANY,  Ltd.,  London,  Eng.f 


Maiu«er,  W.  L.  H.  Simpnii,  New  York.    Orxmniaed,  1850. 
(United  States  Bmnch  Statistics.) 


riul 


-1- 


»]5  I4M.003: 
361.0401 
337.658' 
405.339 
350l8M 


1114 
1113 
IfU 
1911 


41.225: 
40,303' 
38,479 


Soridus 


S341.488 
253.233 
249.967 
291.9651 
249.526 


Net 
Premiums 


1338,455 
254,894 
209,426 
272,108 
224,655 


Total 
loeome 


1401,830 
266,835 
221,166 
282,371 
235.157 


Losses 
Pfeid 


3180,182 

162.571  > 

300,5681 

138.1271 

91,244 


Expenses 


$64,774 
50,575 
45,612' 
44.643 
40.943 


Total  Ex- 
penditures 


$244,956 
213.146 
246.180 
182.770 
132.187 


Losses 
iDCurred 


Aara,  Dbc.  3U  1915.  LuBiuim,  Die.  31, 1915. 

Bosdi. S389.0S7    Losmsunpaid $96,775 

CbA 74,510  UneMnedjprems....        42,579 

Aftsti'bduocB....            27.506  Otlierliabittticfl.....        15,250 

litecK 4.333  

OthaMto 080  Total  liabilities...     $154,604 

Sorplos 341,488 


Told 


0400,002       Total $i96,092 


UnderaiitiBS  pro&t,  S0&516;  inTestment  profit,  $10,663. 

RISKS  AND  FRKMIUMS:   Marine  and  inland  risks  in  force, 
Denblxr  }l,  97,404,520;   prcnuoms  thereon,  $69,696. 

BUSINBaBIN  U.  8.  SINCE  ADMISSION:  Premiums  received, 
%L,m.\Vt^  \amm  iiaid,  02428.350. 


BOKDB  OWNED:  Pkr 

Value. 

D.«IC..f..3J65%.1024 $128,000 

N.Y.Cy.,<»rp.8tk^3H%.1952 

W.T.Cy,ass^4H%.l»17 


132,000 
12,000 


Maricet 

Value. 

$13.1.120 

116,160 

12.120 


ITransMts 


faosbii 


BoNDa  OwHWD.— Cent. 

N.  Y.  Cy,  sss..  4%,  1918 

B.  A  0.  R.  R.,  1  m.,  g.,  4%.  1948 

L.  S.  A  Mich.  So.  Ry.,  g.,  4%,  1928 

Mil.,  S.  A  Nwn.  Ry.,  1  m.  res..  4%,  1947 
N.  Y.  C.  A  H.  R.  R.  R.,  ng.,  g..  3H%, 

1997 

N.  Y.  C.  A  H.  R.  R.  R.,  g.  d.,  4%.  1934 
N.  Y.  TeL,  1  gn.  m.,  s.  f.  g.,  4M%.  1939 


$211,942 

185.876 

203.247 

122,928 

97.934 

Par 
Vslue. 
$3,000 
25.000 
20.000 
40,000 

10.000 
15.000 
24,250 


,  (+)  Rec'd 
from  or 

l(-)  Remit. 
toH.  0. 

-$2a924 
—32.113 
—33.260 
-46.196 

—101.626 

Market 
Vahie. 
$3,000 
23.000 
19.000 
36,400 


8,300 
13,950 
24,007 


Totals  (book  Tahie,  $406,160) $409,250      $389,057 


MISCELLANEOUS:  This  company  began  business  in  the 
United' States  m  1903.  It  wss  purchased  in  1907  by  the  North 
British  A  Mercantile  of  London,  but  continued  as  a  sei»rate 
corporation.  Its  subscribed  oa|Mtal  is  £1,000,000,  and  the  paid  up 
portion  is  £100.000.  Its  assets,  December  31.  1911,  amounted 
to  £737,106.  W.  L.  H.  Simpson  is  also  United  Stotes  manager 
of  the  British  A  Forasn  Marine,  of  liverpool  the  Maritime  of 
Liverpool,  and  the  Reusaee  Marine  of  Liverpool.  Conflagration 
losses:  Baltimore,  1904,  $3,500. 

U.  S.  TRUSTEE:  Franklin  Tt.  Co.,  Brooklyn. 


PALATINE  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 


United  States  Maoager,  A.  H.  Wray;  Assistant  Managers,  i 
Branch  Seoetary.  Wm.  M.  Ballard,  NewYork. 


C.  J.  Hohnan  and  G.  E.  Porter; 
J,  .,«..  »..  ^^m^Mmt^M,  ^-.Qw  ji'u^.L.    Organised,  1900. 
(United  States  Branch  Statistics. ) 


I 
raaal 


Uneuned 


1915 
1914 
1013 
1012 

lOlI 


S3.143.416 
3wl85b774 
3.198*623 
3,250,576 
3.428.965 


$1,911,430 
1,915,961 
1.782.040 
1,716,317 
1,626.452 


Surphn 

Net 
Premiums 

Total 
Income 

Losses 
Pkid 

Expenses 

ToUl  Ex- 
penditures 

$984,341 
1.004.438 
1.206,201 
1,250.571 
1.524,200 

$2,035,160 
2,001.383 
1,815.906 
1.814,547 
1,769,972 

$2,151,495 
2.126,768 
1.890,307 
1.936.835 
1.896.589 

$1,257,769 

1.206,454 

909.325 

990.809 

977.258 

$780,026 
737.626 
690.063 
685.994 
655,616 

$2,037,795 
1,946.080 
1,680.388 
1.658.803 
1.632.874 

Dk.  31, 1915.  LuBiums,  Die.  31, 1915. 

$2,295,380    Losses  unpaid $197,733 

450,603  Unearned jprems....    1.911.430 

396.335  Other liabiUties...        49,912 

20,130  

0348  TotalBabilitiee...  $2,159,075 


ToU $3,174,886 

SpL  deit.  over  liab.. .        31.470 


Surplus 984,341 


Total 


$3,143,416       Total $3,143,416 


profit.  $22,990;  investment  profit,  $78,656. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
0342.936^081;    preminms  thereon.   $3,693,870. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  received, 
023.706.C35;  loses  paid.  $13,856,024. 

BONDS  AND  STOCKS  OWNED  : 

BOMIM. 

Uflitcd  Slates,  Pka.,  3%.  1961 

Gs^4W%,1925 

.    4H%.1942 

0.,  reg.,  4%,  1921 

S.  C  r.,  6%.  1932 


New  MexKo.  r..  4%- 1«33 


N.  Y,  N.  Y..  reg-,  3H%.  1919-28. 

5-  I-  £- 1-  "«-  *^^*^  1957. .. . 
N-  Y.,  N.  Y.,  reg.,  4%,  1959 

5«±mood.  Vs.,  «g..  4%.  1943. . . . 

Virania.  ottt,  rqu  3%,  1991 

AtL  Ct.  L,  L.  A  N:  ed..  4%.  1952. 


Par 

Market 

Vahie. 

Value. 

$10,000 

$ia2oo 

10,000 

10,100 

45.000 

44,100 

100.000 

101,000 

laooo 

10.300 

10.000 

9,800 

173.000 

167.340 

100.000 

106,000 

85.000 

83.300 

6.000 

5.580 

50.000 

44.500 

50.000 

43,500 

/0» 


BoNne  AMD  Stocks  Owinn>, — Cont. 

Bonds.— Coni. 

B.  k  0.  R.  R.,  S.-W.  Div..  1  m..  Z}i%, 

1925 

B.  &  0.  R.  R.,  P.,  L.  E.  A  W.  Vs..  r..  i%, 
1941 

Chi., L. 8. & e". Ry.',im. gtd., 4> ^'i',  \m 
Chi.  dc  E.  111.  R.  R.,  r.  &  imp.,  i'-'c,  1955 
Chi.  A  Nwn.  R.  R.,  ext.  reg..  4%.  1926. . . 

Chi.  k  W.  Ind.  R.  R.  cs..  4%,  1952 

Erie  Ry.,  cs.  m.,  7%,  1920 

E.  &  T.  H.  R.  R.,  1  cs.  m.,  6^  o.  1921 . . . 

IU.Ccnt.  R.R..W.  L.,  lm..4^c,  1951.. 

Interbor.  R.  T.,  1  &  r.  m.,  5'  o  1966 

L.  E.  ft  W.  R.  R.,  1  m.,  6%,  1937 

L.  Is.  R.  R.,  r.  m.,  4%,  1949 

Minn,  k  St.  L.  R.  R.,  1  m..  7%.  1927. . . 

Minn.  St.  Ry.,  1  cv.  m.,  S'^t.  1919 

M.  k  M.  Ry..  1  m.,  4%,  1991 

N.  Y.  k  L.  B.  R.  R..  gn.  m..  b'"o,  1941 . 
N.  Y..  L.  E.  A  W.  C.  A  R.  R.,  1  Rtd..  6% 
1922 

No.  Psc.  R.  R.,  p!  in.  A  1.  g!.  4%,  1997.! 

Penna..  gtd.,  1  m.,  4»2Vc.  1921 

P..  C  C.  A  St.  L.  R.  R..  cv.,  gr..  4H%. 

1940-2 

St.  L.,  L  Mt.' A  So.'Con.'Ry.' A  L.'  G.', 

gr..  5'c.  1931 

St.  L..  I.  Mt.  A  So.,  R.  A  G..  1  m..  4%, 

193:} 

St.  L.,  P.  A  Nwn.  Ry..  1  m..  5<  o  1948. . 
St.  P..  M.  A  M.  R.  R.,  C8..  6' i,  1933. . . . 
So.  Ry.;  vSt.  L.  Div.,  1  m.,  4"o,  1951. . . . 
So.  Ry.,  1  08.,  57c.  1994 


Losses 
Incurred 


$1,191,818^ 

1.263,.347l 

1,007.961' 

956.513 

948.732 

Par 

Value. 


(-h)  Rec'd 

from  or 

(-)   Remit. 

toH.  0. 

— $112,646 
—153,013 
—136.177 
—407,577 
—159,277 

Market 
Value. 


$36,000        $33,120 


100.000 
30,000 

100.000 
25,000 
50.000 
65.000 

100.000 
50,000 
25.000 
21.000 

150,000 
20.000 
25,000 
47.000 
17,000 

25.000 
25.000 
50.000 

75,000 

50.000 

2.5.000 
60,000 
25.000 
25.000 
50.000 


88.000 
2S.S00 
26.000 
24.000 
40.000 
72.150 
92.000 
45.000 
24.750 
20.790 
130.500 
23.200 
25.000 
43,710 
19.040 

25.500 
23.2.=)0 
51.000 

75.750 

51,000 

17.500 
53.500 
30.250 
21.000 
51,500 
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PALATINE  INSURANCE  COMPANY.  Ltd.,  London,  Eng.— Continued 


Bonds  and  9tocm  Owned.— Coni. 
Bonds. — Cont. 

80.  Psc.  R.  R.,  1  r.,  4%.  1955 

Tm.  R.  R,  A«i..  St.  L..  1  m..  i}  2'^.  1939 
ToL  W.  Vsl.  A  0.  R.  R.,  "c".  4' 0,  1942 
W.  8.  R.  R.,  gr.,  1  m.  reg.,  4%.  2361 .... 
W.  Vs.  A  Pitta.  R.  R.,  1  m.,  4%.  1990  .. 

Stocks. 

B.&O.  R.  R.,p 

Cstawiaaa  R.  R.,  p.,  2  issue 

Chi..  Mil.  A  St.  P.  Ry..  p 

Cleveland  &  Pitta.  R.  R.,  gr 

Manhsttsn  Ry^  gr 

M.  «  S.  H.  R.  R.,  gr 

N.  Y..  Chi.  A  St.  L.  R.  R.,  1  p 

Pitta.,  Ft.  Wayne  <fc  Chi.  Ry.,  gr 

General  Adi.  Bur..  N.  Y 

Undrs.  Salvage,  Chicago 

Undrs.  Salvage,  N.  Y 


Par 

Market 

Value. 

Value. 

150.000 

S45.000 

25.000 

24,750 

50,000 

46.500 

50.G00 

46,000 

25.000 

21,750 

50.000 

39.000 

5.000 

5.300 

60.000 

81.000 

25,000 

40.000 

100,000 

133.000 

5,000 

6,700 

10.000 

8.600 

15.000 

24.150 

100 

100 

1.000 

1.000 

1.000 

1,500 

Totals  (book  value.  $2.494.772) $2,382,100    12.296.380 


MISCELLANEOUS:  This  company  was  organised  to  succeed 
a  lilanehester  (En^.)  oompmy  of  omilar  name.  It  is  oontrolled 
by  the  interests  which  dominate  the  Commereial  Union  of  London, 
and  the  Commercial  Union  of  New  York.  Conflagration  losses: 
Baltimore.  1904.  1195,718;  San  Francisco,  1906.  $1,943,717. 
San  Francisco  losses  were  pud  by  remittances  from  home  office. 
Values  of  deposits:  Va..  $56,000:  Ga.,  $10,000;  N.  M..  $ia000; 
N.  C,  $10,000;  0..  $100,000;  N.  Y..  $218,000. 

UNITED  STATES  TRUSTEES:  John  Claflin,  Richard  J. 
Cross.  Frederick  B.  Campbell,  New  Y(vk. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  H.  Wray. 
United  States  manager;  C.  J.  Holman.  and  C.  E.  Porter,  assistant 
managers;  Wm.  M.  Ballard,  branch  secretary.  Jurisdiction  em- 
braces all  of  the  United  States  east  of  the  Rockv  Mountains.  H. 
C.  Eddy,  Chicago,  111.,  readent  secretary;  A.  M.  Nelson,  asrist- 
ant  secretary;  T.  E.  Mathews,  agency  superintendent  for  western 
department,  comprising  Mich..  0.,  Ind..  Hi..  Wis.,  la.,  Minn.,  and 
Mo.;  J.  F.  Edmonds,  Denver,  Colo^  resident  secretary;  Georgo 


Shoriek,  asnstant  secretary  for  northwestern  d^rtment,  com- 
raising  Kan.,  Neb.,  N.  D.,  CHda.,  8.  D.,  Colo.,  New  Mez.  and  Wyo.; 
E.  T.  Niebling.  San  Franeisoo,  Cal..  manager  PScific  Coast  branch; 
R.  C.  Medcraf  t,  aaristant  manager,  covering  Ore..  CaL.  Nev..  Utah, 
Aria.,  Wash.,  Mont..  Ids.,  .\las.,  lower  Cal.  and  Haw.  Islands:  Jis. 
B.  Ross,  New  Orieana,  La.,  general  agent  for  La.  and  Miss.:  J.  H. 
Norton,  Jacksonville,  Fla.,  general  agent  for  Fla.;  Jno.  C.  Whitocr 
A  Co..  Atlanta,  Ga.,  generafagents  for  Ga.;  Adams  &  Bovle.  LitUe 
Rock,  Ark.,  general  agents  for  Ark.;  Thames  A  Batre,  Mobile,  Ma., 
general  agents  for  AJa.;  R.  D.  Coughanour.  Dallas,  Tex..  State 
agent  for  northern  Tex. :  W.  T.  Fumees,  Boston,  Mass..  general  s«ait 
for  New  England  States.  Special  agents:  W.  R.  Penrose,  Hart- 
ford, Conn.,  for  Conn.;  A.  J.  Murphy.  Boston.  Mass.,  for  halaooe 
of  New  Eiudand;  Rufus  N.  ElwelL  Exeter.  N.  H.;  George  3. 
Tompkins.  Albany.  N.  Y..  for  eastern  N.  Y.;  outside  suborhsn 
distnct;  James  M.  Hodges,  Brooklyn.  N.  Y..  for  N.  Y..  suburban 
(except  L.  I.),  northern  N.  J.;  Burt  G.  Wrav,  Freeport  L.  I., 
for  L.  I.;  Fnnk  W.  Young.  Syracuse.  N.  Y.,  for  western  N.  Y.; 
Burling  D.  Prince.  Philadelphia,  Pa.,  for  So.  N.  J.,  E.  PS..  Dd.. 
Md.  and  D.  C;  W.  R.  Adams.  Pittsburg,  Pa.,  western  P^  snl  W 
Vs.;  Hamilton  Yancey.  Rome,  Ga.;  Eugene  M.  Ransom,  assistant 
Columbus.  Ga.,  for  S.  C;  E.  A.  Young,  Richmond,  Va.,  for  N. C. and 
Va.;  R.  E.  L.  Leiper,  San  Antonio.  Tex.,  for  southern  Tex.;  Western 
department  spedal  agents:  W.  F.  Hawxhurst  and  Martin  Brown. 
Detroit.  Mich.,  for  Mich.;  W.  H.  Herman,  Cleveland.  0..  for  C; 
W.  0.  ChamberUin.  Minneapolis.  Minn.,  for  Minn.;  J.  C.  Griffiths, 
Jr..  Chicago,  111.,  for  111 ;  W.  H.  Harrison,  Dee  Moines,  la.,  for  la. 
Donald  D.  Henry,  Jefferson  City,  Mo.,  for  Mo.;  Geo.  B.  Gray. 
Fon-du-lac,  Wis.,  for  Wis.;  John  Stone  and  Chas.  G.  Stone.  Indian- 
apolis, Ind.,  for  Ind.:  C  W.  Pierce.  H.  C.  Eddy.  Jr.,  assistant. 
Chicago,  111.,  for  Cook  Co.  Northwestern  department  special 
agents:  H.  E.  Seeds,  Topeka,  Kan.,  for  Kan.;  John  Benson. 
Oldahoma  City,  Okla.,  for  Okla.;  H.  W.  Hicks,  Fargo,  N.  D.,  for 
N.  D.;  Ebner  F.  Davis,  Sioux  Falls.  S.  D..  for  S.  D.;  W.  H.  Cree, 
Colo.,  Wyo.  and  N.  Mex.  Pscific  Coast  special  agents;  F.  J.  H. 
Manning.  San  Francisco,  Cal.;  Geo.  W.  Swan.  Seattle,  Wash.; 
H.  E.  Parkhurst,  Portland.  Ore.;  Walter  H.  Young,  Los  Ameeiefl. 
Cal.;  Geo.  F.  Heuer,  San  Francisco,  Cal.;  A.  E.  Fieki,  San  Fran- 
cisco, Cal.;  I.  M.  Fisher,  Helena,  Mont.  The  company  operates 
in  all  the  States  and  Territories  of  the  United  States. 


PATERNELLE  FIRE  INSURANCE  COMPANY,  Ltd.,  Paris,  France. 


United  States  Manager,  Mmel  A  Wemple,  Inc. 
(United  Sutes  Branch  Sutistics.) 


80  Maiden  Lane.  New  York.    Organised,  1843. 
Commenced  business  in  U.  S.  1913. 


YlAB 


1915 
1914 
1913 


Assets 


$1,009,760 
918.669 
924,436 


Unearned 
Premiums 


$607,383 
400.911 
638.087 


Surplus 


Net 
>  Premiums 


$331,278 
355.764 

285.349 


$733,229 
493.922 
638,088 


Total 
Income 


$764,361 
525,383 
639.422 


Losses 
Paid 


Total  Ex- 
Expenses      penditures 


Incurred 


$402,041 
441.238 


$239,934 
130.908 
225,400 


$641,975 
572.146 


(-J-)  Rec'd 

from  or 

(— )   Remit. 

toH.  0. 


$271,763 


597.268, 
225,400 1     +502.332 


+$30,000 


Aflsm,  Die.  31,  1915. 

Bonds $820,742 

Cash 160.335 

Agents'  balances ....  19,373 

Interest 9.310 


LuBiUTics,  Dec.  31, 1915. 

Losses  unpaid $65,599 

Unearned  prems —       607.383 
Other  liabiUties 5.500 


Total  liabilities. . .     $678,482 
Surplus 331,278 


Total  aaseta $1,009,760       Total $1,009,760 


Underwriting  loss,  $24,323;  investment  profit,  $163. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$98,872,896;  premiums  thereon,  $1,031,583. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premhims  received, 
$1,865,239;  losses  paid.  $832,881. 


BONDS  OWNED: 

Cincinnati,  pk.  imp..  4^3%.  1953. 
Cleveland.  4^%.  1M2 


Par 
Value. 
$80,000 
50.000 


Market 
Value 

$85,600 
54,000 


Bonds  Ownid.— Coirf. 


N.  Y..  N.  Y.,  Corp.  stk..  4^^%,  I960. . . . 
N.  Y..  N.  Y.,  Corp.  stk.,  4H%.  1963. .. . 

France,  pub.  debt  rts.,  3% 

Atoh,  T.  &  S.  Fe.  Ry.,  go.  m..  4%.  1995 

Chi.,  B.  &  Q.  Ry.,  4%.  1958 

Gt.  No.  Ry..  ihi7<h  1961 

No.  Pao,  Ry..  4%.  1997 

Penna.,  French  In..  Z*i%,  1921 


Pkr 
Value. 
$50,000 
250,000 
68,376 
80,000 
70,000 
70,000 
50,000 
67.094 


Market 
Vahif. 
$50,500 
265,000 
43.761 
75,200 
65.100 
70,000 
46.500 
65,081 


Totals  (book  value,  $842,267) $885,470       $82a742 

MISCELLANEOUS:  The  company's  home  office  sUtement 
shows  assets  of  $4,420,021;  capiUl  paid  up.  $480,000;  subscribed. 
$1,200,000;  deposit  in  Ohio,  $100,000;  N.  Y..  $200,000. 

U.  S.  TRUSTEE:  Farmers  Loan  k  Trust  Co..  N.  Y. 

TERRITORY  COVERED:  The  company  tranaaets  a  re- 
insurance busbesB  in  all  the  States. 


PATRIOTIC    ASSURANCE    COMPANY,    Ltd.,    Dublin,    Ireland. 

United  States  Manager.  J.  J.  Guile,  New  York.    Organised,  1913. 


YlAB 

Assets 

Unearned 
Premiums 

Surphis 

Net 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

Loasn 
Incurred 

(4-)  Rec'd 
ntim  or 

(-)   Remit 
to  H.  0. 

1915 

$526,848 

$1.9S2 

$522,856 

$2,013 

$6,600 

$7,952 

$7,952 

+S5H.443 
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PATRIOTIC  ASSURANCE  COMPANY,  Ltd.,  Dublin,  iTel&nd.—Continued, 


Dk.  31, 1915. 

$513,104 

Gnh 7,744 

Acoti'bdbDeeB....  1,253 

IiteraC 4.747 


LoBtLRfM.  Dbc,  31, 1915. 

Uneuiiedpremi....         $1,982 
Other  fiabHiticfl.....  2.010 

Total  liabilitiet...        $3,992 
Surplttf 522.856 


Total 


$528,848       Total $526,848 


UndennitiiigliM,  $2,750;  mTwtmeot  profit,  $11,163. 

RISKS  AND  PREMIUMS:  Fire  riski  in  form,  December  31, 
$5001349;  vtmamu  thereQn,  $2,013. 

Bl^INESB  IN  U.  S.  SINCE  ADMISSION:  PreamuiiB  received, 
$2,013:  kMB  paid,  onoe. 

BONDS  OWNED: 


N.Y.C3r,e|>.8tk^4%»ig36 

X.  Y.  Cy^  ep.  rtk..  4H%,  1967-65. 


Par 
Value. 

$5aooo 
isaooo 


Market 

Value. 
$49,000 
159,000 


BoNM  OwinB).— Coal. 


% 


1933. 


v.,  Z}i%, 


B.  &  0.  R.  R.,  ov.,  4 
B.  V  Ot  R.  R..  S.'W. 
in.  Cent.,  r.,  4%,  1955 
Ky.  &  Ind.  trm.,  4H%,  1961 .. . 
L.  8.  A  M.  B.  Ry.,  g..  4%.  1928. 
Pk.  R.  R.,  g.  tr.  etf.,  3H%.  1944 
Union  PM;.,  1  &  r.,  4%,  2006. . . . 
N.  Y.  Td.,  1  dc  r.,  4^%.  1939. . 


1935. 


Par 

Market 

Value. 

Value. 

$25,000 

$24,250 

50,000 

46.000 

15,000 

13.500 

48,665 

43.798 

26,000 

23.760 

100,000 

86.000 

48.665 

43.798 

24,260 

24,007 

Totals  (book  yahie,  $604,187), $536.580     *$513,104 

MISCELLANEOUS:  This  company  ia  under  the  nme  United 
State*  managerahip  as  the  Sun  of  London.  The  oompainr'B  home 
office  statement  shows  assets  of  $1,210,152,  with  a  paid-up  cap> 
iUl  of  $500,000.    It  has  $200,000  on  deposit  in  New  York  State. 

U.  8.  TRUSTEES: 
T.  Hubbard. 


James  Brown.  Herbert  L.  Qiiggs.  Bamud 


PHENIX    INSURANCE   COMPANY,    Paris,    France. 

United  States  Manana.  Starkweather  A  Sbmley,  Inc.,  Phmdenoe.  R.  I.    Organised,  1819. 
FreiMent,  Geo.  L.  Shepley;    Supt.  cf  Agendes,  Emil  G.  Pieper. 
(United  States  Brsaeh  Statistics.) 


Yiia 

Aseta 

Unearned 
ftymjums 

Surplus 

Net  • 
Premiums 

Total 
Income 

Losses 
Pnid 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)  Rec'd 
from  or 

(-)  Remit. 
toH.  0. 

1115  '     1M9.7S1 

$225.8^ 

216.291 

194,115 

137.528 

93.524 

$376,130 
338,675 
335.181 
407.378 
486.237 

$272,363 
275.722 
271.194 
214.448 
195.675 

$294,791 
298,067 
293.614 
236.129 
217.615 

$162,404 

182,676 

121.427 

115.259 

44.491 

$102,388 

109.068 

100.857 

09.501 

50.026 

$264,792 

291.764 

222,284 

184,760 

94.517 

$148,527 

193.115 

127.019 

113.950 

63.603 

1914 
1913 
1912 
1911 

688.077 
627,610 
632.606 
631.421 

+$3,827 
—60.000 
—50.000 
—10.868 

Dbc  31, 1915.  Lllbilitibs,  Dae.  31. 1915. 

Bonds $519,200    Loosesunpaid $30,126 

CiA 76,550  Unearned jprems....       225.815 

AieHtt'hslswces....        60,226  Other liabsUtaes.. .. .        80,680 

lalwBit 6,516  

Otbertsieto 149  Total  liabiliUes. ... .     $286,621 

Surphis 376,130 


Totd 


$663,751       Total $662,751 


raJaaiiUns  profit,  $12,563;  iuTeetment  profit,  $24,892. 

filSEB  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
Wjmj5»;  prendnms  thereon.  $433,865. 

BIBDIESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received, 
IIJ29.4Q2.  lossa  paid,  $616,136. 

BONDS  OWNED: 

Atiuta.Ga,ie..4H%.1927 

CJwAad,  0,  Cy.  ttkll,  4.10%,  1940. . . 

N.  Y.  Cy,  Corp.  stk.,  4K%.  I960 

K.C  State  p9m.  imp..  4%.  1953 

B.40.R,  R..  1  m..  4%,  1948 

(^45wB.  Ry,  gn-  m,  4%.  1987 

Ko.  Piu:  &  Gt.  No.  Ry,  jt.  C.  B.  k  Q. 

4';.I921 50.000  49.000 

ri.PW.R.!t.lm.r.r.4I.gt,4%.1947  50.000         48,500 


Par 

Market 

Value. 

Vahie. 

$10,000 

$10,200 

100.000 

106.000 

200.000 

202.000 

10.000 

10.000 

50.000 

46.000 

50.000 

47,500 

Tetab    (book    rshie,    $521,000). 


$520,000       $519,200 


MISCELLANEOUS:  This  company's  home  office  statement, 
as  of  December  31,  1913,  showed  assets  aggregating  $8,565,050. 
with  a  capital  of  $800,000.  Deposit  in  0,  $100,000;  in  Qa..  $10-. 
200;  m  N.  C,  $10,000. 

UNITED  STATES  TRUSTEE:  Bankers  Trust  Co,  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  T.  H. 
Flaherty,  Portland.  Me.,  special  agent  for  Me.  and  N.  H.;  C.  F. 
MelaM&,  Boston,  Mass,  special  a^t  for  Mass,  R.  I.,  and  Conn.: 
A.  A.  King,  Ehnira,  N.  Y..  sptaaX  agent  for  New  York  State; 
R.  A.  Osborne,  N.  ¥.  City.  N.  Y..  special  agent  for  Suburban 
N.  Y.  and  northern  N.  J.;  C.  B.  Burke,  Plymouth  Meeting.  Pa., 
roecial  s^t  for  Pa.,  N.  J..  Dd.  and  Md.;  J.  D.  Fry.  South  Boston, 
Va..  special  agent  for  Va..  N.  C,  Tenn.  and  D.  C;  Gordon  Williams. 
Atlanta.  Ga.,  and  J.  R.  Cothran.  Atlanta.  Ga,  special  a^ento  for 
S.  C,  Ga.  and  Fla.;  Freeman  Wilson,  Columbus.  0..  spedal  agent 
for  0.  and  W.  Va.;  J.  D.  Pollock,  Chicago,  ID.,  special  agent  for 
Mich,  Ind.  and  Ky.;  Fay  Morrissey.  Champaign,  111.,  special 
agent  for  DI..  Wis.  and  Mo.;  Geo.  C.  Johnson,  Minneapolis.  Minn., 
special  agent  for  Minn.,  No.  D,  la.  and  Neb.;  M.  D.  Koetmayer, 
New  Oraeans,  La.,  genoal  agent  for  La.;  Lamping  &  Co,  Seattle. 
Wash,  and  Portland.  Ore,  general  agenta  for  Wash,  and  Ore.; 
Chapman  &  Nauman.  San  Francisco,  Calif.,  general  agents  for 
Calif.;  Cashman  k  Evans.  Denver,  Colo,  general  agents  for 
Cok). 


PHCENIX    ASSURANCE    COMPANY,    London,    Eng.§ 


Waited  Slates  Manager  and  Attorney.  Peroival  Beresford;  Assistant  Manager.  Hart  DarUngton,  New  York. 

Managers,  H.  K.  Fowler.  New  York.    Organised.  1782. 
(United  States  Branch  Statistics.) 


Marine  Department 


19U 
1914 
1913 
1913 
1911 
1910 


$4,257,742 
4.027.712 
1.800.906 
3,585.314 
3.772.684 
3JS0579 


Net 
Premiums 


$3,009,902 
2.723.502 
2.548,193 
2,495,799 
2.554,895 
2^609.304_ 

*  Inebdea  $369,280  marine  premiums  and  $115,751  marine  losses. 


$2.40.934 
2.248.956 
2.145.606 
2.066.390 
2.068.715 
2.035.878 


$1,539,726 
1,492.161 
1.487.612 
1.194.395 
1.406.395 
1.358.648 


*$2.934.988 
2.592,174 
2.418.821 
2.369,173 
2,431.874 
2.496.270 


Total 
Income 


Losses 
Paid 


*$1.546.338 
*1,443,350 
1.287,617 
1,366.653 
1,521.054 
1,295,593 


Expenses 


•$1,230,088 
1.197,387 
995.534 
984.611 
960.888 
972.312 


Total  Ex- 
penditures 


Losses 
Incurred 


$2,776,426 
2.622.737 
2.283, 15 1: 
2.351.264, 
2,482.842; 
2.267.9051 


$1,480,554 
1.472.097 
1.280.713 
1,375.017 
1,499,507 
1.336.515 


"(+)  Rec'd 
from  or 

(-)   Remit. 
toH.  0. 


—$30,719 

—59,447 

+9,049 

+  19,520 

—5.882 


f  Tranaacta  fire  and  marine  business. 
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PHOENIX  ASSURANCE  COMPANY,  London,  Eng,— Continued, 


Amrb.  Dbc.  31, 1915. 

Bonds  and  stooks. . .  13.178.494 

Cash 411.812 

Agents'  balances. . . .  605,349 

Intenst 46.312 

Other  assets 15.773 

Total  assets 14.257.742 


LiABiunM,  Dbc.  31. 1915. 

Losses  unpaid $223,012 

Unearned  prems. . . .    2.423,934 
Other  UabiHties 71,070 

Total  liabilltiee. . .  12.718,016 
Surplus 1,539,726 

■  

Total 14,257,742 


Underwriting  loss.  123.883;  mvestment  profit,  3109,530. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
1496,445,488;  premiums  tl^ereon.  $4,405,726;  marine  and  inland 
risks  in  force.  $1 1,934,533;  premiums  thereon.  $226,027. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received. 
$71,368,931:  losses  paid,  $46,347,231. 


Market 

Value. 

$47,000 

418,500 

9.200 

49.000 

102.000 

565.600 
91.000 
19.530 

141.000 
44.500 
49,590 
32,550 
73.750 
93,000 
46.000 
51.500 
40,950 
62.250 
42.500 
40.000 
48.500 
40.000 
87.000 
12,960 
85.200 
46.000 
42.500 
47,500 
46.000 
41.500 
89.100 
45,000 
46.500 
25.500 

51.500 
51,330 
42,500 
43,500 

48.500 

110.400 

45.500 

59.400 


BONDS  AND  STOCKS  OWNED:  Par 

Bonds.  Value. 

Anglo-French,  ext.  hi.,  5%,  1920 $  50.000 

Mass..  3H%.  1935 450.000 

AtUnta.  3H%.  1931 10.000 

Baltimore,  48, 1951 50,000 

Cleyeland.  48. 1925 100,000 

New  York  Cy..  4H%.  1962 560.000 

New  York  Cy..  38,  1925 100,000 

Richmond.  4s.  1943 21.000 

Rochester,  wat..  3H%,  1933 ]5a000 

Atch..  T.  A  S.  Fe  Trs.  S.  L..  48. 1958. . . .  50,000 

Atl.  Ct.  L.  R.  R..  L.  k  N.  col.  m..  4b.  1952  57,000 

B.  A  0.  R.  R.,  pr.  to.  m.,  3}4%,  1925 ....  35.000 

Chi.  A  Alton  R.  R..  38. 1949 125,000 

Chi.,  B.  &  Q.  R.  R.,  gn.  m.,  4s,  1968. . . .  100.000 

Chi.,  Mil.  A  St.  P.  R.  R.,  gn.  m..48. 1989  50.000 

Chi..  Mil.  &  St.  P.  gn.  m.,  4>^%.  1989 . .  50.000 

Chi.  A  Nwn.  R.  R.,  8.  f..  Ss.  1929 39.000 

Chi.  A  Nwn.  R.  R.,  gn.  m..  Z^yi%,  1987.  75.000 

Chi.,  R.  Is.  A  Pac.  R.  R..  gn.  m..  48. 1988  50.000 

Chi.  &  W.  Ind.  R.  R..  48.  1952 50.000 

Del.  &  H.  R.  R..  48, 1943 50.000 

D.  A  Rio  Gd.  R.  R.,  1  C8.  m.,  4s,  1936.. .  50,000 

Erie  &  Pitts.  R.  R..  3H%.  1940 100,000 

111.  Cent.  R.  R.,  St.  L.  Div..  33^%.  1951.  16.000 

111.  Cent.  R.  R..  St.  L.  Div.,  38,  1951. . . .  120,000 

J.,  F.  &  C.  R.  R..  1  m..  48. 1959 50.000 

L.  S.  &  Mich.  So.  R.  R..  1  m..  Z^%.  1997  50.000 

L.  S.  k  Mich.  So.  R.  R..  d..  48,  1928 ....  50.000 

Manhattan  Ry..  4s.  1990 50,000 

N.  Y.  C.  A  H.  R.  R.  R.,  3H7c  1997. .. .  50,000 

N.  Y..  N.  H.  A  H.  R.  R.,  4b.  1956 110,000 

N.  A  W.  R.  R.,  48, 1941 50.000 

No.  Pac.  R.  R.,  pr.  In.  m.,  48, 1997 50.000 

Penna.  Co..  gr..  iWZu  1921 25,000 

St.  P.,  Minn,  k  M.  R.  R.,  1  m..  4H%. 

1933 50,000 

So.  Pac.  R.  R..  col.  tr..  4s.  1949 59,000 

So.  Pac.  San  F.  Trm.,  1  m..  4%.  1950  . .  50.000 

Terminal  R.  R.  Assn.,  gn.  m.,  48.  1953. .  50,000 
Un.  Pac.  R.  R.,  1  m..  r.  r.  k  Id.  gt.,  48, 

1947  50000 

W.  Shore  r!  R.,  i  m!.  4b.  236i '.'.'...'..'.[  120^000 

Amer.  Tel.  4  Tg..  48.  1929 50.000 

N.  Y.  Tel..  iy^%,  1939. 60.000 


Bonds  and  Stocbb  Ownbd.— Cor<.  Plsr  Market 

Stocxb.  Vahie.  Value. 

Undrs.  Salvage,  N.  Y $1,000  $1;2S0 

Undrs.  Sahran..  Chicago 1,000  1,000 

General  AdTBur 150  150 

MUwaukeeUndrs.  Bldg., 86  86 

Southern  Adj.  Bur 200  900 

Pacific  Coast  Adj.  Bur 500  500 

Totals  (book  value.  $3.178.496) $3,484,936  $3,178,403 


MISCELLANEOUS:  The  Phoenix  was  the  first  Enffish  fire 
company  to  open  an  American  branch,  an  office  having  been 
established  in  rhiladeli^iia  in  1804.  Six  years  later  hostile  le^s- 
lation  led  to  its  withdrawal.  While  the  Phoenb  was  interasted 
in  United  States  boiiness  Uirough  ronsurance  treaties  (by  whieh 
it  lost  $500,000  at  Chicago  in  1871  and  $250,000  at  Boston  in  1872) 
it  did  nor  re-enter  for  direct  busineBs  until  1879.  The  domiiiBDt 
interests  in  the  Phoenix  also  control  the  Imperial  Assurance  Co.  of 
New  York.  In  1907  the  companv  acquired  the  basiness  of  tlia 
Pelican  and  British  Empire  Life  Offioes.  The  baase  office  state- 
ment of  the  Phoenix  as  of  December  31,  1913.  shows  that  it  then 
had  $79,078,983  of  assets,  inohiding  the  paid  up  portioo  of  ite 
capital,  $2,050,847.  Ita  subscribed  capital  is  $15,571,652.  Con- 
flagration losses:  Baltimore.  1904,  $472,769;  San  F^mndsoo. 
1906,  $2,518,804.  San  Francisco  losses  were  paid  l^  remittaaeos 
from  home  office.  Vahies  of  special  deposits:  Ga.,  $9,200,  Va, 
$19,530. 

UNITED  STATES  TRUSTEES:  G«).  A.  Strong.  Harry 
Hayden  Treadwell,  Geo.  Francis  Crane.  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  P.  Beresford. 
manager:  Hart  Darlington,  assistant  manager;  Howard  Terhnuie, 
agency  secretary;  H.  W.  Ellis,  general  agent  Eastern  dq^artment; 
J.  T.  TaUer,  general  agent,  southern  dept..  N.  Y.  office;  R.  £. 
Lidster,  general  agent;  W.  L.  Maillot,  assistant  ^enil  a^t 
western  dept.,  Ins.  Exch.  Big..  Chicago,  HI.;  Washmgton  Irviog, 
general  agent;  E.  C.  G.  Knowies.  asnstant  general  agent.  San  Frao- 
cisoo,  Cai.  Special  agents:  John  R.  Banta.  Hackmsack.  N.  J.,  for 
N.  J.;  F.  A.  Nutt.  Bostim,  Mass..  for  Conn..  Mass.  and  R.  I.; 
W.  A.  Ellis.  Montpdier,  Vt..  for  Me.,  N.  H.  and  Vt.;  F.  F.  Stock- 
hart.  Rochester.  N.  Y..  for  western  N.  Y.;  W.  B.  Luts.  Albuy.  N. 
Y..  for  eastern  N.  Y.:  W.  E.'Cooper.  New  York  City  for  suburban 
New  York.;  J.  J.  Qalem.  Oklahoma  City.  Okla..  for  Okfau:  F.  O. 
Hawkins,  Montgomery.  Ala.,  for  AU..  La.  and  Miss.;  Chaa.  D. 
Hubbard.  Wyncote.  Pa.,  for  Dd.,  D.  of  C,  eastern  Md.  and  eastern 
Pa.;  Herbert  J.  HiU.  nttsburg.  Pa.,  western  Md.  and  western  Pa.; 
Wm.  Hart.  Cohmibus.  Ga.,  for  Fla..  Ga.  and  8.  C;  T.  L.  Monagan. 
Dallas.  Tex.,  for  Tex.;  A.  H.  Dixon.  Little  Rock,  Ark.,  for  Ark.; 
F.  F.  Porter.  Richmond.  Va..  for  N.  C.  and  Va.  Western  depart- 
ment: J.  A.  Cloud,  (yinmnati,  O,  for  0.;  J.  R.  Hall,  Minneapolis, 
Minn.,  for  Minn.,  N.  D.  and  S.  D.;  H.  Jones,  Indianapolia.  Ind., 
for  Ind.  and  southern  111.;  H.  Kemper,  Louisville.  Ky.,  for  Kr. 
and  Tenn.;  S.  A.  Fowler.  Davenport.  la.,  for  la.  and  northern  IlL; 
B.  M.  Welch.  Milwaukee.  Wis.,  for  Wis.;  M.  L.  Sears,  Kansas 
City,  Mo.,  for  Mo.;  Q.  E.  Charlton.  Denver,  Colo.,  for  C^olo.  and 
Wyo.;  0.  D.  Wiche.  Grand  Rapids.  Mich.,  for  Mich.  Plsdlie 
Coast  department;  J.  R.  Gay,  part  of  Ida..  Mont,  and  Utah.:  0. 
N.  Hall.  Aris..  Cal.  and  Nev.;  E.  J.  Kellncr.  Arix.  and  southern 
Cal.;  E.  C.  O.  Knowies.  for  mrt  of  Ida.  and  Wash.;  0.  A.  Y'ou- 
mans.  Nev.  and  Nor.  Cal.;  B.  W.  Jones.  Ore.;^  Q.  A.  R.  Hucr. 
northern  central  Cal.  The  company  operates  in  all  the  States 
of  the  U.  S. 


PRUSSIAN  NATIONAL  INSURANCE  COMPANY,  Stettin,  Get. 

United  States  Manager.  Harold  W.  Letton;  Asnstant  Manager.  Geo.  S.  Valentine,  Chicago,  HI.    Organised.  1845. 

(United  States  Branch  Statistics.) 


Ybab 


1916 
1914 
1913 
1912 
1911 


Assets 


$2,554,220 
2.388.901 
2.011,187 
1.962.189 
1.914.308 


Unearned 
Premiums 


$1,342,418 
1.234.498 
1.202.413 
1.183.840 
1.134,191 


Surplus 


$1,027,026 
993,766 
675.940 
641,041 
634.679 


Net 
Premiums 


$1,405,252 
1.120.690 
1.103.970 
1,116.086 
1.110.847 


Total 
Income 


$1,487,292 
1.195.750 
1.169.339 
1.179.231 
1.171.719 


Losses 
Pkid 


$691,716 
649.461 
601.828 
580.6601 
609,9791 


Expenses 


$595,322 
496.867 
429005 
479.595 
449.126 


Total  Ex- 
penditures I 


Losses 
Incurred 


$1,287,038 
1.146,3281 
1,030.8331 
1.06a255 
l.a'S9.105 


$715,222 
663,006 
575.002 
554.762 
822.503 


(+)  Rec'd 

from  or 

(-)  Remit. 

to  E.G. 


—$28,257 

+310.805 

— 4L17$ 

—50.000 

—631 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


PRUSSIAN  NATIONAL  INSURANCE 

m.  Dk.  91.  HIS. 


ToUl ll,tM.22a 

pnGl.  tSt.lM. 


■,tH.S61: 

RISKS  AND  PRRMIUUa:  FW 
CHMUIO;   inaiuiiii  tbenoB.  tt.XH.IM;  murac 
1^uir«ir.tt.3H.iei;   pnmiiimi  tlmoa.  (SAUg. 

BtrSINSSINU.S.SINCE ADMISSION:  Pnoiiii 
tl7.U9.9lll;  liH  imkl.  W.aSt.Tll, 

BONDS  OWNED;  Pit 

PvuRlo.  (DT.  41^  1329      IID.O06 

.U«bmiCo..  Pi..  *"„!«»     W.000 

BilUBin.M.I,BU.lB..4fc.  1H8.  ...  10.00(1 
Bmn  C-o,  S.  J.,  rd.  imp..  3'^„.  19IJ.8..  18.000 
B.I1KN.  r,  wa.  <rt     


Fglua  Co,  N.  Y..  kay..  «.»%.  tfllMt 
GIwMb  Co..  N.  /..  rd.   mp.  S?„ 

1W48 

Hiidn  Co,  K.  J,  Co.  bbU,   «^%. 

Ja*jCj,N.J„wiib..4''c,  IWI.  .   . 
1«  AiaR)«  Ckl..  «t.  >b.,  4'^.  I»44-S 

)l».nl.liL.  JTr.  IMI  

M<naiB.Ti«B,  wml.  wki.  4'';.  11(33    . 
U>d«  Co.  N.  J-  Co.  bide  41-4  %■ 

truumnfaL  Hmn,  'k..'*''c^1K7..' " 
Ml.  IBDOH.  N.  Y..  hwv.  imp.  4T,.  IBM 
Nr«  HuoiB  Co,  N.  r.,  S""-.  1*S8 
."Jn  I^KIf  Co..  D>4..  be.  Udp,  4!i'r. 

s.  Y.c!-.  M.  «k_  3H^^  1K2-M. : : . 

N-T.Cr^Birp.tlk,  li-.l.  IBW 

Norisfc.  Vi,  4^5,  1930.3J-42.  .  .  . 
Pmh  Aarinr.  S.  J,  nk..  4?i'-o  1910. 

PTUmd.  Ort,  bi,  S^;.  1M2   

[l>'kBHJ.  \'l^  BD,  S*^.  IB48   

fi.  L,  Ks.  WorU^  Piir.  3{,'r<,  It22.. 
^;  P,  Miii>,niiiD.bl(,47cl«3«..  - 
S>:i  Ub.  Cr.  Utah.  nt..  4ii'"<:.  1921 
3clm«tdj,  N.  y,  K-  Ji^.  IWl-J.- . . 

5.*i«r«.A,™.4rcl«S 

Tmn-f^Hi'^IBJO 

frti™.  S  i\  K,  4H%.  1M3 

TwoB.  ViA,  muD.  <t.  It..  4!i%,  IlK 


30,000 

laooo 
w.ooo 

lamo 

38,000 

40,000 


40.000 
10!  000 


43.Ma 

».7D0 
30.(00 

42,710 

10.300 
42,330 
39.200 
3T.«00 
m.DOO 


20&.ooa       iM,2oo 


iaooo 

30.000 
2^000 


saooo 

2S.00D 

40,000 


COMPANY,  Stettin,  Ger.— Conhniwd. 

BoHMOmnp.— CnL  fu  Uiriut 

Vilni.  Value. 

Tolin!.,.  !>..  .It  -kh  *%.  1911 130,000  120.2(10 

Y<.nlipr!.  N.  v..  cy  i^Sii%.mMi...  40.000  43.800 

C  i„H^  S,}.  Ry..  5' ;.  IM2 10.000  11.200 

C^E.T.d.   Ry.M..S%.l»4» 13.000  l.MJO 

Clim.  1  0.,  4'n"i.  1993 1S.000  13,W0 

Ch. ,  Mil.  t  Si.r.,  C.  *  P.  W.  d™,  8%. 

n-it  10.ODO       31,100 

Ci.v~i,nd  Tr-.i   V,l.  Hy.,*"r.lWi 15.000       .    11,800 

E    -■■    V.I     ;.     iH%,1999 IMOO  13,tM 

1'                            8,000  T,TOO 

r     '                     i'iv..3%.ll»l 30.000  21J0D 

1„—  ™.... 0' c  lu3g 30,000  10,100 

L.  E.  A  W.,  S^t.  1M7 li,0OO  14.gU 

L,  4  N.m.d'.'i.  1030, J.OOO  7,840 

I.AN.1^H,  AN..<I%.191I 3,000  3.140 

Mo..  K.  4  Ti.,  1  m^  4%.  I»0 ISJHO  ll.tM 

N.  Y.  C,  B.Ck,  DiT..4%.  IW. 30.000  1«,100 

N.  Y.  C.  A  H.  R..  VAVc- 19*7 1O.00O  11300 

N.  v..  Cii. «  St.  L  4-^  1917 30,000  17.W0 

On.  Rr.  A  NiT..  4%.  A4« 30,000  27.300 

F«ni*,4H%lUl 30.000  lOMO 

F«M.  L.  E.  A  D.  R.  Rn,  4H%t  lUl  30.000  13.400 

R.  A  nm.,  «%,  1931 14,000  li.lIO 

SuuiC*.  APw.34%.  int 20.000  17.800 

To).  A  0.  Cmt.  W.  Dii..  1%,  1«» 14,000  1I.4S0 

Vudilb  Rf .  4%,  IMS 10.000  27,U0 

Virpsiu  Hf ,  3%.  1982 13.000  14.700 

Qoml  EI..  Sfo.  1U2.,.. 10.000  10^400 

TotaU  (book  nkn  t2.IO«,32() 13.089.000   32.023.880 

MISCELLANEOUS:  TUi  Dompur  bceu  bouia  in  Of 
United  St*le>  in  1891.  Iti  home  office  itetrauot  u  of  D«bv 
31,  1014.  Bbowed  maieti  kBKrvivtinc  17.033,731.  Bot  inchidini 
11,837.300  glwkhnlden'  note*.  ConlainUon  hna;  Bsltioore. 
IWH.  33.100;    Su  FruFJKa.  IWM.  I782JSS:    Su  FrueiHo 

Pcrlo  Rim.  I10.ff»;  N.  C,  tlO.OOO;  Oliu.  tlOO.OOO. 

UNITED  STATES  TRUSTEES:  Jotn  C.  Bkck.  George  H. 
WehWW,  J.  Ogdoi  Armour,  ChiiMa. 

FIELD  MEN  AND  TERRITORY  COVERED:  Huold  W. 
Letton.  geoenl  muingcr  United  Stntee  depvtment;  Oeoree  3. 
Valratine,  watanl  muuCET;  Irving  A.  Bmwn.  Tiunton.  MuL, 

r»l  i«ent  for  Conn..  R,  1,  ind  Htm.;  O.  W.  Mink,  Brooklya. 
v.,  ipocUl  agect  r«  Met.  Dii..  N.  Y.  and  N.  J.;  H.  L.  FUtt. 
ernciue.  N.  1.,  ipRial  tfimi  '«  N.  V..  ouUide  of  Mel.  Die.; 
E.  H.  (Vliile.  PhilKldphB.  Fn,  tpeciil  t««il  for  P>..  Md..  Del. 
ind  D.  C;  Watbce  Mln^  Chiap,  111.,  hruI  tRnt  [or  IlL; 
H-  Vane  Hycr^  Waterloo.  Jl,  apccial  agent  fcr  la..  Mo.  and  Neb.; 
W.  H.  Zina,  Uimii^oUi,  Muil,  ipeci>I>«nii  for  Minn,  and  Wia.; 
John  A.  PciHeB,  Loi  Ancela,  iptdal  agoit  for  •outbecn  Cal.; 
H.  M.  UtMoon.  bo  FnMiMO.  Cal.,  qisnal  aient  lor  Bdrthm 
Cal.:  Ptr  Lee  Wdty.  Sallle,  Waak,.  ipecial  ajient  for  Waah., 
Ore.  Meat,  and  No.  Idakw  W.H.  Stiwul  AiFucT  Co.  Denier. CoL. 
general  agenti  for  Colo.,  and  Wye;  D.  M.  PoOaid.  Autin.  Tsl., 
s»cialaiRntrra'Tci.,U.  andOkli.:  A.  C.  Mack.  Detroit.  Mich., 
apccial  anst  for  Mich.;  J.W.  Noble,  Indianapolii,  ind.,  ipecial 
araDlforlnd.andK^.;  DcuA.  Baldnin.  Sandiuky.  Oh»,  nMial 
WtBlforO.andW.  Va.;W.  D.  Wilkinaon.  Rocky  Mount,  N.C.. 
iHcialannt  foiN.  C.  Themmpuy  witnlaiii  allsT  the  SUIn 
d  the  U;  S.  eicept  Ala..  Arit.  Ark,  Fla..  Ga.,  Kan,  Me,  MIh, 
Ner,  N.  H,  N.  M_  N.  D..  S.  C,  S.  D.  Tnm..  VI.  and  Va. 


RELIANCE  MARINE   INSURANCE  COMPANY,  Ltd.,   Liverpool,   Eng.lf 


Priniuma       Surphia       PrauiuniB 
(353.431         3328.378 


U,4M 
32>08 


275.045         222.1 
ITraiuada  Di 


40,207!        IM.Itni'    . 

40>I3  IS«il24| 

42.397'         I41.M7I 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


RELIANCE  MARINE  INSURANCE  COMPANY,  Ltd.  Liverpool.  Eng.^Continued. 


AflBRB,  Dflc.  31, 1915.             LuBiunns,  Dae.  31. 1915. 
Bonds $372,350    Loisee  unpaid 194.733 


Cub 

Agents' balaDces 

Interest 


92,754 

32,705 

3,000 


UneanuidjpremB. 
Other  liabuities.. 


38.295 
15.350 


Total  liabitities...     1148,378 
Surplus 352.431 


Totalassets |50a809       ToUl 1500,809 


Underwriting  profit,  159,038;  investment  profit,  112,956. 

ftlSKS  AND  PREMIUMS:  Marine  and  inland  risks  in  force. 
December  31, 17,147.295;  premiums  thereon,  160,168. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received, 
14.195.078;  losses  paid.  |3<083,272. 

BONDS  OWNED: 

Angb-French.  ex.  h.,  5%,  1920 

NTy..  dk.,  3%.  1919 

New  Yoric.  oorp.  stk..  ZH%,  1963-4 

New  York.  oorp.  stk.,  4%.  1959 

New  York.  oorp.  stk..  4^%,  1965 


Par 

Market 

Value. 

Value. 

150.000 

147,000 

100,000 

96,000 

100.000 

88,000 

5aooo 

49.000 

25.000 

26.500 

Bonds  OwircD.-— Conf. 

Fitehbuig  R.  R.,  4%,  1925 

Hereford  Ry.,  4%,  1930 

N.  Y.  C.  4  H.  R.  R.  R..  3H%,  1997. 
Old  Cobny  R.  R.,  4%,  1 924 


Pv 

Market 

Vahie. 

Vabe. 

$14,000 

$12,600 

15,000 

1S.800 

30.000 

24.900 

15.000 

14,550 

Totals  (book  yalu^  $396,551) $399,000       $372,350 


MISCELLANEOUS:  The  Amerioan  and  Foreign  Marine,  the 
Maritime  of  Liverpool,  and  the  British  and  Foreign  Manners 
Umted  States  branch,  are  under  the  ssoie  manaiyiment  as  this 
compamr.  The  Reliance  commenced  business  in  the  United 
States  m  1890.  Conflagration  losses:  Baltimore,  1904.  $2,500. 
Depoat  in  Mass.,  $25,000. 

UNITED  STATES  TRUSTEE:  Old  Colony  Thist  Co^ 


FIELD  MEN  AND  TERRITORY  COVERED:  W.  L.  H. 
Sunpoon.  attorn^  for  the  United  States;  agents,  P.  Gair  Msmxkd- 
ber,  Boston,  Mass.;  F.  H.  O.  Fry,  New  Orleans,  La.;  M.  J.  San- 
ders. New  Orleans,  La.  The  company  is  licensed  m  all  States 
and  Territories,  exoept  Ark^  Dd..  Fla.,  Ga.,  Haw^  Kan^  Miss., 
Neb..  N.  M.,  N.  D..  Okla..  P.  I.,  P.  R.,  Tex.,  Vt,  Va,  W.  Va. 
and  Wyo. 


ROSSIA  INSURANCE  COMPANY,  Petrograd.  Russia.§ 

Onited  States  Acting  Manager.  B.  N.  Canralho,  Hartford.  Conn.    Organised,  1881. 

(United  States  Branch  Statistics.) 


Ymlr 

Aswts 

1915 
1914 
1913 
1912 
1911 

$7,094,456 
6.233.165 
6.188,186 
5.590.006 
4.634.363 

Unearned 
Premiums 


$4,030,243 
3,762.391 
4.201,134 
3.600.474 
3.101,155 


Surplus 


$1,655,710 
1,298.153 

903,095 
1,193.790 

949.379 


Net 
PMniums 


*$6,804,066 
6.159,562 
6.720.641 
5,888.156 
4.784.851 


Total 
Income 


Fkid 


$7,057,863 
6.406,872 
6.932.083 
6.054.882 
4.921.890 


*$3.856.268 
4.735.101 
4.043,309 
3.442.414 
2,530.152 


$2,062,878 
1,890,741 
2,017.368 
1,781.964 
1.501.6601 


Total  Ez- 
pcnditures 


$5,909,146 
6,625,842 
6.060,677 
5.224.378 
4.031.802 


Incunred 


$4,005,417 
4,863,765 
4.285.624 
3.654,527 
2.609Ji47 


(-J-)  Rec'd 

ntm  or 

(-)  Remit 

toH.  O. 


— «275.000 
+212.677 
—105,184 
+171.792 
+116.000 


*Includes  $1,989,156  marine  premiums  and  $876,132  marine 

Assan.  Dae.  31. 1915.             Lubiutub,  Dk.  31. 1915. 
Real  estate $268,118    Losses  unpaid $1,366,503 


Bonds 5,019,030 

Cash 1,895,495 

Agents'  balances. . . .  336.950 

Interest 74,863 


Unearned 
Other  lial 


4.030,243 
42,000 


Total  liabilities...  $5,438,746 
Surplus 1.655,710 


Totalasseto $7,094,456       ToUl $7,094,456 


Underwriting  profit,  $673,860;  investment  profit.  $227,487. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$635,980,266;  premiums  thereon.  $6,720,261;  marine  and  inland 
risks  in  force.  $24,244,064;  premiums  thereon,  $537,723. 

BySINESS  IN  U.S.  SINCE  ADMISSION:  Pftmiums  received, 
$51,279,178;  losses  paid,  $30,250,122. 


REAL  ESTATE  OWNED:   Consists  of  the  company's  head 
office  building,  in  Hartford,  carried  at  book  value. 


BONDS  OWNED: 

Cleveland,  0.,  reg.,  4^%.  1931 

N.  Y.  State,  on.  imp.,  reg.,  Z%,  1957-9 
N.  Y.  State,  en.  imp.,  reg.,  4%.  1960-1 . . 
N.  Y.  Cy.,  N.  E.  R.  bg..  reg.,  3?^%,  1953 

N.  Y.  Cfy.,  corp.  stk.,  4H%.  1963 

N.  Y.  Cy.,  rev.,  6%.  1916-7 

Atoh.,  T.  ft  S.  Fe  Ry.,  gn.  m..  4%.  1995 
Atch.,  T.  ft  8.  Fe.  Ry..  C.  ft  A.  L.,  1  ft 

r.  m.,  4H%,  1962 

Atl.  Ct.  L.  R.  R.,  1  cs.  m.,  4%,  1952. . . . 

B.  ft  0.  R.  R.,  1  m..  4%,  1948 

B.  ft  0.  R.  R.,  pr.  hi..  3H%.  1925 

B.  ft  A.  R.  R.,  r.  m.,  5%.  1963 

Bosh  Trm.  Big.,  1  m.,  5%.  1960 

Cent.  Pac.  Ry.,  1  r.  m.,  4%,  1949, 

Chesa.  ft  0.  R.  R.,  1  ev.  m.,  5%,  1939.  . 
Coesa.  ft  0.  R.  R..  gn.  m..  4yi%,  1992. . 
Chi..  B.  ft  Q.  R.  R.,  gn.  m.,  4%,  1958. . 
C'ni.,  B.  ft  Q.  R.  R.,  ID.  Div..  3h%.  1949 
Ciii..  Mil.  ft  St.  P.  R.  R..  gn.  m.,  4%.  1989 

Chi.  ft  Nwn.  Ry..  m.  m..  4%,  1987 

Chi.,  R.  Is.,  Pac.  Ry..  gn.  m..  4%,  1988 
Cin.,  Ind.,  St.  L.  ft  Clu.  Ry.,  1  m.,  i%^ 

1936 


Par 

Value. 

$100,000 

350.000 

260.000 

300.000 

45.000 

11,000 

150.000 

50.000 
100.000 
100.000 
150.000 
100.000 
100.000 
100,000 
100.000 
100.000 
100,000 
100,000 
100.000 
115.000 
100,000 


Market 

Value. 

$106,000 

346.500 

267.800 

264.000 

47.700 

11.230 

141.000 

49,000 
94.000 
92.000 

139.500 

110,000 
87.000 
90.000 

106.000 
91,000 
93,000 
86,000 
92,000 

109,250 
85,000 


100,000         93,000 


{Includes  fire  and  marine  branches. 
Bonds  Ownsd.— Cml. 


C,  C,  C.  ft  St.  L.  Ry.,  gn.  m..  4%,  1993 
Deb.  ft  H.,  1  r.  ih.,  4%,  1943 

D.  ft  Rio  Gd.  R.  lU  1  cs.  m^  4%,  1936. . 

Erie  R.  Rn  pr.  b.,  4%,  1996 

Gt.  No.  Ry^  1  ft  r.  m.,  4W%,  1961 

Lehign  Vaf.  Ry..  1  m..4H%.  1940 

Lehigh  VaL  Ry..  1  m..  reg..  4^%.  1940 

L.  ft  N.  R.  Rn  un.,  4%,  1940 

M.,  K.  ft  T.  Ry.,  1  m.,  4%.  1990 

M.  P.  Ry.,  1  cs.  m.,  6%,  1920 

N.  Y.  C.  ft  H.  R.  R.  It.  1  m..  3H%.  1997 
N.  Y.  C.  ft  H.  R.  R.  R.,  1  m..  reg.,  3^%« 

1997 

N.  Y..  Ont.  ft  W.  Ry..  r.  m.,  4%.  1992. . 
N.  Y.,  W.  ft  B.  Ry.,  1  m..  4^%.  1946. . 

N.  ft  W.  Ry.,  1  cs.  m.,  4%,  1996 

No.  Pac.  Ry.  ft  Id.  ct.,  P.  L.,  4%,  1997. . 
Ore.  R.  R.  ft  Nav.  Co.,  cs.  m.,  4%,  1946 

Ore.  S.  line  Ry.,  r.  m.,  4%,  1929 

Penna.  R.  R.,  cs.  m..  4%,  1948 

Portland  Tm.,  1  m.,  4%.  1961 

Reading  ft  P.  ft  R.  C.  ft  I.,  gn.  m.,  4%, 

1997 

St.  L.,  I.  Mt.  ft  So.  Ry.,  R.  ft  G.  Div., 

lm.,4%,1933 

St.  L.  ft  San  F.  R.  R.,  r.  m.,  4%,  1951 . . . 

So.  Pac.  R.  R..  1  r.  m..  4%.  1955 

So.  Ry..  1  cs.  m.,  5%,  1994 

Texas  ft  Pac.  Ry.,  1  m.,  5%,  2000 

Un.  Pac.  R.  R..  1  m.,  r.  r.  ft  Id.  gt.,  4%, 

1947. 
Wahasn R.' R^  1  m^ 5%.  1939 .' . '.'.'.'.'/. 
Western  N.  Y.  ft  Penna.  Ry..  1  m^  5%. 

1937 

Anglo-French,  5  yr.  ext.  b.,  5%,  1920. . . 


Par 
Vafaie. 
$100,000 

loaooo 
loaooo 

100,000 
65,000 
60,000 
50,000 

150,000 
50,000 
50,000 

100.000 

5a090 

25,000 

100,000 

160,000 

2oaooo 

100.000 
100,000 

5aooo 

50,000 


4aooo 

75.000 

100.000 

50.000 

50.000 

200.000 
60.000 

75,000 
100,000 


Market 

Vahie. 

$81,000 
07.000 
80.000 
86.000 
65.000 
50500 
50.500 

142,500 
38.500 

saooo 

83.000 

41.500 
20,500 
82,000 
141.000 
186.000 
92.000 
9S.000 
50,000 
4«»000 


150000        142.500 


28,000 
54,750 
90.000 
51.500 
47.500 

194.000 
61.800 

78.000 
94.000 


Totals  (book  value,  $5,347,392) $5,371,000   $5,019,030 


MISCELLANEOUS:  This  oompajoy  began  basinets  in  the 
United  States  m  February,  1904,  writmg  ore  rdnsurance  only, 
and  has  secured  licenses  in  all  the  States  and  Territories  in  the 
United  States  requiring  reinsurance  oompanios  to  be  Keensed. 
C.  F.  Sturhahn  was  formerly  United  States  idanacer  of  the 
Mxmich  Reinsuranoe  Co.  On  January  1,  1915,  its  home 
office  statement  showed  $62,703,018  of  assets,  its  capital  beinc 
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ROSSIA  INSURANCE  COMPANY,  Petrograd,  Russia.— Conitfiuerf. 


tttSLOOOL  Tte  Roaia  tnoflMia  fife.  Mcident,  fire  and  marine 
oMiaiee  in  otker  eaantries.  Conflagration  loai:  San  FraD> 
OA  IMI,  $1,571,409.  San  ftaneweo  Vmm  wen  br^y  paid 
b$  wittinrw  from  hmne  offiee.  Vahie  of  depoaii  m  Ohio, 
tloaOOD:  ia  CauL.  HlOkOOO;  in  N.  Y.,  1400.000. 


UNITED  STATES  TRUSTEES:  baae  N.  Selismaa.  Geo.  B. 
Edwards.  New  York. 

TERRITORY  COVERED:  The  oompany  ie  lieeoMd  in  Ark.. 
Colo.,  Conn.,  Dd.,  10^  Ind.,  Ia.,  La.,  Mam.,  Mioh.,  Mim.,  Moa.* 
Ner.,  N.  H^  N.  J.,  N.  Y.,  N.  C^  0^  Pbn  Tex..  Utah  and  W.  Va- 


ROYAL    EXCHANGE    ASSURANCE,    London,    Eng.§ 

United  States  Manafer,  R.  D.  Harvey.  New  Yorlc.    Organiaed,  1720. 
(United  Stotee  Branch  Statbtics.) 


Till 


UiMarned 
IVmiaBia  i    Surplus 


1115  1 

t3.lf7.7M 

Il,ft5 1,755 

1914 

2XMn 

1.801.010 

1913  ' 

aLM8.744 

1,611.744 

1912 

X7Sa,H2 

1,525.491 

mi 

X603.176i 

1,37«.633 

11.179.537 

1.069.741 

1,054.442 

901.137 

974.572 


Net 

Premiums 


Total 
Income 


*|2.007.552 
1.909.721' 
1.056.852, 
1.916,660; 
1.614,1501 


Hid 


12.115.870: 
2.015.852' 
2.054.010 
2.008,125 
1.704.982 


*tl.I01.840 

1.115.270 

1.130.160 

951.165 

851.289 


Expenses 


1757.945 
760.611 
775.534 
731.534 
653.749 


(+)  Rec'd 

Total  Ex- 

Losses 

from  or 

pemfitures 

Ineuned 

(-)  Remit 
toH.  0. 

tl.859.785 

11.089.547 

—$105,491 

1.875.881 

1.168,872 

—118,293 

1.905.694 

1.070,089 

+71.481 

1.382.699 

989.431 

— I4a69e 

1.505.018 

883.462 

—17.935 

$538,674 

iaBBis^DK.3U]915. 

Bosdiiaditocki...  t2,55«.364 

Cri 217.420 

A«ntg'lnkaees....  313.362 

latcrat 35.356 

Oiberaiets 54.115 


premiums,  and  $266,787  marine  I 

LuBonna,  Dnc.  31, 1915. 
Losses  onpaid $270,309 


Unearned 
Other 


ties. 


1,651.756 
66.389 


Total $3,176,617 

SpLd^-omidb...  8.827 


Total fiabifities...  $1,988,353 
Sorphis 1.179,537 


Total 


$3,137,790       Total $3,167,790 


Uadnritiv  profit,  $104,563;  mveslment  profit,  $116,995. 

RISKS  AND  PREMIUMS:  Fbe  risks  in  forte,  December  31. 
1316.671,619;  pcemtums  thereon,  $3»946JM0;  marine  and  inland 
lib  ia  foree:  $16,188,360;  premiums  thereon,  $388,471. 

BU3IN78S  IN  U.  8.  SINCE  ADMISSION:  Premiums 
nmcd.  $31,109,863;  kmsss  paid.  $17,044,392. 


BONDS  AND  STOCKS  OWNED: 
Boma. 

ApAhTtatb,  ext  In.,  g.,  5%,  1920 

C.8.GOT't.Pto.  en.  hu,  3%,  1961 

C.aGar't.«g,4%,1925 

Vi.3«'e,19»l 

aeTBliad,»at.wkB.,4%.1930 

Mi«tobBWB,O,pk.nnp.,4%,l«30 

ll.Cj^t.m%.l9X 

N.Y.Qr,ep.stk,4Ji%,1964 

N.J.^,cp.stk..  wat..4%,  1959 

N.  Y.  Cy,  ep.  Stic  r.  t..  3J^o.  1949. .. . 

N.  Y.  Co,  ea  stiL,  3.3%,  1917 

PWub.3H%.1931 

FartliBd.0i«.,waLhu.5%,1923 

Jidawod,  4%,  1941-43 

T^'s^^Q-i^^^- *»*o 

A.T.4S.FeRy.,a«ii.,4%.1995 

A.4C.A.L.Ry.,  1  m,4M%.  1944.... 
A.4C.A.L.Ry.,lm,5%,1944 

I  Si^V^  ^  «^- «- ^^^^  1^ 

B.Rd.Tr,cT.B.,5%.1918 

C.PM.Ry,r.g,4%,1949 

J^-^%:-i«r'^^**» 

Ql  Gt.  W.  R.  R,  1  m.,  g.,  4%,  1969. . . 
ChL  4  W  lad.  R.  R,  cfc  OL,  g,  4%.  1952 

L.s4M.8.ieg.g.,4%.l«81 

L.V.BT   lflU4J^%.1940 

N.  Y.  C.  L,  eq.  it.  ctf,  4^%.  1919-23.. 
N.Y.C.4H.R.R.R,d,4%.1934... 
N.Y,C.ASLL.R-IUg,4%.19«l.... 
No.  P.  Ry.,  pr.  b.  A  U.  ct.  4%.  1997. . . 
No-  Pic-Ot.  No.,  jt.,  eoL.  4%.  1 921 . . . . 

P«M.R.R.pLm.,4H%.1966 

P,  C   C.  4  St.  L.  R.  R,  08.  g..  4H%. 
1912 

8t  L  Ta.  C.  Sta.  A  K  1  m.,  4H%.  1917 

3o.he.RR,r.,4%.1955 

So.  R^.;  ds7. 4  gn.  m.,  g.,  4%.  1956 . . . . 

&-J^A^  1  ■»- *  W.  gt,  I- 4%.  1947 
W.?a.4Pltte.HLIU  1  m,4%,  1990. . . 

Jir^JS^9j^lm^4%.lwl. 

CkLTL,lm.b..5%.1023 


Pkr 

Maricet 

Value. 

Value. 

$114,100 

$107,824 

30.000 

30.450 

10.000 

11.000 

20.000 

17.500 

60,000 

50,187 

35,000 

25.250 

150.000 

141.375 

150.000 

151.500 

60.000 

48,937 

30.000 

36,250 

37.000 

36.768 

loaooo 

94.375 

50.000 

51.750 

34.000 

31,710 

35.000 

35.375 

50.000 

43.750 

22.000 

21.120 

28.000 

28.840 

50.000 

48.500 

50.000 

5a250 

50.000 

45.125 

2.500 

2.246 

57,000 

42.180 

25.000 

19,812 

30,000 

18,925 

50.000 

50.500 

150.000 

150.755 

100.000 

92.875 

35,000 

20.843 

135.000 

116.250 

50.000 

49.125 

100.000 

100.750 

50,000 

5a500 

100,000 

100.000 

100.000 

loaooo 

50.000 

45.125 

50.000 

35,750 

loaooo 

99.000 

50.000 

48,625 

30.000 

17.300 

100,000 

87.250 

50.000 

50.812 

^Transacts  fire  and  marine  business. 

Bonds  and  Stocks  Owitid.— CofU. 
Bonds. — Cont. 


Par 
Value. 

W.  U.  Tg..  r.  e.  m..  g..  AM%,  1950 $100^000 

30,000 

50.000 


W.  U.  Tg..  ool.  tr.,  5%.  1938. 

Stocks. 
Minn.,St.  P.4  S.8te.  M.R.  R.,le.  li . 


Market 

Value. 

$94,500 

80.450 

37.500 


Totals  (book  vahie,  $2,70a701) $2,670,600  *$2.548.916 


*8eeurities  as  per  Comijany's  valuations;  the  item  in  Assets  is 
based  <m  Ins.  Dept.  valuations. 

MISCELLANEOUS:  The  Roynl  Exehanm  began  tranasctinc 
marine  insuranoo  in  1696,  and  secured  its  charter  (under  which 
it  now  writes  fire  insurance)  in  1720.  At  home,  it  transacts  fire 
life,  sea,  buntlary,  accident  and  emplmrers'  liability  insurance, 
but  confines  its  writings  in  the.  United  States  to  fire  and  marine 
insurance.  It  began  husinesB  in  the  United  States  in  1891,  on 
the  Pacific  (^oast,  and  in  1898  commenced  a  general  business, 
with  headquarters  b  New  York.  As  of  January  1,  1915,  its 
home  office  statement  showed  £7.307,657  of  assets;  its  paid-up 
capital  being  £689.220.  Conflagration  losses:  Baltimore,  1904, 
$402,558;  San  Francisco.  1906.  $2,968,637.  Baltimore  and  San 
Francisco  loases  were  paid  l»r  remittances  from  home  office. 
Values  of  special  depoats:  Vs..  $49,211;  N.  C.  $11,000;  (3a., 
$10,150;  0..  $100,000;  Mass..  $200,000. 

UNITED  STATES  TRUSTEES:  Geo.  Francis  Ciane,  Thatcher 
M.  Brown,  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  Gayle  T. 
Forbush,  Booton,  Mass..  general  agent  for  New  Enc .;  F.  E.  Potter, 
Efanira.  N.  Y.,  soecial  scent  for  N.  Y.  State:  Oeo.  R.  Fulton.  Pitts- 
burg. Pa.,  qpeciai  agent  for  western  Pa.  and  W.  Va.;  A.  N.  Hamilton. 
Philadelphia,  Pa.,  special  agent  for  eastern  Pa.,  N.  J.,  Md.  ana 
D.  C;  James  B.  Tallman  and  O.  P.  Koent<mD,  State  agmt  and 
special  agent  for  111.,  Ind..  Wis.,  Minn,  and  S.  D.;  Richard  W. 
(jrim,  CiMumbus,  O.,  special  agent  for  0.,  Ky.  and  Tenn.;  Geoige 
R.  Webb,  Kansas  City,  Mo.,  special  agent  for  Mo^  Kan.,  Ia.  and 
Neb.;  C.  D.  Livingston  Detroit,  Mien.,  state  agent  for  Mich.; 
W.  J.  (Tisoel,  Denver,  Cole  State  agent  for  Colo^  Utah,  Mont., 
S.  Ida.  and  Wyo.;  Lawrence  F.  Lamping,  SeatUe,  Wash^  State 
agent  for  Wash.,  Oire.  and  N.  Ida.;  Southern  deparbnent,  compris- 
ing AU..  Fla.,  Ck.,  Miss.,  N.  C,  S.  C  and  Va.:  Edwin  G.  Seibeh. 
manager.  Columbia.  S.  C;  John  J.  Seibels,  assistant  manager, 
Columbia,  S.  C;  Charles  J.  Bruce,  general  agent,  CdumDia 
S.  C;  Chas.  B.  Robb.  special  agent.  Richmond,  Vs..  for  Va.  and 
N.  C;  J.  E.  Wallace,  special  agent,  ColumUa,  8.  C,  for  S.  C. 
Geo.  B.  Reeves,  special  agent.  AUanta.  Ga.,  for  Ga.  and  Ala.; 
Chas.  M.  Billiard,  special  asent,  Palatka,  Fhi.,  for  Fla.;  J.  Walter 
Hilliard.  special  agent,  Palatka,  Fla.,  for  Fla.;  southwestern  depart- 
ment, comprising  Tex.,  La.,  Ark.  and  Okhi.,  Treaevant  4  Cochran, 
Mneral  agents,  Dallas.  Tex.;  special  agents,  Joe.  G.  Smith,  Dallas, 
Tex.,  Frank  A.  Nisbet.  Dallas,  Tex.,  P.  L.  Mcintosh.  San  Antonio. 
Tex.,  V.  B.  Wright.  Houston,  Tex..  Sam  M.  Powell,  Waco,  Tex, 
Cko.  C.  Young.  Wichita  Falls.  Tex..  £.  E.  Wrieht,  New  Orleans, 
La.,  W.  E.  Horton.  Jr.,  New  Orleans.  La..  J.  K.  SneDherd,  Little 
Rock,  Ark..  Chas.  Cotoam,  Little  Rock.  Arc..  A.  G.  Blacklock 
Fort  Smith.  Ark.,  J.  H.  Price,  Okbhoma  City,  Okla.,  D  H, 
Houseman,  OUah<nna  City,  Okla.,  E.  E.  Robinson,  inspector, 
DaUas.  Tex.  Elxecutive  special  agent.  R.  M.  Anderson,  Dallas, 
Tex.  Adjusters:  Sam  Bucklew,  Dallas,  Tex.,  John  B.  Hines. 
Dallas.  Tex..  G.  W.  Kleinknecht,  DaUas,  Tex.,  Frank  E.  Hohnes. 
Oklahoma  City.  Okla.  Appleton  4  Cox,  New  York  CHty.  managers 
marine  department.  The  company  operates  in  all  states  of  the 
United  States  except  Alas.,  Aris.,  Cal.,  Del.,  Haw.,  N.  M..  N.  D., 
PhU.  Is.  and  Vt. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


ROYAL  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng.§ 

General  Attomev  for  United  Stotes.  E.  F.  Beddall;  Mannffor.  C.  F.  ShaUcrofli,  New  York;  Manager,  R.  V.  Wafct.  San  Franeiaoo;  Maoacen, 

Field  k  CowleB.  Boston;  Manager,  George  W.  Law.  Chieago;  Manager.  Milton  Dargan,  Atlanta;  Manager  for 

Marine  and  Transportation  Department.  John  E.  Hoffman.    Organised,  1845. 

(United  States  Braneh  Statistics.) 


Ybar 

Assets 

Unearned 
PMniums 

Surplus 

Net 
Premiums 

1915 
1914 
1913 
1912 
1911 

$13,760,250 
13,291,636 
12,599,303 
12.261.806 
11.840.202 

$8,499,528 
8.408,662 
8.418.378 
8,343,730 
7,692,618 

$3,912,556 
3,760.662 
3.290.001 
2.819.736 
3.037.658 

*$8,906,408 
8.199.617 
8.235,946- 
8.672.802, 
7.836.6491 

Total 
Income 


Phid 


$9,358,462, 
8,644JM)7 
8,668,638 
9.093,352 
8,261.920! 


*$4,268.562 
4,594.224 
4.430,460 
4,210.202 
4,088.288 


Expenses 


Total  Ex- 
penditures 


Incurred 


$3,352,387 
3,134,390; 
3,234,317| 
3,361,135; 
2,9M.0O2 


$7,620,939 
7.728.614 
7,864.777 
7,571.337 
7.052.290 


$4,343,817 
4,705,547 
4.232.888 
4,105.096 
3.957.381 


(4-)  Rec'd 

from  or 

(-)   Remit. 

toH.  0. 


—1.146,377 
—203,454 
—368,806 

—1.124.015 

— «46.762 


Unearned  premiums  include  amounts  reelaimaUe  on  perpetual  policies. 
$607,017  marine  losBes.  S  Transacts  fire  and  marine  business. 


*  Includes  $1,581,896  marine  premiums  and 


AflBBTB.  Die.  31, 

Real  estate 

Mortgage  loans 

Bonds  and  stocks. . . 

Cash 

Agents' balances.... 
Interest  and  rents. . . 
Other  assets 


1916. 
$4,370,344 

2oaioo 

6.315,504 

1.158.530 

1,621.268 

99.070 

95,434 


LiABiLrncB,  Die.  31, 1915. 

Losses  unpaid $962,530 

Unearned  prems ....  8.420, 101 

Pcrp.  dcp.  reel 79.427 

Other  liabilities ....  385,637 


Total  liabilities. . .  $9,847,695 
Surphis 3.912.666 


Total 


.  $13,760,250       Total $13,760,250 


Underwriting  profit,  $960,273;  investment  profit,  $389,775. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,   (except  per! 

Ktuals)  December  31.  $1,592,017,878;  premiums  thereon.  $15. 
8,716;  marine  and  inland  risks  m  force,  $47,206,395;  premiums 
thereon.  $864,369;  perpetual  fire  risks.  $4,233,762;  deposit  pre- 
miums thereon,  $92,044. 

BUSINESS  IN  U.  S.  SINCE  1873 :  Pl^miums  received,  $189,- 
449.799;  losses  paid.  $106,740,091. 

REAL  ESTATE  OWNED:  Comprises  5  properties,  which  are 
carried  at  their  book  values,  which  are  $508,779  less  than  cost. 
They  are  as  follow:  Rojral  Insurance  Building,  Walnut  and  3d 
sts..  Philadelphia,  book  value.  $65,000;  Royal  Insurance  Building, 
Jackson  and  Quincy  sts..  Chicago,  book  value.  $1,386,844.  Royal 
Insurance  Building.  Pine  and  Sansome  sts.,  San  Francisco,  book 
value,  $1,068,500;  office  building,  25  Pine  St.,  New  York,  book 
value.  IE(50,000;  Royal  Insurance  Building.  N.  E.  corner  William  st. 
and  Maiden  Lane.  New  York,  book  value,  $1,500,000. 

MORTGAGE  LOANS:  There  are  11  loans,  ranging  from 
$5,000  to  $50,000  each.  a»;regating  $200,100.  and  secured  by 
properties  valued  at  $446,000.  No  interest  was  past  due  on 
December  31.  last.  The  $50,000  loan  is  upon  property  in  Evans- 
ton.  III.,  valued  at  $110,000;  a  loan  of  $27,000  is  secured  by  stores 
and  dwellings  at  30  Rivington  St..  New  York,  valued  at  $46,500. 
These  are  tEe  largest  loans,  and  all  seem  well  protected. 

BONDS  AND  STOCKS  OWNED: 

Bonds. 

Albany.  N.  Y..  r.  ft.  imp.,  I.  m..  4}«j%. 

1963 

California,  hwys.  g.,  4%.  193645 

Cmcinnati.  hoep.,  3.65^;^  1937 

Cleveland,  pk.  &  blvd.,  4.1%,  1940 

Georgia,  3>^%.  1917 

Mass.,  Com.,  In.,  abn.  gd.  ess.  g.,  3H%, 

1928 

Milwaukee,  L  mon.,  pk..  44%.  1933.. 

Newark,  N.  J.,  sc.  g.,  4H%.  1944 

Newark.  N.  J.,  f.  g.,  4H%.  1944 

New  Mexico,  Terr.,  agr.  col.,  5%.  1931. . 

New  York,  can.  imp.  g..  3%.  1956 

New  York,  can.  imp.  g.,  Z%,  1959 

New  York.  can.  imp.  g..  4%,  I960 

New  York,  can.  Imp.  g.,  4%,  1961 

New  York,  hwy.  imp.  g.,  3^o.  1956 

New  York,  hwy.  imp.  g.,  4%,  1958 

New  York,  barge  can.  tm.,  4%.  1942. . . . 
New  York,  hwy.  imp.  g.,  4H%.  1963.. . . 

N.  Y.  Cy.,  cp.  g..  4H%.  1962 

N.  Y.  Cy.,  cs.  g.,  3i^%,  1927 

N.  Y.  Cy.,  cp.  g..  3,4%.  1940 

N.  Y.  Cy..  cp.  g.,  31^%,  1952 

N.  Y.  Cy.,  cp.  g.,  4%  1936 

N.  C,  pm.  imp.  I.  money,  4%,  1953 

Pittsburgh.  1.  money,  4K%.  1932 

Richmond.  Va..  4%,  192643 

St.  Loois,  3K%.  1922 

AU.  M.  Ry.,  1  m.  g.,  5%,  1928 

A.  k  Suaq.  R.  It.  1  m.  g..  3H%,  1946.. . 
A.,  T.  &  S.  Fe  Ry.,  gn.  m.  g.,  4%,  1996.. 
Atl.  C.  L.  R.  R.,  1  cs.  m.  g.,  4%,  1952.. . 


Par 

Market 

Value. 

Value. 

$25,000 

$27,760 

33,000 

31.930 

100.000 

99.000 

10,000 

10.600 

15,000 

14.850 

100,000 

95.000 

10,000 

10,500 

25.000 

26,500 

75.000 

79.500 

10,000 

10,400 

40.000 

39.600 

25.000 

24,750 

laooo 

10,300 

60.000 

51.500 

20,000 

19.800 

35,000 

36.050 

50,000 

51.000 

100,000 

113,000 

102,000 

103,020 

200,000 

188,000 

50,000 

45,000 

100.000 

88,000 

5.200 

5,096 

10,000 

10,000 

25,000 

25.250 

52.000 

49.860 

25,000 

24,000 

26.000 

26.500 

65,000 

55,900 

71,000 

66.740 

100,000 

94.000 

BoNDfi  AND  Stocks  Ownkd. — Coni. 
Bonds. — CorU. 
B..A  0.  R.  R..  pri.  In.  g..  3^%,  1925. 
B.  &  0.  R.  R..  1  m.  g..  4%,  1948 


B.,  R.  ft  Pitts.  Ry.,  gn.  m.  g.,  5%.  1937. 
Cent.  N.  Eng.  Ry..  1  m.  g.,  4%,  1961. . . 

Cent.  Pae.  !&..  1  r.  m.  g..  4%.  1949 

C.  R.  R.  of  N.  J.,  gn.  m.  g.,  5%,  1987. . . 
Chesa.  k  0.  Ry..  1  cs.  m.  g..  5%,  1939. . 

Chi.  k  A.  R.  R..  r.  g.,  3%.  1949 

Chi.  ft  A.  R.  R.,  1  In.  g.,  34%,  1950.. . . 
C,  B.  ft  Q.  R.  R..  m.  s.  f.,  la.  Div.,  4?^ 

1919 

C.  B.  ft  Q.  R.  R..  m.,  111.  Div.,  34%, 

1949 

Chi.  ft  E.  R.  R.,  1  m.  g..  5%,  1982 

C  I.  ft  S.  R.  R..  g..  4%.  1966 

C,  M.  ft  St.  P.  Ry.,  C.  ft  P.  W.  Div.,    1 

m.g.,6%,1921 

C.  M.  ft  St.  P.  Ry.,  W.  ft  M.  Div.,  1  m. 

g.,  5%.  1921 

C.  M.  ft  St.  P.  Ry.,  cv.  gn.  ft  r.  m.  g.. 

5%,  2014 

C.  M.  ft  St.  P.  Ry..  cv.  g.,  44%.  1932.. 
C.  M.  ft  St.  P.  Ry.,  gn.  m.  g..  4!  2%,  1989 

C.  ft  Nwn.  Ry..  eq.  tr..  44%.  1922 

C.  ft  Nwn.  Ry.,  ext.,  4%,  1926 

ft  Nwn.  Ry.,  m.  m.  g.,  34%.  1987.. . 
R.  I.  ft  Pae.  Ry.,  1  m..  6%,  1917. . . . 
R.  I.  ft  Pae.  Ry..  gn.  m.  g..  4%,  1988 
St.  L.  ft  N.  0.  R.  R.,  g.,  5%.  1951.. . 
C.  St.  L.  ft  N.  0.  R.  R..  g.  In.,  3}  i%,  1951 
C,  I..  St.  L.  ft  C.  R.  R..  gn.  1  m.  g.,  4%. 

1936 

C,  C,  C.  ft  St.  L.  R.  R.,  1  m.  g.,  4%,  1991 
Clcve.  Tm.  ft  Val.  R.  R..  1  m.  g.,  4%,  1995 

D.  ft  Gt.  S.  Ry.,  1  m.  g.,  5%.  1916 

Des  P.  Val.  Ry.,  1  m.  g..  44%.  1947... . 

F.  ft  So.  Ry..  1  m.  g.,  6%.  1924 

Fitchburg  R.  R..  4%.  1927 

F.  ft  Pere  M.  R.  R..  1  m.  g.,  5%,  1939. . 

Fla.  E.  C.  Ry.,  1  m.  g.,  44%.  1959 

Ga.  Pae.  Ry.,  1  m.  g.,  6%.  1922 

Hock.  Val.  Ry.,  1  cs.  Im.  g.,  44%.  1999 
lU.  Cent.  R.  R..  W.  L.  m.  g..  4%.  1951. 


C 
C 
C 
C 


L.  m.  g-,  4*c. 

111.  Cent.  R.  R.,  1  m.  g..  4%.  1961 

III.  Cent.  R.  R..  g..  4%.  1952-53 

Ind.,  III.  ft  la.  R.  R.,  1  m.  g.,  4%.  1950. 
J.,  F.  ft  C.  R.  R.,  1  m.  g..  4%.  1959. . . . 

L.  S.  A  M.  3.  Ry.,  g..  d..  4%,  1928 

L.  Is.  R.  R.,  r.  m.  g..  4%.  1949 

L.  ftN.  R.  R.,  N.O.ftM.  Div..    1    m., 

6%.  1930 

Mich.  Cent.  R.  R.,  I  m.  g.,  3.4%.  1952.. 
M..  L.  S.  ft  W.  Ry.,  OS.  m.,  6%.  1921 . . . 
Mil.  ft  No.  R.  R.,  1  m.,  44%.  1934  .. . 
Mil.,  8.  ft  Nwn.  Ry.,  1  m.  k..  4%,  1947.. 
Minn.,  St.  P.  ft  S.  Ste.  M.  Ry.,  g.,  4%, 

1938 

Mo.  Pae.  Ry.,  cs.  1  m.,  6%,  1920 

M.  ft  0.  R.  R..  1  m.,  6%.  1927 

M.  ft  O.  R.  R.,  1  m.  g..  Mont  Div..  5%, 

1947 

N.,  F.  ft  S.  Ry.,  L.  ft  N.  R.  R.  Sys.,  1  m., 


5%,  1937. 
N.  Y.( 


C.  ft  H.  R.  R.  R.,  g.  d.,  4%.  1934. 
N.  Y.  ft  H.  R.  R.,  1  m.  g.,  34%,  2000. . 
N.  Y.,  L.  ft  W.  Ry.,  oonst.  m.,  gr.,  5%. 

1923 

N.  Y.,  N.  H.  ft  H.  R.  R.|  H.  R.-Pt.  C. 

1  m.  g..  4%,  1954 

N.  Y.  ft  P.  R.  R..  1  cs.  m.  gr.  g..  4%.  1993 
N.  Y-^0.  ft  W.  Ry..  r.  m.  g.,  4%,  1992. . 
N.  ft  W.  R.  R.,  imp.  ft  ext  In..  6%,  19S4 


Par 

Market 

Value. 

Vahie. 

$13a0OD 

$120,900 

75.000 

69.000 

15.000 

16J200 

50.000 

40.500 

125.000 

112,500 

149,000 

175.820 

202.000 

214.120 

65,000 

38,350 

15,000 

6.600 

33,000 

33.000 

25.000 

21,500 

50.000 

53.000 

.50,000 

43.000 

75.000 
25.000 


78.000 
26.000 


1,200 

1.296 

1,500 

1.545 

50,000 

51.500 

50.000 

51.000 

40.000 

3M.4O0 

25.000 

20,750 

20,000 

20.600 

50.000 

42.500 

12,000 

13.080 

50.000 

41.000 

155.000 

144.150 

25.000 

19.500 

6.000 

5.040 

25,000 

25.000 

25,000 

24.750 

19.000 

21.090 

100.000 

88,000 

5.000 

3.000 

50,000 

47.000 

50.000 

54.000 

50,000 

46.500 

37.000 

33.300 

100.000 

•7,000 

33,000 

28.S40 

25.000 

22.250 

25.000 

23.000 

150.000 

142.500 

50.000 

43.500 

7.000 

8,120 

25,000 

21,000 

72.000 

78,480 

50,000 

50.500 

23,000 

20.030 

50.000 

46,500 

50.000 

50.000 

25,000 

28.000 

50,000 

SI.OOO 

46,000 

48.300 

150,000 

130.500 

350,000 

297.500 

25.000 

20.000 

25.000 

23.000 

16,000 

14.500 

5aooo 

41.000 

20^000 

24.000 
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ROYAL  INSURANCE  COMPANY,  Ltd..  Liverpool.  Eng,— Continued. 


BoKDs  ISO  Stocks  Owtvsd. — CmU. 
BoNDft. — CtnU. 
N.  A  W.  R.  R^  1  es.  m.  K^  4%.  1996..   . 
N.  A  W.  R.  R,  N.  R.  Dir..  1  m.  In.,  6%, 

1«32 

N.  4  W.  a.  R,  gn.  m.  fc  6%,  1931 

No.O.Ry,liiLg.,5%.1945 

Na  Pte.4}t  N,  jt..  C  B.  A  Q.  ool..  4%, 

1921 

So.  Pte.  Ry.,  m.  g.,    St.  P.  k  D.   4%, 

1«6 

.So.  P*e.  Ry,  prL  In.  ry.  4  Id.  gt  g,  4%, 

l»7 

Ore.  R.  R.  4  N»t.,  on.  m.  g..  4%,  1946. . 
Pkc.  R.  R.  Mo.,  ext.  1  m.,  4%,  1938  . . . 
Pensa.  R  R^  r.  e.  p.  moiL,  1  m.  g.,  4%, 

\m 

P«ni*,ir.m.g..44%.  1921 

Peon.  R  R^  <a.  m.  g..  4H%.  I960 

Peoria  A  E.  Ry..  1  en.  m..  4%.  1940 

Peoria  k  Kvn.  Ry.,  1  m.  g.,  gr.  by  C.  A 

X  W.  Ry,  3H%,  1926 

PtreM.  R  R,  g.,  1  In..  L.  E.  A  D.  R. 

Dtt.,  4H%,  1932 

P,  C.  C.  k  St.  L.  Ry.,  cs.  m.  g.,  4H%, 

1940-42 
P,  C  C.  i'St!  L.'  Ry.!  ob!  m".  g.,  i\^%, 

196S 

P.  k  Nwn.  Rt^  1  m.  g.,  3^*5,  1926. . . . 
Radiog  Co.  k  P.  ft.  R.  C.  ft  1.,  gn.  m.  g., 

So.  pic  g,  C^t.  FW.  8tk.  ooU  4%.  1949 

^.  Ry,  1  a.  m.  |.,  5%,  1994 

St  L,  I.  Mt  ft  S.  Ry..  gn.  C8.  ry.  ft  Id. 

rt.  m,  Sft,  1931 

St.  P,  M.  ft  M.  Ry..  ca.  m.  g..  6%,  1933 
M.  P,  M.  ft  M.  Ry..  1  m.  g..  4%,  1937. 
Vara  Cy.  ft  Pfcc.  R.  R..  1  m.  g..  3H%. 

I9J6         

T ,  W.  VaL  ft  0.  R.  R..  m.  k.,  A%.  1942. 
In.  P»f.  R  R.,  1  m-  r.  r.  ft  id.  gt.  g.,  i%. 

m: 

ftah  k  K.  Ry.,  1  m.  g..  4%.  1933 

WirfL  Thl,  1  m.  g..  3Va'  r,  1945 

Equitable  Gaa  U.,  N.  Y..  1  a.  m.  g..  S*^;, 
1932 

Stocks. 

AQnoy  ft  Su»i.  R.  R.,  gr 

f\M.ASt.P.Ry.,  p 

CWe.  k  Pitta.  RR..gr 

IL  Ceot..  L  U  R.  R.,  gr 

.VY.AH.RR,gr     "^ 

Pint,  Ft.  W.  ft  Clu.  Ry,  gr 

VadCTritm'  Salrage.  N.  Y 

f  adenriten'  SalTage,  Chi 

Gfoenl  .\diintment  Bur..  N.  Y 

Milviube  Undervriten'  Big.  Ann 

Pacific  Coast  .\dj.  Bur 

3(wtl»«Tn  Adj.  Bur 


Totab  (book  vmhw.  16.594.985) . 


Pnr 
Vnhie. 
1100.000 

8.000 
12,000 
50,000 

2.000 

82,000 

110.000 
75,000 
24.000 

25.000 
10.000 
50.000 
25.000 

10.000 

40.000 

30,000 

12.000 
15.000 

100,000 

10.000 

100.000 

300.000 
30,000 
50.000 

25.000 
50.000 

44.000 
39.000 
10,000 

25,000 

19,600 

10,000 

26,050 

8,800 

11.250 

26.000 

1.000 

1.000 

450 

117 

500 

500 


Mnrket 

Value. 

194.000 

9,600 
14,280 
46,500 

1.960 

74,620 

102,300 
69,000 
21,360 

24.750 
ia200 
53.000 
17.000 

9.300 

31.200 

30.300 

12,240 
13,950 

95,000 

8.700 

103.000 

306.000 
36.300 
48.000 

22.000 
46.500 

42.680 

36.660 

8,400 

25.750 

51.940 

13.500 

41,680 

7.040 

40.500 

41.860 

1.500 

1.000 

450 

117 

500 

500 


S6.479.167    $6,315,504 


,  MISCELLANEOUS:  The  Royal  began  bunneaa  in  the  United 
^<stes  m  1851.  Its  home  office  statement  as  of  January  1.  19J5, 
siw«ed  assets  agsreoating  £22.475.905.  its  mibscribed  capitnl 
lu«  £2.944,680.  and  the  paid  up  portion  £441,702.  In  other 
twttnei  the  Royal  transacts  every  tine  of  insurance,  but  under 
Uke  iav  eanfines  its  business  in  the  United  States  to  fire  and  marine 


^ Cooftigration  losses:    Baltimore.  1904.  $1,002,344: 

Su  FraadBeo,  1906.  $4,595,176.  San  Francisco  losses  were  paid 
b^  remttaDoes  from  home  office.  Values  of  special  deposits: 
\u  tSO.900;  Ga.,  $10,075,  N.  M.,  $10,636;  N.  C.,  $10,200. 


UNITED  STATES  TRUSTEES:  New  York  Life  Inmiranoe  ft 
Trust  Co.,  New  York.  United  States  committee  of  manasement: 
Wm.  A.  Nash.  James  A.  Maodonald.  Columbus  O'DonnelJ  Iselin, 
Edward  F.  Beddall,  Robert  M.  Callaway. 

FIELD  MEN  AND  TERRITORY  COVERED:  E.F.BeddaD, 
general  attorney  for  United  States.  84  WiUiam  St.,  New  York. 
C.  F.  Shallcrofls.  mana^.  Frederick  W.  Day.  assistant  manager. 
Albert  R.  Hosford,  assistant  manager.  Morton  S.  Lewis,  second 
assistant  manager,  John  E.  Hoffman,  marine  manager.  84  William 
St..  New  York.  New  York  department  comprises  N.  Y..  N.  J., 
Pft..  Del..  Md..  W.  Va.  and  D.  C.  Special  agents:  James  M. 
Daggett,  Albany.  N.  Y.,  for  eastern  N.  Y.;  H.  S.  Visscher,  Roch- 
ester, N.  Y..  for  western  N.  Y.;  Marshall  A.  Woodman,  New  York 
City,  for  suburban  New  York;  James  Kedey,  Newark,  N.  J.,  for 
N.  J.;  P.  0.  Farquharson,  Harrisburg,  Pa.,  for  eastern  Fa.  and 
Del.;  Christen  MoUer,  Pittsburg.  Pa^  for  western  Pa.;  William 
C.  Poe,  Jr..  Baltimore,  Md..  for  D.  C.  Md.  and  W.  Va.;  W.  H. 
Gibson,  Centreville,  Md..  for  eastern  Md.;  New  England  depart- 
ment. 85  Water  st.,  Boston.  Mass..  Field  ft  Cowles,  managers 
for  MCm  N.  H.,  Vt.,  Mass..  R.  I.  and  Conn.  Special  agents: 
H.  A.  WUey,  Fred  W.  Johnson.  85  Water  St.,  Boston.  Mass.. 
for  New  England;  Charles  H.  Field.  Belfast.  Me.,  for  Me.;  John 
F.  Williams,  Meriden,  Conn.,  for  Conn.;  Wakefield.  Morley  ft 
Co.,  general  agents  for  part  of  Conn.  Western  department, 
160  W.  Jackson  Blvd.,  Chicaffo,  111.,  George  W.  Law.  manager 
for  lU..  Ind..  Ohio.  Mich..  la..  Kan..  Mo.,  Wis.,  Wyo.,  N.  D.,  S.  D., 
Neb.,  Minn,  and  Colo.;  R.  J.  Tweedy,  Albert  Lea.  Minn.,  state 
agents  for  Minn,  and  S.  D.;  C.  S.  Jewell,  Fargo,  N.  D.,  special 
agent  for  Minn,  and  S.  D.;  S.  A.  Wallis,  Fargo.  N.  D.,  special 
agent  for  N.  D.;  R.  H.  Douglass.  Denver.  Colo.,  state  agent  for 
Colo,  and  Wvo.;  R.  C.  Alexander,  Kansas  City.  Mo.,  state  agent 
for  Kan.  and  Mo.;  W.  A.  McKensie.  Kansas  City.  Mo.,  special 
agent  for  Mo.;  S.  I.  Drum,  Topeka.  Kan.,  special  agent  for  Kan.; 

C.  R.  Tyrrell,  state  agent.  C.  R.  Bogart,  specuki  agent.  Des  Moines, 
la.,  for  la.;  H.  L.  Dalton,  Milwaukee.  Wis.,  state  agent  for  Wis.; 

D.  B.  Welpton,  executive  state  agent  and  adjuster,  headquarters 
No.  1  Arlington  Block.  Omaha,  Neb.;  Fred  Sebold,  Omaha, 
Neb.,  special  agent  for  Neb.;  H.  W.  Boyd,  Newcastle.  Ind., 
state  agent  for  Ind.  and  Mich.;  H.  E.  Bowen.  Detroit,  Mich., 
special  agent  for  Mich.;  W.  M.  Coy,  Newcastle,  Ind.,  special 
agent  for  Ind.;  R.  A.  Buckman,  Chicago.  lU..  state  agent  for  111.; 
W.  W.  Cannon,  Decatur.  III.,  special  agent  for  111.;  Geo.  H.  Cole- 
man. Chicago.  III.,  special  agent  for  Cook  Co..  lU.;  B.  T.  DufTey, 
state  agent.  Geo.  A.  Yuncker.  special  agent,  Cleveland.  0.,  for  0. 
Southern  department:  Hurt  Buildin)^.  Atlanta,  Ga..  Milton 
Dvgan,  manager.  F.  M.  Mikcll  assistant  manager.  Ulric  S. 
Atkinson,  assistant  manager.  A.  H.  Turner,  agency  superintendent. 
Special  agents:  Geo.  B.  Jennings,  Richmond,  Va..  for  Va.;  S.  T. 
Sparkman,  Columbia.  S.  C.  for  N.  C.  and  8.  C;  W.  Q.  Slaughter, 
CM.  Rumspcck  and  B.  F.  Camp.  Atlanta.  Ga..  for  Ga.,  Ala. 
and  Fla.;  E.  A.  Cbavanne,  special  agent.  New  Orleans,  La.,  for 
La.;  George  P.  Street,  New  Orleans.  La.,  special  agent  for  Miss.; 
Chas.  F.  Thomas,  state  agent  and  Russell  C.  McConnell.  special 
agent,  Dallas,  Tex.,  for  Tex.:  H.  B.  Head,  Oklahoma  City.  Okla.. 
for  Okla.;  W.  P.  Fishback.  Lexington.  Ky.,  for  Ky.:  F.  H.  Warren, 
Nashville,  Tenn^  for  Tenn.;  W.  S.  Leake,  Little  Rock.  Ark., 
special  agent  for  Ark.  Southern  department  embraces  Ark., 
Ala.,  Fla.,  Ga.,  Ky.,  U..  Miss.,  N.  C,  Okla.,  8.  C.  Tenn..  Tex. 
and  Va.  Pacific  Coast  department,  corner  Pine  and  Sansome 
sts..  San  Francisco,  Cal.,  Rolla  V.  Watt,  manager,  for  Cal.,  Nev.. 
Ore..  Wash.,  I(k..  Mont..  Utah,  N.  M.,  Aria..  Alas,  and  Haw.  I.; 
John  T.  Fosar^.  assistant  manager;  F.  B.  Kellam,  branch  secre- 
tary, San  francisco,  Cal.  Special  agents:  H.  R.  Burke,  Port- 
land. Ore.,  for  Wash,  and  Ore.;  M.  B.  Evans,  Seattle.  Wash., 
for  W.  Wash.;  J.  T.  O'Brien,  Spokane,  Wash.,  for  Wash..  Mont., 
Mid  Ida.;  E.  P.  Eldred.  Fresno.  Cal.,  for  central  Cal.;  J.  B.  Walden, 
San  Francisco,  Cal.,  for  northern  Cal.  and  Nev.;  Roy  Folder, 
San  Francisco,  Cal.,  for  Bay  counties;  J.  K.  Urmston  and  Fred 
J.  Perry,  Los  Angeles,  for  southern  Cal.  and  Aria.;  J.  H.  Banks, 
Salt  Lake  City/UUh,  for  Utah.  Ida..  N.  M.  and  Mont;  D.  L. 
Stewart,  Sacramento,  Cal.,  for  central  Cal.;  C.  D.  Gabrielson. 
Salem,  Ore.,  far  Ore.  and  Ida.  The  company  operates  in  all  the 
States  and  Territories  of  the  United  States  and  in  Canada. 


RUSSIAN  REINSURANCE  COMPANY,  Petrograd,  Russia. 

United  Stotes  Manager,  Paul  E.  Rasor,  New  York. 
(United  States  Branch  Statistics.) 


Yiui     Assets 


1915 
1914 
19U 
19U 
1911 


$1,833,341 
1.«0Z.187 
1.560.087 
U6U82| 
1,447,6641 


Unearned 
Preniiums 


$1,003,851 
807.858 
798.177 
784.401 
734.188 


Surplus 


Net 
Premiums 


Total 
Income 


$626,965 
531.818 
546.281 
455,791 
583,187 


$1,386,420' 
1.245.400 
1.105.1641 
1.106.267, 
1.063.117' 


Losses 
Paid 


Expenses 


$1,447,281 
1.303.166 
1.161,299 
1.180.399; 
1.103.7471 


$710,122 
789.469 
618.870' 
617.231 1 
587.6981 


$442,506 
407.152; 
362.1871 
362,997 
347.8731 


Total  Ex- 
penditures 


$1,152.6281 

1.196.6211 

981.057! 

980.228 

935,571 


(+)Rec'd 

Looses 

from  or 

Incurred 

(-)  Remit. 

toH.  0. 

$731,941 

-$49,110 

810,289 

-50.765 

645,707 

-48.673 

608.044 

-216,233 

589.491 

-18.5H 

232 
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RUSSIAN  REINSURANCE  COMPANY.  Petrograd.  Russl^.^Continued, 


Absitb,  Dbc.  31, 1015.  LuBornaB,  Dk.  31. 1916. 

Bondi 11.538,840    Loisee  unpaid $172,806 

Caah 233,720    Unearned prans...    1,003.851 

Agents' iMianoes....        48,040    Other  liabOitaea. .. .        29.629 

Inteceat 12,741  

Total  liabilities...  11.206.376 
Surplus 62«.955 


Total 


11.833.341       Total 11.833,341 


Underwriting  profit.  $99,617;  investment  profit.  $44,640. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  Deoember  31. 
$197,880,030;  premiums  thereon.  $1,965,088. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received. 
19.138.476:  losses  paid.  $4,542,045. 


BONDS  OWNED:  Pv 

Vahie. 

D.  C  U.  8..  1924.  3H% $100,000 

N.  Y.  Cy..  op.  stk..  1955^9.  4% 1.268.000 

N.  Y.  Cy..  op.  stk.,  1930^.  4K% 200.000 


Vahie. 

$104,000 

t28%8i0 

2OS.000 


Totals  (book  vahie,  $1,562.571) $1,558,000    $1,538;340 


MISCELLANEOUS:  The  company  was  authorised  to 
business  in  New  York  State  early  in  1907.  It  writes  ' 
only  in  this  country.  Its  home  ofl^  statement  as  of 
31.  1911.  showed  assets  aggregating  $7,014,906.  and  a 
of  $1,500,000.  Pkul  E.  Rasor  u  also  United  States  manager  of 
the  Moscow  Fire  Insurance  Co.  and  the  First  Rusnan  InsoraDoe  Co. 
Vahie  of  deposit  in  Ohio.  $100,000. 

UNITED  STATES  TRUSTEE:  Bankers  Trust  Co.,  N.  T. 

in  Colo.. 

ELm,     N.       X  ^ 


TERRITORY  COVERED:  The  company  is 
Del.  lU..  La.,  Blass.,  Mich.,  Miss.,  Mont.,  Nov..  N. 
N-.  C  Ohio.  Pk..  Tex.,  W.  Va.,  la.  and  Ark. 


SALAMANDRA  INSURANCE  COMPANY,  Petrograd,  Russia. 


United  States  Manafers  Memd  ft  Wemple.  Inc..  New  York.    Organised,  1846. 
(United  SUtes  Branch  Statistics.) 


YlAB 


1915 
1914 
1913 
1912 
1911 


Assets 


$3,344,462 
2.889,032 
2.451.804 
2.546.562 
2.056.382 


Unearned 
Premhims 


$2,202,862 
2.004.553 
1.595.219 
1.644.567 
1.249.555 


Surphis 


$737,819 
501.902 
578.065 
620.342 
597.364 


Net 
Ptvmiums 


$2,867,384 
2.886.492 
2.420.470 
2.404.984 
1.855.801 


Total 
Income 


Paid 


$2,989,345 
3.000,058 
2,516,117 
2.489.711 
1.924.244 


$1,630,582 
1.719,707 
1.605.377 
1.217,110 
1.062.653 


Expenses 


$979,458 
968.747 
687.260 
736,637 
527.208 


Total  Ex- 
penditures 


$2,610,050 
2.688,454 
2.292.637 
1.979,7581 
1.589.861 


Incurred 


$1,646,267 
1.801.336 
1.552.123 
1.905.475 
1.062,4351 


(-h)  Rec'd 

from  or 

(-)    Rantt 

toH.  O. 


AsBBTB,  Dbc.  31. 1915.  LiABiLimB.  Dbc.  31. 1915. 

Bonds $2,696,568    Lossesunpaid $366,781 

Caah 496.523  Unearned  prems....    2.202,862 

Agents' balances...       116.050  Other  liabilities. .. .        37,000 

Interest 38.321  

Total  liabilities. . .  $2,606,643 
.    Net  surplus 737.819 


Total 


$3,344,462       Total $3,344,462 


Underwriting  profit,  $37,822;  investment  profit,  $138,436. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  (except  per- 
petuals).  Deoember  31.$394.851.179:  premiums  thereon,  $4,245,927. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:   Premiums  re- 
ceived, $26,761,070;  loases  paid.  $15,097,202. 


BONDS  OWNED: 

Albany.  N.  Y..  reg.,  4^4%.  1921 

Buffalo,  N.  Y..  r.  k  sc..  4h%.  1918  .... 
Cleveland.  0.,  sc.  Ug..  4h%.  1921-26. . . 

Columbus,  C  imp.,  4%,  1916 

Cuyahoga  Co..  0.,  5%.  1923-24 

London.  Ont..  d..  4%.  1933 

Los  Angeles.  Cal..4H%,  1923 

Milwaukee,  Wis..  4H%.  1924 

N.  Y.  Cy..  dks.,  f.  4  bg^.  reg..  3^%.  1928 
N.  Y.  Cy.,  dept.  of  corr..  reg..  3i  a%.  1929 
N.  Y.  Cy.,  tax  ext.  g.  cp.  stk..  3^%.  1954 

N.  Y.  Cy..  cs.  stk..  3H%,  1918 

N.  Y.,  can.  imp..  3%.  1923 

Toronto,  gn.  cs.  In.,  d..  4%,  1948 

Yonkere.  N.  Y..  5%.  1918 

AtL  k  C.  A.  L.  Ry..  1  m.,  4^%.  1944... 

B.  ft  0.  R.  R..  pn.  In..  3H%,  1925 

B.  ft  0.  R.  Rn  eq.  tr.,  4H%.  1916 
B.*0.R.R..eq.tr.. -hf''.       ~ 


iHU 


1921. 


B.  ft  0.  R.  R..  cv..  4H%.  1933 

B.  A  O.  R.  R.,  g.  n.,  412%,  1918 

B.  ft  A.  R.  R..  eq.  tr..  4h%.  1922-23 . . . 
B.,  R.  ft  Pitto.  Ry.,  eq..  5%.  1919 

B.  ft  Swn.  R.  R..  1  m.,  5%.  1918 

Cent.  Pso.  Ry.,  1  r.  m.,  4%.  1949 

Cent.  Pac.  Ry..  m.  g..  ZH"c,  1929 

Chi.  ft  A.  R.  R..  eq..  44%.  1917 

C.  ft  Gt.  W.  Ry..  1  m..  4''i.  1959 

C.  M.  ft  St  P..  P.  Sd.  ft  W.  H.  Ry..  tr.. 


5%,  1918 

C.  ft  Nwn.  Ry..  d..  5%.  1921 

C.  ft  Nwn.  Ry.,  eq.  tr..  4.4%.  1916-23  . 
C,  R.  I.  A  Pac.  Ry..  eq.  g.,  4' .i%,  1916. 
C.  R.  I.  ft  Pac.  Ry..  eq.  g.,  i7o,  1917.  • . 


Pv 

Market 

Value. 

Value. 

$25,000 

$25,250 

25.000 

25.250 

50.000 

51.000 

100.000 

100.000 

50.000 

52,500 

15.000 

12.600 

25.000 

25,000 

25.000 

25.750 

50.000 

47.000 

135.000 

126.900 

50.000 

44,000 

30.000 

29,700 

200.000 

200,000 

28.440 

22,467 

50.000 

51.000 

25,000 

24.500 

50.000 

46.500 

25.000 

25.000 

25.000 

25.250 

25.000 

24.250 

50.000 

51.000 

5aooo 

50,000 

25,000 

25,500 

86,000 

35.350 

25,000 

22,500 

25.000 

22,500 

25.000 

24.250 

25.000 

18.500 

50.000 

50.500 

25.000 

26.000 

110.000 

111.350 

20.000 

20.000 

5.000 

4.950 

BoMDS  OwNBD. — Cord. 


C,  R.  I.  ft  Pac.  Ry..  1  r.  m..  4%,  1934. . 
Chi.  Rye..  1  m..  5%.  1927 

C,  8t.  P.,  M.  A  0.  Ry.,  d..  57o,  1930. . . 

D.  A  H.,  cv.  d.,  4%.  1916 

111.  Cent.,  eq.  tr.,  44%,  1915-23 

la.  F.  A  8.  Cy.  R.  R..  1  m..  7%,  1917. . . 

K.  A  Mich.  Ry..  2d  m.  g..  5%.  1927 

L.  S.  A  M.  S.  Ry.,  g.,  4%,  1928 

L.  A  N.  R.  R.,  eq.  g^  5%.  1918-20 

N.  Y.  C.  L.,  eq.,  5%.  1919 

N.  Y.  C.  L.,  eq^  44%.  1920-26 

N.  Y.,  L.  A  W.  Ry.,  "T"  A  "I".  4%.  1923 
No.  Pso.-Gt.  N..  C  B.  A  Q.  R.  R.,  4%. 

1921 

Penna.  R.  R..  gn.  fght.  eq..  44%.  1918-21 
Ponna.  R.  R..  gn.  fght.  eq..  reg..  4%,  1921 

Penna.,  g.  b..  34%.  1916 

Penna.,  g.  b.,  44%.  1921 

So.  Pac  cv..  4%,  1929 

So.  Pac  eq.  tr..  44%.  1919 

So.  Ry.,  n.,  5%.  1918 

So.  Ry.,  ea-  tr..  5%,  1919. 


t,  eq.  vs.. 
.,  col.  n.i 


Vo. 


1917. 


So.  Ry 

Un.  Pac  R  R..  cv,.  4%.  1927 

Amer.  Loco.,  g.  n.,  5%,  1916 

Amer.  TL.  coL  tr.,  4%,  1929  

Chi.  Tl.  A  Ttt^  1  m..  5%.  1923 

Cumberland  Tl.  A  Tg..  n..  5%,  1916. . . . 

Cleveland  El.  lU.,  1  m..  5%.  1939 

Deere  A  Co..  5%,  1916 

Metro.  St.  Ry..  Kansas  Cy.,  5%.  1913.. . 

Nebraska  Tl..  n..  5%,  1916 

N.  Y.  Tl.,  1  gn.  m.  b.  f.,  44%.  1939. .    . 
Pac.  Tl.  A  Tg..  1  m.  A  coL  tr.  s.  f..  5%, 

1937 

So.  Bell  Tl.  A  Tg.,  1  m.  s.  f.,  5%.  1941 . . 


Par 
Value. 
$25,000 

5aooo 

25.000 
50.000 
20.000 
50,000 
25.000 
25.000 
50.000 
50.000 
50.000 
25.000 

100.000 
50.000 
60.000 
6.000 
50,000 
50.000 
50.000 
25.000 
25.000 
25.000 
75.000 
25.000 
25.000 
25.000 
25,000 
25.000 
10.000 
25.000 
50.000 
50.000 

35.000 
25.000 


-h  $60,660 
+  100.000 
—300.000 

375.000 

Market 

Value. 

$10,500 

4S.500 

25.500 

saooo 

20.200 
52,000 
24.750 
23.750 
51,600 
5a750 
5a2S0 
2€.250 

06.000 

saooo 

40,500 

0,000 

50,500 

44.500 

50.500 
25.000 
25.500 

25,000 
60.760 
25.000 
22,730 
25.500 
25.000 
25,250 
10.000 
24.250 
SO.Q00 
49.500 

35.000 
25,000 


Totab  (book  value.  $2,681,542). 


$2,749,440   62.696.567 


MISCELLANEOUS:  The  Salamandra  began  business  in  thm 
United  States  m  1899.  transacting  reinsurance  only.  Its  hmtm 
office  statement.  Deoember,  31,  1913.  showed  assets  ftCgregatutt 
$14,829,368;  its  paid-up  capital  being  $2,500,000.  Conflagration 
losses:  Baltimore,  1904,  $146,000:  San  Francisoo.  190^^S.6S1. 
Vahie  of  deposit  b  Ohio,  $100,000. 

UNITED  STATES  TRUSTEE:  New  York  Life  InMraaee  * 
Trust  Co..  New  York. 

TERRITORY  COVERED:  The  company  is  licensed  b  Arfc^ 
Colo.,  Del.,  111.,  la..  La.,  Mass.,  Mich.,  Miss.,  Moot..  Ner..  N.  H... 
N,  J.,  N.  Y..  N.  C.  0..  Okla..  Pa..  TcIm  Utah  and  W.  Va. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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SCOTTISH  UNION  AND  NATIONAL  INSURANCE  COMPANY, 

Edinburgh,  Scotiand. 

United  Stetes  Manager,  James  H.  Brewiter,  Hartford.  Conn.    Organiaed,  1824. 

(United  Stotee  Branch  Statittiot.) 


Tub     Amis 

Uneanied 
PrrminnM 

Sarirfiu 

Net 

Total 
Inoome 

IxMsee 
Paid 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(f )  Rec'd 

trom  or 

(-)  Remit. 

toH.  0. 

19U    16.750,837 
1914     U62Jtl3 
1913     &.M1.135 
1912  1    S.5916S6 
1911  1   5400,323 

$2,588,175 
2.427,348 
2,281.938 
2,132.838 
2.023.489 

$3,883,330 
3.628,809 
3,408,912 
3.264,438 
3,029.644 

*$2,514.680 
2.372.096 
2,265.293 
2,136.945 
2.135,255 

$2,780,197 
2.616.640 
2.484,288 
2,348,973 
2.353.274 

*$1,262,501 
1,326,316 
1.087,845 
1.147.403 
1.227.800 

$1,028,884 
962,015 
920,634 
844,889 
860.405 

$2,291,385 
2.288,331 
2.008,479 
1.992.292 
2.088.205 

$1,230,301 
1,365,468 
1.090,113 
1.062,536 
1.214.795 

-426,530 

+83,396 

+47,791 

—3,218 

-223.162 

Indades  $35,375  marine  premiums  and  $6,052  marine  I 


AMti,  Dk.  31, 1915. 


LuuLfma,  Dbc.  31, 1915. 


Salotste $213,028    Loasesunpaid $214,322 

Mort(i«elaaai 122.300  Unearned prems. .. .    2,588,175 

~  5,405,845    Other  liabilities 74,010 

378  049  

&56!699  Totalliabilities...  $2,876,507 


Bosdi  aod  stocks 

CaA 

AgcBtt' baknees 
latenit 


83,016    Surplus 3.883,330 


Total 


$6,759,837       Total $6,759,837 


UadnritiDg  profit.  $78,129;  investment  profit,  $203,754. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
67Qi51Q.I21;  premiams  thereon,  $4,975,511;  marine  and  inland 
nb  is  foree.  $M93,109;  premiums  thereon,  $33,874. 

BUSIXE^  IN  U.S.  SINCE  .\DMISSION:  Premiums  received. 
I5t9»jl3:  losses  paid,  $30,450,167. 

REAL  ESTATE  OWNED:  Consists  of  4  parcels  located  in 
Hanfivd  (1).  Si.  Paul  (1)  and  Minneapolis  (2).  They  are  prin- 
api&r  dveUmp,  and  tiie  most  nifhiy  valued  property  is  at  75 
Em  It,  HirtfordL  vith  office  building  in  process  oi  construction, 
vhdi  coat  1207394.  All  are  carried  at  cost  or  lower,  and  none  is 
iacjabered. 

MORTGAGE  LOANS:  There  are  29  loans,  mostly  small,  the 
bJi  of  them  secured  by  properties  in  Hartford,  Conn.,  with  a 
fe«  in  St  Pkal  Mioneapobs,  and  New  Britain.  The  largest  are: 
130,060  OS  87-9i  Asylum  St.,  Hartford,  and  $15,400  on  cor.  Church 
ad  Tranball  sts.,  Hartford.  $122,300  of  loans  are  secured  by 
pnpstiei  Tshied  at  $355,650;  the  company  holding  $171,200  of 
iMnaec  on  the  builAngs  On  DeoemDcr  31,  last,  no  interest 
wpMtdse. 


B0XD8  AND  STOCKS  OWNED: 
Bo«ne. 

AmM'mieh.U  5%,  1920 

D«.  of  CoUf,  3.65%.  1924 

(k«iDGwr,5%.  1919 

Jfssisofca.  Prov.,  5%,  1920 

Bjfcgbit  WssL,  5%,  1926 

a»k  Co.  0,  em^  5»^%,  1922-3 1 

CwihogsCo,  C  rd.  4  hg..  5%,  1917-23 

tIW,R.L,f,4%.1947 

G«»li*.  3H%.  192J 

GwsriBe.  S.  C  r,  5%.  1943 

H«ilUm  Co,  Tenn,  id..  5%.  1 944 

J«eboQCo,Ore.,hwy.,5^1943 

[«aiCo,0.cth..4%.1944 

M»i»sia|Co,  0,  rd.,  5%.  1917^ 

Ma^wu,  3H%^  1935 

New  Menw,  4H%.  1953 

J«Jad.0re,wat,5%.1923. 
Mnd,  Ore,  imp,  6%,  1922 . 


9?»»  Co,  N.  Y,  nL,  4%,  1917 

jK*«»i,  Va,  4%,  1920-7 

SdtUke.sc,4H%,1933 

Sm  .\BtoQio.  Tex,  ar,  5%,  1940-2 

SMAaioBio.Tex,pav,  5%,  1942 

Su  AsUMBo,  Tex,  ad.  wka.  A  cul,  5%, 

19i5 

Su  AjBUnio.  Tex,  stm.  sr,  5%,  1945. . 
Ttnist  Co,  Tex,  r.  k  bg..  5%.  1962 .. . 

ToWaO,4Vi%.l919 

Wat«Tb»y  Cia,  sc,  4%.  1929-33  .... 
Wij»M,  N.C,  gn.  man.,  5%.  1941. . . 

f«««J«*.R.Uf.4%.1927 

AtLCtLR.R,L*N.coL,4%,  1952 
B.  4  0.  R.  a,  1  OL,  4%.  1948 

B.  R.  A  Rtto.  R,  gn.  m,  5%,  1937 . . . . 
C€^  R.  R,  N.  J,  gn.  m,  5%.  1987. . . . 
C.*E.R.R,lBL,5%.1982 


.  Par 
Value. 
$450,000 

100.000 

100.000 
50.000 
50,000 
33.000 

100,000 
50,000 
25.000 
15.000 
22.000 
.30,000 

100,000 
50.000 

100.000 
10.000 
50.000 
50,000 

200,000 

52,500 

50,000 

35.000 

7,000 

1,000 

2,000 

25,000 

2,000 

50,000 

10.000 

50,000 

75.000 

19.000 

83.000 

150.000 

50.000 

50,000 

70.000 

100.000 


Market 

Value. 

$423,000 

104,000 
99.000 
49,500 
50,500 
35.480 

102,670 
47.500 
24,250 
15.900 
23.320 
31.800 

101.000 
52,830 
93.000 
10.600 
52.000 
50,000 

200.000 

51,150 

51.000 

38,000 

7.630 

1,090 
2.180 
25.500 
2,040 
45,000 
10.400 
49.000 
65.250 
17,480 
77,190 

117,500 
51.000 
54.000 
82.600 

106,000 


Bo!fM  OwNSD. — Cont. 

C.  A  Nwn.  R.,  d.,  5%,  1921 

C.  k  Nwn.  R.,  s.  f.,  57o.  1933 

C.  A  W.  Ind.  R.  R.,  cs.  m,  4%.  1952. 
C,  Ind..  &  L.  R.,  r,  6%.  1947 


C.  Ind.  ft  L.  R.,  r,  5rr.  1947. 

C,  Mfl.  k  St.  P.  R..  C.  k  P.  W.  Div.,  5%, 

1921 

C,  Mil.  k  S.  P.  R..  gn.  ro..  4%,  1989. . . . 
C,  Mil.  k  St.  P.  R.,  D.  Div,  1  m,  s.  f.. 

6%,1920 

C.  St.  P,  M.  k  0.  R.  R.,  cs.  m.,  6%,  1930 

C.  k  M.  R.  R.,  1  m..  5%,  1949 

C.  k  P.  R.  R..  m.  m,  4H%.  1942 

C,  L.  k  W.  R.  R.,  gn.  m.,  5%,  1936 .... 
Erie  Ry.,  1  ea.  m,  7%,  1920 

E.  k  T.  H.  R.  R,  1  cs.  m.,  6%.  1921. . . . 

F.  k  P.  M.  R.  R..  1  cs.  m..  5^^o.  1939.. . . 
Gh  H.  ft  S.  a.  R.  R,  M.  ft  P.  Div..  5%. 

1931 

O.  ft  Wyo.  R.  R.,  1  m,  5%.  1929 

H.  Val.  R.  R.,  1  cs.  m..  4h%,  1999 

L  S.  ft  Mich.  So.  R.  R..  d..  4%.  1928-31 
Le.  Val.  R.  R..  N.  Y..  1  m..  44%.  1940 

L.  A  N.  R.  R.  St.  L.,  5%.  1916 

L..  H.  ft  St.  L.  Ry.,  1  m.,  5%,  1946 

Minn,  ft  St.  L.  R.  R..    1  r..  4%.  1949. . . 

Mo.  Pac.  R.  R,  cs.  1  m..  6%.  1920 

Mo.  Pac.  R.  R..  tr..  5%.  1917 

N..  C.  ft  St.  L.  R.  R.,  cs.  m..  5%.  1928. 
N.,  C.  ft  St.  L.  R.  R,  L.  Div.,  6%,  1917 
N.  Y.  Cent,  ft  H.  R.  R,  L.  S.  col.,  3^% 

1998 

N.  Y.,  N.  H.,  ft  H.  R.  R.,  cv.  d,  6%,  1948 
N.  Y,  N.  H.  ft  H.  R.  R,  d..  4%.  1956. . 

N.  ft  W.  R.  R.,  los.  m.,  4%,  1996 

N.  ft  W.  R.  R..  imp.  ft  ext  m,  6%.  1934 
N.  Pac.-Ot.  No,  it  C.  B.  Q..  4%.  1921. 
No.  Pac.  Trm,  Ore,  1  m,  6%.  1933. . . . 
Ore.  St.  L.  R.  R..  cs.  1  m.,  5%.  1946. . . . 
P.  ft  N.  Y.  Cn.  R.  R,.  cs.  m..  5%.  1939. . 
P,  C,  C.  ft  St  L.  R.  R.,  cs.  m.,  4H%. 

1940-2 

R.  ft  P.  R.  R.,  cs.  m,  6%,  1922 

P.  C.  C.  ft  St  L.  R.  R.,  cs.  m.,  4%  1957 

R.  ft  P.  R.  R.,  1  m,  6%,  1921 

St.  L,  Ir.  Mt.  ft  So.  Ry..  Id.  gt,  5%.  1931 
St.  L,  Ir.  Mt.  ft  So.  Ry,  r.  ft  g.  div.,  4%. 

1933 

St.  L-Swn.  Ry,  1  m,  4%,  1989 

St.  P.  No.  Pac.  Ry.,  gn.  m.,  6%.  1923 .... 

St.  P.  ft  8.  Cy.  R.,  1  m,  6%,  1919 

So.  Ry,  St.  L.  Div,  1  m,  4%,  1951. . . . 

So.  Ry.,  1  cs.  m,  5%,  1994 

Trm.  R.  R..  Assn..  St  L,  gn.  m,  r.. 

4%.  1953 

Toledo  Trm.  R.  R.,  1  in.*,  4  »^i%.  1957. . . 

Wab.-P.  Trm.  Ry,  1  m,  4%.  1954 

Amer.  Tel.  ft  Telg..  col.  tr,  4%,  1929. . . 

Chi.  Tel,  1  m,  5%,  1923 

Nwn.  Tig,  1  m..  4H%,  1934 

Mortgage  Bond,  N.  Y..  4%,  1966 

UndrTBlg,  N.  Y,  1  m,  5%.  1928 

W.  Un.  Tdg.,  f.  ft  r.  e.  m,  43^%,  1950. . 
Stocks. 

lU.  Cent.  R.  R.,  1. 1.  stk. 

N.  Y.,  N.  H.  ft.  H.  R.  R.,  n.  stk.. , 

Gn.  Adj.  Bur 

Mil.  Undrs.  Big.  Asso 

Western  Adj.  ft  Insp 


Par 

Market 

Value. 

Value. 

$50,000 

$52,000 

60.000 

63.000 

70.000 

56.000 

78.000 

87.360 

22.000 

21.560 

94.000 

97,760 

50.000 

46.000 

50.000 

53.500 

82.000 

96.760 

55,000 

52.250 

50.000 

52.000 

32.000 

33.600 

100.000 

111.000 

54.000 

49.680 

25.000 

18,500 

50.000 

52,000 

14,000 

11.200 

65,000 

60.450 

105.000 

99.750 

50.000 

50.500 

31.000 

31.000 

95.000 

97,860 

50.000 

28.500 

50.000 

50.000 

50.000 

44..500 

12.000 

12.720 

4,000 

4.080 

100.000 

78,000 

10.000 

11,700 

50.000 

4a500 

50.000 

47.000 

50.000 

60,000 

100.000 

98.000 

67.000 

74,370 

loaooo 

106.000 

25.000 

27,000 

86.000 

86,860 

37,000 

40.700 

15,000 

14.100 

13.000 

14,040 

50.000 

51,000 

50.000 

35,000 

50.000 

40.000 

57,000 

62,700 

91.000 

95,550 

50.000 

42,000 

50,000 

51,500 

100.000 

87.000 

27,600 

20,625 

50.000 

1,000 

50.000 

45.500 

50.000 

51.000 

100.000 

93.000 

50.000 

38,000 

46.000 

46,000 

50,000 

47.500 

50.000 

40.000 

2.500 

1.925 

200 

20O 

145 

14fi 

100 

20(1 

ToUls  (book  value,  $5,660,207). 


$5.591.945    $5,405.8^ 
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SCOTTISH  UNION  AND  NATIONAL  INSURANCE  CO.,  Edinburgh,  Scotland.— Con&nii«f. 


MISCELLANEOUS:  This  company  becan  boaineiB  in  the 
United  States  m  1880.  On  January.  1. 1913.  its  borne  office  ttate- 
ment  showed  £6.609,056  of  assets,  its  capital  (paid-up)  being 
£800.000.  J.  H.  Brewster  is  also  United  States  manacer  for  the 
State  \sBiiranoe  of  Liverpool.  ConflaKration  losses:  Baltimore, 
1904.  $158,438;  Toronto.  1904.  $151,134;  San  Francisco,  1906. 
11.046,685.  Values  of  special  deposits:  Ga.,  19,700;  N.  M., 
liaOOO;  N.  C.  110.400:  Va.,  $51,150. 

UNITED  STATES  TRUSTEES:  Hon.  Morgan  G.  Bulkeley. 
Meigs  H.  Whaples.  Morgan  B.  Brainard,  Hsrtford. 

FIELD  MEN  AND  TERRITORY  COVERED:  James  H. 
Brewster,  Hartford,  Conn.,  manager  U.  S.  and  Dom.  of  Can.; 
Henry  J.  Hogue,  Hartford,  asnstant  seeretarv;  B.  M.  Culver, 
Hartford,  asshtant  seorelary;  J.  H.  MeConniok,  Hartford,  assist- 
ant supt.  of  agencies;  S.  W.  Comwell,  superintendent  of  im- 
proved risk  dept.  General  agents:  Tresevant  k  Cochran,  Dallas, 
TcK.  for  Tex.,  Ark.  and  Okla.;  Thompson.  Derr  ft  Bro.,  Wilkes- 
barre  for  Pa.;  Jos.  Emahnmer  Insurance  Agency.  Wheeling  for 
W.  Va.;    H.  C.  Hare  &  Co.,  Jacksonville,  for  Fla.;    Munger, 


Vokoun,  Wetmore  ft  Witoerboe,  Chicago,  for  Cook  Cc  III.; 
H.  ^ .  Fores.  San  Frandseo.  for.  CaL.  Ans.  and  Haw.:  W  F. 
Rice,  Boston,  Mass.,  for  New  En^and.  State  agents:  A.  Mac^ 
Kflchnie,  Jr.,  Newark,  for  N.  J.;  R.  M.  Underwood,  KooMyn, 
for  N.  Y.;  H.  T.  Higubotham.  N.  0..  for  La.,  Ala.  and  Mik, 
G.  H.  Coltins,  Atlanta,  for  Ga.  and  S.  C;  W.  R.  Hilla  Baltimore, 
for  Md.,  D.  C,  Va.  and  N.  C;  J.  W.  Herd.  St  Louis,  for  Ma; 
L.  C.  Roberts,  Omaha,  for  Neb.  and  la.,  W.  C.  Gerow.  Kakmasoo, 
for  Mich.;  C.  E.  Connanv.  Milwaukee,  for  Wis.;  T.  R.  Fletcher. 
MinneapoliB,  for  Minn.,  O.  J.  Burke,  Indtanapolis.  for  Ind.;  W.  J. 
Gilsdorf .  Lexington,  Kv..  for  Tenn.,  and  Ky.;  F.  W.  Gaston.  TkoooM, 
for  Wash.,  Ore.  and  B.  C;  C.  R.  MeCabe,  Jr.,  Cb^cago,  for  QL; 
Phul  B.  Sommera.  Columbus  for  Ohio;  J<^  L.  Reams,  Denver, 
for  Colo..  Wyo.,  N.  M.,  Utah;  H.  C  Edmundson,  Spokane,  for 
nortnern  Wash.,  Mont,  and  Ida.  Spedal  agents:  R.  8.  Howe, 
Boston,  for  New  England;  John  Bf.  Fuller,  San  Fhuwiaoo.  for 
northeni  Cal.;  Chas.  Niemann,  San  F^andsoo,  for  sDotbem  CkL: 
R.  M.  Kelley.  San  Francisco,  for  central  Cal.;  W.  H.  Franckom, 
Hartford.  Conn.,  for  Canada.  The  oompaoy  does  humncfls  in 
all  of  the  United  States  CKoept  Kan..  N.  Dn  STd.  and  Vt. 


THE  SEA  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng.f 


United  States  Managers,  Chubb  ft  Son,  New  York.    Organised,  1875. 
(United  Stotes  Branch  Statistics.) 


Ymkk 

Assets 

Unearned 
PMniums 

1915 
1914 
1913 
1913 
1911 

11,788.132 
1.364.615 
1.090.280 
1.640.967 
1.585.392 

$237,224 
204.667 
199.422 
178,132 
200.259 

Sun^us 


$494,714 
599,973 
398,163 
420.625 
450.534 

Y  Transacts  marine  insurance  only. 


Net 


$1,179,002 
949.090 
412,818 
914.870 
836,270 


Total 
Income 


$1,224,652 
983.984 
446.831 
948.744 
865.448 


Paid 


$617,423 
443.344 
402.573 
433.792 
325.439 


Expenses 


$418,293 
285,986 
355.734 
262,496 
259.921 


Total  Ex- 
penditures 


$1,035,716 
729,330 
758,307 
686,288 
585.360 


I  (-J-)  Ree'd 
from  or 
Incurred    ,(— )  Remit, 
to  H.  O. 


$751,406. 

•«■■■■••) 

S49.015 
484.658 
383.667 


+20.600 
—141.188 

— leaois 

-+-Z161 


AniTB,  Dbc.  31, 1915.  LiABninm,  Dk.  31, 1915. 

Bonds $927,330    Loasesunpaid $992,736 

Cash 400,345  Unearned  prems. .. .       287.224 

Agents' balanoes. .. .       130,455    Other  liabiUUes 63.458 

Interest 9,415  

Reins,  on  kjss  pd. . .       320,587  Total  liabilities. ..  $1,293,418 

Surplus 494.714 


Total 


$1,788,132       Total $1,788,132 


Underwriting  kMS.  $42,571;  investment  profit,  $41,554. 

RISKS  AND  PREMIUMS:  Marine  and  inland  risks  in  foive, 
December  31,  $42,772,921;  premhims  thereon.  $364,630. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received. 
$5,393,840;  loasw  paid,  $8,127,607. 


BONDS  OWNED: 

New  York,  hwy.  imp.,  4%,  1961 

Cineinnati,  wat.  wks.,  3.65%,  1944 

N.  Y.  Cy.,  Corp.  stk.,  3H%,  1928 

N.  Y.  Cy.,  4;^%,  1960 

N.  Y.  Cy.  cs.,  3H%,  1922-8 

Tokdo,  0.,  r.,  3M%,  1930 

B.  ft  0.  R.  R.,  pr.  In..  3H%.  1925 

B.  ft  0.  R.  R.,  P.  jc.  ft  M.  Div.,  1  m. 

3H%.  1925 

B.  ft  0.  R.  R.,  S.-W.  Div..  3H%.  1925. . 


Par 

Maricet 

Value. 

Value. 

$25,000 

$25,750 

10.000 

9.800 

223.000 

199.020 

100,000 

101,000 

154.000 

147,400 

100,000 

97.000 

25,500 

23.715 

30.500 

28,365 

25.000 

28,000 

Bonds  Ownd.— ComI. 


B.  ft  0.  R.  R.,  1  m.,  4%,  1948 

Cent.  Pae.  Ry.,  1  m.,  3^%,  1929 

Cent.  Pac.  Ry.,  1  r.  m.,  4%,  1949 

Man.  Ry..  cs.  m..  4%,  1920 

N.  Y.  C.  R.  R.,  cv.  (T,  6%,  1936 

N.  Y.,  C.  ft  St.  L.  R.  R.,  1  m..  4%,  1937 
N.  Y.,  Sus.  ft  W.  R.  R.,  r.  m.,  5%,  1937 
No.  Pac.  R.  R.,  pr.  hi.  Id.  gt.,  4%,  1997 
No.  Pac.  R.  R.,  gn.  In.  Id.  gt.,  3%,  2047 
Un.  Pac.  R.  R.,  1  m..  Id.  gt.,  4%,  1947 
Angb-FJrench,  In.,  5%,  1920 


Per 
Value. 
$4,000 

2.000 
38.000 
201000 
2S,000 
10.000 
10.000 
15.000 
25,000 
90,000 
100.000 


Market 

Vahw. 

S3.680 

1300 

34,900 

18.400 

2S,500 

OJOO 

S300 

13.950 

1S.500 

19.400 

94,000 


Totak  (book  value,  $963,717) $087,000      $027,330 


MISCELLANEOUS:  The  United  Stetes  nmnagen  of  the  Sea 
are  also  managers  of  the  United  States  branen  of  the  M»"im>.  d 
London;  general  agmts  of  the  Marine  bmneh  of  the  LcmdoD 
Assurance.  Marine  orandi,  Alhanoe  Aasoranoe  of  Loodoo, 
also  oontrol  the  Federal,  of  Jersey  City.  The  Sea  began  ' 
in  the  United  Stat«^  in  1876.  The  mbsoflied  capitd  of  the 
company  is  £500,000,  all  paid  up.  Conflagration  kMsss:  Balti- 
mor^  1904,  $6,000.    Deposit  in  0.,  $110,000. 

UNITED  STATES  TRUSTEE:   Equitable  TWst  Co.,  Ncv 
York. 


TERRITORY  COVERED:  The 


TJfiKKlTUKY  UUVEKJKU:  Tbs  oompamr  is  beeaied 
Ark.,  Cal..  111.,  La.,  Minn.,  N.  J..  N.  Y..  0..  Fla.  and  Tei. 


fieeaied  in  Ak.« 


SECOND  RUSSIAN  INSURANCE  COMPANY,  Petrograd,  Russia 


Ybar     Assets 


1915 
1914 
1913 


$1,326,600 
1,208.605 
1.140.4511 


United  States  Manager,  Meinel  ft  Wemple,  Inc.,  80  Maiden  Ume,  New  York. 
(United  States  Branch  Statistics.) 


Unearned 
PMniums 


$768,613' 
801.821 
638.712 


Surphia 


$422,981 
293.492 
500.083 


Net 

Premiums 


$1,053,3781 

1,153.841; 

638.088 


Total 
Income 


$1,103,365' 
1.197,675. 
$632.8.%'} 


Paid 


$662,606' 
612,625: 


Expenses 


$326,191 

349,121; 

1.640 


Total  Ex- 
penditures 


$088,797 

961.746 

1.640 


I    Inourred 


lAecrued  interest  on  bonds  purchased  exceeded  interest  income. 


(-h)  Rec'd 


(-) 
toH 


O. 


$667,787 

715,495 

656 


-$19aQ00 
+600.000 
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SECOND  RUSSIAN  INSURANCE  COMPANY,  Petrograd,  Russia.— CoiUtnioki. 


Asm.  Die.  31, 1915. 

Bodi. |lja6,4«> 

Giik 8a088 

AfeBti'bthaea....  6,991 

Iitrat 13,061 


LuBiuim.  Dec.  31, 1915. 

LoMnimpud 9129,606 

Unounedpnmi....       768,613 
Other  fiftbiUties....  6.500 


Total  fiabOite...     9003.619 
Sorphis 422.981 


TMiI 


91^26,600       Total 91.326.600 


Uodmitiac  profit.  976.075;  iiiTeatment  pro6t,  953.414. 

USES  AND  PREMIUMS:  Fire  riaki  m  force.  Deeember  81, 
IUMM.864;   inmhnu  thereon,  91,479.014. 

BCSWESIN  U.S.  SINCE  ADMISSION:  Preaunma  received. 
ttltiJQS:  kaMB  paid.  91.254.433. 


BONDS  OWNED: 

Brf«lo.44%.1919 

CuTkkica  Cou.  O^  be  5%.  1919-22.. 
kiAMieka.  cL  ph.,  4H%.  1923. . . . 

S.yXy.3%,192D^ 

S.  Y,  N.  Y_3H%,  1920^ 

Yoako^N.  Y,  Aat.  5%.  1921 

AW^  T.  A  S.  Fe  Ry.,  4%.  1958. . . .. 
B.Aa Jt a^  pr.  In..  34%.  1925.. . 

B.40.ILIU4H%,1933 

B.tA.fg.tr,4H<rrsl918 

B,L4P.Ky^4h%,1957 


Phr 

Market 

Vahia. 

Vahie. 

925.000 

925.250 

100,000 

103,360 

25.000 

25.000 

32,000 

29,720 

190.000 

180.700 

25,000 

26,000 

50.000 

44,500 

5aooo 

46,560 

25,000 

24.250 

50,000 

50.000 

50.000 

51.000 

BOICDS  0WKKD.—C9nt. 

Cent.  Pac.  Rjr..  4%,  1949 

C.  B.  *  Q.  Ry..  4%.  1949^ 

Del.  k  H.  Ry.,  4%.  191643 

L.  *  N.  R.  R..  aq.  g..  5%.  1919 

N.  Y.  Cent.  L..  5%.  1919 

No  Pae.,  C.  B.  A  Q.  R.  R.,  4%.  1921. . . 
No.  Pae.,  Qt.  No.,  C  B.  k  Q.,  jt.,  4%. 

1921 

Penna.  R.  R..  gn.  fgt.  eq.  tr.,  4%,  1918.. 
Penna.  R.  R.,  gn.  fgt.  eq.  tr.,  4^%.  1919 

Penna..  e.  1.,  4>4%,  1921 

St.  P.,  Minn,  k  M.  Ry..  4%,  1937 

So.  Pac  cv.  g.,  4%.  1929 

So.  Ry.,  eq..  tr.,  6%.  1919 

Deere  k  Co..  5%,  1916 

Nefaraaka  Tel.  Co.,  n..  5%.  1916 

N.  Y.  Tel.,  4H%,  1939 


Par 

Market 

Vahie. 

Vahw. 

925,000 

922,500 

60.000 

47,280 

100.000 

98,500 

25,000 

25,500 

25,000 

25.500 

25,000 

24.500 

25,000 

24.600 

50.000 

50.000 

50.000 

50.500 

25,000 

36.500 

25.000 

24.000 

25.000 

22,250 

25.000 

35,500 

25.000 

25.000 

50,000 

50.000 

80.000 

79.200 

ToUh  (book  vahie.  91.204.633) 91.252.000   91.226,480 


MISCELLANEOUS: 


The  company's  home  office  atateoieDt 
•hows  ameta  of  94,267.623  and  a  p^d^p  capital  of  91.159.794; 


companyi 

td  a  paio-vi 
It  tranaaete  only  reinsuranoe  bmineai  in  all  itatas  of  thia  ooontqr 
whieh  it  entered  in  1913.    Depoatt  in  0..  9100,000. 

UNITED  STATES  TRUSTEE:  N.  Y.  Life  Ina.  and  Tr.  Co„ 
N.Y. 


SKANDIA  INSURANCE  COMPANY,  Stockholm,  Sweden. 

United  Stotea  Manacer,  C.  F.  Shallcroas.  New  York.    Organiaed.  1855. 
(United  States  Bimnch  Stetiatica.) 


Yiai  iadi 


Unearned 


Sorphu' 


Net 
Ptaumna 


Total 
Income 


1»U  tM36J021 
1*14'  UI3.S10 
»B     146U97 


nil 


1.466^786 
14I9A38 


9601.906! 
790.622 
986,674, 


Paid 


84a428> 


9548,346 
508,245 
332.581 
365.352 
379.7971 


09791.1811 

767.9281 

1.203.3771 

1,169.260 

1.118.452 


9M7.300I 
825.115 
1,259.476, 
1,223,150 
1,168.866 


09486.620 
637,814 
714,875 
677.058 
634,584 


9262,621 
248,685 
382.023 
371,207 
301,665 


Total  Ei- 
penditurea 


9748.241 
886.499 
1.096,898 
1,048,265 
1,026.249 


Incurred 


9491,966 
610,124 
695.300 
641.406 
626,645 


(f)Rec'd 

from  or 

(-)  Reaoit. 

toH.  0. 


-IS^BIT' 
-0,363^ 
—116,377 
—131,374 
—136.406 


•  ladades  91.437  marine  premiuma  and  9113  marine  1< 

LuBiuma,  Dk.  31. 1915. 

Loaaesunpaid 9179,206 

Unearned  jprema....       691,906 
Other  liabifitiee....         16,045 


Dk.  81, 1915. 

^        91.251.786 

>* 130,950 

47,862 
14.904 


Total  liabilities...     9887,156 
Sorphia 548346 


Tetal 


91.435,502       Total 91,435.502 


Usdovritiiig  profit.  964.333;  inTcatment  profit.  S32;061. 

B1SK8  AND  PREMIUMS:  Fire  riaks  in  force.  December  31. 
gS^.193;  memimiia  theraon,  91,359, 588:  marine  and  inhuid 
oainfaee,  993.207;  premrama  there  on,  91,196. 

^B(]gNEaBlNU.8.SINCB ADMISSION:  PrcmramareoelYed. 
tItSlUlS;  kMMa  paid.  98,701,340. 


BONDS  OWNED: 

\Gcff^]a^ZJ6% 

Hi,  D.  hoBpL.  4%.  1960      

S^p.i-rfcJliiSM....::.::: 

;.Y.^,it^g,8H%.19«) 

Akh,  T.  4  STFe  Ry,  gn.  m..  g..  4%... 

J^  a  R.*rJ  ft',  btl  iV3H%.'  1925". ".  *. '. 

^8j^^«s,gr,g^5%,1962 

CoLH.&i.Ry,  1  m.,  g..  4%.  1961.. 
Cjrt.fte.Ihr,  1  r.m,  g,  4%,  1949. . . . 

tt«^40njy,r«g,g,5%.1839 

C-^ASo.R.R,reg,g,4%,1956.. 
Cn  Ml  4  Pt.  8a.  By,  1  m,  g.  4%.  1949 

C.4MTBBy   gB,g,4%.1987 

C,  Bk.  U  4  Pae.  Bar,  gn.  m,  i%.  1988 
C  C,  a  4  8t  L.  Ry,  gn.  ul.  g,  4%, 

!•» 

C.8I. L By.  1 «,  g,  M%,  mi 

Di4H,l4r.m,g,4%,1943 


Par 

Market 

Value. 

Value. 

9175,675 

9126,486 

100.000 

105.000 

5aooo 

51,500 

50,000 

45,000 

200,000 

i8aooo 

25,000 

23,500 

25.000 

23,250 

50.000 

52.000 

laooo 

8.100 

50,000 

45.000 

46,000 

47,700 

50,000 

43,000 

laooo 

9,100 

50,000 

47.500 

25,000 

21.250 

25,000 

20.250 

20,000 

20,200 

50.000 

48.500 

Bonds  Owkbd.— Com<. 


Gt.  No.  Ry,  1  4  r.  m..  g,  iH%.  1961 . . . 

111.  Cent.  R.  R..  r.  m.,  g.,  4%,  1955 

Ind.,  lU.  4  la.  R.  R.,  1  m.  g.  4%,  1950. . 

Lg.  Is.  R.  R.,  r.  m.,  g,  4%,  1949 

L.  4  N.  R.  R,  nn.  g.,  4%.  1940 

N.  Y,  W.  4  B.  Ry,  1  m..  g,  4^%,  1946 

N.  4  W.  Ry,  gn.  m,  g,  6%,  1931 

N.  4  W.  Ry,  1  ea.  m,  g.,  4%,  1996. . . . 
No.  Pac  Ry,  pr.  In.  ry.  4  Id.  gt.  g,  4%, 

1997 

Ore^-Waah.  R.  R.  4  Nav.,  1  4  r.  m,  g, 

4%,.  1961 

Fitta,  C.  C.  4  St.  L.  Ry,  ea.  m,  1.,  4%, 

1945 

Pitta,  C,  C.  4  St.  L.  Ry,  cs.  m.,  g,  4^^% 

1963 

St.  L,  Ir.  Mt  4  So.  Ry,  gn.  ca.  ry.  4  Id. 

gt,  m.,  5%,  1931 

So.  Pac  R.  R.,  1  r.  m,  g,  4%,  1955. . . . 

So.  Ry,  1  ea.  m.,  g,  5%,  1994 

Un. Fte. R.R.,  1 1. 4 r. m, g, 4%,  2008 


Par 

Market 

Vahie. 

Vahie. 

9iaooo 

910.000 

10,000 

9,000 

15.000 

13,350 

85.000 

30.450 

25,000 

33,750 

10,000 

8,200 

25,000 

29,750 

10.000 

9,400 

25.000 

23.250 

15.000 

13.200 

10,000 

9,400 

20.000 

2a400 

15,000 

15.300 

25,000 

22.500 

50,000 

51.500 

50.000 

45,000 

Totals  (book  value  91,386,400) 91,360,675    91.251,786 


MISCELLANEOUS:  Thia  company  began  business  in  the 
United  States  in  1900,  writing  reinaoranoe  only.  C.  F.  Shallcross, 
its  manager,  is  also  New  York  manager  of  the  Royal.  Conflagr*- 
tion  losses:  Baltunore,  1904,  9147.569;  San  Francisco.  1906^ 
1644,175.  The  company's  home  office  statement,  January  1, 
1915,  showed  87.953,096  kronen  of  assets  Oncluding  10,000.000 
kronen  of  stookholders*  notes).    Its  capital  waa  15.000,000  kronen. 

Vahie  of  deposit  in  0,  9100.000. 

UNITED  STATES  TRUSTEE:  New  York  Life  Insurance  4 
Trust  Co,  New  York. 

TERRITORY  COVERED:  The  company  is  licensed  in  Ark., 
Colo,  lU.,  la.  La.,  Maas,  Mieh,  Miss,  Mont,  Ner,  N.  H^ 
N.  J,  N.  Y,  N.  C,  0.  Pa,  Tet.  and  W.  Va. 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


SKANDINAVIA  REINSURANCE  COMPANY,  Copenhagen.  Denmark. 

United  States  Manager,  Sumner  Ballard,  New  York;  United  States  Marine  General  Agent,  Wm.  H.  McGee,  New  Yoric. 


This  company  was,  in  Jane,  1916.  arranging  to  enter  the  United 
States,  with  a  deposit  of  S400.000  with  the  New  York  Insurance 
Departmoit,  and  1300,000  additional  with  trustees.  Its  intention 


was  to  transact  fire  and  marine  reinsurance  and  direct  minoe 
insurance,  regularly  enterini;  all  States  requiring  reinsoruioe  to 
be  placed  in  boenaed  oompames. 


SOUTH  GERMAN  REINSURANCE  COMPANY,  Ltd.,  Munich,  Bavaria. 

Unitad  Statxa  Manager,  SMnud  G.  Howe,  HartfonL  Coon.    Organiaed,  18*2.    (Unitad  SUtca  Branch  Stetiatioa.) 


YlAR 

Assets 

Unevned 
Premiums 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

Lasses 
Incurred 

(+)  Rec'd 

from  or 

(-)  Remit 

toH.0. 

1915 
1914 
1913 
1913 
1911 

$1,463,770 

1.238,281 

1,032,450 

a3 1,506 

717.149 

1757.641 
556,098 
411,882 
399.694 
270,915 

1538.435 
573,527 
519,288 
457.890 
377,484 

$1,081,289 
837,082 
611.666 
685.839 
367.052 

$1,127,671 
877.145 
647,259 
718.029 
373.075 

$523,473 

426.559 

318.068 

282.885 

46,154 

$359,476 
261.214 
190.354 
208.069 
113.310 

$882,949 
687.773 
508.422 
490.954 
159.464 

$575,927 
429.637 
341.481 
281,821 
107.821 

-$8,690 
-2.472 

-37.512 
+5,3« 

■H92.149 

Abbrb.  Dbc.  31, 1915. 

Bonds $1,086,551 

Cbah 350,710 

Agents'  balances ....        62.985 
Interest 13.524 


LuBZLinss.  Die.  31, 1915. 

Losses  unpaid $157,694 

Unearned  prems 757,64 1 

Other  liabiUties....        10.000 


Total  liabiUties. . .     $925,335 
Surphis 538.435 

Total  asseto $1,463,770       Total $1,463,770 


Underwrituig  loss,  $62,158;  investment  profit,  $31,956. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$119,120,712;  premiums  thereon,  $1,402,911. 

BUSINESS  IN  U.S.  SINCE  ADMISSION:  Premiums  received. 
$3,582,930;  losses  paid,  $1,579,000. 

BONDS  OWNED: 


Baltimore,  Md.,  wat,  4%.  1958. . . . 
CSeveland,  wat.  wka.,  4H%.  1949.. , 
Edmonton,  Can.,  sc.  dis..  5%,  1953. 
Quelph,  Ont,  lo.  imp..  4H%.  1932. 
Ghidph.  Ont.,  ff.,  4%,  1940. 


Hamilton,  Ont,  sc.  4^%,  1933 


Hartford,  wat.  wks.,  4%,  1934. . 
Houston,  dg.  k  v.,  A*A%,  1946.. 
Houston,  pub.  pks..  49<%,  1942. 
Montreal,  Can.,  cs.,  4H%.  1953. 
N.  Y.,  Corp.  stk.,  4%.  1956-9. . . . 
N.  Y.,  Corp.  stk..  4H%.  1957. . . 


Par 

Market 

Value. 

Value. 

$25,000 

$24,500 

100,000 

107.000 

10.000 

8.500 

10.000 

8.800 

5.000 

3.950 

25.000 

22.500 

25,000 

25.000 

9.000 

9.000 

1.000 

1,000 

25.000 

22,000 

310.000 

303.800 

20.000 

21,200 

Bonds  Owmid. — Cord. 

N.  Y.,  con),  stk.,  4^%,  1960-2 

Norwalk,  unp..  4K%.  1954 

Toronto,  Can.,  gn.  cs.  L,  4%,  1920 

Toronto,  Can.,  el.  pw.  dist.,  4%,  1948. . . 

Cent.  Pac.  R.  R.,  r.  m.,  4%,  1949 

Cent.  R.  R.,  N.  J.,  gn.  m.,  5%,  1987. . . . 
Chi.  k  Nwn.  R.  R.,  gn.  m.,  5%.  1987. . . 
Gt.  No.  R.  IL,  1  A  r.  m.,  4H%.  1961. .. . 
Ind..  III.  k  la.  R.  R..  1  m.,  4%.  1950. . . . 
L.  k  N..  P.  k  M.  Div..  1  m..  4%,  1946 
No.  Pac.  Gt.  No.  R.  R.,  C,  B.  k  Q.  col.. 

4%,  1921 
Rochester  k  Pitts,  r!  R..'i  in.',  6%,  1922 

So.  Pac.  R.  R.,  r.  m.,  4%,  1955 

Un.  Pac.  R.  R.,  r.  m.,  4%,  2008 


Pit 

Market 

Value. 

VahK. 

$250,000 

$2S2L500 

25,000 

26,000 

10,000 

9,500 

25,000 

19,730 

30,000 

27.000 

15,000 

17.700 

25.000 

'28.500 

15.000 

15.000 

10.000 

8.900 

25,000 

21.750 

15.000 

li700 

10.000 

11.000 

25,000 

22.500 

5,000 

4.500 

Total  (book  value,  $1.048.778) $1.050.000   $UO36.550 

MISCELLANEOUS:  The  South  Gennan  Reinsurance  Co. 
of  Munich  entered  the  United  States  for  reinsurance  boiioes 
in  April  1911.  It  has  deposits  of  $210,000  with  the  Conneeti- 
eut  State  Treasurer,  $210,000  with  the  New  York  Insoianoe 
Department,  and  $100,000  with  the  Ohio  Department. 

UNITED  STATES  TRUSTEE:  Hartford  Tr.  Co..  Hartford. 

TERRITORY  COVERED:  The  company  is  licensed  in  Ariu 
Colo.,  Conn.,  Del.,  lU.,  la..  La.,  Mass.,  Mich.,  Miss.,  Moat,  Ner., 
N.  H.,  N.  J.,  N.  Y.,  N.  C.  O.  Pa.,  Tex..  Utah  and  W.  Va. 


STANDARD  MARINE  INSURANCE  COMPANY,  Ltd.,  Liverpool.  Eng.^ 

United  Stetes  Manager,  W.  J.  Roberts,  New  York.    Organised,  1871. 
(United  Stotes  Branch  Stotistics.) 


Tl41 

Assets 

Unearned 
Premmms 

Surplus 

Net 

xnPCDllUXDS 

Total 
Income 

Losses 
P^d 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)  Rec'd 

from  or 

(-)  JUait 

1915 
1914 
19U 
1912 
1911 

$1,463,027 
1.163,725 
1,113,704 
1,506,821 
1,355,983 

$190,593 
331.327 
204.745 
199,392 
183.515 

$967,940 
855.700 
732.306 
714,640 
601.238 

$1,594,112 

1,107,331 

841.790 

1.283,219 

1.234,322 

$1,644,050 

1,137.638 

870.531 

1,312,833 

1.261.242 

$1,013,561 
895,817 
760.801 
738.238 
238.925 

$267,196 
195,010 
220,398 
193,538 
178,923 

$1,310,757 

1,090.827 

981,199 

931.779 

417.848 

$1,114,917 
854.363 
693.379 
652.052 
34a676 

-41S0i9U 

+7M72 

-»2.1M 

— S34.«n 

-482.290 

Asean,  Die.  31. 1915.  LiAiiLrnis,  Die.  31, 1915. 

Bonds  and  stocks. . .  $1,028,259    Losses  unpaid $255,332 

Cbah 238.888  Uneamedjprems. ...       190,593 

Afsnto' balances....        76,570    Other  liabilities 49.162 

Intereit 8,021  

Bwi8.onlos.pd....       116,748  Total  fiabilities...     $533,376 


Total $1,468,486 

BpL  dep.  over  liab. .         5,459 


Net  surphis 967,940 


Total 


$1,463,027       Total $1,463,027 


Underwriting  profit,  $210,074:  mvestment  profit  $23,821 

RISKS  AND  PREMIUMS:  Marine  and  inhmd  risks  in  force, 
December  81.  $39,049,798;  premiums  thereon,  $247,169. 

'    BUSINESS  SINCE  ORGANIZATION:   Premioms  received, 
$15,639,790:    losses  paid.  $10,802,929. 


TTimnaacts  marine  busineas. 


BONDS  AND  STOCKS  OWNED: 
Boime. 

Atlanta,  wat.  wks..  3H%.  1933 

Brooklyn.  Ic.  imp..  3H%.  1932-3 

Mt.  Vernon,  hwy.  rgyv^  ^W'oi,  1930. . . . 
New  RocheDe,  pub.  imp.,  4h%,  1916  9. 

Norfolk,  Va..  5%,  1919 

Rochester,  pk.,  3%,  1928 

Syracuse,  wat  wka.,  3H%.  1920. 

Gray,  pub.  imp.,  4H%.  1919 

Yonkers.  sc.,  4H%,  192<^«) 

Atl.  Ct  L.  R.  R.,  1  OL,  4%,  1952 

B.  k  0,  P-  L.  B.  *  W.  Va..  4%.  1941 
B.  k  O.,  W.  Va.  k  P..  1  m..  4%.  1990 
Chi.,  L.  S.  &  E.  Ry.,  1  m.,  4^%.  1969. . 

Chi.  k  Nwn.  Ry..  i.  f.  d.,  5%.  \m 

Mobile  k  0.  R.  R..  1  m..  6%.  1927 

N.  Y.  Cent.  A  H.  it  R.  R.,  d..  4%.  1934 


Pkr 

Vahie. 

$10,000 

aoaooo 

18,000 
S4.0OO 
26.000 

4aooo 
aaooo 

6.900 
201000 
25,000 
25,000 
30.000 
50^000 
60,000 
27,000 

aaooo 


Markft 

VsfaM. 

$9,100 
186.000 
12.600 
24.180 
25.3S0 
96,000 
29.400 
6,909 

2a7ao 

23^500 

22,000 
2ilOB 
48.600 

sun 

IMOO 


fiEPOXTS  OF  FIRE  INSURANCE  COMPANIES. 


STANDARD  MARINE  INSURANCE  COMPANY,  Lib.,  Uverpool,  Eng.— Continued. 

?u  Uifkct 

VkhH.  Vilu. 

u,oao       ii.su 

li.WO         U.TM 


IH  a  LR.R,r„  »%.!»» 

VMnELl>.y"cl»JZ 

bi.  Si  F.  *  »fc  St.  Mc.  R.  R.  . 

lmi»  t  Uaadart  iDdemiiitr  Co. 

TMb  [bix4  nhw.  tl.lB*.tH). 
SB  Ik  Di^.  nhuliam 


tSM.MO  tI.(US,l« 


York;  B«n.  Koubo  k  Co..  OdTatoa.  Tn. 


.tESJUSi-** 

U.;  J.  B.  F.  Dan  A  Sob.  Su  Prudn, 

CU  Mid  Smltlc  Wuh.^  W.  El.  MiddMoo  A  Co.  Churistcn.  8.  C. 
The  ompuy  opnts  in  Ark.,  CiL.  O*..  DI..  U..  Hi^  Miu- 
Mo-  N.  "Pi,  8.  C.  T«ui„  Th,  Vm..  Wsrii,  Wii^  Mik  uid 
in  the  DaninifHi  at  HiiiiuU. 


THE  STATE  ASSURANCE  COMPANY,  Ltd.,  Liverpool.  Eng. 

Umled  8uis  Muactr.  Juno  H.  Bnwil 
rUniud  Slatta  Bni 


1171.011: 

mitt' 


IIM.MI        CO 
IBS.ISS  l> 

IJT.SIH         It 

120.  W7 13 

Dxc.31,  igit. 


tTOJMi 
5TJ48 
(3,010 


1S70.7B1       ToW.. 


Uiib<mi«FnAt.t23.33«:  rnvHtmatnuflt.  t2S.017. 

USES  AND  PKEUIUMB:  nre  iWb  m  (one  Deeoibe 
DURAIIh  [i^Qi^  ibmiii.  tJM.IO*. 

InnEaGIND.S-SINCEADMlSaiOK;  Praniimiim 
tttlLW  k«  i^  n  337.072. 

OMDe  Am  STOCKS  OWNED:  Ptr  Mi 


B**«.w»t.i„i'!i.iMe.... 

M.&.N  T.ie.(^l«» 

biM.  C(H,  It,  i)i°^  ISU. . . 
JttaB,  »t,  hwj.  s%,  1M3 


J2lT*  ■    ■■  't^'^S'J^o.  IMS 
Cm  Pk.  I  ■,!"„.  1MB  .       .. 

11C«.R      ■   .  Ta'%%.S»f  ■ 


W.000 

£7.010 

17.000 

80.000 
18.000 
9.000 

10,000 

10.000 

la'ooo 


ViOuc. 

ti.ooo 
1.000 


N.  ¥.  C.  *  H.  R.  R..  L.  •. «]..  SViTc.  IMS 
N.  Y..  N.  B.  t  B.  R.,  CT,  d.  «%.  IMS. . 

Nnr.  A  W.  R.,  1  v..  4%.  I)M 

No.  Pk.  S„  pi.  b.  k  MjU  t%,  1W7 . . 


P..  C,  C.  *  Bt.  L  R..  a..  *H%,  1040.. . 
R.,  Win.  li  Ob«.  R..  1  n  cr..  S%.  1822. 


Ula 


^IW... 


Un.  PU.  R- I  m.  &  Id.  p..  47»  IM7 . . . 
Amer.  TdTA  T(k..  eol.  tr.  tTp.  18»  . . 
Clii.  Td..  1  p,  fi%.  ira 

N.  Y,  N.  H.  *  H.  R.  R..  Co , . . 

Tottb(bookvihH.ta30,ni]..   .. 

Unit 


.   im,  172.8^:   Su  F 

no. 

_ _.   MnrnnG. 

I.  Whaplo.  Morgu  B.  Bniurd.  HutlordT 


yJITED  STATES^TRUaTEES:  MoOiWi  G.  Bulkdny.  Mngi 

HELD  MEN  AND  TERRITORY  COVERED;  Jil  H. 
BmnttT,  HuUord,  Uniud  SUK*  muuR:  H.  J.  Hocue  ud  B,  M. 
Culnr.HMtuitncrnvva:  TrfmsnliCoehmn.  DiUw,|Biail 


r.  Fom.  Su  FiudBO.  CiL. 


UWimail 


SUN  INSURANCE  OFFICE,  London,  Eng. 

■n.  J.  J.  Oiule.  N«r  York.    Weclsn  deputmnit  M*ii«(tr.  P.  T.  Ke1«y.  Chinfo.   OrtuitMd.  1710. 


Tij    iKta       5"*^*^   I 


I    m«JlL      17T4JWI 


t!.Ml.S77l  n.JiHMi  12,368331, 

l,ra,778  l,M7.3tBi  2j;S3.IS4' 

UOaiKi  l,4S2.U0,  2,780.874 

2,»7.83ll  I.141.M0  2.821.SH 

'■"■~'       "~  2,817,7» 


t2.M2,S08    I1,3H.1E 


I   Eawnra  ,  nnditum  Isoumd    '(— )  Ronit. 

I , ^^  toH.0. 

I    ll.03a.8B0|  t2,3»0.0(tj  tl.230.7M  -I13U13 

I.aSII,02Ll  2.653.237!       1.M3.308  ~0a748 

1. 133.100!  2.W0.584'      l.SO&,on  +88.171 

1.142.74'.  I  2.S3B,«37        1,482,W2  —221.839 

1.143,8441  2,«33.06e:      1,473,707  —141,021 
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SUN  INSURANCE  OFFICE,  London,  Eng.— Continued, 


Aflsan,  Dbc.  31. 1015. 

Reftlestate $210,000 

Bonds  and  stocks . . .  3,643, 162 

Cash 465,718 

Agents'  balances ....  486,770 

Interest  and  rents. . .  50, 126 

Other  assets 10,822 


LiABiLinu,  Die.  31, 1015. 

Losses  unpaid $240,500 

Unearned  prems. . . .    2,803.977 
Other  liabilities 73.586 


Total liabiUties...  $3,118,072 
Net  surplus 1,748.526 


Total  assets $4,866,508       Total $4,866,698 


Underwriting  profit,  $166,107;  investment  profit,  $160,372. 

RISKS  AND  PREMIUMS:  Fire  risics  in  force  December 
31,  $558,893,806;  premiums  thereon,  $5,531,927. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  re- 
ceived, $65,311,362;   losses  paid.  $38,510,706. 

REAL  ESTATE  OWNED:  Consists  of  the  5-Btory  brick  office 
building  at  54  Pine  St.,  occupied  by  the  oompany  of  which  the 
book  vahie  is  $171,925,  and  which  is  carried  at  $210,000.  There  is 
no  incumbrance. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Dist.  Col.,  f..  g.,  3.65%.  1924 

Cleve.,  0.,  reg.  gd.  era.,  4%.  1923 

N.  Y.,  Corp.  stk.,  ex.  c,  g.,  4V^%.  1957.. 
Raleigh.  N.  C.  f.  &  imp..  5%,  1945. . . . 

Richmond.  Va..  reg..  5%,  1922 

Richmond,  Vs..  reg.,  4%.  1924 

Savannah.  Ga..  f .  a.,  4H%.  1959 

Atch.,  T.  A  S.  Fe  Ky.,  adj.  g.,  4%.  1995. 
Atch.,  T.  A  S.  Fe  Ry..  trans,  s.  1.  1  m.  g., 

4%  1958 
Atl.  i  C.  A.  L."Ry.;  1  m.  "g.,'4i^%."i944! '. 
AU.  Ct.  L.  R.  R.,  L.  AN.  col.,  g..  4%, 

1952 

Atl.  Ct.  L.  R.  R..  eq.  g.,  4%,  1916 

Atl.  Ct.  L.  R.  R..  eq.  g..  4^%.  1918. . . . 
Atl.  Ct.  L.  R.  R.,  1  cs.  m..  g..  4%.  1952. . 

B.  k  0.  R.  R.  cv.  g.,  4H%,  1933 

B.  &  0.  R.  R.,  P..  L.  E,  k  W.  Va.  Bys. 

r.  m..  g.,  4%.  1941 

B.  ft  0.  Swn.  div..  1  m.  g..  3M%.  1925 
B.  ft  0.  R  R„  pr.  In.  g..  m%,  1925. .. . 

Bklyn  R.  Tran.,  g.  n..  5%,  1918 

Bk^.  Un.  Elev.  R.  R..  1  m.  a.,  5%,  1950 
Cent.,  Ga.  Ry.,  1  m.,  O.  ft  N.  M.  L.,  g., 

4%,  1916 

Cent.  Pac.  Ry..  1  r.  m..  g..  4%.  1949. . . . 
Cent.  R.  R.,  N.  J.,  gn.  m.,  reg.  g.,  5%. 

1987 
Chesa.  A  0.  Ry.,  gn!  m.  g.,'VA%,  1992. '. 
Chesa.  ft  0.  Ry.,  1  cs.  m.  g..  5%.  1939. . 


Chi.  ft  A.  R.  R..  r.  g..  3%.  1949 
hi.,  B 
1949 


Chi.,  Burl,  ft  Q 


..  r.  g.,  0%, 
.  R.  R.,  lU. 


Div.,  m.,  4%. 


Chi.,  Burl,  ft  Q.  R.  R.  lU.  Div.,  m.,  3>4%, 

1949 

Chi.  ft  E.  III.  R.  R.,  r.  ft  imp.  m.  g.,  4%. 

1955 

Chi..  L.  S.  ft  E.  Ry..  1  m.  g..  4H%.  1969 
Chi..  Mil.  ft  St.  P.  Ry.,cv.  g..  4^%,  1932 
Chi.,  Mil.  ft  St.  P.  Ry.,  gn.  m.  g.,  VA%, 

1989 
Chi..  Mil.  4  St.'  P.  Ry.,'  g.".  '4%."  1934 ! ! .' .' 
Chi.  ft  Nwn.  Ry..  gn.  m.  g..  4%,  1987. 
Chi.,  Rk.  Is.  ft  Pbc.  Ry.,  1  ft  r.  m.,  g., 


4%.  1934. 


Chi..  Rk.  Is.  ft  Pac.  Ry.,  temp.eq..  g., 
3H%.  1917 

Chi.,  St.  P..  Minn,  ft  0.  Ry..  Sup.  S.  L. 
Ry..  1  m.,  5%,  1930 

Chi.  ft  W.  Ind.  R.  R.,  cs..  g.,  A%,  1952. . 

C.  H.  ft  D.  R.  R..  gn.  m.  g..  5%.  1942 

C.  C,  C.  ft  St.  L.  R.  R.,  1  m.,  4%.  1939 
Colo,  ft  So.  Ry.,  r.  ft  ext.  m.  g.,  4H%. 

1935 

CoL  ft  G.  R.  R.,  1  m..  g.,  6%,  1916 

D.  ft  M.  R.  R..  cs.  1  m.,  4)^2%.  1931 .... 

Dela.  ft  H.,  1  ft  r.  m.,  g.,  4%.  1943 

DeU.  ft  H.,  cv.  g.,  6%,  1935 

D..  M.  ft  No.  Ry.,  gn.  m.  g..  5%,  1941. . 

Ene  R.  R.,  gn.  In.  g.,  4%.  1996 

Erie  R.  R.,  Penna.  col.  g..  4%,  1951-7. . 


HI.  Cent.  R.  R..  eq.  tr.  g..  4H%,  1923. . 

DL  Cent.  R.  R..  St.  L.  Div.  Trm.,  1  m., 

g..  reg.,  3%,  1951 


Par 
Value. 
$200,000 
100.000 

5.000 
10.000 

8.000 

2.000 
10.000 
50,000 

25.000 
50.000 

25.000 
25,000 
25,000 
20,000 
25,000 

50,000 
50.000 
25.000 
25,000 
30.000 

25,000 
25,000 

25.000 
25.000 
10.000 
50.000 

25.000 

25.000 

50.000 
25.000 
27,000 

25.000 
50.000 
50,000 

40,000 

32,000 

25,000 
40.000 
50.000 
64.000 

50.000 
15,000 
25.000 
25,000 
25,000 
73,000 
25,000 
35.000 
27.000 
45.000 
25.000 
25.000 

20.000 


Market 

Value. 

$208,000 

102.000 

5.300 

10.600 

8,240 

1.940 

10.400 

43.500 

22.250 
49,000 

21.750 
25.000 
25,000 
18.800 
24.250 

44.000 
46,000 
23,250 
25,250 
30.000 

25,000 
22,500 

29.500 
22.750 
10.600 
29.500 

24.000 

21.500 

13,000 
24.000 
27.810 

25.750 
46.000 
47.500 

26.400 

29,660 

25.500 
32.000 
37.500 
55.680 

43.000 
15.150 
23.000 
24,350 
26,500 
76,6.50 
19.000 
31,150 
27.060 
46.050 
23.250 
25,250 

14.200 


Bonds  and  Stocks  Ownid.-— Conf . 

Bonds.— C<mU. 

m.  Cent.  R.  R..  ft  Chi.,  St.  L.  ft  N.  0. 

R.R..it..5%,  1963 

la.  Cent.  Ry..  1  m..  g.,  5%,  1938. 


Kansas  Cy.  80.  Ry..  1  m.,  g..  3%  1950.. 
Ansas  Cy. 
6%.  1928. 


Kansas  Cy.  Ft.  8c.  ft  M 


.   IV.   A., 


cs.  m.i 


L.  S.  ft  Mich.  So.  Ry.,  g..  4%,  1931. . . . 
Le.  ft  H.  R  Ry.,  gn.  m.,  g.,  5%,  1020. . . 

Le.  Val.  Trm.,  1  m.,  g.,  5%.  1941 

L.  ft  N.  R.  R.  Atl.,  K.  ft  Cin.  Div.,  g.. 

4%,  1955 

Man.  Ry.,  cs.  1  m.  g.,  4%,  1990 

Mil.,  S.  ft  Nwn.  Ry..  1  m.  g.,  4%.  1947 
Mo..  Kan.  ft  Tex.  Ry.,  eq.  tr..  g..  5%, 

1^22 

Mo.  Pac.  Ry.i  g.  tr..  5%.  1917! !!!!!!! 

Mo.  Pac.  Ry..  cs.  1  m.,  g..  6%.  1920 

Mont.  Cent.  Ry..  1  m..  g..  5%,  1937. . . . 
N.  Mex.  Ry.  ft  C,  1  m.  ft  col.  tr.,  g.. 


N.'^:'**^- 


C.  ft  St  L.  R.  R..  g.,  4%.  1931. . 

N.  Y.  C.  L.,  eq.  tr..  g..  4H%.  1926 

N.  Y.  C.  ft  H.  R.  R.  R..  B.  ft  A.  eq.  tr.  g., 

4H%.  1927 

N.  Y.  C.  ft  H.  R.  R.  R.,  L.  S.  col.,  reg.,  g., 

3H%.1998 

N.  Y.  Rys..  1  r.  ea.  ft  r.  g.,  4%,  1942. . . . 

N.  Y.  Rys.  adj.  m.  i.,  g.,  5%.  1942 

No.  Pac.  Ry.,  pr.  1.  ry.  ft  Id.  gt.,  g.,  reg., 

4%,  1997 

No.  Rus.-Gt.'No.  it..  C.  B.  4  Q.  col!,  g., 

4%,  1921 

Ohio  R.  R.  R,  gn!  m!,  g.,  6%.  1937.*. .. 

Ore.  S.  L.  Ry.,  1  m.,  g..  6%.  1922 

Ore.  S.  L.  Ry..  r.,  g..  4%,  1929 

Penna.  R.  R..  cs.  m.,  g..  4^%.  1960 

P.  B.  ft  W.  R.  R.,  1  m..  g.  b..  5%.  1923. . 
Rio  Gd.  Jet.  R.  R..  1  m.,  g.,  5%  1939. . 
St.  L.,  I.  Mt.  ft  So.  Ry.,  eq.  g.  n.,  5%, 

1919 

St.  L.,  I.  M.  ft  So.  Ry.,  R.  ft  G.  Div.. 

lm.,4%.  1933 

St.  L.,  I.  Mt.  ft  So.  Ry.,  un.  ft  r.,  g..  4%, 

1929 

St.  L.,  P.  ft  Nwn.  Ry.,  1  m..  g.,  gr.,  5%. 

1948 

St.  L.  ft  San  Fran.  R.  R..  gn.  m.,  g.,  6%. 

1931 

St.  L.  Swn.  Ry.,  1  m.,  g.,  4%.  1989 

St.  P..  Minn,  ft  M.  Ry..  P.  ex.,  g..  4%, 

1940 

Sioux  Cy.  ft  Pac.  R.  R..  1  m..  g.,  3M%, 

1936 

S.  ft  No.  Ala.  R.  R.|  gn.  cs.  g.,  gr.,  5%, 

1963 

So.  Pac..  San  Fran.  Trm.,  1  m.,  g.,  4%. 

1950 

So.  Pac.  R.  R.,  Cal..  1  cs.  m..  g..  5%,  1937 

So.  Pac.  R.  R.  1  r.  m.  g..  4%.  1955 

So.  Ry..  1  cs.  g..  5%.  1994 

So.  Ry.,  St.  L.  Div..  1  m.,  g..  4%.  1951 
Trm.  R.  R.  Assn..  St.  L.,  1  m.,  g..  4>*j%, 


1939 


Tex.  ft  Okla.  R.  R.,  1  m..  g..  5%,  1943. . 
Tex.  ft  Pac.  Ry..  1  m..  g.,  5%.  2000. . . . 
Tol..  St.  L.  ft  W.  R.  R..  pr.  In.,  g.,  3H%, 

1925 

Wabash  R.  R.,  1  m.,  g..  5%.  1939 

Wash.  Trm..  1  m.,  g..  3h%.  1945 

Wis.  Cent.  Ry.,  Sap.  ft  Dul.  Div.  ft  Trm., 

Im..  g..  4%.  1936 

Ampr.  Tel.  ft  Telg..  col.  tr.,  g..  4%.  1929 
Cent.  Dist.  Tel..  1  m.,  s.  f.  g.,  5%.  1943. . 

Detroit  Cy.  Gas.,  g..  5^^.  1923 

Gn.  EU  g.,  d..  5%,  1952 

Ind.  Steel.,  1  m.,  g..  gr.,  5%.  1952 

Lehigh  C.  ft  Nav.,  cs.  m.  s.  f.,  g..  4,^^%. 

1954 

Lehigh  Val.  C.  I  m.,  g..  5%,  1933 

Mass.  Gas.,  s.  f.  g..  4,4%,  1929 

Mil.  El.  Ry.  ft  Lt..  cs.  m..  g..  5%,  1926. . 
N.  Eng..  C.  Y..  1  m.,  5%.  1929. 


N.  Y.  Gas  ft  El.  Lt..  Ht.  ft  Pwr..  1  m., 

g..  5%.  1948 

N.  Y.  Tel..  1  ft  gn.  m..  s.  f.  g.,  iH%.  1939 
Phila..  1  m.  ft  col.  tr.,  g-  5%,  1949 ...... 

U.  S.  Steel  Corp.,  reg.,  g.,  5%,  1951 

West«m  Tel.  ft  Telg..  col.  tr..  g..  5%.  1932 


P*r 
Value. 

Market 

Value. 

$25,000 
IO.OOO 
25,000 

$25,500 

8,900 

17,500 

25.000 
60.000 
25.000 
50.000 

27.500 
47,500 
25.500 
54.500 

25.000 
25.000 
25.000 

22,000 
23,000 
22,750 

25,000 
25.000 
25.000 

laooo 

23,750 
22.250 
25,000 
10.900 

25.000 
25.000 
30.000 

24.000 
21.000 
30.300 

30,000 

30.300 

30.000 
10.000 
20.000 

25,200 

7,400 

11,200 

30.000 

27.900 

50.000 
15.000 
25.000 
25.000 

5aooo 

25.000 
25.000 

49.000 
15.150 
27.250 
23.250 
53.000 
22.500 
22.500 

25.000 

21750 

25.000 

17.500 

25.000 

18.750 

25.000 

26,750 

25.000 
25.000 

27.500 
20000 

24.242 

21.575 

10.000 

8.S00 

30.000 

30.900 

25.000 
25.000 
25.000 
50.000 
11.000 

21.250 
26.790 
22L500 
51.500 
9.240 

25.000 
25.000 
25.000 

24.750 
17,000 
23.750 

25.000 
25.000 
50.000 

21.000 
25.750 
42.000 

25,000 
50.000 
20.000 
25.000 
25.000 
25,000 

22.250 
45.500 
20.400 
25,250 
26.000 
25.500 

25.000 
25.000 
5.000 
25.000 
15.000 

25,250 
26.250 
4.900 
25.500 
11.100 

25,000 
20.000 
25.000 
25.000 
25,000 

26.250 
10.800 
25.250 
28.500 
24.750 
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SUN  INSURANCE  OFFICE.  London,  Eng.—Continued. 


BosM  AID  9rocsB  OwmD.— CtfRf . 

Ai.ACW.A.L.By^gr 

B.40-P    

Cfci,ML4Sl.P.Ry,p 

Gere,  k  FHtt.  R.  R.,  gr^ 

ID.  Cent  R.  a..  LI 

M.4E.R.R 

Paa-R-R 

Piti»,BeiLiLE^ir 

Rent.  &  Stf .  R.  R^  ir 

3o.RT.M.i0.ilk.tr.etb 

UB.Pie.R.R^p 

G«nlAdi.Bop,N.Y 

ridii.SBhi«B.N.Y 

UHin.  SahnfB.  Chi 

WertmUoioo  Tg 


Pkr 
V»hie. 
110.000 
25.000 
10.000 
25.000 

saooo 

15.000 
74.400 
20.000 
20.000 

2aooo 

15.000 

350 

1.000 

1.000 

10.000 


Market 

Vahw. 

118.000 

19,600 

13.500 

40.000 

24.000 

25.350 

88.536 

12.200 

35.fi00 

14.000 

12.450 

350 

1.500 

1.000 

9.000 


ToCib  (book  Tihie.  13.826.472) 13,834.992    13.643.161 


MIdCELLANEOrS:  The  8an  began  bnuwn  in  the  United 
Stetes  iit  18S1  Its  home  office  statement  as  of  January  1.  1914, 
dkmd  uetiB  aore^ng  £3,725.818,  exchiding  the  unpaid 
pvtHB  d  capitaT  The  subwribed  capital  ie  £2,400.000.  of 
■^Jeh  £tiQ.OOD  are  paid  up.  Conflagration  loesee:  Baltinuwe, 
19M.  m91«:  9an  Francueo,  1906.  11.692.820.  Losms  were 
M  b)-  raaittaaoes  from  home  office.  Values  of  Q)eeial  deposits: 
Gt^SiattO;  N.  C  tIO.600;  Va^  $10,180. 

UNTTED  STATES  TRUSTEES:  Herbert  L.  Griggs,  Samuel 
7.  Hsbfavd.  James  Brown,  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  United  States 
boacL  New  York,  J.  J.  Guile,  manager;  A.  M.  Thorbum.  secre- 
tMT,  W.  L  Chambers,  aanatant  seoretaiy;  P.  P.  Gloirer,  chief  ao- 
mstHEt;  G.  D.  Vail,  general  adjuster.  F.  H.  Sherman,  superin- 
ttodiat  cf  a«»dcs  Middle  Atlantie  and  Southern  States:  T.  M. 
JbnoB.  noerintendeat  of  amndes.  New  York  and  New  England 
Statei;  L  T.  Bitch.  Boston,  Mass.,  general  agent  for  New  Enghmd 
Suta.  Rkbid  Lee,  Jr.,  Boston,  Mass.,  q)eeial  agent  for  eastern 


Mass..  Me.  and  N.  H.;  Rennald  Guile.  Springfield,  Mass.,  neoial 
agent  for  western  Mass.,  Vt..  Conn,  and  R.  I.;  R.  A.  Roberts, 
Buffalo,  special  agent  for  western  N.  Y.:  Roswell  Davis,  Freeport, 
N.  Y..  general  agent  for  Suffolk.  Nassau  and  Queens  Counties. 
N.  Y.;  R.  A.  Mac  Donaki.  New  York,  special  agent  for  N.  J., 
Va..  Del.,  Md.  and  D.  C;  H.  F.  Leseh.  AJbany,  special 
agent  for  eastern  N.  Y.;  Warren  Cleaver,  Httsburg,  Pa., 
spedal  agent  for  western  Pa.;  F.  J.  Renner.  PhifaMelphia. 
special  agent  for  eastern  Pa.;  J.  T.  Fitten,  Atlanta.  Qa..  special 
agent  for  N.  C,  8.  C,  Qa.  and  Ala.;  James  B.  Ross,  New  Orleans. 
La.,  manager  for  La.  and  Miss.;  Lawrence  Haynes  k  Son,  Jackson- 
ville, oeneral  agents  for  Fla.;  Beers,  Keniwon  k  Co.,  Galveston, 
noerai  agents  for  Tex.  Western  department,  comprising:  Ark., 
Cob.,  111.,  Ind.,  la.,  Kan.,  Ky..  Mich..  Minn.,  Mo..  Neb.,  N.  D., 
0..  OUa..  S.  D..  Tenn.,  W.  Va.,  Wis.  and  Wyo.,  76  W.  Monroe  St., 
Chicago.  lU.  P.  T.  Kelsey.  manager;  F.  M.  Jones,  aaristant  man- 
ager; J.  B.  Brown,  Jr..  Denver,  Colo.,  q>ecial  acent  for  Colo,  and 
Wyo.;  R.  I.  Read,  Chicago,  HI.,  Sute  agent  for  111.  and  Mo.; 
J.  M.  HDtra.  Aurora,  111.,  State  agent  for  UL;  W.  P.  Benton. 
Indianapolis.  Ind.,  State  agent  and  adjiister  for  Ind.;  J.  W. 
Wamshuis.  Dee  Moines.  la..  State  agent  and  adjuster  for  la.. 
Neb.  and  S.  D.;  J.  C.  Dulany.  Oklahoma  City.  Okla..  SUte  unit 
and  R.  B.  Wallace,  special  agent  for  Okla.,  Kan.  and  Ark.;  John 
0.  White,  Nashville,  Tenn..  special  agent  for  Ky.  and  Tenn.; 
Hall  k  Benedict.  Nashville,  Tenn.,  State  agents  for  Sun  Under- 
writers; Thor  Schreiber,  Saugatuek,  Mich.,  special  agent  for 
Mich.:  J.  C.  Wharton,  Cincinnati.  0..  Sute  acent  and  Frank  E. 
Woods,  special  agent  for  0.  and  W.  Va.;  £.  F.  McAdow,  Chicaffo^ 
special  agent  for  Wis.;  C.  A.  Henry  and  W.  O.  Wayoum,  Jomt 
Genoal  agents.  Sansome  k  Sacramento  its..  San  FrandscOi  Cal. 
Pacific  Department  oomnrises,  Cal..  Wash.,  Mont.,  Ore..  Aris., 
Nev..  Utah.  Alas,  and  laaho;  Frank  E.  Stone  and  Maxwell  H. 
Thomson.  Assistant  General  agents,  J.  N.  Waters,  W.  W.  Cleve- 
land and  J.  R.  Kenna,  Special  agents.  San  Francisco;  John  A. 
FauD,  Inspect<x'  and  Surveyor,  Swa  Francisco,  Cal.;  E.  A.  Rowe 
and  J.  F.  Boyhm,  Special  agents,  Los  Angeles,  Cal.;  Bruce  Kalts, 
Special  amnt,  Seattle,  Wash. ;  C.  B.  Harris,  Special  agent,  Spokane, 
Wash.;  £.  R.  Thompson,  Special  agent.  Portknd.  Ore.  The 
company  operates  thrwjgbout  the  U.  S. 


SVEA  FIRE  AND  LIFE  INSURANCE  COMPANY,  Ltd., 

Gothenburg,  Sweden. 

United  States  Manager,  J.  M.  Wennatrom.  New  York;  PMific  Department,  Managers.  Edward  Brown  k  Son, 

San  Francisco;   Organised,  1866. 

(United  SUtee  Branch  Statistics.) 


Yua   Aarti 


Unearned 
Pmnioma 


1»IS   tl.6tt.218  $870,628' 

Ull.   USSJTl  848,633 

»W     U18.746  76ai75 

»!-'     14«.2n)  67.-5,522; 

mi     U51,410  _641.(»4 

Asms,  Dmx  31, 1915. 

^ 11,300,060 

V»* 121,789 

A*fatobsbacei....  173,121 
Jatewtaadieati...  18,662 
WwiKto 46,585 

ToUlsairts $1,659,218 


Surphis 


$666,731 
609.649 
671.274, 
619,605| 
623.433 


Net 

Premiums 


$905,706, 
921,9111 
827.797 
736.044 
678.912 


Total 
Income 


$959,452 
975.102 
876.097 
782.274 
723.432 


LuBiuTtca,  Dae.  31, 1915. 

Losses  unpaid $95,721 

Unearned  prems 870,628 

Other  liabilities 25,948 


Total  liabilities. . .     $992,487 
Net  surplus 666.731 

Total $1,659,218 


Tt^lavriti^  profit,  $29,275;  investment  profit,  $48,548. 

,,R&K8  AND  PREMIUBIS:    Fire  risks  in  force  December 
31. 1140.284.951;  premiums  thereon,  $1,653,  516. 

BCSISES9  IN  U.  8.  SINCE    ADMISSION:  Premiums 
neercd.  $^720,104;  losses  paid.  $8,056,783. 

BONDS  OWNED:                             Par  Market 

..                                                             Value.  Value. 

«*^8n3H%.1938 $90,000  $83,700 

S2l™?  t  Ga-).  rd.  A  bg-,  5%,  1941 . ..          10,000  10,600 

yw^nd.  (m.  &.).  ng^  4%.  1919 100,000  101.000 

J«rWaBa.pab.imp.,4%.1950 25,000  22.500 

5**PJoiU  4*rc,  1935 10,000  10,800 

2*^X?^  ■**•«•  to,  4%,  1942 50,000  51,000 

V  J-  &-  *»•  «^  ^  3,  %,  1920. . . .           laOOO  9,500 
>.  V  Cy,  coa.  itk.  dk,  g..  ex,  ZWTo. 

*^ 80,000  28,200 


Losses                           Total  Ex-  Losses 

Paid       ,    Expenses   I  penditures  ,  Incurred 

I  '  I 

$489,713        $378,384        $868,097  $464,024 

554.265         375.8a5         930.070  578.255 

402,720         336.507          739.227  383.781 

417.121!         310.347|         727.468  411,632' 

410.072    288,9141 698.986  391.058 

Bonds  Ownbd. — Cont.  Par 

Value. 
N.  Y.  Cy.,  eon.  stk..  sc.  hs..  g.,  ex.,  3^^%, 

1916 $120,000 

N.  Y.  Cy..  Corp.  stk.,  g..  ex.,  i}i%,  I960  105.000 

N.  Y.  Cy.,  Corp.  stk.,  pol.  dept..  3^1,  1941  19,000 

A..  T.  A  S.  F  Ry.,  gn.  m..  g.,  4^c.  1995 . .  50,000 

Atl.  Ct.  L.  R.  R.,  1  con.  m..  g..  4%.  1952  50.000 

B.  k  0.  R.  R..  1  m.,  g.,  4%.  1948 50.000 

B.  k  0.  R.  R.,  (Pitts.  Jet,  k  M.  Div.) 

c.  3^2%.  1925 10.000 

C.  k  0.  Ry..  gn.  m.,  g.,  4H%.  1992 25,000 

C,  R.  Is.  k  Pac.  Ry.,  1  k  ref.  m.,  g.  c, 

4%.  1934 10,000 

Dela.  A  H..  1  A  ref.  m.,  g.,  4%.  1943 ... .  50.000 

Erie  R.  R..  Penn.  col.,  c.  g.,  4%.  1951 . .  20,000 
F.  A  P.  M.  Ry,  P.  H.  Div.,  1  m.,  c,  5%, 

1939 15.000 

Ga.  M.  Ry..  1  m.,  g..  3%,  1946 30.000 

L.  S.  A  M.  So.  Ry.,  c,  g.,  4%.  1931 50,000 

N.  Y.  C.  A  H.  R.  R.,  m.,  g.,  3'i%.  1997 .  50.000 

N.  A  W.  R.  R.,  c.  gn.  m.,  g.,  6%.  1931 . .  10.000 

N.  A  W.  R.  R..  P.  Jt..  c.  g..  4ro,  1941 . .  25,000 
No.  Pac.  Ry.,  pr.  In.  ry.  A  1.  g.  g.,  ex., 

4%.  1997 50.000 

No.  Pac.  R.  R.,  gn.  In.  A  1.  g.,  3%,  2047  25,000 

Ore.  R.  R.  A  Nav.,  c,  cs.  m..  g.,  4%.  1946  12,000 

St.  S.  L.  R.  R.,  c.  C8..  1  m..  g..  5%.  1946.  13.000 

St.  L.  A  San  F.  R.  R,  r.,  4%.  1951 30.000 


(+)  Rec'd 
from  or 

(-)  Remit. 
toH.  0. 

—$10,798 

+24,178 

4-21,718 

—2,327 


Market 
Value. 

$120,000 
106,050 
15.580 
47.000 
47.000 
46.000 

9,100 
22,750 

6,660 
48,500 
17,800 

9,000 
18.000 
47,500 
41.500 
11,900 
22,500 

46,500 
16,500 
11,040 
13,780 
21.900 
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SVEA  FIRE  AND  LIFE  INSURANCE  COMPANY,  Ltd.,  Gothenburg,  Sweden.— Cont. 


BoMse  OwNKD.^Coni. 

St.  P^  M.  ft  M.  Ry.  (Gt.  No.  Ry.),  c, 
08.  nu,  g.  4H% 

So.  Ry.,  1  m..  ca.,  5%,  1994 

Un.  Pu.  R.  R.,  1  111.  r.  r.  ft  I.  g.,  ei.,  4%, 
1947 

Un.  Pm.  Ry.;Viii.*&r.",  4%,  2008! '.'.'.'.'. 

W.  P*c.  Ry.,  I  m.,  g..  5%,  1933 

W.  8.  R.  R..  gr..  1  m.,  4%,  2361 

W.  ft  L.  E.  Ry..  c.  1  m.,  5%,  1926 

C.  Leather.  1  k.  5%,  1925 

Mort.  Bond.  N.  Y.,  g.,  5%,  1932 

Vtm.  Sec.,  g.  d.,  c,  4%,  1957 


Par 

Market 

Value. 

Value. 

120,000 

120.600 

50.000 

51.500 

50,000 

48,500 

25,000 

22,500 

25,000 

8.260 

30,000 

27.600 

10.000 

10.100 

25.000 

25.250 

10.000 

9,500 

20.000 

12.400 

Totals  (book  vahw,  tl.382,785) 91,409,000   $1,300,060 


MISCELLANEOUS:  Thb  company  be^ui  bofloes  in  the 
United  SUtes  on  the  Pkeific  Coast  in  1884.  removing  its  chief 
American  office  to  New  York  in  1895.  ConflagratioQ  hMses:  Sui 
Fnneisoo,  1906,  $1,315,377.  San  Francisco  hMns  were  paid  tqr 
remittances  from  home  office.  Deposit  in  Ga.,  $10,600;  in  N.  C, 
$10,800;  in  0..  $100,000. 

UNITED  STATES  TRUSTEE:  New  York  Trust  Co.,  New 
York. 

FIELD  MEN  AND  TERRITORY  COVERED:  TheHedwaD- 
Sundberg  Co.,  Minneapolis,  Minn^  general  agrats,  MLm^  Wis., 
la..  N.  D.  and  S.  D.;  Alfred  PhuU  &  Son,  Wheeling.  W.  Va., 
general  agents.  W.  Va.;  Hay  Bros,  ft  Reynolds,  Raleigh.  N.  C, 
general  agents,  N.  C.  and  S.  C;  Rhett  ft  0*Beime.  Altaota.  Ga^ 
ffeneral  agents,  Qa..  Fla.  and  Ala.;  Frank  B.  Chirke.  New  Orieana, 
La.,  general  agent.  La.  and  Miss.;  T.  A.  Manning,  Dallas,  Tex., 
general  agent,  Tex.  and  Okla.  Special  agents  Mr.  Dewitt.  for 
Fa.,  Md.  and  Del.;  Mr.  Guenness.  for  N.  Y.  and  N.  J.;  Mr. 
Gough,  for  Mass.,  R.  I.  and  Conn.;  Mr.  Deatrick.  for  O.;  Mr. 
Maogan  for  Ind.  and  K]f.;  Mr.  Hall,  for  IB..  Mieh.,  Mo.  and  Neb. 
The  company  operates  in  all  the  states  except  Ark,  Raiu  Me, 
N.  M..  (»da.,  P.  L.  P.  R..  Tenn.,  Vt  and  Va. 


SWISS  NATIONAL  INSURANCE  COMPANY,  Ltd.,  Basle,  Switzerland. 

United  States  Managers,  Snow  ft  Thieme,  80  Maiden  Lane,  New  York  City.    Organised.  1896. 

(United  States  Branch  Statistics.) 


YllB 

Assets 

1915 
1914 
1913 
1912 
1911 

$2,099,286 

1.991.316 

1.436.560 

1.212.657 

923,375 

Unearned 
Premiums 


Surplus 


$1.2n.369> 

1,338,073 

889  309. 

720,657, 

367.5691 


$570,731 
348.630 
370.533 
359.736 
492.872 


Net       ■ 
PMniums 


$1,686,071 

2,096.549 

1.380.416 

1.183.754 

675.219 


Total 
Income 


$1,741,859 

2,100,742 

1.431.220 

1,221,658' 

694.055' 


Paid 


Total  Ex- 
Expenses   '  penditures 


$1,184,001 

1.041.382 

693.471: 

455.3951 

136.2351 


$552,114 
693,247 
451,437 
357,206 
203,749 


$1,736.2051 

1.734.609 

1.144,908 

812,601 

339,984 


Incuired 


$1,124.8641 

1.164,557 

743.425 

519.725, 

197.169 


(+)  Rec'd 

from  or 

(-)   Remit. 

toH.  O. 

+$106,196 

+102.150 

—41,650 

—106.270 

+323.979 


Anns,  Die.  31, 1915.  LuBiunns.  Die.  31. 1915. 

Bonds $1,942,300    Losseeunpaid $238,686 

OMh 100.765    Unearned prans....    1,277.369 

Afsnts' balances....        30,183    Other  fiabiUtiee. .. .        12.500 

Interest 26,038  

Total  liabilities...  $1,528,555 
Surphis 570.731 

Totalassets $2,099,286       Total $2,099,286 


Underwriting  profit,  $46,138;  mvestment  profit,  $67,768. 

RISKS  AND  PREMIUMS:   Fire  risks  in  foroe,  December  31, 
$219,882,793;  premiums  thereon.  $2:368307. 

BUSINESS   IN   U.   S.   SINCE   ADMISSION:  Ptaniums 
receiTed,  $7,002,010;  losses  paid.  $3,510,554. 

BONDS  OWNED:                          Par  Maricet 

Value.  Value. 

United  Statca  Qor't,  rw.,  4%,  1925 $loaO00  $1 10^000 

New  York.  en.  nnp..  4%.  1960 50,000  51.500 

N.  Y.  Cy„  4%.  1959 175,000  171.500 

N.Y.Cy..4>i%.1960 406.000  409.050 

St  Louis.,  47o.  1929 50,000  50.000 

Atch.,  T.  ft  8.  Fe  R.  R.,  gn.  m..  4%,  1995        100^000  94.000 

Bait,  ft  0.  R.  R.,  4%.  1948 5a000  46.000 

Cent.  Pac.  Ry..  1  r..  4%.  1949 100,000  oaOOO 


Bonds  Ownsd.— Crai.  Pv  Market 

Vahie.  Vahie. 

Chesa.  ft  0.  Ry^  gn.  m..  4H%,  1992. . . .  $2a000  $18,200 

Chi..B.ftQ.R.R!rjEn.m..4%.1958...  5a0Q0  44.500 

Chi..  MU.  ft  P.  SdJEly..  1  m..  4%.  1949 .  OaOOO  54.600 

Chi..  MU.  ft  St.  P.  Ry.,  gn.  m..  4%,  1989  50.000  46.000 

Chi.  ft  Nwn.  Ry..  gn.  m..  4%.  1987 9a000  8S.500 

ErieR.R^pr.lnl.4%.1996 5.000  4.300 

lU.  Cent.  R.  R.,  r.  m.,  4%,  1955 55,000  40.500 

Kansas  City  Tm.  Ry..  1  m..  1%.  1930. . .  50.000  44.500 

L.  S.  ft  M.  So.  Ry..  4%,  1931 40.000  38.000 

Mo.  Pao.  Ry..  4%,  1945 5.000  2.150 

N.  Y,.  Ont.  ft  W.  Ry..  m.  m..  4%.  1955.  60.000  30.500 

No.PiM;.Ry.,pr.b.ry.¥ld.gt.,4%.1997  150,000  130.500 

Resdbg  ft  PhDa.  C.  ft  I.,  gn.  m..  4%.  1997  100,000  06,000 

So.  Pac.  R.  R..  1  ft  r.  m.,  gr.,  4%,  1955. .  100.000  00,000 

Union  Pac.  R.  R.,  1  m..  4%,  1947 50.000  48.500 

UnionPso.R.  R..  lftr.m.,4%,2008..  50.000  45,000 

Virginian  Ry..  1  m.,  5%,  1962 75.000  73.500 

ToUls  (book  value.  $1.966,853) $2,030,000  $1,962,300 


MISCELLANEOUS:    Deposited  in  Conn.,  $201,000;  in  K.  Y^ 
$207,050;  in  0.,  $110,000. 


UNITED  STATES  TRUSTEES: 
Co..  Hartford. 


Conn.  Trust  ft  Safe  Deposit 


SWISS  REINSURANCE  COMPANY.  Zurich,  Switzerland. 

Manager,  Perdval  Beresford.  New  York.    Organised,  1863. 
(United  States  Branch  Stotistics.) 


Yb4b 

Assets 

Unearned 
Premiums 

Surphis 

Net       ' 

Total 
Income 

Losses     1 
Paid      i 

1 

Total  Ex- 
Expenses     penditures 

Losses^ 
Incurred 

(-h)  Rec'd" 

Iromor 

(-)   Rcnit. 

toH.O. 

1915 
1914 
1913 
1912 
1911 

$1,356,500 

1,026.067 

966,118 

870.460 

707.439 

$718,622 
606,456 
564,666 
490,260 
372.264 

$520,515' 
319,042 
326.129, 
300,929 
2«0,734 

$996,933' 
815,655 
769,667 
716,003 
655.154i 

$1,045,788 
858,806 
806,405 
749,644 
677.484 

$527,359 
484.234 
423,878 
365.579 
154.762, 

$322,665! 
252.582' 
237,8171 
211,651 
191.353 

$850,024 
736,816 
661,695 
577.230 
.'M6.115 

$534,279 
486.671 
419.990 
381,684 
201.643 

+$142,353 
—103.302 

—1.112 

—1,447 

—109.790 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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SWISS  REINSURANCE  COMPANY,  Zurich.  Switzerland.— Conhnuerf. 


AaoB,  Dbc.  31. 1915. 

Boda lUiaOlO 

CUi 96,866 

Aieata'hihnnw....        30,290 
laurat 18.434 

TodlMseto 11,356.500 


LuBiUTOB,  Dk.  31, 1915. 

IxMBeeonpMd $107,163 

Unewnedprans....       718,622 
Other  Ikbmtke....         10,200 

Totallbbilities...     1835.985 
Snrphia 520.515 

Total 11.356.500 


U&derwiitaK  ptoBt,  118,314;  iaveetment  profit,  140.806. 

iMB  AND  PREMIUMS:    Fire  riaka  m  force  Deoember 
31.  IIMJB07.130;  premiuiiu  thereon.  $1,370,509. 


BU3INES6  6INCE   ADMISSION  TO  U.   S.: 
mdnl  li041.4SO;  lows  paid.  $1.92a778. 

BONDS  OWNED:  Phr 

Vabe. 

S«MCQrdc.B^5%.  1920 $200,000 

nerBhaL^4%,1031 100.000 

Sw  York,  N.Y,  4^4%.  1960 150.000 

N«rYflA,N.Y,4%,1969 50,000 

AteiuT.48.Fe.Kii.m..4%,1905 20,000 

A(cluT.AS.Fe,adj.s.,4%.1995 25.000 

B.tO,r.nL.4%.  1941 40.000 

B.40,lim4%.l948 10,000 

Cm.  3©.  Ry,  5%.  1962 20.000 

ClieBLA0,Kii.Bu4H%.1992 laOOO 

C!iL.B.4a,nLDiv..3H%.1949 20,000 

Cb,ILAP.8,liiu4%.1949 25,000 

Cki^S.Is.&IW.,l&r.m..4%,  1934.  30.000 

C.S.LRt,4^%,1961 30.000 

Hoeki«Ta]^  1  cs.  (.m..  4H%.  1999. . .  2a000 

iCy.Tia.R.R..  1^4%.  I960....  20.000 


Prenuuins 


Market 

Value. 

$194,400 

102,880 

151.500 

49.000 

18.800 

21.750 

35.200 

9.200 

2a800 

9.100 

17.200 

22.750 

19.800 

30.300 

18,600 

17.800 


BoMM  OwNBD.— Can<.  Par  Market 

Value.  Value. 

L.  S.  &  M.  So.,  d.,  g.;  4%,  1931 $20,000  $19,000 

L.  k  N..  un.  g..  4%.  1940 40,000  38,000 

New  Orleans,  tm..  1  m..  4%,  1953 23,000  16.790 

N.  Y..  0.  k  St.  L..  1  m..  4%,  1937 10.000  9.300 

N.  Y..  W.  A  B..  1  m..  4H%,  1946 20.000  16.400 

No.  PiMS.  Ot.  No.  R.  R..  C.  B.  k  Q.,  coL. 

4%.  1921 3a000  29,400 

No.  F^^  gn.  In.,  3%.  2047 30,000  19,800 

N.  A  W..  1  cs.  m.,  4%,  1996 10.000  9,400 

Ore.  S.  L..  r..  gn  4%.  1929 20,000  18.600 

Ehn  A.  k  A.  FkSB.,  1  m.,  g..  4%,  1943 .. .  24.000  17.040 

So.  Ry..  1  08.  m..  5%.  1994 55.000  56,650 

So.  Ry..  Memphis  Dnr.,  g.,  5%.  1996 ... .  25.000  25.750 

So.  Ry.  Mobile  k  0.,  coU  g.  4%,  1938. .  30.000  22.800 

So.  Ry..  St.  L.  Div..  4%.  1961 20.000  16.800 

So.PM.,lr..c.,4%,1955 10,000  9,000 

So.  Fte.,  San  F.  Tm..  g..  4%.  1950 4,000  3,400 

Un.  Pkc.,  1  bi.  A  r.  m.,  4%.  2006 30,000  37.000 

Un.  Tm..  1  m..  g..  5%.  1942 10.000  9.900 

Vandalia  es..  4%.  1957 4a000  86.800 

Va.  Ry„  1  m..  6%,  1962 20,000  19,600 

Western  N.  Y.  &  Penna..  1  m.,  5%,  1937  10,000  10,400 

Bell  Tl.,  Can.,  Ltd.,  g.  d..  5%.  1925 20.000  19,400 

General  El.,  g.  d,  5%.  1052 20.000  2a800 

Totab  (book  value.  $1,210.910) $1,391,000   $1,210,910 


MISCELLANEOUS:  Deposit  in  N.  Y.,  $200,000;  in  0.,  $]0a- 
000. 

UNITED  STATES  TRUSTEE:  N.  Y.  Life  Ins.  k  Tr.  Co., 
N.Y. 

TERRITORY  COVERED:  The  company  is  licensed  in  Ark.. 
Colo.,  la..  Ill-  Kan.,  La.,  Blass.,  Mion.,  Mias.,  Mont.,  Nev., 
N.  H.,  N.  J..  N.  Y..  N.  C  0.,  P*^  Tet  and  W.  Va. 


SWITZERLAND  GENERAL  INS.  CO.,  Ltd.,  IN  ZURICH,  Zurich,  Switz.§ 


Attorneys.  Bertschmann  k  Maloy.  New  York.    Organised,  1869. 
(United  States  Branch  Statistics.) 


1 

Tiu>   AsKti 

rnearned 
Premiums 

Surplus 

Net 

I»S'    $671,291 
m ,     602.504 
1913  1     473,556 
1^12        4801707 
1*H  I      475.8« 

$70,403 
44.005 
44.760 
51.220 
53.630 

$475,648 
428,795 
344.172 
333.888 
307.208 

$525,655 
443,228 
408,705 
447,058 
414.566 

Total 
Income 


$546,065 
459,670 
471,338 
462.683 
429.891 


Pftid 


$559,737 
169.177 
260.661 
224,252 
204.648 


(+)  Rec'd 

Total  Ex- 

Losses 

from  or 

Expenses 

penditures 

Ineurred 

(-)  Remit 

i    toH.O. 

$120,344 

$680,081 

$556,668 

—$214,945 

105.711 

274.888 

202,535        —64.744 

101.660 

362.330 

248.413 

—111,671 

109,204 

333.456 

199,382 

—121,172 

95.778 

300.426 

217.353 

—114.787 

Dk.  31, 1015.  LiABiLimB,  Dbc.  31, 1915. 

Bowk $428,500    Lossesunpaid $112,001 

GiA 196.592    Unearned prems....         70.403 

Afats'Uuns....         41JS03    Other  UabiHtiee. .. .         13.239 

loiereet 4.696  

Totalliabilities...     $195,643 
Surphis 475,648 

Tetilamela $671,291       Total $671,291 


$180,468;  mvestment  profit.  $23,375. 

KI3K3  AND  PREMIUMS:   Msrine  and  inland  risks  in  force, 
i7.llR.l4e;  pccnioms  thereon,  $05,575. 

Bl-gNESB  IN  U.   8.  SINCE   1897:     Premhims  received. 
tVMS^l?:  kNses  paid.  $3,462,269. 


fTbameti  marine  boaineaa. 


BONDS  OWNED:  Par  Market 

Value.  Value. 

New  York  Cy.,  cp.  stk..  1954.  ZH7o ...  $25,000  $22,000 

New  York  Cy..  c».  atk.,  1918.  3H% 200,000  198.000 

Bait,  k  0..  1  m..  1948,  4% 30,000  27,600 

Union  Pac.,  1  m.,  1947,  4% 30,000  29,100 

Gt.  No.  No.  Pac,  1921,  4% 30.000  29.400 

New  York  Cy..  1967,  4]^% 10.000  10,600 

N.  Y.  C.  4  H.  R..  r..  1997.  3^^% 10,000  8.300 

Ateh.,  T.  k  S.  Fe..  gn.,  1995.  4% 25.000  23.500 

B.  k  0.  R.  R..  pr.  b..  g..  1925.  3M% . . .  20.000  18.600 

A.  C.  L..  1  cs.  m..  1952.  4% 3a000  28,200 

Swiss  Confd..  g.  n.,  1920.  5% 20.000  1 9.400 

C.  M.  4  St.  P.,  d.,  1934.  4% 15.000  13.800 

Totals  (book  value,  $439.357) $445,000  $428,500 


MISCELLANEOUS:  This  company  bwan  business  in  the 
United  States  in  1872.  Bertschmann  and  loaloy  are  also  United 
States  attorneys  for  La  Fonciere. 

FIELD  MEN  AND  TERRITORY  COVERED:  Louis  Rosen- 
thal, asent  for  Cal.,  Haw.  and  Wash.  The  company  is  licensed  in 
Cal..  Haw..  N.  Y.  and  Wash. 
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THAMES  AND  MERSEY  MARINE  INS.  CO.,  Ltd.,  Liverpool,  Eng.1[ 


Manager.  H.  K.  Fowler.  New  York.  OrgaiUfed.  1860. 
(United  States  Branch  Statistics.) 


Yl4R 


1016 
1014 
1013 
1012 
1011 


Aflwts 


$1,270,632 
018.284 
568.260 
854.272 
832,001' 


Unearned 
Premiums 


$107,028 
118.813 
120.606 
106.282, 
114,071 


Net 
SurphiB       Premiums 


$668,737 
400.687 
360.766 
383,672 
308.276 


$1,280,304 
740.130 
606,418 
720.065 
648.046 


$1,313,720 
773.660 
63a730l 
764.045 
673,096! 


$662,620 
430.018 
408.585 
410.6111 
206.745! 


$254,498 
175.659 
162.353 
161.147 
149.081 


Total  Ex- 
penditures 


$017,127 
606,477 
66a938 

.580.758 
356,826 


.  (+)  Hee'd 
from  ot 
Incurred     (— ^   Ronit 
toH.  O. 


$862,281 
484.036 
631.373 
422.146 
317.293! 


— S35.792 

+33.063 

—62,191 

—147.298 

—243.918 


AassTB,  Dk.  31, 1916. 

Bonds  and  stocks . . .  $677,010 

QMh 330,606 

Afsnts' balances....  244,642 

Interest 4.112 

Otherassets 32,943 


Total $1,291,212 

8pL  dep.  over  liab. .  9,680 


LoBiLiTEM,  Dbc.  31, 1916. 

Losses  unpaid $473,763 

Uneaned  prems. . . .       107.028 
Other  liabilities....        40.114 


Total  liabiUties...     $620,806 
Sorphis 668,737 


Tot.  adm.  assets. .  $1,279,632       Total $1,279,632 


Underwriting  profit,  $167,271;  inTcstment  profit,  $30,160. 

BISKS  AND  PREMIUMS:   Marine  and  inland  riAs  in  force, 
$12,200,685;  premiums  thereon,  $173,669. 

BUSINESS   IN   U.   8.   SINCE   ADMISSION:     Premiums 
received,  $16,471,073;  kMses  paid.  $7,492,379. 


BONDS  AND  STOCKS  OWNED: 
Boiroa. 

StoteofOa. 

A*  T.  ft  B.  Km  Iv.  R 

l/DI.  ft  Pi .  W.  K.  K 

Boston,  1932, 3H% 

N.  yTCy.,  194^63,  3H% 

N.  y.  Cy.,  1960.  AH% 

Portland.  1923. 6% 


Par 

Market 

Value. 

Value. 

$10,000 

$10,400 

25,000 

23.500 

92,000 

76,360 

6aooo 

46.500 

210.000 

188.800 

40.000 

42.400 

laooo 

10.400 

ITVanaaots  marine  burinc 


BoRiM  AND  Stocks  Ownbd.— CotU.  Par 

Bonds. — Cmd.  Value. 

C.  B.  A  Q..  1949.  3H% $2a000 

111.  C.  1961.  3H% 3a000 

St.  P..  M.  ft  M..  1937.  4% 16.000 

Stocks. 

Alle.  ft  W.  Ry 4a000 

Beech  Creek  By 26,000 

Clev.  ft  Pitts 16.000 

Lackawanna  R.  R.  of  N.  J 25.000 

Morris,  ft  Essex 16.000 

P..  Ft.  W.  ft  C 26.000 

Und.  Sahr.,  N.  Y 400 

Totals  (book  Talue,  $761.266) $602,400 


Valne. 

$17,200 

34.300 

14.400 

52,800 
22.260 
24.000 
36.000 
23.500 
25^350 
40.250 
600 


$870,010 


MISCELLANEOUS:  His  company  began  business  in  the 
United  States  in  1880.  Its  home  office  statement,  Januaiy  1. 
1911.  showed  subscribed  capital  £2.000,000:  paid-up  capital^ 
£200,000:  assets,  £1,096,206.  Conflagration  losses:  Baltimare. 
1904.  $4,346.  Vabes  of  qwdal  depoats:  Qa..  $10,400;  8.  C. 
$iaOOO;  Mass..  $100,000. 


UNITED  STATES  TRUSTEE:  Central  Trust  Co.,  New  Yoik. 

HELD  MEN  AND  TERRITORY  COVERED:  Louk  RoaeiH 
thai,  San  Frandsoo,  Cal.,  manaser  No.  P^ific  bruich.  cooprianc 
Cal.,  B.  C~  Ore.  and  Wash.  The  company  is  Hceoaed  in  Ala^ 
Cal.,  Ga.,  IIL,  La..  Md^  Mass..  N.  Y.,  Ore..  S.  C,  Tex..  Tor.  and 
HaL 


TOKIO  MARINE  INSURANCE  COMPANY,  Tokio,  Japan.f 


United  States  Managers,  Appleton  ft  Cox.  New  York. 
(United  States- Branch  Statistics) 


Yl4B 

Assets 

1915 
1914 
1913 
1912 

$674,066 
432.480 
347.029 
314,090 

Unearned 
Premiums 


$76,269! 
29.066! 
27.844 
13.071' 


Surplus 


$368,931 
368.686 
288,646 
265,416 


Net 
Premiums 


$418,491 

166,826 

134.712 

91.757 


Total 
Income 


$431,315' 
178,727 
146,082, 
101.7571 


Paid 


$178,715 
78.2261 
84.799, 
17.943! 


Expei 


Total  Ex- 
penditures 


$101,860 
29.8941 
25,210{ 
10.964! 


$28a566 

108,120; 

110,009| 

28,907. 


Incurred 


(+)  R«*d 

fnai  or 

(-)  Remit. 

toH.  O. 


$248.4001 

88.015, 
85.230 
42.5691. 


+S4^I8 

-hSJ99l 


Aasan,  Dae.  31, 1915. 

Bonds $360,000 

Gash 167,861 

Agents'  balances. . . .  61.107 

Interest  and  rents . . .  3,037 

Otherassets 2.642 

Total $684,577 

Spl.  dep.  over  liab . .  10,521 

Total  assets $674,056 


LuBatms,  Die.  31, 1916. 

Losses  unpaid $110,066 

Unearned  prems ....  76,269 

Other  liabiUties....  18.791 

Total  liabilitiM...  $205,125 

Surphis 368,931 

Total $574,056 


Underwriting  profit,  $8,249;  investment  profit,  $8,200. 

RISKS  AND  PREMIUMS:    Marine  and  inland  risks  in  force, 
$11,693,262;  premiums  thereon,  $141,343. 

TIVansactB  marine  business.  * 


BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums 
$811,786;  losses  paid.  $356,681. 

BONDS  OWNED:                           Par  Market 

Vahie.  Vmliw. 

N.Y.C..  1967-9.4% $250,000  $245,000 

U.8.A.4%1926 laOOO  11.000 

City  of  Columbus  1937-42 100^000  106,000 

Totals $360,000  $360,000 


MISCELLANEOUS:  Deposit  in  Ga.,  $10,000;  in  O..  tioa- 
000. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  oom- 
pany  operates  in  Ala.,  Colo..  Fia..  Oa..  la..  III.,  La.,  Mo..  Md^ 
Mich..  Minn.,  Neb..  N.  J.,  N.  Y..  0..  Ofcla..  Ore.,  Pa.,  S.  C.  Tes, 
Wash..  Cal..  Ind.  and  Wis. 
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UNION  ASSURANCE  SOCIETY,  Ltd.,  London,  Eng. 

United  State*  liaufer.  A.  H.  Wray.  New  York.    Orguiised.  1907. 
(United  Statea  Braoefa  8tatiatios.) 


Tiu 

!  Unearned 
AmbIs       PnsnioBiB 

Surplns 

Net 
Ptaniusis 

Total 
Income 

Loeees 
P^d 

Expenm 

Total  Ez- 
pendituret 

IXMBQI 

Incnmd 

(■j-)Rae'd 

from  or 

(-)  Remit. 

toH.  0. 

1915 
1914 
1913 
2912 
1911 

$1,509^011,       $538,513 

1.450.O39>         523.577 

1.337.7291         370.724 

9S7,ftM         315.535 

678J08         281.536 

$800,331 
809.113 
936.590 
614.105 
346.872 

$536,237 
591,706 
390.115 
333.822 
329.279 

$587,724 
641,948 
430.601 
364.488 
353.210 

$257,661 
210.770 
164,064 
229,906 
144,762 

$224,385 
246.063 
130.778 
138.377 
118.550 

$482,046 
456.833 
294,862 
368.285 
263.312 

$257,668 
243.133 
162.966 
200.398 
165.593 

-$40,880 
-99,738 
—285.138 
+306.841 
—103.732 

Dbc  31, 1915.  LuBiLRnB,  Dnc.  31, 1915. 

BoadBAMlikods...  $1,220,410   Loeees unpaid $56,852 

GMfa 166.806  Unearaed prams....       536.513 

118.156  Otlier  liabffitiee. . . .        16.315 

12.447  

OtkfMBeti 765  Total  fiabOitica...     $609,680 

Sorplua 809.331 


Totil $1,518,583 

Skri.dep.0T«liab..  9.572 


TMal 


$1,500,011       Total $1,509,011 


CaderaritiBg  profit.  $32,163;  innatment  profit.  $49,268. 

KBKS  AND  PREMIUMS:    Fire  riaks  in  foree  Deeonber 
31.  IB9.567.534;  prenaamB  thereon.  $064,417. 

BOSNESB  SINCE  ADMISSION   TO   U.   S.:     FramiumB 
noand,  $2.8521829;  k»m  pud.  $1,095,073. 

BONDS  AND  STOCKS  OWNED: 
Boms. 
UBtedStataiF^   3%,  1961 
^  FtaKh  est.  g.  In..  5%.  1926! ! ! ! ! ! 

Kl<ifCd^3J6%.1934 

*e,3%.1930 

2^3H%.10IO^ 

N.T..4%.]956^ 

Attk^  T.  ft  S.  Fe  R.  R.,  (E.  Okk.  Div.) 

1B..4%.1«38 12.000  11.400 


Par 

Market 

Vahie. 

Vahie. 

$10,000 

$10,200 

50.000 

47.000 

loaooo 

104.000 

50.000 

44.500 

519.000 

458.470 

76.000 

74.480 

BoifM  AMD  StOCXB  OwidD. — CotU. 

BoMiia. — CtnU. 
Ateh..  T.  ft  S.  Fe  R.  R.  (TAoa.  S.  L.), 

lm..4%.1968 

Chi..  Mil.  ft  St.  P.  Ry..  4%.  1934 

Lehigh  ft  N.  Y.  R.  R..  1  m..  4%,  1045  . . 

Penna,  gr..  4H%,  1921 

Ptona.  gn.  fgt.  eq.  tr..  4H%.  1916-8 

L.  Uand  R.  R..  dl.  5%.  1994 

L.  Iiiand  R.  R.,  r.  m.,  gr.  4%,  1949. . . . 
N.  Y.  C.  ft  H.  R.  R.  R.,  d..  4%.  1934. . . 

SrocKft. 
Underwnten  Sabage,  Chi 


Vahie. 

$22,000 

100.000 

20.000 

18.000 

30.000 

19.000 

100.000 

200.000 

1,000 


Market 

.  Value. 

$19,580 
92.000 
17.800 
18.360 
30.000 
18,620 
87.000 

186,000 

1,000 


Totals  (book  vahie,  $1.272.927) $1,327,000   $1,220,410 

MISCELLANEOUS:  Deposit  in  0^  $100,000;  in  N.  Y..  $287.- 
000;  in  N.  C.  $10,200. 

UNITED  STATES  TRUSTEES:  FroderiekB.  Campbell.  John 
Cbflin.  Walter  P.  Bli«.  New  York. 

FIELD  MEN:  Harry  H.  Smith.  433  Gdifomia  etn  San  Frsn- 
ciBOo..  Cal»  PlBcifie  Coast  managn.  A.  H.  Wray.  United  States 
manager;  Charles  J.  Hofanan  and  Clarence  E.  Porter,  asttstant 
manages;  William  M.  Ballard,  branch  secretary;  H.  C.  Edity. 
Chieago,  ID.,  manager  western  department.  Society  operstes  m 
Aric.  Cal.,  Cclh,,  Conn..  D.  C.  Fla..  Ida..  111.,  Ind..  la..  La..  Md.. 
Mass..  Mich..  Mo..  Mont.  Ner..  N.  H..  N.  J..  N.  Y.,  N.  C..  0.. 
Ore..  Pk..  R.  I..  UUh.  Wash..  W.  Va..  Wis..  Alas,  and  Wyo. 


UNION  FIRE  INSURANCE  COMPANY,  Paris,  France. 

Managers.  Starkweather  ft  Shedey.  Inc..  Providence.  R.  I.    Organised.  1828. 
IVesident.  Geonge  L.  Snepley.  Supt.  of  Agencies.  Bmil  G.  Pieper. 
1  States  Branch  SUtutios.) 


(United 


Tiai 


191S  ^600.243 
MM  982.822 
»13  95U22 
1912  88M29 
mi  I      84],70$> 


Unearned 
IVeanums 

Surplus 

Net 

Premioms 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

$349,956 
335.675 
304.689 
252.091, 
186.0351 

$565,125 
534,996 
565.155 
567.939 
599.126 

$411,587 
419.351 
390.762 
350.982 
308.404 

$443,529 
452.400 
422.063 
380,167 
335,370 

$237,794 
270.149 
191,953 
196.377 
107,475 

$158,996 
162.042 
147.550 
126.639 
103.616 

$396,790 
432.191, 
339,503 
322,816 
211,091 

Incurred 


$223,277 
273.722 
202,390 
196.644 
129,849 


(+)  Rec'd 

from  or 

(-)  Remit. 

toH.  0. 


-$1,878 
-4.696 
—2.169 
—1,401 
—8.401 


CM 


Oll» 


Dk.  31. 1015. 

$726,123 

151.589 

114.804 

ia285 

187 


LiABiuinB,  Dae.  31, 1915. 

Losses  unpaid $39,327 

Unearned  prems. . . .       349,956 
Other  liaUfitics....        45.885 


T«*rf $1,002,988 

dpLdquonrlMb..  2,695 


Total  liabilities...     $435,168 
Netsurphis 565,125 


Total 


$1,000,293       Total $1,000,203 


t^Bdtniritiag  prafit.  $8,290;  inyvtment  profit.  $17,155. 

^HSKS  AND  PREMIUMS:   Fife  risks  in  force.  Deeonber  31, 
$71.408348:  prashmn  thereon,  $673,003. 

BrSDrgaS  in  U.   S.   since   admission:     Premiums 
fwnfd,  $1,071,539; 


8.   SINCE   ADMISSION: 
paid.  1980.382. 


BONDS  OWNED: 

^^Ga,  r«I..  4H%.  1022 

g^O,wat.«kB,4%.1040, 

N.  Y.  Cy^  eavpL  itk.,  4H%.  1900. . . 

M,G.,pv.nim4%.1963 

Va.,  pub.  imp..  4%,  1043 


Par 
Value. 

oiaooo 

100.000 

210.000 

10.000 

25.000 


Market 

Value. 

$10,100 

104.000 

212.100 

10,000 

23.250 


Bonds  Owksd. — CotU. 

IFVench  Rep.,  debt.,  3%,  perpetual 

French  Rep.,  nat.  def.  oU..  5%,  1925. . . . 
A.,  T.  ft  S.  Fe  R.  R.,  gn.  m.,  g..  4%,  1995 

B.  ft  0.  R.  R.,  1  m..  g..  4%,  1948 

Cent.  Pae.  R.  R.,  1  r.  m..  4%.  1949 


P^ 
Value. 
$62,440 
60.000 
100.000 
100.000 
100.000 


Market 
Value. 

$38,562 
52.110 
94.000 
92,000 
90.000 


Totals  (book  value.  $758.380) $777,440      $726. 1 22 


MISCELLANEOUS:  This  companv  was  established  in  1828. 
Its  home  office  statement  as  of  December  31,  1911.  showed  total 
assets  of  $35,534,784  (including  $23,266,282  premiums  of  future 
ytsun).  Its  subscribed  capital  is  $2,000,000.  and  paid-up  $1,500,- 
000.  Deposited  in  0..  $100,000;  in  Va..  $23,250;  m  Qa.,  $10,100; 
in  N.  C.  $10,000. 

UNITED  STATES  TRUSTEE:  Fanners  Loan  and  Trust  Co.. 
New  York. 

HELD  MEN  AND  TERRITORY  COVERED:  T.  H. 
Flaherty.  Portland,  Me.,  special  agent  for  Me.  and  N.  H.,  C.  F. 
Melendy.  Boston.  Mass.,  .special  agent  for  Conn.,  Mass.  and 
R.  I.;  C.  B.  Burke,  Plymouth  Meeting,  Pa.,  special  agent  for 
Pa.,  N.  J.,  Del.  and  Md.;  J.  D.  Fry.  S.  Boston.  Va.,  spedal 
agent  for  Va.,  N.  C.  Tmn.  and  Washington.  D.  C.  Freeman 
Wilsonf  Columbus,  0.,  special   agent   for  0.;  and  W.  Va. 
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UNION  FIRE  INSURANCE  COMPANY,  Paris.  France,— Continued. 


John  D.  Pollock,  ChicaiH),  Illn  specutl  uent  for  Mich,  and  Ind.; 
A.  A.  King,  Efanira,  N.  Y.,  epeeiai  agent  tor  N.  Y.  State;  R.  A. 
Osborne,  New  York  City,  N.  Y..  8i)ecial  agent  for  N.  Y.  sub- 
urban and  northern  N.  J.;  Fay  Morrissey,  Champaign,  111.,  special 
Sent  fw  Wis.,  111.,  Mo.,  Neb.,  la.  and  Rochester  and  Winona, 
inn.:  Gordon  Williams,  and  J.  R.  Cothran,  Atlanta,  Ga., 
special  agents  for  Ga.,  S.  C.  and  Fla.;  Geo.  C.  Johnson,  Minne- 
apolis, Minn.,  special  agent  for  Minn.,  N.  D.,  Iowa  and  Neb.; 


H.  C.  Gardno*  Co.,  Denver,  Colo.,  goieral  agents  for  Colorado: 
Watson  &  Taylor,  San  Francisco,  general  agents  for  OaGfoniia; 
Lamping  ft  Co..  Seattle.  Wash,  and  Portland.  Ore.,  genaral 
agents  for  States  of  Washington  and  Oregon;  Haas  and  Mae 
Intyre,  Atlanta,  Ga.  general  agents  for  Geoorgia.  The  company 
operates  in  Conn.,  Gal.,  D.  C.,  Fhu,  111.,  Imi..  la.,  Ky.,  La., 
Md.,  Mass.,  Mich.,  Minn..  Mo..  N.  J..  N.  Y.,  N.  C  O.,  P*.,  R.  I.. 
Tenn.,  Va.,  Wis.,  Colo.,  Ga.,  Neb.,  Ore..  Wash^  W.  Va.  and  8.  C 


UNION  MARINE  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng.f 

United  SUtes  Manager,  H.  K.  Fowler,  New  York.    Organised.  1863. 
(United  SUtee  Branch  Statistics.) 


1915 
1914 
1913 
1912 
1911 


I 


I 


Unearned 
Premiums 


$910,476 
889.2811 
712,391 
868.312 
739,592 


Surplus 


Net 
Premiums 


I 


$210,973 
190.001 
193.032i 
172.613 1 
195.959 


$461,040 
478.128; 
362.885 
374.681 
320.847; 


$1,226,928 

1,059,055| 

78a786 

893.677 

888.9471 


Total 
Income 


$1,255,343 

1.082.841 

803.506 

917.068 

911.013 


$808,349 
588,261 
577,150 
545,812 
537.042 


I  Total  Ez- 
Expenses     penditures 


$372,203 
297,895 
274,632 
212,958 
245,395 


$1,180,552 
886,156 
851,782 
758,770 
782,437 


Incurred 


I  (-+-)  Rec'd 
I    firam  or 
(~)   Remit 
;    to  H.  O. 


$802,280 
641.911. 
520.986, 
541.870 
579,752' 


^  Transacts  marine  bunness. 

A08ST8,  Dm.  31, 1915.  LuBiums,  Dbc. 

Bonds $594,790 

Cash 156,583 

Agents'  balances 157,506 

Interest 7.872 

Otherassets 725 


Losses  unpaid. . . 
Unearned  prems. 
Other  lialnlities. 


Total $917,476 

Bpl.  dep.  over  liab . .  7,000 


Total  liabilities. 
Surplus 


31, 1915. 

$203,463 

210.973 

35.000 

$449,436 
461,040 


Total 


$910,476       Total $910,476 


Underwriting  profit.  $649;  mvestment  profit,  $29,539. 

RISKS  AND  PREMIUMS:    Marine  and  inland  risks  in  force 
December  31.  $19,879,429;  premiums  thereon,  $388,603. 

BUSINESS   IN   U.   S.   SINCE   ADMISSION:  Premiums 
nosived.  $16,465,884;  losses  paid.  $6,876,432. 

BONDS  OWNED:                           Pw  Market 

Value.  Value. 

Atlanta.  Ga..  1937,  4H% $10,000  $10,300 

Cleyeland.  0.,  1926.  4% 100.000  102.000 

Mass.  Wat.  Loan,  1933,  3H% 14,000  13.160 

N.  Y.  C.  op.  stk..  wat..  1954,  3H% 10.000  8,800 

N.  Y.  C.  cp.  stk.,  wat..  1962,  4H% 100.000  101.000 

N.  Y.  C.  B.  Riv.,  bg..  1940.  3H% 100,000  90,000 

N.  Y.  C,  R.  T..  1960.  iH% 7,000  7,070 

San  Francisoo,  1940-8 25,000  26.650 

A..  T.  A  S.  Fe.  gn.  m..  1995.  4% 41,500  39.010 

Bos.  A  Me.  stg.  c,  1923,  3H% 1,000  820 

B.  ft  Me.  stg.  c  1944,  4^% 7.000  5.110 

Bos.  ft  Alb.,  res,.  1938,  5% 4.000  4,280 

Oarthace  ft  A.  Ry.,  1  m.,  1981,  4% 27,000  23,760 

C.  R.  R.  of  N.  J.,  gn.  m.,  1987,  6% 9,000  10.620 

C.  B.  ft  Q.  111.  Diy..  1949.  ZH% 33,000  28,380 


Bonds  Ownbd. — Cont.  Par 

Value. 

Chi.  Nwn.  R.  R.,  1987,  3H% $3,000 

Detroit  Grand  Haven  Mil.  eq.,  1918,  6%  1.000 

Fltchbura  R.  R..  c,  1916.  4% 3,000 

Kan.  ft  Colo.  Pac.  Ry.,  1938,  6% 5,000 

Minn.  St.  L..  r.  m.,  1949.  4% 3.000 

N.  Y.  ft  Putnam  Ry.,  1  m^  g..  1993,  4%  17.000 

N.Y.,N.H.  AH..  1955,4% 40,000 

N.  Y.  C.  ft  H.  R.  R.  R.,  1997,  3^%. . . .  5,000 

Old  Colony  R.  R..  1938. 4% 3.000 

Pk.  Co.,  Ft.  WayD^  col.,  1941,  3>^% . . .  26.000 

So.  ft  No.  Ala..  1963.  5% 30,000 

Solvay  Pro.,  Sen.  Sol.  jt.  unp.  d..  1918, 5%  4.000 

ToUls  (book  vahie,  $629.496) $630,500 


S.742 

—2.840 

—87,028 

— «1.548 

—12.313 


Market 

Vahie. 

$4,150 

930 

3,000 

2,000 

1.710 

15.470 

32.400 
4.150 
2.7180 

22.S60 

saooo 

4.000 


t5»4.790 


MISCELLANEOUS:  This  company  began  boaineaB  in  the 
United  States  in  1880.  Its  home  office  statement,  January  1, 
1913,  showed  a  subscribed  capital  of  £1.308.000  (£163.500  paid 
up),  and  assets  of  £1,081,494.  Conflagration  leases:  San  Fran> 
CISCO,  1906,  $7,221.  This  company  holds  at  its  he^i  office.  $390.- 
300  of  the  stock  of  the  Columbia  Insurance  Co.  of  Jersey  City. 
N.  J.  Majority  of  Union  Marine  stock  is  owned  by  Phcmix  of 
London.  Vahie  of  special  deposits:  O.,  $100,000;  us..  SiaSOO: 
Mass.,  $100,000. 


UNITED  STATES  TRUSTEES: 
Suffem  Tailer,  New  York. 


George  Francis  Crane.  T. 


FIELD  MEN  AND  TERRITORY  COVERED:  Neare,  Qibfaa  ft 
Lent,  Cincinnati,  0.;  Field  ft  Cowles,  Boetcm.  Mass.;  F.  H.  Osbora 
ft  Co..  Chicago,  111.;  Lucas  E.  Moore  ft  Co.,  New  Orleano.  Tbe 
company  operates  in  Ala.,  C!al.,  Caan^  Del.,  D.  C  Gsu  HI.. 
Ind.,  la.,  Kan.,  Ky.,  La.,  Me..  Md..  Mass..  Mich..  Minn..  Mo.. 
Neb.,  N.  H..  N.  J..  N.  Y..  N.  D..  0..  Ore.,  P*..  S.  D,  Tenn^ 
Tex..  Vt..  W.  Va..  Wash..  Wis.  and  Canada. 


UNION  AND  PHENIX  ESPANOL  INSURANCE  CO.,  Madrid,  Spain. 


United  States  Managers,  Fester  ft  Folsom,  Incorporated,  New  York.    Organised,  1864. 

(United  States  Branch  Statislics.) 


YlAR 

Assets 

1015 
1914 
1913 
1012 
1911 

$1,420,084 

1,343,181 

1,292,169 

1.100,895 

978,167 

Unearned 
Premiums 


$848,9o8; 
902,678 
838,6971 
688,304! 
515,844 


Suri^us 


$404,3811 
266,332 
310.1981 
308, 161 1 
375.0561 


Net 
Premiums 


$1,090,022 

1.204.962 

1.153,024 

1.012,8121 

825.623 


Total 
Income 


PAid 


$1,144,418 

1,257.480 

1,197.722' 

1.048.377, 

850.415 


$690,232 
750,739 
116.333 
497,437 
243.3341 


Expenses 


$369,783 
401.648 
301,263, 
318,124, 
257.237' 


Total  Ex- 
penditures 


$1,060,015 

1,152,387' 

977.596 

815.561, 

500.571 


Incurred 


$659,536 
769.696! 
649.751: 
501.939 
305.608! 


(-4-)  ilee'd 

from  or 
(— )    Remit- 
to  H.O. 

--73.406 

—15,004 

— lOCOOO 

— iia29i 


AwBTB,  Dbc.  31, 1915. 

Bonds $1,249,240 

Cash 117.677 

Agents'  balances. . . .        34,497 
Interest 18,670 


LuBiurraB,  Dsc.  31. 1915. 

Losses  unpaid $144,495 

Unearned  prems 848.958 

Other  liabmties....         22.250 


Total  liabiUties. . .  $1,015,703 
Surplus 404.381 


TotalasBsts $1,420,084       Total $1,420,084 


Underwriting  profit.  $92,689;  investment  profit.  $43,007 
RISKS  AND  PREMIUMS:    Fire  risks  in  force, 

$152,655,308;  premiums  thereon.  $1,681,198. 
BUSINESS   IN    U.   S.   SINCE   ADMISSION: 

received.  $5,514,142;  losses  paid.  $2,783,980. 

BONDS  OWNED:  Par 

Value. 

N.  Y.  Cy.,  cp.  stk..  4^%.  I960 $200,000 

Cleveland,  reg.,  4%,  1920 40.000 


31. 


Market 

Value. 

$ao2.<no 

40,400 
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UNION  AND  PHENIX  ESPANOL  INSURANCE  CO.,  Madrid.  Spain.—ConHnued, 


BcBOsOmraD. — Cant. 

WBb;ht,4%19«0 

Cb^N4%.lM0 

AthBta,Ga^cRaata7.44%.  1940... 

iilnte.Gs.ic.,4H%.lM0 

Jeney  Ofr.  N.  J.,  r.  g.,  4%.  1M9 

K.Y.Qr.ep.fik^4H%,1960^ 

K(fffQfiuVft.  4^^.1940 

Bidurad.  Va^  mp.  4%.  1943 

JUefa.,  T.  ft  8.  Fe  R.  lU  tnuis.  8.  L..  1  m.. 

4<x.l9M 

Acrii,T.  A  S.  Pe  R.  R..  KD.  m.,  4%.  1995 

Bih.ftO.R.R.,  PittL,  L.  E.  A  W.  Va., 

4^1941  

Bdtft  0.  R.  R^  1  nu  4%.  1918 

Ctet  Pte.  By^  1  r.  m^  4%.  1949 

Ckn.  k  Pitta.  R.  R..  in-  m-  3H%.  1960 
Cy. k Xwa.  Ry^  gn.  m.,  g^  4%.  1967. . 
Chm. k 0.  Rt..  gn.  m., 4M%.  1992. ... 

CIL,BvLft(LooLjU4%.1921 

0)1,  IfiL  A  StTP.  Ry.,  CT.  g..  4^%.  1932 


Par 

Market 

Vahie. 

Value. 

S30.000 

931.200 

30.000 

31,200 

5.000 

5.150 

5.000 

5.150 

10.000 

9.700 

394.000 

390,640 

25.000 

24,500 

25.000 

33.250 

2aooo 

17.800 

50.000 

47.000 

10.000 

8,800 

2aooo 

18,400 

2aooo 

18.000 

40.000 

34,400 

10.000 

9,500 

70.000 

03,700 

15.000 

14.700 

5,000 

5.150 

Bonne  OwMiD.— Conl. 

Chi.,  Ma.  A  St.  P.  Ry..  gn.  m.,  4%.  1969 

Gt  No.  Ry.,  1  ft  r.,  4Ji%.  1961 

III.  Cent.  R.  R.,  r.  m..  4%.  1955 

L.  ft  N.  R.  R,  g.,  4%,  1940 

Man.  Ry.,  cs.  m.,  g..  4%.  1990 

N.  Y.  C.  ft  H.  R.,  g.,  3H%.  1997 

No.  Pac.  Ry.,  pr.  In.  ry.  ft  Id.  gt..  g.,  4%, 

1997 
N.  ft  W.  R.  R.,'  i  m,  m!,"  g.',  '4%,'  iwo '. ! ! 

Penna.  R.  R.,  os.  m.,  4%,  1948 

So.  Pac.  R.  R.,  1  ft  r.,  4%.  1955 

So.  Ry..  1  C8.  m.,  5%,  1994 

Un.  Pkc.  R.  R.,  1  In.  ft  r.  m..  4%,  2008. . 


F^ 

Market 

Value. 

Value. 

$10,000 

•9.200 

15,000 

15.000 

20,000 

18,000 

15,000 

14.250 

10.000 

9.200 

30.000 

24.900 

15.000 

13,950 

15,000 

14.100 

25,000 

25.000 

30.000 

27.000 

40.000 

41,200 

32.000 

28.800 

Totab  (book  Tahie.  $1,274.176) $1.281.000    $1.249.240 

MISCELLANEOUS:  Thie  oompany  traneaets  a  fire  rein- 
aorance  buaoeea  in  the  United  States.  Depoat  m  Ohio,  S100.000. 
New  York,  $200,000. 

UNITED  STATES  TRUSTEE:   Bankera  Tr.  Co.,  N.  Y. 


URBAINE  FIRE  INSURANCE  COMPANY,  Paris,  France. 

finaaeiH, 
(United  Sutee  Branefa  Statieties.) 


United  States  Managers.  IVed  8.  James  ft  Co..  New  York. 


Ti4t    Aaeta 


Unearned 


SM 

»13 
1912 


fr72.136 
115.360 
649.874 
5ia4351 


$320,148 

267,533 

197.319, 

n.I24l 


Sarplos 


$396,302 
378,506 
426,913 
424.166! 


Net 
Prcnnuns 


$429,120' 
382,428 
307.973, 


Total 
Inoome 


$453,183 
409.757 
320,697 


Paid 


Total  Ex- 
Ripeniws   i  peoditures 


$187,604, 

213,115i 

91,624 


$160,440 
142,115 
106366 


$348,134 
355,230 
197,990 


$185,684 
228.295 
101.766 


(f )  Reo'd 
nom  or 

(-)  Remit. 
toH.  0. 


—$18,144 

—19,309 

+527,073 


Amh,  Dk.  31. 1915. 

Bondi  led  stocks...     $029,634 

CaA 73.187 

59.774 
9.541 


LuBEuma,  Dm.  31, 1915. 

Losses  unpaid $37,374 

Unearned  jprems. .. .       320,148 
Other  fiabiKties 19,312 


Total  liabilities...     $376,834 
Surphis 395,302 


Total 


$772,136       Total $772,136 


Usder«ntii«  profit,  $25,006;  mTestment  profit,  $9,935. 

RISES  AND  PREMIUMS:  Fire  risks  m  force,  Deeonber  31, 
WjaajKi;  piemimm  thereon.  $594,810. 

BtlSIKESS  IN  U.  a  SINCE  ADMISSION:  Premiums  reeeired, 
IUn.5»:  haaea  paid,  $486471. 


BONDS  OWNED: 


0, 


1982^2, 4% 

J.  Y.  &,  hane  am.  tm.,  rej.  g.,  1942, 4% 

N.  Y.  &,  on.  imp,  leg.  g,  1962.  4%.. . . 

?•  I-  S-  ^'  ■■P^  «K-  «^  ^••l*  *%  •  • 
A,  T.  ft  8.  Fe  Ry,  gn.  m.  K,  1995,  4%.. 

BdLftO.R.R,lm.jL,lM8,4% 

ChL.B.ftQ.R.IUIB.div,  m,  1949. 

(X,  M.  ft'si.  K  rI  'i,*C.'4  p1,"  im."gl 
1121,5% 

LSmft  IJLSol'RyVl  m.  g.^  'l99'7;3H% 


F^ 
Value. 
$100,000 
50,000 
100,000 
50,000 
25,000 
25,000 

25.000 

25.000 
25.000 


Market 
Vahie. 
$103,000 
51.000 
103,000 
51,500 
23,500 
23,000 

21.000 

26.000 
21.250 


BoMiM  OwNB).— Cent.  Par  Market 

Value.  Vahie. 
N.  Y.  C.  ft  H.  R.  R.  R..  L.  S.  ool.,  g.,  1998, 

3H% $25,000  $19,500 

No.  PikC.  Ry,  pri.  In.  ry.  ft  Lgt  g,  1997, 

4% 30.000  27.900 

No.  Pm.,  Gt.  No.  Ry,  C,  B.  ft  Q.  ooL, 

1,1921,4% 80,000  29,400 

Penna.  R.  R,  cs.  m.  g.,  1960.  4H% 25,000  26.500 

Freneh  Rep.  pub.  dept,  perp,  3% 86^850  55,584. 

Anglo-Fkench  ex.  to,  1920.5% 50,000  47.000^ 


Totab  (book  Talne,  $651.602) $671,860 


$629,134^ 


MISCELLANEOUS:  Its  latest  home  ofBoe  statement  showed 
-jsets  of  $5,256,490.  Company  was  Koensed  in  New  York  on 
February  10.  1913.    Deposit  m  N.  Y,  $200,000;  in  0,  $100.000.. 

TRUSTEE:  Guaranty  Trust  Co,  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  Fred  S.. 
James  ft  Co,  U.  S.  managers;  C.  B.  G.  Gaillard,  assistant 
manager  J.  B.  Guthrie,  219  E.  German  st,  Baltonore,  Md, 
special  agent  for  N.  J,  Pa,  Md.,  W.  Va.;  N.  Y,  Mass,  R.  I... 
and  Conn.;  Milton  P.  Vore,  175  W.  Jaokson  BWd,  Chica^  HI- 
q)eeial  annt  for  Mieh,  O,  ID,  Kr,  Ind,  Mo,  la.  Wis.  an« 
Minn.  The  company  operates  m  Gal,  Colo,  Conn,  HL  Ind.^ 
la,  Ky,  La,  MdTMaM.,  Mich,  Minn,  Mo..  N.  J,  nTY,  O^ 
Ore..  Pk,  R.  I,  Wash,  and  Wis. 


WARSAW  FIRE  INSURANCE  COMPANY,  Warsaw,  Russia, 

United  States  Mananrs,  Fester  ft  Fobom,  Ini 
(United  States  Branch  SUtistics.) 


New  York. 


Yma    Assets 


Unearned 


Suiphis 


1915 
19M 
19U 
1912 
1911 


$619^1: 
754JI73 
970^437 
9I2J62* 
•53,101  > 


$257,168 
871.050 
455,076 
518,921 
110,270 


$360,487 
279.837 
277,590 
828,310 
626,368 


Net 
Premiums 


$376,0451 

*243,801i 

616.396 

900,130 

182,156 


Total 
Inoome 


$419,715, 
283,546 
652,802 
925,972 
188.551 1 


Fkkl 


Expenses 


$346,325' 

481.424 

350,736 

277,549 

9.038; 


$122,932 

88.548 

178,711 

247.784 

51.065 


Total  Ex- 
penditures 


Incurred 


$460,257 

569.9721 

529,447 

525.333 

60.103 


$3iai22 

462,480 

372,927 

346,544 

22,798 


(+)|Rec'd 
from  or  6 

— )  Remit. 
toH.  O. 


—$22,500 
—30.000 
—99,000 

+522.518 


*After  deducting  $293,979  retnm  premiums  on  treaty  terminated 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 

WARSAW  FIRE  [NSURANCE  COMPANY,  Warsaw,  Raaeia.—CoiUnued. 

BDSINESe  IN    U.   S.   SINCE   ADUI88ION: 


D«.31.ltIII. 

IflHUDpud 

UummolprRiii  . 

oii»ii>b£t»... 

TcMlliibiUtw.. 

a^iw 

ToUl 

"■'?"_ 

«Bii-i>iu»...-  -m.m 

J.M2 

ToUlMH 

u im.ni 

3«0,«7 

profit.  t38.IB2. 

RISES  A 

ID  FREMIUM8: 

FVtriAi 

ntB«.I> 

■HIlbBSl. 

i.,4W%.l»<» 

it.  wlo.  <Si%.  IMS... 
[,  tniMH.  t%.  list-  . 


noi.000 

MS.  780 


TaUb  (book  nluc  1111.029) . . . 


IS«a.OaO      tMB.TG 


1  the  Uruidd  Stmt«.    Dcpmiud  b  Ohib  tKnOOCh  n 

.  . ^.000. 

UNITED  STATES  TRUSTEE:     Binkm  Trait  Co,  Nnr 


N.  Y.,  IKO.OOO. 


WESTERN  ASSURANCE  COMPANY,  Toronto,  Canada.! 

.    OrcuuHd.  1891. 


v„. 

^ 

Vmnsd 

Snrplui 

■JL. 

Tot.1 

low.   ; 

EiptDH 

TirtdEi- 

-"-1 

ji-« 

0< 
»3 

(2.719,449 
1M3.873 
l.S8i,«0 

i:2M,M4 

11,306  030 

i:oi8;48« 

1.028,900 

■»  ,707,»2i 
.U2!7fiB' 

:iSS' 

11.804.181 

);«u;i88i 

i!oTe!!oo 

024.483 
87e.»8i 

II 

ti,eias7i, 
III 

t«9S,««7 

I.10I.132 

iKhidn  MW.US  muint  mmituDi  ud  1277.445  suriH  I 
Aan*.  Die.  31. 1019.  Luiomw.  Die.  31. 1019. 


i^t^  K^2.81>;  premidm 
4E8B   IN    U.   S.   SINCE    ADMISSION: 
nnind,  ua.I3O.e70;  bwa  ptid.  140,964.747. 

BONDS  AND  STOCKS  OWNED;  P« 

Bom.  Viliw. 

Anglt^Fniuliat.  wula.,  9%.  ItlO. .  ,.         113.000 

Dom.  bI  Cbb,,  3W%,  «  mmtW  noUee . .  S.390 

Fortu  Rko.  r« .  i*,'.  1027-:i:, 

C»D«li»a  No.  Hv.,  1'-",..  I"!" 

C«bour»,OBt-d„4';t.  11i-'l  J7 

Colnmbiu,  O,  4%.  lOlU         

Bo^w.  On.  Buooft  k--^  ,  )%.  1034 . . 

G<gc(k  9M%.  1»3 

0™owffl4Co,8.C,4'/   .1033 

BudlKa.  Out,  TCI.  ffk' ,  <l ,  4H%.  1034 

—         iL0i.Ud„41,',.  [■.118-27 

-  "-It.,  d.,  4''i.  l'.i.'J-2a 

,4%.lil30  

Co    N.C..  s.,l»J« 

HOEInBi,  vw- a-,  4'ii.  1^17.24 

Ntw  Yort. fli- 3H%.  Wl'Ml 

Snt  Turk,  di,  4%.  m-i        

N«wyi«k,cip-4ts'^;.  l!N>l    

OaUrio,  d ,  SC  1030  

Prim  Albert  SUu  d..  y ; .  1«3> 


07.333 
26.000 

9aooo 


KknWD,  0 
Hi^tobhii 


Muriut 

V>1<H. 

tl2,220 

lO.OOO 

78.M0 
21.640 
9a9O0 
16.012 
0.400 
9.000 
22.M0 
20.280 
24.092 


StMcr.Oot 
T3«d».0.,4 


Wmnln,  Mu.,  d..  4'  .  i 

A..  E.  4  cSnt,  n ,  ^  r  .  ■. 


14.000 

loiooo 


1  iitD  Stocu  Qna.—CmL 
S^.A%.  IH9...'. 


Ckfl.  I^.  Rf.  ipe.  innM.  n.  Mf.,  1%, 
1924 

Oii.  Mil,  A  St.  P.  R7.  4%.  1980 

ChL.  MIL  A  St.  P.  By.,  ov_  4  Wo,  1933, 

Chi.  Mil.  A  St.  P.  Ito.,  in.  r..  9%.  2014. 

Chiaio  By..  9%.  1027 

DuImB  St.  lb.,  (I.  Bm  5%.  1930 

L«  AigdH.  Cil.  ly.  oorp.  1  A  r.  m,  („ 
9%,  IMO 

Miiui.St.By.4St.P.Cy.By..9%.l»2S. 

Niiwrrn,  ai.  C»tli.  k  Tot.  fo..  97b  ■"" 

Potto  Rloo  Rja..  1  m..  9%.  1039 

Cv].  Ld.  k  ifit'l  lor.,  m..  d.  6%.  192C 

C«Dt.Cu.  Ln,  JiSiT..  il..4^c.  1917.  .. 

CauKlidiUd  Ql.  N.  v.,  d..  6%.  1020. . 

Mott.  Bond,  N.  Y.,  9%.  1932 

Pnjvineinil  Lt,  Ht.  k  9aw..  9%.  1940. 

Tocoolo  Ln.  k  Sit.  d.  4%.  1017-19, . . 


1029 


iaooo       3O.0M 
300.000     aoaood 

2,900  3.IT9 


lOiOOO 


Ill.Ct.R.B. 

LeUibVaLRy 

L-SlJ.Ry 

Miu.,  St.  P.  *  S.  StB.  H.  Ry..  c. . . 


36,000 


Uii.Pk.B.R    

Cu.  Bk.  of  Commerce 

C«o.  Penn^M- Corp 

CoMolidntwi  Gm.  N.  Y 

Touto  (book  nhM,  12,070,7^ 


S.040 
5S.4N) 

SUM 

30.000         37.100 

laom       1 1.W0 
10,000       i4,aoo 

99,100        1IO.M0 
19.000  13,000 

19,>»        3a.«st 

10,000  14.W0 

11,928.014  1t,Ba2.177 


*Securitiei  u  perCoapuy'i  nliul 

MISCELLANEOUS:  Tbi>  oi 
UoiMd  Sutn  in  1974.  lis  In 
1019,  ibowed  uM>  uiuiiDtiii«  ts  t3.73a,89«.  lod  t 

npilil  o(  (2.600.000.     TIk  cpil-' ■      ■'     ■' ■   *' 

but  ID  1008.  11,000,000  ot  pnfert. 

St  129  pw  eant.  ConfiicntHii  \amtr.  naniBm.  tiwi.  •»«.• 
933:  Eto  FnnciKo.  1000,  (1.740,770.  Vihia  of  v«l  teicHic 
0*..  (9.400;  Vl.  (41.110;  CiU  (99,490;  Fwto  ttitD.  (tAODO: 
N.  C_  (10,000.   OUxr  dtpodlft  nTY.  I "     


'.  (211000;  0.  imooo. 
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WESTERN  ASSURANCE  COMPANY,  Toronto,  Canada.— Contonuerf. 


UNITED  STATES  TRUSTEE: 
ATnotOo^NevYark. 


The  United  States  Mortgige 


DIRECTORS:  W.  R.  Brook,  pnsident:  W.  B.  Meikle,  riee- 
mida^  Jolm  Hoakiii,  K.  C,  LL.  D..  Robt.  Biekerdike.  M.  P^ 
E  C.  CoK,  D.  B.  Hanoa,  John  Aird.  Z.  A.  Lash.  K.  C,  LL.  D., 
Geo.  A.  Momv,  AngnatuB  Myen,  FredMio  Nieholb,  Alfired 
Oooper,  GoL  Sir  Henrr  M.  PBOatt,  C.  V.  O.,  E.  R.  Wood. 

FIELD  MEN  AND  TERRITORY  COVERED:  Wiekham  A 
EoDaiSBitiMet.  Dis^  U  Jdua  st^  New  York;  The  George  E. 
Wood  (X  Lk.,  New  York  mburban  dis^  84  WiUiain  et., 
N.T,i|)ediI  agent  for  N.  Y.  and  N.  J.  (except  New  York 
Otj),  G.  W.  Alcoek,  Oyraeuae,  N.  1'.;  Chariee  H.  Godfrey,  manager. 
tnllian  department,  Athnta.  Ga.;  Louis  T.  Miller,  agency 
sspmnteodat,  Atknta,  Qa.:  W.  W.  Smith.  State  agent  for  N. 
C.  EsUdb.  N.  C^  W.  N.  H.  Smith,  special  anoent  for  N.  C. 
R>ki^  N.  C^  A.  F.  Ixb^.  special  agent  for  Ga.  and  S.  C^  Atlanta. 
Gs.:  Ed.  M.  Hafer,  special  agent  for  Ala.  and  Fla.,  Montsamery, 
.Ma.;  Edmrd  Hontt,  ipedal  agent  for  La.  and  Miss.,  New  Orleans, 
U.;  L  B.  Lei^  k  Coiw,  little  Rock,  Aric  general  >«ents  for  Ark.; 
T.  A  MaBDng.  DaOas,  Tes.;  general  agent  for  Tex.  Western 
depiftBMBt  inefades  the  States  of  Cok).,  Aria.,  Utah.  Mont.. 


Neb.,  N.  D.  and  S.  D.,  Wyo..  Kan.  and  Ida.;  H.  T.  Lamey.  man- 
ager, H.  T.  Gtberson,  assistant  manager,  Denver,  Colo.;  H. 
Cmahan,  Hdena,  Mont.,  necial  sgent  for  Ida.  and  Mont.; 
G.  B.  ^le^  wptaal  agent  for  Kan.,  Neb.  and  S.  D.  Pacific  deiMrt- 
meot:  Miller,  Henley  A  Seott,  general  aaents,  San  Francisco, 
Cal.,  for  Cal.,  Ore.,  WasL,  Nev..  Hawan  and  Alas.  Special 
agente:  W.  L.  Brown,  San  Frandsoo,  CaL;  T.  J.  Craig,  Seattle, 
Wash.,  for  Wash,  and  Ore.  New  England  SUtes:  O'Brion. 
Rosaell  A  Co.,  managers;  Josq)h  F.  Bumside,  gmeral  sgent, 
Wm.Ti^lor  Jordon  special  agent,  Boston,  Masai,  for  Me.,  Mass., 
Ccan.,  K.  I.  and  N.  H.;  £.  Shaipe.  Pittsburg.  Pa.,  special  agent 
for  W.  Va.,  Pa.;  L.  M.  Quarles.  Richmond,  Va..  special  agent 
for  Va.,  half  W.  Va.,  Md.  and  D.  C;  E.  F.  Richards.  Detroit, 
Mich.,  for  Mich.;  T.  E.  Hayden.  Indianapolis,  Ind.,  for  Ind., 
Tenn.  and  Ky.j  John  Da^,  Clevdaad,  O.,  for  0.;  R.  L.  Bruen. 
Minneapolis,  Minn.,  for  Minn.:  G.  R.  Oodey,  Milwaukee,  Wis., 
for  la.  and  Wis.;  W.  A.  Scherte,  Ft.  Madison,  la.,  special  agent 
iot  la.;  W.  R.  Townley.  70  West  Monroe  at.,  Chicago,  111^  general 
agent;  A.  H.  Gmne  for  111.  and  Mo.  The  company  operates  in 
aO  the  Stotes  ana  territories  of  the  U.  S.,  except  N.  M.,  Okla., 
(marine  only)  and  Vt. 


YANG  TSZE  INSURANCE  ASSOCIATION,  Ltd.,  Shanghai,  China. If 


United  Stetes  Managers,  Willoox,  Peek  4  Hughes,  New  York.    Organised,  1S89. 

(United  Stetes  Branch  Statistics.) 


Yui    iaets 


Unearned 
Ptaouaou 


I9U 

im 

1912 

If  11 


t&W.15t 
445,4(Mr 
40S,llft 
5».S21 
417.8351 


$73,397 
59.856 
51,121 
51,533 1 
64,585> 


Sarpbs 


$425.8331 
314.379 
272.129 
275.958 
222,536 


Net 

Premiums 


$339,1371 
215.698 
192,171, 
263.734' 
201.0641 


Total 
InocHne 


Paid 


Expenses 


$356,233, 
230.601 
207.584; 
277,796 
217,654 


$09,619 
115.5411 
200.680 
103.819, 
268,721 


$72,950 
60,936 
74.507 
72.851 
70.634 


Total  Ex- 
penditures 


Incurred 


(+)  Rec'd 

from  or 

(-)  Remit. 

toH.  0. 


$172,569 
176,477 
275.187 
176.670 
339.355 


$124,7291 
110,3521 
124,099 
163.575! 
204,1791 


—$27,586 
—22,297 

—•47,458 
+16.854 
—30,979 


'ladwks  remittance  to  London  office. 


IfTransaete  marine  business. 


Die.  31. 1915. 

ftisds $325,050 

CiA 223,276 

Aseati'faalueeB....        38,542 

jslwat 4,914 

OtbffMBete 7,369 


LuLBiLmxa,  Dec.  31, 1915. 

Losses  impaid $90,521 

Unearned  prems ....        73.397 
Other  Ijabifities....  9.400 


Total  liabitities...     $173,318 
Surplus 426,833 


Total 


$599,151       Totel $599,151 


CadereritiBg  profit,  $123,896;  investment  profit,  $15,144. 

RISES  AND  PREMIUMS:    Marine  and  inland  risks  in  force, 
17^470:  praniums  thereon,  $121,208. 

BUSINESS  IN   U.   S.   SINCE   ADMISSION:-    Prtmiums 
nsvei  Il>il.l80:  k)Mes  paid.  $1,096,690. 


BONDS  OWNED: 


New  York  Cy..  cp.  stk.,  1957.  4^%. 

New  York  Cy.,  1956,  A% 

Gr.  N0.-N0.  Pac.,  1921,  4% 

Southern  Ry.,  1  ca.  m.,  1994.  5%. . . 

B.  4  0.,  1917. 4H% 

Anglo-French,  ext.  in.,  1920,  5% 


Par 
Vahie. 
$85,000 
115,000 
25.000 
25.000 
25.000 
50.000 


Market 
Value. 
$90,100 
112.700 
24,500 
25.750 
25.000 
47,000 


Totals  (book  value,  $331.356) $326,000      $325,050 


MISCELLANEOUS:  This  company  in  1907  entered  New 
York  Stete,  making  the  customai^  stetutory  deposit.  The  com- 
rany  also  has  $125,000  on  deposit  with  the  Metropolitan  Trust 
Co.,  New  York. 

UNITED  STATES  TRUSTEE:  Metropoliten  Trust  Co., 
New  York. 

TERRITORY  (X)VERED:  The  company  is  licensed  in  Cal., 
N.  Y.  and  Wash. 


YORKSHIRE  INSURANCE  COMPANY,  Ltd.,  York,  Eng. 

United  Stetes  Managers.  Frank  A  DuBois.  New  York. 
(United  Stetes  Branch  Stetistios.) 


fsis 


'  Unearned 
!  Fremioms 


Surplus 


191a 
1914 
19U 
1§U 

nil 


11(64.605 
950376 
916,527 
800.508 
eSU983 


$473,477 

445.380; 

371,748' 

231.304 

47,945 


$491,978 
437.365 
511.345 
522.977 
5;  7.550 


Net 
Ptemiums 


$552,562 

54a902 

496.260 

374.533 

89.238 


Totel 
Income 


$582,723 

569.584 

524,616 

396.532 

94,401: 


Paid 


Expenses 


$290,032 

284.8171 

192,854  < 

60,762 

9.746 


$252,328 

247.408 

212.942 

155,089 

35.734 


Totel  Ex- 
penditures 


Incurred 


$542,360, 

532.225 1 

405.796, 

215.8511 

45,480 


$285,003 

314,761 

175,630 

93.136 

15.495 


(+)  Reo'd 

^omor 

(-)  Remit 

to  H.  0. 


+$45,815 

-^.225 

—718 

—11.988 


_    ^ ,DK.3tl915. 

SS* $767,170 

t« 126,207 

fiwla'bahneea....      134,129 

te«* 8.610 

OUwuaeta 183 


LuBiLrnss,  Dae.  31, 1915. 

Losses  unpaid $59,650 

Unearned  prems ....      473,477 
Other  liabilities....  9.500 


J«5i ......$1,086,299 

3Ptdep.oviaba>..  1,694 


Totel  liabilities...     $542,627 
Surphis 491,978 


Total 


$1,034,605       Totel $1,034,605 


Underwriting  loss,  $19,291;  investment  profit.  $29,783. 

RISKS  AND  PREMIUMS:    Fire  riaks  in  force,  December  31, 
$87,762,543;  premiums  thereon,  $904,125. 

BUSINESS   IN   U.   S.  SINCE  ADMISSION:     Ptreminma 
received,  $2,061,215;  losses  paid,  $824,648. 


BONDS  OWNED: 

Par 

Market 

Value. 

Value. 

N.  Y.  Cy.,  cp.,  reg.,  4H%,  1957 

$100,000 

$106,000 

N.  Y.  Cy,.  aas..  reg..  43'2%.  1917 

25,000 

25.250 

N.  Y.  Cy.,  cp.,  reg.,  3%,  1916-9 

135,000 

131,500 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


YORKSHIRE  INSURANCE  COMPANY,  Ltd.,  York,  Eng.— Continued. 


Bonds  Owned.— CorX. 

N.  Y.  State,  In.,  hw.  imp^  rag.,  4H%i 

1963 

Boston,  reg.,  4%,  1919 

Boston,  rag..  3Vi%.  1919 

Mass.,  common.,  rag.,  b.,  3%,  1929 

Ga.,  rag.,  3H%,  1923 

Lucas  Co.,  0.,  et.  hs.,  rag.,  4%,  1944. . . . 
Ginter  Park,  Va..  imp.,  rag.,  5%,  1948. . . 

Qreensboro.  N.  C,  5%,  1942 

A.  A  S.  R.  R..  1  m.,  res.,  3^%,  1946. . . 
F.  ft  P.  M.  R.  R.,  Tol.  Div.,  1  m.,  g.,  5%, 

1937 

R.,  W.  A  p.  R.  R..  1  m.,  reg.,  5%,  1922 
St.  P.,  Mmn.  A  M.  R.  R.,  m.,  g.,  rag., 

4H%,1933 

Un.  Pae.  R.  R.,  1  m.,  r.  r.  a  Id.  gt.,  g., 

rag.,  4%.  1947 


Par 

Market 

Value. 

Value. 

isaooo 

866,500 

70,000 

70,000 

50,000 

49.000 

80.000 

72,000 

10,000 

9,700 

100.000 

101,000 

10,000 

ia700 

laooo 

10.500 

65,000 

55,900 

35.000 

26,250 

8,000 

8,320 

10.000 

10,300 

25.000 

24,250 

Totab  (book  value.  1772.073) 1783.000     •1767,170 


MISCELLANEOUS:    Vahie  of  deposit  m  Ga..  19,700:  in  N. 
C,  $10,500;  in  Va..  $10,700;  in  0.,  $100,000. 


UNITED  STATES  TRUSTEE: 
A  Trust  Co.,  New  York. 


New  York  Life  Insaranoe 


Fkank  k 


FIELD  MEN  AND  TERRITORY  COVERED: 
DuBois,  United  States  managers;  Ernest  B.  Boyd, 
manager;  H.  F.  Wanvig,  branch  secretary;  Frank  B.  Martin, 
supenntoident  of  agencies;  Frank  L.  Owen,  Albany,  N.  Y..  vscial 
agent  for  New  Enpwd  and  New  York.  Departments:  rsofic 
CoBst,  MoClure  Kelly,  manarar,  San  Frandsoo,  Osl.;  Hany  R. 
Bush,  manager.  Qreensboro,  N.  C,  for  Va.,  N.  C.  ud  S.  C; 
Southesstem:  Dargan  ft  Hopkins,  managers,  Atlanta,  Q%^  for 
Ga^  Ala.,  and  Fia.;  James  B.  Ross,  manager.  New  Orhana.  La^ 
for  La.  and  MisB.;  Rodney  D.  Wiley,  Columbus,  0.,  special 
agent  for  0.  and  Mich.  The  company  operates  in  all  the  States 
and  Territories  of  the  U.  S.  except  Aris..  Ark~  Ddn  D.  C.  Ind., 
la.,  Kan.,  Me.,  Neb..  Nev..  N.  H..  N.  M.,  N.  D^  0Ua.,S.  D.. 
Tenn.,  Vt.,  W.  Va.  and  Wyo. 


PROJECTED  AMERICAN  STOCK  FIRE  INSURANCE  COMPANIES. 


Nami  or  CoifPAifT 


Dearborn  Fire,  Chicago,  111 

Bankers  Fire,  Chicago,  111 

Bankers  of  Mont.,  Helena,  Mont 

Cotomal  Fire,  Covington.  Ky . .  > 

Conservation  Fire,  Swingfiud,  111 

Fargo  Underwriters,  Fargo,  N.  D 

Gotham  Fire,  New  York,  N.  Y 

Inter-Insorance  Fire  Co.  of  Aris..  Kansas  City.  Mo. 


Maine  Fire,  Portland,  Me 

Metropolitan  Fire,  Louisville,  Ky 

Monareh  Fire  of  America,  Soranton,  Pa 

Nebraska  Fire,  Omaha,  Neb 

Retaikn  National  Fire,  Kansas  City,  Mo 

New  South,  Bamberg.  S.  C 

Textile  City  Fire,  Lowdl,  Mass 

Union  National  Fire  of  U.  S.,  Indianapolis,  Ind. . . 

United  Owners  Fire,  Sprinsfield,  111 

United  SUtM,  Memphis,  Tenn 

Waco,  Waeo,  Tex 


Oceanic,  Atlantic  City,  N.  J . . , 

Pioneer  Fire,  Chicago,  111 

Polish  Union  FireTChioaso.  111. 


OrpicBBS  OR  Pbomotxb. 


W.  R.  Drake,  A.  B.  Kinnaird. 


W.  C.  Smith,  W.  S.  Ludlow,  et  al 

A.  M.  Fitagerald,  et  al 

B.  P.  Brown,  Pres.;  0.  J.  Colton,  Sec 

John  E.  King,  Iia  A.  Manning 

W.  E.  MUIi0in  A  L.  M.  Lamey.  Pres.;  George 

W.  Long,  Sec 

F.  E.  Boothby;  M.  N.  Drew,  et  al 

Sam  P.  Jones,  Chas.  E.  Dexter 

J.  J.  Boland,  F.  H.  Ross,  et  al 

Van  B.  Lady,  et  al 

M.W.  Belcher 

H.  M.  Graham,  C.  F.  Riger 

J.  L.  Robertson,  Pres.;  G.  R.  Whidden.  Sec. . . 

Edwin  G.  Pugh 

A.  M.  Fitsgerald,  et  al,  Sprini^d.  Ill 

James  Alexander,  et  al 

V .  K.  Bessonette 


A.  M.  Heston 

T.  E.  Carney,  et  al 

J.  F.  Joiwark.  Dr.  F.  Fronak.  ct  al . 


Proposed 
Capital. 


$1,000,000 

500,000 

200,000 

1,000,000 

100,000 


500.000 
1,000.000 
1,000,000 

2oaooo 
'  bbaooo 

100.000 

3oaooo 

2,000,000 
1,000,000 

2oaooo 

200,000 

500.000 
200.000 

5oaooo 


Phipoaed 
Sarphis. 


$1,000,000 


200.000 
'206^666 


800.000 
1.000.000 

'  206.666 


500.000 
200.000 


AMERICAN  MUTUAL  FIRE  AND  MARINE 

INSURANCE  COMPANIES 

Id  thii  dhryoD  will  be  fooad  abstraets  from  the  oflBcul  statcmentB  covering  the  year  1915  of  regularly  licensed  Ameriean  mutual 
fire  tad  BMrine  iimraiiee  oampanieii  harmg  $15,000  or  more  of  caah  aaeetB.  and  others  whoae  statistioe  may  be  of  general  interest,  together 
vith  MUBaiws  of  their  oomStkn  and  business  for  eaeh  of  the  last  three  years. 


ABINGTON  MUTUAL  FIRE  INSURANCE  COMPANY,  Abington,  Mass. 

PtMUnt,  bue  C.  Howhnd;  SMretair,  Alfrad  H.  Nuh.    OrcuiMiL  18U. 


Cash 
Txut     Awto 

Unearned 
p^emiume 

Net  Cash 
Surpfais 

Cash 
Premiums 

Total 
IncoBoe 

Losses 

Paid 

» 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
1914 
1913 

$a00l65O 
194.550 
18SJ45 

$00,452 
85a»50 
78.181 

$106,777 
105.905 
103.383 

$64,529 
60.324 
54.450 

$73,773 
60.504 
62.528 

$29,013 
22.751 
14.059 

$20,163 
18,308 
19.248 

$19,610 
18,413 
16.072 

$68,786 
59.472 
49.379 

$^.013 
22.751 
14.575 

Dm.  31. 1015.  UkmuTom,  Dec.  31. 1916. 

$6,505    Loasesunpaid $460 

BoadiaiMistodcs...       161,567  Uncttned jprems....        00.452 

24.880  Other liabifities....            070 

5,415  

2.296  Total  liabilities...       $01,882 

Surphis 108.777 


Cbsh. 


Total 


$200,650       Total $200,650 


NetaaoQBt  of  OMmbers'  fiability.  Dee.  31.  $178,547;  underwrit- 
ing pnfit,  $12,781;  inreatment  profit,  $0,186. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
tlU74.110;  prcmimDa  thereon,  $174,788. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
tl.461,979;  losses  paid.  $575,471;  dividends  dedaied.  cash.  $438.- 
5s7. 

IfOBTGAGE  LOANS:  There  are  6  loans,  amounting  to 
I&50&.  en  property  mrth  $20,000.  There  was  no  interest  past 
dse  on  Deeeraber  31,  fast.  The  company  holds  $10,000  insurance 
oa  the  bakings. 


BONDS  AND  STOCKS  OWNED: 
B<isDa. 
OoBiBMncaith  of, 
GiyflfBoelao.... 
OtyafBroektoB.. 
CitrofOMfafidge. 

CitrrfAUw^ 

CitF  of  Debut.... 
Ci^sf  Fort  Worth. 
CiiyafMedlard... 
atytfNcwtoD.... 


Market 
Value. 
$4,650 
4.820 
4.650 
1.980 
5,350 
1.060 
4.760 
2.070 
2,820 


BoMW  AND  Stocks  Ownd.— Conf . 
Bonds.— Coiif. 

City  of  New  Haven 

Ci^  of  Los  Angeles 

City  of  Omaha,  Nebraska 

City  of  Providenoe 

Salt  Lake  qty 

Town  of  Abmi^toin 

Town  of  Uxbndge 

Boston  and  Albany  RE 

Boston  Elevated  R.  R 

Boston  and  Maine  R  R 

Chicago,  Burlington  and  Quinsy  R.  R 

Chicago  Junction  ft  Union  Stodc  Yards  R  R. 

Chicago  ft  Northwestern  Ry 

Concord  ft  Montreal  R  R 

Pitchbim  R  R 

Flint  ft  Pen  Marquette  R  R 

Illinois  Central  Ry 

lomn  and  Boston  R  R 

New  York  Central  ft  Hudson  River  R  R. . . . 
New  York,  New  Haven  ft  Hartford  R  R. . . . 
Old  Cobny  R  R. 


Princeton  ft  Northwestern  Ry 

Terminal  R  R  Asso.  of  St.  Louis. 

Ttaiton  Passenger  I^ 

West  End  St.  Ry 

Woroester  Consolidated  St.  Ry. . . 
Ameriean  Telephone  ft  Telegraph. 
National  Bank,  stock 


Market 
Vahie. 
$000 
5.050 
6.200 
4.070 
4.000 
4,050 
0,750 
5,350 
7.700 
10.650 
2.580 
2.520 
6.880 
7,200 
2,700 
1.020 
3.860 
1.080 
5,620 
2.100 
3.520 
2,700 
1.080 
2,220 
5.050 
4.000 
0.100 
2,787 


Totals $161,557 


TERRITORY:  The  company  operates  only  in  Mass. 


ACTON  AND  GENESEE  MUTUAL  FIRE  INSURANCE  COMPANY, 

Atwater,  Minn. 

president,  0.  J.  Gilberston;  Secretary,  F.  C.  Peterson.  Atwater,  Minn.    Organised.  1884. 


TlA< 

Cmk        Unearned 

NetC^sh 
Surpbu 

Cash 
Fnaaaaa 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 

*$ll.733' 

$10,733 
22.183 
20.011 

$1,140 
0,201 
8.177 

$2,030 

18.171 

8.177 

$4,060 
5.530 
3,611 

$1,505 
1.507 
1.371 

$5,555 
7,127 
4.082 

$4,050 

1914 

^9m 

5.482 

1913 

20.9» 

3.611 

*Inebte  $150  note. 

Fve  nks  is  fioree,  December  31,  $5,107,500;  losses  pud  since 
$89351. 


MISCELLANEOUS:  This  is  a  mutual  company  and  employs 
no  a^ts.  All  buMness  transacted  by  the  executive  board,  which 
consists  of  the  president,  secretary  and  treasurer,  L.  J.  Johnson. 


ADDISON  FARMERS  MUTUAL  INSURANCE  COMPANY,  Addison,  III 


President.  A.  L.  Gloe;  Secretary,  Otto  A.  Fisher.    Organised.  1855. 


•     CMh 
Tua    AsseCs 


1915 
19U 
1913 


182,435 
81.160 
79^11 


Unearaed 
Premmns 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

$30,008 
27,015 
22^335 

$52,426 
54.154 
56.976 

$14,386 
13,128 
14.448 

$18,228 
17.905 
17.629 

$13,133 
10,911 
19,335 

$3,855 
4.814 
3.949 

$16,988 
15.725 
23.284 

Losses 
Incurred 

$13,133 
ia911 
19,335 
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REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


ADDISON  FARMERS  MUTUAL  INSURANCE  COMPANY,  Addison,  IW.-^onHnued. 

ASSETS,  DEC.  31.  1015:    Real  estate,  $904;  morta'^  loans.  REAL  ESTATE  OWNED:    Consists  of  17  aeras  of  faud  ia 

108,400:  promissory  note,  1400;  cash,  13.087;  agents   balances,        Cook  Ca,  111. 
18.826;  interest  and  rents.  $868.   Total  assets,  $82,435.  MORTGAGE  LOANS:     There  aro  31  loans  amounting  to 

LIABILITIES:   Unearned  premiums.  $30,008.  9^'*V''  ^^  ^  ^f"  TOf^"*^^  in  Du  P»pi  andCook 

Counties.  111.,  valued  at  $131,000.    There  was  no  mtcnat  past 
RISKS  AND  PREMIUMS:   Fire  risks  in  force,  December  31.        due  on  Dee.  31  last.   The  company  holds  ample  insurance  oo  tht 
15,525,775;  premiums  thereon,  $54,752.  mortgaged  buildings. 


ALLIANCE  CO-OPERATIVE  INSURANCE  COMPANY,  Topeka,  Kan. 


Pnadeot,  W.  B.  Oisehe:  Secretary,  E.  Etaton.    Organiied.  ISIS. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 
Premiums 

1015 

$87,250 
82.018 
74.654 

$85,056 
80,184 
73.438 

$46,248 

1914 

36.988 

1913 

43.340 

Total 
Income 


$51,710 
41.659 

47,378 


Losses 
Pfcid 


$27,077 
22.632 
21,460 


Returned 
to  Fyh'rs 


$3,774 

3.386 
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ToUl  Ex- 


Expenses     penditures      iDcnrred 


$18,161 
15.572 
16.066 


$49,0121 
41,5901 
37,773 


$28,587 
21.073 
22.671 


AssBTB,  Dbc.  31. 1915. 


LuBiums,  Die.  31, 1915. 


Real  estate 

Mortgage  loans. . . 
Bonds  and  stocks. 

Cash..^ 

Agents'  balances  . 
Interest  and  rents. 

Total  assets 


$1,800    Losses  unpaid $2,160 

70.850  Other liaknlities....              34 

3,000  

9.444  Total  liabiUties...        $2,194 

590    Surphis 85.056 

1.566 


$87,250       Total $87,250 


Net  amount  of  members'  liability,  Dec.  31,  $35,942. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  31. 
$13,146,249;  premiums  thereon.  $46,862. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  r«oei¥«d, 
$453,942:  losses  paid.  $220,531;  dividends  decfatf«d.  cash.  $1,224: 
note  dividends,  ^,351. 

REAL  ESTATE  OWNED:  Comprises  a  timet  of  land  with 
4^oom  house,  valued  at  $1,800,  and  another  propeity  sold  ondor 
contract,  equity  $1,000. 

MORTGAGE  LOANS:  There  are  44  loans  aggregating  $7D.- 
850.  protected  by  farm  property,  together  with  a  few  first-dbas 
town  properties  vahied  at  $221,057.  There  was  $50  of  interest 
past  due  on  Depember  31,  last.  Company  holds  $26,575  of  insar> 
ance  on  the  mortgaged  buildings. 

TERRITORY  COVERED:    Kansas  only. 


AMERICAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

President.  John  R.  Freeman;  Secretary,  Theo.  P.  Bogert.    Organised.  1877. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums  ' 

1915 
1914 
1913 

$736,619 
656.406 
603,243 

$358,274 
883.907 
243.333 

$371,353 
263.155 
354.648 

$264,689 
415.040, 
225.844, 

ToUl 
Income 

Losses 
Pkid 

$298,188 
444.423 
256.053 

$17.334J 
23,120! 
31.483: 

Returned 
to  P'yh'rs 


$194,410 
339.287 
177.116 


Total  Ex- 
penditures 


$32,088, 
28,7861 
26.5811 


$243,832 
391,143 
235.180 


$15,030 
25.248 
31.M9 


Assm,  Dec.  31, 1915.  LuBiLnm,  Dbc.  31, 1915. 

Bonds  and  stocks...     $670,384    Losses  unpud $2,780 

Cash 54.833    Unearned prrais....       358,274 

Unpidd  prem.  dep  . .         10,433    Other  liabilities. .. .  4,212 

Interest 969  

Total  liabilities. . .     $365,266 
SurploB 371.353 


Totalassets $736,619       Total $736,619 


Net  amount  of  members'  liability,  Dec.  31.  $3,375,806;  under- 
writing  profit,  $244,992;  investment  profit.  $57,616. 

RISKS  AND  PREMIUMS:   Fire  riski  in  force.  December  31. 
$93,254,401;  prenuums  thereon  $675,151. 

BUSINESS  SINCE  ORGANIZATION:    Prenuums  .received, 
$7,918,397;  losses  paid.  $1,246,282;  dividends  declared,  $5,940,838. 

Market 

Value. 

$22,000 

3,900 

4.700 

27.600 

2,808 

4,914 

10.800 

38.100 


BONDS  AND  STOCKS  OWNED: 

Bonds. 

U.SHreg..l925.4% 

Canada.  5%,  1925 

State  R.  I.,  1939, 3J^% 

State  R.  I.,  1959.  3H% 

C.  M.  k  St.  P.  Ry.,  cv.  c.  1932,  AH% 

N.  Y..  N.  H.  4  H.  R.  R,  d.,  c,  1923,  6%. . . . 

So.  Pac.  Co..  cv.  c,  1919,  5% 

Con.  Gas.  N.  Y.,  cv.  d.,  6%.  1920 

Stocks. 

Cleve.  A  Pitts.  R.  R 

IU.C.R.  Released  lines 

Manhattan  Ry 

Morris  A  Essex  R.  R 

Old  Colony  R.  R 

Pitta..  Bess.  A  Lake  Erie  R  R.,  p 

West  End  St.  ^ 

An  T.  4  8.  Fe  Ry..  p 


8.000 

3.200 
26,600 
10,985 
25,080 

6.150 
13.200 
10.200 

8,800 


Bonds  and  Stocks  Ownid.— Coaf. 
Stocks. — CorU. 

Chi.,  Mil.  4  St.  P.  Ry.,  c 

Chi.,  Mil.  4  St.  P.  Ry.,  p 

Chi.,  St.  P..  M.  4  0.  Ry 

Chi.  4  Nwn.  Ry 

Cleve.,  Cinn..  C.  4  St.  L.  Ry.,  p 

Gt.  No.  Ry.,  p 

I11.C.R.R 

M.,  St.  P.  4  8.  Ste  M.  Ry.,  c 

M.,  St.  P.  4  S.  Ste  M.  Ry.,  p 

N.  Y.,  N.  H.  4  H.  R.  R. 

No.  Pac.  Ry 

Pa.  R.  R 

8o.P*c 

So.  Ry.  Co.,  p 

Un.  P*c.  R.  R.,  c 

Un.  Pac.  R.  R..  p 

Amw.  Tg.  4  Tl 

Providence  Gas  Co 

Providence  Gas  Co.,  Def 

U.  S.  Steel  Cp.,  p 


Value. 
$5,800 

21.735 
12.2«K> 
17.12$ 

7.600 
31.750 

7.452 
18.000 
32.130 
13.800 
18.880 
45.220 
21.200 

6.200 

2a.ooo 


M.750 


10.500 
1 1.700 


Total $071,904 


MISCELLANEOUS:  This  company,  together  with  the  Enters 
tMrise,  Manufacturers,  Mechanics,  Rhode  Island  and  State  Mutual 
Fire  Insurance  Companies,  is  under  the  same 
It  operates  in  the  United  States  and  Canada.  No 
was  ever  levied  on  policyholders. 

DIRECTORS:  H.  F.  Uppitt,  J.  R.  Freeman.  J.  H.  MetcsJC. 
A.  L.  Danielson.  C.  H.  Memman.  W.  Knight,  S.  M.  Niehoboa. 
E.  D.  Pearoe,  A.  H.  TOlingbast.  H.  D.  Sharps.  H.  O.  8toii« 
Jonathan  Chace,  A.  B.  Chan. 

TERRITORY  COVERED:  The  company  oMrates  ia  «a  the 
States  and  Territories  except  Alas.,  Aris.,  ArL,  D.  C  Ffau  Nev. 
N.  M..  N.  D..  OkU..  P.  I..  P.  R..  Tex^  Utah.  Wadi.  aS  WyxT. 
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ANTHRACITE  MUTUAL  FIRE  INSURANCE  COMPANY,  Shamokin,  Pa. 

IVeadani  E.  O.  Seaar;  Secretary.  W.  J.  Wleit.    Organised.  1891. 


CMh 
TiabI    AKto 


1915 
1914 
1911 


$21,281 
m045l 
16094 


Unctfoed 

Net  Cash 
Sorplas 

Caah 
IVenunms 

Total 

Loesee 
Fkkl 

RetumMl 
to  P'yh'n 

EzpenM 

$2,226 

$19,055 
17.450 
16.094 

$1,246 
1.694 

$2,029 
2.&4A 

$57 

15 
918 

$444 

U595 

534 

1.9081            2,911 



645 

Total  Ex- 
penditure! 


$501 

549 

1,563 


Inemted 


$57 

15 

918 


AdSETSL  Dee.  31. 1915: 
11,000;  Miii,  $501;  total 


BoDde  and  etocks,   $14,780; 

$21,281.    LkbUities:    Unearned 


Xet  aooant  of  membera'  liabifity.  Dee.  31.  $06,181. 

RISES  AND  PREMIUMS:    Fire  riAs  in  foree.  Deoember  31. 
tl4»lW5;  premnniii  tlwrcoo.  $4,881. 

Br?INESS  SINCE  ORGANIZATION:    PMniama  receiTed, 
$33,901:  losBea  pwd.  $20,715. 


BONDS  OWNED: 


P.«B.Rjr..Kn^l94S 

CbioL  SmB  A  Cripfile  Or. 

JapauK  Govt.,  fas 

BctaKaaB  Steel... ....... 


Pw 

Market 

Vahie. 

Vahie. 

$3,000 

$2,842 

1.000 

1.015 

1.000 

785 

1.000 

1.020 

BoMM  OwnMD.—CmU. 


BIdg.  A  Loan,  ttk.,  ShamoHn. 

Interborougfa  R.  T 

Auburn  Shale  Brick 

American  Tl.  A  Tg 


P*r 

Vahie. 

$4,515 

1.000 

3.500 

100 


Market 

Value. 

$4,515 

996 

8.500 

107 


Totab. 


$15,115        $14,780 


TERRITORY  COVERED:    Shamokin.  Pk. 

REMARKS;  It  ia  observed  that  of  the  ameta.  $6,000  are  de- 
scribed as  k>ana.  bat  the  eomnany,  in  making  ita  return,  stated 
that  there  were  no  mortgage  loMS  and  no  collateral  loana.  Ap- 
parently therefore,  these  loans  are  unaeeured  except  poasibly  ^ 
notes. 


ARKWRIGHT  MUTUAL  FIRE  INSURANCE  COMPANY,  Boston,  Mass. 

Fnadent,  R.  W.  Topiiu:  ViM-Praiduit  and  SmkUit,  D.  W.  Btttlett.    OttuiiMd,  MM. 


Cash 
TiAE    Aaseta 

Unearned 
PreDihims 

Net  Caah 
Surplus 

Net 
Premiums 

Total           Losses 
Inoome           Faid 

1915    $t0654&4 
1914      U703.497 
1913      Z039.273 

$1,016,435 

1,125.956 

1      1.181.945 

$952,550 
558.041 
833.535 

$1,192,553 
1.185.382 
1.320.780 

$1,308,540         $49,388 
1.278.238;        655.151 
1.406,6431         220.169 

,   Returned 
to  Fyh'rs 

i      $799.005 ! 

849.303 

1.07a323' 


$114,190 
110.368 
157,446 


Total  Ex- 
penditures 


Inourred 


Dk.  31. 1915.  LuBiums,  Dbc.  31. 1915. 

Beads $1.8n.750    Lossesunpud $82,892 

CbA 130.957   Unearned jprems...    1.016.435 

AcmtarfaaluMiei....        20.788    Other  liabflities. .. .         13.147 

26^529  

Total UablHties...  $1,112,474 
Surphis 952.550 


Total 


$2;065.024       Total $2,065,024 


Net  aaooBt  of  moabers*  fiabiiity.  Deo.  31,  $11,576,145;  under- 
vritiag  profit,  $1.101198;  mrestment  profit.  $89,317. 

BISE3  AND  PREMIUMS:  Fire  risks  in  foive.  Deoember  31. 
$3aM19.160;  premhims  thenon,  $2,315,229. 

BUaNBBS  SINCE  ORGANIZATION:  Premrams  received, 
$U.«ia054;  hisM  paid,  $4,182,936;  diTideods  declared,  cash. 
$27.616i48. 


BONDS  OWNED: 


.4H%.1942 

BostoB,  3)^  193845 

lE.3T«i,1920 

.4%1920 

MasitDba.  PtoT..  5%,  1920 

MasL,  GoBBOowahh,  3%,  198940. 

lfiaB«apofii.0^%,  1925.20 

Nev  York.  4%.  1965 

NevTotk.4J^1962 

AtdL,T.4S.Fe,4H%,1962 

Boe.4AI).E.R.,3H%.l$62 

B«s.4A]b.E.R..4%.l«a^ 

Bon  5.5.5,4^%,  1937-41 

Bqb.ELR.R..4%,1«35 

Bos.  A  Lowell  R.  a.  4%.  193^2. .. . 

fe-ft-A^^H^i*" 

Ch^B.*Q.R.R^  334%,  1949 


P^ 

Value. 

$2^000 

80,000 

25,000 

2aooo 

25.000 
100.000 
50.000 
50.000 
25.000 

5aooo 

50.000 
75.000 
45.000 
50.000 
105.000 
25.000 

5aooo 


Market 
Value. 

$26,250 
74,400 
24.600 
20.000 
24.750 
84.550 
51.000 
49.000 
25.250 
49.000 
41.000 
71.250 
41.150 
43,500 
82,950 
18,250 
43.000 


Bonds  Owmn.— CoiU. 

Chi.,  B.  A  Q.  R.  R.,  4%,  1958 

Chi.  Jc.  Ry.  A  Un.  Stk.  Yds..  5%.  1940 

Chi..  Mil.  A  St.  P.  R.  R..  4%.  1934 

C.  ft  Mont.  R.  R.,  cs.  m..  i%,  1920 

Dela.  A  Hud..  4%,  1943 


Erie  A  Pitta.  R.  R..  ZH%,  1940 

Fitchbim  R.  R..  4%,  1928 

L.  S.  AM.  So.  R.  R.,  3H%.  1997. .. . 

L.  S.  ft  M.  So.  R.  R.,  4%,  1931 

New  Eng.  R.  R..  4%,  1945 

N.  Y.  C.  ft  H.  R.  R..  3H%,  1997-98. . 

N.  Y..  N.  H.  ft  H..  Z}4%,  1947 

N.  Y.,  N.  H.  ft  H..  4%,  1954 

N.  Y..  PhU.  ft  Nor..  4%.  1939 

Nor.  ft  Wor.  R.  R..  4%.  1927 

Old  Colony  R.  R.,  4%,  1938 

0re.-Wa8h.  R.  R.  ft  Nav..  4%.  1961. . . 

Penna,.  4%.  1931 

Penna.  R.  R..  gn.  m..  4}4%*  1965 

P.  ft  0.  R.  R..  4H%.  1928 

West  End  St.  Ry..  4%.  1932 

Amer.  Tl.  ft  Tg.,  4%.  1929 

Mam.  Gas..  4H%.  1931 

N.Y.TL4H%.  1939 

Western  £lectric,  5%.  1922 


$962,583 
1.624.822 
1.447.938 

*  Pw 
Value. 
$25,000 
75.000 
50,000 
25.000 
25.000 
25.000 
50.000 
60,000 
25,000 
30.000 
15.000 
50,000 
80.000 
50.000 
50,000 
40.000 
50.000 
20,000 
75.000 
25.000 
45.000 
75.000 
75,000 
25.000 
50.000 


$118,145 
659,296 
329.477 

Mariwt 

Vahie. 
$28,250 
75.000 
46.000 
24.500 
24,250 
21.750 
44.000 
42.500 
23.750 
28.200 
93.450 
37.500 
73.600 
47.000 
46.500 
37.200 
44.000 
19.000 
75.750 
24.500 
40.500 
68,250 
71,250 
24.750 
51.500 


Totals  (book  vahie.  $1.959.445) $2,055,000   $1,877,750 


MISCELLANEOUS:  Company  operates  in  Me..  Mass^  R.  I.. 
Mich..  N.  Y..  N.  H.,  N.  C,  Pa..  S.  C.  and  Wis. 

DIRECTORS:  Roland  W.  Toppan,  George  W.  Wheeltrright, 
Franklin  W.  Hobbs.  Edward  Lorering.  D.  WendeU  BartEtt. 
M.  F.  Westover.  Philip  Y.  DeNormandie.  Nathaniel  Stevens. 
C.  Minot  Weld,  R.  P.  Snelling.  T.  A.  Rumell,  Walter  B.  Nye, 
Lester  Lebnd. 


ASHLAND  MUTUAL  FIRE  INSURANCE  COMPANY,  Ashland,  Pa. 

Preadent,  J.  D.  McDonaell;  Swretafy,  S.  Frank  WiOkms.    OrguuMd,  1878. 


Yl4B 

Cmh 
Aaets 

Uneamed 
Premiums 

Net  Caah 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 

$80,678 
48,195 

$60,678 
48.195 
46.304 

$789 
1,237 
1.000 

$2,603 
3,027 
2.797 

$619 
219 

$650           $1,269 
662               881 

$619 

1914 

219 

1913 

46.304 

624 

624 

■  ••  ■•-•••«« 
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ASHLAND  MUTUAL  FIRE  INSURANCE  COMPANY,  Ashland.  PsL.—Continued. 


ASSETS,  DEC.  31.  1915:    Bonds  and  stocks.  839,891;  cssh, 
87.037:  other  assets,  temporary  louis.    83,750.    Total 
850,678.  No  fiabUities. 


Net  smoant  of  memberB*  liability.  Dec.  31,  859.765. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Ashland 

Erie 

J^NUiese 

P.AR.R.R 

B.40.R.R 


Par 
Value. 
8400 

6,000 

5,000 
11.000 

4,000 


Market 

Value. 

8400 

4.080 

4.400 

10,230 

3.570 


BOMDS  AND  SVOCU  OWNSD.— CmI<. 

Bonds.— Cant 

Edison  EL  Ilhim 

Lehigh  Valley  R.  R 

A.T.  AS.  F.Ry 

Northern  PMnfio 

Stood. 

Citiiens  Savins  A  Loan 

M.  A  L.  Sav.  A  Loan 

Temporary  loans 


Vahie. 

81.000 
5,000 
2,000 
2,000 


3,050 


Totals. 


Marltet 

Vahe. 
81,000 

un 

1.800 
1.785 

5.073 
1.000 
3.0S0 


839.450        840301 


ATLANTIC  MUTUAL  FIRE  INSURANCE  COMPANY  OF  PHILA- 

DELPHIA,  Philadelphia,  Pa. 

PMident,  FVederiok  A.  Downes;  Secretary,  George  C.  Hopson.  Organised.  1905. 


Yl4R 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
P^d 

Returned 

to  P'yh'rs      Expenses 

Total  Ex-  i     Lasses 
penditures  ;    Incurred 

1915 
1914 
1913 

805,021 
06.250 
81.190 

832342 
33.232 
41.761 

832,539 
31,141 
38.763 

857379 
47.642 
73.277 

860.344 
50319 
76.041 

89.885 

12.981 

5388 

840.195*          88.343 
43353             7,976 
45336>            a707 

858.423          88.115 
64310           14398 
59.431'            5.702 

AssRB,  Dk,  31, 1915.  LuBiunaB,  Dae.  31, 1915. 

Bonds  and  stocks. . .       819,800    Unearned  prems. .. .       832,342 

Cash 8362    Other liabihties.. . .  140 

Agents' balances 5,849  

Interest 1,010       Total  liabiUtiM...      832,482 

Surphis 32,539 


Total  assete. 


865,021       Total 865.021 


Net  amount  of  members'  liability,  Dee.  31, 8323,422. 
Underwriting  prodt,  841,952;  investment  loss.  83,150. 
RISKS  AND  PREMIUMS:  Fire  risks  m  force,  December  31, 


83,922,724;  premhmis  thereon,  864,684. 

BUSINESS  SINCE  ORGANIZATION:   Phmiums  received. 
8588.525;  lomes  paid.  8115.766;  dividends  declared,  cash.  8337.451. 


BONDS  OWNED: 


Mobile  ft  Birm.  R.  R.,  4%. 
Norf.  A  So.  R.  It,  5% 


Market 

Value. 

83,500 

4,750 


Bonds  Owim. — C<mL 


Mo.,  Kan.  ft  Tex.  R.  It,  5%. 

Wins.-Salem  Southbound,  4% 

Kan.  Cy.,  Ft.  Scott  ft  Minn.,  r.,  4%. 
St.  P.  ft  Kan.  Cy.  Short  line.  4H%. 

Brunswick  ft  W.  R.  It,  4% 

A.,  T.  ft  S.  Fe  R.  R.,  r,  4%. 

St.  L.,  So.  Wes.,  r.,  5%. 

St  L.  ft  San  Fran.  R.  R..  4% 

Richmond-Wash.  Co..  4% 

Ches.  A  Ohio  Ry.,  5% 

R.I.,Ark.ftLa.Ry.,4^% 


F^ 
Vahie. 


Market 

Value. 

83300 
4.400 
3.850 
3350 
4300 
4.450 
3,450 
1350 
4.700 
5300 
2300 


Total. 


840300 


MISCELLANEOUS:  Thb  company  (which  was  foniMrly  styled 
the  Cotton  Seed  Cnuhers  Mutual  Assuimnce  Company).  togBthcr 
with  the  Keystone  Mutual  Fire,  Manton  Mutual  Fire,  National 
Mutual  Assurance  and  Southern  States  Mutual  Firs  InsoxaDcs 
Companies,  is  under  the  same  manafemeat  The  company  is 
Ucenaed  in  Pa.  and  S.  C. 


ATLANTIC  MUTUAL  (MARINE)  INSURANCE  COMPANY,  New  York.lf 

Praident,  Comeliiu  El<hrt;  Swretuy,  O.  Stanton  FlojrdJone,.    Orfubed,  1842. 


YB4B 

Cash 
Ameto 

Unearned 
Premiums 

Outstanding 
Crts.ofProfit 

Cash 
Premiums 

Total 
Income 

Losses 
P^d 

Returned 
to  Pyh'rs 

EqMOses 

Total  Ex- 
penditures 

Losses^ 
Incurred 

1915 
1914 
1913 

817.923,767 
16.120.748 
15.121.402 

8860.226 
960,543 
598.880 

87.187.370 
6.980.260 
7.233.990 

85.077.350 
4.346317 
2.812.326 

85.838,213 
5.078,098 
3.521.853 

81.579.853 
1,638.809 
1,236.545 

*81.730.000 
•1.735319 
•1.623.050 

81,012,178 
798.806 
900,189 

84.322.031 
4.172.936 
3,739,784 

82,520508 

2.003,678 

850.011 

•Paid  to  seripholders. 

AassTB,  Dae.  31, 1915. 

Real  estate 84,888.700 

Bonds  and  stocks . . .  7,399,686 

CoUateral  loans 135,000 

Cash 3.952,099 

BiUs  rec.  for  prems . .  1.448.890 

Interest  and  rents ...  66.096 

Other  sssets 83.296 


t  Transacts  marine  insurance  only. 


LiABiLRnB.  Dae.  31, 1915. 

Lossesunpaid 82.978.008 

Unearned  prems. . . .       860.226 

Ctfs.  of  profits 7.187.370 

Other  liabiUtica....       860,913 

ToUl  liabUities. .  .811.886.517 
Netsurphis 6.037.250 


Total 


,817,923,767       Total 817.923.767 


Underwriting  profit,  81.786,326;  investment  profit.  8798.919. 

RISKS  AND  PREMIUMS:  Msrine  and  inland  riAs  in  force. 
Dec.  31,  8172.997,033;  premrams  thereon,  8860,226. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
8253.354,780;  kmes  paid.  8128.712,541. 

REAL  ESTATE  OWNED:  Comprises  the  company's  home 
office  building,  a  modem  office  structure  coveting  14,000  square 
feet  at  Wall  and  William  sto.  and  Exchange  place.  New  York, 
the  book  value  of  which  is  84,299,426  (carried  at  84,75a000),  and 
dock  property  in  SUten  Isbnd,  N.  Y.  (book  vahie,  875.000) 
carried  at  8138,700. 


BONDS  AND  STOCKS  OWNED: 
Boime. 

U.  S.  Gov.,  1925, 4% 

N.  Y.  c  imp.,  1959,  3% 

N.  Y.  reg.  1.,  1957,  3% 

N.  Y.  crimp.,  1958,  3% 

N.  Y.  C,  cs.,  1916.  3H% 

N.  Y.  C,  cp.  stk.,  1953.  3M%- 


AU.  Coast  Line,  J.  1  cs.  m..  1952.  4%. , 
Bklyn.  ft  M.  R.  R..  g.  2  m..  1938.  5%. . . 

cTB.  ft  Q.  111.  Div..  1  m.,  1949.  4% 

C.  M.  ft  St.  P.  Ry.,  1918,  5% 

Del.  ft  Hud.,  g.  cv.  d.,  1935,  6% 

L.  S.  ft  M.  So.,  g.  d.,  1928.  4% 

L.  S.  ft  M .  So.,  g.,  193 1,  4% 

N.  Y.  C.  ft  H.  R.  R.  R.,  g.  d.,  1934. 4%. . 

N.  Y.  Cent,  eq.,  1926-7.  4H% 

N.  Y.  C.  cv..  1935.  6% 

N.  Y.  C.  ft  St.  L.,  g.  8.  f..  1937,  4% 

No.  Pac.,  Qt  No..  C.  B.  ft  Q.  col.  tr. 

1921,4% 

R.  ft  S.  R.  R..  1921.  7% 

St.  P.,  M.  ft  M.  P.,  g.,  1940.  i% 

West  Shore  R.  R.,  1  m.,  2361.  i% 


Pw 

Vahie. 

8200.000 

3D0.000 

150000 

50000 

600000 

500000 

55.000 

75,000 

150000 

5O000 

5O000 

200000 

lOOOOO 

150000 

lOOOOO 

180000 

lOOOOO 

15O000 
5O000 
90960 

20O00O 


Market 

Vahie. 

S22O000 

297.000 

148300 

49300 
600000 
44O000 

51.700 

78.750 
144.000 

5O500 

53.000 
19O000 

95,000 
139300 
101.000 
20S300 

93^000 

147.000 
58300 

8O803 
184.000 
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ATLANTIC  MUTUAL  (MARINE)  INSURANCE  COMPANY.  New  York.— Continued. 


BojosASD  Qtockb  OwifBD.— Cor/. 
Borne. — C91U. 
Blsiitiae  An.  Pt.  N.  T.,  2  m.,  1024. 5% 

PjfOT.  See.  50  yr.  g.  (L.  1957,  4% 

P.  S.  ep.  of  N.  J.,  2  yr.  coL  g..  1916,  5% 

Ca.  GmOo,  N.  Y.,  1920,  6% 

Stocks. 

ChL4Nwn.R.R 

DdiHwfaoo 

D.L4W.R.R 

Gl  Xo.  Ry,  p 

Uekansam  R.  R..  N.  J.,  gr 

llorris  k  Eaez,  p 

N.Y.L4W,p 

No.Pte.Ry 

P01B-R.R 

Anw.  Exek.  Nat.  Bk 

Bk-ofAaw 

BLoTN.Y 

Bk.  of  Mubsttsn.  €8 

Market  k  Fulton  Nat.  Bk 

Meefa.4MetabNat.Bk 

llerehaats  Nat.  Bk 

Metromfitaa  Tr.  Co 

Kat.  Bk.  of  Commerce.  N.  Y 


Pw 

Market 

Valae. 

Value. 

15,000 

12,760 

100,000 

62.000 

100.000 

100.000 

22.000 

27,940 

160,000 

219.200 

70.000 

107.800 

isaooo 

678.000 

35.000 

44.450 

36.300 

34.122 

2aooo 

33.800 

50.000 

59.500 

32,000 

37.700 

363.000 

431.970 

oaooo 

189,000 

50.000 

281.000 

100.000 

386.000 

18.000 

56.340 

33.300 

84,249 

85.000 

232,050 

70,150 

128,374 

80.M0 

334.075 

80.500 

146.510 

BoMoe  AND  Stockb  Omtm.—Cont. 
Stocks.— Con/. 

U.  S.  Mtge.  4  Tr.  Co 

Atl.  Safe  Depoeit  Co 

Cs.GasofN.Y 

D.,  L.  4  W.,  coal 

Gt.  No.  Iron  Ore  Prop 

UnderwritoB  Salvage 

West  India  k  Psoama  Tg.  Co 


Psr 

Market 

Value. 

Value. 

fiaooo 

139.500 

37,900 

37.900 

88.000 

126.720 

22,500 

69.300 

25.000 

12.750 

1.000 

1.500 

24.300 

2.673 

Totals  (book  yalue,  16.251.137) 15.466,419    17.399.686 


TRUSTEES:  John  N.  Beaoh,  Ernest  C.  Bliss.  George  C. 
Clark.  John  Claflin,  Cleveland  H.  Dodge.  Cornelius  Eldert.  Richard 
H.  Ewart,  Philip  A.  S.  Franklin.  Herbert  L.  Grins.  Anson  W. 
Hard.  Lewis  Cass  Ledvard.  Claries  D.  Levcrieh,  George  H. 
Maey.  Nicholas  F.  Pahner.  Henry  Parish.  Adolf  Pavenstedt, 
Chas.  M.  Pratt.  Dallas  B.  Pratt.  A.  A.  Raven.  John  J.  Riker, 
Douglas  Robinson.  Wm.  Sloane,  Louis  Stem.  William  A.  Street. 
GeoKe  E.  Tumure,  Jss.  H.  Poet.  Wm.  J.  Schieffelin.  Richard 
H.  Williams,  Wm.  H.  Lefferts.  S.  T.  Hubbard.  Edmund  L.  Baylies. 
Nicholas  Biddle,  Charles  A.  Peabody.  Samuel  Sloan,  James 
Brown.  J.  Stanton  FloydJones.  W.  W.  Fhrsons.  J.  C.  Van  Tuyl, 
Jr. 


ATTLEBOROUGH  MUTUAL  FIRE  INSURANCE  COMPANY, 

Attleborough,  Mass. 


Ftesident.  Mark  E.  Rowe;  Secretary.  James  S.  Pahno'.    Organised,  1844. 


CMh 
TsAB     Assets 


Uneaped 
Premioms 


19L5 
1113 


135.281 
34.296 
35.887 


Net  Cash 
Surplus 


18.233 
10.320 
10.207 


Cash 
Premiums 


115.336 
15.934 
16.853 


Total 
Income 


$17,881 
17.584 
18.511 


Pkid 


17.607 
4.765 
4.357 


Returned 
to  P'yh'rs 


Expenses 


17.508 
7,489 
7.523; 


$12,280 
6,447 
6.166 


Total  Ex- 
penditares 


$27,375 
18,701 
18.046 


Losses 
Incurred 


$9,064 
5,467 
4.330 


AsBsn,  Dwc.  ZU  1915. 


Mortmebans... 
Bo8<faaad  stocks. 

C»A 

AgeatiTfasluecs.. 
Istoot 


$14,575 

12.610 

4,530 

3.339 

227 


LLiBiLiins,  Dae. 

Losses  unpaid 

Unearned  prems 

Otherliabffities. ... 

Total  liabilities. . . 
Net  surplus 


31. 1915. 

$2,200 

21.745 

3.103 

$27,048 
8,233 


Toty 


$35,281       Total $35,281 


Usdmitiac  profit.  $3,806;  investment  profit.  $190. 


MORTGAGE  LOANS:  There  are  11  loans  Mgre^ating 
$14,575  on  property  valued  at  $184,000  and  on  which  thoe  u  but 
$21  of  interest  past  due.  The  company  hdds  $19,300  of  insurance 
on  the  mortgaged  buildings. 

BONDS  OWNED:  These  items,  which  aggregate  $12,000  par 
value  and  $12,610  market  vahie,  are  made  up  of  the  foUowmg 
securities:  Northampton  EL  Lt.,  Plymouth  EL  Lt..  Arlincton  Gas 
Lt..  Metropolitan  St.  R.  R..  Bridgewater,  Whitman,  Rocklaiui 
St.  R.  R..  United  Fruit  Co.  and  Hereford  R.  R. 


AUTOMOBILE   MUTUAL   INSURANCE   COMPANY  OF  AMERICA, 

Providence,  R.  I. 

President,  A.  T.  Vlgneron;  Secretary,  Frank  M.  Barber.   Organised,  1907. 


Tut 

Gash 
Assets 

Uneanied 

Net  Cash 
Suri^us 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
IfH 

1913 

$I0UM5 
316.164 
251.297 

$101,424 
90.568 
81.023 

$297,651 
221.518 
166.222 

$205,865 
179.436 
160.648 

$221,713 
195.714 

171.567 

$27,231 
29.216 
22,317 

$83,068 
73,190 
56.070 

$31,619 
32.317 
24.008 

$141,918 
134,723 
102,395 

$26,737 
29.201 
22.807 

Airan.  Dk.  31. 1915.  LuBiums,  Dbc.  31. 1915. 

BoMfasadsiodEB...     $316,487    Losses  unpaid $832 

Cob 80.262  Unearned  prems...       101.424 

Ageats'bBhMes....  4.437    Other lialnlities 4.138 

^tawt 1,859  

OtkcTMsts 1.000  Total  liabilities...     $106,394 

Surplus 297,651 


TotsI 


$40I.Oi5       Total $404,045 


RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$7J60.m:  pranimns  thereon.  $202,849. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
tmjttl;  loMs  paid.  $154,463;  (fivideods  deebred.  cash.  $313.- 


BONDS  AND  STOCKS  OWNED: 


5^;Jt*Jg,eoU4%... 

B.40.R.R,cv,4H%... 
aevA«iaiDg.l.5%... 
Oocamm  Pow..  1  A  r..  5%. 
DetRiJtE<fi80B,l4r..6%.. 


Par 
Vahie. 
$10,000 
1.600 
5.000 
5.000 
5.000 


Market 
Value. 
$9,100 
1.455 
5.050 
4,800 
5.050 


0/0. 


Bonds  and  Stocks  Ownbd.— Cwii. 
Bonds. — Cont. 

Detroit  k  Sub.  Gas,  1.  5% 

East  Ohio  Gas,  1.  5% 

East  St.  L.  Lt.  k  Pow.,  1,  5% 

General  Electric,  d.,  5% 

Indianapolis  Lt.  k  Ht.,  cs.,  5% 

F^wtucket  Electric,  cSn  5% 

Portland  Gas  k  Coke,  1  k  r..  5%. 
Portland  Ry.,  Lt.  k  Pow.,  1  k  r. 

So.  Cal.  Edison,  gn..  5% 

Sute  of  R.  I.,  2  met.  pk.  In.,  4% 

Union  El.,  Lt.  k  Pow..  r.  k  ext.,  5% 

U.  S.  Government  4'8,  1925 

Woonsocket  El.,  Mch.  k  Pow.,  cs.  m.. 

4H% 

Stocks. 

Amer.  Tl.  A  Tg. 

Atch.,  T.  k  S.  Fe  Ry..  p 

B.  ft  0.  R  R..  com 

Blackstone  Val.  Gas  k  El.,  p 

Consumers  Power,  p 

Duquesne  Light,  p 


Par 

Market 

Value. 

Value. 

$5,000 

$4,800 

5.000 

5,000 

10,000 

9,600 

5.000 

5.200 

6,000 

4,850 

3.000 

3,000 

5.000 

4.850 

5,000 

3.850 

5.000 

4.800 

1.000 

1.030 

5,000 

4.600 

10,000 

11,000 

6,000 

4.600 

12,000 

15.480 

10,000 

10.200 

1,200 

936 

12.300 

11.808 

5,000 

5,200 

10,000 

9.500 

10.000 

10.600 
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AUTOMOBILE  MUTUAL  INSURANCE  CO.  OF  AMERICA.  Providence,  R.  l.^Cont. 


Bonds  and  Stocxs  OwmtD.—Cont. 
Stocks.— Cont. 

Gt.  Northem  Rv.,  p 

111.  Central  R.  R 

NsiragBDsett  El.  Ltg 

NarrBjunaett  El.  Lte.,  d 

New  England  Tl.  A  Tg 

NewBort  ft  Fall  River  St .  Ry 

N.  Y.,  N.  H.  n  H.  R.  R.  R 

No.  ftuafic  Ry 

Penna.  R,  R 

Phenix  Nat.  Bk 

Fn>yidence  Gaa 

Providence  Qas,  d 

St.  Louis  Bat.,  1  p 

Tunnel  R.  R.  of  St.  L 


Par 

Value. 

$10,800 

10.000 

8,250 

2.500 

8,000 

5,000 

10.000 

10.000 

11.000 

5.000 

7,500 

2,500 

700 

700 


Market 

Vahie. 

$13,716 

10.800 

14.850 

4,400 
10.560 

5.250 

7.700 
11,800 
13,090 
10.650 
14.100 

4.050 

-    756 

756 


BoMDS  AND  Stocks  OwvwD.—Cont. 
Stocks. — CcnL 

Union  Pacific  R.  R 

U.  S.  Steel  Qp.,  p 

Washburn  Wire  Co.,  p 


Par 

Vahie. 

$10,000 

5,000 

15.000 


Mariwt 

Vafaie. 

tl4,lW 

5,850 

17.700 


Totals. 


$320,500       S316.487 


DIRECTORS:  C.  Preeoott  Enigfat,  Frank  N.  Phillips,  Louit 
W.  Downes,  Albert  H.  Salyes.  A.  T.  Vigneron.  C.  C.  Jlaodt. 
Chas.  A.  Russell  Archer  J.  &nith,  Henry  S.  Chase,  Cyrua  P. 
Brown.  Geo.  E.  Boyden.  E.  B.  Houc^. 

TERRITORY  COVERED:  The  company  covers  insoranoe  m 
the  U.  S.  and  Canada  but  empbys  no  agents. 


BADGER  MUTUAL  FIRE  INSURANCE  CO.,  Milwaukee,  Wis. 

Ptwdent.  Aug.  J.  Langhoff;  Secretary,  W.  H.  Qraebner.    Orgaiuaed.  1887. 


YlAt 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

ToUl 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

EqMOses 

Total  Ex- 
penditures 

LOSM 

Incurred 

1015 

$161,776 
143.683 

$35,127 
30.473 

$125,939 
112.499 

$28,762 

$36,133 

$3,821 
2,385 

$16,271 
35,208 

$18,592 
37.593 

$3,141 

1914 

23.790 

31.220 

2.188 

AssBiB,  Dbc.  31, 1915.  LiABZLrms,  Dnc.  31, 1915. 

Rsalestatfl $22,291  Unearned  jprems....       $35,127 

Mortgage  kwns 135,270  Other  liabilities. .. .            710 

Gash 2,040  

Agents' balanoes....            650  Total  liabiUties. . .      $35,837 

Interest 1,625    Surphis 125,939 


Total 


$161,776       Total $161 ,776 


BUSINESS  SINCE  ORGANIZATION: 
$315,060;  losses  paid.  $48,043. 


reeeiTed, 


TERRITORY  COVERED:   Wis.  only. 


BALTIMORE  EQUITABLE  SOCIETY  OF  BALTIMORE,  MD., 

Baltimore,  Md.J 


Treasurer,  Wilton  Snowden; 

Secretary,  H.  E.  Rawtings.    Organised,  1794. 

YlAt 

Cash 
Assets 

Unearned 
Preouiims 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Lossei 
Incurred 

1915 

$1,422,406 
1,846,705 
1.33a5a8 

$518,292 
522,023 
531.119 

$903,746 
823,037 
790.130 

$4,622 
4.758 
4.324 

$63,653 
78,561 
89.954 

$10,023 

11,614 

3.160 

$17,249 
17,785 
19.061 

a$27,272 
029,309 
022,211 

$9,450 

1914 

12,259 

1913 

3.399 

o  Excluding  perpetual  deposits  received  and  returned.       (Company  does  busmess  on  cash  plan. 


AssBTB.  Dae.  31, 1915. 
Real  estate $102,436 


Mortgage  loans. 
Bonds  and  stocks. . 

Cash 

Interest  and  rents. 
Other  aasets 


110.000 

1.182,016 

10.222 

17,073 

661 


LuBiUTtss,  Dbc.  31, 1915. 

Losses  unpaid $52 

Unearned  prems 7.496 

Perp.  dep.  reel 510.796 

Other  liabUities....  318 


ToUl  liabilities. . . .     $518,682 
Surplus $903,746 


Total  assets $1,422,408       Total $1,422,406 


RISKS  AND  PREMIUMS:  Fire  risks  m  force  (except  per- 
petnals),  December  31,  $1,864,060;  premiums  thereon,  $14,982; 
perpetual  fire  risks,  $16,812,029;  depoat  premiums  thereon, 
$5ia706. 

REAL  ESTATE  OWNED:  Consists  principally  of  oflioe 
building  valued  at  $37,758,  and  ground  rents  m  Baltimore  yahied 
at  $64,678. 

MORTGAGE  LOANS:  There  are  17  kians,  amounting  to 
$110,000  on  propotv  ntuated  in  Baltimore,  valued  at  $261,300. 
The  company  holds  $136,000  of  insurance  on  the  buildings. 

BONDS  AND  STOCKS  OWNED: 
Stocks. 

Citiacn'sNat'lBk 

Farmen  ft  Merohants  Nat'l  Bk 

First  NaflBk 

Merehants-Mechanics  Nat'l  Bk 

Nat'l  Bk.  of  Conuneroe 

NatlRxch.Bk 

Nat'l  Marine  Bk 

NatIUn.Bk 

Western  Nat'l  Bk 

Mercantile  Tr.  k  Dep 


Par 

Market 

Value. 

Value. 

$6,000 

$25,800 

4.320 

4.860 

17.700 

24.780 

10.000 

29.500 

24.000 

52,800 

40.000 

60.800 

10.050 

13.400 

30.000 

40.500 

8.800 

16.500 

15,000 

64,500 

Bonds  and  Stocks  Ownbd.— CotU. 
Stocks. — CoiU. 

Merchants  ft  Minen  Trans 

M .  Y.,  N.  H.  ft  H.  iv.  n 

Safe  Deposit  ft  Trust 

Bonds. 

A.  ft  A.  R.  R.,  1  m ,  5%,  1940 

Ala.  Gt.  So.  R.  R.,  5%,  1927 

Atch^  T.  ft  S.  Fe  Ry..  gn.  m.,  4%,  1995. 

Atl.  Ct.  L.  of  S.  C.  4%,  1948 

Atl.  Cs,  St.  Ry.,  5%,  1939 

AU.  Gas  Lt.,  1  m.,  5%,  1947 

Atl.  ft  Char.  A.  L.  Ry.,  1  m.,  4H%.  1944 
Bait,  ft  0.  R.  R.,  pr.  In.,  3V^%.  1925. . . 
Bah.  ft  0.  R.  R.,  1  m..  4%.  1948 

B.  Ry.  ft  El.,  1  m.,  5%,  1924 

Buffak)  ft  So.  R.  R.,  1  m..  ext,  5%,  1918 

Charleston  Cy.  Ry..  5%,  1929 

Char.  El.  ^.,  Lt.  ft  Pr.,  1  m.,  5%,  1929 

Chatt.  El.  Ry..  1  m.,  5%,  1919 

Chatt.,  R.  ft  So.  R.  R.,  5%,  1947 

Chi.  Cy.  Ry.,  1  m.,  5%,  1927 

Chi.  R.  Is.  ft  Pac.  Ry..  4%.  1988 

Chi.  ft  W.  Ind.  R.  R..  4%,  1952 

Baltimore,  sr.  ser..  4H%.  1916-57 

Baltimore.  4%,  1951-61 

Cy.  ft  Sub.  Ry.,  Washington,  D.  C,  5%, 

1948 

Tacoma,  Wash.,  G.  riv.  spe.  wat.  f.,  5%, 

1927-38 

Col.  S.  ft  C.  C.  Ry.,  1  m..  5%,  1930 

Col.  St.  Ry.,  1  m..  5%,  1932 

Cs.  Gas,  5%.    1939 

Cs.  C.  Co.r..  ili%,  1934 

Eatonton  Br.  R.  R.  1  m.,  57c.  1926 

Fla.  Cent,  ft  P.  R;  R.  5%.  1918 


Par 

Market 

Vahie. 

Vahic. 

$63,800 

$31,262 

20,000 

15,400 

1,000 

6.750 

5,000 

5.000 

10,000 

10.500 

5,000 

4.706 

25,000 

23.250 

24,000 

24,720 

10.000 

10,400 

10.000 

9,500 

laooo 

0,337 

10.000 

9,162 

.22.000 

22,440 

7.000 

7,070 

10,000 

lOJOO 

10.000 

laaoo 

5,000 

5,000 

2,000 

2,050 

20,000 

19.700 

5,000 

4,150 

laooo 

8.187 

40,000 

42.450 

34,000 

S3.320 

12,000 

12.120 

laooo 

10,000 

5,000 

5,000 

5,000 

5.000 

15.000 

15.900 

10,000 

0,3(10 

laooo 

10.000 

4.000 

4,010 
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BALTIMORE  EQUITABLE  SOCIETY  OF   BALTIMORE  MD.,  Baltimore,  M.  D.—Cont. 


Bqbm  axd  9ioczb  Ownkd.— Cent 

aCir.  i  N.  Ry.  1  ]ii..5%.  1929 

Ga.R.R.ABf.5% 

(k  So.  ft  Fb.  Rjr.  1  m^  5%.  1945. . . . 
Gi.8o.4Fb.By.eq.4H%.1921  ... 

Gr.R.R]r.  Ilk..  5%.  1916 

KiHBPryeTe.  Iibl.5%,1938 

Lehyi  Vilinr  Rj.  1  m^  4H%,  1940. . 

LAN.R.4eq.5%,1918 

LAN.R.R.lm.  5%,  1937 

Ma.  GaL.  IB.,  4%.  1927 

MIL  EL  U.  4  Bf.  Con.  5%,  1926 


MttD.LAM.Rv.lm.,  5%,  1919... 
Mian.9t  Sj.  A  St.  P.  Cy  Ry.  Con.  5%, 

1«S 

MiomSt.  P.  A  8.  a  m.  Ry.  Con.  4%, 

IS» 

N.  Y.C.itT„  6%,  1916-7 

N.  Y,  N.  H.  A  H.  <nr.  d^.  6%,  1948 

No.Pk.Ry.4%,  1997  ^.  L.) 

Font  R.  R.  gn.  ou  4H%.  1965 

PMudRr.IAl  m., 5%.  1930 

Prij.&r.Bldg.5%.1940 

BnlkadCui.  R.  R.  1  m.,  4%,  1949. . . . 


P*r 

Market 

Valae. 

Vahie. 

$5,000 

$5,100 

laooo 

10.200 

15.000 

15.450 

5,000 

4,975 

8»000 

8.000 

7,000 

7.140 

10,000 

10.000 

5.000 

5.100 

5.000 

5.000 

10.000 

9.200 

laooo 

10.112 

5.000 

5.000 

laooG 

10,150 

5.000 

4.650 

2.000 

2.060 

17.000 

19,358 

10,000 

9.300 

5,000 

5,087 

10,000 

9,500 

5.000 

5,060 

10.000 

7.700 

Bonds  and  Stocu  Owncd.— Conl. 
BoNM. — Cont. 

Sav,  Fla.  A  W.  R.  R.  5%.  1934 

St.  Joe.  Ry.  L.  H.  A  P.  1  m..  5%.  1937. . 

St.  Pktil  Cy.  Ry.  5%.  1937 

Seattle  EI..  1  m..  5%.  1930 

So.  Ry..  1  m..  4%,  1951  (St.  L.  Div.). . . . 

Maryknd.  3H%.  1925-7 

Maryland.  4%.  1925-8 

%rracu8e  Gas,  5%.  1946 

Tol.,  St.  L..  A  W.  R.  R,.  pri.  ln.,3H%, 

1925 

Un.  Pac.  R.  R..  Im..  4%,  1947 

TJn.  Rys  of  St.  L.  sn.  m.,  4%.  1984 

Un.  Tc.  Albany,  nTy.  4M%,  2004 

W.  Md.  R.  R .  47o.  1952 

Wil.  A  W.  R.R..  4%.  1935 

Wil.  A  W.  R.  R.,  1  m..  5%,  1935 


Par 

Market 

Value. 

Value. 

$10,000 

$10,500 

10.000 

9.600 

15.000 

15.337 

10.000 

10,000 

10.000 

8.400 

41.000 

39.155 

115.000 

115.000 

10.000 

10.150 

15,000 

12.731 

15,000 

14.587 

10.000 

6.450 

10,000 

8,300 

5.000 

3,625 

5,000 

4,800 

15.000 

15.760 

Totab $1,060,670    $!.182.01» 


MISCELLANEOUS:    Conflagration    loss:    Baltimore,    1904. 
$1,915,517.    The  company  operates  in  Md.  only. 


BALTIMORE  MUTUAL  FIRE  INSURANCE  COMPANY,  Baltimore,  Md. 

Flresident.  William  H.  Puroell;  Secretary,  George  H.  Stuart.    Organised.  1885. 


TsiB 


Gidi 


Unearned 


1»U 
I»U 


$168,051; 
174.4961 
U1.083I 


$53,204 

103.545 

83.150 


Net  Cash 
Surplus 


$47,974 
53,210 
45.700 


Net 
ppenuums 


$85,568 
133.933 
151.565 


Total 
Income 


Losses 
Paid 


$99,306 

•233,713 

158.701 


$42,025 
6.939 
5.832 


Returned 
toFyh'rs 


$100,392 
174,187 
128,462 


Total  Ex- 
penditures 


$158,017 
205,962 
156.732 


Losses 
Incurred 


$41,140 
7.068 
5.930 


Isdades  ssseto  of  Pstapseo  and  Maryland  mutual  cfHnpanies,  absorbed  by  this  company. 


Rol 

BoDdisaditoeks 
CM 


Dee.  31. 1915. 

$18,975 


Other 


Totd 


128.230 

16,309 

2.102 

1.431 

1.014 


LuBiLRnB,  Dee.  31. 1915. 

Losses  unpud $373 

Unearned  prems. . .  53.204 

Borrowed  money..  65,000 

Other  Liabilities. . .  1,500 


Total  liabilities. 
Surplus 


$120,077 
47.974 


$168,051       Total $168,051 


under* 


Ketsaooit  of  members'  liability.  Dee.  31.  $554,913; 
«ri<isK  Prtfit,  187,888;  investment  profit.  $6,254. 

RISKS  AND  PREMIUMS:  Fire  riAs  in  foree,  December  31, 
11X881^413:  pnmiimB  thereon.  $109,429; 

BGSINiaB  SINCE  ORGANIZATION:  Phaniums  received. 
tUlOiZl;  loMs  paid,  $532,300;  dividends  declared.  $2,338,795. 

BEAL  ESTATE  OWNED:  Consirts  of  bt  23  ft.  by  124  ft.  and 
tie  eoopsiiy'i  l-etory  office  building  erected  thereon.  Total  rent 
n»nd  bst  yesr.  $1,701;  taxes  and  expenies,  $1,484. 

B0HD8  AND  STOCKS  OWNED 
Bonds 

jj«7ta4  pub.  bWBi.,SH%,  1919 

M«yfaad,s««ids,3H%.r926 

MvTiud.  state  faL.  4%.  1927 

BstaBMrr,Hsribrdrun.4%,1920 


Par 

Market 

Vahie. 

Value. 

$4,000 

$3,920 

15.000 

14.400 

15.000 

15.000 

3,000 

3,000 

BoMse  AND  Stocks  Owvm.—CotU. 
Bom».—CotU. 
Baltimore.  W.  Md.  R.  R..  4%.  1925. . . 

Baltimore  wat.  In.,  4%,  1926 

Baltimore.  W.  Md.  R.  R..  3>^%,  1927 

Baltimore,  sr.  imp..  3H%.  1980 

L.  Roland  El.  Ry,  1  m.  5%,  1942 

United  Ry.  El.,  f.,  5%,  1936 

Srocis. 
Cons.  Coal,  cap.  stk 


Par 

Market 

Vahie. 

Vahie. 

$4,000 

$3,960 

1.000 

990 

5,000 

4,000 

65,000 

55.250 

5.O0O 

5.150 

3,000 

2.550 

2aooo 


20,000 


Totals  (book  value,  $140,000) $140,000      $128,220 


MISCELLANEOUS:  The  laws  of  Marybtnd  do  not  require  a 
reinsurance  reserve  of  mutual  fire  msuranoe  companies.  The  Balti- 
more Mutual,  however,  reports  50  per  cent  of  its  annual  i»«miums 
in  force  and  pro  rata  for  all  torn  risks  ss  an  unearned  ivemium 
liability  thereby  showing  that  amount  less  m  its  surplus  to  policy- 
holders. Its  reserves  are  computed  according  to  New  York  law. 

DIRECTORS:  John  M.  Geer.  A.  H.  Twichell,  B.  B.  Gossett,  W. 
S.  Montcpmiery.  David  L.  Luke,  C.  E.  Falconer.  J.  Edwin  Myers, 
Henrv  S.  Zell.  Wm.  H.  Grafflin,  Summerfield  Baldwin.  Jr..  Robert 
D.  Hopkins.  Wm.  K.  Cromwell,  Ernst  Schmiess^.  Frederick  P. 
Stieff,  Eli  Oppenheim,  Wm.  H.  PurccU,  J.  C.  Plonk,  J.  T.  White- 
hurst.  Geo.  H.  Steuart. 

TERRITORY  COVERED:  The  company  is  licensed  in  Md., 
Mich.,  N.  Y.,  N.  C,  S.  C.  and  Wis. 


BARNSTABLE  COUNTY  MUTUAL  FIRE  INSURANCE  COMPANY, 

Yarmouthport,  Mass. 

President.  Alphonso  L.  Weeks;  Secretary,  John  H.  Clark.   Organised,  1833. 


^        1       OMh 

Yua    Aaets 

Unearaed 
Fkenuiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Pkid 

IJIS      $172,326          $77,422 

J  4        158335            72.0S9 

mj      I5U9S           70,481 

$02,994 
85,746 
80,678 

$53,479 
48,227 
45.034 

$61,141 
56,432 
52.201 

$11,379 
16.850 
11,418 

Returned 
to  P'yh'rs 

$27,627 
24,672 
22,454 


Expenses 

Total  Ex- 
penditures 

Losses 
Incuned 

$11,763 
10,806 
10,307 

$50,769 
52.329 
44.179 

$10,240 
17,850 
11,308 

REPORTS  OF  FIRE  I 


[ANCE  COMPANIES. 


BARNSTABLE  COUNTY  MUTUAL  FIRE  INSURANCE  CO.,  Yarmouthport,  Mass.- 

Aiun,  D»c.  31,  Ills.  Liiimm*.  Die.  31. 1 —  

BoNOA. — Conl. 

Or*.  8.  T^  K.  R..  lete.  S% 

P.  A  0.  R.  R,  IKS.  tM% 

Bottaa  El.  St.  R.  R..  1937.  <^% 

Chloao  RTt.  I»i7.  S%. 

Ouutii  &  Couiicil  Blalfi  R.  R.  !«».  i% 

WMlEndSl.  ILH-lKir,  <% 

Wm  End  St.  R.  R.,  1M4. 9% 

WoRHUr  Cod.  81.  R.  R.,  IS30. 4!^%. . . 

Wgn«bT  Con.  St.  R  R„  1027,  S% 

Amer.  Acric.  Chan.,  IfllS.  A?d  

Ani».  TT*T(„  IBM,  4% 

Chi,  Je.  i  U.  9.  Yds.,  IMfl,  S% 

Ucmla  du  i  El..  IMD,  i% 

Pupet  Sound  Tn.,  Lt.  A  Pow,  Ifllt.  «%., 


^  AND  PREMIUMS:  Fin  Tula  in  : 

3  SINCE  ORGANIZATION:  Premiumt  namO. 

11.530,214;  loiM  puid.  1421, [71;  dindendadeclvgd.  cuh.  »:i,- 
387. 

REAL  ESTATE  OWNED;  Coiuna  of  office  building  airiad 
■t  IhA  nhu.    Net  vaaae  lut  y«i  tlM 

BONDS  AND  ffrOCliS  OWNED  Pu  Muket 

BOHM.  ^olix.  Vihie, 

UiM.  lOU  3)i°'o  II 000  11.000 

Ob»1«,  NttK.  1*41  4'i°D  3.00D  3.000 

WiUlBm.Mwnl>l8.4lg'~c  IJMO  I.OOO 

YvniHth,  MiiMn  IRIO  i%  IMM  I.UO 

yumoulh.  MiK  1*18,4%  JOO  NO 

AMh.  T  AS  Fe  R.IUIMS.4'~„  1000  1.000 

BoMon  *  MsiiK  R  R„  m~AZ  4%  DiOO  UODO 

C-  B  4  Quui     V  T    "  '  '<^1  1  000  1.000 

CIn  A  F  III  1 OOO  l.DOO 

Chi  ANrni  iOOO  i.OOO 

Concord  AM                          30  l'"^  3  ODD  3.000 

III  Catnl  K  2.000  2.0OO 

UkeSbweR  QODO  B.OOO 

Ltdd  t  Boaa                         'a  )  ODD  I.OOO 

Me  CfDUsI  I  i  000  B.OOO 


UmWdFniit.  1817.  i%.   . 
UniWd  Tc.  t  El.,  1033,  i" 

WaiiBm  TL  k  'r^^»32. ; 

Cbi.  IHim.  R.R..c«d'.. 


0.41^%.. 


2.000 
4.000 
2.000 


UnioD  PuIto  R.  R^  p.  . . 
WnlEDdBl.R.R..p... 
W<*t  End  St.  R.  R..  nm 
Fikncnitli  Nil.  Bk.  Mia 
1ft  Nat.  Bk..  H^vmia.  M 
l>tN>t.Bk..Bonaa.... 


TEBEITORY  COVERED:  1 


BERKSHIRE  MUTUAL  FIRE  INSURANCE  COMPANY, 
Pittsfield,  Mass. 

Piwdoit.  Hmry  R.  Poinon:  VHO-Piwdent  ud  Tnuunr.  J.  M.  SMitiuiHi;  SecfMwr.  Sobcrt  A.  Bwhnir.    Or^lHMd,  II 

I     Cuib     I  UnBiiniid~l"N»iC»ih"  I    ~Nei  ""   I      ToUl  ~|     lot*     I   Returoed  I  "TTotolEi-'l     Lo* 

y>ift|     AaetA       nvmjuiiu       Surplui       Pnmiaiu       iBdcuifl  Paid  to  P'yb'n      EipvHBa      pcDditum      laeni 

ISIS      1249.000       ll»7,7»         ri.»43       tl24.ia«       II34.34B         IS8.7GI 
1914  234.444  IH.212  70,323  12!,eS6  132,048  SJ,03i 

1013  I       220,207  I         130,710  I  B8.S23  I         104.Z3B  I         114.27(1  '  38,910  I 


tUO.OOO       ToUl. . 


Net  uuuBt  of  moBbtn'  Bitilitr.  Dec.  31.  8333.828:  under- 

RISKS  AND  PREMIUMS:  Fire  Kik>  in  [one  Dcconbct  31, 
I1S.073.7S1:  praniuiu  thnton.  (324.439. 

BUSINESS  SINCE  ORGANIZATION.  Prunimn.  r™i™l, 
tl.B32,5n:  kHM  niid.  8740.606:  diridcnda  dFckrfd.  I378.J61. 

MORTGAGE  LOANS:  There  i<  one  lean  of  811. 300on  property 
nhied  it  llO.JOa  and  one  of  81,000  on  phipcfty  nlued  at  82,000. 
The  Dompuiy  holdi  II2.B00  cfinuraiKe  on  the  buildince. 

BONDS  AND  STOCKS  OWNED:  Par         Market 

Oenov»,N.Y..ipedal.l»24.4H%  ... 
Uckamiuia,N.Y.,  rd.,inp..,lS3£-A,E  "c 

lvgii.Hua..ae.l9aii.ieIt,  4% 

NewB«Uord.pub.b^l02O.3b%- .  -. 
Ne«R«helle.N.V..r«f..l»t7.8'^c 
nitfEeld.  Him.,  w.  loan,  1*24,  3H"k.  . 
Balm.  Man.,  «. loui.  10134. iii%---- 

Balem.  MaK.  ■  loas,  l«2^  4%    

TaunUin.  Maa^  >.  lou,  lOZT.  4'^ 


810,200 
I  I.OOO 
8.000 
4.000 
8.090 


Boa.&Alb.,ltt3.S%... 

B.  i  0„  pri.  h.,  1029.  SHVd 

BoLAMune.Ift44.4h%    

Clu.  Biiri.  A  Q.  m.  DiT.  IHO.  3 1^' 
Chi-  R.  I.  A  fie..  I  r.  m.,  1034,  4% 

C- SI.  P.,  M.  AC.  1030.9^  

Grnfld.  A  Turn.  Falli  Bt.  Ry.  101 

9%   

No.  Maine  Saport  R.  R..  1  a., 

fai^Tm'.ixi'.t%. '.'.'.'.'.'.'.'.'.' 
9t.  P.  A  Sion>  C5ly  R.  R„  1  a. 


Si 

V83i 

8S8.Sm 

SSI 

-^«-. 

Par 

MvfcM 

I1.TI.*  Tju  1033.  4>S%. . 


B  AO.p.. 

Chi.ANin 


^cieultnrd  Nat.  Bk..  Pittifield.  Mm  . . 

Pint  Nat,  Bk.,AdaimMHi 

Lee  Nil.  Bk..  Maa 

Lenoi  Nat.  Bk..  Maa - 

North  Adaai,  Mia.,  Nat.  Bk , 
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BERKSHIRE  MUTUAL  FIRE  INSURANCE  COMPANY.  Pittsfield,  Maas.—ConHnued 


BmiM  km>  Stocks  OwiraD.— CohI. 
Stocib.— Coaf. 

nttrfddNftt.BL,MHB 

TUfd  Nat.  Bk^  PittBfidd.  Ma«. 

imcr. 


sEnrea 
nkTz 


Tj 


Par 
Value. 
15.800 

1.200 
10.000 
12,000 


Market 

Value. 

$10,614 

2.820 

14.700 

15.480 


Totak  (book  valae.  $204.852) $186,800      $205,118 


MISCEUANE0U8:    Conflasimtion    1< 
$4,800;  Salem.  1914.  $5,000. 


Chelwa.    1908, 


FIELD  MEN  AND  TERRITORY  COVERED:  Chae.  F.  Rad. 
Jr.,  PSttflfidd.  Masi. ,  is  epeeial  acent  for  entire  field.  The  com* 
pany  is  licensed  in  Mass..  Conn.,  Me..  N.  H.,  N.  Y^  P^m  R*  I< 
and  Vt. 


BLACKSTONE  MUTUAL  FIRE  INSURANCE  COMPANY, 

Providence,  R.  I. 

iTcadent  and  ^reaflncr,  W.  B 


MeBee;  Vioe-Praident  and  Secretary,  Ernest  W.  Brown;  Assistant  Secretary,  Howard  I.  Lee. 

Organised.  1868. 


TB41 

Cash 
AskU 

Uneuned 
Ftanioms 

Net  Cash 
Surpliis 

Net 
P>t!iniuiiui 

Total 
Inocxne 

Losses      1   Returned 
ftud       1  toFyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

19U 
1914 
1913 

11,217.483 
1139^787 

$616,259 

667311 
650.396 

$567,134 
463.805 
633.883 

$582,557 
722.487 
590.664 

$642,473 
778.906 
647.733 

$33,586        $422,985 

195.890         567,415 

97.870         483.198 

$66,483 
68.955 
72,704 

$523,054 
832,260 
653.772 

$48,466 

201.102 

97,140 

Asms.  Dee.  31, 1915.  LiABanna.  Dee.  31, 1915. 

Boaifeaadstoeka...  $1,088,140   Lossn unpaid $25,169 

Gtth 158.066    Unearned jprams...        616.259 

18,276    Other fiabOities...  8.921 

2.962  

Total  liabifities. . .     $050,349 
Sorphis 667,134 


Toldi 


$1,217,483       Total $1,217,483 


Under- 


Net  smosBt  of  membefs'  UabiEty,  Dec.  31.  $6397.092; 
nitii«  mfit,  $528,493;  invvwtment  profit.  $58,330. 

BISK8  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31. 
tl75J3I,794;  premhuDS  thoeoo.  $1,270,418. 

BrSHfESB  SINCE  ORGANIZATION:  Ptemiunw  received. 
S11044303:  kisses  paid.  $1.973345:  dirkiendB  declared.  $12. 172.- 
3K. 


BONOB  AND  STOCKS  OWNED: 

BOSIDB. 

U.S-Giw,  r^  4%,  1925 

Bbode  Is.  Got.,  fr,  re«,  3H%,  1924. . 


RWe  U,  hwy.  r«,  3H%.  1936. 
ChL.  Mi.  ft  St.  P.  Ry..  Co..  e.4H%- 

OL.  Ma  ft  St.  p.  R^.;  Co..  c  5%;  '2014, 

Hi.B.Ry.ftU.,e.,5%,1961 

Anr.Td.ft  Tdg.,  c^  4H%,  1933 

P^wtaoketEL.e.,5%,1938 

U.  Bee,  N.J,  c  4%,  1049 

WatatomLt.  ft  Pwr.,  e.,  5%,  1950. . . . 

tnocca. 

AK3a^yftSb>q,R.R. 

BeediCtRR.. 


Cu.So.Rv. 

Oq«aft8Dsq.R.It, 

OiLTE.  HL  R  IL,  eq.  tr.  ctf.. 
CbUMD.ftRt.P.Ry.Co.,  p.. 
Chi^MjLftStP.Ry.Co.,  earn. 
CILftNwn.By 


Par 

Market 

Vafaie. 

Value. 

$46,000 

$50,600 

60.000 

58,200 

15.000 

13.200 

2.100 

2,163 

4.400 

4.762 

25,000 

22300 

6.600 

6.048 

22.000 

22.000 

15,000 

12.450 

25,000 

24.250 

6.000 

15.900 

5,450 

4.850 

35.000 

21.350 

7.920 

15.840 

25.000 

10.000 

13.566 

25.000 

25.000 

50,000 

69.322 

BoNse  AND  Stocks  Owvmo.—Cont, 
Stocks.— Cent. 

C.  C.  C.  ft  St.  L.  I^r.  Co..  p 

C.  C  C.  ft  St.  L.  Ry,  eom 

Chsv.  ft  Pitts.  R.  R 

Conn,  ft  PlkBsumpae  R.  R.  R.,  p 

Detroit,  mUsdale  ft  So.  R.  R 

Erie  ft  Pitts.  R.  R 

Qt.No.  Ry.,p 

Hereford  Ry 

in.  Cent.  R.R 

JoHetftChi.R.R. 

Lackawanna  R.  R.,  N.  J 

Mahoning  Coal  R.  R..  p 

Manhattan  Ry 

Minn..  St.  P.  ft  S.  S.  M.  Ry..  1. 1 

Morris  ft  Essex  R  R 

N.Y.,L.4W.Ry 

No.  PacRy 

Penna.  R.  R. 

Pitts..  B.  ft  L.  E.  R.  R..  p 

Pitts..  B.  ft  L.  E.  R.  R.  com 

Pitts..  Ft.  Wayne  ft  Chi.  Ry 

Rensselaer  ft  Saratoga  R.  R 

St.  L.  Bg.,  1  p 

St.  L.Bg..  2o 

Upper  Coos  R.  R 

Am.  Tel.  ft  Telg.,  Boston. 

Gold  ft  Stk.  Tefe.,  N.  Y..  N.  Y 

Hartford  Cy.  Gas  Lt 

Providence  Bldg. 


Par 

Market 

Value. 

Value. 

$2aooo 

$15,200 

4.000 

1.960 

11,500 

18.400 

30.000 

26.700 

11.000 

9.680 

5.000 

6.500 

25.000 

31.750 

15.000 

9.750 

42,000 

45,360 

40.000 

32.000 

20.000 

25,000 

35.000 

32,900 

5.500 

5.865 

25.000 

33,250 

20.000 

15.600 

20.000 

33.800 

40.000 

47.600 

20.000 

23.600 

71,500 

85.085 

10.000 

12.300 

25,000 

15,250 

24300 

39.445 

17.500 

31,150 

15.000 

16,200 

15,000 

7.950 

5.000 

5.900 

28.000 

36.120 

5.000 

5,800 

7.500 

18,150 

25.000 

18,760 

Total $1,023,070    $1,088,740 


MISCELLANEOUS:  Figures  on  Rhode  Island  standard. 

DIRECTORS:  Charles  H.  Merriman,  George  M.  Smith, 
C.  Presoott  Knight,  Royal  C.  Taft,  William  B.  MeBee,  Charles 
H.  Merriman,  Jr.,  Lewis  W.  Pkrker,  Henry  L.  Tiffany.  Charles  E. 
Patterson,  Geo.  H.  Wiloox,  Sir  Lyman  M.  Jones,  H.  A.  Higgins, 
Chas.  H.  NeweU. 


BOHEMIAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Chicago,   111. 

Pnsident,  John  F.  Lalla;  Secretary,  GusUv  Klima.    Onsanixed.  1906. 


Ti4Bi    Assets 

19U        $19^358 
1914  16^756 


Unearned 
PrennuDs 


$6,633 
5305 


Net  Cash 
Surplus 


$12,569 
11,151 


Cash 
Premiums 


Total 
Income 


Loeses 
Paid 


$4,915 
4.293 


$5,865 
5,042 


$344 
65 


Returned 
to  P'yh'rs 


$1,009 
1.690 


Ehcpenses 


$2,002 
1.776 


Total  Ex- 
penditures 

Losses 
Incurred 

$3,355 
3.531 

$339 
65 

31. 1915. 

$17,860    Unearned  prems. 
1,000    Other  liahilities. 
121 

887       Total  liabifities 
Sorphis 


Total 


LuuLRxaB,  Die.  31, 1915. 

$6,633 
156 


$19358       Total. 


$6,780 
12,569 


$19,358 


Underwriting  profit,  $1,560;  investment  profit,  $950. 
RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31, 
$811,075;  premiums  thereon,  $11,278. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$35,644;  losses  paid.  $2,976;  dividends  declared,  cash.  $4,684. 

MORTGAGE  LOANS:  There  are  12  loans  all  located  in  the 
town  of  West  Chicago  and  Cicero.  111.,  aggregating  $17,850  on 
property  valued  at  $62,000  on  which  the  company  holds  $30,400 
of  insurance.    On  Dec  31.  last,  there  was  no  interest  overdue. 

TERRITORY  COVERED:  lU.  only. 
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BOHEMIAN  KOSSUTH  MUTUAL  FIRE  INSURANCE  CO.,  Kossuth,  Wis. 

Pnadrnt.  Main  Vtba:  StanUrr.  AdotpK  ^uhtuIl  Whiteltw.  Wa.  OrguiiHd.  IB71. 

I      Cuh      I  Unetmnl  I  Set  Cuh  I      Ciub  '  ~;      Totil      I      L«H     I   RituniHl   i 
Yuii     Amu       Pmniurai       aurplui       Praaiuma       IiuoBii  Pud  id  P'yh'n      E 


BOSTON  MANUFACTURERS  MUTUAL  FIRE  INSURANCE  COMPANY, 
Boston,  Mass. 

ProideBl,  JiMiih  P.  Gnj:  Vk»-Praiduit  inil  Ei 

I     C»ri.      I  Unamtd  i   N«  Cub  i        N« 
Yui     Ahmj       Fnmiumi  [     SiirpJui       Primiuiii 


to  P'yh'n  ,   EipsDHH      paidituTA      iDcorml 


136.  OTS      1.0SS.0H 


39,273    Otlutliil 


,bS^'. '. 


..t2.M3.4M       ToUl t2.St3.« 


N«  anuiint  of  rnnnbm'  UibUity.  D«.  31.  t]l,44T.TU:  ub- 
(krvriling  proSI,  11.379,103:  InTntDKiil  pcoGl,  tl»,S71. 

RISKS  AND  PEtEMIUMS:  Fire  riiki  b  [era.  Dtogmbcr  31, 
MI)7,.47S.i60;  pnmiuiiu  thmnn.  t2.S8t),HI. 

BUSINESS  SINCE  ORGANIZATION:  Pmnimu  nccind. 
WATl.tn;  loM>  ^d,  l«,33»,74T:  diiiifeiuli  d«knd.  I3B,- 
W2,1M. 


BONDS  OWNED: 

Canwth.  Mu^  3ij%,  IVU 

Coowth.  Mm.,  31^7,.  I93« 

Coniwth.  MuL. 3%,  182;-3<MI... 


Cbi,.  Mil  i  o>.  ■'.  i^.  ■(-  d,.  1''^  1 
Chi.  MU.  A  St.  P.  R.  R.,  in.  m..  *'", 
da.  A  Nn.  Rj..  m.  m..  *<%  imi 
Chi.  k  W.  lent.  R.R..  i%,  IU52. . . 
Cod.  a  Moot.  R.  R.  4%,  1«2D. . . 

Dd.  A  Hnd..  r.  ib„  t%.  1H3 

Dd,  A  Hud..  cv„  4%,  l»ia 


M>rk 


90.000         41.C00 


29.000         24,900 


FiU!h)MnR.R..3<^%.1«2l 

lU.  CcDt.  R.  R..  eoL  u.  4%.  I»2  . 
lU.  Cat.  R.  R..  r.  m.,  4%,  1M9.... 

L.  U  R.  R..  r.  BL,  4%.  IHV 

Mlcb.  Cent.  R.  R.,  1  ■ii..Od.  rir.,  4%. 
Mich.  Ciiit.  R.  R..  1  m..  J.  t  No. 

4%.1»B7 

Mil.,  S.  t  Nn.  R.  R-  4%.  I»47 . . . 
N.  y.  C.  i  H,  R.  R  R.  i..  *%.  IM 
N.  Y.  C.  4H..L  S..  d,.SM%.  IMS. 
N.Y.,N.H.4B.  RR,3h%.  IW 
N.  Y.,  N.  H.4B.  R.  R..  c...  S".'^ 
N.  Y„  Philm.  A  N.  R.  R.,  4ro.  193». 
N.  Y.,  W«.  *  B.  R.  R.,  *h'^  IM 


ldColoiiyR.R.4%,  ISiMS... 

™ia,4H%.lMI 

tun*.,  li.  olV  4%.  IMS  

oiu.  R.  R..  All.  ViL  Ry.,  1  n 


42.000 
•9,000 

30.000 


M.4ai 

74.400 
>3,W0 

is.imi 

93.900 


79.000 
90.000 
130.000 


1    12.320,000 


Tens.  Ry.  ABii.ot3t.L..4 
U.  N.J.  R.R4Cii..4<?,.  I 
Wnt  Sbon  R.  R..  4%.  2301 
AiDB.Tel.tT«h..4%,  ISl 
N.  Eiig,N(v.,  coT,  «%19i: 

Totals  (Inek  vbIiw. 


.  MISC£LUNEOL*S:  Comiuy  nlliind  u 

DIRECTORS:  Frcdtric  Amwi,  Howinl  Slachtin.  JoHlhu 
Chuc.  Williun  U.  BeuI,  Simeon  B.  Chue,  Ednrd  T.  Pian. 
Joaipli  P,  Orsy,  EdinQ  P.  CrmiF.  CWIoi  B.  Rofen.  Fndttie  C. 
UcDuSf,   WiUiun   Amory.    Ronald  T.  Lnnu.  Pwln^  C. 


10  hm  by  Su  Fru- 


BREMEN  FARMERS  MUTUAL  INSURANCE  COMPANY,  Bremen,  Kan. 

PraidFDl,  W.  Ralv;  Seentar]',  Fred  H.  Pnlk.    Orguuinl.  Iggg. 


Y.U 

A»u     1  Prmiunu 

Surplu. 

Premtmni 

»  P'yh'n 

EipuM  [  imditu™ 

luuind 

»33.178|          113.397 

Iie,7»l 
20,146 

14,47] 

*»,HI 

t™ 

•IS    t&' 

tiaf^,"!) 


RLSK3  AND  PREMIUMS:  iV<  hAi  in  Ibtn,  Dncmbcr : 
12.112,143:  iwnido  nk>  in  lone.  »M.14§. 
MORTGAGE  LOANS:,  Than  in  9  loan  lor  119.740.  p 
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BROWN  COUNTY  FARMERS  MUTUAL  INSURANCE  COMPANY, 

Morrill,  Kan. 

PMideDt,  G.  W.  WUfiams:  Secretory,  G.  KepUnger.    Orguiind.  1889. 


Ob 
|l21.S45;iMl 


31.  1916,  oomMoy  had  $39,846  assets,  $14,500 

of  mortgage  loans  on  fint-elaas  property,  cash 

$3,900:  uabiCtieB.  $90;  net  sanmis,  inolad- 

$39,755.    During  the  year  it  received  $33,040 


in  prenuunu:  total  inoome.  $34,493;  losses  paid,  $15,810;  ex- 
penses, $9,596;  total  expenditures.  ^,400.  Fire  risks  in  foroe, 
Dec.  31.  1915.  $12,071,851. 


BUCKS    COUNTY    CONTRIBUTIONSHIP    FOR    INSURING    HOUSES 
AND  OTHER  BUILDINGS  FROM  LOSS  BY  FIRE,  Morrisville,  Pa. 

president.  Thomas  C.  Knowles:  Secretary.  WilHam  Balderston.    Organised,  1811. 


YsASi 


Caeh 


Unearned 
ircmiums 


1915 
1914 
1913 


$611,636 
597,312 
579.8001 


t$69,636 
t69.232 
f68.935 


Net  Cash 
Surplus 


$542,000 
528,080 
510.865 


Cash 
Plrenuums 


$8,145 
6,899 
6.204 


Total 
Income 


$37,729 
33,531 
33,852 


Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$3,714 

463 

2.882 

$11,014 
8.765 
5.867 

$6,430 
6.656 
9,211 

$21,158 
15,884 
17.950 

$3,714 

463 

2.882 

tDeposits  of  members. 

ASSETS.  DEO.  31. 1915.  Real  estate.  $47,283:  Mortgage  loans. 
I418i6i:  Beads  and  stocks.  $107,104;  Collateral  loans.  $26,433; 
Guh.  $iS39;  Interest  and  rents,  $7,411;  Total  assets.  $611,636. 
liibtEties:  Deposit  money,  $69,636. 

MOBTGAGE  LOANS:  These  a^srente  $418,566.  and  are 
pwteeted  by  improred  real  estate  m  rennnrlvania  valued  in 
t»A  iastsaee  at  more  than  double  the  amount  loaned. 


BOJfDS  AND  STOCKS  OWNED: 
B011D8. 

iVeotaoCity 

X.Y.AN.  J.,«at 

ClesrSfr*Bg.«at 

Unvj,  vat 

CWueto,  vat 

CitaeD9.«at 


Par 

Value. 

$6,160 

8,000 

5.000 

2.500 

5.000 

12.000 


Market 

Value. 

$7,000 

8.000 

5.100 

2,500 

5.000 

12.000 


Bonds  4in>  Stoccb  Ownid. — Cont. 
Bonds. — Coni. 

Kearanea.  L.  &  P 

Yardley  Bridge 

Elixabeth  River  R,  R 

Doylestown.  sr 

Stocks. 

Penna.  R.R 

Phik.  A  Trenton  R.  R 

United  R.R.  of  N.J 

Mechanics  Natl.  Bk 

First  Natl.  Bk .^ 

Yardley  Natl.  Bk 

Estate  of  Michael  Gibbon 


Par 

Value. 

$1,000 

10,000 

5.000 

3.000 

18.150 
5.000 
5.000 
5.550 

11,060 

600 

3.000 


Market 

Vahie. 

$1,000 

10.000 

5.000 

3.000 

19.965 
12.500 
12,500 
26,196 
18,315 
810 
3.000 


Totals  (book  value.  $104.104) $105,800      $149,386 


BURLINGTON  MUTUAL  FIRE  INSURANCE  COMPANY,  Buriington,  Vt.§ 

President.  Chaunoey  W.  BrowneO;  Secretary,  E.  W.  J.  Hawkins.    Organised,  1907. 


Oidi 
Yi&A    Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh're 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

n9i& 

1914        $27,729 
191}         22;496 

$1,949 
1,602 

*$8,632 
•9.434 

$19,982 
13.777 

$20,634 
23.062 

$11,560 
8.595 

t$700 
t700 

4,622 
4.466 

$16,882 
13,761 

$14,162 
9,095 

fDividend  on  guarantee  fund. 


^Statistics 


tStateounta  as  of  Juhr  31.  'Includes  $10,000  guarantee  fund  paid  up. 

fcr  1915  aot  reoeived  when  this  page  went  to  press. 

MIdCELLANEOUS:    This  company  was  chartered  by  the    i    surance  business  with  a  guarantee  fund  of  $10,000.  and  commenoe 
VenaoBt  State  kgMatore  in  1906,  to  transact  a  mutual  fire  in-    |    business  June  1,  1907.    Operates  in  Vt.  only. 


.1. 


1915 
1914 
1913 


BURLINGTON  COUNTY  ASSOCIATION  FOR  INSURANCE, 

Medford,  N.  J. 

President,  John  E.  Darnell;  Secretary,  Henry  P.  Thorn.    Organixed,  1821. 


Csdi 
Yaia    Assets 


$8,681 
7,729 
U63 


Unesfoed 
Ftemiums 


$35,637 
38,034 
42L336 


Net  Cash 
Surplus 


—$27,489 
—30,838 
—41,206 


Cash 
Premiums 


Total 
Income 


Losses 
Paid 


$4,902 
4.269 
6.025 


$5,173 
14,034! 
6,4021 


Returned 
to  P'yhra 


$2,849; 

7.0661 

12,2221 


Expenses 


Total  Ex- 
penditures 


$908 
1,011 
957; 


$3,757 

8.078 

13,179| 


Losses 
Incurred 


$2,849 

7,066 

11.532 


—  Excess  of  fiabJIities. 

ASSETS,  DEC.  31, 1915:  Cash,  $8,239;  agents'  balances,  $142; 
other  ssKts,  $300,   Total  assets.  $8,681. 

LIABIUTIES:    Unearned  prems..  $35,637;  other  liabilities, 
S533.    Total  bbifitaes,  $36,170. 

RISES  AND  PREMHTMS:  Fire  risks  in  force,  December  31, 
C.283J89;  pcemioms  thereon,  $71,274. 

MQCELLANEOUS:  This  company  takes  no  premium  notes. 
Pohdes  are  subjeet  to  aasumuent,  bat  the  law  does  not  permit 


one  assessment  to  exceed  1%'  of  the  amount  of  insurance. 

ment  in  1914  of  12^%  of  amount  of  premium,  only  one  ever 

levied. 

REMARKS:  This  company  reports  no  unpaid  losses  and  ita 
only  immediate  liability  is  $533  of  salaries  against  which  it  has 
$8,681  of  asKto.  mostly  cash.  This  amount  is  less  than  one- 
fourth  of  the  amount  given  as  contingent  unearned  premiums 
($35,637),  the  amount  of  premiums  in  force  being  stated  as  $71,274. 
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BUSINESS  MENS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Towanda,  Pa. 

Premdent,  J.  Andrew  Wilt;  Secretary.  Q.  T.  Ingham.   Organised.  1007. 


Ybar 

Cash 
AflBeta 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

LOSMS 

Paid 

Returned 
to  Pyh'rs 

l«l«]iii.ivnHP 

Total  Ez- 
penditures 

Loses 
Incuired 

1015 

918.227 
15.210 
13.101 

916.057 
12.844 
12.551 

912.806 

10.054 

7,008 

913,283 
11,400 

8,418 

96,240 
5.703 
6.353 

94.442 
4^1 
3.162 

910,601 

10.034 

0.515 

1014 

95.750 

1013 

7.157 

AflSBTB,  Dk.  31, 1015.  LuBiLinn.  Dk.  31. 1015. 

Bonds  and  stocks. . .        96,010    Losses  unnaid 91.020 

Cash 0.478    Other  liabilities 260 

Agents'  balanees. . . .  1,830  

Total  liabiUties...        91.270 
Sorphis 16.057 


Total 


918.227       Total 918.227 


RISES  AND  PREMIUMS:  Fira  risks  m  force,  December  31. 
$1,861,240;  premiums  thereon,  921.784. 


BUSINESS  SINCE  ORGANIZATION:  Ftaniuiu  raedved. 
980.550;  losses  paid,  934,637. 

BONDS  OWNED:  The  company  owns  bonds  of  the  Peoria 
UK,  RaUway:  par  value,  97,000;  market  vahie.  96.010. 

MISCELLANEOUS:  The  company  operates  m  Fi.  only 

REMARKS: — This  company  does  not  report  any  unearned  pre- 
mium reserve  although  its  premiums  in  force  are  stated  aa  921,738. 
If  any  part  of  these  premiums  are  returnable  on  canorihuioii, 
it  would  seem  proper  tiat  a  reserve  should  be  maintainad  tiMreoo, 
and  at  an  average  of  50  per  cent,  would  oonmderably  reduce  the 
apparent  surphis. 


BUTTERNUT  VALLEY  MUTUAL  FIRE  INSURANCE  CO.,  Morris.  N.  Y. 

PtDsident,  Geo.  Whitman;  Secretary.  E.  C.  Miller. 

BUSINESS  DURING  1015:  Premiums  received.' 97,730; 
Total  income.  97,852;  kMses  paid.  91.364;  expenses,  92.088;  total 
expenditures,  94,063. 


ASSETS,  DEC.  31,  1015— Cash,  912,868;  Agents'  balances, 
92,387.  Total  assets.  915.206.  Liabilities-Losses  unpaid,  9200; 
Unearned  prema,  94,687;  Totol  liabiUties.  94.887;  Surphis, 
910,318. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31' 
91,166,606;   premmms  thereon,  911,300. 


CALUMET  MUTUAL  FIRE  INSURANCE  COMPANY,   Calumet,  Mich. 

Preadent,  John  R.  Ryan;  Secretary,  Ole  Olson.    Orsanised,  1006. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
IVemiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 

1015 

934.087 
31.866 

934.087 
31,866 
26.173 

910.214 

10.005 

0,651 

911,638 
11,218 
10.545 

91,140 

020 

1.347 

94,313 
1,806 
2,074 

92,806 
2,710 
2,434 

98.258 

5,525 
5.855 

91.008 

1014 

020 

1013 

26.173 

U27 

ASSETS.   DEC.  31,   1015.    Bonds.  914.500;  Big 
91025;  Cash,  93,262;  Ctb.  deposits,  913.200;  Total 
067.  No  liabilities. 


&1.  stks. 
ts  934. 


Fire  risks  in  force.  December  31,  9321,300. 


CAMBRIDGE  MUTUAL  FIRE  INSURANCE  COMPANY,  Andover,  Mass. 

PNaident.  Burton  S.  Flagg;  Vice  President  and  Treasurer,  William  E.  Burrage;  Secretary,  FVedcric  0.  Moore.   Oiganiaed,  1833. 


YsiLR 


1015 
1014 
1013 


Cash 
Assets 


948,612 
44,300 
44,635 


Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Inourfcd 

931,180 
20,281 
26,527 

915,308 
13,632 
17,007 

931.350 
27,016 
24.116 

933,412 
30,187 
33.636 

913.617 
17.763 
12.305 

95.000 
3.800 
4.531 

910.607 

0.007 

17.803 

920.323 
31.270 
34.630 

914.247 
18.000 
12.537 

Assm,  Dm.  31, 1015. 


LuBiunM,  Dm.  31. 1015. 


Realestote 

B<Hids  and  stocks. 

Cash 

Agents'  balances.. 
Interest  and  rents. 


Total 


91,200 

31,180 

834 


93,000    Losses  unpaid 

37.000    Unearned  prems. .. . 

3,527    Other  liabilities 

4,363  

633       Total  liabiUties...       933,304 
Surplus 15.308 


948.613       Total. 


948,612 


Underwriting  profit,  95,020;  investment  profit,  91,503. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
95,260,548;  preDunms  thereon,  961.827. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
92.330.887;  kases  paid,  9070,367;  dividends  declared,  cash,  9885,- 
430. 

REAL  ESTATE  OWNED:  Conasts  of  6010  sq.  ft.  land,  137 
Oxford  st,  and  one-half  of  a  2*«t<xy 'dwelling  house.  Mortgageb 
92.000.    Net  income  bat  year.  9268. 


BONDS  OWNED: 


Akron.  Ohio 

Briaieiiff  Manor,  N.Y. 

Cleveland,  Ohio 

Kansas  City,  Mo 


Vv 
Value. 
91.000 
1.000 
2.000 
2.000 


Maricet 

Value. 

91.000 

1,011 

1,088 

2.020 


BoifM  AMD  Srocu  OwmtD.— Conf. 
BoNoa. — ConL 

Leominster,  Mass 

Madison,  Wis 

Milwaukee.  Wis 

Minnei^wUs,  Minn 

Omaha,  Neb 

SanDiegOtCal 

San  Franmsco,  Cal 

Boston  k  Albany  R.  R 

Boston  A  Lowell  R.  R 

Chicago  A  Nwn.  R.  R 

Chicago  Rys 

OidCotonyR-R 

Amer.Tl.  ATg 

Det.  Edison  Co 

N.E.T1.4Tg 

Portland  Gen.  EL  Co 


Pkr 

Vahie. 

93,000 
2,000 
1.000 
1,000 
2.000 
2,000 
2,000 
1,000 
2.000 
2,000 
1,000 
2.000 
2.000 
2,000 
3,000 
3,000 


Market 

Vahw. 

92.010 
2.000 
1,010 


1.1 

2.020 

2.010 

010 
1,840 
1,840 

970 
1,800 
1.7«» 
2.000 
3,000 


Totals  (book  value.  936,502) . 


937,000        996.000 


MISCELLANEOUS:  This  company  rebsored  its 
policies  in  the  Royal  of  Liverpool,  in  May,  1008,  and  in  1900 f» 
sumed  bustness.  Conflagration  kases:  Chelsea,  1008.  170,000. 
Its  home  office  was  moved  from  Cambridge  in  1013.  Tba 
pany  operates  in  Mtm,  only. 
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CAMPBELLSPORT  MUTUAL  FIRE  INS.  CO.,  Campbellsport,  Wis. 

Pnaidflnt,  O.  G.  Headrioks;  Seeretwjr.  H.  A.  Wrucke.   OrKanised,  1895. 


Ti&m 

Cbab 
Aants 

Uoearaed 

IiCDBIQIIlS 

Net  Cash 
Surplus 

Gash 
fnmaam 

Total 
iDocune 

Loans 
Paid 

Returned 
to  P'yh'rs 

l«l«]iii.ivnHP 

Total  Ex- 
penditures 

LOSMS 

Incurred 

1913 

$41,113 
39,323 

$20,883 

$19,110 
37,941 
29,675 

$28,099 
28,039 
28,213 

$29,861 
29.725 
29,695 

$15,229 

8,974 

10,716 

$12,792 
13,099 
12,038 

$14,048 

1914 

8,974 

1913 

31,675 

11,368 

Bal 

Uxx\ 
CM  , 

AtBaS 

blerart  and  rests 
Total 


Die.  31, 1915.  LuBiuTxiB,  Dec.  31, 1915. 

$5,080    Losses  unpaid $648 

25,375  Unearned jprans....        20.863 

8.730  OtiMr liabilities....            491 

1.478  

449  Total  liabifities. . .       $22,002 

Surplus 19.110 

$41,112       Total $41,112 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  Deeember  31, 
$5,177,618;  premiums  thereon,  $41,530. 

BUSINESS  SINCE  ORGANIZATION:  Insurance  written. 
$37,365,904;  losses  paid.  $164,501. 

REAL  ESTATE  OWNED:  Company's  home  office  boildinc 
and  site. 

MORTGAGE  LOANS:  These  loans  aggregate  $25,375  and  are 
protected  by  farm  property  Talued  at  nearly  three  times  the 
amount  loaned.  Company  holds  $3,500  of  insoranoeon  the  build- 
ings. 

TERRITORY  COVERED:  Wis.  only. 


CANTWELL  MUTUAL  INSURANCE  COMPANY,  Odessa,  Del. 

Prerident.  Daniel  W.  Corbit;  Secretary  and  Treasurer,  Joseph  G.  Brown.    Organised,  1849. 


Tui 

CMh 

AsKts 

Unearned 
Premiums 

Net  Cash 
Surplus 

Gash 
Premiums 

Total 
Income 

LoSMS 

Pftid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Ineumd 

»U  1     $81,165 

$61,165 
57,194 
57,711 

$5,730 
5.578 
5,513 

$8,830 

8,758 

10,401 

$86 

4,108 
3,186 

$6,644 
7.554 
3.019 

$6,730 
11.662 
10,401 

$86 

1114  •        S&474 

4,108 

III3 

59.475 

■$'4,i96 

MORTGAGE  LOANS:  These  loans  aggregate  $20,000  on  im- 
proved dty  and  fana  property,  Talued  at  double  the  amount 
MeoedthenoB. 


TERRITORY  COVERED:  Del.  only. 


CATSKILL  MOUNTAIN  FIRE  INSURANCE  COMPANY  OF  GREENE 

COUNTY,  Greenville,   N.  Y. 

President.  W.  A.  Waason;  Secretary,  0.  C.  Stevens.    Organised.  1907. 


Tun 

Cuh 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

total 
Inoome 

Loeses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Loeses 
Incurred 

1115 

$25,597 

ifLm 

$16,013 

14,026 

9,655 

$13348 

12,042 

9.737 

$14,334 
12,663 
10.266 

$6,547 
3.689 

4,662 

$4,412!       iiafi&Q 

IfH  , 

2ZL224             7.1110 

3,822 
3,175 

7,511 
7,837 

1113. 

11^938 

6,056 

BoMfa 


Dk.  31, 1915.  LuBiLtTDBB,  Dic.  31. 1915. 

$4,550    Losses  unpaid $1,333 

13,170  Unearned prems....          8.231 

5,387  Other iiabmtiee....               20 

2,207  

283  To^  liabilities..          $9,584 

Surphis 16,013 


Total 


$25,597       Total $25,597 


BISKS  AND  PREMIUUS:  Fire  risks  b  force,  December  31. 
njMMO;  pramnms  tfaeram.  $19,879. 


MOSTQAGE  LOANS:  The  4  loans  are  secured  by  properties 
IB  lloRii  Pitfk.  BrooklyD,  Garden  City  and  darenceviUe,  N.  Y. 


BONDS  OWNED: 

Va.  Ry.  Pow.  Co..  5%,  1934 

So.Pac.,4%,  1955 

Ore.  S.  L.,  4%.  1929 

Ch  R.  I.  4  P.,  4%,  1934 

Can.  80..  5%,  1962 

B.  &  0.,  cv.,  4H%.  1933 

B.  4  0.,  eq.,  4>4%.  1921 

Tri-City  Ry.  St  Lt.  col..  5%,  1923. 
Lake  Shore  k  M.  S.,  4%,  1928. . . 

A.  T.  A  S.  P..  4%,  1995 

Del.  A  H.,  4%,  1943 


Totals  (book  value.  $13.333) , 


Par 

Market 

Vahie. 

Value. 

$1,000 

$930 

1.000 

960 

2.000 

1,860 

1.000 

660 

1.000 

1,040 

1,000 

970 

2,000 

2,020 

1,000 

'990 

2.000 

1,900 

1,000 

940 

1,000 

970 

$14,000        113,170 


CENTRAL    MANUFACTURERS    MUTUAL    INSURANCE    COMPANY, 

Van  Wert,  O. 

President,  H.  V.  Obey;  Secretary  and  Treasurer.  C.  A.  L.  Purmort.    Organised,  1876. 


Tiu 

CMh 

Unearned 
Pnmiams 

Net  Cash 

Cash 
Premiums 

Total 
Inoome 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Loeses 
Incurred 

1915 
19U 
1913 

$88^5$ 
7D9i750 
637,839 

$328,467 
257,908 
318.279 

$467,011 
410.255 
391.734 

$578,686       $605,350 
468,729         491,811 
411,382         434.211 

$220,001 
196,163 
243.514 

$81,018 
75,132 
70,921 

$157,169 
122.113 
110.031 

$458,188 
393,408 
424.466 

$333,761 
26a880 
23a930 
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CENTRAL  MANUFACTURERS  MUTUAL  INSURANCE  COMPANY.  Van  Wert,  O.— Con*. 


Aaavn,  Dbc.  31. 1915. 

Realestate 840.000 

Mortgage  loans 149.350 

Bonds 458.301 

Cash 96,725 

Agents'  balances 111,230 

Interest 6.850 


LiABiLinn,  Dbc.  31, 1915. 

Losses  unpaid 836,592 

Unearned  prems. . . .       328.467 
Other  fiabifities....        30,386 

Total  liabmties. . .     8395.445 
Surplus 467,011 


Total 


8862,456       Total 8862,456 


Net  amount  of  members'  liability.  Dec.  31,  81,088.921;  under- 
writing profit.  8111,406;  investment  profit,  826,368. 

RISKS  AND  PREMIUMS:  Fire  risks  in  fon^  December  31, 
849,526,195;  premiums  thereon,  8627,846. 

BUSINESS  SINCE  ORGANIZATION:  Plemrams  received, 
85.892,714;  losses  paid.  82.911,798;  dividends  declared.  8800.202. 

REAL  ESTATE  OWNED:  Consists  of  company's  home  oflSoe 
building,  which  cost  855.365,  carried  at  book  value,  840.000.  Net 
inomne  m  1913.  82,190;  in  1914.  82,139;  in  1915,  82.003. 

MORTGAGE  LOANS:  Thwe  are  32  loans,  agne^ting  8149.- 
850.  protected  by  improved  farm  lands  b  VuWert,^uldinff 
and  Miami  counties,  valued  at  8435,455.  AU  are  first  hens  ana 
then  is  no  interest  past  due. 

BONDS  OWNED: 

U.  S.  Gov.,  reg.,  2%,  1930 

U.  S.  Gov.,  reg..  3%.  1918 

U.  S.  Gov.,  c,  3%.  1918 

Akron.  0..  sc.  4%.  1923 

Bameeville,  0..  mun..  5%.  191844 

Bowling  Green.  0.,  sc..  4%.  1934-18 

Canton,  0..  sc..  4%.  1928 

Cincinnati.  0..  sc..  4%.  1949 

Cincinnati.  0..  sc^  4%,  1949 

Cokmibus.  0.,  mun.,  4%.  1919 


Pte 

Maricet 

Value. 

Value. 

850.000 

850.000 

400 

400 

1,400 

1.400 

16,000 

16.160 

12.500 

14.015 

29.000 

29,960 

23.000 

23,460 

10,000 

10.400 

15.000 

15.600 

2aooo 

20.100 

Bonds  Ownid.— Coaf. 
BoKD».—Ccnt 
Columbus  Grove,  0.,  sc,  4^%.  1928^ 

Cuyahoga  Co..  et  hsc,  4%.  1922^ 

Crestline,  O..  wat.  wks..  4%,  1926^ 

Dayton.  0..  wat.  wks..  4%.  1921-5 

Liverpool,  0..  r..  4%,  1925 

Postoria,  0..  mun..  4%,  1925 

Hicksville,  0.,  mun..  5%,  1916-23 

Maumee,  0..  r..  4>i%,  1937 

New  Lexmgton.  0..  et.  hse.,  4%,  1916-28 

Putnam  Co..  ct.  h..  4%.  1919-24 

Toledo.  0..  wat.  wks..  4%.  1922 

Troy.  0.,  mun.,  4%,  1920-6 

Union  City.  0.,  se^  4%.  1916-24 

Van  Wert,  C  sc..  4%,  1926-37 

Vaa  Wert  Co..  rd.  imp..  4%.  1920-1 

Van  Wert  Co..  rd.  imp..  4%.  1928-9 

Van  Wert  Co..  rd.  imp.,  4%,  1924-6 

Van  Wert  Co..  rd.  imp..  MorrisoD,  4H%* 

1917-27 

Wanakoneta.  0..  man..  5%,  1920 

WeOsville.  0..  mun.,  4H%.  1925-31 


¥u 

Maikct 

Value. 

Vahe. 

86.000 

t(J30 

25.000 

25,500 

20,000 

»M00 

25.000 

25,300 

10.000 

10,200 

8.000 

8,160 

8,000 

8,800 

9.000 

9.450 

4,000 

4,04» 

27.000 

27,270 

25.000 

25,250 

19.500 

19,755 

18,000 

18,180 

15.000 

15.355 

5.000 

5.050 

7.000 

7,140 

10.000 

lOvlSO 

7.200 

7.336 

6.000 

6,240 

16,500 

17,266 

Totals 8448,500      8458,176 


MISCELLANEOUS:    Conflagratbn  kases:    Baltimore,   1904, 
82JMX):  San  Fraaeisoo,  1906.  %%m. 

DIRECTORS:  H.  V.  Obi^.  J.  P.  Reed.  C.  A.  L.  Purmort, 
H.  L.  Conn.  C.  M.  Purmort.  Geo.  R.  MoConnell.  H.  M.  GleMon. 

FIELD  MEN  AND  TERRITORY  COVERED:  Jsa.  S.  Kem- 
per. ChicaoD.  HI.;  Archie  W.  CampbdD.  general  ageni,  Boatoo, 
Mass.;  F.  J.  Martin,  Seattle.  Wash.,  for  Pteific  Coast;  H.  J.  Con- 
nii«ham.  Janesville,  Wis.  The  oompanv  operates  in  CftL,  Gm^  HI., 
Ind..  Me.,  Mass.,  Mich.,  Minn..  N.  J^  N.  V.,  0.,  Ore.,  P^  Tenn., 
Wadi.  and  Wis.  and  all  States  where  aoceiitable  fausbess  is  offered. 


CHURCH  INSURANCE  ASSOCIATION  OF  THE  STATE  OF  NEW  YORK, 

Rochester,  N.  Y. 

President.  M.  R.  Webster;  Secretary.  G.  M.  W.  Bills.    Organised.  1891. 


Tbab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 

Losses 
PkUd 

Returned 
to  Pyh'rs 

Bipenses 

Total  Ex- 

1915 

818,649 
16,617 

89,694 
9.817 

84.929 
5,971 

87.460 
6.832 

88.051 
7,805 

82.816 
2,177 

83.007 
2,667 

85.823 
4.844 

1914 

AsBBTB.  Dae.  31, 1915.  LiABiuma,  Dae.  31, 1915. 

Cash 816.979    Losses  unpaid 83.200 

Agents' balances 1,608  Uneamedfprems....          9.694 

Otberassets 62  Other liabffities.....            826 


Total  liabifities. 
Surphis 


813.720 
4.929 


Total 


818,649       Total 818,649 


RISKS  AND  PREMIUMS:  Fire  ri^  in  fone,  Deeonbcr  3U 
82,206.786;  premhmis  thereon,  818,502. 


CINCINNATI  EQUITABLE  INSURANCE  COMPANY,   Cincinnati,  O. 

president.  Fnak  J.  Jones;  Secretary.  Edward  H.  Ernst.    Organised.  1826. 


Ybab 

Cash 
Assets 

Deposits 
RetumaUe 

Net  Cash 
Surplus 

Cash 
PKmiums 

Total 
Inoome 

LOSMS 

Paid 

Returned 
toP'yh'w 

Expoises 

Total  Ex- 
penditures 

Inoofved 

1915 

sis 

1 

8279,544 
279,940 
280.326 

8539.119 
486.834 
491.328 

85.917 
5.509 
5.939 

846.523 
45.698 
62.423 

87,921 
17,183 
36,950 

821,574 
28.926 
23.009 

829,495 
41.100 
59.959 

86,459 

1914 

13.M3 

1913 

8S.Oft5 

Unearned  premhim  is  amount  redaimable  on  perpetual  policies. 


Absstb,  Dbc.  31, 1915. 


Realestete 

Bonds  and  stocks. . 

Cash 

Interest  and  rents.. 


820.000 

797.843 

1.837 

1.367 


LuBiuniB.  Dbc.  31. 1915. 

Losses  unpaid 8205 

Perp.  dm.  reel 279,544 

Other  liabilities 339 


ToUlhabilities...     8281.928 
Surplus 539.119 


Total 


8821.047       Total 821,047 


RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31, 
811.478.574;  premiums  thereon.  8297,387. 

LOSSES  PAID  SINCE  ORGANIZATION:  8613,751. 

REAL  ESTATE  OWNED:  One  four«tory  bride  stooe  Inwt. 
building  located  on  38  East  3rd  street,  (Sncmnati,  0^  vi^oed  mt 
820,000.  Last  year  the  rents  received  were  81,189  aiid  tbe  cx> 
pen8ee,8497. 
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CINCINNATI  EQUITABLE  INSURANCE  COMPANY,  Cincinnati,  O. —Continued. 


BONDS  AND  STOCKS  OWNED: 

BOHM. 

Cb.«BLwka 

On.  put 

CSbl,  It  inp 

at,r 

C^6B.l.f 

Ck,r 

Gef^  poBee  dcpt 

C3a,i.f 

Ow,  m 

TcMd,  0^  96.  ft  CD.  imp. 

StOCXB. 

little  Mind  Ry 

Cleve.  &P^ 

Cleve.  4  P^ 

Oft-StRy, 


Vsfaie. 
150,687 
2.040 
1.030 
3,630 
2.544 

10.125 
2,070 
5,144 
4.000 
9,375 
5.147 

12.000 

30.638 
36,000 
24.960 
35.000 


Market 

Vahie. 
146.500 
2,040 
1,020 
3.780 
2.550 
9.300 
3.060 
5.150 
4.080 
9,300 
5.100 

13,140 

46.125 
40.000 
33.500 
30.750 


Bonds  anv  8rocu  Owmsd.— Cont. 
BoNDB.— Conl. 

C.N.O.AT.Ry 

C.  N.  0.  4  T.  Ry.,  p 

Dkyton  k  Mich.  Ry 

Dayton  &  Mich.  Ry..  p 

Ciii.&GaaEl 

Cin.  A  Sub.  Bdl  TL  Co 

Am.  Oak  Leather 

Fitfmera  k  Shippen  Tob.  W.  Co.,  3  p. 

Citiicn  Nat  Bk 

let  Nat.  Bk 

NileaToolWka 

Chamber  Commtfee 

Fhxrter  A  Qamble 


Ptf 

Market 

Value. 

Value. 

130,000 

132.250 

10.000 

26.000 

13.617 

12.000 

13.039 

12,950 

225.000 

168,750 

64336 

120,000 

20,000 

30.000 

7.500 

3,750 

18.000 

14.000 

32.217 

60.840 

1.000 

1.100 

100 

26 

33.400 

60.350 

Totah S601.03S      $797,843 


CITIZENS  MUTUAL  INSURANCE  COMPANY,  Boston,  Mass. 

Pteakient,  Geo.  W.  Hmkley;  Sevetary.  Herman  Bird.  Organiaed,  1846. 


YlAl 

CaA 
.AsetB 

Uneamed 
IVeraittma 

Net  Cash 
Sorphia 

Cash 
Premiums 

Total 
Income 

LoaoeB 
Plud 

Returned 
to  Pyh'ra 

Expenses 

total  Ex- 
penditures 

LOBMS 

Insurred 

»1S 

mi 

»13 

im.764 
82,677 
02.9S7 

831,300 
33.741 
30,575 

$36,171 
35.504 
44,723 

•$6,759 
17,295 
22.305 

$27,732 
41.834 
43.402 

$8,636 
19,970 
10,005 

$7,089 

7,859 
8,609 

$34,584 

9,879 

10.769 

$40,259 
37,708 
29,401 

$8,820 
16.642 
11,760 

110.163  of  1914  resBBuraooe  premitmis  paid  out. 


Dbc.  31. 1915. 


LuBiuma.  Dae.  81. 1915. 


fialeatste 

H<vtpge  baaa. 


GebtenibaiB... 

CM 

Asals'bBhaeca.. 
lalereit  and  rents. 
Ciheraaiets 


TM 


$7,848  LoeMS unpaid.... 
10.725  Unearned  prems. . 
37.170    Other  liaUfities.. 

1.481 

4.776       Total  liabilities. 

4.455    Surplus 

868 

3.441 


$766 

31,360 

3.467 


$34,593 
36.171 


$70^764       Total $70,764 


Uadmjtiiv  profit  $5,073;  investeent  profit.  $2JW0. 

BISKS  AND  PREMIUMS:  Fire  riaks  in  fores.  Deoember  31, 
t^Un-,  issmiums  thereon,  $64,383. 

BCSNESS  SINCE  ORGANIZATION:  PtesBhans  received. 
$UHX9I8;  knea  paid,  $1,063,034;  (findends  deelsied,  cash, 
tl.47Q.27L 

BEAL  ESTATE  OWNED:  Compriaea  h)t  and  3^tory  brick 
MioiL  367  Botolpb  St.,  Boston;  book  value.  $7,848.  Rents 
leeorBd  last  year.  $iB94;  taxes  and  expenaea.  $1,083. 


UOSTQAQE  LOANS:  There  are  5  kana  aoresating  $10,735 
oa  iofTOfed  iraperty  in  the  State  of  Ma«aarlnisptts  vahied  at 
tlS.190.  the  bsBttngs  on  wfabh  the  company  holds  $16,700  of 
iRonaase.  On  Dee.  31.  last,  there  wu  $43  of  interest  past  due. 


COLLATERAL  LOANS:  There  is  1  Umu  of  $1,481  on  endow- 
ment policy,  313.097  Aetna  Life  of  Hartford,  valued  at  $3,456. 

BONDS  AND  STOCKS  OWNED: 

BOMDS. 

IS.  v  A.  n.  A , 

Chi^  Ind.  ft  S.  R.  R.,  1  m 

Cin.,  Ham.  ft  D.  R.  R^  gn.  m 

Detroit  Tm.  ft  Tun.,  1  m 

Ffint  ft  Pere  Marquette  R.  R 

Flint  ft  Pere  Marquette  R.  R.(Pt.  Huron) 

N.Y.,N.H.ftH.R.R 

Amer.  Tl.  ft  Tk.  Co 

International  Fkper.  1  m 

8o.  Bell  Tl.  ft  Tg.,  1  m 

Ottawa,  Can 

Chi.  Jo.  ft  Un.  Stk.  Yd.  Ry 

Chi.,  Mil.  ft  St,  P.  Ry 

FitchlwrE  R.  R 

Detroit  Edison  Co 

Minneapolis  Gn.  £1 

SwiftftCo 

Stoccs. 
Maaa.  Electric,  p 3.500  1,360 


Pkr 

Market 

Vahie. 

Value. 

$3,000 

$3,200 

2.000 

1.730 

2.000 

1,400 

3,000 

3,790 

1,000 

1,030 

5.000 

3.000 

6.000 

4.980 

2.000 

1.830 

3.000 

3.060 

3.000 

3.000 

2,000 

1,880 

1.000 

1,000 

1,000 

1.080 

1.000 

960 

2,000 

3,030 

3.000 

3.030 

3.000 

1,960 

Totals. 


$43,500        $37,170 


TERRTTORY  COVERED: 
and  Vt 


Company  ia  licensed  in  Maia. 


COAL  OPERATORS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Springfield,  111. 

Pkeiident,  T.  A.  Lemmon;  Seerstaiy,  C.  V.  Hiokox.  Organised,  1896. 


Tuaj    AbkIs 

Unearned 
IVemiums 

Net  Cash 
Surplua 

Cash 
IVemiums 

Total 
Inoooae 

LoeBes 
Paid 

Returned 
to  Pyh'rs 

Expenses 

Total  Ex- 
penditures 

Incurred 

I9U  '      $48J65         $lli)08 

$23,434 
35,966 
31,496 

$33,393 
26,593 
29,225 

$25,290 
28,416 
31.300 

$19,059 
28,063 
38,800 

$7,113 
7.482 
7.350 

$26,172 
35,525 
46.240 

$  882 

1914  ,        53^930            12.054 

28.063 

»U  .        57^916 

14.018 

38.890 

Afeau 

OtWi 


Total 


Dk.  31*  1915.  LuBiLmas,  Dae.  31. 1915. 

$41,844    Loamaunpakl $2,613 

UOO    Unearned orems....        11,008 
4,488    Other  liabiUtieB. .. .         11.500 

917  

Totalliabilitiea...      $25,121 
SorplaB 23,434 


BONDS  OWNED: 


$48,555       Total $48,555 


BBSS  AND  PRSMIUMB:  Fire  rirics  in  force.  December  31, 
C,130t3?8;  premwnas  therson,  $2%016. 

BUBINEEB  SINCE  ORGANIZATION:  Ptaahims  received, 
IS2U08:  losMpnl,  t370.MO:  divHk«k  declared,  caah,  $38,392. 


B.ftO 

Chi.,MU.ftSt.P 

111.  Cent.  It  R 

MU.,  Lake  Shore  ft  W. 

VandaliaR.R 

Springfield,  III.,  f. 

SanTDia.,  Chicago.  IB. 
St.ClairCo..IU.,Be.. 


PSr 

Market 

Value. 

Value. 

$5,000 

$5,075 

5.000 

5,525 

10.000 

10.100 

4.000 

5,135 

5.000 

5,155 

5.000 

5.200 

5.000 

5,087 

300 

318 

Totals 

TERRITORY  COVERED:  HI.  onty^ 


$41,300        $41,500 
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COMMERCIAL  MUTUAL  FIRE  ASSOCIATION,  Mitchell,  S.  D. 

IVondent,  S.  H.  Scallin;  Secretary.  J.  0.  Walrath.   OrBaniied,  1897. 


YSAB 

Cash 
Aasets 

Unearned  |   Net  Cash 
PremiumB  |     SurpluB 

Cash 
Premiums 

Total 
Inoome 

Loases         Relumed 
Paid         toPyh're 

Expenses 

ToUl  Ex- 
penditures 

Loans 
Incurred 

1915 
1914 
1913 

$12,874 
12,627 
15.143 

$3,622           $8,595 
2,647 1            7,631 
4.6451           10,498 

$13,114 
12,107 
12,777 

$13,064           $5,001'          $2,702 
12.687             8.420               671 
13.782             9.666             1.864 

$6,190 
6.026 
6.821 

$13,963 
15.117 
18.351 

$5,001 
0.5» 
9.666 

ASSETS,  DEC.  81. 1015:  Mortgage  loans.  $2,300;  cash,  $7,600; 
agents'  balances,  $803;  interest,  $80;  premium  notes,  $1,992. 
l^tal  assets,  $12,874. 

LIABILITIES:  Unearned  prems.,  $3,623;  other  liabilities,  $656; 
total  liabilities,  $4,279. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$024,678;  premiums  thereon,  $14,655. 


BUSINESS  SINCE  ORGANIZATION:  Premiuma  received. 
$112,606;  losses  paid.  $102,491. 

MORTGAGE  LOANS:  There  are  2  loans,  aggregatinc  $2,300. 
Protected  by  property  worth  $7,500.  The  company  holds  $1,000 
insurance  on  the  mortgaged  buildings. 

HELD  MEN  AND  TERRITORY  COVERED:  K.O.  Walrath. 
metaaX  agent,  Mitchell,  S.  D.    The  company  operates  (mly  in 


COMMERCIAL  MUTUAL  FIRE  INSURANCE  COMPANY  OF  GREENE 

COUNTY,  Catskill,  N.  Y. 

Preiident,  0.  V.  Sage:  Seeietaiy,  C.  E.  Bloodgood. 


YB4R 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Ptemiums 

Totol 
Inoome 

1915 
1914 
1913 

$27,084 
25,755 
21.635 

$20,002 
19,060 
16.128 

$4,780 
3.936 
4.432 

$29,301 
29.512 
24.583 

$29,936 
29.962 
24.903 

Losses 
Paid 


Returned 
to  P'yh'rs 


Expenses 


Assns,  Dkc.  31, 1915.  LiABiums,  Dec.  31, 1915. 

Mtge.  Ins.  on  Rens-  Losses  unpaid $2,302 

selaerprop $1,200  Unearned  prems....         20.002 

City,  N.  Y.,  Bonds..  515                                  

Cash 20.075       Total  liabilities...       $22,304 

Agents'  balances. . . .  5.041  Surplus 4,780 

Interest 253 


Totalassets $27,084       Total $27,084 


$18. 144 1 
15.716! 
12.510 


RISKS  AND  PREMIUMS:  Fire 
$5,133,121;  premiums  thereon,  $48,577. 


Total  Ex- 
penditures 


Incuired 


$28,475; 
26,027; 
ai.l52i 


in  force,  December  31. 


MISCELLANEOUS:  The  law  of  1910  allows  ooKyperatire  com- 
panies seven  years  to  aocumuUte  reserve. 


CONCORD  MUTUAL  FIRE  INSURANCE  COMPANY,  Concord,   N.  H, 

President,  Samuel  C.  Eastman;  Secretary,  Louis  C.  Merrill.   Organised,  1885. 


Year 

Cash 
Assets 

Unearned 
Preouums 

Net  Cash 
Surplus 

Cash      j      ToUl 
Premiums  |     Inoome 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurml 

1915 
1914 
1913 

$220,834 
184.339 
177.361 

$17,956 
18.851 
18.172 

$202,311 
164,864 
158.234 

$16,533 
18,154 
17.934 

$28,043 
28.646 
27.522 

$9,883 
9.088 
1.537 

$3,314 
3,775 
3,639 

$4,710 
4.619 
4,472 

$17,907 

17,482 

9,648 

$0,883 
0.07S 
1.856 

AflSBTB,  Dec.  31, 1015.  LuBiuma,  Di&  31, 1015. 

Bonds  and  stocks. . .     $212,712    Unearned  prems. .. .       $17,056 

Cash 6,020    D.W.  unpaid 568 

Agents'  balanees. . . .  1,202  

Total  liabilities. . .      $18,524 
Surplus 202,310 


ToUlaasets $220,834       Total $220,834 


Net  amount  of  members'  lialnlity.  Dee.  31,  $72,430. 

Underwriting  profit,  $2,026;  investment  profit,  $37,704. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$2,681,400;  prenuuma  thereon,  $36,215. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  reo(»ved. 
$526,227;  kases  pud.  $247,135;  dividends  declared,  cash.  $80,736. 


STOCKS  OWNED: 

Atchison.  Topel^  k  Santa  Fe  Ry^  p. 

Baltimore  k  Ohio  R.  R.,  p 

Baltimore  k  Ohio  R.  R.,  c 

Boston  k  Albany  R.  R 

Chicago  k  Nwn.  R.  R 

Ooooord  k  Montreal  R.  R 

Delaware  k  Hudson 

Kan.  City,  Ft.  Scott  k  Mem.  R.  R. . 

Louisville  ft  NashviUeR.R 

New  York  Central  R.  R 

Norfolk  ft  Western  R.  R 

Nortkcni  R.  R 

northern  PMifie  R.  R 


Ptf 

Market 

Value. 

Value. 

$5,000 

K063 

600 

465 

6.200 

5.021 

1.000 

1,000 

5.200 

7.020 

2.000 

1.000 

5.000 

7,650 

4.500 

3.150 

6,000 

7,740 

8,700 

4.070 

5.000 

6,050 

2.000 

1,940 

5.000 

5.900 

Stocks  Ojnna>.—Cont. 

Pemigewasset  Valley  R.  R 

Pennsylvania  R.  R 

Southern  Pacific  R.  R 

St.  Louis  ft  San  Fran.  R.  R.,  1  p. 

Union  Pacific  R.  R.,  com 

Abbot  ft  Downing 

American  Tl.  ft  Tg 

Amoskcag  Mfg..  p 

Amoekeag  Mfff.,  c<»n 

Concord  Gas  Qi^t 

Eagle  and  Phemx  Hotel 

General  Motors 

Mergenthaler  Linotype 

Montana  Power,  p 

New  Hamp.  Spinning  Mills 

Peoples'  Gas,  Light  ft  Coke 

Profile  and  Flume  Hotels 

Pulfanan 

Standard  Oil.  N.J 

United  Gas  Imp 

United  States  Steel 

United  States  Rubber.  1  p 

Westingbouse  Electric  Mfg 

Vacuum  Oil 

Union  Tank  Line 

Standard  Oil,  0 

Standard  Oil.  N.  Y 

Standard  OiL  Cal 

South  Penn  Oil 

Southern  Pipe  Line 

Ani^o-Amencan  Oil 

Atlantic  Refining 


Par 

Market 

Vahie. 

Value. 

$1,200 

$1,300 

8.2S0 

9,735 

5.000 

5,115 

3.000 

300 

7.500 

10.425 

2.500 

1,500 

7.500 

0.525 

5.000 

*  -  •  ■  ■ 

4,950 

2.550 

4345 

2.500 

3.125 

1.000 

6.O0O 

1.100 

1.870 

5.00O 

5,450 

7.500 

9,375 

2,im 

3,QM 

3,000 

2.250 

6b00O 

0,060 

1,500 

8,175 

7.600 

13.2M 

2.500 

2.025 

5.600 

6.101 

3,100 

4.278 

300 

e» 

200 

m 

100 

550 

1.200 

2,888 

800 

3.000 

soo 

7» 

100 

229 

140 

525 

100 

$80 
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CONCORD  MUTUAL  FIRE  INSURANCE  COMPANY,  Concord.  N.  H. ^Continued. 


9nca  OmoD.— Coni. 


B«kqre  Kpe  line. . . 
Gftl«»S«nlOa,e. 
Gd»S|ralOa,  p. 

GcMnlBeelne 

Citoa^Iine 

Is&a  Ftpe  Uae. . . 

Uatuk  rower 

SatiooalTranat 


ISr 
Value. 
$200 

100 
200 

4.000 
400 
100 

5.000 
200 


Market 
Value. 

$432 
135 
322 

0.960 
720 
220 

3.760 
248 


Stocks  Ownxd. — Cont. 


New  York  Tranait. 

OWoOU 

Prairie  OU  A  Gas.. 
PnurielHpeline. . 


Par 

Market 

Value. 

Value. 

$100 

$223 

250 

1.870 

800 

1.305 

500 

1.150 

Totah  (book  value,  $175.735) $152,296      $212,712 


TERRITORY  COVERED:  N.  H.  only. 


CONCORDIA  TOWN  MUTUAL  FIRE  INSURANCE  COMPANY, 

Concordia,  Mo. 


Vi'A 


Preddent,  John  P.  Lohoefener;  Secretary,  Julius  Vogt,  Jr.    Organised,  1895. 


Coh 
T£i&    Aaets 


130365: 
Skin 
29,432 


Uneanied 
IVenuoDB 

Net  Cash 
Surphis 

Cssh 

Total 
Income 

Losses 
Pfcid 

Returned 
toPyh'rs 

Expenses 

Total  Ex- 
poiditures 

Losses 
Incurred 

$6,094 

$23,060 
29.718 
23.721 

$18,853 
21,327 
27.485 

$20,017 
22,511 
28,855 

$12,889 
13,096 

$421 
543 

$7,028 
8,594 
8.584 

$20,338 
22,233 
18.807 

$12,889 
13,096 

5,71  i 

10.223 

10,223 

A3sm,Dm:. 

Mjnswp  loans  .. 
Bc^iiiodgtoeks. 

Citk    

Ist^it 


31. 1915. 

$2,615 

21,561 

5.221 

968 


LlABOITIBS,  Die.  31,  1915. 

Losses  unpaid $1,220 

Unearned  prems 6,084 

Total  liabiUties...        $7,305 
Surplus 23,060 


Titel 


$30,365       Total. 


$30,365 


Net  amount  of  members'  liability,  Dec.  31,  $12,168. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foixM.  December  31. 
$2,842,317;  premiums  thereon,  $12,168;  cyclone  risks  in  force. 
$990,173. 


CO-OPERATIVE  FIRE  INSURANCE  COMPANY  OF  GREENE,  SCHO- 
HARIE AND  DELAWARE  COUNTIES,  Catskill,  N.  Y. 

President.  0.  V.  Sage;  Secretary,  Clarenoe  E.  Bloodgood.    Organised.  1886. 


Yii* 


Ci8h~ 


Uneanied 
Premiums 


1^15 

1913 


59.168 
519061 


$29,960 


24.293 


Net  Cash 
Surplus 


Cash 
Premiums 


$31,541 
28,370 
26.613 


$43,077 
42,248 
36.247 


Total 
Income 


$44,814 
44.126 
37,635 


LosBes 
Paid 


$21,253 
22,719 
17,359 


Returned 
to  P'yh'rs 


Expenses 


$15,380 
15,504 
13.242 


Total  Ex- 
penditures 


$36,633 
38,223 
30.601 


Losses 
Incurred 


Dae.  31. 1915. 


LuBiUTiis,  Dec.  31. 1915. 


Mntgkakaas   . 
K)\^Boadi. 

CMb....    

hsmR 


$9,275 
5.805 

44,320 

6.821 

682 


Losses  unpaid 

Unearned  prems. . 

Total  fiabilities. 
Surphis 


$5,402 
29,960 


Tot»Ji 


$66,003       Total. 


$35,362 
31,541 

$66,903 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31 . 
$7,764,905;  premiums  thereon,  $72,951. 

MORTGAGE  LOANS:  3  loans;  1  of  $775  on  Henaonyille 
property  worth  $3,500,  1  of  $5,500  on  19  North  St.,  Mlddletown, 
N.  v..  valued  at  $18,000  and  2  mtgs.  aggregating  $3,000  on  Tioon- 
deroga  property,  worth  $12,000.  No  mtereet  was  past  due  on 
December  31.  Last. 

MISCELLANEOUS:  The  law  of  1910  allows  cooperatire 
companies  seven  years  to  accumulate  reserve. 


COTTON  AND  WOOLEN  MANUFACTURERS  MUTUAL  INSURANCE 

COMPANY,  Boston,  Mass. 

Praident,  W.  B.  Plunkett;  Secretary,  Benj.  Taft.    Organised,  1875. 


Yut 


Asaets 


I9I5 

:tt4 


tS3S,252 
5UJ12 
mjS7l 


Unearned  I 
Premmms  I 

$253,098 
259,853, 
269.383, 


Net  Cash 
Surphis 


$267,616 
246,862 
220,664 


Net 
IVemiunis 


$427,846 
411,644 
449.677 


Total 
Income 


$459,311 
433.579 
470.108 


Loeses 
Paid 


$55,957 
20,217 
18,265 


Returned 
to  P'yh'rs 


$352,961 
363.664 
378.580 


Expenses 


$35,509 
33,471 
43,991 


Total  Ex- 
penditures 


$444,427 
417,352 
440.836 


Losses 
Incurred 


$54,080 
22.231 
16.803 


A3iiis,DK;.31.1915. 

^ $441,240 

[^ 62,804 

A«y  habsfes...  15.127 

^'U«« 7.081 


LuBiLTncs,  Dec.  31,1915. 

Loases  unpaid $1,473 

Unearned  prems. . . .       253.098 
Other  liabilities....  4,065 


Total  liabiGties. . .     $258,636 
Surphis 267,616 


Total 


$526.2.52       Total $526,252 


N«t  aaamt  of  members'  t'lafaitity,  Dec.  31,  $2,652,531;  under- 
vnoac  profit.  $354,402;  tovestment  profit.  $19,314. 

mES  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
to3,427.540;  pranimns  thereon.  $530,506. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$10,965,069;  loeses  paid.  $1,808,692;  dindends  declared,  $7,792- 
038. 

BONDS  OWNED: 

Belaoni.  Miss.,  dg.  diet.,  6%,  1932 

Cook  Co.,  III.,  4%,   1925 

Mass.,  Common.,  reg.,  ZH%,  1933>40. . . 

Atch.,  T.  k  St.  Fe  Ry.,  4%,  1928 

Aur.,  El.  &  Chi.  R.  R.,  reg.,  6%.  1946. .. 

B.  ft  A.  R.  R.,  cs.  m..  4%.  1951 

Boston  Elv.  Ry.,  4%,  1935 

Boston  A  L.  R.  R..  3»^%,  1919 

Boston  A  Me.  R.  R.,  reg.,  4%.  1926 


Par 

Market 

Value. 

Value. 

$5,000 

$5,200 

5.000 

5,000 

60,000 

55,760 

7,000 

6,650 

5.000 

4,150 

5.000 

3,300 

6.000 

5.220 

10,000 

9,500 

10,000 

8.000 
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BottonA  Wdt.Si.  Rv..  V-/  i.  1819 

CmLBnihR^.ra!..  4^,  uii» 

D..y.,  A.A-iTj.  Ry.S';,  \iii'. '.'.'.'.'.'. 

Klu,  4Trai.  R.R„5<;.,  IMJ 

PildibiirB  R.  R^  4"jL,  W-''  

FlLE.C(.[iy,.n«.,  t^t'l^,  iK» 

L,a.*Mioh.So.Ry.,  4'!;,  1MI 

Muu  Coil.  R.  R,  5%,  1939 

Md,  Ddii  A  v..  R...  S<7„.  19U 

Mich.  Crat,  R.  R.,  iWc-  IM^ 

Middlnei  ft  Banaa  Si.  Rr..  4H%  in2 

Mo,.  IV,Ry,.0''r.,  inie  

M^ntr    ■"         ■■ 


N.  y.  C.  *  H.  R.  B.  B-  r»,  aH%. 
N.  Y.  C. «  8(.  L.  R.  R.,  '^  Itai. 


IMS 


H.  Y,  N.  H.  A  H.  S.  H..  4%,  iw 

No.  Ma.  8.  R.  S,  S%.  ISU 

No.  l^c-Gt.  No.  Ky..  4%.  IMI. . 
FtUB.  R.  R.  «K%.  1H5 


Tin*  Huta  To.  A 


BoMM  OwKtb.—Cant. 


W,  C.  F.  A  No.  H*-  a%.  IMO, . . 
W.  E.Bt.  Rr,4%.l>3i.... 
W,AH.Bt.Rj'..5%.l»23.. 
Anur.  Ajr.  Cban.,  fi^  ""' 


w.  Aft.  Cbtm.,  S%.  in 
n.  Gh.  a  BI«h  1%.  M 
».TL,4Tlg„4%.r9M 


Aour.  Writ.  Punr,  6%.  IfllV. . . 

Cent,  O.  Gu  Ai:l..  «%.  Itlfl 

Codumm.  Ral^  Ti.. «%.  11124. . . 
CooD.  R.  F«w,  N.  H..  1%,  l>3T. . . 

CoanmVR  PdVm  t%.  I»t. 

Euw  Qu  ft  El..  5%,  1811 

N.ED«.TI.4Tlg.,4%.l»30 

No.  T«.  El..  6%,  IHO 

WortanEl    ■" 


19.200 
1B.«)0 
10,780 

1.JO0 

SXJK"el\?5!-:::::::::     tZ     'l^ 

20.000 

irooo 

9.000 

J.00O 

Tol»l.tb«i™l>'«.»473,l01) I4W.W»      W1.2VI 

tMi.    Theo™pMy«lio™dinIL,M6,I.U-,Mkh,N.H,K. 

Y.  N.  C.  0.,  Pi.,  R.  I.  uid  Wb. 


CREAM  CITY  MUTUAL  FIRE  INSURANCE  CO.,  Wilwaukee, 

P™iiBt.H™ryC.S«hrDBd«;ViofrP™ddoit.F.L.Kuiik«l:aH«4ry.H.R«Lkfc    Orguwd.  1889. 

Wis. 

Tub 

Cub 

UnwuHl 
Pmniumi 

'N»  Cub 

«3i. 

■Si 

•as- 

S-BS 

.^ 

ToUJ  Ei- 
pmdihira 

I»»md 

"a 

40,»M 

*SlS 
40,»M 

« 

»M1S 

';:i 

a 

(JMl 

CRETE  FARMERS  TOWNSHIP  MUTUAL  FIRE  INSURANCE  COM- 
PANY, Crete,  III. 


P™Aln.t.J.H 

8«rrtBy,J« 

YUK 

A-«. 

SSKi" 

aS- 

^L. 

li^     1 

P«d       1  DiTideBd. 

Eipann 

,i=i, 

tl9.Mt 
28.001 

lil 

B,117 

id 

1.27; 

4!t8( 
B,878 

ISIS 

3,27i 

♦■««■.._-_._ 

Rn  riilo  in  hm  Dnnbgr  SL  t3.KH.UE. 


CUMBERLAND  MUTUAL  FIRE  INSURANCE  COMPANY, 
Bridgelon,  N,  J. 


Fnm)a(,l.M.biiU>y: 

Yiu 

"C»l.~ 

Proniuid. 

SrtC^ 
Surpliji 

^1. 

LuoiiH     1       Piid 

te^i 

Eipow 

1129.767 
124.218 
I10,0M 

'III 

« 

140.4  loj        tlT,lB9 

"ii 

s 

1919 

3XMD 

3.  DEC,  3 


>:  Rsl» 


...iddlao  ud  BunmFi.  1  su  bondt,  10,000:  odlitail 
n,»0;  cmIi,  84,008;  tgmU  imkaort.  tiOM;  "■ — '  —' ' 
tl.eoi.   Toul       ■    


m,E92: 

*7^7fl7! 
LIABlUTlEBt  LoM  unpud,  t9.31t. 
Net  uaoiml  nl  man^im'  liability.  Dee. 
RISKS  AND  PREMIUMS:  F^  riiki 


«I, 


I  focsB,  Dacasbcr  31, 


IbweoD.  I13J>.73«. 

HEAL  ESTATE  OWNED:  Conuti  of  brick  ud  itoee  bonw 

.....       ...-  Y.  {^Qmcj^ene  et.,  Bridgeton;  Duriut  vfelue, 


oSec  buiMiuL  107  E.  Cmomenc  n,,  Brid(elan:  luriut  vdi 
19.000.  armi  it  book  tiIus.  18,000.  Iwudh  lut  yw.  rOO. 
MORTGAGE  LOANS:  Tbm 


Cumbfrlftnd.  Cumdai.  Glonontv,  C^h  May  Cr 
llOl.sao.  Thtrewu  tl71iDler«tiiutdiwoa' 
Tbe  oomjiviy  holdt  tlt4,78i  d  a- 

COLLATERAL  LOANS 


BridgeioD  Nat.  Bk 

MvUd  DtyioE  A  Fb.  Co, 
H.K.Mi^a3Co,nk.... 


TERHITOHY  COVERED:  I 
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DANBURY  MUTUAL  FIRE  INSURANCE  COMPANY,  Danbury,  Conn. 

Pt«BideDt.  John  H.  Fanton;  Seerateiy.  L.  L.  HabbeO.  Orguuied.  1860. 


TlAE 

Ckflh 

Unearned 

Net  Cwh 
Surplus 

Gash 
Pftnuuma 

Total 
Inoome 

LoflBes 
P^ 

Returned 
to  Fyh'rs 

Ezpeoiei 

Total  Ex-' 
penditurea 

LoaBBB 
Incurred 

1915 

$5635 
51.619 

$4,844 

4.419 

$50,421 
47,200 
44.353 

$3,776 
3,555 
8.995 

$6,888 

5,988 
6.126 

$1,913 
2.602 
2,475 

$1,240 
1.150 

$3,153 
3,752 

$1,913 

1914 

2.602 

»I3 

49.149 

4,797 

1,220 

3,605 

2,474 

ASSETS.  DEC.  31.  1915:  Mortgaoe  kana.  $14,000;  bonds  and 
itodk^  $25^06;  carii.  $14,790;  agents  balances.  $544;  interast. 
$725.  Total  Mm  to,  $55,265. 

LL4fiILrn£S:   Unearned  pnma..  $4,844. 


BI3ES  AND  PREMIUMS:  Fire  risks  in  foree,  Deoember  81, 
$1,413^927;  premioinB  tbereon,  $9,051. 


MORTQAQB  LOANS:  These  aorevite  $14,000  and  are 
protected  by  improved  real  estate  worth  m  each  mstanoe  more 
than  double  the  amount  loaned  thereon. 

BONDS  AND  STOCKS  OWNED:  There  are  bonds  on  ehiea 
and  railroads  of  the  U.  S.  wfaoee  market  value  is  $25,206  and  par 
vahie  $34,400. 

TERRITORY  COVERED:  Conn.  aafy. 


DAYTON  MUTUAL  FIRE  INSURANCE  COMPANY,  Dayton,  O. 

President.  Adam  Cappri;  Secretary,  B.  C.  Coleman.    Organised,  1906. 


Yl&B 

Cbah 
AaeU 

Unewned 
Phaninms 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Paid 

Returned 
toPyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 

UU 

$15,367 
19L355 
13.036 

$14,591 
13.031 

—$7,338 
—4.333 
—7,727 

$28,997 
27,017 
25,109 

$31,183 
82,536 
34.416 

$17,987 
16,973 
32.798 

$15,013 

8,991 

17,270 

$33  000 
26,008 
50.068 

»13 

$44 

"$0,426 
29,793 

Oih 
A«Q 
latv 
Olhvai 

Total 


—Eaam  of  BahititifB  over 

Dk.  31. 1915 

$6,178 

1.904 

6.788 

129 

368 


LuBiumB,  Dnc.  31. 1915. 

Losses  unpaid $7,233 

Unearned  jprems....         14.591 
Other  BafaffitieB 881 


Total  liabOities. 
liab 


$22,705 

7,338 


$15,367       Total $15367 


RISKS  AND  PREMIUMS:  Fire  risks  in  foroe  December  31. 
$1533.250;  pnemioms  thereon,  $29,183. 


BUSINESS  SINCE  ORGANIZATION:   IVemiums  reoerrad, 
$197,089;  kases  paid,  $127,760;  dirideDds  dedared.  cash.  $18,046. 


BONDS  OWNED: 


Dayton.  Cbg... 
Beflefontaine.  0., 
HartweU,0.,sr.. 


Book 

Market 

Value. 

Vahie. 

$3,002 

$3,090 

2,121 

2.063 

1,052 

1.025 

Totals. 


$6,175         $6,178 


DEDHAM  MUTUAL  FIRE  INSURANCE  COMPANY,  Dedham,  Mass. 

Preddent,  James  Y.  Noyes;  Secretary,  Theodore  T.  Marsh.   Orsanised,  1837. 


CaA        Unearned      Net  Cash 
IulK    AsKfts       Firemiums       Surplus 

Cash 
P)remiums 

Total 
Income 

LoflBes 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

LoflBes 
Incurred 

1915       $177,918 
19M  1      175.952 
1913        183,966 

$70,719 
71.574 
72.668 

$105,246 
101.898 
110.105 

$39,278 
36.509 
41.696 

$47,431 
45,007 
49.997 

$15,404 
21,441 
13.793 

$16,607 
16,468 
21,395 

$14,495 
14.626 
14.400 

$46,596 
52,535 
49.588 

$15,038 
22,563 
13.294 

Bed 


Cbh 


Tetal 


Db&  31, 1015.  LuBiLnrma.  Dnc,  31. 1915. 

$1,507    Lossesunpakl $887 

24.700  Unearned prans....        70,719 

143.631  Other  liabmties. .. .          1.065 

3^003  

2,700  Totalliabittties...      $72,672 

2.197    Surplus 105,246 

.     $177,918       Total $177,918 


profit,  $11,132;  investment  profit.  $9,021. 

BISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
njS»,m  pRoiams  thereon,  $141,889. 

BUSINE8B  SINCE  ORGANIZATION:  PMniums  reodved, 
$U147,2B7;  Ions  paid.  $410,518;  dividends  dedared,  oadi.  $446,- 

REAL  ESTATE  OWNED:  Comprises  one  3-fltanr  and  one  IH- 
*vy  dwOnr  atoated  on  Norfolk  are.,  Roxbuiv  District,  Beaton. 
Mass,  evried  at  book  valae.    Net  rents  received.  $65. 

MOBTGAGE  LOANS:  There  are  1 1  k)ans  aggregating  $24,700, 
oa  dveBagi  in  Dedham.  Roxbury.  West  Roxbuiy  and  Norwood. 
'  at  $6M00.    The  oompany  hoUs  $44,300  insurance  on 
and  then  was  $120  interest  past  due  on  Deoember  31. 


BONDS  AND  STOCKS  OWNED: 


B«itooCiUr.l»21.4% 

FaBRiTvCity.l«38»4% 

Iora^.1919.4% 

2Y.C5tf.l957.4H%. 

Port^  0^,190^4$% 

A^  T.  4  3.  Fe R.  1., go.  m^  1905.  4%. 


Pto 

Market 

Vabe. 

Value. 

$2,000 

$1,980 

5.000 

4,960 

3.000 

3,000 

2,000 

2.120 

8.000 

8,320 

8.000 

7,520 

BomMi  Aim  Stocks  OwnwD.—CotU. 
Boiroa. — Cant. 
A..  T.  &  S.  Fe  R.  R..  ad.  m..  1995,  4%. . 
Boston  k  Albany  R.  R.,  1952, 3H%. .  ■ . 

Boston  k  Albany  R  R.,  1935,  4% 

Boston  k  Low^  R.  R.,  1082,  4% 

Boston  k  Maine  R  R..  reg..  1937.  4%.. . 

Boston  k  Mame  R.  R..  1926.  4% 

Boston  k  Mame  R.  IL,  1944,  4H% 

C,  B.  ft  Q.  R.  R.,  lU.  Div.,  1949,  4%. . . 

C,  B.  k  Q.  R.  R.,  an.  m.,  1958,  4% 

C.  M.  k  St.  P.  R.  R7,  1989,  4% 

New  London  k  Northern,  1940.  4% 

N.  Y.,  N.  H.  k  H.  R.  R.,  1947,  4% 

N.  Y..  N.  H.  k  H.  R.  R.,  1954,  3^%  • .  • 

N.  Y.,  N.  H.  k  H.  R.  R.,  1055,  4% 

Okl  Cokiny  R.  R.,  reg.,  1932,  3H% 

Penna.  R.  R.,  1965.  4»^% 

PJov.  Tm.,  1  m.,  1956,  4% 

R.  I.  k  Frisco  Tm.  By.,  1  m..  1927.  5%.. 
St.  J.  ft  L.  C.  R.  R..  1  m..  1944.  5%. . . . 

Union  Pac.  R,  R.,  1947,  4% 

West  End  St.  Ry.,  1916.  4% 

N.  E.  TL  ft  Tg.,  1932,  5% 

Stocu. 

A..  T.  ft  S.  Fe  R.  R^  c 

A.,       X  •     CC     O.     X  e     IV.     Jt%.,     P-»aaa.a*aa«.«aa> 

Union  Pac.  R.  R,  p 

Dedham  Nat.  Bk 

Dedham,  wat 


Market 

Amount 

Value. 

Loaned. 

$4,000 

$3,480 

6.000 

4,920 

5.000 

4,700 

11.000 

9.790 

5.000 

3.500 

1,000 

800 

6,000 

4.380 

7,000 

6,720 

2.000 

1.860 

5,000 

4.600 

5.000 

4.500 

5.000 

4.150 

2,000 

1,460 

4,000 

3,240 

5.000 

4,400 

5.000 

5,050 

5.000 

4,400 

8,000 

7.040 

6.000 

4.800 

3,500 

3,395 

2,000 

2.000 

4.000 

4,040 

5,000 

5,400 

7,800 

7,956 

5,000 

4,150 

600 

720 

3.900 

4.290 

Totals  (book  vahie,  $148.859) $156,800      $143,631 

TERRITORY  COVERED:  Mass.  only. 
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DELAWARE  COUNTY  MUTUAL  INSURANCE  COMPANY,  Media.    Pa. 

President.  Henry  MendenhaO;  Secretary.  Wm.  H.  Tricker.    OrKUUsed,  1839. 


YSAK 

Cash 
AflBets 

Unearned 

Net  Cash 
Surplus 

Cash 
Ptemiuma 

Total 
Income 

LosDes 
Pud 

Returned 
to  Pyh'rs 

Expenses 

Total  Ex- 
penditures 

Incuired 

1915 

$33,069 
43,498 
42,589 

$3,093 
3.164 
3,229 

$20,519 
26,318 
37.078 

$14,985 
16,948 
17,856 

$71,127 
18.972 
31.364 

$11,602 

$58,975 
7.860 
9.299 

$70,577 
26.516 
36.797 

SI  1.278 

1914 

18,656 
17.748 

aO.990 

1913 

17,748 

Unearned  premiums  include  amount  reelaimable  on  popetual  policies. 


AaasTB.  Dbc.  31. 1915. 

Realestate $23,228 

Mortgage  loans 6,700 

Cash 2,381 

Agents'  balances 635 

Interest  and  rents. . .  125 


LuBiUTiBB,  Dbc.  31, 1915. 

LosMS  unpaid $6,000 

Borrowed  money . . .  3.000 

Perp.  dep.  red 3,093 

Other  liabilities.....  457 


Total  liabilities. 
Surplus 


$12,550 
20,519 


Total 


$33,069       Total $33,069 


REAL  ESTATE  OWNED:  Conasts  of  company's  home  office 
building,  situated  in  Media,  Pa. 

MORTGAGE  LOANS:  Those  aggregate  $6,70a  prt»tecied  by 
improred  real  estate  valued  at  more  than  doable  the  mmount 
loaned.  The  company  holds  ample  fire  insurance  on  tlie  buiWaga. 
The  property  is  located  in  Delaware  County  and  oonaista  of  fint 
mortgages  on  farms  and  dwelling  houses. 


DISTILLERS  MUTUAL  FIRE  INSURANCE  COMPANY   OF  BALTI- 
MORE CITY,  Baltimore,  Md. 

President,  Chas.  Groldsborough;  Secretary,  John  G.  Binford.   Organised.  1907. 


Ybar 

Cash 
Assets 

1915 
1914 
1913 

$59,560 
52,394 
52,263 

Unearned  i   Net  Cash 
Premiums  i     Surplus 


Cash 
Premiums 


Total 
Income 


Losses 
Paid 


$55,750 
49.549 
44.293, 


$36,203 
37.422 
34.293, 


$38,564 
39.609. 
36.668 


$8,778 

11.835 

1.091; 


Returned   I 
to  Pyh'rs  | 

$6.217i 
6,7661 
8.139! 


Expenses    i 

$15,361 
20.158 
13.160 


Total  Ex- 
penditures 


ASSETS.  DEC.  31. 1915:  Bonds  and  stocks.  $51,430;  cash. 
$3,949:  agents'  balances,  $3,465;  interest,  $716.  Total  assets, 
$59,560. 

LIABILITIES:    Reins,  prems.,  $3,810. 

Net  amount  of  members'  lialnlity,  Doc.  31,  $285,168. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force,  December  31. 
$4,662,556;  premiums  thereon,  $33,207. 


BONDS  OWNED: 
United  Rys.  k  El..  1  m..  1949.  4%. 


ot. 


Baltimore,  sr.  In.,  1980,  3H 
Md.  El.  Rys..  1  m..  1931.  5%. 
Chi.  Rys.,  1  m.,  1927.5%. 


<" 


Fair.  A  Clksbg.  Tc.  1  m.,  1938,  5% 

Newborg  Lt.,  Ht.  ft  Pow..  1  m.,  1921,  5% 

U.  8.  Fidelity  4  Gr 

Kansas  Cy.  it  W.  Ry..  r..  1925,  5 

CitisensNat.  Bk 

Balto.  El..  1  m..  1947 

Florida  So.  By.,  1  dl.  1945,  4% . 
Nwn.  Tm.  Ry..  1  m..  1926,  5%. . 

AU.  C.  L..  cs.  g..  1952,  4% 

BaltOn  eng.  hse.  b..  1957.  4%. . . 
Cs.  Coal  r..  1934, 4J^% 


Pkr 

Value. 

$7,000 
1,500 
2.000 
1,000 
2.000 
1.000 
1,000 
1.000 
250 
1.000 
1.000 
1,000 
3,000 
1,000 
1.000 


Market 
Value. 
$5,810 

1,275 

1.930 
966 

1.990 
975 

2.200 
550 

1.075 
996 
900 
800 

2.790 
980 
930 


Bonds  Owmo.—Cont. 


Seaboard  A.  L..  stpd..  1950.  4%. 

C8.Coal  Ir..  1950,  5% 

Seattle  El.,  cs.  ft  r.  g.,  1929.  5%. 
Houston  EI.,  1  m.,  1915,  5 


o-f 


Cs.  Gas,  El.  Lt.  ft  Pow.,  1935,  4H% 

St.  L.  ft  San  F.  Ry..  I  m.  g..  1940,  5%. . 

JacksonviUe  Tc.  1  m..  1931.  5% 

St.  Joe.  Ry.,  Lt.,  Ht.  ft  Pow..  1  m..  1937. 

5%  

Cs.  Gas,  Balto.,  gn.  m..  1954.  4^% 

Norfolk  ft  So.  Ry.,  r.,  1961,  6% 

New  0.,  M.  ft  Chi.,  1  m..  1960.  5% 

Pac.  Lt.  ft  Pow.,  1  r.,  1951.  6% 

Gt.  Falls  Pow..  1  m.,  1940.  5% 

Galveston  El.,  1  m.,  1940,  5% 

Balto.,  sr.  In.,  1941,  4H% 

Rich,  ft  Wash.,  1943,  4% 


Totols  (book  value.  $54.166) . 


$30,356^ 
38.759 
22.444 

Par 
Value. 
$3,000 
2.000 
1.000 
2,000 
2.000 
2,000 
2.000 

1.000 
2,000 
1.000 
2.000 
2.000 
2.000 
3.000 
2.000 
3.000 


Incurred 


$S,e79 

11,57S 

1.091 


Market 

Value. 

S2.460 

1.830 

930 

1.920 

1.810 

440 

1.800 

970 
1.880 

820 
1.052 
1.700 
1.990 
2.700 
2.110 
2.850 


$56,750        t51.430 


MISCELLANEOUS:  This  company  insures  U.  S.  bonded 
houses  in  aU  States,  direct  from  home  office.  Licensed  in  Md. 


only. 


DORCHESTER  MUTUAL  FIRE  INSURANCE  COMPANY,  Boston,  Mass. 


Preaident,  WmUun  A.  Muller;  Secretwy,  Edwird  C.  Mmoo.  OrgMUMd,  1856. 


YSAB 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

1915 
1914 
1913 

$201,555 
195,765 
232.341 

$129,761 
151.035 
159.939 

$55,951 

38.854 

,     63.362 

$80,435 

93.203 

104.411 

$87,154 
110.544 
118,666 

$38,998 
53.811 
51.301  > 

Returned 
to  Pyh'rs 


$26,103 
31,281 
40.697 


Expenses 


Total  Ex- 
penditures 


$26,437 
20.158 
13.160: 


$91,628 
122.993 
133,975 


Incurred 


S4 1.817 
53,632 
4&.ftll 


AsaBTB,  ]>KC.  31,  1915. 

Realestate $15,900 

Mortgage  loans 13.647 

Bonds  and  stocks . . .  158.825 

Cash 4.536 

Agento'  balances. . . .  6.940 

Interest  and  rents. . .  164 

Other  assets 1,543 


LuBiunxa.  Die.  31, 1915. 

Losses  unpaid $6,738 

Unearned  prems 129,761 

Borrowed  mon 5.000 

Other  lialnlities 4.105 


Total  liabilities...     $145,604 
Surplus 55.951 


Total 


$201,555       Total $201,555 


Net  amount  of  members'  liability.  Dec.  31.  $314,061. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$21,962,025;  premiums  thereon.  $278,785. 


SINCE  ORGANIZATION:    Premiums  reoeivwi 
paid,   $2,651,987;   dividends  declared. 


BUSINESS 
$5,486,062:  I 
$1,931,678. 


REAL  ESTATE  OWNED:  Consists  of  5.956  ft.  land, 
and  bam.  Brook  ave.,  Roxbuiy,  Mass..  and  6,650  ft.  had  mxuA 
house,  Minot  st.,  Dorchester,  Mass.,  ana  7,632  ft.  land  and  com* 
pany's  building.  Walnut  st.,  Dorchester.  Maai.  The  book  tbKw 
of  the  real  estate  owned  is  $24,617,  and  the  market  vahie.  $15,900, 
Rents  received  during  the  year  were  $1,159  and  the  expenaea  i*ere 
$582. 

MORTGAGE  LOANS:  There  are  4  loans,  aggregating  $13,647. 
protected  by  property  valued  at  $16,150.   Insurance  to  the  amouat 
of  $14,000  is  carried  on  the  mortgaged  buildings-    There 
$93  of  interest  past  due  on  December  31,  last. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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DORCHESTER  MUTUAL  FIRE  INSURANCE  COMPANY,   Boston,  M&ss,— Continued. 


BONDS  OWNED: 


Bootoa  ft  Maine... 
Gicftt  Ncrthern,  p. 
N.  i^  N.  H.  ft  H. 

PeuB 

Tr.. 
TLftTi... 


Ifriak. 


¥v 

Market 

Vahie. 

Value. 

$10,000 

$3,600 

7,500 

9,625 

10,000 

7.700 

10.000 

11.900 

30,500 

106,750 

15,000 

19.350 

$83,000 

$158»82S 

HELD  MEN  AND  TERRITORY  COVERED:  Wm.  I. 
Aniold,  Boaton,  Maas-  ipecial  acent  for  New  Enclaad.  The 
company  k  lioeDsed  id  CoDn.,  Maai.,  N.  H.,  R.  I.  and  Yt. 


DRUGGISTS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Mitchell,  S.  D. 

Preakient,  F.  G.  Sticklea;  Secretary.  S.  H.  Scallin.    Organiced,  1895. 


TiAB     Aaeta 

1 

Unearned 
Ptaninma 

NetCaih 
Surplus 

Cash 
IVanhims 

Total 
Income 

Loeaee 
P^ 

Returned 
to  P'yh'ra 

Ezpenaea 

Total  Ex- 
penditures 

Losses 
Incurred 

1915          $6,612 
1914           5^19 
l»:3           7,3(9 

$2313 
3,762 
4.141 

$2,127 

$29 

1,431 

$10,665,        $10,887           $5,357 
13,597           15.420            9.072 
10,091            16,248i          12,334 

$184 
5,131 
5.297 

$2,739 
2,864 
3.878 

$8,280 
17.067 
21.509 

$6,857 

9,448 

13.713 

ASSEntS.  DEC.  31. 1915:  Cash,  $4,035;  premium  notes,  $2,009; 
apati'  balaima,  $569;  total  aaseta.  $6,612.  LiaUfities:  Losses 
cpui  $UOa  unearned  prems..  $2,813;  other  liabilities.  $172; 
total  liafaiKtics.  $4,485. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$566,140;premiunis thereon,  $11,232. 

MISCELLANEOUS:  The  home  office  of  thb  company  was 
fonnerly  located  in  Canton,  8.  D. 


EMPIRE  COOPERATIVE  FIRE  INSURANCE  COMPANY, 

Middleburgh,  N.  Y. 

Praadent,  W.  E.  Burier;  SecKUry,  A.  G.  R«  Quk.    Orouiiied,  1894. 


Unearned 
PTCTniuas 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Losses 
P^ 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 

1>U       $7&160 

t32.7l» 

$41,295         $40,433 
44.886            4IL118 

$49,624 
47,783 
38.722 

$35,669 

28.124 

8,905 

$16,347 
16.607 
12.933 

$52,016 
44.731 
21.838 

WM        78.034' 

1^15        74.788i          27.737 

40.915 

86,741 

• 

'      *  '         •  •  < 

.  _  _ 

Ana.  Dk.  31, 1915.  LuuLrniB.  Dnc.  31, 1915. 

Motive  loaM $40,163    Losses  unpaid $2,070 

CMh 15.361    Unearned  prems....        32.795 

Wbahaees....  9,801  

liteot 4,835       Total  liafaifities...       $34,865 

Net  surplua 41,295 


Total 


$76,100       Total. 


$76,160 


RISES  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
$8,435,512;  premiums  thereon,  $81,296. 

MORTGAGE  LOANS:  The  loans  are  protected  by  property  in 
Albany,  OtsMO,  Schenectady  and  Schoharie  Counties,  mostly 
Ravena  and  Middleburgh,  yalued  at  more  than  double  the  amount 
loaned  thereon. 


i» 


. 


ENTERPRISE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

Prendent,  John  R.  Freeman;  Secretary,  Theo.  B.  Bogert.    Orsanised,  1874. 


V         ^ 


'5     1719,397 
1)13      »4.466i 


Unearned 


$358,760 
384,285 
244.137, 


Net  Cash 
Surphis 

Net 
Premiums 

Total 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$353,697 
244,644 
337.164 

$264,220 
415.322 
227.136 

$296,996 
443.922 
256.591 

$17,312 
23.528 
31.661 

$193,889 
339.951 
177.121 

$31,874 
28,667 
26,574 

$243,075 
392,146 
235.356 

$14,953 
26,771 
32.012 

Attn,  Die  31. 1915.  LuBiuma.  Die.  31, 1915. 

H*»d«Uda...     $670,756    Loesnunpaid $2,726 

31,169    Unearned  prems....       358.760 
10,502    Other  liabilities.....  4.214 

970  

Total  liabiUties. . .     $365,700 
Surplus 353,697 


Totil 


$719397       Total $719,397 


JnaiaoaBt<iniembers*  linbifity,  Dec.  31,  $3,379,047;  under- 
*°^PQfit,t2l4.6e7:  investment  profit.  $58,245. 

r.v£^^^  PREMIUMS:  Fire  risks  in  force  December  31. 
^^^film;  jnuana  thereon.  $675,809. 


rVVT.Vr  SIHCB  ORGANIZATION:    Pftnuums  received, 
«•  ^''.ei^koQip^  $1,264,727;  dividends  declared.  $6,010,617. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

U.  S.,  reg..  4%,  1925 

Canada,  5%,  1925 

R- 1.  State,  Z]^%,  1939 

R.  I.  St*te,  4h%.  1959 

C,  M.  &  St.  P.  Ry..  cv.  c,  5%,  1928 

N.  Y..  N.  H.  k  H.  R.  R.,  d..  ctf.,  Q'.c,  1»23 

So.  Pac.  Co..  cv.  c,  5%,  1924  

Con.  Gas.  N.  J.,  cv..  d..  6'  o,  1920 

Stocks. 

Cleveknd  A  Kttsburg  R.  R 

111.  C.  R.  R.,  leased  hnes 

Manhattan  Ry 

Morris  ft  Essex  R.  R 

OldColony  R.  R 

Pitts.,  B.  i  L.  E.  R.  R..  p  

West  End  St.  Ry 

A.,  T.  4  8.  Fe  Ry.,  p 

Chi.,  Ot.  W,  R.  R..  p 


Market 

Value. 

$22,000 

3.900 

4,700 

27.600 

2,808 

4.914 

10.800 

38,100 

8.000 

3.200 
26,600 
10.985 
30.400 

6.150 
13.200 
10.200 

8,800 
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ENTERPRISE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  L—CotUinuei. 


Bonds  and  Stocks  OwineD.— CoiU. 
Stocks. — Cont. 

Chi..  Mil.  A  St.  P.  Ry.,  com 

Chi.,  Mil.  4  St.  P.  Ry.,  p 

Chi.,  St.  P.,  Minn.  A  0.  Ry 

Chi.&Nwn.Ry 

C,  C  C.  &  St.  L.  Ry^  P 

Ot.No.Ry.,  p 

IU.C.R,R 

Minn.,  St.  P.  &  S.  Ste.  M.  Ry.,  com. . , 

Minn.,  St.  P.  k  S.  Ste.  M.  Ry.,  p 

N.Y.,N.H.4H.R.R 

No.PM.Ry 

Pfc.R,R 

So.Pac 

So.  Ry.,  p 

Union  Pao.  R.  R.,  com 

Union  Pae.  R.  R^  p 

Amer.  Tel.  k  Telg 


Ptf 
Value. 


Market 
Value. 
$5,300 
21.735 
12,200 
21,509 

7.600 
31.750 
12,420 
18,000 
32.130 
13,860 
18.880 
45.220 
21.200 

6.200 
39,600 
24.900 
96.750 


Bonds  and  Stocks  Ownbd. — Cont. 
Stocks. — Conl. 

Providence  Gas 

Providence  Qas,  ev.  d 

U.  S.  Steel  Cp.,  p 


Phr 
Value. 


Market 

Vsbe. 
$4,525 
10.500 
lUOO 


Total. 


$678,336 


MISCELLANEOUS:  This  company  and  the  American.  Mann- 
factwers.  Mechanics,  Rhode  Island  and  State  Mutual  Fire  Insur- 
ance companies,  all  of  Providence,  are  under  the  same  manan- 
ment.  Company  ooerates  in  United  States  and  Canada.  No 
assessment  has  ever  been  levied. 

DIRECTORS:  H.  F.  Lippitt,  J.  R.  Freeman.  J.  H.  Metcalf. 
A.  L.  Diuuelson,  C.  H.  Merriman,  W.  Knight,  S.  M.  Kichohon, 
Edward  D.  Pearoe.  A.  H.  Tillinghast,  H.  D.  Sharpe,  H.  O.  StursH. 
Jonathan  Chace,  A.  B.  Chace. 


ETTRICK  SCANDINAVIAN  MUTUAL  INSURANCE  CO.,   Ettrick.  Wis. 

IVeeident,  K.  K.  Hagstead:  Secretary,  C.  M.  Scarset.     Organised.  1877. 


ASSETS  DEC.  31.  1915.    Mortgage  loans.  $16,830:    Cash, 
r.317:  Agents'  balances.  $60.  Total  assets,  $24,207.  No  Uabitities. 


Fire  risks  in  force  Deoembe^31,  $6,498,343. 


LOSSES  PAID  SINCE  ORGANIZATION:  $115,984. 

BUSINESS  DURING  1915:  Net  premiums  received  $10,084; 
total  income.  $11,063;  loeses  paid,  M.522;  expenses  $1,846; 
total  expenditures,  $8,367;  losses  incurred,  $6,327. 


EQUITY   MUTUAL  FIRE  INSURANCE  ASSOCIATION,  Sioux  City,   la. 

President,  M.  A.  Clark;  Secretary  and  Treasurer,  Fred  C.  McCutcheon.    Organised,  1898. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Loeses 
Pftid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- " 
penditures 

LOMO 

Incurred 

1915 

$24,571 
21,497 
12.276 

$21,977 
17.342 

iaoo3 

$111 

>• 

$52,406 
56.093 
21.896 

$52,466 
56.093 
34.533 

$21,238 
22.541 
20.868 

$29,619 
24.292 
16.097 

$50,857 
46.833 
36.965 

$18,782 

1914 

21.978 

1913 

17 

9.196 

Assets,  Dig.  31, 1915.  Lubiuths,  Dig.  31, 1915. 

Cash $6,088  Losses  unpaid $1,261 

Agents' balances....        16.580  Unearned  prems....         21.'977 

Pther  assets 1.903  Other  liabilities. .. .  1.222 


Total  habifities...      $24,460 
Surplus HI 


Total 


$24,571       Total $24,571 


Net  amount  of  members'  liability,  Dee.  31.  $69,598. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  3L 
$3,207,680;  premiums  thereon,  $69,488. 

BUSINESS  SINCE  REORGANIZATION-Jan.  1910:    Prem- 
iums received.  $240,189;  losses  paid.  $106,670. 


FALL  RIVER  MANUFACTURERS  MUTUAL  INSURANCE  COMPANY, 

Fall  River,  Mass. 

President  and  Treasurer,  Charles  S.  Waring;  Secretary,  James  W.  Brigham.    Organised.  1870. 


YXAB 


1915 
1914 
1913 


Cash 
Assets 


$882,638| 

I 

876.4301 


Unearned 
Premiums 

$391,149 

"  *  421.966 


Net  Cash 
Surplus 

$440,312, 

440,694 


Net 
Premiums 

Total 
Income 

liosaes 
Paid 

Returned 
to  P'yh'rs 

Expenses 

ToUl  Ex- 
penditures 

Losses 
Incurred 

$442,019 
492.948 
490.084 

$497,903 
647.044 
526.341 

$20,982 

193.952 

28,967 

$340,071 
406.600 
430.809 

$39,250 
41.368 
43.534 

$400,303 
641,920^ 
503.310 

$63,345 

194.319 

29.522 

Assets,  Dsc.  31, 1015.  Uabilittea,  Dec.  31, 1015. 

Bonds $816,070    Loeses  unpaid $47,718 

Cash 46,914    Unearned  preuu. ..       391,149 

Agents' balances....  8,452    Other  liabilities ... .  3.459 

Interest 11,201  

Total  liabilities. . .     $442,326 
Surplus 440,312 


Total  awets $882,638       Total $882,638 


Net  amount  of  members'  liability,  Dec.  31,  $4,363,187;  under- 
writing profit,  $412,071;  investment  profit,  $45,222. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$120,454,874:  premiums  thereon,  $872,533. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$13,849,158;  losses  paid,  $1,764,288;  dividends  declared,  cash. 
$10,991,492. 


BONDS  OWNED: 


Cleveland,  0.,  4%,  1923.. 
Newport,  R.  I.,  4%,  1923. 


Par 

Value. 

$25,000 

20.000 


Market 
Value. 

$25,500 
19.800 


BoNns  OwNXD. — CotU. 

New  York,  N.  Y.,  cp.  stk.,  4>i%,  1962. . 

Taunton,  Mass.,  4%,  1922 

Atch.,  T.  &  S.  Fe  Ry.,  gn.  m.,  4%.  1995. 

Boston  El.  Ry.,  5%.  1942 

B.  &  Me.  R.  R..  4%,  1942 

B.  k  Prov.  R.  R..  4%.  1918 

Chi.,  B.  k  Q.  R.  R.,  Neb.  ext..  4%.  1927 
Chi.,  Mil.  k  St.  P.  Ry..  d.,  4%.  1934. . . 
Chi.,  Mil.  k  St.  P.  Ry.,  cv.,  4h%.  1932. 
Concord  &  M.  R.  R.,  1  m..  i%,  1920. .. . 

Erie  R.R.,  Penna.  coU  4%.  1951 

L.  S.  k  Mich.  So.  Ry.,  4%.  1928 

L.  S.  k  Mich.  So.  Ry.,  4%,  1931 

L.  Is.  R.  R..  r.  m.,  4%,  1949 

Mil.,  S.  k  Nwn.  Ry.,  4%.  1947 

N.  Y.  C.  k  H.  R.  R.  R.,  d.,  4%,  1934. . . 
N.  Y.  C.  k  H.  R.  R.  R.,  L.  S.  col..  Z}i%, 

1998 

N.  Y.  C.  R.  R..  cv.  d..  6%,  1935 

N.  Y..  N.  H.  k  H.  R.  R..  d..  A%,  1956. . 


Par 

Market 

Value. 

Vahif. 

$37,000 

$37,370 

15,000 

15.000 

20.000 

18,«» 

25.000 

24.500 

10.000 

6.800 

20.000 

19.600 

15.000 

14,700 

50.000 

46.000 

15,000 

15.450 

15.000 

14.700 

1.0000 

8.900 

30.000 

2R.500 

25.000 

23.750 

saooo 

26.100 

15.000 

13.650 

50.000 

46.500 

15.000 

11,700 

30.000 

34.200 

40,000 

32.400 
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FALL  RIVER  MANUFACTURERS  MUTUAL  INSURANCE  CO.,  Fall  River,  Mass.— Con. 


Bons  OwmD.— Coirf. 

No.Pae.^.No^jt^(C.B.ftQ.),  4%. 

1921 

OIdColoBrB.R^4%,1988 

0R.-Wa8li.  R.  B.  ft  Nav..  4%.  19«1  .  . . 

Ptea.R.R,fli.m..4H%,1965 

Pli*k.  WO.  A  Bdt  R.  fiC  4%.  1933. . . . 
Pit^  B.  4  L.  E.  R.  IL.  1  OL.  5%.  1947. 
UtLPte.R.R.lm.ftId.st^4%.  1947 

W«EBdSt.Ry,4%.1917 

W«iE«i3t.Ry.,5%.  1944 

Anr.U  AT^  ool  tr^  4%.  1929 


Pte 

Market 

Vahie. 

Vahie. 

145,000 

144.100 

30,000 

27.900 

10.000 

8,800 

4aooo 

40,400 

20.000 

19.200 

20.000 

21.400 

20,000 

19.400 

15.000 

14.850 

35,000 

35350 

50.000 

45.500 

BoHDS  Ow7nn.—CofU. 


New  Eng.  TL  ft  Tg^  070. 
^TL, 


N.Y. 


5%.  1932. 
gn.  m.,  4H%.  1039. . 


Par 

Vahie. 

940.000 

15.000 


Market 

Value. 

940.400 

14.850 


Totah  (book  Tahie.  1807.567) 1852,000      9816.070 


DIRECTORS:  Bradford  D.  DaTol.  Charles  M.  Shore.  Simeoii 
B.  Chase,  Thomaa  E.  Brayton,  James  E.  Osbom,  Andrew  G. 
Pierve.  Jr..  George  H.  Hills.  William  0.  Deroll,  Charles  N.  Borden. 
Charles  8.  Waring,  SpeDoer  Borden,  Jr..  Nathan  Durfee. 


FALLS  CITY  GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY, 

Louisville,  Ky. 

PresideDt,  J.  Phfl  Young;  Secretary.  Henry  Ries.   Organised,  1868. 


I 

Yus. 

Caih 
Awts 

Unearned 

Prwiiitwna 

Net  Cash 
Surplus 

Cash 
Praniums 

Total" 
Income 

Loflses 
FkUd 

Returned 
toP'yh'rs 

Expenses 

Total  Ex- 
penditures 

LoBpes 
Incurred 

»U 

153,347 
54.113 

953.347 
54,113 
54,188 

S3.555 

4.422 
4,666 

17.342 
8.365 
8,653 

94,148 

13,851 
4,090 
4,200 

17,999 

8,466 

10.135 

94.148 

uu 

4.376 
5.935 

4^70 

I9I3 

54.188 



5.935 

ASSETS.  DEC.  31. 1916:  Real  estate.  93.296;  mortgage  loans. 
Wl^i;  eaih.  99.946;  intereet  and  rents,  9530.  Total  awts. 
SS1347. 

NO  UABIUnEa 

BI^SANDPBEIilUMS:  Fire  risks  in  foiee,  December  31. 
t5;7S.479:  seniams  thereon.  988,355. 
uma  psid  anee  onanintiGai,  976,824. 
KEAL  ESTATE  OWNED:    The  compuiy  owns  its  office 


building,  a  two-story  brick  building,  at  No.  742  E.  Jefferson  st. 


uu,  1 
mile, 


LouisTiUe,  Ky.  The  net  rental  bst  yeer  was  9168. 

MORTQAQE  LOANS:  There  ere  69  kans  aggregating  939. 
575.  and  are  proteeted  by  property  vahied  at  9148,720.  There  was 
918  of  interest  past  due  on  December  31,  bst.  The  company 
holds  insurance  on  the  buildinn  for  991,100.  Operates  in  the 
city  of  Louisville,  Ky.,  only.  All  located  in  LouiBTille  and  owned 
by  company  members. 


FARMERS  ALLIANCE  INSURANCE  COMPANY,  McPherson,  Kan. 

President,  I.  F.  Talbott;  Secretary.  C.  F.  Mingenbaek.    Organised.  1888. 


Cuh 
Taut    AsKts 

»U;  95260)47 
ISH  521.045 
B13       533.799 


Unearned 
Premiums 

Net  Cash 
Surpfais 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rs 

Expenses 

Total  Ex- 
penditures 

9125.000 
125.000 
125.000 

9241,177 
226,307 
203.204 

9247,554 
237,582 
233.113 

9272,073 
259.140 
251.223 

9149,422 
115,998 
104.080 

967,935 
51,330 
32.076 

999,371 

.  104,937 

94.801 

9257,202 
271,265 

198.881 

Incurred 

9151,753 
120.045 
104,889 


FARM  CENTRAL  MUTUAL  INSURANCE  COMPANY,  Hastings,  Neb. 

President,  A.  C.  Hall;  Secretary,  C.  W.  Foote.    Organised  1897. 
Csrii  -      _       -  _  .       .  _       _. 


Tl4B 

I91S 


Unearned 
Premiums 


125.665 


Net  Cash 
Surplus 


Cash 
Ptemnims 


925.6651 


935.112 


Total 
Inoome 


936.409 


Losses 
Paid 


914.820 


Returned 
to  Fyh'w 


Elxpeuses 


113.160 


Total  Ex- 
penditures 


Incurred 


927,980|        913,546 


iBSTS,  DEC.  31, 1915:  Real  estate.  97.248;  mortgage  loans. 
n.925:  faoads  sad  stocks,  959;  cash.  97,738;  agents^  balances, 
t2.495;  interest  sad  rents,  9105.    Total  assets,  925,665.     No 


PREMIUMS:    Fire  risks  in  force.  December  31.  918,076,149. 
Losses  paid  since  organisation.  9123,664. 


FARMERS  MUTUAL  HOME  ASSESSMENT  ASSN.,  Hooper,  Neb. 

Resident,  John  Havekost;  Secretary,  Herman  Meyer.    Organised  1873. 


Cash 

Ti&x,    Ameti 


IdU 
1914 
19U 


t9e9.Sl2 

t<S,829 

6U11 


Unearned 


Net  Cash 
Surphis 


969,842 
65,829 
6U11 


fCish. 

^nritSBfione^  December  31,  94.642.164.   Losses  paid  since 
'      tS2.168. 


Cash 

Total 
Inoome 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
pencUturee 

LoBMg 

Incurred 

93.910 

97,420 

8,004 

12.837 

92,504 
2.270 
6.158 

9904 
1,011 
1.264 

93,406 
3.285 

92,397 
2,270 
6,158 

4.693 

5,823 

7,422 
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FARMERS  MUTUAL  HOME  TORNADO  INS.  CO.,  Hooper,  Neb. 

President,  John  Havekost;    Secretary,  Herman  Meyer.     Organised  1897. 


Ybar 

Cash 
Aasets 

Unearned 

PrRmiiimii 

Net  Cash 

Surplua 

Cash 
Premiums 

Totol 
Income 

Loflses 
Pkid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

LcMses 
Incurred 

1915 

t$33,2I7 
130,653 
t27,723 

$33,217 
30.653 
27,723 

$2,929 
2,458 
1,525 

$4,369 
3.482 
4.631 

$1,183 

130 

42 

$621 
421 
399 

$1,804 
551 
441 

11.144 

1914 

130 

1913 



42 

tCash.    tlndudes  $25,844  security  fund  in  1914  and  $28,773  in  1915. 

Fire  risks  in  force,  December  31,  $1,918,191.    Losses  paid  once 
organisation,  $4,805. 


FARMERS  FIRE  INSURANCE  COMPANY,  York,  Pa. 

President,  John  Havekost;  Secretary,  A.  8.  McConkey.    Organised,  1853. 


YWLR 

Cash 
Assets 

Unearned 
IVemiuma 

Net  Cash 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'm 

Expenses 

Totol  Ex- 
penditures 

1915 

$1,097,457 
1.141.643 
1.152.425 

$517,722 
559.131 
539.580 

$494,146 
469.566 
542,514 

$497,587 
588.485 
581.719 

$548,069 
636.021 
629,443 

$379,328 
393,044 
352,618 

$22a258 
246,325 
238,295 

$599,586 

1914 

639.369 

1913 

590,913 

Unearned  premiums  include  amounto  reelaimable  on  perpetual  policies. 


Abbitb,  Dk.  31. 1915. 

Real  estote $44,413 

Mortgage  loans 152J(75 

Bonds  and  stocks. . .  648,714 

Collateral  loans 50,334 

CaA 121,927 

Agento'  balances. . . .  72,956 

Interest  and  rents ...  7.896 


LiABiunas,  Dec.  31. 1915. 

Losses  unpaid $79,250 

Unearned  prems 515,484 

Perp.  dep.  reel 2.238 

Other  liabilities....  6.339 


Total  liabilities. . .     $603,311 
Surplus 494.146 


Total  asseto $1,097,457       Total $1,097,457 


Underwriting  loss,  $25,795;  investment  profit,  $50,375. 

RISKS  AND  PREMIUMS:  Fin  risks  in  force,  (except  pei^ 
petuals)  December  81.  $99,251,125;  premiums  thereon.  $1,025,188. 
perpetual  fire  risks,  $83,700;  deposit  premiums  thereon.  $2,356. 

BUSINESS  SINCE  OROANIZATtON:  Premiums  received. 
$17,533,516;  losses  paid.  $11,337,501. 

REAL  ESTATE  OWNED:  Consists  of  the  3-etory  brick 
building,  with  2-«tory  brick  baek  builcfing.  at  53-55  East  Market 
sL.  YoK,  Pa.,  occupied  in  part  as  the  company's  office  (carried 
at  book  value.  $41,000).  and  2  k>ts  and  2  buildings  and  loto  bought 
under  foreclosure. 

MORTGAGE  LOANS:  There  are  loans  ranging  from  $500 
to  $25,000.  and  aggrenting  $152,575.  They  are  secured  by 
properties  in  and  near  York.  Pk..  valued  at  $551,501.  There  was 
$356  of  interest  past  due. 


COLLATERAL  LOANS  are  as  follows:  Maricet 

SicuRiTfiB.  Vahie. 

Stk.  CJy.  Bk.  of  York $819 

Stk.  York  Co.  Nat.  Bk 528\ 

Stk.  P.  R.  R.  Co 1,487/ 

Middletown  ft  Swartara  cs.  wat 9.500 

Ist  Nat'l  Bank.  Yoris.  Fa. 7,722 

York  Gas  Co..  5s,  1941 525 

Stk.  York  Gas 2,838, 

Stk.  York  Gas 17,200 

Netherlands  Tramway  0>rp.,  p 2,000 

Netherlands  Tramway  Corp.,  com 250 

York  Rys.,  5s.,  1937 13,950 

T..  B.  k  P.  St.  Ry..  1  m..  5%,  1943 160  * 

T.,  B.  k  P.  St.  Ry.,  1  m.,  5%.  1943 2,400 

Scrip  Ctf..  5%.  $60,  1943 40 

Stk.  T..  B.  A  PhUa.  St.  Ry 227 

Fivnklin  Bldg.  k  L.  Aaso.,  Harrisburg, 

Pftn  cap.  stk.  28th  ctf.  No.  4634 1.933 

U.  8.  Bonds,  3s,  1918 ^  . . . .  202 


Amount 

Loaned. 

$500 

1,550 

16.440 
2.892 


5,000 

20.000 

2,000 

1.200 


1,800 
200 


Totals. 


$61,783        $50,582 


BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Vahie. 

Rep.  of  Cuba,  ext.  debt,  5%,  1949 $10,000  $9,500 

B.  k  0.  R.  R.  Co..  P..  L.  E.  k  W.  Va. 

sys.,  r.  m..  1941,  4% 5,000  4,400 

B.  k  0.  R.  R..  see.  g.  n.,  1918,  m%. . . .  5.000  5,100 

B.  ft  0.  R.  R..  r.  kjn.  m..  1996,  5%....  10.000  10.200 
Car..  C.  k  0.  Ry.,  ESk.  ext..  1,  1917,  5%  10.000  9.500 

Chesa.  k  0.,  cv.,  1930,  4H%  7,000  6,020 

Chesa.  k  0.  R.  R.,  sec.  g.  n.,  1919.  5%. .  7.000  6.930 

C.  R.  I.  k  P.  Ry.,  1  k  r..  1934.  4% . .  . .  1,000  660 
Qa.  Ry.  ft  EL.  ref.  ft  imp.,  1949.  5%. . . .  8,000  7.760 


BoNDB  AND  Stocks  Ownsd. — ConL 

BONDfi.— CoiU. 

Ind.  Un.  Tc,  1  m.,  1933.  5% 

J.,  Fkln.  ft  C  1  m..  1959.  4% 

L.  ft  New  Eng.  R.  R..  gn.  m..  1954.  5%. 

Lehigh  VaU  gn.  cs.  c.  2003, 4% 

Lehi^  Val..  m.  cs.  reg^  2003. 4% , 

Mo.,  Kan.  ft  T.  Ry^  g.  n.,  (ext.)  1915. 5% 

No.  Cent.,  2  m.,  1926, 5% 

No.  Cent.,  cs.  gn.  m..  1025, 4H% 

Phila.  ft  B.  Cent.  R.  R..  1  m..  1951,  4%. 

Penna.  Co.,  g.  tr.  ctf..  1052,  4% 

Penna.  R.  R.,  gn.  fit.  eq.  tr.  ctfs.,  1918. 

„4H% 

Penna.  R.  R..  gn.  m..  1965. 4H% 

Penna.  R.  R.,  gn.  m.,  1965,  4^% 

Penna.  Co..  g.  n^  1921. 4H% 

PhU.  ft  Erie.  gn..  192a  5% 

Phila.  ft  G.  St.  Ry..  1  m..  1955. 5% 

Pitts..  Y.  ft  A..  1  gn.  m.,  1948.  4% 

Potomac  Val..  1941. 5% 

Reading  Co..  ft  Phila.  ft  R.  C.  ft  I.,  gn.. 

1997.4% 

Tri^.  Ry.  ft  Lt.  col.  tr.,  1  In.,  s.  f.. 

1923,5% 

York  Rys.,  1  m..  1937,  5% 

Bethlehem  Steel,  1  In.  ft  r^  1942,  5%  . . . 
Cent.  Market  Hs..  York,  Pa.,  1939,  4%  . 
LaClede  Gas  Lt..  r.  ft  ext.  m..  1034.  5%. 
Lehigh  Nav.  ft  El..  1  s.  f..  1943.  5%. . . . 

Morris  Run  Coal  M..  1.  1030,  6% 

Municipal  8v.,  col.  tr.,  s.  f ..  1932,  5% . . . 
York  Felt  ft  Pkper.  Pk..  1.  1919.  6%. . . . 

York  Gas,  Pfc.,  1,  1941,  5% 

York  Hotel.  Pa..  1, 1926,  5% 

Stocks. 

Pennsylvania 

First  Nat'L  York,  Pa 

Guardian  Tr.,  Yorit,  Pa 

YorkC^-NaflPa 

YorkNatXPa 

Carlisle  Ave.  Mkt.  ft  Stg 

Gn.  Roofing  Mfg..  E.  St.  L 

Gn.  Adj.  Bur.,  N.  Y.  Cy 

So.  Adj.  Bur.,  Atlanta,  Ga 

York  Gas,  Pa 

York  Wat.,  Pa 


Par 
Value. 

$iaooo 

10.000 

6.000 

20.000 

10,000 

5.000 

3.000 

tooo 

10,000 
10,000 

10.000 
5,000 
6.000 
5.000 

15.000 
8,000 
5.000 

10,000 

25.000 
2,000 

laoQt 

1.000 

10,000 

2.000 

8.000 

5.000 

10,000 

5.000 

35.100 

10.000 

30^250 

12.500 

22.500 

1.000 

26.050 

1.000 

5.000 

100 

100 

80,750 

90.600 


LOBBCS 

Inconed 

$345,059 
430.001 
353.590 


Maricet 

Vahie. 

$8,000 

9.200 

5,9<0 

18.200 

9.100 

4.500 

3,1S0 

1.020 

9,300 

9.400 

laioo 

5.050 
ft.060 
-5,100 
15.450 
7.360 
4.600 

laioo 

23,750 

1.980 
9.300 
1,020 

laooo 

2.040 
6.960 

9.100 

5.000 

36.^5 

9,500 

35.997 

14.625 

27.900 

2.640 

42,722 

S&3 

5.100 

lOO 

100 

69.45? 

126.i>40 


Totals  (book  value.  $635.330) $604,950       $648,714 


MISCELLANEOUS:    (Conflagration  losses:    Baltimore,  1901. 
$117,193;  San  Francisco,  1906.  none. 

DIRECTORS:  W.  H.  Miller.  D.  H.  Detwiler.  A.  S.  McCookty. 
J.  H.  Schail.  Jno.  Stoner.  R.  Strickler.  Chas.  M.  Kerr.  Jno.  1 
Smith,  Jas.  W.  Kilgore. 

HELD  MEN  AND  TERRITORY  (COVERED:  G.  E.  Doai- 
hue,  special  agent  for  part  of  N.  Y.  and  part  of  Pa.;  Chas.  M.  Krtr. 
special  agent  for  part  of  Pa.,  Md.  and  N.  J.;  Arthur  H.  Wibifx 
n)ecial  agent  for  part  of  N.  Y.  and  New  England  Stotes;  Elaier  C 
Porter,  special  agent  for  part  of  Pa.;  Geo.  E.  Redfield.  Jr.,  westers 
general  agent,  and  Fred  N .  ReQua,  special  agent  for  Weatem  Stotes 
The  company  operates  in  Cona..  Ida..  III..  Ind.,  la.,  Md.,  Maa. 
Mich..  Minn.,  Mo..  N.  J.,  N.  Y..  0.,  Pa.,  R.  I.  and  Wis. 
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FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Lincoln,   Neb. 

Presideiit.  W.  E.  Straub:  Secretary.  J.  W.  Trumble.   Organised.  1891. 


YlAX 

CaA 
Aseta 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Inoome 

Losses 
Paid 

Returned 
to  P'yh'rs 

Etzpenscs 

total  Ex- 
penditures 

Losses 
Incurred 

]9I5 

il7i072 

$170,108 

UQ.OSa 

$212,965 
194.973 

$141,511 
116.143 

$30,192 
28.377 

$171,703 
144.520 

$134,649 

1914        130.159 

127.697           42.118 

111.023 

Asms,  Dk.  31. 1915. 

Rialestate $20,000 

Uortipise  loans 66.200    Other  liabilities 

Cash 78,049 

Ajxnts'  bafanaes 2,052 

iLt^rest  sad  reats 


LuAiLrmB.  Dbc.  31, 1915. 

unpud $1,844 

-  .<r:.  J21 


Total  liabilities.. 

2.271    Surphis 

3.500 


$1,965 
170.107 


Totil 


$172,072       Total $172,072 


REAL  ESTATE  OWNED:  The  company  owns  iU  own  office 
building. 

MORTGAGE  LOANS:    These  comprise  first  mortgages  on 
farm  lands  in  the  best  part  of  Nebraska  amounting  to  $66,200. 

TERRITORY  COVERED:    Neb.  only. 


FARMERS  FIRE  INSURANCE  COMPANY  OF  UPPER  AND  LOWER 

SAUCON  TOWNSHIPS,  Bethlehem,  Pa. 

President,  J.  S.  Kratise;  Secretary  and  Treasurer.  J.  M.  Leibert.    Organised.  1832. 

Csah" 
Tus.    AsMfii 


1)15  !  mUQi 
»14  219.885 
1»I3        211.180 


Unearned 
Prexninms 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Pud 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

losses 
Incurred 

$96,275 

$128,027 
124.918 
117.757 

$1,308 
20.269 
19.629 

$11,355 
30,218 
28.930 

$3,354 

$3,290 
2,523 
2,382 

$6,644 

3.520 

27.681 

$3,554 

94.967 

997 
8,773 

997 

93.423 



$18,526 

6.773 

ASETS.  DEC.  31.  1915:  Mortgage  loans.  $138,644;  bonds 
ssd  stodca.  $75,200;  cash,  $6,100;  interest.  $4,350.  Total  assets. 
t2Hjai.  LtafaifitJes:   perp.  dep.  recL,  $06,275. 

MORTa^GE  LOANS:  These  aggregate  $138,644.  and  are 
poteeted  by  improved  residential  and  farm  property,  valued  at 
candaafaly  more  than  double  the  amount  loaned  therecm.  The 
is2&9  are  covered  by  insurance  not  less  than  fsce  of  mortgage. 


BONDS  AND  STOCKS  OWNED: 
Bosns. 

Bafehria  Loeo.  Works 

BethkhamSteri 

De&Tcr  &  Rao  Grande  R.  R 

I*«?h  Valley 

^•'^^board  Air  liae 


Par 
Vahie. 
$5,000 
10.000 
10.000 
1.000 
3.000 


Market 

Value. 

$5,100 

10.200 

5.900 

1.000 

3,000 


Bonds  and  Stocks  Owned. — Cont, 
Bonds.— Con*. 

Erie  Trust  Ctfa 

U.S.  Steel 

Pfc.  4  N.  Y.  Canal  A  R.  R 

Beth,  k  Naiareth  St.  Ry 

Bethlehem  Steel 

Lehigh  Valley 

American  Dock  k  Imp 

Chi.  k  Western  Indiana  R.  R 

Republic  Iron  k  Steel 

Stocks. 
Easton  Nat.  Bk. 


Par 

Market 

Vahie. 

Value. 

$4,000 

$8,800 

5.000 

5.150 

1.000 

1.050 

5,000 

5,000 

7.000 

8.400 

2.000 

2.200 

10,000 

12.000 

5.000 

4.700 

4.000 

4.000 

3,200 


3.200 


Totals. 


$75,200        $64,750 


FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF  THE  STATE 

OF  DELAWARE,  Wilmington,  Del. 


president,  Wm.  H.  Swift;  Secretary  and  Treasurer.  William  E.  RothwelL 

Organised.  1839. 

V     1     Cash 
^tu.    Amis 

Unearned 
IVemiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Inoome 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915  1    $152310 
»14 !      345.8M 

:913        341.489 

$11,224 
11.415 
11.295 

$333,152 
329.785 
320.594 

$55,381 
53.703 
52.584 

$77,592 
68,419 
71.572 

$28,317 
23,645 
15.426 

$27,736 
23.131 
27.079 

$14,623 
14,237 
14.376 

$70,676 
61.013 
56.881 

$25,161 
21.083 
21.875 

kmtn,  Dec  31. 1015. 


LuBiUTiBS.  Dec.  31.  1915. 


Usrtpcekiaia 

Boe^aadatoeks. 
CaA 


$23,663 

8,090 

320,034 

423 


unpaid... 
Unearned  prems. 
Bills  payable.... 


$1,434 

11.224 

7.000 


Total  liabilities. 
Net  surplus 


Total 


$352,810       Total. 


$19,658 
333.152 

$352,810 


SetaBMDt  ofmemben'  liabifity.  Dec.  31.  $1,140,366. 

RI^S  AND  PREMIUMS:  Fire  risks  m  force,  December  31, 
111,747.998:  premiums  thereon.  $55,473. 

RE.4L  ESTATE  OWNED:  Consists  of  the  home  office  of  the 
ampuy.  asnated  at  833  Market  St..  running  through  to  Shipley 
A.  The  bii3<&ig  is  a  3-story  brown  stone  and  bnck  structure. 
The  Ral  estate  a  assessed  at  $34,000  and  at  recent  prices  market 
nbe  is  from  $50,000  to  $55,000. 

MORTGAGE  LOANS:  Thm  are  6  loans  aggregating  $8,690. 
9ad  are  praieeted  fay  improved  rendential  and  farm  property, 
TV-oed  at  $$8,000.    The  bttikfii«s  are  covered  by  $13,800  of  fire 


BONDS  AND  STOCKS  OWNED: 
BoBna. 

AtlaotieCy.R.R,e,5% 

Chi-  4  Nwa.  R.  IL.  e..  4H% 

EneR.R^eq.ir.c4H% 


Pftr 

Market 

Vahie. 

Value. 

$2,000 

$2,000 

10.000 

9.946 

10.000 

9.838 

Bonds  and  Stocks  Ownsd. — Cont. 
Bonds. — Cont. 

111.  Cent.  Ry..  c,  4H% 

Lehigh  Val.  Coal.  c.  5% 

Lehigh  Val.  R.  R..  os.  reg.,  6% 

Montreal  Lt..  Ht.  k  Pow.,  c,  4H% 

N.  Y.,  Phila.  4  N..  1  m..  c.  4% 

Ontario  Pow..  c,  5% 

Penna.,  col.  tr.  o..  4% 

Penna..  gn.  fght.  eq.,  reg..  4^% 

Penna.  AN.  Y.  Can.  A  R.  R..  reg.,  4H% 

Peoria  Gas  k  El..  1  m.  c.  5% 

Phila..  B.  4  W.  R.  R..  c,  4% 

Phila.  A  R.,  B.  f.  c,  4% 

Phib..  W.  k  B.  R.  R..  reg.,  4% 

Reading  Co.  k  Phihi.  A  R.  C.  A  I.,  c.  4% 

Richmond-Wash.,  col.  tr.  c,  4% 

W.  Va.  Pulp  A  Paper,  c.  6% 

Wilmington  Gas.  c.  5% 

Stocks. 

Dehiware  R.  R 

Little  Schuylkill  Nav.  R.  R.  A  Coal 

Mine  HiU  A  Schuylkill  H.  R.  R 

Penna.  R.R 

*    Totals 


Par 

Value. 

$10,000 

10,000 

11.000 

3.000 
35,000 

8.000 

5.000 
15,000 

5,000 
23.000 
10,000 
19.000 
29.000 
10.000 
15,000 
20.000 

8.000 

30.000 
10.000 
10.000 
23,650 


Market 
Value. 
$9,937 

9.692 
12,412 

3.000 
34.687 

7.780 

4.987 
14,475 

5.000 
23.000 

9.906 
19,000 
29.000 

9,937 
14,450 
19.950 

7,840 

27.005 
6.495 
6.337 

23,355 


$336,650      $320,035 


TERRITORY  COVERED:  Company  operates  m  Del.  only. 


274: 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY,  OF  HOUGHTON. 
KEWEENAW  AND  ONTONAGON  COUNTIES,  Calumet,  Mich. 

President.  8.  P.  Waan;  Secretery.  Math.  W.  Kilpela. 


YlAB 

Cash 
AaaeU 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Fkid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

LOSMS 

loeurred 

1915 

l$52.834 

148.368 

44.217 

$52,834 
48,368 
44.217 

$26,556 
25.695 
23.752 

$28,458 
27.425 
25.135 

$8,789 
7,119 
3.364 

$11,423 
U130 
10,011 

$3,780 
4.025 
3.485 

$33,992 
23.274 
16,860 

$8,789 

1914 

7.119 

1913 

I  Cash. 
Fire  risks  in  force,  December  31,  $2,294,616. 


FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Salem.   N.  J. 

President.  E.  Smith  Bassett;  Secretary.  Woodnut  Pettit.    Organised.  1851. 


YlAR 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

ToUl 
Income 

Losses 
Paid 

Rpturned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

1915 

$136,686 
12.5,819 
112,541 

$43,167 
40.540 
37.636 

$91,053 
84.709 
74.407 

$22,386 
21,766 
20.483 

$28,363 
27,044 
25,547 

$11,777 

7,107 

16.386 

$6,062 
6.759 
5.414 

$17,829 

1914 

13.866 

1913 

****  $445 

22.245 

Incurred 

$13,702 

7.2S3 

18.124 


FARMERS  RELIANCE  INS.  CO.  OF  NEW  JERSEY,  Camden,  N.   I. 

President.  William  B.  Shedaker;  Secretary.  R.  L.  Shivers.    Organised,  1879. 


YlAB 

Cash 
Assets 

Unearned 
Premiums 

Net  Cosh 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

1915 

{$23,668 
t25.»77 
117.275 

$23,668 
25,977 
17,275 

$86,609 
87.001 
86,768 

$87,900 
88,772 
88.843 

$85,377 
74.488 
69.727 

$4,831 
5.581 

$90,208 

1914 

8aOA9 

1913 

5.665           75.392 

Ineurred 

$85,377 
74.488 
69.727 


tCash. 
Fire  risks  in  force,  December  31.  $23,460,821. 


FINNISH  MUTUAL  FIRE  INSURANCE  COMPANY,  Calumet,  Mich. 

President,  Henry  A.  Kitti,  Secretary,  John  Waatti.    Organised,  1890. 


YlAR 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
pemtitures 

Incurred 

1915 

$156,151 
140,992 
128.281 

t$156.151 
1 140.992 
tl25.448 

$45,928 
41.473 
40.929 

$51,786 
45.838 
45.505 

$0,147 

8,628 

16,732 

$21,150 
16.956 
19.302 

$8,222 
8.140 
6.097 

$35,619 
33,724 
42,131 

$5,409 

1914 

8.62S 

1913 

16.732 

t  Including  reinsurance  reserve. 

ASSETS.  DEC.  31.  1915:  Bonds.  $29,000;  Udg.  and  loan 
stock,  $22,088;  cash,  $102,611;  other  assets,  $2,452.  ToUl  asmts, 
$156,151.   No  liabilities. 


Fire  risks  in  force,  December  31,  $3,161,486. 


FIRE  INSURANCE  COMPANY  OF  NORTHAMPTON  COUNTY. 

Easton,  Pa. 

President,  H.  P.  Kinsey;  Secretary,  A.  C.  Rodenbough.    Organised,  1830. 


Ybar 

Cash 
Assets 

Uneuned 
Premiums 

Net  Cash          Cash 
Surplus       Premiums 

ToUl 
Inc(Hne 

Losses 
Pfeid 

Returned 
to  Fyh'rs 

1915 
1914 

$299,684 
299,106 

$187,844 

$111,840         $52,700 
110.290'          52.606 
109.718=          53.956 

$68,492 
68.219 
69.341 

$7,206 
3.760 
7.935 

$53,673 

1913 

299.457          i89!739 

55.411 

Total  Ex- 
Expenses   |  pouiitures 


$7,328 
7,181 
7.089 


$68,207 
10,941 
70.435 


Inoorrcd 


f7.206 
3.760 
7.935 


Unearned  premiums  include  amount  reclaimable  on  perpetual  policies. 


ASSETS,  DEC.  31,  1915:  Mortgage  loans,  $123,732;  bonds 
and  stocks,  $99,755;  cash,  $4,790;  bills  receivable,  $66,374;  interest, 
$4,562;  other  assets.  $470.  Total  assets,  $299,684.  Liabilities: 
Perp.  dep.  reel.,  $187,844. 

MORTQAQE  LOANS:  There  are  $123,732  of  mortgage  loans, 
protected  by  property  in  or  near  Easton,  Pa.,  valued  at  more  than 
double  the  amount  loaned  thereon. 

BONDS  OWNED: 


Easton  k  So.  Bethlehem  Tr. . . 
East.  Pabner  k  Bethel  St.  Ry. 

Wabaah-Pitts.  R.  R 

Lehigh  Vallor  R.  R 

Delaware  Qas  Light 

Buff.  &Sttsq 


Par 

Market 

Value. 

Value. 

$4,000 

u,ioo 

1,000 

1,000 

4.000 

400 

2.000 

1,950 

5,000 

5,200 

2,100 

2,100 

Bonds  Ownsd.— CofU. 


Penna.  Co 

Northampton  Heighto 

Lehigh  VaUey,  4%. 

Wilkesbarre,  so 

Mahoningft Shen. Ry. St. . . 

Scranton  £3 

WeBtPenn.Ry 

Phila.Co 

Edison  EL  Lancaster 

Penn.  R.  R..  stk 

Buffdo  k  Susquehanna  R.  R. 


Par 

Market 

Value. 

Valu". 

$iaooo 

$a.800 

3.000 

3.000 

8.000 

7.60S 

1000 

2,100 

laooo 

11.775 

5.000 

5.100 

18,000 

18.000 

laoQo 

9.750 

3,000 

3.000 

13,000 

li^OO 

uoo 

556 

Totals  (book  vahie.  $103,636) $106,400         197.846 
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FIREMENS  MUTUAL  INSURANCE  COMPANY,  Providence,  R.  I. 

Praidcnt,  Frederick  W.  Moses;  Secretary.  Charles  G.  Euton.    Organised.  1854. 


Y 


Cut 


1915 
1914 

1913 


S137«.44« 
U17^9 
1.903.336 


Uneanied   I 
P^etnumui  I 

S828.S0I 
913,298 

819U»35 


Net  Cash 
Surphjs 

Net 

Total 
iDoome 

Losses 
Pud 

$1,024,434 

784,599 

1.065.392 

S861.588 
991.369 
940,446 

1952.299 
1,123.552 
1,027.768 

145,719 
401.926 
120.265 

Returned 
to  Fyh'rs 


Etxpenses 


Total  Ex- 
penifitures 


$613,846 
766.884 
768.743' 


$94,041 

92.524 

108.461 


Assns.  Dk.  31. 1915.  LiABiums.  Dbc.  31, 1915. 

Bcodsaad  stocks...  $1,709,077    Losses  unpaid $16,745 

131.622    Unearned prems...       828,591 
25.218    Other  liabilities....  9,676 

13.529  

Total  liabilities...     $855,012 
Surplus 1,024.434 


C»k. 

Atsmtf  bshnees. 

lalawt 


Total 


$1,879,446       Total $1,879,446 


Net  amooBt  of  members'  liabifity.  Dee.  31,  $8,933,653;  under- 
mbag  prait  $803,264;  investment  profit,  $51,418. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
1311033,492;  premhims  thereon.  $1,786,731. 

Br^qXBSS  SINCE  ORGANIZATION:    Premiums  received, 
S^^427.167:  losses  paid,  $3,502,292;  dividends  dechred,  $20,695.- 

447. 

BONDS  AND  STOCKS  OWNED: 

BOTIDB. 

rated  Sut«a.  4<^.  1925 

lB*«i  States.  3%,  1918 

Rlwfe  labod.  ng^  Zli'^c^  1924-59 

Rlwfc  Waad.  hy,  reg,  Z%,  1936-41 .... 
Rbode Uaad.  ar..  50  m..  reg.,  3'c,  1946. 

Bshinoee.pv..re«^4%,  1951... 

Bdanore,  eooA,  reg.,  4H%.  1958 

9t.  lem.  4M%,  1935 

B.  E.  T,  «,  I.,  5*^is  1918 

C.  B.4Q.  R.  IL.  3?:2«o  1949 

C,  M.  k  St.  P.  Ry^  cv^  gn.  k  r.  m., 

^';.2»i4 

f"'  johat  St.  Ry.,  5%.  1932 

I>  troit  Un.  Ry.,  4H^t.  1932 

E.*.L(His&Sabu,  5'o  1932 

laib.  Rapid-  Trana..  S^^c.  1966 

L  S.  4  Mieh.  So.  Ry.,  4'."^,  1928 

L  k  R.  R,  4*^,  1949 

Mi  a  Ry.  &  It..  4U<~i.  1931  

N.  Y,N.  H.  A  H.  R.  R..  t%,  1948 

Vo.  Pta^t,  No.  Rys..  4%,  1921 

Ri«fcIi.SubLRy^4'c.  1950 

Toledo Tm.  R.  R.,  44"^^  1957 

Itied Tract.*  El..  5^0.  1933 

Asw.  Tl.  A  Tfc.  4'^%,  1933 

C.m.  14,5*^0  1943 

CnaBaoweakh  Edison,  5%.  1943 

E  Obo  Gas,  5%,  1939 

E.  Mich.  Ei&oa.  5«i,  1931 

E.  ^.  L  Ll  a  Pow^  5%,  1940 

Mhtt.  Ga.  EL,  5'c.  1934 


Pv 

Market 

Value. 

Value. 

$40,000 

$44,000 

40.000 

40.400 

179.000 

170,800 

37.000 

32,420 

7aooo 

58.S0O 

25.000 

24,500 

25.000 

24.500 

35.000 

37.100 

15.000 

15.150 

4.000 

3,440 

2,500 

2,700 

10.000 

9.900 

10.000 

7,600 

10.000 

8,800 

25,000 

24.750 

25.000 

23.750 

10.000 

8,700 

25.000 

22.750 

6.000 

7,020 

55.000 

53.900 

52,000 

44,200 

11,000 

8.250 

20.000 

20.000 

16,800 

18.144 

5,000 

4.750 

25.000 

25,750 

25.000 

25.000 

25.000 

25,000 

25.000 

24.000 

25.000 

25,250 

Bonds  and  Stocks  Owncd. — Coni. 
Bonds. — Coni. 
N.  Y.  A  Westchester  Lt.,  4%.  2004 . 


Ontario  Pow.,  Niagara  Falls.  5%,  1943. 

United  El..  N.  J.,  4%,  1949 

Utah  Lt.  A  Pow.,  cs.  in.,  4%.  1930 

Western  EL,  5%,  1922 

Stocks. 

A.,  T.  A  S.  Fe  Ry.,  p 

Chi.  A  Nwn.  Ry..  com 

Chi.,  MiL  A  St.  P.  Ry..  com 

CU..  MJL  A  St.  P.  Ry..  p 

Cm  C,  C.  a  St.  L.  Ry..  p 

C ,  C.  C.  A  St.  L.  Ry.,  com 

Detroit.  H.  A  Swn.  R.  R.,  com 

Ft.W.AJ.R.R..p 

Gt.  No.  Ry.,  p 

Hereford  Ry..  com 

HI.  C.  R.  R..  com 

Manhattan  Ry.,  com 

N.  Y..  N.  H.  A  H.  R.  R.,  com 

Old  Colony  R.  R.,  com 

Penna.  R.  R.,  com 

Pitts..  Bess.  A  L.  E.  R.  R.,  com 

Pitto.,  McK.  A  Y.  R.  R.,  com 

Un.  Pac.  R.  R.,  p 

Upper  Coos  R.  R.,  com , 

West  End  St.  Ry,  com 

Blackstone  Cn.  Nat'l  Bk..  Prov..  R.  I. 

com 

Natl  Bk.  of  Com.,  Prov„  R.  I.,  com 

Union  Trust..  Prov.,  R.  I.,  com 

Amer.  Tl.  A  Tg.,  com 

Consumers  Pow.,  p 

Gold  A  Stk.  Tl.,  com 

Mich.  Lt.,  p 

Narraganiiett  El.  Lt.,  com 

N.  Eng.  Tl.  A  Tg.,  com 

Providence  Gas.,  com 

Providence  Gas,  cv.  d 

Pullman,  com 

St.  L.  Bg.,  1  p 


$753,606 

1.261.334 

997.469 


Incurred 


$50,602 
403.094 


Par 

Market 

Value. 

Vahie. 

$25,000 

$2a500 

25.000 

23,750 

35.000 

29.050 

12,000 

10.320 

25.000 

25,750 

30.000 

30.600 

oaono 

82,200 

10,000 

10.000 

10.000 

13,500 

10,000 

7.600 

4,400 

2.156 

10,000 

8.800 

10.000 

12.100 

29.700 

37,719 

10.000 

6,500 

60.000 

64.800 

20.000 

26,600 

24.000 

18.480 

10.000 

15.200 

75.000 

89.250 

10.000 

6.100 

20.000 

25.000 

50.000 

41.500 

13.000 

15.340 

13,600 

17.952 

2,500 

3,950 

10.000 

14.400 

3.000 

3,900 

40.000 

51.600 

20.000 

.   19.000 

10.000 

11.600 

20.000 

19.800 

37.500 

63.000 

24.000 

31.680 

20.600 

38.728 

5.900 

9.558 

12.000 

19.800 

14.000 

15.120 

Totals $1,699,500    $1,783,227 


DIRECTORS:  C.  Presoott  Knight,  Charles  Warren  Lippitt, 
Frank  H.  Maynard,  Stephen  0.  Metcalf.  Robert  W.  Taft,  Russell 
Grinnell,  Frederick  W.  MoseSj  Herbert  E.  Cuahman,  John  O. 
Ames,  Jas.  A.  Atwood,  F.  E.  Richmond,  2d,  C.  L.  Allen. 

TERRITORY  COVERED:  The  company  operates  in  Mass., 
Mich..  N.  Y.,  R.  I.,  S.  C.  Wis..  Me.,  N.  H..  N.  C.  0..  III.  and  Pfc. 


FITCHBURG  MUTUAL  FIRE  INSURANCE  COMPANY,  Fitchburg,  Mass. 

President,  Lincoln  R.  Welch;  Secretary,  B.  J.  Alley.    Organised.  1847. 


^ut* 


Cash 


L'seamed  I  Net  Cash 
Premiums       Surplus 


Kr>  $239,742 
f^M  218.343 
1«13      27a021 


$171,763 
174.218 
185.599 


Net 
Premiums 


Total 
Income 


Losses 
Paid 


Returned 
to  P'yh'rs 


$190,984 
187,365 
208.229. 


$203,100 
201.022 
223.134 


$89,982 

129,054 

95.156 


$48,954 
53.304 
49,060 


I  Total  Ex- 
Expenses   .  penditurcs 


$67.9 15 1 
72,419 
67.683 


$206,851 
254.777; 
211.8991 


Losses 
Incurred 

$84,023 

129.991 

94.977 


.AssRs.  Dae.  31. 1915. 


LuBiums,  Dec.  31, 1915. 


B«ile8Ute $58,000    Loesesunpaid 

BccdiaBd stocks...  164.462    Unearned 

Cbfc.. 5.741 

Apata' hakaees  . . .         17.550 
liitmstaad  rests...  1.154 


^  Total  $246,907 

S()Ld9.overliab..  7,165 


Total  liabilitiw. 
Surplus 


$6,658 

171,763 

35.0  S7 

$213,508 
26.234 


Total  adm. 


$339,742       Total $239,742 


Net  asBoont  of  members'  fiability,  Dec.  31,  $354,916;  under- 
vntiag  profit.  $45,451;  investment  profit.  $12,506. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$27,233,871;  premiums  thereon,  $350,331. 

BUSINESS  SINCE  ORGANIZ.^TION:  Premiums  received, 
$5,863,178;  looses  paid,  $2,7S.3,lo2;  dividends  declared.  $1,672,- 
767. 

REAL  ESTATE  OWNRD:  A  5-st^ry  brick  and  stone  building 
occupied  for  stores,  offi  •,•  anl  ap.irtments,  372-4-6  Main  st.. 
Fitchburg.  Mass..  value.  I)S,0):),  and  covering  4n  area  of  4,000 
square  feet.  Total  rents  received  in  1915.  $4,740,  expenses  and 
taxes,  $1,266. 

BONDS  AND  STOCKS  OWNED: 
BorfDS. 

Mass.  State,  1935,34% 

Brockton,  Mass.,  1922  A'/c 


Par 

Market 

Value. 

Value. 

$5,000 

$4,650 

5,000 

5.000 
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FITCHBURG  MUTUAL  FIRE  INSURANCE  COMPANY,  Fitchburg,  Maiss.— Continued, 


Bonds  and  Stocks  Owned. — Cont. 
Bonds. — Cont. 

Cordele,  Ga.,  1932,  5% 

Fitchburg.  Mass..  1922-3,  4% 

Holyoke,  Mass.,  1927,4% 

Lincoln,  Mass..  1932,  3H% 

Lockport,  N.  Y.,  1922.  AH7o 

Maiden,  Mass..  1924,  4% 

Marietta.  Ga..  1939.  5% 

SchenoctiMly,  N.  Y..  1928,  4% 

Syracuse.  N.  Y..  1961.  iH% 

Taunton.  Mass..  1936.  A% 

Waltham.  Mass..  1919.  3h 
Stocks. 

Boston  A  Maine  R  R 

Fitchburg  R.R 

N.  Y..  N.  H.  ft  H.  R.  R. . . 

Pa.R.R 

Fitchburg  Bk.  &  Tr 

Springfield  Safe  Dep.  k  Tr. 
American  Tl.  ft  Tg 

A.  X.  ft  a,  r  •  R.  K 

Gt.No..  p 

Leh.Val 


%. 


Par 
Value. 
$5,000 
5.000 
5.000 
3,000 
3.000 
5,000 
5.000 
5,000 
5,000 
5.000 
3.000 

2.000 
10.000 
7.500 
6.250 
3.000 
1,500 
12.000 
5.000 
5.000 
1.250 


Market 
Value. 
$5,150 
5,000 
5,000 
2.790 
3.060 
4.950 
5.200 
4.950 
5.000 
4.950 
2.940 

720 
7.700 
5,775 
7.438 
4.440 
3.495 
15,480 
5.400 
6.350 
2.087 


Bonds  and  Stocks  Ow^tko.— Con/. 
Stocks.— ron/. 

N.Y.Cent 

No.  Pac.  R.  R 

Pullman  Co 

So.  Pac 

Lch.  Val.  Coal  Sales 

United  Fruit 

United  Shoe  Mach 

U.  S.  Steel,  p 


Par 

Value. 

$5,000 

6.000 

10,000 

5.000 

1.250 

5.000 

625 

2.500 


Market 

Value. 

$6,500 
5,900 

16.500 
5.300 
2.02.) 
7.500 
L287 
2.925 


Totals  (book  value,  $166,444). 


$146,875       $164,462 


MISCELLANEOUS:  Conflagration  loss:  Cheboi.  1903,  $20,- 
000.    Value  of  deposit  in  Ga..  $10,350. 

DIRECTORS:  F.  Foedick,  C.  F.  Baker,  L.  R.  Welch,  Fred 
C  'Nichols.  R.  N.  Wallis.  J.  L.  Johnson,  R.  S.  Pwks,  W.  C.  Good- 
win. 

TERRITORY  COVERED:  The  comnany  is  licensed  in  Cal.. 
Conn..  D.  C.,  Ga..  Ind..  Kan.,  Me..  Mass.,  Mich.,  Md.,  Mo^ 
Minn.,  N.  H..  N.  Y..  N.  C.  Ore..  R.  I..  S.  C,  Tenn..  Vt.  and 
Wis. 


FRANKFORD  MUTUAL  FIRE  INSURANCE  COMPANY, 

Philadelphia,  Pa. 

President.  Wm.  H.  ShaUcross;  Secretary.  Wm.  C.  Taylor.    Organised.  1843. 


Year 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Pkid 

Returned 
t9  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 

$397,176 
381,190 
365.700 

$49,136 
48,555 
46,511 

$347,530 
332,104 
318.658 

$31,833 
10.828 
10.226 

$31,833 
29,704 
28.581 

$2,806 
3.774 
3.105 

$13,081 
12.356 

$15,887 
noift 

$2,806 

1914 

3.774 

1913 

•      10.687,          13.792 

3.105 

Unearned  premiums  include  amount  reclaimable  on  perpetual  policies. 

Aums,  Dsc.  31. 1915.  Liabiutiks.  Dxc.  31, 1915 

Real  estate $38,550    Unearned  prems...       $18,431 

Mortgage  loans 295,140    Perp.  dep.  reel . . 

Bonds  and  stocks. . .        44,250    Otfa«r  liabilities. 


30,705 
531 


Cash 

Agents'  balances. 
OUier  assets 


4.928 

1.353 

12.975 


Total  liabiUties. . .       $49,667 
Surplus 347.529 


Total  assets $397,196       Total $397,196 


REAL  EST.\TE  OWNED:    The  company  owns  its  own  home 
office  building  valued  at  $38,550. 

MORTGAGE  LOANS:    These  aggregate  $295,140  and  are 


protected  by  imnroTod  real  estate  in  Philadelphia  and  ricinity. 
valued  at  man  than  double  the  amount  loaned  thereon. 

BONDS  AND  STOCKS  OWNED: 


Reading  Co.,  gn.,  4% 

Lehigh  Valley  R.R.,  4%  . 
Lehigh  Coal  A  Nav..  44%. 

Pennsylvania  Co.,  4% 

Bristol  Twp.,  4% 

Electric  k  Peoples  Tc.  ctf. 
North  Penna.  R.  R.,  stk. . . 


Totals. 


Par 

Market 

Value. 

Value. 

$10,000 

S9.S50 

13,000 

11,895 

5,000 

5.050 

5.000 

4.950 

5.000 

5.000 

5.000 

a.875 

2.000 

4.075 

$45,000 

$44,595 

FRANKLIN  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.   I. 

President  and  Treasurer,  Joseph  G.  Henshaw;  Secretary,  Richard  Bowen.    Organised,  1854. 


Ybar 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

ToUl            Losses 
Income     |       Paid 

Returned 
to  P'yh'rs 

Expenses 

ToUl  Ex- 
penditures 

1915 
1914 
1913 

$51,628 
48.794 
49.683 

$24,136 
24,452 
23.075 

$21,927 
24.024 
26.395 

$11,127 
12.399 
10,794 

$13,378            $7,248 
15,685             6.584 
13.367             3.923 

$3,875 
3.724 
3.365 

$5,645 
6,114 
5.903 

$16,768 
16,422 
13.191 

AssKTB.  Dac.  31. 1915.  LuBiunis,  Dbc.  31, 1915. 

Stocks $46,953  Lossesuapaid $1,318 

Cash 3.763  Unearned  prems....        24,136 

Agents' balances. .. .  710  Borr.  mon 4.000 

Interest 202  Other  liabilities 247 


Total  liabUiUes.. 
Surplus 


Total  assets $51,628       Total . 


$29,701 
21.927 

$51,628 


Net  amount  of  contingent  premiimi,  Dec.  31,  $5. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force,  December  31. 
$4,395,380;  premiums  thereon,  $47,019. 


STOCKS  OWNED: 


Nat.  Bk.  of  Commerce,  Prov. 
III.  Cent.  R.  R 

Chi.4Nwn.  Ry 

No.  Pac.  Ry 

Union  Pac.  R.  R 

So.  Pac.  Ry 

So.  Pacific  ctf.  of  int 

Balto.  4  0hio 

Balto.  A  Ohio,  p 


Totals  (book  value,  $38,000) . 


Par 

Value. 

$5,000 

5.800 

12.100 

6,200 

2,500 

2.500 

2.500 

600 

500 

300 


Incurred 

$8,509 

6,526 
JS,f05 

Market 

Valde. 

$7,200 

6.264 

14,399 

8.494 

2.950 

3.700 

2,650 

&32 

4<(0 

234 


$38,000         $46,953 


TERRITORY  COVERED:    R.Lonly. 
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GERMAN  MUTUAL  FARMERS  FIRE  INSURANCE  CO.,  Mishicot,  Wis. 

Prendent.  I.  Beyer;  Secretary,  H.  Stehn.    Organised.  1874. 


CmA 
Yiab'    AaRts 


Unearned 
fttminma 


1915, 
19141 
19131 


$38,065 
SO.  159. 
36.759, 


Net  Cash 
Surplus 


$24,695 
25.309 
26.759 


Cash 
Premiums 

Total 
Income 

Losses 
Phid 

Returned 
to  P'yh'rs 

Expenses 

ToUl  Ex- 
penditures 

Losses 
Incurred 

$3,748 
4.187 

$4,987 
5,397 
3.607 

$5,261 

1,197 

320 

$34 

$786 
800 
765 

$6,081 
1,997 
1.378 

$1,000 
1.197 

2.685 

293 

320 

ASSETTS.  DEC.  31.  1915:  Mortgage  loans.  $15,350;  cash, 
$3,383;  bills  reeoTable.  $10,332.  Total  assets,  $29,065.  Liabtli- 
txK  LooB  onpaid.  $4,370. 


Fire  risks  in  foroe,  December  31,  $3,254,229. 


GERMAN  MUTUAL  FIRE  INS.  CO.  OF  NORTH  CHICAGO,  Chicago,  111. 

President,  John  C.  Cremor;  Secretary,  N.  J.  Schmiti.    Organised.  1867. 


Yr4R 

Cut         Unearned 
JUsets        Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned    i 
toFyh'rs  ! 

1 

Total  Ex- 
Expenses      penditures 

Losses 
Incurred 

1QI5 

$159.683 

$159,683 
153,041 
148.339 

$5,300 
4,811 
5.289 

$11,317 
11,122 
10,810 

$1,453 

$120i 

$3,089           $4,662 
3.0881            6,420 
3.005.            6.247 

$1,453 

1914 

153,041 

3,332 
3,152 

3,332 

1913 

148.3391 

1 

3,152 

' 

ASSETS.  DEC.  31,    1015:    Bonds   $155,500;   cash.    $4,183. 
Total  Msets.  $150,683. 

NO  UABILITIES. 

Ket  aswoDt  of  members'  liability,  Dec.  31.  $45,025. 
RISES  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$2;£22.142;  premiums  thereon.   $5,300. 


BONDS  OWNED:  Market  value:  Cook  Co..  $6,500;  Chicago 
City.  $129,000;  Chicago  San.  Dis.,  $20,000.   Totals.  $155,500. 

TERRITORY  COVERED:  IH  only. 

REMARKS:  It  will  be  noted  that  thb  company  reports  no 
imeamed  premium  reserve  although  it  had  more  than  $2,800,000 
of  risks  in  force  on  December  31  last. 


GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Covington,  Ky. 

President,  A.  Nordmeyer;  Secretary,  Wm.  F.  Schild.    Organised,  1874. 
Cash 


Yai^l 


Unearned 
ftemiums 


Net  Cash 
Surplus 


Cash 


Total 
Income 


Losses 
Paid 


191^  $184,173! 
1914.  176^884 
1913       170.344! 


$22.9191 
21.746 
20.108 


$158,459 
152.957, 
146.976 


$10,604; 
10.766 
10.111' 


$20,039. 
19.924 
18.693 


$3,531 
5.813 
5.061 


Returned 
to  P'yh'rs 


Expenses 


$8,572 
8.545 
8.641 


Total  Ex- 
penditures 


$12,103, 
14.358. 
13,702: 


Losses 
Incurred 

$3,531 
5,813 
8.322 


Real 

Bo&ds  and  stocks. 

CMi 

AfOita'  bakaoes. . 
Imtereat  and  rents 
Uber 


Dbc.  31.  1015.  LiABOiTiiB,  Die.  31,  1015. 

$52,000    Losses  unpaid $1,700 

126,366  Unearned prems....        22,919 

2,286  Other liabUitieB....          1,005 


382 
2,639 


Total 


Total  liabUities...       $25,714 
.500    Surplus 158,459 


$184,173       Total $184,173 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$5,195,030;  premiums  thereon.  $44,823;  premiums  received  rince 
organisation,  $338,718. 


GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY  of  JeflFerson  County, 

Louisville,  Ky. 

Prendent,  Louis  Diemo';  Secretary.  Wm.  Eigelbach.    Organised  1874. 


fsit 

Cash         Unearned 
Aasets       Preminms 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Losses 
Plud 

Returned 
to  P'yh'rs 

Expenses 

ToUl  £x- 
penditiires 

Losses 
Incurred 

1915 

$11,5541   

$11,554 
22.348 
24.357 

$5,186 

5.273 

13,363 

25.23.5 
6.423 

14.278 

$13,842 
5.216 
8.099 

$3,017 
3,216 
3.272 

$16,859 

8.432 

11.371 

$13,842 

1914 

22.348       

5.216 

]9n 

34.357 

8,099 

GERMAN  MUTUAL  INSURANCE  COMPANY,  Cincinnati,  O. 

President,  J.  H.  Kohmescher ;  Secretary,  H.  A.  Rattermann.   Organised,  1858. 


Ottfa 
YiAE    Assets 

191S  $597,540 
1914  564.549 
1913        556.360 


Unearned 
Premiums 


$109,135 
109.385 
110,321 


Net  Cash 
Surplus 


$484,803 
454,482 
440.399 


Cash 
Premiums 


$48,458 
47,865 
50.932 


Total 
Income 


Looses 
Paid 


$76,457 
74.919 
77.720 


Returned 
to  P'yh'rs 


Expenses 


Total  Ex- 
penditures 


$58,696 
58.856 
56.032! 


Losses 
Incurred 


$8,682 
11.582 
12,006 
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GERMAN  MUTUAL  INSURANCE  COMPANY,  Cincinnati,  O.— Conhniied. 


A88BTB,  Dbc.  31,  1915. 


LiABiLrmB,  Dsc.  31, 1915. 


Real  estate 

Mortgage  loans. . . 
Bonds  and  stocks. 

Cash 

Interest  and  rents. 


$60,000    Losses  unpaid.... 

4,800    Unearned  prema . . 

528.508    Other  liabilities.. 

315 

3,917       Total  liabilities. 

Surplus 


$2,785 

109,135 

817 

$112,737 
484.803 


Total  assets $597,540       Total $597,540 


Net  amount  of  members'  fiability.  Dee.  31,  $851,850. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe.  December  31. 
$23,918,140;  premiums  thereon.  $216,907. 

BUSINESS  SINCE  ORGANIZATION:  Pnuniums  received, 
$1,249,448;  losses  paid,  $608,832;  dividends  declared,  cash,  $709,- 
994. 

REAL  ESTATE  OWNED:  The  company  owns  an  oflSoe 
building  located  on  the  southwest  comer  of  12th  and  Wabiut 
streets,  Cincinnati.  0.,  carried  at  book  vahie.  $60,000.  Last 
year  it  received  $3,757  in  rents  and  paid  $1,605  expenses. 

MORTGAGE  LOANS:  There  are  2  loans  aggregating  $4,800, 
protected  by  improved  real  estate  in  Cincinnati,  valued  at  $8,610. 
The  company  holds  $7,700  of  insurance  on  the  mortgaged  build- 
ings. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Cmeinnati,  sc..  1945 

Cincinnati,  s.  f.,  1937-{7 

Cincinnati,  s.  f.,  1936-56 

Cincinnati,  wat.  wks.,  1928-48 


Par 

Market 

Value. 

Value. 

$26,000 

$24,440 

10.000 

9.900 

27,000 

25.650 

63.000 

64.890 

Bonds  and  Stocks  Owned. — CoiU. 
BovmB.—CmU. 


Cleveland,  se.,  1928 

Cincinnati,  sr.  as..  1924-44 

Cincinnati,  s.  f..  193^2 

Cindnnati,  s.  f.,  1936^6 

Cincinnati,  sr.  es.,  192040 

Cindnnati  st.  imp.,  1929 

Cincinnati  So.  Ry..  r.,  1959 

Cindnnati,  viaduct.  1950 

Cindnnati.  pk.,  1958 

Cincinnati,  st.  port.,  1984 

Cindnnati  fire  dept.,  1934 

Cleveland  Pumping  Station,  1925. 

Cincinnati  hospital  1960 

Cindnnati  pohoe  dept.,  1932 

Stocks. 

Cindnnati  St.  Ry 

Little  Miami  R.  R 

Cindnnati  Gas  ft  El 

Cin..  N.  0.  ft  Tex.  Pte.  R.  R 

Fleischmann  Co 

U.  S.  Playing  Card 

Eaide  White  Lead 

PhUa.  Carey  Co 

Amer.  Oak  Leather 

Cleveland  ft  Pittsburg  R.  R 

Cin.  ft  Sub.  Bell  Tl.  Co 


Par 
Value. 

$6,000 

29.000 
6.000 

17.000 
6.000 
6.500 

11.000 
5.000 
7,000 
6.000 
6.500 
5.000 
6.000 
5.000 

50.000 
10.000 
60.000 
50,000 
30.000 

7.700 
15.000 
18,500 
11,000 
10.000 

3,000 


Market 

Value. 

$6,300 

20.725 
4.776 

16.150 
5.125 
6.630 

11.302 
5.163 
7J280 
5.075 
6.727 
5.056 
5.275 
5.125 

53.000 

21.000 

46.500 

53.760 

36.150 

13.244 

16.500 

18.500 

9.625 

9.500 

6,150 


Totals $509,200      $528,508 


TERRITORY  COVERED:  Ohio  only. 


GERMAN  WASHINGTON  MUTUAL  FIRE  INSURANCE  ASSOCIATION, 

Louisville,  Ky. 

Premdent,  H.  A.  Brinkhaus;  Secretary,  G.  W.  Frank.    Organised,  1860. 


Yl.4R 

Cash 
AsKts 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

1915 

$127,057 
122.686 
117,290 

$127,057 
122.686 
117.290 

$6,014 

1914 

7,175 

1913 

6.018 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$135,856 

$2,529 
2.490 
6,707 

$6,270 
6,06P 
6.524 

$8,799 

8.559 

13.231 

$2,529 

13.956 

2.490 

13,695 

6.707 

GERMANTOWN  FARMERS  MUTUAL  INSURANCE  COMPANY, 

South  Germantown,  Wis. 

Preddent,  J.  B.  Becker;  Secretary,  J.  A.  Schwalbach.   Organised,  1854. 


YlAR 

Cash 
Assets 

Unearned 
IVemiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Loea 
Incurred 

1915 
1914 

$253,954 
282.051 
268,792 

$25,126 
23,309 
23.039 

$228,828 
259.642 
243.753 

$23,523 
21,069 
21.690 

$35,661 
34,253 
32.700 

$3,779 
8,418 
6.297 

$50,000 

$10,906 
10,427 
10.529 

$64,685 
18.845 
16.826 

$3,779 
6.418 

1913 

7,463 

ASSETS,  DEC.  31.  1915:  Real  estate,  $1 1,251 ;  mortgage  loans. 
$219,500;  cash,  $19,136;  agents'  balances,  $865;  interest  and  rents. 
$3,212.    Total  assets.  $253,954. 

UABILITIES:    Unearned  prams.  $25,126. 

Underwriting  profit,  $8,374;  investment  profit,  $10,812. 

REAL  ESTATE  OWNED:  Consists  of  company's  home  office 
building  and  lot,  carried  at  book  value. 

MORTGAGE  LOANS:  There  are  67  loans,  affir«gating  $210,- 
600,  and  secured  by  first  liens  on  real  estate  and  miildingB  '^ued 


at  $536,850.    The  company  holds  $217,175  of  insnranee  on  the 
buildings. 

MISCELLANEOUS:  The  company  was  esUbfished  in  1854. 
Incorporated  under  a  q)eeial  charter  and  the  buaiBflsa  of  the 
oomnany  is  done  on  a  cash  plan.  During  1908,  1010  uid  1915 
divioends  of  $150,000  were  paid  to  policyholdera.  The  oompaay 
operates  m  Wis.  only. 

DIRECTORS:  F.  J.  Schwalbach,  J.  B.  Becker,  Andrew  Schnei- 
der. Herman  Seefdd,  M.  SchaUer. 


GLEN  COVE  MUTUAL  INSURANCE  COMPANY,  Glen  Cove,  N.  Y. 

President.  Richard  Downing;  Secretary,  James  W.  Townseod.    Organised,  1837. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Ineamd 

1915 
1914 
1913 

$193,213 
185.871 
175.344 

$31,948 
34,818 
30.737 

$134,870 
130.656 
122.939 

$40,552 
46.743 
39.420 

$50,689 
56,706 
48.633 

$19,005 
23.232 
20,327 

U1.244 
62.541 
62.264 

$23,004 
20,602 
20.347 

$44,153 

46.275 
42.038 

S21.673 
25.132 
18,633 

6  Inohides  settlements  with  retiring  members. 
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GLEN  COVE  MUTUAL  INSURANCE  COMPANY,  Glen  Cove.  N.  Y.-^onHnued, 


kmsa,  Dee^  31, 1915.  LEonxim,  Dec.  31. 1915. 

Bealeitiia $30,000    LoneBuopud $6,324 

liarte«Blau» 128.950  Unnrned jprami. . . .        31.948 

BinktBditockg...  10,200  Other fiafaffitiM. .. .        20.071 

Qmk 18357                                  

Amis' bdaacei....  5.126  Total  liabilities...       $58,343 

btenit  and  rente..  2.080    Surptn 134.870 


Total 


$193,213       Total $193,213 


Het  aawant  of  monben'  liabifity.  Dee.  31,  $344,234;  andec^ 
«riQog  profit.  $312;    tin  eat  meat  profit  $9,118. 

RISES  AND  PREMIUMS.  Fire  riaka  in  force  (eieept  per- 
pHali),  Deeonber  31,  $ia602.2Sl:  premhima  thereon.  $63,282; 

BUSIKGS8  SINCE  ORGANIZATION.  Premiuma  reodved. 
SUM,3M;  loans  paid.  $746,510;  diridnida  declared  (since  1896), 
119,929. 

IBAL  ESTATE  OWNED:  CoaaiatB  of  a  3-ator7  brick  boilding 
oa  Gka  St.  (Sea  Oove  and  frame  horae  abed. 


MORTGAGE  LOANS:  Then  ate  49  loaaa.  ranging  from  $500 
to  $9,000,  and  aggresating  $128,960.  They  are  aeeured  ^  Bixxiklyn, 
Glen  CoTe,  Sea  Caff  and  other  LtMig  Island  profMrties,  worth 
$346,550.  There  was  no  interest  ptast  dne  on  December  81.  last. 
The  company  holds  $199,950  of  insurance  on  the  mortgaged  Doild- 


Marke 

Vahe. 

$5,200 

5,000 


BONDS  OWNED:  Pkr 

Value. 

U.  S.  Steel.  s.f..  1963.5% $5,000 

So.  Pow..  1930, 5% 5,000 

Totab  (book  value,  $9,675) $10,000 


$10,300 


MISCELLANEOUS:  The  company  tranaaets  a  suiphis  line  boa- 
neas  through  Henry  W.  Brown  k  Co.,  New  York,  Lee  G.  Metcalf . 

FIELD  MEN  AND  TERRITORY  COVERED:  Henry  W. 
Brown  k  Co..  general  agents.  New  York  City. 


GRAIN  DEALERS  NATIONAL  MUTUAL  FIRE  INSURANCE  COM- 

PANY,  Indianapolis,  Ind. 

President,  J.  W.  MeCord;  Secretary,  C.  A.  McCotter.    Organised.  1902. 


.       CMh 

Tua    Aaeta 

Unearned 
Premiums 

Net  Cash 
Surplus 

Net 
Promiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'ra 

Expenses 

Total  Ex- 
penditurea 

Losses 
Incurred 

UU      $576,012 

ftlAflLl38 

$403,689 
2QfL»8 

$289,291 
278,674 
228,474 

$309,987 
297,612 

$97,686 
113.178 

$85,654 
73,077 
65,851 

$183,340 
186,255 
181,477 

$94,494 

19U  ,      447.311'         140,081 

114,594 

1913        344.451          113.8^13         226,394 

240,962          115.626 

115,626 

Dee.  31, 1915. 


LuBiinnB,  Dee.  31, 1915. 


Mortpffr  loans  .. 

Bcadi  lad  stocks. 

Cub 

A«Qti' bshaees. 

I&lBW 


$313,175 

147.664 

91.415 

13.592 

iai96 


unpaid 

Unearned  prems.. 
Other  liabmties.. 

Total  liabiUties. 
Sorplas 


$860 

160,138 

11,355 

$172,353 
403,689 


Total: 


$576,042       Total $576,042 


Net  SBoont  of  members'  fiability.  Dec.  31.  $3.244,056 ;    under- 
vndog  profit,  $83,161 ;  inTesUnent  profit,  $32,290. 

PJSK9  AND  PREMIUMS.    Fire  risks  b  force.  December  31. 
t2a,a$.^;  premiums  thcroon.  $320,275. 


BCSINE8S  SINCE  ORGANIZATION. 
t2.10U3l:  kisBm  paid  $067,055. 


Premiums  reoeiTed, 


MORTGAGE  LOANS:  These  86  loans  aggregate  $313,175  on 
mpfoved  real  estate  in  Inifiana,  Talued  at  $1,021,900.  There  was 
BO  Btoett  past  doe  on  December  31,  last.  Company  holds 
130,350  &e  nanranee  on  the  builffings. 


BONDS  OWNED: 


Michigan  Cy.,  Ind. . 
Lagrange  Co.,  Ind. . 
Waithington,  Ind — 

Lake  Co.,  Ind 

Grant  Co.,  Ind 

Princeton,  Ind 

Carlisle,  Ind.,  sc 

White  Co.,  Ind.,  sc. 
Garrett,  Ind.,  sc — 
Jay  Co.,  Ind.se — 

Lebanon,  Ind 

Portland.  Ind 

Green  Co.,  Ind 


Par 

Market 

Value. 

Value. 

$12,500 

$12,500 

8.000 

8,210 

14.000 

14,420 

15,000 

15,000 

10,780 

10,838 

5,000 

5,050 

6,500 

6,585 

5,446 

5,500 

8,000 

8,240 

11,500 

11.760 

14.000 

14.360 

7,000 

7,000 

28,000 

28,200 

Totals  (book  value,  $145,726) $145,726      $147,664 


DIRECTORS:  J.  W.  McCord,  Chas.  S.  CUric,  A.  E.  Reynolds, 
J.  W.  Sale.  Thos.  A.  Morrisson.  V.  E.  Butler,  H.  Work,  Lee  G. 
Metcalf. 

TERRITORY  COVERED:  The  company  is  licensed  in  Ind., 
Kan..  111.,  Mass..  Mich.,  Minn.,  Mo.,  Neb.,  N.  J.,  N.  Y.,  0.,  Pa. 
S.  D.,  Wash.,  Nt.,  Mont,  and  Colo. 


GRAIN  DEALERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Boston,  Mass. 

president.  Dean  E.  W^ister;  Secretary,  A.  Shirley  Ladd.    Organised,  1907. 


Tiia 

CiA 

ASKtS 

Unetfned 
Ftemiums 

Net  Cash 
Surphxs 

Cash 

Total 
Income 

Losses 
Paid 

1915 
1914 
1913 

$iaU68 
74.961 
85.247 

$46,920 
37,470 
45,750 

$51,607 
30,206 
36,451 

$91,853 
84,267 
93,228 

$99,640 

94,304 

105,728 

$21,942 
43,568 
38.343 

Returned 
to  P'yh'rs 

Expenses 

ToUl  Ex- 
penditures 

Losses 
Incurred 

$20,783 
24,614 
24,548 

$28,270 
37,417 
33,543 

$70,995 

105.600 

96.434 

$22,013 
43,092 
37,213 

Boufa 
CM.. 
A«BU' 


Dec  31, 1915.  LuniLnuB,  Dee.  31. 1915. 

$88,138    Losses  unpaid   $71 

7.007    Unearned nrems....        46,920 

6,549    Other  liabilities. .. .  4,770 

1.314  

Total  liabilities...      $51,761 
Sorphis 51,607 


Total 
Net 


$103,368       Total '  $103,368 


ibert'  Imbifity.  Deo.  31.  $116,802;   under- 
profit*  $3,209. 


RISKS  AND  PREMIUMS.    Fire  risks  in  force,  December  31, 
$4,795,310;  premiums  thereon,  $93,840. 

BUSINESS  SINCE  ORGANIZATION.    Premiums  received, 
$514,090,  losses  paid,  $165,851;  dividends  decbred,  cash,  $124,987. 


BONDS  OWNED: 


Boston,  Mass.,  1921,  4% 

Omaha,  Neb.,  1935,  5% 

Waltham.  Mass.,  1916, 4 H%. 
B.  ft  A.  R.  R.,  1934,  4% 

B.ftM.R.IL1929,4H%-. 
B.  ft  M.RR.,  1921,3^%.. 


Par 

Market 

Value. 

Vahie. 

$1,000 

$990 

2,000 

2,160 

1,000 

1.000 

2,000 

1.950 

8.000 

2.530 

2,000 

1.620 
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GRAIN  DEALERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Boston,  Mass.— Con/imierf. 


BONOe  OWNKD.— CofU. 

Boston  k  N.  St.  Ry.  1954,  4%. . . . 
C,  M.  A  St.  P.  R.  R.,  2014.  5^f.. . 
C,  M.  A  St.  P.  R.  R.,  1932.  4^% 

111 .  Cent.  R.  R.  1963.  5% 

Interboro  R.  T.,  1966,  5% 

L.  S.  ft  M.  S.  R.  R.,  1931.  4%. . . . 
Mil.  E.Ry.  ft  Lt.  1951.5%. 


N.  Y..  N.  H.  ft  H.  R.  R..  1955-6.  4 

New  York  Rys.  1962,  4H% 

Penn.  R.  R.,  1965, 4^% 

Wert  End  St.  Ry.,  1930, 4,4%  •  •  • 
West  End  St.  Ry.,  1932,  5% 


/O- 


Wert  End  St.  Ry.,  1917,  4% 

Adirondack  E.  Pow.  Corp.,  1962,  5% 

Amer.  Agr.  Chem,,  1928,  5% 

Amer.  Air.  Chem.,  1928,  5% 

Amer.  Tl.  ft  Tg..  1929.  4% 

Consumere  P.,  1936, 5% 

Detroit  Edison,  1933,  5% 

Ind.  Steel  1952.  5% 

Man.  Gas..  1929. 4  H  % ''  • 


Par 

Market 

Value. 

Value. 

$3,000 

$2,430 

3.000 

3.240 

2,000 

2.060 

3,000 

3,075 

3.000 

2,970 

2,000 

1.900 

3.000 

2,700 

3.000 

2.430 

2.000 

1,700 

5.000 

5.050 

2,000 

1,920 

2,000 

2.020 

2,000 

1.980 

4.000 

3,800 

3,000 

3,060 

1,000 

1,020 

6,000 

5.460 

5,000 

4.800 

5.000 

5.150 

3.000 

3.060 

2.000 

1,960 

Bonds  Owkto. — Conl. 


Minn.  Gas.  Lt.,  1930.5% 

Portland  Gen.  EI..  1935.  5%  ■ 
Southern  P..  N.  C.  1930.  5'^c 
United  Electric  Sec.,  1943,  5% 
United  Fruit.,  1925,  4Vi%. . . . 
Utah  Power,  1944,  5% 


Par 

Market 

Value. 

VaJ:jt>. 

$1,000 

V^x\ 

2.000 

2.O10 

4.000 

4,000 

4.000 

Z.^ 

5.000 

4.K50 

2.000 

I.SSO 

Totals. 


$93,000        $>»9.613 


MISCELLANEOUS:  This  company  wa9  incorporated  February 
27. 1907.  It  is  licensed  only  in  Massachusetts,  but  writes  in  othcir 
States  from  the  home  office.  It  insures  risks  of  grun  dealers, 
wholesale  and  retail  grocers  and  ooal  deakra,  throughout  New 
England  and  New  York. 

DIRECTORS:  Dean  K.  Webster.  C.  M.  Cox.  Milton  L.  Cush- 
ing,  Robert  Mackinnon,  Charles  E.  Halstead.  Charles  P.  W^aahbom. 
J.  M.  Perry.  Eben  J.  Ham.  G.  U.  Kierstead.  A.  Shirley  Ladd. 
Howard  A.  Grossman.  J.  S.  Morrill,  John  D.  Peck.  Frank  A.  Noyes. 
Henry  W.  Chandler. 


GRAIN  SHIPPERS  MUTUAL  FIRE  INS.  ASSOCIATION,  Ida  Grove,  la. 

Pnadent.  W.  L.  Suborn:  Secretaiy.  F.  D.  BaboMk.   Orgwiied,  1897. 


Yb/lb 

Cash 
Assets 

Unearned 
Premhims 

Net  Cash  | 
Surplus     J 

1915 
1914 
1913 

$35,199 
24,515 
25.214 

$20,698 
15,710 
14.799 

$9,736 
4,210 1 
6,515: 

Cash 
Premiums 


Total 
Income 


Losses 
Pkid 


$61,0621 
40.708 
88.861 


$62,278 
41.3271 
69,684, 


$17,232; 
19.805' 
42.094, 


Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Loam 
Incurred 

$4,016 
3,016 

$21,925 
17.255 
20,293 

$43,173 
40.076 
62.387 

$17,409 
18.727 
40.325 

AssBiB,  Dbc.  31, 1915. 


LuBiLiTDES,  Dbc.  31, 1915. 


Real  estate 

Mortgage  loans. . . 

Cash 

Agents*  balances. . 
Interert  and  rents. 
Other  assets 


Total 


$8,000 

8.000 

12,229 

6,159 

140 

671 


unpaid 

Unearned  prems. . 

Totol  liabilities. 
Surplus 


$4,765 
20.698 


$25,463 
9.736 


$35,199       Total $35,199 


RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$3,877,726;  premiums  thereon,  $69,382. 

BUSINESS  SINCE  ORGANIZATION:  Looes  paid.  $821,377: 
dividends  declared,  cash.  $257,000. 


REAL  ESTATE  OWNED:  Company  owns  its  own  borae 
office  building,  a  2-story  brick  building  oosUng  $7,088  and  carried 
at  $8,000;  the  net  income  from  which  last  year  amounted  to  $802. 

MORTGAGE  LOANS:  There  are  3  loans  aggregating  $3,000. 
on  Iowa  farm  property  valued  at  $30,000. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  agents. 
W.  H.  Whitford.  Cedar  Falls.  la.,  for  northern  la.;  L.  B.  Hall 
Des  Moines,  la.,  for  southern  la.    The  company  is  Uoensed  in 
la.  only. 

REMARKS:  This  company  reports  an  unearned  prrauam 
reserve  of  $20,698  whereas  its  premiums  in  force  amounted  lo 
$69,381. 


GRANITE  MUTUAL  INSURANCE  COMPANY,  Barre.  Vt. 

President,  G.  Woodruff;  Secretary.  Rufus  G.  Robinson.    Organised.  1907. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus  t 

Cash 
Premiums 

ToUl 
Income 

Losnes 
Paid 

Returned 
to  P'yh'rs 

,  Total  Ex-        UmcB 
Expenses      penditures      Incurred 

tl915 

1914 

$17,368 
40.923 

$14,079 
—64 

$37,311 
32.959 

$57,242 
33.4271 

$36,364 
25.286 

$15,242*         i51.666-'         1^6^64 

•1913 

""    $3,544 

11,198           36.484,           25.2S6 

— Excess  of  liaUlities  over  assets.      "Statements  as  of  July  31.      tGuaranty  fund,  $10,000.  not  included  in  lialMlities. 
t  Statistics  for  1915  not  received  when  this  page  went  to  press. 


YBA.B 


1915 
1914 
1913 


GRAND  RAPIDS  MERCHANTS  MUTUAL  FIRE  INSURANCE 

COMPANY,  Grand  Rapids,  Mich. 


President,  Anthony  Klaassen:  Secretary,  Wm.  A.  Haan.   Organised,  1909. 


Cash 
Assets 


Unearned 
Premiums 


$6,644 1 
4.919' 
5.220, 


Net  Cash 
Surplus 

$6,644 

4.438 
5.220, 


Cash       I 
Piremiums 

$7,348; 
7,130; 
8.6061 


Total 
Income 


Losses 
PBid 


$8,294 

7.761' 
8.990, 


$1,897 
3,502 
2.449 


Returned 
to  P'yh'rs 

Kxpenses 

ToUl  Ex-  ■ 
penditures  i 

Loases 

$4,672 
4.171 
4.187 

$6,569; 

7.8041 
6.636 

$1  hm; 

1131 

2,1:^ 

ASSETS.  DEC.  31.  1915:  Cash.  $5,322;  unpaid  prems..  $1,322. 
Total  assets.  $6,644. 


NO  LUBILITIES. 
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GRAPHIC  ARTS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Philadelphia,  Pa. 

Proident,  E.  Lawrence  Fell;  Secretary,  Alfred  J.  Ferris.   Organised,  1907. 


YUA 

AsRte 

Uneanked 

Net  Cash 
Surplufl 

Cash 
Pranhims 

Total 
Income 

Looses 
Pftid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
1914 
1913 

$29,780 
30.011 
30.641 

$11,109 
11.746 
12.308 

$16,084 

15.735 

*15.053 

$22,158 
23,468 
24.616 

$24,929 
26.075 
26.279 

$9,853 

11.823 

6,874 

$5,647 
7,604 
7.501 

$7,687 
8.186 
9.382 

$23,187 
27.613 
23.767 

$10,293 
9.628 
6.982 

*  Iscfades  goaranty  fund. 
Asstn,  Dbc.  31, 1915. 


Bwdi  sad  stocks. 

Cadi..  

\sxvs  baisaees. . 


$21,687 

4.307 

3.132 

654 


LuBXLmn.  Dk.  31, 1915. 

Losses  unpaid $440 

Unearned  prems....  11,109 

Div.  doe 1,138 

Other  liabifitiee....  1,079 


Totalliabitities. 
Surphia 


$13,696 
16.084 


Tolal 


$29,780       Total $29,780 


Net  laraant  of  ooatingeot  resoureea.  Dee.  31,  $72,425. 

IffiiennitiDg  profit.  $8,875:  inTeatment  profit.  $2,422. 

RISKS  AND  PREMIUMS:  Ffa!«  risks  in  foroe,  December  31, 
tl.a9&372;  preminms  thereon,  $22,219. 

Bl-SINBSS  SINCE  ORGANIZATION:    Fhsmiums  received. 
imjM;  ktsaes  paid.  $49,028;  dividends  dedared.  cash.  $35,082. 


BONDS  OWNED: 
PeaB.R.R.n,4H% 


Par 
Vahie.- 
$2,000 


Market 
Value. 
$2,020 


Bonds  OmnD.—Cont. 


Buff,  k  Susq.,  4% 

Chi.,  Mil.  k  St.  P.,  gn.  m.,  4%. . 
Atch.,  T.  A  S.  Fe,  gn.  m.,  4%. . 
P.,  C.  C.  k  St.  L.,  ca.,  m.,  4%. . 

B.  &0.,  eq.  n.,  1018,4% 

Penn  R.  R,  gn.  frt.,  el.,  43^%. . 

Lehigh  VaUey,  200  3,  4<"c 

Amer.  Gas,  1920.  5% 

Amer.  Gas,  n.,  1916,  6% 

Buff,  k  Susq.  Ry.,  p 

Buff,  k  Susq.  Ry.,  c 


Par 

Market 

Value. 

Value. 

$2,800 

$2,044 

2.000 

1.845 

2.000 

1,880 

2.000 

1.900 

2.000 

2.020 

2.000 

2.000 

3.000 

3,048 

2.000 

1,960 

2.000 

2.010 

1.200 

702 

600 

258 

Totals. 


$23,600        $21,687 


MISCELLANEOUS:  This  company  was  incorporated  in  May, 
1907,  and  confines  itself  to  insurance  of  printing,  booklnnding 
and  kindred  risks.  It  has  never  levied  an  assessment.  Writes  at 
board  rates  and  requires  ux  assessment  liability  of  twice  the 
amiual  rate. 

TERRITORY  COVERED:    Pa.  only. 


GREENE  COUNTY  MUTUAL  FIRE  INSURANCE  COMPANY, 
OF  GREENE  COUNTY,  Greenville,  N.  Y. 

President,  C.  P.  McCabe;  Secretary,  O.  C.  Stevens.    Organized.  1893. 


Yeib' 

Cash 

ASRtS 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Inccmie 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

l5»T.i 

$62,668 

$23^86 

$37,011 
34,691 
30,170 

$33,961 
32.344 
26.801 

$36,028 
34.403 
28.640 

$20,821 
15,821 
13,860 

$11,415          $32,236 
10.714            26.535 

r->i4 

5S411 
50.826 

I'M  3 

18,106 

8.927           22.787 

.\mm,  Dec  31. 1915. 


LuBiums,  Dec.  31, 1915. 


Rea:eitatc 

Mfftpfpfeaos... 
Baai&  sad  rtoeks. 

C«h 

A^ts'faaluices.. 
bterest  and  rents 


Toil] 


$2,200 

16.950 

33,190 

3,752 

5,737 

859 


Losses  unpaid... 
Unearned  prems. 
Other  liabilities.. 


$2,270 

23.386 

21 


Total  liabilities. 
Surplus 


$25,677 
37.011 


$62,688       Total $62,688 


RISKS  AND  PREMIUMS.  Fire  risks  in  force.  December  31. 
1^^730:  premmms  thereon,  $57.1 14. 

MORTGAGE  LOANS:  There  are  9  small  laan^  on  Albany,  Me.. 
C^aiacviBe.  Patiam.  New  Yoric.  Ravena,  N.  Y..  and  GrP!enville 
prapetty.    Ooe  kiaa  of  $2,200  is  guaranteed  by  Home  Title  Ins. 


BONDS  OWNED: 


/o- 


Port.  Gn.  EL.  1935.5% 

St.  L,  Spfd  k  Peoria,  1939.  5%. 
Virginia  Ry.  k  Pow..  1934.  5 

Ore..  S.  L..  1929.  4% 

So.  Pac..  1955,  4% 

C.  M.  &St.  P.,  1989. 4  V^%. 
B.&O.cv.,  1933,4H% 


Tr-City  Ry.  k  Lt.,  1923.  5%. 

AUegheny  v..  1942,  4% 

L.S.&M.  So.,  1928,4%.... 
A.,T.4S.  Fe.  1995,  4%.... 
Del.  4  H.  1943,  4% 


Totals  (book  value,  $33,214) 


Par 

Market 

Value. 

Value. 

$1,000 

$1,000 

1.000 

890 

3.000 

2,760 

5.000 

4.650 

3.000 

2,760 

1.000 

1.030 

2.000 

1,840 

2.000 

1,948 

4.000 

3,880 

8.000 

7,600 

3.000 

2.820 

2.000 

1.940 

$32,000        $33,190 


GROCERS  CASH  DEPOSIT  MUTUAL  FIRE  INSURANCE  COMPANY, 

Huntingdon,  Pa. 

President,  H.  C.  Kinsole;  Secretary,  G.  E.  Simpson.    Organised.  1905. 


Yl41 

Ca^         Unearned 
Aaeti     1  Premiiuis 

"  Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losaes 
Paid 

Returned 
to  P'yh'rs 

Total  Ex- 
Expenses    '  pcnditures 

Losses 
Incurred 

i«n 

$31,630    

$31,630 
27.849 
22.015 

$26,841 
25.701 
22,428 

$28,465 
25.791 
22,673 

$7,691 

6.412 

13.337 

$17,872          $25,563 

15.046            21,458 

6.531            25.595 

$7,691 

1914 

28u349 

22.015, 

6.812 

19U 

5.527 

9.902 

ASSETS.  DEC.  31.  1915:    Bonds  and  stocks.  $11,129;  cash,    I       MISCELLANEOUS:  This  company  writes  policies  at  its  home 
$^^U46;  agoits'  HH"*^.  $255;  total  aaiets,  $31,630.  No  lialnlities.    |    office  covering  property  outside  of  Pennsylvania. 
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HAMBURG  TOWN   MUTUAL  INSURANCE  COMPANY,  Hamburg,  Wis. 

President,  Die  J.  Ophua;  Secretary.  Lewis  0.  Byre.  Or«anised.  1867. 


Ybar 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
tnoome 

Losses 
Pkid 

Returned 
to  P'yh'ra 

Eipenses 

Total  Ex*        LosM 
penditures     Incurred 

1915 
1014 

145,276 
41.686 
38,171 

145.276 
41,671 
38.171 

$4,994 
4,875 
5.269 

$8,001 
7,117 
7.428 

$2,476 
1,963 
4.276 

$1,036 
1.639 
1.612 

$4,412}          $2,476 

3.602            1.063 

1913 



5.888            4.276 

ASSETS,  DEC.  31.  1915:    Mortgage  loans,  $40,316;  cash. 
$3,962;  other  assets,  $998.    Total  assets,  $45,276. 
NO  LIABILITIES. 


Fire  risks  in  foroe.  December  31,  $3,502,489. 
Losses  paid  nnoe  organiiatioa,  $49,194. 


HAMPSHIRE  MUTUAL  FIRE  INSURANCE  COMPANY,  Pittsfidd,  Mass. 

Pnaduit,  1.  M.  S««niuaa;  Secntuy.  R.  A.  Bwbour.  Orguund,  1830. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Prenuums 

1015 
1914 
1913 

$45,295 
47.227 
48.520 

$30,545 
31.566 
30.412 

$12,924 
12.834 
15.759 

$22,010 
20.144 
16.515 

Total 
Income 


$26,085 
22.392 
20.558 


Paid 


$14,414 
11.290 
15.091 


Returned 
to  P'yh'rs 


$4,340 
4.471 
5.692 


Total  Ex- 
penditures 


$27,167 
21.248 
26.0541 


Incurred 


$13,762 
12.796 
13.764 


Auvrs,  Die.  31, 1915. 


LiABiunia.  Dsc.  31, 1915. 


Mortgage  loans... 
Bonds  and  stocks. 

Cash 

Agents'  balances. . 
Intoest 


$4,750    Losses  unpaid 

36,089    Unearned  prems. .. , 

1.316    Other  UabOities 

2,783 
357       Total  liabilities. . 
Surplus 


$1,256 

30.645 

571 


$32,371 
12,924 


Total 


$45,295       Total $45,205 


Net  amount  of  members'  liability.  Deo.  31.  $68,056. 

Underwriting  profit,  $3,156;  investment  profit,  $1,297. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31 
$4,388,870;  premiums  thereon.  $62,470. 

Losses  paid  since  organisation,  $427,827. 

MORTGAGE  LOANS:  There  are  3  loans,  agin-egating  $4,750. 
TOoteeted  by  improved  real  estate  in  Mass.,  valued  at  $17,500. 
There  was  no  interest  past  due  on  Dec.  31,  last.  The  company 
hol^  $9,000  oi  inouiance  on  the  buildings. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

N.Y.,N.H.&H.R.R 

No.  Pac.  Gt.  N.  R.  R 

Union  Pac.  R.  R..  Ore.  S.  Line 

West  End  St.  R.  R.  Co 

Amer.  Tl.  4  Tg.  Co 

Mass.  Gas  Co 

N.  Y.  Gas.  El..  H.  A  P.  Co 

P*c.  Tl.  A  Tg.  Co 

United  SUtes  Eno.  Co 

United  States  Steel  Corp'n 

Stocks. 

Ct.  Riv  R.  R.  Co 

Penna.  R.  R.  Co 

Northampton  Nat.  Bk 

United  States  Steel  Corp'n 


Par 

Market 

Value. 

Vahie. 

$3,000 

$3,510 

6.000 

5.880 

2.000 

1.860 

1.000 

900 

2,000 

1.820 

1,000 

080 

2.000 

2.100 

1.000 

1.000 

1.000 

1.000 

2.000 

2.060 

6.300 

9.765 

1.650 

1.963 

1.000 

2.000 

1,000 

1.170 

Totals  (book  value.  $32.101) . 


$30,950        S36.089 


MISCELLANEOUS:  This  company  was  formerly  located  in 
Northampton.  Mass.  In  .1914  it  was  moved  to  PittsMd,  whtn  it 
is  operated  by  the  officers  of  the  Berkshire  Mutual. 


HARBOR  CREEK  MUTUAL  FIRE  INSURANCE  COMPANY,  Erie,  Pa. 

Pmidait.  C.  R.  Forbei:  Secretary,  S.  H.  Willi*.    Or(ui<e<l.  1357. 


Ybab 

Cash 
Assets 

1915 
1914 
1913 

t$29.122 
t30.617 
t21.478 

Unearned 
Premiums 


Net  Cash 
Surplus 


t$28.560, 
t23,075 
t21.467| 


Cash 
Premiums 

Total 
Inc(Hne 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incmred 

$44,264 

$45,296 
43.552 
42.383 

$39,756 
27.964 
25.828 

$7,097 
6.438 
6.688 

$46,853 
34.402 
82.516 

$32,714 

42.806 

85.500 

42.088 

24.90S 

t  Excludes  uncollected  assessments. 

ASSETS.  DEC.  31,  1915:  Cash.  $28,735:  agents'  bahncee. 
$387;  total  assets.  $29,122;  aasessments  uncollected,  $44,729. 
Liabilities:  Losses  unpaid,  $500;  other  liabilitiea.  $62;  total  liabili- 
ties. $562. 


Net  amount  of  members'  liability.  Dee.  31.  $745,492. 

MISCELLANEOUS:  This  company,  a  purely  mutual  one,  is 
confined  by  its  charter  to  Erie  Co..  Pa. 


HARDWARE  DEALERS  MUTUAL  FIRE  INS.  CO.,  Stevens  Point,  Wis. 

Preiident,  0.  P.  SchUfer;  Secretary,  P.  J.  Juola.  Oiguiied,  1904. 


YSiLR 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Pr«inuums 

Total 
Income 

Losses 
Pkid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Incurred 

1915 
1914 
1913 

$212,836 
161.689 
140.968 

$103,978 
86.674 
71.580 

$91,241 
62,748 
57.666 

$199,091 
169,711 
143.354 

$209,092 
177,012 
152.946 

$56,858 
88,561 

54.846 

$81,050 
68.495 
57,258 

$22,317 
17,972 
13.693 

$160,225 
155.028 
125,797 

$61,308 
604)11 
62.396 

Aasm.  Die.  31, 1915.             LuaiLims,  Dsc.  31, 1915. 
Mortgage  loans $45,300    Losses  unpaid $14,950 


Bonds  and  stocks. 

Cash 

Agents'  balances. 
Interest 


136,134 

21.563 

5.974 

3.865 


Unearned  prems 

Other  liaulities 

Total  liabilities... 
Surplus 


103.978 
2.667 


$121,595 
91.241 


Total 


$212,836       Total $212,836 


Net  amount  of  members'  liability.  Dee.  31.  $207,071. 

Underwriting  profit,  $98,817;  investment  profit.  $10,726. 

RISKS  AND  PREMIUMS:  Fire  risks  in  forae,  Deoember  31. 
$11,094,075;  premiums  thereon.  $207,071. 

BUSINESS  SINCE  ORGANIZATION:  Pmuuim  rwdvwl. 
$1,029,605;  losses  paid.  $339,917;  divideock  declared,  easlt.  $382.* 
327. 

MOR'TOAQB  LOANS:  There  are  10  kans  aggrHatiiw  $45.* 
800,  protected  by  real  estate  in  Rock  Co.,  ail  ^nnlan^  viiundat 
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HARDWARE  DEALERS  MUTUAL  FIRE  INS.  CO.,  Stevens  Point,  Wis.— Confortttei. 


01820.  There  was  $8  of  interest  past  doe  on  December  31.  laat. 
T1»  eoaiiiaiqr  hcida  $6,500  (tf  insannoe  on  the  mortgaged  bui]d> 
Ob  Dee.  31.  hat.  there  was  one  loan  of  $5,600  in  foreeloaure. 


lags. 


BONDS  OWNED: 


Meoailia  I^per 

Okksc , 

JaLeJviBe,  Wk,  bg 

Cadahy  Pukbg 

Wiefaita  FaBs  i  So.  By 

Clbtoa.  la.,  V 

Appktoo  aat.  wis 

ItaeaP^per 

WeitAniiCy^K 

li^CTai  Pt,  Wk,  er 

RieUud Gcntre,  Wis.,  Cy.  H. 
Braadfaad.  Wis,  vat  p.  A  d. 

Waam.  Wk,  ir.  eat , 

FaRhfrVaOCTGaa&El... 

Ci  WsL  Pow.  k  Pkper 

Waibbara.  Wis , 

MaB8taB.WiB 


Pw 
Vafaie. 
$2,000 
3.000 
1.500 
2.000 
3.000 
3.000 
14.000 
5.000 
3.000 
4.000 
3,000 
5.000 
1.000 
4.000 
3.000 
5.000 
2.000 


BOMM  Owim>.— CoiU. 


Antigo.  Wis 

Aahiand  Co..  Wis 

Kewmnee.  Wis 

EUsworth,  Wis 

Os.  Wat.  Pow.  k  Pftper. 

Fondu  Lao..  Wu 

Marinette,  Wis 

Manitowoc,  Wis 

Columbus.  Wis 

Racine,  Wis 

Oehkoah;  ^Tis 

Ladysmith.  Wis 

Grand  Rands,  Wis 

Kenosha,  Wis 


Par 
Vahie. 


Market 
Value. 
$8,000 
5.000 
5.000 
2,000 
5.000 
10.000 
5,000 
2,000 
3.000 
5,000 
5.000 
6.000 
5.000 
3,000 


Total $132,500 


FIELD  MEN  AND  TERRITORY  COVERED:  A.  J.  Scott, 
Marine  City.  Mich.,  for  Mich.  Company  operates  in  Mich,  and 
Wis. 


HARDWARE    DEALERS    MUTUAL    FIRE   ASSOCIATION    OF    PENN- 
SYLVANIA, Huntingdon,  Pa. 

President.  C.  H.  Miller;  Secretary.  W.  P.  Lewis.   Organised.  1902. 


Cash 
Yi&a     AsKts 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 
Inoome 

Looses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Totol  Ex- 
penditures 

Losses 
Incurred 

1915      $1201601 
Vm         92.303 
KU         95.326 

$38,714 
36.165 
33,254 

$81,977 
56.138 
62.072 

$50,341 
49.741 
46,857 

$55,300 
54,462 
53.738 

$18,678 
41,971 
30.123 

$3,000 
28.932 

$9,295 
8.640 
9,139 

$29,063 
79.543 
39.262 

$16,678 
41.971 
30,123 

ASSETS,  DEC.  31.  1915:  Bonds  $112,933;  cash.  $5,148: 
EQta'  balueesL  $486;  interest,  $049;  other  assets,  $1,175.  ToUt 
Rta,  tmdftl. 

LL\BaiTI£S:   Unearned  prans..  $38,714. 

Tm  risb  in  foree.  December  31,  $4,932,245. 

Losm  paid  ainoe  organiaation.  $172,487. 


BONDS  OWNED: 


C.R.LAP.Ry,  1.4%... 
Usica  Pte.  Ry,  1  &  r..  4% 
A^kotic  k  Bvraingfaam  Ry. 

Soothera  Pke.  Ry,  1.  4% 

Phmdeat  Securitiea.  d^  4%. . . 

SoiBton  Eleetaie,  I,  5% 

KqrtioBe  Coal  k  Coke,  1,  6%. 
P^ttibarg  Cradfale  Sted.  5%. . 

PyhddphiaCity.4% 

\ifgaiaRy^l,5% 

Cfaaapeskelt  Ohio,  er^  4H% 
FWi&Ga8  4Eleetricl.5%.. 


1.5% 


Market 
Value. 
$660 
4.862 
4.300 
4,512 
3.300 
4.060 
5.150 
4.950 
5.143 
4.900 
4.312 
4.600 


Bonds  Owned. — Cont. 


Nashville  Gas. ft  Heating.  5%. . . . 

N.  Y.  Ry.  Ad.  Income,  5% 

Montreal  TramwayB,  1,  5% 

Baltimore  k  Ohio  Ry.,  or.,  4H%- 
Brooklyn  Rapid  Transit,  n.,  5%. . 
Canadian  Pacific,  eq.  tr.,  4M%. . . 

Kingdom  of  Italy,  n.,  6% 

L.  V.  Transit  Co..  r.,  5% 

Southern  Pacific,  cr.,  5% 

Argentine  GoTemment.  1920,  6%. 
P.  R,  R.,  gn.  m-.  Series  A,  4^%.  • 
Armour  k  Co..  R.  E..  1  m..  4>^%- 
B.  4  0.,  gn.,  5%.. 


Par 
Value. 


Market 

Value. 

$.5,100 

2.831 

4.725 

4.850 

'     5.031 

5.000 

5.000 

4.475 

5,356 

5,062 

5.037 

4.662 

5.050 


Total $112,933 


DIRECTORS:  C.  H.  MiUer.  F.  C.  Goodwin,  Sam.  McKnight, 
O.  R.  Krause,  S.  S.  Bryan.  James  N.  Kline,  D.  A.  Gill.  W.  P. 
Lewis. 


MRTFORD  COUNTY  MUTUAL  INSURANCE  CO..  Hartford,  Conn. 

President,  R.  H.  Ensign;  Secretary,  Wm.  A.  Irving.   Organised,  1831. 


Cash 
iiAK    Aaets 

UnouTtcd 

NetCash  ' 
Surplus 

Cash 
Premiums 

Total 
Inoome 

Losses 
Pftid 

Returned 
to  Fyh'rs 

Expenses 

Totar  Ex- 
penditures 

Loeses 
Incurred 

ISU    S1.4».183 

$103,420 
100.598 
102,107 

$1,315,602 

•1,006.716 

•992,178 

$70,436 
65,720 
67,126 

$134,856 
124.282 
123.715 

$31,858 
28,478 
33.070 

$40,343 
38.895 
36.970 

$72,201 
67,373 
70.040 

$37,070 

»14      U11.953 

33.070 

1*13      1,298.873 

31.812 

$200j000 

Dk.  31. 1915. 

BosdiaKistodki...  $U3«.635 

CMk 63,030 

Atmts'faalaafla....  4.783 

6,735 


for  all  oontingeneieB  in  1913-4-5. 

LUBILRIIB,  Die.  31, 1916. 

Losses  unpaid $6,467 

Unearned  prems 103.420 

Spec,  reins,  res 200,000 

Other  liabilities 3,694 


Total 


$1,429,183 

-* — 


Total  liabilities...     $313,581 
Sorpba 1,115,602 

Total $1,429,183 


Uadovritiflg  kas.  $7,229;  iimsfcment  profit,  $116,115. 


RISKS  AND  PREMIUMS:  Fii«  risks  in  force.  December  31, 
$28,673,079;  premiums  thereon,  $202,722. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$2,736,548;  k»ses  paid,  $1,470,575. 

BONDS  AND  STOCKS  OWNED:  Market 

Bonds.  Value. 

Anglo-French,  5-yr.  external  b.,  5% $23,500 

Conn.,  1936,  4% 252,500 

Balto.,  Bdm,  N.  H.  k  Portland 110.650 

B.  k  0.  RTk,  1  m.,  1948,  4% 21.250 

B.  k  A.  R.  R.,  r.,  1952,  3H% 7,000 

B.  k  M.  R.  R.,  d..  1929,  4H% 17,500 

Can.  So.  Ry.,  cs.,  1962,  5% 25,000 

C.  R.  R.  oIN.  J.,  1987,  5% 11.000 
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HARTFORD  COUNTY  MUTUAL  INSURANCE  CO.,  Hartford,  Conn.— Continued, 


Bonds  ani>  Stocks  Owkkd. — Cora, 
Bonds. — Cont. 

C,  B.  &  Q.  R.  R.,  in.  Div.,  1949,  ZH% 

C.  ft  E.  R.  R..  1  m..  1982,  5% 

C.  Jc.  Ry.  ft  Un.  Stk.  Yd.,  1940.  5% 

C,  M.  ft  St.  P.  Ry.,  cv.,  1932,  4H% 

C,  R.  Is.  ft  Pbc.  R.  R..  col.  tr.,  1916-18,  4%. . 

C.  ft  W.  Ind.  R.  R.»  1932,  6%,  1952,  4% 

D.  ft  H.  Can.,  1917,  7%,  ft  1922,  4}4% 

Hartford  St.  Ry.,  1930. 4% 

L.  S.  ft  M.  So.  Ry.,  d.,  1931.  4% 

L.  ft  N.  R.  R.,  N.  0.  ft  M.  Div..  1930.  6%. . . . 

M.  ft  £.  R.  R.t 

N.  Eng.  R.  R.,  1945,  5% 

N.  yTC.  L.,  eq.  tr..  1923.  4^% 

N.  Y.,  N.  H.  ft  H.  R.  R.,  cv.  d.  ocr..  1948.  6% 
No.  Pbc..  Gt.  No.  ft  C.  B.  Q.,  jt..  1921,  A%... 

W.  M.  R.  R.,  1  m- 1952,  4% 

W.  ft  St.  Peter  RTR.,  1916,  7% 

Hartford,  ao.  bc.  die.,  1931,  ZH% 

SwiftftCo..  1  m.B.f.,  1944,5% 


Par 
Value. 


Market 
Value. 

$32,000 
50,000 
19.000 
24.500 
28.000 
47.880 
24.350 
23,000 
70.400 
21,600 
14.800 
13,200 
23.750 
44.000 
45.000 
14.000 
15.000 
17.200 
23.750 


Bonos  and  Stocks  Owned.— C<mi. 
Bonds. — Cont. 

C,  Gt.  W.  R.  R.,  p.  tr.  ctf 

Stocks. 

X  I3UUK*  JtVa  aV  ■  ■  ■  *■•■■••■>■*••■••■••• 

P.  ft  Bur.  Val.  R.  R 

Pitts.,  Ft.  W.  ft  C.  R.  R 

R.  ft  o.  R.  R 

U.,  C.  ft  Suaq.  Val.  R.  R 

Hartford-Aetna  Nat.  Bk 

Nat.  Exch.  Bk.,  Hartford 

Phoenix  Nat.  Bk.,  Hartford 

Hartford  Steam  Boiler  Insp.  ft  Ins 

N.  Y.  Dock  Co..  p 

Nwn.  Tg 


Par 
Vahie. 


Market 

V«lup. 
8,230 

$14,400 
59.62.5 
24.000 
30.000 
32.000 
6,150 
21,450 
12,009 
3,420 

i2aooo 

4,510 
10.000 


Total $1,365,636 


TERRITORY  COVERED:  Conn.  only. 


HERMAN  FARMERS  MUTUAL  FIRE  INS.  COMPANY,   Herman.  Wis. 

President.  Dan.  Schulti;  Secretary,  H.  F.  Ringle.   Organised,  1856. 


YlAB 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

LoasM 
Incurred 

1915 
1914 
1913 

$78,129 
68,771 
68,290 

$51,467 
50.140 
49.020 

$25,862 
17.884 
18.103 

$32,857 
30,693 
31,700 

$35,813 
34.291 
34,920 

$11,526 
23,476 
33.541 

$820 
641 

$0,656 

9.888 

10.358 

$22,002 
34.006 
43,809 

$11,525 
23.476 
33,.S34 

AssBxs,  Dxc.  31, 1915. 

Mortgage  loans $65,875 

Cash 4.457 

Agents'  balances 5.499 

Interest 2,298 


LiABiLrrnss,  Dbc.  31,  1915. 

Losses  unpaid $800 

Unearned  prems 5 1,467 


Total  liabUiUes. 
Net  surplus 


$52,267 
25.862 


Total  assets $78,129       Total $78,129 


Net  amount  of  monbers'  liability,  Dec.  31,  $136,762. 

Fire  risks  in  force,  December,  31.  $12,152,690. 

MORTGAGE  LOANS:  These  loans  are  secured  by  farm 
property  valued  at  nearly  three  times  the  amount  loaned.  Com* 
pany  holds  ample  fire  insurance  on  the  buildings. 


HIBERNIAN  MUTUAL  INSURANCE  COMPANY,  Charleston,  S.  C. 

President,  A.  J.  Riley;  Secretary  and  Treasurer,  M.  F.  Kennedy.    Organised,  1886. 


Unearned 
Premiums 


$26,224' 
25.906, 
26,473: 

*A8  of  March  16,  1916. 

ASSETS,  MAR.  16,  1916:  Bonds,  $22,000:  cash.  $23,336; 
assessments  due,  $4,353;  total  assets,  $49,689.  Liabilities:  Un- 
earned premiums,  $26,224. 


Ybar 

Cash 
Assets 

•1915 
1914 
1913 

$49,689 
47,008 
45,292 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

$23,465 
21,102 
18.819 

$5,729 

6,239 

22,606 

$7,596 

8,351 

24,350 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex-  1 
penditures  | 

$1,090 
1,404 
1,893 

$908 
1,894 
2,045 

$2,580 
2.688 
2.458 

$4,578; 
5,986 
6.396 

Losses 
Ineorred 

$1,090 
1,404 
l.$93 


RISKS  AND  PREMIUMS.    Fire  risks  in  force.  December  31, 
$1,441,500.  deposit  premiums  thereon,  $29,138. 
TERRITORY  COVERED:  S.  C.  only. 


HIDE  AND  LEATHER  MUTUAL  FIRE  INS.  CO..  Philadelphia,  Pa. 

President,  James  Salon;  Secretary,  John  A.  Duncan.    Organised,  1906. 


Ybar 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incnrrrd 

1915 
1914 

$42,683 
36.690 
34,017 

$1,688 

$A,996 
36,680 
34,017 

$15,418 
14,631 
14.396 

$16,564 
15.891 
15,226 

$2,355 
2,724 
1,049 

$3,303 
4.071 
2.369 

$4,902 
5,270 
4.607 

$10,560 

12.065 

8,015 

$2,354 

2,724 

1913 

1.019 

ASSETS,  DEC.  31. 1915:  Bonds  and  stocks,  $28,317;  cash.  $13.- 
814;  agents'  balances,  $552;  total  assets,  $42,683.  Liabilities: 
Unearned  premiums,  $1,688;  total  liabilities,  $1,688. 

Net  amount  of  members'  liability,  Dec.  31,  $68,899. 


RISKS  AND  PREMIUMS.  Fire  risks  in  fora,  December  31. 
$1,359,374;  premiums  thereon,  $13,780. 

MISCELLANEOUS:  The  oomnany  was  formerly  the  Taniun 
Mutual  Fire  Ins.  Co.  Name  coanged  in  1011.  It  is  Iie«nFi 
in  Pa.  only. 
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HIXGHAM  MUTUAL  FIRE  INSURANCE  COMPANY,   Hingham,   Mass. 


Preaident  and  Treasurer,  Henry  W.  Cuahing;  Secretary,  Alan  F.  Herscy.    Organiied,  1826. 

ExpenaoB 


¥i4a 

Cuh 

Aante 

Unearned 
Premiuma 

NetCaah 
Surplus 

Cash 

ToUl 
Income 

Losses 
Paid 

1915 

$275,172 
»t.I42 
373305 

$154,605 
161.744 
158.828 

$116,448 

97.506 

112,136 

$85,601 
88.801 
83.025 

$96,528 

102.818 

95.812 

$40,451 
56.201 
29.730 

Returned 
to  P'yh'rs 


$17,341 
26.275 
30.305  i 


$31,143 
29.217 
26.653 


Total  Ex- 
penditures 


Incurred 


$88,935 

111.693 

86.688 


$39,372 
59.105 
28.825 


AflUTS.  Dee.  31. 1915. 


Rcil  estate 

Uort9«eloana... 
Boads  and  itodn. 

C*sb 

Ajteati'lakBMS.. 
Icterat  aad  rents 
(kha. 


LuBtLmsB,  Dec.  31, 1915. 

$6,000    Losses  unpaid $2,800 

11.150  Unearned nrems....       154.695 

240.206  Other  fiabifities. .. .           1.229 

18.066  

8,018  Total  llabifitics...     $158,724 

2.716    Net  surplus 116,448 

175 


Total 

Mki.  TaL  sp.  dep. 


$286,330 

11.158 


Total  adm.a«et8      $275,172       ToUl $275,172 


Net  amount  of  members'  liaUlity,  Dec.  31,  $321,181; 
writing  profit,  $22,163;    investment  profit.  $14,123. 


under- 


RISKS  AND  PREMIUMS.  Fire  risks  in  forw.  December  31. 
$26,924,804;  premiums  thereon  $320,336. 

BUSINESS  SINCE  ORGANIZATION.  Premiums  reoeiTed, 
$3,979,019;  losses  paid.  $1,478,818;  dividends  declared,  cash. 
$2,144,256. 


HOLYOKE   MUTUAL  FIRE  INSURANCE  COMPANY,  Salem,   Mass. 

Proidat  aad  Treasurer,  Walter  L.  Harris;  Vwe-President  and  Manaifer.  Carlos  P.  Faunee;  Secretary,  L.  O.  Johnson.   Organised.  1843. 


I     Cash 
Ttu:    Aaets 


Unearned 
Premiums 


Net  Cash  i       Cash 
Surplus     I  Premiums 


1915 


$909,858 

999.572 
I.021.6&4 


$322,724 

323.728 
335.789! 


|$465.432 
t424.517 
1860.597 


$200,758' 
183.088 
206.936 


Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$261,372 
229.935 
255.556 

$60,847 

315.597 

56.701 

t$i'5.125 
t87.09l 
t90.010 

$72,420 
82.738 
72.354 

$218,401 
485.426 
220.797 

$56,219 

320.514 

53.468 

r  buiadm  $7,000  dividend  to  guaranty  capital,    t  Includes  $100,000  guaranty  capital 


Dux  31.  1915. 


!tal( 

UiTogF  loans  .. 

BccdB aad  stocks. 

Cssk 

A«c£ts'  faakaees. . 
Iat«paC  aad  rents 
Otberi 


Total 


$86,000 

7.000 

757.455 

18.461 

29.103 

11.288 

551 


LuBiums,  Dsc.  31. 1915. 

$2,651 
322.724 
119.051 


unpaid 

Unearned  prems. . 
Other  liabiUties.. 

Total  liaUlities. 
Surplus 


$t44.426 
465,432 


$909,858       Total $909,858 


PJSI^  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
KS.10i).47I;  premiums  thereon.  $647,938. 

HEAL  ESTATE  OWNED:  The  company  owns  its  home  office 
^nabfia^  the  book  value  of  which  is  $47,000.  carried  at  market 
iibe  of  $86,000.     Rente  received  but  year,  $6,769;  expenses, 

MOBTGAGE  LOANS:  There  are  2  loans  uDon  property  valued 
n  ILSJOO.  agRregating  $7,000.  which  is  also  the  amount  of  insur- 
taoe  hdd  by  the  company  on  the  mor^aged  buildings. 


BONDQ  AND  STOCKS  OWNED: 
BomM. 

AteL,  T.  AS.  Pe.  ad,  1995.  4% 

itdu,  T.  k  S.  Pe.  gn.  m..  1995.  4%. . . 

B  k  0,  pri.  Uu  1925.  34*^0 

B-*  0,1  a,  1048,4*^0 

B.  k  A,  imp,  1981.  4% 

B.*.A^r,1965,5% 

B.*L,191M,4rc 

B.4M,r,l«26,4'"c 

B.  k  Pfov,  1918,  4* 


5'c 


C.tR.ofN.J,gn.m^l987. 

r^at.  P»e,  1  r.  m,  1949,  4% 

C«i.  PlK^BU  1920.  Zyi% 

C«JL  Vt,  1  m,  1920,  4  % 

C-  B.  A  Q,  Neb.  ext,  1927.  4% 

<^^  B.  A  Q,  m.  Div,  m,  49-29,  3H%.  •  • 

Cti.M.ASt.P,  1989.4H% 

Cfc-  A  Nwn.  Ry,  ext^  1026.  4% 

Cfe  A  Nto.  Ry,  d,  1921,  5% 

Ck-  A  W.  Lid,  gn.  m,  1932,  6% 

Cia,  Ham.  A  D,  gn.  nu  1942.  5% 

C1««,LAW,lm^l933,5% 

I»A  A  H,  1  m,  Pfcnn.  Div,  1917,  7%.. 

E.APStt8,gB.m,  i940,3H% 

Ene  (Peana.ool),  1951. 4% 

u:r.  A  No.  Amer.  A  Me.  Cent,  it.  m., 
1933.4*^ 

Fachboijii'wi  4%.'." !!!!'.'- !!!!!!*!.! 

Harlem  Biv.'Pt  Cbea^  I  m,  1954.  4%. . 


Par 

Value. 

$5,000 

9,000 

10,500 

1,500 

5.000 

5,000 

10.000 

15,000 

9,000 

7,000 

3.000 

600 

2.000 

5.000 

5,000 

10.000 

1,000 

3.000 

4.000 

10,000 

15,000 

5,000 

5.000 

5.000 

4.000 

10,000 

5.000 


Market 

Value. 

$4,350 
8.460 
9,765 
1.380 
4,750 
5,500 
9,600 

12,000 
8.820 
8.260 
2.700 
450 
1.600 
4.000 
4,300 

10,300 

960 

3.120 

4.280 

7.500 

15.750 
5,250 
4.350 
4.450 

3.720 

10.000 

4.600 


BOMM  AND  StOCU  OWifKD.— Coii/. 

BoNDB. — Cont. 

Housatonic,  cs.  m.,  1937.  5% 

III.  Cent..  Cairo  bg.,  1950.  4< 


''€■ 


111.  Cent.,  pur.  lines,  1952.  3h% 

lU.  Cent,  r,  55-18,  4% 

J.,  F.  A  C,  1  m.,  1959,  4% 

Kan.  Cy..  Ft.  S.  A  M,  cs.  m..  1928.  Q^'h- 

L.  Shore  A  Mich.  So.,  1928.  4% 

Uhigh  Val.,  cs.  m.,  1923,  6% 

Long  Isbmd.  r.  m,  1949,  4% 

Narragansett  Pier,  1  m..  1916,  4% 

N.  Eng.,  cs.  m.,  1945,  6% 

N.  H.  A  D.,  cs.  m.,  1918.  5% 

N.  y.  C.  A  H.  R.,  m..  1997.  3H^f 

N.  Y.  C.  A  H.  R.  (L.  S.  col.),  1998.  m% 
N.  Y.  C.  A  H.  R.  (M.  C.  col.),  1998.  V,^% 
N.  Y..  N.  H.  A  H..  cv.  d,  1956.  3'i^o.. . 
N.  Y..  N.  H.  A  H..  cv.  d..  48-23.  6%. . . . 

N.  Y.,  N.  H.  A  H..  d..  1955,  4% 

N.  Y.,  O.  A  W.,  m..  1992.  4% 

No.  Pac.-Gt.  N.,  it..  C,  B.  A  Q.  ool., 

1921,  4% 
Nwn.  Union.  1  m.'.  s.  f".,  1917,  7%  .  •   •  •  • 

Norwich  A  Worcester,  1927,  4% 

Old  Colony,  1924.  4% 

Ore.  S.  L.,  r.,  1929.  4% 

Penna.,  gn.  fgt.  eq.  tr.,  1923.  4H% 

P.  A  Nwn..  1  m.,  1926,  3H% 

Princeton  A  Nwn.,  1  m..  1926.  Zli%. . . . 

Rich.-Wa8h.,  ooL  tr..  1943.  4% 

Schenectady  Ry..  1  m..  1941.  4H% 

Seattle  El.,  1  m.,  1930,  5% 

St.  P..  M.  A  M.,  cs.  m.,  1933,  4W'o 

Tm.  R.  R.  Assn.,  St.  L..  1  m..  1939,  44'  ^ 
Un.  Pac.,  1  m.,  R.  R.  A  L.  G.,  1947,  4'  i. 

West  End  St,  Boston,  1932,  4% 

Auburn.  Me.,  r.,  1920,  3h% 

Behnont,  Mass,  sr.,  1930.  Z}i% 

Beverly,  Mass,  sr,  1931-32.  4% 

Bristol  Conn.,  1927,  4% 

Buffak),  N.  Y,  1931.  4% 

Canton,  Mass,  1921,  4% 

Concord.  Mass,  It,  1932.  VA% 

Derby.  Conn.,  r,  1928,  4% 

Everett,  Mass,  sc.  In.  n.,  1923.  4%   

Everett.  Mass,  surface  dg,  1933,  4% . 


Framingham,  Mass.,  wat.,  1925-29,  4' 
Hartford.  Conn,  mun.  big,  1933,  432^0 
Jersey  Cy,  N.  J,  1922,  5%. 
JerseyCy,  N.J,  1928,4%. 


a' 


Lawrence,  Mass,  wat.,  23-13,  4 
Los  Angeles.  Cal,  wat,  1920.  4^% 


Par 

Market 

Value. 

Value. 

110,000 

$10,600 

3.000 

2,700 

5.000 

4.150 

10.000 

9.000 

5.000 

4.600 

13.000 

14,300 

5.000 

4.750 

5,000 

5,500 

5,000 

4,350 

10,000 

10.000 

25,000 

26.500 

20.000 

20.200 

3.000 

2.490 

5,000 

4,200 

3.000 

2.340 

9,000 

6,570 

2.000 

2.340 

10.000 

8.100 

20.000 

16,400 

5.000 

4.900 

8,000 

8.320 

5,000 

4.650 

15,000 

14,500 

5.000 

4.650 

5,000 

5.100 

8.000 

7.440 

11,000 

10,230 

5.000 

4,700 

5,000 

5,000 

2,000 

1,980 

12.000 

12,360 

6.000 

5.940 

22.500 

21.825 

10.000 

9.000 

5.000 

4.850 

5.000 

4,950 

9,000 

9,000 

4.000 

3.960 

10.000 

10,000 

5,000 

4.950 

10.000 

9.300 

5.000 

5.000 

5.214 

5.161 

5.000 

4,900 

10.000 

7.880 

6.000 

6.300 

3,000 

3,120 

5.000 

4.900 

5.000 

4.950 

10,000 

10,000 
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HOLYOKE  MUTUAL  FIRE  INSURANCE  COMPANY,  Salem,  Mass.— Continued, 


Bonds  and  Stocks  Ownkd. — Coni. 

BoKDS. — Coni, 

Marblehcad,  Mus.,  wat.,  1916-19,  4%.. . 

MasB.,  armory,  tax  exempt,  1936,  3H%- 

Maas.,  annory,  taxable,  1033,  3H% 

Mass..  tax  exempt.  1949,  3% 

Mt.  VernoD,  N.  Y.,  1932,  VA% 

Needham.  Mass.,  r.,  1933,  4% 

New  Bedford,  Mass.,  bg.,  1957,  4% 

New  Bedford,  Mass.,  bc.  k  pub.  big.,  1923. 

3H% 

Newton,  Mass.,  st.,  1936,  4% 

N.  Y.  Cy.,  CD.  stk.,  1959.  4% 

Orange,  N.  J.,  sr.,  1920,  5% 


Pawtucket,  R.  I.,  1923.  4%. 

Pkwtuckct,  R.  I.,  gn.  f.,  1944,  4% 

Peabody,  Mass.,  sr.,  1923-24,  4% 

St.  PJwil,  Minn.,  wat.  cxt.,  1917.  4J^%.. . 

St.  PSul,  Minn.,  bg..  1918,  4H% 

Tiverton,  R.  I.,  1925-29,  4% 

Weymouth,  Mass.,  sc.  n.,  1925,  4% 

Winchester,  Mass.,  sc.  In.,  1921-22,  3V^% 

WooDSocket.  R.  I.,  wat.,  1923,  4% 

Woonsocket,  R.  I.,  f.,  1927,  4^% 

Stocks. 

Amer.  Tl.  A  Tg.,  col.  tr.,  1929,  4% 

Clinton,  W.  W.,  la..  1  m.,  1939,  5% 


.  Par 

Market 

Value. 

Value. 

$2,500 

$2,500 

5,000 

4,950 

10.000 

9.400 

5,000 

4,400 

5,000 

5,250 

7,000 

7,000 

5.000 

4,950 

5.000 

4.800 

6,000 

4,950 

5,000 

4,900 

10.000 

10,300 

10,000 

9,800 

5,000 

4,800 

10.000 

9,900 

5,000 

5,050 

10,000 

10,100 

10,000 

9,720 

5,000 

5,000 

5.000 

4,850 

5,000 

4,900 

5.000 

5,100 

20,000 

18,200 

5,000 

3.750 

Bonds  and  Stocks  Ownkd. — CotU. 
Stocks. — CorU. 

General  El.,  d.,  1952.  5% 

MasB.  Gas,  1929,  4>4% 

Western  Un.  Tg.,  col.  tr.,  1938,  5% 

Woonsocket  EL  Mach.  &  Pow.,  cs.  m. 


1943,4^76. 


Boston  A  Maine,  com 

Old  Colony 

Pitts..  Ft.  W.  4  Chi.,  gr 

Union  Pacific,  p 

West  End  St.  com.,  par  50 

1st  Nat.  Bk..  Salem  (Mq.) 

Mercantile  Nat.  Bk.,  Salem  (liq.) , 
Merchants  Nat.  Bk.,  Salem 


Par 

Market 

Vahie. 

Vahiet 

$5,000 

$5,200 

9,000 

8,670 

5.000 

5.100 

3,000 

2.760 

5,000 

1.800 

3,100 

4  712 

10.000 

16.100 

16,200 

13,446 

1,250 

1.650 

1.000 

3,500 

875 

500 

850 

ToUb  (book  value,  $781,264) $786,204       $757,754 


MISCELLANEOUS:  Conflagration  losses:  Boston.  1872,  $210.- 
306;  Portland.  1866,  $128,706;  Chelsea,  1908,  $112,423;  Salem. 
1914.  $230,045. 

nELD  MEN  AND  TERRITORY  COVERED:  A.  F.  Smith 
and  H.  W.  ffinkley,  special  agents  for  the  New  England  States 
and  reporting  to  the  home  office.  The  company  operates  in  Conn.. 
Me.,  Mass.7N.  H..  R.  I.  and  Vt. 


HOME  MUTUAL  FIRE  INSURANCE  COMPANY  OF  BROOME 

COUNTY,  Binghamton,  N.  Y. 

President,  John  Bayless;  Secretary,  F.  J.  BaylesB.    Organized,  1901. 


YSAR 

Cash 

Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Proniums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Inrurred 

1915 

$51,521 
44.516 
43.196 

$22,362 
20,120 
18,693 

$26,159 
23,296 
23.003 

$40,670 
36,274 
34.239 

$42,331 
38,053 
36.301 

$20,372 

$15,430 
1.3,497 
12.162 

$35,802 
36,503 
35.079 

$22,272 

1914 

23,006 
22,917 

2^006 

1913 

22,517 

AssKTs,  Dee.  31, 1915.  Lubiutiks,  Dee.  31, 1915. 

Mortgage  loans $29,350    Losses  unpdd $3,000 

Unearned  prems ....         22.362 

Cash 14,759  

Agents' balances. .. .          6.985  Total  liabilities...       $25,362 

Interest 447    Surplus 26,159 

Total  assets $51,521       Total $51,521 


RISKS  AND  PREMIUMS.    Fire  risks  in  force,  December  31. 
$5,962,372;  premiums  thereon,  $55,102. 


MORTGAGE  LOANS:  There  are  9  loans,  for  $29,350.  protected 
by  ml  estate  in  Broome  County,  valued  at  $63,100.  Company 
holds  131,700  of  insurance  on  the  mortgaged  buildings. 


MISCELLANEOUS:  The  law  of  1910  allows  co-operative  oom- 
panies  seven  years  for  the  accumulation  dT  reserve. 


HOPE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

Prendent,  Frank  L.  Pierce;  Assutant  Secretaries,  Charles  A.  Tompkins,  Royal  G.  Luther.    Organised,  1875. 


Ybar 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Net 
Premiums 

ToUl 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

ToUl  Ex-  1     Losses 
penditures      Incurred 

1915 
1914 
1913 

$571,251 
536.691 
511,784 

$304,529 
297,881 
288.223 

$256,968 
227,369 
210,770 

$434,636 
427.931 
432.671 

$468,751 
452,246 
456,058 

$58,112 
19.037 
15.115 

$352,077 
369.854 
357.586 

$34,523 
34.812 
35,165 

$444,712'         $57.SiO 
423,703           19.3^0 
407.8661           15.589 

AasBTS,  Dbc.  31, 1915. 


LuBiuTiiB,  Die.  31, 1915. 


Bonds  and  stocks. 

Cash 

Agents'  balances. . 
Interest 


$443,571    Losses  unpaid 

1 10,790    Unearned  prems. . 
16,012    Other  liabilities.. 
878 

Total  liabilities. 
Surplus 


Total  assets $571,251       Total. 


$3,079 
304.529 

6.675 

$314,283 
256.968 

$571,251 


Net  amount  of  members'  lialnlity,  Dec.  31,  $3,007,000;    under- 
writing profit,  $346,006;    investment  profit,  $35,670. 

RISKS  AND  PREMIUMS:    Fire  risks  in  foroe.  December  31. 
$72,692,100;  premrams  thereon,  $601,400. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$9,081,666;  losses  paid.  $1,318,584;  dividends  declared.  $6,795,708. 

BONDS  AND  STOCKS  QWNED: 
Bonds. 

R.  I.  hy.  en.,  1936,  3% 

R.  I.,  hy.  en.,  1939,  ZyiVo 

R.  I.  state  house  en.,  1941,  3% 

R.  I.,  met.  pk.  hi..  1958,  3>^% 


Par 

Market 

Value. 

Value 

$26,000 

$21,840 

3,000 

2,820 

10.000 

8,600 

7.000 

6.440 

Bonds  and  Stocks  Owned. — CotU. 
Bonds. — Coni. 

R.  I.,  harb.  imp.,  1960,  4% 

Woonsocket,  1941,  4>i% 

Amer.  Tl.  A  Tg.  cv.,  1933,  4H7o 

Me.  Rys.,  1919,  5% 

Chi.  Ry..  1927,  1,  5% 

Detroit  Edison.  1,  1933.  5% 

Boston  ft  Me.  R.  R.  note,  1916 

Stocks. 

Bklyn.  City  R.  R 

Canada  Southern  Ry 

Chi.  ft  E.  III.  R.  R.  tr.  ctfs.,  p 

Erie  ft  Pittsburg  R.  R 

Hereford  Ry 

lU.  C.  R.  R.,  leased  lines 

International  Ocean  Tg 

Manh.<ittan  Ry 

Minn.,  St.  P.  ft  S.  S.  M.  Ry.,  leased  line 

ctfs 

Mobile  ft  Ohio  tr.  ctfs 

N.  E.  Inv.  ft  Security,  p. 

N.  E.  Inv.  ft  Security  "Prot.  Agreement" 

Oswego  ft  Syracuse  R.  R 

Htts.,  Bess,  ft  L.  E.  R.  R.,  com 


Par 

Market 

Value. 

Valw. 

$5,000 

$5,150 

6,000 

6.204 

12,000 

12,960 

3,000 

3.060 

5,000 

4.800 

6,000 

6.1S0 

2,000 

1,700 

8.610 

15.496 

5,000 

3.050 

17,500 

10,000 

13.000 

15,000 

9,750 

20,000 

16.000 

laooo 

10.100 

10,000 

13.300 

15.000 

n.7» 

10.000 

7.000 

6.O0O 

2,500 

2S0 

8,000 

6;000 

7,500 

4.575 
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HOPE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  h— Continued. 


Bqsm  asb  Stocks  Owncd.— Cmi(. 
BoxDR. — Cent. 

Pttta^  Ft  Wayne  k  Chu  gr 

SbroBRj^ 

St  Laaii  Bridge.  1  p 

StLoaiiBlridge;2p 

Tanad  R.  R.  of  St.  Louis 

UppwCSoosR-R 

Bli^stoM  VaLe7  Gaa  A  EL.  p 

ChcigD  k  Nwn.  Ry 

CVr^CnuClu.&3t.  LoaiaRy^  p... 

NwapaieU  Bectrie  Lighting 

NairaguKtt  Beetrie  Lighting,  d 

Pa-Fia. 

PnwidefieeBlg 

Prcndoxc  Gas 

hof.  Gas.  CT.  ctf 


Pkr 

Market 

Value. 

Vahie. 

$12,500 

120.125 

20.000 

22,000 

10.000 

lasoo 

15.000 

7,050 

10,000 

10.800 

10.000 

11,800 

6.000 

6.240 

40.800 

68.226 

10.000 

7.600 

8,250 

14.850 

1,250 

2.200 

37.050 

45.160 

10,000 

7.500 

2.500 

4,700 

3.600 

5.832 

BoNM  AMD  Stocks  Owned. — Cont. 
Bonds.— Colli. 
N.E.T!.&Tg 


Par 
Vahie. 
$3,200 


Market 
Value. 
$4,224 


Totab  (book  vahie  $466.093) . 


$431,680    *$442.570 


*Securitie8  as  per  company*!  valuations;  the  item  in  Assets  is 
based  on  N.  Y.  Insurance  Department  vahiations. 

MISCELLANEOUS:  Conflagration  loss:  Baltimore.  1904.  $421. 

DIRECTORS:  Rowland  G.  Haaard.  Charles  H.  Merriman.  WU- 
tiam  C.  Greene.  Albert  H.  Saylee,  Zechariah  Chafee,  Henry  S.  Chase. 
James  M.  Scott.  H.  Martin  Brown,  Frank  L.  Pieroe,  W.  D.  Baldwm. 
A.  W.  Stanley.  F.  W.  Easton. 

TERRITORY  COVERED:  The  company  is  licensed  in  N.  Y.. 
Mass..  Mieh..  lU..  R.  L.  S.  C.  Me..  Pa.,  N.  C.  0.  and  Wis. 


HOPGROWERS  FIRE  RELIEF  ASSOCIATION,  Butterville,  Ore. 

President,  John  Murray;  Secretary,  N.  B.  Cook.    Organised,  1905. 


Ckah 
Tk^     Aswts 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Psid 

Returned 
to  PVh'rs 

1  Total  Ex- 
Expenses  ;  penditures 

liosses 
Incurred 

i9U        $39,209 

$33,209 

$7,660 

$9,545 

$505 

$1,780          $2,285 

$500 

ASSETS,  DEC.  31.  1915:  Real  estate,  $600;  mortgage  loans, 
12.400:  Portlud,  Or^  imp.  bs..  $14,000;  cash,  $15,888;  interat. 
1321:  total  assets.  $33,209.    No  liabilities. 

RISES  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
tlr^<ft.240;  pranioms  thereon,  $8,578. 


BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
$76,383;  lasses  paid,  $30,509. 

TERRITORY  COVERED:  Ore.  only. 


HURST  HOME  INSURANCE  COMPANY,  Millersburg,  Ky. 

President,  J.  G.  Allen;  Secretary,  0.  E.  Hurst.   Organised,  1892. 


Ytui 

Caah 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 

Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

U15 

SUjDSS 

$34,655 
19,993 
11.617 

$41,404 
37,634 
58,245 

$42,004 
38,234 
59.247 

$15,307 
21,382 
55,538 

$10,866 
10,524 
11,782 

$26,173 
31.906 
67.320 

$15,307 

IIH 

20393 

14.017 

20,460 

I9I3 

56,638 

ASaetS,  DEC.  31,   1915:    Mortgage  loans,  $10,000; 
$2^460;  other  assets.  $595.    Total  assets.  $36,055. 

IL^BIUTIES:  Losses  unpaid.  $1,400. 

Net  saoant  of  members'  liability.  Dee.  31.  $100,982. 

Fn  riab  in  Corse,  December  31.  $5,049,123. 


cash, 


Losses  paid  sintiis  organisation,  $336,600. 

MORTGAGE  LOANS:  There  are  2  loans  aggregating  $10,000. 
OD  land  in  Millersburg.  Ky.,  valued  at  $65,000. 

TERRITORY  COVERED:    Ky.  only. 


ILLINOIS  MUTUAL  FIRE  UNDERWRITERS,  Belvidere,  IlL 

Preeident,  Omar  H.  Wright;  Secretary.  Everett  H.  Tripp.   Organised.  1903. 


Tb4EJ    Assets 


Unearned 
Prenuums 


»U  $16,904 
»M  17J02I 
1*Q         16323 


$14,984 
15,986 
14.564 


Net  Caah 
Surplus 


$1,170 

35 

2.160 


Cash 
Premiums 


$20,518 
22.792 
21,403 


Total 
Income 


$25,191 
27,068 
24.700 


Paid 


$10,265 
8.546 
4.400 


Returned 
to  P'yh'rs 


Expenses 


Total  Ex- 
pendi  tores 


$8,636 
10.817 
11,075 


AsBsn.  Dae.  31, 1015. 

Boada  and  stocks...        $8,902 
Csdk 5.554 


LiABiLrnn,  Dae.  31. 1915. 

Losses  unpaid $750 

Unearned  prems 14,984 


Total 


$16,904 


prems.. 

Total  liabilitiM. 
Surplus 


Total. 


$15,734 
1,170 

$16,904 


Net  aaoimt  of  members'  liability.  Dec  31,  $140,143. 

Underwriting  profit,  $6,984;  investment  profit,  $458. 

hISSS  AND  PREBflUMS:  F^  and  tornado  risks  in  force, 
Deocnber  31,  $4,079,650;  premiums  thereon,  $46,714. 

BtSOftBBB  SINCE  ORGANIZATION:    Premiums  received, 
<185J57;  kans  pud.  $54312;  dtviden<b  declared,  cash,  $49,766. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Nat.  S.  M.,6% 

Chi.  Ry8.,5% 

C.  M.  A  St.  P.  Ry.  Co.,  4H% 

J.LCaseT.M 

Armour  A  Co 

C.  M.  A  St.  P 

Stocks. 

Sec.  Nat.  Bk.,  Belvidere 

C.  M.  A  St.  P.  Ry 


Totals 

TERRITORY  COVERED:  in.  only. 


$25,208 
26,870 
22.807 


Losses 
Incurred 


$9,901 
0.648 
4.672 


Par 

Market 

Vahie. 

Value. 

$1,000 

$1,000 

1.000 

896 

100 

100 

1,000 

1,000 

1,000 

916 

200 

200 

1,500 
2,000 


2.790 
2,000 


$7,800  $8,902 
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IMPLEMENT  DEALERS  MUTUAL  INS.  CO.,  Grand  Forks,  N.  D. 

President.  G.  E.  Duis;  Secretary,  J.  E.  Sheehy.    OrRanbed,  1903. 


YlAR 

Cash 
Assets 

Unearned 
Prenuums 

1915 
1914 
1913 

$40,789 
48,321 
50,777 

$24,097 
18.512' 
19.910 

Net  Cash  I 
Surplus     I 

$10,897 
22,620 
25.888 


Cash 
Premiums 

$54,622 
38.0^5 

43.828 


Total 
Income 


$.55,624 
39,050 

44.801 


Losses 
Paid 


$15,148 
17.434 
16,022 


Returned   ■ 
to  P'yh'rs  \ 

$15,671! 
15,744 
15.712 


Expenses 


$13,393 
8.328 
7,963 


Total  Ex- 
penditures 


$44,192 
41.506 
39.6971 


Incurred 


$15,148 
17.434 
15.984 


ASSETS,  DEC.  31.  1915:  Cash.  $33,469;  agents'  balanoee, 
$7,320;  total  assets,  $40,789.  Liabilities:  Losses  unpaid.  $4,500; 
unearned  prems.,  $24,097;  other  liabilities.  $1,295;  total  liabilities. 
$29,892. 


Net  amount  of  pronium  notes,  Dee.  31,  $19,430. 
RISKS  AND  niEMIUMS:  Fire  risks  in  forw.  December 31. 
$2,395,480;  premiums  thereon.  $60,243. 


INDIANA  LUMBERMENS  MUTUAL  INSURANCE  COMPANY, 

Indianapolis,  Ind. 

President.  C.  C.  Foster;  Secretary.  F.  B.  Fowler.    Organised,  1897. 


YlAB 

Cash 
Assets 

Unearned 
Premiums 

1915 
1914 
1913 

$599,775 
506.896 
421.3981 

$223,244 
204.325 
179,461 

Net  Cash 
Surplus 


$367,712 
285.310 
234,482 


Net 
Premiums 


Total 
Ineeme 


$453,135 
415,542 
369,695 


$480,770 
438,778 
389,119 


Losses 
Paid 


$152,858 
142.102: 
158.991! 


Returned   i 
to  P'yh'rs  I 

$165,662' 
147.091 
120,780 


Expenses 


$72,085 
65.002 
54.811 


Total  Ex- 
penditures 


$390,605 
354.195 
334,582! 


IttCtttred 


Amrb,  Dec.  31, 1915. 


LuBiuTOB,  Dec.  31, 1915. 


Real  estate 

Mortgage  loans.. 
Bonds  and  stocks. 

Cash 

Afents'  balances.. 
Interest 


$36,500 

285.400 

233.881 

17,514 

17.491 


Losses  unijaid... 
Unearned  prems. 
Other  liabUities . 


$2,256 

223.244 

6.563 


ToUlliabilitiee...     $232,063 
Surplus 367,712 


Total  assets $599,775       Total $599,775 


Net  amount  of  members'  liability,  Dec.  31,  $1,344,879;  under- 
writing profit.  $221,209.    investment  profit.  $26,855. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$22,254,758;  premiums  thereon,  $446,487. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$3,854,880;  losses  paid.  $1,097,225;  dividends  declared.  $847,659. 

REAL  ESTATE  OWNED:  Consists  of  company's  office  build- 
ing. 518  N.  Delaware  St..  Indianapolis,  appraisfMl  at  $55,000. 

MORTGAGE  LOANS:  There  are  82  loans  a^^gresating  $285,400 
on  property  valued  at  $609,639.  situated  mostly  m  Marion,  Morgan, 
Boone,  Hendricks,  Pula<«ki,  Hancock.  Delaware,  Randolph  and 
Lawrence  counties.  There  was  $90  interest  past  due,  and  the 
company  holds  $249,825  insurance  on  the  property. 


BONDS  OWNED: 


Indianapolis.  1933-6,  3K/o 
Bloomington,  Ind.,  1921-27,  5% 

Hawaii,  1920, 4 K'i  

Peru,  Ind.,  1918-22,  4% 

Madison.  Ind.,  1920,  i% 


Par 

Market 

Value. 

Value. 

$20,000 

$19,200 

10.000 

10.320 

10.000 

10.000 

10.000 

10,000 

10.000 

10.000 

BoNna  AND  Stockb  Owned. — CorU. 
Bonds. — Cont. 

Shelbyville.  Ind.,  1918-20.  4% 

Porto  Rico,  1918-20.  4% 

South  Bend,  Ind.,  1924-5, 4% 

Wash.  Twp.,  Ind..  1919-27,  4M%  -  • 

Lake  Co.  Ind..  1916, 4H% 

White  Co.,  Ind.,  1916. 4^% 

Randolph  Co.,  Ind.,  1916, 4  U% 

Hamilton  Co.,  Ind.,  1916, 4 H% 

Madison  Co.,  Ind..  1916, 4H% 

Warren  Co.,  Ind.,  1916, 4H% 

Madison  Co.,  Ind.,  19164,  M% 

St.  Joseph  Co..  Ind.,  1916. 4 H%  .  • 

Benton,  Co.,  Ind..  1916, 4  H% 

Allen  Co..  Ind.,  1916. 4^% 

Decatur  Co.,  Ind.,  1916, 4H% 

Greene  Co.,  Ind.,  1916,  4^2% 

Monroe  Co.,  Ind..  1916,  iH% 

Muncie,  1934-6.  4% 

Veedersburg,  1930.  5% 

Huntington  Co.,  1916-25.  6% 

Indianapolis.  1955.  iH% 


hir 

Value. 

$15,000 

10,000 

40,000 

25.000 

1,650 

800 

610 

790 

3,630 

1,520 

1.340 

1.570 

2.686 

1,740 

060 

435 

420 

25.000 

8.500 

10,000 

20,000 


$143,591 
149,0}4 
154.004 


Market 

Value. 

$15,000 

10.000 

40.000 

25.610 

1.650 

800 

610 

790 

3.«30 

1.530 

1.340 

1.570 

2.686 

1.740 

ddO 

435 

420 

25.000 

8.500 

10.400 

21,800 


Totals  (book  value.  $231,551) $231,551      S233.8S1 


DIRECTORS:  H.  B.  Burnet.  J.  T.  Eagleafidd.  C.  C.  Foster. 
Albert  Greely.  C.  A.  Hubbard.  John  Montano,  J.  W.  Pinnea. 

TERRITORY  COVERED:  Company  operates  in  Ark.,  Gal.. 
Conn.,  111.,  Ind.,  Kan.,  Ky.,  La..  Me.,  Mass.,  Mich.,  Minn..  Mo^ 
N.  H..  N.  J.  N.  Y.,  N.  C.  0.,  Okla.,  Ore  Pa..  S.  C.  Tenn.. 
Tex..  Wash..  W.  Va.,  and  Wis. 


INDIANA   RETAIL   MERCHANTS   ASSOCIATION    MUTUAL   FIRE 

INSURANCE  COMPANY,  Anderson.  Ind. 

President,  T.  J.  McKeman;  Secretary.  Ralph  B.  Clark.    Organised.  1907. 

Total  Ex- 
pemfitures 


YlAR 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

1916 
1914 
1913 

$51,145 
46.263 
41.102 

$11,834 
10.359 
10.634 

$39,311 
32.004 
25.597 

$22,962 
20.718 
21.150 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

$25,098 
22.658 
22.193 

$7,870 
6,399 
8.186 

$4,260 
4.330 
4.183 

$7,210 

5.001 

10.712 

$18,340 
15.730 
23.081 


Incurred 


t7.s:o 

6.3M 
8.1^ 


ASSETS.  DEC.  31.  1915:  Cash.  $48,314;  agents'  balances. 
$2,824;  other  assets.  $7;  total  assets,  $51,145.  LiabiUties:  Un- 
earned wemiums,  $11,834. 

RISi&  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$1,746,825;  premiums  thereon.  $23,070. 


MISCELLANEOUS:  This  company  began  businea  October 
2,  1907.  Its  buaness  is  restricted  to  Intfiana  and  to  mmbm  tJ 
the  Indiana  Retail  Merchants  Aasodation,  an  org^Muaticm  (rf 
more  than  1 1.000  retail  firms. 
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INDIANAPOLIS  GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY, 

Indianapolis,  Ind. 

Ptvndent.  Otto  Wagner;  Secretary,  C.  Dinkebker-Rieas.   OfKaniied.  1884. 


Yue 

Catb        Unearned 
Aavts       Premiums 

Net  Cash 
Sorphu 

Cash 
Premiums 

Total 
Income 

Losses 

Pbid 

Returned 
to  P'yh'rs 

Expenses 

ToUl  Ex- 
penditures 1 

Losses 

Incurred 

\m 

123.975 

S23.975 
25.651 
24.542 

19,602 
9.490 
9.189 

110.795 
14.841 
10.612> 

66.072 
4.035 
8.220 

16.440 

il2.512 

$6,072 

1914 

25,651 

44^2 

5.643             9.678 
5.560'           13.780 

4.035 

1^13 

8,220 

ASSETS.  DEC.  31. 1915:  Mortgage  loans,  116,100.  ColUteral 
!oMi.tlJ)00;  cash.  $5,963:  interest.  $438;  other  assets.  1474. 
Tela]  MMCs.  123,975. 

.VO  UABILITIES. 

Set  UDoant  of  membefs'  fiabiHty.  Dec  31. 1422.483. 

USES  AND  PREMIUHIS:  Fire  risks  in  force.  December  31. 
13.644.616:  perpetual  fire  raks.  15,644.616. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$224,329;  lasses  paid.  $105,317. 

MORTGAGE  LOANS:  These  14  loans  aggregate  $16,100. 
and  are  protected  by  improved  real  estate  valued  at  $53,660. 
No  interest  past  due  on  December  31.  last.  Company  holds 
$31,925  of  fire  insurance  on  the  buildings. 

COLLATERAL  LOANS:  The  company  has  a  loan  of  $1,000 
secured  by  stock  in  the  Indiana  Trust  Co.,  due  Aug.  18,  1916. 


INDUSTRIAL  MUTUAL  INSURANCE  COMPANY.  Boston,  Mass.* 

President.  C  T.  Plunkett;  Secretary,  Benj.  Taft.    Organised.  1890. 


Cash 
Till     AmHs 


19)5 
1914 

1913 


i    $380,770- 

373.6071 

3Q!3«o| 


Unearned 
Premiums 

Net  Cash 
Sorphis 

Net 
Premiums 

Total 
Income 

$160,035 

163.877 
17a759 

$216,997 
205.400 
186.469 

$282,802 
271,327 
295.020 

$305,471 

287,701 
310.304 

Losses 
Pdd 


Returned 


ToUl  Ex- 


to  Fyh'rs  j   Kipenses      penditures 


TraBsaets  a  use  and  occupancy  business. 


$39,769 

12.514 

9.064 


$234,748, 
241.822 
247,9371 


$23,271, 
24.802 
25.217 


$297,788 
279.138 
282.218 


Losses 
Incurred 


$39,184 

13.357 

7,933 


Dk.  31. 1915. 


LiABiums.  Dk.  31. 1915. 


Boaiiand  stocks. 

Cksh 

Amti  bahaees.. 
Istenit 


$321,120 

43.783 

10,297 

6.570 


Losses  unpaid 

Unearned  prems.. 
Other  liabuities. . 

Total  liabUities. 
Sorphis 


$981 

160,035 

2,757 

$163,773 
216.997 


Total 


$380,770       Total $380,770 


Net  aaomt  of  members'  EabiHty.  Dec.  31.  $1,674,404;  under- 
vrnjng  pnifit.  $230,177;  mvestment  profit.  $16,168. 

RISKS  AND  PREBHUMS:    Fire  risks  m  foroe^  December  31. 
$^J53,141;  premiams  thereon.  $334,881. 

BnWBSS  SINCE  ORGANIZATION:    Premiums  reoeived. 
95.^15.322:  ksns  pakJ,  $797,310:  dividemh  declai«d.  $4,384,297. 


BONDS  OWNED: 


Dir.  Dist..  Misi..  6%,  1932. 

A.  L  A  ChL  R.  R.,  reg.,  5%.  1946 . 
}.  A  .4.  R.  R,  ea.  nu  4%,  1951 . . . . 
Bo«aBaBy,4%.1935. 


B.ilie.R.R^Rg..4%,1926 

B.  ft  N.  Y.  A.  L.  R.  R..  reg..  4%.  1955 . 

B.4W.8tRy,4H%.««3 

Cki,Iad.ft  So-  R.  R..  4%.  1956 

CoI.4So.R,R.,4h%*1935 

Wa.  ft  a.  5%,  1935 

D«niL  y,  A.  A-  A  J.  Ry.,  5%,  1926. . 
Hl*T.R.1U5%.  1962. 


f3».  L  Cl  Ry,  iw.,  4H%,  1959 
M<t  Dek  A  Va.  Hy..  5%,  1955. 
M.4B.9tRy^4H%,1932.... 


Pkr 

Market 

Vahie. 

Vahie. 

$3,000 

$3,120 

55.000 

50.780 

5.000 

4.150 

4.000 

2.640 

3.000 

2.610 

5.000 

4.000 

3,000 

2.700 

5,000 

4.600 

15.000 

12.900 

5.000 

4.300 

8.000 

3.180 

7,000 

6,160 

5.000 

4.650 

5.000 

4,700 

5,000 

3,500 

10.000 

9.000 

Bonds  and  Stocks  Ownbd. — Coal. 
Bonds.— Con<. 

Mo..  Pie.  Ry..  6%,  1916 

Montreal  T^..  5%.  1941 

N.  Y.  C.  A  H.  R.  R.  R.,  reg..  L.  S.  ool.. 

3H7o.l998 

N.  Y..  C.  A  St.  L.  R.  R.,  4%.  1931 

N.  Y.,  N.  H.  A  H.  R.  R.,  4%.  1955 

No.  Me.  8.  R.  R..  5%,  1935 

No.  ?mo.-Gi.  No.  Ry.,  (C.  B.  A  Q.  col.). 

4%,  1921 

Penna.  R.  R.,  4H%.  1965 

Richmond-Wash.,  4%,  1943 

R.  Is..  Ark.  A  La.  R.  R.,  reg.,  4^  <i%.  1934 

Terre  Haute  Tc.  A  Lt..  5%,  1944 

W.,  C.  F.  A  No.  Ry.,  b%,  1940 

West  End  St.  Ry..  47c  1^2 

Worcester  A  Holden  St.  Ry.,  5%,  1923. . 

Amer.  Gas  A  EU  6%.  2014 

Amer.  Tl.  A  Tg..  4%.  1929 

Amer.  Wtg.  Paper..  5%,  1919. 


Central  0.  Gs.  A  EI..  6%,  1919 

Commonwealth  Realty  Tr..  6%,  1924 

Conn.  R.  Pr..  N.  H.,  5%,  1937 

Consumer!  Pr..  5%.  1936 

N.  Eng.  Tl.  A  Tg..  4%,  1930 

No.  Texas  El..  5%.  1940 

Western  EL,  5%,  1922 

Western  Tl.  A  Tg.,  5%.  1932 

Western  Un.  Tg.,  4H%.  1950 

WestfieW  Mfg.,  6%,  1917-8 


Par 
Value. 
$5,000 

5.000 

10.000 

8.000 

15.000 

15.000 

6,000 

3.000 

7,000 

5.000 

5.000 

2.000 

2,000 

3.000 

10.000 

23.000 

20.000 

6,000 

2.000 

5.000 

5.000 

20.000 

5.000 

3.000 

3.000 

29.000 

2.000 


Marset 

Value. 

$4,650 

4.650 

8.400 

6.720 

12.150 

12.600 

5,880 
3.030 
6.580 
2.500 
4.900 
1.760 
1.800 
2,970 
9.500 

20.930 

13.400 
6,000 
2,000 
4.760 
4.800 

18.000 
4.550 
3.090 
2.970 

27.550 
2,000 


Totals  (book  value.  $350,378) 


$362,000       $321,120 


TERRITORY  COVERED:    The  company  is  Ucensed  in  lU.. 
Me..  Mass.,  Mich.,  N.  H.,  N.  Y.,  N.  C,  0..  Pa..  R.  I.  and  Wis. 


IOWA  MUTUAL  INSURANCE  ASSOCIATION,  DeWitt,  la. 

Prendent.  T.  W.  Large;  Secretary.  G.  M.  Smith.    Organised,  1900. 


Cash 
iBiF     Assets 


Unearned 


Net  Cash 
Surplus 


Cash 
Premiums 


ToUl 
Income 


1514 


$964M» 
62.873! 
56  601' 


Leases 
Paid 


Returned 

to  Fyh'rs  |   Expenses 


$66,151 
48.631 
40.876 


$17,476 
11.833 

7,284 


$105,629 
93.320 
82.327 


$109,672 
97,196 
85,414 


$41,764 
53,923 

49,427 


$5,184! 
3.170. 

4.919; 


$36,040 
31.613 
29,338 


ToUl  Ex- 
penditures 


$82,988 
88,606 
83.t>84 


Losses 
Incurred 

$41,764 
53.923 
52.427 


LuBiums,  Dk.  31. 1915. 

$2,382 
66.151 


Assm.  Dmc.  Zh  1915. 

Bcalcatate $16,585    Loans  unpaid... 

mrtose  loans 55.086    Unearned  prems. 

CMk 5.099 

A«mU'ba!aneefl....  6.718       ToUl  liabilities 

iBtenstaad rents...  1.606    Surphis 

OtiwrasKts 314 


Fire  risks  in  force,  December  31.  $27,637,420. 


ToUl 


$86,006       Total. 


$68,533 
17.475 


$86,008 


MORTGAGE  LOANS:  These  aggregate  $55,086  and  are  pro- 
tected by  improved  real  esUte  valued  at  more  than  double  the 
amount  loaned  thereon. 


MISCELLANEOUS:    This  company  was  formerly  styled  the 
Iowa  Assessment  Mutual  Ins.  Assn.    It  operates  in  la.  only. 
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IOWA  AUTOMOBILE   MUTUAL   INSURANCE  CO.,   Cedar  Rapids,   la. 


PrModent,  R.  Lord 

Secretary.  H.  L.  Nehb. 

Organised,  1910. 

Yl4R 

Cash 
AsBete 

Uneuned 
Prenuums 

Net  Cash 
Surphu 

Cash 
PremiumB 

Total 
Ineome 

IxMses 
Paid 

Returned 
to  P'yh'n 

ExpeuMB 

Total  £z- 
penditurea 

Lows 
Ineurred 

1915 

$18,693 
14.344 

$9,852 
4.433 

$1,500 

C^VIIfi 

$25,704 
16.790 

$10,046 
6,445 

$16,150 
6,707 

$26,202 
13.152 

$11,340 

1914 

618-          11.291 

6.288 

Aanm,  Dk.  31, 1915.  LuBiunw.  Die.  31. 1915. 

Cash $964    Loamunpaid $1,294 

Agents'  balances. . . .          2,715  Unearned  prems. . . .          9.852 

Aects.rao.  ftbds...        15.014  Other  liabiUties. .. .          6.047 


ToUlliabilitieB...      $17,193 
Surplus 1,500 


Total 


$18,693       Total $18,693 


RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  31. 
$1,705,609;  premiums  thereon,  $24,629. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  reoeired. 
$62,053;  Iosks  paid,  $25,715. 


MISCELLANEOUS:    This  eompany  tias  known  till  1915  as 
the  Automobile  Mutual  Fire  Association.   It  operates  in  la.  oo^. 


IOWA  HARDWARE  MUTUAL  INS.  ASSOCIATION,  Mason  City,  la. 

Preaidmt.  L.  C.  Abbott;  Seoduy.  A.  R.  Salr.    Orguised.  IWS. 


Ybab 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Loflses        Returned 
Paid         to  Pyh'rs 

Expenses 

Total  Ex- 
penditures 

LOSMS 

Inouzred 

1915 
1914 

$85,694 
56.967 
60,593 

$31,461 
46.724 
49.677 

$45,981 
7,945 
4,767 

$57,187 
63.072 
58.249 

$60,564 
65.133 

$38,735           $1,357 
55.382 

$9,511 
9.039 
9.091 

$49,601 
70.050 
80.12S 

$38,735 
57.699 

1913 

61.597 

68.342 

74.491 

AsBRfli  Dbc.  81, 1915. 


LuBornis,  Dbg.  31, 1915. 


Real  estate $25,000    Losses  unpaid. 

Rttns.  funds 

Cash 

Interest 

Prems.  due 


12.389 

45,562 

194 

2,549 


Unearned  prems. . 

Totalliabilities. 
Surplus 


$8,252 
31,461 


Total  assets $85,694       Total. 


$39,713 
45.981 

$85,694 


Fire  risks  in  force,  December  31. 
paid.  $300,SK: 


RISKS  AND  PREMIUMS: 
$6,596,836. 

BUSINESS  SINCE  ORGANIZATION: 
dividends  declared,  cash,  $286,359. 

REAL  ESTATE  OWNED:  Two  lots  Felta  Plat  of  Blason 
City.  la.,  book  value,  $23,062;  market  value.  $25,000. 

DIRECTORS:  Jacob  Seither.  C.  R.  Keatanc,  A.  F.  MueOer. 
G.  A.  Bieber,  T.  N.  Petersen,  R.  J.  Breckenridge.  W.  MeQueatn.  H. 
F.  Leibele.  W.  B.  Barmgartner.  L.  C.  Abbott,  Joseph  Blaties. 


IOWA  IMPLEMENT  MUTUAL  INSURANCE  ASSOCIATION,  Nevada,  la. 

P^dent,  P.  F.  Amey;  Secretary,  D.  M.  Grove.   Organised.  1903. 


YBilR 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Pkid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Incurred 

1915 
1914 
1913 

$21,063 
19.492 
20.461 

$16,510 
12,436 
11,000 

$5,781 
6.100 
9.461 

$33,599 
31.091 
34.094 

$34,461 
31.948 
34.094 

$13,412 
16.580 
11.231 

$5,253 
5.009 
5.876 

$14,200 
12.303 
16,469 

$32,865 
33.892 
33.576 

$13,447 
16.579 
11.231 

AoBBTB,  Dbc.  31, 1915. 

Mortgage  loans $15,750  Losses  unpaid... . 

Bonds 473  Unearned  prems. 

Cash 1.981 

Interest 596  Total  liabiUties 

Bills  receivabte 2,263    Surphis 


Liabiutibb,  Dbc.  31, 1915. 

$35 
16,510 


Total  assets $21,063       ToUl . 


$16,545 
4.518 

$21,063 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  Deeenaber  31. 
$5,186,322. 

MORTGAGE  LOANS:  These  loans  aggrMate  $15,750  and 
are  upon  Iowa  real  estate  not  exceeding  50%  oi  value. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  agents 
F.  J.  Berry.  Ames.  la.;  C.  F.  Wilson,  Nevada,  la.  and  A.  J.  Young. 
Indianola.  la.   The  company  operates  in  Ib.  only. 


IOWA  MERCANTILE  MUTUAL  FIRE  INSURANCE  ASSOCIATION, 

Spencer,  la. 

Preiident,  A.  W.  Greene:  Secretary.  0.  D.  Jenkins.    Organised.  1985. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Net  Losses 
Paid 

Returned 
to  Fyh-rs 

Expenses 

Total  Ex- 
penditures 

^Losaes 
lacitfred 

1915 
1914 
1913 

$12,958 
33.819 

8.527 

$10,739 
6,423 
6.289 

$1,329 

24.758 

2.607 

$31,933 
20.672 
33.022 

$31,933 
20.677 
33.022 

$4,350 

9,489 

11.403 

$1,245 
1.265 
1,276 

$11,313 
11,509 
12.816 

$16,906 
22.263 
24.495 

S5.332 

9.932 

11.964 

*  Gross. 

Absbib.  Dbc.  31, 1915.  Lllbiutibs,  Dbc.  31, 1915. 

Cash $6,289    Losses  unpaid $890 

Agents' balances....  1.657    Reins,  reserve 10,739 

Otherasiets 6,012  

Total  liabUities...      $11,629 
Surplus 1.329 


Total 


$12,958       Total $12,958 


Fire  risks  in  force.  December  31,  $4,219,221. 

MISCELLANEOUS:  Association  writes  fin  and  tomdo 
insurance  on  mercantile  buildings  and  stocks  and  on  town  dwcUtngs. 
The  association  a  a  member  of  the  Iowa  Rating  Boreaui  and 
applv  their  rates  on  all  classes  of  insurance  written  aiid  retora 
dividend  at  expiration  of  policy.  Dwelling  and  tcmadorkka  written 
at  Bureau  rates  as  a  basis  and  40%  of  estmiated  premium  cotteeted 
as  an  advance  assessment  and  subsequent  ssstasmesits  are  mads 
as  needed  and  the  difference  between  the  preaMnm  and  the 
total  collected  is  left  with  the  assured  as  a  dhridend. 
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IOWA  MUTUAL  TORNADO  INSURANCE  ASSOCIATION,  Des  Moines,  la. 

IVendnt,  N.  Denonore;  Seeretary,  J.  B.  Herrinnn.    Ori&iuaMi,  1884. 


Caib 
Till    Aseta 

Unotfned 
iVenuniDB 

NetCaah 

Cash 
PnauuxoB 

Total 
iDcome 

Losses 
Paid 

Returned 
to  P'yh'ra 

Expenass 

Total  Ex- 
penditarea 

Loaaea 
Ineaned 

M9IS     1153.090 

$153,090 
129.457 
155,558 

$139,316 
193.943 
281.234 

$143,752 
198.132 
283.547 

$61,926 
164.482 
186.964 

$60,480 
62.163 
37.751 

$122,406 
226,646 
224,715 

$61,926 

*19U       129.464 

164.482 

'1913       155.597] 

186.964 

•Nov.  I. 

ASSETS^  DEC.  31. 1915:  Caah,  $2,261:  a«esta' 
iatocet.  $1305:  hank  depooita  $146,324;  total 
Nobfaifitiea. 


$2,200; 
$163,090. 


IOWA  STATE  INSURANCE  COMPANY  (Mutual),  Keokuk,  la. 

%       President,  William  Logan;  Seeretary,  G.  C.  Tuoker.    OrganiMd,  1855. 


Caah 
TiAC     Anta 

19U  C$844,557 
1914  0822.288 
1913     a834.445 


Unearned 
PrrouwPMt 


Net  Caah 
Sorphu 


Caah 
Prcmiuma 


$720,853 
696.773 
735.466) 

a  Inelndes  biDa  reoarabk. 

AsBRi.  Dee.  31. 1915. 

Italestate $8,000 

BtifaRceivaUe 499.259 


$93,875 
93.313 
73.299 


$459,526 
426.762 
508.370 


Total 
Income 

TxMaee 
Paid 

Returned 
to  Fyh'ra 

Expenses 

ToUl  Ex- 
penditures 

Losses 
Incurred 

$471,093 

$260,441 
285.986 
295.006 

$189,121 
175.226 
192.178 

$449,562 
461.212 
487.184 

$256,940 

438.494 

275,266 

520.181 

•  • .  •  - 

286.606 

.^Kcti'  babacei. 
Other) 


LuBiUTDM,  Deo.  31, 1915. 

unpaid $21,565 

Unearned  prema. . . .       720,853 

8.264 


Total 


1  pri 
319.066    Other  liabffiticfl.. 
9  289 

8!»44       Total  liaUfities 
Surphia 


$750,682 
93,875 


$844,557       Total $844,557 


Underwriting  ioas,  $9,450;  inTeatment  profit,  $10,012. 

RISKS  AND  PREMIUMS.  Fire  riaks  in  foroe,  Deoember  81. 
$70,276,779;  premiums  thereon,  $1,802,133. 


BUSINESS  SINCE  ORGANIZATION: 
$8,475,051;  losses  paid,  $4,147,051. 


Premiums  received* 


IT,\LIAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Laurium,  Mich. 

President,  Vincent  Vario;  Secretary.  John  Braooo.    Organised.  1901. 


Yi&x 

I»U 
1913 


Cbah 
Assets 


Unearned 
Premiums 


Net  Caah 
Surphia 


$30,313 
27.006, 
23.4401 


$30,313 
27,004 
23.440 


Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yb're 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$8,374 
8.154 
9.711 

$9,464 
9.142 
9.711 

$715 

146 

3.214 

$3,446 
3.773 
6,749 

$1,995 
1.559 
2.558 

$6,156 

5.478 

12.521 

$689 

146 

2.810 

A^^SETS.  DEC.  31. 1915:  Mortgage  knna.  $6,984;  caah,  $22,492; 
acoti'  faabncca.  $837;  total  aaaeta.  $30,313.  No  liabUitiea. 


RISKS  AND  PREMIUMS:  Fire  riaks  in  force,  December  31, 
$611,970. 


JEFFERSON  COUNTY  PATRONS  FIRE  RELIEF  ASSOCIATION, 

Watertown,  N.  Y. 

President,  Ira  Sharp;  Secretary,  W.  H.  Vary.    Organised.  1877. 


TiAl 

Carii 
Aaseta 

Unearned 

NetCaah 
Surplus 

Caah 
Premiuma 

Total 
Income 

Losses 
Ptud 

Returned 
to  P'yh'ra 

Expenses 

1915 

:$».9i8 

15.212 
2UI9i 

$26,918 
12.204 
21.219 

$39,366 
27,402 
26,774 

$39,654 
27.601 
26.801 

$21,037 
26.979 
17.986 

$6,911 

1914 

6.628 

1913 

6.626  > 

, 

Total  Ex- 
penditures 


$27,947 
33.607 
24.612 


Tire  rids  in  force.  Deoember  31.  $17,497,418. 


Losses 
Incurred 


MISCELLANEOUS:   The  law  of   1910  allows  co-operative 
companies  seven  yean  for  the  accumulation  of  reserve. 


JEFFERSON  MUTUAL  FIRE  INSURANCE  COMPANY,  St.  Louis,  Mo. 

Fkeodent,  August  F.  Klasing;  Secretary  and  Treasurer.  Louis  W.  Schonebeck.    Organised.  1861. 
TtAa     AsKta 


19U,  $136,401 
1914  125.785 
1913       131.009 


Unearned 
lYeminma 

NetCaah 
Surphia 

Cash 
Premiums 

ToUl 
Income 

Losses 
Paid 

Returned 
to  P'yh'ra 

Expenses 

Total  Ex- 
penditures 

Losses 
Incorred 

$33,852 

$88,403 
90.321 
96.444 

$23,880 
24.361 
24.914 

$26,343 
41,288 
43.970 

$12,983 

$16,798 

$29,781 

$12,576 

33.592 

10.828 
7.867 

18.3531          29,181 
36.0811          43.948 

33,4771 

8.522 
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JEFFERSON  MUTUAL  FIRE  INSURANCE  COMPANY,  St.  Louis.  Mo. ^Coniinued. 

Ametb,  Deo.  31, 1015.  LuBiunn,  Dec.  31, 1015.               Net  amooot  of  membeni'  liability,  Deo.  31.  $433,253. 

Mortgage  loans $60,150    Lonos  unpaid $2,606 

Bonds  and  stoclu. . .        49,492  Unearned  prems. . . .        33,851 

Cash. 3,883  Other  liabOitiee. .. .          1.451 

Agents'  balances 1,637  

Interest 2,240  Total  liabilities. . .       $37,908 

Surphis 88,403 

Total  assets $126,401       Total $126,401 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$10,038,113;  premiunis  thereon,  $25,028:  contingent  premiumi 
thereon  $303,008. 


JORDAN  MUTUAL  FIRE  INSURANCE  COMPANY,  AUentown.  Pa. 

IVesident,  W.  F.  Hecker;  Secretary  and  Treasurer,  Wm.  F.  Rube.   Organised,  1870. 


Yeab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Losses 
Pftid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

LoAses 
Incurred 

1915 

$57,020 

$57,020 
54.074 
51,883 

$3,033 
3.461 
3.339 

$5,638 
6.144 
5.823 

$134 

287 

1.100 

$2,671 

$2,805'             $134 
287'               287 

1014 

54.074 
51.883 



1013 

V,992 

3.092;            1,100 

ASSETS,  DEC.  31,  1015:  Mortgage  loans.  $37,600;  bon<b  and 
stocks,  $15,605;  cash,  $3,078,  agents'  balances,  $175;  inttteet, 
$562.    Total  assets.  $57,020. 

NO  LIABIUTIES. 

Fire  risks  in  force.  Deoesiber  31,  $1,562^62. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$144,503;  losses  paid,  $40,415. 

MORTGAGE  LOANS:  There  are  8  loans  aggra^ting  $37,600. 
mainly  upon  improved  city  property  worth  about  twice  the  amount 
k>aned,  and  are  secured  by  fire  insurance  policies  as  collateral. 


BONDS  OWNED: 


Reading,  gn.,  4% 

Allentown,  se 

State  Beit  El.  R.  R. . . . 
Lehigh  Valley  Ry.,  gn. . 
Lehigh  Coal  A  Nav.,  cs. 
Swift  ft  Co.,  1  m 


Totals. 


TERRITORY  COVERED:  Pi,  only. 


Par 

Market 

Value. 

Vahie. 

$4,000 

$3,720 

2,000 

2,000 

1,700 

1.020 

3,000 

2.093 

3.000 

2.993 

3.000 

2,880 

$16,700      tivaos 


KANSAS  FARMERS  MUTUAL  INSURANCE  COMPANY,  Upland,   Kan. 

Pk^dent.  John  Wilkins;  Secretary.  C.  J.  Olson.   Organised.  1806. 


YS4B 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Suri^us 

Cash 
Premiums 

Total 
Income 

Losses 
Ihud 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

$27,215 

Losses 

Incurred 

1015 

$70,208 
68,902 
55.696 

$79,298 
68.902 
55.696 

$33,949 
28.499 
20.409 

$37,522 
31.328 
31.065 

$14,017 
7,273 
6,818 

$13,198 

$14,017 

1014 

11,109 
11.280 

18,382 
18.098 

7.273 

1013 

6.81S 

ASSETS,  DEC.  31,  1915:  Real  estate,  $1,581;  mortgage  loans, 
$62,750;  cash.  $10,518;  agents'  balances,  $1,823;  interest  and  rents, 
$1,270;  other  assets,  $1,356.    Total  aasets.  $79,298. 

NO  LIABILITIES. 

Net  amount  of  members'  liability.  Dec  31,  $34,239. 

Fire  risks  in  force,  December  31.  $10,896,870. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$245,940;  losses  paid.  $85,331. 

REAL  ESTATE  OWNED:  Company's  home  office  buikficie. 

MORTGAGE  LOANS:  There  are  32  loans,  aggregating  $62.- 
750,  protected  by  Kansas  farm  lands  valued  at  $277,650.  Com- 
pany holds  $8,170  of  fire  insurance  on  the  buildings.  On  Dec.  31, 
last,  there  was  no  interest  past  due. 

TERRITORY  COVERED:   Kan.  only. 


KENT  COUNTY  MUTUAL  INSURANCE  COMPANY,  Dover,  Del. 

President,  James  J.  Roes;  Secretary,  Wm.  Denney.   Organised,  1847. 


Ykar 

Cash 
AsKts 

Unearned 
Premiums 

1915 

$283,455 
285,428 
273.091 

1914 

1913 



Net  Cash 
Surplus 


$275,635 

269,127 
272.635 


Cash 
Premiums 


$68,354 
66,370 
64.044 


Total 
Income 


$88,312 
79,421 
76.830 


Losses 
Paid 


Returned  i  Total  Ex-  |     Losks 

to  P'yh'rs      Expenses      penditures      Incurred 


$28,292 
30.899 
11.849' 


$31,700 
33.490 
23.351 


$19,100 
18.413 
26.480 


$79,092 
82,802 
61.670 


$28,361 
11.4^ 


AsBKTB,  Dbc.  31, 1915.  LuBiLmss,  Dbc.  31, 1915. 

Real  estate $6,241    Losses  unpaid $1,820 

Mortgage  loans 188.700    Notes  in  bank 6.000 

Bonds  and  stocks. . .  81,551                                  

Cash 641  Total  liabilities. . .        $7,820 

Interest  and  rents.. .  5,622    Surplus 275,635 

Other  assets 700 


ToUl  assets $283,455        Total $283,455 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$13,047,794;  premiums  thereon.  $68,354. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
$1,919,972;  losses  paid,  $510,749;  dividends  declared.  $513,227. 


REAL  ESTATE  OWNED:  Consists  of  company's  home  office 
building  in  Dover.  Del.,  valued  at  $6,241.  Stents  receiTed  Itft 
year  amounted  to  $400;  expenses,  $150. 

MORTGAGE  LOANS:  These  65  loans  amount  to  $188,200, 
mainly  upon  farm  and  town  property  valued  at  $454,400.  The 
company  holds  $148,580  of  fire  msuranee  on  the  property,  aad 
there  was  $604  of  btereet  past  due  on  December  31,  ttOL 

BONDS  AND  STOCKS  OWNED:  This  item,  the  par  value  of 
which  amounts  to  $82,000.  and  the  market  vahie  $79,220.  consists 
of  Lehigh  Valley  R.  R.,  m.  m.,  4%;  Penna.  Co.,  gr..  4%;  New  York 
Cent.  R.  R.,  deb.,  4%;  Reading.  Jersey  Central,  coll..  4^< ;  Unitjo 
Pacific  1  m..  4%.  »nd  Town  of  Dover.  Del.,  Brdg.,  4}^^  I. 

FIELD  MEN  AND  TERRITORY  COVERED:  AleMad#r 
Noble,  genend  agent  for  Md.;  Wm.  P.  Forkum,  genend  afvct 
for  Del.   The  company  operates  in  Del.  and  Md. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


293 


KEWASKUM  MUTUAL  FIRE  INSURANCE  COMPANY,  Kewaskum,  Wis. 

A.  L.  RoMnhomer;  SeereUry,  Joeei^i  Schmidt.   OrRaniied,  1901. 


CMh 
TuK    imeti 


1914 
1913 


taiss 

29.400; 

22.851' 


Unearned 
Premiums 

Net  Cash 
Sorpliu 

Cash 
Pkvmiums 

Total 
Income 

Loises 
Fkid 

Returned 
to  Fyh're 

Ezpeaees 

S16381 

115.164 
28.900 
21.851 

121.481 
20.950 
20.891 

122.601 
21,716 

19.194 
'    S.&50 

$9,450 
9.397 



21.358'            9.784 



9.016 

Total  Ex- 
penditures 


$18,644 
14.947 
18.800 


Losses 

Incurred 


$9,194 

6.050 

10.784 


Aims.  Dae.  31. 1915. 


LuBiuraB,  Dk.  31. 1915. 


Mirtptge  loaDS. . . 

CJiunlloeaB... 

Caih 

Avals'  faalsDoes. . 
Isarest  ind  rents. 


T^tal 


$16,900 

800 

12,801 

2.404 

220 


unpaid 

Uncomedprems.. 
Other  UaUUtiM.. 

Total  liabilities. 
Surplus 


$700 

16,881 

440 


$33,185       Total. 


$18,021 
15,164 

$33,185 


Undffwriting  profit.  $2,322;  investment  profit,  $1,020. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$4,397,370;  premiums  thereon,  $33,203. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$217,339;  losses  paid.  $706,211. 

MORTGAGE  LOANS:  There  are  5  loans  ascrenting  $16.- 
900,  on  Wisconsin  farm  property  valued  at  $56,000.  On  Dec.  31. 
last,  there  was  no  interest  past  due. 


KEV'STONE  MUTUAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

President,  F.  A.  Downes;  Secretary,  Wm.  M.  Burgess.    Organised.  1884. 


Caah 
Yt\M.    AseCB 


Uoearned 
Premnims 


I31i 
I91J 


$380,905, 
187,126^ 
387,584 


Net  Cash 
Surphis 


$104,422 
201,736 
201.4141 


$184,192 
178,489 
182,889 


Net 

Premiums 


Total 
IncooM 


$338,360 
334,339 
359.049 


$356,208 
349.716 
373,516 


Losses 
Pkid 


Returned 
to  Fyh'rs 


I  Total  Ex- 
Expenses      penditures 


$30,509 
23.219 
12.200 


$303,016 
301.9471 
297.195! 


$27,206 
26.644' 
27.868 


Assznt  Dk.  31. 1915.  Lubiutieb,  Dk.  31. 1915. 

BcA $315,450    LasBSB  unpaid $990 

CaA 45.503    Unearned  jprems. .. .       194,422 

Acmti'fasboeei  ...        14.961    Other  liabiUties. .. .  1,201 

Istaol  4,831  

Total  liabilities ...     $  196,613 
Surplus 184,192 


Totil 


$380,806       Total $380,805 


Set  aaaaaat  of  members'  liability.  Dec.  31,  $1,974.^40:  under- 
vming  profit  $395,403;  investment  profit.  $13,316. 

RISES  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$13,962,822:  premimns  thereon.  $394,968. 

BCSIKESS  SINCE  ORGANIZATION:  Premhims  received. 
aS6«.:a6:  kwB  paid.  $875,864;  dividends  declared.  $4,233,007. 

BONDS  OWNED: 

Afisasy.  N.  Y.,  sc,  4%,  1926 

CbatoB  Co..  N.  Y..  Co.  be..  4H%.1917-21 

DiLih.  W.  4  L.,  5*^  1926 

S.Y,N.Y,Oqrp,4%.l»59 

ftt,iap,bL.4%.lWl 

FM.c.ia.,4%.  1939 

ftj^bbs. N.  Y.,  sc,  4M%.  1020^. . 

\mihn.  N.  Y,  sc,  5%,  1918 

-i.  T.  4  a  Fe,  Timaa.  S.  L.,  4%,  1958 . . . 

A-C.  L  R.  R,  eoL  tr.,  4%.  1062 

B.*0.Ry,pr.hi..3H%.1925 

^'jl-  4  So.  Ry,  1  m-  4%.  1929 

C  4  G.  R.  R.  1  m^  6%.  1916 

C  4  T.  R.  R.  H.  VaL  Ry-  est  g,  4%. 

1  *55 

p  4  Ri.^  G.  R  R.,  imn,  5%  1928 

r.W.*D  Rv.  \  m    6%  1921 

lad.,  II 4  la.  Ry.,  1  m..  4%  1950 

Ky.  C.  Ry..  1  m-  4%  1987 

L  4  X.  Y.  Ry,  1  m.,  4%  1945 

L  Val.Ry,ca,4Vi%.1923 


Psr 

Market 

Value. 

Value. 

$iaooo 

$1U.U00 

10.000 

10.100 

5,000 

5,250 

15.000 

14.700 

5,000 

5.150 

5,000 

3.150 

10,000 

10.200 

5,000 

5,100 

5.000 

4,450 

5,000 

4,350 

10,000 

9.300 

5.000 

4.550 

5.000 

5.050 

10.000 

8.700 

10,000 

8.200 

laooo 

10.SOO 

1950 

4.450 

5  000 

4.400 

5.0OO 

4.4.'M> 

15.000 

15,300 

Bonds  Owinto.— Cos<. 


L.  Val.  Ry.,  cs..  6%,  1923 

L.  Is.  Cy.  4  Flush.  Ry..  cs.  5%,  1937. . . 

L.  Is.  Ry..  gn.m.  4%,  1938 

M.  A  St.  L.  R.  R.,  1  4  r.  m..  4%  1949. . 

M.  P.  Ry..  5%.  1917 

N.  Y.  A  Erie  R.  R..  4  ext..  6%.  1920. . . . 

Ore.  R.  R.  4  Nav.,  1  cs.,  4<7o.  1046 

P.  Pas.  Ry.,  Ph  la.,  stk.  tr.  ctfs..  4%,  1943 

P.,  B.  4  W.  R.  R..  1  m.,  4%.  1943 

P.  4  E.  R.  R.,  ra.  m..  i%.  1920 

P.,  W.  4  B.  R.  R.,  stk.  tr.  ctfs..  4%,  1921 
P.,  C,  C.  4  St.  L.  Ry.,  cs..  3h%.  1049.. 

So.  Pac.  Ry.,  1  r.,  4%.  1955 

So.  Ry.,  1  C8..  5%.  1994 

St.  L.  I.  Mt.  4  So.  Ry.,  R.  4  G.  Div.. 

lm..47o.  1033 

St.  L.,  I.  Mt.  4  So.  Ry..  un.  4  r.,  4%, 

1929 

St.  L.  Trans.,  mip.,  &%,  1924 

St.  P.,  M.  4  M.  Ry.,  cs.  g..  44%.  1933. 

W.-P.  Term.  Ry..  1  m.,  47o.  1954 

W.  T.,  1  m.,  4%,  1945 

W.  J.  4  S.  R.  R.,  1  cs..  4%,  1936 

Wheel.  4  L.  Erie  R.  R..  1  or..  4%,  1949. 

W.-Sal.  So.  Ry.,  1  m.,  4%.  I960 

W.  C.  R.  R..  1  gn.  m.,  4%,  1949 


$360,731' 
351.810 
337.263, 

Par 

Vahie. 

$5,000 
5.000 
5.000 

10,000 
5,000 
5,000 

10.000 
5,000 

laooo 

5.000 
35.000 

laooo 

5,000 
5,000 

10000 

5,000 
5,000 
10.000 
10.000 
5,000 
5,000 

laooo 

10.000 
5.000 


Incurred 


$25,751 
27,716 
11.263 

Market 
Value. 
$5,500 
5.150 
4,300 
5.600 
4  450 
5.100 
9.200 
4.150 
9.900 
4.950 
34,650 
9,200 
4.500 
5,150 

7.000 

3,750 
2.950 
10.300 
200 
4.700 
4.900 
7,100 
8.800 
4,400 


Totals  (book  value,  $349.939) $3.50.000      $315,450 


MISCELLANEOUS:  This  company,  together  with  the  Manton 
National,  Atlantic  and  Southern  States  Mutual  Insurance  Com- 
panies, is  under  the  same  management.  Conflagration  kisses: 
Bahhnore.  1904,  $200. 

FIELD  MEN  AND  TERRITORY  COVERED:  PhiUp  J.  Halla. 
Chicago.  lU.;  E.  Herbert  Jenks.  Detroit.  Mich.;  Davis  D.  Randall, 
Boiiton.  Mass.;  Henry  G.  Frost,  Cincinnati.  0.;  Robert  D.  Shore. 
WinHoo-Salem.  N.  C.  Company  is  licensed  in  Hi..  Mass^  Mich.. 
N.  Y.,  N.  C ,  0.,  Pa,  S.  C.  and  Wis. 


KXOX  COUNTY   MUTUAL   INSURANCE  COMPANY,   Mt.  Vernon,   O. 

President.  W.  G.  Bounds;  Secretary,  H.  H.  Greer.    Organised.  1838. 
Csih  -  -  _ 

)eab     AskU 


1*^15  $197,577: 
I9U  17B.099I 
1513       157,2«3' 


Unearned 
Pinsniums 

Net  Cash 
Surplus 

Cash 

ToUl 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Totol  Ex- 
penditures 

Losses 
Incurred 

$190,177 
172.099 
155,443 

$66,771 
12,256 
13.607 

ri.573 
73.484 
74.564 

$20,589 
32,319 
57,068 

$33,446 
32.392 

$54,036 
64.711 

20.187 

35.519 







33.453  i          90.521 

3.0355 
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KNOX  COUNTY  MUTUAL  INSURANCE  COMPANY,  Mt.  Vernon,  O.^Coniinued, 


Anns,  Dee.  31, 1915. 


LuBiLimB,  Deo.  81, 1915. 


Real  estate 

Mortgage  loans — 

StocioT 

Cwh 

Agents*  balanees... 
Interest  ami  rents. 


un^d.. 
Other  liabilities. 


19.000 
8,706 
61,534 
116,580       Total  liabilities. 

1,226    Surplus 

531 


15.000 
2,400 


17.400 
190.177 


Totsl 


1197,577       Total 1197,577 


Net  amount  of  mnnberB*  liability,  Deo.  31.  11.696,332;  under- 
writing  profit,  $15,991;    investment  profit,  18,667. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  81. 
$12,626,755;  premiums  thereon,  $55,193. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeiTed, 
$1,826,797;  loens  paid.  $1,014,916. 


REAL  ESTATE  OWNED:  The  oompany  owns  ita  own  offiee 
building  located  on  East  High  st.,  Mt  Vemoo,  0.  and  oanied  at 
book  TsJue.  $9,000.    Expenses  incurred  last  year  $383. 


MORTGAGE  LOANS:  There  are  3  kwns  agnagadng  $8,708  on 
$21,200  and  on  which  the  company 


moperty  valued  at 
$7,300  of  insurance, 
due. 


agaagat 

h  the  company  holds 
$400  of  interest  on  Dec  31.  last,  was  pMt 


STOCKS  OWNED: 

Home  Bk.  k  Loan,  Mt.  Vernon . . 

1st  Nat.  Bk.,  Mt.  Vernon 

Citisens  Big.  k  Loan,  Mt.  Vernon. 

Utiea  &  Homer  Tl 

Mt.  Vernon  Tl 


Totals  (book  value.  $73,980) . 


Par 

Market 

Vahie. 

Vabe. 

$21,934 

$21,934 

14,000 

28.000 

1.400 

1.400 

2.000 

2,000 

8,200 

8.200 

$47,534         SSL534 


LANCASTER  MUTUAL  FIRE  INSURANCE  COMPANY,  Lancaster,  N.  Y, 

Prasident,  Jos.  Adolf;  Secretary,  P.  P.  Adolf. 


YlAE 

Cash 
Assets 

Unearned 
Proniums 

Not  Cash 
Surphis 

Cash 
Iremiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Incurred 

1015 

t$22,481 

21,675 

120,567 

$1,711 

$20,770 
20.415 
18,926 

$907 
744 
969 

$1,792 
1.582 
1,761 

$5 

$753 
706 
688 

708 

1914 

1913 

1.641 

20 !.. 

t  Cash. 

RISKS  AND  PREMIUMS:  Fire 
$149,300;  premiums  thereon,  $3,729. 


in  force.  December  31. 


MISCELLANEOUS:  The  law  of  1910  allows 
panies  seven  years  to  accumulate  reserve. 


LEBANON  MUTUAL  INSURANCE  COMPANY,  Lebanon,  Pa. 

Pteridant,  J.  M.  Shenk;  Seetatuy,  J.  E.  Walter.  Orpmued,  18M. 


YlAR 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 

Pftid 

Returned 
to  P-yh'rs 

Expenses 

Total  Ex- 
penditures 

Looses 
Incurred 

1915 

$64,386 
58.414 
51.345 

t$40,221 
t43.410 
t27.993 

$71,901 
61.217 
76.230 

$79,174 
77,522 
80.796 

$53,266 
51.780 
55,937 

$5,104 
4.644 
5.575 

$14,140 
20.919 
29.017 

$72,516 
77.343 
8a529 

1914 

t51,7s6 

1913 

UJ36 

t  Includes  premium 

AflsviB.  Dae.  31, 1915. 

Cash $10,409 

Agents'  balances. . . .  14.985 

Prems.  and  as.  uncol.  38,892 

Other  assets 100 


LuBniTiM,  Dbc.  31, 1015. 
uni^d $7,201 


Other  liabilities. . 

Total  liabiUties. 
Directors' fund... 
Net  surplus 


4.464 


$11,665 
12,500 
40,221 


Total 


$64,386       Total $64,386 


Premium  notes  on  insurance  m  force  Dec  31.  $70,323. 

Fire  risks  in  force.  December  31,  $19,785,971;  reins,  in  force 
$1,601,000. 


pud  since  otganisatinn.  $1,622,021. 

MISCELLANEOUS:  Besides  the  assets  listed,  the 
has  $4,770,511  oi  unlimited  assessable  insurance  in  force  vbeiw 
no  premium  notes  were  taken;  $70,323  of  prenuum  aotea,  mod 
$2A02  of  office  equipment. 

REMARKS:  Most  of  the  assets  of  this  company  ooomi  of 
balances  in  hands  cf  agents,  premiums  and  assessmentainooiiraeaf 
collection,  premium  notes  vad  office  equipmeot,  valued  at  $2,408 
but  not  here  listed  among  the  company's  assets,  the  halanee  being 
cash  in  bank,  $10,409,  and  investments.  $100.  As  its  has  payaaenta 
in  1915  exceeded  $53,000.  it  does  not  seem  that  the  qoicaly  avail- 
able assets  of  the  company  would  carry  it  through  many  "»««♦>*■ 
without  the  collection  of  a  conaderable  amount  of  preoBiuma  and 
assessments.  The  company  did  not  report  an  nneMTwd  premiaxn 
fund  on  December  31  last. 


LITCHFIELD  MUTUAL  FIRE  INSURANCE  COMPANY,  Litchfield,  Conn 


President,  Geo.  W.  Woodruff;  Secretary,  Frank  B.  Mason.    Organised.  1888. 

Ybar 

Cash 
Assets 

Unearned 

Ppi>minin« 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

EiXpenses 

Total  Ex- 
penditures 

Ineorred 

1915 
1914 
1913 

$159,313 
156.360 
149.354 

$21,606 
21.723 
20.777 

*$95,197 
•91.815 
•87,738 

$14,404 
15,131 
14,492 

$21,580 
22,554 
21,346 

$14,530 

11,225 

4.653 

$2,847 
3,170 
3.025 

$2,947 
3,046 
2,812 

17,441 
I0,49(i 

$14,507 

laeor 

•Excludes  contingent  reserve. 


AflsarB,  Dec.  31. 1915. 

Mortage  loans $10,618 

Bonds  and  stocks. . .  105,436 

Lo.on  1st  NatSLstk  1.300 

Cash 38,472 

Agents' balances....  1,840 

Interest 1.647 


LuBTums,  Dec.  31, 1915. 

Unearned  prems. . . .       $21,606 

Contingent  res. 42.400 

OtholubiUties....  110 


Total  liabilities...      $64,116 
Surplus 95,197 


Total 


$159,313       Total $159,313 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,   December  31, 
$4,541,738;  premiums  thereon,  $43,307. 


MORTGAGE  LOANS:  These  kians  aggr^ate  $10,019  and 
protected  by  improved  real  estate  valued  at  mors  than  doable  the 
amount  loaned  thereon.    No  interest  past  doe,  and 
holds  fire  insurance  polieies  on  the  mortgaged ' 

BONDS  AND  STOCKS  OWNED: 
BoNns. 

Duhith,  wat..  It.,  1926, 5% 

Athens  Ry.  k  El.,  1950. 5% 

Boston  k  Mabe.  1929. 4H% 

Chi.MU.&StP..1934.4% 

Jamestown,  Frank,  k  Cleve,  4%.* 

N.Y.,N.H.&H.,195«,4% 


Vu 

Marked 

Value. 

VahK. 

$3,000 

$3,000 

6.000 

4JO0 

5,000 

4J0» 

5,000 

4,000 

16,000 

13300 

saooo 

16^400 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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LITCHFIELD  MUTUAL  FIRE  INSURANCE  COMPANY,  Litchfield,  Conn.^ConHnued: 


BoRM  ABD  SrocD  Oviiin.— CorI. 
Bomo.— Caiii. 

N.Y.N.H.AH^1948k6% 

N*n  Uiiiim.1917.7% 

Ore.  anrt  line,  1997.  4% 

XartlMn  Ohio.  1945.  5% 

Phmdmee  Senirities  Co..  1057, 4%. . . 

Gl  No.  P6w..  1985,5% 

Hirtfard.  Goob^  1937. 4H% 

~     1962, 5%. 


A,T.A8.F,p. 
QiL  i  Nviu  p.  ■ 


Pkr 

Market 

Vahie. 

Value. 

$2,000 

$2,320 

1,000 

1.030 

1.000 

920 

5,000 

4.500 

3,000 

1.950 

5.000 

4.500 

5.000 

5.200 

5.000 

5.100 

5.000 

5.300 

2,000 

3.500 

Bonds  kvo  Stocks  OwmD.-~^Mtf. 
Stocks.— Cont. 

Chi.  ft  Nwn.,  oom 

Conn.  Ry.  ft  Lt.  Co 

N.  Y..  N.  H.  ft  H.,  riglita 

UnioD  Pse..  p 

Firat  Nat.  BL,  Litchfield.  Conn 

Northwestern  Pow 

American  Cham 


Par 

Market 

Value. 

Vahis. 

$1,900 

$2,646 

6,500 

6,500 

500 

850 

9.000 

8.300 

1.400 

1.750 

100 

80 

5,000 

5.600 

ToUb  (book  VBhw,  tlll.400) «111,400      tlOS,4M 


LITTLE  BLACK  FARMERS  MUTUAL  FIRE  INS.  CO.,  Stetsonville,  Wis. 

Pkvodent,  Jdm  Kraemer;  Secretary,  Vincent  Jakd.    Organised.  1889. 


CMh 
TsAS    AsKta 

Unearned 
Ptenuums 

Net  Cash 
Surplna 

Cash 
Ptamiums 

Total 
Income 

LoSBOS 

Paid 

Returned 
to  P'yh'ni 

Expenses 

Total  Ex- 
penditures 

LoSBOS 

Incurred 

1915       $3Qj816 

$30,816 
28,977 
27.462 

$4,115 
4.949 
4.265 

$6,461 
6.218 
5.450 

$1,924 
4.227 
1,839 

$816 
1.376 
1.2'/3 

$2,740 
5,603 
3.112 

$1,934 

1914        28,077 
»13        27.462 

4.227 



1.839 

ASSETS.  DEC.  31. 1015:  MortsB«e  loam.  $39,905;  cash.  $911; 
teal  MKte.  $30316.    No  liabilities. 


Fire  risks  in  foroe,  December  31,  $2,107,905;  kisses  paid  sinoe 
organixataon.  $38,584. 

TERRITOBY  COVERED:  Operates  m  Wis.  only. 


LIVINGSTON  COUNTY  MUTUAL  FIRE  INS.  CO.,  Livonia  Center,  N.  Y. 

President.  F.  M.  Davis;  Secretary,  L.  H.  Beecher.    OrKaniaod.  1881. 


Cbah        Uacamed 
Ybas    isKts       F^tminms 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

EiZpenses 

Total  Ex- 
penditures 

Lones 
Inouited 

1915       $17,975          t15.fB4 

$1,155 
1.561 
4.344 

$12,924 
14.046 
13.839 

$13,570 
14.702 
14.431 

$11,549 

'      13,406 

7,362 

$3,327 
3,198 
3.989 

$14,876 
16,603 
11.351 

1914        18,963 

16.125 
15.494 

»13        20.830 

ASSnS,  DEC.31. 1015:  Cash,  $16306;  aoants'  balanees.  $1,136; 
amst.  $S3;  total  awts.  $17,975.  Liabilities.  Dee.  31. 1915:  Un- 
waed  pnna,  $15,634.  other  liabifities.  $1,186;  total  liabifities 
116.^9. 


RISKS  AND  PREMIUMS:  Fire  risks  in  fofw.  Deoember  31, 
$5,478,036;  premiums  thereon.  $39,572. 

MISCELLANEOUS:  The  htw  of  1910  allows  oo-operatiye  com- 
panies seven  years  to  accumulate  reserve. 


LOUISIANA  MUTUAL  AID  FIRE  INDEMNITY  SOCIETY 

New  Orleans,  La. 

President,  P.  Chevalier;  Secretary,  Aug.  R.  MUller. 


ASSETS,  DEC.  31.  1015,  $71,534.  consisting  of  cash.  $1,383; 
dty  bonds,  $56,170;  premhim  bonds.  $6448;  real  estate.  $5,435. 
—^-  $71«S34.  Bnsmess  during  1915:   Premhuns  received. 


$5,961;  total  moome.  $9,081;  losses  paid.  $2,659;  expenses,  $6,830; 
total  expenditures,  $6,495. 
Fire  nsks  in  force.  Dee.  31. 1915,  $1,535,020. 


LOUISVILLE  GERMAN  MUTUAL  FIRE  INS.  COMPANY,  Louisville,  Ky. 

Anton  GeisUieh;  Secretary.  Jos.  Hubbueh,  Sr.    Organised,  1855. 


TBASr 

Cssh 

Uneanied 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

•»is 

$4SJ06 

45.476 
41.153 

$45,993 
45,476 
41.152 

$3,238 
4.278 
3,592 

$5,841 
6,500 
5.725 

$2,068 
2,578 
2.592 

$2,781 
2,746 
2,366 

$4,849 
5.324 
4,958 

$2,068 

1914 

2.578 

1911 

'••••••••■• 

2,592 

"Sfatisrifscuraing  1916  not  received  when  this  page  went  to  press. 


LOWELL  MUTUAL  FIRE  INSURANCE  COMPANY,  Lowell,  Mass. 


Pi 

resdent.  Clarenoe  H.  Nelson;  Soeretary.  Joe.  Peabody.    Organised.  1832. 

Vsu*    isiels 

Unearned 

^9b^^i^Hn«WB^M 

NetCbsh 
Surpfais 

Cash 
Premiums 

Total 
Income 

Losses 

Paid 

Returned 
to  P'yh'rs 

Total  Ex- 
Expenses      penditures 

Losses 
Incurred 

im 

1914 
ISU 

$192,778 
189.967 
198*421 

$1101618 
113.259 
llt878 

$71,220 
68.448 
83.775 

$74,377 
76,049 
79.466 

$84,801 
05.509 
95.445 

$32,369 
45,900 
27.974 

$25,759 
26.010 
28.009 

$28,391 
29.007 
28.933 

$86,519 

100,917 

84,916 

$31,716 
45.700 
28.024 
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LOWELL  MUTUAL  FIRE  INSURANCE  COMPANY,  Lowell.  Mass.— 


AasKB,  Die.  31. 1915. 


Mortgage  kaiu. . . 
Bonds  and  stocks. 

Cash 

Agents'  balances. . 
Interest 


15,050 

165.463 

9.450 

11.083 

1,782 


LiABiUTin.  Die. 

Losses  unpaid 

Unearned  prems. . . . 
Borrowed  money. . . 
Other  liaUlities 

Total  liabilities... 
Surplus 


ToUl  assets $192,778       Total . 


81. 1915. 

11,642 

110.618 

7.000 

2.298 

$121,558 
71.220 

$192,778 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$14,351,365;  premiums  thereon,  $221,938. 

MORTGAGE  LOANS:  These  loans  aggregate  $5,050  and  are 
amply  protected  by  improved  real  estate  in  Mass. 

BONDS  AND  STOCK  OWNED: 
Bonds. 

Boston.  Mass..  1023-37.  4% 

Middletown.  Conn..  1921.  3^% 

Sharon,  Mass..  19284. 4% 

B.  A  A.,  1985,  4% 

Bos.  Eler.,  1935. 4% 

B.  A  L.,  191^32,  4% 

B.  k  M..  1921-26,  ZH% 

Cent.  Vt.  1920, 4% 

Chicago  A  Northwestern,  1987, 4% 

C.  bT&  Q.,  1949, 3H% 

C.  B.  k  Q.,  1919-49,  4% 

Cleveland.  0..  1934,  4H% 

Fitchbttrg.  1925.  4% 


Pkr 

Maricet 

Value. 

Value. 

$3,000 

$1,980 

3.000 

2.910 

2.000 

2.000 

3.000 

2.820 

10300 

8.700 

9,000 

8.670 

5,000 

4.220 

1.000 

800 

3.000 

2.850 

2,000 

1.720 

5.000 

4.920 

7.000 

7.420 

3.000 

2.700 

BoifM  4in>  Stocks  OwNiD.^Conl. 
BoiCDe.-<Con<. 

Hartford.  Conn..  1933, 4H% 

III.  Cent.,  1951, 3H% 

N.  Y.  C.  k  H.  R.,  1997,  ZH7e 

N.  Y.  C.  k  H.  R.,  1916-17,  5% 

N.  Y.  kS.E.k  H.,  1955^6. 4%. . . . 

Port,  k  Rumf..  1926,  4% 

Portland  Tm.,  1961,  4% 

Richm.  k  Wash..  1943. 4% 

Wash.  Co.,  1954,  3}^% 

Amer.  Tl,  k  Tg.,  1929,  4% 

By.  St.  Ry.,  1917-19.  5% 

New  Eng.  Tl.  k  Tg..  1932,  5% 

WesternTl.  k Tg.,  1932.  5% 

Stocks. 

B.4L 

B.  ft  M 

Lowell  ft  Andover 

Vt.  ft  Mass 

Union.  Nat.  Bk..  Lowell 

Appleton,  Co..  Lowell 

Hamilton  Mfg.,  Lovrell 

Hill  Co.,  Lewiston 

Lawrence  Co 

Lowell  Bleachery 

Lowell  Gas  Lt 

Mass.  Cotton  Mills 

Merrimack  Mfg..  c 


Continued 

m 

Pw 

Market 

Value. 

Value- 

$3,000 

$3,150 

3.000 

2.430 

1,000 

780 

2.000 

2.010 

laooo 

14.580 

8.000 

2.830 

7.000 

6.370 

2,000 

1.880 

1,000 

780 

13.0U) 

11.830 

5.000 

5.000 

6,000 

6.060 

1,000 

090 

2.000 

2.660 

3.700 

1.332 

7,100 

7.100 

600 

703 

1.600 

3.040 

3.600 

7.200 

2.000 

1.500 

1.500 

1.275 

1.600 

2.656 

3,200 

3.936 

4.600 

11.730 

5.000 

6.550 

13,200 

4.356 

ToUk  (book  nlu^  $170.700) $170,700      $1S8,M3 


LUMBER  AND  TRADES  MUTUAL  FIRE  INS.  CO.,  Baltimore.  Md. 

President.  R.  D.  Tweeddale;  Secretary,  Guy  M.  Larmore. 


This  company  was  organised  and  licensed  late  in  1915  by  powms 
identified  with  the  Merchants  and  Manufacturers  iMutual  Fire 
Ins.  Co.  also  of  Baltimore.    As  of  Dec.  31,  1915,   its  assets 


amounted  to  $579  and  ita liabilities  to  $380.  Its  diroetorsare  Edw 
A.  Donnelly,  G.  M.  Lannore.  J.  S.  Lowry.  R.  D.  Tweeddale.  Wm. 
Webblatt. 


THE  LUMBER  MUTUAL  FIRE  INSURANCE  COMPANY  of  Boston,  Mass. 


President.  Geo.  W.  Gale;  Secretary,  H.  E.  Stone.    Organised,  1895. 


YlAB 

Cash      i 
Assets     1 

1915 
1914 
1913 

$1,005,809 

861.031 

.768.080 

Unearned 
Premiums 


$251,437 
232,177 
221,145 


Net  Cash 
Surplus 


Net 
Premiums 


Total 
Income 


$539,984: 
606.262, 
536.624 


$522,932 
489,671, 
464.991 


$586,437 
548,189 
515.875 


Paid 


$148,343 
176,507 
197.990 


Returned 
to  P'yh'rs 


$193,737 
186,687 
172,437 


$108,276 
97.690 
99.213 


Total  Ex- 
penditures 


Ambtb,  Dm.  31, 1915. 

Bonds $859,140 

Cash 117.112 

Agents'  balances. . . .  21,613 

Interest 11,809 


LiABiLinis,  Dbc.  31, 1915. 

LosMsunpaid $5,631 

Unearned  prems. ...       25 1.437 
Other  liabiUties....  8.757 


Total $1,009,674 

SpL  dep.  over  liab. . .  3,865 


Total  Uabitities...     $265,825 

Guar.  Capital 200.000 

Net  surplus 639,984 


Totalassets $1,005,809       Total $1,005,809 


Net  amount  of  members'  liability,  Dec.  31.  $1,508,621;  under- 
writing profit.  $285,360;  investment  profit.  $42,907. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  Deoember  31, 
$23,299,360;  premiums  thereon,  $502,874. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$4,590,432;  losses  paid.  $1,556,587;  dividends  declared,  cash,  $1,509' 
628. 

BONDS  OWNED: 

Attleborough.  Mass.,  c,  3H%.  1920. 

AugusU,  Ga.,  reg.,  i}i%,  1942 

Baltimore.  Md..  reg..  4^^':c,  1955. . . 

Boston.  Mass.,  reg..  3'  2^c.  1922 

Boston.  Mass.,  reg..  3^2%.  1925 

Boston,  Mass.,  reg..  3^  2%,  1935 

Brockton.  Mass.,  c.  3> s'c.  1934 

BrookUne.  Mais.,  c.  3>  2%,  1920. . . . 

2%.  1921. 


Brookline.  Mass.,  c,  3^2.c> 
Brookline,  Mass..  c,  3h%,  1922 
Brookline,  Mass.,  c,  3H7o.  1923 


Par 

Market 

Value. 

Value. 

$5,000 

$4,850 

10.000 

10.200 

10.000 

10.400 

5.000 

4.850 

10.000 

9,600 

9,000 

8.280 

14.000 

13.020 

2,500 

2.450 

2.500 

2.450 

2.500 

2,425 

2.500 

2.425 

Bonds  Owned. — Conf. 


Buffalo.  N.  Y.,  reg..  4H%,  1944 

Calif.,  reg.,  4%.  1940 

Cambridge,  Mass.,  reg.,  3H%.  1921. . 
Cambridge,  Mass..  reg.,  3^%,  1925. . 
Canton,  0.,  sc.,  dist.,  c,  4^%.  1955. . 

Cleveland.  0.,  reg.,  4^%,  1934 

Qeveland,  0.,  reg.,  4h%.  1963 

Cuyahoga,  0.,  Co.,  c,  5%.  1918 

Cuyahoga,  O.,  Co..  c.  5%,  1921 

Cuyahoga,  0.,  Co.,  c.  5%.  1922 

Cuyahoga.  0..  Co..  c.  5%.  1923 

Dayton.  0..  sc.,  dist..  c.  5%,  1933. . . . 

Detroit.  Mich.,  reg.,  4%.  1944 

Falmouth,  Mass..  c,  3H%.  1929 

Faknouth.  Mass.,  c.  3^2%.  1930 

Falmouth.  Mass..  c.  34%.  1931 

Flint.  Mich.,  pnn.,  reg.,  4Vi2%.  1929. . 

Framingham  Mass.,  c,  4%.  1925 

Framingham.  Mass.,  c.  4%.  1926 

Gloucester.  Mass..  c,  4%,  1919 

Gloucester.  Mass..  c  4%.  1930 

Gloucester.  MasB.,  c,  4%.  1921 

Gloucester,  Mass.,  c.  4%.  1922 

Minneapolis,  reg.,  4%.  1944 

Minneapolis,  reg.,  4%,  1927 

Nashville.  Tenn.,  c,  44%,  1923 

Newport.  R.  I.,  c.  4>'i<"o,  1927 

Newport.  R.  I.,  c.  44%.  1938 

Ottawa,  Ont..  c,  4 J^^o.  1943 

Pawtucket.  R.  I.,  prm.  reg..  4%.  1944. 

Pitts.  Penn..  reg..  44''o,  1926 

Portland,  Ore.,  c,  4%.  1934 

Rochester.  N.  Y..  reg..  4H%.  1945. . . . 


Incurred 


$445,356 

460.884 
469.640 

Par 

Value. 

$iaooo 

5.000 
5.000 

15.Q0O 

10.000 
.  5.000 
5.000 
1.000 
1.000 
2.000 
1.000 
5.000 

15.000 
1.000 
2.000 
2.000 
5.000 
4.000 
4,000 
2.000 
2.000 
2.000 
1.000 

10.000 
5.000 

10,000 
5,000 
5,000 

laooo 
10.000 

6.000 

11.000 
5.000 


$134,419 
185.854 
W7.853 

Market 

Value. 

$0,700 
4.^) 
4.K50 

14.400 

10.500 
5.25ft 
5.40U 
l.Oi) 

i.a» 

2.0<«.» 
l.W'J 
5.550 

l4.!!Ot» 

MO 

l.S^1 

i.sso 

5.<»>J 
3,.S'-1 
3,9«» 
2.0C»\ 
2,0ln) 
2.001 
1. 000 

4.ft5»l 

laocio 

5.15(1 
5.25t» 
8.»i) 
9.60<l 
6.11SO 

lasro 

5.400 


REPORTS  OF  FIRE  INSURANCE  COMPANIE 


L'n.  Fk.  R.  R.  nc..  4%.  IH7 

Virjiiuui  Rr..  n*-.  i%.  1»6I 

Wat  EndSt.  Ry„ri«.  l!i%.  l»2}. ..   . 
Adinnil.  El.  Foil.  Cotiia  pnn.  nf,.  S%. 


Ama.  A,.  C\m 
AnHT.  TT  A  T| 


AnDi>urftCo,™,.4W%.U-.     .       . 
BdJ  Tl.,  Cu..  Ltd.,  [m.,  nu,,  i%,  iKi 
CMlt.  Mr.  Pow..  Kin,  Rf   *'^    ■"" 
rtt,.i%,I9B... 


C)u.T\.,rtt..  Sii/nB.... 

CoommatTow., c.  5%.  IMS  . . 
Consumni  Pow..  pria.  ne,  STp.  1 
Dctrni  Ed.,  prii.  nt.  1%.  \m. 


EdiM  El..  L«  AdciIh,  CiL.  prin 

s%,  leai r.. 

El  PiM  Q.,  vtin.  ni..  S':^  1832  . 
HunilUn  El.  U.  *  Cit.  Pow,,  Ltd. 


THE  LUMBER  MUTUAL  FIRE  INSURANCE  COMPANY  of  Boston,  Mas 

BoNU  Omtn.—Cnl. 
Value.  Vihw. 

St  iflik  Bt,  4M%.  was 

St  P»iil.  Mnu,  ret,  4H%.  im 

a.P™l.Miiiiun«_<^'^,.  IMJ 

Sank.  Wi^  ■..  c,  4.4'^,.  1»T 

Sank.  WmIu  mil.  nc  S%.  IM1 ... . 

StalcnLCaB.circ.lDU 

analad.  Ceo.  i.  4^.  IMJ 

Tonus.  Obl.  c,  ti-c  1«i  

ri»lu|™.B«,4^t%.lSM 

VtkkB.IIw.i«.]i)'^c.  1»21  

TiHtvr-  C<BL,  n«.  4<~c.  IMI 

faCBaaat,QH.e.4^'~c  1S» 

.\>d,  T. «  S.  Fe  Rr-  r^..  4^.  INS  . . 
B.  *  0  B.  R,  P.  L.  E. »  W.  v..  3j««m, 

r>».4%.l»4l 

B.*.(.B.R,n«_3H"'r.lMl 

G.t.4-R.R.rtt.t%.l*33 

Bm  El  Rj',  B«,  4471.  IMl 

Bgkk  £1  Rt.  rtt.  fi%.  IM2 

B.tM[.R.ILn«^l%.in« . 

B.1U(.R.R..  nc  44^11.  I«»  

B  t  N.  T.  A.  L.  R.  R..  itft.  4'-o.  IBM.. 

B,  A  XuT.  at.  Rr,  c,  4%.  1K4 

B.  A  X<r.  Et  I^..  Bfin.  ™,  4%.  l»4  . 
B.  Bnm  BL  4  L.  R.  R.  prm.  ni, 

t'i'',.im 

C  B.*iJ.B.R,r^,4'^i,.lM(l , 

OmlMd  Bt,  phB.  i«,"S%.  i»ji  " ' ' " 
r  A  H.  R  H..  a.  ^nii.  n«..  4%.  IHO. 
[■■lI>iEL(W.pnD.Rf,9%.l>23.  . 
DurSk.  St.  Ry.  A  L4.  ino.  r«,  £%. 

D.kK.t^h^'i'Lim.'.'.'.'.'.'.'.'.'.'.'.'.'.'. 

I>iatk_Ci>.R.ft,  c,4t4%,IHll 

rubbBS.  R.  R..  nc  4(i%.  IftlS 

nteUn  R  R.  t,  tiVTr.  WB 

Fhidi  e  C.  Rr.  R«..  4H%,  ION 

iun  Rt,  nt,  Sft.  im 

E»  (>.  AH.  f^,  A  B(,  prin.  r«, 

1^1« 

EuwCt.  Tsm.  Er.  c-  *'~c.  IMO. . . . 
L  .S.  A  ICct.  So.  Rt- r«,  4%.  mi . . . 

1. 1*  fi.  R,  r.  p,  nc,  4%.  me 

UtCaLR.  KT A  £!*  iTAn.  Rr,  0. 

4^(.1B1 

H.  St.  P.  A  B.  Bte.  U:  I^.,  A  Cot.  T. 

Br,nt,4%.IMl 

HoB-TiiB..  iina.nc,ll%.  IMI 

S.B  M.  AbTsi.  Er,  irin-RC  t%. 

».  T.  c.  A  a.  R.  i  R..  ttf^A'i.'imi, 

».  y,  N.  H.  A  H.  R.  R,  n«,  4r».  I»S 
N.  T,  !(.  a.  A  H.  R.  R..  rec,  f%.  IMS 
S.T,  N.  a  A  H.  R.  R,  n«,  4%.  UM 
N.  Y,  K.  H.  A  P.  R.  R..  e,  4%,  1«H. 
No.  Ohu  Tnct.  A  U,  pna.  n«,  4%. 

itn 

No.  OUo  Tnct  A  Lt,  prin,  t«(,  t%, 

So.  Pui  RrVO.  Ha'R».i  ii'  'tal.'  C.B. 

Se,  Tb.  iWt,  e,  9%,  1V33  

No.  Tb.  Tnct.  Bin.  KC  S<?c.  1933. . . 

0UCi>LR.R„r«,4ri>.193S 

fM  (W«r  SL  Ry,  t..  4%,  1»M 

ft».  a  Rr,  ina.  fig,  S%.  1M3 

IWl.  prin.  IK.  4%.  1)62 

Panlind  Rr.  U.  A  P,  rtf,  J%.  1942. . . 
FanluidA0(.RT.n«,4H%^l«S.  " 
rimiiMH  Sw.  Cap,  n«,  4%.  I9IT . . . 
S.  A  W.  Tnct.  Cap,  prtn.  r«,  «%.  lUl 
Saw.  B.it^,S%.  1929 


Mm  Ou  Co..  ««,  4^4%.  1931 .. , 
MiiD.  Gn.  EL.  prm.  r^.,  i%.  1934 
Ma.  EdiiOD  El.,  uin.  rtf..  i%.  192 
N«r  ESI.  Tl.  A  Ti,  pra:  ng..  i% 
Oiuhi  El.  Lt.  A  Pow..  e,  J^t.  193: 


!l.Sw,priB,  ™i,3''t,  1M3.. 


1898,000      1899.140 


DIRECTORS;  Alfred  W.  Booth.  Icnme  C.  Borden,  Edwin 
Bndlcr,  Jc^in  B.  Bugbee,  Wm.  O.  Curlu.  Geo,  H.  Dtvajion. 
Gm.  W.  dk. GnrnE.  KinhilL  Uxiii  A.  MuufiiM. E.  sTNail, 
Wm.  M.  Piul,  WiUiun  H.  Siwyu.  Bonn  B.  Shepud.  John  F. 


,'fSf,:erffK!;iJS!;K-.,Si 

-    ■    v,;,.,i,  .for 

LUMBERMENS  MUTUAL  INSURANCE  COMPANY,  Mansfield,  O. 

PtiBdat.  E.  B.  Nul:  Snatur.  W.  H.  G.  Kcm.    OnuuBd.  1893. 
■  ~r"<i5r~riJiiu™d  ,  NMCub"  l    "««       ,"    toUl      r   Lom 


I    ExpeuH      penditurea     Imumd 


tztzjos. 

221,391 
llUI2r 


lirS^OS'        197,839       1429,44 


tl3T,2K 
188.688 
lT4.92i 


298 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


LUMBERMENS  MUTUAL  INSURANCE  COMPANY.  Mansfield,  O, —Continued, 


Aflssn,  Dk.  31, 1915. 
RealeBtate 123,700 


MartSBge  kwoB. 
Bonds  and  stocks. 
Collateral  loans... 

Cash..^ 

Agents'  balanoes. . 
Interest 


126.621 

505.420 

9.047 

83.115 

53.302 

7,557 


LuBiLimB,  Dk.  31, 1915. 

Losses  unpaid f5,785 

Unearned  prems. . . .       252.305 
OthtfliabmtieB....        3a«33 


Total  liabilities...     1278.713 
Surplus 473.232 


Total $757,752 

8pL  dep.  over  hab. . .  5,817 


Total 


1751.945       Total $751,045 


Net  amount  of  members'  liafaafity,  Dec  31.  tl.420.441;  under* 
writing  profit,  1231.723;    inTestmeat  profit.  131,720. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  Deoonber  31, 
$25,382,806:  premiums  thereon,  $499,779. 

BUSINESS  SINCE  ORGANIZATION:  Fftmiums  reoeiYed, 
$4336,067;  losses  paid,  $1,458,194;  dividends  dedaied,  cash. 
$1,413,503. 

REAL  ESTATE  OWNED:  Consists  of  oompany's  home  office 
building,  the  book  value  of  which  is  $23,700;  market  value,  $25,- 
000. 

MORTQAQE  LOANS:  There  are  19  loans,  amounting  to  $125,- 
621,  on  pr^MTty  valued  at  more  than  double  the  amount,  and  well 

Ktected  l^  insurance.    No  interest  past  due  on  December  31, 
I. 


BONDS  OWNED: 

Akron,  0.,  wat.  wks..  4%,  1942 

Akron,  O.  sc.  site  4%,  1937 

Alliance,  0.,  gd.  cross..  4%,  1933 

Ashtabula,  0.,  sc..  4H%,  1923 

AtlanU,  Oa.,  sc..  4^*^^  1931  

Canton.  O,  pk.  k  bid..  4%,  1926 

Cincinnati,  0.,  sc..  4%.  1949 

Cincinnati,  O,  wt.  wks..  4%,  1946 

Cleveland,  0..  Cuy.  R.  pur..  4%.  1943... 
Cleveland,  0.,  gd.  croas.,  4%,  1923-40. . . 

Cleveland,  0.,  pks..  4%,  1929-47 

Cleveland,  0.,  wat.  wks..  4%,  1919-20. . . 

Columbus,  0..  St.  imp.,  4%,  1919 

Conneaut,  0..  sc.,  4%,  1921 

Cuyahoga   Co.,   0.,     pub.    bldg.,   4%, 

1922-28 

Cuyahoga  Co..  0.,  pub.   bldg.,   VA% 

1921 

Dayton,  O,  be.,  4% 

E.  Cleveland,  0..  sc.,  4%.  1927. . ". 

E.  Liverpool,  0.,  sc..  4<ro,  1946 

Elyria.  6..  wt.  wks..  4%,  1919-23 

Fostoria,  0.,  ST.  r..  4%,  1921 

Ironton.  0..  wt.  wks  R..  4%,  1926 

Lorain,  0.,  r.  f.  imp.,  4^^%,  1936 

Mansfield.  0.,  sc.,  4  >  2%,  1923-28 

Marion,  0..  f.,  4%.  1917-19 


Par 

Value. 

$10,000 

10.000 

10,000 

6.000 
10,000 
12,000 
34.000 
15,000 
14.000 
39,000 
38.000 
26.000 

5.000 

6.000 


Market 

Value. 

$10,498 

10.435 

10,376 

6.217 

10.331 

12,298 

36.257 

15.436 

14.712 

40,587 

39.898 

26.285 

5,042 

6,066 


30,000         30,839 


10,000 
8.000 
3,000 

10.000 
5.000 
6,000 
5.000 
5.000 

10.000 
7.500 


10.385 
8,098 
3.080 

10.536 
5,074 
6,816 
5.124 
5.524 

10.664 
7.542 


Bonds  Owmbd.— Coat. 

Marion,  0.,  r.,  4%,  1918 

Blarion,  O,  sc.  4H%,  1921-26 

Salem.  0.,  r..  4%,  1031-$5 

Salem.  0.,  wt  wks..  4%.  1935 

Springfield.  0.,  Buck  ok.  imp..  4%,  1938.. 
Steobenville,  O,  st  pvg.,  4H%,  1920... . 

Toledo,  0..  be  4M%.  1033 

Van  Wert,  O.  sc  4%.  1932^ 

Wauseon,  O,  so.,  4V4%,  1919-21 

Wood  Co.,  0.,  rd.,  5%,  1917 

Youngstown.  0.,  sc..  4H%,  1923 


Pkr 

Market 

Vahw. 

Valw. 

$6,000 

$6.83$ 

21.000 

nu6 

6,000 

5.18$ 

6,600 

s,m 

10.000 

l€kS99 

10.000 

lOkW 

15.000 

16.161 

10.000 

1QJ07 

6,000 

M3$ 

laooo 

lam 

3.000 

1,146 

Totals  (book  vafaie  $438,743) $434,000      $451,777 


MISCELLANEOUS:  Value  of  deposit  in  Ga..  $10k000. 

DIRECTORS:  E.  S.  Nail.  G.  W.  Campbell,  F.  D.  Torrenoe^ 
B.  F.  Weybreoht,  W.  S.  Parker,  H.  D.  Henry.  J.  W.  FHokebeiKV. 

FIELD  MEN  AND  TERRITORY  COVERED:  QiJe  t 
snneral  agents,  Boston.  Mass.,  for  New  Ftnriand  E 
Peters,  general  agent.  Philadelplua.  Pa.,  for  Eastern 
and  New  Jersey;  F.  B.  Fowler,  0MMral  agent,  Indiauwolis,  Ind., 
for  Indiana,  IIHaoia,  Arkansas,  Texas,  Missouri  and  Tennessee; 
James  S.  Kemper,  general  agent  for  Cook  County,  ID.,  and 
Wisconsin;  F.  J.  Martin,  general  a^t,  Seattle.  Wash.,  for  Wash- 
ington, Cafifornia.  Oregon  and  Pactfie  Coast  Territory;  F.  Wade 
Vaughan.  general  agent.  Atlanta,  Ga.,  for  Georgia  and  South 
Carolina.  A^ts:  A.  C.  Bensen,  S.  F.  Coffin  and  J.  L.  Morris. 
Mansfield,  0.,  for  Ohio;  C.  W.  Areson,  Detroit,  Mich.,  for  Miehi- 

Bn;  William  Cunningham.  Winchester.  Ky.,  for  Kentu^;  R. 
.  Wolf.  Pittsburgh,  Pa.,  for  Western  Pennsylvania;  F.  K.  Frsnke- 
berger.  Charleston,  W.  Va..  for  West  Virginia.  Arkanns:  A.  R. 
Kimmich,  Little  Rock;  California:  W.  F.  Snyder.  San  Frandseo; 
Illinois:  James  S.  Kemper,  Graham  Rudd,  of  Chicago,  and  E.  H. 
Tripp,  Belvedere;  Maine:  Harry  M.  Stone,  East  OtisfieM; 
Massachusetts:  U.  E.  Stone,  Boston;  Missouri:  I.  G.  Saltmarah. 
Kansas  City;  New  Hampshire:  Jesse  S.  Wilson,  Conoord;  New 
Jersey:  Harold  S.  Grigg,  Haddonfield;  New  York:  R.  J.  Cfaal- 
mers,  A.  H.  Channan,  NTB.  Morrd)  and  P.  8.  Settle,  of  Philadelphia 
Harold  S.  Gx\ag,  Haddonfield.  N.  J..  T.  E.  Baker.  Cambridge. 
Mais..  A.  J.  M:  Firry.  Medford.  Mass.,  H.  G.  Saul,  Cambridn. 
Mass.,  J.  D.  Shute,  Boston,  Mass..  J.  8.  Wilson.  Concord,  N.  H. 
and  Herbert  Buxton,  New  York  City:  North  Carolina:  State 
Agent,  J.  C.  Bagg,  New  Bern,  special  agents:  A.  H.  Channan  and 
N.  B.  Norrell.  of  Philadelphia,  Jesse  S.  Wilson.  Concord.  N.  H.; 
Oregon:  J.  H.  Constantine,  Portland;  Pennsylvania:  Justin 
Peters,  H.  J.  Pelstring  and  E.  K.  Schulti.  of  Phuuleiphia.  R  M. 
Wolf,  Harry  A.  Loguc.  J.  E.  Stone,  C.  M.  Lowry  and  E.  E.  Leyda. 
of  Pittsburgh:  Tennessee:  E.  Van  Matre.  Memphis;  Texaa:  O. 
H.  Reinhardt,  Dallas;  Washington:  A.  Y.  Baker.  Spokane.  H. 
K.  Dent,  F.  J.  Martin  and  Hubert  H.  Martin,  of  Seattle:  Wis- 
consin:  F.  A.  Barker,  Milwaukee. 

The  Company  is  licensed  in  Arkansss.  Califonua,  Georgia, 
Illinois.  Incuana.  Kentucky.  Maine.  Massachusetts,  Michigan. 
Missouri.  New  Hampshire.  New  Jersey.  New  York,  North  C^ro- 
hna.  Ohio,  Oregon,  Pennsylvania.  South  Carolina,  Tcnneasee, 
Texas,  Washington,  West  Virginia  and  Wisoonsm. 


LUZERNE  MUTUAL  FIRE  INSURANCE  COMPANY,  Hazleton,  Pa. 

President,  Henry  Brodt;  Secretary,  Chas.  Altmiller.    Organised,  1876. 


Ybar 

Cash 
Assets 

1915 
1914 
1913 

$41,949 
40.626 
39.049 

Unearned 
Premiums 


Net  Cash 
Surplus 


Cash 
Premiums 


Total 
Income 


$41,949 
40,626 
39,049 


$566 
1,071 
1.101 


$2.2.S3 
2.45f 
2.6.3.^ 


Losses 
Paid 


Returned 
to  P'yh'rs 


$32 


Elxpenses 


Total  £x- 
pendituras 


$929 
848 
813! 


$929 
880 
813 


Incurred 


$32 


ASSETS,  DEC.  31, 1915:  Mortgage  loans.  $17,500;  bonds  and 
stocks,  $16,500;  cash,  $7,800;  other  assets,  859;  total  assets,  $41,949. 
No  liabilities. 


MORTGAGE  LOANS:  These  aggregate  $17,500,  and  are  pro- 
tected by  improved  real  estate  in  Huleton  and  vicinity  valued  at 
more  than  double  the  amount  loaned. 


LYNN  MANUFACTURERS  AND  MERCHANTS  MUTUAL  INSURANCE 

COMPANY,  Lynn,  Mass. 

Prerident,iP>(rick  B.  Mtnnt:  Seenlary,  John  H.  Msdden.    Ointniied.  1906. 


Ybar 

Cash 
Aawts 

Unearned 
Premiums 

Net  Cash 
Surplus 

1915 

1140,832 
140,236 
136,747 

t$122,951 
tll8,025 
1123.399 

1914 
1913 

$21,959 
12.083 

Cash 
Premiums 


Total 
Income 


Losses 
Paid 


18,825: 

21.504 

11.3761 


$16,581 
28.561 
18.688 


$4,113 
9,706 
3.278 


Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

IncufTed 

82.244 
9.283 
9,114 

$2,720 
4.003 
2.993 

$16,078 
23,892 
15.385 

».T»6 
4.4SI 

t  Includes  $100,000  guaranty  capiul. 
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LYNN  MUTUAL  FIRE  INSURANCE  COMPANY,  Concord,  Mass. 

IVewftent.  Jaa.  8.  Newfaall;  Seeratary.  PMoott  Eqyvs.  Organiied.  1828. 


Ym 

CM 
A«ete 

Uaearaed 
Fnauaam 

NetCMh 

Caah 
Frenuams 

Total 
IiMome 

LooBee 
Paid 

Returned 
to  Fyh'n 

Expenses 

Total  Ex- 
penditures 

Losses 

Incurred 

»I3 

$B.4« 
9Ql8I4 
•4,583 

$43,473 
36^1 
31.063 

'     $40,563 
52,448 
6U11 

$33,553 
38,664 
34,330 

$37,643 
35.046 
20.060 

$15,445 

17.635 

3,700 

$6,544 
5.818 
4.760 

$12,318 
15.870 
11.130 

$84,307 
30,323 
10.006 

$14,552 

16,206 

5,506 

Dk.  31. 1915. 
...       $16,450 
Bndiud  stocks...        70.412 

a* 1,071 

Ipals'faahBeBS....  6,103 

Islenst     1^88 

OUvasBelB 75 

Total 


Ijabiuidbb,  Dae.  31. 1015. 

Losses  unpaid $76 

Uacamed  prems. . . .        43,473 
Other  liabifiikies....  887 


Total  fiafaOities. 
Soiptas 


$43,033 
40.563 


$98,400       Total $08,400 


Ket  asmat  of  neobera'  fiabilihr.  Dee.  31.  $06,003;  under- 
nloi  ksi,  $12;  nTestmcnt  profit,  fe.356. 

MOSTGAGE  LOANS:  There  are  16  loans  for  $15,450.  and 


are  protected  by  improyed  dwelBng  house  property  in  Lc^nn, 
Mass..  vahied  at  $30,850.  There  was  $2  of  interest  past  doe  on 
Deeember  31,  hot.  Company  holds  $27,600  of  insurance  on  the 
buildinss. 

BONDS  AND  STOCKS  OWNED:  These  seeurities  eonsiBt  of 
68  railroad  and  municipal  hoods  whose  par  vahie  is  $64,400,  but 
are  esrried  at  a  market  vahie,  $58,856:  uid  65  riisres  of  denraUe 
stoeka,  the  par  vahie  of  which  is  $5,500  and  the  market  value 
$11,690.   The  total  book  Tshe  is  $70,353. 

MISCELLANEOUS:  The  Middlesex  Mutual  Fire  Insoruiee 
Company  is  fenenJ  scent  and  C.  F.  Bowers  is  underwriting  mana> 
cer.   The  company  operates  in  Mass.  only. 


MANITOWOC  MUTUAL  FIRE  INSURANCE  CO.,  Manitowoc,  Wis. 


0^ 
Tuxj    Aaets 

Unearned 
Ftaniums 

Net  Cikdi 
Surpbs 

Cash 
Premiums 

Total 
Inoome 

Laeses 
Paid 

Returned 
to  P'yh'rs 

Eizpeuiofi 

Total  £x- 
poiditures 

Losses 

Inouned 

IfU      1$S5Ji88 

$35^588 
36.002 
31,732 

$21,505 
10.646 
18,437 

$22,864 
20.425 
10.337 

$14,363 

8.077 

10,004 

$836 
67 
20 

$8,170 
8.010 
7,056 

$23,278 
16,154 
17,080 

$14,263 

19U         36JM)2 

8,077 

in%         31.732 

10.548 

flit  riAs  m  fc 

iree.  Deoemb 

er  31.  $3,453 

,617. 

MANITOWOC  RAPIDS  FARMERS  MUTUAL  FIRE  INSURANCE  COM- 
PANY, Manitowoc,  Wis. 

IVesident.  Frank  Braunrater;    Secretary,  Adam  Bleser.    Organised.  1874. 


Yusj    Ants 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Inoome 

Loflsee 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

ISU-     I27.2S6 

$27,256 
23.755 
20.144 

$5,260 
6.108 
4,638 

$6,181 
6.807 

6.547 

$2,024 
2,617 
6.050 

$36 

$619 
670 
624 

$2,679 
3.286 
6.674 

$2,100 

I9H        2S,756 

2.617 

I9]i       a.144 

6,050 

.  iSETS.  DEC.  31. 1015.  Mortgage  loans,  $25,085:  Cash,  $1,371;    I       RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
^Jh  nceirabie,  $800;  Total  sssets,  $27,256.    No  liabiliUes.  |    $2,760.1 


,158. 


MANSFIELD  MUTUAL  FIRE  INSURANCE  COMPANY,  Mansfield,  O. 

Prendent,  E.  J.  Forney;  Secretary,  J.  M.  Cook.   Organised,  1873. 


Tu9i 


Ca^ 


1914 


Unearned 
Premiums 


$136.0»} 

iomot' 

85.332 


$10380 

13.721 

7.060 


Net  Cash 
Surphis 

$103.5521 
86,174 
76,6651 


Cash 
Premiums 

Total 
Inoome 

Loeaes 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$60,806 
27,842 
14.407 

$64,353 
60.064 
55.959 

$13,447 
20.063 
33,136 

$6,254 
2,999 

$21,352 
19.896 
20,149 

$41,053 

42.958 
53,285 

$12,045 
21,640 

29.249 

^    AsttTB.  Dk:.  31. 1015 

Eeal  estate 

Cttk 

^^i^sBB,  4  aota.  doe. 


LuBorms.  Dae.  31, 1015. 

$8,000    Losses  unpaid $2,400 

85.500    Unearned  prems. .. .         10,880 
26.144    Other  liabilities....  1,081 

5,340  

020       Total  fiabilities...      $23,361 
Surphis 103.552 


Total 


$126,013       Total $126,913 


F}re  nks  in  Ibree,  Deeember  31.  $5,705,324. 

BU9HES3  SINCE  ORGANIZA'HON:    Premiums  received, 
tI.09S.480;  kaes  paid.  $570,108;  dividends  declared,  cash.  $9,248. 


HEAL  ESTATE  OWNED:  Home  office  building. 


BONDS  OWNED: 


U.  S.  Government. 

Hamilton,  0 

Bluffton,  0.,  sc 

Alliance,  0.,  sc 

CleveUnd,  0 

Bellaire,0 

Salem,  0 

Mansfield,  0 

Addyston,  0 

Shaker  Heights,  0. 
East  Liverpool,  0. . 


ToUb. 


TERRITORY  COVERED:  0.  only. 


Par 

Value. 

$4,000 
5.000 
5,000 
4,000 

33.000 
8,000 
5,000 
3.500 

15,000 
2.000 
1,000 


$85,500 
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MANTON  MUTUAL  FIRE  INSURANCE  COMPANY,  Philadelphia.   Pa. 

Freflident,  F.  A.  Downes;  Secretary,  W.  M.  Burgeas.   Orgiuiiied.  1894. 


Ymnn 

Cash 
Aaseta 

1915 
1914 
1913 

1341.145 
346.127 
346.022 

Unearned 
Premiums 


Net  Cash 
Surplus 


$185,189- 
189.444! 
188.331 


1153,838' 
149.867) 
154.579. 


Net 
Premiums 

Total 
Inoome 

LoesoB 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Ineuned 

$331,109 
320,761 
341.040 

$347,224 
334,500 
353.916 

$30,199 
22,018 
11.255 

$292,690 
285,242 
279.331 

$26,421 
35,589 
28.716 

$349,310 
332.849 
317.302 

$25,496 
26.486 
ia428 

AsBRS,  Dm.  31. 1915. 


LuBnjTm,  Die.  31. 1915. 


Bonds  and  stocks. 

Cash.., 

Agents*  balances. . 
Interest. 


$282,270 

38,755 

15.805 

4.315 


Losses  unpaid... 
Unearned  prems. 
Other  liaulities. 


$977 

185,189 

1,141 


Total  liabilities. . .     $187,307 
Surphis 153,838 


Total  assets. 


$341,145       Total $341,145 


Net  amount  dl  members'  liability,  Dec.  31, 

RISKS  AND  PREMIUMS:  Fire  risks  in 
$41,682,547;  premiums  thereon,  $376,341. 

BUSINESS  SINCE  ORGANIZATION: 
$4,097,543;  kwses  paid,  $441,523;  dividends 
099.166. 

BONDS  OWNED: 

Albany,  N.  Y.,  sc,  1927.  4% 

Clinton  Co.,  N.  Y.,  1917-21,  4H% 

Duluth,  Minn.,  wat.  &  It..  1926,  5% 

N.  Y.  Qy.,  cp.  stk.,  1959,  4% 

Phila.,  Pa.,  imp.  b.,  1941.  4% 

Phila..  Pa.,  gn.  b.,  1939.  4% 

White  Plains.  N.  Y.,  so..  1923-24.  4H%- 
Yonkers,  N.  Y.,  defidency  k  fire  bureau, 

1918,5% 

Yonkers,  N.  Y.,  deficiency  A,  fire  bureau, 

1919, 5% 

Atl.  &  D.  Ry.,  1  m.,  l^^*^, 

B.  ft  0.  R.  R.,  P.  L.  E.  »  W. 
4% 

C.  C..  C.  4  St.  L.  Ry.,  C.  Div..  1  m.. 
1939,  4% 

C.  R.  i.  &  pic*  Ry.',  1  i  *r*.,' i934,'  4% • . '. 
C  R.  L  ft  p.  Ry.,  gn.  m.,  1988,  4%. . . . 
C  St.  L.  ft  P.  R.  R.,  1  cs.,  1932,  5%.. . . 
C.  ft  T.  R.  R..  H.  Vai.  Ry.,  extn.  g.,  1955. 
4%. 


$1,881,706. 

force,  December  31. 

Premiums  received, 
declared,  cash,  $3,- 


P.  L.  E.  ft  W.  Y.  r.,  1941, 


Colo,  ft  Southern  Ry.,  1929.  4 

D.  ft  Rio  G.  R.  R.,  mip..  1928,  5% 

H.  ft  B.  Top  Mt.  R.  R.  ft  C.  1  ext.,  1920, 

4% 

U  D.  ft  W.  Ry..  1  m.,  1936,  5% 

U  111.  ft  la.  R.  R.,  1  m..  1950.  4 


'0- 


Kentucky  Central  Ry..  1  m..  1987.  4"^ 


/O- 


Par 

Value. 

$10,000 

10.000 

5.000 
15.000 

5.000 

5,000 
10.000 

4.000 

1.000 
5.000 

10.000 

10.000 
5,000 
5,000 
5.000 

10.000 
5.000 
5.000 

1.000 
5.000 
5.000 
5.000 


Market 

Value. 

$10,000 

10.100 

5.250 

14,700 

5,150 

5.150 

10,280 

4,080 

1.030 
4.400 

8,800 

8.700 
8.300 
4.250 
5.250 

8.700 
4,550 
4.100 

830 
2.250 
4.450 
4.400 


Bonds  Ownvd. — Cont. 

L.  ft  N.  Y.  R.  R..  1  m..  1945.  4%. 
L.  Is.  R.  R..  jn.  m^  1938.  4%. 
Minn,  ft  St. 


,  gn.  m.,  11 
L.  R.  R., 


1  ft  r..  1949.  4 


ci 


M..  K.  ft  T.  Ry.  of  Tex..  1  m..  1942.  5%. 
N.  Y.  C.  ft  H.  R.  R.  R..  r.  ft  imp.,  2013, 

4hi% 

N.  Y.  ft  Eric  R.  R.,  4  ext.,  1920,  5%. . . . 

Ohio  R.  R.  R.,  1  m.,  1936,  5% 

Oregon  S.  L.  R.  R..  r.,  1929,  4% 

Penna.,  1  m..  1921.  4H% 

P..  B.  ft  W.  R.  R..  1  m..  1948.  4% 

P.  ft  E.  R.  R..  1  m..  1920.  6% 

P..  C,  C.  ft  St.  L.  Ry..  cs..  1949.  34%.. 
Pitts.  Tm.  R.  R.  ft  Coal  1  s.  f.,  1942.  5% 

Rio  G.  W.  Ry.,  1  tr..  1939.  4% 

St.  L..  I.  Mt.  ft  So.  Ry..  R.  ft  G.  Div.,  1 

m.,  1933,4% 

St.  L.,  I.  Mt.  ft  So.  Ry..  u.  ft  r..  1929. 4% 
St.  L.  Swn.  Ry..  1  tm.  ft  u..  1952,  5%. . . 
St.  L.  Tm.  Cupples  Stat,  ft  Prop.,  1  m.. 

1917,  4H% 

St.  P.,  M.  ft  M.  Ry.,  cs..  1933,  4^%-  • . 

St.  P..  M.  ft  M.  Ry..  1  m.,  1937,  4%. . . . 
St.  L.  ft  W.  R.  R..  pri.  b.,  1925,  Z}i% 

J.  ft  S.  R.  R,,  1  cs.,  1936,  4% 

N.  Y.  ft  Pa.  Ry..  gn.  m..  1943.  4%.. . 

W.-S.  Southbound  Ry..  1  m«  1960.  4%. . 

Lehigh  Coal  ft  Nav..  gn.  m..  1924. 4H%. 


T 
W 
W 


Pto 

Vahie. 

$10,000 

10.000 

10.000 

5.000 

6.000 
5.000 

10,000 
5,000 
5.000 

10.000 
5.000 

10.000 
5.000 
5.000 

10.000 
5,000 
5,000 

7.500 
5,000 
5.000 
5.000 

10.000 
5.000 

10.000 
5.00O 


Market 

Vahie. 
$8,900 

8.600 
5.700 
3.300 

4,700 
5.100 
10.500 
4.650 
5,100 
9.900 
5.350 
9.200 
4.100 
3.900 

7.0O0 
3.750 
3.450 

7.350 
5.150 
4.800 
4.200 
9.800 
4.100 
8.800 
5.150 


Totals  (book  value,  $815,489) $313,500       $282,270 


MISCELLANEOUS:  This  oompany,  together  with  the  Key- 
stone, National,  Atbntic  and  Southern  States  Mutual  Fire  In- 
surance Companies,  is  under  the  nme  managemsDl.  Coafla- 
gration  loss:  Baltimore,  1904.  $160. 

DIRECTORS:  Samoa  Miller,  Frederick  A.  Downes.  G«orge 
H.  McNeely,  Sam  L.  Hammer,  William  Henry,  J.  Atwood  White. 
Joseph  Bancroft.  Edward  M.  Mundy,  George  F.  Ebsrfaard,  John 
R.  Williams,  Thomas  S.  Gay,  William  S.  Duling. 

FIELD  MEN  AND  TERRITORY  COVERED:  Philip  J. 
Halla,  Chicago.  111.;  £.  Herbert  Jenks,  Detroit.  Mielu:  D»tm  D. 
Randall  Boston,  Mass.;  Eeary  G.  Frost,  Cincinnati.  0.;  Robert 
D.  Shore,  Winston*fialem.  N.  C.  The  company  ii  IJcwMwl  in  IlL, 
Mass.,  Mich.,  N.  Y..  N.  C,  0..  ?%.,  S.  C.  and  Wis. 


THE  MANUFACTURERS  AND  MERCHANTS  MUTUAL  INSURANCE 

COMPANY,  Concord,  N.  H. 

Preaideiit,  E.  G.  Leach;  Secretary.  Charles  L.  Jackman.  Ofgaoiisd.  1886. 


Unearned 
I  Premiums 


$41,790 
40,561 
36,741 


Net  Cash 
Surplus 


$178,111 
161.739 
151,409 


Cash 
Premiums 


$44,535 
44.946 
40.701, 


Total 
Income 

$55,436 
55.433 
50.218, 


Losses 
Paid 


$28,130 
21.956 
13.733 


Returned 
to  Fyh'rs 


$5,735 
5,528 
5.258 


Total  Ex- 
Expeases      peodituree 


$13,245 
12,927 
17.569 


$47,110 
40.411 
36.560 


22.973 


ArnxB.  Dm.  81»  1915. 

Bonds  and  itooki. . 

CMb 

Aflsnti' balaneei. . . 


Jjuauaaa,  Dm.  31, 1915. 

$166,111    Loases  unpaid $1,587 

52.097    Unearned  prems....        41,790 
8.799    Other  fiabffities 519 


Totalllabilities...      $43,896 
Surplus 178,111 


Totel 


$222,007       Total $222,007 


Nelfunount  of  mmbers'  liability.  Dec.  31.  $244,184. 

Underwriting  profit,  $1,304;  investment  profit,  $20,804. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force,  Deoember  31. 
$5,651,803;  premiums  thereon.  $8135. 


BUSINESS  SINCE  ORGANIZATION: 
$1,476,232;  loasn  paid.  $783,945;  dividends  deebm). 
522. 

BONDS  AND  STOCKS  OWNED:  This 

anteed  bonds,  the  par  value  of  which  is  $19,000  and 

$17,945;  and  weO  placed  and  distributed  stocks  the  per 
which  is  $134,600,  and  maricet  vahie  $148,160.   Tin 
vafaie  is  $170,470. 

MISCELLANEOUS:  The  interests  identified  with 
panv  also  control  the  Capital  Fire  of  Concord  aadths  N< 
tana  Underwriters  Aoency.    The  oompany  is  aok 
any  other  State  but  New  Hampshire. 


$l22r 


vrnhMflf 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


301 


MANUFACTURERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Providence,  R.  I. 

Tnadsat,  John  R.  Freenun;  SecreUry.  Theodore  P.  Bogert.    Orguuied,  1835. 


Csih 


1915  11.255,076 
1914  1.075,124 
mi    1,120.727 


Unetfoed 
Ireiiuiuus 

Net  Cash 
Surplua 

Net 
PwanhniMi 

Total 
Inoome 

$500,526 
640.387 
450,203 

1032,230 
414,042 
059.517 

1470.354 
002.341 
448.289 

$533,858 
749.605 
505.331 

Paid 


Returned 

to  Fyh'n  >   Kxpenaiw 


$30,458 

223.149, 

77.935| 


$318,976 
515.807 
347,426 


$53,400 
50.144 
48.712 


Total  Ex- 
penditures 


$402,834 
780.160 
474,073 


Incurred 


Dk.  31, 1015.  LuBiunxB,  Dk.  31, 1915. 

toeks. . .  $1,155,160    Loaeee  unpaid $10,144 

Cub 80.303    Unearned prcms....       590.528 


18.086    Other  KabJiitica. 
2,127 

Total  liabititiea. 


7.776 


$623,446 
Surplus 632,280 


Totol 


$1,255,676       Total $1,255,676 


under* 


Net  aooint  of  membcn*  fiability.  Dee.  31.  $5,820,082; 
nitQi  mit.  $434,197;  investment  profit,  $102,967. 

BISKS  AND  PREMIUMS:  Fire  risks  in  force  Deeonber  31, 
tia99tL578;  prcmhuns  thereon,  $1,165,816. 

BUSINSSS  3NCE  ORGANIZATION:  Pftmiums  reeeiTed. 
taSlMli;  losses  paid.  $1,924,046;  dividends  dedared,  $10,- 
531JI1. 

B0KD3  AND  STOCKS  OWNED:  Market 

Boxns.  Value. 

r.S,«*,4%,10tt $44,000 

DiBLofGaBada.5%.1925 13.650 

»ye  R.  U  3^%,  1 934 47.500 

C.B.ftQ.  Ry^  k.  ret,  4%,  1921 20.000 

C,M.  AStlP. Ry,  CT. c,  6%,  2014 6,690 

S.T,N. H.4H.  R.  R..  d.  ctf.,  ^%,  1923 5.382 

3o.IW.,er.c..6%,1034 

Oa.  Gas,  N.  Y„CT.d^  6%,  1920 

^  Sfocks 

fia*B&Phs>ndeBeeR.R 

ifaJiattsaRy 

OW  Colour  R.R 

P.B.4LE.R.R^p 

I^vridesee  A  Worcester  R.R 

W««t  Ead  St  Ry 

i.  T.  4  SL  Fe  Ry.,  p 

Cb,B.4Q.Ry  

Ca.lliL4St.P.Ry.«ooin 

ai,Mi.48t.P.Ry.,p 

Cli,a.P..Mina.40mahaRy .^ 


10.800 
50.800 

23.300 
26.600 
9.120 
6.150 
20.500 
20.400 
10.200 
24,310 
20,500 
S9.420 
24,400 


Boin>8  AMD  Stoces  Ownsd. — CtnU. 
Stocks. — Cont. 

Chi.,  ft  Nwn.  R]r 

Clev.,  Cinn..  Cm.  k  St.  L.  Ry.,  p 

Gahreston-Houston  El.,  p 

Gt.  No.  Ry.,  p 

111.  Central  R.  R 

Minn.,  St.  P.  k  S.  Ste.  M.  Ry..  com. . 

Minn.,  St.  P.  ft  S.  Ste.  M.  Ry.,  p 

N.  Y.,  N.  H.  ft  H.  R.  R 

No.PM.Ry 

Pa.  R.  R 

Reading  Co 

So.  Pae.  Co 

So.  Ry.,  p 

Un.  Phc.  R.  R.,  com 

Un.  Pae.  R.  R.,  P 

Gt.  No.  Ry.  Ore  ctfs 

Nat.  Bk.  of  ComiDcroe 

Amer.  Tl.  4  T^ 

Northern  Securities 

Providaiee  Big 

Providence  Gas 

Prov.  Gas,  cv.  d., 

Pullman  Co 

U.  S.  Steel  Corp..  p 


$38,379 

224.920 

79.608 

Market 

Vahie. 

$47,265 

7,600 

9,900 
63,500 
37,260 
16,135 
16,470 
13.860 
00.080 
125.842 
16,700 
31,800 
12.400 
29.600 
24.900 
15,351 

7.200 

77.400 

840 

22,575 

1.629 
15,288 
33,000 
35,100 


Total •$1,157,413 


*  Securities  as  per  Company's  valuations;  item  in  Assets  as  per 
Ins.  Dept.  vahiations. 

MISCELLANEOUS:  This  company,  together  with  the  Amer- 
ican. Enterprise,  Mechanics,  Rhode  Isumd  and  State  Mu^ial  Fire 
Insurance  companies,  all  of  Providence,  is  under  the  same  manage- 
ment. Company  is  licensed  in  lU.,  Mass.,  Me.,  Mich.,  N.  H..  N. 
v..  N.  C,  0.,  Pk.,  R.  I..  S.  C.  and  Wis.  and  operates  in  United 
States  and  Canada. 

DIRECTORS:  Jno.  Chaoe,  AmoU  B.  Chaoe,  Edward  D.  Pearoe. 
Wm.  Gammell,  John  R.  Freeman,  Howard  0.  Sturges,  Hennr  F. 
Lippitt.  A.  H.  Tillinchast,  J.  H.  Metcalf,  A.  L.  Daniebon,  H.  D. 
Sharpe,  Webster  Knigfat,  C.  H.  Merriman. 


MASSACHUSETTS  MUTUAL  AUTOMOBILE  INS.  CO.,  Boston,  Mass. 

President,  Dean  K.  Webster,  Secretary,  A.  Shirley  Ladd.    Organised,  1914. 


Tftu     Assets 


Unearned 
Pftmiums 


I9I3 
2914 


$25,144: 


201664  i 


$15,000 
15.389 


Net  Cash 
Surplus 


9,640 
4.9901 


Cash       I 

Premiums  , 

i_ 

$27.2471 
31,439 


Total 
Income 


Losses 
Paid 


$30,615, 
31.454 


$8,942 
1.271 


Returned 
to  Fyh'rs 


$2,522 


Expenses 


$15,354 
9,463 


Total  Ex- 
penditures 


Losses 
Incurred 


$26,818t 
10,734. 


$8,942 
1.270 


AsBns.  Dec  31. 1915.  Lubiutw,  Die.  31.1 915. 

ficadiBadstoda...       $21,480    Unearned prems....       $15,000 

Cnh 2381    Other  liabffitiei....  498 

A«eBli'bsbMea  ...  936  

Istsot 367       Total  liabilities...       $15,498 

Surphis 9,646 


Total 


$25,144       Total $25,144 


Het  amoimt  of  members'  liabOity.  Dec.  31,  $32,739;   Under^ 
vmi^  proSt,  $M13;  investment  profit,  $1,016. 

BISKS  AND  PREMIUMS:  Automobile  risks  in  force  December 
311^427,528;  pfcmioms  thereon,  $30,000. 

BTSINEBS  SINCE  ORGANIZATION:    Pftmiums  received, 
$%68$:  losses  pvd,  $10,212;  dividends  declared,  cash,  $2,642. 


BONDS  OWNED: 


Ne«B9diaRLMaBa,4%,I057 

Cik^iCLkBLF,  R.  R^4H%.  1032- 

m.CeBt.R.R.,4%,1052 

R.R..4H%.19«5 


Pw 

Market 

Vahie. 

Vahie. 

$1,000 

$990 

1.000 

1,030 

1.000 

880 

3.000 

3.030 

Bonds  Ownzd.—CoiU. 


St.  L.,  S.  &  P.  R.  R..  5%.  1939. 
West  End  St.  Ry.,  5%,  1932. . . 
.\mer.  Agr.  Chem.,  b%,  1928. . . 
Amer.  Tcl.  &  Telg.,  4%,  1929. . 
Amer.  Tel.  k  Telg.,  4^1,  1929. . 
Detroit  Edison.  5^,.  1933-40. . . 

Minn.  Gas,  5%.  1930 

Portbnd  On.  £1.,  5%.  1935. . . . 
United  FVuit.  4h%,  1925 


Par 

Market 

Value. 

Value. 

$2,000 

$1,780 

2.000 

2.020 

2.000 

2,040 

2.000 

1.820 

1.000 

910 

3,000 

3,050 

1.000 

990 

1,000 

1,000 

2,000 

1.940 

Totals $22,000       $21,480 


MISCELLANEOUS:  The  company  emptoys  no  agents  and 
transacts  all  business  direct  from  home  office.  It  is  licensed  only 
in  Mass.,  but  operates  from  home  office  in  all  of  the  New  England 
states. 

DIRECTORS:  Dean  K.  Webster.  W.  F.  MoQuillen,  A.  Shirlsy 
Ladd,  Wm.  A.  Thibodeau,  Robert  Mackinnon,  Eben  J.  Ham, 
Milton  L.  Cushing,  E.  E.  Jameson,  J.  M.  Perry,  &.  A.  Croasemaa, 
C.  P.  Washburn,  J.  S.  Morrill,  G.  U.  Kierstead.  John  D.  Peck, 
Chas.  E.  Halstead. 
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MECHANICS  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

Prarident,  John  R.  Freeman;  Secretary,  Theodore  P.  Bogert.    Organiied,  1871. 


YlAB 

Cash 
Aasets 

Unearned 
Premitmu 

Net  Cash 
Surplus 

Net 
Premiams 

Total 
Income 

Loeeei 

Returned 
to  Pyh'rs 

rixpOOBCB 

Total  Ex- 
pend] tuns 

Ineixmd 

1915 
1914 
1913 

$900,252 
776,572 
780.604 

$417,253 
451.226 
301.442 

$465,565 
315.390 
472.214 

$314,560 
479.629 
286.476 

$356,132 
517,107 
327,864 

$19,799 

131,146 

47.492 

$205,739 
358.137 
226.146 

$39,642 
34.482 
35.094 

$265,180 
523,765 
307.732 

128.534 

I32.46S 

47.982 

Aasm,  Dsc.  31, 1915. 

Bonds  and  stocks. . .  $826,380 

Cash 60.171 

Agents'  balances 12,241 

Interest 1,460 


LuBiUTiKfl.  Dbc.  31, 1915. 

Losses  unpaid $12,200, 

Unearned  prems. . . .       417,263 
Other  liabUities 5.234 


TotalliabUiUes...     $434,687 
Surplus 465,565 


Total  assets $900,252       Total . 


$900,252 


Net  amount  of  members*  liability,  Dec.  31.  $4,013,708;  Under- 
writing profit,  $283,933;  investment  profit,  $71,982. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
$110,906,018;   premiums  thereon,  $802,742. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
$8,028,407;  losses  paid.  $910,061;  dividends  declared,  $6,455,885. 


Market 
Value. 

$27,550 
13,650 
47,600 
10,000 
3,996 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

U.  S.,  reg.,  4%,  1926 

Canada,  5%.  1926 

R.  I.  State,  3V^,  1934 

C  B.  &  Q.  Ry..  jt.  reg..  4%.  1921 

Chi..  M.  A  St.  P  Ry..  cv.  c.  4H%.  1926-2014 

So.  Pac.,  cv..  c,  5%,  1934 10,800 

N.  Y.,  d.,  6%,  1920 38,100 


Bonds  and  Stocks  Ownkd. — Cont. 
Stocxb — Cpnt. 

Chi.  A  Nown.  Ry 

Clev.,  Cin..  Chi.  &  St.  L.  Ry.,  p 

Ot.No.  Ry.,  p. 


PW- 

Value. 


Minn..  St.  P.  k  Ste.  M.  Ry.,  o. . . 
Minn..  St.  P.  &  S.  Ste.  M.  Ry..  p. 

No.Pac.Ry 

Pk.R.R 

Reading  Co 

So.  Pac.  Co 

So.  Ry.,  p 

Union  Pac.  R.  R..  c 

Union  Pac.  R.  R..  p 

Gt.  No.  Ry.,  ore.  ctfs 

Nat.  Bk.  of  Commerce 

Amer.  Tel.  &  Tclg 

Northern  Securities 

Providence  Gas 

Providence  Gas,  cv.  d 

Pullman  Co 

U.  S.  Steel  Cp.,  p 


Market 

Vahie. 
22,057 

7.600 
38.100 
16.125 
16.470 
37.760 
71.995 
16.700 
21.200 
12.490 
29.600 
33.200 

9.180 

5.07« 

116.100 

525 

14,206 

3.612 
33.000 
36.100 


Total *$827.5 14 


Con.  Gas, 


Stocks. 


Manhattan  Ry 

N.Y.,  Lack.A  WestR.  R.. 
Atch.,  Top.  A  S.  Fe  Ry.,  p. . 

P.,  B.  »  L.  E.  R.  R.,  p 

Chi.,B.&Q.Ry 

Chi..  MIL  A  St.  P.  Ry.,  c. . . 
Chi.,  Mil.  A  St  P.  Ry.,  p.. . 
Chi..  St.  P..  Minn,  ft  O.Ry. 


26.600 
11.900 
20.400 
6.160 
24.310 
20.000 
13.500 
812.200 


*Secdritie6  as  per  Co.'s  valuation:  item  in  assets  based  on  vahi- 
ations  of  N.  Y.  Ins.  Dept. 

MISCELLANEOUS:  This  company,  together  with  tht  Amet- 
can.  Enterprise.  Manufacturers.  Rhode  Island  and  State  Mutual 
Fire  Insurance  Companies,  all  of  Providence,  is  under  the  same 
management.  Company  is  licensed  in  111.,  Me..  Mass..  Mich.. 
N.  H..  N.  Y..  0.,  Pa.,  R.  I.,  S.  C.  and  Wis.  and  operates  in  United 
States  and  Canada. 

DIRECTORS:  Howard  0.  Sturges.  Edward  D.  Pearoe.  Jolm 
R.  Freeman.  Jonathan  Chace,  Arnold  B.  Chaoe,  Wm.  Ganuneil. 
Henry  F.  lipiHtt,  A.  H.  Tillinghast.  A.  L.  Danielson.  J.  H.  Metealf. 
H.  D.  Sharpe.  Webster  Knight.  C.  H.  Merriman. 


MENNONITE  MUTUAL  FIRE  INSURANCE  COMPANY,   Newton,  Kan, 

President.  P.  Loewen;  Secretary,  J.  H.  Riohert.   Organised,  1880. 


YlAB 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

locuiTod 

1915 

$95,657 
86,286 
76.110 

t$95,657 
86,286 
76,110 

$62,612 
65,676 
54.100 

$67,131 
60,412 
58.903 

$36,938 
31,962 
24.489 

$22,193 
26,114 
21,036 

$59,131 
58.076 
45.525 

$35,311 

1914 

3t063 

1913 

d4.4>« 

Premium  notes  in  force  Dec.  31.  $132,935.         t  Includes  $25,000  guarantee  fund. 


ASSETS.  DEC.  31. 1915:  Real  estate,  $13,185;  mortgage  loans, 
$71,350;  cash.  $11,122.    Total  assets,  $95,657. 

NO  LIABILITIES. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$11,368,661;  premiums  and  assessments  thereon.  $43,375. 

REAL  ESTATE  OWNED:    The  com^y  owns  its  home 
office  building,  carried  at  book  value.    Net  mctHne  last  year,  $48. 


MORTGAGE  LOANS:  These  oouiBt  of  46  first  fieni  on 
property  agpegating  $71,350,  valued  at  $433,500.  No  u 
past  due.  The  company  holds  $32,100  of  inanrancie  oo  the 
gaged  buildings. 

REMARKS:  It  is  noted  that  no  unearned  pr«mitim 
is  reported,  although  the  company  had  premiums  and 
ments  in  force  amountmg  to  $43,375. 


MERCANTILE  &  MFRS.  MUTUAL  FIRE  INSURANCE  CO.,  Portland,  Me. 

Ptemdent,  E.  L.  Sayward;  Secretary,  F.  H.  Plummer. 


Assets.  Dec.  31, 1915:  Cash.  $5,709;  AgenU'  balances.  $11,269; 
Interest.  $72;  Total  assets.  $17,050.  Liabilities:  Loesep  unpaid, 
$3,473;  Unearned  prems.,  $553:  Total  liabilities.  $3,026. 


Net  amount  of  members'  liability.  Dec  31,  $113,177. 


MERCANTILE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I 

President.  Alfred  U.  Eddy;  Assistant  Secretary,  F.  N.  Branch.    Organised.  1884. 


YlAR 

1915 
1914 
1913 


Cash 
Assets 


$249,038 
248.702 
242.136 


Unearned 
Ftemiums 


$143,419 
151.463 
147.179 


Net  Cash 
Surplus 


Net 
Premiums 


$250,854 
262.045 
256,171 


Total 
Income 


$268,273 
275.975 
277,779 


Losses 
P^d 


$51,529 

15.001 

6.840 


Returned 
to  Fyh'rt 


$199,641 
219.509 
217.247 


Expenses 


$29,386 
32.034 
87.655i 


Total  Ex- 
pMKfitursB 


$50,850 

14.461 
7.<l» 
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MERCANTILE  MUTUAL  FIRE  INSURANCE  CO.,  Providence,  R.  l.-'Continued. 


Aara^DaaStmS. 

BoodiaDd  slocks...  $228,650 

Ovk 17.911 

Asnti'bdbaMi....  10.460 

iBterert 1.004 


LuBfunn,  Dw.  31. 1915. 


Lotses  unpaid  — 
Unearned  prems. 
Borrowed  money  • 
Other  liabilities.. 


$741 

143.419 

10.000 

3.430 


Total $255,025       Totalliahilitiei...     $157,590 

^de^owliab..  6.987    Surplus 91.448 


Total 


$249,038       Total $249,038 


Net  aDOOBt  of  member?' liability.  Deo.  31.  $1,461,039;  under- 
nitiai  profit,  $184,412;  inyestment  profit,  $23,350. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force.  December  31, 
CU.445.377:  pfCBunms  thereon.  $292,214. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  reoeiyed. 
tUli.M9;  losn  paid.  $875,608;  dividends  declared.  $3,654,604. 


BONDS  AND  STOCKS  OWNED: 

BoifDft. 

R-LebritaUeln 

A(^iib«  Couty  Court  House 

J&fcflekWB.  N.  Y 

Middfetown,  N.  Y 

Mid*tOTn.N.Y 

NwRocWte 

NfwRflchrik 

KevRocfaeOe 

NcvBoeheBe 

SwRocWIe 

XcsSoMIe 


Market 

Value. 

$1,030 

10.100 

1.020 

1.030 

2.020 

6.120 

6.120 

1.030 

4.120 

1.030 

1.030 


Book 

Value. 

$1,032 

10.000 

1.000 

1.000 

2,000 

6.000 

6,000 

1.000 

4.000 

1.000 

1.000 


BoNna  AND  Stocks  Ownid.— Cent. 
BoMna. — Cent. 

NewRoeheUe 

Pfcwtucket,  R.  I 

Tampa  A  Northern  R.  R.  Co 

Clyde  Steamship  Co 

MaOory  Steamship  Co 

Stocks. 

Chicago  A  Eastern  111 

QeoTfpaRy 

ItUnois  Central 

IlUnois  Central  (leased  Unes) 

Newport  A  Fall  River 

Nortoem  Fteifie 

American  Express 

D.  Goff  A  Sons 


Michigan  Lij^hting .  — 
R.  I.  Investment  Co  — 

Wells  Fargo 

New  England  Power  Co . 
American  Telephone 


Total. 


Par 

Market 

Value. 

Value. 

$1,030 

$1,000 

25,750 

25,000 

3.750 

4.500 

9.200 

10.000 

8,800 

9,400 

10.000    ' 

10.000 

4.300 

4,375 

10.800 

13.475 

4.000 

4.850 

10,500 

11,500 

5.900 

5.400 

26.000 

34,575 

5.600 

5.500 

4.950 

4,950 

25.000 

22,175 

26.400 

23.025 

5.000 

4.750 

12.900 

10.570 

$234,550      $225,650 


MISCELLANEOUS:  Conflagration  loes:  Baltimore,  1904. 
$250.   Deposit  in  Ga..  $10,200. 

DIRECTORS:  William  P.  Chapin.  Jeffrey  Davis,  E.  C.  Buck- 
lin,  C.  R.  Makepeace.  T.  L.  Wainwright.  E.  W.  Swift.  Alfred  U. 
Eddy. 

TERRITORY  COVERED:  The  coinpany  ia  licensed  in  Ga.. 
lU..  Mass..  Mich..  N.  C.  Pa..  R.  I..  S.  &.  Wis..  Me.  and  0. 


MERCHANTS  AND  FARMERS  MUTUAL  FIRE  INSURANCE 

COMPANY,  Worcester,  Mass. 

President,  J.  Stewart  Brown;  Secretary.  Harry  8.  Myrick.    Organised.  1846. 


Vn^ 

CM 

ASKtS 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

ins 

1»14 
»13 

$246^363 
247.711 
275.081 

$126,439 
127.860 
131.029 

$116,628 
108.519 
138.248 

$85,190 
85.828 
89.785 

$101,998 

99.399 

103.045 

$41,398 
67.450 
26.599 

$17,631 
23.378 
25.879 

$47,220 
34.798 
34.846 

$106,249 

125.626 

87.324 

$34,164 
72.579 
25.541 

Dbc.  31. 1915. 

Rcsiettte $60,000 

6300 

156,651 

CiA ,     8.089 

Afstfldbaees  ...         12.275 
htmrtsMlTeBts...  2,598 

Tetslamets $346,363 


LiABiLRisa.  Dwc.  31, 1915. 


Losses  unpaid 

Unearned  prems. . 
Other  liabilities.. 

Total  IlabiliUes. 
Surphis 


$2,063 

125,439 

2.233 

$120,735 
116,628 


Total $216,363 


l<et  saoot  of  umbers*  liafaifity.  Dee.  31.  $267.3 15;  underwrit- 
>^  profit.  $17J08;  investment  profit,  $7,701. 

BBS  AND  PREMIUMS:  Fire  risks  m  force,  December  31, 
131.460728;  pramnms  thereon,  $252,416. 

BU3INEBB  SINCE  ORGANIZATION:  Premiums  received. 
<t&r.33i;|QeMpaid.  $2,649,705;  dividends  dscUred,  oaah.  $1.- 

.  RE.U.  ESTATE  OWNED:  Consists  of  54tory  brick  building 
>^ftted  at  240  Main  st,  Worcester,  Mass.  Net  income  last  year, 
ttllL 

MORTaAGE  LOANS:  There  are  4  loans,  sffirccatang  $6,800. 
ptutatloJ  by  dweffing  property  in  Worcester,  Mass..  valued  at 
S11.M0.  There  was  no  interest  past  due  oo  December  31.  last, 
mi  the  eo^asy  hoUs  $8,960  of  insoranee  on  the  builcfings. 

BONDS  AND  STOCKS  OWNED:               Par  Market 

Boma.  Value.  Value. 

AaEr.'n.ATg.,1983.4H% $300  $324 

.^storit.  Olrc:,  19S3, 5% 7.000  7.070 

Bsy  State  St  By.,  1926,  5% 5.000  4.900 

B.  &  A.  R.R^  1985,4% 6.000  4,700 

B.AW.St.Ry..l928.4H% 6.000  5.520 

B.  *  8.  R.  R.,  1963, 4% 3,500  2.640 

C,R.I.ftP.Ry-]n4,4% 10.000  6.600 

C.  *  W.  lad.  R.  R.,  1962, 4% 5.000  4.000 

HsBitaDCa.Tcuul944,5% 4.000  4.240 

UtrthoroR.  1,1966.5% 5.000  4.950 

Gd,ig32.4H% 2,000  2,020 


Bonds  km  Stocks  Owwsd.— Ccmf. 
Boma. — Cont. 

Los  Anselra  Gss.  ft  El..  1939.  5% 

Memphis,  Tenn..  1945.  4)^% 

Met.  St.  Ry.,  1913.  6% 

M.  A  B.  St.  Ry..  1932.  4H% 

Minneapolis  Qs.  Lt.,  1930.  5% 

Nsshville,  Tenn..  1924, 4% 

N.  Y.,  N.  H.  ft  H.  R.  R..  1948.  6%. . . 

Omaha,  Neb..  1932.  4H% 

Omaha.  Neb..  1941,  4^% 

Peoria  Ry.,  1926.  5% 

Richmond.  Va..  1948. 4% 

San  Diego,  Cal.,  1927-31.  5% 

San  Francisco  Qs.  ft  El.,  1933.  4]/i7o-  • 
St.  L..  I.  Mt.  ft  So.  Ry..  1933.  4%. . . . 

Seattle.  Wash..  1931,  AH% 

So.Ind.Rv..  1951.4% 

Toronto,  Can.,  1948. 4% 


Stocks. 

Amer.Tl.  ftTg 

Buffalo  ft  Susquehanna  R.  R.,  p. . . 
Buffalo  ft  Susquehanna  R.  R..  com . 

So.  Pac 

Union  Pac.,  p 

Worcester  Tr 

Worcester  Gas  Lt 


Par 

Value. 

$4,000 

5.000 

3,000 

5.000 

4.000 

5.000 

5.000 

6.000 

5.000 

5.000 

5.000 

10.000 

4,000 

10.000 

10.000 

10000 

5.810 

1,500 
l.£00 
750 
200 
700 
800 
4.900 


Market 

Value. 

$3,800 
5.000 
2.910 
4,500 
3.960 
4.850 
5.850 
5.200 
5.150 
4,750 
4.650 

10.400 
3.840 
7.003 

10,000 
6,500 
4,614 

1.935 
900 
323 
212 
581 

1.818 
10,927 


Totals  (book  value.  $168.738) $183,990      $156,651 


MISCELLANEOUS:  Conflagration  tones:  Boeton,  1872, 
$400,000;  San  Francisco,    1906,  none;  Chelsea,  1008,  $40,350. 

DIRECTORS:  Alexander  H.  Bullock,  Charles  A.  Vaughan, 
Harry  S.  Myriok.  George  W.  Cook.  Charles  M.  Thayer.  Edmund 
L.  Sander^  J.  Stewart  Brown,  James  £.  Orr,  Thomas  E.  Sterne, 
Waldo  E.  Buck,  Wm.  H.  Sawyer.  Jr. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  H. 
Harriman.  special  agent  for  entire  field,  Worcester,  MasB.  Com- 
pany operates  in  Conn.,  Mass.,  N.  H.,  R.  I.  and  Vt. 
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MERCHANTS  AND  MANUFACTURERS  MUTUAL  INSURANCE  ( 
PANY,  Mansfield,  0. 

Pr<Bdsol.S.  N.Ford;  gfcntiry  udTnuunr.O.  W.  DeVinncm.    Orguuuil.  18TS. 
I      Cuiii      ri)n«med   I  Net  Caah  ;       C48h       I      Toiii      I      Loncg     I  Reliinied   I  "I'TottlEi-  i~ 


AiHTii.D«.31 

tt5.BSI    LoncauDpvd ll.StO 

e.gl3    UmnudpRiiia....        SO.BW 
S,WO    OtlwB.bffiti»,,..          1.1« 

TotollubilitiM...      123.091 
SunAu M.42S 

RISKS  AND  PREMIUMS:   fin  HAi  b  font.  Dmmbs  31, 

BUSINESa  SINCE  ORQANIZATION:    DiTideixli  dtttkm!. 


ViUu*. 

MuuEeld,  0 tie,WO 

Cbntluil.  O.,  Ix.  A  pk ig.«» 

Cuyibo^  Co.,  0 S.0OO 

Addyrton.  O..  M.  imp 1.000 

AAtabub,  0„  liT.  imp 10.000 

BcUun.  O. 8.000 

Bluffi™.  0.,  K J.000 

Middlcpcrt.  0..  r £.000 

St,  MvyV  Hy iOOO 

CtJumbtaO 

MmhUm-O 

BukStodE .. 


10^000 


MERCHANTS  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

Pnwlait  uh)  Tnunra.  W.  B.  MsBes;  Vw-PrtsdeDl  ind  SeatUzj.  Elattt  W.  &<>wn;  Autut  Ssntery,  Bowinl  I.  Lh. 


Net  imcrunt  o(  numbm'  luUlitj.  Da.  31.  tl.4I0.tH. 

RISKS  AND  FREMIUUS:  Pirarialaiii  rcrK  D«aob(r  31, 
tU,UZ,4Tt:  mmiuiiH  tbcnon.  t«t0,090. 

BUSINESS  SINCE  ORQAMZATION:  PrEUiiuiu  nselTsd. 
t8,000.»3ti  Una  pud.  tS73,3S0:  diridmdi  dedutd.  HIOT.TH. 

BONDS  AND  STOCKS  OWNED:  Market 

Boudb.  ViliM. 

UniM  Stuto  Gtn't.  n«..  1%.  ISU tXMft 

Rhode  tdud.  i..  n«..  3H%.  l^M 29,100 

Rhode  Uud,  ^.  rc|,  3%,  lejo S.80D 

C  MiL  A  St.  P.  R7.  c.  4H%.  1832 1,030 

C,  Mil.  *  St  P.  Rr.. «.,  S%,  aOH 1,378 

MiL  EL  Ry.  &  Lt.,  c.  S%.  ISEl 13,500 


Witorloni  Ll.  ft  Fr..  r.i%,lV 

ASstiLf  A  Siu.  R.  It  

Beech  t».R.R 

Cm.So.Ry ., 

CuFun  tSua.R  R 

CU.  1  E.  III.  n.  R.,  oq.  Ir.  Ml. . . 

Chi,  MIL  *  St- P.  Ry.,  p 

ChL,  Mil.  k  SL  P.  Ry..  eoa. . . . 

CW.  ft  Nwo,  Hy, 

Ctere,,  Cio..  Cbi,  ft  SI.  L.  I^.,  ; 
CI«Y,  Oi.,  CU.  4  St.  L,  Ry,  do 

D..  Hilbdik  ft  Sin.  R.  It 


tlSJSO 
2,22,'S 
12,200 


Mkkoniiig  Coal  R.  rI,  p 

MukittuRjr 

Minn..  St.  P.  ft  S.  S.  H.  Ry..  L 1. 


N.y.,L,ftW,Ry 

No.  Pm.Rt. 

PewB.  R,  R  

Pitte..B.ftL.ErieR.R..P 
PitH.,  B.  4  L.  E™  R.  B..  M 
Pitt*..Ft.W,ft  Chi.Ry.... 
IUhhIui  ft  Su.  R.  K 

St.  Louie  Br.,  2  B 

K^oEonice  Nkt'l  Bk,' Piar'.'. 


kttenon.  Ge 
;lii».HrNew 


REMARKS:  The  New 
■dmitted  h  >k  wt  in  tin 
valued  It  120,800  shich  wi 
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MERCHANTS  MUTUAL  FIRE  INSURANCE  COMPANY,  Towanda,  Pa. 

t,  E.  A.  StroQg;  Secretary,  George  T.  Ingham.  Organiied,  1805. 


TliK 

If  13 

Ifli 
1913 


CMh 

AjKtB 


Unewned 
Pttamums 


Net  Cash 
Surplus 


128.621 
22.881 
19.671 


128.335 
20,771 
19.521 


Cash 
Piremiumfl 

Total 
Inoome 

Loflses 
Plud 

Returned 
to  P'yh'rt 

Expenses 

115.116 
15,094 
14,202 

115,787 
16.706 
14.652 

85.506 

7350 
10.355 

1483 
467 
584 

K758 
5.907 
4.581 

Total  Ex- 
penditures 


110.740 
13.733 
15.520 


Losses 
Incurred 


|5JM)6 

7^50 
10.355 


Dbc.  31. 1915.  LiAULETon,  Die.  31. 1915. 

Ry.BoDdi...        S8.887    Lossesunpaid 120 

Ciah 17.708    OthfffiabUities.../.  266 

Agesti'baluees....  2.026  

Total  BabOHaee...  $286 

Surplus. 28,335 


Tfltel 


128.621       Total $28,621 


RISES  AND  PREMIUMS:  Fire  risks  in  force,  Deosmber  81. 
12.208.965;  premiums  thereon,  125,433. 

BUSINESS  SINCE  ORGANIZATION:  Ftaniums  reoeiTed, 
1160.488;  losses  paid.  $79,028. 

TERRITORY  COVERED:  Pft.  only. 

REMARKS:  Although  this  company  has  more  than  $25,000 
of  premiums  in  force,  it  is  ofaeo^ea  that  it  does  not  report  la 
unearned  premium  reserve. 


MERCHANTS  MUTUAL  INSURANCE  COMPANY,  Redfield,  S.  D. 


President,  S.  W.  Clark;  Secretary,  H.  P.  Packard.   Organised,  1895. 


Tiis    .AsKti 


Uaearned 
Premiums 


I»15 1  $5t003 
1&I4 ,  38.339 
1011 1       35.702! 


$10,694 
10.782 


Net  Cash  |      Cash 
Surplus       Premiums 


Total 
Income 


Losses 
Fkid 


$38,356 
44.938 
45,752 


$14,092 
27,461 
29.178 


Returned 
to  Fyh'rs 


$3,722 
1.259 
6.859i 


Total  Ex- 
Expenses     pmditures 


$11,550 
13,681 
14.387 


$29,364 
42.301 
60.424 


Losses 
Incurred 

$13,483 
27.461 
29,178 


AasRS,  Dae.  31, 1915. 


LUBILIIDEB,  Die.  31, 1915. 


Mortage  kaas... 
BecdiaBd  stocks. 

Ct&<tfdep 

Cbik 


D«  from  Cos. 


Total 


$18,670 
1.975 
21,100 
4.531 
1,003 
450 
3,364 


ui^Mid 

Unearned  prems. . 
Other  fiabOities.. 

Total  liaUfitaes. 
Snrphis 


$1,662 

10,604 

451 


$12,797 
38,296 


$51,093       Total $51,003 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$2,060,936;  premioms  thereon,  $40,973. 

BUSINESS  SINCE  ORGANIZATION:  Losses  paid,  $450,000; 
dividends  declared,  cash,  $250,000. 

MORTGAGE  LOANS:  These  loans  aggregate  $18,670  and  are 
protected  by  improved  real  estate  in  South  Dakota  vahied  at 
$49,400.  Company  holds  fire  insurance  on  the  buildings  of  $7,000. 


MERCHANTS  NATIONAL  MUTUAL  FIRE   INSURANCE  COMPANY, 

Fargo,  N.  D. 

President,  Lars  Christianson;  Secretary,  F.  H.  Wilder.   Organised,  1904. 


!     Csah         Unearned 
Tut'    Assets    ,  Premiums 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Losses 
Pdd 

Returned 
to  PVh'rs 

Expenses 

Total  Ex-* 
penditures 

Losses 
Inouned 

nu        $38.131 !         $28496 
»U          36.455           26,402 
1913          33,360           22.941 

$3,139 
3,397 
8.191 

$60,928 
61.601 
52,006 

$63,061 
65.168 
56.521 

$30,291 
34.743 
28,692 

$14,098 
12.300 
13.100 

$16,980 
15,240 
18,216 

$61,369 
62.282 
59,908 

$31,302 
39,135 
24,338 

Dbc.  31. 1915. 

B«ileilste $9,500 

C^of(kp 2340 

Ca* 13.085 

h^aam  balaaees. .  8,451 

Othcrsasrts 4,755 


LiABiums,  Dbc.  31. 1915. 

Losses  unpaid $6,600 

Unearned  premB ....        26.396 
Other  liabOitiefl....  1.996 


Total  liabilities. 
Surplus. ..'. 


Total 


$38,131       Total. 


$34,992 
3.139 

$38,131 


Kct  saout  of  members'  liability.  Dec.  31.  $72,763. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
t3.lH.51S;  pramnms  tbeieon,  $72,763. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeiTed. 
$412,558;  losses  paid.  $117,899. 

REAL  ESTATE  OWNED:  This  item  consists  of  farm  lands 
valued  at  from  $12,000  to  $15,000  carried  at  $9,569. 

MISCELLANEOUS:  In  1907  the  directors  of  the  company 
paid  in  $20,000  on  account  of  exoeerive  loeses  impairing  the  re- 
insurance reserve.  In  1909.  $6,700  was  paid  back  to  directors 
and  in  1913,  $5,360.  The  company  writes  surplus  lines  by  mail 
from  its  home  office  and  Thurber  s  office. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  L.  Thur- 
ber. Chatfield.  Minn.,  general  a^nt  for  surplus  lines  and  rdnsur- 
ance.   The  company  u  licensed  m  N.  D. 


MERRIMACK  MUTUAL  FIRE  INSURANCE  COMPANY,  Andover,  Mass. 

Pkcssdent,  Barton  8.  Flagg;  Vice-President,  J.  C.  Sawyer;  Secretary,  Frederic  G.  Moore.    Organised,  1828. 


Yl&B 

Cash 
Assete 

Unearned'    Net' Cash  |       Net 
Pkeminms       Sun^us    !  Premiums 

Total 
Income 

Loeses 
Pkid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 

»I5 
19U 

1913 

$307,111 
310535 
30t4&5 

$205,049]         $45,550 
226.132           16.421 
198.339           92.201 

$171,975 
183.360 
173,758 

$185,602 
195,270 
186.315 

$93,929 

155,142 

63,938 

$32,477 

28,620 
29.489 

$64,050 
59,217 
50.955 

$190,458 
242,979 
144,383 

$86,968 

156,066 

66.138 
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MERRIMACK  MUTUAL  FIRE  INSURANCE  COMPANY.  Andover,   Mass.— Conhnu^i. 


AflSKTB,  Dec.  31,  1915. 

Real  estate $2,771 

Mortgage  loans 117,480 

Bonds  and  stocks . . .  143,57 1 

Ck)Uateralloan8 200 

Cash 16.315 

Agents'  balances ....  22.487 

Interest  and  rents . . .  2,906 

Other  assets 1.381 


LiABiuTim,  Dbc.  31, 1915. 

$1,705 

205.049 

50,000 

4,807 


unpaid 

Unearned  prems 

Borrowed  mon 

Other  liabilities. . . . 

Total  liabOities... 
Surplus 


$261,561 
45.550 


Totalasseta $307,111       Total $307,111 


Underwriting  profit,  $31,149;  investmont  profit,  $13,989. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe.  December  31. 
$35,893,625;  premiums  thereon,  $406,999. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$4,482,808;  losses  paid.  $1,936,518;  dividends  declared,  cash. 
$1,504,868. 

REAL  ESTATE  OWNED:  Company  owns  a  lot  in  Everett, 
Mass.,  containing  28,659  sq.  ft.  and  earned  at  hock  vahie,  $2,771. 

MORTGAGE  LOANS:  These  number  67  and  aggregate 
$117,480,  and  are  protected  by  improved  residential  property 
situated  in  the  immediate  vicinity  of  Andover,  valued  at  $287,100. 
The  buildings  are  well  covered  by  insurance,  of  which  the  com- 
pany holds  $182^75.  On  Dec.  31,  last,  there  was  $5  of  interest 
past  due. 


COLLATERAL  LOANS  are  as  follows: 
SBcuflJTris. 

Montana  Power  Co.,  1  A  r 

American  Agri.  Chem.  Co 

Puget  Sound  Tr.  &  Lt.  Co 

BONDS  AND  STOCKS  OWNED: 
Bomw. 

Andover,  Mass.,  wat.,  1919,  4% 

Andover,  Mass.,  wat.,  1923,  4% 


Market 

Vahie. 

$990 

965 

2,970 

Vv 
Value. 
$8,000 

3,000 


Amount 
Loaned. 

200 


Market 

Value. 

$8,000 

2,970 


Bonds  and  Stocks  Own bd. — CorU. 
Bonds.— Con/. 

Andovo*.  Mass.,  wat.,  192S,  4% 

Atch..  Top.  k  St.  Fe,  1, 1958.  4%. . . . 

Bangor  A  Aroos.,  eq.,  191S.  5% 

Boston  &  Albany.  1933.  4% 

Chi.  &  Nwn..  s.  f.,  1929,  5% 

Chi.  Rys.,  1. 1927,  5% 

CW.,  Ww.  A  Minn..  1.  1916,  6% 

111.  Cent.,  1,  1951,  4% 

N.  Y.,  Chi.  A  St.  L.,  d..  1931,  4%. . . . 

So.  Pac..  1.  v..  195,5,  4% 

Worcester  Cs.  St.  Ry.,  1927.  5% 

Boston  Elev.,  1937.  4H% 

N.  Y..  N.  H.  A  H..  d.,  1956,  4% 

Pac.  Tl.  A  Tg.,  1937,5%. 


Am.  TI.  A  Tg.,  col..  Ir.,  1939,  4%. 
N.  E.  Tl.  A  Tg..  col..  1929,  4%. . . 


Abinffton,  Mass.,  wr.,  1934,  4% 

Cleveland.  0..  st.  imp..  1917.  5% 

Omaha.,  Neb.,  sr..  1933,  4^% 

Pawtucket,  R.  I.,  wr..  1923.  4% 

Portland.  Ore.,  dk.,  1943,  4H% 

San  FVaneisoo,  Cal..  Gy.  St.  A  Ry..  1927, 

im> 

Seattle.  Wash.,  1924,  4H% 

Minneapolis,  h.  so..  1944.  4% 

Bristol.  Conn.,  1939.  4H% 

Seattle,  1921,  4H% 

Int.  Bor.  R.  T.,  1966,  6% 

Stocks. 

Andover  Nat.  Bk 

Merchants  Nat  Bk 

Amer.  Tl.  A  Tg.  Co 


Pw- 

Market 

Valuc. 

Vahif. 

KOOO 

$J.9i0 

laooo 

8.900 

2.00O 

21000 

3.000 

2350 

4.000 

4jm 

3.000 

2.910 

5.000 

5.000 

2.000 

MOO 

10.000 

8,400 

10.000 

91000 

2.000 

2.000 

10.000 

9.900 

10,000 

8.100 

3,000 

3.000 

12,000 

10.010 

2,000 

•    toso 

3,000 

S.000 

1,000 

1.010 

3,000 

3.090 

2,000 

1.910 

6,000 

5,300 

2,000 

2.000 

l.OQO 

1.000 

1000 

3.920 

3.000 

3.150 

2,000 

2.000 

2,000 

1.960 

4.900 

7.350 

800 

1.200 

8.900 

11.481 

Totals  (book  value.  $147.156) $145,600      $143,571 


TERRITORY  COVERED:  The  company  is  lioeoMd  io  Cooiu 
Mass..  Me.,  Ind..  N.  H..  R.  I.  and  Vt. 


MICHIGAN  FARMERS  MUTUAL  FIRE  INSURANCE  CO.,  Yale.  Mich. 

President,  Thomas  Grimes;  Seeretary,  Norman  B.  Herbert. 


YmAR 

Cash 
Assets 

1915 
1914 
1913 

t$29,667 
23,881 
23.695' 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Pkid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

$26,823 
28.416 
25.082 

$3,844 

—5.535 

—2601 

$15,351 
15.839 
12.383 

$16,528 
17.323 
13.066 

6,000 
15,498 
12.388 

$98 

3.500 

107 

$4,244 
2.031 
9.002 

$10,342 
21,039 
13.597 

S4.756 
1M96 

12.338 

t  Includes  uncollected  assessments  $11,052. ' 

ASSETS  DEC  31, 1915:    Mortgage  loans  $23,075;  cash  $592. 
Total  assets  $29,667.   Ljtbi'ittw    Unearned  prems.,  $25,823. 


RISKS  AND  PREMIUMS: 
$5,360,285. 


Firs  risks  in  foroe,  December  31. 


MICHIGAN  MILLERS  MUTUAL  FIRE  INSURANCE  CO.,  Lansing,  Mich 

Pnadent  Robert  Baikd;  SMKtwy,  A.  D.  Baker.  Orgutiml,  1881. 


Ybar 

Cash 
Assets 

Unearned 
Premhims 

NetCa^h 
Surphis 

Cash 
ftemiums 

Total 
Income 

Losses 
Fkid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

1915 

$1,470,757 
1,399,347 
1,409.919 

t$718,722 
t783.647 
1693,173 

11654.284 
t505,601 
t643,419 

$691,333 
816,751 
811,627 

$758,443 
884.232 
868,932 

$455,006 
620,535 
368,071 

$245,415 
295.325 
314.418 

$700.4211 

1914 

915,803 

1913 

682.489 

Tueui  yu 

$«45.04« 
04S.0U 


t  Includes  guarantee  deposits.        {  Includes  premanent  fund. 


AsscTB,  Dsc.  31, 1915. 

Real  estate $10,000 

Mortgage  loans 882,677 

Bonds  and  stocks . . .  403,572 

Cash 81,706 

Agents'  balances. . . .  71.008 

Interest  and  rents . . .  19,839 

Other  assets 1.957 


LiABiums,  Dec.  31, 1915. 

Losses  unpaid $87,222 

Unearned  prems. . . .  558,983 

Guar.  dep.  reel 159.759 

Other  liabilities 10.529 


Total  assets $1,470,757 


Total  HaUlitiee...  $816,473 

Pennanent  fund 200,000 

Net  surplus 454.284 

Total $1,470,757 


Net  amount  of  members'  liability.  Dee.  31,  $2,299,402. 

Undenmting  profit,  $82,684;  investment  profit,  $55,999. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$113,822,196;  premmms  thereon,  $1,259,650. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  nsodved. 
$9,173,115;  kMsee  paid,  $5,573,716. 


REAL  ESTATE  OWNED:  Conasts  of  brick  office  baikfinc 
and  lot  located  at  120  West  Ottawa  St.,  Lanmng;  book  valve, 
$10,000;  net  income  in  1911.  $1,818;  in  1912.  $1,818;  in  1913, 
$939:  in  1914,  $1,253;  1915,  $438.  Rental  of  nxee  ooeniwl 
l^  company.  $1,200. 

MORTGAGE  LOANS:  There  are  148  kaas  anr«tatiiig  SSS2.- 
677.  beins  in  all  first  liens  on  real  estate  situated  eG«fly  in  liiwng, 
Detroit,  Battle  Creek.  Saginaw,  Holland,  Peoria.  BfUwaakee  ud 
Chicago,  valued  at  $2,201,442.  There  was  $420  of  iotenat  pMK 
due  on  December  31,  last  The  company  holds  $1,100,425  ct 
insurance  on  the  buildings. 


BONDS  OWNED: 

Alpena.  Mich.,  wat.  wks.,  1925-34,  5%... 

Cheboygan,  Mich.,  r.,  1933,  5% 

Coopersville,  Mich.,  wat.  wks..  1916-30. 

5%. 

Durand,  Mich.,  wat.  wks.,  1989.  5% 

Grand  Haven,  Mich.,  sr.,  1917.  5% 


Vahie. 

$37,000 

3.000 

7.500 

4.000 

10,000 


Vahn. 

$391,020 

ZOTO 


7.: 

4J 
10.100 
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MICHIGAN  MILLERS  MUTUAL  FIRE  INSURANCE  CO..  Lansing,  Mich. —ConHnued. 


B<»DB  OWTIXD.— <7«lli. 

Oud  lUpids.  Midi.,  big  dHch.  1016. 4% 
Batsaagx  Mieh^  st.  imp..  1016-10.  4%.. . 
HdhiM).  Midu  wat.  wtaL.  1016-17.  5%.. 
Idaca.  N.  Y.,  r.  vat.  wka.,  1042.  4  Vi%. . 
KaDsasCr^  Jdo.  no.  pk^  1010.  7%. . . . 

lAcob.  N«fcu  sn.  r..  1017. 4% 

Insag.  MielL.  8&,  1016-17.  6% 

Bfidkad.  Mdu  r..  1018-23.  4% 

Mast^xnoT  Oc   TeniL,   hwy..   1035. 

KwinJt  N.'y!,  ^  'iriii;  iwid,  4% . .' '. 
Sew  York  Cy:— 


:of 


RmidTfunit  R.  R.  1063, 3H  ^ 

Food. iL  ft  pk.  opemng.  1053.  34%. . 

Bi^Maa.ftBklrn..  1053.3H% 

Staftf  CarxKcie  Eb.,  1063.  3H%. . . . 
Ncrthrile.  Mkh^  wst.  wks..  1022.  5%. . 

Partlud.  Mick,  d.  It.,  1016.  5% 

Kkkboi  MidL,  K.,  1016-26.  5%    

Skepkoi  Mich,  mi.  wkL,  1024-38.  5% 
Smme.  N.  Y..  nan.,  1026^0.  4H%. . . 
Sl.Ch».Miek,gB.^  1022. 4H% 


Par 

Market 

Vahie. 

Vahic. 

110.400 

110.400 

6.250 

6.222 

6.000 

6,030 

6.000 

6,090 

85 

85 

5.000 

4.050 

2.060 

2.008 

20.000 

10,700 

25.000 

24.250 

60.000 

40.500 

26.000 

22.880 

25.000 

22.000 

4.000 

3.520 

2.000 

1.760 

20.000 

20.600 

6,000 

6.000 

5.000 

5.085 

14.500 

14.880 

50.000 

51.080 

5.000 

4.050 

Bonds  Owmo.—CotU. 

Schenectady.  N.  Y.,  a*..  1018-27.  4H%  . 

Windsor  A  McKbley.  Mich.,  ic,  101ft- 

23,6% 


Book 

Value. 

850,000 

4.200 


Market 

Value. 
151,200 

4,316 


Totab  (book  Tahie.  $404,785) 1404.785      $403,572 


MISCELLANEOUS:  Statements  according  to  Michinn  stand- 
ard. Conflagration  kMsee:  Baltiaiore.  1004,  $16,000;  San  frvk- 
dsoo,  1006.  $5,847. 

DIRECTORS:  Robert  Henkel.  C.  B.  Chatfield.  B.  W.  Jenki. 
C.  J.  DeRoo,  A.  D.  Baker,  G.  F.  Allmendinger,  David  Stott, 
W.  S.  Rowe»  G.  H.  Amendt. 

HELD  MEN  AND  TERRITORY  COVERED:  Agency 
managers:  C.  H.  Cole.  Seattle,  Wash.,  for  Wash.,  Ida.  and  Ore.; 
H.  M.  Giles,  MinneapoUa,  Minn.,  for  Minn..  Wis..  Mont.,  N.  D., 
and  8.  D.;  C.  H.  Ri<bway,  Kansas  City.  Mo.,  for  Mo.   The  com- 

Bay  is  licensed  in  Ida.,  ID..  Ind.,  Mikss..  Mich.,  Minn.,  Mo., 
onVN.  Y.,  N.  H..  N.  D.,  Ore..  0.,  Pk.,  8.  D.,  Wash..  W  Va. 
and  WM. 


MICHIGAN  MUTUAL  TORNADO,  CYCLONE  AND  WINDSTORM 

INSURANCE  COMPANY,  Hastings,  Mich. 

President,  W.  E.  Hale;  Secretary,  D.  W.  Rogers.  Organised.  1885. 


1 
Tut. 

Cadi 
AaiBla 

Unearned 
frenuuns 

Net  Cash 
Surphis 

Cash 
Ftaniunis 

Total 
Income 

Losses 
Pkid 

Returned 
toFyh'rs 

Ezpensss 

Total  Ex- 
penditures 

Losses 
Inenrred 

»U 

18.210 

$4,010 
50.885 
40.073 

$35,564 
136.040 
263.724 

$35,570 
130.077 
264.371 

$32,044 

83.243 

180.022 

$27,233 
28.000 
65.408 

$50,277 
112.213 
254.430 

$27,254 

1114 

51,660 
481073 

$70 

70.466 

]»13' 





180.029 

ASSETS  DEC.  31.  1015:    Real  otate,  $6,000;  cash,  $2,210. 
Total  MKti.  $8JID. 
UABIUTIES,  DEC.  31. 1015:    OfBeers  salaries.  $3,000. 


RISES  AND  PREMIUMS: 
cember  31.  $124,204,428. 


Windstorm  risks  in  force,  De- 


MIDDLESEX  MUTUAL  ASSURANCE  COMPANY,  Middletown,  Conn. 

President,  0.  Vincent  Coflfin;  Secretary.  Daniel  W.  Chase.    Organised,  1836. 


1914 


Uneamed   i   Net  Cash  !       Cash 
IVemiums       Surphis       Premiums 


$1.I«1110 
1.1381828 
1.1191935 


$217.4041 
207,445; 
202.057! 


$020,301 
016.305 
006.065 


$144,011 
136.044 
120.846 


Total 
Income 


$106,800 
104.280 
185.372 


Pkid 


$03,587 
84.253 
63.307 


Returned 
to  Fyh'rs 


Total  Ex- 
penditures 


$67,222 
70.388 
66,220| 


_  Dk.  31.  1015. 

Jolertate $147,000 

|«n*..  940^178 

ft* 57.106 

iffatit'faahnecf...         15,814 
iBtoBtaBdRBts...  3  732 


LuBiutras,  Dk  31. 1015. 

Losses  unpaid $11,467 

Unearned  prems....       217,404 
Other  liabilHies....  5,047 


Total  Kal>a.tiM...     $234,818 
Surphis 020.301 


Total 


$1,164,110       Total $1,164,110 


BISK3  AND  PREMIUMS     Fto  risks  in  force.  December  31, 
ti30?9.7B0-prcBiinmst]Meon  $421,342. 

R£AI  ESTATE  OWNED:    Consists  of  improved  real  estate 
M  STiddktovn.  iwket  vahie,  $147,000.    Book  rahie.  $150,000. 


BONDS  OWNED: 

Caai,3H%.l«4 

Cobb,  4%.  1086 

fctfad^Cam.  4H%.  1083. . 
1922 


1036. 


Marfea.  Com.  4^%. 

MmosapeSa,  4%,  !«2. 

J<TOt  Cobb.  4Ji%.  1930.. 
tfttt«^N.J,4i,l«3... 
PGrti-iC^  ZH%,  1019. . 

;-ASa^RR,4%.1063.... 
Ber.AC  R  *  Na.  5%,  1934 . 


^4E.I1L5%1937 

^  M9.^8d.  P.  RR..4H%.  1889. 

Oa,  lad.  4  W.  R  R.  4%.  1953 

^,  lai  A  W.  R  R,  5%.  1966 

CC.C.ftfit.L.4%.1989 

U.Pafc4  8.qy.,7%,1917 


Book 

Market 

Vahie. 

Value. 

$25,000 

$25,000 

50068 

52.000 

iai8o 

10.100 

ia503 

10.500 

10.406 

10.300 

5.106 

5.100 

9.674 

0.800 

10.100 

10.100 

15.000 

14.400 

26.000 

24310 

40.000 

36,800 

4.550 

5.250 

21.050 

20,200 

30^000 

24.800 

4.062 

5.150 

10000 

5.000 

3.000 

3.000 

40.000 

34.600 

10,000 

10,600 

BoMoa  OwNKD.— Conf. 

K.  C.  F.  &  8.  A  M.  R  R  4%.  1036. 
L.  8.  k  Mich.  So  R  R.,  4%.  1031. . . 

L.  A  N..  un.,  4%.  1040 

Mil..  S.  A  N.  W.  R.  R.  4%.  1047. .. . 
Mo.  Pte.  A  Ct.  Br.  R  R.  4%.  1910. 
N.  Y..  N.  H.  A  H.  R.  R.  6%.  1048. . 
So.  P.,  M.  A  M.  R.  R,  6%.  1933. . . . 
St.  L..  I.  M.  A  So.  R  R.  5%,  1031 . . 

Continental  CoaL  5%.  1052 

W.AB  Douglas,  6%.  1917 

Pkc.  TL  A  Tg..  5%.  1937 

Un.  Tc.  A  El..  5%,  1933 

Stocks. 

A •  1 .  A  9.  re  It.  xC..  n.. 

19.  QC  v/.  IC.  K.f  p • 

B.  A  0.  R  R..  com 

Bnf .  A  Sus.  R  R..  n 

Buf.  A  Sus.  R  R.,  com 

Chi.  A  N.  W.  R  R  ,  com 

Cni.  AN.  W  R.  R,  n 

in.  Cent.  RR 

L.AN.RR 

N«  I ..  N.  H.  A  H.  R.  K 

Penna.RR 

Un.PM 

Cent.  Natl  Bk..  Conn 

let  Nat'l  Bk.,  Conn 

Middletown  Nat'lBk..  Conn 

Middlesex  Co.  Nat'l  Bk.,  Conn 


Totals. 


$160,800 
154.641 
120.527 


Losses 
Incorrad 


$05,068 
86,578 
62.76$ 


Book 

Markrt 

Value. 

Vahie. 

$12,000 

$0,240 

40.000 

37,600 

40.000 

38,000 

0.350 

0.200 

10,000 

6,100 

25.100 

20.116 

25.000 

30.000 

5.000 

5  100 

12.000 

6,000 

5.000 

4750 

0.000 

10.000 

10,500 

10,000 

20,918 

2a350 

1,680 

1.860 

3,150 

4.306 

1.050 

1.755 

75 

645 

65.000 

87.750 

10.000 

17.300 

32.498 

32.400 

28.600 

31.080 

114,375 

77,462 

84.700 

100.360 

20.000 

27.800 

2.250 

2.550 

4.000 

3.680 

11.250 

15.750 

4.200 

3.402 

$943,092      $940,378 


TERRITORY  COVERED:    D.  W.  Camp, 
Conn.,  Middletown,  Conn.   Conn.  only. 


agent  for 
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MIDDLESEX  MUTUAL  FIRE  INSURANCE  COMPANY.  Concord,  Mass. 

Piwlat.  Pnacgtt  Keyti:  Staiivy,  Adima  Tolnmn,   OndniMd.  1839. 

'""'I'CMh      lUmKnedl  NtlCi*  I      "Ciili  "    I  "  "ToUl  "I"    LoMi     I  R«tuti«j"l"  "VtoiUEi-"! 

Yui     Aaet*       Praniucu       3uip1iu       Pnmiuiu       liioiniH  Pud         to  fjh'a      £ipuaca 


iv¥.'»<J    Unpttid  Dtt 

3.]a0    OtbetliituHtM... 


NM  hdoui]!  at  niirabn'  labUity.  D«.  31.  ITTD.IM. 
Ulldirwriliiia  profit  r7,*71;  invstmont  profil,  K7AK. 
REAL  ESTATE  OWNED:  Cwdita  of  [ianiwi)''g  borne 


MORTGAGE  LOANS:  Thm  in 
ZSO.  vol«cl«d  by  imFrored  ml  h 
tkIuh  It  CDUidcnbly  ov«  double 


l>>wtuc 


I.  R.  1..  1U 


Stuoford.  Ciian..  19:lft,  4' ;  . 
WoonHckH.  R.  1.,  1024.  <'"  .. 
N™  HribOn,  Conn..  lUS".  4'i. 
B<ItR.R.AStl[.Yda.,  1m<.,1< 
B.  *  A.  R.  R..  IW3,  *'i.  .  ... 
B.  »  L.  R.  R.  1833.  3ii%  ... 
B.4Me.R.  R..  nm-lfj-o  . 


unount  lofcoed  IhtfwCL. 


iD.ooa 

<U)00 
10.000 


BOHH  OWHED.— CiM. 


m% 

CSn..  H;  4  D.  R.  R_  1«a  STd 

CiPitu.  Pi.  IM»M.  3H%.... 

C.*M.R.R-1920,4%. 

Conn.  4  P.  R.  R.,  19*1.  *% 

E.  4  Kita.  Pb.  R.  R..  IMO.  3!i%.. 
Hunilten.  Ont.,  3l.  Ry.,  1920,  i<i% 

J,  F.  4  C.  R.  R,  IMS.  4% 

L.  8. 4  Mich.  So.  I  m.  1997. 3tj%. 


Uwtit 

Vilee. 
I11.U0 

S.MO 

7jao 
M.9in 
luoo 

ZLIM 


L.  Ii..  Ni 


P..  R.  R..  I 


M.  4  M,  N.'  Y.'k.  R.  a..  IMI,  4% 


tt  Kw.  I! 


L,  1927. 4 


Old  Colony  R.R,  IS ,  

Prav.  4  W.  R.  R,.  1947,  4% 

RcpnUioD  Vtl.  R.  R,  1919.  «%. . 
Sl  P,  M.  4  M.  R.  R,  1933. 4'i'"i, 
Sioui  Cy.  4  Pu.  C.  4  Nm.  Ry.. 

3(5% 

Tm.  R.  R.  An.  ot  St.  U  1939. 41 
Uniud  Tc.  4  EL.  Prot_  1933.  S^i. 

Wat  End  St.  Ry.  1932.  4% 

AD«r.TI.4Ti.,  l»M,4'!t 

Anw.  Tl.  4  Tg.,  1933,  414% 

Wntera  Tl.  4T|.,  1931  B% 

ToUk  (book  v^ue,  M3S.Z3S). . . 


9.m 

tomal  uoit.  CoDccrd,  Mul,  tor 
omtaVlha  New  Eagknd  lUtei 


MILL  OWNERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Chicago, 

Prndent.  H.N.  Wide;  B«rMvy.PlulipJ.Ht]li.    OrgmiHd.  JS95. 

~     I     Ciih      I  Vnanwd  I  Net  GHb  i        Net       I      ToUl      i      Lamm        Relurmd  I   Toul  Ei-  :      Lou 

Vud     Aiwti     I  PnBhuu       Sunlui     <  Prsmimi       luume     '       Piid         to  F'vh'n      Eineus   '  nadiliiKi      luw 


19IS       1172,423 


172.813         184.478:       1122,27 
7S.430!  92.1137!  i24,u 

89,14SI  87.2781         IH.JO 


1 130,79 

io«i      ie2!co 

3L  I  VIS. 

72.363 


D.  1 148.844. 

ilNCE  0RGANI8ATI0.1:         

9  pvd.  t201,24!:  divideibdfl  dedind. 


BONDS  OWNED: 


Cun.  n.  4M%. . . 

aimio,4% 

CUoMO  Elctk.  9%. 


.1        129,459         I 

'\ ioK   _ii9!iM 

BoHH  Ow!™D.-Co»r 
EniHUin.  UU  4'' 


t1«,7S0 


1141,  lU 
_  149!  131 


GiMwLoit,  ilj'l,..., 
Grundy  Co..  III.,  S'-t. . . 


D,  III.  V, 


StetUni.  Ul 

UbwiJetn  Ll,  4  Pr 

Cbicuo  Ry.,  ter  i ............. . 

Dirile  a.  Ry.  4  Ll 

Diyton  Gia  fi% . 

Mieli.SUWTI„i="r  

Sin  Di<«o,  Cil.,  C>.  Gu  4  El..  5°; 

Si.  L.  4  8.L.  R,  R.,»q.,  S'"£ 

Teu.  Power  Lt.,  5'-; 

W»t«niUn.Gu4EI.  I'i  

Tolib  nook  nlue,  tl59,«82) . . . 


27JM 

tMB    ' 

i.7» 


tlSt.001)      %ti3.7Jt 


MISCELUNEOVS: 
tlM. 
FIELD   MEN    AND   TERRITORV 

Rimell,  Detroit  Mieh.    The  < 
of  the  Rocky  Mo 


be  pompny  opf 
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MILL  OWNERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF  IOWA, 

Des  Moines,  la. 

PKaideDt,  H.  J.  Benscm;  Secretary,  J.  T.  Sharp.    Organiied.  1875. 


TliB 

Caah        UiMvned 
Aaete    ■  PMshniia 

Net  Cash 
Surplus 

Cash 
PremhimB 

Total 
Income 

Loses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
peodituies 

Losses 
Ineumd 

191S 
1914 

95521053         156.824 
495,227          178.559 
478.063          161.322 

8356,844 
310,736 
314.148 

8230.111 
100,062 
108.644 

*t262,7D7 

*218,660 

2ia018 

1126.220 
149,087 

116,388 


852.958 
41.783 
33.653 

1105.666 

•190.870 

183.255 

1126,680 
153,650 

1913 

149.602 

145.682 

*  Riclodai  depoBiM  reeeired  and  returned. 


CM 


AsBRs,  Dbc.  31, 1915. 

..  $450,750 
44.245 
15.011 
29,022 
13.025 


LuBnimB,  Die.  31, 1915. 

Losses  unpaid 86,577 

Unearned  nrems....        56,824 
Other  Ubffities....  5.602 


Totalliabilities...  869.003 
Guarantee  deposiU.  126,206 
Surphu 356,844 


Total 


8552,053       Total 8552,053 


Xci  aacNDt  of  members'  liabilhy.  Dee.  31.  8340.942;  under- 
viitiag  prafit,  830.882;  investment  profit.  $22,624. 

RBKBANDPREMTCMS:    Fire  risks  in  force.  December  31. 
$11,131,075;  proniums  tbereon.  $113,647. 


BUSINESS  SINCE  ORGANIZATION:  Premiumi  Teoored, 
$3,204,360:  losses  paid,  $2,365,466;  diridends  declared.  $31,665. 

MORTGAGE  LOANS:  There  are  83  lous.  aoresatins  $45fr- 
750.  all  first  liens  on  improved  Iowa  fsrms,  valued  at  $1,541380, 
and  on  which  the  company  holds  $117,575  of  insuraaee.  There 
was  no  interest  past  due  on  December  31,  bst 

DIRECTORS:  L.  M-  Maoy.  J.  T.  Sharp.  H.  J.  Benson.  I.  W. 
Shamhangh,  R.  L.  Wood. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  H. 
Ryerson,  0.  R.  Van  Dyke  and  W.  P.  LittlefieM,  inspectors.  The 
company  accepts  flounns  mill,  elevator  and  fsetorv  risks  from 
any  State  in  the  United  States.  It  is  licensed  in  Ul^^Ind.,  la^ 
Mum.,  Moh  N.  J.,  N.  Y.,  0.,  Pit.,  Tex.,  Wash,  and  Wis. 


MILLERS  MUTUAL  FIRE  INSURANCE  ASSOCIATION  OF  ILLINOIS, 

Alton,  III. 

president,  H.  B.  Sparks;  Seeretary,  O.  A.  McKinney.   Orsanised,  1877. 


Ts&a 

C^ 
AsKts 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Loeaes 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

UU 

$662,856        $122,645 

84J».2O0 

$316,647 
204.334 
260.194 

$342,230 
316.879 
280.088 

8173,424 
189.353 
206,659 

$00,472 
65,173 
56,874 

$342,886 
264,526 
363,533 

1235,975 

1914 

548^997          100.285.         422.112 

201,323 

1913 

486.106 

00,464 

385.860 

210,707 

Dk.  31, 1915.  LLiMLmBB,  Die.  31, 1015. 

$10,046    Lossesvnpaid $60,002 

520.845  Unearned nems...       123,645 

86,371    Other  fiabOitiss 8,000 

15,788  

btmst  and  rents...          0.651  Total  liabifitiss. . .     $100,647 

OtbffSMts 1.155    Surphis 453,200 


Bol 

MDC 

CM 


Totsl 


$652,856       Totel $652,866 


Net  ansont  of  membere'  liafaili^.  Dae.  31,  $1,930,584. 

UsdnritiBc  profit,  82;465;  investment  profit,  $28,633. 

BISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
I35^C».064:  praumns  thoeoB.  $223387. 

BCSIKEBS  SINCE  ORGANIZATION:    Premiums  reeeived. 
$1941.880;  losses  paid,  $2,706,066. 


REAL  ESTATE  OWNED:  Consists  of  office  buikfing  and  tot 
situated  at  12  West  Third  St.,  Alton,  111.,  to  whieh  imncovements 
and  additions  have  recently  been  made.  Book  vahie,  $10,046. 

BONDS  OWNED: 


School , 

Municipal  and  County. 

Railroad, 

General  unprovement.  < 
Special  Road 


Pte 

Market 

Value. 

Value. 

$238,750 

8244.330 

151,500 

152,402 

85.000 

70.375 

10.900 

80,017 

42,000 

42,680 

Totals $537,150      $620,844 


INSPECTORS:  T.  M.  Van  Horn,  Ctia^  IlL;  C.  W. 
Pitasimmons,  JaekaonviOe,  HI.;  H.  A.  Bnnnagil  and  Jno.  A^ 
Bimuna«i],  Wichita,  Kan.;  RoUie  Watson,  State  aisnt,  Wichita,  Kan^ 


MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Harrisburg,  Pa, 

president,  John  M.  Hayes;  Secretary.  B.  K.  Huntsincer.  Organised,  1888. 


11^    Aaets 

Uneanied 
IVoniums 

Net  Cash 
Surplus 

Cash 
ftemiums 

Total 
Ineome 

Losses 
Fteid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

L06S68 
Incurred 

1915  '    $l6il20 
1914        4381133 
IIB        387.237 

$140,920 
147.673 
148,642 

$208,310 
240,774 
229.020 

8182.424 
187.176 
185.248 

$211,500 
215.336 
207.969 

$87,252         $46,615 

109.440           41,039 

79.854           41.380 

$26,226 
24.8.'>3 
18,981 

$160,087 
185,332 
140.215 

$83,147 

123,556 

79,854 

Beadi 

Ckik... 

laktot 


Total 


Dk.  31, 1915. 

...      $86,400 

...       310.420 

57,558 

7.785 

1,867 


LuBiunH,  Die.  31, 1915. 

Losses  unpaid $15,200 

Unearned  jprems. . . .       149,020 
Other  btbifities....  700 


Total  liabilities. . .     $165,820 
Surphis '208,310 


$164,130       Total $464,130 


Net 


of 


liabiHty,  Dee.  31.  $1,518,008. 


BISKS  AND  PREMIUMS:  Fire  risks  m  foro^  December  31, 


$8,858,815;  prenuuma  thereon,  $1,791,230;  deposit  premiums  th«e- 
on,  $182,150. 

BUSINESS  SINCE  ORGANIZATION:    Premhmis  received, 
81.208,672;  losses  paid,  $1,007,548. 


MORTGAGE  LOANS:  There  are  20  kmns,  aorc^ting  886,- 
400.  protected  b^  improved  real  estate  valued  at$160,000.  The 
company  holds  insurance  on  the  buildings  for  $111,000.  There 
was  $100  of  interest  past  due  on  December  31,  hst 


BONDS  OWNED. 


Gary  A  Int.  Ry..  Ikr 

Hutchinson  wat.,  Lt.  k  Pow.,  1  m. 


Par 
Value. 
$5,000 

4.000 
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MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY    Harrisburg,  Psl.— Continued. 


Boxoe  OwHZD.—Cont. 


Lanadale  Wat.,  1  m 

Lehigh  C.  &  Nav.,  (a 

New  Eng.  Pr.,  1  m 

So.  Sierras  Pr.,  1  m 

Va.  Ry.  A  Pr.,  1  m 

Wis.  Rv.  APT.,  1  Ar 

Annville  Wat.,  1  m 

E.  A  East.  £1.  Ry..  Im 

Twin  State  Gas  A  El.,  cv.  g.  n. 
Col.  El.  Lt.,  Ht.  APr..  Im... 

Niag.  Lt..  Ht.  A  Pr.,  Im 

Pitts.  Tm.  W.  A T.,  1  Ar 

S.  Car.  Lt..  Pr.  A  Rys.,  1  m 

Conn.  R.  Pr.,  1  m 

Gary  Conn.  Ry.,  1  m 

Geo.  F.  Lasher,  1  m 

L.  A  No.  Ry.  A  Ltg.,  1  m 

Atl. AB. Ry.,  Im 

Chi.  A  W.  Ind.  R.  R„  cs 

Col.,  Wy.  A  E.  Ry.,  1  A  r 

Pbila.  A  R.  C.  A  I.,  gn 

Wichita  Falls  A  Nwn.  Ry..  1  m . 

N.ASo.  R.R..  1  Ar 

D.  A  S.  L.  R.  R..  eq 

Mo.,  Kui>  A  Tex.  Ry.,  1  m — 

C.8.  L.  Ry..  Im 

Ala.,  Tenn.  A  No.  R.  R..  car  tr. 

CoU  Wyo.  A  E.  Ry..  gn.  in 

Lehigh  Val.  R.  R..  cs.,  4H%. .  • 

Lehigh  Val.  R.  R.,  4% 

Van.  Ry.,  1  m 

Chi.,  T.  H.  A  So.  E.  Ry.,  1  A  r. 
Mason  Cy.  A  Ft.  D.  R.  R. 


Par 

Value. 

15.000 
5,000 
6.000 
5.000 
5.000 
3.500 

10,000 
5.000 
5.000 

10,000 
5,000 

10,000 
5,000 
5,000 
5.000 
7,000 
4.000 
5.000 
5,000 
500 

25,000 
5,000 
5.000 
5.000 

laooo 

5.000 
5,000 
5.000 
10.000 
5.000 
5.000 
5.000 
5.000 


BoiTDB  Owned. — CotU. 

L.  A  New  Eng.  R.  R.,  gn 

So.  R.  R.,  lea 

III.  C.  R.  R.  A  C.  St.  L.  A  N.  0..  1  A  r. 

Swoyersville.  Pa 

Mercer.  Pb 

San  Dic^o.  wat 

Morgan  Co.,  Tenn.,  rd." 

Pittsylvania  Co.,  Va.,  rd.  A  bg 

Tasewell  Co.,  Va 

Grove  Cy.,  Pa.,  wat 

Manchester,  Va.,  sc 

Lemoyne,  Pa.,  sc 

Danmore.  Pa.,  gn.  imp 

Luserne  Co..  Pa 

Dunmore.  Pa.,  sc 

Statesville.  N.  C,  f 

Houston,  cy .  hg.  se 

Knoxville.  Pa.,  r 

Denver,  Colo..  £.  pk.  dist 

Mt.  Aiiy,  N.  C,  r 

Avoca,  Pa 

Susquehanna,  Pa.,  so 

Bijou  Irrig.  Dist,  Colo 

Connellsvule,  Pa.,  sc 

Riverade  Irrig.  Dist 

Waynesboro,  Fa.,  sc 


Par 
Value. 
$5,000 
5,000 
5.000 
3.00D 
5.000 
5,000 
5.000 
7.000 
5.000 

2m 
5.ono 

5.000 
5.000 
5.000 
5,000 
5,000 
5.000 
2,000 
5,000 

laooo 

5.000 
6.000 
3.000 
4.000 

6.000 
5,000 


Total  (market  value.  $310.420) $342,000 


FIELD  MEN  AND  TERRITORY  COVERED:  J.  L  Bat* 
H.  G.  Harris,  A.  B.  Homey  and  Ross  L.  Stevens.  The  company 
is  licensed  in  Me.,  Pa.  and  N.  C. 


MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF  TEXAS, 

Fort  Worth,  Tex. 

President,  B.  R.  Neal;  Secretary.  Glen  Walker.    Organised.  18$8. 


YSAR 

Cash 
Aflsetfl 

Unearned 
Premiums 

Net  Cash 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Pkid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

LOSRB 

Ineurred 

1915 
1014 
1013 

$334,401 
301,757 
268.230 

$05,570 
74,433 
$1,260 

$227,051 
222.067 
194.740 

$244,303 
188.713 
167.886 

$264,034 
205,051 
183,988 

$108,317 
59.955 
96.909 

$83,269 
72.801 
61.881 

$41,614 
27,860 
28.451 

$233,200 

160.616 
187.241 

$111251 
61237 
89.tn) 

AflSKS,  Dk.  31, 1915.             LuBiuTus.  Dk.  31. 1915. 
Mortgage  loans $263,795    Losses  unpaid $3,410 


Bonds  and  stocks. 

Cash 

Agents'  balances. . 
Interest 


27,790 

28.963 

8.877 

4.976 


Unearned  prems. 
Other  liabilities. 


95,570 
2.500 


Total  liabilities...     $106,480 
Snrphis 227.951 


Totalasseto $334,401       Total $334,401 


Net  amount  of  members'  UalHlity.  Dee.  31,  $369,612;  under- 
writing profit,  $59,909;  investment  profit,  $20,232. 

RISKS  AND  PREMIUMS:  Fire  risks  in  fane.  December  81, 
$12,766,473;  premiums  thereon,  $191,140. 

BUSINESS  SINCE  ORGANIZATION:  Premtums  received, 
$1,904,145;  losses  paid.  $703,682;  diridends  dedared.  cash,  $721.- 
769. 

MORTGAGE  LOANS:  The  111  loans,  amounting  to  $263,795, 
are  secured  by  property  located  in  Port  Worth.  Tex.,  valued  at 
$729.900,  on  which  the  company  holds  $322,850  msurance.  There 
was  $505  of  interert  past  due  on  December  81,  last 


BONDS  OWNED: 


Travis  Co..  Tex.,  br.,  1938. 
Dallas  Cy.,  wat.  wka.,  1947. 

Ft.  Worth,  1948^ 

Midland  Co..  Tex.,  1953.... 


Pkr 

Msrket 

Value. 

Value. 

$4,000 

$3,640 

5.000 

1800 

13.000 

11)50 

7.000 

7.0M 

Totals  (book  value,  $29,085) . 


$29,000      *$27.700 


MISCELLANEOUS:  This  eompanv  eoUedi  a  premiaB  is 
advance.  The  assured  is  credited  with  this  premium,  chsrfri 
with  the  cost  of  the  insurance  and  the  balance  remaining  is  retoroed 
to  the  assured^  To  meet  the  cootingeney  of  eioesttve  loss,  esck 
policy  carries  a  liability,  in  addtioo  to  ttie  cash  premium  esM 
tor,  of  a  sum  equal  to  another  annual  premium.    Figs.  Tex.  Std. , 


TERRITORY  COVERED:    The  company  is 
Ind..  Kaa..  Mass..  N.  Y..  Pku.  0..  Okla.  and  Tex. 


in  IB.. 


MILLERS  NATIONAL  INSURANCE  COMPANY,  Chicago,  111. 

President,  C.  H.  Seybt;  Secretary.  M.  A.  Reynolds.    Organised.  1865. 


YSAB 

Cash 
Assets 

Unearned 
l^remiums 

Net  Cash 
Surplus 

Net 

Pkwniums 

Total 
Income 

Loeses 
Paid 

Returned 
to  Fyh're 

Expenses 

Total  Ex- 
peoditures 

LOSMS 

Ineoned 

1915 

$2,319,914 
2.186,924 
2,021,118 

$863,590 
844,789 
761.679 

$850,606 
708,711 
681.206 

$944,006 
936.354 

878.274 

$1,048,405 

1.030,894 

969.816 

$570,513 
578,572 
586,685 

$314,836 
296.714 
280,296 

$886,349 

877.286 
866.081 

$35&80i 

1914 

•41746 

1913 

57«l174 

Statement  Illinois  Standard. 
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MILLERS  NATIONAL  INSURANCE  COMPANY.  Chicago,  III— Continued. 


A9Bia,Dic.31. 

Mortppkau 

Rwda 

Ciji 

A^^'  bluna. . . . 
Iitffot  and  rests... 

TctalaoetB 

^^l■(i^pLOTaBab.. 


1915. 

I41.\686 

1.676.118 

115,775 

111.691 

38.114 

2,355,287 

35,373 


LuBiLiniB,  Die 

LoBttes  anpaid 

UDearned  prenu. . 
Renewal  dep.  reel 
Other  ImlMlitieB. . 

Totalliabilities 
Pennanent  fund.. 
Net  surplus 


31. 1915. 

178.823 

563.787 

863.590 

26.895 


1969.308 
500.000 
850.606 


Tctalusets 12.319.914        Totai $2,319,914 


Xet  amomt  of  mnnben  liability.  Dee.  31.  $4,219,514;  under- 
«ii&j]g  profit.  $37,814;  investment  profit,  $103,404. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  31. 
(1IM1S,$92;  premiums  tbereon,  $1.35a652. 


B15WES8  SINCE  ORGANIZATION: 
$11123.172;  Imm  paid.  $9,842,012. 


Ptemiums  received, 


UORTGAGE  LOANS:  There  are  96  loans,  amountinc  to 
MIXM,  and  neored  l^  martgaffes  on  Minn..  S.  D.,  N.  D..  Ind., 
tad  Kan.  ium  property,  vmhied  at  $1,259,160.  There  was  no 
ctirert  pasi  dne  <»  December  31.  last.  The  company  holds 
WM  of  issmoce  on  the  mortgaced  buildings. 

BONDS  OWNED: 

IWofOuBds,ng.,g.,5%.  1935 

IHiasioe  Hta.  QL,  K.  disL.  5%.  1916  . . 
AtabCo,  OUih  9C  dat.  6%.  192»^1 . 

A3nn.Ma,8c,5%.19t7 

Borlab Co, Ida^  se.  (fist  6%,  1927. . 
BawrCo.  Okla,  sc  dist.,  6%,  1931. . . 

B««agt«a.I.T,8ce%.I937 

BTOfcRiS.D,BB.di8t.,5%,19a6 

BUnbartla..  K.dirt..  5%,  1020 

Borne  Tent,  Mo.,  ac,  6%.  191$ 

BwMnL  Minn,  4K%.  1934 

BwtJittJX  Ky-.  se.  dist.  6%.  1916-28 
J*fa.  N.  Y,  reg,  gr.  er.,  AH%.  1933 . 
CilWlCft,  Mo.,  se.  disL.  5%.  1916. . . 
^Ba£u  Co,  Oida^  se.  diet..  6%.  1929 . 
CKan,  S.  D,  Miaer  Co.,  se^  6%.  1916- 

^,CaL.0U,8C.dist.  •%.1«M.... 
^^wjfcenrile.  Mo.,  wat  wb..  4H%. 
lis .. 

^ttdsCm  Um^  s^.' tfrtl,"  6%;  1*930.." 

S«rok»  Co,  Okk,  se.  dist.,  6%.  IWl. 
gmy  Co,  Neb,  sc.  (fist,  6%,  1925. . . . 
^Ca,  Owl,  8e.«fi8t,«%,  1925.... 

G»^Co,Okk,sc<firt..  6%.  1930 

C-i*  Haiim  Co,  Okla,  jt.  se.  diat, 

^6-^1911 

S^?Pf5*^  h  «-  <fi«*-  «%.  1W8. 
CsMswteQv  CWa,  se.  dist,  6%,  1929 
^  Co,  8,  D,  se.  <fiBt,  6%,  1918-27 
^  Co,  «»,  «.  dist,  •%.  1919. . . . 
WC^.,0kk,sB.dist,5%,  1929. . . . 
^  *  M«l»  Co,  Okk,  it.  sc.  dist, 

^Co, Okk, SB.  dirt.,  6%,  1929. . . . 
J^  Cs,  OUa,   se.   cfist,   6%. 

g«^  iii'  Wt.wki.V5%.'  iw2! .' '. '. 

?^W.Ter,se,5%.l& 

J«HiiFA.MimL,sc.4\l919 

{^  Cob.  OL),  imt  wSs,  5%.  1929 
ftjAjm  Co,  Mml,  dr  5%.  1916-17. . 
{y«  Co,  Msho,  ss,  d,  6%.  1 983 . . . 

W«^.Ky,se,d,6%.lfi9 

S^»>feh.ic..  6^1943 

g»»rfiMinjU.se.d,5% 

^V  Co,  No.  Dak,  r,  5H%.  1929 . 
ffiS«;DLsc,5%,1916 

™  Co^  tddk  SB.  d,  6%,  1982 


^^«y  Cos  So.  Dak,  serdiat. 


6%, 


Fte 

Market 

Value. 

Value. 

$50,000 

$50,000 

8,460 

8.666 

4.000 

4.310 

20.090. 

20.000 

10.000 

10,500 

3.000 

3.210 

4,000 

4.520 

4.000 

4.040 

3,500 

3.570 

3.000 

3.050 

12,000 

12.000 

10,000 

10.520 

50.000 

51.000 

1.500 

1.510 

1.000 

1,060 

5,500 

6.693 

10.000 

11.000 

5.000 

5.350 

9,000 

9,000 

8,000 

8,800 

17,000 

17.170 

1.000 

1.100 

15.000 

15.375 

17.600 

18,408 

9.000 

9,090 

3.600 

3.735 

1,500 

1.605 

15.000 

15.150 

15.000 

16,050 

14.800 

15.368 

3.000 

3.060 

1.100 

11.000 

12,000 

13.440 

1.000 

1.050 

1.000 

1.050 

8.500 

9,290 

.  6*500 

6.500 

5,000 

5,150 

45.000 

44.550 

10,000 

10.100 

6,000 

6.000 

15.000 

15,450 

4.000 

4.200 

8,500 

9.010 

2.000 

2,140 

3.200 

3.434 

3.000 

3.010 

6.500 

6,675 

14,000 

14,840 

2aooo 

2aooo 

7.000 

7.110 

3.000 

3,060 

10.000 

10,700 

1.500 

1.620 

4.000 

4,120 

6.000 

6.295 

6.500 


6,500 


BoxDS  AND  Stocks  Owtvkd. — Conl. 

Kootenai  Co.,  Idaho.  Ind.  sc.  d.,  5V^%. 
1933 

Unoaster.  Mo..'  EL  lit..  6%.  1924'. ." '.'.'.'. 

LeBorp  Co..  Okla..  sc.  d..  6^^?.  1920 

Leola,  So.  Dak.,  sc.,  6%,  1916-23 

Lewis  Co.,  Tenn..  sc..  5%.  1922. 


Lewis  Co.,  Idaho.  Ind.  sc.  dist.,  5^t2%f 

1932 

Lewi3  dc  Idaho  Co..  Idaho,  Ind.,  sc.  di<)t.. 

6,4%.  1932 

Lincoln  Co..  Idaho,  se.  dint..  54%.  1932 
Lincoln  Co.,  Idaho.,  sc.  dist..  6%,  1932. 
Lincoln  Co.,  Ore.,  se.  dist..  6%,  1934. . . 

Linn  Co.,  Ore.,  sc.  dist..  6%,  1934 

Lonoke  Co.,  Ark,  rd.  imp.  dut.,  6%.  1928, 

1930-33   

Lonoke  Co,  Ark,  rd.  imp.  dist..  6%, 

1928-33 

Love  Co,  Okla,  sc.  dist,  6%.  1929-31. . 
Marahadl  Co.,  Minn,  se.  dist.,  4H%. 

1916-20 

Marshan  Co,  Okla,  se.  di^t.,  6%,  1929 
Mavcs  Co..  Okla..  se.  dist,  6%,  1933. .. . 
McClaio  Co..  OkU..  se.  dist.,  6%.  1931. . 
McCla'm  Co..  Okla,  sc.  dist,  6%.  1931 . . 
McCurtain  Co..  Okla,  sc.  dist,  6%.  1931 

MrCurtain.  Ind.  Ter..  sc.,  6%.  1927 

McCurtain  Co,  Okht,  sc.  dist,  6%  1929 
Mclntodi  Co,  Okla.,  sc.  dist,  6%.  1929- 


81. 


Mineral  Co..  Mont.  (R.).  6%.  1935 

Minidaka  Co..  Idaho,  se.  diet,  5H%. 

1933 

Monett.  Mo,  sc,  54%.  1927 

Monett,  Mo,  r,  4^%,  1924 

Morehouse,  Mo.,  st.  imp,  5%.  1932 

Mountain  Qrove,  Mo.,  sc,  5%,  1927  — 

Mt.  Vernon,  N.  Y,  rd.  hwy.  imp.,  4%. 
jg47  

Mt.  Vernon,  N.'  Y,  ng.  »w."  44%,  1948 
MuseJshen  Co..  Mont,  se.  dii«t,  6%.  1931 
New  Roehelle,  N.  Y,  reg.  sc,  5%.  1929-31 
Nes  Perce  Co,  Idaho,  se.  (fist,  54%« 

Nowata  Co..  Okla.!  se!  dist.,  6%,  1931 . . 
Okfuskee  Co,  Okht,  w.  dist.^  6%.  1931. 
Okla.  Co.,  Okla,  so.  dist,  6%.  1924-34. . 
Okmulgee  Co,  Okla,  se.  dist,  6%.  1934 

Onawa,  la.,  wat.  wirs..  5%.  1916 

Ore.  Co,  Mo,  kc.  diet..  6%,  1929 

Omge  Co..  Okla,  se.  <fi8t..  6%,  1929. . . 
Ottawa  Co,  Okla,  se.  dist,  6%,  1924. . . 
Pelham.  N.  Y.,  reg,  so.  dist,  4%,  1953. . 

Penusoot  Co,  Mo.,  sc,  6%,  1916-19 

Penninn^  Co,  Minn,d,  54%,  1918-20 
Peridna  Co,  So.  Dak,  sc.  dist..  6%.  1917 
Pittsburg  Co,  Okla..  se.  dist,  6%.  1929. 
Pittsburg  Co,  Okla,  se.  dist,  6%,  1929. 

Ponca  City,  Okla,  sc,  5%,  1936 

Prowers  Co,  Colo.,  sc.  dist,  6%  1945. . . 
Redwood  Co.,  Minn.,  sc.  dist,  54%t  1919 
Redwood  Co,  Minn,  se.  dist.,  5%.  1917 
Rieh  mn.  Mo,  Wt.  Ga.  &  El.  Lt,  4%, 

1923 

Rogers  Co,  Okla,  so.  diet,  6%.  1934 . . . 
Rogers  Mills  Co,  Okla,  sc.  dist..  6%, 

1933 

St.  Clair  Co,  lU.,  sc  dist,  5%,  1921-3. . 
St.  Louis  Co,  Mo,  se.  dist.,  5%.  1926-8 

Sac.  City.  Iowa,  sc.  diet,  5%,  1916 

Schenectady  Co,  N.  Y,  reg..  et.  ha.,  4%, 

1918 

Semimole  Co,  Okla..  sc.  dnt,  6%,  1931 
Sequoyob  Co,  Okh,  so.  dist,  6%,  1919 

Sibley.  Iowa,  gr,  5%.  1917 

Stoddard  Co,  Mo,  drg..  6%.  1915 

Stone  Co.,  Mo,  se.  dist..  5%.  1930 

Teton  Co,  Mont,  so.  dist,  6%.  1982-26 
TUIman  Co,  Okla,  se.  diit,  6%.  1919.. 

Todd  Co,  Minn,  sc.  dist,  5%,  1922 

Tul«  Co,  Okla,  so.  dist,  6%,  1928 

Versailles.  Mo.,  sc,  5%,  1927 

Walla  Walla,  Waah.,  ct.  hs,  5%.  1928. . . 
Walla  Walla  Co,  Wash,  se.  diat..  547o. 

1921 

Warsaw,  Mo..  El.  U,  6%.  1925 

Wasatch  Co,  Utah.  se.  dnt,  6%,  1964. . 
Washington  Co,  Okla,  sc.  dist,  6%.  1928 
Webeter  Co,  Mo,  se.  dist,  5%.  1919. . . 
Willow  Springs,  Mo,  se,  5%,  1934 


Par 

Market 

Value. 

Value. 

$30,000 

$30,600 

2.000 

2.000 

2.000 

2.090 

7.000 

7.130 

10.000 

10.100 

8.000 

8.240 

25,000 

25,500 

30,000 

30.900 

11.000 

11.605 

16.000 

16.480 

3,000 

3.150 

17.000 

17.840 

17.000 

17.840 

7.000 

7.465 

15.500 

15.355 

12.500 

13.250 

12.500 

13,750 

500 

540 

500 

540 

1,500 

1,620 

4.000 

4,240 

23.000 

24,520 

4.000 

4.270 

27.000 

29.317 

20.000 

20.600 

1,000 

1.010 

1,800 

1.800 

3,000 

3,030 

5.000 

5,000 

18,000 

17,820 

10,000 

10,800 

16.000 

16.960 

20,000 

22.070 

30,000 

30,300 

2,000 

2,190 

1,500 

1.665 

12,500 

13.425 

6,000 

•     6,540 

7,000 

7.000 

3,700 

3.865 

6.000 

6.420 

1,500 

1,560 

30,000 

29.130 

1.850 

1.928 

13,000 

13,130 

13.000 

13,380 

5.000 

5.350 

7.000 

7,490 

5.000 

5.100 

17.000 

17,850 

3,500 

3,570 

15.000 

15.150 

6,000 

6.820 

6,000 

5.300 

11.500 

12,535 

ia500 

10,840 

68.000 

7ai60 

7,000 

7,000 

72,000 

71.520 

4,500 

4.795 

1,500 

1.530 

8,000 

8.080 

7,500 

7.610 

2.000 

2.040 

11.000 

11.630 

1.000 

1.030 

12,000 

12.360 

10.000 

10.800 

4.500 

4,500 

6.000 

6,120 

11.000 

11.120 

6.000 

6.000 

8.500 

8,840 

10,010 

10.700 

4,000 

4.100 

4,500 

4.500 
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MILLERS  NATIONAL  INSURANCE  COMPANY,  Chicago,  IW.'-Continued, 


BoNDB  A2fD  Stocks  Owmbd.— CoiU. 

Woodward  Co..  OUa.,  m.  dkt.,  6%.  1933 
Yavapai  Co..  Aris..  ae.  dist.,  5V$%,  1934 
YellowatoDe  Co.,  Mont.,  at.  dist.,  6%, 

1929 

Chi.  Junct.  R.  R..  4%,  1945 

C,  M.  &  St.  P.  R.  R..  Pac.  Div.,  5%,  1921 

Chi.  Rya..  5%.  1927 

Chi.  Rya.,  Adj.  Inc.,  4%,  1927 

Chi.  RvB.,  Purch..  4%,  1927 

C.  F.  A  Ft.  W.  Ry.,  4%.  1923 

E.  St.  Lb.  &  Sub.,  5%,  1932. 


Pere  Marq.  R.  R.,  4H%,  1932. 
..5%.  1923. 


%,1924 

0.,  4%,  1953. 


St.L.ASub.Ry 

So.  S.  Fl.,  R.  R..  Chi. 

Tm.  R.  R.  Assn.,  St. 

Chi.  B.  T..  M.,  4%,  1927 

Chi.  Gfl.  Lt.  &  Coke.  gB..  5%,  1937. . 

Cioero  Gaa,  gs..  5%.  1932 

Nw.  Gfl.  Lt.  k  Coke.  Chi.,  5%.  1928 


Par 
Vahie. 
15.000 

6,000 

7,000 
50,000 
10,000 
10.000 

5,100 
35.000 
25,000 

5.000 
10.000 
15,000 

5,000 
50,000 
10,000 
10,000 
10.000 
10.000 


Market 

Vahie. 

15.400 

6.120 

7.210 

41.500 

10,400 

9.100 

1.836 

23.800 

laooo 

4.400 

7.800 
11,100 

4,400 
43,500 

9.800 

ia3oo 

9.900 
9.900 


Totala $1,683,500    $1,675,818 


MISCELLANEOUS:  The  oompany  has  a  iiennaiMot  gnanatee 
fund  of  $500,000.  capitaliaed  out  of  ito  earned  caah  auipba.  Cod- 
flacration  Iobbbs:  Baltimore.  1904,  $7,500;  Saa  FraDaiaoo,1906.B0Be. 
Value  of  depoeit  in  Can..  $5aOOO:  m  N.  Y..  $300,000. 

DIRECTORS:  Chaa.  H.  Sevbt.  C.  B.  Cole,  Samuel  Phot.  M.  A. 
Reynoldfl,  Job  LeCompte.  H.  K.  Woloott,  Armin  Fualier.  J.  H.  Mae- 
MiUan,  H.  S.  Helm. 

FIELD  MEN :  C.  H.  Cole.  Seattle,  Waih..  PadSe  MIDctb  Hieaar. 
H.  M.  GileB,  Minneapolia,  Minn.,  Northweatem  agency:  Cfaaa.  H. 
Ridgway.  Kanaas  City  .Mo..  SouthweBtcm  agency;  G.P.  Johnaoc. 
Chicago. for  Ind.  and  0.  E.  K.  Sohults^geDerafagent.  Fldladelphia. 
Pa.,  for  N.  Y..  P^..  N.  J.  and  Md.;  Herbert  Burton,  New  York 
City,  for  auburban  N.  Y.  diatrict;  Canon  &  WEIiaaia  Bra.,  chief 
agenta..  Winnipea.  Man.  C.  R.  Chapman,  for  IlL  and  Wia. 
The  oompany  is  fioenaed  in  Colo.,  Coon.,  Ida^  Ind^  Md^  Maaa., 
Mich.,  Minn.,  Mo~  Mont.,  Neb.,  N.  J.,  N.  Y.,  N.  D..O^  0^  P&. 
R.  I.,  S.  D.,  Utah,  Waah.  Wk..  111.,  Cal.  and  in  Canads. 


MINNESOTA  IMPLEMENT  MUTUAL  FIRE  INSURANCE  COMPANY, 

Owatonna,  Minn. 

Preaident,  D.  H.  Evana;  Secretary,  C.  I.  Buxton.   Organiaed,  1904. 


Yeas 

Caah 
Aaaeta 

Unearned 
Premiums 

Net  Caah 
Surplua 

Caah 
Ftemiuma 

Total 
Income 

Loeaea 
FtAd 

Returned 
to  P'yh'ra 

Expeoaes 

Total  Ez- 
peoditurea 

1915 
1914 
1913 

$148,704 
83.753 
51.654 

$38,609 
24.217 
15.878 

$99,976 
58.022 
30,639 

$150,600 
89.725 
6a804 

$154,499 
91,927 
62,109 

$27,275 
26.901 
13.510 

$30,434 

16.265 

8.539 

$33309 
19.070 
15.246 

$90,568 
62,344 
37.295 

$34,957 
22.919 
16.602 

AasBTB,  Die.  31. 1915. 


Lllbiutub,  Dk.  81. 1915. 


Mortgage  kaaa. . . 
Bonds  udatodca. 
Caah..^ 

Intereat 


$89,000 

11.972 

33.872 

10,542 

3.318 


Total  aaseta $148,704 


Loeaea  unpaid 

Unearned  prtons 

other  liabilitiee.... 

$7,800 

38,609 

2,310 

Total  liabilities... 
Surplua 

$48,728 
99.976 

Total 

$148,704 

Net  amount  of  members'  liability,  Dec.  31,  $185,532. 

Underwriting  profit.  $68,185;  inTCStment  profit,  $5,362. 

RISKS  AND  PREMIUMS:  Fire  riaka  in  force,  December  31. 
$7,363,901;  premiuma  thereon,  $157,964. 

MORTGAGE  LOANS:  There  are  31  aggregating  $89,000.  and 


are  protected  by  high  sade  farm  landa  in  N.  D.,  Minn,  and  MoaiL, 
valued  at  $297,590.  Company  hoUs  $5,800  fire  insmnee  on  the 
buildineB. 


MISCELLANEOUS:  This  oompany  was 
as  the  Minnesota  Mutual  Fire,  but  late  in  1906  the  Miwn— wt* 
Retail  Implement  Dealers  Aaaodatioii  hxna^  decided  to  orauiiae 
a  mutual  found  that  it  oouki  acquire  tiie  Mmneaota  Mutoal  wad 
hence  took  it,  rather  than  form  a  new  eonoem.  lie  name  waa 
thai  changed  to  the  Retul  Implement  Dealen  MutunL  In  1913, 
the  name  waa  changed  to  ue  Minneeota  InqilenMaii  MutoaL 

HELD  MEN  AND  TERRITORY  COVERED:  State  ageots: 
N.  S.  Tyler.  Sioux  FbUs,  S.  D.;  J.  E.  Shediy.  Grand  Forks.  nTd.; 
J.  F.  FaUmer.  Vicksbura.  Mich.;  F.  R.  SefaenthaU.  Saa  Gbae. 
Wis.  Special  agenU:  F.  L.  Warrington,  RushTiOe.  lu.;  F.  Cooper, 
Anna,  Ul.  The  company  is  licensed  in  BL,  Mich^  Minn..  N.  D., 
S.  D.  and  Wis. 


MINSTER  MUTUAL  FIRE  INSURANCE  COMPANY,  Minster.  O. 

Pnaident,  J.  B.  Raterman:  Secretary,  J.  E.  Schmieder.  Organised,  1849. 


YlAB 

Aaaeto 

Unearned 
Premiums 

Net  Cash 
SurphiB 

Cash 

total 
Income 

1915 
1914 
1913 

$22,526 
24,448 
32,851 

$12,260 
15,681 
18,090 

$3,211 
1.486 
2,415 

$24,560 
31,597 
36.523 

$28,100 
39,737 
45,565 

LoSBCS 

Paid 

Returned 
toKyh'rs 

Eipenses 

Total  Ei- 
pencfitures 

Incurred 

$13,111 
22.134 
30.259 

$4,703 
5,111 
5,171 

$8,407 

9.767 

11.784 

$26,221 
37.012 
47.214 

$13,111 
20,253 
31.388 

Die.  31. 1915. 

Real  estate 

Bonds  and  stodcs. . . 

Caah 

Agenti*  balancea.... 
Intereat  and  rents... 


LuBiLrmB,  Dae.  31, 1915. 

$640    Losses  unpaid $2,250 

16,106    Unearned prems....  12,260 

2,100    Borr.  money 4,000 

3.580    Other  liabilities....  805 

100  

Total  liabilities...  $19,315 

Surplus 3.211 


Total 


$22,526       Total $22,526 


Amount  of  members'  Uability.  Dee.  81.  $122,602. 
Underwriting  profit,  $133;  inTcstment  profit,  $20. 


REAL  ESTATE  OWNED:   Consisto  of  one  hit  M  x  50  fert 
with  one^twy  frame  ahingie  roof  offioe  buikiing;  book  vahie.  $640l 

BONDS  OWNED 


Martina  Ferry,  0. 

Toronto,  0 

Minster.  0 


Pte 

Itfarket 

Vakie. 

Vahe. 

$1,000 

$1,007 

5.000 

5.068 

10,000 

10.208 

Totals  (book  value,  $16,000). 


$16,000         $16,273 


FIELD  MEN  AND  TERRITORY  COVERED:  Vemoa  B. 
AmoM,  special  agent,  Wapakoneta,  0.  The  oompany  opqatee  in 
O.  only. 
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MONROE  COUNTY  CO-OPERATING  FIRE   INSURANCE  COMPANY, 

Rochester,  N.  Y. 

PKaideot.  F.  P.  Van  Hoona;  Seeretary.  E.  8.  Bohachek.    OrgBiiiaed.  1805. 


Ti4a 

Cbah 

AMitB 

Uneanied 
FkfmiiDBB 

Net  Cash 
Sorplus 

Cash 

Total 
Income 

Loeaei 
Paid 

Returned 
to  Fyh'rs 

Eipenaes 

Total  Ex- 
pendidurai 

Lmm 
looamd 

1915 

112,251 
27,206 
38.828 

$30,980 

—  tio  sai 

$34355 
43.411 
42.028 

S35.144 
44.550 
43.105 

$26,508 
38,934 
22.015 

$14,133 
17.081 
14.219 

$40,641 
55,965 
86.284 

828.310 

1914 

S5.237I      —13-2(20 

44.231 

1913 

34,531 

3.600 

21.707 

193KIS.  DBC.  31. 1015:  Caah.  $15,672;  aflenta'  balanoeB,86,579; 
Total  aBiik  $22,251.    LiabffitMa.  loant  unpud,  $1,802.  unearned 
8309801  total  linbilhiea,  832,782. 


RISKS  AND  PREMIUMS:  Fire  riaka  is  fbree.  Deeember  81« 
$8,486,300;  pranhmiB  tkenon.  887,725. 


MONTGOMERY  FIRE  INSURANCE  CO.,  Amsterdam,  N.  Y. 

Fteaident,  W.  N.  Carpenter;  Secretary,  M.  M.  Blakeley.    Orsaniied,  1896. 


Yuft 

Ckih 
A«Bta 

Unearned 

Net  Caah 
Surploa 

Caah 

Prwmnima 

Total 
Ineome 

Loaaea 
Pkid 

Returned 
to  Fyh'ra 

Expeoaea 

Total  £x- 
pendituiea 

1915 

819385 
17.319 
15.787 

$14,155 
14,154 
14.966 

83.674 
2.665 

486 

$19,321 
18.769 
11.279 

819.735 
19.073 
16.228 

$10,218 

10.539 

6.556 

$7,611 
7,060 
6.323 

817.829 

1914 

17.699 

1913 

12.879 

Ineorrad 


GUk 


Dk.  31. 1015. 

$2,600 

14.059 

2,456 

270 


LuBiunn,  Dk.  31, 1915. 

Loaaea  unpaid $1,550 

Unearned  preooa....        14,155 
Other  UaUfitiea....  6 


Total  liabifitieB. 
Burphia 


$15,711 
3.674 


Total 


$19,385       Total $19,885 


RISKS  AND  PREMIUMS:  Fm  ridu  n  foroe,  December  31, 
83  844,426;  preoBiuma  thereon.  835,019. 

MORTGAGE  LOANS:  The  oompanv  bolda  2  norteaftf  a>- 
arenting  $2,600  amply  protected  by  GbreniFiUe  and  Brunairok 
N.  Y.  property. 

MISCELLANEOUS:  The  law  of  1910  allom  co^)peratiTe  eom- 
pnniea  aeven  yean  for  tiie  aoeumuhtion  of  reaenre. 

FIELD  MEN  AND  TERRITORY  COVERED-  M.  M.  Blakely, 
Vweial  agent  enUre  fidd.    The  company  operatea  in  N.  Y.  onV> 


MORRIS  COUNTY  INSURANCE  COMPANY,  Morristown.  N.  J. 

PMidoit, }.  H.  Vmi  Dam;  Seentaiy,  Oujr  Minton.    OriuiiMd.  1849. 


Till 

Carii 
AaaaCa 

Unearned 
Premioma 

Net  Caah 
SurphM 

Caah 
PtemhiWB 

Total 
Income 

Loaea 
Paid 

Returned 
to  Fyh'ra 

Expeoaea 

Total  Ez- 
pendituiea 

Loaaea 
Incurred 

1915 

$17,286 
46,874 
45.031 

$7,428 

7,947 
8,438 

$39,158 
38.927 
45,081 

13.875 
4.457 
6.131 

16,537 
6.137 
8.036 

$3,837 
1,996 
2.670 

$2,492 
2.840 
3,440 

$6,329 
4,836 
6.177 

$45,837 

1914 

1.99$ 

19U 

■  $67 

2.670 

iSBETSL  DEC.  31,  1915:  Mortfage  loana,  837.600;  bonda  and 
ttxfa^  $1,300;  eadi,  $3,663;  premium  babocca,  $2  091:  interest. 
3742;  total  aawta.  $47,286.  Liabifitiea:  loaaea  unpaid,  $700; 
$7,428;  total  liabOitiea.  $8,128. 


Net  ■BMuiil  of  contingent  prenuuma.  Doe.  31,  $2,360. 

RISKS  AKD  PREMIUMS:  Fire  raka  n  forte  (except  per- 
peinli).  Deeember  31,  $1 874,276;  prvmhima  thereon,  814.855. 


MQRTQAGE  LOANS:  There  are  -oana  aggregating  837.600. 
protected  l^  improved  real  eatate  m  Mocria,  Eaaex  and  Unioa 
Countiea    Company  hokla  ample  inauraaoe  on  the  buildingB. 

MISCELLANEOUS:  Company  tranaaeta  a  aurphia  Kne  baaineaa 
from  the  home  office. 


MOWER  COUNTY  MUTUAL  FIRE  INSURANCE  COMPANY, 

Austin,  Minn. 

Pireaident,  J.  J.  Feae  Long;  Secretary,  A.  Hotaon.    Organiaed,  1885. 


Ti4B.    Ameta 

Uneanied 
PjFemiinna 

Net  Caah 

Caah 
Prenudma 

Total 
Income 

Loaaea 

I^ud 

Returned 
to  P'yh'ra 

Expenaea 

Total  Ex. 
penditurea 

Loaaea 
Inouired 

tl915l      t25j073 

825.073 
16,126 
20,641 

814.324 
11.802 
13.228 

$15,756 
11.802 
13,837 

$4,541 

13,774 

7.381 

$2,268 
2,543 
2,119 

$6,809 

16.317 

9,500 

$4,541 

n9u;     ']S:i28 
19131       30.641 

13,774 

7,369 

tStatialieaf 

orlOUnotr 

soeiTed  when  thia  page  mt 

It  to  prem. 

tCaah. 

MUTUAL  ASSURANCE  COMPANY  FOR  INSURING  HOUSES  FROM 

LOSS  BY  FIRE,  Philadelphia,  Pa. 

Chairman,  Henry  W.  Biddle;  Treaaurer,  Clifford  Lewia.    Organiaed,  1786. 


Caah 
TiAB     Aaaeta 

Unearned 
Pkemioma 

NetCteh 
Surphia 

Caah 
Prenuuma 

Total 
Income 

Loaaea 
Pkid 

Returned 
to  P'yh'ra 

Expenaea 

Total  £x- 
penditorea 

Loaaea 
Incurred 

1915  ,  I4.5654B7 
1914     4448,682 
1913      4.186.222 

$257,126 
283.907 
256.142 

$4,303,512 
3,979,926 
3.927,266 

$6,752 
7.766 
6,167 

$206,179 
266.482 
181,663 

13.162 

12.478 

2296 

822,542 
22.290 
20,924 

$35,524 
28.146 
35.918 

$61,228 
62.914 
59.138 

83.162 

12.47% 
2.20f| 

todude  amount  redumable  on  perpetual  poUciee. 
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MUTUAL  ASSURANCE  COMPANY  FOR  INSURING  HOUSES  FROM  LOSS  BY  FIRE, 

Philadelphia,  Pa, — Continued, 


Abpktb,  Dec.  31. 1915. 


LuBnjTTBS,  Dec.  31, 1915 


Rml  estate 

Mortgai^e  loans. .. 
RondB  and  stocks. 

Cash 

Interest  and  rents. 
Other  assets 


160.000 
11,500 
4.358.525 
83.063 
37.404 
13.535 


Unearned  prema. 

Unpaid  div 

Other  liabilities. . 


8257.126 
2,596 
1.793 


Total  liabdities...     1261.515 
Surplus 4,303,512 


Total  assets $4,565,027       Total $4,565,027 


RE.\L  EST.\TE  OWNED:  The  company  owns  its  own  office 
building,  the  book  value  of  which  is  $43,351  and  the  market  vabe 
$60,000. 

MORTGAGE  LOANS:  The  company's  mortgages  aggregate 
$11,500  and  are  amply  protected  by  improved  property  in  the 
city  of  Philadelphia. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Ches.  A  Del.  canal 

Delano  Land  Co 

Central  Dis.  Td 

City  of  Allegheny 

City  of  Erie 

City  of  Philaddphia 

Pa.  Co 

Easton  A  Amboy  R.  R 

Ehnira  A  Wmniort  R.  R 

Equitable  Gas  Light 

Hol'burg  BedfordA  Cumberland  R.  R . 

Hotd  Adelphia 

Pha.Wil.AB.R.R 

Pa.  R,  H.,  ft.  eq 

Pa.R.R..5% 

Pa.R.  R..4% 

N.Y..P.4N.R.R 

Union  Steel  Co 


P*r 

Value. 

$38,090 

35.000 

50.000 

100,000 

30,000 

60.000 

55,000 

20,000 

6,000 

86.000 

25.000 

2.^000 

180.000 

100.000 

100.000 

25.000 

50.000 

25,000 


Market 

Value. 

$24,320 

36.750 

50.750 

99,500 

31,426 

59.400 

55.000 

20.400 

5.580 

91,160 

23.000 

25,000 

179.100 

100.250 

103,500 

'  261.000 

45.500 

26.250 


Bonds  and  Stocks  Ownkd. — Cont. 
Bonds. — Coni. 

Mfrs.  Wat.  Co 

Lehigh  Coal  A  Nav.  Co 

Phib.  &  Erie  R.  R 

Pa.  &  N.  Y.,  Canal  R.  R 

LchiKh  VaUcv  R.  R 

Pby.  Tm.  Warehouse 

Market  St.  Kiev.  Pass.  Ry 

Baldwin  Locomotive  Wlcs 

PhiU.  A  Reading  R.  R 

Reading  Co.,  gn 

Temple  Coal  Co 

Pitts.  A  Shawmut  R.  R 

w .  N .  1 .  A  ina.  A.  Iv.... 

No.  Cent.  R.  R 

N.  Y.  Short  Line  R.  R 

Phib.R.T.Co 

Met.  El.  Co.  of  Reading 

Stocks. 

United  Ga4  Imp.  Co 

Phila.Tc.Co 

Catawessa  R.  R 

Alliance  Ins.  Co 

Pbg.  Ft.  Wavne  A  Chi.  R.  R 

No.  Pk.R.R 

Pa.R.R 

No.  Central  R.  R 

Phila.  A  Trenton  R.  R 

Clcv.APitts 

Phila.  Nat. Bk ,.. 

Pa.  Co.  for  Ins.  on  lives 

Ches.  A  Del.  canal 

Reading  Co.,  e 

Ins.  Co.  of  No.  Amer 

Lehigh  VaUey  R.  R 


Par 

Valje. 

$94,000 

75.030 

175.000 

105.000 

360.000 

190.000 

25.000 

50.000 

60.000 

75.000 

301.000 

22.000 

30.000 

100.O00 

7.000 

50.000 

7.1.000 

25.000 

175.000 
100.750 
15.000 
20.000 
10.000 
25.000 
55.000 
175.000 
10.000 
10.000 
10.700 
10.000 
8.150 
75.000 
20.000 
25,000 


Market 

Value, 

$94,000 

75.750 

176.250 

108.800 

39S.Hn 

m.300 

24.250 

46.500 

52..*H)0 

76.250 

2S6.2Q5 

22.165 

30.000 

82.000 

7.386 

46.500 

73.163 

25.000 

3OS.OO0 

160.192 
15.900 
36.000 
17.000 
46.750 
63.450 

315.000 
22.000 
15.800 
50.316 
70.000 
326 

125.250 
M.000 
41.000 


Totals $3,763,600   $4,358,527 


MUTUAL  ASSURANCE  COMPANY  OF  THE  CITY  OF  NORWICH. 

Norwich,  Conn. 

Secretary.  Charles  R.  ButU.  Organixed.  1795. 


Ybab 

Cash 
Assets 

Unearned 
PKmhims 

Net  Cash 
Surphis 

Cash 
IVemiums 

Total 

Lonn 
Paid 

Returned 
to  P'yh'ra 

ExpeoM 

Total  Ex- 
pendiUirai 

Inouired 

1915 
1914' 
1913 

$17,441 
17.058 
16.753 

$160 
160 
162 

$16,847 
16.464 
16,163 

$320 
320 
326 

$1,006 
096 

987 

$10 
74 

$320 
320 
332 

$394 
297 
290 

$724 
091 
622 

$10 

74 

ASSETS,  DEC.  31.  1915:  Merchants  Nat  Bk.  stks.,  Norwich. 
$400;  cash.  $17,041.    Total  assets.  $17,441. 

UABIUTIES:  Unearaad  prema..  $160;  other  UabiUtieB,  $434; 
total  liabilities.  $504. 


RISKS  AND  PREMIUMS:  Fire  risks  in  focw.  Deeembv  lU 
$127,770;  premiums  thereon.  $320. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived. 
$64,597;  loans  paid,  $19,908;  dividends  deobred,  caafa.  $58,752. 


MUTUAL  ASSURANCE  SOCIETY  OF  VIRGINIA,  Richmond,  Va. 

Prinetpal  Afent,  Edwin  A.  Pft*mer;  Secretary.  0.  Moffett  King.    Oreanised,  1794. 


Ybar 

Cash 
Aaets 

Unearned 
Premiums 

~  Net  Cash 
Surphis 

Cash 
Premiums 

■  total    " 
Inoome 

Losses 
Paid 

Returned 
to  Fyh'ra 

Total  Ez- 
penditurei 

iDeorred 

1915 

$2,639,088 
2.528.745 
2.449.178 

$6,022 
6.350 
6  278 

$2,611,464 
2.507,590 
2.408.661 

$39933 
65,351 
65.540 

$192,325 
217.414 
238.832 

$67,809 
44.795 
39.042 

$72,858 
64.258 
96.284 

$140,667 
119.053 
135.326 

S78l121 

1914 

25,355 

1913 

70,409 

Amks,  D>c.  31. 1915.  LuBiunM,  D>c.  31. 1915. 

Rcaleitato $867,084    Lonesunpaid $20,625 

Bonds  and  stocks...    1713,068  Unearaad  prema....        66,022 

Cash 82,606  Other  liabiU ties. .. .            977 

Agents'  ba'ances. . . .  2.188  

Interest  and  rents..        23.207  Total  Uabilities...       $27,624 

Surplus 2,611.464 


Total 


.$Z639.088       Total $2,639,088 


Fire  risks  in  foroe  December  31.  $27,885,241 

REAL  ESTATE  OWNED:  Consiits  of  oompany's  home  oflSce 
building  earried  at  bo<^  value. 


BONDS  AND  STOCKS  OWNED: 

BOHDS. 

Anglo-Frcneh  5% 

Va.*Pw.,5% 

Norfolk  A  Ports.,  Tr.  5% 

Petersburg.  5% 

Petersburg  4V$% 

Penn..  R.  R.,  4% 

Va.  Century  3,% 

Va.-Car.  Chera.,  5% 

Uni.ofVa.,4% 

Richmond,  Va..  5% 

Richmond,  Va..  4% 

Virginia  (Rid)  3% 

Westmoreland  Club  4% 


Pte 

Market 

Value 

Valw. 

$25,000 

ta.50o 

15.000 

i2jm 

5.000 

4.050 

1.000 

1.040 

10.090 

9.800 

10000 

lOlOOO 

44V.I00 

387.019 

laooo 

9J000 

10.000 

16.000 

401400 

41^12 

276,700 

962.901 

68,000 

61920 

5,500 

5J00 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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MUTUAL  ASSURANCE  SOCIETY  OF  VIRGINIA,  Richmond,  Va.— Continued. 


BoHM  irtD  drocn  Owim.—Cmit. 
BoHM.— ConX. 

^5a  Ry.  Dcr.  ft  Gn,  4% 

Pfcmbarc  R.  R^  6%  

ArL  0.  L  L  A  N.  CoO.  4% 

Atl  C.La4% 

AtL0.L.Eq,4% , 

(Twai.  4  0.  Gn.  4V^% 

D  A  Rio  G.  1  P.,  5%  

UElCoBaeof  Med.  5H% 

H^9o\io"  Zpta,  6% 

Old.  Dom.  I.  ft  N.  Wki^  6% 

A^ywdVa^S^ 

Stocks. 

NorfT&N.Bk 

So.  Ry.  P, 

L  4  N.  R.  R. 

R.P.AP.R.R.  7%g. 

RP.ftP.R.R.  6%g 

R.F.4P.R.R.I>iv.0bL 


Par 
Value. 
110,000 
12.000 
10.000 
10.000 

laooo 

1.5.000 
10.000 
46.000 
24.000 
2.000 
10.000 

1.700 
40.000 
12.000 
20.200 
800 
56.500 


Market 

Value. 

$7,100 

13.400 

8.700 

9,400 

10  030 

13  650 

5.900 

45,000 

24.000 

2.000 

9.800 

2.890 
24.800 
15  600 
72.720 

2.880 
194,925 


Bonds  and  Stocks  Ownsd. — Cont. 
Stocks. — CotU. 

All.  C>.  Li,  K.  K>  1 

All.  O.  1j.  1v.  K.  'V. 

Atl.  C.  L.  R.  R.  Conn 

A.  C.  L.  R.  R.  Cft.  Ind 

First  Nat.  Bk.,  Richmond 

Nat.  State  ft  Cy  Bk 

Va.  Tit 

N.  ft  W.  R.  R.  Conn 

N .  tt  Vv  •  lv<  K.  p 

First  Nat.  Bldg.Cor 

Va.  Ry.ft  Pw.,  p. 

Old  Dom.  Tr 

So.  Ry.  Div.  Cert 


Par 
Value. 
$11,700 

7.500 
30  000 
700 
41000 
50.800 
13.000 
20.000 
44,500 
12.500 
21,000 
13.500 
800 


Market 
Value. 

$11,700 

8.775 

35.100 

532 

91.840 

93.472 

27.300 

24.400 

38.270 

12.500 

21.420 

27,135 

672 


Totals $1,486,700    $1,713,063 


TERRITORY  COVERED:  Va.  only. 


MUTUAL  FARMERS  FIRE  INSURANCE  COMPANY,  Newton,  Wis. 

PMident,  John  H.  Classn;  Secretary,  F.  A.  Rodewald. 


Yua 

Gash 
A«eta 

Uaeanied 
Pirenuumt 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Ineome 

Losses 
Paid 

Returned 
to  Fyh'rs 

Ifizpenses 

Total  Ex- 
penditures 

Losses 
Incurred 

\m 

$22,149 
194M1 
31.554 

$22,149 
19.041 
31,664 

14.336 
3.157 
1,680 

$4,969 
3,931 
2,524 

$1,517 
1.339 
6.276 

$680 
498 
372 

$2,197 
1.837 
6.648 

$1,517 

nu 

1.339 

»u 

9.000 

ASSETS.  DBC.  31, 1915:  Martgage  kana.  $19,900;  note.  $300; 
oA  tlML   Total  asseta.  $22,149. 
NO  UABILrnEB. 


MORTGAGE  LOANS:  All  first  mnrtgagw  on  good  farm  huids 
in  Wis. 


MUTUAL  FIRE  ASSURANCE  COMPANY,  Springfield,  Mass. 

FlresidBnt,  Geo.  B.  Holbrook:  Secretary,  Herbert  E.  Huie.  Organised,  1827. 


Ybu 

CM 

Asnts 

Unearned 
Pieninima 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
»I4 
»U 

$m.435 
2n,974 
270.417 

$55,723 
54.409 
55.804 

$340,172 
333.178 
213,886 

$33«837 
19,892 
21,741 

$39,300 
88.326 
83,724 

$6,734 

4,573 

676 

$19,101 
17.006 
18.710 

$5,699 
5.348 
5.147 

$30,534 
26.927 
24.533 

$5,734 

4.573 

676 

$1, 1915.  LuBnjinB,  Dk.  81. 1915. 

...  $64,950  Unearned  crams....       $55,733 

316,747  OthtffiaUfifcies....            541 

0Mb  ..  11901                                 

laknifc..'..!.'.'.!'.'.'  2^750  Total  Kafaffities. . .      $56,264 

OdHTswIi 87    Surplus 340.171 

TotalssiBlB $296,435       Total $206,435 


Uadennriiing  profit,  $10,690;  investment  profit.  $35,585. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  Deeember  31, 
IS31LS7S;  preumims  thereon.  $109,624. 

MORtOAGE  LOANS:  There  are  38  loans  aggreffOing  $64.* 
«6.  sad  semed  Iv  ducOinei  in  Springfield,  Mass..  irabed  at  $138,- 
KO;  No  iatawst  pest  due  on  December  31.  last.  Company 
hoUi  $87j000  of  jnsnnnee  on  martgaged  baikfingk 

BONDS  AND  STOCKS  OWNED:  Fte  Market 

.  .                Borne.  Vahie.  Vabe. 

B.ftM.R.R.,1936.4% $4,000  $3,300 

Boston  BewtedR.R,lW7,4H% 3,000  1.840 

C.ftO.R.R^19l9.6% 4.000  4,240 

C.B.ftQ.R.IL.i949.3H% 4.000  3.440 

CoaLBiv«R.]L.1928,3H% 2,000  1.820 

D..T.ftLR.R^ig64,5% 1.760  535 

nLCeBt.hir.L.,1962.3H% 8,000  3,490 

L  8.  ft  M.  Sol  By..  1931. 4% 5.000  4.750 

L.UsadR.R^aa.m..lM9.4% 2.000  1,730 

Mo.  FK-RR^eq.,  1920-21.  5% 10,000  9,540 


BoNDB  AMD  Stocks  Owmbd.— Coiii.  Par  Market 

Boifoe.--Coiil.  Value.  Vahie. 

N.  Y.  C.  H.  R..  L.  S.  R.  R..  1996, 3H%  $8,000  $6,240 

N.  Y.  C.  R  R..  1985,  6% 10.000  11,400 

N.  Y.,  N.  H.  ft  H.  R.  R.,  d..  1955.  4% . .  6.000  4.050 

N.  ft  So.  R.  R..  1954.  5% 2.000  1.900 

Phila..  W.  ft  B.  R.  R..  1932,  4% 4.000  3.840 

Reatfing  Jersey  Cent.  R.  R.,  1951,  4%. . .  3,000  2,850 

So.  Ry..  eq.  tr.  etfs.,  1921,  4H% 8.000  3.000 

So.  PSo.  R.  lU  CT..  1934.  5% 5.000  5.400 

Springfield  St.  Ry.,  1923.  4%..^ 3.000  2.790 

Woronoco  St.  Ry.,  1920,  5% 5,000  4.960 

Adams  Express,  1948. 4% 5.000  4.250 

Amer.  Wnting  Pftper.  1919,  5% 2,000  1,340 

Amer.  TL  ft  Tg..  1929.  4% 8,000  7,280 

Anglo-French..  1930.  5% 5.000  4,700 

Montana  Pow..  1943,  5% 10.000  9.500 

Swift  ft  Co..  1944.  5% 5,000  4.900 

Stockb. 

Boston  ft  Albany  R  R 10.000  19.200 

CnB.ftQ.R.R 6,900  15.249 

Hofaroke  ft  Westfield  R.  R 2.000  6.000 

N.  Y.  C.  ft  H.  R.  R.  R 33.600  33.960 

Chapin  Nat.  Bk 2,500  3,400 

Chioopee  Nat.  Bk 6,100  10.858 

Springfield  Nat.  Bk 2.500  6,875 

Hadley  Falls  Nat.  Bk 5,000  7.250 

Totals $189,350  $216,747 


TERRITORY  COVERED:  Mass.  only. 
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MUTUAL  FIRE  INSURANCE  COMPANY.  Saco,  Me. 

PreaideDt.  C.  Walhoe  Hannon;  Swretery  and  Treasurer,  A.  0.  PlmtiM.    OrgBiiiaed  1887. 


Ybas 

Cuh 
Anets 

Unearned 
PremiumB 

Net  Cash 
Surphtt 

Gaah 
Premiumfl 

Total 
InooDe 

Loam 
Pkid 

Retumed 
to  P'yh'ra 

Expeues 

Totdl^ 
peoffitnra 

IiMUiied 

1915 

1167.249 
161.574 
160,428 

111.196 
9.998 
8,852 

1156.063 
149.076 
151.576 

88.242 
6.797 
6,253 

817.883 
14,785 
16,568 

86.121 

12.071 

2,550 

86,067 
8.415 
5.301 

812.188 

15.486 

7.851 

86l131 

1914 

12.071 

1913 

2.550 

ASSETS.  DEC.  31,  1915:  Real  estate.  83.500;  mortCMe 
85.700;  bonds  and  stocks.  8120,637;  ooikteral  kians,  8%400 
88.547;  sgento'  baboccs.  82.100;  other  assets.  8365;  total 
8167,249.    Liabifities:  unearned  prems..  81.196. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foraeCexorot  per- 
petuals).  Deosmber  31.  81.772,918;  premiums  thereon.  8221,393. 

REAL  ESTATE  OWNED:  Consists  of  comer  lot  on  Mam  St.. 
opposite  Oty  Hall,  at  Saoo,  Me.,  and  valued  at  83.500.  Net  in- 
eome  last  year,  8119. 

MORTQAQE  LOAN:  Four  kmns,  for  85,700,  protected  by  prop- 
erty valued  at  more  than  double  tiie  aDdoimt  loMied. 

COLLATERAL  LOANS:  There  are  5  k)ans  well  protected  fay 
rel^ble  securities. 


BONDS  AND  STOCK  OWNED: 
Bonds. 

U.S.  1926. 4% 

Aroostook  No..  1M7. 5% 

A.,  T.  A  S.  Fe,  1996, 4% 

Chi.,  B.  A  Q..  1949,  3H% 

Chi..P.AStL..1980.4H% 

CoL.S.ftL.,1930,5% 

L.  ft  N.,  1934. 5% 

No.  ftw.  ft  Gt.  No- 1921. 4% 

Detroit  R.  ft  Ann.  Harbor  I^ 

Detroit  Term,  ft  Tunnel  1961,  4H% 


Atl.  Coast  Line. 
A..  T.  ft  D.  Fe . . 


SrocEB. 


Book 

Vahie. 

81.000 

1.000 

450 

1.000 

4.750 

1.000 

4,750 

5,100 

925 

1.805 


5.500 
750 


BoRDS  AND  Stocks  Owim.— ConI. 
Stoceb.— CoiU. 

A<^  1 . ft  S.  Fe..  p. ..I 

Boston  ft  Maine 

Boston  ft  Chelsea 

L.ftN 

Me.  Central 

Mass.  El.,  p 

Mich.  Cent,  ft  H. 

N.  Y.,  N.  H , 

NO.R.R. 

Pa.  R.  R. , 

Pere  Marquette,  p 

Union  Pac.,  p. 

Amer.  Eip.  Co.. 

Androsooam  MiDs 

LoekwoodCo 

Bates  Co 

Pepperal  Mu.  Co* 

YorkMfg.Co. 


Vabe. 

U856 

300 

6.000 

1.500 

^050 


Bath  Wat.  Supply  Co. 
Fourth  AU.  Nat  Bk... 
OasooNatBk 


5.100 
500 

14.150 

900 

5.241 

5.000 

500 

4.400 

1.000 

1U80 

18J60 

1.000 

1.100 

TOO 


Total. 


$117,717 


TERRITORY  COVERED:  Company  does 
only.    The  eompany  formerly  operated  entir^  from  the 
office;  it  now  empbys  scents  thnra^iout  the  State. 


MUTUAL  FIRE  INSURANCE  COMPANY,  Washington,  D.  C. 

Qm.  T.  DMrii«;  SeenUry,  L.  Phto  Bctaler.    Otiuuail,  1866. 


YlAB 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Pfeid 

Retumed 
to  Pyh'rs 

Expenses 

Total  Ex- 
pcDdituras 

lueuiied 

1915 
1914 
1913 

8321.379 
321,114 
324.402 

812.298 
12,091 
11.931 

8306.781 
808.808 
312.870 

828,087 
27,385 
27.343 

847,078 
43.979 
43,767 

'  89,921 
9.939 
6.642 

819,343 

9.087 

21.432 

829.164 
27.706 
14.363 

846.760 
46.730 
42.43^ 

ill 

MUTUAL  FIRE  INSURANCE  COMPANY  OF  ALBANY,  Albany,  N.  Y. 

President,  A.  Pace  Smith;  Secretary.  R.  M.  Johnston.    Organised,  1836. 


YlAR 

Cash 
Assets 

1915 
1914 
1913 

8299.852 
294,632 
284.245 

Unearned 
Premiums 

Net  Cash 
Surplus 

Net 

Total 
Incfxne 

Losses 

Retumed 
to  P'yh'rs 

Expenses 

Total  Ex- 
poDditarei 

Inouiied 

828.194 

8269.002 
257.643 
267,231 

830.151 
26,047 
15.626 

842,196 
38.032 
27.062 

812,800 

24.800 

3,673 

819,567 
17.701 
11.581 

832,457 
42.091 
15.254 

$ia214 

22;65i 
15,329 

M.864 

4.391 

AsssTS.  Dae.  31. 1915. 


Real  estate 

Mortgage  loans. . 
Bonds  udsto^ 

Cbsh 

Agents*  bahinoes 
Interest  and  renti 
Other 


•  •  •  • 


845.000 

3.000 

234.644 

10,457 

4.982 

1.642 

127 


LuBiutias,  Dk.  31. 1915. 

Losses  unpud 81.600 

Unsamed  prems.. . .        28,194 
Other  liabifities....  1,056 


Total  liabilities...      830,850 
Net  surplus 269,002 


Totalamets 8299.852       Total 8299.852 


Net  amount  of  members'  liability,  Dee.  31.  831,398.  Under- 
writing loss,  81186,  investment  profit,  812,546. 

RISKS  AND  PREMIUMS:  Fire  rhks  in  force.  December  31. 
86,733.634;  premiums  thereon.  851.807. 

REAL  ESTATE  OWNED:  Consists  of  company's  office  buildinf. 
446  Broadway.  Albany,  a  5Hrtory  brick,  stone  front  structure,  which 
cost  824,000,  and  which  is  carried  at  845,000. 


MORTGAGE  LOAN:  The  hian  for  jf8.000  is  opon  339^1  Hwd- 
son  avc  246  Washington  ave^  and  91  Soring  st.  Albany,  valoed  at 
817.400.  The  company  holds  88.650  of  insuranee  on  the  inott««sd 
boildiDgB. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


N.  Y.  State  hgyn  4% 

Albany  Cy.  Wat.  Supn  4%. 

Alb.  Cy.,  pub.  imp..  4% 

Ithaea  Wat..  4>^% 

N.  Y.  C  g.  ex..  8H% 

N.  Y.  C  mus..  3H% 

N.  Y.  C,  regr,  4% 

White  Plains,  pav..  4H%  • 
C  M.  ft  St.  P.,  gn.  m..  4% 
Gt.  No^.  1  r.,  4>^ 


N.  Y.  C,  g.  d.,  4Vo  •  •  •  • 
N.  Y.  C,  eq.  tr..  4>4%. 


Fkr 

Market 

Vahm. 

Vahw. 

85.000 

$5,150 

5.000 

5^X10 

18.000 

13.000 

3.000 

3.030 

85.000 

S3.5f0 

10,000 

9.900 

30.000 

80.400 

5.000 

5.100 

2.000 

1.840 

3.000 

SjOOO 

28.000 

8o.no 

^OOft 

8,000 
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MUTUAL  FIRE  INSURANCE  COMPANY  OF  ALBANY,  Albany,  N.  Y,—Cont, 


BoHu  Am  SracxB  Owksd.— Conf . 
Bonus.— CmI. 

N.  Y.  W. ;  B,  1  nu  4^% 

N.Y.11,lgB.iiu4H% 

Stocks. 

C«FU0^  ft  Soaq. 

Oa,  aud.  k  Cter. 

CiCT.ftPitti 

Ft  Wayne  k  JidaoB., 

mCeBtLL. 

Kml  CS^jr,  St  L.  4  C 

ManfasttuRj 


Vahie. 

15.000 

6.000 

1.830 
6.000 
2.500 
2.000 

10.000 
5,000 

15.000 


Market 

Vahie. 

14.100 

4.950 

3.060 
6.750 
4.000 
2,420 
8.000 
4.900 
19,950 


Bonds  and  Stocks  Ownbd.— C<mi. 
Stocks. — Cant, 

Mocris  AFuwii 

N.Y.,L.*W 

PittSn  Ft.  Wayne  A  Chi 

ReiMwnlaw  ft  Saratoga 

Utica.  Chen,  ft  Suaq.  Val 


Par 

Market 

Vabe. 

Vahie. 

$4,000 

$6,760 

10,000 

12.971 

14.600 

23,375 

6.000 

8,900 

800 

1068 

Totals  (book  vahie.  $223,794) $213,630        $234,644 


TERRITORY  COVERED:  N.  Y.  only. 


MUTUAL  FIRE  INSURANCE  CO.  OF  ST.  CHARLES,  St.  Charles,  Mo. 

IVeddent,  J.  H.  Bode;  Seoretary,  Charles  J.  Daudt.   Organised,  1860. 


Ciah 
Tuv    AsKts 


1915  $268,700 
IIM  352,305 
1913        2a763 


Unearned 
Ftamiums 


Net  Cash 
Surplus     ' 


Cash 
Premiums 


Total 
Inoome 


$6,732 
8,720, 
9.736! 


$16,966 
19,591 
19,740 


Pftid 


$1,846 
2,665 
9.201' 


1   Returned 
toP'yh'ra 

Expenses 

Total  Ex- 
penditures 

LoeBes 
Incurred 

1 

$8,633 
6,870 
7.389 

$10,479 

9,536 

16.590 

$2,006 

2,665 

1 

8,708 

Total 


Dae.  31, 1915.  LuBiunBB.  Dbc.  31, 1916. 

IfotpceioiBS $186^385    Losses  unpaid $160 

Boatbaaditada...        20^000    Unearned prems...         23,766 

AjBti'faalsnoes....        44,388    Other liafaOities 1,161 

blewrt 8,927  

Total  fiabOities...       $26,077 
Surphis 234,623 


$259,700       Total $259,700 


MORTGAGE  LOANS:  These  loans  aggrasate  $186,386,  and 
are  6  first  liens  on  improved  real  estate. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  WASHINGTON  COUNTY, 

Hagerstown,  Md. 

President,  Sm'l  B.  Looee;  Secretary,  Wm.  H.  Armstrong.    Organised,  1845. 


Cash 
Yi&B    Aoets 


Unearned 
Premiums 


IS15 
1914 
1913 


$183,753 
176.073 
176.182 


$6,264 
16.347 
16.640 


Net  Cash 
Siirj^ 


Cash       ;      Total 
Premhuns  i     Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Lones 
Incurred 

$12,988'         $21,716 
12.688i          20.485 
11.881            19.593 

5.270 

10.108 

6.599 

$1,809 
1.867 
2.210 

$5,742 
12.165 

4.786 

$12,821 
24.140 
13.595 

$7,670 

11.637 

6.699 

Aascn,  Dee.  31, 1915. 


Beatotate 

)tltft|ife  loans... . 
B«Bdi  and  stocks.. 

C»A 

laterests  sad  rents. 


Total 


$17,000 

78,997 

73,927 

7.816 

6.013 


$162,755 
156,807 
159.542 


LiiiBiLrnsB,  Dec.  31. 1915. 

Losses  unpaid $2,233 

Unearned  ivems. . . .  5.864 


ivems.. 
Perp.  dep.  reel . . . 

Div.  due 

Other  liabilities. . 

TotalliabiUties 
Surplus 


590 
12,441 
20 


$20,998 
162,755 


$183,863       Total $183,853 


Fire  risks  in  force,  December  31,  $3,797,824. 

REAL  ESTATE  OWNED:  Consists  of  business  houses  situated 
in  Hagerstown. 

BONDS  AND  STOCKS  OWNED:  These  ite.tis  consist  prin- 
cipally of  bank  stocks  ($21,833)  and  railroad  bonds  ($52,094). 


MUTUAL  FIRE  INSURANCE  COMPANY,  Pottstown,  Pa. 

President.  G.  N.  Malsberger;  Secretary,  Henry  D.  Saylor.    Organised.  1843. 


Cadi 
Ybu     Assets 


'  Unetfned 
I  Premiums 


1915 
1914 
1913 


$27.2411 

25.684 


23.921! 


Net  Cash 
Surplus 


$27,241 
25,649 
23.909 


Cash 
Premiums 


$1,006 
1.109 
1.207 


Total 
Income 


$2,012 
2.155 
2.156 


Losses 
Paid 


Returned 
to  P  yh'rs 


$20, 


921:. 


Expenses 


ASSETB,  DEC  31. 1915:  Bonds.  $9.831 :  collateral  loans,  $2,250; 
eu^  115,160;  total  assets,  $27,241.    No  liabitities. 


BONDS  OWNED: 


ABeriesa  Pipe  Mfg. 
AwriraaOis:^. 
KB  School 


Psr 

Market 

Value. 

Value. 

$2,000 

$1,960 

2.000 

2,000 

1.000 

1.006 

Bonds  Ownsd. — Cont. 

Luseme  Co.,  Gas  A  EI 

Illinois  Central  Pub.  Co , 

National  Bk.,  Pottstown  stk . . . . 


Totals  (book  value,  $9,828) 


$436 
392 
350 


ToUl  Ex- 
penditures 

Losses 
Incurred 

$456 
392 

$20 

1.271 

922 

Par 

Market 

Value. 

Value. 

$2,000 

$1,965 

2.000 

1.900 

400 

1.154 

$9,400 


$9,831 
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MUTUAL  FIRE  INSURANCE  COMPANY  OF  CARROLL  COUNTY. 

Westminster,  Md. 

Preddent.  Dr.  J.  J.  Weayer,  Jr.;  Secretory.  C.  Gloyd  Lynch.    Orcanised,  1869. 


YlAR 

Cash 
Ajasets 

Unearned 
Premiunu 

Net  Cash 
Surplufl 

Cash 
PremiumB 

Totol 
Income 

Loflsea 
P»id 

Returned 
to  P'yh'ra 

ExpeoaeB 

• 

Total  Ez- 
pencUturet 

Loves 
Incurred 

1915 

194.726 
96.193 
85,288 

16.404 

$88,322 
89.293 
84.388 

112,824 
1.'S.548 
15.463 

S17.460 
19.643 
19.496 

17.763 

6.100 

10.294 

15,991 
4,67? 
4.113 

113.754 
I0.n2 
14.407 

$R.363 

1914 

6,100 

1913 

10.295 

ABseta,  Deo.  31.  1915.  Real  estate.  15,000;  Mortgage  loans, 
187.478;  Cash,  $557;  Interest  and  rents.  $1,701;  Total  assets, 
$94,736.    Liabilities:   Unearned  premiums.  $6,404. 

Net  amount  of  members'  liability,  Dec.  31,  $337,027. 

Fire  riaks  in  force  December  31,  $4,351,047. 

REAL  ESTATE  OWNED:  CkinsistB  of  building  and  lot  situated 
on  East  Main  st^  Westminster. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Ga.So.&Fla 

Wabash  R.  R.,  eq 

Er*eR.R 

Central  Pfec.  R.  R 

United  £1.  St.  Ry..  Bali 

Atlantic  Ct.  L.  R.  R.,  ctf 

Ga.  Car.  4  No.  R,  R. 

Western  Union  Tdg 

Coal  &  Coke  R.  R 

Argentine  Republic 

Consofidation  Coal 


Pfcr 
Value. 
$4,000 
2.000 
2.000 
2.000 
7.000 
3.000 
3.000 
4.000 
3,000 
4.000 
3,000 


Market 
Value. 
$4,120 
1.900 
1,270 
1.800 
8.270 
2.790 
3,090 
3,800 
2.400 
8,440 
2.760 


BoNW  AND  Stocks  Ownbd. — Cant. 
Bonds.— CoiU. 

Maryland  El.  Rys 

Virginia  Rys 

Cons.  Gas  El.,  Ht.  A  Pow 

Monongahela  VaDey  Te 

Elk  Horn  Fuel  Co^  n , 

Consolidation  Coal  n , 

Danville  Tc.  A  Pow 

Chicago  Rys 

Cr4P.Tel..Va 

Davidson  Chemical 

Montreal  Can 

Encylopodia  Amensansana 

Domin.  of  Canada 

Stocks. 

National  Union  Bk.,  Md 

Nat.  Ex.  Bk..  Md 

Union  Nat.  Bk.,  Westminster 


Pkr 
Vahie. 
$5,000 
4.000 
4.000 
5.000 
3,000 
3,000 
5.000 
3.000 
5.000 
2,000 
2.000 
1.000 
2.000 
2.000 

1.200 
4.900 
2.5O0 


Market 

Vahie. 

S4.S50 
3,920 
2.760 
4.500 
2,730 
2.910 
5.200 
2,790 
3.850 
1.020 
2,040 
090 
1.075 
2.030 


7J01 
8.000 


Totals,. 


$91,600         $87,478 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  CALVERT  COUNTY. 

Prince  Frederick,  Md. 

Pros'dent,  George  W.  Dowell;  Seoretary,  Jno.  B.  Gray.    Organised,  1866. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Inoome 

Losses 
Paid 

Returned 
to  Pyh'rs 

Expenses 

Total  Ex- 
pendituroB 

Lots 
IncufTBd 

1915 

$37,834 
27,580 
27.279 

$27,571 
27.580 
27,279 

$1,636 

209 

1.058 

$3,142 
5.612 
3,517 

$2,225 

1.317 

799 

$765 

3.945 

519 

$2,990 
5.262 
1,318 

$2,225 

1914 

1.317 

1913 

799 

Assets.  Dee.  31.  1915:  Mortgage  loans.  $10,906*  Bonds  and 
stocks,  $13,780;  Collateral  loans,  $747;  Cash,  $1,098;  Interest, 
$701;  Total  assets.  $27,834.    No  Liabilities. 

Net  amount  of  members'  1  ability.  Dec.  31,  $59,018. 

Fire  risks  in  force  December  31,  $694,981. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Baltimore  Cy.  twg.  In.  1961-80 

Stocks. 

Merch.-Meoh.  Nat.  Blc, 

Nat.  Union  Bk 

State  Bk.,Md 


Vahie. 
$4,000 

2.510 

800 

1.250 


Market 

Vafaie. 
$3,000 

7.279 
1.088 
1.500 


Totab  (book  value,  $8,613) 


$8,560        $13,527 


MUTUAL  FIRE  INSURANCE  CO.  OF  CECIL  COUNTY,  Elkton.  Md. 

President  Wm.  8.  Evans.  Secretary,  Wm.  Sterling  Evans.    Organised,  1847. 


Ybar 

Cash 
Assets 

Unearned 
Premiums 

NetC^Mh 
Surplus 

Cash 
Premiums 

Total 
Inoome 

Losses 
Pakl 

Returned 
te  Pyh'rs 

Expenses 

Total  Ex- 
penditures 

Inclined 

1 

1915 

$67,554 

64.030 

•57.990 

$6,548 

$69,052 
62.705 
57.142 

$13,096 
13.116 
12,344 

$15,154 
15.064 
14.141 

$10,723 
4.820 
6.664 

$276 

$4,326 
4.206 
4.016 

$15,325 

1914 

9.028 

t!LS35 

1913 

10.(IS0l             5ufl39 

•Cash. 


Dec.  31.  1915:  Cash.  $67,543;  Other  sasets.  $11;  total 
aswts,  $67,554.  Liabilities:  Losses  unpaid.  $1,601;  Unearned 
prems..  $6,548;  Other  Habi  ititt,  $353;  Total  liabilities,  $8,502. 


RISKS  AND  PREMIUMS: 
$3,775,777. 


Fire  risks  m  force  December  31« 


MUTUAL  FIRE  INSURANCE  CO.  OF  CHESTER  COUNTY,  Coatesville,  Pa. 

Praddnt.  Manhidl  8.  Wv,  Seentuy.  B.  P.  Caopw.    OronitML  1840. 


YS&K 

Cash 
Assets 

Unearned 
FrmdamB 

Net  Cash 
Surphis 

Cash 
IVemiuffls 

Total 
Inoome 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditurei 

Inuuned 

1915 

$367,999 
358.770 
315,944 

$132,075 
133,681 
126,214 

$163,093 
156.174 
163.560 

$182,154 
188.519 
180.340 

$216,186 
199,544 
190.633 

$143,154 
125.009 
129.501 

$72,372 
61,079 
64,144 

$215528 
180.088 
183.646 

$14aiS7 

1914 

100.083 

1913 

122.52S 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


319 


MUTUAL  FIRE  INSURANXE  CO.  OF   CHESTER  COUNTY,  Coatesville  Pa.— Con^ 


Dae.  31. 1915. 


LuBiums.  D«c.  31, 1915. 


Red  estate 

UntMekaos... 
Bonds  ud  itocks. 

Cksk 

4«eats'bdaiM».. 
latem  and  rents. 


Total 


180.000 
2.100 

241.691 

8.292 

26.520 

9.396 


unpaid. . . 
Unearned  prems. 

Bor.  money 

Other  liabilitiee.. 


Total  labilities, 
^irpliis 


S31.545 

132.075 

35.000 

6,286 

$201,906 
163.093 


$367,999       Total $367,999 


Kct  iBoant  of  merabers'  liability.  Dec  31.  $1,942,643. 

REAL  ESTATE  OWNED:   Consisto  of  brick  office  building 
stated  m  OoatesriHe,  FSa.    Market  value  $80,000. 


WmSB  AND  STOCKS  OWNED: 
Bonds.. 


Nartasaptan  Hoii^htB. 
BsHor.. 

Kvtetfa 


Vahie. 

$21,000 

500 

12,000 

laooo 

8.200 
8.000 


Market 

Value. 

$21,000 

500 

12,000 

10.000 

8.200 

8.000 


Bonds  and  Stocks  Owned. — Coni. 
Bonds. — Cont. 

Darby 

Vandecrifth 

LotanTwp 

Parkaburg 

Amer.  Rye 

Phila.  &  Read.  R.  R 

Lcbigh  Valley  R.  R.,  6% 

Lehigh  Valley  R.  R..  4% 

Bui.  Roch.  s  P.  R.  R 

UUghCoalANav 

Penn.Co.,4% 

Phila.  B.  &  Wash.  R.  R 

L.  S.  &  Mich.  So.  R.  R 

Lehigh  &  W^lkesbarre  Coal 

United  Wat.  A  Lt 

Mah.  A  Shenango  R.  A  L.  Co 

Phiia.  Sub.  Qas  4  El 

Stocks 

Phi]a.Te.  Co 

Home  Big.  &  Loan  Asb 


P*r 

Value. 

$10,000 

6,000 

10.000 

3.000 

5.000 

25.000 

8,000 

5.000 

5.000 

5,000 

5.000 

5.000 

15.000 

10.000 

10.000 

5000 

10.000 

2.000 
100.000 


Market 

Value. 

$10,000 

6.411 

laooo 

8.000 
4.825 

23.719 
8.760 
4.500 
5.050 
4.800 
4.700 
5.000 

14,100 
9.391 
6.500 
5.000 
9.200 

3.306 
37.240 


Totals  (book  Talue.  $270.221) $308,700      $241,691 


MUTUAL  INSURANCE  CO.  OF  FREDERICK  COUNTY,  Frederick,  Md. 

Preadent,  A.  C.  MeCSrdell;  Secretary,  0.  C.  Warehime.   Organised.  1844. 


1915 
»14 
1913 


Unearned 
Plemimns 

Net  Cash 
Surplus 

Cash 
Prwniunis 

$582 
4.566 
4.882 

$49,343 
45.476 
34.181 

$5,540 
6.063 
4.979 

Total 
Income 


Returned 
to  P'yh'rs 


$9,289 
9.330 
8.038 


$3,131 
3,872 
3.068 


Totai  Ex- 
penditures 


Bed 


Dbc.  31. 1015. 

...       $22,000 
5.500 

BondisadBloeka...         20,828 
CM 1^440 

IstnstasdreqtB.!!  '386 


Lubiuthb.  Dsc.  31. 1915. 

Losses  unpaid $20 

Perp.  dep.  reel 582 

Other  liabilities 209 


Total  liabilities. 
Sorphis 


$811 
49.343 


Totd 


$50,154       Total $50,154 


Net  SDoont  of  members'  fiabifity.  Dec  31.  $445,680. 


REAL  ECTATE  OWNED:    Consists 
dSse  bakfiag;  book  vahie.  $12,000, 


<rf  company's  home 
value.  $22,000. 


MORTGAGE  LOANS:  There  are  2  loans,  aggregating  $5,500, 
1  kr  $5jOOO  on  183  acres  of  land  near  Fredend:,  Md..  and  the 
eths  for  $800  on  one  brick  boiUing  in  FVederiek.  Total  vahie, 
tl^QOO.  The  eompaoy  holds  $6,000  of  insoranee  on  the  buildings. 


BONDS  AND  STOCKS  OWNED: 


Maryland  Eleotrie. . . 
Norfolk  Ry.  A  Lt.... 
Consolidated  Coal... 
Va.Ry.&  Power.... 
Col.  1^.4  Power... 

N.N.&O.Pt 

Carolina  Power  k  Lt. 

Pacific  Gas  A  El 

ElkhomFuel 


Toledo,  Tc.  6%. , . . 
Norfolk  A  Southern. 
Interboroagh  R.  T. . 

Chicago  Rys 

Erie  Equip 


Totals  (book  vahie,  $20.882) . 


TERRITORY  COVERED:  Md.  only. 


$10,052 
7.860 
7.050 


Incurred 


$6,542 
3,941 
1.332 


Fto 

Market 

Value. 

Value. 

$1,000 

•967 

4.000 

8,870 

2.000 

1.990 

2.000 

1.820 

1.000 

925 

1.000 

995 

1.000 

925 

1.000 

925 

1,500 

1.498 

2,000 

2,025 

1.000 

970 

1.000 

995 

2.000 

1.932 

1.000 

990 

t31,500        120.828 


MUTUAL   FIRE   INSURANCE   COMPANY  OF  GERMANTOWN   AND 

VICINITY,  Philadelphia,  Pa. 

Ftewient,  Wm.  H.  Qnliudt:  Seentaiy  ud  TreuuRT,  Cbas.  H.  Won.  Ortuiied,  1843. 


Y.^ 

Gash 
Asmis 

Unearaed 
Proniums 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Losses 
Psid 

Returned 
to  Pyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 

$i;M8.1<K7 
1.519,350 
M77.400 

$344,007     $1,237,610 
345.363,      1.168.393 
825.723;      1.121.312 

$25,028 
20.357 
20.974 

$98,649 
76,283 
94,927 

$9,962 
17,264 
15.025 

$23,575 
20.148 
38,231 

$33,537 
37,411 
53.256 

$10,296 

1914 

17,264 

»I3 

prcBiams  include  amount  redaimaUe  on  perpetual  policies. 


Red 


Bttds  and  slocks.. 

Gsh. 

Agents'  bahmees. . . 
mtaMt  and  teats.. 


Dk.  31. 1915. 

$55,000 

802.347 

660.026 

21.909 

3.402 

23.032 

31.851 


LuBiums,  Dae.  31, 1915. 

Losses  unpaid $1,328 

Unearned  prems 31,403 

Perp.  dep.  reel 812,604 

Other  liabUities. . . .  5.222 


Total 


Net 


Total  liabilities...     $350,557 
Surplus 1,237.610 


$1,588,167       Total $1,588,167 


bers*  liabifity.  Dec.  31,  $31,651. 


Underwriting  profit.  $4,022;  investment  profit,  $68,917. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$8,227,644;  premiums  thereon.  $55,925;  perpetual  fire  risks. 
$12,450,817;  deposit  premiums  thereon.  $346,088. 

BUSINESS  SINCE  ORGANIZATION:  Premrams  received, 
$1,202,948;  looses  paid.  $608,087;  dividends  dechured,  essh,  $36.- 
377. 

REAL  ESTATE  OWNED:  Consists  of  company's  home  office 
building,  oosting  $63,500.  Income  last  year,  $446;  taxes  aQ<^ 
expenses,  $1,128. 

MORTGAGE  LOANS:    There  are  235  kians. 


U,^^ 
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MUTUAL  FIRE  INSURANCE  COMPANY  OF  GERMANTOWN  AND  VICINITY, 

Philadelphia,  Pa. — Continued. 


1802,347,  and  are  ivoteeted  by  property  situated  in  Philaddphia 
County,  mortgagee  taken  on  a  oasis  of  60%  of  a  fiair  valuation. 
The  loans  range  in  amount  from  8100  to  SIO.OOO.  the  average 
bemg  about  $2,500.  There  was  $3,426  of  interest  past  due  on 
December  31,  last.    No  prior  liens  on  ivoperties. 


These  are  mostly  upon 
▼SJue, 


BONDS  AND  STOCKS  OWNED: 
guaranteed  municipal  and  railroad  bonds;  par  and  book 
1676,500;  market  value,  $650,026. 

MISCELLANEOUS:  This  company  has  never  levied  an 
meat. 


MANAGERS:  H.  B.  Bniner,  M.  L.  Fln<M  Morris  R^Boekias. 
John  S.  Smith.  Joseph  Fling.  Charles  H.  Weiss.  Wm.  J.  Ffis^ 
Wm.  H.  Emhardt,  Stewart  A.  Jdlett,  George  P.  Darrow.  Marshal 
T.  Farra,  H.  W.  Pletefaer.  Wm.  N.  Tophun,  Pringle  Borthwiek. 
Wm.  T.  Murphy. 

FIELD  MEN  AND  TERRITORY  COVERED:  Oeorge  E. 
Wagner  4  Co.,  411  Wahiut  st.  Philadelphia.  Company  operates 
in  the  counties  of  Philadelphia,  Mratgomery  and  Budcs,  Pa^  only. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  KENT  COUNTY, 

Chestertown,  Md. 

President.  Thos.  W.  Eliason;  Secretary,  George  B.  Westoott.    Organised.  1847. 


YU^R 

Cash 
Assets 

1015 
1914 
1913 

$95,897 
89.244 
85.466 

Unearned 
Premiums 


$81,060 


Net  Cash 
Surplus 


$12,787 
89.244 
84.565 


Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P  yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
loeuired 

$13,071 

$17,656 
18.463 
16.038 

$3,840 
5.914 

$9,375 
7,988 
8.164 

$13,215 
13.902 
14.164 

15.845 

12,794 

5,914 

12,629 

6,000 

6.000 

Unearned  premiums  is  amount  redaimable  on  account  of  premiums  paid. 


AsBRB,  Dkc.  31. 1915. 

Rea*  estate $11,525 

Mortgage  loans 1.350 

Bonds  and  stocks. . .  77.960 

Cash 4,291 

Interest  and  rents. . .  771 


LiABiums,  Dae.  31, 1915. 

Losses  unpaid $2,005 

Prem.  dep.  reel 81,060 

Other  liabUities.....  45 


Total  liabiUties.. 
Surplus 


$83,110 
12,787 


Total  assets $95,897       Total $95,897 


Net  amount  of  members  Lability.  Deo.  31,  $246,065. 
FSre  risks  m  force  December  31.  $2,183,560. 


BONDS  OWNED: 


Armour  k  Co^  4H%. 

Southern  A  Fla..  5% 

Qa.  &  Alabama,  5% 

Seaboard  Air  Line.  4% 

Norfolk.  Ry.  *  Lt 

St.  Louis  A  San.  Fran.  Ry.,  4%. 
American  Agnc.  Chem.,  5% . . . . 
Chempeake  4  0.  Ry.,  4H%. . . . 


Central  Leather,  5%.. 

Cons.  Gas  El.  Lt.  db  Pwr..  4%. 


United  Ry.  k  El.  4%. . 
Consolidated  Coal,  1%. 
Southern  Ry.,  4% 


Pftr 

Market 

Vahie. 

Vafaie. 

$6,000 

$4,700 

5.000 

6.150 

7.000 

7.175 

10,600 

&30O 

9.000 

9,000 

5,000 

3.300 

5000 

5.175 

5.000 

4.400 

5.000 

5,060 

1.0000 

9.000 

5.000 

4.150 

4,000 

4.040 

5.000 

3,550 

Totals,  (book  value.  $76,982) $85,000 


$77,060 


MUTUAL  FIRE  INSURANCE  COMPANY  IN  HARFORD  COUNTY, 

Belair,  Md. 

President,  Richard  Dallam;  Secretary,  George  R.  Caimes.    Organised,  1842. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

1915 

1914t 

1913 

$166,363 
154.130 
139.439 

$34,395 
28,767 
24.204 

Net  Cash 
Surplus 


Cash 
Premiums 


$131,858. 
125.363, 
115,235' 


$58,060 
58.034 
62.892 


Total 
Income 


$63.560> 
75.460 
63.196! 


Losses 
Paid 

Returned 
to  Fyh're 

Expenses 

$29,838 

$17,532 

32,845 

17,983 

37.006 

19.000 

Total  Ex- 
penditures 


Incurred 


tNovemberSO,  1914. 

Assm.  Die.  31. 1915. 

Reatestate $4,000 

Loans  on  Co.  etfs. . .  36,000 

Bonds  and  stocks. . .  90,947 

Cash 34,539 

Interest  and  rents.. .  877 


LuBiuiUB,  Dbc.  31. 1915. 

Unearned  jpcems. . .       $34,395 
Other  liabilities.....  110 


Total  liabilities. 
Surplus 


$34,505 

131.858 


Total  assets $166,363       Total $166,363 


RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
415.334.751. 

REAL  ESTATE  OWNED:  Consists  of  company's  home  office 
building,  comer  of  Pennsylvania  aye.  and  Courtland  St.,  Beiair, 
Market  value.  $4,000. 


BONDS  AND  STOCKS  OWNED: 


Harford  Co.  Court  House,  imp 

State  Road 

Phila..  Bait,  k  Wash.  R.  R.  Bds 

B.  k  0.,  Pitta..  L.  E.  k  W.  Va.  R.  R.  Bds 

Ind.  k  Louis.  Ry.  Bds 

Behur  Wat.  &  Lt.  Co.,  bds 

Hasard  Wharf  Co 

Baltimore  Cy.  stk.,  se.  house  loan 

Seaboard  Air  Line.  6%.  1945 

N.  Y.  C  &  H.  R.  R.  R.,  4H%.  2013. . . . 


$47.37(^ 
50.8281 
560061 


Vahie. 

$1,000 

25.000 

30  000 

5,000 

5,000 

7.000 

1.500 

10.000 

5.000 

5,000 


$29,838 
32.845 
37.006 


Market 

Varae. 

$2,000 

25.000 

2S.700 

4.400 

2.750 

7.000 

1.500 

0.800 

5.000 

5.000 


Totals  (book  value  $93.850) . 


$94,500         $92,150 


MUTUAL    FIRE    INSURANCE   COMPANY   OF   LOUDOUN    COUNTY. 

Waterford,  Va. 

Pmident,  Arthur  W.  Phillips;  Secretary,  A.  L.  McGavock.    Organised.  1849. 


Yu^B 

Cash 
Asseto 

Unearned 
Premiums 

Net  Cash 
Surplus 

1915 

$97,433 
73,809 
70.171 

$89,711 

1914 

60.529 

1913 



62.432 

Cash 
Premiums  ' 

$69.4101 
60.358 
60.838* 


Total 
Income 


Loeses 
Paid 


$72,931 
64.436 
63.766' 


$36,841 
46.778 
45.372 


Returned   ' 
toFyh'rs  i 


Total  Ex- 
penditures 


I  $15,457 
15.054 
25,080 


fncnrred 


910.042 
49L778 
47.52S 
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MUTUAL  FIRE  INSURANCE  COMPANY  OF  LOUDOUN  COUNTY, 

Waterford,  Va. — Continued. 

LiABiinm.  Dec.  31. 1915. 


A«m.I>K.31. 1915. 

Ralotate $3,300 

UcftpeelouiB 4.000 

BowfauditodB...  58.306 

Caab 28.431 

.\teMi*l«luKei....  337 


laauud 

Other  Ikbinties.. 

Total  fialUities. 
Sun»his 


$6,201 
1.521 


$7,722 
80.711 


Total 


907.433       ToU' $97,433 


REAL  ESTATE  OWNED:   Company  n  home  office  building 
onied  at  eost;  net  renta  reeored  last  year,  $50. 

MOBTQAQE  LOANS:   This  amounts  to  $4,000  and  is  i>n>- 
tectai  hy  a  taaa  licoiieit/  in  Fanquier  County. 


BONDS  AND  STOCKS  OWNED: 

BoNsa 

Va.  Coaturiea 

Seaboard  4  Roanoke 

Cambria  A  Clearfield 

Ga..  Car.  A  No 

Sloes  Iron  &  Steel.  1  m..  6%.  1020. . . . 
Southern  Ry..  eq.,  5%,  1010 

Stocks. 

Loudoun  Nat.  Bk 

Peoples  Nat.  Bk 


Par 
Value. 
$28,500 
2,000 
2.000 
2.000 
3.000 
2000 

6.000 
3.600 


Totals  (book  value,  $50.780) $54.100 

Territory  Covered:  Va.  only. 


Market 

Vahie. 
$25,365 
2.060 
2.140 
2.060 
^060 
2.000 

10.500 
6.120 


$58,305 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  MONTGOMERY  CO., 

Sandy  Spring,  Md. 

Freaideiit.  E.  P.  Thomas:  Secretary  and  Treasurer.  AUan  Farquhar.   Organised.  1848. 


Yl4S 

Caah 
Asaets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

19U 

$383,236 
347.206 
378.188 

$370,874 
342.062 
375.814 

$64,764 

»}4  1 

:n3 

61,768 
50,470 

Total 
Ineome 


Paid 


Returned 
to  P'yh'ra 


$80,060 
77.000 
74.422 


$40,860 
73.0351 
47.8131 


Expenses 

Total  Ex- 
penditures 

Losaes 
Incurred 

$13,041 
14.520 
14.027 

$63,810 
87.555 
62.740 

$40,002 
76,020 
48.074 

ASSETS^  DEC.  31, 1015:  Real  estate.  $7,000;  boatk  and  stocks, 
1351.140:  cask.  $18^054;  agents'  balances,  $481:  intexest  and 
mtM,  15,661.    Total  assets.  $383,236. 

UABILmES:   Loeses  uniiaid,  $3,362. 

F^  nka  in  faree.  December  31.  $17,831,884. 

HEAL  ESTATE  OWNED:  About  one  acre  in  the  village  of 
Sudy  Spring,  «ith  2-story  brick  office  buil(fing  thereon. 

BONDS  OWNED: 


U.  S.  GomnBcnt,  1025.  4% 

State  of  Marykad,  1024-25.  3H%. 
Sase d  liarylaDd.  1096-27,  4%. . 
Sttieo{MBiyiand.ie28.4% 

dtKeofMarylBiid.1020.4% 

5«km«t  aty.  1027.  3^% 

W^we  City.  1028,  3H% 

Wtaweaty,1030,3^% 

BtkaufeO^.  1036.  ZH% 

BiteBareaty.l»40.3H% 

BdOMtCKy.  1054, 3H% 


Psr 

Book 

Vahie. 

Value. 

$14,000 

$14,000 

30.000 

28.500 

22.000 

22.000 

30.000 

30,000 

10.000 

10.000 

15.000 

12,750 

7.500 

6.750 

60.000 

54.000 

10.000 

0.000 

40.000 

36.000 

5.000 

4.500 

Bonds  Ownsd. — Cont. 


Baltimore  City,  1080,  3H% 

Baltimore  City,  1020-26,  4% 

Baltimore  City,  1061.  4% 

Montgomery  Co.,  tnpkn  4% 

Montgomery  Co..  high  sc..  4% 

Montgomery  Co..  10  dis.  red^  4% 

Montgomery  Co..  Dam.  &  Garm..se..4%. 

Montgomery  Co..  5  rd.,  4% 

New  York  City.  1057.  414% 

New  Windsor,  wat..  1048,  4% 

Washmgton  Tm..  1045,  3H% 

Baltimore  Sp.  Pt.  A  Chesapeake 

Tidelity  &  Deposit.  Md..  stk 


Par 

Market 

Value. 

Value. 

$15,000 

$12,750 

1.000 

1.000 

7,000 

6.650 

8,500 

8,500 

0.000 

0,000 

13,000 

13.000 

7.000 

7,000 

0.600 

0,600 

10.000 

10.000 

5.000 

5,000 

20.000 

17,000 

5,000 

4.775 

5,500 

15,400 

Totals. 


$350,100      $347,150 


FIELD  MEN  AND  TERRITORY  COVERED:  Elgar  L. 
TschUTely.  Roekville.  Md.,  for  Md.  and  D.  C.  Company  operates 
in  Md.  and  D.  C. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  READING,  Reading,  Pa. 

Pnddmt,  Cliii.  E.  Lappe;  Seeretary,  W.  M.  Daeber.  Organiied,  1870. 


iW 

Cisfa 
AmetM 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

1»U 

$43,063 

$28,848 
28.177 
25,451 

$24,044 
21.101 
30.877 

$34,836 

1114, 

43,228 
38X1^ 

28.277 

ms 

•**■••••"•• 

42.030 

Lossas 
Pkid 


$0,804 

5,735 

13,514 


Returned   i 
toP'yh'rs  '   Expenses 


$25,531 
21.843 
20.370 


Total  Ex- 
penditures 


$35,335 
27,578 
42,884 


Incurred 


$8,338 

5.815 

14.348 


AsBiB.  Dk.  31, 1015.  LuuuTiBs.  Dbc.  31. 1015. 

ge^«Mte $40,000    Loses  unpaid $2,215 

^^ 888    Barrowed money...        12,000 

isati'balaaees....  3.062  

OthvasKti 13       Total  fiabifities...       $15,115 

Surplus 28.848 


Totd 


$43,063       Total $43,063 


REAL  ESTATE  OWNED:  Consists  of  4-story  office  building 
aad  s  tnet  of  bod.  Total  vahmtion  $01,000.  subject  to  mort- 
giaaf  $51,000 

Territory  covered:  p^  only. 


REMARKS:  It  will  be  noted  that  practically  all  of  this  com- 
pany's caah  assets  are  represented  by  equity  in  real  estate  and 
outstan(fing  balances.  Also  that  the  company  reports  no  unearned 
|x«mium  reserve.  While  the  real  estate  owned  is  valued  at  $01,000 
it  is  subject  to  a  mortgage  oi  $51,000.  Without  questioning  the 
intrinsic  worth  of  the  real  estate,  it  is  not  always  easy  to  dispose 
of  such  property,  when  money  is  required,  at  its  real  vahie.  The 
company  has  found  it  necessary  to  borrow  money,  which  points 
to  the  desirability  of  its  investments  bdng  in  more  hquid  form  than 
real  estate. 


MUTUAL  FIRE  INS.  CO.  OF  SOMERSET  &  WORCESTER  COUNTIES, 

Princess  Anne,  Md. 

President.  Thcs.  H  Buck;  Secretary.  Henry.  J.  Waters.    Organised.  1867. 


Amis.  Dee.  31. 1015:  Real  estate.  $3  000;  Cash,  $13,007;  Total 
MKta.  $17,006.  LiabiUties:  Unearned  preDtf.  $1768;  Other 
t«biiKies,$645;  Total  liabilities,  $2,413;  Surplus.  $14,503. 

Nft  sMQBt  of  memben'  liabihty,  Dec  31.  $65,415. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31, 
$868  045. 

BUSINESS  DURING  1015-  Premiums  received.  $3,536;  total 
income,  $4,140;  losses  paid,  $2,225:  expenses  $1.210;Ltotal  ex- 
penditures,  $3,435. 
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MUTUAL  FIRE   INSURANCE  CO.   OF  MONTANA,   Helena,  Mont. 

Preadrat.  ChM.  P.  Power:  Seorataiy.  Frad  C.  Taylor.    Qrsaniifd.  1014. 


Aflsm.  Die.  31, 1015. 

CMh S15.782 

AgBDts'  ba*AnoeB. . . .  2.986 

Other  anets 39.322 


Total 


LuBiunv.  Dk.  31.  1016. 

LosM  unpaid 11,300 

Unearned  prema ....         18,781 


Total  Uabilitiea. 
Surp'.ua 


$58,000       Total. 


$20,171 
37,010 


$58  000 


Undenrritinf  profit.  $5,813;  inveitiDeDt  profit.  $125. 

RISKS  AND  PREMIUMS:  Fire  r  aka  n  fane  Deeenbv  3t 
$1,701,308;  premhima  thereon.  $33,296. 

BUSINESS  DURING  1915:  Net  prem.iiiiM  reoe.yed.  $3S0«: 
tota:  income.  $35  193;  losses  paid.  $16,808;  expeoaaa,  $15,859; 
total  expend'turea,  $32,667;  losses  'neurred.  $17,905. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  Mottal 
Aaency  Co.  of  Hdena.  Mont.,  is  general  afmt  for  the  entire  state 
of  Mont,  which  is  the  on.y  state  in  which  the  company  operatM. 


MUTUAL  FIRE,  MARINE  AND  INLAND  INS.  CO.,  Philadelphia,  Pa. 

Prendeni,  J.  B.  Hutchinson;  Secretary,  Chas.  N.  Rambo.   Organised.  1902. 


Ybir 

Cash 
Assets 

1915 
1914 
1913 

$797,647 
818,910 
737,102 

Unearned 
Premiums 


$229,494 
208,092 
190.293 


Net  Cash 
Surplus 


$438,255 
423.6S6 
393,422 


Cash 
Premiums 


*$394,346 
359,704 
332,189 


Total 
Inoome 


$429,790 
389.073 
359.783 


Loflses 
Paid 


Returned   I  I  ToUl  Ex- 

toP'yh'ra  I   Exposes  |  penditores 


*$359.095 
228,391 
203.402 


$40.8641 
37.7291 
32,662i 


$49,449 
41.611 
36.175 


$449,408 
307.731 
27Z239I 


Incurred 


$311,986 
247.806 
223.295 


*  Includes  $110,777  marine  premiums  and  $123,479  marine  losses. 


AasBiB,  Die.  31, 1915. 

Bonds $626,211 

Cash 67.006 

Interest 5.242 

Premiums  due 99,188 


LiABiums,  Dbc.  31. 1915. 

Losses  unpaid $57,795 

Unearned  prems 229.494 

Reins,  prems.  due.. .  44.842 

Other  liabilities. . . .  27.261 


Total  liabilities. . .     $359,392 
Surplus 438.255 


Total  assets $797,647       Total $797,647 


Net  amount  of  memben'  liability.  Dec.  31,  $2,603,502. 

Underwriting  profit.  $8,163;  investment  profit,  $33,175. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$84,626,911;  premiums  thereon,  $332,780;  marine  and  inbnd 
risks  in  force,  $5,051,204;  premiums  thereon.  $103,821. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reeeiyed. 
$2,677,840;  losses  paid.  $1,768,005;  dividends  declared,  cash. 
$205,945. 

BONDS  OWNED: 


An.  Val.  R  R..  gn.  m.,  1942.  4% 

B.  A  0.  R.  R,  r.  m.,  g..  1941,  4% 

m.,  g..  1992,  4H% 

gn.  ca.  g..  2003,  4%. . 
N.  4  W.  Ry,.  P.  0.  &  C,  1  m.  g.,  1941. 4% 

Penna.  R  R.  ca.  m..  1948.  4% 

P.,  B.  4  W.  R.  R.  d.,  1916-17,  4% 


0.  <k  0.  Ry.,  gn.  i 
Lehigh  VaL  R.  R. 


Fto 

Book 

Value. 

Value. 

$50,000 

$47,375 

50,000 

42.000 

25.000 

23.000 

25.000 

21,625 

50.000 

44.250 

50.000 

49.375 

50.000 

48.625 

Bomw  OwNTO. — Cont. 


P..  C,  C.  &  St.  L.  Ry.,  cs.  m..  1957.  4%. 

Reading  Co.,  gn.  m..  1997,  4% 

N.  Y.  C.,  cp.  ctf.  c  1962.  4W% 

B.  ft  0.  R.  R,  eg.  tr.  ctfs..  4hVo 

N.  &  W.  Ry.,  Div.  1,  b.  k  gn.  m.  g., 

1944,  4% 
N.  Y.  C.,  cp."stk!  ctf.^  c,  1962,  4^^.. ' ' 
Central  Pac.  Ry.,  1  r.  m.  g.,  1949,  4%. . . 
So.  Fwi.  R.  R.,  1  r.  m.  g.  c  1955.  4%. . . 

L.  S.  A  M.  S.  Ry..  d.  g..  1931,  4% 

No.  Pac.  Ry.,  gn.  b..  ry.  k  Id.  g.,  m.  c, 

2047,3% 

Penna.  Co.,  gr.  c.  g.  tr.  ctfs..  1944,  3K% 


Par 

Market 

Value. 

Value. 

$50,000 

$16,500 

102.000 

95.654 

40.000 

39.800 

24.000 

23.393 

10.000 

8.750 

10.000 

9.SO0 

25.000 

21.719 

19.000 

16.079 

25,000 

22.531 

26.000 
60,000 


16.333 
49.500 


Totals. 


$691,000       $626,213 


MISCELLANEOUS:  The  membenhip  of  this  company  is 
composed  principally  of  railroad  oorporatioos,  and  various  daases 
of  fire,  marbe  and  tranqoortation  nska  <rf  such  eorporatioas  are 
written.  A  i  user  re  fund  is  maintained  to  provide  acamat  eoa- 
tingencies  of  exceptional  losses.  Conflagratioo  loas:  Bsdtimare, 
1004.  $45,473. 

DIRECTORS:  Theodore  N.  Ely,  L'mooln  Qodfror.  J.  fi. 
Hutchinson.  L.  E.  Johnson.  Wm.  G.  Macdowell.  J.  D.  MeCubbia. 
Jr.,  W.  Heyward  Myera,  R  H.  Newbera.  Oeo.  M.  Shrirer.  Georgj 
Wood.  W.  H.  Barnes. 

TERRITORY  COVERED:  Licensed  in  Pk.  only. 


MUTUAL  PROTECTION  FIRE  INSURANCE  CO.,  Charlestown,  Mass. 

President,  Wtl Jam  P.  Hart;  Soeretary,  Frank  V.  Noyes.    Organised.  1861. 


YS&B 

Cash 
Aneta 

1015 
1014 
1013 

$91,630 

80.625 

114.638 

Unearned 
Premiums 


$27,876 
33.541 
46.073 


Net  Cash 
Surplus 


$53,605 
45,415 
46,234 


Cash 
Premiums 


$22,246 
21,706 
27.616 


Total 
Income 


$30,873 
27,504 
34.507 


Loesas 
Paid 


Returned 
to  Pyhra 


$4,725 
26,281' 
20.875" 


$13,005 
5.885 
7.853, 


$31,556 
20.457 
12.318 


Total  Ex> 
pesdi  tores 


Inouircd 


$11,444 
52.633 
41.046t 


$2e.OI3 
20J05 


MUTUAL  PROTECTION  FIRE  INSURANCE  CO.,  Washington,  D.  C. 


President.  James  B.  Lamlm;  Secretary.  Wm.  A.  Johnson.    Orgaiused.  1876. 


Ybar 

Cash 
Asseta 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total      1 
Inoome 

1015 
1014 
1013 

$31,678 
31.210 
31.624 

$1,508 
1.545 
1.636 

$29,689 
29.205 
29.980 

$2,688 
2.755 
2.944 

$I.176J 
4.256 
4.3541 

Losses 
Paid 


$631' 

1.986' 

167 


Returned   i 

to  P  yh're  .    Expenses 


$920 

IMA 

1.009 


$2,167 
2.171 
2.167 


Total  Ex- 
paocfiturea 


lofeotred 


$8,718 

51» 


$S3I 

1.06$ 

167 
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NARRAGANSETT  MUTUAL  FIRE  INSURANCE  COMPANY, 

Providence,  R.  I. 

PrasdeDt,  Alfred  U.  Eddy;  Awtent  Seeretariei,  F.  N.  Brmneh.  F.  B.  Buirill.    OrgMusad  1885. 


VlAl 

Caah 
AaBcti 

Uonnied 
PrpmhiBM 

NetCuh 
Surpfais 

Net 
Premiuma 

Total 
Income 

LoaBes 
Pkkl 

Returned 
to  P'yh'n 

Expenses 

Total  Ex- 
penditures 

Losses 
InettRttd 

1915 
1914 
1913 

$128^384 
176.882 
114,248 

$39,879 
87,063 
64,834 

$51,665 
67.255 
47.373 

8107,685 
190.063 
12a615 

8126.655 
206.087 
134.758 

$43,387 
7,611 
3.937 

•107.282 
135,043 
100.017 

126,952 
16,361 
23.091 

$177,621 
159,015 
127,045 

$43,067 
7,604 
4.302 

AsBRB.  Dk.  31, 1915. 


LuBiuim,  Dbc.  31,  1915. 


Bofidisodsto^. 

cyi 

Acmti'  bsibuees. . 
latcRst 


$117,588 
6.048 
3.670 
1,078 


unpaid — 
Unearned  prcms. . 
Other  liabsmies.. 

Total  liabiUties. 
Surplus 


$600 
50,879 
16.240 


$76,719 
51.665 


Toul 


8128,384       Total 8128,384 


Net  aaarant  of  members'  liability,  Dec.  31,  $363,747;  under- 
^tUmg  prait,  $32,894:  investment  profit,  $8,196. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
114.196,260:  praaioms  theraon,  $121,249. 

BIGNESS  SINCE  ORGANIZATION:  Premiums  reoeiYed, 
ttl44JI4;  losses  paid,  $296,001;  dividends  declared,  cash,  $1.- 
S51139. 


BONDS  AND  STOCKS  OWNED: 

BOMM. 

R.Lfch.iap,ln 

R.  I.,  Ind  hwf.  eon 

Pkstitket,  R.  I.,  wat.  wks 


Market 

Vahie. 

$1,030 

1.880 

•5.100 


Book 

Vahie. 

$1,000 

1.800 

5.000 


BoHDS  AMD  Stocks  Owned.— Coal. 
Boms. — CofU. 

Pottghkeepaie,  N.  Y.,  gd.  so 

Pou^ikeepsie,  N.  Y.,  hg.  se 

Bumaby.B.C 

EvansvUle  EL  Ry.  Co 

Tampa  A  No.  R.  R.  Co 

Stocks. 

Chicaio  A  Eastern  Hi 

Westminster  Bk 

American  Express  Co 

New  England  Power  Co 

Pullman  Co 

R.  I.  Investment  Co 

Wells  Fargo 


Pkr 

Market 

Value. 

Vabe. 

$12,240 

$12,300 

30,600 

30.750 

laooo 

10.000 

920 

860 

3.750 

4.500 

4.000 

7,920 

7,100 

13.000 

10.500 

198 

120 

1,650 

1.360 

26,000 

22.600 

3,300 

2,750 

Total  cash  assets $117,588      $114,630 


DIRECTORS:  E.  H.  Howard.  S.  M.  Pitman.  W.  8.  Hutchin- 
son, A.  B.  Chaee,  J.  Kilgour,  A.  U.  Eddy,  E.  C.  Bucklin.  Jeffrey 
Davis.  W.  P.  Chapin,  C.  R.  Makepeace. 

TERRITORY  COVERED:  The  company  operates  in  Mass., 
Mich.,  N.  C,  N.  Y..  R.  I..  S.  C.  and  Wis. 


NATIONAL    HARDWARE    DEALERS    MUTUAL    FIRE    INSURANCE 

COMPANY,  Huntingdon,  Pa. 

President,  0.  H.  Miller;  Secretary,  W.  P.  Lewis.   Organised.  1903. 


Yi&a 


CsA 


ins 

1314 

1913 


$114,963! 
94.734 
99.453 


Reinsuranoe 
Reserve 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$43,727 
39,456 
35.673 

$71,856 
55,278 
63,777 

•$57,386 

•  55,793 

•  51,287 

$62,441 
61.081 
62.395 

$27,658 
49.036 
42,473 

* 
• 
• 

$9,384 
9.450 
9.705 

$37,042 
58,486 
52.178 

$27,658 
49,036 
42.473 

'ProBbias  are  net  after  deducting  40%  allowed  as  dividends. 


ASSETS.  DEC.  31,    1915:    Bonds,  $109,595;  cash.  $2,539; 
afsti'  bdbaees,  $1,634;  interest,  $1,215.   Total  assets.  $114,963. 

UABIUnEB:  Unearned  prema.,  $43,727. 

FW  riAs  in  force.  December  31,  $5,419,512. 

LoMB  paid  aaoe  oiBBniiation,  $208,821. 


BOHDS  AND  OTOCKS  OWNED: 
Boma. 

C,|LtPRy,r.,4% 

VY.5,4H%.    

usimpte.  Hy,  1  b.  r..  4% 

N^aL48t.L.Ry,d:4% 

)wvam Ry ,  ssies  A.  aq.  n^  5% 

Ctoa«B^lnL.5% 

S!feV^«  %- c'- *^« 

5«rf*  aoatheni  By..  5% 

Cb«i»Ry,«riesA 

Ck,XLAPte.Ry,d.,5% 

V>VBaR7.AIW..14r.,5% 


Market 

Value. 

$3,300 
4,245 
4,862 
4.168 
5.075 
4,868 
4.462 
4,275 
4,556 
2.125 
3,556 
4.700 
4.575 


BoNM  iiin>  Stocib  Ownkd.— Coiif. 
Bonds. — CoiU. 

ffiltoo-Dodge  Lumber.  1,  6% 

United  Light  4  Rys.,  1  4  r.,  5% 

N.  Y,  Rys.,  ad.  inc.,  5% 

Toledo  Tc,  Lt.  &  Pow.,  6% 

B.  &  0.  R.  R.,  ov..  414% 

United  PubUc  UtUiUes  Co.,  cs.,  6%. . . 

Stocks. 

Deere  ft  Co.,  p.  cum.,  7% 

United  Public  Utilities 

Southern  Pacific,  1  r.,  4% 

C,  M.  A  St.  P.,  cv.,  4H% 
Hudson  A  Manhattan,  ad., 
Italian  Government,  6%. . . 
B.  4  0.  R.  m  gn.,  5%. . . . 


6% 


Market 
Value. 
$4,000 
4.450 
5,662 
5.062 
4.850 
4,500 

4,825 
200 

4.512 
5.162 
1,550 
5,000 
5.050 


Total $109,595 


DIRECTORS:   W.  P.  Lewis.  C.  H.  Miller,  W.  P.  Bogardua, 
F.  C.  Moys,  Sharon  E.  Jones. 


NATIONAL  MUTUAL  ASSURANCE  COMPANY,  Philadelphia,  Pa. 

IVesHiept,  Frederick  A.  Downes;  Secretary,  Wm.  M.  Burgess.    Organised,  1901. 


Yiu 

Cash 
Asnts 

Unearned 
IVemiums 

IfU 
1*14 
19U 

1135.445 
130.122 
127,388 

$64,442 
64,630 
64,881 

Net  Cash 
Surplus 


Net 
Plemiums 


$120,101 
112.507 
118,827 


Total 
Income 


$125,823 
117,639 
123.152 


P^ 


$13,268 
9,680 
5.497 


Returned 
to  P'yh'ra 


$96,432 
95.044 
90.595 


Expenses 


$11,508 
11.171 
11.257 


Total  Ex- 
penditures 


$123,208 
115  895 
107,349 


Lones 
Incurred 


$11,437 

11,335 

5.543 
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NATIONAL  MUTUAL  ASSURANCE  COMPANY,  Philadelphia,  Pa— CoBftnm 

am,  Dk,  ai.  I»a.              LiuiuTiK  Dk.  3. 
tll2,0S5    LoHuiiiwd 


Tnwlbibilitia... 


Net  uuuDl  of  masben'  Uthility,  Dd.  31.  fUMM:  ludB- 
writins  unfit.  tM.t4!:  urMtoHt  prgfit.  T.SM. 

RISKS  AKD  PREMIUMS:  Rr  liAa  in  fcnii.  D«nl»  31. 
t13.S8t.SBl:  muntiu  tlwmii.  lia,l«T. 

BUSINESS  SINCE  ORGANIZATION:  Pmnhimi  nmdnd. 
tl.Iia.S13;  1«H  iBid.  19e,g39;  drndeoda  deoknij.  tei2,;22. 


19.000 

Ml.  Vow.;;  N.  V_  bw.m'p..  iii%.l9b3 

N.  Y.  Suu,  h*.  Imp.,  fg'^c.  1WU 

W 

14.700 

s.a50 

ftIM 

B.  A  S.  R.  R.  Coqi..  1  m- «%■  IM3 . . .  ■ 

Groenlner  Ry,  1  m^  (%.  1940 

L.  li  H.  IL.  r,  4%,  IMS 

N.  «  W.  Ry,  dii.,  1  In.  Jt  (■>.  m,  4%, 

o.*LC.^'Vi'D„'4%;i«s.";;;!;i 

P..  W.  A  B.  B.  R,  itk.  v.  (st(^  4%,  1021 

R.-W„  wl.  (r..  4%.  104J 

St.  L.  Swn.  Ry,  1  Un.  A  un..  S%.  1912. . . 

8l.  L.  Ttmt.  imp..  S%.  IBM 

W.AL.  &ieR.R..  Iia..4%.lt40 

Ldiifh  Vil,  CoiL,  1  dIm  i%,  1033 


Mute 
Vilut. 
tUN 


Buffih  i  Sua.,  aim 

Tottk  (book  Vldu^  1118.401). . . 


M21.M0      tUMOi 


MISCELUNE0U3:    Thi. 


otdnnuy.  the  Kentoaa.  MwM 

>M  Mulwl  Rn  liavuA  O 


«  Soutbtn  SUMMuind  Rn 


ly  ii  linnni  b  Mic^h..  N.  C,  N.  Y,  Pl.  8.  C  u 


NATIONAL  MUTUAL  CHURCH  INSURANCE  COMPANY,  Chicago,  111. 

Prcwlnt.  NUhuiel  M.  Joui;  Secntuy,  Bary  P.  MadlL   Oitwi'iHL  18H. 

I   Reiunied   I  '  I  Toul  Bi-  ;      Looa 

U  P'yb'n      EipawM      pwdhana  |    iDaimil 


CMh      I 
Yui     Aneti     | 


I  NetCuh  I 
HurpJiH     j 


Cuh 


Toul 


100.272 


tO(l,«00         »l4.«2g  12.473 1 

l».078l          4J.5BII  — 7.»iS 

Sl.lSi' _    37.U2^ ViM  

-Eio(«a<i(li>bil>Iia. 

1«l^  LuRiums.  Die,  31.  ISIE. 

tll;200    LoHBUDpud t1U77 

36.311  UmroFdinmi  ...        44,0:« 

I.44S  OtbBliibilliiH....          e,924 

AgHiia' tKiuwa..,.          4.M7  ^  Tctelliibitilia...       tM.427 
Ott«  i^'. '.'.'.'. 


Uorltts'  loux 

Bonds  md  Rocki. . . 


Totklu 


Net  an 


t6«.000       ToW.. 


Duderwiitir*  tnfit,  f7,770;  iiTjutinBit  profit,  12,984. 

RISKS  AND  PREMIUMS:  FiitnAtm  latt.  Diatabo  31. 
(27^11.292:  premiuma  thnon,  180362. 

BUSINESS  SINCE  ORGANIZATION:  Pramiunu  nodved, 
iieladii^  uDuid  Fnmium  luM,  tl,88«.lt3A:  kwH  jaid.  t«ra.- 
W>:  dividendi  dsiland.  aih.  St.224. 

MORTQAQE  LOANS:  Tben  in  1  km  agincitiDi  112^00. 


vlueh  ttie  fiflBpaoy  bM 
R  pM  d»  on  DmwiIw 


Mukft 


noTda  Oh  Lt.  A  Coke.  Chi..  1  IB. 
Conmonirallli  El.  Co..  CId.  I  m., 


San  ftmaaaao. 


NATIONAL  PETROLEUM   MUTUAL   FIRE  INSURANCE  COMPANY, 
Philadelphia,  Pa. 

Prciidcfit.  H.  H.  Wiiloak:  Ssonity.  HouMod  Dubb.  OtwiiiMd.  1*0*. 


Cuk 


Um 


el  Cuh  I 


Cuh 


Total 


Yu(     AiHla       Pimiumi  |  Surplus     |  PrBmnmi  ^     IncsoH 

ItIS          H7,28a           tl7.87l'  13B.382           K1.35t\         143,3721 

1014          42,«UI           14.242  23,923!          27,  lit           28,934 

1013     __4i,«l'          ROM  la.lM.          2»^0e3l          29.9M1 

Aiun,DK.3l.  lOli.  LuULrme.  Dk.  81. 191G.        , 

BoBda t3T,I7S  UneuiKd  oong....       117.971 

Cuh «.£I3  OtbHiiibilitiH. ...         19.133 

Ploniuiu  due 22,035  

lElenat t27  Totd  behiUtis. , .       t28.l»4 

OtbsiHta 137  Surplw 39.282 

TotdiMU K7.:St  T-M I«7,28« 


1. 110! 


7.917 
8.U4I 


3i.9ia 


.       UndKvrmiii  pnGt.  t34.4S4:  inTotDieDt  pnGL.  tl.OtO. 

RISKS  AND  PREMIUMS:  Fin  riaki  in  ((roc  Dwonba  II, 
t2.7O7,70O(  pcoBhimi  timti.  tse.198. 

BUSINESS  SINCE  ORGANIZATION:  PnmiiuiB  naimi. 
I  1334.923;  Iowa  lAid.  tI24.223:iUTidHMli  cbekML  aafa,  H.4U. 

BONDS  OWNED:  Pu  UwM 

Vifaie.  Value. 

N.  ¥.,  N.  H.  A  H.  R.  R.,  d.  4% tl.000  tUtOt 
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NATIONAL  PETROLEUM  MUTUAL  FIRE  INSURANCE  CO.,  Philadelphia,  Pa.— Con^. 


Bonos  Owmo. — Coni. 


CanoBditod  Gm,  Bdto. . . . 

OioMttBy,  I 

rntedRy.ofBtho^  1 

B<»«B«fc  g0 

pTcTC.  k  St  JL  R.  R . . .' ! 

Setboud  Air  Line.  1 

B.40.ILR,lg 

Alhotk  CoMt  Uk.  8 

GaoMiiftD  Northern  Ry^  eq. 
LdiilhCQalANav^coLtr. 

B.40.R.R,eq 

Norfolk  Soothera  R.  R^  1  r. 

nLCttta]R.R^eq 

GvMtf^nj.kVom.: 

CooiiiMrs  Pov.,  1 


Pw 

Mmrket 

Vftlue. 

Value. 

81.000 

1940 

1,000 

970 

1.000 

830 

1.000 

950 

1.000 

942 

1,000 

822 

1,000 

915 

1.000 

937 

3,000 

2.790 

2,000 

2.000 

1.000 

1.002 

2.000 

1.700 

1,000 

1.002 

3,000 

2,700 

2,000 

1,820 

Bonds  Ownsd.— Cor/. 


New  Englsad  Pow..  3-jrr 

NorthumberUnd  Gaa  ft  El. . . . 

South  Shore  Gm  &  El 

Unkm  Terminsl,  Dslbs.  Tex. . 

Harriflburg  Light  &  Pow 

Lake  Shore  4  Mich.  Southern . 

N.Y.C.AH.R.R.R 

Luierbe  Ck>.,  Gas  ft  El 

Chesapeake  k  Ohio  Ry 

N.  Y.C.&H.R.R.R.,r.... 
Chicago  k  Western  Ind.  R.  R. 


Totals. 


TERRITORY  COVERED:  Pk  only. 


Par 

Market 

Value. 

Value. 

81,000 

1995 

2,000 

1,880 

1,000 

960 

1,000 

980 

2,000 

1,980 

1,000 

940 

1.000 

922 

2.000 

1.920 

2,000 

1.970 

2,000 

1.880 

1.000 

806 

840,000 

137,175 

NEBRASKA  HARDWARE  MUTUAL  INSURANCE  COMPANY, 

Lincoln,  Neb. 

President.  H.  J.  Hall;  Secretary.  Nathan  Roberts. 


1 

Cash         Unearned 
AsRts       Prefflioms 

Net  Cash 
Surplus 

Cash 
Proniums 

Total 
Income 

Losses         Returned 
Pkid         to  P'yh'rs 

EixpeDses 

Total  Ex- 
penditures 

Losns 
Incurred 

IIM 

1913 

828JQ0           $7,979 
30.123             9.728 
23.803             8,342 

$20,024' 
30.123| 
14.935; 

$14,393 
16.612 
16,727 

$20,451 
21.767 
23.668 

$10,256,          $6.6161 
ia706            6,763' 
11.6001            5,182. 

$4,346 
3,939 
3.556 

$21,218 
21.406 
20.428 

$10,250 
10,706 
11,090 

ASSCTS.  DEC.  31«  1915:  Mortgage  loans,  $11,100;  bonds 
asd  ftoeka.  $3,000;  eash,  $0,129;  premimn  balanoes.  $2,292; 
iBtarat.  $552;  otbvsssets.  $5,530.  Total  assets,  $28,603.  LiabQ- 
itaK  TTsearned  premhms,  $7,979. 


Net  amount  of  members'  liability.  Deo.  31,  $229,197. 

RISKS  AND  PREMIUMS:    Fire  risks  m  force,  December  31. 
$1,928,533;  premhims  thereon.  $28,206. 

TERRITORY  COVERED:    Neb.  only. 


NEBRASKA  LUMBERMENS  MUTUAL  INSURANCE  ASS'N,  Lincoln,  Neb. 

Pkewient.  Geo.  W.  Eggleston;  Secretary.  E.  E.  HalL      Organised,  1906. 
—  Net^CMh  I  --____  _ 


.     OMh 
TiAK    Aoels 


Unearned 
Premhims 


Sunrfus 


1115  $26.«07 
VU  23,832 
1913         19.798i 


$15,410 
13,451 
12.642 


$10,595 
7,786 
6.554 


Cash 
Pt^emiums 


Total 
Income 


Losses 
Paid 


Returned   | 

to  Pyh'rs      Expenses 


$3,427 
8,089 
5.928 


$8,601' 
8.881  • 
6,423! 


$1,049^ 

2.3771 
1.601! 


422 

416 


$2,688 
2.244 
2.133 


Total  Ex- 
penditures 


$3,737 
5,043 
4.149 


Incurred 

$1,049 
2.377 
1.601 


Dk.  31, 1915.  LuBXumB,  Die.  31, 1915. 

lfcmaOa,Neb.,C.                    LosMunpaid $602 

E,b $5,000    Perp. dep. reel $15,410 

JBMB,Ncb,wtr.bL  6,000                                 

OdlilmllottBB 12,403  Total  liabOitiea. . .      $16,012 

CM 2.594    Sorphis 10,595 

latmit 470 

OtesMli 140 


Tslal 


$20*607       Total. 


$26,607 


RISKS  AND  PREMIUMS:   Perpetual  fire  risks.  $1,476,100; 
deposit  premiums  thereon,  $15,353. 

LosM  paid,  since  organisation,  $30,964. 


NEW  BRUNSWICK  MUTUAL  FIRE  INSURANCE  COMPANY, 

New  Brunswick,  N.  J. 

President,  W.  E.  Florance;  Secretary,  John  W.  Hebn.    Organised,  1846. 


Cbah 
TiAx    AsKts 

Unearned 
TnBOxoDB 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
toFyhrs 

Expenses 

Total  Ex- 
penditures 

Losns 
Incurred 

1915:    $12i673 
IIM        121,306 
1113  J      119,753 

$2,476 
2,534 
2,563 

$122,197 
118,772 
117,190 

$1,798 
1.579 
1.551 

$7,119 
6,749 
6,518 

$736 
35 
59 

$722 
'56i 

$2,166 
2.775 
2,117 

$3,624 
2.809 
2,737 

$736 
36 
60 

$121,673. 


$71080;  eid^ 
L  liafaiiitaes: 


premiums.  $2,475. 


Net  smfftmrt  of  eoatiageoft  premiums.  Dee.  31,  $14,854. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$549,950:  premiums  thereon.  $4,951. 

MORTGAGE  LOANS:  There  are  loans  acsregating  $35,200, 
protected  bv  improved  real  estate  in  New  Brunswig  valued 
at  ctxiaderaDly  more  than  double  the  amount  loaned.  Company 
holds  smi^  fire  insurance  on  the  buildings. 
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NEW  CASTLE  COUNTY  MUTUAL  INSURANCE  COMPANY, 

Wilmington,  Del. 

PKttdnit,  M.  M.  Cleaver;  Vioe-PnmdeDt  and  Traawrer,  S.  Q.  Qeaw;  Soeretaiy,  B.  G.  Strickland.    OnEuind.  1860. 


Ybir 

Cash 
Aaaets 

Unearned 
Pmniiuna 

NetCaoh 
Surplua 

Cash 
P^emiuma 

Total 
IneooM 

Loases 
Paid 

Returned 
to  Pyh'rs 

Expenaef 

Total  Ex- 
penfituKB 

liOf  ^ 

IiKuned 

1015 
1014 

1187,554 
176,000 
167,267 

110.030 

S171.966 
176.000 
160.425 

123,071 
24,763 
23.003 

132,703 
33.041 
30.078 

13.540 
118.858 
tl5.551 

$4,068 
4.074 

4  784 

113,600 

122.227 
23.827 
20.335 

13,740 

1013 

3.562 

}  LoaM  and  expenses. 

Amrb,  Dbc.  31, 1015. 
Mart0«e  loans HM50 


Bonds  uid  Btoeka 
Collateral  loans.. 

Cash 

Interest.... 


LiABiUTm,  Dbc.  31, 1015. 

unpaid $300 

130,061    Unearned  prems. . . .        10,030 
200    Other  liabilities....        5,340 

4,881  

2,562       Total  liabilities. . .      815,588 
Soiplus 171,066 


Totalaasets 8187.554       Total 1187,554 


FSre  risks  in  force,  December  31, 10,132,000. 

MORTGAGE  LOANS:    Are  protected  by  imDroved  pmperty 
in  Wilmington,  Dd.,  vahied  at  more  than  doable  th« 
loaned. 

BONDS  AND  STOCKS  OWNED:    These  coosisi  of 
tion  bond  first  mortgages  amounting  to  8111,563;  oorpocation 
stocks,  17,531;  Delaware  Bank  and  trusts  stocks,  HUSO. 


NEW  DENMARK  MUTUAL  HOME  FIRE  INSURANCE  COMPANY. 

New  Denmark,  Wis. 

Prendent,  H.  F.  Buokmann;  Secretary,  P.  Christensen.    Organised.  1875, 


YlAR 

Cash 
Assets 

Unearned 
Premiunis 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

I/OBMS 

Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Loasei 
Inenmd 

1015 

821.072 
22,780 
25.762 

118.017 
22.870 
25.142 

003 
0.414 
8,831 

812,014 

10.370 

0.205 

810.040 

11.035 

5.780 

11.652 
1.407 
1.273 

|12J(02 

13.431 

7.062 

$13,004 

1014 

•>••••■■■•■ 

11.035 

1013 

5.789 

ASSETS,  DEC.  31,  1015:    Bills  receivable.  $8,170;  cash,  $12,- 
673;  other  aasptB.  $1,120.    Total  assets,  $21,072.    Liabilities: 
unpaid,  $3,055. 


Fire  risks  in  force,  December  31,  $4,637,260. 


NEW  JERSEY  ASSOCIATION,  Crosswicks,  N.  J 


President,  A.  Satlerthwaithe  Secretary,  Isaac  Harrison.    Organised.  1823. 


Unearned 
Premiums 


$4,858 
4.854 
4.668 


Net  Cash 
Surplus 


$37,008 
36,027 
34,564 


Cash 
Premiums 


$44 


138' 


Total 
Income 


$2,010 
2485 
2.046 


Loeses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

$325 

$23 

244 

37 

378 

Total  Ex- 
penditures 


$325 
267 
415 


iDcurred 


$23 


NEW  LONDON   COUNTY   MUTUAL  FIRE   INSURANCE  COMPANY, 

Norwich,  Conn. 

President,  H.  H.  Gallup;  Secretary.  W.  F.  Lester.    Organised,  1840. 


Ybar 

Cash 

Assets 

Unearned 
Premiums 

"Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Loeses 
Paid 

1915 
1014 
1013 

$320,128 
308.908 
296,075 

$133,432 
121.464 
1 13.454 

$185,491 
183.742 
179.386 

$112,348 
92.387 
82,247 

$12^840 

105.313 

96.537 

$69,767 
59.603 
53.606 

Returned 
to  P'yh'rs 


Expenses 


Total  Ex- 
penditures 


$41,042 
34.954 
35.514 


Absktb.  Dec.  31. 1915. 


LiABiUTiKS,  Dbc.  31, 1915. 


Real  estate $35,000 

Mortgage  loans 4,000 

Bonds  and  stocks. . .  222.641 

Cash 51.363 

Agents'  balances 14,751 

Interest  and  rents . . .  1,373 


Loeses  unpaid 

Unearned  prems.. 
Other  liabilities . . 

Total  liabilities. 

Surplus 


$8,620 

133.432 

1.585 


$143,637 
185.491 


Totalaasets $329,128       Total $329,128 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$28,712,832;  premmms  thereon,  1240,900. 

REAL  ESTATE  OWNED:  The  company  owns  its  new  home 
office  bldg.  at  50-61  Broadway,  valued  at  $35,000. 

MORTGAGE  LOANS:  There  is  one  loan  for  $4,000,  fulkr 
protected  by  property  vahied  at  $7,500.  The  company  holds 
84,500  of  insurance  on  the  building. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

At..  B.  k  Atl.  R.  R.,  1936.  5% 

Bristol,  Conn..  1939.  44% 

C.  R.  R.,  Ore..  1935,  6% 

Day.,  Cov.  k  P.  R.  R„  1922,  5% 

D.,  R.  L,  k  W.  R.  R.,  1916.  5% 

Ft.  Dodge  A  Deft  M.  R.  R..  1937,  5%. . . 

Ind.,  Col.  k  E.  Tc,  1926.  5% 

N.  Lond.  k  N.  Lyme  St.  Ry..  1935,  5%. 

N.  Y.,  N.  H.  k  H.  R.  R,.  1948,  6% 

St.  Jos.  R.  R..  Lt.  H.  k  Pow.,  1937,  5%. 

Terre  Haute  Tc.  k  Lt.,  1944,  5% 

Tri  Cy.  R.  R.  k  Lt.,  1923,  5% 

W.  Pcnn  R.  R.,  1931.  6% 

Wilkesbarre  k  Haaelton  R.  R..  1951.  5%. 
Bait.  Unit.  Ht.  Lt.  k  Pow..  1929.  4H%- 
Biackstone  Val.  Gas  k  EL,  1937,  5%. . . . 
Dallas  Gas,  1925,  5% 


$110,809 
04.5d7 
80.120 


Incurred 


$70,906 
59.139 
&5.49r 


Par 

Market 

Vahie. 

Value. 

$10,000 

$2,500 

5,000 

5,325 

5.000 

Z506 

5.000 

4.400 

5.000 

5.000 

8.000 

zooo 

5.O0O 

4.225 

5.000 

4.750 

1.700 

tx^ 

5.000 

4,730 

10,000 

«,?0O 

5.O0O 

4.050 

10.000 

laoTs 

6.000 

2,400 

5.000 

4.7W 

5.000 

6.0B0 

5,000 

4,600 
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NEW  LONDON  COUNTY  MUTUAL  FIRE  INSURANCE  COMPANY, 

Norwich,  Conn. — CoiUinued. 


Bons  un  oioca  Owmo. — CwL 


HMkt«B^19S7.ft% 

lfisL8liteTl,10M.5%.... 
AMrieu  T.  k  T|^^l«2&.  4%. 

KWvmkhAmnfLK... 

ULCmLJLR 

KaLAlAGd.IUadtB.R.. 
Kia.(>.9(.LAC3tt.  R.R. . 

5.T,N.E4H.R.R 

PtLH 

Attr.Ei.Nai.BlL,N.Y.... 

fik.afAMria.N.Y 

CornB».BL,N.Y 


Ptf 

Market 

Vdue. 

Value. 

110.000 

t9.2S0 

10.000 

10.000 

5.000 

4«575 

1.000 

1.180 

5.000 

5.300 

4.000 

4.800 

2.000 

1.800 

laooo 

7,375 

11.000 

12,787 

4.000 

8.280 

500 

2.675 

3.000 

0.750 

BOMM  AMD  SVOCU  OwmD.— CtflU. 

Orocu.— CmI. 

Nat*  Bk.  Of  Coounene,  N.  Y 

Nat.  Pk.  Bk.,  N.  Y 

Tkamei  Nat  Bk.,  Norwioh 

Nonvioh  Indiwt.  Imp.  Cp 

Atkntic  Natl  Bk..  N.  Y 

Norwioh  Hotiimg 


Vahw. 

si,aoo 

10,000 

12,500 

750 

700 

350 


Market 

Value. 
82.340 
41,500 
201800 

750 
1.060 

350 


Totak  (book  TahM.  8100.830) 8185.750      8222,041 


FIELD  MEN  AND  TERRITORY  COVERED: 
aote  aa  ipeeial  agent  and  kw  adjuster.    The  oompany  operatca 
in  Conn.  only. 


NEW  YORK  CENTRAL  MUTUAL  FIRE  INS.  CO.,  Edmeston,  N.  Y. 

IVeadent.  C.  T.  Coats;  Secretery.  V.  D.  Robinson.    Organiaad,  1800. 


'  Cisfa 

im  tz7jBiai 

1914  34.936 

1»3  31.479 


Unearned 


Net  Cash 
Surplus 


Cash 


$20,046) 
34.171 
20.854 


81,129 

9.791 

10.625 


838.429 
38.165 
32.131 


Total 
Inoome 


830.393 
39.073 
32,889 


P^ 


827.458 
22.635 
16.075 


Returned 
to  Fyh'rs 


113.396 
124S61 
11.473 


Total  Ex- 
penditures 


|4a854 
35.496 
27.548 


Incurred 


Dk.  31, 1915. 


LuBiLiTixB,  Dnc.  31, 1915. 


MotMekMBt... 
BtadsmdrtoekB. 

CWi   

btcrat 


81000    Losses  unpaid.... 

17,080    Unearned  prems. . 

8.481 

251       Total  liabifities. 

liab 


82.896 
26.045 


T«(i' 


827.812       Total. 


828.941 
1,129 

127.812 


BI^S  AND  PREMIUMS:    Fire  risks  in  foree.  December  31, 
tU3U76:  premhims  thereon.  862.411. 

MORTGAGE  LOANS:    These  kians  aggregate  $7,000.  and 
w  protected  hy  Tillage  and  £srm  property  valued  at  $7,200. 


BONDS  OWNED: 

Dany..  Urb.  A  C  1923.  5%. . . 

Un.  To..  Kan.,  1937. 5% 

Deekerville,  Mich..  1917,  5%. . . 
Chi.,  R.  I.  &  Pae..  1934.  4%. . . 
Louis.  4  Nash.  R.  R..  1940, 4% . 

Un.  Pac.,  1947,  4% 

C.  M.  Sab.,  1989,  4^% 

Edm.  Un.  T.  8.,  c,  4H% 


F^ 

Biarket 

Vahie. 

Value. 

$1,000 

$080 

1.000 

840 

4.000 

4.000 

2.000 

1.320 

2,000 

1,900 

1.000 

970 

1,000 

1.030 

6.000 

6.040 

Totals  (book  vahie.  817,787) . 


818.000        $17,080 


MISCELLANEOUS:  The  bw  of  1900  allows  eo<>perative  com- 
panies seven  years  for  the  accumulation  of  reserve. 


NEWBURYPORT  MUTUAL  FIRE  INSURANCE  CO.,  Newburyport,  Mass. 

Fkeadent.  Wm.  R.  Johnson;  Secretary,  Edward  Osgood.   Organised,  1829. 


Tl4l|     i 


Cash 


119.368 
47,112; 
M.172 


Uneamed 
Premiums 

$6,784 
4,137 

5.810 1 


Net  Cash 
Surplus 

$42,418 
42.870 
40.302 


Cash 
Premiums 

$4,198' 
3,685, 
2,441 1 


Total 
Income 

$6,990 
6.380 
5.417 


Loeses 
Pftid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$535 
582 

1,474 

$4,220 
3.718 
2.422 

$1,140 
1.422 

3,028 

$5,895 
5,722 
6.924 

$529 

576 

1.456 

AoBiB.  Dk:.  31. 1915.  Liabiuthb.  Dec.  31. 1915. 

^"tpgebaas $900  Uneamed  prems. .. .        $6,784 

Boadiufedaiocki...        43,721  Other  liabihtiee. .. .             166 

[^  52  

I^oMud rests...            547  Total  liabUities...        $6,950 

^"s-flfdep 4.148    Surplus 42,418 


Total 


$49,368       Total. 


$49,368 


JJm  A.VD  PREMIUMS:  Fire  risks  in  force.  December  31. 
«*2,435:  praaiuBs  thereon.  $12,416. 

I««s  paid  anoe  or^nisation.  $20,639. 

^  UOKTGAGE  LOANS:  There  is  one  loan  for  $900  on  dweUing 
^^s:  Newfaurjrport  Mass.,  valued  at  $3,000.  Company  holds 
•^M  of  msufaaee  on  the  buildingB. 

BONre  AND  OTOCKS  OWNED: 

^. .        Bqkds. 

>«wpcft  Stmt,  Va 

Bw«or  4  Aroostook 

?S^*4«^StBy.lm 

M'efc.  Sl  T1 

M:w».G«ecaiH.. .;;;;;;;;;:;;;;;;;; 

S  L  CoUfia  Yam  ....  


Value. 

$2,000 
5.000 
2.000 
2,000 
3.000 
3.000 
1.000 
1.000 
1.000 


Market 

Value. 

$1,840 

3,900 

1.625 

1.860 

2.970 

2.730 

1.000 

1.010 

740 


BoNce  AND  Stocu  Owned. — CmU. 
BoNDB.— Con/. 

West.  Tl.  *Tg 

C,  M.  k  St.  P.  R.  R..  gn.  &  n.  m.  g 

N.  Y.  C.  R.  R.,  20-yr.  cs.  g.  d 

Montana  Power,  1  r.  m.,  series  A 

Chicago  Jc.  k  Union  Stk.  Yds.,  m.  col.  tr. 

r.  g 

Stocks. 

Atch..  T.  A  S.  Pe 

Atch.,  T.  A  8.  Pe.  p 

Boston  k  Maine 

Chi.  Jc.  Stk.  Yds 

Chi..  MU.  A  St.  P 

Chi.,  Mil.  A  St.  P.,  c 

N.Y.C.AH.R.R 

Merchants  Bk.,  N'port 

Ocean  Bk.,  N>)rt 

Amer.  Tl.  A  Tg 

Mich.  St.  Tl..  p 

Riverbank  Ct.  Sec 

U.S.  Rubber,  p 

W.  Un.  Tg 

West  E.AM 

W.E.  AM.,  c 


Totals  (book  value.  $42,872) 


Par 

Market 

Value. 

Value. 

$3,000 

$2,970 

200 

216 

500 

570 

1,000 

950 

3,000 

3.000 

1.000 

1.080 

100 

102 

2,400 

864 

500 

520 

1.400 

1.890 

400 

400 

1,300 

1.430 

2,000 

3.600 

1.550 

2.077 

900 

1.161 

400 

368 

2.100 

945 

1.100 

1.199 

1.400 

1.260 

500 

860 

450 

639 

$45,200        $43,721 
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NEWPORT  MUTUAL  FIRE  INSURANCE  COMPANY,  Newport.  Ky. 

President,  Ju.  E.  McCncken;  Secretary.  C.  W.  Nagel.   Organised.  1880. 


Ybib 

Cash  ~ 
AasetB 

Unevned 
PtenuiunB 

Net  Cash 
Surplus 

Caah 
Premiums 

1915 
1914 
1913 

129.061 
27.964 
27.775 

19.918 
9,819 
9,528 

119.143 
17.108 
18.247 

14.768. 
4,472 
4.052 

Total      I 
Inoome     I 

16.525 
8.207 
5.751 


Paid 


Retiimed 
to  P'yh'rs 


Expenses 


Total  Ex- 
penditures 


$153! 

1.238 

509 


$5,024 
4,874 
4.497 


ASSETS.  DEC.  31,  1915:  Real  estate.  $7,920;  mortgace  loans, 
$1,700;  bonds  and  stocks,  $16,699;  cash,  $2,425;  ageatr  balanoes. 
$317.    Total  assets.  $29,061. 

LIABILITIES:  Unearned  prems,  $9,918. 

Net  amount  of  members'  liability,  Dec.  31.  $17,588. 

Underwriting  profit,  $1,348. 

Fire  risks  m  force,  December,  31,  $2,561,301. 

REAL  ESTATE  OWNED:  Consists  of  home  office  building 
(market  value,  $10,000),  at  Newport,  Ky.  Rents  received  in  1915 
were  $818;  expenses  were  $296. 

MORTGAGE  LOANS:  Lien  notes  for  $1,700  on  a  piece  of  real 
estate  sold  by  the  company  bearing  5%  interest. 


BONDS  OWNED: 


B.  &N.Bg.  Co 

B.  &N.  Bg.  Co 

German  Nat.  Bk 

Phoenix  L.  k  B.  Assn. . . 

Fid.  B.  S.  A  L.  Assn 

Home  S.  k  L.  Assn 

Licking  Val.,  B.  A 

Union  Big.  Aasn 

Newport  D.  S.  k  L.  Assn. 
Big.  Assn 


Totab. 


Ineurred 


B.177 

SIS^ 

6,112 

1.2J'» 

5.006 

509 

Par 

Market 

Value. 

Vahif. 

$1,200 

|3« 

1.200 

1,300 

2,000 

3.300 

5.000 

1.460 

8,500 

2.M8 

4.750 

3.%50 

3.000 

1.64« 

1.200 

1.000 

1.250 

1,000 

1,000 

1.000 

«2»,100        $17,<N 


NORFOLK   MUTUAL   FIRE   INSURANCE   COMPANY,   Dedham,    Mass. 

President.  James  Y.  Noyes;  Secretar>',  Theodcxv  T.  Marsh.   Organised.  1825. 


Ybir 

1915 
1914 
1913 


Cash 
Assets    { 

$662,743 
644.680, 
654.208 


Unearned 
Premiums 


Net  Cash 
Surplus 


$195,184 
201,032 
196.413! 


$463,098 
437.994 
454.961 


Cash 
Proniums 


$90,160' 
90.764 
93,008 


Total 
Income 

$120,163 
121.508 
122.888' 


Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Lcnes 
Incurred 

$28,604 
47.662 
26.464 

$45,239 
54.819 
56.672 

$31,714 
31.820 
29.470 

$105,557 
134301 
112.606 

$28,544 

soon 

26.3U 

Assam,  Die.  31, 1915. 

Real  estate $15,000 

Mortgage  loans 19.550 

Bonds  and  stocks . . .  597.526 

,Cash 17.892 

Agents'  balances 5, 107 

Interest  and  rents. . .  7,668 


Total  assets $662,743 


LiABiuiras,  Dbc.  31,1915. 

Losses  unpaid $1,951 

Unearned  prems 195.184 

Dtv.  unpaid 1.760 

Other  liabilities....  750 

Total  liabilities...  $199,645 

Surplus 463,098 

Total $662,743 


Underwriting  profit,  $39,653;  investment  profit,  $31,020. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$27,660,359;  premiums  thereon,  $391,902. 

BUSINESS  SINCE  ORGANIZA'nON:  Premiums  received, 
$3,841,011;  losses  paid.  $1,360,268;  dividends  declared,  cash, 
$1,924,076. 

REAL  ESTATE  OWNED:  Consists  of  the  company's  home 
office  building.  Rents  reoaved  last  year,  $1,738;  taxes  and  ex- 
penses, $1,121. 

MORTGAGE  LOANS:  There  are  10  loans,  aggregating  $19,- 
550,  protected  bv  property  vahied  at  $36,800,  and  on  which 
the  company  holds  $23,400  of  insurance.  Loans  are  mainly  upon 
property  otuated  in  Dedham.  Roxbury  Dis.,  Quiney  and  Medway, 
Mass.  There  was  $136  of  interest  past  due  on  December  31,  last. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

Boston,  Mass.,  reg.,  1921-23.  4% $15,000  $14,850 

Chelsea.  Mass..  mo,  4% 10.000  9.900 

Chicago,in.,  1922,4% 5.000  5.000 

FaUffiver.  Mass.,  reg.,  1929.  4% 2.000  1.980 

Lynn,  Mass..  reg.,  1928-29,  4% 19,000  18.810 

Newton.  Mass.,  1920-28,  4% 14.000  13.960 

New  York  Cy.,  re«.,  1957.  4H% 10.000  10,600 

North  Andover,  Mass.,  1923,  4% 6.000  5.940 

San  Fianciaeo.  Cal.,  1936,  5% 10,000  10.500 

Taunton,  Mass.,  reg.,  1914-28.  4% 6.000  6,000 

Atch.,  T.  k  S.  Fe,  gn.  m.,  1995.  i% 22.500  21.150 

Atch..  T.  k  S.  Fe,  ad.,  1995, 4% 12.000  10,440 

Bos.  k  Albany,  leg.,  1952,  3h' o 20.000  16,400 

Bos.  &  Albany,  1933.4% 5,000  4.750 

Botton  &  Lowell,  1932.  4% 10.000  8.900 


Boi«M  AiTD  Stocks  Owned.— Con/.  Par         Mvlat 

BoKoa.— Cont.  Value.         Vb.V. 

Boston  k  Maine.  1942.  4''o $14,000         S9iJ} 

Bos.  &  Maine.  1944.  44% 20,000         U.»A 

Bos.  A  Prov..  1918,  4% 20.000         19,V» 

Bos.,  R.  B.  k  Lynn.,  reg..  1927.  4^% . . .  10,000           9.«0 

Chi..  B.  &  Q..  reg.,  1949.  4% 10,000          9j»» 

Chi..  M.  k  St.  P..  gn.  m..  1989.  4% 10.000          9J3P 

Concord  k  Montreal,  1  m.,  1920,  4% ... .  10,000          9,^' 

Conn,  k  Pass.  River.  1943.  4% 5.000          4.2S* 

Del.  k  Hud.,  1 .  &  r.,  m.,  1943,  4% 8,000          7.7% 

Dexter  ft  Newport,  1917,  4% 6.000           $S8U 

Fifchburg,  1927, 4% 20,000         V.m 

Pre.,  Elk.  k  Mo.  Val.,  1933.  6% 5,000           «.0M 

III.  Cent.,  St.  L.  Div.,  reg.,  1951,  ZH%..  5,000          4.011 

Maine  Cent.,  1923,  5% 5.000          tM 

M.,  St.  P.  k  6.  Ste.  M..  1  m..  1941,  4%..  10.000 

N.  Y.  C.  A  H.  R.,  1998,  3,4% 10.000 

N.  Y.,  N.  H.  A  H.,  1947,  4% 19,000 

New  London  A  No.,  1  m.,  1940.  4% 10.000 

New  Eng.  and  Tl.  A  Tg.,  col.  tr..  1932. 5%  10.000 

No.  Pac.  A  Gt.  Northern,  jt..  1921.  i%. .  22.000 

Norwich  A  Woraester.  1927, 4% 20.000 

Old  Colony,  reg.,  1925-38,  4% 36.000 

Old  Colony,  reg.,  1932.  34% 5.000 

Ore.  Short  Line,  1922.  6% 10.000 

Port.  A  Rumford  Falls,  1926, 4% lOJWO 

R.  L  A  Frisco  TnL,  1  m..  1927,  5% 15.000 

Union  Pac..  1  m..  1947,  4% 4.500 

Amer.  Tl.  A  Tg..  col.  tr..  1929.  4% 14.000 

Portland.  Ore..  1943.  44% 14.000 

Boston  Elev.  Ry.,  1942,  57o 10.000 

Stocks. 

Atch.,  T.  A  S.  Fe,  com 10.000        W 

Atch.,  T.  A  8.  Fe,  p 21.300        21- 

Bos.  A  Albany 12.500 

Bos.  A  Lowell 7.500 

Bos.  A  Providence 2.000 

Old  Colony 10.00D 

Union  Pac.  p 6,000 

DedhamWat 8,000 

Totab  (book  value,  $617.094) $616,300     ISK 


15,J 

9.1 

10.1 

iu 
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NORTH  BRANCH  MUTUAL  FIRE  INSURANCE  COMPANY, 

North  Branch,  Minn. 

F^vklflat,  C.  0.  Ftodquitt;  OeaeUry,  Chaa  G.  QostefMo.   OrguiMd.  1887. 


Yu. 

Clah 

Uoewiied 
Ftanhm 

NeiC^ 
Siiri>fais 

Cash 

Total 
JnooBM 

LoflBee 
Fkid 

Returned 
to  Fyh'ri 

Expensea 

Total  Ex- 
paacfiturea 

Lonea 
laevred 

1915 

03^78 

$23,978 
18,486 
18.413 

$8,966 
8317 
7.110 

$9,808 
8.817 
7,849 

$2,112 
6,788 
5.466 

"      $2,204 
1.955 
1.945 

$4,816 

8,744 
7,411 

$2,111 

1»4, 

tl8.436 
:iM13 

$1 

6.788 

1)13  1 

6,460 

:Ciib. 


NORTHWESTERN  MUTUAL  FIRE  ASSOCIATION,  Seattle,  Wash. 

Prcaident  F.  J.  Martin;  Seereteiy.  M.  D.  L.  Rhodea. 


I    Cub 

Unearned 
rkaiuuma 

Net  Cash 
Sarphia 

Cash 
Plretniiiiiia 

Total 
Ineome 

Loeeea 
P&id 

Retiimed 
to  Fyh'n 

Expensea 

Total  Ex- 
penditures 

Loaiee 
Ineurred 

»U      $134320 
»»       434357 
1973 ;     414.585 

$291,732 
286,027 
250.435 

$109325 
107342 
135.876 

$670,804 
666,891 
564.631 

$698,085 
696,009 
591,504 

$376,444 
251327 
231.202 

$219,740 
221319 
193.654 

$199,040 
197,840 
135.400 

$695,224 
670.195 
560.256 

$262397 
200,932 
280.143 

Aaun,  Dk.  31. 1915. 


LunLRm.  Die.  31, 1915.      i 


Salflmte $15389    Loeanimpaid $16,516 


^IvtMeloaBi 

B«diuditocfa. 
C*A 

iiate'  bibHes. . 

heoat  «ad  KBte 


56.611 
170.764 

50355 
111.996 


Unearned 
CHher 


aedpreme. 
liabuitiea. 


291.732 
17,047 


Told 


4.946    Surplus. 
16359 


Total  liabQitiea. 


$325,295 
109325 


$434320       Total $434,820 


Ut^fararitiBg  profit,  $210367;  investoMnt  profit,  $11,056. 

BISSS  AND  PREMIUBI8:  Rre  r«ks  in  force,  Deoember  31, 
ei8413»4;  prenaams  thereon,  $575,767. 

BU3NESS  SINCE  ORGANIZATION:  Premiums  reoeived, 
fiSaiJS:  loans  pwi.  $1,734304;  dividends  deehred.  eaah. 

P£AL  STTATB  OWNED:  The  eompanar  owns  a  21-33  interest 
B\he  let,  UkSng  aivl  fixtures  of  the  WashiiMton  Pulley  Co.. 
!>U  at  115,060,  lonted  ia  Block  22,  RoaA^itiaa  to  eity  of 

SIOBTGAGE  LOANS:  There  are  15  loans,  aggrasating  $56,- 
Sit  ^iBpmed  prapcfties  in  Seattle,  Talued  at  $148,600,  and  on 


which  the  company  holds  $41,600  tnsuranee.  There 
interest  past  due  on  Deoember  31.  last. 

BONDS  AND  STOCKS  OWNED:    , 
Bonds. 

Seattle,  loo.  imp..  1917.  6% 

Bellingham.  loe.  imp.,  1912,  7% 

Aberdeen,  loe.  fanp.,  1918,  8% 

Wash.  Iron  Wks.,  1918,  6% 

KinaBCo.,1931,4H% 

No.  Yakima,  loe.  imp.,  1922,  7% 

Seattle,  k>e.  imp.,  1922,  6% 

Kings  Co.,  hbr.,  1931. 4H% 

Seattle,  so.  dis..  1931,  5% 

Kings  Co.,  wty.,  1923.  7% 

Stocks. 
Seattle  Thist  4  Title  Co 


$1,095  of 


hff 

Market 

Value. 

Value. 

$10,000 

$10,600 

2,658 

2.658 

5,700 

5,700 

10,000 

10,000 

10,000 

10.100 

7,000 

7.085 

5,000 

5,034 

50,000 

50,000 

40.000 

41.949 

15.000 

15.825 

9,000 


11350 


ToUls  (book  vahie,  $168,514) $164,958      $170,764 


MISCELLANEOUS:  Company  operates  on  eaah  plan. 
DIRECTORS:   F.  J.  Martin.  mTd.  L.  Rhodes,  Conrin  8. 
Shank,  F.  A.  Ernst,  J.  H.  Edwards, 

TERRITORY  COVERED:  The  eompany  is  lioensed  in  CaL, 
Ida.,  m.,  Ind.,  Ore..  Tei.,  Utah,  Wash.,  Wis.  and  B.  C. 


NORWEGIAN  MUTUAL  FIRE  INSURANCE  COMPANY, 

Cottonwood,  Minn. 

President,  0.  C.  Wdson;  Seeretary,  A.  E.  Anderson. 


^UM.      AKtS 

Unearned 
FtaDnma 

Net  Cash 
Sorphis 

Caah 
Premiums 

Total 
Income 

Loeses 
Fkkl 

Returned 
to  Fyh're 

Expenses 

Total  Ex- 
penditures 

Loeses 
Ineurred 

i^lS        $47,403 

$45,373 
23,476 
22385 

$12352 
11.815 
12,626 

$20,489 
11315 
12,626 

$5,546 

5.880 

11.505 

$2,710 
2.754 
2.966 

$8,256 

8,634 

14.471 

$5346 
6,880 

11305 

1^14          2Swl09 

i»U,       22J68 

f^^j^l^h_^l\i-.J^'''^ff^.,}?'^J}S!^?^^  ^   I   $*7.873._Total  $47,403.    Net  amount  of  memben' liabUity,  Des 


$47,403.     Liabilities,  $2,030;  surphis,    |   31.  $4,769. 


OHIO  FARMERS  INSURANCE  COMPANY,  Leroy,  O. 

Prerident,  F.  H.  Hawlsy;  Seeratary,  W.  E.  Haines.    Organised,  1848. 


Yum     Aaets 

Onsaraed 

NetOsah 

n  -  1 

Net 

Premiums 

Total 
Income 

Losses 
Pakl 

Returned 
to  Fyh'n 

Expenses 

Total  Ex- 
penditures 

Loeses 
laouned 

:m  \  $317473431 

$$,184,720 
2366336 
2.01$,7a0 

$1324300 
1.084,760 
1.016343 

$1,837,687 
1.654,389 
1.721.117 

$1,968315 
1,805.499 
1.854.678 

$922,519 
968,063 
989.509 

$722,632 
695,464 
719.270 

$1,645,151 
1,663,527 
1.708,n9 

$048388 
974.516 

1^14  '    3.4191466 

IH3  i    IM&MA 

994382 

i 
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OHIO  FARMERS  INSURANCE  COMPANY,  Leroy,  O— Continued, 


Aflun.  Die.  31. 1915. 

Rttiestate 150,500 

Mortei«e  loans 1,890,545 

Bonds  and  stocks. . .  851,728 

GoDateral  loans 78,000 

Cash 483.811 

Agents'  balattces ....  317,482 

Interest 62.736 

Otberassets 4,042 


LuBiunsB,  Dk.  31, 1916. 

Lonesunpaid 1148,897 

Uneaniedprems....  2,184,720 

Emergency  reserve .  125,000 

Other  liaUfities...  66.417 


Total liabOities...  $2,523,534 
Surplus 1,224,300 


Total 


t3.747.843       Total 13,747,843 


Underwriting  profit,  32,646;  mvestOMnt  profit  1100,411. 

BI8KB  AND  PREMIUMS:  Fire  risks  in  fone.  December  31, 
1461.201,418;  premiums  thenoo.  14.299,190. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
133,066.510:  losses  paid,  119,906,777. 

REAL  ESTATE  OWNED:  Comprises  company's  home  office 
building,  book  value,  ^,500.  and  hotel  property,  book  value. 
115.000. 

MORTGAGE  LOANS:  There  are  449  loans,  aggregatins 
11,900,545,  on  first-dass  real  estate  conservatively  estimated  and 
kxsated  in  the  most  proaperousparts  of  Ohio,  vahied  at  66,019.585. 
They  range  in  amount  from  S300  to  137.600.  There  waa  16.464 
of  interest  past  due  on  December  31,  last.  Company  holds  $863.- 
010  of  insurance  on  the  buildings. 

COLLATERAL  LOANS  are  as  foUowa: 
SicuaiTm. 

Ist  Nat.  Bk.,  Canton,  0 

Cieve.  Swn.  k  Col.  R.  R 

McCoy  Cannins  Co 

1st  Nat,  Bk..  Cleve 

Centfal  Bk.,  Lorain,  0. 

Rocky  Riv.  wat..  It.  A  pow 

Medina  Creamery 

McCoy  Canning  Co..o 

McCoy  Canning  Co.,  p 

Maginnis  Realty  Co 

State  Sav.  Assn.,  Columbus,  0 

Lodi  State  Bk 

Old  Phoenix  N.  Bk..  Medina 

Wadsworth.  0..  bd 


Totals. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Akron  Sc..  1932.  4% 

Bedford  Se.,  1935..  1935.  4^% 

CarroUton,  St.  Imp.,  1920,  4% 

Cincinnati  Gen'l  St.  Imp..  1929.  4%. . 

Cincinnati  St.,  1949.  4%    

Cleveland  Sc.,  1930^1. 4^% 


i:       Market 

Amount 

Vahie. 

Loaned. 

$20,000 

$10,000 

60.000 

50.000 

4.000 

2.500 

5.800\ 
3.612/ 

2.600 

1,1501 
5,000/ 

5,000 

7.200t 
4.000/ 

6.000 

3.000 

1,500 

1,367 

400 

3,800 

2,100 

1,750 

2.000 

527 

$121,196 

$82,500 

Par 

Market 

Value. 

Vahic. 

$40,000 

$40,800 

12,000 

12.720 

8,020 

8,068 

14.000 

14.420 

7.000 

7.350 

125.000 

135,500 

BoioM  Kim  Stocks  OwmD.—CaiU. 

BOND6.— ^Ofli. 


Cleveland  Se^  1922. 4% 

Cleveland  Sc.  1922. 4% 

Cleveland  Se.,  1927.  6% 

Cleveland  Swn.  CoL  R.  R.,  1927. 5%. . . . 

Cleveland  Bg..  1942.  4H% 

Cleveland  Cy.  Hall.  r^..  1921, 4% 

Cohmbus  Sr^  1987. 4% 

Cohmibus  Sc.  1930, 4% 

Cuyahoga  Co..  C.  H..  1028. 4% 

Dehware  Co..  rd..  1919. 4H% 

Guilford   Twp^   Medina   nL,    1922^ 

4H%. 

Liverpool  0..  1981A  5% 

Medina  Con  rd..  1918. 4% 

Porto  Rico.  1943,  4% 

Ripley  Twpn  Huron  Co^  1923. 4H%. . . 

RoaeviOe  Se..  1924.  6% 

Springfield  Tin>.  Mahoning'Co..  1029. 5% 
Stephenville  No.  &  80.  Tex.  By..  1940. 

5% 
Toledo "CItyi  1925.  4%.' '!.'!!!!"  i  i "  i ! 

Toledo  Bg.,  1927,  4% 

Toledo  St.,  Ext.,  1928,  4% 

U.  S.  Gov.,  reg^^  1918, 8% 

Wadsworth  St.  Imp*.  1017-  *W7o 

Wadsworth  Twp.,  1925-7,  5H% 

Wadsworth  Twp.  rd.  imp..  1926.  5%. . . . 

WoosterSe..  1926-30, 4H% 

Wooster  Ref.,  1932,  4H% 

Westfield  Twp.  sc..  1917, 4M% 

Stocks. 
Cleveland  k  Pitts.  R.  R.  Co.  Betterment 

Western  Adj.  &  Insp.  Co 

Little  Miami  R.  R 


Pte 

Msrfat 

Vahie. 

Valoe. 

$5aooo 

250.0} 

6O1OOO 

M^ 

50,000 

501500 

50.000 

37.S00 

50,000 

HMO 

10,000 

10.1QO 

50.000 

5(000 

1.000 

i,oao 

2aooo 

20.400 

38,914 

35.000 

85300 

15.000 

15,000 

19.000 

19,000 

26.000 

»3(B 

12.000 

12450 

2.000 

2JS5 

20,000 

20300 

25.000 

173S0 

5.000 

6.100 

loaooo 

mm 

9.000 

o^isi 

2,400 

2.424 

9.000 

O^Otf 

3,000 

3.230 

5JS00 

5.666 

12.500 

13.175 

25.000 

27.000 

1.600 

1.519 

25.000 

23300 

100 

100 

25.000 

24.7S0 

Totals  (book  value  $843.559) $844,034      $853,728 


MISCELLANEOUS:  Mutual  company  doing  buainesB  on  the 
stock  or  cash  plan.    Deposit  in  N.  Y.  $20a000. 

DIRECTORS:  N.  R.  Chalfant,  Lee  Elliott,  Tbomaa  F 
N.  P.  Nichols,  F.  H.  Hawley.  G.  R.  MeConnell.  W.  £. 
N.  S.  Everhard.  J.  E.  Waite. 

FIELD  MEN  AND  TERRITORY  COVERED:  S.B.  LeSourd. 
Xenia.  0.;  W.  T.  Eaton.  Cohmibus.  0.;  and  I.  R.  HeadnhoO. 
TlfTm.  Om  adjusters  and  special  agents  for  O.  J.  W.  Cdenac 
Warsaw.  Ind.,  State  agent  for  Ind.;  and  C.  L.  Heeox.  Chiesgn.  DL 
general  agents  for  IlL.  Mich,  and  Wis.;  E.  K.  Seholta.  Phibdd- 

{^hia.  Pa.,  general  agent  for  N.  Y..  N.  J.,  Pft.  and  Md.;  A.  E.  Webh. 
ndianapous.  Ind^  and  A.  E.  Loop.  Warsaw,  Ind.,  spedal  agents  fcr 
Ind.;  C.  L.  Davis.  Chicago.  111.,  special  agent  for  IE.  and  Wu^ 
W.  G.  Wallace.  Chica^.  111.,  special  agent  for  Mich.;  F.  B.  Deekir. 
Rochester.  N.  Y..  special  agent  for  N.  Y.  The  eompaiur  opmXm 
Cob.,  111.,  Ind.,  Md.,  Mass.,  Mich.,  Minn.,  Mo..  Neb^  N.  J.,  N.  \^ 
N.  D..  0..  S.  D..  Ww.  and  Pa. 


OHIO  GRAIN  DEALERS  MUTUAL  FIRE  INSURANCE  ASSOCIATION, 

Columbus,  O. 

President,  J.  H.  Mots;  Secretary.  J.  W  McCord.   Organised.  1901. 


Year 

Cash 
Assets 

Unearned 
Preaxiums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

T/OHses 
Paid 

Ilcturaed 
to  P'yh'rs 

Expenses 

Total  Ex- 

pendituTBB 

1 

Losjvs 
Ittctirrvid 

1915 

t$9,439 

$9,439 
15,200 
13718 

$9,494 

7.633 

13.206 

$10,094 

8,203 

14.204 

$4,910 
2.000 

$5,511         S10.421 
6.045             8.045 
5.106             6.979 

S4$l4 

1914 

15.200 
13.718 

. 

2lOi^ 

1913 

1873 

i>:i 

tCash 

Net  amount  of  assessments  due  in  1916.  Dec.  31,  $7,700. 
Net  cash  surplas  (including  assessments  due)  $17,139. 


RISKS  AND  PREMIUMS: 
$1,227,100. 


Fire  risks  in  foroet,  December  31 


OHIO  HARDWARE  MUTUAL  INSURANCE  COMPANY,  Coshocton,  O 


Prendent,  J.  P.  Duffy;  Secretary,  G.  M.  Gray.    Organised,  1902. 


Ybar 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

1915 
1914 
1913 

$55,020 
44.976 
56.391 

$21,354 
21.461 
26.391 

$27,684 
18.953 
32.620 

$42,938 
42.520 
53.156 

ToUl 
Income 


$44,599 
44,383 
55.439 


j   Returned 
to  Fyh'rs 


Expenses 


$10,377 
8,970 
9.914! 


m   $8,698 

J  I    11.205 

•    10.035 


Total  £x- 
peodit\iT«a 


$34,921 
47,497 
03,388 


Ineumd 
$I«Jri 

r.sl 

44.241 
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OHIO  HARDWARE  MUTUAL  INSURANCE   CO..  Coshocton,  0,--CanHnued. 


AmitDK.31,1915. 

MortMelout $750 

BoiditBditocb...        41,e94 

a* 8.540 

Apoli'bihBoei....  3.396 

literot 640 


LuBnmM,  Dae.  31, 191ft. 

Loses  anpAid 14,924 

UnatfudnnnM....        31,3M 
Other  liabifitka....  1,068 


ToUUkfaifitiet. 
Surplns 


137.338 
27.684 


Total 


166,020       ToUl 666.020 


Net  amtmA  d  Benbcra'  UBfaifitgr.  Deo.  31,  $141,230.    Undeiw 
n6Kg  ink,  $17.4«3.  iDveetncBt  profit,  $1,646. 

B2SKB  AND  PBBMIITlfS:  Fire  riska  in  foroe.  Deeamber  31. 
tajOUtt;  pRnima  thereon,  $42,708. 

BIJ81NB8B  SINCE  ORGANIZATION:  PMnimne  received. 
I36U8B;  kwe  pud.  $171,026;  dhrideub  dedued.  cash.  $70,581. 

UOSTQAGS  LOANS:  The  Gompuy  holds  mortv^es  of  $760 


on  2  hum  Talued  st  $3,060.  Then  is  $1,500  of  insurkaee  on  the 
mortneed  biiihfings.  On  Dee.  31,  fatst.  there  was  no  interest 
past  due. 

BONDB  OWNED: 


Coshocton,  O..  nmn 

OreenTiDe.  0.,  st.  imp 

West  LaCijette,  O..  man. . . 

Roaeoe,  0.,  sc 

Fremont,  O.,  r 

Mt  Vernon,  O,  so. 

Reeovery,  0.,  st.  imp 

South  Brooklyn.  0.,  se.  ref . . 

Bryan,  0.,  st  imp , 

Fiqua,  O,  ref 


Total. 


TERRITORY  COVERED:  Ohb  only. 


Book 

Market 

Vahie. 

Vahie. 

$16,830 

$17,507 

6.400 

6.416 

3,600 

3,668 

1.000 

1.066 

1,500 

1.508 

1.500 

1.500 

1.000 

1.066 

600 

609 

500 

626 

500 

488 

6401711 

$41,604 

OHIO  MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Canton,  O. 


Ftewknt,  A.  Mennel;  Seoretary,  Wm.  H.  Clark. 


1886. 


Yiu 

m 
m 


Cbah     I  Unearned 


ll»17.708 


$256,102 
204.497 
185.660 


Net  Gash 
Suri^ 


$667,733 
650,999 
628,506 


Cash 
Pteminms 

Total 
Inoome 

Losses 
Fkid 

Returned 
toFyh'rs 

Expenses 

Total  Ex- 
penditures 

Losns 

$453,468 

$488,396 
397,091 
390.716 

$264,791 
261,953 

606,359       $360,150 
73,602          33&&55 

$322,995 

362,189 

281.709 

356,051 

217.526 

71.281 

288.807 

210,379 

Dbc.31.I915. 

Mcrteksas $130,000 

Jn*«aditoob...  454.707 

Cc&teilkM 38.800    Taxes 

?*  .vv M3.1M 

AintafailiDee*....  48349 

Othoia^ 2.003 


LuBiLims,  Dnc.  31. 1915. 

Losses  nnpaid $76.S 

Unearned  prems. .. .  255.192 

15,000 

due. .  3.500 


Total  liabilitieB. . .     $349,975 
Surphis 667,733 


Tfltd 


$1,017,708       Total $1,017,708 


XctBaonitaf  ueDbcfB*  IttfaOity.  Dec.  31.  $2,427,179. 

rsimitiBS  km.  $11,596;  inyestment  profit.  $28,332. 

J^  AND  PREMIUMS:  fire  rid^  in  force.  December  31. 
»9.«S333;  praahnM  thereon.  $508,967. 

BpaXEBB  8INCE  ORGANIZATION:  Premiums  receiyed. 
«i»lU3;  loam  paid.  $3,067^18. 

igSTjUGE  LOANS:  Then  are  3  kians  aggregating  $130,000. 
o  tmir  b  Canton,  O,  valued  at  $435,000,  on  which  the  com- 
(•Q'kildiSaftVOOOa^uisuranoe.  There  was  no  interest  past  due 
a  Dteiafco  31,  last. 

OJLUTERAL  LOANS  sie  as  follows;  Market  Amount 

p  .    a       SicuniTiM.  Vahie.  Loaned. 

^tttaSUmpingftEaamefing $24,640  $8,800 

««KM  3uw«,  St  Louis 18,000  10.000 

^Mf«.Ca,p 16,300\  o^nnn 

(W«B!Jtoapn,4Enamefing.oom....  13,440/  ^•"* 

"^^^ $72,380        $38,800 


BONDS  AND  STOCKS  OWNED: 

BOHDB. 

U.  8.  Panama,  1961,  3% 

Canton,  0..  sc.,  1931.  4% 

Cincinnati,  es.  s.  f.,  1937,  3.65% 

Porto  Rioo,  jmb.  imp.,  reg.,  1953.  4%. . . 

Clevehmd.  0.,  rag..  4Vi%,  1945 

Youngrtown,  0.,  1920-22,  5% 

Toledo.  0.,  St.  extn.,  1928,  4% 

Columbus,  0.,  reg.,  1922,  47o 

Canton,  C  wat.  wks.,  1930.  i}^% 

Canton-Massillon  El.  Ry..  1  m.,  1920, 5% 

Cohirabus,  0.,  rw.,  1933, 4% 

Stocks. 

Little  Miami  R.  R..  gr 

Nat.  Bk.,  Canton,  0 

Cleve.-Pitte.  R.  R..  gr 

Savings  k  Loan,  Canton,  0 

Dayton  k  Mich.  R.  R.,  jet 

J.  n.  McLain,  Canton,  0.,  p 

On.,  Sandusky  4  Cleve.  R.  R.,  p 

I^tts..  Youngstown  &  Ashtabula  K.  R.,  gr. 

Columbus  &  Xenia  R.  R.,  gr 

Cin.  Tm.  Ry 

Canton  Art  Metal,  Canton,  0.,  7%  p.. . . 


Ptar 

Market 

Value. 

Value. 

50,000 

$50,000 

36.000 

36,000 

29.000 

27,831 

25,000 

25,000 

25.000 

25,000 

21.000 

21.000 

20,000 

20.000 

20.000 

20.000 

10.000 

10.000 

10,000 

9,000 

5,000 

5,000 

20,000 

42,000 

21,000 

31,500 

15.000 

24,457 

20.000 

20.000 

9,000 

17,720 

20.000 

16,000 

8,750 

12,987 

7,500 

12,825 

5,500 

11,000 

10,000 

9.375 

9.000 

8,100 

Totals  (book  value,  $454,794) $396,750      $454,796 


DIRECTORS:  Wm.  H.  Clark,  J.  F.  T.  Walker,  Cyrus  S.  Coup. 
A.  Mennel,  M.  L.  Finnell. 

FIELD  MEN  AND  TERRITORY  COVERED:  General 
agents:  Clarence  E.  Alexander,  Canton,  0.;  C.  H.  Cole,  Seattle, 
Wash.;  H.  M.  Giles.  Minneapolu^  Minn.;  Chas.  H.  Ridgeway,  Kan- 
sas City.  Mo.  The  company  is  licensed  in  111.,  Ind.,  Mich..  Minn.. 
Mo.,  Mont.,  N.  D.,  0..  Ore..  Pa.,  S.  D..  Wash,  and  Wis. 


OHIO  MUTUAL  INSURANCE  COMPANY,  Salem,  O. 

Pkoident.  J.  R.  Vernon;  Secretary,  J.  Ambler.   Organised,  1876. 


Yta* 

m3 


CMh 

AaKU 


tZl«,646> 
184.785 
159.2341 


Pnesraed 
Aronuums 

124.862' 

16,5441 

8.344' 


1 


Net  Cash 
Surplus 

$187,136 
163,726 
148,766 


Cash 
Premiums 

Total 
Income 

Losses 
Paid 

$76,728 
70.927 
66.979 

$84,558 
77.808 
73.126 

$16,219 
24,492 
37,337 

Returned 
to  P'yh'rs 


Expenses 


ToUl  Ex- 
penditures 


$7,588 
3.572 1 
17 


$29,451 

25.544 
22.687 


$53,258 
53,608 
60.041 


Losses 
Incurred 


$15,769 
26.492 
35.187 


332 
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OHIO  MUTUAL  INSURANCE  COMPANY.  Salem   O.^ConHnued. 


AflBin,  Dk.  81. 1915. 


LuBiuiiM,  Dk.  31. 1915. 


Real  estate 

Mortgage  loans... 
Bonds  and  stocks. 

Gash 

Aeents*  balanoes. . 
Interest  and  rents. 


18,000 

10.000 

179.762 

8,720 

8.116 

2.042 


unpud... 
Uaeamedjprems. 
Other  liabffities. 


12,400 

24,862 

2.247 


Total  liabilities...      $29,500 
Snrplua 187,136 


Totalasseta 6216,645       Total 6216.645 


Net  amount  of  members'  liability.  Dee.  31.  $380,112. 

Underwritinc  profit,  $24,800;  inrestment  profit.  $6,579. 

RISES  AND  PREMIUMS:  Tin  risks  in  foroe,  December  31. 
$7,487,664;  premiums  thereon,  $49,724. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$1,910,576;  Umbcs  paid,  $1,117,683;  dividends  declared,  $11,171. 

REAL  ESTATE  OWNED:  Consists  of  tot  23x197  feet,  south 
side  of  East  Mam  St.,  Salem,  0..  cost  $2,520.  and  3-etary  brick 
building  thereon  built  fay  company,  cost  $6,464.  Value  of  property 
considerably  over  cost.    Net  rents  received,  $566. 

MORTGAGE  LOANS:  The  company  hoMs  one  mortgage  of 
$10,000  on  real  estate  valued  at  $23,000.  No  interest  was  past 
due  on  Dec.  31.  last 


BONDS  AND  STOCKS  OWNED: 
BoNoa. 

U.S.4%reg 

Canton,  0 

Columbiana  Co 

Cleveland.  O.  mun 

Davton,  0.,  mun 

Columbus,  C.  mun 

Putnam  Co;.  0 

Lucas  Com  0 

Springfield.  0.,  mun 

Salem,  0..  mun 


Pte 

Value. 

$15,000 

4.000 

5.000 

25.000 
3.000 

21.000 

10.000 
6.000 
6,000 

19,987 


BoMDS  Own  au.— Conf . 


Trumbull  Co.,  0 

New  Phibn  O,  mun 

YounfBtown,  0 

East  Cleveland,  O,  man.. . . 

Franklin,  0>  man 

Lalnwood,  0.,  mun 

Lonin  0^  mun 

Toledo,  On  mun 

Wanen,  0^  mun 

Stocks. 
First  Nat.  Bk.,  Salem.  0. . . . 
Farmers  Nat.  Bk..  Salem,  0. 
Salem Pab..  Salem.  0..  p. ... 
Cleve.  A.  Pitts.  R.  R..  gr. . . . 
little  Miami  R.  R.,  gr 


Pkr 
Vahe. 
S5.000 
5^000 
SjOOO 
1.009 
4,000 
UOOO 
UQO 
5.00O 
5.000 

5.000 

900 

2.000 

15.000 

laooo 


Totals  (market  value.  $190.715) , 


$180,387 


MISCELLANEOUS:  To  Januarv  1.  1918.  the  5-year  _ 
then  iesoed  bv  this  company  were  Dased  on  premium  notos  and 
the  company  levied  an  asseesment  annually  September  1.  for  the 
losses  and  expenses  of  the  fiscal  year  ending  on  that  date.  The 
assessments  were  net.  hence  no  dividends  were  paid,  and  there 
was  no  liability  for  unearned  premiums.  The  company  reorBaoiaed 
January  1, 1913,  on  contingent  fiabilitSf  basis,  hence  on  new  baabeas 
thereafter  collects  one  annoal  premium,  in  advance.  Busineai 
written  after  Januarv  1, 1913.  is  aubket  to  legal  resenre  and  cfivi- 
dends.  As  all  the  md  note  pbtn  policies  were  written  for  5-year 
term,  and  the  business,  as  it  ei^Nres,  is  being  converted  to  a  cadi 
bads,  the  premiums  written  m  1915.  $49,968  repreae&t  about 
three^ths  of  the  company's  budness. 

DIRECTORS:  J.  R.  Vernon.  Hon.  Henry  Bohl.  H.  M.  Sflw. 
L.  H.  Brush,  J.  Ambler,  D.  B.  McCune.  D.  E.  Sheehan. 

TERRITORY  COVERED:   Ohio  and  Ind. 


OHIO  RETAIL  GROCERS  MUTUAL  FIRE  INS.  CO.,  Springfield,  O. 

Secretary.  W.  H.  Cook.  Organised,  1905. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Loeaes 
Ptdd 

Returned 
to  Fyh'rs 

&penses 

Total  Ex- 
penditures 

Inearrad 

1915 
1914 
1913 

$33,635 
28.166 
25.318 

$9,622 
8,661 
8.611 

$23,826 
17,978 
16,630 

$19,185 
17,393 
17.248 

$21,613 
19,301 
18,889 

$3,970 

6,217 

14.520 

$4,676 
4,039 
3.842 

$7,512 
6.156 
5.115 

$16,158 
16,422 
23,477 

S2.«75 

7.4*7 

13.582 

ASSETS.  DEC.  31,  1915:  Cash.  $33,023;  agents'  balances. 
$612.    Total  assets,  $33,635. 

LIABILITIES:  Losses  unpaid.  $45;  unearned  prems..  $9,622; 
tax  reserve.  $143;  total  liabilities,  $0,810:  surphis,  ^,825.  Total 
$38,685 

Net  amount  of  members'  liability,  Dec.  31,  $57,730. 


Underwriting  profit,  $10,115;  mvestment  profit  $1,237 

RISKS  AND  PREMIUMS:  Fire  risks  in  force. 
$2,063,881;  premrams  thereon,  $19,243. 

TERRITORY  COVERED:  Ohio  only. 


31. 


OHIO  UNDERWRITERS  MUTUAL  FIRE  INSURANCE  CO.,  Van  Wert.  O. 

President.  C.  A.  L.  Purmort;  Secretary,  C.  M.  Purmort.   Organised.  1903. 


YWAB 

Cash 
Assets 

1915 
1914 
1913 

$27,505 

10,857 

5.966 

Unearned 
Premiums 


$13,314 
5,385 
3.040 


Net  Cash 
Surplus 


$11,749 
5.118 
1,441 


Cash 
Fk-eooaiums 


$27,065 

11,289 

5.836 


Total 
Income 


$27,319 
11.289 
10.980 


Loeaes 
Paid 


Returned 
to  P'yh'rs 


$6,382 
3.733, 
7.5731 


$1,194 
233 


Total  Ex- 
Expenses     penditures 


$3,194 
2,566l 
8,099. 


$10,770 

6,532 

15.672 


7^73 


AnsTS.  Die.  31, 1915. 
yanWertCo.,0..rd. 


LiABiuma,  Dk.  31, 1915. 
Losses  unpaid $2,025 


Putnam  Co.,  0.,  C. 

H.b 

Cash 

Agents'  balances. . . . 
Interest  and  rents. . . 


$4,500    Unearned  prems. .. .        13.314 
Other  liabihties....  417 

2,000  

17.606       Total  liabifities...       $15,756 

3,168    Surplus 11.749 

232 


Totalasseta $27.505 

Net  amount  (rf 


Total $27,505 


r  Uabifity.  Deo.  81.  $79,883. 


Underwriting  profit,  $7,472;  investment  profit,  $354. 

RISKS  AND  PREMIUMS:  fire  risks  in  fores, 
$1,851,680;  premiums  thereon.  $26,628. 


31. 


BUSINESS  SINCE  ORGANIZATION: 
$233,393;  losses  paid.  $124,475;  dividends  deelarei  oaah.  Il4^iaft. 

MISCELLANEOUS:  AsseMuent  of  $8,510.  levfod 
tingent  liability  of  poUoy  holders,  November  6. 1912,  to  i 
caused  by  excessive  loeses  during  the  year. 

FIELD  MEN  AND  TERRITORY  COVERED:  Q.  A. 
Van  Wert,  On  special  agent  for  0.    CoBpany  operatos  iB    O. 
and  Ind. 
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OREGON  FIRE  RELIEF  ASSOCIATION,  McMinnville,  Ore. 

Prwidenti  B.  F.  Rbodflti  SooNteiy.  W«  C.  Hicflrtjr*  OrBumed.  1894. 


Ctth 

Unewned 

Net  Cash 
Surplus 

Ctsh 
I^emhims 

Total 
Inoome 

Lo«ae> 
Fkid 

Retuined 
to  Fyh'n 

EzpODMI 

Total  Ex-       IxMMS 
pokiitures  ;   laeumd 

19U      $2S6b080 

1131.030 
101.73fi 

S113.564 
159,200 
163.773 

$169,276 
160.751 
151,000 

S181.875 
174.183 
164.446 

$120,348 
103,600 

$66,335 
54.962 

$185,583       $129,002 

19H       271.376 

158.462,        111.735 

»13  '      258.2811           921342 

100,731 



49,533 

160.264          08.063 

AoRBk  Dk.  31.  1915.  LiABnima.  Dk.  31, 1915. 

Salcitate $15,000    LoflMaunpaid $10,139 

Boadnadttocka...  323,860  UoMraed jprant. . . .       131,080 

Cuh 2,102  Other liabffitica....          1,357 

Afoiti' bahncci    ..  9,659                                  

iMnrtaadrcoto...  3.662  TotaltiabOitict. . .     $142,516 

OteMRti 1,788    Surphia 113.564 


Total 


$256,080       Total $256,060 


Rre  rUb  ia  forec;  Deoonbcr  31,  $42,460,588. 

Loss  paid  aboe  txtvmtltian,  $1,078,741. 

REAL  ESTATE  OWNED:  Coooata  of  eaat  31  ft.  lot  1,  Uoek 
mal  torn  of  MeMimiTiDe,  Ore;  market  rahie,  $17,000; 

atbookfaha. 


BONDS  OWNED: 

BeatoB  Co,  ic  6% 

CflmIBa.5% 

ai^aa>Co,ae,5H% 

2KkaMsCoL,ae..6% 

weloa  Cy,  bnp..  6% 

AHflr».8«?c 

CktMpCchwy,  5% 

CjM«»pCoL.ic6% 

CtoopCa,Bc5% 

CoooCo.se,  10, 5H% 

CoQoCo,ie,5% 

^«Jnb«Co^ie,5H% 

Cj^aoHigliimjr.  6% 

MjrtlePtet,5H% 

?«it0o,ie,6% 

Dc<«hi  Co,  Boiebiin,  4H%. 
G2jMiCo^ie,8% 

HoodRitBrCo,ac,5H%.... 
wsppkbe  Co,  oc  5% 

SSSr,^:*^-.::::::::: 

Jidaoimlk,  6%. 


Ja«!B0BCo,ae,5%.. 


,  -  „»% 

LMBCo,ie,5%. 


*% 


Par 
Value. 
$2,000 

5,000 

aooo 

6,000 
3.500 
5,000 
1.000 
2.000 
8.000 
3.000 
7.000 
5.000 
1.000 
2.500 
3,000 
1.000 
3.000 
5,000 
5.000 
19 
5.000 
2.500 
5.000 
1,000 
2.000 
3,000 


BoKpa  Owion.— <7oiil. 


Lue  Co..  ac  6% 

Cottan  OroTe.  5% 

Linn  Co.,  ae.,  6% 

Linn  Co,  oe,  5% 

Albany,  6% 

Salem,  6% 

SaTcrton.  6% 

Ontario,  6% 

Morrow  Co..  ae,  5H% 

Portland,  imp.,  6% 

Qreaham.6% 

St.  Johna.  6% 

Linnton,  5H% 

Polk  Co,  ac  5% 

Polk  Co,  ac,  5H% 

Monmouth,  6% 

Sherman  Co,  Waaoo.  6% 

Tilkmook  Co,  ac,  6% 

Athena,  6% 

Umatilla  Co,  ac,  5% 

Umatilb  Co,  ac  6% 

Pendleton,  imp,  6% 

Union  Co,  ac,  5% 

Beaverton.  6% 

Wallowa,  6% 

Dufur,  6% 

Sheridan.  5% 

McMinnyiUe,  5% 

Lafiurette.  8% 

Yamhill  Co,  ae,  5% 

Yamhill  Co,  ac,  4H% 

YamhiDCo,  3% 

Dayton.  6% 

Union  Lodn  No.  48,  A.  F.  &  A.  M..  6%. 

McMinnvme,6% 

Spokane  Co,  ao,  5H% 

Benton  Co,  ae,  5% 

U.  S.  Government.  3% 


Total. 


Pw 

Vahie. 
$4,500 
1,000 
3.600 
3.000 
8,000 
5,000 
3.000 
2.500 
3.000 
6.000 
3.000 
2,000 
5,000 
7,000 
3.000 
5.500 

500 
2.500 
4.500 
3,000 

500 
3,000 
5,000 
3.000 
2.000 
1,500 
1.000 
6.400 
1.500 
11.100 
3,500 
7,250 
2.000 
5.000 
1.000 
4.000 

500 

500 


$224,164 


FIELD  MEN  AND  TERRITORY  COVERED:  D.  T.  Aw- 
br^,  Oakland.  Oal,  special  agent  for  CaL  The  company  operatea 
in  Cal.  and  Ore. 


OTSEGO  MUTUAL  FIRE  INSURANCE  COMPANY, 

Burlington  Flats,  N.  Y. 

Preaadent,  J.  D.  Fitch;  Secretary,  E.  W.  Wright.    Organised.  1897. 


Y 


Caah 


Unearned 
Ptvmiuma 


1*»       $42.4%!        $28,630 
1914 ,       14,024  29,204 

1913         34,561  22,690 


Net  Caah 
SurpluB 


Caah 
Premiuma 


Total 
Income 


$ia784 

5.552 

10.681 


$42,650 
40.900 
33.759 


$44,087 
42.119 
35.080 


Loams 
Pkid 


Returned 
to  P'yh'ra 


Expenaea 


Total  Ex- 
penditures 


$23,298 
28.722 
19.956 


$13,234! 

'  13,652! 

12.4591 


$36,531 
42.374 
32.415 


Dee.  31, 1015. 

Martpsekaaa...  $8,900 

Boodiaadatoeks...  14^7 

Ci* 12,172 

Amu'laluma....  0.618 

I««wsl 246 


LuBiLTEcn,  Dec.  31, 1915. 

Loana  unpaid $3,081 

Unearned  preau.. . .        28,630 

Total  Uabilitiea...      $31,711 
Snrphia $10,784 


Tq<i1 


$42,405       Total $42,495 


in  foroe,  December  31, 


RBKS  AND  PREMIUMS:  Fire  ._ 
w,7M.31i;  prensoms  thereon.  $42,650. 

MORTGAQE  LOANS:  There  are  6  loana  ranging  from  $500  to 
I3.O0O  OB  Olseio  and  SulliTan  County  property,  Tahied  at  $22,700. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Union  Pacific  1947.  4% 

N.  Y.,  0.  &  W..  1992.  4% 

Del.  k  Hud.,  1943.  4% 

Weat  Sh.  Ry..  2381.  4% 

Nor.  Pac.,  1997,  4% 

Stocks. 

Adama  Expreaa 

U.  8.  Express 

Amer.  Express 

Welle  Fargo  Express 

Wells  FarRo  Expresa 

Ed.&Winf.Tl 


100 
100 
100 


Incurred 


Par 

Market 

Value. 

Value. 

$3,000 

$2,910 

4.000 

3.380 

2,000 

1,940 

2,000 

1.840 

2,000 

1,860 

1.470 
470 
650 
650 
132 
5 


Totals  fbook  value.  $16,729). 


$13,205        $14,557 


MISCELLANEOUS:  The  law  of  1010  allows  oo-operative  com- 
panies seven  years  to  graduaOy  accumulate  a  reanre. 
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PACIFIC  COAST  FISHERMANS  MARINE  INSURANCE  COMPANY, 

Seattle,  Wash. 

President.  W.  H.  Butt,  Secretary-Treasurer.  Norman  Waterhouse.    Organised  1913. 


Ybab 

Cash 
Anets 

Unearned 
Prcaniums 

Net  Caah 
Surplus 

Net 
Premiums 

Total 
Income 

Loeaes 
Paid 

Surplus  as 
to  Fyh'rs 

Expeoses 

Total  Es- 
penditures 

Incurred 

1915 

S  493 

2.667 

S2.332 
1,797 

—13.532 
—330 

$3,067 
3.595 

$3,178 
4.695 

$2,142 
457 

$2,171 
1.672 

$4,434 
2.029 

$3,216 

1914 

457 

PAINT  TRADE  MUTUAL  FIRE  INSURANCE  CO.,  Philadelphia,  Pa. 

Prendent.  M.  S.  Clapp;  Secretary.  Houston  Dunn.    Organised.  1911. 


Ybar 

Cash 
Assets 

Unearned 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Loeeea 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Loaoeje 
locarred 

1916 
1914 
1913 

$34,551 
29.457 
26.427 

$11,519 
11.415 
10.896 

$20,766 
15.527 
11.480 

$24,018 
23.192 
21.333 

$28,279 
24.142 
22.154 

$11,184 
10,461 
15,685 

$302 

344 

1,103 

$11,618 
6.256 
8.061 

$23,104 
17.061 
24.852 

$11,184 
10.803 
15.685 

Ameib.  Dsc.  31,  1915. 


LiABornsB,  Dae.  31, 1915. 


Bonds 

Cash 

Interest 

Premiums  due. 


$22,783    Unearned jprems...       $11,51$ 

3.533    Other  liabiUties 2.266 

337  

7,898       Total  liabilities. . .       $13,785 
Surplus $20,766 


Total  assets. 


$34,551       Total $34,551 


Underwriting  profit,  $6,034;  investment  profit,  $1,151. 

BONDS  OWNED: 

Canadian  Northen  Rwy.  Eq 

Nashville  Gs.  &  Heating 

Monongaheia  Valley  Traction 

B.  &0.,  R.  R.lg 

Reading  Co.  P.  &  R.  C.  &  1. 0 

Staodara  Ghw  A  El.  C.  S.  &  F. 

Jamotown  Franklin  A.  aearfield  R.  R.  1 
West  Penn  Traction 


Par 

Market 

Value. 

Value. 

$1,000 

$862 

1,000 

1.010 

1,000 

900 

1,000 

915 

2,000 

1,895 

1.000 

960 

2.000 

1.840 

1.000 

790 

Bonds  Owmxd.— Coat. 

N.  Y.  Central,  Eq.  Tr 

Chester  Gs.  &  El..  1.  c,  g., 

111.  C.  R.  R.,  eq., 

Can.  No 

Charleston  Cons.  Rwy.  Qas  &  El. 

Can.  No 

111.  C.  R.  R,,  eq., 

Mich.  Cy.  Ga.  &  EL.  1  c 

Conn.,  River  Pw.,  Co.,  1  m 

B.  &  0.  R.  R.,  g.  n. 

Lehigh  C.ANav 


Pw 

Market 

Value. 

Value. 

$1,000 

Sl.OOO 

1.000 

1.000 

1.000 

1.002 

I.OOO 

975 

2.000 

1.840 

1,000 

965 

1,000 

1.002 

3.000 

2,850 

1.000 

930 

1.000 

1.017 

1.000 

1.017 

Totals. 


$24,000        $23,783 


MISCELLANEOUS:  The  company  beoan  business  in 
1911.  and  paid  8^  dividends  to  polieyholderB  in  that 
no  agents,  and  is  hoensed  only  in  Pennsylvania.    Writes 
in  other  Skates  from  home  office. 


PAPER  MILL  MUTUAL  INSURANCE  COMPANY,  Boston.  Mass. 

President,  R.  W.  Toppan;  Secretary.  D.  W.  Lane.    Organised,  1886. 


Unearned 
Premiums 

$102,737 
119.855 
132.632 


Net 
Praniums 


$123,567 
119,715 
149.697 


Total 
Income 


$135,417 
129.504 
158.781 


Losses 
Pftid 


$3,520 
78.298 
31,548 


Returned 
to  Fyh'iB 


$16,427 
18,323 
19.195 


Total  Ex> 
penditurei 


$100,600 
179.455 
167.594 


Inouired 


AflBRB,  Die.  31. 1915. 


Bonds  and  stocks. 

Cash 

Agents'  balances. . 
Interest 


$193,580 

12.917 

1,789 

2.748 


MS  unpaid 
leamedprei 


LuBZLims,  Die.  31, 1915. 

$14,500 

102,737 

971 

$117,608 
93.426 


Une 

Other  liabilities. 

Total  lubOiUes. 
Surplus 


Totalaasets $211,034       Total $211,034 


Net  amount  of  members'  liability,  Dec.  31,  $1,220,480.  Under- 
writing profit.  $111,553;  investment  profit,  $8,832. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$33,563,764;  premiums  thereon,  $244,096. 

BUSINESS  SINCE  ORGANIZATION,  premhmis  received. 
$2,897,682;  kMses  paid.  $287,984;  dividends  declared.  $2,270,330. 

BONDS  OWNED: 


Boston.  Man..  3H%.  193^3. . . . 
Minneapofis.  Minn..  4^%«  1924. 

N.  Y.,  N:  Y.,  4H%.  1957 

N.  Y..  N.  Y.,  4K%,  1960-2 

N.Y.  State.  4%,  1961 

Toronto.  Can..  4H%.  19*9 

Boeton,  El..  4%.  1935 

B.  4k  Me.,  4H%.  1944 


Pkr 

Market 

Value. 

Value. 

$15,000 

$13,950 

5,000 

5.100 

5.000 

5,300 

26.000 

26.650 

5.000 

5.150 

5,000 

4.350 

20.000 

17.400 

5,000 

3.650 

BoMDS  OwNSD. — Cont. 

B.  &  Me.,  4%,  1926 

Chi.  Jet.  k  Un.  St.  Yds.,  4%.  1940 

Chi.  Jet.  &  Un.  St.  Yds..  5%.  1940 

Chi.  B.  ft  Q..  (III.  Div.)  4%.  1949 

Chi.  B.  A.  Q.,  (Gn.  m.)  4%,  1958 

Chi.  k  No.,  5%.  1921 

Chi.  M.  k  St.  P..  R.  R..  5%.  2014 

Cin.  S.  &  C.  5%.  1928 

Del.  k  Hud.,  4%,  1943 

Gal.  Houst.  El.  Ry.,  5%,  1954 

Me.  Cent.,  5%.  1923 

N.  Y.  C.  (Eq.)  5%.  1919 

N.  Y.  C.  k  H.  R.  (L.  S.  Col.).  3H%.  1998 
N.  Y.  N.  H.  k  H.,  (Pt.  Chester  Div.).  4% 

1954 

Ont.  Pw..  Niagara.,  5%.  1943 

Penn.  R.  R..  4H%.  1965 

West  End.  St..  4%,  1932 

Amer.  Tl.  k  Tig..  4%.  1929 

Mass.  Gs.,  4H%.  1929 

Western  El..  5%,  1922 


$10,870 
TSLSQS 

31.888 


Pkr 

Marlcet 

VahM. 

Vahse. 

$5,000 

94.000 

5.000 

4,200 

5.000 

5.000 

5.000 

4.800 

10,000 

9.300 

5.000 

5JQ0 

5.000 

5.400 

6.000 

5.050 

5.000 

4.880 

5,000 

4^6M 

5.000 

5.000 

5.000 

5.100 

5.000 

8.900 

5.000 

4.550 

5.000 

4.750 

5.000 

5.050 

15,000 

13,500 

10.000 

9.100 

5.000 

4.900 

4.000 

4.120 

Totals  (book  value  $202,349) $205,000      $193.S»> 


TERRITORY  C;OVERED:  (Company  is  lioeoaed  in  M«.. 
Mich.,  N.  H.,  N.  Y..  0..  R.  I..  S.  C.  and  Wis. 
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PATRONS  MUTUAL  FIRE  INSURANCE  COMPANY,  Middletown,  Conn. 

Ptaident.  Henry  E.  Loomis;  Secretary,  Henry  C.  Dunhvn.   Organiied,  1888. 


TB4B 

Cadi 

Unewned 
IVemhiiDS 

NetCuh 
Surphie 

CftBh 
Premiums 

Total 
Ineome 

LoMCfl 

Paid 

Refeumed 
to  P'yh're 

ExpeoMi 

Total  Bz- 
penditorei 

Loaee 
Ineumd 

1915 

116345 
14^178 
13,944 

S5.311 
4.730 
4.758 

Sll.534 
9.448 
9.186 

S3.287 
3.305 
2,953 

$1,078 
3,879 
3.631 

1379 
3.006 

1650 
580 
625 

11.029 
3.586 
6.233 

1379 

1914 

3,006 

1913 

5.608 

5.608 

ASSETS.  DEC.  31.  1915:    Cash,  $16,495:  agents'  balances. 
$161:  other  aaseCs,  $189.    Total  assets,  $16,845. 

IlABILmES:  Unearned  pnsms..  $5,311. 

Underwriting  profit,  $1,553;  investment  profit.  $53X 


RISKS  AND  PREMIUMS:  Fire 
$1,043,668;  premiums  thereon,  $10,623. 


in  foroe.  Deoamber  31, 


BUSINESS  SINCE  ORGANIZATION: 
$125,469;  losses  paid.  $99,313. 


Premiums  reosived* 


PAWTUCKET  MUTUAL  FIRE  INSURANCE  COMPANY,  Pawtucket,  R.  I. 

President,  A.  A.  Mann;  Secretary.  Frank  Bishop.    Organised,  1848. 


Tio 

Cash 
Aants 

1915 
1914 
1913 

e65.170 
529.609 
525.804 

Unewned 
Premiums 


$282,154 
288.556 
283,521 


Net  Cash 
Surplus 


$265,469 
234.948 
249.0S2 


Net 
IVenuums 

Total 
Income 

Loeses 
Paid 

$184,711 
1&5.863 
174.302 

$206,919 
207.602 
195.537 

$82,398! 

103,340 

66.539 

Returned   | 

to  P'yh'rs  i    Expenses 


$18,665- 
48.3681 
45.031! 


$59,492 
58.347 
52.839 


Total  Ex- 
penditures 


$190,555 
210.055 
164.469 


Incurred 


$83,205 
95.332 
66.406 


AsssiB.  Dbc.  31, 1915. 


LuBiLims,  Dec.  31.  1915. 


Real 


Bonk  aad  stocks. 

G«b 

Interest  aad  rents 


T<4al 


$44,610 
39.800 

397.135 

50.355 

3.847 


unpaid.. . 
Unearned  prema. 
Other  liabilities . 


$2,610 

282.154 

4,937 


Surplus $285,469 


$555,170       ToUl $555,170 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$4U80.7e3;  premiams  thereon.  $549,849. 

BUSINESS  SINCE  ORGANIZATION;  premiums  received, 
$1,334,919;  knsea  paid.  $805,270. 

REAL  ESTATE  OWNED:  Consists  of  company's  oSlce  building. 
Bdiidii«  lot,  Kt  25  Maple  si.,  whirh  cos*.  $36,444. 

MORTGAGE  LOANS:  There  are  loans  aggregating  $39,800.  all 
of  vhi^  are  protected  by  city  dudlingB  in  Pawtucket.  Valley  Falls, 
Prgrideaee  and  Central  Falls  and  the  Masonic  Temple,  Pawtucket, 
valoed  at  $100,500.  No  bterest  past  dueon  December 31,  last.  The 
oampany  holds  $82,600  of  insuranoe  on  the  baildings. 

BONDS  AND  STOCKS  OWNED: 

BOROS. 

Pawtneket.  1923-34.  4% 

Psvteeket.  1032. 4H% 

R-LSnbuRy 

R.  L  Slate.  1936^  3^14% 

Sena  k  Ssa  Fhm.,  Power 

DflBtedTcAEL 


Pw 

Market 

Value. 

Value. 

$16,000 

$16,540 

10.000 

10,200 

20,000 

17.000 

259,000 

228.160 

5.000 

4.300 

10,000 

10,000 

Bonds  amd  Stocib  Owwiid. — Cont. 
BoKDS. — Cont. 

Pawtucket  El..  1938,  5%  

Amer.  Tl.  A  Tg.,  1920,  4% 

C.  M.  k  St.  P.,  cv.,  1932.  4^% 

United.  EI.,  N.  J..  1949.  4% 

San  Diego  Co.,  G.  k  El..  1939,  5%. . . . 

So.  Cal.,  Edison.  1939.  5% 

N.  Y..  N.  H.  k  H.  R.  R.  1995-6. 4%. . 

Stocsb. 

Chi.,MU.ASt.  P 

Chi.4Nwn 

N.Y..Lacka.&W 

No;Pac 

Penn.R.R 

Pawtucket.  Gas.  Co.  p., 


Par 

Market 

Value. 

Value. 

$16,000 

$13,650 

15.000 

13.350 

1.700 

1.781 

5.000 

4,150 

5,000 

4,800 

5.000 

4,800 

10,000 

9.100 

5,000 

5,000 

5,000 

6,860 

5.000 

5,950 

4.000 

4.720 

24,200 

28.798 

6,600 

6.336 

Totals  (bookTalue$«28.162) $427,500        $397,135 


MISCELLANEOUS:  Conflagration  loss:  Chelsea,  1908.  $11,500. 
Salem,  1914.  $10,500. 

DIRECTORS:  Frederic  W.  Easton.  J.  Milton  Payne,  Benjamin 
F.  Smith,  Charles  M.  Miller,  George  T.  Greenhalgh,  James  L. 
Jenks,  A.  E.  Jencks,  Adam  Sutdiffe,  William  P.  Demps^,  Joseph 
W.  Freeman.  Charles  S.  Faster. 

FIELD  MEN  AND  TERRITORY  COVERED:  Hsroid  P. 
Warren,  special  agent  for  Mass.,  Conn.,  Vt,  N.  H.,  N.  Y.  and  R.  I.; 
Earl  R.  Horton,  special  agent  for  Me.  Company  is  licensed  in 
Conn.,  Me.,  Mass.,  N.  H.,  N.  Y.,  R.  I.  aad  Vt. 


PENN  MUTUAL  FIRE  INS.  CO.  OF  CHESTER  CO.,  West  Chester,  Pa. 

Ptaident.  Davis  W.  Entreken;  Secretary.  Barclay  Lear.   Organised.  1867. 


Ybaji      Assets 


Unearned 
Pk^BDiums 


Net  Cash 
Surplus 


1915 
1914 
1913 


Bal 


135.063, 
42.880: 
40.436 


$1-2,596 
12,483 
12.385 


$12,501 
17.432 
26.581 


Cash 
Premiums 


$39,691 
38.394 
37.620 


Total 
Ineome 


$40,453 
39,680 
49.199 


Losses 
Pftid 


$15,497 
32.528 
31.123 


Returned 
to  P'yh'rs 


Expenses 


$8,239 
8,306 
8.587 


Total  Ex- 
penditures 


$53,736 
40,834 
39.7101 


Ineumd 

$45,497 
39.416 
34.786 


Die  31.  1915. 

$15,000 

15.200 
2.270 
2.583 


LuBiuTm,  Dbc.  31,  1915. 

Losses  unpaid $S,956 

Unearned  prems 12,596 

Borrowed  money.  ■ .  3,000 


Total  liabilities. 
Surplus 


$22,552 
12,501 


Total 


$35,053       Total $35,053 


Fire  risks  in  force,  Deeeesber  31,  $16,990,692. 

BUS1KES8  SINCE  ORGANIZATION:    Premiums  received. 
f7«^l6;  knea  pud,  $691,274. 


REAL  ESTATE  OWNED:  The  company  owns  its  own  office 
boUding  valued  at  $15,000;  expenses  last  year,  $413. 

BONDS  AND  STOCKS  OWNED: 

CoatesviUe,  sc.  bs 

Nat.  Bk.,  Chester  Co..  stk 

First  Nat.  Bk.  of  West  Chester 

West  Chester,  so.  bs 

Suburban  Gas,  bs 


Par 

Market 

Value. 

Value. 

$4,000 

H600 

250 

800 

1.000 

1.390 

3.000 

3.000 

5.000 

5.000 

Totals  (book  value,  $19,350) 


$13,850        $15,200 


TERRITORY  COVERED:  Pa.  only. 
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PENNSYLVANIA  LUMBERMEN'S  MUTUAL  FIRE  INSURANCE 
COMPANY,  Philadelphia,  Pa. 

Pnridmt,  £.  F.  Hanion;  BesnUrv.  Hirry  Homptmiia.    Ojh^mI  ItSS. 


Rctunied 
to  fyh-m 


1780, 0T3      t  l*%Ttl 
OW.OM         1M,4S6 

BIMBO       zacwg 


M,7«  _ 


4W.ST4 
477, 131 1 


tl47,4S: 


tlBS.It7D 

iao,N! 

l«g.lllT 


Aiun.  Dk.  II,  Iflll.  LiAiiuiiH,  Dk.  I 

MsiKigekiua 163,000  LaMimpud 

Bcodiuulatoola...       H9.t90  UiwHDgilpnmi.. .. 

Cuh IIMIS  OUw  EiUiHiia. . . . 

AaBWWuiOM....         3T.73E 

iMimt g.M9       Tatilb 


Totd... 


TU,ltO 


1780,073       ToW... 


1790.073 

H(t  uuunt  of  mmbin'  bMlitr.  D«.  31,  II.48I.1U.  Undw 

RISKB  AMD  PREtflDMS:  FiK  riiki  in  fan,  Dgssiiliit  II, 
t23,Ml,S4ti  mniuiu  Umoa.  H93,18fi. 

a  BINCE  ORGANIZATION:  Prgodum.  noivgd. 


«  13  kaza  of  n.MO  eHb, 

Wimhur  »c,  Pbilidsliihiii, 

U  Hid  I23Mi  Schuyler  it;  sse  oF  112,000  on 

ib«.;aiiii;Fn,Mn[H]M05N.  1Mb  iL.  Phila., 

on  7M3  N.  Mth  tt.  PhUL    Compuy  hoidi 

-    3D  buitdiDEi.  mud  the  vopaiirt  nre  Tilufld 

uiesooo 


AagaflM.Qt.  4  I'c  IVM 
KnV(irk..B%,  1816-7 

Ftdh.. «%.  \m9 
mu.  4y%.  IMI 
Allt«hay  ft  Wnl..  «%.  IWS 
Ali^iin)  \il   R  R   4^",  1042 
AllanlH!  CilY  R  R.  S<"„  1919 
B  40  tLft   u    u^f^'^ii  I 
Beali  Crak  R.  X,  i"i.  !B1« 
B_R.*P  Ry    m,4S)''o   1930-1 
Del  Co-R.  Bik  T  Ct(a41  IWfl 
El  A  Peoplei  Trut.  Tr  C<i>..4'^ll 
Indau  No  TtmS.  SV  ]K1 
LOai),  V*L  R.  R..  4%.  2003 
Lehigli  V.l  R.  IL,  oq    41,%  1910 


t  Cn  A  It 


Mith  C 

No  Cent.  R).. 
DhyVil  Rv 

Penn.*N^  >,.,  „  ..  .. 
Pbml4N  V  rn  4R  H 
^m,  Co,  3M%,  1M4 
Ponn  Ob  Ft,  eq.  It 
Pmn  R.R    pi    m    1' 
PeoptsPua  Ry  ofP)i 


1(1^ 


tu,ooo      tit,au 


p.,  B.  4W.  R.R..4%,19 
Plii]LCo..e.  m.  k  oA.a 
"    W.*B.itk    l„e' 


1M7.. 


ec  1^.  4  Lt..  B%,  ItU  . . 


Rj,S%,Sl.. 

Uuted  Rt,  tr.,  etfs..  4%,  lt4> 

Wert  End  TtmI.,  en,  01,8%.  1«S8 

W«lmi  N.  Y.  *  Ptau^TR.  £ 

Equitible  ID.  Gw  Lt.  Pluk,  (%.  ■»». . 
IntontliHlft]  Ni        '""    "*'" 


Luher.  Q,  F,  »W%.  IKS 

Lehidi  C«]  4  Niv.  i.  m..  4M%,  1«1. . 
N7Yr4  QuMnt G«..  a-  »•,  S%,  IBM. . . . 
Paiiia.Bld(..lt%.l>l« 


l.;^8?ftita> 


To«^  (book  TdiH  tU4.413) ■       HTSJOO       tSOA*" 

MI8CELLANEOU8:  TJtpodUd  In  G*.  tlCZOO. 
DIRECTORS:  Edwin  H.  Co™,  Wm.0.  Cuttii,  R.  R.  Gri«wold. 
Bdwud  F.  Hsnnn.  Hiny  Humphnyi.  Louii  A.  Mui6eld.  Hg^ 
Mc^Leu,  Albrs  ).  Newton.  T,  P,  Rymui.  C.  Fnnk  Williunaoi. 
Williun  Henry  9m«lley.  Riohwd  Torriin.  T.  Atldni  Munilwy. 

FIELD  MEN  AND  TERRITORY  COVERED:  HuoU  Q.  SmL 
Boiton.  Mas.,  T.  E.  RakiT.  Bo^itan.  Mul;  R.I.  ChahiHi,  IUl. 
„       . ~  ..      -       ..    „   Qjj^  Pkilt,  Pt;  N.  B. 

-'--,  UmTP.  a.  sntk 
riln^Boatin,  Mia. 

.  N(nr  BiinB,  Cmo . 
N.  J.  tot  NTJ.;  S.  S. 
Qinu&  DL,  te  ID-: 

-..,, .    .,  —L.  hriaHiJ.  Wirde 

b*  Gi.:F.3.UHtk.  SiUtl*.  WMb.  Ut 

/uMUn,  UMBBldi.  Tion.  (or  Tu.:  H.  S. 

UtttkmMinHtuilii.  Mimi,  (or  HiBn.;A<Uf  Fftmd,  UDvHlna 
Wk.  lor  WuTLeoT.  Woriud.  LoninOh,  Kir.*Dd  Wm.  Oinniu- 
huB.  WineheMa,  Kr..  for  Ky.;  F,  E.  FrukAsftr.  CliwkstaL  W. 
Vs^forW.  Vs.;C.E«l(PrukehaiirHHlCbH.W.  Aaon.  De- 
troit. Uieh.,  (a  Mioh.;  I.  O.  BklBiunh,  Kkoh  Qtr.  Mo.  lot 
Mo,:  W.  F.  Border.  Bu  Fnndgca.  lot  CaL:  Jtm  S.  Wikon.  Cdd- 
e«d,.  N  H.  for  N.  H.;  J.  C  B(«g.  r>—  °—  >■  "  •  •■  " 
3  A.Cuioii  Snlnii,  Oir.,  for  Ore;  J 


Pi.:  A.'  H.  Chitiua.  Ptiiln..  Pl:  U 
MairdL  Philn,  P*.:  A.  J.  M.  Pur 
Phili,  h-iJ.  D.  Shnte,  BortoD.  Mb 
[or  H.  Y,;  CM)  A  StoM.  BMoi,  Hi 
Eut  Olkfidd.  Ha.,  for  He.:  L.  A. 
rotCoiiB.:H.aOn|&H*d<f  " 
NiiL  MuiMd.  OjS  0.  Ji 
loBiMr  iDMnnsg  Ageaor,  ~ 
y»iii»n,  Atl«ita,f-    '- 


a.  N.  C  ■ 


.or  Ark..  0.  H.  Reinbardt.  Ddlu.  Tei..  Cot  Ti 
i>  iwnoed  in  G>-  III.,  Ind..  Ky.  Me.,  Uul 
"    "      "   C.  Tenn.  W   '     ' 


t..  To.  (Dd  Conn. 


PENNSYLVANIA  MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY, 
Wilkes-Barre,  Pa. 


Tua 

AjmU 

Prenhun* 

"•SSf' 

f.£S^ 

Total 
lD«n» 

& 

RiUiraed 
loP-yh'n 

BipaiM 

peoditina 

"2=, 

KIU7S 

ma 

lioe.MT 

Mllul 

1101,787 
184,181 

10»,UI 

(lOTjo; 
iosIboi 

t4t.St3 
41,041 
34.110 

llUlOt 
118,818 
l«lll71 

»13 

REPORTS  OF  FIRE  INSURANCE  COMPANIES. 
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PENNSYLVANIA  MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Wilkes-Barre,  Pa. — Continued, 


Amm,  Dbc  31, 1916.  LuBtums,  Dk.  31. 1915. 

_.IoaiM $13,100   LoaMimpMd $6,600 

BoKk 466.667    Unearned  pram. .. .       109.967 


Ckflh. 

AceatB*  bakaeee. 


701176   OUwrfiabOitM. 
7.980 
4,277       Total  EabUitiM 


3.000 


Total 
^  dep.  orer  liab. 


Total 


662.100 
8329 


$118,467 
Sorplua 424314 


$543,271       Total $543,271 


iwoattw 

Cheater.  Pk.,  gn.  inm.,  ti.  f.,  4W%, 
CoatesfiOe.  Pk.,  so.  &^  tx.  Ui%  1 


Net  aBMnBt  of  Bwnbera*  fiabOity.  Dee.  31.  $1,563,962;  ander- 
vritiDg  profit,  $15,674;  UTeBtmeot  profit  $21,252. 

REBES  AND  PREMIUMS:  Fire  riria  in  foroe,  Deoember  81. 
$14361319;  prfsnuna  thereon,  $219,914. 

BUSINESS  SINCE  ORGANIZATION:  Praninms  raeehred. 
tU22.5»:  loaHB  paid,  $870331. 

.  MORTQAGE  LOANS:  Then  loMia  aflgreg^  $13,100,  on 
improved  real  estate  in  Lmeme  Co.,  Pa.,  ▼aniied  at  more  than 
doobk  the  amoinit  loaned.    No  intereit  post  due. 

BONDS  OWNED: 

Adikr.  Fk..  Cy.  HaD.,  U.  US%,  1919-26 

Avoea.  Pb..  Bor^  tz.  f..  6%.  1928 

Berfn.  Pb.,  wt.,  tz.  f  .,  5%.  1933 

Bitkr.Pa^S.,  imp.,  tz.  f..4H%.1936.. 
Cbarleni.  £.  ae.  (fisU  tz.  f^  4H%. 
1938^ 

1910 
1933- 

Coataviae.Pkuwt..ts.f.,4^%,  1937.. 
CoBMflRille.  F^  ae.  diet,  tz.  f.,  4^% 

1927 

DidcBQ  Cy.,  P^  aw.  oon.  tz.  f.  5% 

Maw* 

DoDora.  P^  ae.  dot,  tz.  f.,  4^%.  1926- 

1B27.  .  

Dmn.  VtL,  brd.  imp.,  tz.  f..  4^%. 

IW7-8 

Dgnaaeeton,  Pa.,  ae.  diit,  tz.  f^  5% 

1916-24 

DoBBure,  ?h^  mm.  imp.,  tz.  f.,  4H% 

1923-36 

D«mne.  Pku  tz.  f.,  4H%.  1921-30. .. . 
Tknvba^  Pk..  ae.  dirt.,  tz.  f..  iH% 

1916-20 

EdvudnriDe,  Pa^  Boro.,  f .,  tx.  f .,  5%, 

1925 

Forty  Fort,  Pa.,  ac  diet,  tz.fn  5%  1933 
Fteedom.  Pk.,  bor.  tz.  f.,  4H%.  1916- 

1917-18 

Grave  Oty.P^  imp-.  tz.f.,4H%.  1926- 

1926 

GnmCitgr,  Pi.,  imp.,  tz.  f.,  mat.,  $2,000 

n»t)r  1994-35.,  4H%.1»4^ 

Hoaettead.  Pm..  r..  tz.  f,  4%.  1932. ... 

Iadim.Pk.,Bor..tz.f.4%.1986 

Ir^ia.  Pit,  bar,  tz.  f,  4%.  1919 

Johartovn.  Pa.,  ae.  dist.,  tz.,  f.,  4H% 

1938 
KaoxTffle.'  "it  boe.ii'L  i}4%,  1923  *  .* 
UefcftwaoBa  Co.,  Pa.,  R..  C.  H.,  tz.  f n  4% 

1936 


Pte 

Vahie. 

$11,500 

8.000 

6.000 

10.000 

Market 

Value. 

$11,668 

8.190 

6,000 

10.400 

10.000 

laooo 

ia4oo 

10.300 

5.000 
5.000 

6.000 
5,226 

6.000 

5.150 

5.000 

6.140 

8.000 

3,060 

7.000 

7.210 

9.000 

0.360 

laooo 

10.000 

iai8o 

ia200 

6.000 

5.000 

5,000 
3.000 

6.100 
3.120 

1.800 

1.800 

10,000 

10.260 

4.000 

6.000 
6.000 
6.000 

4.120 
5.820 
4.900 
4350 

6.000 
5.000 

5.000 
5.060 

5.000 


4.060 


BoKD*  Owian.— Con!. 

Lanoaeter.  Pk,  ae.  diet.,  tz.  f..  4%.  1931 
Lanadal^  Pk..  wt..  tz.  f..  3Vi%.  1920. . . 

Lewiston,  Pk,  bor..  tz.  f.,  4%,  1934 

Loieme  Co.,  Fk..  bee.,  tz.  f..  M%  1034 
Luieme  Co.,  Fk.,  md.  ee.,  tz.  C,  4H% 

1934 

McKeeiport.  Fk.,  ae.  diet,  tz.  f.,4H%, 

1937 

Middletown.  Pk^  ee.  diet.,  tz.  f..  4H%. 
Mt.  Pleamat  Pk..  bor^  tz.  f.,  iH%  IMS 
Mt.  Pleaaaat,  Fk.,  f .,  fire  eq.,  A  it  imp. 

tz.  f.,  5%.  1925-26 

New  Kenmngton,  Pa.,  it.  k  aw.,  imp.  tz. 

f.,4H%,lfl34 

N.Y.(Sr.,re?..  6%,  1916-17. 


Northampton.  r%^  ae.  diet.,  tz.  f.,  4H% 
192»41 

Northumberfamd,  Fk.,  tz.  f..  3H%,  1916- 
1918 

Oakmont.  Fk.,  ae.  diet.,  tz.  f.,  4H%,  1927 

Oa  aty,  Fkn  ae.  diet.,  tz.  f.,  4H%.  1$2»- 
1B33 

Obrphant,  Fk..  ae.,  diet,  tz.  f.,  5%  1983 
FennTwp.,  Fk.,  ae.  diet.  tz.  f.,  5%,  1937- 

1929 

Pitta.  Fk..  Hoap.,  k  Cy,  HaU..  tz.  f^  i\i% 

1928 

PHtaton.  Fk.,  ao.  dist.,  tz.f.,  4H%.  1934- 

1936 

Plymouth,   Pk.,   ao.   diet,  tz.  f^  6%, 

1927-30 

San  Fruuriaeo,  Cal.  Cy.  k  Co.,  mon.  at. 

R.B.,5%,1945..: 

Sheradeo,  Pk..  ae.  diet.,  tz.  f..  5%,  1937 
S.  Bethlehem,  Fk.,  aw.  &  poL  at,  tz.  f. 

4H%,  1941 

Steelton,  Fk.,  ae.  diiL.  tz.  f'  3H%,  1920 
Troup  Co.,  Gkn  id.  k  bdge,  tnz,  6% 

IWl 

Uniontown,  Fk.,  ao.  diet.,  tz.  f.,  4%, 

1920-3 

Warren,  Fk.,  imp.,  tz.  f.,  4H%.  1920. . . 
Warren,  Fk.,  ae.  diet.,  tz.  f.,4H%.  1925. 
Wa8h[l^.ae.diBt.,ta.f.,  i\4.%,  192^30 
W.  Pittaton,  Pa.,  ae.  diet.,  tz.  f.,  4H% 

1922-24 

Wilkea-Barre,  Fk.,  tz.  f~  4%,  1917 

Bufn  Roeh.  ft  Pitta.  R.  E.,  1  gn.  m.,  8JS% 

1937 

Chi.  k  Ai<,  R.  R.,  R.,  8^  3%.  1949 

Chi..  R.  la.  A  Pke.  R.  rT  1 A  R.,  4%.  1934 
L.  S.  A  Mioh.  So.  R.  R..  3M%.  1997 . . . . 
N.  Y.,  N.  H.  A  BU  R.  R,  DeC  4%,  1966 
Pitta.,  Cine.,  ChL  A  St  L.  R.  R..  4%  1960 


Far 
Vahie. 
$6,000 

2,800 
6.000 
5.000 

6.000 

laooo 

5.000 
2.500 


laooo 

10.000 


9.600 
10,000 

6,000 
10,000 

3.000 

laooo 

10,000 

10.000 

10.000 
4.000 

5.000 
10.000 

laooo 

10.000 
7.000 
3,000 
9.000 

6,000 
5.000 

10.000 
15.000 
20.000 
5.000 
5.000 
10.000 


Market 

Vkhie. 

$5,060 
2.716 
5.000 
5.250 

5,260 

101468 
6.100 
2326 


10.000         lOlTOO 


10300 
10330 


10.000         lOllOO 


9.446 
10.000 

6.164 
10,600 

3.170 

10,300 

11300 

laooo 
ia6oo 

4,480 

5300 
0,700 

ia4oo 

0,800 
7,070 
3,060 
9,000 

6.060 
5,000 

10300 
8,860 

13,200 
4,260 
4,860 
9.400 


Totals  (book  Tahie  $454.643) $462,100      $456.464 

MISCELLANEOUS:  Depoeit  m  Gkn  $10,400. 

DIRECTORS:  Aaher  Miner.  Griffith  EUia.  Landia  Levan,  John 
D.  GfeybiU,  0.  P.  Shape,  Wm.  J.  Teager,  E.  S.  Millard,  John  Hoffa. 


TERRITORY  COVERED:  The  oompany  ia  lieenaed  in  Ga..  III. 
Indn  Eaun  Maaa^  Minn^  N.  Jn  N.  Y^  O^  Pn^  3.  D.and  Wia. 


PHENIX  MUTUAL  FIRE  INSURANCE  COMPANY,  Concord,  N.  H. 

Preaident,  Charlea  L.  Jaekman;  Seoretary,  Walter  Willikmaon.  Organiaed,  1886. 


TlAk 

Aamla 

Unearned 
Pnmiama 

NetCaah 
Suiplua 

Caah 
iTianiuBia 

Total 
Inoome 

Loeecfl 
Pkkl 

Returned 
to  Pyh'ra 

Eipewaea 

Total  £z- 
penditurea 

Loaaea 
lueuifed 

19U 
1914 
190 

$90,162 

78313 
78.773 

$6,908 

6363 

3.686 

*$62,914 
*63,057 
*60348 

$7,769 
8,677 
6,122 

$11318 

11,410 

7,401 

$1,926 

1,366 

385 

$8,497 
a2.428 

$1,944 
2,074 
1.204 

$7,366 
5,863 
1389 

$1340 

1327 

430 

a  ladodea  $2389  diridendi  on  guaranty  capital  in  1914  nnd  $3,000  in  19 15.       *  Inchidaa  $60,000  guaranty  eapitaL 
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PHENIX  MUTUAL  FIRE  INSURANCE  CO.,  Concord,  N.  H. ^Continued. 


Asssra.  Die.  31,  1915. 

Bonda  and  stocks . . .  $63,682 

CoUateral  loans 20.040 

Cash 5.895 

Agents'  bafamoes 402 

Interest  and  rents. . .  133 


LuBiLmxs,  Dec. 

Losses  unpaid 

Unearned  prems — 
Borrowed  money . . . 
Other  liabilities 

Total  liabiUties. 
Guaranty  capital . . . 
Surplus 


31.  1915. 

$13 

6.908 

20.000 

317 

$27,238 
50.000 
12.914 


Total  assets $90,152       Total $90,152 


Net  amount  of  members'  liability,  Dec.  31,  $47,004. 

Underwriting  profit,  $3,113;  investment  profit,  $7,744. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$868,778;  premiums  thereon.  $12,478. 

BUSINESS  SINCE  ORGANIZA'HON:  Premiums  received. 
$22,557;  losses  paid,  $3,593;  dividends  declared,  cash,  $532; 
stock.  $5,389. 


COLLATERAL  LOANS  are  as  follows: 
Sbcuritub. 

Underwriters  Fire  Ins 

Amer.  Woolen  Co^  p 

faet  Belting  Co 

Home  Realty  Co 

Northern  Securities  Co 

Lehigh  Valley  R.  R 

New  Hamp.  Fire  Ins.  Co 

United  Fruit  Co.,  com 

Capital  Fire  Ins.  Co 

CaiMtal  Fire  Ins.  Co.,  com 


Totals. 


Market 

Amount 

Value. 

Loaned. 

$10,800 

$5,000 

980 

2.750 

750 

1.200 
1.670 

15,000 

1.000 

1.500 

6.475 

175 

40 

$27,300 

$20,040 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Anglo-French  Loan 

Concord  Electric 

Laconia  Gas  ft  El 

Maine  Railways 

Concord  k  Montreal  R.  R 

Stocks. 

N.Y..N.H.AH.R,R 

Illinois  Central  R.  R 

American  Woolen,  p 

Amer.  Locomotive,  p 

National  Surety 

American  Express 

Western  Union  Tg 

Standard  OU 

Northern  Securities 

Amer.  Sugar  Refiung 

Underwriters  Fire  Ins.  Co.,  p 

Union  Pacific  R.  R 

Lehigh  Vallev  R.  R 

Atch..  T.  &  8.  Fe  Ry 

Chicago  Northwestern 

Concord  &  Montreal  R.  R..  dass  4 

Great  Northern  R.  R 

New  Yoric  Central  R.R 

Northern  Pteifie  R.  R 

Readiiig  Company 

Amer.  Tl.  &  'Tg.  Co 

United  Fruit  Ck» 


Par 

Market 

Value. 

Vahie. 

$5,000 

$4,731 

1.000 

1.000 

2.000 

1.970 

2,000 

2.000 

1.000 

924 

7.000 

5.390 

1,000 

1.080 

5.500 

&.390 

1.000 

1.06Q 

700 

M77 

500 

650 

5.600 

&.CMO 

500 

2.725 

100 

100 

1.000 

1,160 

800 

800 

2.000 

Z9» 

2.250 

3.757 

2.500 

3.550 

1.500 

2.055 

2.300 

2.162 

2.000 

2,540 

2.500 

3.750 

2;500 

2,«50 

1.000 

1.670 

2.000 

2.580 

1.500 

laso 

Totals  (book  value.  $58,930) . 


$56,750        tS3.6S2 


MISCELLANEOUS:     The  company  sufaKribed  a  _ 
capital  of  $20,030  in  April.  1913.  and  inereaaed  it  in  June.  1913.  to 
$50,000. 

DIRECTORS:  C.  L.  Jackman.  W.  Williamson,  F.  T. 
C.  R.  Remick.  A.  R.  Kendall. 

TERRITORY  COVERED:  A.  R.  Kendall  and  F.  T. 
Concord.  N.  H.  The  company  operates  in  N.  H.  only. 


PHILADELPHIA  CONTRIBUTIONSHIP  FOR  THE  INSURANCE  OF 
HOUSES  FROM  LOSS  BY  FIRE,  Philadelphia,  Pa. 

Churman,  J.  Rodman  Paul;  Secretary  and  Treasurer,  J.  Somers  Smith.    Organised.  1752. 


YmkR 

Cash 
Assets 

Uncarneid 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

1915 
1914 
1913 

$6,798,105 
6,468,031 
6.274.234 

$688,353 
655.0S0 
632,689 

$6,103,752 
5,812,311 
5.641.496 

$35,034 
25.730 
23.687 

Total 
Income 

Loeses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Inciimd 

$329,074 
291.910 
258.490 

$11,361 

11.839 

5.372 

$39,090 
37.456 
37.518 

$48,911 
41.248 
46,273 

$99,361 
9a543 
89.163 

1SJ09 
S.O00 

Unearned  premiums  are  those  reehumable  on  perpetual  policies. 


Aflsvn.  Dbc.  31. 1915. 

Real  estate $50,029 

Mortgage  loans 1.054.150 

Bonds  and  stocks. . .  5,603,782 

Cash 62.257 

Interest  and  rents  . .  17,617 

Other  assets 270 


LiABiuma.  Dae.  31. 1015. 
Perp.  dep.  reel $688,353 

Total  liabifities  . .     $688,353 
Surplus 6.109,752 


Total 


$6,796,105       Total $6,798,106 


RISKS  AND  PREMIUMS:  Perpetual  fire  risks,  $23,719,441 
deposit  premiimis  thereon,  $724,582. 

REAL  ESTATE  OWNED:  Consists  of  offioe  building.  212 
South  Fourth  st..  occupied  by  the  company,  Philaddphia;  sssnsned 
value  of  above.  $35,000,  and  irredeemable  ground  rents. 

MORTGAGE  LOANS:  There  are  104  loans,  anresatini;  $1,- 
064,150.  protected  by  first  liens  on  real  estate  in  Pnilaaelphia  and 
neighbonng  counties.  There  is  no  interest  past  due.  and  the 
company  holds  $702,050  of  insurance  on  the  buildinga. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

AHegfaeny  Co..  Pa.,  4%.  1934-41 

AOegheny  Co.,  Pa.,  4^%,  1943 

Allegheny.  4%.  1924 

Phi£r3%,  1915-30 


Phila..  3H%,  1916^ 

Phila..  4%,  1937-42 

Ktts.,4>i%.  1937-8 

Wash.  Co..  Pa.,  4%,  1927-31 . . 
A.&W.R.R..  lg..4%.1998. 
Al]q(hray  Val.  Ry.,  4%.  1942. 


Pkr 

Market 

Value. 

Value. 

$80,000 

$80,000 

25,000 

25,875 

86.000 

86.000 

127.000 

116.230 

261.000 

248.685 

612,000 

627,300 

75,000 

78.000 

30,000 

80,000 

40,000 

37,200 

100,000 

96.750 

BaifOB  AND  Stocu  Oitnsd.— CotU. 

Bonds. — CotU. 

Allentown  Tm.  R.  R.,  1  m.  g..  4%.  1919. 

Baldwin  Loco.  Wks.,  1  m..  5%.  1940. . . . 

B.  &  0.  Ry..^.  tr..  4^%.  1922 

Beech  Ck.  R.  R..  1  m.  4%,  1936 

B.,  Dda.  R.  R.,  es.  reg..  4%.  1927 

B..  R.  &  P..  eq..  4H%,  1927 

B..  R.  A  P.  eq.,  5%,  1925 

Catawiasa  R.  R..  1  m..  cs.  reg..  4%.  1948 

Connecting  Ry..  1  m..  4%.  1951 

E.  k  A.  R.  R..  res..  5%.  1920 

E.  A  W.  R.  R,  6%.  2862 

E.  A  W.  Tsp.,  cs.,  4%.  1925 

J.,  F.  A  C.  R.  R..  1  4%.  1959 

Jefferson  R.  R.,  1  5%.  1919 

L.  S.  A  Mieh.  So.  Ry..  ZH%,  1997 

L.  S.  A  Mich.  So.  Ry.,  4i^%.  1928-31 . . . 

Lehigh  C.  A  Nv..  s.  f..  4^%.  1954 

Lehigh  Val.  C,  4%,  1933 

Lehigh  Val.  R.  R..  eol.  tr..  4%.  1926. . . . 
Uhigh  Val.  R.  R.,  cs.  m.  reg.,  6%.  1923. 
Lehigh  Val.  R.  R.,  1  m..  4%,  1948-2003  . 
Market  St.  El.  Pass.  Ry.,  1  4%.  1955... . 

No.  Cent  Ry.,  5%,  1926 

Ng.  Penna.  R.  R..  ext.  4%,  1936 

No.  Penna.  R.  R..  gn.  m.  reg.,  3.30%,  1953 

Ohio  Con.  R.  R..  1  4%,  1043 

Penna..  3H%.  1937-44 

Penna.,  4%.  1911-52 

Penna..  reg..  4^%,  1921 

POina.  R.  R..  gn.  ft.  eq.  tr.,  4%,  1917-20 
Penna.  R.  R.,  gn.  fgt.  eq.  tr.,  4H%.  1919- 

1923 


Par 

Maikei 

Vahie. 

Vahtt. 

$15,000 

$14,775 

10.000 

10.500 

25.000 

25JS0 

100.000 

96,500 

50.000 

4ft,500 

10.000 

10.000 

10.000 

loiaoo 

70,000 

00^300 

100^000 

98.000 

loaooo 

ioa»Qoo 

15,000 

lft.790 

50,000 

49L00O 

36.000 

32J00 

5aooo 

50.750 

25,000 

StJBO 

75.000 

70.960 

100.000 

101.500 

20.000 

18300 

10.000 

9.700 

75.000 

SS.875 

S65.000 

3S8kO0O 

SOkOOO 

47.000 

SOkOOO 

51.750 

36,000 

3«k000 

75,000 

«1000 

50.000 

47J00 

150.000 

U7J00 

78,000 

71US0 

loaooo 

lOQjao 

75.009 

74.6» 

50.000 


M.ia5 
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PHILADELPHIA  CONTRIBUTORSHIP  FOR  THE  INSURANCE  OF  HOUSES 
FROM  FIRE  LOSS  BY  FIRE.  Philadelphia,  Pai.^Coniinued, 


Boass  ASD  SrocEB  Owwa>. — Cont.  Par  Market 

BoMoe.— Coni.  Value.  Value. 

PtBtt.IlIUes.m^4%.l»48 $10,000  $10,000 

Pteaa.H.ILr.e^4%.1923 12,000  11.760 

Fba.R.&.eB.nL.4H%.1960 130.000  137.150 

PHtt.R.R..ci.m..5%.1919 100.000  103,000 

PfeBaL  A  N.  Y.  Cn.  ft  R.  R..  4>i%.  1930  laOOO  10.350 
Pan.  4  N.  Y.  Cn.  ft  R.  IL.  reg..  5%, 

18» 100.000  108.500 

P.&B.CeDtR.R^4%.1051 20.000  18.600 

P.4E.R.IUsiLm.,4%»1920 75.000  74.250 

P.&£.R.Il.giLm.,5%,1920 2ia000  216.300 

P.4E.R.IL,fD.nL6%.1020 120;000  129.000 

P.AR.R.iUert.4%.1947 175,000  169.750 

P.4R.B.IU5%.1933 50.000  55.500 

ettdQg.8iLiiL,4%.1097 300.000  283,500 

RodiaL  rc.  ed..  4%.  1051 110,000  104.500 

m»^.  A  B.  R.  R..  est  reg^  4%.  1017  61,000  5a746 
PMk  W.  A  B.  R.  R.  r««.,  T.  C,  4%, 

mi 150,000  140.250 

Phia.  W.  A  B.  R  R..  Kg.  <L.  4%.  1026.  15,000  14.635 

P.  C.  C.  A  St  L  R  R.  4%.  194M7 . .  100,000  103,550 


BONM  AND  9tOCU  OwNID. — CofU. 

B0WD8.— CofU. 
p.,  C.  C.  ft  St.  L.  R.  R.,  4^%,  104<M2. 

P.  ft  L.  E.  R.  R..  2  m..  5%,  1028 

P.  ft  W.  R.  R.,  1  4%.  1017 

P.,  S.  ft  L.  E.  R.  R.,  1.  5%.  1040 

P..  Y.  ft  A.  R  R.  4%.  1048 

W.  Penna.  R.  R..  1  m..  47o.  1928 

W.  N.  Y.  ft  Penna.  R.  R.,  1  5%,  1037. . . 

BaidE  of  No.  Amer.,  stk 

No.  Penna.  R.  R.,  atk 


Par 

Market 

Value. 

Value. 

$101,000 

$103,865 

5,000 

5,225 

5.000 

4.050 

25.000 

27.062 

15.000 

14.176 

110.000 

107.800 

10.000 

10.350 

5.200 

13,312 

15.000 

27,075 

Total $6,575,200    $5,603,782 


MISCELLANEOUS:  This  eompany  confines  its  operations  to 
perpetual  insursnoe  in  the  State  01  Pennsylvania. 

DIRECTORS:  J.  Rodman  Paul.  Franeis  A.  Lewis,  Charles  8. 
W.  Paekard,  Walter  George  Smith,  Charles  Biddk.  James  Logan 
Fisher.  Robnd  S.  Morris.  George  MeCkU,  Charlton  YamaO,  8. 
Pemberton  Hutchinson,  John  Hampton  Barnes,  J.  Willis  Martin. 


PHILADELPHIA  MANUFACTURERS  MUTUAL  FIRE  INSURANCE 

COMPANY,  Philadelphia,  Pa. 

PioHknt,  Edwin  I.  Athe:  Secntwy,  R.  H.  Mania.    Orcuiied,  1880. 


Tiu 

Unearned 
rKmioma 

Net  Cash 
Surphis 

Net 
Premiums 

Total 
Income 

Losecfl 
Pkid 

Returned 
to  Fyh'rs 

Ktpenwfs 

Total  Ex- 
penditures 

Losses 
Incurred 

19U 
1914 
1913 

lutoos 

515.880 
508,434 

$254,873 
25<i.275 
253.046 

$201,488 
251.151 
248.677 

$380,876 
386324 
400.686 

$415,660 
4ia606 
420.322 

$24,421 
10.462 
13.434 

$318,510 
318.700 
333.568 

$47,343 
44.014 
43.706 

$385,283 
383.085 
300.707 

$23,021 
2a642 
13,034 

AaRB,Dsc31.1015. 

Boidiiadfltocb...  $487,247 

CiA 41,603 

Aceato'lakDca....  16,206 

Irtaat 0,040 


LuuLinaB,  Dk.  31, 1015. 

Losses  unpaid $2,500 

Unearned  jpreoDS....       254.873 
Other  liabffities.....  2,144 


Total  liabilities...     $260,517 
Surplus 201,488 


Toil] 


$551,006       Total $561,005 


Net  ranotof  members'  liafaifity.  Dee.  31.  $2,674,202. 

KISKS  AND  PREMIUMS:  Fire  ridks  in  force  December  31. 
196^410.100;  pranhoM  theram,  $534,858. 

mmSB  SINCE  ORGANIZATION:    Pramiums  reoeiTed. 
17^073;  kwi  paid.  $813,464;  dividends  declared,  $5,220,300. 


BONDS  AND  TTOCKS  OWNED: 

M  «   -  BOKDS. 

2J-Sf^  *%•>«! 

jnr  N.  Y^  1%.  1957J9 

ftW*hia.ftL.4%.1041 

A^.Rya,  8%,  1081-61 

A.E.4C.R.lL.5%.1046 

Jwjy,  U  A  Pwr.,  4H%.  1064 . . . 
fc~gr,i%.10I5 

JfJJaiB.  11,4%,  1052 

LaKLRv,  5%,  1023 

lHA4W.8tl^,5%,1037 


Pw 

Market 

Vahie. 

Value. 

115.000 

$15,450 

28.000 

27,440 

10.000 

10.300 

25.000 

21,000 

15.000 

12.450 

10.000 

8.800 

laooo 

0,000 

15.000 

15.000 

20^000 

16.000 

10,000 

8,500 

10,000 

8.700 

5,000 

4,450 

6.000 

4,760 

laooo 

0.000 

laooo 

0.700 

15,000 

13.050 

Bouds  and  &roci8  OwmD.—CmU. 
BoMM. — Conl. 

M.  Val.  R.  R.,  adj.,  5%,  1053 

Nown.  Ehr.  R.  R..  5%,  1041 

Penna.  R.  R..  4H%,  1066 

Pub.  Sv.  Coro..  N.  J.,  5%.  1050 

8..  H.  A  W.-B.  R.  R.,  5%.  1028 

T..  St.  L.  A  W.  R.  R..  4%.  1017-30. . . 

W.  Ohio  Ry.,  5%,  1021 

Amer.  loe,  6%.  1042. 


Aubam  Gs.,  5%,  1030 

Baldwin  Loe.  Wks..  5%,  1040 

Cent.  I.  A  Steel  5%.  1025 

Ob.  Gas,  El.  Lt.  A  Pow.,  4H%.  1035.. . 

Huntsville  Cs.  Gas,  5%.  1044 

Jacksonville  Gas.  5%.  1 042 

Knickerbocker  Ice 

Memphis  Cs.  Gas  A  El.,  5%,  1043 

MilMlle  M  f g.,  5%.  1 020 

Municipal  Service,  5%,  1032 

Pitts.  A  Westmoreland  Coal.  5%,  1025. 
Pitts.  Trm..  Whs.  A  Trans.,  5%.  1036. . 

Seattle  Ltg^  6%,  1020 

Sown.  Gas  A  El.,  5%.  1032 

Wifloonsin  River  Pow.,  5%,  1041 

York  Haven  Wat«r  A  Pow.,  5%,  1057. 
.    Stocks. 

Penna.  R.  R«, 

W.  Jersey  A  Seashore  R.  R 

Land  Title  A  Tr.,  Phila 

Phila.  Nat.  Bk..  FhiU 

Penna.  Steel 

Municipal  Service 


Piir 

Market 

Value. 

Value. 

$5,000 

$750 

5,000 

4.450 

20.000 

20.200 

15.000 

13.500 

4,000 

4,080 

20,000 

8.000 

10.000 

8,400 

10.000 

10,100 

10.000 

0,700 

15.000 

15,000 

10,000. . 

t  •••  •••  ■  « 

10.000 

0,000 

8.000 

2.000 

2aooo 

18,200 

5,000 

4.100 

15.000 

14,700 

10.000 

10,000 

0.000 

8.100 

10.000 

0.300 

10.000 

0.700 

17,000 

17.000 

16.000 

14.400 

10.000 

0,000 

14.000 

6.300 

15.500 

18.445 

3.250 

3,282 

2.500 

12,500 

2,600 

12.220 

11.500 

0.660 

1,800 

720 

Totals  (book  vahie,  $406.300) $528,150      $478,287 


PIONEER  CO-OPERATIVE  FIRE  INSURANCE  CO.,  Greenville,  N.  Y. 

Presidont  W.  A.  Waason;  Secretary.  0.  C.  Stevens. 


Uoeuned 
PRouums 

N  et  Cash  ~ 
Surphis 

Cash 
Premiums 

total 
Income 

Lceses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Loeses 
Incurred 

WIS '   mm 

$38bOtO 

130.807 

$40,307 
38.617 
80.610 

$42.50£ 
40,831 
32.63f 

$22,006 

$12,770 
12.266 
10.050 

$35,685 
33.828 

1914     9m 

'2&713I         'a7J521 

wo        «,710 

20312 

1          35.346 

17,750 

27.818 

340 
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PIONEER  CO-OPERATIVE  FIRE  INSURANCE  CO.,  Greenville.  N.  Y ."Continued. 


AflBiTB,  Dbc.  31, 1915.              LuBiunM,  Dbc.  31. 1916. 
Mortgage  loans $16,550    Ixmms  unpaid $5,433 


Bonds  and  itookB 

Cash 

Agents' balances 
Interest 


39,611 

9.661 

6.604 

944 


Unearned  prems. 
Other  liabuities. 


28.019 
21 


Total  liabilities $33,473 

Surplus 39.897 


Total  assets $73,370       Total $73,370 


RISKS  AND  PREMIUMS:  Fire  risks  in  foroe  December  31. 
$7,135,324;   premiums  thereon,  $67,800. 

MORTGAGE  LOANS:  There  are  12  loans  secured  by  Rayena 
OreenTiIle,  Meehaniorille,  Tloooderoga  and  Brooklyn  properties. 


BONDS  OWNED: 


New  York  Cy,4«%,  1957 

Greene  County,  4%.  1031 

St.  L..  SprindKeM  A  Peoria.  5%,  1935. 

Ore.  Short  Lme.  4%.  1929 

So.  Pfcc,  4%,  1955 

N.  Y.  Cen..  4H%.  1924-5 

C.  M.  &  St.  P..  4H%.  1989 

B.  k  0..  ov.,  4H%.  1933 

Tri  City  Ry.  &  Lt..  6%,  1923 

L.  8.  A  M.  So..  4%,  1928 

A.  T.  &  S.  P.,  4%,  1995 

DeL  &  H.,  4%.  1943 


Totals  (book  value.  $30,404). 


.  Pfcr 

Vahe. 

$7,000 

4,000 

2.000 

4.000 

6.000 

3.000 

2.000 

1.000 

1.000 

8.000 

4.000 

3.000 


Market 

Vahie. 

$7,420 
3.960 
1.780 
3.7» 
6.400 
3.000 
2.060 
970 
MO 
7.600 
3.700 
2,010 


$45,000        $39,610 


PITTSBURG  LUMBERMEN'S  MUTUAL  FIRE  INS.  CO..  Pittsburg,  Pa. 

Presidant.  J.  C.  Persons;  Secretary,  Carl  Van  der  Voort.    Organised,  1907. 


Ybab 

Cash 
Asseta 

Unearned 
Prenumns 

Net  Cash 
Surphis 

Cash 
Pftmiums 

Total 
Ineome 

Looses 
Ptdd 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Ineuirad 

1915 

$38,482 
35,991 
39,608 

•$17,427 
*15,109 
•18,799 

1914 

$31,765 
32,633 

$37,732 
36,522 

$7,418 
13,070 

$10,405 
11.238 

$23,858 
80,501 

$34,258 
41.739 

$7,424 

1913 

13.070 

•Exclusive  $20,000  directors'  fund. 

ASSETS,  DEC.  31, 1915:  Cash,  $29,965;  Premiums  due.  $3,118; 
Reins,  value.  $5,379;  Total  ssseta,  $38,482.  Liabilities'  Directors 
fund.  $20,000;  Various  liabilities.  $1,005;  TotalliabititieB.  $21,055. 

Net  amount  of  contingent  assets,  Dec.  31,  $96,040. 

MISCELLANEOUS:  This  company  secured  its  charter  January 
28, 1907,  starting  with  applications  for  insurance  for  over  $200,000, 


and  began  ianiintf  pofides  February  28.  All  policyhoUen  bav« 
an  assessment  tiabiuty  of  three  times  the  annual  premiuin.  No 
non-assessable  policies  are  issued.  As  its  name  tmpBfm  the 
company  writes  umber  jrards  and  wood  workers.  Its  directors 
are  men  aetivdy  — 'gwH  in  the  faunber  boaness.  A  f uxid  of 
$10,000  was  advanced  by  the  directors  in  1907.  wbkk  msDoont 
has  been  paid  off. 


PLANTERS  INSURANCE  COMPANY,  Bowling  Green,  Ky. 

Praident,  D.  W.  Wright;  8«nUiy,  P.  C.  Jmm.    OriuiMd.  IMS. 


Yb4B 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
IVemiums 

Total 
Income 

Losses 
Fkid 

Returned 
toP'yh'iB 

Expenses 

Total  Ex- 
penditures 

Incurred 

1915 

$22,318 
14.540 
28.395 

$22,243 
14,540 
28.395 

$15,740 
10,835 
16.459 

$17,553 
17.361 
15.962 

$4,037 
9.813 
5.185 

$202 
300 
329 

$5,691 
7.184 
5.895 

$9,930 
17.297 
11.410 

$4,087 

1914 

^            ^ 

9.813 

1913 

5.186 

ASSETS.  DEC.  31.  1915:  Mortgage  loaM.  $9,670;  bonds  and 
stocks,  $5,500;  cash.  $6,465;  asBosBments  due  $422;  interest.  $202; 
other  assets,  $59;  total  assets,  $22,318. 


LUBILITIES: 


refused,  $75. 


PREFERRED  MUTUAL  FIRE  INSURANCE  COMPANY, 

New  Berlin,  N.  Y. 

Preadent.  I.  L.  Richer;  Secretary.  F.  E.  Hohnes.    Organised,  1896. 


YWLSt 

Cash 
Assets 

Unearned 
Prenuums 

Net  Cash 
Surplus 

Cash 
fttmiums 

Total 
Income 

Loeaes 
F^d 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

lacarred 

1915 

$160,795 
148.236 
128.973 

$52,827 
60.581 
45.709 

$105,920 
94,437 
82.800 

$77,920 
78,111 
69.324 

$83,908 
83,223 
73.587 

$45,022 
40,046 
36.209 

$26,052 
26.419 
22.832 

$71,074 

1014 

66.465 
59,041 

""wLm 

1913 

Asavia.  Dae.  31, 1915. 


LuanjUBB.  Dbc.  31. 1915. 


Mortgage  loans... 
Bonds  and  stocks. 

Cash 

Agents'  balances.. 
Interest 


Total 


$31,962 
108.705 

7.518 
10.386 

2,136 

$160,707 


Loeaes  unpaid 

Unearned  prems 

$2,050 
52.827 

Total  Jabilities... 
Surplus 

$54,877 
105,920 

Total 

$160,797 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31, 
$14,714,369;   premiums  thereon.  $128,440. 

MORTGAGE  LOANS:  The  15  loans  range  in  amount  between 
$1,000  and  $4,000.  and  aggregate  $31,962.    They  ve  secured  by 


properties  in  Ehnira,  Onconta,  Mechaaicvilfe  and  New  Bcriia. 
valued  at  $79,700,  and  company  holds  $44,100  of  insoraMe.  No 
interest  wa^  past  due  Dec  31,  Utft. 


BONDS  OWNED: 


A.  T.  A  8.  F..  4%.  1905.. 

AtL.  C.  L.,  4%,  1952 

Adams  Express.  4%,  1948. 

B.  A  0..  4%.  1948 

111.  Cent.,  4%.  1955 

L. 8.  A  M.S..  4%.  1931.. 
NewBeriin.4%.  1918.... 
New  Beriin,  4%,  1922. . . . 


Pkr 

Markat 

VahM. 

Value. 

$5,000 

$4,250 

5.000 

4,560 

5JMI0 

4,e7S 

6.000 

$.$$0 

5.000 

4.A00 

&.000 

4.790 

$.000 

$.000 

2.000 

l.$00 
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PREFERRED  MUTUAL  FIRE  INSURANCE  CO.,  New  BerUn    N.  Y .—Continued. 


B<MiDS  Owubd.— Conl. 


No.I^^<3t.No^4%,1921. 

N.T.CaL,4%,lQ34 

N.Y^O.AW^1992,4%.  . 

0re..S.L.4%,19» 

Mg.4%.1997 

So.  Pfee^  4%.  1955 

U.&Slecl.5%.1963 

U!i.P^4% 

Fomk.J.4G.,4H%.1962. 
C.M.*Sl.P^4%,1089... 

LekV«L4H%,1940 

Mt8oekHaD,0%,19I«.... 
ABglfr-FreDeh.5%,1921.... 


Par 
Value. 

15.000 
6.000 
3.000 
6.000 
6.000 
6,000 
6,000 
0.000 
5,000 
6.000 
6,000 
4,000 

laooo 


Market 

Value. 

$4,900 
4.660 
2,460 
4.660 
4,750 
4,500 
5,200 
6,400 
3.950 
4.600 
6.050 
4,000 
9.400 


BoMM  Owmo.— Colli. 

Oan.  Nc  6%.  1917 

Paoplei  R.  £,  Qya..  6%,  1921. . . 


Par 

Market 

Value. 

Value. 

16,000 

16,940 

3.000 

3,030 

Totab  (book  TBhw,  $118,232) $00a000      $108,796 

MISCELLANEOUS:  This  company  is  a  purely  co^poratiTe 
ooneem.  and  isMcs  policies  from  tne  home  omoe  on  appiioation. 
Athranoepremium  is  eharged  and  no  aasesnnent  has  ever  been 
made.  Tue  Law  of  1910  a  lows  co-opet%txf9  companies  seven 
years  for  the  Kradual  accumulation  of  reserve. 

FIELD  MEN  AND  TERRITORY  COVERED:  L.H.Hoadlqy. 
New  Berlin,  N.  Y.,  special  agent  for  entire  field.  Company 
operates  in  N.  Y.  only. 


PRINTING  TRADES  MUTUAL  FIRE  INSURANCE  CO.,  Chicago,  111. 

Pcoidnt,  Wm.  J.  Hartman;  Seentery,  J.  J.  Milkr.    OrsuUMd,    1910. 


Cash 
Yi4B     Assets 

Unearned 
Ptenuums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Loeaes 
P^d 

Returned 
to  P^yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915        |11,43S 
I9I4  ,        10,843 
1913  ,        11.120 

$2,323 
2,518 
2,447 

•$7,602 
•7.693 
•7.998 

$4,480 
6.626 
4.299 

$4,919 
5.715 
5,422 

$1,812 
4.242 
1,062 

$331 

489 

1.402 

$1,385 
1.644 
1.911 

$3,528 
6,375 
4,375 

$1,812 

4,247 

11,049 

"Includes  $5,289  gnaiantee  c^>ita]. 

AsBRi,  Vac.  31. 1915.  LuBiLnna,  Dae.  31, 1915. 

BflBds.HBitB,lIL..         $8,394    Unearned prems....        $2,323 

$2,063    Borrowed  money...  1,500 

665    Other  liabilities....  10 

333  

Total  liabiUties...        $3,833 
Surplus 7.602 


Ci*. 


Totsl 


$11,435       Total $11,435 


Net  amount  of  members*  liability.  Dee.  31,  $38,852;   Under- 
writing profit,  $1,378;  investment  profit,  $664. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31, 
$490,099;  premiums  thereon,  $4,481. 

BUSINESS  SINCE  ORGANIZATION:    Phoniums  received^ 
$23,113;  losses  paid,  $9,858;  dividends  declared,  cash.  $6,136. 


PROPERTY  HOLDERS  MUTUAL  AID  FIRE  INDEMNITY  SOCIETY. 

New  Orleans,  La. 

President,  Henry  Kolter;  Secretary,  Thos.  W.  MUller. 

ASSETS,  VEC.  31,  1915:    Cash.  $832;  city  bonds,  $59,946:    I    returned  to  members.  $153;  expenses.  $4,113;  total  expenditures, 
total  $60^778.  Liabifities.  $6;  surphis.  $60,773;  premiums  received    |    $5,859. 
dviDg  1915.  $5,715;  total  income.  r,965;  losses  paid,  $1,593; 


PROTECTION  MUTUAL  FIRE  INSURANCE  COMPANY,  Chicago,   111. 

Pireaident,  Henry  N.  Wade;  Secretary.  Philip  J.  HaUa.    Organised.  1887. 


TiAS 


Cash 
Assets 


Unearned 
Premiums 


1915  ,  $300,913 
1914  I  315,261 
I9I3  I      291,663 


$141,157 
142.796 
144.096 


Net  Cash 
Surplus 


$158,016 
169.860 
142,328 


Net 
Premiums 


Total 
Income 


$236,770, 
240,991 
243.415! 


$252,352 
256.127 
255,838 


Losses 
Paid 


$45,833 
13.343 
12.980 


Returned 
to  P'yh'm 


Expenses 


$186,227 
192,214 
188,298 


$30,864 
29,903 
37.011 


Total  Ex- 
penditures 


$262,924 
235,460 
238.280 


Losses 
Incurred 

$41,868 

7.888 

12,980 


Dk.  31. 1915. 


LiABiuTin,  D>c.  31, 1915. 


Mortfsce  loans. . . 
Boadi  and  stocks. 

Cash 

Ageats'faalaaees.. 

latoest 

OOkti 


Total 


$19,500 

246,594 

18,225 

11,077 

4,321 

1,196 


iunpud... 
Unearned  prems. 
Other  liabuities.. 


$270 

141,157 

1,500 


Total  liabilities. . .     $142,807 
Surplus 158,016 


$300,913       Total $300,913 


Net  amoont  of  members'  liability,  Dec.  31.  $1,430,309;  Under- 
vritiog  profit.  $164,183;  investment  profit,  $10,191. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
$34,869,490;  premiums  thereon.  $286,062. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$3,911,698;  losses  paid,  $584,959;  dividends  declared,  $2,642,604. 

MORTGAGE  LOAN:  A  loan  of  $3,500  is  protected  by  prop- 
erty located  m  Cook  Co.,  111.,  valued  at  $7,500;  one  of  $6,000  is 
on  Cook  Co.  property  valued  at  $15,200;  one  of  $7,500  and  one  of 
$2,500  are  on  Minnesota  properties  and  seem  amply  protected. 
The  company  holds  $12,000  insurance  on  the  buildings. 
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THE  PROVIDENCE  MUTUAL  FIRE  INSURANCE  CO.,  Providence,  R.  I. 

Preadent.  E.  L.  Watson;  Secretary.  B.  M.  MacDougall.    Organiaed.  1800. 


Year 

Cash 

Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Prenuums 

total 
Income 

1915 
1914 
1913 

1827,383 
775.138 
759.461 

$236,608 
222.965 
213.532 

1579.947 
539.373 
536.548 

1119.593 
110.969 
105.668 

S157.492 
151.919 
160.808 

Losses 
Paid 


$54,805 
59.554 
33.789 


Returned 
to  P'yh'rs 


$39,407 
35.435 
35,299 


Expenses 


$40,649 
47.395 
34.556 


ToUl  Ex- 
penditures 


$134,861 
142.384 
103.624 


Incurred 


AflSBm,  Dsc.  31. 1916.  LuBiUTnoB,  Dae.  31. 1916. 

Mortgage  loans $88,700    Losses  unpaid $2,311 

Bonds  and  stocks...       703.688  Unearned  jprems.. . .       236,606 

Cash 36.414  Other  fiabiUties. .. .          8,617 

Agents' balanoei....        16,132  

Interest 2.449  Total  liabUities...     $247,436 

Surplus 679.947 

Totalassets $827,383       Total $827,383 


Net  amount  of  members'  liability,  Dec.  31.  $467,249. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$40,706,736;  premiums  thereon  $461,498. 

MORTOAQE  LOANS:  There  are  21  loans  aggregitting  $68,700 
protected  by  property  in  Rhode  Island,  vahied  at  $119,326.  The 
company  hoittt  $/9,000  of  insurance  on  the  buil<fings. 

On  December  31,  last  the  interest  past  due  was  $566. 

BONDS  AND  STOCKS  OWNED:              Pw  Market 
Bonds.                               Value.      '   Value. 

Rhode  b.. $27,000  $24,300 

D.ARioOe.R., laOOO  6.900 

N.  P.-O.  N.  (C.  B.  &  Q.)  Jo.  4'8 laOOO  9,800 

P.M.R.C., 8,600  70 

Rhode  Is,  S.Ry 20,000  17,000 

C1.EI..I1L 10,000  10.100 

PkwtaeketEL 8,000  8,000 

Un.  EL.  of  N.  J 10,000  8300 

UilTcAEL...^.^.^. 6.000  6,000 

AtoL.  T.  A  S.  Fe.  oom 10.000  10,800 

Ateh,  T.  A  8.  Fe.  p. 10.000  10.200 

B.ACoom. 2,200  2.112 

B.ft0..p. 1.200  936 

B.APt 4.000  9.320 

Cms.  So., 10.000  6,100 

Chi..G.W-p 11,000  4.400 

Chi.  A  No.  W. 12.600  17.126 

ChL.MiL  A  St  P.  p. 17.500  23.626 

Chi.,  Mil.  A  St  P.,  oom. 8.700  8,700 

C.,Cin.Chi.AStL..p 6.000  3.800 

C.  A  Flits. 10.000  16.000 

Conn.R. 6.000  7,760 

DeLL.  A  W..  R.  R^ 1 6, 100  72. 772 

DrH.ASt.W 10,000  8.800 

KneAFitts..R.R.. 3.000  3.900 

FHdibari,p. 10.000  7.700 

F.Wayne  A  J.,  p 10.000  12.100 


Bonds  and  Stocu  OwvEs>.—Cont. 
Stocu. — C<nU. 

Gt  Northern  Ry 

Hereford  R.  R 

DLCent 

Lackawanna  R.  R. 

Mahoning  CoaL  p. 

M.AE 

N.AF.R.StRy 

N.Y.C.AH.  Ri,R.R 

N.  Y.,  N.  H.  A  H.,  R.  R. 

No.PSc 

OldColony 

Oswego  AS 

Psnn 

Pltts!^  b!  a  L.  Erie. . ...!..!.!!!!.! 

ftov.AW 

Ren8.ASar 

Southern,  p 

Southern  K.  R,  div.  et. 

St.  L.  A  San  Fr..  st.  tr.,  et 

(Chi.  A  E..  DL.  p.) 

Un.  Pac,  com. 

Un.  Pac..  p. 

Un.  Tract  A  EL 

Upper  Coos  R.  R. 

Nat.  Bk.  of  Commerce 

Amer.  Td.  A  Tel 

Bbckstone  Val.  Qs.  A  El..  Co.,  p 

Boston  InTcst 

Del.  Lack.  A  W.  Coal 

El.  Bond  A  Share  Co..  p. 

Gen.  El 

Mass.  Real  EaUte 

NaitaoBsett  EL,  U 

ProT.BMg 

Pullman 

Rhode  Is.  Invest 

Totds $612,660 


$52.71 1 
59.5M 
31.530 


Par 

Market 

Value. 

Value- 

$5,000 

$5,500 

12.000 

15.240 

5.000 

3.250 

23.000 

24.840 

4.000 

3.760 

10.000 

10.300 

10.000 

16.900 

5,000 

5.250 

25.000 

27.500 

30.000 

23.100 

10.000 

11,800 

10.000 

15,200 

5,000 

laooo 

30.250 

35.997 

10.000 

6.100 

6,100 

ia455 

laooo 

17,800 

20,000 

12.400 

400 

336 

5.000 

10.000 

14.000 

10.000 

8.300 

laooo 

tt.600 

10,000 

10.800 

1,000 

1.440 

10,000 

1^900 

5,000 

^2oo 

6.000 

1.000 

2.600 

7.700 

6.000 

5.000 

6.600 

11.440 

10.000 

4,000 

5,000 

0.000 

laoQo 

7.600 

6,000 

8.250 

13.200 

17.160 

$703^088 


DIRECTORS:  William  O.  Nkhtingale,  Edward  C.  BiM^iiii. 
Jeffrey  Davis,  William  QammelL  Webster  Kmght  Jsmes  M.  Soott 
Rowland  0.  Hasard.  Edward  L.  Watson.  William  L.  Hodgman. 


TERRITORY  COVERED:  The  company  is 
Me..  Mass.,  N.  H.,  R.  I.  and  Vt 


liesBssdm  Oooil, 


QUINCY  MUTUAL  FIRE   INSURANCE  COMPANY,  Quincy,   Mass. 

C.  A.  Howhad;  Saontatr.  I.  F.  Yoaa(.    Otiuiied,  18S1. 


Yias 

Cash 
Assets 

Uneaped 
Pireminms 

Not  Cssh 
Surphis 

Cash 
PMnhins 

Total 
iDoone 

Losses 

Psid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

InouiTed 

1016 
1914 
1913 

$013,773 
802.076 
830.729 

$804,698 
288.660 

278.890 

$698,110 
568.571 
649.166 

$196,189 
169,826 
162.869 

$233,674 
207.328 
202,309 

$50,802 
78*991 
67.827 

$72,994 
7a490 

7a987 

$66,106 
57.276 
53.418 

189.901 
206,757 
192.232 

$60,748 
83.724 
63.818 

AsBRB,  Dk.  31, 1916.  LuBiLmM.  Dsc.  31, 1916. 

Mort9«Blaana $01,768    Loesesunpaid $7,041 

Bonds  sad  stocks. . .  680,609  Unearned  prems.. ..      304,693 

CoUatefalloMis 83,000  Other  liafaUitiflS. .. .          3.929 

Cssh 81108                                 

Agents' baJaaoes....  17.209  Total  liabilities. . .     $316,663 

Interest 7,089    Surplus 698,110 

TotalsMts $913,773       Total $913,773 

Undtfwriting  proBt  $69,091;  investment  profit,  $87,442. 


RISKS  AND  PREMIUMS:  Fire  risks  in  fane.  Dssamber  31. 
$40,548,322;  pcenhims  thereon,  $894,074. 

BUSINESS  SINCE  ORGANIZATION:  praouums 
$7,098,966;  losses  paid,  $3,150,000;  dividendi  dsdared. 
$2,749,171. 

MORTGAGE  LOANS:  There  are  loans  ai^»ating  191.768.  and 
are  protected  by  improved  real  estate  prineipuly  in  Boston  and 
Quincy,  worth  over  double  the  amount  loaned.  There  was  w> 
interest  pastdue  on  December  31.  last.  The  company  holds  ample 
Insurance  on  the  mortgsfsd  bulMings, 
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QUINCY  MUTUAL  FIRE  INSURANCE  COMPANY.  Quincy.  Mslss.— Continued. 


COLLATERAL  LOANS  are  as  folbm: 
Skuhitib. 


Quinej  El.  Lt  ft  Pow 

Granite  Tr 

Granite  TV 

DaSaa  Cotton  MiUb 

Note  T.  Wat.  Coal  ft  Coke. 

KiaaCo*! 

No.  neking  ft  Proriaion . . . . 
Nol  Faeking  ft  Provison. . . . 

Jotm  P.  Squire 

N.E.prEaaed  Meat  ft  Wool. 

Spnngfield  Proriawn 

Ciona.  Rendsing 

N.E.TLftTg 

SaTannah  EL  5% 

Spcrry  ft  Bamea 


Market 

Value. 

836,720 

20.000 

17.000 
5.000 
6.000 
5.000 

20.500 
6.300 
5.500 
2.900 

10.000 
2.240 
3,120 
2.000 
2.400 


BONDS  AND  STOCKS  OWNED: 
Boirae. 

MaM^ig80.3% 

MaatnaL  1918.  5% 

ftwideuue,  R.  I..  1930.  3% 

Estate  St.,  1029,  5% 

CbL  1937.5% 

N.  Fte.  ft  Gt.  No.,  1921. 4% 

OnflOB  8.  L..  1920.  4% 

Pboria  By.  iW.  1937.  4% 

Adinndaek  EL  ft  Pow..  1962.  5% 

Am.TLftTg.,1929.4% 

Ala.  p..  1918. 8% 

GiLQMftEm937.5% 

C<»iB«nPkm..l036.6% 

DL  Steel  1940. 4^% 

Detrait  Ed.  EL.  194a  6% 

Mieh.St.TUl994,5% 

Miaueapolii  Bn.  EL,  1934. 5% 

Moat,_p^l943,5% 

N.  yTtI,  1989.4H% 

Pm.  OoMt  Pov..  1940.  5% 

F^GaiL  ft  EL.  1942.5% 

Pk.  TL  ft  Tg,  1987.  6% 

Ftartkod  R.  L  U.  ft  Pbw..  1943.  5%. . 


Par 

Value. 

850.000 

4.987 
20.000 
10.000 

5.000 
50.000 

laooo 

14.000 
5.000 

35.000 
5.025 

10.000 

15.000 
5.000 
9.850 

10.000 

20.000 
4.575 

10.000 
5.000 
5.000 

10.000 
6.000 


Amount 

Loaned. 

821.000 

15.000 

10.000 

8.000 

7.500 

15.000 

10.000 


20,000 
1.500 


Total 1130.653        $83,000 


Market 

Value. 

844.500 

4.950 

17.600 
9.800 
4.850 

47.040 
9.300 
7.420 
4.750 

22.750 
5.050 
9.800 

14.400 
4.550 

10.100 

10.000 

30.200 
4.750 
9.900 
4.850 

13.800 

15.000 
3,850 


BOMSS  AND  ^OCn  OWNSD. — Coiif. 
Bonds. — Cont. 
Quincy  El.  Lt.  ft  Pow..  1921.  44%.   . 

Seattle  El..  1929.  5% 

So.  Pow..  1830,5% 

Tacoma  Gas.  Lt..  1926.  5% 

Toledo  Tc.  Lt.  ft  Pow.,  1918.  6% 

United  Fruit.  1917.  6% 

Western  El..  1922.  5% 

Granite  R.  R,.  1914,  5% 

Lawrence  Duck,  1914,  6''o 

A.  C.  Law.  Leather,  1914.  6% 

Nat.  Calfskin.  1914.  6% 

N.  Y.  ft  N.  H.  ft  H.  R.  R..  1915,  5%  . 
Central  Hudson  G.  ft  El..  1941,  5%. . . 
Puget  S.  Tc.  Lt.  ft  Pow..  1916.  6%. . . 

Umted  Fruit,  1918,  5% 

Utah  Pow.  ft  Lt..  1944.  5% 

Quioey  El.  Lt.  ft  Pow..  1915.  5% 


Stocks. 

Old  Colony  R.  R. 

Brockton  Nat.  Brockton,  Mass 

Commonwealth  Tr..  Boston,  Mass — 

First  Nat..  So.  Weymouth,  Maas 

Granite  Tr.,  Quincy,  Mass 

Merchants  Nat..  Boston.  Mass 

Mt  Woobston  Nat.,  Quincy,  Mass. . . 
Old  Colony  Nat.,  Plymouth.  Maas. . . 

Plymouth,  Nat. 

Roekland  Nat.  Boston.  Mass 

Rockland  Tr..  Rockland.  Mass 

Second  Nat..  Boston.  Maas 

Stete  St.  Tr..  Boston.  Mass 

Waefaosett  N.  (liq.).  Fitehburg.  Mass. 

Lawrenoe  Duek 

MiekTl 


Pftr 

Market 

Value. 

Value. 

86,000 

85,820 

10,000 

9,400 

5,000 

5.000 

5,000 

4,410 

5.000 

5.050 

4.987 

5.100 

7.000 

7.210 

10,000 

5.000 

15,000 

15.000 

5.000 

5.000 

5.000 

5,000 

5,000 

4,850 

10,000 

9.900 

10,000 

10.000 

5.000 

5.000 

10,000 

9.400 

17.500 

12.480 

1.100 

1.672 

15.000 

23.700 

25.000 

44.500 

3.200 

3.200 

4.800 

9.600 

5.500 

16.115 

33.500  - 

41.875 

2.000 

2.400 

2.000 

3.530 

8.800 

25,344 

5.000 

8,000 

8.700 

26,361 

8.500 

23,800 

6.000 

1.000 

30.000 

19.400 

1.605 

2.944 

Totals  (book  valoe,  $377.872) $530,000      $680,609 


MISCELLAENOUS:  Conflanatioa  losses:  Boston,  1873. 
$495,000.    Salem.  1914.  $7,500rBangar,  Me..  $13,000. 

DIRECTORS:  Theophilus  King.  Henry  M.  Faxon.  Chas  A. 
Howiand.  Jaa.  F.  Young.  Fredmek  H.  Smith.  Jaa.  H.  Stetooo. 
DdawareKing. 

TERRITORY  COVERED:  The  oompaoy  is  licensed  in  ConB.. 
Me..  Mass..  N.  H..  R.  I.  and  Vt. 


REPUBLIC  COUNTY  MUTUAL  INSURANCE  COMPANY,  Belleville,  Kan. 

PMidsnt.  A.  E.  Norris;  Secretary,  Bmmett  Keith.    Organised.  1884. 


Ysam 

Ctah 
Assets 

Unearned 
FremiumB 

NetCsah 
Surplus 

.     Csah 
IVemiums 

Total 
Income 

Losses 
Pftid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

LoSBCfl 

Incurred 

1915 

$45,616 
S7.986 
34.176 

$35,000 
27.500 
35.034 

$10,616 
9.686 
9.152 

$33,911 
33.946 
31.398 

$86,120 
34.836 
33.876 

$18,139 
30.394 
33.368 

$ia352 

10.733 

8.837 

$28,491 
31.036 

$17,339 

1914 

30.394 

1913 

32,306 

33.368 

ASSETS  DEC.  31. 1915:  Mortp^e  loans.  $31,100;  cash.  $14,516; 

$45,619.    I^bifitieB:  reserve  fond,  $3,500. 
Net  amomit  of  membera'  fiafaOitj.  Deo.  31.  $131,415. 
RISKS  AND  PREMIUMS:  fin  lightnmg  risks  in  foree. 
31. 89.485^0;  torna^  risks  iiiforoer$0.487,07O. 


MORTGAGE  LOANS:  These  loans   „ 
ivoteeted  by  improved  real  estate  vahied  at 
amount  loaned  thereon.    All  are  first  liens. 


$31,100  and  are 
than  doable  the 


RETAIL  DRUGGISTS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Cincinnati,  O. 

President,  Philip  Lehr;  Secretary,  John  Weyer.    Organised,  1890. 


Ybib 

Ctah 
Assets 

Unearned 
IVsniums 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Inoome 

Losses 
Pftid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
pencBtures 

LoSBCfl 

Incurred 

1915 
19M 
1913 

$79,778 
08.338 
93.649 

$19,366 
18.110 
15,751 

860.860 
47.968 
46.535 

$38,859 
36.394 
31.607 

$41,897 
39.032 
34.123 

$3,339 
6.416 
3.988 

$16,164 
13.966 
11.803 

$13,107 
13.051 

11.474 

$33,610 
33.433 

37,36S 

$1,478 
8.377 
3,933 

Dbc.  31. 1015.  LuBiuTOB.  Die.  31. 1915. 

Bonds  and  stoeks...       $76,164    Unearned  jprems...       $19,365 

1.684    Other liabifities....  544 

1.309  

671       Total  liabifitice. . .      $19,909 
Surphis 59.869 


Totid 


$79,778       Total. 


$79,778 


Net  amount  of  members*  liability.  Dec.  31.  $116,189;  under- 
writing profit.  $33,007;  investment  profit.  $5,038. 


RISKS  AND  PREMIUMS:  Fiie  risks  in  force.  December  31. 
$3,354,453;  premiums  thereon.  $38,730. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived. 
$385,271;  losses  paid.  $91,543;  dividends  declared  sinoe  1903. 
cash.  $104,893. 
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RETAIL.  DRUGGISTS  MUTUAL 

BONDS  OWNED:  Pv 

Vihw. 

■    Cin.,  O..  t  f..  lfl5^32,  3W'".,      ».«» 

csS!!o:!"birT_iM6,3!-,%  ..  °.';..;  two 

Ckn.,  0.,  So.  R.  R.,  IBSMfl.  3J4% «■»<» 

On.,  0- tt.  imp- IB33.  t%  1,000 

Cfcr,  Oh  ni.  lAi,  1S2S,  4% *,0O0 

Cln.Onpl<,l»M.l'a 1.0M 

ci«T,  o.,  pk,  i»w,  4.10% urn 

Chrr-  C,  m. «..  1B27,  t% 2.0OO 

E.  Clnt.  0,  wM.  wl>..  11I2»,  4% 1-000 

Col,,  Oh  Ry_  1»».  4%  ..  -.- a.S99 

D.yuo.0.,  ■.  UcHlfltT,  4^  1.000 

DSi«.o..n.pvHim3M% aooo 

E.  lJ«rjiool.  Oh  ■.,  1*40.  t% !■«"> 

£.P.1«6ii(lO.,ii,h1B34-7,)?o  .  l.S?0 

E.  UtaioS.  0..  K.  Ui..  l»2g.  6% I,OOD 

X.L(Terp°al.O..  •.bl«.,  IKS,  !% 1.000 

KMB^y.  O.,  w«.  wp.,  1923, 4% I.OOO 

BuiilUn,  0..K.,  103B.  trii    t.OOO 

Huailum.  Oh  nl,  wU..  1S33,  4% 1.000 

Lockbuul.  Oh  k-  IBM,  l-^c         I»0 

LcnlD.  Oh  lir.  impn  m2.  4^]^ l/NW 

Mwa.,  Oh  By.  LI.  A  Pov.  ISia.  E%- . .  1.000 

Ut.  Hnlthj.  Oh  wit.  itki..  IftU.  4%. . ,  1.M0 

Ut.H«Jlliy.0..to.,ieM.lfi% MOO 

UiddletH  O,  n.  imp..  ISI'i,  41]% 1.000 

MiddW,  0,  «,  IMO,  i% 1.000 

Norwooi  Oh  H.  vitB.  IB34,  4^% IMO 

HmDod.0..nt.wkiHlB37.  4% MO 


FIRE  INSURAJICE  CO.,  CincioMti  O.—Continiud. 


Vthie. 

Bom  OwHB.— Coat. 

K.pi,l«,n.  0..  -.1.  ri»^  1034. 4M%.. . . 

Pu 

VtlM. 

11.000 

I.OOO 

lis 

2.0OO 
WO 

a 

LOoo 

as 

1.000 
I7».S00 

tl.OM 

4.801 

;oj7 

T .  Bi^rnud,  0..  ml.  wks.,  OU.  *%.... 

'■S 

1.071 

.oil 

:':;;;":;!;;r3S"^;::::: 

is! 

loOD 

1%  

»0 

.11U 
.112 
1.018 
MO 

1 

1BM,S% 

Wuo.  Tn.,  nt.  nkL,  IHi,  9% 

¥i«.  Coh  T«H  n).  du,  IMJ-lMa.  J%., 

1.030 
1.097 

LOOO 
t.»90 
WW 

FIELD    UEN    AND   TERRITORY   COVERED;      S»nl 


uenti;    C.  L.  Mc 
Fiiil(in.O,   Thtw 


t.  Mu7'i,  O.:  C.  M.  Hh^fa.  C 
watea  m  0.  wd  bd. 


RETAIL  HARDWARE  MUTUAL  FIRE  INSURANCE  COMPANY. 
Minneapolis,  Minn. 

Praridnit  C  F.  Udner;  Beontwy.  M.  8.  UUbm.    OrmuHd.  IMXI, 


Ldmh         Reluntad  I 


EipnH      pcndilnm  |    iBcufnd 


tS7U10       t2n,B2 


MT.fl74      asi.ee 


Aona.  Dk.31.  lOlS.  LutiuTii*.  Die.  31. 181S- 

Bcmk ud Moeki. . .     1U4.&M  IdBiuDnid t1l),e24 

Gufa t.800  I'nviwrimu..    .       219,824 

Afinti-tiakMM I4J11  Dw.uopud 3,10( 

lUsi^ 749  OUHrlidiliUti. ..  2.tX 


UT9.420       ToUl. . 


Undtmitiiii  mfil.  1214. 

RISKS  AND  _  _ 
t2t.SM.9»;  pmnii 

BUS1.SES8  SINCE 
U790.47»:  low*  pud,  |SI9, 


BONDS  OWNED: 


an  Co..  MiiuiH  1% tlS.100 

le  VilUn.  ma...  h% 3.000 

1  CoTjEim.,  9% 3.2O0 

un,  WU- »% 1H.000 

Ci)7Hiii«,l% 11,000 


fJionCo,  Mvu., 

Uc  Qin  hrie  Co.,  f.^c 

R«liaeF*IKMiiiB..S']':;  . 

T<nraiitHoK>n,Ii.,8% 

EiU Otud  F^ki,  MiDD..fi%... 
Rtd  Uke  Co,  MiDiH  iW-e     ■  ■ 

EvIbwB,  !>..  S^c 

Biibee,  N.  D..  8<?r 

Ifipk  Uln,  Hiiui~  <^ 

Ci-.  ofAiitl«o.N.bH»% 

Tylff.  Miin..  5%       

Rpo.  Fdlt  8.  Dh  6% 


Bom*  OwmD.— C«l. 


ft3I.Da7       M99.S3S       t130.£29       1178,324         dU.fiZj!       t3Sl,J7li  tI2S.J17 
'         IH.MS         IB1,M2           49,7631        382,3731  1S3.WS 

_iia,83a       i43,3mI        43.3g«       3oa»fl  iia,B3a 

&. 

KudiVohi  Co-  Minii..  V^% (1.000 

Ciw  Coh  N.  D,.  •% B.7S7 

Edgolov,  N.  D,  «% ,  IftDOO 

CoDiJ.  Talon  Co.,  MobU  KS ie.000 

Si,  LouiiCoHUiiiiiHS% 1J.D00 

MuwJabd  Co..  Mont..  9% IIDOO 

Hope.  N.  D..  8% 10.000 

Liamln.  Coh  Idnho,  0% 18.000 

Ro«u.  MiDD.,  8% 15.000 

luwrn  Co.,  Minn- •% 10;D0O 

McKinl«.  Minn..  8% laOOO 

Tory,  Mont,  8% rsoo 

5,000 


Shiridiii  Co.,  MoDi-,  Vjo 

Honper  Dod«e  Co.,  Hcbn  i% . 

PortW,  N.  D..  8S 

Wdlwortli  00,8.15,1%.... 
St.  Cloud.  Minn,  8%. 


Gtwid  Uwlow.  S.  D.. . 
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RETAIL  LUMBERMEN'S  MUTUAL  INSURANCE  COMPANY 

OF  WISCONSIN,  Milwaukee,  Wis. 

President,  M.  H.  Hand;  SecreUry.  Adolph  Pfiind.    OrguisMi.  1895. 


Yl4X 

Ctafa 
AflKta 

Unearned 
IVemiams 

Net  Cash 
Surplus 

CMh 

Total 
Income 

Loeees 
Ptdd 

Returned 
to  P'yh'rs 

Expeneee 

Total  Kz-  , 
penditures  i 

Loaes 
Ineurred 

1915 

$41,163 
40.073 
39.361 

$10,798 
27.710 
28.421 

$29,944 
21.200 
12.545 

$21,595 
9,742 
9,453 

$24,122 
11.588 
11.078 

$5,792 

$3,587 
2,935 
2,661 

$9,379; 

3.596 

11.859 

$5,792 

1914 

681 
9.089 



265 

1913 



6.972 

Anns,  Dae.  31, 1915. 

Mortgieeloaos $35,050 

Cwk 4,923 

OthcruKti 1,190 


LuBiUfOB,  Dae.  31, 1915. 

Unearned  nrems. . . .       $10,798 
OthrrfiaJbffities....  421 


TotalliabUities. 
Sarphifl 


$11,219 
29.944 


Total 


$41,163       Total $41,163 


Undemitias  profit,  $15,323.    Investment  profit.  $1,963. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  DecemW  31, 
13,117.322;  premiums  thereon,  $21,505. 


Losses  paid  ance  organisation,  $61,228. 

MORTGAGE  LOANS:  There  are  11  loans  aggregating  $35,050. 
all  of  which  are  first  mortgage  upon  ezedlent  farm  lands  in  Southern 
Wisconsin,  valued  at  $184,000.  The  compaiiy  holds  $27,000  of 
insurance  on  the  mortgsged  build'ngs.  No  mterest  past  due  on 
December  31,  last. 

-  MISCEIJiANEOUS:  During  1915  the  company  transferred 
its  plan  of  o^nration  from  the  assessment  form  to  that  of  the 
advance  prsimmn  plan.  This  company  is  the  continuation  of  the 
Retail  Lumber  Dealers  Mutual  Ins.  Association  of  Wisconsb 
and  the  Wiscomin  Retail  Lumber  Dealers  Mutual  Ins.  Co. 
Amalgamated  Feb.  1915.    It  operates  in  Wis.  only. 


RETAIL  LUMBERMEN'S  INSURANCE  ASSOCIATION, 

Minneapolis,  Minn. 

President,  J.  H.  Queal;  Secretary,  WiUard  G.  Hollis;  Secretary  Pro  tern,  O.  D.  Hauschild.    Organised,  1894. 


TlAB 

Csah 
.Assets 

UneamMl 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1^1.1 

$429,906 
378338 
363.283 

$60,036 
47J392 
4tLfigA 

$378,624 
328.244 
315.646 

191,281 
81.878 
80.379 

$113,172 
98.393 
98.313 

$33,395 
61.401 
58.560 

$25,174 

22,088 
22.477 

$58,569; 
83,.'>78! 
81.037, 

$33,640 

1914 

61,491 

\m 

55,261 

AssRB.  Dk.  31. 1915. 


Mortgage  bans. . . 
Boadiaadstodcs. 

Cash 

AftaU  bahoees. . 

IntaeHt 

Awamwmts  due. . 


$301,800 

45.000 

45.995 

3.282 

7.647 

28.201 


LuBiunBa,  Dk.  31. 1915. 

.     $      245 

50,036 
1,000 


unpaid.. 
Unearned  preras 
Othff  liabilities. 


Total  liabiU'es...       $51,281 
Surplus 378,624 


Total 


$429,905       Total $429,905 


Net  smoont  of  members'  liability.  Dec  31.  $207,981..  Under- 
vritiDg  profit,  $25,353.    Investment  profit,  $64. 

RISES  AND  PREMIUMS:  Fire  r  sks  in  force,  December  31, 
$16,423,978:  premxoms  thereon,  $200,144. 

MORTGAGE  LOANS:Thereare  100  loans  a^regatinc  $301,800. 
pn^eeted  by  first  mortnoes  on  farm  properties  m  Iowa,  Minnesota 
and  North  and  South  Dakota,  vahied  at  $1,078,465.  No  interest 
pBst  doe  December  31.  last.  Company  holds  $i^,  165  of  insurance 
oe  the  mortgaged  buikfings. 


BONDS  OWNED: 

T.  C.  Rapid  Tr.  Co.,  5% 

Mpis  Gas  Lt.  Co..  iH% 

A.  T.  4  S.  F.  R.  R.,  Cal.  Santa  Fe  R.  R. 

4H% 

MpIs  Gu  Lt.  Co..  5% 

United  Church  Hospital  Ass'n.  6% 

Partridge,  Minn..  8% 

County  of  Aitkip,  Minn.,  5H% 

Bauman  County,  N.  D..  6% 

Mpls-Lyndale,  Minnetonka,  R.  R.,  5%. . 

Ih^irie  County,  Mont.,  5H% 

Mpb  St.  Ry.,  St.  Paul  Cy.  Ry^  5% 

Totals  (book  value,  $45,000) 


Par 

Market 

Vahie. 

Value. 

$5,000 

$5,000 

5.000 

5.000 

5.000 

5.000 

5.000 

5.000 

5.000 

5.000 

3.000 

3.105 

3.000 

3.054 

5.000 

5.199 

5.000 

5,000 

3,000 

3.155 

1,000 

1,000 

$45,000        $45,513 


MISCELLANEOUS:  This  is  a  mutual  company  and  pays  no 
dividrads.  Charge  and  collect  only  42%  annually  of  the  annual 
rate  in  effect,  a  return  of  dividend  of  $58%  average  for  20  years. 
40%  collected  to  60%  returned. 

TERRITORY  COVERED:  Special  agents,  R.  A  Nelson  and 
H.  H.  Hunt.  Minneapolis,  Minn.  Company  is  licensed  in  la.,  Minn., 
and  S.  D.:  writes  in  sixteen  States. 


RETAIL   MERCHANTS  ASSOCIATION   MUTUAL  FIRE   INSURANCE 

COMPANY  OF  ILLINOIS,  Springfield,  111. 


FRBdent,  0. 8.  Coimelly;  Seeretwy,  W.  W.  Swett,  Jr.    Orgwuied,  1898. 


Yeas 

Cash 
AsaeU 

Unearned 
Premiums 

1915 
1914 
1913 

$31,776 
33.158 
33.909 

$30,522 
30,208 
31.475 

Net  Cash 
Surplus 


$1,254 
1,930 
2.434 


Cash 
Premiums 


$62,488 
59.897 
62.259 


Total 
Income 


$63,437 
60.652 
63,058 


Losses 
Paid 


$19,863 
IS.S.'iS 
11.753 


Returned 
to  P'yh'rs 


j  Total  Ex- 
Expenses   ,  penditures 


$28,655 
29,971, 
33.4671 


$64,820, 
61,4031 
60,677! 


Losses 
Incurred 

$19,863 
16.858 
11.753 


ASSETS,  DEC.  31.  1915:  Mortgage  loans,  $15,000;  cash, 
e.758^iMeiitB'  bahnees,  $8,018;  total  assets,  $31,776.  LiabiUties: 
Loeareed  prems,  $30^522. 


Net  amount  ai  members*  liability,  Dec.  31,  $394,844;  under- 
writing km,  $1,648;  investment  profit,  $051. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force,  December  31. 
15.236^268;  praaiums  thereon.  $1,040. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$909,255;  losses  paid.  $238,592;  dividends  declared,  cash.  $202,737. 

MORTGAGE  LOANS:  There  is  one  loan  of  $15,000  on  Spring- 
field. 111.,  real  estate  valued  at  $45,000. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  W. 
Behnke,  special  agent,  Chicago,  111.,  and  Peter  Kremer,  special 
agent,  Edwardsvilie,  111.    The  company  operates  in  111.  only. 
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RETAIL  MERCHANTS  MUTUAL  FIRE  INS.  CO.,  Minneapolis.  Minn. 

President,  H.  J.  Dahn;  Secretary,  A.  H.  Cheese.    Organiied.  1900. 


Ybas 

Cash 
Ast&eta 

Unearned 
Premiumfl 

Net  CaDh 
Surplus 

Cash 
Prenuums 

Total 
Inoome 

Loeses 
Paid 

Returned 
to  P'yh'ra 

Expeosea 

Total  £x- 
pemUtura 

Loaan 
Incurred 

1915 

$19,294 
14,380 
16,075 

r.983 
7,133 
7,157 

$8,006 

102 

8.228 

$27,230 
26,244 
24.605 

$38,282 
26.268 
24.827 

$9,525 

$13,533 
11,530 
11.088 

$23,058 
28.236 
23.128 

$7,676 

1914 

16.705 
12,040 

22,154 

1913 

8.M7 

Aassn.  Dae.  31. 1915. 

Cash $8,192 

Agents'  balances ....  2.894 

Cefts  ofdep 8.000 

OtherasMts 208 


LiABiums.  Dec.  31. 1915. 


Losses  unpaid. 
Unearned  prems. . 
Other  liabuitics. . 

TotalliaUlities. 
Surplus 


$2,983 
7.963 
322 


$11,288 
8,008 


Total 


$19,294       Total $19,294 


Net  amount  of  members'  liability  Dec.  31,  $31,814.  Under- 
writing profit.  $7,439;  investment  profit,  $326. 

RISKS  AND  PREMIUMS.  Fiit)  risks  in  force,  December  31. 
$2,249,548;  premums  thereon.  $31,814. 

FIELD  MEN  AND  TERRITORY  COVERED:  S.  E.  Giin- 
dall.  special  agent.  Walker.  Minn.,  for  Northern  Minn.;  L.  8.  Berg. 
Wilhnar.  Minn.,  for  Central  Minn.;  J.  F.  Nan^  Fergoa  FalllB.  for 
Southern  Minn.;  E.  H.  Soofield.  special  agentTMinaeapc^  Mum., 
for  Twin  Cities  and  suburbs.    Company  operates  in  Minn.  only. 


RETAILERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

Pnaidait,  Albart  Kaiaer;  SmnUty.  A.  M.  Horns.    OrviuMd,  1903. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 
Prconiuras 

Total 
Inoome 

Loascfl 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
pemfitarea 

Ineomd 

lOlft 

$16,564 
15.310 
14.564 

$13,011 

6.338 

11.883 

-$824 

—179 

902 

$22,718 
19.522 
18.121 

$23,112 
21.448 
18.427 

$13,442 
16.910 

$8,254 

6.485 
5,976 

$21,606 
22,396 
24.910 

$13,442 
21.804 

1914 

1913 

18.935 

18.891 

Absstb,  Dk.  31, 1915. 


LuBomifl,  Dk.  31. 1915. 


Mortgage  loans... 

Ctah 

Ageota'  balances. . 
Interest  and  rents 
Other  assets 


Total 


$10,000 

5,080 

1,328 

151 

5 


unpaid 

Unearned  prems. . 

Total  Uabilitiea. 
Ezoeas 


$4.sn 

13.011 


$17,388 
824 


$16,564       Total $16,564 


Undo^ 


31. 


Net  amount  of  members'  liability,  Dee.  81.  $300,477. 
writing  profit,  $4,687;    inTsstment  profit,  $306. 

RISKS  AND  PREMIUMS:  Fir«  risks  in  foree. 
$4,598,055:    prenuums  thsraoD,  $25,640. 

BUSINESS  SINCE  ORGANIZATION:  Pftmiuma  raeeived. 
$108,295;  losses  paid.  $122,805. 

REMARKS:  From  the  above  atateannt  it  wiO  be  noted  that 
the  Ui^xlities  exceeded  the  admitted  awrits  oo  DeeembarSl.  last» 
Indieatang  that  an  assassmaiit  would  probably  nave  to  be  levied  oo 
policyholders,  whose  total  liability  is  stated  to  have  beea  $360^477. 


RHODE  ISLAND  MUTUAL  FIRE  INSURANCE  CO.,  Providence,  R.  I. 

President,  John  R.  Freeman;  Secretary.  Theodore  P.  Bogert.    Organiaed,  1848. 


YB4B 

Cash 
Assets 

Unearned 
Premhims 

Net  Cash 
Surphis 

Cash 
x^psmiums 

Total 
Imeome 

Loascfl 
Pftid 

Returned 
to  Fyh'rs 

Expensss 

Total  Ex- 
penditiireB 

Ineurred 

1915 
1914 
1913 

$lji80.110 
1.358.795 
1,419.178 

r68,457 
819,273 
577,077 

$801,030 
519,884 
828.666 

$609,724 
877.303 
569.620 

$679,785 
043,838 
644.484 

$3A.2.'» 
261,801 
103,888 

$406,106 
661,781 
451.741 

$78,800 
65.555 
64.020 

$518,339 
060.067 
619.658 

$4^811 
285^403 
106^065 

Absstb,  Dk.  31, 1915.  LuBiLfim,  Dae.  31, 1915. 

BondBaodfltoekB...    1.410,007    LosBasunpaid $10,008 

Cash 164.686    Unearned  pnms. .. .       758,457 

AeentB'baJanoes....        22,044    Other UabilitieB 0,625 

Intenat 2.873  

Total  liabilitiea...     $788,080 
Surplua $801,030 


Total 


.$1,580,110       Total $1,580,110 


Net  amonnt  of  members*  liabUity,  Dee.  31,  r,415.164.    Under- 
writiag  pttifit.  $553,824;    inveatment  profit.  $133,510. 

RISKS  AND  PREMIUMS:  Fira  riska  in  foree.  December  31, 
$204,803446;  premiuma  thereon,  $1,483,031. 


BONDS  AND  STOCKS  OWNED: 


Boma. 


U.S.reg.,  1025.4%...: 

Canada,  1025, 5% 

R.  I.  State,  1050, 3H%- 


Market 

Value. 

$60,500 

24,375 

36,800 


C.B.AaRyit.nfr.1021,4% 20,000 

C,  M.  4  St  P.  Ry.,  or.  c.  1032. 5% 8,100 


N.  Y.,  N.  H.  &  N.  R.  R..  d.  etf.,  1028, 6%. 

So.  Pbc,  or.  c.  1034,  5% 

Cb.  Gas..  N.  Y.,  eB.d.,  1020  6% 

Stocks 

Manhattan  Ry 

P.  B.  L.  E.  R.  R^  p., 

N.  Y.,  Lack.  A  W.  R.  R. 

Pitta.,  Ft.  W.&ChLRy 


24,210 
21,800 
63,500 

26.600 

6,150 

11.000 

24.150 


Bonds  aud  Stood  Owmid. — Conl. 
Stoco.— Con/. 

Providenoe  k  Woreaater  R.  R. 

Weat  End  St.  Ry 

Ateh..  Top.  k  S.  Fe  Ry.,  p 

Chi.,B.AaRy 

ChU  Mil.  A  St.  P.  Ry.,  c 

Chi.,Mil.ABt.P.Ry..p 

Chi.,  St  P.,  M.  A  0.  Ry 

Chi.ANwn.Ry 

Clev.,  O.  C.  A  St  L.  Ry^  P 

Del  ft  Hwkon  Co 

Gt  Northern  Ry.,  p 

XL*  C  K.  R. 

Minun  St.  P.  A  S.  Ste.  M.  Ry.,  0 

M.,  St  P.  A  S.  Ste.  M.  Ry.,  p 

N.  Y.  ix.  n.  n. 

N.  Y.,  N.  H.  A  H.  R.  R. 

No.  PScRy 

PkR  R. 

Reading  Co 

So.  PScCo 


Bfarket 

Vahe. 

C20J00 

8.616 

20.400 

48.610 

S3J00 

80,355 

$24,400 

102.750 

7,606 

15.400 

63.07$ 

37JW0 

16.125 

16,470 

21.450 

68.140 

40.120 

171.062 

33.400 

zijno 

So.Rv.,p 1200 

Un.  Vuc  R.  R.,  e 44.400 


Un.  Pse.  R.  R.,  p. 

Gt.  No.  Ry.  Co.  Ore  etfr. . 

Merchants  Nat  Bk. 

Nat.  Bk.  of  Commeroe. . . . 

Amer.  Tl.  A  Tg 

Northern  Seeuritiea 

Providence  Gas  Co 

Phividence  Gas  Co.,  ev.  d.. 


33J00 

6,120 
18.100 

7J00 

77,400 

S» 

1,358 
15.540 
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RHODE  ISLAND  MUTUAL  FIRE  INSURANCE  CO.,  Providence.  R.  l.—ConL 


BoMOB  A!fD  Stocxs  Owrsd. — Ctmi. 
Stocks. — CoiU. 

PtiUmanOo 

r.S-Stedep..  p 


Market 

Vulue. 

$33,000 

35.100 


Total $1,412,000 


MISCELLANEOUS:  Th!fl  compuiy  together  with  the  American 
Enterprifle.  MaQufaotnrera.  Meenanics  and  8tat«  Mutual  Fire 
Inauranoe  Companiea.  all  of  Providence,  w  under  the  same  man- 
agement Company  qperatea  in'United  States  and  Canada. 

DIRECTORSTA.  L.  Danielson,  J.  K.  H.  Nightingale.  Henry  F. 
Uppitt.  Robert  W.  Taft.  John  R.  Freeman,  Jonathan  Cfaioe. 
Jem  H.  Metealf.  Henry  D.  Sharpe.  E.  D.  Pcaroe,  A.  H. 
Tillingfaast,  H.  0.  Sturgea,  W.  Knight. 


RICHLAND  COUNTY  MUTUAL  INSURANCE  COMPANY,    Mansfield,  O. 

President,  A.  C.  Cumnuns;  Secretary.  R.  Smith.    Organised,  1851. 


Unearned 
Prcmiumi 


Net  Cash 
Surplus 

Cash 
Ftemiums 

ToUl 
Income 

Losses 
Paid 

Returned 
to  Pyh'ra 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$224,291 

$86,300 

100.694 

95.584 

$100,546 

100.694 

95.564 

$33,890 
60.544 
78.877 

$33,450 
31.582 
29.667 

$67,340 

82.126 

109.144 

$33,490 

liM,759 

52.881 

173.840 

74.788 

ASSETS.  DEC.  31,  1915:  Real  estate.  $26,000;  cash,  $201,372; 
total  aoeta.  $227,372.  LiabiEties:  losaes  unpaid.  $2,600;  other 
fiafaifities.  $481;  total  liabilities.  $3,061; 

Net  amount  of  members'  liability.  Dee.  31,  $2,243,493.  Undsr- 
vritiBg  profit.  $21,552.    Investment  profit.  $1,980. 


Fire  risks  in  foroe,  December  31.  $29,742,641. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
$2,821,626;  losses  paid.  $1,781,067. 

REAL  ESTATE  OWNED:  The  company  owns  its  home  office, 
carried  at  book  value,  $26,000. 


ROCKVILLE  MUTUAL  FIRE  INSURANCE  COMPANY,  RockviUe,  Conn. 

Ft«aifant,  E.  0.  Bnthr;  Seaetuy,  A.  T.  BiaeO.    Oriuifed,  IMS. 


Yaaa 

Cbsh 
Assets 

Unearned 
Pjremhims 

NetCssh 
Suridus 

Cash 
PremiumB 

Total 
Inoome 

Losses 
P^d 

Returned 
to  Fyh'rs 

Total  Ex- 
penditures 

Losses 
Ineurred 

1915 

$30,142 
28.267 
26^000 

$2,041 
2,032 
2.053 

$28,013 
26.148 
24.571 

$1,253 
1.173 
1.306 

$2,538 
2,406 
2.443 

$753 

380 

70 

$499 
434 
450 

$1,252 
814 
520 

$753 

1914 

380 

1913 

79 

Dk.  31, 1915. 


LUBXLRIM,  Die 


Bonds  and  stocks. 


$19,565    Unearned 
10.421    Other  fiabOities. 
156 

Total  liabilitifls. 
Surphis 


81, 1915. 
$2,041 


$2,129 
28.013 


Totel 


$30,142       Total $30,142 


Net  aaoimt  of  members'  liabifity.  Dee.  31.  $20,955;  uadsi^ 
viit^  profit.  $13;  invastment  profit,  $1352. 

RSSKB  AND  PREMIUMS:   Fire  risks  in  force.  December  81, 
$511,496:  preBuams  thereoo,  $4,067. 


BUSINESS  SINCE  ORGANIZATION: 
$33,550;  losses  paid.  $14,478. 


BONDS  OWNED: 

Conneetieat  Ry.  k  Ltg 

First  Nat  Bk..  RockviUe 

RoekvitteNat-Bk 

Aetna  Fire  Insurance,  Hartford. 


Pftmhims  received. 

Pkr 

Market 

Vahie. 

Value. 

$1,000 

$940 

10.000 

10.500 

3.000 

3.510 

1.300 

4.615 

Totals  (book  value,  $18,113) 


$15,300        $19,565 


FIELD  MEN  AND  TERRITORY  COVERED:    L.  BisseU 
&  Son,  RodcvQle.  Conn.   Company  operates  only  in  Connecticut. 


RUBBER  MANUFACTURERS  MUTUAL  INSURANCE  CO.,  Boston,  Mass. 

Praideat,  Arthiir  H.  Lom;  BwtetMy.  BogamiB  Ttft    OrcuiMil.  I8SS. 


Yiaa 

Anete 

Unearned 
Pkemioms 

Net  Cash 
Surplus 

Net 
Pjpsmiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Pyh're 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
1914 
1913 

$83t621 
516^904 
506.156 

$341,968 
245.753 
256,809 

$284,214 
263.988 
239,116 

$415,981 
394.708 
433.496 

$447,250 
416.865 
454.253 

$55,640 
19.524 
16.787 

$340,583 
351,835 
365,391 

$33,886 
36.378 
37.559 

$430400 
407,737 
419.737 

$53,824 
21.567 
15.197 

AflBBBi  Dm.  31. 1915. 
$447,090 


LuBfLimB.  Dtc.  31. 1915. 

unpaid $1,412 

241.968 
4.027 


61,919    Unearned  prems.. 
15.145    Other  fiabffities.. 
7.467 

Total  liabilities 


$247,407 
Surplus 284,214 


Totalasseto $531,621       Total $531,621 


NctamoaBtofBembcfs'fiabOity,  Dec31,  $2,53],850.    Undtf- 
vritinK  profit,  $3401884.    Investment  profit,  $19,926. 

RISKS  AND  PREMIUMS:  F!re  risks  in  foroe,  December  31, 
$801564.933;  preDiiaiiM  thereon.  $506,370. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived. 
$8,986,015;  hMSce  paid.  $1,312,164;  dividends  deebred,  $6,317,175. 


BONDS  OWNED:                          Par  Market 

Value.  Value. 

Belsoni  Db.,  Miss..  6%.  1932 $5,000  $5,200 

Cook  Co..  lU..  4%,  1925 5,000  5.000 

Maasa.  Comlth.  3H%.  1935 6.000  55.400 

Atch.  T.  k  St.  Fe  Ry..  1928.  4% 10.000  9,500 

A.,  E.  &  Chi.  R.  R..  r..  1946.  5% 5.000  4.150 

B.  &  A..  R.  R..  cons..  1951.  4% 5.000  3.300 

Bos.  El.,  Ry.,  1935,  4% 6.000  5,220 

Bos.  &  L^  R.  R..  1919.  3H% 14.000  13.300 

Bos.  &  Me.  R.  R.,  rw.,  1926.  4% 10.000  8.000 

Bos.  &  N.  Y.  A.  L..  R.  R..  1955,  4% . . . .            3,000  2.700 

Bos.  &  W.  St.  Ry.,  1923,  43^% 5.000  4.600 

Cent.  Branch  Ry.,  reg..  1919.  4% 5,000  3,050 

Deb.  t  H.  Co..  1935.  5%. 5.000  5.300 

Detroit.  Y.  Ann  A.  4  J.  Ry.,  1926,  5%. .            7.000  6.160 

Elis.  &  Trenton  R.  R.,  1962.  5% 5.000  4.650 

Fitchburg  R.  R.,  1927-28,  4% 20.000  17,600 
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RUBBER  MANUFACTURERS  MUTUAL  INSURANCE  CO.,  Boston,  Mas8.—Con<. 


Bonds  Owmo. — Coni. 

Fb.  E.  C.  Ry.,  reg.,  1959, 4H% 

L.  3.  k  Mich.  So.,  Ry.,  1928-31.  4%. . . . 

M(L,  Dda.  k  V».  Ry.,  1955,  5% 

M.  ft  Bob.  St.  Ry.,  1932.  4H% 

Mo.  Pac.  Ry.,  1916,  6% 

Montreal  Tmwys.,  1941,  5% 

N.  Y.  C.  ft  H.  R.  R..  reg..  1998.  3M%.  • 
N.  Y..  Chi.  ft  St.  L.  R.  R..  1931.  4%. ... 
N.  Y..  N.  H.  ft  H.,  R.  R..  1955.  4%. . . . 

No.  Me.  Sep.  R.  R..  1935.  5% 

No.  Pko.,  Gt.  No.  Ry.,  (C.  B.  ft  Q.  Col.) 

1921.4% 

Penn.  R.  R.,  1965,  4H% 

RiehmoDd-WaBh.,  1943, 4% 

R.  Is.,  Ark.  ft  La  R.  R.,  reg.,  1934, 4H% 

St.  L.  M.  Bdge  Tm  Ry.,  1930.  5% 

Terre  Haute  Te.  ft  Lt.,  1944,  5% 

W.,  C.  Fallfl  ft  No.  Ry.,  1940.  5% 

Wert  End  St.  Ry..  1917-32,  4% 

Wor.  ft  Holden  St.  Ry.,  1923,  5% 


Pm 

Market 

Value. 

Value. 

$5,000 

$4,700 

2aooo 

19,000 

10,000 

7.000 

10.000 

9.000 

10,000 

9.300 

5,000 

4.650 

15,000 

12,600 

10,000 

8.400 

2aooo 

16.200 

15,000 

12,600 

12,000 

11,760 

5,000 

6,050 

9,000 

8,460 

5.000 

2,500 

25,000 

25,250 

5,000 

4,900 

5,000 

4,400 

7,000 

6,750 

4,000 

3,960 

BoMM  OwKWD.—ConL 


Amer.  Ag.,  Chem.,  1924,  5% 

Amer.  Gas  ft  El.,  2014,  6% 

Amer.  TL  ft  Tg.,  1929.  4% 

Amer.  Wtg.  Ptiper^  1919,  5% 

Cent.  Ohio  Ge.  ft  El.,  1919,  6% 

Commonwealth  Realty  Tr..  1924,  6%. 

Conn.  R.  Pow.,  N.  H.,  1937,  6% 

CoDSumoB  Pow.,  1936,  6% 

Kansas  Gs.  ft  El.,  1922.  5% 

N.  Eng.,  Tl.  ft  Tg.,  1930,  4% 

No.  Tesas  El..  1940.  5% 

Wertem  El.,  1922.  5% 

Wertem  Un.  Tl..  1950.  4^% 

Weetfield  Mfg.,  1921.  6% 


Fte 

Market 

Vahie. 

Value. 

$5,000 

$4,850 

5.000 

4.750 

22.000 

2aO20 

10.000 

6,700 

12.000 

12.000 

4.000 

4.000 

5.000 

4.750 

10.000 

9.000 

5.000 

4,000 

17.000 

15.300 

5.000 

4.550 

2,000 

i.000 

20,000 

19.000 

5,000 

5,000 

Totals  (book  value  $477,700) $494,000      $447,000 


TERRITORY  COVERED:  The  Comnany  is  Uoensed  in  DL. 
Mass.,  Mich..  N.  Y..  R.  I.,  N.  C.  Wis..  Me.,  N.  H..  0.  and  P^ 


SAFETY  MUTUAL  FIRE   INSURANCE  COMPANY,   Lebanon,  Pa. 

President,  J.  R.  Beckl^y;  Secretary.  S.  R.  Seabold.    Organised,  1803. 


Ybar 

Cash 
Assets 

1915 
1914 
1913 

$20,144 
23,778 
26.2781 

Unearned 
Premiums 


Net  Cash 
Surplus 


—$11,137 

—5,714 

—189 


Cash 
Premiums 


$47,468 
44,101 
70.214 


Total 
Income 


$54,614 
45,207 
70.214 


Losses 
P^d 


$32,637 
34.560 
50.306 


Returned 
to  Fyh'rs 


$12,521 


Expenses 


$19,195 

19.327 

6,236 


Total  Ex- 
penditures 


$51,832 
53.887 
60.063 


Incurred 


$26,032 
27,058 


ASSETS.  DEC.  31,  1915:  Bonds.  $100;  cash,  $2,881;  agents' 
balances,  ^456;  Asemts  due,  $9,460;  other  assets,  $5,248;  total 
assets,  $20, 145.    Liabilities:  losses  unpaid  $16, 199;  borrowed  money 


$10,800;  Notes.  $3,100;  other  liabifities,  $11,843;  total  liabOitio. 
$31,283. 


SALEM  COUNTY  MUTUAL  INSURANCE  COMPANY,  Salem,  N.  J. 

President.  Henry  M.  Rumsey;  Secretary.  J.  B.  Hillard.    Organised,  1849. 


Year 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Retmned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Looaes 
Incurred 

1915 
1914 
1913 

$86,980 
85.341 
83.238 

$1,821 
1.835 
1.838 

$84,663 
82.912 
80.905 

$3,670 
3.677 
3.700 

$7,655 
8.128 
7.553 

$2,136 

1.015 

442 

$3,511 
3.505 
3,474 

$884 
1.211 
2.012 

$6,531 
5.731 
5.928. 

$2,079 

1.114 

442 

ASSETS  DEC.  31.  1915:  Mortgage  loans.  $27,450;  bonds  and 
stocks,  $55,448;  cash.  $3,492;  interest.  $500;  toUl  assets,  $86,980. 
Liabilities:  unearned  prems..  $1,821;  other  liabilities.  $496;  total 
liabUiUes,    $Z317. 

Net  amount  of  contingent  premiums,  Dec.  31,  $60,653. 


Fire  risks  in  force,  December  31,  $683,527. 

MORTGAGE  LOANS:  There  are  13  loftns  for  $27,450.  pro- 
tected by  dwellings,  farm  lands  and  business  block,  valued  st  more 
than  double  the  amount  loaned.  There  was  no  interest  past  due 
on  December  3 1.  last.  Company  holds  $22,460  of  insurance  on  the 
buildings. 


SALEM  MUTUAL  FIRE  INSURANCE  COMPANY,  Salem,  Mass. " 

President.  S.  Herbert  Wilkins;  Secretary,  Arthur  Derby.    Organised.  1838 


Ybab 

Cash 
Assets 

1915 
1914 
1913 

$24,721 

24.992 

107.098 

Unearned 
Premiums 


$9,108 

4.432 

51.692 


Net  Cash 
Surplus 


$10,911 
13.890 
49.714 


Cash 
Premiums 


$16,095 
31.672 
50.139 


Total 
Income 

Losses 
Paid 

$19,640 
56.453 
54.062 

$4,118 

115.163 

22,352 

Returned 
to  Fyh'rs 


$4,687 

9.646 

11.115 


I  Total  Ex- 
Expmses   .  penditures 


.1. 

$5,869; 
10,593 1 
15,631 ' 


Incurred 


Assm,  t)BC.  31, 1915.  LusiLrnra,  Dkc.  31, 1915. 

Mortgage  loans $6,900    Losses  unpaid $562 

Bonds  and  stocks. . .          6,823  Unearned  prems. . . .          9,108 

Cash 1.932  Other  liabUiUes. .. .          4.140 

Agents'  bahmoes ....  8.878  

Interest 188  ToUl  liabilities. . .       $13,810 

Surplus 10.911 


Total  assets. 


$24,721        Total $24,721 


Net  amount  of  members'  liability.  Dec.  3 1.  $103,219. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$1,141,037;  premiums  thereon.  $18,162. 

Losses  paid  since  organisation.  $580,303. 

MORTGAGE  LOANS:  There  are  3  loans,  for  $6,900.  on  real 
estate  at  Lynn.  Salem  and  Peabody,  Mass.,  valued  at  $13,350. 
Company  holds  $7,900  of  fire  insurance  on  the  buildings. 


BONDS  AND  STOCKS  OWNED: 

BONDB. 

Maiden.  Mass 

Stocks. 

Boston  &  Maine,  p 

Boston  &  Maine,  com 

Salem  Gs.  Lt.  Co.. 


$14.674< 
135.402, 
J9.09& 

Pte 
Value. 
$2,000 

700 

200 

2.200 


$4,663 

113,214 

Jffi.337 

Market 
Vabe. 
$1,080 

871 

72 

5.390 


Totals  (book  value,  $5,100) 


$5,100 


$6,823 


MISCELLANEOUS:  In  1914  company  made  a  reinsnranoe    ._ 
tract  with  a  syndicate  of  companies  navingover  $5,0001,000  assets 
whereby  all  obligations  of  the  Salem  are  protected  by  the  lyndioate. 


TERRITORY  COVERED:  The  company  is  licensed  in 
and  Vt. 
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SECURITY  MUTUAL  FIRE  INSURANCE  COMPANY,  Chatfield,  Minn. 

Praadnt,  Frank  L.  Ten*;  Seentafy,  dnrlM  L.  ThuriMr.    OreuiiMd,  ISM.  < 


TiaR 

Caah 
Aaets 

Uoeuved 
PranuuBM 

Net  Caah 
Surphu 

Cash 
Prenuuma 

Total 
Inoome 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ez- 
pmditures 

Losses 
Incurred 

1915 
1914 
1913 

$88,396 
96.450 
72.699' 

$51,606 
53.857 
40,740 

$1,683 

1.151 

19.560 

$169,445 
189.672 
131,995 

$184,007 
194.886 
136,376 

$105,274 
98,967 
69.545 

$26,711 

20,072 

8.423 

$59,470 
56,580 
48.439 

$191,455 
175.619 
126.407 

$105,163 

120,362 

63.194 

Dk.  31. 1915. 


Horto^e  loans... 
Bonds  and  stocks. 

CtCsofDep 

Cadi 

Agents'  faahnces. . 

Interest 

Other 


Total 


$40,500 
1,400 
24,000 
4,782 
15,212 
1.100 
1.401 


LiABiUTiM.  Dk.  31, 1915. 

Losses  unpaid $27,237 

Unearned  prems. . . .        51,606 
Other  liabiUties. . . .  7.919 


Totalliabilities. 
Surplus 


$86,762 
1.633 


$88,395       Total $88,395 


NH  amount  of  members'  liability.  Dee.  31.  $238,904. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force.  Deeember31. 
$12,273,084;  preBainma  thereon,  $201,370. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reeeiTed. 
$U6US7;  losses  paid.  $806,101;  dividends  declared,  cash,  $178,- 
963. 

MORTQAGB  LOANS:  There  are  36  loans,  aggresating 
$46,500.  protected  by  first  liens  on  improved  farm  property, 
mainlv  located  in  North  Dakota,  with  a  few  b  Minn,  and  Moni, 
valued  $143,120.  There  was  no  interest  past  due  on  December 
31.  lasL   Company  holds  $5,316  of  insurance  on  the  buildings. 


MISCELLANEOUS:  Thk  oompaur  reinsured  the  business  of 
the  Citisens  Fin  Association  <A  Mankato,  Minn..  February  14, 
19ia  and  of  the  RetaU  Merehaats'  Mutual  Fire  Ins.  Co.  of  Sioux 
Falls,  S.  D..  under  date  of  Jan.  16,  1914,  accounting  in  part  for 
de|4etton  of  surplus,  as  that  c<»npaay  had  but  very  little  cash 
assets  to  take  care  of  business  and  therefore  neoesntated  the 
Security  putting  up  the  reinsuranoe  reserve  fiability. 

DIRECTORS:  F.  L.  Tesea.  C.  L.  Thurber.  G.  R.  Thompson. 
S.  E.  Bibbins,  F.  G.  Stoudt,  C.  H.  White.  F.  H.  Tuper,  J.  W. 
Cowing,  Lars  Christianson. 

FIELD  MEN  AND  TERRITORY  COVERED:  F.  H.  Wilder, 
Stote  agent,  Farco.  N.  D.;  N.  S.  Tyler.  State  agent.  Sioux  Falls 
S.  D.;  Willard  Snow,  special  agent,  Sioux  Falls,  S.  D.;  D.  B. 
Franklin,  Rochester,  J.  C.  Dunee,  Minneapolis,  R.  C.  Nelson, 
Albert  Lea,  npedal  agents  for  Minn.;  John  Stoudt,  Minot.  N.  D.; 
T.  J.  Atwood,  Jamestown,  N.  D.  and  M.  D.  Clark.  Larimore,  N. 
D..  special  agents  for  N.  D.;  A.  J.  Van  Deinse,  Indianapolis,  Ind., 
Eaistam  representative  for  surplus  lines;  Jas.  H.  De  Veuve  Co.. 
Seattle.  Wash..  Pacific  Coast  representatives  fm  sun^us  lines; 
Clapo  ft  Anderson,  Toronto,  Canadian  representatives  for  sur- 
plus lines.    The  company  is  licensed  in  Minn..  N.  D.  and  S.  D. 

REMARKS:  It  is  noted  that  the  unearned  nremium  reserve 
is  stated  to  be  $51,606,  whereas  the  premiums  in  force  are  ^ven  as 
$201,370.  Tike  company's  surplus  ii  rather  small,  considering 
the  vohmie  of  business  transacted. 


SECURITY  MUTUAL  FIRE  INSURANCE  COMPANY  OF  DELAWARE 

COUNTY,  Delhi,  N.  Y. 

FMidait,  J.  R.  HoaqnraU;  SMrataiy,  0. 8.  Niehob.    OrtuuMd,  1897. 


Yus 

Cash 
Asseta 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 
IVemiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 

$42,642 
39.777 
34.599 

$17,213 
16,988 
15,685 

$24,879 
21,204 
18,095 

$24,009 
24.381 
22,882 

$2.5.449 
25,734 
24,189 

$14,310 
11,442 
17,486 

$8,557 
8,729 
8,218 

$22,867 
20,171 

1914 

1913 

25.704 

Assns.  Dk.  31.  1915. 


LiABiunas.  Dnc.  31, 1915. 


Mortgsge  kians. . 

Cash 

AgEBts' balaooes. 
laterest 


$24,950 

1.490 

11.507 

3,908 

787 


Losses  impaid 

Unearned  i»ems.. 

Total  liabifities. 
Surplus 


$550 
17.213 


$17,763 
24,879 


Total 


$4Z642       Total $42,642 


RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
$4,728,139;   premiums  thereon,  $42,357. 

.  MORTGAGE  LOANS:  There  are  15  loans,  for  $24,950,  on 
property  in  Delaware,  Ulster  and  Sullivan  Counties,  valued  at 
$62,000.    Insurance  held  by  Co..  $32,600. 

MISCELLANEOUS:    The  Law  of  1910  allows  co-operative 
companies  seven  years  to  gradually  accumulate  a  reserve. 


SHREWSBURY  MUTUAL  FIRE  INSURANCE  COMPANY, 

Eatontown,  N.  J. 

Preodent.  Joseph  T.  Field;  Secretary,  George  F.  Spinning.    Organised.  1838. 


Tub 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Preouums 

Total 
Income 

liOSses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 

$41,712 
37,407 
34.494 

$0,911 
9.706 
9.326 

$31,461 
26.996 
24.590 

$14,583 
11,362 
10,134 

$16,281 
12,899 
11,444 

$5,207 
7,153 
6,910 

$3,405 
2.583 

$8,612 
9,736 

$5,207 

1914 

7,153 

1913 

2.720 

9,630 

6,847 

Aasna.  Dk.  31, 1915. 

Mortgage  kaw $8,700 

Boadi  and  stocks...  21,900 

CiA 9.512 

fnna.  nneol 907 

iBtmit 603 


LuBiLrmB,  Dk.  31. 1915. 

Unearned  jprems. . . .        $9,910 
OthertiabOities. ...  339 


Total  liabiUties. 
Surphis 


$10,250 
31.462 


Total 


$41,712       Total $41,712 


Net  amount  of  contingent  premiums,  Dec.  31,  $238,979. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  Deoember  31. 
$2,494,519;   premiums  thereon,  $19,822. 

MORTGAGE  LOANS:  There  are  loans  aggregating  $8,700 
protected  by  real  estate  in  Monmouth  County,  valued  at  more 
than  double  the  amount  loaned. 
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SOUTH   DANVERS  MUTUAL  FIRE   INSURANCE  COMPANY. 

Concord,  Mass. 

Frendent.  Pnsoott  Eeyw;  Searetary.  Frank  Taylor.    Orsuused,  1829. 


YCAR 

Cash 
Anets 

Unearned 
Premiuziu 

Net  Caah 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
P^d 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Incutred 

1915 
1914 
1913 

$39,979 
37.677 
33.562 

$14,006 

9.930 

20.105 

$1,657 

1.127 

12.995 

114.398 
n.583 
11,312 

$16,160 
52.354 
15.536 

$8,169 

21.037 

4,134 

$1,679 
3.381 
6.208 

$4,331 

23.162 

4.335 

$14,179 
47.610 
14.677 

S8.103 

20,082 

4.657 

AjisviB,  Dae.  31, 1915. 


Bonds  and  stocks. 

Loans 

Cash 

Agents'  balances. . 

Interest 

Other 


Total 


$33,573 

2,000 

2.172 

1,470 

387 

377 


LiABiLrnaB,  Die.  31, 1915. 

Loflses  unpaid 

Unearned  prems 

Borrowed  mon 

Other  liabilities 


$828 

14,006 

23,000 

488 


Total  fiabifitioB. 
Surplus 


$38,322 
1,657 


$39,979       Total $39,979 


Net  amoumt  of  members'  liability.  Dec.  31.  $55,263;  Undei^ 
writins  kMB,  $2,363;  inTsstment  profit.  $2,398. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

AncIo>French,  ex.  1..  5%,  1920 

Boston.  4%,  1946 

Concord.  4%,  1931 

Ptavideiiee.  R.  I..  4%.  1921 

Boston  &  Me.  R.  R..  4%.  1942 


Pfer 

Market 

Vahie. 

Vahie. 

$1,000 

$940 

1.000 

980 

1.000 

980 

4,000 

4.000 

3.000 

2.040 

Bonds  and  Stocxb  Ownsd.— Con<. 
Bonds.— Con/. 
N.  Y.  C.  &  H.  R.  R.  R..  3H%.  1997. . 

Amer.  Tel.  &  Telg^  iHVo,  1033 

Amer.  Tel.  &  Tels..  4%.  1929 

New  Eng.  Tel.  &  Tdg..  5%.  1932 

United  Fruit,  6%.  1917 

Westm  Tel  k  Tdg..  5%,  1932 

Srocu. 

N.  Y.,  N.  H.  &  H.  R.  R 

Penna.R.R 

Cape  Ann  Nat.  Bk.,  Gtouoesto' 

Warren  Nat  Bk..  Peabody 

American.  Tel.  &  TeU 

Andraseonn  Mills,  Me 

NashuaMli 


Par 

Market 

Value. 

Vahw. 

$2,000 

$1,660 

1.500 

1.620 

2.000 

1.820 

1.000 

1,010 

3.000 

3.000 

2.000 

1.080 

1.500 

1.1S5 

3.060 

8.6M 

100 

150 

2.000 

2,900 

1.200 

1.548 

2.000 

3400 

1.000 

1.430 

Totals  (book  value.  $35,111) 


$32,350        133.402 


FIELD  MEN  AND  TERRITORY  COVERED:  C.  F. 
Vioe-Preadent  and  Underwriting  manager;  E.  R.  Howard,  ^wdal 
agent,  Concord.  Mass.    Company  operates  in  Mass.  only. 


SOUTHERN  MUTUAL  INSURANCE  COMPANY,  Athens,  Ga. 

Pnadent,  BOhtpt  PUnuy;  SMrataiT,  A.  E.  Orifith.    OcfuiMd,  1847. 


YaAR 

Cash 
Assets 

1915 
1914 
1913 

$1,183,585 
1.151.318 
1.174.096 

Unevned 
Premiums 


$196,968 
103,744 
191.573 


Net  Cash 
Surplus 


$832,736 
795.977 
821.968 


Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

$466,686 
455.984 

434.116 

$89,233 

122.599 

83.962 

$233,402 
235.544 

229.579 

Total  Ex- 
penditures 


AsBBTB,  Dm.  31. 1915. 

Realestate $268,380 

Bonds  and  stocks. . .  877.425 

Cash 10.310 

Agents' balances....  7.305 

Interest  and  rents. . .  30.156 


LuBiLrms.  Die.  31, 1915. 


unpaid 

Unearned  prems... 
Div.  scrip,  outsdg.. 
Other  liabilities.... 


$2,623 

196,968 

150.247 

1.011 


Total  liabiBties. . .     $350,849 
Surplus 832.736 


Total  asnts $1,183,585       Total $1,183,585 


Underwriting  profit,  $217,422;  mvestment  profit,  $52,806. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$43,731,539;  premiums  thereon.  $303,937. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  leeeived. 
$16,070,806;  loans  paid.  $5,878,103;  dividends  declared,  cash. 
$7,601,228. 

REAL  ESTATE  OWNED:  Seven-story  reinforced  concrete 
office  building,  cost  $245,879  and  a  ^«tory  brick  office  building 
situated  in  Athens,  Ga.,  vahied  at  $22,500.  Net  rents  reomed 
bst  year.  $10,612. 


$106,096 

102.545 

88.523 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Georgia.  4K% 

Georgia,  4H% 

Georgia,  4% 

G«irgia,3V^% 

Clarke  Co.,  Ga..  4% 

Athens.  Ga.  4^.  5% 

Savannah,  Ga.,  4H% 

Atlanta.  Ga..  4H% 


Incufved 


Augusta  &  Savannah  R.  R. . 
Geonia  R.  R.  ft  Bkg.  Co. . 

South  Western  R.  R 

Nat.  Ex.  Bk..  Augusta 

Qeoigia  Nat.  Bk..  Athens. . 
Amer.  State  Bk..  Athens. . . 


$428,731 
460.688 
402.054 


Phr 

Vahie. 

$250,000 

5.000 

50.000 

110.000 

32.500 

50.000 

26,000 

10.000 

50.000 

soiooo 

50.000 
10.000 
15.000 
10.000 


$80,000 

127.816 

85.099 

Markc* 


51.000 

50.000 

104.500 

ao.875 

50.iMB 
27.300 
10,500 

51,000 
12S.O0O 
51.500 
13.000 
27,750 
12.000 


Totalff  (book  value.  $758.000) $773,500      $877,425 


TERRITORY  COVERED:    Ga.  only. 

REMARKS:    Since  the  above  statement  was  aude. 
pany  suffered  a  bss  in  the  Augusta  conflagration 
»00.000. 


cstiBiated  at 


SOUTHERN  KANSAS  MUTUAL  INSURANCE  CO.,  Wellington,  Kan. 

Praideat,  H.  F.  HMbtagh;  Saoratery,  Flajrd  N.  Andmoo.    Orvaiini,  1888. 


Ya4B 

Cash 
Asnts 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Pkid 

Returned 
to  Fyh  rs 

Expenses 

Total  Ex- 
penditures 

Incurred 

tl915 

1914 

'$5i882 

$52^882 

$51,727 

$54,100 

■"$34,719 

$15,098 

'$4'9.8i7 

iP4.710 

tStatisUes  for  1915  not  received  when  this  page  went  to  pros. 
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SOUTHERN  STATES  MUTUAL  FIRE  INSURANCE  COMPANY, 

Philadelphia,  Pa. 

P^eadent,  F.  A.  Downes;  Secretary,  0.  C.  Hopson.    Organised,  1907. 


YSAR 

GkMh 
AaeU 

Unearned 
IVomums 

Net  Caah 
Surplus 

Cash 
Ptvmioms 

Total 
Inoome 

Loflses 
P^d 

Returned 
to  Fyh'ra 

E!zpenaea 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
1914 
1913 

$65,401 
60^801 
73,373 

$32,099 
32.788 
40.743 

$33,251 
26,146 
31.984 

$56,636 
47.937 
71.777 

$59,841 
50.348 
73,091 

$7,894 

12.870 

6,003 

$39,858 
42.015 
43,136 

$8,299 
8,036 
8.545 

$56,051 
62,921 
57.684 

$6,124 

14,306 

6,299 

Asm,  Dbc.  31, 1915. 


LuBiuTiM,  Dae.  31, 1915. 


Bonds 

C^. 

Afienti  haiaiMWi. 
Interat 


$46,400 

13,143 

4.944 

1,004 


Unearned  prans.. 
Other  fiabuities. . 

Total  HabUities. 
Surplus 


$32,099 
141 


$32,240 
33.251 


Total 


$65,491        Total $65,491 


Net  snoottt  of  members'  Uabifity.  Dee.  31.  $320,966;  under- 
wM^  profit,  $43,606;  inTestment  profit,  $3,357. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force,  December  31. 
13,863,023;  premiomB  thereon,  $64,197. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$483,310;  iooes  paid.  $114,587;  dividends  declared,  cash.  $238,033. 

Book 
B0ND6  OWNED:  Vahie. 

6t.  L.  I.  Mtn.  A  Sa  Ry..  4% $3,760 

CokiiidoA8o.Ry,4% 4.550 


Bonne  Owrao.— Cont. 


Minneapolis  ft  St.  L  .R.  R.,  4% 

Kan.  Cy.,  Ft  Soott  &  Mem.  Ry.,  4% 
Winstoo-Salam  Southbound  Ry.,  4%. 
St.  P.  k  Kan.  Cy.  Short  line.  4H% 
Brunsvnek  ft  W.  R.  R..  4% 


Book 
Vahie. 
$2,860 
3,850 
4,400 
3,560 
4300 


onunwicK  «  tt  .  xv.  xv..  ^ye -xh^iwv 

Chi.,  Bur.  ft  Q.  R,  R,,  3H% 4,300 

Wash.  Tm ,  3H% '•.300 

Seaboard  ft  Roanoke  R  R.,  5% 5,150 

Uurens.  8.  C,  sc.,  5% S.OOO 

Total I*«.400 


MISCELLANEOUS:    "Hus  company  is  under  the  same  maa- 
aranent  as  the  Keystone,  Manton,  National  and  Atlantic  Mutual 


Fve  Insurance  Companies. 

TERRITORY  COVERED: 
eyWaaia  and  South  Carolina. 


The  company  is  fioensed  in  Penn- 


STANDARD  MUTUAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

Praadeut,  Jmom  Hoaiy;  flMnUiy,  E.  I.  Atlae.    Or^niMd,  18(1 


Yl4B 

Cash 
AsRts 

Unearned 
IVeniums 

Net  Cash 
Surplus 

Net 
Premiums 

Total 
Inoome 

Losses 
Pkid 

Returned 
to  P'yh'rs 

Eixpenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
19U 

1913 

$20S,2M 
212L3I5 
210.835 

$94,949 

97,963 

100,277 

$101,ai9 
111,428 
103,591 

$169,650 
170,390 
m.345 

$183,429 
180.947 
188.024 

$32,523 
7.032 
8,274 

$139,003 
144,747 
144.352 

$21,403 
20.177 
18,648 

$193,024 
172.006 
171.274 

$32,242 
7.782 
8,211 

Dk.  31, 1015. 


Bonds  and  stoeks. 

Cash 

AflBots'  bataooes. . 
Interast 


$186,390 

11.853 

6,998 

3,013 


LiABiumB,  Dk.  31, 1915. 

Losses  mipaid $1,419 

Unearned  prems. . . .  94.949 

Bonxmedmon 10.000 

Other  liabilities....  867 


Total  liabilitiM...     $107,235 
Surphis 101.019 


Total 


$206,254       Total $208,254 


Net  amount  of  members'  liability.  Dec.  31,  $890,829. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
t23,415,898;  prcminm<i  thereon,  $196,166. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$2,357,916:  losses  paid,  cash,  $266429;  dividends  declared, 
$1,750,576. 


BONDS  OWNED: 


oorpw  sik.,  wat.  sup.,  4%,  1958 
stk..  wat.  sup.,  4H%. 


Cy.K.Y, 
Cy.  N.  Y 

I960 

Aaw.  Rys.,  5%.  1961 

A.,  B.  ft  C.  Ry..  5%.  1946 

B,RAB.By,6%,1941 

Cent.  Market  St.  Ry.,  CoL,  0..  5%.  1922 


IV 
Value. 
$26,000 

25,000 

15,000 

10.000 

5,000 

5,000 


Market 

Vahie. 
$25,480 

25,250 

12.150 

8,300 

1,500 

4.750 


Borne  OwMBD. — ConL 


Clev.  ft  E.  Ry.,  5%,  1929 

Clev.  ft  E.  Ry..  Inc.,  5%,  1929 

Col.,  N.  ft  Z.  El.  Ry.,  5%,  1926 

in.  Cent.  Tc.  6%»  1933 

Jackson  Lt.  ft  Tc.  5%.  1922 

Jersey  Cent.  Tc,  5%.  1931 

8..  F.  ft  So.  R.  R.,  5%,  1936 

Un.  Tc.  Indp.,  6%,  1937 

W.  ft  J.  St.  Ry..  Pa..  5%,  1934 

Western  O.  Ry..  5%,  1921 

Christian  Co.  Tel.,  m.,  6%.  1020-  •  ■ 
Cent  Gas  ft  El.  Corp.,  5%,  1927. . . . 
Gas  Lt  Co.,  Augusta.  Qa.,  5%.  1934. 

Jacksonville  Gas,  5%.  1942 

No.  Ind.  Gas  ftEl.,  5%,  1929 

Seattle  Ltg..  0%,  1920 

Sown.  Gas  ft  El..  5%,  1932. 


York  Haven  Wat.  ft  Pow..  5%,  1961-7. 


Ptf 

Mariut 

Vahie. 

Vahie. 

$4,000 

$1,000 

4,000 

•  •■•■-• 

laooo 

8,700 

10,000 

9.300 

5,000 

4.350 

5,000 

5,000 

5.000 

3,350 

8.000 

6,720 

6.000 

4,750 

10.000 

8.400 

5.000 

5,000 

6,000 

5.520 

5.000 

4,700 

11.000 

10,010 

5,000 

4.550 

8.000 

8,000 

15.000 

13,500 

9,000 

0.210 

Totah  (book  vahie,  $206.376) $216.000      $186.390 

DIRECTORS:  James  Henry.  Joseph  Fling.  E.  H.  Morris. 
Isaac  A.  Smith.  George  T.  Wilhams,  John  W.  H.  Brooks.  Edwin  I. 
Atlee,  Thos.  S.  Siibe.  Samuel  R.  Boggs. 


STATE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

Prendent.  John  R.  Freeman:  Secretary.  Theo.  P.  Bogert.    Organised,  1855. 


Tl4B 

Gbsh 
Assets 

Unearned 
xVemmms 

Net  Cash 
Sorphis 

Cash 
PMrnhims 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
19H 
1913 

$2^058473 

hmMi 

1,836.337 

$1,053,480 

1,145,658 

816,300 

$063,965 
626.031 

i,ooi.do& 

$851,380 

1,223,180 

807.916 

$039,011 

1.310,535 

894.054 

$57,534 
334.833 
120.499 

$573,587 
930.462 
644,233 

$91,510 
88,339 
87.011 

$722,631 

1,353,634 

861,773 

$68,338 
340,652 
122.313 
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STATE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence   R.  L^Coniinued. 


Abbbts.  Dk.  31, 1915.  LuBiLmiB.  Dk.  31, 1915. 

Bonds  and  stocks. . .  $1,869,394    Loves  unpaid $27,652 

Cash 167,664    Unearned prans....    1.053,480 

Agents' balanees....        27,605    Other  liabifities. .. .        13,075 

Interest 2,509  

Total liabUities...  $1,094,207 
Surplus 963,965 


Totalassets $2,058,172       Total $2,058,172 


Net  amount  of  members  lialnlity,  Dec.  31.  $10,848,676. 

RISKS  AND  PREMIUMS:  Fire  risics  in  fane.  Deeember  31, 
$284,977  592;  premiums  thereon,  $2,069,735. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  leoeived, 
$27,974,838;  losses  paid.  $3,804,110;  dividends  declared.  $22.- 
516,515. 


BONDS  AND  STOCKS  OWNED: 

Bonds. 

United  States,  reg.,  4'b,  1925 

Canada  5's,  1925 

R.  I.  ZWb,  1939^9 

Ch«c..  Mil.  ft  St  P.  Ry.,  or.  5'8. 1926 

N.  Y.  N.  H.  ft  H.  R.  R.,  d.  otf..  6'8. 1923. 

So.  Pkc.,  cv.  5's,  1924-84 

Con.  Qas,  N.  Y.,  er.  d.  6'b,  1918-20 

Stocks. 

Boeton  ft  ProT.  R.  R 

Cleve.  ft  Pitts.  R.  R 

Manhattan  Ry. 

Moms  ft  £s.  R.  R 

N.  Y..  Lack,  ft  W.  R.  R 

Old  Colony  R.R 

Pitts.,  Bess,  ft  L.  Erie  R.  IL,  p. . . . 

Pitts.,  Ft.  W.  ft  Chi,  Ry 

ProT.  ft  Worcester  R.  R 

West  End  St.  Ry 

Atch.,  ft  Top.  ft  Santa  Fe  Ry.,  p. . 
Chic.  Burl,  ft  Q.  Ry 


•  «  »  ■  • 


a    •    *   •    • 


Market 
Value. 

$99,000 
28,275 
59.160 
10,800 
7.371 
10,800 
76,200 

46,600 
56.000 
24,000 
53,200 
42.250 
41.650 
76.000 
12.300 
64.400 
41.000 
52.800 
20,400 


•  •  •  •  « 


com. 
p.. 


BoifDB  AND  Sroca  OwKmo.—Conl. 
Stocks.— Con(. 

Chi..  Gt.  W.  R.  R.,  p 

Chi.,  Mil.  ft  St.  P.  Ry.,  com 

Chi.,  Mil.  ft  St.  P.  Ry..  p 

Chi.,  St.  P.,  M.  ft  0.  Ry 

Chi.ftNwn.Ry 

Cleve.,  Cinn.,  Chic,  ft  St.  L.  Ry.,  p. 

Ddaware  ft  Hudson  Co 

Oreat  No.  Ry.,  p 

Minn.,  St.  P.  ft  S.  Ste.  M.  Ry 
Minn.,  St.  P.  ft  S.  Ste.  M.  ELy, 

N.Y.,N.H.ftH.R.R 

No.Pac.  Ry 

Penna.  R.  R 

So.PMsifie 

Southern  Rv.  Co.,  p 

Union  PMnfie  R.  R.,  com 

Union  Pacific  R.  R.,  p 

Merchants  Natl  Bk.,  Prov.,  R.  I 

Ameriean  Tl.  ft  Tg 

Providence  Gas 

Providence  Gas.,  ev.  d 

Puget  Sd.  T.  L.  ft  P.,  com 

Pueet  Sound  T.  L.  ft  P.  Co.,  p. . 

PuUman  Co 

United  States  Steel  Corp.,  p 


Marioet 
Vahie. 

$22,000 
85.700 
67.106 
3«.000 
02.475 
15.200 

I07,9S6 

10,875 

47.655 

20.405 

37,700 

126.140 

53.000 

0.200 

29.600 

33.200 

10,175 

154,800 

9,050 

8.400 

660 

23.043 

33.000 

58,500 


Totds $1,861,509 


MISCELLANEOUS:  This  oomDany.  together  with  the  Amer- 
ican, Enterprise,  Manufacturers,  Mechanics  and  Rhode  Isfamd 
Mutual  Fire  Insurance  Companies,  all  <tf  IVovideno&  is  tinder 
the  BUM  management.  Company  operates  in  U.  S.  and  Can.  and 
is  licensed  in  HI.,  M.,  Mass.,  Mich.,  N.  H.,  N.  Y.,  N.  C,  0..  Ps.. 
R.  I.,  S.  C.  and  Wis. 


DIRECTORS:  Henry  F.  lippitt.  John  R.  Freeman.  Jease 
H.  Metealf.  A.  Lockwood  Danielaon.  Chas.  H.  Merriman.  Webster 
Kniriit.  Samuel  M.  Nicholson,  E.  D.  Pearoe.  A.  H.  TOfingtiast. 
H.  D.  Sharps,  H.  0.  Sturges.  Jno.  Chaoe,  A.  B.  Chaee. 


STATE  MUTUAL  FIRE  INSURANCE  COMPANY,  Rutland,  Vt. 

President.  Wallaoe  W.  Nichols;  Secretary,  J.  R.  Hoadley.    Organised.  1899. 


Yl4R 

Assets 

Unearned 
Pramiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
P^ 

Dividends 

Expenses 

Total  Ex- 
penditures 

Ineuirsd 

1915 

123.702 
•12.410 
•16.143 

al23.702 
1,224 
1,997 

$17,218 
15,100 
14.144 

118.910 
20.325 
19.491 

$11,344 
8.406 
6.922 

'  $6,559 

12.256 

9.312 

$19,903 
20.711 
16,234 

$11,344 

19141 
1913t 

13,685 

3.588 

1 

8.005 

6.3a 

tExeluave  of  guaranty  fiuid,  $11,986.  fStatement  as  of  July  81.    *Including  guaranty  fund,  $12,508.    slndudes  nnesmed  premiums. 

Fire  risks  m  force  July  31.  $3,149,219.  Premhim  notes  in  force, 
3283.442. 


STERLING  FIRE  INSURANCE  COMPANY,  CobleskiU,  N.  Y. 

Preadent,  Judion  Burhaai;  Seeretaiy.  W.  D.  Colclough.    Organised.  1805. 


Year 

Cash 
Assets 

Unearned 
Ftaniums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Looses 
Paid 

Returned 
to  P'yh'rs 

Eipsiises 

ToUl  Ex- 
penditures 

Ineuiicd 

1915 

$27,218 
26.799 
26184 

$20,678 
20,472 
17,731 

$6,129 
5.649 

8,453 

$28,086 
30,053 
25.407 

$28,803 
30.714 
26.097 

$18,102 
19,333 
16.412 

$10,260 

10.713 

9.884 

$28,371 

1914 

1913 

AsBRa,  Die.  31, 1915.         .    LuBoims,  Dae.  31, 1915. 

Cash $38,467    Loesesunpsid $411 

Agents'  balances. ...     .     3,751    Unearned  prems. . . .        20,678 

Total  liabilities...       $21,089 
Surplus 6,129 

Tota.assets $27,218       Total $27,218 


RISKS  AND  PREMIUMS:   Fire  risks  m  feces. 
$5,662,957;  premiums  thoeon.  $50,073. 

MISCELLANEOUS:    The  bw  d  1910  aOows 
eompanifs  seven  years  to  gradudUy  aooiimnlats 


31. 
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SUFFOLK  COUNTY  MUTUAL  INSURANCE  COMPANY,  Southold,  N.  Y. 

IVrnknt,  Sunnel  Diekcnoo;  Seontery.  Albert  A.  Pdk.    Orguiaed.  1836. 


Ymam 

Cash 
Ameta 

Unewned 
Ptanhmif 

Net  Cash 
Sarptui 

Net 

Pranhimt 

Total 
InooBM 

LoeBes 
?9id 

Returned 
to  Fyh'n 

EqMDMf 

Total  £x- 
penditurat 

Lotocfl 
Incurred 

1915 

$07,279 

07.951 

100.855 

$4,760 
4,657 
4.703 

$92,510 
93.2M 
96,152 

OmSb 

$14,649 
14.253 
14.385 

$10,109 

12,388 

3.461 

$4,896 
4.818 
4.641 

$15,005 

17,206 

8.102 

$10,084 

1914 

12.388 

1913 

3.430 

Dm.  31, 1915. 


LiABiuniB,  Die.  31. 1915. 


Mirtgur  loans. 
Gadi 


Total 


$76,600    Unearned  prems. 
19,125 

180    SmplttB 

U74 


$4,769 
92.510 


$07,279       Total $07,279 


UBdenrnting  Iom,  $5,787;  bTotment  profit,  $6,003. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force.  Deoember  31, 
$1,544,031;  preniums  tbereoo,  $0,540. 


BUSINESS  SINCE  ORGANIZATION:  Pramiums  reoeiyed, 
$381,744;  bans  paid,  $266,262. 

MORTQAOE  LOANS:  There  are  43  loans,  randng  from  $100 
to  $5,000,  all  but  four  being  secured  bv  Suffolk  Go.  properties. 
Most  of  them  are  upon  dwellings  and  lots  (or  acreage);  one  of 
$2,000  is  upon  a  brick  store  at  Southold,  vahied  at  $4,000;  one  of 
$5,000  is  up<ui  a  hunber  yard  and  wharf  at  Qreenport.  valued  at 
$15i00  Cuwiranoe,  $4,960).  But  $211  of  interest  was  past  due 
on  Dec.  31,  last,  and  the  seeurities  are  considered  worth  $207,060. 

MISCELLANEOUS:  The  company  operates  m  Suffolk  Co., 
N.  Y.,  on^  and  transacts  all  business  from  the  home  office.  The 
company  has  never  levied  an  assessment. 


THE  SUN   MUTUAL  INSURANCE  COMPANY,  Cincinnati,  O. 

Pwidcnt.  Stmuel  NienMm;  Searetoqr.  H.  B.  KokHiiunn;  AMrtMit  SmwUit.  Jno-  H-  Tnla.    Orguiied,  18<2. 


TSAB 

Cbeh 

ASKtS 

Uneanied 
IVemiums 

Net  Cash 
Surplus 

Cash 
IVemiums 

Total 
Income 

Losses 
Pkid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
1914 
1913 

$211,112 
192.430 
187,041 

$58,607 
52.069 
52,288 

$156,370 
138,402 
133,818 

$24,702 
23.751 
25.704 

$37,816 
36,173 
39.402 

$4,370 
9.785 
8,165 

$10,687 

9.969 

ia948 

$22,320 
11.741 
16,721 

$27,877 
31.995 
25.834 

$4,635 
9.785 
3,574 

AsBTS,  Dk.  31, 1915. 


Li&BiunsB,  Dk.  31, 1915. 


Real  estate 

Bonds  and  fbxte. 

OMfa 

Agents' bahoces. . 
Intenst  and  rents. 
Others 


Tote! 


$63,000 

141,905 

5,325 

423 

271 

188 


unpaid 

Unearned  prems. . 
Other  tiabimies.. 

Total  liabilities. 
Suridus 


$265 

52.607 

1.870 


$54,742 
156.370 


$211,112       Total $211,112 


Net  amoont  of  membos'  liability,  Dec.  31.  $367,990;  under- 
vritmg  profit.  $0,730;  investmeot  profit,  $18,904. 

REAL  ESTATE  OWNED:  Consists  of  the  company's  home 
office  and  apartment  buikfing.  The  rents  received  for  1915  were 
ti887.  and  the  expenses  were  $2,444. 


BONDS  AND  STOCKS  OWNED: 

BoNDfl. 

Cjr.  Wat.  Wks 

Hamilton  Co.,  memorial 

Cincinnati,  es.  s.  f 

Stocu. 

Cincinnati  St.  Ry 

Cincinnati  Gas  A  El 

Cy,  &  Sub.  Bell  TI 

JohnShillitoCo 

OhioTr 

Barney  A  Smith  Co 

Ohio  State  Tl 

Ohio  City  Gas,  p 

Ohio  aty  Gas.,  e 


Pfer 

Value. 

$10,000 

500 

4.000 

25,000 

31,000 

19.500 

4.000 

9.000 

3.000 

3.700 

24.000 

1.100 


Market 

Vahie. 

$0,200 

475 

.3,800 

25,000 

23,250 

38,903 

3,600 

6.750 

1.410 

3.811 

19,740 

1.422 


Totals  (book  values.  $138.300) $138,300      $141,905 


TERRITORY  COVERED:   0.  only. 


TENNESSEE  FARMERS   MUTUAL  FIRE  INSURANCE  COMPANY, 

Nashville,  Tenn. 

IVesident,  F.  H.  Dnnkhin;  Secretary  and  Treasurer.  A.  A.  DeLong.    Organised,  1911. 


1     Cash 
Ti&aj    AmeU 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 
IVemiums 

Total 

Losses 
P^d 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915        $39,755 
1914          41,201 
1913          36.438 

$6^617 
6.187 

t$31.638 
t34.564 
t36,389 

$12,385 
13,626 
11.035 

$17,753 
15.688 
12.900 

$13,278 
5,305 
4.609 

$507 
235 
633 

$5,534 
5.508 
5.015 

$19,499 
11,138 
10.257 

$14,114 
5.305 
4.609 

tladudet  gimranty  capital. 


AsmSk  Dk.  31, 1015. 


Uortp^Bkaos... 

GMh 

Agmts'  bslinrcs 
Interest  sod  rasta. 
Oths 


Total 


$35,600 

2,278 

798 

818 

261 


LuBiunM,  Dk.  31, 1915. 

Lasses  unpaid $836 

Unearned  prems....  6,617 

Other  liabilities....  679 


Total  liabifities. 
QoarantycaiHtal. 
NetsnriMiis 


$8,132 

25,325 

6.298 


$39,755       Total $39,755 


RISKS  AND  PREMIUMS:  Fire  risks  m  force.  December  3U 
$2,815,305;  premiums  thereon,  $12,667. 

BUSINESS  SINCE  ORGANIZATION:  Prenuums  received, 
$41,177;  knees  paid,  $24,556;  dividends  declared,  cash,  $1,393. 

MORTGAGE  LOANS:  There  are  first  mortgage  loans  aggre- 
gating $35,600  on  hmd  valued  at  double  the  amount.  The  mort- 
gages are  on  farm  hmds  only  and  range  m  amount  from  $500 
to  $6,000.   No  interest  waa  past  due  on  Dec  31,  last. 

TERRITORY  COVERED:  Tenn.  only. 


354 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


TEXAS   HARDWARE  AND   IMPLEMENT  MUTUAL   FIRE   INS.    CO., 

Fort  Wortii,  Tex. 

PraaidMit,  0.  E.  Sohoir;  SeoreCaty  and  Manager,  Glen  Walker.    OrpuuMd,  1916. 

Thifl  nHnpany  waa  formerly  operated  as  an  ezcfaaiuK  under 
the  title  of  Hardware  and  Implemont  Dealers  Mutual  fanhange 
of  Dallas.  Tex.,  by  the  Retail  Hardware  and  Implement  Dealers 
Aas'n  of  Tex.    In  March.  1916.  the  exchange  was  changed  to  a 


mutual  oompany  and  Glen  Walker  was  made 

is  written  at  tariff  rates  for  members  of  the  Retail 

and  Imp.  Dealers  Ass'n  only.    The  largest  net  risk  is  $2,500. 


TEXAS  NATIONAL  MUTUAL  FIRE  INSURANCE  COMPANY, 

Fort  Worth,  Tex. 

President*  Edwin  E.  Bewley:  Secretary  and  Manager.  Glen  Walker.    Organised.  1913. 


Yeab 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 

PPdlUUIDB 

Total 
Inoome 

Losses 
Paid 

IMvidends 

Expenses 

Total  Ex-  : 
penditures  ' 

1915 
1914 
1913 
1912 

$19,370 
21.768 
15,067 

142.376 

$11,865 
13.605 
11,207 
26.905 

$5,962 
5.143 
3.417 
7.993 

$34,173 
39.979 
39.701 
73.623 

$35,285 
41.044 
39.746 
82.446 

$25,127 

191607 

62.201 

$6,521 

14.508 

1.038 

$6,129 
7.486 
4.134 

24.843 

$37,777 
10.630 
24.823 
87.044 

Incurred 

$23,713 
17.089 
19.766 
55.040 


AflsaiB,  Dec.  31. 1915. 


LuBiuTxis.  Dae.  31. 1915. 


Mortgage  loans.. 

Cash 

Agents'  balanoes. 
Interest 


$8,650 

8.762 

1.789 

169 


unpaid 

Unearned  prems.. 
Other  liabUitiee. . 

Total  liabilities. 
Surplus 


$1,426 

11.864 

118 


$13,408 
5.962 


Total  assets $19,370       Total . 


$19,370 


Undwwriting  profit.  $6,278;  investment  profit,  $1,107. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree.  December  31. 
$1,409,760;  premiums  thereon.  $15,317. 

MORTGAGE  LOANS:  There  are  16  first  liens.  aggrefpUing 
$8,650,  and  protected  by  improved  real  estate  in  Fort  Worth, 
valued  at  $21,585.  There  was  $33  of  interest  past  due  on  Decem- 
ber 31,  bst.  The  company  holds  $10,875  of  insuianee  on  the 
mortotfed  buildings. 

DIRECTORS:  Ben.  0.  Smith.  Edwin  E.  Bewley.  Glen  Walker. 
B.  H.  Gets.  Ed.  K.  CoUett,  J.  W.  Irion.  J.  E.  Weeden. 

TERRITORY  COVERED:    Company  operates  m  Tez.  only. 


TOMPKINS  COUNTY  CO-OPERATIVE  FIRE  INSURANCE  COMPANY, 

Ithaca,  N.  Y. 

PMideot,  Robert  G.  H.  Speed;  Secretary.  A.  B.  Rust.    Organised.  1887. 


Yeab 


1915 
1914 
1913 


Cash 
Assets 


Unesnied 
Pramiums 


$57,405 
73.513; 
47.112 


$51,919 

79,834 

181.877 


Net  Cash 
Surplus 


—$7,777 

—21,873 

—108.055 


Cash 
Premiums 


$62,166 
182,500 
150.135 


Total 
Inoome 


$63,826 
184.386 
152.080 


Lasses 
Pkid 


$59,034 
116,094 
140.265 


Returned 
to  Fyh'rs 


Expenses 


$28,682 
81.801 
54.199 


Total  Ex- 
penditures 


lueuiiod 


Abbstb.  Dae.  31, 1915.  LuBixxnB.  Dbc.  31, 1915. 

Bonds $22,027    Lossesunpaid $13,263 

Cash 25.255  Uaoaraed prems....        51.919 

Agents'  balanoes 9,016  

Interest  and  rents...              57  Total  liabilities...      $65,182 

Otherassets 1.050    Excesstiab 7,777 


Total 


$57,405       Total. 


$57,405 


RISKS  AND  PREMIUMS:   Fire  risks  in  force. 
$20,144,477;  premhims  thereon.  $164«956. 


31. 


BONDS  OWNED: 


Ithaca,  1927,  4-4.  3%.. 
Groton,  1916-32.  4H%. 


$83,716. 
147.806 . 
174^. 

Book 
Vahie. 
$17,000 
5,100 


Market 

Value. 

$1«.870 

5.157 


Totals  (book  value,  $22,100) 


$22,100        |a.0S7 


MISCELLANEOUS:    The  law  of  1910  anows 
companies  seven  years  to  grsdually  aceumulate  a 
oompany  states  as  of  June  15  that  it  now  has 
reserve  required  by  the  new  Uw. 


the  faH 


TOWN  OF  HERMAN  MUTUAL  FIRE  INS.  CO.,  Sheboygan  Co.,  Herman,  Wis. 

President.  George  W.  Wolff;  Seoretary,  Henry  Greibe.    Organised.  1871. 


YaAB 

Cssh 
Assets 

Unevned 
IVemiums 

Net  Cash 
Surphis 

Cash 
Ptiwunms 

Total 
Income 

Losses 
Psid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
pendituros 

laeamd 

1915 

$56,031 
46.443 
45.750 

$56,031 
46.443 

45.750 

$0,273 
9.346 
7.915 

$11,085 

11.010 

9.673 

959 

8.886 
8.214 

$1,152 
1.376 
1.176 

$2,111 

10417 

9.487 

SMO 

1914 

8.88S 

1913 

$95 

8.214 

ASSETS.  DEC.  31,  1915:    Mortgage  loans,  $37,972;  eoUateral 
loans^  $12,110;  cssh.  $15,336;  intefcM.  $613;  total  assets.  $56,081. 

NO  LIABILITIES 

Fire  riaks  in  foree,  December  31.  $7,881,128. 


BUSINESS  SINCE  ORGANIZATION: 
$196,856;  losses  paid.  $147,803. 


MORTGAGE  LOANS:  These  loans  aggragate  $27,072  on 
farm  property  valued  at  about  throe  times  the  amount  loaaed 
thereon. 
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TRADERS  AND  MECHANICS  MUTUAL  FIRE  INSURANCE 

COMPANY,  Lowell,  Mass. 

TtmAeaU  NiefaolM  G.  KorcroaB;  Seeratery,  E.  M.  Tucke;  Ast.  Secretary,  E.  W.  Brigham    Orguiied.  1848. 


Yi&v 

Cksh 
Aaete 

Unearned 

Net  Cash 
SurphxB 

Cash 
Pftmhunfl 

Total 
Inoome 

Loasee 
Paid 

Returned 
to  P'yh'rs 

EztMiuet 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 
1914 
1913 

$438,836 
4T9.376 
526.926 

$277,639 
312.113 
313.350 

$127,757 
120.413 
183,442 

$146,780 
186.215 
180,823 

$176,886 
235.311 
206.862 

$69,047 

118.886 

69.383 

$66,383 
80,400 
85,358 

$73,598 
77.112 
61.057 

$208,028 
276.398 
215.798 

$69,444 

118.888 

60.746 

AsBan.  Dk.  31. 1915. 

Bolertate $16,800 

Mtrtme  loans 40.446 

BoDdi  and  stocks...  362.480 

GA 5,705 

.A«eiit8'balaneeB....  11.904 

lotocstandreata...  1.535 

OUa'ssKts 165 

TotalasBcts $438,835 


LuBOinxB.  Dk.  31, 1915. 

Losses  unpaid $3,599 

Unearned  prans 277,639 

Bor.  moMy 25,000 

Other  liabilities....  4,840 

Total  liabOitieB. . .  $311,078 

Surplus 127.757 

Total $438,835 


Net  amoont  of  members*  liability.  Dee.  31,  $577,810;  under- 
vritiog  profit  $82,704:  investment  profit,  $1,298. 

RISKS  AND  PREMR'MS:  Fire  risks  in  force,  December  31. 
138.635  j{»;  premiiims  thereon.  $577,810. 

BU8INBBS  SINCE  ORGANIZATION:  Premiums  reeeiyed. 
^JObJKS:  kmea  paid.  $2,671,588;  dividends  declared,  cash. 
U619.881 

REAL  ESTATE  OWNED:  Consists  of  a  brick  bloek  in  Chi- 
ca0D,  ewrisd  at  market  rahie  and  a  small  frame  dwelling.  Net 
reats  reodved  hat  year  $1,369. 

MORTGAGE  LOANS:  There  are  12  loans,  ag^n^ting 
I4QL446,  and  are  protected  by  improved  real  estate,  pnncipal^ 
dvcDinp  in  LoveU,  Mass.,  valued  at  $90,200.  There  was  no 
JBtenst  pMt  due  on  December  31,  last.  The  ooitapany  holds 
int450  of  insoraoee  on  the  buildings. 


BONDS  AND  STOCKS  OWNED:  Par 

Bonds  Value. 

Commonwealth  of  Mass $25,000 

Bos.  &  Maine  R.  R 45.000 

111.  Cen.  R.  R..  Q  D^v 15.000 

LonglsfamdR-R 11.000 

New  England  R.  R 10.000 

Ogdensburg  A  Lake  Champlain  R.  R 20.000 

Rutland  Canadian 20.000 

Southern  R.  R 15,000 

Unted Tc.  R.  R 15.000 

Stocu. 

BootM'llB 3.400 

Hamilton  Mfg.  Co 2.000 

Lawrenoe  Gas  Co 9.500 

LoweU  Gas  U.  Co 46.200 

Masnchusetts  Cotton  Mills 20.200 

Merrimack  Mfg.,  com 11.000 

Merrimack  Mfg.  Co..  p 6.600 

MiddfesexCo 500 

Massachusetts  Gas  Co.,  p 20.000 

Tremont  ft  Suffolk  Mills 5.000 

Old  Lowell  Nat.  Bk 10,000 

MasBachusetts  El.  Co.,  p 23.500 

Vermont  ft  Maasaohusett  R.R 2.500 

Total $336.400 

MISCELLANEOUS:     Conflagration   losses:     Boston,    1872, 
$230,000;  Chelsea,  1908.  $153,000;  Salem.  1914,  $19,000. 

TERRITORY  COVERED:    The  company  operates  in  Conn.. 
Me..  Mass..  N.  H..  R.  I.  and  Vt. 


TRANSPORTATION   MUTUAL   INSURANCE  COMPANY, 

Philadelphia,  Pa. 

Preodent,  Charles  E.  Mather;  Secretary,  Henry  P.  Clark.    Organised,  1905. 


Tb4B 

Caah 
Assets 

Unearned 
xnrcouusEis 

Net  Cash 
Surplus 

Cash 
IVemiums 

Total 
Income 

Losses 
P^d 

Returned 
to  Pyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915 

$914,747 
934.919 
902.156 

$172,610 
154,780 
165.880 

$544,301 
608.325 
504.107 

$515,010 
446,474 
509.751 

$544,322 
471.696 
528.698 

$542,378 
408.620 
249.965 

$67,081 
63,985 
65,529 

$609,459 
472,555 
315,494 

$539,306 

IBU 

332.233 

1913 

270.275 

Dk.  31, 1015. 

BoKb $502,975 

Rom.  due 71991 

CiA 236367 

PreanaBsdne 94,459 

In»m* 4,629 

Sshagedue 4,326 

TfltelssBDis $014,747 


LuBiLnus,  Dk.  31, 1915. 

Losses  unpaid $156,550 

Unearned  prems 172.610 

Retns.  prans.  due. .  21,636 

Other  liafailitieB. . . .  19,650 


Total  liabilities...     $370,446 
Surplus 544.301 


Total $914,747 


UaderwritiBg  Vm,  $100l761;  invertment  profit,  $36^736. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree.  December  31. 
161300.321;  premiums  theresn,  $292,548;  marine  and  inland 
riAs  in  foroe,  $2;420,008:  premiums  thereon,  $53,047. 

BUSINESS  SINCE  ORGANIZATION:  Pramiums  received, 
SM821727;  kMses  paid.  $2^807312. 


BONDS  OWNED: 

Bodbg  Co..  A  Phila.  A  Reading  Coal  ft 

Iraa  Col.  m.  m.  g..  1907, 4% 

AtLCoMt  loe,  1  eB.«n.  u  1052. 4%. . . 


Plir 
Vahie. 

$5aooo 

50.000 


Market 

Value. 

$47,375 
46.000 


BoNM  OwNBD.— Con<.  Par  Market 

Vahie.  Value. 

L.  S.  ft  Mieh.  So.  g..  1931.  4% $25,000  $23,563 

So.  Ry..  eq.  tr..  1919.  iH% 25.000  24,875 

So.  Ry..  eq.  tr..  1920,  4^% 25.000  24,875 

Penn..  gn.  freight,  eq,  tr.,  1917,  4% 10.000  9.975 

L.  ft  N..  A.,  K.  ft  C.  Div.,  m.  g..  1955. 4%  25.000  21.875 

N.  Y.  C.  Unea.  eq.  tr.  g..  1922.  4^% . . .  25.000  24.875 

N.  Y.  C.  Lines,  eq.  tr.  g.,  1925,  4^% . . .  25,000  24.812 

Philadelphia,  reg.,  1945.  4% 150.000  154.125 

Pten.  R.  R.,  g.  m.  g..  1965,  4>^% 100.000  100.625 

Totals  (book  value,  $502.212) $510,000  $502,975 


MISCELLANEOUS:  This  company  was  inoorporated  under 
the  laws  of  Penngylvania.  April  27,  1905.  and  beiian  business  in 
June  of  the  same  year.  It  insures  only  the  property  of  transpor- 
tation eompanies  and  carriers.  The  company  is  licensed  only 
in  Pennsg^vania. 

DIRECTORS:  C.  E.  Mather.  Fairfax  Harrison,  E.  T.  Stotes- 
bnry,  Robt.  Scott,  J.  C.  Haskell.  E.  T.  Lamb,  G.  H.  McFadden, 
Lbeoln  Godfrey.  V.  C.  Mather,  J.  A.  O'Brien. 
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TRI-STATE  MUTUAL  GRAIN  DEALERS  INSURANCE  COMPANY. 

Luverne,  Minn. 

Preadent,  E.  A.  Brown;  Secretary,  £.  H.  MordazuL   Organiied  1908. 


YXAB 

Cash 

Anets 

Unearned 
Prenuums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Pkid 

Returned 
to  P'yh'rs 

ExpeJises 

Totsl  Ex- 
pewfitores 

LoOBBB 

iDearred 

1915 
1914 

$34,994 
31.682 
31.411 

$7,924 
5,443 
8,215 

$18,833 
18.650 
16,796 

$31,696 
21,772 
32,859 

$33,004 
23,204 
34,358 

$12,626 
18,239 
17.307 

$12,976 

$4,100 
4.692 
3,987 

$29J02 
22,931 
32.057 

$12,626 
18.293 

1913 

10,763 

17.307 

AasBTB,  Dec.  31, 1915.  Uxmrnn,  Die  31, 1915. 

Cash $33,662  Unearned prems....         $4,680 

Agenta'  balances. ...  707    Reserve 8,000 

Interest 535  Other  liabilities. .. .            237 


Totalliabilities. 
Surplus 


$12,917 
22,077 


Totalasseta $34,994       Total $34,904 


RISES  AND  PREMIUMS:     Fire  risks  in  foroe,  December  31. 
$2,080,775;  premiums  theroon.  $22,579. 

TERRITORY  COVERED:  la..  Minn,  and  S.  D. 


UNION  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

President.  Frederick  W.  Moses;  Secretary,  Clarence  H.  Cady.    Orpmiaed,  1863. 


YSAB 

Cash 
Assets 

1915 
1914 
1913 

$402,584 
383,160 
376,047 

Uneuned 
Premiums 


$115,348 
113.273 
113,651 


Net  Cash 
Surplus 


$284,015 
266.236 
259,750 


Cash 
Premiums 


$43,632 
40.142 
39.708 


Total 
Income 


$62,269 
59,675 
59,787 


Loeses 
Paid 


$10,561 

14.577 

8.629 


Returned 
to  P'yh'rs 


$24,871 
28.029 
26.128 


Expenses 


$16,018 
15.778 
15.701 


Total  Ex- 
penditures 


$52,450 
58.384 
50,458 


Assm,  Dk.  31. 1915. 

Bonds  and  stocks . . .  $383,143 

Cash 14.215 

Agents'  balances 3,604 

Interest 1,622 


LLLBiuTua,  Die.  31, 1915. 

Losses  unpaid $290 

Unearned  prems 1 15.348 

Perp.  dep.  reel 2,931 

Total  lialnlities...     $118,569 
Surphis 284,015 


Totalasseta $402,584       Total $402,584 


Underwriting  loss.  $16,246;  investment  profit,  $26,474. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force,  December  31. 
$220,883,347;  premiums  thereon.  $227,568. 

Lasses  pud  since  organisation,  $258,393. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

United  States  Gov.,  1925. 4% 

United  States  Gov.,  1918,  3% 

State  of  R.  I.,  armory,  1946.3% 

R.  I.  Sub.  Ry.,  1950,  4% 

United  T.  ft  E.,  1933,  5% 

Am«r.T1.4Tg.,  1933,4H% 

Omaha  &  Coo.  Blf.  st.,  1928,  5% 


Pk 

Market 

Value. 

Value. 

$20,000 

$22,000 

20.000 

20,200 

10.000 

8,400 

6,000 

5,100 

laooo 

10.000 

6,000 

6.480 

laooo 

9.600 

Bonds  and  Stocu  Ovnkd. — Cent. 
Stocks.— Cont. 

East  Ohio  Gas,  1939,  5% 

N.  Y.  &  Westchester  Lt.,  2004,  4% 

St.  Louis,  pb.  bldg.  k  pb.  imp.,  1935. 

4H% 

C.  M.  &  St.  P.  Ry..  2014,  5% 

Stocks 

C,  M.  A  St.  P.  Ry..  c 

C.  AN.  Ry..c 

Ot.  Northern  R.  R.,  p 

Hereford  Ry.,  c 

111.  Central  Ry.,  c 

N.  Y.,  L.  A  W.  Ry.,  c 

Pft.  R.  R.,  c 

Rensselaer  Saratoga  R.  R.,  c 

Amer.  Tl.  A  Tg.,  c 

Republic  R.  A  L.,  p 

Rqmblic  R.  A  L..  c 


Ineurred 

$10,561 
14.029 

8.829 


Par 

Market 

Vahie. 

Vahie. 

$iaooo 

$10,000 

15.000 

12300 

laooo 

ia«oo 

1,200 

1.3M 

10.000 

laooo 

50.100 

88.637 

11,900 

15.113 

10,000 

6.500 

34,500 

87.260 

20,000 

23.800 

37.150 

44.206 

laooo 

17,800 

30,000 

38.700 

6.000 

4^20 

3,600 

828 

Totals  (book  vahie.  $345.116) $341,450      $383.14$ 


TERRITORY  COVERED:   Licensed  in  Mass.  and  R.  I. 


UNION  MUTUAL  FIRE  INSURANCE  COMPANY,  Montpelier.  Vt. 

President.  James  W.  Brock;  Secretary  and  Treasurer.  H.  W.  Kemp.    Organised.  1875. 


YSAB 

Cash 
Assets 

Unevned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Pkid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
poodituras 

1915* 

$53,464 
133.445 
116,278 

$13,709 
16.235 
46.130 

$19,889 
8.537 
3.829 

$218,909 
164.989 
146.265 

$218,909 
165,153 
146.292 

$144,285 
147.624 
135.950 

$70,610 
37.806 
31.148 

$214,805 

1914t 

185,430 

1913t 

167.008 

$151,343 
143.715 
130.397 


t  Statements  as  of  July  31. 

AsBBTB,  Dk.  31, 1915. 
Agents'  balances. . . .        $6,502 


Assessments  due. 


'Statement  for  18  mos.  ending  Dec.  31.  1915. 

LuBiunas,  Dk.  31, 1915. 
Losses  unpud $0,315 


46.962    Unearned  jprems. . . . 
Other  liabuities 

Total  liabilities... 
Surplus 


13.709 
10.551 


$33,575 
19,889 


Totaiaasets $53,464       Total $53,464 


RISKS  AND  PREMIUMS:    Fire  risks  in  force. 
$30,107,808;  premiums  thereon,  $106,490. 

BUSINESS  SINCE  ORGANIZATION:    Ptauums 
$2,532,868;  losses  paid.  $1,893,264. 

TERRITORY  COVERED:    Vt.only. 


31. 


REMARKS:  The  entire  assets  of  this  eompaoy  as  i 
consist  of  agents'  halanofw  and  ■iwnisiniiiits.    As  the 
nud  an  avenge  (A  about  $8,000  per  month  for  losses  dnrii^  ite 
fiscal  year,  it  is  apparent  that  to  meet  future  kMses  it  most  L 
odileet  a  considerable  amount  of  assessmnnts  and  premioaa. 
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UNION  (MUTUAL)  FIRE  INSURANCE  COMPANY,  Lincoln,  Neb. 

Premdent,  A.  H.  Armitroiig;  Seeretery.  JO0.  W.  Walt.    Orfuiwd,  1886. 


TliB 

Ciflh 
AmttB 

Unnnied 
FtfoaxoBB 

Net  Cash 
Surplua 

Caah 
Proniaiiia 

Total 
Income 

Loflsea 

Returned 
to  Fyh'rt 

EzpeosM 

TotiJ  Ex- 
pemfituns 

LoflMe 
IneufTM 

nis 

1914 

1286,240 
14.050 

$189,366 

182.889 
3.176 
4.807 

$178,200 
202.342 
900,233 

$178,584 
202.715 
201.025 

$84,818 
75.227 
93.834 

$18,146 
27.876 
46.571 

$74,917 
73.832 
74.039 

$177,881 
176.985 
214,434 

$7&54S 

UlS 

17.901 

92.987 

Mnfftndwt  premhan  note 


Dk.  31, 1915. 


LuBiLnna.  Dk.  31, 1915. 


Kortp«e  loana. . 

Cuh 

BiOsne. 

.iseoW  baknees. 
Fran.  Dotea 


$3,000 

7.340 

1.202 

-6.660 

280,358 


unpaid 

Uneaned  prema. . 
Other  liabflitifiB. . 

Total  liabiUtiea. 
Snrphia 


$2,125 

189.366 

11.860 


$208,351 
82,889 


TotalaneU $286,240       Total $286,240 


RISKS  AND  PREMIUMS:  Fire  riaka  in  foroe.  Deoamber  31, 
$52,701,154;  premiuma  thereon,  $735,124. 

MORTOAGE  LOANS:  There  ia  1  loanjiroteeted  by  improved 
real  aetata  in  Jeffcraon  County,  valued  at  $3,000. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  E.  Hare. 
Unireraty  Plaee,  Neb.;  A.  E.  McCryatal.  Lincoln.  Neb.;  Frank 
Moore.  Creighton,  Neb.,  and  E.'E.  McMuzran,  Oxford.  Neb.,  and 
J.  E.  Brown,  Grand  Iriand,  Neb.,  all  oorering  Neb.,  in  which 
State  only  ia  the  company  lioenied. 


UNITED   DRUGGISTS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Boston,  Mass. 

Prerident.  Looia  K.  Lioett;  Secretary,  A.  W.  CampbeU.    Organiaed.  1906. 


YlAB 

Caah 
Anets 

1915 
1914 

1913 

$246,989 
210.033 
191,107 

Uneuned 
Premiuma 


$81,476 
75.496 
64.828 


Net  Caah 
Surplua 


:$155,082 
1127.589 
1123.557 


Caah 
Pkemiuma 


$144,893 
135.778 
122.066 


Total 
Income 


$157,636 
147.132 
127.865 


Looses 
Paid 


i   Returned 
toP'yh'rs 


$58,297, 
69.630 
46.6841 


$t33.884 
t36.519 
t35.253 


Expenace 


Total  Ex- 
penditures 


$28,819 
22,440 
17.056 


$12a500 

128,589 

98.993 


Incurred 


t  locfaidea  dividend  on  guaranty  fund. 


}  Ineludea  guaranty  fund. 


Dk.  31. 1915. 


LuBiLRiis,  Dk.  31, 1915. 


Mortpce  loana. . . 
BndBudatoeka. 
CoDatsal  loana... 

Ckah 

Agmti*  Nt^ff^f^ 
Itioot  and  rente. 
Otlier 


Total 


$4,500 

198.240 

2.500 

30.573 

12,777 

3.085 

314 


unpaid 

Unearned  prema. . 
Other  liabifitiea.. 

Total  liabiUtieB. 
Ouaxanty  fund. . . 
Surphia 


$0,751 

81.476 

680 


$91,907 

100.000 

55.082 


$246,989       Total $246,989 


UoderwiitiBg  proCt.  $60,043;  inveatment  profit.  $8,353. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
tlOil99,8SO;  preoiiiima  thereon.  $159,491. 

BtSINERS  SINCE  ORGANIZATION:  Premiumfi  receired. 
1715,304;  basea  paid,  $205,617;  diyidenda  declared,  cash.  $176,- 
498. 

BONDS  OWNED: 


rntod  States  Government. . . . 

Boston 

ClMisea 

GJoocater 

HiveUn 

HydePtek 

Cubrii^ 

laarence 

MsMaebosetta  Comaoofreahh . 

MiiUehead 

Wgwaster 


Book 

Value. 

$10,212 

6,065 

10.887 

13.353 

5.134 

1,016 

2.029 

2.035 

10.212 

4.117 

37.438 


BoNoa  OwNiD.— Con<. 


Victoria,  B.  C 

New  York 

Helena.  Mont 

Pennnri'vania  Bldg.  Co 

Canacuan  Northern 

Chicago,  R.  I.  k  Pacific,  d 

Interboroogh  R.  T..  1  m 

Virginia  R.  R..  1  m 

Wheding  Electric 

Detroit  United  Ry 

Memphis  Terminal  Corp 

MempfaiB  Terminal  Corp 

Chicago  Junction 

ducajgo  Junction 

Framingham.  Southborough  ft  Marlboro. 

American  TI.  ft  Tg 

Buffalo  General  Electric,  1  m 

Minneapolis  Gaa 

People's  Gas  Light  ft  Coke 

Kansas  Gas,  G^eral  Electric 

Indianapolis  Gaa 

Utah  Gaa  ft  Coke 

Indianapolis  Gaa 

Tulaa  Corp 

IQng  Co.,  Washington  Court  Houae 

Puget  Sound,  P.  L.  ft  P.  Co 


$61,829 
74.794 
45.082 


Book 
Value. 
«4.597 
2.000 
1.975 
3,000 
4.874 
4.875 
4.925 
4.950 
4,750 
4.962 
1,900 
2.850 
1.980 
4.950 
3.000 
5.175 
4.932 
5,000 
5.100 
1,950 
1,920 
4.620 
960 
2.790 
8.109 
5,000 


Totab $198,648 


UTICA  FIRE  INSURANCE  COMPANY,  Utica,  N.  Y. 

Presideot,  W.  H.  Start;  Secretary,  H.  A.  Adcroyd;  Manager,  F.  E.  Hohnes.    Organised,  1903. 


Yiu 

Caah 
AaKta 

Unearned 

Net  Caah 
Surphia 

Cash 
Premiuma 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expauaea 

Total  £x- 
penditurea 

Loaaea 
Incurred 

m 

$36w615 
82442 
22.204 

$12,992 

11,043 

6,785 

$33,623 
20,649 
13,269 

$23,100 
19,853 
16,594 

$24,461 
20.708 
17,277 

$12,201 
4.167 
8.388 

$7,629 
6.584 
5.627 

$19,830 
10,751 
14,015 

1914 

m 

358 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


UTICA  FIRE  INSURANCE  COMPANY,  Utica,  N.  Y .—Continued. 


ASSETS.  DEC.  31,  1915:  Mortgage  loans.  $10,100;  bonds, 
$19,130;  cash,  $3,536;  apaiiB'  bafamooB,  $3,524;  intcrat.  $325. 
m.._.  — X-  13^015,   Inabilities:   Unearned  premiums.  $12,992. 


Total 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
tiJSWJMt-,  preminms  thereon,  $30,785. 

MORTGAGE  LOANS:  Four,  aorcgating  $10.10a  are  secured 
by  properties  vahied  at  $20,400,  ana  on  whidi  the  company  holds 
$12.50u  oi  insurance. 


BONDS  OWNED: 

Chi.,  R.  I.  A  Pac.,  1034, 4% 

Chi.  &  Alton,  1949.  3% 

So.  Pfce.,  1956, 4% 

Eq.  Gas  A  Else.  Co.,  Utica,  1942,  5%. 
Ptople*8  Ry.  Sys.,  1921. 5% 


Pfer 

MaHkc* 

Vahie. 

Valne. 

$5,000 

$3,900 

2.000 

1.180 

5.000 

4.500 

5.000 

5.100 

6,000 

5,060 

Totals  (book  Talue,  $2a869) . 


$22,000        $19.130 


MISCELLANEOUS:  No  aaeesanent  has  ever 
Compai^  qpentes  in  New  York  State  with  the 
greater  New  York. 


VERMONT  MUTUAL  FIRE  INSURANCE  COMPANY,  Montpdier.  Vt-t 

Pnadent,  G«o.  0.  Stnttoo;  Secretuy.  J.  T.  Sifain.    Or^iiiMd,  1828. 


YB4R 

Cash 
Aswts 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 

Total 
Iitoome 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditaies 

laeurred 

1015 

$519,077 
507,921 
468.744 

($239,305 

S202,fla> 

27,101 

$541,964 
563.287 
481.794 

$544,823 
665,917 
482,990 

$384,428 
442.421 
410.945 

$117,981 
128.228 
105.889 

*$602.409 
564.M4 
SlA.su 

1914 

1913 

i'79,i74 

{Includes  unearned  premiums.       tStatements  for  year  ending  July  31.       'Excludes  $5,630  paid  for  interest 


AflsviB,  Jtn.T  81. 1915. 

Real  estate $5aO0O 

Investments 10,000 

Cash 600 

Agents' A  cos 14.737 

Asnasments  due 

Sept.  1,  1915 448.740 


LuBiumB.  Jxsvi  31, 1915. 

Losses  unpaid $19,000 

Due  cos 30.501 

Cheeks  payable ....  184,001 

Com.  A  taxes 46,180 


Total  liabilitiee...     $279,682 
Surplus 239,395 


Total 


$519,077       Total $519,077 


Net  amount  of  premium  notes,  Dee.  81,  $9,324,529. 

Fire  risks  in  force,  December  31.  $10ail3.260.  Losses  pud 
since  orgamsation,  $9,725,837. 

REAL  ESTATE  OWNED:  Consists  of  home  office  bukfi^ 
and  site. 

REMARKS:  If,  from  the  company's  statement  Jnl^  Si.  1915. 
there  should  be  omitted  the  aawssmrat  not  due  jam  SepL  1. 
fdlowing,  amounting  to  $443,740,  the  oompaay's  remuamg 
assets,  ^5.337  would:  be  much  below  its  stated  liabilities,  $270,- 
682.  In  this  latter  sum.  there  appears  no  unearned  presnium 
reserve,  although  the  amount  at  riw  exceeded  $100,000,000. 

TERRITORY  COVERED:    Vt.andMe. 


WASHINGTON  MUTUAL  FIRE  INSURANCE  COMPANY,  St.  Louis,  Mo. 

President,  Aug.  Kurtsebom;  Secretary.  Edwin  J.  Meyer.    Organised,  1857. 


Year 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

1915 

$53,872 
55,937 
57,733 

$19,099 
21,018 
11.363 

$34,025 

18.490 

$11,412 
12.006 
16.333 

$4,811 
4,830 
5,955 

1914 

34.398,            0.204 
45,940|          13.423 

1913 

Expenses 


8,722 

9,112 

10.534 


Total  Ex- 
penditures 


$13,583 
13.942 
16^489 


Incurred 


$4,811 
4.856 

0.053 


Assets,  Dk.  31. 1915.  Lubiutibb,  Dbc.  31, 1915. 

Mortgage  loans $51,600    Losses  unpaid $228 

Cash 1.459  Unearned  iiremB....         19,099 

Interest 813  Other  liabilities. .. .             520 


Total  liabilitiea. 
Surplus 


$19,847 
34,025 


Totalassets $53,872       Total $53,872 


Net  amount  of  premium  notes,  Dec.  31,  $177,138. 


MORTGAGE   LOANS:     There  are   13  

$51,600,  upon  property  situated  in  St.  Louis,  worth  $112,250. 
more  than  double  the  amount  loaned  thereon.  There  was  $50 
of  interest  past  due  on  December  31,  last.  Company  botds 
$61,775  of  fire  insurance  on  the  mortgaged  buildings. 

TERRITORY  COVERED:    Mo.  only. 


WASHINGTON  CO.  MUTUAL  FIRE  INSURANCE  CO.,  Washington,  Pa. 

President,  Albert  J.  Allison;  Secretary,  Henry  G.  Hood.    Organised.  1847. 


Year 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Ca?h 
Premiums 

Total 
Income 

1915 

$132,719 
122,138 
115.646 

$132,719 
121.688 
115.646 

$18,295 
13.998 
13,306 

$24,424' 

1914 

17.960 

1913 

19.071  i 

Losses 
Pkud 


$1,125 
5,274 
4.129 


Returned   I  I  Total  Ex- 

to  P'yh'rs  j   Expenses   I  penditures 


$10,8801 
8.685. 
8,174 


ASSETS,  DEC.  31.  1915:  Real  estate,  $3,042;  mortgage  loans. 
$63,450;  bonds  and  stocks.  $33,877;  collateral  loans,  r,500; 
cash  $3,031;  other  assets,  $20,920.  Total  assets,  $132,219.  No 
liabilities. 

MORTGAGE  LOANS:  These  aggregate  $61,340.  and  are  pro- 
tected by  improved  real  estate  in  Washington  County,  Pit.,  valued 
at  more  than  double  the  amount  loaned  thereon. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Citisens  Wat.,  Washington,  Pa 

Trumbell  Co.,  0.,  Pub.  Serv 

Pitts.  A  Canonsburg  St.  Ry 

Stocks. 

Penna.  R.  R 

Calgsry,  Can 

OhioF^iel 


Totals  (book  value,  $22,000) 


$12,005 
13.959 
12,303 


Pfer 

Yahie. 

$15,000 

3.000 

4,000 

6,500 
5,029 
1,848 


Ineuired 


$1,125 
M74 

_  4.120 

Martct 
Valoe. 

$U.000 
3.000 
4.O00 

5.500 
5.029 
1.S48 


$33.8n        $83,377 
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WASHINGTON  HARDWARE  AND  IMPLEMENT  DEALERS  MUTUAL 
FIRE  INSURANCE  ASSOCIATION,  Spokane,  Wash. 

PkvadeBt,  John  RaynMr;  Secratery.  E.  K  Ldcm.    Orguiaed,  1906. 


Tl4B 

Cbah 
AmttM 

Uoeanied 

Net  Cash 
Sorplui 

Cteh 

Tot^ 
Ineonie 

Loflses 
Fkid 

Returned 
to  Fyh'n 

KipeiBwi 

Total  £x- 
pendituna 

Loflpea 
Ineuired 

1915 
19M 
1913 

888.137 
30.196 
88.941 

$14,404 
13,526 
13.249 

$33,734 
23.788 
23,175 

$26,353 
34.908 
24,198 

$39,383 
37.370 
34,652 

$12,286 
13,449 
13,806 

$18,009 
16.160 
14.801 

$7,007 
7.969 
7.559 

$37,302 
37,5n 
36,166 

$5,181 
14.841 
11,840 

oftriifa.    A 

9UUB:  BuBneii  oonfiiied  to  Hardmnuid  Im-       nramhuii.    BawMnwrittn  it  Stele  bowd  taim. 
iiwiiiifiit  labOity  a  iiim  equal  to  one  annual       Waihlngton  oilijr. 

lioeneed  in 

WEST  BEND  LIMITED  MUTUAL  FIRE  INSURANCE  COMPANY, 

West  Bend,  Wis. 

FMideDt,  P.  O'Meara;  Secretary,  C.  F.  Leina.    Organiied,  1804. 


YliB 

Guh 
AflBCta 

Unearned 

NetCaah 
Surplus 

Caah 
Prwnhnm 

Total 
Ineonie 

Lonee 
Piid 

Returned 
toPyfa'n 

• 

IBipBHWl 

Total  Ex- 
penditures 

Loeeee 

1915 

880.817 
71,774 

$31,847 
30.147 

$47,887 
39,877 
30.166 

834.170 
83,026 
33.445 

837.251 
36.118 
35.557 

$13,739 

8,623 

16.747 

$15,074 
14,789 
13.760 

$28,813 
23.412 
30.507 

$13,739 

I9H 

8,623 

1913 

50,067 

28.901 

16,747 

Ahrb.  Dw.  31. 1915. 


Snlotate 

Mortpfe  kaoi. . . 

CMh 

loterert  and  rents. 
Otberi 


LiAnums,  Dnc.  31. 1915. 

$282 

31.84o 

800 


Tctal 


$3,880    LoMee  unpaid 

70.125    Unearned  preme.. 

2,943    Other  liabffities.. 

1.928 

1.941  Total  fiaMitieB. 
Surplus 


$32,930 
47,887 


880,817       Total 880,817 


RISKS  AND  PREMIUMS:  Fire  nOa  in  force,  December  31. 
$9,046,694;  premiums  theraon.  $62,288. 

LOSSES  PAID  SINCE  ORGANIZATION:   $150,467. 

REAL  ESTATE  OWNED:  ConaiitB  of  oompaay's  offioe  build- 
ing and  lot. 

MORTQAGE  LOANS:  There  are  32  kaos  aggnsating  $70- 
125,  munly  upon  farm  property  vabed  at  about  $150,000.  There 
was  no  interest  past  due  Deoember  31.  last. 

TERRITORY  COVERED:   Wis.  only. 


WESTERN  GRAIN  DEALERS  MUTUAL  INSURANCE  ASSOCIATION, 

Des  Moines,  la. 

IVeaident,  Jay  A.  King;  Secretary,  Geo.  A.  Wells.    Organised.  1907. 

Net  Cash 
Surplus 


Yui 

Guh 
Assets 

Unearned 
Premiums 

1915 
1914 
I9I3 

$51.ftfiO 
33.469 
39.754 

$22,611 

829.202 
32,713 
29,754 


Cash 

Total 
Income 

Looses 
Fkid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

$30,755 

$31,609 
36,381 

$7,604 

16,935 

7,704 

$10,013 
7,928 

$17,617 
33.501 
15.462 

$7,804 

35.669 

8,638 
7.758 

16.935 
7.704 

ASSETS,  DEC.  31.  1915:  Mortgage  loans.  $17,893;  cash, 
128.713;  s— mmaits  due,  $3,331;  interest,  $1,255;  other  sasets, 
1666.  Total  assets,  $51,850.  Liabilities:  Losses  unpaid,  $37; 
$22,611.    Total  liabifities,  $22,648. 


Fire  risiai  in  force,  Deoember  31.  $3,325,174. 
TERRITORY  COVERED:   U.  only. 


WESTERN   MUTUAL   FIRE   INSURANCE   COMPANY,   Urbana,   O. 

President.  J.  F.  Brand;  Secretary,  Chas.  A.  Ross.    Or^mised.  1846. 


CaA 
Tbae     Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 
Preouums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1915        $71,880 

$68,059 
57,165 
52.483 

$48,554 
48.652 

AA.77H 

$55,365          $23,165 

$20,826 
15,046 
15,513 

$43,991 
42,331 
62.317 

1914          61,845 

49.933 
4fi.A25 

27,285 
4fi.804 

$29,949 
45,178 

19U  '        54.640 

■ 

Dk.  31. 1915. 


LuBiuTiBB,  Dsc.  31, 1915. 


Bcali 

Beads  and  stoeks. 

Cuh 

Agents' balances. 


Total 


$12,000 

42.303 

17,164 

413 


Losses  unpaid 

Other  liabilities. . 

Total  liabilities. 
Surplus 


$2,485 
436 


$2,921 
68.959 


$71,880       Total $71,880 


Ket  amount  of  premium  notes.  Dee.  31,  $671,354. 

REAL  ESTATE  OWNED:  The  company  owns  its  home  office. 
>  twKatory  brick  home  office  building  valued  at  $12,000.  Resits 
iceoved  last  year.  $170;  taxes  and  expenses  $236. 

BONDS  AND  STOCKS  OWNED: 
^  Boime. 

tI.8.B8 

UAaB»,0.,ey 


Per 

Market 

Value. 

Vahie, 

$10,000 

$10,000 

5,500 

5.555 

Bonds  and  Stocks  Ownkd. — Cont. 
Bonds. — Cont. 

Nottingham.  0.,  sc 

Mingo  Junction.  0..  sc 

Champaign  Nat.  Bk.,  stk 

Big.  ft  Loan  Assn.,  deps 

Marion  Co.  0.  Rd 

Henry  Co.  0.  Rd 


Par 

Market 

Value. 

Value. 

$6,000 

$6,312 

4.000 

4.232 

2,000 

2.800 

9.000 

9,000 

2.300 

2.380 

2.000 

2,024 

Totals. 


$40,800        $42,303 


DIRECTORS:  E.  E.  Cheney,  J.  F.  Brand,  E.  M.  Crane, 
J.  D.  Valentine.  C.  F.  Johnson. 

TERRITORY  COVERED:   The  company  operates  in  0.  only. 

REMARKS:  Though  the  premiums  in  force  December  3 1,  last, 
amounted  to  $48,686,  no  unearned  premium  reserve  is  listed  in 
the  company's  liabilities  as  above  {^ven. 
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WESTERN  MILLERS  MUTUAL  FIRE  INSURANCE  CO.,  Kansas  City,  Mo. 

PfMideot,  W.  H.  WagsoDor;  Secretary.  Cbaa.  H.  Rkigway.    Orguiaed.  1888. 


Yb4B 

Cash 
Anets 

UQeamed 
Plremiumfl 

Net  Cash 
Sandas 

Cash 
FtaniumB 

Total 
Inoome 

Loeaei 
Paid 

Returned 
to  Pyh'ra 

Espenaea 

Total  Ex- 
peoditurea 

Ineaired 

1915 
1914 
1913 

1326.542 
330.197 
300.597 

$34,678 
35.215 
28.828 

$288,675 
287.343 
271,775 

$82,920 
88.904 
91.612 

$97,810 
100.457 
104.181 

$67,239 
36.558 
65,434 

$11,762 
12.319 
ia247 

$22,508 
18,421 
16.496 

$101,504 
67.298 
91177 

$64,121 
36.836 
65.434 

ABasTB.  Dsc.  31. 

Mortcage  loaiM 

Bondaandfltoeka... 

Aaa'to  aeerued 

Caah 

Agenta'  balaocea — 

Interest 

Other  aaaeto 


1915. 

$64,226 

224.247 

19.531 

11.054 

1,805 

8.375 

2.306 


LiABiumB,  Dae.  31, 1915. 

Loaaeaiinpud $500 

Unearned  prema ....        34,678 
Other  KabmtiM....  2,089 


Total  liftbiUtiee...      $37,867 
Surplua 288,675 


Total 


$326,542       Total $326,542 


Net  amount  of  members'  liftbUit;r,  Dec.  31,  $599,716;  under- 
writing loaa,  $2,255;  inveatment  profit,  $1,754. 

Fire  risks  in  foree,  Deoember  3U  $7,380,625. 

LOSSES  PAID  SINCE  OROANIZATION:   $1,087,228. 

MORTGAGE  LOANS:  There  are  60  loaoa,  aggregating 
$64,225,  all  first  Kens  on  Kanaaa  City  improved  real  estate,  vidued 
at  $75,300.  The  eompany  holda  ample  inauranoe  on  the  build- 
in«L   There  was  no  interest  past  due  on  Deoember  31.  last. 

Pkr 
BONDS  OWNED:  Value. 

Kansas  aty.  Mo.,  sc.,  1923-6.  3H% M0,000 


Kansas  City,  Mo.,  se..  1925. 4% 
Carthage,  Mo.,  so..  1928, 4% . . . . 
Chicago,  Itt.,  pk.  com..  1924.  4%. 
St.  Joseph.  Mo.,  sc..  1928,  i%.... 
Independence.  Mo.,  so..  1932.  5% 
Inman.  Kansas,  w.  w..  1940,  5H% 
Smithville,  Mo.,  sc,  1915-6. 5H~ 


%. 


10.000 
8.000 
5.000 
18,000 
10.000 
3.000 
1.500 


Bonds  Ownid.— CmU.  Par 

Vafaie. 

Lawrence.  Kan.,  int.  imp..  1918-23,  6% $10,000 

Independenoe,  Mo.,  gn.  ero.,  1933, 4V&% 19.000 

Jaekson  Co..  Mo.,  so..  1926.  5% 8.000 

Dehware  RiTsr,  1915-26-7.5% 10.000 

Gaieoa.  special  1915-28. 6% 9,000 

Pltf k  fund  ce.,  1933,  6% 5,260 

Maroeline,  Mo.,  1934,  5% 14,000 

Harriaonyille,  Mo.,  1924, 4% 10,000 

Neoaho,  Mo^  1984,  5% 4.000 

Kanaaa  City,  otf.,  1925.  6% 1 1.477 

Altamont.  Mo..  1922-31,  6% 5.000 

Fortascue.  Mo..  1035,  5H% 5.000 

Edgerton,  Mo..  1910-20,  5% 2.500 

No.  Kansas  City.  Mo..  1920,  6% 2.500 

Merwin,  Mo.,  1916-25,  6% 8.000 

Ottowa.  Ontn  1925-35,  5% 10.000 

Total $234,246 


MISCELLANEOUS:  The  peroentage  of  premhuns  retumed 
to  policyholders  for  1915. 1914. 1913. 1912. 1911, 1910. 1909. 1908. 
1907  and  1906  have  been  65%.  60%,50%.60%,52H%.65%,45%. 
40%.  40%.  45%  and  32H%  respeetivdy.  Donng  1906  the 
company  canoelled  all  ridks  other  than  flour  nulla,  elevators  and 
oontenta.  During  1913  the  oompany  cancelled  dl  imwiranca  on 
terminal  devatora. 

TERRITORY  COVERED:  The  company  ia  Ucenaed  in  Mo. 
only  but  is  understood  to  be  tranaaeting  buameai  in  other  ateiea. 


WHAT  CHEER  MUTUAL  FIRE   INSURANCE  CO.,   Providence,    R.    I. 

President,  F.  L.  Pierce;  Assistant  Seoretariea,  Chaa.  A.  Tompkins.  Royal  O.  Luther.    Organiaed,  1873. 


Cash 
Year!    Asseta 


1915 
1914 
1913 


$591,673 
556,531 
537,653 


Unearned 
Premiuma 


$314,229 
305.400 
294.815 


Net  Cash 
Surphis 


$267,520 
239.601 
229.651 


Net 

Plremiums 


$444,345 

440.174 
445.351 


Total 
Inoome 


$477,212 
464,258 
465,566 


Paid 


$58,969 
2a275 
16,738 


Returned 
to  Fyh'rs 


$358,220 
883,974 
365.043 


$34,980 
35,542 
35.878 


Total  Ex- 
penditurea 


AsaBTB,  Dae.  31, 1915. 


LlABILRIlB,  Dk.  31, 1915. 


Bonds  and  stocks. 

Cadi 

Agenta'balanoss.. 
Interest 


$452,794 

121.818 

16.108 

954 


unpaid 

Unearned  prems.. 
Other  liabiKties.. 


$3,152 

314,229 

6,772 


Total  Kabilitiea...     $324,153 
Surplua 267.520 


Total 


$591,673       Total $591,673 


Net  amount  of  members'  liability,  Deoember  31.  $3,085,822; 
underwriting  profit,  $350,950;   investment  profit.  $35,238. 


RISKS  AND  PREMIUMS:  Fire  riaka  m  foree.  Deoember  31, 
$76,284,219;  premiums  thereon.  $617,164. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$10,883,004;  losses  paid.  $1,478,936;  dividends  declared.  $8,324,- 
730. 

BONDS  AND  STOCKS  OWNED: 
Boinw. 

R.  I.,  hy.  en.,  1936,  3% 

R.  I.,  hy.  en.,  1939.  3H% 

R.  I.,  State  House,  en.,  1941.  3% 

R.  I..  Met.  Pk.  In..  1958.  3H% 

R.  I.  harbor  imp.,  1960,  4% 

Amer.  Tl.  &  Tg.,  cv.,  1933,  4H% 

Chi.  Ry.,  1, 1927.  5% 

Detroit.  Edison.  1, 1933, 5% 

Bos.  &  Me.  R.  R..  n..  1915 

Me.  Rys..  1919,  5% 


Pkr 

Maricet 

Value. 

Value. 

$28,000 

$23,520 

3,000 

2.820 

laooo 

8,600 

7.000 

6.440 

10,000 

10,300 

12,000 

12.900 

5,000 

4.850 

6,000 

6.180 

2,000 

1.700 

3,000 

3.060 

«    •   •    ■ 


Bonds  ahd  Stockb  Owmbd.— Conl. 
Stocu. 

AR).  ft  Suaq.  R.  R.,  Del.  A  Hud 

Bklyn.  City  R.  R.,  Bklyn.  R.  T 

Can.  So.  Ry.  (Mich  Cent.) 

Chi.  k  E.  m.  R.  R.,  tr.  ctfs.,  p 

Cin..  Sand,  k  Cleve.  R.  R.,  p. . . 

aeve.  k  Pitts.  R.  R..  Pla 

Erie  &  Pitta.  R.  R.,  Pk 

Hereford  Ry..  Me.  Cent 

lU.  C.  R.  R..  leaaed  linea 

Intemat.  Ocean  Tg 

Manhattan  Ry.  R.  T 

Minn.,  St.  P.  k  S.  S.  M.  Ry.,  L  L  otfs. . . 

Mobile  k  Ohio  tr.  otis 

N.  E.  Inv.  k  Sec.,  p 

N.  E.  Inv.  k  Security  prot.  agreem't. . . . 

N.  Y..  Uck.  k  Western  Ry 

Oswego  k  Syracuse  R.  R 

P..B.&L.E.R.R 

P..  Ft.  W.  A  C.  E.  R..  fr 

Rensselaer  &  Saratoga  R.  R 

Tunnel  R.  R.  Co.  of  St.  L 

Upper  Cooe  R.  R 

Blaekatone  Valley  Gaa  k  EL  p 

Cleve.,  (Snn.,  Cm.  k  St.  L.  Ry.,  p 

Narra.El.Lta 

N.  E.  Ti.  A  Tg 

Nana.  EL  Ltg.,  d 

Pa.R.R 

Providence  Big 

Providence  Gaa 


$452,169 
439.791 
417.659 


laourred 


$58,745 

2a306 
16,480 


Pkr 

Market 

Value. 

Value. 

$5,000 

$13,250 

15.000 

27.000 

5.000 

3.050 

17.500 

2.350 

3.17S 

5.000 

8.000 

10.000 

13.000 

15,000 

9.7M 

2aooo 

16.000 

laooo 

10.100 

laooo 

13.300 

15,000 

1U700 

10.000 

7.000 

5,500 

2.790 

275 

ib[666 

11.900 

2,500 

6.000 

7.500 

4.575 

12.500 

aam 

2aooo 

85.000 

laooo 

laooo 

5.000 

5.900 

6.000 

0.H0 

2aooo 

15J0O 

8,250 

14JI0 

4.000 

.     6J80 

1.260 

SJOO 

37.960 

45.100 

20^000 

li^OOO 

2.500 

i.700 
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WHAT  CHEER  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence.  R.l.—ConHnued. 


Boicoe  AND  9roea  Owim.— Conf . 
9tcckb.-^CwiU. 

Prondan  Gaa,  ev.  d. 

St.LaQiB,fag.  1  pr 

3LLoa*bg,2pr 


Par 
Yahie. 
13,800 
20.000 

5.000 


Market 

Value. 

$8,156 

21.600 

2.650 


Toteb  (book  vahie.  $905.736) $427,600     *$451.714 


Its  is 


as  per  oomfiany's  valuations;  the  item  in 
bsied  on  ins.  dept.  yaloatioiis. 


MISCELLANEOUS: 
$421. 


ConflagratioD  losses:    Baittmore,  1904, 


DIRECTORS:  Rowland  G.  Haiard,  Charles  H.  Merriman. 
William  C.  Greene.  Albert  H.  Savles.  Zechariah  Chafee,  Henry 
S.  Chase.  James  M.  Soott.  H.  Martin  Brown,  Frank  L.  Pieroe, 
W.  D.  Baldwin.  A.  M.  Stanley.  F.  W.  Easton. 

TERRITORY  COVERED:  The  eomnny  is  Uoensed  in  lU.. 
Me..  Mass..  Mich..  N.  Y.,  N.  C.  0..  Pa.,  8.  C..  R.  I.  and  Wis., 
and  in  Canada. 


WISCONSIN   CHURCH   MUTUAL   FIRE   INSURANCE  ASSOCIATION. 

Merrill,  Wis. 

President.  H.  Daib;  Seeretary,  W.  H.  Dicke.    OrBanised,  1897. 


YlAS 


1915 

mi 

1913  t 


Cteah 
Aaets 


$48,390 
•43.202 
42.092 


Unearned 
Premiums 


$30,466 


Net  Cash 
Surphis 


$17,924 
40,202 
42.577, 


Cash 

PryimnifiMi 

$14,000! 
15.252, 
13.941 1 


Total 
Inoome 

Loases 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ez- 
peniUtures 

Losses 
Incurred 

$15,270 
16,481 

$7,100 

10.613 

5.825 

$7,300 

$3,286 
3.060 
3.888 

$17,686 

13.673 

9.713 

$4,962 
12.913 

14.981 



5.825 

WORCESTER  MANUFACTURERS  MUTUAL  INSURANCE  COMPANY, 

Worcester,  Mass. 

Prendent,  Waldo  E.  Buck;  Secretary.  W.  A.  Harrington.    Organised.  1855. 


Cash 

Ys&bI    Aaseta 

Unearned 

Net  Cash 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
pondituree 

Losses 
Inouxred 

1915       $824^78 
It!4         817,805 
1913         856^370 

$397,050 
461.822 
473,927 

$397,285 
225,483 
366,369 

$483,559 
487.943 
560.732 

$528,994 
523,157 
596,317 

$18,545 
302.410 

82.828 

$332,146 
364.681 
471.312 

$42,778 
33,487 
53.049 

$393,469 
700,578 
607.189 

$39,268 

287.492 

85.630 

Aanrm.  Dmc.  31. 1915. 

B«ads $707,512 

Casb 99.288 

Amenta'  babaecs. ...  8.136 

iDtcrat 9.642 

Total  aaaets $824,578 


LuBiLmn,  Dbc.  31.  1915. 

Losses  unpaid $26,449 

Unearned  wems 397,050 

Other  liabifities 3,794 

Total  liabilities...  $427,293 

Surplus 397.285 

Total  $824,578 


Net  amount  of  members'  liability.  Dec.  31,  $4,596,409. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$129,240,755;  premiums  thereon.  $919,282. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$15,573,349;  loMea  pMd.  $2,095,569;  dividends  declared,  $12,428.- 
(». 

DIRECTORS:  Henry  T.  Whitin.  Matthew  J.  Whittall.  John 
W.  FarwclL  WaUo  E.  Buck,  William  F.  Whiting,  Geo.  F.  Brooks. 
Albert  G.  Mason.  James  E.  Whitin,  L.  H.  Buckley. 

TERRITORY  COVERED:  Company  operates  in  III..  Me.. 
Mass.,  Mich^  N.  H.,  N.  Y..  N.  C  O..  Pa.,  R.  L.  S.  C.  and  Wis. 

BONDS  AND  STOCKS  OWNED:                Psr  Market 

Boima.  Value.  Value. 

Maaa^  Met^  wat.  hi.,  3M%.  1M3 $5,000  $4,600 

N.  Y.  Qy^  4%,  1968 20.000  19,600 

N.  Y.  State  4%,  1961 80,000  30.900 

Atch,  T.  Jc  S.  f^  Ry-,  4%,  1995 15,000  14,100 

B.  A  A.  B.  R.  tm.  3H%,  1951 15.000  12.300 

B.  A  A.  R.  a.,  imp.  4%,  1934 20,000  19.000 

B.  A  L.  R.  R.  Corp.,  3^%.  1923 20.000  18,200 

B.  A  L.  R.  R.  Corp..  4%,  1932 20.000  17.800 

B.  A  Mc.  B.  R.  4$?%,  1944 20.000  14.800 

B.  A  Me.  E.  R^  4%.  1926 10.000  8,000 

C«Bt«IR.R3.J.5%.l«7 10,000  11,800 

Cbe*.  A  O.  R.  R^  4H%.  1992 15.000  13.650 

Oil  B.  A  Q.  R.  R^  4C  IftM 35,000  32,550 

^B  AiR.£3H%.lM9 15,000  12,900 

S:  Ei<L  A8o.  R.  R.,  4%,  1956 10,000  8.600 

^ANim.  Ry- 4%.  1«W 20.000  19.000 


Bonds  and  Stocks  Owkbd.— Conf.  Par 

BoNDB.— Colli.  Value. 
Chi..  R.  Is.  A  Pac.  Ry..  1  A  r.  m..  4%, 

1934 $10,000 

C.  A  M.  R.  R..  4%.  1920 45.000 

Dda.  A  H..  4%,  1943 20,000 

Erie  R.  R..  Penna.  col..  4%,  1951 10,000 

Kansas  Cv.  Tm.  Ry.,  4%,  1960 15,000 

L.  S.  A  M.  So.  Ry..  4%,  1928 20.000 

L.  S.  A  M.  So.  Ry..  4%.  1931 10.000 

M..  St.  P.  A  S.  St.  M.  Ry..  4%.  1938. . .  15,000 

N.  London  No.  R.  R.,  4%,  1940 25,000 

N.  Y.  C.  L.,  eq.  tr.,  VA%.  1923 20,000 

No.  Pac.-Gt.  No.,  jt..  4%.  1921 25,000 

0.  A  L.  C.  Ry.,  4%.  1948  10.000 

Old  Colony  R.  R.,  4%,  1924 15.000 

Ore.  R.  R.  A  Nav.,  4%.  1946 10.000 

Ore.  S.  L.  R.  R.,  5%,  1946 5,000 

Ore.  S.  L.  R.  R..  4%.  1929 20,000 

Ore.-Wash.  R.  R.  A  Nav..  1  A  r.  m..  4%. 

1961 15.000 

P..  C.  C.  A  St.  L.  Ry..  i}i%,  1942 10.000 

Prov.  A  Wor.  R.  R..  4%,  1947 50,000 

Rich.-Wash.,  4%.  1943 10.000 

Rio  Grande  W.  Ry.,  4%,  1939 10,000 

So.  Pac..  cv..  4%.  1929 10.000 

S3.  Pac.  cv..  5%,  1934 2.000 

T.,  H.  A  B.  Ry.,  4%.  1946 5.000 

Un.  Pac.  R.  R.,  4%,  1947 5,000 

^^Bconain  Ct.  Ry.,  4%,  1949 10,000 

Amer.  ^jr.  C,  5%,  1928 10.000 

Amer.  tTa  Tg..  4%,  1929 10.000 

Mass.  Gs.,  4^%,  1929 10,000 

N.  Y.  Tl.,  1  gn.  m.,  4H%,  1939 10,000 

Stocks. 

Norwich.  A  Wor.  R.  R.,  p 5,200 

Southern  Pacific,  com 10,000 

Union  Pacific,  p 10,000 

Northwestern  Tg 10,000 

Totals  (book  value.  $751.877) $757,200 


Market 
Vahie. 

$8,600 
44,100 
19,400 

8.900 
13,850 
19.000 

9,500 
13.950 
22.500 
20.000 
24,500 

7.500 
14.650 

9.200 

5,300 
18,600 

13,200 

10,100 

47.000 

9,400 

7,800 

8,900 

2,160 

4,300 

4,850 

8,800 

10,200 

9.100 

9,800 

9.900 

7.852 
10,600 

8.300 
10,700 


$707,612 
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WORCESTER  MUTUAL  FIRE  INSURANCE  COMPANY,  Worcester,  Mass. 

President  and  Treasurer.  R.  F.  Upham;  Secretary.  Harry  Hairuon.    Organiied,  1823. 


YUIR 

Caah 
Aneta 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Lo»ee 
Paid 

Returned 
to  Fyh'rs 

Ezpeom 

Total  Ex- 
penditurea 

Loasea 
iBenrred 

1915 
1914 
1913 

1901.166 
884.985 
884.433 

1263.483 
266,064 
269.296 

1629.616 
610.045 
609.675 

1125.494 
122.673 
131,633 

$169,588 
165,844 
173.684 

138.191 
71.993 
38.430 

160,313 
64.223 
67.736 

854,804 
49.857 
52,954 

$152,806 
186.073 
159.120 

$38,177 
74.054 
35.108 

Aaana,  Die.  31, 1915. 

Real  estate $186,600 

Mortgage  loans 236,730 

Bonds  and  stocks . . .  430.900 

Cash 26.470 

Agents'  balances ....  9.442 

Interest  and  rents. . .  1 1.024 

Total  assets $801,166 


LuBiLinia,  Dbc.  31. 1915. 

Losses  unpaid $2,471 

Unearned  prems ....  263.483 

Other  liabiUties....  5.596 

Total  liabilities...  $271,550 

Surplus 629,616 

Total $901,166 


Underwriting  profit,  $45,219;  investment  profit,  $44,289. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$38,978,801;  premiums  thereon,  $525,091. 

BUSINESS  SINCE  1875:  Premiums  reoeiyed,  $5,157,543; 
losses  paid,  $1,560,701;  dividends  declared,  cash,   $2,902,771. 

REAL  ESTATE  OWNED:  Consists  of  the  3-story  and  French 
roof  brick  building,  situated  371-377  Main  st.,  Worcester,  Mass. 
assessors'  vahie  bemg  $186,600.  and  the  book  value  $100,000. 
Rents  received  in  1915.  were  $12,588.  and  expenses  were  $7,652. 

MORTGAGE  LOANS:  There  are  77  loans,  aggregating  $236,- 
730.  are  practically  all  upon  city  property,  valued  at  $451,400. 
and  on  wmch  the  company  holds  $283,850  of  insurance.  'There 
was  no  mterest  past  due  on  December  31,  hst. 

BONDS  OWNED:  Par  Market 

Value.  Value. 

MasB.,  Com.,  pria.  k  hos.,  1945,  3H%. . .  $15,000  $14,700 

Mass.,  Com.,  Met.  wat.,  1934,  S^%. . . .  5,000  4.950 

New  York  Cy.,  1960,4^% 5.000  5,050 

New  York  Cy.,  wat.,  g..  1957,  4}^% ....  5,000  5.300 

Bangor  ft  Arooe.,  cs.  r.,  g.,  1951.  4% . . . .  5,000  3,300 

Boston  ft  Albany,  tm..  1951.  3H% 5.000  4.100 

Boston  ft  Albany,  imp.,  1934. 4% 20.000  18.950 

Boston  Elev..  1  m..  g..  1937, 4H% 10.000  9,200 

Boston  Elev..  1  m.,  g.,  1935,  4% 5.000  4.350 

Boston  ft  Lowell  1  m.,  1921,  3^% 50,000  46,500 

Bo^n  ft  Maine,  etf.  g.,  1944.  OA%-  ■  •  -  5.000  3.650 

Boston  ft  Maine,  imp.,  ctf..  1937. 4% . . .  10.000  7.000 

Boston  ft  Maine,  r.,  1926.  4% 10.000  8.000 

Boston  ft  No.  St.,  1  ft  r.,  g..  1954,  4%  . .  5,000  4.050 

Boston  ft  Wor.  St..  1  m..  1923,  4H%  •  ■ .  5,000  4,600 


Boroa  OwifXD.— Cmt  Fkr  Market 

Value.  Value. 

Cent.  Pac.  Th.  Sh.  L.,  1  m.,  g.,  1954.  4%  $5,000  $4,850 

Chi..  Bur.  ft  Q..  1  m..  1949,  3H% 15.000  12.000 

Chi..  M.  ft  St.  P..  I  m..  gn.  m.,  g.,  1989.4%  laOOO  9.200 

Chi.  ft  Nwn.,  gn.  m..  g..  1987,  4% 5.000  4.750 

Chi.,  R.  I.  ft  Pac.,  gn.  m..  g..  1988, 4%. .  laOOO  8.500 

Chi..  R.  I.  ft  Pac..  1  r..  g..  1034.  4% . . . .  82.000  21.120 

Chi.  ft  Wes.  Ind..  cs..  g..  1952.  4% laOOO  8,000 

Cin..  Ham.  ft  Day.,  gn.  m.,  g.,  1942,  5%.  12.000  9,000 

Cin..Ind.,St.L.ftChi.,lm.,g.,1036,4%  20.000  18.600 

Concord  ft  Montreal  1  m..  1920.  4%. . . .  20,000  19.600 

Dela.  ft  Hud.  Riv..  1  r..  g..  1943, 4%. . .  laOOO  9.700 

Fitchburg.  1  m..  1927.  4% 25.000  22.000 

III.  Cen.,  1  m..  g.,  1953.  3M% 26.000  •      21.060 

Me.  Cen.,  1  m.,  g.,  1933,  4% 7.000  6.510 

Mich.  Central  1  m..  1940. 4% 5,000  4.550 

Minn.,  St.  P.  ft  S.  Ste.  M.,  g.,  1938, 4%.  10,000  9400 

Mohawk  ft  Malone.  1  m.,  g.,  1991,  4%. .  9,000  8.370 

N.  Y.  C.  ft  Hud.  Riv.,  1  m.,  1997, 3Vi%  6,000  4.980 

N.  Y.,  N.  H.  ft  H..  d..  g.,  1955, 4% 20,000  16w2Q0 

N.  Y.,  N.  H.  ft  H..  d.,  g- 1947, 4% •      10.000  8300 

N.  Y.,  N.  H.  ft  H.,  d.,  g..  1947,  3H%. . .  10.000  7.500 

Pere  Marquette,  1  m.,  g..  1943,  4% 5,000  8,200 

St.  P.,  Minn,  ft  Man.,  cs.  m.,  g.,  1 933. 4%  3,000  2.880 

St.  P..  Minn,  ft  Man.,  cs.,  g.,  1933, 4H%  5,000  5,150 
Toledo.  Walh.  Val.  ft  0.,  1  m..  g.,  1942, 

4  % 20.000  1 8»600 

West  End  St.  Ry.,  d..  1930,  AH% laOOO  9,600 

Worcester  Con.  St.,  d.,  1020,  4H% 5.000  4.950 

Wor.,  Nash,  ft  Roch.,  1  m.,  1930,  4% . . .  5,000  4.650 

Wor..  Nash,  ft  Roch.,  1  m..  1934, 4% . . .  4,000  3.680 

Totals  (book  value.  $494.000) $494,000  $4301900 


MISCELLANEOUS:  Conflagration  losses:  Chebea.  1906. 
$82,386;  Salem,  1914,  $30,669. 

DIRECTORS:  Lewis  N.  Gilbert,  Benj.  D.  Dwinnell,  Lgmaa 
A.  Ely,  Arthur  F.  Whitin,  Geor^  I.  Alden.  Roger  F.  UphwpB,  C. 
L.  S.  Hammond,  Edmund  Mortuner. 

TERRITORY  COVERED:  Company  operates  in  Coniu,  Me.. 
Mass.  and  R.  I. 


WYOMING  VALLEY  FIRE  INSURANCE  COMPANY,  Warsaw,  N.  Y. 

Fnadent,  A.  N.  PMklum:  Secretary,  W.  W.  Snudlwood.    Orguiied,  18t2. 


YWlB 

Cash 
Assets 

1915 
1914 
1913 

$35,503 
29.690 
27.686 

Uoevned 
Premiums 


$41,212 
35.637 
35.593 


Net  Cash 
Surplus 


—$6,959 
—8.247 
—9.695 


Cash 
Premiums 


Total 
Income 


Losses 
Paid 


$49,4931 
39,489, 
39.4241 


$^,470 
40.308{ 
40.0381 


$31,904 
27.121 
22.0521 


Returned 
to  P'yh'is 


Expenses 


$13,037 
11,274 
10.716 


ToUl  Ex- 
penditures 


$44,941 
38.395 
32,768 


IncmTBd 


—Excess  of  liabilities  over  assets. 


AasBiB,  Dbc.  31, 1915. 

Mortgage  loans $2,102 

Cash 27,132 

Agents'  balances. . . .  6,226 

Interest 43 


LuBiunis,  Dec.  31.  1915. 

Losses  unpaid $1,250 

Unearned  prems....        41.212 


Totol  liabiUties. 
Excess  over  assets. 


Total  assets. 


$35,503       Total. 


$42,462 
6,969 

$35,503 


RISKS  AND  PREMIUMS:   Fire  risks  in  forte.  December  St 
$9,820,611;  premiums  thereon,  $98,007. 

MISCELLANEOUS:    The  law  of  1910  allows  oo-opermtire 
companies  seven  years  to  gradually  accumulate  a 


UNDERWRITERS'  AGENCIES 

SgniB  fire  iimnnoe  eomptiiiai  uaoe  or  guanntoe  polieies  under  tiUei  other  than  their  proper  eorponte  titlea,  eHber  iadhiduOy 
joBtlr  frith  other  finimpMiim.    Aioh  titles,  together  with  the  muaee  of  the  reqwetiTe  oompeniwi  guerantettiic  pofieiet 
te.  aie  preeested  in  the  fbllofriiig  pefes. 


AETNA  FIRE  UNDERWRITERS  AGENCY,  Hartford,  Conn. 

PoSdei  iMued  under  thii  title  are  guaranteed  by  the  Aetna,  Hartford,  whieh  lee. 


ALLEGHENY  FIRE  UNDERWRITERS  POLICY,  Pittsbui^,  Pa. 

FoGeies  iwucd  under  thb  title  are  guaranteed  bj  the  Humboldt  Fire  of  Pitteburg,  Pa^  which 


AMERICAN  UNDERWRITERS  AGENCY,  Philadelphia,  Pa. 

PoGeiei  inoed  under  this  title  are  guaranteed  bgr  the  Ine.        It  writes  outade  of  ocngested  distriets  an  entirely  <l 
Coi  of  the  State  of  PennsylTaaia,  of  Philadelphia,  which  see.        from  the  guarantor  company. 


ATLANTA  HOME  UNDERWRITERS,  Atlanta,  Ga. 

E.  T.  Gentry,  Manager. 
Polides  issued  under  this  ti^  are  guaranteed  by  tiie  Fireman's  Fund,  San  F^ancisoo,  which  see. 


ATLANTIC  UNDERWRITERS,  Jacksonville,  Fla. 

FoGeies  issued  under  this  title  are  guaranteed  fay  the  Commerdal  Union,  London,  and  Westchester  Fire  of  New  Yoric,  whieh  see.. 
The  ageoey  operates  in  Fla.  only. 


ATLAS  UNDERWRITERS  AGENCY. 

Ftaides  Jscned  under  this  title  are  goaninteed  by  the  Atlas  Assurance,  London,  whieh  see. 


ATLAS  ASSURANCE  CO.,  LIMITED. 

The  Atlas  of  London  issues  a  policy  other  than  that  of  the  Atlas  ^per.  under  the  title  "Aths  Assurance  Cwnpany,  TJmt^ax^  iHth 
ch  is  ineorponted  the  Manchester  Assurance  Company."  Commissions  of  authority  are  issued  in  like  manner.    Issued  only  on  FlMifie 
CoMt. 


BEN  FRANKLIN  UNDERWRITERS,  Pittsburg.  Pa. 

H.  M.^Schmitt,  Secretary  and  General  Manager. 
Poficses  ksoed  under  this  title  are  guaranteed  by  the  National  Ben  Franklin  of  Pittsburg,  Pa.,  which  see. 


BRITISH  UNDERWRITERS,  Hartford,  Conn. 

under  this  title  are  guaranteed  by  the  Scottish  Union  and  National  of  Edinburgh*  wliich 


BRITISH  AND  FEDERAL  FIRE  UNDERWRITERS. 

PoSsies  isBoed  under  tiiis  title  are  guaranteed  by  the  Norwich  Union  of  Norwich;  F.ng.,  which  see.    Issued  mostiy  on  Pacific  Coast. 


BRITISH  AND  CANADIAN  UNDERWRITERS. 

Issuing  polieies  for  the  Norwich  Union  Fire,  Norwich,  Eng.,  which  see. 


BRITISH  EMPIRE  UNDERWRITERS,  Toronto,  Can. 

Poficks  issued  under  ^is  title  are  guaranteed  by  the  British  America  of  Toronto,  which  see. 
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CALUMET  UNDERWRITERS,  Pittsburg.  Pa. 

FoDoca  giurulesd  by  the  Ktti«u]  Uoinii  Fm  of  PitUburg.  wluoh  n. 

CINCINNATI  UNDERWRITERS,  Cincinnati,  O. 

Prwieiit.  P.  A.  RoUiicr:  StmOiy.  Adun  Bmiu:  Ainalut  Smnury,  F.  C.  Buton.  Oriubed.  I! 

~  ~ n  nunntged  iif  Uit  Eunlu  F.  A  M.  ud  Security  FW  of  Cliieinuti. 

mnbincd  lUtiMn  at  (be  cofutitaant  ddibimdh: 


T«. 

A... 

PranhmH  i     Burpliu 

pJS-, 

ToUl 

■s? 

EKfidadi 

E>[«». 

lS£LTi=.' 

i!B 

IBIl 

7H.1W 
713,171 

IIM.HB         1289.514 
2U,m\        2M,30! 

iao7.e3: 

t241,»3 
25S.Tt4 
»7,98a 

•SB 

1110,319 
108.87; 

B&ia 

'S    K 

iae.713;          TLtM 
HUM          W.S01 

lit  fut  Mieb.;  Actbur  J.  Ditii. 


M^ffhfl^o! 


COLUMBIA  FIRE  UNDERWRITERS,  Omaha,  Neb. 

C.  O.  TibiH|«.  Muagcr:  M.  E.  Lcue.  AihUdI  MuufW. 
IiHH  tbe  psbcin  of  Uu  NstioD*!  F^  of  Ibnford.  Cooo..  nhich  mi. 


COMMERCIAL  FIRE  UNDERWRITERS,  Des  Moines,  la. 

iletd  by  tin  Fbsnua  Fund.  Su  FruciHU.  CiL.  wbich  he.   No  new  pobeica  m  writtoi  unda  tbii 


tdloTam. 


COMMERCIAL  UNDERWRITERS  AGENCY,  Salt  Lake  City,  Utah. 

PcJiek.  iHird  m^  Ihii  till,  m  mnalcnl  bj  At  Btttt  F^  of  Sail  Uke  Cily,  whldi  na.   Writs  in  Colo..  Ida.  uid  Uuli, 


DELAWARE  UNDERWRITERS,  PhUadelphU,  Pa. 

J.  PuvHU  Smith,  Jr..  Unifltf  ■ 

tVfi[!ia!aiRd  Tmdntliii  title  >n(umiil«d  by  thi  WuuhMlcr  Fire  of  New  Toclt.    FMdtau:  J.  Puwu  Smitli.  Ji 

■  ■  ■     P«.:  Tbo<.  I.,  Wi.'nt  igmtyiup'l..  PnilidelThii.  Pi.;  Edw.  B.  Melkij,  moMl  tna'  ' ■ —  °-    

~ Wm.  T.  Ktwu.  ii>eciiJ  agent  f«iTHtm  Fi..  wenoiMd.  indn. 


D.  ol  C,  PhiluklpKL.., 
»c/yuatf«P!iiNi 
C.C)iunbBm,ip«iiLlii. 
Cdul;  Edw.  M.  LiIjiI 

Kj.i  E-R-Bnulin.  .-I' 
Ocinii.:  edbkchll) 
bt  *Co..  Ik.,  m.-!- 


I  Md.X.  J.  u 


untiforBritnl 


Vm.  T.  kriuu.  ■i>eciiJ  igeot  f«  wHtao  Fi..  wotoi  Md.  indV.  V*^  Pittibunb.  Fl:  T.  HowMd Bh 
Ula.Sjburbudept.  Phnidelpbi>.Pii.;  Edw. C.  JauD, ipidil inst for N.  Y. BlUe.  Attur,  N.  Y.;  Wi 
rMe.,  Mas.,R.I..  N.H.andVi.,Bci«DaMu.:  G.  w;G<«dHUiSoi.q]cdd  ueat  for  Cooi).,  Bci^no 
Mti»l«er.tforO.,  Ind-indll;.,  r-'  -'-  -  "     --■■—"  •- .*^-..  w=-T-__^_, .  ,_-rT»^ 

.gent  for  Vi.,  N.  C.  and  3.  C.,  Fer 

;enff«l uEDlA for Cfcl.,  Mont..  Ids..     .._  ..  ,__  ,--..-__., — ._ _, _.  _„.  _ 

iiU  f«  Wub.  ud  Ore-  SeMtle.  W»b.;  Uornibrook,  Wbittwre  A  Albi.  nonl  HnM  lor  AUx 
rtk.Cin.:  Gni.H.Gu'liiid.g«imilii««i1(orMuuI(]U,WiiUL,Mu..riii.;  Lvlw  H.  Wri(ht  *  Co. 
Vucnuier.  B.  C:  Giw  R.  Scmgti  &  Co..  gaieni  nmU  lor  Taw,  U.  ud  Arlc  ■>-""  "—  -  " 


_.   ,_,-JdueiitfbtCaiutn  Bn^qin, 

Detbert  C.  liaet,  Detroit  MkH.,  (pedkl  neat  fvlAek-i 
luel  B.  Keimody,  Kweiiluat  for  Kt.  ud  TtDB..  LodniDe, 
il.  E,  Otnriiu.  Allul*.  Ge,  >ph»I  uent  for  Akbwnt  ud 
UUb.  Colo.,  Aril..  N.  M.  H.  Ua.ud  AW;  Gea.  B.  tABp- 


Co-noaal 
.1  Hatet  a 


DUQUESNE  UNDERWRITERS,  Pittsburg,  Pa. 

deputiiKiit  of  tbe  Nilioul  Union  nra  of  ntubart,  Pl,  wUeh  ne. 


EASTERN  UNDERWRITERS  OF  THE  CAMDEN  FIRE  INSURANXE 
ASSOCIATION,  Camden,  N.  J.  j 

Poluan  iiBied  undet  tbii  title  *n  (luruteed  by  tbe  Cunden  Fin  oF  Cundei,  N.  J_  whkb  Me.  | 
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ENGLISH-AMERICAN  UNDERWRITERS  AGENCY.  Hartford,  Conn. 

A.  G.  Mdhfune,  Jr^  Mninflfr. 

Foiieies  isBiinl  under  the  above  title  we  suaranteed  by  the  London  and  Lancaahire  Fire,  Ltd.,  of  liverpooL  whoae  figures  are  given 
belov.   See  also  London  k  Lancaahire  Fire  of  Liverpool. 


YlABj 


1914 
1113 
1113 
1911 


Aaaeta 


Unearned 
IVemiuins 


14.901.854  $2,753,027 

4.8M.380  2.791.006 

4.87U04  2.799.168 

4.57H»962  2,696.332 

4.453  4421  2.570.975 


Sorphn 


$1,899,990 
1,784.991 
1.829.928 
1.643.107 
1,658.823 


Net 
Pktnhiina 


Total 
Inoome 


Loaaes 
Paid 


Total  Ex- 
Expeniee      pendituree      Iiu;urred 


•$2,631,807  $2,792,101  *$1.483.542     $1,029,757     $2^13.299 

*2,652.957!  2.815.839  *1.437.042       1.002,308       2,439,350 

2.711.700  2,868.472,  1.226.348 

2,661.549  2.807.777  1.243.467 

2.575.606<  2.711.846  1.211.657 


1,001.0911      2,227.439 
1,019.211!      2,262,678 


(+)  Ree'd 

ftoBk  or 

(-)  Remit. 

toH.  0. 


960.292       2.171.949 


$1,376,721 
1.434.245 
1.190.183 
1.225,813 
1,115.630 


—$244,829 
-^562,995 
—217.987 
—331,357 
-190.525 


ladadtB  $23Z012  marine  premiums  and  $109,276  marine  losses. 


EQUITABLE  INSURANCE  ALLIANCE,  Hartford,  Conn. 

PoSeies  issuid  under  this  title  are  guaranteed  by  the  Phanis  of  Hartford  and  the  Equitable  Fire  and  Marine  of  IVovidenee.   TheF 
mvaedftiadpaSfy  upon  the  I^cifie  Coast  and  New  York  State. 


EXCHANGE  UNDERWRITERS  AGENCY  OF  THE  ROYAL  EXCHANGE 

ASSURANCE. 

Pofides  Jasaed  under  this  title  are  guaranteed  by  the  Royal  Exchange  Aasuraace  of  London,  which  see. 


FACTORIES  UNDERWRITERS,  Toronto,  Can. 

Polieies  are  issoed  under  this  title  by  the  Factories  of  Toronto  and  guaranteed  by  Lloyds,  London. 


FEDERAL  UNDERWRITERS,  LIMITED,  Winnip^,  Man. 

issued  under  this  titie  are  guaranteed  by  the  Canada  National  Fire  of  Winnipeg. 


FIDELITY  UNDERWRITERS,  New  York. 

;  under  this  title  are  guaranteed  by  the  Continental  of  New  York  and  the  Fidelity-Fhenix  Fire  of  New  York;  sapcneded 
aaO  states  except  la.,  by  the  American  Eagle  Fire  Ins.  Co..  N.  Y.,  which  see. 


FIREMENS  UNDERWRITERS,  Newark,  N.  J. 

Pbfides  issued  under  this  title  are  guaranteed  by  the  Fironens  of  Newaric,  which  see. 


GEORGIA  FIRE  UNDERWRITERS. 

It  is  reported  that  pofides  are  issued  under  this  title  and  guaranteed  by  the  Royal  cS  LiverpooL 

GERMAN  UNDERWRITERS,  Milwaukee,  Wis. 

The  Gennan  Underwriters  policy  is  guaranteed  by  the  Milwaukee  Mechanics,  Milwaukee,  Wis^  which  see. 


GERMAN  FIRE  UNDERWRITERS,  Omaha,  Neb. 

the  pofieies  of  the  National  Fire  of  Hartford,  which  sec 


GERMAN  ALLIANCE  INSURANCE  ASSOCIATION,  New  York  City. 

PoGcies  issoed  under  this  title  are  guaranteed  j<ttntly  by  the  G^man  Alfianoe  and  the  German  American,  both  of  New  York. 


GERMANIA  UNDERWRITERS,  New  York. 

Poiiacs  isBoed  under  the  above  title  are  guaranteed  by  the  Germania  Fire  Insurance  Co.,  New  York. 

GIRARD  UNDERWRITERS,  Philadelphia,  Pa. 

Pofieies  iasoed  under  this  title  are  guaranteed  by  the  Qirard  Fire  and  Marine  of  Philadelphia,  Pis.,  which  see. 
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GLOBE  UNDERWRITERS  AGENCY,  New  York. 

ThiB  is  a  branch  of  the  Globe  and  Rutgen  Fire  of  New  York,  which  i 


GUARANTY  UNDERWRITERS,  New  York. 

J.  A.  Eelsey.  Manager;  S.  H.  Qaaokenbuah,  AniBtant  Manager. 
Pofieiei  teeoed  under  this  title  are  guaranteed  by  the  Aachen  and  Munich  of  Aix-IarChapelle. 

HAND-IN-HAND  UNDERWRITERS 
OF  COMMERCIAL  UNION  ASSURANCE  CO.,  Ltd.,  London,   Eng. 


FIELD  MEN  AND  TERRITORY  COVERED:  William  F. 
Penney,  56  John  St..  New  York,  N.  Y.,  general  agent  for  New  York 
suburban;  Adams  a  Bmlt,  Little  Rook,  Ark.,  general  agents  for 
Aik.;  W.  T.  Furaess,  Boston,  Mass.,  neneral  agent  for  Eastern 
Blass.,  R.  I.  and  Me.  Special  agents:  w.  R.  Penrose,  Hartford, 
Conn.,  for  Conn.;  A.  /.  Murpmr,  Boston,  Mass^  for  western 
Mass.  and  Vt.;  Rufus  N.  Elwcll,  Exeter.  N.  H.:  Frank  W.  Young, 
SyiBCuse,  N.  Y.,  for  western  N.  Y.;  George  S.  Tomi^DS,  Albany, 


N.  Y.,  for  eastern  N.  Y.:  outside  suburban  district.  James  M. 
Hodges,  Brooklyn,  N.  Y.:  N.  Y.  suburban  (except  L.  I.),  northeni 
N.  Y.;  Burt  G.  Wray,  Patchogue,  L.  I.,  for  L.  I.;  Burling  D. 
Pkinoe,  Philadelphia,  Pa.,  for  southern  N.  J.  and  eastern  ra.; 
W.  R.  Adams,  Pittsburgh.  Pa.,  western  Pa.  and  W.  Va.;  E.  A. 
Young,  Richmond,  Va.,  for  N.  C.  and  Va.;  Geocge  B.  Grur, 
Fond-du-Uc  Wis.,  for  Wvl;  W.  H.  Herman,  Clevelaiid.  On 
forO. 


HAWKEYE  &  DES  MOINES  FIRE  INS.  DEPT.  OF  THE  FIREMANS 

FUND  OF  SAN  FRANCISCO. 

Policies  issued  are  guaranteed  by  the  Firemans  Fund  of  San  Francisco,  which  see.   Territory  restricted  to  Iowa. 


HIBERNIA  UNDERWRITERS,  New  York,  N.  Y. 

Policies  are  guaranteed  by  the  Home  of  New  York,  which  see. 


HOLLAND- AMERICAN  UNDERWRITERS,  Chicago. 

Policies  issued  under  this  title  are  guaranteed  by  the  Netherlands  F.  k  L.  of  The  Hague. 


HOME  UNDERWRITERS,  Fordyce,  Ark. 

Policies  tesued  under  this  title  are  guaranteed  by  the  Home  fire  ci  Fordyce,  Ark.,  which 


HOME  UNDERWRITERS,  New  York. 

Policies  issued  under  this  title  are  guaranteed  by  the  Home  Insurance  Company  of  New  York. 

ILLINOIS  UNDERWRITERS,  Chicago,  111. 

Policies  issued  under  this  title  are  guaranteed  by  the  HanoTO'  Fire  ci  New  York. 

INSURANCE  UNDERWRITERS,  New  York. 

J.  S.  Frelinghuysen,  Manager,  New  York. 

Pofieies  issued  under  the  above  title  are  guaranteed  by  the  Insurance  Co.  of  the  State  of  Pennsylvania,  of  Philaddphia,  whose  figures 
are  here  shown. 


YliB 

1916 
1914 
1913 
1912 
1911 


Unearned 

Net 

Net 

Total 

Losses 

Assets 

Premiums 

Surplus 

Premiums 

Income 

P&id 

Dividends 

14,012,346 

$2,287,347 

1426.421 

•$2,278,712 

$2,509,547 

1                       , 

•$1,254,702 

$59,112 

3.791,196 

2,168,949 

325.316 

1.922.791 

2,101.951 

1.370.281 

60.000 

4,006,663       2,268.220 

347.774 

2,154.560 

2.294,541 

1.413,703 

64,164 

3.703,190 

2,192.245 

403.492 

2,239.203 

2,367.469 

1.397.462 

64,000 

3.710.952 

2.166,083 

439.770 

2.214.729 

2,311.696 

1,773.695 

48,000 

j  Total  Ex- 
Expenses   !  penditures 


lacucnd 


$885,467 
770,275 1 
874.6661 
848,919; 
847.5161 


$2,199,281 
2,200,556 
2,399.2881 
2.310,381 
2.669.211 


$1.239,3U 
1,314^11 
1.439,179 
1,3M,4U 
1.606.8« 


Unearned  premiums  include  amount  recbunable  on  perpetual  policies.       •  Includes  $90,514  marine  premiums  and  $52,493 


IOWA  UNDERWRITERS,  Dubuque,  la. 

Policies  issued  under  this  title  are  guaranteed  by  the  Dubuque  Fire  and  Marine,  Dubuque,  la. 

THE  JERSEY  FIRE  UNDERWRITERS,  Newark,  N.  J. 

Policies  issued  under  this  title  are  policies  of  the  American  Insurance  Company  of  Newark,  N.  J^  which  see. 
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KEYSTONE  UNDERWRITERS,  Pittsburgh,  Pa. 

Henry  Waehter,  Manager.  Orouiiied,  1906. 
Folicies  iniied  lOHier  the  above  thk  are  guaranteed  by  the  Qermftn  1^.  Qermftn-Amerie^ 


Ouh     '  Uaeanied 

NetCaah  i      Cadi 

Total 

Loesee 

Returned 

Total  Ex- 

I^odnn 

YlAB 

Aaeete 

Surplus 

Pkvmiuxne 

Income 

Pkid 

toP'yh'n 

Eipenaee 

penditurae 

Ineurred 

1915 

$2,979,659 

$1,256,362 

$661,492 

$1,258,848 

$1,401,545 

$634,232 

$96,000 

$615,758 

$1,335,990 

$625.8n 

1914 

2.937,574 

1,223,099 

649,180 

919.058 

1,071JS32 

708,152 

98.000 

469,161 

1.289.275 

706.153 

19U 

3,178*323 

1,542,795 

572,932 

1.600.124 

1.751.126 

892,900 

98.000 

737.890 

1.728.790 

870,448 

1913 

3.172.275       1,499,070 

587,388       1,606,490 

1.761.886 

826.340           98,000 

734.971 

1.659.311 

833.640 

1911 

3.079,191i      1.429,942 

575.1511      1.522,126 

1,665,510 

803,257           96.000 

717.320 

1.616,140 

962.719 

LIBERTY  INSURANCE  ASSOCIATION,  Rocky  Mount,  N.  C. 

Pofidn  are  iMued  under  thte  title  by  the  Pruaaaa  National  of  Stettin,  avi  Netherlandi  F.  ft  L..  The  Hagne,    withW.S. 
of  Boeky  Moont,  N.  C  as  general  agent 


LIBERTY  INSURANCE  AGENCY,  Waterloo,  la. 

Tlie  PhMiaa  NatioDal,  Stettin,  kraes  poEoiee  under  this  title  in  Iowa,  with  Hermann  &fiOer  ci  Waterloo,  la.,  general  agent. 


LONDON  UNDERWRITERS,  New  York. 

Bofides  issued  under  this  title  are  guaranteed  by  the  Lcmdon  Assurance  of  London.  Eng.,  which  see. 


LUMBER  UNDERWRITERS,  Fordyce,  Ark. 

Pofides  isBoed  under  this  title  are  guaranteed  by  the  Home  Fire  of  Fordyoe,  Ark.,  which  see. 


MERCANTILE  FIRE  UNDERWRITERS,  Denver,  Colo. 

PoBaes  Hsoed  under  the  above  title  are  guaranteed  by  the  Merchants  Fire  of  Denyer.  Colo.,  which  see. 


MERCANTILE  F.  &  M.  UNDERWRITERS,  St.  Louis,  Mo. 

E.  T.  Campbell,  MLanager;  W.  A.  Blodgett,  Associate  Manager;  B.  G.  Chapman.  Jr..  Assistant  Manager, 
itfued  under  this  title  are  guaranteed  by  the  American  Central  oi  St.  Louis,  which  see. 


YiiB     Assets 


'  Unearned 
,  Pk«miums 


1915  I  $4.076388 
1914  1279.432 
im  5.333.329 
1912  ,  5,439,503 
1911  '    5.471.062 


Net 
Surplus 


Net 

Premiums 


Total 
Income 


11.760,191 
1,755,322 
3,003,064 
2,702.040 
2,365.133 


11.037.306 
1.115.519 

—sasoi 

404.398 
855,571 


tll.987.943 
3,691.776 
3.400.1431 
3,241,135 
2,599.618 


1^  WffW^ff 

Paid 


$2,157,222' 
3.898.339 
3,599.443 
3.468,085 
2.854.242 


t$l,301,492l 
2.175.640 
1,922,628 
1.685,383 
1.679,835 


Dividends 

Expenses 

Total  Ex- 
penditures 

Inouzred 

$119,985 
149.985 
119,985 
240.000 
260.000 

$818,372 
1.484,276 
1,342,518 
1,324.518 
1.035.534 

$2,239,841 
3.809,901 
3.385.131 
3,249,901 
2.975.369 

$1,176,165 
2.200.731 
1.969.841 
1.736,805 
1,647,617 

flnriudHi  $123,934  marine  premiums  and  $53,668  mar'ne  losses. 


— Exoees  of  liabilitiee  over  assets. 


MERCHANTS  &   BUSINESS   MENS   MUTUAL   UNDERWRITERS, 

Towanda,  Pa. 

Pofides  are  guaranteed  jointly  by  the  Bunness  Mens  Mutual  oi  Towanda,  Pa.,  and  the  Merchants  Mutual  of  Wyalusing,  Pa.,  which 
>  Eeefa  eonqjaay  aasumee  one-hau  the  risk. 


MERCHANTS  UNDERWRITERS,  Fordyce,  Ark. 

I^iliaes  issued  under  this  title  are  guaranteed  by  the  Home  Fire  of  Fordyce.  Ark.,  which  see. 


MIDDLEWEST    FIRE    UNDERWRITERS    AGENCY    OF    THE    TWIN 

CITY  FIRE,  Minneapolis,  Minn. 

Poides  are  guaranteed  by  the  Twin  City  Fire  of  Minneapolis,  which  see. 


MINNESOTA  UNDERWRITERS  AGENCY,  St.  Paul,  Minn. 

Pofides  issued  under  this  title  are  guaranteed  by  the  St.  Paul  Fire  and  Marine  of  St.  Paul.  Minn^  which  see. 
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NEWARK  FIRE  UNDERWRITERS,  Newark,  N.  J 

Policies  an  suarantoed  by  the  Newark  Fire  of  Newark,  wfaieb 


NEW  ENGLAND  UNDERWRITERS  AGENCY,  Concord,  N.  H. 

Charles  L.  Jackman.  Manager. 

Policies  issued  under  this  title  are  guaranteed  by  the  Capital  special  agmts  for  N.  H.,  Maas.,  Vt.,  R.  I.  and  Conn;:  J.  W.  GaScf , 

Fire  of  Concord,  which  see.  for  Pa.   The  agency  (^wrates  in  Conn.,  Mass^  N.  H.,  N.  T.,  Fi^ 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  L.  Jackman  R.  I.  and  Vt. 
(manager),  F.  T.  Jackman  (assistant  manager)  and  A.  R.  Kendall. 


NEW  HAVEN  UNDERWRITERS  AGENCY,  New  Haven,  Conn. 

PoKcies  issued  under  this  title  are  guaranteed  by  the  Security  of  New  Haven,  Ccmn.,  which  see. 


NEW  YORK  UNDERWRITERS  AGENCY,  New  York,  N.  Y.f 

A.  k  J.  H.  Stoddart,  General  Agents. 


FIELD  MEN  AND  TERRTTORT  (X)VER£D:  F.  M.  Branch 
manager;  H.  R.  Mann,  Jr.,  asnstant  manager.  33941  Sanaomest.. 
San  Frandaco.  CaL.  Pfedfic  Coast  dq;iartment,  eompiisiag  (3aL, 
Ore.,  Wash.,  Ida..  Mont.,  Utah.,  Nev.,  B.  C,  Alas,  and  Arii.; 
■MCial  amits:  A.  E.  Bailey,  Seattle,  Wash.,  for  West.  Ore., 
Westera  Wash.,  West.  B.  C:;  and  Alas.;  V.  H.  Quitsow.  San 
Fhmdsoo,  CaL,  for  Northern  CaL,  Nev.  and  Utah;  H.  B. 
Hagen,  Spokane.  Wash.,  for  Eastern  Ore..  Eastern  Wash..  East- 
em  B.  C,  Ida.  and  Mont.;  A.  C.  Andenon,  LosAngsfes,<JaL,for 
8oaihem(3aL  and  Aria.;  Walter  A.  Laukr  and  H.Q.Bnuthwait«,  qae- 
eialagents.  141  Milk  it..  Room  717. Bortnn.  Mass . for  Mc  N. H., 
Eastern  Maas.  and  R.  L;  James  Grover,  apedal  agent,  387  Main 
St..  Springfield,  Maas..  for  Coon..  Vt.,  Wcitara  Mam.  (Berk- 


shire, Franklin,  Hampden,  Hampahire  and  Worcester  CkM.); 
Alex  J.  Bates,  spedal  agent,  467  Broadway,  Alfaaiqr.  N.  T„  (Box 
363).  for  Eastern  N.  Y.;  Robert  Forrest,  special  agent.  Insuranoe 
Bldg..  Rochester,  N.  Y..  (Box  628);  for  Westera  N.  Y..  C.  C. 
Wayland,  manager  for  New  York  City,  100  Wm.  St.,  Ground  Floor; 


John  Wallaoe.  Umg  Island  mananr,  128  Montague  at.,  Brooklyn, 

_  issell  M.  Young,  special 

ton,  N.  Y.  (Box  226),  for  Putnam,  Richmond,  Roddand  and  Wert- 


N.  Y.,  for  Long  Island;  RusseU  M.  Young, 


agent,  Hunting- 


ehester  Cos.,  N.  Y.:  Washington,  D.  C;  liiarylaDd  and  N.  J.  as 
foOows:  Hudson  and  Bergen  Coe.  and  Elisabeth,  EUsabethport, 
and  Rahway;  J.  C.  Stoddburt.  special  agent,  100  WiOiam  St.,  New 
York.  N. Y.,  for  N.  J.^eept  Hudson anoBerten Cos.,  and  Elisabeth, 
Eliiabethport  and  Rahwav;  W.  O.  Munroe.  special  agent,  808 
and  310  Walnut  st.,  Philadelphia,  IV  for  Eastera  ?%.  and  Del; 
H.  C.  Chase,  special  agent,  807  Fourth  ave^  People's  Savings 
Bk.  Bldg.,  Pittsburg,  IV,  for  Westera  Pfe.;  H.  T.Nelson,  State 
i«BBt  for  Va.,  112  Mutoai  Bldg..  Richmond,  Va.;  W.L.HiU,  state 
agent.  609  Masonic  Temple,  Raleigh,  N.  C.  for  North  Carolina: 
Boekover  T«y.  Thiat  Company  of  Georgia  Bkk..  Atlanta.  Qa.,  State 

Tntfor  nortbern  Qa.  and  6.  C:  J.  C.  Hunter,  State  agent.  Trust  Co. 
Qa.  Bld^  Atlanta,  Qa.,  for  southera  Qa.  and  lla.;  Qtam  A. 
Banta,  special  agent,  Atlanta,  Ga.,  for  southern  Qa.  and  Fla.; 
(3eo.  R.  WUfiama,  Stote  agent.  Trust  Co.  of  Qa.  Bldg.,  Atlanta. 
Ga.  for  Ala.;  (Sarnett  M.  Beattie,  State  agent,  210 
Tennessee  Trust  Bldg.,  Memphis,  Tenn.,  for  northern  Mim., 
Tenn.;  J.  M.  Henderson,  State  acent,  818  Hibernia  Bldg.,  New 
Orleans,  La.,  for  southern  Miss.,  La.;  L.  B.  Leigh  k  Co..  general 
agents  for  Aik.,  Little  Rock,  Ark^  Eugene  BuUock,  special  agent, 
1616  Buach  Bldg.,  Dallas,  Tex..  (Box  037).  for  northern  Tex.;  0. 
T.  Klepinger.  speeial  agent,  1602  (barter  Bldg..  Houston,  Tex. 

tRepresenting  the  Hartford  Fire  of  Hartford,  Conn. 


(P.  0.  Box,  333),  for  southera  Tex.;  C.  J.  Wykoff,  Stftta  tflBBt, 
Stote  Nat.  Bank  Bldg^  Oklahoma.  Okla.,  for  OUa.;  C.  E.  Uaant, 
spedal  agent,  400  First  Nat.  Bk.  Bldg..  (Cincinnati,  0..  for  weatsrn 
0.;  Walter  R.  Fogg,  special  annt,  307  Hartman  Bldg..  Gohna- 
buB.  C  for  central  0.;  R.  E.  Momboier.  spedal  i^paA,  307 
Schofield  Bldg.,  S.  W.  cor.  Euclid  av.  and  0th  st,  Clevebnd, 
0.,  for  eastera  0.;  Q.  W.  Graham,  Jr..  Stote  agent.  Room  80S. 
Union   Tr.   (To.   Bldg..   Pkrkersborg.    W.   Va.,   for   W.    Va.; 

E.  J.  Hieka,  Stote  agent,  Room  902  Ford  BMg.,  Delrait. 
Mich..  (3eo.  W.  Lyons,  special  agent.  13  Seksneber 
Anartmento  (Box  960).  Saanaw,  IfidL.  for  Mink.;  Robert 
McHatton.  State  agenU  Rienard  Creifekis.  Jr.,  ^Moial  annii 
1017  Menhanto  Nat.  Bk.  BUg..  Indianapofis.  Ind.,  far  IwL: 
D.  P.  Ckjffman.  special  agent,  831  UnioD  St.,  Lmooln.  BL,  for  MDtral 
111.;  R.  L.  Tanner,  speoal  afBBt»  3168  Insuranoe  RiBhanft.  Chi- 
cago. 111.,  for  northern  111..^^!.  H.  Gramrnt.  spedal  agnt.  1454 
Pierce  Bldg..  St.  Louia,  Mo.,  for  southera  DL;  T.  Z.  FtankEa. 
westera  special  agent  special  risk  department,  2168  Tnmirancie 
Rinhanis,  Chioan».  HI.;  H.  M.  AUing.  general  inspeetor,  apedal 
risk  departmentiJohn  P.  Yoimg.  State  Ment.  212  Cohmfaia  Bldg, 
LouisvUle,  Ky.  for  Ky.;  Roy  ^Smith,  State  agent  and  Arthnr  A. 
Knopp.  apeoal  agent,  1464  Pierce  Bkk.,  St  Looii,  Mo.,  for  Mo.; 

F.  W.  Edier,  speoal  agent,  009  Sharp  Odg.,  Kansas  aty,  Mo^  far 
westera  Mo.;  W.  M.  Pfthner,  Stote  agent,  Lock  Box,  602.  Daa 
Moines.  la.,  for  U.;  Robe  Bird.  State  agent,  617  Fint  Nait.  Bk. 
Bldgn  Milwaukee,  Wis.,  for  Wis.;  GwwgeC.Mott.  Stote  agsatitt 
GndicottBldg.,  St.  Pftul,  Minn,  for  Minn. ;  JohnBoyle,  Statencenft, 
Fargo,  N.  D.,  for  N.  D.;  J.  D.  Dux,  Stote  agent,  406  South  PhaOiBa 
av.,  Sioux  Falls,  S.  D.,  for  8.  D.;  E.  D.  Mair,  State  a«»LM6 
Sharp  Bldg..  Kauas  City.  Mo.,  for  Kan.;  R.  F.  How«.  Stote 
agent,  1820  Faraam  St.,  Omaha,  Neb.,  for  Neb.;  John  C.  Jawieann. 
Stote  agent,  16th  and  Champa  rta.,  Denver,  Colo.,  for  Goto, 
N.  M.  andWyo.  T.  D.  Richardson,  supointendent,  for  Ctanda. 
Dominion  Bank  Bldg^,  IQng  and  Yonge  sto..  Toronto;  H.  ▲. 
Joadin,  special  a^t,  Winnipeg,  Manitoba,  care  of  Oder.  Ham—il 
ft  Nanton,  Pnmndal  nfonto:  Oitario.  Murphy,  Love,  Hamilton 
A  Vascom,  Toronto;  Quebec  Jno.  Wm.  Molson  and  Robvt 
Y.  Hunter,  Montreal;  New  Branswick,  White  ft  Calkin,  St. 
John,  Nova  Scotia.  Alfred  J.  Bdl.  Halifax;  Manitoba.  Alberto  and 
Saskatchewan.  Oder.  Hsmmond  ft  Nanton.  Winnipag;  Nevfooiid- 
hmd,  Ayre  ft  Son.  Ltd.,  St.  Johns.  The  company  ojperatas  to 
all  the  Stotes  and  Territories  of  the  United  States  and  m  Hawaii. 
the  Domhuon  of  Canada  and  Newfoundland. 


NEW  YORK-CALIFORNIA  UNDERWRITERS,  San   Francisco,   Cal. 

P(dides  issued  under  this  title  are  guaranteed  by  the  CaBfornia  Fire  of  San  Frandsoo,  Cal.,  and  the  City  of  New  York  Ffa%,  New 
York.  Operates  in  Cahfoniia  only. 


NEW  ZEALAND  UNDERWRITERS. 

Pofides  issued  under  this  title  are  guaranteed  by  the  New  Zealand  of  Auckland. 


NIAGARA-DETROIT  UNDERWRITERS,  New  York. 

Policies  issued  undo'  this  title  are  guaranteed  by  the  Niagara  Fire  of  New  York,  the  Detroit  Fire  and  Marine,  and  the  ***^Hr*  ^^ 
and  Idarhie  of  Detroit.  Mich. 
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NORTHERN  UNDERWRITERS  AGENCY. 

are  gaaraateed  by  the  Northern  of  London,  which  see. 


NORTHWESTERN  UNDERWRITERS  AGENCY,  Milwaukee.  Wis. 

John  B.  Futi,  Manager. 

A  general  agency  of  the  NorthweaCeni  Naticmal  of  MOwaukee.  Ru|E^  Faribault,  Minn.,  tpecnal  aoent  for  Wia.,  Minn,  and  S.  D.: 

wkme  figures  are  given  ebewhere  herein,  which  see.  N.  P.  McADiater,  Kaneas  City,  Mo.,  special  annt  for  Mo.  and 

FIELD  MEN  AND  TERRITORY  COVERED:  E.  H.  Hoff-  Kan.;  J.  A.  Riee,  Linoohi,  N^..  Bpecial  agent  for  la.  and  Neb.; 

■an.  naniifnnt  manaoer:  John  J.  Lynch,  Binghamton,  N.  Y.,  A.  M.  SmUey,  nedal  agent  for  Colo.    The  company  operatea 

apeeU  ngeat  for  N.  Y.,  Pa.,  N.  J.  and  W.  Va.rJoaeph  F.  Cuitin,  m  N.  Y.,  N.  J.,  IHt.,  0..  Mich.,  Ky.,  Ind..  lU.,  Wk.  Mhm.  la. 

Detroit,  Mick.,  special  agent  for  Mich.,  O.  and  Ky.;  John  R.  Mo.,  Kan.,  Neb.,  8.  D.,  W.  Va.,  Colo.,  La.,  Utah  and  Canada. 
CHIey.  Decatur,  HL,  special  agent  for  Ind.  and  Dl.;  Wm.  H. 


NOVA  SCOTIA  FIRE  UNDERWRITERS  AGENCY,   New  York,   N.  Y. 

Pbficies  are  guaranteed  by  the  Home  of  New  York,  which  see. 


PACIFIC  UNDERWRITERS  AGENCY. 

Policies  undff  this  title,  guaranteed  by  the  Pacific  Fire  of  New  York,  are  issued  in  B.  C. 

PHILADELPHIA  UNDERWRITERS,   Philadelphia,  Pa. 

iasued  under  the  above  title  are  guaranteed  by  the  Insuranoe  Company  of  North  America  and  the  Fire  Association  of  Phila* 
tabulatbn  ahilvtB  the  eamlHnad  statistics  of  the  oonstituoit  companies. 


1914 
1913 
1912 
1911 


Cash 


Unearned 
Premiums 


1915  |3aSia577| 


Net  Cash 
Surplus 


27.667,773 
27.093,392 
2*30(2.406 
25,962.994 


$13,858,535 
13.398,522 
13.210.975, 
12,939.977' 
1Z745,545. 


18,512,048 
7,102.833 
7,304.285 
7.242,382 
6,762,749 


Cash 
Premiums 

Totol 
Inoome 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

ToUl  Ex- 
penditures 

•115.923,428 
14.006,356 
13,671,121 
13,485.061 
13,410.564 

117,111,412 
15.146,235 
14,767,385 
14,544,214 
14.543,581 

•$8,245,175 

•8,193,940 

7,614,809 

7.443,227 

7.479,057 

$780,000 
780.000 
780.000 
780.000 
780.000 

$5,830,947 
5.330,065 
5.410.522 
3,510,212 
5,177,777 

$14,856,122 

14.304,025 

13.805.331 

9.032,180 

13,376,834 

Incurred 

$8,595,708 
8,695,541 
7,665,590 
5.189,168 
7,589.682 

flndodcB  $5,232,181  marine  premiums  and  $2,580,212  marine  losses.    Unearned  premiums  include  amounts  reelaimable  on  perpetual 

agent.  Little  Rock.  Ark.,  for  Ark.;  F.  A.  Nesbet  and  Joe  Q.  Smith, 
Dallas,  Tex.,  Walter  Acker,  Waxahachie,  Tex.,  R.  M.  Anderson 
and  M.  M.  Ovarby,  San  Antonio,  Tex.,  and  B.  V.  Wright,  Pftles- 
tine,  Tex.,  special  agents,  for  Tex.;  F.  M.  Avoy,  general  agent, 
San  Francisco,  Cal.,  for  the  Pacific  Coast,  covering  Cal.,  Arii., 
Ore.,  Utah,  Wash,  and  Nev.;  special  agents:  Chas.  S.  Spinney 
and  Thoe.  F.  O'Grady,  San  Francisco,  Cal.,  for  No.  Cal.,  Nev. 
and  Utaii;  Geo.  F.  Staniford,  Los  Angdes,  Cal.,  for  soutiiern  Cal. 
and  Aril.;  Howard  W.  Hogan,  San  Francisco,  Cal.,  for  central 
Cal.:  Frank  O.  Glover.  Portuind,  Ore.,  for  Ore.  and  Wash.:  Charles 
E.  Parker  &  Oo.,  managers,  Hartford,  Conn.,  for  the  New  Endand 
States:  George  E.  Macomber.  Augusta,  Me.,  State  a^nt  for  Me.; 
Wm.  H.  Winkley,  93  Water  st.  Boston.  Mass.,  special  agent  for 
N.  H.,  eastern  Mass.  and  R.  I.;  John  W.  Munroe,  Hartford,  Conn., 
special  agent  for  Vt.,  western  Mass.  and  Conn.;  Dan  B.  Harris, 
manager.  Atlanta,  Ga.,  for  N.  C,  S.  C,  Ga.,  FU.,  Miss,  and  Ala.; 
Cary  P.  Carr,  Vicksburg,  Mias.,  special  agent  for  Miss.;  W.  C. 
Rader,  Birmingham,  Ala.,  special  agent  for  Ala.;  R.  N.  Clark, 
Atlanta,  Ga.,  special  agent  for  Ga.;  J.  H.  Talley,  Jacksonville, 
Fla.,  special  agent  for  Fla.;  James  W.  Cochran,  manager  North- 
western department,  159  La  Salle  st.,  Chicago,  III.,  covering 
Ida..  Mont.;  Percy  B.  Churchill,  Helena,  Mont.,  State  agent  for 
Mont,  and  Ida. 


FIELD  MEN  AND  TERRITORY  COVERED:  W.  B.  FUck- 
ioOEr,  cBDcral  agents  W.  S.  Foster,  assistant  general  agent,  Erie.  Pa., 
tor  tbe  western  department;  J.  T.  Kirkwood,  Cleveland,  0.,  State 
agent  lor  Ohio  and  W.  Va.;  A.  C.  Mathews,  Indianapolis,  Ind.. 
State  a0BLt  for  Ind.  and  Mich.;  Jas.  E.  Chittenden,  Louiisville,  Ky., 
Slate  annt  Cor  Ky>  and  Tenn.;  Charles  0.  Young,  Minneapolis, 
Minn^  State  agent  for  Wis.  and  Minn.;  Morton  Page,  State  agent, 
aad  EEarry  G.  Carpenter.  Far^,  N.  D..  special  agent  for  N.  D.; 
Dsnrid  H.  Stevens,  Monroe  City.  Mo.,  State  agent  for  Mo.;  Sam 
C.  Benderaon,  Omaha,  Neb.,  Stete  agent  for  Neb.,  la.  and  S.  D.: 
E.  M.  Brewster,  Denver,  Cokt.,  State  agent  for  Colo.,  Wyo.  and 
N.  M.;  M.  R.  Blackwidl.  manager.  Middle  department.  Phila- 
d^Ain,  Pa.;  J.  H.  Ansley.  Philadel^iia.  Pa.,  assistant  manager, 
A.  F.  ODaniei,  special  agent  for  Eastern  Pa.;  Paul  L.  Haid, 
PittabvK.  PliL,  special  agent  for  Western  Pa.;  J.  T.  Robertson, 
Baitiiiiare;  necial  agent  for  Md..  Va.  and  D.  C;  W.  C.  Hall, 
Ariottton,  N.  J.;  speeial  agent  for  N.  J.;  E.  C.  Price,  Goshen, 
N.  Y.,  qxcal  agent  for  Eastern  N.  Y.;  George  R.  Johnson, 
Eaaaaf9  Falls,  N.  Y^  nec'ial  agent  for  Wntem  N.  Y.;  Berry, 
Tkcmame  4  Co.,  New  York,  N.  Y..  managers  suburban  N.  Y.; 
TnaewaiA  A  Cochran,  general  agents,  DaUais,  Tex.,  for  Tex.,  La. 
aod  Ark.;  E.  E.  Wrisitt,  speeial  agent.  New  OreleaDs,  La.,  for 
La.:  F.  C.  Hatfield,  State  agent,  and  Allan  H.  Dixon,  special 


are 


PHOENIX  UNDERWRITERS,  New  York. 

and  guaranteed  under  this  (itle  by  the  Phoenix  Assurance  of  London. 


PITTSBURG  UNDERWRITERS,  Pittsburg,  Pa. 

Geo.  R.  Davies,  Manager.   Organized.  1898. 
under  the  above  title  guaranteed  by  the  Allemannia,  the  Humboldt,  National-Ben  Franklin,  and  the  Teutonia  of 

The  following  tabulation  exhiluts  the  comlnned  statistics  of  the  constituent  companies. 


Cash 
Yaani    Aasets 


1915 
1914 
1913 
1912 
1911 


$7,764,624 
7.000.157 
7.732,467, 
7.562340! 
7.2781471 


Unearned 
Premiums 

S3,981,50oi 
4.038.777 
3.923.754 
3.757,754 
3.442.700 


Net  Cash 
Surplus 


11.663.655 
1.376.405 
1,749,770 
1,703,007 
1.717,190 


Cash 
Premiums 


f3,703,388i 
3.870,285' 
3.7.55.667, 
3.658.200' 
3.507.843 1 


Total 
Income 

$4,106,042 
4,253.888 
4.142,963 
4,036.184 
3.873.874 


Losses 
Paid 


12,064.179 
2,439.481 
1.995,994 
1,856.018 
1.886.808 


Dividends  j 

$138,000. 
208.000; 
270,074' 
270,000 1 
250.064 


Total  Ex- 
Expenses     penditures 


$1,731,053 
1,750,292 
1,601,852, 
1,622,0901 
1.543,5491 


$3,933,232 
4,397.773 
3.957.920 
3,748,108 
3.680.421 


Losses 
Incurred 

$1,990,408 
2,569.789 
1,946.993 
1,840,631 
1.893.708 


REPORTS  OF  FIRE  INSURANCE  COMI'AXIES. 

PROTECTOR  UNDERWRITERS  OF  HARTFORD,  CONN. 

m  mitd  vaiiB  Ihe  limyt  title  in  guinnt«al  by  the  PhiEDii  of  BirtTivd.  wluch  tw. 


PROVIDENCE  UNDERWRITERS  AGENCY,  Providence,  R.  I. 

An  ondawiitini  dqiarttieiil  of  the  ProridHin  WuhingtoD  of  Pniridran.  R.  I,  oliicli  ten 

PRUSSIAN  NATIONAL  UNDERWRITERS  AGENCY,  Chicago,    III. 

PolicJH  iHied  undv  Ihit  title  ire  (uuuUhI  by  lie  Pruaau  NUioul  of  Btcttiii.  which  hc. 


REPUBLIC  UNDERWRITERS,  Dallas,  Tex. 

0«.  W.  AI.  JaloButMuigtn.   OriudHd.  IMA. 
«  tin  ■boic  tilb  in  {uiiwtnd  b;  tlie  Aiutin  fin,  the  Ciminoiiweihh  Hrc  ud.  uue  IfiH.  the  lateritjold 


Tin 

DiUuT 

I.wtai»«III 

irsojDtd 

Froiwu 

Mnedfitpin 
Surrfui 

S?KSS 

Totil      , 
Inwnw 

"ST 

EHriikKll 

e:<pci» 

Totil  £i-  . 
j«dit»-. 

linand 

UU 
1013 

ll 

is, 

IS, 

t«9«.He 

•eo.ooo 

lii 

17B,B7* 

US 
£5! 

ROCHESTER  GERMAN   UNDERWRITERS,  Rochester,  N.  V. 

F.  W.  Jeimeei.  Miuicr:  J.  0.  Djt.  AKHut  MiufK. 


FoHoM  umd  under  tUi  title  an  (nvuteed  by  the  Oennu 
iBniu  of  New  Y<tk.  wliieh  m. 

FIELD  U'  .  1  I)  TERRITORY  COVERED:  J.H.  Boume. 
VMhlunt  :  "Aft..  Barton.  UiK.Iiir  MuL.  Me..  R.I. 
(DdN.H.iF      ..  ...m«uli«»t  for  Eut«ii  N.  V.ud  N.  J.. 

~ I  ho  F,  Btirf.  fitiitl  uent  Fhiliddi^Pi.. 

ii;td  D-  C.^  L.  Q.  Tooira,  epeeiil  uent,  oyr^ 
■    n  H.  Y.^  Riymosd   Wi]£oa.   State 


Hid  III.:  Th>  Lohmeycr-OoldBiitli-FinerKH  Co.,  Bosd  ueal^ 
ChitlnlaD  on  Kiuwlu.  W.  Vi.  It*  W.  Vi.;  P.  irFinEorState 


tut,  Cohimbaa:  H.  A.  Butik  StkM  ai 
T  Mich,  ud  Isd.:  W,  E.  Pip,  St^  >i 


b.  ud  Mo.;  W.  0».  TbiaiM,  MeU  ^Bt, 
■       ■     "        ~  -  Ci]dwen.lg5B 


RiohmoiidrVi.,  for  Vi_  N,  C„  ud  B.  C;  R.  T. 

Mtnt.  AtluM,  Ol,  for  Oi.  ind  Fh.;  ).  PrioMb  Onst.  incMl 
ifmt,  AtkntL  Ol,  for  Ak..  Mia..  Ky.  ud  Tmo.:  O.  S.  lUBtjr, 
nininlsidat.  Toronto,  OnU,  fn  Cvudi;  h.  L.  Uoyd.  Stit* 
Kent.  Dmta.  Col.,  for  Colo..  Ku..  Neb..  New  Uo.  ud  Wfo. 


ROYAL  UNDERWRITERS  AGENCY,  Chicago,  III. 

PolioM  m  iMwd  oiidir  tbii  (ill*  in  *  natrieted  tontvy  b<r  tho  Rq«1  af  Unrpool.  which  ■«. 

ST.  LAWRENCE  UNDERWRITERS,  Toronto,  Can. 

FoUel  iancd  n^  tUi  titb  ire  foaiutaed  by  tke  Wstoii  ol  Toronto.  wUoh  lee. 

SCOTCH  UNDERWRITERS,  San  Francisco,  Cal. 

Geo.  C,  Koidler,  ttimcer:  A.  C.  Okli.  AiMtut  Muufir. 
Pa&BeB  imed  nnds  the  ibon  title  ire  (uuutod  br  llw  Caledotiiin  cf  Edinburgh,  vhioh  im. 


STATE  INSURANCE  CO.  DEPARTMENT  OF  THE  PHOENIX  INS.  CO., 
HARTFORD,  Des  Moines,  la. 

Webb  M.  Elliott,  Muifa;  H.  A.  EHiott.  Aintut  Mina««. 
Policia  imKl  noder  Uiii  title  arc  (uannteed  by  the  Fbcmii  of  Hutfvd,  wUeli  mo. 


STUYVESANT  UNDERWRITERS,  New  York. 

id  br  the  Stuyrtiut  of  New  Ycrt,  whioh  an. 


SUN  UNDERWRITERS  AGENCY,  New  York. 

dtf  thia  tide  an  tnaraataed  by  tha  Bun  Inaujuca  Office  Loodoo.  whioh  aee. 
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UNITED   AMERICAN    UNDERWRITERS  -AGENCY   OF   THE   TWIN 

CITY  FIRE  INS.  CO.,  Minneapolis,  Minn. 

I  are  ginnnteed  by  the  Twin  City  Fire  of  Misacftpblia,  Mlmi.,  whieh  see. 


UNITED  STATES  UNDERWRITERS  POLICY,  New  York. 

Mda  lined  under  tbe  title  an  ondennittea  bgr  the  North  Bimr,  the  WiUaaebargh  (Stf  fin,  end  United  Stntei  File. 


WINNIPEG  FIRE  UNDERWRITERS  AGENCY.  New  York,  N.  Y. 

I  are  guaranteed  by  tbe  Home  of  New  York. 


WISCONSIN  UNDERWRITERS,  Milwaukee.  Wis. 

Niei«tnfaannteedbytheCoa«rdinFinarMilwMikee  Wm. 


LLOYDS  AND  RECIPROCAL 
UNDERWRITERS  ASSOCIATION 

Aside  from  the  Lloyds  and  inter4iiBuraDce  associations  located  in  New  YoHe  State,  and  which  are  required  to  fib  sworn  anooal  state- 
ments with  the  Insurance  Department,  there  are  relatively  few  such  associations  which  do  report  to  any  State  Insurance  Departnent 
Those  which  do  not  report  must  be  judged  in  accordance  with  the  character  and  past  record  of  their  managers,  in  eoajunetioii  with  the 
financial  standing  and  reputation  of  the  underwriters.  The  subscribers  usually  assuming  obligations  for  specified  amounts  in  adcfitioB 
to  any  initial  di^osits  whi^  the^  may  have  made—and  in  some  cases  assuming  an  unlimited  additional  liability— mmA  deiwD^  apoQ 
the  responsitnlit^  of  the  underwriters,  as  well  as  upon  their  punctuality  in  meeting  oUigatioos.  As  tiie  liability  assumed  is  UKfiridnal. 
and  not  joint  (with  one  or  two  exceptions),  it  is  essential  to  the  value  of  a  policy  in  its  entirety  that  each  and  every  underwriter  aubserifaiag 
thereto  shall  be  good  for  his  share  of  the  amregate  insurance;  for  if  one  underwriter  proves  to  be  unable  to  pay  his  share,  it  cannot  be 
recovered  from  the  others.  The  character  of  the  management  also  counts  for  a  great  deal  in  estimating  the  value  ci  a  Uinrds  poKey;  for, 
although  the  Lloyds  may  have  a  strong  list  of  underwriters  a  reckless  or  ^ungin^  manager  may  involve  the  concern  so  oeepty  in  losses 
that  the  latter  would  greatly  exceed  the  maximum  liability  of  the  underwriters,  with  eonsequcnt  loss  to  the  insured.  In  tiie  past.  Uoyds 
policies  have  been  sold  whose  underwriters  were,  in  some  cases,  found  to  be  transient  occupants  of  cheap  lodging  houses,  iroo  ebeerfaUy 
aswimad  an  unlimited  future  liability  for  a  five-dollar  bill  in  hand,  and  would  throw  in  an  affidavit  that  the  subscriber  was  wortii  one  milfion 
dollars!  Some  of  the  "securities"  claimed  by  certain  fraudulent  concerns  had  as  little  tangible  value  as  the 


affidavits  referred  to. 
matters  are  merely  cited  to  indicate  the  importance  of  investigating  the  character  and  standing  of  Llosrds  associations  and  companies  be> 
fore  accepting  ana  relying  upon  their  policy  contracts.  Then  are  Lloyds  and  inter-insurance  associations  m  business  to-da:^  which  have 
long  and  honorable  records,  and  whose  policies  may  be  accepted  with  confidence.  Careful  discrimination  should  be  exercised  between 
sucA  associations  and  those  which  may  be  classed  as  totally  irresponsible,  or  those  which  habitually  sade  their  loss  payments. 

In  a  letter  dated  Deoembv  28,  1916,  the  Gommisrioner  of  Insurance  and  Banking  of  Texas  stated  that  "no  inter-msuranoe  or  reeip- 
rocat  association  has  been  licensed  nor  any  manager,  agent  or  other  representative  thereof  has  been  licensed  lathis  Department  this  jrear. 
We  are  therefore  unable  to  furnish  you  the  name  of  any  representative  of  such  concerns  which  have  authority  to  represent  these  eooeeras 
under  a  license  from  this  Department." 

ALLIED  UNDERWRITERS  AT  NEW  YORK  AND  CHICAGO  LLOYDS, 

New  York 

Attorney.  E.  A.  G.  Intemann.  Jr.,  51  Sixth  Ave.    Organised,  1882. 


YiabI    Assets 


1915 
1914 
1913 
1912 
1911 


$22,286 
19.164 
18.553 
17,055 
13.951 


Unearned  [ 
Premiums 

f3,205 
3,169 
3.217 
3.083 
3.424 


Surphisas 
to  F2h'rs 

112,564 
9,427 
8.542 
5.802 
8.165 


Net       I 
Plremiums  ' 

16,401! 
6,313 
6,418 
6,168. 
6.848 


Total 
Income     ' 


Losses  ,  ToUl  Ex- 

Ptiid         Dividends      Expenses   |  penditures 


17.209 
7.108 
7.204 
6,789 

$7,886 


$5751 

3.060, 

364 

364 

381 


11.6251 
1.000 
61,469 
61.177 
a9.384 


$2,358 
2.361 
3,540 
2,143 
2.600 


$4,558 
6,421 
6.373 
3.684 

tl2.365 


Looes 
Incurred 


$5«7 

3.060 

364 

364 

371 


SExcludin^  $1,550  deposited  by  underwriters.        (Excluding  $14,600  deposits  returned  to  inderwritera. 
lated  profits  withdrawn  in  1910.       6Includes  payments  to  retiring  underwriters. 


aUnderwriters  accumu- 


Abbetii,  Die.  31. 1915. 

Mortgage  loans $13,000 

Bonds  and  stocks . . .  5.700 

Cash 2.991 

Agents'  balances ....  339 

Interest 256 


LiABiUTiis,  Dae 

Unearned  prems... 
Other  Habuities. . . 

Total  liabilities.. 
Undrs.  deposits. . . 
Surplus 


31,  1915. 

$3,205 
267 


$3,472 

6.200 

12.564 


Total  assets $22,286       Total $22,286 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$912,132;  premiums  thereon.  $6,427. 

BUSINESS  SINCE  1906:  Premiums  received,  $63,092;  losses 
paid.  $9,837;  dividends  declared,  cash,  $8,503. 

MORTGAGE  LOANS:  Two  loans  of  $2,500  each,  and  one  of 
$2,000  are  on  properties  on  Chestnut  st.,  near  Atlantic  ave..  Brook- 
lyn, valued  respectively  at  $5,400,  $4,700  and  $4,200:  one  of  $3,500 
is  on  northeast  cor.  Chestnut  and  Pierce  sts..  Richmond  Hill, 
N.  Y..  valued  at  $7,800;  one  of  $2,500  is  on  property  on  Ward 
St.  (Queens),  near  Mill  st.,  valued  at  $4,400. 

MISCELLANEOUS:  Formed  as  Spanish-American  Under- 
writers; changed  to  New  York  and  Chicago  Lloyds  in  1890; 
present  title  adopted  in  December,  1901.    Confla^tion  losses: 


Baltimore.  1904,  $3,450.  A  receiver  wv  appointed  in  IMS  for 
the  firm  of  Boughan  A  Co.,  which  previously  managed  this  Lloyds. 
The  firm  was  composed  of  Ben.  A.  Boughan  and  t^vid  F.  Cstsev. 
A  receiver  was  also  appointed  for  the  Lloyds.  In  1906.  this  Uoyds 
passed  under  the  management  of  E.  A.  G.  Intemann,  Jr. 

UNDERWRITERS:  There  are  25  underwriters,  who  are 
respectively  liaUe  for  thdr  proportions  of  risks  written.  E. 
A.  G.  Intemann,  Sr.,  Navesink  ave..  Highlands,  N.  J.:  O.  J. 
Martens,  915  Prospect  ave..  N.  Y.;  P.  F.  Klinck.  3903  Farracut  rd. 
Brooklyn;  Wm.  F.  Haase,  1441  E.  27th  St..  Brooklyn;  John  Biuns. 
1319  Ward  st.,  Richmond  Hill.  N.  Y.:  John  Schumaeber.  600 
Eastern  Parkway,  Brooklyn;  H.  L.  Holsten,  1906  8rd  ave..  N. 
Y.;  Henry  Kahrs,  1454  3rd  ave.,  N.  Y.;  J.  Henry  Cordea.  419 
9th  ave.,  N.  Y.;  J.  H.  Paradieae.  288  E.  20l8t  St..  N.  Y.;  Henry 
Lohden.  249  Mt.  Hope  pbce.  N.  Y.;  J.  D.  Scheffer.  2018  Dor- 
chester rd..  Brooklyn;  Henry  B.  Thoele.  1332  Spruce  St.,  Rich- 
mond mil.  N.  Y.;  Christ  Pape.  916  E.  176th  st..  N.  Y.;  Martin 
Detjen.  415  E.  146th  St..  N.  V.;  esUte  of  Henry  Mart«na.  915 
Prospect  ave.,  N.  Y.;  Chas.  Plump.  836  Pavonia  ave.,  Jersey  City; 
A.  B.  Schmidt.  483  4th  st..  Brooklyn;  Fred  Markoff.  1 19  Chestnut 
St..  Brooklyn;  Henry  Tiedemann,  250  Kinston  ave..  Brooklyn: 
Henry  Luca,  521  Dekalb  ave..  Brooklj'n;  Peter  Eckhoff.  1791 
Amsterdam  ave.,  N.  Y.;  J.  H.  Heitmann,  2975  3rd  ave..  N.  Y.; 
J.  F.  Gavenda,  148  2d  ave.,  N.  Y.;  Henry  Pestrup,  292  Central 
ave.,  Brooklyn 


ALPHA  RECIPROCAL  UNDERWRITERS,  St.  Joseph,  Mo. 

Robert  Winning,  Attorney  and  Manager. 


This  association  was  reported  to  have  commenced  business  in 
1913.  It  confines  its  operations  to  St.  Joseph,  Mo.,  and  writes  fire 
insurances  on  all  classes  of  mercantile  risks.     The  maximum 


amount  written  on  any  one  risk  is  $10,000  on  sprinklered  prop- 
erties and  $5,000  on  non-sprinklered.  No  financial  statemeat 
was  forthcoming  from  the  company,  though  requested. 


Yi4B     Assets 


1015 
1914 
1913 
1912 
1911 


AMERICAN   EXCHANGE  UNDERWRITERS,  New  York. 

Attorneys  and  Managers.  Weed  &  Kennedy.  123-133  William  St.    Organised.  1892. 


$571,320 
498,081 
428.435 
342.342 
259.613 


Unearned 
Pivmhims 


$65,268 
46,633 
59.569 
50.045 
44.779 


Net 
Surphis 


$475,817 
450.266 
359.404 
277,343 
214.235 


Net 
IVemhims 


Total 
Income 


$111,768 

98.902 

124.611 

104.038 

93.»01 


$132,611 
116.932 
139.516 
114.586 
101.040 


1^  WffW^ff 

Paid 


Profits 
Returned 


$7,071 

10.847 

833 

4,637 

29.040 


Expenses 


$19,307 
18,196 
21.130 
16.823 
15.284 


Total  Ex- 
penditures 


$86,137 
49.128 
47.658 
26.507 
52.110 


Incurred 
IMTS 

tjaot 
8,393 
4,537 

29.140 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


373 


AMERICAN  EXCHANGE  UNDERWRITERS.  New  York,— Coi»it«««<<. 


Dk.  3],  1915. 


1460370 

99,466 

6,7M 

4.809 


LiABiLim,  Dae.  31, 1915. 

Losses  onpMd 113 

Unearned  prems. . . .  55,268 

Dtw  mbaerilMra. . . .  35,107 

Otberliabilitia....  5.190 


Total  Ibbilities...      106.578 
Surplus 475.817 


Tstel 


1571,395       Total 6571,875 


BIHS  AND  PREMIUIIS:   Fire  riaks  in  fosee^ 
SlMrai6S8:  pfcnioBB  thevBOD,  6110.536. 

BOBIHBBS  BXHGB  OBOANIZANION: 
11,481,789;  kisBes  paid.  1816.481. 


81. 


BONDS  OWNED: 

N.T.  City.  1958. 4% 

N.Y.C.,1967.4H% 

N.T.C,  1963. 4H% 

N.  Y.  C,  1059, 4% 

N.T.C.,19M,3H% 

N.  T.  C  1916.  6% 

N.  Y.  TL,  1936.  4^% 

DsL  4  Hod.,  1943, 4% 

Ok.  NartiMm.  1961,  4^%, 

LaosL  k  Kaah.  (A.  K.  k  C.).  1955, 4% 

Jaa&  Frak.  *  Ckar.,  1959. 4% 

N.  P, Gl.  N.,  C.  B.  k  Q,  1921,  4%. . . 

Unaa  Fte..  3008. 4% 

Cly^  U.kStP^  cv..  1982. 4M% 

State  of  N.  Y..  highway.  1981, 4% 

State  of  N.  Y.,  Btfbe  CD.,  1945, 4H%- 


Fkr 
Value. 

isaooo 

70.000 

35.000 

50,000 

5,000 

2.000 
25.000 
20l000 
15.000 
25,000 
15.000 
40.000 
36,000 
45.000 
25.000 
25.000 


Market 

Value. 
$29,475 
74.375 
37.188 
49.125 
4.375 
2.045 
24.563 
19,250 
14.926 
21,875 
13,800 
39,200 
31,588 
46,575 
25.625 
26312 


TBtab  (book  vahie.  8467.806) 6462,000      1460,295 


MISCELLANEOUS:    Formed  as  Lkyyds  of  New  York  City 
i  Sepiember,  189%  nnne  changed  in  1906  to  M^jestio  Fire  Asso- 
Btiaii.  preaent  title  aiaimied  Deoonber  20,  1906.    Tbb  associa- 
sneed  basbtas  on  the  inter-insaranoe  plaa  on  Novem- 
ber 31,  1905.   OaJy  sprinklered  risks  are  aeeepted.  the  m^ritn^fm 
Bat  on  eadi  risk  being  one^oorth  of  the  total  liability  of  each 
Ekpsoses  are  Ixnated  to  15  per  eent.   No  dq^osits  are 
tmuired  to  be  made  by  onderwriten.   largest  sura  written 
OB  ft  Biiide  ride,  8360.000. 


TRUSTEES:  Wm.  T.  Erans.  Louis  Stewart,  H.  A.  Weatherbee. 

UNDERWRITERS:  Mills  k  Gibb.  Stem  Brothers,  Lord  * 
l^^er,  Jamea  McOeery  *  Co..  Miaer  Bros..  J.  Kridel.  Sons  k 
Oa.,  Jaofees  H.  Dnaham  k  Co..  Leafaer.  Whitman  k  Co..  H.  A. 
C^eaar  *  Cow.  J.  E.  linde  Paper  Co..  Amoki,  Constable  k  Co.. 
f^aoklin  SmoD  4  Co.,  Kranieh  *  Baeh.  Hicks.  Arnold  Weatherbee. 
W.  H.  MeElwun  Co.,  McGibbon  k  Co^  Longmans,  Green  k  Co., 
niMia  L.  LiiaML  L.  ami  E.  Stem,  Thereae  Browning.  Qolden- 
fasm  Brga.  k  Co^  Bloomngdale  Bros.,  Lehn  k  Fiak,  Susquehanna 
aik  iOa,  J.  H.  Thorp  k  Co.,  Downing,  Clark  k  Co.,  Geo.  Bone- 
Udt  k  Co..  Ronia.  Feet  Co.,  L.  Ent<m  k  Bro.,  C.  G.  Gunther'a 
Soaa.  New  York  City:  John  E.  Hurst  k  Co.,  Daniel  Miller  Co., 
SeUoM  Bros,  k  Co.,  Strauss  Brothers.  Strouse  k  Brothers.  Frank 


Realty  k  InTestmeat  Co.,  Jaoob  Epstem  et  al..  Sharp  k  Dafame» 
L.  Greif  k  Bro.,  Biigham,  Hopkins  Co.,  Stewart  k  Cq^  Hutaler 
Bros.  Co.,  The  R.  M.  Sutton  Co.,  BaUinore;  Mitehell  Woodboiy 
k  Con  F.  H.  Gilson  Co..  Jordon,  Marsh  Co..  Boston:  Balch,  Pn» 
k  Co.,  Frederiek  Loeser  k  Co..  Ernest  J.  Haaford,  H.  Batter- 
man  Co..  Abraham  k  Straus.  BnxAJlyn:  The  Wm.  Hengerer  Co.* 
J.  N.  Adam  k  Co..  Adam,  Meldrum  «  Anderson  Co.,  Buffalo: 
Carson.  Fine.  Soott  k  Co.  (2).  Kelfegg  Switehboacd  Co..  Maodal 
Brothers.  Strauss  Brothers.  The  Fair,  Chicago;  The  John  ShiDita 
Co..  Cincinnati;  The  Sherwin-Williams  Co.,  The  Bailey  Co... 
The  Highbee  Co.,  Clevekad;  Sanger  Bros.,  DaUas  Coffin  Co^ 
DaSas;  The  Lowe  Brae.  Co.,  Dayton;  The  J.  L.  Hudaon  Co.,. 
Detrtnt.  Manhall  Wells  Hardware  Co.,  Duluth;  W.  C.  Strmfiiib 
Fort  Worth;  Grand  Rapids  EefrieefaAer  Co.,  C.  H.  k  FrSl 
Leonard,  Grand  Raiuds;  Jersey  City  Priating  Co.,  Jersey  CHv; 
Brown,  Thcunson  k  Co.,  Hartford;  The  Jones  Stove  Co.,  Smitii, 
MeCord  Townsend  Dry  Goods  Co..  Geo.  B.  Peek  Diy  Goods 
Co..  Ksiwas  City;  A.  Hamburgor  k  Sons.  J.  W.  Robiasan  Co^ 
Los  Angeles;  Stewart  Dry  Goods  Co..  Louisville;  A  E.  littte 
k  Co..  Lynn;  Stratton-Warren  Hardware  Co..  Mem]^  Furniture 
Mig.  Co.,  Memphis;  Dayton  Co^  Powera  MereaatilB  Co.,  Min- 
neapoUs  Dry  Goods  Co.,  Minneapolis;  Montgomery  Fair.  Mont- 
nmcry.  Ala.;  fflwrwin-WiUiams  Co.,  Canada,  Ltd.,  Alphonw 
Radne,  Ltd.,  Montreal;  Herman  Bros..  lindaner  k  Co.,  M.& 
k  L.  Lebeck,  Neely.  Harwell  k  Co.,  Gray  k  Dudley  Haidwiit 
Co..  J.  S.  Reeves  k  Co.,  Nashville;  Hahne  k  Co..  Newark;  D.  H. 
Hohaes  k  Co..  Ltd.,  Wm.  Hendenon,  New  Orleans:  The  A  B. 
Cbaae  Co..  Norwalk.  O.;  Hayden  Brotners,  F.  P.  Kirkendall 
k  Co..  Wright  k  Wilhdmy  Co.,  Omaha;  Lit  Brothers,  Gimbol 
Brothers,  C.  F.  Rumpp  k  Sons,  S.  B.  k  B.  W.  Fhttscher,  Straw- 
bridge  k  Clothier,  JoelBaily  Davis  Co.,  Phibdelphia:  H.  Childs 
k  Co.,  Kaufmann  Dept.  Stores,  Inc.,  McCrecry  k  Co.,  Pittsburg; 
Luck^.  Flatt  k  Co..  Pouohkeepsie;  Callender,  McAuslan  k  Troup 
Co.,  The  Shei^erd  Co.,  Providence,  Dives.  Pomeroy  k  Stewart. 
Lord  k  Gage,  Reading,  Pa.;  L.  P.  Roas  Co.,  Sibley  Lindsay  k 
Curr  Co.,  Rochester;  Weinstook,  Luhin  k  Co.,  Sacramento; 
Hale  Bros.,  Inc.,  H.  8.  Crocker  Co..  San  Francisco;  The  Mareton^ 
Co..  Sbtn  Diego:  Wheeler  k  Motter  Mercantile  Co^  St.  Joseph; 
Riee-Stix  Dry  Goods  Co.,  Emmons  Warehouse  Co.,  Stix,  Baiera-. 
k  Fuller  Dry  Goods  Co..  Emmons  Hardware  Co.,  L.  Henog  k 
Bro.,  Dry  Goods  Co.,  St.  Louis  Coffin  Co.,  Seruggs-Vandervoort-. 
Barney  Dry  Goods  Co.,  The  May  Dept.  Stares  Co.,  St.  Louist 
E.  W.  Edwards  k  Son,  Syracuse;  The  Lasalle  k  Koch  Co.,  Tha 
Cohen,  FriedlaDder,  Martin  Co..  The  Leon  Dry  Gooda  Co., 
Toledo;  Joan  C.  Eaton  (The  T.  Eaton  Co.).  The  Lymao  Braa. 
k  Co.,  Toronto:  Sannr  Bros..  Wsco,  S.  Kann.  Sons  k  Ck>.,  Parker 
Bridget  k  Co.,  Woodward  k  Lothrop,  Lansborgh  k  Bro.,  Wash- 
ington; John  C.  Eaton  (The  T.  Eaton  Co.).  Marshall-Wells 
mrdware  Co.,  Winnipctt;  Calhoun,  Bobbins  k  Co.,  Walter 
Emnierich  k  Co.,  New  York;  W.  H.  Browning  (Browning.  Eing 
k  Co.).  New  York;  John  S.  Brittain  Dry  Goods  Co..  St.  Joseph; 
Carson.  Pine,  Scott  ft  Co..  (retail),  CHiicago;  John  C.  Eaton  (T. 
Eaton  Co.),  Annex,  Toronto;  RevUlon  Frarea.  New  York  City; 
T.  M.  Sinclair  k  Co.,  Cedar  Rapids.  la.;  Brunswig  Drug  Co. 
Los  Angeles:  P.  P.  Martin  k  Co.,  Montreal;  J.  Baeon  k  Ses, 
Louisville;  E.  W.  Edwards  k  Son.  Rochester,  Levis-Zirkoski  Mer- 
cantile Co.,  St.  Louis,  Seattle  Dry  (3ooda  Co.,  The  Mao-DoogaU 
k  Southwick  Co.,  Seattle,  Wash.  The  three  faibwing  namad 
underwriten  are  UaUe  for  a  maTJmimi  sum  of  61,000  eadi;  Saul. 
R.  Weed,  New  York;  Joseph  S.  Irving,  New  York;  Ralph  M. 
Stauffen,  New  York. 


AMERICAN   INDEMNITY  EXCHANGE,  San  Diego,  Cal. 

Attorney-in-Fact.  Union  and  Investment  Mortgage  Co.    Organised.  1915. 


propaty 


orgaaised  ia  1916  and  fieenaed  by  the  Oal- 
it  to  write  fire,  theft,  oollisioB  and 

attomey-in- 


_^ OB  automobiles.     The 

30%  of  the  annual  premiums  for  expenses. 


ey 
B 


USK 


ness  is  written  at  66^%  of  tariff  rates.    Maximum  single  riik 
written  is  63,000.  ^^ 

ADVISORY  COMMITTEE,    JohnS.  Ackerman,  Jarvis  L. 
Dayle,  &ny  R.  Bledsoe. 


UNDERWRITERS  AT  AMERICAN  LLOYDS,  New  York. 

Attorneys.  Hall  k  Trowbridge.  80  Maiden  Lane.    Organised,  1890. 


Unearned 

Surplus  as 
to  P'yh're 

6500,997 

Net 

Aaeta 

Premiums 

Pk^miums 

S809.142 

6169,798 

6223.654, 

099.279 

173.806 

584.553 

243.3 16  > 

805,744 

171.597 

605,590 

243.909 

926,306 

159,033 

753,044 

266,582 

1.016,788 

143.776 

839.316 

259,384! 

Total      I 
Income 

•6267,387 

295,996 

•279,649 

•320,0811 

♦295,020 


Losses 
Paid 


663,854 

56.339, 

115.2761 

122,578 1 

98,443' 


Dividends  I 

t651,134! 
54.699 
53,763 
54.623 

54.987! 


I  Total  Ex- 
Expenses      penditores 


697,521 

99.750 

101,919 

103.135 

97,734 


{6212.509 
1209.788 
1270.958 
$280,336 
t251,164 


Losses 
Ineurrsd 


•Exdoifing  deposits  of  subscribers. 


lExchiding  payments  to  retiring  subscribers. 


667,506 
77,762 
115,395 
100,774 
117,330 
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UNDERWRITERS  AT  AMERICAN  LLOYDS,  New  Vork.-CoTitinutd. 

B.  Dk.  31,  Hit.  Ijuiunaa.  Dtc.  31,  Ifllt.      | 

lltodB...     t7S2.7ST    LoHU 


jfiHM    L/uenncnHn.. ..  74.75B 

T.Wfi    Otbcrlitlilitis. ...  4,600 

taK.tM       Tot^UtbitiUa...  t2T4.IH 

KMl    Unden. depoaU  ...  KH.0OD  ' 

SurjilM S00.M7 

tMS.Ul       Tatil USl.lM 


tHT.tU. 

BONDS  OWNED: 


Ftr  Mirket 


EiMtCo.PiHc,  N.J 

Ton3iito,Oiii.,  l»a.l% 

BrotWyiu  EmI  Bivrr  he.,  1B37. 8M%. ..  WOOO 

NewVorVi-i'v  1U-.NU1  :•", 1*0,000 


VtllH. 

130.000 
25,000 

£0.000 
21,900 


Vdiw. 

W.tm 
:e.7so 


LKkiinniu,  Si,  L.  <?v.,  IRIS,  1%. . . 
TMifa  (Mk  nbe,  tSU.Ml) 


211.000         20.U0 


$8 1 1. 900      VMM 


UISCELLAHEOnB:    Tia 
tebntMnDSBiipoDqniikk..- _, 

noaOOO  M  M  d>[Brit  with  tba  N»  Ycrt  Lih  iBunim  A  Tnut 
Ol,  ■*  triMlM^  tor  tlu  pntoedon  of  policyboldsi.    Euh  i 

■riW  MDBH  ■  lUiUHr  d  tio-vr 
'     ■■     -    -  ■  "  1,  raooi. 


writM  flrv  uid  ipriol 

3rk  Uhr  iDumicB  A  Tr 

.„  , policyboldsi.    Euh  ii 

a.lUiUHr  irf  110.000  on  EKh  ind  naj  a 


UNDER  WRITERS: 


Conflicrt- 


Ftuk  A.  VBuMip.  jm.  Nit.  Qtr  Buk.  N.  Y 

B>^  a  PdBMT.  KM.  ot  Uk  N.  J.  Zinc  Co..  N.  y    . 

DsTidB.W>Iloii.ofD.B.W>ltai*Co.,tl.Y 

Johtt  N.  B«l^  pcM.  Lonb  Coun  Bld(.  Con.  N,  Y . 
AwinwB.  Wdlm<<Fi(bga«  W..  Sptu^dd.  Mw. 
Wilts  Cdtaodar.  al  CilkniW.  MoAialu  A  Troup 


10.DOO 

laooo  ' 

l&OOO 


SunnI  W.  Woadmrd,  at  Woodnrd  t  Uthrop,  i 

Cnunlion.  WuUuloa,  D.  C 

Chu.  jTFcilliHr.  ofMinir.  Cloa  k  Co.  Inc,  N.  Y. 
Williim  W.  Uwmn.  m.  Nitioail  Lsd  Co.  N.  Y. 

Winkm  J.  adtt.  of  Jacob  Adkt  *  Co.  H.  ¥ 

ChuD.  AnutroBf.  AnHni«C«k.FilUburt 

Erickno  FmUb^E.  FwUm  k  Co.  Rocbntw. . . . 

Jolm  D.  Urim, jnL  Uitin  Co.  fiuSilo.  N.  Y 

Hirviy  CUkla.  lu  of  B.  CUUi  A  Co.  Pfttibiirc,  Fk 

Ludiii  N.  littua,  of  littuw  Bn,  N.  Y 

FeUiPuM,ofL.B*mben(r*Co.Nmik.N.J.... 
Jonpb  E.  BrowD.  of  BliluBroL  A  Co- N.  Y.  ud  Bo. 

UUAbKoUoatofKelkaEARoKN.r 

SuDud  SIcu,  nnfnL  Fimm  Lou  «  T.  N.  Y. . . 

WUIbm  R.  HiMlb  •kfr.fnt.  UridD  Co.  N.  T 

Jh.  Q.  Johuoa.  of  Jii.  G.  Johaigii  k  Go.  i  eocp. 

N.Y,_ r^ 

Leo.  H.  Wk  of  WiH  BniL.  N.  Y.  ind  BiltiiiKn. . . . 

Hmrr  A.  abmis.  iia.  ShswIii-WiUiinia.  G«n 

T,  How*  Cliilik.  2d  T,-p.  Cokuiil  SUiL  ntt^urc. . . 
Wm.  P.Aldrii!l>.ofWort)>uAAldriijh 

Henry  BohL  Jr..  of  Bonti  i  BuU,  Flttiburf.  I^. . . . . 

En^sne  8.  nke,  CUdfo.  Ill 

Wm.  E.  Mitbewi,  jxa.  Mittbewi  Uioc  Ltd.  BaU. 

T}uaiuDiami.i6'W.'TM'tCii.'Y. '.'.'.'.'.'.'.'.'.'.'..'. 
Eiuniw  V.  Coniwtt.  Jr.  of  E.  V.  Ccumett  *  Co.  N.  Y. 

JoluiB.  ButplHa,ofautplieDAMeT(r,  N.Y 

Theo.  B.  Dt  Viiuiii.  pn.  The  Do  Viiino  Pkm,  N.  Y.. 
Alhro  J.  Novton.  ino.  Albro  J.  Nowtoi  Co.  BUja. . 

WllliimH.Butta.  l«W.2mi>.N.Y 

HeoirA.Cum,  of  H.A,Ci(iiirftCo.N.7 

EdwirdE.Rill.orE.  E.  HillACo.  N.Y 

Buiy  i.  O'Brien,  inmnmc  Cliieua,  lU. . . 
Andmr  M.  Cooper,  T.-p.  Howlind  Diy  Gooc 

pvt,  Conn 

Chirls  F.  Miller,  pr«.  Hizmlton  Witfh.  lAneuts. . 

Tberon  McCimpbOl.  pna.  Home  Pittn,  N.  7 

E.  A.  Ridhud.  BO  W.  WKh  «l.  N.  Y 

T.  F.  Vielor,  of  Prad'k  y-ietor  i  Acbelii.  Hew  Yirt . . 
Budolph  Eitdloh.  p.  Di«brhoff,  Rifflos  k  Co.N.7. 
Chvlee  C.  BiUuirne,  i,-p.  Shenrin-WilBuK  MoBtl 
Emeit  I.  Hinftrd.  T.-p.  Fredl.  Loner  4  Co.  BroiA- 

lyn,N.Y 

Duid  P.  Moree.  of  Motk  k  Rocn,  N.  Y 

Pe(0  T,  Witt,  of  Witt  *  Sti^  UncMlv,  Pi 

Hicki  A.W«therbee.pra.Anold  Cannibli  k  Cojoe. 


TBRBTTORY  COVERED:  The  Amoicu  Uojib 
to  ojwiM  in  lU-  MiM.  MinD.  Mo,  N.  J.  Fi,  fl 
Cinidi  ind  H.  Y.  and  Gh*  renirli  unaillT  vitli  lb 
!  tboM  Btata  ud  N.  Y. 


AMERICAN   INTER-INSURANCE   EXCHANGE,  Kansas  City.  Mo. 

Attonioy.  Oeo.  C.  E 


ASSETS  DEC.  II,  ll>lI,tH,3S0:  uneiRwl mnih 
Mt  nrplui,  HtJH?;  BiuiHii  during  1011,  premiumi  imim. 
tl73H:  toMI  inecae  (27.020;  towe  piid,  M.Ml;  mloned  to       .^. 
poGcy  holders  11,034;  eipenM.t7,M0;totileipenditurei.t]&a  15.   . 

nREBI8K8iDft™DBt.31.  12,102,310:  premiumilhereon.       C 'b1L^Si5^'n'°SiIE iSSw 
t!'-3M-  gubun  a  lioeued  in  in    Mioa    I 

BUSINESS  SINCE  ORQANIZATION.    FNnuumi  nee(?ed. 
)H,SOO;  loMH  piid.  tl2.UT;  cHh  »Tiii«>  ^tDI^l^l,  |S,2§a.  I 


at  Philita  W.  Orim  K 
PrisiBdB.J.Ha.  1 
..  Fi.  lod  WiL 


ASSURANCE  UNDERWRITERS  OF  AMERICA,  New  York. 

Yiu 

jaria      Pnmgiii,  |    8.^      FnoJin, 

Totil           L»H 
iKtme           Piid       ,  Dtrldadi      EqnH  ' 

m^i^s^ 

l!1 

If        "jl       •"       •■; 

^1    i   »    » 

tl2| Vt 

H 

i!i 

w» 
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ASSURANCE  UNDERWRITERS  OF  AMERICA,  New  York.^-Continued. 


MISCELLANBOUS:  From  1892  to  1897  thk  Lloyds  wm 
under  tbe  aetrre  xuiaeement  of  R.  C.  Rathbone  ft  son,  who 
than  orgBinaed  the  Aauranee  Compnny  of  Amoriea  to  take  over  ita 
In  190a  the  "eherter"  peaed  to  F.  M.  PerkBt.  formeriy 
of  the  CitiaenB  Iimiranee  Co.  of  New  York,  who  tbare- 

Ha  alfuTB.    In  September.  1904,  it  niiMared  ite 

TiiBiiimklcnd  inka  in  the  Jefferson  Fire  k  Marine,  of  Richmond. 
In  1910  the  charter  was  sold  by  Frank  M.Fkrker  to  Vincent  R. 


Sebenek  and  was  later  acquired  by  the  present  naderwritcn. 
liability  of  subscribers  is  unlimited.  Conliaintkn  losses:  Bal- 
timore, 1904.  810,776;  San  Fraadsoo.  1908,  no  Urn, 

UNDERWRITERS:  Chas.  D.  Franks,  Joseph  C.  Hughsa. 
Percy  S.  Mallett,  Raymond  T.  Marshall,  Chas.  E.  Pwk,  Wm.  A. 
Prime.  Chas.  Sayles.  H.  N.  Townsend,  W.  O.  WOoos,  Chaa.  F. 
Wreaks. 


AUTOMOBILE  INDEMNITY  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Managers,  T.  H.  Mastin  k  Co. 


IVa  iDter-inBaranoe  exchange  began  business  in  June,  1908, 
and  writes  aofeomobile  liability  property  damage,  fire,  theft  and 
ooffisioalineaonaataDobilea.   It  aeems  to  be  a  reliable  bureau  of 


good  repute.   The  attorneys  fees  are  limited  to  25%  of  premiun 
receipts. 


AUTO  OWNERS  FIRE  PROTECTION  EXCHANGE,  Kankakee,  111. 

April  1, 1915.    The  company  reports  that  it  now  has  about  $2,000,000  of  insurance  in  force  and  over 


2100niembeni. 


AUTOMOBILE  OWNERS  INDEMNITY  EXCHANGE,   Philadelphia,   Pa. 

President,  R.  J.  Mullen;  Secretary.  Myles  Higgins. 

This  ^^'^^gF*  was  Gcensed  in  1914  by  the  Pennsylvania  Ins.  Dept.  but  did  not  begin  operatioDs  till  April.  1915.  It  transacts  afire, 
tbsft  and  ooffisson  insurance  on  automobiles.  The  Attorney-in-fact  and  Manager  is  the  Exchange  Operators,  Inc.,  a  110.000  corporation 
whaehreoelvaa  25%  of  the  annual  premram  to  cover  the  entire  expensss.  Its  assets  as  of  Dec.  31. 1915,  were  $39,890;  reinmrance  ressrra, 
ISSwOOO;  aarpios.  $14,890. 


AUTOMOBILE  RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 


Att<urney  and  Manager.  E.  G.  Trimble. 


TUs  inter-inanranoe  exchange  was  formerly  operated  at  Hous- 
too.  Tec  under  the  management  of  E.  G.  Trimble,  J.  R.  Young 
and  E.  L.  FeOEer.  It »  not  operated  as  a  separate  exchange  but  as 
a  departmeot  of  the  Employers  Indemnity  Exchange,  accepting 


risks  on  private  automobiles.  As  of  Dec.  31.  1915,  the  Employers 
Indemnity  Exchange  had  assets  of  $506,130  and  a  surphis  of 
$407,206. 


AUTOMOBILE  UNDERWRITERS  OF  AMERICA,  San  Antonio,  Tex. 

Manager.  Van  A.  Webster.  Estobliahed,  1910. 

known  to  an  automoUle,  including  fire,  theft,  coUisbn,  property 
damage  and  personal  liability.  The  liability  of  members  is  one 
annuu  premiimi.  The  manager's  charge  is  15%.  including  office 
expense.   50%  of  {vemium  deposits  were  refunded  last  year. 


This  aoBoeintion  was  organised  to  insure  automobiles  on  the 
inleiHuauianee  plan.  Van  A.  Webster  also  manages  the  Common- 
wealth Underwriters  of  Sbn  AnUMiio,  Tex.,  and  the  Southern  Under- 
wrifess  of  San  Antonio,  Tex.  Under  date  of  Jan.  27.  1916,  the 
advised  os  that  the  association  was  writing  every  haaard 


BAKERS  RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Manager,  Bruce  Dodson,  Sharp  Building.   Organised,  1911. 


is  an  interHnsnranee  association  managed  by  Bruce  Dodson 
a  department  of  the  Reciprocal  Exchange,  Kansas  City,  Mo., 
The  above  exchange,  together  with  the  Launderars 


and  Publishers  are  grouped  in  one  class  at  the  Reciprocal  Exchange 
and  then  oombinea.  Statement  is  given  under  Publishers  Recip- 
rocal Exchange,  Kansas  City,  Mo. 


BANKERS  INTER-INSURANCE  ALLIANCE  OF  AMERICA, 

Kansas  City,  Mo. 

Attorneys  and  Managers.  B.  H.  McGarrcy  k  Co.,  Midland  Bldg.   Established,  1900. 


This  is  an  inter-insurance  exchange;  it  writes  only  brick  and 
atone  bank  prupertiea  or  thooe  of  ecpul  fire  resisting  construe- 
lion,  sad  the  "**^""""  line  on  one  risk  is  $5,000  and  in  any  one 
bkxk,  9&JIX0.  It  has  over  500  members.  Tariff  rates  are  used 
and  savBOB  are  retuiUfcd  to  members.  The  association  maintuns 
a  reservwrand  and  Umits  its  expenses  to  25%  of  members'  annual 


premium  deposits.  Late  in  1914  it  extended  its  opwations  to 
cover  its  members  against  loss  or  damage  by  embeaslemenk 
burglary,  robbery,  theft,  messenger  hold-up,  disappearance  ana 
abstraction,  and  the  exchange  is  now  issiung  a  blanket  contract  of 
indemiuty  covering  all  the  above  haxards  in  addition  to  loss  by  fire. 


BELT  AUTOMOBILE  FIRE   INS.  ASS'N,  El  Paso,  III. 

Attom^s  and  Managers,  F.  C.  Nichols  and  C.  J.  Alyea.  Organised,  1915. 


_  transacts  an  automobile,  fire,  theft  and  collision  inter-insurance  business.  It  has  been  in  active  operation  since  Apiril, 

1914,  and  m  operated  byintcresta  identified  with  the  Belt  Automobile  Indemnity  Association  which  writes  an  automobile  liability  insurance. 
On  tile  payBMnt  of  a  wfJSO  memberalup  fee  which  goes  to  the  managers  for  expenses  the  insured  is  covered  by  a  policy  for  three  years. 
The  loassa  are  covered  by  aaseaments.  Assets  Dec.  31,  1915,  were  $8,213;  unpaid  loeses,  95.650;  surphis,  12,556;  premiums,  seoorsd  in 
1915  were  963.068;  losses  paid,  115.991;  expenses,  $37,513. 

Advisory  Committee:  E.  H.  Alyea,  C.  A.  Drury,  Arthur  Marvin.  John  Pleasants  and  A.  C.  Black. 
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BONDED  UNDERWRITERS  OF  AMERICA,  Houston,  Tex. 

Attorneys  and  hUnagen,  0. 8.  CiimmingB  k  Co. 


This  redprooftl  underwriting  exchange  is  understood  to  be 
in  reality  a  mutual  fire  insurance  company  writing  lines  on  all 
ohflses  df  risks,  kmt  no  qjedalinng  as  is  gener^y  the  ease  with 
inter4DSuranee  organisations.  The  compensation  of  its  managers 
is  understood  to  be  48%  of  the  "Premium  Deposit"  cS  members. 


This  amount  is  for  defraying  ordinaipr  fgpfwisns  aad 
limited  to  that  peroeataoe.    in  addition  to  this  < 
the  managers  reoave  the  interest  that  may  aonue 
serve  fund.  Letters  requesting  statements  have  beoft 


from  the  r«- 


BREWERS  RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Manager.  Bruce  Dodson.    Establiahed,  1900. 


Ym 

Cash 
Assets 

Uneaped 
Prenuunis 

Net  Cash 
Surplus 

Cash 

Total 
Inoome 

Losses 
Paid 

Returned 
to  P'yh'rs 

EKpenses 

Total  Ex- 
peodituras 

1015 

$368,490 
357.321 

*I368,490 
•352.321 

1073.839 
613.407 

1688,004 
624.680 

$176,650 
158.646 

$306368 
267.212 

425.858 

1914 

t 

UftJUO 

158.646 


•Includes  unearned  premiums.  fFlgures  are  net  afttf  deducting  re-insurance  and  25%  fixed  expense  of  administntioa. 


ASSETS.  DEC.  31. 1915:  Munidnal  bonds.  $97,821;  mortgage 
loaDB.  $3,000;  United  States  bonds,  $10,000;  County  bonds,  $11.- 
000;  OBsh,  $76,113;  depositors  balances,  $7,062;  guarantee  fund. 
$163,500.   Total  assets,  $368,496. 


MISCELLANEOUS:  This  is  an  inte^insuiaBoe 
which  writes  only  brewers'  risks  and  is  operated  as  a 
of  the  Reciprocal  Exchange  of  Kansas  City,  which  see. 


CANNERS  EXCHANGE,  Chicago,  111. 

Attorney,  Lansing  B.  Warner,  Inc.,  104  South  Michigan  Ave.    Organised,  1906. 


is  an  interinsoranoe  oinnisation  which  commenced  bun- 
neas  January  1,  1908.  The  advisory  committee  is  made  up  as 
follows:  Fnmk  Van  Camp.  Indianapolis;  Oeorge  G.  Booley. 
chairman.  Rome.  N.  Yj  Qeo.  N.  Numsen.  Measurer,  Baltimore, 
Md.;  Wm.  R.  Roach.  Hart.  Mich.;  L.  A.  Sean,  Chillioothe.  0.. 
Lanang  B.  Warner,  Secretary. 

A  reserve  fund  is  established  by.  the  depoat  of  $10.  with  $2 
additional  for  each  $1,000  insurance  carried  uy  each  subscriber,  and 


the  fund  is  increased  by  20%  of  the  savings  credited  to 
member  until  they  amount  to  five  times  the  origiBal  deposit,  this 
sum  being  credited  to  the  individual  subscriber  and  retanwUe  on 
its  withdrawal.  Expenses  are  limited  to  20%  of  presahimB.  It 
insures  only  the  property  of  canners  and  similar  aim  allied  inter- 
ests, and  of  pruBorve  and  luckie  packers.  For  the  year  1915  it 
shows  a  creditable  financial  report. 


CENTRAL  STATES   INTER-INSURANCE  EXCHANGE. 

St.  Louis,  Missouri. 

Attorney  and  Manager,  J.  C.  Biadwell.    Deputies.  C.  F.  Wilkerson  and  R.  A.  Belknapp. 

Thborganiaation  commenced  businessin  May.  1913.  Lines  are  confined  exohisively  to  the  better  class  of  mercantile  risks,  aad  all  risk* 
amounting  to  over  $2,000  are  reinsured  in  substantial  stock  and  mutual  companies.  Buoness  during  1915:  Net  pwniuma.  $34,060; 
total  iBSome.  $35,388;  losses  paid,  $6,365;  administration  expenses.  $9,968;  retomed  to  subscribers.  $2J88;  total  disbuMBenla.  $2I.«i4. 
Ooarantee  fund,  $40,601;  total  assets.  Dec.  31. 1915.  $77,057. 


COAL  OPERATORS  EXCHANGE,  Kansas  City,  Mo. 

Attorneys:  Masten  Lonergan  k  Co. 
This  eicJ»ngB  eooameBoed  openstioos  December  1. 1912. 


CO-OPERATING  INTER-INSURERS,  Chicago,  111. 

Manager.  August  Rooa. 

During  1914  this  association  procured  a  license  from  the  Illinois   I   plan.    It  is  specialising  on  selected  merchants*  and 
Insurance  Department  to  transact  a  fire  business  on  the  reciprocal    |   turers' risks. 


CRAFT  OWNERS  INDEMNITY  EXCHANGE,  Seattle,  Wash. 

President,  O.  W.  MeCauley;  Secretary  and  Manager,  J.  I.  Knight.  Organised,  1907. 


This  wgaiusation  conducts  fire  insurance  on  the  mutual  plan, 
ooDecting  45%  of  the  annual  premium  and  the  bahmce  thereof 
subject  to  assessment  as  may  be  necessary  for  the  payment  of 


losses.    It  writes  risks  on  gasoline  bunches, 
sailboats,  together  with  houseboats  and  boathousea. 


steamboats  asid 


DRUGGISTS  INDEMNITY  EXCHANGE,  St.  Louis,  Mo. 

Attorney  and  Manager,  H.  W.  Eddy,  506  OUve  St   Organised,  1906. 


This  is  an  inter-insuranoe  organisation  formed  in  1906  and 
managed  by  H.  W.  Eddy.  Tl^  advisory  committee  is  made 
UD  as  follows:  Charles  R.  Judge,  Theodore  F.  Hagenow,  Edward 
M.  TiroN,  Andrew  S.  Ludwig.  all  of  St.  Louis.  W.  S.  Elkin. 
Atlanta,  Ga.  While  the  attcvnev  declines  to  suppl;^  statistics 
for  puUieation,  he  has  furnished  us  with  certain  information 


which  indicates  that  the  association  is  at  this  time  in  a  hoahliy 
condition  and  has  paid  all  losses  incurred  up  to  date  withoai  a 
lawsuit.  Mr.  Eddy  states  that  savings  average  42%  of  tariff 
rates,  as  of  Dec.  31,  1915.  the  Minnesota  State  Injoraaoe 
partment  shows  assets  of  188.141:  liabilities.  160.313: 
127,828:  net  premiums,  $130,946;  losses  paid,  $46,110. 
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FACTORY   INTER-INSURANCE  ASSOCIATION,  Kansas  City,  Mo. 

AttorDe3n,Fhttt&N*Te.614lhri8btBldg.  OcMuied.  1906. 

nb  u  an  inteMnwiraitiy  tawxiatian  oisuiiaed  in  IMS.    One  I   LumbemenB  Inter-Inmmioe  Ajweifttion  of  Khmm  OHj.    No 
of  Hi  sttonK^  WalkM  Pratt.  «m  fomerbr  attorney  for  the   I   financial  statement  for  1915  hat  been  fumiihed,  thoufh  reiiueited. 


FOREST  PRODUCTS  INSURANCE  EXCHANGE,  New  York  City. 

Attomcsfs  and  Manaeen,  WiOooz.  Peok  k  Huchea. 


ofianiaed  late  in  1914.  and  it  is  uftderBtood 

opentioBe  daring  Norembcr  of  that  year. 

Its  writbc  to  lumber  manufacturing  riilcBi 

and  retail  hunbcr  jrarda  and  woodworking 

it  enenee  is  to  be  linuted  to  20% 

of  members:  Each  polieyholder  dqwsitB 


an  annual  premium  with  the  attoRMQr  and  also  gi^ea  him  fiill 
power  of  attorney  to  aasem  him  proportiooatdy  for  losses  in  ex- 
oem  of  his  deposit.  No  oaah  diridenda  are  retarMd  till  tlw  mm- 
bers'  dqwsit  is  equal  to  twioe  the  annual  preminn.  The  UnUiitf 
of  flubsoribers  on  any  one  oontraet  is  rortrieted  to  an  amoant 
not  exeeeding  their  annual  premium  deposit. 


GENERAL  INDEMNITY  EXCHANGE,  St.  Louis,  Mo. 

Attomey  and  Manager,  WaUaoe  C.  Butkr.  Jr.    Organised,  1913. 


MISCELLANEOUS:   This  bureau  traomets  a  fire  and  lighting 
on  wprored  qirinklered  rides  only.   It  is  run  on  a  very 
Msis.  no  monber  being  linhle  for  more  than  1600  on 
Its  asKts  per  latert  obtainable  sUtement,  amounted 
lolMfi. 


ADVISORY  CX)MMnTEE:  Geo.  K.  Habbitael  of  the  Coai- 
monwealth  Steel  Co.;  L.  B.  Woodward  of  Woodward  ft  Tionan 
Printing  Co.  and  E.  F.  Smith  of  Battle  k  Co.,  chemiste  all  of 
St.  Louis. 


GINNERS  MUTUAL  UNDERWRITERS  ASS'N.  OF  TEXAS,  Tyler,  Tex. 

President.  C.  W.  Pfluger;  Secretary.  Dabney  White.  Reorganised.  1908. 


iptkm  was  fonnerly  the  Ginners  Underwriters  Abbo- 
a  mutonl  organiaatioD,  efanrtered  under  Chnp.  130.  general 
ia»i  of  35th  Logialature  of  Tens.  The  present  organisation  is 
ehartend  onder  the  flBdtual  law  of  Tens.  Its  letter,  heads  are 
inatsd 'tSinnen  Mutual  of  Tens."  Members  deposited  3^% 
flf  amouat  of  immrance  earried;  portion  not  used  to  be  pbeed  to 
nssrve  fund. 


During  the  year  emfing  Deoember  31, 1915,  it  eoUeeted  premhun* 
of  $54^91;  total  inoome,  157.375;  losses  paid.  $204)71. 

BUSINESS  SINCE  OBOANIZATION:    Pramiums  reeeiyed. 
1406.594;  losses  paid.  1227,863. 


GINNERS  INSURANCE  EXCHANGE,  Houston,  Tex. 

Manager,  L.  A.  Murff. 


This  is  an  intermsoranoe  association  operating  under  the 
cfrfartaeiahip  laws  of  Tens  and  writing  insuranee  on  cotton 
cnaenly.  Fresmuma  are  ooQeeted  in  advance  at  a  rate  of  about  1 
pr  s«t  IsH  than  the  atoek  eompany  rate  and  the  risks  are  re- 
old  fine  eompanies,    The  assodation.  as  of  Dec  31, 


1915,  had  a  reinsunnee  reserre  of  $12,000.  Its  net  premiums  for 
the  year  wen  $55,000,  and  its  losses,  $15,500.  The  eomeiiaeB 
amounted  to  $6,000.  The  manacer  advises  us  tiiat  the  exchange 
does  not  have  to  report  to  the  Teias  Ins.  Dspt. 


GINNERS  RECIPROCAL  UNDERWRITERS,  St.  Louis,  Mo. 

SumkI  I.  I^uadiee,  with  offiees  in  the  Leggett  building.  St.    t    manager  of  other  similar  etmeems,  and  is  believed  to  be  at  nresent 
Mo^  organised  this  association.   He  is  also  attorney  and   |   located  in  Texas.    No  1915  statement  has  been  obtainable. 


GLOBE  FIRE  UNDERWRITERS,  St.  Louis,  Mo. 

Attorney  and  Manager.  S.  I.  Faradoe. 

This  is  an  interjnsurance  association  which  is  nparted  to  have   |    Reciprocal  Underwriters,  St.  Louis. 

Mr.  Faradiee  is  manager  of  the  Qinners 


UNDERWRITERS   AT   GREAT   WESTERN    LLOYDS,    New   York. 

Attcmeys,  HaB  ft  Trowbridge.  80  Maiden  Lane.    Organised,  1892. 


Yua 


1915 
1914 
1918 
1912 
1911 


$777,290 
283.201 
266,771 


201,1371 


Unearaed 

Net 

Net 

Total 

IjoeocB 

Total  Ex- 

Iremiums 

Surphis 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

$37,396 

$06,887 

$50,000 

t$68.595 

$20,167 

$14,556 

$25,420 

}$60,143 

38,049 

138,203 

64,674 

175,808 

3,898 

14,779 

26,482          H5,159 

38.816 

•224.603 

62,543 

74,855 
84,673 

51,157 

14,637 

26,007 

891,801 

30.615 

244,368 

73.912 

15,922 

20,320 

31.129 

107.371 

38,027 

389.920 

74.518 

484,044 

4.206 

16,032 

30.892 

{52,030 

Incurred 

$21,018 
18,336 
46,752 
12.544 
11,887 


{Excluding  subscribers'  dqnisits. 


{Excludes  sums  paid  to  retiring  subscribers. 
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UNDERWRITERS  AT  GREAT  WESTERN  LLOYDS,  New  York.— Conlinued. 


Dbc.  31«  1915. 


Bends  uid  Btooks. . 

Gbah 

Agents' balances... 
Interest  in  rents,.. 


$245,890 

2a072 

8,784 

2,544 


Luanims,  Dec.  31. 1915. 

Losses  unpaid $16,628 

Unearned  prems ....        37,396 
Other  liabmtiee....  y.200 


Total  liabilitieB. 
Undra.  deposits. . . 

Suiplaa 

Inci.  due  sabs 


$80,403 
80.000 
96,887 
25.179 


Totalassets $277,290       ToUl $277,290 


RISES  AND  PREMIUMS:  Fire  risks  in  force  Deoember  31, 
$16,068,622;  premrams  titereon,  $71,256. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$1,727,847;  losses  paid.  $670,664;  dividends  declared,  cash,  $217.- 
040. 

BONDS  OWNED: 


New  York  Cy„  1954, 3H% 

New  York  Cy.,  1957,  AH% 

B.&0.,1925,3H% 

Chi.  A  E,  ID.,  1937.  5% 

C  Mil.  k  P.  Sd.,  1949.  4% 

Oin..  Ind..  St.  L.  k  Chi.,  1936.  4%. 

D.  A  H.  Co.,  1943.  4% 

N.  Y.,  Laeka.  A  W.,  1923, 5%. . . . 

N.  Y.  A  No.,  1927, 5% 

Int.  A  Qt.  No.,  1914,  5% 

C.  R.,  I.  A  P.,  1988.  47o 

N.  Ams.  Gas.  1948. 5% 


Par 

Market 

Value. 

Value. 

$50,000 

$44,000 

60,000 

63.600 

16.000 

14.880 

20.000 

16.400 

10.000 

9.100 

9.000 

8.370 

20.000 

19.400 

11.000 

11.440 

10.000 

10.300 

25.000 

16,250 

20.000 

17.000 

15,000 

15,150 

Totals  (book  value.  $267.477) $266,000      $245,890 


MISCELLANEOUS:  Formed  as  the  International  Uoyd, 
present  title  adopted  March  28,  1894.  It  iosures  only  sprinklved 
risks.   Each  subscriber  assumes  a  liability  of  $10,000. 


UNDERWRITERS: 

David  S.  Walton,  of  D.  S.  Walton  A  Co.,  N.  Y. . . . 
Felix  Fttid,  of  L.  Bamberger  A  Co.,  Newark,  N.  J. . 
John  N.  Beach,  pres.  Lords  Court  Bids.  Cp.,  N.  Y. 
Edward  E.  Hall,  of  E.  HaU  A  Co.,  N.  Y 


Uability 

Assumed. 

$10,000 

10.000 

10.000 

10,000 


Chas.  C.  Ballantjme,  vioe-pres.  The  Sherwin-Williams 

Co.  of  Canada,  Ltd..  Montreal  P.  Q $10,000 

Harry  J.  O'Brien,  Insurance,  Chicago.  Ill 10.000 

Albro  J.  Newton,  pres.  Albro  J.  Newton  Co.,  Brooklyn. 

N.Y 10.000 

T.  Howe  Childs,  2d  vioe-pres.  Colonial  Steel  Co.,  Pitts- 

bura.  Pa 10.000 

John  D.  Larkin.  pres.  Larkin  Co.,  Buffalo,  N.  Y 10.000 

Henry  A.  Sherwm.  pres.  The  Shwwin-WiUiams  Co.. 

Cleveland,  0 1  aOOO 

Eugene  S.  Pike,  capitalist,  Chicago,  111 10,000 

Chas.  R.  Myer,  of  Sutphen  A  Myer,  N.  Y 10.600 

John  S.  Sutphen,  of  Sutphen  A  Myer.  N.  Y laOOO 

Chas.  F.  Miller,  pres.  Hamilton  Watch  Co.,  Lancaster. 

Pa laooo 

Eugene  V.  Connett.  Jr.,  of  E.  V.  Connett  A  Co..  N.  Y.  10.000 

Geo.  V.  Cos,  of  Johnson  A  Higmns,  N.  Y 10^000 

Chas.  D.  Rood,  pres.  AmericanTelephone  Co.,  Spring- 
field. Mass laooo 

Thomas  Dimond.  N.  Y 10.000 

WiUiam  T.  Evans,  of  Mills  A  Gibb,  Inc.,  N.  Y 10.000 

Leo  H.  Wise,  of  Wise  Bros.,  Baltimore  and  N.  Y laOOO 

Chas.  J.  Follmer,  of  FoUmer,  Clogg  A  Co.,  Inc..  N.  Y.  laOOO 

L.  Uflin  KeUogK,  of  KeUon  A  Rose.  N.  Y 10.000 

Harvey  Childs.  Jr.,  of  H.  Childs  A  Co.,  Pittsburg.  Pa.  laOOO 

August  Heckseher,  director  N.  J.  Zinc  Co.,  N.  xT 10.000 

Jacob  Amos,  Syracuse,  N.  Y 10,000 

Sereno  P.  Fenn.  see.  and  treas.  the  Sherwin-Williams 

Co.,  Cleveland,  0 10.000 

Albert  H.  Childs,  Pittsburg.  Pa 10.000 

Henry  G.  Gennert.  of  Gennert  A  Gennert.  N.  Y lO^OOO 

Sunuel  Sloan,  vioe-pres.  Farmers  Loan  A  Tr.Co..N.Y.  10,000 

Edgar  Palmer,  of  N.  J.  Zinc  Co.,  N.Y 10.000 

Andrew  M.  Cooper,  vioe-pres.  Howland  Dry  Goods 

Co.,  Bridgeport,  Conn laOOO 

EdwinA.  £chard.ofH.A.CaesarACo..  N.Y lO^OOO 

Henry  McC.  Bangs,  N.  Y 10.000 

G.  W.  Mandrill,  Qlover8%'iUe,  N.  Y 10.000 

H.  A.  Caesar,  50  Union  Square,  N.  Y 10.000 

Charles  Eddy,  see.  Amer.  Litho.  Co.,  N.  Y laOOO 

Charles  W.  Cox  of  Robert  Winthrop  A  Co..  N.  Y. . . .  lO^OOO 

C.E.  Chappell.Pres.Bacon  Chappell  Co..Syraeu8^N.Y.  laOOO 
John  G.  Howland,  Pres.  Howtand  Dry  Goods  Con 

Bridgeport,  Conn lOlOOO 

Oilman  N.  Perkins,  of  Smitn  Perkins  A  Co.,  Rochester. 

N.Y laooo 

TERRITORY  COVERED:    The  company  is  Beensad  in  OL. 
Mass.,  Minn.,  Mo.,  N.  J.,  N.  Y..  Pft.  and  Wis. 


HARDWARE  UNDERWRITERS,  Elgin,  111. 

Attorneys-in-fact.  Leon  A  Nish,  Organised  1912. 


Yb^ 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
PMniums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 

InCUBTSd 

1915 
1914 

$24,483 
17,239 

$13,213 
7.915 

$7,467 
8.734 

$27,751 
15,893 

$31,509 
18,542 

$11,126 
2,752 

$6,406 
3.623 

$6,675 
4,150 

$24,207 
10,526 

$14.1M 
2.70S 

AsBRS.  Dec.  31. 1915.  LuBiLnns,  Dsc.  31. 1915. 

Cash $22,181    Losses  unpaid $3,000 

Agents' balances 2,262  Unearned  prems....        13,213 

Interest  and  rents...              40  OtherliabUities. . ..            803 


Total  liabilities...      $17,016 
'Surphis 7,467 


Total 


$24,483       Total $24,483 


RISKS  AND  PREMIUMS:  Fire 
$1,722,364;  premiums  thereon.  $26,426. 

BUSINESS  SINCE  ORGANIZATION 
$59,945;  losses  paid,  $18,697. 


in  force,  Deesmber  $1. 
PrsnmuBs  raoeived* 


MISCELLANEOUS:    This  exchange  is  operated  nnder  the 
dirsction  oi  the  Retvl  Hardware  Merchants  Association  of  IS. 

ADVISORY   COMMITTEE:     C.   T.   Woodward.   Jaa.    S. 
Voorhees,  H.  E.  Gnadt,  William  Bettel.  T.  J.  Matthewa. 


HOTEL  INDEMNITY  EXCHANGE,  St:  Louis,  Mo. 

This  association  'a  reported  to  have  been  organised  in  1913  with  S.  I.  Paradioe  as  att<vney  and  manager. 


ICE  MANUFACTURERS  RECIPROCAL  EXCHANGE,  Kansas  City.  Mo, 

Attorney  and  Manager,  Bruce  Dodson. 


YlAB 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

ToUl 
Income 

Losses 
Paid 

Returned 
tq  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

uHurnd 

1916 

•451,116 
402.U6 

*I411,016 
*39aM6 

$1,400,499 
1,215  099 

$1.432.5«8 
1.241,493 

1599,860 
519.056 

1501.692 
428,289 

• 

$1,101,552 
947.345 

1914 

*25%  fixed  expenses  of  administration  and  reinsurances  have  been  deducted.  *Inoludes  unearned  premium 
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ICE  MANUFACTURERS  RECIPROCAL  EXCHANGE,  Kansas  City,  Mo.— ConHnued. 


A8BET8,  DEC.  31,  1915:  United  SUtM  Bondi.  SiaOOO; 
State  Bonds.  $5,000;  Coantar  Bonds.  $29,925;  MunieiiMl  Bondi, 
$141,235:  cash.  $115,187;  depont  balances.  $14,067;  guarantee 
find,  $120,700:  mortoee  loans.  $15,000.  Total  aanta.  $451,116. 
Lbfailities:    Losses  unpaid,  $100;  sorplus  and  resenre.  $451,016. 

MISCELLANEOUS:    This  association  is  conducted  on  the 


inter4nsuimnoe  pka  and  has  over  1.000  members.  It  is  operated 
by  Bmoe  Dodsim  as  a  separate  department  (dassed  with  the 
Ice  Cream  Maaufseturers  Redprocal  Ezohange)  of  the  Redproeal 
EnhanfB  of  Kansss  City,  niiich  see.  The  figures  pven  are 
thoee  «  the  spedat  cbtfs  oompriung  the  lee  Manufaoturers  N. 
A.  and  the  loe  Cream  Manufacturen  N.  A. 


ICE  CREAM  MANUFACTURERS  RECIPROCAL  EXCHANGE, 

Kansas  City,  Mo. 

Manager,  Bmoe  Dodson. 

This  association  u  conducted  on  the  inter-insoranoe  pka  and  ebssed  with  the  Ice  Manubeturers  Redproeal  Exchange,  and  the 
haa  near^  1,000  members.  It  is  operated  as  a  separate  depart-  combined  statements  of  these  two  exchanges  may  be  seen  bgF 
meat  of  the  Redproeal  Exchange  of  Kansss  CH^,  Mo.    It  is      referring  to  the  Ice  Manufacturers  Redprocal  Exchange. 


ILLINOIS  AUTOMOBILE  FIRE  INSURANCE  EXCHANGE,  Dixon,  lU. 

Manager  F.  S.  Lariran.    Organised,  1015. 

lieensed  in  1015  by  the  Hfinois  Department  I  paid  from  assessmoitB  as  they  occur.  Assets  Dee.  31,  1915, 
e  automobile,  fire,  and  theft  insorance  I  $751.  No  liabilities;  assessments  recdved  to  Deo.  81,  1915, 
No  premium  is  .charged,   losses  being    |   $2,^7;  losses  ineurred,  $1,675. 


«f  loauraaee  to  eifhangp 
its 


THE  INDEMNITY  EXCHANGE,  Chicago,  111. 

Attorney,  M.  J.  Dora^.  234  So.  La  Salle  St..  Chioago.   Organised,  1891. 


This  is  an  inter-insurance  institution  which  has  been  in  operation 
maoe  March,  1802;  and  comprises  two  departments,  vu:  The 
Mcrefaants  Underwriters,  organiaed  in  1907,  and  the  Majiufacturers 
jUfianee,  organised  in  1005.  These  groups  wwe  formerly  segregated 
«od  were  operated  as  separate  exchanges.  The  liability  of  the 
underwriters  is  several  and  not  jomt.  The  manager  and  attorney 
is  M.  J.  Doraey.  The  operationa  of  this  exchange  are  also  under 
the  Bopervisian  of  a  committee  of  teustees  chosen  by  the  sub- 
aeribers.  Trustees  must  be  subacribers  or  members  or  officers 
of  firms  or  oorporaticMis  which  are  subacribers.    The  remunera- 


tion of  the  manager  is  25%  of  the  annual  premiums  depodts. 
The  underwritingB  are  limited  to  first  class  mercantile  and  manu- 
facturing properties,  widely  scattered.  The  reeerre  fund  is  ae- 
eumulatod  fay  retaining  to  the  subeeribers  accounts  mvings  m 
excess  <^  25%.  After  the  reserre  thus  accumulated  equals  the 
annual  depodt  on  current  polides  of  subscribers,  the  entire  annual 
mring  thereafter  effected  is  refundable.  The  subscribers'  reserre 
is  refundable  on  Us  disoontinuanoe  as  a  policyholdCT.  No  financial 
statement  for  1015  has  been  obtainable. 


INDIVIDUAL  UNDERWRITERS,  New  York. 

Attoraiy,  Alfred  Q.  Etui;  Oqraty  At«anM7.  E.  B.  Swiimex,  90  West  et    BeUbCehad,  1881. 


YmkM 

Amets 

Unearned 

Suiplus  as 
toFyh'is 

1915 
1914 
1913 
1912 
1911 

9808,879 
799,278 
791.033 
507.929 
803.903 

$149,680 
138,480 
144.150 
151.773 
161.372 

$129,735 
133,931 
134,202 
116.842 
442.402 

Net       , 
Premiums 

$297,7531 
292.504 
294.084 
333.099 1 
358.410 


Total 
Income 


I 


1^  WHWw 

Paid 


Dividends      Expenses 


{$319,583 
1314.212 
J317.076 
t356.307! 
(382,8281 


$26,401! 
1.012i 
2,385: 

281.161! 

131.7661 


$268,422 

262.454; 

63.8081 

228.575! 

230,1941 


$41,568 
30.722; 
41,3691 
53.4951 
64.0861 


Total  Ex- 
penditures 

Losses 
Incurred 

♦$336,481 
*303,188 
•107,362 
•563.231 
•426.046 

$35,912 
1,217 
1.685 

281,861 
75.597 

iExefaidhig  depoats  of  underwriters. 


•Excluding  payments  to  retiring  subeeribers. 


Aaana,  Dk.  31, 1915. 

N.  Y.  C.  ba,  (par, 

S8OO1OOO) $280,120 

518,317 

uneol 3,942 

1.500 


LiABninia,  Die.  31, 1915. 

Unearned  prems....     $140,680 

Dividends 216,464 

Other  liabilities....  5.000 


Total  liabilitiea. . .     $371,144 

Undrs.  deposits 303.000 

Sorphis 129.735 


Toialaasets $803379       Total $803,879 


BISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$13,713,965;  premiums  thereon,  $290,359. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
98^075.224;  ksses  paid.  $3,869,823;  dividends  declared,  cash. 
38.614^1. 

MISCELLANEOUS:  The  foregoing  sUtement  is  a  summary  of 

ivivate  aeeoonts  of  subacribers,  who  reciprocate  fire  insur- 

iadanrnty  in  the  offiee  of  the  attorney.    (Tranaacts  onl^ 


inter-insuranoe  between  members.)  Conflagration  losses:  Balti- 
more. 1904.  $441,000;  San  Francisoo,  1906,  $209,500.  Members 
underwrite  the  risks  of  other  members  to  the  extent  oS  $500, 
$1,000.  $1,500  or  $2,000  each,  acconUng  to  their  own  require- 
ments as  policyholderB.  each  member  is  a  particular  class  insure 
ing  each  other  member  of  that  dam  an  equal  amount,  also  each 
member  of  the  other  three  clasMS,  but  not  exceeding  the  limit  of 
his  own  or  th«r  class.  Each  member  depoeits  the  amount  wUch 
he  will  assume  on  a  single  risk,  thus  constituting  an  emergency 
fund,  upon  which  6%  interest  is  allowed.  After  the  accumuution 
of  an  amount  equal  to  his  emergency  fund  depont.  a  subsrriber  is 
entitled  to  receive  dividends  from  surplus  earnings.  Members 
may  withdraw  on  one  day's  notice,  and  tneir  outstanding  risks  will 
be  assumed  by  the  remaining  underwriters.  The  liability  assumed 
by  a  subscriber  in  a  city  Uock  is  no  greater  than  he  aasumes  on 
a  ringle  risk,  and  each  member's  conflagration  liability  is  limited 
to  ten  times  bis  deposit. 

ADVISORY  COMMITTEE  AND  TRUSTEES:  William 
T.  Evans,  Frank  R.  Chambers.  George  H.  Sargent.  Thomas  M. 
McCarthy.  W.  D.  Williams.  Thomas  W.  Ross.  Stanley  T.  Cooena. 
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The  Inraruoe  Ezehangr  of  the  National  Retail  Dry  Goodi 
Aaweiation  is  operatinc  under  the  reeiproeal  plan  with  15  per 


INSURANCE  EXCHANGE  OF  MEMBERS  OF  NATIONAL  RETAIL  DRY 

GOODS  ASSOCIATION,  Chicago,  111. 

Manager,  M.  W.  Belcher,  Inc..  29  Bouth  La  SaHe  St. 

ASSETS.  DEC.  31, 1915:  133.596.  coaaetiog  of  eaah.  124.262; 
atenti'  balance^  12,212;  doe  firom  re-ine.  eoe.,  ^.132.  Liabilities: 
Unearned  piyminnw.  $2,983;  total  88,519.    Snrplue,  $25,076. 

BUSINESS  DURING  1915:  Net  praniame,  $27,434;  total 
inoome,  $69,555;  Iceses  paid.  $18,859;  dnridendi.  $2,749;  eapenaea. 
$4,138;  total  ezpenditttrea,  $25,746. 

BUSINESS  SINCE  ORGANIZATION:  Preniuai  neeived. 
$47,382;  Immb  paid.  $18,859;  returned  to  poReyholdere,  $2,749. 


cent  aOowanee  for  eipeneea.  UnderwritincKieoafinedto! 
of  the  National  Retail  Diy  Goodi  Awofiiatiop,  whoae 
rating  is  $60,000  or  above,  with  fai^  jF*''^  credit  and 
risks  meet  the  i^Qrsical  requirements.    Cmly  one  risk  is  writteD 
to  a  block  and  ody  five  to  any  one  city. 

The  Ezehaofe  is  under  the  nuuumement  of  M.  W.  Bdeher, 
Inc.,  of  which  oonoem  H.  B.  Kline  is  Preodent.  The  jorem- 
ing  board  eovisto  of  Alfred  B.  Koeh.  Oarl  8.  Wise,  Max  Fbefaer, 
F.  H.  Rike  and  F.  E.  Eastman.  The  eiehanee  is  Geeaned  in 
Ark..  HI.,  Kan^  Mich,  and  OUa. 


INTER-INSURANCE  EXCHANGE  OF  THE  AUTOMOBILE  CLUB 

of  Southern  California,  Los  Angeles,  Cal. 

President,  Fred  L.  Baker;  Secretary,  Standish  L.  MiteheO;  Manager,  Ralph  Reynolds.    Organised,  1912. 


Unearned   '-  Net  Cash 
Premiums  j    Surphis 


$71,243 
69.962. 


$37,606 
20,391 


Cash 
Premiums 

Total 
Income 

Losses 
Pkid 

Returned 
toPyh'rs 

Rxpenses 

Total  Ek- 
penditureB 

$120,421 
120.571 

$123,490 
122.232 

$41,962 
54.023 

$22,128 
40,692 

$62,499 
60.705 

$116,589 
155,420 

$44,356 
510S$ 


ASSETS,  DEC.  31.  1015:    Cash.  $104,154;  agents'  balances.  {       MISCELLANEOUS:    The  bureau  exchanges  inter< 
$12,090;  total  aosetfl,  $11,644.   LiatnlitieB:   Losses  unpud,  $2,295;       on  automobiks  among  the  members  of  the  AutomcAale  Chib  of 


unearned  premiums,  $21,243;  other  liabilities.  $5,101;  total  lia- 
bilities. $78,639;  surphis.  $37,605. 

RISKS  AND  PREMIUMS:   Fire  risks  in  force.  December  31. 
$4,591,423;  premiums  thereon,  $142,487. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  leceiTed, 
$472,106;  losses  paid.  $132,278;  dividends  declared,  cash,  $94,034. 


Southern  California.    All  losses  in  excess  of  $10,000  are  pro- 
vided for  by  a  reinsurance  cmtnct. 

DIRECTORS:  Fred  L.  Baker.  W.  L.  Valentine,  H.  a  MiBflr, 
A.  C.  Bakh,  H.  W.  EeOer,  E.  G.  Kuster,  Harry  Chandler.  W.  H. 
Booth. 


INTER-INSURANCE  EXCHANGE,  Seattle,  Wash. 

Attoroey-in-fiaet,  The  James  H.  de  Veuve  Co.    Company  Otganiaed,  1915. 


This  exchange  writes  6re  insurance  on  selected  dassss  a  trifle 
under  sioi^  ccmpaiiiy  rates.  Management  receives  a  commission 
m25%  on  all  premiums  received.  The  business  of  the  company 
ia  supervised  by  a  beard  of  trustees. 

ASSETS,  DEC.  31.  1915:  $17,588;  unearned  premhuns, 
$7,915;  sunolus,  $3,557;  premiums  received  during  1915,  $17,818; 
kajns  paid.  $1,707;  expenses,  $3,590. 

Contingent  liability,  $887,462. 


BOARD  OF  TRUSTEES:   Ralph  H.  Bumside.  J.  H.  Bloedel, 
C.  E.  Patten.  F.  H.  Jackson.  0.  A.  Brown,  J.  A.  Lewis,  Q.  A. 


MISCELLANEOUS:  The  oompanv  is  under  the  same  mMH 
agement  ae  the  Lumbermen's  Indemnity  Exchange,  and  is 
licensed  in  Cal.,  Ore.  and  Wash. 


INTER-INSURANCE  EXCHANGE  OF  THE  MICHIGAN  AUTO  OWNERS, 

Grand  Rapids,  Mich. 

Attomey*in-&ict,  Inter-Insurance  Agency  Co.    Organised.  1915. 


This  «^'^**^«Hy  writes  fire,  theft,  colliaon,  property  dasoage 
and  public  liabili^  insurance  for  any  automobue  owner  who 
is  a  resident  of  Michigan.  All  businem  is  written  at  75%  of  the 
conference  rates.  Management  expenses  are  limited  to  30%  of 
all  moneys  received. 


ASSETa  DEC.  31,  1915:    $29,383;  Uabifities,  $3,759; 
$24,023;  net  preauums  received.  $6,403;  losses  paid,  $107: 
$2,375. 


INTER-INSURERS  OF  AMERICA,  Washington,  D.  C. 

President,  Hon.  Edward  C.  Stokes;  Secretary  and  Attorney,  James  R.  Skinner. 
Deinity-Attomey,  Thomaa  Dunlop.    Oflkes,  Evans  BuiMing,  Washington.    Organised,  1903. 


Ymjlk 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Loeees 
Pkid 

Returned 
to  Pyh'rs 

Expenses 

ToUl  Ex- 
penditures 

Incmred 

1915 

•$129,176 
•130,108 
•124,741 

•$129,176 
•128,835 
•123,713 

$23,148 

9,866 

21.737 

$39,878 
22,529 
34,068 

$4,927 
4,324 

$24,366 

$9,827 
5,364 
2.590 

$39,120 

9.688 

11,402 

1914 

$1  tM 

1913 

1,378 

7,433 

UTS 

•Includee  guarantee  fund. 

ASSETS.  DEC.  31.  1915:  Guarantee  fund.  $114,500;  cash. 
$13,155^  interest,  $878;  other  assets.  $643;  total  assets.  $129,176. 
No  liabilities. 

MISCELLANEOUS:  This  is  an  inter-insurance  association, 
and  it  haa  over  200  members  insuring  each  otlier  for  limited 
amount  with  a  mayimnm  lialxlity  of  $600  each.  The  associa- 
tion takes  as  members  only  thoae  in  good  financial  standing, 


and  iHioae  pbmts  are  considered  exodlent  fire  risks.    It 
linee  randng  from  $iaOOO  to  $25,000,  depending  upon  tke 
aeter  and  standing  of  pbmt  to  be  insured.    Licensed  in  D.  C. 
and  8.  C. 

TRUSTEES:   Hon.  Edward  C.  Stokes,  Wbl  M.  FnXk  Ht 
Hudson. 
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INTER-INSURERS  EXCHANGE,  Chicago,  111. 

Attorney  and  Manager.  H.  J.  Straight  Company,  72  W.AduiMSuChiea«^          Organiaed.  1904. 

YWAM 

Caah 
Aseta 

Unearned 
Preauuma 

Net  Cash 
Surplua 

Net 
Pnmiiunfl 

Total 
Income 

Lomei     i   Returned   1 
Paid       ,  toP'yh'n      Expenaea 

Total  Ez- 
penditurea 

Loaiea 
Ineuxred 

1915 
1914 
1913 

$106^462 
77.817 
54.270 

$19,667 
16,943 
15.709 

$86,794 
60.874 
38.561 

$39,642 
32,250 
30.320 

$43,228 
34.326 
32.074 

$1,771 
1.893 
4,264 

$1,640         $ia865 
1.574             8.948 
3.982,            8.025 

$14,276 
12.415 
16.271 

$1,771 
1.883 
4.264 

ASSETS.  DEC.  31.  1915:  Bonda,  $90,929;  caah,  $12,658; 
vemioma  nneoDected.  $2,875;  total  aaaeta,  $106,461.  Liabilities: 
Unearned  premiuma.  $19,667. 


Fire  riska  in  foree.  Deoemher  31,  $0,708,700. 

BUSINESS  SINCE  ORGANIZATION:  Premiuma  received. 
$169,343:  kMBoa  incurred.  $21,918;  dividends  declared.  $ia050. 

BONDS  OWNED:  Pkrt  of  Seattle,  $ia281;  city  and  county 
of  San  Francisco.  $11,000;  Seattle  school.  $10,300;  Dallaa.  Tex., 
aeeared.  $10,322;  New  York  City.  $21,329;  Chicago  and  North- 


Weatem   Ry..   $12,038;   Detroit  Terminal.   $10,800:   Michigan 
Central  R.  R..  $94,860. 

This  ia  an  inter-iosuranee  organisation  which  began  business  in 
December.  1904.  Its  attorney  and  manager  also  operates  the 
Underwriters  Exchange;  Levi  B.  Bane  is  att<Miiev  infact  and  E. 
F.  Rardon,  chief  inspector.  It  writes  only  sprinklered  risks  and 
the  policies  are  guaranteed  by  responnble  ana  reputaUe  members 
of  business  houses.    It  has  175  sobscribers. 

ADVISORY  COMMITTEE:  John  Gould.  Robert  Geddea. 
Geo.  A.  Marten.  C.  N.  Hanna.  G.  P.  Blair. 


ISTHMUS  LLOYDS  OF  THE  CITY  OF  NEW  YORK,  N.  Y. 

Attorney.  WiUeox.  Peck  k  Hughes,  3  So.  William  St.,  New  York.    Organised.  1886. 
LiabilitieB:  Unearned  pre- 


ASSETS.  DEC.  31. 1915:  Caah  $35. 
$1. 


RISES  ANDPREMIUMS:  Flrerisks  in  force  December  31.  $500; 
premiums  thereon,  $1. 


BUSINESS  SINCE  RE-ORGANIZATION:  Premiums  received 
$35. 

UNDERWRITERS:  C.  D.  Franks.  J.  C.  Hushes,  P.  8.  Mallett 
R.  T.  Marshall,  C.  E.  Peck..  W.  A.  Prime.  Chaa.  Saylea.  H.  N 
Townaend,  W.  G.  Willoox.  C.  F.  Wreaks. 


LAUNDERERS   RECIPROCAL  EXCHANGE  ,  Kansas  City,  Mo. 

Attorney  and  Manager,  Bruce  Dodson,  Sharp  Building.    Organised.  1911. 


Thia  is  an  inter4rowTance  aasooiation.  ia  operated  aa  a  aeparate 
depsrtraeot  of  the  Reeiproeal  Eiehange  of  EanaaaCitv,  Mo.,  which 
The  above  Exchange,  together  with  the  Bakera  and  the 


Publishers,  are  grouped  in  one  ebtfs  at  the  Reciprocal  Exchange, 
and  thar  combined  statement  ia  given  under  Pubhshers  Reciprocal 
Exchange,  Kansas  City,  Mo. 


LLOYDS,  New  York. 

Attorneys,  Samuels,  Cornwall  k  Stevens,  New  York. 


Tbab 

Aaseta 

1915 

$821 

1914 

229 

1913 

13 

1912 

12 

1911 

7 

Unevned 
Premiuma 

$446 
124  i 
1 
2 

4; 


Surplus  as 
to  P'yh'rs 


Net 


$126 

lOS. 

12| 

10 

3 


$448 

239 

2i 

6 

9. 


Total 
Income 

$691 

239 

2 

6 

9 


Paid       I  Dividends      Expenses 


ToUl  Ex- 
penditures 


1^  WHWw 

Incurred 


$24, 
231 


$24 
23 


I 


li 

II 


ASSETS^  DEC.  31.  1915:  Cash,  $175;  brokers'  faahmoea.  $416; 
total  aaseta,  $621.  Lbbilitiee:  Unearned  premiuma,  $446;  other 
fiafaifities  $(9;  total  liabifitiea.  $495;  surplus,  $126. 

MISCELLANEOUS:  Formed  aa  Firemens  Fire  Lloyds.  March 
12,  1892,  changed  to  Jefferaon  Fire  Lloyds.  October  19,  1895; 
ehanged  to  Seaboard  Fire  Underwriters.  Deoember  22,    1902; 


changed  to  Old  Colony  Fire  Office,  April  5.  1905;  i^esent  title 
assumed  February  2,  1909.  The  charter  was  sold  to  WiUoox, 
Peck  A  Hughes  in  1911  and  in  1914  it  passed  under  present  control 

UNDERWRITERS:  H.  C.  Cornwall.  Geo.  C.  Steveoa,  Syd- 
ney G.  Stevens. 


LUMBER  MANUFACTURERS  INTER- INSURANCE  ASSOCIATION, 

New  York,  N.  Y. 

Attorneys  and  Managov,  Willoox,  Peck  &  Hughes.  3  So.  William  St.,  New  York. 


Thia  organisation  was  formed  in  May,  1908.  The  following  are 
ibers  of  the  advisory  committee:  G.  F.  Royoe,  chairman. 
secretary  of  the  J.  J.  Newman  Lumber  Co.,  Scranton,  Pa.:  R.  H. 
Kmn.  of  the  Hilton  k  Dodge  Lumber  Co..  Savannah,  Ga.;  R 
M.  Cairier,  of  the  Carrier  Lumber  k  Manufacturing  Co.,  Sardis, 
Mias.;  A.  T.  Gerrans,  of  the  John  L.  Roper  Lumber  Co.,  Newbem, 
N.  C^  Vnd  H.  Lewn,  of  the  Bowie  Lumber  Co.,  New  Orleans,  La.; 
W.  E.  Bigwood.  of  Graves.  Bigwood  k  Co.,  Toronto;  W.  H. 
of  Weyerheaoser  Lumber  Co..  Everett,  Wash.;  E.  B. 
of  Bridal  Veil  Lumbering  Co.,  Portland,  Ore.;  Huntington 


Taylor,  of  Edward  Rutledge  Lumber  Co..  Coeur  d'  Alene,  Ida.: 
E.  B.  Walker,  secretary,  and  R.  T.  Marshall,  treasurer,  both  of 
Willcox,  Peck  k  Hughes.  The  insurance  firm  of  WiUcox.  Peck  k 
Hughes,  with  headquarters  in  New  York,  have  power  of  attorney 
to  carry  on  the  affairs  of  the  bureau.  The  association  operates 
in  all  lumbering  sections  of  the  United  States,  and  has  about 
450  subscribers,  conaiating,  it  is  stated,  of  the  largest  and  best 
class  of  plants  in  the  countiy.  The  bureau  has  branch  offices  at 
325-326  Baily  Big.,  Seattle,  Wash.,  and  1007  Hibemia  Bank  Big. 
New  Orleans,  La. 


LUMBERMENS  FIRE  INDEMNITY  CONTRACT,  Sandusky,  O. 


This  nfhutgpi  traosacta  an  inter-inauranoe  business  among 
lumber  dcalen  and  when  aaked  for  a  statement  the  management 
•tsted  timl  thcgr  oonrider  it  of  interest  only  to  the  subsoribors. 

EXECimVE  COMMITTEE:  John  Jay  McKelvnr.  New  York; 
G.  A.  MHefaelL  Bdlafo;  Qoy  White.  North  Tonawanda,  N.  Y. 


ADVISORY  COMMITTEE:  L.  K.  Baker,  A.  C.  Dutton. 
R.  B.  Woodman,  J.  D.  Henderson,  Angus  McLean,  G.  A.  Mitchell, 
J.  P.  Mulherin,  J.  W.  Parker.  Gordon  S.  Rapall,  J.  E.  Wheeler. 
Guy  White.  O.  H.  Williams. 
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YlAB 

Aaeta 

1915 

1914i 

191» 

1912( 

1911i 

$187,046, 
182,749 
263.376 
266.185 
263,6341 

LUMBER  UNDERWRITERS.  New  York. 

Attorney.  Eugene  F.  Ferry,  66  BnMulwfty.    Organiied,  1892. 


,  Unearned  i  Surplus  as  i       Net  Total  Losses 

Ft-emiums  '  toP'yh'rs  I  Premiums  i     Ineome  Paid 


$82,530; 
79.500 
120,374 
123.136 
118.830 


rTennenee  standard. 

Ascn,  Deo.  31, 1915. 

Ga.8t.b8.3H%-..  $9,400 

CMh 106,009 

Agents*  bafauuMS. . . .  68.764 

Interest 175 

Othcrasieti 18,694 


r6.513l 

$153,575 

$157,184 

67.215 

133.721 

143.7961 

103.019, 

220,827 

t251,541 

110.9971 

244.905 

250.661 

107.452 

227.708 

232,9771 

$103,086 
137.794 
194.932 
153.076 
114.267 


Dividends 

Expenses 

"   "mMO 
12.750 
18,077 
23,400 

$50  560 
44.391 
66.111 
75.201 
75.098 

Total  Ex-        Loesea 
penditures  I    Incurred 


$155,646 
212.685 
273.793 
246.354 
212,765 


$101,227 
139.934 
180,088 
151,996 
111.828 


flnctudes  $25,000  surplus  paid  in. 

LiABiLnuB,  Dee.  31, 1915. 

Lessee  unpaid $22,434 

Unearned  prems....        82,530 
Other  liabmtiee....  6,569 


Total  liabUtiee. 
Depont  capital. . , 
Bun>lu8 


$111,533 
37.500 
75.513 


Total 


$187,046       Total $187,046 


MISCELLANEOUS:  Farmed  aa  Undenniters  at  Mutual  Uoydi. 
the  irord  "Lumber"  was  prefixed  July  9.  1900.  and  on  December 
81. 1906,  the  words  "at  Mutual  Uovde"  were  eliminated.  As  its 
name  indieated,  this  ■asocia  lion  makes  a  qiedalty  of  lumber  and 
woodworidns  riaks.  Thediief  parties  in  interest  are  identified  with 
the  National  Wholesale  I^imDer  Dealers'  Aasociation.  There  is 
depooted  hy  underwriters  $100,000.  of  which  $37,500  u  treated 
aa  capital  and  the  bahnoe  as  suiphis.  Each  of  the  fifteen  under- 
WTitera  has  deposited  $6,666.  makuu  a  total  of  $100,000.  but  owing 
to  the  strietneiB  of  the  New  York  Insuranoe  Law,  which  does  not 
allow  credit  for  rdneonnoe  in  unauthorised  companies  and  does 
not  pcnnit  any  fanpairment,  however  slight,  of  the  depoaita  which 


are  regarded  as  equivalent  of  capital,  the  Lumber  Underwritera 
only  reports  as  jdeposits  (that  is,  toe  equivalent  of  capitaDthe  sum 
of  $37,500.  considering  the  remaining  $62,500  as  surplua.  In  New 
York  State,  therefore,  the  Lumber  Underwriters  reporta  but  $37.- 
500  as  depants  of  underwriters;  whereas,  according  to  the  cuatoma 
of  other  States,  the  deposits  would  be  oonaidered  as  $100,000.  The 
attorney,  under  the  form  of  agreement,  is  permitted  to  call  upon  the 
underwriters  for  $100,000  each  additional  in  ease  of  the  $100,000 
deposit  becoming  impaired.  In  the  eventofsuflieient  impdnnent 
he  is  to  call  together  the  executive  oonunittee.  The  attorney 
advises  us  that  the  underwriters  assume  unlimited  liability.thatia, 
in  the  event  of  loes  suffident  to  take  the  $100,000  and  accumufaited 
surplus  in  excess,  each  underwriter  is  liable  to  lose  his  entire  fortune 
according  to  the  policies  upon  which  he  may  be  an  underwriter. 

TERRITORY  COVERED:  The  company  operates  in  Qa.,  ID., 
Miss..  N.  Y.,  N.  C.  S.  C,  Tenn.  and  Wis. 

UNDERWRITERS:  F.  R.  Baboook,  Pittsburg:  C.  H.  Carleton. 
Cleveland  *  Q.  F.  Craig.  Philadelphia:  Lewis  Dill.  Baltimora; 
R.  W.  Hiffbie.  45  Broadway,  N.  Y.;  W.  A.  Holt,  Oconto.  Wla.; 
W.  C.  Laidlaw.  Toronto:  H.  8.  Lee.  Buffalo:  R.  C.  Liiminoott,  Phila- 
delphia; G.  B.  Montgomery.  Buffalo;  E.  F.  Perry.  N.  Y.;  C.  H. 
Presoott,  Jr..  Cleveland;  V.  C.  Rice,  Springfield.  Mass.;  H.  P. 
Taylor,  Buffalo. 


LUMBERMANS  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Manager,  J.  W.  Qarvey.    Organised,  1894. 


YlAB 

Assets 

Unearned 
Premiums 

Net 
Sorphis 

1916 
1914 
1913* 
1912a 

$^.382 
81,690 
82.153 
83,720 
74.789 

$37,239 
36.672 
86.289 

.  ,  - 

$18,775 
18,069 
17,894 
50.183 

1911a 

148.780 

Net 
Premiums 


total 
Income 


Pfeid 


i  Total  Ex- 
Dividends  '   Expaiaes   |  penditures  ,    Incurred 


$65,066 
65.560| 
81.4821 
52.139 
51,0271 


$67,454 
69,783 
85.138. 
54,341 
53.245 


$10,066 
21.143 
29.866 
11,673 
19.036 


$30,515 
30.2331 
35.717 
26.009 
30,757 


$15.1161 

14.8011 

2a091 

12.493, 

9,845 1 


$55,687 
66,177 
85.674 
6ai75 
59,638, 


$1S.25« 

21.143 
29.866 
ll.«73 
19.036 


*Covering  seventeen  months  from  July  31,  1912.  to  Dee.  31, 1913.       ^Reserve  and  deposits.       oStatement  dated  July  81. 


Deo.  31. 1915. 

Mortcage  loans 

Cbsh 

ftvm.  hsiwnoes 


LiLiBiuma,  Dee.  31. 1915. 

$6a957    Loasesunpaid $3,200 

28,669    Unearned preoM....  37.239 

5,766    Unpaiddiv 86.068 

Other  liabilities....  100 


Total  liabilities. 
Surplus 


$76,607 
18.775 


Total 


$96,382       Total $95,382 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$5,820,678. 

BUSINESS  SINCE  ORGANIZATION:  Phaniums  received. 
$844,728;  loases  paid.  $275,131:  dividends  dedaied,  caah,  $401,459. 


MISCELLANEOUS:  This  organisation  now  writea  $4,000  on 
detached  yards,  and  smaller  lines  on  exposed  yards,  exe^  those 
expoeed  hy  long  frame  ranges  and  special  hasards.  It  coUeeta 
full  board  rates  (minimum  1%).  Each  subscriber  deposits  $12.50; 
his  account  is  then  credited  with  his  proportion  of  the  promiuaa 
written  daily;  when  such  credits  amount  to  $25,  the  $25  is  added  to 
his  deposit,  and  the  $37,060  isset  aside  to  his  acooont  as  his  luaum 
fund.  All  amounts  credited  to  his  account  thereafter  are  ictuiDed 
to  him  in  dividends  at  each  annual  statement,  less  20%,  and  Ua 
proportion  of  losses  and  expenses.  The  association  seems  to  be 
carefully  ntianaged. 

ADVISORY  COMMITTEE:  Benjamin  B.  Foster,  pres.  Foatar 
Lumber  Co.,  chairman;  Paul  J.  Leidigh.  pres.  Leicmdi-Haveos 
Lumber  Co.,  Louis  L.  Sdbel,  pres.  Badger  Lumber  Co.;  S.  H. 
Fullerton,  pres.  Chicago  Lumber  k  Coal  Co.;  R.  J.  Hurley. 
R.  J.  Hurl^  Lumber  Co. 


LUMBERMENS  INDEMNITY  EXCHANGE,  Seattle,  Wash. 

llanactr  Mid  Attomcr,  Jum  H.  De  Veuve;  Deputy  Muaien  ud  Atttjnieyi,  I.  8.  Wataoo  and  E*rl  De  Veuve.    Ofuund.  UOS. 


^ 

Unearned 

Surplus  as  ! 
to  Pyh'rs 

$129,919! 

Net 

Total 

Losses      1 

1 

Total  Ex- " 

Losses    " 

YSAB 

Assets 

Premiuma 
$57,980' 

TVwlltHlIM 

Income 

Paid       ' 

1 

Dividends 
$4,253; 

Expenses 
$28,827 

penditures 
$74,263 

IneoiTed 

1915 

$242,651 

$117,819 

$122,244 

$41,183' 

$9,134 

1914 

219.7161 

62.174 

89,308 1 

120.519 

122,012 

92.3101 

4.660! 

28.071; 

125,041 

«S,S10 

1913 

201,346 

59,461 1 

93.401 

127.227 

129,452 

92.142 

9.129 

32,675' 

133,946 

mjs/s7 

1912 

190.727 

59.875 

120,417 

118.504 

122.474 

104.037 

4.234 

32.183 

138,454 

lOCOi? 

1911 

204.111 

61,589 

195.421; 

123,177 

126.792 

5.083 

1.348 

31.882 

38.313 

5.083 
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LUMBERMENS  INDEMNITY  EXCHANGE,  Seattle,  VJath.—Continued. 

MISCELLANEOUS:  This  is  an  intor-insuivice  anoeiatioii, 
eompriaed  of  lumbar  dnkn  rated  at  tlOO.000  or  more,  wfaoinmre 
eaeh  other.  Attomeyi  are  inmranoe  men  of  long  experienee  and 
higli  itaiuimg  and  operate  a  general  agency  repreaentiiig  a  number 
of  standard  atook  eompaniea. 

The  contingent  liability  of  undenrritera  ib  stated  to  be  $t2;lUr 
313. 

BOARD  OF  TRUSTEES:  E.  Q.  Griggs,  weaident;  E.  J.  Pkhner, 

E.  W.  Hamber.  Ira  B.  Bennett,  J.  H.  Bloedel  0.  M.  Clark, 

F.  H.  Jackson,  C.  C.  Bronson.  treasurer;  C.  E.  Fatten,  Edgar  H. 
Bucklin,  J.  E.  Bratnober,  Ralph  H.  Buraside,  A.  L.  Faine. 

TERRITORY  COVERED:  The  Exchange  openttes  m  Cal.,  Ida., 
Ore.,  Wash..  Wis.  Minn,  and  B.  C. 


Dae.  31, 1915.  Li&BiunM,  Dee.  81, 1915. 

Realeatate S33.691    Loasesunpaid 135.134 

Wash. Iron  Wks. be  4,390  Unearned  prems.. .        57,980 

C^ 98,069  Other liabiimcs....         19,618 

IVem.  Depa-doe....  94,992                                 

Interest  and  rents..  92  Total  liabilitiea. . .     $112,732 

Other  Mseta 11,397    Net  surplus 129,919 


Total 


$242,651       Total $242,651 


REAL  BBTATE  OWNED:  The  company  owns  property  in 
BdlBvtoo.  Wash.,  Talned  at  S60.000. 


LUMBERMENS  LLOYDS,  Eau  Claire,  Wis. 

Attorney  and  Manager,  J.  A.  Smith.    Organised,  1893. 


ktion  was  formed  in  September,  1893,  and  at  date  of 

hlesl  obtainable  report  had  42  subscribers,  each  of  whom  was 
stated  to  have  deposited  S5,000.and  to  have  assumed  $7,500  addi- 
tional fiafaifity.    its  matimnm  line  was  $25,000.    It  transacts 


only  inteiHnsuranoe  (between  members),  and  declines  to  go  into 
details  as  to  its  operatbns,  which,  howevtf,  are  understood  to  have 
been  successful. 


LUMBERMENS  MUTUAL  SOCIETY,  Spokane,  Wash. 

Fresident.  F.  E.  Robbins;  Secretary-Treasurer,  A.  L.  Forter.    Organised,  1904. 

MISCELLANEOUS:  This  is  an  intcMnsurance  association 
lonned  fcor  the  members  of  the  Western  Retail  Lumbermens  Asso- 
dataoB,  ^Mkane,  Wash.  Its  operations  are  confined  to  the  retail 
famibcr  ^nirda  in  the  ten  western  states  betwnen  Canada  uid  Mezioo. 
The  inmiHMiin  UafaiBty  on  any  one  risk  is  $10,000.  Each  member's 
JbbilHy  is  limited  to  the  sum  of  2  annual  premiums.  Annual 
1  dfepoaits  are  made  at  board  rates  as  guarantee  of  payment 


of  assessments,  which  are  levied  8emi-«nnualbr.  These  amount 
mnwnany  to  40%  of  the  premium  deposit.  Thit  affairs  of  the 
Society  are  in  the  hands  of  a  mana^ng  board  of  nine,  from  which 
three  are  selected  as  an  executive  committee. 

Assets  reported.  December  31, 1915.  $179,838:  members  deposita, 
$110,681;  surphis.  $60,167.  Fire  risks  in  force  Dec.  81.  $6,354,150. 


LUMBERMEN'S  UNDERWRITING  ALLIANCE,  Kansas  City,  Mo. 

Attomey-in-fiset,  U.  S.  Epperson  ft  Co. 

ASSETS.    DEC.   31,    1914,   $925,846:   unearned   premiums,    I   635;  expenses,  $150,304;  total  disbursunents.  $713,066;  losse* 
$291,646;  snrphu.  $564,989;  net  premiums,  $740,596;  total  income,    |    mcurrea,  $408,127. 
$771,713;  losses  pud,  $408,127;  returned  to  policyholders.  $155.- 


MANUFACTURERS  ALLIANCE,  Chicago,  111. 

Attorney  and  Manager.  M.  J.  Dorsey,  206  LaSalle  St.    Organised,  1906. 
TUa  a  a  depaiimfnt  of  The  Indemnity  Exchange,  Chicago,  III.,  reported  upon  elsewhere  herein. 


MANUFACTURERS  &  MERCHANTS  REQUITABLE  EXCHANGE. 

St.  Louis,  Mo. 

Attorney  and  Manager,  Wallace  C.  Butler,  Jr. 


AfiSETS,  DEC.  31. 1915:  Cbsh,  $11,948,  agents'  bahmcea.  $1,319, 
total  assets.  $13,267.  Liabilities:  Unearned  prems.,  $3,303;  other 
liafailitieB,  IMS:  total  UabOities.  $3,568;  surplus,  $9,699. 

RISKS  AND  PREMIUMS:  Tire  risks  in  force  December  31, 
$2,106,500;  premiums  thereon,  $6,606. 

BUSU7ES8  SINCE  ORGANIZATION:  Premiums  received, 
$23,434,  losses  paid.  $4,104;  dividends  declared,  cash,  $8,192. 

BUSINESS  DURING  1915:  Net  premiums  received,  $6,401; 
total  inoosne,  $6,651;  losses  paid,  none;  dividends  returned  to 
poBeyboUcn^  $1,728;  expenses,  $1,620;  total  expenditures,  $3,745. 


This  is  an  inter-insurance  exchange  oraganiaed  in  1911  and 
managed  by  Wallace  C.  BuUer.  Jr.,  and  an  advisory  committee 
composed  of  three  members,  vis.,  A.  L.  SUpleigh  of  NorweU- 
Shapleigh  Hdwe.  Co..  M.  B.  Wallace  of  Sam'l  Cupples  Wooden- 
ware  Co.,  and  E.  W.  Stix  of  Rioe-Stix  Dry  Goods  Co.,  all  of  St. 
Louis.  The  exchanjie  began  business  in  September.  1911,  and 
writes  only  risks  equipped  with  automatic  sprinklers.  The  liatxlihr 
of  subscribers  is  limited  to  $2,500  on  any  one  risk  and  the  manager  a 
remuneration  is  15%  of  all  premiums  received.  This  aasodation 
absorbed  the  Western  Inter-Insurers  of  St.  Joseph,  Mo.,  in  1912. 


MANUFACTURERS  OF  CLAY  PRODUCTS  AT  RECIPROCAL 

INSURANCE  BUREAU,  St.  Louis,  Mo. 

Attorneys-in-fact  and  Managers,  Campbdl  k  Eckel.    Organised,  1913. 

effhawgw  eonfinea  ita  insurance  to  risks  of  clay  product    I   on  the  same  principle  as  the  Metal  Trades  Redp.  Ins.  Bureau, 
"  It  b  under  the  same  management  and  is  operated    |   which  see. 
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MANUFACTURERS  LLOYDS,  New  York. 

Att<wneyB,  Jameson  ft  FrelinghoyBen.  1 1 1  William  8t.    OrgMiiied,  1802. 


Unetraed     Surplus  as  i 

Net 

Total 

Losses      1 

Total  El- 

Loans 

YmkR 

Anets 

Premiums 

toP*yh*r8 
$11 

Premiums 

Income 

Paid       '  Dividends  { 

Expenses   '  penditures 

Inenrrwl 

1915 

S713 

12 

13 

13 

1 

121 

121]. 

1014 

731 

3 

28 

—52 

401 

—$177         $13,504' 

30 

13J66'. 

1013 

12«653 

3 

tl2.614 

-4,933 

2.137 

630;         t68.883 

3,223'          72.745 

S515 

1012 

87.873 

0.004 

t77,872 

16.5001 

20.601 

26.810             6.750 

8.770           41.330 

26.761 

1011 

100.037 

12,662          t05.880: 

20,740 

26.360 

6.0511            6,250 

6.083            10.284, 

7.364 

t  Also  additional  liability  of  underwriters,  $230,000. 
deposits  of  underwriters. 

ASSETS.  DEC.,  31,  1015:  Cash.  $712;  agents'  balanoes.  $1; 
total  assets,  $713.  Ualnlities:  Unearned  premiums,  $2;  Undis. 
deposits,  $700;  surplus,  $11. 

MISCELLANEOUS:  This  association  began  business  in  1802. 
Five  years  later,  its  risks  were  transferred  to  the  new  Insurance 
CompMur  of  the  State  of  New  York  (whieh  reinsured  in  the  Man- 
hattan lire  in  1880),  after  which  it  took  over  the  risks  of  the  United 
Cities  Lk)yds.  which  then  retired.  In  1013,  this  Lloyds  reinsured 
practioally  all  of  its  risks. 


tDividends.  $5,750  distributed  to  underwriters,  $63,133.    Ezeloding 


UNDERWRITERS:  Liafaffi^ 

Assumed. 

Joseph  S.  Frelinghuysen.  1 1 1  William  st.,  N.  Y $10,000 

E.aJameson,  111  William  st..  N.  Y 10.000 

B.  N.  Exton,  64  WaU  St..  N.  Y 10.000 

G.  F.  HutehingB.  Ill  William  St..  N.  Y 10.000 

L.  R.  Bowden.  Ill  William  St..  N.  Y laOOO 

Lyman  Candee,  111  William  St..  N.  Y 10,000 

C.  V.  Mesorole.  Ill  William.  St..  N.  Y 10^000 


$70,000 


MANUFACTURING  LUMBERMENS  UNDERWRITERS,  Kansas  City,  Mo. 

Attomesrs-in-Fact,  Ranldn-Benedict  Underwriting  Co.,  Lathrop  Building. 

This  b  an  inter-insurance  association  whieh  writes  large  lines  upon  the  properties  of  its  members.   It  has  about  510  subeeriben.    No 
financial  statement  for  1015  has  been  furnished  though  requested. 


MANUFACTURING  WOODWORKERS  UNDERWRITERS. 

Attorney  and  Manager.  Lee  Blakemore,  Chicago.  lU. 


This  is  an  inter-insuranoe  organiaatbn  insuring  only  wood- 
working risks.  It  was  organised  eariy  in  1000  by  Lee  Blakemore. 
fonnerly  connected  with  the  Lumbermens  Underwriting  Alliance 
of  KansBS  City.    The  attorney  is  allowed  25%  of  premiums. 


which  is  to  cover  all  expenses  except  lepJ  expenses,  taxes  and 
expense  of  adjustments.  The  plan  provided  for  the  ereatioo  of 
a  reserve  fund  before  anv  saving  not  exceeding  25%  of  premium 
deposits  shall  be  returned  to  subscribers. 


MERCHANTS    AND    MANUFACTURERS    INTER-INSURANCE    ALLI- 
ANCE, Galveston,  Tex. 

Attorneys  and  Managers.  I.  H.  Kempner.  B.  J.  Cunningham.    Organised.  1010. 


MISCELLANEOUS:  James  E.  Quin  is  underwritiiu  manager 
and  there  is  an  advisoy  committee  composed  of  John  Sealy.  Gal- 
veston; J.  H.  W.  Steele,  Galveston;  M.  Lasker.  Galveston; 
C.  H.  Moore,  Galveston|  J.  S.  Rice,  Houston.  Members 
deposit  a  full  annual  prenuum  and  an  allowance  of  30%  to  the 
attomeiys  covers  all  expenses  except  legal  expenses,  loss  adjustments 
expenses  and  expenses  of  the  advisory  committee.  The  advisory 
committee  may  establish  a  reserve  of  50%  of  the  net  savings  of 
members  until  same  equal  the  amount  of  the  bst  annual  deposit 


of  members,  after  which  savings  shall  be  returned  annually  in  cash 
or  apidied  on  account  of  next  annual  deposit.  The  limit,  in  a  city 
blook  or  on  one  risk  is  15.000  and  subscribers  deposit  a  sum  equal 
to  one  full  annual  premium  of  the  stock  company  rate.  Assets 
Dec.  31,  1015,  $58,576  (including 438.256  reserve  notes).  Duiiv 
1016  premiums  aggregated  $46,082;  total  income.  $47,542;  divi- 
dends $12,365;  losses  incurred  and  paid,  $20,623.  managMaeni 
expenses,  $14,005,  total  disbursements.  $47,224.  A  dividend  of 
43%  was  declared. 


THE  MERCHANT  UNDERWRITERS,  Chicago,  111. 

Attorney  and  Manager,  M.  J.  Dorsey.  234  So.  La  Salle  St.,  Chicago,  111. 
This  is  a  department  of  the  Indemnity  Exchange,  Chicago.  111.,  repented  upon  elsewhere  herein. 


MERCHANTS   FIRE   LLOYDS,  New  York. 

Attorneys,  R.  A.  Corroon  A  Co..  15  William  St.,  Organised,  1888. 


MISCELLANEOUS:  Onnnised  in  1888,  this  Lloyds  was  for  11 
years  managed  solely  bj;  fienry  GrifFen.  In  1800,  Jameson  <ft 
Frdinghuysen  became  joint  attome3rs  with  Mr.  Griffen.  and  in 
1012  the  management  was  transferred  to  Messrs.  Fabre,  Albrecht 


and  Griffon.  Follomng  the  death  of  Mr.  Fabre,  the  bunness  as 
conducted  by  the  attorneys  named  was  liqiudated  and  thepreseot 
attorneys  took  charge. 


METAL  TRADE  AT  RECIPROCAL  INSURANCE  BUREAU,  St.  Louis,  Mo. 

Att<Miiey8-in^act  and  Managffs.  Campbell  ft  Eckel.    Organised,  1016. 


Thb  exchange  was  licensed  in  Missouri  to  transact  a  fire  insurance 
business  on  metal  working  risks.  The  management  expenses  are 
to  be  limited  to  25%  of  tne  jvemiums  reserved.    Advisory  eom> 


mittee,   W.  H.  Gillette,  T.  H.  PhUippi,  J.  A.  Soott  aad  C.  L. 
BeaU. 
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MOTOR  VEHICLE  UNDERWRITERS,  Chicago,  111. 

Attorne9r*m-fMt  Motor  Corpontioo.    O^uiiaod,  1916. 


initial  depoaits  of  60%  of  the  r«|alar  oonf er- 
ve  nbjoet  to  ■wiwiiiiiiiit  of  the  remainder.      The 
it apeonBare.linuted  to  15%  of  the  annual  pre* 
aO  other  eipaneee  and  loinB  eome  fTom  aember^t  d»- 


poata.  This  exohaan  eoTera  all  riaks  of  fire,  theft  and  ooDiiioD 
mwranee  on  aatowjowiee,  and  is  operated  in  eonjunotion  vitb 
Motor  Vefaide  Liafaifity  Underwriters. 


MUTUAL  INDEMNITY  EXCHANGE,  New  Orleans,  La. 

Attorneys  and  Manasers,  L.  W.  Osborne  Co.  Ltd.   Orsaaiaed,  1012. 


TUseKcfaaBfle  is  rqiorted  to  be  writing  prine^aUy  upon  dweiUnoB, 
and  mercantile  bnikfinfs  and  stocka.    12,500  is  the 
risk  esteepting  oo  sprinklered  riaks  where  $5,000  is  the 


limit.    J.  E.  Warner,  attorney  for  the  Southern  Lumber  Under' 
writers,  is  president  of  the  L.  W.  Osborne  Co..  Ltd. 


NATIONAL  AUTOMOBILE  INSURANCE  EXCHANGE,  Peoria,  III. 

Attorney-in-faot,  V.  Freeland  Brown.    Organiaed.  1915. 

This  nehange  writes  insurance  on  automobiks.  covering  fire,    I   Timmons,  JdUi  M.  Ijams,  Chester  F.  Bamett,  0.  B.  Kdmonsoi» 
theft  and  eoOisini.    Advisory  eommittee  is  rqwrted  to  be  C.  A.    |   and  Qrover  C.  Reeser. 


NATIONAL   INTER-INSURANCE   BUREAU,   Kansas  City,    Mo. 

Attemey  and  Manager,  National  Inter-IiMuranee  Adjustment  Co.;  President.  Clyde  W.  Miller;  Vioe-Preaident,  W.  J.  Miller;  Secretary- 
Treasurer,  Isaac  W.  Jones.    Organised,  1907. 


ASBETS.  DEC  31,   1915:  Mortgsge  loans.  $16*450;  cash, 
18^07;  dae  from  subs..  13310;  total  assets.  $28,403.    Liabilities: 
loap^  $^010:  other  liabilities,  $494;  total  liabifitim,  $2,504; 
a.  i26.M9:  total  $38,493. 


Net  aOBooat  of  vMnben*  liabilHy.  Dee.  31.  $89,000. 

RISKS  AND  PREMIUMS:  Fiie  risks  in  foroe,  December  31, 
$^227^12;  premiums  thereon,  $36,042. 

BUBIKESS  SINCE  ORGANIZATION:  Premiums  reoaved. 
$215,361;  losses  paid,  $82,420;  savings  returned.  $43,656. 


BUSINESS  DURING  1915:  Net  cash  nremiums  reoeivedr 
$26,506;  total  inoome,  $49,707;  losses  paid.  $16,906;  letumed  to 
subscribers.  $7,380;  pud  underwriter.  $8,382;  other  expeoaes  $2.4 10; 
total  ^sbursements,  $85,077. 

MISCELLANEOUS:  This  is  an  inter-iasiirance  otsaakatioo 
f  umishiag  indramity  to  owners  of  hotels  <rf  bride,  stone  and  fire- 
proof ooostmetion,  druggists  irith  stores  in  brick  and  stone  build- 
mga  in  protected  towns.  Its  attorney  and  manager  is  NatioBal 
Interwlnsuranoe  Adjustment  Co..  with  offices  at  213-214  American 
Bank  Bldg.,  Kanaas  City.  This  bureau  has  about  1.000  sub- 
icnben. 


NATIONAL   LUMBER   MANUFACTURERS    INTER-INSURANCE   EX- 
CHANGE, Chicago,  III. 

Attomey-in-fact  and  Manager.  Chas.  F.  Kmonsen.  .  Organised.  1915. 

Membcrslup  in  this  eiehange  is  limited  to  those  engaged  in  the    I   Jan.  31. 1916,  were  reported  to  be  $62,903;  and  it  carried  to  sub- 
Bsaubetore  of  lumber;  and  is  branch  department  of  the  Nation-    [   scribers  credit  on  that  date  $23,639. 
si  LoBBber  Mamifarturers  AsKwiation.    Its  cash  deposits  as  of 


NATIONAL  MERCHANTS  AND   MANUFACTURERS   INSURANCE 

EXCHANGE,  Chi««o,  III. 

Attorney-in-fact  and  Manager,  C.  C.  Clark.    Organised,  1916. 


This  fifhange  eonfiaes  its  risks  to  merchants  and  manufacturers 
with  $5,000  net  as  the  limit  on  aaysinde  unsprinklered  risk  and 
$10,600  net   on  qirinklered  risks.    Management  expenses  are 


25%  of  the  premium  deposits.     The  company  is  licensed  in 
lUiiKUS. 


1915 
1914 
WZ 
1912 
1911 


THE  NATIONAL  UNDERWRITERS  OF  AMERICA,  New  York. 

Attorneys  Hall  A  Trowbridge;  Secretary.  R.  L.  Stewart,  80  Maiden  Lane.    Organised.  1892. 


Unearned 
TiAal    Assets     i  IVemhuns 


$»1.970 
210.085' 
200,477; 
S06.319! 
216407< 


$20,462 
19,274 
20,792 
22,507 
21341 


Surplus  as  I       Net       I      Total 
toPyh'rs     Premiums  '    Inoome 


$118,364i 
127.941 
179.005; 
182,5001 
181,783 


$31,855| 
34.437' 
33,8841 
40.1091 
42,403' 


1940.773 

42.988 

t42.625 

i48.475 

tSO.313 


Losses 
Paid 


Dividoids  ! 


$12,668 

1,926 

32,907 

15.065 

21.891 


j  Total  Ex- 
Ezpenses   '  penditures 


$8,536 
8,341 
8.740' 
8,366 
8,3221 


$13,258 
12.626 
11.664 
13,895 
14,703 


*$34,462 

*22,893 

53.311 

♦37,346 

44,916 


Incurred 


$12,901 


80,995 

6,315 

32.093 


Tkrinding  payments  to  retiring  subscribers. 


{Excluding  subscribers'  deposits. 
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THE  NATIONAL  UNDERWRITERS  OF  AMERICA,  New  York-^CorUinued, 


Awm,  Deo.  81, 1015. 


LuBiunn,  Deo.  81, 1015. 


Bonds  and  stocks. 

Gbah 

Agents*  belanoes. . 
Interest 


$170,370 

34,886 

4.009 

2,216 


I  unpaid 

UneerDedprems.. 
Othff  liabilities.. 

Total  liabilities. 
Undis.  deports. . . 
Surplus 


10,404 

20.462 

650 


$31,606 

52,000 

118,364 


Total 


$201,070       Total $201,070 


RISES  AND  PREMIUMS:  Fire  risks  in  force.  Deoember  81, 
$8,820,064;  premiums  thereon,  $30,208. 


BUSINESS 
$5n,841: 


SINCE  ORGANIZATION:  Pramiums  reoeiTed. 
paid  $153,614;  dividends  declared,  cash,  $80,397. 


BONDS  OWNED: 

N.  Y.  Cy.  cp.,  sm.,  1050, 4% 

A.  T.  A  St  F.,  1005,4% 

Cent.  Pte.,  1049, 4% 

C.  B.  A  Q.,  1021, 4% 

C.R.I.  A  P.  1088,4% 

Erie,  1059, 4% 

Ore.  St.  L.,  1929. 4% 

Pa.  Co.,  1981. 4% 

So.  Pte.,  1955. 4%^ 

N.  Y.  Oas.  El.  L.  H.  A  P.,  1949, 4% 


Par 
Value. 
$50,000 
10,000 
25.000 
25.000 
10.000 
10.000 

5.000 
10,000 
15.000 

5.000 


Market 

Value. 

$49,000 

^,400 

22.500 

24,500 

8.500 

8.900 

4,650 

9.500 

13.500 

4.250 


Totals  (book  vahie.  $157.350) $165,000      $154,700 


MISCELLANEOUS:  Formed  as  EouitaUe  Fire  Lloyds;  present 
title  assiimftd  November  26, 1902.  Hau  A  Trowbri(ke  also  manage 
the  American  Lloyds,  the  Great  Western  Lloyds,  Imderwriters  at 
New  York  A  Boston  Lloyds  and  the  Union  Underwriters.  No  loss 
by  San  Frandsco,  1906,  oonflagration. 


ADVISORY  COMMITTEE:  F.  S.  Bangs,  Joseph 
Willis  L.Otdfln. 


UNDERWRITERS: 
Brown,  of  Blake  Bne.  A  Co« 


E.  Brown 
UftbOit] 


N.  Y.  and 


Joseph  E. 

Boston 

Francis  8.  Bangs,  of  Guthrie,  Bangs  A  Van 

New  York 

Jacob  D.  Lit.  of  Lit  Bros..  Philadelphia,  Pa. 

H.  B.  Sedgwick,  of  Sedgwick.  Colkns  A  Co.,  London, 


Eng. 


Harvey  Childs.  Jr.,  of  H.  Childs  A  Co..  Pittaban,  Pft. 
John  G.  Stephenson.  Jr.,  2d   vioe-pres.  ArbutliBofr- 

Stephenson  Co..  Pittsburg,  Pa 

Williun  W.  Lawrence,  pros.  National  Lead  Co.,  N.  Y. 

Harry  J.  O'Brien,  iasuranee,  Chicago,  IH 

Adolph  Gomel.  N.Y 

William  J.  Stitt,  of  Jacob  Adler  A  Co.,  N.  Y 

Charles  H.  Zehnder,  pros.  Austin  Coal  A  Coke  Co., 

New  York 

Charles  Adler.  of  Jacob  Adlor  A  Co.,  N.  Y 

Hans  Schmidt,  of  Schoellkopf  A  Co.,  Buffalo,  N.  Y.. . . 

Willis  L.  Onden,  of  W.  L.  Ogden  A  Co..  N.  Y 

Spencer  Kellogg,  of  Charles  C.  Kellogg  A  Sons  Co., 

Utica,N.Y 

August  Heokseher.  director,  N.  J.  Zbe  Co.,  N.  Y 

Henry  G.  Gennert,  of  Gennert  A  Qennert,  N.  Y 

Henry  A.  Sherwin.  pree.  The  Sherwin-Williams  Co.. 

Cleveland.  0 

EdwardE.  Hall,  of  E.E.  HallACo-.N.Y 

Wm.  H.  Andrews,  pros.  Pratt  A  Lambert,  Ine^  Buf- 

falo,N.Y 

C.  C.  Ballantyne,  viee-pres.  The  Sherwin-Williams  Co^ 

Canada,  Ltd 

Darwin,  D.  Martin,  of  Larkin  Co..  Buffalo,  N.  Y 

Edgar  Palmer,  pres.  New  JerseyZinc  Co.,  N.  Y 

Wpam  A.  Hiimns  of  Wm.  A.  Higgins  A  Co..  N.  Y.. . 
T.  B.  DevinneTNew  York 


$iaooo 

10.000 
10.000 

10.000 
10.000 

laooo 

10.000 
10,000 
10.000 
10.000 

10,000 
10.000 
10.000 
10.000 

10.000 
lOiOOO 
10.000 

10.000 
10,000 

10.000 

10.000 
10,000 
10,000 

laooo 
laooo 


UNDERWRITERS  AT  NEW  YORK  AND  BOSTON  LLOYDS,  New  York. 

Attorney.  E.  E.  Hall  and  C.  A.  Trowbridge,  80  Maiden  Lane,  New  York.    Organised,  1892. 


YlAB 


1915 
1914 
1913 
1912 
1911 


Assets 


Uneuned 
Premiums 


Surplus  as 
to  Fyh'rs 


$182,158: 
126,287: 
109,300 
118,n2 
100,100 


$27,552| 
25.322 
24,583 
21,554 
20.335' 


$43,427 
42,815 
•83,875 
•87,536! 
•72.986 


Net 

ToUl 

Loeses 

Total  Ex- 

Loases 

Premiums 

Inc(»ne 

Paid 

Dividends 

Expenses 

penditures 

Ineuned 

$37,000 

$40,642 

$11,542 

$3,566 

$15,695 

$30,803 

$16,696 

49,652 

153,569 

5.021 

4.372 

16,786 

(26,179 

9.988 

37.980 

{42,328 

80,427 

2,980 

17,554 

50.961 

28,730 

43,781 

:46,511 

5,289 

2.283 

17,476          (25,048 

6.738 

47.306 

t49.422 

2,534 

1,480 

16.911 

20,905 

2372 

•Abo  additional  liability  of  underwriters,  $160,000.       tExeluding  deposits  of  underwriters.       (Exdud 
subscribers. 

Asssn.  Dec.  31, 1915.  LiABiunn.  Dee.  31. 1915. 


ies  payments  to  retiring 


Bonds  and  stocks. 

Cash,.^ 

Agents'  bafamces. 
Interest 


$89,100 

37.044 

5.080 

933 


Losses  unpaid $10,429 

Unearned  prems. . . .        27,552 
Other  halnUties....  750 


Total  liabilities. 
Un<fis.  deposits. . . 
Surplus 


$38,731 
50.000 
43,427 


Total 


$32,158         ToUl $32,158 


RISKS  AND  PREMIUMS.   Fire  risks  in  force,  December  31, 
19,623,677;  premiums  thereon,  $54,759. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$246,581;  losses  paid,  $57,395;  dividends  declared,  cash,  $14,661. 


BONDS  OWNED: 

Int.  A  Qt  No..  1914.  5% 

N.  Y.  Cy.,  1962. 4^^% 

N.  Y.  State  Rys..  1962,  4H%. 

D.  A  H.,  1943,  4% 

West  Shore.  2361.  4% 

New  York  Sute  Land 


Par 

Market 

Value. 

Value. 

$25,000 

$16,250 

25.000 

25,250 

10.000 

8,500 

10.000 

9,700 

laooo 

9,200 

20.000 

20.200 

Totals  (book  vabe,  $98,837) $100,000        $89,100 


MISCELLANEOUS:  This  association  operated  actively  from 
April  1892,  until  1897,  when  it  reinsured  its  risks  in  the  Northern 
Insurance  Co.,  of  New  York.  The  management  of  the  association 
was  transferred  to  Hall  A  Trowbridge  in  January.  19 10,  who  conduct 
its  affairs  along  lines  onular  to  thoae  of  other  Lloyds  in  their  office. 


Conflagradon  losses:  Baltimore,  1904,  $10,000;  San  Franeisoo.  H  Oi 
estimated  at  $1,000. 

ADVISORY  COMMITTEE:  Thomas  Dimond,  Chaa.  J.  FoUmsr, 
John  D.  Sutphen,  David  S.  Walton  and  Leo  H.  Wise. 

Tiafaifitar 
Asumed. 

$iaooo 

10.000 

10.000 

10,000 

10.000 

10.000 

10^000 

IQlOOO 

10,000 

laooo 

laooo 

laooo 

10.000 

10.000 

10.000 

10,000 

10.000 

IOlOOO 

laooo 

lOiOOO 

lOiOOO 

lOiOOO 

lOuOOO 

lOlMO 

10,MO 


UNDERWRITERS: 

David  S.  Walton 

Chas.  J.  FoDmer 

Leo  H.  Wise,  Baltimore  and  New  York. 

John  S.  Sutphen.  New  York 

Edward  E .  Hall,  New  York 

Wm.  W.  Lawrence,  N.  Y 

Eugene  V.  Connett,  Jr.,  New  York 

Francis  S.  Bangs,  New  York 

E.  S.  Powell,  Jr.,  New  York 

H.  A.  Caesar.  New  York 

Edgar  Pahner.  New  York 

Saml.  Sloan,  New  York 

L.  N.  Ldttautf.  New  York 

Chaa.  R.  Myer,  New  York 

Wm.  J.  Stitt,  New  York 

Harry  J.  O'Brien,  Chic 
Harvey  Childs,  Jr.,  Pittsk 
Chas.  F.  Miller.  Lancaster, 

Chas.  Edd^,  New  Yoric 

Edwin  ATRichard,  New  York. . . 

Chas.  Adler.  New  York 

Thomas  Diamond,  New  York. . . 
Wm.  H.  Andrews,  Buffalo.  N.  Y. 

Chas.  L.  Conklin.  N.  Y 

Frank  J.  Heaney,  N.  Y 


icago 

ittsbuK.. 
iaster.  Pa. 


Totals OSSOlOOO 
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NEW  YORK  FIRE  AND  MARINE  UNDERWRITERS,  New  York. 

Attoraqra.  WiUooz,  F^  k  Hughes,  3  So.  WiUiam  St.,  New  York.    Orguiised,  1S92. 


TiAS 


1915 
1914 
1913 
1912 
1911 


1206,300 
280.057 
325,276 
340.940 
235,104 


Unesnied 
PKmhiiDa 


961.108 
73.135 
60.099 

75.917 
38.026 


Surphs  10 
to  Pyh'n 


$184,106 
133,645 
143,817 
154,869 
152.075 


Net 

IVemiuina 


$132,301 

86,704 

164,290 

232,518 
64.509 


Total 
Ineooie 


1^  WHWw 

Fkid 


$141,537 

96,5961 

tl75,779l 

240.1471 

t204,936 


$77,321 
92,954 

149.622 

72,414 

2.997 


Dividends 


Ezpenaes 


Total  £x- 
pendUtures 


J$024. 
11.962 


$49,583 
38.929 
44,648 
49.752 
16,517 


$127,828 

133,845 

194.270 

122,166 

19.514 


Incurrad 


$60,688 

92,113 

148.193 

123.176 

14,442 


tlododes  $140,000  cantributed  by  onderwriten.  tEzchides  subscribers'  deposits. 


f  To  policyholders. 


Anan»  Dee.  31. 1915. 


Boitdb  and  stocks. 

Cash 

Agents'  bahaecf. . 

Intecest 

Other  assets 


Total 


$225,250 

40.150 

24.403 

3.163 

2,334 


LuBiUTaa,  Deo.  31. 1915. 

Losses  unpMd $43,628 

Unearned  presBS. . . .        61,168 
Other  liabilities....  6.343 


Total  liaUfities...     $111,134 
Surphw 184,166 


$295,300       Total $295,800 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$8,561,088:  premhnns  thereon,  $70,594;  marine  and  infamd  risks  in 
fioree,  $2,074,714;  premiums  thereon,  $43,075. 

BUSINESS  SINCE  RE45RGANIZATION 
984.700;  loves  paid.  $508,503. 

BONDS  OWNED: 

K.Y.C..1916,4% 

N.  Y.  C  1917.  6% 

B.  k  O,  1918.  4H% 

B.&0..  1919.43-^% 

Del  A  Hud,  1916,  4% 

Gt.  No.  No.  Pac..  1921.  4% 

Kan.  Mieh-,  1027. 5% 

Mich.  Cent.,  1929.  4% 

So.  Ry,  1994. 5% 


:  Premiums  reeeiTed, 

Pw 

Market 

Value. 

Value. 

$20,000 

$20,000 

5,000 

5.150 

5.000 

5.050 

5.000 

5.050 

25,000 

25,000 

25,000 

24,500 

10.000 

laooo 

10.000 

8.900 

10.000 

10.300 

Bo!fiM  OwNB>. — Cmd. 

Am.Tl.*Tg..  1929.4% 

Cler.  EI.  lUum..  1939,  5% 

Deare  k  Co..  1916. 5% 

New  York  Cy.,  corp.,  st., 


Par 
Value. 
$25,000 
10.000 

5.000 
70,000 


Market 

Value. 

$22,750 

laioo 

5,000 
68.450 


Totals  (book  value  $220. 1 56) $225.000        $225.250 

MISCELLANEOUS:  Organised  as  Commercial  Lbyds:  name 
changed  to  New  York  Commercial  Underwriters.  May  10,  1904; 
present  title  assumed  191 1.  Transacted  general  buriness  from  1892 
to  1896.  when  it  reinsured  in  the  Philadelphia  Mutual  Fire.  It 
resumed  business,  but  ceased  active  operations  in  1900.  In  1906 
Henry  Stewart  k  Son,  average  adjusters  (founded  1860;  inc.  1908), 
were  appointed  attomesrs  for  the  underwriters,  but  on  December  3 1, 
1910,  It  reinsured  all  outstanding  risks,  starting  in  1911,  with 
Willoox,  Peck  k  Hushes  as  attorneys,  under  the  title  of  New  York 
Fire  and  Marine  Underwriters.    It  writes  fire  and  marine  insurance. 

UNDERWRITERS:  Chas.  D.  Franks,  Joseph  C.  Hughes,  Ernest 
P.  Lenihan.  Percy  S.  Mallett,  Raymond  T.  Marshall,  Ernest  W. 
Conxion,  Chas.  E.  Peck.  Wm.  A.  Prime.  Chas.  Sayles.  H.  N. 
Townsen,  Robt.  L.  Van  Arsdale.  Wm.  G.  Willcoz,  Chas.  F.  Wreaks, 
liabiltty  unlimited  andjoint  and  several. 

TERRITORY  COVERED.  The  underwriters  are  licensed  in 
111.  and  N.  Y. 


NEW  YORK  FIRE  LLOYDS,  New  York. 

Attorneys,  A.  E.  Cortis:  J.  W.  Patterson;  Deputy  Attorney.  Qeo.  J.  Scott.  2  Rector  St..  New  York.    Organised.  1892. 


MISCELLANEOUS:  This  Lbyds  is  not  now  transacting  active 


UNDERWRITERS:  H.  W.  Douty,  30  Broad  St..  N.  Y.;  I.  J. 
Mcrritt.  Jr..  40  Wall  St.,  N.  Y.;  W.  J.  Howey,  248  W.  24th  St..  N.  Y. 


Horace  E.  Fox,  105  W.  62nd  St..  N.  Y.;  Geo.  Hofanes,  30  Broad  St., 
N.  Y.;  Geo.  Renter,  Jr.,  St.  Andrews  Hotel,  N.  Y.;  A.  R.  Baird, 
Brooklyn,  J.  W.  Ptttterson,  2  Rector  St.,  N.  Y. 


NEW  YORK  RECIPROCAL  UNDERWRITERS,  New  York. 

Attorneys,  Alfred  G.  Evans  and  E.  B.  Swinney,  90  West.    EaUUished,  1891. 


Unearned  i 

Surplus  as 
to  P'yh'rs 

$1,452,469 

Net 

Total      , 

Losses 

YsiLB 

Assets 

Income     ' 

Paid 

1915 

$2,110,587 

$279,292 

$560,276, 

$622,683 1 

$17,022 

1914 

1,050,665 

276,759, 

1.376.849, 

567.7591 

632,324 

139,803 

1913 

1.084.119, 

272,892 

1.368.0191 

582.337 

635.434, 

37.093 

1912 

1^4,919 

254,092! 

1,292.164 

598.145i 

648,080 

14.051 

1911 

1,701,284, 

259.269 

1.142.445: 

602.115 

647,670, 

23.679 

Dividends      Expenses 


$345.6101 
429,592! 
379,106, 
348.7361 
322.038' 


$104.243 1 
103.5861 
107.821 
109.697 
106.795' 


ToUl  Ex- 

Losses 

penditures 

Incurred 

$466,875 

$16,812 

869.981 

138,447 

524.020 

36,393 

472.484 

14.351 

452.512 

23.291 

AssBi9»  Dee.  31, 1915. 

Bonds  and  ttoeks...  $063,635 

Garii 1.423,673 

CncoL  prema. 11.562 

Interest 11,717 


LuBnjnia,  Dec.  31, 1915. 


Unearned  prems.. 

Dividnids 

Other  liabilities. . 
Due  subscribes.. 


$279,292 

364,750 

5,000 

9,075 


Totalliabifities...     $658,118 
Surplus 1,452,469 


Total 


.$2,110,587       Total. $2,110,587 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$147,163,197;  pnanioms  thereon,  $558,584. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received: 
$6,382,482;  losses  pud,  $534,818;  dividends  declared,  cash,  $4,- 
018,001. 

Par  Market 

BONDS  OWNED:                         Value.  Value. 

CkirwBB  Gov.  Huk.  Rys.  g.,  1921-51,  5%        $25,000  $22,093 

N.  Y.  S.  C.  Imp.,  1962,  4% 100,000  101,875 

N.  Y.  S.  B.  C.  Tm,  1942,  4% 25,000  25,312 

N.  Y.  C.  D,  1927.  3H% 20.000  18.700 

K.Y.C.asseM.,1917.4% 50.000  49,750 

N.  Y.  C,  1917. 4H% 25,000  25.376 

N.  Y.  C.  n.  rev.,  1915-16-17.  6% 20.000  20,000 

Balto.,  Md.,  n.  a*,  imp..  1961.  4% 25.000  24.312 

Newark.  N.  J.,  mkt.  1943. 4H% 25.000  26.500 

Waterbory,  Conn.  C.  H.  Pol  Sta.  ft  Fire 

Sta..  1926-27, 4^% 20.000  20.000 


BoMDS  OwNSO. — Coni.  Par  Market 

Value.  Value. 

A.  C.  L.  L.  k  N.  col.  tr..  1952.  4% $20,000  $20,000 

C.  B.  k  Q.  R.  R.  III.  Div.,  1949,  4%. . . .  20,000  19.075 

Leh.  V.  R.  R..  gn.  m.,  2003,  4% 20,000  18,800 

Norf.  k  W.  R.  R..  1  cs.  1936.  4% 20.000  19, 150 

Ore.  R.  R.  k  Nav.  cs.  g.m.  1946,  4%. . . .  20.000  18.525 

Pa.  R.  R.  cv..  1915,  3H% 20.000  19.800 

Pa.  R.  R..  cs.  m..  1948,  4% 15,000  15,000 

St.L..  LM. AS. R.G.Div.,  1933,4%...  20,000  14,400 

St.  L..  P.  k  Nwn.  Ry.,  1  m.,  g.,  1948, 5%  30,000  31.725 

Un.  Pac.  R.  R.,  1,  1947,  4% 4.0000  38.950 

Totals $560,000  $546,644 


MISCELLANEOUS:  The  foregoing  statement  is  a  summary  of 
about  510  ivivate  accounts  of  subscribers  who  reciprocate  fire 
insurance  indemnity  in  the  office  of  the  attorneys.  (Transacts 
only  inter-insurance  between  members.)  Each  member  becomes 
liable  to  the  extent  of  not  exceeding  $2,000  for  each  risk.  This 
amount  is  not  pud  in,  but  iwemiums  are  credited  to  his  account 
until  they  amount  to  $4,000.  any  excess  being  subject  to  with- 
drawaL  Writes  sprinklered  business  only.  Limit  of  lialnlity  of 
each  subscriber  in  a  local  conflagration  is  $20,000;  which,  however, 
may  be  insured  in  excees  of  the  first  $2,000. 

ADVISORY  COMMITTEE  AND  TRUSTEES:  Arthur  W. 
Watson,  William  T.  Evans,  James  A.  Swan,  Robert  M.  Donaldson, 
E.  C.  B.  Fetherstonhaugh,  Samuel  C.  Pirie.  M.  Freidsam. 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


NORTH  AMERICAN  INTER-INSURERS  OF  THE  CITY  OF  NEW  YORK, 
New  York. 


Yu*' 

iMM 

U««nigd 

AUiRKy&  Benedict  A  fi«i»dict,  3S  N 
Surphia  m  '       Net       i      Total      ' 

^        DiTidnd.      Eipw 

TotalEn- 
poufitm 

iS=i 

ss  1 

»2  1 

S383.«e 
3S&tM 
SM.334 

t3auti 

3T,oee 

t3Bi.lST 
3:0.131 

t«a.iM; 

S3,iS3: 

87T18 

1207       i4s.eTS 

1.3TO          <e,8TJ 
183     .      4Z.1M 

iiins 

1M73 

M.OlU 

H.930 

tS7.T« 

3i 

witbdmnoft  msnbai. 

LuimnB.  D«.  31.  Itli. 

llt,208    OUw"-'--^-'-- 


t3S3.Mt       Ti>l>l 


BONDS  OWNED; 


Db. Pm,  IMT. 4%  .... 
N.Y.Ct„d.,l«4.4%.. 
N.Y.Cy.nc,IIH.t%. 
Ore.  8(.l..  lfl~  ■" 


Bo.l^M.,1B».4%  

RttkofSuDmlaga.  1H8,S%... 
BaitmCa.(h..[t*t,S%... 
N.  V,4W«ch«tirI.U.  '"' 
latw,  Mtt.  CqL.  Tr„  1? 
U.8.B(«l.l9«3,t%  .. 


UNDERWRITERS; 


Anuld.  CDnMble  t  Co.  (A.  mp.)  N»  Yoik,  N.  Y..  t20.0M 

a,  H.  Mity  i  Co.  Nmt  Vat  N.  Y SO.00O 

Sum  Bkh.  (■  owpoiMian)  N«w  YoA.  N.  Y. 20,000 

AbihuB  A  Btnua.  ^ooklyn.  N.  Y 20.000 

Wudmrd  A  Lotirom  Ine.,  Wulihictdb  D.  C 20,000 

B,  AltDU  *  Co..  Iiui_  No  YorLN.  Y 2a00a 

"  H.  White  Co..  Bonn,  Hhl IftOOO 

tat.NnrYnA 20.000 

"    ~  ■     •'  aiooo 


KmiIIiimb  DtfuiriaKiit  St 


UHM*<nniB;— C«l. 

atiky,  Lindnv  t  Cm  Co..  EochMtr.  N.  Y. 

Join  Ttvln  Dry  Gocub  Co.,  Kuuu  Citji,  Mo. 

Fndviok  Loew  k  Co.  («»»1).  Bnnklym  N.  Y 

Whedtr  A  Uotis  McnutUe  Co..  8t.  JoacfA,  Mo. 

L.  Rubsfs  i  Co.  Nxnrk.  N.  J 

CoopK.  Coctt  t  Chot  Drr  Good!  Co.  Iinrp.) 

Cooper,  Ccalo  A  Cum  Dir  Goodi  Co.  (■  DitT>')  Loa 


zaooe 

20.0(0 

2A0OO 


A  Co..  No-  YoriL,  N.  Y. 

nui_mLiifiii&Co..N«rYork.N.  Y 

FowDa  Bn».  *  Co.  Hew  Ycrt,  N.  V. 

P»«iKilftCo.NewYark..S.  Y 

Oimbel  Brai.,  Inc„  Milnukee,  Wu. 

Lnhcr,  WUUdu  t  Co.,  N«t  York.  N.  Y 

TheH.4  8.  Po(ueCo.,CSiioiiu«i.O. 

Tbe  Me)'  Dcoutmcnl  Stm  Co.,  Sl  Louii.  Mo. 

H.  C. F.  KoSi  Cc  lue.,  New  York..  N.  Y 

W.  M,  Wiilaw  t  Co.,  Aft«y.  N.  Y., 

MiUi  *  Oihb.  lac,.  Sew  Yoit.  N.  Y 

B«t  fc  Co..  Nnr  YgA.,  N.  Y 

FlntniM  A  Co..  New  York,  N,  Y 

Tht  HmUx  Brotlm  Co..  Clc^tjud.  0 

The  DeoTcr  Drr  Gooda  Co.,  Dsmr.  Colo, 

Fttdrnk  Viiilor  k  AcMia.  Naw  Yvk.  N.  Y 

H.  A,  Mildniia  Co,,  Buffalo,  N,  Y. 

8.  Kun  k  Bona  k  Co.,  Wuhiutan.  D.  C... , 

1,.  a.  DoDddMn  Co.,  MinseniSa.  "i^ 

Juno,  McDuffec  i  Stntton  Co,,  Boaton,  Mua,  

BroniH,Kioi&Ca„(>«ni,)Nn'Y«k.N,Y..  . 

L.OreifiBni.,  BallimoccUd 

TJio  Fair.  ChJaiD,  lil. 

Emery,  Bird,  TWa  Dry  Gooda  Co.  (a  oorpcnuoo) 

KuHtaiy,Mo 

Divea.  Pamcnii  k  Stenrt,  RsdUf  and  Hirnbuic. 


Bona  A  Bidil,  (■  eorpontMn)  PitUburi.  Pa. 
Morw  k  Rdcera.  ( ■  ocxixnUoa),  New  York, 

HwHudUt,  TuppeoCo,.8yncugBN,  Y. 

HodvUkL  Kohfi  *  Co..  BaltiaoR. 
R.  H.  Buuna  k  Co.,  Boaton.  Mlta.. 
Frank  *  DiMW),  Nnr  York,  H.  Y.. . . 
McGibbon  k  Co.,  N«w  York.,  N,  Y,. 
Hinr  k  Bro.,  UaDUttr.  Pa. 

M1BCELLANR0U3;   FvnHd   aa   Nortb 
^rarst  tjdfl  aflBuEoed  April  1^  "^'     ""' 
iDUr-iDaujum,  and  haa  been  ua 
IWI,    F«h  mimba  (kpuita 

aeaa  Ibe  tOnil  li  hia  liability. 


ADVISORY  BOARD;  Ji 
ITaUoii,  J.  I.  Strawa,  "   ' 


NORWEGIAN   UNDERWRITERS,  New  York. 

nnwd     Siizphia  aa 
mhiua     to  P'yh'ra 

147,019       tI3&,M 
71,042         119,71. 

il  K 

IS  s 

II  II 

Eielud«tll8,4Uo(« 


Attorney,  Willcoi 

Pwk*Hu»bea.3  8o,Willi 
Prmiu™       lo^e 

•mat.,  N.«  York,    Or«Md«rf.  ISM, 

Loaa»      "     ■"    "             "        ■   -fotalEi. 
Paid       j  Diridnda      Eipanas      paditm 

YUR| 

A-ata 

UaevHd     Sunhia  aa 
Pmnium.     rf'yl,™ 

iSi 

g 

1147,019       tI3&,M8 
71,042           119,714 

1!         S 

t4T1.43e         (480, 148 

i     i 

IIWMl 1111,460       1271,31 

OMJM 

!           jj            jj 

»1 

4.                 4 
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NORWEGIAN  UNDERWRITERS,  New  York—Continued, 


Aman,  Dee.  31. 1915. 

If .  Y.  C.  Bondi S234.700 

Ouh 166.350 

AfBitB'bBluiea....        63.775 
laterart 4.216 


LuMumB.  Dec.  31, 1015. 

$166,614 

147,070 

6.500 


unpMd. 
Unearned  Dreins.. 
Other  liabuitieB. . 


ToUlIiabffities...     1320.193 
Surpfau 138,848 


Total 


$459,011       Total $459,041 


RISKS  AND  PREMIUMS:  Fire  rioks  in  force,  December  31. 
$13,708,436;  premiums  thereon,  $112,313;  marine  and  inland  riikB 
ia  fcree,  $4,344,243;  premhmia  thereon,  $157,020. 

BUSINESS  SINCERE-ORGANIZATION:  PremiomereoeiTed. 
$651,722;  loeaea  paid.  $182,743. 


MISCELLANEOUS:  This  Lloyds  was  formerly  active,  but 
vithAev  from  general  business  in  1807.  Prior  to  Jan.  22. 1913, 
it  via  knoini  as  the  New  York  Central  Lloyds. 


SUBSCRIBERS:  Th.  Amelin,  Benen,  Norwi^;  RaotTald  Blak- 
stad,  Christiania;  H.  K.  Borehcravink.  Christiama;  J^.  F.  Bratt, 
Trondhjem;  O.  M.  Bryde,  Christiania;  Chr.  Chnstensen,  Sande- 
fijord:  Chr.  Frederiksen,  Sttdnnarkneas;  ESnar  Giersten,  Bema; 
Adolf  Haketh.  Bersen;  Adoh>h  Halvorsen.  Bergen;  Magnus  Hafror- 
sen,  Trondhjem;  Willum  mnaen.  Bergen;  Thomas  Beftye,  Chris- 
tiania; J.  n.  Janson,  Christiania;  A.  Jenson,  Trondhjem;  0.  J. 
B^arbo.  Svolvaer;  Bull  Kiosterud,  Drammen;  Gunnar  Knudsen. 
Pofwrund:  Enut  Knutsen^  Haugesund;  Gottifr.  Kuhnle.  Bergen; 
Fred!  Langsard,  Christiania;  A.  0.  Lmdvig,  Kragero;  Chr.  B. 
Lormtien.  Chcutinia;  Berdo  MorKenstieme,  Christaama;  Joh. 
Ludw.  Mowincl^  ^^■^i  ^^"^  Roowth,  Bergen;  A.  Scott  Han- 
sen, Christiania;  E.  BuU  Simonsen,  Trodhjem;  Uustav  PBramarken, 
Christiania;  Chr.  P.  Staubo,  Christiania:  B.  Stolt-Nieben,  Hauge- 
sund;  P.  Volckmar.  Trondhjem;  Alf.  L.  Whist.  Christiania;  R. 
With,  Stokmarknes,  Sam  Eide  and  Hennan  F.  Gade.  Christiania; 
Alex.  Bech,  Tvedestrand,  Chr.  BeJeUand,  Stayanger,  Jens  N.  A. 


EUingsen,  agerfjord. 

TEWUTORY  COVERED: 
N.  Y..  N.  D.  and  Wm. 


The  c<»ipany  is  licensed  in  111., 


PACIFIC  AUTOMOBILE  INDEMNITY  EXCHANGE,  Los  Angeles,  Cal. 

Attorney-in-fact,  Indiyidual  Underwriting  Corporation. 
This  is  an  inter-insuranoe  association,  organised  in  1912. 


PENNSYLVANIA  INDEMNITY  EXCHANGE,  Philadelphia,  Pa. 

Attomey-in^sct,  Pennsylvania  Indemnity  Co.    Organised,  1914. 


This  association  was  licensed  by  the  Pennsylyania  Ins.  Dept. 
to  write  fire,  thefts  ediisbn,  pr(^)erty  damage  and  personal  liaknhty 
ODprrrate  pleasure  autoBOobiles  and  has  now  about  1900 
Tne  management  expenses  are  limited  to  25%  of  the 
received.    Assets,  June  1,  1916,  $106,839;   unearned 


premiums  $53,779;  outstanding  losses,  $7,445;  surplus  $14,616. 
Premiums  received  Jan.  2. 1915.  to  Feb.  29.  1916,  $87,662;  losses 
paid,  $12,790;  return  premium  deposits,  $25,178. 

TRUSTEES:  John  B.  Stetson.  Jr.,  A.  R.  Wigno.  M.  F.  Middle- 
ton,  Jr..  A.  E.  Snowman  and  R.  S.  WoodwardTJr. 


PLANTERS  UNDERWRITING  ALLIANCE,  St.  Louis,  Mo. 

Attorney  and  Manager,  Geo.  B.  Monroe  ft  Co. 
This  into-insurance  organisation  was  understood  to  be  doing  business  in  1911.   Attempts  in  locating  this  concern  have  been  unsuc- 


PORTLAND  MARINE  UNDERWRITERS,  Portland,  Me. 

Attorney  and  Manager,  Albert  B.  HaH  17  Exchange  St. 


Thia  asBoeiatioD  has  bees  transaeting  marine  insurance  since 
1887.  It  is  trnderstood  to  be  composed  of  50  subscribers  and 
has  a  food  of  $50,000,  which  is  held  for  the  protection  of  policy- 


holders.   Albert  B.  Hall,  the  attorney,  is  connected  with  Norton, 
Halt  ft  Webeter,  insurance  agents  at  Portland. 


PREFERRED  RECIPROCAL  FIRE  INSURERS,  Chicago,  III. 

Manager  and  Attomey-ii^faet.  Joseph  W.  Stephens.    Organised.  1915. 


manu- 


Thos  esefaange  writes  fire  insoianoe  covering  selected 
faetnring  and  mcreantfle  risks  ooeumring  buildingB  of  brick,  stone 
and  ^mcrete  at  stock  companies  rates.  Expense  of  manage- 
■MDt  ia  United  to  26%  of  annual  savings.  Subecribers  liability  is 
lixuted  to  amoant  of  one  annual  premium  deposit  on  each  risk. 


One  half  of  annual  premium  deposits  is  held  as  reserve  fond  until 
amount  of  two  annual  premiums  is  reached  after  which  savingi 
are  returned  to  subecribm. 

ADVISORY  COMMITTEE:  Howard  Ayers.  Joseph  H.  SpeD- 
mire,  Charles  McHugh. 


1015 
1014 


PUBLISHERS  RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Manager,  Bruce  Dodson. 


Cash 


Unearned 
Premiums 


$306,41$) *$304,3d7 

30I.40DI •297.375 


Net  Cash 
Surplus 


Cash 

I*w»ininm« 


$674,049 
660.641 


Total 
Income 


$680,812 
565.993 


Loaaes 
Paid 


$281,321 
216.369 


Returned 
to  P'yh'rs 


$224,329 
181,250 


Expenses 


Total  Ex- 
penditures 


$505,649 
397.619 


Losses 
Incurred 


$281,321 
216*369 


•Includes  ODeamed  premium  reserve.       tF>8ures  are  net  after  deducting  reinsurance  and  25%  fixed  administration  expense. 


ABBETS.  DBC.  31. 1915:  Stete  bonds.  $7,349;  United  States 
bonds.  $5,000;  County  bonds,  $19,625;  Municipal  bonds,  $76,871; 
Gusivitee  fimd,  $129,200;  Cash,  $54,307;  Deps.  uncollected. 
$134160;  Total  aaseta,$306.4137LiabiUtie8:  Losses,  $1,058. 

MISCELLANEOUS:  This  is  an  intOHOMiranoe  association 
operated  as  a  separate  department  by  Bruce  Dodson.  manager 


of  the  Reciivocal  Exchange  of  Kansas  City,  Mo.,  which  see. 
The  above  statement  is  a  combined  one  of  the  Publishers  Reciprocal 
Exchange,  the  Bakers  Reciprocal  Exchange  and  Launderers 
Reciprocal  Exchange,  which  departments  are  grouped  in  one  class 
in  the  Reciprocal  Exchange. 
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RECIPROCAL  ANNEX,  Kansas  City,  "Mo. 

Attoroey  and  Manager.  J.  W.  Garv«y.    Organised,  1906. 


YEUt 

Aaeta 

Unevned 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

LosBee 
Fkid 

IXvidends 

Expenses 

Total  Ex- 
penditures 

Losses 
Ineurred 

1915 
1914 
1913 
1912 

$60,107 
55,206 
52,354 
49.581 

$29,160 
28,361 
26.902 
24.221 

$15,490 
15.040 
14.885 
13.756 

$34,981 
34,357 
40,422 
29.223 

$37,051 
34,770 
41,383 
31.223 

$0,262 
11.862 
18.943 
10.590 

$14,176 
18,897 
12,026 
12.197 

$8,386 
8.032 
9,719 
5,671 

$31,774 
88.311 
40,688 

28.458 

$10,063 
11.882 
18.943 
ia590 

*Stat(ment  for  14  months  ending  Deoember  31. 1913. 

Aaaam,  Dk.  31. 1915.  Liabiutub.  Dbc.  31, 1915. 

Mortgage  k)ans $38,527    Losses  unpaid $800 

Gbsfa 18,448    Unearned prems....         15.490 


Fkm.  balances. 


3.132    Div.  unpaid. 


14.657 


Total  liabilities.. 
Surplus 


$30,947 
29.160 


Total 


$6ai07       Total $6ai07 


Fire    risks    in    force    December  31.  $2,503,206. 

BUSINESS  SINCE  ORGANIZATION:   Pramioms  reoeiyed, 
$242,680;  losses  paid,  $81,296;  dividends  dedared,  eMh,  $01,454. 

MISCELLANEOUS:  This  association  was  organised  November 


1.  1006.  by  J.  W.  Qarvejr,  nho  also  manages  the  hanbcnnen't 
Exchange  and  the  Reciprocal  Underwriters,  both  of  Kansss  City. 
Eaeh  subseriber  dtttomtB  $20  for  each  risk  which  he  wishes  to 
insure;  his  aceount  is  then  credited  with  his  proportion  of  the 
premhims  written  daily;  when  these  credits  amount  to  $40.  said 
amount  is  added  to  his  deposit  of  $20,  and  the  $60  is  set  adde  to 
his  aeoonnt  as  his  depont  and  lestrvt  fund.  AH  amounts  cretfited 
to  his  aceount  thereafter  are  returned  to  lum  in  dividends  at  eaeh 
annual  statement,  less  20%  and  his  proportion  of  losses  and 
expenses.  Bliouki  a  member  withdraw,  nis  deposit  is  returned  to 
him.  also  his  reserve  fimd,  less  the  amount  it  would  take  to  eany 
the  indemnity  extended  by  him  to  the  expiration  of  pcAciea  in 
force. 

ADVISORY  COMMITTEE:  T.  J.  O'NeiU.  T.  H.  Rogen,  L.L. 
Seibel.  H.  J.  Hodge,  E.  C.  Hood. 


RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Managtf .  Bruce  Dodson.  Sharp  Building. 


Ykar 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Loeses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 

1015 

$1,125,026 
1.061.287 

*$1.123.875 
M.040.242 

$2,747,887 
2,380,146 

$2,800,684 
2,432.164 

$1,063,981 
800.045 

$1,032,378 
876,751 

1 

$2,089,069 
1.766,796 

$1,067,831 

1014 

800.045 

'Includes  unearned  premiums.  tPisures  are  net  after  deducting  reinsurance  and  25%  fixed  expense  of 


ASSETS.  DEC.  31. 1915:  Mortgage  loans,  $18,000;  Bonds,  $413.- 
826;  Cash,  $245,609;  Deps.  uncollected.  $34,100;  Guarantee 
Fund.  $413,400;  Total  assets.  $1,125,025.  Liabilities,  unpaid. 
$1,150;  Surplus  and  reserve.  $1,123,875. 


BUSINESS  SINCE  ORGANIZATION: 
dividends  declared,  cash,  $1,032,378. 

BONDS  OWNED: 


United  States 

Asheville.  N.  C 

Atlanta,  Ga..  Bonds.. 
Boston,  Mass..  Bonds. 
Chicago,  ni^ Bonds. . . 

Oinciimati.  Ohio 

Cleveland,  Ohio 

Columbus,  Ohio 

Des  Moines,  Iowa, 

Ft.  Worth.  Texas. 

Indianapolis.  Ind 

Jackson,  Miss 

Jacksonville,  Fla 

Kansas  aty.  Mo 

Kansas  City.  Mo 

Los  Angeles,  Cal 

LouisviUe.  Ky 

Memphis.  Tenn 

Milwaukee,  Wis 

Minneapolis,  Minn . . . 

Nashville,  Tenn 

Newark.  N.J 

New  York.  N.Y 

Omaha.  Neb 

Parkersburg.  W.  Va. . . 

Philadelphia.  Pa 

Phoenix,  Arii 

Pittsburgh,  Pa 

Portland,  Ore 

Raleigh.  N.C 

Richmond,  Va 

St.  Louis,  Mo 


paid,  $1,066,681; 


Market 

Value. 

$25,000 
4.675 
5,000 
5.000 

10,000 
5,000 
5.000 
5,000 
4.075 
0,000 
0,700 
5.000 
5.000 

55.782 

12.250 
5.000 
4,512 
5.000 

15,000 
0.818 
5.000 
5,000 

10.600 
5.000 
5,013 

10.000 
5,000 
5.000 
5,000 
5,000 
5.010 

15,000 


BoMM  OwnwD.—ConL 


St  Paul  Minn 

Salt  Lake.  Utah 

San  Antonio.  Texas 

San  Frandsoo.  Cal , 

Seattle,  Wash 

Taooma,Wash 

Waterbury,  Conn 

Colorado  State 

Louisiana  State , 

Rock  Uand  County,  111 . 
Wajme  County.  Mioh . . . 
Douglas  County,  Neb.. . 
Greenville  County,  S.  C. 
Hamilton  Countv,  Tom. 
Bexar  County,  Texas. . . . 
Dallas  County,  Texas. . . 
El  Paso  County,  Texas. . 
Harris  County,  Texas. . . 


Market 

Value. 

laooo 

0.812 
5,000 

$5,000 
5.000 
5.00O 
4.777 
2,340 

lOLOOO 
4.912 
4.787 
4.925 
4.925 
5,000 
6,000 

IOlOOO 
5,000 

15,000 


Total $413,828 


MISCELLANEOUS:  This  is  a  reeiproeal  insaranee  institQ- 
tion  of  which  Bruce  Dodson,  of  Kansss  City,  Mo.,  is  mana^. 
It  was  established  in  1900  and  has  several  departaaeiito  eovenng 
the  separate  dasses  insured,  all  of  which  are  omilar,  having  the 
hasaros  of  manufacturing  risks  and  ctNning  within  the  same  geo- 
eral  dasnfication.  The  departmeoto  include  the  Bakers.  Brewers, 
lee  Manufacturers,  Launderecs,  Pubtishers  and  Ice  Cream  Mann- 
facturers.  Separate  statistios  are  kept  for  the  industries  wfaidi 
are  grouped  into  three  special  classes.  The  Brewers  are  rlaswfiMJ 
separate^,  while  the  Launderers.  Bakers  and  PubliaherB  are 
grouped  together,  as  are  also  the  Ice  Manofaeturen  and  the  lee 
Cream  Manufacturers.  The  savings  to  subscribers  are  credited 
aooording  to  the  cbtfs  to  which  they  bebng.  Since  organiiarioB. 
the  manager  informs  us.  it  has  shown  an  average  saving  of  over 
40%. 

No  specific  rnnsuranoe  reserve  liability  is  reported.  The  ex- 
penses of  management  amount  to  25%  of  the  premimn  deposit 
of  members. 
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RECIPROCAL  UNDERWRITERS,  Kansas  City,  Mo. 


Muttser.  J.  W. 

Gsirey. 

Year 

Aaeto 

UDeaned 

Net 
SurphiB 

Net 
PranuQiiif 

Total 
IfioomB 

Loaaes 
Pfeid 

Dividendi 

FliTrinfiii 

Total  Ex- 
penditures 

Loaaes 
Inourred 

1915 
1914 
1913a 

$137,409 
114.072 
116.035 

$58,532 

57,045 
54.173 

ssaooo 

29.040 
29.070 

$71,942 
71,915 
87.089 

$77,083 
70.047 
93.219 

$14,374 
23.190 
82,741 

132,120 
38,253 
35.033 

$17,031 
10.292 
2a080 

903.520 
77,714 
88.454 

$17,574 
23.199 
32.741 

Gaah 


oFor  17  moDtha  euSng  Dec.  31, 1913. 

Dae.  31, 1915.  LiABXLmH.  Dk.  31, 1915. 

...       885.888    Loaaeaunpftid $3,200 

30.370    Uneaniedpraiia....        58,532 
5.237    DiT-unpaS^ 35,074 


Total  liabilitiea...       197.400 
Surphia 30.000 


Total 


8127.400       Total $127,400 


RISKS  AND  PREMIUMS:  Fbe  riaka  in  foroe  Deoember,  31, 
85*335.014. 

BUSINESS  SINCE  ORGANIZATION:   Fremiomi  reoeived, 
1883.231:  loMB  paid.  $257,033;  dividends  dedarad,eaali,  1385,703. 


MISCELLANEOUS:  J.  W.  Carrey  A  Co.  are  also  maoatera  of 
the  Reciprocal  Asnex  and  the  Lumbennen'a  Brriitnyi  Eadi 
member  depoaitB  |20  for  eaoh  ri^  whieh  he  wiahea  to  inaire;  hie 
aooount  ia  then  credited  with  his  proportion  of  the  prenhms  written 
daily,  when  these  credits  amount  to  $40,  said  amoont  is  added  to 
his  depont  of  820,  and  the  800  is  set  aside  to  his  aeeount  aa  his 
depo«t  and  reserve  fund.  All  amounts  credited  to  his  account 
thereafter  are  returned  to  him  in  (fividends  at  each  annual  state- 
ment, less  20%  and  his  proportion  of  losses  and  expenses.  Should 
a  member  withdraw,  his  deponi  is  returned  to  him,  also  his  re- 
serve fund,  less  the  amount  it  would  take  to  carry  the  idemnity 
extended  1^  him  to  the  exinration  of  policies  in  force. 

ADVISORY  COMMITTEE:  H.  J.  Hodce,  chairman;  T.  J. 
O'Neill.  L.  L.  Siebd,  E.  C.  Hood  and  T.  HTRogm. 


SOUTHERN  UNDERWRITERS,  San  Antonio,  Tex. 

Manager.  Van  A.  Webster. 

crihtinn,  the  unexpended  portions  of  the  premium  deposit  and 
the  50%  surphis  are  returaed.  It  has  about  2,000  subsoribers 
and  writes  businem  in  Texas  only. 

ADVISORY  COMMITTEE:  W.  T.  McCampbell,  president 
State  Bank  ft  Thist  Co.,  San  Antonio;  Ralph  fiugo,  president 
Hugo  Scfarndtser  Co.,  San  Antonio.  Tex.;  A.  G.  Castanola,  of 
M.  Castanola  k  Son,  San  Antonio,  Tex.;  Wm.  Aubrey,  oouiiud 
and  Van  A.  Webster,  manager. 


This  IB  a  reeqvocal  organisation  inaugurated  htte  in  1907. 
It  inanrea  only  merehants  with  hii^  rating.  Only  one  risk  in  a 
bloak  IB  aoeepted,  and  lines  are  liauted  to  $10,000.  A  sum  eonml 
to  50%  of  the  premium  depoat  is  required  as  a  reserve.    The 

'a  reonmerBtioQ  (including  cleneal  hdp)  is  15%  of  the 

deposit.    The  liability  assumed  by  any  underwriter  is 
ited  to  tJw  amount  of  the  unearned  premium  depont  and 
oneamnal  piemium.  poSeiea  being  non  ananawihlo    In  ease  of  can- 


SOUTHERN  LUMBER  UNDERWRITERS,  New  Orleans,  La. 

Attorney.  J.  E.  Warner,  410  Hennen  Bklg.,  New  Orleans,  La. 

lliia  is  a  atrietly  inteiHnaoranoe  aseociatiiHi,  reatrieting  ita  miuma,  055.450;  losses  unpaid.  13,500,  and  reserve  fund,  $27,352. 

opcntioDB  to  hmber  mills  and  allied  industries  and  commenced  Its  net  premiuma  for  the  veer  were  $30,071,  and  its  hMsea  aad  ex- 

boBoeaa  June  1. 1908.   On  June,  1915,  caah  assets  were  949,740;  poises,  928,020.    The  advisory  committee  is  composed  of  IVed 

of  iriiiefa  the  principal  item  was  $29,270  of  cash  in  banks,  and  eon-  Wilbert,  J.  F.  Wilton  and  L.  W.  Oflbert.    Ira  J.  Waner, 

^ "-  of  ^0,971,  with  liabilitiea  of  $18,480;  unearned  pre-  apedal  agent  and  mapeetor. 


SOUTH  WESTERN  RECIPROCAL  UNDERWRITERS,  Wichita,  Kan. 

Attorney  and  Manager,  F.  L.  Wright. 


TiiU  f^tlt^iiflf  beean  bonieaa  in  1908.    It  was  organised  for  I  to  members  of  the  Southwestern  Kansas  and  OUahoma  Imple- 
the  vmvom  for  famishing  protection  on  the  inter4nsuranoe  pfam  |  ment  and  Hardware  Dealers  Association. 


SPRINKLERED  RISK  UNDERWRITERS,  Chicago,  III. 

Attorneys  and  Managers,  Wm.  aad  R.  M.  WiUiamson.  McCormick  Bldg.,  ChicagOk  IlL 


ia  an  iater^insnrance  organisation,  eataUiahed  April  1, 

1907,  vritiiv  on  propertieB  protected  by  automatic  sprinkler 
eqaipoBCDts.  The  Tuk»  are  underwritten  by  the  members  in  pro 
nJL^  amounta  by  each  of  them,  witiiout  joint  UaUilltsr.  The 
QodenvritiDg  agreement  stipuktcs  that  the  maximum  ri^  and 
tbe  ir^*^— «»«  maannoe  in  any  city  block  shall  be  limited  to 
aa  s*!>««**^  of  which  the  proportion  assumed  bv  each  member 
A*ii  not  be  in  exoess  of  tiie  sum  dmwninatwl  in  nia  subscription; 
aho  thai  no  poGdea  ahall  be  issued  wherein  a  member's  oUi- 
n*wM  for  toaaea  ariong  from  a  eonflagration  shall  exceed  three 
times  his  anbacriptica.  The  aum  of  $2,000  (not  a  oaah  deposit) 
ia  deoflnunated  a  mcmber'a  anbaeription.  Members  most  be 
ated  bj  oommereial  agendea  at  not  leaa  than  1100.000.  The 
«^»4»ww«  Bne  OD  any  ainole  riak,  or  in  any  city  block,  is  $100,000. 
and  eadi  sBember's  underwriting  thereof  is  a  proportionately 
redoeed  bbbb  as  compared  to  his  sofaecripticm  and  continues  to 
be  ladoced  by  aeqoisition  of  additional  members,  in  lieu  of  the 
ig  the  maximum  policy  issued.    The  policies  are 


written  at  the  insurance  companies'  prevufing  rates  for  the  risks, 
less  an  allowance  of  twenty-five  (25)  per  cent  from  premiums. 
Excess  of  a  member's  proportion  of  premium  incomes  over  his 
proportion  of  loases  ia  at  the  option  of  the  trustees  reftmdable 
to  him  annually  to  the  extent  of  $200  per  annum,  pending  accu- 
mulation of  a  stipulated  reserve,  when  the  entire  excess  above 
such  reserve  is  rtfondable  annually.  If  a  member's  proportion 
of  the  premiuma  £uls  to  cover  his  proportion  of  the  losses,  he  is 
required  to  make  a  deposit  of  the  deficiency.  Further  under- 
writing on  behalf  of  a  member  must  be  discontinued  upon  his 
notice  to  the  managers  to  that  effect,  and  a  retiring  member's 
existing  underwritings  on  policies  m  (anet  may  at  his  option  be 
continued  to  expiration  or  tvminated  within  thirty  days  by 
transfff  thereof  to  his  associate  members,  whereupon  the  amount 
to  the  retiring  member's  credit  is  refundable  to  mm.-  The  funds 
are  in  the  custody  of  trustees  elected  azmually  and  who  have 
superviaon  over  the  management.  Policies  covering  against 
loss  by  sprinkler  leakage  are  also  issued  by  this  organisation. 
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TEXAS   INDEMNITY  EXCHANGE,  Fort  Worth,  Tex. 

Attonwy-in-fact,  Adrian  F.  Shennan  and  01«n  Walkor.    Organiied.  1913. 


AflBsn,  Dk.  31, 1915.  Li^BiunKs.  Dae.  31, 1915. 

Caah 125.545    Loom  unpaid $12,391 

UdooQ.  depoata.. . . .         4,561  Unearned  prems —          6.300 

Other  a«et8 12  Other  liabOitiee. .. .          5.795 


Total  liabilities. 
Surplus 


$24,486 
5.733 


Total 


$30,219       Total $30,219 


The  Exchange  holds  as  an  asset  $23,000  sabBciipCioD  guanatae 
and  $23,200  ooatingent  guarantee. 

BUSINESS  DURING  1915:  Net  premiam  depoats  reodvvd, 
$37,249;  toUl  income.  $37,515;  losses  paid,  $26,094;  r«tnniedto 
policyholders,  $2,993;  expenses  $9,988;  total  expeiufituz«i,  $33,97$. 


UNDERWRITING  AGREEMENT,  New  York. 

This  is  a  reoiporcal  association  writing  fire  risks  among  a  restricted  class.   The  meetings  are  reported  as  being  hdd  at  75  Spring  St^ 
Kew  York  City. 


UNDERWRITERS  AT  LLOYDS  OF  MINNEAPOLIS,  Minneapolis,   Minn, 

Attorney-in-Fact,  Chas.  W.  8ext<m.    Oiganiaed.  1918. 


Year 

Cash 
Assets 

Unearned- 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Inoome 

Losses 
Paid 

Retiuned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Inouned 

1915 
1914 
1913 

$337,158 
280.130 
270,227 

$37,426 
29,137 
10.155 

$274,312 
251.880 
252.261 

$84,123 
62,543 
21.958 

$102,445 
88,355 
21.958 

$25,068 

16,717 

3.162 

$16,838 
15,659 

$27,098 

31.486 

4.609 

$69,504 
64,222 

7.ni 

$M^1 

21.6U 

4,505 

AasHS.  Dbc.  31, 1015. 


Mortgage  loans.... 
Bonds  and  stocks. . 

Cbsh 

Ctfe.of  dep 

Interest  and  rents. . 
Other  assets 


$10,000 

243,925 

69,661 

6.075 

1,188 

6,309 


LuBiLimB,  Die.  31. 1915. 

Losses  unpaid $4,756 

Unearned  prems. . . .  37,426 

Unds.  k  Att.  accts.  18.895 

Other  liabilities 1.769 


Total  liabitities...       $62,846 
Surplus 274.312 


Total  assets $337,158       Total $337,158 


Net  amount  of  members'  lialnlity,  Dee.  31,  $600,000;  (being 
$250,000  underwriters  guaranty  fund  and  $250,000  underwriters 
depodt  fund.) 

BUSINESS  SINCE  OBOANIZATION:  Premiums  reoeiTed, 
$168,625;  losses  paid,  $44,908;  difidends  declared,  cash,  $43,414. 

MORTGAGE  LOANS:  There  are  3  loans  aggremting  $10,000 
on  bts  in  Minn,  and  S.  D.  valued  at  $25,300.  There  was  no 
interest  past  due  on  Dee.  31,  last. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Ot.Wn.ft 

Comanche  Co.,  Okla.,  f 

Minn.4  0nt.Pr 

Nor.  A  So.  Ry 

Dallas  El.  Corp. 

KanassQas&El 

Fargo,  pv 

Minn.  Gas 

Minn.,  Lyndale  k  Minnetonka  Ry 

Lafayette  Club 

Stocu. 

No.  Amer.  Tg 

Merchants  Nat'l  Bk.,  St.  Ckwd,  Misn. 


Par 

Value. 

$6,000 

5.000 

5.000 

5,000 

4,000 

1.000 

10.000 

5.000 

5.000 

1,000 

$6,300 
4.000 


Market 

Value. 

$6,160 

5.000 

5,000 

4.700 

3.840 

980 

10.200 

4,950 

5.000 

1.000 

$5,985 
5.000 


Ist  Nat'l  Bk..  Kaltspell.  Mont. . 

Twin  City  R.  T.,  com 

Nat'l  Bk.  of  UCrosse.  Wis 

Soo  Railway,  p 

Soo  Railway,  com 

Merchants  Nat'l  Bk..  St.  Paul. . 

Nwn.  Nat'l  Bk.,  Minn 

Hennepin  Co.  Sav.  Bk 

Ist  State  Bank.  FordriUe,  N.  D. 
Ist  A  Security  Nat'l  Bk..  Minn. 


$6,000 

$101000 

5,000 

4,880 

2,000 

7,000 

6,500 

0,750 

5,000 

0,360 

7,600 

18.750 

22,500 

60.016 

2,300 

0.0M 

6,700 

8.710 

51,700 

141,141 

Totab $171,400      $325,941 


MISCELLANEOUS:    Interest  on  securities  deposited  by  the 
underwriters  is  paid  to  them  as  reoeiTed. 


ADVISORY  COMMITTEE:    Hovey  C.  Clarke, 
Cavour  S.  Langdon,  Earle  Brown,  Fred  B.  Snydo*,  Willis  J. 
Walker.  Charles  W.  Sexton,  attorney. 

FIELD  MEN  AND  TERRITORY  COVERED:  Oms.  W. 
Sexton  Co.,  general  agents,  Minneapolis,  Minn.  Connpaaj 
operates  in  Minn.  only. 

UNDERWRITERS:  James  Ford  Bell.  FMerick  6.  BeD. 
Russell  M.  Bennett.  John  Birkhols,  Charles  C.  Bovey,  Aasoa  8. 
Brooks,  Earle  Brown,  Eugene  J.  Carpenter.  Elbert  L.  Carpentw, 
F.  A.  Chamberlab.  Hove^  C.  Clarke.  Edward  W.  Decker,  Karl 
DeLaittre,  James  H.  Ellison.  John  R.  Freeman,  C.  M.  Har- 
rington, Horace  M.  ffiU,  Frank  P.  Hixoo,  Qoorge  C.  HofWB,  J.  B. 
Hudson,  Clive  T.  Jaffray,  Cavour  S.  Langdon,  F.  W.  Littla. 
Edmund  J.  Lon^ear.  Sumner  T.  McKmght,  John  D.  MeMiflan, 
W.  S.  Nott,  A.  L.  Ordean,  E.  N.  Osborne,  Hany  E.  Pence.  £. 
Pennington,  A.  F.  Pillsbury.  C.  S.  PiUsbury,  John  S.  P9Urbt. 
George  F.  Piper.  J.  H.  Queal,  Arthur  R.  Rooeia.  Charles  W. 
Sexton.  Fred  B.  Snyder.  John  P.  Snyder,  FMsiek  H.  Stoltaa, 
Charles  D.  VeUe,  YnA  C.  VanDusen,  WOlis  J.  Walkv.  Jolm 
Washburn.  C.  C.  Webber,  F.  E.  Weyerhaeuser,  F.  G.  WiHton. 


UNDERWRITERS  EXCHANGE,  Chicago,  111. 

Attorney  and  Manager,  H.  J.  Strught  Company,  72  West  Adams  st.    Organised,  1902. 


YiAB     Assets 


1915 
1914 
1913 
1912 
1911 


$99U85 
84^506 
664,735 
518,480 
423.700 


Unearned 
Premiums 


$143,937 

125,424 

95,980 

73,482 

63.172 


Surplus  as 
to  P'yh'rs 


Net 
Premiums 


Total 
Income 


Losses 
Paid 


$838,806 
717,082 
568,754 
442,498 
360.528: 


$238,779 
217.992 
191.961 
145.2121 
123.980 


$275,225 
247.293 
212,502 
161,643 
135.892 


Dividends 


$10,420 
12,425 

7,003 
ll,474i 

2,212i 


S$63.803 

t25,287 

24,000 

t29.638; 

5.589! 


Expenses 


Total  Ex- 
penditures 


$44,150 
38,636; 
33,561! 
25,750l 
21.364 


$118,378 
76,348 
64,683 
66,862 
29,165 


umsTed 


$iaOS3 

12.331 

7.0»ft 

13.818 

2,311 


(P^  retiring  sabeoribers. 
lag  sabsoribera. 


tineludes  $15,723  dividends  to  retiring  subscribers. 


(Inchides  $36,730 


Pttd 
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UNDERWRITERS  EXCHANGE,  Chicago- Conrinued. 


UU.  luHumi.  Dk.  1 

IWl.tiO   LoBBiiiiiwd 

17SJH   UooinMdcnaii..., 


IW1,IU       Total. . 


SmCB  OSG^UnZ&TIOK; 


ly  nrbiUtfBd  liA*.  (My  vBraliuaa  knd  minnfwtimrt 
ir  (Ian  tlOILOOa  ua  duiUg  Is  imihenhip.  Tbn 
nbaxflHt.     EkIi   nsafi*  Mnims  &  nniiiiirtfnBU 


V.  But  UOHlfiH  12,1 

'h  For  Inn  atucdby  ■ 


k  noGit  Mnuosft  nniiiiirtfniMa 
0,  mills  tteh  poSer;  uuiO*  foblBlr 

'    -   '     '  Itnlud  to  taut.  Behm 
.  his  HDaiiDi  aiat  iliaw  ■ 


THE  UNION  UNDERWRITERS  OF  NEW  YORK. 

AHocaan  Hd  A  TtaaMdit.  80  Miidn  Luh.  Nnr  YoriL    OquiiBiL  1(01. 


TiJ     AmW 


I  Suptni  H  {       N«t       1      ToUl      I 
Id  PVh'ra     Fnouain  '    iBMog 


I  DJTidmb  {   Eipga**     vim£tmt 


1IB3A7'  133.084 1 

ISllOOr         a.»i, 

IIJ.B2B;  XUM 


ii«.oa3;  1 

1«8J  ■    . 

18.113  'iun 

is.uol  *ia.3« 

14,l«l_*3e.«M 


BOHDe  OWNED; 

Bit  R.  R,'Fb.  sbL.  IWl, «%.... 
Cli,  B«ri.  A  QniiKr.  IKl.  4%.  - . 

P».C(K,1B31.4%..  

AKt,  T.  A  S.  Fe.  IMS,  *% 

Nort.Sii,lMl.S% 

N.  y^  wmc  a  b«l.  iMe.  tm 

BsMiH  Eke.  Rr-  IHl.  tH% . . . . 

C.  R.  I.  *  P,  1(84,  *% 

H.  Y.  9Mi  Kn,  lOd  »»%. . . . 
Aibnibii  R.  P.  IWl.  t% 

Cb.-a,ion,s% 

Kisci  Co,  U^  l«S4.  S% 

Tttik  [book  nba,  tlt'JM) . . 


21,000         20,000 


No  Tut  Or.  1901. 4% MOOO 

ICSCELUKROUS:  Fdnotd  h  Sogth  ud  NMh  Am 
I^nk,  in  UTS:  titk  shu«ed  to  AaDokUd  UadtrwriMn  M 
Md  KmU  Aatncu  Ura^  DurdIik  SI.  1*01:  titb  <ilui 
"  '     "'        '  n  of  New  York.  Junuy  le^  IWO. 


UNDERVH1TEB3: 
a.  fUc  of  fU>  Brsk  Bdiui«  Co,  N. 


IdbUljr 

110,000 
10.000 


Edwin  Pukud.  Tin  tti 


.  Fedail  Micdsg  A  buUina 


a.  ChildiACih.PitlalMrf. .. 


„...  Cliil*  2-.  ,„. 

Hiiny  J.  (?EhW  iuinii»,  Chiisfo... 
Htrry  Loudobough,  Jfnay  City  . . . 
Cbi.  C.  BkUulrie,  Tice-ina.  Ttw  1 
Co.ji(__C4ii»d».  Ud..  MoatnoL  P. 


Cliildi.  of  Quid!  A  CUkk.  tukn.  PittabuTf . . 

U11HST  Lgnt,  of  0.  Lnor  A  Co,  H.  T 

LeoH.Wimi(iriHBr<»,N.Y.ABilt.Md 

Cbu.  A.  Trowbridn.  of  E.  E.  HiU  A  Co.,  N.  Y 

Albi«H.Ctiild*Klt*ur(, 

CliH.  J.  FoUnKt,  of  Polfaw.  CloK  A  Co..  Inc,  N.  Y. 

D.nd  a.  Wihoii,  nf  D.  S.  Wj™  A  Co,  N.  Y 

Tbomul>imoiid.N.Y... 


■e.N.Y.. 


Frank  WoolKy,  (■ 


WolHr  Punt  A  Cokr  Co., 

JenwCit/ 

JuhE,  Him  TioHirH..  New  JtniT  Zim  Ca.,N.Y. 
Chu.  Adt«  of  Juob  Adta  A  Co..  N.  Y\ 


Otarwt  M.  Bovdniu  gf  I^lowl.  B 

Knnpp,  N.Y 

BniT  A.  Cmr.  <A  B.  A.  Cmr  A  Co..  N.  Y 

Chu.  S.  ConUin.  Innrun.  N.  Y 

Gwald  C,  DnEkstwA,  o(  DrRknhpff,  Raffioo 


ic.  ADsion  LiUmanpluE  Co..  N.  Y... 


i  Draduthoi;  Ri 

lACa'.;iJ.' 

wJwivIL 

«,  of  KiUaiii  A  RoK  N.  1 
■.  of  Dndsfana.  Rifllotr  i 


RudoMi  Q 

Henry  a.  0«iM»i  N.  Y 

Edwvd  E.  HiU.  of  B.  E.  Hall  A  Co,  N.  Y . . 
Angiut  Hufcabar,  <finetar  New  Jcner  2i:  " 
L.I«KnKi"     -     ■"■  "       •  "  -" 


SV;r: 

LiHiu  N.  littiuH.  of  LitUucc  Bra*.,  N.  Y 

JioM  A.  Smith,  of  CalbouD.  BvbbiH  A  Co.,  N.  Y. .. 
W.  J.  Still,  of  Junb  Adin  A  Co,  N.  Y 
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SUBSCRIBERS  AT  UNITED  STATES  LLOYDS,  New  York.§ 

Attora^yB,  Herbert  Appleton,  DougUa  F.  Cok.  3  South  Willlain  Street.    OrKaniied.  1866. 


Ymui 

Aieets 

Uneerned 
Ptaniume 

SurpluB  M 
to  Pyh're 

Net 
Ptwphjme 

Total 
Ineome 

LoaseB 
Paid 

Total  Ex- 
Divideode      Expenaee     pendituree 

Loeeee 
Incurred 

1915 
1914 
1913 
1912 
1911 

$1,905,038'      $481,966       $533,135     $2,348,574 
1,412.678<        402,6331        523.034       1.557.754 
1.242.171!        453.062         380,884       1.316.673 
1.682.232-        501.402         288.713,      1.68a906 
1.716.819,        622.647         410.000       1.796.999 

$2,398,008 
1.507.684 
1.368.503 
1.72a906 
1.885.496 

$1,184,315 

902,012 

1.147.955 

1.094.880 

924.866 

$75.00o!       $752,627     $1,961,942 

527,841       1,429.858 

25.000         600.123       1.773.078 
SaOOO         602.412       1.747.292 
SaOOOi        564.629'      1.539.495 

$1,422,645 

848.628 

1.050,166 

1.185.686 

1.173.161 

(T^aneaete  marine  and  inland  ineuranoe  only. 


AtsSTB.  Dio.  31. 1915. 

Bonds  and  stoeks. . .  .$1,059,780 

Caah 552.868 

AwtnW  balanoee. . . .      230.318 

Interest 13.718 

Othcraasets 72.835 


Total $1,929,519 

SpL  dep.  over  Uab. . .        24.481 


LuBmnn.  Dm.  31, 1915. 

Losses  unpaid $753,647 

Unearned  prems. . . .      481,966 
Other  liafaiUtiflS....        86.290 

Total  liabilities. . .  .$1,271,903 

Undis.  deposits 100.000 

Surplus 553.138 


Total 


.$1,906,038       Total $1,905,038 


MISCELLANEOUS:  Appleton  A  Cox  are  also  U.  8.  vaoagers  of 
the  Indemnity  Mutual  Blanne  of  London.  Deposit  in  Qa.,  $10. 100 
and  in  Cuba.  $24,250. 

SUBSCRIBERS:  Jamee  Crosfagr  Brown,  of  Brown  Bros,  k  Co.; 
Bkke  Brothers  &  Co.:  James  M.  Edwards;  M.  Onne  Wilson,  of 
R.  T.  Wilson  k  Co.;  Fnuik  A.  Vanderlip,  Pnsident  Nat'l  City 
Bank;  Thomas  H.  Ke%:  Jamee  L.  Laidkw,  of  Uidlaw  k  Co.; 
John  T.  Terry;  John  E.  Berwind;  A.  Iselin  k  Co.;  Adrian  leeBn.  jr., 
of  A.  Iselin  k  Co.;  John  D.  Barrett;  H.  H.  R(«ers;  William  R. 
Peters;  Howard  P.  Sweetser;  PA3.  franklin,  Vioe-Ffeee.  Inter'l 
Mer.  Marine;  John  Chaflin,  of  the  H.  B.  Chaffin  Co.;  Charlee  N. 
Lee;  William  Sloane.  of  W.  J.  Sloane;  Jos.  J.  O'Donohue.  Jr^  Oeo. 
E.  Weed;  W.  B.  Thomas,  of  American  Sooar  Refinii«  Co.;  Horace 
HaTemeycr;  J.  Adolph  Mollenhauer;  0.  M.  Mitohd.  of  Power.  S(m 
k  Co^  Geo.  S.  DearboriL  Preet.  Am.  Hawaiian  S.  8.  Co^  Flint  k 
Co.;  Edward  C.  Hoyt.  President  U.  8.  Leather  Co.:  Warren  O. 
Horton.  of  United  States  Leather  Co.;  Lewis  H.  Lapham.  of  Am. 
Hawaiian  8.  8.  Co.;  Carleton  H.  Pidmer.  Free.  E.  R.  Squibb  k 
SoM.;  Stephen  Loines;  William  E.  Iselin;  8.  T.  Mormn.  Pres. 
VirBni»<}arolina  Chcm.  Co.;  Wm.  P.  Clyde;  Geo.  A.  Morrison, 
of  American  Cotton  Oil  Co.;  8.  De  Ridder;  Edmund  Trouton; 


Leayeraft  k  Co.;  Adolph  Norden;  Watien,  Tod  k  Co.;  Geo.  W. 
Watien.  of  Watjen.  Toel  k  Co^  Louis  WatJen.  of  Watjea  Toel  k 
Co.;  Henry  R.  Malknr.  of  C.  H.  Mallory  k  Co.;  Silas  D.  Webb. 
Prea.  China  k  Japan  Tra^  Co..  Orrille  T.  WarinsiH.  St.  John 
Webb;  Georse  H.  Ware;  Edward  L.  Tinker;  A.  Foeter  Hinina;  J.  P. 
Mornn  k  Co.:  J.  P.  Morgan,  jr.,  of  J.  P.  Monmn  k  Co.;  Temple 
Bowdoin,  of  J.  P.  Morgan  k  Co.,Henry  P.  DaTidson.  of  J.  P. 
Morgan  k  Co.,  Leri  P.  Morton.  Walter  P.  Bliss;  George  B.  Anew; 
Richard  J.  Cross:  Samuel  Sloan.  V.-IVes.  Farmers'  Loan  &  Trust 
Co.;  Crossman  «  ffideken;  Hermann  Sdcken,  of  Orosman  k 
Sielcken:  Edw.  T.  Bedford.  Pres.  Com  Products  Rcfin;c  Co.. ;8eth 
M.  Milhken,  of  Deering,  Milliken  k  Co.;  Chas.  A  (rDonohne; 
Stephen  W.  Carnr;  Heraoan  8.  Croaiman;  James  H.  Post.  Ptes. 
The  Nat*l  Sogar  Refin'g  Co..;  James  B.  Diskaon;  Charles  W.  Me- 
Cutchen;  Charles  F.  Torrey;  John  D.  Ryan,  Prea.  Amalgamated 
Copper  Co.;  Herbert  Appleton;  J.  Ogden  Armour,  of  Chieago;  Louis 
F.  Swift,  of  Chieago;  Josq^  M.  Cudahy.  of  Chieafo:  C.  8.  Mat- 
hews, of  New  Orlnns,  La.;  Bernard  MoCkiskey,  of  New  Orieaoa. 
La.;  Alba  B.  Johnsoo,  of  Philaddphia;  James  Dohsan,  of  Pkilap 
delphia;  W.  J.  McCahan,  of  PhUaddpUa;  HA^erwind.  of  Phila- 
elphia:  Alfred  Winsor.  of  Boston:  EMn  F.  Atkioa,  of  Beaton; 
B.N.  Baker,  of  Balttmoie:  Louis  MuUer.  of  Baltimore;  P.  A.  Merer. 
of  Baltimore;  William  B.  Hurst,  of  Baltimore;  Rofos  Woods  k  Ca. 
of  Baltimore;  E.  Lenring  k  Co..  of  Balthnore;  WSBiam  T^nahan 
k  Son.,  of  Baltimore;  Alex.  J.  Colby,  of  Baltimore;  Wm.  H.  Dix.  of 
Dix  k  WiUdna.  Baltimore;  Chaa.  C.  Homer,  Jr.,  of  Baltinore; 
Joehua  Levering,  of  Bahimore;  F.  W.  Wlllaon  k  Son,  of  Baltinore; 
Blanchard  Randall,  of  Baltimore;  R.  Brent  Keyser.  of  Bahimare; 
Waldo  Newoamsr.  of  Baltimore;  Edward  H.  aaoford,  of  Baltimore; 
Douglas  F.  Cox. 


TERRITORY  COVERED:  The  underwrite  do  bHHiMs  in 
Ala..  Ark..  Cal..  Cofe.,  D.  C.  Fla..  Ga..  lU..  Ind^  La.,  M&.  Md. 
Mass..  Mich..  Minn^  Miss..  Mo..  N.  J..  N.  Y..  Okla..  Ore..  Pla^  R.  I. 
8.  C.  Tenn..  Tex..  Va..  Wash..  Wis.  and  in  Canada  and  Cuba. 


UNITED  STATES  UNDERWRITERS,  Kansas  City,  Mo. 

Attomeiys  and  Managers.  Fletcher  Cowherd,  Jr..  k  Co. 


The  United  States  Underwriters  of  Kansas  City.  Mo.  is  an 
intcr-insuranoe  oonosn  operating  among  the  metal  industries 
of  the  United  IMatee.  It  has  now  been  in  buimiesB  for  over  two  years, 


and  its  attorneys  and  manam,  Flslober  Cowhad.  Jr, 
inform  us  that  it  has  met  with  exoeptiona]  sueeess.   No 
of  its  finanfflal  eondition  has  been  furnished. 


*  Ou 


WARNER  INTER.INSURANCE  BUREAU,  Chicago,  III. 

Attoney^Faet,  Lansing  B.  Warner.,  Inc.    Organised,  1907. 


YmiB 

Assets 

Unearned 
Premiums 

Suiplus  as 
to  Fyh'rs 

Net 

Premiums 

Total 
Income 

Losses 
Pkid 

Dividends 

Expenses 

Total  fis-~ 
peoditures 

1915 
1014 

f40a730 
428.020 

$141,389 
168.718 

1262.334 
257.018 

1300.845 
340.610 

8444.156 
303.042 

$212,550 
124,657 

$144,332 
38.710 

$114,573 
100.148 

$471,456 
273.616 

tau.&80 

112.1S7 

ASSETS,  DEC.  31. 1015:  Cash.  $368,510;  subscribers  balance.    I   Unearned  premhmis.  $141380;  special  deposit.  $5^000:   oUmt 
|M^680;  other  assets,  $5,640;  total  assets,  $400,730.    Liabilities:    |   liafaitttiss.  tt.007;  total  lialaBUss.  $14$,896. 


WESTERN  AUTOMOBILE  UNDERWRITERS,  San  Francisco,  Gal. 

Attorneys  and  Managers.  J.  H.  Brown  k  Co. 


This  is  an  Jnter^neuranoe  association,  organised  in  1911  with 
J.  H.  Brown  ft  Co.  as  attorneys  and  managers.  It  writes  insur- 
ance on  automobiles,  covering  fire^  theft  and  odDision.  Tlie 
managtrs'  remuneration  is  25%  of  the  amount  deposited  by 


members  as  an  annual  nrcmram  dei^osit    Ftf tgr  |Nr 
annual  saving*  effected  for  members  IS  to  be  set  asids 
fund.    The  affairs  of  the  aasooation  are  ia  tiie  hands  cff  •■ 
ywary  oommittee  selected  annually  by 


ofthia 
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WESTERN  RECIPROCAL  UNDERWRITERS,  Kansas  City,  Mo. 

Maoacv,  J.  M.  CampbelL    Orguised,  1M7. 

H.  WaUinKtoD  and  J.  M.  Campbdl.  The  dbm  of  the  onan- 
iiatioii  are  under  the  direet  ■Dpenriflkm  of  a  hoard  of  poliqjrholden 
elected  by  the  policyholden..  The  former  retired  in  1908  and  IJm 
aaK)etation  is  now  under  the  management  of  Mr.  Campbell.  N.  C. 

BTOINE8S 8IN^OROA1«ZATION:  Umm  pdd.  1174.888;   '    fS°3B^cS^Sbi!?';ri  JS^^'fiSlloiaoii Sty  t 
eaah  I130.M3.  i    Kanaaa  City.,  Mo. 

inAcr-iiBaraiiee  aaiociation  was  orgvuMd  in  1007  by  W.  I 


In  ftiipnnafi  to  our  bbnk  form  for  detailed  statement  as  of  Dec. 
31, 1915,  this  eompamrfunuahed  us  irith  the  following  data:  total 
TCMufCM,  (inefaufing  M006  guarantee  fund)  1167.252;  liabiHtiee. 
17.725;  aarpluB  and  remwranof  reserre.  1159,527. 


WHOLESALE    GROCERS    RECIPRpCAL    INDEMNITY    EXCHANGE, 

St.  Louis,  Mo. 

Attoney  and  Manager,  John  C.  Bardwell. 


Tsamj 

191S 
1914 


Caah 
AsMts 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 

Total 
Income 

Losses 
Paid 

$230^550 

01141,750 
104,120 

1114.662 
78.813 

1154.734 
94.087 

174,054 1 

191.195 

6401139 

39.316' 

Returned 
to  Fyh'rs 

Expenses 

ToUl  Ex- 
penditures 

Losses 
Inourred 

r.8i8 

12.582 

129.496 
16.673 

1111.368 
68,571 

S74.054 
134.067 

•Sobseribers  guarantee  fund. 


ASSETS,  DEC.  31,  1915:  Deposits  on  hand,  967,992;  prem. 
deports  oatst,  910306;  subs,  guarantee  fund.  1141.750;  total 
Mnta.  $220,550. 

MISCELLANEOUS:  The  members  of  the  advisory  committee, 
B.  McCbsson,  Chas.  B.  Piekens,  and  Warren  Goddard. 


Subscribers  are  required  to  pair  the  same  rate  charged  by  stock 
companies.  The  attorney  and  manager  is  allowed  20%  of  the 
premiums  for  expenses,  the  balance  being  kept  in  reserve  to  pay 
losses.  This  bureau  does  business  in  almost  every  State  in  the 
Union. 


WHOLESALE  GROCERY  SUBSCRIBERS  AT  WARNER  INTER- 
INSURANCE  BUREAU,  Chic^o,  III. 

Attorn^,  Lansing  B.  Warner,  Inc.,  104  S.  Michigan  Ave.   Organised,  1913. 


Thas  eompany  oonunenoed  business  in  1913  and  we  are  advised 
by  its  attorney  that  it  is  making  steady  and  satisfactory  progress 
and  has  at  present  about  300  neks  in  force  with  a  net  maximum 


line  of  $15,000  subject  to  any  one  fire.  The  advisory  ccnnmittee 
consists  of  E.  G.  Koons,  Tom  Hale.  A.  D.  Thomas,  C.  B.  Rogers 
J.  A.  Eberts  and  L.  B.  Warner,  secretary. 


LLOYDS  AND  INTER-INSURANCE  ASSOCIATIONS  SUPPOSED  TO 

HAVE  CEASED  BUSINESS. 

Below  will  be  found  a  list  of  Lbyds  and  inter-insurance  associations  which  are  supposed  to  have  ceased  business  altogether  or  to 


I  Fire  Underwriters,  St.  Louis,  Mo. 

Whcdemk  Reciprocal  Inter-In- 

ssren,  San  Antonio,  Tex.  . 

J^iaifmmt  Indonnity  Exhange.  St.  Louis. 

Atks  Vin  Underwriters,  Cfaic^.  III. 

Anchor  Rre  Ins.  Anso.  Dalbs,  Tex. 

Auto.  Sprinkler  Inter-Ins.  Exeh.,  Baltamore. 

Aria,  and  N.  Mex.  Underwriters.  Phoenix. 

Ikoofclyn  f^  Underwriters,  Brooklyn. 

Gtiaam  Co-op.  UndffwritcfS,  Chicago. 

Commenial  Underwriters,  Chicago,  III. 

CanoMraal  Underwriters,  San  Antonio. 

Commonwealth  Underwriters,  San  Antomo. 

Cotton  Seed  Oil  Millers  Ins.  Bur..  Dallas. 

DatillerB  and  Warehousemens  Reep.,  Waco. 

El  F^ao  Underwriters,  El  Psso,  Tex. 

Em.  Beeip.  Inter-Ins.,  San  Antonio.  Tex. 

Eqmt.  Fire  Underwriters.  Chicago,  111. 

EquH.  Bedprocal  Exchange,  Dallas,  Ta. 

fiumen  MutuaL  Pn>.  Asa.,  Stratford.  Tex. 

Farrarov  Underwriters  Redproeal  Indem- 
nity Exchange,  Forth  Worth.  Tex. 

Rddby  Underwriters.  Chicasn.  m. 

FSre  Association  of  Illinois,  Chicago,  HI. 

FWmeM  Fire  Underwriters,  Chicago,  III. 

Qaifald  AsBozanee  Fire  lioyda.  New  York. 

Gtf  .-AjBoicmn  Fve  Underwriters,  Chicago. 
Tve  Underwriters,  Cory  Ind. 


Guaranty  Fire  Ins.  Assn.,  Dallas,  Tex. 
Hard,  and  Imp.  Dealers  Mut.  Exeh..  Dallas. 
Hartfwd  Underwriters,  Dallas,  Tex. 
Home  Inter-Ins.  Exeh,  Kansas  City,  Mo. 
Homestead  las.  Assn.,  Dallas.  Tex. 
Illinois  Underwriters  Mut.  .A.88n.,  Chicago. 
Industrial  Underwriters,  Chicago,  111. 
Inter-Insurance  Company,  Galveston,  Tex. 
Interstate  Underwriters,  Dallas,  Tex. 
International  Fire  Office,  New  York. 
Interoational  Underwriters,  El  Paso,  Tex. 
Laundrymens  Assurance  Exeh.,  Chicago. 
Lone  Star  Fire  Ins.  Assn.,  Fort  Worth,  Tex. 
Lumber  Underwriters,  El  Paso,  Tex. 
Lumbermens  Inter-Ins.  Assn.,  Kansas  City. 
Lumbermens  Underwriters,  Houston,  Tex. 
Merchants  Fire  &  Marine  Under.,  Chicago. 
Merchants  Ins.  .Asaociation,  Dallas,  Tex. 
Mercantile  Lloyds,  Little  Falls,  N.  Y. 
Mercantile  Fire  &  MarineUnder8.,Chicago. 
Merchants  Inter-Ins.  Exeh.,  Baltimore, 
Merchants  k  Fanners  Unders.,  £1  Paso. 
Merchants  Exchange,  Chicago,  111. 
Mill  Owners  Underwriters,  El  Paso,  Tex. 
Model  Insurance  Association,  Paris,  Tex. 
Nat.  Auto.  Ids.  Assn.,  Waco,  Tex. 
Nat.  Fire  Underwriters,  Chicago,  111. 
N.  Y.  &  N.  Eng.  Underwriters,  New  York. 


New  York  Insurance  Association,  N.  Y. 
Northern  Fire  .Association.  Chicago,  III. 
Northern  Fire  Underwriters,  Chicago,  HI.. 
Nwthwestem  Underwriters,  Chicago,  111. 
Paint  Trade  Fire  Ins.  Exeh..  Seattle,  Wash. 
Pass  City  Underwriters,  El  Paso.  Tex. 
Peoples  Co-op.  Underwrit€r8,  Chicago.  111. 
Printers  and  rub.  Exeh.,  Houston,  Tex. 
Printers  and  Publishers  Ins.  Assn.,  Waco. 
Profit  Sharinji  Company,  El  Paso,  Tex. 
Queen  City  Fire  Underwriters,  Chicago,  111. 
Recip.  Indcm.  of  America,  St.  Louis,  Mo. 
Reciprocal  Indem.  Exeh.,  Los  Angeles,  Cal. 
Sam  Hoiuton  Inter-Ins.,  Exeh.,  Houston. 
Security  Fire  Underwriters,  Chicago,  111, 
Standard  Fire  Ins.  Exchange,  Tyler,  Tex. 
Southwestern  Fire  Underwriters,  Kansas 

City,  Mo. 
Texas  Fire  Ins.  Association.  Tyler,  Tex. 
United  Assurance  Association,  Dallas,  Tex. 
Union  Underwriters.  New  York.* 
Western  Exeh.  Underwriters,  El  Paso,  Tex. 
Western  Lumber  Unders.,  Kansas  City,  Mo. 
Western  Union  Fire  Unders.,  Chicago,  111. 

*  Another  association  of  similar  name  b  in 
active  business. 


UNLICENSED  AMERICAN  FIRE  INSURANCE 

COMPANIES 

In  tbif  dhngion  there  ww  previoudy  ^reeeated  infonnatioii  ooacerning  American  fire  iominnee  oompanits  vlufih  w«e  not  lieenaed 
by  the  State  inaoraiioe  offidala  m  the  State  m  which  the  eompaniea  wtn  re^ectively  (nominally)  domidlea,  to  condaet  iniwrapoa  bwrinew 
therein.  Concerns  of  this  ty^  commonly  make  broad  claims  as  to  the  poeMsrion  of  liberal  amounts  of  assets;  bat  as  they  dBd  not  file 
sworn  repOTts  with  any  State  msuranoe  officials,  their  claimed  resources  were  not  satuect  to  scrutiny  or  Terifintion  by  any  pubfie  oT  '  * 
In  the  absence  of  such  verifisation,  it  b  usually  safe  to  assume  that  the  assets  claimed  are  dther  imaginary,  or  an  not  owBea  by  tkt 


pany  and  are  not  available  for  the  payment  of  claims  a^nst  it.  OeoasionaUy  a  company  based  upon  an  old  or  special  charter  i 
among  its  priviLuses  thereunder  immunity  from  supcxrision  by  the  State  insuranoe  official  of  its  home  State.  Whue  such  a  daim  may 
be  made  in  good  mth  by  an  honestly  manajsed  company,  so  many  similar  claims  have  been  made  in  the  past  by  oonoems  iHiidi  subssmieiitly 
fiiled  disas&ously.  that  any  company  failmg  to  report  regularly  to  the  State  insuiance  departaM&t  <»  its  own  State  is  now  looked  upon 
with  suspiebn  until  it  has  made  some  indubitable  demonstration  of  its  good  fiaith  and  its  ability  and  wiUingneas  to  pay  its  just  debta. 
As  a  gsMral  rule,  it  is  safer  to  avoid  companies  which  are  unwilling  to  submit  to  a  proper  degree  of  supervision  1^  duly  oonstitated  Steta 
attthonties,  or  which  are  unable  to  secure  the  license  required  to  be  obtained  before  doing  busineiB.  However,  tneie  are  ■vmcnaa  eon- 
panies  which  are  regulariy  licensed  in  one  or  more  States,  and  which  write  some  pdicies  uson  properties  located  In  other  Slates  in  wfaiob 
ihey  are  not  licensed.  These  companies  may  be  perfectly  rdiable,  finanfially,  being  willing  to  accept  a  few  "surplus  lines"  in  certain 
States,  but  not  desiring  to  do  a  general  bumness  therein,  and  hence  not  caring  to  go  to  the  expense  of  establishing  agency  planta.  Am  tber 
are  licensed  in  one  or  more  States,  even  though  writing  an  occasional  risk  in  States  in  which  they  are  not  licensed,  suchcompanwis  cannot 
be  elaarified  as  "unlicensed,"  and  will  be  found  listed  in  otha  divinons. 


UNLICENSED  COMPANIES  SUPPOSED  TO  HAVE  CEASED  BUSINESS. 

Below  will  be  found  a  list  of  fire  insurance  companies  which  were  not  licensed  by  State  Insuranoe  Departmental  and  which  are  mpposed 
to  have  ceased  businesB. 


Aetna  Fire  Ins.  Co.,  Loukville,  Ey. 

Aetoa  Fire  Ins.  Co.,  New  Orleans,  La. 

Amason  Ins.  Co..  Charleston,  W.  Va.  (and  0.) 

American  Ins.  Co.,  Terre  Haute,  Ind. 

American  Fire  Ins.  Co.,  Wilmington,  Del. 

American  Trust  &  Ins.  Co..  Chicaco,  ID. 

American  Underwriters,  Clucago.  111. 

Central  Ins.  Co.,  Chicago,  111. 

Chesapeake  F.  A  M.  Ins.  Co..  Richmond,  Va. 

Citisens  Insuranoe  Co.,  Chicuo,  111. 

CohmilMa  Ins.  Co..  Chicago,  lU. 

Columbian  Ins.  Co..  Chioan>,  UL 

Commercial  Fire  Ins.  Co.,  Chicajgo,  111. 

Commercial  Fire  Ins.  Co.,  Wilmmgton,  Dd. 

Commercial  Ins.  Co.,  Philadelphia,  Pa. 

Commonwealth  Ins.  Co.,  Chiatgo,  111. 

Elgin  National  Ins.  Co.,  Elgin  and  Chicago. 

Equitable  Ins.  Co..  Indianapolis,  Ind. 

Exchange  F^re  Ins.  Co.,  Chicago,  HI.,  and  La  Porte.  Ind. 

Farmers  A  Mfrs.  Ins.  Co.,  Charleston,  W.  Va. 

Federal  Fire  Ins.  Co.,  Chicago,  111. 

Firemen's  Fire  Ins.  Co.,  Chicago,  111. 

General  Trust  A  Ins.  Co.,  Atlanta,  Ga. 

General  Fire  Aasur.  Corp.,  Richmond.  Va. 

Georgia  Indemnity  Association,  AtUnta,  Ga. 

Georgia  Industrial  Ins.  Co.,  Atlanta,  Ga. 

Germania  Fire  Ins.  Co..  Chicaf^.  111. 

German  Union  Ins.  Co^  Wilmington,  Del 

Great  Lakes  Fire  ft  Marine  Ins.  Co.,  Chicago. 

(}reat  Northern  Ins.  Co^  Chicago.  111. 

Great  Western  Underwriters,  Chicago,  HI. 

Guardian  Ins.  Corporation.  Norfolk.  Va. 

Hartford  Ins.  Co..  South  McAlester.  I.  T. 

Home  Ins.  Banking  ft  Trust  Co.,  Galveston,  Tex. 

Illinois  Ins.  Co.,  Chicago,  111. 

Imperial  Ins.  Co.,  of  America,  Chieafo,  111. 

Inland  Fire  Ins.  Co.,  of  Ameriot,  Chicago,  111.,  and  La  Porte,  Ind. 

Intematiooal  Fire  Ins.  Co.,  ChioMo. 

Inter-Ocean  Fire  Ins.  Co.,  Concord,  N.  H. 

Interstate  Ins.  Co..  Chiosgo.  111. 

James  River  Ins.  Co.,  Richmond. 

Jefferson  F.  ft  M.  Ins.  Co.,  Richmond,  Va. 

Lee  Fire  Ins.  Co..  Alexandria,  Va. 


Lincoln  Ins.  ft  Banking  Co.,  Hammond,  Ind. 

Manufacturers  ft  Mercantile  Ins.  Co.,  Chieago,  HL 

Mercantile  Assurance  Co.,  Wilmington,  Del 

Mercantile  F.  ft  M.  Ins.  Co..  Washington.  D.  C. 

Mercantile  Ins.  Co..  Indianapolis,  Ind. 

Merehanto  Ins.  Co.,  Charleston.  W.  Va. 

Merch.  ft  Mfrs.  Fire  Ins.  Co.,  Dover,  Del. 

Merch.  ft  Mfrs.  Ins.  Oo^  Cfaaileston,  W.  Va. 

Merehanto  Exchange  lire  Ins.  Co.,  Chicago*  HL.  and  HanunoiKl 

Ind. 
Merehanto  F^  Association  of  America.  La  Port^  Ind. 
Mutual  Ins.  ft  Indust  Co.,  Cfaieafp  (and  DeL) 
Mutual  Trust  ft  Ins.  Co..  Dover.  Del. 
National  Amer.  Mfrs.  Ins.  Co.,  Durham,  N.  C. 
National  Aasur.  Corp.,  Richmond.  Va. 
National  Fire  Ins.  CTo.,  of  America,  Missouri. 
National  Ins.  Co.,  Dover,  Dd.,  and  OUaboma. 
National  Ins.  ft  Investment  Co.,  Dover,  DeL 
National  Ins.  Co.,  Marion,  S.  C. 
New  States  Ins.  Co..  McAleeter,  Okla. 
North  American  Ins.  Co..  Chicago,  ID. 
Northern  Fire  Ins.  Ck>.,  Chicago,  III. 
Northwestern  Fire  Ins.  Co..  Chicago,  IQ. 
Ohio  Ins.  Co.,  New  Albany,  Ind. 
Old  Dominion  Fire  Ins.  Co.  (Inc.).  Richmond,  Va. 
Olympic  F.  ft  M.  Ins.  Co..  Fort  Smith.  Arit. 
Parkovburg  German  Ins.  Co.,  Paricersburg,  W.  Va. 
Peoples  Ins.  Co.,  Chicago,  lU. 
Peoples  Ins.  Co.,  Chicago,  and  Kenosha,  Wis. 
Prairie  State  Ins.  Co.,  Chicago.  111. 
Reserve  F.  ft  M.  Ins.  Co.,  Chicago.  III.,  and  LalPort^  Ind. 
Royal  Standard  Underwriters,  Chicago,  111. 
Salamander  Fire  Ins.  C>>.,  Washingtoii,  D.  C.  ** 
Security  F.  ft  M.  Assur.  Co.,  Washington,  D.  C. 
South  Eastern  Fire  Ins.  Co.,  Chicago.  III.,  and  Riofamood,  Va. 
Southern  Fire  Ins.  Co..  Atlanta,  Ga. 
Tidewater  Fire  Ins.  Co.,  Cambridge,  Md. 
Union  Fire  Ins.  Co.,  Chicago  111. 
United  States  Fire  ft  Marine  Ins.  Co.,  W.  Va. 
Virania  Home  Ins.  Co..  Richmond,  Va. 
Waoadi  Ins.  Co..  of  Indiana.  Hammond,  Ind. 
Washington  Fire  Ins.  Co..  Washbgton.  D.  C. 
Western  F.  ft  M.  Ins.  Co.,  McAlester,  Okla. 


UNLICENSED  FOREIGN  FIRE  AND  MARINE 

INSURANCE  COMPANIES 


Is  tbB  foflowng  ptflM  wiD  be  fouad  ialnfrioB  rtbtug  to  f oracn  fire  and  merine  iimi»ece  oowpeiiiei  wUeh  aie 


to  be  vritinc  ineunyiee  wpoa  Ammam  riiks,  either  i&eetly.  tknugh  broken,  or  by  wineumnffe  eReBiflnente  nith  echriHeH 
eKhooili  «e  befieie  tbet  oene  oC  them  ie  Ueaneed  to  tnaeeet  fire  or  merine  ineurenee  in  uy  of  the  United  8 


peoiee  bare  any  fniuli  m  this  eountry,  aaide  from  pnaoiam  halanfee,  none  of  then,  «e  belMnre,  having  a 
depeitntat.  The  statements  pneented  in  thie  diynioD  are,  therefore,  afaslraeted  from  the  eompaaier'  *^ — 
their  trenaarfinni  in  all  eoontnee.    Care  ehould  be  takoi,  when  purehasing  aurpfaie  inwiranee  Gram  h 

I  reputaUe  ana  r^aUe,  and  «ho  may  be  depended 


unadBHttea  eompamei^  to  deal 
only  with  tboee  whoee  Ameriean  correepondentsare  reputaUe  and  r^aUe,  and  who  may  be  depended  upon  toaalepiaid,as  nvaapoarible, 
the  Btereeta  of  Ameriean  polieybolders.  As  it  is  neoeesai^.  in  case  of  the  non-payment  of  a  loei  by  auoh  a  oom|iany.  to  soe  the  enmpany 
at  its  home  offiee  (unleei  it  Toiantarily  submite  to  the  junedietion  of  Ameriean  courte),  it  is  obvious  that,  even  if  sodi  a  suit  is  snooearful, 


it  is  fikely  to  prove  a  Ions,  wearieeeae  and  eapen»f  e  pmeeeding.    In  the  ease  of  a  poKey  guaranteed  by  several  eonmaniea,  a  aeparata 
suit  voold  have  to  be  entered  at  the  hone  offiee  of  each  oompany.    Under  theee  ciroumetaneee,  it  is  well  to  inaet  upon  having 


not  only  ae  to  the  company's  re^mnnbility  at  home,  but  also  of  the  ability  and  wiUingneas  of  its  Anenan  eorrespondeat  to 
meet  eumat  loans  without  undne  delay  or  htigation.  befcn  aooepting  the  pofiey  of  sueh  a  oompany.  Owinf  to  the  vevaUing  Buropean 
War,  it  has  ben  dSfienlt,  and  in  some  casn  impoenble,  to  aeeore  late  and  aoeunte  information  as  to  companies  listea  m  this  department* 
soose  of  whieh  have  temporarily  iimwdad  biiamen  in  the  United  States. 


AACHEN  REINSURANCE  COMPANY,  Aix-la-Chapelle,  Germany. 


Managing  Director,  Frits  Sehroeder.  •  Organised,  1853. 


AsBRa,  Die.  31, 1914. 

Stockholders  notce. .  |l,350jOOO 

Mortgage  loans 818,029 

laveetmento 6.108.OM 

Cnh 317,907 

Dwiiwaeoe 919,385 

Agents*  balancee....  1,911.376 

OtfaffaeseU 135.300 


LuBiuma,  Dae.  31, 1914. 

Premium  reeerve. . .  90t516,640 

Lonreeerve 711,434 

DuereinB.coe 398.958 

Reserve  funds 755,812 

Other  liabilitin....  109,607 

Capital 1,800.000 

Profit  balanoe 425.612 


BUSINESS  IN  1913:  Premiums.  82,788,218;  total  moooMi 
$2,985,030:  lossn  paid,  11,062,758:  management  expensn,  S627r 
122. 

REMARKS:  This  oompany  had  a  reinsurance  arrangement 
i^ieret^  it  became  intereeted  in  rielcs  in  the  United  Statee,  and  it 
was  eetnnated  that  its  share  of  San  Fraaeiseo  eonflagvatioo  lossn 
in  1906  reached  $1,000,000.  It  is  at  pment  acoqrting  reinsurance 
from  licensed  oompanin  in  America. 


Total 


$10,617,063       Total  liabiUtin . .  .$10,617,063 


AGRIPPINA  OCEAN,  RIVER  AND  LAND  TRANSPORT  INSURANCE. 

CO.,  Koln,  Germany. 

Preeident.  Otto  Meurer.  Oiganiaed.  1844. 


Dm.  31. 1914. 


Stockholdem'  notn. 


Bealntate. 


Daefrtm  eompanm 
OtlMr; 


Total 


$100,000 
463,425 
259.913 
174,178 
402,672 
580,734 
$9,063 


LuBXLnns,  Dae.  31, 1914. 

Beecrve  fonde 75.000 

Premium  reeerve ....  1,150,000 

Due  oompanin 380,280 

Various  ninds 60.000 

Other  liabilitin 10,763 

Capital 760,000 

Profit  balance 85.042 


$2,511,065       Total $2,511,065 


BUSINESS  DURING  1914:    Net  premiums,  $2,830,372;  other 
income.  $40,185;  lossn  paid.  $2,276,902;  oomminions,  $270,786; 
other  ezpensee.  $66,958. 

REMARKS:  This  oompany  don  a  rdnsurance  businen  Id 
this  country  through  licensed  ocmipaiiin.  Its  dividends  for  1911* 
1^13  were  15. 16  and  16  2-3  per  cent. 


BADISCHE   INSURANCE  COMPANY,  Manheim,  Germany. 

president,  Victor  Lend;  Vice-Pmtdent.  Dr.  Gustav  Hohenemser.    Organised.  1846. 


ASSETS.  DEC.  31. 1914:  $1,973,672;  premhmireserve.$237,500; 
Ion  reeerve,  $237,500;  pnmium  ineone  during  1914,  $944,897; 
kasn  pnd  during  1914,  ^86,513. 

REMARKS:  IXvidends.  1904. 30%;  1906, 1906. 1007  and  1906, 


35%;  1909.  1910.  1911,  1912  and  1913.  45%.  This  company  U 
understood  to  be  interested  to  some  extent  in  American  risks.  The 
company  has  an  authorised  capital  of  $750,000.  of  whidi  $187,500 
is  paid  up.  $562,500of8toQkhoIdea  bonds  is  inahidBd  in  the  asnts. 


BRITISH  DOMINIONS  GENERAL  INSURANCE  COMPANY,  Ltd., 


Other 


Total 


Dk;.  31. 1914. 

...    £603,922 

etc      123.580 

. . .       133,270 

11.340 


London,  Eng. 

Secretary,  J.  Gardiner.    Organised,  1904. 

LuBiuma,  Dec.  31, 1914. 

Reeerve  fund £100.000 

Fire  and  general  fund        87.306 
Fire     and     general 


unpaid 31,919 

Marine  fund 265.851 

Other  Ibhilitin......  42,034 

Capital  paid  up 345.002 


£872,112       Total £872,112 


BUSINESS  DURING  YEAR  ENDING  DEC.  31, 1914:  Fin 
and  general  premiums  received,  £206,033;  marine  premiums 
received,  £404,110;  total  income.  £632.032;  fire  and  geoeral  loesn 
paid  and  outstanding,  £125,617;  commisaions  and  broken^ 
£36,245;  expenn  of  management,  £30.498;  marine  lossn  paid, 
£263,228;  expenen  of  management,  £46,804. 

MISCELLANEOUS:  This  oompany  is  transacting  a  surplus 
line  businen  on  fire  risks  in  the  United  Statn  through  Edimrd 
E.  HaU  &  Co.,  New  York. 


CENTRAL  INSURANCE  COMPANY,ILtd.,  London,  Eng. 

TluB  oompaagr  writn  nirphis  linn  in  this  country  through  Tted  S.  Jamn  &  Coh  New  York  and  Chicago.     The  oompany  is  owned 
bf  the  Liverpool  k  London  k  Globe. 
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CHINA 

AflBsn.  Dk.  31. 1914. 

CUh.(alver) $536,158 

Csah(fokl) 1.001.738 

lBvestm«nts  (aher).  480.273 

Investments  (gold)..  1,778.273 

llortmoes 301.667 

Letselioldproperty.  1.621.569 

flondry  debtors 213.555 

Total  assets $5,923,233 


TRADERS  INSURANCE  COMPANY,  Ltd. 


LuBiunxs,  Dec. 

Reserve  fund 

Reinsurance  fund. . . 
Sundry  Creditors. . . 
Losses  outstanding . 
Various  liabilitieB... 
CatHtal  paid  up — 
Working  accounts . . 


31. 1914. 

.$1,083,186 
790,181 
140,517 
293.130 
45.049 
600.000 
2.971.170 


Total $5,923,283 


BUSINESS  DURING  1914:  Net  pnmiums received.  $6,016,635; 
interest.  $308. 941;  losses  and  daimB  paid.  $2,544,007:  oommiMoaa. 
$281,533;  management  expenses.  $493,106;  other  expenses,  $27,215. 

REMARKS:  This  eompanj  has  a  subscribed  capital  of  $3.000l- 
000,  and  a  paid-up  capital  of  $60a000.    It  transacts  a 
busmess  of  the  Pacific  Coast  throu^  fieensed  Ixokers. 


COLONIAL  ASSURANCE  COMPANY,  Winnipeg,  Man. 

President,  Thomas  Wilson;   Secretary.  John  M.  Dick.    Organised,  1905. 


ASSETS,  DECEMBER  31,  1914:  (Inohiding  $132,350  uncaUed 
bahn^wis  on  stodc),  $46,190.  liabilities  unpaid  losses,  $2,934;  re- 
insurance reserve,  $6,500;  other  liabilities,  $500;  capital  stock  paid 
up,  $42,650;  excess  of  liabilities  over  assets  $65,394;  premiums 
reoBived  during  1914,  $19,936;  total  income,  $20,655;  losses  paid, 
$11,956;  expenses,  $8,55a 


REMARKS:  The  company  transacts  a  surplus  line 
in  the  United  States  through  A.  L.  McCrae.  Chicago,  HL  The 
stockholders,  in  February.  1911,  voted  to  increase  the  c^tal  stock 
from  $250,000  to  $500,000. 


COLONIAL  MARINE  AND  FIRE  INSURANCE  COMPANY,  Batavia,  Java. 

Managing  Director.  Ihr.  A.  Ploos  van  AmsteL    Organised,  1861. 

ASSETS,  DEC  31,  1912:  Oatest  avaikble  statement)  $1,335.-  Colonial  Fire  and  Marine  guarantee  the  polides  of  the  Holland 

884;  various  reserves.  $107,976;  capital,  $1,200,000;  capital  paid  Underwriters.    The  company  is  understood  to  be  writing  suiplas 

up,  $120,000:  premiums  received.  $154,622;  losses  paid,  $66,876.  lines  on  American  risks.    Conflagralion  loss:  San  Frsndseo.  19(M» 

REMARKS:  This  company.together  with  three  other  companies,  $7,000.    See  "Holland  Underwriters." 
all  located  in  Batavia,  vis.:  the  Insulinde,  Ooeeriing,  and  Second 


CONTINENTAL  INSURANCE  COMPANY,  Manheim,  Germany. 

Managing  Directors.  N.  Muhlinghausen  and  R.  Post  of  the  Mannheimer  Insurance  Company.    Oifaniaed,  1885. 


AsBSTB,  June  30. 1914. 
Stockholders' notes.     $468,750 

Investments 276,926 

Mortgage  loans 328,275 

Oashmbank 255.764 

Agents'  balances ....        98,815 
O&Mrasseta 10a348 

LuBiunxs,  June 

Capital  reserve 

Loss  reserve 

Premium  reserve. .. 
Due  cos.  &  agents. . 

Reins,  reserve 

Other  liabilities... 

Total  liabilities... 

Capital 

Profit  balance 

Total 

30. 1914. 

$156,250 

234.066 

236.361 

46.168 

lia213 

48.514 

$831,571 

625.000 

72.308 

Total 

.$1,528,879 

$1,528,879 

BUSINESS  FOR  1914:  Net  marine  praninms  received  $7SS.- 
659;  net  fire  premiums  received.  $10,775;  other  premiums  reoorea* 
$ia580;  other  income,  $23,403;  marine  losses  paid.  $568,718;  fir« 
losses  paid,  $1,666;  other  losses  paid,  $2,415;  conuniaaoiis.  $109^582. 

REMARKS:  Paid  an  avenge  dividend  of  13.9%  for  last  10 
years.    Company  writes  marine  insurance. 


CO-OPERATION  INSURANCE  COMPANY,  Paris,  France. 

President,  Alphonse  Qugnault;  Directing  Manager.  M.  Cerisola. 

This  company  as  of  Dec.  31,  1913.  had  a  nominal  capital  of  '    this  country,  and  jomtly  with  La  Fooders  de  Fhmce  and  dss  Col»- 
f  140LO0O.  all  of  which  was  subscribed  and  paid-up.    Cash  in  banks       nies  guarantees  the  policies  of  the  International  A«aranee 
«nd  investments,  Dec.  31. 1913,  $95,710.  dation. 

REMARKS:  This  company  writes  surplus  line  fire  risks  in  . 


CORNHILL  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Managers.  Willis  Faber  &  Co..  Ltd.    Organiaed.  1905. 


Asans.  Dnc.  81. 1914. 


Investments. . . . 
Sondcy  debton. 
Cbsh 


£38.060 
10.661 
14.644 


LXiLBIUTIBB,  Die.  31. 1914. 

Insurance  fund £40,108 

Losses  unpaid 1,100 

General  reaerve 15,000 

Other  liabilities 2,148 

Capital  paid  up 5,000 


Total £63.365       Total £63.365 


I:   Netpraniums raoeived,  £47,919; 
jaid,  £29.488;  expenses,  £938. 
This  company  cnmmenoed  buaness  in  1905.   It  has  an  antlHr> 
ised  capital  of  £100.000.  and  is  understood  to  be  writing 
business  in  this  country. 
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DANUBE  (DONAU)  INSURANCE  COMPANY,  Vienna,  Austria. 

r.  Dr.  Jutat  Kahkrt;  Seentary.  Fnni  F^MMBdorfw.    Oriuuied,  1867.    (Eioepting  Life  Bnaeb.) 


I 


Dk.  31. 1914.  LuHumB,  Dk.  31. 1914. 

Is 3786.907    Cmitel  roMrre 3918,000 

1.912,830    Ptanhim  leMrre 889,525 

Quh 533.064    Lonranrve 297.219 

Fteaon  funds 496.487 

224,184    Doe  rams.  oomiMUUM  167.181 

36U76    VsriooBcradiion...  n8.209 

110.863    IVo6t  bsisiioe 219.561 

9.548.043    Lifelisbifitifls 9.497.471 

Cspital  psid  up 600.000 


Daefron 


Otker 
lifebEBBeh 


Totel 313.477.456       Total 313.477.456 


Asnts  of  fire  farsaeh  smoDot  to  33.696,440. 

REMARKS:  Tbis  oompsoj  is  interested  in  Amariesn  ririn  by 
ninsunnee  of  Admitted  ormipsniw,  It  writes  fife,  rent,  fire, 
marine,  glaaB,  hail  and  borglary-tlnf  t  imuranoe. 


DUSSELDORFER  REINSURANCE  COMPANY,  Dusseldorf,  Germany. 


CM 
An  fruoi 
OtiMr 


Tetel 


Dk.  31, 1914. 

358,250 

34.007 

428.054 
25,094 
107.161 
136.607 
468.750 


LuKUTBi,  Dbc.  31, 1914. 

LooB  reserve 3156,416 

Due  other  oompaaies  187,612 

PrenuamreeerTcs...  250.759 

Other  lisliilities 33.096 


Total  liabilities...     3637,885 

OapHal 625,000 

Profit  balanoe 5,128 


31.258.013       Total 31.258.013 


BUSINESS  DUKINQ  1913.  Net  premhnns.  3807,537;  other 
inoome.  319.374:  total  inoome.  3826.911;  loeeee  p^  3464.698; 
expenses,  3217.735;  total  expenditures,  3682.433. 

MISCELLANEOUS:  This  eompany.  the  home  offioe  of  which 
is  loeated  in  Duaeeldarf.  Qermany,  has  lately  entered  the  United 
States  for  the  trsMsctaoD  of  sorpbs  line  boanese  through  Brown 
Anderson  k  Young,  Inc.,  Tnwirance  Exohange.  Chioap.  ,Tlis 
oompaay  has  sgreed  under  eontraet  to  always  retain  a  depoert  at 
310.000in  one  of  the  Btrongest  banks  in  Chicago  for  the  proteotioa 
of  American  polioyholdcrs. 


EAGLE  FIRE  INSURANCE  COMPANY,  Paris,  France. 


CM. 


An  fruoi 
Otba 


Total 


outs.. 


Deo.  31, 1914. 

3230,513 

1,614,939 
358310 
439.449 
606,913 
206^479 


LiAKUTOS,  Dee.31.1914 

Loncs  outstanding  .  3401,426 

Premiums  oust. 359.281 

Unearned  premiums  856.076 

Due  reins,  cos. 300.159 

Due  agents 249.468 

InTcet-res. 197.000 

Other  liabilities. . . .  185,195 

Statutory  resources.  400.000 

Capital  paid  up....  400.000 


.$3348.603       Total 33.348,603 


REMARKS:  This  company  was  organised  m  1843  and  has  » 
paid  up  capital  of  3400,000.  It  is  understood  to  be  tranMctnig  a 
surplus  line  business  on  fire  insurance  risks  in  this  country, 
tiirottch  licensed  brokers,  though  a  recent  request  to  the  home 
officer  or  vchfication  of  this  information  is  as  yet  unanswered. 

BUSINESS  DURING  1914:  Net  premhims  received.  38,114,- 
458;  losses  paid,  3U78.579;  commissions.  3432300;   other  ei- 
3362,037. 


ECONOMIC  MARINE  INSURANCE  COMPANY,  Ltd.,  Great  Britain. 

This  ewnpany  was  csganised  in  1901  and  has  a  subscribed  capital   |   business  on  the  Pacific  Coast  in  the  United  States  through  licensed 
of  £350,000,  Of  which  £12300  was  paid  up.    It  writes  marine   |   brokers. 


ESSEX   AND   SUFFOLK    EQUITABLE    INSURANCE   SOCIETY,    Ltd., 

Colchester,  Eng. 

Chaiimaa,  Wilson  Maniage;  Secretary  and  General  Manager.  S.  0.  Turner.    EsUblished  1802. 


I' 


acqmrBd  by  the  Atlas  of  London  m  1912  I   through  PVedS.  James  &  Co..  New  York  and  Chicago.    Its  aathor- 
sad  nee  tlien  no  further  statements  has  been  issued  to  the   |   ised  capital  is  £60a000;  subscribed  £56a000. 
pofafie.    It  transacts  a  surphis  fine  bonness  in  the  United  States 


EUROPE  REINSURANCE  COMPANY,  Frankfort-on-Maine,  Germany. 

Mansging  Direetor.  Bemhard  lindner;  Deputy  Managing  Director.  Christian  Kindt.    Orgsniaed,  1896. 


AaSBTB,  DEC.  81,  1914:  82.577.149,  Cmduding  1750.000 
ft^iHthnHfrs  notes);  premium  rcsenre,  1968.495;  loss  reserve, 
lUMSS:  net  fire  premmms  recehred  during  1914.  $889,365;  marine 
reeeiTed,  SS6»436;  fire  losses  paid,  8460.527;  marine 
$10,246. 


REMARKS:  The  company  writee  fire.  life,  marine,  burglary 
accident  and  liability  insurance  as  reinsurer.  Conflagration  losses: 
Baltimore.  1904.  $14,000  San  Francisco.  1906.  $2,751. 
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EXCESS  INSURANCE. COMPANY,  Ltd.,  London,  Eng. 

Umdmww,  C.  E.  Heath;  Secretary.  Ronald  E.  HalL    OrmMd,  19M. 


Aflsm,  Dec.  81, 1916.  Luntnni,  Deo.  31. 1915. 

£563.711  IiiTntmentres.....      £80.968 

69.989  Reeerrefund 176,000 

Int.  in.  foreign  ooiL.        38.955  Reins,  res. 66^091 


Sundry  debtors 345.574    Sondry  creditors. 

Oiah 124,319    Other  resenres. 

Othersswts 20.050    Cap.  paid  up.. 

Profit  A  LosB. , 


52.743 

50.000 

60.000 

5.796 


Total £1,051.598       Total £1.061.598 


BUSINESS  FOR  19U:  Net  praniums  reoeifed,  £038.889:  total 
ineome,  £948,513:  losses  paid.  £558.601:  other  expenses,  £U7,a47. 


MISCELLANEOUS:  This  eampamr  writes  surpbs  lines  m  the 
United  States  and  Canada  through  Marsh  k  MoLmiim&,  Chi««o, 
and  A.  F.  Shaw  &  Co..  Chicago.  Coniapation  loeies:  Btlriiiiw, 
1904,  •2.500;  Rochester.  1904.  l3.000r^nF>aiidseo.  1906. 65a000. 


FINE  ART  AND  GENERAL  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Ofaamnm  J.  M.  Maodonld;  Seeralary  and  Maai«tf.  A.  P.  Fedden.    Oiganbed,  1890. 


AflSKm,  Dee.  31, 1914.  LiASiuini,  Dee.  81. 1914. 

Investmenta £401,463    Fire  fund £153.160 

Agento'  bafauMes  k  Aoddent  fund 8,608 


^Bund.  debts. 
Otttst.  preniiiDis. 
Cash 


68,176    Emp.  liability  fund. 

764    General  fund 

40.387    Outst.  claims 

Sundry  ereditoN . . . 


73,463 
45.466 
30.664 
56.815 


Total  liabffities. 
ktplta 
Profit 


OspitaKpaidup). 
~      ^bss 


£892^31 
60.000 
68.449 


Total £510.780       Total £510.780 


BUSINESS  DURING  1914:  Fire  premiums reoeiTei  £89,135! 
fire  lasses  paid.  £57.869;  oommiasions  and  expenses  of  fire  buai- 
!,  £37.476. 


REMARKS:  TUs  eompany  transaeto  fire,  bui^ary,  pertoBal 
aeddeot,  fidefity  and  eaiiloyerB'  liability  insurance  at  hoae,  sod 
writes  Borphis  tines  of  fire  inswanoe  on  fire  rkhs  in  the  Unitad 
States  through  E.  E.  HaH  k  Co..  New  Toric. 


FIRST    BOHEMIAN    REINSURANCE    BANK   OF    PRAGUE,    Bohemia. 

Anton  PoBak;DirBetor,E.SchoDar.    Orpuuaed.  1873. 


Assns,  Dio.  81, 1914.  Lubilitibb,  Dbc.  31, 1914. 

iBvestmenta 11,375,371    Lossresenres 8630.638 

Due  from  Cos.,  eta .      675,407    Pi«mium  resenres. . .  508,514 

Cash 352.033    Capital  reserre 180,000 

PeasioDfund 88.136    Ftasionfund 83.135 

Otheraaeeta 144,353    DuefromCos 350.933 

Other  liabilities 36.434 

Capital 600,000 

Profit  bahuioe 50,755 


Total 


82.329.189       Total 82.339.189 


BUSINESS  DURING  1914:    Net,  fre 
81.065.341:  net  fire  losses  paid.  8715,578;  fire 
Dusnons  paid.  8312.464. 

REMARKS:  Company  does  fire  re-insurance  business  on 
American  risks.  Diriifends  for  past  ten  years  ayerafe  7%.  Con- 
flasration  loss:   San  Francisco.  1906.  8650.000. 


LE  FONCIER  DE  FRANCE  &  DES  COLONIES,  Paris,  France. 


Ab  of  December  31,  1913,  this  company  had  a  nominal  capital 
of  8600,000  all  subscribed  and  8150,000  paid  up.  Its  cash  in  bank 
and  inrestod  funds  on  that  date  were  872,000.    It  writes  surplus 


lines  on  fire  risks  in  tlus  ooantrr.  and  together  with  *Ta 
tion, "  I^riB.  guarantees  the  pofides  of  the  Intematiottal 
Association. 


''FORTUNA"    GENERAL    INSURANCE    COMPANY,    Berlin,    Germany. 

ManagecB,  Peter  Baabueken  and  Ed.  Sohreiber.    Organised,  1868. 


ASSETS.  DECn  31.1914:  81.142.867  (including  8300.000  stock- 
holders' notes);  pnauum  reserve.  8125,000;  lose  ressrve  8207,600; 
capital  paid  up.  860.000. 

BUSINESS  IN  1914:  Net  premiums.  8749,873;  lasses  paid. 
8433.335. 


REMARKS:  Oompany  writes  marine  and  buiglary  insursnceiMd 
is  understood  to  be  interested  in  fire  risks  in  the  Unitsd  Stales  \m 
ransuranoe.  Diridends  1904.  30%:  1905 ,35%:  1906.  1907,  19QI 
1909. 1910. 1911. 1913. 1913  and  1914,  30%  of  paid  up 


GERMAN  RE-  AND  CO-INSURANCE  COMPANY.  Beriin,  Germany. 

Director,  Hefaur.  Snupnaon.    Organised,  1871. 


ASSETS,  DEC.,  81, 1914: 82.365,816  findudnw  8843.760  stock- 
holders  notes);  wemhun  reserve,  8245.734;  lose  reserre  8663.675. 

BUSINESS  FOR  1914:  Net  fire  premiums  reoeiTed,  8781.039; 
marine  premiums  received.  81.301.106;  fire  losees  paid,  8185.208; 
marine  loeses  paid,  8484.481:  commissions.  8153.868. 


REMARKS:  This  company  is  understood  to  be  ^ 
surplus  line  bufliness  on  fire  risln  in  the  United  Staies. 
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GLOBUS  INSURANCE  COMPANY,  Hamburg,  Germany. 

CfaBinnui,  Evvlyn  Habterd;  BIaimcv  of  FSn  DepC.,  A.  J.  Ralton. 


ASSETS,  UECn  ZU  1»14,  I3L7M.4M  Onehidiag  1750.000  ftoek- 
liolikn  bondi)  pnmiaBi  mem,  fre,  |2M»074;  ixauaiuiu  ntem, 
■viae  618,366;  praninm  referre,  other,  $43,135:  km  reoerre.  fire, 
1155,220;  hm  rcNrre,  muioe,  $718,832;  Iom  naem,  other.  $115.- 
$60;  fire  pnahm  reocrred  daring  1914,  $1,106.13$;  aarine 
proaiaaM  reccirod  $1,918,281;  other  prBBUumB  received.  $158,913; 
bMtmid  duoai  1914»  fire  1468,549:  OMriiM.  $806»B60:  othor. 


REMARKS:  Conpur  writee  fire,  borghry  and  theft,  eredit 
and  marine  ineonuioe.  The  marine  Jninranne  braaoh  baa  a  pr»- 
mium  inoome  amountinf  to  aboat  $1,500,000.  The  HanaaatiMhe 
General  oomhined  with  the  new  Eighth  Aiitanee  Campaaj  of 
Hamborg  under  above  title. 


I 


GREAT  NORTH  INSURANCE  COMPANY,  Calgary,  Alta. 

TUi  ooaapaar.  ivfaieh  ia  onderatood  to  be  writing  aome  iurplaa  linei  on  United  States  rttka,  took  orer  the  riika  of  the    Anehor. 
Fke  and  uanne  of  Calgary. 


GRESHAM  FIRE  AND  ACCIDENT  INSURANCE  SOCIETY,  Ltd., 

London,  Eng. 

Fire  Manager,  Thoa.  Brand  Miller. 


DoefroBa  eompanios 
CMi 

Interart 


FateMiihiniiitace. 
ntoitandloaiaeo. 


Dwc.  31, 1914. 

£138.888 

14.755 

16303 

8,005 

3.134 

2,167 

2387 

6.454 

56.362 

35.793 


LUULRXM,  Dk.  31, 1914. 

£15,641 

16,867 

10,002 

2.000 

6.003 

8346 

19372 

5,000 

1,350 

Capital  iMkidup 200.000 


Fini 

&np.  fiab.  k  gen.  res. 
Investment  nisrve. . 
Contingent  reserve. . 
Firs  looses ontadg... 
Aoddent  losses  outsdg 
Dae  for  reins,  prema. 


Other  liabifities. 


Total 


£285,239       Total £285,239 


BUSINESS  DURING  1914  (Rre  aoooont):  Net  Qreminms 
reeeived,  £68,846;  net  koses  paid,  £39.257;  eommissiona  and 
eipeuaes  of  ntanagenwnt,  £36.564;  other  fire  expenses,  £632. 

RSMARXB:  This  company  was  ertabliahed  in  1910  with  a 
subeoribed  oapital  of  £300.000,  of  which  £200.000  was  paid  up. 
It  is  toansactang  a  sorpha  lino  business  in  the  United  States 
through  Frsd  S.  James  k  Co.,  New  York  and  Chicago. 


GUARDIAN  ASSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Chairman  Evelyn  Hubbard  Bfaoager  of  Fire  DepL,  A.  J.  Rdton 


Dae. 


Emlcitnte. 


Dee 
Othtf 


Total 


oomp.. 


31, 1914. 

..£3.754352 

..    2,196352 

449.067 

217,071 

150,308 

78300 

3M.U5 


LuniuiUB,  Dae.  31, 1914. 

Looses  unpaid, £231,061 

Duo  reins,  oomp 211,798 

Other  liabiHties....       195323 
Lilefund 4.310.133 


Fire  fund. 
Aoeidentfand.... 
Other  rnerves.... 
Capital  paid  up. . 
Profit  Alossacot. 


825,250 
807394 
199.700 
1,000.000 
189,777 


Businsos  durinji  1914  Cfire  only):  Net  ^vemiums  reeeived. 
£595,315;  other  mcome,  i»l,648;  ebama  paid  and  outstanding, 
£362,835;  mmmisBons,  £76,977;  expenses  of  management, 
£134006;  other  emenses.  £7318. 

REMARKS:  This  company  does  a  fitrs  reinMunneo  business 
in  the  United  States,  through  Uoenoed  companies.  It  was  formerly 
licensed  in  the  United  States.  At  home  the  Guardian  tranoaeta 
a  general,  fire,  life,  accident,  etc.,  business.  A.J.RsltoniBi 
otthe  fite  department. 


£7370,4«e       Total £7.370,442 


HAMBURG  UNDERWRITERS,  Hamburg,  Germany. 

representing  a  strong  Hamburg  combination,  u  interested  to  some  extent  in  American  risks  by  way  of  reinsuranee  of 


HEARTS  OF  OAK  LIFE  AND  GENERAL  ASSURANCE  COMPANY,  Ltd., 

LcMidon,  Eng. 

Chairman,  Wm.  Garland;  Secretary  and  Manager.  S.  R.  Whiting.    Organised.  1903. 


ASSETS  (per  latest  obtKable  statment):  $l6a666:  HabiU- 
tica  (esaept  npital).  $64,917;  sfaBcaholders'  capital,  $121,575;  capi- 
tal paid  up.  $83,401;  profit  and  loos  account,  $7,842;  unpaid  fire 
3a.  $&003.  Buniess  daring  year  ending  Jnna  30.  1912  (fire 
>:  Hot  premtuma^  $18,583;  total  meome,  $18,707;  Iosmis  paid. 
DtL  oossanmions  and  expenses.  $14,430. 


REMARKS:  Thia  eompaay  was-establishBd  in  1908  with  an 
authorised  capital  of  $150,000.  In  Europe,  the  oompsny  trans- 
acts fife,  fire,  burglary,  mortgage,  fidality  and  plate  glass  insuranoe. 
The  company  is  undentood  to  be  writing  surplus  lines  on  Ameri* 
can  risks. 


INDEMNITY  ASSOCIATION,  Lm,  London,  Eng. 

Managing  Director,  P.  G.  Hamilton  Carrill. 


was  eatabibhed  m  1903  with  $5,000  capital,    I   capital  is  $45,000,  of  which  $33,800  is  paid  up.    It 
ed  to  $100,000  capital  ia  1007.    lU  subscribed    |   sofpltts  fines  on  United  States  risks. 
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INDUSTRIELLE  MUTUAL  INSURANCE  SOCIETY,  Paris.  France. 

This  is  a  muki&l  fire  ioBunmoe  society,  fouoded  in  1904,  and  has  a  oaiMtal  of  200.000  franca.    It  is  onderrtood  to  be  writing  aurphia  lit 
of  fire  bsnrance  on  American  property. 


INTERNATIONAL  ASSURANCE  ASSOCIATION.  Paris,  France. 


This  is  an  underwriters'  organisation,  whoee  polides  are  guar^ 
antced  by  '*Le  Foncier  de  Fnmce  and  Des  Colonies,"  Paris,  and 
*'La  Cocqoeration,  Paris,  which  see.    A.  L.  McCrae,   175  West 


Jackson  Blvd..  Chicago,  Dl.,  represents  them  for  sarplna  fines  m 
this  country. 


ITALIAN  FIRE  AND  MARINE  INSURANCE  COMPANY,  Turin,  Italy. 

Director,  Domenieo  Gambetta.   Organised,  18S3. 


ASSETS  Cper  latest  obtainable  statement):  $2,812,004  (includ- 
ing tl,28O,00O  stockholders  notes);  premium  reserve,  $80,285; 
loa  reserve,  $198,152;  reserve  fund.  $400,000;  capital  $l,60a000: 
capital  paid  up,  $320,000;  premmms  received,  $372,509;  losses 
paid,  $284,845. 


REMARKS:    It  is  understood  that  this  company 
plus  lines  on  American  and  Oanadian  risks. 


ITALIANA  INSURANCE  COMPANY,  Genoa,  Italy. 

Managing  Director,  Zaccaria  Oberti.    Organised,  1906. 


ASSETS:  Per  latest  obtainable  statemoit  amounted  to 
$2,222,061.  ToUl  liabilities,  except  capital,  $1,226,061;  capital, 
$1,0(»,000;  profit  balance.  $7,483. 


BUSINESS  DURING  YEAR  Net  premiums.  $736,545; 
paid  $606,469. 

REMARKS:   This  company  tenaaets  a  sorphs  fine 
m  the  Western  States  and  Oanada. 


LANCASHIRE  &  CHESHIRE  INSURANCE  CORPORATION,  Ltd., 

Liverpool,  Eng. 

Jomt  Managing  Directors.  W.  Arthur  Jones,  R.  Ferguson;  Secretary.  T.  Leifl^.    Estabfished.  1904. 

This  company  was  established  in  1904,  with  an  authorised  capital  of  £100,000.   It  is  understood  to  be  writing  sorphs  fines  on 
in  the  United  States  through  a  Chicago  broker. 


LAW  ACCIDENT  INSURANCE  SOCIETY,  Ltd.,  London,  Eng. 

Managing  Director,  F.  W.  IHuNwe  Rutter. 

This  company  is  understood  to  be  writing  floaters  for  jewelers   |   estabfished  In  1892,  and  has  an  authorised  eniital  of  £800,000;. 
in  this  country,  covering  fire,  theft,  transportation,  etc.    It  was   |   subscribed.  £500,000  and  paid-up,  £50.000. 


LAW,  FIDELITY  AND  GENERAL  INSURANCE  CORPORATION,  Ltd., 

London,  Eng. 

Managing  Director,  F.  Norie  MiUer.    Organised,  1891. 


REMARKS:  This  company  was  previously  known  as  the 
Law  Investaneot  and  Insnrance  Corporation.  It  was  estabfished 
in  1891,  and  has  an  authorised  capital  of  £959.584;  subscribed, 
£71^085;  and  paid-up  capital,  £27,323.  It  transacts  accident, 
borglaty.  employers'  uability,  and  other  branches  of  insurance  at 


home,  and  is  understood  to  write  surplus  fines  of  fitrs 
in  the  United  States.    F.  Norie  Mifier.  the 
is  also  manager  of  the  Qeneral  Accident  of  Pferth. 
loss:  Baltimore,  1904,  $7,000. 


LEGAL  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

General  Managw  and  Secretary,  J.  M.  Ewing. 


Atton,  Dm.  31, 1914. 

Investments £59.933 

Agents' balances....  43,104 

Due  from  companies  47,057 

Reins,  deposits 29,041 

Good  win  aeoount. .  85,000 

Cash 12,878 

Othcrasseta 8,920 


LuBiuma,  Die.  31, 1914. 

Reins,  deposits £23,578 

Chims  outstanding, 

res  40  971 
Other  iiabiii'ties. '. '. '.  28^878 

Revenue  aeoount. . .  43,111 

Capital  paid  up 100.000 


Total 


£230,538       Total £230.538 


BUSINESS  DURING  1914:  Net  premiums  noerf«d.£a0QuMO^ 
other  inocnne.  £1,840;  losses  paid  and  outstanding,  £10MWr 
oommisrions,  £35,048;  expenses  of  management,  £41.118. 

REMARKS:    The  Legal  transaets  a  surplus  Gm  __ 
this  country  through  Fred  S.  James  k  Ox,  New  York  and 
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LLOYD'S,  London,  Eng. 

Secretary.  Reei^AdminJ  Edwvd  Fitamauriee  Ingkfield.    OrKanited,  1726. 


Uognf  1 18  an  aaoeiatkni  of  nndflrwritm  in  the  City  of  LoodoD. 
Iti  Bsme  IB  derived  from  a  Goflee  Home  kept  by  Edward  Uoyd 
m  Tower  at.  ia  the  17th  century,  where  underwrHeve  met  to 
traneaet  busiBcai.  In  1W2  Lloyd's  Coffee  House  wm  removed 
favm  Tofwer  st  to  Lombard  st;  and  in  1774  Lloyd's  left  the  Cof- 
fee House  in  Lombard  st.  for  premises  in  the  Royal  B«*>i*»y. 
where  it  has  oaee  remained.  The  war,  which  hated  from  1^6 
with  bat  short  panaes  till  1815.  tendsd  to  attnet  marine  insuranee 
to  Great  Britara  from  all  parts  of  the  world,  and  raised  Lkqrd's 
to  the  high  position  it  has  ainoe  held. 

In  1810.  pariiamfint  appointed  a  oonunittee  to  inquire  into  the 
'^^^  off  the  institution.   From  this  inquiry  Llojrd's  emosed  with 
and  has  continued  to  assist  in  the  promotion  of  every  meas 

ikh  mi^t  aid  in  the  preservation  of  Ufe  at  sea,  the  preven- 

tioD  of  fraud  in  ccmnection  with  marine  insurance,  and  the  npid 
coOeetioo  and  distribution  of  maritime  intelligence. 

In  1871,  Lloyd's  was  tneorporated  by  act  of  parliament;  but 
does  not,  as  a  corporation,  undertake  insurance  business.  Tlus  is 
eondoeted  solely  by  its  members  on  thrir  own  account;  and  so 
loac  sa  they  conform  to  the  rules  of  the  society,  they  are  free  to 
Iblbw  their  inifividual  views.  Uo^rd's  is,  in  fact,  a  great  ma^et 
fior  insnranw*  Candidates  for  eleetion  as  members  are  required  to 
mlafy  the  committee  as  to  their  mesne,  and  in  all  easea  to  depont 
in  the  namee  of  trustees  a  sum  not  lem  than  £5,000,  as  addi- 
taoaal  aeenrity  for  liabilitiea  ineuired  on  account  of  marine  and 
traaapott  nka.  The  aggrente  amount  thua  placed  at  the  dia- 
poaal  of  the  committee  of  IJoyd's  is  venr  larae,  but  in  no  way 
r^nsenfes  the  total  capital  possBased  by  the  Underwriting  Mem- 
heis  off  Umrd's.  The  committee  have  also  recently  adopted  a 
i  naOBt  which  a  separate  guarantee,  appficMie  only  to 
OB  fire  poSdes,  and  other  poudes  not  ooverinc  marine  and 
is  required  from  memben  on  their  aomiaBOD,  and 
>  viw  engan  in  such  business,  and  who  were  deeted  before 
of  this  qrstem,  have  generally  furnished  simihtf 
A^ystem  has  also  been  instituted  under  which  all  under- 
oaies  are  held  in  trust  for  underwrituig  purposes  only, 
sad  uDderwriters*  accounts  are  annually  audited  by  wpjpnnd 
aeaoimtanta.  ^Hio  certify  aa  to  the  aolveney  of  the  undoirriter. 
The  hrosneas  of  Lloyd's  aa  a  oorporation.  and  of  the  committee  aa 
ha  eKeeutive,  is  to  conduct  the  affrura  of  Lbyd's  in  ita  corporate 
capaei^.  and  to  guard,  aa  trustees,  the  corporate  funds  and  pr^)erty. 

Llovdrs  is  also  an  immense  organisation  for  the  coOeetion  and 
diatfwation  off  marine  inteOigenoe,  which  ia  published  daily  m 
"lioyd'a  List."  TUs  paper,  originallv  established  in  1006  as 
"Lkgrd's  News."  dates  from  1720,  and  is  the  oldest  tewspaper 
in  Bnrope.  with  the  eieeption  of  the  "London  Qasette."  The 
iatriBigria»  department  has  devdoped  continually  under  the 
JHflwnc*'  of  steam  sad  dectrid^.  and  thia  proceas  keqM  pace 
with  the  opening  of  new  porta  and  the  ineresMd  means  of  oom- 
wnairatimt.  The  information  is  sopi^ed  b^  Lloyd's  agsnta  on 
every  eoaat  ia  the  worid,  who,  in  written  lists,  or  by  telegram. 
npori  tbe  arrival  and  departure  of,  and  caaualtiea  to,  veaaela 
wSkfaia  their  diatricta.  In  thia  connection  the  vahie  of  Lloyd's 
S^ul  Scatioaa  ia  veij  great  not  onl;y  to  underwriters,  but  also 
to  ■jwrhanta  and  shipowners,  as  it  is  frequently  an  advantage 
thai  a  Tcssd  shodd  be  intercepted  off  the  coast  and  ordered  to 
ita  port  off  destination.  Shipowners  in  this  way  often  have  the 
caraeat  intimatioa  off  the  arnval  of  their  ships.  Vessels  arriving 
off  outlyiiig  signal  stations  often  bring  important  intelligence 
sa  to  dere&ta  and  wrecks  passed  on  toeir  voyagea.  aa  well  aa 
iafematkm  off  veaaela  in  dirtreap  requiring  aaristanoe,  and  over- 
Bseis  airiving  on  loag  vosrages  are  rqxuted  at  these  sta- 
Not  one  vcssd  in  ten,  bound  to  porta  in  the  United  Kini^ 


the  adoptioa 


fistamt  ports,  arrives  at  her  terminal  port  without 
reported  from  one  of  Lloyd's  signal  stations.    At 


off  these  stations  wireless  tdepaphy  apparatus  has  been 
Tlw  oorporation  of  Uoyd  s  now  holds  a  amihr  pod- 
with  legard  to  dgnal  stations  to  that  occupied  by  the  cor- 
off  the  Trinity  House  with  regard  to  lightbooses.  These 
vafaaabie  aids  in  the  preservation  of  Ufe  and  property  are  one  of 
the  latest  devdopmente  of  the  corporation. 


requires  all  underwriters  as  well  as 
cwmpanifs  transacting  such  business  to  provide  security 
of  insurancp,  such  as  life,  fire,  accident,  em- 
fiafaffity  and  bond  mvestment. 


Act,  1000,  rebtes  to  these  dasses 
of  iaanrannf.  and  ahhodgh  the  Act  did  not  begin  to  operate  until 
Mr  1.  1010,  the  amianty  of  Underwritera  at  Llwd'a  had  al- 
rcadbr  eomplied  with  ita  requirementa  before  that  date,  and  for 
rs  paat  have  prvnded  such  aeenrity  aa  is  now  legally 
in  conneetiuM  with  the  daas  off  budneas  they 


The  Emplayen'  liabifitgr  (tnanraaee  companiea)  Act,  1007 
wUeh  w«Bt  into  opentioo  on  Janaaiy  1,  1008,  provides  that 
every  underwriter  dmO  depodt  and  keep  deposited,  in  soch 
maanar  as  the  Board  of  TnOtt  may  direct,  a  sum  of  £3.000,  and, 
farther,  that  when  the  hudaess  transacted  esueeds  this  amount. 


the  underwriter  must  increase  the  security  correspondingly,  and 
famish  aooounto  aanuaOy  to  the  Board  oif  Trade  eiaeth^  in  the 
aame  manner  aa  the  companiea  tranaacting  simihr  bosinesB. 
This  depodt  has  been  provided  by  all  memlm  of  Lloyd's  who 
engage  m  this  ehus  of  insurance  ^ — ' 


By  theee  Acta  Lloyd's  is  recognised  by  the  Board  of  Trade  aa 
a  regular  market  for  fire  and  other  nonnnarine  insurance  bud- 
nesB,  and  the  fact  of  such  recognition  is  regarded  as  a  guarantee 
off  the  soundnem  of  the  budnem  tranaaeted  at  Lk^yd's. 

Various  groups  of  Lloyd's  underwriters  aeocDt  fire  insurance 
risks  in  the  Umted  States  through  different  brokerage  houses  in 
the  United  States.  Claims  under  such  policies  are  usually  settled 
without  difficulty,  aithougn  if  suit  should  become  neoesmry,  each 
underwriter  woiud  have  to  be  sued  in  the  En^ish  courts,  unleat 
an  shoukl  agree  to  aUde  by  the  deeidon  of  the  auit  agdnat  a 
single  underwriter,  which  is  the  annual  custom.  Polides  written 
by  Lloyd's  underwriters  upon  American  risks  general^  contain 
warranty  that  some  specified  company  carries  a  given  line  on  thr 
same  risk  at  the  same  rate  and  in  the  mme  form.  Property 
owners  in  the  United  Statea  who  accept  Uoyd's  pohdea  ahould 
therefore  be  careful  to  aee  that  aU  warrantiea  in  auch  policies  are 
properly  observed. 

The  form  of  fire  polides  used  by  Lloyd's  underwriters  is  as 
foUows: 

"LLOYD'S  FIRE  POLICY. 

Foa  SioiUTima  bt  UifDaRwaimro  Mamms  or  Llots's  Omlt. 

BE  IT  KNOWN  THAT 
pakl  Premium  or  ConsideratioD 

to  Us.  who  have  hereunto  subscribed  our  NaoMS  to  hisure  from 
Lorn  or  Damage  by  Fire. 
Fir*  PoUey, 


From  the  day  of 

To  the  day  of 

NOW  KNOW  YE,  that  we  the  insurers  do  kerelty  bind  our- 
selves, each  for  his  own  Put,  and  not  One  for  AnoUier,  our  Heirs, 
Executors,  Administrators  and  Aadcps,  to  pay  and  miJce  good  to 
the  said  Assured,  his  or  her  Heirs,  Executors,  Administrators  and 
Assigns,  aU  such  Damage  and  Loss  by  Fire,  within  seven  days  after 
such  loM  is  proved;  and  that  in  proportion  to  the  sevenl  sums 
by  each  of  each  subscribed  against  our  respective  Names,  not  ex- 
ceeding the  reqjective  Sums  aforesaid;  aa  may  happen  to  the 
subject  matter  of  this  insurance,  or  any  part  thoeof,  during 
the  continuance  of  this  policy. 

No  claim  to  attach  to  this  Policy  for  Insurrection,  Biots,  CSvU 
Commotion  or  Military  or  Usurped  power. 

If  the  assured  shall  make  any  daim  knowing  the  same  to  be 
false  or  fraudulent  as  regards  amount  or  otherwise,  this  PoBey 
shall  become  void,  and  all  claim  thereunder  shall  be  forfdted. 

IN  WITNESS  whereof  We  have  subscribed  our  Names  and 
Sums  of  Money  by  us  Insured. 

Dated  in  London,  the  Day  of 

One  Thousand  Nine  Hundred  and 

A  considerable  number  of  insurance  brokerage  firms  in  New 
York  and  Chicago  have  heretofore  had  arrangementa  with  various 
groups  of  underwriters  at  Lloyd's,  London,  where  bv  they,  could 
procure  insurance  upon  American  risks,  but  it  is  undierstood  that 
some  of  such  arrangementa  have  been  altered  or  terminated,  so 
that  at  the  time  this  page  went  to  press  it  was  not  feadble  to  present 
a  list  of  brokers  through  whom  insurance  at  Lloyd's,  London, 
could  be  procured. 

Conflagration  losses:  Baitnnore,  1004, 1147,500;  San  Friuidseo, 
1000.  estimated,  $8,000,000  (all  underwriters). 

As  bogus  Lloyd's,  London,  polides  have  been  offered  in  this 
eountry.  care  should  be  taken  to  deal  only  with  reliable  houses 
when  procuring  such  insurance. 

The  State  Insurance  Department  of  Illinois  requires  various 
groups  of  underwriters  licensed  in  that  State  to  file,  as  a  part  of 
then*  annual  statements,  data  conconing  thdr  entire  buamess  in 
the  United  States,  together  with  a  certificate  from  the  proper 
official  of  the  Board  of  Trade  in  London,  Endand,  to  the  effect 
that  each  group  has  complied  with  the  Uws  of  the  United  King- 
dom governing  such  Lloyd's  associations. 


Brokers  accepting  surphis  line  risks  in  the  U.  S.  through  Uoyds 
off  London:  Staikweather  &  Shepley,  Inc.,  Providence,  R.  I.; 
R.  W.  Hooner  k  Co.,  Chicago,  111.;  Rollins.  Burdick  k  Hunter  Co., 
Chicago,  in.;  Weed  k  Kennedy.  New  York  Citjr;  Marsh  k  McLen- 
nan, Chieaao,  111.;  A.  F.  Shaw  k  Co.,  Chicago,  111.;  F.  R.  Thompson, 
Chicago,  in.;  Chas.  Brock-Jones  k  Co.,  Chicago,  in.;  C.  P.  Wurts, 
Chicago,  in.;  Critehdl,  Mitter.  Whitoey  k  Barbour,  Chicago,  HI.: 
Fred.  S.  James  k  Co.,  New  York  and  Chicago,  lU.;  A.  T.  Graham, 
Chicago;  Henry  J.  and  Ftederiok  O'Brien,  Chicago. 
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MEMBERS  OF  VARIOUS  GROUPS  OF  UNDERWRITERS  AT  LLOYD'S  (April  15,  1916.) 


E.  B.  AdamM. 
£.  E.  AdftOM. 
8.  A.  Giuguiy. 
Hoary  Baooa 
Arthur  Serena 
A.P(yini«Ii. 
B.  E.  Sbippird. 

B.  B.  Adamt. 
&aMt  £.  AdoB. 

8.  /.  AiAng. 
S,  J.  Attlny. 
H.Holiiian. 
P.  W.  RiehMthoa. 

S«  D.  CrBHWQiI. 

F.  y.  EatbovvD. 
K.  0.  R.  Yvtv- 
W.S.Colfle. 
W.  H.  OawiBg. 
J.  A  Rmtm. 

a,  J.  Avknifmtd  /orR.  Toid. 
R.  C.  J.  Beftton. 
RobndTodd. 
A.  £.  ftioe* 
H.  B.  FtMtar. 
W.  A.  Tennant. 
£.  8.  HofaMB. 

Sir.  B.  Beauehamp,  BarL,  M. 
P.,md  /  or  W.  B,  Bauu, 
Edwvd  Beauehamp. 
S.  Lea^Smith. 
W.  B.  Rouw. 
M.  H.  Hualiea. 
CF.Lcaok. 
€.  G.  L.  Cater. 
H.  L.  Boyd. 
J.Boydifilkr 
Staaley  F.  Waiiaaa 
William  Sidney 

Sir  Uaymofd  BtA. 

D.  E.  MaddatoaL 

E.  T.  8.  Dugdale. 

F.  K.  Hodnon. 
OilbertF.liflek. 

Sir  Bamm^  Btdt, 
D.  Q.  C  Mofioa. 
Raymond  Bc^ 

A.Bmn^lam* 
A.  Bevington. 
H.  C.  HiiJam 
K.  G.  R.  Vaiiay. 
J.  E.  QiuuuBg. 
A.  E.  nice. 
A.  de  H.  BevisftoD. 
J.  A.  Rmth. 


Am  B8KH^0li% 

H.  B.  Fetter. 

Btmtd,  Wdeh  ±  Co, 
Wddk). 
R.  H.  Hofanao. 
8.  H.  Fawdl. 
W.A.LiBdaay. 

D.  M.  Colman. 
J.  Colman. 

A.  G.  Welch. 

A.  W.  Bla^M. 

E.  P.  NichoUa. 

C.  C.  Blow. 
Cecil  C.  Blon. 


{A.  G. 


Edwtfd 

H.  P.  Goodbody. 
LouieRirett 


A.  H.  Dim. 
P.Eekenley. 
John  H.  Hayea. 


A.  D.  Hanbory. 
Sidaey  R.  How. 

B.  C.  Bhatt. 
Keith  W.  Price. 

Sk,  F.  BoUoii. 
F.Bdton. 
J.  H.  Glover. 
G.  W.  Peane. 

F.  W.  Bolton. 

E.  W.  GloTor. 
P.  B.  Inidiam. 
L.  H.  BMtoa. 

S.  A.  BmOoii. 

G.  W.  Tyaer. 
J.  H.  M<nriaon. 
H.  W.  P.  Hoekyns. 
W.  P.  Tyaer. 

8.  A  Boulton. 
A.  Methuen. 
Hu^  Tyaer. 

C.  Bathorst. 

F.  W.  Clark. 
P.  K.  F.  Foot. 
W.  M.  Young. 

F.  H.  Bonham-Carter. 
DeDraFranka. 
R.  £.  Mocriaon. 

Wm  J.  Bowf§n§. 
F.  C.  Bowrittg. 

E.  B.  Toma. 

F.  B.  Toma. 

D.  W.  T.  Car^ 
R.  C.  Baker. 

E.  R.  Bowling. 

A.  D.  Bedford, 
Arthur  D.Bnadford. 
Hounr  Bradford. 
W.  E.  Danhy. 

G.  DaltoD  Otfdy. 
Henry  Comer. 
NeviM  p.  Duke. 
A.  L.  Prinaep. 

A.  C.  Chapman. 

A.  c.  htmcm. 
A  C  Brown. 
A.  J.  Melhoiah. 
G.  R.  Maitby. 
W.  M.  8trachan. 
J.P.Reid. 
R.  A  Shattook. 
H.  C.  Hiimpbery. 
G.  F.  Brown. 

A,  C  ChopmBin. 
William  H.  Dolpfam. 
Goatav  Beeeky. 
C.  Oabome  Reiaa. 
T.  Hammond  Wella. 
Herbert  W.  Sj^mondaon. 
A.  Cecil  Ch]^>Bfto* 

A.  C,  Chapman, 
Aaahflfton  Pownall. 
Harold  N.  MiUer. 
Arthur  Serena. 
Erneat  E.  Adama. 
Nevile  0.  Duke. 
Arthur  D.  Bradford. 

A.  C.  CMtpnuM. 
Henry  Baoon. 
Stuart  W.  G.  Trini^iam. 
Henry  A.  G.  Sprigg. 
Henry  Bradford. 
Heiay  Q.  Pobnd. 
Albert  V.  F.  Seymour. 

A,  C.  CnaiNiiaii. 
R.  HoMaworth  Wdliama. 
W.  Fiederiok  wmiaiM. 
Robert  I^wb-Wbite. 
Herbvt  6.  I^neb-WUte. 
Fhmk  N.  I^moh-White. 


A.  C.  Chapman. 
W.  H.  Dolphin. 
A.  C.  Chapman. 

A,  w .  Kthorltttoofth, 
A.  F.  Ohariesworth. 
Hubert  C.  Legh. 

F.  dea  Voem. 

G.  J.  W.  Noble. 

R.  Graham  Murray. 
W.  Burton  Stewart. 
J.  H.  B.  Noble. 
J.  F.  Potter. 

Chain,  do  Bng^monl  dt  Co., 

E.  F.  cte  Rougemont. 

Chaiuf,  do  Bougomont  dt  Co,, 

D.R.  Bellamy. 

/.  L.  Cravfvrd  iu$  C.  B, 
Heath). 

CravUy,  Dison  dt  Co„  Ud. 
F.W.  Harria. 
H.  Erneat  Oawley. 

F.  E.  Dino. 

W.  Crocker. 
Weatoa  Crocker. 
Erneat  Stamer. 
A.  R.  Mountun. 
Norman  Deakin. 
J.  B.  Richardaon. 

H.  G.  Da  Coota. 
H.  G.  Da  Coata. 
W.  F.  Turner. 
C.  R.  EngDah. 
A.  W.  Young. 
H.  W.  Young. 
F.8.PhiHipa. 

E.  D.  Price. 
W.  J.  Oldworth. 

H.  G.  Da  Coeta. 
H.  G.  Da  Coata. 
W.  F.  Turner. 
C.  R-  Engliih.^ 
H.  B.  Craaaweli. 

F.  S.  PhiUipa. 
E.  D.  Price. 
W.J.Oidworth. 

A,  H.  DawiMWl, 
P.  W.  Riohardson. 

E.  8.  Holman. 
A  H.  Daamnt. 

E.  Z>OBIM. 

Eteuad  Deaoe. 
Albert  A.  Elliott. 
Edward  J.  M.  Lumb. 
Blaleom  CamobelL 
HeHyG.  Beck. 

AT^Dim. 
Herbert  Fiteh. 
H.  F.  8.  Prrke. 
William  Palmer. 
C.  Alexander  Harvay. 

/.  B.  Duder. 
J.  E.  Duder. 
H.  W.  Aaton. 

F.  Elliot  Smith.. 

A.  P.  Banting. 
W.Faber. 

H.  W.  Bdmunde, 
H.  W.  Edmunda. 
W.  F.  Miller. 
W.  E.  Kim. 

B.  N.  LTWhiteaway. 
PerarWooda. 

F.  W.  DiHee. 
C.B. 


Bernard  BOiolL 
Aiexr.  E.  J.  Reiaa. 


Q.J. 
Geoige  J.  BmanoeL 

H.  L.  Faber. 
Alfred  Faber. 
A.  C.  AHan. 

A.  J.  Hobaon. 
P.  E.  Vinoent 
H.  ESUiottcSnutlu 
H.  J.  Patteraon. 

B.  Hobaon. 
.  noBBon. 

W.  C.  8.  Uppleby. 
A  F.  Hobaon. 
H.  L.  Faber. 

iraS«rFa6ar. 
Walter  Faber. 
D.  L.  Poole. 
J.  B.  Wunble. 
W.  E.  Hargreavea. 


& 


orman  Secretan. 
VAmtinA  Deaoe. 
Maloom  Caii«>beil. 
A  F.  Charleeworth. 

B.R.FIratuv. 
G.W.Friaby. 
B.R.  Fleming. 
J.  C.  Baanermaa. 
W.  M.  Grove. 
D.  G.  Hemiag.  Junr. 
P.G.Yorke. 

B.  R.  FkminQ, 
B.R.  Fleming. 
J.  C.  Bannerman. 
O.  W.  Friaby. 
W.  M.  Grove. 

J.  rmMMQ, 

John, 


8.  G.  FUkhor, 
F.8.lBaae. 
H.  A  V.  Bonma. 
J.  P.  Head. 
K.  W.  Stona.^  _ 
A.  E.  Birmiaoam. 
F.W.Boddladd. 

BenryFofboo 
H.  Kenneth. 
J.  Turton  Wright 
L,  R.  M;  Rate. 
BL  8.  Fnoe. 
J.  B.  Bfandar. 
R.  C.  V.  de  Weaaelow. 
Henry  Forbea. 

JaaMf  ForbM. 
JaoMaFocbea. 
H.A.Hoare. 
Geoffrey  Head. 
H.  Bernard  Oaflda. 
S.  Steaae  Price. 
ThooMa  Ferbea. 
Arthur  Forbea. 
A.  G.  Anderaon. 
K.  8.  Amhraon. 
T.  L.  Forbea. 

uowNHwe  r  aiaet. 
Lawrenee  Forbea. 
L.  J.  Friedlaadflr. 
Frederick  D.  Heath. 
ASteanePrioe. 
K.  A.  ChacringtoD. 
SidmyJ.Hoae 

W.  E.  Faand, 

•  MUm  ruuuue 
C.  P.  AtAaaboroai^ 
S.M.H.RiqrMr«d. 

F.  T.  Stowa. 
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LLOYD'S   London,  Eng.^ContinueJ. 

B.S.I>a«w. 

C.B.Leytta.^ 

B.Bidu. 

H.L.Beale. 

CeeQ  Efloiard. 

W.  Cooper. 
N.  A.  K^U. 

Edward  Hicks. 

D.  A.  Lusoombe. 

J.K.Fc»tff. 

Norman  E.  LamploQ^. 

Alfred  LusDombe. 

Qyds  H.  A.  KoBMcL 

R.  H.  BiuBell. 

J.  Cecil  Wray. 

Neman  Secntas. 

J.  F.  Andenoo. 

P.  D.  DurUwH. 

Henry  E.  Crawley. 

Fredk.A.Coe. 

A.B.B«tkiirat. 

Walter  H.Savia. 

% 

Jamn  HarUqi,  Cotfor  A  Co^ 

Francis  H.  Walker. 

B.  8.  Luiuh^WhUo. 

UJ.FritOttnder, 

Ltd. 

William  J.  LDavies. 

H.  8.  Ifpdi-White. 
W.  F.  Williams. 

J.F.MmOnaoa. 

W.S.  Smith  and /or 

Laurence  L.  Savill. 

W.N.Gibb. 

S.Wiflhart. 

Thomas  W.  Noad. 

R.  Holdsworth  WHKams. 

Norman  P.  Fenwick. 

R.  Lyneh-White. 

M.om. 

i?.  E.  Harrty. 

Andrew  C.  Shakhnd. 

U.GaL 

R.  E.  Harvey. 

James  F.  W.  Bmess. 

B.3.LgiuA-Wkao. 

GbstdZ,  Bnlhntn  A  C*. 

C.  E.  Htath. 

PhiUp  D'AmbrumenU. 
H.  Ghiybe  Chester. 

H.  S.  Lynoh-Whiie. 

M.B.DftTie. 

E.  W.  RichaidioB. 

J.  A,  Lyon. 

Fhiiip  Seott. 

A.J.RiehaidMMi. 

8.  E.  Bingino. 

R.Rait. 

Bcraard  FkaakfiD-AjdaaM. 

B.  H.  Foulger. 

S.E.Hinpiis. 

FmBaiA.Hal]iMa. 

H.Munt. 

P.  G.  Modciiuutt. 

Wm.  Boaio. 

P.  G.  Mackinnon. 

Artknr  GimmidflB. 

J.  M.  CaMoom. 

Wm.  Hoade. 

Frank  Locket. 

A.8tulrtBbck. 

V    P    T.Mnanflbv 
St.  Ctm  UOVmuBK^, 

E.  H.  Strong. 

A.  R.  Collins. 

IMnii^ntlf  V«Pf^**w* 

Home  Gordon. 

J.Atkins. 

Guy  G.  Goki. 
R.  N.  Roxby. 

B.J.Sntkov«. 

A.  J.  L.  CircoiU. 

F.  V.  Enthoven. 

J.W.Crewdno. 

N.A.&^U. 
F.  E.  L.  Roberts. 

Lewin  G.  Howe. 

H.  B.  Grotrian. 

C.  E.  Hoatk. 

N.  Ma^nnon. 

Percy  Woods. 

W.  H.  Gumming. 

N.  8.  Rouse. 

(XamS.  Bnthemi  A  Co. 

J.  0.  Sillem. 

G.  U.  Price. 

Maurice  Gill. 

P.C.lfordui. 

F.W.DIIkA. 

0.  B.  Trinder. 

KVallHifie. 

Howard  Jones. 

D.  G.  Ells. 

R.G.MacMman 

F.  Y.  Bntbovea. 

A.  W.  Petroeoohino. 

H.P.Atkias. 

Charles  E.  Green. 

B.A.Gfaim]L 

Frederick  D.  Heath. 

R.  W.  Hoade. 

Richard  H.  Green. 

L.D.  Looker. 

R.G.MaAMilUn. 

C.B.Hoatk. 

Botmwood  A  Bokmood,  Ltd. 

H.  W.  Murray. 
I.C.lifacMilki. 

GSmiia,  ^KfiOTM  A  C«. 

J.  L.  Crawfiird. 

F.  W.  Senier. 

Artfanr  GamnudBB. 

W.  A.  ThOBDSOB. 

Ernest  Holmwood. 

Frauds  8.  Hay. 

H.G.SioktaBore. 

Gerald  8.  Hoole. 

y.i7aff.Jr.P. 

CF.MirandnUe. 

Percu  Janoon. 
Percy  Janson. 
F.  Barkworth. 

E.  M.  Rbughter. 

F.  ROBETBOO. 

F.BUT 

C.  E.  Booth. 

W.8.MeBride, 

H.  S.  MooDtain. 

H.C.Haih». 

•  E.  F.  de  Roujnmont. 
Donald  MacOregor. 

J.F.McBride. 

P.C.PrtTil* 

A.  P.  Banting. 

W.  8.  McBride. 

P.  B.  Ingham. 

A.  H.  Henderson. 

W.  P.  Wild. 

i7OTrillp«i.  SmOk  A  Co. 

E.  W.  Janson. 

R.  B.  flcholfield. 

aLeaSmitii. 

C.  E.  Booth, 

C.  W.  Janson. 

P.  E.  B.  Wodehouse. 

N.Lahhnnk. 

E.Rickards. 

J.  P.  EUis. 

W.r.Hmdeg. 

J.  C.  Stevens. 

T.O.Uoyd. 

YtmmH.Okum, 

A.C.Cor7-Wri8ht. 
J.  A.  N.  Booker. 

J.  Mosenthal. 

C.F.Etheridgs. 

Albert  V.F.Se^Boor. 

Frank  E.  Dixon. 

Qm  B.  C.  Howard. 
ATVictor  Kins. 

D.  Corv^Wright. 
A.  G.  Greonweu. 

S.  F.  Nioholls. 

P.  W.  Marten. 
F.  W.  Marten. 

8.  B.  Feech. 

E.  Johnoton. 

C.  V.E.  Laurie. 

P.  ixifliflicsm. 

H.  C.  B.  Undirdown. 

Ernest  Johnston. 

Cecil  E.  Laurie. 

J.B.WiBfak. 

J.  A.  Mclntyn. 

W.  B.  Barflrea'vWi 
Baanaond  Beck. 
G.  B.  Hnnter. 

J.  W.  Bowen. 

E.  8.  LoMfloui^ 

C.  T.  MUbum. 

H.  Sedgwick. 

W.  Lamplough. 
E.  S.  Lamplough. 

I.  King. 

J.  A.  Roxburgh. 

A.F.HadaiD. 

C.  E.  Booth. 

L.  H.  Marten. 

HaraU  Jofwen. 

C.  E.  Heath. 

P.  K.  Largo. 

T.  J.  Wynn. 

W.J.FraodL 

J.  8.  FoUett. 

Albert  A.  Head. 

B    HT    B#^-i 

£.  StevuMML 

G.  Heath. 

Maleom  A.  Laing. 

F.  It  .  mafWin 

F.HargrmTca. 

A.  D.  Whatman. 

Charles  WriKht. 
Frederick.  N.  Large 

F.  W.  Marten. 

A.  Burns. 

n.  M.a  SA^OCOiXm 

A.8.Hair»)a. 

M.  Evans. 

Edward  W.DQlon. 

m^  ■    AAV  AW  %  Wv  V^^V  • 

Henry  N.  Mathews. 
A  W  Street 

E.H.Looaca]L 

C.  E.  Beaih. 

J.AlbanHead. 

A.  G.  Pembroke. 

D.MeOuiee. 

Cyril  Wintle. 

Dooglaa  W.  Cbtfke. 

A    R»rAnA.. 

J.F.OoifaHn. 

Cuthbert  E.  Heath. 

Vere  Chaplin. 
Basil  E.  P.  Gregg. 
Charles  W.  Harrison. 

A  E  Roberts. 

F.T.Giffiai. 

George  Heath. 
Gilbert  F.  Beck. 

Reginald  H.  Blackburn. 
Omaoi  W.  Street. 

R.  K..  Harriton. 
R.K.HairHiiL 

Harry  Hohnes. 
Thomas  L.  Devitt. 

Arnold  Gumey. 

Leopokl  C.  Stewart. 
Edmund  A.  Street. 

S.K.RekL 

Carleton  F.  Tufnell. 

Leolie  A  Codvin,  Ltd. 

L  S  Jones. 

B.H.J.HorDe. 

Stitphenson  R.  Clarke. 

W.  H.  Leslie. 

Mmm    %J  m   w  \/ka Wfl 

J.  W.  Thompson. 
E.  A.  R.  Blackburn. 

A.  Coaataadnrai. 

Douglas  W.  Chrke. 

John  Godwin. 

H.F.V.Ofaiha>i.ViliiMt 

J.  Cecil  Wray. 

G.  E.  Muers. 

^hJ  •    AKA    AW#    m^m^^^f^mm^ym^  BAV 

Thns.  W.  Noad. 

D.  A.  Kinloch. 

A.  Mothven. 

Jam*  Forfln,  CW]Mr  A  Co^ 

Walter  H.Savill. 

A.  D.  Hanburv. 

F.HaU. 

LU.  (8.  Wialurt), 

James  F.  W.  Bumess. 

H.  W.  E.  Leslie. 

F.  Rofcerson. 
F.  C.  Previt6. 

E.E.  Cooper. 

H.  Ernest  Crawley. 

Ivor  Bevan. 

aWlabsri. 

Damley. 

James  Gibbs. 

Fill  MB. 

Howard  Jones. 

LeoUe  A  Godvrin,  Ltd. 

G.  Simmons. 

G.  B.  White. 

A.  W.  Petrocochino. 

W.  H.  Leslie. 

R.  J.  Hamilton. 

Kralrfard. 

Frederick  D.  Heath. 

John  Godwin. 

A.  B.  Dick-Cleland. 

F.R.B11MO. 

Geroge  A.  Crawley. 

G.  E.  Muers. 

S.  B.  Winch. 

¥.  A.  Walker. 

T.  Richards. 

S.G.Beer. 

C.  E.  Beaih. 

Sir.  J.  B.  Luooomlbo. 

C.  S.  Knight. 
F.G.HalT 

W.S.8knitk. 

H.B.Hai. 

J.  H.  Lusocmibe. 

A.  lyAiBfarameaiL 

John  Rutherford. 

G.  E.  Ryan. 
S.  W.  Mountain. 

C.B.RriIL 

C.  A.  BowiU. 

W.  C.  Harrild. 

H.GaRatt. 

Charles  A.  Hewitt. 

A.  0.  Dalgety. 

H.  S.  Mountam. 
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H.N.MiUer, 
H.  N.  Milkr. 

Morgan,  Lyoni  A  C«.,  {H.  B. 
Ltfont). 
M.  B.  Perkins. 
H.  E.  Lyons. 
0.  J.  Morgan. 

E.  C.  Mvmfard. 

E.  C.  Mumford. 

W.  Wathen-Bartlett. 
W.Covhnd. 
Walter  C.  Hale. 
John  Chnrefaill. 

A.  H.  Benson. 
John  Wood. 
William  de  Falbe. 

B.  Q.  C.  Mocice. 
J.  Q.  Abbott. 

J.  R.  Balfour. 

S.  Mvrton. 
Ernst  Murton. 
H.  W.  Marshall. 

r.  A.  KiduU. 
£.  K.  Wilson. 
W.L.Oalkin. 
Walter  Cutforth. 
Samuel  Cutforth. 
Arthur  T.  Marson. 

H.A.NiehaOt. 

F.  W.  Bolton. 
L.  H.  Bolton. 

H.  E.  de  Roguemont. 

F.  W.  Hobbe. 

G.  U.  Price. 

T.  A.  NiduiU. 
T.  A.  Nieholls. 
(See  also  F.  L.  P.  Seeretan  k 
Co.) 

Am  J.  Nonton. 

C.  A.  Hampton. 

B.  N.  L.  Whiteway. 

B.OaiwU. 
E.01fivBnt 
V.L.  Evans. 

Laurmet  PJutUjn  A  Co.,  Ud. 
T.  D.  S.  Cuninghame. 
H.  E.  Diamond^ 
P.  E.  Haldin. 
L.  R.  Philippe. 
0.  de  St.  C.  Rollo. 

Pitman  dt  Dune,  Ud.,  (A.  P. 
CharUtwrtk). 
A.  F.  Charlesworth. 
R.  Graham  Murray. 

H.  a.  Pdand. 
H.  G.  Poland. 
A.  Hicks. 
J.  G.  Vaisey. 
S.  M.  Poland. 
H.  Hayman. 
F.  N.  Lyneh-White. 
R.  W.  Viek.  Junr. 

C.  A.  Shepherd. 
C  A.  Hampton. 
E.  C.  Bambridge. 
£.  H.  Poland. 

S.  W.  G.  Tringham. 
H.  A.  G. 


H.  G.  Poland. 
H.  G.  Poland. 

F.  N.  Lynch-White. 
£.  H.  Poland. 
E.C.  Bambridge. 

A.  H.  PooU. 

A.  H.  Poole. 

G.  T.  Henderson. 
J.  E.  Gorton. 

B.  Thompson. 


F.  G.  Basden. 
Dudley  Thorp. 
J.  R.  Campbell. 
H.  R.  Yorke. 
B.  L.  Thorp. 
W.  Campbdl. 
J.  Campbell. 

D.  L.  PooU. 
DonaM  L.  Poole. 

F.  a.  A.  Ponk. 
Fredk.  G.  A.  Povah. 
John  Povah. 

Prico,  Fonhu  dt  Co.,  Ud. 

E.  Steane  Price. 

F.  W.  Marten. 
Philip  Scott. 
L.  H.  Marten. 
Cedl  C.  Bk)gg. 
James  Forbes. 
E.  C.  Mumford. 
E.  E.  Adams. 
Edward  Hieks. 
H.  A.  Hoare. 
Hemy  Forbes. 
Frank  Looket 
Lewin  G.  Howe. 
P.  G.  Maokinnon. 
Norman  E.  Lamplough. 
H.  Bernard  Calkm. 
Lawrence  Forbes. 
Ernest  Johnston. 
Frederick  G.  Basden. 
Arnold  Henry  Poole. 
Heniv  Kennetii. 

H.  W.  Symoudson. 
Fredk.  N.  Large. 
Arthur  Roes  Collins. 
Guy  Gilbey  Gold. 
hTn.  Milkr. 
Stantl^  F.  Williams. 
Thomas  Forbes. 

Price,  Fonbn  d  Co.,  Ud. 
D.G.EUs. 
E.  E.  St.  Qumtin. 
H.  G.  Chester. 
Francis  H.  Walker. 
William  J.  L.  Davies. 
Arthur  Forbes. 
William  de  Falbe. 

B.  G.  C.  Moioe. 
Herbert  Steane  Price. 
L.  J.  Friedlander. 

C.  F.  BeadeU. 
J.  S.  Brander. 
Laohlan  R.  M.  Rate. 
Th(»nas  Lawrence  Forbes. 
Nonnan  Maddnnon. 

B.  it,  I,  Gregg. 
Arthur  Steane  Price. 
R.  F.  A.  Riesoo. 

Price,  Forbee  dt  Co.,  Ud. 
Thomas  Forbes. 
E.  Steane  Price. 
Lewin  G.  Howe. 
D.G.EUs. 

B.  R.  PuBfreok. 
H.  J.  F.  Dumas. 
A.  E.  Fox. 
H.  S.  Saunders. 
John  Kfutlaod. 
H.  F.  Hepburn 

D.  F.  Hepburn. 
A.  M.  Murray. 

E.  R.  Pulbrook. 
P.  Samuel. 

B.  W.  Rickardoon,  (eee  C.  B. 
Heath.) 

H.  Rtdgen. 
L.C.wSMd. 
M.R.^yor. 

F.  R.  Plyor. 

J.  T.  Cotetworth. 
H.  Ridgers. 


S.Ridgers. 
H.  Sinson. 
J.  A.  Roddick. 

C.  /.  de  Raugemmit. 

C.  I.  de  Rougemont. 
G.  H.  Valentine 

J.  E.  Barkworth 
R.  C.  H.  Sinclair 
Pernr  Mordan 

D.  R.BeOaBiy 

B.  A.  Gknvifi 
A.  Lasenby 
Leonard  D.  Looktf 

C.  7.  de  RougemmU. 

C.  I.  de  RoQgemont 

H.  de  RovganonL 
Herbert  de  Rougemont. 
H.  E.  de  Rougemont. 

W.  B.  RauH. 
W.  B.  Rouse. 
C.  F.  Leach. 
G.W.  Thomas. 
J. 


B.  B.  8L  Ouintin. 

E.  E.  St.  Qumtin. 

F.  S.  St.  Quintin. 

G.  Skipwith. 
R.  A.  Tatton. 
F.  W.  Hobbs 

F.  L.  P.  Seeretan  dt  Co., 
and  or  T.  A.  NickoOe, 

S.  D.  Seeretan. 

C.  F.  Tufnett. 

H.  Sedmniek  dt  Olhere,  (eee  C. 
B.Heath). 

F.  W.  Senior. 

E.  Hohnwood. 
H.  Goring. 

A.  J.  Norman. 
H.  A.  V.  Bonnm. 

F.  8.  Isaac. 
F.  W.  Senier. 

G.  T.  Shearing. 
C.  P.  Attenborough. 

F.  T.  Stowe. 
A.  B.  Bathurst. 
J.  P.  Head. 

E.  M.  H.  Raynsford. 

E.  G.  Attenborough. 
A.  E.  Bimungham. 

H.G.SieUmere.   . 
H.  G.  Sickkmore. 
W.  A.  Steames. 
J.  L.  Crawfurd. 
W.  A.  Thompson. 
A.  Cutforth. 

G.  C.  Fekie. 
S.  R.  Boag. 

C.  F.  MirandoUe. 
T.A.Mian. 

G.  Simmene. 
H.  S.  Mountam. 

G.  ffiinnift»Mi- 

R.  G.  MacMiDan. 

F.  Rogerson. 
James  Gibbe. 

G.  J.  Morgan. 
T.Richards. 

F.  C.  Previt*. 
C.  S.  Knight. 
N.B.Perions. 

G.  C.  Turner. 
F.HalL 

H.Simeon. 
H.  Smson. 

A.  P.  Smith. 
A.  P.  Smith. 


A.P.SmUh. 
Cedl  W.  Smith. 

F.  G.  SjtaUino^ 
Abn  Maraetscm. 
F.G.SpaUlng. 
W.  Lee  Roberta. 
S.  F.  Bayer. 

F.  G.  Spaiding. 
H.  M.  Bsyer. 
L.  G.Bayer. 
H.  C.  Bi^. 

Bdward  Starr. 
H.  A.  V.  Boonm. 
S.M( 


Thoe.  Stepkeno  dt  Sano,  Ud. 
H.L.Beale. 
H.  W.  Stephens. 
T.  W.  Stephens. 

Thoe.  Stopkone  dt  Sane,  Ud. 
R.  H.  BusseD. 

D.  A.  Lusocmbe. 

N.  Seeretan. 

A.  U.  Sturge. 
A.Ll.Stui|e. 
W.  H.  Lasenby. 
Harry  Hohnes. 

E.  B.  Riehardsoii. 
T.  L.  Devitt. 

E.  B.  RiehaidsoB. 
T.  L.  Devitt. 
Resmald  HobMB. 
C.  N.  Brown. 

E.  P.  Oturge. 
Francis  Wmbodi. 
R.  F.  A.  Riesoo. 
Kenneth  Bibby. 

A.  U.  Stone. 
A.  LI.  Bturfls. 
W.  H.  Lasenby. 

JSr.  W.  Stmoniwn. 
H.  W.  Symoudson. 
W.G.  Dobeon. 
R.  F.  W.  Hodge. 
Walter  J.  Innoos. 

R.Todd,{mS.J.AiAng.^ 

I,  F.  Townond. 
1.  F.  Townend. 
P.  G.  Otkshott. 
G.V.  Sinclair. 
G.  H.  C.  Chichester. 

F.  C.  Bellamy. 

a.  R.  Moses. 

C.  H.  M.  Jacoba. 

B.  UmeBi  dt  Co.,  UL,  (W. 
Crodber) 

Gordon  B.  Winch. 

H.HiU. 

C.  G.  Hentsch. 

R.  C.  Snowden. 

B.  UzieUi  dtCa.,Ui, 
R.  C.  Snowden. 

B.  J.  WeUon. 
A.  E.  Roberta. 
L.  C.  Stewart. 
N.B.PerUns. 
L.  S.  Jones. 

S.  J.  White. 
Stephen  J.  White. 
E.  S.  liddiard. 
L.  C.  C.  Lindsay. 
Charles  0.  Walker. 
CharittF.TindaL 
A.  F.  F.  Smith. 
H.  H.  Faynter. 
C.  K.  Butkr. 
Wm.  H.  Dolphin. 
H.  Faithfun. 
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B.  WUtaftvmy. 
A.  FowsnL 
E.A.Bd((kiii. 
H.  W.  Stephcofli 

A.J.W1utdL 
CMowmtt. 
W.S. 
J.W. 

H.  R.  ohsBaEf. 

C.  S.  (Sfanaa. 
F.  W.  May. 


LLOYD'S  ,  Eng.— Continittti. 


Wmu,  Faber  A  Co^  Ltd, 
A.C.AUML 
Alfred  Faber. 

A.  J.  HobflOD. 
F.  E.  Vinoent. 
H.  Elliot  Smith. 
H.  J.  PatenoD. 

B.  Hobaoik 
W.  HobeoD. 

W.  C.  8.  Uppleby. 
H.  L.  Faber. 
F.  Elliot-Smitk. 
J.  E.  Duder. 
H.  W.  Ajton. 
A.  F.  Hobeon. 


W.  A.  TeaBant. 
CAtkam. 


Wmu,   Faber 
(No.  t.) 
Alfred  Faber. 
A.  C.  Allan. 


dt   Co.,    Ltd,, 


H.  L.  Faber. 

C.Wintle. 
Cyril  Wintle. 
Stephenaoa  R.  Clarke. 

C.  MMU. 
C.  Wintle. 

P.  Woodi,  («M  C.  E.  HMtk,) 

H.  Wri^itaon. 
H.  Wn^tson. 
R.  L.  Whittaker. 
H.B.HiU. 
R.  G.  Wrigktaon. 
F.  Weatem. 
F.Owen. 
F.  L.  Colbome. 


H.WrighUon. 
H.  8.  Saxmdera. 
F.  A.Coe. 
S.  A.  Qrefory. 

H.  Wrigkmm. 
H.  Wrightaon. 

H.  Wrt^dton. 
H.Wri^t8on. 
R.  L.  Whittaker. 

H.  B.  mil. 

R.  G.  Wrightaon. 
F.  Western. 
F.Owen. 
F.  L.  Colbone. 
H.  8.  SaundeTB. 
S.  A.  Qregory. 


LONDON  STEAMSHIP  OWNERS  INSURANCE  COMPANY,  Great  Britain. 

TUa  company  ia  reported  to  be  writing  marine  riaka  on  the  Pteifio  Coaat  throoi^  lioeoaed  brokers. 


MAJESTIC  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Seeretary,  R.  M.  Cnug. 


Thia  oompany  waa  eatabiiahed  m  19(M»  and  began  borineaa 
with  an  antfioraed  coital  of  £150.000.  of  which  £83.756  ia  aub- 


aeribed  and  £25,777  i^id  in.    It  ia  nnderatood  to  be  tnnaaoting 
Borpfaia  line  banneaa  in  the  United  States. 


MEDWAY  INSURANCE  COMPANY,   Ltd.,  Norwich.  Eng. 

stock,  £33.580;  capital  paid  op.  £64.447.  The  oompany  writes 
surphu  tines  on  American  risks  through  Marsh  Sc  McLeanan  of 
Chicago.  lU. 


Tlie  Medway  was  established  in  1906,  with  an  authorised  cajntal 
of  £1001000.  £64.447  of  which  ia  stated  to  haTe  been  issued  and 
fnOy  paid.  As  per  Dee.  31,  1913  fits  bteet  obtainable  statement) 
ths  BMW  In  amounted  to  £109.726;  fire  reserve, £1,746;  debenture 


MERCHANTS  MARINE  INSURANCE  COMPANY,  Ltd..  London,  Eng. 

m  i-irfTft"y  «M  establiahed  in  1871  and  has  a  subscribed   t   stood  to  be  writing  marine  msuranee  on  the  Fadfio  Coast  throu^ 
->  of  ia00,000,  of  which  £125,000  is  paid  up.    It  is  under-   |   ticeused  brokers. 


MONARCH  ASSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Secretary.  James  Mill. 


REMARKS:  Thb  company  was  registered  February  6,  1907, 
wttli  aa  anthociaed  capital  sto^  of  £100,000;  subscribed.  £14,000. 
As  per  lateat  obtunaUe  statement  the  company  showed  assets 


amountmg  to  £9.028  and  a  paid-up  camtal  of  £6,545.    It  is  under- 
stood to  be  writing  surplus  lines  ia  this  country. 


MOTOR  UNION  INSURANCE  COMPANY,  London,  Eng. 

General  Manager  and  Secretary,  H.  J.  Whitcomb. 


etc 


Dk.  31, 1914. 

£339,241 

1,505 
51423 
75,395 
44,542 


14.786 
89,163 
27.791 


(mariiie 


LuBiLmaB,  Die.  31, 1914. 

Due  reina.  compMses  £63,513 

Fire  reserve 30,200 

Other  reserves 89,952 

DoeUoyds 36.000 

InveBtment  reserve..  16,582 

Q«Deral  reserve 45,000 

Ontstanding  losses. .  20.590 

Other  liabifities 19.814 

Capital  (paid up)...  194.144 

Profit  babnoe 27.990 


Total 


£543,846       Total £543.846 


BUSINESS  DURING  1914:  (Fire  account)  net  premiums 
received,  £47,532,  interest.  £783;  losses  paid,  £6,494;  commissions 
and  management  expenses,  £17,941. 

REMARKS:  This  oompany  was  establshed  in  1906.  w>th  a 
subscribed  capital  of  £300,000.  It  is  understood  to  be  transacting 
a  surplus  line  bus'ness  in  ihis  country. 


MOUNT  ROYAL  ASSURANCE  COMPANY,  Montreal,  Can. 


is  transacting  a  sun^us  line  busness  on  American 
thftm^  S.  E.  Han  A^.,  123  William  St.,  New  York  City, 
a  aa  otDee.  31, 1915,  amounted  to  $1,040,375,  unearned  pre- 
1269301;  unsettled  kMses,  13,822;  capital  pai<tup 


$250,000;  net  premiums  received  during  1915,  $421,027;  interest 
and  dividends,  $39,662;  total  income,  $460,689;  total  espendi- 
turee,  $324,503;  losses  paid,  $164,595;  dividends.  $25,000;  general 
expenses,  $134,908. 
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LA  MUTUELLE  DE  VALENCE  INSURANCE   COMPANY,  Valence-on- 

Rhone  and  Paris,  France. 

F^dent,  A.  Huguend;  Director  General,  M.  L.  Matros.    OrgaiuMd,  1826. 

come.  $412,837;  Umm  paid.  1108,821;  enNOMUl^aST^;  iti  vni^ 
able  funds  and  iniMroM  were  1747,528. 


This  company  writos  surplus  lines  on  narinklered  rides  only 
in  the  United  States.  It  was  founded  in  1828,  and  its  annual  re- 
port for  1913  showB  net  premium  receipts  of  1383,451.  total  in- 


NATIONAL  BENEFIT  LIFE  AND  PROPERTY  INSURANCE  COMPANY. 

Ltd.,  London,  Eng. 

Managing  Director,  J.  Fhmds;  Secretary,  S.  F.  Qandell. 


AasBiB.  Dm.  81. 1914. 

Mortgage  loans 

JS553,648 

Other  loans 

14.920 

Investments. 

41,574 

Real  estate 

11.096 

Agents'  balances  etc. 

32,528 

Sundry  debtors 

15.584 

Due  from  reins,  cos . 

12,654 

Cbah 

7,018 

LuBiums,  Dk. 

CM>ital  paid  up 

Life  assurance  fund. 
Fire 4k  Qen. fund.. . 
Bd.  iny.  Sc  end  fd. 
Inyestaant  reserve . 

Qeneral  reserve 

Profit  A  loss  aee. . . . 

Claims  not  paid 

Deposits 

Advance  special  inv. 
Other  liabUitiss.... 
Due  reins,  cos. 


31, 1914. 

£45.948 

3.266 

7.498 

534.000 

15.000 
8,000 
8.638 

22.015 

20,276 
8,000 

15.142 
5.244 


Totalassets £888.919       Total £888,919 


BUSINESS  DURING  1014:  (fire  and  general  aACoyDt):  Net 
premioms  received.  £61,190;  other  income.  £40;  losses  pvd  aad 
outstanding,  £85.210;  commission  and  OKpenscs  of 
£23,422. 


REMARKS:  This  company  was  established  m  1906  with  an 
authctiaedeapitel  of  £100,000^  of  which  £46.948  is  paid  up.  It  is 
reported  to  be  writing  surplus  fines  in  this  'ywimffy  througn  a  CU- 
cago  broker. 


The  company  advised  us  early  in  1915  tiial  ii  had  a 
Coast  agency  operating  in  Ala..  Aris.,  Cai..  Cob.,  Idtau  Mook, 
N.  M..  Nev..  OreM  Utah,  Wash^  Wyo.  and  Haw.  There  is  alao 
an  agency  in  Seattle  wiUi  the  James  H.  DeVeuve  Co.  for  lumber 
business  only  witb  reserves  on  N.  Y.  baas  itepadteH  in  U.  8. 
for  protection  of  poficyholders.  It  abo  has  reinaaraaee  treatisB 
with  companies  operating  throughout  the  United  States. 


NATIONAL  BRITISH  AND  IRISH  MILLERS  INSURANCE  COMPANY, 

Ltd.,  London,  Eng. 

Managing  Director,  H.  J.  Whitcomb.    Organised,  1896. 


REMARKS:  Hue  company,  which  was  reorganised  in  May, 
1906.  and  succeeded  the  former  sompany  bearing  the  same  titie 
transacts  a  surplus  line  basinem  in  the  United  States  and  Canada 


through  E.  E.  Han  4k  Co..  New  Yoit.  It  has  a  snhseribed  eafital 
of  £600.000,  of  which  £311.286  is  paid  u|^.  It  is  now  oadv  tlie 
control  and  management  of  the  Motor  Umon  of  LosMkm. 


NATIONAL  INSURANCE  COMPANY  OF  GREAT  BRITAIN,  Qaegow, 

Scotland. 

Chairman,  Earl  of  KmouU;  Secretary  and  Manager,  James  Glen.    Organised,  1807. 


A86B1B,  Pic.  31, 1914. 
Investments £109,130 


LiABiLims,  Dnc.  31. 1914. 


Real  estate. 

Cash 

Other  assets. 


8.390 
21.401 
12.196 


Emp.tiab.  reserve.. 

General  reserve 

Unearned  prems 

Investment  reserve . 
Claims  outstanding. 
Other  liabilities 


£5.000 
95,000 
23.012 
3.000 
10.033 
82 


Total  UabiUtics.. 
Capital  paid  up . . . 
Revenue  balance. . 


£136.126 
50.000 
24,991 


ToUl  assets £211.117       Total £211.117 


BUSINESS  DURING  1914:  Net 
losses  paid  and  outstandio^.  £31,780; 
of  management,  £13.115. 


£80.085; 
£11,525; 


MISCELLANEOUS:  Tfab  company  writes  fir^ 
burghuy  and  plate  glass  insurance  at  home;  and  wntm  sorpliw 
lines  of  fire  insurance  on  qprinklered  risks  only  te  the  XTsaiad 
States  and  Canada  through  E.  E.  Hall  Sc  Co..  NewYofk.  aad  11  sis  A 
and  McLennan,  Chicago,  111.  It  was  organiaed  in  1807  witli  »m 
authorised  capital  of  £1,000,000.  of  whiehi^OOO  is 
and  £60.000  paid  up. 


NORDISK  (NORTHERN)  REINSURANCE  COMPANY,  Copenhagen.  Den- 
mark. 

Managing  Director,  P.  Chr.  Olaen;  Deputy.  0.  Oesttfgaard.    Organised,  1894. 

BUSINESS  FOR  YEAR  ENDING  JUNE 
miums  Kceived  (life  eieluded).  $1,021,400;  I 
K14,078. 


AflSBiB,  Jura  30, 1915. 

LuBiums,  Jura  30, 1915. 

Shareholders  bds.. . .     $862,500 

Losses  unpaid $435,939 

Stocks  and  invs 1,717.794 

Premium  reserve . . .    1.238,550 

Mortgage  loans 12,500 

Due  companies 419.574 

Dep.  life  br 641,235 

Real  estate 111,250 

Dep.  for  life  br 418.580 

Various  f 209.358 

Due  from  cos 796,265 

Other  liab 47.784 

Cash 100.301 

Other  assets 37,674 

Total  liabilities...  $8,992,449 

Capital 1.150.000 

Balance 4,424 


Total $4,146,873       Total. 


$4,146,873 


30.  IMi: 

paid.  $567,M8: 


REMARKS:    This  company  is  betiev«d|  to  be 
risks  in  this  country  by  wsjt  of  reinsttraiMe  in  authorised  o 
panics.    It  is  very  fsTorably  known  abroad,  transaotiog  bosii 
m  many  European  countries  with  nDouestioned  intetrity* 
ing  the  past  few^ycars  it  has  dcelarea  an  annual  dhridcnd  of  M 
per  cent. 


P  FIRE  INSURANCE  COMPANIES. 


NORWEGIAN  ALLIANCE  INSURANCE  COMPANY,  Ltd.,  Christiania, 
Norway. 


ZUM    (Hbct  IwtiiUtiM. . 


laaun     Tool.. 


MIBCELUNEOUS^  Thk  Dompur  tniHoU  b  Bn  ud  Duteg 
bouaa  is  tiamy  ihI  aOm  Ekkuw  HHuinM.  It  bH  >  nb- 
•cribed  ouiul  at  £1SS,M7  of  which  £*IM7  bu  ilndT  b«n 
pud  op.  II  ii  nDRiHiMl  in  Uut  tcaatiT  tv  tbt  laHmtnul 
Fba  A  MariiH  A(sicy  Conxntion.  S  So.  WiDim  n,  N«« 
Yofc  CilT  ud  in  UmioB  br  A.  BmdKtS,  It  Badun  Lus 
LiBdgB.B.C. 


PANNONIA  HUNGARIAN  REINSURANCE  COMPANY, 
Budapesth,  Hungary. 


POHJOLA  FIRE  INSURANCE  COMPANY.  Helsingfors,  Finland. 

e  DURINQ  II 
"   "0;  bwH  ,_ 


SBSS.'-::: 

D»  bo  site  mi- 

3M)M0 

us.ua 

Rscrre  fundi.'!!' 
OUtafuHb 

Totd 

Haooo 

;    H 

ToMlMKM 

PRUDENTIA  REINSURANCE  COMPANY,  Zurich,  Switzerland. 

W  DinMor.  Di.  C%.  aisun.    OrguiiHd.  187fi. 


._. —  = — .=....1 — .  ..^  g,,j||  B(in,n,m^  Cta^tay.    \i  ui 

oAM*nd  tbg  niH  bgvd  of  dirwtm 

.-     CijnUI  oT  HO0.IXK1.  o*  "hioh  as%  k  jwd  in. 

Diridmdit  >*0^_''^_>W^.  !']i;2«f>^  3%^  im  1%.  till).  4%: 
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REGAL  FIRE  AND  ACCIDENT  INSURANCE  CO..  London,  Eng. 

This  oofflpuiy  u  undentood  to  be  writing  surplus  lines  on  American  risks.     The  eomnny  hu  an  authorised  capital  of 
I5O0.00O,  of  which  tl2S.425  is  sutMcribed  and  $n,405  paid  up. 


RHENISH-WESTPHALIAN   REINSURANCE  COMPANY,   M.   Gladbach, 

Germany. 


Pnadent,  Carl  Fisher.    OrganiMd,  1870. 


ASSETS,  DEC.  31, 1914:  14.671.916  findudiBg  1675.000  stock- 
holders'  notes); capital  reeerre,  1300,000;  premium  reserve,  11,856,- 
<M7;  loss  resenre,  9446,916;  life  reserve,  $1,182,174;  capital  t900.- 
000;  capital  paid  up,  1225,000;  profit  balance,  1120.104. 

BUSINESS  IN  1914:   Net  premiums.  $2,027,167  (fire  only); 
paid  (fire).  $1,004,181. 


REMARKS:,  The  company  is  interested  in  American  rides  to 
some  extent  by  reinsuranoe  of  licensed  companies.  It  writes  in- 
directly fire,  marine,  life  and  accident  insurance,  abo  reinsuraiioe 
of  all  branches.  Dividends,  1905,  30%;  1906,  20%;  1907.  30%; 
1908. 30%;  1900. 40%;  1910, 40%;  1911, 75%;  1912  and  1913. 20%; 
1914, 10%  on  authonied  capital. 


SCOTTISH  SICKNESS  AND  ACCIDENT  INSURANCE  COMPANY,  Ltd., 

Glasgow,  Scotland. 

Secretary.  D.  H.  Steel. 


This  company  was  established  in  1907.  Its  authorised  capital 
is  £20,000;  subscribed.  £10,343;  paid  up.  £5,637.  The  fire  pre- 
miums in  1913  amounted  to  £1,186;  claims,  £888;    expenses* 


etc.,  £702.    The  company  is  understood  to  be  writing  surplus 
lines  in  the  United  States. 


SECURITAS  REINSURANCE  COMPANY,  Vienna,  Austria. 

Manager,  S.  Nyitnu.    Orgamsed,  1865. 


AasKiB,  Die.  31, 1914.             Liabiuths,  Dk.  31, 1914. 
Investments. $436,845    Capital  reserve $160,630 


Loans 520,970    Premium  reserve. 

Duefruncoe 151,289    Loss  reserve 

Various  debtors. 106,443    Due  reins,  cos. .. . 

Cash 68,698    Various  creditors. 

Capital  pud  up. . 

Profit  balance 


37a297 
314,838 

30.325 
112.922 
240.000 

64.547 


Total  assets $1,283,745       Total $1,283,745 


BUSINESS  DURING  1914:  Net  premiums  reeaved.  $931,378; 
other  income.    $39,928;  net  looses  paid.  $551,287;  other  i 
$258,472. 


REMARKS:    This  company  is  interested  in  American 
^  reinsurance  of  licensed   companies.  Ckmflagration  loos:  San 
FVancisco,  1906.  $120,000. 


SECURITE    GENERALE    INSURANCE    COMPANY,    Brussels,    Belgium. 


REMARKS:  Earlv  in  1910  this  company  oommenood  writ- 
ing sutdIus  lines  in  tus  country  through  F.  de  Q.  Mesney,  Chi- 
cago, lu.,  and  its  latest  available  financial  statement  showed  total 


assets  aggrttating  $400,617.    Its  subscribed  capital 
$300,000  and  its  paid-up  capital,  $139,990.    Its  profit 
amounted  to  $7,896. 


SKANDINAVIA  REINSURANCE  COMPANY,  Copenhagen,  Denmark. 


Managing  Directors,  W.  Witcke,  A.  N.  Oron. 


Ambtb,  Dec.  31, 1914. 

Investments £142,431 

Real  estate 25,000 

Due  from  other  coo. .  326,752 

Cash 107,780 

Life  account 4,477 


LuBiumo,  Dk. 

(jeneral  reserve 

Life  funds 

Fire  reserve 

Marine  reserve 

Accident  reserve 

Losses  outstanding. . 

Due  other  cos 

Other  liabilitiee 

ToUllUbUitics... 

Capital  paid  up 

Balance  account .... 


31, 1914. 

£33,333 
46.202 

127.804 

44.279 

6.348 

125,933 

130,923 
11,923 

£526,746 

79.630 

155 


Total  assets £605.440       Total £606.440 


BUSINESS  DURING  1914:  Fire  premiums  received,  £304.398; 
looBes  paid  and  outstanding,  £222,021;  commissions,  £90,167; 
expenses,  £3,712;  marine  premiums,  £161,016;  looses  paikl  and 
outstanding,  £96,051;  enmmismans,  £22,056;  expenses,  £1,004: 
Hfe  premiums,  £17,343;  claims  pud  and  outstuk^ng.  £4.556; 
commissions,  £1,491;  expenses,  £1,095;  accident,  etc., 
£26,549;  looses  paid  and  outstanding.  £19,156; 
£9.078;   expenses,  £324. 

REMARKS:  Tlus  company  is  understood  to  have  been 
terested  in  United  States  risks  by  reinsurance  of  lieenoed 
In  June,  1916,  it  was  announced  that  the  oomi>any  wooi 
larly  enter  the  United  States,  securing  licenses  in  varioos 
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STUTTGART  INSURANCE  AND  REINSURANCE  COMPANY,  Stuttgart, 

Germany. 


MortsacB  loans 

Bontbaadrtoeks. .. 
Aceats*  bftlanees. . . . 
Due  from  eompanieB 
CoBBteni  loioa 


Oliw 


Dk.  31. 1913. 

1330,000 

893,813 

M.648 

43.162 

163,763 

128.125 

31,861 

18,401 


iUSBW^  Dk.  31. 1018. 


unpaid. 
Dnc  ^    ■ 
Dae  001^ 
Ppemhiin 
Other  Imbflitics. 


0170.068 

435.775 

30.068 

74.601 

30.508 


Total  liabOitiee...  1750,021 
Caiutalpaidup....  644.250 
Net  nrphia 271.502 


Total $1,665,773       Total 01.665,773 


BUSINESS  DURING  1913:  Net  praaiuiiiB  reodved.  $744,057; 
other  nMome,  $22,602;  total  inoome,  $706,749;  loani  paid.  $401,- 
460;  eipoDMi.  $218,139;  total  expenditiirea,  $619,690. 


Broirn,  Anderaoa  and  Yooitt.  Inc.,  are  repreeeiitiiig  this  eom- 
pany  for  sarplos  fiaee  in  the  United  Slates.  The  company  has 
agreed  under  oontraet  to  always  retM&  a  depont  of  $10,000  in  one 
01  the  stroniest  banks  in  Cbioaso  for  protection  of  American  pol- 
i^holdcrs.  Diving  the  war  business  has  been  suspended  and 
therefore  no  later  statement  was  obtainable. 


s;^ 


THEMIS   INSURANCE  COMPANY,  Paris,  France. 

president,  J,  Yiaeent;  Director  Qensral.  Edmond  Koib.    Organised,  1882. 

Tlie  latest  availabfe  statement  shows  sssets  fmclucfing  stock-  France,  in  1882,  and  transferred  its  headduartcrs  to  Paris  in 
hoUmr  notes,  $1501000),  $694,624;  reins.  reserTe.  $151,119;  1907.  The  company  is  understood  to  be  transacting  a  surplus 
esp^  (paid  up.  OSaOOO).  $200,000;  profit  balance.  $3,079.  tine  businees  in  this  country  through  various  brokers. 

SKMABK8:    This  eompany  was  establiBhad  at  MarsnUeSi 


TRADERS  &  GENERAL  INSURANCE  ASSOCIATION  Ltd.,  London,  Eng. 

Managing  Director.  Muir  Beddall. 


The  TVadcn  and  General  Tnwiranwi  Association  of  Londim, 
Tg"B^"»^.  is  undferstood  to  be  transecting  a  sun^  line  fire  insur- 
aaee  bosiaess  in  thk  coontry  through  a  Chicago  broker.  It  has 
a  aoBinal  capital  of  £25.000  in  £1  shares  of  which  bat  £6.000 
up. 


Dk.  31. 1914. 
£7.147 


Dsefroni  cos. 


Total: 


Lukxamm,  Dk.  81, 1914. 

£4.677 
2.701 
2.470 
2,020 
1.985 


ncscrve . . . . 

2.001    Dasrans.oaB 

2.635    ClainM  outstanding. 

7.128   Sundry awfitofs... 

602    Other kbilitiss.... 

Total  liabOitiM... 
CSajMtal  (paid up)... 
ReTcnue  Dalanee. . . 


£13.007 

6,000 

416 


£19.513       Total £19,513 


BUSINESS  DUKINO  1914:   Net  premhmis  received.  £17.010; 
total  inoone.  £17.308;  k«es  paid  and  outstanding.  £15,119: 
of  management,  £2,292;  onmmisHions,   £1,856;  total 
£19.268. 


net 


TRITON   INSURANCE  COMPANY,   Helsingfors,  Finland. 

Mansfing  Director.  Akx.  Tomudd. 

latest  obtainable  statement.   $389,068;    pre-   I   pany  is  understood  to  be  accepting  reinsurances  from  licensed 
$42,706;  capital.  $300,000.  paid  up,  $100,000;       American  companies, 
is  1012.  $87,036;  loam  paid.  »4.485.    This  com-   | 


UNION   INSURANCE  SOCIETY  OF  CANTON,  Ltd. 


GMii,eDid 

Iinrwt.(aLseoB.).. 
Imwts.  (g.  sees.) . . 
AffDta'baUcte,.. 
luvtaMS  loans. . . . 
I  iiBsrIinId  property, 


Total 


Dk.  31. 1914. 

$1,440,427 

2.249.607 


4.067.341 
6,119,961 
2.578.501 
1.6ia077 
58.238 


LuBiLrniB.  Die.  31, 1914. 

Reserre  fund $4,812,389 

Reins,  fond 3,009,356 


Wotimigacet.bal. 
Exchange  fluct.ao. 
Investment  res. . . . 
Undr.  Hosp.ac. . .. 
Sundry  creifitora... 
Capital  paid  up. . . 


6.213,650 
22a828 
151,000 
586,261 
806.687 

1.240,000 


.$17.130262       Total $17,130,262 


BUSINESS  DURING  1914  (working  account  of  1013,  on 
Dec  31,  1014):  Net  premiums,  $4,731,771;  interest,  $617,309; 
commisnons,  $130,434;  losses  paid,  $2,829,156;  management 
expenses,  $2,829,156;  other  expenses,  $29,180.  Business  during 
1914  (woriong  account  1914,  on  Dec.  31,  1914):  Net  premiums. 
$7,301,500;  mterest.  $617,884;  losses  and  claims  paid.  $2,260,714; 
agency  commiaaions,  $152,662;  management  expenses,  $489,310; 
otiher  expenses,  $25,252. 

REMARKS:  This  company  is  understood  to  be  writing 
marine  insurance  on  the  Pacific  Coast  of  the  United  States  through 
licensed  brokers.  Its  subscribed  capital  is  $3,100,000;  paid  up. 
$1,240,000. 


412 


REPORTS  OF  FIRE  INSURANCE  COMPANIES. 


UPPER  RHINE  INSURANCE  COMPANY,  Manheim,  Germany. 


QawnlDinetor.  D.CtflEaweb.    OrpaiMd.  1886. 


AflSRB,  Dk.  31, 1914. 

Stookholden'  notes.  $087,500 

laTCBtmente 1,111,078 

Loans 877,500 

Gbsh 306,404 

Due&omcos 537,005 

Realesbtte 587,600 

Afnto'  bdanoes.. . .  386,062 

OthorMMti 20,067 


LuBiLmiB,  Dk. 

Reinsimnoe  res. . . . 

Premium  fund 

Resorve  fond 

LoflB  reserve 

Due  other  008 

Special  reserves 

Other  liabilities.... 

Capital 

Profit 


31. 1014. 

1371,756 
885,218 
16^500 
014,450 
612,176 
237,500 
131,704 

1.250,000 
200.881 


Total 


14,766.100       Total  aaseU $4,766,100 


RRMARKR:    This  eonpaa^  writes  a  direet  _ 
and  aho  a  fire  and  marine  remsmaaee  hnsinnss    The 
is  ondentood  to  be  writing  marine  insurMioe  on  the 
throo^  lieensed  brokers. 


VICTORIA  INSURANCE  COMPANY  of  Bucharest.  Roumania. 

IVeadent,  General  Dr.  Serban  Georgeseo;  General  IMreotor,  H.  S.  NcratMsso. 


ITS  LATEST  AVAILABLE  STATEMENT  SHOWED 
ASSETS:  $404,020.  Total  liabilities,  except  capital  $288,412; 
capital  (paid  up.  $07,514),  $200,000;  profit  and  loss  account.  $5,608. 


REMARKS:  This  company  was  ertabBshed  m  1008.  It  is 
ondentood  to  be  transaoting  a  sorphis  line  business  in  the  United 
States  and  Canada. 


VIENNA  REINSURANCE  COMPANY,  Vienna,  Austria. 

Managing  IMreotor.  Emil  Sohaale,  General  Secretary,  ^otor  Joerger.   Organised,  1860. 


Aflsan.  Dk.  31, 1013. 

Investments $1,250,151 

Ossh 007,720 

Due  from  COB 528,515 

Realestate 152,000 

Otherassets 18,016 


LuBoniB,  Dk.  31, 1913. 

Premium  reserve. . .  $1,070,100 

Loss  reserve 653,414 

Due  Other  COB 868,472 

Other  liabilities....  113,548 


REMARKS:  This  company  is  interested  to  sosse 
American  risks  by  reinsurance  of  lieensed  ooamanieB.  Coi 
does  reinrarance  of  virtually  every  branoh  or  insnranoe. 
fla^ation  km:    San  Fianeisoo,  1006,  $641,055. 


extent  in 


Total  fiafaifities. 
Capital  paid  up. . 
IVofitbabnee.... 


$2,20^543 

600,000 

60^758 


Totals $2,861,301       Total $2,861,301 


WORLD  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 


This  com; 


lis  company 
£250,000;  SI 


in  1804.,  Its  authorised  cuital    I   understood  to  be  writing  surpbs  lines  on  Ameriean  marine 


subscribed.  £150,300;  p^id  up.  £60,120     It  is   |   onthePteificCoastof  the  Umted  States  throuj^h  licensed  brakwi. 


ADDENDUM. 


NORSKE  LLOYD  INSURANCE  COMPANY.  Ltd.,  Christiana,  Norway 

U.  8.  Manager  International  Fire  ft  Marine  Agency  Corporation,  New  York. 


The^Norske  Lloyd  Insunnoe  Companv,  Ltd.,  of  Christiana. 
Norway,  has  been  fieensed  by  the  New  York  Insurance  Depart- 
ment to  transact  fire  and  marine  reinsaranoe.  The  United  States 
managw  is  the  International  Fire  and  Marine  Agency  Corpora- 
tion 01  New  Ydtk,  of  which  Robert  Van  Iderstine  is  president. 


The  Nonrira  Lloyd  has  deposited  securities  ▼mhwd  at  $408,000 
with  the  New  York  Insurance  Department,  and  othen  worth 
$258,781  with  the  Guaranty  Trust  Company,  New  York. 
trustee,  with  which  it  has  also  depoated  $41,210  in 
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Standard  Short  Rate  Scale. 

FOR  COMPUTING  PREMIUMS  FOR  TERMS  LESS  THAN  ONE  YEAR. 

AS  ADOPTED  BT  THK  "  WESTERN  UNION." 

NoTB. — ^TflJce  the  percentage  iDdkatcd  in  scale  oppotite  the  anmber  of  days  risk  is  to  run,  on  the  preminm  for 
one  year  at  sxtcd  rate,  and  the  result  will  be  the  premium  earned  in  case  of  cancellation,  or  to  be  chaised  in  case  of 
short  risks. 


Days. 


■  • 
•i 
it 
<i 


41 
•  t 


25 

3S 

45 

50 


t( 


4 

5 

6 

7 

8 

9 

9 

10 

10 

xz 

12 

13 

13 

14 

14 

15 

16 

16 

17 

19 

20 

f  • 
•  • 
<• 
II 
II 
li 


X  Day..... 2%  of  annual  prem. 

3 

3 

4 

5 
6 

7 
8 

9 
10 

IX 
13 

13 
14 

15 

16 

17 
18 

19 


•  i 
If 
II 


27 

28 


II 
II 
II 


II 
il 
11 
II 

•  I 
II 
II 
II 

•  I 


65 

70 

80 

85 

90 

MS 
120 

135 

ISO 

i65 
180 

195 
310 

225 

240 

»5S 
270 

285 

300 

31S 


5  Days 29%  of  annual  prem. 

30 


«i 
II 
11 
II 

K 
II 
II 
II 
«l 
I* 
II 
II 
II 
I* 
II 
II 
•  I 
II 
II 
li 
II 
II 
II 
II 


33 

36 

37 

38 

• 39 

or  3  months 40 

•• 45 

or  4  months 50 

• 55 

or  5  months 60 

65 

or  6  months 70 

• 73 

or  7  months 75 

78 

or  8  months 80 

83 

or  9  months 85 

88 

or  10  months 90 

• 93 

or  XX  months 95 

or  12  months xoo 


•I 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 
•I 
II 
II 
•  I 
II 
II 
II 
II 
II 


II 
•I 
li 
li 
II 
II 
II 
II 
II 
II 
II 
It 
li 
II 
li 
II 
i< 
i( 
II 
II 
i« 
II 
•I 
il 


SCALE  FOR  COMPUTING  EARNED  PREMIUM  ON  TERM  POLICIES  CANCELED 

BEFORE    EXPIRATION. 


THKBB   TEAKS. 


For  3  m<mths  or  less 20%  of  term  prem. 

Over  3  and  not  exceeding  6  mos.  30 


II 


4 1 
11 
<i 
It 


9 

12 
•«    18 

••   24 

"    27 
-30 


II 
II 
li 
II 
•  I 
II 
II 
II 
II 


II 


II 

41 


•  I 
II 


9 
12 


21 

24 
27 
30 
33 


II 
II 
II 
1 1 
II 
•I 


40 
SO 
60 
70 

80 

85 
90 
95 


"  33  months xoo 


II 
II 
II 
II 
II 


II 
II 


FiyS  TBAIS. 


For  5months  or  less 20%  of  term  piem. 

Over  5  and  not  exceeding  10  mos.  30       * ' 


II 


■I 
II 
II 
•I 
II 
II 
II 
II 


10 

15 

20 

25 
30 

35 
40 

45 
SO 


II 
II 
II 
II 
If 
II 
II 
II 
II 


II 


li 


II 


II 


15 
20 

25 
30 

35 
40 

45 
50 

55 


II 
II 
II 
II 
II 
II 
II 


40 

50 
60 

70 

75 
80 

85 
90 
95 


55  months 100 


II 
II 
II 

41 
II 
II 
II 
I* 
l( 


il 


II 


l< 


II 
II 


ExPLAHATiOR. — When  companies  cancel  a  policy  they  return  pro  rata  premium.  When  the  policy- 
holders cancel  the  ahove  table  is  used  so  that  the  companies  shall  not  have  to  return  but  the  pro  ra#« 
premium  less  the  exi>ense  of  getting  the  business. 

(The  Western  Union  has  adopts  the  National  Board  Short  Rate  Scale,  but  date  of  promulgation 
has   not  been  fixed). 


ASSOCIATED    FACTORY    MUTUAL    FIRE    INSURANCE    COMPANIES. 

This  association,  which  has  its  headquarters  at  Boston,  consists  of  the  following* 
named  mutual  companies:  American,  Providence;  Arkwright,  Boston;  Bladcstone» 
Providence;  Boston  Manufacturers,  Boston;  Cotton  and  Woolen  Manufacturers,  Boston; 
Enterprise,  Providence;  Fall  River  Manufacturers,  Fall  River;  Firemens,  Providence: 
Hope,  Providence;  Manufacturers,  Providence;  Mechanics,  Providence;  Merchants, 
Providence;  Philadelphia  Manufacturers,  Philadelphia;  Paper  Mill,  Boston;  Rhode  Island, 
Providence;  Rubber  Manufacturers,  Boston;  State,  Providence;  What  Cheer,  Providence; 
Worcester  Manufacturers,  Worcester. 

JUNIOR   CONFERENCE   OF    FACTORY    MUTUAL   INSURANCE 

COMPANIES. 

Baltimore,  Baltimore;  Cotton  and  Woolen  Manufacturers,  Boston;  Hope,  Provi- 
dence; Industrial,  Boston;  Keystone,  Philadelphia;  Manton,  Philadelphia;  Mercantile; 
Providence;  Mill  Owners,  Chicago;  Narragansett,  Providence;  National,  Philadelphia; 
Philadelphia  Manufacturers,  Philadelphia;  Protection,  Chicago;  Rubber  Manufacturers, 
Boston;  Standard,   Philadelphia;   What  Cheer,   Providence. 
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NEW    YORK    SHORT    RATE    TABLE. 


Short  Rate  Table  and  Rules  Governing  Same. 

ADOPTED  BY  THE  NEW  YORK  FIRE  INSURANCE  EXCHANGE.  MARCH  12,  1913. 

I.    SHORT  RATE  TABLE  FOR  ANNUAL  OR  SHORT  TERM  POLICIES. 

In  writing  ahort  term  policies  (I.  e.,  policies  having  a  shorter  term  than  one  year),  and  In  cancellnc  at 
short  rates  either  short  term  or  annual  policies,  charge  or  retain  the  percentage  of  annual  premium  indicated 
n  the  following  table  opposite  the  time  for  which  computation  is  made: 


TiiCB,  Days. 

Percentage  to  be 

Charged  or 

Retained. 

TiMB,  Days. 

Percentage  to  be 

Charged  or 

Retained. 

1 

2 

4 

6 

6 

7 

8 

9 

9 

10 

10 

11 

11 

12 

13 

13 

14 

15 

16 

19 

16 

2 

20 

17 

3 

25 

19 

4 

30  (1  month) 

20 

5 

45 

27 

6 

60  (2  months) 

30 

7 

75.". .' 

37 

8 

90  (3  months) 

40 

9 

120  4  months) 

50 

10 

160  (6  months) 

60 

11 

180  (6  months) , 

70 

12 

210  (7  months) 

75 

18 

240  (8  months) 

80 

14 

270  (9  months) ....  x ..,-.-  r  t    -  r  - 

85 

15 

300  (10  months) 

90 

16 

330  (11  months) 

95 

17 

860  (12  months) , . . . , 

100 

18 

11.    SHORT  RATE  TABLE  FOR  TERM  POLICIES  WRITTEN  AT  THRBB-POURTHS  OP  ANNUAL 

RATE  POR  BACH  YEAR  APTER  PIRST. 

In  canceling  at  short  rates  a  term  policy  written  for  two,  three,  four  or  five  years  at  three-fourths  of 
annual  rate  for  each  year  after  first,  retain  the  percentage  of  premium  for  entire  term  indicated  in  followinc 
table  opposite  the  time  for  which  computation  is  made. 

[N.  B. — The  short  rate  earned  premium  on  a  term  policy  (1.  e.,  a  policy'  having  a  longer  term  than  one 
ear)  written  as  above  but  for  an  irregular  term  or  a  term  longer  than  five  years  is  to  be  ascertained  as  follows: 
f  cancellation  is  made  before  end  of  first  year,  use  table  I.  above;  if  cancellation  is  made  at  or  after  end  of 
first  year,  add  to  full  annual  premium  three-fourths  of  annual  premium  for  each  additional  i^ear  of  term  after 
first  year,  and  pro  rata  proportion  of  three-fourths  of  annual  premium  for  each  fraction  of  such  additional 
year.! 


!i 


Months. 

Two- 

Year 

Policy. 

Three- 
Year 
Policy. 

Four- 
Year 
Policy. 

Five- 

Year 

Policy. 

Months. 

Three- 
Year 
PoUcy. 

Four- 
Year 
Policy. 

Flve- 

Year 

PoUcy. 

1 

17.14 
22.86 
28.57 
34.28 
40. 
42.86 
45.71 
48.57 
51.43 
54.29 
57.14 
60.71 
64.29 
67.86 
71.43 
75. 
78.57 
82.14 
85.71 
89.29 
92.86 
96.43 
100. 

12. 

16. 

20. 

24. 

28. 

30. 

32. 

34. 

86. 

38. 

40. 

42.5 

45. 

47.5 

50. 

52.5 

55. 

57.5 

60. 

62.5 

65. 

67.5 

70. 

72.5 

75. 

77.5 

80. 

82.5 

85. 

% 
6.15 

9.23 
12.31 
15.38 
18.46 
21.54 
23.08 
24.62 
26.15 
27.69 
29.23 
30.77 
32.69 
34.62 
36.54 
38.46 
40.38 
42.31 
44.23 
46.15 
48.08 
50. 
51.92 
53.85 
55.77 
57.69 
59.62 
61.54 
63.46 
65.38 

5^' 
7.5 
10. 
12.5 
15. 
17.5 
18.75 
20. 
21.25 
22.5 
23.75 
25. 
26.56 
28.13 
29.69 
31.25 
32.81 
34.38 
35.94 
37.5 
89.06 
40.63 
42.19 
43.75 
45.31 
46.88 
48.44 
50. 
51.56 
53.13 

31 

87^6 
90. 
92.5 
95. 
97.5 
100. 

% 
67.31 
60.28 
71.15 
73.08 
75. 
76.92 
78.85 
80.77 
82.69 
84.62 
86.54 
88.46 
90.38 
92.31 
94.28 
96.15 
98.08 
100. 

Ja» 

2 

32 

56.25 

8 

83 

57.81 

4 

84 

59.38 

5 

35 

60.94 

6 

36 

62.5 

7 

37 

64.06 

8 

38 

65.63 

9 

39 

67.19 

10 

40 

68.75 

11 

41 

70.81 

12 

42 

71.88 

13 

43 

73.44 

14 

44 

75. 

16 

45 

76.66 

16 

46 

78.13 

17 

47 

79.09 

18 

48 

81.25 

19 

49 

82.81 

20 

50 

84.38 

21 

51 

85.94 

22 

52 

87.5 

23 

53 

89.06 

24 

54 

90.68 

25 

55 

92.19 

26 

56 

93.75 

27 

57 

95.81 

28 

58 

96.88 

29 

50 

98.44 

30 

60 

100. 

In  canceling  or  writing  insurance,  whether  under  annual  or  term  policies,  for  a  term  not  appearing  ia 
the  regular  short  rate  table,  the  charge  for  the  next  longer  term  appearing  in  the  table  shall  be  taken 
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Table  of   Short   Rates  for  One,  Three  and  Five 

Years. 

In  Use  on  the  Pacific  Coast.    Approved  March  i8,  1902. 


TiMB  Policy  has  Bbsn  (ok  is 
TO  bb)  in  Fokcb 


X  day. 
3   .... 

3 

4 

1::::: 

7 

8 

9 

10 

IX 

13 

13 

14 

15 

16 

17 

18 

19 

SO 

as. 


month . 


35 

40 

45- 

50 

55 


months.. 

65 

7Q 

75 

80 

85 

90—3  months.. 

105 

X30— 4  months.. 

13s 

150—5  months.. 

165 

180—6  months.. 

i« 

2x0 — 7  months.. 

235 

340— 8  months.. 

« •  • 

270—9  months.. 

a85 

300— xo  months, 

315 

330 — XX   months. 

360—12  months. 


If  Written  for 

ONE  Year 

Policy  Earns 


Percent,  of  An- 
nual premium. 


I 

7 
8 

9 

9 
xo 
xo 

XI 
X3 

13 

13 

14 
14 


x6 
17 
19 

80 

30 

27 
38 

a9 
30 
33 
36 

H 
38 

39 

40 

46 
50 

56 
60 

66 
70 

73 
75 
78 
80 

83 

85 
88 

90 

93 

95 
100 


TiMB  POUCY  HAS  BbBM 

IN  Fokcb 


I  month 
2 

3 

4 

5 

6 

7 

8 

9 

10 

n 

12 

13 

14 

15 

16 

17 

18 

19 

so 

21 

32 

33 

84 

35 

26 

37 

38 

39 

30 

31 

33 

33 

34 

35 

36 

43 

48 

54 

60 


If  Written  for 

THREE  Yean* 

Term,  Policy 

Earns 


Per  cent,  of  the 
term  premium. 


10 
15 

30 
35 
30 

n 

40 

43 
45 
48 
50 
53 
57 
60 

63 
67 
70 
73 

74 
75 
77 

80 

83 

84 

87 
89 

90 
93 
94 
95 
97 

99 
100 


If  Written  for 

FIVE  Yean* 

Term,  Policy 

Earns 


Per  cent,  of  the 
term  premium. 

7 
xo 

13 
17 
so 

33 

35 
37 

38 

30 
33 

33 

P 

40 
43 
45 
47 
48 

49 
50 

51 

53 
54 
55 
56 
57 
58 

59 
60 

61 

65 

66 

67 
80 

90 

95 
100 
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IOWA    SHORT    RATE    TABLE. 


Iowa  Short  Rate  Table. 

The  following  cancellation  table  was  prepared  by  the  Auditor  ot  State  of  Iowa,  in  accordance  with 
the  provisions  of  Sec.  1729  of  the  Code. 


X  Day *•    2%  of  annual 

a  Days 4 

3 

4 


I 

7 
8 

9 
xo 

XI 
12 

13 
14 
15 

x6 

17 
18 

19 

90 
20 

35 

35 

40 

45 
SO 


5 
6 

7 
8 

9 

9 
10 

10 

II 

12 

13 

13 

14 

14 
15 

16 

16 

17 

19 
20 


27 
28 


«• 
II 
«• 
II 
ii 
i  • 

•  I 
i( 
II 
II 
•I 

•  I 
II 
II 
ii 
II 
II 
ti 
II 
•I 
II 
II 
•I 
it 
II 


preni. 
II 


II 
II 
1 1 
Ii 
11 
1 1 

I  i 

I  i 
ii 
II 

I I 
1 1 

I  i 
Ii 
Ii 

•  i 
II 

I I 
ii 
1 1 

•  I 
Ii 
Ii 

•  i 


•  I 


I* 


SS^ays 29%  of  annual  prem. 

60     *•     30 

65     ••     33 

70     ••    36 

75      ••     ,....  37 

80     ••     38 

85      ••     39 

90  days  or  three  months 40 

105  days 45 

120  days  or  four  months..^.  50 

135  days.... 55 

150  days  or.  five  months 60 

165  days 65 

180  days  or  six  months 70 

i95days 73 

210  days  or  seven  months. . .  75 

225  days 78 

240  days  or  ei|;ht  months...  80 

aSSday* 83 

270  days  or  nine  months 85 

285  days 88 

300  days  or  ten  months 90 

3X5days..... 93 

days  or  eleven  months. .  95 

days  or  twelve  months.  .100 


If 
•i 


•• 
It 
It 

fC 

It 
If 
l« 
f  I 

IC 

It 
«l 
«* 
If 
II 
•I 
It 
It 
«• 

iC 

II 
«■ 
If 
•c 
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TWO   YEABS. 


THKBB  YEARS. 


For  two  months  or  less 25%  of  term 

prem. 

For  three  months  or  less 25%  of 

lerm  prem. 

Over  2  and  not  exceeding  4  mos.  30       " 

Over  3  and  nnt  exceeding  6  mos.  30 
•«    6           *•           "      9    ••      40        • 

.1     .           II           "      6    ••      40       •• 
If    J           ..           ••      8    *•      so 
1.    8           ••           "     10    "      00 

.1    g           1.           11     12    ••      50 

II  12           "           ..     x5    ••      60 
II  le             II             1.      18     «•       ;io 
.1  il           .1           1.     21    ••      75 
••  21           ••           "     24    "      80        • 

1.  ,0           «•           ••     la    '•      70 

1.  ,2           11           .1     J.    11      75 
II  J.           1.           ii     ,^    M      80 
.1  jg           II           .1     ,8    ..      85 

II  24           ••           "27    ••      85 

«  j8        •   ••           ••     20    "      90 

••27           •'           "     30    ••      90 

• 

11   ao               11                .1      22      11        g^ 

11     30                          II                          II           33         .1             g^                 1 

••  22  months. ............  t  -  t  - 'qq       *' 

*•  T)  months 100       * 

FOUK  YBAKS. 

FIVE  YEARS. 

For  four  months  or  less 25%  of  term 

prem. 

For  five  months  or  less 25%  of 

term  prem* 

Over  4  and  not  exceeding  8  mos.  30       " 

Over  5  and  not  ex%  ceding  10  mos.  30       ' 

«i    8           ••             ••     12    "    40       •• 

..  ,0           ••             ••     15    ••    40 

11  ,2           II             «.     x6    ••    so 

.1  15           1.             ••    20    *•    so 

..  16           ••             ••     20    "    60 

"   20                **                   "       2^      "      60           * 

'«  20           "             ••     24    •'    70       " 
II  24           ••             ••    28    '*    75       " 
11  3           11             "     32    "    80       •* 

i.   25                ••                   "       30      ••      70 

.1   30                •'                   ••35      "      75           . 

"35           ••             "    40    ••    80 

11     32                        1.                            M          ^         .1         85 

"  40           •*             ••     45    ••    85 

1.     36                        M                            ••          40        ••        90 

••45           ••             '•    so    ••    90       • 

M  40           "             "44    ••    95 

.1     50                          II                              II          55         M         ^5                  1 

"  44  months 100       " 

"SSmonths xoo 

SIX  YEARS. 


For  six  months  or  less 25%  of  term  prem. 

Over  6  and  not  exceeding  12  mos  30 


•I 
Ii 

ti 

ii 


II 
II 
11 


12 
X8 

24 

P 

4a 
48 

54 
60 


18 
34 


66 


1 1 
II 
•I 
Ii 
II 

•  i 


40 

50 
60 

70 

80 

85 
90 

95 


66  months 100 


11 
•I 
Ii 
ii 
Ii 
•I 
II 
II 
II 
•I 

ii 


II 
II 
II 
II 
II 
ii 

•  i 

•  I 

•  I 
11 
II 


NoTB. — Take  the  percentage  indicated  in  scale  opposite  the  numbei  of  days  or  months  policy  is  to  ma  on  the 
premium  at  given  rate,  and  the  result  will  be  the  premfum  earned  in  case  ot  cancellation.  Periods  eiccceding  SO  davs 
and  not  exceeding  85  days,  to  be  charged  at  the  rate  of  twenty>five  days,  and  so  on  up  to  one  year. 


CANADIAN   SHORT   RATE   TABLE. 


Short  Period  Rate  Tables, 
canadian  fire  underwriters  association. 

ADOPTED  DECEMBER  2.  1907. 
Ali  abort  period  inauraiicet  and  cancdlatioiu  mutt  be  calculated  by  the  following  tablet: 

{Lumber  excepted— for  which  see  Lumber  Tariff.) 

;^^^f^eBtaiffet  of  tlae  A^onual  Premiumt  to  be  Charged  or  Retained  for   Periodt  leat  than  One 
by  da,ya,   from  one  to  three  hundred  and  tixty  daya.  


73 
74 

75 

76 

77 

78 

79 

SO 

81 

S2 


11 
12 
13 
14 

15 
16 
17 
18 
19 

ao 

21 
22 
23 
24 
25 
28 
27 

28 

29 

30 

31 
32 
33 
34 
35 
36 
37 
38 
30 
40 


11.33 
12. 40 

13. 20 
13.73 
14.00 
15.00 
15. 80 
16. 40 
16. 80 
17.00 

17. 70 
18. 2G 
18.68 

18. oe 

19.  lO 
19. 40 
19.64 
19.82 
19.94 
20.00 

21.17 
22.  lO 
22. SO 


87 


OO 
Ol 


25. 4e 
25. 70 
25.95 

26. 80 
26.58 
26. 70 
26.93 
27  .CO 
27. 50 
27  .90 


28. 40 
28. SO 


29.13 

29.34 

29.48 

29.55 

29. 70 

29.82 

29.91 

29.97 

30.00 


17 


lO 
80 


31. 
32. 

33.27 

33. 60 

34.32 

34.97 

35.46 

36.79 

35.95 

36. 30 
36.68 


lOO 
lOl 
X02 

103 
104 
105 
106 
107 
108 
109 

no 

111 
112 

113 
114 
115 
116 

117 
118 
119 
120 
121 
122 

123 
124 
125 
126 
127 
128 
129 
130 
131 
132 

133 
184 
135 
136 
137 
138 
139 
140 
141 
142 

143 
144 


Per  Cent. 


86.79 
86.93 
87.00 
87.60 
37.90 
88.20 
38.40 
38.50 
38.85 
39.13 

89.84 
89.48 
39.55 
89.70 
89.82 
39.91 
39.97 
40.00 
40.33 
40.67 

41.00 
41.33 
41.67 
42.00 
42.33 
42.67 
43.00 
43.33 
43.67 
44.00 

44.33 
44.67 
45.00 
45.33 
45.67 
46.00 
46.33 
46.67 
47.00 
47.33 

47.67 
48.00 
48.33 
48.67 
49.00 
49.33 
49.67 
50.00 
50.38 
50.67 

51.00 
51.33 
51.67 
52.00 
52.33 
52.67 
53.00 
53.33 
53.67 
54.00 

54.33 
54.67 
55.00 
55.33 
55.67 
56.00 
56.33 
56.67 
57.00 
57.33 

57.67 
58.00 


Days. 


145 
146 
147 
148 
149 
150 
151 
162 
153 
154 

155 
156 
157 
158 
159 
160 
161 
162 
163 
164 

165 
166 
167 
168 
169 
170 
171 
172 
173 
174 

175 
176 
177 
178 
179 
180 
181 
182 
183 
184 

185 
186 
187 
188 
189 
190 
191 
192 
193 
194 

195 
196 
197 
198 
199 
200 
201 
202 
203 
204 

205 
206 
207 
208 
209 
210 
211 
212 
213 
214 

215 
216 


Per  Cent 


58.33 
58.67 
59.00 
59.33 
59.67 
60.00 
60.33 
60.67 
61.00 
61.33 

61.67 
62.00 
62.33 
62.67 
63.00 
63.33 
63.67 
64.00 
64.33 
64.67 

65.00 
65.33 
65.67 
66.00 
66.33 
66.67 
67.00 
67.33 
67.67 
68.00 

68.33 
68.67 
69.00 
69.33 
69.67 
70.00 
70.17 
70.34 
70.50 
70.67 

70.84 
71.00 
71.17 
71.34 
71.60 
71.67 
71.84 
72.00 
72.17 
72.34 

72.50 
72.67 
72.84 
73.00 
73.17 
73.34 
73.60 
78.67 
73.84 
74.00 

74.17 
74.34 
74.50 
74.67 
74.84 
75.00 
75.17 
75.34 
75.50 
75.67 

75.84 
76.00 


Dasrt. 


217 
218 
219 
220 
221 
222 
223 
224 
225 
226 

227 
228 
229 
280 
281 
232 
233 
284 
285 
236 

237 
238 
239 
240 
241 
242 
243 
244 
245 
246 

247 
248 
249 
250 
251 
252 
253 
254 
255 
256 

257 
258 
259 
260 
261 
262 
263 
264 
265 
266 

267 
268 
269 
270 
271 
272 
273 
274 
275 
276 

277 
278 
279 
280 
281 
282 
283 
284 
285 
286 

287 
288 


Per  Cent. 


76.17 
76.84 
76.50 
76.67 
76.84 
77.00 
77.17 
77.84 
77.50 
77.67 

77.84 
78.00 
78.17 
78.84 
78.60 
78.67 
78.84 
79.00 
79.17 
79.34 

79.50 
79.67 
79.84 
80.00 
80.17 
80.84 
80.50 
80.67 
80.84 
81.00 

81.17 
81.34 
81.50 
81.67 
81.84 
82.00 
82.17 
82.34 
82.50 
82.67 

82.84 
83.00 
83.17 
83.84 
83.50 
83.67 
83.84 
84.00 
84.17 
84.34 

84.50 
84.67 
84.84 
85.00 
85.17 
85.34 
85.50 
85.67 
85.84 
86.00 

86.17 
86.34 
86.50 
86.67 
86.84 
87.00 
87.17 
87.34 
87.50 
87.67 

87.84 
88.00 


289 
290 
291 
292 
293 
294 
295 
296 
297 
298 

299 
800 
801 
302 
303 
304 
305 
306 
307 
308 

309 
810 
311 
312 
313 
314 
315 
816 
317 
318 

319 
320 
321 
322 
323 
324 
325 
326 
327 
328 

329 
330 
331 
332 
333 
334 
335 
336 
337 
338 

339 
340 
341 
342 
843 
344 
345 
346 
347 
348 

349 
350 
351 
352 
853 
364 
855 
356 
357 
358 

359 
360 


ITfae  above  percentages  coiodde  with  those  given  in  **  SemmAon's  Fire  Insurance  Cancellation  Tables."  ^l 
ove  pco  ratapercentages,  etc.  The  Cleveland  (O.)  Fire  IzMurance  Exchange  adopted  the  above  table  in  1913,  \ 
BoBiinann'a  xable  has  also  beea  officiaUy  adopted  at  Indianapolis.] 
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NEW  ENGLAND  SHORT  RATE  TABLE. 


New  England  Short  Rate  Table. 

The  following  tables  have  been  adopted  by  the  New  England  Insurance  Exchange 
and  the  Boston  Board  of  Fire  Underwriters : 

SHORT  TERM  AND  ANNUAL  POLICIES. 

For  writing  and  cancelling  ehort  term  policies  and  cancelling  annual  polidet.    Charge  or  retain  the  per 
cent  in  table  below. 


Per  Cent  of  Annual  Rates. 


Iday 2 

8  days 4 

8  days 6 

4  days 6 

6  days 7 

6  days 8 

7  days 9 

8  days 9 

9  days 10 


10  days 10 

11  days 11 

12  days 12 

13  days 13 

15  days 14 

16  days 14 

17  days 15 

18  days 16 


19  days 

20  days 

26  days 

30  days  or  1  mo. 
46  days 

2  months 

8  months 

4  months 


16  5  months 60 

17  6  months 70 

19  7  months 75 

20  8  months 80 

25              9  months 85 

30            10  months 90 

40            11  months 95 

50            12  months 100 


For  periods  of  more  than  two  months  a  part  of  a  month  shall  be  counted  as  a  whole  month.  Poliaes 
shall  not  be  written  for  two  or  more  short  terms  during  a  year  at  what  would  be  the  short  rate  for  the  aggregate 
time  of  all  these  terms. 

NoTK. — The  table  in  this  column  is  not  to  be  used  in  cancelling  policies  written  for  a  term  of  more  than 
one  year. 

FOR  TERM  POLICIES. 

Retain  the  per  cent  named  when  a  policy  is  surrendered  for  cancdlatlon. 


Time 
Expired. ' 
Months. 

1 

2 

8 

4 

2           3 
^ears.  Years. 

fs     ?i 

20          17 
25          20 
30         23 
35         27 
40         30 
45         33 
50         37 
55         40 
60         48 
65         47 
70         50 
72         53 
75         57 
77         60 
80         68 
82         67 
85         70 
87          72 
90         73 

Mial  parts  of  a 

4          5              Time          2 
Years.  Years.        Expired.  Years 

13         12         22 95 

18          16         23 97 

20          18         24 100 

22          20         25 

25          22         26 

27          25         27., 

30         26         28 

32         28         29 

35         30         30 

37         82         31 

40         34         32 

42         36         83 

45         38         34 

47          40         85 

50         42         36 

52         44         37 

55         46         38 

57         48         39 

60         50         40 

month  for  term  policies  counted 

3           4           5 
.  Years.  Years.  Years. 

r%  ?i  ti 

77          65          54 

79  67          56 

80  70          58 

81  71          60 
83          72          62 
85          74          64 

'86          75          66 
88          76          68 

90  77          70 

91  79          71 
93         80         72 

95  81          73 

96  82          74 
98          84          75 

100         85         76 

86  77 

87  78 

89  79 

90  80 

as  a  whole  month. 

Time 
Expired. 
Months. 

41 

42 

43 

44 

46 

46 

47 

48 

49 

50 

51 

52 

58 

54 

55 

56 

57 

58 

59 

60 

4 

Years. 

.1 

92 
94 
95 
96 
97 
99 
100 

5 
Years 

% 
81 
82 
83 
84 

5. 
6. 

7. 

85 

86 

87 

R. 

88 

9. 

89 

10. 

11. 

90 
91 

12. 

92 

18. 
14. 

93 
94 

15, 

95 

16. 

96 

17. 

97 

18. 

96 

19. 

99 

20. 

100 

FracUt 

Monthly  Fire  Losses  in  the  United  States 

AND  Canada, 

Below  will  be  found  a  tabulation  of  the  fire  losses  in  the  United  States  and  Canada 
by  months,  compiled  from  the  "Journal  of  Commerce  and  Commercial  Bulletin."  The 
total  for  1906  was  $459,710,000,  including  the  loss  by  the  San  Francisco  conflagration ;  in  1907 
the  total  was  $215,^1,250;  in  1908,  $258,562,250;  in  1909,  $203,649,150;  in  1910,  $234^70^650. 


191L 

1918. 

1918. 

1914. 

1916. 

1916. 

January 

February 

March 

April 

$31,922,450 
16,415,000 
31,569.800 
17.670,550 

31,^,000 
20.691,950 

a5.30M5o 
za.663,650 

ix.333.a50 
M.945.000 
18,680.600 
33,733  850 

$35,653,450 
38,601,650 
16,650,850 
16,349,400 
31.013.950 

l6,IO^,4%0 

fao.  193,350 
33.084.600 
17.5x1.000 

16,738.250 
17.335.850 

^A.OAa  'TOO 

$23,204,700 
31,744,300 

25.512.750 
17.700,800 
15.507.800 
39,348,000 
I7.e9o.8oo 

$30,060,600 
ZQ.08l.250 
18,786,400 
x8, 180,350 
11,388,450 
10.895.950 
9.006,800 
10,067.100 
14,823,500 

$21,423,350 
24.770»77O 
38.660,850 
13,681.050 
15.973.500 
12.247.500 

NUy 

June. ......... 

July 

15,319,100          20,660,900 

August 

14,158,800        31.180,700  '      11,765.650 
13.779.300 .     17.919.300 1      14.383.050 
13.651.650        14.932.750        14,004,700 
16.17a.300        15.307,600        31.373,750 

17,967,000             16,126.450             3').W7.XCO 

September 

October 

x4.465.850 

November 

31,304.850 
30,877,100 

.....••... 

December 

$235,591,350 

Totals. 

$234,337,250 

$235,330,900 

$334,723,350 

183,836.300 

SHORT  RATE  TABLE. 
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Standard  Short  Rate  Scale  For  Computing 

Earned  Premiums. 

AS  ADOPTED  BY  NATIONAL  BOARD  OF  FIRE  UNDERWRITERS. 
This  t&bk  hu  been  aclopted  for  use  in  territory  covered  by  the  following  named  onanizationa:    Eastern  Union,  New 


The  Natkntal  Board  Table  with  a  few  slight  variations  is  also  used  in  South  Eastern  Underwriten  Association  temtory. 
It  has  been  adopted  by  the  Western  Union  and  the  Western  Insurance  Bureau  but  not  yet  ptomttlgated  for  we  in  their  tem- 
tory where  the  Western  Union  Table  is  still  used. 

RuLB.— Take  the  percentage  indfcated  in  scale  opposite  the  period  the  risk  is  to  run  on  the  premium  for  the  year  or  term  at 
the  given  rate,  and  the  result  will  be  the  premium  to  be  retained  in  case  of  csncHlstion,  or  to  dc  charged  in  case  of  short  risk. 

ExFLAKATiON. — When  a  oompauy  caucds  a  policy  it  retums  pit)  rata  pTcmhui.  When  a  policyholder  canceb,  thistaUe 
is  used,  so  that  the  company  shall  aoiy  return  the  pro  rata  premium  less  the  expense  of  getting  the  buaineM. 

SHORT  RATE  TABLE  FOR  TERM  POUCIES 


Annual 

policibs 


I 


6Q 

9 


1 

2 
3 

4 
3 
6 
7 
8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

25 
♦30 

35 

40 

45 

50 

55 
t60 

65 

70 

75 

80 

85 

90 
(3moB. 

105 

120 
(4moB. 

135 

150 
(5nioa. 

165 

180 
(6  mot. 

195 

210 
<7mo«. 
225 
340 
(8  mo*. 
255 
270 
(9mos. 
285 
300 

(lOmos. 
315 
830 

(llmoa. 
345 
360 
(12  moa. 


si 


2 

4 

5 

6 

7 

8 

9 

9 

10 

10 

11 

11 

12 

13 

13 

14 

15 

16 

16 

17 

19 

20 

23 

25 

27 

28 

29 

30 

33 

36 

37 

38 

39 

40 

46 
50 

56 

60 

66 
70 

73 
75 

78 
80 

83 

85 

88 
90 

93 
95 

98 
100 


I 
g 

a 


1 

2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
82 
33 
34 
35 
36 
87 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
58 
59 
60 


2-YaAE  Policy 
Written  at 


-a 

s 
a 


11 
17 
23 
29 
34 
40 
43 
46 
49 
51 
54 
57 
61 
64 
68 
71 
75 
79 
82 
86 
89 
93 
96 
100 


9 

a 
a 

< 


13 
20 
27 
38 
40 
47 
50 
53 
67 
60 
63 
67 
70 
72 
75 
78 
81 
83 
86 
89 
92 
94 
97 
100 


3- Yeas  Policy 
Written  at 


-a 

a 


e« 


8 
12 

le 

20 
24 
28 
30 
32 
34 
36 
38 
40 
43 
45 
48 
50 
53 
55 
58 
60 
63 
65 
68 
70 
73 
75 
78 
80 
83 
85 
88 
90 
93 
95 
98 
100 


i 

a 
< 


M 


10 
15 
20 
25 
30 
35 
38 
40 
43 
45 
48 
50 
52 
54 
56 
58 
60 
63 
66 
67 
69 
71 
73 
75 
77 
79 
81 
83 
85 
88 
90 
92 
94 
96 
98 
100 


•  « 


4- Year  Policy 
Written  at 


•s 

a 

I 


CO 


6 
9 
12 
15 
18 
22 
23 
25 
26 
28 
29 
31 
33 
35 
37 
38 
40 
43 
44 
46 
48 
50 
52 
54 
56 
58 
60 
62 
63 
65 
67 
69 
71 
73 
75 
77 
70' 
81 
83 
85 
87 
88 
90 
92 
94 
96 
98 
100 


•  •  • 

•  •  • 


i 

9 

I 

ST 


8 
12 
16 
20 
24 
28 
30 
32 
34 
36 
38 
40 
42 
43 
45 
47 
48 
50 
52 
53 
55 
57 
58 
60 
62 
63 
65 
67 
68 
70 
72 
73 
75 
77 
78 
80 
82 
83 
85 
87 
88 
90 
92 
93 
95 
97 
98 
100 


5- Year  PoLicy 
Written  at 


as 

1 

0 

a 
< 


5 
8 
10 
13 
15 
18 
19 
20 
21 
23 
24 
25 
27 
28 
30 
31 
33 
34 
36 
38 
39 
41 
42 
44 
45 
47 
48 
50 
52 
53 
55 
56 
58 
59 
61 
63 
64 
66 
67 
69 
70 
72 
73 
75 
77 
78 
80 
81 
83 
84 
86 
88 
89 
91 
92 
94 
95 
97 
98 
100 


i 

a 

ee 


7 
10 
14 
17 
20 
24 
25 
27 
29 
80 
32 
34 
35 
36 
38 
39 
40 
42 
43 
44 
46 
47 
49 
50 
51 
53 
54 
56 
57 
58 
60 
61 
63 
64 
65 
67 
68 
69 
71 
72 
74 
75 
76 
78 
79 
81 
82 
83 
85 
86 
88 
89 
90 
92 
93 
94 
96 
97 
99 
100 


*  One  moDtb.       t  Two  months.  Intermediate  periods,  not  shown,  may  be  interpolated. 

for  same  to  be  calculated  in  harmony  with  these  tables. 


Percentagea 


Underwriters'  Organizations 


We  give  a  list  herewith  of  National  and  State  organizations  of  fire  underwriters,  and 
the  names  of  their  officers ;  also  the  names  of  the  officers  of  the  local  boards  in  some  of  the 
more  important  cities.  To  give  the  list  of  all  local  boards  in  the  country  would  require 
more  space  than  we  have  at  our  disposal.  The  following  list  has  been  corrected  especially 
for  The  Insurance  Year  Book. 

Organizations  covering  the  largest  territory  are  given  first;  then  follow  those  of 
States,  arranged  alphabetically.  The  local  boards  are  arranged  under  their  respective 
States. 


HATIONAL  ORGANIZATIONS. 

NATIONAL    CONVENTION    OF   INSURANCE 
COMMISSIONERS. 

President,  B.  Mansfield,  Connecticut;  vice-presi- 
dents, W.  C.  Taylor,  North  Dakota,  and  John  T. 
Winshin,  Michigan;  secretary  and  treasurer,  Fitx 
Hugh   McMaster,   Colombia,   S.    C. 

Annual  meeting  in  July. 


NATIONAL    BOARD    OF    FIRE    UNDER- 
WRITERS. 

President,  R.  M.  Bissell,  Hartford;  vice-presi- 
dent,. F.  C.  Buswell,  New  York;  secretary,  E. 
T,  Haynes,  Newark;  treasurer,  C.  J.  Holman, 
New  York;  general  manager,  W.  E.  Mallalieu,  76 
William  street.  New  York  city. 

Annual  meeting  in  New  York  in  May. 


NATIONAL    FIRE    PROTECTION    ASSOCIA- 
TION. 

President,  Charles  E.  Meek:  vice-presidents,  L. 
W.  Wiederhold  and  D.  E.  Waid;  secretary  and 
treasurer,  Franklin  H.  Wentworth,  87  Milk  street, 
Boston,  Mass. 

Annual  meeting  held  May  of  each  year. 


NATIONAL  ASSOCIATION   OF  INSURANCE 

AGENTS. 

President,  E.  E.  Roth,  Buffalo,  N.  Y.;  sec- 
retary and  treasurer,  Henry  W.  Putnam,  66  Kilby 
street,  Boston. 

Executive  Committee.— Chairman,  E.  S.  Pellet, 
Chicago,   111. 

Grievance  Committee. — Chairman,  John  A.  Mur- 
phy, Buffalo,  N.  Y. 

Legislative  Committee. — Chairman,  Geo.  D. 
Harkham,  St.  Louis,  Mo. 

Organization  Committee.  —  Chairman,  F.  E. 
Warner,  Salem,  Mass. 

Annual  meeting,    Boston,   September  12,   13,  14, 

me. 


INSURANCE  INSTITUTE  OF  AMERICA. 

President,  John  H.  Kcnney,  Baltimore.  Md.; 
secretary-treasurer,  Benjamin  Richards,  Boston, 
Mass.;  chairman  of  Committee  on  Insurance  Exam- 
inations, E.  R.  Hardy,  New  York  City. 


AMERICAN    ASSOCIATION    OF    CO-OPERA- 
TIVE MUTUAL  INSURANCE  COMPANIES. 

President,  C   F.  Danforth,  Boston,  Mass.:  sec- 
retary and  treasurer,  W.  B.  Linch,  Lmcoln,  Neb. 
Annual  meeting  in  March. 


AMERICAN  INSTITUTE  OF  MARINE 
UNDERWRITERS. 

President.  Herbert  Appleton;  vice-president, 
Percy  Chubb;  secretary  and  treasurer,  William  H. 
McGee,  77  Beaver  street.  New  York. 

Annual  meeting  first  Monday  in  October. 


UNDERWRITERS  LABORATORIES. 

President,  Wm.  H.  Merrill;  vice-presidents,  W. 
C.  Robinson,  Dana  Pierce  and  A.  K.  Small;  sec- 
retary, D.  B.  Anderson,  207  E.  Ohio  street,  Chi- 
cago;   treasurer,     B.    H.    Hardy. 

Annual  meeting  January  10. 


WOMAN'S    NATIONAL    FIRE    PROTECTION 

ASSOCIATION. 

President,  Eva  McDonald  Vales,  36-87  W.  3»th 
street.  New  York  City. 

AUTOMOBILE     UNDERWRITERS     CONFER- 

ENCE. 

President,  Douglas  F.  Cox;  vice-president, 
George  W.  Hoyt;  secretary  and  treasurer.  Wm. 
A.  Hamilton,  80  Maiden  Lane,  New  York. 

Annual  meeting  in  February. 


FIRE    UNDERWRITERS    UNIFORMITY 
ASSOCIATION. 

President,  E.  B.  Hatch,  Chicago;  vice-president, 
A.  G.  Patton,  Philadelphia;  secretary  and  treas- 
urer, William  S.  Boyd,  Chicago,  111. 

Annual  meeting  in  May. 


NATIONAL    BOARD    OF    MARINE    UNDER- 
WRITERS. 

President,  Clayton  Piatt;  vice-president,  W.  H. 
McGee;  secretary,  R.  H.  Collet,  63  Beaver  street. 
New  York;  treasurer,  H.  K.  Fowler. 

Annual  meeting  third  Wednesday  in  May. 


NATIONAL  AUTOMATIC  SPRINKLER 
ASSOCIATION. 

Manager,  Ira  G.  Hoagland. 


NATIONAL     ASSOCIATION      OF     MUTUAL 
INSURANCE  COMPANIES. 

President,  L.  R.  Welch,  Fitchburg,  Mass.;  vice- 

¥  residents,  C.  M.  McMillin,  Carthage.  111.;  O.  M. 
hurber,    Red   Wing,  Minn.;    Chas.   H.   Ridgway, 
Kansas  City,  Mo.;  secretary,  H.  P.  Cooper,  Craw- 
fordsville,    Ind. ;    treasurer,   C.   A.    McCotter,    In- 
dianapolis, Ind. 
Date  of  annual  meeting,    September. 


NATIONAL  ASSOCIATION   OF   INSURANCE 

EMPLOYEES. 

President,  Charles  A.  Hartman;  vice-presidents, 
C.  D.  JoUtffe,  J.  F.  Kellv  and  P.  B.  Chappell: 
general  counsel,  Michael  W.  Sullivan;  secretary, 
G.  C.  Donahue;  treasurer,  W.  J.  Mahoney. 

AMERICAN    RECIPROCAL   INSURANCE 
ASSOCIATION. 

Counsel,  Chas.  M.  Howell«  Commerce  Bldg., 
Kuisas  City,  Mo. 

NATIONAL   COUNCIL    OF  INSURANCE 
FEDERATIONS. 

President,  W.  S.  Diggs,  Pittsburg;  vice-oresi- 
dent,  F.  L.  Gray,  Minneapolis;  secretary,  Mark 
T.  McKee,  Detroit,  M  ich. ;  treasurer,  G.  W.  Webb, 
Chicago. 
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SECTIONAL    ORGANIZATIONS. 

CENTRAL  TRACTION  &  LIGHTING  BUREAU. 

President,  R.  M.  BisBell;  Tic^resident,  W.  H. 
Sage;  lecretary-treasurer,  C.  G.  Smith;  lecreUries. 
Win.  A.  Stoney,  1  Liberty  street.  New  York,  and 
L  B.  Hatch. 

Annual  meeting  in  November. 


SOUTHERN    TORNADO  INSURANCE 
ASSOCIATION. 

President,  Henry  E.  Rees;  vice-president,' J.  E. 
Lopez;  seeretary,  W.  L.  Dennis.    » 


.\NCIENT    AND    HONORABLE     ORDER     OF 
THE  BLUE  GOOSE    (See  page  438.) 


UNDERWRITERS  BUREAU  OF  MIDDLE 
AND  SOUTHERN  STATES. 

Manager  and  secretary,  William  A.  Stoney,  1 
Liberty  street.  New  York;  treasurer,  Geo.  W. 
Borchell,  New  York. 

Annual  meeting  last  Wednesday  in  February. 


FIRE     UNDERWRITERS     ELECTRICAL 

BUREAU. 

Manager,     secretary    and    treasurer,     Wm.     A. 
Stoney,   1   Liberty   street.   New  York. 
Annual  meeting  last  Wednesday  in  February. 

THE    UNDERWRITERS    BUREAU    OF    NEW 

ENGLAND. 

Secretary  and   manager,  Gorham   Dana;     treas- 
urer, George  Neiley,  141  Milk  street,  Boston. 
Annual  meeting  third  Wednesday  in  November. 

NEW  ENGLAND  BUREAU  OF  UNITED 
INSPECTION. 

Chairman,  Charles  Haas;  vice-chairman,  Edward 
C.  Brush;  treasurer,  OiflFord  H.  Rice;  clerk  and 
manager,  E.  A.  Northey,  71  Kilby  street,  Boston. 

Annual   meeting  first  Friday   in   February. 


NEW    ENGLAND    INSURANCE    EXCHANGE. 

President,  Henry  J.  Ide;  vice-presidents,  C.  H. 
Rice  and  £.  S.  Archee;  secretary  and  treasurer,  C. 
M.  Goddard,  141  Milk  street,  Boston. 

Annual  meeting  on  the  Saturday  after  the  first 
Monday  in  January. 


FACTORY  INSURANCE  ASSOCIATION. 

President,  H.  A.  Smith,  Hartford,  Conn.;  vice- 

Tesident,  G.  W.  Babb,  New  York  City;  treasurer, 
as.    Wyper,    Hartford;    secretary,    J.    H.    Brew- 
ster, Hartford. 
Annual  meeting  third  Thursday  in  April. 


pr^ 


UNDERWRITERS    ASSOCIATION     OF     THE 
MIDDLE  DEPARTMENT. 

President,  G.  G.  Plyer;  vice-president,  R.  H. 
M.  Stuart;  secretary,  L.  Wiederhold,  Jr.,  316  Wal- 
nut street,  Philadelphia. 

Annual  meeting  third  Wednesday  in  January. 


HRE    UNDERWRITERS    ASSOCIATION     OF 
THE  NORTHWEST. 

President,  A  A.  Maloney;  vice-president,  A.  E 
Henry;  secretary,  Guy  A.  Richaras,  175  W.  Jack- 
son Bvd.,  Chicago;  treasurer,  Chas.  L.  Hecox, 
Chicago. 

Annual  meeting  October  4-6,  1916. 


ROCKY  MOUNTAIN  FIRE  UNDERWRITERS 

ASSOCIATION.* 

Manager,  G.   W.  Drinemald,  Denver,   Col.;  sec- 
retary, E.  B.  Hatch. 
Annual  meeting  fourth  Monday  in  October. 


BOARD     OF      FIRE     UNDERWRITERS     OF 

THE  PACIFIC. 

President,    R.    P.    Fabj,    San    Francisco    ;   vice- 

E resident,  Carl  A.  Henry;  secretary,  E.  F.  Mohr- 
ardt,  San  Francisco. 

Annual  meeting  first  Friday  after  first  Monday 
in  May. 

FIRE    UNDERWRITERS    ASSOCIATION    OF 

THE  PACIFIC. 

President,  Walter  P.  Porcp;  vice-president, 
Washington  Irving;  secretary  and  treasurer,  Cal* 
vert  Meade,  989  Merchants  Exchange  Bldg.,  San 
Francisco,  Cal.;  assistant  secretary  and  librarian, 
J.  P.  Moore. 

Annual  meeting  second  Tuesday  after  first  Mon« 
day  in  February. 

WESTERN  AUTOMOBILE  UNDERWRITERS 

CONFERENCE. 

President,  John  Marshall,  Jr.;  vice-president* 
John  F.  Stafford;  secretary-treasurer,  F.  J.  Sauter. 

SOUTHERN  ADJUSTMENT  BUREAU. 

President,  D.  B.  Harris;  vice-president,  R.  N. 
Hughs;   secretary-treasurer,  J.   J.    Wendle. 

PACIFIC  COAST  AUTOMOBILE  UNDER- 
WRITERS ASSOCIATION. 

President,  F.  B.  Kellan;  vice-president,  T.  H. 
Anderson;  secretary,  C.  S.  Pearson;  treasurer,  J. 
L.  Fulle,  San  Francisco. 

Annual  meeting  in  February. 

SOUTH-EASTERN     UNDERWRITERS     ASSO- 
CIATION. 

President,  F.  C.  Buswell,  New  York;  vice-presi- 
dent, E  T.  Gentry,  Atlanta,  Ga..;  secretary,  Jos. 
S.  Raine,  Jr.,  Atlanta,  Ga. ;  chairman  of  executive 
committee,  J.  H.  Stoddart,  New  York;  vice-chair- 
man, Dan  B.  Harris. 

Annual  meeting  in  May,  semi-annual  in  Novem- 
ber. 


*  Jurisdiction.  Colorado.     Wyoming     and     New 


ASSOCIATION  OF  SOUTHERN  FIRE  IN- 
SURANCE COMPANIES. 

President,  Harry  R.  Bush,  Greensboro,  N.  C; 
vice-president,  John  J.  McKay,  Macon,  Ga.;  sec- 
retary and  treasurer,  Chas.  A.  Bickerstaff,  Equifax 
ble  Bldg..  Atlanta,  Ga. 

Annual  meeting  in  May  of  each  year. 

.      THE  EASTERN  UNION. 

President,  John  B.  Morton;  vice-president,  J. 
A.  Kelscy;  treasurer,  Geo.  W.  Burchcll,  New 
York;  secretary,  E.  U.  Richards,  84  William  street. 
New  York. 

Annual  meeting  in  November. 

THE  WESTERN  UNION. 

President,  P.  D.  McGregor,  Chicago;  vice-presi- 
dent, Chas.  W.  Higby,  Chicago;  secretary,  Ed- 
ward B.  Hatch,  Insurance  Exchange,  Chicago. 

Annual   meeting   in   September. 

WESTERN  IMPROVED  RISK  ASSOCIATION. 

President,  E.  G.  Halle;  vice-president,  Neal  Bas- 
sett;  secretary,  A.  D.  Baker;  treasurer,  C.  L. 
Hecox. 


WESTERN  INSURANCE  BUREAU. 

Chairman,  Chas.  E.  Sheldon,  Rockford,  111.; 
vice-chairman,  A.  D.  Baker,  Lansing,  Mich.;  sec- 
retary, Benjamin  Auerbach,  Chicago;  treasurer, 
C.  L.  Hecox;  manager,  M.  A.  Scholbe,  Insurance 
Exchange,  Chicago,  111. 

Annual  meeting  in  ApriL 

WESTERN     FACTORY     INSURANCE     ASSO* 

CIATION. 

President,  T.  £.  Gallagher;  vice-president,  W. 
L.  Steele;  secretary  and  treasurer,  C.  R.  Street, 
Insurance  Exchange,  Chicago,  111. 

Annual  meeting  on  third  Thursday  in  ApriL 
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WESTERN    SPRINKLERED    RISK    ASSOCIA- 
TION. 

President,  A.  D.  Baker;  vice-president,  W.  D. 
Williams;  treasurer,  E.  G.  Halle:  secretary  and 
manager.  Fred  A.  Rye,  176  W.  Jackson  Blvd.,  Chi- 
cago, 111. 

Annual  meeting  first  Wednesday  in  February. 


WESTERN   ASSOCIATION   OF  ELECTRICAL 

INSPECTORS. 

President,  P.  H.  Moore;  vice-presidents,  Frank 
L.  Lucas  and  Emil  Anderson;  secretary.-treasurer, 
Wm.  S.  Boyd,  1029  W.  Jackson  Blvd.,  Chicago.  lU. 

Annual  meeting  in  January. 


GENERAL  ADJUSTMENT  BUREAU. 

President,  C.  D.  Dunlop;  vice-president,  C.  F. 
Shallcross;  general  manager.  W.  J.  Greer;  assistant 
general  manager,  D.  C.  Brown;  secretary  and 
treasurer,  N.  B.  Bassett,  80  Maiden  Lane,  New 
York. 

Annual  meeting  second  Wednesday  in  December. 


WESTERN  RAILWAY  FIRE  UNDER- 
WRITERS. 

President,  A.  G.  Dugan;  vice-president;  J.  C. 
Harding;  secretary  and  treasurer,  John  C.  Ingram; 
manager,  George  M.  Fisher,  Insurance  Exchange, 
Chicago. 

MILL  AND   ELEVATOR  MUTUAL  FIRE   IN- 
SURANCE FIELD   MENS  ASSOCIATION. 

President,  J.  A.  Vincent,  Minneapolis,  Minn.; 
vice-president,  W.  H.  Ingalls,  Fort  Worth,  Tex.; 
secretary  and  treasurer,  William  Reed,  Oxford, 
Mich. 


STATE  AND  CITY  ORGANIZA- 
TIONS. 

Alabama. 

INSURANCE  FEDERATION  OF  ALABAMA. 

President,  H.  G.  Siebels,  Birmingham;  vice- 
presidents,  C.  B.  Brown,  Montgomery;  G.  R. 
Ladd,  Mobile:  C.  P.  Orr,  Birmingham;  S.  L. 
Crook,  Anniston;  L.  H.  Holloway,  Tuscumbia; 
secretary,  T.  H.  Garden,  Birmingham;  treasurer, 
M.  H.  Smith,  Birmingham. 


ALABAMA     FIRE     UNDERWRITERS     ASSO- 

CIATION. 

President,  R.  A.  Brown;  vice-president,  C.  Hen- 
dricks; secretary  and  treasurer,  M.  M.  Sweatt, 
Montgomery. 


BIRMINGHAM    FIRE    AND    CASUALTY    IN- 
SURANCE EXCHANGE. 

President,  H.   G.   Siebels;  vice-president,  H.  S. 
Going;  secretary-treasurer,  Ed.   S.   Moore. 
Annual  meeting  second  Tuesday  in  April. 


Arizona 

INSURANCE   FEDERATION    OF   ARIZONA. 

Executive  Committee — Chairman,  R.  AUyn 
Lewis,  Phoenix;  secretary-treasurer,  Melville  P. 
Fickas,  Phoenix;  F.  L.  Dourson.  M.  P.  Kelly, 
Paul  Kantr,  V.  Cook. 


Arkansas. 

INSUR.\NCE  FEDERATION  OF  ARKANSAS. 

President,  T.  G.  Leigh,  Little  Rock;  vice-presi- 
dents, F.  C.  Cochran,  Pigffott;  Don  L.  Cross, 
Faycttevillc;  Claude  Claim,  van  Buren;  John  R. 
Frazer,  Little  Rock;  John  Mills.  Pine  Bluff. 


ARKANSAS  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Joe  C.  Meyers;  vice-president,  H.  F. 
Offenhauser,  Texarkana;  secretary  and  treasurer, 
£.  N.  Allen,  Helena. 

Meeting  held  April  27,  28. 


California. 

INSURANCE  FEDERATION  OF 
CALIFORNIA 

President,   T.   R.   Molony,   San   Francisco:  vice- 

Presidents,  Mac  O.  Robbins,  Santa  Anna;  W.  R. 
'orter,     San     Francisco;     R.     A.     Rowen,     Los 
Angeles;  treasurer,  C.  A.  Henry,  San  Francisco. 


CALIFORNIA   STATE   ASSOCIATION   OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  Mac  O.  Robbins;  vice-presidents,  C. 
D.  Barnett,  C.  W.  Monahan  and  John  A.  Hicks; 
secretary  and  treasurer,  W.  P.  Battelle,  Los 
Angeles. 

Annual  meeting  in  May. 


BOARD    OF    MARINE    UNDERWRITERS    OF 
SAN  FRANaSCO. 

President,  E.  S.  Livingston;  vice-president,  W. 
E.  J.  Ord;  secretary  and  treasurer,  Edmund  L. 
Woods. 

Annual  meeting  second  Tuesday  in  February. 


UNDERWRITERS    FIRE    PATROL    OF     SAN 

FRANaSCO. 

President,  B.  Faymonville;    vice-president,  Frank 
J.  Devlin;  secretary  and  treasurer,  Clinton  Folger. 
Annual  meeting  third  Thursday  in  January. 


FIRE  INSURANCE  SOCIETY  OF  SAN  FRAN- 
CISCO. 

President,  G.  A.  Yocum;  vice-president,  G.  F. 
Alberti;  secretary,  P.  S.  W.  Ramsden,  418  Mont- 
gomery street;  treasurer,  J.   R.  Dean. 

Annual  meeting  first  Tuesday  in  October. 


FIRE  UNDERWRITERS  INSPECTION 
BUREAU,  SAN   FRANCISCO. 

President,  Bernard  Faymonville:  vice-president, 
Frank  J.  Devlin;  secretary  and  treasurer,  Ointon 
Folger. 

Annual  meeting  third  Thursday  in  Jantiary. 


GLOBE   (CAL.)  BOARD  OF  FIRE 
UNDERWRITERS. 

President,  F.  F.  Towle:  vice-president,  B.  J. 
Kellner;  secretary,  L.  H.  Brown;  treasurer,  Fred 
Moore. 


LOS  ANGELES  FIRE  UNDERWRITERS 
ASSOCIATION. 

.  President,    W.    P.    Battelle;    vice-president,    S. 
Aronson;  secretary,  O.  Rey  Rule;  treasurer,  Fred 
Siegel. 
Annual  meeting  second  Tuesday  in  August 


OAKLAND   (CAL.)   BOARD  OF  FIRE 
UNDERWRITERS. 

President,  L.  S.  Hotcfakiss;  vice-preudent, 
George  Troy;  treasurer,  V.  D.  Stuart;  secretary, 
C.   Fred  Burks. 

Annual  meeting  in  Jantiary. 


SAN     BERNARDINO     BOARD     OF 
UNDERWRITERS. 

President,  C.  W.  Monohan;  vice-president,  H.  R. 
Scott;  secretary  and  treasurer,  W.  H.  Rogers^ 
Annual  meeting  first  Thursday  in  October. 
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INSURANCE  BROKERS  EXCHANGE. 

President,  J.  B.  Hauer;  vice-presidents,  G.  Frit- 
tenbach  and  S.  G.  Buellber;  secretary  and  man- 
a^er,  S.  M.  Anderson,  Merchants  Exchange,  San 
Francisco,  Gal. 

Annual  meeting  second  Wednesday  in  December. 


Canada. 

alix:anada  fire  insurance  federa- 

TION. 

President,  T.  L.  Morriscy;  vice-president,  J.  B. 
Laidlaw;  counsel,  C.  D.  Gaudet,  Montreal. 
Annual  meeting  last  Wednesday  in  May. 


canadian  association  of  automobile 
underwriters. 

President,  A.  M.  M.  Kirkpatrick;  vice-presi- 
dent, J.  G.  Thompson;  secretary  and  treasurer, 
L.  Howgate,  624  Coristine  Bldg.,  Montreal. 

Annttai  meeting  held  in  February. 


CANADIAN    FIRE    UNDERWRITERS    ASSO- 
CIATION,  QUEBEC  AND  ONTARIO. 

President.    E.   F.   Garrow,  Toronto. 

Quebec  Branch.—Vice-president,  J.  G.  Borth- 
wtek,  Montreal;  secretary,  Leonard  Howgate, 
Montreal 

Ontario  Branch.—Vice-president,  T.  H.  Hall, 
Toronto;  secretary,  J.  A.  Robertson,  Toronto. 

Annual  meeting  latter  part  of  June. 


THE    MUTUAL   FIRE    UNDERWRITERS    AS- 
SOCIATION  OF  ONTARIO. 

President,  V.   G.   Chisholm;  first  vice-president, 

James    Ross;    second   vice-president,   W.    A.    Gal- 
raitfa ;    secretary    and    treasurer,    J.    J.  .  Stewart, 
Brampton. 

Annual    meeting  last  Tuesday  and   Wednesday 
in  February  at  Toronto,  Ont. 

WESTERN  CANADA  FIRE  UNDER- 
WRITERS ASSOCIATION. 

Chairman,   C.  A.  Richardson;  vice-chairman,  R. 
McKay;  secretary  and  treasurer,  A.  H.  S.  Stead. 
Annua!  meeting  second  Thursday  of  June. 


NOVA  SCOTIA  BOARD  OF  FIRE  UNDER- 

WRITERS. 

Presidnt,  Alfred  J.  Bell*  vice-president,  George 
J.  Lynch;  secretary  and  treasurer,  Edward  J. 
Fahie,   231   Hollis  street.    Halifax. 

Annual  meeting  second  Tuesday  in  February. 


ONTARIO  LOCAL  FIRE  INSURANCE 
AGENTS  ASSOCIATION. 

President,  S.  C.  Young,  Fort  William;  vice- 
pr»idents.  O.  L.  Steele  and  W.  B.  Stephens;  sec- 
retasy  ana  treasurer,  Neil  Campbell. 


VANCOUVER     ISLAND     FIRE     UNDER- 
WRITERS  ASSOCIATION  OF  B.  C. 

President,    R.   E.    Brett;    vice-president,    R.    W. 
Douglas;  secretary  and  treasurer^  J.  L.  Noble. 
Annual  meeting  third  Friday  in  May. 


ASSOCIATION   OF  WESTERN   INSURANCE 
SUPERINTENDENTS  OF  CANADA. 

Chairman,  Colonel  E.  F.  Gunther;  secretary,  A. 
E.  Fxsher,  Saskatchewan. 


MAINLAND    FIRE    UNDERWRITERS    ASSO- 
CIATION OF  BRITISH  COLUMBIA. 

President,  Wm.  Thompson;  vice-president,  John 

LBftnfield;  secretary  and  treasurer,  Andrew  W. 

Annua]  meeting  seccmd  Friday  m  May. 


MONTREAL  FIRE   INSURANCE    BROKERS 
ASSOCIATION,    INC. 

President,  R.  L.  Charlton;  vice-presidents,  E. 
Hurtubise  and  P.  W.  A.  Burket;  treasurer,  R.  J. 
Wickham;  secretary,  Ernest  C.  Cole. 


Colorado. 

INSURANCE  FEDERATION  OF 
COLORADO. 

President,  Ho  I.  Boak,  Denver;  vice-presidents, 
W.  W.  Booth,  H.  T.  Lamey,  George  W.  Beck, 
B.  M.  McDonald;  secretarv,  Cyrus  K.  Drew,  Den- 
ver;  treasurer,  David  J.  Main,  Denver. 


COLORADO    ASSOCIATION   OF    INSUR- 
ANCE AGENTS. 

President,  David  J.  Main;  vice-president,  Chas. 
Bailey;  secretary  and  treasurer,  Max  S.  Schayer, 
Denver. 

Annual  meeting  in  September. 


DENVER  FIRE  INSURANCE  EXCHANGE. 

President,  F.  W.  Standart;  vice-president,  E.  P. 
Eppich;    secretary-treasurer,   J.    B.    Brown,    Jr. 

Connecticut. 

CONNECTICUT  ASSOCIATION  OF  INSUR- 
ANCE AGENTS. 

President,  John  J.  Fisher;  vice-presidents,  T. 
B.  Warren,  Bridgeport;  L.  u.  Rhmehart,  Stam- 
ford, and  James  L.  Case,  Norwich;  secretary  and 
treasurer.  J.  Richard  North,  New  Haven. 

Annual  meeting  in  October. 


FIRE  PREVENTION  ASSOaATION  OF 
CONNECTICUT. 

President,  A.  H.  BuUard,  Bridgeport;  vice- 
president,  Joseph  Keffelmeyer,  New  Haven;  secre- 
tary, S.  J.  Metager,  New  Haven;  treasurer,  Horace 
B.  Clark,  Hartford. 


HARTFORD  BOARD  OF  FIRE  UNDER- 
WRITERS. 
President,  Guy  E.  Beardsley;  vice-president,  F. 
F.   Small;   secretorjr,  W.   E.   Langdon,  11   Central 
Row,  Hartford;  assistant  secretary,  C.  W.  Sexton; 
treasurer,  C.  M.  Goddard,  Boston. 

Annual  meeting  on  the  second  Tuesday  in  Jan- 
uary. 


INSURANCE  INSTITUTE  OF  HARTFORD. 

President,  Robert  W.  Huntington,  Jr.;  vice- 
presidents,  Frederick  B.  Merrels;  H.  T.  Bur- 
dette;  H.  A.  Hopf;  secretary,  H.  P.  Dunham; 
assistant  secretary,  E.  H.  Adams;  treasurer, 
Dwight  North. 


BRIDGEPORT    FIRE     UNDERWRITERS    AS- 

SOCIATION. 

President,  W.   V.   Gamer*  vice-president,  J.  H. 
Crossley;  secretary,  Henry  R.  Greene. 
Annual  meeting  third  Wednesday  in  January. 


UNDERWRITERS    ASSOCIATION    OF    NOR- 
WICH, CONNECTICUT. 

President,  F.  I.  Royce;  vice-president,  J.  F. 
Parker;  secretary,  G.  B.  Dolbiare;  treasurer,  Wm. 
H.  Allen. 

.\nnual  meeting  second  Tuesday  in  December. 


NEW    BRITAIN    BOARD    OF    FIRE    UNDER- 

WRITERS. 

President,  D.  A.  Parsons:  vice-president,  E.  W. 
Schulz;  treasurer,  Wm.  G.  Dunn;  secretary,  £.  W. 
Sherwood. 

Annual  meeting  second  Thursday  in  January. 
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WILLIMANTIC     (CONN.)     BOARD   OF    FIRE 
UNDERWRITERS. 

President,  George  E.  Elliott:  sccrcUry.  William 
J.  Sweeney;  treasurer^  C.  S.  Goddard,  Boston. 
Annual  meeting  second  Tuesday  in  February. 


Florida. 

INSURANCE  FEDERATION   OF    FLORIDA. 

President,  Curtis  M.  Lowe,  Jacksonville;  vice- 
presidents,  E.  L.  Griffin,  Tampa;  Ellis  Knowles, 
Pensacola;  E.  F.  McVeigh,  Miami;  H.  T.  Drane, 
Lakeland:  C.  D.  Mills,  Jacksonville;  George  P. 
Morris,  Gainesville;  Walter  P.  Corbctt,  Jackson- 
ville; Louis  Z.  Baya,  Jacksonville;  M.  H.  Dancy, 
Jacksonville;  secretary,  W.  Malcolm  McCrory, 
Jacksonville. 


FLORIDA  LOCAL  UNDERWRITERS  ASSO- 

CIATION. 

President.  H.  J.  Drane.  Lakeland:  vice-presi- 
dents, A.  P.  Aveij,  St  Petersburg;  J.  E.  Crane, 
Tampa;  A.  W.  Palmer,  Jacksonville;  secretary 
and  treasurer,  D.   L.   Smith,  Arcadia. 

Annual  meeting  in  April. 


FLORIDA  FIRE  PREVENTION  SOCIETY. 
President,   E.   M.  Hafer;  yioe-president    T.   W. 
Haney;' secretary  and  treasurer,  Dorsey  T.  Davis. 


INSURANCE   FEDERATION    OF   GEORGIA. 

•  President,  W.  A.  Smith,  Atlanta;  vice-presi- 
dents, Alfred  C.  Newell,  Morris  Harris,  Macon; 
Dan  B.  Harris,  Atlanta;  B.  C.  Ray.  Arlington; 
John  J.  Cohen,  Jr.,  Augusta;  E.  N.  O'Bicme,  At- 
lanta; secretary,  John  M.  Harrison,  Atlanta; 
treasurer,  Cary  F.  ^aker,  Atlanta. 


GEORGIA  ASSOaATION   OF  FIRE  UNDER- 

WRITERS. 

President,  Frank  B.  West;  vice-presidents,  W. 
M.  Coney  and  Jno.  W.  Holmes;  secretary-treasurer, 
John  E.  Wilson^  Savannah. 

Annual  meeting  in  May. 


GEORGIA  LOCAL  UNDERWRITERS 
ASSOCIATION. 

President,  W.  M.  Coney,  Savannah;  vice-presi- 
dents, W.  C.  Pease,  Jr.,  Columbia,  and  R.  H. 
Drake.  Griffin;  secretary-treasurer,  E.  L.  Good- 
man, Savannah. 


GEORGIA  FIELD  CLUB. 

President,  Chas.  W.  Phillips;  vice-president,  A. 
L.  Brooks;  secretary,  Clarence  Reese. 


ATLANTA  INSURANCE  EXCHANGE. 

President,  Fred  W.  Cole;  vice-president,  Ruth- 
erford Lipscomb;  secretary  and  treasurer,  Coke 
Davis. 

Annual  meeting  third  Tuesday  in  January. 


COLUMBUS   FIRE    INSURANCE    EX- 
CHANGE. 

President,  R.  P.  Spencer,  Jr.;  vice-president, 
M.  R.  Floumey;  secretary  and  treasurer,  F.  W. 
Armour. 

Annual  meeting  second  Thursday  in  December. 


MACON    FIRE    UNDERWRITERS     ASSOCIA- 

TION. 

President,  E.  B.  Harrold;  yice-president,  W.  H. 
Berks;  secretary  and  treasurer,  Henry  Harris. 
Annual  meeting  in  February. 


BOARD    OF   FIRE   UNDERWRITERS    OF 
SAVANNAH. 

President.  W.  M.  Coney;  vice-president,  H.  L. 
Daniel;  secretary  and  treasurer,   E.   L.   Goodman. 
Annual  meeting  last  Tuesday  in  June. 


Hawaii. 

BOARD  OF  FIRE  UNDERWRITERS  OF  THE 
TERRITORY  OF  HAWAII. 

President,  J.  A.  Oilman:  vice-president,  B.  Von 
Damm-  secretary,  A.  R.  Gurrey.  Honolulu;  treas- 
urer,  Bishop  Insurance  Agency. 

Annual  meeting  third  Thursday  in  July. 


Idaho. 

INSURANCE  FEDERATION  OF  IDAHO. 

President,  Herman  J.  Rossi,  Wallace;  vice-presi- 
dents, Edward  S.  Chadwick,  Boise;  C.  F.  Kut- 
newsky,  Boise;  C.  S.  Beebe,  Blackfoot;  O.  M. 
Harvey,  Weiser;  A.  J.  Peavy,  Twin  Falls;  secre- 
tary, Frank  J.  Ensign,  Boise;  treasurer,  W.  R. 
Wilkerson,  Caldwell. 

Illinois. 

INSURANCE  FEDERATION    OF   ILLINOIS. 

President,  Donald  M.  Wood,  Chicago;  vice- 
presidents,  H.  G.  Badgerow,  Chicago;  R.  W. 
Troxell,  Springfield:  C.  F.  Hildreth,  Freeport; 
secretary-treasurer,  Geo.  S.  Valentine,  Chicago. 


ILUNOIS    ASSOCIATION    OF    LOCAL    FIRE 
INSURANCE  AGENTS. 

President,  N.  W.  Tomblin,  Kankakee;  vice-presi- 
dents, C.  J.  LeMessurier,  E.  R.  Partlow  and  J.  C 
Steck;  secretary-treasurer,  H.  A.  Morgan,  Alton, 
111. 

Annual  meeting  in  September;  semi-annual  in 
February. 

ILLINOIS   STATE  BOARD   OF   FIRE 
UNDERWRITERS. 

President,  William  J.  Nolan ;  vice-president,  Rob- 
ert C.  Hosmer;  secretary  and  treasurer,  Miss  E.  E. 
Edwards.  Insurance  Exchange,   Chicago. 

Annual  meeting  last  week  m  June. 


ILLINOIS  STATE  FIRE  PREVENTION 
ASSOCIATION. 

President,  T.  M.  Hogan;  vice-president,  H.  M. 
Simmer;  secretary  and  treasurer,  J.  A.  Mavon.  175 
West  Jackson  Blvd.,  Chicago. 


ILLINOIS  ASSOCIATION  OF  MUTUAL  FIRE 
&  WINDSTORM  INSURANCE  COMPANIES. 

President,  A.  S.  Turner,  Winona;  vice-president, 
Lovcjoy  Johnson,  Stillman  Valley;  secretary.  R. 
C.  Hanlon,  Woodhull;  treasurer,  J.  N.  Hosford, 
Hamilton. 

Annual  meeting  in  January. 


ILUNOIS   FIELD  CLUB. 

President,  Dan  F.  Smith;  vice-presidents,  George 
A.  Brown  and  Fred  Hess;  secretary  and  treasurer, 
Geo.   A.  Brown. 

Annual  meeting  June  28  and  24. 


ILLINOIS  INSPECTION  BUREAU. 
Frank  H.  Jones,  publislier,  First  National  Bank 
Bldg.,  Chicago. 

COOK  COUNTY  ASSOCIATION  OF  RECORD- 
ING FIRE  INSURANCE  AGENTS. 

President^  Walter  G.  Davis;  vice-president,  Ed- 
ward Watkins;  secretary,  N.  W.  Birkoff;  treat- 
urer,  John  C.   Schuett. 

Annual  meeting  second  Monday   in  January. 
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ALTON  BOARD  OF  FIRE  UNDERWRITERS. 

President,    A.    E.    Ernst;    vice-president,   J.    B. 
Maxfield;   secretary  and  treasurer,  J.  A.  Gebeim. 

Anniaal  meeting  in  November. 


CHICAGO  BOARD  OF  UNDERWRITERS. 

Pnsident,  H.  G.  Buswell;  vice-president,  B.  F. 
Rogers;  secretary,  R.  N.  Trimingham,  Insurance 
Easchange;   treasurer,   Geo.   S.   Haaldll. 

Aannal  meeting  second  Thursday  in  Januarj. 


UNDERWRITERS  CLEARING  HOUSE. 

Manager,  secretary  and  treasurer,  P.  N.  Cutler, 
tllS   Insurance    Exchange,    Chicago. 


AUTOMOBILE  UNDERWRITERS  BOARD  OF 

COOK  COUNTY. 

President,  A.  T.  Graham;  vice-president,  C  E. 
RoUtns;  secretary,  F.  J.  Sauter;  treasurer,  H.  V. 
Burrows. 

Annual  meeting  February  1. 


CHICAGO  BOARD  OF  FIRE  INSURANCE 

BROKERS. 

President,  H.  A.  Eschenburg:  vice-president, 
Mrs.  Sara  Steenberg;  secretary,  Hugo  Dalmar,  16S 
La  Salle  street;  treasurer,  W.  H.  Rose. 

Annual  meeting  on  the  second  Wednesday  in 
January. 

INSURANCE  BROKERAGE  ASSOOATION. 

President,  D.  F.  Carpenter;  vice-president, 
Alion  Ew  Bahr;  secretary.  Jay  W.  Butler,  Insur- 
ance Exchange;  treasurer,  G.  A.  Seavems. 

Annual  meetmg  third  Wednesday  in  January. 


FIRE  INSURANCE  CLUB  OF  CHICAGO. 

President.  C.  G.  Whipple;  vicenpresident,  W.  E. 
McCuIlottgn;  secretary,  R.  B.  Howe,  Insurance 
Exchange;  treasurer,  H.  A.  Packard. 

Annual  meeting  second  Tuesday  in  December. 


GALESBURG   LOCAL    BOARD    OP   FIRE 
UNDERWRITERS. 

President,  L.  W.  Sanborn;  secretary  and  treas- 
urer, F.  S.  Bartlett. 
Annual  meeting  in  September. 


KANKAKEE  BOARD  OF  FIRE  UNDER. 

WRITERS. 
President,  £.  D.  Caulkins;  vice-president,  Peter 
Lafiad;  secretsry  and  treasurer,  Shirley  Moisant. 
Annual  meeting  in  October. 


SPRINGFIELD    UNDERWRITERS  ASSOaA- 

TION. 

President,   William   Booth*   vice-president,   Geo. 
J.  Bellersheim;  secretary  ana  treasurer,  ChM.  Ap- 


plevard. 
An 


nual  meeting  second  Monday  in  October. 


INSURANCE  FEDERATION  OF  INDIANA. 

President,  William  E.  Barton,  Indianapolis; 
vice-presidents,  H.  M.  Smith,  Terre  Haute;  C  W. 
Orr.  Ft.  Wayne;  H.  F.  Johnson,  South  Bend:  F. 
M.  Lukens,  Evans ville;  secretarf,  G.  Edgar  Tur- 
ner, Indianapolis;  treasurer,  S.  S.  Kiser,  In- 
dianapolis. 

INDIANA    ASSOaATION   OF   UNDER- 
WRITERS.    (Union  Companies.) 


INDIANA   STATE   FIRE    PREVENTION 
ASSOCIATION 

President,  James  A.  Bawden,  Indianapolis; 
vice-president,  E.  A.  Loop,  Warsaw;  secreUry- 
treasurer,  Frank  G.  Herman,  Indianapolis. 

INDIANA    ASSOCIATION    OF   LOCAL    FIRE 
INSURANCE    AGENTS. 

President,  Joseph  Bruns.  New  Albany;  rice-presi- 
dents^ A.  G.  Greene,  H.  D.  Ridenour,  W.  G. 
Harrison,  Anthony  Hassmer.  H.  M.  Smith,  R.  F. 
Scudder,  Fred  Gregory,  J.  D.  Milteaberger,  Jacob 
V.  Derrick,  T.  M.  McBeth,  J.  H.  Rhoades,  John 
A.  Jones,  John  J.  Schindler;  secretary  and  treas- 
urer, E.  T.  Blue. 

Annual  meeting  set  by  executive  committee. 

INDIANA  FIELD  CLUB. 

President,  J.  W.  Reed;  vice-president,  H.  C 
Upham;  secretary,  F.  B.  Clarke,  Indianapolis; 
treasurer,  Chas.  F.  Ensle. 

Annual  meeting  thira  Monday  in  December. 


FIRE   UNDERWRITERS  ASSOCIATION  OF 

INDIANA. 

President.    James    M.    Larmore;    vice-president, 
Wm.  M.  Shaw;  secretary.  W.  P.  Benton. 
Annual  meeting,  first  Tuesday  in  December. 


FIRE  PREVENTION  CLUB  OF  INDIANA. 

President,   John    Stone;    vice-president,   H.   W. 
Boyd;  secreUry  and  treasurer,  D.  B.  Bennett. 


MUTUAL  INSURANCE   COMPANIES 
UNION  OF  INDIANA. 

President,  E.  McKnight,  Heltonville;  vice-presi- 
dent, F.  H.  Yundt,  Mulbmy;  secretary  and  treas- 
urer, H.  H.  Nowlin,  Lawrenceburg. 

Annual  meeting  January  4  and  6,  1917. 


INDIANAPOUS     FIRE   INSURANCE     CLUB. 

President,  Thomas  Stein.  Jr.;  vice-president, 
Wm.  Seyler:  secretary  and  treasurer,  Ross  A. 
Moore,  116  E.  Market  street 


INDIANAPOUS  FIRE  INSURANCE  AGENTS 

ASSOCIATION. 

President,  O.  J.  Smith;  vice-president,  A.  E. 
Uhl;  secretary,  Colin  E.  King:  treasurer,  Edwin 
Hill. 

Annual  meeting,  second  Tuesday  in  January. 


INDIANA  INSPECTION  BUREAU. 
Publisher,  E.  M.  Sellers,  Indianapolis. 


INDIANA  INSURANCE  SOCIETY. 

President,  D.  P.  Barrett;  vice-president,  J.  W. 
Kirkpatrick;  secretary-treasurer,  J.  J.  ReiUy,  In- 
dianapolis. 


Iowa. 

INSURANCE  FEDERATION  OF  IOWA. 

President,  J.  H.  Jameson^  Des  Moines;  vice- 
presidents,  E.  R.  Moore,  Cedar  Rapids;  N.  J. 
Schrups,  Dubuque;  Sidnev  A.  Foster,  Des 
Moines;  secretary,  Joel  Tuttle,  Des  Moines; 
treasurer,   F.   L.  Miner,   Des  Moines. 


IOWA  MUTUAL  TORNADO  INSURANCE 
ASSOCIATION. 

President,  N.  Densmore;  vice-president,  Alex. 
Hartley;  secretary,  J.  B.  Harriman;  treasurer, 
John  Cooper,  Boone. 

UNDERWRITERS  CLEARING  HOUSE. 

Manager,  P.  N.  C  :Ier,  Insurance  Exchange,  Chi- 
cago, III. 
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IOWA   FARMERS   MUTUAL   RE-INSURANCE 

ASSOCIATION. 

President,  P.  J.  Shaw;  vice-president.  Jno. 
Evans;  secretary  and  treasurer,  J.  E.  Brooks, 
Greenfield. 

Annual  meeting  in  November  of  each  year. 


IOWA   INSPECTION    BUREAU. 
Manager,  K.  L.  Walling,  Des  Moines,  la. 


IOWA    STATE    CONVENTION    OF    CO-OPER- 
ATIVE  INSURANCE  ASSOCIATIONS. 

President,  E.  D.  Y.  Culbertson,  Fairfield;  vice- 
president,  S.  A.  Converse,  Cresco,  la.;  secretary 
and  treasurer,  F.  W.  Vandruff,  Council  Bluffs. 

Annual  meeting  second  Tuesday  in  November. 


IOWA  STATE  FIRE  PREVENTION  ASSO- 
CIATION. 

President,  Ed.   H.   Smith;  vice-president,   J.  C. 
Stuart;  secretary  and  treasurer,  F.  E.  Hathorn. 
Annual  meeting  third  Friday  in  October. 


IOWA   ASSOCIATION    OF    LOCAL   INSUR- 
ANCE  AGENTS. 

President,  Frank  H.  Binder;  vice-presidents,  L. 
W.  Anderson,  John  Hyncs,  John  I,  Lutz,  E.  M. 
Williams,  W.  M.  Clark,  J.  E.  Jameson,  G.  M. 
Woodbury,  Leo  Fitz,  C.  M.  Young;  secretary- 
treasurer,  H.  E.  Weatherwax,  Waterloo. 

Annual  meeting  in  June. 


DES    MOINES    UNDERWRITERS    ASSOCIA- 

TION. 

Presideat,  B.  F.  Kauffman:  vice^presidenta,  W. 
C  Ballard,  George  W.  Woodbury;  secretary,  W. 
T.  Sowers;  treasurer,  A.  J.  Verran. 


Kansas. 

THE  INSURANCE  FEDERATION   OF 

KANSAS. 

President,  Luther  C.  Bailey,  Topeka;  vice-presi- 
dents, W.  B.  Gasche,  J,  W.  Graybill,  J.  C.  O. 
Morse;  secretaxy,  Russell  A.  Algire;  treasurer, 
Chas.  A.  Moore. 


KANSAS  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President.  R.  P.  Cravens,  SalJna;  vice-presi- 
dents, W.  E.  Griffith,  Charles  Schafner;  secretary, 
F.  R.  Fitzpatrick,  Salina;  treasurer,  C.  S.  Elliott, 
Topeka. 

Annual  meeting  in  February. 


KANSAS  STATE  FIRE  PREVENTION 
ASSOCIATION. 

President,  Chas.  F.  Hardy;  vice-president  S.  F. 
Woolard;  secretary-treasurer,  F.  L.  Britton,  To- 
peka. 

Annual  meeting  third  Tuesday  in  November. 


KANSAS  STATE  ASSOCIATION  OF  MUTUAL 
INSURANCE  COMPANIES. 

President,  W.  B.  Gasche,  Topeka,  Kan.;  vice- 
president,  H.  F.  Harbaugh,  South  Haven,  Kan.; 
secretary  and  treasurer,  A.  J.  Shaw,  McPherson, 
Kan. 

Annual  meeting  in  December. 


THE  KANSAS  INSPECTION  AND  FIRE  PRE- 
VENTION    OFFICE. 

Proprietor  and  manager,   Charles   E.    Eldridge, 
Topeka. 

INSURANCE    FEDERATION     OF     SEDG- 
WICK   COUNTY 

President,    B.    H.    Timmons;    secretary.    H.    R. 
Johnston;  treasurer,  John  C.  Kelly,  Wicnita. 


KANSAS    CITY     INSURANCE    AGENTS 
ASSOCIATION 

President,  Walter  J.  Bates:  vice-president, 
August  Taiser;  treasurer,  Wm.  B.  Johnson;  sec- 
retary,  Wm.   J.   Campbell. 


Kentucky. 

INS.   FEDERATION   OF  KENTUCKY. 

President,  T.  Morton  Morris,  Louisville;  vice- 
presidents,  Thos.  C.  Timberlake,  Louisville;  Paul 
M.  Moore,  Earlington;  J.  W.  Schorr,  Louisville; 
S.  B.  Moxley,  Shelbyvilie;  Gustav  Starr,  Hender- 
son; secretary-treasurer,  T.  Carter  Tiller,  Louis- 
ville. 


KENTUCKY  FIRE   UNDERWRITERS 
ASSOCIATION. 

President,  A.  I.  Macpherson;  vice-president, 
David  Caldwell;  secretary  and  treasurer,  Milton 
C.    Miller,    Louisville. 

Annual  meeting  in  November. 


i 


KENTUCKY  ASSOCIATION  OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  Carll  S.  Herdman,  Bowling  Green; 
vice-presidents,  Paul  M.  Moore,  EafKngton,  Ky.; 
W.  K.  Fisher,  Carrollton,  Ky. ;  W.  P.  Hummel, 
Paducah.  Ky. ;  secretary  and  treasurer,  M.  C. 
Meller,  Louisville. 

Annual  meeting  in  May. 


KENTUCKY   STATE   FIRE  PREVENTION 
ASSOCIATION. 

,  President,  W.  J.  Gilsdorf;  vice-president,  L.  C. 
Riker;  secretary-treasurer.  M.  C.  Miller,  Louis- 
ville. 


KENTUCKY  ACTUARIAL  BUREAU. 
Manager,  Clem  E.  Wheeler,  Louisville. 


BOARD  OF  FIRE  UNDERWRITERS  OF 
NORTHERN  KENTUCKY. 

President,  John  Schupp,  Newport;  secretary,  L. 

J.  Droege,  Covington;  treasurer,  John  R.  BullocJc 

Annual  meeting  second  Wednesday  in  January. 


LOUISVILLE  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  Thos.   S.    Dugan;  vice-president,   H. 
V.  Davis;  secretary,  Milton   C.   Miller. 
Annual  meeting  second  Wednesday  in  January. 


Louisiana. 

INSURANCE  FEDERATION  OF 
LOUISIANA. 

President,  Henry  Rightor.  New  Orleans;  vice- 
presidents,  T.  W.  Alexander,  Alexandria;  Howard 
rrcscott,  Shreveport;  M.'T.  Hartson,  New  Or- 
leans; J.  H.  Percev,  Baton  Rouge;  H.  G.  Prohbit, 
Monroe;  John  L.  Wasey.  Lake  Charles;  secretary, 
Emile  V.  Stier,  New  Orleans;  treasurer,  C.  H. 
Black,  New  Orleans. 


LOUISIANA  AND  MISSISSIPPI  FIELD 
UNDERWRITERS  ASSOCIj\TION. 

President,  T.  H.  Higinbotham;  vice-president, 
Albert  Haltiwanger;  secretary-treasurer,  Fred  L. 
Seaman,  New  Orleans. 


LOUISIANA    FIRE    PREVENTION    BUREAU. 

President,   Lucien   Monrose,  Jr.;   vice-president, 
Alonzo  Church;  secretary,   Sol   Bloodwortb,  New 
Orleans. 
I       Annual  meeting  October. 
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NEW     ORLEANS     FIRE     INSURANCE 
EXCHANGE 

President,  M.  J.  Hartson  •  vice-president,  R. 
Vallon;  secretary,  Taylor  Rowland;  treasurer, 
Charles  Samuel. 


MAINE  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE   AGENTS    (PORTLAND.    ME.). 
President,    W.   J.   Wheeler;   vice-presidento.  W. 
F.  Curian,  F.  O.  Martin  and  G.  E.  Uuskins;  sec- 
retary and  treasurer,  A.  L.  Ome,  Rockland. 
Annnal  meeting  at  call  of  executive  committee. 


CUMBERLAND  COUNTY  BOARD  OF  FIRE 
UNDERWRITERS  (PORTLAND.  ME.). 

President.  Thos.  J.  Little:  vice-presidents.  Nor- 
man  Libby  and  Albert  B.  Hall;  secretary  and  treas^ 
urer,  Herbert  A.  Harmon.  57  Exchange  street. 

Annnal  meeting  first  Tuesday  after  the  first 
Monday  in  January  in  .each  year. 


Maryland. 

MARYLAND  ASSOCTATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Chas.  E.  Goodwin.  Westminster:  vice- 
presidents,  W.  T.  Shackleford  and  W.  H.  Gibson; 
secretary  and  treasurer,  T.  M.  Anderson,  Sykes- 

ville. 
Annual   meeting  in   February. 


ASSOCIATION  OF  FIRE  UNDERWRITERS 
OF  BALTIMORE  CITY. 

President.  Henry  M.  Warfield';  vice-president, 
Wm.  Cunningham;  secretary,  Manager  John  H. 
Kenney;   treasurer,   Marion   K.   Burch. 

Annual  meeting  second  Tuesday  in  January. 


Massachusetts. 

MASSACHUSETTS    MUTUAL    FIRE   INSUR- 
ANCE UNION. 

President,  Alfred  H.   Nash;  vice-presidents,   C. 
A.  Howland  and  E.  L.  Sanders. 
Annual  meeting  in  September. 


MASSACHUSETTS  ASSOCIATION    OF   IN- 
SURANCE  AGENTS. 

President.  C.  F.  Wilson,  Fitchburg:  vice-presi- 
dentSL  F.  S.  Hamlin,  E.  F.  Woods,  T.  H,  Ray- 
mond, Thos.  Kilbcrt,  F.  A.  Norton.  W.  P.  Mc- 
pherson, W.  S.  Shaw;  secretary  and  treasurer, 
Fred  E.  Warner,  Salem. 

Annual  meeting  in  October. 


BOSTON  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President.  Frank  A.  Dewick;  vice-president, 
James  H.  Carney;  secretary  and  treasurer,  F.  E. 
Cabot,  66  Kilb/  street,  Boston. 

Annual  Beetmg  second  Tuesday  in  November. 


BOARD    OP    FIRE    UNDERWRITERS    OF 
THE  METROPOLITAN  DIST.   (BOSTON). 

President,  C.  Fred  Pierce,  Cambridge;  vice- 
president,  Fred  I.  Robinson,  Waltham:  secretary 
and  treasurer,  Theodore  H.  Raymond,  Cambridge. 

Annual  meeting  third  Tuesday  in  January. 

INSURANCE   LIBRARY   ASSOCIATION   OF 

BOSTON. 

President,  Gavle  T.  Forbush;  clerk  and  treas- 
urer. Edward  C.  Brush;  librarian,  D.  N.  Handy. 
141  Milk  street. 

Annual  meeting  Friday  after  second  Saturday  in 
January. 


BROCKTON  FIRE  UNDERWRITERS  ASSO- 
CIATION. 

President,  Warren  S.  Shaw;  vice-president.  J. 
H.  Gordon;  secretary.  Willard  F,  Jackson;  treas- 
urer. B.  M.  Fullerton. 

Annual  meeting  first  Monday  in  June. 


CAMBRIDGE   BOARD    OF   FIRE   UNDER- 
WRITERS. 

President,  T.  H.  Raymond;  vice-president,  Wm. 
B.  McCoy;  secretary  and  treasurer,  W.  E.  Cherry, 
596  Massachusetts  avenue. 

Annual  meeting  in  April. 


LYNN  BOARD  OF  UNDERWRITERS. 

President,  James  Cotter;  vice-president.  Fred  C. 
Norris;  secretary.  Frank  A.  Smith,  145  Monroe 
street,  Lynn;  treasurer,  Wm.  H.  Otis. 

Annual  meeting  first  Tuesday  in  June. 


NEW  BEDFORD  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  John  W.  Paul;  vice-president.  Clifton 
H.  Cornish;  treasurer,  Geo.  A.  York;  secretary, 
Henry  M.  Slade. 

SPRINGFIELD   BOARD   OF   FIRE    UNDER- 
WRITERS. 

President,    W.    I.    Davis;    vice-president,    E.    J. 
Dexter;  secretary  and  treasurer,  G.  Herbert  Ide. 
Annual  meeting  second  Monday  in  May. 


WORCESTER  BOARD  OF  UNDERWRITERS. 

President,  L.  C.  Thurston;  vice-presidents,  G. 
A.  Park  and  Wm.  P.  McPherson;  secretary  and 
treasurer,  Charles  S.  Park,  4  Barton  Place,  Worce- 
ster. 

Annual  meeting  last  Tuesday  in  April. 


INSURANCE  BROKERS   ASSOCIATION  OF 
MASSACHUSETTS. 

President,  S.  R.  Barton;  vice-president,  Pres- 
cott  Chamberlain;  secretary,  E.  M.  Peters,  20 
Kilby  street,  Boston;  treasurer,  G.  A.  Wellington. 

Annual  meeting  third  Tuesday  in  October. 


Michigan. 

INSURANCE  FEDERATION  OF  MICHIGAN. 

President,  James  M.  Crosby,  Grand  Rapids; 
vice-presidents,  J.  K.  Livingston,  Detroit;  Grant 
Slocum,  Detroit;  William  A.  Watts.  Grand 
Rapids;  R.  Perry  Shorts,  Saginaw;  H.  V.  Uping- 
ton,  Detroit;  secretary,  Mark  T.  McKee,  Detroit; 
treasurer,  C.  L.  Raymond,  Detroit. 


MICHIGAN     ASSOCIATION     OF    INSUR- 
ANCE   AGENTS. 

President,  Vet.  S.  Maloney,  Cheboygan;  vice- 
presidents.  B.  P.  Barnes.  Manistee:  Leo  K. 
Hennes,  Detroit;  Max  Lange,  Muskegon;  W. 
Corbin  Douglas,  Houghton;  Chas.  E.  Boyland, 
Grand  Rapids :  James  A.  Reynolds,  Jackson; 
secretary  and  treasurer,  W.  A.  Eldridge,  15  At- 
water  street.  West  Detroit. 

Annual  meeting  in  August. 


MICHIGAN    INSPECTION    BUREAU. 

Mansger,  Elliott  Middleton,  Detroit;  Engineer, 
W.  E.  Flickinger,  Detroit;  branch  managers,  T. 
D.  Hall,  Detroit;  N.  C.  Lowe,  Tackson;  L.  E. 
Osborne,  Grand  Rapids;  R.  A.  Moore,  Saginaw; 
H.  W.  Trembath.  Negaunee;  L.  H.  Dabbert,  Kal- 
amazoo; F.  D.  Curtis,  Traverse  City. 


MICHIGAN   FIELD    CLUB. 

President,  Frank  L.   Weaver;  vice-president.  A- 
C.  Mack;  secretary,  G.  P.  Kessberger,  Detroit. 
Annual  meeting  second  Monday  in  November. 
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MICHIGAN  STATE  FIRE  PREVENTION 
ASSOCIATION. 

President,  O.  D.  Wiche;  vice-president,  F.  L. 
Weaver;  secreUry-treasurer,  M.  M.  Hawxhurst, 
Detroit. 

Annual  meeting  second  Monday  in  May. 

FIRE  UNDERWRITERS  OF  THE  CITY  OF 

DETROIT. 

President,  Joseph  P.  Goodrich;  vice-president, 
Leo.  K.  Hennes;  secretary,  Alfred  Bundark,  86 
Home  Bank  Building;  treasurer,  Harry  B.  Page. 

Not  active. 


BAY    CITY   UNDERWRITERS    CLUB. 

President,  G.  H.  Ames;  vice-president,  las. 
Lewis;  secretary,  £.  Van  Tuyl;  treasurer,  Wm. 
Murphy. 

Annual  meeting  first  Tuesday  in  December. 

JACKSON     (MICH.)     ASSOCIATION     OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  W.  W.  Wright;  vice-president,  James 
A.  Reynolds;  treasurer,  Lucerne  Patch;  secre- 
tary, Qaud  Kilmer. 

MICHIGAN   UNDERWRITERS 
ASSOCIATION 

President,  H.  O.  Benedict;  vioc-presiden^  F.  T. 
Macomber;  secretary  and  treasurer,  L.  S.  Fletcher. 
Annual  meeting  in  June. 

FIRE   UNDERWRITERS    CLUB    OF 
SAGINAW. 

President,   Wm.    Wallace;   vice-president,   Wm. 

F.  Hemmeter;    secretary    and    treasurer,    Edwin 
Kersten. 

Annual  meeting  second  Thursday  in  December. 

STATE  ASSOCIATION  OF  MUTUAL  INSUR- 
ANCE   COMPANIES   OP   MICHIGAN. 

President,  F.  G.  Rix,  Dowagtac;  vice-president, 

G.  L.  Hojrt,  Ann  Arbor;  secretary  and  treasurer, 
J.  E.  Taylor,  Belding. 

Annual  meeting  second  Tuesday  in  February. 

FIRE  UNDERWRITERS  CLUB  OF  GRAND 

RAPIDS. 

President,  Frank  G.  Row;  vice-president,  Chas. 
£.  Boyland;  secretary,  £.  M.  Craft;  treasurer,  G. 
F.  Beneis. 

Annual  meeting  last  Tuesday  in  October. 


Minnesota. 

INSURANCE  FEDERATION  OF 
MINNESOTA. 

President,   Theodore  Williams,   Mankato:   vice- 

S residents,  Alex  Cainpbell,  Minneapolis:  W.  S. 
IcCurdy,  St  Paul;  Byron  H.  Timberlake,  Min- 
neapolis; R.  M.  Neely,  St..  Paul:  Z.  H.  Austen, 
Minneapolis;  J.  H.  Murphy,  St.  Paul:  CX  I.  Bux- 
ton, Owatonna;  Andrew  French,  St  Paul:  G.  F. 
Krumdick.  Minneapolis;  secretary,  F.  C  Wynne, 
Minneapolis;  treasurer,  J.  M.  Harrison,  Mtn- 
neapolis. 

MINNESOTA  AND  NORTH  DAKOTA  FIRE 
UNDERWRITERS. 

President,  Byron  K.  Cowles:  vice-president  R. 
W.  Schemmell;  secretary,  £.  S.  Latta;  treasurer, 
W.  H.  Zingg. 

Annual  meeting  in  June. 

STATE   ASSOCIATION   OP  FARMERS   MU- 

TUAL  INSURANCE  COMPANIES  OF 

MINNESOTA  (ST.  PAUL). 

President  Ole  Peterson.  Mankato;  vice-presi- 
dent A.  E.  Anderson,  Cottonwood;  secretary,  A. 
D.  Stewart.  Redwood;  treasurer,  A.  E.  Leonard, 
Spring  Valley. 

Annual  meeting  second  Tuesday  in  January. 


MINNESOTA  ASSOCIATION  OF  INSURAXCt 

AGENTS. 

President,  A.  F.  Pray,  Minneapolis;  vice- 
presidents,  L.  J.  Rocholl,  J.  S.  Whiucre,  P.  Ca- 
pritz  and  Ora  Clark;  secretary  and  treasurer,  W. 
H.  Hart,  St  Paul. 

Annual  meeting  in  August 


MINNEAPOLIS  BOARD   OF  FIRE  UNDER- 
WRITERS. 

President  F.  H.  Wagner;  vice-president  Alex- 
ander Campbell;  secreUr^  and  treasurer,  James 
P.  Thomson,  418  Hennepm  avenue. 

Annual  meeting  first  Tuesday  in  June. 


GENERAL  INSPECTION  COMPANY. 

Manager,  Walter  I.  Fisher;  assistant  manager, 
Charies  J.  Lund,  Plymouth  Bldg.,  Minneapolis. 
Branch  ofiices:   St  Paul,  E.  A.  Ritt,  district  man- 


MINNEAPOLIS  UNDERWRITERS  ASSO- 
CIATION. 

President  John   Hoppin;  vice-president    F.    A. 
Mannen;  secretary  and  treasurer,  Jacob  Stone. 
Anntud  meeting  second  Monday  in  January. 


THE   INSURANCE  EXCJHANGE  OF   ST. 
PAUL  MINN. 

President  John  Townsend;  vice-president  L.  G. 
Casserly;  secretary  and  treasurer,  W.  S.  Gilliam, 
Pioneer  Bldg. 

Annual  meeting,  second  Tuesday  in  January  of 
each  year. 


Mississippi 

MISSISSIPPI    UNDERWRITERS    ASSOCIA- 

TION. 

President  E.  H.  Reber,  Fayette;  vice-i>resi- 
dent  R.  L.  Bettv,  West  Point;  secretary  mrd 
treasurer,  J.  K.  Moore,  Vicksburg. 

Annual  meeting  in  May. 


MISSISSIPPI    INSPECTION    AND   AD- 
VISORY RATING  COMPANY. 

President,  A.  A.  Weille;  secreUry,  J.  T.  Robert- 
son, Vicksburg. 


Missouri. 

INSURANCE  FEDERATION  OF  MISSOURI. 

President  Clyde  A.  Bissett:  vice-presidents, 
George  L  Dyer,  St  Louis;  Charles  H.  Ridge- 
way,  Kansas  City;  }.  Elmer  Ball.  Moberly:  W. 
T.  Grant  Kansas  City;  secretary-treasurer,  O.  P. 
Rutledge,   St  Louis. 


MISSOURI   ASSOCIATION  OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President  L.  H.  Stubbs,  St  Joseph,  Mo.;  vice- 
presidents,  W.  D.  Hemingway.  Walter  J.  Bayles ; 
secretary  and  treasurer,  Lyle  Stephenson. 

Annual  meeting  in  June. 


MISSOURI  INSPECTION  BUREAU. 

Managers,  J.  A.  Waterworth  and  H.  M.  Hess; 
Kansas  City  office,  F.  J.  l«etter,  manager;  W.  C. 
Browne,  actuary. 

MISSOURI    FIRE    PREVENTION    ASSO- 
CIATION. 

President,  Chas.  A.  Proudfit;  vice-president  W. 
C.  Brown,  Kansas  City;  secretary  and  treasurer. 
W.  G.  Shipe.  N.  Y.  Life  Bldg.,  St  Louis.  Mo. 

Annual  meeting  first  Tuesday  in  October. 
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MISSOURIKANSAS    FIELD    CXUB. 

President,  Raynolds  Bamiam;  secretary,  C  W. 
Wood. 


KANSAS    CITY    (MO.)   FIRE  INSURANCE 
AGENTS    ASSOCIATION. 

Ptesident,  R.  L.  Stewart ;  vice-president,  J.  H. 
Johnson;  treasurer,  E.  P.  Pratt;  secretary,  F.  D. 
Glm-c.  (38  Rialto  Bldp;. 

Annual  meeting  third  Tuesday  in  December. 

ST.   LOUIS  FIRE  PREVENTION   BUREAU. 

President,  H.  M,  Blossom;  Tice-president,  F. 
H.  Kreismann;  secretary,  Albert  H.  Schwarz; 
treasurer,  C.  J.  Kehoe. 

Annual  meeting  third  Tuesday  in  February. 


ST.   LOUIS  FIRE  UNDERWRITERS 
ASSOCIATION. 

President,  F.  H.  Kreismann;  vice-president,  C. 
L.  Crane;  secretary,  F.  C.  Case;  treasurer,  C.  J. 
Kehoe. 


UNDERWRITERS    SALVAGE  CORPS, 
ST.   LOUIS. 

President,  F.  C.  Case:  vice-president,  F.  H. 
Kreismann;  secretary  and  treasurer,  B.  G.  Chap- 
man,  Jr. 

Annual  meeting  third  Thursday  in  March. 


Montana. 

INSURANCE  FEDERATION  OF  MONTANA. 

President.  J.  H.  Burlingame,  Great  Falls:  vice- 

riident,  A.  T.  Morgan,  Butte;  secretary,  George 
Conway,  Helena. 

MONTANA  ASSOCIATION  OF   LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  H.  G.  Pickett,  Butte;  vice-president, 
Geo.  P.  Wellsome;  secretary  and  treasurer,  E.  L. 
F.naign,  Butte. 

Annual  meeting  third  Saturday  in  July. 

Nebraska. 

NEBftASKA  ASSOCIATION  OF  LOCAL  "^ 
INSURANCE  AGENTS. 

President,  A.  Barney,  Kearney;  vice-presidents, 
W.  L.  White,  Geo.  Cowton  and  J.  W.  Guthrie; 
secretary  and  treasurer,  Frank  T.  B.  Martin, 
Omaha. 

Annual  meeting  fixed  from  year  to  year. 

NEBRASKA  STATE  FIRE  PREVENTION 
ASSOCIATION. 

President,  E.  D.  McCall;  vice-president,  Chas. 
U.  Hendrickson;  secretary  and  treasurer,  F.  M. 
Pond;  assistant  secretary,  EL  R.  Pratt. 

Annual  meeting  in  September. 

NEBRASKA  INSPECTION  BUREAU. 

G.  E.  Nichols,  publisher,  101*102  McCague 
Bldg.,  Omaha,  Neb. 


OMAHA    FIRE    INSURANCE    AGENTS    EX- 
CHANGE. 

President,  F.  T.  B.  Martin:  vice-president,  F. 
J.  Haskell;  secretanr,  W.  H.  Dale,  Fifteenth  and 
Dodge  streets,  Omaha;  treasurer,  L.  C.  Sholen. 

Annual  meeting  second  Wednesday  in  January. 


N^evada. 

INSURANCE  FEDERATION  OF  NEVADA. 

President,  C.  R  .Carter;  vice-presidents,  Robert 
Carlson,  Reno;  Miles  E.  North,  Reno;  secretary, 
A-  J.  Mergen,  Reno;  treasurer,  J.  H.  Stotesbury, 
Reno. 


New  Hampshire. 

NEW  HAMPSHIRE  BOARD  OF  UNDER- 

WRITERS. 

President,  A.  F.  Howard;  vice-president,  F.  W. 
Sargeant;  secreUrv,  Eugene  P.  Nute,  Concord; 
treasurer.  Walter  Williamson. 

Annual  meeting  on  the  first  Tuesday  in  March. 


NEW    HAMPSHIRE    ASSOCIATION    OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  L.  C.  Merrill,  Concord;  vice-presi- 
dents, George  N.  Kent  Lancaster,  D.  W.  Baker, 
Exeter,  F.  M.  Sise,  Portsmouth;  secretary  and 
treasurer,  A.  S.  Bunton,  Manchester. 

Annual  meeting  in  December. 


New  Jersey. 

NEW  JERSEY  FIELD  CLUB. 

President,  Frank  M.  Taylor,  Hartford  Fire  of 
Hartford;  vice^resident,  A.  N.  Hamilton,  Royal 
Exchange  of  Liverpool;  secretary  and  treasurer, 
H.  E.  Griswold,  Phoenix  of  Hartford;  chairman 
of  executive  committee,  C  F.  Enderly,  of  the 
New  York  Underwriters  Agency  of  New  York. 


NEW  JERSEY  FIRE  ACTUARIAL  BUREAU. 

Manager,  Atlee  Brown,  40  Cinton  street,  New- 
ark, N.  J. 

NEW   JERSEY   ASSOCIATION   OF   FIRE 
UNDERWRITERS. 

President,  Fred.  J.  Cox;  vice-president,  Aronold 
Rippe;  secretary  and  treasurer,  Thos.  C.  Moffatt. 
Annual  meetmg  third  Thursday  in  February. 


NEW    JERSEY    STATE    ASSOCIATION    OF 
MUTUAL  FIRE  INSURANCE  COMPANIES. 

Vice-President,    Jos.    C,    Bunn;    secretary    and 
treasurer,  Chas.  E.  Reed,  Rahway. 
Annual  meeting  second  Thursday  in  October. 


ELIZABETH   BOARD   OF  UNDER- 
WRITERS. 

President,  Elwood  W.  Phares;  vice-president, 
R.  W.  Woodward;  secretary,  W.  A.  Bourdon; 
treasurer,  S.  R.  Ogden. 

Annual  meeting  second  Wednesday  in  March. 


FIRE  INSURANCE  SOCIETY  OF  NEWARK 

President,    Charles    M.    Henry,    Newark;    vice- 

C residents,  Wm.  S.  Rosenstrauch  and  J.  J.  Craw- 
ly;   secretary  and    treasurer,   Geo.    H.    Murdoch, 
'^  Union  Bldy.,  Newark. 
Annual  meeting  second  Tuesday  in  December. 


'roi 


New  Mexico. 

INSURANCE  FEDERATION   OF  NEW 

MEXICO. 

Executive  Committee — Chairman,  F.  S.  Schwent- 
ker,  Albuquerque;  secretary,  E.  L.  Grose,  Albu- 
querque. 


New  York. 

INSURANCE    FEDERATION    OF    NEW 

YORK. 

President,  Gilbert  T.  Amsden,  Rochester;  vice- 
presidents,  George  T.  Scott,  Wavcrly;  W.  B. 
Blackman,  New  Rochelle;  S.  C.  Goodrich,  New- 
burgh;  secretary,  Buell  P.  Mills.  Rochester; 
treasurer,  Newton  E.  Turgeon,  Buffalo. 
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UNDERWRITERS    ASSOCIATION    OF   NEW 

YORK  STATE. 

President,  J.  H.  Vreeland;  vice-presidents,  C. 
R.  Folsom  and  £.  H.  Hornbostel;  secretary  and 
treasurer,  R.  G.  Potter,  Syracuse;  assistant  secre- 
tary, F.   E.  Jenkins. 

Annual  meeting  second  Tuesday  in  January. 


NEW     YORK     STATE     ASSOCIATION     OF 

SUPERVISING  AND   ADJUSTING    FIRE 

INSURANCE  AGENTS. 

President,  W.  W.  Lenox,  Rochester;  vice-presi- 
dent, P.  B.  Jarvis,  Albany;  secretary  and  treas- 
urer, Wm,   C.   Roach,  Syracuse. 

Annual  meeting  in  July. 


NEW      YORK      STATE      ASSOCIATION      OF 
INSURANCE    AGENTS. 

President,  W.  H.  Hecox,  Binghamton;  vice- 
presidents,  James  Doyle,  Oswego;  Fred  G.  Hor- 
ton.  Oswego;  Edwara  S.  Hawley,  Buffalo;  Fred 
V.  Burns,  Syracuse;  C.  A.  Forth,  Albany;  C.  A. 
Cool,  Glens  Falls;  Warren  Gildcrsleeve,  Central 
Valley;  R.  G.  Wadsworth,  Binghamton;  secretary, 
C.  H.  Curtin,  Rochester;  treasurer,  James  Cava- 
nagh,   Rochester. 

Annual  meeting  in  June. 


NEW  YORK  STATE  CENTRAL  ORGANIZA- 

TION  OF  CO-OPERATIVE  FIRE 

INSURANCE. 

President.  W.  H.  Vary,  Watertown;  vice-presi- 
dent, Edwin  Knickerbocker,  Bangall;  secretary 
and  treasurer,  N.  F,  Webb,  Cortland. 

Annual  meeting  fourth  Wednesday  in  January. 


BOARD  OF  UNDERWRITERS  OF  NEW 
YORK  (MARINE). 

President,  A.  A.  Raven;  vice-president,  Herbert 
Fuller;  secretary,  J.  H.  Piatt,  61  Wall  street ; 
treasurer,  Cornelius  Eldert. 

Annual  meeting  first  Thursday  in  May. 


FIRE  BROKERS  ASSOCIATION   OF  THE 
CITY  OF  NEW  YORK,  INC. 

President,  John  A.  Eckert;  vice-president,  F.  S. 
Little;  treasurer,  F.  W.  Stillman;  secreUry,  Har- 
rison Law,  55  John  street. 

Annual  meeting  third  Wednesday  in  March. 


INSURANCE  SOCIETY  OF  NEW  YORK. 

President,  Charles  J.  Holman:  vice-presidents, 
C.  H.  Holland,  H.  W.  Lowe,  Ira  H.  Woolson. 
David  Rumsey;  secretary  and  treasurer,  Ed.  R. 
Hardy,  84  William  street;  librarian,  Maude  E 
Inch. 

Annual  meeting  fourth  Tuesday  in  May. 


NEW  YORK  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  C.  F.  Shallcross;  vice-president,  John 
H.  Kelly:  secretary  and  treasurer,  A.  M.  Thor- 
burn;  assistant  secretary,  Curtis  C.  Wayland; 
assistant  treasurer,  W.  L.  Chambers. 

Committee  on  Finance.— H.  W.  Eaton,  J.  G. 
Hilliard,  Harold  Herrick,  J.  A.  Kelsey,  £.  G. 
Snow,  A.  H.  Wray,  Thomas  A.  Ralston. 

Committee  on  Fire  Patrol.— Geo.  B.  Edwards, 
M.  T.  Ennis, J.  G.  Hilliard.  E.  E.  Pearce,  Wallace 
Rcid,  C.  L.  Tyner,  Charles  H.  Post. 

Committee  on  Laws  and  Legislation.— George 
W.  Burchell,  R.  D.  Harvey,  Gustav  Kehr,  J.  A. 
Kelsey,  David  Rumsey,  C.  G.  Smith,  E.  G. 
Richards. 

Committee  on  Losses  and  Adjustments.- N.  S. 
Bartow,  Percival  Beresford,  Charles  L.  Case,  J. 
Montgomery  Hare,  George  W.  Hoyt,  W.  L.  Per- 
rin,  Wallace  Reid,  W.  B.  Ogden,  A.  H.  Wray, 
Joseph  W.  Russell,  C.  G.  Smith. 


Committee  on  Surveys.— Fr^d'k  H.  Crum,  Will- 
iam Hare,  Howard  Hampton,  J.  F.  Hastings,  H. 
N.  Kelsey,  W.  L.  Perrin,  J.  H.  Lenchan. 

Committee  on  Electricity.— R.  C.  Christopher, 
Joseph  McCord,  James  Marshall,  Hart  Darlington, 
A.  E.  Miller,  W.  B.  Ogden,  Fred.  A.  Hubbard. 

Committee  on  Origin  of  Fires.— Frank  Lock, 
E.  E.  Pearce,  J.  A.  Kelsey,  Joseph  McCord,  S. 
R.  Weed,  Thimas  A.  Ralston. 

Committee  in  Arbitration. — William  N.  Kremer, 
George  W.  Babb,  J.  Montgomery  Hare,  E.  R- 
Kennedy,  Edward  F.  Boddall,  A.  H.  Wray. 

Committee  on  Patents. — F.  O.  AflFeld,  R.  D. 
Harvey,  Wallace  Reid,  C.  G.  Smith,  James  Mar- 
shall, John  M.  Talbot. 

Committee  on  Membership. — Thomas  A.  Ral- 
ston, J.  A.  Kelsey,  Joseph  McCord,  £.  £.  Pearce, 
Frank  Lock,  S.   K.  Weed. 

Committee  on  Water  Supply  and  Fire  Depart- 
ment.—C.  G.  Smith,  George  W.  Babb,  Henry 
Evans,  R.  Bleeker  Rathbone,  J.  Montgomery 
Hare. 

Committee  on  Fire  Patrol  Relief  Fund.— E.  E. 
Pearce,  Thomas  A.  Rakton,  George  B.  Edwards, 
J.  G.  Hilliard,  E.  G.  Snow,  M.  J.  Ennis,  Charles 
H.  Post,  A.   M.  Thorbum,  Wallace  Reid. 


COOPERATIVE   FIRE   UNDERWRITERS 
OF   NEW    YORK  STATE. 

President,  W.  D.  Coiclough;  vice-president,  O. 
C.  Stevens;  secreUry -treasurer,  Frank  P.  Tucker, 
CS  State  street,  Albany. 

Annual  meeting  second  Thursday  in  February. 


NEW  YORK   FIRE  INSURANCE 
EXCHANGE. 

President,  James  Marshall;  vice-president,  \V.  P. 
Young;  secretary  and  treasurer,  A.  M.  Thorbum; 
manager,  Willis  O.  Robb,  123  William  street.  New 
York  City. 

Annual  meeting  second  Wednesday  in  March. 


SUBURBAN  FIRE  INSURANCE  EX- 
CHANGE, NEW  YORK. 

President,  Daniel  F.  Prentice;  vice-president.  A. 
G.  Martin;  treasurer,  A.  M.  Thorburn;  secretary 
and  manager,  H.  E.  Hess,  123  WMlliam  street: 
treasurer,  A.   M.  Thorburn. 

Annual  meeting  third  Tuesday  in  April. 


ALBANY  BOARD   OF  UNDERWRITERS. 

President,  C.  A.  Forth,  vice-president.  J.  E. 
Pool;  secretary,  A.  J.  Young,  80  State  street; 
treasurer,    F.   Van   Duzer. 

Annual  meeting  third  Tuesday  in  April. 


ALBANY  FIELD  CLUB. 

President,  J.  B.  Dacey;  vice-president,  A.  T. 
Lovett;  secretary,  C.  H,  Smith;  treasurer,  R.  W. 
Wright. 

UNDERWRITERS   ASSOCIATION   OF  CITY 

OF  AUBURN. 

President,  R.  R.  Cross;  vice-president,  F.  C. 
Colwell;  secretary,  J.  W.  Hart. 


BINGHAMTON  UNDERWRITERS 
ASSOCIATION. 

President.  Wm.  H.  Hecox;  vice-president,  Ru- 
fus  G.  Waasworth;  secretary  and  treasurer,  R.  B. 
Davis. 

Annual  meeting  first  Monday  in  December. 
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UNDERWRITERS  SOCIETY  OF  BROOK- 
LYN. 

President*  C.  H.  Bainbridge;  vice-presidents,  E. 
H.  Drigga.  B.  E  Gender;  treasurer,  M.  A.  Bren- 
nan;  secretary,  F.  Stussy,  Jr.,  172  Montague 
street,   Brooklyn. 

Annual  meeting  second  Wednesday  in  March. 


BUFFALO  ASSOCIATION  OF  FIRE 
UNDERWRITERS. 

President,  F.  L.  A.  Cady;  vice-president,  Ed- 
vin  B.  Effgert;  secretary.  Ward  H.  McPherson; 
treasurer,  L.  G.  Morgan;  manager,  E.  H.  Sigison. 

Annual  meeting  first  Wednesday  in  April. 


COHOES  LOCAL  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  J.  Laughlin;  vice-president,  W.  T. 
Ford;  secretaxyf  W.  K.  Michel;  treasurer,  M.  A. 
Granger. 


CORNING  AND  VICINITY  BOARD  OF 
FIRE  UNDERWRITERS. 

President,  F.  C.  Williams;  vice-president,  M.  J. 
Frantz;  secretary  and  treasurer;  Oliver  A.  Casey. 
Annual  meeting  first  Monday  in  October. 


HORNELL  BOARD   OF  FIRE   UNDER- 
WRITERS. 

President,  Jos.  Cameron;  vice-president,  W.  H. 
Murray;  secretay-treasurer,  W.  M.  Dunning. 


BOARD  OF  FIRE  UNDERWRITERS  OF 

LOCKPORT. 

President.      Fred      Ringueberg;      vice-president, 
W.  A.  Dickinson;  secretary,  Grace  C.  Moody. 
Annual  meeting  first  Tuesday  in  January. 


NEWBURGH  BOARD  OF  FIRE  UNDER- 

WRITERS. 

President,  S.  C.  Goodrich;  viM-president,  Frank 
Smith;  secretary-treasurer,  Daniel  S.  Geron. 
Annual  meeting  first  Tuesday  of  January. 


BOARD  OF  FIRE  UNDERWRITERS  OF 

NIAGARA. 

Prefldent,  Harry  Highland;  vice- president,  M. 
M.  Oppenbeim;  secretary  and  treasurer,  D.  W. 
Campbell. 

Meeting  last  Tuesday  of  January. 


OSWEGO  LOCAL  BOARD  OF  FIRE  UNDER- 

WRITERS. 

President,  F.  M.   Riley;  vice-president,   F.  W. 
Parker;  secretary,  John  A.  Gravely. 


UNDERWRITERS    ASSOCIATION, 
DUTCHESS  COUNTY,   N.  Y. 

President,  W.  W.  Luckey ;  vice-president,  P.  H. 
Vosbnrgr;  secretary,  F.  L.  Gardner;  treasurer,  H. 
M.  GilL 


FIRE  UNDERWRITERS  ASSOCIATION   OF 
ROCHESTER,   N.  Y. 

President,  Robert  S.  Paviiur;  vice-president, 
J.  C.  Kalbfleisch;  treasurer,  Howard  C.  Dana; 
secretary.    E.   M.   Sparlin. 

Annuu  meeting  second  Monday  in  February. 


ROME   LOCAL  BOARD   OF   FIRE   UNDER- 

WRITERS. 

President,    R.   H.   Jones;   vice-president,    P.  R. 
Huggins;  secretary  and  treasurer,  E.  D.  Besley. 


SARATOGA  SPRINGS   BOARD  OF  FIRE 
UNDERWRITERS. 

President,  G.  R.   P.  Shackelford;  vice-president, 
L.  M.  Jones;  secretary  and  treasurer,  B.  H.  Sear* 


mg. 

Ai 


nnual  meeting  first  Monday  in  January. 


SCHENECTADY  BOARD  OF  FIRE  UNDER. 

WRITERS. 

President,  F.  11.  Dcttbarn;  vice-president,  E.  T. 
Ryon;  treasurer,  E.  E.  Yelverton;  secretary,  A. 
Fowler,  240  State  street. 

Annual  meeting  first  Tuesday  in  January. 


TROY  (N.  Y.)  BOARD  OF  UNDER- 
WRITERS. 

President,  Werner  Strecker;  vice-president, 
Wm.  V.  Donovan;  secretary  and  treasurer,  Thos. 
W.  Hislop. 

Annual  meeting  first  Thursday  after  first  Mon- 
day in  January. 


FIRE   UNDERWRITERS  ASSOCIATION   OF 

UTICA. 

President,    S.    F.    Day;    vice-president,    vacant; 
secretary,  W.  Harry  Floyd :  treasurer,  J.  T.  Evans. 
Annual  meeting  second  Monday  in  January. 


WATERTFORD  BOARD   OF  FIRE  UNDER- 
WRITERS. 

President,  F.  F.  Pallet;  vice-president,  Francis 
A.  Martin;  secretary,  W.  A.  Dennis;  treasurer, 
Harold  Van  Arnum. 

Annual  meeting  first  Monday  in  July. 


BOARD    OF    UNDERWRITERS    OF   THE 
CITY    OF    WATERTOWN. 

President,  A.  T.  Matthews;  vice-president, 
Omar  A.  Hine;  secretary  and  treasurer,  Clarence 
J.  Green,  Watertown,  N.  Y. 

Annual  meeting  in  October. 


WAVERLY  BOARD   OF  FIRE  UNDER. 

WRITERS. 

President,    F.   E.    Lyford;   secretary,   Edson   A. 
Tilton.  Waverly,  N.   Y. 
Annual  meeting  in  January. 


BOARD   OF  FIRE  UNDERWRITERS  OF 
THE  CITY  OF  YORKERS. 

President,  Theodore  R.  Heinrichs;  vice-presi- 
dent. William  Gaul;  secretary  and  treasurer,  B. 
E.  Sullard. 

Annual  meeting  last  Thursday  in  January. 


North  Carolina. 

CAROLINA   FIELD   CLUB. 

President,  G.  P.  Folk;  vice-presidents,  J,  M. 
Robertson  and  W.  E.  Ashley;  secretary,  D.  M. 
Murchison,    Richmond,    Va. 

Annual  meeting  second  Tuesday  in  July. 


NORTH    CAROLINA   FIRE   PREVENTION 
ASSOCIATION  (CHARLOTTE). 

President,  A.  L.  DcRosset,  Charlotte;  vice- 
president,  Y  F.  HoflF,  Raleigh;  secretary  and 
treasurer,  H.  G.  Foard,  Wilmington.  • 

Annual  meeting  in    September. 


NORTH    CAROLINA    ASSOCIATION    OF 
INSURANCE   AGENTS. 

President,  W.  E.  Sharpe,  Burlington;  vice- 
presidents,  S,  C.  Oybann  and  Paul  Schenck;  sec- 
retary and  treasurer,  Ray  Johnson,  Burlington. 

Annual  meeting  in  June. 


432 


UNDERWRITERS*    ORGANIZATIONS. 


LOCAL  BOARD  OF  FIRE  UNDERWRITERS 
OF   WILMINGTON. 

President,  Walker  Taylor;  vice-presidentB,  F.  A. 
Lord;  secretary  and  treasurer,  S.  M.  Boatwright. 
Annual  meeting  first  Tuesday  in  January. 


North  DakoU. 

INSURANCE  FEDERATION  OF  NORTH 

DAKOTA. 


President,    P. 
dents,  J.  J.  Feck 


J.    Murphy,    Grafton;    vice-presi- 
J.  J.   Feckler,  Fargo;   H.   T.  Murjphy,  Bis- 
marck; M.  C.  Bacheller,  Grand  Forks;  Georg^e  T. 


Hempstead,  Jamestown;  H.  G.  Sexton,  '^ew 
Rocktord;  secretary,  Harry  G.  Carpenter,  Fargo; 
treasurer,  B.  V.   Moore,   Fargo. 


ASSOCIATION    OF  LOCAL   FIRE  INSUR- 
ANCE AGENTS   OF   FARGO. 
President,   Thos.   Baker,   Jr.;   vice-president,  C 
H.  Anheier;  secretary  and  treasurer,  S.  J.  HilL 
\nnual  meeting  first  Monday  in  July. 


Ohio. 

INSURANCE  FEDERATION  OF  OHIO. 

President,  Lee  Elliott,  LeRoy;  vice-presidents, 
W.  R.  Sanders,  Cincinnati;  Fred  B.  Ayer,  Cleve- 
land; Thomas  E.  Hanlon,  Cincinnati;  secretanr« 
Joseph  A.  Sullivan,  Columbus;  treasurer,  L.  B. 
feade,  Cleveland. 


OHIO    STATE    FIRE    PREVENTION    ASSO- 
CIATION (COLUMBUS). 

President,  Rodney  D.  Wylie;  vice-president,  C. 
B.  Corry;  secretary-treasurer,  Mrs.  S.  C.  Neff,  807 
New  First  National  Bank  Building,  Columbus. 

Anntial  meetinff  first  Tuesday  in  May. 


OHIO  ASSOCIATION  OF  INSURANCE 

AGENTS. 

President,  F.  C.  McElroy,  Columbus  Mricc-presi- 
dents,  A.  L.  Clemons,  Cincinnati,  and  K.  C.  itow- 
land,  Toledo;  secretary  and  treasurer,  £.  A.  Pa- 
body,    Grand   Theatre   Bldg.,    Columbus. 


INSURANCE  FEDERATION  OF  OHIO. 

President,  W.  S.  Diggs,  Cincinnati;  vice-presi- 
dent, Lee  Elliott,  Seville;  treasurer,  C.  W.  Bry- 
■on,  Columbus;  secretary,  E.  W.  Davis. 


FEDERATION  OF  MUTUAL  INSURANCE 
ASSOCIATION  OF  OHIO. 

President,  Amos  Keller,  Bucynts:  vice-president, 
O.  A.  Rioe.  Farmer;  secretaxy.  Chas.  P.  Troup, 
Upper  Sanausky;  treasurer,  J.  w.  Elsea,  Adams- 
ville. 

Annual  meeting  third  Tuesday  in  February. 


FARMERS    MUTUAL    FIRE    PROTECTION 
ASSOaATION. 

President,  W.  M.  BattershaU;  vice-president,  P. 
N.  Richarason;  secretary,  O.  A.  Rice,  Farmer; 
Ohio,  treasurer,  O.  D.  Ensigti,  Farmer. 

Annual  meeting  first  Saturday  after  first 
Wednesday  in  January. 


FIRE  UNDERWRITERS  FIELD  CLUB  OF 

OHIO. 

President,  L.  J.  Bonar,  Mansfield;  vice-presi- 
dent, E.  W.  Raynolds,  Columbus;  secretary- 
treasurer,    Aaron  W.   Tones,    Columbus. 

Annual  meeting  in  December. 


OHIO   ASSOCIATION    OF   FIRE   UNDER- 
WRITERS. 

{Bureau  Companies,) 

President,  W.  G.  Shannon;  vice-president. 
Geo.  T.  Wilson;  secretary  and  treasurer,  J.  M. 
Morris,    616    Hartman    Building,    Columbus. 

Annual  meeting  first  Tuesday  in  December. 


OHIO    INSPECTION    BUREAU. 

Manager,  T.  B.  Sellers,  Hartman  Building,  Co- 
lumbus, Ohio. 


CINCINNATI  FIRE  PREVENTION 
BUREAU. 

Manager,  George  W.  Cleveland,  1403  First  Na- 
tional Bank   Building. 


INSURANCE  SOCIETY  OF  CLEVELAND. 

President,  Lucien  A.  Wilbar;  vice-president,  B. 
T.  Duffey;  secretary.  Ford  A.  Dralce;  assistant 
secreury,  J.  B.  Oswald;  librarian,  Bernard  T. 
Duffey. 

Annual  meeting  in  June. 


FIRE  UNDERWRITERS  CLUB  OF 
CINCINNATI. 

President,  L.  E.  Guntrum;  vice-president, 
Joseph  E.  Gunther;  secretary,  Wm.  Stredelman; 
treasurer.  E.  F.  Weiss. 

Annual  meeting  on  the  first  Wednesday  in 
January. 


CLEVELAND  INSPECTION  BUREAU. 

Manager,  C.  H.  Patton,  Plain  Dealer  Bufldtns. 
Cleveland. 


CLEVELAND  FIRE  INSURANCE 
EXCHANGE. 

President,  G.  C  Simpson;  vice-president,  R.  H. 
Perdue;  secretary  and  treasurer,  M.  C  WilliSt 
Chamber  of  Commerce  Butldina. 

Annual  meeting  second  Tnesoay  in  February. 


ASSOCIATION  OF  UNDERWRITERS  OF 
COLUMBUS,  OHIO. 

President.  Austin  McElrov;  vice-president;  A. 
J.  Pembroke;  secretary  and  treasurer,  Chaa.  L^ 
Brownlee. 

Annual  meetmg  fourth  Tuesday  in  June 


LORAIN   UNDERWRITERS   ASSOCIATIOM. 

President,  Jos.  A.  Cozad;  vice-president,  F.  W. 
Mclllraine;  secretary,  W.  J.  Coulter;  treasurer, 
C.    P.    Hitchcock. 

Anntial  meeting  first  Friday  in  January. 


TOLEDO  FIRE  UNDERWRITERS  ASSOCIA- 
TION. 

President,  Elizabeth  Mansfield  Irving;  vice- 
president,  M.  W.  Johnston;  secretary-treasurer, 
W.  J.  Schroeder. 

Annual  meeting  first  Tuesday  in  ApriL 


Oklahonuu 

INSURANCE  FEDERATION  OF 
OKLAHOMA. 

President,  T.  E^  Braniff,  Oklahoma  City;  vice- 

8 residents,  Mark  E.  Carr,  Tulsa;  G.  E.  Emert. 
[uskogee;  W.  B.  Shears,  Guthrie;  Patrick  Gould- 
ing,  Enid;  O.  E.  McCartney  and  Guv  Fuller.  Okla- 
homa City;  secretary,  John  McCullough,  Oklaho- 
ma City;  treasurer,  O.  A.  Wilson,  Oklahoma  City. 
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LOCAL    ASSOCIATION    OF   INSURANCE 
MEN.   OKLAHOMA  CITY. 

Pr^drat.  Eugeoe  Whittingtoii ;  vice-president. 
tl.     S.     Clark;    secretary    and    treasurer.    J.     S. 

Annua]  meeting  in  October  of  each  year. 

OKLAHOMA  ASSOCIATION  OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

PriKident.  Mark  E.  Carr.  Oklahoma  City;  vice- 
presidents,  L.  C.  Mcaure,  Chas.  Hashan  and  R. 
E  Ungcr;  secretary  and  treasurer,  L.  N.  Ewing, 
Oklahoma   Gt^r.  * 

Annual  mating  Iznt  week  in  September. 


^^h^^SH/'^S^^V^  ^0»  THE  CONSER. 
VATION  OF  LIFE  AND  PROPERTV. 

Pj-eaident,  C.  C.  Hammonds,  State  Fire  Mar- 
^al;  vice-presidents.  R.  C.  Adler,  Tulsa;  G.  E. 
Bancroff,  Butler;  Walter  Brown.  Purcell;  secre- 
tanr  and  treasurer.  Chas.  Slemp,  Anadarko. 

Annual   meeting  December. 


OKLAHOMA  STATE  ASSOCIATION  OF  MU- 
TUAL  FIRE   INSURANCE  COMPANIES. 

x%F^^^^^^**   R.    I.    Boyington   Carrier;    secretary, 
W.  H.  Sweatt.  Oklahoma  City. 
•Annual  meeting  in  January  and  first  Monday  in 
August. 


Oregon. 

INSURANCE  FEDERATION   OF  OREGON. 

President,  F.  E.  Beach.  Portland;  vice-presi- 
dents, H.  H.  Smith.  Salem;  H.  H.  Ward,  Port- 
land;  James  McI.  Wood.  H.  S.  Hudson,  La 
Grande;  secretary,  Louis  Sondheim,  Portland. 


FIRE   INSURANCE   CLUB   OF  PORTLAND. 

ORE. 

President.      W.  H.  Raymond;  vice-president.  H. 
E.  Ptokhnrst;  secretary.  R.  E.  Smith. 


Pennsylyania. 

INSURANCE  FEDERATION  OF 
PENNSYLVANIA. 

President,  J.  W.  Henry,  Pittsburg;  vice-presi- 
dents. S.  H.  Pool,  Philadelphia;  J.  S.  Turn, 
Philadelphia;  Wallace  M.  Reid.  Pittsburg;  Henry 
I.  Brown,  Philadelphia;  F.  D.  Buser,  Philadel- 
phia; secretary-treasurer,  J.  L.   Rivolta,  Pittsburg. 


PENNSYLVANIA  ASSOCIATION  OF  LOCAL 

AGENTS 

President,  Leo  Schlandecker.  Erie;  vice-presi- 
dents, A.  P.  Dare,  C.  M.  Bender  and  J.  W.  Evans; 
secretary-treasurer.  Howard  M.  Bird.  Harrisburg. 

Annual  meeting  fourth  Wednesday  in  Septem' 
ber. 


PENNSYLVANIA  ASSOCIATION    OF   MU- 
TUAL  FIRE  INSURANCE   COMPANIES. 

President.  C.  R.  Lantz,  Lebanon;  vice-presi* 
dents,  O.  S.  Marshall.  Rural  Valley;  John  A. 
Bower,  Landisburg;  treasurer,  L.  P.  G.  Teagley, 
Bovertown;  secretary,  H.  R.  Gibbel,  Lititz. 

Annual  meeting  September  19  at  Reading. 


FIRE  INSURANCE  SOOETY   OF  PHILA- 
DELPHIA. 

President.  £.  A.  Law;  vice-presidents.  Miles  C. 
Young  and  A.  C.  Rommel;  secretary,  Chas.  J. 
Fitzgerald;  treasurer.  James  A.  McGann. 

Annua]  meeting  Monday  before  third  Tuesday 
in  January. 


PHILADELPHIA    FIRE   UNDERWRITERS 

ASSOCIATION. 

Chairman.  Chas.   R.   Peck;   vicc-chainnan,   Chas. 

Piatt.    Jr.;    s^retary    and    treasurer.    Charles    A. 

Hexamer.  C.  E  •  assistant  sccrctarv,  A.  G.  Patton. 

131-141    South  Fourth  street.   Philadelphia. 

Annual   meeting  on  the   second   Wednesday  in 
November.  ' 


INSURANCE  BROKERS  ASSOCIATION  OF 
PHILADELPHIA. 

President.  John  W.  Doriss;  vice-prendent^  Wn.. 
C.  p  Neill;  secretary  and  treasurer.  Herbert 
Davies.  411  Walnut  street. 

Annual  meeting  in  February. 


PHILADELPHIA   SUBURBAN  UNDER- 
WRITERS ASSOCIATION. 
Chairman  of  managing  committee.  Chas.   Piatt. 
Jr.;  manager  and  treasurer,  A.  P.  Stradling.  331- 
37  Walnut  street. 

BOARD    OF    FIRE    UNDERWRITERS    OF 
ALLEGHENY  COUNTY  (PA.). 

ti7^«*''"™5"'.  J°*-  S-  Alexander;  vice-chairman. 
William  Steinmayer:  treasurer,  Thomas  D.  Keller: 
secretary,   Richard  J.  Trimble. 

Annual    meeting    on    the    second    Thursday    in 
January. 


HARRISBURG   UNDERWRITERS   ASSOCIA- 

TION. 

Pr^ident,    W.    M.    Robison;   vice-president,   El- 
mer Balzer;  secretary  and  treasurer,  E.  S.  Adams. 
Annual  meeting  second  Tuesday  in  January. 


McKEESPORT  BOARD  OF  FIRE  UNDER- 

WRITERS. 

President,  G.  F.  Myer;  vice-president,  Scott  M. 
Stewart;  secretary.  Mrs.  Adda  P.  Webb;  treas- 
urer, T.  D.  Gardner. 

Annual  meeting  Tuesday  preceding  third  Thurs- 
day m  January. 


READING  UNDERWRITERS  ASSOCIA- 
TION. 

President,  D.  J.  McDcrmott;  vice-president,  R. 
H.  Mengel;  secretary  and  treasurer,  Harry  B. 
Weand,  407-8  Bacr    Building.   Reading. 

Annual  meeting  second  Monday  in  December. 


FIRE  INSURANCE  SOCIETY  OF 
PITTSBURGH. 

President.  Edw.  Benswanger  vice-presidents.  A. 
C.  Darragh.  W.  T.  Boda  and  C.  C.  Kohn;  secre- 
tary,  P.  E.  Zimmerman.  314  Fourth  avenue; 
treasurer,  H.  P.  Lichtenthaler. 

Annual  meeting  November. 


Rhode  Island. 

INSURANCE  ASSOCIATION  OF  PROVI- 

DENCE. 

President.  Chester  F.  Newcomb;  vice-president, 
Robt.  L.  Spencer;  secretary  and  treasurer,  Paul  A. 
Colwell,  42  Weybossct  street;  assistant  secretary, 
Edward  Devine. 

Annual  meeting  third  Monday  in  September. 


RHODE  ISLAND  ASSOCIATION  OF  INSUR- 
ANCE AGENTS. 

President,  James  Gallivan,  Jr.,  Providence;  vice- 

? residents.  Geo.  R.  Smith.  Robert  L.  Spencer  and 
'rank  E.  Brown. 
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South  Carolina. 

SOUTH  CAROLINA  UNDERWRITERS 
ASSOCIATION. 

President,  A.  G.  Furnam,  Greenville;  vice-presi- 
dent, Frank  M.  Robertson,  Charleston;  secretary 
and  treasurer,  Sam  M.  Grist,  Yorkville. 

Annual  meeting  third  Wednesday  in  May. 

SOUTH  CAROLINA  FIRE  PREVENTION 
ASSOCIATION. 

President,  Edward  Cay;  vice- president,  Geo. 
Harrington;  secretary  and  treasurer,  Joe  L.  Edel- 
mann,  Columbia. 

Annual  meeting  in  September. 

CHARLESTON    BOARD   OF    FIRE   UNDER- 
WRITERS. 

President,   John    B.    Reeves;    vice-president,    F. 
M.  Robertson;  secretary,  H.  J.  O'Neill. 
Annual  meeting  last  Tuesday  in  May. 

COLUMBIA    (S.    C.)    LOCAL    FIRE    UNDER- 
WRITERS  CLEARING  HOUSE  ASS'N. 

President,  J.  M.  Cauley;  vice-president,  J.  A. 
Cathcart;  secretary  and  treasurer.  W.  C.  Swaf- 
field. 

South  Dakota. 

INSURANCE  FEDERATION   OF  SOUTH 

DAKOTA. 

President,  George  H.  Douthit,  Sioux  Falls; 
vice-presidents,  C.  I.  Branson,  Mitchell;  F.  B. 
Corum,  Lead;  A.  F.  Milligan,  Aberdeen;  John 
Mallaney,  Sioux  Falls;  H.  A.  Schiefelbein,  Mil- 
bank;  Chas.  H.  Sidow;  secretary,  N.  S.  Tyler, 
Sioux  Falls;  treasurer,  J.  J.  Allen,  Sioux  Falls. 

THE  SOUTH  DAKOTA  MUTUAL  BOARD 
OF  UNDERWRITERS. 

President,  O.  A.  Rudolph,  Canton;  vice-presi- 
dent, S.  H.  Helger,  Aberdeen:  secretary,  I. 
Keith,  Lake  Preston;  treasurer,  J.  O.  Walrath, 
Mitchell 

Annual  meeting  takes  place  October. 

SOUTH   DAKOTA   STATE  FIRE  PREVEN- 
TION ASSOCIATION. 

President,  T.  D.  Dux,  Sioux  Falls;  vice-presi- 
dent, N.  W.  Cadv,  Aberdeen;  secretary  and 
treasurer,    N.    S.    Tyler,    Sioux    Falls. 

Annual  meeting  held  in  July. 

Tennessee. 

INSURANCE  FEDERATION   OF 
TENNESSEE. 

President,  C.  C.  Dabney,  Nashville;  vice-presi- 
dents, George  E.  Hoppe,  Memphis;  H.  W. 
Spencer,  Chattanooga;  F.  M.  Fleniken,  Knox- 
vflle;  W.  R.  Willis.  Nashville;  J.  B.  Lyon,  Bris- 
tol; R.  H.  Fitzgerald,  South  Pittsburg;  secretary, 
Julia  Hindman.  Nashville;  treasurer,  James  a. 
IcKee,  Nashville. 

TENNESSEE      UNDERWRITERS      ASSOCIA- 
TION OF  LOCAL  INSURANCE  AGENTS. 

President,  John  T.  Owen,  Chattanooga;  vice- 
presidents,  Henry  G.  McMillen,  Knoxville;  H. 
F.  Wenning,  Chattanooga;  L.  Y.  Mason.  Mem- 
phis; L.  T.  Loventhal.  Nashville;  \V.  A.  Walker, 
Winchester,  and  G.  T.  Wofford,  Johnson  City; 
secretary  and  treasurer,  O.  A.  Smith.   Memphis. 

Annual  meeting  in   November  at  Nashville. 

TENNESSEE  FIRE  PREVENTION  ASSO- 

CIATION. 

President,  John  M.  Picton;  vice-president.  R. 
W.  Davis;  secretary-treasurer,  Wm.  C.  Kirkland, 
Nashville. 

Annual  meeting  second  Tuesday  in  January. 

TENNESSEE   INSPECTION   BUREAU. 
Manager,  F.  B.  Quackenboss,  Nashville,  Tenn. 


CHATTANOOGA  FIRE  UNDERWRITERS 
ASSOCIATION. 

President,  N.  H.  Grady;  vice-president.  W.  H. 
Pryor;  secretary,  H.  F.  Wenning;  treasurer. 
Nevin  Sloan. 

Meeting  third  Tuesday  in  January.   , 

KNOXVILLE   INSURANCE  EXCHANGE. 

President,    J.    E.    Lutz;    vice-prestdent.    Wood 
Huff;  secretary  and  treasurer,  R.  M.  DolL 
Annual  meeting  in  January. 

NASHVILLE  BOARD  OF  UNDERWRITERS. 

President.  James  B.  McKee;  vice-president,  C. 
C).  Folk;  secretary  and  treasurer,  Miss  Julia 
Handman. 

Annual  meeting  fourth  Thursday  in  January. 


FIRE  INSURANCE  CLUB  OF  MEMPHIS. 

President,  F.  B.  Hunter;  vice-presidents,  W.  D. 
Wills  and  Harry  Howe;  secretary,  Oscar  A. 
Smith;  treasurer,  R.  W.  Wallace. 

Annual  meeting  Friday  after  first  Monday  in 
January. 

NASHVILLE  FIRE  INSURANCE  ASSO- 
CIATION. 

President,  W.  D.  Gale;  vice-president,  L.  J. 
Loventhal;  secretary  and  treasurer,  J.  C.  Brad- 
ford, Jr. 

Annual  meeting  in  January. 


Texas. 

INSURANCE  FEDERATION  OF  TEXAS. 

President,  C.  H.  Vershoyle,  Dallas;  vice-presi- 
dents, W.  W.  Collier,  San  Antonio;  W.  R.  £llis, 
Houston;  R.  H.  McDill.  Dallas;  O.  H.  Millican, 
Austin:  S.  P.  Cochran,  Dallas;  J.  W.  Mitchell, 
Fort  Worth;  secretary-treasurer,  Craig  Bclk, 
Houston. 


TEXAS  ASSOCIATION    OF   LOCAL   FIRE 
INSURANCE  AGENTS. 

President,  E.  W.  Marshall,  Waco;  first  vice- 
president,  Guy  Collett,  Austin;  second  vice-presi- 
dent, W.  B.  Smith,  Longview;  secretary-treasurer, 
Adrian  Moore,  Waco. 

Annual  meeting  in  May. 

LOCAL    UNDERWRITERS    ASSOCIATION 

OF  TEXAS. 

President,  O.  H.  Millican,  Austin;  vice-presi- 
dents, S.  Hundley,  Moody;  Charles  Motz,  Jr., 
Abilene;  M.  Earle;  secretary  and  treasurer,  Will- 
iam N.  Stacey,  Austin. 

Annual  meeting  in  April  or  May. 

BEAUMONT   FIRE   INSURANCE  EX- 
CHANGE. 

President,    T.    V.    Smelker;     secretary,     R.    E. 
Smith,  359  Bowie  street,  Beaumont,   Tex. 
Annual  meeting  second  Tuesday  in  May. 

GALVESTON  BOARD  OF  TTNDERWRTTERS. 

President,   G.  T.   Austin;   vice-president,  F.   M. 
Burton;  secretary  and  treasurer,  E.  E.  Rice. 
Annual  meeting  second  Thursday  in  March. 


Utah. 

INSURANCE  FEDERATION  OF  UTAH. 


President,   John    D.    Spencer,    Salt    Lake    City; 
.: ... ^    T    -—  —     CitT;^ 

at  Lake 
n,  Rich- 
Brigham 
City;  H.  E.  Hatch.  Logan;  secreUry,  Willard 
Done.  Salt  Lake  City;  treasurer.  E.  H.  Selbach. 
Salt  Lake  City. 


vice-presidents,  G.  J.  Cannon,  Salt  Lake  City;  "J. 
M.  Forrestall,  Ogden;  W.    G.   Farrell,   Salt  Lake 
City;  Leroy  Dixon,  Provo;  T.  M.  Peterson,  Rich 
field;  L.  L.  Baker,  Tooele;  £.  W.  Dunn,  Brighan 
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UTAH  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE AGENTS. 

President,  Hugh  Anderson:  secretanr  and  treas. 
urcr,  Eugene  M.  Cannon,  Salt  Lake  City. 

Annual  meeting  on  Saturday  nearest  October  6. 
Not  at  present  in  active  operation. 


FIRE  UNDERWRITERS  ASSOCIATION  OF 
SALT  LAKE  CITY. 

President,  E.  L.  Sloan;  vice-president,  J.  B. 
Moreton;  secretary,  D.  A.  Homan;  treasurer,  H. 
B.  Windsor. 

Annual  meeting  second  Saturday  in  January. 


Vermont. 

VERMONT  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  H.  H.  Hickok,  Burlington ;  vice- 
presidents,  A.  B.  Noys  and  Gilbert  F.  Davis;  sec- 
retary, F.  H.  Burnham,  Rutland,  Vt. ;  treasurer, 
W.  ^  Oark,  Rutland. 

Annual  meeting  in  October. 


NORTHEASTERN   VERMONT   ASSOCIA- 
TION  OF  UNDERWRITERS. 

President.  Geo.  P.  Moore;  vice-presidents.  Chas 
L.  Stuart,  Harvey  W.  Eaton;  secretary  ana  treas- 
urer, C.   S.   Hastings,  St.  Johnsbury. 

Annual  meeting  second  Thursday  in  ApriL 


BOARD  OF  FIRE  UNDERWRITERS  OF  AD- 
DISON   AND  CHITTENDEN  COUNTIES. 

President,  T.  S.  Peck,  Burlington;  vice-presi- 
dent, C  T.  S.  Pierce;  secretary,  Frederick  M. 
Bell;  treasurer,  E.  W.  j.  Hawkins,  Burlington. 

Annual  meeting  first  Tuesday  in  April. 


ASSOCIATION   OF   FIRE  UNDERWRITERS 
OF   PORTSMOUTH,   VIRGINIA. 

President,  C.  Myers;  vice-president,  L.  A.  Will- 
iams; secretary  and  treasurer,  F.  T.  firiggs. 
.\nnual  meeting  in  January. 


BOARD   OF  FIRE  UNDERWRITERS  OF 
FRANKLIN  AND  GRAND  ISLE  COUNTIES. 

President,  N.  N.  Atwood,  St.  Albans;  secretary 
and  treasurer,  F.  M.  Bell,  Burlington. 
Annual  meeting  last  Monday  in  October. 


Virginia. 

INSURANCE  FEDERATION  OF  VIRGINIA. 

President,    Philip   S.    Powers,   Richmond;    vice- 

? residents.  Hill  Montague,  Winchester;  C.  W. 
.unsford.  Roanoke;  George  McG.  Goodridge, 
Norfolk;  Ben  Kirkpatrick,  Lvnchburg;  A.  O. 
Swink.  Richmond;  W.  McDonald  Lee,  Irvington; 
Coleman  Wirtham,  Winchester;  secretary,  P.  S. 
Powers:  treasurer,  W.   E.  Morton,  Richmond. 


VIRGINIA  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  G.  McG.  Goodridge;  vice-presidents, 
M.  J.  Strauss  and  W.  Lee  Powell;  secretary  and 
treasurer,  S.  T.  PuUiam,  Richmond. 

Ajuiital  nwfting  ia  May. 


VIRGINIA  FIELD  CLUB. 

President,  E.  H.  Jones;  vice-president,  G.  B. 
Jennings;  secretary  and  treasurer,  B.  C.  Lewis, 
Jr^   Richmond. 

Annual  meeting  in  October. 


VIRGINIA  FIRE  PREVENTION  ASSOCIA- 
TION. 

President,  J.  M.  Waller;  vice-president,  A.  H. 
Harris,  Ri^mond;  secretary  and  treasurer,  P.  W. 
D.  Jones,  710  American  r^ational  Bank  Bldg., 
Kichmond. 

Annual  meeting  fourth  Thursday  in  October. 


THE  UNDERWRITERS   EXCHANGE   OF 
RICHMOND,  VA. 

President,    C.    Wortham;    vice-president,   M.    J. 
Strauss;  secretary  and  treasurer,  S.  T.  Pulliam. 


Washington. 

INSURANCE  FEDERATION  OF 
WASHINGTON. 

President,  George  W.  Allen,  Seattle;  vice-presi- 
dents, R.  C.  Stuart,  B.  B.  Morgan,  Seattle;  H. 
L.  Easton,  Bellingham ;  Thos. '  K.  Binnie,  Spo- 
kane; Harry  Koontz,  North  Yakima;  Phil  Locke, 
Aberdeen;  secretary,  R.  E.  Mahaffey,  Tacoma; 
treasurer,  Harry  Benton,  Seattle. 


WASHINGTON  STATE  ASSOCIATION  OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  H.  B.  Schirtlm,  Seattle;  vice-presi- 
dent, T.  K.  Binnie,  Spokane;  secretary  and  treas- 
urer, R.  E.  Mahaffay,  Tacoma. 

Annual  meeting  April. 


BOARD  OF  MARINE  UNDERWRITERS  AT 

SEATTLE. 

President,  D.  J.  Fraser;  vice-president.  F.  G. 
Taylor:  secretary  and  treasurer,  E.  H.  Hutch- 
son,  317-18  Mutual  Life  Bldg..  Seattle. 

Annual  meeting  second  Thursday  in  December. 

SEATTLE  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  O.  W.  Crockett;  vice-president,  John 
C.  Coart;  secretary  and  treasurer,  B.  W.  Baker. 
Annual  meeting  second  Wednesday  in  January. 

SPOKANE  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Thos.  K.  Binnie;  vice-president,  F.  S. 
Jones;  secretary  and  treasurer,  Theo.  Gentsch. 
Annual  meetmg  third  Monday  in  January. 

TACOMA   FIRE   INSURANCE  AGENTS 
ASSOCIATION. 

President,  George  W.  Fowler;  vice-president, 
H.  B.  Opie;  secretary  and  treasurer,  E.  L.  Hibely, 
1007  A  street. 

Annual  meeting  second  Tuesday  in  February. 
Monthly  meeting  the  13th  of  each  month. 

SPECIAL  AGENTS  ASSOCIATION  OF  THE 
PACIFIC  NORTHWEST. 

President,  W.  H.  Raymond;  vice-presidents,  A. 
N.  Lindsev  and  J.  T.  O'Brien;  secretary-treasur- 
er, Wm.  M.  Patterson. 

Annual  meeting  first  Monday  in  December. 


West  Virginia. 

INSURANCE  FEDERATION   OF  WEST 

VIRGINIA. 

President,  R.  A.  Foose,  Wheeling;  vice-presi- 
dents, N.  G.  Klcm,  Elkins;  Wm.  Lohmeyer, 
Charleston;  Joseph  Park,  Parkcrsburg;  Wm. 
Jones,  Charleston;  secretary-treasurer,  Percy  R. 
Callahan,  Wheeling. 

WEST  VIRGINIA  FIRE  UNDERWRITERS 
ASSOCIATION. 

President,  Wm.  C.  Poc,  Jr.;  vice-president,  J. 
H.  Bonney;  secretary  and  treasurer,  A.  S.  White- 
ley,  Wheeling. 

Annual  meeting  in  February. 
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WEST  VIRGINIA  ASSOCIATION  OF  IN- 
SURANXE   AGENTS. 

President,  C.  W.  Evans;  vice-presidents,  R.  A. 
Fose  and  E.  E.  Cooke;  secretary  and  treasurer,  S. 
Lindawood. 

Annual  meeting  in  June. 

WEST  VIRGINIA  INSPECTION  BUREAU. 

Manager,  T.  B.  Sellers,  Hartmon  Bldg.,  Coluni' 
bus,  Ohio. 

Wisconsin. 

INSURANCE  FEDERATION  OF 
WISCONSIN. 

President,  H.  J.  Zechlin,  Milwaukee;  vice-presi- 
dents, Ray  J.  Nve,  Superior;  George  /.  Fries,  La 
Crosse;  H.  F.  Tyrrell,  Milwaukee;  W.  H.  Graeb- 
ner,  Milwaukee;  Emmett  R.  Hicks,  Oshkosh; 
treasurer,  Frank  J.  Mever,  Milwaukee;  secretary, 
Harry  Curran  Wilbur,  Milwaukee. 

WISCONSIN   STATE   FIRE   PREVENTION 
ASSOCIATION. 

President,  W.  £.  At  water;  vice-president,  R.  E. 
Replinger;  secretary  and  treasurer,  A.  D.  Veaton, 
Milwaukee. 

Annual  meeting  October  9,  1916. 

WISCONSIN  FIELD  MENS  CLUB. 

President,  Milton  A.  Freedy;  viceipretident, 
Robert  Bird;  secretary  and  treasurer,  George  G. 
Wright. 

Annual  meeting  in  June. 

WISCONSIN  FIRE  INSURANCE  CLUB. 

President,  Fred.  J.  Dudley;  vice-president,  R. 
H.  Wieben;  secretary-treasurer,  Chas.  L.  Boelter. 

WISCONSIN  ASSOCIATION  OF  MUTUAL 
INSURANCE  COMPANIES. 

President,   ;   vice-president,  J,   E. 

Brett;  secretary,  W.  W.  Gillies,  Evansville;  treas- 
urer, Geo.  A.    Ure. 

Annual  meeting  Wednesday  after  the  first  Tues- 
day in  February,  1917. 


WISCONSIN  ASSOCIATION  OF  INSURANCE 

AGENTS. 

President,  A.  H.  Zimmerman;  vice-presidents, 
F.  J.  Meyer.  Mrs.  John  West.  Walter  Hartshorn, 
Charles  Erhart,  A.  G.  Dana,  Don  Van  Wart  and 
T.  Koffend;  secretarv  and  treasurer,  George  Y. 
Wilkinson,  186  Grand  avenue,  Milwaukee. 

Annual  meeting  fixed  by  officers. 


MILWAUKEE  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  Herman  Pfiel;  vice-president,  Chas. 
Borst;  secretary,  J.  O.  Myers;  treasurer,  trail  P. 
Hunkel. 

Annual  meeting  second  Wednesday  in  October. 


CITY   AND  VILLAGE  MUTUAL   FIRE  UN- 
DERWRITERS  ASSOCIATION    OF 
WISCONSIN. 

President,  Nathan  Haessly,  Theresa;  first  Tice- 
presidentp  Joseph  Schmidh  Kewaskum;  second 
vice-president,  George  A.  Tacobs,  Tanesrille;  sc^ 
retary  and  treasurer,  H.  A.  Wrudce,  Campbells- 
port,  Wis. 

Annual  meeting  second  Tuesday  in  February. 


KENOSHA  FIRE  INSURANCE  AGENTS 
ASSOCIATION. 

President  Charles  A.  Tarbell;  vice-president, 
Chas.  H.  Pfenning;  secretary  and  treasurer,  Jas. 
E.  TuUy. 

Annual  meeting  first  Monday  of  December. 


Wyoming. 

INSURANCE  FEDERATION  OF 
WYOMING. 

President,  C.  W.  Riner,  Cheyenne;  vice-presi- 
dents, W.  R.  Schnitger,  Cheyenne;  Guy  U.  Shoe- 
maker, Laramie;  C.  F.  Maurer,  Douglas;  Carl 
Kugland,  New  Castle;  D.  C.  Barksdale,  Cheyenne; 
secretary-treasurer,  J.  F.  Renfro,  Cheyenne. 


ANCIENT  AND  HONORABLE  ORDER  OF  THE  BLUE  GOOSE. 


Most  Loyal  Grmod  Gaodv,  Fred  W.  Ransome,  Colambus,  0.; 
Grand  Sapervisor  of  the  Viotk,  J.  R.  Stewart,  Toronto,  Can.; 
Qrand  CnstodiaD  of  the  Gosfings,  E.  G.  Carlisle,  Chicago.  IlL; 
Giaod  Guardian  of  the  Nest,  Gw  M.  Wise.  900  Sharp  BUc.. 
Kaossa  Citv.  Mo.:  Grand  WieUer  of  the  Goom  Quid,  B.  A. 
Lehnbecg,  Aulirsakee,  Wis.;  Qrand  Keeper  of  the  GoMen  Goose 
Ess.  W.  J.  SonnoB,  Chiesgo,  IlL 

STATE  PONDa 

Wiekkrofthe 
Goose  QuiD. 

.  .Ftal  A.  Sehmuck little  Roek,  Aik. 

Cslifonita E.  A.  Howe Los  Angeles,  Gal. 

Cokmdo C.F.  Casfaman Denver.  Cd. 

Dakota W.  S.  Himmahmght.  Fsrgo,  N.  D. 

QoMenQate Robt.W.  Neal San  FrancMOO,  Gal. 


Fond. 


AddrsH. 


Pond. 


Wielder  of  the 
Goose  QuiD. 


Dfinois. 


Iowa 

Kentneky.. 
Bfiehigan.. 
MinoMola. 


Nebraska.. 

Oluo 

MdahoiDa.. 
Ontario. 


Oregon 

Washington. 
WisoonsUL. . 


Irving  WmiamB.... 

CILTymU 

F.Q.S^rder 

M.  M.  Hawzhorst. 
N.G.Bi 

J.  P.: 

Chss.B. 

H.B.MaU 

J.  H.  Owns..... 
H*  W.  Grosnu. . 
G.  A.  DeGroff . . . 
F.  EL  Psrtridgs.. 
A.  H.  Wieben... 


Addrees. 

Chicago,  ID. 
IncBanapofis.  ImL 
Des  Moanes,  la. 
LouisviDe,&. 
Detroit,  m3L 


City,  Mo. 
Omaha,  n2. 
CohalNis,0. 


TonntOL  Ost. 
Fbrtlaiid,  Ore. 
Spokane.  Waal 
MnwaQkse,Wi 
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State  Officials  Having  Authority  in  Insurance 

Matters. 


Corrected  to  July  1. 1916. 


State. 


Alabama. 


Arizona. 


California 

Canal  Zone 

Colorado 

Connecticut ,. 

Delaware 

IHstrict  of  Columbia . 

Fbrida 

Geot^gu 

Hawaii 

Idaho 

niinob 

IndJaiia 

Iowa 


Kentucky 

Louisiana 

Maine 

Maryland 

Massachusetts 

Michigan 

Minnesota 

Mississippi 

Missouri 

Montana 

Nebraska 

Nevada 

New  Hampshire. . . 

New  Jeisqr 

New  Mexico 

NewYock 

North  Carolina.... 

North  Dakota 

Obk) 

OUahoma 

Oregon 

Pennssrivania 

Philippine  Islands. 

Porto  Rico 

Rhode  Island 

South  Carolina — 

South  Dakota 

Tennessee 

Texas 

Utah 


Vermont. 


Vffginu 

Washington.., 
West  Virginia. 

Wuconsin 

Wsnoming 


Name. 


C.  B.  Smith 

W.G.Smith 

Cleveland  C.  Thompson 

M.  F.  Dickinson 

J.  E.  Phelps 

C.  A.  Mcllvaine 

£.  R.  Harper 

Burton  Mansfield 

Wm.  R.  McCabe 

Chas.  F.  Nesbit 

John  C.  Luning 

W.A.  Wright 

C.J.  McCarthy 

George  F.  Steele 

Rufus  M.  Potts 

D.  J.  Crittenbecger 

Emory  H.  English 

Carey  J.  Wilson 

James  J.  Bailey 

C.  F.  Thomas 

Erastus  J.  Carter 

W.  Mason  Shehan 

Frank  H.  Hardison 

John  T.  Winship 

S.D.  Works 

T.M.Henry 

Walter  Chom 

Wm.  Keating 

W.  B.  Eastham 

George  A.  Cole 

R.  J.  MerriU 

Geo.  M.  La  Monte 

Jacobo  Chavez 

Jesse  C.  Phillips 

James  R.  Young 

W.C.Taylor 

Frank  Taggart 

A.  L.  Welch 

Harv«!y  Wells 

J.  Denny  O'Ndl 

H.H.  Barrett 

Allan  H.  Richardson. . . 

Charles  C.  Gray 

F.  H.  McMaster 

M.H.  O'Brien 

Wm.  F.  Dunbar 

John  S.  Patterson 

John  James 

GuyW.  BaUey 

Walter  F.  Scott 

Joseph  Button 

H.  O.  Fishback 

John  S.  Darst 


M.  J.  Cleary 
R.  B 


Forsyth. 


Address. 


Montgomery. . 

Juneau 

Phoenix 

Little  Rock. . . 
SanFrancsco.. 

Balboa 

Denver 

Hartford ...... 

Dover 

Washington... 
Tallahassee. . . 

Atlanta 

Honolulu 

Boise  City 

Springfield — 
Indianapolis. . . 
Des  Moines... 

Topeka 

Frankfort 

Baton  Rouge.. 

Augusta 

Baltimore 

Boston 

Lansing 

St.  Paul 

Jackson 

Jefiferson  City. 

Helena 

Lina>ln 

Carson  City. . . 

Concord 

Trenton 

Santa  Fe 

Albany 

Raleigh 

Bismarck 

Columbus 

Oklahoma  City. 

Salem 

Harrisburg 

Manila 

San  Juan 

Providence 

Columbia 

Pierre 

Nashville 

Austin 

Salt  Lake  City. 

Essex  Junction . 

Brandon 

Richmond 

Ol3rpmia 

Charleston 

Madison 

Cheyenne 


Title. 


Commissioner  of  Insurance.. . 

Territorial  Treasurer 

Superintendent  of  Insurance. 

Aud.  of  State  &  Ins.  Com 

Insurance  Commissioner 

Executive  Secretary 

Asst.  Supt.  of  Insurance 

Insurance  Commissioner 

Insurance  Commissbner 

Superintendent  of  Insurance. 

State  Treasurer 

Insurance  Commissioner 

Insurance  Commissioner 

Insurance  Commissioner 

Superintendent  of  Insurance. 

Auditor  of  State 

Commissioner  of  Insurance.. . 
Superintendent  of  Insurance. 

Insurance  Commissioner 

Secretary  of  State 

Insurance  Commissioner 

Insurance  Commissioner 

Commis.sioner  of  Insurance... 
Commissioner  of  Insurance.. . 
Commissioner  of  Insurance... 

Insurance  Commissioner 

Superintendent  of  Insurance. 
Commlssoner  of  Insurance... . 

Insurance  Commissioner 

State  Controller 

Insurance  Commissioner 

Insurance  Commissioner 

Superintendent  of  Insurance.. 
Superintendent  of  Insurance. 

Insurance  Commissioner 

Commissioner  of  Insurance... 
Superintendent  of  Insurance . 

Insurance  Commissioner 

Insurance  Commissioner 

Insurance  Commissioner .... 
Insurance  Commissioner.... 

Treasurer 

Insurance  Commissbner 

Insurance  Commissioner 

Insurance  Commissioner 

Commissioner  of  Insurance.. . 
Com'r.  of  Ins.  and  Banking. 

Insurance  Commsisoner 

Secretary  of  State I 

State  Treasurer ' { 

Commissioner  of  Insurance. . 

Insurance  Commissioner 

State  Auditor 

Commissioner  of  Insurance. . 
State  Auditor 


Next 

Session  of 

Legislature 


Jan.,  1919 
Mar.,  19 1 7 
Jan.,  1917 
Jan.,  19x7 
Jan.,  1917 


Jan.,  191 7 
Jan.,  1917 
Jan.,  1917 
Dec.,  19 1 7 
Apr.,  1917 
June,  1917 
Feb.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  191 S 
May,  X918 
Jan.,  1917 
Jan.,  1918 
Jan.,  191 7 
Jan.,  1917 
Jan.,  1917 
Jan.,  1918 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Nov.,  191 7 
Jan.,  1917 
Jan.,  1917 
Jan.,  191^ 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 


Feb.,  19 1 7 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  191 7 

Jan.,  X917 

Jan.,  1918 
Jan.,  191 7 
Jan.,  191 7 
Jan.,  19 1 7 
Jan.,  19 1 7 


Canada 


DominuKi  of  Canada. . 

Alberta 

British  Colimibia 

Manitoba 

New  Brunswick 

Newfoundland 

Nova  Scotia 

Ontario 

Prince  Edward  Island 

Qudbec 

Saskatchewan 


Geo.  D.  Finlayson 

W.  F.  Newson 

Ernest  F.  Gunther 

A.  E.  Ham 

G.N.  Babbitt 

Geo.  Buisel 

Fred.  S.  Mathers 

Arthur  Boswell 

A.  Newbery 

Wm.  Chubb 

Arthur  E.  Fisher 


Ottawa 

Edmonton 

Victoria 

Winnipeg 

Fredericton.. . 

St.  Johns 

Halifax 

Toronto 

Charlottetown, 

Quebec 

Regina 


Superintendent  of  Insurance. 
Superintendent  of  Insurance. 
Superintendent  of  Insurance . 

Inspector  of  Insurance 

Deputy  Provincial  Treasurer. 
Accountant,  Finance  Dept . . 
Deputy  Provincial  Secretary. 

Supt.  of  Insurance 

Assistant  Provincial  Treas. . . 
Superintendent  of  Insurance . 
Superintendent  of  Insurance . 
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NATIONAL   BOARD   TABLES. 


National  Board  Tables. 

The  following  tables  were  presented  at  the  annual  meeting  of  the  National  Board  of 
Fire  Underwriters  on  May  23,  1912: 

RISKS  WRITTEN.  PREMIUMS  AND  LOSSES. 
United  States  and  Foreign  Companies  Combined. 


Ybar. 


It 


1 860-1870  inclusive. 
1871*1880 
1881-1890 
1891-1900 

1901 

1902. , 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 


No.  of 
Com- 
panies. 


1860-1911  inclusive. 


it 


av.  146 

177 
153 
140 
146 

145 
147 

162 
163 

'? 
180 


Fire  Risks 
Written. 


$36,323,450,085 

03,449.959.925 
ioo.a69,095,6d7 

154,802,39^.189 

90,639,226,087 

31.330,333.036 

22.007,442,608 

24.423.884,080 

35.559.701.079 
28.08a.307, 
30,083.316, 
30.332,055,437 

P, 117,068,129 
.357.713.046 
38.978,980.716 


$664,636,128,937 


Fire  Premiums 
Received. 


$291,427,230 

539.337.558 
897.974.398 

1.339.559.401 
157.599.306 

179.443.838 

190,^87.453 
306,677,370 

216.746,917 

338,473.554 
252,963,823 

247.186.253 

369,196,532 

373.557.380 

380,975.795 


$5,394,506,608 


Fire  Losses 
Paid. 


$169,090,061 

315.996.706 

488.273,997 

738.330,288 

93.139.517 

94.176.595 

93.599.881 

197,690.424 

103,805.40a 

930.849.759 

H7.433.437 
13S.547.163 
196,171.492 
136.059,941 
151.541.031 


$3,130,598,613 


Ratio 
Losses 
totlOO 
of  Pre- 
miums. 


58.09 
58.60 

58.97 
60.04 

59.10 
53.48 
48.61 
6178 
47.89 
96.80 
46.43 
5484 
48.19 

49.74 
53-93 


57.85 


AmouDt 
Risks 

Loss. 


Ratio 
Losses 
toflM 
Risks. 


.4870 

.4769 
.4515 
.4417 
.4207 
.5338 
.4061 
.8930 

.39^^ 
.4484 
.3810 

3743 
.3888 


.4695 


914.89 
167.63 

305.35 
309.69 

991.49 

336.38 

937.66 

191.97 

946.29 

131.65 

356.17 

367.33 
357.31 


312.98 


RISKS  WRITTEN,  PREMIUMS  CHARGED. 
United  States  and  Foreign  Companies  Combined. 


Year. 


1871-1880  inclusive 

1881-1890        "        

1891-1900        "        .... 

1901 

1903 

1903 

1904 

1905 

1906 , 

1907 

1908 

1909 

1910 , 

1911 

1871-1911  inclusive 


Number 

of 

Companies. 


av.  177 

•^  153 
140 
146 

145 
147 
144 

169 
169 
163 

175 
180 


Fire  Risks  Written. 


$63,449,959,935 
100,969,095,647 
154.803.994.189 
90.639,996,087 
31,330,333,036 
22.007,442,608 
24,423,884.080 

35.559.701.079 
28.082.307.79s 

30,083,316,378 

30.332.055,437 

33,117.068,129 

36.357.713.046 
38,978,280,716 


$628,312,678,152 


Fire  Premiums 
Cltarged. 

Rate  of 

Prcm.uui 
Chnreed  f*n 
Each  $100 

of  Risks 

$589,045,583 
990,645.403 

1.596.518,549 
318.767,583 
245.563.436 
361,331,775 
285.628,878 
298.527.583 
332.080,590 
351.892.823 

345.963.143 
371,690.704 

393.481.426 
413.949.570 

1.^ 

1.1S18 

1.1^74 
1.1613 

1.1679 

1.1469 

1.1697 

11444 
1.1323 

1.082a 
1-0594 

$6,682,087,033 

1.0635 

EXPENSES. 
United  States  and  Foreign  Companies  Combined. 


Ybar. 

Number  of 
Companies. 

Premiums  Received, 

Including  Marine 

and  Inland. 

Expenses. 

Ratio. 

1860-1870  inclusive 

av.  146 

•    177 

••    153 

140 

$336,791,598 

583.519.465 
874,161,003 

1,371.413.894 

$104,607,487 
193.514.001 
307.345.713 
466.479.933 

31.06 

33.16 
35.16 

1871-1880        **        

1881-1890        '•        

1891-1900        "       

36-<9 
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EXPEN  SES—CoMtinui'd, 
United  States  and  Fobbign  Companies  Combined— ComitMued, 


Yeak. 


190Z 

190a 

1903 

1904- 

1905 

1906 

1907 

1908 

1909 

19Z0 

1911 

1860-191X  inclushre 


Number  of 
Companies. 


146 

145 

147 
144 

158 
156 

i6a 
163 

180 


Premiums  Received, 

Including  Marine 

and  Inland. 


$163,526,207 

i85,494.<'. 

I96.53a.8( 

212,391.691 

223,019.881 

245.387.087 

260,643.569 

254.675.^70 
272,760,361 

284.520,645 
294.071,98a 


$5,657,910,029 


Expenses. 


$61,239,686 
66.286,513 
72,506.480 
78,441.282 
8a.346.36l 
95.324,487 
99.457.469 
99.919.350 

104,628,486 

111,431.279 
116,900,483 


$2,060,443,144 


Ratio. 


37.45 

36.93 
3602 

38.16 

3924 
38.50 
3916 

39-75 


36.42 


COMMISSIONS. 

United  States  and  Foseign  Companies  Combined. 


Ybar. 


1860-1870  inclusive 
1871-1880        •• 
1881-Z890 
1891-1900        " 

1901 

190a. 

1903. 

1904 

1 

«907 

1908 

1909. 

1910 

1911 

1860-1911  inclusive 


Number  of 
Companies. 


av.  146 

••  177 
"  152 

140 
146 

145 

147 
144 

156 
169 
162 
163 


Premiums  Received, 

Including  Marine 

and  Inland. 


$336,791,598 

583.519.465 
874.161,003 
1,271,413,894 
163,526,207 
185.494,632 
196,532.866 
212.391,691 
323,019.881 

245387.087 
260.643.569 

254.675.170 
271.760.336 
284.520,645 
294,071,982 


$5657.910.029 


Commissions. 

Ratio. 

$38,113,528 
86,892.525 

11.32 
14-89 

156.922,713 

17.95 

244.698,993 

19.25 

33.942.433 
37.628.7ig 

20.76 
20.28 

41.888,572 

21.31 

45.078,026 

21.22 

47.843.780 

21.45 

52,635.989 

21.45 

55,294,868 

21.22 

5S.743.084 
58,433.473 

21.89 

21  50 

61,490,848 

21.61 

64.842,912 

22.05 

$1,081,441,529 

19.11 

TABLE  OF  RATIOS. 
United  States  and  Foreign  Companies  Combined. 


Ykar. 


1860-1870  inclusive  ... 

1871-1880        '*       

1881-1890        "       .... 
189Z-1900        "       .... 

190T 

1902 

1903 

1904 

1905 

1906 

1907 

1906 

«909 

1910 

1911 

1860-Z911  indusive 


Ratio 

Losses 

to  $100 

Pre- 
miums. 

Ratio 

Losses  to 

$100 

Risks. 

Amount 

Risks 

Written 

to 

$1.00  Loss. 

Rate  of 

Premium 

Charged 

on  each 

$100  of 

Risk5. 

Ratio  of 
Expenses 
to  $100 
of  Pre- 
miums. 

58.02 
58.60 

5897 
60.04 

59.10 
52.48 
4861 
61.78 

47.89 
96.80 

46.42 

54-84 
48.12 

4974 
53-93 

.4655 
.5060 

.4870 
.4769 
•4515 
.4417 
.4207 
.5228 
.4061 
.8220 

.3903 
.4484 
.3810 
.3742 
.3888 

21482 
197.63 

ao5.35 
209.69 
221.49 
226.38 
23766 
191.27 
246.22 
121.65 
25617 
223.03 
262.48 
267.22 
257.21 

.9432 
.9880 

1.W3 
1.0605 
I.1518 

1.1874 
I1613 
1.1679 
1.1469 
1. 1697 

1.1444 
1. 1323 

10822 
1.0594 

31.06 
33.16 
^.16 
36.69 
37-45 

35Z3 
36.89 

36.93 

3924 
38.50 
39.16 

39  75 

5785 

.4695 

212.98 

1.0635 

36.42 

Ratio  of 
Com- 
mission 

each 

$100  of 

Premiums 


II  32 
14.89 
17.95 
19.25 
20.76 

20.28 
21.31 
21.22 

21.45 
21.45 

21.22 

21.89 

21.50 

21.61 

22.05 

19.11 
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In  1913  the  form  of  the  tables  was  altered,  and  at  the  annual  meeting  of  the  Board  on 

GENERAL  TABLE   OF   BUST 
Joint  Stock  Firb  Insurance  Compa 


YSAR. 


190Q 

I9I0 

I9II 

I9I2 

I9I3 

I9I4 

19x5 

1909-15 


if 

Z(3 


44 
4a 
41 
41 
42 


Gross  Insurance 
Written. 


$ 
9.393,184,483 

lo.a97.948.37S 
10.719.351.988 
11.534,250,441 

ia.389.S69.598 
ia,47i,5sa,002 

13. 39a.  380.497 


80,197,337.388 


Gross 
Premiums 
Chargei. 


$ 

99.578.183 
105,607,123 
110,602.153 

"7.a30,S79 
124.452,852 

"5.131,791 
130,626,786 


813.2a9.465 


•  IS 
«|og 


$ 

Z.0602 
1.0255 
Z.0318 
1.0x64 
1.0045 
1.0034 

.9754 


I  0140 


Net  Premiums 
Earned  Includ- 
ing Marine 
and  Inland. 


$ 
65.Sa5.6ll 
71,188.186 
72,529,169 
75.037.582 
78,494.055 
77,952.301 
81,652.071 


922.378.075 


Net  Picmiums 

Written  Inclttd- 

ine  Marine 

and  Inland. 


70.6'a.7S3 
75.38s.  154 

77.068.  I90 

79.981,161 
81.903.390 
80.578.43a 
85.49a.379 


551.021.389 


Joint  Stock  Firb  Insurance 


1909 '.. 

1910 

1911 

1912 

1913 

1914 

1915 

1909-15 


88 
93 
88 

87 

91 
91 


14.231.437,573 

15.58s.414.677 
16,198,854,663 

16,453.^50.271 

18,037,637.198 

18,677,216.732 

20,220,091,220 


1 19.383.  loa.  333 


170,030.483 
179,205,679 
180,481,957 

183.950.934 
197.819.S0i 
202,947,164 

aia,557.7" 


i.327.o53,42g 


1.1956 

1.1503 
Z.IZ41 
1.1181 
1.OQ65 
1.0872 

I.Q5I2 


I  III6 


122,003.180 

129.241,144 
130.621. 154 

133.593883 
136,126,649 
141.867,541 

148.925,721 


131.666. 154 
137.933.147 

137.914.9a7 
137.768  113 

146.c01.617 
146.409. 60Z 

157.455  905 


941,378.272  ■      995. 149.464 


United  States  Com 


1909 

1910 

1911 

1912 

1913 

1914 

1915 

1909-15 

1909 

1910 

1911 

1912 

1913 

1914  

191S 

1909-15 


13a 

138 

13a 

128 
132 

133 


23.613,622,056 
35.883,363,052 
26.918,206,650 
27,986,700,716 
30,427,206,796 
31,138,768,734 
33,612,471,717 


199.580,339.731 


269.608.666 
284,872,801 
291,084,109 
301,181,513 
332.272,353 
328  078,955 
343.184.497 


3.140,282.894 


1.1417 
1. 1006 

1.0814 
1.076Z 
1.0592 
1.0536 
1. 03 10 


1.0724 


187.5a7.791 
200,429,030 

303,150,323 

307,631,465 

214.620,704 

219,819.84a 

330,577.793 


1.463.757.347 


202,278.907 
213.318.301 

a14.983.047 

a17.749.a74 
aa7.905.007 

216.988.033 

242.948.a84 


1.546,170.853 


Fire  Insurance  Companies 


31 
37 
48 
53 
57 

59 
60 


9.503.446.073 

10,474.349.994 
12,060,074.066 

13,633,005,664 

15,161,242,886 

17.794.916.816 

17,807,124,733 


96,434.160,221 


102,082,038 
108,608,625 
121,865,461 
139.708.345 
152.639.683 
174.729.631 
176.059,615 


075.693.3^8 


10741 
1.0369 

Z.0104 

1.0355 

z,oo68 

.9819 
.9887 


I  0119 


68,135,833 
70,6x0,462 
74,406,665 

83,313,344 
89,438.830 
98,529,082 

103.535.355 


587.968,351 


71.471.374 
74.10t.597 

83.159.150 

90,857.640 

96.288.968 

106.658.983 

106.698.99s 


6a8.a36.707 


United  States  and  For 


1909. 
1910. 
191 1. 
1912. 

1913- 
1914. 
1915 


1909-15 


163 

175 
180 

185 
191 
193 


33.117,068.129 

36.357.713.046 
38.978,280,716 
41,609,706.380 
45,588.449.682 

48.933.685.550 
51,419.596.439 


296,004.499942     3.115.976.282 


371,600,70a 
393.481,426 
412.949,570 
440,889,858 
474,912.036 
502,808,576 
519.244,112 


1.1224 
1.0822 

1.0594 
0590 
0417 
0275 
0098 


1.0527 


355.663.614 

371.039.79a 
377.556.988 

390,943.709 

304.050,534 
318,348.924 

334.113.047 


3,05*. 725.598 


273.750.281 
287.419. 898 
297.142,197 
308.606.9z4 

3a4.x93.075 
333.647.0z6 

349,647.380 


3,174.407.560 


*Term  rate  not  reduced  to  annual. 
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May  25,  1916,  the  following  tables  were  submitted  : 
NESS  TRANSACTED. 

NIKS  OF  THE  STATB  OP  NEW  YORK. 


Net  Loescs  Paid 

lacludias  Marine 

and  Inland. 

Net  Losses  In* 

curred  Including 

Marine  and 

Inland. 

f  Net  Expenses. 

Per  Cent  of  Net 

Louet  Incurred 

to  Net  Premiums 

Earned. 

Per  Cent  of  Net 

Losses  Incurred 

to  Net  Premiums 

Written. 

Per  Cent  of  Net 

Expenses  to 

Net  Premiums 

Earned. 

Per  Cant  of   Net 

Expenses  to 

Net  Premiums 

Written. 

33.948.050 
35.493.300 
40,404.70a 
41,061.811 
44. 180,9  »I 
45.576.6a7 
44.074.383 

$ 

33.428,481 
36,333,716 
40,370,350 

41.393998 
44.360,871 

47.027,529 
43.106,773 

26,937,337 
38.430.063 

29.767.071 
30.63a.8i3 

32.343.588 

34  768,758 

34.093.673 

$ 
51.01 

5103 
55-53 
55.16 

5651 
60.33 
53.79 

$ 

53-35 

!>I75 

58.36 
50.43 

$ 

41.II 

39.93 

4104 
40.83 

41. ZI 

44.60 

41.76 

38.15 
37.70 
38.63 

38.30 

39-49 

39.88 

383,739.774 

285,910.718 

316.963. 193 

54-73 

5189 

41.53 

39-37 

Companies  of  Othkr  States. 


64,128,3^8 
70,035.319 

75.846,169 

73.95a.69a 

77.483^536 

85,027.354 
83,142,^ 

65,431,980 

71.674  a  10 
75.663.980 

74.551.373 
77.860,  lao 

88,871,731 
83.343,973 

50,764,983 

54.787.149 
55.999.809 
56,183.366 

60,395.198 
63,033  835 
68,036,397 

53.63  1          49.69 
55.46              51.96 
57  93    '          54.86 
56.33    1          54" 

57.19    ,          53.33 

63.64  60.70 

55.90   !        52-87 

41.61 

42.39 
43.87 
42.37 
44.37 
43.7a 
45.69 

38.55 
39-72 
40.61 
40.78 
41.36 
42.36 
4321 

539.615,888 

537,386,357 

408,190,636 

57.07              53-99 

43.69 

40-38 

PAjfiEs  Combined. 


97,076.408 

98,850,461 

77,703.309 

52.71 

^.528,579 
116,350,871 

207,996,936 

83,307,313 

53.88 

"5.934.330 

85,766,880 

57.07 

115,014,503 

115.945.a71 

86,816.178 

55.84 

131.664.467 

i3a,aao,99i 

92.738,786 

56.95 

130.603,881 
137,316,953 

135.899.250 

96.79a.593 

61.83 

126,349,746 

103,129.970 

54.80 

813.355.663 

833,196.975 

625. 153.828 

56.24 

48.87 

50.63 

53-93 
5334 
5363 

5987 
53.01 


53-24 


41-43 
41.51 

48.32 
41.81 

43-21 

44.03 
44.29 


43.71 


38.41 
39.01 
39.89 
3987 
40.69 

42.64 
42.04 


40.43 


OF  Foreign   Countries. 


^^^ 

34.163.8s5  1 

25.863.464  ] 

50.14 

36.891,582 

37,126,664 

52.35 

43,141,759 

42.594.365 

30,ioi,7i6 

57-24 

46,908,566 

47.661,750 

33,967.448 

57.21 

50,463.871 

50,763.271 

35.840.491 

56.76 

61.494.684 

64.831,533 

39,030,829 

65.79 

58.7a9.ocaa 

58,135.157 

40,915.336 

56.14 

330.374.489 

335.031.413 

333  845,948 

56.98 

47.80 

37.96 

36.19 

4978 

3842 

36.61 

51.84 

40.46 

36.6J 
37-38 

52.46 

40.76 

53.73 

40.07 

37-22 

60.77 

39.61 

36.59 

5448 

39.52 

38.35 

53  33 

39.60 

37.06 

EiGN  Companies  Combined 


131. 184.351 

133,014,316 

103.565.673 

52.03 

48.59 

4051 

37.83 

143,063,343 

144.888.508 

"o.  ^33,876 

53.46 

50.41 

40.71 

38.39 

158,392,630 

158.538.595 

115.868.596 

57.12 

53.35 

41-75 

38.99 

161,917.069 

163.607.031 

130,783,636 

56.23 

53.01 

4151 

39-66 

173,138.338 

173.984.363 

138,579,377 
135,833.433 

56.89 

53.36 

4339 

193.098.565 
185.945.955 

200,730.783 

63.05 

60.16 

43.66 

4071 

184.474.903 

143.04S.306 

55-21 

52.76 

42-92 

41.01 

1.143.730.151 

1,158.318.387 

857.999.776 

56.45 

53-27 

41.82 

39-46 

t  Exclusive  of  losses  paid,  dividend-i   paid,   remittances  to   home  office,  loss  on   sale   or  maturity   of  ledger 
assets,  decrease  in  book  value,  borrowed  money  repaid  and  real  e&iate  taxes  and  expenses. 
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COMMISSIONS. 
Joint  Stock  Firb  Insurance  Companies  op  the  State  op  New  York. 


YEAR. 


1909. 

ZQXO. 
191 1. 
191a. 

I9U. 
1915. 


Number 
of  Com- 
panies. 


1909-T5 


4a 
41 
41 
4a 


Net  Premtuns  Written, 

Including  Marine 

and  Inland. 


S 

70,612,753 

75.385.154 
77,068,  lao 

79.9ei,x6i 

81.903.390 
80,578,432 

85.49a.379 


551,021.389 


Net  Comminions. 


$ 

i4.78i.56t 
i5.59a.619 
16,293,898 
16,970.0(59 
18,163,154 
17,062,863 

18,405.707 


117,269,852 


Per  Cent  of 
Net  Commia- 

•iont  to  Net 

Premtnma 

Written. 


::il 


20.9^ 

2d. 

21.14 

21.22 
29.18 
21.18 

ai.53 


21  38 


Joint  Stock  Fire  Insurance  Companies  op  Other  States. 


1909. 
1910. 
1911. 
19x2. 

1913. 
19x4. 

X915. 


1909-15' 


88 
92 

88 

87 
91 
91 


X3i,666.X54 
137.933.147 

137.914.9a7 
137.768.1xj 
146,001,617 
146.409,601 
157.45S.905 


995,149.464 


28,068,022 
•9.758.858 
29,977,811 

29,26X,218 

31,508.495 
30,529,122 

33,670,531 


211,761,057 


21.32 

21.57 
21.74 

21. 
21. 
90. 
aO.75 


21.28 


United  States  Companies  Combined. 


1909. 
1910. 
1911. 
X912. 

1913' 
1914. 

1915. 


1909-15 


'3? 
138 

13a 

128 
132 

133 


202,278,907 
313.3x8,301 
21.1.983.047 
217.749.274 
227,905007 
226.988, <^3 
242,948,284 


1,546,170.853 


42,849.584 
45.345.477 
46,271.709 
46,231.287 
49,671.699 

47.584.985 
51.076,238 


329.030.QOQ 


2X.18 
21.26 
21.52 
21.93 
21.80 
20.96 
21.02 


21.28 


FiRR  Insurance  Companies  of  Foreign  Countries. 


19C9. 
1910. 
1911. 
1912. 

1913- 
1914. 

1915. 


1909-15 


31 

48 
5a 

57 
59 


7r.471.374 
74.101.597 
82,159,150 
90.857.640 
96,288,968 
106,658,983 
106,698,995 


628,236,707 


15.583.889 

16.145.371 
18,571.903 

ai.370.254 

22,692,  X4A 

a5.304.350 
26,09X,207 


145.758.4a4 


21.80 
21.79 
2260 
23.52 
23.57 
23.7a 

a4-45 


23.90 


United  States  and  Foreign  Companies  Combined. 


1909  ■ 

XQIO. 
X9II. 
I912. 

1913  ■ 
I9I4. 
1915. 


1909-15 


163 

175 
180 

1^ 
185 

191 

193 


273.75O.a8l 
287,419,898 

297,i42.X97 
308,606,9x4 

334. 193.975 
333.647.016 

349.647,280 


2,174.407.560 


58,433.473 
6x,^90,848 

64.842,9x2 

67,6oi.S4X 

73.363. 773 

72.889.341 

77.167.445 


474.789.333 


ax.34 

2X.1 

2I.I 

21.90 

29.^ 

21  85 

22.07 


21  84 


OUTSTANDING  RISKS,  DECEMBER  31,  1915. 
193  United  States  and  Foreign  Companies  Combined. 


year. 


1914. 
1915  ■ 


10T4-IQIS  inclusive 


Onk  Year  or  Lbss. 


Amount 
CoTcred. 


$17,864,756,520 


Premiumit 
Charged.* 


Rate  on 
$100. 


$188,187,874       1.0534 


$17,864,756,520  :$i88,t87.874       i  0534 


Two  Ybars. 


Amount 
Covered. 


$•63,837,^4 
307,249,686 


$571,087.0x0 


Premium*    >  Rate  on 
Charged.*  <    $100. 


$9,122,256 
a.499.894 


.8045 
.8136 


$4.629. 150  '       .8093 


*  Gross  let*  reinsurance. 
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OCTSTANDING  RISKS,  DECEMBER  31,  igis^-Continufd. 
X93  United  Statbs  and  Foreign  Companies  CouBiKKD^CornHnMed. 


YEAR. 


1913 

1913 

1914 

«9i5 

1913-1915  inclusive 


Thkbb  Ybaks. 


Amount 


*8.689,553.7a4 

9v44a,q58,984 

10,357.  xo4,673 


$38,488.7x7.380 


Premiums 
Charged.* 


$79,106,395 

a4.g9.369 
93.866.x84 


$3S7.a7x,948 


Rate  OD 
$100. 


.9063 


.9030 


FouK  Yeaks. 


Amount 
CoTered. 


$90,075,791 

93.«3«.a^ 
IOB.938,791 

90 


.038,701 
.898,580 


$378,635,464 


Premiums 
Clutfged.* 


$86x.358 
966.037 

X.038.630 
970.733 


$3,836,748 


Rate  on 
$100. 


.9468 
X.0395 

•9993 
1.0680 


X.OX06 


YEAR. 


1912 

1913 

1914 

1915 

1911-1915  inclusive 


FivB  Ybaks. 


Amount 
Covered. 


$i.9X0.347.X56 
a.i36,X75.7ao 
2.399,063.  X34 
3,553.384.788 
9,566,039.977 


$1x563.899.065 


Premiums 
Chaxfed.* 


$33,630,970 

a4.739.S73 

«7.37a.i35 
•9.6X0.335 

30.389.89s 
$X34.743.798 


Rate  on 
$100. 


I.X847 
X.IS81 

I1409 
x.i6oa 

X.1843 


X.X65X 


COMBINBD  TbRM    BUSIWBSS. 


Amount 
Covered. 

Premiums 
Charged.  • 

Rate  on 
$100. 

$x.9lo,347.lS6 

3,397,ISX.5X5 

XI.I89.454.146 
X3,36x.X09.887 
x3.3ai.976.3i5 

$33,630,970 
95.600,931 

XO7.444.5S7 
1x7.060,480 

X37,777,io6 

1. 1847 

•9470 
•9599 

$41,003,338,919 

$400.5x4,044 

.9768 

YEAR. 


Total  Busihbs& 


Amount  Covered. 


Premiums  Chained.  ^ 


I911. 
1912. 
1913. 
I9H. 
1915. 


$1,9x0.347.356 
3.237,i5X,5X5 
11.182,454,1^6 
X3,36i.xo9.8S7 
3i,x86.033,735 


I9ri-i9i5  inclusive. 


$58,867,095,439 


$39,630,970 
25.600,931 

107,444.557 
xi7.o6o,48o 

3x5,964.980 


$588,70X.9i8 


Rate  on  $100 


11847 
I.t49« 


.9470 
I.0131 


I.OOOO 


OUTSTANDING  RISKS  SINCE  1877. 
United  States  and  Foreign  Companies  Combined. 


YEAR. 


1377-1880 
1881-1890 
1391-1900 
1901-1910 

1911 

1912 

1913 

1914 

191S 


Number 
of  Com- 
panies. 


av. X71 

••    15a 

"    140 

••   156 

180 

183 

185 
191 

193 


Onr  Ybar  ok  Lbss. 


Amount 
Covered. 


$17,325,870.7x1 

57.5w.353.47i 

78.938.449.847 

133,398,008,441 

15.936,070,478 

i5.94S.5a4. 136 
x6,6xx.3i4.75o 

17.037.999.417 
17.864.756,530 


Premiums 
Cliarged  • 


$I5|.X44,3C8 
608,561,  X52 
883,3x9,  X83 

X.528.X50.526 

179.533.970 
180,521,572 
184,030,519 
185.750.562 
188,187.874 


Rate  on 
$100. 


.9006 
1.0580 
1. 1290 
1.2485 
X.I266 

1.1348 
1. 1079 

10903 
1.0534 


Two  Ybars. 


Amount 
Covered. 


$2l8.200,XX5 

993,898.185 

x,640.966.78o 
9.535.976.49a 
490.033,332 
441,150,3x6 
495.960,  X16 
487,310.936 
571.087.010 


Premiums 
Cliarged.* 


$1,716,786 

7.915.705 
12,934,603 

93.297,753 
3.658.896 

3.818,87c 

3,807,803 

4,177.439 

4.622,150 


Rate  on 
$100. 


.7867 

•7Q72 
.7882 
.9186 
.871T 

.8657 

•8939 
.8572 
.8093 


*  Gross  less  reinsurance. 
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OUTSTANDING  RISKS  SINCE  iS77-ConHnued. 
United  States  and  Foreign  Companies  CouBinKD—Contmued. 


YEAR. 


YEAR. 


Thrbb  Ysars. 


1877-X880 
1881-1890 
1891-1900 
1901-1910 

Z9IZ 

191a 

1913 

1914 

1915 


Amount 
Covered. 


$5,218,855,533 
32,442,478,719 
71,732,844,097 

I38.a54.337.aa3 
21.155.045,477 

aa,946,375.6x4 
35,217,130,392 

27.048,883,742 

28,488,717,380 


Premiums 
Charged.* 


$51,263,766 
291,864.091 
630,854,025 

1329,944,374 
203,312,003 

ax7.570.Iia 
232,500,361 
a47.053.i74 
aS7.a7x.948 


Rate  on 

$100. 


i2S 


.8794 
.9610 

.9610 

•9481 
.9212 
.9x56 
.9030 


FouK  Vkars. 


Amount 
Covered. 


$3oo.a79.49a 

1,117,977.989 
1.817,728,134 

a,7a3.534.458 
343.903.48a 
339.909.619 
356.197,972 
378.553.308 
378,635,464 


Premiums 
Charged.* 


$3,175,419 
10.890,022 

X5.939.467 

24.944.969 

3,308,760 

3.341.58a 
3.5ia.53o 
3.7ao.538 
3,826.748 


Rate  on 
9100. 


10574 

•9741 

■8769 

9x59 
.9620 

.9831 
.9861 

.9828 

I  0106 


1877-1880. 
1881-1890. 
Z891-I900. 
19OZ-Z910. 

19IX 

1912...;.. 

X9X3 

X9X4 

19x5 


FiVB  Ybars. 


Amount 
Covered. 


$3,6xi,972,i 
X7.856.330,48i 
30,250,105,6 
53.335.180,1 
8,42i,879,88x 
9,x67,426,466 
xo,2A5,677,442 
X  1.060, 8x1,926 
ix.563.899,065 


Premiums 
Charged.* 


$34,816,638 
ai8.2i3.77i 
362,232,733 
043,5x5.630 
iox,259,546 

x09.34a.398 
I2i,i85,5ix 

xa9.385.' 
X34,742,: 


Rate  on 
$100. 


3329 


•X973 
.2049 

.9023 

.1927 

.X827 

.1697 

.x6si 


CoMBiNBD  Term  Bc»ne&<s 


Amount 
Covered. 


$8,349,307,639 
52.409.685,374 
xo5.44X,734.65o 
X96.839,028,27i 
30,440,022,  X72 
32.894.862,0x5 
36,244.965.922 

38.975.559.91a 
41,002,338,9x9 


Premiuns 
Charged.* 


$90,072,609 
528,883,589 

X,02I,960,822 
2,000,702,726 

3xx.s39.a04 

334,072.962 
360,806.234 

384.937.004 
400,5x4.044 


Rate  on 
SIOO. 


X.0895 
X.0091 

•9693 
xoa65 

X.0268 

X.0156 

-9955 
•9877 
.9768 


YEAR. 


1877-1880. 
X88X-1890. 
X89X-1900. 
X901-X9XO. 

X911 

19x2 

19x3 

19x4 

X9«5 


Totals. 


Amount  Covered. 


$a5.57S.X78,a50 

xo9,928,oq8.845 

x83.680.x8A.497 

3x9.237,036,712 

46.276,992,650 

48,840,386, 15X 

52,856.280,672 

56.0x2,859,329 

58,867,095,439 


Premiums  Chaiged.* 


$246,xi6.9X7 

I.I37,444.74X 
x,9O5,98o,O04 

3.5^.853.a5x 
491,072.474 

5x4.594.534 
544.836,753 

570,687,566 

S88,7ox.9i8 


Rate  on  $100 


9623 

0347 

0373 
XX16 

0612 

0536 
0308 

0x89 

1.0000 


*  Gross  less  reinsurance. 
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Fire  Insurance  Companies  that  Have  Failed  or 

Retired 

The  following  is  a  list  of  joint-stock  and  mutual  fire  and  marine  insurance  companies 
and  Lloyds  that  have  failed  or  retired  from  business  in  the  United  States : 


When 


Mamb  of  Com pamt. 

Des  Momet;  reinsured  in  State,  Det 
les. 
1912— Acme  Fire,  Cedar  Rapids.  lowa^  reinsured  in 
Northwestern  Fire   ana  Marine,  and  Sot- 
ereign. 
laS— Acme  LI<qrda.  Brookhv. 
•■••■•  Acton  Ifutuw  Fire,  Actoil* 
Adam  Co.  Mutnal  Live  Stock,  Gettysburg, 


^dams  Fire  and  Marine.  W.  Va.;  retired. 

ISQT- Adsms  ft  Boyle,  Little  RocJk,  Aik;  retired. 

U5T— Adams  Mutual  Fire,  Adams. 

19U.— Adirondack  Fire,   New   York;    merged  with 

Lumber,  New  York. 
187S— Adriatic,   New  York;  reinsured  in   London 

and  Lancashire. 
1874— Advance,  Philadelphia;  reinsured. 
ISQi— JBhna  Fire.  Dallas.  Tex.:  charter  reroked. 
tU^—MauL  Fire  Lloyds,  New  York;  name  changed 

to  Montauk  Fire  Lloyds. . 
1874— .^Staa,  Oucago;  failed. 
188t— iSStna,  DeuTcr;  retired. 
187»— .£tna  Fire,  New  York:  reins,  in  Home,  N.  Y. 
1871— ^tna.  New  York;  failed  by  ChicaRo  lire. 
VSa^JEtxa,  Fire,  Syracuse,  N.  Y.;  liquidated. 
IfffW    Jffftna  Fire  and  Marine,  Wheehng,  W.  Va.; 

reinsured  in   Providence-Washington. 
ldll—.£tna  Fire  and  Marine,,  Dorer,  Del;  license 

revoked. 
Vm-'JBtaA  Mutual,  Concord.  N.  H.;  faUed. 
laes— Agawam  Mutnal  Fire,  Ipswich. 
1910— Akron  Mutual,  Akron,  O.;  ceased  busuiess. 
1887— Alabama,  Mobile ;  failed.  ,  ..  ^ 

1899— Alabama  State  Mutual,  Anniston;  failed. 
1896— Alamo.  San  Antonio,  Tex.;  reinsured  in  Ger- 

mattm^  New  York. 
UTlr-AIbany  City,  Albany;  failed  by  Chicago  fire. 
1877— Albemarle,     Charlottesville;      reinsured     in 

Granite  of  Virginia.        ,  ,     „     ,     ,  «. 
1904— Alexandria,  Va.;  reinsured  m  Hartford  Fire. 
19C8— Alexandria    Home,    Alexandria,    Va.;    rein. 

sured  in  Westchester  Fire. 
18B4-Allegheny.  Charleston,  W.  Va. 
1898— Allegheny,  Pittsburg;  reins,  in  Armenia. 
ISlO-Allegheny.    Pittsburg;    merged    with    Hum- 
boldt   Fire,  Pittsburg. 
1874— Allemannia.  Oeveland;  failed. 
1890— Alliance,  Boston;  reinsured  in  Reinsurance 

Generales.  .    .      ^.      . 

1898— AUianc^   New   York;   reinsured  in   Phenix, 
Brooklyn,    and    resumed    business;    rein- 
sured in  United  Fire,  Manchester,  Bng. 
190B— Alliance  Fire,  Austin,   Minn.;  reinsured  in 

Connecticut  Fire. 
1906— Alliance  Fire  Underwriters,  Chicago;  ceased 

business. 
1891— Alliance  Mutual.  Reading;  failed. 
1906— Allied  Fire  Underwriters,  Chicago;  retired. 
U74-A1P8,  Erie;  failed-  _ 

1891— Alta,  Stockton:  reins,  in  Connecticut  ^re. 

Alton  Mutual  Ins.  &  Sav.,  Alton;  ftiiled. 

1906— Ainalffamated     Underwriters,     Chicago;    re- 
tired. 
1915— Amazon  Fire,  Shawnee^  Okla.;  liquidated. 
1891- Amazon,  Cincinnati ;  rein,  in  Royal,  Liverpool. 
1884— America,  Jersey  Ci^jr:  failed. 
1872— American,   Jersey    City. 
1908— American,  Boston;  remsured  in  Firemens  of 

Newark,  receivers  appointed. 
1888— American,  Chicago;  reins,  in  Home,  N.  Y. 
1878— Americsn,  Cincinnati;  failed. 
1808— American,  Little  Rock;  receiver  appointed. 
ISIO— American,    Nashville,    Tenn.;    receiver    ap- 
pointed. 
1896— American,  New  Orleans;  retired. 
ISTlr— American,  Providence;  failed  by  Chicaeo  lire. 
1898-^American,  Wheeling;  reinsured  in  Phcenix, 
London,  and  Citixens,  Toledo. 

American    Bankers    Town    Mutual,    Kansas 

City,  Mo. 
1915— American  Fire  Ins.  Assn.,  Dallas,  Tex. 


When 
Retired. 


Name  or  Company. 


i887— Ameiican  Exchange,  New  York;  reinsured 
in  German-American. 

1896— American  Fire,  Baltimore,  Md.;  reinsured, 
except  in  Maryland,  in  Fidelity,  New 
York.     1901 — Reinsured  in  Union,  London. 

1913— American  Fire,  Dover,  Del.;  license  revoked. 

1895— American  Fire  and  Marine  Lloyds,  New 
York;  retired. 

1914 — American  Fire,  Lexington,  Ky.;  receiver  ap- 
pointed. 

1896— American  Fire,  New  York;  reinsured  ia 
Phenix,  Brooklyn,  and  continued  busineai; 
leinsured,  19(0.,  in  Hartford  Fire. 

1906— American  rire.  Philadelphia;  reinsured  term 
risks  in  April,  1906^  in  Commercial  Union, 
and  in  July,  1906^  reinsured  new  business 
in  Stuyvesant  and  Pacific  Fire,  and  sus- 
pended operations;  resumed  business  Jan. 
L  1908;  in  1913  merged  with  Ins.  Co.  of  the 
State  of  Pennsylvania. 

1906— American  Fire  Underwriters,  Chicago,  IlL; 
retired. 

1906— American  Guaranty  Fund  Mutual,  St  Louis. 

1913— American  Home,  Greenville,  S.  C;  rein- 
sured in  German-American,  New  York. 

1896  American  Indemnity  and  Assurance,  In- 
dianapolis, Ind.;  failed. 

American,  Lexington,  Ky.;  receiver*  ap- 
pointed. 

1884— American  Lloyds,  Limited,  Chicago;  rein- 
sured in  Lumbermens  Mutual,  Chicago. 

1886— American  ManufiMturers  Mutual,  Concord, 
N.  H.;  failed. 

X911— American    Manufacturers    Mutual,    Indiana- 

Kolis,  Ind.;  reinsured  in  North  British  and 
lercantile^  London. 

American  Midland  Town  Mut.,  Liberty,  Ma 

1880— American  Mutual,  Cleveland;  wound  up. 

1804— American  Mutual,  Des  Moines;  failed. 

1886— American  Mutual,  Danville,  111.;  retired. 

1889— American  Mutual,  Michigan  City,  Ind.; 
failed. 

1874— American  Mutual,  New  Orleans:  failed. 

1888— American  Mutual,  St  Louis;  reinsured. 

1896— American  Mutual.  South  Bend,  Ind.;  faileo. 

1895— American  Mutnal  Fire,  Denver,  failed. 

1908— American  Mutual,  Plainfidd,  N.  J.;  retired. 

1906— American  Mutual,  Sjrracuse,  N.  Y.;  liqm. 
dated. 

1903— American  National,  Fort  Worth,  Tex.; 
charter  revoked. 

1911— American  National,  Rock  Island,  111.:  re- 
insured in  American  Union,  Philadelphia, 
and  in  1913  in  North  British  and  Mer- 
cantile, London. 

1876— American  Underwriters,  Philadelphia:  failed. 

1908— American  Underwriters  Fire  of  Monroe 
County,  N.  Y.;  receiver  appointed. 

1918— American  Union  Fire,  Philadelphia;  receiver 
appointed. 

1915 — American  Union  F.   I.  A.,  Waco,  Tex. 

1879— Amity,  New  York;  reinsured  in  Star,  N.  Y. 

1889— Amoskeag,  Manchester;  reinsured  in  Peo- 
ples, Manchester,  N.  U. 

1915 — Anchor  Fire,  Des  Moines;  reinsured  in  the 
Northwestern    F.   and   M.,    Minneapolis. 

1894— Anchor,  London:  failed. 

1861— Anchor  (Marine),  New  Yordi 

1878— Anchor,  St  Louis;  failed. 

1884— Anchor  F.  &  M.,  Wheeling:  failed. 

1915 — Anchor  Fire  Ins.  Assn.,  Dallas,  Tex.;  re- 
ceiver appointed. 

1878— Andes,  Cincinnati:  failed  by  Chicago  fire. 

1886— Anglo-American,  Washington,  D.  C. ;  faileo. 

1880— Anglo-Nevada,  San  Francisco;  reinsured  in 
Caledonian,  and  London  and  Lancashire. 

1878— Anthracite,  Philadelphia;  reinsured  in  Sun, 
PhikdelDhia. 

1866— Appleton  Mutual  Fire,  Boston. 

1911— Appleton  Mutual,  Appleton,  Wis.;  absorbed 
oy  Manitowoc  Mutual. 
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When 
Retired. 


NaKB  or  COMPAHY. 


1900— Aquidneck  Mutual  Fire,  Providencei   R.  li 

reinsured. 
1897— Arctic,  New  York;  reinsured  in  ImperiaL 
188S— Argentine,  Denver  and  Indianapolis;  faileo 
1914— Arizona-New      Mexico      Fire      Underwriters, 

Phoenix,   Ariz. 
1887— Arkansas    Fir^    Little    Rock;    reinsured    it. 

Commercial  Union,  London. 
1884    Arkansas  Home,  Little   Rock;  retired. 
1908— Arkansas  Mutual,  Little  Rock.  Ark.;  merged 

with  Capital  Fire,  Little  Rock. 
1889— Arkansas  Valley  Mutual,  WichiU,  Kan.;  re 

tired;  resumed  business  in  1908. 
1881^Arlington,  Memphis;  reinsured  m  Milwauke* 

Mechanics,  Milwaukee. 
1901— Armenia,  Pittsburg;   reins,   in  Westchester; 
resumttd  business  in  1908,  and  in  1906  merged 
with  Conestoga  Fire,  Lancaster,  as  the  Goar 
dian  Fire,  Pittsburg. 
1893— Armstrong,   New   York;   reinsured  in  Lanca- 
shire,  Manchester. 
1915 — ^Army   and    Navy    Ins.    Assn.,   San    Antonio, 

Texas. 
1889— Artisans,  New  York;  reinsured  in  Common- 

wealth  of  New  York. 
1900— Artisans,    Pittsburg;    reinsured   in    National. 

Hartford. 
1897— Ashfield  Mutual,  Ashfield,  Mass.;  retired. 
1899— Associated    Firemens,    Baltimore;    reinsured 

in  Fidelity. 
1871— Associated   r  ircmcn,   Providence. 
1901— Associated  Manufacturers  Mutual,  Brooklyn, 

reinsured  in  Phenix,  Brooklyn. 
1891— Associated    Manufacturers    Mutual,    Molinc 

lU.;  retired. 
1908— Associated  Mutual  Fire  Underwriters,  Pax- 
ton.    111.:   reinsured   in    Illinois   National, 

Springfield.  III. 
189&— Associated  Lnderwriters,  New  York;  retired 
1899— Associated  Underwriters.  Rockford;  retired 
190&— Assurance  Association  of  Illinois,  Chicago: 

retired. 
1897— Assurance   Lloyds  of  America,    New   York 

reinsured  in  Aattirance  Co.  of  America. 
1914 — Assured's    National    Mutual,    Decatur,     111. ; 

receiver  Appointed. 
1871— Astor,  New  York;  failed  by  Chicago  fire. 
1897— Athens  Mutual,  Athens,  Ga.;  retired. 
1912— Athens  Mutual,  Athens,  Ga.;  liauidated. 
1906— Atlanta-Birmingham   Fire,  Birmuifi^m.  Ala. ; 

reinsured   in   Prudential   of    TaseweU;    re- 
ceiver appointed. 
1915 — Atlanta    Home,    Atlanta,    Ga. ;    reinsured    in 

Firemans   Fund,    California. 
1889— Atlantic  F.  &  M.,  Providence;  reinsured  in 

National  of  Hartford. 
1896— Atlantic  Fire  and  Marine  Underwriters,  New 

York;  retired. 

Atlantic  Mutual  Fire,  Atlantic  Qty,  N.  J. 

1896— Atlantic  Mutual  Fire,  Providence;  reinsured 

in  Svea,  Gothenburg. 
1915 — Atlantic    National    Fire,    Macon,    Ga. ;    rein- 
sured in  New  Hampshire  Fire,  Manchester. 

Atlantic  F.  ft  M.,  Provincetown ;  retired. 

1871— Atlantic,  Baltimore;  reins,  in  Home,  Md 
187^— Atlantic    Fire,    Brooklyn;    reins,    in    Home, 

N.  Y. 
1843— Atlantic,  Boston. 

1881- Atlantic  Mutual  Marine,  Provincetown. 
1870— Atlantic,  New  Orleans;  reinsured  in  Factor^ 

and  Traders. 
1871— Atlantic  Brooklyn;  failed  by  Chicago  fire. 
1894 — ^Atlantic,  Richmond,  Va.;  mail   unclRtmed 
1896— Atlantic  Mutual  Fire.  Philsdelphin    failed 
1906— Atlantic  Underwriters  at  New  York  Central 

Lloyds;  retired. 
1874— Atlantic  and  Pacific,  Chicago:  failed 
1895— Atlantic  Fire  Lloyds,  Camden.  N.  J. 
1841— Atlaa,  Boston. 
1911— Atlas,  Des  Moines,  la. ;  merged  with  Anchor 

Fire,    Des    Moines,    la. 
1881— Atlas,  Hartford;  wound  up. 

Atlas,  Missouri;  retired. 

187B— Atlas,  New  Orleans:  failed. 
1897 — Atlas,  Providence,   R.   I.;  retired 
1896— Atlas  Fire,  Columbia.  S.  C;  retired. 
YWM^^Atlas  Fire  and  Marine  Llovds.  New  York 
190O— Atlas   Mutual   Fire,   Boston:   reinsured;   re- 
sumed business  in  1903;  receiver  appointed 

1907. 
1S59  -Augusta   Fire,   Aujfusta,   Ga. 


When 
Retired. 


NaMI  or  COMPAMT. 


1913— Augusta  Fire,  Augusta,  Ga.;  reinsured  in 
Citizens,  Baltimore. 

i871— Aurora,  Auiora. 

1881— Aurora,  Cincinnati;  reins,  in  National,  Conn. 

U(70— Aurora,  Covington;  reuisured  m  Aurora  ot 
CincinnatL 

1897— Aurora  Fire,  Philadedphia;  retired. 

L890— Automatic  Mutual  Fire,  Philadelphia:^  iaUed. 

L886— Automatic  Smrinkler  Mutual  Fire,  Philadel- 
phia; failed. 

1914— Automobile  Inter  Indemnity  Association,  St. 
Louis ;   retired. 

1914— Automobile  Underwriters,  San  Antonio,  Tex.; 
retired, 

I86^fialttc.  New  York;  failed. 

1904— Baltimore  Fire,  Baltimore;  fafled  by  Baits- 
more  fire^ 

Baltimore  and  Ohio,  West  Virginia;  retired. 

1877— Bangor,  Bangor;  failed. 

1886— Bangor  Mutual,  Bangor,  Me.;  retired. 

1886— Bankers  and  Merchanu  F.  ft  M.  Underwrit- 
ers, New  York;  consolidated  with  South 
ana  North  American  Lloyds. 

1886— Bankers  and  Merchanu  Mutual,  Liberty, 
Mo.;  aasigned. 

1913— Bankers  Fire,  Phoenix,  Ariz.;  reinsured  m 
Firemans  Fund,  San  Francisco. 

1914— Bankers  Security  Fire  Underwriters,  Hous- 
ton,   Tex. ;    retired. 

1914— Baron  Steuben  Mutual  Fire,  Ithaca,  N.  Y.; 
reinsured. 

1902— Baloise,  Basle,  Switzerland;  retired. 

UMM>— Bavarian  Mortgage  <k  Exchanoe  Bank,  Ma- 
nich;   retired  from  United  States. 

Bay  State  Mutual  Fire,  Chelsea. 

L89&— Bay  State  Mutual  Fire,  Gardner;  failed. 

1879— Bay  State,  Worcester:  failed  by  Boston  fire 

1914— Beaver  Dam  Mutual  Fire,  Beaver  Dam,  Wis.; 
retired. 

1915— Beaver  State  Merchants  Mutual,  Portland, 
Ore.;  ceased  writing. 

H56-Becket  Mutual  Fire.  Becket. 

1897— Bedford  Mutual,  Bedford,  Pa.;  reina.  in 
MtxuL 

18S8— Bedford  Commercial,  New  Bedford. 

l:<71— Beekman,  New  Yorkj  failed  by  Chicago  fire. 

i:i97— Beloit  Mutual,  Beloit,  Wis.;  reinsured  in 
Niagara,   New   York. 

1890— Belleville  Mutual,  Belleville,  111.;  reinsnred 
in    American,   Philadelphia. 

1912— Beloit  Merchants  &  Bankers  Mutual  Fire, 
Beloit,  WMs.;  reinsured  in  Old  Colony, 
\lass. 

1910— Ben  Franklin,  Pittsburg;  amalgamated  with 
National,  Pittsburg. 

19U8— Bergen  Co.  Farmers,  Oradell.  N.  J.;  failed. 

Berkley,  West  Virginia;  retired. 

1881— Beverly  Marine,  Beverly. 

1886— Beverlv  (name  changed  to  Merchants);  rein- 
sured in  Boston  Marine. 

1887— Birmingham,    Birmingham,    Ala.;    reinsured 

in  Macon,  Macon.  Ga. 
Black  Hills,  Peadwood. 

190&— Blackhawk.  Freeport,  111.;  merged  with  Ger- 
man, Freeport. 

1871- Bloomington.  Bloomington;  reinsured. 

1914— Bloomington  Mutual  Fire,  Bloomington, 
111.;   reinsured. 

190&— Blue  Grass,  Lexington,  Ky.;  receiTcr  ap- 
pointed. 

1909— Blue  Ridge  Fire,  Blue  Ridge,  Ga.;  absorbed 
by  Florida  Home. 

1913— Bluff  City  Fire,  Memphis,  Tenn.;  reinsured 
in    Hernando,   Memphis. 

1891— Boatmans  F.  &  M..  Pittsburg;  reinsured  in 
Norwich  Union,  Norwidi. 

tR77— Boatmens,  St.  Louis;  reinsured  in  American 
Central. 

1872— Boot  &  Shoe  Manufacturers  Mut.  Fire,  Lynn. 

Boot  Manufacturers  Mutual.  Boston;  retired. 

1879— Boston,  Boston;  failed  by  Boston  fire. 

1861— Boston  Inland  Mutual,  Boston. 

Boston  Marine,  Boston. 

1860— Boston  Muttud  Fire.  Boston. 

1861— Bowditch  Mutual  Fire  fchanged  to  Hamilton 
Mutual  Fire,  1868'^.  Salem. 

Bowdoin  Mutual  Fire,  Boston. 

1879— Boy Iston,  Boston;  failed  by  Boston  fire 

1894— Boylston,  Boston;  reinsured  in  German* 
American,  New  York,  and  ProTidence* 
Washington,  Providence. 
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WT— Biwwcn,  UilmukHi  i 


■  Uajdt,   New  Vatk; 

imtr  Untiu],  New  Bedfoid,  Hu*.: 

1  in  SprinrGeld  Fire  ft  Ulrina. 

W— Brttiih-ADicricaa,    New   York:   rciaaurcd   In 
Britiih  Ancrici  of  Toronto. 
UK-Browlwv  LloTdi,   New   York. 
ISOO— Bro»dw«ji.  New  York;  teinnred 


isn— I 


»ld]rn     Fin 


'    Yoi^;     reintarcd    lo 


finuuwick,  We*t  Virimui  retired. 

UN— BrooUn  Lloydi,  Bnwkljni  rrtired. 

1»U— Bnckerc  Fire  Auocialion,  CindnnaK;  failed. 

UM— Bockere  Mot.,  Shelby,  O. ;  ehaner  revoked. 

U»~]ttidie7«  auie,  Cmcunui!  retired. 

UH— BuSdo,  BoSalo;  reiu.  in  Pbeoix,  Bldyn. 

U71— BnSilo  Chr,  Uoflalo;  liilnl  bj  Chicaio  fire 

Ull— BaHalo    Commercial,    BuKalo;    meiied   with 

U71-Biia>jl  FiTr*ad''Uu>ne.'''Buffitoi  (ailed  b; 

Chica^  fire. 
MS— Baltalo  Uutsal  Fire,  Buffalo:  retired. 
UM~BuBilo  F.  and  M.  Undra.,  Bnfialo;  rctir«L 
im— Bailder*  Mumal  Fire,  Boston. 
IWI— Bnilden  Uuiual  Fire,  Ptailadelphia  i  retired 

Bnildera,  Wen  Virijai*;  retimL 

WE— Bunker  Hill  Fire,  Ourteiton. 

mi— Burnet,  Cincinnati;  retired. 

UH— Borlinttoq,  BaTlinstoo,  la.;  tailed. 

jan—Bauataa   Uena   Uutatl  Fire,   Boaton;   rem 

nred  in   Fitemena,  Baltlinore. 
1^15— Buiinni   Mem  Town  Mutual,   Kansas   City. 

Mo.;    liquidated. 
ISB— Botlei  Untnal  Fire,  Botler, 


c  Co.  Fan 


I  Mutui 


Chicc 


L  imperial  and  Northern,  Howard  and 
d  with  Hudson 
T  fire. 

Dicia.  San  Francisco:  reinsured  in  Feu 
a,  Uanchatn:  Home.  New  York:  Virr 
na  Fund,  San  Franclaco:  reorianbed 
1  muined  bunneaa  June  It.  IMK. 


Rojal.     Liverpool; 

oonncn,  imji. 
IW— Caoeron   Town    Untnal,    Uo.;    uiiBned   to 

Wamubin  Town  Huttwl,  Ho. 

Culoa  Town  Hnnul,  Mo. 

Cape  Cod  Uatnal  Fire,  Harwich. 

Cape  Cod  UuttuI  Fire.  Sandwich. 

Ul»-Capital.    Dea    Moines,    lowai    merged    with 

llerchanta  and  Bankers,  Dea  Hornea. 
»12— Cipiul     and    Merchants    and    Bankers,     Dea 


tNfr-CvJtat 'UcnipbU,  bited. 
inS— Capital  Ciqr,  Albany ;  reina.  In  Lancaabira. 
ISTt— Capital  Citr.  Colambna;  reinsured  in  Frank 
lui  ol  Ohio. 


I- Capital  Fire  Aaaociation,  Nasbu 

in  Granite  State.  Poitinnoutb.  !•.  n. 
UOe-Capital  Fire,  Little  Kock^Ark.;  abaorbed  by 

American  Fire,  Little  totk.  Ark. 
lilS-Capital   Mutual.   Austin,  Tex.:    reinsured. 
19l»-Capital  MutiuL  Siracuae,  N.  V.;  liquidated. 
Un-Cat^lal  MntoJ,  Topekaj  failed. 
UH— CaiMtal  Fire  Llords.  New  York:  rettred. 
'•~    "^ — "-1  Mntnal  Fite,   Spaitanbuis,  S.    C: 
-T  appointed. 
,   W&mingtDn,    N.    C;    orfaoiaitioa 


Rctitad.  Kami  or  Cokukt. 

lS72-CarrDllton.  Canolllon;  retired. 
Hn^a's"de"  M^fiial'  ^l'"'"  '"  *'"""*■  ^^^ 
in  Michigan  I'ire  and  Marine  '  "'""" 
]S9S»-Caah,  Fittabura:  reina.  in  AmericBD  Nfwark 
lSS5-Cedar  Rapid.,' tedar  ^piSf^nmre"  m 
Continental.  New  York,  "'sarea   m 

lB07-CentennUJ  St.le.  Denver.  Col.;  reinsured  in 
*-^-"--'     Walenown. 

>a;    teinaured    in    National   of 


IS73-CI 
Wra-Ceni 


Phila 


li.  Coh 


n  FtankHn 


Obio. 


'ir?¥ir3 


Merchants  ol  Dayton. 
UT4-~Central,  Pblladelphia:  failed 
-"-— '    Pierre,  Bat 

^-.  O^T.  &l»a,  Ala.;  reinsured  i,  Har 
IMl— Central  Fire,  Ladnaton,  Kr.j  faQed. 

1«H— C( 

1»0«-C« 


]89«— Central  Mutual  Fire,  Botlon;  retired. 
IMt-Ccntral    Mutual    Fi^e,    HaatinVsTNeb. j    n- 
insured  in  Mercantile  MuIuaL  Lincoln. 

1J74— Central  Uuf- '  "■—    '" 

I490~-Central  Mut- 
[ftn-Central  Ohio. 
IS6»-Central  Park, 

IS>T-C«itral   PennB]rlTania  Mntual,   Wllliam.port 

19H-Cen%al'^ion.  Kansas  City,   Mo.j  reinsured 

^   OccideiHal,    K.    M.  and   North    Brancb, 

ISW— Cenlurj  Fire  LloTda,  New  York. 
!SI-£f°t"^  Mutual  Fire,   Philadelphia;   retired. 


e  Fire,  New 


l8S6-CbaIroL 

ISTS— Chaplain  Mutual,  Burlingto„,  ,.,.„ 
.^...Chariton  Co.  Town  UatoaL  KeTlea*illc. Ua 
l8»«-Charleston  F.  &  M.,  Cha3e«oo™!c.TlaneS 
1M4-Charles  C.ner  Mutual,   Boston;   failed 
1871— Oiarter  Oak,  Hartford:  failed  hj  Chicaao  fire. 
I8S4— Charleatown  Mutual  ^ire,  Charleatown! 
UMl— Chautauqua  Mutual,  Freilonia,  N.  Y. 

ChebaccD  Mntual  Fire,  Essex. 

IXItT— Chelsea  Mutual  Fire.  Chelsea. 

I    IBSI— Cheaapcake,  Waahiogton,  D.  C 
l»M-CheaBpeake  F.  &  M.,  Richmond,  Va.:  retired. 
im-Cbicaso.    Chkuo;    reinsured    in    I^auranci 

'  " -my  of  State  oi  Illinois. 


.. ISO  Flremens,  Chicaao;  i,„ 

1890— Chicaso  Mutual,  Chicaeo;   failed. 
1S9«— Chicago  Mutual  Fire.  Chicago;   failed 

iSS=S;'i'^";ssiS"°'L^i:?  u"^-'  r"'Srer'- 

pointed.         ■  '  ■'   ""'*"  "P" 

TSn- Chouteau.  St.  Louis;  failed  by  Chlcaao  fire. 
IStft-Ciocionati,  Cincinnati;  relanired  inTMagde 

btirg,   Magdeburg. 
ISaS-Cindnnatl  Fire  Asan.,  CindnnaH:  failed 
1910-Cincinnatl  Molual,   Cincinnati,   dhio;    liqui- 


er;  relnamed  in  Manufacturers 

in  Is.  Concord.  N.  H. 

msTille.  Ind.;  reinaared   in   Ni. 

taw— CItUens,  EransTltle,  Ind.;  failed. 
lg»T-Citiieo.  Fire  LloyJs.  New  York;  reinsured 
!n  Lafayette,  N.  Y.;  contjoned  bnalneaa. 

1914— CiliMns   Fire,   Ballimore.   Md.i   reinsured   in 


IS  Flr«.  Columbia.  S.  C:  failed. 

la  Fire.  Dallas,  Tejt.;  charter  revoked. 

i    Fire,   Memphis,   Tenn.;   ceaied  boal. 
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Nami  ov  Company. 


When 
Retired. 

1910— Citizens    Fire    Association,    Utics,    N.    Y.; 
liquidated. 

1910— Citizens    Fire    Association,    Seattle,    Wash.; 
licensed  revoked. 

ISIO— Citizens  Fire  Assn..  Mankato,  Minn.;  rein- 
sured in  Security  Mutual  Fire,  Chatfield. 

1894    Citizens,  Memphis ;  reins,  in  Greenwich,  N.Y. 

1887— Citizens,  Mobile;  faUed. 

1877— Citizens,  Newark;  reins,  in  Peoples.  N.  J. 

UOS— Citizens,  N.  Y.;  reins,  in  Phenix,  Brooklyn. 

ISQl— Citizens.  Pittsbtnv*  Fft.;  reinaurcd  in  PhCB- 
nix,  Etaitford,  Coon. 

1882 — Citizens,    Washington;    reinsured    in    Fire- 
mens,  Washington. 

1877— Citizens,  Wheeling;  failed. 

1904— Citizens  Lloyds.  Chicago;  retired. 

1901— Qtizens  Matuid,  Albion.  N.  Y.;  iailtd, 

1906— Otizens  Mutual,  Boston;  reinsured  in  Royal 
of  Liverpool;  resumed  business,  1909. 

1909— Citizens  Mutual,  Holly,  Mich.;  reinsured  in 
American,  Newark. 

1911— Citizens  Mutual,  Petoskey,  M'':h.;  receiver 
appointed. 

1886— Citufens  Mutual  Fire,  Providence;  retired. 

1886— Citizens  Mutual  Firc^  Somerville,  N.  J.;  re- 
insured in  German*.^merican. 

1901fr-Citizens  Mutual  Fire,  Terrell,  Tex.;  charter 
revoked. 

1900-Citizens  MutoaL  Jackson,  Mich.;  failed. 

1891— Citizens  Mutual,  Waterloo,  la.;  failed. 

1911— Citizens  Mutual,  Pontia^  Mich.;  liauidated. 

Citizens  Town  Mutual,  St.  Louis,  Mo. 

1906— Citizens  Town  Mntual  Fire,  Kansas  City. 
Ma;  retired. 

1865 — City  of  New  Haven,  New  Haven,  Conn. 

187S— City,  Boston;  failed  by  Boston  fire. 

187>-City,  Hartford;  failed  by  Chicago  fire. 

1891— Ci^,  New  Yoric;  reinsured  in  Guardian, 
London. 

City,  Philadelphia;  retired. 

1880— Ci^,  Providence;  reinsured  in  Imperial  and 
Northern. 

UBS— City,  Richmond;  reins,  in  New  York  Under- 
writers Agen^. 

1891— City  F.  &  M.,  Louisville;  reinsured  in  Com- 
mercial Union,  London. 

1894— City  Fire  Lloyds.  New  York  (name  changed 
to  Irving  Fire  Lloyds). 

1906— City  Fire,  Parmersville,  Tex.;  charter  re- 
voked. 

1907— Citv  of  Jefferson  Mutual  Fare,  Jefferson, 
Mo.;  reinsured  in  Mithigan  Commercial, 
Lansing. 

1897— City  Fire  Assn.,  New  York;  liquidated. 

1896 — City  Fire  Underwriters  Association,  Brook 
lyn;  reinsured. 

1892— Ci^  of  London,  London;  reinsured  in  Pala- 
tme,  Manchester. 

City  Mutual  Fire,  Boston. 

1877— City  Mutual  Fire,  Roxbury. 

188S— City  Mutual,  Harrisburg;  failed. 

1857— City  Mutual  Marine  and  Fire,  Boston. 

1878— City  Mutual,  St  Louis:  reins,  in  Queen. 

1876— Clayton.  Wilmington;  tailed. 

1879— Clay  Fire  and  Marine,  Newport,  Ky.;  rein- 
sured in  Buffalo  German. 

1871— Clevdand,  Cleveland;  failed  by  Chicago  fire. 

1887— Clinton,  New  York;  reinsured  in  German- 
American. 

1886— Clinton  Fire  Lloyds,  New  York;  retired. 

1911— Clinton  ville  and  Shauano  Mutual,  Wis.; 
ceased  business. 

1867— Coasters  Mutual  Marine,  Boston. 

1872— Cochituato  Fire  (changed  to  City  Fire,  1866). 
Boston. 

1844— Cohasset  Mutual  Fire,  Taunton. 

1906— Colonial  Fire,  Washin^on,  D.  C:  decided  to 
close  up  affairs;  will  carry  risks  to  ex- 
piration. 

1916— Colonial  Fire  Assn.,  Waco,  Tex. 

1884— Colonial  Lloyds,  Philadelphia;  reinsured  in 
Metropolitan  Llovds  and  Indemnity  Fire 
Lloyds,  New  York. 

1886— Colonial  Mutual  Fire,  Boston;  failed. 

1897— Colonial  Mutual  Fire,  Philadelphia;  retired. 

1911— Colonial  Mutual  Fire,  Philadelphia,  Pa.; 
liquidated. 

1905— Colonial  Underwriters,  Qiicago;  retired. 

1881— Colorado,  Denver;  failed. 

1907— Colorado  Fire,  Denver,  Col.;  reinsured  in 
Southern,  New  Orleans. 


When 
Retired. 


Name  of  CoMVAinr. 


1901— Colorado  Mutual,  Denver;  receiver  ap- 
pointed. 

1906— Colorado  Merchants  and  Farmers  Mntoil, 
Denver;  retired. 

1888-^Columbisl  New  York;  reinsured  in  Mer- 
chants, Newark. 

1907— Columbia  Fire,  Washington,  D.  C;  rein- 
sured in  Royal,  Liverpool. 

1911— Columbia  Fire,  Omaha,  Neb.;  reinsured  in 
National,  Hartford. 

191S— Columbia  Fire,  Athens,  Ga. ;  reinsured  in  the 
North  British  and  Mercantile,  London. 

1881— Columbia  F.  &  M.,  PorUand,  Ore.;  reinsured 
in  German-Amencan,  New  York. 

1896— Columbia  Fire  Lloyds,  New  York;  reinsured 
in  Norwood  and  other  companies. 

1906— Columbia  Fire  Association.  Chicago,  IIL; 
retired. 

1908— Columbia,  Rensselaer  &  Dutchess  County 
Mutual;  reinsured  in  Westchester,  N.  Y. 

1866-Columbia  Marine,  New  York. 

1911— Columbia  Mutual  Fire,  Philadelphia,  Fa.; 
liquidated. 

1840— Columbian,  Boston. 

1894 — Columbian,  JLouisville;  failed. 

Columbian  Fire  and  Marines  Boston. 

1895— Columbian  Lloyds,  New  York;  name  change 
to  Adas  F.  &  M.  Lloyds. 

1888— Columbns  Insurance  and  Banking  Company, 
Columbus,  Miss.;  reinsured  in  Phaenix  of 
London. 

1910— Columbus  Mutual,  Columbus,  Wis.;  re- 
ceiver appointed. 

1878-Commerce,  New  York;  reins,  in  Star,  N.  Y. 

1896— Commerce  Fire  Llojrds,  New  York;  did  not 
complete  organization. 

1896— Commerce  Mutual,  Boston;  failed. 

1888— Commercial,  Baltimore;  reinsured  in  German 
of  Baltimore. 

1871— Commercial,  (Hiicago;  failed  by  Chicago  fire. 

1886  Commercial.  Qncuuiati;  retnsnrcd  in  Mer 
chanta  and  Manufacturers,  Cincinnati. 

1871— Commercial,  Oeveland;  failed  by  Chicago 
fire. 

1911— Commercial  Fire,  Des  Moines,  la.;  merged 
with  Hawkeye  &  Des  Moines,  Des  Moines, 
Iowa. 

1906— Commercial,  Little  Rock,  Ark.;  receiver  ap- 
pointed. 

1908— Commercial  Fire,  Houston,  Tex.;  reinsured 
in  Spring  Garden. 

1896— Commercial  Fire,  Montgomery,  Ala.;  rein- 
sured in  Pennsylvania  rlre. 

1897- Commercial  Fire,  Saginaw,  Mich.;  retired. 

1914— Commercial  Fire,  Washington,  D.  C;  rein- 
sured in  Nord  Deutsche,  Hamburg  and 
Globe  and  Rutgers,  New  York. 

1901— Commercial  Mutual,  Des  Moines;  retired. 

1903— Commercial,  New  Albany,  Ind.;  failed. 

1896— Commercial  Mutual,  Providence;  retired. 

1878— Commercial  Mutual  Marine,  New  Bedford. 

1860— Commercial,   Nantucket. 

1876— Commercial,  New  Orleans;  reinsured  in  Sun 
of  New  Orleans. 

1877— Commercial,  St.  Louis;  failed. 

1884— Commercial,  New  York;  reinsured  in  Ex- 
change, New  York. 

1891— Commercial,  San  Francisco;  reinsured  in 
Palatine,  Manchester. 

Commercial,  West  Virginia. 

1915— Commercial  Fire  Undrs.,  Waco,  Tex. 

1896— Commercial  Lloyds.  New  York;  reinsured 
in  Philadelphia  Mutual  Fire;  resumed  busi- 
ness and  anin  retired  in  19001 

1882— Commercial  Mutual,  New  York;  retired  &om 
fire  insurance  field;  in  1891  reinsured  ma- 
rine business  in  Providence- Washington. 

1907 — Commercial  National,  Denver,  Cb'L;  merged 
with  Imperial  Fire,  Denver. 

1904— Commercial  Union  Undrs.,  Chicago;  retired. 

1906 — Commonwealth,  Atlanta,  Ga.;  ceased  busi- 
ness. 

1888— Commonwealth,  Boston;  reinsured  in  Com- 
mercial Union. 

1904— Commonwealth,  Bel  Air;  retired. 

1871 — Commonwealth,  New  York;  failed. 

Commonwealth,  Philadelphia;  retired. 

1909 — Commonwealth  Fire,  Ottumwa,  Iowa;  rein- 
sured in  Monongahela,  Pittsburg. 

1896— Commonwealth  Fire,  Winchester,  Va.;  char- 
ter annulled. 
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Name  of  CowAmr. 

1S95 — Commonwealth  Fire  Assn.,  New  York;  re- 
tired. 

...... Commonweftlth,  West  Virginia;  retired. 

1896 — Commonwealth  Mntnal,  Boston;  failed. 

18n — Commonwealth  Mntoal,  Decatur;  failed. 

UN — Commonwealth  Mntoal,  Philadelphia;  failed. 

1906 — Conestoga  Fire,  Lancaster,  Pa.;  consolidated 
with  Armenia,  Pittsbnrg,  and  amalgamap 
tiott  organized  as  Guardian  Fire.  Pittsbarg. 

1878— Connecticut  Mutual,  Meriden.  Conn.;  rein- 
sttred  in  Continental,  New  York. 

18S3— Confiance,  Paris;  retired  from  United  States, 
reinsuring  American  risks  in  Howard, 
N.  Y.,  and  Manufacturers,  Boston. 

1887— Conservative,  Bismarck  (or  Fargo),  Dakota; 
failed. 

1912 — Consolidated  Fire  and  Marine,  Minneapolis; 
reinsured  in  Northwestern  Fire  and  Marine, 
Minneapolis. 

lan— Consolidated  Mutual,  Chicago;  failed. 

mi— Consolidated  Mutual  Fire.  Philadelphia,  Pa.; 
liquidated. 

3881  Consolidated  Underwriters  (Lloyds),  New 
York;  reinsured  in  Eastern  Mutual,  Phila- 


delphia. 
1906 — Contmenta]   of  Illinois,   Chicago;  reinsured 

in  National,  Allegheny. 
187S— Continental,    Baltimore;   reins,    in   German, 

Jud. 

Continental,  Philadelphia;  retired. 

1907 — Continental   Fire,    Little   Rock,  Ark.;   rein- 
sured  in  Spring  Garden. 

Continental,  West  Virginia;  retired. 

UK-— Continental  Fire,  Minneapolis;  failed. 
1MB— Continental   ^re   Association,    Fort    Worth, 

Tex. ;  charter  revoked. 
1888— Cdntinental    Mutual,    Michigan    City,    Ind.; 

fafled. 
1896— Continental  Lloyds,  New  York. 
1896 — Continental    Mutual    Fire,    Boston;    not    in 

active  hustness. 
1908 — Continental    Tornado    and    Cyclone,     Fort 

Worth,  Tex.;  charter  revoked. 
1886— Continental   Mutual   Fire,    Philadelphia;   a» 

signed. 
1915 — Continental   Recip.   Undrs.,   Dallas,  Tex. 
1906— Continental   Underwriters,  Chicago;  retired. 
1866 — Conway  Fire,  Boston. 
1877— Conway  Mutual  Fire,  Conway.  I 

1908— Cook    County    Fire    Lloyds,    Chicago,    111.;    I 

Mled.  I 

ISU — Cooper,    Dayton,   Ohio;    reinsured  in   North 

British  &  Mercantile. 
1913— Co-operative     Fire,     Port     Jcrvis,     N.     Y.; 

liquidated. 

Com  Qty  Mutual,  Toledo:  failed. 

Un— Com  Exchange,  New  York;  failed  by  Boston 


Com  Exchange,  Philadelphia;  failed. 

1888 — Cornwall  Mutual,  Lebanon.  Pa.;  retired. 
1SQ8 — Cosmopolitan  Fire,  New  York;  reinsured  in 

Royal  Exchange. 
1911— Cosmopolitan  Mutual  Fire,  Philadelphia,  Pa.; 

ceased  business. 
ISlo— Cotton   Seed   Oil   Millers   Ins.    Bur.,   Dallas, 

Texas. 
1514— Cotton    States    Mutual    Fire,    Austin,    Tex.; 

liquidated. 
1885— Covndl  Bluffs,  Council  Bluffs;  failed. 
190^— Craft  Owners   Indemnity   Exchange,    Wash- 
ington (State). 
1881 — &anbury  Mutual,  Cranbury,  N.  J.;  retired. 
UT8— Crescent.  Cincinnati;  retired. 
1888— Crescent,  Cleveland;  tailed. 
1886— Crescent.  New  Orleans;  reinsured  in   Hart 

ford  Fire. 
ia96-Cresoent   Lloyds,    New  York;   reinsured    ii* 

Jadoon  Fire  and  Marine,  New  Orleans. 
im6— Croton,  New  York:  failed. 

Dairymen's  Town  Mutual,  St  Louis.  Mo. 

tm— Dakota  Fire  and  Marine,   Mitchell.   S.   D.; 

retired:  resumed  in  1893:  retired  in  1896. 
1888— Dakota  Mutual:  reinsured  in  Fidelity  Mutual 

of  Huron.  Dakota. 
180— Dauntless  Mutual,  Philadelphia;  failed. 
1891— Dauphin  Mutual  Dauphin.  Pa.;  faited. 
1875— Da-venpoft.  Davenport:  retired. 
1"A8— DavcoDort  Mutual.  Davenport.  Ta. 
I'M — Davton,  Dayton.  O.:  retn^.  in  Home.  N.  Y. 
1907— Dr<^tur  County  Mutual.  Leon.  la. ;  voluntary 

liquidation. 


Name  of  Comvamt. 


When 
Retired. 

1878— Defiance,  Defiance:  retired. 

1884— Delaware  Fir^  Wilmington;  reinsured  in 
American.  Philadelphia. 

1863— Delaware  Mutual,  Philadelphia. 

1908— Delaware,  Dover,  DeL;  reinsured  in  Hart* 
ford  Fire. 

1812— Delaware,  Philadelphia,  Pa.;  reinsured  in 
Westchester,  N.  Y.;  North  River,  New 
York. 

1881— Delaware  State,  Wilmington;  license  re- 
voked: reinsured  in  Queen. 

1898— Delta,  Greenville,  Miss.:  retired. 

1874— Delta,  New  Orleans:  failed. 

1888— Denver,  Denver;  failed. 

1888— Denver,  Denver;  reina.  in  Royal,  Liverpool 

1910— Des  Moines  Fire,  Des  Moines,  la.;  amal- 
gamated with  Hawkeye.  Des  Moines. 

De  Soto,  Missouri ;  retired. 

1912— De  Soto  Fire,  Memphis,  Tenn.;  ceased  buai> 
ness. 
..Detroit  Mutual  of  Wayne,  Washtenaw  and 
Lenawee  counties;  failed. 

1892— Detroit  Manufacturers  Mutual,  Detroit;  re- 
tired. 

1887— Detroit  Residence  Mutual,  Detroit;  retired. 

1906— Dominion,  Tazewell,  Va.;  reinsured  in  Pru- 
dential,  Taaewell. 

Dighton   Mutual  Fire,  Dighton. 

1864— Dorchester  Fire,   Dorchester. 

1888— Dover  Mutual.  Dover.  N.  H.;  reinsured  io 
Citixens  of  Dover,  N.  H. 

1881— Druggists  Mutual.  Philadelphia:   rrtiri>d 

1911— Drv  Goods  &  Grocers  Mutual,  Jefferson, 
Wis.;  reinsured  in  Mchigan   CommerdaL 

1906— Dry  Goods  Mutual,  Philadelphia;  ceased 
business. 

1891— Duluth  Mutual,  Duluth;  tailed. 

1891— Dunbarton  Mutual,  Dunbarton,  N.  H.;  re- 
tired. 

1906— Duquesne  Mutual,  Pittsburg;  receiver  ap- 
pointed. 

1906— Dutchess,  Poughkeepsie;  reinsured  in  Con- 
necticut Fire,  Eureka  Fire  and  MarUie, 
Teutonia  and  Colonial,  New  York,  and  re- 
tired. 

1912— Dutchess  Fire,  Poughkeepsie;  merged  with 
Nassau,  New  York. 

1894— Dwelling  House,  Boston  ;reinsur«rd  in  Spring- 
field P.  &  M..  Springfield,  Maas. 

1894 — Eaale,  Cincinnati;  reinsured  in  Commercial. 
Cincinnati. 

18<t2— Eagle  Fire.  Boston. 

1908— Eagle  Fire  Company,  New  York;  reinsured 
in  North  British  &  Mercantile. 

1%r7— Eagle  Mutual  Fire.  Boston;  retired. 

1)^72— Eastern,  Bangor:  failed. 

1900— Eastern.  New  York;  merged  with  Northern. 
New  York. 

1911— Eastern  Canada  Manufacturers.  Montreal; 
reinsured  in  Central  Canada  Manufacturers 
Mutual.  Toronto. 

1911— Eastern  Jackson  Farmers,  Grass  Lake,  Mich.; 
diacontinued. 

1897— Eaatem  Mutual  Fire,  Boston;  tailed. 

Easton.  Philadelphta;  retired. 

1896— East  River  Mutual,  Long  Island  City;  re- 
tired. 

1864— East  River,  New  York;  retired. 

1891— East  Tennessee,  Knoxville;  reinsured  in 
American,  New  York. 

1891— East  Texas,  Tyler;  reinsured  in  Commercial 
of  Alabama,  Fire  Association  of  Philadel- 
phia, and  Syndicate  of  Minneapolis. 

1895— Eastern  Assurance,  Halifax  ^.  S.;  reinsured 
in  Union,  London. 

1896— Eastern  Fire  Lloyds,  New  York;  name 
changed  to  Commerce  Fire  Lloyds. 

1896— Eaatem  Mutual  Fire,  Philadelphia:  assifmed 

1871— Eclipse,  Cincinnati;  reins,  in  Miami  Valley. 

1898— Eclipse.  Cleveland:  tailed. 

1894 — Economic   London.   Enirtand:   tailed. 

1907— Elevator  Underwriters  at  Grain  Dealers  Ex- 
change. Kansas  City.  Mo.:  reinsured  in 
Millers  Mutual  Fire,  Harrisburg,  Pa. 

1872— Eltot.  Boston:  tailed  by  Boston  fire. 

1893— EltzshKh  Mutual.  Elizabfth.  N.  J.:  reinsured 
'Ti   Germnn-AmeHran.  New  York. 

1892— Electric  Mutual.  Boston:  reins,  in  Home, 
New   York. 

1R91— Eliot.  Boston:  reins,  in  Niaffnra.  N.  Y. 

Isjifi-Kllicott   Lloyds.  Buffalo,  N.  Y. 
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UT»--Bmplrc  ^"^ 


mpttc,  Oiiago;  retired. 
l«J-Eni|>ir«  MU1U.C  Union  Sprine..  Nt»  York. 


IfBO-En.e^priM,  Pilliburg;  r«Ir«l. 


1891-Equita 

«M-EQuitab'l^   N.sh»i1]i 

Muichealcr. 
1871— Equiuble,  Wheslon 


I  in    P.IMine, 
1  by  LliicaKn 


im-is.i,.bi.  ri„  u„d,.  n™  v„i    „,„ 


UBS— Ene  Counl;  Mutu»l  Fi 
iied  u  Etie  Firt 


IfllZ-Eiop 


lS14~Euex    Couni; 


,    Bloomfield,    N.    J.; 


«  Uot™j  Fire,  S^Si.'SS.^' 

1912-Eii«k.^M,nufarturtr.  Mutu.l  Fi«.  Indi.n. 

««-ETer»tOfew  York;  Uled. 
im-Eicdrior.  New  York;  fuled  b;  Chicgo  firt 
™~l*"''<"   '^"'   N"  Yof'ti   diilOlTrf. 
lgn-EKd..or,   St.    Loni.;    reini.    ia    Uerchut*. 


New  York:  retired. 
"     ■         failed. 


N.  J. 
I«6-ExceWot  Fire  Llordfc  N. 
im-Eiccelrior  Mnttnl  Fire.  B. 

ISn-Exckunge    Firt     Bcston 

"M-EichinBe   Fire   Underwriter!.    Cblago;    re- 

Un-BxchuKe.  Jjnn;  failed  by  Botton  fire. 
Un-EichuiBi^  New   York;   rein.ured    in   Lane* 

■hire.  Hunch etier;  renuned  USl.  and  rein. 

■ured  In  New  York  Bowery  In  1891 
im-E^ch,ng^e  Mul«,l,  Phi^de^ia"  reiver  .p- 

nired  In  Gerrnan-Atni 
in»-F»ctori  Fire,  Memphij:   reinsured  in  W 
__       che.ter.  New  Yort. 
UM— Pactori    Hohnl    (MaHne).    Herapfaji;    i 

nred  hi  Factor*  Fire. 
!!n~E'"*^  Motoil,  BoMoo. 
IWT-Facton'  Motual,  PhHadelphta:  retired. 


, landrfa. 

UaO-Falrfield,  South  Norwalk;  n 
UBT— Fairhayen,  Fairbaven. 
ISa— Fairhayen   Mutual   Marine, 


New 


)  UntDBl;  retired. 


l»l»-F)lii    City    Fire,    Spokane,    Wash.; 

with  Pioneer  Fire.  Taconw,  W»»(i. 
1»0-Palli  City   Mntnal.  Falli  OIt,  Neb-i  failed 
ISTS-Fame.   Philadelphia;   reiniured   in   Liverpool 

and   London  and  Qobei   te '-^    ■'*"■ 

retired  in  IBOL 
UW-FaneoU    Hali,    BoMoDi    rein 

York  Underwriter!  Anncy 
1887— Fargo,  Farro,  Dak.;  failed. 
"         Bonding  Herkimi 


-tic;  rein*.  lo  State,  Salem    Ot* 

Farmen  and  Uechanica,  Waihinston.  D.  C 

failed. 
1896— Famera    and    Mechanic!    Fire,    Alexandria 

Va.;  failed. 
IWS— Fanner!    and    Merchanlt    Fire,    RocheMcr. 

N.  Y.;  ceaied  bn!inc!i. 
Un— Farmer!    and    Mechanic*    Mmtul, 


I  and  Mer. 


Hiller*- 

rchanta,   Albany,   Ore.;   re- 

chant!,  Clnciaoatl;  retired. 

IBU-Farnieri  and  Merchanli,   Lincoln,  Neb.;  re- 

nni  ^^e°ch.',  San  Aotooio.Tex. ;  failed. 
Metchania,   Dayton;   reiDaorcd 

ISn— Famiert    and     Merchant!,     Mthanoy     Oty; 

failed, 
lat    Farmer!     and     Uercfaanti    Fire.    BloominB 

Pnirie,  Minn.;  relircdL 
UOt— Famera  and  Merchant*  Fire,  Dallaa,  Tex.; 

charter  revoked. 
ISM— Farmer!    and    Merebanu    HuMal,    Dcnyer: 


UOI-F*rmer*    and 
Aaiociation, 

IM4-'Fanner<  and  Thresher!  Mutual  Fire,  Huron, 
S.   D. 

id  Thre!heri  Matual  Fire,  Patia, 

yer  appointed. 

id  Trader!  Mtitual  Fire  of  iSoo- 


1«6-F»r™eri 


■"Xiiii; 


Mutual 


Denye 


di. 

n;Vinu.rt 

18T7— Farmer*  Joint  Stock.  Meriden 

N.  Y.; 

Ml 

1914-Firmer 
liquid 

!     M 

sted. 

i.onoug. 

Wii.: 

namiiion;   reuu.  in  rjivmei 
1899    Farmer*  Hntual,  Arkanaaa;  b 


HOS-Farmet*    Mutual    oflnBhsm,    Clinton    a 
Eaton    Countiei,    Lannng,    Mich.;    ceai 

IMI-Farmeri  Mutual  ol  Waihbnm  CoBntT,  Wi 

U04-F^«"^Mui^   Fire.    ManiiUque.    Hie! 

IKt— Firmer*  Hotutt  Fire  GcorsMown. 
Un— Farmer!    MututU   Fire,    Montcridco,    Uia 
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Wbeii 

yitonL  Nam»  of  Compajit 

lS»-Fanncrs  Mvtnal  Vin  AModatioat  Hoot* 
gooKiyt  Tcs*  ■  chatter  rcvolMd. 

IflH— Farmers  MutuaJ  Fire  of  Alcona,  Alpcaa  and 
Montmorency  oomitiet|  Midi. 

IMI— Farmers  Fire  and  Tornado,  Testtrkaaa,  Tcs.; 
diartcr  revoked. 

MM  Farmers  Mutual  Insurance  Assodatkm, 
Hubbard  City,  Tex.;  charter  revoked. 

19a— Farmers  Mutual  of  Alger,  Marquette  and 
Baraga  counties,  Mich.;  retired. 

IMI— Farmers  Mutual  of  Hunt  Connty.  Green- 
ville, Tea.;  charter  revoked. 

lan— Farmers  Mutual  Fire  ol  Middle  Pa.;  retired. 

UOI-Farmcrs  Mutual  Fire  ol  Midland,  Ghuiwin 
and    Qaar    counties,    Mich.;    receiver    ap> 

UM— Farmers  Mutual  of  Ots«|o,  Crawford  and 
Roscommon  counties,  Vanderbilt,  Mich.; 
failed. 

Farmers  Mutual.  Canton,  Dak. 

Farmers  Mutual,  Groton,  Dak. 

18H>— Farmers  Mutual,  Meriden,  N.  Y. 

IM— Farmers  Mutual,  Buffslo,  N.  Y. 

109— Farmers  Mutual  of  Nashville^  Tena. 

Un— Farmers  Mutual,  Malone,  N.  Y. 

Farmers  Mutual,  Alexandria,  Dak. 

IM— Farmers  Mutual  ol  Ogemaw.  Arenac  and 
Iosco  counties,  Mich.;  ^led. 

1915— Farmers  Mut.   Prot.  Assn.,  Stratford,  Tex. 

1915— Farmers  Mut.  F.  I.  A.  of  Falls  Co.,  Marlin, 
Texas. 

1915— Farmers  Mut.  Lightning,  Ho^ton,  Mich. 

Farmers    Mutual    of    Gratiot    and    Isabella 

counties,  Ithaca,  Mich.;  failed. 

Farmers  Mutual  ol  Kalkaska,  Missaukee  and 

Wexfwd  counties,   Mich.;  failed. 

Farmers  Mutual  of  Lake,  Osceola  and  Wex- 
ford counties,  Cadillac  Mich.;  failed. 

im— Farmers  Mutual  Fire.  Danville,  Pa.;  retired. 

ttW    Farmers  Mutual,  Hatboro,  Pa.;  dissolved. 

1901— Farmers  Mutual.  Wilmington,  N.  C;  failed. 

190O— Farmers  Mutual  Hail  and  Cyelope*  Waters 
town,  S.  D.;  failed. 

]9Q9-Farmer8  Mutual  Relief,  Hillsboro,  Tex.; 
charter  revoked. 

190O— Farmers   Mutual,  Thompaon,   O.;   retired. 

190— Farmers  NationaJ,  Planldnton:  fsiled. 

1916— Farmers  L'nion   Ins.   Assn.,  Waco,  Tex. 

UU— Fanners  Union  Mutual,  Grand  Island.  Neb.: 
._^      retired. 

1X38— Fsrmville,   Farmville,  Va.:  reinsured. 

188i^Famgut,  New  York;  reins,  in  Lancashire. 


retired. 

19M-Federal  Fire  Underwriters  of  Illinois.  Chi- 

cago ;  retired. 

19IIS— Federal  Fire,  Chicago;  canceled  business  and 
retired. 

1909— Federal  Lloyds,  Chicago;  retired. 

nOl^Fiddity,  Baltimore;  absorbed  by  nremens, 
Baltimoce. 

1999— F!delity|  Cincinnati;  reinsured  in  Washing- 
ton, Conn. 

1994— Fidelity  Fire  and  Marine.  Boston. 

199*— Fidelity  F.  and  M.,  Cincinnati;  reinsured  in 

^^       Menmants  and  Manufacturers,  Cincinnati 

1911— FidditT,  Delphos,  O.;  rdnsured  in  Firemsns 
Fund,  San  Frandsco. 

1999-FidditT,  Great  Falls,  N.  H.;  rdnsured  in 
London  and  Lancashire. 

1913— Fidelity,  Des  Moines;  reinsured  in  German- 
American,  New  York. 

ion— Fiddity,  Huron;  reins,  in  Hekla,  St  PauL 

1994— Fidelity  Ins.  Assn.,  New  York;  liquidsted. 

U99-Fidefity  Fire  UoVds.  New  York;  retired 

1909— Fidelity  Home  Fire.  Corsicana,  Tex.;  char> 
ter  revoked. 

]9Q9-FideKty  Home  Fire,  Dallas,  Tex.;  charter 
revoked. 

199K-Fiddity  Mutual.  PhiUiddphia;  teiled. 

1990— Fidelitv  Mutual  Fire,  Denver,  Colo.;  rein- 
sured in  Loyal  Mutual  Fire,  Denver. 

Fidelity  Town  Mutual,  Kansas  City,  Mo. 

1897- Fire  and  Marine.  Wheeling,  W.  Vs.;  rein- 
sated  in  Caledonian. 

1999~Fire  and  Marine  Lloyds,  Washington,  D.  C ; 
ceased  business. 

1W9— Fire  .Association,  New  York;  reinsured  in 
Lancashire,  Manchester. 


Retired.  Namx  ov  Coiipa»v. 

IS»— Fire  Anockitloa  of  Texas,  Waco;  rdnsured 
in  Mechanics  and  Traders,  New  Orleans. 

1987— Fire  County  Mutual,  Detroit.  Mich. ;  retired. 

Uflat— Fire  Insurance  Association,  London;  retired 
trom  United  States;  reinsured  m  New 
Hampshire  of  Manchester,  Liberty  of  New 
York,  Norwich  Union  of  England,  and 
MerchanU  of  Newark,  N.  J. 

1888— Fire  Ins.  Co.  of  Sandudcy,  O.;  Idled. 

I91fi— Fire  Ins.  Co.  of  Seattle;  reinsured  in  Pacific 
States.   Portland.    Ore. 

1873— Fireraans,  Altoona;  Idled. 

1871— Firemans,  Chicago;  failed  by  Chingo  fire. 

1908— Firemsns  Fraternity,  Mu1ersburg,Ry.;   failed. 

1897— Firemens,   Chicago;  retired. 

1915— Firemens  and  Mechanics.  Madison,  Ind. ; 
reinsured   in  the   Madison,   Madison,   Ind. 

1907— Firemens  Fund  Insuxance  Corporation,  San 
Frandsco.  CaL;  rdnsured  in  Firemans 
Fund  and  retired  from  budness. 

1904— Firemens,  Bdtimore;  faUed  by  Bdtimore 
fire;  Baltimore  risks  reinsured  in  Firemans 
Fund;  outside  risks  in  Providence  Wash* 
ingtou. 

1898— Firemens,  Cindnnati;  rdnsured  in  Mer- 
chants and  Manufacturers.  Cincinnati. 

1898— Firemens,  Dayton;  reins,  in  Nstional,  Conn. 

UM4— Firemens     Trust,     Brooklyn;     rdnsured     in 
,  American  of  Newark,  and  Phenix  of  Brook- 

j  lyn  and  Boston  Marine. 

}  1878— Firemens,  Boston;  failed  by  Boston  fire. 

1898— Firemens,  Boston;  reins,  in  Hartford  Fire. 

189^— Firemens,  New  Orleans:  rdnsured  in  Oer^ 
mania  o2  New  Orleans. 

1878— Firemens  Fund.  New  York;  reinsured  In 
Peoples,  Newark. 

1890— Firemens,  New  York;  rdnsured  in  Home  ol 
New  York  and  Mechanics  and  Traders  ol 
New  Orleans. 

1908— ^re  Undrs.  of  America.  Chicago;  retired. 

1908— First  Nstional,  South  McAlester.  I.  T.;  re- 
insured in  Druggists  Nationd.  So.  McAl'r. 

1896— First  Nationd  nre,  Fredericksburg,  Vs.; 
charter  annulled. 

188S— First  National  Fire,  Worcester;  reinsured  i«* 
Nationd,  Hartford. 

1844— FUhing,  Boston. 

184&— Fishing.  Provincetown.  ^ 

1911— Flood    City    Mutual    Fire,    Johnstown,    Pa.; 
I  liquidated. 

1897— Florida  Fire.  Jacksonville  and  Tampa:  rdn- 
sured in  North  British  and  Mercantile. 

1915.. Florida  Fire  and  Casualty,  Jacksonville;  rein- 
sured  in   First   National  Fire,   Washington. 

1909— Florida  Home;  reinsured  in  Atlantic  Na* 
tional,   Macon.   Ga. 

1911— Fond  du  Lac  Mutual,  Fond  du  Lac,  Wis.; 
discontinued  business. 

1f)7(i— Forest   Ttty.   Cleveland:   failed 

1914— Forest  City,  Rockford,  111.;  reinsured  in  Na- 
tional  Fire,   Hartford. 

l.<)04— Fort  Dearborn  Fire  Assn.,  Chicago;  retired. 

1912-Fort  Pitt  Mutual,   PitUburg,  Pa. 

Fort  Worth,  Fort  Worth,  Ind.;  rdnsured  in 

Indiana  Underwriters. 

1898-Fort  Wayne,  Fort  Wayne,  Ind.;  idled. 

Franklin,  Tenn.;  retired. 

1878— Franklin,  Boston;  fdled  by  Boston  fire. 

1888— Franklin,  Boston;  rdnsured  in  Scottish 
Union  and  National. 

1874— Franklin,  Camden;  failed.  ^ 

1871— Franklin,  Cindnnati;  rdnsured  in  Triumph 
and  Fidelity.  .  .     ^ 

1898— Franklin,  Columbus;  rdnsured  in  Guardian. 
London.  .        .>•       „    . 

1802— Franklin,  Columbus;  rdnsured  in  New  York 
Underwriters  Agency. 

1^78— FranVlin,  Bultimore:  retired. 

1908— Franklin,  Evansville,  Ind.;  rdnsured  in 
American,  Newark. 

1888— Franklin.  Indianapolis;  rdnsured  in  German- 
American.  New  York. 

1896— Frsnklin.  Louisville;  rdns.  in  National,  Ct 

1g74..PranV1{n,  New  Orleans;  failed. 

iwrz— Frsnklin,  New  York;  faHed.      _  ^,    ,. 

1R78— Franklin.  St.  Louis;  reins,  in  Home.  N.  Y 

1911— Franklin,  Wheeling.  W.  Va.;  rdnsured  in 
National,   Hartford. 

1884— Franklin  and  Emporium,  New  York;  rein- 
sured in  Exchange.  , 

1914_Franklin  Fire.  Washington;  reinsured  in 
Boston,  Boston. 
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IBTl— Franklin  Mntual,  Mmlone,  N.  Y.;  retired. 

189T— Franklin  Mutual  Fire,  Greenfield,  Mau.;  re- 
inanred  in  Globe  Inaurance  Company. 

1906— Franklin  Mntual  Fire.  St  Louia;  reinaured 
in  National,  Hartford. 

Franklin  Mutual  Fire,  Lynn. 

189i^Fratemal  Fire,  Lima.  Ohio:  failed. 

18W— Frederick  Co.  Mutual,  Frederick,  Md.;  dia- 
Bolred. 

1910—Freeholdera,  Topeka,  Kan.;  reinsured  in 
Firemens,  Newark. 

IBTl— Fulton,  New  York;  failed  by  Chicaffo  fire. 

1896— Fulton  Underwritera,  New  York;  retired. 

1868— Gallatin,  New  York;  faUed. 

1877— Galveaton,  Galreaton;  reinsured  in  Union. 

1871— Garden  City,  Chicago. 

1896— Garden  City  Mutual  Fire,  Chicago;  failed. 

1909— Garfield  Assurance  Fire  Lloyds,  Pfew  York; 
liquidated. 

Gate  City  Fire,  Atlanta,  Ga.  receiver  ap- 
pointed. 

1878-Gebhard,  New  York;  merged  with  Star,  N.Y. 

1892— General,  t«ondon;  reinaured  fire  buainess  in 
London  and  Lancashire. 

U8^— General  Fire  Insurance  Company,  Mutual 
New  York;  organixed,  but  never  ihaterial 
ixed. 

1896— General  Uoyda,  New  York. 

1909— Genessee  Valley  Fire,  Rochester,  N.  Y.; 
liquidated. 

1911— George  Washington  Mutual  Fire,  Philadel- 
phia, Pa.;  liquidated. 

1897— Georgia  Empire  Mutual,  Atlanta,  Gm.;  retired 

191&— Georgia  Fire,  Atlanta,  Ga.;  reinsured  in 
Royal  Liverpool. 

1906— Georgia  Industrial,  AtlanU;  receiver  ap- 
pointed. 

1907— Georgia  Mutual,  Atlanta,  Ga.;  receiver  ap- 
pointed. 

1897— Georgia  Mutual,  Atlanta,  Gm.;  retired. 

1887— German- American,  New   Orleans;  failed. 

1894    GermaU'American,  Richmond,  Va.;  failed. 

1890— German- American,  Sl  Paul;  reinaured  in  St 
Paul  German. 

1896— German-American  F.  and  M.  Llovda,  Ne« 
York:  name  changed  to  Royal  F.  and  M 
Lloyda.  ^     . 

1900— German-American  Town  Mutual,  California 
Mo.;  failed. 

1906— German-American  Mutual  Fire,  Haatings 
Neb.;  receiver  appointed. 

1904— German-American  inter  Insurers  Under 
writers,  Chicago;  retired. 

1906— German  Alliance  Underwriters.  Chicago; 
ceaaed  busineaa. 

1896— German  Fire  Aasociation.  Toledo;  failed. 

1907— German-American  Mut.,  St.  Louia;  assigned. 

German-American    Mutual   of   Wayne,    Oak 

land  and  Livingston  Coa..  Detroit:  fafled. 

1907— German-American  Town  Mutual.  St  Louis 
Mo.;  aasigned. 

1871— German,  Cleveland;  failed. 

1879— German,  Dayton;  reinsured  in  Teutonia. 

1R74— German,  Erie;  fsdled. 

1906— German,  Fre^rt;  reinaured  in  RoyaL  Liv- 
erpool; receiver  a^tpointed. 

1912— German,  Indianapolis;  reinsured  in*  National. 
Hartford. 

1899— German,  Phila.;  relna.  in  National,  Conn. 

1996— German,  Quincy,  111.;  reinaured  in  Manches- 
ter, Btgland. 

187S— German.  St.  Louia;  reinaured  in  German 
American  and  German  Mutual. 

German,  Scotland,  Dak. 

German,  Sioux  Falla. 

1904— German  Equity  Fire  of  Monroe  County. 
N.  Y.;  retired. 

1912— German  Fire.  Memphis,  Tcnn.;  receiver  ap- 
pointed. 

1896— German  Fire  Lloyds.  New  York;  nam^ 
changed  to  AMOciated  Underwriter*. 

1914— German  Fire  Under..  Gary,   Ind.;   failed. 

German    Guarantee   Town   Mutual,    Kanaat 

City.  Mo. 

1906— German  Mutual.  Newark;  reinsured  bv 
National.  Hartford. 

1907— German  Mutual,  Oklahoma  City;  receiver  ap- 

1902— German  Mutual  Fire,  Denver,  Colo.;  rein- 
sured in  Commercial  Natinnal.  Denver. 
CoU 


When 
Retired. 


Namb  ov  Compaht. 


1906— German  Mutual  Fire,  St  Louia;  reinaured  in 

National.  Hartford. 
1906— German  Mutual,  Dea  Moinea,  la.:  failed. 

1906— German  National,  Chicag^;  remsurcd  in 
Dubuque  Fire  and  Marine;  receiver  ap- 
pointed. 

1896— German    National.    Louiaville;    reinaured    in 

Orient,  Hartford. 
1914— German   Security  Fire,  Louisville,  Ky.;  rein- 
sured in  Boston,  Mass. 
1909— German   Union.    Baltimore;  retired. 
1904— German  Union.  Wilmington.  Del. ;  reinaured 
iu  Star  Fire.  Louisville,  Ky. 

1871— Germania,  Chicago;  failed  by  ChicMo  fire. 

1873— Germania,  Cleveland;  reinsured  in  Sun. 

1 87»— Germania,  Elizabeth;  reinsured  in  La  Caisac 
Generale. 

1890— Germania,  Memphis,  Tenn.;  reinsured  in 
American,  New  York. 

1886— Germania,  Newark;  reinsured  in  German- 
American,  Newark. 

1908— Germania.  New  Orleans,  La.;  absorbed  by 
Teutonia,  New  Orleans. 

Germania,  Toledo,  retired. 

1902— Germania  Fire  Llovda,  Chicago;  rebfed. 

1890— Germania  F.  and  M.,  Cincinnati;  reinaoreo 
in  German- American,  New  York. 

900— Germania  Town  Mutual,  Rockport,  Mo.. 
foiled. 

1896— Germania  Inaurance  Assn.,  Toledo;  retired. 

lgS»7-^emiania  Mutual  Fire,  Philadelphia:  failed. 

1911- Ginners  Ikfutual,  Athens,  Ga.:  receiver  ap- 
pointed. 

.877— Globe.  Boston;  reinsured  in  Shawmut. 

.876— Globe,  Chicago;  failed. 

898— Globe,  Cincinnati;  reinsured  in  Phenix. 
Brooklyn.  ^ 

i^ffi— Globe,  Dea  Moinea;  reinsured  in  Dea  Mo«««^ 

899— Globe,  New  York;  merged  with  Rutgera  Fire, 
New  York. 

915— Globe  Fire.  San  Antonio;  reinsured. 

896— Globe  Mutual  Fire,  Philadelphia;  retired. 

884— Gloucester,  Gloucester,  Maaa.;  reinsured  in 
Westchester,  New  York. 

869— Gloucester  Marine,  Glouoaatcr. 

.     ..Gloucester  Marine.  Glouctrfter. 

866— Goodhue,  New  York;  reinaured  in  Mctr»> 
politan. 

906— Grain  Dealers  Mutual.  Minneapolia.  Mma. : 
reinsured  in  Security  Mutual.  Chatfield. 
Minn. 

1900— Grain  Growera  Mutual,  Lincoln,  Neb. 

«a— Granby  Mutual.  Granbv.  Mass.:  retired. 

914— Grand  Forks  Mutual  Fire,  Grand  Forks,  N. 
D. ;  reinsured. 

901— Grand  Rapida.  Grand  Rapids,  Mich.;  reis- 
aured  in  National,  Hartford. 

915— Grangers  Mut.  F.  and  S.,  Md.;  receiver  ap- 
pointed. 

8M>— Granite.  Richmond;  reins,  in  Connecticot. 

915— Great  American  Mutual  Fire,  San  Antonio, 
Tex.;  liquidated. 

864— Great  Barrington  Mutual  Fire  (changed  to 
Housatonic).  Great  Barrington. 

915— Great  Southern  Fire.  Lyndon,  Ky.;  merged 
with  Henry  Clay  Fire,  Lexington,  Ky. 

871— Great  Western.  Chicago:  failed  by  Ctaicago 
fire 

875— Great  Western,  New  OHeans;  (ailed. 

Great  Weatem.  Philadelphia;  retired. 

W6— Great  Western  Marine,  New  York:  retired. 

914.. Green  Bay  &  DePere  Mutual  Fire,  Green 
Bay.  Wis.;  reinsured. 

.869— Greenfield  Stock  and  Mutual.  Greenfield. 

.9(0— Greenwood  Fire,  Greeiiwpod,  S.  C;  rein- 
sured in  Commercial  Union,  London. 

904— Greenwich.  New  York;  reinsured  in  Com- 
mercial Union,  London;  resumed  busineaa 
in  1910;  merged  with  the  Pacific  Fire,  New 
York,  in  1913. 

870— Grocera,  New  York;  reinsured  in  Greenwich. 

886-Grocers  Mutual  Fire,  Philadelphia;  retired. 

.899— Guarantee  Mutual  Fire,  Harntbnrg;  fidad. 

t88»-Guaranty,  Great  Falla,  N.  H.;  rdnanred  in 
London  and  Lancaahire. 

877— Guaranty,  New  York:  reinsured  In  Rov»1 

906— Guardian  Fire  of  Oneida  County,  New  York; 

restrained  from  transactfuff  busfaiesa. 
1896— Guardian    Fire.    Memphis,    Tenn.:    reins,    in 
Millers  and  Manufacturers.  Minneapolia. 
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Retired.  Name  of  Compamv. 

Itl9    GfMTdJMi,  New  York;  reinnircd  in  Liverpool 

md  Lmidon  and  Globe. 
1W    Giiardiin,    Hontington,   W.    Vs.;    maU   vn> 

dasmed* 
UN    Cnaidian.  London;  reinaiired  in  New  York 


Underwriters  Agencir;  Union,  London; 
fire  Aaaodation.  Philadelphia;  Lion,  Lon- 
don: Imperial,  London. 

not    Gnanfian  Ilntaal  Fire,  Ptttitafi;  fcdrcd. 

Goaidian,  Philadelphia;  retired. 

1906— Goardian  Fire,  PitUbnrg,  Pa.;  absorbed  by 
Sotitiiem.  New  Orleant. 

1S74— Gnlf  Qty,  Mobile;  reinsured  in  Stonewall. 

1911 — Guthrie  Mutual,  Guthrie,  Okla.;  merged 
with  EI  Reno  Mutual. 

MB4    Hampden,  Springfield. 

I860— Hamilton  Fire,  Boston,  Mass. 

U9V— Hamilton  Mutual,  Qncinnati;  aadgncd. 

HO — Hamilton,  Hamilton;  reinsured  in  Miami 
VaUey. 

UO.— Hamilton  Mutual  Fire,  Salem. 

..j^.. Hamilton  Town  Muttial,  Hamilton,  Mo. 

IWI  Hamburg'Magdeburg,  Hamburg;  retired 
from  United  States,  except  Pacific  coast, 
reinsuring  risks  in  the  Fire  Insurance  As- 
sociation.   Absorbed  by  Magdeburg,  1896. 

mt    Hampden    Mutual,    Spnngfieul,    Mass.;    re 


1912— Hancock    Mutual    Fire,    Bar    Harbor,    Me.; 

rcceiTcr  appointed. 

BiS— HarmonT,  New  York:  ^led. 

Hardwiac  Mutual,  Jonnsonburg,  N.  J.;  re 

__         tired. 
1871— Hartford,  Baltimore;  reinsured  in  RoyaL 
1897— Harvard  Mutual,  Boston :  retired. 
188S— Harerhill  Mutual,  HaTcrhiU. 
1918— Hawkeye  and  Des  Moines,   Des  Moines;   re 

insured  in  Firemsns  Fund,  San  Francisco. 
1891— Hekla,  St.  Paul ;  reins,  m  St.  Psul  German. 
1908— HeWetia-Swiss,  St.  Gall;  retired. 
1889— Hendnck  Hudson,  New  York;  retired. 
1912 — Herkimer  Fire,  Ilion,  N.  Y. ;  liquidated. 
188^— Hermitage,    Nashville,   Tenn.;    reinsured   is 

Mechanics  and  Trader^  New  Orleans. 
1818— Hibemia,  Qevdand;  retired. 
1889— Hlbemia,    Newark:    reinsured    in    German 

American.  New  York. 
1914 — Hibemia,  New  Orleans;  reinsured  in  Home, 

X.  Y. 
ISn- Hide  snd  Leather,  Boston;  failed  by  Chicsgo 

1904— High  Point  Fire,  N.  C;  reinsured  in  Atlanta- 

Sirmingbam. 
ISIB— Highland  Mutual,  Newburgh;  retired. 
1879— Homdcen,    Hoboken;   reinsured   in   London 

and  Lancashire. 
1881— Hoffman.  New  York;  reinsured  in -Niagara. 
1877— Holland  Purchase,  Batavia:  retired. 
1884— HoIHston  Mutual  Fve,  Bolliston. 
1994— Home,  Baltimore;  bUed  by  Baltimore  fire. 
1889— Home,  Charleston,  S.  C;  reinsured  in  Phoe 

nix,  London. 
1871— Home,  Chicsgo;  failed  tnr  Chicago  fire. 
1889— Home,  Coltnnbns,  O.;  iaued. 
1877— Home,  Galveston;  reinsured  in  East  Texss. 
1S88— Home,  Groesbeedc,  Tex. ;  charter  revoked. 
1907— Home  Insurance  Banking  &  Trust,  Galves- 
ton. Tex.;  receiver  appointed. 
1908— Home  Fire,  Galveston;  charter  revoked. 
1909— Home  Fire,   McAlister.  Okla.;  reinsured  in 

Western  National,  Oklahoma  City. 
1906— Home  Fire.   Seattle;  reins,   in  Pioneer  Mu- 
tual, Seattie. 
1908— Home  Fire,  Phoenix,  Ariz. :  ceased  business. 
1908— Home  Fire,  Little  Rock,  Arlc;  receiver. 
1918— Home,  Dover,  Del.;  license  revoked. 
1908— Home.    Greensboro,    N.    C;    absorbed    by 

Soutiiem  Underwriters. 
1908— Home  Fire  Association,  Rochester,  N.   Y.; 

permanentiy  enjoined. 
1908— Home  Fire  and  Marine,  San  Francisco.  Cal. ; 

retired.  « 

1908— Home   Indemnity,    Houston,    Tex.;    charter 

revoked. 
1898— Home  Insurance  Association,   Mt   Vernon, 

O.;  retired. 
1912— Home    Fire    Insurance    Association.    Cincin- 

cinnati,  Ohio;  receivers  appointedL 
180— Home  Mutnal  Fire,  Boston. 
1914— Home  Mutual  Fire,  Jackson,  Miss.;  receiver 

appointed. 


When 
Retired. 


Namb  OS  Company. 


Farmers  and 


Home  Mutual  Fire,  Springfield. 

1900— Home,  Memphis;  reins,  in  National,  Conn. 
1899-Home,  NashviUe;  reinsmed  in  Westchester. 
1879— Home,  Newark;  reinsured  in  Queen. 
1904— Home,  New  Orleans;  reinsured  in  Germsn, 

Freeport 
1871— Home,  New  Hsven;  failed. 
1900— Home,   Omaha:  •reinsured   • 

Merchants,  Lincoln,  Neb. 
1878— HouM,  Savannah;  retired. 
1898— Home,  Seattle;  reins.  In  Westchester,  N.  Y. 
1881— Home,    Shenandoah;    merged    with    Cedai 

Rapids. 
1873>'Home,  St.  Joseph;  reins,  in  Nstional,  Mo. 
1898— Home,  Tiflm,  O.;  reinsured  in  Central  Ohio. 

Toledo. 
1873— Home,  Toledo;  reins.  In  Phenix,  Brooklyn. 
1874 — Home,  Topeks:  reinsured  in  Brewers. 
1872— Home,  Washington;  retired. 
1913 — Home  Fire,  Dover,  Del.;  license  revoked. 
1913 — Home  Fire,  Wheeling;  reinsured  in  Phoenix, 

Hartford. 
1898— Home  Guarantee  Mutual.  Lowell,  Mass;  r» 

insured  in  New  Hsmpsnire  Fire. 
1818— Home  Mutual,  Boston;  failed. 
1871— Home     Mutual.     Cincinnati;     reinsured    in 

Union  Central. 
1906— Home  Mutual,  Cleveland;  failed. 
1891— Home  Mutual,  Genesee  county,   Mich.;  re- 
tired. 
1880— Home  Mutual,  St  tiouis;  reinsured  in  Amer- 
ican Central. 
Home  Mutual  of  Ionia.  Clinton  and  Mont 

calm  counties,  lonis,  Mich.;  failed. 
1900— Home  Mutual,  Standish,  Mich.;  retired. 
1898— Home,  Mt.  Vernon,  O.;  failed. 
1893— Home,  Nashville;  reinsured  in  Westchester, 

New  York,  and  resumed  business. 
1888— Home  Protection  of  North  Alabama,  Hunta- 

ville;  reinsured  in  Mechanics  and  Traders, 

New  Orleans. 
t888-Home   Manufacturers  and  Traders   Mutual. 
Concord,   N.   H,;  failed;   resumed;   retired 

1900— Home  Protection,  Charlotte,  N.  C;  retired. 

l90<^Home   Raisers   Mutual,   Lincoln,   Neb.;   re- 
ttred. 

1912— Homestead    Mutual,     Portland,     Me.;     liqui- 
dated. 

i860— Homestead,  New  York;  failed.         ,     ^ 

1878— Homestead,  Watertown,  N.  Y.;  retired.      , 

1910— Homestead  Fire,  Franklin,  Va.;  reinsured  in 
Seaboard  Fire,   Norfolk,  Va. 

Home  Town  Mutual.  Bolivar,  Ma. 

1889— Home  Town  Mut.,  Warrensburg,  Mo.;  failed. 

1887— Hope.  Boston.  ^  ,,  ^ 

1888-Hope,  New  Orieans;  failed. 

1881— Hope,  New  York:  merged  m  Sterlhig,  N.  Y. 

1874-Hope,  Phikulelphia ;  ,fail«L^     ^ . 

1871-Hope,  Providence;  failed  by  Chicago  fire. 

Hope,  Salem.^  ^       ^  ..  .  .  .^,  ^ 

1898-Hope  Mutual  Fire,   Philadelphia;  reinsured 
in^lobe  Fire,  New  York. 

1901— Hope  Mutual,  St.  Louis,  Mo.;  leinsafttd  in 
Nstionsl,  Hartford.  _ 

1915— Horticultural  Fire  Relief,  Salem,  Ore. ;  re- 
ceiver appointed. 

1914— Hortonville  Mutual  Fire.   Hortonville.   Mis. 

1912— Hotel  Owners  Mutual  Fire.  Philadelphia. 

Housatonic  Mutual  Fire,  Stockbridge. 

1875— Householders.  Pittsburg;  failed.    „  ,    ^      . 

1898— Howard,  Baltimore;  merged  m  United  of 
Baltimore. 

1878— Howard,  Boston;  failed  by  Boston  fire. 

1888— Howard,  New  York;  reinsured  in  London 
and  Lancashire.  ... 

1886— Houston,  Houston :  reins,  in  City  of  London. 

1907— Houston  Fire  and  Marine,  Houston,  Tex.: 
reinsured  in  Walla  Walla,  Guardian  and 
the  Southern;  receiver  appointed. 

1884— Hudson,  Jersey  City;  reinsured  in  German- 
American,  New  York. 

1891— Hudson  River  F.  and  M.,  Jersey  Gty:  failed. 

1888— Humboldt.  Newark;  reinsured  in  Williams- 
burgh  Citv  and  Metropole. 

1878— Humboldt,  New  York:  failed  by  Boston  fire. 

1878— Huntington  Mutual,  Huntington.  N.  Y. 

Hunterdon    County    Mutual,    Lambertvillc, 

N,  J.;  retired. 
1881— Illinois;  Beardstown;  failed. 
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1906 — Illinois  Bankers,  Mt.  Vernon,  111.;  reinsured 
in  Commonwealth,  Ottumwa. 

1906 — Illinois  Central,  Chicago:  retired. 

1908-Illinois  Fire  Undrt.,  Chicago.  IlL:  fatted. 

1891— Illinois  Manufacturers  Mutual,  Rocklord;  re 
tired. 

1891~Illinois  Mutual.  Alton;  failed. 

I871~'Illinois  Mutual,  Springfield;  failed. 

1896-IIltnois  Mutual  Fire,  Chicago;  failed. 

1909— Illinois  National,  Decatur,  111.;  receivci 
appointed. 

1902— Imperial  London;  retired  from  U.  S.;  Pacifir 
Coast  bus.   reins.,  in   London  Assurance. 

191^Imperial  Fire  Denver;  reinsured  in  German- 
American,  New   York. 

t89&— Imperial  Fire  Lloyds,  New  York:  succeeded 
by  Importers  and  Traders  Llovds. 

1911— Imperial  Mutual  Fire,  Philadelphia,  Pa.; 
liquidated. 

1911— Implement  and  Vehicle  Dealers  Mutual,  In- 
dianapolis, Ind. ;  reinsured  in  North 
British   and    Mercantile^    London. 

t88S— Importers  and  Traders.  New  York;  reinsured 
in  American.  New  York. 

IBW  Indemnity,  Davenport,  la.;  reinsured  in 
State,  Des  Moices. 

IMS-Indemnity,  New  York;  failed. 

1907— IndemnitT  Fire,  New  Yoric;  reinsured  in 
Norwich  Union  and  suspended  buainess. 

1896— Indemnity  Fire  Llovds,  New  York;  suc- 
ceeded by  Indemnity  Association  of  Un 
derwritera. 

1896— Indemnity  Association  of  Underwriters,  Nev 
York;  name  changed  to  South  American 
Union  Underwriters. 

1914 — Indemnity  Exchange  Mutual  Fire,  Los  An- 
geles. Cal. :  ceased  business. 

1915 — Indemnity  Fire,  Covington,  Ky.;  receiver 
appointed. 

1914 — Indemnity  Mutual  Fire.  Houston,  Tex.;  re- 
tired. 

1870— Independence,  Independence:  failed. 

1909 — Independence  Mutual,  Philadelphia,  Pa.;  re 
ceiver  appointed. 

1871 — Independent,  Boston;  failed  by  Chicago  firr 

1896— Independent,  New  Orleans;  retired. 

Independent,  Philadelphia;  retired. 

1904— Independent  Fire  Underwriters  of  Sprinjz 
field.  111.;  retired. 

1898— Independent  National.  Newburgh.  N.  Y.;  re 
tired. 

189^India  Mutual  (Marine).  Boston;  reinsured  in 
Boston  Marine;  reorsranized  in  1894  to  writ* 
fire  insurance;  in  1912  reinsured  in  New 
Jersey  Fire,  Newark. 

1889— Indian  Head  Mutual.  Nashua:  reinsured  in 
Granite  State,  Portsmouth.  N.  H. 

1902— Indiana,  Indianapolis:  reins. in  Granite  State. 
German.  Indianapolis:  American,  Newark 

IRftl — Indiana  Farmers  Mutual.  Elwood:  closed  up 

1913 — Indiana  Millers,  Indianapolis;  reinsured. 

1911— Indiana  State  Fixe,  Indianapolis,  Ind.;  re- 
ceiver appointed. 

1906 — Indianapolis  Fire,  Indianapolis,  Ind.;  rein 
Aured  in  German-American,  New  York. 

1914 — Individual  Fire  Underwriters,  St.  Louis. 
Mo.;  canceled  policies. 

1905 — Industrial  Fire  Underwriters,  Chicago: 
ceased  business. 

1892— Industrial  Mutual.  Harper's  Ferry:  retired. 

1897— Industrial  Mutual,  Providence.  R.  I.;  retired 

1897— Industrial  Mutual  Fire.  Philade1phi>«:  retired 

1904— Inland  Fire  Undrs..  Chicago:  liquidated. 

19(ffi— Inland  Fire,  Spokane,  Wash.;  receiver  ap 
pointed. 

1908 — Insurance  Company  of  Tennessee.  Nspb 
ville,  Tenn. ;  reinsured  in  National,  Hart 
ford. 

1888— Ins.  Co.  of  Dakota.  Sioux  Falls;  failed. 

1912 — Insurance  Company  of  State  of  Illinoi<< 
Rockford.  111.;  reinsured  in  Hanover  Fire. 
New  York. 

1899  Insurance  Company  of  the  State  of  New 
York:  reinsured  in  Manhattan.  New  York. 

1902— Insurance  To.  of  the  State  of  Pennsylvania 
Philadelphia:  ceaned  business;  resumed  in 
1908. 

I****— Insurers  Alliance.  New  York. 

1911— In«iirer<  Mutual  Fire,  Philadelphia.  Pa.;  dis- 
solved. 


When 
Retired.  Name  or  Compaitt. 

1914 — Insurance   Reciprocal   Fire,   Jersey    City,    N. 

J.;  charter  forfeited. 
1896— Insurance  Trust,  New  York;  retired. 
1911— Integrity     Mutual     Fire,     Philadelphia,    Pa.; 

liquidated. 
1908— Inter-City    Town     Mutual,     Moberly,     Mo.; 

ceased  business. 
1910 — International  Fire.  St.  Louis,  Mo.;  receiver 

appointed. 
1906— International  Fire  of  West  Virginia.  Atlan- 
tic City,  N.  J.;  receiver  appointed. 
1911— International    Fire  Office,    New   York;   liqui- 
dated. 
12M)t>— Iniciucean    Fire    of    Monroe    County,    New 

Vork;  ceased  business. 
1906— Inter    Ocean    Underwriter,   Chicago;   ceaaed 

business. 
1913 — Inter-State  Fire,  Birmingham,  Ala.;  reinsured 

in  German,    Peoria. 
1904— Inter-State  Lloyds,  Chicago;  failed. 
1911— Interstate,  Suffolk,  Va.;  reinsured  in  German 

American,  New  York. 
1896— Inter-State   Fire  Association,   New   Orleans; 

reinsured    in    Home,    New    Orleans,    and 

Johnson  Agency. 
1904 — Interior  Undrs.,  Chicago;  ceaaed  busineaa. 
1890— Interstate  Mutual,  Elkhart,  Ind.;  failed. 
1897— Interstate  Mutual,  Philadelphia;  retired. 
1914— Interstate   Mutual  Fire,  Sioux  Falls,    S.    D.: 

reinsured    in    Sioux    Falls     Mutual     Fire, 

Sioux  Falls,  S.   D. 
1909 — Interstate     Fire,    Texarkana,     Ark.;     ceased 

business. 
1879— International,  New  York;  failed  by  Chicago 

fire 
1901— International,  New  York;  retired: 
1898— Ionia,  Eaton  &  Barry   Farmers  Mutual  Fire, 

Ionia.  Mich.;  retired. 
I904^1owa  Farmers  Protective,  Des  Moines;   re- 
insured in  Mutual  Hailstorm,  Pes  Mnines. 
1898— Iowa  Fire.  Des  Moines;  reinsured  in  Cap- 
ital Fire,  Des  Moines. 
1907— Iowa  German  Mutual,   Des   Moines,    iowa: 

receiver  appointed. 
1908 — Iowa   Home,   Dubuque,  Iowa;  reinsured   in 

National,  Hartford. 
1904 — Iowa  Merchants  Mutual,  Dea  Moines;  failed. 
1899— Iowa  Mutual  Fire  Ass'n.  Des  Moines;  failed. 
Ljfifi — Iron  City  Mutual,  Pittsburg.  Pa.:  retired. 

lr<m  City,  'Vest  Vir^nia;  retired. 

1887— Iron  and  Oak.  Birmingham,  Ala.;  reinsured 

in  Macon,  Macon.  Ga. 
1898— Iron  and  Steel  Manufacturers  Mutual,  Phila 

delphia;  retired. 
1892— Iron  District,  Spartanburg^  S.  C:  rdnsureo 

in  American.  Philadelphia. 
1871— Irving    Fire,   New  York;    failed  by  Chicago 

fire. 
1884— Irving,  New  York;  reinsured  in  United  Firr 

Reinsurance. 
1896— Irving     Fire     Lloyds,     New     York;     name 

changed    to    Atlantic    P.    and    M.    Under 

writers  Association. 
1890— Island  Home.  KnoxviUe;  reinsured  in   East 

Tennessee,  Knoxville. 
1903— Isthmus  Lloyds,  New  York;  retired. 
Jackson  Countv  Town  Mntual,  Kanaaa  City 

and  Independence,  Mo. 
1<9W— Tsckson  F.  and  M.,  New  Orleans:  retired. 
1914— Tames  River,  Richmond  Va.;  forFted charter. 
1891— JeflFerson,  New  York;  reina.  in  Home.  N.  Y 
1^9— JefTcrson.    St.    Louis;    reinsured    in    Trades 

mens.  New  York. 
1881— Jefferson.  Steubenville,  O.;  reinsured  in  Nor 

wich  Union. 
189(^JefTer!«on.  Wheeling;  reinsttred  in  Franldi« 

Wheeling. 
1914__jo<'#T«on  City  Town  Mutual.  Jefferson   City. 

Mo.;  reinsured  in  Palatine,  London. 
1912— Jefferson    Fire,    Philadelphia;     reinsured     in 

Firemans  Fund,  San  Francisco,  and  North 

Wver,  New  York. 
l81Nl-.Tefferson  Fire  Llovds.  New  York. 
1906— Jefferson  Fire  and  Marine,  Richmond,  Va.: 

receiver  appointed. 
1W4— Tefferson  Mut.  Fire.  Pine  Bluff.  Ark.;  failed 
189^— Jersey  Citv.  Jersey  City;  reinaured  ia  Livet 

pool  and  T^ndnn  and  Ginbe. 
1894— Johnson  County^  Farmers  Mutual,  Tccmnw4t. 

Nebraska;  retired. 


RETIRED    FIRE    INSURANCE    COMPANIES. 


456 


When  .. 

£,g(|j^^  Same,  or  Company. 

1907— Johnstown  MiitoBl,  Johnttown,  Pa.;  feodTer 
appointed. 

1911— Johet  Mutual,  Joliet,  111.;  license  canceled. 

1514 — Kanawha  Fire,  Maywood,  W.  Va. ;  retired. 

USf»— Kanawha  F.  and  M.,  Grahon,  W.  Va. 

liX&— Kansas  Fire,  Topeka;  receiver  appointed. 

mV— Kansas,  Leaven  worth;  failed. 

1871— Kansas  City,  Kansas  City:  tailed. 

1900— Knsas  Cinr  (Mo.)  Town  Mutual;  failed. 

1898— Kansas     Farmers,     Abilene;     reinsured     in 
Shawnee,  Topeka. 

t8S&— Kansas  Home  sftutual,  Topeka;  retired. 

188f— Kansas   Protective    Union   Mutual,    Topeka. 
retired. 

IMB— Kearsarge  Fire,  Concord,  N.  H.;  iailed. 

Kensini^er,  Philadelphia;  retired. 

1910— Kensington   Mutual,    Philadelphia,    Pa.;    re> 
ceiver  appointed. 

1891— Kenton,  Covington;  reins,  in  National,  Conn. 

1897— Key  City,  Dubuque;  reins,  in  Lancashire. 

UTS— Keystone,  Reading;  failed. 
•1904 — Kings    County    rire,    N.    Y.;    absorbed    by 
Atlas,  London. 

188&— Kingston  Mutual,  Kingston,  N.  Y. 

1891^— Kittanning  Mutual,  Kittanning,  Pa.;  failed. 

1971— Knickerbocker,   Chicago;  failed  by  Chicago 
fire. 

1890— Knickerbocker,  N.  Y.;  reins,  in  Home,  N.  Y. 

189S— Knox  Mutual,  Knox,  Ind.;  failed. 

189&— Knoxville   Fire,    Knoxville;   retired. 

......La  Belle,  West  Virginia;  retired. 

1888— Lafayette,  Brooklyn;  reins,  in  Home,  N.  Y. 

1870— Lafayette,  Cincinnati;  retired. 

1904— Lafayette,  N.  Y.;  reinsured  in  National, 
Hartford. 

1008    Lafsyctte,  Lexington,  Mo.;  retired. 

1890-Lafeyette  Fire  Lloyds.  New  York. 

1905— Lafayette  Mutual  Fire,  Pittsburg;  receiver 
appointed. 

1912 — Lahaska  Mutual,  Doylestown,  Pa.;  receiver 
appointed. 

1904— Lahaska  Mutual,  New  Hope,  Pa.;  retired. 

Lamar.  Chicago;  failed. 

1871— Lamar  Fire  New  York;  failed  by  Chicago  fire. 

1882— Lamar.  New  York;  reins,  in  Phenix,  B*klyn. 

1907— Lampetre  Mutual  Fire,  Greenland.  Pa.;  re- 
tired. 

1901 — ^Lancashire.  Xfanchester;  purchased  by  the 
Royal:  Afnerican  business  reinsured  fr 
Hartfn/d  Fire. 

1818— Lancaster.   T^ncaster,   Pa.;   retired. 

Lantdale  Mutual  Fire  and  Storm,  Lansdale 

Pa.:  retired. 

1878— Lawrrnre.   Boston;  foiled  by  Boston  ftre. 

1514 — Lawrcnre  County  Farmers  Mutual,  Tennes- 
see: retired. 

1881— Lawrence  Mutual  Fire  (changed  ta  Hamiltor 
Mutual  Fire,  18SX),  Lawrence. 

Lawrence  .Mutual  Fire.  Metbtien. 

1914— Leathcrmcns  Mutual  Fire,  Philadelphia;  re- 
ceiver  appointed. 

Lebanon  Town  Mutual,  Lebanon.  Mo. 

Lee  Mutual  Fire,  Lee. 

..T..ehieh  V^allev    W.  Va.:  rettre*« 

1881— Lenox.  New  York;  reins,  in  Citizens.  N.  V. 

1«1— Liberty,  New  York;  reins,  in  Home,  N.  Y. 

1«K— Liberty  Fire  Lloyds.  New  York. 

1914 — Liberty  Fire.  Jersey  City;   charter  forfeited. 

1910— Liberty  Mutual.  Philadelphia,  Pa.;  receiver, 
appointed. 

19Q&— Liberty  Underwriters.  Chicago:  ceased  busi- 
ness. 

1J^14 — Lima  Mutual   Fire,  Lima,  Wis.;  reinsured. 

1914— Lincoln,  Chambersburg,  Pa.;  reinsured  in 
National.  Hartford. 

1W7— Liocoln.  l-mcoln.  Neb.:  failed. 

1*99— Lincoln ;  reinsured  in  Potomac. 

'^9<— Lincoln  Fire.   New  York:  receiver 

1908— ILiaeoln  Ip*urance  and  Banking  Co..  Ham- 
mond* ind. :  failed 

1910— Lincoln  Mutual.  Philadelphia,  Pa.;  receiver 
appointed. 

1904— Lincoln  Mutual  Fire,  Lincoln.  Neb. 

1901— Lion  Fire.  London:  reinsured  Pacific  Coast 
risks  in  Niagara;  ceased  business  in  United 
Stites. 

19Ag-.LiKbon  MuMial  Fire.  Lisbon.  la.;  reinsured 
in  Acme  Fire,  Lisbon. 


When 
Retired. 


Namb  op  Company. 


389ft-Lloyd8  of  New  York  City,  New  York. 

1914-Lodi  Mutual  Fire,  Lodi,  Wis. 

1914 — Lomira  Mutual  Fire,  Lomira,  Wis.;  reins. 

ISS5 — London   and   Provincial,   London;  retired. 

1915— Lone  Star  F.  I.  A.,  Fort  Worth  Tex. 

UM3— Lone  Star  Mutual  Hail  Association,  Waco, 
Tex.;  charter  revoked. 

1908— Lone  Star  of  Texas,  San  Antonio,  Tex.; 
cliarter  revoked. 

1890— Long  Island,  Brooklyn:  reinsured  in  Royal 
of  LiverpooL 

1868— Long  Pond  Mutual  Fire,  Boston. 

1888— Long  Island  Mutual,  Patchogue;  iailed. 

ISn-LoHllard  Fire,  New  Vork;  failed. 

1888— Lorillard,  New  York;  reinsured  in  Guardian. 
London. 

1918— Los  Anp:eles  Fire,  Los  Angeles,  Cal.;  rein- 
sured in  Home,      New  York. 

1887— Louisiana,  New  Orleans;  failed. 

1912— Louisville,  Louisville,  Ky.;  reinsured  in 
Globe  &  Rutgers,  N.  Y.,  and  Henry  Clay 
Fire,  Lexington,  Ky. 

1898— Louisville  Germania,  Lonisvtlle;  reinsured  m 
Phenix,  Brooklyn. 

1890— Louisville  Underwriters,  Louisville:  rein- 
sored  in  Lancashire^ 

1906— Loyal  Mutual  Fire,  Denver;  amalgamated 
with  Northwestern  Mutual  Fire,  Uenvcr, 
under  title  of  Loval*Northwestem. 

1911— Loval  Mutual  Fire,  Philadelphia,  Pa.;  liqui- 
dated. 

1906— Loyal-Northweatem  Mutual  Fire.  Denver; 
reinsured  in  National  Mutual  Pure,  Omaha. 

1996— Lucas  Counn^  Mutual,  Toledo.  O.;  failed. 

1914— Lumber,  N.  Y.,  reinsured  partly  in  Western 
Toronto, 

1906— Lumber  Ins.  Assn.,  Chicago,  HI.;  absorbed 
by  Federal  Union  Fire. 

1913— Lumber  Underwriters,  El   Paso;  retired. 

1871— Lumbermans,  Chicago;  reinsured  tn  Fire^ 
mens  of  Chicago. 

1898— Lumbermens,  Berkeley  Springs,  W.  Va.; 
fatiled. 

1912— Lumbermens,  Washington   (State). 

1 8W>— Lumbermens  and  Manufacturers  Mutual. 
Eau  Claire;  reinttired  in  Mutual  Fire  Asso- 
ciation. Eau  Caire. 

!S77— Lumbermans  and  Mechanics.  St.  Louis;  rein 
sured  in  Natinnsl  of  New  York. 

!906— Lumbermens,  So.  McAlester.  T.  T.:  retired. 
1915— Lumbermens    Underwriters,    Houston.    Te.x. 

''W — T.ycnminff.  Muncv.  Ps,:  fniUd 

1907— Lumbermens  and  Merchants  Mutual  Fire, 
Williamsport,  Pa.;  receiver  appointed. 

•  9512— Lynchburg  Banking  and  Tn«nrance  Cnm- 
pany,  Lynchburg,  Va.;  retired  from  insur- 
ance field. 

:<«7— Lvnn  Mechanics  Fire  and  Marine,  Lynn. 

1897— Macon  Fire,  Macon.  Ga.;  reinsured  in  Fire- 
mans  Fund  and  Virginia  F.  and  M. 
1912— Madawaska   Mutual   Fire,   Van   Buren,   Me.; 
liquidated. 

1880— Madison.  Madison.  Wis.;  reinsured  in  We«t 
Chester,  New  York. 

1901— Magdeburg.  Magdeburg.  Germany;  rein- 
sured in  Springiheld  Fire  and  Marine. 

1901— Magdeburg.  New  York;  reinsured  in  Spring- 
field Fire  and  Marine. 

1914— Maine  Fire  and  Marine,  Portland. 

Maine   Mutual   Fire,   Augusta:    reinsured   in 

Granite  State  Fire,  Portamouth. 

1879— Manayunk,  Philadelphia;  retired. 

1904— Manchester,  Eng.;  absorbed  by  Atlas.  Lon- 
don. 

'«90— Manchester  Citv.  Manchester.  N.  H.;  rein 
sured  in  i^tna.  Hartford. 

"W— Manhattsn  Mntusl.  Goshen.  N.  Y.;  failed. 

1R71— Manhattan.  New  York;  failed  by  Chicago 
fire. 

18S8— Mnnhattsn  "^ir^  New  York;  reinsured  in 
Phoenix,   Brooklyn. 

torn— Manhattan  Fire.  New  York:  failed. 

•999— Mannheim  Mutual.  Mannheim.  Pa.;  failed. 

1878— Manufacturers,  Boston;  failed  by  Chicago 
fire. 

1905— Mwniifacturerji  and  Mercantile,  Chicago;  re- 
tired. 

1913— Manufacturers  and  Merchants  Mutual, 
Philadelphia,   Pa.;  receiver  appointed. 
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UK— HutdietBTcn  nie  ud  Marine,  Bonon;  n 
InMmd  In  PbceiUs,  London;  ProridenCB 
Wufainctoii  and  Briliih  aod  Fordsa  M>- 

mt— HuiufictDKri     HnluiJ     Fire,     Indluupollib 


Ger 


, -„-iiited. 

UU-  Haauhcnren,    Nenik;   rd 

ouBte.  New  York. 

llmnlutnRr*,    PhUiddpfala;    retind 

IMM— Hfr>.  FIra  Undn.,  Chieaffi^  cosed  bo^oi. 


>l  of  latter  and  aiaiii  rdni 


Un— Mmonfactivn  Mntnat,'  Grand  itapidsj  failed. 
Un— UaanUctureri  Mtttnal,  LouiariEIe:  tailed. 
UW-MannbcliireTa   Untnal.   MUmukee:   filled. 


a  Mutual,  Worcetter. 

IBtT— Mannfactnreri  Unlm]  Fire.  Atlanta:  failed, 
mo— MumlactDm  and  Merchuu.  Concord;  re- 

ininred. 
Un    HanBlactnrss     and     Merchanti,     t^ttsburg 

Pa.;  retnaured  la  Fidelitr.  Baltimore. 
1M7-H»niifittturen    nnd    Mcrcliant,    F.    Bnd    ^^., 

Washington    (Sl3tc). 
un— Uanntacturera  and  Merchant 

ford.  IIL ;  failed. 


3911— Man  Jbc! 


1»4-Mbii 


ted    builDcsi 

jfactureri  Inautance 

ington  (Slate). 


I  Mutual,  Bock- 

<.     Minnopolb 

and     Meclianics. 


...^mphii.  Tenn.;  lit... 

Marblehewl,    Maiblehead. 

Uarblehead  Hnttial  Fire,  Marblebead. 

UEE— Harblehead  Uarlne  and  Fire,  Marblehtad. 
im— Marine^  5l  Louil:  rejnaured  in  Mancheiter 

Ensland. 
IHO— Marinette  (Wla.)  Mutual;  rdnniTed. 
1871— Market  Fire,  N.  Y.;  failed  by  Cbicago  Ere. 
lS7»~-M»rket,  Ntir  York:  Idled  by  Boitou  file. 
IBM— Marlboro  Mutual  Fire.  Mirlborn. 
1901- Marthalt  Town  Mntuat  Manhali.  Ho.:  rein- 

■uTcd  in  American  Guatantee  Fund  Mutual. 

St.  Louia:  reanmed  boaineaa  in  IML 
WOt-Maryland    Fire.    Baltimore:    failed   by    Billi- 

aod  Globe,  UTerpooI. 
leiO-Maryland   Fire.    E.ulon.    Md.;  mcrgtd    with 

P(oplr(  Fire.  Frederick,  Md. 
1900— Maryland  Home;  (ailed. 
1914— Maijtand     Mutual     Fire,     BaltlmorF.     Md.; 

relnaured  in  Baltimore  Mutul,  Baltimore. 
UtT— Maaaachtiaetta  Fir*  and  Uarioc.  loawleb. 
lS4S-Uaaucfau>etls   Fire   (changed   to   Haiiachu- 

aetta  Fire  and  Marine  In  ITM).  Boston. 
IM— UuaachuMtta  Hottul,  Boston;  relniored  in 


leiS-Mecca    1 


snmd  la  CItiECns,  Pittibtirg. 
Vecbanica  ft  Traders  Town  Mntnst.  Kansas 

City,  Mo. 
ItTS— Mechanics,   BrooklTu:   reinturcd  in  the  AlU- 

■nce.  New  York. 
l>n-U achaaiea  Untnal  Fire,  Boston. 
Uit— Machaniea.   Newark;   Tdnanrol   In    German- 

Ancricaa  of  New  York. 

UwAanif,  OwcasbDr^  Vs.;  retired. 

UBS— Meehaptca     Fire,     Siehmond;    reininred     in 

an.,  Chicago;  reinsured  in 

■  Hntnal.  Atfanta,  Ga.;  rellied. 


Retired.  N*ms  o»  CoKPAnr. 

U7>— Mechanics     Mutual,     Boston;     rdnsnnd     i 
Scbttlab  Union  sod  NalionaL 


UO-Mcchanlcs,  New  ^cdfor^ 

.«_    ..  ,  Mutual  Plre,  Boston;  tailed. 

CIIT,  Hemphii;  rdnsntsd  ■■  1 

■nd  Hercaaljk. 


of  Brooklrs  and  Home  of  New  York. 

-lercsntHe,  Mobile;  retired. 

IgSS-Mertrantile,  New  York;  rrinmred  in  Germao- 

American. 
int-Uerantlle  Fire,  Charlesto".  S.  C;  Ulcd. 
UOI— Uercsolile    Fire,    Waco,    Tex.;    charter    re. 

Tokcd. 
UlO-Hercantite  Fire,  DenTer,  Colo.;  abiorbettbr 

Merchants  Fire,  DeuTer.  Col. 
IME-Hercinlile  Fire  Ann..   Waco.,  Tex. 
IMS-Mercantile  Fire,  Little  Rock,  Ark.:  abiorbcd 

by  Standard   Fire.    Fordyce,^  Ark, 
UU-Mercantile  Fire  and  Marine,  boston,  Mass.; 

reiniured  In  American   Central^  Si.    LouJa. 
1$1»— Mercantile    Fire    »nd    Marine,    Dover,    DeL; 

license  revoked. 
WH-HercantUe    Fire    and    Hariae,   Wasbington, 

D.  C;  retired. 
ItO-Mereantflc  Lloydt.  New  York:  retired. 
iWi— Hercantil*  Mutual  Fire,   Diebinaan.   S.    D.i 


chanted  to  Iron  aad  Steel  Manufacturen 

MutnaL 
U06-Mercantile  Mutual  Fire.  Waihingfon  (State) 
inO— Mercantile  Mutual  (Marine),  New  York;   re. 


Mercantile   Mutual  of  Sanilac   Huron    and 

Tuscola     Comtiea,     Sand     Beach,     Mich.; 

failed, 
im— Mercantile    Town..    Nebraska:    reinsured    in 

the  National  Union.  Pittiburg. 
191t— Mercantile  Town  Mutual.  ICanaas  City.  Mo.; 

reinsured  in  Natl  Union  Fire.  Pittsburg. 
UO«-MercaalIle  Town   Mutual,    St.    Louis.    Ho.; 

aadgned.  _ 

mo-Mercantile     Reciprocal     Underwriteri.^   Fort 


.To.; 


Wor 

1913— Merchi 


UOO— Merchants  and  Fan 


Beloii 


Herchanta . 

1906— Merchanti  National  Mutual  Fire,  Indianapo- 

111;  receiver  appcdnted. 
1907- Merchanti  Fire.  Little  Rock.  Ark.:  reinsured 

in  Queen  City  Fire. 
1915— Merch anil    and    Bankers    Fire    Vndri..     San 

191B— Mer 


e  Lloyds.   New  York: 


1916— Men 
1916— Men 
1916— Merc 

GaiveMon.   irx, 
un— Mercbanti  Mutual,  Ondniwli;  reinsured   in 

Pbtenix  HutnlL  Cindnnstl. 
ISll— Merchants    Mutual    Fire,    Philadelphia,    Fa.; 

liquidated. 
un— Merchants  Mutual  Marine.  Newburyport- 

.—    ..___^ »_._^_,  „|„^  fii  NtagMO,  N.I 

'  Bedford. 

r  York;   rdanrcd   la   WcM- 
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When  ^-  ^     • 

Bftjrrii  Name  or  Compahv. 

IM— Merchants  Mntnal,  Altoonm;  failed. 

1887— Merchants  Mutual,  lialtimore:  remaurcd  in 
Washlncton  Fire  and  Marine,  Boston. 

1808  Merchanu  Mutual,  San  Antonio,  Tex.; 
charter  revoked. 

1888  Merchants  (formerly  Beverly),  Boston;  rein- 
sured in  Soston  Marine 

1877— Merchants,  Louisville;  reinsured  in  Royal. 

1871— Merchanta,  Chicago;  failed  by  Chicago  nre. 

1808    Merchants,  Hammond.  Ind.:  failed. 

1871— Merchants,  Hartford;  failed  by  Chicago  Are. 

1808  Merchants,  Newark;  reinsured  in  National, 
Hartford. 

ISTS— Merchants  Mutual,   San   Francisco. 

19Q8~Mcrchants  Mutual  Fire,  Atlanta,  Ga.;  liqui- 
dated. 

18S6— Merchants  Mutual  Fire,  Denver,  Colo.;  re- 
insured in  Western  Mutual  Fire,  Denver, 
Colo. 

1888— Merchants  Marine,  Bangor.  Me.;  reinsured 
in  Insurance  Company  of  North  America. 

1887— Merchanu  Mutual  Fire,  Marshall,  Mich.;  re- 
tired. 

2887— ^Merchants  Mutual  (Marine),  Baltimore;  re- 
tired> 

180^— Merchants  Mutual  Fire,  Topeka,  Kan.;  re- 
ceiver appointed. 

1888— Merchants,  Decatur,  Ala.;  failed. 

1888— Merchants,  Memphis;  reinsured  in  Phoania 
of  Memphis. 

18M— Merchants,  New  Orleans;  reinsured  in  Gtt' 
man,  Freeport. 

1835— Merchanta,  New  Orleans;  failed. 

Merchants,  Philadelphia;  retired. 

1800— Merchants,  Providenoe;  reinsured  in  Har^ 
ford  Fire. 

1886— Merchants,  St.  Joseph,  Mo.;  reinsured  in 
Connecticut.  Hartford. 

1910— Merchants  Exchange,  Chicago,  111.;  rein- 
sured in  Underwriters  Exchange,  Chicago. 

1807— Merchants  Fire  Insurance  AMOciation,  Seat- 
tle, Wash.;  reinsured  in  Walla  Walla  Fire, 
Walla  Walla,  Wash. 

190^-Merchants  Fire  Underwriters,  Chicago,  111.; 
ceased  business. 

1801— Merchants.  St.  Louis:  reinsured  in  Michigan 
F.  &  M.,  Concordia  of  Milwaukee,  and 
German  of  Pittsburg. 

1906— Merchants  State  Mutual,  Fargo,  N.  D.;  re- 
insured in  National  Mutual  Fire.  Omaha. 

19]i^Merchants  &  Planters,  Tulsa,  Okla. ;  receiver 
appointed. 

1912— Merchants  &  Planters  Mutual,  Memphis, 
Tcnn.;   receiver  appointed. 

1886  Merchants  and  Manufacturers.  Qinton,  la.; 
reinsured  in  State,  Des  Moines. 

Merchanta    and     Manufacturers,     Douglass, 

Neb.:  failed. 

18K— Merchants  and  Manufacturers  Fire  Lloyds. 
Baltimore;  reorganised  as  Merchants  and 
Msnufiicturers  Fire  Insursnce  (Company. 

1891— Merchants  and  Manufacturers  Mutual.  Clin- 
ton, la.;  reinsured  in  Merchants  and  Manu- 
facturers, Clinton. 

1898— Merchanu  and  Manufacturers  Fire  Associa- 
tion, Newark;  retired. 

1889— Merchanta  and  Manufacturers,  Baltimore;  re- 
insured in  Palatine. 

1871— Merchanta  and  Mechanics,  Baltimore;  failed 
by  Chicago  fire. 

1876— Merchanta  and  Mechanics,  Petersburg:  failed. 

Merchanta  and  Mechanics,  Philadelphia:  re- 
tired. 

188S— Merchants  and  Mechanics,  Richmond,  Vs.; 

«««       reins,  in  New  York  Underwriters  Agency. 

1871— Merchants  and  Traders,  Louisville;  rein- 
sured. 

la^Merchanta  National,  Chicago;  failed. 

1888— Merchants.  New  York;  reinsured  in  West 
Chester  and  the  Alliance. 

;^ir-- Merchants  Town  >futual,  St.  Joseph,  Mo. 

t^gr-MtrckuntB  Union,  Kearney,  Neb. ;    retired. 

1886— Merchants  Union  Fire  Association,  New 
York;  reinsured  in  Home  Protection  Fire 
Underwriters  Lloyds. 

jyi— Meriden,  Meriden;  reinsured  in  RoyaL 

1911— Metal  Manufacturers  Mutusil.  Indianapolis, 
Ind-:  reinsured  in  North  British  and  Mer- 
cantile,  London. 


When 
Retired. 


Nam  I  or  Company. 


18U— Metal  Workers  Mutual,  Providence,   R.  I.; 

reinsured  in_  North  British  snd  MercantUe. 
188»-Mctropole,     Paris;     retired     from     United 

States,  reinawinn  hi  Niagaia,  New  York. 
:«*»»»MetropoUa>  New  York;  rcttred. 
jgg   Metropolitan  Fire  and  Marine,  Boston. 
1877— Mctropolltaa,  New  York;  reinsured  in  Con- 

tincntaL 
fSf-Metropolitan  Lloyda,  New  York;  retired. 
1904-Metropolitan  Lloyds,  Chicago;  faUcd. 
1911— Metrop<4itan  Mutual  Fire,  Philadelphia,  Pa.; 

liqmdated. 
188»-Mianii  VaUey,  Cincinnati;    reinsured  in  Fire 

^^Association,  Philadelphia. 

1886-Mbunl  Vallor,  Dayton;  reinsured  in  National 

Fire,  Hartford. 
1801— Michigan  Manufacturers  Mutual,  Bay  City; 

}2ShKI*^t*KS"  Mutual,  Lansing,  Mich.;  retired, 
iSS~JJ  S?-  §*^*'  Adrian;  reina.  to  HomcL  N.  Y. 
1802-Midknd  Fire,  Kansaa  aty,  Kan.;  failed. 
MJJ-Milford  Mutual  Fire,  MilSrd,  MsisT?S^ 
180^Midland    National    Fire,    St.    Louis,    Mo.; 

ceased  business. 
1913-Middlewe8t  Fire,  Valley  City,  N.  D.;  merged 
,«H    w^i**»^'r^»°  City,  Minneapolis.  * 

1881— Mill   Ownera^  Mutual,   Boston;  reh&sured  in 

Arkwnght  Mutual,  Boston. 
1904-MillerB   snd  ^Manfrs..    Minneapolis,    Minn.; 
.^^    ^  failed  by  Baltimore  fire. 
ISOO-Millers    and     Manufacturers    Mutual,     Des 

Moines;  failed. 

Millers  and  Mechanics   Mutual   Fire  Asso- 

,A^ir    „ciation,  Des  Moines;  failed. 

191&— Millers  and  Merchants  Underwriters.  Dallas. 

Texas. 

?ShM*.!!*^»  Mutual.  De  Pere,  Wis.:  retired. 
1900-Millers  Mutual,  Kansas  City,  Mo.;  retired. 

1885-Milton  Mutual  Fire,  MUton,  Pa.;  failed. 
1911-Milwaukee   Fire.  Milwaukee,   Wis.;   merged 

with  Milwaukee  Mechanics. 
1912— Milwaukee  German.    Milwaukee,   Wis.;    rcin- 
.-.-    •.f.^'^^^  *°  New  Hampshire  Fire, 
im— Milwaukee  Mutual,  Milwaukee:  failed. 
1801— Minneapolis  P.  and  M.  Mutual,  Minneapolis: 

failed. 
l^l^Minneapolis  Mutual,  Minneapolis:  failed. 
3?S~?iF""o**  ^^rm  Mut.,  Minneapolis;  failed. 
1886— Mmnesote  Fire,    Minneapolis;  reinsured     in 

Springfield  F.  and  M. 
1891— Minnesote    Fire    Association,    Minneapolia; 

consolidated  with  Millers  and  Manuiactur 

era  MutuaL 
1906— Mississippi^     Fire  ,  Association,      Ebenezer, 
,^«    *,?**?•'»  reinsured  m  Hartford  Fire. 
1908— Mississippi     Home,    Vicksburg,    Miss.;    re- 

ceiver  appointed. 
,A;;i"JlW*^PPi  Wl*^*  Knoxville;  retired. 
lS?~il'.*«i*".PP!  X^'«y^  Memphis;  retired. 
1891— Mississippi    Valley     Manufacturers    MutuaL 

Rock  Island;  reinsured. 
1907— Missouri  State  Mutual  F.  and  M.,  St.  Louis; 
-«<^    ,  reinsured  in  Phoenix  of  Hartford. 
1888— Missouri  Valley  Town  Mutual  Fire  Insursnc* 
— *-.    *.'^••***^^'*l9R•  St.  Louis,  Mo.;  assigned. 
1880— Missouri  Citixens,  Sedalia,  Mo.;  absorbed  b% 

Missouri  Town  Mutual.  Nevada.  Mo. 
Missouri  Farmers  ft  Patrona  Mutual,  Kan- 
sas City.  Mo. 

!J22~Ml"<>«n  '^JSl'^  Mutual,  Nevada,  Mo.;  failed. 
1900— Missouri    Town     Mutual,     Rockport,     Mo.; 
assigned. 

;iiA-'}f*l*5""*7OT*  Mutual,  Kansas  City,  Mo. 

188»— Mobile,  Mobile;  reinsured  in  German-Ameri- 
can. New  York. 

1879— Mobile  Fire  Department  Insurance  Com- 
pany, Mobile;  retired. 

1915— Model  Ins.  Assn.,   San  Antonio,  Tex. 

1909— Mohawk  Mutual,  Syracuse,  N.  Y.;  liquid- 
ated. 

1912-Mohawk  Valley  Fire,  Ilion,  N.  Y.;  liquidated. 

;^;*C*"^^°^^"*    Fire   LTnderwritcrs,   Galveston,    Tex. 

1909— Monarch  Mutual,  Watertown,  S.  D.;  reins, 
in  Merchants  Mutual.  Redfield,  S.  D. 

ISS^M****""^***  Alexandria,  Va.:  charter  annulled. 

1887— Monarch,  Des  Moines:  failed. 

1896— Monarch  Fire  TJnyds.  New  York;  reinsured 
in  N.  Y.  and  Mass.  Fire  Lloyds,  N.  Y. 

1890-Monitor  Fire  Lloyds,  New  York;  retired. 
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Hctxrcd* 


Nams  or  Company. 


1879— Monitor  Mutual.  Boston. 

1911— Mononsahela   Fire.    Pittsburg,   Pa.;   merged 

with  American  Union,  Philadelphia,  Pa. 
1904— Monroe    and    Lenawee    Counties    Farmers 

Mutual  Fire,  Adrian,  Mich.;  retired. 
1896— Monroe  County  Mutual,  Stroudsburg,    Pa.. 

^Ailol. 
1877— Montauk  Fire,  Brooklyn;   reins,  in  Niagara, 

N.   Y. 
1896— Montauk    Fire    Association,    Brooklyn;    re 

tired. 
1805— Montgomery  Mutual,  Canajoharie,  N.  Y. 
186&— Monroe   Mutual,   Rochester,    N.   Y. 
1870 — Monumental,  Baltimore;  reinsured  in  Royal. 
1866— Morris.   New  York;   failed. 
189^— Morotock,  Danville,  Va.;  retired. 
1891— Mound  City  Mutual,  St.  Louis;  reinsured  in 

Commercial  Union,  London. 
1804— Mount  Holly,  Mount  Holly,  N.  J.;  reinsured 

in  Royal. 
1900— Mount   Vernon.   Alexandria,   Va.;    reinsured 

in  National  ot  Hartford;  resumed  business. 

and  again  ceased  in  1906. 
1889— MounUm  City,  Chattanooga;  retired. 
1906— Mountain  Mutual  Fire,  Denver,  Col.;  ceased 

business. 
1909— Muskogee  Fire,  Muskogee.  Okla.,  reinsured 

in  Merchants  and  Planters.  Tulsa. 
1890-Mttttta],  Chicago;  failed. 
1891— Mutual,  Cincinnati;  failed. 
1889— Mutual,    Frederick    Co.,   Md.;    absorbed    b> 

Royal. 
1908— Mutual  Co-operative  Insurance  AssociatioxL 

Georgetown.  Tex.:  charter  revoked. 
1897— Mtttuaf  Dwelling  House,  Lansing.  Mich.;  re 

insured  in  American.  Philadelphia. 
1890— Mutual,  £au  Qaire;  failed. 
lOM^Mutual  Fire,  Dallas.  Tex.;  charter  revoked. 
3897— Mutual   Fire,  Minneapolis;  reorganized  intc 

Mutual  Fire  and  Marine  Insurance  Co. 
1898— Mutual  Fire  Association,  Toledo;  failed. 
1908— Mutual  Fire  Indemnity,  Augusta,  Ga. ;  ceased 

business. 
1897— Mutual  Fire,  Detroit;  retired. 
1896— Mutual  Fire,  GoshenviUe,  Pa.;  retired. 
1908— Mutual  Guaranty,   Dallas,  Tex.;  charter  re- 
voked. 
1906— Mutual    Guaranty,    Houston,    Tex.;    chartei 

revoked. 
1887— Mutual  Gtiarantee  Fund  Fire,  Denver,  Col., 

retired. 
1897— Mutual  Reserve  Ftmd,  Chattanooga,  Tenn.. 

retired. 
1861— Mutual  Safety  Fire,  South  Reading. 
1890— Mutual,  Tacoma;  consolidated  with  Cascade 

F.  and  M.,  Seattle,  Wash. 
1891— Mutual  Artisans,  Muscatine;  failed. 
1878— Mutual  Benefit.  Boston;  failed  by  Boston  fire 
1891— Mutual  Fire,   New  York;  reinsured  in   Lan 

cashire     and      resumed      business;      nam« 

changed  to  Manhattan  Fire,  1897. 

Mutual  Fire,  Des  Moines;  failed. 

1915— Mutual  Fire,  Portland,  Ore.;  ceased  writing. 
1891— Mutual  Guaranty.  Clinton.  la.;  failed. 
1866— Mutual  Marine,  New  Bedford. 
1871— Mutual  Security,  Chicago;  failed  by  Chicago 

fire. 
1904— Mutual  Trust,  Dover.  Del.:  charter  revoked. 
1904— Mutual    Underwriters    of    Chicago;    ceased 

business. 
1906— Mutual  Underwriters,  Brooklyn,  N.  Y.;  re- 
tired. 
1891— Mutual  Union,  Moline;  retired. 
1891 — Mutual  of  Kentucky,  Louisville:  failed. 
Mutual  of  Sanilac  Huron  and  Tuscola  Coun 

ties.  Sand  Beach.  Mich;  failed. 

Nail  City,  West  Virginia;  retired. 

1888— Nantucket  Phoenix.  Nantuckec 

1882— Nantucket  Union  Marine,  Nantucket. 

1874 — Narragansett,  Providence;  reinsured  in  Com 

mercial  Union. 

Nashua  River  Mutual  Fire,  Groton. 

1889— Nashville  Commercial,  Nashville,  Tenn.;  re* 

insured  in  German-American.  New  York. 
1898— Nashville  F.  and  M..  Nashville;  reinsured  in 

Insurance    Company    of    North    America, 

Philadelphia. 
1918— Nassau  and   Dutchess,    New   York:    merged 

with  Williamsburgh  City,   New  York. 
1896— Nassau    Lloyds.    Buffalo.     N.     Y.;     name 

changed  to  Ellicott  Lloyds. 


When 
Retired. 


Name  or  Compamy. 


1899— National,   Baltimore;   merged  in   United   ol 

Baltimore. 
1871— National,  Bangor;  failed  by  Boston  fire. 
1871— National,  Boston;  failed  bv  Boston  fire. 
1918 — National,     Cincinnati,     Ohio;     reinsured     in 

Commercial   Union,   London. 
1904— National,  Dover,  Del.,  and  Guthrie.   Okla.; 

failed. 
1905— National.  Dublin,  Ireland;  reinsured  U.    S. 

risks    in.  Providence    Washington;    ceased 

business  in  U.  S. 
18^— National    Fire,   Davenport,   la. 
1907— National  Fire    Little  Rock,  Ark.;  reinsured 

in  Home.  New  York. 
1877— National,  Hannibal;  failed. 
1898— National,  New  York;  reinsured  in  Commer 

cial  Union,  London. 

National,  Philadelphia;  retired. 

1869— National,  San  Francisco:  reinsured. 

1870— National,  Toledo;  retired. 

1898-National.  Weston,  W.  Va.;  failed. 

1894— National  City,  Washington;  retired. 

1899— National  Church  Mut,  Lisbon,  Iowa;  failed. 

1886— National  Fire  Association,  New  York;  name 

changed  to  United  Cities  Lloyda. 
1896— National  Fire  Lloyds,  New  York;  retired. 
1904— National  Fire  Lloyds,  Chicago;  failed. 
1906 — National  Fire  of  Onondaga  County,  Syracuse. 

N.  Y. ;  receiver  appointed. 
1913— National  Home,  Atlanta ;  reinsured  in  Georgia 

Fire,  Atlanta. 
1896— National     Home     Fire,     Alexandria,     Va.; 

charter  annulled. 
1911— National    Manufacturers    Mutual,   Janesville, 

Wis.:  liquidated. 
1907— National    Mutual    Fire,    Omaha,    Neb.;    re- 
ceiver appointed. 
1881— National  Mutual.  Akron;  failed. 

National  Mutual,  Council  Blui!s;  retired. 

1907— National  Mutual.  Denver,  Col.;  reinstxred  in 

Ohio  German  Fire.  Toledo. 
1891— National  Mutual.  Harrisburg;  failed. 
1912— National    Mutual,    Pittsburg.    Kan.;    receiver 

appointed. 
1890-Nationa]  Mutual,  Salina;  failed. 
1910— National  Mutual,   Dover,  Del.;  receiver  ap- 
pointed. 
1908— National    Town    Mutual    DweUinc    House, 

Rockport,  Mo.;  faOcd. 
1907— National  Metropolitan,  Washington,  D.  C. 

reinsured  in  American,  Newark. 
190a— National  Standard.  New  York;  absorbed  by 

Assur.  Co.  of  America.  New  York. 
1896— National  Underwriters,  New  York;  reinsured 

in  Commercial  Lloyds. 
1878— Naumkeag  Mutual  Fire,  Salem. 
1876— Naumkeag  Mutual  Fishing,  Salem. 

Nautilus,  ffew  York. 

1906— Nebraska  Mercantile  Mutual,  Lincoln.  Neb. ; 

receiver  appointed. 
1891— Nebraska  and  Iowa  National,  Omaha;  failed. 
1909 — Nebraska  Underwriters,  Omaha.  Neb.;  rein- 
sured in  Farmers  &  Merchants,  Lincoln. 
1878— Neptune.  Boston;  failed  by  Boston  fire. 

Neptune.  Philadelohia:  retired. 

1866 — Neptune  Marine,  New  York;  retired. 

1891 — Neptune  F.   and   M..   Boston:     reinsured     in 

Providence  Washington,   Providence. 
1906— Netherlands,  The  Hague;  retired. 
1871— New  Amsterdam,  New  York;  failed. 
1910— New  Amsterdam    Fire.   New   York:    merged 

with   Empire  City,  New  York. 
1888— Newark   City,    Newark;  reinsured  in  Citisens 

New  York. 
188^Newburyport,   Newburyport, 
1908— New  England  Fire,  Providence,  R,  I.;  rein- 
sured  in    Michigan     Millers   Mutual    Fire. 

Lansing. 
1901— Ntw  England  Fire.  Rutland.  Vt.;  retired. 
1907— New  England  Lloyds,  Providence.  R.  I.;  re> 

insureain  Rhode  Island  Fire.  Providenoe. 
1887— New    England    Mutual.    Worcester.    Maas.: 

retired. 
188m-New  England  Mutual,  Boston;  reinsured  in 

the  General  Reinsurance  Comwuiy  of  Paris. 
1896— New    England    Mutual    Fire.    Boston;    rcte 

sured  in  Home  Guaranty  Mutual,  LowelL 

New  England,  Hartford. 

1848— New  England  Marine.  Boston. 

1871— New  England  Mutual  Marine.  Bostofu 

1869— New  England  Railroad  Mutual  Fire.  Bostosi. 
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When 
Retired.  Name  of  Compajtt. 

ia»— New  HanoTcr  Mutual,  New  HaaoTcr,  Pa.; 
teiled. 

im— New  Jency,  Newark;  remaured  In  Geniiaii> 
American,  New  York. 

19C7— New  Jersey  Fire,  Camden,  N.  J.;  reinfored 
in  ahawnee  Fire,  Globe  and  Rutgers  and 
Cambridge  Mutual  Fire. 

laiB— New  JerftCT  State  Ph-e,  Jcncy  atjr;  rcianwed 
in  New  York  Fire. 

ISO— New  London  Town  Mutual,  New  Hamp- 
shire retired. 

1904— New  London  Mutual  Fire,  Ladcnburg,  Pa.; 
retired. 

1898— New  Orleans  Insurance  Co.,  New  Orleans; 
reinaured  in  Phoenix,  Hartford. 

ISO— New  Orleans  Insurance  Association,  New 
Orleans:  reinsured  in  Sun  of  New  Orleans. 

IM4— Newport,  Providence;  retired. 

mS— Newport,  Providence;  reinsured  in  Provi- 
dence Washington. 

Newton,  Newton, -Pa.;  ^led. 

11881— New  York  and  Boston.  New  York;  reinsured 
m  Scottish  Union  and  National  and  Lion. 

1898— New  York  and  Brooklyn  Mutual.  New  York; 
reinsured  in  Queens  and  Suffolk. 

ISO— New  York  and  crie  Mutual,  Middletown. 

19(N^New  York  Fire,  New  York;  reinsured  in 
New  Hampshire  Fire  and  suspended  busi- 
ness. 

1891— New  York.  N.  Y.;  reinsured  in  Home, 
N.  Y.,  and  restuied  business. 

196— New  York  and  Chicago  Lloyds.  New  York; 
consolidated  with  South  and  North  Ameri- 

1896-New  York  and  Erie  Fire  Lloyds,  New  York. 
1898— New  York  and  London  Lloyds.  New  York. 
1898-New   York  and    PhiUdelphia    Underwriters. 

New  York;  a   branch   of   Protection    Fire 

Lloyds,  which  reinsured  in  New  York  Fire 

Lloyds. 
ISU— New    York   &    New    England    Underwriters, 

New  York;  liquidated. 
New  York  and   Yonkers   Fire.  New  York; 

retired. 
189&— New  York  Bowery,  New  York;  reinsure  in 

Palatine. 
iSSI^Ncw  York  Central,   Union    Springs,  N.  Y.; 

retired. 
1897— New  York  Central  Lloyds.   New  York;  re- 
tired 
1881— New  York   City,    New    York;   reinsured   in 

Standard  of  London. 
189i— New  York  County  Co-operative,  New  York: 

failed. 
1889— New  York  Equitable,  New  York;  reinsured 

in  Royal  Insurance  Company. 
1911 — New     York     Insurance     Association,     New 

York;   enjoined. 
188^Ne«r  York  Mutual  (Marine).  New  York;  re 

tired. 
1878— New  York  Produce  Exchange,   New  York; 

reinsured  in  Safeguard. 
189&-New  York   State  Mutual   Fire.   New  York: 

failed. 
19(tt-N.  Y.  F.  Undrs.  at  N.  Y.  F.  Lloyds,  New 

York;  ceased  business. 
1908-New  York  Marine  Underwriters,  New  York; 

ceased  business. 
18B8-New  Worid,  New  York;  reinsured  in  North 

American  of  New  York. 
1890— Niagara  Fire  and  Marine  Underwriters.  Buf 

fafo,  N.  Y. 
1901 — ^Niagara  Fire  of  Erie  county,  Buffalo,  N.  Y.: 

retired. 
1898— Niagara  Mutual  Fire,  Philadelphia:  failed. 
1901— Nippon  Sea  and  Land,  Japan;  reinsured  in 

British  America. 
1911— Norfolk    Fire    Insurance    Corporation,    Nor- 
folk,    Va. ;     reinsured    in     Citizens     Fire, 

Charlestown.  W.  Va. 
UO^Noriolk  P.  and  M..  NoHolk,  Va.;  failed. 
1909— North  American.  Boston;  reinsured  in  Royal 

Exchange    and    resumed    business:    liqui* 

dated  tn  1901 
18T8— North  American,  Boston;  failed  by  Boitor. 

fire. 
1871— North  American.  Hartford;  failed. 
1903— North   American   Mutual   Assurance,  Waco, 

Tex.;  charter  revoked. 
1871- North  American,  New  York;  failed. 


When 
Retired. 


NAMS  or   COMPAHT. 


1906— North  American  Mutual  Fire.  Pittsburg,  Pa.; 
receiver  appointed. 

1913— North  American  Mutual,  Mansfield,  Ohio; 
retired. 

1906— North  American  Underwriters,  Minneapolis, 
Minn. ;  reinaured  and  retired. 

1908— North  Carolina  Fire,  High  Point.  N.  C;  re- 
insured in  German>American,  New  York. 

1913— North  Coast  Fire,  Seattle,  Wash.;  reinsured 
in  Pacific  States  Fire,  Portland,  Ore. 

:806-North  German  Fire,  New  York;  reinsured  in 
Cosmopolitan  Fire,  New  York;  receiver  ap 
pointed. 

iSOfr-North  Star  Dwelling  House,  Minneapolis; 
retired* 

1900— North  Sute  Fire,  Greensboro,  N.  C;  ab 
sorbed  by  Dixie  Fire. 

i87&— Northampton  Mutual  Fire,  Nortnampton. 

Northampton  Mutual  Fire,  Northampton. 

1894-Northem,  Charleston,  W.  Va. 

1882— Northern,  Watertown,  N.  Y.;  retired. 

1891^Northem,  Sioux  City;  reinsured  in  Under 
writers  Mutual,  Sioux  City. 

l894^Northern  and  Southern  Lloyds,  Atfheville 
N.  C;  retired. 

1894— Northern  City,  Duluth;  retired. 

1910— Northern  Iowa  Mutual,  Clarion,  Iowa:  rein- 
sured in  Horticultural  Mutual,  Des  Moines. 

1898— Northern  Mutual,  Council  Bluffs;  remsuretl 
in  Underwriters  Mutual.  Sioux  Falls, 

1891— Northern  Mutual,  Toledo.  O.;  failed. 

1881— Northern  New  York  Mutual,  PlatUburg. 

1884— North  German,  Hamburg:  reinsured  United 
Statea  riaks  in  Peoples,  New  York:  recom- 
menced general  business  In  tne  United 
States  in  1898;  reinsured  United  States 
risks,  except  those  in  Cook  Countv,  III,  and 
on  Pacific  Coast,  in  Western,  Toronto,  in 
1901;  retired  In  1906. 

1878— North   Missouri.   Macon:  failed. 

1891— North  Pacific,  Tacoma;  failed. 

187&— North  Penn,  North  Wales;  failed. 

1896— Northwest  F.  and  M.,  Portland.  Ore.;  rein 
sured  in  Western,  Toronto. 

Northwest  Mo.  Town  Mutual,  Maryville.  Mo. 

1887— Northwestern.  Duluth;  reinsured  in  Comraer 
cial  Union. 

1868— Northwestern,  Oswego,  N.  Y.;  failed. 

1904— Northwestern  Lloyds,  Chicago;  failed. 

1891 — Northwestern  Mutual.  Rock  Island:  rein- 
sured. 

1888— Northwestern  Mut.,  Wahpeton,  Dak.;  retired. 

1907— Northwestern  Mutual,  Greeley,  Col.;  ceased 
business. 

1896— Northwestern  Mutual  Fire  Asmciation,  To 
ledo;  failed. 

1907— Northwestern  Mutual  Fire  o  Onandago 
County,   N.  Y. ;  receiver  appcmted. 

Northwestern  Scandinavian  Farmers  Mutual. 

Grand  Forks,  Dak. 

1900 — Norwalk.  Norwalk;  reinsured  in  London  and 
Lancashire  and  Orient. 

1871 — Norwich,   Norwich;  failed. 

1897 — Norwood.  New  York;  reincur«'d  in  Provi 
dence- Washington. 

1896 — Nova  Scotia  Marine,  Halifax:  failed. 

1903— Oak  Forest  Mutual.  Brookville,  Ind.;  retired. 

1894 — Oakland  Home,  Oakland,  Cal.;  reinsured  in 
Firemans  Fund.  San  Francisco. 

1871 — Occidental,  San  Francisco;  failed  by  Chicago 
fire. 

1901— Occidental,  San  Francisco;  retired 

1H4.^J — Ocean,  Boston. 

1903— Oceanic  Fire,  Waco.  Tex.;  charter  revoked. 

18R9 — Ocean   ("Manned   Portland,   Me.:  retired. 

IRffl — Ocean  TMarineV  Halifax:  retired. 

1S74 — Ocean  Mutual.  New  Bedford. 

187!> — Ohio,  rhillicothe:  reins,  in  North  German. 

1911— Ohio,  New  Albany,  Ind.;  receiver  appointed. 

1895 — Ohio.  Dayton:  reinsured  in  North  British 
and  Mercantile. 

1898— Ohio  Druffgists  Mutual.  Toledo,  Ohio;  re> 
insured  tn  Commercial  Mutual  of  San- 
duskv.  Ohio. 

1910— Ohio  Fire,  Akron,  Ohio;  retired. 

1908 — Ohio  German  Fire,  Toledo,  Ohio;  trustees 
appointed. 

1881— Ohio  Manufacturers  Muttud,  Columbus; 
failed. 
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_.c  bOBI. 

UK— Old  Dominion,  Poitimoath,  Vi.;  failed. 
ISn— Old  Domuion.  Richmond  i  reiniDfed  In  Llv 

npool  (id  Londoa  uid  Globe 
Un-Old  Dominion  Fire,  VirEinii;  retired. 
Un— Old  North  State,  Wurentown;  wound  op. 
1904— Old  Town.  Bililraoie;  Uled  by  Baltt.  Gee. 
— -     -■■    -  --         ■     '-         ,    Cily.    Mo.;    re- 


1913-Old .  To,^ 


;    Mutual,    ksn^s! 


USI— Oruge  Countr  Hutu*),  Goihen,  N.  Y.;  fe 

ISn— OrcBon  F.   ind   M.,   Portland ;   reinanred  id 
SLFaul  l.&U.tmi  Connecticnt. Hartford 


UW-Oriental  Hutnal  Marine,  Nc*  Yorki  retired 
DOS-Oriental    Mutual.   Jabnitown,    Pa.;    lecelTer 

appointed. 
UTD—Onental.  San  Frandaco:  toiled. 
1911— OugE,  Topela,  Kao.;  rriniured  in  National, 

1884— OicalcHui  Fire,  Oacalooaa,  la.;  rcinaurcd  in 

"--Ida. 

tuid,  OtbL ... 

Onondaga,  Phoeni 
Commercial  Union, 
nera,  Sandf  Creeli;  ceil 
ofWi 


1910-Otego  To 
19U— Ottawa  ,. 


N.  Y. :  liquidated. 

lS9$-Ottawa'County~'Farm(ri  Mutual,  Minneapo- 
lis, Kan.;  retired. 
rk*>,.L  Xnwn  Mntnal    Lamar.  H<k 

Fire,   Fort   Smith,  Ark.;   n*. 


ended  b 


I,  Phili 


Bedfori 


im— Pacific    San    Francii 


St.    Lonia; 

Central.  St.  Loula. 
IMl-Pwifie  Fire.  New  York;  reinra 

eheater.  N,  Y-i  reaumed  buti 
IMS— Facibc    Fire,    Seattle.    Waab.; 

pointed. 


;  reinanred  in  Ameri- 
>;  failed  b;  Chicago 
inaored  in  American 
Wcit- 


ISli— Pacif 


e  LloTd. 


loTda;  I 
:.  Unde 


falo  F,  and  M. 


mi-Pacific  Mutual,  New  Bedford. 

1911-Pacific  Mutual   Fiie,   Proiridencc,   H.   I.;   re- 

ceiver  appointed. 
ISSO-Psciiic  (Uiitual  Marine),  New  York;  retired. 
Utl— Fackera  and  Proviiioa  Dealer*.  OiicaKo:  re. 

Inanred  in  Norwich  Union.  Norwich 
1901-Packera   Individual    Underwritera.    Chicago: 

190»-PaUtiiie.  MaKhuter.  Ens.;  reHred  from  U 
S.;  purdiaaed  br  Commeiciat  Union. 

Patlaifium.  New  York. 

Ism-Paliaade,  Jeraey  City;  failed. 

191()_Pam1ico    Ini<Drance   and    BankinE.    T^rhoro. 

N.   C:  retired. 
I»10-P«1m(tlo    Mutual,  Spartan sbiirB.    K.    C:   tc- 

ISlS-Pa"  prMSfua"  Hiil  A.,  Pampa.  Tn. 
Htm— Ptper  Manufacturera  Mutnal.  PiffieM 
1M1-Park.  New  York:  leini.  in  Home.  N   V. 


a  Mutual  Fire  of  Oyde.  Mich 


1911— Patron*     Mutual     Fire,     Coldwater, 

eeaaed  bualneu. 
ISU-Pam         "         — 


Micl 


I    Fire,   Hflladale,    Mich.; 
._.__  .. ^„_   Lan 


igil-Fatrona   Mutual  Hre,  Lapeer,  Mich.;  ceawd 

1909— Patrona    Mutual    Fire    of    Tuaeola    Cooaty, 

Mich;  eeaaed  buaineaa. 
Patrona  of  Induatrr  Fire,  Matone,  N.  Y.;  n- 

1901— Patrona  of  IndoBtrr,  Saratoga,  N.  Y.;  bil^ 

1911— r»iion    Mutual,    PiilBdelphra,    Pa.;    recchrer 


1891-Pelican,  New  Orleana;  noniured  in  Son  Urn 

tual.  New  Orleana. 
1913-rfi:cnn  Fire,   Shrevepon.  Lb,^  liquidaled. 
l^S-Prmberton  Mutual  Fire,  Lawrence. 
ISaS-Feniniula  Mutual,  Jackaon,  Mich.;  retlrad. 
1!«7— Penniytvania,    Pittaburg;    ceiniured    in    Ucr 

man-American,  New  Sork. 
IHM-Penniylvania  Mutual,  Columbia:  failed. 
ISTfi-Penn.  Philadelphia;  (ailed. 
I89ii-Pcnn  Fire  Llgyds.  Camden,  N.  J. 


HOT- Peoplea    Fire,    Norfolk,    Va.;    m. 

RepuUx:  Fiic,  NorfoUc,  Va. 
IBOT-Peoplea  Fire,  Little  Rodi,  Ark,;  i 


.-~— .,.",- 1 =.  1  ,ic,  Waahingtoo,  D. 

in    Royal,   ^yerpooC 
IST(— Pcoplea,   Little  Rock;   reinanred   ia   Contin- 


ental. 

1!S*-Peoplca.  Manchaler:  railei 
I8SS-Peopleih    Mem^ii;    rcinaui 

inO—Peoplea.    MIddletown.    Conn.;    rein 

Connecticut.  Hartford. 
1WT— People!  Mutoal.  Baltimore;  rcdred 

IW*— "eonlo  Mutual.  HarrixhirFr.  P".;  *■ 
Mutual  Fire.  Newark,  N.  J; 


in   NorthwcM. 


1911— Pepplci 

"»«-P«plea' 
IBSl-Peoplei. 
ISW— Peon'" 

ISai- Peoi 


.inled. 
Mul 


Philadelphia.     Pa.; 

itnal  Fire.  Raven 

rwark:  reina.  in  1    ..„ . 

:w  Orleana:  liquidated. 


I,  N.  Y.' 
\  National 

-    Uin— FeopJM!  'Pit^urgT~rdnattRd    in     Natloaal 


190e-Peoplea     Fire.    New    Orleans,     La.;     ceaaeil 
1IT1— Peoplca,  Wnrceater;  failed  b*  Boston  «re. 


ISSl-Peoi 


in 


IHk-Peoria  Conntr  Gnuige.  Alia,  lit:  (ailed. 
15*-P«H»"n<K*.  Staunton.  Va.:  failed. 
IHB— Peroetnal,  Philadetpbia :  reinanred  in  Unfteri 
Firmeni:  reaumed  buaiaeat;  agahi  relirrd 

.„,.     I^'"^  Tnauranee  and  Tram  Co.,  Marion. 
19l|_rf,„  Cpowr   Fire.  New  York;  merged  with 

I'lited  Statp<   Fire.  New  York 
JSJ-E^J.''^''"'''*-  P'"'l»<l*loh":  rebi..lo  H.  Y. 
'.2S-E?".'"'''''''""  ^•"-  PMlaitelphia:  failed. 
IMS-Philadelnhia   Fire   Lloyda.   Phitadelpnia:    re. 

inanred  in  Lloyda  of  New  York  dtr 
'—    "iiI«ielpbi.MufflFir«.Phlla.;reinwredh, 

u J    M —  York. 

rnd    with     Fidelitr 
.     .  .     .j^er    title     Fidelity^ 

Phenii  Fire.  '^ 

1911— Phianix,  Concord;  relnnn^  io  Capital.  Fir* 

Underwritera  AaaoiHatlon  and  Manwbrtur 

era  and  Merchanta  Mntnal,  Concoid. 


1910- Pile 


'wood.  Nn 
ix.     BroDkln:     i 
York. 
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MiWul,     STTinuc,    H.     Y.;    Uqai- 

1   II«nbiir(- 
i  Fire,  Fboenix.  Aril.;   CMfed  buu- 


sn.; 


if  Konh  Ddiott,  Mlnoti  filled. 

fbanix   fowc  Hnlua],  Fnnkfort,  Ho. 

UW-PtHmix  Tewn  Unlntl,  Sl  LouU;  retbed. 


HTi— rnBUX,  ou  i^aatmi  mnn 
IM-Phmiz  F.  ind  U.,  Alex 

■Bnallcd. 
ISI^-FhoDii   F.   and  M..  Mei 

Weaubester,    Mew   Yoi 
19I«-PhcBiix  Fiie  and  Maiioe 


Utt-Firdmont  Mutual  Fire,  Giceatbc 

nrenie  cancelled. 
im-PSeiTe  F.   and  M.,   EaM  Pimm, 

koa:  MIed. 
Un-Pinc    Tn«    Mtitnal,    Wino 

Woodworinn   Hntnal,    Winona. 
'IM— Piooeeer,    Ctuca^oi    retaitved    in    Bo 

im-Pione^    Fire,    Oklahomi    CilT,    Okb; 


ored  ii 


Iirtfor< 


t-Pion«r  IntDfancc  Aiioci 

(Siaie). 
...FiRificld  Mntml  Fire,  E^ttafictd. 


nnnred    In 
Wuhinston 


W:^  Plant 

IKIO-FUnten   F.  and  M^  UeaipUa,  Tain.:  tela- 

HDcd  in  Orient.  Hartford. 
UM-Pliater*  State,  Datlat.  Tex.;  charter  molted. 
US— PWiDoinli  CoBiitT  UotBaL  Plnnaulb. 
IXB-Flannt      Prairie     Matual     Tire:     Pleuaot 

Prairie,  Wii.:  ditcontinued  buiineaa. 
U»-PortIind    tJofda    (Uariae),    Portland,    Me.; 

IM-Ponamattth  Fire.  Foitanoirth,  Va.;  rdncared 


—milled. 
Ill>1— Potoir  c    Baltimore;   reinrared   In   Gcnnaii. 

Ark  lean.  New  York. 
W«-Pott»Tille   Motut.  Potunile.    P4.!  ra«r«I 
IMi-PoughkeFpiie     Motniil,    Ponghkeeptie.    N.  Y. 
'«E-PDwluan.  Mantherter.  Vt;  retired. 
Un-PivBcott  Fire  and  Marine,  Boilon;  tailed  br 


mi-Profit  Sharing   Underwriter., 

Tn.:   ceaied  buiineis. 
mS-ProgreuiTe  Relief  AoHKiatiai 
__      Ivenw    canceled. 
INT— ProcresaiTe,  Town  Motnal,  K> 


tm-Propertr  Motnat.   Waterloo,   Iowa;  receitet 
_       appointed. 
"W— Pmteetioo.  Boaton. 
IMt-Pmtection.  ClwrTeaton.  W.  Va.;  failed. 
IW-Pmtectioo.    Knoiiil'r.    Tenn.;    contolid>(«l 

with  Kno<TiI1r  of  Knoirille. 
IW-Pr^tertiDo-Mantnttan      Fir»      UnTdi.      N™ 

York:  rdnmred  la  Ni.w  Ywk  Fire  LIotJ. 

IW-ProtfctiT*  Fire  Anociation.  Detroit:  rrtin-l 
n»--ProtectiTe  Mntnal  Fire.  PfaHadelpfala:  (ailed 


ItM— Proridei 

l»18~PtOTidei 

UBS-P^^nd^'Flre  Llorda,  Ni 


'  York;  retired. 


un— Prudential,  BoMoo;  iStu.  ta  Hone,  N.  Y. 
1N>— PmdcDtial,  N.  V.;  rcina.  in  American,  H.  Y. 
UM— Prtideiitial  Fire  and  Marine  Underwrltcra, 
Chie>i;o:  retired. 


lSO«-Pro£aitlal.'   Tuewril, 


uRu— i-ucEiio,  i-ueoLo,  i_oi,:  rerireo. 
USS-PuKcl  Sound.  Tocoma,  Willi.;  failed. 
ino-Puliuk)  Mntual,  ChicaEo;  lailal. 
ISn-Putnam,  Hartford;  failed  hy  Chicato  fire. 


Staiei  and  reiiKured  in  Queen,  N.  Y. 
WDI-QDetna  A  Sufiolk  M  niuaL^apbaak,  N.  V-t 

rrinoircl  in  Hortfoid  Fiic:  lesumed  bnii- 
nru  in  ISOfi:  cesvd  busincM  in  1311. 
18&S-Qufen    City    MuIujI.     Huflslr,;    reininced   ia 

14)0— Qtwca  atr.  Clodassli;  retired. 
IStS— Qneen  Citr  Mntnal  Fire,  Hancheater.  N.  H.: 
relatnied  In  United  lltttBOt,  ProrldeTicc. 

1913-Queen  of  Arkaoiaa,  Little  Rock:  liquidated. 
UM-Qneeni  Fire  Ll<^a,  Brooklyn;  retired. 

QolnCT  Mntnal  Fire,  Qulncr. 

IStS— Railroad  Utntal  Fire,  BoMen. 

.     .   jading  Fire,  Reading;  reins,  in  Hsttlord. 
igia-Balcigh   Fire,   Raleigh.    N.    C:   reinaured  in 
the^'orlh  Carolina  Home,  Raleigh.  N.  C. 
IBES—Real  Eatalc  Mutual  Fire,  Phlladelphiai  tailed 
IRTl— Seal  Eatate  Mntual  Fire  Boaton. 
1911— Reiltr   Mutual   Fire,   FtaiUdeEphia,   Pa.:   £» 

ISSS~Rea|^is  CItr.  RocMord;  failed. 
l£S6~Reauunnce,  New  York;  leinanted  in  United 

Fire  Rdnannnce.  Mancheater. 
inS-~Reaa*nraace  Ceneiale*,    Parii:   retired   from 

U.    R.^  rfilnutrinv  in   rr«««l.    N.   O. 
IMT-Sea] 

IK97— Reb 


1912— Rec 


nifiet 


St. 


lOilj'   Exchange,   Los  Ange- 


in  Sl.  Psul  P.  I 

Mutual  Fire.  Philadelphia;  (alle<< 
[910— Reliable  Mutual,   FhiUdrlphia,  Pa.;   receiver 

LDOS— Reliable  Mutual,  Syracuse.  N.Y.;  liquidated. 
ISM— Reliance,  Wheellns:  mail  Doclalmed. 
Ig96-Relianc«  F.  ud  H.  Aaao'n,  N.  Y.;  retired. 
190E— Reliance  Fire  Underwriter!.  Chicago;  ceased. 
1880— Reliance  Mntnal,  Dnbuque;  failed. 

-  Yo 

l«n— Republic,  CHici 


1912— Republic  &  Dominon  Fire  and  Marine,  Min. 

neapolis.  Minn.;    receiver   appointed, 
ixn- Republic  Fire,  Norfolk;  charter  amended  and 

naoie   ebiafed  to   Norfolk   Fire    Inaamne* 

Corporation. 
190S— Republic  Underwritera,  Cbkogo;  tailed. 

Reserve,  Oereland:  failed. 

Reserve     Fire     and     MaHne,     Chicago,    III.; 

Republic   Mutual   Fire,   Jofanatowa.   Vt.;    »■ 
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When 
Retired 


NaMS   or    COXVAHY. 


1910— Reserve  Mutual,  Philadelphia,  Pa.;  receiver 

appointed. 
ISn^Residence,  Qevcland;  reinsured  in  Scottish 

Commercial. 
1894— Residence  Mutual,  Obcrlin,  O.;  retired. 
1871 — Resolute,  Baltimore;  reinsured  in  ImperiaL 
1872^— Resolute,  New  York;  amalgamated  with  New 

York  City. 
1914— Retail    Merchants   Fire,   Sioux  Falls,   S.    D.; 

reinsured    in    Security    Mutual,    Chatfield, 

Minn. 
1881— Revere,    Boston;    reinsured    m    Fire    Insur 

ance  Association,  London. 
1864— Revere  Mutual  Fire  and  Marine,  Boston. 
ISS^Rhenish-Westphalian  Lloyds,  Gladbach,  Ger- 
many; retired. 
1899— Rhode  Island  Underwriters;  retired. 
1888— Richmond  Banking  and  Insurance  Company, 

Richmond;  reinsured  in  RoyaL 
1907— Richmond  County  Mutual,  Ricnmond,  N.  Y.; 

reorganized  as  stock  company. 
1878— Richmond  Fire  Association,  Richmond;  rein 

sured. 
1905— Richmond  Fire,  Richmond,  Va.;  retired. 
1890— Richmond  Mutual  Fire,  Richmond,  Va.;  rein 

sured  in  Merchants  &  Mtrs.  Fire.  Baltimore. 
1878— Rigewood,  New  York;  reinsured  in  Connec* 

uctit  Fire. 
1904— Riggs  Fire.  Washington.  D.  C;  reinsured  in 

German-American,  New  York. 
1914 — Rio  Grande,  San  Antonio;  reinsured  in  Na- 
tional Union,  Pittsburg. 
1890— Rittenhoute  MutuaL  Philadelphia;  failed. 
1894 — Roanoke    Underwriters    Agency,    Roanoke; 

Va.;  disbanded. 

Robert  Morris,  Philadelphia:  retired. 

1881— Rochester,  Rochester,  Pa.;  fiailed. 

1911— Rochester-German,      Rochester,      N.      Y.; 

merged  with  German-American,  N.  Y. 
190&-Rock    River    Fire    Underwriters,    Chicago; 

ceased  business. 
1899— Rockford,  Rockford;  reinsured  in  American 

Fire  of  Newark. 
1879— Roger    Williams,    Providence;   reinsured   in 

Home,  New  York. 
1910.— Roger    Williams   Fire,    Providence,    R.    L; 

liquidated. 
1891— Rome,  Ga.;  reinsured  in  Commercial  Union. 

London. 

Roxbury  Mutual  Fire,  Roxbury. 

1887— Royal,  Birmingham,  Ala.:  failed. 
1879— Royal  Canadian.  Montreal:  retired  from  U.S 
1890— Royal  F.  and  M.  Lloyds,  New  York. 
1890— Royal  Mutual  Fire,  Philadelphia;  assigned. 

Royal  Town  Mutual,  Kansas  Ci^,  Mo. 

1899— Rutgers    Fire.    New    York;    merged    with 

Globe,  New  York. 
1895— Rutland,  Rutland.  Vt.;  retired. 
1879— Safeguard,  New  York;  reinsured  in  Londoik 

and  Lancashire. 
1870-Safeguard,  Philadelphia;  failed. 
1890— Safety  Fire  Lloyds,  Brooklyn;  reinsured  in  ■ 

Acme  Lloyds. 
1888— Safety  Mutual,  Sioux  City,  la.;  retired. 
1850— Sagamore  Mutual  Fire,  Lvnn. 
tR99— Saginaw  Valley  Fire  and  Marine.  Saginaw. 

Mich.;  reinsured  in  the  Hartford. 
1879— St.  Joseph.  St.  Joseph;  reinsured  in  German 

American. 

1915— St.    Joseph    Fire,    St.    Joseph,  Mo.;    project 
abandoned. 

1899— Sl  Joseph  Town  Mutual,  St.  Joseph,  Mo., 
reinsured  in  Connecticut  Fire. 

1900— St.    Lawrence,   Montreal;   reinsured   by   Ot 
tawa  Fire. 

1877— St  Louis,  St.  Louis;  reinsured  in  Queen. 
St.  Louis  F.  and  M..  St.  Joseph;  rcvtired. 

1911— St.  Louis  Fire,  St.   Louis.  Mo.;  reinsured  in 
St.  Paul  Fire  and  Marine,  St  Paul,  Minn. 

1870— St  Louis  Floating  Dock  and   Ins.   Co.,   St 
^^      _  Louis;  reinsured  in  American  Central 

190O-St  Louis  (Mo.)  Mutual;  reinsured  in  Con- 
necticut Fire. 

1808— St  Marks.  New  York;  failed. 

1891— St   Nicholas.  New  York;  reinsured  in  Ger- 
man*American. 

J9?^*-  £»"'  German.  St  Paul:  assigned. 
MgO-St  Peters  Fire  Aid,  Clcvefand.  O. :  retired. 
1901— St.  Petersburg,  St   Petersburg,   Russia;  re- 
tired. 


When 
Retired 


Naxb  ov  Comvaht. 


reinsured     m 


Ui7fr-6alamander,    New    Orleans; 
Teutonia  of  New  Orleans. 
1848— Salem  Commercial,  Salem. 
i889-Salem  Marine,  Salem. 

1910— Salisbury   &  Amesbury    Mutual,     Salisbury, 
Mass.;  reinsured  in  Attleboro  Mutual,  At- 
tleboro,  Mass. 
189S-Sandusky,  Toledo;  faUcd.  . 
UfTl— Sangamo,    SpringUeld;    retnsored     in     Jdcr 
chants  of  Chicago. 

1891— Salem  Marine,  Salem,  Mass.:  reins,  in   in* 
surance  Company  of  North  America,  Phtla. 

1914— Saugus  Mutual,  Sausus,  Mass.;  reinsured  in 
Lynn  Mfrs.  and  Mechs.,  Lynn. 

1891— Saunemin  Mutual,  Fairbury,  Hi.;  retired. 

1880— Savannah  F.  and  M.,  Savannah;  reinsured  in 
Hartford. 

1904-Savoy,  Alexandria;  reins.  In  Hamilton,  N.  Y. 

1908— Saxet,  Dallas,  Tex.;  charter  revoked. 

1892— Scania,  Sweden;  reinsured  U.  S.  busmesa  in 
Royal  Exchange,  London. 

1871— Schenectady.  Schenectady;  failed. 

1898— Schuylkill  Fire,  Philadelphia,  Pa.;  rcinsarcd 
in  Orient,  Hartford. 

1911— Schuykill  Mutual  Fire,  Philadelphia,  Pa.; 
liquidated. 

1900— Scottish  Fire,  Charlotte,  N.  C;  reinsured  in 
Monongahela,  Pittsburg. 

1880— Scottish  Commercial,  Olasgow;  retired  from 
the  U.  S.;  reinsured  in  the  Lancaahire. 

1904— Scottish  National,  Chicago;  reins,  in  Ins. 
Co.  of  the  State  of  Illinois,  Rockford. 

191i^— Scranton  Fire,  Scranton,  Pa.;  reinsured  in 
American    Union,    Philadelphia,    Pa. 

1880— Seaboard,  Noriolk,  Va.;  reured. 

1912— Seaboard,    Norfolk,    Va.;    reinsured   in    Ger- 
man-American, N.   Y. 
.  1910— Seaboard  Fire  and  Marine,  Galveston,  Tex.; 
reinsured  in  German-Americun,  N.  Y. 

1906— Seaboard  Underwriters,  New  York;  retired. 

190i-Sea  and  Lake,  Chicago,  111.;  reinsured  in 
Liverpool  and  London  and  Globe,  Liver- 
pool, and  Federal,  Jersey  City. 

Sea  Marine,  New  York. 

1890-Seattle,  SeatUe,  Wash.;  failed. 

1909— Seattle  Fire  and  Marine,  Seattle,  Wash.;  re- 
insured in  Dubuque  Fire  and  Marine. 

1882— Second  Essex  Mutual  Fire,  Salem. 

1887— Security,  Mobile:  retired. 

1871— Security,  New  York:  failed  bv  Chicago  hie 

Security,  Philadelphia;  retired. 

1889— Security,  Spokane. 

1904— Securit^r  Fire  and  Marine  Underwriters  of 
America,  Chicago:  ceased  business. 

1900— Security  rire,  Baltimore.  Md.:  reinsured  in 
New  Jersey  Fire,  Camden,  N.  J. 

1908— Security  Fire,  Dallas,  Tex.;  charter  revoked. 

19o3— Security  Fire,  Austin,  Tex.;  charter  revoked. 

1900— Security  Fire,  Little  Rock.  Ark.;  receiver 
appointed. 

1890— Security  Fire  Lloyds,  New  York. 

1908— Securitv  Mutual,  Ladonia,  Tex.;  charter  re- 
voked. 

1904— Security  Mutual  Little  Rock;  reinsured  in 
Security  Fire,  Little  Rock 

1889— Security  Mutual,  Minneapolis:  retired. 

1901— Security  Mutual,  Omaha;  fidled. 

1898— Security  Mutuat  Philadelphia;  failed. 

1890— Security  Mutual  Fire,  Providence;  retired. 

1908-Sedalia  Town  Mutuid,  Sedalia,  Mo.:  failed. 

1892— Seneca  Countv  MutuaL  Tiffin;  failedi 

Seventh  Ward,  New  York. 

1880— Shawmut  Boston;  reinsured  in  the  Reas- 
surance Generales  Company  of  Paris. 

1869— Shawmut  Mutual  Fire,  Boston. 

1910— Shawnee  Fire,  Topeka,  Kan.;  reinsured  in 
National,   Hartford. 

1912— Shawnee  Mutual.  Oklahoma  City,  Okla.;  re- 
ceiver appointed. 

1891— Shelbume  Mutual,  Shelbume,  Mass.:  retired. 

1894-Shenandoah    Valley.    Winchester,    W.    Va. 

1884— Shoe  and  Leather,  Boston ;  reinsured  in  Niag 
ara,  N.  Y.;  Phenix,  Brooklyn  and  Insur- 
ance Companv  of  North  America. 

1872— Shoe  and  Leather  Dealers  F.  and  M.,  Boa 
ton;  failed  by  Boston  fire. 

1881— Shreveport,  La.;  retired. 

Sioux  Falls.  Sioux  Falls,  S^  D.;  failed. 

1913— Sioux  Fire.  Sioux  City.  la.;  reinsured  in 
Hartford  Fire,  Hartford. 

Social,  Salem. 
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When 
Retired. 

IflM-Solidvitc^  Bratads;  retired. 

Somcrrille   Mutual,    Somenrille,    N.   J.;    re 


Nams  or  Company. 


UM~Sovth  Cuolina  Home*  Columbia;  retnauico 
in  Fire  Aaaociation,  Philadelphia. 

190B— South  Carolina  Mutual,  Greenyille,  S.  C; 
receiTcr  appointed. 

l89^South  and  North  American  Lloyda,  N.  Y. 

U7^-Sottthbridge  Mutual  Fire,  Southbridge. 

Southeast    Mou    Town    Mutual,    Frederick- 

tcwn.  Mo. 

IKIO— Southern,  Bloomfield;  failed. 

Ur7i-Southeni,  Savannah;  reinsured. 

18!)»-Southem  Fire,  Atlanta.  Ga.,  tailed. 

11103-Southem  Fire,  Dallaa,  Tex.;  charter  reroked. 

ldO&-Southem  Fire,  Little  Rock,  Ark.;  reinsured 
in  Travelers  Fire,  Pine  Bluff. 

1909— Southern,  New  Orleans,  La.;  receiver  ap- 
pointed. 

1S09— Southern  Fire,  Lynchburg,  Va.:  reinsured 
in  German-American,  New  York. 

IStt^-Southem  Home,  Bartow,  Fla.;  reinsured  in 
Southern  Fire,  Lynchburg,  Va. 

INS-Southem  Fire,  Waco,  Tex.;  charter  revoked. 

19ii}-Sonthern  Fire.  Sumford,  Tex.;  charter  re- 
vokcML 

Uttl— Southern  California,  Los  Angeles;  remsured 
in  London  and  Lancashire. 

IM-Sonthem  Lumber  Mutual  Fire,  Birmingham. 
Ala.;  reinsured  in  Liverpool  and  London 
and  Globe. 

lar-Sonthem  MinneaoU  Mutual  Pir|%  Roches- 
ter; reinsured  in  Consolidated  F.  and  M., 
Albert  Le^  Minn. 

ISOI-Sottthem  Mutual,  Birmingham,  Ala.;  ab- 
sorbed bv  Atlanta-Birmingham. 

1904— Southern  Mutual,  Little  Rock,  Ark.;  reins, 
in  Home  Mutual,  Little  Rock. 

I91^Southem  National,  San  Antonio.  Tex.;  rein- 
sured in  German,  Peoria. 

1913— Southern  States,  Birmingham,  Ala.;  rein- 
sured in  Great  Southern,  Anchorage,  Ky. 

1877— Southern  Underwritera  Association,  Kaletgh; 
failed. 

190e-Southem  Underwriters,  Meridian,  Miss.; 
dissolved. 

IMS   South  Mutual  Fire,  Boaton. 

in4— South  Side,   Pittsburg:  failed. 

UT^Sonth  St.  Louis  Mutual,  St.  Louis. 

1907— Southern  Millers  Mutual  St  Louis,  Mo.; 
reinsured  in  Millers  Mutual,  Harrisburg, 
Pa. 

ISO^Southem  Iowa  Mutual  Leon,  Iowa;  rein- 
sured in  German  Mutual,  Des  Moines, 
Iowa. 

1908-Southwestem  Fire,  Little  Rock,  Ark.;  rem- 
sured in  Queen  of  Arkansas. 

1887— Spinners  Mutual  Fire,  Boston. 

I9(»-Southwestem  Mutual  Fire,  Fort  Worth, 
Tex.;  charter  revoked. 

ISU— Southwestern  Mutual,  Lawton,  Okla.;  ceased 
business. 

ISOm-Sovthwestem  Town  Mutual,  Kansas  Oty, 
Mo.;  reinsured  in  Teutonia,  New  Orleans. 

191  J- Sovereign  Fire.  Toronto;  United  States  risks 
reinsured  in  Globe  and  Rut^rs,  New  York. 

197— Springfield  Mutual  Fire,  Philadelphia;  rein- 
surM  in  Globe  Fire,  New  York. 

Springfield  M.  &  F.,  Springfd,  111.;  retired. 

190»-Springfield  Underwriters  Mutual,  Springfield, 
O.;  ceased  business. 

I9I1— Spring  Garden,  Philadelphia,  Pa.;  merged 
with  Insurance  Co.  State  of  Pennsylvania, 
Philadelphia,  Pa. 

MT— Sprinkler  Mutual  Fire,  Philadelphia;  rein- 
sured in  Globe  Fire,  New  York. 

ttW  Stanberry  Town  Mutual,  Stanberry,  Mo.;  re^ 
tired. 

US-Standard.  Cincinnati;  reinsured  in  Commer- 
cial. Cincinnati 

Un— Standard,  y^w—  City;  reinsured  in  Phenix. 
BrookWn. 

Utt— Standard.  New  York;  reinsured  in  Liver- 
pool and  London  and  Globe. 

ISOS— Standard,  Wheeling;  reinsured  in  German- 
American.  New  York. 

1909— Standard  Fire.  Fordyce,  Ark.;  merged  with 
Home  of  Fordyce. 

191^— Standard  Fire.  Keokuk,  Iowa;  reinsured  in 
Central  National,  Chicago. 


When 
Retired. 


Name  of  Company. 


icr 


lAB^-Standard  Fire  Office^  London;  retired  irom 
U.  S.;  reinsuring  in  Phenix,  Brooklyn. 

189&-Standard  Lloyds,  New  York;  retired. 

ISSM^-Standard  Mutual  Fire,  Boston,  retired. 

1807— Sundard  Mutual  Fire,  Houston,  Tex.;  re- 
ceiver appointed. 

IWXMStandard  Mutual,  Providence,  R.  I.;  receiver 
appointed. 

1908— Standard  Underwriters,  Chicago;  failed. 

1912— Standing  Stone  Mutual  Fire,  Huntingdon.  Pa. 

1880— Star,  New  York;  reinsuring  at  We»ictic»tci 
New  York  . 

1907— Star  Fire,  Louisville,  Ky.,   retired. 

UflW— Star  Fire  Lloyds,  New  ^ork. 

Star  Mutual,  Boston. 

LW9— State,  Anniston,  Ala. 

1871— State,  Chicago;  failed  by  Chicago  fire. 

1870— State,  Cleveland,  failed. 

1913— State,  Des  Moines,  la.;  reinsured  in  Phoenix, 
Hartford. 

1896— State  Fire  Aaaociation.  Toledo;  retired. 

1878— State,  Hannibal;  failed. 

1879— State,  Jersey  City;  reinsured  in  Westchestt 

1876— State,  Lansing;  reins,  in  Home,  N.  Y. 

1877— State,  Laporte;  failed. 

18H6— State,  Nashvillle;  reinsurrd  in  Philadeipnia 
Underwriters. 

1914— State,  Omaha,  Neb.;  reinsured  in  the  Na- 
tional.  Hartford. 

1908— State  Capitol,  Texarkana,  Tex.;  charter  re- 
voked. 

1908— State  Fire,  Waco.  Tex.;  charter  revoked. 

1906— State  Farmers  Mutual  Des  Moines,  Iowa; 
reinsured  in  Iowa  German  Mutual,  Des 
Moines,  Iowa. 

1898— State  Investment  and  Insurance,  San  Fran- 
cisco; failed. 

1910— State  Merchanta  Assn  Mutual  Fire,  Leaven- 
worth, Kas.;  receiver  appointed. 

1866— State  Mutual,  Boston. 
State  Mutual  Fire,  Boston. 

1900— State  Mutual,  Hartford:  reinsured  in  Orient 

1904— State  Mutual  Fire.  Philadelphia;  retired. 

1906— State  Mutual  Fire,  St.  Paul;  receiver  ap- 
pointed. 

1909— State  Mutual  Fire,  Laurens,  S.  C;  license 
revoked. 

190a-State  Mutual  Home,  Fairfield,  Neb.;  retired. 

1891— State  Mutual,  Hyde  Park,  111. ;  retired. 

1861— State,  New  Haven;  failed. 

1874— State,  Parkersburg;  failed. 

1899— State,   Philadelphia;  retired. 

1875 — State,   Rutland:  reinsured   in  JEtm. 

1895— State,  Salem,  Ore.;  failed. 

1904 — State,  Wilmington,  Del.;  receiver  appointed. 

State  Town  Mutual,  Cape  Girardeau,  Mo. 

State  Town  Mutual,  Nevada,  Mo. 

1895 — State  Union  Assurance  Fire  Lloyds,  New 
York;  failed. 

1898«-Steadman  Mutual.  Toledo;  failed. 

1904— Sterling  Fire  Underwriters,  Chicago;  retired. 

1892— Steelton  Mutual,  Steelton,  Pa.;  failed. 

1887— Sterling,  New  York;  reinsured  in  Exchange 

1872— Suffolk,  Boston;  failed  by  Boston  fire. 

1866— Suffolk.  Boston. 

1877— Suffolk  Mutual  Fire,  Boston. 

1^95— Suffolk  Mutual  Fire.  Boston:  failed. 

1899— Sugar  Planters  Mutual,  New  Orleans:  rt- 
insured  in  Sun,  and  Home  of  New  Orleans. 

1876 — Sun,  Cleveland;  reinsured  in  Contincnt^al. 

1912 — Sun,  New  Orleans,  La.;  reinsured  in  Royal, 
Liverpool. 

1884 — Sun,  Philadelphia;  reinsured  in  Spring  Gar- 
den and  United  Fire  Reinsurance. 

1896 — Sun,  San  Francisco:  reinsured  in  Firemans 
Fund  and  Home  Mutual  of  San  Frandftco 

1904— Sun  Mutual  Fire,  Houston.  Tex. 

1886— Sun  Mutual  Marine,  New  York;  retired. 

'*7R— Sunburv,  Sunbury;  failed. 

1899— SusQuehanna  Mutual  Fire,  Harrisburg.  Pa.: 
failed. 

1904 — Suwanee.  I^ke  City.  Fla.:  ceased  writing. 

1883— Swiss  Lloyd  Tran..  Zurich:  retired. 

1893 — Syndicate  Fire,  Minneapolis,  Minn. 

1897— Syracuse  Mutual  Fire  Underwriters.  Syra- 
cuse: retired. 

1907— T.  &  C.  Insurance  Company,  Dallas,  Tex.; 
reinsured  in  Royal  Exchange. 

1882— Tabor,  Denver;  retired. 

1862— Tanners  Mutual,  Boston. 
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Retired.  Name  of  Compaky. 

1912— Tanners  Mutual  Fire,  Philadelphia,  Pa.; 
merged  with  Hide  &  Leather  Mutual,  Phila- 
delphia, Pa. 

Taunton  Mutual  Fire,  Taunton. 

IMS— Tennant's  Fire  Undenrriten.  Ghicaso;  n- 
tired. 

1876— Tennessee,  Nashville;  reins,  in  Connecticiit. 

Tennessee  Fire  Marine,  Tennessee;  retired. 

1S71— Teutonia,  Qeveland;  failed. 

191S— Teutonia,  New  Orleans;  reinsured  in  Hart- 
ford Fire,  Hartford. 

UHtt— Teutonia.  PhUadelphia;  reins,  in  Nat'l,  Conn. 

1878— Texas  Banking  and  Insurance  Company. 
Galveston;  retired  from  insurance  field. 

1903— Texas  Co-operative  Fire  Association,  Bon- 
ham,  Tex.;  charter  revoked. 

1901— Texas  Farmers  State  Mutual;  failed. 

1903— Texas  Farmers  State  Mutual,  Fort  Worth. 
Tex.;  charter  revoked. 

1903— Texas  Fire,  Waco.  Tex.;  charter  revoked. 

1903— Texas  Fire  and  Tornado,  Houston,  Tex.; 
charter  revoked. 

1915--Texas   Fire  Undrs.,   Waco,  Tex. 

1915— Texas  Ginners  Mutual  Fire,  Houston.  Tex. 

1903— Texas  Home  Protective  Fire,  San  Antonio, 
Tex.:  charter  revoked. 

1?K~"X*'^  *^ome  Mutual  Fire.  DalUs;  failed. 

1908— Texas  Home  Mutual  Fire,  Austin,  Tex.; 
charter  revoked. 

1915— Texas  Merchants  Ins.  Assn.,  Dallas,  Tex. 

1918— Texas  National  Fire.  Fort  Worth;  rein- 
sured in  Texas  National  Mutual,  Fort 
Worth. 

190»-Texas  Storm  and  Cyclone,  Dallas,  Tex.; 
charter  revoked. 

1914— Textile  Manufacturers  Mutual,  Providence; 
reinsured  in  Narragansett  Mutual  Fire, 
Providence. 

1899-Textile  Mutual  Fire,  Philadelphia,  Pa.; 
tailed. 

Thames,  Norwich. 

1904— Theatre  Owners  Inter  Insurance  Exchange. 
Chicago;  retired. 

IMS-Theatres  Mutual  Firt,  Philadelphia;  retired. 

1900— Thompson  Mutual  Fire  and  Life,  Paincsville, 
Ohio;  failed. 

1901— Thurin^- American,  New  York;  reinsured  in 

.^*        Thunngia.  Erfurt 

J22t~3Jl*''*"fif*»»  S^^'U  reinsured  in  Firemans  Fd. 

JJ2J~"J??*'^*«"  Pi^«»  Cambridge.  Md.;  retired. 

1903— Tidewater  Norfolk,  Va.;  reinsured  in  Na- 
tional, Hartford. 

1908— Tillers  Mutual  Fire  Association,  Groesbeeck. 
Tex.;  charter  revoked. 

}SJ—I®!*«^^j^  Cincinnati;  reinsured. 

}S"i**^*4®  ?*/*  ■"<*  Marine,  Toledo;  reinii-jred. 
1889-Topeka  Mutual.  Topeka,  Kan.;  wound  up. 

Jo^"^  Mutual,  Excelsior  Springs,  Mo. 

Town  Mutual  of  8d  Cong.  Dist.,  Stanberry. 

Mo. 

Town  Mutual  of  7th  Cong.  Dist.  Lamar,  Ma 

Town  Mutual  of  Kansas  City,  lio. 

1886— Trade,  Camden;  reinsured  in  German-Amer 

lean.  New  York. 
1M4-Traders,  Charieston,  W.  Va. 

J22S~X"*<1*''*«  Chicago;  receiver  appointed. 
UgO—Trmders,  New  York:  fifled. 

}?5?~I™4«"  ^'  ■»<*  M.  Llovds,  Chicago;  retired. 
1861— Traders  Mutual  Fire,  Boston. 
IRfil— Traders  Mutual,  Boston. 
1909— Traders  Mutual,  Philadelphia,  Pa.;  receiver 
appointed. 

J2ZJ~^I«*<*««"««.  New  Orleans,  failed. 

1883— Tradesmens.  New  York;  reinsured  in  Sund 

ard  Fire  Office. 
l^—Tradesmens  Mutual.  Philadelphia;  failed. 
1906— Tranaatlantic    Fire,   Hamburg;    reinsured    in 

Albingia,  Hamburg. 

JSZ~'I'*°*^<>°**"«"**'?  Mandan,  Dak.:  ceased. 
190&-Tran8-Mississippi    Mutual.    Omaha;    merged 

with  National  Mutual.  Omaha. 
1908— Travelers  Fire,  Pine  BluflF,  Ark.;  reinsured  in 

Home  Fire  of  Fordyce,  Ark. 
1864— Tri-mountain  Mutual  Fire,  Boston. 
1886— Trempnt  Mutual  Fire.  Boston;  reinsured  in 

Globe  Fire.  Nrw  York. 
18B7— Triton  Mutual  Marine.  Boston. 

l?Z?r"X^^"°*»*'  Boston;  failed  by  Boston  fire. 

]flR7— Tremont,  Boston. 

1857— Tremont  Mutual,  Boston. 


When 
R.etired. 


Nakx  or  CoKPArr. 


1897— Tri,  County  Motoal,  Detroit.  Mieh.;  retired. 

.Triton,  New  Yoric. 

ISTI^Triumph,  Cincinnati;  reinsured  ia  Anason. 
1808— Trumbull,    Warren    and    Cleveland,     Ohio: 

failed. 
1841— Truro  Fire  and  Marine,  Truro. 
1915— Twentieth   Century   Fire  Ins.  Assn.,   Dallas, 

Texas. 
1873— Underwriters,  Altoona;  failed. 
1893— Underwritera,  Wheeling;  reinsured  in  Pfaos' 

nix,  London,  and  Cinzena,  Toledo. 
190»-Undrs.  at  N.  Y.  Fire  Lloyda,  N.  Y.;  retired. 
1903— Underwriters  Fire  Association,  Dallas,  T« 

charter  revoked. 


1897— Underwriters  Mutual,  Atlanta,  Ga.:  reti 
1894— Underwriters  Mutual,  Sioux  City;  fiuled. 
1874— Union,  Baltimore;  reins,  in  Home,  N.  Y. 

Union.  Boston. 

1383— Union.    Cincinnati;    reins,    in    Westchester. 

1897— Union,  'indiananolis;  failed. 

1874— Union,  Jersey  City;  failed.  Union.  London. 
amalgamated  with  Commerdai  Union, 
London. 

1831— Union,  Louisville:  reinsured  in  Gcmaa* 
American,  New  York. 

1911— Union,  Philadelphia,  Pa.;  merged  with  In- 
surance Co.  State  of  Pa.,  Philadelphia,  Pa. 

1893— Union,  San'Frmncisoo;  reinsured  m  Aihancc. 
London. 

Union,  New  Orleans:  retired. 

1878— Union,  St.  Louis;  reins,  in  Merchants,  N.  J. 

I8G6— Union,  Provincetown. 

1894— Union  des  Proprietaries  Beiges,  Brussels, 
retired. 

1913— Union  Fire.  Atlanta;  license  revoked. 

1879— Union    Fire,    Galveston,   Tex. 

1K41— Union  Fire  and  Marine,  Lynn. 

1883— Union  Fire  and  Marine,  New  Zealand;  rein- 
sured in  Alliance,  London. 

181S— Union  Marine  and  Fire.  Newbutyuott. 

1878— Union  Marine.  New  York  city. 

1843— Union  Marine,  Salem. 

1879— Union  Mutual,  Boston. 

1898— Union  Mutual,  Jersey  Qty;  retired. 

191&-Union  Mutual  Hail,  Enid,  Okla.;  ceased 
writing. 

1877— Union  Mutual  Marine,  New  Bedford. 

1867— Union  Mutual  Marine,  Newburyport. 

1811— Union  Mutual  Fire,  Lincoln,  Neb.;  rein- 
sured in  Woodmen  Fire.  Lincoln,  Neb. 

189I^Union,  Lloyds,  New  York;  faUed. 

1R90— TTnion  Mutual,  Cincinnati;  fafled. 

1909— Union  Mutual,  Syracuse,  N.  Y.;  liquidated. 

Union  Mutual  Fire  and  Marine,  St.  Loois; 

failed. 

1«W— Union  Mutual  Marine.  New  York;  retired. 

1903— Union  Town  Mutual,  Kansaa  City,  Mo.; 
failed. 

Union  Town  Mutual,  Springfield,  Mo. 

1903— Union  Undrs.  at  N.  Y.  &  Isthmus  Lloyds. 
New  York;  retired. 

1913— United  American,  Frankfort.  Ky.;  merged 
with  Henry  Clay,  Lexington,  Ky. 

1913— United  American,  Milwaukee,  Wis.;  merged 
with  Twin  City  Fire,  Minneapolis. 

1896— United  Cities  Lloyds.  New  York;  reinsured 
in  Manufacturers  Lloyds. 

1904— United  Fire,  Raleigh.  N.  C;  failed. 

15W»_TTnited  Fire.  Alexandria,  Va.;  &iled. 

1901— United  Fire,  Baltimore;  reins,  in  KctioiiaL 
Hartford. 

1893— United    Fire.    Manchester,    Eng.;    refnsared 
U.  S.  business  in  Padatine.  MandictCer. 
...United  Fire,  Marine  and  Life.  New  Yotk 

1904— United  Fire  Underwriters,  Chieaco;  eeued 
business. 

1893— United  Mantifacturers  Mutual,  Qev^dnad: 
reinsured  in  N.  E.  Factory  Mntusla. 

t888-TTnited  Mutual.  Providenoe,  It  I.;  itflcd. 

1863-TTnited  States,  Boston. 

1877— United  States,  St.  Louis;  reinsured  in  Sent- 
tish  Commercial. 

187W-.TTiiited  States,  Baltimore;  failed. 

190»-United  States  Fire,  Nashville,  Tenn.;  re- 
ceiver appointed. 

^904— United  States  Inter  Insurance  EaEchanire. 
Chicago;  retired. 

1913— United   States    Merchants   Mutual.    Philadel- 
phia: receiver  appointed. 

1914— United  States  Mutual.  Philadelphia;  retired. 
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Namx  of  Compaiit. 


When 
Retired. 

MM   UniUd  Uadenmtcn,  Atlanta;  oontolidatad 

with  Atlanta  Home 
IMS— United   States    Undcrwritcra,   Chicago,   IlL; 


-Unitad  Underwriters.  New  Yorh; 

in  Smd  Fira  and  Marine  Lloyds. 
IMl— Unity,  London:  retired. 
UM— Unity  Fire  Underwriters.  Chicago;  reinsured 

in  ManuCactnrers  and  Mercantile,  Chicago. 
Un— Unireraal  Marine,  London;  retired. 
19I4~Val]cy  Citr  Mntnal  Fire,  Valley  City,  N.  D.; 

reinstired. 

MM   Vanderhilt,   Memphis   Tenn.;   reinsured   in 

St.  Faal  Fire  and  Marine, 
inn— Vernon  Insmance  and  Trust,  Indianapolis; 


19C»-Victorin  Hre,  New  York;  dissoired. 
IBM— Virginia  Farmers,  Norfolk;  retired. 
UM— Virginia    Home,    Sidunond;    reinsured    in 

Phceniz,  London. 
mS— Virginia  State,  Richmond;  reinsured  in  Ger- 
man-American,   New   York. 
......Vulcan  Town  Mutual,  Richmond,  Mo. 

ISOI— Wahaah,  Hammond,  Ind.;  reinsured  i»art  of 

riaka  in  ig<<^iMf«  Coomereial;   remainder 

canceled. 
1S96— Wachuactt   Mutual   Fire,   Fitchbnrg,    Mass.; 

retired. 
ISM-WaMorf  Lloyds,  New  York. 
18»K-WaU  Street,  New  York;   failed. 
IMB-Walla  Walla  Fire,  Walla  Walla,  Wash.;  re- 

ceirer  appointed. 

Ware  Mutual  Fire,  Ware. 

1915— Warehousemens  F.  I.  A.,  San  Antonio,  Tex. 
im— Warren,  Boston. 

]8?0— Washingtcm,  Baltimore;  reins,  in  Queen. 
Un— Washington,  Boston;  failed  by  Boston  fire 
ISQI— Waahington,  Cincinnati;  reins,  in  American 

Fire,  New  York. 
1S96— Washmgton,  Hammond,  Ind.;  failed. 
ISm^Waahington,    Memphis;    reinsured    in    Mer* 

dianta  of  Memphis, 
un— Washington,  N.  Y.:  failed  by  Chicago  Ire, 

Washington,  Philadelphia:  retired. 

ini— Waahington,  Pfadniield,  N.  J.;  reinsured  in 


-Waahmgton,  Tiffin  and  Marietta,  O.;  (ailed. 

Waahington,  Washington;  retired. 

tM  Washington,  Wasliington,  D.  C:  reinsured 
hi  Fire  Association  of  New  York,  Utica. 

ISOO— Washington  Assurance,  New  York;  merged 
with  Colonial,  New  York. 

MS— Waslnngton  Farmers,  Spolcane:  failed. 

1872— Washington  Fire,  New  York;  failed  by  Bos- 
ton fire. 

1911— Washington  Fire,  Seattle,  Wash.;  reinsured 
in  Firemans  Fund. 

U88— Washington  Fire  and  Marine,  Boston:  rein- 
sured in  Niagara  of  N.  Y.,  National  of 
Hartford  and  union  and  California  of  Cat 

888— Wasliington  Fire  and  Marine,  Mobile;  rein- 
sured in  American  of  Philadelphia  and 
German,  of  Freeport 

Washington  Fire  Relief  Union,  Washington 

(Sute). 

188S— Washington  Lloyds,  New  York;  reinsured  in 
Norwood  Insurance  Company,  New  York. 

1817— Waahington  Marin^  New  York. 

MO— Waahlngton  Mutual,  Granrille,  N.  Y. 

Mt— Washington  Union,  Cleveland:  failed. 

Ml-Watcrloo  Mutual,  Waterloo,  Wis.;  declared 
insoWent. 

MS— Watertown,  Watertown,  S.  D.;  retired. 

MS-Waterrifle  MutnaL  WaterriUe.  N.  Y. 

UK-Wayne  Mutual,  Newark,  N.  Y. 

UO— Watertown,  Watertown,  N.  Y.;  reinsured  In 
Sun  Fire  Office. 

US^Wayne   County  Mutual,   Wooster,  O.;   sus- 

pended. 

Mt— Webster  Mutual,  Webster.  Me.;  retired. 

UM— WeMect  Marine,  Wdlfleet.  Mass.;  retired. 

U88— West  Baltimore,  Baltimore;  reinsured  in 
Wr  est  Chester,  New  York. 

un— West  Const,  Tacoma:  failed. 

Mt— Western  Aurora:  Chicago  Titie  ft  Trust 
Company,  receiTcrs. 

un— Western  Buffslo;  kiled  by  Chicago  fire. 

Western,  Chicaao;  reinsured  in  Fire  Asso- 
ciation, Philadelphia. 

un— Western.  Cincinnati:  reinsured  in  Citisens. 
Cincinnati;  reorganised  and  failed  in  ISm. 


When 
Retired.- 


Nams  op  Company. 


liOt-WctlcffBt  LoaiavUle;  rdna.  in  Hartford  Flra. 

IttS— Western.  Philadelphia;  retired. 

UM— Western,  San  Francisco;  reinsured  in  Stste 
Inrestment  and  Insurance  Company. 

191t— Western  and  Atlantic,  Nasliyille;  reinsuiei' 
in  Globe  and  Rutgers,  New  York. 

1906— Western  Consolidated  Underwriters,  Chi- 
cago, IlL;  ceased  business. 

ISU— Western  Empire,  Spokane,  Wash.;  reinsured 
in  Lot  Angeles  Fire. 

UM— Western  Farmers  Mutual,  Batavia,  N.  Y. 

IMS- Western  Fire  and  Marine,  Sioux  Falls,  Dak.: 
consolidated  with  Inaurance  Company  oi 
Dakota,  Sioux  Falls. 

1M6— Western  Fire  Association,  Sherman,  Tex.; 
charter  reyokcd. 

IMB-Westem  Fire,  Marine  and  Plate  Glass,  Chi- 
cago; failed. 

ini— Western  Fire,  Lincoln,  Neb.:  reinsured  in 
St.  Paul  Fire  and  Marine,  St  PauL 

1906— Western  Fire.  Washington  (State). 

1904— Western  Hail,  Dea  Moines;  ceased  business. 

un— Western  Home,  Sioux  City;  failed. 

1902 -Western  Home  Town  Mutual,  Kansas  Ctiy, 
Ma;  failed. 

1912— Western  Inter-Insurers,  St.  Joseph,  Mo.; 
merged  with  Manufscturers  and  Merchants 
Requi table  Exchange,   St.   Louis. 

1911— Western  Lumber  Underwriters,  Kansas  City, 
Mo.;  reinsured  in  Southwestern  Under- 
writers. 

un— Western  Manufacturera  Mutual.  Chicago;  re- 
insured in  Fire  Association,  New  York;  re- 
sumed and  failed  In  1886. 

Western  MsssachusetU,  Pittofield. 

1807— Western  Massachusettts  Fire^  Springfield; 
closing  up  business. 

U8S— Western  Millers  Mutual,  Minneapolis;  rein- 
sured in  Michigan  Millers  Mutual,  Lansing. 

1897— Western  Mutual  Fir^  Albert  Lea,  Minn.:  re- 
ins, in  Consolidated  F.  snd  M.,  Albert  Lea. 

1899— Western  Mutual  Fire,  Denrer,  Col.;  rein- 
sured in  Agricultural. 

190t— Western  Mutual  Fire,  Fessenden,  N.  D. 

190t— Western  Mutual  Pire  Ins.  Assn.,  Waterloo, 
la.;  reinsured  in  Grain  Shippera  Mutual 
Fire  Ins.  Assn.,  Ida  Grore,  la. 

1911— Western  National,  Oklahoma  City,  O^la.;  re- 
ceiver  appointed. 

1912— Western  Reserve,  Cleveland,  Ohio;  reinsured 
in  Queen,  New  York. 

UTS— Western  Texaa,  San  Antonio;  retired. 

1909— Western  Underwriters  of  the  State  of  New 
York;  reinsured. 

U08— Western  Union  Fire  Lloyds,  New  York;  re- 
insured in  Guardian  Insurance  Lloyd» 

1906— Western  Union  Fire  Underwriters,  Chicago; 
ceased  business. 

U19-Westfield  Mutual,  Westfield. 

U67— Westfield  Mutual.  Westfield,  Mass. :  retired. 

1897— Wesdord  Mutual  Fire,  Westiord,  Msss.;  re> 
insured  in  Middlesex  Mutual. 

1894— Westmoreland,  Colonial  Beach,  Va.;  (ailed. 

Westphalia  Town  Mutual,  Westph^ia,  Mo. 

1874— West  Virginis,  Wheeling:  failed. 

1879— Weymouth  and  Braintree  Mutual,  Wey- 
mouth; retired. 

18R8-Whaling,  New  Bedford. 

1878— Whately  Mutual  Fire.  Whately. 

1906— Whiting  Mutual,  Boston;  policies  retired. 

1915 — Wholesale  and  Retail  Grocers  F.  Ins.  Assn., 
Dallas,   Tex. 

1911— William  Penn  Fire,  rensured  in  Scrsntoo 
Fire,  Scranton,  Pa. 

1896-WilHamsport  Mutual  Fire.  Williamsport,  Pa.; 
retired. 

1R7S— Willismsport,  Williamsport:  reinsured. 

1916 — Wilminflrton     Fire,     Wilmington,     Del.,     ab- 
sorbed by  Industrial  Fire,  Akron. 
.  1889— Wilmington    Mutual,    Wilmington,    N.    C; 
failed. 

190t-Wilmington   Undenrritera,   Wilmington,   N. 
C;   reinsured   in   Germsn-American,   New 
'  York,  and  London  and  Lancashire. 

1906— Windham  County  Mutual,  Brooklyn,  Conn.: 
ceased  business. 

1S71_Winnesheik,  Freeport;  failed. 

1911— Winona  Fire.  Minneapolis;  name  changed  to 
Minneapolis  Fire. 

Winthrop  Mutual  Fire,  Boston. 
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When 
Retired. 


Name  op  Company. 


1896— Winthrop  Mutual  Boiton;  reinsured  in  Scoi 

tish  Union  and  National. 
1900— Wisconsin;  reinsured  in  Concordia,  Wis. 
1891 — Wisconsin   Mutual,   Milwaukee:   (ailed. 
1896-Wissahickon  Mut.  Fire,  Philadelphia;  faileo 
I'W — Wolverine   Mutual,  Saginnw.   Mich.:  retire'' 
1912— Woodmen   Fire  Lincoln,  Neb.;   reinsured  in 

Fidelity.Phenix.  N.  Y. 
1891 — Woodworkers  Mutual,  Winona;  reinsured  ir 

Armstrong,  New  York. 
1899— Wooster  Fire,  Danbury,  Ct.;  failed. 
1875— Workingmans,  New  Orleans;  failed. 
1898— World  Co-operative  of  Kings  and  New  YorV 

Counties.  New  Yurk,  failed. 


When 
Retired. 


Name  of  Compaky. 


1862-Worlds  Safe,  New  York;  failed. 

1876 — ^Wyoming,    Wilkesbarre;   reinsured   in    Com 

mercial  Union. 
1866-Wyoming  Mutual.  Warsaw,  N.  Y. 
189S— Wytheviflc  Insurance  and   Banking,    Wythe 

ville,  Va.:  failed. 

Yankton.  Yankton,  Dak. 

1864— Yankton,  S.  D.;  ceased  buaineas. 

1871— Yonkers  and  New  York,  New  York:  fatleo 

by  Chicago  lire 
1906— York  County  Mutual,  York,  PA.;  reorgantaed 

as  a  stock  company. 
1908— York  Countv  Fire.   York,  Pa.:  retired. 
1915— York  State  F.  I'ndr.   Assn.,  Houston,   Tc-x. 


State  Fire  Marshals  Association  of 

North  America. 

President,  Walter  H.  Bennett,  Springfield,  111. ;  vice-president,  Robert  W.  Hargadine. 
St.  Paul,  Minn. :  secretary-treasurer,  L.  T.  Hussey,  Madison,  Wis.  Executive  committee, 
officers  of  the  association,  and  Chas.  W.  Schuyler,   Nashville,  Tenn. 


State  Fire  Marshals 

Below  will  be  found  a  list  of  State  and  Provincial  marshals  in  the  United  States  and 
Canada : 


States.  Fire  Marshals.  Addresses 

Alabama Frank    Sanford Montgomery 

British  Columbia.. Ernest  F.  Gunther Victoria 

Connecticut Tnos.  F.  Egan Hartford 

Dist.  of  Columbia  .  Philip  W.  Nicholson . .  Washington 

Georgia W.  R.  Joyncr Atlanta 

Illinois Walter  H.  Bennett. .  . .  Springfield 

Indiana W.  E.  Longley Indianapolis 

Iowa O.  O.  Roe Des  Moirtes 

Kansas Lew  T.  Hussey Topeka 

Kentucky Thamas  B.  PanncU Lexington 

Louisiana         .        <.\  H.  Trousdale    Monroe 

Maine E.    J.    Carter Augusta 

Manitoba  ...A..    Lindback Winnipeg 

Ma^sachusefs J.  H.  Whitney Boston 

Michigan John  T.  Wins  -ip Lansing 

Minnesota Robt.  W.  Har^ad  ne     .  .  .^t.  Paul 

Mississippi ...  T.  A.  Brown Y.izoo  City 


States.  Fire  Marshals.  Addresses. 

Montana John  F.  McConnick Helena 

Nebraska W.   S.   Ridgell Lincoln 

North  Carolina ...  J.  R.  Young Raleigh 

North  Dakota.  . . .  A.  H.   Range Grand  Forks 

Ohio Bert  B.  Buckley Columbus 

Oklahoma C.  C.  Hammonds.  .Oklahoma  City 

Ontario E.  P.  Heaton Toronto 

Pennsylvania  ....  Chas.  D.  Wilson Harrisburg 

Saskatchewan John  K.   Wilson Regina 

South  Carolina. . . .  B.   A.  Wharton Cross   Hill 

South  Dakota .  .  .  .  S.  E.  Crans Pierre 

Tennessee C.W.  Schuyler Nashville 

Texas S.  W.  Inglish Austin 

Virginia Jos.  Button Richmond 

West  Virginia John  S.  Horan Charleston 

WiAconsin M.J.   Clear>' Madi^n 


COMPANIES    IN    THE    HANDS    OF    RECEIVERS. 
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Companies  in  the  Hands  of  Receivers. 

The  foUowing  is  a  list  of  fire  and  fire-tnanne  insurance  companies  in  the  United  Statet 
in  process  of  winding  up,  with  names  of  receivers  or  other  person  in  charge: 


ALABAMA. 

Farmers   Mutual,    Birmingfaam. 

DELAWARE. 

National  Mutual.   Dover;  Chas.   Boyer,   Receiver. 

GEORGIA. 

Cinners  Mutual,  Athens:  W.  J.  Peoples,  Reoehrer. 
Georgia  Fire  of  Polk  Co. 

ILLINOIS. 

Astored's  National  Mutual,      Decatur,  111. ;  J.  C. 

Lvons,  Receiver. 
Illinois  Kational,    Springfield;   Joseph   T.    Bunn, 


Insnrance  Company  of  State  of  Illinois,  Rock- 
ford,  111. 

INDIANA. 

Indiana  State,  Indianapolis;  C.  B.  Wellover,  Re- 
ceiver. 

Carriage  Builders  Mutual,  Indianapolis;  C.  B. 
Wellover.    Receiver. 

Manufacturers  Mutual  Fire,  Indianapolis;  Jas.  C 
Mathews.    Receiver. 

Ohio.  New  Albany;  Frank  G.  West,  Receiver. 

KANSAS. 

Kansas  Fire.  Topeka:  Charles  McGaw,  ReceiTcr. 

Merchants  Mutual,  Topeka. 

Midland  Fire,  Kansas  City:  E.  J.  Rohiaett,  Re- 
ceiver. 

National  Mutual,  Pittsburg;  F.  C.  Werner.  Re- 
ceiver. 

State  Merchants  Mutual  Fire.  Leavenworth;  C.  C. 
Rutherford.   Receiver. 

KENTUCKY. 

American  Fire.  Lexington,  Ky. 
Bine  Grass,  Lexington:  A.  M.  Baker,  Receiver. 
Centzal  Fire.  Lexington:  C.  C  Qilhoun,  Receiver. 
Gtixcns  of  Northern  Kentucl^,   CarroUton;   T.   J. 

Orr.    Special    Commissioner,    appointed   by  ' 

Carroll  Circtiit  CourL 
Colambtan.   Louisville;   Tas.    S.   Rs^,   Receiver. 
Entcrpri«e,  T^exington:  J.  L,  Watkins.  Receiver. 
Indemnity    Fire,    Covington,    Ky.;    W.    H.    Hind, 

Receiver. 
Kentucky    Fire,    Covington.    Ky. ;    W.    H.    Hind, 

ReocBver. 
Manufacturers  Mutual.  Louisville;  Louisville  Trust    < 

Company,  Receiver.  i 

Mutual   Fire   of   Kentucky,    Louisville;    Louisville    i 

Trti«t  Company.   Receiver. 
Peoples     Fire,     Louisville.     Kv.;     Walter     Jcffers, 
Frankfort,  Ky.,   Receiver. 

LOUISIANA. 

Independent.  New  Orleans;  T.  V.  Regan,  Re- 
ceiver* 

Peoples  Fire,  New  Orleans:   Liquidation. 

Southern,  New  Orleann:  Whitney  Central  Trust 
Co..  Receiver* 

MAINE. 

Equitable  Mutual,   Richmond:   Chas.    D.   Newell. 
Hancock   Mtitual,    Bar  Harbor;    W.    B.    Blaisdell. 

Receiver. 
Homestead  Mutual  Fire.    Portland;     Clarence    E. 

Carll,   GorVam.   Receiver. 

MASSACHUSETTS. 
China  Mutual.  Boston:  Arthur  D.  Hill,  Receiver. 

MISSOURI. 

Business   Men's   Town    Mutual.    Kansas   City;    M. 

Chom,  Receiver. 
Old  Town    Mutual,    Kansas  City;    Chas.    G.    Re- 
velle.  Receiver. 

NEW  JERSEY. 

.American  Fire,  Jersey  City;  Leon  Abbett,  Jr.,  Re- 
ceiver. 

Peoples  Mutual  Fire,  Newark;  Samuel  Roessler, 
Receiver. 


NEW  YORK 

New  York  Insurance  Association  (Lloyds);  Ins. 
Dept.,   Liquidation. 

OHIO. 

Buckeye  Fire  Insurance  Association,  Cincinnati; 
John  W.  Devanney,  Liquidator. 

Central  Fire  Association,  Cincinnati;  John  W. 
Devanney,  Liouidator. 

Home  Fire  Insurance  Association,  Cincinnati;  A. 
Spagenburg  and  T..X.  King.  Receivers. 

Ohio  German,  Toledo;  J.  B.  Torgler  and  Ed- 
ward J.  Marshall,  Trustees. 

OKLAHOMA. 

Amazon  Fire,  Shawnee,  Oklahoma;  J.  D.  Lydick, 

Receiver. 
EI  Reno.  El  Reno;  D.  F.  McCammon,  Receiver. 
Merchants  &   Planters.  Tulsa;   A.   B.  Ham,  Re- 
ceiver. 
Shawnee  Mutual,  Oklahoma  City;  G.  O.  Fenimore, 

Receiver. 
Western   National.    Oklahoma    City;   Alfred   Hare. 
Receiver. 

PENNSYLVANIA. 

American  Union  Fire,  Philadelphia;  T.  B.  Don- 
aldson,  Receiver. 

Consolidated  Mutual  Fire.  Philadelphia;  T.  B. 
Donaldson,  Receiver.  • 

Eureka  Manufacturers  Mutual  Fire,  Indiana;  T. 
B.   Donaldson.    Receiver. 

Exchange  Mutual  Fire.  Philadelphia;  T.  B.  Don- 
aldson,   Receiver. 

Flood  City  Mutual  Fire,  Johnstown;  T.  B.  Donald- 
son,   Receiver. 

Guardian  Fire.  Pittsburg;  Geo.  S.  Calvert,  Re- 
ceiver. 

Lahaska,  Doylestown;  T.   B.   Donaldson,   Receiver. 

Liberty  Mutual.  Philadelphia;  J.  A.  Tanner,  Re- 
ceiver. 

Lincoln  Mutual,  Philadelphia;  J.  A.  Tanner,  Re- 
ceiver. 

Manufacturers  and  Merchants  Mutual  Fire,  Phila- 
delphia;  T.    B.    Donaldson,  Receiver. 

Provident  Mutual  Fire,  Philadelphia;  T.  B.  Don- 
aldson. Receiver. 

Prudential  Mutual  Fire,  Wilkesbarre,  Pa.:  T.  B. 
Donaldson,   Receiver. 

Scranton  Fire,  Scranton;  T.  B.  Donaldson,  Re- 
ceiver. 

United  State«s  Merchants  Mutual  Fire,  Philadel- 
phia; T.   B.   Donaldson,    Receiver. 

RHODE  ISLAND. 
Atlas  Mutual.  Providence;  E.  B.  Evans,  Receiver 
Industrial    Mutual   Insurance,    Providence;   E.    B. 

Evans.  Receiver. 
Pacific  Mutual  Fire,  Providence;   H.   A.   Fletcher. 

Receiver. 

SOUTH  CAROLINA. 

Carolina  Mutual  Fire.  Spartanburg,  S.  C;  S.   N 

Wetmore,  Receiver. 
Palmetto  Mutual,   Spartansburg. 
Piedmont    Mutual.    Spartansburg. 
South    Carolina    Mutual    Fire,   Greenville;    R.    F. 

Watson,  Receiver. 
State  Mutual  Fire,   Laurens;  A.  R.  Blakely.   Re- 
ceiver. 

TENNESSEE. 

American  Mutual,  Nashville;  Robert  Vaughn.  Re- 
ceiver. 

Hrrman  Fire,  Memphis. 

Mfrs.,  Merchants  and  Mechanics  Fire,  Memphis; 
Grover  N.  McCormick,  Receiver. 

Merchants  and  Planters,  Memphis. 

Prudential  Fire  (Mutual),  Knoxville;  J.  D.  Cald- 
well, Receiver. 

United  States  Fire  (Mutual),  Nashville;  J.  L 
Johns,  Receiver. 
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STOCK    COMPANIES   TRANSACTING  TORNADO   INSURANCE. 


Stock  Companies  Transacting  Tornado  Business. 


Aachen  &  Munich,  Aix-la-Chapelle,  Germany. 
Abeille,  Paris. 
i£tna,  Hartford,  Conn. 
Af^icultural,  Wafcrtown,  N.  Y. 
Albany,  Albany. 
Alliance,  Phiadelphi^. 
American,  Newark,  N.  J. 
American  Central.  St.  Louis,  Mo. 
An£lo- American,  Chicago. 
Arizona,  Phoenix. 
Atlantic  City,  Atlantic  City,  N.  J. 
Atlas,  London. 
Automobile,  Hartford. 
Balkan  National,  Sofia. 
Bankers  and  Merchants,  Minneapolis. 
Boston,  Boston.  Mass. 
Buckeye  National.  Toledo. 
Bulgaria,  Rustchuk. 
Caledonian,  Edinburgh,  Scotland. 
Califnrnia,  San  Francisco.  Cal. 
Camden  Fire,  Camden,  N.  J. 
Citizens.  St.  Louis,  Mo. 
City  of  New  York,  N.  Y. 
Cleveland  National,  Cleveland,  O. 
Cologne  Reinsurance,  Cologne,  (iermany. 
Columbian  National,  Detroit. 
Commercial  Union,  London,  England. 
Commercial  Union,  New  York. 
Commonwealth,  Dallas,  Tex. 
Commonwealth,  New  York, 
Concordia,  Milwaukee,  Wis. 
Connecticut  Fire,  Hartford,  Conn. 
Continental,  New  York. 
County  Fire,  Philadelphia. 
Dubuque  F.  and  M.,  Dubuque,  la. 
Eagle,  Newark. 

Equitable  F.  &  M.,  Providence,  R.  I. 
Farmers,  Cedar  Rapids,  la. 
FideUty-Phenix  Fire,  New  York. 
Fire  Association,  Philadelphia. 
Fire  Reassurance,  Paris. 
Firemans  Fund,  San  Francisco,  Cal. 
Firemens,  Newark,  N.  J. 
First  National,  Washington. 
First  Reinsurance,  Hartford. 
First  Russian,  Petrograd. 
Franklin,  Philadelphia. 
Frankona  Reins.,  Frank<ort,  Germany. 
German  Alliance.  New  York. 
German- American,  Baltimore. 
German- American.  New  York. 
German,  Buffalo. 
German,  Pittsburg,  Pa. 
Germania  Fire,  New  York. 
Girard  F.  &  M..  Philadelphia. 
Glens  Falls,  Glens  Falls,  N.  Y. 
Globe  and  Rutgers.  New  York. 
Globe  Fire,  Huron,  S.  D. 
Granite  State,  Portsmouth. 
Hamburg-Bremen,  Hamburg,  Germany. 
Hamburg,  Hamburg. 
Hamilton,  New  York. 
Hanover  Fire,  New  York. 
Hartford  Fire,  Hartford,  Conn. 
Henry  Clay,  Lexineton. 
Home,  Fordyce,  Ark. 
Home,  New  York. 
Imperial,  New  York. 

Insurance   Company   of    North    America,    Phila- 
delphia, Pa. 
Insurance  Co.  of  State  of  Penn.,  Philadelphia,  Pa. 
International,  Vienna. 
Inter  State,  Detroit. 
Iowa  Manufacturers,  Waterloo,  Iowa. 
Takor,  Moscow. 
Knickerbocker.  New  York. 
Liverpool  &  London  &  Globe,  Liverpool,  England. 


Liverpool  and  London  and  Globe,  New  York. 

London  Assurance,  London,  England. 

London  &  Lancashire  Fire,  Liverpool,  En^nd. 

Marquette  National,  Chicago. 

Mercantile  Insurance  Co.  of  America,  New  York. 

Me<ihanics  and  Traders,  New  Orleans,  La. 

Merchants,  New  York. 

Michigan  Commercial,  Lansing,  Mich. 

Milwaukee  Mechanics,  Milwaukee. 

Minerva,  Cologne,  Germany. 

Minneapolis  Fire  and  Marine,  Minneapolis,  Minn . 

Minnesota  Fire,  Chatfield. 

Moscow  Fire,  Moscow,  Russi^i. 

Munich  Reinsurarce,  Munich. 

National- Ben  Franklin,  Pittsburg. 

National,  Hartford.  Conn. 

National  Union.  Pittsburg,  Pa. 

Netherlands  F.  and  L.,  The  Hague, 

Newark  Fire,  Newark,  N.  J. 

New  Bnmswick,  New  Brunswick,  N.  J. 

New  Hampshire,  Manchester,  N.  H. 

New  Jersey  Fire,  Newark. 

New  York  Underwriters  Agency,  N.  Y. 

Niagara  Fire,  New  York. 

Nord-Deut«che,  Hamburg.  Germany. 

North  British  &  Mercantile,  London,  Engtacd. 

Northern,  London. 

Northern,  Moscow. 

North  River,  New  York. 

Northwestern  F.  and  M.,  Minneapolis,  Minn. 

Northwestern  National,  Milwaukee.  Wis. 

Norwich  Union,  Norwich,  England. 

Old  Colony,  Boston. 

Orient,  Hartford i  Conn. 

Palatine,  London. 

Patemell^,  Paris. 

Pennsylvania  Fire,  Philadelphia,  Pa. 

Peoples  National,  Philadelphia. 

Phcenix,  Hartford,  Conn. 

Phcenix,  London. 

Providence  Washington,  Providence,  R.  i. 

Prussian  National,  Stettin,  Germany. 

~|ueen.  New  York. 

^ueen  Citv,  Sioux  Falls,  S.  D. 

[elianc^,  Philadelphia. 
Rhode  Island,  Providence,  R.  T. 
Rockv  Mountain,  Great  Falls,  Mont. 
Rossia,  Petrograd. 
Royal,  Liverpool. 
Royal  Exchange.  London. 
Russian  Reinsurance.  Petrograd. 
Safeguard.  New  Yoric. 
SalamAndra.  Petrograd,  Russia. 
Scottish  Union  &  National,  Edinburgh. 
Sea,  Liverpoo^ 
Second  Russian,  Petrograd. 
Security,  Davenport,  la. 
Securitv,  New  Haven,  Conn. 
South  German  Reinsurance,  Munich,  Germany. 
Springfield  Fire  &  Marine,  Springfield.  Mass. 
St.  Paul  Fire  &  Marine,  St.  Paul,  Minn. 
Standard,  Hartford. 
State,  Liverpool. 
Sterling  Fire,  Indianapolis. 
Stnyvesant,  New  York. 
Sun.  London,  Kng. 
Swiss  National,  Basle. 
Swiss  Reinsurance,  Zurich. 
I'win  City,  Minneapolis. 
Union,  London. 

Union  &  Phenix  Espanol.  Madrid. 
United  Srates  Fire.  New  York. 
Vulcan,  New  York. 
Westchester  Fire.  New  York. 
Western,  Pittsburg,  Pa. 
Western,  Toronto. 
WilUamsburgh  City,  Brooklyn,  N.  Y. 


Statistics    of    Foreign    Companies 


The  Statistics  given  under  this   head   have   been   condensed  from  The  Post- 
Magame  Almanack  for  1916,  except  in  a  few  instances  where  credit   is   givea 


Directory  of  British   and  Colonial  Fire  and 
Marine  Insurance  Companies  Operating 

IN  Great  Britain 


Date  of 

Orguii 

sitioo. 


1883 
IQ08 
1834 
1906 

■  •  •  « 

igoo 

igcH 
1808 

1913 


1873 

1894 
190S 

1876 
1833 
1909 

1907 
1904 
1854 

1908 
1908 
1863 
X904 
1888 
1908 
1907 
1906 
1805 

1887 
1908 

1903 

•  •  •  • 

1885 
1908 
1908 
1909 
1877 
191 X 

1873 
1861 
1903 
1907 
1003 


Namk  and  Location  or  Company 


Abstainers  &  Gen'I,  Birmingham,  Eng. 
Agricultural  &  General  G>-op.,London 

Alliance,  London 

All  India  United,  Bombay 

Anglo-American,  Toronto,  Can 

Anglo-Soottish  General  Com'I,  London 
Army,  Navy  and  General,  London,  VV . . 

Atlas,  London,  £.  C 

Austral,  London,  W.  C 

Australian  Alliance,  Melbourne 

Australian  Mutual,  Sydney 

Ayrshire  Farmers  Mutual,  Ayrshire . . 

Baptist,  London,  W.  C 

Bolton  Cotton  Trade  Mutual,  Bolton . 

British  America,  Toronto,  Can 

British  Citizens,  London,  E.  C 

British  Crown,  London 

British  Dominions  Gen'I.,London,  E.  C. 
British  Equitable,  London,  £.  C 

British  &  European,  London 

British  Fire,  London 

British  and  Foreign  Marine,LiverpooI 

British  General,  London,  E.  C 

British  Law,  London,  E.  C 

British  Oak  Benefit  Assn.,  Ltd 

British  Standard,  London 

Broadsea  &  E.  Aberd*nshire,  Fraserb'h 
Caledonian,  Edinburgh 

Canadian  Fire,  Winnipeg,  Man 

Capital  &  Counties*  London 

Car  and  General,  London 

Central,  London,  E.  C 

Century,  Edinburgh 

City  and  County,  Aberdeen 

City  Equitable  Fire,  London,  E.  C . . 

City  Fire  Office.  London 

City  Mutual,  Sydney,  Aust 

Civic,  Liverpool 

Colonial  Mutual,  Melbourne 

Commerdal  Union,  London,  £.  C 

Commonwealth,  Melbourne 

Congregational,  Bradford 

Consolidated,  Ltd.,  London,  E.  C. . . . 


Character  of  Busineis. 


L.,A.,  Fire,  Bur.,  P.G. 

Fire 

Life.  Fire,  Mar.&Misc. 

Fire,  Life 

Fire 

Fire  and  Miscel 

F.,  B.  A.  Horse  F.,&  Mb 
F..  L.,  Ace,  Burglary 
All  but  emp.  liab.  and 
bond  inv 


Fire,  M.,  L.,  Fid .... 
Fire  and  Accident . . . 

Fire 

Fire,  Burg.,  etc 

Fire 

Fire  and  Marine 

Ace,  Fire  &  Misc 

F.,Acc.,Emp.,B.,P.G.etc 
Fire,  M.,etc.,except  L. . 
L.,  F.,  Ace.  &  B.  &  Misc. 

Reinsurance 

Fire,  Burg.,  Ace.,  etc. . 

Marine 

F.,  Ace,  B.,  P.  G.,  etc. 
F.,W.C.,Emp.L.&  Misc. 
F.  M.  P.&  Gn.  Ace... 

Fire 

Fishing  Boat 

F.,  L.,  E.  L.,  Ace,  111. 
and  Burg 


Fire 

Motor 

Fire,  Emp.  L.,  etc 

Fire  and  General 

Life,  Fire,  E.  L.,  etc. . 

Fire,  Ace,  Burg 

Fire 

All  except  L.  &  E.  L . . 

Fire 

M.,  R.,P.G.,Burg.,  ete . 


F.,  M.,  Ace,  etc 

Fire,  Life,  Mar.,  Ace 

F.,  Ace,  Marine 

F.,  B.  and  W.  Comp. 
L  ,  Ace,  F.,  Reins. . . . 


Name  of  Manager  or  Secretary. 


R.  A.  Craig,  Act.  and  See 
K.  W.  Hopkmson,  Man.  and  Sec. 
Robert  Lewis,  Gen.  Man. 
M.  M.  Shirazee  &  Sons,  Sees. 
Armstrong  Dean,  Man. 
Antoine  Wm.  Roques,  Man.  Dir. 
H.  A.  Lawton,  Gen.  Man. 
S.  J.  Pipkin,  Gen.  Man. 

Alex  S.  Sellar,  Sec. 

A.  E.  Wall,  Man.  Dir. 

G.  Howard  Pope,  Man. 

Geo.  Miller,  Sec.  and  Treas. 

Ernest  Blake,  See 

P.  and  J.  Kevan,  Sees. 

R.  H.  R.  Burder,  See 

Henry  P.  Tripp,  See 

D.  W.  Maclennan,  Gen.  Man. 
J.  Gardiner,  See 

Basil  May,  Man.  and  Act. 

Livesay  &  Hawthorn,  Mgrs. 
W.  R.  Dixon,  See 
John  Davies,  Undr. 
N.  M.  Walker.  Man.  Dir. 
David  M.  Linley,  Gen.  Man. 
W.  A.  Boughton,  See 

J.  H.  Savage,  See 
S.  McDonald,  See 

R.  Chapman,  Gen.  Man. 

R.  T.  Riley,  Man.  Dir. 
O.  Kingdon,  Acting  Sec. 
Fred'k  Thoresby,  Man.  Dir. 
Hugh  Lewis,  Man.  and  Sec. 
Henry  Brown,  Man. 

E.  G.  Mansell,  Man.  and  See 
Sydney  Goude,  Sec. 

G.  Crowley,  Mgr.  Dir. 


H.  J.  Symons,  Agt. 
E.  R.  Owen,  Gen.  Man. 
J.  S.  Charteris  Black,  Man. 
S.  R.  Antli£F,  Man.,  Dir.  &  Sec. 
Chas  Windett,  Act.  &  Sec. 
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INSURANCE    COMPANIES    IN    GREAT    BRITAIN. 


DIRECTORY  OF  FIRE  AND  MARINE  INSURANCE  COMPANIES  IN  GREAT 

BRITAIN  --Couttnued, 


Date  of 
Ort^ni- 
cation. 


1867 

19OS 
1903 

1007 
1807 

IQOQ 

Z783 

1838 

Z908 
X909 

I9OQ 

zgoo 
1887 
igoz 
1880 
1898 
1803 

1894 
1900 
1904 

1890 

188s 
1910 
1840 
1831 

187  z 
186s 
1903 
1908 
1914 

1868 

1893 
X912 

1824 
1909 

•  «  ■  ■ 

1909 

1903 
1869 

1904 

1893 

X845 
1906 
1806 
1907 
1890 
1836 
1726 

1890 

Z910 
1863 
i863 
1859 
i860 

1720 

1869 
1906 
1836 

1853 

1864 
1908 

1907 
1874 


Naiob  and  Location  or  Company. 


Cooperative  Manchester: 

•  Cornhill,  London 

Cornish  Mutual,  Cornwall 

Cotton  Trade  Fed.  Mut.  Fire,  Bolton 

County.  London 

Cumberland  Co-operative,  Carlisle. . . 

Darlington  Marine.  Darlington 

Derwent  &  Tamar  F.  &M.,  Hobart.Tas. . 

Dominion,  Edinburgh 

Drapers  Mat.  F.  &  lin.,  London,  E.  C. 

Dreadnought  Assur.,  Ltd  ,  Liverpool. . . . 

Eagle  Glass,  Dundee 

Ecclesiastical,  London,  W.  C 

Economic,  London 

Employers  Liability,  London,  E.  C 

Empbyers  Mutual,  Edinburgh 

Essex  &  Suffolk  Equitable,  Colchester 

Excess,  London,  E.  C 

Farmers  Fire  and  Accident,  York 

Federated  Employers  Ins.  Assn.,  Man. 

Fine  Art  and  General,  London 

General  Accident,  Fire  &  Life,  Perth 
Gresham  Fire  and  Accident,  London . . 

Guarantee  Society,  London,  E.  C 

Guardian,  London,  E.  C 

Guernsey  Mutual,  Guernsey 

Hand-in-Hand  Mut.  Guar.,  Demerara. . 
Hearts  of  Oak,  L.  &  G..  London, E.  C. 

Hibernian  Fire  &  General,  Dublin 

Home  and  Foreign  Reins.,  Ltd 

Horse,  Carriage  &  Gen.,  Ldndon,  £.  C 

Hull  Underwriters,  Hull 

Inclusive,  Ltd.,  Manchester 

Indemnity  Mutual  Mar.,  London,  £.  C 
Industrial  Indemnity  Cp ,  Ltd.,London . 
Insurance  Office  of  Australia,  Sydney. . . 

Invincible  and  General,  London 

Irish  Catholic  Ch.  Property,  Dublin.. 

Jersey  Mutual  Fire,  Jersey 

Lancashire  &  Cheshire,  Glasgow 

Law  Accident  Ins.  Soc,  London,  W.  C 

Law  Fire,  London.  W.  C 

Law  Int^^ty,  Liverpool 

Law  Union  and  Rock,  London,  W.  C . 
Legal  Ins.  Co.,  Ltd.,  London,  W.  C. . 

Licenses,  London,  E.  C 

Liverpool  &  London  &  Globe,  L'pool 
Lloyds,  London,  E.  C 

Local  Gov.  Mut,  Guar.,  London,  E.  C. 

London  County  Com'l  Reins,  London 
London  and  Lancashire,  Liverpool .  . . 
Lon.  &  Lancashire  Life  &  Gen.  London 

London  &  Midland,  London,  W 

London  &  Prov.M.&  G.,London,  E.  C. 
London  Assur.  Corp.,  London,  £.  C. . . 
London  Guarantee  &  Ace,  Lon.,  E.  C 
Manchester  &  Lon. Undrs., Manchester 
Marine,  London 

Marine  and  General,  London,  E.  C 

Maritime,  Ltd.,  Liverpool 

Medway,  Chatham 

Merc.  &  Gen'l  Ins.  Co..  Ltd.,  Glasgow 
Mercantile  Fire,  Waterloo,  Ont 


Character  of  Business. 


Fire,  L.  Ace,  Burg.,  etc 
Fire  an<f  Consequentia 

Fire,  Accident 

Fire 

Fire,  Burglary,  etc 

Fire 

Marin*» 

Fire,  Marine 

F.,  Bur..  .\cc.,P.G.,F.. 
Fire  and  Miscel 

F.,  Ace,  B.,  etc 

Fire,  Ace,  Burg.,  etc. . 
Fire,  Bur.,  Glass,  etc . . 

Marine...^ 

i!«.L.,A.,riQ.,r  .,15.,A.. . . 
Fire,  Fid.,  Liab.,  etc... . 

Fire  and  Ace 

Marine,  Fire,  etc ... 
Fire,  Ace,  Emp.,  L.,etc 
Fire  and  Miscellaneous. 

F.,  B.,  £.  L.,  A.,  Tran 

Fire  and  Miscel 

Fire,  A.,  B.,  P.  G.  &  Ind 

Fire,  Fid.,  Burg 

F.,  L.,  Ace,  Bur.,  etc. 

Fire 

Fire 

Life,  Fire,  Ace,  etc. . . 

Fire  and  General 

Fire  Reins 

Fire  and  Miscel 

Marine 

Fire,  Mar.,  etc 

Marine 

Fire,L.  B 

All  except  Life 

Fire  and  Accident .... 
Fire  and  Emp.  Liab.. 

Fire 

Fire  and  Mar.  Reins. . . 

Fire,  Ace,  Burg.,  etc. . 
Fire  &  Miscellaneous. 

Fire,  Life,  Ace,  etc 

L.,  F.,  Acc.,£.L.,A.,ete 

All  except  Life 

AU  except  Life 

Fire,  Life  &  Ann.,  etc. 
Marine,  Fire,  etc 


Transit,  Fid.,  etc 

Reins.only,Fire,Ace,etc 
Fire,  Ace,  and  Miscel. 
L.A.,F.Ace,E.L.,C^.,etc 

All  but  Life  &  Mar 

Marine  and  General . . . 
F.,L.,M.,Ace,B.  and  M. 
Guar.,  Acc.,F.,B.,  etc. 

Miscellaneous 

Marine 

Mariner's  Effects&Life. 

Marine 

Fire 

Ace,  Burg.,  Fire,  etc. 
Fire 


Name  of  Manafcr  or  Secretary. 


Jas.  Odgeri,  Mgr. 

Wilh's  Faber  &  Co.,  Ltd..  Mgrs 

G.  G.  BuUmore,  Sec. 

P.  and  J.  Kevan,  Sees. 

J.  A.  Rooney,  See 

T.  Thompson,  Sec. 

S.  W.  Tomkins,  Sec. 

E.  A.  Reid,  Mgr. 

Geo.  Palfrey,  Man.  Dir. 

Sydney  H.  Moore,  Gen.  Man. 

J  N.  Whitakcr,  Sec. 

R.  G.  Forbes,  Man.  &  Sec. 

R.  Love,  Man.  and  Sec. 

N.  Douglass,  See 

W.  E.  Gray,  Gen.  Man.  &  Sec. 

R.  S.  Rutherford,  Mgr.  &  Sec. 

S.  C.  Turner,  Gen.  Man.  &  Sec 

C.  E.  Heath  &  Co.,  Ltd.,  Mgrs. 

Hetherton,  Man.  Dir. 

otecie,  oec. 


i 


A.  P.  Fedden,  Man.  Dir.  &  Sec. 
F.  Norie-MiUer,  G.  Man. 
Thomas  B.  Miller.  Fire  Man. 

F.  H.  Sherwell,  Mgr.  and  Sec. 

G.  W.  Reynolds,  Gen.  Mgr.&  Sec. 
Ira  C.  Ozanne,  Sec. 

J.  Slater,  See 

S.  R.  Whiting,  Man.  and  Sec. 
W.  A.  R.  Cniisc,  Gn.  M.  &  Sec. 
Geo.  Mac  Greagor,  Mgr. 

R.  R.  Wilson,  Sec. 

Tackson,  Beaumont*&  Co.,^M's 

jf.  M.  Dale,  Sec. 

A.  H.  Roberts,  Under. 

E.  C.  Jones,  Sec.  &  Man. 

W.  Haughton  &  Co.,Agts.,I.on. 

E.  C.  HamiIton,Gen.Man.&Sec. 
V.  Irwin,  See 

J.  W.  Thelland,  See 
D.  M.  Hunter,  Sec. 

F.  W.  Pascoe  Rutter,  Man.  Dir. 
H.  T.  O.  Leggett,  Sec. 

F.  C.  Norman,  Man.  Dir. 

R.  Stirling,  Gen.  Man.  and  Sec. 

J.  M.  Ewing,  Man.  and  Sec. 

J.  O'Donoghue,  Man.  Dir. 

A.  G.  Dent,  Sec.  &  Gen.  Man. 

Rear- Admiral  Edw.  F.  Ingle6eld. 

C.  H.  Venning,  See 

T.  I.  Cope,  Sec. 

F.  W.  P.  Rutter,  Gen.  Man. 

W.  ^.  Mackay,  Gen.  Man. 

V.  T.  Barr,  Gen.  Mgr. 

J.  R.  Hogg.  Chairman. 

C.  A.  Denton,  Sec. 

H.  C.  Thisdton,  Gen.  Mgr. 

J.  F.  Arnold,  Man. 

W.  F.  Thompson,  Sec. 

S.  Day,  Act.  and  Sec. 


J.  C.  Nicholson,  Sec. 
Henry  F.  Coote,  Man. 
R.  H.  E.  McUntock,  Sec. 
Alf.  Wright,  Sec. 
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DIRECTORY  OF  FIRE  AND  MARINE  INSURANCE  COMPANIES  IN  GREAT 

BRITAIN— Co«/i«fi^rf. 


Dated 
Or^ai 


1878 

•    •     •     V 

X87I 

XQXI 
I9IO 
1906 
1872 
1906 
1902 
1903 


1899 
1890 
1896 

1897 

1894 

1873 
1906 

I8S9 
1809 

z886 
1863 
1836 
Z909 
X863 

I7OT 

1871 
1908 
1862 
1912 


1900 

1901 
1907 
1782 

1895 
1866 
1907 
1865 
1903 

1905 
1818 
1886 
1902 
1900 
1906 

x88i 

X720 

1845 

I9I0 

1907 
188s 

Z908 
1909 

1877 
1876 
1824 

187s 
1904 

1914 

1872 
I90S 

1906 


Namx  Aim  Location  or  Company. 


Mercantile  Mutual,  Sydney,  Aust 

Merchants  Fire,  Toronto,  Can 

Merchants  Marine,  London,  £.  C 

Metropolitan  Reins.,  London,  E.  C 

Midland  Farmers,  Stratford-on-Avon . . 

Midland  Mutual  Fire,  Leicester 

Morley  Mutyal,  Morley 

Motor  Uxiion,  London,  W.  C 

Mount  Royal,  Montreal 

Municipal  Mutual,  Limited,  London. 

Mutual  Fire  of  Tasmania,  Launceston 
Mut.  Prop-  Inv.  &  Ace.  Co.,Lon.,W.C. 

National  Benefit  L.  &  Prop.,  Lon 

Nat.  British  &  Irish  Millers,  Lon . . . 
National  of  Great  Britain,  Glasgow .  . 

National  Ins.  and  Guar.,  London 

National  of  New  Zealand,  Dunedin . . 
National  Standard  Life,  London,W.C. 
New  Z^and  Insurance  Co.,  Auckland 
North  British  &  Mercantile,  I^ondon . 

North  British  Fishing  Boat,  Peterhead 

North  China  Insurance  Co 

Northern,  London.  E.  C 

North  &  South,  Liverpool 

Northern  Maritime,  N'castle-on-Tyne 

Norwich  Union  Fire,  Norwich 

Ocean  Accident  &  Guar.,  London 

Oldham  &  Co.'s  Fanners  F.,  Oldham. 

Oldham,  Oldham 

Orient  Underwriting  Fund,  London . . 

Ottawa,  Toronto,  Can 

Palatine,  London 

Pall  Mall,  London.  E.  C 

Parcels  &  General,  Birmingham 

Phcexux,  London 

Pres.  Ch.  in  Ireland,  F.  I.  Tru8t,Belfast 

Primitive  Methodist,  York 

Printing  Trades  &  Gen'l,  Manchester 

Provident  Clerks,  London,  £.  C 

Provincial,  Limited,  London 

Quadrant  Ins.  and  Deb.,  Liverpool . . 

auebec  Fire,  Quebec,  Can 
tieensland,  Sydney,  Aust 

Ramsgate  Marine,  Ramsgate 

Regal  Fire  and  Accident,  London,  B.C. 
Rdnance  Fire  and  Ace.,  London 

Reliance  Marine,  Liverpool 

Royal  Exchange  Assurance,  London . . 

Royal,  Liverpool ^ 

Royal  London  Auxiliary,  London,  E.C. 

Royal  Scottish,  Glasgow 

St.  Columb  District  Mut.,  Cornwall . . 

St.  James,  London,  E.  C 

Salvation  Army,  London,  £.  C 

Scottish,  Edinburgh 

Scottish  Metropolitan,  Edinburgh 

Scottish  Union  and  National,  Eainb'gh 

Sea,  Liverpool 

Sentixiel,  Birmingham 

Somerset  Mutual,  Newquay 

So.  British  Ins.  Co.  Ltd.  Auckland,  N.  Z. 

South  East  Lancashire,  Oldham 

Southwark  Insurance,  London 

Standard  F.  &  M.,  Dunedin,  N.  Z. . . 


Character  of  Buflineas. 


Fire,  Ace 

Fire 

Marine 

Re-ins.  except  life 

F.,  Crops  &  LJve  Stock ; 

Fire 

Fire 

Motor  Cars  and  other. 

Fire,  Plate  Glass 

Fire 

Fire 

End.Sick,  Acc.,F.,P.G. 
L.,  F.,  P.,  Inv.,  M.  &  C. 
Fire,  Ace,  Burg.,  etc. 
Fire,  Ace.,  Burg.,  P.G. 

Fire  and  General 

F.,  M  ,  Ace,  etc 

F.,  L.,  B.,  Ann.,  etc. . . 
Fire,  Mar.  and  Ace . . . 
Fire,  Life,  Ann.,  etc. . . 

Fishing  Boat 

Marine 

F.,  L.,  Ace,  Burg ,  etc. 
All  except  Life  &  C. . .. 

Marine 

Fire,  Ace,  Mar.,  etc. . 
F.,  B.,  Ace,  Fid.,  etc. . 
Fire  and  Live  Stock . . 

Fire 

Marine 

Fire,  Marine 

Fire 

Gen.  Reins,  (ex.  life) . . 

Mail  Insurance 

Fire,  Life,  Ace,  etc. . . 
Fire  (trust  prop,  only) 
Fire,  W.C.(trust  prop.) 

Fire 

Fire,  Burg.,  P.  G.,  etc. 
Fire,  Burg.,  E.  L.,  etc. 

Fire,  P.  G.,  Burg.,  etc. 

Fire 

Fire,  Mar.,  Ace 

Ins.  of  Smack  Engines 
Fire,  ^ee.  Sick,  etc. . . 
F.,  B.,  Ace,P.G.,  etc.. 

Marine 

F.,  L.,  An.jAce,  B.,  S. 
Fire,  Life,  Ann.,  etc . . 
Life,  Fire,  E.  C 

Fire,  Burg.,  Lia.,  etc . . 

Fire 

Fire,  Marine 

All  except  L.  &  £.  L. . 
F.,Ace,E.C.,L.A.,  etc. . 

A.,  L.,  f* .,  A  .  vj.,  etc. . . 
Fire,  Life,  Ann.,  etc . . 

Marine 

Fire,  Ace,  Liab.,  etc. . 
Fire 

Fire,  Mar.,  etc 

Fire  and  Glass 

Reinsurance 

F.,  M.,  Guar.,  Ace. . . . 


Narae  of  Manager  or  Secretary. 


Kelso  King,  Mtfn. 

T.  H.  C.  Durham,  Gen.  Man. 

W.  Irwin,  Underwriter 

A.  W.  Boughton,  Man.  &  See. 

J.  R.  Black,  Man.  and  Dir. 

W.  L.  Yates,  See 

Albert  Sykes,  See  and  Man. 

H.  J.  Whitcomb,  Man. 

J.  £.  Clement,  Gen.  Man. 

John  J.  Tait,  Sec. 

A.  G.  Scott,  Sec. 

T.  Peete,  See  and  Act. 

J.  Francis,  Man.  Dir. 

H.  J.  Whitcomb,  Man.  Dir. 

Tames  Glen,  Man.  and  Sec. 

W.  Kent  Lemon,  Man. 

Nat.  Mtge.  &  Agey.  Co.,  Agts  , 

C.  H.  £.  Rea,  Gen.  Man. 

J.  Buttle,  Gen.  Man. 

L.  Sinclair,  Foreign  Fire  Man. 

R.  Gray,  Man.  Dir. 

G.  Lyall,  London,  Man. 

H.  E.  Wilson,  Gen.  Man. 

Geo.  Djean,  Gen.  Man. 

J.  Ferguson,  Under.  &  See 

John  Large,  Gen.  Man.  and  See 

T.  M.  E.  Armstrong,  Man.  &  Sec. 

T.  Whitehead,  See 

L.  Slater,  See 

W.  M.  Barrett,  Sec. 

W.  E.  Baldwin,  See. 

Herbert  Lewis,  Man. 

£.  Britton,  See 

£.  Humphries,  See 

Edward  A.  Boston,  Fire  Man. 

R.  S.  Monie,  Sec. 

Rev.  T.  J.  Gladwin,  See. 

Frank  Bird,  See 

C.  A.  Freeman,  Sec. 

F.  C.  Scott,  See 

L.  Nicholas,  Man.  and  Sec. 
Colin  E.  Sword,  See. 
A.  MeVemon,  Gen.  Man. 

........•...•.•••..••.....•a 

Alfred  Hurley,  Sec. 

John  Hillcoat,  Man.  and  Sec. 

F.  R.  Edwards,  See 
W    N.  Whymper,  See 
Geo.  Chappell,  Gen.  Man. 
J.  Price  &  H.  Duffell,  Man.Dirs. 

Robert  Oliphant,  Gen.  Man. 

George  G.  Bullmore,  See 

A.  C.  Webb,  See. 

W.  F.  Giles,  See 

Harry  Armour,  Man.  and  Sec. 

F.  S.  Goggs,  Sec. 

J.  A.  Cook,  Gen.  Man. 
W.  A.  Edwards,  Sec. 
J.  Kent,  Sec. 

G.  G.  Bullmore,  See 

£.  V.  Sassoon,  Lon.  Dir. 

A.  Jackson,  Man. 

A.  E.  Rideoutt,  See 

H.  J.  Symons,  London,  Man. 
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BRITAIN— ConHnued. 


Date  ot 
Orgaoi- 
zatioa. 


1871 
1891 
X906 
1710 
i860 

1904 
1914 

1907 
1913 
1897 

1867 
1714 
1863 
IQ15 
1888 
1908 
1912 

1902 
1904 

1862 

1908 
1912 
1 90s 
1849 
1859 
1 888 
1886 

1909 
1872 

1912 
1886 
1851 
1717 
1894 
1824 


Name  and  Location  or  Company. 


Standard  Marine,  Liverpool 

State,  Liverpool 

Stew.,  D.  &  Fen.Mut.I.Co.,Stewarton. 
Sun,  London 


Thames  and  Mersey,  Liverpool 

Theatres  Mutual,  Ltd.,  Hull 

Timber  Trade  Fed.  Mut.,  London 

Traders  &  General,  London 

Transit  &  General,  Glasgow 

Truro  Dist.  Mut.  Fire  Office,  Gwarnick 


Ulster  Marine,  Belfast 

Union,  London 

Union  Marine,  Liverpool 

United  British,  London 

United  F.  C.  of  Scotland,  Edinburgh. 
United  Friendly  Ins.Co.Ltd.Lon.,E.C. 
United  Scottish  Her.  Drif.,  Peterhead. . 

United  Legal  Indemnity,London,W.C. 
United  Sick.  &  Ace,  Gen'l.,  Glasgow . 
United,  Sydney,  Aust 


Universal  Automobile,  London 

Universal  Baggage,  London 

Urban  Fire,  HoUmwood 

Victoria,  Melbourne 

Vulcan  Boiler  &  Gen.,  Manchester 

Welsh  Baptist,  Swansea 

Welsh  Calvinistic  Methodist,  Liverpool 

Welsh,  Cardiflf 

WesleyanMethodist  Trust,  Manchester 

West  Australian,  Perth 

West  of  Scotland,  Glasgow 

Western,  Toronto,  Can 

Westminster,  London,  W.  C 

World  Marine  &  Gen.,  London,  £.  C. 
Yorkshire,  York 


Character  of  Business. 


Marine 

Fire,  Burglary,  etc. . . 
Fire 


Fire,  E.  L.,  Ace,  etc. 

Marine 

Fire 

Fire 

All  except  Life , 

Articles  in  Transit . . 


Name  of  Manager  or  Secretary. 


N.  B.  Barnes,  Sec 

Albert  H.  Heal,  G.  M.  and  Sec 


G.  E.  Mead,  Man.  and  Sec. 
G.  £.  Martindale,  Sec 
W.  G.  HaU,  Sec 
Wm.  Swift,  Man.  and  Sec. 

R.  W.  Allwriffht,  Sec. 
David  Lees,  Sec. 


Fire G.  A.  Northey,  Sec. 


Sinclair  &  Boyd,  Ms.  &  Undrs! 
Herbert  Lewis,  Man. 
J.  S.  Allen,  Sec 

A.  G.  Thomson,  Sec. 

W.  P.  Scott,  Sec 
W.  N.  Rodger,  Sec 
G.  M.  Gray,  Man.  Dir. 

C.  H.  Trenam,  Man. 
W.  Murdoch,  Solicitor. 

B.  Haigh,  Gen.  Man. 

C.  L.  Danks,  Gen.  Man. 


Marine 

Fire,  Ace,  Burg.,  etc . . 

Marine 

Marine 

Fire  (church  prop.only) 
Sickness,  Ace,  Fire,etc 

Marine,  etc 

M.Car,  A.,B.,P,G.,etc. 
Fire,  Ace,  W.  C,  E.  L. 
Fire,  Marine,  Ace 

All  except  L.  and  W.  C. 

Baggage 

Fire  and  Glass Thos.  Whitehead,  Sec. 

Fire,  Marine I  Dalgety  &  Co.,  Ltd.,  Lon.  Agts. 

Motor  Cars,  etc 1  J.  M.  Dale,  Sec. 


Fire 

Fire  (trust  prop,  only) . 

All  except  Life 

F.  (trust  prop.only)  E.L 

F.,  M.,  Ace,  etc.* 

Fire,  Burglary  &  Ace. 

Fire,  Profits,  Mar 

Fire 

Marine 

F.,  Life,  Ace,  E  L.,  etc. 


£.  Edmunds,  Sec. 
E.  W.  Jones,  Sec. 
H.  Meanock,  See 
Henry  Plummer,  Sec 

S.  G.  Hill,  Gen.  Man. 

G.  MacGregor,  Man. 

W.  A.  MUes,  Fire  Man. 

E.  P.  Scoones,  Sec. 

G.  G.  Sharman,  Undr. 

J.  Hamilton,  Gen.  Man.  &  Sec. 


New  Fire  and  Marine  Insurance  Companies 

OF  THE  United  Kingdom. 

registered  between  JANUARY  1  AND  DECEMBER  31,  1915. 


TfTLE  OF  Company. 


Objects. 


Registered  in  England 

Atalanta  Marine  and  Greneral Marine  and  Miscellaneous 

Cattle  Traders  Marine ;  Marine,  Live  Stock  and  Miscel- 
laneous 
Marine  Engineers  Mutual 


Plisson  and  Lysberg  Insurance 

Southern    Steamship    Freight    and 

Total  Loss 

Thrcadneedle Marine  and  Miscellaneous 

United  British Marine  and  Miscellaneous 


Marine  (Personal  Effects,  etc.) 
Marine  and  Miscellaneous . . . 
Marine 


Registered  in  Scotland, 
Clyde  Marine 


Marine. 


Date. 


Nominal  Capital. 


Sept.   3     £20,000  in  £1  shares. 


Aug.  13 
Mar.  29 

Oct.   27 

Feb.  20 
Dec.  23 
Oct.   15 


£xo,ooo  in  £x  shares. 
Guarantee  of  xos.  per 

member. 
£20,000  in  £1  shares. 

Guar,  of  £20  per  member 
£125,000  in  £5  shares, 
£200.000  in  £x  shares. 


I 


June  15  I  £50,000  in  £1  shares. 


SYNOPSIS   OF   EUROPEAN    FIRE   INSURANCE   BUSINESS. 


473 


Synopsis  of  European  Fire  Insurance  Business 

IN  1914. 

In  some  cases  in  which  the  figures  for  1914  were  not  obtainable  those  for  a  previous 


year  are  given: 


Fire 
Bus. 
Est. 


igii 
1831 
1867 

IQII 
1858 
1864 
IQIO 

igii 
191 2 
1808 
i860 
1914 
1838 
1879 

1895 
1881 


1861 

•  *  *  • 

1874 
1867 
1S84 
1892 
1827 
1829 

•  ■  •  • 

1899 
i860 
1901 
1869 
181 1 
1830 
1901 
1897 
1865 
1904 
1811 
1869 
1867 
1868 
Z900 
1850 
1825 
1909 


igii 

1873 

1006 

1893 

1893 
1862 

1865 

1890 

1885 

1869 


Name  and  Location  of  Company. 


AusisiAN  FmE  Insusance  Cos. 
[Kr.  24.12  equal  £1  sterling.] 
Joint  Stock  Companies. 
Allgem.Versicherungs  Bk.,Herrmannstd 

As8iaira2ioni  General!,  Trieste 

Donau,  Vienna 

Erste  Einbrucfa,  Vienna 

Erste  Ungarisdie,  Budapest 

Fondere,  Budapest 

Heroeg-Bosna,  Sarajevo 

Hungaria,  Budapest 

Moldavia,  Prague 

Oesterr,  Elementar,  Vienna 

O^terr.  Phoenix,  Vienna 

Providentia,  Vienna 

Riunione  Adriatica,  Trieste 

Ungar-FranzDsische,  Budapest 

Vaterlandiscfae  AUg.,  Budapest 

Wiener,  Vienna 

Mutual  Institutions  and  Landes  Anstalten. 
Assek.  Ver.  der  Zucker  Ind.,  Prague . .  .< 

Bnixer  Bez.  Vers.  Verein.,  Brux 

Buzgsteiner,  Haida 

Conconiia,  Reichenberg 

Croatia,  Agram 

Dniester,  Lemberg 

Erste  Boehmische,  Prague 

Grazer,  Graz 

Hasicaka,  Brunn 

Kamtyner,  Klagenf urt 

Rrakauer,  Cracow 

Laibacfaer,  Laibach 

Landwirthschaf tliche,  Prague : 

Linzer,  Linz 

Mahrisdi-Schlesische,  Brunn  > 

Mittel  &  Obersteierraark,  Graz 

Nieder-Oesterreichische,  Vienna 

Prager  Stadtiscbe,  Prague 

Rdchenberger,  Reichenberg 

Sal^urger,  Salzburg 

Slavia,  Prague  * 

St.  Fk>rian,  Eger 

Transsyhrania,  Herrmannstd 

Vers.  Gen.  der  Landwirte,  Budapest. . . 

Wartenberger,  Wartenberg 

Wiener  Wecfasels,  Vienna 

Wisia,  Lonberg 


Reinsurance  Companies. 

Budapest  Ruck,  Budapest ' 

Danubius,  Vienna 

Erste  Bofamische  Ruck,  Prague. . . 
Erste  Bohmische  Wechsels,  Prague. 

Internationale  Ruck,  Vienna 

Meridionale,  Trieste 

Nationale  Unfall,  Budapest 

Pannonia  Ruck,  Budapest 

Securitas,  Vienna 

Ungar.  Hagel  &  Ruck,  Budapest. . 
W^iis.  Rnckversich.  Ver.,  Vienna. 
Wiena  Ruck,  Vienna 


Pakl-up 
Capital. 


General 
Fund. 


Kr  oners. 
1,200,000 

16,300^000 
3,000,000 
1,000,000 
8,000,000 
4,000,000 
1,200,000 
1,800,000 
2,000,000 
4,000,000 
8,000,000 
1,500,000 

15,000,000 
5,000,000 
1,000,000 
4,000^000 


Mutual 
<f 

(f 

{< 
•< 
(( 
« 
ti 
II 

H 
>( 
it 
(I 
>< 
il 
it 
It 
It 
« 
l< 
t( 
l( 
(( 
(( 
it 
it 
tt 


1,500,000 
1,500,000 
3,000,000 

Mutual 

3,000,000 

3,000,000 

3,000,000 

1,920,000 

1,200,000, 

3,000,0001 

Mutual    ' 

3,000,000' 


Kf  oners. 


8,766.238 

4,469,380 

566,55s 

9,460,545 

1,132,386 

28,320 

92.318 

546,721 

399,016 

891,453 
1,131,258 

6,537»448 

1,887,397 


Fire  Fund. 


1,759,375 

6,246,948 
c 
c 

506,287 
1,293,489 


51,898 
7,826,863 
I 

541,092 


121,582 
268,402 

4,645,297 
9,926,083 
177,000 
1,510,494 
2,804,708 
c 

1,234,957 
4,032,733 
1,484,490 
656,776 
1,691,499 

I 

8,921,916 


42,254 

280,920 

966,868 

51,898 

650,406 
1,392,142 

3,334,674 

877,892 

843,490 

2,570,599 

364,733 


Kf  oners. 

85,895 
15,485,810 

3,527,847 

34,332 

11,829,179 

2,809,800 
1 20,659 
700,282 
'72,837 

3,234,964 

4,501,476 

2,785,413 

11,296,907 

1,458,948 

■   •■•■• 

3,605,005 


611,454 


Net 
Premiums. 


Kroners. 

64.825 

24,163,278 

7,209,227 

45,777 

12,188,427 

6,536,882 

321,097 

1,987,323 
155,208 

5,005,883 
11,660,824 

4,664,949 
18,139,989 

2,615,603 


Net   Losses. 


Kroners. 

12,783 

12,258,594 

4.293,798 

29.183 

5,507,909 

3.543,375 

181,161 

940,062 

121,660 

3.841,798 

8.711,048 

3,730,269 

10,203.462 

1,482,216 


1,784 
190,194 
231,217 

5,615,066 

186,168 

237,871 

94,403 


6,714,440 


1,706,861 

51,242 

152,909 

517,514 

452,248 


1,743,075 
925,092  , 

555,205  I 

359,454 


126,836 
225,000 
135,025 
316,881 
72,255 
90,455 


26,750 
1,622,820 

7,364 

106,577 

1,487,099 

85,824 
58,137 


657,903 
28,386 

2,461,979 
737,829 


323,681 
682,615 

501,360 
1,741,777 

139,440 
1,343,237 

391,215 
34,023  . 

273,919 
3,111,951  I 

344,256, 

284,145 
3,255,132 

241,072 
1,477,268 


1,505,589 

85,929 
4,162,336 

1,840,215 
517,269 
807,570 

3,546,508 


1,546,530 

56,772 

5,129,123 

404,863 


3,011,179 
214,821 

3,970,624 

4,600,537 

718,429 
2,008,639 
7,862,432 


4.895,153 


325,713 
102,408 

61,991 

187,730 
155,078 


1,017,794 
435,327 
370,894 
221,661 


222,419 

359,741 

261,091 

779,200 

42.730 

545,122 

76,045 

8,526 

230,412 

1,910,130 

169,761 

148,601 

1.657,088 

164.493 
508,224 


972,557 

27.351 

4,988,698 

301,231 


2,178,638 
146,20s 
2,577,966 
3,316,204 
524,078 
1.300,441 
5,479,500 


*Id  addition  to  these  figures  the  foUowing  capitab  are  shown  as  applying  to  the  Life  Branch: — Assicurazione  Gen., 
kr.  6^300,000;  Riuiuooe  Adriatka.  kr.  5  W).000.  Balkan  and  Bulgaria,  500,000;  Dacia  Romania  and  Natbnale,  1,000,000. 
^IndiKks  other  Bcaaches.  'Year  ending  Sept.  30,  1914.  « Includes  Glass  business.  •Details  not  available.  <Year 
oKliag  August  31,  1914. 
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SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BUSINESS— Conliiwrrf. 


Fire 
Bus. 

Est. 


1906 

iSgs 
1891 
1881 

1897 
1882 

i8q2 
1906 


1858 

1904 
1820 

189s 
1832 

1790 
190J 
1899 

1890 

1903 
1909 
1846 

1859 
1808 

1903 

1838 

1894 

■  •  •  ■ 

184s 
1833 

1842 

1853 
1889 

1895 
1897 
1897 

1897 

i(;oo 

1888 
1866 

I90I 

1899 


1857 
1843 

ISI9 
1844 

I9I3 
1003 

1877 
1837 
1879 

1864 
1820 

1840 

1843 
I8I9 

1838 

1904 

1879 

1829 
1884 
1828 

i8*8 


Name  and  Location  op  Company. 


Balkan  States  Fire  Insurance  Cos. 
[31  Roum.  Lei  equal  £1  Sterling.] 

Agricola,  Bucharest 

Balkan,  Sofia 

Bulgaria,  Roustchouk 

Dada  Romania,  Bucharest 

Generala,  Bucharest 

Nationale,  Bucharest 

Ottoman,  Constantinople 

Serbia,  Belgrade 


Paid-up 
Capital. 


Dutch  Fire  Insurance  Companies. 
[11.30  Florins  equal  £1  sterling.] 

Amstel,  Amsterdam 

Amstelland,  Amsterdam 

Amsterdamsche  Zee  en  B.,  Amsterdam 

Amsterdam  Londen,  Amsterdam 

Brand  My,  Amsterdam 

Brand  Myte  Amsterdam,  Amsterdam... 

CosmopoUs  Reinsce,  Amsterdam 

Derde  Nederl,  Reinsce.,  The  Hague 

Diligentia,  Amsterdam 

Eigen  Hulp,  The  Hague 

Generale,  Amsterdam 

Haarlemsche,  Haarlem 

Holland,  Dordrecht 

Hollandsche  Brand,  Amsterdam 

Houthandelaren  B.  M.,  Amsterdam .... 

Konigr.  Nederlanden,  Bois  le  Due 

Mercurius,  .Amsterdam 

Nationale,  Amsterdam 

Nederlanden,  The  Hague 

Nederlandsche  (Tiel)  Tiel 

Nederlandsche,  Amsterdam , . 

Nederlandische  Lloyd,  Amsterdam 

Nederlandsche  Reinsurce.,  The  Hague 
Nederlandsche  Transport.,  Rotterdam 

Patria,  Rotterdam 

Protector,  Amsterdam 

Providentia,  Amsterdam 

Rijn.,  Amsterdam 

Salamander,  Amsterdam 

Schiedam,  Schiedam : 

Standaard,  Amsterdam 

Tweede  Ned.  Reinsce.,  The  Hague 

French  Fire  Insurance  Cos. 

[28  Francs  equal  £1  sterling.) 

.\beiile,  Paris 

Aigle,  Paris 

.Assurances  Generales,  Paris 

Confiance,  Paris 

Europeene  de  Reassurances.  Paris** . . . 

Flandre,  Roubaix 

Fonciere,  Paris 

France,  Paris 

Metropole,  Paris 

Monde,  Paris 

Nationale,  Paris 

Nord,  Paris 

Patemelle,  Paris 

Phenix,  Paris 

Providence,  Paris 

Reassurance  Nouvelle,  Paris 

Remoise,  Rheims 

Soleil,  Paris 

Soc.  Anon,  de  Reassurances,  Paris. . . . 

Union,  Paris 

Union  Generale  du  Nord.,  Lille  

Urhaine.  Paris     


Frs.  or  Lei. 
2,000,000 
^1,500,000 
^1,500,000 
13,600,000 
3,000,000 
1 2,000,000 

^2  20,000 
^X>0,000 

Florins. 
120,000' 
250,000' 
300,000 
300,000 
120,000 
t6oo,ooo 
140,000 

w  100,000 


General 
Fund. 


Fire  Fund. 


Frs.  or  Lei. 

210,2x4 

i.oi8,77s 

1,706,700 

12,354.305 
1.007,569 
7,050,000 


40,000 

83,250 

100,000 

195,000 

500,000 

Mutual 

100,000 

50,000 

100,000 

1,200,000 

100,000 

80,000 

480,000 

*  100,000 

100,000 

50,000 

810,250 

100,000 

150,000 

150,000 

50,000 

250,000 

"100,000 


Francs. 

3.000,000 

2,000,000 

2,000,000 

4,000,000 

"1,000,000 
500,000 

10,000,000 
2,500,000 
2,400,000 
2,400,000 
2,500,000 
500,000 
2,400,000 
4.000,000 
1,250,000 
520,000 
1,250,000 
6,000,000 
2,000,000 
2,500,000 


I,2SO.O0O 


Net 
Premiums. 


Florins. 


300,000 

237,458 

figures  not 

42,231 

•  ••■■• 

figures  not 


figures  not 

373,144 
539,269 


71.267 

130,004 

2,255,184 


789.032 
184.918 

45.115 
128,920 


30,770 
12,000 

53.139 
38.585 


Francs. 


2,989,988 

23,505.301 

3,571,830 

18.660 


5.705  645 
6,875,330 
3,642,86s 
1,669,053 
11,978,800 
3,484,998 

7.363,034 
24,244,334 

6,573,372 
"1,102,204 


9,274,328 
>*4,764,234 
17.265,978 


6,039.017 


Frs.  or  Lei. 
90,666 
8,436,755 
8,123,713 
1,855,382 
1,398,600 
930,300 


Florins. 


Frs.  or  Lei 

248,206 

14,820,851 

14,023,712 

2,690.499 

1,298,600 

2,138,606 


Florins. 


»«8io,265 


36,703 
available. 
62,067 


available. 


available. 
128,601 


•52,700 

23,153 
1,582,785 


301.147 
430,922 

89.454 
129,217 


90,369 

17.450 

"1, 105,473 

63,587 


Francs. 


4,280,382 

7,114,000 

1,878,361 

531,829 


1,772,064 
2,934,881 
1,968,088 
1,815,460 
4,837,350 
2,269,277 
3.305,000 
7,627,454 
1,637,000 
951*322 


7,555.731 

7,628,444 
8,360.000 


6.984.000 


300,166 

80,349 
303.476 
155.166 

7.86s 

326,082 
302,089 


110,369 

46,307 
3,165,569 

•   •«•«• 

670,810 
375,300 

198.787 

346,561 

225,922 

24,267 

886,500 

158,968 

Francs. 


"9,091,451 

1*23,381,697 

5,947,042 

1,609,951 


5,369.891 
i«9,8i6,903 
»«6,446,77o 

5.200,956 

»«i3,6i7,72i 

"7,517,564 
11,120,695 

11.095.994 
6,249,270 

3,903.184 


"18.395,153 

18.241,673 

"30,153.963 


18,654.019 


Net  Losses. 


J^rs.  or  Lei. 

329,324 

10.279,525 

xo,764»4i7 

1,982,222 

888,512 

1,906,437 


Floritu. 


364,513 

68,818 

224,373 
97.605 


5.058 

267,016 
104,006 


41.547 
60,767 

1,662,5x7 


602.769 
290.415 


135*565 

«>22S.772 


146,985 
18,736 

"67  X, 950 
99.0S5 


Frames. 

5.412.051 
11,719,964 

2,289,445 
571.263 

1.547,250 
4.515,460 
2,536,228 
2,156.852 
5,840,436 
3.275,521 
3.521,851 
6.546,408 
1.954.960 
2.399,232 

11.113.269 

11,774.977 
15,494*265 

«    »    •    * 

10.058,560 


'  in  adaiti^n  10  mese  bgures  tne  lollowing  capitals  are  shown  as  applying  to  the  l^ife  15mnch: — Balkan  mnd 
Bulgaria.  500.000  kr.;  Dada  Romania  and  Nationale,  1,000.000  kr.     *  Year  ending  August  31.  1914.     '  Turkish 
pounds.    •  Includes  Loss  Reserves.    •  Includes  Accident  figures.    »  Year  ending  June  30, 1914.     "  Exd.  provision  for  Out  • 
standing  Losses.     i<  Includes  Marine  Reserve  and  Loss  Reserve  for  both  Branches.      1*  Includes  Marine.      ^*  Includes 
Taxes.      ''Subject  to  payment  of  dividend,    u  includes  Marine  and  Accident  figures. 
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SYNOPSIS   OF  EUROPEAN   FIRE    INSURANCE    BUSINESS— Confmwerf. 


Fnre 
Bus. 
Est. 


Name  and  Location  of  Company. 


82s 
876 

907  I 

006 

8S1 

898 

838 

812 

839 
844 
914 
861 

005 

855 
8g2 

877 
915 
Q12 
910 
819 
844 

913 
909 
907 
914 

913 

857 
845 
856 
910 
911 
880 
881 
848 
908 
913 
8S3 
873 
822 

903 


German  Fule  Insurance  Cos. 

[ao.40  Marks  equal  £x  sterling.] 
Joint  Stock  Companies. 
Aachen- Munchen,  Aiz  la  Chapelle. 
Aachen-Leipzig,  Aix  la  Chapelle. . . 

Albmgia*  Hamburg 

AlEanz,  Berlin 

Alsatia»  Strasaburg 

Badiscfae,  Karlsruhe 

Bayersiche  Vers.  Bank,  Mimich 

Berlinische,  Berlin 

Colonia,  Cologne 

Deutscher  Phoenix,  Frankf-on-M . . 

Frankfurter  AUg.,  Frankf-on<M 

Gladbacher,  Gladbach 

Globus,  Hamburg 

Hambuig-Bremer,  Hamburg 

Hansa,  Hambuig 

Hanseatische,  Hamburg 

HohenzoUem,  Cologne 

Iduna,  Halle 

Kronpnn2,  Cologne 

Lnpziger,  Leipzig 

Magdeburger,  Magdeburg 

Mannheimer,  Mannheim  ><> 

Mittekieustche,  Halle 

Nord-Deutsche,  Hamburg 

Nordstem  Feuer,  Berlin 

Noidstem  Unfall,  Berlin 

Oklenburger,  Oldenburg 

Preussische  National,  Stettin 

Piovidentia,  Frankfort-on-M 

Rhdnische,  Cologne 

Rhdnisdie-Schlesische,  Berlin 

Rheinland,  Neuss 

Rhein  und  Mosel,  Strassburg 

Schlesische,  Breslau 

Securitas,  Berlin 

Stuttgart  Berliner,  Stuttgart 

Thuiingia,  Erfurt 

Union,  Berlin r 

Vaterl.  u.  Rhenania,  Elberfeld 

Victoria,  Berlin 


Paid-up 
Capital. 


General 
Fund. 


830 
846 
901 
865 

890 
831 
821 
841 

873 
826 


818 
868 

831 
826 
S28 
828 


Private  and  Public  Mutual  Companies 

.Mtonaer,  Altona 

Brandenburger,  Brandenburg 

Buchdnicker  Gen.,  Leipzig 

Concordia,  Hanover 

Eisenbahn  Bedienst,  Berlin-. 

Feu.  V.  fur.  Mecklenburg.,  Gustrow . . . 

Gothaer,  Gotha 

Greifswalder,  Greifswald 

Landwiitschaftliche,  Dresden 

Lubecker,  Lubeck 

840  '  Marienwerder,  Marienwerd 

801     Mecklenbuigische,  Neubrandnbg 

Mutuelle  du  Haut  Rhin,  Mulhouse . . . 

Sadisische  Mil.,  Zwickau 

Schonberger,  Schonberg 

Schwedter,  Schwedt 

Vatcrlandische  Soc,  Rostock 

Wurttcmbexgische,  Stuttgart 


Marks. 
3,700,000 

600,000 
3,250,000 
3,125,000 

500,000 
1,000,000 
3,500,000 
1,875,000 
1,800,000 
1,885,716 
4,750,000 
1,200,000 
1,000,000 
2,400,300 
1,350,000 
1,250,000 
1,000,000 
1,250,000 
1,250,000 
6,000,000 
3,000,000 
3,500,000 
1,350,000 
4,000,000 
3,100,000 
1,800,000 
1,000,000 
2,250,000 
1,714,285 
1,250,000 
1,500,000 
1,800,000 
2,400,000 
1,800,000 
1,000,000 
2,500,000 
1 ,800,000 

900,000 
2,093,750 
3,000,000 


Mutual 


I7S.OOO 
Mutual 


1853 
1912 
1912 
1914 
i^ 
1914 


German  Fire  Re-Insurance  Cos. 
[20.40  Marks  e9ual  £x  sterling.) 

.\achener  Ruck,  Aiz-la-Chapelle 

Ass.  Union,  Hamburg 

Bayerische  Ruck.  Munich 

Cession,  Munich 

Colonia  Ruck,  Cologne 

Continentale,  Mannheim^*> 


Marks. 
8,897,360 

1,227,571 
1,399,191 
9,034,394 
450,330 
82,74s 
1,154,964 
3,136,490 

9,343,699 

3,471,429 
16,039,862 

2,309,076 

1,006,458 

3,749,332 

700,000 

108,459 


Marks. 

1 ,800,000 

1,000,000 
250,000 
250,000 

1,125,000' 
625,0001 


Fire  Fund. 


Net 

Premiums. 


123.866 
4,340,211 
9,671,792 
3,483,160 


4,817,458 
6,494,295 

2,605,113 
2,076,728 
4,340,000 

5,431.939 
120,218 


1,777,655 
2,129,294 

4,878,499 

110,657 

1,218,862 

4,260,530 

1,435,332 
8,812,222 

6,858,303 


1,379,627 
1,011,852 


2,926,203 
2,278,447 


559,693 
1,706,160 
2,446,176 

429,157 
549,586 

1,715.815 


3,292,850 

251,916 

3,050,366 

364.33s 
16,889,677 


Marks. 
3,430,066 
1,157.830 
208.000 

43.034 

2,082,586 

765,500 


Marks. 

10,310,488 

565,080 

1,268,3x3 

4,793,011 

713,000 

687,500 

6,389,263 

3,688,193 

2,995,806 

3,417,361 

3,700,000 

3,567,114 

1,195,894 

3,865,000 

498,330 

345,851 
117,951 
217,037 
177,905 
4,662,401 

8,190,797 
186,950 

297,884 
2,595,252 

3.513.454 
3S,8o8 
1,552,292 
8.568,505 
3,116,109 

177,905 

311,520 

1,196,064 

2,375,000 

5,364,653 
523,301 
1,468,922 
6,825,962 
1,095,000 
6,500,000 
7,813,050 


350,849 
325,377 


99,508 


Marks, 
14,317,722 
1,378,240 

2,581,749 

7,255,308 

659,606 

1,707,798 

4,688,939 

3,583,843 

3,796,876 

3,805,283 

6,165,947 

5,351,834 

3,016,145 

6,159.664 

1,091,336 

876,512 

290,539 

444,854 

303,896 

3,793,068 

14,077,516 

177,393 
707,036 

4,744,977 
5,737.980 

131,033 

1,253,659 
8,764,462 

3,510,481 
302,987 
653,527 
1,768,331 
2,249,462 
4,286,228 
1,291,320 

3,996,745 
5,624,099 

1,901,598 
6,485,422 
4,156,962 


704,064 
444,479 


618,339 
724,613 


14,264,709 

1,238,043; 

975,376 

56,000 

4,237 
1,174,411 


5,680,317 

2,040,981 

976,879 

158,292 

628,650 

1,486,863 


13.904 

1.251,87s 

138.662 

2,236,402 


Marks. 
2,643,6221 

577,331' 
646,692 

331,9091 

1,382,5861 

126,9031 


748,603 

458,327 
2,984,962 

176,496 
2,068,573 


Marks. 

3,739.142 
1.059.4,36 
1,299,981 
711,970 
2,308.567 
43,102 


Net  Losses. 


Marks. 

9,332,941 

804,654 
1,764,870 

4,299,938 

360,931 

1,014,630 

3,349.254 
1,817.631 
1,772,154 
1,893,774 
3,103,684 

3,465,357 

1,854.19s 

3,467,290 

787,147 

513,019 

85,786 

211,425 
258,140 

1,699,047 
9.393.917 
65,843 
441.267 
2,330,488 
3,918,359 

73,843 

494,131 

4,913,636 

885,423 
358,140 

391,761 

936,978 

967.144 

1,917,420 

839,683 

1,157.647 

3,090.066 

932,585 
4,121,550 
1,083,929 


304.514 
145.893 


347.960 
345.086 

3,080,513 

1. 955. 994 

435,703 

50,118 

369,760 

1,134,073 

327,030 

434,627 

2,017,381 

47,391 

942,235 


Marks. 

2,897,262 
442,633 
801,813 
422,385 

1,461,128 
16,461 


^Vmr  ending  June  M,  i914. 
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SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BUSINESS— Co»*i#iii^rf. 


Fire 

Bus. 

Est. 


1908 
1910 
1904 
1904 

1914 
19x1 
1900 

1857 
1907 

1877 
1897 
1852 
19x2 
1906 
X862 
1912 
1886 
1880 

1843 
1907 
1898 
1906 
1880 
1900 
1870 
1910 
1880 

1893 
1907 


1833 
1889 

•  ■  •  • 

1879 
1906 
X826 
1906 
190X 
X896 
1896 
1829 
1899 


1827 
1872 
1872 
x8s8 

1872 
1858 
1888 
i88x 
1867 
1909 
1904 
X896 

1903 
1846 

183s 
1904 
1872 
1870 


Name  and  Location  of  Company. 


German  Fire  Re-Insurance  Cos. — Con. 
[20-40  Marks  equal  £1  sterling.] 

Deutsche,  Bremen 

Deutsche  Ruck,  Dusseldorf 

Deutsche  Ruck  u.  Mit.,  Berlin 

Deutsche  Tranq;x>rt,  Berlin 

Deutschland,  Berlin 

Dusseldorf er  Ruck,  Dusseldorf 

Europa,  Frankfort-on-Main 

Frankfurter  Ruck,  Frankfort-on-Main.. 

Frankona,  Frankfort-on-Main 

Gladbach  Ruck,  M.  Gladbach 

Hamburg,  Hamburg 

Kolnische  Ruck,  Cologne' 

Kolnische  Unfall,  Cologne 

Leipziger  Ruck,  Leipzig 

Magdeburger  Ruck,  Magdeburg 

Merkur,  Cologne* 

Minerva,  Cologne* 

Munchener  Ruck,  Munich" 

Neue-Fimfte,  Hamburg^' 

Nord-West  Deutsche,  Hamburg 

Oberrheinische,  Mannheim 

Preussische  Ruck,  Frankfort-on-Main. . 
Providentia  Ruck,  Frankfort-on-Main.. 
Rhein^Westfalische  Llqyd,  M.  Gladbach 
Rhein-Westfalische  Ruck  M.  Gladbach 

Ruckversichenihgs  Verein,  Berlin 

Stettiner  Ruck,  Stettin 

Suddeutsche  Ruck,  Munich 

Versicherungs  Ges.  v.,  1873,  Hamburg" 

Italian  Fire  Insurance  Cos. 
[32  Lires  equal  £1  sterling.] 

Cia  Anonima,  Turin 

Co-operativa,  Milan 

Co-operativa  Reinsurance,  Milan 

Fondiaria,  Florence 

Lloyd  Sabaudo  Reinsurance,  Genoa . . . 

Milano,  Milan 

Oceanus  Reinsurance,  Genoa 

Providenzia,  Milan .^ 

Savoia  Reinsurance,  Turin 

Sta  Cattolica,  Verona 

Sta  Reale,  Turin 

Unione  Continental  Reins.,  Turin 

Russian  Fire  Insurance  Cos. 
[15  Roubles  equal  £x  sterling.] 

First  Russian,  Petrograd 

Jakor,  Moscow 

Kieff  Sugar  Union,  Kieff 

Moscow,  Moscow 

Moscow  Mutual,  Moscow 

Northern,  Moscow 

Petrograd,  Petrograd 

Pomoschtsch  (Reinsurance),  Petrograd. 

Rossija,  Petrograd 

Russian,  Petrograd 

Russian  Lbyd,  Petrograd 

Russian  Mutual,  Moscow 

Russian  Reinsurance.  Petrograd 

Russian  Transport,  Petrograd 

Salamandra,  Petrograd 

Second  Russian,  Petrograd 

Snop,  Warsaw 

Volga,  Petrograd" 

Warsaw,  Warsaw 


Paid-up 
Capital. 


General 
Fimd. 


Marks. 

472,306 
1,250,000 
1,125,000 
1,200,000 
1,500,000 

625,000 
1,000,000 
1,028,568 
2,000,000 

600,000 
4,000,000 
1,800,000 
1,875,000 

250,000 
1,500,000 

600,000 
1,000,000 
7,500,000 

1,500,000 
1,250,000 
250,000 
400,000 
500,100 
900,000 
250,000 
450,000 
1,800,000 
187,500 


Lires. 
1,125,000 

X,l8l,220 

600,660 

8,000,000 

9,030,000 

370,240 

250,000 


600,000 
692,781 
Mutual 
600,000 


RoubUs. 
4,000,000 
2,500,000 
Mutual 
2,000,000 
Mutual 
X,  200,000 
2,100,000 
1,000,000 
5,000,000 
1,500,000 
3,000,000 
3,000,000 
3,000,000 

»4, 250,00  5 
5,000,000 
2,250,000 
Mutual 

"1,000,000 
X, 000, 000 


Marks. 
672,303 


852,1x7 
462,183 
184,563 


486,287 
938,829 

2,931,552 
914,528 

2,827,276 

4,438,737 

9,360,018 

88,x2o 

3,050,664 

408,1x2 

2,542,439 
37,746,324 


1,820,514 

2,142,276 

42,641 

796,015 

915,"! 
2,033,428 

X  12,370 

425,000 

1,406,955 


Fire  Fimd. 


Lires. 
2,035.729 

668,574 

136,247 

4,260,865 


3,467,286 


164,146 
532,265 

12,585,565 
244,058 


Roubles. 

4,980.313 

318,536 


4,524,595 

1,434,000 

526,653 


2,675,800 


691,612 

1,585.464 

51,063 

4,124,539 


359,898 
771,317 


Marks. 
482,000 

476,170 
476,170 
321,019 

1,245,443 
939,920 
2,644,002 
2,929,401 
9,0x1,857 
5,333,032 
1,0x0,669 
983,582 

2,349,729 

1,453,966 

3,274,018 

28,667,083 


723,920 

1,456,194 

311,361 

340,514 

200,000 

1,750,000 

311,489 

727,737 

5,140,467 


Net 
Premiums. 


Lires. 
x,oi4,x09 

557,239 

88,468 

1,977,316 


1,416,884 


445,000 
756,886 

826,000 


Roubles. 
6,350,000 
4,566,892 


5,929,160 
1,574,176 


8,520,000 


222,813 
7,x9i,ooo 

627,566 
5,xoi,3X2 


369.837 
2,823,400 


Marks. 
965,041 

952,340 

952,339 

1,322,730 


Net   Losses. 


2,567,072 
1,502,880 
5,466,503 

7,01  X, 003 
17,098,127 
9,674,710 
2,461,554 
1,319,505 
3,863,948 

2,905.374 

5,951,324 

63,695,905 


X, 650,510; 

3,522,100 
729,746 

340,514 
478,722 

4,394,527 

503,651 

1,163,586 

10,055,751 


Lires. 

1,918,474 
»i.ooi,903 

176,935 
4,431.187 


2,406,667 


1,111,538 

2,415,161 

i«9,56i,670 

2,064,284 


Roubles. 

12,260,831 

8,783,807 


471.316 

7.232.995 
3.935,440 


16,987,312 


445,626 
9,480,074 

1,552,789 
12,470,857 


1,483.528 
4,662,904 


Marks. 
826,723 


740.832 
740,8.S2 
740.160 

1,842.108 
X,  1 26.87 1 

3.956,717 
5,903.006 

11,384,649 

16,452,703 

11,581,456 

^  872.812 

2,885,146 

1,911.234 

3,946,9x3 

41,894,033 


1.580,089 
2,212.103 

548.33s 
117,059 

295.209 
4.016,725 

324,573 

915,509 

5, 96 1, 3'^^ 


Lires. 

755.698 

481.419 

78,370 

2,224.339 


1,399.807 


1,076,753 
1,011^37 
5.165.522 

2,021,467 


Roubles. 

8.189.138 
5,889.592 


121 .405 
4.779.570 
2.585. 2S4 

12,082.843 


190,590 
6,685.974 
1. 247.804 
8,427,028 


593,530 

3,353,7^^ 


3  Includes  other  Branches.  ><>  Year  ending  June  30,  1914.  >'  Includes  Marine.  "  Authorised  by  the  Hamburg 
Senate  to  abstain  from  issuing  Balance  Sheet  for  1914.  ^  Not  deducted  is  a  Bonus  to  insured  of  Lire  245.820.  ^*  Not 
deducted  is  a  Bonus  to  insured  of  Lire  1,248,680.  "  Of  which  Rs.  500,000  applies  to  the  Fire  Department.  n  Since 
increased  to  Rs.  2,000,000. 
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SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BUSINESS— Con/inii^rf. 


Bus. 
Esub 


Name  and  Location  or  Company. 


1902 
1S82 

1857 
191 1 
1Q02 
i8q9 
iSqi 
i88q 
igog 
1832 
1872 
19 10 

1912 


1872 
1S90 
1888 
1906 

1897 
igo2 

1889 
1855 
1884 
1866 
188S 
1898 


1782 
1842 
1884 
1828 

1855 

1828 

1843 
1746 
1888 
1914 
1888 


1913 

1913 
1866 
1846 

•  •  •  ■ 

1867 

1857 
191 1 

191 1 
1S63 

1880 


1792 
i86x 
1908 
1913 
1731 
1798 


Russian  Fike  Insurance  Cos. — Cont. 

Finland. 

[33  F.  m.  equal  £1  sterling.] 

Evangelisk  Lutherska,  Helsingfors 

Fennia,  Helsingfors 

Finaka,  Helsingfors 

Imatra,  Helsmgfors 

Industriidkarenes,  Hekdngfors 

Osmo  Reinsurance,  Helsingfors)) 

Pohjola,  Helsingfors 

Sagegarenes,  Heldngfors 

Sampo,  Abo 

Stademas  Alfananna,  Helsingfors 

Stademas  for  losegendom,  Abo** 

Tulemara,  Helsingfors 

Verdandi  Remsurance,  Abo 

Wellamo,Wasa 


Scandinavian  Fise  Insuhance  Cos. 
[17  Kroner  equal  £1  sterling.] 

A. --Swedish  Joint  Stock  Companies. 

Astrea  Reinsurance,  Gothenburg 

Aurora  Reinsurance,  Mahnoe 

Fenix,  Stockholm 

Freja,  Stockholm 

Homes  Reinsurance,  Mahnoe 

Mahnoe,  Mahnoe 

Norrland,  Stockholm 

Skandia,  Stockholm 

Skane,  Malmoe 

Svea,  Gothenburg 

Union  Re  Insurance,  Gothenburg 

Victoria,  Stockholm' 


B. — Svedish  Mutual  Companies. 

AUm.  Brand,  Stockholm 

All.  Brand,  Jonkoping" 

Jamvags,  Stockholm 

Skanaka,  Lund 

Sltanska  stads,  Limd. . * 

Stademas  Allm.,  Stockholm 

Stockhofans  brandstod  BoL,  Stockhofan* 
Sfcockhohns  brandfr.  Kont.,  Stockholm . 

Svenska,  Ratrineholm'' 

Svitjod,  Stockholm 

Tor,  Stockholm 


C. — Norwegian  Companies. 

Aeohis,  Bergen 

Arendals,  Arendal 

Beigen,  Bergen 

Christiania,  Christiania 

Christiania  Marine,  Christiania . 

Noiden,  Christiania 

Noige,  Drammjen 

Norake  Alliance,  Christiania 

Norske  Lloyd,  Christiania 

Thrond jems,  Throndjem 

Vesta,  Bergen 


D. — Danish  Companies. 

Abaalon,  Copenhagen 

AlmiDd.br.landbygninger,Copenhagen  ** 

Danmaik,  Copenhagen 

Danske  GrundQeres  Br.,  Copcmihagenu 

Danske  Reinsurance,  Copenhagen* 

Kjobenhavns  Brand,  Copenhagen* 

Kong.  Oct.  Afanindelige,  Copenhagen* 


Paid-u 
Capi 


General 
Fund. 


F.m. 
Mutual 
1,600,00b 
Mutual 
1,000,000 
Mutual 

150,000 
1,500,000 
Muttud 

M 

m 

M 
II 

450,000 
600,000 


Kroner. 
1,000,000 

500,000 
1,600,000 
1,500,000 

400,000 

300,000 
1,050,000 
S,ooo,  00 

Z,200,000 

3,000,000 

150,000 

1,000,000 


Mutual 

« 

m 
ti 

M 

M 
II 

« 

m 
"500,000 

Mutual 


181,600 

250^000 

500,000 

1,320,000 

350,000 

930,000 

700,000 

«»750,ooo 

"900,000 

547,800 

803,000 


50,000 
Mutual 

Mutual 

« 

590,000 
Mutual 
4,000,000 


F.  m. 
162,224 

1,301,315 

554,965 

51,000 

8,409,044 

191,344 

2,000,388 

106,241 

21,619 

15,846,412 
1,841,297 


Fire  Fund. 


50,280 


Kroner. 
682,894 


1,894,724 

960,389 

403,686 

153,020 

1,380,000 

3,553,072 

2,237,156 

2,109,413 

528,399 
1,187,101 


4,365,205 


10,943,182 

3,630,541 

17,358,464 

4,222,832 

26,5x0,846 

797,407 

31,843 

404,247 


464,900 
170,000 

960,573 
1,790,605 

710,000 
1,007,923 

778,843 
131,664 
"581,576 
620,000 
651,000 


2,595,612 

3,693,850 

65,000 

58,993 
9,764,899 
1,180,730 


F.  m. 
994,967 

327,013 
10,783 

723,229 
3,460,608 
1,242,000 

209,800 


869,645 


175,000 


Kroner. 
714,000 

185,700 

524,790 

118,723 

112,837 

717,048 

11,424,821 

1,513,156 

6,760,568 

318,369 
458,406 


Net 
Premiums. 


182,906 

6,182,610 

1,828,474 
40,007 

65,184 
20,107,085 
65,000 
21,196 
76,755 


27,224 
14,741 

91,235 

1*391,668 

"688,812 

662,032 

492,813 

"331,247 

244,492 

285,430 

252,933 


18,283 

47,783 

2,023,725 

2,225 

317,336 


F.m. 

36,226 

1,113,188 

772,973 

562,337 

1,416,952 

1,607.175 

6,699,646 

164,631 

374,601 

548,767 

142,723 


233,58s 


Kroner. 
1,335,067 


Net 


412,715 
969,580 

328,736 
278,808 

1,667,075 
5,110,375 
1,177.311 
5,455,487 
356,313 
302,776 


519,086 

"182,381 
113,526 

1,252,713 
81,151 

788,644 

106,799 
47,102 

200,584 


54,449 
33,970 

259,465 

825,883 

52,243 

1,277,114 

1,144,214 

204,148 
369,438 
634,289 

442,346 


5,133,125 

1,110,719 

159,601 

5,504,689 

159,484 
634,672 


F.m, 

33,733 
700,236 

801,337 
336,588 

417,823 

l,ll3^457 

4,579,011 

6,043 

219,400 

389,509 
65,501 


45.243 


Kroner. 
866,597 

■ 

201,434 
667,167 

274,868 

189,196 

1,289,109 

3,792,531 

757.248 

3,596,628 

170,459 
154,100 


174,433 

130,806 
193,187 
567,957 
174,989 
110,951 
56,773 
1,301 
151,801 


26,022 

18,947 
131,308 
412,161 
1127,160 
816,716 
671,087 

80,803 

154,045 
"380,102 

269,829 


4,398,309 
583,312 

50,434 

2,613,361 

169,832 

278,517 


^  Includes  other  Branches.  *  Includes  Marine  business.  10  Year  ending  June  30,  19 14.  "  Bzci.  provision 
for  Outstanding  Losses,  is  Includes  Marine.  «  All  Branches.  "  Year  ending  May  31 .  1914.  "  Not  included  are 
Kbste  to  Dolicyhoklers  of  Kr.  226.607.  »  Guarantee  capital.  "  Figures  for  pcnod  Cktobcr  1,  1913.  to  December  31, 
1914-  «  Year  endmg  March  31, 1915.  "Since increased  to  Kr.i;281, 576.  »  Since  increased  to  Kr.  2,900,000. 
increased  to  Kr.  2J0O0fiO0. 


"Since 


478 


SYNOPSIS    OF    EUROPEAN    FIRE   INSURANCE    BUSINESS. 


SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BUSINESS— Co#irt»«^rf. 


Fire 

Bus. 

EiUb 


XQQS 
l807 
1894 
1S64 
1890 

1899 


ZQOO 
1886 
1900 
1906 

z86s 
X901 
1901 
1903 
1901 
X90X 
1885 
1864 


1907 

•  •  •  • 

1875 

•  •  ■  ■ 

183s 
i8S3 
187 1 

•  «  ■  ■ 

1902 
1884 

1879 
i88x 
1900 

1877 
1871 


1863 
x88i 
i86x 
X836 
1898 

1875 
1863 

180S 
1841 
1807 

1833 
x8o6 
1812 
181 1 

189s 
1909 

1810 

1810 

X807 

X8X3 

1809 
1806 
1884 

x8ii 

1849 
1812 
1808 


Name  and  Location  or  Company 


Scandinavian  Fire  Ins.  Cos. — Cont. 
D. — Danish  Companies. — Cont. 
National  (Reinsurance)  Copenhagen. . . 

Nordisk,  Copenhagen 

Nordisk  Reinsurance,  Copenhagen^* — 

Nye  Danske,  Copenhagen 

Ostiftemes,  Copenhagen 

Skandinavia  Reinsurance,  Copenhagen. 

Spanish  Fike  Insurance  Cos. 

[35  Pesetas  equal  £x  sterling.] 

La  Alborada,  Vigo 

La  Allianza,  Barcebna* 

La  Aurora,  Bilbao 

Banco  Aragones,  Saragossa 

La  Catalana,  Barcelona 

El  Dia,  Madrid 

La  Estrella,  Madrid 

La  Hispania,  Barcebna 

El  Norte,  San  Sebastian 

La  Polar,  Bilbao^* 

La  Prevision  Espanola,  Seville 

La  Union  y  el  Fenix  Esp.,  Madrid 

Portuguese  Fire  Insxtrance  Cos. 
[6.70  Escudos  equal  £x  sterling.] 

Argus,  Oporto 

Bonanca,  Lisbon 

Confianca  Portuense,  Oporto 

Douro,  Oporto 

Fidelidade,  Lisbon" 

Garantia,  Oporto 

Indemnisadora,  Oporto 

Loyd  Portuguez  Reinsurance,  Lisbon  ". 

Popular,  Lisbon 

Portugal,  Lisbon 

Previdenda,  Lisbon 

Probidade,  Lisbon 

Sociedade  Portugueza,  Lisbon" 

Tagus,  Lisbon 

Tranquilidade  Port.,  Oporto 

Swiss  Fire  Insurance  Cos. 

{35  Francs  equal  £1  sterling.] 

Babise,  Bale 

Federate,  Zurich 

Helvetia,  St.  Gall 

Mutuelle  Suisse,  Berne. " 

Nationale  Suisse  (Rein.)  Bale*< 

Prudentia  Reinsurance,  Zurich 

Cie.  Suisse  de  Reassurance,  Zurich**. . . 
CaniomU  Societies.'* 

Aargovie 

AppenzeU  Rh.  Ext 

Bale  (Town) 

Bale  (Country) 

Berne 

Fribourg 

Glarb  (Buildings) 

Glaris  (Furniture) 

Orisons 

Lucerne 

Neuchatel 

St.  Gall 

Schafifhouse 

Soleure 

Thurgovie 

Unterwakien  le  Bas 

Vaud  (Buildings) 

Vaud  (Furniture) 

Zoug 

Zurich 


Paid-up 
Capital. 


Kroner. 
300,000 
400^000 
1,150,000 
1,300,000 
Mutual 
x,43i,7oo 


Pesetas. 

350,350 
1,000,000 
3,000^000 
»  896,035 
X, 500,000 
1,950,000 

•  •••■« 

1,500,000 

1,000,000 

5,000,000 

500,000 

X  3,000,000 

Escudos. 
50,000 


81,000 

lOO^OOO 


60,000 

lOO^OOO 

50,000 

30,000 
330,000 
40^000 
60,000 
50,000 
500,000 
80,000 

Francs. 
3,000,000 
X, 000,000 
3,000,000 
Mutual 
z, 000,000 
1,500,000 
3,500,000 

Mutual 


« 

a 
u 
a 
II 
« 
« 
m 
a 
« 
u 
II 
u 
u 
u 


General 
Fund. 


Kroner. 

188,873 

303,339 

903,407 

1,084,603 


603,778 


Pesetas. 

41.704 
91,666 


x8x,589 
i,7i9»3Si 


3,749,3 16 

Escudos. 
31,635 


70^849 
108,306 


70^000 


Francs. 
4,780,350 
756,398 
8,050,033 
Ii,5i3t962 
i.o75»7o8 
1,636,337 
3,066,675 

2,295,635 
4,382,360 
3,740,340 

1,177,871 

12,159,346 

696,360 

.3,334,899 

706,571 

1,762,843 

x,38i,899 
1,115,763 
2,304,351 
1,509,811 
1,804,  xop 

423.644 
7ii,8xx 

10,457,731 

5,711,135 

368,192 

5,150,000 


Fire  Fund. 


Kroner. 
X  13,700 

544.057 
1,486,6x3 

634^483 


2,300,478 


Pesetas. 
35.269 
20,3S5 


634,527 
i.i35,"9 


595,134 

4,885,955 
Escudos. 


Francs, 
3,829,x88 


2,525,8x0 

275,396 

2,247,240 

3,672,192 

15,679,651 


Net 
Premiums. 


Kroner. 

314,265 
1,292,390 
3.344,078 
X,  268,964 


5,477,330 


Pesetas. 
90,488 
62,576 


X, 866,966 
3.343,887 


2,743,671 

14,870,543 

Escudos. 
40,633 

230,  X20 

72,444 
43,293 
308,534 
93,661 
54.002 
24.067 

■    ■•■•• 

68,577 
38,X40 

45,267 

81,236 

.    107,838 

56,774 

Francs. 
5,470,269 


3,938,592 
3,972,X39 
4,508,  X06 
6,775,944 
27,100^874 

700,635 

136,083 
284,033 

156,734 
2,667,462 

468,442 
50,040 

17,973 
6x8,727 
515,606 

4x4,894 
1,050.7x0 

139,974 

435,192 

446,571 

41,387 

1.303,380 

752,037 

49,603 

X,2I9,5I4 


Net  liOsses. 


Kroner. 

184.287 

865, 13  X 

2,291,916 

841,370 


3,996,377 


Pesetas. 
66,802 
36.X87 


X, 149,896 
x,488.263 


1. 83 X. 833 

9,02X,482 

Escudos. 
X  2,004 
6x,4i2 
23,371 
15.709 
ixx^6x 
42,671 
19,762 
13,588 


22.984 
14.326 

18^97 
25.140 
75.078 
13,509 


Francs. 
2,753,153 


1,376,290 

1.577,766 

2,609,154 

"4,037,956 

»«x6,x86,230 

26x,02I 

71.070 
107,479 
109.859 

965,010 
43  X, 956 

14.570 
7.648 

431,325 
367,430 
1^,683 
589,678 

112,006 

222,773 

574,319 

202 
566.  X57 
248,076 

53.275 
428,465 


s  Year  ending  Sept.  3').  1914.  >o  Year  ending  June  30.  1914.  '^  Includes  Marine.  »  Of  the  Subscribed 
CapiUl  of  Pts.  2,(>00,000, 1 ,000,000  applies  to  Insurance  and  1 ,500.000  to  Banking.  »  All  Branches  axcept  Life.  » Indod- 
iog  a  "  Special  Loss  Reserve ' '  of  Frs.  1 .400,000.  «« Including  a  ' '  Special  Loss  Reserve ' '  of  Frs.  5,400.000.  »  Year  end- 
ing December  31,  1913.    Reinsurance  figures  not  deducted. 
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Insurance  in  Foreign  Countries. 

Compiled  from  oontnlar  reporU  spcdAlly  fnmiihed  The  SpccUtoi  Compaay  by  United  States  consult 

in  the  oountriee  named,  and  from  other  tourcet. 

ALGERIA. 

There  are  at  least  two  domestic  companies  doing  a  fire  business  in  Algiers,  the  Algar 
Assurances,  and  the  Caisse  Centrale  Algerienne  and  Tunisienne.  Being  a  French  colony, 
the  statutes  covering  insurance  in  Algeria  are  the  same  as  obtain  in  France. 

ARGENTINE  REPUBLIC. 

The  following  is  a  partial  list  of  the  domestic  companies  operating  in  the  Argentine 
Republic,  together  with  some  information  concerning  them.  In  191 1  the  domestic  com- 
panies collected  $758,758  in  gold  and  $22,014,990  in  paper  for  premiums. 


Namb  akd  Location  or 
Company. 


Buenos 


Manager  or  Agent's  Name 
in  Buenos  Ayres. 


AoFora 

America,  Buenos  Ayres. . . . 

Ceret,  Buenos  Ayres 

Cofdoba.  Cordoba 

El  Comercio 

Espuia  y  Rio  de  la  Plata, 

Aries • 

Galicia  y  Rio  de  la  Plata.  Buenos 

Ayres 

La  Agricola,  Buenos  Ayres 

La  B^ia  Blanca.  Bahia  Blaoca .... 

La  Economia  Comercial 

La  Estiella,  Buenos  Ayres 

La  Fraoco-Argentma,  Buenos  Ayres 

La  Hispano-Argendna 

La  Imperial,  Buenos  Ayres 

La  Inmobfliaria,  Buenos  Ayres. .... 

La  Italia,  Buenos  Ayres 

La  Positi^a,  Buenos  Ajrres 

La  Pierisora. 

La  Republica. 

La  Rural.  Buenos  Ayres 

l^  Union  Oremlal 

La  Union  Mercantil,  Buenos  Ayres 
Union  Comerdantes,  Buenos  Ayres 


A.  Piaggio 

Jose  Moreno 

E.  Heine 

R.  Ballesteros 

W.  S.  Etchart.... 

B.  M.  Hyland.... 

A.  Galzetta 

A.  Ermekiel 

L.  Olasooaga 

M.  Nunez 

Jose  Moreno 

J.  Cadot 

J.  G.  Llamazares. 

M.  Buighera 

E.  Gentili 

David  Olivari 

Eduardo  Castex  . . 
Carlos  Casares  . . . 

Aug.  Canessa 

J.  Hosmann 

J.  A.  Montes 

G,  E.  Junor 

J.  Iglesias 


Year 
Founded. 


X887 


1865 


189a 


Subscribed 
Capital. 


$I|000,00O 

9,000.000 
1,000,000 

•    ■    •    ■    •   •  •    ■ 

1,108,500 


1.000,000 
a,ooo,ooo 
t.500.000 
1,500.000 
2,000,000 

600,000 
a.ooo.ooo 

'ioo.ooo 
1.000,000 

500,000 
1.000,000 
1,000.000 

500,000 
X, 000,000 


Paid-up 
CapitaL 


$155,000 
600,000 


560,000 


500,000 
360.000 

1,500.000 
150,000 
700,000 
340,000 

1.500,000 
300,000 

1,000,000 
500,000 
300.000 

900,000 
300,000 


Classes  of 
Budness. 


Fire 

Fire,  Mar. 
Fire 
Fire 
F.,M.&L. 

Fire 

Fire 
F.  H. 
F.,M.&L. 
F.,M.&L. 
Fire,  Mar. 
Firv,  Life 
Fire 
Fire 

F..M.&L. 
Fire.  Mar. 
Fire,  Life 
Fire,  Life 
Fire,  Ace. 
Hail  &  L. 
Fire,  Ace. 
Fire 
F,  H. 


In  addition  to  the  above  list  there  are  native  companies  as  follows :  Anglo- Argentina, 
Cenit,  Colonial,  Concordia,  Continental,  Fenix  Rosarina,  Industrial,  Mendoza,  Mitre, 
Mundial,  Mutua.  Nacion,  Espaiia  y  Rio  de  la  Plata,  Roma,  The  River  Plate,  Union  Amer- 
icana, Royal  Insurance  Company. 


BAHAMA    ISLANDS, 

The  Nassau  Fire  and  Marine  Insurance  Company,  located  at  Nassau,  N.  P.,  is  the 
only  local  company  in  the  Bahamas.  It  has  a  capital  of  i25,ooo,  and  does  a  marine 
business  only. 

BARBADOS,    WEST    INDIES. 

The  statement  of  the  Barbadoes  Fire  Insurance  G)mpany,  capital  $216,000,  for  the 
year  ending  July  21,  191 5,  shows  as  follows :  Total  receipts,  $43,995 ;  premium  receipts, 
$29,555:  total  expenditures,  $25,035,  as  follows:  Management,  $4,887;  losses  paid,  $7,160; 
dividend,  $12,960;  caj>ital,  $216,000.  A  company  called  The  Economic  Fire  was  incor- 
porated June  15,  1906.  Its  financial  statement  as  of  June  30,  1913,  showed:  Paid-up 
capital,  $60,000;  total  receipts,  $20,247:  premium  receipts,  $16,254;  total  expenditures, 
$9f574;  losses,  $4,096;  dividends,  $2,560:  expenses,  etc.,  $2,918;  reserve  fund,  $632,400 
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BERMUDA. 

There  is  one  domestic  company  transacting  business  in  Bermuda,  the  Bermuda  Fire 
and  Marine,  established  in  1903. 

BRITISH   GUIANA. 

There  are  two  domestic  fire  insurance  companies  in  Georgetown,  British  Guiana, 
The  British  Guiana  Mutual  Fire,  Ltd.,  and  the  Hand-in-Hand  Mutual  Guarantee  Fire,  Ltd. 

The  following  is  a  statement  of  each  company  as  of  June  30,  191 5:  British  Guiana, 
assets,  $797,^204;  premiums,  $74,152;  losses,  $6,263;  Hand-in-Hand  assets,  $1447,280;  pre- 
miums, $134^469 ;  losses,  $7,358.  The  British  Guiana  Mutual  insures  property  outside  of 
the  colony,  and  also  has  power  to  eflfect  and  take  reinsurance. 

BRAZIL. 

Below  will  be  found  a  list  of  domestic  fire  and  marine  insurance  companies  in  Brazil 
ill  1915  with  a  paid-up  capital  of  Rs.  1,000  :ooo$ooo  ($323,650)  or  more. 


NAME 


Argoi  Flnminepse. 

PreVidente 

AIUiiiGa 

Amasonia 

LeaUade 

Lloyd  Paraense... 

Se^nnuica 

AQianca 


LOCATION 


Rio  de  Janeiro 

Rio  de  Janeiro 

Belem,  Para 

Belem,  Para 

Belero,  Para 

Belem,  Para 

Belem,  Para 

S.  Salvador,  Bahia. 


PAID-UP  CAPITAL 


Rs.  i.500  000$ooo(S485,48o) 
Rs.  z.ooo:oro$ooo  ($3«3«65o) 
Rs.  z,ooo:ooo$coo  (§323.650) 
Rs.  i,ooo:ooo$ooo  ($323,650) 
Rs.  i,ooo:oooSooo\  $333,650) 
Rs.  i.9oo;oooSooo  ($388,380) 
Rs.  1,997:8001000  ($646,590) 
Rs.  i,7i6:ooo$ooo  ($555,385) 


Domestic  fire  and  marine  insurance  companies  in  Brazil  in  191 5.  Located  in  Rio  de 
Janeiro:  Argos  Fluminense,  Brazil,  Confianga,  Equitativa  dos  Estados  Unidos  do  Brazil, 
Garantia,  Indemnizadora,  Integridade,  Nacional  de  Seguros  contra  Fogo,  Minerva,  Uniao 
dos  Proprietarios,  Previdente,  Uniao  Commercial  dos  Varegistas,  Located  in  Belem, 
Para:  Allianga,  Amazonia  (also  in  Rio  de  Janeiro;  this  company  claims  to  be  the  only 
one  in  Brazil  doing  a  weekly  premium  business,  otherwise  known  as  industrial  busi- 
ness), Brazil  Seguradora  e  Edificadora,  Commercial,  Lealdade,  Lloyd  Paraense, 
in  Recife,  Pernambuco:  Amphitrite,  Indemnizadora,  Iris,  Phenix  Pernambucana.  Lo- 
cated in  S.  Salvador,  Bahia :  AUianga,  Interesse  Publico.  Located  in  S.  Paulo,  S.  Paulo : 
Brazileira  de  Seguros,  Paulista.  Located  in  Pelotas,  Rio  Grande  do  Sul:  Pelotense. 
Located  in  Porto  Alegre,  Rio  Grande  do  Sul :  Phenix  de  Porto  Alegre,  Porto  Alegrense. 
Sul  Brazil,  Uniao.  Located  in  Rio  Grande,  Rio  Grande  do  Sul :  Rio  Grandense.  Located 
in  Sao  Linz,  Maranhao;  Esperanga,  Maranhense. 

There  are  no  American  fire  companies  operating  in  Brazil. 

CAPE  COLONY. 

The  following  are  the  domestic  fire  companies  in  Cape  Colony:  African  Mutual 
Trust  and  Assurance  Company,  Ltd.,  Malmesbury;  Guardian  Assurance  and  Trust  Com- 
pany, Port  Elizabeth;  Federal  Insurance  Company  of  South  Africa,  Cape  Town. 

CHILL 

A  bill  aflFecting  foreign  fire  insurance  companies  transacting  business  in  Chili  was 
passed  by  the  National  Congress,  and  went  into  eflFect  in  December,  1905.  The  bill  divides 
fire  companies  into  first  and  second  class ;  those  with  a  capital  of  500,000  pesos  ($182,500) 
and  more  belong  to  the  former,  and  those  with  a  capital  of  less  than  that  sum  to  the  latter. 
In  estimating  the  capital  of  a  company  the  reserve  and  accumulated  funds  will  be  con- 
sidered as  capital.    Fire  companies  of  the  first  class  will  be  required  to  deposit  300,000 
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pesos  ($109,500)  and  those  of  the  second  class  200,000  pesos  (73,000).  Companies  insuring 
against  maritime  and  agricultural  risks  exclusively  will  be  required  to  deposit  50,000  pesos 
($18,250).  The  deposits  may  be  invested  in  unencumbered  real  estate  in  Chili,  in  currency 
or  sterling,  or  in  bonds  of  institutions  accepted  by  the  President  of  the  Republic 


Name  and  Location  of 
Company. 


Alemana,  Santiago 

AlUansa  Chilena,  Valparaiso 

America,  Valparaiso 

Central,  Valparaiso 

Chtlena  CoDsoUdada,  Valparaiso. . 
Chiistoibro  Colombo,  Iquiqae. . . . 

Comerdal,  Valparaiso 

Espanola,  Valparaiso 

Francesa,  Santiago 

FTanco-Chilena,  Valparaiso 

Iberia,  Valparaiso 

Intemadonal-Chile,  Valparaiso.. . 

Italia,  Valparaiso 

Mutnied,  Iquiaue 

Nacional,  Valparaiso 

Nueva  Espana • 

Protectora,  Valparaiso 

Republica,  Santiago 

Salvadora,  Santiago 

Santiago,  Santiago 

Union  Chilena,  Santiago 


Manager's  Name. 


Alberti  Villegas.... 

Alfred  Faz 

D.  Alejan.  Carvallo. 

O.  Carvallo 

Alfredo  Fas 

A.  Molfino 

Alfredo  Carvallo... 

R.  Ugarte 

J.  N.  Orrego  S 

Eduardo  G.  Romby. 

L.  Lyon .'. 

Roberto  Barroilhet. 

C.  Mori 

A.  Mnlfino 

Luis  Davila  Larrain 
P.  Hemandes ..... 
Gmo.  Plummer.... 
Rodolfo  Salinas... 

Dr.  Rioscco 

GuillermoMackenna 
Joaquin  Errasuriz. . 


Subscribed 

Paid-up 
Capital. 

Capital. 

Pesos, 

Pesos. 

2,000,000 

200,000 

2,000,000 

200,000 

2,000,000 

200,000 

2.000,000 

200.000 

1,000,000 

too.ooo 

2,000.000 

100,000 

2,000,000 

100,000 

2,000,000 

200,000 

X, 000.000 

400,000 

2,000,000 

250,000 

5,000,000 

500.000 

2,500,000 

250,000 

1,289.600 

64,480 

2,000.000 

125.000 

2,000,000 

200,000 

2,000,000 

100,000 

1,000,000 

100.000 

2,000,000 

200,000 

2,000,000 

90O.00O 

Clasaes  of  Bnsineaa 
Tnmsacted. 


Fire  and  Marine 


Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire*  and 
Fire  and 
Fire  and 
Fire 

Fire  and 
^reand 
Fire  and 


Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 

Marine 
Marine 
Marine 


T..,  F.  ft  Marine 
Fire  and  Marine 
Fire  a^^d  Marine 


CHINA. 

The  following  is  a  list  of  Chinese  marine  insurance  companies,  with  their  location, 
capital  and  agents'  names:  Fung  Hing  Hong  &  Company,  Man  On,  Hong  Kong,  $1,000,- 
000;  Ching  Yuen  Hong,  Po  On,  Hong  Kong,  $800,000;  Chun  On,  Hong  Kong,  $1,000,000; 
Khean  Guan,  Penang,  $1,200,000;  Yun  Cho  Ho,  Shanghai,  taels  1,000,000,  China  Merchants 
Steam  Navigation  Company. 

Other  domestic  companies  are:  Canton  Insurance  Office,  Ltd.;  China  Merchants, 
Ltd.;  China  Fire,  Ltd.;  Hong  Kong;  Hong  Kong  Fire;  Hong  Kong  and  Manilla  Yuen 
Sheng;  I  On  Marine  and  Fire;  Tung  On  Fire;  Union,  Canton;  Yik  Tong  Lin  Fire  and 
Marine ;  Yan  On  Marine  and  Fire ;  Man  On,  Po  Wa,  Yangtze,  Chun  On,  Luen  On,  Lai  On 
Fire  and  Marine ;  Lun  Yick,  Fire  and  Marine.  Companies  located  in  Shanghai :  Shanghai, 
Ltd.;  Yi  Tung  Fire,  Marine  and  Life;  Fook  On  Insurance  Company;  Wah  Tung  Fire  and 
Marine  Insurance  Company,  Ltd.;  China  Union  Insurance  Company,  Ltd.;  Yuen  On  In- 
surance, Exchange,  Loan  and  Godown  Company,  Ltd. 

The  Firemans  Fund  has  an  agency  in  Shanghai  with  the  China  and  Japan  Trading 
Company,  W.  A.  Kirschstein,  insurance  manager ;  and  in  Hong  Kong  with  Shewan  Tomes 
&  Co.,  Hugh  F.  Campbell,  insurance  manager.  The  Yang-Tsze  Insurance  Company 
represents  at  Shanghai  the  Insurance  Company  of  North  America  of  Philadelphia. 

CHOSEN. 

There  are  no  native  fire  insurance  companies.  The  business  is  transacted  entirely  by 
Japanese  and  English  companies. 

COSTA   RICA. 

There  is  one  domestic  fire  insurance  company,  with  head  offices  at  San  Jose,  named 
the  Cia  Nacional  de  Seguros.    The  general  manager  is  Felix  Wiss. 

CUBA. 

There  is  but  one  local  fire  insurance  company,  "El  Iris,"  located  in  Havana.  This  is  a 
mutual  which  was  established  in  1855.  Foreign  fire  companies  have  to  deposit  security 
with  the  government  to  the  amount  of  $75.ooo. 
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EGYPT. 
There  is  one  Egyptian  fire  insurance  company,  the  National  Insurance  Company  of 
Egypt,  established  at  Alexandria  in  1900.    Jean  C  Sevastopoulo  is  the  managing  director 
of  the  company. 

GIBRALTAR. 
There  is  but  one  domestic  company — ^the  Rock  Insurance  Company,  established  1841. 

GREECR 

There  are  but  two  domestic  companies  operating  in  Greece,  namely,  the  National 
(Ethniki)  and  the  Anatole  (Orient).  The  Athens  general  manager  of  the  first-named 
company  is  G.  Serbos ;  the  general  manager  for  the  Anatole  is  G.  Constantinides. 

INDIA. 

The  following  domestic  companies  operate  in  India:  All  India  United,  Bombay; 
Asiatic  Fire;  Eastern,  Ltd.,  Lahore;  Indian  Mercantile,  Bombay;  East  and  West,  Bombay; 
Bharat  Insurance  Company;  Hindustan  Co-operative,  Calcutta. 

JAMAICA,  WEST  INDIES. 

There  is  one  domestic  fire  company  operating  in  Jamaica,  the  Jamaica  Co-operative 
Fire,  Ltd.,  and  one  domestic  marine  company,  the  Jamaica  Marine,  Ltd.,  Kingston.  The 
Qneen  of  New  York  is  the  only  American  fire  company  operating  on  the  island. 

JAPAN. 

The  following  are  the  domestic  fire  companies  in  Japan:  Tokyo,  Meiji,  Nippon, 
Ocaka,  Otaru  Kamotsu,  Kokohama,  Kyodo,  Tomei,  Naniwa,  Fukuju  Toho,  Nisshin, 
Toyokuni,  Teikoku,  Nippon  Dosan.  Marine:  Tokyo,  Teikoku,  Nippon,  Kobe,  Toyo, 
Chiyoda. 

JAVA. 

The  following  are  the  domestic  companies  in  Java :  The  Java  Fire  Insurance  Company 
of  Batavia;  Insulinde,  Batavia;  Fire  Insurance  de  Oesterling,  Batavia;  Java  Sea  and  Fire, 
Batavia;  Batavia  Sea  and  Fire,  Batavia;  Colonial  Sea  and  Fire,  Batavia;  Assur.  Maats- 
chappij ;  Ned.  Ind.  Zee  en  Brand ;  Javasche  Zee  en  Brand ;  "Nederlandsche  Indie"  Brand- 
vcrzekering;  Nederl.  Ind.  Brand  Waarborg;  Brand- Assurantie  "Insulinde";  Brand  Assur- 
antie  Maats,  "Ardjoeno"  of  Soerabaija;  Brand-versekering  Maats,  "Kalimas"  of  Soer- 
abaija;  Brand-verzekering  Maats,  ''Veritas"  of  Soerabaija;  Algemeene  Brandwaarborg 
Maatschappij,  Amsterdamsche  Brandassurantie  Compagnie,  Assurantie  Mattschappij  de 
Nederlanden,  all  of  Samarang;  Brand-verzekering  Maatschappij  "Holland,"  of  Batavia. 

KOREA  (See  Chosen) 

MADEIRA   ISLANDS. 

There  are  only  two  domestic  companies  operating  in  the  Madeira  Islands,  The 
Allianca  Madeirense  of  Funchal,  established  in  1891,  and  the  Garantia  Funchalense,  estab- 
lished in  191 1. 

MALTA. 

There  arc  no  domestic  companies  in  Malta.  Foreign  fire  companies  operating  on  the 
Island  are :  Commercial-  Union,  London ;  North  British  and  Mercantile,  London ;  North- 
em,  London ;  LTInion  Fire,  Paris,  and  L*Urbana  of  Italy. 

MEXICO. 

A  list  of  the  domestic  companies  operating  in  Mexico  comprises :  Anglo-Mexicana. 
Latino-Americano,  Mexicana,  Nacional. 
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MOROCCO. 

There  are  no  domestic  fire  companies.  Foreign  fire  companies  operating  here  arc. 
La  Confiance,  Paris ;  UUnion,  Paris ;  Liverpool  and  London  and  Globe,  Liverpool ;  Lloyds, 
London;  Royal,  Liverpool;  Northern,  London;  Consolidated,  London;  La  Societe  Gen- 
erale  d'Assurance,  Paris;  Alliance,  London;  Royal  Exchange,  London;  £1  Dia,  Madrid : 
La  Union  y  et  Phoenix  Espanol,  Madrid ;  Hamburg-Bremen  Fire,  Hamburg ;  Aachen  and 
Munich  Fire,  Aix  la  Chapelle  Assecurayioni  Generali  di  Trieste, 

PANAMA. 

The  Compania  Internacional  de  Seguros  of  Panama,  as  of  December  31,  1914,  reported 
$2,209,279  (gold)  of  assets ;  a  capital  stock  of  $2,000,000,  of  which  $100,000  has  been  paid 
in,  a  profit  balance  of  $58,594.  Losses,  $69,544;  expenses  and  commissions,  $32,176;  divi- 
dends, $20,000. 

PARAGUAY. 

The  domestic  companies  doing  business  in  Paraguay  from  head  offices  at  Asuncion 
are :    La  Paraguaya  and  La  Nacional. 

PERU. 

There  are  seven  domestic  fire  insurance  companies  in  Peru — the  Internacional  del 
Peru,  Italia,  Rimac,  La  Urbana,  La  Nacional,  La  Popular,  Peru.  The  Internacional 
del  Peru  does  a  large  business  and  has  a  reserve  fund  of  about  $300,000.  Insurance 
companies  are  taxed  five  per  cent  on  their  net  profits,  and  all  are  required  to 
publish  their  balances  monthly  in  one  of  the  daily  papers.  Governmental  supervision  of 
their  books  is  effected  by  a  special  official  designated  for  the  purpose,  the  Inspector  de 
Seguros,  who  examines  their  books  twice  a  year. 

PORTUGAL 

The  following  domestic  fire  insurance  companies  are  operating  in  Portugal: 
Bonanza,  Lisbon;  Commercio  e  Industria,  Lisbon;  Fidelidade,  Lisbon;  Iris,  Lisbon; 
Sociedade  Portugueza  de  Seguros,  Lisbon;  Portugal  Previdente,  Lisbon;  Probidade, 
Lisbon;  Tagus,  Lisbon;  Confianga  Portuense,  Oporto;  A  Portuense,  Oporto;  Prosperi- 
dade,  Oporto. 

TRINIDAD.  B.  W.  I. 

There  is  only  one  domestic  fire  insurance  company  at  Trinidad,  namely,  the  Trinidad 
Fire  Insurance  Company. 

TURKEY. 

There  is  only  one  domestic  fire  company  at  Constantinople,  the  Societe  Generalc 
d'Assurances  Ottomanes.    Many  foreign  companies  operate  in  Turkey. 

URUGUAY. 

The  following  domestic  companies  are  doing  business  in  Uruguay:  La  Previsora 
Uruguay,  La  Providencia,  La  Uruguaya  and  La  Mutua. 

VENEZUELA. 

A  marine  company  the  Compania  Anonima  Seguros  Maritimos  de  Maracaibo,  with 
head  offices  at  Maracaibo,  does  a  marine  business.  Its  capital  is  500,000  bolivars.  A 
bolivar  is  equal  to  about  twenty  cents.  United  States  currency.  There  is  a  domestic  com- 
pany styled  the  Compania  Nacional  Anonima  de  Seguros  La  Previsoia,  Its  last  state- 
ments give  the  capital  at  Bs.  6,000,000;  reserve  Bs.  174,677.  It  writes  life  endowment,  fire 
and  marine  insurance  and  reinsures  in  the  English  companies:  The  Guardian,  London, 
and  Hamilton,  Smith  &  Co.  The  Compania  Venezolano  de  Seguros  merged  with  the  com- 
pany during  191 5. 
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Insurance  in  American  Dependencies. 

canal  zone. 

There  is  no  native  fire  insurance  company  doing  business  in  Panama. 

HAWAIIAN    ISLANDS. 

The  following-named  fire,  fire  marine  and  marine  companies  are  duly  authorized  and 
licensed  to  transact  business  in  the  Hawaiian  Islands:  Aachen  and  Munich,  Aix-la- 
Chapelle,  ^tna,  Hartford;  Agricultural,  Watertown;  AUianz,  Berlin;  Alliance,  Harris- 
bnrg,  Pa.;  American  Central,  St  Louis;  Atlas,  London;  American  and  Foreign  Marine, 
New  York;  British  and  Foreign  Marine,  Liverpool;  Caledonian,  Edinburgh;  California^ 
San  Francisco ;  Camden  Fire,  Camden,  N.  J. ;  Citizens,  St.  Louis ;  Canton  Marine,  Hong 
Kong;  Commercial  Union,  London;  Commercial  Union  Fire,  New  York;  Detroit  Fire  and 
Marine,  Detroit;  Equitable  Fire  and  Marine,  Providence,  R.  I.;  Federal,  Jersey  City; 
Firemans  Fund,  San  Francisco;  Fire  Association,  Philadelphia;  Girard  Fire  and  Marine, 
Phibdelphia,  Pa.;  General,  Perth;  German  Alliance,  New  York;  German- American, 
Xcw  York:  Hamburg-Bremen,  Hamburg;  Globe  and  Rutgers,  New  York;  Guardian, 
London;  Home  Insurance  Company  of  Hawaii,  Ltd.,  Honolulu,  Hawaii;  Hartford  Fire, 
Hartford ;  Home,  New  York ;  Imperial,  New  York ;  Insurance  Company  of  North  America, 
Philadelphia ;  Law  Union  and  Rock,  London ;  Liverpool  and  London  and  Globe,  Liverpool ; 
London  Assurance,  London ;  London  and  Lancashire,  Liverpool ;  Magdeburg  Fire,  Magde- 
burg; Michigan  Commercial,  Lansing;  Michigan  Fire  and  Marine,  Detroit;  National, 
Hartford;  National  Union,  Pittsburg;  New  Zealand,  Auckland;  Niagara,  New 
York;  North  British  and  Mercantile,  London;  Northern,  New  York;  North- 
ern, London;  Norwich  Union;  Norwich;  Nippon  Fire,  Tokyo;  Orient,  Hartford; 
Palatine,  London;  Phoenix,  Hartford;  Phoenix,  London;  Providence  Washington,  Provi- 
dence; Providentia,  Wien;  Prussian  National,  Stettin;  Queen  of  America,  New  York; 
Royal,  Liverpool;  Scottish  Union  and  National,  Edinburgh;  Springfield  Fire  and  Marine, 
Springfield ;  St.  Paul  and  Marine,  St.  Paul ;  Sun,  London ;  Svea  Fire  and  Life,  Gothen- 
burg ;  Switzerland  General,  Zurich ;  Thames  and  Mersey,  Liverpool ;  Tokio  Marine ;  Union, 
London;  Union  Marine,  Liverpool ;  Vulcan,  New  York;  Westchester,  New  York;  Western, 
Toronto:  Yorkshire  Fire  and  Life,  York. 

PHILIPPINE    ISLANDS 

The  following-named  companies  are  doing  fire  or  marine  business  in  the  Philippine 
Islands :  Alliance,  London ;  Atlas,  London ;  British  and  Foreign  Marine,  Liverpool ;  Com- 
mercial Union,  London;  Canton  Insurance  Office,  Canton;  China  Traders,  Hong  Kong; 
China  Fire,  Shanghai;  Guardian,  London;  Hong  Kong  Fire,  Hong  Kong;  Yangtsze, 
Shanghai ;  Law  Union  and  Rock,  London ;  Liverpool  and  London  and  Globe,  Liverpool ; 
Lloyds  Underwriters,  London;  London  Assurance,  London;  Mannheim,  Mannheim; 
Marine,  London;  Norwich  Union  Society,  Norwich;  North  British  and  Mercantile,  Lon- 
don; Northern,  London;  North  China,  Shanghai;  Phoenix  Assurance,  London;  Royal, 
Liverpool;  South  British,  Auckland;  Scottish  Union  and  National,  Edinburgh;  Sun  In- 
surance Office,  London ;  Tokio  Marine,  Union  Fire,  Paris ;  Union,  Canton ;  Union  Marine, 
Liverpool;  Yorkshire  Fire  and  Life,  L'Urbaine  Fire,  "Filipinas,**  Compania  de  Seguros, 
Employers  Liability,  Thames  and  Mersey,  Liverpool;  Orient,  Hartford;  California,  San 
Francisco;  Yek  Lin  Fire  and  Marine. 

PORTO  RICO. 

The  fire  insurance  business  in  Porto  Rico  is  mostly  limited  to  towns  of  fair  size,  and 
those  are  few  in  number.  The  losses  are  very  slight,  and  consequently  the  rates  are  low, 
with  the  exception  of  Santurce,  where  nearly  all  the  dwellings  are  frame  and  pay  higher 
rates.  The  following-named  companies  operate  in  Porto  Rico:  Aachen  and  Munich, 
Aix-la  Chappelle;  Atlas,  London;  Baloise,  Basle;  British- America,  Toronto;  British  and 
Foreign  Marine,  Liverpool;  Commercial  Union,  London;  Guardian,  London;  Hamburg- 
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Bremen,  Hamburg ;  Liverpool  and  London  and  Globe,  Liverpool ;  London  and  Lancashire 
Fire,  Liverpool;  L'Union  de  Paris;  Magdeburg,  Magdeburg;  Mannheim,  Mannheim; 
Nord  Deutsche,  Hamburg;  Norwich  Union,  Norwich;  Northern,  London;  North  British 
and  Mercantile,  London ;  Palatine,  London ;  Phoenix,  London ;  Prussian  National,  Stettin ; 
Royal,  Liverpool;  Western,  Toronto;  Royal  Exchange,  London;  Yorkshire,  York. 

SAMOA. 

There  are  no  domestic  insurance  companies  in  Samoa.  Although  all  buildings  are 
of  wood,  there  are  but  four  agencies,  and  the  total  insurance  in  force  aggregates  only 
about  1,500,000  marks,  rates  ranging  from  two  to  three  per  cent.  The  following  fire 
insurance  companies  are  represented  by  local  agents:  Commercial  Union,  London,  T. 
Trood;  Palatine,  London,  Deutsche  Samoa  Gesellschaft ;  Hanseatische  Fire,  G.  W. 
Partsch.  Other  companies  doing  business  in  Samoa,  but  not  represented  by  local  agents, 
are  the  following:  Norddeutsche  Feuer  Versicherungs  Gesellschaft,  Hamburg;  Feuer 
Assecuranz  Compagnie  von  1877,  Hamburg,  Aachen  and  Munich,  Aix-la-Chapelle ;  Magde* 
burger  Feuer  Verischerungs  Gesellschaft,  Magdeburg;  North  British  and  Mercantile, 
London;  Hamburg-Bremen  Feuer  Verischerungs  Gesellschaft,  Hamburg;  Sueddeutsche 
Feuer  Verischerungs  Gesellschaft;  Svea,  Gothenburg;  Transatlantische  Feuer  Versicher- 
ungs Actien-Gesellschaft,  Hamburg. 

Marine  Insurance. — ^The  following  company  is  represented  by  agents  in  German 
Samoa:  Mannheimer,  Mannheim,  G.  W.  Partsch,  Samoa.  Edgar  Reid,  Pago  Pago  and 
Apia,  represents  the  Queensland  of  Sydney,  Lloyds  of  London,  and  the  Union  of  Liver- 
pool. The  following  companies  transact  business  on  cargoes  to  and  from  Samoa  and 
among  the  islands :  Norddeutsche,  Neptunus  Marine,  Assecuranz  Union  von  1865,  Nord- 
westdeutsche,  Neue  5  te  Assecuranz,  Neue  8  te  Assecuranz,  Swiss  Marine  (combined), 
Allgemeine  See. 


Automatic  Spinklers. 

The  following  is  a  list  of  the  principal  manufacturers  of  automatic  sprinklers,  to- 
gether with  the  addresses  and  the  names  of  the  sprinkler  heads  which  they  make  or  install : 

Automatic  Sprinkler  Company  of  America,  123  William  Street,  New  York.    (See 
opposite  Appendix  page  C  i.) — Manufacturers;  Niagara. 

International  Sprinkler  Company,  123  William  Street,  New  York. — ^International 

Ohio  Automatic  Sprinkler  (Company,  Youngstown,  Ohio. — Lapham. 

General  Fire  Extinguisher  Company,  Providence,  R.  I.— Grinnell;  Neracher. 

EsTY  Sprinkler  Company,  Laconia,  N.  H. — Esty. 

Independent  Fire  Sprinkler  Company,  1801-1825  Diversey  Boulevard,  Chicago,  IlL— 

Independent  or  Stantial. 

RocKWOOD  Sprinkler  Company  of  Massachusetts,  38  Harlow  Street,  Worcester, 

Mass. — Rockwood. 

Globe  Automatic  Sprinkler  Company,  2019-35  Washington  Avenue,  Philadelphia, 
Pa.— Globe;  Rundle-Spence ;  Globe  (Evans  model). 

AssoaATED  Automatic  Sprinkler  Company,  2218  Vine  Street,  Philadelphia,  Pa.— 

Associated. 
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Incendiarism  and  Arson. 

At  the  aanual  meeting  of  the  National  Board  of  Fire  Underwriters,  held  May  35,  1916, 
the  follomng  list  of  rewards  offered  was  presented  by  the  Committee  on  Incendiarism  and 
Arson: 

Number  AND  Amount  op  Rewards  Offered  in  Each  State  from  April  x.  1915,  to  April  z.  1916. 


State. 


Ariouisas 

Colorado 

Cooneeticut 

Delaware , , 

Dist.  of  Columbia 

Florida 

Georgia 

Idabo 

niiaoii. 

ladiana 

Iowa 

Kaaaas 

Kentockf 

Lonhiana 

Maine 

Maryland 

Maasachuaetts  .. .^. ..... . 

Midiican .*... 


No. 

Amount. 

8 

$8,150 

5 

X.IOO 

3 

1,050 

X 

300 

I 

300 

I 

950 

8 

2,050 

14 

3.9a> 

z 

350 

z 

900 

z 

350 

I 

250 

3 

700 

3 

750 

a 

500 

3 

700 

X 

250 

4 

1,500 

3 

750 

PreriottslY  offered  since  1873. 
Total  ofliered 


Statb. 


Minnesota 

Mississippi 

Missouri 

Montana 

Nebraska 

New  Hampshire 

New  Jersey 

New  Mexico.... 

New  York 

North  Carolina. 

Ohio 

Oklahoma 

Pennsylvania.... 
South  Carolina. 

Texas 

Vermont 

Virginia 

West  Virginia... 


6644 


No. 

Amoont. 

a 

$450 

3 

70Q 

9 

2,550 

% 

350 

a 

500 

z 

350 

14 

3.900 

■1 

300 

30 

7.950 

z 

350 

z 

350 

7 

x,750 

7 

z,8oo 

3 

1,050 

7 

3.100 

z 

900 

z 

300 

5 

1,350 

z6o 

$43,000 
3,148,735 

6484 

$2,X9i.725 


NOVBER  AND  AMOONT  OF  RBWARDS  OFFERED  EACH  YEAR  SiNCS   THE  FiRST  SUBSCRIPTIONS  TO 

THE  Fund  in  Z873,  ^^*  ' 


Ybas. 


1873-4. 

X»74-5. 

1876-7. 

1877-8. 
1878-0.. 

1879-80 

I880-Z. 
1881-3. 

'^ 

ig3-4. 

1884-5. 
X885-6. 
1886-7. 
18874. 

.iM8^. 

1889-90 

z89»-z. 
1891-a. 

1899-3. 

IJ93-4. 
1894-s. 

i«95-6. 


No. 

Amount. 

80 

$46,350 

ij7 
180 

61,375 

7Z,400 

z6z 

59*900 

89 

35.050 

163 

59,550 

174 

54*000 

Z33 

41.375 

^ 

46,950 

148 

48.900 

ZZ3 

38,150 

Z69 

59.500 

Z64 

57,500 

Z67 

51,050 

Z98 

43.300 

^^ 

S0.700 
49.900 

Z59 

49,100 

Z69 

57.035 

3Z3 

74.700 

3X9 

71,100 

az9 

67.575 

3Z3 

68,450 

Ybab. 


1896-7... 

1897-8... 

1898-9.... 

1899-1900 

Z900-1901 

1901-1903 

1903-1903 

1903-1904 
1904-190S 
Z90S-Z906 
Z906-1907 
Z907-Z908 
Z908-1909 
1909-Z910 
19ZO-1911 
1911-19x3 
Z9Z3-X9X3 
1913-1914 
19x4-1915 
19x5-1916 

Total.. 


No. 


6644 


Amount. 


2^ 

$8x.i5o 

340 

71.000 

396 

68.600 

19s 

58.100 

909 

63.000 

193 

59.200 

X69 

51.400 

190 

61,750 

'32 

43.800 

X38 

34.750 

81 

93,800 

iP 

24.475 
4O.85P 

X93 

40.150 

71 

31,850 

199 

40.100 

124 

41.250 

Z08 

34.750 

s° 

38,550 

z6o 

43.000 

$9,i9X.795 
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Insurance  Written  and  in  Force  in  Canada 

FIRE  RISKS. 


NAME  OF  COMPANY. 


Acadia  Fire 

AngloAm^ncan 
Beaver  Fire.... 
British  America. 
British  Colonial 


Canadiofi  Companies. 


British  Northwestern 

Canada  National 

Canadian  Fire. 

Dominion  Fire 

Dominion  of  Canada  Guar,  and  Ace. 


Factories 

Hudson  Bay 

Imperial  Underwriters. 
Liverpool-Manitoba. . . 
London  Mutual 


Lumbennens  Fire  Indemnity  Contract. 

Mercantile 

Montreal-Canada 

Mount  Royil 

North"  Empire  Fire 


Northwest  Fire.. 
Occidental  Fire... 
Padfic  Coast  Fire. 
Quebec 


Western 


Totals 


British  Companies. 

Alliance 

Atlas 

British  Dominions  General 

Caledonian , 

Commercial  Union 


Employers  Liabilit 
General  / 
Guardian 


General  Accident  Fire  and  Lite 


ility. 
t  Fu 


Law  Union  and  Rock 

Liverpool  and  London  and  Glob", 

London  Guarantee  and  Accident, 

London  and  Lancashi  e  Fire 

London  Assurance , 

North  British  and  Mercantile 

Northern , 


Norwich  Union 

Ocean  Accident  and  Guarantee. 

Palatine 

Phcenix.  London 

Provincial 


Royal 

Royal  Exchange 

Scottish  Union  and  National. 

Sun 

Union  Assurance 

Yorkshire  Fire  and  Life 


Ybar  Ending 
Dbcbmbbk  81, 1916. 


Risks 
Written. 


Totals 


$ 

16,405.713 

18.590.599 

S.304.836 
77.840,123 

9,237,747 

4.Sao.073 
23.223.66a 

a7.494.130 

22.855.580 

999.406 

20.937»423 
10.211.949 

9.073.454 
35.935.805 

71.037.587 

1. 647.361 
2S.973436 
10.004.400 

52,547.074 
10,967,271 

T5.240.882 

9.915.  X69 
11,801,090 

27,282,543 
150,851,486 
669,888,799 


25.152,607 
46,070,290 
11,880,708 

43.763.253 
103,690,240 

40,047,832 
32.272,798 
87.571,202 
37,280,780 
137.545.930 

386,254 
80,100.138 
32.671,206 

97.395.448 
68,448,611 

72.953.629 

3,918.715 

29,278.665 

97.597.941 
5.937.340 

150.733.604 
43.501,250 
42.337.807 
46,815.191 
56.691,850 
38.036.807 


Risks  in 
Force. 


$ 

17.568.338 

28,390.246 

2.600,859 

85.502,533 
15.220, 


.533 
,480 


5.028,679 

21,789.571 

34.380.701 

28,376,640 

877.876 

21,345,661 

10,405.791 
10,455.572 
34,522,249 
92.863,454 

1,438,811 
31.934.623 

15.382.174 

50.351.543 
11,800,381 

15.629,760 
10,46^,404 

10,396, 2iq 
34,109,826 

96.018,465 


1. 422. 910.255 


686.644,850 


37,806,088. 
66,880,727 

12,341.557 
65.588,406 

123,417,561 

43,832,605 
34.755.980 

Ii4.4i6.9i3 
34,643,267 

178,043,888 

386.254 

95.995.573 
44,228,301 

127,925,785 
89.765.775 

100.464.515 
3,870,382 

27.556.567 
124,818,466 

6.304.986 

209.696,342 
51.103.000 
56.157,376 

63.889,744 
^.686,901 
48,138.029 


1.824.802,986 


Ybar  Ending 
Dbcbmbbr  81, 1914. 


Risks 
Written. 


$ 
18.326.431 

ai.469.043 

4.605,656 

73,780,407 

t28,7io,9S4 

5.593.064 
33.153.139 

28.555.652 


Risks  in 
Foffoe. 


% 

17,457.407 

33583.396 

i.35a.o95 
86.441,953 

134,343,187 

5.398.474 
20.091.713 

34.935,1*09 


28.158.802      32,534.789 


34.445.750 

9.922.357 
10.528.108 

39.478,395 
72,959.675 


s  7.317.335 
10,153.396 
9,oat,i25 
46.099.895 
87.933,080 


2i.390.361 
14.536.123 

47,141,384  I 
11.033,400 

14,163,792 

5.874.485 
12,243,156 

28.001.652 


30,568.90a 

21,916,513 

41.934. 633 

7.348.835 

13.718.339 

9.857.483 

1 1. 306.634 

32.929.355 


106.468.591  1    96.456,864 


663,539.377  t  700.339,343 


26,155,118      37,341.307 
48.149.735      66,698,031 


45.463.173      65.036.478 
102.738.333  .  120.436.467 


35.333.456  , 

29,702.725  ! 
86.567.723  . 
28.687.072 
143.723.265 


83.550.996 
31.718.607 
96.286  336 

67.398.717 


35.129.147 

31.563.372 

109.361.676 

34.194.413 
175.113.490 


89.261.618 

42,389,370 

126.128. 108 

85.797.547 


73.606.3901      97.893.694 


25.645.785 ! 
97927.950 

7.8ii.5<?4 

146.814.153 
47.006.381 

39.592.727 
44.383.491 

53.383.634 
37.053.674 


1,398.300.494 


24.53S.537 
13x.769.909 

6,563,541 

196.470.  X73 
51.551*061 
53.648.090 

59.929.a37 
60,114.017 

45.361,938 


1,736,187,130 
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INSURANCE  WRITTEN  AND  IN  FORCE  IN   CANADA-~Continued. 


NAME  OF  COMPANY. 


Awurican  and  9tker  Companies. 

Saxa 

Amencan 

American  Central 

American  Lloyds 

California 


Ybak  Ending 
Dbckmbbr  81, 1916. 


Risks 

Written. 


Connecticut 

Condnental 

Equitable  F.  &  M. 
ridelity-Pheniz.... 
Firemans  Fund. . . . 


Piremens. 

General  Fire,  Paris 
German- American . 

Gennania 

Glens  Falls 


Globe  ft  Rutgers 

Hartford  Fire 

Home»  New  York 

Insurance  Company  of  North  America , 

Insmance  Company  of  the  State  of  Pennsylvania.. 


Lumber  Ins.  Co.,  New  York. 

Vfillers  Nanonal 

Nafional-Ben  Franklin 

National  Fire 

National  Union 


a.436.455 
9,168.243 

66,982,757 

20,947.024 

15,051,406 

15.851908 

Northwestern  National 13,129,490 


Nationale 
Niagara 


$ 
31727.746 
4.745.288 

a3.430.734 
5,288,200 
3  263.fc88 

13.084.257 

34.511.980 

13.742.357 
38.346.077 
1z.6a4.306 

6,634.613 

8,410.818 

62.a3a.448 

4.361.573 
7,283.944 

45,890,828 

111,057,076 

97,099,178 

47,268,428 

X7.6o3,934 


RUksin 
Force. 

$ 
4i.97a.837 

5.039.275 
11,636,476 

4,954,104 
2,981,709 

15,264.416 

3a.  109.551 
3.373.257 

36.199,283 
9,480,960 

10,308,478 

7.794.251 
52.866,324 

13.945.744 

3^,728,127 

138.079.  ia6 

100,109.304 
56,887,196 

15.654.871 


Ybap  Ending 
Dbcbmbbr  81. 1M4. 


Pbenix,  Paris 
Phoenix,  Hartford 


Providence  Washington 

Queen  of  America 

Springfield  Fire  and  Marine 

St.  Paul  Fire  and  Marine 

Union  Assurance  of  Paris,  France. 
Westchester  Fire 


Totals 

Grand  totals 


3,644.889 
44.633.485 

20,760,767 

57.940.174 

75.635.139 
24,914.001 

20.797.990 
14,431,836 


993.810.567 


3.184,483 
17,162,243 
S5.918.005 
22,247,218 

14.234.133 

16.175.913 

17.435.263 

2,621.389 

54.516,589 

18,669.656 
76,671,013 
63.358.948 
25.787.498 
24.879.153 
14.243.99s 


1,020,510.788 


3  086.609  62113.532. 158  624 


Risks 
Written. 

$ 
33.788,7tx) 
5.023.310 
29.155.885 

5.34'>.409 
3,108,615 

11,889,902 
36.692,722 
13.119,287 
37.744.470 
13.905.679 

6,781,023 
10,441,094 
92.760.014 

5.378.248 
10.899.73a 

14.447.534 
111.61r.996 

95.506.363 

47,006,449 

15.083.672 

7,511,560 

26,768,010 

85.679.369 
22,190,089 

11,187,517 
16,538,61a 
13.485.063 

48.347.747 

19,631,625 

57.315.877 

71.730.495 
22,725,149 

19.994.37a 
14.923.476 


Risks  in 
Force. 


$ 
41.936.  i8x 
3,741.066 
9,912,911 

4.539.394 
3,614,2^3 

14.193.590 
36.437.614 

a,9af.5i4 
38,834.786 

7.457.948 

10.888,973 

8.357.099 

59.893.791 

5.76A.589 
10,988.982 

9.663,525 

137.877.031 

102.007,914 

55542,253 

13.598,990 

5. 161.437 

20,701,207 
74.944.483 
31.987.589 

8.530,546 
16,061,492 
12,880,234 

54.974.453 

17,910.534 
75.067.961 

62.460,904 

35.724,234 
22,670.669 

13.870.510 


1.049,361,697  1,019.592.647 


3. 1Q4. 101 .568  3.456.019.00Q 


Monthly  Fire  Losses  in  Canada. 

The  fire  losses  in  Canada,  by  months,  for  the  last  five  years,  as  compiled  by  The 
Monetary  Times,  are  presented  below.    In  1910  the  total  losses  were  $23,593,315. 


Months. 

1911 

1912 

1913 

1914 

1915 

January 

S2.250.550 

$3,002,650 

$3,913,385 

$2,796,312 

$1,249,886 

Febniao* 

941,045 

1.640.153 

2.037,386 

2.920.749 

1.019.556 

March 

852.380 

2.261.414 

1.710.756 

2.660.666 

1.631.696 

April 

1,317,900 

1.355.055 

1.470.622 

1.916,235 

1.463.747 

May 

2,564.500 

2.251.815 

2.123.868 

1.935,516 

881.855 

June 

1.151.150 

4.229,412 

3.069.446 

1.267.416 

1.167.156 

July 

5,384.300 

1,741.371 

2.579.698 

2,033.139 

773.269 

AngTut 

920,000 

1.164.760 

3.034.775 

2,921,379 

403.693 

September. . . 

1.123.550 

883.949 

1.468.324 

1.356.281 

1.116.109 

October 

580.750 

1.418.218 

1.383.572 

1.326,565 

1.290.325 

November. . 

1.506.500 

1.184,010 

2.200.486 

1.524,932 

1.087.980 

December . . . 

2.866.950 

1.769.905 

1.354.300 

1,661.822 

1,595.255 

Total*.. 

$21,459,575 

$22,900,712 

$26,346,618 

$24,321,012 

$13,670,527 
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RISKS    WRITTEN    AND    IN    FORCE. 


Risks  Written  and  in  Force  for  1915. 

Thf  following  tabte  presentB  a  statement  of  the  riBka  written  duriRK  1915  and  risks  in 
force  December  31,  IQ15,  derived  chiefly  from  the  Connecticut  Insurance  Report.    For  risks 
in  force  December  31,  igts.of  other  companies  see  the  department  of  this  book  entitled 
'  "'      '  "  '  "        i>;-i~  "".  having  reference  mark  are  fire,  the 


Risks  r 
e(t). 


Sua  or  CoHTAin. 


toerian,  Ncwuk 

Anr.  t  FcmJcn  Mat.,  S.  Y. 
Ah.  CainL  St.  Louii 


BiIkuNilkiiul.Sofii, 


Britidi  Amsici.  Taronl 
Britbh  t  Pordgn  Uu-.^iv'pl' 
BsIiloGeniu,  BnHilo. 


Clltdniiu-Araa'..  I 


CDBUDcm,  ALbuy. . . 


(I  Union,  N.  Y  . 
--■-b,  N.  Y  . 


C«DCDrdi«,  Uihrttuiue  -  ^ 
CooBKUcat,  Hutlord . . . 
Cnlinaul.  NcwYoik.. 

Onsty,  FUUdelpbu 

DniniiF.  kit..  Dctniit. 
Dtlrait  N»lion«l,  Detroil  ,,., 
EquiUbk  F.  Ii  M.,  PrnvidEiicc 

FaJeril.  Jmcy  Qty 

Fiddily-Phmic  New  VoA  .  ■ 
Fin  AHocklino,  PhiUdclpbi* 

Fin  RruiaruKX.  Paris 

Firaiuv  FuhLSui  Frucisco 

Fnmtm,  N«wufc 

FjBi  Nil.  Wuhinctoa 

Fn3t  RciiHuuice,  Hartford . 


Gmeral.  Para 

Coioaii,  Pimbutih, . .    ..    . 
Gcnnu  AlKancc.  New  York . 


GoinaiiU.  Newport.. 
OnHF.aodH.,  Fhiladclpbia 
G1nBFaUi,CI«uFall<. 


170.605  ;333 

tio!ooi>ii 

029.468, 173 
t24,474.470 


360.110.380 

tiie^BSJio 

201316. — 


ti.iis.yae 

124,T!l,2St 
237,186,026 
41 ,722,010 


11058,297,123 


24.MI.4K 

17SMS.721 
tIS8S,9ee.957 


tl  .531:966  j31 
4U.52S,007 
83:205,902 
127,827,315 
179^87,178 


Homr,  Nnr  York 

Humboldt,  Piltiburgh. . 
Imperial,  New  York     . . 
Im.  Co.ofNo.  Amer.,  PI 
Ins.  Co.  Suie.ol  Pa.,  PI 
Law  Union  and  Rock,  London 
Liv,  k  Lon.  k  Globe.  Livnp'lJ  '^ 
Liv.  a  Loo.  *  Globe,  N.  Y.j 
London  Awinnce.  London. 
Lon-  S  L«DC.  Fife,  Liverpool^ 

Mannfaeiift,  Mannheini 

Maryland  Motor  Cat,  Ba 
Mus.  F.  and  M.,  Boelon.. 
Mechancis  and  Trvlen.  N 


t7. 135.699 
80,«e8.9(II 
116.961. IS3 


lOO.OC 


16.271.71 


i!  Minerva.  Coloim*. . 

i  Municb,  Munich 

'  National,  Hanloid.. 


,196.669.546     Nali 


kalionil  Union.  Pitttburgh. . . 
Nelbeilands,  The  Hague. 


t8JS67.___ 
IOS.397.417 
272^)27,242 

71.434.984 

942.708.071 

1.6 10.266  J»8 

<        t6.748JW5 

86.964.412 
236,614,204 

1«,4H,  ■- 


133.9e 


44„11S 


127.730.075  |. 
243lb'.643  I' 


...,,752.673 
78.570,248 

925^^,272 

1753,W3«K 

t4.04fl.553 

47,320.529 

352,866.286 
15,221.762 
4.187.913 

415.853.546 
73339,433 

t2>r9!205 
107.363,558 
541.923,633 


171.113.615 
743,580,140 
tl07. 197.462 


.Vord.DeutKhc.  Hamburii . . 
North  Bril.  and  Merc.  .London 
Nonb  River,  New  York. 
Xorthem,  London 


,     Old  Colony,  Boston 


301^223.178 
t2,207350 
92.762424 

t25.72l.270 


11,944.236 
762.406.204 
245.506,681 
543.436.979 


I  Pennsylvania.  Philadelphia .    . 
FeopiB  National,  Philadelphia 


15,6.53,371 
342.926,031 
759JD76.758 
118^62,721 

47.329.629 


RISKS    WRITTEN    AND    IN    FORCE. 


RISKS    WRITTEN 

AND    IN 

FORCE  FOR   jgiS—ConUnued 

N*ME  or  CoiiPiBY. 

Rika 
Wrilloi 

Rlib 

SuuaiOnaAm. 

Rbk. 
WiitUn 

■■    M 

.  -aa 
1,        "to 

K 
OB 

"     1 
1 

gsiJSi^Si'ifc. 

taoJTBWS 

ioe.iao.sii 

J!iV'V-^\  ?M*"^! 

SS8KS&..::; 

MS 

M,334.S» 

III? 

UnhulCemtamu. 

DonJmter.  Boitoo 

Sifeguard.  New  VcHk 

SLPaulF.  kU.,  StPaul..' 
Scot.  Ua.  k  NaL,  Edinbuuh. 

Seoirity,  New  Hivni 

South  German  Rciu.  Munkh 

LowcU,  LoweU 

Mnch.  6  Fannera,  Wotcesttr. 
New  Loodoa  Co.!  Nonridildi'. 

S"i£SrS!.:::;:: 

31,M0,7tt 
35^gS 

Is 

iS^r-^:::d 

SoiBi  Natiaul.  Bute 

40,548.311 
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Foreign  Companies'  Net  Receipts  from  and 
Remittances  to  Home  Offices,  1911-1915. 

Bdow  vill  be  found  the  net  amounts  received  from  ( +)  or  remitted  to  (^  thrir  home  offices  by  the 
United  States  b'anches  of  th^  respective  foreign  fire  and  marine  insurance  companies  during  the  last  five 
rears.  The  net  receipts  trom  home  offices  of 'foreign  fire  insurance  companies  io  1906  aggreeated 
149,122,546.  In  1907  the  net  remittances  of  fire  companies  to  home  offices  amounted  to  $6,177,1x5;  in  1908 
to  $8,205,898;  in  1909  to  $4,397,867:  in  1910  to  $5.oS9'3i7* 


Name  op  Company. 


Ptt§  Companies. 

Aacben  and  Munich.  Aix-la-Chapelle. . 

Abeille.  Paris 

Atias.  London 

Balkan  National.  Sofia 

British  America,  Toronto 

Bolgaria.  Rustchuk 

Caledonian,  Edioborgh 

Century,  Edinburgh 

Cologne  R^nsuranoe,  Cologne 

Commercial  Union,  London* 

Fhe  Reassurance.  Paris 

First  Russian.  Petrograd 

Frankoaa  Reinsurance,  Fruikfort 

Paris 


Hamburg.  Hamburg 

Hanburg-Bremen.  Hambure 

International  Reassurance.  Vienna 

Jakor,  M  soow 

Law  Union  and  Rock.  London 

Uverpool  ft  London  ft  Globe,  Literp'l. 

London  Assurance,  London  * 

London  and  Lancashire  P.,  Liverpool 
London  ft  Lancashire  Life  ft  General. . 

Mioerva,  Cologne , 

Moscow  Fire,  Moscow. , 

Monicfa  Reinsurance.  Munich 

Nationale,  Paris 

Netherlands  F.  and  L.,  The  Hague... . 

New  Zealand,  Auckland 

Nofd  Deutsche,  Hamburg 

North  British  ft  MercantiTe,  London. . . 

Northern.  London 

Northern,  Moscow 

Norwich  Union.  Norwich 

Ptdaiine,  London 

Patemdle,  Paris 

Pstriocic,  Dublin , 

Pbeniz,  Paris 

Pbaeoiz,  London* , 

Prussian  National.  Stettin , 

RoMia,  Petrograd* , 

Royal,  Liverpool* , 

Royal  Exchange.  London* , 

Russian  Rdnsuianoe.  Petrograd 

Salaniattdra,  PMrograd. ...     .....•••.. 

Seottish  Union  ft  National.  Edinburgh 

Second  Russian,  Petrograd 

Skaadia.  Stockholm 

Sooth  Geroian  Reins.,  Munich 

Sovereign  Fire.  Toronto 

State  Fire,  Liverpool 

Sun.  London 

Svea,  Gothenburg. 

Swiss  National.  Basle 

Swiss  Reinsurance,  Zurich 

Uakm.  London 

Union.  Paris 

Union  ft  Phenix  Espanol.  Madrid 

Uifoaine.  Paris 

Warsaw,  Warsaw 

Western,  Toronto. 

Yorkshire.  York 


Totals.  Fire  Companies. 


1915- 


$ 

+6.xbi 
— ao.ooo 

+746 
+04,960 

+ii,a40 

+57.850 


+18684 

— X7a.738 
— «77.509 


>.ooo 
+16,635 


+ai,8ii 

+48.273 


+79.7*8 
—60.065 

—800,124 

+a4,|ao 

— «44.830 

-«4.5U 

—57.485 
— «a5,ooo 


i,a68 

+^7,866 

—487.973 
—57.119 


—"9.365 
— 112,646 

+S14.443 


—43.53a 

—^,356 

—375.000 

-1,146,378 

—105.489 

—491x0 

— 59.«o 

—16.539 


—56.313 


•^ 


—48.907 
—135,312 

—10,798 

+X08.196 

+143.353 
—40.830 

—1.873 

+9.354 
—18,144 

+30,676 
■^45.815 


—3,651,606 


1914. 


$ 

+  14.647 


—84.940 
—1.85a 

+37.824 

+172,500 

+14.820 

—  5.997 

+5.074 

+141.153 
+x  1,317 


—13.583 
—0.043 

+8a8.i88 

+9.485 
—16.838 

— 75.S<H 

+47.284 

—378.533 
—108,439 

—562.995 
— XI.431 

>."5 


—  286.257 

—1. 195 

+90 


+x  16,007 

—50.738 

+87.547 

— XOO.00O 

—40.410 

—153.013 

+30,000 


—3.897 

—30.719 
+310.805 

+133.677 

— 9M.454 
—1x8.393 

-50.765 
+  xoo,ooo 

+83.396 

— 190.000 

—^.363 
—9.479 


—".535 

-90.749 

+94.178 

+X02.X50 

—103.343 

—99. 


—73.495 
—19.309 

—33.500 

+97.839 
—3.995 

—79'. 796 


X913. 


$ 

—93.9x7 
—45.000 

—49.919 

+91.494 
+18,671 

+  157.593 

—  13.716 
+  X9.027 

—  40,xox 
—6x6.003 

+  15.943 
—200.000 

-55.186 
—7.999 

+4.671 
-4.6a6 

— X2S.OOO 

+383.379 

-x,o3o.496 
—306,301 
—2x7.987 


—6.405 
—250.000 

—380.905 

•  •  •      •  ' 

+123,618 

—89.757 
+480,073 


+  x6a,433 

—136.177 
+502,332 


>,000 

—59.447 

—51.175 
— xo5,x; 


+71.481 

—48.673 
—300,000 

+47.791 

+500,000 

—116,377 
—37.719 


+85,046 

+98.171 
+2X,7x8 

—41.650 

— 1,112 

—985,138 

— 9,x63 

—15.004 

+597.073 
— w.ooo 

+00,0x6 

—7x8 

—3.137.049 


19x3. 


.793 
-35.000 

+98.973 
+34.783 
—10.585 

+573.595 

-93.575 

+94.594 

—14.417 

—538,669 


X9XX. 


^.543 
— X9,412 


+  163.504 
—75.000 

+33.JOS 
-X.3 10,657 

—379.336 
—331.357 

— X58.X04 
—76.558 

—384.849 
—40.000 


— X72,635 

+65,000 

— 559.XX9 

—353.898 


1.630 
—407.577 


—50.000 

+9.049 
—50,000 

+X71.799 
-x,x34,ox5 
—140,698 
—3x6,333 


—3.9X8 

—131.374 

+5.369 

+59.155 

+X5.560 

— 92X.935 

—9,337 

— xo6,379 

+  1.467 
+305.84X 

—1.409 
— 100,000 


—99.000 
—38,778 
-".998 

—5.977.563 


$ 

—45.083 
+805 

—^.984 
97X.709 
-9.848 


— X35,034 

+  1.409 
— 53.99X 

-471.509 
+568.986 

—75.000 

+38.009 

— X9.0X8 


—70.9x6 


— >x8o,ooo 

+95.048 

-x.339.347 

—376.195 

—190.595 


— xoo,30o 

—451.975 
— 3,x8i 

•  ••••• 

— X4X,790 
+530,000 

—310,334 
—3x8.000 

+26o,O0HL 

-79.958 

—159.977 


— X0.868 

+19.590 
— 63X 

— XX|,000 

— 8^,763 
+  x82,o65 

—18,584 
—375.000 
— 923.X52 


— X36.406 
+492.149 

-44.847 
— x6,396 

— 94X,oo5 


+393.979 

—199.790 

— X03.733 

— 8,40X 

— XO,39X 


+533,5x8 
—69,3x3 
+58.000 


-3.565.989 


*  Fire  and  narioe  branches  combined. 
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TAXATION  OF  FIRE  INSURANCE  COMPANIES. 


Foreign  Compavibs*  Nbt  RBCsiprs  from  and  Rbmittancbs  to  Home  Officbs,  19x1-1915- 


Name  of  Company. 


Marine  CompauUs. 

Alliance,  London 

AUianz.  Berlin 

British  ft  Foreign,  Liverpool 

Fonciere,  Paris 

General.  Dresden 

Indemnity  Mutual.  London 

Mannheim.  Mannheim 

Marine.  London 

Maritime,  Liverpool 

North  China,  Shanghai 

Ocean,  London 

Reliance,  Liverpool 

Sea,  Liverpool 

Standard,  Liverpool ^ 

Switzerland  General,  Zurich 

Thames  &  Mersey,  Liverpool 

Toldo  Marine,  Tokio 

Union,  Liverpool 

Yangtsze,  Shanghai 

Totals,  Marine  Companies. ....... 

Grand  Totals,  Fire  and  Marine  Cos... 


1915. 

1914. 

1913- 

19x2. 

191 1. 

% 

$ 

$ 

$ 

$ 

—19.921 

•^26.660 

» 

—195.935 

+  519.495 

+83 

+28.534 

-119,736 

+373.a63 

—75.099 

—100,304 

—197.577 

—273.929 

—403.675 

+5.767 

-8.560 

— 7.'So 

—95.779 

—9.73a 

—9.136 

—73.453 

—59.256 

—46.5^4 

—58.431 

—1 13. 821 

—168.322 

.  -86,977 

— 53.W5 

—108,499 

—279.880 

+7.138 

+47.116 

+69.689 

-157.965 

-120,146 

-6.031 
+28.487 

+14.485 

+  13.879 

+68.501 

—25,061 

+93.654 
—33.960 

910,732 

-20.924 

—39.113 
—40,076 

—46.196 

— ioi,6a6 

+8.337 

4-21,420 

—57.899 

—96.329 

—88.202 

•+20,609 

—141,188 

—160.915 

+  2. 161 

—120.913 

+71.476 

—292,202 

—934.980 

—482.280 

+914.945 

-^.744 
+33.003 

—111.671 

—121,172 

-114.787 

—35.79a 

-62,191 

—147.998 

—243.9x8 

+4.318 

+5.891 

—87.028 

+250.000 

-45.7^ 
-97.586 

-9.840 

-61.548 

—12.313 

—99,297 

—921,334 

—1.0x3.130 

+  •47.458 

+16.854 

-30.  «W 

—264,828 

—1.260.818 
—4.397.867 

— 1,700,212 

—1.057.481 

—3.916,434 

—7.677.775 

—4,623.370 

*  Includes  remittances  to  Loadoa  office. 


Taxation  of  Fire  Insurance  Companies, 

Table  showins^  amount  of  taxes  paid  by  companies  reportinj^  to  the  New  York 
Insurance  Department,  with  the  ratio  of  the  same  to  premiums,  and  to  premiums  less 
losses: 


YEAR. 


1891  

1892 

1893 

1894  

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904  

1905 

1906 

1907 

1908  

1909 

I910 ... . 

1911 

X912 

1913 

1914 

19»5 

189X  to  19x5  inclusive 


129 

130 
127 
121 

X2I 

134 
152 
X62 
162 

158 
X46 

145 

147 
144 

158 
156 

x6q 
162 
163 

175 
180 
183 

185 
191 

193 


Premiums 

Received, 

Including 

Marine  and 

Inland. 

LoMes  Paid, 

Including 

Marine  and 

Inland. 

Amount 

of  Taxes 

Paid. 

Ratio  or 

Taxes  to 

Pre- 
miums. 

Prems., 
Less 

Losses. 

$ 

$ 

$ 

% 

% 

110,561,043 

69.007,45a 

2,596,902 

2.35 

6.25 

124,086,350 

78.334.159 

9.797.974 

2.20 

5.96 

197.958,537 

87.943.433 

2.961 .571 

2.31 

7.40 

124,649,370 

76.059,189 

2,829.401 

2.27 

5.82 

124,508,829 

70.739.994 
67,162,474 

2.941,418 

2.36 

5  47 

124,440.058 

3. 145.  "7 

2.53 

5.49 

X26,764.778 

63,683.107 

3.322.826 

2.61 

5.96 

I27,730,75t6 

74,660.521 

3.900,134 

305 

7-34 

134.450.639 

91.031.677 

4  495.339 

334 

10.35 

1^7,709,062 
163,526,207 

92.472.967 

4.736.950 

3.21 

857 

96.363.509 

4,621,006 

2.83 

6.88 

185,494.632 

97.950.790 

4.947.898 

2.67 

565 

196,532,866 

96,834,018 

5,474.156 

278 

5.49 

2x2.39x.69i 

131.095.629 

5.577.925 

2.63 

686 

223.019,881 

108.171.784 

6,326,025 

284 

551 

245.387.087 

235,290.029 

6,525.369 

2.66 

64.62 

960.643.569 

121,801,279 

6.472.121 

2.48 

466 

254.675,170 

140,464,352 

6,943,181 

2.40 

6.08 

•  273,750,281 

1 133,014.316 

J  6.756.949 
$7,608,640 

4-80 

•  287.419.898 

f  144.888,508 

264 

5.33 

*  297.142.197 

1158,528.595 

47,850.103 

264 

5.65 

•  3c8,6c6.9i4 

1 163.607.021 

&8,202,802 

266 

566 

•394.193.975 

f  172.984.262 

{8,501,927 

2.62 

5.62 

•  333.6»7  016 

f  300,720,782 

$9,120,508 

273 

6.86 

'349.647.280 

tl84.474.903 
2.957.917.750 

$11. 086.492 

317 

6.71 

5.188.938,056 

139.468.622 

2.69 

6.25 

*  Net  premiums  written,    f  Net  losses  incurred.    |  Excladlng  taxes  on  real  estate. 


LARGE    FIRES    IN    THE    UNITED    STATES    AND    CANADA. 


Large  Fires  in  the  United  States  and  Canada. 

Below  will  be  found  a  chronol^cai  list  of  many  ol  the  largest  fires  which  have 
occurred  in  the  United  States  and  Canada  in  the  last  soo  years.  While  our  aim  is  to 
present  only  those  causing  a  loss  of  |i,ooo.ooo  or  more,  in  some  instances  no  specific 
sums  are  stated  by  the  best  authorities,  although  the  indications  are  that  such  losses 
reached  the  above  named  amount: 

FIRES  IV  THE   UXITED   STATES. 


Var. 

Pl.«. 

Propmr  U« 

Voir, 

PlKC 

Plop«lly  LoM 

Charleilon,  S.  C 

Ch«1esu>wD.  Mass 

1B65 

:ia 

1866 

1866 
1S66 

1S66 

i 

isee 

1886 

iB 

18S8 
1B68 
1B68 
1868 
186S 
1S6B 
1S68 

1870 
1S70 
1S70 
1B71 
"ST 

z 

1871 
ta-2 

18B3 
iS8a 
i8Sa 

New  York 

$*.ooo.ooo 

1778 

1 
P 

»I.SOO,000 

I.7SO.OO0 

3,000,00c 

1,560,000 

lijoolooo 

NewOrleuu. 

SSS!':'f 

i.aso,ooo 

1. 000,000 

Wilminelin.  N.  C 

1,500,000 

NewburypoTl,  Mass. 

l,aso,ooQ 

1B14 

isis 
an 

1,015,000 
1,190,000 

4.000.0DO 

i.asoooo 
1.500,000 

1.300.000 

i,soo!ooo 

Brooklyn,  N.V 

1.S00.000 
3*00,000 

a,soo,ooo 

;."'! 

■K 

3.000.0™ 

GreeiiHrint,  L.  1 

Virgiinla  Clly,  NeT 

alooo^ooo 
5,000,000 
e.ooo.ooo 
r,soo,ooo 
1,000,000 
3,500.000 

1,000.000 
1,500.000 
s.000,000 

1.1.50.000 

SuiFraoisco 

75.000000 

WMhiBgton,  b.C 

Phil«Jdphl» 

1,500,000 

."« 

Trey.NTY 

l!37S-ooo 
i[ooolooo 

a, 750,000 

1,000,000 
10,000,000 

3,000,000 
1,500,000 

t!«oo,ooo 
S.000,000 
3,000.000 
1,500.000 

..400.000 

;?^ 

¥ 

^ncme.  N.  Y 

l:PS:^ 

NewYock 

P 

VliEinia  Oiy.  Net 

NeSYort.... 

7,500,000 

ChailMion.  S.  C 

1.500.000 

1,500,000 

Reno.  N« 

WilmiDgl™.  N.  C 

3.500.000 

Columbia,  S.  C 

a. 375.000 

I:^^ 

I»6S 
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LARGE  FIRES  IN  THE  UNITED    STATES  AND  CANADA— Cantinued. 


Year. 


1883 
1883 
1884 
1885 
1886 
1886 
z888 
1888 
1889 
1889 
1889 
1889 
1889 
Z889 
1889 
Z891 
1891 
Z891 
1892 
1892 
1892 

1893 
1893 

1893 
1893 
1893 
1894 

189s 

1895 
1896 

Z896 
1896 
1897 
1897 
1897 
1898 
1898 
i8q8 
1898 
1898 
C899 
1899 
1899 
1899 
1900 
1900 
1900 
Z900 
1900 
1901 
Z901 
Z903 
Z9oa 
Z902 
Z903 
1903 
1903 
X903 

1903 
Z904 

Z904 
Z904 
1904 
1904 
1904 
Z904 
1904 
190S 
1905 
1905 
Z9P5 

2905 

Z906 
1906 


Place. 


Philadelphia,  Pa 

Jersey  City,  N.J 

Cleveland,  O 

Galveston.  Tex 

Detroit,  Mich 

Key  West,  Fla 

New  York 

Buflalo 

Bufialo 

Ellensburg,  Wash 

NewYork 

Seattle,  Wash 

Spokane,  Wa*h 

Boston 

Lynn,  Mass 

NewYork 

Cincinnati 

St.  Loois 

New  Orleans 

New  Orleans 

Milwaukee 

Boston '. 

Boston 

Fargo,  N.  D 

Minneapolis 

NewYork. 

Chicago,  111 

Warren,  R.I 

San  Frandsco 

Cripple  Creek,  Col 

Ontonagon,  Midi 

Chicago 

KnoxviUe,  Tenn 

Newport  News,  Va 

Pittsburg 

Pittsburg 

San  Fkancisco 

New  York 

Terre  Haute,  Ind 

Chicago 

Memphis,  Tenn 

Victor,  Col 

Dawson  City,  Neb 

Philadelphia 

Pittsburg 

RIoominRtoTi,  III .. 

Hoboken,  N.J 

Bayonne,  N.J 

Prescott,  Ariz 

NewYork 

Jacksonville.  Fla 

Atlantic  City.  N.J 

Wa»erbury,  Conn 

Paterson,  N.  J 

Rock  Island,  111 

Cincinnati 

Beaumont,  Tex 

South  Chicago,  111 

St.  Joseph,  Mo. ..  ........ 

Baltimore 

Rochester,  N.  Y 

Yasoo  City,  Miss 

Peoria,  111 

Jersey  City,  N.  J 

Shelby.  O 

Chicago,  lU 

Sioux  City,  la 

Indianapolis,  Ind 

Boston,  Mass 

Hot  Springs,  Ark 

New  Orleans,  La 

Cedar  Rapids,  la  

East  St.  Louis,  111 

Duluth,  Minn 


Property  Lost 


$z,ooo,ooo 
z, 500.000 
z, 000,000 
z,5oo,ooo 
z, 000,000 
z, 400,000 
z.zso.ooo 
z.zoo.ooo 
z.zoo.ooo 

Z, zoo  000 

3.000.000 
5.000,000 
0.000,000 
6,000,000 
5.000,000 

z, 550.000 
1.350,000 

z,aoo.ooo 

3.000,000 

3.000.000 

6,000,000 

4500.000' 

z.  000,000 

z, 850.000 

z, 050,000 

z, 900,000 

z. 500.000 

z, 000.000 

2,000,000 

2,000,000 

z.zoo.ooo 

Z.Z50.000 

z, 000.000 

2,000,000 

2.000,000 

2,000.000 

2,000,000 

z, 000.000 

z. 850.000 

Z,ZOO,000 

z, 400,000 
2,000,000 
z, 000,000 
3.000,000 
z, 000,000 
z,  800,000 
5,500.000 
4.500,000 

Z, 030,000 

z,  100,000 

zz, 000,000 

z, 000,000 

3.000,000 

7.000,000 

z,7So,ooo 
2,000,000 
z,ooo,ooo 
z, 000,000 
z. 500,000 
50,000,000 

3,000.000 
z,  800,000 
z, 000.000 
z, 000.000 

1,500,000 

z. 000,000 
z,86o,ooo 
z,zoo,ooo 
z.  250.000 
z,5oo,ooo 
3,200,000 
z. 500,000 

Z, 000,000 

z, 000,000 


Year. 


906 

906 

907 
907 
907 
907 

908 

908 

908 

008 

908 

908 

908 

908 

909 
909 
909 

909 
909 

9Z0 
9Z0 
9Z0 
910 
9Z0 
9Z0 
910 
9Z0 
9Z0 
910 
9Z0 
9Z0 
910 

9" 
9" 
9" 

9IZ 

9" 

9IZ 

9Z1 

9IZ 

9" 
91Z 

9" 
9" 

9Z2 
9Z2 

912 
912 
9za 

9Z2 

9Z2 
91a 

913 

913 

913 

913 

913 

913 

914 

914 

914 

914 

914 

914 
914 

914 

914 


San  Francisco,  Cal 

Newport,  R.  I 

San  Francisco,  Cal 

Barren  Island,  N.  Y 

New  York,  N.  Y 

Iloilo,  P.I 

Cone]r  Island,  N.  Y 

Superior,  Wis 

Portland,  Me 

Chicago,  III 

NewYork 

Atlanta,  Ga 

Chdsea,  Mass 

New  Orleans,  La. 

East  BoMon,  Mass 

Chisholm,  Minn. ,  etc 

Duluth.  Minn 

Shdby,  O 

Midway,  Ky 

Chicago,  111 

Chicago.  Ill 

Chicago,  ni 

Port  Costa,  Cal 

New  York 

Narragansett  Pier,  R.  J 

Decatur,  III 

Hamb'eton,  W.  Va 

Lake  Charles,  La 

Ford  City,  Pa 

Kansas  City,  K<m 

Minneapolis,  Minn 

NewYork 

Wallace,  Ida.  f and  adj.  t-  r.) 
Cedar  Spur,  Mont.,  and  vie 
Blaine,  Wash.,  and  vidnity 

Minnesota 

Cincmnati,  O 

Chicago,  111 

Marinette,  Wis.  ,and  vicini  ;> 

Je£ferson  City,  Mo 

Little  Rock,  Ark 

Albany,  N.  Y 

Bangor,  M^ 

BroAlyn,  N.  Y 

Minneapolis.  Minn 

Coney  Island  "Dreamland" 

Waters,  Mich 

Minneapolis,  Minn 

Washington  C.  H.,  O 

Chicago.  Ill 

Benton,  Pa. 

NewYork.  N.  Y 

Philadelphia,  Pa 

Houston,  Tex 

Bayonne,  N  J 

New  York 

Ocean  Beach,  Cal 

Benida,  Cal 

Philadelphia,  Pa 

Dayton,  O. 

Hamilton,  O 

Long  Island  City,  N.  V. 
Bayonne,  N.  J........   ... 

Hot  Springs,  Ark...  .  ... 

Savannah,  Ga 

Wellesley.  Mass 

Portland.  O'e 

Cleveland.  O 

Salem,  Mass 

Tacoma,  Wash 

Clinton,  Tex 

Jeannette.  Pa 

Galveston.  Tex 

West  Orange,  N.  J 


Property  Loss. 


$Z. 000.000 
z. 000, 000 

350.000.000 
z.roo.ooo 
z, 500.000 
z, 000,000 
z.500.000 
z, 600.000 
z,ooo.ooo 
z. 000,000 
2,500,000 
z.30o,ooo 
za.000.000 
z, 400.000 
z.500.000 
5.000,000 
z. 000.000 
z, 000.000 
z. 000.000 
z. 600,000 
z. 250.000 
z.ooo.ooo 
z. 000.000 
z,  500.000 
z  000.000 
z.ooo.ooo 
z, 000.000 
z.ooo.ooo 
z.500.000 
z.500.000 

z.ooo.ooo 
z  500,000 
4500.000 
6.000.000 
z.ooo.ooo 

3.500.000 
1.750.000 
z.ooo.ooo 
z.aoo.ooo 
z.ooo.ooo 
z. 000.000 
5.500.000 
3.500.000 
z.ooo.ooo 
z.ooo.ooo 
2,500.000 

Z,Z35.000 

z.aoo.ooo 
z.250.000 
z.zoo.ooo 
z. 000,000 
3.000.000 
z.zoo.ooo 
4.500.000 
z. 000,000 
z.ooo.ooo 
Z.X35.000 
z.ooo.ooo 
z.ooo.ooo 
X. 350.000 
3,000.000 
z.ooo.ooo 
z.500.000 
3335.000 
z.zoo.ooo 
z.500.000 
z.oooooo 
1.350.000 
Z4.ooo,ooc 
1,000.000 
z.ooo.ooo 
z.ooo.ooo 
z.ooo.ooo 
z.500.000 


ANNUAL    FIRE    LOSSES    IN    THE   UNITED    STATES. 
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LARGE  FIRES  IN  THE  UNITED  STATES  AND  CANADA—CofUinued, 


Year. 


I915 
1915 
1915 
19IS 
1915 
1915 
I9«5 

1915 

1915 


1815 
1816 
1817 
1819 
1826 

1845 

1845 

1845 
X846 

1850 

1852 

1866 

1874 

1876 

1876 

1877 

1881 

1892 

>895 
1897 

1898 

1900 

1901 


Place. 


Pine  Bluff.  Ark 

Avakm.  Cal 

Los  Angdes.  Cal.. 
Newport  News,  Va.. 

Bethtehem,  Pia , 

Trenton,  N.  J , 

Hopewell,  Va. 

Erie,  Pn 

Trenton,  N.J...... 


Property  Lorn. 


Montreal. 


St.  Johns,  N.  F 

St.  Jcdins,  N.  F 

St.  Johns,  N.  F 

St.  Johns,  N.  F...... 

Qoebec 

Quebec. 

London,  Ont. 

St.  Johns,  N.  F 

Ftadeticton,  N.  B 

Montreal.  ................. 

Quebec. 

Ottawa. 

St.  Johns,  Que 

St.  Hyacintbe. 

St.  John,  N.  B 

Quebec 

St.  Johns,  N.  F 

Toronto,  Ont 

Windsor,  N.  S 

New  Westminster.  B.  C. . . 

Ottawa  and  HnJl 

MoQtreaL 


$c.roo.ooQ 
1.000,000 
1. 000,000 
3.000,000 
1.500.000 
1. 000.000 
1,000,000 
X, 000,000 
1 .000.000 


Year. 


I9IS 

1916 
1916 
19x6 
1916 
X916 
19x6 
19x6 
X916 


Place. 


Chicago,  111 

Brooklyn.  N.  Y.. 
Fall  River.  Mass. 

Peoria,  lU 

Paris.  Tex 

NashviUe.Tean.. 

Augusta,  Ga 

Canton,  Md 

Baltimore 


Property  Lo^s. 


$3,000,000 
3.000,000 
3,000,000 
X, 000, 000 
5,000.000 

11.500,000 
5,000,000 
3,000,000 
1,350,000 


FIRES  IN  CANADA. 


$x  ,000,000 
X.30O.00O 


X. 000.000 
X, 500,000 
X, 000,000 
5.000.000 

5«o<x>,ooo 
3,000.000 
x.ooo.ooo 
a.500,000 
1,350.000 

X3,5oo,ooo 
3,000,000 

35.000,000 
X, 350.000 
X, 000.000 

3,000,000 

7.500.000 
3.500,000 


1904 
1904 

1906 
1908 
X908 
X908 

X909 

X9I0 
X9X0 
X9I0 
X9X0 
X9X0 
X9X0 

X9X0 
X9X0 
X9XI 
I9II 
I9I3 
19x3 

X9I3 

1916 


Toronto 

HaliCsx,  N.  S 

Moncton.  N.  B 

Kenora.  Ont 

Three  Rivers,  Que 

F emie.  d.  w .•...■....  .... 

Qurbec 

Athabasca.  Alta 

Atikakan,  Ont 

Rat  Portage,  Man 

Rainy  River.  Ont 

Amprior.  Ont. 

CampbeUton  and  Richards- 

ville.  N.  B 

Braeside,  Ont ;.... 

Victoria.  B.  C .••.. 

Porcupine  Dist..  Ont 

Owen  Sound,  Ont 

Halifiix,  N.  S. ............ 

Chicoutimi.  Que 

Vancouver.  B.  C 

Calgary,  Alta 

Ottawa 


$13,500,000 
3,000,000 

X.30O.00O 

X, 000,000 

3.000,000 
4.000.000 
I.300.000 
1.030,000 
1,500,000 
1.000,000 
1,000,000 
4.000.000 
3.500.000 

X.OOO.OOO 

1.000,000 
3,500.000 
1,000,000 
1.000,000 
x,ooo.ooo 

1.750.000 

1,000,000 
3.000.000 


Annual  Fire  Losses  in  the  United  States 
FOR  Forty-one  Years— 1875-1915. 

[/Vmt  io  X903  yhwt  ike  CkromicU  Fire  Tables,^ 


Year. 


1875 

1877 


1878.. 

1879.- 
1880.. 

1881.. 
i88a  . 
X883  . 
1884.. 

1886.. 
1887., 
188S.. 

1889., 
1890.. 
1891., 
1692. 
1893. 

Z. 

1896. 


Aggregate 

p.  in.  m^  mm 

irropciTy 
LoM. 


$ 
78.102,385 

64,630,600 

68.365.800 

^.315.900 

77t703.70O 

74.643.400 

81.380.900 

84.505.024 

100.x49.338 

iio.oo8.6xx 

x03.8x8.796 

104.934. 750 
130.383.055 
xxo,885.665 
X8|.046,833 

™?93.79a 

M3.704.967 
r5x.5x6.098 

167.544.370 
140,006,484 
X43,x  10,333 
1X8,737,430 


Insurance 
LoM. 


39.337.400 
34.374.500 
37.398.900 
36S75.9CO 
44,464.700 
43.535.000 
44.64x.900 

48.875.131 
54.806.664 
60.679.8x8 

57.430,709 
60,506.56^ 

69.659.508 
63.965.734 
73.679.465 
65.015.465 

90.576.918 

93.5il.936 

135.994.577 

89.574.699 
84.689.030 

73.903.800 


»- 


1897. 

1898. 

1899. 

1900. 

X90X 

1902 

1903 
1904. 

1905- 
X906. 
1907. 
X908. 

1909 
19x0 . 

X911. 

X9X3. 

1913- 
I9I4. 
1915- 


Ybar. 


Totals 


AjfgrtgfAt 

Property 

Loss. 


$ 

116.354.575 

130.593.9^^5 

153.597.830 

160,039.805 

165,817,810 

161.488,355 

145,303.  X55 

t239,X98,o5o 

ti65.33X,65o 

t518.6xx.800 

t215.084.709 

t3i7.885,85o 

1x88,705,150 

12x4.003,300 

t2i7,0O4.575 

1206.438,900 

1203.763,550 

t33i,439,35o 

tx73,o63,300 


6,X40,890,795 


Aggregate 

Insurance 

Loss. 


i — 

66,733,  X45 
73,796,080 

93.683.715 
95.403.650 

100,798,64s 
94.775.045 

*  XQ4,OOO.O0O 

*  X44,ooo,ooo 

*  ix6,ooo,oc9 

*  393.000,000 
•'X37,ooo,oco 

*  X57,ooo,oco 

*  X43.ooo,oco 

*  x75.ooo.ooo 

*  X90.ooo,oco 

*  X94.ooo,ooo 

*  X96.ooo,ooo 
"  3x0,000,000 

*  167,500,000 


4.113,859,583 


*  Estimated  by  publishers  of  the  Insurance  Year  Book.        t  From  National  Board  Tables. 


504 


NOTABLE    CONFLAGRATIONS    IN    THE    WORLD'S    HISTORY. 


Notable  Conflagrations  in  the  World's  History. 

Even  before  men  began  to  congregate  and  build  cities,  there  existed  the  danger  of  prairie  and 
forest  fires;  but  these,  except  in  a  minor  way,  were  not  especially  destructive  of  other  property.  When 
cities  had  been  built  and  many  thousands  Of  people  came  to  be  housed  within  a  small  area,  the  danger 
of  fire  and  its  capacity  for  doing  harm  to  men  and  their  property  were  greatly  augmented;  and  as  cities 
increased  in  size,  the  fire  hazard  and  the  accumulated-  values  subject  to  destruction  were  both  corre- 
spondingly multiplied.  During  the  last  four  thousand  years  many  cities  have  been  swept  by  fire,  some 
of  them  several  times;  and  some  have  been  practically  obliterated.  Below  will  be  found  •  list,  compiled 
from  various  sources,  of  some  of  the  more  important  fires  of  history,  comprising  those  most  notable 
because  of  the  values' or  lives  destroyed,  or  for  some  peculiar  reason.  The  list  of  fires  due  to  the 
Buropeao  war  in  1914,  1915  and  1916  is  necessarily  incomplete: 


Ybas.           Location. 

Yeax. 

Location. 

Yeas. 

Location. 

YxAX.           Location. 

B  c. 

1897    Sodom  and  Gomorrah 

A.D. 

1299 

Westminster 

A.D. 

1776 

St.  Kitts 

1846    St.  Johns,  N.  F. 

1400    Jerusalem 
1141    tpbesus 

1321 

Geneva 

1776 

New  Yoik 

1846    Albany 
1848    Oiri,Ruaria 

1827 

Munich 

1777 

New  Orleans 

680    Jerusalem 
480    PlaUea 

1383 

Geneva 

1778 

Charieston 

1848    ConitsntinoiJe 
1848    Albany,  N.  Y. 

1849 

Newcastle-upon-Tyne 

1778 

New  Yoik 

479    Athens 

1386 

Edhibuz^ 

1778 

Constantinople 

1840    St.Ix)uis 

890    Rome 

1388 

Dunkirk 

1780 

St.  Petersburg 

1861    San  Fmndaco  (3) 

241    Rome 

1401 

Edinburgh 

1780 

St.  Petersburg 

1862    Sacramento  City 

216    Rome 

1406 

Berne 

1782 

Constantinople 

1868    Montienl 

212    Rome 

1406 

Brussels 

1782 

Constantinople 

1868    Constantinople 

146    Corinth 

1430 

Geneva 

1784 

PortHiu-Prinoe 

1864    Gateshead 

60    Rome 

1471 

Chester 

1784 

Brest 

1868    Aitrakan  . 

48    Alexandria 

1491 

Dresden 

1784 

Constantinople 
Rokitzan,  Bohemia 

1868    Valparaiso 
1868    AucSand 

13-14    Rome 

1607 

Norwich 

1784 

12    Rome 

1612 

Brest 

1790 

CarlscroDa 

1869    Key  West 

1642 

Edinburgh 

1791 

Constantinople 

1860    St.  Louis 

A.O. 

1644 

Edinburgh 

1792 

Constantincyle 

1869    Constantinople 

69    Lyons 

1670 

Moscow 

1793 

Archangel 

1860    Baibadoes 

64    Rome 

1676 

Antwerp 

1794 

O^jenhagen 

1861    Mcndosa,  S.  A 

70    Jeruaaleni 
80    Rome 

1612 

Coric 

1794 

Wapping,  London 

1861    Umoges 

1631 

Magdeburg 

1796 

Copenhagen 
Constantmople 

1861    T^ondon 

164    Rome 

1633 

Constantinople 

1796 

1861    Charleston 

164    Antioch 

1666 

Teddo 
London 

1796 

Smyrna 

1862    Enschede,  Holland 

188    Rome 

1666 

1796 

Barbadoes 

1862    Troy 

1862    St.  Petersburg 

197    Lyons 

1667 

Archangel 

1796 

Balthnore 

260    Bordeaux 

1676 

Northampton 
Southwark 

1797 

Scutari 

1862    MaraeOIes 

273    Alexandria 

1676 

1798 

Wihnington 

1862    Constantinople 

893    Constantinople 

1682 

Wapping,  London 

1799 

Peru 

1863    Monaadr 

465    Constantinople 

1689 

Prague 

1799 

Constantinople 

1864    Geocgetown  (2) 

632    Constantinople 

1692 

Salem 

1799 

ManOa 

1864    Hankow 

668    Paris 

1694 

Warwick 

1802 

Liverpool 

1866    Port-au-Princc 

640    Alexandria 

1694 

Chariton 

1803 

Bombay 

1866    New  York 

667    Rochester 

1700 

1805 

St.  Thomas 

1866    Constantinople 

741    Yoric  Minster 

1702 

Bergen 

1808 

Spanish  Tn,  Trinidad 

1866    Manila 

781    Constantinople 

1728 

Copenhagen 

1811 

Smyrna 

1866    London 

798    London    . 

1729 

Constantmople 

1812 

Moscow 

1866    Portland,  Me. 

802-7    Constantinople 
807    Peterborough 

1731 
1736 

Baireuth 
Peasmore 

1814 
1816 

Rangoon 

Conirtantinople 

Pt.  Louis,  Mauritius 

1866    Quebec 
1866    Valparaiso. 

893    London 

1737 

Panama 

1817 

1866    Yokohama 

917    Cordova 

1737 

Moscow 

1818 

Constantinople 

1863    Albany.  N.  Y. 

978    Cork 

1737 

Jaroalaw 
Martinique 

182Q 

Canton 

1868    Charleston.  S.  C 

982    London 

1738 

1820 

Savannah,  Ga. 

1869    Phibulelphia 

1004    Norwich 

1742 

Smyrna 

1820 

Paris 

1870    Constantmople 

1010    Northhampton 

1744 

Brest 

1820 

Port-au-Prince 

1870    Pera,  Turkey 

1018    Coric 

1746 

Constantinople 

1821 

Paramaribo 

1870    Sam-Sun,  Turkey 

1069    York 

1748 

Moscow 

1822 

Canton 

1870    Chicago 

1086    London 

1749 

Constantinople 

1824 

Cairo 

1871    Chicago 

1087    London 

1750 

Constantinople 

1826 

New  Brunswick 

1871    Paris. 

1092    London 

1750 

Moscow 

1826 

St.  Johns,  N.  F. 

1872    Constantinople 

1102    Winchester 

1761 

Constantinople 

1826 

Constantinople 

1872    Boston 

1106    Venice 

1752 

Moscow 

1827 

Abo.  Fhiland 

1878    Alexandra  Patac« 

1113    Mons 

1763 

Smyrna 

1831 

Constantinople 

London 

1113    Worcester 

1753 

Archangel 

1831 

Bristol 

1873    Havana 

1116    Bath 

1756 

Beighen 

1831 

St.  Thomas,  W.  I. 

1874    Constantinople 

1118    Nantes 

1756 

Constantinople 

1833 

Manila 

1874    Pimlico.  T/mdoo 

1123    Lincoln 

1758 

Savannah 

1833 

Constantin<9le 

1874    Chicago 

1130    Rochester 

1759 

Sakmica 

1834 

Houses  of  Parliament, 

1876    Osfakosh 

1136    London 

1760 

Boston 

London 

1876    Virginia  Oty 

1137    Yorit 

1764 

Lisbon 

1836 

New  Yorit 

1876    Iquique.  Peru 
1876    St.  John's.  Quebec 

1137    Bath 

1764 

Konigsberg 

1836 

Constantinople 

1140    Nottingham 

1766 

Belgrade 

1837 

Surat 

1876    Soderhamn,  Sweden 

1171    Canterbury 

1769 

Konigsberg 

1887 

St.  Petersbmig 

1876    Quebec 

1876  St.  Hyacinth 

1877  St.  John,  K.  B. 

1171    Cairo 

1769 

Constantinople 

1837 

Naples 

1189    Carlisle 

1769 

St.  John's 

1838 

Chariestown 

1190    Dublm 

1771 

Constantinople 

1839 

New  York 

1877    Pittdsurg 

1203    Constantinople 

1771 

St.  Petersburg 

1841 

Smyrna 

1879    Irkutdc  Siberia 

1204    Doncaster 

1772 

Smyrna 

1842 

Hamburg 
Liverpool 

1879    New  Yoik 

1216    Bruges 
1283    Dublin 

1773 

Moscow 

1842 

1879    Boston 

in5 

Ltmehouse 

1846 

Quebec 

1882    LemdviDe!  Colo. 

1292    Carlisle 

1775 

St.  George 

1846 

Smyrna 

1846 

New  York 

1882    Wood  Street.  LoodoD 

FIRE    PATROLS. 
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NOTABLE  CONFLAGRATIONS  IN  THE  WORLD'S  mSTORY-^-Continued. 


Yeax.  Locatkn. 


A.D. 

1883  ^emiA 

884  Baynrftter,  London 

.885  Aqiiinrall 

887  Paris 

887  Enter,  EngUmd 

888  Sundsvall 
9  Seattle 

18S8  New  Yofk 

1889  Spokaoe 
m  Boatoo 

889  Lynn 
0  Fort  de  France. 

Maitiniqne 

1890  Sfdney 

892  New  Oiieaaa 
1892  New  Orleans 

802  Tokio 

802  MflwBukee 

1802  St.  Johns.  N.  F. 

S93  Boston 

893  Santander 

894  Shanghai 
1894  CantoD.  China 
1806  Gnayaquil 
897  Mdbonme 
897  Loodon 
897  Puis 
1898  Nijni-Novflorod 

899  PhOaddphia 

900  Hoboken 


Year. 


Location. 


Year. 


Location. 


.D. 

.900  Bayonne 

000  Ottawa-Hull.  Canada 

001  Jacksonville 
001  Antwerp 

001  Montreal 

002  Patenon 
002  Waterbury 
004  Ballimore 
004  Aalesund,  Norway 
004  Toronto 
004  Halifax 

904  Rochester 

905  New  Orleans 
000  San  Francisco 
006  Valparaiso.  Chile 

006  Weli^iton,  N.  Z. 
907  Iguique,  Chile 

007  Hakodate.  Japm 

907  Kinnton.  Jamaica 

908  Chelsea,  Maaa. 

008  Noda  Sov,  Japan 
908  Niifata.  Japan 
908  Chishohn.  Mum.,  etc. 
90S  Port-au-Prince,  Hayti 
908  Paris,  France 
908  El  Oro,  Mexico 

908  RoetoT-on-Don,Russia 

909  Acapaloo,  Mexico 
909  Osaka,  Japan 
909  Valdiva.  Chae 


A.  D. 

1009  London.  Kngland 

1910  Campbelhon.  N.  B. 

1910  Wajima,  Japan 

1910  Brussels,  Belgium 

1910  U.  S.  and  Canada 

forest  fires 

1911  New   York    ("Tri- 

angle") 

1911  SantuLgo.  Chile 

1911  Aux  Caves.  Haiti 

1911  Tokio.  Japan 

1911  Yamagata,  Japan 

1911  Bangor,  Me. 

1911  Albany,  N.  Y. 

1911  Kirin,  Manchuria 

1911  Constantinople 

1911  Hankow,  China 

1911  Nanking,  China 

1912  Peking,  China 
1912  Osaka,  Japan 

1912  New      York     (Equi- 

Ubie) 

1912  Valdivia,  Chfli 

1912  Tien-Tan,  China 

1912  Pao  Ting  Fu,  Chma 

1912  Tokio,  Japan 

1912  Damascus,  Syria 

1912  Constantinople 

1912  Castellon,  Spain 

1012  Chorlu,  Turkey 


Yeax. 


Location. 


A.  D. 

012 

013 

913 

913 

913 

913 

914 

914 

914 

914* 

914» 

914* 

914* 

914* 

914» 

914* 

914* 

014* 

014* 

014 

914* 

914* 

914* 

914* 

914* 

915 

915 

916 

916 

916 


Adrianople.  Turkey 
Tokio.  Japan 
Numadzu.  Japan 
Scutari,  Turkey 
Adrianople.  Turkey 
San  Sebastian.  Spain 
Bombay 

Ceiba,  Honduras 
Salem.  Mass. 
Louvain,  Belgium 
Dinant,  Bekium 
Termonde,  Belgium 
Malines,  Belgium 
Aerschot,  Belsium 
Senlis,  France 
Jaraslow,  Austria 
Sem|>st,  Belgium 
Rhoms,  France 
Albert,  France 
Papeete.  Tahiti 
Ypres,  Belgium 
Roulers,  Belgium 
Dixmude,  Belgium 
Longwy,  France 
Cracow,  Austria 
Colon,  Canal  Zone 
Paris,    France 
Paris,  Tex. 
Bergen,  Norway. 
Dublin.  IrelanJ. 


Tbese  and  others  were  due  to  the  European  war. 


Fire  Patrols  in  the  United  States. 

The  Association  of  Superintendents  and  Captains  of  Fire  Patrols,  Salvage  Corps  and 
Protective  Associations  of  the  United  States  is  officered  as  follows:  President  Frank 
Whitmore,  St.  Paul,  Minn.;  secretary  and  treasurer,  John  T.  Ruane,  Minneapolis. 

Below  is  given  a  list  of  cities  having  fire  patrols,  as  compiled  by  the  above-named 
association,  together  with  the  superintendent's  or  captain's  name  of  each  and  its  date  of 
organization. 


City. 


Albany.  N.V 

Baltimore,  Md 

Boston,  Mass 

Brooklyn.  N.  v.... 
Chicago,  111 

Chicinnati,  O 

Duluth,  Minn 

Indianapolis.  Ind... 
JanesTille,  Wis.... 
Kansas  City,  Mo. . . 

Looisville,  FCy 

Memphis.  Teno 

Milwaukee.  Wis... 
Minneapolis,  Minn 
NcwarlcN.  J 

New  Orieans.  La. . 
New  York.  N.Y.. 
Philadelphia,  Pa... 
Providence,  R.  I . . . 

San  FrandsoD,  Cal 

St  Loois,  Mo 

SLPanl,  Minn..... 
Worcester,  Mass.. 


Name  of  Associatipn. 


When  Organized.  Superintendent  or  Captain. 


Albany  Protectives 

Fire  I  n«UFance  Salvage  Corps. 

Protective  Department 

Fire  Insurance  Salvage  Corps. 

Fire  Insurance  Patrol October  i,  1871 


Salvage  Corps 

Dulu'h  Salvage  Corps 

Merchants  S^vace  Corps. 

Fire  Police  Patrol. 

Fire  Patrol 


September  17,  187a. . 

187a 

1865 

December  16, 1895... 


November  16,  1886. . 

June.  1896 

September,  1900 

March  17,  1855 

June  1, 1889 


Salvage  Corps 

Salvage  Corps 

Fire  Insurance  Patrol , 

Salvage  Corps  &  Fire  Patrol. 
Salvage  Corps 


Fire  Insurance  Patrol.. 

Fire  Patrol 

Fire  Insurance  Patrol. . 
Protective  Department. 


Fire  Patrol 

Underwriters  Salvage  Corps. 

Fire  Insurance  Patrol 

Protective  Department 


April  14,  x888 

May  17,  1893 

December  i,  1886. . . . 

October  15, 1895 

July  I,  1879 

1874 

October,  1839 

July  15.1869 

February  i,  1875 


May,  1875 

July  4. 1874 

October  23,  1895... 
December  i,  1875. 


Frank  H.  Wetherwax. 
Malcolm  W.  Jordan. 
Samuel  Abbott,  Jr. 
Jaires  O.  Schwanlc 
E.  T.  Shepherd. 

J.  J.  Conway. 
Joseph  Randall. 
William  Curran. 
Wm.  E.  Behrendt. 
J.  F.  Pelletier. 

B.  Duflv. 
M.  P.  Conroy. 
.\1.  J.  Curtin. 
John  T.  Ruane. 
Henry  S.  Martin. 

James  Walsh. 
James  O.  Schwank. 
Joseph  H.  i>herroer. 
Chas.  H.  Swan. 

John  F.  O.  Comstock. 
James  T.  O'Donnell. 
Frank  Whitmore. 
H.  R.  Williamson. 


STATISTICS    OF    FIRES    IN    AMERICAN    CITIES. 
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PREMIUMS    IN    NEW   YORK    CITY. 


Comparative  Exhibit  of  Fire  Insurance  Premiums 

IN  New  York  City. 

Below  we  present  a  table  showing  the  premiums  collected  in  New  York  city  for 
two  years  as  compiled  from  the  semi-annual  returns  of  the  fire  patrol  to  the  New 
York  Board  of  Fire  Underwriters  : 


NAME   AND    LOCATION 
OF  COMPANY. 

New  York. 
American  Eagle,  New  York. 
Assurance  Co.  of  America. . . 

Caledonian  American 

City  of  New  York 

Colonial 

Commercial  Union  Fire 

Commonwealth 

Continental 

Fidelity-Phenix 

German  Alliance 

German-American 

Germania 

Globe  and  Rutgo^ 

Hamilton 

Hanover 

Home 

Imperial! 

Knickerbocker 

Liverpool  &  London  &  Globe 

Lumber 

Mercantile,  New  York§ 

Merchants  Fire 

New  York  Underwriters 

Niagara 

Northern 

North  British  and  Mercantile 

North  River 

Pacific 

Queen  of  America 

Richmond 

Safeguard,  New  York 

Stuyvesant 

United  States 

Vulcan 

V^cstd)  ester 
WilUamsburgh  City/  B'kiyn 

Lloyds. 

Allied  Underwriters 

American  Ex.  Underwriters. 

American  Lloyds 

Great  Western  Lloyds 

Individual  Underwriters 

Lumber  Underwriters 

Merchants  Fire  Lloyds 

National  Underwriters 

New  York  and  Boston  Lloyds 
New  York  Fire  &  Marine  Und 
New  York  Reciprocal  Undrs. 
North  Amer.  Inter  Insurers. 

Norw^an  Underwriters 

Union  Underwriters 

Workmens  Furniture  F.  Assn. 

New  Yorj  State. 

Agricultural,  Watertown 

Albany,  Albany 

Buffalo  Commercialt 

Buffalo  German,  Buffalo 

Conunerce,  Albany 

Glen  Cove  Mutual,  Glen  Cove 

Glen  Falls,  Gkn  Falls 

Mutual,  Albany I 


1915- 


% 

19,788 
4S,6o2 
40,072 

iiS.iiS 

27,440 
23,106 

70,826 
332,972 
239,09s 

50,814 

723,579 
200,337 

250,949 

13,543 

186,550 

1,072,282 

46,279 

13,64s 
776 


19,548 
90,871 


262,507 
48,320 
26,961 

267,347 
34,330 

150,873 
42,148 
29,607 
48,566 

123.685 
46,370 

213,583 

187,964 


3,996 
26,634 
10,816 

16,195 

38,974 
2,225 

3,483 
4,206 

2,845 
53,952 
23,910 

6,044 
6,782 

3,89s 


97,331 
21,939 

42,288 
19,207 

6,347 

115,000 

12,276 


1914- 


46,986 

35,643 
133,886 

41,015 
64,442 

93,971 
363,481 
253,690 

55,273 
818,846 
232,916 

309,195 
19,225 

170,668 

1,066,686 

39,669 

7,905 
8,662 

41,819 


86,408 

44,778 

308,601 

58,854 
44,166 

323,572 
40,269 

149,520 
50,985 

67,729 
150,18s 

31,225 
244,049 

230,464 


3,727 
24,562 

17,274 
9,619 

45,596 
3.861 
1,396 
6,628 
7,865 
8,389 

64.441 

25,574 
6,136 

6,512 

3,793 


126,271 

31,047 
•6,276 

61,930 
14,890 

4,234 

133,837 
2,662 


NAME    AND    LOCATION 
OF  COMPANY. 


New  York  State — Coni. 
National  Lumber,  Buffalo.. 

Seneca,  Buffalo 

Union,  Buffalo 


Arizona. 
Arizona,  Phoenix 


California. 
California,  San  Francisco. . . 
Firemans  Fund,San  Frandsco 
Vulcan,  Oakland 


Colorado. 
Merchants,  Denver. 


Connecticut. 

Aetna  Hartford 

Connecticut,  Hartford. 

Hartford,  Hartford 

National,  Hartford 

Orient,  Hartford 

Phoenix,  Hartford 

Security,  New  Haven. 
Standard,  Hartford. . . 


District  of  Columbia. 

Arlington,  Washington 

Firemens,  Washington 

First  National,  Washington. 
Potomac,  Washington 


Georgia. 
Georgia  Home,  Columbus. . 

Ilunois. 
Central  National,  Chicagof . 

German,  Peoria , 

Federal  Union,  Chicago 

Millers  National,  Chicago.. 

Indiana. 
Sterling,  Indianapolis 


Iowa. 
Dubuque  F.&  M.,  Dubuque. 

Louisiana. 
Mechs.&Traders,New  Orleans 

Maryland. 

Citizens,  Baltimoref 

German-American,  Baltimore 

Massachusetts. 

Berkshire  Mut.,  Pittsfield 

Boston 

Fitchburg  Mut.,  Fitchburg. . 
MassachusettsF.&M ., Boston . 
Merrimack  Mut.,  Andover. . . 

Old  Colony,  Boston 

Salem  Mut.,  Saoem 

Springf'd.F.&M.,Springrd. . . 


1915- 


$ 

35,230 

13,613 
30,292 


15,861 


13,309 

116,045 

3,SSO 


8,771 


503,444 
98,005 

261,577 
241,676 

88,394 

195,539 

58,865 

33,700 


924 
21,642 

38,144 
21,555 


2,834 


7,71s 
32,162 


70,789 


51,704 


35,362 


2,051 

127,002 

1,310 

33,483 

137 

32,346 

142,120 


1914. 


$ 

43,670 

3,464 

39.I4S 


18,741 


7,6S6 

123,519 
4.179 


11,040 


460,933 
108,809 

290,423 
264,860 

106,407 

219,462 

60.932 

34.037 


4,164 
15,660 
11,900 
•5,591 


V357 

25,818 

39-593 
47r40S 
18,397 
50.243 


72.515 
41,048 


».353 
156,628 

42.458 
•330 

147.02a 


*  For  six  months  only.  t  Retired  from  business.  X  Pormerly  the  Pelican. 

i  Formerly  the  North  British  and  Mercantile  of  New  York. 
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COMPARATIVE  EXHIBIT  OF  FIRE  INSURANCE  PREMIUMS— Cofihn«erf 


NAME   AND    LOCATION 
OF  COMPANY. 


Michigan. 
Columbian  Natknial,  Detroit 
Detroit  F.  aiid  M.,  Detroit- 
Detroit  National,  Detroit 

Michigan  Commercial,  Lans'g 
Midiigan  F.  and  M.,  Detroit. 
Midngan  Millers,  Lansing. . . 

Minnesota. 
MinneapoKs  F.  &  M.,  Minn.. 
Northvestem  F.  &  M.,  Minn. 
St.  Paul  F.&M..  St.  Paul... 

Missoinu. 
American  Central,  St.  Louis. . 

Citizens,  St.  Luois 

Individual  Und.,  St.  Louis 

Nkw  Haicpshike. 

Capiul,  Concord 

Granite  State,  Portsmouth.. . 
New  Hampshire,  Manchester 

New  Jersey. 

American,  Newark 

Camden 

Eade,  Newark 

Firemens,  Newark . . . , 

Fironens  Underwriters,  Newk 
National  F.&M.,Eli2abeth. . . 

Newark,  Newark 

New  Jersey,  Newark 

New  Brunswick,  New  Bnms.. 
Standard,  Trenton 

New  Mexico. 
Occidental,  .Albuquerque 


NoBTH  Carolina. 
Dixie,  Greensboro 


Ohio. 

-^mcr.  Druggists,  Cincinnati. 
Central  Mfrs.,  Van  Wert. . . . 
Qeirdand  Nat.,  Cleveland. .. 

Ohio  Faimos,  Le  Roy 

Teutooia,  Dayton 

Pennsylvania. 

.^Hemannia,  Pittsburg 

Alliance,  Philadelphia 

American,  Philadelphia^ 

County  Fire  of  Phila,,  Phila.. 

Farmers,  York 

Fire  Association,  Philadelhpia 

Franklin,  Philadelphia 

German,  Pittsburg 

Gcnnan-American,  Pittsburg. 
Giraid  F.  &  M..  Philadelphia . 

Humboldt,  Pittsburg 

Independence,  Philadelphia. . 
Ins.Co.ofNorthAmerica,  Phil. 
Ins.  Co.  of  State  of  Pa..  Phil. 
Lumbermens,  Philadelphia. . . 

Mechanics,  Philadelphia 

Nat-Ben  Franklin,  Pittsburg 
National  Union,  Pittsburg. . . 

North  Branch,  Sunbury 

Pennsylvania,  Philadelphia.. . 
Peoples  Nat.,  Philadelphia . . . 

Pittsburgh,  Pittsburg 

Reliance,  Philadelphia 

Teutonia  Fire,  Pittsburg 


$ 

45.052 

51.379 
18,029 

36,291 

42,554 

27,275 


39,660 

2,891 
128,957 


92,85s 
20,672 


44,268 
21,141 
49,491 


186,058 
81,614 

2,954 
184,238 


81,021 
23,782 

37,374 
27,625 


743 


18,03s 


4,945 

7,383 

18,460 

37,118 
6,888 


42,277 
52,925 

8,901 
28,449 
179,879 
88,936 
22,568 
20,708 
27,440 
20,125 

9,784 

193,356 

63,363 

20,607 

22,4x0 

92,391 
61,047 

4,907 
51,905 
97,769 

9,694 
73,525 
18,584 


$ 

25,816 

57,855 
22,659 

40,089 

45,279 
38,428 


32,185 

1,644 

136,688 


107,980 

22,775 
•1.980 


54,120 

16,724 
51,680 


242,696 
97,139 

201,364 

•595 
•9,688 
64,617 
43,340 
40,604 
29,169 


1,770 

44,120 

4,560 

645 

*2,273 

45,304 
9,417 


52,089 
68,810 

20,679 

26,546 
32,613 

225,879 
77,848 
35,210 
19,802 

23,507 

26,595 

4,789 

209,645 

68,754 
21,282 

31,294 
104,736 

79,135 

125,356 
100,75s 

14.951 
87,624 
28,170 


NAME    AND    LOCATION 
OF  COMPANY. 


Pennsylvania — Cont. 
United  Firemens,  Phila. . . 
Western,  Pittsburg 


Rhode  Island. 

Equiteblc  F.  &  M.,  Prov 

Pawtucket  Mut.,  Pawtucket. 
Providence  Washington,  Prov 
Rhode  Island,  Providence. . . 

VntOENIA. 

Virginia  F.  &  M.,  Richmond. 

West  Visginia. 
German,  Wheeling 


Wisconsin. 

Concordia,  Milwaukee 

Milwaukee  Mechancis,  MU. . . 
Northwestern  Nat.,  Mil 

Canada. 

British  America,  Toronto 

Western,  Tomoto 


Feance. 

Generale,  Paris 

National,  Paris 

Phenix,  Paris 

Union,  Paris 

Urbaine,  Paris 


Germany. 
Aachen  &  Munich,  Aix-la-C. 
Hamburg-Bremen,  Hamburg. 
Nord-Deutsche,  Hamburg.. . . 
Prussian  National,  Stettin. . . 

Great  Britain. 

Atlas,  London 

Caledonian,  Edinburgh 

Century,  Edinburgh 

Commercial  Union,  London . . 
Law  Union  and  Rock,London 
Liverpool  &Lon.&Globe,  Liv. 
London  Assur.  Corp.,  Lon . . . 
London  &  Lancashire,  Liv. . . 
Lon.  &.  Lan.  L.  &  Gen.,  Lon . . 
Nor.  Brit.  &  Merc,  London. . 

Northern,  London 

Norwich  Union,  Norwich 

Palatine,  London 

Patriotic,  Dublin 

Phoeinx,  London 

Royal,  Liverpool 

Royal  Exchange,  London 

Scottish  Un.  &  Nat.,  Edinb'g. 

State,  Liverpool 

Sun,  London 

Union  Assurance,  London 

Yorkshire,  York 

Holland  . 
Netherlands,  Hague 


1915. 


Russia. 
Salamandra 


Sweden . 
Svea,  Gothenburg. 


% 

74,279 
56,285 


59,024 

1,876 

147,157 
46,086 


65,970 


7,150 


61,78s 
71,122 

60,631 


83,424 
69,951 


44,706 
25,790 
36,645 

19.113 
28,898 


91,334 

61,945 

49.131 
40,610 


89,910 

143,947 
36,271 

316,450 
66,438 
981,102 
192,163 
220,755 
27,196 

454,077 
167,678 

125,997 

4.915 

2,013 

209,723 

498,455 

104,690 

261,655 

52,014 

175,972 

27,983 

47,639 


40,733 
27,275 
57,008 


1914- 


$ 

69,095 
53,884 


50,173 

*397 

177,501 

41,641 


79,628 
56,114 


77,340 
84,396 
53.364 


99.743 
87,708 


54.214 
33.732 
41,965 

31,451 
34,566 


113,909 
59,262 
75,510 
60,421 


111,922 

183,297 
21,213 

505.605 
46,361 

1,037,789 
235,832 
274,179 
•18,539 
500,329 
204,605 

140,657 
152,792 


229,582 
540,672 
110,616 
249,873 
32,754 
204,865 

74,224 
50,884 


45,854 


78,284 


'Foraix  months  only.         t  Retired  from  business.  A  Merged  with  Ins.  Co.  of  State  of  Pennsytyania. 
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FIRE  INSURANCE  IN  CALIFORNIA  FOR  THIRTY   YEARS. 


COMPARATIVE  EXHIBIT  OF  FIRE  INSURANCE  PREMIUMS— Co whuufi. 


NAKE   AND    LOCATION 
OF  CO    PANY. 

1915. 

1914. 

NAME  AND  LOCATION 
OF  COMPANY. 

1914. 

1913- 

Automobile  Business. 
Aetna,  Hartford ............ 

$ 

1,474 

3,503 

581 

3.460 

3,877 

581 

6,540 

19,641 

490 

1,511 
3,496 
922 
5,207 
1,246 

2,194 

1,009 

249 

142 

370 

3,922 

249 

^153 
•516 

1,836 
996 

5,869 

5,425 

996 

5,412 

17,140 

776 
2,609 
4,226 

906 
5,856 
1.103 
3,209 

410 

427 

'"376 

427 

Automobile  Business-Coh. 
Royul  Exchange,  London 

3,816 
2,287 
1,090 

943 
4,227 

2,002 

Alliance,  I-ondon 

996 

Alliance,  Philadelphia 

Tokio.  Tokio 

American  &  Foreign,  N.  Y.. . 
Automobile,  Hartford 

Union  Marine,  Liverpool 

U.  S.  Lloyds.  N.  Y 

722 
5,936 

BAQtnn    Rnstnn 

ToUl  New  York  Stote  Cos. 
Total  Cos.  of  Other  States. 
Total  Foreign  Companies. 
Total  Automobile  Business 

Aggregates  19 15  and  19 14. 
Ajunresate.  ion 

British  &  Foreign  Mar.,Liv. 

Colimibia,  Jersey  City 

Federal.  Jersey  City 

5,254,503 

5,959,271 

4,929,152 

73,025 

5,820,376 
6,653,426 
5.743,212 

Firemans  Fund,  San  Fran.. . . 
Indemnity  Mut.Mar.,London 
Insurance  Co.of  N.A.,Phila. . 

MAnnhmm,  Ma^pnhfirn 

67,875 

16,215,953 
19,147,294 

■   •   ■   • 

18,284,889 

Marine  Insurance  Co.,  Lon . . 

"        1912 

19,717,885 

Maiyiand  Motor  Car,Balto. . 

*'        1911 

18,797,738 

Massachusetts,  Boston 

1910 

20,085,861 

Nord-Deutsche,  Germany. . . . 

"        1909 

18,776,816 

Ocean  Marine,  Liverpool 

"        1908 

17,901,078 

Phoenix  Assn.,  London 

«        1907 

10.455*514 

Prov.  Washington,Providence 

«        1906 

17.522,702 

Pni»«rian  Nat.,  Stpttin 

Ayw.   ........... 

"                    I9OS 

15.820.002 

Reliance  Marine,  Liverpool. . 

*  For  six  mmsths  only. 


Insurance  Losses  in  Brooklyn,  N.  Y.,  for  20  Years. 

Below  will  be  found  a  tabulation  of  the  insurances  involved  and  insurance  losses  on 
buildings  and  contents,  by  fires  in  Brooklyn,  N.  Y.,  during  the  last  twenty  years,  as 
reported  by  the  Fire  Insurance  Salvage  Corps: 


Yeaks. 


1895-6 

1897 

1898 , 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

191 1 

19x2 

1913 

1914 

1915 

Totals 


Insurance 

on 
Buildings. 


$ 

1,713,518 

2,884,944 

5,353,531 

8,771,351 

7,616,759 

6,379,312 

6,950,823 

10,532,218 

7,960,321 

8,495,669 

20,135,488 

18,767,113 

59,387,704 

19,533,471 
18,314,100 

19,162,544 
21,988,246 
17.970,1x1 
27,009,881 
27,442,170 


$311,635,318 


Loss 

on 

Buildings. 


$ 

134,485 
150,476 
430,866 
563,469 
452,099 
521,939 
^  695,267 
402,416 

776,679 
629,131 
606,909 
725,492 
672,428 
586,705 

939,644 
1,178,272 

1,239,183 
623,212 

1,001,481 
699,806 


$13,029,964 


Ratio  Loss 

to 
Insurance. 


7.80 
5.21 
8.04 
6.42 

5.93 
8.07 

10.00 
3.80 
983 
7.40 
3.01 
3.86 

11.32 
3.34 
5.13 
6.14 
5.63 
3.46 
3.71 
2.55 


Insurance 

on 
Contents. 


$ 

1,283,194 
1,351,651 
2,522,025 

3,965,278 
'  3,208,226 

7,179,924 
3,850,667 
2,903,742 
3,033,980 
3,247,812 
2,825,935 
4,266,717 
4,734,063 
4,184,708 
7,647,644 
8,018,596 

11,754,403 

4,506,169 

10,953,022 

12,384,559 


4.18 


$103,831,320 


Loss 

on 

Contents. 


$ 

328,586 

280,369 

538,474 

577.655 
633.866 

1,151,709 
708,359 
383,579 
608,088 
492,038 
589,132 

847,179 
1,398,526 

778,143 
995,226 

1,931,395 

1,571,484 

830,0x1 

1.433,546' 
1,275,9871 


Ratio  Loss 
to 
Insurance. 


25-60 
20.74 
21.35 
14  56 

19.75 
16.04 

18.39 
13.21 
20.01 
18.13 
20.84 
19-85 
29.54 

18.59 
13.01 
24. oS 
13.36 
18.  X9 
13.08 
10.30 


$17,343,3551  ^6.70 
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Insurance  Losses  in  New  York. 

The  following  table  shows  the  insurance  losses  in  New  York  city  (boroughs  of  Man- 
hattan and  Bronx)  for  forty* four  years  ending  December  31,  1915,  Compiled  from  the  fire 
patrol  reports : 


YEARS. 


187a 

1873 

1874 

1875 

1876 

1877 

1878 

1879 

1880 

1881 

i88a 

1883 

l8a4 

1885 

1886 

1887 

1588 

^V^M^m  •  ■  •  ■  «   « 

1890 

189I 

189a 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

I9OI 

190a 

1903 

1904 

1905 

1906 

1907 

1908 , 

1909 

1910 , 

X9II 

191a 

1913 

1914 

1915 

Totals 


BOILDINGS. 


Insurance. 


$6,aa|.36o 
3,786,271 
3,105,924 
5,382.630 

S.768,035 
6,382,192 
6,398,426 

7»14I.I54 
6.242.397 

•.136,548 
9,646.273 
10,815,881 
10,657,078 
13,272,299 
11,025.621 
15,666,405 
17,188.870 
13,648,321 
14,711,743 
18,268.692 

i9»o^-57a 
21,272,233 
21,152,415 
19.9S4.a69 

a4.753.499 

a5.398.474 
39,326,676 

43,021.638 

44.881662 

40,888,809 

43,399.796 

56.334.038 
62,250,149 

75.351.170 
74.760.577 
91,677,747 

96.454.693 
119.222,922 

180,047.777 
If  1. 469, 142 
169,860.538 

175.5^1.503 
a45.910.6s3 

303.064.556 


Loss. 


$3,267,400,690 


$738,735 
378.676 

a9i.443 
434.106 

416.841 

734,575 
395.047 
645.068 

704.795 
54a.896 
864,618 

777.493 

95S588 

653.383 
.108.714 

,314,87a 

.056.549 
800.768 

.610.366 

.358.661 

.494.607 
,081.778 
.063.338 

,015.187 
80Z.694 

.383,553 
.382,538 

.677.138 

,304.530 
.114,663 

»479,47l 
.778.350 

3.350.971 
3,204,143 
3.380.844 
3.313.178 
1.983. 1 10 
3.305,660 
2,699.302 
2.512.980 
1,772.037 
2.278.855 
1.574.060 


Ratio 

of  LOM 

to  Insor- 

ance. 


2 


11.70 
10.00 

7.23 

11.50 

6  17 

9.03 
11.29 
6.67 
8.96 
7.18 
6.04 
7.93 

•  5-9a 
7.07 

7.64 
7-74 

8.85 
6.60 
7.03 

5." 

5.33 
4.10 

3-15 
3.51 
5.30 

3-73 
3.95 

3.|8 

3.63 
3.86 
3.13 

3.95 
3.60 

3.30 

Z.66 

1.33 

1.48 

1.48 

Z.OI 

■93 
.78 


COMTBNTS. 


$56,878,684 


3.!;x 


Insurance. 


$9,363,551 
6.490.817 

5.403.965 
8.778.167 
8.136,658 
6.567.588 
7.463,578 
14.959.681 
8.636.593 

11.144.994 

11,536.119 
13,308,650 

14,667.914 

15.664.199 
11.107,573 

17.938,690 

x6.244.977 
14.052,720 

14.399.977 

15.190.739 
13.803.038 

14.365.730 
13.993,560 
TO.783.646 
14,864.703 

13.133.154 
13.735. 161 
32.013,617 
20.642.94A 
30.433,678 

33.671.879 
22,031.708 

33.833,602 

30.320.581 

44,116,081 

49.919.497 
37,813.240 
31,706.388 
38,061664 
51.081.408 

37,685.433 
5i.35a.194 

46,489.536 
45.050.332 


$948,737,818 


Lots. 


$3,683,611 
1.681.633 

i.iaQ,939 

X.718.343 
3,634,645 

1.689,906 

1,334,340 

4,509.441 

3,053.340 

3.165.019 

3,004.603 

a,5a6.A35 

3.088,826 

3.788,927 

a.379.965 
4,197097 
3.736,957 
3,042.903 
3,935.337 

4.597,941 
3,110.431 

3.642.747 
2.610.219 
3.371.570 
3.736.358 
a.908.997 
3.771,448 
4.899,229 
3.684.857 
4.185.638 

3.414,133 
3.870  162 

4.655.620 

4.737.108 

5677.506 

6.830.952 

6,530,343 

5.959.14a 

5.696,703 

7.073.973 
6,695,840 

4,636,843 

5.661.948 

3.978.068 


Ratio 
of  Lose 
to  Insure 

ance. 


$163,476,154 


38.65 
35.90 
30.91 

19.57 
33.39 

35.73 
1774 
30.14 
33.77 

4» 

36.04 
30.52 

31. OS 
17.80 
31.42 
33.40 
33.94 
31.65 
30.31 
30.36 
34.39 

Z8.65 

31.99 

18.40 

18.30 

20.17 

15.30 

17.85 

13.79 
10  14 

17.57 

nM 

12.87 
13.68 
17.24 
18.79 
14.96 
13.84 
17.77 

9.01 
12.20 

8.83 

17.13 
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Fire  Premiums  Received 

Below  will  be  found  tiie  premium  receipts  of  the  reapective  fire  inauruice  companies  in  1915  in  the 
(tM  in  Brooklyn)  the  figures  given  represent  only  the  premiums  received  in  the  district  covered  by 
limits  of  the  borough. 


NAME  AND  LOCATION 
OF  COMPANY. 


Aachen-Munich,  Aix-la-Chappelle 

Aetna,  Hartford 

Aetna  A.  and  L.,  Hartford 

Agricultural,  Watertown 

Allegheny  UnderwriterB,  Pittsburg 

Albany,  Albanv 

AUemannia,  Pittsburgh 

Alliance.  Philadelphia 

AUied  Undra.  at  New  York  and  Chicago,  N.  Y 
American,  Newark 

American  Central,  St.  Louis 

American  Mutual,  Providence 

American  Drusgists,  Cincinnati 

American  Eagle,  New  York 

American  Exchange  Underwriters,  New  York.. . 

American  Lkmis,  New  York 

Arizona  Fire,  Phoenix 

Arkwright  Mutual,  Boston 

Arlington,  Washington 

Assurance  Co,  of  America,  N.  Y 

Atlas,  London 

Automobile,  Hartford 

Bankers  and  Merchants,  St.  Paul 

Ben  Franklin  Underwriters,  Pittsburgh 

Berkshire  Mutual,  Pittsfield 

Birmingham,  Pittsburg 

Blackstone  Mutual.  Ftovidence 

Badger  Mutual,  Milwaukee 

Boston,  Boston 

Boston  Manufactuxen  Mutual,  Boston 

British  America,  T<Mronto 

British  Underwriters 

British  and  Federal  Underwriters,  Norwich 

Buffalo  German,  Buffalo 

Caledonian,  Edmburgh 

Caledonian-American,  N.  Y 

California,  San  Francisco 

Calumet  Underwriters,  Chicago 

Capital;  Sacramento 

Camden  Fire,  Camden 

Capital,  Concord 

Central  Mfes.  Mutual,  Van  Wert 

Century.  Edinburgh 

Cincinnati  Underwriters,  Cincinnati 

Citizens,  St.  Louis 

City  of  New  York,  New  York 

City,  Pittsburg 

Cleveland  National 

Colonial,  New  York 

Colonial  Underwriters,  Hartford 

Cohimbian  Fire^  Ind 

Columboan  National,  Fire,  Detroit 

Commerce,  Albany 

Commercial  Union,  London 

Commercial  Union,  New  York 

Commonwealth,  New  York 

Concordia,  Milwaukee 

Connecticut,  Hartford 

Continental,  New  York 

Cotton  and  Woolen  Mfgs.  Mutual,  Boston 

County,  Philadelphia 

Detroit  F.  and  M.,  Detroit 

Delaware  Underwriters,  Philadelphia 

Detroit  National.  Detroit 

Dixie,  Greensboro 

Dubuque  F.  and  M.,  Dubuque 

Duouesne  Underwriters,  Pittsburg 

Eagle,  Newark 

Eastern  Underwriters,  Camden 

English-Amer.  Underwriters,  Hartford 


Boston, 
Mass. 


I 

23,563 
31,000 

17,363 

17363 

6,734 

22,835 

'44^ii6 

68,642 

'  iBi,i66 

'  '9,745 
6,146 

11,778 
7,797 

10,404 

40,609 


4,781 
1^67 


75,718 
10.040 

15.422 


15.190 
42,149 
34,345 


31,414 

15,379 

2,200 

11.710 

12,627 
21,480 


11.405 
28,164 


9,685 
10.013 
74,877 

6.661 
60,413 
15,281 
45,518 
81,524 
306 

7305 
16370 
15,194 

6344 

8.120 
12.118 

6,922 

•  •*••• 

4334 
14.091 


BSOOKLYN, 

N.  Y. 


I 

23,497 
135366 

•  «•»•• 

19,066 

19,056 
7,186 

10331 
1.676 

48,434 

52,941 

'  3,i43 
9,290 
6.164 
1.792 
7,979 

'  i'.iw 

7,615 

35.971 
2,465 


47 


51,488 


29,947 


21,900 

40,085 

4308 

1.678 


32,990 

16,582 
1,534 
7,197 

42,85i 
22,923 

'  6,i84 
3,870 


7,871 
6.538 
62,121 
11.738 
24,928 
28,118 
64392 
133386 


6,849 
9.978 

'  137i 

1.903 

24327 

12.162 


Chicago, 

lLL.t 


I 

87.362 
430305 

1*07,976 
2328 

'28*383 
17341 

204*331 

54,794 

1,160 

15.670 


8,937 

*936i 
79,320 

'l'3,i96 

1*1,723 
5,924 

120,068 


48355 
35,331 

78'.99i 
87,151 


26,768 
4*1393 


12,127 
18.629 
17.572 
32.185 
32,459 


4,152 


37383 

13312 

248346 

42382 

38387 

67345 

100.194 

165301 

4,768 

11,66^ 
27300 
12388 


74.163 


Kansas 
CrrY, 
Mo. 


I 

11311 
31390 

*l'5'.695 


25317 

16S22 

*    "i43 
470 

"sm 

5359 

92i 

11,463 
273 


7.476 
5.641 


10.2B3 
0331 


16323 


514 

7349 
5,039 

2335 
1304 


3J030 

11383 

3.783 

3,n6 

5348 
11368 
18327 


2.776 
4.065 


8.008 
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IN  1915  IN  Various  Cities 

dtiet  named,  nuinly   as  reported  to  State  inaurance  departmenta  or  to  fire  patroln     In  aome  inatancea 
die  fire  patrol  or  aalvage  corpa,  and  do  not  indade  all  the  premiums  rcedved  within  the  geographical 


MlMME- 

Pbha- 

San 

MiLWAUKXE. 

APOLIS, 

NXWAKX. 

DKLraiA. 

FxANcnoo, 

St.  Louis. 

St.  Paui. 

Wis. 

Minn. 

N.J. 

Pa. 

Cal. 

Mo. 

Minn. 

1 

1 

1 

1 

• 

1 

1 

1 

11399 

17356 

12.971 

28.083 

209 

13310 

5382 

26360 

6O334 

26396 

105.643 

181361 

63.173 

25339 

4,612' 

•  •■>■■ 

34335 

•  ••••• 

73O8 
'  '9,911 

45.787 

•  «•••• 

11346 

•  •■••• 

23377 

•  •  •  •  •  • 

16305 

•  ••••• 

15387 

4.156 

4,761 
3,493 

17.665 
26.474 

14.166 

21,775 

21,187 

69,172 

49353 

28,006 

•  ••••* 

24.034 

*  •  •  •  • 

18.560 

30377 

24358 

•  ■•••• 

5315 

•  ■••■• 

41318 
2366 

28.162 

79.906 

5317 

2300 

1321 

6351 

486 

788 

i3,l39 

2365 

3334 

877 

689 

•  ■  ■  •  •  • 

2341 

1,190 

•  •*••* 

2369 

1331 

15318 

69 

3305 
7,720 
4381 

662 

4365 

•  ■••«• 

•  •  •  •  •  • 

•  •>■■■ 

•  ••••• 

a    •    •    •    • 

235 

1,917 

3367 

8396 

2345 

471 

13396 

5,115 

14,056 

45336 

42374 

10,450 

6.063 

102 

1,633 
2,448 

717 

1384 

•  •••■• 

5,932 

681 

6302 

5321 

633 

526 
600 

21328 

*••••• 

•  •••■• 

•  ■••■• 

•  ••••• 

18318 

37,780 

10336 

49.160 
16.767 

7,736 

l'4,468 

32319 

8348 

9302 

3,116 
1.966 

21338 
8.121 

8329 
25,950 

16362 

•  «••■■ 

3344 

5305 

8,73i 

'4,943 

J?*?^ 

•  •■■•• 

32310 

5.703 

10.404 

5326 

11396 
5,196 

27399 
6322 

18399 

71385 

7.933 

12399 

■  «•••• 

4336 

•  ••*•« 

5350 

18.791 

14,640 
984 

'5i2.474 
7351 

6.147 

6317 

7373 

7ii 

756 

775 

5.030 

•  •■■>• 

*••••• 

374 

434 

940 

23I8 

9,683 

5328 

1355 

"4.I68 

•  ••••• 

5382 

3,927 

■  •••*• 

30,156 

'  '3,453 

•  •••«• 

22397 

•  ••■•• 

4356 

6350 

5.153 

24399 

13,417 

14,638 

•••••• 

761 

•  •■•»• 

1346 

474 

16305 

5364 

•  ■  •  • 

479 

3II 

*  1.526 

2,929 
14,509 

•  •■■•• 

17322 

2,739 

689 

1,646 

3319 

•  ■••>■ 

•  ••*•• 

1,730 

951 

2344 

1,137 

9325 

13,175 

2346 

4348 

7363 

2352 

5.660 

•  ••••• 

'5,974 

•  •«»•• 

29389 

17306 

7346 

75303 

56,762 

41.762 

16.941 

12.101 

4,796 

4.485 

7.972 

4326 

6349 

3,920 

20364 

31308 

14371 

38310 

29362 

12,891 

4,784 

60316 

13347 

6,694 

21323 

5,007 

8303 

1333 

12363 

10328 

11327 

33330 

44,443 

26,580 

5,664 

24,708 

28386 

29.450 

90,048 
4387 

91,342 

37,959 

13,028 

3,467 

3,720 

2330 

7.928 

1,163 

9349 

7322 

•  ••••• 

11320 

1*3,684 
63.062 

'4367 
9,139 

7,755 

10,178 

2,942 

6385 

3,707 
5,065 
8,971 

439 

531 

7,706 

•   ••••• 

II3I8 

'21,488 

18,400 

15,090 

296 

9.483 
1,653 

Its 

6,509 

6,256 
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FIRE  PREMIUMS  RECEIVED 


NAME  AND  LOCATION 
OF  COMPANY. 


Enterprise  Mutual,  Providence 

Equitable  F.  and  M.,  Providence 

Equity,  Kansas  City,  Mo 

Fall  River  Mutual 

Fanners,  York 

Federal  Union,  Chicago 

Fidelity  Phenix,  New  York 

Fidelity  Underwriters,  New  York 

Fire  Association.  Philadelphia 

Firemans  Fund,  San  Francisco 

Firemens,  Newark 

Firemens,  Washington 

Firemens  Mutual.  Providence 

Fitchburg  Muttial,  Mass 

Firemens  Underwriters,  Newark 

First  National,  Washington 

FrankUn,  Philadelphia 

General,  Paris 

Georgia  Home,  Columbus 

German.  Peoria 

German,  Pittsburg 

German,  Wheeling. 

German  Alliance,  New  York 

German  American,  New  York 

German  American,  Baltimore 

German  American,  Pittsburg 

German  Underwriters,  Milwaukee 

Germania,  New  Yprk 

Germania  Underwriters,  New  York 

Girard  F.  and  M.,  Philadelphia 

Glen  Cove  Mutual,  Glen  Cove 

Glens  Falls.  Glens  Falls 

Gbbe  and  Rutgers,  New  York 

Globe  Mutual,  Boston 

Globe  Underwriters 

Grain  Dealers  National  Mutual,  Indianapolis 

Grain  Dealers,  Boston 

Granite  State,  Portsmouth 

Great  Western  Lloyds,  New  York 

Hamburg-Bremen,  Hamburg 

Hamilton,  New  York 

Hand  in  Hand  Underwriters,  London 

Hanover,  New  York 

Hartford,  Hartford 

Home,  New  York 

Home,  Utah 

Home  Underwriters^  N.  Y 

Hope  Mutual,  Providence 

Humboldt.  Pittsburg 

Imperial,  New  York 

Independence,  Philadelphia 

Indianapolis  Lumbermens,  Indianapolis 

Individual  Underwriters,  New  York 

Industrial.  Boston 

Insurance  Co.  of  North  America,  Philadelphia. . . 

Insurance  Co.  of  State  of  Pa..  Philadelphia 

Insurance  Underwriters,  Philadelphia 

Iowa  State 

Keystone  Underwriters 

Keystone  Mutual,  Philadelphia 

Knickerbocker,  New  York 

Law  Union  and  Rock,  London 

Liverpool  and  London  and  Globe,  Liverpool 

Liverpool  and  London  and  Globe,  New  York 

London  Assurance,  London 

London  Lloyds,  (Shaw) 

London  Underwriters,  London 

London  and  Lancashire,  Liverpool 

London  and  Lancashire  Life  and  General,  London 
Lumber  Mutual,  Boston 

Lumber  Underwriters.  New  York 

Lumbermens,  Philadelphia 

Lumbermens  Mutual,  Mansfield 


Boston, 
Mass. 


I 

•  ■•••• 

22,005 


144 
52,492 
22,682 
00,788 
44,746 

63,212 


585 

*16,64i 
31,068 
16,507 


11.923 

29,197 

100,680 

7,701 
21,993 

4,081 
38.640 
12,011 

4.705 


40,563 

37,566 

•17,542 

* " '52i 
1.330 

13.707 
3,488 

12,754 


6.586 

31,037 

100,252 

145,579 

'65,038 

'  7.232 
10,129 

2,967 
2,581 

236 

166,547 

25,150 

10,064 


25,612 

144373 

2,821 

37,837 

14.993 

70,419 

16,680 

5,653 


Brooklyn, 
N.  Y. 


I 

'30,568 


8,887 

1.252 

177,088 

■  ••••■ 

43,109 
26,018 

61,079 
2,586 

"752 

*l'o'.533 

34,357 

16,612 

1,164 


10,394 
3,625 

11,321 

180,125 

7,212 

15,605 

"76*8i6 

*  '9,241 

1,750 
62,982 
69,614 


2,521 

1,453 

30,919 

2,845 

•  •*••• 

60,345 
224.626 
242,226 


15,086 
7,121 

2,366 

*  '2.8i5 

5i',3i4 
36,996 


4,256 

12,111 

239,872 

367 

19,273 


45.815 
2,007 


1,793 
11.473 


Chicago, 

lLL.t 


I 

1.160 
20,543 


20,748 

2'l'7,65i 
44,046 
84,813 
65,563 

88,454 

'l'l,5ii 

•   ••••« 

48,502 

'44,777 
45,232 


32,953 
17300 
44.460 
133342 
10,574 
15,990 

147346 

'70,412 


95320 
179.204 


1.300 

'l'7.733 

6,020 

69,017 

12,678 

102,608 
324,664 
378.200 


3,456 
34.937 
10338 


6,413 

'  3,161 

100.596 

40,901 

44.784 

26,942 
3,074 


29313 
363,461 
35,460 
88,617 
25,793 

142,448 

■  ■  •  ■  •  • 

5381 
'2'l',697 


Crrv. 
Mo. 


8,176 
2.736 

'  '7312 

'33,766 

'22.669 
10384 

11399 

*""S62 

"  '8,61  i 
4321 
4,784 


3,991 

"  'l",6i9 
30,022 


11313 


30.472 
40,337 


138 

4,991 

170 

7.226 


13378 
40379 
30.121 


2325 


1,221 


23,552 
6.319 


0,002 

4360 

13.110 


12.223 
265 
683 


636 
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IN  VARIOUS  CITIES— Continued. 

Minne- 

Phiia- 

San 

Milwaukee, 

apolis, 

Newauc, 

DBLPHIA, 

Fkanosco. 

St.  Louis, 

St.  Paul, 

Wis. 

Minn. 

N.J. 

Pa. 

Cal. 

Mc 

Minn. 

1 

1 

1 

1 

2.303 

1 

1 

1 

5.129 

1,680 

6.347 

28337 
'  '3.825 

'6,826 
237 

'4.279 

•  ••••• 

3,724 

5,794 

'3,697 

5,502 

'3,623 

6.212 

650 

•  ••>«■ 

•  •■■•• 

•   «■■■• 

29,760 

20.098 

'l'5,366 
11,456 

55.263 
36.903 

52.629 

54.672 

'5.666 

31.608 

26.906 

17.642 

212,585 

67.000 

'26.479 

13.765 

\SJ002 

13,566 

10351 

48321 

97.466 

29,622 

10,721 

14.954 

33,656 
"'436 

72358 

83,416 

•  •■••• 

10,672 

22.640 

■  >••■■ 

11.639 

21381 
"  56i 

12.964 

"i54 

'6,i84 

13.526 

4.253 

8,280 

>•>•■• 

7.5i4 

'6.503 

11,395 

56.058 

14,609 

8,051 

10.909 

2,767 

9,832 

4.512 

18,008 

6,739 

3,682 

'  1.490 

•  ••••« 

5,447 

5.207 

3,627 

12392 

24.678 

911 

'4,336 

6.050 

•  ■••■• 

'2.535 

22.466 

2,034 

77,108 

3,303 

14.719 

38366 

38.684 

77,232 
586 

90,577 
9,711 

65,475 

50,141 

33304 

5^990 

»••••* 

5,435 
3,662 

13,240 
11.298 

2,887 

•   •   ■   •  •   • 

20,695 

35.876 

36.198 

54.686 
4.702 

14,140 

•   >•••■ 

19.763 

"37,116 

8,492 

12.992 

391 

97,719 

3,553 

21,328 

4.048 

'6,669 

*  '5.449 

'26,663 

'36".855 

*l'2',727 

'l'o",i62 

'  4 .536 

W.043                  21375 

27.773 

18.232 
'l'8.738 

30,626 
*    "7il 

23,518 

4,526 

96 

330 

407 

4i6 

14 

4^062 

•  ••••* 

'  '2,i95 

'l'0.385 

• 

'  3,656 

•   •»••• 

1.224 

936 

938 

1,213 

5,6M 

10339 

18.680 

26,635 

2580 
31,179 

1,145 
1.490 

1 

1                            ,  ,  •  .   . 

16  535 

•  •■•■• 

5354 

•    •■••• 

17,766 

26.083 

19,690 

60,537 

10.124 

23.928 

12.976 

wJM3 

56,698 

38.671 

117.620 

150,121 

140.871 

34,306 

44^ 

72.618 

66.226 

164.869 

241.723 

91,413 

32,594 

•••■•• 

'  '5,i72 

'62,197 

9,471 

"5.733 
2.091 

•  •■••• 

•   ••••• 

6,432 

8.794 
12,586 

22,263 

5.540 

1,879 

7,970 

8,130 

"6,72i 

'2,254 

•■•■•■ 

"    '56 

■  1,645 

23 
3.688 

"  '2 ,654 

'    *  93 

'24319 
13A50 

•  ••>•• 

39,338 

18,244 

'2,836 
174,963 

•  *•■■• 

68.801 

1                          

1                           ■••■•• 

38.289 

l'3,547 

25.794 

5.660 

76,610 

20.181 

8,244 

14,152 

"'396 

10,027 
28,509 

"2,976 

22,903 

2;i62 

11.155 

6356 

135 
2.697 

1,957 
22,621 

•  •••■• 

11,610 

'  ■l',882 

29302 

81,743 

230.271 

246,573 

62,439 

17.906 

1.639 

4,708 

28,055 

6,649 

971 

5,642 

8314 

29,454 

95,si3 

21,226 

7.335 

*••*•• 

"449 

124.356 

«••■>■ 

•  ••■•• 

34  Ail 

27,764 

7,627 

44.516 
6.236 

67,434 

22.779 
1,727 

6350 

125 

1,469 

4,768 

1,327 

i56 

Vin 

2357 

1.422 

'45.936 
4.510 

•   «•••• 

1.248 

620 


FIRE    PREMIUMS    RECEIVED    IN    1»15    IN    VARIOUS    CITIES. 


FIRE  PREMIUMS  RECEIVED 


NAME  AND  LOCATION 
OF  COMPANY. 


Manton  Mutual.  Philadelphia 

Marquette  National 

Manu&cturen  Mutual,  Providence 

Massachusetts  F.  and  M.,  Boston 

Mechanics,  Philadelphia 

Mechanics  and  Traders.  New  Orleans 

Mechanics  Mutual.  Providence 

Mercantile,  New  York 

Mercantile  Mutual,  Providrace 

Mercantile  F.  and  M..  Underwriters.  St.  Louis. 

Merchants  Fire,  Denver 

Merchants,  New  York 

Merchants  Mutual,  Providence 

Merchants  National  Fire,  Chicago 

Michigan  Commercial.  Tawing 

Michi^  F.  and  M.,  Detroit 

Michigan  Millers  Mutual,  Lansing 

Mill  Owners,  Dcs  Moines,  la 

Millers  Mutual,  Alton 

MUlers  Mutual,  Fort  Worth 

Milkn  National,  Chkaco 

Milwaukee  Mechanics,  Milwaukee 

Miimeapolis  F.  and  M.,  Minneapolis 

Minnesota  Underwriters 

Minnesota  F..  Minnesota 

Mutual  Fire,  Albany 

Narragansett,  Providence 

National,  Hartford 

National  Ben  Franklin,  Pittsburg 

National  Brewers,  Chicago 

National  F.  and  M.,  Elizabeth 

Natibnale,  Paris 

National  Underwriters,  New  York 

National  Union,  Pittsburg 

Netherland.  The  Hague 

Newark,  Newark 

Newark  Underwriters 

New  Brunswick,  New  Brunswick 

New  Hampshire,  Manchester 

New  Hampshire  Underwriters,  Manchester 

New  Haven  Underwriters 

New  Jersey,  Newark 

New  York  and  Boston  Lloyds 

New  York  Fire  and  Marine  Undra.,  New  York . 
New  York  Reciprocal  Underwriters,  New  York. 

New  York  Underwriters,  New  York 

New  Zealand 

Niagara,  New  York 

Niagara  Detroit  Underwriters,  New  York 

Nord  Deutsche,  Hamburg 

North  American  Inter-Insurers,  New  York 

North  Branch,  Sunbury 

North  British  and  Mercantile,  London 

Northern,  London 

Northern  New  York 

North  River,  New  York 

Norwegian  Underwriters,  New  York 

Northwestern  F.  and  M.,  Minneapolis 

North  Western  Mutual,  Seattle 

Northwestern  National,  Milwaukee 

North  Western  Underwriters,  Milwaukee 

Norwich  Union,  Norwich 

Occidental  Fire,  Albuquerque 

Ohio  Farmers,  Leroy 

Ohio  Millers 

OM  Cobny,  Boston 

Orient,  Hartford 

Pacific,  New  Yorit 

Pacific  National 

Palatine,  London 

Pawtucket.  Pawtucket 


Boston, 
Mass. 


28.085 
12,567 
24,687 

•  «•••■ 

27,626 
4,583 


14,534 
325 

•  ••••« 

5361 
14356 
12,628 


966 

24,020 

8,316 


675 

112,764 

14,371 


10,271 

25.552 

8,754 

27,401 

7,273 

33,778 

2,448 


21,846 


35362 

'60.i85 
11,902 
14398 


64.080 

104,482 

16380 

17,006 


0.520 
a5,07i 


10.700 
36,305 


70302 
6202 


BSOOKLYN, 

N.  Y. 


18,415 

2,004 

20,660 

•  ■•••• 

12,748 


2340 
25,406 


5,131 
0,107 
4314 


8.436 

27.484 

0,786 


1,448 

154.662 
15,601 


13,067 

750 

40385 

0.020 

32,017 

•  «•••• 

8,782 
25,050 


18,112 

770 

1362 

11,087 


128368 

13370 

4325 

786 

146.230 

73336 

16,757 

52.716 

3,065 

'4)91361 

'31,7i6 

2317 

16328 

'  7,616 
33,116 
12,603 

14,922 

365 


Chicago, 

iLLf. 


I 

3320 

'  1,740 

■  •••■• 

25325 
15.271 

1352 
41,427 

3379 


5303 

18376 

3,097 

36356 
23,621 

'  3,057 

1326 


74376 
16326 


166382 


12385 
14396 
3328 
73,133 
73,133 
36,062 


52391 


21.852 
3328 


152330 

'e7328 
26,448 
47,482 


168302 

143358 

72,180 

54,443 

12312 

6323 

6I335 

30328 
80,720 

•  ••«•• 

45,642 

•  ••••• 

40346 
07,425 
23,182 

01323 


Kansas 
Cmr, 
Mo. 


1.419 

'6.160 
8.140 
4,455 

5361 


1.973 


3332 

4338 
3313 
1303 
1,110 


3374 
14.471 


523O8 

7397 


1,498 

14.448 
7377 
7331 

"336 
4377 


13.655 
537I 


14.425 

13.878 

4.761 

5370 


15.770 


10,714 
162 
3329 
1350 
1.735 
5,703 

10.602 

'7364 
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IN  VARIOUS  CITIES— ConHnusd. 


MXMNB- 

Phua- 

Sav 

MaWACKEE, 

APOLQ, 

NXWASK. 

DELPHXA, 

FiANcnco. 

St.  Locns, 

St.  Paul. 

Wk. 

Mdin. 

N.J. 

Pa. 

Cal. 

Mo. 

Mnnr. 

1 

•   •  •   >    ■    ■ 

1 

1 

1 
273I6 

'4.796 

1 

1 
3381 

•  ••■•• 

1 

2313 

'3,065 

5.683 

11319 

10.018 

3.43I 

3.467 

11,426 

2347 

72370 

3326 

9,941 

5,476. 

5,471 

10336 

•  •••■• 

10.081 
3,428 

'8.i62 

8,797 

•  ••••• 

1.983 

5^423 

2,727 

9.965 

2,014 
19399 
14.432 

2.860 

22 

3358 

9388 

1.467 

5^464 

6.448 
2,418 

5372 

2,787 

331 

772 

■  «•■•• 

«••••• 

•  •••■* 

•  •■•*• 

11,793 

8338 

i67 

5,529 

6,930 

7.436 

'4.I22 

20/)77 

11,023 

982 

12,691 

10.474 

5369 

3.127 

140 

782 

6303 

10322 

120 

746 

538 

1320 

1386 

198 

1,113 

■"725 

939 

2.340 

2375 

2.012 

8,439 

2,107 

434 

87,418 

20315 

3,786 

20,051 

27395 

16353 

4,431 

14,926 

8,134 

660 

782 

7,489 

'2.130 

2305 

38 

•  •••>■ 

758 

2,003 

35429 

•  ••••■ 

30326 

55.271 

112339 

i9is'.66i 

•  ••••* 

76,702 

•  ••••• 

21,388 

6360 

4350 

7,054 

13.204 

64.635 

^^-582 

®'^t 

1.196 

454 

1,338 

•  ••••• 

200 

125 

2,468 

2330 

2.410 

16,951 

'3,921 

4,79l 

"6,798 

23,406 

'  '8.465 

'24.9i5 

95*374 

28339 

•  ••■■• 

4,258 

10367 

12.502 

31,036 

13,035 

1'5°? 

.7326 

•  •••>■ 

6341 

•  •  *  •  (  • 

44,076 

•  •  •  •  ■  • 

31.011 
2.322 

6,464 

•  ••■•• 

19,123 

2311 

2360 

6,994 

8318 

6,764 

13.036 

8I2 

4.626 

283n 

29390 

11329 

•  •••■• 

41397 

•  ••••• 

29,937 
1,769 

14,138 

6,478 

'2,4Si 

18,658 

•  ••••• 

24,069 

2390 
36*347 

11,418 
19373 

664 

•   •    •    •    •    a 

•  ••••« 

•  ••*•* 

93.083 

•  ■•»•• 

•  ■(••• 

25307 

10309 

49377 

28371 

43.487 

27.135 

6,995 

>*■■•* 

7,071 

8,063 

6,450 

•  ••••• 

5342 

7,718 

5345 

9,662 

28337 

865 

•  •  *  •  *  • 

33,1510 

•  ■■••« 

30.459 

26360 

'5iS373 

85365 

36,484 

'l'4.5l3 

15367 

23,607 

24306 

62,703 

88368 

57,106 

2334 

8360 

13395 

3301 

17,428 

6315 

^2-^ 

4,170 

8369 

11336 

14,609 

29303 

15,167 

7,136 

3,523 

2323 

27326 

'  6310 

•  •■••• 

2,590 

57333 

•  •  •  •  •  * 

55,083 

•  •••■■ 

7389 

21309 

•  ••■>• 

50394 

■  ••••» 

62386 

20307 

14,787 

12324 

13,725 

'37,666 

28.604 

•  ••••• 

15,173 

'  7,635 

■  *•••* 

•  •»•«* 

•  ••••• 

•  •  ■  •  •  • 

4,136 

1,575 

9312 

2303 

7380 

14.104 

4360 

272 

••••>• 

2383 

■    •    ■     a    •    • 

1394 

211 

3333 

2353 

9389 

12,330 

1.166 

11,608 

3344 

21396 

16368 

2,682 

26,058 

24323 

20,533 

24346 

1365 

8,192 

8330 

5.735 

6,858 
ITS 

3.005 

131 

16iB62 

•  ••••• 

8384 

11390 

•  ••••« 

33370 

20,750 

13.138 

1396 

522 
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FIRE  PREMIUMS   RECEIVED 


NAME  AND  LOCATION 
OF  COMPANY. 


Pennsylvania,  Philadelphia 

Pennsylvania  Lumbermens,  Philadelphia 

Penna  Millers,  Wilkesbarre 

Peoples  National,  Philadelphia 

Petersburg,  S.  and  I.,  Petersburg,  Va 

Pheniz,  Paris 

Philadelphia  Underwriters,  Philadelphia 

Philadelphia  Manufacturers  Mutual,  Philadelphia 

Phoenix,  Hartford 

Phoenix,  London , 


Pioneer  Agency,  New  York 

Pittsburg,  Pittsburg 

PittsbuiK  Underwnters,  Pittsburg 

Potomac,  Washington 

Protection  Mutual 

Providence  Washington.  Providence 

Providence  Underwriters,  Providence 

Providence  Mutual,  Providence 

Prussian  National,  Stettin 

Prussian  National  Underwriters,  Stettin. 


Queen,  New  York 

Reliance  Philade]i)hia 

Republic  Underwriters 

Retail  Hardware,  Minneapolis 

Rhode  Island,  Providence 

Rhode  Island  Mutual,  Providence 

Richmond,  New  York 

Rochester  German  Underwriters,  Rochester. 

Royal,  Liverpool 

Royal  Exchange,  London 


Rubber  Mfxs..  Boston , 

Safeguard,  New  York 

Scottish  Union  and  National,  Edinburgh . 

Sea,  England 

Security,  New  Haven 

Security,  Iowa , 

Seneca.  Buffalo 

Spring&led  F.  and  M.,  Springfield 

Standard,  Hartford 

Standard,  Trenton 


Standard  Mutual,  Providence 

State  Mutual,  Providence 

State,  Liverpool 

Sterling  Fire,  Indianapolis 

St.  Paul  F.  and  M..  St.  Paul 

Stuy vesant,  New  York 

Subs,  at  Reciprocal  Exchange,  Kansas  City 

Sun.  London 

Sun  Underwriters,  London 

Svea,  Gothenburg 


Teutonia,  Dayton 

Teutonia,  Pittsbiug 

Twin  Cit^,  Minneapolis , 

Underwnteis  Fire,  Concord 

Union,  Buffak) 

Union,  London 

Union  Fire,  Paris 

Union,  Pittsburg 

Union  Underwnters.  New  York. 
United  Firemens,  Philadelphia. . 


United  States,  New  York 

United  States  Underwriters,  New  York. 

Urbaine,  Paris 

Virginia  F.  and  M.,  Richmond 

VttfcanTNew  York 

Vulcan  Fire,  Oakland 

Westchester,  New  York 

Western,  Pittsburg 

Western,  Toronto 

What  Cheer  Mutual,  Providence 


WiUiamsburgh  City,  New  Yoric. 


Boston, 
Mass. 


I 

56,292 

3.404 

581 

18,072 

'  8,6ii 
27,184 

44',755 
00,068 


4,918 

10758 

4322 

'38.793 
13.453 

2,655 
18.410 

6,297 

71,210 
17,256 


30,750 

'  5,ii6 

49,930 

184,359 

25,956 

295 

'63',259 

23',6ii 


73.942 
16.815 
10,564 


6,497 
32",8i7 


67,701 

4.895 

15.840 


6,424 


12.077 
10.950 


10.954 

1.958 

13,865 
11,949 

50,978 
31,27i 

22.066 


BSOOKLYN, 

N.  Y. 


I 

25,516 


12.680 
'9.039 


39,701 
61,022 


6,009 
'  1.256 
'27.35i 

i2i2',3i8 


57,844 
17,246 


30,921 

'9,283 

191,366 
30,560 


1.477 
58,388 

34,626 

■'905 
28.668 
21,338 
10.838 


2,613 

5,061 

25.653 

15.130 

'67*.8i7 

'17.269 

1,011 
17,318 


4,071 

14,606 

6,627 

'  1.696 
9,718 

19,619 

'  '6.474 
17,609 
14,649 
564 
97,001 
20.018 
16,604 


72,708 


Chicago, 

lLL.t 


I 

74,078 
5,162 
2.300 
7364 

'l'6,662 

28346 

2,921 

123.181 

162,076 


14316 
79376 


78,457 


83392 


173,376 
66516 


37,984 
2,176 

11.694 
133,018 
420,087 

70,051 

4,765 

114.289 

3,750 

88,687 


229.661 
8,346 


2357 
3.037 
11.144 
32062 
73.064 
67.034 


111,436 

61,637 

8.150 

25366 

3399 

'6371 
20.917 
19.977 
4358 
4,680 
19305 

24.552 
16365 

19369 
64,606 


122311 

'42.524 
3.489 

60372 


Kansas 
City. 
Mo. 


I 

11.928 
373 


1,497 


13.1S7 
13.142 


14359 
'35,023 


7.606 
9.0CT 

•  •       •  • 

153 
3.535 


44.972 
15,541 


1,162 
IS.491 

10.328 


14.134 
7,566 


'  8.li<9 
11.095 

14.461 

"3,582 


1>S5 

•   •   ■  •       • 

1.996 
'  '3.091 

11395 
'6.710 

10.742 
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IN  VARIOUS  CITIES— C<m<»fti*«d. 


Milwaukee, 
Wb. 

• 

MXNME- 

apous, 
Mum. 

Newark, 
N.J. 

Phila- 

DELPBIA, 

Pa. 

San 

Fbanosco, 

Cal. 

St.  Louis, 
Mo. 

St.  Paul, 
Mum. 

t 
22307 

"4,iil 

1 

11.195 

60 

635 

10301 

1 

12.185 
2,138 

342      • 
3,425 

1 
161388 
8,163 

i»,444 
8391 
8,149 
39,795 
39380 
57,967 
343O8 

1 
25348 

'  '4,768 

1 

24304    ^ 
653 

1 

5,110 
38 
03 

4,087 

571 

•  >■••• 

68385 
17.096 

2,6i3 

•  ••«*• 

24.428 
45304 

1,221 
13,440 

•   ••«•« 

18,502 
34,680 

'aB".6i7 

74,106 

'  3.746 

32,&03 
50311 

1302 

'14,573 
13.730 

■V.799 
2b',Q23 

18,075 

119 
1,068 
4317 

'  7*3i5 

'9,356 

22364 

2.128 

2.181 

44,141 

8,356 

'21,732 

"2l'.639 

'  '5,246 

17,965 

16,656 

*  *i'3i2 

23.417 

34,394 

36.734 

'I6336 

54,414 
9,719 

'4*378 

19338 
1,437 

'  '3,675 

77,970 
1,921 

'  '7\987 

52,195 
22,187 

15,855 
5,678 

42,429 
11,154 
19312 

'12,993 

73,425 
11.555 

"i49 
3,463 

6,406 
13.190 

4.666! 

411,666 

15330 

129,469 
5,771 

11,566 
37,600 
10,674 

"41373 

206,984 

23,010 

1*3,682 
139369 

73,949 
11,993 

■l"3.92i 
4,406 

"260 
19340 

32306 

'l5,7i6 

4,053 

1,381 

74333 

7 

37,733 

'  1,163 
33,575 

V,  i57 
6323 

12,434 
4375 

32.881 

"  '9,477 

'27,395 

10.444 

'l"2,642 

ia'.iso 

"34J82i 
6.(501 

22,7i6 
8,419 

29.720 
4326 
9376 

'61.975 

9.508 

20,153 

'79,63i 
5,849 

'70,573 
8,703 

'23338 
1,272 

13396 
29;632 

"1339 

"4i3i373 

10,446 

1302 

14,036 

"465 

'l*2,64i 
6,396 

32,027 

"  8.563 
11.457 

8368 
29,970 

7307 

'43.481 

"3388 

3'l",734 
10,711 

'53,459 

'  'l',885 

60,427 
3,950 

37,316 

"637 

'83,166 

12 

1923 

831& 

8,750 

■  «•••• 

28353 

'5,863 

•  •   ■   ■  •   • 

12,879 

18375 

10,858 

'  4,ie9 

21306 

20377 

'  '2397 

3,441 
14,905 

■4,655 

'  4,622 

5347 
825 
422 

'  8.6i5 
2,637 

"544 

'4386 

11371 

3,654 

3b'638 
785 

■  8,662 
4,443 

"i!56l 

1,772 

'  3,466 

'64,952 

'    "35 

335B 
1342 

14,163 

1^71 

12,713 

3,183 

I         '  336i 

19352 
5,540 
9,941 

5.352 

2336 

325 

'l'8356 

527 

5361 

3.170 

7.480 

16.990 

21,698 

1.628 

1,942 

36,088 

16,942 

28,157 

4,408 

6313 
"147 

'  *8.472 
18,309 

•   •••«• 

25,393 

17,739 

*  3,6i5 

36'3i6 

*  9,872 

3,327 

""sis 

*12,4i3 

44 

8,721 

23,436 

34,095 

15,349 

40,750 

18314 

13.423 

15,164 
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FIRE  PREMIUMS  RECEIVED 


NAME  AND  LOCATION 
OF  COMPANY. 

Boston, 
Mass. 

Bkooklyn, 
N.  Y. 

Chicago, 
IiLt 

Kansas 
City. 
Mo. 

Worcester  Mutual.  Worcester 

1 
3.522 

'27,261 

1 

1,749 
10,442 

7,660 

1 

*i',6i6 

41.612 

1 

Worcester  M£ks..  Mutual 

Woikiiunneii's  Assn.,  New  York 

Ynrk^hKYn'^ 

5.556 

Other  Mutuais 

5.350 

AutomobQe  Cos 

Totals 

43M,440 

5,296,396 

10,659,439 

1,284,067 

Total  insurance  losses,  1915 

2,875,247 

1,975,793 

*4,544,397 

511.326 

Total  property  loss,  1915 

3,052.430 

*1 ,905,838 

*5,111,984 

578.635 

*  Taken  from  Report  of  National  Board  of  Fire  Underwritecs.  N.  Y.        f  Year  ending  June  30, 1915. 
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IN  VARIOUS    CmES-<:ontinued. 


Milwaukee, 

Minne- 
apolis, 
Minn. 

Newaik, 
N.J. 

Psila- 

DEIPHIAf 

Pa. 

San 

FSANCISOO, 

Cal. 

St.  Louis, 
.    Mo. 

St.  Paot,, 
Minn. 

1 

5,358 
14»195 

1 
'  *2,787 

1 

•  •••■• 

3,954 

1 

•    •••■• 

5.070 
17,334 

1 

•  >■••• 

25,284 

1 

'  6,783 

1 

1.906,112 

1.767,162 

1,746,474 

5322,707 

3306,655 

2,543324 

946,532 

Mre,7S5 

*U19;282 

*934,407 

1354,979 

*1 379,209 

1.034360 

•     •igrfl09 

•l,274;>fi« 

•1,131,117 

1,981373 

■••••• 

•1,432,061 

1,060,000 
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RISKS  COVERED  BY  AUTOMOBILE  POUCIES. 
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TAXES    PAID    BY    FIRE    INSURANCE    COMPANIES. 


Taxes  Paid  by  Fire  Insurance  Companies  in  1915. 

Below  will  be  found  a  tabulation  showing  the  net  premiums  written  in  191 5  by  the 
stock  fire  insurance  companies  transacting  business  in  Connecticut,  embracing  most  of 
the  important  companies  doing  business  in  the  United  States,  together  with  the  taxes 
paid  by  such  companies,  and  ratios  showing  the  percentages  of  taxes  to  premiums  for 
the  respective  companies.  This  tabulation  shows  the  heavy  burden  of  taxation  which 
is  imposed  upon  fire  insurance  companies  throughout  the  country  by  State,  county  and 
municipal  governments.  Included  in  the  taxes  are  taxes  on  real  estate,  State  taxes  on 
premiums,  Insurance  Department  licenses  and  fees,  Federal  corporation  tax,  Federal 
stamp  tax,  franchise  taxes,  municipal  taxes  and  fees,  personal  property  taxes,  and  all  other 
licenses,  fees  and  taxes,  except  lire  department,  patrol  and  salvage  corps  assessments,  fees, 
taxes  and  expenses.  The  fire  department  taxes  are  levied  by  the  State,  while  the  fire  patrol 
assessments,  though  for  the  public  good,  are  voluntarily  contributed  by  the  companies. 


• 

Ratio 

Net 

Gross 

Ratio 

. 

Net 

Gross 

of 

Naitf.  and  Location 

Premiums 

Taxes 

Taxes 

Naice  and  Location 

Premiums 

Taxes 

Taxes 

OF  Company. 

Written 

Paid  in 

to 

OF  Company. 

Written 

Paid  in 

to 

• 

in  1915. 

1916. 

Pre- 
miums 

in  1915. 

1915. 

Pre- 
miums 

Aachen  and  Munich.  Aix- 

S 

S 

% 

Hartford,  Hartford. 

S 
19379.628 

S 

682.686 

3.52 

la-Chap:l!e 

1,096,363 

42.068 

3.84 

Home.  N.  Y 

18346.129 

557.543 

3.05 

Aetna,  Hartford 

12.378.950 

499373 

4.04 

Humboldt.  Pittsburgh.. . 

781,191 

19343 

2.47 

A^icultural,  Watertown. 
Albany.  Albany 

1,769.674 

66365 

3.77 

Imperial.  N.Y 

474.148 

14.123 

2.98 

319,420 

13346 

4.33 

Ins.  Co.  of  N.  Am.,  Phila. 

11,608.124 

331.952 

2.88 

AUemannia,  Pittsburgh. . 

786.320 

26390 

3.30 

Ins.Co.  Sute  of  Pa..Phil. 

2370,245 

81.538 

3.59 

Alliance.  Philadelphia  .. 
-  American,  Newark 

1.043.636 

29,804 

2.86 

Law  Un.  &  Rock.  London 

464,927 

14.206 

3.05 

4.282.180 

160383 

3.61 

Liv.&  Lon.&  Gbbe.  Liv. 

8,953,713 

318.773 

3.56 

Amer.  Central.  St.  Louis. 

1.987,943 

71350 

3.68 

Liv.&  Lon.&  Globe.N.Y. 

361.612 

23.743 

6.56 

Amer.  Dnugists,  Cin — 
American  Eagle,  N.  Y. . 

139,123 

7,170 

5.16 

London,  London 

2386.892 

96.541 

3.23 

123.452 

2.943 

2.38 

Lon.&  UncFire,  Liv'p'l. 

2,631.897 

106.862 

4.06 

Assur.  Co.  of  Am.,  N.  Y. 

261.201 

6,108 

2.34 

Md.  Motor  Car,  Balto... 

196.617 

8.239 

4.19 

Atlas,  London 

1,776.877 

67,779 

3.81 

Mass.  F.  &  M.,  Boston.. 

783.404 

20,157 

2.57 

Automobile,  Hartford. . . 

746.173 

26,344 

3.63 

Mechs.& Traders,  N.  0. . 

535.108 

35.064 

6.55 

Balkan  Nat.'l.,  Sofia.... 

1.866,182 

14329 

.79 

Mercantile.  N.  Y 

777,380 

21,247 

2.n 

Boston.  Boston 

4.068,883 

87,676 
41,986 

2,16 

Merchants  N.  Y 

598,855 

11,687 

1.96 

British  Amer., Toronto. . 

1,009.997 

3.78 

Mich.  Com'l..  Lansing... 

513.194 

24.024 

4.42 

Buffalo  German.  Buffalo. 
Bulgaria,  Rustchuk 

670,233 

38,000 

5.67 

Mich.  F.&M.,  Detroit.. 

699.640 

29.173 

4.17 

1.502.893 

10,000 

.63 

Milwaukee  Mechs.,  Mil. 

1.934,070 

87365 

4.52 

Caledonian,  Edinbuivh. . 
Caledonian-Amer.,  N.  Y. 

1,379,420 

55,793 

4.04 

Minerva,  Cologne 

505,138 

17.584 

3.48 

18,241 

643 

3.62 

Munich  Reins.,  Munich. 

7,454.743 

41,528 

.55 

Camden.  Camden  .... 

1,756.249 

46.729 

2.60 

National,  Hartford 

8,894,463 

300.946 

4.06 

CapiUl,  Concord 

196.263 

8,127 

4.14 

Nationale,  Paris 

272.363 

10.090 

3.70 

Citizens,  St.  Louis 

City  of  N.  Y..  N.  Y 

309.707 

1346 

.69 

Nat.  Ben  Frank.,  Pitts.. 

1.611.444 

55,015 

3.41 

665,387 

21.966 

3.30 

Nat.  Brewers,  Chicago . . 

31,431 

1.836 

5.84 

Cologne  Reins.,  Cologne. 

1.191.341 

37,180 

3.12 

Nit'L  Union.  Pittsburgh 

2.120,884 

112,297 

5.29 

Colonial.  N.  Y 

228,917 

4.252 

1.86 

Netherlands  F.  &  L..  The 

Commerce,  Albany 

254,341 

11,726 

4.61 

Hague 

401.377 

15.007 

3.73 

Com'l.  Union,  London. . . 

7,307,935 

235,645 

3.22 

New  Brunswick.  N.  B  . . 

758,342 

17,527 

2.31 

Com'l.  Union,  N.  Y 

629.641 

19,616 

3.10 

New  Hampshire,  Manch. 

2,804.050 

120,018 

4.28 

Commonwei  th.  N.Y... . 

1.009.361 

37,179 

3.68 

New  Jersey,  Newark 

t95,192 

30.327 

t31.86 

Concordia.  Milwaukee... 

1.159,047 

60,382 

4.36 

Newaric,  Newark 

1,192312 

47.218 

3.95 

Connecticut,  Hartford.. . 

3,455.830 

148,993 

4.31 

Niagara.  N.  Y 

3.484.782 

136394 

3.91 

ContinenUl,  N.  Y 

8,505.089 
^117,530 

333326 

3.92 

Nord-Deutsche,  Hb? — 

1,669,530 

49.209 

2.95 

County.  Philadelphia 

Detroit  F.&  M.,Detroit. 

19,887 

*16.92 

No.  Brit,  &  Merc,  Lon . , 

4,776,613 

149.404 

3.12 

724,350 

23,458 

3.24 

North  River,  N.  Y 

1,783339 

54.129 

3.03 

Detroit  Nat..  Detroit... 

186,398 

3,793 

2.03 

Northern,  London 

3.022.016 

116.628 

3.86 

Equitable  F.  &  M..  Prov. 
Fidelity-Phenix,  N.  Y... 

376,407 

6,240 

1.39 

Northern.  N.  Y 

817.062 

29.966 

3.66 

6,739,951 

243.095 

3.62 

North  weitern  Nat.,  Mil. . 

2,944,873 

114.831 

3.90 

Fire  Association  Phila.. 

4.386,125 

204,696 

4.66 

Norwich  Union,  Norwich 

1.909.000 

71.992 

3.77 

Fire  Reassurance^  Paris . . 
Firemans  Fund,  San  Fran 

1,398307 

11.268 

.81 

Old  Colony.  Boston 

742.101 

18.112 

2.44 

7.821,897 

227,154 

2.90 

Orient,  Hartford 

1,686.490 

79.540 

4.77 

Firemens,  Newark 

2,725,240 

126.998 

4.66 

Palatine.  London 

2.035.160 

65.214 

3.20 

First  Nat'l.,  Washington 

619.881 

39.410 

6.35 

Pennsylvania.  Phila 

3.557.903 

151.262 

4.25 

First  Reins.,  Hartford.. 

1,048,805 

17,164 

1.63 

Peoples  Nat'l.,  Phila  . . . 

995,970 

43,061 

4.32 

Franklin,  Phila 

t— 739,390 
465,263 
515.978 

46.771 
17,071 
23,930 

t.... 
3.67 
4.60 

Phenix.  Paris 

272.363 
5,427.146 
2.934.988 

10.630 

324.260 

81,770 

3.90 

Gnneral.  Paris 

Phoenix,  Hartford 

Phoenix,  London 

597 

German.  Pittsbursh 

German-Alliance.  N.  Y . . 
German-Amcr.,  N.  Y. . . 

2.78 

612,421 

29,519 

4.82 

Prov.  Washington,  Prov. 

4.225376 

128.150 

3.03 

9,037,802 

330321 

3.65 

Prussian  Nat.,  Stettin.. 

1.4053J(2 

43,186 

3.07 

Gcrmania,  N.  Y 

3,191.402 

131,187 

4.11 

Queen,  New  York 

RelUnce.  Philadelphia... 

5,305,244 

150.173 

3.00 

GirardF.&M..  Phila... 

719,640 

32373 

4.48 

684.561 

39.145 

5.71 

Glean  Falls.  Glens  Falls . . 

2,432,624 

78,396 

3.22 

Rhode  Island.  Providence 

731,177 

26.710 

3.65 

Globe  and  Rutgers,  N.  Y. 

5,020,956 

110,424 

2.20 

Rossia,  Petrograd 

6304,086 

50.377 

.74 

GraniteState.Portsmouth 

646.495 

24,951 

3.86 

Royal.  Liverpool  

8.903.499 

319,884 

3.99 

Hamburg  Bremen.  Hbg. . 

1,133.929 

66.139 

4.95 

Royal  Exchange.  Liv'p'l. 
Safeguard,  New  York. . . 

2.O07352 

77.832 

3.80 

Hanover.  N.  Y 

2.264,979 

104,402 

4.61 

48.694 

2.006 

4.30 

■•  ^K^pv^  ^^1^   »    ^»^  •     ^    ^  •         ^m     vvpvvvv      ■■ 

*A  considerable  porti< 
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TAXES  PAID  BY  FIRE  INSURANCE  COMPANIES. 


TAXES   PAID  BY  nRE  INSURANCE  COMPANIES  IN  1915— CoiiHnued. 
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Capital  and  Dividends  of  American  Companies. 

RCPORTINC  TO  THE   INSURANCE   DEPARTMSNT  OF  THE   STATE  OF  NbW   YOBK. 


I     STATES     Co  UFA  NIBS     COMBINED. 


Fire  Insurance  Sto 


Dividends  of  American  Fire  Insurance 


NAME  AND  LOCATION 
OF  COMPANY. 


iCtna,  Hartford 

Asricultural,  Watertown 

Albany,  Albany 

Alleinanmay  Pictsbarg 

Alliance,  Philadelphia 

American  and  Foreign,  N.  Y. . 
American  AutomoUle,  St.  Louis 
American  Druggists,Cinannati 
American  Eagle,  New  York... 
American,  Newark 


Amencan  Central,  St«  Louis. . . 

Arizona,  Phoenix 

Arbn||[ton,  Washington 

Assoaated  Industnes,  Chicago. 
Astur.  Co.  of  America,  N.  YT.  . 

AUandc  City,  Adantic  City. . . . 

Atlantic  Fire,  Raleigh ,. 

Austin  Fire,  Austin 

Automobile,  Hartford 

Bankers  ft  Merchants,  Min'pls 

Birmingham,  Pittsburg 

Boston,  Boston 

Buckeye  National,  Toledo 

Buffalo  German,  Buffalo 

Caledonian  American,  N.  Y. . . 

California,  San  Francisco 

Camden  F.  Ins.  As5'n,Camden. 

Capital,  Sacramento 

Capital  Fire,  Concord 

Caroiina,  Wilmington 

Citizens,  St  Louis 

City,  New  York 

City,  Pittsburg 

Cleveland  National,  Cleveland 
Colonial  Assurance,  New  York. 

Columbia,  Dayton 

Columbia,  Jersey  City 

Columbian,  Indianapolis 

Columbian  National,  Detroit.. 
Commerce.  Albany 

Commercial  National,  Chicago 
Commercial  Union,  New  York. . 

Commonwealth,  Dallas 

Commonwealth,  New  York .... 
Concordia,  Milwaukee 


Connecticut,  Hartford 

Continental,  New  York 

Corcoran,  Washington 

County  Fire  of  Philadelphia. . . . 
Detroit  F.  and  M.,  Detroit 

Detroit  National,  Detroit 

Dixie  Fire,  Greensboro 

Dubuque  F.  and  M.,  Dubuque. . 


Capital 
Paid  up. 


$ 

5,000,000 
500,000 
350,000 
900,000 
750,000 

300,000 

825,000 

900,000 

1,000,000 

1,000,000 

tf  1, 000,000 

9CX},000 
900,000 
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900,000 

100,000 
195,000 
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^1,000.000 
903.710 
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IN  995,000 

*30o,ooo 
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90O.O00 
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956,709 

/963»a50 
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90O.O0O 
900,000 
950,000 
500.000 
600.000 
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9,000,000 

100,000 
400.000 
500,000 

r  389.350 
500,000 

900.O00 
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*  Capiul  increased  10  $100,000  in  1915.       t  Capital  increased  ixoo.000  to  $700,000  in  191A. 
d  Scrip  dividend  to  policyholdett  ten  per  cent.       c  Capital  increased  $aoo,ooo  i»y  merger  with  tne 
M  Capital  reduced  $35,000  in  1913.     /  No  dividend  declared,     r  Capital  tncreaied  from  $370,700  la 


f  Capital  fecreaaed  f  1 
Buffalo  ComaMftial  1914. 
1914.     «  Capital  increased 


CKS  AND   Dividends 


Companies  for  Twenty-five  Years. 
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468.27 
323.96 

486.09 
233.  zz 

340.09 

153.43 
169.13 

208.75 
47X.28 

19633 

ZZ6.60 

139  95 
ZX7.16 

260.37 

30857 
Z526Z 

Z8Z.34 
187.14 

Z22.Z3 

Z86.ZO 

354-95 
142.67 

592.05 

Z22.0I 

158.55 
9X7.83 

Z33.92 
Z76.7O 
Z84.26 

223.77 

Z43.66 
242.98 

137.99 
208.69 

484.33 
244. 8  X 

11433 
130.77 
260.59 

X28.56 
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X66.06 
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$5^000  in  IQ14.  a  Capital  decreased  $x,ooo,ooo  dttring  1914.  ^  Scrip  dividend  to  policyholders  twenty-five  per  cent. 
'Capital  increased  Cfom  $9oa.,ooo  in  19x4.  A  Also  xoo  per  cent  stock  dividend.  i  Includes  75  per  cent  stock  dividends, 
frooi  |)eo»oooin  X915.    t  Preferred  6 per  cent;  common,  10  per  cent,    v  Year  of  organization,    v  Also  stock  dividend  50  per  cent 
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STOCKS   AND    DIVIDENDS. 


FIRE  INSURANCE  STOCKS 


NAME   AND   LOCATION 
OF  COMPANY. 

Capiul 
Paia  up. 

Eaele.  Newark 

$ 

900,000 

Easteni.  Atlantic  Citv 

200,000 

Eastern  Fire,  Concord 

Eastern  Shore.  Keller 

30.000 

36,990 
900,000 

Eauitable.  Charleston 

Equitable  F.  &  M..  Providence 

Equity  Fire,  Kansas  City 

Eureka  F.  ft  M.,  Cincinnati. .. 
Fact.  &  Traders  Mut,  Mobile.. 
Fanners,  Cedar  Rapids 

Federal,  Jersey  City 

Federal  Uoion,  Chicago 

Fidelity  Phenix,  Fire.  New  York 
Fire  Assodatioa,  Philadelphia. 
Firemans  Fund,  San  Francisco. 

Firemens.  Washington 

Firemens.  Newvk , .  t t 

«  500.000 
100,000 
100.000 
150,000 
900,000 

1,000.000 

900,000 

/9,500,000 

750.000 
1.500.000 

900.000 
I.OOO.OOO 

First  National,  Washington — 
First  Reinsurance,  Hartford. . . 
Franklin.  Philadeloliia 

X  9x9.502 
500,000 
500,000 

/900.000 

500,000 

900,000 

Georgia  Home,  Columbus 

German.  Baltimore. 

German.  Louisville. . . . . . .  r  t  t  -  - 

German.  Peoria 

200,000 

German.  Pittsburi? 

300,000 

200,000 

German.  Wheeling 

German  Alliance,  New  York. . . 

German-American,  N.  Y 

German- American,  Baltimore.. 
German-American,  Pittsburg... 

German-American,  Wash 

Germania.  New  York 

400,000 

2.000.000 

500,000 

900,000 

xoo,ooo 

I.OOO.OOO 

Girard  F.  &  M.,  Philadelphia.. 

Glens  Falls.  Glens  Falls 

Globe  ft  Rutgers,  New  York.. . 

Globe  Fire,  Huron 

500,000 

*  500,000 

400,000 

900,000 

Granite  State,  Portsmouth 

Great  Northern,  St.  Paul 

Guardian,  Salt  Lake  City 

Hamilton,  New  York 

900,000 

108,442 
96,320 

200,004 

Hanover.  New  York 

1.000,000 

Harmonia,  Bufialo 

900,000 

Hartford,  Hartford 

9,000,000 

Hawaiian  I.&  G..  Hilo 

Henry  Clay,  Lexington 

Hernando,  Memphis 

50,000 
300.000 

100,000 

Home,  Hampton 

Home.  Honolulu 

34.C80 

50,000 

Home.  New  York 

6,000,000 

Home,  Salt  Lake  City 

Home  Fire.  Fordvce 

300.000 
100,000 

Humboldt,  Pittsburg 

300,000 

Imperial.  New  York 

900,000 

Independence,  Philadelphia. . . 
Industrial  Fire.  Akron 

200,000 
f  300,000 

Ins.  Co.  of  N.  America,  Phila. 
Ins.  Co.  of  State  of  Pa.,  Phila./ 

International.  Fort  Woith 

International,  New  York 

Interstate.  Detroit 

4.000.000 

1,000,000 

900,000 
900,000 

924.825 

ft*  © 
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t  Alto  itock  dividend  100  per  cent,  a  Based  on  amount  of  old  stock.  A  stock  dividend  of  150  per  cent  was  also  paid,  e  Bid* 
A  Capital  increased  from  $300^000  in  igia.  f  Capital  decreased  from  $100,000  in  1915.  k  Extra.  / Prior  to  loii  dividend  rates  of 
title  of  Ins.  Co.  of  Slate  of  Pa.      o  bpecial.      /  No  dividend  declared,      r Capital  increased  from  $ioo»ooo  oy  merger  vith  ike 
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i  Aiso  ptock  dividend  too  per  cent.  <  Capital  increased  from  $400,000  in  19x5.  f  Capital  increased  from  $r,ooo,ooo  in  1915. 
iwing  Garden,  which  company  consolidated  In  191  z  with  the  Ins.  Co.  of  State  of  Pa.  and  the  Union  of  Philadelphia  under  the 
Wilfflingum  of  Dela.    /  Also  stock  dividend  of  loo  per  cent,    v  Year  of  organization.    %  Increased  from  $843  967  in  19x4  and  1915. 
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FIRE  INSURANCE  STOCKS 
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Iowa  Manufacturers.  Waterloo. 

Knickerbockerp  New  York 

LaCayette,  New  Orleans 

L'pool  &  Lon.  &  Globe,  N.Y. . 
Lumbermens,  Philadelphia.... 
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8 

S 

•  • 

8 

•  • 

•  m 

m  m 

•  • 

•  • 

•  • 

4 
30 

•  • 

•  • 

•  • 

zo 

6 
zo 

•  • 

•  • 

•  • 

•  • 

6 

•  • 

•  ■ 

zo 
zo 

•  • 

•  « 

6 

■  • 

•  ■ 

Z2 

•  « 

8 
zo 

•  m 
m   m 

■  • 

IS 

«  • 

•  • 

8 
14 

V 

ft  • 
p  ft 

zo 

/ 
10 

7 

p  p 
•  • 

8 

P 

P 

8 

Marquette  National,  Chicago.. 
Maryland  Motor  Car,  Baltimore 
Massachusetts  F.  &  M.,  Boston 
Mechanics,  Philadelphia 

Mechanics  ftTraders,  N.  O. . . . 
Mercantile.  New  York 

Merchants.  Bansror 

Merchants.  New  York 

Merchants  Fire.  Denver 

Merchants  National,  Chicago.. 
Merchants  Union,  Meridian. . . 

Metropolitan  Fire,  Chicago 

Michigan  Commercial,  Lansing 
Michigan  F.  &  M.,  Detroit.... 

Milwaukee  Mech.,  Milwaukee. 
Minneapolis  F.  ft  M.,  Minneapf 

Minnesota  Fire.  Chatfidd 

Montana  Fire,  Butte 

•  • 

•  • 
ft  ft 
p  p 

•  • 

4 
40 

p  • 
ft  ft 

National-Ben  Franklin,  Pittsb'g 

Nat*lF.  ft  M..  Elizabeth,  N.  J.. 
National.  Hartford. 

Z2 

6 
12 

National  Brewers,  Chicago. . . . 

National  Lumber,  Bufialo 

National  Security,  Omaha 

National  Union.  Pittsburg 

National  Union,  Washington. . 
Nevada  Fire.  Reno 

ft  p 
ft  p 
p  p 

V 

zo 

New  Brunswick.  New  Brunsw'k 
New  Hampshire,  Manchester.. 

New  Jersey.  Newark 

Newark.  Newark 

10 

zo 

•  • 

10 

Niaeara.  New  York 

10 

North  Branch.  Sunbury 

North  Carolina  Home,  Raleigh 

North  River,  New  York 

Northern  F.  ft  M..  Gd.  Forks. . 
Northern.  New  York 

•  • 

•  • 

7H 

ft  - 

zo 

I3H 

p  p 

•  * 

p  • 

f 

s 

ft  « 
ft  ft 

N'w'st.  F.  ft  M.,  Minneapolis. . 
Northwestern  National,  Mil 

Occid«*ntal  Fire.  Albuquerque. . 
Ohio  Valley  F.  ft  M.  Paducah. 

Old  Colony,  Boston 

Orient.  Hartfofd 

Pacific.  New  York 

Pacific  National,  Sacramento. . 
Pacific  States  Fire,  Portland. .. 
Palmetto.  Sumter 

Pennsylvania,  Philadelphia  — 
Peoples  Fire,  Frederick 

Peoples  Nat.,  Philadelphia 

Petersburg  Sav.  ft  Ins.  Co.,  Va. 
Phoenix.  Hartford 

as 

•  ft 

•  • 

zo 
14 

Piedmont,  Charlotte 

/ 

^Capital  increased  from  $aoo,coofn  xoxc.  f  Formerly  Winona  Fire ;  name  changed  in  191  x.  t  Also  as  per  cent  stodt 
and  name  changed  from  North  Britith  and  Mercantile,  NY.  b  Include*  ^  per  cent  extra,  c  Capital  lacreaaed  from  |xi6,40O 
from  $70,000  in  19x5.  f  Cap.  increased  from  $a,ooo,ooo  in  xqxj.  i  Cap.  increased  from  $500,000  in  19x3.  k  Stock  divided 
V  Year  of  organisation,    w  Also  stock  dividend,  $98,375.    x  Bid. 
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DiMD— Pn  Cbmt. 


190s.  1903. 


10 

/ 

10 


6 
8 


40 
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12 

6 
12 


10 


10 
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10 


/ 

/ 
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40 
10 


25 


IZ 

la 

10 


10 

5 
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8 

10 

8 


V 
V 


40 

10 


16 

6 

12 


5 


10 


10 
ao 


8 

I    / 
I  15 


10 


?5 


13 

13 
10 


1904. 


1905. 


10 

5 

10 


V 


10 

S 
10 


8 

10 
8 


8 

P 
10 

8 


1906. 


1907, 


10 

5 

13 


P 


45 
10 


16 

6 
12 


6 
10 

V 

6 
40 

10 


i 


7% 
10 


10 
20 


8 
15 


10 


16 

e 

12 


7 


6  $60 

10 


10 
ao 


5 
15 


ao 
3 


25 


30 


13 


13 
13 

6 


10 

P 

10 

10 


zo 

5 

13 


10 

/ 
10 

10 


6 
5 

30 

tzo 


6 

13 
zo 


1908. 


/ 


10 

5 

13 


10 

/ 

10 

xo 


16 

7 
7 

/ 


4 
7 


3K 
10 


10 
10 


10 

■  • 

5 

7 

15 


1/ 

zo 

6 


25 


16 
7 


z6 

7 
zz 

10 


8 
5 

z6 
10 


4 
7 


z6 
8 

13 

ZO 

5 


4 
7 


5 

ZO 


10 
10 


10 
30 


10 

30 


ZO 

•   ■ 

I 

12 


6 
10 

•    m 

5 
7M 

13 


3 


SO 
V 


16 

10 
8 


4 

/ 
12 


30 

V 

16 

13 

8 


1909. 


la 

5 
14 


Z910.  1911 


iH!    3 


14      15 
7Hi    7« 
16       18 


10 

6 
10 
II 

■  • 

W4 


8 

5 

16 
zo 

V 

m  m 

z6 

9 

13 
zo 

10 


8 
7 


zo 
10 


ZI 

ao 


zo 

m  m 

5 
za 


4 

P 
za 


V 


25 
5 

13^ 

4 


8 

•  • 

V 
V 

zo 

6 
10 
za 

V 

4 


/ 

/ 
zo 

4 
zo 

za 

/ 
8 


8 
xo 

p 

10 

18 

10 

•    • 

z6 

zo 
20 
zo 
zo 


zo 
7 


10 

zo 

V 

13 
47H 


zo 

•  • 

5 
6.50^ 


a 
40 
14 


3734 
5 

z8 

16 

6 


8 
zo 

P 
zo 

42X 

zo 
5 

z6 

10 
ao 

5 
/ 


Z913. 


V 

IS 

7% 
18 

8 

P 
10  « 

4 
zo 

Z3 
10 

4 


9 
7 


za 
zo 

P 

14 
30 

6 
zoj< 

•  • 

5 
6 

14 
/ 

P 

P 

14 


30 

9 

IB 

z6 

8 


8 
10 

P 
zo 

za 
zo 

/ 

V 

z6 

zo 
20 

zaM 
6 


9 
7 


15 
zo 

/ 

14 

^5 

^6 
10 

V 

6 
10 

15 


20 
24 


z8 

16 

8 


/9I3- 


P 

15 
7% 
18 

8 

•  • 

5 

3 
10 

4 
10 

za 

zo 

8 


8 
zo 

/ 

10 

13 
ZO 

P 

ZO 
30 

5 
6 


9 
7 


13 
XO 

P 
14 

25 

10 

ZO 

15 


6 
14 


6 

18  » 

17 
zo 


Z914 


5 

15 
10 

z8 
8 

V 

5 

3 
10 

4 
zo 

X3 
13 

8 


8 
10 

/ 
10 

13 
XO 

5 

/ 

za 

6 
20 
10 

3 


9 
7 

V 

za 
10 

P 
14 

25 

2H 

6 

10 

/ 
6 

zo 
15 

/ 

V 

6 

/ 
10 

V 

P 

V 

30 

6 

/ 

ao 

30 

xo 


1915 


Cash 

Dividend 

Dbclarbd 

DuuNG  1916 

To  Dats. 


5 
15 

la 

18 

8 

/ 

5 

/ 
10 

13 

16 

8 

V 

8 
10 

/ 
10 

la 

xo 

6 

/ 
8 

10 

ao 

5 
7 

V 

i^ 
7 

P 
12 

10 

P 

14 

25 

4 
6 

10 

/ 
6 

lfiJbl90 
15 

10 
xo 

/ 
/ 
P 
30 
6 

/ 
20 
20 
10 


Date. 


Jiin. 


Ftrb. 
Jan. 


Jan. 
Jan. 


Apr. 
June 

Ju.  Apr. 
Jan. 

Jan. 

Jan. 

Jan. 


Feb. 


Jan. 


Jan.  July 
Feb. 


Feb. 


Jan. 


Jan. 
Jan. 


Mcb. 
Jan. 

•  ■  •  •  • 

Jan. 
Jan. 


Pr.  Ct. 


10 


3 
10 


5 
8 


i5< 

5 

6 


7 
10 


2K 

■    • 

6 
5 


5 
5 


30 
6 


5 
xo 


«»  tt  V  S 

2  ^ 


$115.07 
163.19 
302.84 

19598 
59926 

18953 

134-53 
115-71 
155-61 
377.69 

27571 
2x5.76 

284.53 
363.01 
i63.aa 

163.50 
142.56 
136.81 

145.37 
196.05 

185.03 

21379 
iao.31 

172.62 
15197 

176.33 
274,81 
166.78 
135.18 
100.87 

15509 
26X.23 

138.46 
148.19 

259-41 

X23.IO 
18594 

379.97 
12665 

172.05 

276.31 
100.45 
18697 

154-55 
294-45 

ZO3.O3 
192.04 
208.09 
211.29 
18059 

123.13 

142.45 
15762 

414.45 
12761 

110.97 
480.66 
301.87 
337.76 


185 
150 

a35 

•  •  • 

433 


340 


30O 

85 


117 

•    • 

00 
184 

aao 


100 
180 

130 
390 


300 
200 
200 

96 

2U0 


300 


150 
200 

•  ■  • 

«  •  • 

410K 
125 

68 
500 
395 


drridead.    |  Special,  on  oriffiiial  stock      t  Capital  increased  from  $175,000  in  1915.     a  Capital  increased  from  $200^000  m  1915, 

ia  Z915.    4.  Calculated  oa  capital  at  beginning  of  year,  $100,000.     •  Capital  increased  from  $300,000  in  10x5.    /" Capital  increased 

AbouockdiTidcttd.     p  No  drndend  dadaied.     iCap.  increased  from  $i,aoo,ooo  inigu.    Cap.  increased  from  $900,000  in  1913. 
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FIRE  INSURANCE  STOCKS 


NAME  AND  LOCATION 
OF  COMPANY. 


Pittsburg,  Pittsburg 

Piscataqua  Fire,  Portsmouth  . . 
Portsm'thF.  Assn., Ports.,  N.H. 

Potomac,  Washington 

Providence  Washington,  Prov. 

Prudential.  Manchester 

Queen  of  America,  New  York.. 

Queen  City,  Sioux  Falls 

i<eliance.  Philadelphia 

Retailers  Fire,  Oklahoma  City. 

Rhode  Island,  Providence 

Richmond,  New  York 

Rocky  Mountain,  Great  Falls. . 

Safeguard,  New  York 

St.  Paul  F.  &  M.,  St.  Paul 

Savannah  Fire,  Savannah 

Seaboard,  Atlantic  City 

Security,  Cincinnati 

Security,  New  Haven 

Security  Fire,  Davenport 

Seneca,  Buffalo 

South  Carolina,  Columbia 

Southern  Home,  Charleston . . . 
Southern  Stock.  Greensboro. . . 
Southern  Uod'rs,  Greensboro. . 

Springfield  F.  &  M.,  Springfield 

Sundard,  Haitford 

Standard,  Trenton 

State  Dwelling  House,  Concord 
Sterling  Fire,  Indianapolis 

Stonewall,  Mobile 

Stuyvesant,  New  York 

Teuton ia  Fire,  Pittsburg 

Teutonia.  Davton 

Twin  City  Fire,  Minneapolis.. 

Und's  of  Greensboro.  Gr'nsboro 

Und's  Fire,  Concord,  N.  H 

Underwriters  Fire,  Rocky  M't. 

Union,  Baneor 

Union,  BufiUlo 


Capital 
Paid  up. 


Union,  Pittsburg , 

United  Firemens,  Philadelphia. 

United  States,  New  York 

Virginia  F.  and  M.,  Richmond. 
Vulcan,  New  York 


Vulcan,  Oakland,  Cal 

Wabash  Fire, Wabash.  Ind 

Westchester,  New  York 

Western.  Pittsburg 

West.  Union  F.,  Waseca,  Minn. 
Williambburgh  City,  Brooklyn. 


$ 
200,000 

10.000 

50.000 

aoo.ooo 

I  000.000 

100,000 

z.ooo.ooo 

200,000 

400,000 

50,800 

J  400,000 

200,000 

265.300 

200,000 

ti.ooo.ooo 

100,000 

50,000 

150,000 

1,000.000 

200,000 

200.000 

50.000 

92,300 

120,000 

200,000 

•2,500,000 

500,000 

200.CO0 

25.000 

850,000 

150.000 
400,000 
200,000 
250,000 
500,000 

100,000 
200.000 

51.500 

1300,000 

200.000 

100.000 
400,000 
400000 
250,000 
200,000 

500,000 
100,000 
300,000 
300,000 
100,000 

€  1,000,000 


•3V 

Si's 


$ 

50 
100 
100 

as 
50 

10 
100 
100 

50 
10 

100 
100 
100 
100 
100 

100 
100 
xoo 

40 

100 

25 

10 
"5 


Ahnual  Divi 


189Z. 


xoo 

so 

as 
100 

10 

100 

25 
50 
20 
10 

100 
100 
zoo 
zoo 
zoo 

50 

zo 

25 

25 


zo 

50 
50 

so 


z6 


V 

8 


t2 


4 
8 


zo 


3 
J 

m  • 

8 

6 

8 

20 


1892 


20 
6 

6 

7 
zo 

10 


10 
3 


20 


z6 

«  • 

z^6 


6 


1893. 


"p 

Z2 

•    • 

6 


12 


6 
12 


zo 


3 

Z2 


ZO 

6 

8 

20 


z6 
6 

« 

o 

6 

zo 

zo 


12 


6 
/ 

Z2 


ZO 


6 

Z3 


ZO 

6 

8 

20 


Z894. 


x6 

•  ■ 

9 

Z2 

3 

p 

•  ■ 

8 


zo 


6 
3 

Z2 


ZO 


9 
9 

•  • 

8 

6 

8 

20 


10 
6 

6 

6 

zo 

9 


zo 


20 


zo 


20 


Z2 

6 

6 
8 
6 
8 


1895. 


z6 

•  • 

6 

Z2 

8 


zo 


zo 


6 
6 

Z2 


ZO 


9 
9 

•  • 

zo 
6 

9 
20 


zo 
3 


20 


13 
6 

6 

\ 

8 


1896. 


z6 

•  • 

8 

Z2 

8 

•  • 

zo 

•  • 

6 


zo 


6 
6 

Z2 


6 

6H 
4>30o 


zo 


6 

Z2 

•    * 

ZO 

6 
zo 
20 


zo 
6 


20 


9 
6 

6 

zo 

6 

8 


zo 
6 


1897. 


z6 

■  ■ 

8 

Z2 

8 
20 

•  • 

7 


zo 


zo 


6 
9 

zo 

6 

zo 

25 

V 

4 


Z2 

6 

6 

10 

8 

8 


20 


zo 
6 


20 


1898. 


z6 

•  • 

8 

Z2 
10 

•  • 

20 

7 


zo 


6 
8 
5 


zo 


6 
9 


15 
6 

xo 

20 


4 


z6 
6 

6 

zo 

8 

8 


Z899. 


x6 

•  • 

8 
za 
zo 

•  • 

20 
6 


zo 


6 
8 
5 


zo 


zo 
6 


90 


6 
9 

zo 

6 

zo 

20 

•   • 

4 


z6 
6 

6 

zo 

8 

8 


z6 
6 


34 


Z900.  1901. 


z6 

•  • 

8 

X3 
ZO 

20 

•  • 

6 


zo 


6 
8 
6 


xo 


6 
9 


zo 

20 

6 

4 


x6 
6 

6 

xo 

8 

8 


x6 

24 


'z6 

"% 
12 
10 

•  • 

20 
6 


10 


6 
8 

5 


aio 


6 
9 


zo       12 

6    '    ^ 


xo 
20 

6 
6 


z6 
6 

6 
10 

7 
8 


16 
6 


*  Capital  increased  from  $a,aoo,ooo  in  19x3.  t  Capital  increased  from  $xoo,ooo  in  iQt3.  X  Increased  to  $i«ooojooo  in  i9K4' 
from  $600,000  in  1013,  by  merger  with  the  Nassau  &  Dutchess,  New  York,  f  la  per  cent  on  $500,000  capital  and  6  per  oeai- 
clared.  s  Capital  increased  from  $300,000  in  zQxa.  u  Organised  as  mutual  company,  v  Year  of  oixanisation.  w  Chaoccii 
price,  300  per  cent  com.,  100  per  cent  pref.;  10  per  cent  com.;  6  per  cent  pref.;  price,  350  per  cent  com.,  106  per  cent  pref. 
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osKD— Pes  Cent. 


1902 


16 
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12 
10 

•  • 

20 
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6 
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6 
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3 

6 
10 
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1903.  1904. 
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8 
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6 
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6 
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zo 

p 

8 
9 

V 

zo 
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8 
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6 
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6 
8 
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/ 

Z2 
ZO 

x6 

Z2 


6 
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6 

Z2 

6 

ZO 

8 
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zo 

V 
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40 
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ao 
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/ 

10 
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/ 
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6 
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20 

? 

6 

10 
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6 
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6 

za 

6 
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8 
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7H 
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/ 
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6 
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6 

6 
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za 

V 

P 
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xo 
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zo 
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P 

Z2 

ZO 
ZZ 
X2 

/ 

6 

13 

7 

12 

6 

TO 
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40 
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7 
10 

zo 

P 
xo 

7« 

35 

/ 
6 

10 

xo 
6 

;> 

V 

20 

/> 

6 
6 
8 

Z2 

4 

7 
6 

zo 

8 

zo 

9 

5 

Z3 

5 

2 

Z2 

5 
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/16 

7 

Z2 

8 
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8 

7 

Z2 

P 

V 

ao 
8 

V 
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Cash 

Dividend 

Declared 

During  1916 

To  Date. 


Date. 


Jan. 

•  ■  •  •  « 

Feb.' 
Jan. 


Jan. 
Feb. 
Jan. 

Jan. 

•  •  •  •  • 

Jan. 

•  •  •  •  • 

Jan. 
Jan. 


Jan. 
Jan. 
Apr. 

Jan. 
Jan. 

•  •      •  • 

Jan. 
Jan. 


Jan. 
Jan. 

Jan. 
*FebJ 


J.&M. 
Jan. 

•  «  ■  •  • 

Jan. 


Pr.  Ct. 


3 
ao 


4 

4 

■ 

zo 


4 
6 


S 
4 
5 

■  • 

3 

S 


6 

a 


35^ 


ao 

■ 

4 

«  • 

zo 


$x6z.a6 
3x9.69 

313.64 
Z5076 
axy.oo 

Z20.Z6 

553.75 
lox  69 

ZS0.48 

185.68 

Z89.80 
ao6.29 
172.17 
24789 
451.65 

174.06 
X23.Z0 
X76.26 
Z7327 
1350Z 

204.25 

2Z6  2Z 
116.43 
Z85.86 
130.66 

203.22 

"544 
■154.60 
Z88.94 
Z46  27 

Z82.07 

10659 
Z60.Z7 

354.51 
X  10.75 

z6i.29 
16Z.07 
Z82.83 
Z4Z.X6 
Z50.18 

23Z.84 
149.65 
X80.14 
406.44 

134.36 
182.3Z 

•  •  ■  •  • 

482.9 

i34-8i 

Z00.64 

2ZZ.07 


o  a 

-51 


Z20 
Z72 


ZZ2 

aoo 

^7S 

•  •  « 

a5o 

•  >  • 

400 
Z69 

•  •  • 

136 

•  •  • 

250 

•  •  • 

zo* 


ao7 
X40 

XQO 


75 

150 
310 

300 


06 


173 
zzo 

■  ■  • 

340 


580 
XI8 


a  Also  stock  dividend,  $500,000.  c  Also  as  percent  stock  dividend.  </ Also  zoo  per  cent  stock  dividend.  €  Capital  increased 
o«  livooo.000  capitaL  j  Formerly  mutual ;  reorganized  as  stock  company  in  1891.  k  Stock  dividend.  p  No  dividend  de- 
to  Slock  conpaay.     %  On  old  capital,  $500,000.     s  1913, 6  per  cent  pref .,  15  per  cent  com. ;  19x3,  3  per  cent  pref .,  5  per  cent  com. : 
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Statistics  of  Fires  and  Operations  of  New  York 

Fire  Department,  191f5. 


The  following  iBteresting  Ubulatton  was  prepared  by  Johh  Kenlon,  Chief  of  the  New  York  Pire  Depait- 
nient,  for  the  National  Board  of  Pire  Underwrltera: 

Fires  extinguished: 

without  engine  stream 7,051 

with  automatic  sprinklers 17 

13,422    with  one  engine  stream 3,500 

with  two  or  three  engine  streams 000 

with  exceeding  three  engine  streams ....  147 

with  one  high-pressure  stream 780 

wiL*'.  two  or  three  hish-nreasure  streams  225 

13,422    wit'i  rxreeding  three  nign-pressure  streams      04 


Nomber  of  shutma 14,867 

Fsbe  sad  unnecessary  alarms 1,445 

Xaaber  of  files  in  other  than  building-  ^fiM 

Number  of  fires  in  vessds 87 

Fires  confined  to  startxnc  point ^^^07 

rues  extended  to  other  niiiMingi 


WA! 


—        13.422 

..  t3351,180 
Nomber  of  gaUons  of  salt  water  used 28354,440    Brooklyn  and  Queens 1,005338 

Totsl 47388383  Total 15,757.018 


Number  of  gallons  of  fresh  water  used 18328334    Manhattan,   Bronx  and  Richmond. 


BUILOINO  STATISTICS  BY  BOBOaOBS. 


ODe-fsniSv  frsme  or  brick 

TviKfuiiqr frame  or  brick 

Tenements. 

HoCeii  and  derator  apartments 

Waiefaonses 

Office  bnildinKS 

Stables  tnd  garages 

Ikstres.'.'.*.'." !  *  V.  V. ..'.".'..  V.V. .  *. '. . . .'. 

^Mdsl  stmctares,  moving  pictures,  tax- 

poyecs'  stoccs,  etc 

Totak 


Manhattan 

Bronx 

Richmond 

Brooklyn 

24311 

13335 

14.721 

62.063 

^'SS 

8306 

1,702 

50,170 

40343 

0345 

650 

46,450 

2.108 

78 

77 

203 

7,004 

142 

70 

1370 

790 

67 

30 

143 

2,140 

1,102 

1396 

5.123 

1,424 

272 

408 

2,400 

146 

17 

7 

84 

3,105 

2304 

662 

6,102 

Queens 

Totali 

37,438 

153358 

15314 

78,743 

6,680 

103,068 

210 

2.765 

48 

0333 

87 

1.135 

4345 

15,166 

672 

5365 

33 

287 

3,121 

15,474 

86,400 


36,030 


20302 


175324 


60348  386304 


SZATBIICS— OASSOnCATION  OF  BUILOIMGS  IN  WHICH  TOLES  OCCUBBXD. 


Manhattan,     Bronx  Brooklyn 
and  RichuKHid      and  Queens. 


Manhattan,  Bnmx      Brooklyn 
and  Birhmond      and  Queens 


Oob 


nfwf  dance  halls. 


Ftosiriied  rooms  and  boarding. 


Brnpuak. 


Lofts  sad  huslnrBS  buildings. 


Moving  pictures.. 

Ncvsp^icn  and  printing. 


3 

»  •  •  • 

12 

7 

24 

20 

041 

1,480 

506 

240 

111 

56 

104 

71 

17 

2 

86 

22 

360 

03 

18 

7 

10 

13 

4 

2 

Offices 

Piers  and  wharves 

Places  of  public  assembly. 
PubUc  buildingr 
Schools  and  ooi 
Stables,  bams  and  sheds. 

Storehouses 

Tenements , 

Theatres 

Vehicles,  vans,  autoa,  etc. 
Vessels,  ships,  etc. 


87 

16 

2 

7 

18 

134 

36 

...       4300 

44 

04 

15 

Miscellaneous,  brush,  etc 1300 


Total. 


8.438 


12 

13 

3 

4 

10 

207 

54 

1,746 

7 

107 

56 

635 

4,084 


BZSUXB— STATISTICS  BY  BOBO0ORS 


Manhattan 


Bronx       Birhmond       Brooklyn 


Queens 


ToUb 


Exempt  from  taxatkm. 


16358,700,762  1842384374  $106,604,730|2,OM360347  1575300^453110,427340375 

1,066.737,033 


Popnlatian. 

Alaims 

Pske  shams.... 

Number  of  fires. 

iBbuaUiBCB.... 

Otherthanl 

^^""^nmi  to  staxtiag  point 

Krtfded  to  atUoiailngbwiMinss 

Neabcr  of  fires  per  1,000  inhabitants. 

Less  per  fire 

Nnabtf  of  fim  per  esdi  100  buiidinci. . . . 

Number  of  fins  per  each  1,000  inhabitants 

Feaoentafe  of  fiius  oMifined  to  buildings  or  phice  of  origin 


14.038 
21,03 
2322384 
7380 
806 
6,474 
5350 
615 
5,778 
81 
3.50 
1501.74 


26.017 

40.65 

633.061 

1365 

80 

1,476 

1,166 

810 

1,140 

20 

2.33 

1273.44 


•  «  •  •  • 


36,600 

57.10 

102363 

513 

25 

488 

235 

253 

220 

15 

4.78 

1402.42 


40,700 

75,082 

77.67 

117.31 

1380.071 

303,820 

4371 

038 

435 

00 

4,136 

848 

3307 

580 

620 

250 

3^407 

662 

100 

27 

2.06 

2.16 

1388.02 

1353.40 

201,446 

314.75 

5,742300 

14.867 

1,445 

13.422 

11356 

2,066 

11,107 

240 

2.33 

$428.02 

3.47 

2.34 

.83 

$1.00 
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SURPLUS  LINE'  COMPANIES  AND  BROKERS. 


CoMPAMics  AND  Brokers  Accepting  Surplus 

Line    Business. 

Included  in  the  following  list  will  be  found  the  names  and  addresses  of  licensed 
American  and  licensed  and  unlicensed  foreign  fire  insurance  companies  which  are  under- 
stood to  be  writing  surplus  tire  insurance  business  in  the  United  States,  and  the  offices 
through  which  their  policies  may  be  obtained.  For  information  as  to  American  and 
foreign  companies  named  in  this  list,  readers  are  referred  to  "Reports  of  Fire  Insurance 
Companies,"  published  in  another  part  of  this  book. 


• 

Aachen    Reinsurance,    Aix-la-Chapelle. 

Aggripina  O.   R.  &  L.   Transport,   Aix-la-Chapelle. 

Asaicurazioni  Generali,  Trieste. — Weed  &  Kennedy, 

New   York  (not  active). 
Austrian   Elementar,   Vienna. — Weed   &   Kennedy, 

New   York  (not  active). 
Badische,  Mannheim. 
British   Dominions  General,  London. — E.    E.    Hall 

&  Co..  New  York. 
Capital  Fire,  Sacramento,  CaL — ^W.  L.  Pettibone  &  Co., 

Newaric,  N.  J. 
Central,  London^  Eng.' — Fred  S,  James  &  Co.,  New 

York  and  Chicago. 
China  Traders,  Hong  Kong,  China. 
Cotonial  Assurance,  Winnip^,  Man. 
Colonial  Marine  and  Fire,  Batavia,  Java. 
Commercial  National  Fire,  Chicago. 
Continental,  Mannheim. 
Cornhill,  London. 
Co-operation    Fire,    Paris,    France. 
Dayton  Mutual   Fire,  Dayton,  Ohio.— J.  S.  Kerap- 

per,  Chicago. 
Donau  Austrian^  Vienna. 
Dusseldorfer  Reinsurance,  Dusseldorf,  (Germany. — 

Brown,  Anderson  &  Young,  Chicago. 
Eagle,  Paris. 

Economic  Marine  of  London. 
Equity  Fire  Insurance  Association,  Sioux  City,  la. 

— Charles  Brock— Jones  &  Co.,  Chicago;  C.  W. 

Smith  &   Co.,    San   Francisco. 
Essex  &  Suffolk,  Colchester,  Eng. — Fred  S.  James 

&  Co.,  New  York  and  Chicago. 
Europa  Reinsurance,  Berlin. 
Excess.  London. — A-  F.   Shaw  &  Co.    (whiskey   in 

free    and    bonded    warehouses    anywhere    in 

U.  S.),  (Thicago;  Marsh  &  McLennan,  Chicago. 
Fine  Art  and  General,  London. — E.  £.  Hall  &  Co., 

New  York. 
First  Bohemian   Reinsurance  Bank,  Pra^e. 
Le    Foncier    de    France    et    des    Colonies,    Parif, 

France. 
Fortuna   General,  Berlin. 

German  Reinsurance  and  Coinsurance,  Berlin. 
Globus,  Hamburg,  Germany. 
Grain   Shippers   Mutual  Fire,   Ida  Grove,  Iowa. — 

H.    C.    Kirkpatrick,    San    Francisco;    C.    W. 

Smith  &  Co.,  San  Francisco. 
Great  North,  Calgary.— Chas.  W.  Smith  &  Co.,  San 

Francisco.  ^  w    j    o 

Gresham    Fire    and    Accident,    London. — Fred    S. 

James  &  Co.,  New  York  and  Chicago. 
Guardian,  London. 
Hamburg    Underwriters,    Hamburg. 
Hearts  of  Oak,  London. 
Indcmnitv  Assn.,  Ltd.,  London. 
Industrielle,  Paris,  France. 
International  Assurance  Association. 
Italian  Fire  and  Marine,  Turin,  Italy. 
Italiana,   Genoa,   Italy. 
Lancashire  and  Cheshire.  London,  Eng. 
Law  Accident,  London,  Eng. 
Law,  Fidelity  and  General,  London.  ^     .  « 

Legal  Insurance  Co.,  Ltd.,  London,  Eng.— Fred  S. 

James  &  Co.,  New  York  and  Chicago. 
Lloyds,    London.— A.    F.   Shaw    &    Co.,  Chicago; 

Fred    S.   James    &    Co.,   Chicago;     Marsh     4 

McLennan,    Chicago;    F.    R.    Thompson.    Chi- 

cago:   R.  VV.   Hosmer  &  Co.,  Chicago:  Stark. 

weather  &   Shepley,   Providence,    R.    L,   New 

York  and  Chicago;  Rollins,  Burdick  &  Hunter 

Co..  Chicago;  C.  P.  Wurts.  Chicago;  Weed  & 

Kennedy,  New  York. 
London  S.  S.  Owners,  London. 
Majestic,  London. 
Merchants  Marine,  London. 
Monarchy  London. 
Motor  Union  London. 


Mount  Royal,  Montreal. — ^E.   E.  Hall  &  Co..  New 

York. 
Mutuelle  de  Valence,  Paris,  France. 
National   of   Great   Britain,   Glasgow.— E.    E.  Hall 

&  Co.,  New  York;  Marsh  &  McLennan,  Qi- 

cago. 
National  British  and  Irish  Millers,  London. — E  E 

Hall   &    Co.,     New     York     (sprinklered    risks 

only). 
Nordisk,  Copenhagen. 
Norwegian  Alliance  Christianla-IntematJonal  Fire  0£ke, 

NewYoik. 
Northern  Fire  and  Marine,  Grand  Forks,  N.  D,— 

Charles  Brock-Jones  &  Co.,  dliicago  (for  III.); 

C.  W.  Smith  &  Co^  San  Francisco. 
Pannonia  Hungarian,  Budapest. 
Provincial,  Bolton,  Eng. 
Pohjola,  Helsingfors. 
Prudentia  Reinsurance,  Zurich. 
Regal   Fire  and  Accident,   London. 
Rhenish-Westphalian,  M.  Gladbach. 
Scottish  Sick  and  Accident,  Glasgow. 
Securitas,   Vienna. 
Securite  General,  Brussels. 
Security    Mutual,   Chatfield,    Minn. — A.     J.    Van 

Deinse,    Indianapolis,  Ind. — Jas.  H.  De  Veuve  Co. 

Seattle^  Wash.:  Qapp  and  Atdenaa,  Toronto,  Can. 
Skandinavia  Reinsurance,  Copenhagen. 
Sterling  Fire,  Quebec. 
Stuttgart  Insurance  and  Reinsurance,   Stuttgart.— 

Brown,  Anderson  &  Young,  Chicago. 
Themis,  Paris,  France. 
Traders  &  General.  London. 
Triton,  Helsingiors. 
Union,  Canton,  China. 
Upper   Rhine,  Mannheim. 
Victoria,   Bucharest,  Roumania. 
Vienna  Reinsurance,  Vienna. 
World  Marine,  London. 

Special  Agents  Licensed  Under  Surplus-Line  Law, 

New  York  State: 
Benedict   &   Benedict.    Brooklyn. 
Frank  &  DuBois.  New  York. 
Arthur  C.   D.  Foster.  New  York. 
Frederick  L.  Green,  New  York. 
Edward  E.  Hall  &  Co..  New  York. 
Fred  S.  James  &  Co.,  New  York. 
Warren  M.  Kimball,  New  York. 
Henry  W.  Lowe,  New  York. 
Weed  &  Kennedy,  New  York. 

Special   Agents   Licensed   Under  Illinott  Broken* 
Law: 

Charles  Brock-Jones. 

Paul  G.  Johnson. 

Critchell,  Miller,  Whitney  ft  Barbonr.  (Hucago. 

Herbert  Darlington,  Chicago. 

Marsh  &  McLennan,  Chicago. 

C.  E-  Rollins,  Chicago. 

Arthur  C.   Schieferstein. 

Fred  E.  Young. 

Special  Agents  Licensed  Under  Miasonri  Surptoa- 
Line  Law: 

Walter  T.  Campbell,  St  Louia. 

Carr  Broa.,  St.   Louis,  Mo. 

W.  D.  Hemenway,  St.  Louia,  Mo. 

Homer  P.  Knapp,  St.  Louis. 

W.  H.  Markham  &  Co.,  St  Louis. 

Nicholas  R.  Wall  ft  Edward  T.  Campbell  Afencj 

Co.,  St.  Louia. 
Sam.  D.  Capen,  Sl  Louia. 
Wm.  H.  Fisher,  Hannibal,  Mo. 
Phillip  S.  Brown,  Jr..  Kansas  City,  Ma 
Chas.  P.  Whitbread.  St.  Louis,  Mo. 
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Special  A^^ents  Licensed  Under  Pennsylvania  Sttr> 

pltts-Line  Law: 
Henry  W.  Brown  &  Co.,  Philadelphia. 
Buckman  &  WiUiams,  Philadelphia. 
Hutchinson,  Rivinus  &  Co.,  Pniladelphia. 
Mather  &  Co..   Philadelphia. 
Piatt,  Yungman  &  Co.,  Philadelphia. 
HeniT  L.  Eogd.  Philadelphia.  Pa. 
Hascltine  South  Philadelphia.  Pa. 

Surplus  Line  Brokers.  San  Francisco,  Cal.: 

A.  M.  Bender. 

F.  W.  Birlcm. 

Bert  DaTis. 

Evan  C.  Evans. 

Robt.  D.  Foster. 

C.  B.  Harrison. 

Emil  E.  Kahn. 

H.  S.  Mannheim. 

L.  Rosenthal. 

R.  C.  Ward. 


Willard  O.  Wayman. 

G.  W.  Cortelyou. 

A.  W.  Follansbee,  Jr. 

T.  G.  Johnson. 

Harola    Manor. 

G.  A.  Newhall. 

A.  W.  Rosenbaum. 

M.   Thorn pson. 

H.  Braun 

G.  L.  Rathbone. 

P.  A.  Becker. 

F.  Wheis. 

C.  W.  Smith. 

Surplus-Line   Brokers,    Los   Angeles^    Cal.; 

John  £.  Nattress. 
O.   Rey   Rule. 

Surplus-Line  Broker,  San  Jose,  Cal. 
W.  T.  Rambo. 


Perpetual  Fire  Insurance  Risks  and  Premiums 

IN  1915. 


Naue  and  Location  o"  '^ompany. 


£tDa,  Hartford 

Alliance,  Philadelphia 

Camden  Fire,  Camden,  N.  J 

Commercial  UnioD,  London 

County,  Philadelphia 

Fanners,  York 

Fire  Association,  Philadelphia 

FrankUn,  Philadelphia .* 

German,  Baltimore 

German-American,  Baltimore 

Girard  F.  and  M.,  Philadelphia 

Insurance  Co.  of  North  America,  Philadelplua 
Insurance  Co.,  State  of  Pennsylvania,  Phua . . 
Liverpool  and  London  and  Globe,  Liverpool . . 
Lombermens,  Philadelphia 

Mechanics,  Philadelphia 

North  British  and  Mercantile,  London 

Pennsylvania,  Philadelphia 

Peoples  National,  Philadelphia. 

ReUance,  Philadelphia 

Royal,  Liverpool 

United  Firemens,  Philadelphia 

Totals  (22  companies) 


Perpetual 

Risks 

in  Force, 

Dec.  31, 

1915. 


$ 

S.266.878 
617.050 

X. 337.017 

4.455.315 
7,923,004 

83.700 
72.223,513 
31,905,626 

M3.S35 
5.250 

30,791,090 
30,209,207 

23- 139.205 
6.808,699 

7.259.950 

14.998.588 

1,489.520 

46,572,410 

454.325 
4,881,900 

4,233.763 
38.142,355 


332,941.899 


Deposits 
Received 
in  1915. 


$ 

6.547 

1. 155 
1.605 

2.243 
1.473 


25.764 
11.736 


8,683 
18,529 

3.675 
2.508 

2,033 

7.902 

3.350 

14.514 
1-352 

1,771 

I 
5.242 


114,083 


Deposits 

Withdrawn 

in  1915* 


$ 

6,263 

30 

482 

I  918 

4.875 

130 
49.603 

25.790 
330 


18.618 

17.868 

13,143 

6.358 

3.988 

8,847 

585 

19.403 

367 

2.934 

2.909 
25.410 


308.740 


Deposits, 

Dec.  31, 

1914. 


$ 

119.685 

17.386 

30.990 

94.797 
197,413 

3,486 

1,659,178 

710,3x1 

4.405 
133 

640,971 
788,467 

573.820 

188,878 

192,431 

358.483 

40.606 

1,185,369 

13.393 
130.782 

94.953 
886,150 


7.930,875 


Deposits, 
Dec.  31, 
1915. 


$ 

118,753 
18.521 

3».90o 

95.921 

193.615 

2.356 

1,635.338 
693.888 

4.165 
123 

631,310 
783.128 
564,227 
i85,oa8 
190,619 

357.536 

43.371 
1,178,400 

14.377 
129,619 

92,044 
865.879 


7,830,208 


Addendum. 

American  Merchant  Marine  Insurance  Company,  New  York. — This  company's 
statement,  as  of  June  30,  1916,  showed  assets  aggregating  $440,300;  capital,  $200,000,  and 
net  surplus,  $145472.  In  about  three  months  it  had  written  net  premiums  amounting  to 
?I32,943,  and  had  paid  for  losses  $10,789,  and  for  expenses  $19,086.  On  June  30  its  re-* 
serve  for  unpaid  losses  was  $19,211,  and  for  unterminated  risks  and  reinsurance  premiums 
$73,877.  The  company's  officers  are :  President,  C.  P.  Stewart ;  vice-president,  George  A 
Gaston ;  secretary,  R.  H.  Lee  Martin ;  treasurer,  A.  F.  Schmidt ;  assistant  treasurer,  E.  G. 
Stcinert;  assistant  secretary,  J.  L.  Van  Name. 
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i^tna  Insurance  Co.,  Hartford. 
Agricultural,  Watertown. 
American  Central,  St.  Louis. 
♦American  Lloyds,  New  York, 
American,  Newark. 

American  Mutual  Fire,  Providence,  R.  L 
•   Arkwright  Mutual  Fire,  Boston. 
Atlas,  London. 
Automobile,  Hartford. 
Balkan  National,  Sofia. 
Blackstone  Mutual  Fire,  Providence. 
Boston  Insurance,  Boston- 
Boston  Manufacturers  Mut.  Fire,  Boston. 
Camden,   Camden. 
Columbian  National,   Detroit. 
♦Commonwealth  Ins.  Co.  New  York. 
Connecticut,  Hartford. 
♦Continental  Ins.  Co.,  New  York. 
Cotton  and  Woolen  Mfrs.  Mutual,  Boston. 
Enterprise  Mutual  Fire,  Providence,  R.  I. 
Equitable  F.  &  M.,  Providence. 
Fall  River  Mfrs.  Mutual,  Fall  River,  Mass. 
Fidelity-Phenix,  New  York. 
Firemens  Mutual,  Providence. 
Fi remans  Fund,  San  Francisco. 
Franklin,  Philadelphia. 
Frankona  Reinsurance,  Frankfort,  Ger. 
German  Alliance,  New  York. 
German-American,  New  York. 
Glens  Falls,  New  York. 
Globe  and  Rutgers.  New  York. 
Hamilton,  New  York. 
♦Hartford  Fire  Insurance  Co.,  Hartford. 
Home,  New  York. 
Hope  Mutual  Fire,  Providence. 
Imperial,  New  York. 

Ins.  Co.  of  North  America,  Philadelphia. 
Industrial  Mutual,  Boston. 
Inter-Insurers  Exchange.  Chicago. 
Keystone  Mutual  Fire,  Philadelphia. 
Knickerbocker,  New  York. 
♦Liverpool  &  London  &  Globe,  Liverpool. 
Liverpool  &  London  &  Globe,  New  York. 
London  and  Lancashire  Fire,  Liverpool. 
Manufacturers  Mutual  Fire,  Providence. 
Manton  Mutual  Fire,  Philadelphia. 
♦Maryland  Casualty  Co.,  Baltimore. 
Mechanics  and  Traders,  New  Orleans. 
Mechanics  Mutual  Fire,  Providence,  R.  I, 
Mercantile  Mutual  Fire,  Providence. 
Mercantile  of  America,  New  York. 


Automatic  Sprinkler  Leakage  Insurance 

Below  will  be  found  a  list  of  companies  which  insure  against  damage  by  leakage 
and  breakage  of  automatic  sprinkler  equipment : 

♦yEtna  Ace.  and  Liab.  Co.,  Hartford.  Merchants  Mutual  Fire,  Providence. 

Milwaukee  Mechanics,  Milwaukee. 
Mill  Owners  Mutual  Fire,  Chicago. 
Minneapolis  Fire  &  Marine,  Minneapolis. 
Munich  Reinsurance,  Munich. 
Narragansett  Mutual  Fire,  Providence. 
National  Mutual,  Philadelphia. 
National  Ben  Franklin,  Pittsburg. 
National  Fire,  Hartford. 
National  Union,  Pittsburg. 
Newark,  Newark,  N.  J. 
New  Hampshire,  Manchester. 
New  Jersey,  Newark. 
♦New  York  Unds.  Agency,  New  York. 

Newark,  Newark,  N.  J. 
♦North  British  and  Mercantile,  London. 
North  British  and  Mercantile,  New  York. 
North  River,  New  York. 
Norwich  Union,  Norwich,  England. 
Old  Colony,  Boston. 
Orient,  Hartford. 
Paper  Mill  Mutual,  Boston. 
Pennsylvania,  Phila, 
Peoples  National,  Philadelphia. 
Philadelphia  Manufacturers,  Philadelphia. 
♦Phoenix  Assurance  Co.,  London. 
Protectwn  Mutual  Fire,  Chicago. 
♦Providence  Washington,  Providence. 
Queen,  New  York. 

♦Rhode  Island  Insurance  Co.,  Providence. 
Rhode  Island  Mutual  Fire,  Providence. 
Royal  Exchange,  London. 
♦Royal  Insurance  Co.,  Liverpool 
Rubber  Mfrs.  Mutual,  Boston. 
Safeguard,  New  York. 
St.  Paul  Fire  and  Marine,  St  Paul. 
Scottish  Union  and  National  Edinburgh. 
Sea,  Liverpool. 
Security,  New  Haven,  Ct. 
♦Springfield  Fire  and  Marine,  Springfield. 
Standard,   Hartford. 
Standard  Mutual  Fire,  Philadelphia. 
State  Mutual  Fire,  Providence,  R.  L 
Sterling,  Indianapolis,  Minn. 
Swiss  Reinsurance,  Zurich. 
♦United  States  Casualty  Co.,  New  York. 
United   States,  New  York. 
Vulcan,  New  York. 
What  Cheer  Mutual  Fire,  Providence. 
Westchester,  New  York. 
Williamsburg  City,  New  York. 
Worcester  Mfrs.  Mutual,  Worcester,  Mass. 


*  Written   under  a  distinct  policy  covering  this  form  of  insarance  only. 
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Record  of  the  Year. 

The  following  lists  show  for  the  twelve  months  ending  with  June  i5,  1916,  the  changes 
among  fire  insurance  officials,  a  list  of  companies  organized  or  proposed,  also  the  death 
roll  of  the  year: 

James,  Alfred  F.,  elected  president  of  the  Northwestern 

National  of  Milwaukee  succeeding  the  late  Wilford  A. 

Patton,  April,  1916. 
Jarvis.  £.  Stanley,  elected  secretary  of  the  Ha^ver  Fire 

of  New  York,  December,  1915. 
Kay,  John,  elected  txeasuzer,  Gizard  Fire  and  Marinei 

February,  1916. 
Kroner,  John,  made  assistant  secretary  of  the  Insurant 

Company  of  North  America,  January,  1916. 
Lane,  O.  E.,  made  vice-president,  Niagara  Fire,  succeeding 

G«».  C.  Howe,  February,  1916. 
Lansing,  J.  Townsend,  elected  president  of  the  Albany 

InsuraiKie  Company,  succeedmg  the  late  John  E.  Mc- 

Eboy,  November,  1915. 
Lawbr,  T.  A^  elected  President  of  the  Columbian  National 

Fire  of  Detroit,  December,  1915. 
Leach^  Walter  C,  resigned  as  president  of  Northwestern 

Fire  and  Marine,  June.  1916,  and  made  scovtary  of  the 

MinneBi>oli8  Fire  and  Marine. 
Lyon,  George  E.,  resigned  as  secretary,  New  Jersey  Fire  of 

Newa^,  March,  1916. 
McCord,  Joseph,  resigned  as  vice-president  and  secretary 

of  the  Hanover  Fire  of  New  York,  December,  1915. 
Moser.  A.  A,  succeeded  W.  B.  Carter  as  assistant  secretary 

of  Merchants  Fire  of  New  York,  March,  1, 1916. 
Mowry,  Benjamin  R.,  resigned  as  joint  manager  of  Svea 

to  join  Reinauiance  Bureau  as  assistant  manager, 


OFFICIAL  CHANGES. 

Allen,  J.  T.,  Jr.,  resigned  as  secretary  of  the  Occidental  Fixe 

of  Albuquerque,  January,  1916. 
Alky,  Henrv  T..  resigned  as  vice-president  and  secretary 

oif  the  Peoples  National  Fire  of  Philadelphia  and  was 

socceeded  by  Mortimer  B.  Yates,  May,  1916. 
Alliance  of  Philadelphia  elected  Benjamin  Rush  president; 

John  O.  Piatt,  viceHDresident.  and  Sheldon  Catlin, 

2nd  vice-presidient,  following  tne  desth  of  Eugene  L. 

EIIisoQ  April  1916. 
BssMtt,  Ncal,  made  vice-president  of  Girard  Fire  and  Ma- 
rine. February,  1916. 
Blodgett,  W.  A.,  resigned  as  vice-president  of  the  American 

Central  of  St.  Louis,  AprO,  1916. 
BuBinger,  James  W.,  elected  president  of  Security  Fire  of 

Davenport.  Decembo-,  1915. 
Bowes,  R.  t.  elected  vice-president  of  Columbian  National 

Fire  of  Detroit,  December,  1916. 
Bowecs,  F.  W.,  made  secretary  of  the  Cormecticut  Fire 

of  Hartford  February.  1916. 
Bmwne,  T.  G.  C,  resigned  as  secretary  of  the  Goardian  of 

London,  July,  1915. 
Butler,  Loois  F.,  elected  president  of  the  Phoenix  of  Hart- 

fotd  to  fill  vacancy  caused  by  death  of  Sylvester  C. 

Dunham,  February,  1916. 
Csins,  E.  T.,  elected  vice-president  of  Pennsylvania  Fire, 

Jaouaiy,  1.  1916. 
Carter,  W.  B.,  promoted  from  assistant  secretary  to  sec- 

retanr  of  Merchants  Fire  of  New  York,  February,  1916. 
Catlin,  Snddon,  elected  third  vice-president  ol  InsursAce 

Companv  of  North  America,  J^uaiy.  1916. 
Catlin,  Shekioo,  assistant  secretary  elected  2nd  vice-raesl- 

dent  Insurance  Company  of  North  America,  March 

7,  1916. 
Chapman,  B.  G.,  Jr..  advanced  to  vioe-preddent  of  the 

American  Central  of  St.  Louis,  ApriL  1916. 
CMoid,  W.  E.  C,  resigned  as  president  of  the  Commercial 

National  Fire  of  Chicago  and  was  succeeded  by  M.  P. 

Bransfield,  former  treasurer.    JxAax  R.  O'Connor  was 

made  treasurer  Jime,  1916. 
Coffin,  Charies  H..  elected  president  Niagara  Fire,  succeed- 
ing Harold  Herrkk,  Febniary.  1916. 
Colycr,  Monisoo  C,  elected  counsel  of  Giraid  Fire  and  Ma- 
rine Febniary,  1916. 
Cosgrove,  John  £.,  elected  assistant  secretary,  California 

Fire,  «  San  Frandco.  July,  1915. 
Craft,  Charies  A,  resignca  as  secretary  of  the  Pacific  States 

Fire,  January.  1916. 
Craft,  Frank  A.,  elected  president  of  the  State  Mutual  Fire 

of  Siaax  Falls,  S.  D.,  January,  1916. 
DavM,  Edgar  M.,  promoted  from  secretary  of  the  Ariaona 

nre  to  vice-president  and  general  manager,  September, 

1915. 
Dewey,  Geo.,  rtsigned  as  secretary  of  Nia^ra  Fire  and  was 

succeeded  by  Charles  A  Lun^  and  Wilbur  C.  Smith. 

who  were  promoted  from  assistant  secretaries  to  sec- 
retaries. February,  1916. 
Dunham,  D.  H.,  made  vice-president  of  Girard  Fire  and 

Marine,  Febniary,  1916. 
Ennis,  Gresnam,  elected  secretary  of  the  New  Jersey  Fire, 

succeeding  George  E.  Lyon,  resigned,  May,  1916. 
Fazrar.  W.  C,  resigned  as  secretary,  Xincoln  Fire  of  Louis- 


June  15, 1916. 
i>ie. 


viil^jub^,  1915. 
rler,  H. 


Fowler,  fl.  K.,  made  United  States  manager  of  the  Marine 
department  of  the  Union  Marine,  November,  1915. 

Fredricn,  C.  E.,  succeeded  K.  Neukon  as  president  of  the 
Gtiiens  Fund  Mutual  of  Red  Wing,  S.  D.,  January. 
1916. 

Hassinger,  A.  H..  elected  assistant  secretary  and  anistant 
treasurer,  Guazd  Fire  and  Marine,  February,  1916. 

Hcfagen,  Artliar  F.,  resimed  as  assistant  secretary  of  the 
Concordia  Fin  of  Milwaukee,  July,  1915. 

Herrkk,  Harold,  cilected  president  of  the  Niagara  l^re,  suc- 
ceeding the  late  Charles  H.  CoflSn,  March,  1916. 

HJQolstad,  H.  L.,  elected  secretary  of  the  Gtisens  Fund 
Mutual  of  Red  Wing,  S.  D.,  in  place  of  O.  M.  Thurber, 
Tanaary,  1916. 

Hubbaid,  Frederick  A.,  elected  vice-president  of  the  Han- 
over File,  December,  1915. 

BneU,  Joseph,  pRmoted  from  secretary  to  2nd  vice-prea- 
dent  01  tlw  Northwestern  National  of  Milwaukee, 
April,  1916. 


Noble.  A.  C,  elected  vice-preudent  of  Merchants  Fire  of 
New  York,  Februarv,  1916. 

Piatt,  John  0..  formerly  2nd  vice-president  Insurance  Com- 
panv of  North  America,  elected  vice-president,  March  7, 

Reed,  William  D.,  promoted  from  2nd  vice-president  to 
vice-president  of  the  N<»thwestem  National  of  Mil- 
waukee, April,  1916. 

Rdtcm,  A  J.,  manager  of  the  fire  insurance  department, 
Guardian  of  London,  resigned,  July,  1915. 

Rohlfs,  Rudolph,  elected  vice-president  of  Security  Fire  of 
Davenport^  December,  1915. 

Rush,  Benjamm,  vice-president,  elected  president  of  In- 
surance Company  of  North  America,  succeeding  the 
late  Eugene  L.  Ellison,  March  7,  1916. 

Siun^E.  G.^dlected  president  Franklin  Fire  of  Philadelphia, 

Schmidt,  Herman  A.,  made  assistant  secretary  of  the  North- 
western National  of  Milwaukee,  April,  1916. 

Sell,  John  G.,  made  vice-president,  North  Branch  Fire  of 
Sunburjr,  April,  1916. 

Stuart,  Lubin  M.,  promoted  frcun  assistant  secretary  to 
secretary  of  the  Northwestern  National  of  Milwaiuee. 
April,  1916. 

Thomson,  John  L.,  resigned  as  vice-president  of  Pennqrl- 
vania  Fire,  January,  1, 1916. 

Van  Allen,  Adan,  resigned  as  assistant  secretary  of  the  Com- 
merce of  Albany  and  was  succeeded  by  C.  Royden 
Whitehead,  August,  1915. 

Watson,  A.  H.,  resigned  as  assistant  secretary  of  the  Queen 
City  Fire,  November,  1915. 

Wennstrom,  J.  M.,  made  joint  manager  of  Svea  Fire  and 
Life  with  Benjamin  R.  Mowry,  succeeding  the  late 
Morris  L.  Duncan,  December,  1915. 

White,  Jesse  E.,-  elected  vice-president  of  the  German- 
American  of  New  York  in  place  of  Charles  H.  Cofi^, 
resigned,  October,  1915. 

OBITUARY. 

Anderson,  Lew  W.,  agent  at  Cedar  Rapids,  la.,  September, 
1915. 

Bertschmann,  Louis,  of  Bertschmann  &  Maloy,  U.  S. 
managers  of  the  Switzerland  General,  November  23, 
1915. 

Bettinger,  Albert  A.  of  Buffalo,  fire  insurance  agent,  Jan- 
uary, 1916. 

Brown.  J.  Mabbett.  of  Milwaukee,  ex-secretary  of  local 
board  at  Madison,  Wb.,  January,  1916. 

Buchenberger,  Hugo  C,  former  joint  manager  of  the  Ham- 
burg-Bremen, August  12j  1915. 

Campbell,  John  J.,  Philadelphia,  an  adjuster,  March  1, 1916. 

Caswell,  J.  H.,  an  adjuster  for  the  Germania  Fire,  Masch , 
4, 1916. 
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Coe,  Theodore,  a  director  of  the  Newark  Fire.  April,  1916. 

Coe,  W.  W.,  of  Canandaigua,  representative  of  the  Agri- 
cultural of  Wateitown,  December,  1915. 

Coffin,  Charles  H.,  president,  Niagara  Fire,  February  24, 
1916. 

Cook,  Charles  H.,  adjuster  for  Niagara  Fire  of  New  York, 
April  2, 1916. 

Davant,  R.  J.,  agent  of  Continental  at  Savannah,  October, 
1915. 

Derr,  Andrew  F.,  of  Wilkes-Barre,  Pa.,  director  of  Hanover 
Fire  and  member  of  Thompson,  Derr  &  Brother  of 
Wilkes-Barre,  November  19, 1915. 

Despard,  Clement  Lyndon,  of  Despard  &  Co.,  April  16, 1916. 
Dietrich.  Charles  M.,  agent  at  Racine,  Wis.,  September. 

1915. 
Dismore,  William,  New  York,  insurance  agent,  January  5, 

1916. 
Du  Bois.  Cornelius  D.,  broker.  New  York.  July  27. 1915. 
Egleston,  Thomas,  Atlanta,  southern  agent  of  Hartford 

Fire,  February,  1916. 
Ellison,  Eugene  L.,  president  Insurance  Company  of  North 

America,  February  8, 1916. 
Evans,  William  B.,  of  the  Gk>be  &  Rutgers  Fire,  May  16. 

1916. 
Figge.  Otto  E.,  adjuster  for  the  Westchester  Fire,  October, 

1915. 

Greeley,  Otto  E.,  former  secretary  oi  the  old  Calumet  Fire  of 
Chkm,  May  31,  1916. 

Hall,  J.  Reyes,  assistant  secretary,  Boston  Insurance 
Company,  June  12,  1916. 

Hand,  A.  W.,  Iowa  agent  for  Aetna,  October,  1915. 

Harrison,  R.  C.,  Savannah,  Ga.,  special  agent  of  the  Queen, 
November,  1915. 

Hayes,  Geone  W..  of  New  Yoric,  member  of  Weed  &  Ken- 
nedy, November  28,  1915. 

Hegeman,  John  A.,  Insurance  broker  of  Jamaica,  October 
16,  1915. 

Heyn,  Otto  P.,  broker,  September.  1915. 
HiSbs,  Charles  H.,- Albany  manner.  General  Adjustment 
Bureau,  July.  1915. 

Honig,  Joseph,  New  York,  broker.  November  21,  1915. 
KeUenberger.  A.  J.,  assistant  secretary  of  Millns  Mutual 

Fire  m  Alton,  January,  1916. 
Law,  EdgMX  A.,  ex-«ecretary-treasurer,  County  Fire  of 

Philadelphia,  November,  1915. 
Lermit,  G.  H.  of  Chicago,  manager  western  department 

of  the  Northern  of  London,  December  28, 1915. 
Lindsley,  Isaac  H.,  ojf  Philadelphia,  general  agent  for  Fire 

Association  of  Philadelphia,  December,  1915. 
Lockett,  Samuel  H.,  Fire  insurance  engineer,  July,  1915. 
Lockhart,  Frank  L.  of  PitUburg,  kxral  agent,  Apnl,  1916. 
MacDonald,  William,  of  San  Francisco,  representative  of 

Hambuiv-Bremen  Fire,  December,  1915. 
McElroy,  John  E.,  president  Albany  Insurance  Company, 

Spetember,  16. 1915. 
Mann,  H.  R.,  San  Francisco,  manager  of  the  New  York 

Underwriters  Agen<7,  November,  1915. 
Manson,  Thomas  H.,  secretary  of  German-American  of 

Baltimore,  January  1916. 
Mason,  William  Mott,  New  York,  broker,  December  7. 1915. 
Neuman,  August  M..  vice-president  of  the  Badger  Mutual 

Fire,  November  29. 1915. 
Newell,  Frederick  E.,  of  Chicago,  member  of  Blake,  Newell 

ft  Bedeller,  November,  1915. 
Nichols,  James,  ex-president,  National  Fire  of  Hartford, 

April  29, 1916. 
Packard,  Harley  C,  treasurer  of  the  Merchants  Mutual  Fire 

of  Watertown,  Januaiy.  1916. 
Patton,  Wilford  A.,  president  of  Northwestern  National  of 

Milwaukee,  April  2,  1916. 

Person,  Oscar  R.,  of  Chicago,  connected  with  the  Providence 

Washington,  December,  1915. 
Potter,  N.  D.,  adjuster  at  New  York,  September,  1916. 
Prager,  E.  D.,  broker,  October  13, 1915. 
Reed,  Arthur  of  Brookline,  Mass.,  October,  1915. 
Rosenblatt,  Leon,  of  New  York,  an  adjuster,  April  13, 1916. 
Russell.  Charlo,  local  secretary.  Commercial  Union  Fire, 

February  27,  1916. 
Ryerson,  William  F.  of  Ryeison  &  Hall.  Newark,  N.  J., 

May  15,  1916. 
Sewall,  William  Gibbons,  of  the  Sun  of  London,  June,  1916. 
Silvey.  James  A.,  ex-vioe-preaident  of  the  Gecpian-American 

ot  New  York,  November  6,  1915. 
Sowards,  William,  Ohio  State  Agent  of  Norwich  Union, 

August,  1915. 
Stevenson,  Jc^  M.,  vice-president  and  treasurer  Berkshire 

Mutual  Fire  of  Pittafield,  March,  1916. 
Temple,  Thos.  J.,  New  York,  insurance  adjuster.  Januaiy 

31,  1916. 
Thompson,  Eklward  L.,  adjuster  for  the  Lumber  Insurers 

General  Agency,  New  York,  January  1916. 


Van  Every,  William  H.,  of  Tr^,  a  director  of  Westchester 

Fire,  September,  1915. 
Van  Voorhis,  Benjamin,  of  the  Ncffwich  Union  at  New  York, 

August,1915. 
Wakefield,  £.  E.  of  New  York,  connected  with  Fred  S. 

James  ft  Co.,  December  11, 1915. 
Warren,  Luther  R.,  special  agent  of  Phoeoix  <^  London, 

August,  1915. 
Whittlesey,  £.  S.,  Chicago,  cashier  western  department. 

Royal  Insurance  of  Liverpool,  July,  1915. 
Wickham,  Ross  M.,  head  of  Ross  Widcham  Agency  of 

Newark,  April,  1916. 
Wilt.  William  H.,  secretary  and  treasurer.  Merchants 

National  Fire  of  Chicago,  November,  1915. 
Wuest,  Albert  A.,  of  Cincinnati,  Insurance  agent,  October, 

1915. 

COMPANIES  LICENSE— STOCK. 

American  Eagle,  Fire,  licensed,  August,  1915. 

American  Merchant  Marine  of  New  York,  licensed  capital, 

$200,000.    Cecil   P.  Stewart,  president;   George  A. 

Gaston,  vice-president,  March,  1916. 
Associated  Industries   Fire,   Chicago,   capital,   |200j000, 

licensed,  1915.  

Commercial  Natk>nal  Fbe  of  Chicago,  capital,  t200,000, 

licensed,  November,  1915. 
Great  Northern  of  St.  Paul,  capital,   $105,030.    J.  Q. 

Mcintosh,  president;  Albort  Berg,  secretary,  Fdtniary, 

1916. 
Norske  Lk>yd  of  Christiania,  admitted  to  New  York  to 

fire  and  marine  reinsurance,  January,  1916. 
Patriotic  Assurance  of  Dublin,  liceoMd  December,  1916. 
Skandinavia  Reinsurance  Co.,  Copenhagen,  Bcensed,  June, 

1915. 
Wabash  Fire  of  Indiana,  licensed,  January,  1916.    Ira  J* 

Bell,  president  and  W.  H.  SmiUi,  secretary. 


PROJECTED  COMPANIES  STOCK. 

American  National  Fire  of  Columbus.  John  W.  Zuber. 
Gotham  Fire  of  New  York.  John  E.  King  and  Ira  A.  Man- 
ning, promoters,  April,  1916. 
Hudson  Insurance  Company  of  New  York;  capital,  $100,000 

Leon  Sanders  and  Charies  D.  Hlzst,  Biaxch,  1916. 
Iowa  National  Fire,  Des  Moines,  capital,  $500,000.    John 

L.  Bteakley,  president. 
Lincoln  Fire  of  Nashville,  Tenn.    Capital,  $100,000;  E.  T. 

Lewis,  president;  F.  G.  Langham,  secretary,  Fefaraary, 

1916. 
Monarch  Fire  Insurance  Company  of  America,  Scrantcm, 

Pa.,  capital,  $200,000.    J.  J.  Boland,  P.  H.  Ross  and 

otheis. 
Nadonal  Insurance  Company,  Panama,  capital,  $ljO0OjDOO. 

Ramon  Arrias,  Jr^  promoter. 
New  South  Insurance  Company,  Bamberg,  S.  C,  chartered 

with  $100,000  capital;  HTM.  Giaham,  C.  F.  Riaer  and 

others,  May,  1916. 
Northern    Automobile    Insurance    Company,    Ghfcago. 

Capital,  $500,000.    Rushmore  B.  Heed. 
Pioneer  Fire  of  Chicago,  capital,  $200,000.    Tbomps  E. 

Carney,  organiser. 
Polish  Union  Fire  of  Chicago,  capital,  $1,000,000. 
Retailers  National  Fire  of  Kansas  City.    Organised  with 

$200,000  capital.    M.  W.  Belcher,  promoter.    May, 

1916. 
United  America  of  Yonkers,  capital,  $300/XK>.    Chester 

Newman,  organiser.     December,  1915. 


MUTUAL  COMPANIES,   RECIPROCALS   AND    IN- 
TERINSURERS  ORGANIZED  OR  PROJECTED. 

American  Mutual  of  Indianapolis,       A.  D.  Greathoose, 

president;  J.  W.  McGinety.  secretaiy.    Maich,  1916. 
Columbia  Mutual  Fire  of  Boston,  licensed.    William  W. 

Clarke,  president  and  treasurer. 
Cosmopolitan  Mutual  of  Boston.    December,  1915. 
Farmers   Mutual   Assessment   Association  of  Nefara^a. 

Organised  at  Big  Springs.    C.  A.  Eikcr,  president;  G 

E.  Junge,  secretary. 
Farmers  Mutual  Automobile  of  Des  Moines. 
Farmers  Mutual  Tornado  Insurance  Ompany  of  Madbon. 

S.  D.    Edmund  Hillsted,  president;  John  Haasche. 

secretary.  May.  1916. 
Federal    Reciprocal    Underwriters,    Memphis.    John    L. 

Pukam,  attorney. 
Globe  Mutual  Fire,  Chelsea,  Mass.    President,  Freeman  J. 

Santos;  treasurer,  Israel  Sisoosky;  secretary,  ^I^Uiam 

M.  Gordon. 
Groom  Mutual  Hail  Association  of  Groom,  Tex.  ucenaed, 

July  1915. 
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HoQiier  Inter-Sutc  Mutiial  ol  Kokomo,  Ind. 

SmtomofauB  miiinf>cuuw*  fov  wtitimrmcB,  JunCt 
16. 
Jackson  Puidiaae  lamraooe   Compuiy,   Pftdocah,    Ky. 

R.  P.  PfaOliDB,  pttsideiit;  R.  A.  WiUuuait,  secntaiy; 

Ridiftid  Ruay.  treuurar,  August,  1915. 
Umber  ftTVades  Mutual  Fire  of  Baltimore,  R.  D.Tireddale, 

president;  John  M.  Gets,  secretaxy. 
Mftldm  Mntual  Fire  of  Makka,  Mass.,  UceuMdi  November. 

WIS. 
McRbaati  Mntual  of  Miami,  Fb.,  Charlet  H.  Neebe, 

PRsidettt;  John  P.  Gating,  secrataiy,  Match,  1910. 
Michisatt  Mutoal  Automobile  of  Travecs  City. 


Cleanen  Inter^Ineuraace  Ex 


National  Anociation  of  Di 

diangeof  St.  Lovik 
North  American  Mutual 

Isador  A.  Herman,  lecretary 


TV  uieanen  inter^ineurance  jsx 

laoMs  L.  Codnr,  attocnsy. 

Fin,  Boston.    Max  Goldblatt, 

y<— W.M*.  >—..».*-  Mm.  Herman,  lecretary. 

Feaiilngton  County  Farmers  Mutual  Fire  and  Uchtainc, 

of^all,  S.  D.    M.  C  Mood,  president,  and  E.  H. 

BiosinnSi  isiu'Lfti^  ' 

Preferred  Reaprood  Insurers.  Chicago.  Joseph  W.  Stephens, 

September,  1915. 
Union  Mutual  Insurance  Company  of  Dayton,  March,  1916 . 
Western  Mutual  Fire  of  San  Fiandaco,  Seeley  s  Co.» 
organisers,  March,  1916. 


Fire  Insurance  in  California  for  Thirty-one 

Years. 

Below  will  be  found  a  tabulation  showing  the  premiums  received,  losses  incurred, 
estimated  expenses  and  approximate  trade  profits  or  the  stock  fire  insurance  companiet 
(in  the  aggr^;ate)  on  their  California  business  in  each  of  the  last  thirty-one  years: 


Ybail 


»9«5 

I9H 

»9i3 

1913...' , 

1911 , 

1910 

1909 

1908 

1907 

1906 

1905 

X904 

1903 

Z90S 

190X 

1900 

»::::::::::;:::: 

'JS 

1896 

i»95 

1893;;;!;;;!;;;;;!! 
xSga 

1890 

z88o 

M 

1887 

x886 

1885 

Totals,  32  ycais 


Premiums 
Reosived. 


»5'747.054 
xfi.a65.378 
xS.9«8,65a 
z6,oo8,»i 
16,048.108 

x5.3x5.77a 

X5.x^,838 
X4.S37.6o8 
16,106.837 
X3,7a8,osa 
xo.3a8.59x 

10,163,^40 
8,352,676 

7.339.984 
7,533,409 

5.795.S06 

5,^,377 

6.053.3*3 
4»767.ox9 
3,817,3x7 

4,704.584 

6.336.735 

6.^.453 
6.975.185 

6,731,488 
6.303.324 

6,158,755 
6,087,043 

6,383.731 

5.185,77a 
4,541,368 


993,094,413 


Incurred. 


$ 

8,356.390 
6,668,350 

5,300,000 

4,733,013 
4.877.337 

4,830.091 

^•534.808 
3.308.899 

175, 1x0.480 
4,0x8,366 

3.733,983 
4.3x6,76^ 
3,805.008 

3,387.171 
3.430,343 

3.634.539 
3,578.178 
3,637,707 

3.645.397 
3,850,673 

^.8x5,673 
3,667,  x6o 
3,715.890 
3,433,383 
3.753.396 

3,573,003 
3,049,43X 
3.417.093 

3.054.37X 
3,033,315 

384.438,983 


Ratio  of 

Lotiet  to 

Premiume. 


% 

49-3 
4X.0 

4X.3 

3S-7 
39.4 

3X.8 

3X.8 
3X  3 

30.9 

1.375.3 
38.9 

36.6 

53.3 
38.3 

3X.7 
41.9 

48.3 
53-7 

09.3 
60.6 

44-4 
39-3 
38.9 
36.3 

43-6 

40.8 
51-8 

37.9 
5X.3 

44-7 


Esti 
iatedat88H 
Per  Cent  of 
Premiums. 


97.4 


$ 
5.583.351 
S.43X.793 
5.309.55 « 
5,336.070 

5.349.369 
5.105,357 

5.055.379 
4.845.869 
5,369.613 

4,576.017 
3,443,864 

3,387.813 
3,750.899 

3.446.66X 

9,507,467 

1.93X.835 

X. 807,496 
2,917,788 
x,s89.oo6 
1,979,439 

1.568.194 

9,XX3.345 
3.96o,X5X 

9,335,063 
9.940.496 

9,XOX,X08 

3,053,9x8 
9.039,0x4 

3,X37,907 

x.728,591 
1.513.756 

97.364.804 


Approximate 
Trade  Profits. 


$ 
3,908,313 

4.175.335 

;.6os 

.473 
5.976.737 

5,333,x88 

5.390,468 

5,i56,Wi 
7.370.336 

3,053,644 
x,x85.03o 
3,088,3x5 
3,637,764 

1.433.439 

99P.319 
857,397 
540.306 
— xoo,5xo 
385,718 

x,4o8,8x8 

1.8531X43 

x,934.303 
8.047,6x0 

1.448.830 

1.533.835 

1,008,597 

x.838.733 

803,8x0 

994.397 

89.fO9.374 
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NET  INSURANCE  PREHIUM    CALCULATOR 

COMPRISING  TABLES  FOR  THE  RAPID  CALCULATION  OF 

NET  AMOUNTS  OF  INSURANCE  PREMIUMS, 

AFTER  DEDUCTING  COMMISSIONS. 


A  Qreat  Convenience  to  Companies, 
Agents  and  Brokers* 


Work  on  Monthly  Accounts  Simpli- 
fied and  Expedited. 


Rates  of  Commission  Covered,  5,  10, 

13}»  15,  17},  20  35,  30,  35,  40,  45  and 

^0  per  cent. 


A  Thoroughly  Practical  Device. 


Price,  Including  Celluloid 
Quide,  $1.00  per  copy. 


Correspondence  and  Friction  Between 

Companies  and  Agents 

Reduced. 


Calculations    of    Net    Remittances 
Made  Harmonious. 


Premiums  Tabulated,  I  to  10  cents, 

and  from  10  cents  to  $100  by 

10-cent  Qradations. 


Insures  Accuracy,  Saves  Time. 


Send  for  Descriptive  Circular. 


THE     SPECTATOR     COMPANY 

Chicago  Office  135  William  Street 

Insurance  Exchange  New  York 


C.  D.  CRANE'S  DOUBLE  AND  TRIPLE  INDEX 

Insurance  Expiration  Registers 


Quickest  to  Write.  Lightning  to  Find. 

Expirations  Never  Overlooked.     Estimating  Space  Unnecessary. 

Writes  Most  Names. 
Names  Alphabetically  Arranged.  Writes  Block  Insurance. 

For  Thirteen  Years'  Use. 
Paper  and  Binding  First-Class.  Best  in  the  World. 


Send  six  cents  in  postage  stamps,  to  cover  bare  cost, 
for  sample  sheets^  with  prices  and  explanations^  to 

THE     SPECTATOR     COMPANV 


Chicago  Office 

Inaonuice  Exchange 


13S  William  Street 
New  Yoffc 
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PITTSBURGH    LIFE 


AND 


TRUST  COMPANY 


W.  C.  BALDWIN,  President 


The  First  Company  Licensed 

By    the    New    York   Insurance  Department   after  the  enactment  of 

the   Armstrong  Laws. 


Thirteenth  Annual  Statement 

ASSETS  DECEMBER  31,  1915 

Real  Estate           $9,003,568.30 

Mortgage  Loans 5,578,922.00 

Loans  Secured  by  Collateral 3,000.00 

Loans  to  Policyholders 4,524,228.78 

Bonds  and  Stocks 3,926,085.04 

Cash  in  Bank  at  Interest 301,258.64 

Cash  in  Office 1,100.00 

Accrued  Interest  and  Rents 226,659 .  99 

Due  arid  Deferred  Premiums 300,637 .  71 

Total  $23,865,460.46 

LIABILITIES  DECEMBER  31,  1915 

Reserves $21,768,197.00 

Other  Liabilities  to  Policyholders  461,708.14 

Miscellaneous  Liabilities 100,030.30 

Capital  Stock 1,000,000.00 

Unassigned  Funds 535,525 .  02 

Total  $23,865,460.46 


Hon.  B.  P.  ACHBSON 
W.  C.  BALDWIN 
W.  W.  BLACKBURN 
W.  I.  BBRRYMAN 
JAMES  CAROTHBRS 
JAMBS  J.  DONNBLL 


.  DIRECTORS 

EARL  O.  DXn*ILAP 
ROBERT  GARLAND 
V.  Q.  HICKMAN 
O.  W.  JOHNSON 
FRED  W.  KIEPER 
JAMES  H.  MAHAN 


JOHN  H.  MURDOCH 
W.  C.  McCAUSLAND 
W.  HOWARD  NIMICK 
PRBDBRICK  C.  PARSONS 
W.  H.  SBIP 
HOWARD  S.  SUTPHEN 


INSURANCE   AGENTS-ALABAMA. 


B-3 


Insurance  Agents 


A  Directory  op  Agbnts  Rbprbsbnting  all  Branches  op  iNSURiVNCB 

IN  THE  Principal  Cities  and  Towns  op  the 
United  States  and  Canada. 


EXPLANATION.— In  this  Directory  the  letters  followlnff  the  names  denote 
the  specialty  of  the  affent.  viz.:  f— Fire,  I— Life,  c— Casualty.  The  term  casualty 
applies  to  personal  accident  insurance,  plate  glass,  steam  boiler,  burglary, 
and  In  fact  to  all  classes  of  Insurance  indemnifying  for  casualties  or  accidental 
Injuries  to  persons  or  property.  (See  also  department  containing  names  and 
addresses  of  General  and  Special  Agents  of  the  various  companies.) 


ALABAMA 


ABBEVILLE 

Bland  T  J— f  I 
Newman   &   Parrish — i  c 
Steagall  &  Wood— f 

AKRON 
Stivendcr  J  J— f    1 

ALABAMA  CITY 
Franklin   J   S— c 

ALBERTVILLE 

Goodwin  W  P— £ 
Hooper  Jr  A  B — f 
Habbard    &    Bamctt^f 
Ojflesby  J    R— 1 
talker  &  Jackson— f 
Weatherley  G  W— I 

ALEXANDER  CITY 

Fuquay  A  P— £  1  c 
Gross  R  P— £ 
Henderson  Jas  H— 1 
Jackson  E  A— £ 
Pearson  H  W— £ 
Waters  W  L—  £ 

ALICEVILLE 
Croley  J   F— f 
Killingswortb  B  G— f  1 
Park  J  Verncr— f  1  c 
Somerville  J  A— 1  c 

ALTOONA 

BTnum  T  R— f 
Rhoades  M  P— f 

AMERICA 
Aldridge  A  B-c 

ANDALUSIA 

Benson  O  L — £  c 
Robinson  A  H — ^1 
Tillcy  J  P  Jr— £  1  c 
Timmerman-Scegers   Ins. 

Agency— £  c 
Van  Pelt  Homer  T— 1 
Wiata  Realty  Co— f  1  c 

ANNE  MANIE 
Temple  W  M— c 

ANNISTON 

Copeland  T  R— c 
Crook  S  L  &  Co— £  1  c 
Debart  A  I— I 
Formby  M  O— 1 


Goodwin  A  J  &  Co— £  1  c 
Graham  John  C — I 
Parker  O  H  &  Co-£  I  c 
Price  W  R— 1 
Rivers  E  L — £  c 
Smith  Columbus— £  1  c 
White  W  A— 1 
Willett  £  H  &  Co-1 
Yeatman  J  L— 1 

ARAB 
Bain  Jos  J— f  1  c 

ARITON 

Jackson  B  I— £ 
Windham  &  Fussell— f  c 

ASHFORD 

Cook  Wistcr  W— I  c 
Cook  &  Ellis— I 
Kinsey  H   M— f 
Wise  &  Culbreath-f 

ASHLAND 

Mattison  G  A— f  I 
Northern  &  Morgan— f 
Northen  &  Willis— f 
Smith  A  T— 1 

ASHVILLE 

Embry  James  A— c 
High  S  R-£  I  c 
McCain  Oscar — f 

ATHENS 

Allison  W  E— I 
ChristoDher  T  E-4 
Frost  C  B— I 
Frost  J  W— f 
Hambfin  C  M— c 
Hughes  J  N  &  Co— f  1  c 
McCracken  G  G— f    1 
McWilliams  A  B— 1  c 
Malone  W  W-c 
Osborne  R  H— f  1  c 
Peebles  W  S-f 
Simmons  Fred  A— f 
Smith  R  C— 1 
Walker  ft  Glaze— 1  c 
Warten  L  M— f 


ATMORE 

Dickin  &  Son  S  H-f 
•  Huxford  C  C— f 


ATTALLA 

Guest  S  W— £  c 
Johnson  J  E— £  1 
Vann  N  W— £  1  c 

AUBURN 

Burton   Robert  W— I  c 
Martin  Wm  D—t  1  c 

AUTAUGAVILLE 
Briggs  S  £ — ^£  c 

AVONDALE 

Carter  Geo  R— c 
Hendricks  Tom  Lr~{ 

BANKS 
Tatum  T  R— £ 

BAY  MINETTE 

Berrey  S  A — 1- 
Ertzinger  Jno  A — ^f  1 
Ertzinger  Ort  H— f  1 
Lowery  J  S— 1 
Stapleton  Wm  D— f  1 
Windham  J  D— c 

BEATRICE 
Sawyer  Wm  R— £  c 

BELLAMY 

Gulley  E  C-£ 
Hale  R  E-1 

BENTON 
Dudley  Jack— f  1  c 

BERRY 

Conwell  &  Karrh— f 
Shepherd  J  W— f 

BESSEMER 
Cabaniss  M  H— c 
Callaway  G  G— 1 
Cheek  P  V— 1 
Chisenhall  J  C — 1 
Coats  Robt  L—  1 
Cobb  H  W-1 
Cochrell  H  D— c 
Golson  W  P— f  c 
Goode  J  J— 1 
Hamilton  M  C— 1 
Hoover  Wm  H— f  c 
Huly  T  J-1  c 
Johnson  E  P— f  c 
Kederick  Wm  J-1 
Mathews  &  Mathews— c 


Moody  Lee— £  c 
Norwood  John  M — 1 
Parker  &  Brooks— £  c 
Porter  W  H— 1 
Stevenson  G  H— c 
Trotter  J— £ 

BIRMINGHAM 

Adams  A  A  &  Co— £  c 
Andrews  E  H— 1 
Anglin  ft  White— £  c 
Arnold  Jas  V— c 
Arrant  A   J— £  1 
Bailey  Jones  R  E  &  Ins 

Co— £  c 
Berry   T    H— £ 
Berry  &  Smith— 1 
Bethea  Re  ft  Ins  Co — £ 
Block  A  L— c 
Brimm  W  L— c 
Brown  L  C — 1 
Brown  R  A  ft  Co^t  1  c 
Burger-Kennedy    Realty 

Co-£ 
Burkitt  Ji 


Cameron  W  J — ^1  c 
Carl  ft  Wright— 1 
Chenoworth    ft   Cheno- 

worth — 1 
Clark  Under  Agcy— £  c 
Clark  B  F— c 
Cox  &  Overton— 1 
Crowdcr  A   C— 1 
Cullom,    Smith    ft    Co— £ 

1  c 
Cummings   Jno— 1   c 
Daniel  Arthur  S— 1   c 
Dearborn   Ins   Agcy — fc 
Dillard  M  J— £  1 
Donaldson  G  W— I 
Dunlap  J  T— 1 
Dupuy-Burke  Realty  Co 

— £  c 
Eaves  B  G— 1 
Ensley  City  Realty  Co— 

£  c 
Estes  C  R— 1 
Estes  Ins  Agency — £  1  c 
Eubank  ft  Bell— f  c 
Forbes  T  S— 1 
Ford  Bros— f  1 
Foster  S  J— 1 
Fraleigh   I  L— 1 
Go-.ng  Jas  A  Real  Estate 

ft  Ins  Co— £ 
Goodwin  A  B— I 
Hackney  W  H— 1 
Hamilton  G  C— 1 
Harper-Garrett    R    E   & 

Ins  Co — £  c 
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ALA. — Birmingham, 

Con, 

Heineke  J  H  R  E  &  Ins 

Co— f 
Henderson  M   S — f  c 
Hiden  H— f  c 
Hogue  &  Friedman — 1 
Howard  T  D— 1 
Jemison  •  Seibles     Insur- 
ance Agenuy — f  1  c 
Kidd  P  C-c 
Klotz  Simon — f 
Lcavel  M— I 
Lee   Robt— 1 
Lccdy  VV   B   R  E  &   Ins 

Co— f 
Lester  &  Fain — f 
Levcrt  -  Kendrick  Ins 

Agcy— f  c 
Lewis   R  C — f 
Lowman  Smith — 1 
Luckett  R  W— c 
McCarty   T   R— 1 
McGecvcr  -  Thompson 

Ins   Agcy — f  c 
Manly  R  F  &  Co— f  c 
Meyer  &  Goldman — f  c 
Molton  Realty  Co— £  c 
Moore  Ed   S   Inc — f  c 
Morrison    R    E    &    Ins 

Agcy — f  c 
Moselcy  J   B — 1 
Moseley,     Henderson     ft 

Davis — f 
Obear  &  Son  G  S — f  c 
Palmer    T  C— 1 
Parker  H  E— 1 
Pegram    &   Mead — f  c 
Perkins  J  H— f  c 
Pettyjohn  L  G— f  c 
Radcr   W   C— f 
RatlifiF  &  Cox— I 
Ricks  A  C— f  1  c 
Sibley  G  T— 1 
Smith  A  D  &  Sons— f  1  c 
Smith  John  G  &  Co— f  c 
Smith,    Mudd  &   Throck- 

morten — f  c 
Syx  W   T-f  c 
Tarrant  Realty  Co — f  c 
Terry  C  C  &  Co— £  c 
Tombs   E    0—1 
Tucker  J   D— 1 
Wilcox  7    S— 1 
Yancy   J  L   Real    Estate 

&  Ins  Co— £ 


BLACK 
Blank  P  C  &  A  B— £ 

BLOCKTON 
Huey  B   M— 1 


BLOUNT  SPRINGS 
Birch  A  P-f 

BLOUNTSVILLE 
Simms  R  B — ^£  1  c 

BOAZ 

Barrett  J  B— f 
Cox  Geo  W— 1 
Jackson    &    Searcy — £ 
Miller  R  M-f 
Snead  &  Caddell— f 
Whitman   Edward   F — I 
Willoughby  John  W— 1 

BOLIGEE 

Brugh  G  P— 1 
Johnson  W  D  Jr— £  1 

BRANTLEY 

Horn  Jas  W-f  1 
Stephenson  L  E— f 


BREWTON 

Brcwton  General   Agency 

— £  I  c 
Crum  J  S^£ 
Harold  Geo  O— £ 
Hayes   D   B— £ 
Luttrell  O  F— 1 
Rankin   C   R— 1 

BRIDGEPORT 

Jones  C  G— 1 

Jones  C  G  &  Co— f  c 

Scarbrough    &    Troxell— 

f  1 
Scntell  A  J— £  1 
Weathcrly  Carl  H— f 

BROWNSBORO 
Johnston  W  C— I 

BRUNDIGE 

Boyd  Benj  H-f 
Butler  E  A— £ 
Gilmore  W  G — £ 
Hightowcr   Jas   F — £ 
Ramage  J  T— £ 

BUTLER 

Liddell  C  B— £ 
McGowan   G  E — c 

CALERA 

Boyd  S  W— £  c 
Jennings   S  J — £  1  c 
Parker  T  B— £ 
Wade  Chas  W— £ 

CALHOUN 
Bell  N  J— £ 

CAMDEN 

Berry  E  W  &  Co— £  1  c 
Godbold  N  D— c 
Lawler  J  T— f  1 
Miller,  Bonner   &   Miller 

Nellie  R  H— 1 
Weaver  O   C— 1 

CAMP  HILL 

Chester  O  J— f 
Henderson  &  Johnson — f 
Pinnell  B  C— f 
Rogers  J  H-f  1  c 
Weed  John  H-f 

CARBON  HILL 

McLauffhlin  O  L— £ 
Shaw  Geo  W— f 
Sides  J  Sam — f  1  c 

CARROLLTON 

Curry  M  B — £  c 
Dabbs  A  H— £ 
Elliott   R  E— I 

CASTLEBERRY 
Thurmond  J  W-f  1 

CATHERINE 
Morris   £  E— 1 

CEDAR    BLUFF 
Lasscter  T  L— £ 

CENTER 

Appleton   G   K— 1 

Brock  I  L— c 

Cobb  L  J-f 

Ingram-Johnson   Realty 
&  Ins  Agency— f  1  c 

Savage  J  Henry — f  1 
,  Webb  Joe   M-1 
'  White  E  R-1 


CENTERVILLE 

Belcher  A  N— f  1  c 
Fuller  N  C— f 
Tones  H  H— f  1  c 
Kennedy  John   P— £ 

CHAPMAN 
McCreary  R   J— 1 

CHATOM    . 

Granade  Jas  N— f  c 
Smith  M  L— c 

CHEROKEE 
Richeson  W  H— £  1 

CHILDERSBURG 

Alford  B  A— £ 
Box  &  Casper— £  1 
Butt  &  Tate— £ 
Limbaugh    W  J— £  1 

CITRONELLE 

Bradley  E  G— f  1  c 
Herbcl  E  H— 1 
Thomas  &   Lynch— f 

CLANTON 

Barrett  P  O— f 
MuUins  C  R— £  1  c 
Mullins  J  R— £ 
Pinukard  E  M— £ 
Thomas   John    A— £ 
\'an   Dervcer  J  P — £  1  c 
Wilson  P  D— £ 

CLAYTON 

Dowling  S  H— f 
Herlong  C  S— f 
Pructt  O  B— f 
Robertson   Wm  H  Jr- f 
Sammons  J  I>— f 

CLEVELAND 
Wittmeier  J   S-c 

CLIO 

Dillard  A  C— f 
Hunt  Geo  W— f  1  c 
McLean  A  L— I 
McLean  &  Stephens— 1 
Mizell  J  T— 1 
Stephens  &   Reynolds— f 
Teal  A  D-f 

COATOPA 

Hord  J  C— 1 
Scales  T  W— c 

COCHRANE 

Baldwin  Edwin — £ 
Bcntley  R  E— f  1 

COFFEE  SPRINGS 

Anderson  M  F— f 
Lawson  J  P — ^f 
Smith  J  H-f 

COLLINSVILLE 

Chumley  T  M— 1 
Gibson  C   M— £ 
Marsh  Wm  H— £  1  c 
Wilbanks  W  A— £ 

COLUMBIA 

Dccsc  J  M— f  1  c 
Oakley  Karl  L-f 


COLUMBIANA 

Chapman   W  E— 1 
Davis  W  F— £ 
Longshore  A  P  Jr— £ 
Mason  Geo  £—1  c 
Miles  John  £-£ 


Polk  Wm  M— £  1 
Weaver  T  J— £ 
White  J  R-£  c 

COMER 

Houston  J  L — f 
McKinnon  N  A— 1 
May  E  B — £ 

CORDOVA 

Barton  C  L — 1 

Cordova  R  E  &  Ins.  Co 

£  c 
Miller  J  D— f 
Tervin  B  T— I 

COTTONWOl  D 
Bryan  H  L— £ 

COURTLAXD 

Ash£ord  T  B— £  1  c 
Chardavoyne  E  \' — £ 
Gilchrist   G  M— £ 
Rebman  Andrew  F  Jr — f 

CUBA 

Lewis  A  C— 1  c 
Vaughan  Thos  O— f  1 
Ward  T  S— f  1 

CULLMAN 

Buchanan  J  J — f 
Buchman   Fred  J — f  c 
Fuller  Asa   B — f 
Green   S   H — £ 
Hanlin  G  W— 1 
McKoy  D  O— £  i 
Richard   Wm— f 
Robertson  M — £ 
Shannon  John  A— £  1  c 
Smith  H  C— £  1  c 

DADEVILLE 

Berkstresser   H   £— £  I  c 
Corprew  C  M — t 
DowvUlc  G  C— £ 
Garrett  H  O— £ 

DALEVILLE 

Campbell  A  J— 1 
Weli  L  E— f 

DECATUR 
Dix  T  M— f  1  c 

Edmundson  W  B— I  c 
Hall  W  N— £  1  c 
Hanson  A  T— f 
Harris   Frank  S— f  1  c 
Hendrix   Clyde — f  1  c 
Lampkin  A  B— £  c 
Ncsbit  W  J— 1 
Pride  T  E— f  1  c 
Weakley   W   H— 1 

DEMOPOLIS 

BreiUing  G  T— £ 
Demopolis  Ins.  Aguv— £  1 
Meriwether  J  B — £  1 
Morris  Leon — f 
Norwood  J  D— £ 
Prout  W  S— £  I  c 
Selby  S  E— £  c 
Shahan  J  A— £ 
Simon   Harry — £  I 
Webb  J  C— £ 
Welch  W  H-f 

DORA 
Jones  C  I— £ 

DOTHAN 

Clark  R  C— 1  c 
Dothan  Ins  Affcy— f  c 
Gaines  R  L-^ 
Gamer  A  E— f  1  c 
Jordan  H  E— 1 
Wise  J  E-£  1  c 


INSURANCE   AGENTS— ALABAMA. 


B-5 


DOUBLE  SPRINGS 

McVay  Z-1  c 
Walker  Wm  A-i  1 

DOZIER 
Merrm  8t 


DREWERY 
Riley  L  R— 1 

EAST  LAKE 
Daniel  Arthur  S— 1 

ELECTRIC 

Colins  G  A— f 
Edwards  O   P— f 
Johnson  J  M— 1 

ELBA 

Barker  W  1^1 
Powell  &  Co— f  c 
Raiser  &  Amos— f 

ELKMONT 
Todd  Asfaford— { 

EMPIRE 

Rowe  O  H— 1 
Walker  B  B— 1 

ENSLEY 

Allen  A  H—l 

Awryt  E   W— £ 

Bates  A   B— I 

Bridges  W  I^I 

Camp  Thos  S— 1 

Cole  -  Mason    Realty    Co 

In^— f 
Craighead  R   A— 1 
Dixon  Oias  E^ — 1 
Dupuy-Burke    Realty    Co 

Inc — f 
Ensley  City  Realty  Co— f 
Eubank  &  Bell — f  c 
General  Realty  Co— £ 
Kiiw  S  C-1 
McDowell  M  H— f 
Pcgram  &  >f  eade — f  c 
Perkins  J  H— f  c 
Ricks  A  C— f  c 
Walker  J   J— £ 

ENTERPRISE 

Arrington  &  Byrd— I 
Carlisle  Geo  W— 1 
Dowling  J  T— 1 
Hanks  J  P-1 
Hanks  J  W-1 
Leatherman  R  £— f  1 
McGiWray  W  A— f  1 
Southern   Ins    Agency— f 

Wflson  P  L-f  I 

EPPES 

Smith  S  E-£ 

Smith  Thos  Long— I  c 

EQUALITY 
Jones  R  V-f  1 

EUPAULA 

Behis   T  C— £  1 

Brown    &   Comer— £   c 

Comer  E  T— 1 

Dean  L  Y  ft  Son— £  c 

Dean   L  Y  Jr— 1 

Dent  E  Y— f  c 

Dent  G  H— £ 

Eufaula  Ins  Agency — f  c 

Guice  I  F— £  1  c 

Kendall  J  M— 1 

Long  E  T— 1 

Rose  W   F— 1 

Sparks  H  C— 1 

Sparks  T  A—l 


EUTAW 

Barnes  B  B — £   1 
Coleman  James  C  Jr— £  1 
Luuius  J  C — £  I 
McMillian   E— £ 
Mcriwethcr.W  T— £  1 
Sanderson  £ — x  1 
Smith   T  K— £ 
Ward   &   Dunlop— £ 
Wilson  E— £  c 

EVERGREEN 
Betts  B  I^-l  c 
Cunningham  A — £ 
Wright  John  D— £ 

FAIRHOPE 
Albright  P   Y— £ 

FALCO 

Padgett  W  C— 1 
Worl  L  P— 1 

FALKVILLE 

Barber  John   L— £ 
Drinkard  E  L— £  1  c 
Hunter  F  B— £ 
Leeman  C  A — ^£ 

FAUNSDALE 

Bailey   E   M— f 
McKee  Geo  H— £ 
McKee  Hilton— f 
Stollenwerck    Siddona — f 
1  c 

FAYETTE 

Beasley  &  Wright— c 
Brotherton  Manie — £ 
GuUettc  Geo  H— f 
Hinson  R  A — £  c 
McNeill  Walter  S-c 
Peters    Robt    F— f 
Thomason  E  £ — £  c 

FLOMATON 
Drury  R  W~f  1 

FLORALA 

Croley  J  F— £ 
French   Robt  A— f 
Lee-Kelly    Ins    Agency — 

f  1  c 
McCall  T  J— 1 
McLauchlin  W  C— £ 
Southern   Inv  Co— f 
Williams   S  H-f 

FLORENCE 

Barker  M  F— 1 
Campbell  W  M  &  Son— 

£  1  c 
Carter  M  J  &  Co— £  1  c 
Conner  W  H— f 
Gilbert  H   C— £  I 
Gordon   Miss   Mannie  W 

— f 
Jackson  Ins  &  Real   Est 

AgC3r — £  1  c 
Robinson  Jas  S — { 
Simpson  &  Johnson — £Ic 
Weeden  J  D  &  Co— £  1  c 

FOLEY 

Coenen  H  J — f 
Sebastion  J  F— £ 

FORT  DEPOSIT 

Brooks  Cnas  E— £ 
Davis  W  T-£ 
Jordon  I  N— £ 
Stevens  W  L-£  1 
Weaver  Mrs  C  W— £ 

FORT  PAYNE 

Hale  P  C— f 
Horalsan  J  B — f 
Sawyer  Cha*  M  T— £  1  c 


FRUITDALE 

Gilmer  H  C— £  1  c 
Hancock  Bradley  Jr— £  I 

c 

FRUITHURST 
Black  S  L  B— f 

GADSDEN 

Beggs  W    J  &  Son— f  1  c 
Christopher  T  S— 1  c 
Durmy  T  A—l 
Echols  &  Echols — f  1  c 
Etowah  Realty  Co— f  1  c 
Grambling  C  H — f  1  c 
Harden  TH— f 
Hughes  X  Z — 1 
Jackson  H  S— f  1  c 
Johnson  W  P— f  c 
McDuffie  J  P— 1  c 
Mize  A  J— 1 
Myers  H  B-f  1    c 
Pcnn  M  P— 1 
Sewall  N  H-f  1  c 
Stocks  O  J— f 
Tingle  J  B— 1 

GAINESVILLE 

Lee  Mrs  Margaret  Snow 
-f  1 

GANTT 
Edwards  John  A  Jr— £ 

GASTONBURG 
Goode  R  J  &  R  J  Jr— f  1 

GEIGER 

Gamer  J  O— 1 
Waller  Geo— £  1 
Waller  W  L-1 

GENEVA 

Droughton  &  Riley — £ 
Johnston  J  J  Jr— £ 
Justice  J  G— 1 
Laird   F  J— 1 
Vaughan  D  O— £  1  c 

GEORGIANA 

Bishop   W  P— £  1  c 
Taylor   Miss   M    Scott— £ 

GIRARD 

Bland  J  T  &  Co— £ 
Moses  I  I  &  Co— f 
Mullins  C  L  &  Co— £ 
O'Grady  J— £ 
Williams  C  F— £ 

GLENWOOD 
Willis  H   C-f 

GOODWATER 

Arnold  &  Bentley— f  1  c 
Gilliland  &  Shaw— £ 
Vaughan   Pierce — f 

GORDO 
Moore  J  Ralph— f  c 

GOSHEN 
Howard  C  S— f  1  c 

GRAND   BAY 
Casper  Frank  Ji^-f 

GREENSBORO 

Apsey  John  G  Jr— 1 

Evans  H  H-f  1  c 

Lawson  A — f  c 

Love  Mrs  M  T— £ 

Nabors  Ira- f 

Waller  Ins  Agency— f  1  c 


GREENVILLE 
Hawkins  Bros— 1 
McGehee  J  A— £ 
Metcal£  A  W— f 
Porter  O  R— f 
PoweU  J  B  Jr— c 
Smith  &  Powell— £  c 
Stabler  J  M— 1 
Stewart  R  G— 1 
Steitthart  A — £ 
Tatum  &  Co— £ 
Wilson  J  H  &  Co-£  c 

GROVE  HILL 

Bedsole  Travis  J— f 
Gordon  W  H— I  c 
Tucker  Q  W— c 

GUIN 

Hallmark  Gua-^ 
Wright  Robt  R— f  c 

GUNTERSVILLE 

Deck  F  S— 1 
Gilbreath  Alex— f 
Long  L  S— £  c 
Rayburn  Wm  C— 1  c 
Roden  Wm  Er-f  1  c 
Zetter  Gordon  B— f 

GURLEY 

O'Neal  H  G— f 
Shoemaker  E  B— £ 

HACKLEBURG 

Freeman  A  C— f 
Frost  W  A-£  1 

HALEYVILLE 

Haley  J  H-1  c 
Smith  B  H— f  1 
Walker  W  A-f  1 

HAMILTON 
White  V  R— f  c 

HANCEVILLE 
Waldrop  L  J— £ 

HARTFORD 

Collins  J  F— £ 
Fulford  J  D— f 
Harrison   &  Wilkersoo— 

£  1  c 
Hatcher  A  J— I 
Metcalf  Peter  M— f  c 

HARTSELLE 

Calloway  Chas  B— f 
Day  L  C— f  1 
Howell  A  P-f       ^    ^  , 
McQuskey  James  G— f  1 
McCluskcy  &  Venable— 1 
McDaniel  T  A— f 
Merriweathcr  F  A—l 
Kyle  Jno  T— f 
Patterson  G  E— f 
Polytinsky  A— f 
Stephenson  Arthur— f 

HAYNEVILLE 

Garrett  Mrs  W  M  Jr— f 
Varner  Robt  I^-f 

HEADLAND 

Espcy  &  West— f 
Kelly  S  O— 1 
Solomon  &  Oates— f 

HELENA 
Ruffin  J  D— f 
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HEFLIN 

Brown  J  E— f  1 
Groover  J  L—f 
Morgan  Kobt  J-^ 
Owens  L  A— f 
Porter  W  G— f  c 
Stephens  J  B— f  c 
Vann  C  H-1 

HILLSBORO 
WooauU  W  T— £  1 

HODGES 
Wood  C  M-f 

HORTON 
Pledger  D  A— 1 

HUNTSVILLE 

Cooper  T  E— I 
Cruse-White  Ins  Agcy— •£ 
Davis-Hutton  &  Newman 

-f  1  c 
Jones  T  T— f  1 
Jones  Myra  E  &  Co— f 

Lilly  Mrs  Tas  H-f 
McCullouffh  H  M— 1 
Moore  A  J— f 
Murphree    Ins    Agency— 

Newson  A  W— f  1 
Weeden  R  P— f  1 

HURTSBORO 

Davis  Henry^-f 
Lloyd   W  P— f 
Tucker  N— £ 
Walker  G  P-f 
Williams  S  B— f  1 

IRONTON 
Davis  Jack  R— 1 

JACKSON 

Boyles  &  Goode — f 
Cannady  W   P— f 
Clarke  Wm  W-f 
Davis  J  W— 1 

JACKSON'S  GAP 
Harrison  W  Y— £  1 

JACKSONVILLE 

Denman  B  H— {  1 
Montgomerv  H  H— £ 
Treadway  R  Lr-1 

JAMES 
Cartledge  Lee  E— f  1 

JASPER 

Argo  R  A— 1 
Cranford  H  W— f  c 
Jasper  Ins  Co— c 

JEFFERSON 
Alkn  J  G-! 

JEMISON 
Patten  Jno  Jr— £  1 

KENNEDY 

Clardy  W  F— 1  c 
Kennedy  J  T— £ 

LAFAYETTE 

Andrews  John  G — £ 
Bosworth  W  E— f  1  c 
Fargason  L  D— £  1  c 
Schuesler  Rice— £ 
Siler  &  Dean— £ 
Tucker  J  A— £ 


LANETT 

Gauntt  J  T— 1 
Huguley  W  G— f  1 
Lamer  J  S— f 
Lanier  Philip — f  c 
Lanier  &  Co — £  c 
McKnight  W  K-1 
Shafer  W  G— 1 

LANGDALE 

Adair  John  D — ^1 
Stanley  R  K— 1 
Stanfield  R  C—l 

LAPINE 
Mitchell  S  M— f  1 

LARKINVILLE 
Grantham  E  G-— f  1 

LEEDS 

Perdue  E  R— £ 
Roberts  G  T— f 

LEIGHTON 

Christian  E— £  1  c 
Hill  Geo  H— f 
King  F  R— 1 
Lile  John  M—f 
Lile  Thomas— f  1 
Lindsey  J  A — f 

LEWISBURG 
Caldwell  Henry  M— I 

LINCOLN 
Acker  E  D— 1 

LINDEN 

Anderson  J  P— f 
Kirven   Garland— f 
Miller  Geo  O— 1 

LINEVILLE 

Bruce  John  S — ^f  c 
Carpenter  W  E —  f 
Eppes  M  M— £ 
Ingram  John  H  — f 
McCain  John  S — f  1 
Mathews  T  O— f 
Smith  C  E— f 

LIVINGSTON 

Coleman  W  H— f 
Fluker  L  S— £  1 
Mellen  H  L—f 
Mitchell  J  A— f 
Nichols  Wm   S— f  c 
Parker  J  I^-f 
Pickens  W  K— f  1 
Tartt  T  M— f 

LOCKHART 
Kinsaul  W  W— 1 

LOOCHOPAKA 
Finley  S  J— f 

LOUISVILLE 

Blair  Jas  H— f 
Grant  James  P — ^f 
Pinkston    &   West— £ 

LUVERNE 

Bishop  Ins  Agency— £  1 
Ruff  &  Revels— £  1  c 
Watts  &  Fundaburk— £  1 

McSHAN 
Pratt  C  E— 1 

McKENZIE 

BUck  W  W— f 
Brown  W  E  — c 
Espy  E   D— f 
Lee  G  B->c 
Lee  J  D— 1 
Sowell  C  E— c 


MADISON 

Madison    Land    &    Trust 

Co— f 
Riddle  T  G-i 

MAGNOLIA    SPRINGS 
Doughty  Walter— f 

MAPLESVILLE. 

Gerald  Guy  H— f  1  c 
Nix  H  M— £ 
Wiliams  Jas  H— f  I 

MARBURY 
Russell  Chas  R— £ 

MARION 

Armstrong  A  F  &  Co— 

£  1  c 
Howze  H  Y  &  Co— f 
Johnson   C   C— c 
Lovelace  W  H— f 
Moore  J  M  &  Co— f 
Robinson  E  T— 1 

MARION  JUNCTION 

Donald  J  M— f 
Hopper  Hugh — f 
Mason  B  E— f  c 

MARVEL 
Tucker  J  K— 1 

MIDLAND  aTY 

Adams  J  O— I 
Adams  T  M — I 
Beverett  A  J— f  1 
Espy  Curtis— f 
Palmer  &.  Palmer— f 

MIDWAY 

Alley  J  I^^f 

MILLPORT 

Browne  Garfield — f  c 
Windham  R  V— f 

MINTER 

Allison  B   L-f 
Wade  W  R— 1 

MOBILE 

Adams  B  F— f  1  c 
Backes  F  M— £  1  c 
Brown  Adolph — f  1  c 
Burch    &  Vandivcr— I 
Butt  &  Maddox— 1  c 
Coffee  C  C—l  c 
Costelle  &  Doyle— f 
Dix  L  D— 1 

Du  Mont  &  Croom— £lc 
Eber  cin   Geo— £ 
Espalla    Jos   Jr    &    Co— 

f  1  c 
Fearn  Geo  &   Son — f 
Forcheimer  S  F — f  1  c 
Foreman  &  Meador — f 
Glennon  Jas  K  &  Co — f 
Goodbrad  T  O— 1 
Gordon  F  C— f  1 
Herman  &  Hynde — f  1  c 
Leinkauf  H  W— f  1 
Lockwood  H  A — f 


Duggan  &  Taylor— f 


Marshall  V  H— I 
Maury  &  Unmh— f 
McHuKh  J  E  &  Co— f  c 
Morrill  &  Lyons — f  c 
Moss  C  W— 1  c 
Nelson  John — f 
Norville  Bros — f  c 
Page  &  Jones — c 
Sage,  Burgett  &  Yuille— f 
Scheibel  Jno  W  &  Co— f 
Schwartz  &  Morris — f  Ic 
Shearer  &  Marshall  R*1ty 

Co  Inc — f  1  c 
Straus  Alex  W— f 
Strauss  &  King — f  1  c 
Tapia  Jos  R— I 
Thames  &  Batre— f  1  c 
Threefoot  G   W— 1 
Vandiver  H  T— 1 
Yeend  Bros — £ 
Vickers  Nicholas  L—f 
Wilson  W  K  P  &  Son— 

f  1  c 
Zacharias  Lawrence— 1    c 
Zimmem  L^-1 

MONROEVILLE 

Bamett  Ins  Agency— f 
Coxwell  J   M— c 
Russell  Thos  W— 1 

MONTEVALLO 

Crowe  F  F— £  1 
Ellis  John  T-£ 
Kroel  P  J— £ 
Nabors  t^wis  N— £ 
Rogan  F  W— f 

MONTGOMERY 

Branch  E  G — 1 
Branch  &  Powell— 1 
Brown  W  C—l 
Capitol  Realty  &  Secari- 

ties  Co— f 
Chambless  T  A  &  Bro^f 
Charles  T  T  Realty  Co 

Inc— £  1  c 
Chisholm  &  McDonongh 

— f 
Copeland  &  Dale— 1 
Cross  &  Chapman— 4  c 
Douglass  Hartwell— f 
Dowdell  &  Joseph — ^f 
Fowler  Ed    C — f  1   c 
Gallaway  Realty  Co — f 
Gay  John  F— £^ 
Gunter  C  P — ^f  c 
Hawke  J— 1 
Holt  N  B  &  Co— f  1  c 
Holt  W  C— f 
Kelly  J  W— f 
Kohn  F  M  &  Son— f 
Laseter  &  Miles — 1 
Martin   L  W— f 
Meyer  E  J— 1 
Meyer  E  f  Jr— 1 
Meyer,    Baum    &    Teas* 

ley— f  I  c 
Montgomery   Bank  &  Tr 

Co— f  1 
Moore  W  H— f  c 
Moritz  Chas  F— f  1  c 
Nelson  &  Holt— f 
Norton  J  H— 1  c 
Pepperman     Maxie 

tic 


Tom  Boone,  Jr..  Pres.  Earle  Macartney.  Vics-P^ts. 

J.  T.  Schley,  Sec'y-Treas, 

Hacartiey,  Schley  S  Booie 

tasiruce  Ageacy  Co., !«. 

CompanUt  Repretented: 
Phoenix   o£  Hartford;  Firemans   Fund;   Glens  Falls; 
New  York  Underwriters;  Philadelphia  Underwritcn; 
United  States  Fidelity  &  Guaranty  Ca 

55  St.  Joicph  Street  MoUle,  Ala. 


Po«dJ  a  Co— 1 
Bjy  i  Picrct~-l 
Katsi)  J  T  ft  £ai>~i 
SaEoLd  W  A— f  c 
faith  J  W— c 
Sooiherii  ReiliT  Co — f  c 
Snurt  HDglt— f 
Swan  ft  BiuldB— f 
Ttrry  John  W— I 
Tbomu  G  A   A  Co — f  ( 
Tjioo  A  L  4  L  W— (  c 

VinSrer  H  F^f  I 
Winm  E  H  E— f 
Weil  B  J  4  Co— 1  c 
IVoicon  S  H— t 
Uilion  C  W— I 


INSURANCE  AGENTS-ALABAMA. 

JJOTASULGA 
Bridna  &  Hope — f 
Brooki  W  W— f 
Bunu   5  H-l 
Hope  A  B-f  1 

OAK  HILL 
McWUlUmi  E  T— I  PINEAPPLE 

Dividton . 

MBthooD  T  A— f  t  c 
Mdton  G»  C— f  c 

PITTSVIEW 
Burn*  E  R— f 
Howird  W  C— t 


MOULTON 
Croppn  L  B— f  I  c 
JndT  A  Kiibt — I 

MOUNTAIN  CREEK 
Middoi   T  W— 1 
MuUint  J  R— c 
Tioniiiiii  E  I^( 

XEWBERN 
Brown  lohn  F— f 
Hardcnbnrf   Gordon — 1 


ONEONTA 

1  Fendlej'-H.Kood  Co-1 1 1 
l--«idl«y  A  A-I 
Heani  Flojad  A—  I 

.  Rutiell  T  B-f 
Kuisetl  &  Jobnton- 1 

OPELIKA 
Andrrm  W  T— f  1 

T  H  *  Son— f  1  c 


XEW  DECATUR 

Amtm  E  H— f  1  c 
Bibb  W  A  &  Son— f  1 


Hution  P  R-1 
Pilltrion  John  - 
Pranqi  &  Whitn 


Kirliland  Edw  E— f 
Piicc  H  C— f  c 
WhiAlon  John  W— f 

NORTH  BIRMINC- 
HAU 

Eiin.  H  L-f 
Etrrr  J  H— f 
Cirill*  C  I— c 
Tairint   Rcaltr   Co— f 
VieldiDit  J  M-^ 

NORTHPORT 


ll  John  H— f  1 
rriwo  Anhui^l 

OZARK 
Anglin  J  A— 1 
Bryioi  H   G— I 
Corbitl  J  W— f  c 

"      le  F  O— 1 
_-.-lio(  H  o— r 
nowlina  J    R— f 
Dunn   LDtheiwf 
Hi^ndlcT   R  O-f 

Lctt  J  R— c 
Maitin  E  D— I 

Riley   Seaiioni  ft   Hartl 

Sear  H  N— f 

■=~-^h  J  F-f 


PELL  CITY 
—  lin  U  C—l 
Smith   H    L— f 
"       ne.  W  A— c 

•n   UcLinc  Jl^l 


PHIL  CAMPBELL 
Allen  L  M— f 
-^helbr   John— f 

PHOENIX 
\ineraon  G  F— 1 
laM  C  M— f 

Bland  A  C-1 
Brjjot  W  S-1 

Mullin  C  I^f 


O'Grady  Ia»-f 
Suddnth  7  B-1 
Sullivan  H  S- 
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PLANTERS  VILLE 
Chamber*  H  W— {  I  c 
Uwrencc  W  H— f  e 


Vdker  Geo  5— f 


PRATTVILLE 
derton  John  F-f 
>ion  H  lE-r  c 


HAGLAND 
Brown  Walt  T  Ini  Co-I 
Floyd  M  R-f 

RANDOLPH 
PrMt  W  C—l 


RED  LEVEL 
Co.len  T  M-l 
Powell  A  B— I 


RUTHERFORD 
Carllile  J  A— f 
CarUale  L  A— f 

SAGINAW 
McLane  J  F-f 

SALITPn. 
Doyle  C  E— I  , 
While  J  T-1  c 

SAMSON 
AndcnoD  U  F — I  c 
Broek  C  C—l  , 
Morrii  W  N— f 

5C0TTSB0RO 

sir*  ?ci-.  I 

Padaett  J  I>— * 

SEARLE 
Holland   Riihit  H— c 
JeoninE*  B  Gt*. 
Lancuier  E  A— I 

SELMA 
Bibb  B  S— f 

Cnnnan  W  O-l  c 

Elli.  J  BC(K-1 

Ellb    Inveilment    i    W 

Co— f  1  c 


REPTON 
Gallon  L  C— f 
Jackion  C  H— I 
Kelly  Cbu  S— f  c 

ROANOKE 
Branaon  A  S-I 
Cauthen   H   H— f 
Mann  W  I— ( 
Nicboli  F  P— f  1  e 
PoBgel  j   S-1 
Tayfor  R  E-f  e 

ROBERTSDALE 
Glendinning  L— f  I  e 
Mclneoih  Wm— f 


RUSSELL  VILLE 
Dearina   W  A— f 

Eiiell  John  T— ( 
Gavin  Foalec— o 


Pai5  ey  S  ujan    Co-l  I  = 

Pa  tt  ion  C  A— ( I  o 
Poll*  d  J  S-t 
PoolMn  0  C    f 
SnmouT  J  M— 1 

Shilly  H  1—1 
Smilh  Julian-f 
Thalheimer^L-f  1  o 

wooi«y«j  ^^''^f 

SHAWMUT 
Lanier  PhiUip-£ 

SHEFFIELD 
Coleman  J  R-(  I  = 
Habbeler  ,W  H— f_ 

BooertUn"!  A— f  1  e 
Sadler  W  H— f 

SHORTERS 

^".V^P-t 
SLOCOMB 
Hawk  Hiu  Lyll»— 1 
Henderaon  D  E-1 
McGee  J  W— 1 
HcGee  S  D— f      , 
Smith    Perry    F— f    e 
White  J  T— 1 
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ALA. — Con 

SNOW  HILL 
Simpson  W  G — f 

SPRINGVILLE 

Allison   Chas  W— f 
Byers  &  Coupland— f 
Forman  M  W— f 

STANDING  ROCK 
Hines  &  Varnedoe — f 

STEELE 
Sprague  C  G— £  1  c 

STEVENSON 

Mann  £  K—f  1 
Schultz  Paul  G— f  I  c 
Woodall  J   A— £ 

SULLIGENT 

Dunn    T    T— f 
Metcalf  John  E— £ 
White  J  L— f 


fi 


SYLACAUGA 

ordan  J  Edw — f  1  c 
"cDonald  &  Co— fl 

Smith  &  Partridge— f 

Stocklcy  H   K—f 

Wilson  Grace— £  1 

TALLADEGA 

Barton  J  J— I 

Bowie  J  C—i 

Boynton  Ivey  &  Lane 
Ins    Agency— f 

Hall   Alonzo— £ 

Jones  W  V— 1 

Landham  W  M— 1 

McCargo   M   G— £  1 

Puckett  Thos  S— 1 

Robinson  O  £ — 1 

Talladega  Ins  ft  Invest- 
ment Co — ^£  1  c 

Thornton    Wm  T— £  e 

TALLASSEE 
Bailey  H  K— 1  c 
Barnes  Wm  F— c 
Caldwell   J    R— 1 
Cox  E  A— f 
Hayes   R  H— I  1   c 
Holloway   H  S  D— f 
Patterson   Geo  D— f 
Weston    Wm— f  c 
Wraad  Jos  D— f 

THOMASION 
Pritchett  C  C— f 


THOMASVILLE 

Boylcs  J  V— f  1  c 
Tucker  ft.  Cunningham — f 
Tyson  T  H— 1 

THORSBY 

Edler  W  C— f  c 
Gerald  G  H— f  c 

TOINETTE 
Scott  Chas  C— 1 

TOWN  CREEK 

Almon  H  G — ^£ 
Houston  J  M— f 

TROY 

Allred  J  S— 1 
Ballard  H  W— I 
Ballard  T  J— 1 
Barr  R  J  ft  Co— £  1  c 
Bashinsky   ft  Co— £ 
Bowers   John   W— £  c 
Boyd  Mrs  Bethie— f  1  c 
Folmar  W  B— f  1  c 
Greene  J  F— 1 
Hill  T  E  ft  Son— £  1 
Jones  Dock— ^  c 
Knox  J  B— £  1 
Pennington   F  M— £  I  c 
South    Alabama    Land,  ft 

Improvement  Co^£ 
Talbot  B  M  ft  Co— £ 
White  C  F— f  1 


TUSCALOOSA 

Al£ord  T  G— c 
Brown  &  Ward — c 
Eddins   Ben    F-fc 
Fitts  W  F  &  Co— flc 
Green  I — f  c 
Hansford  G  B — £  1  c 
Harrison  J  I  ft  M  G— £ 
Holman   R  C— c 
Leach  E  F— 1 
Mize  A  P— 1 
Mize  J  H— £  1  c 
Moody  Frank  M— £  I  c 
Morgan  W  M— 1  c 
Peterson  E  P— 1 
Smith  Walter— £ 
Turner  &  Friedman— f  c 
Upchurch  W  C— 1 

TUSCUMBIA 

Almon  E  B— c 
Bresler  A— c 
Carter  J  C— £  1  c 
Clarke  O  B— f  c 


Delony  Jno   E  Jr— £ 
Funke  John— £  1 
Halsey  E  O— £ 
IsbeU  J  E— £  c 
Johnson  Jno  W — £ 
Jones  &  Spraggins — t 
Julian  O  N— ? 
Sherrod  John — £  1 
Simpson  T  F— £  1 
Thornton  Mrs  L  B — £ 


TUSKEGEE 

Cobb  Wm  P— £  c 
Drakeford  John  H— £  1  c 
Harris  J  M— 1 
Lewis  O  S— c 
Powell  R  H— 1  c 
Riley  W  B— f  1 
Wright  Geo  C— f  c 

UNION    SPRINGS 

Edwards  ft  Foster— f 
Eley  Bros — f 
Flewellen  Jas  T— £  c 
Franklin/ K  &  Co— !  1  c 
Norman  J  T— £ 
Powell  B  P— 1 
Rainer  &  Russell — £ 


UNIONTOWN 

Atwater  A  W  ft  W  A— c 
Brown  ft  Monnier — f 
Johnston  G  B  &  Co— f  1  c 
Langhome  W  Henry — £ 
Lapsley   W  W— f 
Robertson  J  A— £ 
Underwood  G  W— c 


VERNON 
Kennedy  S  G — £ 

VINA 
Weatherford  H  H— c 

VINCENT 

Jennings  M  A— 1 
Pitts  G  C— f  1 
Tucker  A  W— flc 
Waite  D  W— flc 

VINEGAR  BEND 
O'Dom  Mabry— £  1 

WADLEY 

Nichols  &  Hodge— £ 
Schuessler  F  R — f 


WARRIOR 

Burleson  D  D — f  c 
Davidson  T  M— £ 

WAVERLY 

Dowson  L  H — £ 
Mayberry  Chas— f 
Webb  John  O— £ 

WEDOWEE 

Adcock  R  I^-f 
Kerr  J  H-f 

WEST  BLOCKTON 
Young  W  R— £  c 

WEST  END 

Chamblec  J  T— £ 
Hamilton!  H— £ 
Hard  J  H— £ 
Mackey  A  B — ^f 
Oliver,  Shearer    ft    Roe- 
buck—f 


WETUMPKA 

Gaddis  Bros— £  1  e 
Hohenberg  A — I 
HoUey  J  M— f 
Lancaster   W  L— f 
Lull   Cabot — ^f 
Lull  F  W— £  c 
McCasky  F  B— c 
Macon  T  L — f 
Tate  F  Loyd— c 
Wall  O  C— f  1 

WILSONVILLE 

Pope  Wm  H— f 
Weldon  R  G— f 

WINFIELD 

Stalcup  J  G — £ 

WOODLAWN 

Hemphill  R  C— f 
Hewes  £  C— f 

WYLAM 

Wylam  Merc  Co— £ 
Syx  W  J-f 

YORK 

Avant  C  W  F— I  c 
Hill   Ben  R— £ 
Weldon  Jos  C— f  1  c 
Wood  J  F— £ 
Ziegler  F  H — f 


ARIZONA 


ASH    FORK 

Ash  Fork  Merc  Co — ^f  c 
Hagerbug  John  C— f 
Lewis   Cooper  T— f 

BENSON 

Bank  of  Benson — £  c 
Maier  B  &  Co— f 
Merrill   Doane — £ 
Merrill  H   P— £ 
Shilliam  W— f  c 
Titus    Mary    E— f 
Walker  Henry— £ 

BISBEE 

Arizen    Ins  Agcy — f  1  c 
Hughes  T  A— f  1  c 
Haigler  Gus — f 
Hagan  &  Seed— f 
McGregor  John — 1 
Overcook  L  J — £ 


BOUSE 
Wortey  Merc  Co — f 

BOWIE 

Jaque  J.  H — f 

Jaque   Simon  F — f  1  c 

Simon  Morris — f 

BUCKEYE 

Clanton  D  P— 1 
Watson   H   M— f 

CASA   GRANDE 
Bennett  Chas  F— £ 
Casa  Grande  Land  Co — f 
Randle  W  D— f 

CLIFTON 

Danenhauer  Matt — f  1  c 
Hampton  J  R  &  Co— £  1  c 


Kerby  Jas  H  &  Co— f  1  c 
Lloyd   David — 1  c 
Smith  J  &  A— f  1  c 
Tyler  C  E— £  1  c 


CONCHO 

Candelaria  A   B — f 
Candelaria  M  A — £ 

CONGRESS  JUNC- 
TION 

Zinck  Robert  E— £ 

DOUGLAS 

Badger  S  S-f  1  c 
Baird  Alexander  Jr— fc 
Butler  C  L— 1 
Dixon  W  S— f  c 
Dugan  H  E— f  c 


East,  Lawhon  &  Brad- 
ford—f   c 
Ellis  Chas  O— f 
Gibson  R  D— 1 
McCall  &  Perry— f 
Martin  W   L-f 
Noble  H  H-c 
Windham  W  W— c 

DUNCAN 

Billingsley  B  F— £ 
Evans  Jonn — £  c 
Watters  J  L  T— f  c 

FAIR  BANK 
Heney    Beni — ^f 

FLAGSTAFF 
Arizona  Central  Bank— t 
Bikker  A  W  Ji 
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Dawson  C  D— f  c 
SpiUmire  &  Griffin — f 
The  Citizens  Bank — ^f 

FLORENCE 

Pinal  Bank  &   Trust  Co 

— f 
Price  W  Y— f  c 
Stevens  D  C — c 
W'elU  Thos  F— f  c 

GLENDALE 

Messinger  V  E— f 
Myers  &  Carrick — f  c 
Weigold  \Vm  &  Co-f 

GLOBE 

AHiion  G  M>-f 

Comar  Wm  A — f  c 

Gil    County    Abstract  Co 

-f  c 
Howard  T  P — f  c 
Knowles  E  F — f 
Williamson  A  D — 1 

GRAND  CANYON 
Barnard  Ross  C— 1 

HAYDEN 

Bailey  A  V— f  c 
Bkke  Edw  M— f 
Nash  W  B— 1 
Taylor  E  C— f 

HOLBROOK 

Gark  W  H—f  c 
Henning  Lloyd  C — ^f 
Larson  Thorwald — c 
Matthews  J  F— f 
Schxitter  A  &  B— f 
Scorse   H    H—f 
Smith  R  C— f  c 
Woods  W   B— 1 

HUMBOLDT 
Dexnainc  Geo— 1 

JEROME 

Bank  of  Jerome — f 
Gibbcs  H  M— f 
Humbert  A  J— f 
Miller  W  C— f 
Wyckoff  N  F— f  c 

KELVIN 

Henness,  Gtffin  &  Leon- 
ard—f 

KINGMAN 

Arizona  Stores  Co— f 
Blakelr  Ross   H—f 
Bonelli  Geo  A— f 
Citizens   Bank — f 
Kinnnan  Realty  Co— f 
Lovin  &  Withers— f 
Tarr  k  McComb— f 
Watkins  H  H—f 

LOWELL 

Johnson  C   A — 1 
Shilliam   Ethel— f 

•    MARICOPA 
Smith  D  H— c 

MAYER 
Frazer  W  A— f 

MESA 

Arizona  Land   Co— f 
Beach  W  M— f 


Pomeroy  Talma  E — 1 
Pomeroy  Realty   Co— f 
Spangler  J  G— f  c 
Wilbur    Realty    Co— f 

METCALP 

Floris  J  B— c 
Sellers  Carl  C— f 
Tyler  C  E— f  1  c 

MIAMI 
Miami  Inyestment  Co-^f 

MORENCI 

aark  T  H—f 

Gila  Valley  Bank  &  Trust 

Co— f 
Tyler  C  E— f  1  c 

NOGALES 

Budge   W   C— f  1 
Corl    H   1^1 
Cummins     E  K — f  1  c 
Curtis  Bracey — c 
De  Reimer  A  H— 1  c 
Dunbar  Geo  W— f  1 
Herold    O   H— c 
Marsh   Mrs   Geo   B— f 
Noon  A  H—f 
O'Keefe    &    Canfield— f  1 
Raphael   John — 1 

PALO  VERDE 

Thompson  Louis  S — £ 
Walton  Wm— f 

PARKER 
Marsh  G  A— f  1  c 

PATAGONIA 
FilcWnger  A   W— 1  c 

PHOENIX 

Anderson  C—f  1  c 

Arizona  Auction  &  De- 
velopment  Co — f 

Arizona  Inv  &  Land  Co 
— f 

Barn  hard  C  B— f 

Bennitt  E  J— f 

Berryman  C  S — f 

Boon  J  C  &  C  H-f 

Burroughs  T  M — f 

Camp-Tannehill  Co — f 

Capital  Sav.  Inv.  Co — t 

Comstock  C  W— f 

Fickas  M  P— fc 

Galpin   St  Hart — f 

Ganz  E — f  c 

Garnett  R  F— f 

Geare  J  E— f 

Greene  &  Griffin  R  E  & 
Inv.  Co— f  c 

Griffin  T  S— f 

Healy-Conrad  Co — f 

Henke  T  B-f 

Horning  D  D— f 

Irvin  J  L — f 

James  W  K— f  c 

Kantz  P  S— I 

Kay   Harry — f   c 

KeafcrC  W— f 

Kellogg  Weldon  Land  Co 
— f 

Kinnev  T  H—f 

Lane  ¥  D— f 

Lutgerding  G  L^f 

McCandless  W  B— f 
Major  H  H—f 

Marshall  E  A,  f 

Morford  N  A— f 

Pascoe  E  E— f 

Phoenix  Inv  Co,  f 


Phoenix  Savings  Bank  St 

Tr  Co— f  c 
Phoenix  Tr  Co— f 
Prince  H  S-f 
Reed  J  C—f 
Ruggles  St  Co— f 
Stewart  &  Fields— f 
Thomas  H  C—f 
Thomas  R    E  &  Inv  Co 

— f 
Walker  Realty  Co— f 
Westberg  J  F— f 

PIMA 

Lines  Bros^f 
Merrill   P   C—f 
Webb   Fred— f 

PRESCOTT 

Commercial  Trust  A  Sav- 
ings Bank — f  c 

Davidson  W  A— 1 

Goheen  Max — f 

Hazeltine  M  B— f 

Johns  A  A — f 

Martindell,  Home  St  Co. 
— f  c 

Merritt  W  H—f 

Moore  J  M  W  &  Son— f 

Smith  A  I^-l 

RAY 
Nolan  G  O— f 

SAFFORD 

Clayton  E  W — c 
Graham  Co  Abstract  Co 

— £ 
Lathrop  Wm  P— f 
Owens  Tas  T — f 
Piatt  W   E  Ins  Agency 

Smith  R  W-1 
Solomon-Wickersham    Co 

-f 
Spriggs  E  L— f 
Thorpe  W  V—  1 
Yett  Chas  W— f 
Zundel  Geo  A — ^1 

ST  JOHNS 

Anderson  Chas  P — f 
Nelson  F  W— f  c 
Poulsen  M  O — I 

SAN  SIMON 

Ebsen   Geo— f 
Wallace    A    D— 1 
Wharton  C  E— 1 

SILVER  BELL 

Buehman   Willis   H— 1   c 
Lee  F  H—f 
Pryce  Wm  H—f 

SNOWFLAKE 

Smith  Jos  W— c 
Willis  A  T— f 

SOLOMONVILLE 
Solomon  Com  Co— f 

SPRINGERVILLE 
Becker  Gustav — f 

SUPERIOR 

Kellner  E  F  Tr— f 
Neary  John  J — f 

TEMPE 

Crook  &  PoflFord— f 
Gage  Geo  N  &  Co— f 
Joice   &   Mocur— f  I 


Peters  A  F  &  Co— f 
Windes   R   A— f  1 
Woolf  Chas— f 

THATCHER 

Clawson   Lawrence — ^1 
Tones  D  Dudley — c 
Kimball   Andrew— f 
Pace  W  W— f 
Snow  L  C—f 
Snow  Le  Roi— c 

TOMBSTONE 

Brandt  T  R— c 
FowlerW  A— f 
Gibson  O— f 
Parker  A  F— 1 
Woolcry  Bros — f 

TUCSON 

Brown  H  G— f 
Franklin     &     Heighton — 

f  1  c 
Hofman    Ed — f 
Hughes  Samuel — f 
Blerchants  Bank  &  Trust 

Co— f  c 
Meyers  Geo  P— f 
Schuster  T  H— 1 
Southern    Ariz    Bank    Ik 

Trust  Co — f  c 
Triggs  &  Ellis— f 
Tucson    Realty    &    Trust 

Co— f  1 

WARREN 
Yoakum  J — f 

WENDEN 
Young  Otis  E— f 

WICKENBURG 

Baxter  R  W— f 
Campbell  L  L— I 
Curry  D  J— f 
Curry  W  R— f 
Murphy  Mary  B — f 

WILLCOX 

Hauser  Kasper — f 
Kemp  S  N— f 
McCourt  L  V— f  1  c 
Morgan  H  A — f 

WILLIAMS 

Campbell  J  S— f 
Spellmire     &     Amundsen 

— f 
Williams  State  Bank— f 

WINKELMAN 

Bailey  Harry  S— f 
Ruple  Wm— 1 

WINSLOW 

Beck  W  E— f 
Burbage  W  H—f  1  c 
Burbage  &   Nelson— f 
Keyes  Geo  H  Jr— f  c 
Moore  John   G — f 
Spellmire  &  Lyons — f 

YUMA 
Colman  C  H—f 
Ewing  F  I^-f 
Michelson  Geo— f  -I  c 
Modesti  A — f 
Sanguinetti  E  F— f 
Yuma  Exchange  &  Realty 

Co-f 
Yuma  Title  Abs  Co— f  1  c 
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ALEENE 
Johnson  R  L— 1  c 

ALEXANDER 
Blevins  Geo  B—l 

ALICIA 
Pool  Chas  G— 1 

ALMA 

Tones  W  M— f 
McGehee  J  F— f 
Richards  John  T— f 

ALTHEIMER 

Ashcroft   Thos  B— f 
Few  A  P— 1 
Fair  H  L— 1 
Goldsfein  F-^ 
Higginbotham  H  G — f 
Thomasson  L — f 

ALTUS 

Adam  Jos  N — f  c 
Pendcrgrass  Wm  J — ^f 

AMITY 

Olds  W  H— f 
Palmer  T  B— f 

ARGENTA 

Argenta  Real  Estate  & 

Ins  Co — £  1  c 
Davis  Thos — £  1  c 
Twin  City  Bank— f  1  c 

ARKADELPHIA 

Arkadelphia  Ins  Agency 

— £  c 
Merchants  &  Planters 

Bank— f 
Townsend  J  D— 1 
United  Fire  Ins  Agency 

— f  c 

ARKANSAS  CITY 
Thane  H— f  1  c 

ASHDOWN 

Bush  R  G— 1  c 
Head   Clyde— 1 
Johnson  &  Jamagin— c 
Marr  S  C— 1 
Toland  H  I^-l 

ATKINS 

Barker  T  M  Tr— £  1  c 
Burns  J   F  Jr-  £ 
McCollum  A  J— I 

AUGUSTA 

Augusta   Land   &   Invest 

Co— f  c 
Bank  o£  August  &  T  Co 

McKinney  O— 1 

AUSTIN 
Bizzell  James  M— 1 

BALD  KNOB 

Best  E  E— f  1  c 
Wynne   Ernest  B — £  1 

BATES 

Claybrook  C  E— 1 
Ellis  Groover  C— 1 


BATESVILLE 

Neill  Ernest — £  c 
Padgett'Glenn    Insurance 

Agency — £  1  c 
Paxton  Thomas—  £  I  c 


BENTONVILLE 

Avery— C  W— 1  c 
Benton  Co  Abst  Co— £ 
Blake  J  T—  £  1  c 
Craig  C  R— £ 
Fishback  W  M— £ 
Peel  D  W— £ 
Tucker  Abstract  Co— £ 

BLACK  ROCK 

Irby  A  S— £ 
Pitts  T  T— f 
Roe  L  W— £  c 

BRINKLEY 

Bacharach  S — £  1  c 
Mitchell  &  Mitchell— £  1  c 
McCreight  E  T— £  c 

CAMDEN 

Benson  F  P— £ 
Brown  &  Powell — £  c 
Green  D  W— £ 
Snow  &  Co^£  c 
Stern  L  M— c 
Thornton  T  I— £ 
Warren  J  W— £ 

CLARENDON 

Brown  4  Ewan — £ 
Graham  &  Vaugham — f 
Graham  W  M— 1 
Hooper  J  W— 1 
Kerr  J  M-l 

CLARKSVILLE 

Qark  M  E— 1  c 
Coflfee  H  D— £  1  c 
Montgomery  J  J— £ 
Ragon  W  A— £ 

CONWAY 

Bahner  Abst  Co — f  1  c 
Dunsway  J  D— £  I  c 
Durham  C  E— £  1  c 
Lincoln  Mrs  Efl&e — £ 

DARDANELLE 

Adams  L  C — £  c 
Boyce  &  Scott— £ 
Farmers    Bank    &    Trust 

Co— f  1  c 
Fowlkes  W  L— £ 
Ooodier  Geo^f 
Hall  L  C— £ 
McClure  W  H— 1 
McCray  A  S — 1 
Nolen  Max — f 
Parker  Floyd— 1 
Parker  J  M— £ 

DE  QUEEN 

De  Queen  Abst  Co — f  Ic 
McCown  &  Mallory — f  1  c 
Smith  F  M— £  c 

DERMOTT 

Dillender  K— £  c 
Nichols  H  W— £ 
Remley  Esley  P— £ 

EUREKA   SPRINGS 

Bare  &  Swett — £  1  c 
Petty  R  H— £ 
Lobsop  Julius — 1 
Wilson  Russ  D — 1  c 

FAYETTEVILLE 

Cravens  &  Co— f  1  c 
Dritt  W  0-£ 
Eason  &  Co— fc 
Guaranty   Trust    Co — f  c 
McCallister  T  C— £ 
Trent  A  L — f 


Wall  E  B-£ 

Washington  Co  Loan   & 
Astract   Co— ic 

FORDYCE 

Adams  S  E— £  1 
Banks  A  B  4  Co— £  1  c 

FORREST  CITY 

laard  R  J— £  1  c 
Pettus  &  Fogg— £  1  c 
Taylor  Knight  &  Co— £  1  c 

FORT   SMITH 

Andrews  J   M — I 
Arkansas     Valley     Trust 

Co— £  c 
Bailey  J  M— £  c 
Boyd  &  Ferran— I  6 
Brazile   R   E— £ 
Caldwell  H  B— £  c 
Devlin  John — £  c 
Kennedy  &  Albers — £  1  c 
Lee  Froebel— 1 
Pearkes  A  L — ^1 
McManus  D— I 
Ozment  Otto— £c 
Tiles  Geo— 1 
Walker  R  S— £  c 
Weaver  J  E— 1 
Yadon  &  Dobbins — £  c 

GENTRY 

Adams  E  Lr— c 
Feemster  Chas  C— £ 
Griffin  &  Wasson — £ 
Sullivan  D  T— £ 

GURDON 

Childs  &  Nash— £  1  c 
Nash  Bertram  B — £  1  c 
Stuart  R  A— £  c 

HAMBURG 

Farmers  Savings  Bank  & 

Trust  Co— £  c 
Gamett  T  W— 1 
Hamar  W  H— 1 
Lawrence  J  E — 1  c 
Smith  &  Smith— £  1  c 
Woods  J  R— f 

HARRISON 

Glass  H  D— £  1  c 
Poyner  H  G— £lc 

HELENA 

Allen  E  M  Co— £  c 

Friberg  A— I 

Friberg  G  H  &  Son— £  c 

Guaranty  Loan  &  Trust 
Co — £  c 

Meyers  Aaron  &  Son — 
f  c 

Meyers  Jos.  C— 1 

Walker  Abstract  &  Real- 
ty Co— £  c 

HOPE 

Hempstead    County  Ins 

Agency— £  1  c 
Roebuck    &    Anderson— £ 

1  c 
Spragins  &  White— £  1  c 

HOT   SPRINGS 

Arkansas  Trust  Co — ^£  c 

Avery  J  H— f  c 

Cook  R  T— 1 

Dodson  In.  Agency — ^£lc 

Goodwin  F  J— c 

Little   W  J    Ins   Agency 

— £  c 
Taylor   Harrison — ^1   c 
Wootten  &   Rector  Inc — 

£  1  c 


JONESBORO 

Altraan  Thos  W-£I 
Ashabronner  C  D— 1 
Brooks  G  G — f 
Cartwright  Eugene  O— £  I 
Den  son  Francis  £—1 
Elder  H  A— 1 
Freeze  &  Cole — £ 
Haughton  H  H — I 
Johnson  W  A— I 
Tonesboro  Trust  Co^-£  c 
McKnight  £  Vinson— 1 
May  wood  W  A— £ 
Osborne  P  S— I 
Riddle  J  F— I 
Robertson   R  E — £  1  c 
United  Ins  Agency — £lc 


LITTLE  ROCK 

Adams  &  Boyle — £  c 
Ahrens  D — ^1 
Arnol4  Clyde  C— £  c 
Bankers  Trust  Co — £  c 
Beal  &  Buzbee-^ 
Beaumont  Bros— 1 
Bilheimer  J  H  &  Co-£I 
Bracey  H  B— £ 
Bright  R  C— 1 
Browne  Wm  T  &  Co— « 

1  c 
Burtner  G — 1 
Campbell  C  B— £ 
Campbell  G  H  &  Co— c 
Campbell  &  Hart— f 
Carlson  £  C— £ 
Central  Bank  &  Trust  Co 

— £ 
Citizens      Investment     & 

Security  Co — £ 
aark  W  H-f 
Conley  H  H— 1 
Dixon  A  H— £ 
Duffin  C  A— £ 
Ehrenberg  H— £ 
England    Loan  &  Trust 

Co— £  c 
Evans  Stephen  N — 1 
Fowler  A  S— 1 
German  Trust  Co^£  c 
Hatfield  Frank  C— f 


Hogan  Joe — ^1 
Hoflis  J  H— £ 
Holmes  £  F— £ 
Horton  H  L— 1 
Hunter  A  J — £ 
Johnson  £  C— £ 
Laskey-Mason    Bk  &  Tr 

Co-f 
Leake  W  S-f 
Lee  AEr-1 
Leigh   L   B   ft  Co— £ 
Lo£tua  W  J-c 
McCain  W  Ross— £ 
Mercantile  Trust  Co— £  c 
Meyers  T— 1 
Mills  R  H  *  Co— £  c 
O'Neal  W  W-c 
Pardee  &  Allen— I 
Peonies    Savings    Bank— 

-£c 
Pollock  M  D— £       • 
Powell  S— 1 
Price  &  Ledbettcr-1 
Ramey  H  M — 1 
Redding  Sid  B—l  c 
Remmel  H  L — I 
Ro«sner  &  Walther—  £  c 
Shepherd  J  K— { 
Shibley  &  Shibley-^ 
Smith  A  L— 1 
Southern  Trust  Co — £  c 
Stewart  &  Rogers— fic 
Sugarman    Victor — £ 
Thomas  J  M  &  Co— £ 
Union  Trust  Co— <  c 
Williams  Tom  P-£ 
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Wilson  D  E— f 
WoodflOQ  John  B — f 
Woithcn  W  B  Co— f  e 

LONOKE 

Couch  W  T— £  c 
Fletcher  &  Son— f  c 
Goodram  A  B — I 
Robinson  £  R — 1 
Yoang  W  H— f 

MAGNOLIA 
Crois  W  R— flc 
Fan&ert  Bank  &  Truft 

Co-f 
Franklin   Taylor— 1 
McNeifl  T  C—f 
Monroe  T  A— f 

MALVERN 
Yonng  J  B— f  1  c 

M^ARIANNA 
Blair  R  1^1 
Clarfc  E  H-f 
Harrington   Sam— 1 
Harrington   T   W— 1 
Robertson  &   Benham— 

fc 
Shorten  W  T— 1 
Thompson  J  H — c 
Wela-Dupuy-Mixon    Co — 

{  c 

MENA 

Board  R  B — f 
Kelly  &  Stratton  Co— f 
MacLaffcrty  Will  S— -f  c 
Sharp  E  M— f  1  c 
\an  Wagner  Fred — f 

MONTI  CELLO 
Cokcr  &  Wells— f 
Payne  Geo  C— 1 
Wells  E  B— f 


MORRILTON 
Coxort»  Stephen*  &  Neal 

Hembre  A  V— f 
Massey  &  Orreil-^f 
Moose  &  Scrogffin — f  1  c 
Rainwater    ft  liellum»— 
f  1 


NASHVILLE 

Planters    Bank    ft    Trust 

Co— f  Ic 
Rodgers  W  C—f  1 

NEWPORT 

Rite  C  R— f  1  c 
Phillips  ft  Ferguson— f  1 
Sink  Geo  M — f 

OSCEOLA 

Burchfield  W— £ 
Fletcher  &   Ward— f  1  c 
Gaylord  C  H— f 
Moore  C  L  Jr— f  1  c 

OZARK 

Bill  W  C—f  c 
Conasta  W  C—f 
Nickall  H  A— f 

PARAGOULD 

Adams.  Virgil — 1 
Block  &  Co  M  F— f  c 
Ford  &  Kitchens — f  c 
Jarrett  J  C— 1 
Lambert  John  J — 1 
Landrum  J  V — f  c 
McHaner  Sam  P— 1 
Paragould   Trust   Co— fc 
Presson  A  M — 1 
Shane  S  M— c 
Thompson  T  L — 1 
Watwood  W  L— 1 


PINE  BLUFF 

Cross  M  C— I 

Haycock  Chas— £ 

Home  Insurance  Agency 

— £  1  c 
Knox  Hunter  H— 1 
Mills  Tno  L— c 
MilU  R  H  M  ft  Sons— £ 
Rogers  N  R— I  c 
Rosenberg  F  M — ^1 
Taylor  &  Co— f 

ROGERS 

Bryant  B  F— f 
Forwood    Reginald — f   c 
Harris  Lee  M — ^f 
Henderson  J  M — f  c 
Larimore  F  E — 1 
McCleod  Minnie— f  c 
Walker  Berry  E— f  c 

RUSSELLVILLE 

Cole  T  C—f  c 
Moore  Bros — 1 
Pope  County  Real  EsUte 

Co^f  c 
Vance  W  D-1 
Webb  J  A-f  1  c 

SEARCY 

Lightle  J   E— f 
Moore  &  Royston — £  c 
Plant  J  Z— f  c 
Sanford  &  Watkins— f  c 
Yarnell  T  A— f 

SILOAM  SPRINGS 

Barnes  J  F — f 
Chesney  S  R— £ 
Coolcy  C — f  c 
De  Spain  C  E— 1 
Grant  Wm  A— 1 
Griffin  C-£ 
Harris  T  M— f 
Martin  L  M— f 
Moss   Bros — f 
Real  C  I^-l 


SPRINGDALE 

Dodson-Renner         Insur- 
ance Agency — f  1  c 

STUTTGART 

Black  &  Scull— fl 
Brain  S  G— f  1  c 
Bruce  Geo  C—f  c 
Denslow  C  H  Co  Inc— 

f  1  c 
Noble  E  H  &  Co-f  1  c 

TEXARKANA 

Hennegan    ft    Godbold — 

f  c 
Offenhauser   F  W  ft   Co 

f  1  c 
Rose  Andrew — f  I  c 

VAN  BUREN 

Bryan  H  W— f  c 
Cain  Claud   B— 1 
Crawford      County      Ab- 
stract Q>— f 
Creekmore   &    Hynes — f 
Furrv  W  G— f  c 
Soutnmayd  L  H — f 
Weaver  Tno— f  1  c 
Willis  W  R-f 

WALNUT    RIDGE 

Andrews  S  W— I 
Beloate  W  E--f 
Blackford  W  T— f 
Bloom  D— f 
Dowell  S  C—f  1 
McCorkle  ft   Henry — f 
Sloan  &  Erbr— f 
Townsend    Koy — f 

WYNNE 

Cogbill  Bros— f  I  c 
East    Ark  Abstract   & 

Loan  Co— f  1  c 
Owen  M  R— flc 


CALIFORNIA 


ALAMEDA 

Adams.  Charles  ft  Co — f 
Alameda  Land   Co— f 
Baird  Mrs  T  F— f 
Banta  Chas  F— f 
Braswell  &  Hammond— f 
Clark  Herbert  D— f 
Dole  Norman  E — ^1 
Dnfonr    WilKam-^f 
Hally  Frank— f 
Hanky   T    S— £ 
Judd  E  D  Co— f 
Judd  Thos   H— f 
Mthrtens  H  G— f  1   . 
XcriUc  F  R— f 
Pollard  Wm  H  &  Son— f 
Remmel  J  A — f 
Shaw  E  M— f 
Stevenson  D  C-=-l 

ALTURAS 

Alturas  Sute  Bank— f 
Ballard  C  A— f 
Edwards  R   L— f 
French  R  A — £ 
Uird  R  A-f  1 
Lauer  B— f 
Lynip  B  F— £ 
Negiey  J  T— £ 
NUes  J  X— f 
Towlc  C  B— f 
Van  Loan  H — 1 


ANAHEIM 

Anaheim  Realay  Co — f 
Bache  Jos  M  Jr— £ 
Backs  F  A  Ji— f 
Baum  Frank— f 


Behrendt-Levy  Co— f 
Boege  Chas   A-f 
Boyd  Mrs  Eva  H— f 
Clabaugh  J  H— 1 
Conklin  W  W— 1  c 
Dickel  H  A— f 
Evans  Leonard — c 
Gibbs  Frank  N— 1 
Grim  Chas  F— £  c 
Hamler  &  Simpson — f 
Hartung  John — £  c 
Horwita  A— £  I 
Howard  J  S— f  1 
Imus  L  E— 1 
Ingram  R  B— £ 
Klutz  B  A— 1  c 
Koessel   Fred— f  c 
Kohlenberger  John  W — 

Pheglcy  Ross  Lr-l 

ANGELS  CAMP 

Tryon.  Monteverda  &  Co 
—flc 

AUBURN 

Ekbery    Peter- 1 
Franas  J  M — £ 
Huntley  L— £ 
Lukens  Geo  E — f 
Placer  County   Land    Co 

— f  c 
Prewett  W  J— f 
Reynolds  AE — 1 
Robie  E  T— f 
Rodehaver  I  H  &  W  W 

—1 
Stevens  S  M— f 


Wallace  Mrs— 1 
Walsh  J  E— f 
Watts  S  G— f 
Wills  Agency — £  I  c 

BAKERSFIELD 

Bakersfield   Abst   Co — fc 

Banducci  L  J— f 

Childs  T  T— f  c 

Crites  A  S— f 

Drury  J  S— f 

Hunt  W  S— f 

Jones  A  G — f 

Jordan  &  Jordan — f 

Kamprath   O — f 

Kelly  W  W— f 

Kern   County   Abstract 

Bureau — f 
Lightner  M— f 
Mack  S  L-f 
McManus  J  W — ^f  c 
McManus  &  Son — f  I  c 
Maude  Helen  C—f 
Moore  R   A 
Price  Geo  W— f 
Robinson  F   \V 

BENICIA 

Clyne  J— f 
Colman  John — f 
Crooks  W   L— f   1 
Dalton  A  Sr— f 
Dana  E  C— 1 
Dwyer  Wm — fc 
Enos  Tos — f 
Gnanck  Gus — f 
Johnson  G  A — f 


Kuhland  Ralph— f 
McConlogue  John— f 
McKay  George— f 
Powers  Mrs  Julia— £ 
Prince  Chas  M— f  1 

guarney  Clara — f 
anborn  Joseph  L — f 
Stevens  C  P— £ 
Weinmann     The     F      P 

Agency — f  I  c 
White  H  K— f 

BERKELEY 

Albel  A  P  W— f 
Allen  W  I— f 
Archibald   S   D— 1 
Bailey  C  A-f 
Berry  R   A — ^1 
Cheney  &  Berry— f 
Cooley  A  M— 1 
De  Graff  Wm  T— 1 
Dickinson  W  R— f 
EUis  W  E— f 
Emslie  C  C—f 
Ferrier  F— f 
Gordan  E  J— f 
Hill  J  M— 1 
Hodgkin  R  H-1 
Holden   Frank  H— 1 
Irwin  H  J— f 
Johnson  H  A — f 
Junck  F— f 
luster  &  Baird— f 
Lacy  D  B— 1 
Langworthy    R   L — 1 
Littfe  J— f 
Little  &  Woolsey— f 
McGowan   T   Frank— 1 
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Mason-Duffia  Co— f  1  c 
Moran  W  C— f 
Mortimer — f 
Fbtterson  &  Haskill— f 
Roberts  P  R— f 
Rudolph  P  R— f 
Schmidt  Geo— f 
Skidmore  Chas  E — ^1 
Taylor  H  W 
Wyckoff  S   N— I 
WyckofF  A  C— 1 
Young  Roy  J— 1 


BIGGS 

Alderson  J— f 
Bacon  G  K— f 
Barnard  W  E— f 
Biggs  Rice  &  Land  Co— f 
Brink  H   S— f 
Brough  J  M~f  I  c 
Brown  C  N— f 
Caldwell  B— f 
Chatfield  &   Smith— f 
Doty  W  M— f 
Doty,  Lyman — f 
Hastings  J  M  &  Co— f 
Kirk  T  A— f 
La  Point  Moses— f 
Lashells   L  H— f 
Loughran  T  F— f 
Lucas  Bernard — 1 
Markgraf   F— f 
Mitchell  F  C— f 
Parker  W  D— f 
Pearnc  W  G — f  1  c 
Sanborn  H  B — 1 
Spence  C  C — f 

BURBANK 

Fischer  C  B— f  1  c 
Durfin  A  E— 1 

CHICO 

Boyd-Peasby  Co— f 
Bradley  W  L 
Crew  T  N— f 
Cussick  Barney — f 
Grabiel  A— f 
Hendricks  Perry— 1  c 
Hill  &  Lewis—f 
Hintz  Charles— 1 
Tones  Jas  H — ^f 
Kerr  W  S— f 
McGee  John— 1 
McManus  Mr—- f 
Marks  I  G— f 
March  J  D— f  1 
Mastersen   I  A— f 
Reynolds  E  T— f 
Robinson  John  R — f 
Roper  J  W  &  Co— £ 
Roth   H   A— £ 
Sears  &  Crowder— f 
Swain  C  B — ^£ 
Vadney  Geo— £ 
Wilson  &  Wilson— £ 

CHINO 

Cooke  A  H— f  1   c 
Dickey  W  A— f 
Dillon   A   O— £   c 
Holcomb  G  V— f 
Howard   L   C— £ 
McDonald  D  D— £  1  c 
Snyder  W  H— £ 

COLFAX 

Falconer  D— £ 
Gillen  D  C— £ 
Kucnzley  F  D— f 
Lobner  M— £  1 
Newman  J  M  Co— £ 
West  G  E— £ 

COLTON 

Hanna  J  B  &  Co— £  1 
Johnson  D— £  1  c 
Smith  H  B— £ 


COLUSA 


Arnold   Philip— £ 
Barrel!  E  C— 1  c 
Beckwith  DeLay  L— £ 
Blevens  &  Scott — {  1  c 
Boedefield  L  R— 1 
Boggs  M  J — £ 
Bowes   Everett — £  1 
Brown  W  K— £ 
Butler  A— £  1  c 
Campbell  J  F— £ 
Dc  Jarnatt  &  Son  J  B— 

£c 
Harrington    T — £  c 
Hicok  L  L — f  c 
Hickok  H  H— £ 
Jackson  J  L — £ 
Jackson  A   B — f  1  c 
Lewis  W  E — 1  c 
Mogk  John  C— £  1  c 
Pope  A  H— £ 
Pryor  B  A— £  c 
Pryor   F   B— £ 
Putnam  H  R— f 
Rich  J  F— f  c 
Zumwalt  I  G — £ 

CORONA 

Circle  City  Realty  Co— £ 
Citizens   Bank — £ 
Cross  A   H— f 
French   Sanger  E — £ 
Garvey  S  W— £ 
Genereux  E  J — £  I  c 
Glcason  A    V— £ 
Hanson  N   C — £ 
Key  Bros— f  1  c 
Kidder    E  P— 1   c 
Newton   I   A — 1 
Slaten  Roy  R — 1  c 
Sweet  H  N— £  1  c 
Terpening  M — £  c 
Veach    Elzia— £ 
Walker  Benj— £ 

CRESCENT  CITY 

Bosch    Frank — £ 
Cutler  T  B— £ 
Hobbs  Wall  &  Co— £ 
Kendall  Ed— £ 
McNulty  &  Frantz— £ 

DIXON 

AI£al£a  Land  Co— f 
Bissell  H  L-c 
Brown   &    McKinnon — £ 
Duke  T  B— f 
Eames  E  C — £ 
Grady  J  D — c 
Moss  &   Hall— £ 
Newby  B  F— £ 
Rice  J  H— £ 
Schulze  O  C  Inc— £ 

DOWNIEVILLE 

Case  E  L— £ 
Meyer  H  H— 1 

ELMHURST 

Dugan  Geo^l 
Hood  E  J— 1 
Joseph  Joseph  C — 1 
Wilson  B— 1 
Welchoff   Mr— 1 


EMERYVILLE 

Beaudry  &  Brennan — £ 
Carey  E  J— £ 
Coburn  John  C— £ 
Colbert  J  F— £ 
Hammersmith  P  W— 1 
Johnson  Augustus — i  I  c 
Lane  Co — f 
Nail  Geo  C— £ 
Scott  Jos  L — £ 
Thomson   Peter  A — f 


EUREKA 

Adams  Adolph  B — £ 
Bamum  Fred — £ 
Belchcc  &  Poland— f  1 
Belcher  Peter — £  c 
Campbell  S— £  1  c 
Cooper  &  Rager — £ 
Davis  Geo  W — c 
Everts  &  Mcintosh— £  1 
Ferrill  &  Palmhag^£  1 
Georgeson  G  R — £  1  c 
Girard  Eugene — £  c 
Hass  M  J— 1 
Hasman  &  Albers— f  1  c 
Hartson  B  C — £ 
Hinch  E  D— £ 
Humboldt  Timber  & 

Land  Co— £ 
Hunter  &  Owsley— £  1 
Jewett  Wra  H-1 
Johnson  A  J — £ 
Keleher  J  T— £  1  c 
Knudsen   K — £ 
McGaragham  Mrs  B  J — f 
Noe  &  Hansen — f  c 
Perry  Thos  H— £  1  c 
Phillips  Chas  M— 1 
Redwood   Inv   Co— £  c 
Ricks  &  Son— £ 
Roberto  Chas  H— £ 
Smith   Co— £  1  c 
Smith  V  A— 1  c 
Stem  Walter  Er-i  1  c 
Stewart  &  Co — £ 
Swanson  Oscar — ^I 
Thompson  Geo^£ 
Ward,    Perkins,    Gill    Co 

— i  c 
Zane  Mrs  J  F— £  c 

FOLSOM   CITY 

Bennett  D  W— £ 
Burnham  J   H — £  c 
Clemensen    H — £ 
Cox  J   P— £ 
Foster   Mrs  Kate— £ 
Higgins — Chas — f 
Hyman  I — f 
McFarland   R   O— f 
Miller  O   J— 1 
Rumsey  W  M— £ 
Wiley  D  C— f  1 

FORT  BRAGG 

Andreanni  I  J — f 
Berryhill   Realty  Co— £ 
The  Nelson  Realty  Co — £ 
1  c 

FRESNO 

Alexander  Land  Co — £  c 
Andrews  Geo  R — f  c 
Billings  &   Mayering — fc 
Bonsell  C  R— 1   c 
Braverman   Al£red — 1 
Chappcll   W   I^-£    c 
Edwards  Ins  Agcy — £  1  c 
Fresno  Realty  Co^f 
Frisbee  A  G— £ 
Hagopean  B— 1 
Havner  J   A — 1   c 
Havner  Martin   B — 1 
Kahriman   Wm — f 
Kirk  A  B  &  E  F  S— £  c 
Levy  Bros — £  c 
Levy  H— 1 
Locher  F — ^1 

Madison  Wolfe  Co— £  c 
Mattingly  W  T— £  c 
Meacham    ft    Barton — £  c 
Muratini  J — £   c 
Noble  Bros — £  c 
Parson  G  G — f  1  c 
Rahill  E— £  c 
Reis  &  Ross— 1 
Sample  C  A— £ 
Seibert   &  Mattry— c 
Shepherd-Cochrane    Co— 
£  c 


Smith  W  H— f 
Stebbins  &  Co — £  c 
Sunset   Realty    Co — £   c 
Thomas-Darr  Co — f  c 
White  H   F— £ 
Wilson  G  A  &  Son— £ 

FRUITVALE 

Barkmeyer  Henry — £ 
Fransden  A — £ 
Glaze   J— £ 
Johnson  Chas  J — ^1 
Koch    R   W— £ 
Lcgg  Chas  L — £  1  c 
Plietncr  H   A— £ 
Potter  S  A  &  Co — ^f 
Waterman   F  C— £ 

GILROV 

Blake  W  F— £ 
Chesbro  A  W— £  1  c 
Craw£ord  E  D  &  Co— f  c 
De  Rose  A — £ 
Fitzgerald  &  Co — £  1  c 
Gilroy  Commercial  Co— f 
McKinney  L  C— £ 
Moore  S  T  &  Co — f 

GLENDALE 
Kirk  Wm  B— 1 

GLENELLEN 

Chauvet  H  J— £ 
Hardman  A  M — £ 
Lane  C  O— £ 
Levy  M— £ 
Poppe  Chas  J — ^£ 

GRASS  VALLEY 

Argall  M  Henry— £ 
Barker  C  H— f 
Biggs  Elam- £ 
Gottlieb  S— f  1 
Gren£ell  C  B— £  1  c 
Harris  W  D— £ 
Hennessey  &  Peterson— £ 
Hicks  John  G — t 
Tenkin    C   W— £ 
Morgan   E  C — f 
Nevada  County  Bank — £ 
Taylor  J  E— f  c 
Whittct  Bessie— f 
Wiley  J  M-£ 

GREENVILLE 
Murray  J  R — ^£  1  c 

HANFORD 

Ainsworth   B   D— £ 
Bliss  Geo— £ 
Brailsford  W  H 
Bush  Agency  E  E — £  c 
Chittenden,  Flory  &  Co 

— £ 
Coe  C  H— £ 
Dunham  L  C — £ 
Farley  J  H— £ 
Goldberg  Real  Estate 

Agency — £  c 
Hight  F  R— £ 
Isaac  F  N — £ 
McQuiddy  W    R— f  c 
Nelson  Peter  F— £ 
Newport  W  R— £ 
Sheeu  H  P— £  c 
Smith   Ed   T— £ 
Wright— H   E— f  1 

HAYWARDS 

Armstrong  J  D — £ 
Beam  A  W— £ 
Belvel  Frank  V-fc 
Farnum  J   E — f 
Haley  W  W  Tr— f  1  c 
Hanschtldt    Henry — £    c 
Lemos  F  I— £ 
Musson  E   F — £ 
Prowse  Chas — f 
Parker    Douglas— f 
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Robinson   H    R^f 
RnsseU  T  B— f 
SiItct  Tos€ph  H — i 
Smith  S  C— f 
Warren  E  S— f 
WUb€rt  P— f 

HEALDSBURG 

Coffman  J  T— f 

Jacobs  R  G — f 

Luce  M  Y— f 

McConnell  F  W— f 

Xorton  E  M — f 

Rose  J  \V— f 

Russian  River  Land  Co 

f 
Stanley  A  T— f 
Warfield,  Barnes  &  WiU- 

iams— f  1  c 
WatUes,  Hall  &  Miller 
Wolcott  G  W— f 

HIGHLAND 

Barner  E  E — f 
Browning  John — f 
Kunzman  J — f  1 
Randal!  M  M— c 
True  A  A— f 

HOLLISTER 
Breen  P  \V— f  1  c 
Fanners  Exchange — ^f 
Hamilton   Bro»— f 
Holbrook  E  E— f 
Hollister  Realty  Co— f  c 
McQoskey  Tho»— f 
McPhail  D  F— f 
Palmtag  &  Connor — ^f 
Patterson  John — f 
Shaw  Chas  T— f  1  c 
Thompson  W   E — f 
Wilde  VV  B— f  c 

lONE 

Hammer  B — f 
Mack  Geo— f 
HcMurray  J  W— f 
Merrill  Fred— f 
Newman  J — f 
Perkins  J  D  &  Son— f 
Sibole  &  Gillum 
Stewart  D  Co— f 
Swain  C  W— f 

JACKSON 

Chichizola  A — f 
Conlon  Mrs  Ela — f 
Culbert  C  L— f 
Glavich   John — ^1 
Marelia    Chris — f 
Pcnry  Wm  M— £ 
SpagnoU  S  G  &  U  G  D 

Speer  W  E— 1 
Thompson  W  G — f 
Vela  &  Piccardo — f 
Wright  James  J— f 

KERN 
Williams  J  R— £ 

LINCOLN 

Brown  Lloyd   E — £ 
Fleming    £    A    &   K    M 

— f  1  c 
Ingram  Wm  D — £ 
Jansen  Walter — f 
MnsBer  B  C — f  c 
Sparks  Wm  Jr— £  1 

LIVERMORE 

<\nspacher  Bros — £ 
Callaghan  M  G— £  1  c 
Fletcher  Jos  F— ^ 
Livermore   Commercial 

Co~£  1 
McKown  &  Mess — £ 
Mathiescn  F— £  1  c 
Nissen  C  M— £  1  c 


LODI 

Bewley  &  Lodi  Co— £ 
Bird  Dan  W  &  Co— £ 
Brigman  &  Keeney — £ 
Clark  H  S  Jr— £ 
Coleman  H  B — £ 
Deaver  E  E — £ 
Dougherty  F  A— f 
Ferdun  C  M— £ 
Graham  R  L— £ 
McMahon  J  M— £ 
McSherry  &  Brown — £ 
Schnaidt   C — £ 

LOMPOC 

Balaam  A  G— f  1 
Lompoc   Produce  &  Real 

Estate  Co— £ 
Smith  W  R— £ 
Smith  L  L— £ 
Meals  G  W— f 
Milling  S  P  Co— f  c 
Moore  F  B — f 
Rudolph  Arthur — £ 

LONG  BEACH 

Campbell  W  L  &  Co— £ 
Gailbraith   M   W— £  1 
Malcolm,    Davis    &    Ste- 
vens— £  1  c 
Rapp  Ben — £ 

LOS  ANGELES 

Agency  Co  The— £  c 

Ainley  F  G— £ 

Alderson     F     Earl     Ins 

Agency— £    c 
Allen   A   A   Ins   Agency 

AUen  R  W— £ 
Allen  W  H  &  Son— £ 
Althouse-McAfee  Co — f 
Althouse  W  L  P— £ 
Anderson  A  C— f 
Andrew    J    L — f 
Ansley  B  C— f 
Armstrong  Howard  W — f 
Aronson  Gale  Co— £  c 
Ashby  Jos  J — f 
Atchfev  Tjr— I 
Atwood  C  B— 1 
Baer  Luden — ^£ 
Bailie  Herbert  C— £  c 
Baker  A  C-f 
Baker  Harold  A  Co— f 
Baldwin  O  D— f 
Baldwin  Simeon — £ 
Bancroft  Leigh — f 
Bareford  C  H— f 
Barlow  Allison— f 
Barham  Guy  B — £ 
Barnes  Gratz — ^1 
Barrett  Irwin— f 
Bamet  W  T— £ 
Barrett  &  Daum — £ 
Batchcller  L  W— 1  c 
Bayly  Bros— f 
Bean  C  W— c 
Beaver  T  H— £ 
Behrcndt-Levy   Co   Inc — 

Bein  A  H— 1 
Bernstein  B  F— 1 
Bickford  J  L— 1 
Bigford  M   A— c 
Bingham  C  H— 1 
Blair  A  G— 1  c 
Blanchard  E  L  Co— f 
Blanks   H— c 
Bliss  C  H  J— £ 
Bogy  Vernon  C — £ 
Bolle  Theo. — c 
Bond  Arthur  D— f 
Bonjmge,    Girdlestone    & 

Co — r 

Boothby  C  E— 1 
Bond  Inv  Co — f 
Bond  R  J— c 
Boylan  James  F — £ 
Bradford  C   W-1 


Briggs  Sidney  L — £ 
Bristol  F  O— 1 
Brown  &  Doolittle— f 
Brown  Bros  Co — f 
Brown  Robt  A — 1 
Brownrigg  J   E— 1 
Brundige  Ed  &  Co— f  c 
Brush   R  G— £ 
Bryan  &  Bradford— £ 
Bundy  Thos  C— £ 
Burbank  &  Baker— £ 
Burbank    R    E    &    Co— £ 
Burck  Lawrence  B  Ins 

Agency— f 
Burgwald  &  Phillips— £ 
Burgwaid   H   M— £  c 
Burke  Carlton  F — ^£ 
Calkini  F  S  &  Co— £ 
Campbell  Ben  T— f 
Campbell  Warren  I — f 
Campbell  W  Ross  Co— £ 
Carter    Dan    F — £  c 
Cason  E  W  Co— £ 
Chandler  L  B— £ 
Chandler  R  W— 1 
Chaney  L  S— c 
Chapman  W  O— £  1  c 
Charv  C  E  &  Sons— £ 
Childs,    Hickes  &    Mont- 
gomery— £  1  c 
Clairemont  Co— £  c 
Clark,    Wesley  &  Co— £ 
Clemens  W  /— 1 
Coast      Utilities      Inves- 

ment   Co — £ 
Coffin   Franc    N— 1 
Collier  F  E— f  1 
Collins  Jas  L— 1 
Collins  L  B— 1 
Conaway  O  P — f 
Consolidated    Agency    Co 

— £  1  c 
Continental  Securities  Co 

-fl 
Cooper  E  C— 1 
Cornell  F  D  Co — £ 
Cornish  H  L  &  Co— £ 
Cote  J  H-f 
Cramer  W  H— I 
Crandall  J    E— £ 
Cribb  E  C  &  Co— £ 
Cromer  G^f 
Crooke  P  W— £ 
Crook  &  McCann— f 
Crown  C  C — f  c 
Davenport  R  H — ^1 
Davis  R  H— £ 
Davis,   Prenzlauer   &    Co 

Dewey  S  B  &  Co— £ 
Deyoe  J  W— £ 
Dickinson   Geo   L — 1 
Dornbergcr  Fred — f 
Doyle  A  L — £  c 
Dukinfield  H— £ 
Dunnington  F  H — ^£ 
Ebner  A  B— 1 
Edwards  W  T— £  c 
Edwards  &  Wildey  Co— t 
Ege  Chas  B — c 
Eldredge  Edw  L-1 
Parish  O  E  &  Co— £ 
Ferguson  D  W — £ 
Fischer  B  C— f 
Flack  E  B— £ 
Flint  &  Hart— £  1  c 
Folsom  Allison  G — f 
Folsom  S  M— 1 
Foote  H  W— £  c 
Ford  E  S— 1 
Foster  J  D  &  Co— £ 
Fowler  Edw  M  &  Co— f 
Frankel   Cecil— 1 
Gallagher  J  A— £ 
Gardner  John  N — ^f 
Gatchel   C  H— f 
Geldert  W  H  L— f  c 
Gessell  F  A — 1 
Gibbs  Edw  A  Jr— f 
Giffin  E  B  &  Co— f 
Giles  R  J— 1 


Gilligan  J  J — c 
Gilmore  Geo  D — £ 
Golden  M   B— £ 
Greenfield   W  J  T— £ 
Greenwood  L  A — ^I 
Griffith  P  H— £ 
Griffith  John  T— £ 
Grim  Miss   Laura — ^1 
Gunter  J  W— 1 
Guy  I   C— 1 
Guy   H    P— 1 
Gwynn  Al£red   £  &    Co 

Haas  &  Bur£ord — c 
Hall  Bros— f 
Hall  Clarence  D— f 
HaU  Otho  N— £ 
Hamilton  W  A— 1 
Hanford  R  H— f 
Harris   Charles — ^£ 
Harris  Mark  B— f 
Hastings  Bros— £ 
Hausman   Paul   G — ^1 
Heinsch-Butler    Co^£ 
Hill  L  F— 1 
Hillman  R  G— £ 
Hinds  I  B— £ 
Hoeffiin  W  R-1 
Hoffman-Akey   H   V    Co 

Holland  Earl   R— £ 
Hollingsworth  W  I  &  Co 

Inc— £ 
Honsinger   E   R — ^£ 
Hopper  C  B— f  1  c 
Horton  G   C — £ 
Howard   H    &    Co— £ 
Hubbard  Chas  L-flc 
Hughes  F  S— £  c 
Hum£reville  Bros  &    Co 

— £ 
Hunter  &  Camfield— £ 
Huntingdon  A  P— 1 
Hurd   Bros— 1 
Hyans  E  C — £ 
Inman  G  A — £ 
Insurance    Agency    Co— 
f  c 

ackson  H  R — £ 

anss  Inv  Co — f 

aquette  W  VV— £ 

enkins  R  H— f 

ergins  Co  A  T— £ 

ohns   R   G — £ 

ones-Potter      Realty     & 
Inv  Co—  £ 
Kays  J  W  Co— f 
Keating-Bainbridge    Co — 

Keeler  Paul  G— f 

Keleher  T  J— f 

Kellner  B  J— £ 

Kelsey  F  M— f  c 

Kennedy  J  D— £ 

Kenyon  &  Truscott — £ 

Kicrulff  B   F  Jr— 1 

Klokke  Karl  C— £ 

Knight  J  O  &  Co— £ 

Kolf  &  Brown— f 

Korbel  AT  O— £ 

Kremer,   Campbell  &   Co 
— ^£  c 

Kroesen   Bros — ^£ 

Kuhl  Wm  F— £ 

Labry  W  E— f 

Lamb  &  Dowell— f 

Langmuir   C   H — 1 

Large  H  G— f 

Larrabee  Geo — 1 

Lc  Sage  J  Henry — £ 

Letteau  G  H — f 

Lockhart    &    Stepper— f 

*Lockhart  O  P— f 

Los  Angeles  Fire  Ins 
Agency — £ 

Los  Angeles   Investment 
Co-f 

Los    Angeles     Underwri- 
ters Agency — £ 

Louis  Underwriters 
Agency — f  c 
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Lundeen  K  Co — f 

Lunt  R  G— f 

Lynch  Geo  A — I 

Lyndall  C  P— f 

McConnell    S:   Irvine — f 

McConnell  A  C— f 

McLonnell  Levi  J— 1 

McCulloch  R  L— X 

MacDonald  G  W— f 

McDougald  Alex — f 

McGarry  P  J  &  Co— f  c 

Mclntire  G  L— f 

McKinnen  A  G — 1 

McLaughlin  L  V — f 

McMuUen  F  E— 1 

McNail   Victor   L— f 

McNeill  I  C— 1 

Mage  W  C— 1 

Magnolia  Realty  Co — f 

Manana  &  Coohng— c 

Major  Horace  T— f 

Makon  H  E^l 

Malone  D  B— I 

Mancha  Matt  T  &  Co— f  1 

Marks  David— 11 

Matthews  &  Matthews — f 

Mathews   Frank — {  c 

Martin  Wm  H— 1 

Maxson  Herbert  E— 1 

Merchants  Realty  &  In- 
vestment Co — i 

Mcrritt  Chas  T— c 

Merwin  W  B  Co— f 

Metcalf  &  Ryan— f 

Metxger  W  H— 1  c 

Metzler   B  J— » 

Miller  C— 1 

Miller  E  S— 1 

Miller  H  L  &  Co— f 

Miller  T  M  Co-f 

Miller  W  H  &  Sonfr-f 

Mills  H  F— f 

Mines  W  W— f  c 

Moir  W  H— 1 

Montgomery  C  S — ^l 

Morris  Elmer  C — 1 

Morrow  J  H — f 

Moses  &  Andrews — 1 

Moses-Starr  Co— f 

MueUer   G— f 

Muma  IrwinJ— 1 

Murphy  W  K—l 

Musselwhite  E  V— 1 

Nabors  J  B  &  Soiis— f  c 

Neiswender-LeClaire  Co 
— f 

Nelles  H  B— 1 

Nieman  Cha»— f 

Norton  James  J— £ 

Nott  E  fc-c 

O'Brien  H  E— £ 

O'Brien  Tim— 1  c 

Orsatti  M— f 

Osmun,  L  G — c 

Palmer  Willis— 1 

Park  Bros— f 

Pacific  Mortgage  Co— f 

Pallette  Baird— c 

Pearson  W  T  &  Co— £ 

Peck  E  E^l 

Perkins  Gregory  Jr — i 

Perry  Fred  J— £ 

Phelps  W  W— f 

Phillips  C  S  Co— f 

Phillis  H  D-1 

Piric  A  J— f  c 

Pohlman  G  W-^ 

Poindexter   R    W— f 

Porter  E  H  Co— £  1  c 

Powers  F  E — f 

Powers  Investment  Co— f 

Price  Ernest  E— £ 

Price  R  L— f 

Prinsen  J  A— f 

Purcell  G  M— f 

Rabe  E  Earl— I 

Raphael  Robt  H— 1 

Quitzow  Chas — £ 


Rathbun  Geo  A — 1 
Redpath  F  H  Co— £ 
Reed  A   L— c 
Reed  C  A— 1 
Reynolds   Ralph — f 
Rice  Wm  F— 1 
Richards  F  F— f 
Richards  Bernard  J — f 
Rindge  S  F-f 
Rogers  E  E— 1 
Robins  Leigh  H— £ 
Robertson   A   D  Jr^-1 
Roberts  C  Wesley  Co— £ 
Roberts  T  S  InsAgcy— £ 
Rohrer  C  W— £ 
Rose  &  Murray — f 
Rouse   B   P— 1 
Rouse  W  H— 1     • 
Rowan    R   A   &   Co — £  c 
Rowc  E  A— f 
Rule  &  Sons— £ 
Russell  John  N  Jr— 1 
Ryan  F  J  &  Co— f 
Ryon  W  A— f 
Savage  W  H— 1 
Scarborough   W   B— £ 
Scherer  O  F— £ 
Sellers  Darrow  H — 1 
Sentous  Realty  Co — f 
Sends  L  B— c 
Seyler  Chas  Jr — f  c 
Shaw  Frank— f 
Shumate  N  T— 1 
Shuster   Morrow  &  King 

Inc — £ 
Siegel  Fred— f  c 
Smith  H  Harry- f 


Smith  Hugo  M— f 
Smith  J  Howard— £ 
Smith  W— f 
Stacy  Realty  Co— £ 
Stampley  L  W— f 
Staniiord  G  F— £ 
Stark  £  M— i 
Stark  E  N— 1 
Stephens  L  P — f 
Stephens  M   W— £  c 
Stephens  R  B  &  Co— f  c 
Stephens  Will— £ 
Stevenson  G  F— 1 
Stewart  W  F— f 
Stewardson  Wm — ^f 
Stodghill  Wm  M— f 
Stout-Clairemont  Co— f 
Stovel  C  J  Agency— f 
Stovel  R  J  Agency^— c 
Sturdivant  W  B— 1 
Suydam  J  S — £ 
Swank   &   Letton— f 
Swift  C  A— f 
Swindell  H  C-£ 
Tait  C  A— £  1  c 
Talbot  Chas  L— f 
Tandy  &  Story— f 
Taylor,  Russell  McD— £ 
Test  L  L— 1 
Theberg  A  S— 1 
Tiedemann  T  H  A — f 
Tresslar  V  M— 1 
Thom  C  C— c 
Toner  A  I^-l 
Topham  John  &  Co — £ 
Tresslcr.  Sidney   P— f  c 
Trott  D  M— I 
Trumbower  Wm  P — 1 
Turner   C  O— f 
Union  Realty  Co— f  c 
Urmston  J  K— f 
Vail  &  Eldridge— 1 
Van  Alstyne  Guy — c 
Van  Slooten  J   F— 1 
Vaughn  &  Mayne — £ 
Van  Valkcnburg  Chas — f 
Vawter  J  P  &  Co— f 
Veasey    &    Hayward    Inc 

— £  c 
Vetter  Louis  F— f 
Vickrey   O  A    &   Co— f 
\'incent  Fred  E— f 
Wade  &  Whelan— f 
Walker  H  E— 1 


Wallace  W  L— f 

Walsh  Frank  E— £  c 

Waltrip  T  A— 1 

Wardc  D  M— 1 

Ware  Robt  L  Inv  Co— £ 

Walton  Fred  A— f 

Warren  A  M — f 

Watson  Ralph  M— f 

Weik  F  G  &  Co— £ 

Western  Ins  Agency — £ 

Wheeler  Bros  &  Pierce 
Inc— f  c 

Whelan   Wcldon   D— f 

Wickett  F  A— 1 

Widenham   Wm   W— f 

Wills   B   G— c 

Williams  F  H— £ 

Wilson  J  Wesley— £ 

Wilson  Robt— 1 

Wilkinson  Jas  W— £ 

Woodruff  W  H-£ 

Woods  Almon  V— 1 

Wood  L  H— f 

Woods  O  A— 1 

Wren  &  Van  Alcn  Inc— 
£c 

Wright  -  Callender  -  An- 
drews Co^£  c 

Yarnall  Geo  S — 1 

Yates  J  P— f 

Young  W  H— f 

Yourstone  H — ^1 


LOS  GATOS 

Angell  E  G— f  c     * 
Balch  S  D— £ 
Fitch  J  G  &  Son— f 
Frost  F  P— £ 
Lathrop  M  A — f 
Mabie  I  D^f 
McMurty  G  S — ^£c 
Noble  &  Riggs— £c 
Rogers  Noah  G 
Wright  J  G— £ 


MADERA 

Breslin  C— £ 
Foster  &   Stahl— £  1  c 
Dyer  R  C— £ 
Smith  &  Williams— £ 


MARTINEZ 

Blum  A  E— f  c 
Bush  H  M— £ 
Daley  &  Dunkel:— f  1  c 
Glass  F  L— f  c 
Hale,  Edson  D— f  1  c 
Hayden  C  H  J— f  1  c 
Lasell  Co— f 
Lvford  Geo  H— f  1 
McNamara  J  J— £  c 
West  D  J— f 


MARYSVILLE 

• 

Aaron  C  F — £  1  c 
Arnoldy  Mat — £  1  c 
Cooley  C  S— £ 
Harney  G  W— £  1  c 
Irwin  &  Gluckman — £  1  c 
Tones  R  D— 1 
Lane  Frank — f  1 
Lytle  P  W  Co— f 
McCormick    Ralph — f    c 
Richards  Geo— t  1  c 
White  A  H— £  1  c 


MAYFIELD 

Cuthbertson  S  M— f 
Ellett  Charles— f   1 
Hcbbard  F— £ 
MacDonald  £  B— c 
Peers  Alex — f 
Ponce  J  P— f 


Schacfcr  J  P— £ 
Telmont  D  D — £ 

MENDOCINO 

Brown  A — f 
Brown  E — £ 
Brown   H — ^£ 
Grindle  J — f 
Heeser  A  A — £ 
Jarvis  &  Nichols — £ 
Luiz  Chas— £ 
Murray  J — f 
Packard  C  O— f  1 
Wallace  W— f 

MERCED 

CUrk  E  M— 1 
Cornett  J  R— £  1  c 
Laudram   H—A 1  c 
Merced  Lumber  Co— f 
Moor  E  L — f 
Oliver  J  M— £  1 
Russell  J  E— f 
Simonson   &  Harrell — t 
Wood  J   D— £ 
Worden  L  G— f  1 


MODESTO 

AbboU  Mr^£  c 
Davis  Ed— f  1 
Campbell   J   W— £ 
Davis  Ed— f  1 
Devoe  S  F— f 
Oilman  R  E— f 
Grange  Co — £ 
Harp  J  D— f 
Harter  W  A— f 
Holtham  A  E— f 
Irrigated  Lands  Co — £ 
McOirthy  &  Weast— f 
Marshall  &  Austin — f 
Maze  &  Wren— f 
Maze  Ella  C — f  c 
Maze  Geo  C— £1 
Minnicar  C  W— f 
Modesto  Land  Co — £ 
Morris  C  C — f 
Moss  &  Windtts— f  1  c 
Municipal  Land  Co— f 
Murray  &  Jones— f 
Neil  &  Neil— f 
O'Connor   Geo   W— £ 
Perley  George — £ 
Pioneer  Land  Co— £ 
Rice  T  E  B  &  Son— £  1  c 
Riemenschneider   Bros— £ 
Ross  J  W— £ 
Shoemaker  A   B — ^f  c 
Thomas  &  Walstram — f 
Weyer  H  P— £  1  c 
Williams  O  H— f 


MOKELUMNE  HILL 

Davidson  S   L — f  1 
Fitzell  L— £ 
Greve  H— f 
McCarthy  A  H— f 
Nuner  C  G — £ 
Peck  F  W— £ 


MONROVIA 

Alvord  F  P— £ 
Barnes  L — £ 
Bent  Mrs  M  E— £ 
Bovee  &  Krutsch — f 
Bryant  O  N — £ 
Banker  J  E — £ 
Coombs  Joseph — f 
Evans  H  J— £  1  c 
Evans  W  H— £ 
Gilchrist  H  B— £ 
Halock  ft  Wade— f 
Rives  E  E^f 
Smith  R  R— { 
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MONTEREY 

Coast   Counties    R    E    ft 

Inv  Co — f 
Jacks  R   C— f 
Fakobs   Frank   C— f   1  c 
)oha«on  D  W  \V— f 
Monterey   Inv    Co    (Inc) 

— f  c 
Pirer  J   P   Realty    Co- 
Wright  B  F— f 

NAPA   CITY 

Bickford    E— f 

Chapman  S   M — f 

Davis  H  S— £ 

Emory  W — ^1 

Goodman  Jas  H  &  C»-*t 

Graves  John — f 

Hales  T  H— 1 

Hayman  John — f 

King  E  H — f  c 

Mount  &  Son — f  c 

Morse  H— f 

Sawyer  H  H— 1 

Smith  A  H  Co— f  1  c 

Thompson  The  W  G  Co 

-f  1  c 
Wdr  H— f 
W  yckoff  S  H—f  c 

NATIONAL   aXY 

Arnold  A  G— f  1 
Bumham  Jas  &  Co— f  e 
Hugo  M— f 
Stinsman  S  E — f  1  c 

NEEDLES 

Benedict  H  E— f 
Butler  Geo  E— f 
Monaghan  &  Murphj— f 

NEVADA  aXY 

Badger  Edw  W— 1 
Cumow  H  A— I 
Fleming  J  D— f 
Garthe  L  A— f 
Hook  Edgar — f 
Marsh  S  W— f 
Morgan  D  E — f  I  c 
Morgan  E  J— £  1  c 
Ott  E  N  J— £ 
Powell  E   T   R— 1 
Rector  G  J— £ 
Rosien  R  C— 1  c 
Wcrry  John — £ 
Wright  H  J— f  1  c 

OAKDALE 

Coleman  Amos-— £ 
Collins  Phil— £ 
Coul  Thos  B— 1 
Hayes  W   Scott— £ 
Murphy  Geo  C — £  c 
Pioneer  Bank — i  c 
Shields  J  J— 1 
Wright 


w 


OAKLAND 

A;ello  F— £ 
Albright  J    W— £ 
Alameda    County    Realty 

Co— f 
Anthony  R  M — f 
Austin  G  \V— £  c 
Ballard  D— £ 
Bankhead  H—f 
Beckwith  John  A— £ 
Blodgett  N  A— f  c 
Bowes  William — f 
Brooks  F  W  S— £ 
Burr  F  D  &  Co— £  c 
Cahill  S  E-f  c 
Cameron  Hush   M — f 
Campbell  L   Er— 1 
Champion  T  C — £  c 
Chicken ng  R— £  c 
Clay.  Hotcbkiss  & 

Schrocter — f  1 
Cohen  S— £ 


Colbert  ft  Co— f  1  c 

Cook  E  P— £ 

Craig  ft  Currie  Co — £  c 

Davenport  H — £ 

Dobson  D  O — £ 

Dohnnann  W  C— £  c 

Drew  Wm — 1 

East  Bay  Home  Builders 

(Inc)— £  c 
Edoff  ft  Vail— £  c 
Elrod  J  R  Co— £  c 
Emigh  T  P— £  c 
Fletcher  ft   Rohrbach— f 
Fletter  O  W— 1 
Ghirardeli   J— £c 
Hall  E  W— £ 
Harrod  B — f  c 
Holcomb   Realty   Co — £ 
"^ackson  S — £ 
ackson  S  E— c 
ewell  F  W— 1 
obnson   H — £ 

:elly  Helen  L  Co— £ 
Kerr  &  McCandlish— £  1  c 
Kimball  L  M— £ 
King  J  H—f  c 
Knapp  R  A — f 
Knowles  Thos-^f  c 
Koenig  ft  KroU— £ 
Lanktrce  J  B— f  c 
Laymance    Real    Estate 

Co— £  c 
Le  Ballister*  F  W— £  c 
Lee  Geo — f 
Leffman  H— 1 
Lindberg  O  F — £  c 
McCartney  M   P— £  c 
McConkey  G  W-1 
Macdonald  A   N — £  c 
Magill  Chas  J— £  c 
Magill  R   H— £ 
Martens  John — £ 
Martin   C   S— f 
Meese  Edwin — £ 
Metzler  Jos— 1 
Micbener     W  L  &  Co— 

£  c 
Monsen  M— 1 
Montgomery  R  J — f 
Morgan  T  W— £ 
Naismith  G  S— £ 
Perkins  J   M— £ 
Porter  F  F  &  Co— f  c 
Porterfield  G   K— £ 
Porteus  J  H— 1 
Reed  Fred  E  Co— £ 
Reef  Henry  J— £ 
Richards  C  A— £ 
Salinger  J  M— £ 
Seulberger,    Eccleston    ft 

Dunham— £ 
Shrader    ft    Thomas— £    1 
Simpson  R  W— 1  c 
Stahl  Bro»— £  c 
Stephenson  L  A — £ 
Stroud  J  A— 1 
Thane  J  E — f 
Taylor  Bros  &  Co — £  c 
Thomas  J  A— f  c 
Thomas  M  A— £  c 
Thompson  S  B — 1 
Toohig  J  M— f  c 
Trathcn  A  H—f  c 
Troy  J  H—f 
Vail  Henry  R— f  c 
Vinson   Brokerage  Co— 

f  c 
Walker  A  J— f  1 
Wann  U  A— 1 
Weil  ft  Clow  Co  Inc— 

f  1  c 
Wdd  W  C— f 
West  William  B— f  1 
Wenham  &  Pugh — f  c 
Wheatley  H   M— f  1  c 
Whitton  A  H—f  c 
Willard  G  A— f  c 

ORANGE 

Adams  H  Z — f  1  c 
Clayton  W  H  H—f 


Craddick  S  M— f 
Davis  EvaA— f 
Frederickson   C  O— 1 
Fernald  A  R— f 
Haynes  Dorothy — f 
Hemphill  L  W— f  c 
Jom  Carl— f 
Miller  Helen- f 
Porter  J  R— f 
Ralph  A  S— f  1  c 
Weiss  E  K— f  c 
Whitney  W  M  Co— f 

OROVILLE 

Damon  U  M— f 
Duncan  W  E— f 
Gray  F  H-f 
Lawrence  J  A— 1 
Lcgrgett  J  H—f 
McGee/ohn  M— f 
Morse  Geo  P— f 
Oroville  Realty  Co— £ 
Vaughan  J  R— f 
Worth   Cal   Real  Est  Co 

Whitney  Mrs  F  C— £ 

PACIFIC  GROVE 

Estabrook  C  R— 1 
Fritz  S  L— f  c 
Gretter  W  C— 1 
Harris  Real  Estate  Co— 

f  c 
Lloyd  Etta  B— f 
Norton  Chas  T— f  1  c 
Strong  &  Kemp — £ 
Work  T  A  Co— £ 

PALO  ALTO 

Cuthbertson   Harry   F— 1 
Haley  A  M— 1 
Talboy  Wm  E-1 

PASADENA 
Allin  Bros— £ 
Anderson  &  Johnson— £ 
Ame  C  S— Ic 
Beardsley  J    B— 1 
Becker   A   J— £ 
Benedict  W  G  &  Son— f 
Biles  Glenn— 1 
Blake  O  C— 1 
Blankenhorn  D  Co— £  c 
Bragdon  J  R  &  Co— f 
Brafnard  J   C— f 
Brown  C  G  Co— f  1 
Cochrane  Wm  A  Co— f  c 
Colburn  C  H— 1 
Deegan  C  A— 1 
Dom-Sykes  Co— £ 
Dugger  Geo  W— 1 
Dundore  J  B— f 
Fawkes  F  H— 1 
Godber  &  Gates— f 
Good  Vincent  W— 1  z 
Grabel  &  Austin— fc 
GratUn  W  E— f 
Gueycr  C  G  Co— f 
Hilborn  B  L-1 
Hogan  Co  The— fc 
Horton  N  T  &  Son— f  c 
Jungblue  W    0—1 
Kendall  B  O  Co— f 
Lacey  W  B— 1 
Lockwood  E  H—f 
Long  Frank  H—f 
MacLaughlin  Co  Leo— 

fc 
McDonald  John  Co— f 
Middleton  H  L— I 
Mitchell  F  B— 1 
Montfort  C  E— f 
Ncvin  W  H—f 
Newman  &  Millei^-f 
Nickerson  W  T— 1 
Pasadena  Investment  Co 

— fl 
Pearson  A  A— 1 
Pierce  Guy — 1 
Piatt   Frank    C   Invest- 


ment Co — f 
Pyle,  Chester  R— fc 
Shute   Co— f 
Sisson  Co— f 
Staats  W  R  Co— fc 
Strafford  E  H-f 
Sroat  Geo  N— f 
Sturdevant  W  B— 1 
Test  L  1^1  c 
Wagner  J  M— 1 
Williams  J  A-1 
Woodworth  J  H  &  Son— 

£  c 
Wotkyns  Bros— f 

PETALUMA 

Allen  C  M-f 
Batchelor   D  W— £  1  c 
Butler  E   H— f  I  c 
Cavanagh  £ — f 
Comwell    F  J— f 
Cromwell  F  A— f 
Denman   F   H—f 
Dole  E  J— f 
Dresbach  W— f 
Fury  C  F— f 
Gwinn  ft  Tomasini — £ 
Hickey  W  J-f 
Higbee  ft  Turner — £ 
Hopkins  O   C-f  1  c 
Horn  J  W  &  Co— £  1 
Houx  W  D-f 
Howell  F  W-f 
Lawler  J  Jr — f 
Lippitt  F  K— f 
McDonald   W-flc 
McMullin  Emma— f  1  c 
PeUluma  Realty  Co— £  c 
Righetti  R-f 
Smith  Geo  N— f 
Spridgen  W  T-f 


so 
VVi 


Winficld  C  R— f  1  c 
Young  Geo  C— f  1  c 

PINOLE 

Cabbelaria   M — f 
Downer  E  W— f 
Fraser  J— f 
Greenfield  A — f 
Russo  James — f 

PLACERVILLE 

Alderson  P— f 
Benson   Elmer — f 
Berry   R   K— c 
Blair  Jas  Jr— f 
ButU  L  T— f 
Maginnis  S  H — £ 
Mierson  Max — £  1 
Pearson  J — £ 
Pierce-Bosquit    Abstract 

ft  Title  Co— f  c 
Placerville  News  Co— £c 
Richards   James — f 
Simons  D— f 

PLEASANTON 

Arendt  H  &  Co — £ 
Bairos  &  Graham — £ 
Benedict  E  L— f 
Donahue  &  Gale — £ 
Ellis-Pickard  Co— £ 
Hall  E  E— f 
Kolb  George— f 
Kolb  P— f 
Mendonza   John — f 
Smallwood    Claud — f 

POMONA 

Alden    Steve— f 
Caves  C  C— f 
Curran    Co^f 
Boyd  Sidney — f 
Bradley  &  Eclls— f  1 
Fitch  J   A— f 
Frisbie  G  L— f 
Gallup  J   A — f  c 
Hotchkiss  E  A— f 
Jones  Lowell   M — f 
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EDWARD    BROWN    &    SONS 


General  Agent  s. 


202-:304  Sansome  Street 


San  Francisco 


SVEA  INSURANCE  CO.,  Pacific  Coast  and  Rocky  Moantain  Districts 

AGRICULTURAL.  Pacific  Coast 

GLOBE  &  RUTGERS  OF  N.  Y.,  Pacific  Coast 

HAMILTON   OF  N.  Y.,  California— Oregon 

GLOBE  UNDERWRITERS  AGENCY  OF  N.  Y.,  Pacific  Coast 

FIRST  NATIONAL  OF  WASH.,  D.  C,  Pacific  Coast 


CAL. — Pomona,  Con. 

Lcadingham  &  Lee— f 
Loucks   R  N — 
Olds  Fred   L— 1  c 
Payton  W   F— f  1  c 
Ritter  F  W  &  Co— f 
Short  R  C— f 
Tufta  A  H— f 

PORTER  VILLE 

Carr  H  C— f  c 
Horbach    R— f 
Konda  A — f 
Newbury  A  T — ^f  c 
Phillips  W   B— f 
Premo  W  E— f  c 

QUINCY 

Dorsch  H  G— f 
Miller  W  J— f  1 
Plumus  County  Bank — f 

RED  BLUFF 

Cone  &  Kimball  Co— f 
Coyle  W— 1 
Dale  Chas— 1 
Douglas  Robt  L— 1 
Douglas  Wm  C — 1 
Fecly  Mr — f  1  c 
Forticr  E  C— f  1 
Gardner  Elias  D  Co— 

f  1  c 
Ludeman  A  H — f 
Murdock  S  W— f 
Poe  E  Herbert  Co— f  c 
Polslcy    Harry — f 
Stoddard  Mr — f  c 
Swain  &  Warmath— flc 
Thomas  P  O— £ 

REDDING 

Albreaht  August— I 
Baker-Clay— f 
Baker  H  F-f 
Dean  Arthur— f 
Eldridg  F  M— f 
Frisbie  E   C — f 
Hare  &  Hill  Co-f  1  c 
Primm  F  P— f 
White  John  &  Co— f 

REDLANDS 

Austin  &    Clark— £  1 
Biggin  Geo  S— £  c 
Brock  A  E  &  Co— £  1  c 
Clark   L  W— f 
Fisk  J  P  Co— f  1  c 
Fowler  &  Hunt— £  c 
Gill  &   Rabbeth— £ 
Harley  P  L  &  Co— £  c 
Nahmens  E  N— £ 
Patterson  &  Rigby — ^f 
Tatnell  R  N— f 
Waldo  S   S— £  1 
Wheat  T  F— f  1 
Winsted  L  M— I 


REDWOOD  CITY 

Buck   George    H — f 

Cullen  Con— f 

First   National   Bank— f 

Ic 
Fox   E  B-f 
Glennan  Fred — f 
Hartley  Mrs  T  E— f 
Knight  C  E— f 
Landscheit  C — £  1 
Mabie   Carl — 1 
Read  J  J-f 
Redwood  City  Com  Bank 

— f  c 
San   Mateo  County  Bldg 

&  Loan  Assn — f 
Thompson   E — f 

RIVERSIDE 

Alger  &  Ofstad— f  c 
Bush  B  B — £  c 
Castlemsn  P    S   ft   Co— 

£  1  c 
Dole  Geo  H— £  c 
Echlin  J  C— f  c 
Ellis  &  Ellis— f  c 
Everest  DeWitt— £ 
Flaherty  T  F— £ 
Hamlin  F  0-£ 
Kingman  &  Walther — £  1  c 
Lcms  A  C  ft  Co— £ 
Lindsay  B   F— £  c 
McCloskey  W  P— £ 
McKenzie  &  Pedley— £  c 
Milice  A   S— f 
Morrison  &  Nelson — f 
Nye  &  Knight-f 
Post   Charles  A— f  c 
Potter  Harvey — £ 
Powell  Percy  A— 1 
Ramsey  G  S— 1 
Shafer  G  H— f  . 
Stonesipher  C  £  Co — £ 
Taylor  F  P— 1 
Tetley  C  O— f 
Van  de  Gri£t  J— f 
Wilson  W  S— £ 

SACRAMENTO 

Baker  H  W— f 
Bell  C  E— 1 
Blank  &  Lytle— £ 
Brooke  Realty  Co — f  c 
Cadle  F  F— c 
Callahan  &  Ryan— £  c 
Carly  J   C  Co  Inc— f  c 
Carmichael  Co  The— f  c 
Clevenger  A  W — 1 
Denton    C  H— c 
Foye   Thomas— 1 
Geisel  E  T— 1 
Grau  H  W  H— 1 
Heilbom  Realty   Co— f 
Hickman  &   Coleman   Co 

— f  c 
Johns  The  F  J  Co— £  1  c 
Kelly  E— 1 
Kerr  A  B— £  c 


Leonard  Ben  Co — f  c 
Mackinder  W  A — £  c 
McAnear  S   F— I 
McClelland  H  A— f  c 
Nathan    &    Michel— £   c 
Peck  Ins  Agcy  F  S— £  c 
Pockwitz  Leo   Co — f 
Reed  &  Elliott— £  c 
Robertson  &  Govan  Co — 

£  c 
Saunders  C  E  V— 1 
Sterner  J  H— 1 
Thompson  C  N — f 
Trainor  A  T— f  1 
Wentz  J  H— c 
Wiard  L  E— £  c 

ST.  HELENA 

Blake  W  J— f  1  c 
Gans  Robt   H— f 
Hooper  E  E — f  1  c 
Johnson  J  G — £  1  c 
Murray  E  M — £ 

SALINAS 

Adcock  J  A  G^£ 
Borden  Jos — f 
Clark  W  H— f 
Connor  J  J — £  c 
Fontaz  F  /— f 
Garrigus  Mrs  L  H — f  1 
Kelley  T  J— £ 
Kirk  Mrs  Stella— £ 
Lang  H  &  Zebala— £  c 
McCollum  A  J— £ 
Olsen  J— £ 
Rodgers  Luthor — £ 
Soberanes  Ben — f 
Thorp  C  H— £ 
Wallace  D— f 
Winham  Bro»^£ 
Worth  &  Norris— £ 

SAN   BERNARDINO 

Adair  Noth 

Boyd,  Scott  ft  Lothrop— 

Dalldorf  &  French— £ 
Downer  A  J — £ 
Draper  &  Curtin — ^f  1  c 
Insunnce   Land   &  Loan 

Co— £  c 
Johnson  E  D— 1 
Monahan  C  W— £  1 
Palmer  Arthur — £  1  c 
Reed  W  H— £ 
Rogers  W  H— £  1  c 
Security    Investment    Co 

—£ 
Shepardson  J  B — £ 
Tompkins  &  Fieid— £  c 

SAN  BUENAVEN- 

TURA 

Aplin  W  B— £ 
Barnes  G  S— £ 
Hammons  John  W  &  Co 
£  1  c 


Hathaway  L  P— £  1 
Hearne   N   Sr — £ 
Hogue-Kellogg    Co — f 
Hopkins  Mr — ^1 
McDonell  C  B— I 
McGonigle  John — ^1  c 
Mclntyre  J  F— f 
Moore  A  L — 1 
Reppy  John  H — £  1  c 
Ventura  Development  Co 
— £  1  c 

SAN  DIEGO 

Arnold  C  G  &  Son — f 
Bowler  Geo  F — £ 
Coon  H  K— 1 
Cos^rove  Arthur   Co — I 
Dodson  A   E — f 
Downs  J  R — ^1  c 
Fintzelberg    &    Stienmetz 

— £ 
Fisher  Harry  &  Co— £  c 
Foote  H  W— £ 
Gist  Oilman  A— f  c 
Goodwin  G  &  Co — £ 
Henking  &  Randolph — ^1 
Kendal  E  L— £ 
Kuhn  Miss  S  C — £ 
LaMar  Bros — £ 
Lancaster   &  Lancaster-^ 

£1  c 
Ludington  W   F — £ 
Lvon  E  T— I 
McMurtrie  L — £ 
Masten  &  Kendell — £ 
Neale    Herbert — ^f  c 
Neal  &  Home— 1 
Niven  John — £ 
Oesting  C  W— f  c 
O'Neal  Chas  F— £ 
Park  Grable  Co— f 
Rice  J  A  ft  J  C  Co— f 
Starkey  J  B— f 
Swayne  E  J  Co— £ 
Wallace  J  T— 1 
Walsh  R  J  ft  Co— £ 
Watts  Nathan — £ 
Wawowsld  Osborne  Co— f 

SAN   FRANCISCO 

Adams  &   Collamore — fc 
Adams  Wm  ft  Co — ^£ 
Adler  Jacob — £ 
Ahem  A  J— £ 
Alexander  ft   Martens — t 
Alison  Mrs  B— £ 
Allan  ft  Chase — I 
Allen  Henry  F— £ 
Allen  H  F— f 
Altshuler   Sama^ — £ 
Altvater  W  F  ft  Co— £ 
Ames  R  W— 1 
Anchor  Realty  Co— £ 
Anderson    V    A— I 
Andrews  Wm  P— 1 
Ankele  J  H— £ 
Armstrong  E  W — 1 
Arnold  Frank  D— 1 
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Arp  C  W— f 

Ashtoa  &  Gardiner— f 

Associated    Underwriters 

-f 
Auger  B  £-^ 
Avery  F  M— f 
Babin  L  C  Co— f 
Baccala  Jos   B— f 
Bacigalnpi  Paolo>-f 
Backus  W  G-4 
Baggs  M— f 

Baird  &  McConnell — f 
Bald«-m  &  Howell— f 
Bandy   Geo   L — 1 
Barham  G  B — ^f 
Barney  Roy — ^f 
Barrett  E  W— I 
Barry  W  I— f 
Bath  £  G— 1 
Baxter  F  C— f 
Beaudrv  Geo  H — 1 
Beaver  F  H— 1 
Becker  O  W— f 
Beckley   R   M— 1 
Beede  Mrs  V  A— f 
Bell   Paul    T— 1 
Ben  W  J— 1 
liemis   C   G— I 
Bender  A  M— f  1 
Bennett  C  K — c 
Bennion-Yoell   Co— f 
Bergerot  J  A — f 
Bergerot  D  A — I 
Bernhard  J — £ 
Benon  G— f 
Berton  G  A  ft  Co— f 
Betts  J  E— c 
Beyfuss  C  Co — ^f 
Birdsall  Ward— f 
Billings  Geo  E  Co— f  c 
Birlem  F  W  ft  Co— £  c 
Blender  C  K— £ 
Blass  J  C— f 
Block  Jas  N— f 
Boardman  Bros  ft  Co — f 
Boggs  Fred  H— £ 
Bobm  A  D— 1 
Boles  A  F— 1 
Bondeson  E  O— £ 
Boole  F  W  ft  Co— £  c 
Borel  Ant  ft  Co— f 
Borland  &  Johns— c 
Bosworth  Chas  J — c 
liovcc.  Toy   &   Co— f  1 
Bovens  R  S— I 
Hoyer  W  E— £ 
Boyes  Jas— £ 
Braun  Franz— £ 
Bree  Thos  E— I  c 
Breeding  W  H— £ 
Bridge  A  F— c 
BriRRs   \V    R— £  e 
Bridgford  C  A— £ 
Brisac  B  F— £ 
Britt   Tosephine— 1 
Brizzolara   Realty   Co— £ 
Brock  M  J— £ 
Brown  Carl  G — c 
Brown,    Edward   ft   Sons 

— £ 
Brown  T  P  S— £ 
Brown  Walter  S— I 
Browne  R  S  ft  Co— £ 
Browne   &    Scott— f 
Brownstone  H   P — £ 
Bruckman  John — £ 
Brune  D — f 

Buckbee  Thorne  &  Co— f 
Borland  E  G— I 
Butz  Mrs  F  R— £ 
Byrne  Jos   T— 1 
Cadman  John  O — £ 
ambell  L  C— 1 
Campbell  W  R 
Canning  M  J — 1 
Capplemann   O  C— £ 
Carroll  John  M— £ 
Carson    Frank — I 
Carter  John  M— 1 
Catcs  J    M— 1 
Cauon,  Bell  ft  Co— f 
Cauhape  J   P— £ 


Caverly  R— 1 
Center   &    Spader — £ 
Chapman  &   Nauman   Co 

— £ 
Chickering  Roger — ^£ 
Chipman  W  F— £ 
Chipron    A   P— 1 
Chowen  W  A— c 
Chrones  Louis — 1 
Cleverdon  W  T— £ 
Clifton  H   B— £ 
Christensen    &    Goodwin 

— f  c 
Chung  Git— £ 
Qark  D  W— £ 
Claussen  H  J — £ 
Qay  I  H  ft  Co— £ 
Cobb  J  F— £ 
Coburn  L  S — 1 
Coddington  E  E— 1 
Coffin  &  Co — £ 
Coghlan  D  M--i 
Cohen    C   A — 1 
Cohn  Newton  G  ft  Co— £ 
Coleman  H—- £ 
Colby  G  W— 1 
Colthurst  J  E— 1 
Commonwealth  Sec  Co— 

£ 
ConnoUey  Miss  L  £ — £ 
Connolly   Robt  D— f 
Connor  John— £ 
Coon  H  I—f  1 
Coonley  H  C— £ 
Cory  I  H-r-£ 
Costa  J— f  1 
Cosgrove  Thos— £ 
Costello  J  F— f 
Craig  H— £ 
Cramer  H  Jr — 1 
Creed  W  H— £ 
Crew   Chas  E— 1 
Crim  W  H-  &  Co— £ 
Cross  &  Co — f 
Crowe  Mrs  M   L — t 
Crux   Geo   A— f 
Cumming  A  M — £ 
Curtis   &  Bailey — f 
CurtU  T  B— £ 
Cutler  L  W— 1  c 
Danker  H  ft  Co— £ 
Davenport    D— f 
Davidson  ft  Leigh — £ 
Davis  J  B  P  &  Son— £ 
Davis  Samuel   D — I  c 
De«sy  J— £ 
Decourtieux  A — f 
De  Golia  E  B— f  c 
de  Kolty  Jean  C— I 
Dc  Los  P  F— 1 
Demartine  F— f 
Dempsey  Thos  H  ft  Son 

Desmond  Mrs  M  A — £ 
De  Succa  Mrs  J  M— £ 
Detrick  E  Jr— £  1 
Dc   Veuve   Clarence — £ 
De  Veuve  Louise — f 
Dewey  H  L— £ 
De  Wol£  Wm  M— £ 
Devlin  F  J— £ 
Dobbins  B  W— c 
Doherty  Jos  W— f 
Donlon  Miss  Ella  R— £ 
Donnels  H  C— 1 
Dornin  Geo  W— £ 
Dowling  W  J  jr— £ 
Drahe   Chas  F— 1 
Duggan  Jos  B— £ 
Dupas  J  M — £ 
Dye  Clarkson — £ 
Eader   W   G-1 
Eaton  Noble  H— £ 
Ebertz  F  P— 1 
Edwards  Harry  J — £ 
Edwards  L  B— £ 
Edwards  Thomas — £ 
Egard  Wm— 1 
Eggers  M — i 
Ehrhardt  J  D— f 
Ellis  E  R— 1 
Ellis  H  H-l 


Erskine  D — £ 
Eschen   J   N— f 
Estcs  M  T  Co— £ 
E  wing  J  A — 1 
Eyre  Perry— £ 
Fabj    R   P— f 
Falch   Otto    E— f 
Farrcll  G  C— c 
Faull  Ashley  R— c 
Feige  Mrs  J   M — £ 
Feigenbaum   L— f 
Ferguson-Breuner  Co— f 
Field  T  H  W— f 
Field  ft  Cramer — 1 
Figel  Arthur — f 
Finkelstein  Jacob— 1 
Finch  W  J— f 
Fish   Edw  P— 1 
Fish   Harold   R— 1 
Fisher  Godfrey — f 
Fiske  J    Allen-1 
Fleming  Edw  B— £ 
Folger  ft  Spcyer — £ 
Foltie    D    M— 1 
Ford  Capt  H  J-1 
Fores  H  W— f 
Forsyth  J   C— 1 
Foster  Co  Geo  H — f 
Fox  Geo  H— £ 
Fox  Morris — £ 
Fox  Thomas — ^I 
Frank  I   H— 1 
Frank  Marshall  A  Co— c 
Frank  Oscar  S — £  1  c 
Franklin  Beni  J — 1 
Franklin  M  ft  Co— £ 
Prater  S— 1 
Frelinghuysen  J   S — £ 
French  F  C— 1 
Fritschi  A  R-f  1 
Fuller  J  L-£ 
Gale  M  A— £ 
Gardner  C  L— f 
Gaskill  V  W— f 
Getx  &   Sons — f 
Getz  B  Inc— f 
Giacomini  N  T — £ 
Gilbert   F  L— c 
Gilmore  &  Temple — £ 
Gibbons  Chas  P— £ 
Giles  Geo  A— 1 
Glover  J  J— £ 
Glucksman  M  E— £ 
Goldberg   Max — £ 
Goldsborouffh  Wm  T— £ 
Goldsmith  Bert— 1 
Goldzieher  S — f 
Gong  Tyng— f 
Graoy  John  H  &  Son — 1 
Graven  G — f 
Gray  T  P  D— f 
Green  Miss  F — f 
Gregory  E  H  L— 1 
Gregg  H  W— f 
Gnffin  S  M— 1 
Gross  C  C— 1 
Grondona  C  F — f 
Grubb  I   R   D— f 
Gunnison  Mrs  A  R — £ 
Gunzburger  Emil — ^f 
Gutstadt  H— £ 
Guyett  R  G  ft  Co— £  1 
Haake  Mrs  E  N— £ 
Haas   Leonard — f 
Hachmeister  Chas — { 
Hachett  E  I^-l 
Hackett  Wm  H— 1 
Haight   H  H— f 
Haldan  E  B  Co— f 
Hammer  W  B— 1 
Hammond  J   P — ^f 
Handy  R  I^f  1 
Hanlon   B  F— £ 
Harper  F  F  G  ft  Co— £ 
Harrington  Mrs  T  F — f 
Harrison  A  B — f  1 
Harrb  F  W— 1 
Harvey  &  Preston — £ 
Hart  E  H— I 
Hartman  A  E — £ 
Harwood  A  O — 1 


Hathaway  W  L— 1 
Hauer  J   B  &  Co— f  c 
Haufe  C  W— £ 
Havens   ft    Du   Brutz — £ 
Hawks  &  Pennell— £ 
Haybum   James  C — c 
Hayne   Benj    S — f 
Hays  J   B— 1 
Hcaley  Wm  &  Son— f 
Healy  Wm— f 
Heard  Mrs  M  E— f 
Helbing  J  A-£ 
Hellbush  H  H  ft  Co— f 
Helser    C    W— 1 
Henley  C  O— £ 
Hensel  Roy  R — I 
Herinehi    Louis— f    c 
Herold    Rudolph— f  c 
Heron  F  W— 1 
Herzberg  &  Son — ^f 
Hewitt   D— £ 
Heyman  O  &   Son — f 
Hillman  J  R  ft  Son— f 
Hinchman  H   M—  1 
Hind   Co— f 
Hintz   T   J— f 
Hirschfeld  Emil— 1  c 
Hoadley  G  A— f 
Hoffman  &  Co — £ 
Hoffman    S — f 
Hoge  L  B  ft  Co — c 
Hohwiesner   F — £ 
Holmes  R — £ 
Holman  A  S — ^1 
Hooker  ft  Lent— £ 
Hopkins  O  C— f 
Hughes   C  T— c 
Hughes  J  P— f 
Hughes  T  G— 1 
Hunt  G  E— I 
Hunt  Mrs  G  H— f 
Hunt  Wm  B— 1 
Hunter   H   R— 1 
Hutchins   C  J— 1 
Hyman   R  T— f 
Irving  W— f 
Israelsky  J — f 

Italian-American      Realty 
Co— £ 

^acks  Noel  H— I 

acobs  F — 1 

scobs  W  A  ft  Son— 1 

acobsen  ft  Co^£ 
Jahnson  F  J — ^I 
Jennings  Jos  C — f 
Jewell  F  &  Co— f 

ohnson  Albert  W  V— I 

Johnson   &   Higgins — ^f  c 

ohnson  A  A — ^1 

ohnson  A  h — c 

ohnson  G  J — 1 

Johnson   Irving — 1 
ohnson  W  H— 1 
"ohnston  J   C — f 

ones  Chas  H — f 

ones  Edw  M — f 

ones  Mrs  I  M — £ 

udah  C  A — f  1  c 

:ahn  ft  Fedcr— £ 
Kahn  Miss  T— f 
Keith   H   B— f 
Keith  J  R— f 
Kelley   Chas  A— f 
Kelly  Louis  A — £ 
Kelly  H  M— £ 
Kelly    McClure— f 
Kelly  Miss  M— f 
Kern-Neilan   Co^f 
Kcrner  &  Eisert— f 
Kiefer  O  C— f 
Killgarifi  &  Beaver— 1 
King  Mrs  D  E— f 
Kingston  Paul  F — f 
Kinney    C    C— f 
Klitgaad  C  J— 1 
Knewing  H  C— I 
Knickerbocker  C  ft  Sons 

— £ 
Knox  J  B— 1 
Knowles  H  J— £ 
Kohlberg  A   M— f 
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Kronberg    S — f 
Labry  W  E— f 
Lambert  A  M — I 
Landgrcbe.     McNevin     Ik 

Janes — t 
Landers  J — 1 
Landis  &  Brickell — c 
Lang  &  Heckcr — f 
Lange  E  H— f 
Lange  Wm  A — £ 
Lapachet  P— f 
Langtree  J  B — f 
Lauray    L  G — f 
Lawrence  J  A — ^1 
Leavitt  W   C— 1 
Leavy  P  F— 1 
Leggett    H    M— 1    c 
Lei  Sander    Geo — 1 
Levensaler   Tas  A — £ 
Levi   Ben — t 
Levy  Adrien— £ 
Levy,  Goggin  &  Wren — t 
Levy  Sam  N — 1 
Lieb  Co  The— f 
Lillie  A  S  Realty   Co— £ 
Lloyd    Spengler    &   Fra- 

LoSa  W  Co— f  c 
Locke  S  &  Co— £ 
Locke-Paddon   Co — £ 
Lorigan  Chas  K — £ 
Love  T— 1 

Lowcry   S   S   &  Co— f 
Luchsinger   A  G— £ 
Lund  Geo  E  &  Co— f 
Luning  Realty  Co— £ 
Lutx  &  Bouton — £ 
Lydon  Egan  &  Co— £ 
Lyon  &  Hoag — £ 
Lyons  H  J— f 
MacAdam    &    Thaler    Co 

— £ 
McBcan  .Richard    F— £ 
McCallan  Tno— £ 
McCormack  John  W— f 
McElhaney   Homer— 1 
McElrath  J  E— 1 
McElroy   fos   D— £ 
McElroy  R  D— £ 
McFadden  R  D— 1 
McGaw  John — f 
McGerry  W  B  &  Co— f 
McGlincheg  B— 1 
Macffurn  r  C — 1 
MacKenzie    &    UndestiU 

— £ 
McKee  8c  Son— £ 
McLane  C  L — 1 
Maclav  S  R— 1 
McMahon  A  E — £ 
Macondray  &  Co— £ 
McPhce  &  Son— f  1 
Madison  &  Burke— £ 


Magee  J  F — £ 
Magee  Tl       ' 


.iagee  Tbos  &  Sent— £ 
Milliard     &     Schmiedell 

-f 
Manheim    Dibbem   A   Co 

— £ 
Mann  C  M— £ 
Mann  H  R  &  Co— £ 
Marsh    &    McLennan — ^f 
Martin  J_  G— £ 
Martin  Thos— £ 
Mather  &  Co— £ 
Matson  W  H— 1 
Matthews    A— 1 
May    A— 1 
Mayer  Carl  H— 1 
Mayer  Saml   D— £ 
Mayrisch   Miss  A — t 
Maxwell  Mrs  J  D— £ 
Meacham  F  E — £ 
Meals  A  N— 1 
Meherin  M   M  &  Son— f 
Mendell  Geo  H  Jr— £ 
Mercer   Robt  J — £ 
Messinger  Gus  Co— £ 
Messier   L  B— 1 


Metzler  B   J— 1 
MeussdorfFer  J   C — 1  c 
Meyer  Milton — £ 
Meyer  Samuel — f 
Mikubek  W  C— f 
Miller,  Henley    &    Scott 

Miller  Harry  A— 1 
Miller  Mrs.  C  E— 1 
Miller  S  J— f 
Miller   Thomas — 1 
Mitchell  Frank  S— £ 
Mitchell  Geo  M— f 
Moeller  Gustave — ^£ 
Molony   T  R— f  c 
Monson  Martin — 1 
Mooser  &  St  Germain— £ 
Morgan  A  W— £ 
Morgan  J  A — £ 
Morikawa  F   F— f 
Moroney  J  F — f 
Morrissey  J  J — f 
Morrissey  K  A— £ 
Mosbacher  G — £ 
Mott  E  J-1 
Moyles  Jas  W— c 
Murdock   Geo  H   &   Son 

— f 
Murphy  Bit)s — £ 
Nagai  Gen — f 
Nash  A  E— c 
Nason  A  G  &  Co— £  c 
Nathan  Esther  — £ 
Nathan  Paul— £ 
Newhall  H  M  &  Co— £  c 
NeweU-Murdoch     &     Co 

— f 
Newton  J  S— 1 
Nichols  &  Fay— £ 
Nichols  C  C— £ 
Niebling  E  T— £ 
Nielson  &  Piper— I 
Nippert  Paul   M  Co   Inc 

— £  c 
Norman  F  S— £ 
Norris  Jos  H — 1 
Norris  M  A — 1 
Noycs  F  R— 1 
Nymcyer  B  H— 1 
O'Brien  &  Co— £ 
O'Brien  Jps  J— £ 
O'Brien  T  S— £ 
O'Callaghan  Dan— £ 
O'Kane'jos  D— £ 
Okell  Chas  J  Co— c 
Oldelehr  John  G— f 
Oliver  B  P  Inc— f 
O'Neill  M  J— f 
Oppenheimer  H — £ 
Orr  O  O— 1 
Osborn  J  S — 1 
Osbom  R  W— f 
Paddock  Mrs  B  E— £ 
Painter  Edgar— £ 
Palmer  W  C— 1 
Parks  C    E— f 
Penfield  F  S— £ 
Parrish   Edw — f 
Peach  Chas  A— 1 
Peck  E  E— 1 
Peltret  J    S— 1 
Perrin   Howard — 1 
Peterson  F  C — f 
Philipp  C  F— f 
Pistolesi  F  V— £ 
Plageman  J  C — £ 
Polack   S— £ 
Polito  J   L— £ 
Polk   Tos   K— £ 
Porteous  J  H — ^1 
Porter  W  R— 1 
Potter  E  E  &  Sons— £ 
Poulsson  P  R— f 
Powell  J  M— £ 
Pringle  Co— f 
Purcell  &  Horn- £ 
Purdv  J  E— f 
Rascnen  Lueder — £ 
Redding  A  P— c 
Reid  Geo   D— 1 
Rhodes  W  H— £  I 


Rickards  C— £ 
Richards  T  H— f 
Ritter  &  Merriman— £ 
Rittler  Wm  T— f  1 
Rivers  Bro»— £ 
Roach  J  F— £ 
Robbins  Mrs  L — £ 
Robertson  &  Hall— c 
Robins  F  C  H— £ 
Roff  H  L— £ 
Rohrcr  C  W— £ 
Rose  W  T— £ 
Rosenbaum  I  S  &  Co— £ 
Rosenthal  Chas — f 
Rossier  A  &  Co— £ 
Rother  &  Wolbold— £ 
Rucker  Jos  H  &  Co— £ 
Ruddick  W  J— f 
Russell  W  J— £ 
Ryan  R  X  Jr— £ 
Ryder  R  S— 1 
Sachs  W  G— £ 
Sagar  E  F— f 
Sala  Jos  M — £ 
Samuels   Chas — £ 
Samuelson  A  M— £ 
Sanborn  W  D — ^1 
Sandmann  H — £ 
Satinger  J  M — £ 
Saunders  H  J — 1 
Sawtelle  Mrs  A  N— £ 
Saxe  J  D— £ 
Scalmaneni   G— >£ 
Scharff  I  C— £ 
Scherer  Paul— £ 
Schmehl   Capt   R— 1 
Schmidt    H    M— f 
Schmitt  E  A— £ 
Schmitz    Herbert     L     Co 

— £ 
Schweitzer  &  Johnson — £ 
Scott  Geo  B— 1 
Seelcy  &  Co-^£ 
Selbach  &   Deans— f  c 
Selover  S  A— I 
Shaen  Jacob — £ 
Shelton   G    B— I 
Shields  A  M— 1 
Shxnp  John  C— £ 
Siloerberg  Max — £ 
Silverstein  Morris— £ 
Skirvin  Bessie — ^£ 
Smith  A  F— 1 
Smith  B  J— £ 
Smith   C— 1 
Smith  Clarence   M — I 
Smith   Edw — 1 
Smith  H  G  &  Son— £ 
Smith  H  Harry— f 
Smith,     Thomas     & 

Thomas — ^1 
Sneider  Geo  C — £ 
Snook  &  Nelson— £ 
Solomon  L — £ 
Starr  Geo  E— £ 
Steams  F  A — c 
Steele   Bros— f 
Steinberger   N — £ 
Stephens  Dr  W  E— 1 
Stephenson  R  L — 1 
Steriing  Realty  Co— £ 
Stern  Bcnj — f 
Stevens  J  H — c 
Stevens  J  W— c 
Stevkk  Guy  Lc  Roy — c 
Stewart  F  W— 1 
Stewart  James — I 
Stewart  Mrs  M  E  &  Son 

— £ 
Stiles  Geo   R— 1 
Stolp  F  A— 1 
Stone  Frank  F— £ 
Stoy   Sam  B — £ 
Straub  Jos— f 
Strauss  Jos  M— £ 
Strong   Farr — f  c 
Sturdevant  B— f 
Sullivan    Daniel — f 
Sullivan  John  A — £ 
Sullivan  Wm  A— £ 
Surryhue  F  B— £ 


Taleri  G— f 
Tallant  &  Tallant— f 
Tamony  Peter — f 
Taylor  Bros  &  Co— £ 
Terry  Jos  T— £ 
The  Agency  Co — c 
Thcriot  J  E— £ 
Thielc  fi— £ 
Thierback  Julius — f 
Thomas  E  J — 1 
Thomas   J    B — ^1 
Thompson  M  &  Co— £ 
Thompson  S  B — ^1 
Thomson  G — I 
Thornton  A  C— f 
Thornton  A  W— f 
Tobin  E  J  &  Co— £ 
Tourtellot  C  S— 1 
Trevor  &  Co— £ 
Trittcnbach  G  &  Son— f 
Troy  P  &   Son— f 
Tucker  A  J— 1 
Tucker,    Lynch    &   Cald- 
well—£ 
Tyson  Geo  H— f 
Ilmbsen  G  H  &  Co— f 
Underbill  Dr  W  W— 1 
Vail  W  E— 1 
Vail  &   Eldridge— 1 
Valentine  E   S^I 
Van  Doozer  A   E— 1 
Vedovi  E— f 
Veroni  Hans  Co— f 
Vizzard   Jos  B — ^f 
Vogel   S  J— 1 
Von    Rhein    Real    Estate 

Co— £ 
Voor Sanger  J   H— f  c 
Walker  J   W— I 
Walsh  A  A— 1 
Wann  W  A— 1 
Waniorek  M— £ 
Ward  C  M— f 
Ward  C  S— £ 
Ward  D  H— f 
Warren  H  B— 1 
Watson    &  Taylor— f 
Watson  Mrs  M— £ 
Watt  Alexandei^-£ 
Watt  Rolla  V— £ 
Wayman  &  Henry— f 
Wayman  Guy  T— £ 
Webb  F  R— £ 
Webb   W  E-1 
Webster  Jas  S— £ 
Webster  Percy  E— £  c 
Weed   S    R— 1 
Weil  ft  Clow  Co— £ 
Weintraub  L — £ 
Weissbein  Jacob— £ 
Wentz  W  B— c 
Wenzelburger  A — f 
Wertheimber  A— £ 
Wheeler    Miss   Helen   V 

— £ 
Wheeler  N  H— 1 
White   Walter   H— £ 
Whitney  Abbott  L— £ 
Wkkett  F  A-4 
Wiley  S  P— 1 
Willis  Frances  M— £ 
Wilson   Horace— £ 
Wilson  John   D— £ 
Wilson  Jno    Scott— { 
Wilson   R    A— £ 
Wink  G  F— 1 
Winslow  R  C— 1 
Winter   H   O— 1 
Wisnom   John— £ 
Wol£  &  HoUmai»— £ 
Wol£   Myron— 1 
Woltye  Mr»  H  G— £ 
Woodman  Realty  Co— £ 
Woodward  Thos  P— f 
Wright    T    W   ft    Co-i 
Wulzen  It  &  Mis»— £ 
Wynn  Wm  J— £ 
Yoell  Miss  "B  E— 1  c 
Zeckendor£  H   A— 1 
Zemansky    S — £  1 
Zeus  Otto  L— 1 
Zicl  F  R— £ 
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Anderson  Chris — f  c 
Americh  Matt— f 
AtkiQ«on    W    L   ft    Co— 

flc 
Barnett  &  Phelps— f 
Blanchard  &  Fry— f 
Chace  J  R— f  c 
Christmas   ft  Orvis  Co~- 

f  c 
Oayton  Tas  A  ft  Co— f  I  c 
Cooper  Challen  Co— f  1  c 
Darby  A   C— f  I 
Fisher  J  E— £ 
Foss  ft  Hicks  Co— f  1  c 
Gray  W  W  ft  Co— f  1  c 
Hall  &  Ramb<y— f  1  c 
Hatcher  &  Co— f 
Hinman  T — ^f 
Hoback  L  I>— f 
Johnson  ft  Temple — f  1  c 
Lean  W  J  ft  Co— f  c 
Mayhew  F — f  c 
Montgomery  T  S  &  Son 

—flc 
Newman  Miss  Ray  B — f 
Piepcr  W— f  1  c 
Portal  ft  Lorixan — f  I  c 
Rancadore  &  Cavala — f  c 
Rncker  Realty  Co— f  c 
San  Jose  Home  Builders 

Sentheimer   Walter    M — i '. 
Shea  J  B— f 
Short  ft  Ryan — f  c 
Togni  C— f 
Wilson  W  R-f 

SAN  LEANDRO 

Barton  H  C— 1 
Coleman  Dr  G  L — f 
Fatxst  &  Warren — ^f 
Graff  R  W— 1 
Hale  Sfaars  H— f 
Home  Realty  Co— f 
Henscher  Joseph — f 
Martin  L— 1 
Oakes  W  E— f 
Peraka  A  I^— f 
Rideont  C—^ 
San  Leandro  Realty  Co— 

f  c 
Toffefanier  L  J — f 

SAN  MATEO 

Anderson  W— f 
Casey  W— f 
Coleman  J  H — f  c 
Conway  M  J — f 
Elfinff  C  W^  c 
Gooospeed  I  R — f 
Gmnunon  F  R — ^f 
Husing  E  A— f 
Kertcll  Geo  A— f  c 
Kirkbride  C  N— f 
Loop-Wisnom  Co- — f 
Rochex  &  Rochex— {  c 


SAN  MIGUEL 

Bergman  E— f 
McNaul  Wm— f 
Murphy   L   D— £ 
Perry  R  !,-£ 
ThalU  ft  Co— £ 
Wilmar  E  V— £ 
Wilmar  W  A— £  c 

SAN  PEDRO 

Allen  V  C— £ 
Amar  ft  Drei£n«— £ 
Bicfcenbach  W   F-^ 
Campbell   Herbert  L— fl 

c 
Campbell  M  L  ft  Son— £  e 
Duncan  W  B— f 
Quinn  Richard — £ 
Seward  E  D— £ 
Wallace  ft  Son— £ 


SAN  RAFAEL 

Barney  C  R— £  1  c 
Barney  C  S— f 
Boyen  A  N— f 
Canfield  W  L— 1  c 
Cochrane  M  F — I  c 
Courtwrigbt  W  L — £ 
Dewing  A   B— f  1  c 
Duffy  A  Z— f 
Duncan  David — £ 
Henry  C  A— £ 
Hock  T  C— £ 
Hock  Toby— £  1  c 
Howard  F  P — f 
Lancel  L  A — f 
Magee  W   F— £ 
Meyer  H  B-f 
Miller   Fred— £  c 
Mockler  C— £ 
Moorhead   Stanley— >£ 
Neame  E  A— £  c 
Schneider  D  N— £  c 
Shearer  Geo  N  D— £ 
Turiey  U  S— £ 
Verdenal  Mrs  G— £ 
Wtlkins  Harry— £ 

SANTA  ANA 

Baker  Geo  C— £ 
Blee  R  J— f 
CoUins  C  C— £ 
Duggan  W  I^— 1 
Grace  C  N— f 
Grigsby  Grace  M — £ 
Harris  &  Harris — £ 
Kingston  &  Smith — f  c 
Mcradden  John  A — £ 
Mix  W  H— £ 
Morgan  C  B— f  c 

guick  J  G— £  c 
obbins  O  M  &  Son— f  c 
Shaw  L  L— £ 
Stafford  Wm  A— f 
Turner  Ben  E— £  c 
Wells  W  J—f 
Winslow  F  W— f 

SANTA  BARBARA 

Alexander    &    Redington 
— £ 

Austin  Colby  ft  Co— £ 

Black  George— £ 

Clark  Mr— 1 

Dreyfus  Louis  G— £ 

Gidnev  C  M— £  c 

GonzsJez  L  A — £ 

Hauser   E  E— f 
ohnson  J  T— £  1  c 
ohnston  &  Johnstonr^f 

McComber  Geo— £  c 

Maguire  Frank — £ 

Mason  Stanley  C — £  c 

Park  ft  Nielson— £  I 

Perkins  J    T— £ 

Potter  ft  Woolman — f 

Potter  G  E— 1 

Russell  Geo  W— £  c 

Searle  C  J—f 

Smith  W  C— 1 

Watkins  Henry— £ 

Whitney  F  M— £ 

Williams  F  S— £ 

SANTA    CLARA 

Birge  F  A— f 
Fatjo   R  A— f  c 
Foster  A  T — ^f  c 
Franck  Fred  C— £ 
Glendenning  J  E— £ 
Hamilton  G  E— £  c 
Helm  A  T— f  c 
Roe  Geo  W— f 
Roll  F  O— f  c 
Slavens  &  Goodwin — £ 
Steinhart  J— 1  c 
Widney  J—f 

SANTA    CRUZ 

Blaisdell  Benj— 1 
Canfield  C  E-f  1 


]] 


Collins  Mrs  J  S— £  1  c 
Dake  L  J—f 
Day  E  H— f 
Gannon  Thos — f 
Gardner  W  M— f 
Globe  Realty  Co— £ 
Hall  Henry  C— £  1  c 
Hammer  C  W— f 
Hawes  G  W— f 
Hinds  A  J— £  1  c 
Hinds  T  W— f 
Hitchings  &  Wright— £ 
Howe  F  R— f 
Keller  Mrs  L  A— £ 
Kellcy  J   C-1 
Matthews  Alfred  Jr— 1 
Matthews  Alfred  $r— 1 
Plaza  Land  Office— £ 
Santa  Investment  Co — £ 
Shore  Line  Realty  Co— f 
Stikeraan  A  N  ft  Co — f 
Towne  H  B — £ 
Wilson  Bro»— £ 

SANTA    MARIA 

Adam  T  B— f 
Armstrong  C  U — £ 
Bianchi  A  M— f 
Conkey_J  F— f 
Finley  T  R— f 
Fugler  A  F— c 
Gates  F  H— £ 
Gibson  £  H— £ 
Hart  Reuben — £ 
Haslam  ft  Fulaer — £ 
Tones  T  A  ft  Son — £ 
Laughlin  Deane — £ 
Morris  L  J— £ 
Preisker  Thos— £ 
Rice  Geo  S— £ 
Scaroni  L   P— £ 
Scott  Geo— £ 
Smith  Chas— £ 
Sutherland  Mrs— £ 

SANTA    MONICA 

Boehme  E  W— £  1 
Brown  &  Doane — i 
Kisner  Mrs  Charlotte— f 
Roy  Jones— f 
Teqner  C  E— f 

SANTA   PAULA 
Mcintosh  G  R— 1 

SANTA   ROSA 

Alley  S  J— £ 
Austin  J  S— f 
Avers  G  L— £ 
Barnett  &  Reading— £  1  c 
Bryant  Allen — £ 
Burris  L  W— £  c 
Clary  Paul  D— flc 
Davis  T  J—f 
Davis  W  S  &  Co— £  1  c 
Donovan  &  Garrison — f  c 
Gilman  ft  Tuckei^f 
Hall  Ben  F— £ 
Hawley  &  Nathanson — £ 
Hoag  C  E— f 
Hocker  G  A— f 
Johnston  R  L — f 
Jordan   L   A — f   c 
Mayfield  &  Co— £ 
Pool  W  H— f 
Price  ft  Silvershield— £  c 
Proctor  T  J— £  1 
Prudential  Properties  Co 

f  c 
Realty  Co  S  R— £  c 
Reynolds  W  E— £ 
Saar   Louis — f  1  c 
Spencer  B  M — £  c 
Stone  Geo  A— f 
Wasserman  Milton — ^f 
Watson  &  Kelly— f 
Whittinrham  J  I^-f 

SELMA 
Good  W  B— 1 


SONORA 

Abbott  E  S— 1 
burden  W   E— £ 
Coffin  H  J-f 
Elsbree  A   £ — f 
Hampton   C — f 
Harrmgton  W  L— f 
McGowan   Geo — f 
Mallard  F— f 
Morgan  G  P— f  1 
Ortega  C  C— f  c 
Scott  M  I^f 
Segerstrom    Chas — f  1  c 
Sutton  F— f 


STOCKTON 

Ballantine  W— fc 
Bonney   T    P    &    Co— f 
Bookhart  F  U— 1  c 
Braddock  &  Oldham— f 
Cadle  C  W-c 
Coal  &  Wooden— f 
Coates  J  Y— f 
Coblentz  M— f  c 
Coley-Craig  Co— f 
Crane  Geo  E  Co— f 
Cutting  L  M  &  Co-f  1  c 
Dietrich  &  Leistner— f  1  c 
Doolittle  W  W— f 
Eaton  &  Buckley— f 
Farrington  &  Hubbard — 

flc 
Fee  H  T-f  c 
Fowler  Holton  Co— f 
Gianelli  A  E-f  c 
Goode  B  F— f  1 
Grow  H  H— {  c 
Grunsky   &    Hughes— f 
Hamman  W  J—f 
Hammond,    Jones   & 

WiUiams-f 
Hodgkins    &    Barnett— 

flc 
Homage  Geo — f 
House  Co  C  C— f 
Keys  Bros— f 
Lane  R  P— f  1 
Levy  B— f 
Marr  W  C-1 
Meyer   McGowan   Co — f 
Miller  R  S— f  I 
Nelson  T  A— f 
Noble  &  Reid-f 
Oullahan    &  Littlehale 

Co-flc 
Peters-Wolf-Dohrmann 

-f  1  c 
Post  W  H-f 
Ramsey-Emerson  Co— f 
Reid  Lee  C  &  Co— f 
Rhoads  W  J-f 
Stitt  P  H-f  1  c 
Storey  G  T— f  c 
Triolo  &   Cclestini— f 
Tully  John — f 
Ltt  J  H-f  c 
Whitmorc    Norman    Co — 

f  c 
Wilhoit  R  E  &  Co-f  1  c 
Vvilliamson   H    E    Realty 

Co-f 
Won  Geo— fg  1  c 


SUTER    CREEK 

Branch     Bank,     Amador 

County — i  1 
Daneri  John — 1 
Norton  V  W— f  1  c 
Rose  W  I^-f  1 
Sarucco  Frank — f 


TEHAMA 

McCune  W  D— f 
McLane  Geo— f 
Scott  D  S — f 
Simpson  George  C — f 
Small  D  ft  Son— f 
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CAL. — Con. 

TRUCKEE 

Bucknam  W  A— f 
Doyle  P  M  &  Co— f  1  c 
McGlashan  C  F— f 
Rutherford  F  M— f  1  c 
Smith  C  E— !• 

TULARE  CITY 

Ballard   &  Swall— f 
Ballard  E  S— f 
Beck  with  &  Anderson — f 
Billings  F— 1 
Burnette   Geo — f 
Cook  H  C— f 
Curtis  Wherry — f  1  c 
Fetting  A  W— f 
Gill  Geo— f 
Haskell  T   D— f 
Henry  Chas — f 
Higgins  W  A— f 
Jones  Wm  H— f  1  c 
Kemblc  E  H— f  1  c 
Love  joy   J    O — f 
Linden  Hardware  Co^f 
Schoenemann  C  S — f 
Zartman   G  W — f 

UKIAH 

Albertson  F  C— f  c 
Mann  on   C  M — f  c 
Mathews  J  R— f 
Poage  &  Ford— f  c 
Thomas  T  R— f  c 
Weldon  T  J— f  c 

VACAVILLE 

Akerly  G  P— f 
Arnold  G  A-^ 
Arnold  J  M— f 
Bristow   S  D— f 
Chandler  Co  F   B— £ 
Crystal  E  C—i 
Dalto  G  G— f 
Edwards  W  H— f 
Ellison  S  F-— f  1  c 
First  National  Bank — ^f 
Gates  T  L— f 
Grant  Wm — f 
Killingsworth  W  S  Jr— f 


McMillan   E  H— f 
Piatt  &  Sons  G   H— f 
Rammers  R  F — f 
Rippey  Ray — f 
Robinson   C  T— f 
Stevenson  A  M — ^f 

VALLEJO 

Brownlie   R  A— £ 
Collins  T  V— f 
Colthurst   John    E— £ 
Coombs  Ida — f 
Cooper   Johnson — £ 
English  J   R— f 
Enos  F  S— £ 
Frey    Henry — £ 
Green   L   B— £   1 
Greenwood   H — f 
Griffin  &  Cadan — £ 
Halliday  C  G— £ 
Hatheway   Mrs   A   L — ^f 
Hecgler  F  H— 1 
Kelly  Wm  T— f  1 
Lynch   P  B— £ 
Madren   W— £   1 
O'Hara  James  V— f 
Ricks  C  A— £ 
Roney  W   S— £ 
Saunders   W   G 
Taller  L  K— f  1 
Warford   G— £ 
Wilder  H  E— £ 
Wiley  A   B-£ 

VENTURA 

Bayliss  W   S— £  1  c 
Hammons  John  W  &  Co 

£  1  c 
Hathaway  H  A — £  1  c 
Heame  N  Sr— £  1  c 
Hogue-Kellogg  Co — £ 
McDonnell  Chas  B— 1 
McGonigle  John— 1  c 
Mclntyrc  J  F— £ 
Rcppy  John  H  Sr — f  1  c 

VISALIA 

Buckman  C  T  Jr— f  I  c 
California   Realty   Co — £ 
Cross  R  F — £  c 
Featherstone  Ed  &  Co — £ 


Giddings  C  J— £ 

Holley  H  H-f  1  c 

Hughes    B— £ 

Hunsaker   &   Hunsaker — 
f  1  c 

Jerusalem  H — £ 

Jordan  J  F  &  Son— £ 

Johnson  C  L — £ 

McAdams  W   C— £ 

McPhaill  L— f 
.  Pool  C  T-1  c 
I  Scott  S  J— £ 

Steel  Fred  D— £  1  c 

Swank  J  H-f 

Visalia    Land    &    Invest- 
ment Co — £  1   c 

Ward  &  Westcott— £  1  c 

Willson  A  D— £ 

Zimmerman   John — £ 

WATSONVILLE 

Attridgc  John  T— f 

Baker  C  H— £ 

Boin    Chas   T-— f  c 

Copeland  J  D— f  1 

Covell  J  A— £ 

Cox  W  E— 1 

Eaton  Frank  E— f  1 

Farm  &   Forest  Realty 
Co— £  c 

Harriss   Frank  J — £ 

Hippeli  Julius  L — f  c 

Holohan  O  T— f 

Horgan  T  J— f 

Investment    Co    of   Cali- 
fornia— f   1 

Jchl  Sydney— £ 

Kane  John  F — £  c 

McSherry  &  Hudson — f  c 

Orchard  Realty  Co— f 

Palmtag  Chas — f 

Scurich   Steve — f 

Sheehy  Jas — £ 

Shelby  Jos— £ 

Sill  Geo  A-f 

Trafton  G  A  &  Son— £ 

Watkinson  A — f  c 

Wright  Thos— « 

WHITTIER 
Barton  S  W— £ 
Clayton  C  W— £ 


Gregg,  Bates  &  Gregg— f 
Hiatt  iiealty  Co — ^f 
Hozzatd  G  L — f  c 
Lombai'd  Mrs  M — f 
Wright   F  W— £ 

WILLOWS 

,  Avery  Edward  E — £  1  c 

Eubank  J  C— f  I 
I  Graves  Jno  H— c 
I  Hochheimer  &   Co— f  c 
I  Kinkade  F  H— f 

Klemmer   L  J — £ 
'  Knock  T  L— f  c 

Parks  Geo— f 

Plimpton  &  Hatch — f  1  c 

Reed  L  I— £  1  c 

Sacramento   Valley   Real- 
ty Co — £  c 

Sehorn  W  A— f 

Siivey  J  M— £ 

Sparrow  H — f  c 

West  Alfred— f 

West  Glenn — £ 

Wickes  C  R— f  1  c 

WOODLAND 

Brown  W  A— 1 
Burns   Land  Co— f 
Clowe  E  T — c 
Craig  &  Risen — ^l 
Parish  A   L  ft  Son — £  c 
Ladue  E — ^1 
Murray  J  A — f 
Musgrove  J  D — f 
Rathe  &   Nardini— £ 
Reith  Mr— f 
Simmons.  H — f 
Vosburgh  C  H-f 
Woodland  Realty  Co— f  c 
Yolo   Realty   Syndicate 

YREKA 

Butler  C  E^f  c 
Dewitt  R  H-f  1  c 
Fairchild  J  D— £  1  c 
Shearer  W  B— £  1  c 
Tcbbe  G  A— c 
Wadsworth    &    Patterson 
— f  1  c 


COLORADO 


C.  W.  GILL 


TELEPHONE  MAIN  469 


E.  TYLER  SMITH 


BENEDICT,  GILL  &  SMITH 

FIRE     INSURANCE 

REAL.  ESTATE,  LOANS 

I04  BOSTON  BUILDING  DENVER,  COLO 


REPRESENT 

NATIONAL,  of  Hartford 

QUEEN,  of  America 

, HARTFORD  ACCIDENT  &  INDEMNITY  CO. 

General  Agents:     HARTFORD  ACCIDENT  &  INDEMNITY  CO.. 

for  Colorado  and  Wyoming. 


HOME,  of  New  York 
HARTFORD,  of  Hartford 
PHCENIX,  of  Hartford 


AKRON 

Mitchell  A— f 
Plummer  Cha8 — f 
Wilaon  C  A— f 

ALAMOSA 

Anderson  J  \V —  f  c 
Ball  C  M— f 


Buchman  Max — 1  c 
Fuhrman  R  G — 1 
Kahn  Etta— f 
Lake  Geo  E— f  1  c 
Moffatt  W  G— f  1  c 
Parkinson  G  W — 1 
Spencer  H  B— 1 
Sunde  A  R — 1 
West  &  Blakey— f  1  c 


ASPEN 

Bourquin  Amos — f 
Brown  L  A  W— f  *  r 
Donovan  Wm — ^1 
Folaom    Geo^f  1  c 
Mugfur  John — 1 
Smith  M  W— f  c 
Stallard    Er— f  c  / 


BOULDER 
Adams  Guy  A — f 
Anderson    &    Shellenber* 

ger — f 
Black  W  R  &  Co— f 
Breitenstein  Geo— £ 
Clark  S   D— f 
Cole  C  C— f 
Collins  A   E^f 


INSURANCE   AGENTS— COLORADO. 


B-21 


De  Backer  Frank— f 
Dwight  &  Rainser — f 
Fernald  F  B— f 
Fogg  Realty  Co— f 
Henry  A  T—f 
Kohlcr-Tnie-Gilbert  In- 

Tcstment  Co^f  1  c 
Long  W   W— f 
McSparran  J  S — f 
Xelaon  &   McGlothlen— f 
Persons  F  W— 1 
Place  J  B— 1 
Ramsey  J  J — f 
Reich  C  M— 1 
Rust  Nellie— f 
Stearns  R   O — t 
Sutton  E  B — f 
Webber  John  A— f 
White  Fred— f  1 
Wilson  &  Webber— f  1  c 

BRECKENRIDGE 

Burnheimer    C   W— f 
Fincher  S— 1 
Fincher  A — 1 
Fonnan  Wm  F — ^f  c 
Theobold  J  A— f  1  c 
Waltz  M  f— 1 
Whatley   B   L— c 

BRIGHTON 

Bauer  M   Fr-l 
Bish  W  D—f 
Kinsey   G  B — f 
Merrill  S  C— f 
Powell  C  K— flc 
Stewart  C  S — f 

BUENA  VISTA 

Goodwin  J  E — f 

Gregg      Investment      Co 

The— f 
Tohnaon  G  F— f 
Melvin  S  J— f 
Newitt    Jos — f 
Sindlinger  D  C — i 
The  Buena  Vista  Invest- 

mem  Co — f  1  c 
Walker  G  A— f 
Winters  Dolly — f 

CANON  CITY 

Bradbury  E  A — f  c 
Bridwcll  W  T— flc 
Combs  Lafe — i 
Dickinson  Grant — ^1 
Frederickson  Arthur — ^f 
Haynes  T  A— 1 
Hodgin  &  Shamian — f 
Houston  D  J — £ 
Hutton   Henry — f  c 
Kennedy  J  R— fc 
Landen  &  Irish — f 
Linkins  C  A — f  c 
Mayhew  Wm— f 
Melton  R  C~f 
Mc£niz7  T  J— £ 
McFarhne  A — ^£  1 
Rogers  John — £ 
Sparks  W  L— f 
Spencer  W  E — f  1 
Wood,  Harlcy— 1 

CENTRAL   CITY 

Davis  &  Brown — £  1  c 
Lake  H  H— £  1  c 
Parentati  E  V— < 
Seymour  Bennett  E — f  c 

COLORADO    SPRINGS 

Auld  J  M— 1 
Avery  Henry — i  I  c 
Bennett  Chas  P — £  1  e 
ChristoDher  W  T—f  c 
Colorado    Investment    ft 

Realty  Co— f 
Cook  Mile»— £ 
Dnnnington  F  H"^  c 
Fcrtig  C  T— £  1  c 


Fvflfe  L  C— f 
Hastings-Allen   Co— f  c 
Hopkins  Chas  D—f 
Interstate    Investment    & 

Realty  Co— £ 
Tonson  Wm  F— £ 
Kennedy  Matthew — f  c 
Lawton  A  J — £  1  c 
Leipheimer  N — £ 
Manning  W  H— 1 
Martin  A  P  &  Co— f 
Mitchell   H  H— c 
National  Realty  Co— £ 
Patton  Realty  Co— £ 
Perkins  Morton  &  Co— 

f  c 
Pond  Realtv  C&~£ 
San  Juan  Realty  Co — f 
Schisler   Jos    H— f 
Scurr  Harry  A — ^f 
State    Realty    Co— f 
Sterlina    J    E— 1 
Stote-Kemochan    Agency 

flc 
Sun  Realty  Co— f  1  e 
Thomas  A  £— c 
Warner  W  W— f 
Western  Realty  Co— f 
William  A  B— f 
Williamson  W  W— £  1  c 
Wills,  Spackman  &  Kent 

—flc 


CRIPPLE  CREEK 

Berbower    &    Diamond— 

f  1  c 
Harris  H  C— f  1  c 
Holmes  P  J— £  c 
Kilpatrick   &   Hanley — f  c 
Loud  &  Seeds — ^f  1  c 
McKelvy  W  C— £  c 
Wood  Geo  T—f  c 


DENVER 

Allen  J  T— 1 

Allen  S  M— 1 

American  Loan   &  Inv 
Co-f 

Anthony  T  D — ^1 

Appleman-Cooper  Ins 
Agency   Co — f 

Armstrong- Williams 
Realty  Co— f 

Arnold  &  Jones — £ 

Bache  Chas  F— 1 

Barber  Burt  H— 1 

Barker  A  L — 1 

Barrows  G  A — I  c 

Bartels  Louis  F — f 

Beck  Geo  W— c 

Benedict,    Gill    &  Smith 
— f  c 

Bennett  &  Myers — f  c 

Bennett  Chester  C — 1 

Bennett  C  D — 1  c 

Bigelow  Maurice  C — 1 

Birncy  F  W-1 

Bishop-Cass  Inv  Co — c 

Bishop  F  L — f  1  c 

Bishop  Wm   F— 1 

Bixby  J  A-1 

Bixbv  Robt  S— 1 

Block  J  H— 1 

Bollinger  &  Robinson— f 

Boner  A  S — 1 

Boos  Frederick  L— f 

Booth  W  W— 1 

Bosworth  E  M — 1  c 

Bowen  Alfred  W— 1 

Bowers  A  G  &  Son — f 

Boyd  John  L— f 

Bradley  Seth  B  &  Bro— f 

Bramble  W  E— 1 

Bren  R  R— 1 

Brinker  W  C— 1  c 

Briscoe  F — 1 
f  Bromfield   L   B— 1 
;  Brooks  C  D— 1  c 
I  Brown  James  B  Jr — f  c 


Brown  R — 1  c 
Buchenau  H  E— 1  c 
Buka  Ludwig— c 
Busby  F  E — 1 
Carter   J   A— 1 
Cashman  &   Evans — ^f   c 
Cella  J   T—f 
Central   Savings  Bank  & 

Trust  Co— f 
Chapman  F  A  ft  Co— 1  c 
Chissell  E  J— 1 
Clark  James  H— 1 
Cleveland  N— 1  c 
Clifford  E  A— 1  c 
Coates  T  J— 1 
Cobb  C  D  ft  Co— f 
Cockrane  Jackson — 1 
Coe  &  Steadman— f 
Collins  M  W-il 
Connors  John — 1 
Conway-Bogue       Realty 

Inv  Co— f 
Cooper  George — f 
Cowell  C  W  &  Sons— f 
Cowell  D  t— 1 
Cowles  I  R— 1 
Craft  W  T  Realty  Co— f 
Crary  J  H  Tr— 1 

Culbrcath   J   A— 1 
CuUom  J  P— 1 

Curtan  C  W— 1 

Custer  H  J— f 

Daly  C  J— f  1  c 

Daly  Thos  F— f  1  c 

Davis  G  C— f 

Davis  J  M — I  c 

De  Haven  S  C— I 

Dollison  W  A — c 

Dow  J  Ncal— 1 

Dunaway  Wm  B — 1 

Edmonds  J   Frank — f 

Edwards  J   Stanley — 1 

Ehrlich  L  M— 1 

Eichelberger   W   C— 1 

Elderkin  J  K  Ins  Agency 
Co— f 

England  F— 1  c 

Eppich    Luckenbach — c 

Eppich  Ed  P  &  Co— f 

Everett  Wilbur  M— 1 

Fabling  J  S— 1  c 

Fclton  Geo  C— c 

Fcrris-Conway    Bond 
Agcy  Co — f 

Fleming  Bros — f 

Fleming  Jas   A — 1 

Forrester   F  H  ft  Co— f 

Franklin  J  I — f 

Frederick  H— f 

Frick  Conrad — ^1  c 

Fuller  D  P-1 


Grafton  Samuel  H— 1 
Graves  Byron  C — f 
Griffey  C  E— 1 
Griffin  H  H-1 
Griffith  N  H  &  Co— f 
Grossman  L— 1  c 
Grund  A   R — 1  c 
Hall  L  S— 1 
Hammond  James  G — 1 
Hanssen  P  T — 1 
Hardey   Paul— 1 
Harris  A  0—1 
Hartford   Ins   &   Inv   Co 

— f 
Harmon  Aug — 1  c 
Harrison  Jos  H  &  Co — 1 
Hartford  E  H— 1  c 
Hegarty  J  H— 1  c 
Hibernia    Bank    &   Trust 

Co— f 
Higgins  Danl — 1  c 
Higgins  H   B-fl 
Higgins  W  J— 1 
Hills  E  M-f 
Hitchings   T   C— 1 
Hitch  in  gs   &  Van 

Schaack  Inv  Co— f  1  c 
Holland  Theodore— f 
Home    Savings    &    Trust 

Co  The— f 
Homer  W  J— 1  c 
Hoover  J  X— "^  ^  c 
Hooyer  K  t — 1 
Hough  Peyton  R— 1 
Howard  W  N— 1  c 
Huffman    Realty    &    Inv 

Co— f 
Hunsaker  H  A — 1  c 
Hutton  W  E— 1  c 
Hymer-Loomis  Inv  Co — ^f 
Hynds  D  M— 1        _     , 
Interstate- Wilk ins   Realty 

Co-f 
lacobs  &  Edmondson— c 

ackson  Ira  B — 1 

ohnson  C  A — 1  c 

ones  A  E — f 

ones  L  C— 1  c 

ones  W  E — 1 
^ordan  Calvin — f 
kalischer  S — c 
Karcher-Campen    Co— f 
Keller  W  F  Agency  Co 

-f  c 
Kellogg  F  C— 1        . 
Kellogg  &  King-f 
Kellogg  F  P— c 
Kendall  J   T— 1 
Kennedy   J   E— 1      , 
Kinney   &  Kilhan— f 


H.  T.  Lamey ,  Mgr.      H.  P.  Qiberaon  Ass't.  Mgr. 

BRITISH  AMERICA  ASSURANCE  CO. 
NORD  DEUTSCHE  INSURANCE  CO. 
WESTCHESTER  FIRE  INSURANCE  CO. 
WESTERN  ASSURANCE  CO. 

BUSINESS  PLACED  IN:  Arizona,  Colorado,  Idaho, 
Kansas,  Montana.  Nebraska.  North  DakoU,  South 
Dakota,  New  Mexico,  UUh,  Wyoming. 


Gemmill  J  R— 1  c 
Gallowav  W  K— 1 
Gallup-Stoddard     Agency 

Co— f 
Gardner  H  C  &  Co— f 
Gardner  T   R— f 
Gaylord   t»aul   B   &  Co— 

f  1  c 
German-American     Trust 

Co— f 
Giberson  H   P— f 
Giddings  H  K— 1 
Gilchrist  G  G— 1  c 
Giles   D  R-f 
Gildersleeve  A  M— 1 
Goldbaum  Max — 1 


Lan  chart  J  F — 1 
Lewis  J   u — f 
Liverman   A  E— 1 
Lockyear  &  Co — 1  c 
Long  M   Ella— 1  c 
Luckenbach  H  L — f  1  c 
Lutz  C  A— 1 
Lyons  &  Johnson — f 
McClain  W   S— c 
McClurken  S  B— 1  c 
McElrain  E  T— 1 
McGary  J  J— 1  c 
McGregory  J — 1 
McGregor  John — 1 
Macklin   S   B   J— 1   c 
Main  D  J— f 
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COL. — Denver,  Con. 

Maitland  &  Moritz— c 
Malo  O  L— f 
Maloney  J  W—l 
Maltby  C  P  &  Son— f  1  c 
Mason  W  F— 1 
Mcrritt  E  S—l  c 
Mcrritt  E  W— f 
Miles  W  A— 1  c 
Miller   Arthur  P— 1 


Shandal  M  C— 1  c 
Showalter  P  H—l 
Skinner  W—l 
Sleyster  B  A— 1 
Smiley  A  M— f 
Smith  E  Tyler— flc 
Smith  H—  1 
Smith  J  H—l  c 
Smith  R  W—l  c 
Spahr  P  R— I  c 


COLORADO  WYOMING  NEW  MEXICO 

E.  J.  MILLER^  General  Agent 

INSURANCE 

Fire*  Liability,  Automobile,  Plate 
Glass,  Compensation 

Suite  311  Gm  &  Electric  Building,  Denver 

R.  W.  BERTOLIN.  Asstslant  Gtnerol  Agent 
W.  T.  CHRISTOPHER.  SpeeUU  Agent 


Wyatt  J  V  B— c 
Zeagler  D  A — ^1  c 
Zirklc  H  W—l  c 

DURANGO 
Berri  H  G— f  1  c 
Eldredge  Inv   Co  The— f 

Ic 
Glaser  B— f  I  c 
Local  Security  Co — f  1  c 
Pinarey  Agency— f  c 
Rockwood    &   Perkins— £ 

1  c 
Tiffany  G  E  Sr— f 
Woods-Turner   Inv    Co— 

{  1  c 

FLORENCE 
Blun  Inv  Co— f  1  c 
Carmody  Mr — f 
Cofky  W  W—l 
Houston   D   H — f 
Jack  Edwin — f  c 


Miller  O  B— 1  c 
Monash  E — f  1  c 
Moody  D  L— 1  c 
Mooney   T   D — 1  c 
Murphy  J  P— 1 
National    Safety   Vault 
Co— f 

Newcomb  H  W—l 
Newcomb  Realty  Co — f 
Newkirk  G  A— 1 
Nickolis   S  T— 1 
Nordsiek  W  E— 1 
Oklel  Ins  &  Inv  Co— f  1  c 
Ornauer  Gustave — ^1 
Ornauer  Harris — 1 
Orr    Moritz   Agcy    Co— f 
Owen  W  R  Jr— f  c 
Our  L  C   &  Co— f 
Packard  Agency  Co  D  C 

The— f  c 
Parker  D  L— f 
Pearce   H   G — 1    c 
Peters  &  Co— f  1 
Peters-Cooper       Duckels 

Agency  Co — f  1  c 
Pettepier  Ins  Agcy — f 
Philip   C  T— f 
Phillips-Tubes   Sales  Co 

Pierce  M   El  c 
Pioneer  State  Bank— f 
Powell  &  Martin— f 
Prcus   &   Martin — 1 
Prier  G  H—l 
Probst  H   H—l 
Quigley-Lopez    Agcy    Co 
— f  1  c 

Rache   Chas   F— 1 
Randolph   Geo  D— 1 
Reeve  W  S—l 
Reich  Chas  M— 1 
Reinhold  0—1 
Revoice  F  W— 1 
Rigden  H  T— 1 
Rigsby  Vechel — 1 
Ritchie  J  T— 1 
Robertson    S    R— 1 
Rogers. A  G — 1  c 
Rose  &  Steel  Agcy  Co — c 
Ross  F  R  Inv  Co— f 
Royal    Commercial    Ins 
&  Inv  Co— f 

Rubincam  H  C — 1  c 
Rudd  A   S—l  c 
Rudolph  E  E— 1 
Rutherford   M— f 
Salle  A  C— 1 
Sanger  Agcy  Co— f  c 
Schaefer  Ins  &  Inv  Co — 

f  c 
Schayer  Agcy   Co — fc 
Schroeder   C  A— I 
Schuyler  Gerald  L — f  c 
Scott  Thos  C— f 


STANDART    6  MAIN 

R§Pr§sentinc 
Liverpool  &  London  &  Globe,  Royal,  Springfield, 
German  American,  Niagara,  Fire  Association, 
Providence  Washington,  Pfacenix  of  London, 
Scottish  Union  &  National,  Colonial  Under- 
writers. 
1616  CALIFORNIA  ST.  DENVER.  COLO. 


State  Mercantile  Agency 

Co— f 
Steel  N  C— f  1 

THE  W.  H.  STEWART 
AGENCY  CO. 

QeaeiaJ  Agents 
nrvniaa  Katioiul;  Globt  &  Kntnn, 
H.  T.;  lathtrlaau  fire  sad  lijb; 
Dstroit  Hational  Hn. 
711  QA8  A  ELECTRIC  BLOQ. 


Stoagh  Mattle  E— -f  c 
Stough  Vincent  Ins 

Agcy   Co— f 
Stovall  Bros— f 
Tarturn  Howell— 1 
Terrv  Frank  S—l 
Thies  &  Desserlch- f 
Thomas  S  J— f 
Thompson  Chas  E — 1 
Thompson-OImsted     Inv 

Co— f 
Tibals  E  R— f 
Tuttle  J  F  Jr— f 
Uricft  &   Barnard — ^f  c 
Van  Gilder  Agency  Co— 

f  c 
Van  Law  Geo  S— f 
Vincent  M  E — 1  c 
Waddell  R  S— c 
Wadsworth  H  L— f 
Wadsworth     &     Wads- 
worth— 1  c 
Walker  Inv  Co— f 
Watson  O  C— 1 
Walton  D  W—l  c 
Warner  J  D — 1 
Wheeler  S—l 
Wheelock  T   M— 1 
VVhipp  H  6—1  c 
White  Frank  G— f 
Wilkins  &  Cornish— f 
Willard  C  A— 1  c 
Willey  U  S— f 
Williams  A  B— f 
Williams  Jas  &  Co— f 
Wilson  Jesse  A— 1 
Wilson  Richard  H— f 
Wilson  W   Rollo— 1 
VVinne  W  W—l 
Woodham    Realty   Co— f 


McCandles  J  V— f  1  c 
Montgomery  &  Hillix— f 
Sander  J  t— f 
Wilkes  G  H— c 

FORT  COLLINS 

Adams  Rollia  E — f 
Avery  E  D — f  c 
Brooks  W  H—l 
Clammer  S  H— f  I 
Fort  Collins  Abstract  Co 

—flc 
Fothergill  &  Atherton— f 
Glessner  E  J — f 
Harris  D  L— 1 
Kinnison  H  J — f 
Larimer  Co  Abstract  Co 

— f 
Lewark  W  T— f 
Miller  Edwin  A— f 
Montgomery  T  J — f 
St  Clair  M  M-if  c 
Schlichter  E  A— 1 
Smith   R  T— f 
Tedmon  B  S— f  c 

« 

GEORGETOWN 

Foley  J  B— f  1  c 
Tomay  John — f  1  c 

GLENWOOD  SPRINGS 

Beardsley  A  L — ^f 
Bell  J  W— f 
Cardwell  Wm — t 
Darrow  C  W— f  c 
De  Lan  S  J — f  c 
Dickson  A  J— f  1 
Edinger  George — f  c 
Keck   Christian   M— f   c 
Logan  Investment  Co — f 
Parkinson  W  S— f 

GOLDEN 

Benedict  Charlotta— f 
Broad  Geo—  f  c 
PfeifFer  C  A— f 

gjuaintance  C   F— f  1 
einhard  F  J— 1  c 
Snyder   B  F— f 
Ward  Thos— f 


GOLDFIELD 
Schwerdt  Christian  C— f 

GRAND  JUNCTION 

Brown  Charles  H — 1 
Bruner  E  W — I 
Coe  F  W— f 
Cox  Wm  J— 1 
Delaplain  M  O — ^f  1  c 
DeLong  Horace  T — ^f  1  c 
Forey  M— f 
Garms  V  C  &  Co— f  c 
Glasco  N  A— 1 
Halbouer  F  W— f 
Home  Loan  Inv  Co — f  1  c 
Kelly-Hall— f  c 
Lough  C   R — f 
MagiU  R  L— f 
Merritt  F  F— f 
NefF  A  A— £ 
Olson  E  J— f 
Rhone  Henry  R — f  1 
Rich  C  B— f  1  c 
Schwenker  A  C — 1 
Smith  Chas  A— f 
Sperry  D  W— f  c 
Stone  D  T— f 
Welsh  F  B-c 
Wheeler  &  Wetser— c 
Wright  D  B— f  1  c 

GREELEY 

Ahlstrand  C  T— f  c 
Beer  C  W  &  Son— f 
Carrel  C  C— f 
Colony  Inv  Co^f  c 
Crone  J  V— 1 
Do  well  Harry  L— f 
Greeley  Loan   Co — f 
Jackson  &  Ferguson — f  c 
Knight  H   C— f  c 
McClenahan  A  M — f 
Morgan  Realty  Co— f 
Moses  M  J--Yl 
Mumper  A  L  &  Co— f 
Riley  Alfred— f 
Sanborn   Carl   B — ^f 
Sides  Ira  I— f  c 
Statler   Geo   D— f 
Walsh  M  J— f  1  c 
Wheeler  Chas  F-f 
Woodruff  &  Son— £ 

GUNNISON 

Corum  W  H— f 
Gordon  John— f  1  c 
Hethrington   Geo— c 
Lake  H   F— f   1  c 
McNeil  W  R-f 
Nourse  E   M— c 
O'Leary   Timothy— 1 
Palmer  Edwin  G— f  c 
Sills  C  T— 1 
Winslow  C  W— c 
Zoellner  C   P— I  c 

HOLYOKE 

Colver  Harry — f 
Haver  J  W— f 
Hclland  W  G— f 
Higinbolham  W  E— f  I 
KeTsey  W  D— f  1  c 
White  R   N— f  1 
Zimmerman  Philip— f  1 

IDAHO    SPRINGS 

Burke  Jos — f 

Bush   &   Bonner  Agency 

Co  The— f  1  c 
Clear     Creek    &     Gilpin 

Trust  Co— f  c 
McClelland  George  E— ^ 
White  Richard  lasuraiioe 

Agency — f  1  c 

LA  JUNTA 

Albera  Vlcto    f  c 
Beerbohm  &  Hart— flc 
Donlao    BUnche— f 
Inge   R  C— f 


INSURANCE    AGENTS-COLORADO. 


UcCinlCT  &  Haboncr— f 
IftoddMa  S  B— f 
KlUer  H—t 
Naitoa   CUn    M— f 
SolCT  C  L— f  c 
Wiocbdl  G  B— (c 
Woods  E— f  c 

LAS    ANIUAS 
FanlkDer  S  B— f 
Fnr  H— f 
Hcrnn  Brot— f  c 
Honid  RiallT  Co—t  t 
Kicrti  L  G— 1 
KictInD  F— f 
«»f.  J  W— f 
MorterV  P— £ 
RiilCT  E  S— f 
Scoti  P  G— f  c 

LEADVILLE 
Jabiutoa  Laura — f  I  c 
Kilkenny  M  J— fc 
llifjrtj  Mirtarti— t 
Stickln>  In>  A  Realty  Co 


DirarL  A  F— f 

Emcnon    &    BuclciDffhvi 

B  ft  TrunkB— f. 
Hinder  Agency  The— f 

Kiiiln    Charln-f 
McKeiman  A  H-f 
Kowlm  &  Pralt— f 
H:ipwet  0  G— f 
SArain  Realty  Co— f 
Sttiwilby  E<1— f 
S«or  i  Secor— c 
Smith  G  E— f  I 
Siupben  R  G — £ 

LOVELAND 

Allen  E  S— f 
Binka  W  E— { 
Eeiig  Chat— f 

GiffMd'"D  H— *      ~ 
Cluer  E— f 

GMlilard  Artbur  H— £  1 
HtniieriaD  C  B— f  c 
nitliks  J  A— I 
KenptoD  Ta,  B-f 
Kilbum  A  H— f 
McVsY   Zenas— f 
Mehaffer  W  S— f  c 
Voort  Cha.   E-(  c 
Pill*  E  H— I 
Rinker  Lc  Roy— I 


U'lmdiBa 


n  G  M— 


MONTE  VISTA 


Martin  J   A— ( 
RobinKiD  S  RoblsMD — (I 
Ratheriord  A  Kirakc— ( 
Sanford  W  C— f 
White  W   E— f 


Burke  J  P— f 
Dana  H  B— f 


r  ft  Id*  Co— f 


Gilbert  Geo  O— f 
Howe  J  W— f  1 
Johnaon  Chat  K— f  1 
LeLiy  R  A— f  1 
Moynihan  C  J— £ 
Redding  W  6— f  1  ( 


ODRAY 
Frake*  David — f  c 
Jordan  Cba*  P— f  1  c 
Knoui  Wm  1^1  e 


ipex  Realty  &  Ins  S 
^raytOD  E  ft  Co— I 
Brooking  I   C— 1  c 


GjllMiiir  W  A— f 
Globe    Fire     liia    i    ll 

Cr>— f  e 
H>r»ey  7  G— f 
HaTer  E  B— < 
Hawkina  J  M— f 
Hermameyer  Chia — f 
Herrinaton    George— f 
Hiles  F  A— 1     - 
Hoffman  J  W— f 
lichetta  M— t 
Tohnaon  J  Will— f 
Keen   Bros— f 
KeUy    Tkonial— f 
King  Inv  ft  Lbr  Co— f 
'.each   P-fliiy   Co—t 
Lewii  TtaM  L— f 
Millsby  Campbell  Inv  Co 

M^ton  Geo  D— f 


Morri*  C  R  Realty  Co— I 


Smith  O  G— f 
Sorder  B  O-l 
Siickney  Cbai  H  Ag'cy 

— f 
Towniead   S   W— I 
■■     b  J  B— f 
...™  J  I^f 
Walker  C  C—t 
WatkiDi  Rroi  Really   Co 


ROCKY  FORD 
^nde^•on  Mr*  Marjr  J- 

Beymer  Arthua  S— t 

Boney    R   W— f 

Bowman  J  W— i 

Cook  Charle»— 1 
,   Dye  R  H— 1 
,   Fenlnion  L  R— f  c 

Gobin  W   B— f 

Greene  D  H— 1 

Hauck  ft  McKeliey- f  c 

LatHD  ft   Boggi — I  c 

Md^urg    W   J— I 
Reifel  P  J— f 
Steele  W  C— f  c 
Wbitlocfc  D  T— ( 


Craig  D  H-f 

De  Weeae  I  W— f  c 

Gimlett  F  E— f 
Gloyd  F  W— f  e 
Tohnson  C  F— f  e 
McGuire  W  F— I 

Matthews  i  Bromley— f 


STERLING 
Barney  P  D— f 
Rarthalow  D  A— t  1 


Funk  C  J— f 
Henderion  F  J— f  I  e 
HinUey  H  D— { 
lackion  A  D~f 

tSwrS"!!— f 
King  W  E— ( 
Kinrie  C  W— 1 
Milford  Mr— I 
MoriiOD  Jia  H-f 
Naugle  S  E— £ 
Propai  W  C— f 
Rigaby  V— I 
Si  del  A  E— 1 
Simoni  G  S— f 
Smith  C  F— f 
Watti  V  B— f 
Weaver  Mr— I 
Woodard  C  H-f 

TRINIDAD 
Bailey  Chaa— f  1  c 
Bennett  ft  Wilton— f  1  c 
Brigham  E— f  c 
Commercial   agency  Co— 

Day'^E  H-f  c 
Dunl»»y  Ag'ey  Co— £  c 
Eail  Sam  J— f  I  c 
Hammond  tame*— I 
Herton  D  J— I 

TlK— f  ""  >'"''' 
Hubbartt  Agency— f  1  c 
McCartr  ft  Smith— f  1  c 
McGlnban  ft  Gow~f  1  c 
Madrid  J  M~f  1  c 

Rogers  J  E— I 
Vigil  J  lH-l 
Voasbeck  &    Dunlavy 

Tiplon  C  F— f 
Williami  F  A  A— t  c 
Willlami  L  W— f 

VICTOR 
Coatea  Tom— I  c 
Hattford  R  R— 1  c 
Hopkini  Mn  Emma— f 
Kingaley  Agency.   Co  The 


WALSENBURG 


Falkenberg   G    E— I 
Haikell  E^J-lle 
Kenney  W  F-f 
Merriam  W  E-f 
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CONNECTICUT 


CHARLES    E.    PARKER 

Manager  New  England  Department 

Insurance  Co.  of  North  America  of  Phila.,  Pm 

Philadelphia  Underwriters  of  Phila.,  Pa.,  aod 

Alliance  Insurance  Co.  of  Phila.,  Pa 


50  STATE  STREET 


HARTFORD 


CONN. 


ANSONIA 

Bartholomew  J   H— f  1  c 
Broderick  D  f— f 
Cohn  David  E— 1  c 
Grossman    M    A — c 
Gordy  E  S  &  Co— I  1  c 
Hull  A  E— f  c 
Malumphy  M  D — f 
Nelson  William  A— f 
Rcmcr  C  B— 1 
Smith  Jas  T— f  c 
Terrell   Lucius— f  1  c 

BERLIN 

Deming  F— f  1 
Robins  E  G — ^f  1  c 

BETHEL 

Gilbert  H  A— f 
Gilbert  W  A— £ 
Kyle  H  F— f 
Smith   J    C— f 
Woodman  Howard  H— f 

BRANFORD 

Barker  Earle  A— f 
Beach    Frank    E   &    Son 

-fl 
Bradley  J  A— 1 
Callahan  J  P— f  v 

Clapp  W  H— c 
Foote  W  R  &  Son— f 
Goldsmith  Fannie  P — f  c 
Griswold  Samuel  A— 1 
Hosley  B   F— f 
Johnson   G — 1 
Kinney  F  T— f 
Martin  C  H— f 
Morton  I  W — 1  c 
Robins  H  G— f 
Upson  J  E — 1 

BRIDGEPORT 

Anderson  Percy  P — f  1  c 
Anderson  &  Co — f  1  c 
Antignoni  A  M — c 
Apgar  W  F— 1  c 
Apstein   David — I 
Banks  John  W — c 
Beardsley  Clifford  W— f  1 
Beers  G  B— c 
Blackman  H  L  &  Son— f 

1  c 
Blatx  W  D— f  c 
Bonyman    Bertha— c 
Boothe  David  B  &  Co— 

f  c 
Bradley  J  C— f 
Bridgeport  Land  &  Title 

Co— f  1  c 
Broderick  Richard  H— 1 


Brown  Fred  E — 1 
Brown  B  H — c 
Brown  R  H— 1 
Brown  R  P— f 
Buckingham  Walter  T— c 
Castle  Clifford  E— 1  c 
Catlin  &  Bright— f  1  c 
Chamberlain  W  W— I 
Clark  Alfred  H— c 
Clark  Roy  E— f  1  c 
Coggswell  Geo  W — f 
Cole  Chas  C  (Inc)— f  c 
Connolly  R  T— 1 
Converse  H  B — 1 
Cooley  R  W— 1  c 
Cooney  Bernard — f  1  c 
Cosgrove  Cath  E — 1 
Cowan  P  A— 1 
Cubelli  Jos — c 
Curtis  E  P— 1 
Darling  L  R— 1 
Delbis  Jos  L— f 
Devine  James — 1 
Devitt  &  Co— f 
Edgar  A  J— 1 
Edwards  Chas  A — f  1  c 
Edwards  Louis   R — ^1 
Farren  F  A — ^1 
Fisher  John  J — f  1  c 
Fraunberger  £  L — 1  c 
Gale  Thos  B— 1 
Garner  Wm  &  Son — f  c 
Gaynor  J  F —  1  c 
Giddings  &  Hughe»— c 
'.ill  L  T— c 
Goldbach   Chas— c 
Goldman  H — c 
Goodsell   G  W   &  son— f 

1  c 
Goodsell  iZalmon  &  Co — 

f  1  c 
Graham  W  R— c 
Greenhill  A  A— 1 
Griesinger  Wm  &  Son — 

f  c 
Griswold  A  W— I  1  c 

Harris  H— 1 
Hasbrouck  F  E — 1 
Hatfield  W  A  H— f  1  c 
Hatheway  Geo  T — f   c 
Havrilla  A— c 
Herman  Warren  S— c 
Heske  A — c 
Hirsch  Marcus — f  1 
Hoffman  F  R— 1 
Hubert  C— c 
Hull  J   D— c 
Hurlock  Bertha  M— f 
Hurlock   E  W— 1 
Johnson  John  A — 1 
Kcnney  Michael  A — f 
Kerns  P  H— c 
Kochiss  J  L  &  Co— f  1  c 


Lee  Bernard  F — 1 
Lindskag  Eric — 1 
Lineburgh  Caraher  &  Co 

— f  c 
Lineburgh  W  G  &  Son— 

c 
Loewith  S  &  Co— f  1  c 
Lvon  H  M— f  c 
McCutcheon  E  M— c 
MacGregor  James — f  1 
Mando  A  H^-c 
Miller  Paul— c 
Miniter  John  T— c 
Moore  John  W— 1  c 
Neal  Arnold  A — f  c 
Nelson  J  F — ^1 
Nichols  W  J— f 
Okleyewig  Francis — f  1 
Orton  E  J  Co— f  c 
Phelan  Jerome— c 
Phelan  Bros— f 
Phillips  C  W— 1 
Pike  Benj  F— f 
Pinkerman  W  &  Co— f 
Prendcrgast  Wm  B— f  1  c 
Price  W  J— 1  c 
Pu^h  Jas  L— < 
Quint  Joseph — 1 
Rahrig  S  F— c 
Redficld  W  M— f 
Richardson  Geo  H— c 
Ripley  Edwin  L— 1 
Robinson  F  D— 1 
Robinson    Miss    Emily — 1 
Ryburn  J  J— f 
Saltman  H  B— 1  c 
Sears  J  M— c 
Selleck  J  F  Jr— f  c 
Senger  Henry  J — c 
Smith  C  C— 1 
Smith  John— c 
Spafford  &  Malctte — c 
Staples  Jas  &  Co — £  c 
Stein  Max — 1 
Tcsch  Gustave  C — 1 
Thompson  C  E  &  Sons — 

Title   GuaraTity    &   Trust 

Co— f  c 
Tolman  Wm— 1 
Treadwell   E   E— c 
Vars   M   T— 1 
Walsh  Bros— f 
Warner  John  A— 1 
Warren  Tracy  B— f  I  c 
Watson  David  F— f 
Watson  T   L  &   Co— £  c 
Whitney  D  R— f  1  c 
Whitney  Rob't  G— 1  c 
Whitney  &  Sturgis— £  c 
Williams  Arthur  Jr— 1 
Williams  E  S— c 
Wilde  Jonathan— c 


Wilson  A  M— 1 
Wilson  W  C— c 
Wintter  &  North— f  1  c 
Withington  Aug  I — c 
Woods  G  E— f 
Wootton  Chas  L— 1  c 
Zimmer  Bros — £ 

BRISTOL 

Beckwith  C  B— 1 
Coughlin  J  J — 1 
Cray  James — £  1  c 
Dunbar  E  L — f  c 
Gordon  Chas  N— < 
Heffernan  Daniel  J— £  1  c 
Holden  Jas  F— £ 
Mason  C  V  &  Co— £  1  c 
Muzxy  A  J — ^£  1  c 
Peck  M  L  &  Son— £  1  c 
Snow  Worthing  V— f  1  c 
Spicer  Walter  fc— £  1  c 

CANAAN 

Dutcher  C  T— 1 
Finney  Edwin  C— c 
Fuller  Allyn— £  1  c 
Lansins  J   H — £  c 
Pease  E  S— £ 
Whittlesey  &  Adam-f  c 

COLCHESTER 

Adams  W  P— £ 

Baker  A  A — £ 

Buell  &  Willard— £  1  c 

COLLINSVILLE 

Carleton  L  A— I 
Darling  Chas  S— f 
Humphrey  Harold— f  1  c 
Jenkins  C  S— £  1  c 
Jones  Henry  P— f 
Mitchell  Munroe  E-£lc 
Perkins  H  B— £ 
Sullivan   Wm   H-f 
Thayer  C  W— f 

CROMWELL 

Barrows-Cadella  I— £  1  ^ 
Beaumont  T  W — f 
Boardman  A — £ 
Bowers  Edw  W — f 
Buggic  W  H— 1 
Butter  Ralph  S — 1 
Edwards  &  Jone»— f 

DANBURY 

Alexander  R  S— c 
Bailey  E  W— c 
Booth  J  R— c 
Bulkley  N  T-f  1  c 
Conlcy   F  S— c 
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Wakefield,  Morley  &  Company 

General  Insurance  Agency 

252  Asylum  Street,    (Hartford  Life  Building)    Hartford,  Conn/ 

Private  Tdcf^ione  Exchange  CoonectinK  All  Departments. 
Connecticut  General  Amenta 
CALEDONIAN,  DETROIT  NATIONAL,  BRITISH  AMERICA, 

INSURANCE  CO.  OF  THE  STATE  OF  PA..  PEOPLES  NATIONAL.  ROYAL 
FIDELITY  DEPOSIT  CO..  Balto.  ROYAL  INDEMNITY  CO..  N.  y! 

NATIONAL  LIFE  INSURANCE  CO..  Vermont 
Aventa  for  Hartford  and  Ticlnitj  of  25  Inaurance  Companlaa 


Corbett  D  T— f  I  c 
Cottermole  A— 1 
Croiuit  E  F— c 
Davis  Howard  H— f  1  c 
Fay  J  F-f  1  c 
Higgins   J   S — f 
Hodge  Eber  A— 1 
Krom  Arthur  G — f  1  c 
Mayer  Sol— £ 
Merrit  G  W-f  1  c 
Olmstead    Wallace    G— f 

1  c 
Pearcc  Reuben   B— flc 
Pierce   F   W— c 
Reed  J^-i  1  c 
Schoonovcr  C  A — 1  c 
Sheehan  E— 1 
Stereos  H^  B— 1  c 
Stevens    Chas  W— 1 
Taylor  C   L— f  1  c 
The  Stevens-Hodge  Corp 

-f  1  c 
Wildman  W  E— f  1  c 

DANIELSON 

Bill  A  G— f  1 
Brown  Geo  S — f  1 
KcUey  W  P— f  1  c 
Pcllctt  Ray — 1 
Wilbur  E  B— f  1  c 
Wood  E  O— 1  c 
Woodworth  A  V— f 

DEEP  RIVER 

Burke  Edw  G— c 
Marvin  Chas  R— f  I  c 
Marvin  Harry  L — ^1 

DERBY 

Atwater  Wm    C  &   Sons 

— f  1  c 
Birdscve  T  S  &  Son— f 
B?me'R   T— f 
Dziadih   Gabriel— f  1 
Hickey  Brothers — f 
Home  Trust  Co— f  c 
Johnston  John  F — 1 
McEnerncy  J  I — f 
McMahon  D  E  &  Co— f 

Reilly  J  W  &  Co— f 
Sloan  C  H— f  c 
Sloan  W  E— f  1  c 
Wall  John   P— f 
Wemsinan    Charles  A — f 
Whitney  Herbert  L — f  c 

EAST  HADDAM 
Comstock   W  S— f  1  c 

EAST  HARTFORD 

Bell  B  H— f 
lessen   H   A— f 
Liebcrt  A    C— 1 
Merriman   Chas  Co— f  1  c 
Olmstead    Carroll    ft   Co 

— f  c 
Roberts  Homer  C— f 


ENFIELD 

Brainard  H  K  &  Sons— 

f  c 
Burbank   Clarence — ^f 
Davis  Henry — ^f 
Hathawa;^  Allen  B— I 
Oliver    Geo — f 
Potter  J  H— I 

ESSEX 

Coulter  Thomas  D— 1 
Demtng  Niles  O — ^1 
Hutchinson  John  I — c 
Knowles  M  C — I 
Parker  L  P— f  c 

FAIRFIELD 

Pickett  E  W  S— f  c 
Wakeman    Bacon — f 

FARMINGTON 

Allyn   &  Skinner — f 
Crandall  H  "L-i  1  c 
Root  Lewis — f  c 

FORRESTVILLE 

Gillem  J  A-1 
Holden  J  F— f  1  c 
Matthews   F  R— c 

GLASTONBURY 

Carrier  Geo  H — f 
Carter  C  P — f  c 
Curtis    Frederick   R — c 
Carrity  F  W— 1  c 
Gildersleeve   Lloyd— 1  c 
Hollister  A  E— 1 
Holmes  H   T— I 
Olcutt  Frank  L— 1  c 
Outtrim  E  W— 1  c 

GREENWICH 

Beam  George  E— f  1  c 
Cameron  Charles — f  c 
Chamberlain  Robt  L — ^f 
Cooke  Chas  E— flc 
Cooke  Thomas  N— f  1  c 
Dayton   Henrv — ^f 
Duff  James  F— f  1  c 
Ferris  Wm  J— f 
Finney  B  F— f  c 
Franklin  Edson — ^f 
Mead  Elkanah— f 
Meany  Wm   S — f  c 
Montgomery  Chester — f 
Murray  Thos  J — ^1 
Ritch  Gilbert  M— £ 
Ritch  Wm  E— f 
Thompson    Raymond   B 

Timmons  L — f  c 
Wellstood  Robt  &  Son— 
f  1  c 

GROTON 

Allen  Frank  W— 1 
Baker  M  Milton— 1 


Bailey  Henry  L— f  c 
Cone  A— f 

Denison   Walter   R— £ 
Edgecomb  Frank  J— £  c 
Morgan  Lydia  E — £ 

GUILFORD 

Chapell  R  D— 1  c 
Dudley  W  A— 1 
Griswold  Chas — 1  c 
Keast  Wm  G— 1 
Monroe  James  H — f 
Post  Sc  Stone— f 
Rol£  Frederick  H— f 

HAMDEN 

Badger  Robert  E— 1  c 
Clark   Charles  F — f 
Kenyon  Walter  T— f 
Spencer  Frank  N — 1 
Warner  E  G— f 
Webb  Paul— £ 

HARTFORD 

Allen,      Russel      &     Al- 

len-f 
Anderson  J  Verncr — f  1  c 
Archer  Eugene  S— f 
Baglin    Chas    E— 1 
Baker  W  E  &  Son— £  1 
Baldwin    H    G— 1 
Barnard    C   D— 1 
Beardsley  &  Beardsley— 

£  1  c 
Beardsley   Eliott   G— £ 
Beckerley   Wm   R   Co— c 
Benjamin    &   Connor — ^f  c 
Bernow   Sam — f 
Birdseye  A  J — 1  c 
Bliss  F  J— £ 
Bliss  Harrr  E— f 
Blumenthal   Max— f 
Brainerd    G    P— £ 
Brainerd    H    B— f 
Bronk    F— £ 
Buck  Howard  C— f 
Buckland     Chas      E     & 

Chas  E  Jr— 1 
Bur  gey  F  W— f 
Chapin  Agency — £ 
Chapman  Silas  Jr — f  1  c 
Conklin  H  W  &  Co— £  1  « 
Cosgrove   P   A — f  1 
Cowles  E  S— £  1  c 
Cruttenden    W    B— f 
Doty  S  C— £ 
Dunkum  R  O— 1 
P'i^her  f^-eo  B— f  c 
Foley    Peter- 1 
Goocfenough  H  B — c 
Goodwin    W    B    Co— £ 
Gorton  J   C — 1  c 
Gorton  P  G — 1  c 
Greenbcrg    M— f 
Griswold  Fredk  A — 1 
Hart£ord  Realty  Co— £ 


Hartstall   Max— 1 
Helion  John  J — f 
Hinckley  A   G— 1  c 
Holbrook    D    G— 1 
Hooker  &  Penrose — ^£  c 
House  Albert  K—i 
Howard  A  E— f 
Howe  Horace  S — £  c 
Jackson  J  T— 1 
Johnson  Agency — ^f  1  c 
Kaufman    A — ^1 
Kennedy  Jos  P  &  Co— f 
Kenyon    A — f 
Knox   Arthur   S   &   Co — 

f  1  c 
Knox  R  C— f  1  -c 
Lamb  J   W-1 
Lamb   John   W— 1 
Langworthy    N — 1 
Lewis  Arthur  &  Co— £  1  c 
Long  H  C  &  Co-£ 
McManus  &  Holcomb — t 

1  c 
Markham    D    G — f 
Marquardt  H  C— f  c 
Mayer  Jerome — £  c 
Melrose   Henry — f 
Merriman   The  Chas 

Ag'cy— £ 
Miner  Chas  H— c 
O'Brien  Edw  F— f 
Parker   Chas  E— £ 
Penrose  Howard  M — c 
Pierce  W  J— 1 
Pitkin   A   H— 1 
Potter    Lester— 1 
Price   C    C— 1 
Richard    D    C— 1 
Richards  &  Thompson- 1 
Robens  Lee  C — ^1 
Roberts    E    C— 1 
Rogers   F   W— 1 
Rogers.   Roger  &  Rogers 

£  1 

Rood  A  W— 1 
Rusk  C  M— f  1  c 
Schcide  W  C  &  Co-£ 
Seide  &  Co  H  W— f 
Senter  C   H— 1 
Shepard  Chas  E— 1 
Shepard  &  Roberts— £  1  c 
Shepard   Nellie   F— 1 
Small  F  F  &  Co-f  1  c 
Smith  Frank  G— f 
Snow  &  Co^f 
Snow   &  Thieme— £ 
Staples  Geo  W— 1  c 
Starkweather    Chas    M— £ 
Stevens  M  V   B— 1 
Stockder  &  Gaines — 1 
Stone  D  G— c 
Sturham  C  F— ' 
Taylor  Leon  E — 1 
Thompson  A  R — 1 
Thompson  John  L — 1  c 
Wakefield,  Morley  &   Co 
— £  Ic 
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Ward   Wm— t 
Watson  Geo  I — c 
Webster  &  Co— f  1  c 
Wbitmore    F    G    &    Son 

— f 
Williams    Fred    H    Jr— 

1  c 
Woodford  Alton  E— f  c 
Woolley    C    P— 1 
Wright   F   B-f 
Young  J  W-f  1 

HAZARDVILLE 

Bridge  A  G  &  R  P— f  1  c 
French  W  E— £  Ic 

JEWITT   CITY 

Burdick  A  C—i  c 
Hourigan  John  A— f  c 
Leonard  J  E  &  Son— f  c 
Webster   Herbert  C— f  c 

LITCHFIELD 

Clock,  Elgin— f 
DuflBe  &  Clark— f  1  c 
Marsh.  Wm  T— f  1  c 
Mason  F  B — f  1 
Weeks  EU  D— 1 

MANCHESTER 

Bosso  Angelo — 1 
Carney  Robert  E— f  1  c 
Clark  F  B— f  1  c 
Duffy  Elmex^-f 
Kellc3r  Wm— 1 
Manning  Frederick  R — f 
Rich  R  G  &  Co— f  c 
Rohan  James— f 
Skinner  A  H — f  1  c 
Smith   Robt  J— f  1  c 
Vibberts  H  Ij—f  c 

MERIDEN 

Borst  F  C— 1 
Chamberlain  A  R — 1 
Cloonan  Jas  F — f 
Cooke  Florence  M — c 
Decker  &  Gumprecht — ^f 
Ekmark  F  J— £ 
Gardner  A  H  &  I  I— 

f  1  c 
Holt  &  Stevens— £  1  c 
Mischler  Geo— £ 
O'Neil  &  Flynn— £ 
Page  &  Pardee— £  1  c 
Plumb  Josephine  M — ^1 
Souire  The  W  H  Co— £ 

1  € 
Stowell  W  O  Jr— £  1  c 
Strickland  &  Drcher- f  1 
Pwiss  Bruce  C — 1 
Tyler  Chas  H — c 

MIDDLETOWN 

Annino  Jos    S— f 
Babcock  Sam'l— £ 
Bacon  J  E— f  c 
Boughton  A  I^f 
Bouteillcr  W  H— 1 
Brainerd  Olyn  A — 1  c 
Butler's  Ins  Office— £  1  e 
Chase  Daniel  W— 1 
Coughlin    &    Coughlin— £ 

c 
Edwards  &  Jones— f  1  c 
Guy  &   Bullock— f  1  c 
Hull  Wilbur  S— f  I  c 
Lawton  Jas — £  c 
Santangelo  Lee — f  c 
Wright  John  I^f 

MILFORD 

Brothcrton  W  B — £ 
Cavwood  Anna   E— c 
Chester  Clark— 1 
Durand  W  C— f 


Fowler   C  M— f  c 
Irving  Walter  M— f  1  c 
Milford  Trust  Co— f 
Munson  George  W — £ 
Piatt  C  W— c 
Robierts  G  A— £ 
Smith  Geo  J — £ 
Smith  H  C— 1 

MONTVILLE 
Bradford  G  H— £ 

MYSTIC 

Denison  Daniel  B — f  1  c 
Hinckley  Frank  H— £ 
Packer  T  E  &  Co— £  1  c 
Philips  John  W— £  1  c 

NAUGATUCK 

Bingham  S  D — £  c 
Dayton,  Rumney  &  Wig- 
more— £  1  c 
Hungerford  C  F— £  c 
O'Loughlin  Thomas — £ 
Sutherland   John— f  I  c 
Sweeney  Jas  E — f  1  c 

NEW  BRITAIN 

Abrahamson  J  A — ^1 
Alford  F  H— £  1 
Atwater  J  F— £  1  c 
Cadwell  Frank  S — I  c 
Christensen  Agency — £lc 
Christesen  &  Timbrell 

-£  1 
Commercial  Trust  Co — £ 
Cox  &  Dunn— £  1  c 
Crandall  R.  E  Co— £  1  c 
Crona  Peter— 1 
Danielson  Aaron — £  1 
Deming  J  O — 1  c 
Gillin  Chas  H— f  1  c 
Hatch   The  W   L   Co— £ 

1  c 
Holmes  F  W— 1 
Home  Banking  &  Realty 

Co— £  1  c 
Humphrey  H  D— f  1  c 
Latham  W  E— £ 
Lockwood  H  N — f  c 
Morton  Harry  E — £  1 
Munson  E  H  &  Co — f 
Murray  P  J  &  Co— £  c 
O'Brien  Tcrrance  H — Ic 
Parson  D  A — f  c 
Ouigley  Geo  A— £  1  c 
Riley  DeWitt— £  1  c 
Schultx  &  Costello  Inc — 

£  1  c 
Star  Real    Estate  &  Ins 

Co— f 
Stark  Co  The— f  1  c 
Steele  Chas  E— 1 
Sterns  &  Lockwood — f  1  c 
Tracy  W  C— c 
Upson  A  W— 1  c 
Watson  James  J — £  1 
Zimmerman  F  M  &  Co^ 

£  1  c 

NEW  CANAAN 

Baxter  W  S-f  1 
Green  F  E— f  1  c 
Morse  R  B— fl 
Wheeler  W  A-f  1  c 

NEW  HARTFORD 

Goodwin  Scott  G — f  c 
Tones  Clarence  E — f  c 
Tones  Frank  W— £  c 
Jones  H  Roger—f  c 

NEW   HAVEN 

Adams  Dorald — 1 
Adams  John — ^1  c 
Allen  H  W— 1 
Allen  Henry  P— 1 
Andrew  Clarence  C — 1  c 


Anthony    The    Willis    M 
Co^f  c 

Badger  Robt  E— 1 

Bahr  W  J— 1 

Bailey  Chester  A — £ 

Baker  James — 1 

Baldwin  Tos  B — 1 

Barclay  A  H — 1  c 

Barnett  Wm— c 

Batch  Henry  J— 1 

Bates  S  W— 1 

Beckley  Franklin  E— I 

Bcebc  H  F— 1 

Beecher  Realty  Co— £ 

Beers  Robt  A — 1  c 

Bishop  &  Co — 1 
Bishop  F  C— fc 

Blake  C  A— f 

Blakelee  Waldo  S— f 

Blatchley  Jacob  E — £  c 

Blin  J  S— « 

BoUman  F  E — c 

Bowen  Raymond  B — 1 

Brackett  Wm  H— 1 

Braddock  Henry  A — £ 

Bradley  Geo — 1 

Bradlev   T  C  &  Co— £  c 

Bradley  Walter— 1 

Brctzfelder   H   C— £  1  c 

Bromlev  Chas  B — 1 

Burton's  Ins  Agency — f  c 

Callahan  Eugene  A — 1 

Campbell  Jas  P — 1 

Cannon,  Morse  &  Co— f  c 

Christensen  H  E — ^1 

Coan  &  Bunnell — £  c 

Condon  John  A— £  c 

Cooke  Ed  F— 1 

Cooper  F  G — f  1 

Cornell  Leo^l 

Dayton  Willis  M— 1 

De  Vita  Enrico— £  1 

Del  Grego  Eugene  S— £ 

Dillon  i  O'Brien— f 

Dray  E  L— 1 

Dudley  F  A— t 

Dunn  John  E — 1 

Eberth  Frank  C— £  c 

Ellithorpe  Ira  V— £  c 

Ess  B  F— 1 

Evarts  Frank  A — 1  c 

Failer  Thilo— 1 

Fay  Harold — 1 

Fields  The  W  T  Co— £ 

Fienstien  Louis — ^1 

Finler  F  W— c 

Fitzgerald  W  E— £ 

Flynn  James  F — £  1  c 

Gates  T  V  H— c 

Gilson  Thos  L— £  c 

Gillette  John  B  &  Son— 
£ 

Gilson   Edmund   St   L — 
f  c 

Gluckman  J — c 

Gordy  E  S— 1  c 

Granel  Frank  R— 1 

Griffing  C  C— £  1  c 

Groden  M  F— 1 

Gunn   Ed  T— 1 

Gurian  M  W— 1  c 

Hallock  E  E— 1  c 

Hamilton   F  S— £  1  c 

'^art  S  W— 1 

Harvey  Joseph  A— c 

HauflF  Tohn  A— £ 

Hays  i  Allen— £ 

Helsenbeck    M — c 

Hemingway    &    Chamber- 
lain— £  c 

Herz  H— £ 
Higgins  Morris — c 
Hill  Chas  R— 1 
Hoadley  &  Hoadley^-£ 
TToskins  Burton  L — £ 
HotchWss    William    M— 

f  c 
Howarth  Thos  S— £  1  c 
Hueo's  Philip  Sons— £  1  c 
Hull   Argall    I^fc 
Hunt  Fred'k  J— 1 


Tones  N  H— c 
Kautz  R  L— £  c 
Keane  &  Donnelly — £  c 
Kelley  Geo  E— I 
Kelly  James  B— £ 
Kennedy  J  B— 1 
Kerrigan  J  C— £  1  c 
Ketchum- Wellington — ^1 
King  Ed  G— c 
Kirk  William  A— c 
Kleiner  M— c 
Klynman  M— 1  c 
Kohn  Bros— f 
Leonard  M  J — 1 
Lincoln  Allen  B— 1 
Lindley  Est  R  Lea— £ 
Lomas  &  Ncttleton — £  c 
Ludington  M  E — ^1 
McGann  James  E — £ 
McNeil  V  F  &  Co— £  c 
Macy  P  G— 1 
Maher  J  P— 1  c 
Main  Walter  A  ft  Son— 
£  c 

Mansfield  Louis  A — £ 
Mason  Co  The— £  c 
M  surer  John  F — ^f 
Metzger   Fannie — f 
Moeller  C   R— f 
Morris  Geo  E — ^1 
Morse  W  A— c 
Mortgage  Inv  Realty  Co 

Munigle  John  T — £ 

Nettleton  G  E— 1 

New  Haven   Real   EsUte 

Title   Co— f 
North's  Ins  Agency  Inc 

— £  1  c 
Notkins  Matthew  A— £ 
Otrgeson  T  O  H— I 
Patten  &  Eaton— £  c 
Peck  G  L— £  1 
Perry  Wm  C— 1 
Peters  J  S— 1 
Phelps  Albert  H— 1 
Pitkin  Lewis  S— c 
Podolof!   Abraham — £ 
Porter  C  H— 1 
Powes  J  J— c 
Pratzner  Jules — f  c 
Pupe  Antonio— c 
»>ecd  T  F— f  1  c 
Rice  F  J  &  Co-f  1  c 
Rice  W  W-1 
Rice  Morris— 1 
Richards  Benjamin  F— I 
Robinson  O  B — ^1 
Pollinson  Fred'k  B— f 
Rosan  C  D— c 
Rosenbluth  Louis  M— £ 
RoveH  K— f 
Russo  Paul — f 
Rutledge  A  E^l 
Ryder  Mark— £ 
Sausser  J  H 
Schiffer  W  B— 1 
Schmermond  T  F — I 
Shcpard  H  H— f 
^^Ujrton  Lucius  C — ^1 
Sloan  John  T  Co-f  c 
Smith  ^Imer  E  Co— £  c 
Smith  G— I 
Smith  Geo  C  H-c 
Smith  Joseph  H— I 
Snyder  Wm  H— 1 
Spiro  Adolph — 1 
Sprcyer  Charles — £ 
Stcrnschusa  L — ^l  c 
Stetson  Isaac  M — ^1 
Straub  M — f 
Sturtevant  R  L— 1 
Sweezev  ft  Kelsey— f  1 
Swift  Edward  S-1    , 
Taintor  Nelson  C— 1 
Thompson  C  E  ft  Softs— 

Tice*^J  W— I        ^    , 
Townsend  Fred  P— 1 
Underwriters  Agency  Co 
— £  1  c 
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Vass  W  W-1 
Wallmo  Pcre  G— 1 
Ward  Frcdlc  M— f 
Ward  FredTc  S— f 
Warren  Herbert  C  &  Co 

Wearer  E  H— f  c 
Webb  Paul— c 
Weld  N  J— f  c 
Weld  Wm  E— f  c 
Welch  Lewis  S— 1  c 
Wilson  Chas  &  Co — £  c 
Yeomang  C  S — I  c 
York  S  A— c 

NEW  LONDON 

Adams  A— c 
Anderson  Harry  H — ^f 
Buckley  D  M— 1 
Chappell  Wm  S— f  c 
Coit  Wm  B— 1 
Crandal!  F  D— f  c 
Crandall  Lewis— c 
DaboU  E  V  &  Co— f  c 
Dfllon  Thos  C— f 
Doton  Ed  S — 1 
Edgar  Janie  "L- — ^f  c 
Ora^a  J  M — f  1 
Hamilton  Fred  &  Co— f 
Hill  James  H— f  c 
Holmdersky   Meyer — f  c 
Holt  Fremont  A— 1 
Johnson  Wallace — f  c 
Learned  T  C  ft  Sons— f  c 
Lord  R  ft  Co— f 
McGinlcy  Bros — f  c 
May  Jas  R — f  c 
Miner  S  H— f 
Parmeiee  C  F — c 
Parmelee   F  H — f  c 
Prince  S — ^f 

inn  &  Moran — f  c 

eal    Etate     Exchange 

Inc— f  c 
Saater  E  T— I 
Sheridan  P  A — f  c 
Shnrts  P  H— f  c 
Shorts  A  H— c 
Silog  Toney— f 
>teams  A  C — f  1  c 
Weaver  H  C  ft  Co— f  c 
Whitcomb  H  F— f  c 

NEW  MILFORD 

Kirk  G  F-I 
Mygatt  R  F— f  1  c 
New   Milford    Scctirity 

Co— f  c 
Schoonmaker  F  H — i  1  c 
Todd  C  A  ft  A  G— f  1  c 

NEWTOWN 

Bartram  D  S — c 
Curtis  H  H— f 
Holian  Thomas  M — c 
Leonard  W  A— f  1  c 
Mitchell  Roht  C— f 
Pitzschler  Edward  S— 1  c 
SkiflF  Chas  W— 1 
Waterhonse  Irwin  W — 1 

NORFOLK 

CoUar  Walter  W— 1 
Cowles  Joseph  N — f  1  c 
Johnson  P  W— 1 
Selden  S  A— f  c 
Standard  H  A— 1 
Stoeckel  R  B — f  c 

NORWALK 

Balcom  Thomas  C — f  c 
Bytngton  William  H— f  c 
Canty  T  H  &  Co— f 
Crockett  W  G-f 
Cnrtis  Chas  E — f  c 
Dann  Horace  E— c 
Held  Frederick  H— f  I  c 
Froeb  E  G— I 
Hayes  John  T — f  c 
Hull  DS— f 


Lawrence  John  B — f  1  c 
Layton  J  M — f 
McGovem  Chas  T— f 
Mead  Melville  E  &  Son 
Merrill  St  John— f 
Norwalk  Investment  Co 

The-f 
Powers  Ladrijran  Co — f 
Raymond  ft  Pollard— f 
Smith  Harris— f 
Stuart  Edward  C— f 
Taylor  ft  Golden — f  1  c 
Wilcox  William  S— f 

NORWICH 

Beckley  T  H— f  c 
Beckwith  A  A— f  c 
Case  J  L— f  1 
Clark  A  A— 1  c 
Craney  J  F — f  c 
De  Pierue  Otto— 1 
Donohue  F  D — f  c 
Driscoll  E  J— 1 
Fontaine   L  J — f  c 
Fuller  J  E  &  Co— f  1  c 
Guy  Tyler  D— 1 
Hewitt   G  I^-c 
HiKgins  E  W— c 
Hill  Wm  F— f 
Hull  -G  Curtiss— f  c 
Tones  Isaac  S — f 
Knox  Herbert  L — 1 
Lathrop  J"  L  ft  Son— f  c 
Learned  B  P  ft  Co— f  1  c 
Mabrey  L — 1 
Moran  John  A  ft  Son— 

f  c 
Murtha  FT— 1 
Nicholas  Tarrant  &  Co— 

f  c 
Palmer  ftRogers — f 
Parker  John  F — ^1  c 
Prentice  E  A— f 
Root  E  T— 1  c 
Royce  F  I — f  c 
Wergasen  H  D— 1 

PAWCATUCK 

Burdick  A  E — f 
Cas«7  W  H— f  c 
Cowley  Thomas — f 
Girven    Samuel — f 
Higgins  Michael — f 
Hillard  Dr  W  H— 1 
Martin  Albert  G— f 
Prentiss  I  Edw — ^f 
Whitford    Edwin— fc 

PLAINFIELD 

Adams  S  L^-f  c 
Coffey  James  A — fl 
Danielson  B  W— f 
Goyette  Louis — c 
Jerome  Chas  A — ^f  1  c 
Mott  Arthur  E— 1 
Salisbury  E  A — f 
Salisbury  E  E — f  c 

PLAINVILLE 

Hart  F  A— 1 
Hastings  F  D— 1 
McLeod  A  A — f  c 
Ryder  M  P— f  c 

PORTLAND 

Butler  J  Allen— f  1  c 
Butler  ft  Co— f   1  c 
Edwards  Chas  H— £  c 
Goodrich  H  W— f  1  c 
Hjalmar  Bostrom — f 

PUTNAM 

Carpenter  J  R, — f 
Fuller  Lucius  H — f  1  c 
Geissler  Mahlon  H— f  c 
Gorman  Richard— f  1  c 
Mann  J  H— f  I  c 
Plessis  Joseph— f 
Seward  F  W— f  1  c 


RIDGEFIELD 

Comen  C  A — f  1  c 
Crane  Thaddeus — f  1  c 
Davis  H  H— f 
Kennedy  Thos  J — ^f 
Reed  Louis — f 
Scott  G  G— f 
Wildman  W  E— f 

ROCKVILLE 

Bissell  L  ft  Sons^f  c 
Bodman  Harry — 1 
Carroll  James — 1 
Fahey  John  E — 1 
Garvan  Thomas — f  1  c 
Hay  ward  Mrs  Arthur — f 
King  L  C— f 
Randall  ft  Randall — f 
Rice  Geo  C— 1 
Scheiner  Henry — 1 
Scott  Mrs  A  E— f 
Thomas  John  B — f  1  c 

ROXBURY 
Kirk  Andrew— 1 

SALISBURY 
Finnegan  Thomas — 1 

SEYMOUR 

Atwater  C  J— f 
Boies  C  S— 1 
Culver  S  Hart— f  c 
Howard  Henr^ — f 
McNemey  M  £— f  c 
Seymour  Trust  Co— f  c 
Strapp  John — f 

SHELTON   • 

Beard  Bennett  N— f  1 
Bentley  Tos  W— 1 
Charamalla  Peter— c 
Fuller  Chas  W-1  c 
Gaynor  M  J — 1  c 
Shelton    Bank   &  Trust 

Co— f  1  c 
Sloan  Chas  H — f 
Warner  H  H-c 

SIMSBURY 

Chandler  W  Woods—!  I  • 
Eddy  John  C— f 
Eno  Geo  C— f 
Gemlot  H  A— 1 
Hall  Chas  W-f  1 
Marks  H  H— 1  c 
Pattison  Geo  E^f  1 
Phelps  J  O— c 
Small  F  F  &  Co— f 

SOUTHINGTON 

Brown  Franklin  G — f 
Elliott   Richard— f  1  c 
HemingwaV'Lewis   Ins   ft 
Realty  Co  The— f  1  c 

SO    MANCHESTER 

Rich  Geo  F— f 
Skinner  A  H — f  1  c 
Viberts  H  L-f 

SOUTH  NORWALK 

T^ecker  F  C— f 

Canty   Thos  H  ft   Co— f 

1  c 
Crocket  Wm  G— f  1  c 
Dre^er  Chas  L — f 
Hull  Dennis — f  c 
Kellogg  T  H-1 
Lawrence  J  B — f  1 
Layton  J  M  ft  Co— f  1  c 
Powers,    Ladrigan    ft    Co 

Taylor  ft  Golden— f  1  c 
Wilcox  S— f 

SOUTHPORT 
Perry  H  H— f  c 


STAFFORD     SPRINGS 

Converse  J  C — 1 
Hanley  W  E— f 
Harwood  Chas  F  ft  Co — 

f  1  c 
Heald  W  H— f  1  c 
Ide  G  D-1 
Murray  Patrick — 1 
Sanford  F  G— 1 
Siswick  George — I 

STAMFORD 

Abbott  G  H— f 
Anderson  J  M — f 
Ayres  E  M— f 
Benninghoff  F  S — 1 
Bell  Harry— f  c 
Bishop  ft  Rockwell — f  1  c 
Blackman  D  H— 1  c 
Finney  John — f 
Fitch  Gilbert  I^-l 
Footc  H  W— 1 
Gurley  F  B— f 
Hanrahan  John  T — f 
Hoyt  Thomas — ^1  c 
Jenkins  Geo — f  1  c 
Jessup  W  H— f  1  c 
Jones  Chas  S — f 
kimball  A  J— f 
Krumreine  Guy  S — f  1  c 
Miller  Herbert  S— f  1  c 
Rhinehart  L  D— f  1  c 
Taff  Fred  A— f 
Valentine  ft  Vick— f  1  r 
White  W  N— f  c 
Wood  F  P— 1 

STONINGTON 

Anderson   Jerome  S — f 
Hammond  Lewis  E — f  1  c 
Hull  A  C— f 
Robinson  Geo  H — £  1  c 
Ryan  John  H— k: 
Trumbull   Frank— f 

STRATFORD 

Allen   Edw  P— 1 
Belden  Isaac  L — 1  c 
Booth  D  B— f 
Burton  F  B— 1 
Davis  Jas  W— f 
Esposito   Vinccnzo — f 
Foster  Chas  B— c 
Mathews  Chas  O— f 
Parkerton  Asa  L — c 
Peck  ft  Wood— £ 
Peck  C  H— c 
Peck  Louis  E — £  c 
Rhoades  David  L — £ 
•  Sammis   Frank   R — £  1  c 
Smith  Geo  J— f 
Stevenson   McLeran — £ 
Stowell  James — 1 
Thompson    T    W    ft    Co 

Agency — f 
Wilcoxscn  Albert  &  Son 

— £ 

SUFFIELD 

Burbank  W  E— f 
Corrigan   E  M — 1  c 
Crane  Amos  B — £ 
Graham  Bros — f  c 
Prior  C  H— £ 
Reid  S  N— £  1  c 
Root  James  N  &  Co — £ 
Spencer   Chas    L — 1  c 
Spencer  Clinton — 1  c 
Wilbur  E  E-f  1  c 
Wilson  W  J  &  Son— f  I  c 

TAFTVILLE 

Benoit  Adolphus— 1 
Fontaine  John  C— 1 
McCarthy  Joseph  H— 1 

TERRY\'ILLE 

Haase  Oscar — £  1  c 
Scott  F  A— £ 
Sturr  J— c 
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THOMASTON 

Burlcy  Thomas — 1 
Canfield  Thomas — f 
Lyons  Thomas  M — f 
Ryan  \Vm — f 
Stoughton  Henry  E — f  c 
Thomas  E  A  &  Co— f  c 

THOMPSON 
Co  veil  Marcus  A— f  c 

THOMPSONVILLE 
Bratnard    Leslie   C— f  c 
Bi-oderick   M   E^fc 
Brown  F  T— f 
Burbank  C  D— f  c 
Davis    Henry — f 
Dooley  John — 1 
Dutton    Lendon— f  c 
Ferguson    John — 1 
Gorman  M  J — f 
Gowdy  Tudor — f  1 
Gowdy  Willis— f 
Hannebery  Patrick — I 
Hughes  VV  J— f 
Lanza  Vincent — ^1 
Martin  Elmer — c 
Mellor  John — 1 
Mulligan  W  J— £  c 
O'Brien  Frank  P-1 
Palmer  N  P— £  1  c 
Sexton  W  G— 1  c 
Shaughnessy  John  J — 1 

TORRINGTON 
Batters  Jas — £ 
Bogardus  L — £  c 
Brooks  &  McNeil— £  1  c 
Bums  E  J — £ 
Burns  T  M— £  c 
Handlin  J  L— £ 
McLaughlin  Thomas  P — 

£1 
Mallette  J  E— £  1  c 
Penley  Geo — £ 
Raiano  Charles  A — f 
Reid  J  B  &  Co— £  1  c 
Wilcox  A  H  &  Co— £  1  c 

UNIONVILLE 
Fuller    Harry — 1  c 
Georgia  Charles  C— f  1  c 
Humphrey  Lucius  E — £ 
McMahon  T  L — ^1 
Reeve  John  A — 1 
Rourke  Thos  S — £  c 
Wetherbee  Mabel  E — 1  c 

WALLINGFORD 
Bailey  Benj  L  &  Son— 1 
Cook  L  R— £ 


Cowles   Dixson — c 
Davis  Henry  L — £  c 
Downes  Michael  F— £ 
Griffin  John  J — f 
Hapgood  Wm  H— £ 
Harrison   R — f 
Hill  Chas  C— £  c 
Kelly  John  A— £  1 
Martin  J  A— £ 
May  Edwin — 1 
North  &  Lonauette — £  c 
Peneman  Harry  F — £ 
Phelan  John  G — I 
Roach  James  C — £ 
Wilkinson  A  K— £ 
Wryn  Wm  F— f 

WASHINGTON 

Bader  W  J— 1 
Hickok  Wm  B— •£ 
Kilborn  Frank  J— £ 
Lyman  Harry  L — 1 
Seeley  S  F— f  c 
Stilson  J   B— 1  c 

WATERBURY 

Atwater  W  C  &  Co— f  c 
Atwood  Henry  W— £  1  c 
Bronson    &    Dennison— £ 

I  c 
Brown  F  J— £  c 
Campbell  S  E— 1 
Carmody  M  F— £ 
Carter  L  R— £ 
Geraghty  John  T— £  c 
Hauser  Alexander   H— £ 
Hynes  J  A  &  Son— £  c 
Judd  &  Tuffer— £  c 
Kaiser  M — £ 
McEvoy  M  J— f 
Root  &  Boyd— £  1  c 
Rowlands    H    L  Ins 

Agency— f  1  c 
Ryan  John — £  1  c 
Schlegel  W  J— f  c 
Segur  H  D— £  1  c 
Simmons  Frank  W — ^1 
Tiemey  D  H— f  c 
Welton  N  J— f  c 
William  S  P  &  Son-£ 

WATERTOWN 

Bidwell  Chas  W— £ 
Kelly  T  J— £  I 
Magee  R  V-£lc 
Rowland's  Ins  Agency — 
£  1  c 

WEST  HARTFORD 
Andretta  A  S — £ 
Hiscock  L  P— I 


Roberts  Chas  F— £ 
Rockwell  ft   Dart— £ 
Scarborough  G  F — i 
Small  F  F  ft  Co— £ 
Smith  F  S— f 
Whitmore  H  R— f 
Wrightman  &  Hough — £  c 

WEST  HAVEN 

Blake  Chas  O— £ 
Cnamberlin  Chas  G — f  1  c 
Chandler  L  P— £  1 
Crane  L  P— £  1 
Main  W  A  &  Son— £  c 
Orange  Bank  &  Trust  Co 

Richards    Benjamin    F— 

£  c 
Skiff  Walter  S— £ 

WESTPORT 

Banks  Wm  H— £  c 
Hyatt  J  G— £  c 
Morton  Jos— f  c 
Penney  Wm  F— £ 
Raymond  F  M  &  Co— £ 
Sherwood  H  R — £  1  c 

WETHERSFIELD 

Adams  Mabel  H— £ 
Bannon  J  Elmer — 1 
Cruttcndcn   W   B— f 
De  Lamater  R  W — 1 
Goodale  A  R— I 
Griswold  F  A— £ 
Hart  E  H— 1 
Robbina  Fanny  M — £ 
Savage  W  W— f 
Story  A  N  Jr— 1  c 
Teele  Henrietta — 1 
Wilcdx  Edmund  M — £ 
Woodhousc  E  G— £ 

WILLIMANTIC 
Adams  A  B  ft  Co — £  c 
Arnold  L  H— £  1  c 
Baldwin  J  B— 1 
Blanchette   ft    St   Martin 

Co— £ 
Bowen  A  J — £  c 
Elliott  Geo  S— £  c 
Harries  James — £  1 
Hills  P  S— £  c 
Kelly  Thomas  J — £  c 
Lincoln   ft   Boss   Lumber 

&  Coal  Co— £  I  c 
Lvraan  D  A  &  Co— £  c 
Moriarity  Michael — I 
Mustard  James  P — 1  c 
Morrison  J  H— I 
St  Martin  Wil£red— 1 


Sullivan  Michael — I 
Sweeny  W  J— £ 
Twomey  James — f  1 

WINDSOR 

Barber  Strong  H — £ 
Cowan  K  B— i 
Cutter  H  I^-l 
Dann  Howard  B — I 
Down  Edwin  G — £ 
Eddy  Norman  T— £ 
Frost  Ralph  W— c 
Gamerdinger  C  W — 1  c 
Gilligan  Wm  ft  Co — f  c 
Goslee  C  H— £ 
Harvey  W  E— £ 
Hayden  O  M— 1 
Holroyd  F  H— c 
House  Albert  H— £  1  c 
Tones  Amanda  K — ^1 
Kernan  E  J;— ^£ 
Lennox  A  E — ^1 
Loyden  F  R — ^f 
Mastaglio  Geo  W— £ 
Ransom  Julius  E — f 
Small  F  F  ft  Co— £ 
Scar1>orough  G  F — ' 
West  Frederick  A— 1  c 
Wilson  Leiand  P— £ 

WINDSOR  LOCKS 
Coogan  Jas  T*-£  c 
Cutler  Henry  L— c 
Egan  Edward— £ 
Mather  V  L— £  c 
Moonev  Timothy— £ 
Outerson  James— £  c 
Shea  Daniel  L— 1 
Sterling  Gilbert  B — 1 

WINSTED 
Carrington  G  M — f  c 
Claflin  Chas— £ 
Hagan  Samuel — 1 
Hart  G  L-£ 
Hayes  M  T— 1 
John  Rudolph— c 
Messenger  Merritt — ^1 
Moore  C  B — {  1  c 
Moore  D  S — £  1  c 
Moore  Ins  Agency — ^£  1  c 
Pierre  Henry  J — £  c 
Reidy  E  I^-£ 
Shelly  J  P— £ 
Wright  L  F-£  c 

WOODBURY 
Capewell  C  H— £ 
Knok  Arthur  E— 1  c 
Mitchell    &    Capewell-i 

Ic 
Norton  Omer  E— £  c 


DELAWARE 


DELAWARE  CITY 

Clark  W  H  H— £ 

Stanley  P— 1 

DOVER 

Denney  Wm  D — £ 
Dover  Ins  Agency — £  c 
Fisher   C   W— £ 
Hazel  J  H— £  c 
Morris  &  Dawson — i  c 
Slaughter  &  Baker— £ 
Stott   Robt— 1 
Watson  Amos  A — i 

GEORGETOWN 

Mustard  W  B— £ 
Robinson  &  Co— £ 

LAUREL 

Cordrev  A   B — 1 
Ellis   \V  H— 1 
Fowler  E  M — £ 


Gun  ley  C  S — ^1 
Kenney  S  L — f 
King  Harvey— 1 
Moore  W  W— f 
Rodney  W  K-f  1  c 
Smith  Chas  M-f  1 
Spiccr  J  D— 1 
Wootten  E  E— f 

LEWES 

Maull  &  Ingram — £  c 
Marshall  C  C— £ 
Vickers  P  B— £ 

MIDDLETOWN 

Beaston  Eugenie — £ 
Cox  A  G— £ 
Letherbury  W  S— £ 

MILFORD 

Barker  Charles— £ 
Carlisle  Dr  P  T  Jr— £ 


I  Causey  T  P  Esq— £  1  c 
'  Herring  Wm  G— £ 

Holtzmueller  C  Donon — £ 

Short  &  Hall— £ 

Will  Howard— 1 

Williams  Robt  H— £ 

MILLSBORO 

Houston  Henry  A — £ 
Lingo  C — ^1 
Quatlander  H  P— £ 

MILTON 

Conwell  Wm  W— £ 
Hopkins   Robert  B— £ 
Lank  &  Black— £ 
Megee  G  E— 1 

NEWARK 

Donnell  S   M— £ 
Hossinger  J— £ 


Tavlor  Wm  H— f 
Wilson  J  P— £ 

NEW  CASTLE 

Bungy  Howard  M — 1 
Eliason  J  T  ft  L  E— f 
Hickman  William— I 
Holiday  H— 1 
Kline  J   R— c 
Lancaster  B   F— £ 
McClurg   Grover — I 
McGrory  Patrick— f 
Wise  Loomts  O — 1 

ODESSA 
Brown  J  G — f 

SEA FORD 

Brown  N  H— f  c 
Curtis   Laura— c 
Hurley  Leon— I 
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Huston  S  M— f  1 
Lank  Wra  T— f  c 
Miller  W  H— f 
Phillips  Jas  K—l 
Roach  G  W— 1 
Seaford  Realty  Co — f  c 
Willin  M— f 

SELBYVILLE 
McCabe  Caleb  Ln-i 
ScIbyvUIe  Mfg  Co— f 
Townacnd  J  C  Jr — ^f 
WiUiams  ft   Scott— f 

SMYRNA 

BoycT  Hy  D— f  1 


HoflFccker  W  O— f  1  c 
Reynolds  S  J— f 

TOWNSEND 

Hodgson   Richard — {  1   c 
Maloney  Daniel  B — f 

WILMINGTON 
Allien  &  Montgomery—l 
Bird,  Ford  &  Co  Inc — f  c 
Burnet  ft  Saulsbury — 1 
Bye  Ben^—f  c 
Cleaver  S  G— f 
Crary  A  A — 1 
Delaware  Trust  Co — f  c 


Fishci  Wm  J—f 
FouiA  Lambert  J—f 
Gibbons  ft  Moore — f 
Gilpin    Van    Trump    ft 

Montgomery  line) — fc 
Griffith  Carroll  W-f 
Gurne^  Chas — 1 
Hawkins  ft  Co— f 
Highfield  Wm,  J— f  c 
Knox   W   W— f   1  c 
Kreer  Geo  W— 1  c 
Lupton  R  C  ft  Co — f  c 
Luslcy  Robt  W — c 
Lyndall  H   W-1  c 
Mason  W  P— 1 


Moore  &  Hawke — f  c 
Morris  Wm   T — c 
O'Keefe  C  J—f  c 
Owens  James  B — 1 
Pahner  Chas  B — ^1 
Peoples  Realty  Co — f 
Pierson  C  E  Co— f  I  c 
Price  James  F — 1 
Ratlcdge  J  P— f 
Richardson  J  R — f 
Shepperd  Frank — 1 
Smith  M  C— f  c 
Swartz  Arthur  W — ^1 
Townscnd   Geo   R    Co— f 
Vandever  Aubrey— 1 
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RALPH  W.  LEE 

708  14th  SU  N.  W.  Washington,  D.  C 

General  Insurance  Agents  and  Brokers 


National  of  Hartford 

Phoenix  of  Hartford 

Queen  Insurance  Co.  of  New  York 

St.  Paul  Fire  and  Marine 


Sun  of  London 
New  Hampshire  Fire 
Rochester-German  Underwriters  Agency 
Western  Assurance  Company 


Massachusetts  Fire  and  Marine 

Correspondence  Solicited 


WASHINGTON 
Adams,  Eugene  G — c 
Addison  A  D— f 
Adldns  James  &  Co— c 
Affleck  Invest   Co— f 
Albert  Leon   E — f  1   c 
Alexander  Sidncr — f 
Anns  &  Drury  Inc — f 
Bailey  G  Gordon — ^f 
Baker  A  H  &  Co  Inc— f 
Ballard  &  Lanham  Inc 

— f 
Barbour  F  K—l  c 
Barker  C  R— f 
Belt,  O'Brien   &  Co   Inc 

— f 
Bettis  Geo  M— c 
Bieber  Saml— f 
Bishop  A  G — f 
Boland  Thornton  P — ^f 
Boiler  L  Pierce— f 
Bond  Geo  M— f 
Booker  Y  E-I 
Boss  &  Phelps  Inc — f 
Bost  Tas  L— £  1 
Boti'en  E  C— f  1  c 
Bowen  L  L — f  1  c 
Bowie  H  A— flc 


Brown  J   Burkloe— f  1  c 
Brown  T  Janney — f  1 
Bradley  R  E— £ 
Brown  Thomas  P— £ 
Brown  W  A — £  c 
Browne  Alex  B  &  Co— £ 
Burwell   R  Page— f  I 
Campbell    Arthur    B— £ 
CampbcU  J  C  K— f 
Carpinter  M   S — £ 
Carroll  W   Sidney— f  c 
Caywood  &  Garrett — i 
Cherry  Jno  M— f  1 
Chesley  &  Chesley— £  1  c 
Chew  N  L  &  Co— f 
Childress  J  W— f 
Cissen,  Talbot  &  Co— f  c 
Clark  Bruce  E— f 
Clark  Ernest  J— 1 
Clark  J  D— c 
Clark,   Prentice   &   Clark 

— fc 
Clark  Watson  F— £ 
Clearr  Danl  A— f 
Cleveland  Bruce — f 
Collins  W   H— £  c 
Coombs  Wm  D — £ 
Dammann  Adolpb^f 


EBf  AD  S.  BBASHEAIS  A6EMCIES 

Suite  500,  Bond  Building 

WASHINGTON,  D.  C. 

Maoscen  for:  Phmkfin  Kre;  Mihraokee  Mechanics:  Unioo 
AnvaDce  Co.;  Marine  Inuranoe  Co.;  Aacbeo  and  Moniefa; 
Kord  Deotsehe;  Colomfaia  lire  of  N.J^  Casualty  Imranoce. 


Bradley,  Seal  &  Howard    De  Lashmutt  Thos  J — £  c 
flc  Dent  W  G— f 


Davis  F  E— £ 
Davidson  &  Davidson — f 
Dismer  Louis  C — f  c 
District  Agency  Co — f 
Dolph  J  M— £  1 
Drown  O  B— f  1 
Drury  D  H  Roland— £ 
Dunigan  F  S— £ 
Dunkum  G  E— 1 
Duval  L  Kemp — £  c 
Duvall  W  Clarence — ^f  c 

Edgar  Wm  A — £  1  c 
Edwards  B  N— £ 
Edwards  T  L  Inc — £ 
Ellerson  &  Wcmple — £ 
Ellctt  Wm  D— £ 
Ellis  Wm  R— £ 

Fisher  X  J  &  Co  Inc— £ 
Fitch,  Fox  k  Brown— f 
Fitzgerald  Maurice — ^f 
Forest  C  M— f 
Fox  A  F  Co  Inc— £ 
Eraser  Bros  Inc — £ 
Fricbus   T— £ 
Fubrmann  Chas  J—f  c 

Gadsby  J  Eakin — £  c 
Gantz  &  McGuire — f  c 
Gardiner  &  Dent  Inc — £  c 
Gasch  &  Birge— £  c 
Gill  Herbert  A  &  Son— £ 
Goldenberg,  Moran  &  Co 

Inc — £ 
GoflF  M  LeRoy— £  1  c 
Graham  F  W— f 
Green  Thos  A — c 
Groomes  L  W — £ 
Grove  Paul  F— f  c 
Grubb  Harry  J— 1 
Hagner  Randall  H— £ 
Hardy  W  B— 1  c 
Harris  D  Fulton— 1 
HarrcU  John  B — £ 
Hart  J  W— 1 


Haydcn  &  Speich— f 
Heiskell  Jesse  ly— £ 
Henderson  Geo — £ 
Hendrick  J  T— 1 
Herbert  Jos  A  Jr  &   Co 
— £ 

Hewlett  E  M— f 
Higbie  Alfred  Sc  Co-£' 
Higgins  John  J — f 
Hill  W  C— f  c 
Holton  Wm  S— £ 
Holtzraan  R  O  &  Co— f  c 
Hood  Chas  E— £ 
Hooker  &  OflFenberg— f 
Houghton  A  C  Co — £ 
Howard  &   Hoffman — f 
Howenstein  H  R  Co  Inc 
— f  c 

Hume  R  S — c 
Hunt  Henry  J — ^f  c 
Huske  &  Smith— 1  c 
Huyck  J  V    N   A    T   B 

Interstate  Ag'cy   Co— « 
Ivev  W  M— fc 
Jackson  Harry  J— c 
Jackson  W  B  &  Bros— £ 
Jerman  Chas  H — £ 
Tohns  John  Lane— c 
lohnson  &  Adams— 1  c 
ohnson  D  H  Co — £ 
Johnson  G  M — £ 
Johnston  Geo  J — £ 
Johnson    R  H— £ 
Jones  J  S— f  c 
Jordan  Geo  C — 1 
Kee£e  Thos  J — f 
Keeley  James  W  Jr— 1 
Kenney  O  L — c 
Key-Smith  &  Co— f 
Kindle  Chas  H— £       • 
King  Geo  S  Co  Inc — £ 
King  L  M— f 
King  Wm  L  F— f 
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J.  R.  Simpson,  Jr.,  Inc. 

General  Agent 

G.  F.  D.  Rollings,  Manager 

Woodward  Washinsrton, 

Building 


ihinfft< 
D.  C. 


Palatine  Ins.  Co.,  Ltd.  of  London 
Equitable    Fire    and    Marine    Ins.    Co.   of 

Providence,  R.  I. 
Boston  Ins.  Co.  of  Massachusetts 
Prudential  Cas.  Co.  of   Indianapolis        I 


J.  R.  Simpson,  Jr. 

Woodward  Building 

WASHINGTON,   D.   C. 

District  Manager 


Pittsburgh  Life  and  Trust  Company, 
Pittsburgh,  Pa. 


DIST.  OF  COL. 

Washington,  Con. 

Kirby  B  S-fc 
Klec  Chas  W— f  1 
Kleiner  John  J  &  Co— f 
Klopper  W  H— 1 
Knox   &  Caldwell— f  1 
Knox  W  S— f  1 
Kolb  J  L— f 
Krewson   E   D — f  1 
Lang  Robt  T— c 
Lawtord  &  McKim — f  c 
Lea  D  M— ^ 
Lcc  ?.?lph  \V— f  c 
Leetch   Frank  P— f 
Lcgg  Edsar  K  Jr— c 
Lcfpold  R  H   T-f 
Leonard  B  &  Co — f 
Lewis  &  Jones  Co — ^f 
Lewis  Edward  T — f 
Lieberman  &  Hawn — f 
Linkins  Geo  W  &  Son—f 
Lipscomb  L  S  &  Co — f 
Livingston  G  S — f 
Luchs   M  J— f 
Lynch  Geo  W— c 
McEuen  Chas  A — f 
McGrann  W  H  Co — ^f 
MacElwee  Jas  A — 1  c 
Mclntire   D   W— c 
McKinlay  W— f 
McLachlen   Banking   Cor 

Mandlcr  H  F  &  Co— f 
Mark  Le  Roy— f 
Marr  Jos  A— 1 
May   Frederick — ^f 
Metzrott     Marshall     & 

Livingston — f 
Middleton   D   W— c 
Middleton  F  E^f 
Midyette  D  R  Co— I 
Miller  Caleb  S— I 
Miller  J  H  &  Son— f 
Miller  Julian  Hite— f 
Mills  L  J— f    „     , 
Mitchell  Paul  V— f  ^ 
Moore  &  Hill  Inc— f 
Moran  Chas  R— f 
Morgan  Bros  Inc— f 
Morgan  T  P— I 
Morrison  Robt  M— f 
Mosher   L   B— c 
Mount  C  K — ^f 
Muir  C  S  &  Co  Inc— f 
Murray  W  O— f  1 
National   Savings   & 

Trust   Co— f 
Neuhouser  R  L — c 
Nicholson  &  Co — i 
Nicholson  Leonard  L  Jr 

-f 
Norment  &  Smith — f 
Offutt  Henry  W— f 
O'Ncil  Frank  A— f 
O'Sullivan  Thos  B— f 
Otwcll  Claude  G— f 


Parker  C  H  Co— f 
Parker  E  P— 1 
Parker  Frank  M— I  c 
Parker  Geo  T— f  c 
Parker  M  M  &  Co— f 
Parsons  W  H— 1 
Peak   Louis  R— f 
Pcnn  CJ— f  1 
Phelps  Horace  J— f  c 
Phillips  &  Soger— f 


Simpson  H  K — f 
Simpson  J  R  Jr— f  1  c 
Simpson- Sullivan  Co  Inc 

— f 
Smith  The  F  H  Co  Inc 

— £ 
Smoot  Francis  Le  B — ^f 
Speich  Emanuel  Sr — ^f 
Stabler  Albert— 1 
Stabler  L  H  &  Co— f  I  c 


ESTABLISHED  1888 

ALEXANDER  K.  PHILLIPS 

GKNERAL  INSUBANCB 

904-312  LOAl  AID  TRUST  BUODIIG.  WA8III6T0K,  0.  C. 
lorth  British  and  Maresatik  Imniinfls  Co.  of  bglaod 
WoftdMStsr  lire  Insoraaoe  Oo.  Bovark  Fm  Lu.  Go.  TirginiA  lire 
and  Mariiw  iBsaruMO  Oo.  IndeomitT  Mataal  Kariiu  Afla.Ooi,Ud.,of  London. 
Uwvrk — (for  AaUuBoliilfls).  BkiploTon'  liability  Aaoranoo  Oorp.  Mataal 
Uftlnauraaoo  Oo.  ofK.  T.  lorthBlTor  (Fire)  Ins.  0^  of  I.T.  Bisks 
writttn  in  Haiyland  A  Virginia. 

Local  and  Long  Distance  Tela>hone,  Main  0121 
SECRETARY  The  Potomac  (FlnOInrannce  Co.,  Charteted 

by  ConcreH  March,  1881. 
Insurance  On   Everything   Insurable,  Anywhere 


Pilling  Walter  J-f  c 
Piscr  W  N— 1 
Poe  Frances  B— £ 

uinn  John  Co— f 

uintcn   W   D — £ 

uinter  W  S— f 

amcy  E  E — f 
Randall  Jos  F— c 
Rawlings   Frank  T  Co 

Inc-f 
Rawlings  Wm  A — f 
Real  Estate  Inv  Co— £ 
Real  Estate  Trust  Co— f 
Rhodes  Chas  ^— f 
Richardson  Chas  T — £ 
Ricketts    Agency,    The 

£  I  c 
Riggs  E  F— £ 
RoberU  Chas  F— £  1 
Ronsaville  Wm  H— c 
Rosenberg  &  Co— £ 
Ruoff  Leonard  F — c 
Russell   Percy  H   Co— £ 
Rust  David  N— f 
Rust  H  L— £ 
Sansbttry  N  L  Co  Inc— I 
Saul  B  F  Co  Inc— f 
Saunders  W  H  &  Co-f 
Schwarta  E  P— f 
Scriviner  Tohn   F — 
Security   Storage    Co— f 
Shannon  &  Luchs — f 
Shannon  Herbert  T— f 
Shea  James   F— f 
Shields  Chas  A— £ 
Shoemaker  I  E — f 
Shoemaker  L  P— f 
Shreve  Chas  S — { 
Shriver  A  A— 1 
Simon  Morris — £ 


Stabler  L  M— f  1 
Stetson  F— f 
Stewart  H  C  &  Son— f 
Stone  &  Fairfax— I 
Story   ft   Cobb— f 
Strasburger  Lester  R — { 
Stuart,  Roger  M— 1 
Sullivan  J  D— f 
Swartzell,  Rheem  ft  Hen- 

scy  Co— £ 
Swormstedt  J   S — c 
Taliaferro  Sidney  F— 1 
Tamplet  P   H— 4 
Taplm  H  N— f 
Tarring   E— c 
Terrell  &  Little  Inc— f  c 
Thomas  F  H  Co— 1  c 
Thomas  J  Benson — ^f 
Thompson  D  D  ft  Co— f 
Thompson  Ernest  G — f 
Thornton  H  L— f 
Towers  L  Tr— f 
Tripp  &  Worthington— f 

TyLER&  RUTHERFORD,  iM 

8l7IBlhltreM.N.W. 
WaahlnftM,  D.  C. 

OoBBonlal  Union  Amu-,  (ltd.) 

London. 
Ftro  issodatioa  of  FUkddpkia. 
Boom  of  Bo  v  York. 
Bortkom  IsroTaiMo  of  London. 
Bov  York  Undorwritm  AgsMj. 
FmnsylTania  flro  Ins.  Oo.  of  Phlla 

Underwood  ft  Co — f 
Wainwright  Geo  S— 1 
Walker  A  E  &  Co  Inc— 

f  1  c 
Walker  S  H— 1 


Walker  W  H— f 
Walsh  E  J— f 
Walsh  T  D— f 
Wafshe  P  J— f 
Wardman   Harry— f 
Ward  W  M— c 
Washington     Loan     ft 

Trust  Co— f 
Wearer  Brot--^  c 
Weaver   Clarence — £  c 
Weber  Maurice  H— 1 
Weedon  J  C  ft  Co— f 
Weedon  Thoa  A — 1 
Weighman  A  J— f  I 
Welch  H  S— I 
Weller  Insurance  Agency 

— f 
Weller  Jos  I— f 
Werber  Waldemar— f  1  c 

The  W.  h.  West  Co. 

815  16th  Street,  N.  W. 

Sole  Agents 

Umod  ft  London  ft  8Mo  IBS  0>. 
lartnni  Flro  Ins.  GsL 
Fkmix  AsBBiaMo  C^  of  India 
Pnmdonoo  ▼asUagton  Ina  fk. 
Williansborgk  QItT  Fbs  Ins  C& 
Globo  Indeaaity  w. 

Westcott  Edw  S— f 
Weatcott  Horace  H— f 
White  Oscar  W— I 
White  E  I^-f 
Whitman  Vernon  H— f 
Wiegman  A  J— 4  e 
Willcox  Chas  H— I 
Wilcox,  Hane  ft  Co  Inc 

Willett  ft     ReinecKc    C? 

Inc— f 
Willett  Albert  W— f  c 
Wilson  F  P— 1 
Wilson  J  N— c 
Winter  H— I  c 
Wood  C  Irring^f 
Woodward  Jas  M— f 

WOLF  ft  COHEN 

General  Inouraaoe  Agencr 

EsUbU^ksd  i878 

FiflkflovVoodvardBIiif. 

FSfteontkaadLftL 

Washington.  D.  C. 

Worthington  Geo  Y  ft 

Son— f 
Worthington  Wm  C— £  : 
Wright  C  A-f  c 
Yellott  R  E  L— f 
York  Jos  M  ft  Son-f 
Young  ft  Ellitt— f  c 
Young  ft  Siaoo— <  c 
Zantanger  O  **    ' 
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FLORIDA 


APALACHICOLA 

Coojc  J  H— f  1  c 
Flowers  &   Dodd — f 
Marks  H  D—f 
Messina  Jos— f 
Prcii  L  A— f  1  c 
Ruge  Jodn  G-— f 

BARTOW 

Bartow  Ins.  Agcy — f  1  c 
Gary  T  W— 1 
Gibson  &  Wert— £ 
Goode  T  A— £  I  c 
WalUce  Mrs  A  F— £ 
Wilson  H  1^1 

BRADENTOWN 

Barney  Clark — f  1  c 
Shclton  O  W—f 
Johnson    R   H    Ins  Agcy 
-f  1  c 

BROOKS\ILLE 
Hathaway    &     McKethan 

Hiw  R  C— 1  c 
Price  C  M— f  1  c 
Russell  \V  M— f  I 
Trammel  J  M — f 

COCOA 

Holmes  R   B — f 
Pace  J  H— f 
Packard  R  M— f  c 
Taylor  A   A— f 
Trafford  A  R— I  c 

CRESCENT  CITY 

Lc  Brec  M  P— £ 
Chambcrlin  C  O— f  1  c 

DADE  CITY 

McMahon  R  A— f  I  c 
Pasco    Countv    Abstract 
&  Ins  Co— Mc 

DAYTONA 

Bingham   &   Thompson— 

£  c 
Conrad  &  Oates — f  c 
Malhy  A  T— f 
Pope  F  W— £ 
Price  I  J— f 
Smith   R  L— £  1  c 
SulUvan  W  E— f 

DE  LAND 

Baguley  C  H— £  c 
Corry  F   M— £Ic 
Gardner  J  Will— 1 
Gould -Wooten      Co 

The— f  1  c 
Hon  E  L— f 
Honeycntt  A  W—f  1 
McDonald  R  D—f  c 
RogcTB  T  S — f  e 
Surety  &  Invst  Co — ^f  1  c 
Walters  R  P— I 
WUson  R  A— f 
Wright  Silas  B— f  1  c 

DUNEDIN 
Skinner  L  B — f 

FERN  AN  DIN  A 

Chadwick  L— 1 
Hall  J  B  C— f 
HiUyer  F  C— f  1  c 

FORT  MEADE 
Annane  AMn— t 
Cordery    E  Alonzo — f 
Meek  R  O— f 
Newsome  J  A— £  1  c 
Sellers  G  W— -l 
South  Fla  Realty  Co— f  e 


Inc 


l: 


GAINESVILLE 

Avera  Drayton — 1 
Bayer   Ferdinand — ^f  c 
Brooks  Jos  B — f  c 
Bullock    F   Prescott— f 
Burnet  Sam  J— f 
Denham  W  L— 1 
ones  John   Paul— 1 
ordan  &  Co— £  1  c 
Larti^ue  &  Dell— 1 
Moms  Geo  P— £  1  c 
Parrish  &  Parrish— 1 
Petty  H  G— 1 
Shands  W  A— 1 
Taylor  T  Glover— £  1  c 
Voyle  &  Son— £ 
Webster  I  E— f  c 

GREEN   COVE 
SPRINGS 


Adams  M 
Carter  L  E— f 
Greer  Mrs  J  F— f 
Holt  E  N— f 

HASTINGS 
Coc  Ray— f  c 
Waller  G  W-£ 

JACKSONVILLE 

Acosta  T  L — 1 
Aird  &   Wigffs— f 
Arnctte  W  J-1 
Baker  Jaa  D — f 
Bisbee  F  D— { 
Blood  M  R— 1 
Boozer  W  O — f 
Brash  &  Co— f 
Browning  &  Florens— £ 
Browning  G  H— 1 
Brown  Realtv  Co— £ 
Biickman  &  Ulmer— f 
Burbridffe    &    Higbee— £ 
Corlcy  Neil— £ 
Cheney  £  £— £ 
Comfort   B   M — ^I 
Corbett  W  P— 1 
Dancy  Miller  H— f 
Darby  t  C  &  Co-£ 
Darby  M  G— 1 
Dickson  Wm — I 
Douglas  Wm— f 
Dunn  J  R— £ 
Elmore  &  Elmore — f 
Frank  P— £ 
Gill  Geo  W— 1 
Green  Loren  H  ft  Co— £ 

— f 
Groover  ft  Co — f 
Hamrick  A   C—  1 
Hardacre  B  E  ft  Co — f 
Hare  H  C  &  Co— f 
Haughton  &  Co— £ 
Haynes  Lawrence  ft  Son 

Herndon  W  H-£ 
Ingram  ft  Ingram — ^f 
Inman  A  H—^ 
Jackson-Rinker  &  Hub- 

bel— 1 
Jacksonville   Realty   & 

Mor  Co — f 
James  ft  Paxon — f  1 
Kinne  C  W—f 
Leon  David  A — f 
Lowe  C  M— £ 
Lovel  Ins  Asency — f 
McCormick  F  R— f 
McCrory  W  M  &  Co— £  c 
McGraw  B  F— £ 
McMiUan  Realty  Co— f 
Mason  W  M-£ 
May  J— 1 

Moss  D  W  &  Co— £ 
Norton  J  H  ft  Co— f 
Oberdorfer  Max  N— f 


Palmer  &  Palmer— f 
Parsons  G  F — ^1 
Paul   Chas   Lr^ 
Paul  Julian  &  Co— £ 
Payne  C  A— f 
Pipes  &   Pipes— £ 
Power  W  J  &  Co— £ 
Richardson  B— £ 
Roseborough  R  R — f 
Rudolph  J  A— 1 
Shay  lor  ft  Tucker^-f 
Shedding  G  H  P— £ 
Shepherd  G  E — ^1 
Simmons  Realty  Agcy— £ 
Simpson  R  W— 1 
Stockton  ft  Barnett— f 
Stockton  ft  Butts— f 
Strickland  &  Shields— f 
Taylor  Sam'l  C— f 
Tucker  C  W—f 
Tucker  H  F  &  Bro— £ 
Walter  P  &  Son— f 
West  J  H-f 
Wideman  John  W— I 
Williams  J  K  Jr- £ 
Wilson  &  Co  H  H— f 

JASPER 
Small  Braxton— f  1  c 

KEY  WEST 

Hoffman  F  F— 1 
Martin  E  M— f 
Porter  Allen  Co— f  1  c 

KISSIMMEE 

Breaker  H  M  &  Co— f 
Drought  A   E— f 
Farmer  Carson — £  1  c 
Tiller  M— f 
Wagner  D  G— £lc 
Wells  E  E— f 

LAKE  CITY 

Brown  Brothers — f  1 
Lake  City  Ins  Agency — 

f  1  c 
Rivers  A  P— f 

LAKELAND 

Drane  H  J— f  1  c 
Mann  &  Deen — ^f  1  c 
Marier  R  M— f  1 
Sloan  D  H— f  1  c 

LEESBURG 

Anderson  J — £  1  c 
Fussell  O  L— 1 
Johnson  &  Ware — ^f  c 
Lees  Miss  Ida  W—f 

LIVE   OAK 

Helvenston  B  W— fc 
Helvenston  B  W  Jr— £ 
McCormack  F  R— £c 
Mickler  A  P— £ 

MADISON 

Fraleigh  &  Smith — ^f  c 
Livingston   &  Morrow — f 

1  c 
Morrow  C  L  &  Co— £  1  c 

MARIANNA 

Milton  W  H— f  c 
Ormon  J  A— £ 

MIAMI 

Atkinson  R  V— 1 
Bolles  &  Hainln— flc 
Church  E  F  Jr— 1 
Cohen  I— £ 


Coolcy  L  A — f  c 
Dorn  ft  Vanderpool— f  c 
Edwards  A  A — 1 
Fossey  A  D  H— f  1 
Gauticr  T  N— f  c 
Humphreys   J    W— £  1  c 
Jackson   C  H   S— 1 
Kennedy  L  L — c 
Law  Mrs  B  Louise — f 
McAllister  Mrs  E  C— f 
McVeigh  E  F  Co— f  c 
Miller  G  L  &  Co— £c 
Morse  F  S — f 
Muller  C  A— f 
Norris   C   J — c 
Peters  &  Hinton— f  c 
Realty  Sec  Corp— f  c 
Shine  R  A— 1 
Standard  Realty   Co— £ 
Starr   Eddie — 1 
Talley  C  H-£ 
Tatum    Brothers— f  c 
Terry  F  L— £ 
Turner   A  S — c 

MONTICELLO 

Carroll  C  T— £  1 
Clark  T  I^£ 
Evans  W  E— £  1  c 
Nobles  J  E— £  1 

NEW  SMYRNA 

Bouchelle  L  B — f  c 
Hamilton  H  I— f  c 
Hammond  J  T— c 
T^ewell  F  A— f  c 
Sams  H  H— f 

OCALA 

Davis  D  W—f  1  c 
Ditto  F  W—f  c 
Lancaster  J  T — ^1 
Livingston  J  H  Jr — 1. 
Osborn  E  M-flc 
Reynolds  L  M— 1 
Scott  G  S  ft  Son— f  c 

ORLANDO 
Bcggs  J  D  &  Co-£ 
Curtis  &   O'Neal— f 
Dolive  S  G— £  c 
Knox  J  A— I 
Leake  H  B— £  c 
Lord  &  Bradshaw— £c 
McEwen  C  S — £  I  c 
Rose  W  W—f 
Van  Buskirk  J— f 
Way  S  Y— £  c 

PALATKA 

Bailey   G   Lopcr    Co    Inc 

The— f  1  c 
Knight  &  O'Haver— f  1  c 
Merrill  Inc  Agency — f  1  c 
Putnam  Ins  Agcy — f  1  c 
Tucker  H  F  ft  Bro— f  1  c 

PENSACOLA 

Anderson  E   D — ^1 
Blumer   Wm— 1 
Bogan  L  E — ^1 
Bullock  J  W— 1 
Bushnell  R  G— f  1 
Clarke  M  E— 1 
Daniels  Julius  E — 1  c 
Edrchi   D— 1  c 
Fisher  Brown    Ins    Agcy 

— f  c 
Gerson    Ben— f 
Hyer  J  W— 1 
Jernigan  H  M — I 
Knipper  Edw  \V— c 
Knowles   Bros    Agency 

Levy   Morris — 1 
Lischkoff  Alex — 1 
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FLA. — Pensacola,  Con. 

McHugh  &  Coldwell— f 
McNamee  J  J^-c 
Muldon-Went worth  Ins 

Agcy — f  c 
Partridc  Ins  Agcy — f  c 
Thornton    The   H   H   Co 

— f  c 
Watson  Agency  Inc  The 

-f  c 

QUINCY 

Avant  D  A— I 
Davis  F  E — 1 
Gregory  G  B— 1 
Gregory,      McFartin, 

Thompson  Co — f  c 
May  M  S— 1 
Thomas  P   H— 1 

ST  AUGUSTINE 

Barnes  EuRcnc  L — f  1  c 
Durrance  S  W — 1 
Floyd  J  B— f  1  c 
Forward  &  Snow— f  1  c 
George  W  R— I 
Kettle  &  Murphy— f  1  c 
Larson  Orrin — t  1 
Slater  J  H— f 

ST.  PETERSBURG 

Avery  A  P— f 
Carter  C  R— f 


Durant    Chas — f 
Endicott  J   M— f 
Farmer  Ben  J — f  c 
Fenderson   F  T — f 
Foley  J  G— f  c 
Harris   S   H— f 
Hester   R  B— 1  c 
Honey  J  F — f 
Landes  Mrs  Mamie — f 
Lemieu   I    M — f 
Lemieu  &  Appleton — f  c 
Meyer    Amo    B — f 
Robinson   Bros — f 
Seaman  M   D — f 
Smith  &  Lynch — f 
Sumner    R   H — f 
Taggart   R    F— f 

SANFORD 

Chase  &  Co — f  1  c 
Connelly  A  P— f 
Du  Boise  H  C— f 
Hart  Mr— f  1   c 
Thigpen  W  J  &  Co— f 
Woodruff   E  L— f 

SARASOTA 

Barkett  J   F— f 

Chapline  J  B  Jr— f  c 

Edwards  Arthur  B — f 

Hall  W  C— f  c 

Redd    Frank— f 

West  Coast  Realty  Co— £ 


STARKE 

Davis  J  R  &  Co— f  c 
Richard  H  C— f  1  c 

TALLAHASSEE 

AUigood  Jennie— f 
Bethel  H  I^-I 
Boone  Bros — f 
Choate  John  1 
Collins  O  C— f 
Dcmilly  W  A  &  Son— f  c 
Gorman  R  B— 1 
Lester  W  H— f 
Mickler  R  H— f 
Myers   C   G— 1 
Perkins  J  E— f  1 

guarterman  W  S — f 
odgers  J  N— f 
Shine   R   A— f  1 
Whitfield  B  C— £  c 

TAMPA 
Carruth-Allen   Realty   Co 

Chambers  J  W— f 
Davis  G  B— 1 
Dekle  Bert  E  &  Co— £ 
Ellis  R  A— 1 
Fessendens  Real  Estate 
Agency — f 
Grunaldi  J — £ 
Hendry  &  Knight— f  c 
Hensley  Norris  W  &  Co 
— 1  c 


iacobs   S — £ 
opez  &  Co — f 
Lester  L  G — £ 
Lowry  &  Prince — f   I   c 
McFarlane  Geo  4  Co — f 
McKay  &  Son  J  C— f  1  c 
Monrose  E  W — f  c 
Park  C  R  &  Co— f  c 
Sanchez  &  Di  Bona — f 
Seminole  Ins  Agcy — f 
Smith  J  W— f 
Spafford  &  Co— f 
Spencer  L  V  &  Co— f 
Stallings  O  P— £  c 
Stewart  J   M — f 
Tampa  Ins  Agency — f 
Thrower  Bros — £ 
TumbuU  S  G— 1 
Wooten  S  F— 1 

TARPON  SPRING:? 

Durence  J  R — f  1  c 
Fernald  L  R— £ 
Kennedv  N  B— £ 
Linn  Alex — £ 
Little    Webster— f 
Shaw   Harry — £ 
Vinson  L  D— £  1  c 

TAVARES 

Howard  L  L— £ 
Nutt  Chas  L — £ 
Tally  E  M— c 


GEORGIA 


ABBEVILLE 

Baker  A  T— £ 
Cook  T  M— £ 
Whitehurst  L  J— £ 

ACWORTH 

Bailey  W  T— 1 
Davenport  W   E — £ 
Penn-MitchcU    Ins    AgCy 

— f 
Tyson  G  D— £ 

ADRIAN 

Braswell  &  Powers— £ 
Brooks  W  J— £ 
Hutchinson  &  Lyncb^f 

ALBANY 

Albany  Ins  Ag'cy — f  c 
Bacon  R  J— 1 
Barnes  R  L — c 
Blum  M  A— £ 
Burnam  C  R— c 
Bush  V  R— 1 
Calhoun  S  B — c 
Carter  &  Tucker— f 
Champion  J  P — 1 
Davis   D  G— £ 
Davis  Jos  S  ft  Co — £  c 
Davis.  Warren  ft  Vcixtu- 

lett— c  ^ 

Gortotowsky  Ins  Ag'cy— 

Jones  F  C  &  Co— £  ^ 
Mays  ft  Billingslea— f 
Pace  Jr  W  W— f  ,  , 
Simon  Ins  Agcy — f  1  c 
Tarver  H  H— £ 
Warren  R  H— £ 
West  &  Co— f 
AMERICUS 

Allison  F  L — f       ' 
Americus  Sfecunty  Co— « 
Andrews   W    S   ft   G  W 

— £ 
Council  C  M— f 
Davenport  Jas  A — £  c 
Dudley  N   M— £ 
Ellis  S  B— I  c  ^ 
Everette  T   M— £c 


Harrold   Thos— f 
Hawkins-Herbert — £    c 
McNulty  R  E— f 
Maynard  Mr — £ 
Price    H— f 
Sheffield  E  D— £ 
Shipp   H   B— £   c 
Wheatley  Geo  D— £ 
Windsor  Miss  Bessie — £  c 

ATHENS 

Abney   Martin  J — 1  c 
Anderson  J  T— f 
Cook  H   L  &  Co— f 
Dubose  &  Dubose — £  c 
Elder  G  P-1 
Erwin    &   Co — f  c 
Guarantee   Loan  &   In- 
vestment Co — f 
Hodgson  &  Wood— 1 
Isserow  Samuel — 1 
Tankower  M— 1 
Tester  J  C— f 
Lampkm  Cobb — 1 
Lipscomb  F  A  &  Co — f  c 
McDuffie  S  R— f 
Milstead  A  H— 1  c 
Mitchell  T  L— 1 
Morton   &  Parker — f  c 
Newton  Chas  H— f 
Nicholson    Comer   Co — f 
Peeples  W  J-f 
Phinizy  Barrett — f 
Rowe  &  O'Farrell— f 
Rylic  E  S-f 
Smith  &  Harper- f  1 
Smith  E  I  Jr-f  c 
Stephenson  G  F — 1 
Varner  &  Co— f  c 
Wilkins  S   B   &  Co— £lc 

ATLANTA 

Akers  &    Skinner — 1 
Akers  F  M— i 
Anderson  N  T — ^l 
Angier  Clarence— 1 
Ragley   &    Willet-1 
Baker  Sam'l  C— £ 
Bardwell  R  N  R— 1 
Barnett  R   B — £ 
Baughan  E  A — c 


BAGLEY&  WILLET 

Gbitbral  Aobnts 

Gecrgis  and  Soath  OudUbs 

Fenn  Mutual  Ufe 
Ins.  Co. 

Poarth  KaVl  Bulk  Bldg. 
Atkiita,6a. 

GoodOontnets.  Dutiable  Territory 

Bickerstaff,    Richards   & 

Co-f  c 
Brooks  A  L — f 
Burke  Norman  D — £ 
Burr    F   W— I 
Byrley  J  H— 1 
Caldwell   R   T— £ 
Calkins   F  C— £ 
Callaway  J    M — £ 
Cameron  John  S — ^1 
Carpenter  Guy— f 
Carson  J  T  &  Co — f 
Chapin  W  E— £ 
Clapp  B  K— £ 
Clark  R  N— f 
Clarkson    &    Kiser — £    c 
Clower  R  P— £ 
Cole  F  W— £ 
Coleman  F  W— I  c 
Collins  Geo   H— £ 
Cooper  G  W— £ 
Crandall   Fred  G— £ 
Crandall  G  L— f  1 
Curd  John  C— £ 
Daniel  T  H— 1 
Dargan  Milton — £ 
Dargan   Milton   Jr— £ 
Darg:an    &    Hopkins — £  c 
•Davis  Carl  B— £ 
Davis  Coke  S— £  1  c 
Davis   Harry — 1 
Davis  J  Dorsey — £ 
Dickey  E  T— t 
Dickey  J  L  Jr  ft  Co— f 
Dickson  G  ]?— f  c 
Dodd  F— c 
Douglass  Payton— c 
Dunlap  Edgar — ^f 
Eggleston  ft  Preicott— f 


Fitten  J  T— f 
Fitzsimmons  A  F — f 
Fleming    Strother— £ 
Foreman   R  L— 1 
Francis  W  M— c 
Freitag    Simon — f 
French  &  Lockridge — i 
Fuller  W  R— £ 
Gates  A  O— £ 
Gay  Edw  S— f 
Geigcr  H  C— £ 
Gillespie  James — £  c 
Glass  H  E— 1 
God£rey  C  H— f 
Griffin  Bro»— 1 
Griffith  W  H— £ 

AARON  HAAS 
SON  a 


QMeralAgeMt 

Southarn  D<pl: __ 

iagtoB  Ian  Oo^  Auto  Bnack:  lazy- 
bad  Cu.  Co.  ,'6s^  Onttal  ila^  Iki 
taia.&8Datk0sioli]U):  fidelity  ft 
BspoBt  Go.  (Gs.)  Local  AfeMi: 
BflyaL  Gless  Fklls,  Toncshin. 
ProTidtnM  ▼•sUa^too.  tad  Gar- 


Haaa  ft  Co— 1 
Haas  ft  Maclntfie     f  c 
Hall  Vernon— f 
Hancock   R    C— f 
Harris  Dan  B — i 
Haskell  W  W— c 
Hatcher  Cliff  C  Ins  Accy 

-£  1  c 
Hawkins  W  £—1 
Hill  Ashby  E— £ 
Hill  Ins  Agcy  W  H— f 
Hirsch  H  H— £ 
Hoke  C  F  J^-f 
Hope  G  M  ft  Co— 1 
HoTt  W  R  ft  Co— € 
Jackaon  ft  Orme— c 
Jerome  ft  Brown— f 
King  Wm— f 
Kiser  &   Martin-£ 
Latimer  W  R— f 
Le  Craw  C  V— -I  c 
Letter  E  C— 1 
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LiDicomb  Palillo   In* 

Lrncb  Tbo*  I— [ 
Lnch    T   J— ( 
McOejker  L  D— * 
UcGehn  C  C  Ji^-1 
McSCTin  W  I^-c 
Uiddoi  S  T— f 
MiDij  Bro»  A  HotoB— f 
'  »  Agcj— f 

:  D— f 


Mejtr  P  C— f 
MoQtgDfDcrT  C 
Muain  J  H— I 
XckU  Alfnd  C  ft  Bra    : 

.-1 

N'mting  J  R  k  Co— 1 
Obcrdorfer    EogBW — c 


wlo-Uiller 
r  &  W«ll>-I 


050 


Paullo  a  B _ 

Pom  J  E— I 

FEfdot  a  E^enoo — t 

PwtJ  Bqrd— f  t 

pitiiriiB  aiw  w— f 

Pickttt  Joho  D-^ 
Ouinn  L  C-c 
Rwcbcr  H— t  c 
Reed  «  Hvlin— f  c 
Reid  RobI  C— f 
Bbett  It  0*Bfieo— f 
Riler  ]  L  *  Co— 1  c 
ftnliDd  John   T— e 


Umier  J  M— I 
3iilh  Wm  H— : 


Thom  C  C— « 
TtictsioB  JDhn  R^ 
TddiUh    Ids    A^cti   J 


WajSoft  R 


Walkei'  a  Spencer— f  c 
Wriker  B  P  Jr— f 
\\iIUt  W  I— 1  « 


» irbelin  T  K 
WilliaiBi  Bra 


Alien  J  V  H  »  Co— f  e 
ArmMTonx  J  I« — 1  c 

AflBItlCTlg  T  J— f 

BiiTett   H  Gonld — f  c 
Beane  P  £— f 
E^iKchard  Geo  C— I 
Boree  F  L— * 
CirToU  R  £—1 
Cariwell   J    Franlc-I 
Cohen  J  J  Co— f  " 


I— f 


Girdwr  W  S~-(  1 
Hidcal  &  Bell— ( 
Hirr>>  CbM  M-l 


Heard  1  T-^ 
Jackaon  W  M  Jr— f 
>hnM>n  C  C— 1 
Jones  T  D-f 
Kooo  &   Cooper— f 
League  A  DuTall— f 
Lee  Thontai  A — 1 
Lockhart,  Luckr  &  Co— f 
Lorkk  U  C  »  Co— 1 
McABo»lly  P  F— f 
H4rtin    «    GarreU— f 
MitlhewHn    Mri   C   R— 


Henrj  1 
f  F  *  C 


Timberlake  A  Eve 


Wright  UUt  Ann 


MeClendon  J  T— f 
Perry  E  T— f  c 
Preston  F  A— t 

BARNES  VI LLE 
Elder  Edward— f  c 
Humphrer  C  H — f  c 
Landlord  E — t  e 


BLACKSHEAR 
Bruttter  i  Pomeroy — i  c 
Darling  E  I^f 
Meeka  &  Truett— f  c 
Slricklsad  A  J— f 


FleminB  P  W-f  I  e 
Hopkins  R  R  &  Sons— f 
Jackim    R    G— [  1  c 
King  H  M  Tr-I  1  c 
Ludwig  L^f 
Mcleiac  &  Son— [ 
PhEllipa  K  l^ttc 
Way  A  M-l 
Wa»  W  J-f 
Wnght  Jamet  S  Co-f  1  c 

BUENA  VISTA 
enienti  R  E  &  Son— f 
_  iincaa  A  C— f 
Hogg  H  Willie— I 
RaineT  T  B— f  1  c 
Reese  A  E~l 
Stoke*  ft  Lowe— E  I  c 


ngion  }  B— 1 

Bronmlee  L  C^f 

Daifta    Broa— t    c 

Fuller    W    E— f   e 

'    -    HI  E  L  &  Son 

W  W— f 

rda   L   C— f 

CAMILLA 
Acree  T  A— f 
Baggi  G  B — f 


CANTON 
Blockwell  F  M— f 
Cbamleu  J    W— f  1 


CARROLLTON 

Alexander  T   D-1 
BiuUer  &  Spence— 1c 
Boykin   Sift    Son— f 
Cirrollton  Ruil  Eatate 

Renting  Agency — f 
Spence  H  N— { 
Wert  W  W— i  1 

CARTERS  VILLE 
Aubrey  G  H— I 
Field  W   H— f 


COMMERCE 
Carwa  Geo  L  Sr— f 
I  Caraon 


IcEwen  C— £ 
lilsn  S  F— f 
loiria  John  T— f  c 
Itrickland    E— f 

CEDAHTOWN 
Bsrber  J  B— i 
Benton  E  C—1  1 
Bunn  ft  Trawick— c 
Cedartown  Ini  Agency 

EngUnd'wm— f 
Evana  S  S— f 
Fielder  W  K— c 
HenderHMi  C  K— ( 
Knight  Agency  The— f  ! 
Morn*  T  M— 1  c 
Mundy  W  W—  c 
Phillip*  H  T— 1 
Pitt*  R  0—1 
Sheffield- Letter— c 
Slubbi  A  W— t 
W<»t  J  T— 1 
Willingham   O— f 


\sbell  H  T— 1 
tial]  Dr  C  T— I 
Phillip*  L  S-1 


Walker  I  A-1 
Wynne  W  M-I 

COLUMBUS 
Armour  Realn   Co— f 

Blackmu  A   O   Co— I   c 
Biackmar  A  O  Sr—f 
Blackmon   J   W— I 
Cbappcli  L  H— f  1  c 
Crawford  A  L  ft  Co— f  - 
Dismnkei   &  Cook-f  1 
Edge  C   T— f 
Floumoy-PeMe    Realty 
Corp— (  G 


Hicks  Realty  Co  R  B-{ 
Hill   T   B— f 
HirscEi  Mi)S  Addit— t 
Holme*.  J.  P.   ft  Co— 

f  1  c 
Hunter  H  H— f  e 
"      "10  Co  The— f 
ft   Ed«— ! 
hew*  T  B— f  1  c 

0  ft  Prather- f 

Medley  C  R— 1  c 
Moon  J  G— f 
Morgan    I   F— 1 
Morton  Realty    Company 

Moye  C  W— f 
Murrah  ft  Pitt*— f 
Patterion  R  C— f 
Pease  W  C  Jr-t  e 
Ransom  E  M-f 
Spencer  R  P  Jr— f  c 
Struppa  H  I— f 
Wickham    F  L— I 
WiUcox  D  F  ft  Co— f  I  e 
Woolfolk  C  M— f  c 
Woodruff  Jim  ft  George 


Caraon  John  : 
Hood  CJ—t 
Little  T   C— f  I 


Baldwin  W  T— 1  c 
Eakei  W  J— f  c 

Flake  W  G— f  1 
Regan  ft  Baldwin— t 


Cahb   J    D— f  1  c 
Flemming  W  P~f 
Hsr.il  &  Bailinger— f  I  c 
Lindsley  J   E— f  c 


COVINGTON 
Corley  T  J— f 
Hu»on  H  T— f  I  c 
L««ir  R  P— f 
Turner   M    G— f 

CUTHBERT 
McDonald  Ceo— t  I 
McPheraon  D  A— f  c 
Owen  G  H— f 
Perry  G  H— [ 
Reid  F  M— f 

DALTON 

Prudeo  F  S— f  c 
Smith  ft  Waile.— f  e 
Wailes  W   D— c 

DARIEN 
Long  Mr*  Ada  V— f 
Space  J  A— 1  c 
Spalding  Kenao— f 

DAWSON 
Baldwin  W  A  ft  Co— f 
Bell  J  M  ft  Co— f 


Saville  R  L  ft  Co— f  I 
Smith  R  D— f  c 
Worthy  K  S  Co— f  1  c 


Daniell    T   B— 1 
Dillard  W  T— I 
Page  J  M  Jr-f  I 
Peters  Thos  Jr— I 
Roberson  F  H— 1  c 
EASTMAN 
Burch  C  C— f 
Calhoun  B    R— f 
Edwards   Clement*  Loan 

Co— f  1  c 
Gentry   B   D— f  c 
Gentry  O   A— f 
Herrman  A— 1 
Murrell  C  B— f 
Norman  I   K — I 
Union  Loan  &  Ini  Agry 
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QA.— Con. 

EATONTON 

Adams  &  Co— f 
Allen  John  C — 1 
Andrew*  &  Co  W  A— f 
De  Jarnettc  W  I^— f 
Gardner  H  L  &  Co-f 
Leonard  H  L — 1 
Little  W  C  Ins  Agency 

— f  c 
Watteraon  John  D — ^1 
Young  R  &  H  A— f 

ELBERTON 

Auld  W  N— f 
Black  &  Brown— f 
Black  J  W— 1 
Brewer  H  J— f  1 
Champion  J  W — ^f 
Hawes  Wm  D— f  1 
Hayes  Z  C— f  1 
Heard  Broe — f  c 
Hemdon   Fred — ^f  1  c 
Hunter  H  P— f 
Snowden  W  E — f  1  c 
Wilcox  W  M~l 
Wright  R  F— f 

FITZGERALD 

Adams  D  P  &  Co— f 
Flounor  &   Dickey — f 
Frctwell  C  A— f  1 
Griffin   T   M— f 
Justice  J  A  &  Co — f 
King  &  Teal-f 
Montague  Realty  &  In- 
vestment  Co — f  1  c 
Prentiaa  R  J  Ins  Agency 

— f  1  c 
Ricker  &  Wise— f 
Seanor  J  B  &  Co— f 
Turner  &  Stephens— f 
Wall  Judge  E— f 

FLOVILLO 

AUes  R  L— f 
Gibson  J  T  &  Co— f 
Smith  R  T— f  1 

FORSYTH 

Amos  Mrs  J  C— f 

Bloodworth   &  Stephens 
— f 

Hardin   Chas— f 

Hill  C  W— flc 

Ponder  R  E— I 

Smith  T  O— f 
.Stephens   Jno   T — 1 
'Wiflingham  &  Willing- 
ham — c 

FORT  GAINES 

King,    Killing  worth   & 

Paullin— f 
McAllister  R  C— f  1 
McLendon.   King  &  Cat- 

tillow — I  1  c 
Mobley  H  I^f  1 
Peterson  R  E— f 

FORT    VALLEY 

Carter  Ins  Agency — f 
Gray  C  G— f 
Hill  J  W— f  c 
Sammons   C  H— 1  c 
Shepherd  C   Lr-c 
Skeflie  W  A— f 
Snow  Wm  L— f 
Troutman  J  F — f  c 

GAINESVILLE 

Dozier*&  Dozier — £ 
Ham  W  C— f  1  c 
Johnson  H  V-l 
Kimbrough  £  E— f  1  c 
Longstreet  Mrs  Hellen 

D-fl 
Palmour  B  T— f 


Thomas  W  C— 1 
Truslow  A  R— 1 
Washington  &  Co— f  1  c 
Whclchel  B  H— f 

GREENSBORO 

Bartzell  W  E  &  Co— f 
Faust  Jos  G— c 
Foster  J  M— c 
Jackson  W  R  &  Co— f  c 
Mcrritt  G  A— c 
Mcrritt  P  E — c 
Sisk  St  Copelan — f 

GRIFFIN 

Bailey  D  J— f  c 

Drake  Roswell  H  &  Co— 

f  1 
Joiner  B  D— f  I  c 
McDonnell  E  S— f  c 
Murray  A   S — f  c 
Smith  J   H— f  c 

HAMPTON 

Harris   E   R— f 
Hend«;r8on  R  E — f 
McLaier   &   Wilson-flc 
Moore  &  Tarpley— f 

HARTWELL 

Aycrs  R  I^-l 
Blackmon  J  B— f  1 
Brown  L  C— 1 
Citizens  Ins  Agcy  Inc — ^f 
Craft  J  G— 1  c 
Matheson   R   E — f 
Meredith  W  E— 1 
Skclton  A  C— c 
Teasley  R  B  &  Co— £ 

HAWKINSVILLE 

Bell  W  V— £  c 
Bozeman   F  H — ^1 
Caldwell  J   H— £ 
De  Lamar  R  F  Jr— £ 
Fountain  A  W— 1 
Parsons  W   N — c 
Ragan  T  B— f  1  c 
Turner  S  W— 1 
Waller  A  W— £ 
Whiteficld  J   J— f 

HOGANSVILLE 

Askew  Ins  Agency — f 
Davis  &  Dardne — ^£ 
Mobley  H  H— £ 
Utting  R  H— c 
WoocfH  P— £ 

JESUP 

Hopps  R  B— £ 
Litjleficld  O  F— £ 
Raybon  Ira  M — 1 
Tyson  W  H— £ 

LA  GRANGE 

Albright  W  J— f 
Awtrcy  &  Awtrey — f 
Dozier  N  B-f  1 
Ferrell   B  C— £ 
La  Grange   Ins  Agcy— £ 
O'Neal  V  R  &  I  F-f 
Render  &   Broome — £ 
Thornton-Freeman  Ins. 

Agency— £  1  c 
Willis  R  J-£  1 

LAWRENCEVILLE 

Brown  Sam  C— £ 
Byrd  D  M— c 
Holt  R  N  &  Co-j  1 
Hutchins  N  L— c 
Montgomery,   Houston  ft 

Robinson — £  c 
Nix  O  A— c 
North    Ga    R    E    ft    Ins 

Agency — £ 
Ware  C  R  ft  Co-f  1  c 


UTHONIA 

Brand  A  M— £ 
Brantley  L  G— f 
Daniel  H  H-f  c 
Johnson  J  C  ft  Sons — f 
Marbut  M   M— f 
Star  I  M— £  1 
White  E  P— £ 

LOUISVILLE 

Bethea  ft  Whigham— £  1 
Caulk  T  F  Ins  Agency— £ 
Farmer  ft  Rowe — f 


Dickson  J  B — f 


Mcdonough 

>n  J  B- 
Greer  W  J— £ 
Low  M  C— £  1  c 
Neal  H  B— f 
Nelson  D— f 
Turner  R  I^-f 
Weems  Julian — £  1 

McRAE 

McRae  F  J  — £  I  c 
McRae  Ins  Co— flc 

MACON 

Adams  C  M  &  Son—] 
Bagley,  Willett  &  Payne 

—1 
Barnes  A  E— £  c 
Bass  T— 1 
Bell  O  P— 1 
Bone  F  E— £ 
Brown  E  L—£ 
Cobb,  Jessup  &  Co — f  c 
Coddingrton  E  B— f 
Davis  &  Vincent— f 
Dean  H— 1 
Dessau  W — f  c 
Dure  ft  Beeks— £  c 
Flack  F  K-1 
Griffith   &   Tinsley-£ 
Griffith  W  D— £ 
Harrold  Bros— £  c 
Hardeman  G  G  Co—i 
Harria  Morris — f  c 
Hatcher   G   B— £  c 
Head  G  W-1 
Hertz  &  Kerr— f  c 
Jessup  J  L — ^f  1  c 
Jewctt  George  B — f  1  c 
Jordan  Realty  Co— f 
Law  R  F  Jr— c 
Lawton  R  F— 1 
Lowry  T  S  ft  Son— 1 
Murphcy  &  Taylor — f  c 
Murphey  T  E  &  Son— 1 
Small  &  Small— £  c 
Stewart  A  B— 1 
Turpin  Geo  B  ft  Sons — 

£c 
Timberiake  J  H— f 
West  Frank  B— f  c 
Whitehead  H  C— £ 
Wiaiams  Bros — i 
Willingham    Bros — £ 
Wilson  J  E-£  c 
Winship  Ins  Agency— £c 

MADISON 

Anderson  K  S— c 
Butler   E  W— c 
Douglas  T  M— f 
Godfrey  J  E— £ 
Lambert  E  R— c 
Madison  Ins  Agency— f 
Penick  L  T  ft  Co— f 
Thompson  R  U  &  Son— I 

Thompson  W  G — f  c 

MARIETTA 

Anderson  J  T— £ 
Cheny  Jno  P — c 
Clayton  N  E— c 
Dobbs  ft  Gurlcy— £ 


Gann  G  B— 1 
Gilbert  A  H— c 
Groves  J   H — £  c 
Northcutt  H  M — ^1  c 
Powers  W  R— £  c 
Sessions  J  M — £ 
SprucU  L  M— £ 

MARSHALLVILLE 

Haslem  C  C— ! 
Rice  W  H— f  1 
Taylor  H  C— f 

MILLEDGEVILLE 

Andrews  C  H  ft  Son— f 
Andrews  L  H— £  c 
Bell  M  S— £  c 
Bland  M  H— 1 
Bone  F  E — f 
Callaway  ft  Fowler— £ 
Caraker  C  T— 1 
Conn  O  M— f 
HaU  ft  Day— £ 
HaU  Louis  C— £  1 

MONROE 

Mobley  A  B — ^£  1  c 
Radford  &  Adams — £ 
Ray  H  A  &  Co— flc 
Studdard     Holland— £1 
Walker  ft  Cox— £ 

MONTEZUMA 

Dixon  T  A^£  c 

Dykes  T  J— £ 

HUl  Yancy— f 

Lewis  Jno  F  ft  Son — ^f  c 

McKenzie  T  W  ft  Son— f 

Maflfett  J  D— £ 

MONTICELLO 

Benton  T  O — f 
Harvey  ft  Henderson — ! 
Harvey  D  N— fl 
Harvey,  Kelly  ft   Bumcy 

Leverett  B — 1 

McElhenney  ft  Smith — i 

Malonc  Ezell  ft  Benton 
— £ 

Persona  H  P — £ 

Pope  H  T— Ic 

Rooinson,    Kelly    ft    Ma- 
lone— £ 

Roper  A  D — f  c 

WeUington  C  B— £  1 

NEWNAN 

Ba«^ley  X  H— 1 
Bryant  F  M — 1 
Burdett  A  R — ^f 
Fisher  H  C  ft  Sons  Co— 

£  1  c 
Herrinff  J  R— 1 
Herring  R  F — 1 
Mann  L  B— f 
Murray  S  M — f 
Parks  G  E  Ins  ft  Reahy 

Co  Inc— f  1  c 
Parrott    ft    Hordaway £ 

1  c 

OGLETHORPE 

McCrory  H  G — € 
Nelson      P— f 
Perry  A  H— f  c 
Shealy  L  £  ft  H  W-^ 

PALMETTO 

Bullard  D  B — ^f 
Steed  F  H— f 

PERRY 

Cater   ft  Riley— { 
Central  Ga  Inyr  Co— « 
Cooper  C  F — f 
Greene  F  M — 1 
Hottidoir 
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Kunz  Marx — c 
Martin   Jas  D   Tr— f 
Riley  J   I^I 
Ctrothe  W  A— c 

QUITMAN 

Baum  M — fc 
Blalock  C  D— f 
Bennett   ft    Harrell — c 
Bradford  L  M— f 
Davis  &  Patrick— f 
Gatea  A    O— f   c 
Grovcr   &   Co— f 
Jello  O  K— f 
Long  W  H  Tr— f 
Morris  T  E  Tr— f 
Oglesby  Wilbur— f 
Stubbs  &  Young^f 
Tidwcll  A  L— f  c 
Walker  W  A— f 
Young  H  Ir— f  c 

REYNOLDS 

Hinton   R  A — f 
Pyron  C  L— flc 
Sealy  H  K— f 

ROCKMART 

Bcasley  R  R— f  c 
Lane  F  D— I 
Mnndy  Miss  M  E — f 
Peacock  G  W— £  1  c 

ROME 

Arnold  J  P— 1  c 
Cotliran  G  S— c 
Goetchius  C  B— ^  c 
GraTcs-Harper  Co— f  c 
Harvey  E  ^— f 
King  Carr  T  &  Co— f  1  c 
King  C  W  ft  Co— f  c 
Knowlea  W  A— f  c 
Ledbcttcr  W  T— 1 
Rome  Ins  Agency — f  c 
Smith  Norris  V— f  c 
WilUngham  O  P— f  c 
Wilkerson  C  L-f 
Yancey  H  ft  Sos — f  c 

SANDERSVILLE 

Baslunski  H— 1 
Ben  Wm  A— £ 
Cohen  Louis — £ 
Evans  J  R— £ 
Holt  ft  Sparks— £  c 
Johnson  J  E — f 
Ncal  J  M— f  1  c 
Paris  H— £ 
Tarbutton  B  J  Jr— £ 
Tyler  J  G-1 
Warthen  ft  Irwin — £ 
Wartben  Geo  D— f 
Wood  E  Pierce— c 
Wood  W  H— 1 
Wood  &  Sparks— f  c 
Wood  ft  Turner — 1 

SAVANNAH 

Apple  J  J— 1  ^ 
Burrouffhs  J  S— 1 
CarsweU  John   D— f  c 
Chcves  C— f  1  c 
Coakley  &  Schroder^— £  c 
Coney  W  M  ft  Co— £ 
Corish  N  P  ft  Co— £  c 
Daniel  H  C— £  c 
Davant  &  Co-^  c 
Dearing  W  D  ft  Son- £ 


Dovle  L  T— 1 
Faik  D  B— 1 
Faric    A    L— c 
Ferst  Aaron  &  Son— 1 
Garfunkel  A  J  &  C— f  c 
German  Mutual  Agency 

Inc— f  c 
Gillespie  &  Clay-1  c 
Goodman   ft   Rosenheim 

— £ 
Guerrard  A  G  Tr — £ 
Haines  Geo  S  &  Son — 

£  I  c 
Harmon  A  C— £  1  c 
Harrison  W  G  &  R  C 

£  c 
Harty  John  F  &  Co— f  1  c 
Harty  William  J— 1 
Hull  R  M— £  c 
Kolshom  Fred — 1 
Merklc  A  J— £  c 
Moses  C  F— 1 
O'Connor  E  H— 1 
Palmer  &  Cay— £  c 
Powers  C  F— f 
Reeves  W  A— 1 
Rowland   ft   Rowland-r-f 

1  c 
Saffold  T  P  Jr-1 
Schley  ft  Son — £ 
Schley  Julian — ^1 
Sciler  Otto— £  c 
Shulhafer  A  S— £  c 
Skeffington  &   White— £ 
Stewart  O  E  ft  Bro— 1  c 
Stith  S  M— 1 
Train  W  F  ft  Co— £  c 

CHAS.  W.  WEST 

Fin,  HarineftQuaaUj  kmuraiUM 
RmprmamnHng 

Ascbsn  ft  Munidi,  New  Bruns- 
wiek  Fircb  Dnguesne  Under- 
writera,  Natl-fisn  Franklin, 
United  States  Lloyds,  Empby- 
en'  lisbifity  Asa.  Corporataon. 
Oemtanta  Bank  Bldg. 
SAVANNAH,  GA. 

Wheaton  Sam*l  J— £lc 

1  c 
Wilson  W  L  ft  Co— £  c 

SENOIA 

Freeman  &  Amall — £ 
McKnight  J  H— £  c 

SMITHVILLE 

Burton  Geo  T — £ 
Chance  Geo  W— £ 
McA£ee  W  F— f 
Randall  J  H  Jr— £ 

SPARTA 

Bumette  J  D— £ 
Walker  ft  Halmes— £  c 

SUMMERVILLE 

Bitting   N    K— £  c 
Edge  ft  Taylor— £  c 

TALBOTTON 

Beall  T  N— £ 
Carraker  N   P— £ 
McGebee  J  H— £ 
Ferryman  &  Ferryman — 

Smith  L  W— £  c 


TALLAPOOSA 

Howe  A  V  ft  Co— £  1  c 
Rambo  S  S— £  1  c 

TENNILLE 

Daniel  T  S— 1 
Franklin   H  M— £ 
Gilbert  H  C— £ 
Hatch  B   E— 1 
Lord   Iverson— £  1 
Pritchard  L  J— £  1  c 
Smith  C  B— f 
Smith   Roy — £ 

THOMASTON 

Bethel  T  G— £ 
Birdsong  H  H— £  1  c 
Matthews  ft  Stephens — £ 
Riviere  F  D— £ 
Thurston  John  A— f 
Torbert  W  R— f  I  c 

THOMASVILLE 

Ball  T  J— £ 
Craigmiles  W  E— £ 
Culpepper  J  T — f 
Erans  J  F— £ 
Gardner   Joe — ^1 
Hansell  ft  Merrill— £  c 
McLean  K  T— 1 
Mallette    ft    Hargraves— 

£  c 
Montgomery  J   S— £ 
Neel  !Bros— £ 
Parker  J  F— £ 
Parker  W  M— £ 
PaUn  W  A— 1 
Robinson    ft    Robinson — 

1  c 
Roddenberry  Jno— 1 
Smith  £  M— I 

THOMSON 

Hunt  C  F— flc 
McLean  A  L— £ 
Morris  G  F— £ 
Neal  T  T  Jr-f 
Shields  &  Morgan— £ 
West  J  Q-f 

TIFTON 

Johnson  R  H  &  Co— £  c 
McCleod  B  H— £c 
Murrow  R  E  &  Ins  Agcy 

— fl 
Price  J  H— £  c 
Scarboro  Frank  Co — f 
Ti£t  T  W-* 

TOCCOA 

Allman  John  I — ^1 
Brown   B   P — £  c 
Davis  ft  Davis— c 
Matthews,     Stephens     & 
Wheeless — £ 

VALDOSTA 

Ashley  J  D— £  1  c 
Blitch   &   Richardson — f 
Cheney  P  M— I 
Dekle  E  Er—f  1 
Harrell  W   N— 1 
Howell  C  K— 1 
Tones   Lloyd — £ 
Lang  Willis — ^1  c 
Lewis  J  F— £ 


Peeples  R  A  &  Sons— £  c 
Peeples  W  D— 1 
Richardson  B   S — c 
Southern  Bank  ft  Trust 

Co— £  1  c 
Strickland  ft  Roberts— £ 
Swindle  J  N— £ 

WARRENTON 

Battle  J  H— f  c 
Evans  J   C — £ 
Fowler  W   H— 1  c 
Lee  James— £ 
Lome  Fred— f 

WASHINGTON 

Barksdale  R  O— 1 
Barksdale  &  Irvin — £ 
Barksdale  T  J— £  c 
Boyce,   Ficklen  ft   Son— % 

Bradley  W  R— £ 
Cozart  A   G — £ 
D;r8on  J  R— £ 
Ficklen  Bros — £  c 
Lowe  R  E^l 

uinn  H  P  ft  Son— £ 

mith  R  M— 1 


§. 


WAYCROSS 

Bennett  Realty  Co — £ 
Bunn  ft  Stubbs— £ 
Calhoun  ft  CaUe— £  c 
Deen  ft  Burnet — £  c 
Goodwin-Peabody    Ins 

Agency — £ 
Harvey  J   D — f  c 
Knight  A  M  &  Son— £  c 
Lott  D  ft  O— £ 
Sharpe  W  W  Jr  Co— £ 
SUnton  V  L— 1 

WAYNESBORO 

Fulchcr  W  M  ft  Co— £  1  c 
Guess  J  E — ^£ 
Herrington  A  J  ft  Co — £ 
Palmer  F  S— f  1  c 
Templeton  R  A  ft  Co— 

£  f 
Waynesboro  Ins  Agcy — £ 

WEST  POINT 

Bronnen  A  S — c 
Hurley  W  G — £  c 
Lanier  Philip  ft  Co— £  c 

WINDER 

Blasingame  W  L — £  1 
Carithers  &  House— £ 
Gregory   C   C— £ 
House  ft  Thompson — ^£ 
House  L  A — 1 
Jackson  I  E  &  Co— £ 
Kilgore  &  Rad£ord— 1 
Kilgore,  Rad£ord  ft  Moore 

North  Georgia  Trust  & 

Bdg  Co— f 
Pratt  &  Williams— f 
Williams  H  Paul— 1 

WRIGHTSVILLE 

Deuh  W  W— 1 
Kint  &  Thompson — t 
Mason  ft  Bryan — £  1 
Miller  J  T— I  c 
Thompson  W  L— 1 
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BLACKFOOT 

Beebe  C  S— flc 
Early  J  H— f 
Fisher  C  V—c 
Gagon  G  F— c 
Lee  Wm  A— f 
Perkins  Mrs  Sumner — f 
Stevens  Grace — f 
Young  W  L— c 

BOISE 

Boise  Title  &  Trust  Co 

— f 
Bruce  &  Fuld  Loan  & 

Trust  Co— f  c 
Cbilds  &  Co— f 
Ensign  &  Ensign — ^f  c 
High  Ira  E— f 
King  S  G— f 
Kutnewsky  Chas  F — 1 
McReynolds  &  Whitson — 

f  c 
Messersmith  Wm  G — f 
Perrault  &   Rossi — f  c 
Phelps  E  J— 1 
Roan  H  Jh-1 
Rogers  Agency  E  M — ^f  c 
Sheppard  &  Falk— f  c 
Stein  Edw  Co— f  c 
Tate  Agency — ^f 
Thrailkill  L  W  Co— f  c 
Wilson-Smith   Realty    Co 

— f 

CALDWELL 

Banks  C  B— f 
Beal   Ralph— f 
Binford  A  A— I 
Blatchley  H  D— f 
Canyon  Abstract  &  Trust 

Co  Ltd— f 
Crouse  J  W— f 
Cupp  W  R— f 
Dille  L  S— f 
Fisk   R  R   Realty   Co— f 

1  c 
Griffiths  John — f 
Ho£Fman  F  G — f 
Hall  Jno  P— 1 
Hawkcs  C  T— 1 
Isham  A  F— f 
Kipp   F  P— 1 
McVey  W  S— f  1 
Myers  A  I — f  I  c 
Nichol  T  M— f  c 
Tucker  John   A— f 
Walker  M  I^f 
Wilkerson  W   R— f  1  c 

COEUR   D'ALENE 

American  Trust  Co — f  c 
Barton  H  H — i  c 
Brennan  W  P— f  1  c 
Cathcart  D  M  &  Co— f  c 
Edmonds  O  W— f 
Fitze  &  Gerdes— f  c 
Graham  Theresa  M — f 
Lincoln   Land    Inv  Co — 

{  c 
Muncey  R  H— f 
Petersen  Joe — f  c 
Pinkerton,  G  M— f 
Steele  The  Geo  F  Co— f  c 
Webb  Co  Paul  A— f  c 
Wright  J  J  &  Bro-f 

HAILEY 

Blaine  Co  Abst  &  Realty 

Co— f  c 
Boone  Frank  S— f 
Boone  S  D— 1  c 
Bradley  F  C— 1 
Clements    A— c 
Curtis   H  G — c 
Ensign  A  W — c 


Gray  B  R— c 
Gray    D    R— c 
Hedrick  J  G— f  c 
Heydecker  Coral  T— f  1 
McFadden    &    Brodhead 

— c 
Sawyer  J  G— 1 
McFadden    &    Brodhead 

— c 
Sawyer  J  G— 1 


IDAHO  FALLS 
Bartholemy  &  Pettinger 

Bowman  F  C— f  1  c 
Briggs  B  J— £ 
Bybee   F   M— f 
Earl  W  A— f  c 
Edmonds   Ralph — f 
Ellis  J  H— f 
Hanson  W  P— f 
Hartert  L  A— f  1  c 
Hasbrouck   H   J — £ 
Holste  &   Robinson — £ 
Huffaker  W  D— f 
Huston  &  Churchill — f 
Idaho  Falls  Development 

Co— f 
Knowles  &  Piatt — f  c 
MacMuilin  John — £ 
McConnell   W   L— c 
Miller  &  Shuttleworth— £ 
Mulhall  C  W— £ 
Sauer  Adam — f 
Scott  A  V— £  1  c 
Steele   Wm  J— £ 
Wheeler  W  E— 1  c 
Wright  G  G— f 


JULIAETTA 

Adams  Eben— f 
Dunlap  S  T— £  1 
Porter  E  W— £  1  c 

KENDRICK 

Atcheson  E  P— £ 
Brown  John   F — f 
Byrne  Thos  P— £ 
Helpman  J  B — £ 
Hull  H  P— £ 
Peterson  L  G— £ 
Porter  G  S — £ 
Volhner  J  P— £ 

KIMBERLY 

Breckon  W  F— £  c 
Ridgeway    Carl— c 
Turner  C  G— f 
Zuck   O   G— £ 


LEWISTON 

Diddock  &  Osier— £ 
Idaho  Trust  Co— £ 
Landquist  V— £  1 
Nickersen  John  E — £  c 
North  Idaho  Title  Co — £ 
O'Neill  E— £ 
Potvin  &  Pittock  Co — £ 
VoUmer  J  P  &  Co— f 
Webb  F  I)-l  c 
Wyatt  W  R— £ 


MALAD  aTY 

Davis  R  B— £  1 
Evans  D  L — £ 
Fovey  T  C— 1 
Frcdrickson  J  F— £ 
Jones  Ted  Jr — i 
Jones  L  D— £ 
Jones  Uther — £ 
Owen  R  T— £ 
Thomas  Albert — 1 


MONTPELIER 

Cruikshanks  Fred  L— £ 
Hull  Henry— £ 
Groo  Richard — £ 
McQave  E  L— £ 
Ridd   W   H— £1 
Ryan  W  J— f 
Sullivan  R  A— £ 
Whitman  Henry  B— £ 

MOSCOW 

Barge  W  G— £ 
Burke  Richard— £  1 
First  Naei  Bank— £ 
Hunter  Wm— £ 
Lewis  C  &  M  E  Co— £ 
Melgard  H— £  c 
Ostroot  E  E— £ 
Peterson   Charles — £  c 
Schroeder  J  F— fc 
Tenwick  CA— f 
Thompson  Bros — £  1 
Veatch  Realty  Co— £  c 


NAMPA 

Bloomfield  John  D— f 
Brace  E  R— £  1  c 
Cowell  J  H— £ 
Hickey  C  R— £  1  c 
Ingraham   M   V — £ 
Kernoban  F  H — £ 
King  Durward — £ 
Potter  W  D— £  c 
Robertson  E  B— £  1  c 
Stephens  F  G — £  c 


OAKLEY 

Calpin  E   £ — £ 
Harper  W  T— 1 
Howard  L  W— £ 
Howard  T  H— £ 
Jack  W  T— £ 
Randall  J  B— £  c 
Robinson  L  J  Jr — £  1  c 
Reece  E  W— £c 
Strong  C  E — c 
Tucker  H   W— f 
Whitelcy  Earl- £ 
Wilbum  C  C— c 
Vvorthington  S  P— £ 


PAYETTE 

Ackerman   W  P— f 
Albert  M  F— £ 
Callen  C  F— £ 
Chase  D  C— £ 
Hambly  D  D—{  I  c 
Hammond  A   C — f 
Ireton  C  W— £ 
Lyon  L  M — £ 
Maule  Wm— £ 
Peterson  L  E— £ 
Riebeling  M  G— f 
Thurston  J  S— £ 
Wright  A  Er-f 


POCATELLO 

Andrews  J  H  A  Co— £ 
Astle  James — £ 
Bannock     Brokerage     & 

Realty  Co— £ 
BistUne  J  M  &  Son— f 
Burrus  Fletcher  R— f  1  c 
Dickerson  F  W— 1  c 
Gray  &  Gray — £  c 
Jackson   Jr   Wm    S— £  c 
Johnson  C  J — £ 
Jones  T  D— £ 
Martin  A  H— £ 
Nielson  N  P— £ 

— f 


Nixon  S  M— £ 
O'Leary  Henry^£ 
O'Malley  P  C— £  c 
Phcenix  Wm  G— £ 
Rurbelmann  H  B — t 
Smith  T  B    Co— f 
Song  P  E— £ 
Stocksloger  Roacoe  M- 
Turner  Theodore — c 
Vestol  T  R— 1 
White  E  C  Co— £  c 
Wilson  R  R— f 


PRESTON 

Blood  G  H— £  c 
Condie  P  M— £  c 
Crockett  Geo  £— £ 
Foss  E  C— £ 
Greaves  C  L— £ 
Greaves  J  C — £ 
Jensen   T    C — £ 
Larsen  Nephi — £ 
Larson  J  N  &  Co— £c 
Larson  Chas  A — £ 
Nielson  E  R— £ 
Smith   A   C— £   c 
Webb  C  E— 1 


REXBURG 

Anderson  James  C— f 
Comstock  Ross  J— £  1 
Comstock  R  J  Jr^£ 
Gee  W  E-£ 
Harris  George — ^£ 
Rexburg  Realty  Co— f 
Ricks,  fiyrum  &  Co— f 
Thornton  &   Comstock— f 
Wright  James  R— £ 


SAND  POINT 

Asher  Davis — f 
Atlas  Realty  Co— £  1  c 
Catlin  F  E— £ 
Edgerton   E  R — f 
Fidelity  Trust  Co— f 
Johnson  Peter — ^f 
Lakeside  Realty  Co — £  c 
Northern  Realty  Co  Ltd 

— £1  c 
Parrish  W  M— f 
Rhodes  J  M— £  1 
Weil  Ignata — { 
Whitaker  Will  F— 1 


SHOSHONE 

Beckett  J  L-^ 
Copp  Walter  H— f 
Disney  Frank  F— I 
Dunn  James— 1  c 
Fuller  J  1^1 
Gwin  Rhine  ReaJty  (To-f 
Haddock  Land  Co— f 
Hame  W  Hail— £ 
Kee£er  J— £ 
McMahm  A  J— £ 


TWIN  FALLS 

Beauchamp  J  C — £ 
Brunck  D   W— £ 
Coggins  H  H— £ 
Cowling  Harry— I 
Crouse  R  L— I 
Deake  &  Aiken— £ 
Denton  D  M— £ 
Fuller  G  C— c 
Hill  &  Taylor-{  c 
Hill  Wilbur  S-£ 
Hoover  Geo   W — f 
Irrigated  Lands  Co — i 
Keel  J  S-£ 
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Konkely  D  M— 1  c 
Kunkely  M  W— 1 
LctKh  R  C— f 
Lindsey  J  C— f 
McMartin    C   D— f 
McMartin  C  S— f  1  c 
Xclsen  H  D—l 
Parsons  C  F— 1 
Pfirman    Franklin— < 


Powers  H  E— f 
Ripley  &  Detweiler— f 
Rogers  V  E— c 
Suliiyan  D   E— c 
Swim  Arthur  L — f 
Thomas  C  D— f 
White  J  E— f 
Wise  J  H— f 
Woods  T  J— f 


WALLACE 
Featherstone  A  H— f 
Howarth  J  F  Co— I  c 
Nicholson  A — ^f 
Rossi  H  J— f  1  c 
Whelan  &  Mortimer— f 

WARDNER 
Jones  T  R— £ 


WEISER 
Gallagher  Jos  T— f 
Hanrey  O  M— f  c 
Lloyd  &  Son->f 
McKinney  R  C— f 
Smith  Jos  W-l 
Smith  Oliref^ 
Taylor  Cheater — ^f 
Trenam  A  L— f 


ILLINOIS 


ABINGDON 

Johnson  Mamie— f 
SUpplett  G  A— f 
Sloo^  G  K— f 
Werts  A  Er—i  1  c 
White  T  J— f 

ALBION 

Boley  Roscoe — I 
Bower  Wm — 1  c 
Bunting  H— 4 
Chism  Frank — r 
Colyer   M—f 
Curtis  C  C— I 
Curtis  W   L— f 
Ferriman  Geo— f 
Green  G  O— c 
Harris   Herbert — ^f   c 
Macauler  D  A — f 
Marshall   Chaa— f 
Mayes  F  D-1 
Schroeder  E  A— f  I 
Strawn  H  J— f 
Strawn  W  R-— f 
Walker  A  E— 1 
Woods  Lee— f 

ALEDO 

Emerson  W  D — f 
Holmes  Wm  H— f 
Lorimer  W  A — ^f 
McDonald  R  J— f 
Morgan  &  Ford— f 
Rice  A  A— f 
Sample  &  Son — f 

ALTAMONT 

Dial  J  L-flc 
Geisekxng  F— f  1 
Gdaeking  W  G— f 
Gwin  G  W— f 
Klitzing  W  C— f 
Naumer  Fred— f 
Rhodes  J  E— f  c 

ALTON 

Armoar  H  R — f  1  c 
Bauer  J  P— f  1  c 
B^eby  J  J— £  c 
Blair  Roj^— £  1  c 
D«enhardt   C  H— £  1  c 
Dodson  E  A— 1 
Fisher  Frank — 1 
Giberton  Ins  Agcy — ^£  1  c 
Grosaheim  Joseph  G — 1 
Guertler  Peter— £  c 
Lane  G  H— I 
Lcrerett  John — £  1  c 
McKinney  Agency — f  1  c 
Mafaoney  M — f  c 
Schleater  Cha»— £ 
Smiley   Geo    H    ft    Co— 

£  1  c 
Sontag  Wm  &  Son — £  c 
Steck  J  B  Agency— £  1  c 
Walter  L  E— f  1 
Y«kel  C  F— £ 

AMBOY 

lyes  C  E— £ 
James  P  M — f  c 
Jamison  Robert— £ 
Kelly  J  R-l 
Leach  W  L— £ 


MiUcr  C  P— £ 
Ruckman  R  W— £ 
Vaughan  F  N— £  1  c 

ANNA 

Alden  Robt — £ 
Brown  R  E— £ 
Parker  R  D  — 1 
Parks  G   C— £ 
PhilUps  A  J— £ 
Richardson  L  G— 1 
Roberts  Ins  Agency — i  1 
Roy  J  W— £ 
TuthiU  L  B— £  1  c 
Walker  C  A— £  1 
Worthington   J    A— £    1 

ARCOLA 

Diamond  Bros  Co — f  1  c 
Grooves  Fred  M — ^1 
McNalley  Miss  Bridget 

Midwinter  Thos— £ 
Moore  Rice  J — £ 
Snyder  Al — £ 
Tarbox  G  S  &  Co— f  1  c 
Truit  D  P— 1 

ARROWSMITH 

Bane  Earle— £ 
McOure  Jacob — ! 
Raymond  Webber — £  1  c 
Rodman  Jno-r£  1 
Scott 'H  M— £  1 

ATLANTA 

Beiran  F  S— £ 
Crihfield  R  E— £ 
Haines  A  O— £ 
Hoose  M  M— £ 
Stroud  M   E— f 
Sumner  C  A — f 
Turner    C   H — £ 
Watt  Delia— £ 

AURORA 

Alschuler  G  W— £  c 
Anderson  &  Comer — £  1  c 
Callan  J  P— £ 
Chattel  I  B— { 
Currier  R  B— f  1 
Dickes  A— £  1 
Fisk  T   O— £ 
Frita  C  H  &  Co— £  1  c 
Gould  W  N— £  1 
Hassett  M  D— £ 
Hayiland  Wm— £  1 
Heinz  N  J— f 
Holcomb   R— £ 
Holden  T  N— f 
Teske  Max — f 
tohnson  J  L — i  1 
Kelley  Ins  Agency — f 
Kinney  W— £  1 
McWethy  Bros— f  c 
Nobles  Son — £  1  c 
Plummer  Mary  D — f 
Powell,  Reid  &  Smith— t 
ReaTell  &  Bernbrock— £ 
Riddle  F  N— £  1  c 
Tomblin  N  W— £  1  c 
Wareham  C  H— f 
Warren  J  J— £ 
Webb  H  A— £ 


Wighel  Wynne— £  1  c 
Wilmarth  A  A— £ 
Wool£  M  E— £  1 
Wroughter  C  C— 1  c 

BARRY 

Craw£ord  J  K— £  1  c 
Dwire  Thos   F— £ 
Hailey  Wm  M— £ 
Hancock  Frank— 1 
Mitchell  J  W— £  1  c 
RetaUic  F  A— £ 
Watson  W  W— £  1 
White  W  F— £ 
Wike  G  H— £  1 

BATAVIA 

Andrus  D  B — £ 
Bailey  Miss  Mary  D— 1 
Geiss  John — £ 
Grimes  W  L — £  c 
Johnson  N   L — £ 
Kuhn  J  Paul— f 
Larson  Hugo  L — f  1  c 
Leek  Rev — 1 
Nels  Hermanson — £  1  c 
Pettit  Peter— f  1  c 
Young  J  H— £ 

BEARDSTOWN 

Condit  ft  Condit— £  1 
Garm  R  H  &  Co— £  1  c 
Hunter  Edw  T 
Listman  John — £ 
Maney  D  M — i  1  c 

BELLEVILLE 

Becker   ft   Fleischbein — £ 

1  c 
Duvall  R  E— £ 
Kidman  O  C— £ 
Fleischbein  Chas  P— £  c 
Halbert  Wm  U— £  c 
Kohl   Emil— 1 
Miller  A  F— £  1  c 
Niemeyer  Arthur— 1  c 
Puderer  F  W— £ 
Rebhan   Geo  C— £ 
Rebels  M  P— £ 
Schott  Edward  F— £ 
Siefert  Julius  H— £ 
Sie£ert  Wm  E— £ 
Twenhoe£el  Co  The— £  c 
Wangelin  H  B— £  1  c 
Weber  &   Sikkema— f 
Wuller  Nic— £ 

BELVIDERE 

Balliet  J  R— «  c 
Fox  Jos — f 
Fuller  D  A— f  1  c 
Greenlee  W  G — ^f 
Gridlcy  E  C— f 
Hall  Fred— f 
Hall  Mark  I— £  c 
lies  John— f 
Kirk  W  J-f 
Luhman  John— f 
Merrill  E  S— £ 
Perkins  Mrs  M  D— f  1  c 
Pierce  Geo — f 
Roberts  Edw  B— f  c 
Sewell  Chas  T  A— £ 
Smith   G   C— flc 


Spackman  Chas— f 
Starr  F  W— £ 
Tripp  E  H-l 
Wood   Mrs   Alice-f 
Youndt  N   M-£Ic 

BLANDINSVILLE 

Ballou  C  £-^lc 
Coffman  M—f 
Grigsby  W  A-£  c 
Husten  Geo  B— £c 
Huston  C   R— fc 
Roberts  Oscar  M— £ 
Voorhees    Elmer— •£ 
Welch  S  E^l 

BLOOMINGTON 

Abrams  C  E — ^Ic 
Anderson  John  F — 1 
Bailey  H    F— £  1 
Bent  H  G— £ 
Blair  &  Gtlmore — i 
Bray  C  O— £ 
Brooks  &   Garlouffh — ^f  c 
Buelow    Frew    W— £ 
Bunn  ft  Co— £  c 
Callahan  M   L — I 
CampbeU  N  M— £  c 
Capen's  Sons — 1 
Chase  Frank  S— £ 
ColUson  C  W— 1 
Costigan  Wm.  F— £ 
Cowles   R  A — { 
Crosthwait  &  Nichols— 1 
Crosthwait  R  M— 1  c 
Darst  Geo  W— £  1 
Dauel  Louis  W— £ 
Falkingham  J  H— £ 
Fleming  &   Chisholm — £ 
Freese,  Clark  &  Co — £  I  c 
Gardner   Wm  H   &    Son 

Co— £  1  c 
Gilmore  E  J — ^£  1  c 
Green  Mrs  E  A— 1 
HaU  Geo  W— 1  c 
Harrison   ft   Hall — £ 
Harwood  H   C— f 
Heffernan  John  F — f 
Henninger  A  E — £ 
Hitchins  R   H— 1  c 
Holland  &  Porter— f 
Humes  H  S — 1 
Johnson   I   H — £  c 
Jordan  &  Co — ^£ 
Judy  J  H— £ 
Kinnie  Sage  H — ^1  c 
La  Teer  J  D— £ 
Learned  D  H— 1 
Livingston  A — f  c 
Mahaffcy  Wm  C— £   c 
Mantle  J  H— c 
Maurer  F  W— 1 
Murray  J  T — 1 
Nine  Chas  E— f  1  c 
Ochs  Isaac  £ — ^1 
Palmer  Guy— 1 
Perry  Logan  B— f  1  c 
Reedy  W  H— f  c 
Reybum  &   Buck — f 
Reyburn  W  E— f 
Sanders  J — £  1 
Sanders  Wm  L— 1 
Schmidt  Wm— £  c 
Schwulst  Wm— £ 
Sickman  Pauline — £  1  c 
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ILL. — ^Bloomington, 

Con. 

Somers    Philip— f 
Sumner  A  W — 1 
Sutherland  F  R— f  1  c 
Thomas  L  B  &  Son—f  1  c 
Van  Pelt   Chas  A— £ 
Warlow 
Wood 


w  J  B— f 
J  H—f  1 


BLUE  ISLAND 

Carroll  James — f 
Diefenbach  T  G — f 
Hannauer  Martin— f 
Kallum  F  T  E— £ 
Krick  P  H--£ 
Krueger   Christian — f 
Meyer  Geo  P— f 
Pronger   Bros — £ 
Reiner  Andrew — ^f 
Schreiber  Wm — £ 
Steitt  Edw  N— £ 
Townsend  A  N — f 
Zacharias,  McCord  &  Co 
— f 

BRACEVILLE 
Barton  Geo— £  1 

BRAIDWOOD 

Francis  Thos  L— f  1  c 
Pawling  A  A— £  1 
Steen  W  H— £ 

BRIGHTON 

Brown  M  S — i 
Qark  I  M— £  1  c 
Tones  T  A--£ 
Sarius   Geo— £  o 

BUNKER  HILL 

Baker  Thos  A— f  1  c 
Barnes  J  N— f 
Budd  W  N— f 
Bumann  Adolf— f 
Gosch  John  &  Son — £ 
Mercer  A  E — f 
Sanford  I  E — 
Wise  A  H-f 

BUSHNELL 

Brewbaker  L — £ 
Chidester  B  H— £  1  c 
DePue  C  S-f 
Henry  Chas  E — ^f  1  c 
McElvain  J  H  &  Co— £ 
Paul  W  J— f 
Roach  A— f 
Truman  J  J— c 

CAIRO 

Alba  A  &  Son — £  c 
Barclay  P  W  &  Son— 1 
Brown  John  T — f  1  c 
Candee  &  Kleb— f  1  c 
Childress  Geo  B— 1 
Feuchter  &  Galligan — £  c 
Gilbert  E  L  Co  Ins— f  1  c 
Gilho£er  Ins  Ag'cy— £  1  c 
Graves  T  C— 1  c 
Greaney  W  P— £  c 
Hallidav  F  C— £  c 
Julian  ll   A— 1 
'Richardson  S  G— 1 
Wall  J  B— f 

CAMBRIDGE 

Anderson  Geo  E — £  1 
Arthens  A  L — £ 
Eastman  C  S— £ 
Haag  N  A— £ 
Hadley  B— £ 
Mascall  J   R— £ 
Pratt  James— £ 
Rogers  G  W— £  1 
Sandquist  F  W— f  1 
Taylor  C  B— £ 
Telleen   L  E— £ 
Turner  C  M— £ 


CANTON 

Allton  &  Johnson — £  1  c 
Bath   D   L— 1 
Clingenpeel    H    H — c 
Cobleigh  F  A— £  1  c 
Dailey   G  R— £ 
Divilbiss  Chas— f  1 
Gallagher  &  Ellis— £ 
Gallagher  M  A — £  c 
Gilmer  J  C— £ 
Hanlon  &  Beam— f  1  c 
Heald  C  T— £ 
Hcnkle  F   F— £  c 
Hipsley  Mrs   Ernest— f  c 
Kingsland  R  M— £  1  c 
McMahon  John  W — £  c 
ShcaflF  John  A— f 
Shepley  A  C— £  c 
Taylor  B  H— £  c 
Tendick  Mrs.  John — £ 
Thompson  Fred — £  1 
Thompson   Lewis — £  1   c 
Weed  C  E— £  c 

CARBONDALE 

Atkins  W  S— f 
Caldwell  A  S— £ 
Dill  J  D-l 
Grater  Geo   W— 1 
Hamilton  k  Lewis — £  1  c 
Hawkins,  M  B— £  1 
Kendall  J   S— £ 
Loudon  0  P— 1 
Miller  Robt— 1  c 
Mitchell  J   E— £  1  c 
Ren£ro  R  E— f  c 
Robertson  J   J — £ 
Schwartz   Geo— £  c 
Smith  ayde— £  1  c 
Smith  T  B  F— f  c 
Spiller  A  L— £ 

CARLINVILLE 

Arnett  George — £  1 
Crew  George  E— f 
David  A  G  &  Co— £  c 
David  Helen — i 
David  S  W— f  1  c 
Heinz  Henry — £  c 
Homer  John — f 
Homer  Kate  M— f 
Hulse  Wm  R— £  1 
O'Neil  Ed— 1 
Ocltjcn  Fred  G— £ 
Reinecke  John — £  c 
Sharp  Wilbur — f 
Westermeier  C — £  1  c 

CARLYLE 

Beckemeyer  H  J  C — f 
Berger  G  H— £ 
Bond  Thos— 1 
Carr  A   P— £ 
Ford  Thos  E— £ 
Haderein  F — 1 
Hilmes  T  B— £ 
Tones  H  O— f 
Krebs  J  M— f 
Murray  H  V-f 
Nichoff  A  O-f 
Niehoff  H   A-f 
Norris  W  H-f 
Schaefer  Paul  V— f 
Weber  H  G— f 
Wuller  John  B— f 

CARMI 

Cochran  Rosco — f  1  c 
Harmon  J  H—f  1  c 
Hav  T  W— f  1  c 
Tones  J  T— f  1  c 
Leathers  Edwin— f  1  c 
McCallistcr  Bros— f  1  c 
Martin  Mrs  Wm   L — f  1  c 
Pearce  J  A— f 
Pomeroy  F  E— f 
Rcbstock  P  L— f  1  c 
Spicknall  R  Jr-f  1  c 
Stalcy  L  L — c 


CARROLLTON 

Dressel  Dr— 1 
Eduards  J  R— f  1  c 
Edwards   &    Stone — £ 
Eldrcd  D  D— f 
Erwin   Robt— 1 
Foreman  H  W— f 
Johnson  A  H—f  1 
Linder  Clyde— 1 
Pierson  Oman— f  c 
Reynolds  Oscar  P— f  1  c 
Roberts  F  M— f  c 
Vivell  Oscar   H— flc 


CARTHAGE 

Aleshire  Geo— £ 
Baird   J    D— f 
Booz  Willie— 1  c 
Boswell  E  R— 1 
Cain  Carl — f  c 
CaliflF  D  A-1 
Dunn  T  F— £ 
Ferris   S  H— £ 
Green  Joab— £  c 
Hel£rich  Leo  L— £ 
James  C  A — f 
Mayor  Irving — £  1  c 
Meaux  D  D— 1 
Mecum  Bros — f 
Merrill  Carrie  D — f 
Naylor  Samuel  Jr — £ 
Newcomber — 1 
PalmerJ  S— £ 
Payne  E  A— f 
Ridge  Thos— 1 
Saer  R  W— £ 
Strader  D   S— £  1 
Symonds  W  A— £ 
Unglaub  F  H— £  1  c 
Walker  L  R— £ 
Wolfe  Wm— £ 


CASEY 

Adams  B  L — £  c 
Army  J  J— £ 
David  W  J— £ 
Fitzpatrick  R  B — f  q 
Grisamore  J  R — £  c 
Hawkins  W  E— £  1  c 
Robertson  &  Ruffner — £ 
Rosebrough  D  R — £  c 
Shimer  Geo  F— £  c 
Slusser  W  O— f  1 
Young  R  A— £  c 
Zeiter  David— f 


CENTRALIA 

Andrews  Truman — f 
Bundy  F  W— £ 
Bundy  J  J— £ 
Burge  W   M— £ 
Condit   S— f 
English  B  M— £ 
Grag  James — £ 
Hahn  Wm  F— f  1  c 
Hobbs  Jos  S— f  1  c 
Jones  Miss  B — £ 
Kurth  O  B— £ 
Livesay  Guy — £  1  c 
Lyon  W  E  C— f 
Marshall  C  P— 1 
Melvenv  W  E  O— f 
Nolcman  F  F--£ 
Parkinsos   Miss   Zetta — f 
P£aff  Fred— £  c 
Rebe  M— £  1  c 
Robertson  D  B — £ 
Ryan  O   F— £ 
Warren  W  B— £  1  c 
Youis  L  A— £  1 


CHADWICK 

Cahn  S  M— f  1  c 
Flowers  Ralph— f 
Kerch  John  O— f 
MuHer  Herman — f 
Shultz  T  M-f 


CHAMPAIGN 

Adams  C  S — f 
Beers    &    Beers — f  c 
Boyer  H  B— f 
Brown  F  M— £ 
Brown  Mrs  N — f  1 
Campbell  R  M— f  c 
CoflFman  W  H— fl 
Coggeshall  F  M-f 
Eagleton  C  M— f 
Enoch  &  Kerker— f 
Flanigan  J  A— £ 
Prison  E  H— £ 
Gardner  E  A — £  c 
Glenn  L  L— f 
Goldsby  W  L— f 
Gulick  R  E— f 
Harris  C  A — f 
Harris  F  D— f  c 
Hessell  J  F— f 
Hidy  W  R-f  1  c 
Hughes  S   K— flc 
Hutchinson  E  J  &  Son 

-£  1 
Maxwell  C  L — ^f  1  c 
Michael  J  J— £  1 
Miller  H  M— £ 
Monier  &  Morrissey— f 

Ic 
Price  Walter-f  c 
Roberts  C  J— f  I  c 
Ryan  D  T— £ 
Shafer  St  Dolan-^ 
Sher£y   Miss   F   B— f 
Singsbusch  A  C— f 
Snider  D  H-f 
Spalding  R  A— f 
Spalding  W  P— £ 
Sturdgion  Geo — f 
Sullivan  Wm — f 
Swannell  D   G— flc 

CHARLESTON 

Alexander  R  C — f  c 
Berkley  T  M— £  c 
Burkett  E  A— £  1  c 
Charlesworth  F  C— £  1  c 
Digby  C  C— £ 
Donaldson  W  S— £ 
Frommell  F— £  1 
Grant  T  A — f  c 
Grove  Perry  W— £ 
Grove  Sam — £ 
Hallowell  H  F— £  c 
Heistand   Geo — £ 
Mcssick  H  H— £  c 
Miller  C  R— £  1  c 
Rosebraugh   &     Wilton — 

f  c 
Ryan   O  F— £ 
Scott  W  W— f  c 
Sellars  A  C — ^1 
Shera  A  W— £ 
Shoemaker  W  K— £  c 
Sibert  R  N  &  E  J— £  1  c 
Wilson  W  A— f 

CHENOA 

Abbott  W  G— £  c 
Ballinger  Fred — £ 
Chapman  W  C— £  1  c 
Clarke  D  T— 1 
Dillon  E  A— 1 
Firley  C  L— £ 
Jordan  A  D — £ 
Ketcham  W  E— £  c 
Merriott  Cha»— £ 
Powers  Frank— £ 
Schmitt  E  H— £  c 
Silliman  L  L— £ 
Sweet  O  A— £ 

CHESTER 
Beare  N  E— £  1  c 
Clemens  E  S — £  1  c 
Gilster  Fred — £  1  c 
Harmer  Mrs  S  G — f 
Herman  Walter— f 
Miller  W  H— £ 
Nesbet  H  B  ft  Co— £  I  e 
Nixon  John— f 
Staly  C  L— £ 


INSURANCE   AGENTS— ILLINOIS. 
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CHICAGO 

A.  F.  SHAW  &  COMPANY 

Iff SURANCE  EXCHANGE,— 1 76  W««t  Jaokson  8tro«t 

INSURANCE  OF  EVERY  DESCRIPTION 

On  risks  wh«r«  Surplus  Lins  Insuranos  Is  rsqulrsd,  largs 
smsunts   osn   bo   oarod   far    In    Rasponslblo   Companfas. 

Special  lacllllles  for  arranging  large  amounts  of  Insurance 
wHh  GUARANTEED  UNDERWRITERS  at  Lloyd's,  London. 

Automobiles,  Tourists'  Effects,  Trophies,  Valusble  Musical  Instruments,  etc.,  insured 

under  liberal  Floater  Forms  at  Lowest  Rates. 


CHICAGO 

Adderly  J  C  4  Co— f 
Adler  S  J— I 
Affdd.  Tonk  &  Co— f 
Aiken  W  J— c 
Alexander  W  A  &  Co— c 
Alford  &  Blaker— c 
Aim  Harry  R— 1  c 
Anderson  C  H — 1 
Andrews  E  E — ^1 
Angnera  Edw  dc — c 
Angennan  G  C — ^1 
Appier  C  E — c 
Arnold  A   C— c 
Anten  A  O— c 
Awdc  A  E— 1 
Badg*erow  Co— c 
Bale  H  B— c 
Barber  C— 1 
Barnard  &  Co  E  E— f 
Barker  L   A— 1 
Barnett  J  G — f 
Barrr  T  F— 1 
Bartholomay     Ins     Office 

— f 
Bates  Roy  S— f  1  c 
Bear   Sidney — 1 
Bennett   N  T — ^f  c 
Bishop  C  N— f 
Bishop  L  Brackett— 1 
Blaker  C  J  &  Co— f  c 
Blauvdt  A— f 
Blotint  F  M  &  Son— c 
Bokum  N   H— 1 
Bonfoey  L  P — c 
Bonncy  C  F— c 
Braddock  L  J— f 
Brexman  Geo  E— c 


EfltoblUhad  18SS 

CHIRLBS 
BB0CK4OIES  A  GO 

Surpliis  Lines 

Insaraace  Excfaaose 

Chicago 


Brown,    Anderson    & 

Young   Inc — f  c 
Bnxmmel   Bro»— f 
Bullea  Clias  F— 1 
Barrows   H   V— f 
Byrne  &  Co  T  J— f 
CahiU  &  Dickinson— 1 
Callendcr  J  E— « 
Cameron  P  F  &  Co— £ 
Cameron  W  F  &  Co — f  c 
Campbell  J  A— 1 
Carmack    E   H — 1 
Casey  A  J— 1 
Castor  H  C— 1 
Chambers  Wm — ^1 
Chapman  W  A — f 
Chase  Sami  T— 1 


Chicago    Insurance   Agencies,   Inc. 

/  Wllmr,  Mavill  a  Johnson   \ 
\  Roffors  a  Rollo  / 

Rsfifsssiillno  ■ 
American    Central:  Commerce;  Ins,  Co.  State  of  Pa. ; 
Minnesota  Und.:  Milwaukee  Mechanics;  Pennsylvania; 
Providence-Washington;  Royal. 

Insurance  Exchaniro  Chicago 


Childs,    Young    &   Wood 

—f  c 
aark  C  C— f 
Claypool    R   E— c 
Cleveland  J  D— f  1 
Coar  Geo  F — c 
Cochran    T    W— f 
Coffey  J  J  &  Co— £ 
Collins   Arthur — c 
Collins  S  T— f 
Conkling,  Price  &  Webb 

— c 
Cooper  C  E— 1 
Cooper  Thos-^ 
Corhea  &  Qoidt— £ 
Cory  John  D  &  Co— f 
Coughlin    T   J— f 
Crawford   W    Frsnkliij-1 

Critchdl,  Ifller, 
Wbitaey  t  Barbov 

hmiaBM  Ixflkogs  Bldg. 

Chicago's   Leading    In- 
surance Agency 

Cunningham  R  M — f 
Cunningham  Secor — f 
Curran  O  P— 1 
Curtis   Chas— 1 
Dalmar  Hugo  &  Co— £  c 
Darling  Ira  C  &  Co— £  c 
Davis  A  J— £ 
Day  D  A— 1 
Dean  A  F— £ 

H.  de  RoMle  &  Co. 

Insurance 
Agency 

losorance  Excfaanfe 

Delano  C  H— f 
Dever  H  A— £  c 
Dickson  Geo — c 
Drake  D  G— 1 
Dreibus  O  T— 1 
Dugan  A  Cr—^i 


DOUGLAS  BROS. 
&  RICE,  Inc. 

SURPLUS   LINES 

Insurance 

Re-Insurance 

1528  Imoranet  Exehame 

CHiCAQOt  ILL. 

LONDON  ft   LANCASHIRE 

FIRE  INS.  CO. 

ORIENT  INSURANCE  CO. 

LONDON  ft   LANCASHIRE 

INDEMNITY  CO. 

SAFEGUARD  INS.  CO. 

Charles  E.  Dox,  Igr. 

30  So.  U  Satte  Street.  Ckicsis 

Durgin  J    Er— 1 
Earl  L  G— £  c 
Early  Frank  A— £ 
Eckel  Chas  H— c 
Eddy  H  C— £ 
Eldrcdgc  Chas  H— c 

EILEL    &  LOEB 
COMPANY 

lIVfiURAIVCB 

inBurmnet  Exctmnf 
Tel..  WalMsh  iHI 


Emerson  J  H — ^1 
Engcr  &  Bamett— f 
Farradav   W — c 
Patch  E  P— c 
Faulkner     &     Ettelson— 

£  1  c 
Ferguson  E  A— 1 
Fisher  Geo  M— f 
Fornoff   H — 1 
Foster  Geo  R  &  Co — c 
Fowler  Edgar  C—l 
Fox  H — c 
Fraher  J  J— 1 
French  Geo  T  &  Son— c 
Fugit  M  W  &  Co— f 

Funkhouser  M  L  C — £ 


Gadsden   &   Kohtz — f 
Gage  J  S— 1 
Gallagher  T  E— £ 
Garvin  Geo  E — 1 
Gelderman  &  Co  W  M 

Gilbert  Geo  A— f  c 
Giradin  Jules — 1 
Glidden  H   H— £ 
Gobel  Harry — £  c 
Goldsmith  S  H— c 
Goodman  Thos  &  W  A— £ 
Goodwin  E  M — c 
Graham  A  T— f 
Grcenbaum    H — 1 
Griffiths  J  C— f 
Grogan  M  J — c 
Gumcy  A  G — 1 
Haarvig  L  M — c 
Haines  J  M — c 
Hall  W  G— £ 
Halle  E  G— f 
Hallwegen  J    F — c 
Hammond  L  D  &  Co— f 
Hancock  F  A— c 
Hansen  H  M— £ 
Harlesa  W  W— £ 
Harvey  Geo  M  &  Co— £ 
Haskell,  Miller  &  Co-^ 
Haut   John — 1 
Heim  Ernest- £ 
Hemstrect  W  J  ft  Co— f 

Herrick  Auerbach 


& 


INSURANCE 

IN  ALL  ITS  BRANCHES 

Insurance  Exchange 
CHICAGO 

Herrmann  Geo  &  Co— £ 
Hess  Geo  R  ft  Co— £ 
Heublein   C  M— 1 
Higley  Chas— I 
Hill  Wm  E— f 
Hintzpeter  H  C—l 
Hoagland  W  L— £ 
Hobart  ft  Oate»— 1 
Hobbs   H   W— 1 
Hodge   H    B— c 
Holmes  F  F  ft  Co— f 

R.  W.  HOSMER  ft 
COMPANY 

INSURANCE 
of  all  Kinds 

INSURANCE  EXCHANGE 
CHICAGO 

Howes  B  C—l 
Huncke   Carl— f 
Huncke   O    W— c 
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ROLLINS  BURDICK  HUNTER  CO. 


CHICAGO 
175  W.  Jaokson  Blvd. 


NEW  YORK 
59  John  SI. 


REPRESENTING 


Globe  ft  Rtttgcn  Fire  Ineitrence  Co.  of  N.  Y. 
Rochester    German    Underwriters    of    the    German 

American  Insurance  Co.  of  New  York. 
Pacific  Pire  Insurance  Co.  of  New  York. 
Stoyresant  Insurance  Co.  of  New  York. 
Hamilton  Pire  Insurance  Co.  of  New  Yoric 


Underwriters'  Asency  of  tlie 
Co.,  State  of  Pennsylvania. 
Buffalo  German  Insorancc  Co.  of  New  York 
Millers  Nat'l  Insurance  Co.  of  CUcago. 
Rdiance  Insurance  Co.  of  PennsylTama. 
Industrial  Ins.  Co.  of  Ohio. 

LoitdU>n 


Comi 


Bladlnc  Contraeta — Uoyds, 
Sun^us  Linea. 
BsiaaloBa  Paid  to  Non-Raoidont  BrolMrs  and  Aconts. 
Wa  wrlta  all  elassae  of  laaiaranca. 


Hyman   R  W— c 
Ittgalls  H  H— f 
Ireland  J  R— 1 
Tackson  J  W— 1 
Facobs  W  F  &  Co— f 
Tames  Fred  S&Co— lie 
Jenks   M    Lr— c 
[ones  Frank   £—1 
[oyce   &   Co— c 
Tendall   F  A—l 
Kendall   T  S-1 
Kinney  E  D— f 


Royal  iDSurance  Co. 

(UnIM) 

George  W.   Law 

MAMAaa* 

Roial  Intnranet  B11IMI119 
CHICAGO 


KLEE,    ROGERS,  WILE   &   LOEB 


Pnsritt  Isi;  8tm;  Itth«rlu4i  fin  &  lift;  liTvpod  A  Loadon  A  Glotay 
Isf  .:  AMsrsBM  Oo  of  AMrios;  VwtahMtir  «f  I.T.;  EuMkuMi  Bcad- 
iBK  A  bi.  Oo.,  ^be  IsiionuiitT  Oo.,  iedasl  of  I.  J.;  PmidiMO  WiaUsc- 
M,  for  Parools  FM(  and  MoUr  Bosti- Uordi,  London;  OAj  of  Uw  Tork, 
kTt.;  OiaouiBaii  Undorvritm  «f  0.;  ikrth  Brit  ft  Mm.  of  bg.:  Mstuo, 
Ltd.  of  London;  OtarHitf  fin  of  Ind^  Ta.  P.  ft  H.  of  Biohnond;  bi.  Oo. 
oflo.Am.;OoB.  A(ts^IlLoftkilovTork  Piste  ftlm  bi.  Oo. 

CHICAGO,  ILL 


A«te. 
175  W.  JACKSON  BLVD. 


Klinke  A  W  &  Co— ^ 
Kpight  Jos  C  &  C6— f 
Knowlton  H  B — ^l 
Knox  Thos  M — 1 
Kramer  Hcrrman — ^1 
Krause  P  J— 1 
Kress  W  G— c 


Kuhns  &  PoflKi 
Lampert   &  Xeller — ^f 
Lamson  G  W— 1 
Lawson    F   W— c 
Law  Geo  W— f 
Lawson  W  M — c 
Lemay  W  G  &  Co— f 
Letterman   &  Chamberlin 

— f 
Lctton  H  W— f  c 


Lewis  I  J— f 
Lindauer  Max — I 
Loeb's  Ins  Agency — f 
Loder   Paul— 1 
Lorenz  F  A — ^1 
Lust  Geo  F— 1 
Lyman,  Richie  &  Co — f  c 
Lynas  Thos  R— 1 
McCabe  &  Hengle— f 
McCarv  C  J  &  Co— 1 
McCaslin  Paul— c 
McCrae  A  L— f 
McCune  J  D— f 
McGillen  John  &  Co— c 
McGregor  P  D  &  Co— 1 
McKee  &  McKechncy— c 
MacLean  Nelson  R — c 


McKenna  John — c 
McLeran  G  R— 1 
Mclntyre  Miss  J  C— 1 
Magill  Henry  P  &  Co— « 
Manninff   Geo    R — c 
Marsh  &  McLennan — fc 
Martin  John   D  &  Co— f 
Mason  ¥  B — 1 
Meeker  Chas  W— « 
Miller  W  A— c 
Meeker.Magner  Co — f 
Meyer  JH— 1 
Monahan  W  F— 1 
Montgomery    Geo  W  & 

Co— f  c 
Moore.    Case,    Lyman    Ik 

Hubbard— f  1  c 
Moore  R  C— 1 
Morrill  E  H— c 
Morrison  &  Blew— c 
Morrison  &  Miller— c 
Morrison  A   I>— c 
Munger,    Vokoun,    Wet- 
more     &     Witherbc^— 
f  1  c 


ArOmr  S.  Nathan 
aCoiqialy 

■oraMeBi 

CUcaoo 


IfSS 


NEWBURQERANOCO. 

UpmontotiTB  Agnti 

Dabuu  P.  ft  H.  of  Ihibi^si^  Ion* 
Sea  undorwriten  Annoj  of  Losdoa 
Pruua  Bstional&s.  Ik  Stettin, 


Orimti  Ivtfird;  Bootea,  Kasa. 
UnOR'OB  BIGEAI6B.  Bute  lo.  1711 


Naghten  John  ft  Co— € 

Napier  R  A  ft  Co— f  c 

Ncwburger  &  Co — f 

Newton  C  A  ft  Co— f 

Norris  J  S— 1 

Oats  J    F— 1 

GUver  H    R— c 

Oldenburg  A  C— 1 

Osborn  F  H  ft  Bro*— f 

Oxnam  W  C— f 

Palmer   R   F— 1 

Parker,  Aleshire  ft  Gar- 
diner—f 

Phister  W  B— « 

Pick  Geo— 1 

Pogge  Chas  F— c 

Porter    C    J— c 

PoweU  W  C— « 

Prindville  ft  Co— f 

Purnell.  Conover  ft  Dud' 
Icy—f 

Pruyn  J  R — c 

Randall  N  B-< 

Rawle  R   R— c 

Reif   E— 1 

Richards  Guy  A  ft  Co— 
f  c 

Richardson  O  D— 1 
Richardson    Wm   ft    Son 

— f 
Right  C  C--C 
R<$ertB  Geo  W  ft  Son— t 
Roberts  O  F— c 
Rockwood-Badgerow     Co 

— c 

Roddick  J  B  ft  Son— f 
RolUaa   Bordick    Hunter 
Co— f  c 

Rosenblatt  S  J— I 
Ross  Jas  L  ft  Co — ^f 
Ross  K  H— f  c 
Rye  Fred  A— f 


.    C.    C  I- ARK 

INSURANCE    EXCHANGE— CHICAGO 

GENX  AGT.,  ILL.  AND  WIS.— CINCINNATI  UNDERWRITBRS 
COOK  county  MGR.      IbUCKBYE  NATIONAL  PIRB  INS.  CO. 


REPRESEmiNG 

Arizona  Pire  Ins.  Co.  Phoenix,  Aria. 

Buckeye  National  Fire  Ins.  Toledo.  Ohio 

Cincinnati  Underwriters.     1  Cincinnati,  O. 
Bureka  Pire  and  Marine      f 
Security  Pire  Ins.  Co.           J 

Western  Indemnity  Co.  (Gen.  Agt.) 


Faolllties  for  handllfiB  Exomb  LIhm  and  Relnauranos 
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MOORE,  CASE,  LYMAN  &  HUBBARD 

Insurance  Exchange,  Chicago*  111. 

LARGE  VnUTING  CAPACITY   PROMPT  SERVICE 


lAimiB  nU  OF  CONN.  PIODOX  OF  CONN.  FIANIUN^FIU  OF  PHIL/L 

ST.  PAUL  F.  ft  H.  OF  MINN.  CITIZENS  OF  MO.  EQUITABLE  F.  ft  M.  OF  I.  L 

NATMNAL  Fin  OF  CONN.  NIAGAIA  FOt^  N.  Y.  lAlTFOID  ACGDBNT  ft  IND.  CO. 

UNDON  ASSUIANCB  COIP.  MEiaNTILB  OF  N.  Ys 

Commissioiis  allowed  non-resident  Brokers  and  Agents  on  Insiuance  on  Chicago  properties 

Rate  schedules  furnished  and  inspections  made. 

Surplus  lines  written  In  larse  stock  companies  and  Lloyds,  London 

FRED.  S.  JAMES  &  CO. 

175  WEST  JACKSON  BOULEVARD,  CHICAGO 

Connecticnt  Fire  Insurance  Co.  of  Hartford  Calumet  Underwriters 

Fidelity-Pheniz  Fire  Insurance  Co.  of  New  York  Minneapolis  Fire  &  Marine  Insurance  Co.,  Minn. 

Mechanics  &  Traders  Insurance  Co.  of  New  Orleans  St.  Paul  P.  &  M.  Insurance  Co.,  (Marine) 

British  America  Assurance  Company  of  Toronto  North  British  &  Mercantile  Insurance  Co.  of  England 

National  Fire  Insurance  Co.  of  Hartford  General  Insurance  Co.  of  Paris. 

German  Alliance  Insurance  Co.  of  New  York  Urbaine  Fire  Insurance  Co.,  Paris 

Merchants  Fire  Assurance  Corporation  of  New  York  Casualty  Company  of  America  of  New  York 

National  Surety  Company  of  New  York 

Binding  Contract  with  Guaranteed  Underwriters  at  Uoyds,  London 


Surplus  Line  Department  for  Central  and  Western  States 

Central  Tnsnranre  Co.  of  London  Bssez  9c  Suffolk  Bquitable  Insurance  Co.  of  Bngland 

Legal  Ins.  Co.  of  London  Gresham  Fire  9c  Accident  Insurance  Society  of  London 

N«w  York  Offlo«,  128  Wliiiam  Stro«t  All  Kinds  of  Insurance 

INSURANCE  EXCHANGE.       -       -       CHICAGO 

RBPRBSBNTXNG 

\Olance  Insurance  Company,  Philadelphia  London  9c  Lancashire  Fire  Ins.  Co.,  Liverpool 

American  Ba^e  Ins.  Co.,  New  York  •  Philadelphia  Underwriters,  Philadelphia 

Continental  Insorance  Company,  New  York  Zurich  General  Accident  9c  Liability  Ins.  Co. 
Fanners  Fire  Ins.  Co..  York,  Pa.  (Liability,  Auto.  Accident  &  Health) 

Fire  .\SBociatkm.  Philadelphia  New  Jersey  Fidelity  &  Plate  Glass  Ins.  Co. 
Piremans  Ftuid  Insorance  Co..  San  Francisco  (Plate  Glass) 

German  American  Insurance  Co.,  New  York  National  Surety  Co..  New  York  (Burglary) 

German  American  Fire  Insurance  Co.,  Baltimore  New  Amsterdam  Cas.  Co.  (Bonds) 
Insurance  Company  of  North  Aiperica,  Philadelphia 

SURPLUS  LINES  AND  AUTOMOBILE  INSURANCE 

Lloyds  Londoo  and  Stock  Companies 

New  York— 19  Cedar  Street  London— 23  Loadenhall  St.  Duluth-^14  Superior  St. 

Minneapolia~107  South  5th  St.     Denver— 1615  California  St.  Detroit— Ford  Bldg. 

Montreal — 17  St.  John  St,  San  Francisco— Royal  Ins.  Bldg. 


Oeaf»e  W.  Chlids  Frank  E.  Toons  Donald  M.  Wood 

CHILDS,  YOUNG  &  WOOD 

Insurance  Exchange  Chicago,  Illinois 

INSURANCE  IN  ALL  ITS  BRANCHES 

Royal  Indemnity  Company 

Providence  Washington  Insurance  Company 

Westchester  Fire  Insurance  Company 

Glens  Falls  Insurance  Company 
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JOHN  NAGHTEK  &  CO. 

BSTAILI8HBD  1663 

INSURANCE    EXCHANOE.    175    W.    JACKSON    BLVD..    CHICAGO 

LOCAL  AND  OKNKRAL  AOENTS  FOR 
Royal  Exehang*  Aaaurane«  of  London 


Northern  Insurance  Company  of  New  York 
Westchester  Fire  Insurance  Co.,  N.  Y. 


Concordia  Fire  Ins.  Co.,  of  Milwauicee,  WU 
Delaware  Underwriters 


OBNKRAL  AOKNTS  FOR 

METROPOLITAN   FIRE   INSURANCE  CO.  OF  CHICAGO 


Tolophono  Wabagh  11  JO 


Aotoniatlc.  S80-32 1 


ILL, — Chicago,  Con. 
¥M.f.R0UO      W.DIXWniTB 

HTABLDOD 1859 

RollOy  Wobsttf  &  Co., 

1121 


sworin    v^na! 
ner  J  T— c 
)cl  J   E— f 
cer  H  H— f 


Lifiiraiiee  in  all  ita  branehoi. 
BrdkeRB*  MoonatB  aoUoited. 

MeabenoftheNiiiwMl 
Aiieclrtiw  of  iatanoce  Afnti 

Sabin   E  T— 1 
Sabin  R  H— 1 
Sack«tt  R  E^l 
St  John  E  A— c 
Saur   Carl — c 
Sauter  Fred  J— f 
Schmidt  A  X— 1 
Shaw  A  F  &  Co—f  c 
Shick   &    Beard — c 
Shillito  P  B— c 
Simons  Wm  W— c 
Sinai   B    ^—l 
Skelton   j    L— f 
Smith   EjETa — 1 
Smith  T  B— I 
Smith  Jesse  E— 1 
Smullen  A  &  Co^f 
Smyth-Coambs    Co— f 
Sonnen  W  J— f 
Snow   Jas   C — 1 
Speck  Geo  W— 1 
Staucb   Geo — 1 
Standish   H   S— 1 

Slulmallur  &  Shnltj 

Fire,  Marina 
ud  tonalty  Insurance 

imnUKCl  BXOIilGl  BLI>6. 

(See  Providence,  R.  I.,  Boston, 
Mass.,  and  New  York  Qty 
List.) 

Steele   W   I^-f 

Stoffels  O  A  &  Co— f 

Stone  C   A— 1 

Strong  Jos  H— 1 

Switzer  E  H— 1 

Taft  &  Rockwood— f     . 

Tate  W  W— 1 

Teall  Edward  M  &  Co— t 

Teller   M   M~l 

Tennant  Robt  G  &  Son — 

f  1    c 
Thackery   T    W — a 
Thompson  F  R — f  1  c 
Tillotson  E  W— c 
Torpe  A  Jr  &  Co — f 
Touhv  S   Rogers— f 
Tramel  Geo— 1 
Travis  C  M — c 
UUman   A  I— f 


Vail  Chas  W— 1 
Vastine  &  Grogan — ^f  c 
Wadsworth    Chas — ^I 
Wagner 
Waib 
Walker 
Wallace  B  L-c 
Waller,  Chandler  &  Gray 
Warner  H  S— c 
Wayne  H  L  Co— f 
Webb  L  H— c 
Weil  A  V— 1 
Wemhoener  L — f  c 
Westenberger  J — ^1 
Westerhold   W  J— c 
Wetzel  Chas  A — 1 
White  Chas  A — c 
White  H  M— 1 
Whitlock  R  J— f 
Wickes  P  L— c 
Wilber  H  P  &  Co— f 
Wilcox,   Peck  &  Hughes 

Wilder  W  l^-c 
Williams   H    G— I 
Witkowsky  &  Co— f 
Wood  T  P— c 
Wrenn  Everts— 1 
Wright   H  D— 1 
Wyman   &  Palmer— 1 
Yager  L  E  &  Oh— £ 
Zaneis  Geo  F — c 


CHILLI  COTHE 

Daugherty   Jas  W — f   c 
Holihan  Wm— f 
Mitchell  E  A— f  c 
Mitchell    Wm    A— f   1    c 
Pettett  H  C— f  c 
Titus  J  A— f 
Zinzer  &  Schcelcr — f  1 


CLINTON 

Argo  George — f 
Bamett  A— f 
Bentley  E  B— £  c 
Bright  John— f 
Bryant  Chas   F— 1 
Campbell  H  A— £ 
Danks  Nellie— f 
DeBoice  Beni^f 
Hand  J  T— f 
Harp  Hal— f 
Hinchcliffe  Morris— f 
Hoff  Grover — f  c 
Hughes  Warren — £ 
Ingham  Leonard — £  c 
Klarr  Adam — £ 
Lewis  Edwin  J — £  c 
Luttrell   James— f 
McArthur  Nellie  J— £ 
Marvel  George — £ 
Miller  A  F— £ 
Milligan  T  E— £  I 
Mitchell  E  B— f 
Morelan  Andrew — f 


Nichols  Geo  F— £ 

Poland  O  H— f  1 

Robb  G  Ir-i 

Rolofson 

Sumnera 

Sweeney 

Taylor  R  C— £c 

Wilson  Rayburo — £  c 


— f  c 


John  J— £ 
J  R-4 
E  J— £ 


COAL  CITY 

Bennett  H— £ 
Campbell  Joseph— «^  1  c 
Young  L  K— « 

COLLINSVILLE 

Ambrosins  &  Nickerl — i 
Bardaley   E  C— £ 
Guy  A  Wilhelm— £ 
Holzweg  &  Thomaa — £ 
Kneedler  R  Guy— f 
O'Farrell  Tony— £ 
Schurmann  &  Co  Henry 

J— f  c 
Smith  John  F— f 
Vigna  John — f 

COWDEN 

Lamb  W  B— f 
Moore — £  1  c 
Prater  B   E— f  1  c 
Zeigler  Chas  E— £  C 

CRESCENT  CITY 

Harwood  L  C— £ 
Hotaling  R  H— £  1   • 
McDermott  P — £ 
Nightingale  W  R— £ 
Ruble  G  L— £ 
Schwer  L — £ 
Sternberg  John — £ 

CUBA 

Applebee  .J  O — f 
Cole  F  H— f  c 
Herbert  J  E— £  1  c 
Lane   K — £ 
Marshall    Wm— f 
Snively  G  E — f  c 
Taylor  C  D— £ 

DANVILLE 

Adams  Ins  Agency — £  c 
Beckwith   Dan — fc 
Covey  A  B— £ 
Dalies  FLA  Son— f 
Ferris  F  M— 1 
Geddes  J  F— £ 
Grene  Jas  L — 1 
Hendrich  F  E — £  c 
Hendricks  F  L— 1 
HofI  &  Younff— £ 
Holden  Russell  J— flc 
Hopper  O  F— 1 
Kimingham  &  McGee— 4 


Lane  C  &  Co— £ 
Linck  Wm— 4 
McCIenathan  C  V— £ 
Moore  D  G — i 
Osborne  J  W— I 
Palmer  C  K— £ 
Partlow  E  R— £  c 
Payne  W  J— 1 
Phillips,    Snap   ft  Eapen- 

scheid — £  1  c 
Piatt  L  &  Son— f  1  c 
Royse  J  P— ! 
Runyon  &  Cannady— £  c 
Shannon  C  R — ^1 
Webster  J   W  Agency— 

Wolfard.    Shane   ft  Wd- 
£ard — £  c 


DECATUR 

Allen  A  C— £ 
Bennette  &  Shade — i  c 
Bohon  R  S— f 
BoruflF  T  W— 1 
Burks  C  A— f 
Combe  W  E— £ 
Crabb  &  McNabb— f  c 
Crane  J  W— 1  c 
Dinges  J   B— 1 
Drake  J  L— f  c 
Durfee  &  Durfee— £ 
Evans  C  A— « 
Freeman-  A  S— I 
Hartrick  R  A— I 
Johnson  Dimock  &  Bobb 

f  c 
Kuny    ft    Sthrome — i  c 
Lease  C  H— 1 

Miner  Ernest — ^I 

Montgomery  C  W — ^f  c 

Montgomery  R  R  ft  Sop 
— £  c 

Mosberger  ft  Urban — ^f 

Mulvain  H  M— 1 

Nicholison   C  C — ^f 

Parker  A   M— f 

Penewdl  M   E— 1 

Pickle  J  M— £ 

PuUen   L   C— £ 

Rice  ft  Stringer — ^f 

Scott   Owen— 1 

Smith   C  C— 1 

Stadler  ft  Powers    f  c 

Swarm  C  A— £ 

Threldkeld  J  G— 1 

Wise  H  B— f  c 

Wright  W  G— £ 

DE  KALB 

Dowdan  J  A — £  I 
Fahlun  A  B-A 
Ferguson  Cbaa  E — 1 
Fisk  A  W— f 
Flush  F  J— f 
Hoist  A— I 
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Johnson  Edward — f  1  c 
Kennedy  A   G — f 
Leswy  E   H— f 
McEwcn  H  W— f 
Milligaa  S  A— f 
Piper  J  M— f  c 
Pottst  W  S— £  1  c 
RusseU  A  R— { 
Talbot  G  I— 1 
Tyler  S  A— f  c 
WUtberger  W  F— £  c 


DELAVAN 

Cobern  S — ^£  c 
Foster  H— -f 
Jones  J  O— £  c 
Jones  Fanl  H — i  c 
Lawton  L  W — £  c 
Rhoades  E  R— £  1  c 
Sunderland    ft     Warn^— 
f  1  c 

DIXON 

Brooks  Clarence — £ 
Dixon  Realty   Co — £ 
DoUffleycr  A  C— c 
Fniin  &  Tingle— £  1  c 
Gilbert  W  W— I 
Haley  J  F— £  c 
Hazeltine  M  J— 1 
Heinze-Vaile    Agcy — f  1  c 
Henneldn   A   H 
Morris  H  W— 1 
Newcomer  F  X  Co — f  Ic 
Peteraberger  To»— £  c 
Raffenbcrger  &  Son  H— f 
Raymond  E  B  Co— £  1  c 
Roe  H  A  Co— £ 
Shaulis  J  O— £ 
Simonson  A  £ — £  c 
Smith   &   Leake — £  c 
Smith   F  M— f 
Sterling  J  N— £  c 
Street  Lwter — ^1  c 
Wingert   E   Er-£ 
Wooley  W  W— £  c 

DOWNERS  GROVE 

Barahart  W  H— c 
Blodgett  W  H— £ 
Bosh  Guy  I^-£ 
Dieter  T  A— £ 
Edwar<fa  W  H— £  c 
Grarcs   C  G— f 
Undley  F  D— £ 
Haller   Cha»— £ 
Tucker  J  W— f 

DUNDEE 

Baldwin  Max  D— £ 
Baumann  H  J — £  1 
Bogue  C  P— £  1 
Bohn   John — ^£ 
Hohnes  F  E — 1 
Kamp   It— f 
Re^    F    H— £ 
Rifby  I  W— £  c 
Schmcltx   E   A — £ 
Scbnltz  Chas  H— £ 
Smith  Ausberg — £ 
Smith  J   R— f 
Wcucht  Henry— £ 

DUQUOIN 

Clark  S  R— £  1  c 
Cook  M  C— £ 
Dowell  G  W— f 
Faton  R  C— 1 
Edd  W  F— 1  c 
Eichhom  Chas — £  1  c 
Evans  S  E— £  1  c 
Gill  Gas— £  1  c 
Harris  J  E^£ 
Hitt  F  Guy— 1 
KeUy  L  R— f 
Rimmd  Howard — £ 
Unzee  Bros — ^£ 
Messmore   Miss  Flora— f 
Parks  Kate  H— £ 
Pierce  E  C— £ 


Pope  B  W— £  c 
Rogers  Chas  Jr — 1 
Stacy  N  C— f  1 
Stout  Geo  F— 1 
Ward  H  B— 1 
Weiss  J  A— 1 

DURAND 

Attlejr  W  F— £ 
Barningham  J  G — ^£ 
Dolan  M  B— £ 
Geary  J  M— f 
Graham  J  H— £ 
Harris  J  F— f 
Hill   E  A— f 
Morris  L  J — f 
Patterson  £  G— £ 
Shorb  H  M— £ 
Van   Sickle  J  C— £ 

DWIGHT 

Baker  John  W— £  1  c 
Die£enbach  Jos  A— 1    . 
McWilliams  Chas  D— £  c 
Mills  Roger  H— £ 
Orr  Burton — f  1  c 
Smith  Frank  I^-£  1  c 
Taylor  Geo  L— £  c 
Thompson  Clyde  H — i 
Weary  &  Snyder^— £ 
Weicker  Louis  A — ^1  c 
Welch  C   E— c 

EAST  ST  LOUIS 

Abt  E  J— £  c 
Beckwith  Bros  Co 
Canavan  &  Tarlton — f  c 
Caughlin  D  W— £ 
Caughlin  Geo  S— f 
Chamberlin  John  M — f  c 
Clannahan  M  R — ^1 
Cusack  P  B— 1 
Drummond  H  T— 1 
Drummond  W  R— 1 
Eggmann   August — £ 
Eggmann  T  ?-—£  c 
Fairbrother  H  C — £  c 
Fekete  Thos  L— £  c 
Hamlin   F  C— £ 
Hancock  W  P— 1 
Harding  Bros — £ 
Harris  aI  L— £  1  c 
Hissirich  C  R— £ 
Homer  W  H— £ 
McGuire  &  Brendell — ^1 
McKain  J  T— I 
McWilliams  L  S— 1 
Renshaw's   J    W    Sons— 

£  Ic 
Schiele  C  J— £ 
C 


Sexton  &  uo — t  c 
Sexton  &  Sons— £  c 
Sie£ert  &  Vein— £  c 
Sikking  J  B  &  Son— £  c 
Smith   Leon   G   &   Bro— 

£  1  c 
Soucy  P  J — £  c 
Steger  F  J— f 
Tissier  Bros— £  c 
Vielker.Wol£— £ 
Walrath  C  L— £  c 
Whitney  R  J— £ 

EDWARDSVILLE 

Barrett  J  J— £ 
Bartlett  C  A— f  1  c 
Bormanjoa— 1  c 
Dale  J  B— f  c 
Estabrook  W  L— f  c 
Knowles  H  W— f  1 
Kremer  P— £ 
Lusk  P  P— £  1  c 
Marks  Chas — f 
Mudge  E  W— £  c 
Reed  John — ^1 
Stillwell  J  F— £  c 
Sutter  J  R— f  1  c 

EFFINGHAM 

Althoff  John— £  1 
Alt  Henry— £ 


Barrett    J    T— £ 
Holmes  W  S— £ 
Kagay  Realty  Co— £ 
Knowles  H  W— £  1 
Lake  John— £  1 
Meeks   Chas— I 
O'Donnell  M— £  c 
Overbeck  B — £  c 
Parker  H   S— £ 
Probst  J  H— £  1  c 
Rinehart  W  E— £  c 
Stewart  &   Ryman — f 
Taylor  F  G— £ 
Worman  J  B — £ 

ELGIN 

Abelmann  W  H— £  1 
Allen  F  B— £ 
Anderson  A — 1 
Andresen  G  H — £  1  c 
Bartholomew    W   H— £ 
Bente  C  H— 1 
Biegcl    Otto— £  . 
Binnie  H  W— 1 
Brown   C   F— £ 
Chamberlain    &    Kirkpat* 

rick — £ 
ColUna  J  1^1 
Dumser  &  Gromer — f 
EUis  DcGoy  B— £ 
Gilbert  E  Lew— £  1  c 
Goecke  F  A— £  1 
Grote  Wm— f 
Howell  E  D— flc 
Hubbard  A  H— f  1  c 
Huelster   William — 1 
Hunter  &  Given— f  1  c 
Tencks  Fred  W— £  c 
Jocelyn  M  C— £ 
Jones  J  H — £  c 
Lee  E  H— £ 
Lehmann   Chas  W — £ 
McBriarty  C  T— £ 
McCrossin   Geo — 1 
Manley  &  Kramer — £ 
Mann  E  F— £ 
Musser  P  N— 1 
Prideaux  Edw  F— £  1  c 
Richardson  O  D— 1 
Rippberger  Chas  Co — f  c 
Rose  W  H— £  1  c 
Russell  G   L— £ 
SheflFner   &    Channing — f 
Shopen  &  Paulsen — f 
Sills  Geo  F— 1 
Tyrell   C  Pierce— £ 
Volstorfe    A    J— f 
Walsh   M  J— I 
Wilson  H   R— 1 
Yarwood  Geo  R— £  1 


ELMWOOD 

Clinch  John — £ 
(irumley   John — £ 
Jay  Fred  D— £  1  c 
Schenck   Harry — £ 
Tarpy  Maynard — £ 
Voorhccs  Fred — £ 

EL  PASO 

Aurbrey  W  W— 1 
Beecher  J  W— c 
Bosworth  J  F — i  c 
Bourroughs   Ed — ^1 
Gray    Elmer — c 
Hammers  I   B^£  c 
Hoagland  W  H— 1  c 
Horace  Baker — £  1  c 
Jenkins  Katharine — f  1  c 
Kreuz   Dr — c 
Kuhn   S  A— £  1 
Larison    F  S — £  1 
McDaniels  Chas — 1 
Percy  Andrews— c 
Porter  Henry — £  1  c 
Ruston  Gough— 1 
Schroedcr  C  G— f  1  c 
Shepard  &  Sutton — £ 
Smith  J  A— 1 


Sturgeon  J  F — £  1  c 
Waite  A  H— £  c 

ENGLEWOOD 

Barney  Bro»~-£ 
McClun  John — £ 
Morony  Thos  R — £ 
Rediield  B  B— f 
Sharp   W   H— £ 
SpinkB   Wm — £ 
Tidhohn  C  ft  C  F— £ 
Warner  J  M— £ 
Whitley  A  H  ft  Co— £ 

EUREKA 

Baird  A  V  S-f  c 
Baird  H  C— f  1  c 
Colburn  Byro«  L— f  1 
Danahay  M  E—f 
Elkin  Arthur— f 
Felter  P  A— f 
Foster  W  H— f 
Harper  Jno— f  1  c 
Johnson  J   H— f 
Norton  S  B— f 
Pefcr  Laura — f 
Robeson  E  E— £ 
Simpson  W  R—f 

EVANSTON 

Carlson  A  T— £ 
Grain  G  H— £ 
McKinnie    Bro»— £ 
Mason   ft  Smart — £ 
Myers  J  E — i 
Prindle  ft  Co— £ 
Quinlan  ft  Tyson— £  c 
Schuett  J  C— £ 
Wightman  C  A— £  c 
Work  Agency  J  W  The 
— £  1  c 

FAIRBURY 

Agard  E  A— £ 
Barngasser  Lc — 1  c 
Carrethers  C  F  H— £ 
Qandon  N  J— £  1  c 
Freeman  Wm— f  1 
Garber  Joe — f 
Henning  Robert — £ 
Keck  C  W  ft  Son— £  1  c 
Lynn  Geo — £ 
McDowell    &    Rumsey — £ 

1  c 
McFadden  J  H— £ 
Sutton  Hugh — £ 
Virgin  C  R  ft  Co— £  1  c 

FAIRFIELD 

Atteberry  W  H— 1 
Bennett  F  E—f 
Borah   C  P— £ 
Brockett  H  O— 1 
Cooper   ft  Burgess — £ 
Creighton  ft  Thomas — f  c 
Elliott  A  M— £ 
Freshwater  E  D — £ 
Gilliffan   E  E — 1 
Goodwin  Sam — f  1 
Grubb  W  L— f  1 
Hanna  P — f  c 

cssop  R  N  ft  Co— f 

ohns  G   W— f 
een  A  F— £ 
Lawrence  W  S — f  c 
Marsh  Albert— £  1 
McLin    E   E—f 
O'Neal  James — f 
Pendleton  S  T— f  1 
Spriggs  G  A — f 
Stalcy  G  A— f 
Wilson  C  B  ft  Co— f 

FARMER  CITY 

Foulks  ft  Shere— f  1 
Lindsey  J  A — £ 
Reed  Fred— £  c 
Weedman  W— f  c 
Young  W  S— £  1  c 
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ILL. — Con. 

FARMINGTON 

Berdiiie  C  M— f 
Daft  A  J— f 
Johnson    H — ^f 
Johnson  &  Ritson — f 
Kidder  G  Lr-f 
Luckey  A  A — f  c 
Mason  Alex — f 
Parks  E  I^f  1 
Steenburg  A  O-f 

FLORA 

Arbuthurt  E  H — c 
Chaflfm  H  C— f 
Duff  D   F— 1  c 
Duff  G  F— f  c 
Duff  W  H— 1 
Ewen  Reuben  A — ^f 
Golden    Allen    E— f 
Goldsby  &  Riggle — f  c 
Jenkins  Edw  E--f 

FOREST  PARK 

Grosser  W  F— f  c 
Lehman   Mrs   Frank — ^f 
Roos  A  &  Sons — f 
Schumaker  H — f 
Wamhoff  W  C—f  c 

FORRESTON 

De  Graff  L— f 
Eakle  M  H— f 
Hannis  John — f  1  c 
Myers  J  M — f  e 

Seas  S  H— f 
Wcrtz  F— £  c 

FREEPORT 

Buckman  S  A — ^f  c 
Douglas  S  A — f  c 
DuFour  J  B  T— f  1  c 
Frueh  &  Stephan — ^f  c 
Gilbert   Ed— f  1 
Gund  F  M— f 
Hamilton  &  Co^f  c 
Held  F  C—f 
Hildreth  C  F— f  c 
Hoy  J  B— f 
Knorr  A  C — f  c 
Uttwinsld — 1   c 
Machamer  I  G— -1 
Marvin  M  B— f  1  c 
Roland  I  N— f  c 
Rosenstiel  Ralph  B  Co— 

f  1  c 
Taylor  &   Frick— f  I  c 
Temple    H    C—f 
Wagner  A  F — f  c 

FULTON 

Blodgett  A  M— f  c 
Eaton  J  M— f 
Lcin  Geo^f  1 
McMahon  Chas  C— f  c 
Naniga  D — f 
Snyder  J  C—f 
Waite  D  C—f 
Wilkins  C  J— f 

GALENA 

Bennett  J  T— f  c 
Blewett  D  B — f  1  e 
Crooks  J  G— f 
Dunlap  C  C—f  c 
Friesenecker  P  M— f 
Hansing  W  S— f 
Heid  F  H— f  c 
Hodson  T  H— f 
Knoebber  F— f  1  c 
Moore  I  F— £ 
Nack  J  M— f 
Slattery   M   C—f 
Spensley  Miss  J — f 
Spensley  R  M — £ 
Steele  Elmer— f 


GALESBURG 

Allen  N  T— f 
AUensworth   C  M— f 
Allsworth  &    Co— 1 
Anderson-Steele      Realty 

Co — f  c 
Arthur  M  K— 1 
Babbitt  D  E— f  1 
Bartlett  &  Robbina— f  1  c 
Bayer   P   E— c 
Blayney  J  S— 1 
Boylor  D   M— f 
Byram  E  T— f  c 
Callendcr  W  H— f   c 
Chamberlin   Oscar   B— f 
Chelman  J  A— 1 
Qark  Elhi— f 
Clark  J  C—f  1  c 
Countryman  I — 1 
Cowdcn  Geo  W— 1 
Craig  H  A— f 
Crotty  John   E — 1 
Curtis  J.  R— 1 
Dennison   L  H— f 
Dicker  son   Chas— c 
Fahnestock  J  C—f  1  c 
Faust  F   J— 1 
Fowler  Elmer — ^1 
Gordan  F  C  &  Co— f  1 
Green  A  S — c 
Hardy  &  Hardy— f 
Henderson  Thos — f  1  c 
Horrell  E  D— f  1  c 
Huff  B  J  Jr— f  c 
Isaac  Edw  R— 1 
Jones  R  E  L — 1 
Kelley  S  A— f 
Kost  John  C—f 
Leafh  J  S— c 
Lee    Richard  J— 1 
Lindstrum-Arnold  Agcy 

— flc 
Loscy  &  Crandall — f  1 
Lutz  J  W— c 
McCarty  C  L— 1 
McCarty  G  R— 1 
McLaughlin    B  E— c 
Machen    Henry    S— c 
Maley  J  E— c 
Masen  E  T   S  &  Son— 

f  1  c 
Meihsner  &  Son— 1 
Mitchell    W   H— f 
Morey  Hiram — f 
Morgan  John  VV — f 
Mowrey  C  A   P— f 
Murdock-Field    Land   Co 

— f 
Nelson  Arthur — f 
Peterson  Henry  W — Ic 
Rhodes  Miron— f 
Rowe  T  L— f 
Russell  J  M— 1 
Sanborn  L  W  Agency — 

f  1  c 
Smith  L  H— f 
Snouse   H   W— 1 
Spinner  W  H— f  1 
Stewart  Maude  M — f 
Sullivan   W   H— f  c 
Sullivan  W  H  Jr— f 
Templeton  J  B— f 
Thoureen  E  W— 1 
Tracy  E  W— 1 
Twyman  Chas  I — c 
Walsh  J   J— 1 
Webster  Ins  Agcy — f  c 
Welsh  J  D— c 
Wenquist   O   P— f 
Wills   A   E— 1 
Wilson  H  L— 1 
Wood  H— f 
Woolscy  M  B— f 

GARDNER. 

Allison   W    S   &    Son»— 

— f  1  c 
Barton  John— f  I 
Green  T  S— f 
Luta  J  C—f 


GENESEO 

Bills  C  M— f 
Bradley   B— 1 
Fischer  John — i 
Goember  &  Roberts 
Goembel  W  S— f 
Holunger  H — f 
Hosford  &  Woehr— £  1  c 
Hoit  O  W  4  Co— f 
Luther  C  F— £ 
Luther  Martin — f 
Morrow   P^£ 
Reherd  W  R— £  1  c 
Schnaible  P  S— f 
Von  Housen  A  W— f 
Voss  W  C—f  1  c 

GENEVA 

Brooks    Chaa— f 
Burr  W  A— f  1  c 
Carlisle  A  L— f 
Howell  W   A— £ 
Kastner  A   O — f 
Nelson  Oscar— f 
Stimple   A   L— f   1  c 
Wilson    Jno— f 

GIBSON  CITY 

Ball  Amos— f  c 
Davidson  W  A— f 
Denne  F  H— f  1 
Eggleston    E    L — f 
Gilchrist  A  F— 1 
Keith   O  C— 1 
McKecvcr  Wm — 1 
Middleton  O  R— f 
Orris   Harry — f 
Pence  John  A — f  1  c 
PhilUps  A  I^-f 
Rady  Chloe— f 
Rady    Ivy — f 
Shirley   0   F— 1 
Ulitsch  O  F— f 
Yoder    M   F— f 

GIRARD 

Bechtold  J  Z— f 
Bowersox  Jacob— f 
Hamilton  &  Metcalf— £ 
Littlepage  Ed  E^f  c 
Metcalf  Chas  H— £ 
Metcalf  Hal— 1 
Tictsort  J  H— £ 
Wood  Frank  G— £ 

GOLCONDA 

Boulden  &  Willia— f 
Kerr  Tony — ^f 
McCov  Theo— f 
Schrenk   Wm— f 
Weil  G— f 

GRANITE  CITY 
Bartlett    &    Rode    Meyer 

Co— f  1  c 
Champion  Geo— f 
Faulkner  &  Joney — f  c 
Harris  J  B— f  c 
Hill   &    Peneroth— f 
Homan  A — f  c 
Judd  &  Homan — f 
Koenemann    &    Goedeka 

— f 
Le  Masters  M — f  c 
McCasland,     Leyden      & 

Todd— f 
Morris  A  W   Realty  Co 

— f  c 
Reintges  J  C — f  c 
Stallings  Thoa— f  c- 
Whitten    &    Champion — 

f  1  c 
Winkler  Philip— f 

GRAYVILLE 

EUis  C  O— f  c 
Helck  Aaron — 1 
Hekk   Sam— f  1 
Kershaw  A  M— f  1  c 


Lamar  Mrs  I  N — 1 
Neglcy  G  D— f  1 
Seil  VV  T— f  c 
Woods  Alva— 1 
Wright  H  C— c 

GREENFIELD 

Cannedv  Wm— £ 
Haven  V  H— £  c 
Metcalf  C  T— f  1 
Middleton    Robt;— f 
Rollins  A  D— f 
Secor  W  G— £ 

GREENVILLE 

Breuchaud  John — f 
Carson  EnU  E — i 
Oarkson  I— -£ 
Dew«y   R   K— £ 
Gerke  E  I^-£ 
Hoiles  C  E— f 
Hoiles  Guy  B — ^1 
Johnston   F — f 
Kirkham  Perry— 1 
McDonald   Harry— 1 
McKee  L  M— c 
Miller  Underwrit*g  AfC7 

— £  c 
Mitchell  &  DonneO— f 
Reid-Baumberger     Realty 

Co— £c 
Weaver  G  A— f 
White  S  Curtit— £ 

GRIGGSVILLE 

Cunnin^am  W  O — f 
Hoyt  E  S— f  c 
Sargent  Wm — f  c 
Williamson  E  E— £ 

HAMMOND 

Qark  F  I— f  c 
Evans  W  R— f  c 
Kiaer  T  J— f  c 
Vent  J  A— £  1  c 

HARRISBURG 

Abney  A  G — f 
Cavender  Jurrett — f 
Felts  L— f 

Grace,  Collier  &  Belt— f 
Hubbard  H  E— £ 
Joiner  C  E— £ 
Koraker  O  M— f  1 
Largent  Eugene — ^f 
Lewis  James  B — f 
Pcarce  J  R— 1 
WiUs    C   E— £ 

HARVARD 

Blake  J  C—f  c 
Brandow  Walter — f 
Crumb  H  D— f  c 
Cunningham  J.E — f 
Diggins  L  O— f  c 
Downs  H  A — f  1  c 
Groesbeck  J  W— f 


Hendricks  C  J— f 
Roy  L— f 
Johnson  H  W— f 


Hcrrick  Ro] 


Manley  B   F— f 
O'Brien  John  T— £ 
Pock  E  J— f  1  c 
Phelps  &  Axtell — f  c 
Phelps  Frank— f  1 
Powers  W   H— f 
Sweeney  J  A — f 
Vierck  Chas— f  c 
Weitzd  R  D-f 
WiUiams  H   S-f 
Young  Mrs  Lucy — f  c 

HARVEY 

Applegate  Chas — f 
Beck  Petei^f 
Braley  F  A— f 
Campbell  4  Day— f  1  c 
Colerick  R  E— £  c 
Carran  D  T— £  c 
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Daniels  Samu^ — f 
Edgar  E  E — f 
Gerlach  T  A— f  1 
Miller  W  H— f  c 
Mynard  H  H— f 
Rogers  W  D— f  1 
Sidle  Geo— {  1 

HAVANA 

Behmord  Zelle— f 
Claoscr  D  N— f 
Cappel  C  E— f  c 
Culfinane  A  D— f  c 
List  E  J— f 
Mitchell  F  I— f  I  c 

HENRY 

Applen  John  L — f 
Brown  H  h—f 
Coan  M  L — f 
Davis  Oscar  H— f  1 
Hartly  John — f 
Herald  O  F— 1 
Hill  J  0—1 
HumphrcT   A  G— f  c 
Jacobs  Henry    E — i 
Tones  J  H— 1 
Krenz  J  N — f 
Lord  L  S— f 
Phillips  L   R— 1  c 
Potter  F  W— f  c 
Smith  C  E— f 
Sawyer  Chris — f 
Stoner  H  G — f  c 

HIGHLAND 

Bellin  F  C— f  1  c 
Blattner  Louis — f  1  c 
Gruaz's  Tim   Ins  Agcj 
Koch  Christ — ^f  c 
l^Iarcoot  &  Bellin — f  1  c 
Moser  G— -f  c 
Pabst  C  T— 1 
Peters  George — c 
Ruegger  George  X — ^f 
Rnegger  Reinhart — 1 
Z<;Uer  A— f  c 
Zimmerman  Jos — 1 

HIGHLAND  PARK 

Andrews  E  E — ^1 
Brand  Wm  E—  f 
Conrad  John  E — f  I 
Dooley  Mary — f 
Duffy  James  H — f 
Erskinc  D  M  &  Co— £ 
Floyd  Jane  L — f 
Gail  E  S— f 
Grant  Chas  F— f 
Hepburn  J  B — f  1  c 
Miller  Jennie  L — f 
Prindiville  J  W— f  1  c 
Roberts   R— f 
Vail  H  S— 1 

HILLSBORO 

Abbott  Wm— f 
Barringer   J   B — 1 
Butler  &  Brown — f 
Canada  S  D— f 
Cress  A  A— f 
Eagle  Ross — f  1 
Frcy  J  J  &  Co— f  1  c 
Grassell  C  W— f   1  c 
Hanrraye  H  S — f 
Hill  L  V— f 
^lajor  J  Earl— f 
MiUcr  &   Miller— f  c 
Xeal  E  A— f 
Strange   A    T — f  I   c 
Thompson  Fred  E — f  1  c 
White  &  White— f  I  c 

HINSDALE 

Ayres  Frank — ^f 
Beaton  Geo— f  1  c 
Coe  C  T  &  Co— f  c 
Davis  E  F— f 
Fox  Herman  M — ^f 
McClintock  Jas — f 


Perry  Miss   Ida— f 
Warren  Chas  C — f 

HOMER 

Dixon  O  P— f 
Elliott  W  A— f 
Krugh  &  Butler— f 
Ocheltrec  J   M — f 
Rickard  E  T— f 
Smoot  H  M— f 
Thompson  J  H — ^1  c 
Tudor  J  A— f 
Wallace  Chas  H— f 
Wiggins  P  E— £ 

HOOPESTON 

Cannady  R  G — f  c 
Catherwood  &  Wallace— 

£  1   c 
Cooper  A  B— f 
Duley  George  W — ^£  c 
Elliott  T  M— f  c 
Oilman  D  D— £  c 
Greenburg  Ja»— £ 
Hoover   G — £ 
Lee  Frank — i 
Lee  M  O— f 
McClurc  J  C— f 
McElhaney  B  F — c 
Powley  Floyd — 1 
Rodman  R — ^£ 
Ross  O  O— £ 
Russell  L  B— f 
Sibbett  A   C— f 
Stevens  Clyde — 1 
Wallace      Forrest      W— 

£  1  c 
Wallbridge  J  B— f 

JACKSONVILLE 

Ayera  Walter  &  A  F  Inc 

— £  c 
Bancro£t.  King  &  Green- 

lea£— £  1  c 
Beck  Edw  Sr— £ 
Bergschneider  Anna  G — f 
Bronson  T  J— £ 
Buckthorp  T  H— £ 
CampbeU  J  H— £ 
Doane  L  S — ^£ 
Dunlap  &  Shepjpard — £ 
Dunlap  M  F— 1 
French   C  L— £ 
Goebel  &  Chenowith— £ 
Goheen  L — f 
Gorman  Wm — £  c 
Gregory  F  L — £  c 
Hackett  J  H— f 
Hackctt  J  S — £ 
Hatfield  E  E— 1 
Henderson  A— £ 
Hook  M  C  &  Co— £  c 
Hodgson  &  Led£erd — £ 
Hurst  J  M— £ 
Jacobs  C  W— £  1 
Johnston  E  F — £ 
Keating  Edw — £ 
Kennedy  John — £  1  c 
Knapp  J  E— f 
Koppcr  G  H— 1 
Laning  T  P— £ 
McCullough  J  M— £ 
McGinnis  Daniel— •£ 
Matthews  &  Jenkinson — £ 
Miller  J  M— f 
Morris  O  A — £ 
Osborne  Marcy— 1 
Potter  Homer  H — £ 
Saye  Ed  G— 1 
Stein  P  J— 1 
Strawn  &  Spink— 1  c 
Sweennr  Daniel — £ 
Spink  &  Gunn — f  I  c 
Tliomson  W  E — ^f 
Vaughan  C  J— 1 
Veitch  W  E— £  1 
Waggoner  Ruth — ^f 
Ward  Chas  H  &  Lathrop 

H— £  1  c 
Wisswell   Geo   T  ft   Son 

— £ 


JERSEYVILLE 

Becker  Jos  W— 1 
Bowman  S  H— £  1  c 
Brockman  L — 1 
Brown  J  J— I 
BuU  H  D— f 
Colean  J  R— 1 
Cuttings  Ins  Agency — f  c 
Darby  Wm  T— I 
Dolan  M  J— £ 
Griggs  Ed  D— £  c 
Heller  F  D— 1 

JOUET 

Clare  Wm  H— f  c 
Clement  Charles  A — f  1  e 
Conway  Michael — £  I  c 
Cordano  Nichola*— f 
Cornell  M  £—1 
Crosbie   H  M   ft   Son-^ 
Eib  L  H— f 
Goodspeed  Co — £  c 
Goodspeed  Edith  I  Agcy 

— £  I  c 
Grinton  A  E— f 
Hammond  C  W— c 
Henry  G   W— £  I 
Herath  J  R— £  I 
Hopkins  S  C— £ 
Howard  E  E— £  1  c 
Hoyt  &  Hoyt— £c 
Hughes  M — c 
Jordan  C   W— 1 
Keeling  Felix  &  Son— £ 
Lennon  Bros— £  1  c 
UtUe  H   D— f 
Lyons  J  A — t 
Merwin  Charles  B — £  c 
Munroe  Bros— £  c 
Murphy  P  A— £  1 
O'Connor  J— f 
Oliver  Realty  Co— £  1  c 
Pinneo   Charles   F— £ 
Porter  A  N  ft  Co— £ 
Robson  G  W— £  c 
^chager  A — i  1  c 
Schoenstedt  August  ft  Co 

— £c 
Schluntz  ft  Rehn — ^£  c 
Shear  Geo  W  ft  Co^-f 
Stephen  Oscar  J — i  c 
Stem  L  ft  Son— £ 
Stoll  C  N— £  c 
Stoll  H  C  L  ft  Co— £ 
Walsh  F  J— £  c 
Walters  Bros  ft  Walsh— £ 
Ward  J  H— £ 
Waters  P  J— £ 
Wroughton  J   E — ^1 

KANKAKEE 

Berry  J  R— 1 
Calkins  E  D— £  1 
Carey  W  I— £ 
Carlin  John  I — £ 
Conklin  C  R— f  1 
Cornwell   H   I^-£ 
Dolan  James — f 
Durham  W   M — £  c 
Erzinger   C  H— £ 
Fellows  J  P— £ 
Fenouille  L — £ 
Fitzgerald  B  L— £  1  c 
Kankakee  Ins  Agcy — £  1  c 
Kruger  Otto— f 
La£ond  Peter — f  1  c 
Lane  H  E — £  1  c 
Larkins  Otto— £ 
Leclaire  Jos — f  1 
Lonergan  Bros — £  I 
Look  T  J— f 
McAnnally   F  T— f  c 
McAnally  Sarah — £ 
Martin  A  F — £ 
Mead  Chas  H— £ 
Moissant-Brosseau   &    Co 

— £  1  c 
Orr  Jas  N— £ 
Peterson  J  H — £  1 
Schneider  Albert  &  Sons 

— £  c 


Topping  Harry— £  1  c 
Tracy  C  L— £ 

KANSAS 

Anderson  Frank — £ 
Ban  Cora  H— £  I 
Dyer  S  L— £  1  c 
Hurst  E  E— 1 
Nicob  Bruce — £  1 
Owens  W  E— £  1  c 
Pinnell  W  S— f  1  c 

KEWANEE 

Anderson  C  L — ^£ 
Anderson    &    Robinson— 

£  c 
Anthony  Geo  A— £  c 
Beadle  £  A— £ 
BUke  Ira— £  1  c 
Cavanau^  A  L — £  1 
Cundiff  Geo  B — I 
Farr  C  C— £ 
Fischer  John — £  c 
Fischer  Michael — £  c 
Green  R  M— £ 
Gulschen  M — ^1 
Houle  W  D— £ 
Tones  John  M — £  c 
Koppitz  &  Faull— £  I  c 
Mainwaring  E — 1 
Morrill  C  A— £  I  c 
Neville  Russell  T— £  c 
Phillips  Horace — £  I  c 
Remick  &  Anthony— £  c 
Robb  S  E— £  c 
Smith  Walter  L— 1 
Snyder  C— 1 
Stevens  C  L — £ 
StuU  E  E— £  1  c 
Taylor  R  E— £  1  c 

KIRKWOOD 

Houston  J  W— £ 
Tubbs  &  Watson— £  1  c 
Tubbs  J  A 

KNOXVILLE 

Lewis  I  J— £ 
Mcintosh  Josephine — f  c 
Nelson  O  C— t 
San£ord  Jno  F — £  1 
Stephens  Mrs  Mabel — £ 
Tate  J  W— £ 
Wager  C  N— £ 
Wilson  F  E— £ 
Wyman  A  N— £ 

LACON 

Black  Mrs  Anna  B — £  c 
Dcvault  J  M— f  c 
Ford  W  H— £ 
Garratt  C  C— c 
McMurtic   L  C— £ 
Maxwell  R  H— £  c 
Ong  C  N— f  c 
Richmond  E  D — £ 
Taylor  B   F— c 
Wescott  &  Smith— £  1  c 

LA  GRANGE 
Brown  W  J— I 
Cossitt  F  D  ft  Son — £  1  c 
Fogff  BrothesB — £ 
Gardner  Luella  Mrs— £ 
Lane  R  E— 1 
Perch  S— £ 
Sackett  C  L— £ 
Sands  Henry — £ 
Wesemann  W  l^£ 

LA  HARPE 
Barr  Miss  F  M— £ 
Booth  J  R— £ 
Conrady  L— £  I  c 
Coulson  Geo — £ 
Hungate  Q  W— £ 
Ingraham  c  H — £ 
Kaiser  W  B— £ 
Martin  Bros — £ 
Scott  T  J— £  I 
Warner  C  W— £ 
Wilson  Jas— £ 
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LA  SALLE 

Qeary  C— £ 
Duncan  N  W — £  c 
Duncan   Walter — f  I  c 
Huffman  Chaa  C— £ 
Huling  A— f 
WilMn  Robt  E— £  I  c 
Hummer  Wayne — £  1  c 
Mason  W  S— £  1  c 
Mattiotti  S— £ 
Parka  W— £ 
Picrard  J  F— £  1  c 
Plogcna  F  M— £ 
Walt  N  H— 1 
Wilson  G  A  Jx^-I 
Young  T  R  4  Son— £  1  c 
Zwick  C  F--£ 
Zwick  F  B— £ 

LAKE  FOREST 

Anderson  Joseph — £  c 
Chase  Samuel — 1 
Griffith  John  &  Son— £ 
Melody  Martin — f 
Wyman  W  J— £ 

LANARK 

Adams  Geo-— £  c 
Glot£elty  J  M— £ 
Hepfer  R  H— £  1 
Lampert  A  J — £ 
Schoen  Henry — 1 
Shaner  &  Shaner — f  1  c 
Tallman  G  W— £ 
Wol£  Guy— £ 
Y  eager  Joseph — f  c 

LEBANON 

Chamberlin  C  E— £  I  c 
Condrey  Frank — i 
Eisenmeyer  Homer — £  1 
Fuchs  O  H— 1 
Gerking  D  V— £ 
Gerking  Geo  W— I 
Hearding  W— £  1 
Reibold  Benj— 1 
Sager  E  G — £ 
Sager  Jesse  B — £  1 
Wol£e  W  J— 1 
Zerweck  Louis  Sr — i 

LEMONT 

Blesch  Geo— 1 
Buczkeivoicz  Vincent— £1 
Cafferty  W— £ 
Gro£  John  A — £ 
Shattuck  Fred— £  1 
Tedens  Walter  H— c 
Walker  Geo  S— £ 

LENA 

Baldwin  George  L--f  1  e 
Baldwin  Leslie  W— f 
Dunn  J  C — i  I  c 
Haubach  Eli— £ 
Krape  A  A — £  1  c 
White  R  M— £ 
Wingart  Geo— £ 

LEWISTON 

Campbell  Susie  L— £ 
Fiske.   Sniyelv   &  Breck- 

enridge— £  1 
Gillam  W  B— f 
Griffith  R  E— £  1  c 
Groat  Cresa  V— £  1  c 
Lilly  Fayette  L— £ 
McCumber  Geo  O — f 
Proctor  C  H— 1 
Rucker  E  H— £ 
Watson  T  B  A— £ 

LINCOLN 

Corwine  Geo  D— £  1 
Cossett  Maud^-£ 
Davy  T  S— £  1  c 
Dawson  W  W— 1 


Fogarty  Wm — f 
Haller  J  S— f 
Hodnctt  W  E— f  1  c 
Hoover  T  C— £ 
Knapp  &   Richardson — 

£lc 
Maxwell  &  Hunter — £ 
Myers  Benj — f  1  c 
Parker  Lynn — f  1 
Petrie  L  V— 1  c 
Rautenberg  E  F  L— £  1  c 
Rigdon  W  H— £ 
Ryan  &  Purinton — £ 
Schweigerhardt  G  J — £  c 
Thomas  W  A— 1 
Wakeman  H  F— f 

LITCHFIELD 

Barnwell  C  G— ^  1 
Bray  M  E— 1 
Groner  &  Taylor— £ 
Kane  A  L— 1 
King  W   T— £ 
Morris  Wm  N— f 
Neighbors  J  L — f  c 
Neuber  Arthur — £ 
O'Bannon  S  E— £ 
Pound  Edson — f 
Rea  &  Tester— f  1 
Sheppard  H  J— f 
Smith  E  T— 1 
StaAi£er  A  R— £  1 
Strehle  J  C— £ 

LOCKPORT 

Anderson  Albert — 1 
Cheadle  C  B— £ 
Cheadle  T  A— f 
Chidsey  D— f 
Finch  S  W— 1 
Goss  C  S— £ 
Keely  Jas  E— £ 
Kieg  J  J— 1 
Marvin  J  L  G — £ 
Muehlenp£ordt  C  H— t 
North  W  W— £ 
Norton  Geo  B — i  c 
Parker  Miss  G— £ 
Pitts  J  R— £ 
Prutsman  P  E — ^£ 
Ryan  P  C— £ 
Smith  A  1^1 
Spangler  C  H— f 
Stowe  F  F— £ 
Walter  J  A— f  c 
Walter  F  M— £ 
Ward  W  M— £ 

McHENRY 

Freund  J  W— f  c 
Mead  H  C— £  c 
Owen  O  W— £ 
Sayler  J  N— 1  e 
Stenger  Carl  W— 1  c 
Stoffel  Simon — £  c 
Walsh  M  J— £  1 

McLEANSBORO 

Anderson  Harry— £  c 
Anderson  &  Rawls— f 
Bowen  E  H— 1  c 
Camer  k  Ecklei 
Denson  James  ji 
Denson  W  W— £  1 
Elliott  Walton— f  c 
Gray  Wilson— £ 
Hogan  G  W— f  c 
Howard  L — f  1  c 
McGee  James — £ 
McNabb  C  R— £ 
Moorman  J  W— £ 
Shoemaker  J  M— f 
Underwood  D  J — £ 
Webb  &  Lane— f 

MACOMB 

Ausbury  E  T— £ 
BlBck  William— £ 
Collins  L  R— £ 


l^i 


Cox  Wm— £ 
Fbick  C  W— £ 
Fuhr  A  B— £ 
Gumbart  C  G — £ 
Hardy  Oscar — 1 
Hites  C  E— 1 
Imes  Lyde  I — £ 
Jenkins  W  R— £  c 
Kee£er  J  M— £ 
King  J  R—£ 
McQellan  F  G— £  1  c 
McLean  B  F— £ 
Norton  E  J— f  c 
O'Hara  Ira  J— £ 
Patterson  Maud — £ 
Shannon  Mae — ^£ 
Sherbirie  Edw— 1 
Swango   James — £  c 
UlriiS  J  II— £ 
Voae  L  B— £ 
Walker  Elmer— £ 
Walker  W  A— f 

MARENGO 

Beldin  Geo  D— £ 
Boyle  Dan  B— f 
Colver  Geo  F— c 
Crissey  S  H  &  Son— £ 
Gault  Richard— £  1   c 
Joslyn  Everett  O — 1 
Levy  Malcom  J — ^1 
McKeown  O  J— f 
Peters  John  C— f 
Redpath  &  Tanner— f  c 
Ren  wick  Geo   F— £ 
Riley  Lillian— £ 
Seward  E  E— £ 
Smith  Al£red  C— c 
White  Jas  T— f 
Woleben  N  W— £  1  c 
York  Marcus  D — £ 

MARION 

Aikman  &  Jackson — £ 
Alsbrook  Brothers — f  c 
Belcher  John— c 
Brown  Chas  A — ^1 
Burkhart  W  S— c 
Campbell  Lloyd  C— £  c 
Davis   &  Murphy — £ 
Griggs  Ins   Agency — f  c 
Finley  J  R— 1 
Fowler  J  L — £ 
Fowler  R  R— f  1  c 
Hentz  A  C— £ 

iohnson  J  L— 1  c 
oseph  A  H — I 
Celley  T  R— c 
Lewis  Arleigh — 1 
Lewis  &  Aikman — £  c 
Lewis!   P— f 
Parks  Roscoe  A — f 
Mead  Guy — c 
Mercer  G  W— 1  c 
Morrison  F  E— 1  c 
Nicks  J  T— £ 
Williams  O   M— c 
Zimmerman  M  O — 1 

MARSEILLES 

Brewster  T  D— 1  c 
Brace  Jas— f 
Nicholson  D  A— £ 
Osgood  Henry — £ 
Roath  B  A— £ 
Smith  ft  Kelso— £  c 
Spencer  E  R— f 

MARSHALL 

Ar£ord  E  K— £  1 
Black  Bertha — £ 
Black  P  R— £ 
Brown  R  H— £lc 
Claypool    Charles— f 
Claypool  E— £ 
Cole  &  Cole— £  1  c 
Cole  Charles— £ 
Craig  Thos— £ 
Dunn  J  W— £  c 
Emerson  Ed — £  c 


Greenough  F  W— £ 
Hurst  S— £ 
Janney  H  M — £ 
Janney  Victor — ^£ 
Johnson  B  P — i  e 
Meehling  J  J— £ 
T 


Poorman  ft  Tarmaa— { 
Shoemaker  J  D — 1  c 
Weir  John— £ 

MASCOUTAH 

Bocquet  Jufius  C — £  I  c 
LiU  ft  Ull— £ 
Schreve  Gust — £  c 
Wombacher  Geo  F— f 

MASON  CITY 

Ainsworth  W  E— f  c 
Buehrig  F  W— £ 
Covey  W  A— £  c 
Culp  R  D — 1  c 
Gulp  J  S— £ 
Fiddler  W  R— £ 
Naylor  E  A— f 
Stone  W  Er-£ 
Walker  J  S  G— £  1  c 


MATTOON 

Checkley  H  R— f  1 
Guthrie  E  T  ft  0>— f  I  c 
Hanrahan  Tno  F — £  c 
Kern  Charlea  L — i  c 
Kincaid  ft  Kincaid— £  1  c 
McVay  W  W— £ 
Matton  Tide  ft  Trust  Co 

— £  c 
Shepherd  ft  Hewitt— £ 
Smith  A    C— 1 
SpiUer  Noble  ft  Co— f  1  c 
Sutbereland  ft  Co— £ 
Tivnen  ft  Co— £  1  c 
Wilson  ft  Gannaway — £c 

MAYWOOD 

Adgate  Mary  C — ^£ 
Benson  O  H— £ 
Goodrich  Henry  K— £ 
Heller  Charles— £ 
Hubburd  Charle»— £ 
Maywood  Trust  and  Sav^ 

ings  Bank — £ 
Woodward  E  ~ 


MELROSE   PARK 

Carson  John  G-^ 
Citizens  State  Bank — £  c 
Cramer  Mathew — ^1 
Davison  Adam — £  1 
Melrose  Park  State  Bank 

— f 
Soffel  John— 1 
Vosbnrgh   Frank   R 
Wol£  Charles  J— £  c 

MENDOTA 

Blanchard  Geo  E— £ 
Buettner  O  J — £ 
Cranwdl  T  S— f 
Craw£ord  R  N— f  c 
Feik  B  J-^ 
Kieselbach  Otto  C— £ 
Knaur  L  P— £ 
Lamberton  J  A — f 
Madden  ft  Goedtacr— £  1  c 
Maus  E  A— ff 
Moore  Howard— f  1 
Phol  Cftrl— £  1 
Powell  Chas  D — f 
ReclcB  H— « 
Renl  J— £  1  e 
Woods  J  R— £  c 
Yoat  C— c 

METROPOUS 

Anderson  ft  Co— f 
Flanigan   B — f 
Beer  S  B— £ 
McKee  R  G  B — f  1  c 
Miller  Uvi  C— £c 


INSURANCE    AGENTS-ILLINOIS. 


B-4r 


Morris  Faxmie — f 
Morria  T  H  &  Co— f 
Steers  HarrT — f 

MINONK 

DsTidaon  &  Hindert-^f  e 
Fort  &   Fort— <: 
Fulton  A  W— f  1 
Gerdes   Jacob  S  &  Co— 

f  1  c 
Henderson  E  J — f 
Kerrigan  D  J — £ 
Kipp  S  C— f  c 
Layton  M  P— 1 
Memmen  U  6 — f 
Mingers  J  A— 1 
Pickard  Jos— f 
Sclmeider  Geo  W— 1 
Simpson  Jas  A  &  Son — f 
StodSird  R  B— f 
Sutton  Robt  R— f  c 
Sntton  W  G— f 
Wickler  &  Searcy— f  c 

MOLINE 

Anthony  Marv — f  c 
Bnrgsten  S  F— f  1  c 
Carlson  Chas  G— f 
Carlson  Geo  E— f 
Qeaveland  L  K  &  Co — 

f  1  c 
CrompCon  S  S— I  c 
Diets  G  O— f 
Duncan  &  Jamieson — f  c 
Eastman  E  L— f  c 
Eberling  Geo  A — £ 
Entrikin  Fred  O— f 
Flick  G— £ 
Grants  C  F— £ 
Gustafson    Frank — ^f 
Horblit  M— 1 
Horstkamp  M — f  I  c 
Talins  L  O— f 
Kerns  &  Vernon — £  c 
Kohler  A  H— f 
Lovejoy  Geo  A — £  1 
McDonnell  D  S— 1 
Metzgar  Tndson  D— f 
Moore  W  R— £  c 
Murphy  Toe  E — f 
Mttrphy  Joseph — f 
Oakleaf  J  B  &  J  Lr-f  c 
01de£est  Henry  M— £  c 
Olsen  Andrew — i  c 
Parks  H  H— £ 
Sherman  Fred — ^£  1  c 
Trimble  Thos— f 
Wallace  J  H— £ 

MOMENCE 

Brassard  V  T— £ 
Brown  W  A— £ 
Butterficld  G— £ 
France  Jas  B — 1 
Harney   E  P— c 

^^^  J  J-"i 

Lane  F  E— £ 
Parish  Vamura  A— f 
Payne  Thos  F — £  1 
Styles  D  E— I     ^   „  ^ 
Tallmadge  H  F  &  F  C— 

f  1  c 
To^vver  T  W— £  c 
Upham  T  A— £ 

MONMOXTTH 

Allen  J  A— £ 
Bawen  F  A— I 
Broner  G  C — i  c 
Cami>bell  J  H— f 
Clippinger  E  E — £ 
Copeland  W  G— 1 
Dains  E  I  ft  Son  Co— £c 
Davis  Chas— £ 
EwingC  E— £ 
GilesT  W— 1 


Martin  F  A— £ 
Means  E  C— £ 
Millet  A  G— £ 
Mitchell  W  A— £  1 

gliinby  &  HaUam — £  c 
obinson  N  H— £ 
Schall  W  P— £ 
Svkes  Mrs  M  E— £  1 
Union  Land  Co— £ 
Wise  C  S— f  c 
Wray  R  I^-£ 
Yotmg  C  M— 1 

MONTICELLO 

Ayre  J  W— £ 
Burgess  ft   Cline— £1 
Holmes    Sadiie — ^£ 
Kuns   T   C— £lc 
Marquiss    Eugene — £ 
Porter    ft    Medaris— £lc 
Tatman  C  A— £ 


MORRIS 

Blasingham   ft    Caisley^- 

£  Ic 
Bliss  S  C  ft  Co— £  c 
Campbell  P  J— £ 
Erickson  Ed— £  1  c 
Foley  James — ^£ 
Hilliker  A  H— £  1  c 
Leach  Harry — ^f  1  c 
Petteys  J  G— f  1  c 
Pike  E  W— £  1  c 
Reardon  C — t  c 
San£ord  W  G— £  c 
Simrall  L  E-~£ 
Skelton  A  H— £  1  c 
Smith.  Smith  ft  Smith— 

£1  c 
Young  C  D— f 

MORRISON 


God£rey  E  G— £ 
Hkkman  Ross— £  1  e 
Tef  reys  M  G— f 
Lahl  F— £ 
McCray  Albert— f 


Ackerman  Chas— f 
Blodgett  W  A— £  1  c 
Blodgett  W  Lee— £c 
Harrmgton  ft  Bruins— £ 
Ludens  H  J — £  c 
McBride  H  A— £ 
Macklin  C  G— £  1  c 
Maxwell  S  A— £ 
Payne  E  W— £  c 
Ramsey  ft    McCalmont— 

£  c 
Reimers  J  J — £  c 
Riordon  J  A — £  c 
Thomas  F  M — £ 
West  Bros— £ 
WhisUer  L  E— £ 

MORRISONVILLE  ' 

Campbell  John  W— £ 
Gray  John  W— f 
Maxon  Howard  L — £ 
Nail  Wm  F— £ 
Sternberg  Leo  L— £  1  c 

MOTTND  CITY 
Curren  &  Sheehan — { 
Gaunt  Chas  M — £ 
Hood  Fred — c 
Martin  Geo   E— c 
Perks  Harry — £ 
Trammell  G  C — c 
Waugh  John  A — f 
Wehrenbcrg  Charles — £  c 

MOUNT  CARMEL 

Bedell  Mrs  M  T— £ 
CunninRham    Sheridan — 1 
FoUowell   Clarence — ^1 
Gould  &  Mundy— £1 
Hujrhes  Wm  H— £  c 
Kelacy    Mrs    J    Maxwell 

Ramsey  J  E— £  1 
Reynolds  &   Reynolds — 

Russell    Charles    W— £c 
Russell  S  Lr^ 


Seibert  D  F— £ 
Smith  A   J— 1 
Stein  Wm— £  1  c 
Toombs  J  H — 1 

MOUNT  OUVE 

Clavin   C— c 
Harlan  L  M— £ 
Keiser  A  C — c 
Kdser  E  A  W— 1 
Klein  ft  Fischer— £ 
Krusfl  Wm  E— £ 
Marburger  Rudolph — £ 
Neal  T  D— £ 
Nieschwitx  S  R— f 
ReUly  L  C— £ 
Sassmannshausen  F  A- 

£  c 
Scheller  Richard  A— I 
Troeger  H  J — £ 

MOUNT  PULASKI 

Capps  Damon — 1 
Danner  F  E — c 
Danner  G  C— £  c 
Downing  £  A — f 
Fuhrer  Fred— £ 
Heckler  C— £ 
Jarvis  Everett— £ 
Lipp  A  F— £  1  c 
Schafer  G  F— £ 
Smith   Geo— £ 
Zimmerman  A  F — f 

MOUNT  VERNON 

Qsrk  F  A— c 
Crooker  J  P— £ 
Freshwater  W  W— £ 
Gibson  J  W— £ 
Grant  Ru£us — £  1  c 
Hill  H  V— £  1 
Hinman  Earl — f   1  c 
Hoit  C  F— £ 
Johnson  A  C — ^£ 
Lcgge  L  E— £ 
Moss  N  H— £ 
Murken  F  E— £ 
Ore  Geo  L— £ 
Pace  W  T— £ 
Peavler  E  M— £ 
Picrcy  N  A— £ 
Ragan  S  N — c 
Ridiardson  V  E— £ 
Smith    Kirby— f 
Snedaker  Frank 
Stephenson    W    J — ^1 
Swisher  Geo  A — £ 
Tanner  A  C — £ 
Thompson  C  H — 1 
Thompson    Frank — £ 
Threlkcld  Geo— £ 
Webb  ft  Harris— £ 
Webb  Roger  G— f 
Webb  Frank  C— f 
WiUiams  Curtis— £ 


MOWEAQUA 

Ayars  M  S— £  1  c 
^ars  Ralph — £  c 
Clark  Snyder — f 
Colbert    Chas— £ 
Gregory  H  R— f  c 
Day  H  M— £ 
Gxegory  H  R— £ 
Gregsry  Richard — £  c 
Hammil   C  A— £1  c 
Hudson  B  F— £ 
Snyder  K  R — £ 
Snyder  R  W— £  c 

MURPHYSBORO 

Bower  Dan — f  c 
Cotter  E  V— £  1  c 
Doty  R  E— £ 
Hunt  Mrrta — £  1  c 
Kane  John  R — i  c 
Kuehle  ft  Sons— £  c 
McElvain  R  J  Jr— £ 
McNeil   Sam— £ 
Martin    Robert  P— f 


Morton  C  H— 1 
Pierson  J  J— £  1  c 
Probaugh  £d  P— 1  c 
Ritter  Chas  L— £  1  s 
Roberts  A  H  &  Son— f 
Shaw  Will  G— 1 
Smith   F  A— 1 
Tansey  J  L — 1 
Vandoster   Edr— f 
Watson  Andrew- £  1  c 
Watson  R  W— £  c 
Wells  Joe— £  1  c 
Williams  Ben  T— £  c 

NAPERVILLE 

Christ  M  E— £ 
Egerman  John— £  1  c 
German  Melvin — £ 
Myers  B  H— £ 
Rassweiler  H  H— £ 
Rassweler  Harry — £  I  c 
Rice  &  Weiss— £  1  c 
Royce  Julian  A-^£  1  c 
Scott  Alvin — £  1  c 
Sheldan  R  M— £ 

NASHVILLE 

Carter  J  P— £  c 
Davenport  G  A  Jr — 1 
Fiene  Fred— £ 
Forman  Bros  ft  Jones— 

£c 
Hasemeier  Geo— I 
Holston  B  B — £  1  c 
Hosmer  Henry — £  c 
House  H  H— £ 
Hutchlngs  A  W— £  1 
Stanbrook  Wm— £ 
Tharp  Amos — £ 
Wehmeyer  E  H— £ 

NEWTON 

Arnold  J  F— £  c 
Burton  Dr  E  E— 1 
Calvin  A  F— £ 
Cooper  W  W— £ 
Davidson  H  C— £ 
Frailer  P  R— 1 
Isley  ft  Kittle— £  c 
Jack  J  P— £ 
Johnson  E  F — £  c 
Matheney  John  W — £  a 
Miller  Otto— £  c 
Payne  Harry — ^1 
Prather  T  O— £ 
Richards  L  A— £  1  c 
Robertson  F  H— £  1 
Shupp  John  H — £  c 
Stewart  ft  Prather — £  c 


NOKOMIS 

Gelly  R  ft  Son— f 
Griffin  Alf— £  c 
Kelley  &  Adden— £ 
Miller  Harry  C— £  c 
O'Meara  A  E— £ 
Webster  W  G— f  c 
Wild  &  Webster- £  c 
Young,    Crickenberger    ft 
Kettelkarap— £  1  c 

NORMAL 

Goodwin  Jno  A — £ 
Henthorn  &  Lentz — f 
Keady  Alex— £ 
Learned   D  H— 1 
Miller  J  B— £ 
Sales  SB — £ 
Washburn  J  N— 1 

OAKLAND 

Bell  Bros— £  1 
Maddox  J  W— £ 
Menaugh  J  F— £ 
Rutherford  H  J— £ 
Shepherd  J  W  Jr— f 
Smail  J  A— £ 
Widdows  0  B— £1 
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ILL. — Con. 

OAK  PARK 

AU€n  W  H— £ 
Barlcer  O  B  Jr— f 
Blackstone  &    Co — f 
Qark  N  R  Mrs— f 
CogswcU  L  D— f 
Cotton  Harry  &  Co — ^f 
Cotton  W  F— £ 
Davis  E  V~£ 
Dunlap  &  Co — f 
Einfeldt  Henry  &  Co— £ 
Flctcuft    C    B   &   Co— £ 
Fuller    E    A— £ 
Furlong  E  G— £ 
Gale  Wm  H— f 
Green  F  W— £ 
Hemingway  G  R— f 
Howe  Chaa  O— f 
Johnson  Bros  &  Co— f 
June  Frank  H— f 
Kelly  John  J— £ 
Knott  L  E^ 
Kringel  F  J--f 
T.fn  daman  H  N — f 
Lehman  H  J— f 
Lloyd  Wm— f 
McKee  Hazel   E-£ 
Middleton   E--f 
Miller  Peter  H— £ 
Morton  Earl — f 
Nohac  Jos  &  Co—i 
Oaks  W  W-£ 
Pike  Ivory  H— £ 
Rundell  Chas  l^-l 
Taintor  &  Gallup-^£ 
Thompson  F  D--£ 
TVistram  J  E-^ 
Willing  James 

OLNEY 

Baird  Chas  F— £ 
Coen  H  C  &  T  T— £  1  c 
Harris  M  S — t 
Head  I  C  &  Son— f  I  e 
Kaufman  A — ^f 
Keller  Geo  A— f  c 
Price  J  B— f 
Quick  Chas— f 
Roberts  A  B — f  1  c 
Slanker  G  I>— f  c 
StilweU  C  A— 1 
Tennyson  A— f 
Tippit   Thos — f   c 
Von  Almen  J  C — ^f 
Wilson  Jas  P— £  1 
Yost  David— f  c 

ONARGA 

Amerman  Helen — f 
Amerman  M  T — f 
Durham  E  D— f 
Eglcy  G  B— f 
Furby  I  W— f 
Koon  W  B— f 
Risser  A  B — f 
Weaver  H  V— £ 

OREGON 

Bohner  Geo —  £  1  c 
Brown  Geo  A—  f  1 
Burchell   F   W— £  c 
Chamberlin  C  H — £ 
Etnyre  C  D  &  Co— f  1  c 
Gantz   Frank— I 
Landers  C  A — f  1  c 
McDowell  R   L— f  1  c 
Myers  C  M— 1 
Perrine  Walter— f 
Ray  E  A— £ 
Sears  Harry — ^1 

OTTAWA 

Anderson  Owen — 1 
Andrews  J  A— 1 
Arnold  Henry-— f 
Barnard  W  H— f 
Bowers  R  Ethel — f 
Buckner  &  OToole— f 
Cairns  David- f 


Caton  C  A— f  1  c 
Colwell  Wm— £ 
Curtis  W  W  &  E  J— f  c 
Dineen  M — f 
Doolan  &  Brewster — 1 
Farrell  T  B — f 
Hani£en  Michael — f 
Harris  J  O  &  Son— f  1  c 
Hatheway  Fred — f  c 
Hess  Lewis— f  1  c 
Hexter  H— f  1 
Jolvison  H  W— £ 
Koenig  Geo— f 
McEvoy  A  S  &  Sons — £ 
Mahoncy  P  J  &  Son— f  1 
Olson  &  Heiberg — £ 
Poole  C  V— f 
Pusey  W  B— £ 
Reea  A  G — £ 
Sinon  W  J— f 
Stout  Miss  Elizabeth— f 
Trimble  Geo  M— £  1  c 
Wharton  E  B — £  c 

PANA 

Alexander  Joe — f 
Antisdel  C  L— c 
Baldwin  &  Baldwin — f  c 
Cutler  F  A— 1 
Ferguson  H  W— £  1  c 
Ferguson  L  N — f 
Gaffner  C  F— f  c 
Glassgow  C  A — f  c 
Griffith    Logan — £ 
Hills  C— f 
Holbert  H— 1 
Huggins  T  M — ^f  1  c 
Johnson  E  G — c 
Jordan  W  F— 1 
Kirkpatrick  H  B— 1 
Lees  Ed— f  1 
Marsland  G  W— £ 
Metheney  J  A — £  1  c 
Miner  H  B— £ 
Morgan  G  F— f  1 
Mull  E  E— £  1  c 
Pierce  F  J— f  c 
PierpointT  J — £  1  c 
Reese  J  E~-\  c 
Rukebill  N— 1 
Turner  Frank — £  c 
Warren  Wm — £ 
Whitehouse  C— f 
Woodrow  Walter — c 

PARIS 

Beckett  J  P  &  Co— f  1  c 
Burt  W  N— £  1 
Cline  A  H— f 
Cole  W  D— £  1 
Doak  J  W— f 
Dole  Geo  V— f  1 
Eldridge  Albert— £  1 
Forcum  Arthur  P — £ 
Guthridge  Tames— £ 
Halloran  Mrs  Hannah — f 
Hays  Mrs  Anna — £ 
Howard  George  F  &  Son 

— f  1  c 
Hutchinson  W  J— f  1  c 
McCord   Richard  K— £ 
Mann  A  C — £ 
Moffatt  N  R — £  c 
Redmond  W  E— £  1 
Sheppard  J  A  &  Sons- 
Sheriff  W  B  &  Co— f  c 
Tanner  Everett — f 
Tanner  Ins  Agency — f  Ic 
Thompson  J  D — i 
Van  Sickle  S  G— £ 
Wright  Fred  W— f 

PAWPAW 

McMillen  Chas  W— f  c 
Wright  &  Fleming—^  1  c 

PAXTON 

Bailey  D  G — ^f 
Cole  J  W— f 
Dttffield  H  E— £ 


Flora  W  B— £  1 
Fogersburg^  E   H — £ 
Froyd  E  T— £   1  c 
Guidquist  Alfred — £ 
Hall  F  L— f 
Johnson  C  A— f 
Johnson  Victor  E— f 
Johnson  C  E— £ 
King  C  L— f 
Kinnison    Ethel   R— f 
Ludlow    Samuel — £    e 
McQuiston  M  G— f 
Nelson  Emil — £ 
Newman  E  O — f 
Shelby  Chat— f 
Smith  Miss  Haiddxe— f 
Wylie  O  H— f 

PEKIN 

AUensworth  B  C— 1 
Becker  Herman— f  1  c 
Dunkelburil  Victor — f  1  c 
Edds  James  A  &  Co — £ 
Haines  James  ft  Son — f 
Heck  ft  Meyers— f 
Hinners  Mrs  Lena — f  c 
HolUnd  C  F— f  1  c 
Horwith  George  B— f 
Lohman  Martin — £  1  e 
Lucas  George  H— £ 
Shurman  W  E— £  1  e 
Smith  John  L— £  1  c 
Soady  F  W— f 
Struck  Herman — f  1  c 

PEORIA 

Allen  G  E— f  c 
Augustine  Otto  H— 1 
Becker  R  O— 1 
Bills  Roswell  &  Co— £  1  c 
Blush  J  H  ft  Co— f  1  c 
Bryan  W  F— £  c 
Caldwell  Homer — £ 
Callender  ft  Co— f  1  c 
Casey  J  J— £  1  c 
Challis  &   Fisher— 1 
Cochrane  W  S — 1 
Comerford  W  P— 1 
Cummings  ft  Son — £  1  c 
Drowlw  W  H — c 
Drysdale  Wm— c 
Fahnestock  H— f 
Fish   W   R— f 
Furst  ft  Bourke— £  1  c 
Gable  ft  Son— £  1 
Gerdes,  Sprague  ft  Co — 

f  c 
Godi  H-f  c 
Goodfellow  G  C— I  c 
Grimson  E  R— f 
Hatfield  ft  Co— f  I  c 
Humphrey  Geo  L — 1 
Ireland  &  Dickelman — £  1 
Jamison  H  B — f  c 
Kahler    A    H— 1 
Keene  &  Hoagland— 1  c 
Kimmel  Chas  A — f 
Langron-Muller  Ins 

Agcy— f  c 
Levison   Sam — f  c 
McCarty   C   I^-l 
McClintick  W  T— 1 
McQuade  &  Horstman — 1 
Maynard  Chas  A — 1 
Monroe  E  D — 1 
Muller  Theo  J — £  c 
O'Brien   C   R— 1 
Pattison  H   O— 1 
Pottkcr   D   H   F-1 
Reagan  Geo  W — £  c 
Reybum  Ins  Agency  The 

— f  1  c 
Schriever  R  A— 1 
Spurck  ft  Grisby — f  c 
Struck   H— f  1  c 
Swanson  Gus — ^1 
Ticknor    Fred— f 
Tobias   Kellog  Co   Inc — 

£  c 
Tracy  L  H-1 


Trefzger  Adotph  Co— fc 
Vann  Clark— f 
White  ft  Pumphey— f 
Wittick  W  A— f  1  \c 

PERU 

Briel  Geo— ^£  c 
Bulf  er  Chas  C— f 
Dauber  F  L — ^f 
Eikhoff  G  H— f 
Foiey  John  E — ^1 
Helmig   Henry   ft  Son— 

£  c 
Hoberg  ft  Hoberg— f 
Hoenschied  Chas  B— £ 
Hoober  Aaron — f 
Hoss  ft  Lockel— f 
Hoss  Gustav — f  1 
Keegan  P  T— f 
King  R  J— c 
Koppen  Anton — f 
Means  Wm  £ — ^1 
Neurenther  C  A— c 
Ream  Henry — £  1  c 
Scanlan  ft  Sfassieon — {  c 
Struever    Rudolph    F— £ 

1  c 
Wagner  Wm— f 
Werling  F  X— f 

PINCKNEYVILLE 

Crawford  Joe— f 
Dry  Alva 
Dwyer  Qara  K— f 
Edwards  W  O — ^f  c 
Kane  E  K— f 
Sims  W  W— I 
Taffee  J  G — f 
Timpner  Edw — f 
Taylor    Hosea — £   1 
Trover  G  H— f 
Wallace  T  L— f 

PITTSFIELD 

Allen  P  C— f  I  c 
Bush  W  C— f  c 
Dinsmore  John  F — c 
Dulaney  F  D — f 
Frazier  F  L— f 
Haskell  J  R— f  1  c 
Heck  Bros — f 
Hess  J  D— £ 
Hesley  Harry — ^f 
Hirshiemer  L  D— £  c 
Hooper  Chas  A — ^f  c 
Miller  Hugh  C— f 
Morgan  S  L — ^f 
Neibur  F  W— f 
Patton  J  R — f  c 
Say  lor  Henry — f  c 
Smith  Mark— c 
Strauss  Wm — ^f 
Turner  T  G— ^ 

PLANO 

Henning  E  W— I 
Jones  W  K— £  1 
Leitch  R— f 

Smith  J  H  ft  Son— f  i  c 
Turpin  J  E — ^f  I  c 

POLO 

Qinton  £  M — ^f  1 
Coursey  H  W — ^f 
Folk  Lloyd— f  1  c 
Miller  Geo  W— f  c 
Mulnix  F— 1 
O'Kane  E— f  1 
Schryver  M  E — f  I  c 
Typer  Harrir — £ 
Wales  S— f 
Zick  Fred— f 

PONTLAC 

Armstrong  Grant  C — £  c 
BaU  Asher  C— f 
Carithers  E  V-^ 
Gates  P  H— i 
Greenwood  ft  WtBaan— < 
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Gray  W  W— f  1 
Greenebaum  M  H  &  Co 

— f  c 
Herzberg  S  H— f  c 
Hooblcr  E  E— I  c 
Hoobler  Rastus— f 
Larder  H  G— I 
Le  Messurrier  C  J — ^f  I  c 
Lopeman  S  E — 1 
Meyers    D   S  Jr— c 
Mies  Wm  E— f  1 
Morris  T   \V— f  1  c 
Myers   Prank   L — flc 
O'Connrll    \'era~f   c 
Philips   Chas— f 
Ryerson  T — 1  c 
Scatterday   Carl   L — 1 
Sesler  P  R— £ 
Simmons  E  A— f  c 
Thompson  B  R — f  I 

Tuesbcrg  L  W— f 
Vogclsinger  H  E — ^1 
Wash  Jas  R— f 
Wissman  M  L — I 

PRINCETON 

Anderson  A  L— f  1 
Clark  H  A— 1  c 
Codington    John— f   c 
Co-operative   Real  Estate 
k  Exchange  Agency — f 
Gibbs  H  G— f 
Hanauff  O  B— f  I 
Tohnson  F  A — f  c 
Milner  Joe — ^1 
Pahner  Thos — f 
Rudiger  Joe — ^1 
Russell  R  L— f 
Skinnei*  John — f 
Stewart  F  \V— f  j  c 
Swcngel  A  M — t 
Waddell  J  O-f  c 
Walter  J  H— f 
Young   E  M — ^f 

PROPHETSTOWN 
Baldwin  S  G— f 
Beeman  E— f 
Crook  N  C— £ 
Dcvenny  G  F— £  1 
Downer  Wait — ^1 
Eakle  S  E— c 
Gilbert    Rogers — f 
Graham  Wesley — f 
Graham  T  \V— f 
Griswold  EUiott— f  1  c 
Hill  Leamon — f 
Tohnson  Adolph — 1 
Johnson  Frank— c 
Mathis  Stover  &  Mathis 

— f 
Mathis  Wm— f  c 
Ohnsted  G  W— £ 
Ott   Calvin— £ 
Paddock  H  E— £  1  c 
Petty  O  P— £  c 
Seeley  Chas  £— £  1  Q 
Tabor  T  H— £  1 
Wait  H  H— £ 
Warner  C  J— £  1 
Warner  Keith— £ 

QUINCY 

Bartlctt  Bros — i 
Bastert  T  H  Co — £ 
Beirer  ban— £ 
Binicert  Bros — f 
BoUer  F— 1 
Boswell  L— £ 
Chatten  Bert— I 
Come£ord  W  C— 1 
Corrigan  J  B — £ 
Cnittenden  J  W— £ 
Dickhut  Phil  L— 1 
Dines  H  B— £  1 
FuelbierJ— £ 
GiBe  G  H— £ 
dindeman  A— £ 
Heckle  &  Son— £ 
Hendricks  Herbert— 1 
Hyatt  Sam— c 
Kemp  H  T— £ 


Lake  H  H— I  c 
Lavote-Castle  Co— £  1  c  ■ 
Ricker  H  F  Jos  R— £ 
Ruddick  Lease — £  c 
Shannon  0^£  1 
Stewart  Geo  R  &  Co— £  c 
Vasen  B  G— £ 
Wehmeyer  A  F— 1 
Wells  H  S— 1 

ROCHELLE 

Berry  C  H— 1 
Branch  E  O— £  1  c 
Carpenter   Henry — £ 
Countryman  M  A — f  1 
Evans  Arthur — £ 
Gardner  C   E^£ 
Gardner  Fred  E — £ 
Hayes  John — £ 
Hayes  W  P— £ 
Healy  Bros— £  1  c 
Hirer  A  W— £ 
Hodges   Ambrose — £ 
Holmes  D  J— £ 
Hooley  D  J— f 
Kepner  C  £ — f 
Lake  Lucy  T — ^£ 
Lux  Wm — t  c 
McConaughty  E  L — £  c 
McDonnell  Edw — £ 
McHenrv  Wilbur— £  c 
Purvis  John — 1 
Sechler  W  B— c 
Sheadle  A  B— £ 
Slaughter  Adin — 1 
Smith  Fay  G— £  1  c 
Tilton  FJ— £ 
Werner  Otto— f 
Wirick  Fred— £ 

ROCK  FALLS 

Cantlin  Jacob— £ 
Gettle  C  W— £ 
Kadd  J  A— £  1 
Stone  W  T— £  1 
Taylor  E  W— £  c 

ROCKFORD 

Allen  Harry — £ 
Anderson  Arthur  E — i 
Axtell  S  H— 1 
Barrett  E  P— 1 
Baur  F— 1 

Bowman  J  A  &  Co— £  c 
Boyden  G  F— 1 
Brodine  G  A — ^1  c 
Burr   Fred  L — £ 
Calvert  &  Gregory — £ 
Camlin  John  H  Co — £  c 
Carr  &  Tohnson — f 
Christophersen  G  M— £ 
Cole  &  Company — £ 
Colehour   Frank   E — ^f   c 
Deuel  &  O'Shay- £  c 
Dobler  George — f 
Eastwood  &  Stokburger 

— £ 
Ferguson  Thomas — £ 
Festerling  E  A— £ 
Fuller   L  S— £ 
Haines  Anthony — £  c 
Hart  A  E  &  Co— £ 
Hcil  Victor  P— 1 
Hillner  C  A— £ 
Hoover  C  M— £ 
Hopkins  C  C— £ 
Horner  Frank  S— £ 
Howe  Harry — i 
Hultberg  Emil— £ 
Hunter  &  Wray— £ 
Tilson  Harry  B— £  1 
Tohnson  &  Shepherd — i 
Johnson  J  V — t 
Tohnson  Cad  W— 1  c 
toslin  J  T— £ 
Knapp,  Barnes  &  Co — £ 
Krahn  F  J  C— £ 
Letts  Sherman  B — £ 
Marean  Harry — £  c 
Merlien  H  A— f 
Messner  R  C — ^£  1  c 


Mincemoyer  D  N — ^I 
Morgan  G  A — £ 
Mundy  G  W— £ 
Nattrest  J  H— 1 
O'Connor,  Ed  F— £ 
O'Connor  Kate  F— £  c 
Parmele  A  G — £  c 
Penfield  J  G— £ 
Peterson  Gust — t 
Rapp  J  H— £ 
Rosecrance  &  White— £ 
St  Angel  Jasper — £ 
Saterbak  Anton — ^I 
Shimmin  T  E— £ 
Sovereign  W  H— £ 
Stokburger  Ernest  C — t 
Ticknor  Arthur  L— f 
Thompson  J  H — 1 
Treat  B  B— 1 
Turney  R  E— 1 
Webster  M  P  &  Co— £ 
Weingartner  Ins  Agcy — 

£c 
Westin  C  V— 1 
Wetzel  C  A— 1 
Whitehead  T  B— t  c, 
Williams,  Wormwood, 

Manny  Co — £  c 

ROCK  ISLAND 

Andrew  F  A — 1 
Bailey   W  E— £ 
Barnes  Miss — 1 
Bennett  Robt— f  1  c 
Bengston    ft    Shalline— £ 

Blankenburg  &   Blanken- 

burg — £ 
Blocklinger  F  W— 1 
Canedy  F  O— £  c 
Chamberlin    C   R— i 
Lleaveland  H   H  Agcy— 

£lc 
Cleland  D  T— £ 
Cox  P  F— £ 
DoUv  John  P— f 
Eckhart  ft  Buffum — £ 
Emery  ft  Stewart- 1 
Freeman  J  L— £ 
Gest  Kittle— 1 
Grei£  J  K— 1 
Hodgson  C  E  Jr--£ 
Johnson  G  A — £ 
Kirsch  Paul— 1 
Klove  A  M— £  c 
Kreis  E  B— f  1  c 
Krell  E— 1 
Mayer  Levi — £  1 
Medill  Lucy— 1 
Meyer  Albert — £ 
Muncher  &  Muncher — 

flc 
Reidy  Bros — ^f 
SchiUinger  Wm  H— £  1 
Smith  Wm  A— f  1 
Stackhouse  E  J — 1 
Stewart  J  W— £ 
Walker  H  K— £ 
Weed  Jas— £  1  c 
Whelan  H  L— 1     ,  , 
Woltmann  Fred — £  1  c 
Wrigley  H  H— 1 
Xandcr  W  G— 1 

ROOD  HOUSE 

Bates  Chas  T— f  1  c 
Davidson   F  H— f  1  c 
Ferguson  W  J — i 
McConathy  J  R— f  1 
Payne  C  W— £ 
Roodhouse  W  C— £  1  c 
Starkey  J  W— £  c 
Strang  W  B— £  1 

RUSHVILLE 

Bagby  John  S — f 
Billingsly  H  M— £ 
Bottenbcrg  T  E— f  c 
Cole,  Harvey  W— f 
Dyson  George — t  c 
Garrison  Don — ^1 


Glass  David  H— f 
Griffith  Chas  B— f 
Jaman  L  A— £ 
Lewis  H  D— f 
Little  John  S— £ 
Loring  J  M— £ 
MUls  Wiley  V— £ 
Moore  U  G — ^1  c 
Mourning  D  L — £ 
Rodewald  A  P— £  c 
Steele  G  B— £  c 
Taylor  T  J— £ 
W^llard  B  O— f 
Young  Carl— £  1 
Young  J  H — ^1  c 

ST.    CHARLES 

Blanchard  C  L— £  c 
Caldwell  L  C— f 
Dalgard  Chri»— f 
Doherty  J  T— £ 
Evans  O  E— £  1  c 
Gloss  H  A— £ 
Hempstead  ft  Son — £  c 
Hempstead  H  G— £ 
Holden  G  E— £  1  c 
Hunt   Brothers — f  c 
Hunt  F  C— f 
Mellander  Paul  C— £  1  c 
Olson  Chas— f  I  c 
Rockwell  Frank— flc 
Rockwell  H  T— f  1 
Wettstein   Karl  C — 1  c 

SALEM 

Bell  Lovell  H— £ 
Branson  R  J — £  1 
Farson  H  W— £ 
Geoppner  L  J — f 
Larimer  John  W — f 
Martin  John  E — f 
Roddy  W  O— f  1 
Schwartz  Bros — f 
Smith  B  M— f 
Telford  E  D— f 
Williams  A  R— f 
Williams  John  P— f  1 

SANDOVAL 

Patterson  Chas — £ 
Reinhart  Fred  F— £  c 
Ruddick  Lease — £  c 
Walters  R  W— £ 

SANDWICH 

Blee  ft  IngersoU — f 
Faxon   C  G — f 
Fosse  A  O— f  1  c 
T^wis  H  C— f 
Stinson  C  L — f  c 
Wheeler  Chas— f  1 
W^hite  John— f  1  c 

SAVANNA 

Brearton  ft  Walter— £  c 
Gray  A  J— £ 
Greenleaf  F  S— f  c 
Robbe  H  O— £  c 
Scripture  Jesse  R— £  c 
Stransky  Frank — £ 

SAYBROOK 

Davison  Jas — f  1 
I  Harper  A  C — f 
Lott  H— f 
Means,      Scfaureman      jk 

Cheney — ^£  1  c 
Rogers  F— £  1 

SHABBONA 

Fairclough  Thomas — f 
Griffin  ft  Co— f 
Heeg  W  F— £ 
Husk  J  H— c 
Husk  Wm— £ 
Lovering  George — f 
Ray  W  H— £ 
Stein  Chas  F— £ 
SwansonJ  W— £ 
I  Young  H  W— £ 
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SHANNON 

Babb  A  S~f 
Daniels  A — f 
Reddington  Ed— f 
Yordy  Amos — £  1 

SHAWNEETOWN 

Daily  Tom — f  c 
Goetzman  L  B — f  c 
HarrcU  E  A— f  c 
Millspaogh  J  W— f 

SHELBYVILLE 

Allen  Edw  R— f 
Atbey  &  Hcrron — ^f 
Barbee  M — 1 
Bartscht  Walter— f  1 
Carr  S  B— f  c 
Craig  Wm  H— f  c 
Decker  James — f 
Dove  Bros — f 
Eiler  T  C— £  1 
Embry  Miss  Julia— f 
Hamlm  H  J  Ji— 1 
Herron  Homer — £  1 
Jobnston  Emery — f 
Keller  &  Leathers— f  c 
Knecht  Ed— 1 
Lumpp  W  D— 1 
Miller  Glen— £  1 
Miller  John  D— £ 
Miller  W  H— f  c 
Milligan  &  Ruff— £  c 
Orberg  Oscar — £  1 
Ragen  E  M — ^f  c 
Richardson  W  J— f 
Scarborough  E  J — £  c 
Smith  Elza — £ 
Steward  C  W— £ 
Sticdly  &  Crockett— f 
Storm  Isaac  S — £  c 
Ulmer  J  F— f  c 
Ward  U  G— £ 
Westervelt  Leverctt  C— 

£  c 
Willard  J  C— £  1 
Yantis  Aubrey — £ 
Zimmer  J  T— £  1 

SPARTA 

Allen  C  F— £ 
Borders  A — £  c 
Brown  J  C — £ 
Dickey  James  H— I 
Eiker  W  D  M— f  c     , . 
Murphy    &    McConockie 

Palmer  F  E— 1 
Spruel  Chas — f  c 
Stephenson  T  B  &  Co — 

Twe^d  J  W— £c 
Wilson  C  E— 1 

SPRINGFIELD 

Appleyard  C  T— f 
Bailey  Chas  E^£ 
Bailey  W  R-£ 
Bair  ft  Bab^^ 
Barnes  Bros — €lc 
Bell  R  E— c 
Bellersheira   Geo   J— flo 
Benjamin  D— £  c 
Benjamin  S— £  1  c 
Booth  Wm  &  Co—f 
Brinkerhoff   &    Co—f   c 
Cantrall  E  E— £  1  c 
Carter  C  S — 1  c 
Couthway  W  A — ^f  c 
Culp   Harvey  '1— f  c 
Diller  Isaac  R— f 
Eggleston  W  P— f  c 
Fayart  E  E— f  c 
Fetser   Chas— c 
Fisher  C  O-f 
Flinn  L  Lawrence— f 
Freund  J  W  &  Son-I  1 


Gard  C  E— f 
Hamilton  N  J— f 
Hatch  O  M— f 
Hawkins  Geo — ^1 
Herman  &  Co— £ 
Hickox  &  Co — f  c 
Hickox  C  V— £ 
Hickox  G  C— £ 
Hill  H  B— 1 
Hoffman  A  A— 1 
James  R  B— f 
Jefferson  J  W— 1 
Jones  &  Bernard — f  c 
Jones  M  A— £  c 
Jones  R  E  I^-l 
fCabureck    Geo — 1 
Kerns  Bros — ^£  1  c 
Keys  Geo  E— 1 
Kennedy  F  P— £  c 
Lanpbier  &  Co — f  1  c 
La  Rose  S  M— £ 
Miller  J  F— £ 
Morton  J  A — f 
Murray  W— 1 
Nelson  M  C— f  1 
Nortchott  W  O— e 
O'Donnell  H  J— 1 
Orr  W  A— c 
Picco  J  M-l 
Pierek  H  &  Co— £  c 
Piper  J  H— f 
Pulliam  L  J— £ 
RedUch  E  H— 1 
Riefler  C  J  ft  Son— f  c 
Ritchie  L  F— I 
Ritter  George  J— f 
Roberts  Frank—f 
Rollins  A  W— 1 
Ruckcl  W  F  ft  J  H— £  1 
Ryan  Frank— £  c 
Schemerhom  C— 1  c 
Scott  ft  Morgan — ^£lc 
Sharp  T  W— f 
Snape  H  M— £  1  c 
Solenberger  H  M— 1 
Stacy  ^^1 
Stagg  Wm  I^-l 
Staley  E  E-^  1 
Sullivan  C  E^£ 
Sweet  W  W  ft  Co— £  1  c 
Trees  Asa  G — ^l  c 
Troxell   Kindendall  ft  Co 

— £  c 
Turner  E  H— f 
Wcller  &  Yates-c 
Wochner  &  Co — f 
Wright  B   F— f 
Yates  H   A— £ 
Yates  W  H-l  1  c 


SPRING  VALLEY 

Herccr  Jos— f 
HoUerich  C  N— f 
Jagodzinski  I  J — f 
Knapp  C  W— £  c 
Murpny  J  L— f 
Sweeney  J  J — € 
Wagner  G  F— f 

STAUNTON 

Fischer  Chris  C— £  1  c 
Fischer  H  A— f  1  c 
Panhorst  Edna— £ 
Willoughby  H  H— £ 

STERLING 

Decker  J— £ 
Gait  Wm  T  ft  Co—f  1  c 
Greenough  G  D — f 
Harpham  Jno— £ 
Kcssling  T  F— £ 
Kanally  W  A— f 
McCloy  W  S— £ 
McGee  Jno  M— f 
Miller  D  L— £ 
Palmer  W  P— £ 
Sheldon  Carl  F— £ 
Street  H  S— £ 
Ward  John  A— f 


Ward  M  C— £ 
Ward   Philip— £ 
Wetzel  John— £  1  e 

STREATOR 

Baker  Henry— £  c 
Bawden  T— 1 
Benny  £dw^-£  1  c 
Coley  J  J-c 
Dicus  H  H— f 
Essington  J  W— f  I  c 
Harwood  A  P— £ 
Holland  &  Mohan — ^f  c 
Horack  Charles — £  c 
Hosier  H  S— I 
Johnson  S  E — £  1  c 
Keating  B  T— £  1  c 
Murdoch  Max — f 
Myers  Ed  C— £ 
Patterson  John  B — ^1 
Pirkey  J  C— £  c 
Powers  F  M — £  1  c 
Prafcke  A  J— f  c 
Robinson  Harry— 1 
RoUo  J  P— c 
Ryon  O  B— £  c 
Spencer  D  J — f  c 
Taylor  Geo  N— £  1  c 
Ward  Tno  B— £  c 
Zilm  E  G— £  c 

SULUVAN 

Ashbrook  Vern — f 
Baker  Zion — £ 
Bolin  S  T— f  I 
Cazier  John  W— f 
Edwards  C  S — f  c 
Elder  John  P— 1 
Foster  A  E— £ 
Gaddis  John  W— 1 
Grider  John  T— f  c 
Harsh  P  J— £ 

Jennings  John  £— f 
indsajr  Chas  D— £ 
Lowe  O  B— £ 
Martin  J  K— f 
Mattox  M  A— f  c 
Meeker  R  D— f  c 
Miller  Aaron — f 
Monroe  C  H — £  c 
Nicholson  A — £ 
Pierce  Frank — ^f 
Pifer  F  E^f 
Tabor  Wm— c 
Thompson  Frank — £  c 
Wright  Bros— £ 

SYCAMORE 

Ahem  F  C— £ 
Buell  C  H— £ 
Conrad  C  M— £ 
Gross  L  M— £  1 
Harrington  J — ^1 
Hartzcll  C  H— 1  c 
Hcrrick  W  A— 1 
Knights  H  M— £ 
Mitchell  Z  B— £  I  c 
Pond  C  C— £ 
Rompf  F— 1 

Snow  Ins  Agency— £  1  c 
Walker  ft  Hammer* 

Schmidt — £ 
Warren  S  S— £  1  c 
Waterman  J  R — f 

TAYLORVILLE 

Anderson  F  W— f 
Brown  E — £ 
Buck  &  Buck— £ 
Dexheimer  Wm— f  c 
Grundy  L  G— f 
Hunker  A  A— f  1 
Kinney  Bros — £  1  c 
Magner  H  J— £  1  c 
Merry  J  A— £ 
Rhodes  C  A— £ 
Taylor  Jno  W — f  1  c 
Tyler  W  B— 1  c 
Wareham  Fred  J— f  1  c 


TOLUCA 

Ball  £  G— f  1 
Brown  C  A— £ 
Fahey  Mike— £ 
Tracey  J  W— f  c 
Turigliatti  D — { 

TUSCOLA 

Cantral  J  R— f 
Duhammel  S  S— £  c 
Johnson  R  J  N— £  1  e 
Ka«y  J  W  ft  Co~f  1  e 
McKee  A  A  ft  Son— £  1  c 
Price  Harry — f 
Robertson  M  E — £  c 

UPPER  ALTON 

Beeby  John  J— f  1 
Leverctt  J — t  1  c 
Megowen  J  D — f 

URBANA 

App  C  M— 1 
Becker  Wm  E— 1 
Beers  S  P— £ 
Boggs  ft  Gutteridge^£  1  c 
Buchanan  W  S— f  Ic 
Burt  T  A— f  1  c 
Coffin  W  E— £Ic 
Cohen  S  N— £  1  c 
Ealey  Wm  E— £ 
Freeman  Gus  T— f 
Henderson  A  H — ^£ 
Henson  Prank — ^f 
lindsey  Ed— £ 
Undsey  Geo  W— £ 
McGehee  Johi^— f 
McLean  A  H— f  Ic 
MUler  J  W— £  1  c 
Morgan  M  W— f 
Naughton  Jas  L — £1 
Oldham  Jas  G — ^flc 
Oldham  A  P— f  Ic 
Parks  M  S— f 
Parker  G  R— f 
Russell  Emma— f 
Riley  Clarence — f 
Saffer  L  B— £ 
Sampson  E  W— < 
Webber  Geo  W—  f 
Yearsley  Emmett  A — t 

VANDALIA 

Brown  Geo  W— f 
Barms  Dick — £ 
Burtachi  J  C— flc 
Coleman  ft  Bolin — ^£  1 
Collins  Mrs  Lizzie  B — 

flc 
Dieckmann  G  A  A — £ 
Emmel  C  F— £ 
Gochenour  H  J  ft  N  C— f 
Guinn  F  M— £ 
Henry  WUl— £ 
Houston  C  F— f 
Meyer  Fred    c 
Myers  J  R— £ 
Prster  ft  Miller— £c 
Schenkcr  John   W— f 

VENICE 
Fechte  J  I^f  I  c 

VIRDEN 

Costley  D  W— f  c 
Cowen  H  H— £ 
Fish  George — ^1 
Murphy  Jas  H— £ 
Shriver  J  H— I  c 
Simons  fl  C— £  I  c 

VIRGINIA 

McDonald  Hy— £  1 
Needham  E— £     . . 
Robertson  F  M— £  1  c 
Robertson  J  T— £  1  e 
Robertson  V  E— £  1  c 
Taylor  R  C— £  1  c^  ^ 
Yaple  ft  Peteiisb-£  1 
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WARREN 

Clark  S  A— £ 
Paul  Miss  Mabel— f 
Ric^iardsott  J  W— f 
Schildhinuner  S  T— c 
Tear  Harry  C — ^f 
Wilcox  E  J— f 
Wolfe  A  D— £  1 

WARSAW 

Buckert  A  P— f 

Crawford  Clias  C— -1 

Ernst  Daniel— f 

Hunt  M  T— f  1  c 

Knoche  J  H— £ 

Emdcopf  F— £  c 

Raich  Mrs  Lonisa  A — ^£c 

Sack  M  A — I 

Van    Pappelendam   W   C 

Wallace  Chaa  E— f 
Wiitt  J  A  Jr— c 
Young  Chaa — £ 

WASHINGTON 

Garber   £— f 
DanninstoB  C  M — f  1  c 
Hdple  Frank  S—f 
Miller  I  W— f 
Rich  A  R— £ 
Rich  E  A— f  c 
Stinison  ft  Bun^— f 


WATERLOO 

Bollinger  A  0-£ 
Breamer  Hugo — 1 
De  Mint  Louia  S-^ 
Jamea  Bennett — £ 
Murphy  H— £ 
Pinkel  A  H— f  1  c 
Wolf  Henry  C— £ 
Ziebald  Geo  C— c 

WATSEKA 

Bailey  T  O— £  c 
Barber  Chas  E — £ 
Bcaaart  Emi}— 1 
Brennan  T  B— f  c 
Burdick  Bert— f 
Doan  WH— 1 
Evans  Joe— f 
Fanyo  Frank— f 
Gerdes  Geo— £ 
Hogle  W  H— f  1  c 


Ireland  Jas — £ 

ioncs  I  B — £ 
iayrand  Edw — £ 
Merrill  T  M— £  1 
Morgan  Jessie — i  c 
Parker  H  C— f  1  c 
Payson  C  H— f 
Potter  K— f  1  c 
Skiff  Wm— £  1  c 
Torey  Fred — f 
Veroni  A  P— 1 
Warren  H  A— £  1  c 

WAUKEGAN 

Beaubien  A — £ 
Biddlecome  M  P— £ 
Blumberg  Nathan — £ 
Conrad  A  F — £ 
Diver  Clarence — f 
Durst  &  Schwartx— £ 
Enstedt  S  J— £ 
Erskine  Fred  S— £  1  c 
Graves  F— £ 
Hanna  L  P— £ 
Heydecker  C— f 
Heydecker  E  J— £ 

iones  C  J— f 
4cht£eld  E  E— £  1 
Mark  &  Cady— £  1 
Mason   Roy — £ 
Murrey  Jas— f 
Orvis  E  V— £ 
Parker  W  C— £ 
Parmlee  Ben — £ 
Smith  Clarence  E — f 
Smith  W  B— £ 
Stahl  TJ—f 
Stripe  R  H— 1 
Swayer  J  S — £ 
Tompkins  Bert — f 
Tredtrail  James — f 
Weiss  Wm  F— £ 
Wefch  J  G— £ 
Whitney  &  Hoyt— £ 
Wiard  Willard— 1 
Worack  C  A— £  1 

WENONA 
Gallagher  M  A— f 
Gregg  D  H— £ 
Ho<^  G  O— £  c 

Sid  O  P— £  1 
dd  T  D— £ 
u£  Frank— £ 
Moulton  F  M— f 
Taggart  H  M— £ 


WEST  CHICAGO 

Bradley  C  H— £ 
Campbell  A— £ 
Dayton  G  A— £ 
Elliott  Edgar— £ 
Tones  B  T— £ 
Neltnor  Kirk  K— £  1  c 
Norris  C  E— £ 
Robertson  J  C — f 

WHEATON 

Allum  James — 1 
Binder  J  G  &  Co— £  c 
Darling  W  H— £ 
DoUingcr  C  A— £ 
nsher  H  A— £ 
Gary  W  E— £  1 
Guild  E  I^f  1  c 
Hageman   Geo   F — £ 
Johnson  W  H— f  1  c 
Nail  D— £ 
Spencer  A  Lr— £ 
Steck   A   P— £  1   c 
Steven  W  W— £ 
Taylor  M  B— £  1  c 
Tedrahn  Charles— £ 
Tomlinson  &  Son»— £  1 
Valette  W  F— £ 
Wheaton  &  Son  F  E— £ 

WHITEHALL 
Boehm   Robt   C — £  c 
Chapin  &  Bell— £ 
Ellis  A— £  1  c 
Greer  H    S— £  1 
Johnston    Miss    Georgia 

D— £ 
Pcarce  Ed  C— £  c 
Tunison  H  O — £ 
Winn    W   L— £ 
Winters  V  T— f 
Worcester  R  S — £ 

WILMETTE 
Allen  D  E— £ 
Barker  M  E  &  Co— £ 
Brethold  C  H— £ 
Cornell  M  E— 1 
Patch  E  P— c 
Forrister  Frank— f 
Knox  Tom — 1 
Peters  J  J— £ 

§|uinlan  &  Tipton — £ 
chae£er  P  J— £ 
Schroeder  Paul  ft  Co — f 
Shane  J  A— £ 


WILMINGTON 
Hadsall  A  S— £  c 
Keeley  Felix— £lc 
Keeley  H  P— £  1  c 
Ohlhues  Peter— £ 
Stewart  J  B— f 
Thompson  J — £ 
Watson  E  F— £ 

WINCHESTER 

Bagahaw  W  L— £  1  c 
Hoaan  G  W— £ 
Kelleffl  J  W— £  1  c 
McLaughlin  H  W— £  I 
Smith  A  C— £ 
Smith  D  T— £  1  e 
Smith  E  D— £ 

WINNEBAGO 

Adea  Geo  H— £ 
Myers  W  O— 1 

Tritle  W  F— £ 

WOODSTOCK 
Arnold  Emil— £  1  c 
Cowlin  Wm  H— f  c 
Dacy  Chas  F— £  c 
De  Wol£  Wm— 1 
Field  A  F— £  c 
Forman  Percy— flc 
Hamer  Theo— c 
Hoy  Fremont— £  1 
Hyde  J  R— f  c 
'luinlan  &  Murphy — £  c 
!uinlan  D  F — £  c 
Jchards  ft  Jewett — £  c 
Richards  ft  Still— f  1 
Silliman  Frank — £  1  c 
Tappan  Frank — f  1  c 
Wafte  E  H— £  1  c 
>^enke  John— £  1 
Young  L  J — £  1  c 

WYOMING 
Colgan  ft  Adams— £  1  c 
Cox  Harry  C — £  c 
EarhartjT  M— £  1  c 
King  J  Z—f 
Miller  Thomas— f  1 
Rakestraw  G  S — £  1  c 
Scott   Charles  F— £ 
Teeter  E  S— £ 
Teeter  R  J— f 


INDIANA 


State  Savings  &  Trust  Company 

GEO.  M.  COBB,  Manager  Insurance  Department 

Local  Agents  for: 

Ohio  Pannen  Inmranoe  Co.,  Le  Roy.  Ohio  BritUh  America  Aaeunuice  Co.,  Canada 

Faimeta  Fire  laannuice  Co^  York,  Pena.  Insurance  Company  of  the  State  of  Penn. 

Connty  Fire  Inmroaoe  Cflw^  Philadelphia  Northern  Insurance  Company  of  New  York 

London  ft  Lancashire  Fbe  Insnranoe  Co*  London  ft  Lancashire  Indemnity  Co. 

CoB—cdcnt  File  Inaafaace  Co.  Southern  Surety  Co.,  St  Louie,  Mo. 

and  Hartford  Steam  Boiler  Insurance  Company 

State  Agents  for: 

Globe  and  Rutteis  Fire  Intoranca  Co.,  New  York  Padflc  Fire  Insurance  Co.,  New  York 

Insurance  Underwriters  of  New  York 


Automobile  Department  for  Indiana 

loraraacc  CoapaBy  of  the  Stale  of  PeaotylTaiiia,  Philadelphia 

9  East  Market  Street,  INDIANAPOLIS,  IND. 
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ALBANY 

Ferguson  Elmer — f 
Jones   &   Neal — f  c 
Lockhart  A  W— f 
Stafford  Jaa  R — f 

ALBION 

Beane    Francis — f 
Budds  Arthur— f  1 
Grant  &   Foote— f 
Martin  J  J— f 
Moore  &  Thomas — f 
Rallehan   Tim— f 
Singleton  John — f 
Spangler  M  H— f 

ALEXANDRIA 

Day  Bros — £  c 
Etchison    &    Hupp— f  1  c 
Ellsworth   Edgar — 1 
Faundorfer  Sam — 1 
Hall  T  D— 1 
Hall  W  I— f  1  c 
Hamlin   Will— 1 
Hartman  John — f  1 
Hughes  W  I— f  c 
Mayer   Ernest — 1 
Merriken  W  S — f 
Wales  &  Moreland— {  1  c 

ANDERSON 

Aldridge  H  A— c 
Anderson  Trust  Co — f  I 

c 
Baker  E  L— 1 
Beeler  John  E — f 
Benson  H  L — 1 
Bilby  Elmer  W— 1 
Boyer  J  E — f  c 
Bronnenberg    Samuel — t 
Burr  L  J — c 
Busby  L  F— f 
Campbell  W  B— c 
Clark  R  B— f 
Cornelius  T   F  &   Son— 

f  c 
Dent  Chas  E — c 
Detamore  J  N— 1 
Dillman  Clara  A— 1 
Durbin  &  Myers  Co  Inc 

— f  c 
Farmers  Trust  Co — f  1  c 
Foland  W  E— f 
Forkner  John  L— c 
Garrison  Chas  R— I  c 
Guisinger   E  J— c 
Heritage  W   H— f   1 
Hester  T  J— 1 
Hinton  W  H— 1 
Hoppcs  D  C— 1 
Home  Loan  Co— f 
Jackley   A   J— 1 
Tarvis  Clem — c 
Keesler  Chas  R— c 
Kirst  Fred— 1 
Knowland  L  M— 1 
Koons  Wm — 1 
Lambert  Ira  D— f 
Langell  Louis  L — t  c 
Larmore  Jas  M— f 
Leak  W  L— 1 
Lced  J  T— 1 
LinvilJe  Elbert  S— f 
Lott  John  B — { 
Luse  &  Hardie — f  c 
Madison    Co    Trust  Co— f 
Martin  W  H— c 
Matthews  Frank— c 
May  James  J — f 
McLaughlin  P  F-f 
Morgan  Lucius— c 
Morfi^an  &  Perry — f 
Noms  J  A— 1 
Overman  Geo  W — f  c 
Parry  D  D— 1  c 
Reed  J  T— I 
Soth   J  M— f 
Shinkle  E^f 
Surbaugh  Wm  H— f  c 
Taylor  Wm— 1 


Teegarden  John  C— c 
Vestal  A   H— 1  c 
Vinnedge-McCulloch 

Agency — f  c 
Webb  &  Garrison— f  1 
Wemeke  Chas — ^1 
Whisner   S  B— 1 
WilUams  Frank  B— c 
Williamston  T  S— 1 
Young  E  E— I 

ANGOLA 

Elston  Wm— f 
Freeman   Clarence— f 
Gates  L— f 
Goodale    O— f 
Johnson  J— c 
ferk  Geo  W— f 
McQue  M— f 
Metzgar  &  Metzgar — f  c 
Morley  Harvey  W — f 
Morse  Sarah*— f  1 
Moss  C— f 
Seeley  Aden  L — 1 
Sheffer  W  K— f 
Smith   I^f 
Wambaugh — ^f  1 
Work  Byron — f 
Yotter— C   A— f 

ATTICA 

Blout  Morris— I  1  c 
Coen  Miss  Jessie— f 
Finney  Miss  Kate— f 
Green  A  P— f 

Hutson  &  Co— £  c 
Martin  L  G— £  1  c 
Mitchell   H   W— £  c 
Mullinnix  W  E— f  1  c 
MuUinnix  W   F— £ 
Reed  Will  B— f 
Williams  G  M— £ 

AUBURN 

Andress  Harry  J — 1 
Boland  M — £ 
Brown  C  M — ^£ 
Coe  G   W— 1 
Cospcr  I   M — I 
Dennison    C    P— £lc 
Frank  O  V— f 
Gatten  L  B— f  c 
Gramlins   R  A — 1 
Knapp  Chas  H — f 
Lingle  C   A — ^1 
Metcal£  J   W— £ 
Oberlin  Roy— 1 
Pomeroy  Jas  E — £  c 
Rainier  Chas  E — f  1  c 
Rainier  Joseph — £  c 
Rhodes  Willis^£ 
Rickle  W  D— £ 
Savings  Loan  &  Trust  Co 

— f  c 
Seller  F  P— £  c 
SeydeU  S  A— £ 
Shearer   F  R— £ 
Sidle  Chas— £ 
Smith  Chas  S— £ 
Snyder  H  C— c 
Sprott  T  H— £  c 
Weaver  H  D— £  1  c 
Weeks  T  C— £  c 

AURORA 

Bienkampen  Fred — £ 
Cobb  F  D— f  c 
Cobb  W  H— 1 
Davies  L  E— £ 
Dennerline  J  L — £ 
Kasscbaum  J  L — f 
Schuler  Jacob — £ 
Wood  Geo  W— £  1 
Wunderlick  Geo— £ 

BATESVILLE 

Beck  &  Johanning — £ 
Beck  Geo— £ 
Bloemer    August — £ 
Canfield  H  C— £  1  c 


Greeman  Wm — £ 
Johnson  Chas— £ 
Timmerman  &  Co — i 
Timmerman    &    Hillen- 
brand— f  1  c 
Walamann  H  C — f 
Wilkes  John— £ 
Wyckhoff  A  B— f  1 
Wjckhoff  &  McCallum— 

BEDFORD 

Alexander  W  £— £ 
Allen  Charles  H— £ 
Boyd  B  W— 1 
Burton  &  Moon— £ 
Citizens  Trust   Co — £c 
Guthrie  M  R— £  1  c 
Hatfield    F    D— £  1  c 
Reach    S    L— £    c 
Lowe  S  B— £  1 
McKinney  J  C — £  c 
Martin  H  D— f 
Mellen  Robert— f  c 
O'Brien  Mikfr-£  1 
Underwood  John   H — i 
Walls  &  Walls— £  c 
White  Roscoe— £ 
Weir  Henry— £ 

BLOOMFIELD 

Brown  W  T— f 
Bloomfield  Tust  Co— £ 
Cravens  Agency — £  1  c 
Donald  Andrew  J  O — £ 
EveUgh   R  E— f 
Faucett  Chas  W— £  1  c 
Letsinaer  H  W— £ 
Messick   Maud — f 
Slinkard  W  I^-£ 
Van  Buskirk  Thos^£ 
Wamick    Ted— £ 
Weaver  Geo  W— £ 

BLOOMINGTON 

Allen   T   H— £ 
Axtel  Harry— £ 
Baker  P  A— 1 
Beck  H  L— 1 
Beldon  A  H— £ 
Busch  A— 1 
Bushkirk  G  A  &  Son 

— £  1 
Buzzard  Elmer    f  c 
Citizens    Loan    &    Trust 

Co— £  1  c 
Cogshall   W   W— I 
Dolan  T  C— 1  c 
Dunn  &  Fee — £ 
Fields  Jess— 1  c 
Foster  John  T— f  c 
Fowler  John  P — £ 
Grant  H  U— £ 
Hobbs  E  M  C— f  Ic 
Hottle  W  E— £ 
Huntington    &    Thornton 

— £  Ic 
Lee  Harry  A— f 
Lee  R  A— £ 
Lowden   T   T — £ 
Lowden  W  Si — £  c 
Miller    Chas— £    1 
Orchard   H    D— £ 
Rogers  L  D— £  1  c 
Sare  &  Springer — f  1  c 
Simmons  Charles — 1 
Slocombe  C  V— £  I 
Springer  Chas  H — ^f  1  e 
Sudbury  B   V— 1 
Weaver  W  W— £  1  c 
Wilson  Fred— £  1 
Wilson  J   B— c 
Woodward  J  T — £  1  c 
Woolley  &  Bamhill— f  1  c 

BLUFFTON 

Bluffton    Ins    Agency — 

— £  1  c 
Buckner  Benj  F— f  1 
Dustman  &  Co — f  c 
Edris  H  M— f  c 


Effinger  Ferd — ^£ 
Hitchcock  &  Fetter»— £  c 
Markley  Howard— £  1 
Marklev  &  Camall-f  1  c 
Martz  L  L — 1  c 
Merriman   I  A — £ 
Snyder   G   D— 1 
Union    Saving    ft   Trait 

Co— £ 
Wilson  W  Ij~A 

BOONVILLE 

De  Forest  S  T— £ 
Gough  R  D— £ 
Hargrave  E  C— £  c 
Kaegd  Frank— f 
Lutx   Philii>— £ 
Moore  &  Co  R  D  0—1 1 
Richardson  John  F— £ 
Schurmeier  John— 4 
Taylor  C  N— £ 
Tibnan  T  P — £ 
White  Robt.  B— £ 
Wilson  Jas  R-£ 

BOSWELL 

Foster  C  S— £  c 
Foster  I — ^f 
McAdams  A  B — £  1  c 

BOURDON 

Binkley  H  M— £  1 
Dexter  &  Anderson— £  c 
Ettinger  G  D— f 

ieffries  L  Q— £ 
fatchett  Jas  H— £  c 
Meyers    E   E — f 
Minard  W  G— £ 
Neidig  C— £ 
Treesh  H  M— 1 
Treeah  J  M— £ 
Tyrell  &  Daughtei^— £  c 
Wood  Chas  A— £ 

BRAZIL 

Brazil  Trust  Co— £  1  c 
Carroll  J  L— c 
Casted  &  Casteel— £  c 
Critchlow   J    B— I 
Davis  Trust  Co — f  c 
Decker  M   E— £  c 
Doyle,  Wm— 1 
Finley,  Stigler  &  Co— £c 
Houck  Oscar — f  c 
McConnell  C  W— £ 
Pell  J  S— £  c 
Rot  E  H— 1 
Scnentz    Maurice— c 
Smith  Chas  W— 1 
Seiders  Wm — £ 
Tozer  R  V— c 
Turner,   Seiders   &   Ktdd 

— £  c 
West  Jacob  E— f  c 
WiUiams  Sam  W— c 

BREMEN 

Dausman  Geo  M — £  c 
Grise  John — ^1 
Hayes  &  Hayes— ^£ 
Hayes  S  J— I 
Legner  O  R— £  1  c 
Miller  H  H— £ 
Seller  &  Heriomsn    i 

B&OOKVILLE 

Balsler  H   E— c 
Geis  F-£ 
Geis  Wm-4 
Hubbard  Bir— f  c 
Hyde  G  W— f  1 
Lacy  WtQsrd-l 
McCaity  I  N-f 
McCarty  Wm— I 
Mnllin  Mr— f 
O'Bjme  G  F— f 
Sanneld    Qarence — £ 
Shawalter   E  W— £ 
West  J  F— £  c 
Wise  Kari— < 
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BROWNSTOWN 

Andrews   Wm — 1 
Daly  W  H— £  c 
Foater  F  C— f  c  • 
Gander   Geo   W— f   1  c 
Lucas  A   L — f  1  c 

BUTLER 

Boyle  Jeff— f 
Brink  F  A~f  c 
CampbeU  C  W— f  e 
Campbell  R  C— f  c 
Ritter  F  H — f 
TessH  K— c 
Webster    Mrs.    Alice    £ 
— £  1 

CAMBRIDGE  CITY 

Callairay  Geo — f  c 
Doney   W    H— f   c 
Markle  W  T— f  c 
Reese  J   T— 1 

CANNELTON 

Btuh  SteUa— f 
Dcnnjr  O  O — f 
Lincoln  £   S — f 
Minor  O  C— f 
Minor  &  Hirscb —  f 
Waldschmidt  Wm— f  c 

CHARLESTOWN 

Dodd  H  C— f  c 
Lewis  Clia»— f 
Long  T   M — f   c 
Morrow  J  W— f 
Whitlach  John— f 

CLARKSHILL 

Fanners  Bank— f 
Keslcr  &  Daugherty — f 
Ltntz  Will— c 
Mann  L  R — c 
Mote  W  S— « 
Northrup  Geo  B— f 

CLINTON 

Bonner  W  H— f  c 

Call  Harry— I 

CKnton   Tnist    Co— f 

Guinn  R  G — f 

Home   Loan    &    Building 

Co— f 
Lvda  Mark  W— f  c 
McDonall  T  L— f  e 
Miller  ft  Pike-^ 
Nebeker  M   £— f 
Pentcrath  R  M — f 
Robb  J  W  ft  Son— f  c 
Satterlee  W  A— £ 
Wilterwood    J    A— f 

COLUMBIA  CITY 

BaUey  L  T— £ 
Bloom  B  J— f 
Erdman  August — 1 
Farmers    Loan    &    Trask 

Co— £  c 
Gates  Tokn — f 
Halderbaum  C — 1 
Heller  F  J— £ 
Howard  R  J— £  1 

Johnston  A  M — ^1 
kenner    F   B— £ 
McLalten  Bros— f 
Meiser  L  M— £ 
Provident  Trust  Co — f  o 
Raber  Abstract    Co— £ 
Rhoads  G  W— 1 
Shrirer  Geo — £ 

COLUMBUS 

Colnmbos    Abstract    Co 

— f 
Cnster   C  E— c 
Dehmer    Henry— £ 
Federal   Underwriters — 

fie 
Hickey  John  M— £ 


Hunter  J  D— f 
Jewell  M  V— £ 
Kinney  ft   Kinney — f  c 
Laughlin  J  C — f 
Mahoney  John — ^f 
Reap   Anna — f 
Reynolds  E  B— 1 
Reynolds    Irwin — £    1 
Setser  Chas  M— f  1  c 
Shedron  A  F— £  c 
Truitt  Harry  S — i 
Whitehom  Emmer — f  1  c 

CONNERSVILLE 

Barrows  A  E  ft  Co— -£  c 
Broaddus  L   L — £   1 
Carver  Charles — £  c 
Clifford   ft    Mathewson— 

f  c 
aif  ton  Jas  A— £  c 
Fearis  J  H— £  c 
Frank  William— £ 
Frost  H  L— f 

Johnston  E  G — £  c 
fcKinnan  S  O— £ 
Merker  H— 1 
Vance  Charles — £ 

COVINGTON 

De  Haven  Alvah — £  c 
Dicken   I  H— f 
Fountain  Trust  Co— £  1  c 
Harlow  ft  Little— £  1  c 
Heath  E  W— 1  c 
Masscy  ft  Sons  W  R— f  c 
Schwin  Geo  P— £ 
Schwin  J  B — f 

CRAWFORDSVILLE 

Brewer  E  M— f 

Brothers  J  J— 1 

aark  C— 1 

Clements  A  S — £  c 

Crawfordsville    Investm't 
Co-f  c 

Crawfordsville  Trust  Co— 
f  c 

Farmer  &  Merchants 
Trust  Co— £  1  c 

Freeman,    Fuell   ft   Jack- 
man — {  c 

Fullenwider  C  E— f  c 

Fullcnwider  J  N— f  c 

Griffith  W  D— f  c 

Joel  Jacob^f 

Kdly  J  S— I  c 

Krout  R  K — £  c 

Peyton  G  W— 1 

Roth  E — 1 

Stafford  O  W— f  c 

Sutton  E  J— £  c 

Swank  W  A— f  c 

Symms  Sam  D — £  c 

Thomas  C  L— f 

Vancleavc  H  D— £ 

Warbritton    J    F    ft    Son 
— f  c 

Wingert  Bailey — £ 

CROWN  POINT 

Anderson  R  G — f 
Bielefeld  R  G— £  c 
Cole  E  R— c 
Farley  F  E— f 
Fisher  John  C— 1 
Gerlach  A  J— 1 
Kimball  Wm— £ 
Knight  Lawrence — f  I 
Kramer  Tohn  P — f 
Liesus   Fred — £ 
Meyers  J  B — f   ' 
Rockwell    ft    Bixeman — f 
Ruf  Fred  A— £ 
Sherman  George — ^£ 
Trotter  John  W— £ 

DANVILLE 

Bamett  L  A— £ 
Blessing  Edgar  M — £  c 


Danville  Trust  Co— £ 
Downard  ft  Taylor — £  1  c 
Easley  Geo  E — £ 
Goff   William   J— £ 
Gullcy  O  E— f 
Hume  ft  Gaston— £ 
Osbom  W  C— f 
Pattison   Geo  T — f  c 
Sears  Virgil  R— £ 
Sherman  Christie— £ 

DECATUR 

Adams  E  B— £ 
Campbell   Bros— £ 
Decatur    Underwriting 

Co— £ 
Frenchte  ft  Littcrer — f 
Gallogby    ft    Johnson — 

— f  c 
Graham  Ins   Agcy — f  c 
Helem  C  I^f 
Hooper  ft  Lenhart — £ 
Meyers  W  J— f 
Peterson  J    S — £  1  c 
Smith  D  E— f 
Starhouse  John — £ 
Stultz  J  D— 1 
Sutton  Jesse — £ 
Wclfley  Andrew— £ 
Yager  C  W— 1 

DELPHI 
Arnold  Talmar  R — £ 
Bradsbaw  W  H— f 
Cartright  J  H— f 
Eldrid^e   Bert— f    1 
Huntstnger  Allen — f  1  c 
PifBey  W  H— f  1  c 
Roach  &   Roach — £ 
Waddle  James  B — ^1 
Wcidner  James — f  I  c 

DUNKIRK 

Elabarger    A — 1 
Gill  Dr  C  C— c 
Halligan  P  H— 1 
Higman   C   M — f 
McDaniel  H  W— 1 
May  F  H— £  c 
Nunn  James  E — f  c 
Shafer   Isaac    M — f 
Smalley  C  W  ft  Co— f  c 
Smith  A  B— f 
Sutton    Richard  J — f  c 
TTiomburg    &    Pratt— f 
Whitaker   Geo   T— f  c 

EAST  CHICAGO 

Davis  Miss  Mary  A— f 
De  Briae  Edw  ft  Son— 

£  c 
Duensing   &  Warner — f 
Dunsing  Jos  W — i 
Evans  F  L — £ 
Friedman  Jacob   E — £  c 
Fuzy  Wm  A— f  I  c 
Herod  Jos  M— f 
Howicki  John  C— f 
Kennedv  J  D— c 
Krupa  &  Kubal — £  c 
Kula  S  ft  Son— £ 
Lewis  Geo  W — £  c 
Macarietz  Geo — c 
Mc  Carter  Jas— c 
McCoy  H  L— f 
McCoy  Jas — f 
Nowicki  John  C — f 
Ottenheimer  Abe — c 
Roe   Willis   E— f 
Smith  C  C— £  1  c 

EDINBURG 

Allison    H   C— f 
Bruce   Helen — f 
Campbell  A  U— 1 
Combs    Claude — I 
Harlow  E  S— 1 
Irwin  J  E— c 
McCargar   Warren — 1 
Mayfield  J  W— £  c 


Mitchell  H  H— f 
Patrick   Ed  E-f  1 
Porter    R    G— £    c 
Pruitt  W  M— £  1 
Roth  C  A— c 
Walt*  I  J— f  c 

ELKHART 

Anderson    Emit— £   1 
Baumgardner  Chas  £—1 
Best  Geo  W— £ 
Brunig  W   C— c 
Campbell  E  A— £ 
Carpenter  ft  Zook — £ 
Chamberlain  Livy — £  c 
Church  Ira — £  c 
Citizens  Trust  Co— f  c 
Colley  J  W— £ 
Conley  O  M— f 
Dalton  Wm  D— f 
Darling  Mrs  E  D— £ 
Deal  Otto— f 
Dennert  Louis  A — f  c 
Depew,   B    A — c 
Dryer   R   P— 1 
Elkhart   County  Abstract 

Co— f  c 
Elwood   W  M— f 
Endcrs— W    S— £ 
Felthouse  Aaron — f 
Fleming  George — £ 
Frank  Charles  E— f 
Fritz  E  N— 1 
Haynes  Worthy — £  I        » 
Hile  W  B— £ 
Hosack  S  G— £  1 
Hughes  ft  Arnold — f  c 
Indiana  Realty  Co— f 
Jackson  C  E — f 
Keis  Jos— f 
Kcsler  A  R— f 
Lamb  Abstract   Co— f  c 
Lee  C  A— f 
Machan  Agency— f  1  c 
Manning  Geo  J — f 
Markel  O  H— f 
Martin    Jacob    E — f 
Meernaw    Clara — f 
O'Brien  W  L— f 
Olinghouse  D  S — f 
Proctor  R  J — f  c. 
Rahn   Fred— f 
Raymer  Clyde — £ 
Sawyer  Glenn — f 
Seiler  Cyrus — f 
Si^erfoos  Wm  J— f 
Skinner  Mr — £ 
Smith  A   M— £ 
Staudt  Peter  J— 1 
Stevenson  A  H — f  c 
Stickler  Andrew  G— f  1 
Sykes  Walter  A— f     1 
Teed  Chas  E— f 
Wider  Wm  E— f  1  c 
Wood  J  D— f 
Ziegler  E  B— f 

ELWOOD 

Aurelius   Sam — c 
Bamett  J  W— f 
Broadbent  R  F— £  c 
Carson  H  N— f 
ayde  John    S— f 
De  Hority  E  C— f 
De  Hority  F  E— f  1  c 
Elliott  Jas  R— c 
Field  J  G— f  c 
Fondersmith  W  H— f  1  c 
Fomsbell  F  B— 1 
Goldsmith  W  R— f  1  c 
Griffin  Jas   W— 1 
Gross    R    L— 1 
Harris  D— 1 
Hieatt  E  D— f  1 
Hieatt   0—1 
Hinklc    Perry— 1 
Iseminger  John  M— < 
Legg  A   H — c 
Pentecost  L  D — 1 
Reese  John  T — £ 
Steele  H  E— 1 
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IND.— Elwood,  Con. 

Shaw   O    O— 1 
Shoemaker  M  £ — 1  c 
Smith  W  N— 1 
WUlkie  &   Wiilkie— c 
Wilson  Geo  F— 1 
Zerface  M   F— f 
Zerface  W  G— f  c 

EVANSVILLE 

Adair  T  J— £  c 
Adler  Hiram  J—f  1 
Ahlering  G  F— 1  c 
AUcn  J  W— 1 
American   Trust   &    Say- 
ings Bank — f  1  c 
AshSy  H— c 
Ayres   W   L — c 
BaUou  A  P— 1 
BcU  R  P— 1 
Bennett  Hutchinson  & 

Co— f  1  c 
Qark  H  T— 1  c 
Cook  S  W  &  C  A— f 
Cooper,    Elder    &    Co^f 
Crescent    Fire  Ins   Agcy 

— f  c 
Curnick  Geo  I/— f 
Dc  Kress   Paul— 1  c 
Ferguson  J   R — f  c 
Ferguson  W  O — 1 
Gearing   P   G— f   c 
Greene  &  Greene — £  1  c 
Huber  Eli  G— f 
Mercantile  Trust  &  Say- 
ings Bank — f  c 
Meyers  Alex   M— 1 
Miller   A  Lane— £  1 
Moss  Wm — f  1  c 
Muenstermann,    Huber 
Ins  &  Realty  Co— £ 
Pittman  Tames  0—1 
Rea  J  O— f  c 
Richardt    Ins   Agency — 

— £  1  c 
Rose   Henry   L — ^f  c 
Rose  Qinton  F  &   Co— 

£  c 
Rudd  Chas  6 — £ 
Stocks   Harvey   G— £  c 
Vickery-Odell  Co— f  1  c 
Weil  A  M  &  Bros  Co— 

£  1  c 
West    Side    Insurance   & 

Real  Estate  Co— £  c 
Williams  E  M— I 
Young  J   B — £ 

FAIRMOUNT 

Baker  0  C— £  c 
Briles    Jacob— £    1    c 
Hahnes  W  D— 1 
Haisley  S  E— 1  c 

Henderson  J   C 1 

Howard    W    E— 1    c 
Kimes   L  H — 1 
Life  J  F— f  c 
Long  A  R — £ 
Long  J   C— 1 
Nelson   M   H— 1 
Overman  C   D — {  1 
Parker  C  T— f 
Scott  O  R — f 
Small  C  R— 1 

FORT  WAYNE 
Ashley  Geo  L  &  Son — £ 

1  c 
Ault  D  F— c 
Bauer  K  J  &  Co— £  c 
Beahler  John  E— £   1  c 
Blitz   M  J— £  1  c 
Boerger   Ins   Agcy — £   c 
Citizens  Trust  Co— £  c 
Conway  James  F — 1 
Cook  Walter— 1 
Cooper  Wm   P— 1 
Crane  E  A — 1 
Doud   &   Ellis— £  c 
Douglass  Wm  V— £ 
Federal   Securities  &  In* 

vestment  Co— £ 


Federspiel  Frank  J — f  c 
Fisher  D  C— f  1  c 
Fitch  C  B— £  1  c 
Fitch    M    W   &   Sons— f 

1  c 
France  T   E  K— £ 
Frapke  Julian  F— f  1 
Fuelber  &  Wilt-^ 
Graham  James  E — £  c 
Hall  A  F— I 

Harding  &  Lahmeyer — £  c 
Hart  Wm  P— 1 
Hartman  Jacob^£  1  c 
Hetrick  &  Moses — f  c 
Hutchins      Birney      M — 

f  1   6 
Ingham  W  H— 1 
Kerby  T  F— I 
King  S  K— 1  c 
Klinkenberg    Ottd    G — 1 
Klomp  &  Bieber — £ 
Kramer  Robert  F — £  1  c 
Lambert  Fred— f 
Leedy  Wm  M— £  1  c 
Lennart  &  Ortlieb — £  c 
List   &    Boland— f   c 
Lumbard  S  C  &  Co — £  c 
McKee  G  W— £  c 
Markey  A  T — £  c 
Motz  Geo  &  Sons— f 
Neireiter-fjumpper — f    c 
Nolan  Charles  D — £  1  c 
Peoples  Trust  &  Savings 

Co— £ 
Pequignot  H  C— f 
Preble  C  M— f  c 
Ransom  Lyman   H — c 
Raybum  W  0—1 
Rhoades   D  W— £  c 
Rose    Erwin    H — f   c 
Scherer  H  P— £ 
Schrader  &  Wilson— £  1  c 
Schuler  C  W— £ 
Shorey  I  H — f  c 
Squires   Qarence  P— 1 
Stout  David  C— f  1  c 
Till   J    E— f   1    c 
Tremple  J  Jos— £  c 
Tri-State  Loan  &    Trust 

Co — £  c 
Ungemach  E  C — f  1  c 
Vorndran   K — f 
Walsh  &  Co— £  I  c 
Walsh  M  V— £ 
Weber  C  J—f  1  c 
Willson   Qinton   R— flc 

FOWLER 

Chancellor  Joseph   D — £ 
Dinwiddle  Lee — f 
Hall  E  G— f 
Lupton  A  I — f  c 
Parker  P  B — f  c 
Piper  Otis— f 
Saunderson    &    Hawkins 

-f 
Snyder  Chas  M — ^f  c 
Swan  Robert  A — f  c 

FRANKFORT 

Barnes  Geo — ^1  c 
Beaver  E  C— f  c 
Bennett  Glen — 1 
Bird  George — c 
Burget  E  0—1 
Colcord  T  A — ^f  c 
Fisher  Mont  B — £ 
Frazier  Jesse — 1 
Graves  C  E— £  1 
Hodge  E  D— I 
Merriman    F    Paul — £   1 
Morris  W  A— f 
Neher  J   M— c 
Parson  Aaron — f 
Staley  E  H— £ 
Strong   Birt— £    c 
Thompson    A   J — ^f 
Van  Nuys  R  G—  1 
Whitaker  E  H— £  c 
Youndt  &  Lane — ^f 
Young    George    L — £    c 


FRANKLIN 

Byfield    Ray— 1 
Bvfield  R  C— £  c 
Cfemmer  Geo — i 
Farmers  Trust  Co — £  1  c 
Fix  C  E— 1 
Gilmore  James — t 
Henderson  O  W— 1 
Hoffman  H  C— f 
Overstreet  C  A— 1 
Owens  John   R — £ 
Sellers  Martin — t 
Shuck  O  J—f 
Story  J  M— f 
Union  Trust  Co — f  1  c 
Warner  John  C— f  1  c 
Wilson    &   Henderson — £ 

I  c 
Zeppenfeld  L — 1 

GARRETT 

Abd  Chas — £ 
Beehler  D  C— £ 
Franks  Will— f 
Garrett  Savings,  Loan  & 

Trusft  Co— f 
Gengler  Peter  A— £  1  c 
McHugh  EUa— f 
McKennan  E  M — ^f 
Mager  Jno  B  &  Son— f 
Mounts  &  Brinkerhoff— f 
Sharpless  W  W— f 
Spencer  G  B— ^ 
Stoehr  T  T-f 
Wert  H  E— f 


{ 


GAS  CITY 

Feltes  Charles  F— f 
oy  Will  C— f 
Linn  John  F — f  c 

Ward  J  E— f 

GOODLAND 

Babcock  A  D — f  c 
Baer  J  W— > 
Brook   H  J— f 
Burgess    C    E— f 
Field  L  A— c 
Gravel  Al  F— f 
Hameton  J  T— f  1 
Hopkins  Harry  R — f  1 
Humston   Charles — f 
Tones  Dr  Frank  C— f  c 
iCilgorc  Mort — f  c 
McCurry  A  T— f 
Oswald  J  W— f  c 
Shepard   Ray  M— f  1 
Wood  O  H— c 

GOSHEN 

Babcock  A  D— £  c 
Balyeat  J  W— £ 
Bechtel    David    D— £ 
Bowser  Geo  E — 1 
Brooks  Leonard  J — £  c 
Burris  Llovd — £ 
Charnley  Wm — f  c 
Cohen    Sarah    B— £  1   c 
Charnley  Lula  M— f 
Dausman  E  A — ^f 
Davis  E  O— £ 
Davis  Thomas — ^£ 
Deahl  Anthony — f 
Deahl  Ray— c 
Dodge  I  0—1 
Ferrall  Geo  W— f 
Foulks  Chas  W— £  c 
Fribley    Chas   P— £   I   c 
Galentine  M  M— £ 
Gill  Charles— £  1 
Hawks   F  E  C— f 
Harper    Geo    R — f   c 
Hess  E  W— f  c 
Hoffman  F  B— 1 
Howenstein    Fred — 1 
Kidder  L  H— f 
Mehl  &  Mehl— f 
Menauffh   A   S — f 
Mick   J—f 
Mummert    E    E— £   c 


Noble  Louis  B— f  1 
Ransberg  Joseph — f 
Richardson  G  M — c 
Schafer  B  G — f 
Sherwin    Dal— f 
Simmons  Orville — ^f  c 
Troycr  D  J—f 
Vernon  H   E— f 
Watts   Orrin— f 
Weaver  Albert— i 
Whippy  L  Burr— f 
Winterhoff    Hugo — f 
Wood  John  A— f 
Yoder  J  S— f 
Zook  A  S — ^f 

GREEN  CASTLE 

Bartley  itupert — ^1 
Boyle  Geo  R— 1 
Central    Trust   06— f  c 
Cooper  Chas  E— 1 
Cooper   T   W— f 
Cooper  Walter  L— £  c 
Crawley  Theo— f 
Dowling  John  S— I 
Durham  Andrew  E-^  c 
Evans  T  £— f 
Gillen  C  C— c 
Hurst  C  C— f  c 
Hurst  &  Lande*-^  e 
Janison    Wm   F — f  c 
Ledbctter  W   P— I  c 
Lucas  Fred — f  c 
Lucas  &  Kelley— f  1 


McD   Hays  Jam 
Manuel  A  H— f 
Maxwell  Harry  P— 1  c 
Nelson  James  B—^f 
Peck  Isaac  S — f 
Sears  John  W  O— 1 
Shafer  R  W— f  1 
Talbot  Mrs  Jessie— f 
Vestal  &  Peck— f 
WUson  Geo  M— c 
Wright  L  G— 1 

GREENFIELD 

Barr  Chas — ^f 
Boone  Frank  S — 1 
Botuford   W  B— f  c 
Bufkin  Samuel — 1 
Cooper  D  B  &  Son— f  1  c 
Corcoran  John — ^f  c 
Crider  Chas  A — f 
Ferguson  J  A — £ 
Gant   E  E— f 
Garriott  W  J— f  1  c 
Hinchman   T  R — £ 
Hufford  j  M— 1  c 
Hughes  Wm  A— f  1  c 
Leaman  W  L-^c 
Morrison   C  W — f 
Mullendore   Grant — f 
Myers  Ora — c 
Reeves  John  H — f 
Roberts  John  W— 1 
Rock   Carl   S— f  c 
Smith  V  A— f 
Steele  Albert  N— £  c 
TindeU  Geo  T— f 
Tulley  E  O— f  ! 
Van  Deman  F  E— £ 
Walker  J   R— f 
Williamson  A  H— 1  c 
Wilson   M  Lr— 1 
Wood  Bros— f  c 

GREENSBURGH 

Bentlcy  Wm  G— 1 
Bostic  Watson— f 
Bridges   Chas— 1 
Doles  E  E— f 
Downey  Wm  L<— I 
Emmert  Harry — £ 
Erdmann   Fkred— 1 
GUchrist  W   F— f 
Habig  Anthony— 1 
Hirsdifeld  A   E— £ 
Hite  Ednr   E— f  c 
Howard  IC  F— f  le 
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Jcnldiis  M 
Kcstmg  Ed— f  1  c 
Loper  Amo*— 1 
Lowe  Mrs  C  C— f  1  c 
Mansfield  Wm— f  1 
Miller  &  Ryan—f  c 
Morgan  Bert— f  c 
Murphy  A — ^1  c 
Parker  J  H— f 
fiasldn  E  A — t  e 
Shields  Ed— f  c 
Shively   Walter— 1 
Thomas  M — f  1  c 
Zollar  ChM  Jr— 4  1  e 

HAGERSTOWN 

Daris  L  B— c 
Hiatt  H  C— 1 
Mason  Ed— <c 
Stonecipher  J   H— -f 
Hetor  &  liason — f  c 

HAMMOND 

American    Tnsst   &    Sar- 

ings  Bank — f  c 
HaoiDond  S  &  Trust  Co 
Hammond  W  H — f  e 
Jphason  E  F— 1 
Krosl  J  F— f 
Lake  Co  SaT  Trust  Co— 

f  c 
Upinski  P  B-^  c 
Mashitto  W  F— f 

HARTFORD  aXY 

Boaham  J  M— f  1  e 
Dangherty   Frank— 1 
Fleming  C  O— f 
Hubbard  &  Miller— f  1  c 
Marsh  R  C— f 
Rhoades  J  H— f  1  c 
Rife  Geo  W— f 
Spence  W  H-^ 
Trant  J  T— 1 
Underhin   Jas   O— f    1   c 
Van   Cleve    &    Guseman 
— f  c 


HUNTINGBURG 

Beeler  Alvin   P— f  c 
Eulmstein  Alvin — f  c 
Ficken  N— f  1  c 
Gray  A  Lr— c 
Johnson  E   C — ^f 
Kelley  J  A— 1 
KiUan  Louis  H— f     1  c 
Krekte  John  H— f  1  c 
Remepohler    Daniel — f   c 
Schwartx  Chas  W — f 
Whelan  Jas   C— 1 
Williams  F  P— 1 

HUNTINGDON 

AUen-Potts    Realty    C<>— 

f  1  c 
Altman  J  C— f  c 
Balingef   A    L— i    c 
Brayton  H  F— 1 
Bnuiyan  W   E— c 
Bucher   &   Heaston— flc 
Cline  &  aine — c 
Crandall  A  A— f 
Finn  M  J— 1 
Grass  F  C— 1 
Hitc  C  A—! 
Hite— C  E— S 
Kaylor  Mflo— f  1  c 
Keef  er  E  E— 1 
Keller  O  D— 1 
Kebey  E  E— f 
Koch  W  E— f  c 
Lambert  S — f  1  c 
Lieber  Geo  A— f  1  c 
Mitchell  Robert  G— ^  c 
Moflfett  &  Moffctt— f 
Moore  M  W— f  1  c 
Moore  Warner  M— f  c 


Price     A     Rosebrougli«- 

f  1  e 
Rittgers  H  E— f 
Saal  J  H— f  1  c 
Schwarta    ft   Kiracofe— 

— £  1  c 
Snider   C  W— f 
Weese  H  G— f 

INDIANAPOLIS 

^bbett  Ralph  W— c 
Aetna  Trust  &   Savings 

Co— £  c 
American  Mtge  Guar  Co 

— £ 
Bailey  &  Bailey — f 
Bamett  J  T— f 
Bamitt  J    L— £ 
Barton  W  E— £  c 
Brendon  &  Jameson — i 
Brewer  Geo  E^-£ 
Brewster  G  S— 1 
Bromert  J  M— c 
Browne  W  R— 1 
Buennaifel  J — £ 
Builders  Real  Estate  Co 

— £ 
Burkart  E— c 
Calvclage  L  B— £ 
Carter  A  B  ft  Co— £ 
Christian  W— 1 
Clark  E  V— c 
Clark  F  S  &  Co— f  c 

George  M.  Cobby 
Manager,  Ineurance 
Department,  State 
Savings  &  Trust  Co. 


Lovett  T    R— £ 
McCullough  J  G— £  c 
McGilliard  &  Mun£ord— £ 
Maine  W  P— £  c 
Meyer  A  J  ft  Co— £  c 
Meyer  Harry — £ 
Miesse  Hany— c 
Milb  ft  Pinkus— 1 
Moore  G  H  ft  Co— £  c 
Moriey   Al£red— 1 
Neal  W  E— 1 
O'CaUaghan    T   J— c 
Pangbom  G  w — £  c 
Pray  Agency — £  c 
Price  Bros  Co— £ 
Ralston   B  M— £  c 
Ramsdell  Guy  A— 1 
Rassmann  £  C — i 

REHM  ft  OLIN 

tueeasMrt  to 

Rehm  &  Van  Deinte 
INSURANCE 

AITNA  ■UltDINQ 


Concordia  Ins  Agcy — £c 
Connor  ft   Kaset^— £ 
Courtright   W    A— 1 
Coulter  D   A— f 
Craw£ord  E   C— £  c 
Cruse   J    S    Realty   Co— 

£  c 
Denny  Agency — £ 
Diddel  ft   Sons  A  J— I 
Dixon  J  C — c 
Doeppers  Fred — f 
Edwards  ft  Edwards — i 
Edwards    ft    Osbom — ^1 
Fanners  Trust  Co— £  c 
Ferrell  C  E— 1 
Fidelity  Trust  Co— £  c 
Fieber   ft  Reilly— £ 
Fletcher  Savings  ft  Trust 

— £  c 
Flickingcr  E  E— 1 
Foslom  E  F— 1 
Foster  &  Meesick — c 
Flynn  ft   Hackleman — ^l 
Gibbons  W  J— 1 
GUI  M  F  Agency— £ 
Gill-Bruennagel    Co — £ 
GrcKory  ft  Appel — £  c 
Hackathorn    D— 1 
Hall   ft  HUl— f  c 
Harness    ft   Hurt — £ 
Hartman    ft    Cahalanc — f 
Havclick  P  A— £ 
Heaton    E  M — c 
Holloway  Chas  E  ft  Son 

— £ 
Home  Ins  Agency— f  c 
Home  Protection  Service 

— £  c 
Home   W  L— 1 
Horton  L  P— c 
Hubbard  W  H— £ 
Indiana  Trust  Co— £  c 
Jennings  Bros — f  c 
Jones  Frank  L — 1 
Katterhenn;  E  E — £ 
Keene  ft  Simpson — ^1 
King  J   R— 1 
Kissel  W  F-c 
Lawrie  P  B — c 
Lauck  John — f 
Lawrence  Agency — f  c 
Linhurst  Realty  Co— £ 


Richie  I  N  ft  Son— £  c 
Ridgeway  R  A — 1 
Roberts  John  W  ft  Co— £ 
Russell   G   W— £ 
Sayles  C  F  ft  Co— f  c 
Sawyer  F  K— £ 
Schmid    ft    Smith— f 
Schmidt  Lorenz  ft  Son — £ 
Scoonover  E  J— < 
Security  Trust  Co — fc 
Seidenstkker   O   ft   Co— 

£  c 
Shellhouse  Frank — £ 
Sherer  F  D— 1 
Shields  Jesse  I^-l 
Shimer  J    T  Agency— £ 
Shirley  J  A— £ 
Simmons  L  E — ^1 
Simpson  P  W— f  1 
Spann  J   S   ft  Co  Ino— 

£  c 
Spinel   Geo   M — 1 
Springer  ft  Gibson — 1 
Stofford  Wm  H— f  c 
State   Savings  ft   Trust 

Co— f  c 
Stein  Theo  Jr— f 
Throckmorton  H  N — c 
Todd   N— £ 

Trotter  ft  Henry  Co — £ 
Uhl  ft  Yoke— £  c 
Union  Trust  Co— f  c 
Valdenaire  ft   Ingle — f 
Van  Arsdel  W  C— £  c 
Van   Deinse  A  J — £ 
Welch   John  R— £ 
Wells   A    H— 1 
West  Side  Trust  Co— £ 
Western  Ins  Agcy — f  c 
Willard  A  L— c 
Wilson   Geo  R— 1 
Wood  E  T— f  c 
Woodsman  H  H  ft  Co— 

£  c 
Young  E   H— 1 
Zener  ft  Stone — £  c 

JASPER 

Betz  Frank  L — f  1  c 
Cramelspacher   Gus — £  c 
Dougherty  T   K— f  1  c 
Gossman   Wm — 1 
Koch  Henry — £  1  c 
Schneider  F  L— f  1  c 
Wilson  W  A— f  1  c 

JEFFERSONVILLE 

Allison  W  B— c 
Anderson  Chas   M — 1 
Citizens  Trust  Co — £  c 


Davis   Frank — ^1 
Fox  W  T— £ 
Frank  Elmer  M— c 
Heaton  H  £— c 
Lindley  T  J— f 
McClure  Chas — 1 
Ogden  Wm   B— 1 
PFau  A  C— £ 
Reeder  L  N— £ 
Scheer  L  F— 1  c 
Snyder  John  R— £ 
Stradl^  Thos  H— f 
Todd  H   V— f 
Voigt  J  F— £  1  c 
WaHcner  ft  O'Neil— £ 

KENDALLVILLE 

Bigbee   Chas— 1 
Bluhm  Fred  L— f  1 
Boyer  A  M — ^£ 
Bodenho£er  F  L — £ 
Brouse  U  C— f 
Fields  F  E— £ 
Finley   C  I/— 1 
Goke  F  G— £ 
Jones  J  A — f  1  c 
Kendallville    Trust    Co— 

£  c 
Ktecr  H  L— £  c 
Michaclis  O  E  J— f  c 
P£aff  U  S— £  1 
Shapland  W  B— f   1  c 
Smith  W  A— 1 
Wilson  D  C— f  c 


KENTLAND 

Bush  Ada — f   c 
Cummings  R  R — £ 
Cunningham  T  B — f  c 
Darroch  Wm — f  c 
Davis  John  G — ^l 
Hess  Keugen — f  1  c 
Higgins   John — £ 
Lowe   Charles — 1 
Mock  James — f 
Russell  J  Henry — f  c 
Sammons  H  L— f  c 

KNIGHTSTOWN 

Baxter  C  F— £ 
Bel   ft   Stage— f 
Call  Ed— 1 
Edwards    Frank — 1 
Garritson  W  S— £  c 
Gouriey   W  C— f 
Harrison  R — f   1 
Jordan  W   H— f 
McGraw  E   G— f 
Morgan  ft  Wallace — f 
NcwDy  &  Ncwby — f   c 
Rcddick  M  S— f 
Swaim   C  R— £ 
\andenbark  P   X— f 
Wagoner  N  W— f  c 
Welborn  Chas — f 
Wilkinson   T    B— f 
Wooten  L  R— 1 
Yordan   J^ 
Zion  W  R— £  1 

KNOX 

Fletcher  James  C — f 
Fuller  C  M— c 
Hays  Harry  J — f  1 
Johnson   Ins  Agcy  Inc- 

Koffel  H   R— £  c 
Kratii    ohn — f    c 
Lundin    Brothers — £  c 
McCormick  J   N — £ 
Newtson   Bros — f 
Nichols  O  W— f  c 
Peters  R  D— f 
Peters  W   S— 1 
Rogers  H   C— f 
Schrock   M   E— £  c 
Short  G  F— f  1 
Swartzell  A  W— f 
^  Taylor   E  H— £ 
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KOKOMO 

Anderson  E  R — f 
Duke  Bros  &  Co — f  1  c 
Finch   W   O— f 
Garrison  A  L— f 
Gerhart    Bros — f 
Haughbaugh   John — f 
Hockett  Ed— f 
Hunt  A  H— 1 

Say  &  George — f 
oyce  J    B — f 
oycc  Thomas — 1 
ICokomo  Trust  Co— f  c 
Laughlin    Wm — 1 
Merrell    Edward — f 
Murphy   D  E— 1 
O'Neal  Nora— f 
Orr,  Smith  &  Ward— f 
Piirsons  &  Orem — f 
Russell  E  E— f 
Schawrtz  Bros — f 
Smith     C— f 
Smith   N   B— f 
Springer  Denny — £ 
Strausc   H    T— f 
Terrell   David— 1 
Vailc  J  E— f 
Vrooman  H  W— 1 
Wirick  E   H— f 

LAGODA 

Davis  F  E— 1 
Long  Wm — f 
Oliver  J  J— 1  c 
Overman  B  F — f 
ShakeKord   Bros— f   e 
Shirey  M  D— c 
Stanley  J  M— f  c 

LAFAYETTE 

Baxter  Chas — c 
Brockenbrough    Agency 

— f  1  c 
Bryan  L  M — f 
Em  sing  Bros— f 
Farrington   &  Lunkaem- 

per — ^f  c 
Flynn  D  H  &  Co— f  1  e 
Godman  John  E  Agcy— f 
Goris  J  C— f 
Hilliard   Jesse  A— 1 
Isgregg   H — 1 
Jamison   C — f  1 
Jones  Glenn  C — f 
Kcssncr   Bros — f 
King   Geo  B— 1 
Lafayette  Ins   Affcy — fc 
Lafayette  Loan  &  Trust 

Co—f 
Levering  R  W— f  c 
Marks  b  C — f  1  c 
Miller  C   G— 1 
Org  F  C— f 
Ovcresch   Henry  B — 1 
Phillippi  H  W— 1 
Rosebcry  W  J— f  1  c 
Ross  T  N— f 
Severson  Wilbur  F — f  e 
State  Brokeraffe  Co — f  c 
Stivesspring  W  H— f 
Stocking  Ins  Agcy — f  c 
Tippecanoe  L  &  Trust  C» 

Tollc  &  Frcel— £  c 
Underwood  Chas  R — f  c 
Vater  S— f 
Wade   I    S— 1  c 
Weigele  E— f  1  c 

LA  GRANGE 

Buritt   Arthur   L— f 
Dunton    Frank  J — £ 
Ford  Ira— f 
Haglind   John    L— £ 
Haskins  Herman— f  e 
Livergood   L — f 
McClaskey  Chas — £  1 
Morgan  G  C— £  1 


Rice  Miss  Emma — f 
Rowe  L  M— f  c 

Stroup   C   S— f 
Wade  Leroy — f  c 
Willard  C  S— f  1 

LA  PORTE 

Beecher  W  H— £  1  e 
Bueltzingsloewen    Realty 

&  Ins  Co — f  1  c 
Doran  &  Conboy— £    . 
Dorland  J  V— f  1  c 
Fogle  W  P— £ 
Jacobson    Emil — f 
Kelly  Jas—f   1 
Kugler  L  M— £ 
McGill  D  H— £  1  c 
Marum  Harry — 1 
MiUer  Fred— f 
Miller  Wm  I^-£ 
Osbom  A   L  Jr— 4 
Peoples  Trust  &  Savings 

Bank— £  c 
Seymour  Geo  S  &  Sona 

— £  1  c 
Swan  G  F— £ 
Williams  C  C— 1  e 
Wolfe  C  E— f  1  c 

LEBANON 

Armstrong  &  Myers — £  e 
Bryan  Chas  T— f 
Broshar  J  L — £  c 
Butcher  M    I^-f  1  c 
Cason  John  O— c 
Colgrove  A   F — 1 
Conner    Ed — £ 
Coulter  H  H— f 
Darnell  J  C— f 
Dodd  OUii^l  c 
Edwards  Jas  W — £ 
Goodwin  Cleve— c 
Harlen  &  Saunders— £ 
Honan  Wm — f 
Hooton  Willard— 1 
Huber  John — 1 
Jones  J  W— f 
King  C  D— f  c 
McMillen  A  M— £ 
Neal  &  Co—f  1  c 
Oldcndorf  Walter  P— 1 
Orear  O  P  M— £ 
Perrill  &  Storm— £  c 
Porter  Miss  C  A— 1 
Porter  Seth— 1 
Saunders  &  Honan— >£ 
Schooler  John  H — £ 
Sicks  &  Walter— c 
Smith  Jesse  C — f 
Stevens  C  L— 1 
Thompson  &  New — £  c 
Union  Trust  Co— £ 
Voris  Guy — f  1  c 
Whittaker    D    S — c 
Witt   Bros— f 
Williams  Jno  S— c 
Wood  Wm  J— c 
Worley   &   Hadlcy— f 

UBERTY 

Ammerman    Louis   T — £ 
Pierson  Jammie  L — f  c 
Robertson  G  W  &  Son— 
f  c 

LIGONIER 

BothwcU   F   P— £  c 
Farmers   &   Merchants 

Trust   Co—f   c 
Gerber  O  F— f  1 
Graham  Chas  F — f 
Hays  John — f 
Hoffman  John — f 
Kenney  John — £ 
Mier  Sol— f 
Sackett  S  C— f 
Sisterhen   Louis  E — £ 
Straus    Bros    Co— £ 
Treash  U  R— f  I  c 
Wertheimer   N    &   Sons 

— f 
Wigton    Wm    H— £    c 


UNTON 

Bfasley  &  Fritz— £  1  c 
Craig  W  A— f  c 
Cravens  J  L  &  Son — £  c 
Dixon  N  G— £ 
Gilbreath   Henry— £ 
Moss   Claude — f   c 

LOGANSPORT 

Closson  E  D — £  1  c 
Closson  S  M— £  1  c 
Qosson  Walter — £  I  c 
Cockburn  &  Geyer — £  c 
Cooper   O   W— £   1  c 
Felker  Nettie— f 
Fiddler  Harry— £  1  c 
Forkner  W  M— £  1  c 
Giffe  W  T— f 
Hanawalt  V  C— £  1  c 
Heffley   C  O— £  c 
Homburgh   Elizabeth— £ 
Kenison  Ora — £ 
Landis  Frances  Q — ^I 
Logansport  Loan  &  Tr'st 

Loxig  Jos  G — 1  c 
McElheny  T  J— £  1  c 
Markley  J  W— £ 
Murdock  &  Co  J  N— £  I  c 
Murphy  M  W— £ 
RauS  Geo  A— £ 
Ross  W  W— £ 
Stephens  John  H — f 
Zinn  O  M—  £  1 

MADISON 

Bersch  Wm  Jr — f 
Colgate  Ed  J— 1 
Eckert  D— 1 
Elwin  C  1^1 
Harper  N  L — 1  c 
Jolmston  F — ^1 
Leland  E  S— £ 
Lewis,  Geo— 1 
McLelland  W  O— f  1  c 
Mechem  A   O — 1 
Phillips  W   F— 1 
Strader  S  M— f  1  c 
Wcyer  J  K— f  1  c 
Williams    Mr— £ 

MARION 

Albright  L  E— 1 

AUeger   C   F— 1  c 

Baldwin    S   G    Agency — 
£  1 

Beard  F   M— 1 

Beitlcr  L   H— 1  c 

Beshore  L  C— f 

Blinn   H    H—  c 

Bowstead  Jas  F — f  1  c 

Breed  &  Sail— f  1  c 

Burden  J  W— f  c 

Campbell  J  P  &  Son— 
£  1  c 

Carey   S   D— 1 

Carraichael    J    F— c 

Carr  J  C — f  c 

Cushwa  &  Presnell- 
f  1  c 

Davis  J   B— 1 

Day  J  B— 1 

Drake  H— 1 

Dc  Wolf   White  &  Co— £ 

Ellis  O  M— 1 

Esler  &   Fishell— £  c 

Fagan  W  F— 1 

Farmers    Trust    &    Sav- 
ings Co — f  c 

Foust  Ed— f 

Gimmell  W  J— f 

Grant    Trust    &    Savings 
Co—f  1  c 

Hardesty  J  A— 1 

Harvey  C  E— 1 

Henry  H  M— f  1 

Hess  J  K  &  Co— £  c 

Houts  Chas  C— f  1 

Howard   F— 1 

Hutton   R   L — 1 

Jackson  Chas   E — 1 


Kirkland  B  E— 1 
Laverty  J   B— c 
Le  Favour  J  H— 1 
Mackey  O  R— 1  c 
McConnell  &  Pilcher— f  c 
McKowen  G  W— 1 
Malott  W  S— 1  c 
Marion  Title  &  Loan  Co 

£  1  c 
Merriman  F  B — I 
Messick   A   G — c 
Murray  P  S— f  c 
Neal  Chas  £—  £ 
Putnam   N   A— 1 
Roberts  F  H— f 
Ross  J  B — 1 
Searles  J   C — f  c 
Stanley  John — 1 
Thatcher  Wm  H  F— c 
Thompson  C   C— I 
White  E  K  &  Co—f  c 
Wiley  W  H— f  1  c 
WiUson   J    O— 1 
Wilson  E  E— 1  c 

MARTINS\1LLE 

Asher    Mayo — J 
Avery  Chas  A — f  1  c 
Brown  D   G  &  Son— f 
Downey  W  A — £  c 
Fin  chum   W  E— 1 
Gentry   S   M— 1 
Harper   Roy — \ 
Hart  J   H— c 
Isenhower  G   M— c 
Johnson    Smith — f 
Kennedy    D    P— f   1  c 
Lewis  B  E— f 
Lincicome   D   W   E — f 
McCracken   E — c 
Martinsville    Trust    Co. 

— £  c 
Xeely  J  M— f 
Radford   Robt  L— 1 
Reese  C  F— 1 
Rhea  W  C— £ 
Bobbins    John    A — 1 
Robinson  Wm  S— f  1 
Rose  A  G — 1 
Rose  Ins   Agency — f  1  c 
Sanford  M — 1 
Scott   Anna   M — c 
Stoker  Edwin   B— 1 
Suter  Robert — 1 
Taylor  Jno  W — c 
Terman   H  B — 1 
Townsend  &  Guthridge— 

f  1  c 
Walsh  John  N— 1 

MICHIGAN  CITY 

Amber    Michael— c 
Brown  E  H— £  c 
Cushman  M  A — f  1  c 
Fedder  R  C— f  1  c 
Glascott  J  J— f  c 
Grieger  Wm  J— f  1  c 
Harrold  F  J— f 
Heise  E  J— f  c 
Kenefick  M  J  &  J  P— f  c 
Knott  C  H— c 
Manny   C  H— f  c 
McKee    Harry— 1   c  ^ 
Mich  City  Trust  &  Sav- 
ings O^ — £ 
MiUer  Charles  H— f  1  c 
Ohming  Wm   Tr— f  I  c 
Oliger  H  G— 1  c 
Orr  J  H  &  Sod— f  1  c 
Schamberg  John — f 
Sherwood  J  H— 1 
Schwager  H  A— f  1  c 
Snook  Allen  J— £  1  c 
Veal  B  F— f 

MILFORD 

Keehn  Frank  S— £ 
McLaughlin  J  C— f  c 
McLanshlin  Miss  M  L— f 
Shepard  James  T— f 
Vandeveer  Richard— f 
Wehrly  W  O— £  c 


INSURANCE  AGENTS-INDIANA. 


B-57 


MISHAWAKA 

B«rgcr  B  F— f 

Bingham  &  Bingham — f 

BoJlinck  J— f 

Feig  Ralph  S— f 

Frank  Gco^f 

Gaylor  R  W— f 

Hennessy  Jaa — f 

Hatchinson  John  W — ^fc 

Jermegan  Ralph — t  c 

Jones  H  W—f  c 

Long  EnoA^f 

LoveU  A  V— f 

McMichael  John  A^f 

Matthetn    A — f 

Metzgar  Chas  F— f 

Mishawaka  Trust  &  SaT- 
ings  Co— f  c 

Northaide  Trust  &   Say- 
ings Co— f 

O'NeUl  W  P— f  c 

Parks  Isaac  Kane — f 

Schindler  A  J  &  J  W— 
f  c 

MITCHELL 

Cookey  O  B— c 
Gre«f   Realty   Co— c 
Hendrickson   N — 1 
Keane   Joseph — ^f 
KeUr  H— c 
Landreth  John   H— c 
Mclntire  J   B— 1 
Moore   E  P— f  c 
Morris  Wm  A  &  Geo  F 

—I 
Wood  Thos  J— f  c 
Wright  J  Warren — f  c 
Yandell  Chas 


MONTICELLO 

Atkins  Wallace— I  c 
BushneU  W  S— f 
Dnncan   Robert — f  I  c 
Graves  James   T — f  c 
Heinr-Snapp    &    Dorsett 

— f  1  c 
Johnson  H  C— f  1  e 
McBeth    James— f    1    c 

MONTPELIER 

Bonham  A  H — f 
Boyd  Amor — f 
Brockin  Guy  R— f 
Shook  John  T— 1  c 
Smith  C  L— f 

MT.  VERNON 

Evertson  J  R — f  c 
Hoehn  &  Howard— f  c 
Kreie  Oscar — f  1  c 
Larkin  J  L — f  c 
OKver  Jol>— I 
Pfister  Louis— f 
Wade  Edwin— f  1  c 
Wasem   Andrew— f 
Wolf  &  Harlem— f  c 

MUNCTE 
Barrett   E   W— 1 
BUhop  E  W—f  1  c 
Boor  O  L— c 
Boycc  ft  Boyce — f  c 
Bradbury  B  F— f  c 
Burkfaolder  J  J— f 
Davis  W  I^-f 
Eiler  ft  Root— f 
Emerson  ft  Moffett — f  c 
Fowler  B  F— f  c 
Fnedley  ft  Hobbs— f 
GrayMilton   Agency — fl 

c 
Hanna  G  H— f 
Hartley  Jno  J  Co— f  c 
Haymond  Gcorire  L— f  c 
Higman  H  H— f 
HUtner  N— f  c 
Johnson  H  M — f  c 
Knidall  Mark— f  1 
King  S  A— I 
KIrkpatrick,  Blue  ft 

f  c 


McKenxie  W— 1 
Miltenberger    ft    Lefler— 

Mohrison-Johnson     Co— f 

Powell  C  V— f  c 

Reynolds  R  T— 1 

Remolds  Rev  T  A— 1 

Richey  R— f 

Shell  £L—c 

Sheritt  H  M— f 

Wolf  Harry  H  Cor-f  I  c 

NAPPANEE 

Arrine  J  D— f 
Best  Wm  W—f 
Clause  C  B— f 
Coppes  F  E— f 
Corns   F  M— f 
Early   P  A— f 
Greene  H  B — f  c 
Kantz  J  O— f  1 
McEnUffer   Miss   E— f 
Murray   Grace   M— f 
Prickett  T  J— f  1  c 
Rickert  W   D— f 
Slabaugh  F  B — f  c 
Wcldy  W  E— f 
Wright  E  M— I 

NEW  ALBANY 

Argo  J  W—f 
Beach  L  J— I  e 
Beach  W   A— 1  c 
Blust  L  N— c 
Brooks  &  Spurrier— I 
Burk   R  E— f  1 
Burroughs  Geo  S— f 
Colglazier  Wm  F— 1 
Du  Paquier  E— 1 
Ellis  M  F— f  1 
Ewing  J  W— c 
Ferrell  A  P— 1 
Ferrcll  L  P— 1 
Frey  Oliver— 1 
Gaither  John  W—f  c 
Hammer  Leon — 1 
Hartley  E  H— f 
Hefton  T  E— f 
Hendershot  E  D — c 
Huffman  H  H— 1 
Jackson  J  E — 1 
Johnson  Conklin — f 
Kaleis  J  E— 1 
Keehner  J — 1 
Kreutxer  Chas  &  Co— f 
McMuUen  D  H— f 
Millican  W  N— f  1 
Morris  Mrs  Anna  B— f  c 
Moscmiller   Paul— f 
Mutual   Trust  ft  Deposit 

Co— f  c 
Needham  H  J— f 
New  Albany  Trust  Co— 

f  c 
Nicholson  Chas  D— f 
Nichols  S   H— f 
Owens  O— f 
Padgett  W  H  Sr— f  c 
Pol&rd  Thea  C— f  1 
Rady  Wm— f 
Renn  Jno  F — f  c 
Rosenburger  Wm — f  c 
Sauer  F— f  c 
Sehlbrede  H  W—f  1  c 
Sieveking  C  W— c 
Skelly  CW- f 
Strunk  Ira  G — ^f 
Thornton  M  C— 1 
Tobias  Hoffcr — 1 
Vance  S  W—f  c 
Vemia  L  I — c 
Walsh  D  S— f 
Warner  W  S— c 
Williams  F  J— f  1  c 
Yates  Andrew — 1 

NEWBURG 

Abshien  Alphia — ^1 
Brizius  Herman— f 
Hopkins  W  A— f 
Knapp  O  V— f  c 


Raber  Harry  H— e 
Rutlege  A  j— f 

NEW    CARLISLE 

Brummitt  A  R— f 
Compton  A  H— f 
Doughty  Geo  W—f  1  c 
Hoffman  C  C— f 
Hotchkiss  Geo  R— f 
King  Lawrence  D — f 
Lauver  S  I — f  c 
Phillips  Chas  G— f 
White  ft  Graffort— I 

NEWCASTLE 

Anderson  &  Wilson— f 
Beach  F  £— f 
Bt^d  £  B— 1 
Boyd  Bro*— f  1  c 
Bycr  John  S — f  1  c 
Central  Trust  ft  Savings 

Co— f 
Chambers  Miss  L  E— f 
Fisher  jas  H— f 
French  H  E — ^1 
Hays  Strod— f 
Hinshawjr  R— c 
Johnson  L  M — f 
Kpons  ft  Wagoner — f 
Livezey  Fraxuc — f 
McGeath  O  W—f 
MiUikan  Thos   B— 1 
Millikan  Thos  W— 1 
Mills  J  B— 1 
Mogle  Chaa  O— f 
Nixon  Frank  W—f  1  c 
Ogborne  E  C— 1 
Phelps  C  A— f  1 
Saint  Fred  C— 1 
Sherry  Alvenus — 1 
Sligar  A  R— 1 
Thompson  C   B — ^f  c 
White  E  T— f  1  c 
Wilson  Anderson — f 

NEW  HARMONY 

Cox   Leroy— f 
Ford  Edwin    C— f  1  c 
Johnson  E  V — f 
Long  ft  Owen — f  1  c 
Pelham  L-  f 
Stephens  H— f 
Taylor  G  C— f  c 
Wilson  E  A— f  1  c 
Wilson  L  Wade-f  1 

NEWPORT 

Asbury  Victor — f 
Fultz  C  N— f  c 
Ingram  Forest — f 
Neel   Edward — ^f  c 
Nixon  H  V— f 
Stephens  R  E— f 
Wright  John  R— f 

NOBLESVILLE 

Bowen   Geo — f 
Bray  T  D— 1 
Campbell  Frank  S— c 
Carroll  Perry — f  c 
Duncan   P  O— c 
Farias  Phil  J— f  c 
Fitzpatrick  £dgat   E— 1 
Fodrea  &  Hutchens— f 
Forsythc  Edw — f 
Forsythe    Ora — f 
Gaerte  O  E— I 
Granger  Calvin  W — ^f 
Henderson  A  W—f  1  c 
Hiatt  W  B— c 
Hines  F  E-f  c 
Lowe  Andrew  W — ^1 
Pettijohn  H  D— 1 
Railsback  E  P— f  1  c 
Smith  J  W—f 
Stanley  A  G— f  1 
Taylor  W  L— f  c 
Wainwright  Trust  Co— 

Waun  C  H— f 


Wheatley  Elbert— 1 
Young  Geo  M — f 

N.  MANCHESTER 

Bussard  L  J— f  c 
Qevenger  &  Kingp— f  c 
Gardner  M  R— f 
Howenstine  U  R— f  c 
Krisher    Tom — f 
Lantzenhiser   E   L— I 
Ruse  J  A— 1 
Smith  ft  Cochran — ^1  c 
Thomas  A  B— f  1  c 
Union  Trust  Co— f  c 
Wood   Lillian— f 
Wright  L  D-f  1  c 

NORTH  VERNON 

Bacon  Frank  E— f 
Basnett  Wm— c 
Beer  R  C— f 
Campbell   W   S   Agcy— 

f  1  c 
Clerkin  John— f 
Cline  C  J— f 
Davis  B  D-f 
Davis  John  W— 1 
Hudson  J  E— c 
Little  F  E— f 
Matthews  W  S— f 
Meloy  H  C— f 
Olcott   Wm   W    &   Edw 

E-f 
Roscberry  J  T— c 
Tripp  Ins  Agcy — f  1  c 
Vcrbarg  Joseph— f  c 
Weber  C  H— f  1  c 

OAKLAND  CITY 

Aydelotte  Chas  F— 1 
Baltzell    Geo    A— f    c 
Bilderhock  Jno  B— f  c 
Emmerson  &  Martin — ^f 
Terrell  S  H— 1 
Lowrey  E  P — ^1 
Martin  &  Co— f  1  c 
Shanner  Chas  A — ^1 
VanDeveer  J  M — f  c 
Vedder  H  W— 1  c 
Wilder  C  B— f  c 
Wilgus  L  G— f 

PENDLETON 

Ashbaugh  John  H— f 
Brown  C  F— f 
Cook  A  W-f 
Davis  Ira  G — ^1 
Mays  L  V-f  J 
Morris  W  F— 1  c 
Swain  C  E— c 
Thomas  R  F— f  1  c 

PERU 

Andrews  Millard— 1 
Andrews  M  E — 1 
Bauer  Jno — c 
Buckley  Leo — f  c 
Crites  Harrv  C— f 
Eckstein   Chas— 1 
Farrar  W  C— f 
Haney  J — f  c 
Hclvie  T  N— 1 
Hoag  Chas  C— f  c 
Home  Loan  &:  Savings 

Association — f  c 
Hower  E  D — c 
Imhoff   E   W-c 
Irwin  David  ft  Co— f  1  c 
Martin  George  D — f 
Mount  Thos  L— f 
Oates  Ins  Agcy — f  1  c 
Rush  Ira — 1 
Smith  Martha— f 
Stewart  T  G — f  1  c 
Thomas  George— c 
Tucker  George— f 
Van  Nada  J  B  &  Co— f 
Wabash  VaUey  Trust  Co 

— f  c 
Wagoner  George — ^f  c 
White  L  E— f  c 
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PETERSBURG 

Adkerson  G  — c 
DeffendoII    Cyrus    N    & 

Co— f  1 
Frank  N— f 
Hammond  John — f 
Hammond    K   C  &   Co— 

f  1  c 
LockmiUer  J  T— f 
Martin  George  D— f 
Mount  Thoe  N— f 
Tucker  J   B— f 
Van  Nada  J  B  &  Co— f 

PIERCETON 

Brosnahan  M  F— f 
Matchett  Bros  Co— {  1  c 

PLYMOUTH 

Archbald  H  E— I 
Bailey  W  E— I 
Bondurant  C  A — f  c 
Bowell    J   B->f 
Cressner  L  R— f  c 
Davis,  Ferron  R — f 
English  W  H-f  c 
Gam  Bros  Co— c 
Hess  Wm  B— f 
HoUoway  P— f 
Jones  John  R — f 
Tpnea  P  O— f 
Lackey   Harry — f    1 
Lauer  L  M— f 
Lomn  H  A — f 
McKesson  D— f  c 
Marsh  A  F— 1 
Marshall  Co  Trust  &  Say 

Co— f 
Molter  T  A— f  c 
Reeve   Tames— 1 
Roberts  W  H— f 
Russell  F  A— I 
Scnour  W  O— f  c 
Shakes  R  V— f  c 
Shobe  Samuel  E — 1 
Smith   D  C— f 
Sweeney  J  H — f 
Snyder  &   Brooke — f  1  c 
Unger  Harry — f 
Wise  A   E— f 
Yager  S  H— £ 

PORTLAND 

Adams  Jason^-c 
Ashcraft  Wheeler— £ 
Garrison  &   Hall— £  1 
Garrison  M — £  1  c 
Graves  J  F— £  c 
Fitch  R  S— 1  c 
Hartford   R   H— f 
Holmes  John  W — f  c 
Hood  G  T— £  1 
Jaqua  J  A — £  c 
Longworth  D — £  1 
Macguntie  W   F — £ 
McLaughlin  C  W— £ 
Maxwell  Leo— £  1 
Shimp  T  W— f 
Stout   Chas— f  c 
Stratton   S  S— £  1  c 
White  Frank— f  c 
Whipple  Tod— £  1 

PRINCETON 

Baldwin   E  J— f  1  c 
Citizens  Trust  &  Savings 

Banlo — £  c 
Cri swell  &  Son — £  1  c 
Critchfield  Dr  J  S— 1  c 
CuUen  Thos  W— f  c 
Goodman  John  I  A— c 
Kistler    Henry — £ 
Kurtz  Agency— f  1  c 
Lamphar  O— £ 
Lewis  A  E— c 
Lewis  M  T— c 
McDonald   Effa  E— f 
Mossman    R    C— c 


Padgett  G  H— £  1 
Ritchie  J  W— £ 
Rollin  Maxam  E — £  I  c 
Stewart  Sara*l  A — f  1  c 
Tichenor  8t  Danks— £c 
Wood  Ins  Agcy — £  1 

RED  KEY 

Arthur  C  L— £ 
Atkinson  J  W — £  c 
Cohom  John  H — f  1 
Downing  F  R — £ 
Dragon  Dell— £ 
Farmers    State    Bank — £ 
Porter  W  C— 1 
Rath£one  H  E— £ 
Williamson  A  H — £ 
Williamson  Lee — £ 

RENSSELAER 

Beam  Wm  H-l 
Chapman  J  H— f 
Davisson  J— 1 
Dean  Chas  J— f  1 
Dean  D  D— £  c 
Dunlap  John  A — £  c 
Duvalf  C   1^1 
Fate  &  Harman— 1 
Gwin   Elmei>— £ 
Halleck  A— £  c 
Hollingsworth  E  L— c 
Hardman  Jos   F — 1 
Harris  R  B— f  c 
Honan    E  P— f 
Hopkins  A  H-f 
Hunt  Judson  J— £  I  c 
Irwin  Schuyler  C— f  c 
Leopold  Moses-!  c 
Lloyd  J  P-1 
McLain  Geo  H— f  c 
Mills   Chas   Howard — £ 
Morlatt  John  W— 1 
Saga   Loren   G — £ 
Sands  Charles  M— 1  c 
Spitler  C  G  &  Co— f 
Stewart  C  B  Agency— 

f  c 
Thompson   R  D — f  c 
Warner  Chas  C — £  c 
Williams  Geo  A— c 

RICHMOND 

Bartel  Geo  C— 1 
Bradbury  W  H  &  Son— 

£c 
Bra£fett    Frank— 1   c 
Cring  T  H— 1 
Dougan,  Jenkins  &  Co— 

£  1  c 
Dye  &  Price— £  1  c 
Fergnaon  W  C— £ 
Fulgham  O  B — £  1  c 
Heggcr  J  B — f  c 
Tones  Elizabeth — £    c 
Kcnnett  W  D— 1 
Knollenberg  E  B— 1  c 
KoU  H  N— £  1  c 
Moore  &  Ogborn— £  I  c 
More  R  L— £  c 
Morgan  Mrs — £ 
Peltz  J  E— f  1  c 
Pichl  W  F— £ 
Posther  Carrie  W— £ 
Roney  E  E — f  c 
Shideler  Chas  £  c 
Wilcox  Mary  A  &  Co— 1 
Zcller  Jos— £ 

RISING  SUN 

Cooper  Thos  A— £ 
Green  Wm  M  S^-£ 
Matson  C  B — £ 
Matson  H  G— 1  c 
Perkins  J  N— £ 
Ricketts  Wm  D— £ 
Shaw    Horace — ^f 
Wiber  David  S— £ 
Williams  Will  W— £  c 


ROCHESTER 

Baker  M  A— f 

Bitters  C  K— £  c 

Condon  H  C— 1 

Crabbs    Lawrence   E — ^1 

Davis  O  A— £  1  c 

Dillon  A  J-f 

Ewing  W  C— f 

FreU  Bcnj   F— £  c 

Goss  I  D— f 

Green  A  B — f  c 
,  Heilbrun   Ferd— 1 
■  Kesler  &  Milleiv-f  1  c 

Metzler  Arthur— c 

Mohler  Wm  E— f 

Murphy  Edward  E^-c 

Reiter  Marion  C— f 

Smith  O  B— c 

Swihart  Jerome — ^1 

Troutman    &    Wallace— 
f  c 

West  B  O-l 

ROCKPORT 

Aaams  W  F— < 
Clarkson  E  D— 1 
Davis  C  G — a 
Garlinghouse  F  B — ^1 
Hill  J  G— £  1  c 
Kincaid    F— 1   c 
Logan  J  H  B— £ 
Long  J  Jr— 1 
Mason  &  Jennings — f  1  c 
Poole   J   H— « 
Riney  T  L — c 
Roberts  Jesse  D — 1 
Savage  L  N — c 
Scamahorn    H    F— 1 

ROCKVILLJE 

Bryant  F  M— £ 
Burke  J  R— £ 
Dukes  W  H-f  1  c 
Frybcrgcr  L  W— £ 
Lambert  C  E— £  c 
Murphy  Ointon — i  1 
Parke  State  Bank— £ 
Pike  S  A— £ 
Spencer  &  Cox — £  1 
Wilton  S  J— £  1  c 
Woodward  W  C— £  1 

RUSHVILLE 

Abercrombie  Ned — ^£ 
Arbucklc  J  F— £ 
Barrett    Howard — £ 
Gillespie  J  F— 1 
Innis  Samuel — £  c 
Irvin  A  B— £ 
Krauer  James — £  I 
Lambert  L  C — f 
MiUer  B  F— £ 
Newbould  Will  L— f 
Nipp  Carl  V— t  1 
Rue  Webb— £ 
Scudder  R  F— £  c 
Smith  Walter— £ 
Thomas  John  Q— £ 
Trabue  Sam— £  1 

SALEM 

Berkey   James   G — £ 
Carter  J  M— £  1  c 
Gabbcrt  &  Gabbert— £  c 
Greene  &  Greene — £ 
Hobbs  O  K— £ 
Hogan  W  M— 1 
Houston  Frank  S — £ 
Mead  W  G— f  1  c 
Mitchell  E  C-f 
Routh  E  F— £ 
Sutherland  J  R— 1 
Tash  R  R— f  1  c 
Tucker  J  L — £  c 
Wilson  Frank  M— £  1 

SCOTTSBURG 

Cain  G  V— f  1  c 
Davis  J  B— £  1  c 


Gardner   Frank — f 
Harbold  M  U— £ 
Hays   N  J— c 
Hughbanks  E  L— c 
Martin  J  G— c 
Owens  B  M — f  c 
Roberta  &  Cortnex^— 

— £  1  c 
Storen  M— £ 
Van  De  Vort  James  I>— f 
Whitson  Ray  I^-£  c 


SEYMOUR 

Abel  O  B--C 
Amick  S  H— £  1 
Ballingcr  E   C— £ 
Blish  Ed  S— £ 
Boake  J   H— £  c 
Boswell    Walter— £   1 
Britton  F  D — ^1 
Burkley  Wm   H-f  c 
Clark  T  J— £  c 
Congdon  John — f  c 
Davis   Clark   B— £  c 
Day  Lemuel    E — ^1 
Eisner   &    Kasting— f  c 
Finlcy    Harry — £  c 
Hamilton  &  Blair— f  c 
Hamilton   Elmer   E— I 
Hancock  Geo  L — f 
Henser  E  A — 1 
Himler   J— f 
Hildreth  A  M— 1 
Hodapp  H  A — £  c 
Isgrig   H — 1 
Tones  J  T— 1 
Kamman  J  H — e 
Mains  L  M — £ 
Matlock  Joseph  H — i  c 
MiUer  H  M— £  1  c 
Miller  H  P— £ 
Remy   E  A — £  c 
Stark    Frank— 1 
Trotter    Frank   A— I 
Young  E  M — £ 

SHELBYVILLE 

Alsman  O  D— £ 
Benedict   &    Bland— I 
BiUman  J  W— f  c 
Bird  Roy — c 
Boger  R  F— £  1 
Briney  H  F— 1 
Cole  M  E— 1  c 
Comstock  &  Thompson—! 
Dorsey  S  L— £ 
English  A  F— f  1 
Ewing  Frank  W— ^I 
ncmmg  T  W— £ 
Goodwin  Harry  L — 1 
Hale  Frank  R— £ 
Hall  J  O— c 
Hawk  Edgar — 1 
Henry  O  H— 1 
Hoop  John — ^f 
Isley  W  H— £ 
Jones  Frank— 1 
Kaiser  J    W— 1 
Kirk  &  Son— £  c 
Lewis  Edward  W— £  1  c 
Maholm  Wm — 1  c 
Major  S  L — ^£ 
Marshall  J  R— £ 
Meer  Miss  A  E— f 
Mohr  FredTc  W— £ 
Morgan  J  L — ^l 
Neaf  Herbert  M— £  1  c 
Oldham  Ary  H— 1 
Philips  J  A— f 
Schnaitter  A  H-f 
Shelby   Title   Guar.   & 

Loan  Co— f 
ShelbyvUle  Trust  Co— £c 
SUowers  J  L — £     c 
Smith  David— c 
Smith  B   F— I 
Stubbs  Geo  C-^ 
Sweet  W  S— 1 
Vanarsdall    &   Vauliie— I 
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WUaon  Major  R— f  1  c 
Young  E  H  D— f  1  c 
Young  John  A — 1  ■ 

SOUTH  BEND 

Bailey  August — f 

Baker  Geo  A — 1  c 

Barr  Alvin   M— c 

Barter  L  E— I 

Barton  W  C— 1  c 

Beck  E  E— 1 

Bergan  Will  N— f 

Beroth  Geo  D — f 

Blue  Jolm— c 

Boeckling  A  R— f 

Boone  F  M— f  c 

Brink  Joseph    H— f   I 

Brown  J  D— 1 

Burnett  L  B — ^1 

Burt  N  H— f 

Calvert  W  B— f 

Campbell  M— f 

Case  G  H— f 

Casey  P  J— c 

Gtizens  Loan    &   Trust 
Co— f  1  c 

Cole  Geo  E — c 

CoUmer  F  G— c 

Conley  VVm  G— c 

Coquillard  A — ^f 

Cramer  Wm  A — ^1 

Creed  John  P— f 

Creed-Bishop    Co    Inc— 

f  1  c 
Daum  B  T— 1 

Davey  Chas  A — f 

Deahl  &  Hammerschmidt 

— f 
Dean  Edwin  R — ^I 
Dennis  Fred  L— 1 
Dowlcy  Wm  H— c 

Dubaif   Donald    E— f    o 

DuComb  C  V— f  c 
Dn  Comb  &  Du  Comb — f 
Dunbar  R  E — f 
Dugan  Thos  R— t 
Dunn  Tno  H — f 
Dntmaboo  H  P — f  c 
Elliott   G  A— c 
Elliott  W  G— c 
Evert  V  G— c 
Elliott  &  EUiott— 1 
Emmons  Howard — ^1 
Evans  E  W— 1 
Farabangh  G  A— f 
Fisher  John  E — i 
Fogarty  E  J  &  Co— £ 
Frazicr    Ralph — 1 
Garsdorfer  F  P— c 
Geltz  W  E— f  1 
Gerard  R  C— 1 
Gibson    David — f   c 
Glasgow   Jennie — f 
Goodenough  F — f 
Gowcr  L  A — f 
Grzesk  W  A— f  c 
Guy  Miller— f 
Haha  Fred— 1 
Hafner  Miss  B — f 
Hagerty  Chas  A — f  c 
Hansen  Dora — f 
Happ  Wm — f  c 
Hartman   S   J— I 
Hastings  Vernon  C — ^f  c 
Hilderbrand  A  N  &  C  D 

— f 
Houlihan   P   J— f 
Hutchinson  R  M — 1 
Ingleright  D  W— 1 
Irrin   A  S — f 
Irvin  J  C— 1 
Jackson  &  Kirkley— f 
Taquith  Thos— c 
Johnson  S  A — c 

iolly  John  M— f  c 
ones   &  Tohulka — f  c 
osephson  Harry  E— £ 
udie  Jas  A — £ 
kazmirski  Wm  L — f 
Keller    Edw    F— £ 
Keboe  Wm  A— 1 


Kilgore   T— 1 

Kimmel   J    L — 1 

Kizer     &     Woolvertan — 

f  Ic 
Klein  ft  Zinky— £ 
Krieghbaum  Miss  E  M — £ 
Kurtr  Geo  A— £ 
Lambert  F  E^£ 
Landy  P  F— 1 
Layton  D  C— £  1 
Lederer  H  J— 1 
Lippman  Oscar — £  c 
Mack  W  L— I 
McHenry  Wm  K— £ 
Mclnery  &  Mclnery — f 
Manning  Wm — c 
Meyers  Wm    F — 1 
Miller  Donald  G— f 
Miller  Guy — c 
Morris  Ernest  M — £ 
Mueller  Wm  A  A— c 
Neddo  Ed— £ 
Ne«F  Jos  E— £ 
Nemeth  D  D— £ 
Nepper  I — c 
O'Neil  Wm  J— f 
Pace  Sam   R — £  1  c 
Pammel  Gus  J — 1 
Paris  August — f 
Pattee  C  E— £  c 
Peak  J  E— £  c 
Peters  John  W— c 
Pultx  Frank  M— 1  c 
Pyle   Dan— £ 
Reed  T  P— £ 
Rex  Hiram — £ 
Rich  &  Rich— £ 
Robinson  S  M  ft  Son— £ 
Romig  &   Miller— f 
Romine    Lawrence — £ 
Romine  Otis  S — £ 
Rostiser   H   F— £ 
Roth  John — £ 
Rush   Edw  H— f 
Schafcr   Edw   A— 1   c 
Schack  Wm— £ 
Shields  C  H— 1  c 
Shivcly  Dudley  M— £ 
Smith  James — 1 
Snider  R   M— £ 
St  Joseph  Loan  &  Trust 

Co— £ 
Steiner  L  E— 1 
Temple  VVm  Lewis — ^1 
Thomas  Samuel  R — £ 
Thomburg  Cha  A — 1 
Tohulka   H  A— 1 
Tolcott  T  M  Jr — f  c 
Twomey  Edw  J — ^1 
Twomey   Edw    F — ^f 
UUery  Ira  M— f 
Warner  H  D— £ 
Warner  W  C— f 
Weidler  Cha*— f 
WelU  Isaac  M— 1 
Wcrwinski  J  A — f 
Wesolowski   Marion — £ 
Wheeler  Henry  C — c 
Whitcomb  &  Keller — c 
Whitcorab  Leslie  C— f 
WiUs  Edmund  A— f 
Woodruff   J   P— f 
Wol£e  George— £ 
Wring  G  W— 1 
Zahrack  Bert  J— c 


SPENCER 

Baumgartner  M  F — 1 
Boyers  Ralph — f  c 
Cochran  &  Cochran— f  c 
Duncan  J  L— f  c 
Hays  F  A-1 

Lombard  C  M  Mrs— f  1  c 
McClure  Chas  R— f 
Miller  James— f  c 
Plunkett  R  A— f 
Rundell  H  E--f 
Spangler  T  G— £ 
Trent  L  D— f 
Wark  Nathan  G— f 


SULLIVAN 

Brown  Jas  R— f 
Coffman  Ella— f 
Eaton  W  H— f  1  c 
Hill  W  H  Jr-f  1  c 
Hunt  &  Eaton— {  1  c 
Kalley  Isaac  H— f  c 
Rogers  W  E— f 
Scherb  J  F-f 
Walston    &    Greenlee— f 

1  c 
Willis  C  W— 1 

SUMMITVILLE 

Eldrige  Wm— £ 
Kaufman  Andrew  F — f  c 
Kau£man  A  R — 1  c 
Summitville    Bank    & 
Trust  Co— f  c 

SYRACUSE 
Bell    Simon— c 
Blanchard  A  H— £ 
Butt  &  Xanders — £  c 
Butt  Otis  C— £  c 
Colwell  Warren  T— £ 
Connolly  Wm  G— £ 
Hess  John  R— £ 
Howard  Geo  W— £  1 
Kctring  S  I^-£ 
Roflson  E  C— 1 
Rothenberger  John  W — £ 
Self  W  M— £ 
Strieby  Andrew  W— £ 
Xanders  Geo — £  1  c 

TELL  CITY 

Bohm  Frank — 1 
Hammond  Ralci^fh — 1 
Herrman  Wm  J  F— 1 
Huelsman   Robft — £   1   c 
Huthsteiner  Eugene  G  ft 

Co— f  c 
Miller  Au— 1 
Patrick  J  T— £ 
Sweeney  John — £  c 
Zoerchs  Chns — t  1  c 

TERRE   HAUTE 

Allen  P  E— £ 

Andrews,    Newton   ft   Co 

— £ 
Biglow  James  D — £ 
Bledsoe  L  D — £  c 
Bums  Joe — c 
Cooper  W  M— 1 
Doak  -  Riddle  •  Hamilton 

Co— £  1  c 
Durham   ft    Evcret — £   c 
Einecke  Albert — £  c 
Elder  &  Trout— £ 
Fisbeck  F  C— £  c 
Fox  Chas — f  c 
Fox  &  Pfister — 1  c 
Frank  Ferd— 1 
Gagg  G  A — £ 
Goodman  August — ^1 
HauDt  Chas — I 
Hidden    Sankey   Co    Inc 

Kelloy,    Wagner   Joyce — 

£  1  c 
Kensinger    Co — £    c 
Kynich   G  M— 1 
Ladd    Clay— f 
Leever  E  F — 1 
Lybrand  Lucius— 1 
Miller  J  S  ft  W  D— £  1  c 
Miller  S  C— 1 
Morris  Geo  G — 1 
Mullikin  Jos  ft  Co — £ 
Noble  C  W— 1 
Orman  D  A — £ 
Paddock  J  E— f  1  c 
Pfister  J   B— £  c 
Redman  E  H— £ 
Roysc  I  H  &  Co — £  c 
Shepherd  R  H  ft  W  J 

£  1  c 
Smith  ft  Buntin — £  c 


Somea  J  E— £  1 
Steel  M  A— £  1  c 
Strecter  Catherine  A — f  c 
Walker  Chas  P— 1 

THORNTOWN 

Johnson  Chas  W — £  1  c 
Lyster  Geo — £  1  c 
Nivcn    Will— £ 
Orear  J  S — £ 
Woody  Nathan — £ 

TIPTON 

Clark  &  Minei^f  c 

Culver  S  A— f 

Farmers   Loan    &   Trust 

C»—i  1  c 
Fielding  &   Fielding-f 
Foster  G  D— f 
Knause  W  H— f  c 
Lewis  J  A-f 
Martindale  E  B— f 
Mock  M  O  ft  Co— f  c 
Mott    ft    Scright— £   1    c 
Resiler  Wm— f 
Rouls  &  Lcavell — £ 
Smith  J  W-.£ 
Standerford    ft    Sons — f 

UNION  CITY 

Downing  T  J— f  c 
Dunn  &  Woodbury^£ 
Fisher  C  Cr-f  c 
Gordon  O  C— £  1 
Gruber  Jos— £ 
Grubcr  Louis— £ 
Kerr   Elmei^f 
LcFevcr  Mrs  L  M— f 
Mills  &  Ohler— £  c 
Richtcr  Clara— £  c 
Thompson  C  M— £  c  • 
Union  Loan   &  Trust  Co 

— £ 
Vernon   Ira — £ 
Weber   Tohn— f 
White  W  S— £ 

VALPARAISO 

Drapier  M  J — c 
Hardestry  A  R — £  c 
Tones  R  C— £  1 
Marine  Chas — £ 
Marquet  Fred  W— £  c 
Osbom  E  G— £  I  c 
Parks  F  B— 
Pierce  L  M— £ 
Reading  W  L— £ 
Ross  R  D— £ 
Schenck  H  J— £ 
Snooner  W  F— £  1 
Thrift  Trust  Co— £ 
Turner  F  A — f 
Worstel    A    N— £    1 

VERSAILLES 

Austin  E  H— £ 
Cooley  O  H— 1  c 
Danfcnhiper   S    B — £ 
McCoy   Ira   W— f 
Royce  C  S— f  1  c 
Spencer  J  F— f  1  c 

VEVAY 

Cotton  Wallace— £  c 
Curry  W  E— 1 
Ogle   Wm    F— 1 
Shaw  A  B— £  1  c 
Wright  Tames   S — £ 
Wright  Lee— £ 

VINCENNES 
A  ichor  n  C  C— 1 
Bombay  L — £ 
Brown  &  Roseman — £ 
Buckles  John    L — £ 
Campbell   L  C— 1 
Clark  Edw  S— 1 
Claycomb  M  A — £ 
Citizens  Trust  Co— £  c 
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IND. — ^Vincennes,  Con. 

Coyle  Oral  C— f 
Curray  H  G—l 
Foulks  Geo  W-^  1  c 
Forler  A  B — ^I 
Gibson  P  R— 1 
Glass  &  Tucker— f  c 
Graeter  Geo  W— f 
Grayson  &  Vandermark 

Hubcr  G — 1 
Tones  Wm  J  A— 1 
Keith  J  A— 1 
Kensler    Walter — 1 
Knight  &  Johnson — 1 
Knox  Bank  &  Trust  Co. 

f  1  c 
Krack  F  M— 1 
McCormick   Jasper — ^f   1 
McGovem  Wm  H— 1 
McGowan  W  A— c 
Mason  Wm  C— f  I  c 
Mayer  &  Fortune-*f  1  c 
Mix  Edwin  H— 1 
Morse  G  S— 1 
Mossman    Ralph    C— -1 
Murray   L   G— -1 
Nossette    &    Chamberlain 

— f 
Organ  Frank— 1 
Ridenour   H   D — ^1 
Roach   A— 1 
Sappenfield  C  C— f 
Shaw  Joseph  Jr — ^I 
Sheperd    A    M    Agency 

Co— f 
Somes  H  V  Jr— f  c 
Stilwell   J    A— f   c 
Vincennes    Agency   Co — 

f  1  c 
Weisert   Edw^f 
Wiflstanley  R  S— 1 
Wise  John  C— f  1 
Yelton  F  M— f 
Young  C  E— 1 

WABASH 

Citizens  Say  &  Trust  Co 

— £  1  c 
Ebbinghouse  E  O — f  1  c 
Flemming   Floyd — 1 
Lumaree,   Neil   &   Co— f 

1  c 
Payne  F  A — i  c 
Rose  C  S— 1 
Ross  J  P— f  c 
Seese  T   L— 1 
Simbn  Aron — f  1 
Smith  Albert— f  c 
Stewart  J  W— 1 
Thorn  J  B — 1 
Wabash  Co  Loan  &  Trust 

Co — f  c 


WARSAW 

Anglin  T  W— £ 
Baker  E  M  Agency— f 
Baker  Jos  S— c 
Bartal  C   L-£ 
Boulton    T    R— f  c 
Cain  J  S— f 
Carey  A   T— £ 
Chisholm  Jos  B-^l 
Coleman  J  W— £ 
Coleman  L,  F — f  1  c 
Grandy  J  C— 1 
Diddd  W  A— £  1  c 
Eschboch  &  Stone— f  c 
Frazier   Harriet    D — £ 
Gill  John   D— c 
Haymaker  E  J — 1 
Indiana    Loan    &    Trust 

Co— f  c 
Tones  J   H— 1 
Leckrome   A — £ 
Lehman  H  V— £ 
Ljlley  Elmer  F— c 
Lowman    W — f 
Lundy    W    T— £ 
Matthews    Ernest    A — £ 
Matchett    &    Rakci^£ 
PhiUips   F   H— c 
Obom  J  W  &  Son— f  1  c 
Raker  C  E— 1  c 
Robinson  Alyin— £  c 
Scott  Chas  W— £  c 
Sinock  Earl   F— 1 
Sloan  J  M— 1 
Stookey  Levi  R— £ 
Stuart  T  C— f 
Tucker  W  N— 1 
Ward  Miss  L  A— £ 
Warsaw    Investment    Co 

Whiteheacf  C   F— c 
Vvidaman  John  D— f 
Williams 


John  D- 
i  J— 1 


WASHINGTON 

Beck  Wm-£  1 
Biddinger  A  J— 1  c 
Burns  B  J— £ 
Camp  Will— £ 
Citizens  Loan  &  Trust 

Co— f 
Daily  John — 1 
Deftendall  &  McCoUough 

— £  c 
DilUrd  John— fl 
Dosch  John— f  1 
Dougherty  John — 1 
Greenwood  Arthur— £ 
Hopkins  Geo  E— £  1 
Johnson   Isaac — i 
McCoy  Arthur  B— £  I  c 
O'Neal  H  F-f 
O'Neal  M  G— £ 


Vance  O  M— £ 
Waggoner  Will — ^£ 
WMbington    Realty    Co. 

— £  c 
Winston  John  L — ^1 

WATERLOO 

Crooks  Geo  W— 1 1  c 
Gruhlkey  A  C— £ 
Horpster  Curt— £ 
Leas  D  L-£ 
Leas  H  K-f 
Leas  Wm  H— £  c 
Mondy  Alfred — 1 
Sewell  Wm— £ 
Spackey  H  J— f 
Speer  C  O— £  1  c 
Urey  John  H— £ 
Walker  Wm— F 
Waterman  J  M— £ 

WESTFIELD 

Balwln  Jno  J— £ 
Bray  O  T— £ 
Clark  R  H— c 
Imes  E  H— £ 
Kane  Miss  K— f 
Mendenhall    Wm   W— £ 
Perry  O   D— £ 
Railsback    £   P— £ 

WEST  TERRE 
HAUTE 

Berry  Geo  L— £ 
Cassaday  Burton— f 
Frew  PhiUp— 1 
Kemp  Chas  H— 1 
RatcHffe  Realty  Co  The 

Rohl£  k  W— 1 


WHITING 

KeUer  John  J— 1 
Roye  &  Green- f 
Schlage  Henry— £  1  c 
Smith,    Bader,    Davidson 
Co— £  1  c 

WINAMAC 

Bond  M  E— f 
Brown  John — £ 
Brown  Samuel — ^1 
Burton  John  L— £  c 
Dilts  James— £ 
Freeman  A  B — £  c 
Graves  M  L — £  c 
Hedges  T  B— £ 
Henry  W  B— 1 
Lowden  G  L — £  1  c 
Parrott  Chas — f  1  c 


Reidelbach  Lewisr— f 
Rodger   H    L — 1 
Shaw  O  J— £ 
Spurgeon  Chas  E— I 
Thompson  Grace— £ 


WINCHESTER 

Bales  Wm  H--£ 
Best  Thos  P— 1 
BolU  Bcttj  F—4  c 
Bragg  J  W-*  c 
Browne  J  A— I 
Chenoweth  Ernest  E- 

£  c 
Digfs  M  J-c 
Engle  John  R— I 
Focht  F  C— £  c 
Furnas  M  J— I 
GutheU  A  C  H-<^     , 
Hinshaw  Seth  &  Co-£c 
Hinahaw  Benj  E— 1 
Hugh  Thos  A— 1 
McMecs  H  E^f 
Macy,  Nichols  &  Bslcs 

Marsh  B  F— f 
Meir  Troy— 1 
Mendenhall  S  0— f  c 
Peoples  Loan  &  Trust 

Co— £  c 
Puckett  Carl— £  c 
Puckett  Reverdy— f  c 
Smith  J  L-1  c 
Templin  S  B— £  1  c 
Thompson  Carl — i  c 
Thomonrg  Thomas  M 

Van   Wylick  Wm  P-1 
Ward  Geo  H— c 

WORTHINGTON 

Dyer  F  B— £  c 
FUter  M  H— c 
Foster  E  E— £  c 
Hansford  W  F— £  c 
Hanson  Jno  W — f 
Heath  J  W— f 
Hollis  Thos  H— f  c 
Housum  Jo»— « 
Wadaworth  W  H— f  I  c 
Welton  G  C— 1 
Williams  J  P— £  ,  . 
York  LcwU  E  — £  1 

ZIONSVILLE 

Avery  H  H— £ 
Combs  L  W-4 
Davenport  M  S— £ 
MiUs  &  Bondy^^ 
Peters  Arthur— f 


IOWA 


ACKLEY 

Block  S— £ 
Cordes  Louis — £ 
Eggert  S  Y— £ 
Rath  &  Bleeker— f 
Schroeder  Fred — £ 
Smith  Herman  J — £  c 
Young  W  A— f  1  c 
Wait  F  O— f 

ADEL 

Coffin  Wm — £ 
Crenshaw  H  H — £  1  c 
Johnson  O  A— £  c 
oy  Ralph  E — £  c 
usseU  L  V— £  c 


i 


AFTON 

A£ton  Savings  Bank — £ 
Citizens  Bank— f 
Cripp  Ins  Co—  f  1  c 


Delay  G  W— £ 
Emerson   &   Keating — 

£  1  c 
Goodie  J  B— £ 
Kelly  R  B— f  1  c 
Shute  F  A— £ 

AKRON 

Brad  C  C— £ 
Kidd  W  T— f 
Redmond  Bros — f 
Robertson  &  Hays — £ 
Root  Roy— £ 
Shoulberg  H— £ 

ALBIA 
Alford  Ed— £  c 
Atchison  C  C— f 
Burdan  Wm — ^1 
Deaveraux  J  D— £  1  c 
Gordon  O  U— I 
Hilton  Carl— f  1  c 


Iowa  Title  &  Loan  Co — 

f  1  c 
Mercer  John  P — ^1 
Morris  £  B— f 
Noble  Ed  M— £  c 
Sloan  E  C— £ 
Rowles  W  H— £  c 
Speer  Land   Co — £ 
Smallwood  C  W— £ 
Townsend  Fred — ^£ 

ALGONA 
Butler  E  B— £ 
Chubb  C  T— £ 
Crosse  B  F— £ 
Dingley  F  W— £ 
Gailbraith   W   M--f 
Gilmore  E  J— ( 
Hohn  John — £ 
Hutchinson  A— £ 
Johnston  J  B— I  1  c 
Lathrop   &   Weaver— £ 


McDonald  J   A— £ 
McOeUan  S  B— £ 
Mason  H   B— £  c 
Nolte  Chas   F— 1 
Paxon   Joe — £ 
Reaser   E  H— I 
Simpson    C    O— 1 
Stodc    Bert— 1        , 
Smith    Lewis   H-4 
Winkler  J  B— I 

AIXERTON 

Bair  H  H-£  c  ^  , 
Bettis  Allerton— £  1  c 
Hall   L— f   1  c^ 
Hede  S    H— I  1  ^      , 
Jacques  J  H  A  Son-* 

McCoy  ft  Son-£  e 
Reck  D  0-<  c 
Richie  J  —1 
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ALTON 

Gibbs  M  D—f 
Gocbd  Peter— f 
Hoxmeier  Theo— f 
Vanderlinden   H — f 

AMES 

Brown  Harry — ^1 
Campbell    J    A— f    c 
Graves  Ed  T— f 
Hauacr  T  W— 1 
Hicklc  G  C— r 
Little   Carl    Lr—i   c 
Manning  M  A— f  1 
Miller  Geo  A— I 
Rodgera  F  F— f 
Sheldon  &  Sheldon— flc 

ANAMOSA 

Cash  C  J— f 
Knapp  A  S— f 
Lawrence  G  C — f 
Mclntyre  R  D— £  1  e 
Kemlcy  J  E-^ 
Rhinehart  B 
Shaplcy  T  W— f 
Walters  R  C— £ 
Wood  Margueret — f 

ANGUS 
Morris  W  A— £  c 

ANITA 

Fanlkner  C  E— f  1  c 
FanJkner  Harry  C— I  c 
Forshay  B  D — £  c 
Holton  E  S— £  1  c 

ATLANTIC 

Burke  S  S— £  1  c 
Farmers  &  Merchant  Ins 

Agency — £  1  c 
Finlayson  Harold  D— 1 
Herbert  D  O — ^£  c 
Hoffman  Sam — £  1  c 
Hostetter    A — i 
Nichols  Frank — £  1  e 
Presanall  J  S— £ 
Stauffcr  J  A— 1 
Trede  J  F— £ 
Weber  H  G— 1 
Whitney  Bros  Ins  Agcy 

— £  1  c 
Willcen  J  O— £ 
Willcen  W  A— £  c 
Willard  E  M— £ 

AUDUBON 

Bagley  Cha*~£ 
Drake  A  F— £ 
Farqnhar  Arthnr— 1 
Graham  J  M — £  e 
Kellogg  Geo  E— £  e 
Morrissey  J   B— £ 
Nash  &  Phelps — £  1  e 
Taggart  E  N--£ 
White  &  Mantz— £  c 

AVOCA 

Bungc  S  J— £  c 
Haxen  J  T— £ 

Meitzen  A  C— £ 
Petersen  Jacob — 1 
RohUs  T  C— £  1  c 
Swart£erger  C  I — £  c 
Turner  F  A — £ 

BEDFORD 

Alien  W   F— f 
Clark  &  Payton— f  1  c 
Lewis  Lloyd — I 
Long  H  P— £ 
Ramsey  H  M— 1 
Stephens   K  E— £ 


BELLE  PLAINE 

Ahrens  &  Sweet — £  1  c 
Bailey   R   R— f 
Bardwell  Stella— 1 
Blue  J  I>— 1 
Blossom  Chas— £  c 
Greenlee  T  F--£ 
Guinn  Jacflc— £ 
Hammond  F  J — ^£ 
Irwin    \Vm — f 
Milner  John — £  1  c 
Montgomery  L— f 
Paden  C  M—£  1  c 
Sanket  Chas — 1 
Scrimgeour  W  C— f 
Snyder  C  W  E— £ 
Welch  J  H— f  1 

BELLEVUE 

Becker  J  S— £  1  c 
Campbell  J  C— £ 
Dorchester  H  G — £ 
Kelso  J  J— f 
Schulte  Jos  H— £ 
Schwirtz    F  H— £ 
Slattery  Ella— £ 
Stuart  W  G — f  c 
Week  J  J— £ 
Yeager  Jno  T— £ 

BLAIRSTOWN 

Goss  Geo  W  Jr— £ 
Grunewald  C  E— £ 
Hoebel  P— f 
Paul  B  F— £ 
Ransom  J  H — £  c 
Vail  C— £ 

BLOOMFIELD 

Bence  T  P— £ 
Day   H   C-£  c 
Deupree  Wm— £  c 
Fortune  A  H — ^1 
Higbee  Joseph— £  c 
King  Herbert-! 
Leach  &  Ethell— £  c 
Leston  A  C— £ 
McCunly  J  C— £ 
Pease  Mx^-f 
Scarborough  J  F— f 
Shaw  Ed  W— £ 
Steckel  W  J— £ 
Wallace  J  R-£  c 

BOONE 

Ashen  £elter  D  B — i 
Ashford  T  I^-£  c 
Battey  Carl  V— f 
Boggs  &  Ensign— { 
Carlson  Ernest — £ 
Crooks  J   S— £ 
Cutler  F  E— f 
Goetzman,  Minton  &   Co 

Grant,  Duncan  &  Son— £ 
Herman  Otto— £  1  c 
Tones  F  Lr— c 
Jordan  E  C— f 
Means  Bros — £  c 
Merchant  D  W  &  Son— f 
Nelson  W  H— £  1  c 
Olson  C  C— f  1  c 
Snell  J  J— c 

BRIGHTON 

Dey  J  B— £ 
Edmonson    E  L — £ 
Johnson  A  J— f  1  c 
Shyrock  L  M— £  1  : 
Swisher  Lucy — £  c 

BRITT 

Castle  Geo  F— f 
Dana  A  W— £ 
Hanson  A  E— £  I  c 
Healy  E  P— £ 
Hendricks  L  A— I  f 
MWer   D  J— £ 


Peterson  Ole— £  1 

Rogers  F  B — £ 

Spalla    &    Armstrong — £ 

BROOKLYN 

Crider  W  D— £ 
Cronk  &  Mussetter — ^f 
Dalby  W  H— f 
Tones  E — f   c 
Talbott  Edwin  H— £  1  c 
Talbott  F  H  &  J  F— £ 

BURLINGTON 

Anderson   N— £ 
Blanke   S  D  &  Co— 

— £  1  c 
Brownlee  W  R— 1  c 
Burg  H  E— £ 
Cady  R  P  &  Son— f 
Catlett  E  W— f  1 
Cross  W  C— f  c 
Fleming  &  Riling — £  c 
Glad£elder  H  C— 1 
Green  R  M— f  c 
Harper  T  G — £ 
Hirsch  &  Riepe — £  c 
Hoelzen   Realty   Co— f  c 
Hutchinson  &  Wesner— 

f  c 
Johnson  V  A — f  1 
Koch  L  H— 1 
Lahee  John— £  c 
Lundgren  C  B— 1 
Mokland  &   Kuhlemeier 

— £  c 
Parsons  Realty  Co— £ 
Phclan  M  T— £  c 
Phelps  &  Garrett— £    c 
Pilger  Louis  M— 1 
Riley  T— 1 
Ritchey  J  H— 1 
Ritter  Henry — I 
Salter  Geo  B — f  c 
Shepherd   C  B— c 
Srafther  J  W— £  1 
Stein   Bros— 1 
Storrar  J   M— £ 
Swenson  H  E — 1 
Waddle  R  C— £ 

CALMAR 

Becker  R  J— £  1  c 
Calmar  Savings  Bank — £1 
Gdsen  H  J— f  1 
Meyer  Jacob^£ 
Ode  O  P— £ 

CARROLL 

Chesbro    Frank — f    c 
Dougherty  J  A — f  1  c 
Drees   John   A — i   1   c 
Gram   John  J — £ 
Helmer  C  C— £  c 
Macomber   H   W— £ 
Minchcn   J  P— £ 
Park    E   C— £ 
Peoples  Trust  &  Sav  Bk 

Rejmolds  &  Meyers—^ 
Saul  W  C—  £  c 
Schmich  W  J— £  1 
Smith   Will  R— £  1  c 
Stephany    Peter — f    c 
Wissler  E  A— £  c 

CASCADE 

Keefe  F  J— £  1  c 
McQuillcn  &  Bcaly— £  c 
Talmun  F  J— £  1  c 

CEDAR  FALLS 

Aitken  W  T  M— £ 
Bailey  J    L— £    1 
Bailey  S  O— £  1 
Burk   Wm— c 
Carney    Ed — 1 
Cummins  C  S — i  1  c 
Cunning  O  V— 1 
Hovey  L  D— f 
Hurd  W  H— £ 


&  Co — £  c 


Maitin    Leclair— £ 
Merner    W   H— £ 
Morgan  Wm — £ 
Momin  &  Paulger 
Newton  E   E — f 
Nuhn  Wm  C— £ 
Parker   C   M— £ 
Paul  H— £  c 
Ray  &  T  F  Murray— £  1 
Security  Bank — £ 
SiUiman  H  N— £ 
Sptcer  C — £ 
Wild  Abe— £ 
Wilson   E  M— £ 
WUson  G  F— £  1 
Wynegar  Forrest^-c 

CEDAR  RAPIDS 

Allen  F  ^V— 1  c 
Anderson   J    S   &    Son 

Inc — £   c 
Baird  &  Reed— 1 
Barlow   B  A— 1 
Benedict  L — £  c 
Bennett  G  G — 1 
Bolton  M  V  &  Co— £  c 
Brokaw   H    N— 1 
Burkhalter  L  D — £  c 
Cherry    Realty    Co— f 
Cook  D  C— f  c 
Davis  &   Sinclair — 1 
Dickcrson   O  E— 1 
Doerfler   Gus  A   Co — 

— f  1  c 
Doolittlc    AAA  Co— f 
DuBois  J  A— 1 
Dula  A  W— 1 
Ellis   Ralph— £   1  c 
Giberson  T  M— £ 
Gray  R  D  &  Co— £  c 
Greene  C  G— £  c 
Hedin  M  J— 1 
Higley  F  M 
Hill  J  W— c 
James  L  R — 1 
Janda  V— £ 
Johnson  E  C— f 
Johnson  J  C— 1 
Keeler  Geo  J— f  1   c 
Lantstrum  C  C— £ 
Lawler  James  E — f 
Mally  F  C  &  Co— £ 
Moore   S  C— £  1  c 
Nehls  H  L  &  Co— f  c 
Niles  &  Proctor— 1 
Peddie  &  Kristensen — £ 
Powell  Wm  P— £  1  c 
Preston  I  M— £ 
Reynolds  W  A  &  Co— f 
Rogers  T  P— 1 
Safely  R  I— f  c 
Souter   H   B— f   1 
Snyder  R  H— £ 
Steele   A  I^-l 
Valentine   R  J— £  1  c 
Van  Vechten  C  D— 1 
Wcstrom  A  C — c 
Whilock   &   Blaine— f   c 
Wisner  &  Whipple— f  c 
Wyckoff  H  E— 1 

CENTER  POINT 

Bartleson    J    M— £ 
Dunbar  Geo— f 
Haverly  J  J— 1 
Stauffer   C   F— £ 
Wilson   L  L— £  c 

CENTERVILLE 

Appanoose  Abst  &   Title 

Co— £ 
Ashby  J   C— £  1 
Crawford  A  I>— c 
Cree   W   M— f 
Cushman   E   V — f 
Davidson   A   G — f 
Fclkner    L   A — f   c 
Fox    W    S— 1 
Greenlea£   H   L— f 
Hays  W  B— £ 
Holman  W  H— f 
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Howdl   Max— I 
Law    Bros — f 
Leslie   J    C — f 
O'Neal  D  C— £  c 
Oppenheimer  M  L  Miss 

OrTL  W— f 
Patterson    L — 1 
Pcrjue  I  A — 1 
PoweU  C  T— f 
Rees   W    G— 1 
Seith   James — £ 
Speers  A  P — £  1  c 
Stuckey   S   A— £ 
Trigg  H   E— 1 
Wells  P  E— f 
West   E   O— f    1   0 
Wilks    W— 1 
Wooden    C    R— f    c 

CHARITON 

Culbertson   H— f 
Drake    E  W— f 
Gookin   A   B— £   c 
Hass    Chas— f 
Hickman  James— £ 
Penick   Lloyd— £ 
Seward  J  C — f 
Storie  E  H— £  c 
Therlkeld    J    D— £ 

CHARLES    CITY 

Atherton  E  B— f 
Balwin  H  C— f 
Bentley  E  J— f 
Blunt  G  C— f  c 
ElUs  M  W— f  c 
Eunis  E  S — £  1 
Fitzgerald  H  J— f      . 
Fluent  Walter  T— f  1  c 
Guiwits  P  R— r 
Heddens  Jones — f 
Herbrecht  W  C— f  ^      ^ 
[ona  Title  &  Real.  Co— £ 
Johnson  W  B— £ 
Kellogg  C  H— 1 
McCammond  R  V — ^f 
M^y  Geo  E— f 
Olds  A  L— £  c 
Summerfield  A  G— -i 
Townsend  L  J — t 
Welch  Jas  B— f  c 

CHEROKEE 

Brummer  Geo— £ 
Champion  J  A— -t 
Galvin    Morris — f    I 
Green  Jos  S — f  c 
Herrick   &   Herncfc— f 
Hux£ord  E  D— f 
Jackson  F   W 
Knapp    C   T— f 
McCulla  &  McCull* 
McNeal  D  W— £ 
Miller  J   A— f 
Molyneux  &   Mancr 
Moore   C  E — f 
Mulvaney  Wm— f 
Scott  &  Hubct^-f 
Smith  A— f 
Smith  C  M— £ 
Smith  J   D   F— f 
Smyth  R  J— f  ^    ^ 
Stanosheck  F  J—* 
Stanoscheck  L  R— \  , 
Tomlinson  Guy  J — ^f  1  c 

CINCINNATI 

Baker  B  F— £  c 
Browitt  John — £  c 
Buck  Ell— £ 
Colton  G  W— f 
Mitchel  W  L— f 
Sturdivant   J    M   &   Son 

—f 
Wood  Lewis — f 

CLARINDA 

Bates  W  V-f 

Berry  J  W-£ 


Clarinda  Investment  Co 

-f 
Cleveland  L  N— f 
Greene  &  Loranz — f  c 
Iowa  Security  Co — I 
Loranz  &  Co — ^f  c 
Orr  Wm— £  c 
Payton   Stephen— £  c 
Stipe   W    F-f 
Stuart  C  W— £ 

CLARION 

Birdsall  M  F— £ 
Brown  J  C — f  c 
Covert  C  C — £ 
Henry  C  W— f 
Humphrey    &    Humphrey 

Leonard  D  H— f  1  c 
Linebarger  John — 1 
Richards  A — 1   c 
Rogers  J  A— £ 
Weber  &   Smith— f  c 
White  E  B— £ 

CLEARLAKE 

Ames  W  A— 1 
Campbell  D  H— f  c 
Clear   Lake  State   Bank 

-£ 
Halverson   Henry — £  c 
Marsh  Joel  E— £ 
Matthews    Bert— 1 
Mench  Phil— f 
O'Neil  Mrs  Agnes— 1 
Palmeter  John — £  c 
Palmeter  H  E— £ 
Patti  Martha— 1 
Pinkney  Chas  A— I 
Rogers  F  M— f 
Rogers  Lloyd — ^f 
Smith  A  A— 1 
Young  R  S— f  • 

CLINTON 

Barker  L  W  Co— £ 
Briggs  A  H— £ 
Carlsen    J — 1 
Carroll  Bros— £  c 
Darling   &    Darling^£lc 

Dolan  J  J— 1 
Fink  J  E— £ 
Grotc  J  F— £  1 
Hawes  R   N— 1 
Holleran   F   I^-£ 
Holm  &  Otto— £  c 
Teflferies  J  Q  &  Co— f  1  c 
Judge  J  W— £ 
Keefe  W  J— f 
Langan  R  C— £ 
McMullen  J  A— 1 
Moran  J  E — £ 
Murray  T  R— £ 
O'Conncll  Wm— £ 
Paddock  &  Dieckmann— 

£  1  c 
Phillips  J  G— 1   c 
Richardson  H  D— £  1  c 
Richardson    John — £ 
Ries  L  I^-f 
Root  A  C — £  c 
Seaman  S  C — f  c 
Seymour   &  Goodrich — £ 
Shepard  D  H— £ 
Sutton  L  F— £ 
Upton  F  A — {  c 
Walsh  Bros— £ 
Ware  Fred  E— £  1  c 

COLFAX 

Hogendom  Land  Co— £  c 
Hogendom  W  H— £ 
Penquite  M  E — £ 
Smith  Chris— 1 
Wells  W  B— £ 

COON  RAPIDS 

Bowman  C  B — £  c 
Branan  John — 1 
Browning  C  C — £  1 


Cooney  M   M — ^E 
Esdohr  J  H— f 
Greenwaldt  A  F— £ 
Harris  C  M— £ 
Holliday  G  W— £ 
Morris  C  E— £ 
Smith  John  W— £  c 

CORNING 

Chubb  W  C— £ 
Lavely  Brothers 
Westrape  H  E— £ 

CORRECTIONVILLE 

Bailey  Geo  A  &  £  C— £  c 
Edmunds  Earl — £  c 
Erwin  B— £ 
Logan  £  C — £  c 
Mumford  J  T— £  c 
Page  St  Dubois— f  c 
Schneckloth  £— £  c 

CORYDON 

Day  J  W— £ 
Dennis  W   E— £ 
Draper  Mr^— 1 
Fry  F  B— £ 
Green  J  K— £ 
Poston  &  Murrow — £ 
Rea  E  A— £  c 
Scales  E  H— £ 
Smith  D   J— £ 
Sutton  O    B— £ 
Tedrow    &    Richard— £ 
Wright  S  S— 1 

COUNCIL  BLUFFS 

Amd  Wm— £ 
Bell  &  Mulqucen — £  1  c 
Benjamin  W — £ 
Binder  H  W  Co— £  c 
Casady  J  N  Jr  Co  Inc — 

f  1  c 
Cory  Emma  K  Mrs — £ 
Day  &  Hess— £ 
Evens    S    L    Co — £ 
Greenshields    &     Everest 

— £ 
Hendricks  F— £ 
Hughes  J  J — I 
Knox  Ohich— £ 
Lougee — £ 

Lutzjl— f  1 
Officer  Chas — £ 

Paschel  Chas— £ 

Patton    Joseph    M — c 

Smith    Forest— £ 

Schnoor  F  J— £  1 

Williams   Frank— f 

CRESCO 

Barker  W  L— £ 
Church    Edwin    A — 1 
Converse  A  B — £  c 
Cray,  A   R— f 
Cutting  J  A— £ 
Durgin  N  S— £  c 
Eaton  L  E — £  1  c 
Emmons  L  E — £ 
Farnworth  E   P— £ 
Lucrs  J   H— f 
Smith    Andrew — f 
Thompson  E  R — f 
Thomson  R  M — ^£ 
Tilson  W  H— f  c 

CRESTON 

Brennan    Pat — £ 
Brown   R— £ 
Bums  Roy  E — £ 
Camerer   E — 1 
Carson  John  M — ^£ 
Daugherty  E  N — i 
Golden  J  A— f  1  c 
Golden   J    F— £ 
Golden  S  W— f 
Goodman    E — i 
Hill   R   H— 1 
Hoffman  0   M— £ 


Ide  Geo  A  &  Son— f 
Jones  F— £ 
Lutz  M— £ 
McConnell  C— £ 
Malone  M  J— £ 
MaxweU  W  T— £ 
Nelson  &   Harkness^f 
Patt  W  N— £  1  c 
Paredeny    Frank— 1 
Rhine  C  A— £ 
Russell  John  H  &  Soa 

— £ 
Skinner  Scott— £  1 
Slauter    Chas--£ 
Smith  H— f 
Stearns  J  a — £ 
Stryker    C   S— £ 
Willis  A  A— £  c 

DAVENPORT 

Ball  S  G-1 
Bischoff  &  KuchM  c 
Brown  A  W— 1 
Cannon  Geo  W— 1 
Coleman  E  N— 1 
Cooper  J  W— 1 
Douffhertv  Thos— ( 
Faerber  A— 1 
Ficke  Gustave  H-l 
Gardner  S — ^1 
Heesch-Carttens  &  TaU- 

mon — £ 
Higginbotham  J  W— I 
Home  Dan  B  ft  Co-£  c 
Ins   Service  Agcy  Co— 

Kemmerer   T    H— £  c 
Le  Buhn  Carl— 1 
Luetje  B   F— £  c 
Mclntyre  C  C— 1      ^ 
Meyer,  Ellsworth  &  Co- 

Miller  R  L— £ 
Morrissey   L   M  B-i 
Ott  G  E— 1 
Perry  F  H— I 
Schroder    E   E— £  c 
Sisson  F  D— 1 
Snider.   Walsh  &  Hynes 

Sorrow£ree   &   Braa£ora 

— £ 
Stemsdorff  Geo  J-4 
Tohcr  HI*  Co— £  c 
Vogt  H  C— £  c 
Vogt  H  H— £  c 
Waterman    &    Thuenen 

— £  c 
Weir  ft  Meiei^  c 
Williams  H  1^1 
Yost  J  F— 1 
Zodckler  L  J— c 

DECORAH 

Abbey  ft  Son — £ 
Abbey  W  F— £ 
Adams  F  P— £ 
Couse  L  L— £ 
Enger  L  M— £ 
Freeman  A  W— £ 
Jayne  T  A— I 
Kennedy  F— £ 
Paine  Herbert— f  1  c 
Vance  A  N— £  c 
Waterbnry  E  A— £  1 
Weiscr  C  T— £ 
Whelan  Miss  A  C— ( 
Whelaa  P  H— £ 

DENISON 

Blienun  H— f  c 
Boyntoa  D  L— f 
Cochran  E  T— I  c 
Connor  J  P— £ 
Criswell  O  M— I 
Gttlick  E  F— 1  c 
Harding   P  W-< 
Helsley   Albert— I 
Hoffman  F  S— 4 
Jonet  J  P— f  c 
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Tones  M  E— f 
Klinker  P  T— c 
IfcHenry    Sear*— f   1 
MUler  J  W  Jr— £ 
Ncavc  Geo— f  I 
Richardson   Bros—^  1  e 
Seeman   L — f 
Shaw  &  Kuehnle— £  c 

DES  MOINES 

Anderson  C  N — 1 
BaUey  A  T— 1 

Baird-Tayfor-Crawford- 

Lewis  Co~f  c 
Ballard  Wayland  C— f  c 
Bebont  J  W— c 
Blum  J  A— 1 
Bowles   W   D— I 
Bream   £  D— 1 
Bright  J  B— f 
Buck  G  M— 1 
Christie  J  T  Co-f 
Clancy  &  Co  J  P— f  c 
Clapp  J  C—l 
Corbctt  C  D — £ 
Corley  D  W— 1 
Deming  M  M— 1 
Docrflcr  E  G   Co— f 
Dudley  M  I^-£  c 
Eddy  J  A-c 
Eldridge   Lee— £ 

ELLIS  & 
HOLLAND  CO. 

Geji.  Agents 
FIRE  A  CASUALTY 

70O  Iowa  AtfmU 
its  IMms  IOWA 

Fanisworth  G  M — c 

Fisher    Claude— 1 

Fleming   Bros— 1 

Ford  Ins  Agency — £  c 

Gould   C  B— c 

Griswold  H  J— f 

Guthrie  Donald  R — £  c 

Harrison  W  H— f 

Hazard  &  Cheseley— !  e 

Hess  J  W—l 

Holton  G  W— £ 

Horton    Frank — f 

Hughes  Geo  W—l 

Jester  Joshua  &  Son— £ 

Kelly  Elton  C—l 

Lambert  £  £—1 

Lantz  H  H  &  Co— f  c 

Lcnning  C   £— { 

McCarthy  J  H— 1 

McCutchen  &  Verrmn 
Co-4  c 

McFarland  J  M— 1 

McGuirc  H  H— £ 

Miller  Chas  E-1 

Noble  F  H— c 

Noc  C  J—! 

Orriny    Robt— 1 

Page  W  E-£ 

Patterson  £  A — ^1 

Percival- Porter-Ford  Ins 
Agency  Inc— I  c 

Robertson  C  G— f 

Roddy  ATA  Co-£ 

Rumsey   Bros— 1 

St  John  W—l 

Shaw  M  M— 4 

Spencer  F  A— 1 

StoU  S  F— c 

Strible  F  C-! 

Trcynor  I  M— 1 

Tuttlc  Joel— £  c 

Upion   Ins  Ageacf — £  e 

Upham  Bros — c 

Van  Slyke-Dorsey   Co— £ 

Waller  B  N-1 

White  W  H-1 

Wilcox,  Howell  &  Hop- 
kins—I  c 


Willis  C  H— 1 

Witmer  &  Kauffmann— 

£  c 
Woodbury  G  W  &  Co— 

!  c 
Young  Fred  S  &  Co— f  c 

DE  WITT 

Armentrour  D — £ 
Christensen  C  C— •£ 
Hines  Wm— £  1  c 
Howes  John  W  Jr— £c 
Lambertson  G  W—l 

DUBUQUE 

Abehi  A  P— £ 
Becket  Fabian— £ 
Bradley.  &  Maclay — ^£ 
Brown  W  J— £ 
Chamberlain  I  C — £ 
Coates  &  Robinson — £  1  c 
Connellv  W  J— £ 
Cottingnam  Dixon — £ 
Early  J  P— £ 
Feder^   Ins   Agcy — £ 
Feigner  Emil — ^1 
Fitz  Al— £  1  c 
Gariand  J  C—l 
Gifford  W  L— 1 
Hammond  W  A— f 
Hayes  Jas  A — £  c 
Tohannsen  Land  Co — ^£ 
Kretschmer  &  Lee— £  1  c 
Kunz  J  F  &  Co— £ 
Lan^e  Otto  F— 1 
Lenihan   Dan — ^f  c 
Lorenz  &   Miller— £ 
McCuUough   M  J— £  1  c 
Mettle  Land  Co— £ 
Murphy   Darid — £  c 
Murray  J  J — £ 
Murray  S  F— 1 
O'Rourke  John — ^1 
Palen  John — £ 
Pier  Elizabeth— £ 
Reynolds  Chas  H— £ 
Ru££  C  A— £ 
Salot  Harry— £ 
Scherr   C   B — £  c 
Schrup  Ins  Agcy — £  c 
Spenslc7  &   Spcnsley— £ 
Traub  &  Feigner— £  c 
Trewin  C  B— f 
Voelker  C  A— £ 
Weihe  Franz  &  Co— £ 
Whatmore  J— f 
Wilmot  C  H— 1 
Zumho££   W   M— £ 

DUNLAP 

Baily  M  B— £ 
Barrett  &  Van  Slyke-f 
Brace  M  F    c 
Cadwell  &  Cadwell— £  1  c 
Conrad  Jr  Geo — 1 
Curtis  F  W— £ 
Tordcn  A  N — ^f 
Jordan  &  Weltengcl— f 
Lantz  Adam — £ 
Moore  L  K— £ 
Robertson   R  W — £ 
Taylor  A  B — £  1 
Van  Slyke  W  H— 1 
Weltengcl  Will  J-f 

DYERSVILLE 

Dentmeyer  F — £ 
Gehrig  D  A— £ 
Gehrig  H  A— 1 
Ham  Geo— £ 
Hensclman  Ben — £  1 
KefBer  D— £  I 
Kremer  Henry — f 
Kramer  J  H— £  1 
Loosbrock  Wm  C— £  1  e 
MacHogan  W— £ 
Mahoney  J  L — 1 
Oehler  Henry— £  1  c 
Russell  C  B— f 


Schemmel  B  J— £  1  c 
Schermer  F — t  c 
Schneider  John— £  c 
Utt  Anna  M— £ 
WiUenborg  H  B— £ 

DYSART 

Bates  H  K— £  1  c 
Moeller  Ervin — f  1  c 
Schmidt  F  H— £  1  c 
Warsaw  John  — f  1  c 

EAGLE   GROVE 

Andrews  F  B— £ 
Baker  J  K— £ 
Qark  L  J— £  1 
Flynn  Sylvester — £ 
France  R — i 
Hcnncberry  J  W — f 
Knudson   iBros— £ 
McGrath  J  W— £ 
Paine  J  S— £ 
Rudy  J  M— £  1  c 
Schaffter   E— f  c 
Sidwell    C   T— £   1 
Wehrheim  Wm— £ 
Williamson  S  H— £  c 
Yearons  A — £ 

• 

EDDYVILLE 
Miller  Harry — £  1  c 

ELDON 

Davis  &  Smith— £ 
Finney  C  W  &  K  S— £  1  c 
Owen  G  A— £  1 
Taylor  W  G— f 
V^rnum  J  E — £ 

ELDORA 

Brownell  C  F— £ 
Burling  C— £ 
Car^nter  N  S— £  c 
Davis  &  Cameron — £ 
FoUett  L  M— £ 
Hardin  J  F  &  Son— £  1  c 
Murray  &  Crossan — £  c 
Newcomer  C  S — £  1  c 
Syverson  S — £ 
Whitcd  S— £ 

ELKADER 

Barnard  H  H— £ 
Davidson  W  W— £ 
Giflford  G  M— £  1  c 
Kramer  J  A— 1 
Pahlas  H  C— £  1 
Preston  W  A— £ 
Reimer  Wm — £ 
Wilke  G  H— 1 

EMMETSBURG 

Baker  Geo  H— £ 
Bick£ord    S— f 
Brown  M  L — £ 
Brown  W  J— 1 
Burt  A  J — £  c 
Duffy  J  A— £ 
Linderman  W  L — £  1 
Menzies  John — f 
Morling  W  H— £ 
Ormsby  A  S — f  c 
Schooley  Jas  E — £  1 
Slater  James  A — f 
Steig  Geo  O— 1 
Steunmer  L— £ 

ESTHERVILLE 

Anderson   Ole — £ 
Coon  B  M — f 
Kirbv  J  P— f 
Ladd  W  A— £ 
Littcll  J  P— 1 
Person  &  Pitcher— £ 
Rhodes  F  H— £  c 
Stanley  I  C— £  1  c 


FAIRFIELD 

CraU  &  Crail— £ 

Cummings     Frank      S — 
£  1  c 

Dole  Wilbur— £ 

Dougherty  Mrs — f  I 

Gormor  &  Son  Will— £  1 

Green  A  L— £  c 

Hu£stedler  John — i 

Huglin  John  A — £ 

Tacques  A  W — £ 
ohnson  M  J — £ 
ones  Miss  Kate — £ 
orden  A  G — £ 

Kcltner   H   B   &   C   F— 
£  c 

Leggett  ft  McKemy — f 

Mendenhall  L — £ 

Mullinx  A  B— « 

Munro  Ralph  H— £ 

Feebler  J  F— 1 

Ready  J  F— £ 

Ross  W  G— £ 

Simmons  £  F — £ 

Smith  W  C— £ 

Thoma  &  Thoma— £ 

Wilson  David  B— £ 

Wilson  Jas  F  Ji^-£ 

FARMINGTON 

Carr  Frank  D— £  1  c 
Caulter  W  H  ft  Co— £  c 
Ketcham  B   F— £  1 
McCormick  W  D— £ 
Price  Jno  R — £ 

FONDA 

Bradshaw  Z  C— £ 
Clancy  J  W— f 
Ellis  E  R— f 
Fairbum   E  H— f 
Fairbum  F  A— f 
Griffin  M  J— £ 
Jordan  J  E— f 
Linnan  C  F— f 
McCrccrv    T    F — £ 
Mullen  D  W— £  c 
Royer  Melvin — £ 
Wood  Lucian — f 

FOREST  CITY 

Brown  H  A — ^£ 
Brunsvald  &   Nelson — f 
Kelley  Ed— 1 
Oleson  Emory  J — f  1  c 
Olson    John — £ 
Peters  J  A— £ 
Thompson    Bros — £ 
Wartchow  E  C—l 

FORT  DODGE 

Barton  J  J— £  1 
Beam  J  H — 1 
Bumam  Lisle — f 
Butler   &  Rhodes— f 
Coughlin  &  Hackett— £ 
Daughenbaugh    L    R — 

£c 
Doud  Robt  P— f  c 
Drake   Mrs   Carrie  M— 

£  c 
Flaherty   &    Wheeler- 

£c 
Greene  H  G— 1 
Guth  Geo  W-1 
Habenicht   Geo — £ 
Haire  M  J-f  c 
Hale  Roy  W—l 
Harty  J   C— f 
Keith  M  V— 1 
Kelley  Tom— £  c 
Kellum  R  J— 1 
Kempley   &    Codner — f  c 
Kitchen  R  W—l 
Lex  Henry — £ 
Mack   F   P— £ 
Mahoney  Chas — ! 
Merritt  W  N— f 
Minogue  F  C— f  c 
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I  A. — ^Fort  Dodge,  Con. 

Mudgett  F  C— e 
Nugent  P  F— f 
Parker  S   R— I 
Parker  W  R— 1 
Peeler  W  R— 1 
Pcte'»on   C  A— I 
Pickett  Miss  Luella  S— 

i  c 
Pratt  H  M— f  c 
Saxton  Burton  H— 1 
Smitn   David   P— 1 
Thayer  S  D—l 
Thoma«  &  Busby— f 
Vaughen  P  T— f  c 
Weiss  H  L-f  c 
Wilder  A  E— 1 
Williams  E  M— f 

FORT  MADISON 

Authes    Bros. — i    1   c 
Downs  John — £  1  c 
Frueling   Chas— f 
Gardner  R  H— 1 
Heitrman  Bros— £ 
Hopkirk  &  Payne—-/  1  c 
Kastcn  Chas  C— £  1 
Kiel  &  Schroeder — £ 
Masdcn  H  H— f  , 
Person  Albert—f  I 
Scherfe  W  A— £  1  c 
Steovener  Theo— £  1  c 
Traverse  A  H— f 
Wilken  Frank  H— £ 

GARNER 

Blackstone  F  E— £  c 
Fell  M  A  &  Co— £ 
Hanson  F  M— f 
Ramsay  I,W-£ 
Ramsay  wH—£ 
Sweigard  Isaac— £ 

GLENWOOD 

Carey  Chas  E— 1 
Chamberlain    T    b— 

He 
Edwards  C  W— £  1  c 
French  H  A— £ 
Jackson  F  C— £  c 
Johnson  E  G — 1 
Lambert  A — f 
Mayberry  Guy— I 
Otio  Carl— £ 
Rathke    Will-£^ 
Records  T  Q— f 
Zimmer   Geo   H — £ 

GREENE 

Hartness  M — £ 
Mead  B  N— £  1     ^     ^  , 
Mitchell    James    G — tic 
P£autz  F  T— £  1  c 
Soesbe  C  W— f  1 
Squires    L — £ 
Stober  F  L-f  1 
Weston  C  B— £  c 

GREENFIELD 

Brooks  J   E — £  c 
Burrell  J  A— £  c 
Crowley  D  A— 1 
Martin  F  D— £  1 
Miller   &   Hawkins— £ 
Portersfield  &  Brownr— £ 
Williamson  W  H— £ 

GRINNELL 

Ashing  Chas — 1 
Beyer  C  W  H— 1 
Beyer  H  I^-c 
Brainard  D  W— £  c 
Brande  E   D—l  c 
Bryan  J— 1 
Bray  &  Shifflett— c 
Buchanan  &  Smith— flc 
Carter  W  J— 1       ^  , 
Critchett  Geo  B— £  1  c 
Evans  John — £  1 


Field  H  A— f  c 
Heneley    E — 1 
Hannah   Robt    Y— 1 
Lanphere  Harry  F — £  c 
Lyman  H  G — c 
Marvin  &  Cessna — £  c 
Miller  C  A— 1 
Moore  J  G — 1 
MulUn   J   J— c 
Noll  T  T— f  c 
Pooley  S  J— 1 
Ross  G  M— 1 
Sears  Guy  W — £  1  c 
Swaney  &  Hubbard— £  1 

GRISWOLD 

Arrasmith  A  G — f 
Baughman    A    M — £ 
Bell    R    H— 1 
McCarthy  E  C— £ 

GUTTENBERG 

Borman  A  H— £  c 
Eckart  J  P— £  c 
Eckart  Oscar  B— 1 
Frank  V  W— £ 
Growney  Jaa— 1 
Ihm  Bros— £ 
Overbeck  H  J— £ 
Scholz  Chas  E— f 
Schoper  H  W-1 

HAMBURG 

Campbell  Chandler— £ 
Campbell  R  C— f     c 
CiUey  P  J— f 
Cunningham  S  B— £  c 
FrankUn  B  G— f 
Morgan  N    G — f 
Rodgcrs   T    H— £ 
Thompson  F  L— £ 

HAMPTON 

Beed  A  W-£ 
Clark  A  I^f 
Clock  E  B— £  c 
Haecker  E  D— £lc 
Uemmingway  J  M — £ 
Inglis  N  A-f 
McCrilUs  G  T-1 
Mallon  J  N— £ 
Meyers  O  F— f 
Ridj^eway   F  H— £ 
Robmson    Bros— £ 
Salsbury    C   E— £ 
Savidge  Wm — £ 
WoI£  D  C— £ 


HARLAN 

Beems  I  W— £ 
Colburn  W  K 
Cullison  Shelby— c 
Franklin  Thos  N— £ 
Hertert  E  M— £  1  c 
Hertcrt  John  P— c 
Hetrel  J  C— £ 
Pickard  L  H— £  c 
Swi£t  C  F— £  c 
Whitney  J  B— £ 
Wyland  O  P— £  c 
WyUnd  W  W— f  c 

HARTLEY 

Davis  W  J— £ 
Haynes  John — £ 
Knaack  G  £— £ 
Patch   Frank— £ 
Shinkle   Jed— £ 

HAWARDEN 

Gearhart  &  Son — £ 
Plank  C  A— £ 
Rmg  A— £ 
Smith  &  Sli£fr-£  1  e 
West  W  &-£ 


HEDRICK 

Foster  Jno  C — £ 
Jennings   las  J— £ 
Martin  C  J— £  1  c 

HITEMAN 
Dinsmore  H  A — £  1  c 

HUMBOLDT 

Combs  C — £ 
Garfield  G  S— £ 
Hayea  R  C— £ 
Lovrien  F  C — £ 
Smith  W  J— £ 
Stoddard  F  H— £ 
Strong  Wm— £ 
Ta£t  Wm  J— f  c 
Wiser  Geo— £ 

HUMESTON 

Berry  J  L— £ 
Clark  G  L— £ 
Doze  J  E— £ 
Goodrich  D   P— f 
McKibben  F  T— £ 

IDA  GROVE 

Babcock  F  D— £ 
Bowman  E  G — ^f 
Easton  J  E— £ 
Hartley  A— f 
Hubbard  G  C— £ 
McCutchen   C   R— £ 
McDonnel  C   T— £ 
McNamara   Pat — t 
Moorehead  H  A — £  I  c 
Reese  J  M — £ 
Smith  Leonard  S — £ 
Wilcox  Wm  M— f 

INDEPENDENCE 

Bartle  Miss  Carrie— £ 
Campbell  A  R— £  c 
Cilley  J  L— £  1  c 
Foster    Chas— £ 
Jayne  M  L — ^£  1  c 
Keane  Rich — £   1  c 
Kemmerer  I  C — £ 
Luther  A  R— 1 
Lyon  A  J — f 
McGuire  Dora  D— f  1  c 
Rigby  A  G — 1  c 
Todd  A  N— £ 
Woodruff  Geo  S— £  1  c 

INDIANOLA 

Briggs  C  C— £ 
Brown  &  Schrier — £  c 
Burns  H  F— f 
Goodman  &  Sams — £ 
McCoy  K  M— £  1  c 
Park  Mel  W— f  c 
Proud£oot  A  V— £ 
Ripper  W  W— £  c 
Speer  Geo — f 
Summers  D  W— £  1 
Tidball   S  H-f 
Weldin   J— £ 
Whitney  J  H— 1 
Wilson  W  M— f 
Winning  O  T— f 

IOWA  aTY 

Bailey  H  I^£  1  c 
Berger  Will— £ 
Brennan    Thos — £ 
Brooke  J  H— £ 
Cochran  F  T — £  c 
Donohoe,    Miss   Kate — £ 
Dvorsky  J  W— £  1  c 
Hohmann  W  F— £ 
Holland  J  W— £  I  c 
King  Susan — £  1  c 
Koser   Bros —  £ 
Lee  I  B— £  1  c 
Mahcr   D—l 
McDonald  W  J— £  1  c 
Meardon  A  £— £ 
Murphy  Mr — £ 


Murphy  T  E— £ 
Otto  J  M— £ 
Reese   D  A— £ 
Royce  F  B— £ 
Scales  Nat— £ 
Shrader  C  C— £  1 
Stevenson  S  R— £ 
Stouffer  J  C—  £  1  c 
Swire  Roger — i 
Swisher  S  E — i  c 
Welch   C  S— £ 
Wilson  Edwin  B— £ 

IOWA  FALLS 

Burlingame    C   H — £  1 
Foster  F  E— £  c 
Hall  H  B— £ 
Otterbach  A  C— £ 
Peet  F  D— £  1  c 
Rowe  D  W— 1 
Welden  W  E— 1 
Woods  W  H— £  1  c 

JEFFERSON 

Anderson  S  B— £  c 
Brown   P  O — f 
Culbertson  S  C— £ 
Dunlop  Jos    N — £ 
Flack    S— 1   c 
Forbes  J  M — £  c 
Gililand  A  S— £  c 
Harding  Harnr  M— £  c 
Harper  Ruth  M — f 
Henderson    T  A — f 
Henderson  J  W — f 
Milligan   F  A— £ 
Rednour   S   P— £ 
Reiman    John — ^£  c 
Sayers  S  J— f 
Wilson  &  Albert!— £  c 

KEOKUK 

Collison  Henry — f  c 
Crimins  John  Jr— 1 
Heaslip  H    A— £  c 
Hobbs  &   Blood— f  c 
Hobbs  John  W— 1 
Hubert  W  J— 1 
Madden  W— 1 
McKay  V   R— £  1  c 
Overton  Agency — i  c 
Pyle  N  H  — f  c 
Rowan   A   N — f  c 
Ryniker  A  S— I 
Sheppard  L  D  Ji^l 
Tumulty  John — f  1  c 
Uhler    &    Lovelace— 1 
Van  Papelcndom  J  B— » 
Wyllie  A  M— £  c 

KEOTA 

Gilbert  Ed  C 
Graham  J    F— £  c 
Kirkpatrick    W    Craig  -r 
Newton  H   P— £ 
Smith  Fred— £ 

KNOXVILLE 

Brobst  A  B — £ 
Brobst  B   H— £ 
Garretson  I   H — f 
Christ  W   N— f  1 
Johnson  S  C — £ 
McCoy    Arch — £ 
Roberts  J  J— £  c 
Welchcr  A— £ 

LAKE  CITY 

Easton  T  M— £ 
Freeman  J  N — £ 
Fuller   C   E— f  1  c 
Green  C  H— £  1  c 
Hibbs  J  I^-£ 
Hutchinson  G  G— £  1 
Lillard  V  W— £  1 
Miller  G  E— £  I  c 
Smith  J  B— £  1  c 
Townscnd  E  W— £  1  c 
Townsend  R  F— I 
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LANSING 

G)nway  T  P — f  c 
Gauniu  H  F— f 
Intlckofer  Otto— I 
Kemdt  G  M — f 
Kenidt  C  W  H— 1  c 
Kerndt  M  Jr^I 
May  &  Dampsey — f 
Miller  R  G— f  c 
Nachtwey  F  J— f 
Nielander  &  Co— f 
Powers  John — f    1 
Saam  W   F— f 
Serene  Chas  R — ^f  c 
Thomas  B  F— f  1  c 

LA  PORTE  CITY 

Ashley  £  R— f 
Ashley  Roy  E — i  c 
Htmunel    D    J— f 
McQuflken  W.T— f 
Simpson  E — f 
Stebbens  Geo   £— f   c 
Van  Valkenburg  A— f 

L£  MARS 

AUine  A  A— f 
Bedell  E  T—f  c 
Boges  Jooepb— e 
Buchanan  F  H — f 
CoUedge  A  C— f  1  c 
Demaray  A  C — I 
Duus  A  M— f  1  c 
Gaynor  S  A — ^1 
Heyl   Fred— 1 
Keenan  J  F— f 
Keenan  J  T— c 
Koehlcr  R  J— f  c 
Koenig  J  G  &  Co — f  c 
Martin  H— f 
MDIer  N— c 
Minick  A  A-4 
Woodke  P  K— f  c 

LEON 

Arnold  T  S— f 
Pease    Lonis — f 
Stookey   &   Wallace— f 
Townsend   F    A — f   1   c 
Varga    Stephen — f 
Wright  C  F— f 

LUCAS 
Baker  N  F— f  1  c 

McGregor 

E.chendorf  W  L-f  1  c 
Spauldling    E    L — f 
Walker  C  W— f  1  c 

MANCHESTER 

AnoU  H  F— f  c 
Blair  Fred  B— £  c 
Carr  E  M— f 
Carr  Hubert— f  1 
ary  F  F— f  1  C 
Clemans  Hugh— f  ] 
Dunham  George  W — f  c 
Hoyt  W  D— 1 
Huene  O  E— f 
Hutchinson  J  H — £ 
Keagy  C  W— £ 
Long  W  H— £ 
Marvin  R  M— £ 
Mathews  WUl— £ 
Norris  W   H— £  c 
Pierce  C  A— £ 
Richardson  Fred — £  1  c 
Stiles  E  B— £ 
TirriU  &  Pierce— £  1 
Torrey  C  O— £ 
Yotan  Calvin — £ 
Yoran  M  J— £ 

MANNING 

Babcock  E  S— £  1 
Curtis   A   L — I 
Eden  C  J— £ 


I 


i 


Emmons  O  W— £  c 
Jones  P  H— £  1  c 
Parrott  W  B— 1 
Perry   E   C— £ 
RojBrers  Douglas — £  c 
Seivers   Henry — ^£ 
Siemen  F  W— £  1 
Sutherland  R  G— £ 
Tate  &  McLaughlin— £  1 
Wheeler  R  H— £ 
Wicse  Land  &  Invest  Co 

— £1 
Wilsoq  Jos— f 
Wohlcnberg  F   W— £ 

MAPLETON 

Anthony  A  J — £ 
Chapman  C  L— £ 
Pike  N  W-f 

uick  Edwin — f 

ice  Geo  A — £  1  c 
Smith   V— £ 
Spottswood  C  E— £ 
Welch  &  Jacobson — £ 
Wengert  H  G— f  c 

MAQUOKETA 

Ellis  G— £ 
Ellis  Jas  W— £ 
Farr  C   W— £ 
Fletcher  D  A— £ 
Gregory  Fred  C— £ 
Gregory  J  W— £ 
Gregory  W  C— £ 
Heide    Saml— £ 
HubbeU   H  B— £ 
Johnson    Realty    Co — f 
Kaler  John — ^1 
Keck  F  H— £ 
Keck  Walter— f 
Kelsey   &   Sokol—   £  1 
Kelsey  F  D— £ 
Kulmer  E  J— 1 
Mahony  H  E — c 
Mitchell  Geo— £ 
Myatt  F  W—f 
Palmer   W  H— £ 
Ralston  James — { 
Stephens  Ralph — £ 

MARENGO 

Colson   B    F— 1 
Enffclbert  J   C— f 
Goldthwaite    H    E — £  c 
Lewis  J  H — f  c 
0»Neil  T  F— £ 
Simmons  M  A — f 
Sullivan    &    Sullivan— f 
Van  Boskirk  Robt— 1  c 
Vette  A  M— f 

MARION 

Anderson  Fergus  L— £ 
Biggs  &  Pearson — £ 
Courtney  M  W— £ 
Dahms  E  J— £ 
Davis  T  J— f 
Eagate  E  J— £ 
Evans  &  James— £ 
Freeman  John — c 
Gillmore  Florence  Harris 

— £  1  c 
Gray  J   M— £ 
Griffin   P  S— £ 
Holloway  H  G— £ 
Holmes  Georgfr— £ 
Ingeraoll  &  Qeaveland 
Jackson  W  T— £ 
Kocher  J— £ 
Lillie  Geo  E— £ 
Millen  H  G— £ 
Pratt  Harry— c 
RoberU  Rar— £ 
Robinson  C  A — f 
Shcrer  Oscar  N — c 
ShankUn    C  S— £ 
Shumack  F  A— £ 
Smyth  Robert— f  1  c 


Stamey  D  A 
Todd  G  W— £  1 

MARSHALLTOWN 

Battin   William— £ 
Bell  S  C— £ 
Blue  T  C— 1 
Carl  F  W-f 
Clark  &  Treat— £  1   c 
Cobum  John — £ 
Coleman  C  M— 1 
Crawford  W  L-f 
Ellis  H  M— 1 
Forbes  I  T— I 
Gay  A   E    Co— f 
Houghton  F  H— £ 
Hurst    R   H— 1 

Johnson  A   G— 1 
ohnson  Samuel  P — ^1 
Kimberly    Wesley    C— f 
Lawrence  G   W — f 
Leech  W  E— £  1  e 
McCorroack  T  S— 1 
McFarland  ft    Pierce—' 

— f  c 
Millard  I  S— £  c 
Mitchem   John   C — 1 
Monohon  John  O— f 
i^elson   W^  M— 1 
Norris  Geo  R — £ 
Nugent  G  S— f 
OBryon   M   M— c 
Russel   David— 1 
Shooe   ft   Bay — f 
Shove  H  W— 1 
Van   Orman   ft  Van   Or- 

man— f  c 
Webster  ft  Son — f  c 
Welch   Marie— £ 
Welker  A  H— f  1  c 
Whitaker  J   M— £ 
Williams   ft    Votow— f 
Willigrod  E— f 

MASON  CITY 

Bagley  W  G  C— f  c 

Barber  F  L — 1 

Beck  Walker    Co— f 

Bull  H  \-— f  c 

Bums  R  R — 1 

Chambers  F  W— £ 

Gouse  A   R — 1  c 

Corbett    M    C— 1 

Drake  S  D— 1 

Duffield  S  P  ft  Sons— £  c 

Finch   ft    Gilpin— 1 

Fleming  E  £—1 

Gaffe  F  H— f  c 

Gale   A   H— £ 

Harlan  A  B— I 

Hill  G  \V— f 

HiU  L  A— £ 

Holman    Land   ft    Insnr- 

anoo  Co — f 
Jackson  O  A — £ 
Kchm  P  H— c 
KimbaU  ft  Hayes— £ 
Knesel  A  W— £ 
Law   Land  Co — 1  c 
Loomer  C— 1 
McNidcr  C  H— f  c 
Markwood   J    D — 1 
Mason      City      Loan     ft 

Trust  Co— £  e 
Mason  City  Realty  Co— f 
Nicholson  C  R— £  1 
Norris  ft  Irons — f  c 
Parker  C  A— f  c 
Paul  Frank— £ 
Phillips  L  W— £ 
Pratt  E   E— 1 
Richards    &    Williams — 

— f  c 
Schanke   &    Co — f  c 
Schneider  S  A — ^£  c 
Smith  ft  Pattie— 1 
Smith   Earl — c 
Smith    R   P— f  c 
Sunbery   R  S — f 
Stone   &    Sievers— f 


MECHANICSVILLE 

Bttndy  O  M-^ 
Gibeaut  H  Ef-I 
Kennedy  L  L— £ 
Lynch  C  J— £ 
Maurer  N  J— f 
Onctott  J  H— £ 

MISSOURI  VALLEY 

Barrett  J  B— £  I 
Kellogg  Geo — £ 
McLaughlin    Ras — £   1  c 
Roden  W  J— £ 
Sketton  J— 1 

MONROE 

Chipps  F  D— £ 
Ible  Henry^"— £ 
Jamagin  Jaspex^-£ 
Kii>p  Geo  C— £  i 

Livingston  W  M — £        i 

MONTEZUMA 
Bechly  Frank — £ 
Caster  Tho»— £  1  c 
Clark  Chas  W— £ 
Gross  Jake — £  1  c 
Harper  E   V— £ 
Hawkins  Geo— £ 
Jones  Ed — £ 
McGiU  A  C— f 
Smith  S  E^f 
Thorn  L  E— £ 
Vest  J   W— £ 

MONTICELLO 

Ainsworth  T  E — £  1 
Heam    R— f 
Houser 
Locher 

Pond  ^ 

Schoon    John — f 
Voorhees  J  A — £ 
Waddick  L  P— £  1  c 


Q    K — f 

er  J    S— 1 
tr  J  J— f  c 
J  E— f  1  c 


MOULTON 

Carrick  E  J— f  1 
Garey  Effie— £ 
Powers  H  P— £ 
Walker  E  A— £ 
WUlett    W    J— £ 

MOUNT  AYR 
Beall  R  S— f 
Beard  H  C— f  1  c 
Finley  Ge©  H— f 
Lewis  &  Sons—f 
Liggett    J    H— f    1 
McMaster  E  C— -f 
Parsons    Henry — f    c 
Smith  R   C— f 
Wyant   G   A— f 

MUSCATINE 

BarUctt    H    M— f 

Biahop  W  F  ft  Co— i  c 

Block  W  G   Co— f 

Borger  S  A— 1 

Bumside    Ed   O— f 

Coster  J  C— f 

Eversmeyer   F   W  ft 
Louise— f   c 

Foster    D    R— 1 

Havercamp    M — f 

Horst    H   D— f   c 

Kemble  &   Kemble— f  c 

Lindle  George  W— £  1  c 

Madden  &  Madden— f 

Mark  J  B   &  Son— f  c 

Metzger  H  W-f 

Robbms  &  Zcipler— f  1  c 

RosenberRer  N— f 

Stirlen    M  W— 1 

Thompson    Mrs    Ella— £ 

Titus  Loan   &   Invest- 
ment Co— f  1  c 

Tucker  W   E— 1 
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MYSTIC 

Astroth   Gut — ^1 
Delay  Frank— f  I  c 
McGd  Wm— £ 

NASHUA 

Bander  C  H— f  1 
Dexter  H  T—f 
Gary  N   E— f  c 
Getach  W  F— f  1  c 
Kout  A  L— f  c 
Weat   Frank— f 

NEOLA 

Bardsley  J  G— f 
Bawm  W  C— f 
Cotter  E  F— f 
Hegarty  J  R— f 

NEVADA 

Alderman  U  S— f 
Atkinson— G  W— f 
Bricker  &  Bricker— f  I  c 
Burrouffha  J  H— 4 
Dayton  A  La— 1  c 
Dutton  J  G— f 
Fumil  W  W— 1 
Gillespie  J  F— f  1  c 
Grove  D  M— f 
Hadley  &  Laitffland — f 
Hanson  F  E— Tl  c 
Knudson  T-— f 
Larson  J  K — f  1  c 
Smith  W  S— f 
Wella  John  M— f 
Welty  B  B— f 

NEW  HAMPTON 

Bigelow  G  M— f  c 
Brown  F  W— f 
Casey   Charles — f 
Condon  T  B — ^£ 
Conley    Frank— f 
Cook   Caroline — f 
Darrow  W  I^-f 
Feyerbend  R— f 
Geiser  M  E— f 
Kenyon  C— -f  1 
McFarland  O  A— f  1 
Nehl  H  P— f 
Nugent  W  J— f 
Sanduskey  J  W— £ 
Schultie  Theo— f 
Shaffer  Bros — £ 
Smithy  Curtis  &  ReiU/— f 
Stebbms  Miss  E  C— t 
Strike  Frank— £  c 
Tooley 


NEWTON 

All£ree  H  B— £ 
Brunner  J  G — ^£  1  c 
CaveU  J  F— f  1  c 
aark  D  I^f 
Coon  J  Lindly — f 
Coon  Oscar— £  I  c 
Earley  E  L— f 
Eberhart  D  J— £ 
Fngard  J  H— £ 
Gebhardt    M    C— £    1 
Guessford  W  hL-4 
Hindorph  &  Woodrow — 

£  1 
Kennedy  Fred — ^£ 
Morgan  &  Korff— f  1 
Reed  L  D— £  c 
Smith  Julian  A— 1  c 
Stamper   Miss  Virgie— 4 

NORA  SPRINGS 

Miller  J  B— f  c 
Moody  E  C— f  1 
Schnedler  H  F— >£  c 
Waterbury  O  P— £  1  c 

ODEBALT 

Bay   W   F— £ 
Helsell   W   A— £ 


Johnston  R  S— £  1  c 
Kettcrer  J  H--£  1 
McWilliams   W   H— 1 
Peck   S    E— £ 
Schmit2    Bros — i    1 
Wilson    S   G— £   1 

OELWEIN 

Aycrs  W  S-f  c 
Bogart  J  A— I  c 
Doctor  L,  J— £  1  c 
Doran  W  B— 1   c 
Elder  M  M-1 
Erdman  Hattie— £ 
Hanson  T  L— £  c 
Hardy   Thos— 1 
Little  B  B— £  c 
Miles  J  W— 1 
Paul  Al-1 
Peterson  A  E— f 
Ross  J  R— £ 
Rousch   C  L — ] 
Shippy    C   D— 1 
Smith  Bros — £  c 
Wilson  J  1^1 

OGDEN 

Croe   John — i 
Haggie    Hans — £ 
Heldt  Claus— £ 
Jones    Wm— £   1 
Porter  Frank— £  c 
Rosen  Walter— £ 

ORANGE  CITY 

Behrend  Jno  F — ^£ 
Brewster  George  W — 1 
Klienjan  P — £ 
Lohr  F  J— £  c 
Lohr  A  W— £ 
Roseboom  Wm — £ 
SchulU  W  W— £  1 
Slikkeveer  H— £  c 
Snyders  L— £ 

OSAGE 

Annis  J  W— £ 
Bartlett  Lynn — £  1 
Bartlett  H  G— f  c 
Bush  F  C— £ 
Darley  E  L— £ 
Johnson  K  J — £  c 
Knowlton  L  W— £ 
Kugler  A  A— £ 
McGann  Hugh — £ 
Monahan   Pat — £ 
Roberts  A   Er—i 
Sawyer  C  L — ^£  e 
Schuyler  John — 1  c 
Spoonum  Carl  V— £lc 
Stoughton  H  L— £  c 
Sweney  Paul — £ 

OSCEOLA 

Anderson  Vernon — £ 
Barnard  W  S— £ 
Bamhill  Frank^^ 
Bebout  S  R  Dr — £ 
Fleming  J  J— £ 
Harper  W  E— f  c 
Johnson  W  C— £ 
Lewis  R  M— £ 
Marquis    Clarence — £ 
Miler  C  I^-  £  1 
Temple  W  N— £ 

OSKALOOSA 

Bell  Fred  A— £  1  c 
Bennett  M  E^f 
Boyer  F   D— £ 
Cowan   &   Hambleton— 

£c 
Drikeres  &  Critchlow — f 
Dutton  S  J— £ 
Fuller    Chas    H— 1 
Glasure  H  0~£  c 
Gordon  Qaire  D— £  c 


Harrold  J  G-1 
Johnson  Carl— £  c 
Jones  W   G— £ 
Keating  Wm   H~£ 
Kent  R  A— f 
Mendenhall  L  H-1 
Moorman  Mark  W— 1 
O'Hara  Ralph— £  c 
Parker  Henry  D— £ 
Phelps  Cha»-£ 
Rich   Roy   C— 1 
Shangle  i^  T— £ 
Shaw  W  H— £  c 
Wilson   C   E— 1 
Winter  Chris— £ 
Wood  H  R— 1 

OTTUMWA 

Anderson   Oscar— >1 
Archer  W  T— 1 
Baer  F  P  &  Son — ^£  c 
Bayliss  W  J— £ 
Campbell-Wellman    Koett 

Co — f  c 
Christie  W   S— £ 
Corrick  T  H  &  Son— £  1 
Cowley  L  E— 1 
Creswell  &  Grube— £1 
Criley    Ben— £    1 
Curran  J  V— £ 
Diltz  G  M— c 
Edmunds   H   L — £  c 
Elliott  W  D— £ 
Graham  O  T— £  c 
Haw   George — £  1 
Hull  J  E— £  c 
Hutchison  &   Daum — £  c 
Keating  W  H— £  1  c 
Linton  W   C— 1 
McElroy   Ralph— £   c 
Meanor  J    M —   £   1 
Mitchell  John  H— £ 
Nimocks  &  Lee — f  1 
Phoenix  Ins  Agcy — f  c 
Pprter  C   C— I 
Reynolds  A   L — ^1 
Smith   D  D— £ 
Smith   J  J— £ 

PANORA 

Butlef  J   S— £ 
Evans  E — £  c 
Ferree   C   F— £  c 
Goetzman  G  A — f 
Morris  J  W— £  1  c 
Spurgen   Wade — i 

PELLA 

Baron  S  B — £ 
Bloem  Mrs  John — { 
Cole   C   N— £ 
Cook   Ed   S — c 
Cook  W  W  &  Son— £  1  c 
Dieleman  John  R— 4 
Jelsma  S  J  &  Son— f 
Stubenrauch  P — £ 
Thomassen    &  Thonuuaen 

— £  e 
Van  Sittert  Peter— £ 
Van  Spanckenn  B  H  Jr 

Vm  Vliet  J  H— f 

PERRY 

Ahrens  George — £  c 
Dunlap  Z  B— 1 
Dutton   &  Co— £  c 
French  L  A — £   c 
HaU  J  D— £ 
Haskins  A  D— £ 
Heiss  A  W-£ 
HolHs  C  M— £ 
Jones   Bros— £ 
Melick  G  R— £  1 
Modlin  H  C-£ 
Steltxer  H  I— f  c 
Thomburg  L  B— £  1 
Ward  H  P— £  1  c 


RED  OAK 

Bryant  J  C— £  c 
Burke  N  W— 1 
Carey  E   M— 1 
Cook  J  S— £ 
Delaven    N— 1 
Gibson  Edwin— £  1  e 
Gillett  O  T—f 
Houghton  H  C— £  1  c 
Howard  O  G— £ 
Montgomery  W  W-f 
Peterson  W— £ 
Remmers  O  F — £ 
Shaver  B  A— £ 
Shuey  &  Cook— £  c 
Stibbens  L  A— 1 
Walker  J  E— 1 

■ 

ROCK  RAPIDS 

Berg  Aug — ^£ 
Carpenter  W  D— f 
Dickinson   Jerry— I 
McGuire  J  E— £  1 
McNab  George— f  1  c 
Miller  Jonathan — ^f 
Miller  O  P— £  c 
Partch  E  I^-£  c 
Peters  L  G— £ 
Penman  H  C— £  1 
Pickard   E  C— £ 
Pierce  H  B— £  1  c 
Roach  E  C— £  c 
Shade  Chas— £  1 
Spratt  Robt— 1  c 
Sutter  F  I^-£ 
Wydcoff  W  C— f 

SANBORN 

Arnold  G— f  1 
Daly  J  H— £  1  c 
Jones  C — i 
Solon  W  A— £  1  c 
Soop  I — ^£  1  c 

SCRANTON 

Anderson  W  W— £  1 
aark  B  O— £  1 
Jackson  H  E— f  1  c 
Marchant  Ed— £  1 
Pitcher  P  P— £  1 

SEYMOUR 

Allison  L— £ 
Jackley  A  M— £  1  c 
Jamison  W  0-£  I  c 
Kcrby  D  H— £  1  c 
Squire   John — £   1 
Strome  &  Merritt— 1 1 


SHELDON 

Barragar  F  N— £ 
Benson  A  H — f 
Bloxham  F  W— £ 
Clagg  W  E— £  c 
Cobb  A  H— £ 
Daugfaer^  Cha»— £ 
Linsday  &  Phdps— c 
Mclntire  I  N— f 
McKenna  Geo— £ 
Mvera  E  B— f 
Schaap   A  J — i 

SHENANDOAH 

Cutter  John  S— £  1  c 
Ferguson  Bnmet — f 
Hughes  W  H— £  1 
Houett   Arthur— 1 
Lake  A  S— f  c 
Nordstrom  Fred — i 
Rulhman  W    A— i  c 
Sheets  Earl — £  c 
Van  Buakirk  Frank-f  c 

SIGOUSNEY 

Baker  Geo  B — f 
Beatty  F— f 
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Bensmiller  A   J— f 
Brunt   &    Randall— f   c 
Clark  Hudson— 1 
Dem  W— £  c 
Gambdl  W  C— f 
Goeldner  F  L—f 
Goeldner  H  F— f 
Hamilton  C  C — £ 
Hamilton  W  H— £ 
Heninger  C  C — £ 

Iames  Geo— f 
ohnson  C  G— £ 
facker  Jas  R— £ 
McVickcr  J  R— f 
llathbon  J  J— £ 
Stockman  D  T— £ 
Updegraff  C  G — f 
Uttwback  C  C— £ 
Wagner  H  F— £ 
Wilcockson  K  £— £ 
WjUic   James   H— c 

SIOUX  CITY 

Andrews   R   J   &    Son— £ 
Ball  Miss  Mary  A— f 
Brown  &  Wolcott— f 
Clark  M  A— f 
Dean  &   Frost— £ 
Dc  Orsay  A  L— 1 
Duns   C   M— f 
Floumey  &  Lewis— £  I 
French  Henry— t 
Giefam   &    Ellerd— £   c 
Gordon  Wm— 1 
Grandy  W  F  Co— f 
Guincy  Chas  L — ^I  c 
Hills   Agency — £  c 
Howe  Paul  C— £ 
Hughes  M  J— £  1 
Irvine   W   D— 1 
Kerby  &    Lynch — £ 
Kloster  BJh-1 
Kneeciler   C  A — £  c 
Lacy   R   H    &   Son— £ 
McManus  &  Webb— £  c 
Myer   Carl— £ 
Nicol  Paul  I— 1 
NiTling    &   Haakinson— £ 
Oakley  G  W— £  1 
Peters,    Guiney,    McNeil 

&  Powell  Co-^  c 
Pmsiner  Wm  L— £ 
Sioux    Fire    Agency — £ 
Vuthum   J   C— £ 
Weintz   Geo   D — t 

SPENCER 

Avery  A   H— 1 
Bemis  W  S— I 
Buck  ft  KirkiMtrick— 4 
Bucfcey  C  P— £ 
Carlson    Ed— I 
Cook  F  A— £ 
Cook  W  C— 1 
ComwaU  W  W— £ 
Goble  Jar— f 
Graham   Roger — £  1 
GreeQ  A  W-^ 
Griffen   M   E 
McCord  J  H— £ 
Mauss  £  R— f 
Morgan  E  G— f 
Rice  W  R— c 
Smith  H  N— I 
Steele  J  E~f 

SPIRIT  LAKE 

Arnold  V  A— £ 
Carlton  W  F— £ 
Price  Chas— £— c 
FcTgoson  F  H — ^f 
Tompkins  F  T— 1 
Van  Steenburg  B  B — £  c 
Wdgand  Lewis— f 

STORM  LAKE 

Ballon  L  E  Jr— £ 
Bassett  T   C— 1 
Buland  T  Ei-£ 
Butler    Frank— £ 


Christopher  J  W— £ 
Crouse   Harry  J — £ 
Daniels  Geo  D— 1 
Eastman  Geo  H — £  c 
Geisinger  &  Clapp — £ 

iones  Raymond — £ 
f  cConneU  A  R— 1 
LaGrange  D  G— £ 
Mack  &  Mack— £  c 
Moore  C  W— £  c 
Murray   Roy   W— 1 
Schaller  Geo— £ 
Smith  A   C— 1 
Toy  P  C— £  c 

STORY  CITY 

Bartlett  Chas— 1  c 
Donohowe  John — t   I  c 
Henderson  Alex — I 
Henderson  T  T— £ 
Jessen  J  C— £ 
Wellington  J  A— £  1  c 

STUART 

Backus  John  S— £  c 
Bamett  S  P— £  1 
Dash    Roy   H— f 
Hackthorn  H   L— 1 
Hartsell  E— £  c 
Hinkson  F  O— f 
Knox   Roy   A — £ 
Monahan  S — £ 
Sayer  A  R— £ 
Taylor  W  J-£  c 

SUPERIOR 
Smith  J  C— £ 

TAMA 

Bartlett  E  W— £  c 
Richards  E  M— £  1 

TIPTON 

Bartley  &  Maxson-^  1  c 
Bcatty  Geo  E— £ 
Casterline  F  J — ^£  c 
Dorcas  Josia— £ 
Elwood  C  H— £ 
Cieiger   W   G  W— £ 
Gillam  E  C— £  c 
Hubcr  H  L-£ 
Neiman  C  S— £ 
Xick  A   P— c 
Rath  H  H— 1 
Reeder  F  I^-I 
Simmermaker  C  F— f  c 
Van  Meter  Vv   L— I 

TOLEDO 

Adair  R  W— £ 
Baxter  C  A— £ 
Dexter  W  A— £ 
Gee   F   M— £ 
Green  Mr— f 
Hutchinson  G  A— £ 
Kepler  R  P-{ 
Kinderdem  G  A — £ 
Krcsek  M  J— £ 
Modlin  C  M— c 
Ross  J  H-1 
Smith  A  G— £ 
Struble  &   Stiger— f 
Wagoner  T  A— £ 
Walters  C  E-£ 
Walters  J  P— £ 

TRAER 

Bryan  D  E— £  c 
Findley  Elmer  C— £ 
Logan   James— £   c 
McCormick  W  G— £  c 
Norton  A   T— £  1  c 
Stoakes  T  F— £  c 
Thomas  B  Frank— £  c 

VALLEY  JUNCTION 

Donahy  H  M— £ 
Field  W  H—  £  1  c 


Hadden   &  Gavin — £  1  c 
Mullane  J  W— £  1  c 

VILUSCA 

Boise  J  S— £ 
Davie  A  F— 1 
Dinim  Harry— £ 
Gibbs  E  C— £ 
Glackemyer  &  Enarson — £ 
Glackemyer  H  A — ^1 
Ingman  F  L— £ 
Jones    F    F— £ 
Minick   P   D— £  1 
Woodword  W  B— £  c 
Woodward  T  B — £  c 

VINTON 

Forsythe  J  E— £ 
Knupp  D  C— £ 
Marrietta  &  Bickel— £lc 
Norwood  C  W— £  1  c 
Schafle  J  W-f  1 
Urice  T  T— £ 
Wratislaw   F  J— £  1  c 

WALNUT 

Bunker  J  L— £  c 
Burke  Ed  D— £  1  c 
Mosher  O— £  1   c 
Neflf  Lewis— £  1 
Ronna  Otto— f  c 
Spangler  M  L— £  1  c 

WAPELLO 

Beane    Miss    America — £ 
Deihl  J  D— c 
Dickson   J    H— I 
Hunter  M — £  c 
Hurley    W    H— £ 
Kelly  J  S  &   Howard— f 
Springer    Arthur — c 
Weber  H  A-f  c 

WASHINGTON 

Ashby  J  A  Y— £ 
Bcnn  H  W— f  1  c 
Brookhart  T  I^-f 
Buttcrfield  W   H— £ 
CockUn  S  J— f  1 
Dewey  C  A — £ 
Harvey  E  R— c 
Keeley   W  M-£ 
Kellogg  J  J  &  S  J-£ 
McCulley    Art    VV— f 
Morton   J  W— f  c 
Rice   Mrs  Belle— £ 
Richards    Humphrey— £ 
Sage  Frank — £  I  c 
Taylor  Jno  M — £  c 

WATERLOO 

Bates  J  E— c 

Bentley    Bros    Ins   Agcy 

Bickley  C  S— £ 
Blackhawk  Ins  Agcy — ^£ 
Blackledgc  Virgil— 1 
Bown  &  Bown — £ 
Bragdon  J   E — ^1 
Bronson  L  H  ft  Son — i 
Chamberlain   A  W— £ 
Cotton  C  W— £ 
Gardiner   Co  James   The 

— £ 
Green  C  F— c 
Hallowell    Co— £ 
Hammond  H  W— £ 
Hoxie  &   Brunn — ^£ 
Kingsley   &   Stewart— £ 
Koepkc    F  J— £ 
Lindner  C  C— 1  c 
Miller  &  Jacobson — i 
Park  L  E— £ 
Rumsey   A   E— '1 
Struyer  F   F— 1 
Waterloo  Ins  Agcy — £ 
Wcatherwax   H    E— £   c 
Wilson  Burton  E — £  c 


Wilson   &    Cheever— £ 
Young  C  M — c 

WAUKON 
Buckley  M  J— 1 
Citiaens  State  Bank — £ 
Deeney  H  J— 1 
Eddy  Jessie— £ 
Ericson  T  T— £ 
Goodykoontz  E  W— £lc 
Ha(:er  O  J— £  1  c 
Haines  Joe — £ 
HaU  E  J— £ 
Hancock  E  M — £  c 
Hart  John  J— 1  c 
Hart  Wm  S  &  Co— £  I  c 
Hendrick   Burt— £ 
Howe  H  A— i 
Larson  A  C — £  c 
Murphy  D  J — f  c 
Picpcr  E  L— £ 
Purdy  E  D— £  c 
Stilwell  ft  StilweU— £  c 
Stone  C  M— £ 
Taylor  H  E— £ 

WAVERLY 

Babcock  W  H— £ 
Bessmer  A  G — 1 
Bredow  O— £ 
Cullinane   Richard— £ 
Dickinson  Earl— £ 
Grossman  G  A — £  1 
Hagemann  &  Farwell— 

£  c 
Hazlett  J  Y— £  c 
Herrmann   R— £ 
Kasemeier    Henry— £   c 
Long  &  Kingsley— £ 
Moehling  H  E— £ 
Mitchell  O  H-£ 
Mooney  J  A— £ 
Munger  F  H— I 
Runyard  C  C— £ 
Sager  John — £ 
Schei£elbein   E  A— £ 
Van  Derveer  G  O— £  1 
Vanderveer  H  R— £  c 
Weiditschk  W— £ 

WEBSTER  CITY 

Blake  J  M— f 

Boeye  J  A — £ 

Cook  A  A— £ 

Crosley  V  C— £  c 

Curric   F  S—  £ 

Currie,    Miller    &    Boeye 

Inc — ^£  c 
Ferrel  Walter— I 
Henderson  O  J— £ 
Lee  J  W-£ 
McAdow  S  W— I 
McConnell  W  O— £ 
McFcrren  Rube— £ 
Morean  G  S— £ 
Peterson  J  J — £  c 
Peterson  J  L — £  1  c 
Porter  J  D— £ 
Sayrs  I  J-£ 
Security    Title   &    Trust 

Co — £  c 
Sparboe  H  M— £ 
Sterling  J  R— 1 
Thompson  G  D— £  c 
Tucker  G  F— £ 
Wesley  Martin— £ 
Whitham  &  Hampton— £ 

WEST  LIBERTY 

Aiken  s  Irwin — £  c 
Beyer  E  G  H-£  1 
Hill  R  H-l 
Jones   Thco— £  c 
Light  Walter-£ 
Luse  &  Noland— £ 
Mcintosh  J   E— £ 
Mosher  Henry — ^1 
Whitacre    &    Archibald- 
£ 
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WEST  UNION 

Berkey  D  M— f 
Bcrkcy  J  T-f 
Blackman  H  B— f 
Blunt   Harry— f 
Dwyer  J  W— f  1 
Earler  Edwin  G— f 
Linbeck  Frank — 1 
Phillips  E  M— 1  c 
Rogers  W  J-f 
Woodward  R  O— f 


WHAT  CHEER 
Bonsall   W  T— f 
Harbison  &  Legoe— f  1  c 
Harding  Frank  W—l 
Windett  W  C— f  1  c 

WILTON 

Budelier   Clarence— f 
Harris  W  D— f 
Lang  Wm— f   1 
Martin  Fred— f  1  c 
Whitmcr  Roy— f  1 


Wickes  F  C-f 
Wildasin  Henry-f 

WINTERSET 
Beach  O  E^f 
Cornell  W  J— f 
Gilpin   T   G-£ 
Green  Ellison — ^f 
Hamilton  J  E— f 
Lochrie  S  C — c 
Lucas  W  O— f 
McCall  E  E— f 
McKee  J  W— c 


Security    Loan   &  Title 

Co— f 
Shriver  J  G— f  I 
Smalley  W  L-f 
Stark  S  W— f 
Tidrick  L  B— f 
Vance  W  H— f 

WYOMING 
Bronson  W  W—l 
Evans  G  W— f  c 
Garrison    &    Hunt — f   c 
Jansen  P  S— 1 
Overlcy  C  C—f  c 


KANSAS 


ABILENE 

Anderson  G  C — f  c 
Cutler  J  G— 1 
Gans  C  W—l  c 
Graves  J  A^f 
Howard  H— f 
Hutton  I  H-f 
Keel  J  E—f 
Kilgore  Fred— 1 
Makins  Edw — t 
Malott  M  H— f 
Maru  F— 1 
Nichols  W  D— f 
Southworth  H— f 
Van  Trees  E  L— 1 
Wyandt  C  O-f  1  c 

ANTHONY 

Baker  H  D— f  c 
Bird  S  R—  £  1 
Couch  J  E  &  Co— f  c 
Day  Vernon — c 
Fanning  T  F— f 
Heacock  &  Co— f 
Holaday  Melvin  L — f  1 

iennings  Lewis  G^— f  Ic 
IcPhce  &  Howard—! 
Wilcox  E  C— f  c 

ARCADIA 

Davenport  J   F — ^f 
Fowler  J  T— f  1  c 

ARKANSAS   CITY 

Farrar  &  Norton — f  c 
Floyd  J  N— I 
Foster  L  A— f  c 
Gould  &  Bunker— f  1  c 
Hess  R  U— f  c 
Moore  W  B— f 
Penfield  W  C— £  1  c 
Pickett,  Neal— c 
Roseberry  &  Son — £  c 
Topliff  jr  C— £  c 
White  R  0—1 
White   Willis— £ 

ASHLAND 

Ainsworth  W  L— f 
Berryman  J  W — ^f 
Carson  W  G— £  1 
Gribble  S  G-c 
Lonker  W   A— f 
McFarland  R  A— f  c 
Mayse  R  C— f 
Stevenson  M  G— f  1  c 

ATCHISON 
Adams  Bros —  £  1  c 
Broekert  &  Co  L  D— f 
Collett  W  B— 1 
Commerce  Invst  Co— f 
Donald  W  F— f  1  c 
Drury  A  S— f  c 
Hanson  C  H— 1 
King  &  Son  S  S-£ 
McCrum  Jas — f 
White  Durham— 1 

ATTICA 

Bradley  J   D— f 
Day  T  I^f  c 


Hilliard  A-f  c 
House  M   F— f  c 
McBride  A   N-f  c 
Shannon  Roy  L — I  c 

AUGUSTA 

Brown  W  E—f  1  c 
Calkins  Chas— f 
Geager  N  A— f 
McCoo1"t  J— £ 
Norris  Cora — £ 
Peal  W  R-f 
Penley  W  A— £ 
Ruland  F  C— £ 
White  Frank— f 

BALDWIN 

Bristow  Wm— £ 
Clark  W  M— £  1  c 
Hitchcock  John — £ 
Holliday  Wm— f  1 
Hoover  H  T — 1 
McQure  W  A— £ 
Ross  J  B — £ 
Webster  Dr  W  H— 1 
Wise  J  C— £  c 

BAXTER   SPRINGS 

Jones  A  L — f 
Watts  W  A-f  c 
Weaver   T   C— f  1 

BELLE  PLAIN 
Herbert  V  E—f 
Huggins  E — 1 
Knox  C— f 
Marshall  T  J— f 
Mordy  T  R— f 
Scudder  C  E—f  c 

BELLEVILLE 

Bell  W  H— f  c 
Bramwell    Bros — ^f  1    c 
Carstensen  C  P^£  c 
Stanfield  R  T— £  c 
Vance  W  D— £  c 
Van  Natta  Henry — £ 
Ward  N  J— £  c 

BELOIT 

Anderson  Max — £ 
Bardrick  G  H— f 
Bartleson  J  W— £  1 
Beil  L  D— £ 
Chubbic  P  G— £ 
Downs  T  P— f  c 
Gaylord  I  W— £ 
Green  J  R— 1 
Hallum  T   I^-l 
Jordan  A — £ 
Lowry  C  B — £ 
McQintic  A  C— £ 
McCracken  W  W— £ 
Margen  L  A-f 
Mead  A  G-^£  1 
Pagett  P  H— £  1 
Pooler  Arthur — £  c 
Rouse  C  J— f 
Thomnson  Franlt— £ 
Tice  Bro*— £  c 
Wilson   N  I^~f 
Young  I  D— £ 


BLUE   RAPIDS 
Burket  C  N— f 
Burr  &  Waynant— £  c 
Cummings  &  Thompson 

£  c 
Dewey  E  F— £  c 
Gerard  W  J— 1 
Lathrap   H  C— £ 
Netx  W  C-1  c 
Rodger*  C  N— £ 
Sheldon   F  D— I 
Smith  C   D— £ 
Smith   M— f 

BURUNGAME 

Amos  &  Doty— £ 
Burke  F  E— £ 
Fast  E  H  Jr 
Hayson  Wm — £  c 

Taylor  E  S— f 

BURLINGTON 

Burger  Andy— f 
Cheney  H   B— f  c 
Gilman  &  Oilman— f  c 
Gray  W  H— f  1  c 
Hitchins  &  Phillipi— f  c 
Holmes  J  H  G—i  c 
Lamborn  H  T— f  c 
Lang  Wm  S — f  c 
Rudrauff  W  H  Sr— f  1  c 
Rudrauff  W  H  Jr- f  c 
Woodford  Ralph  A  &  Co 
-f  1  c 

CALDWELL 

Anderson  W  B— f 
Brown  Mattie  E—f  I  c 
Devorek  Joseph — ^f  1  c 
Globe  Realty  Co— f  1  c 
Griswald  W  S— f  1  c 
Jeams  S  J— f  1  c 
Keeling  H  C— f  1  c 
Scriburn  &  Dial — f  1  c 
Stump  L  B— £lc 

CAWKER  CITY 

Genglcr    Peter— f 
Higley   C  M— £  1 
Hill   S   A— £  c 
King  J  H— £ 
Klinkenberg  C— f 
Perry  Walker— f  c 
Power   J   W— £ 
Tucker  Geo  E—f 
Tucker  John  W— £ 
Woody   W    P— £ 

CEDAR  VALE 

Brown  A— f 
Brown  J  W— f 
Fisher  £dgar — f 
Krause  Chas  E — f 
Marsh  J  R— f 
Snaver  A  N— f 
Smith  J  M— 1 
Tabler  J  P— f 

CHANUTE 

Baughman  S  S— f 
Bideau   &   Tye— f 


Burris   Bros— f 
Clover  &  Son— f 
Dimick  E   I^f  1  c 
Eklund  C  E—f 
Hurt  J  J-f 
Johnson     &     Helmick— f 

1  c 
Kennedy  D  U—i  c 
Smith  &  Brobst— f 
Taylor  J   I^f 
Ward  Jesse — ^f 
Wood  N  E—f 

CHEROKEE 

Bolick  R  A— f 
Chudsey   W   I^-l 
Howe  Chas— f  c 
lisenbee  T  J— I  1 
Tharp  Tohn  H — f  e 

CHERRY  VALE 

Anderson  W  E  H— f 
Brock  J  T— f 
Butler  C  S— f 
Gowdy  J  F— f 
Hannum  W  S-f 
Hileman  A  D— £ 
Hill  &  Oakleaf— £ 
Hough  &  Howard-f  c 
McEtonald   E  S— f  c 
Newton  Revilo-f  c 

CHETOPA 
Abbey  &  Von  Trebra— f 
Bell  A  R— f  c 
Cook  J  B— f 
Craft  Joseph— f 
Drake  A  G— £ 
Newton  E   B— f  1 

CLAY  CENTER 

Carlson  Realty  Co— f 
Clare  &  Martin— 1 
Dobbins  C  W— c 
Gay  &  Castello— f 
Hanna  G  W  &  J  A-f  c 
Oberg  Frank  O— f  c 
Parrott  F  W— f  c 
Smith  Arthur— f 
Stratton  G  M — ^f 
Svatopolsky  A  F— f 
Swenson  Eric  H — ^t 
Withers  Geo  A— f  1  c 

CUFTON 

Caywood  E  W— f  , 
HamiltonMrs  H-f 
O'Brien  fliny— £ 
Parker  J  T— f  1 
Pfister  St  Rusb-I 
Seifert  Frank— f 
Sims  C— 1 
Tplin  C  D-f 

CLYDE 

Collins  T  R— f.  . 
Dunahugh  R  W— I 
Harmon  P  M— £ 

{oines  W  L— £  1 
(urphy  J  C-l 
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I'otwr  C  L-f 

Randal^  J  F— f  I 

Via  dc  Mark  C  W  &  Sua 


COFFEYVILLE 
BottT  ;  K— f 
Bickett  C  T—i 
Cupenler  C  T— f  I  c 
Currr  Andy  ft  Co — tie 
Ellit  Jobti— f 
HKknaa  Wm— ( 
Klam  I  I^-l 
Lonf  C  L— f  e 
Mcadlind  Frank  M— < 
McCre«7  Jot— f 


Per^  M  V— f 

RniKr  E  A— f 

Smith   J    E— 1 

UpbBB  G  N— f 

Unver   RcBlly   Co  F  H 

COLUUBUS 
AhchiMn  RnltT  C*-(  e 
Borden  C  T-1 
CanerJ   R— I 
Diilr  Da>— I 
Elliott  Jin — I 
Fid^tr  TUIer   ft   tnTtM> 

meni  Co-f 
H»odHKio  H  B  *  Son 


SoTdcr  Geo  W— t 
Stile*   F   U-^   c 
Tujsey  &  Schreiner-(  q 
Vandaioenl  WUl-l 
\Vi|,qn  aifford  D— 1 
VoanmBn  Emcrr— f  c 

CONCORDIA 
CaldwcU-St.    Clair   In* 

Co-f 
CoSer  Or  Geo  W-( 
Crime  W  J— » 
BaittDa  W  N— f 
Miuet  Robt-f  e 
Pnperdl  W  H-f  c 
Kabcrts  Sam— f 
Rofen  Geo — f 
Seumith  J  D— f 
StnrB«   P  W-f 
Sweoon  J  V-f 
Troop  T  D-f  e 
Whiop  W  C— f  c 

COUSOL  GROVE 
Andenon   EdiriD— f 
Brovn  D  H— ( 
Clupin  W  F— f  c 
Goto    G    W—t 
Figley  ft  Diller— f 

Jaeoba  T  T— f 
JiUiie  W  ft  Co— f  c 
Mead  1>-f  c 
Perrr   M  W— (  I  e 
Pirlle  W  J— f 
Sbamleffer  W    F— {  c 
Stenrt  Hnch — f 
Wd«  C  J—t 

DIGHTON 
CaTananfh  J    H — ( 
EwinB  E  E — I 
Fnanao  P  F — f 
Hjnnwt  E  D— f  1 


DODGE  CITY 
Allen  L  V-1 
BaiTdT>-4 


— f  c 


EnsEiah  J  p_f 
Evans  R  W  Tiwf  1  c 
Field!  F  E— f  1  c 
Hut  B  H— f  I 
Miller  W  Karl— f  c 
Plinler  G  L— f 
Reynold*  S  P-f  1  c 
Simpion   Fred  W— [  1  c 
Stumpf  Geo  A— f 
Taylor  L  L  ft  Co— f  ]  c 
Turner    &    Millikan-f    . 

DOWNS 
Breaker  W  J— f 

Daffy  P  H— f  I 
Hamaon  Broa     t  e 

fma  C  D— f 
ti(b— f  c 
Smyth  D  B— f  1  c 

BL  DORADO 

Adams  J  B-f 
Ad=tn,on   I  E-f 
Bfrsid  11  H— f 


Thon 


— f 


ELLSWORTH 
..chrane  W  H-1 

Pohlnum,      Flanders 
<      Pohlman— r  I  c 
Searer  W  H-f  I  c 
Sekarec  W  F-f  c 


on   E  W   &   Son 

!M-f  c 
Clyd.      ■ 


E-(l  c 

EMPORIA 

luniett  T  C-t  c 

hinliip  Howard— f  c 
Dwell*  H  I— f 
-injle  J  N— I 

'isher  H  W-( 

li.en  W  A— f 
Hilton  John— 1 
Holmes  V  R  &  Son- 
f,ittle   M   C— (  c 
McCowen    J    M— t 
Hesley  Ftei'     ' 
MilTer  Freir 


Wyer: 


'-1 


..„ot  J  B-f  1  , 

Siting   W— f   c 

Smelaer  E  W— 1 

"       a  ft  Morley-f 

....«»  R  D— f 

Wellt  I  N  ft  Son c 

WillU  W  A  ft  Co— (  c 

ENTERPRISE 


Dutton  C  C— (  0 
r.  .jue  C  H— f  c 
Matrinrr  J  D— f  c 


EUREKA 
Clogaton  R  H-i 
Darby  I   F— f 
Gregg  F  B-f  e 
Han  W   H— t 
HoHman    T    F— f  1   c 
Johnaon  D  C— f  1  c 
Keooer  J  W— ( 
Miller  A   B— f 
Uoon  C   E— f  e 
■ive  C  C— f 
Rizer  H   F— (  c 
Smyth  J  U— f  [  c 
Sturieon  J   W— f 
Waottoo  A  A-(  c 
Z wicker   O   C— f 

FLORENCE 
Battey  A  J— f  1  c 
Haas^  ft  Gimham— f  I 


Bollinger  E  3— c 

Camp  D  A— f 

Da»i«  F  W  Agency  Co- 

GroM  ft  I.eater— t 
Hellen  W  E— f 
Hngfaea  H  W— f 
Kearns  John  R— t  I  c 
Martin  Miller  &  Co-f  c 
Oihick  W  F-t 


ft  Agaiw-1 

Suirey  E  G-T 
icharda  R— f  i  e 


Blackney  C  A— f 
Bishop  J  M— f 
Fladd  John  M— I 
Greg*  &  Gregg — f 
LnbKy  J  W— F  1  c 
NIckell  Chas  L— 1 
Pieraon  C  H— t 
Rhodea  ft  Snodgrass— t 
Shamale    Herbert    N— f 
Welsh  M  J— f 

GALENA 
Glover   ft   Slallimith— f  i 
MiCullagl.  John— f  1  o 
Moore  f  S— f  1 


Stocks   Ralph  C— f 
Stowell   W   H-f 
Wampler  J  W-f  c 


Fler  &  Simmons- 
Harder  B  I^f  I 
Hassay  T  J— f 
Johnson  J  M— f 
Kennedy  I  H-( 
Knighi  W  O— f  1 
Lawellin  M  C— f 
McDonald  E  N— 
Marahall  C— f  I  c 
Millar   H-f  c 


Nichols  H  H— f 
Rice   Daniel — I 
Sewell  E— f  c 
Shaw  W  K— f 
Simon  E— f  c 
Spohn  Bros-f 
Thornton  J   B— f 
Tripletl   T  M-f 
Vorhee*  E  H-f  c 
Vorhees  K  J-1 
White  M  L— f  I  e 


GOODLAND 


Shimeall   C  J— f  I  c 

GREAT   BEND 
Baker  Vemon-t 
BeU  Ray— f  1 
Bona  E  M-f 
Breedea  L  C— f 
CUyton  Jame»-I  I 
Dawson  Orin  W-f 
Dawaon      &     Zutavern- 

Dodge  O  V— 1 
Fn.it   Henry— f  1 
Hana  Fred  l^-f 
McKeniie    Seott— 1 
Rdnecke  W  A— f 
Seeher  F  C— f  1 
Smith  E  A— £  1 
Taylor  Arthur  E— £  1  o 
Thatcher    G    W— f 
Torrey  Wm— f  1   e 
Zatavem    D-( 

GREENLEAF 
Durham  J-f  c 
Hood  E  A-f 
Vicory  F-f 

G BEN OLA 
Davit  R  T-f 
Deal  J  F-f  c 
Unter  F   R-(  c 
Marshflli  J  J-f 


HALSTED 
Bockmann  J  M— f 
Hlnabaw  Nl^-f 
Oilman  Christ— I 
Todd   R   M— f 

HARPER 
Culholm  Miles-I  c 
Dresen  R,E-t  , 
Dry  stem  H  C— f 
Fisher  A  M— I 
Lapbam  G   B-c 
Scfienk  R  C-(     ^    , 
Washboa  Tame.  G-l 
"■■  ihbon  Ruth  A-f  i 

HAYS  CITY 
Madden  W  J-i 
Miller  C  W-t 


Schaefer  J  M-(  I  c 
Zeigler  Geo-f 
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HERINGTON 

Bradshaw  J  W— i 
Caiman   F  D — f 
Green  F  A— c 
Ely  E  E— f  c 
Haire  Ta»-f  e 
Hull  C  N— f  c 
McAllister  A  S— f 
Mott  &  Kohlei^-f 
Munsell    E    G — f   I   c 
Riddle  L  H— f 
St  Amand  Mrs  Lr~i 

HIAWATHA 

Allen  &  Higgina— f  e 
Bechtel  &  Richarda— f 
Dimmock  C  O— f 
Fischer   Earl— f 
Fraaey  Harry—  f  c 
Ham  &  Ham— f 
Heimlich  C  P— f  1 
Hildebrand  B  F--Clc 
Jenson  J  T— f 
Kellams  W  H— 1  c 
Lawrence  C  H— £  c 
Litteral  W  B— 1 
Lytte  &  Van  Over— f  c 
McLaughlin  Geo— f  c 
Pantz  FA— I  1  e 
Rogers  Wm— f  c 
Schilling  &  Meisenheimer 

— £  c 
Shannon  J  O — £ 
Smith  E  A— £  1  e 
Wellmer  J  D— f 
White  John— £  1 

HOLTON 

Bender  M  A — c 
Dawson  &  Martlens— f  1 
Dunn  E  D  &  Co— f  1 
Friend   Wm— £ 
Haist  Charles— £  1 
Hursh   G— £ 
McCorkle  &  Co-!  1 
Moore  J  P— f 
Moore   Scott — ^1 
Newell   Samuel — ^f 
Philips   Chas— £ 
Shepard  C— £  1 
Smyth  C  H— f 
Talbert  W  B— £ 
Taylor  &  Haag— £ 
Wflson    Henry— £ 

HORTON 

Ayers  &  Hcnney— £ 
Ayers  C  A— £ 
Bailey  &  Fox— £  e 
Beal  T  T— £  c 
Friend  &  Bowlin— f  c 
Rayficld  Realty  Co— £ 
Weeks  W  W— f 
Wheatley  All— 1 
Wilson  F  M— £  c 
Wilson  Wallis  D— 1 

HOWARD 

Batson  J  M— £ 
Boulton  B  E— £ 
Boulton  Frank  E— £  1  c 
Eby  A  F— £ 
Jackson  J  A — £ 
Lonriey  E  K— £  1  c 
Reid  Geo  K— f  c 
Sharp  G  J— £  c 
Young  Franklin — f  1  c 

HUMBOLDT 

Cannon  L  T— £ 
Culver  F  D— £  1  e 
Hess  Bros— £  1 
Peery  Jas — £  c 
Schanner  Chas  &  Son^ 

f  c 
Wakefield  J  E-£  1  c 


HUTCHISON 

Alton  John  W— 1 
BaOey  J  N— £  c 
Benham  E  A— 1 
Bentley  &  Wells— £  e 
Brchm   Realty    Co— £ 
Brown  W  B— f  c 
Brown   Bros— £ 
Daniel  R  B — ^I 
Davis  Lincoln  S— £ 
Fontron  Realty  Co — £Ic 
Glascock  Guy — 1 
Harrison  &  Co  J— £ 
Kinkel    Agency    The — ^£ 
Kinkel  John  M— £  1  c 
Kinkel  W  P— £ 
Kt-ous  A  D  &  Son— £ 
Lemmon  F  L— 1 
McDermed  R  F  &  Co— £ 
McNaghten  Ed— £  c 
Moore  D  A — £  1  c 
Mowrey  M   E — £ 
Smith  J  F— £ 
Stewart  John  M— £ 
Strohl  A   W— c 
Sweet  &  Coe— £  c 
Thompson  Will  S— £  c 

INDEPENDENCE 

Conrad  Henry  M — I 
Fry  R  T— 1  c 
Gilmore  G  E— f  c 
Gilmore  Rex  S— f  c 
Howe  J  W— £  c 
Ins  Exchange — f  c 
Jukes  J  I^— t  c 
Laney  C  W— 1  c 
Otto  T  A— f  1  c 
Sewell  E— f  c 
Smith  John— £ 
TuUey  Mark— 1 
Underbill  ^B—i 
Young  L  jE— f  c 

TOLA 

Adams  G  W-f 
Arnold  F  H— 1 
Bennett  R  H— f 
Cunningham    &  Wheeler 

-f  1 
Gardner  B  F— 1 
Hamilton   Bros— £ 
Henderson  Realty  Co — 

£c 
Hertwick  H  C— 1 
Keim  J  C-f 
Lamer  J  M— f  c 
Law  E  H— 1 
McGee    Geo— 1 
Mitchell   A   N-f 
Myler  E  W-f  c 
Peck  W  W— 1 
Pees  G  E— f 
Powell  J  E— f  c 
<>meltzer  D  B  D— f 
Smith  &  Travis— f  1  c 
Stincspring  T  W— 1 
Stewart  &  Funk— f 
Stewart  John— 1 
Thompson  R  L— £ 
Travis  F  I^— c 

JUNCTION  CITY 

Calkin  W  C— f 
Coryell  M  L— f  1  c 
Dom  T  W— £  c 
Flower  Bros— f 
Kennedy  Thos  B — f 
Logan  &  Clark— {  1 
Mead  Ben— f  c 
Miller  John  T— £  1 
Pierce  Harry— £ 
Pierce  &  Manlcy — £ 
Reynolds  J  P— t 
Rizer  R  O— £ 
Templeton  &  Rohrer— f 
Trott  A  P— 1  c 
Webster   &   Boder— £  c 
Zieglasdi  &  Zieglasch— £  1 


KANSAS  CITY 

Algire  Russel  A— c 

Baxter  J  H— f  c 

Bigger  T  A— f 

Blodgett  Wm— £ 

Capon  O  E — c 

Childs  W  R-1 

Claflin  O  Q— f 

Gark  E  I^f 

Daniel  R  B— 1 

Dengel   &    Bridgens— f 

Denny  &  Herath— f 

Dunbar  J  A— ( 

Elling  J  B— 1 

Falconer   &    Edwards    & 

Tucker— f  c 
Elrod  C  N— c 
Erhart  F  F— f  c 
Fulton  Felix— f 
Griffith  W  E— f 
Havens  E  F— f 
Harker  M  L— 1 
Heusser  P  F— f 
Hoel  J  A— f 
Livingston  J— 1 
McElany  H— 1 
McGrew  Bros — f 
Maurcr  O  G— f 
Mebus  Albert — f  c 
Merriam,  Ellis  &  Benton 

— £  c 
Morris  &  Morris — f 
Mulford  Geo  H— 1 
Parsons  F  D— f 
Poindexter  C  H— 1 
Poindextcr  E  W-1 
Potter   Eli— 1 
Reed  W  R— f 
Reynolds  S  H— f  1  c 
Richcy  T  R-f 
Shore  E  H— f 
Sullen  s  J  H— 1 
Snyder  G  H— f 
Sutton  Chas- 1 
Wiles  J  P-f  c 
Wilson  Chas— f 

KINGMAN 

Cragen  John  A— f 
Haile  Inv.   Co — f 
Lindholm   S  J— f 
Murphy  Clyde— f 
Murphy  Oren — f 
Turrow  C  R— f 

KINSLEY 

Bacholler  O  M— f  1  c 
Bingham  D  J — f  1  c 
Mairs  &  Straut— £  1  c 
Moore  Carl — f  1  c 
Ott  Geo— f 
Sippoldt  C  H— f 
Taylor  J  D  &  Son— £  1  c 
Wcltncr  M  D— £ 

KIRWIN 

Gray  J  F— £ 
Hull  ft  R— £  1 
Royce  H  A— £ 

LA  CYGNE 

Copeland  A  G — £ 
Gosa  J  T— f 
Graver  Rojr — £  1  c 
Leasure  M  F — f 
Linn   Co  Bank — f  1 
Rush  A  W-f  1  c 
Trinker   Chas— £ 

LARNED 

Carr  J  A— £  c 
Charles  W  W— £  1  c 
Craw£ord  G  W-f  1  c 
Finney  Geo  W— £  c 
Garth  S  T— f  1  c 
Kaiser  E  W-f  c 
Kinnel  H  H-f  1  c 
NoUn  G  W-f  1  c 
Taylor  H  T— f  1  c 


LAWRENCE 

Amick  J  S-1 
Atkinson  S  W— £ 
Banks  &  Son  Geo  A-^ 
Bceghly  L  S— 1 
Blair  Hugh— £ 
Carpenter  W  F— 1 
Charlton  &  Meltoa— £ 
Craig  C  D— f 
De    Forest    Chas— 1 
Dillon   W  R— 1 
Eddv  Real  Estate  Inv  Co 

Edwards  C  L— f 
Elwell  Chas — 1 
Fugate  J  B— f 
Gardner  Theo— £ 
Gorsuch  E  B— 1 
Hamilton  W  O— 1 
Harris  J   E— £ 
Hilkey  E  J— £ 
Holmes  J  R— 1 
Hosford  C  B— £ 
Kennedy      Real      Estate 
•  Agency — f 
Leis   George — £ 
Manley  R  C— £  c 
Morrison  R  M — f 
Morrow  C  F— 1 
Olcott  Hermann— f  c 
Perkins  F  M— £ 
Plank  U  S  G— £ 
Selig  A  I^-£  c 
Smith  R  V— 1 
Wilks  R  A— 1 

LEAVENWORTH 

Davis  E  C— f  1  c 
Fletcher  W  B — £  c 
Flintjer  A— f  c 
Graham  &  Kelly— £  c 
Hacker  M  L— 1 
Leavenworth    Savings  & 

Trust  Co— f  c 
O^Brien  P  W— c 
Reybum  W  D— £ 
Sallen  A— f 
Smith  Martin — f  c 
Sparrow  Chas  A— f  c 
Suydam  &  Joerger— £  1  c 

LEROY 

Brant  Frank— £ 
Covert  J  S — £  c 
Fockele  Frank — f  c 
Fockcle  Glick— c  1 
Mosley  W  B— £  c 
Schmitt  Miss  Gertie— f 
Sims  Geo— £ 
Watson  L  V— f 

LINCOLN 

Anderson  W  H— £ 
Bower   E  S — ^f  1 
Brunt  S  H — f  1  c 
Davison  &  Burt — £ 
Frances  8t  Brumbaugh-^ 
Gilpin  A   D — ^C 
Hall  H  D— 1  c 
Hawkins  Geo— f  c 
Jackson  J — £  c 
Lyon  W   E— £ 
McFarland  E  A— f 
Marshall   A— £ 
Marshall  J  B— f  1 
Miller  J  1>— £  c 
Nimmons  W  T— f 
Snyder  C— 1 

LINDSBORG 
Lindsborg    Realty    Co— 

Listen  Land  &  Loan  Co 

F  M— £  c 
Monson  A — £  1  c 
Weddle  E  M— £  1  c 
Wilber  Allen— £ 

LYNDON 

Gardner  Jas  W— I  c 
Hussey  L  T— f  I  c 
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LYONS 

HartTonft  A  G— f  1  c 
Holmes  B  F— f 
LaslcT  W  M— ! 
XeedAam  L  C — I 
Xicholas  W  T—f  c 
Pnlliam  J— f  c 
Pnrdy  G — ^f 

Mcpherson 

Bremycr  A  W— f  I  c 
Entriken  F  K— f  1  c 
Eogstrom   E  E— f 
Harms  B — f 
IroM  R  H-— £ 
Morris  W  A— £  c 
Russell  H— f  1  c 
Sward  S  A— £ 
Wright  J  R— f 

MANHATTAN 

Bardwdl    &    Bardwell— t 
Elliott  F  B— f  c 
Fearon  J  B — f  c 
Frost  Realty  Co — f 
Haines  Harvey — f  c 
Helder  &  Hostrup— £ 
Lee  Wm   F— f   c 
Limbocker   C   A — £ 
Menohir  Bros— £ 
Otto  Harry— £ 
Porter  A  S — ^£  c 
Purcell  E  B— £  c 
Sanford    Peter — £    1    c 
Slocum  W  N— f 
Yenawne  S  J — ^£  c 

MANKATO 

Canthom  R  M  &  L  H— 

f  Ic 
Dalton  John  J— £  1  c 
Fair  J  P— £  c 
Mitchell  W  R— f 
Reynolds  \V  L— f 
Stafford   D    H— £ 
Teeplc  A  — f 
White  J  R— £ 
Woollen  J  H— £ 

MARION 

Bowlby  J  R — ^1 
Case  A  E  &  Son— £  c 
Gardner  J  W— £  1  c 
Martin  Arthur — f 
Morris  W  P— £  c 
Oujfienbcry  A  S — £ 
Smith  N  M— f 

MARYSVILLE 

Bnibaker  John— £ 
Cole  L  N— £ 
Davis  C  H— £ 
Drahctm  E  G— f 
Eddy   L   H— £ 
Fulton  &  Hohn — £ 
Guthrie  R    C— £ 
Helvcm  &  Helvem — £ 
Lamb  Ora — f 
UughKn  P  E— £ 
Morse  O  J  &  Co— £  1  c 
Redmond  W  W— £ 
Schmidt  Alex — £ 
Tavclute   Charl 


MEADE 

Bennett  S  M — £ 
Boehler  Louis — f  c 
Curl  F  W— £  c 
Day  Geo  W— £ 
Gibbons  Wm  S— I 
Hamilton  O— £  c 
Marrs  C  A— £ 
Schmnacher  L  F — £  c 
Simpson  W  W — £  c 
Sourber  Chaa — ^£ 
Sullivan  Frank — £ 
Wchle  Agnes— £  c 


MEDICINE  LODGE 

Bragg  W  I^-£ 
Case  H  H— £  1  c 
Chapin  F  B— £ 
Groendyclce  R   L— £ 
Lake  E  E— 1 
Lake  &  Co  P  L— £  1  c 
Lindlcy  T  L— f  c 
Nixon  E   H— f 
Palmer  Wm— f  1 
Sleeper    V— £ 
Stevens  L  W— f 
Williams  L  T— 1 

MINNEAPOLIS 

Babcock  &  Steele— f  c 
Binns   David — f  c 
Citizens  Nat  Bank— £  c 
Loomis  Mr— £  c 
McMilan  H— f  1 
Randall  A  D— f  I  c 
Robinson  A  E— f  c 
Silver  J  T—f  1  c 
Steller  Herman — ^f  c 

MOUND   CITY 

Bower  &  Bower— f  c 
Burton  H  E— f 
Campbell  E  F— f 
Haley,  McMullen  Co— 

Wil^  J  E-f 

NEODESA 

Blakeslee    Thoa— 1 
Deardorff  J  A— f 
Deer  John  W-£ 
Hill  B  H— f  c 
Seaman  J  J— f 
Sharp  A  M— f 
Squires  C  L— f  1  c 

NEWTON 

Bourne   Charles— c 

Bynon   Frank — c 

Coble  N  S-f 

Cook  G  C  &  Ed  F— £ 

Davis  S  C— f 

Dey  M— f 

Dunkelberger    Edward — 

£  1 
Foltx  Josiah— f 
Gardner  H— f 
Glover  C  M — f  c 
Harlan  &  Furman — f  c 
Hoisington   P   M — ^f 
Hunter  S  A— £ 
Johnston  John  C  &  Son 

Lander   Philip— f 
McArthur   S    R— f 
McLain  &  Parris — f  c 
Mack  Mtge  Co— f 
Patterson  Mrs  J  W— (  c 
Regier  J  G— f  c 
Toevs  W  W  &  G  R-f 

NICKERSON 

Alrich  F  H— f  c 
Ahkich  F  J-f 
Murpby  C  A— f 
Stafford  J  G— 1 
Ward  W  H-f  c 

NORTON 

Broquet  Paul— 1 
Campbell  &  Bower— f 
Chappel  W  H-f 
Drummond  A  L— £ 
Gray  W  J-f  I 
Guthrie  G  C— f 
Hemphill  R  W— f 
Keatmg  P  J— f 
Kissell  J  W-f 
Shney  J  M— f 
Thompson  L  H-f  c 
Wcikert  W  M— f  c 


OLATHE 

Brockway   S    M— f 
Caswell  J   C— I 
Crane   Sisters — f 
Fergus  John   S — £ 
Frye  W  W— £  c 
Hayes  A  L — f  c 
Hoge  C   C— f 
McGee  H  H— f  c 
Morrison  W  D — f  c 
Orr   James  R — 1  c 
Owen  E  C— f 
Pellett  J  S— f 
Pettyjohn  C  F— £  c 
Pratt  W  A— f 
Ripley  Mr— f 
Scott  O  J— £ 
Smead  &  Son  F  K— f  1  c 
Thome  John  R— f 
Tillotson  B  H— £  c 
Whilford   W   S— f 

OSAGE  OTY 

Boruff  L  T—f 
Couffhlan  Alias  Anna — f 
Dodds  Mrs  A  M— £ 
Layboum  J  W — f 
Ranstrom  C  J— f  1  c 
Sprague  L  S— f  c 
TYuitt  T  M— f  1  c 

OSAWATOMIE 

Beeson  O  T—f  1  c 
Campbell  W  H-f  c 
Campbell  H  W— £  1 
Chambers  &   Chambers — 

£  c 
Dunaway  W  L — 1 
Matherly  Walter— 1 

OSBORNE 

Botkin  E  L-f 
Crampton   S   P— £ 
Hahn  Chas  B— f 
Hays  R  R— f  c 
Huhn   Miss   Tamsel— f 
Layton    Bros — f 
Mahin  W   E— £ 
Mitchell  J  K— f  c 
Mize  W  H-f 
Osborne  Realty  Co— f 
Rothwcll  &  Mclnturff— f 
Schmeil   &  Sharp— f 
Tindal  Ray— 1 

OSKALOOSA 

Ford  &  Weishaar— f  1  c 
Tnterarrity  David — f  c 
Lcrch  W  F-f 

OSWEGO 

Blair  W  A— c 
Dunham  R  M— f 
Fordycc  D  B — c 
Forrest   G  H — 1 
Kaho  &  Hill— f 
Kiblinger  &  Ball— f 
McComb  E  T—f 
Marlcy  T  W— c 
Mattox   S  T—f 
Nance  Elmer  S — f  c 
Pierce  T  B— f  c 
Roach  Leo  N— f  c 
Stephens   Wm — f 

OTTAWA 

Bridwell  Mr- 1 
Cody  W  R— f  1  c 
Cowan  H  H-f  c 
Grain  C  F— f  1  c 
Elliott  E  M— f  1  c 
Franklin   Co  State  Bank 

-f 
Haigler   Fred— 1 
Kaiser  P— f 
Long  H  C— f  c 
Mansfield  Allen— f 
Pollock  J  W-f 
Porter  C— f  c 


Preston   Flora— f  c 
Ramsdell  F  R— 1 
Rowland  Mr — £ 
Swift  W  F— 1 
Wharton  W  H-f  c 

PAOLA 

Amick  D  F— £  c 
Beery  C  F— £  c 
Bryan    D    D— £ 
Butts  D  E— £ 
Carpenter  W  J— £  1  c 
Clark   W   D— f 
Cummings   T   J— -1   c 
Downs  W  C— £ 
Fisher  Frank — £  c 
Floyd    H    A— £ 
Hinkle  O  A— f 
Hunter  J— £ 
Investors  Co— £ 
Joyce  W  L — f  c 
Lane  C-f 
Lane   M   A— f 
Lewis  Chas — f 
Masters  W — f 
McLaughlin  F  J— f 
Meuser  C  T—f  c 
Murphy  J   R— f 
Numbers    C — f 
Paola  Land  Co— £ 
Rigney  W  I^-£ 
Riley  B  T—f 
Sheehy   J    F— f  c 
Sperling  B  L— f 
Williford  J  C— f  1  c 
Wilson  F^rl- £  c 


PARSONS 

Anderson  Geo  S — f 
Baker   R   E — f  c 
Berry   John  T— 1 
Campbell  Horace — 1 
Holcomb  D  H-f  c 
Hotchkiss  C  B— £  c 
Howe  John   H— £  c 
Hewlett  John  H — f  c 
Taeger   &    Co. — ^f 
Teffery  &  Jeffery— f  c 
Kendall  C  L-1 
Kohlcr  Millard— f  c 
Lay  W  F-f  1  c 
Medaris  H  A— 1 
Morning    D — £ 
Noves  A  H-f  c 
Sly'  Ray— 1 
Snyder  F  H— f  c 
Sourbeer  H  C— f 
Southwick  W  H— 1 
Taft   B    I^-f 
Walker  Lewis — f  1  c 
Wallcn   E  A— f  c 
Wilkin  C  A  &  Co— £ 

PEABODY 

Bauslin  W  A— 1 
Clark  C  M— f 
Graham  Ed  S — 1 
Grayson  Lewis— 1 
Howe  A  P— c 
Howe  P  E— f 
MoUohan  A  B— f 
Nusbaum  C  M— f 
Nusbaum  J  W-f  c 
Roberts  Ray  B— f 
Tressler  J  E— f  1  c 
Van  Nest  H  B— f 
Whittecar  L  J-f 
Whitmore  F  A— f 

PHILLIPSBURG 

Barron  W  A— f 
Barron  J   W— 1 
Bracken  L  S— f 
Countryman  L  Ep— f 
Mills  C  M— f 
Morse  J  F-f 
Stinson  R  F— f 
Wands  W  I— f 
Womer  W  D-f 
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PITTSBURG 

Alberty  E  W— f 
Carlton  ft  Greef— f  e 
Comer   &   Nichols— f  c 
Coulter  ft  Ralston — f 
Ellis  &  Summ— f  c 
Francis  W  B— f 
Jones  ft  Co— f  1 
Simion  &  Simion— f 
Smith  ft  Miller^f  c 
Smith  Victor  A— f 
Swan  L  H  C— f  1 
Taylor  Luther  J— f 
Werner  P  0— f  1  e 

PLEASANTON 
Beldinff  P— f 
Johnson  J  W— f  1  c 
Kent  &  Porter — f  c 
Kraraer  W— f 

PRATT 
Beck  Bros— f 
Clark  &  Keller— f  1  e 
Fay  A  S— f 
Gentry  J  N— f 
Gibbens   Brothers — f  e 
Hess  W  B— f 
Mears  H  S— f  1  c 
Peacock  Walter  W— f 
Reed  A  T— f  1  c 
Shaw  E  L  &  SoQ— f 
Stewart  Geo— f 
Swank  Clemmie — ^f 

ROSEDALE 

Brooks  H  H— f  c 
Cannon  John— {  c 
Crawford   Russel— f 
Erhardt  P— f 
Filkins  M  J— f 
Fisette  Rusli  L— f 
Matney  D  E— f  c 
Purviance   Emma— f 
Rose  L  H— f  c 
Slater  D  J— f 

RUSSELL 
Boyd  A  L— f 
Brundage'  M  K — 1  c 
Golvardt  A— f  1 
Hall  ft  Funk— f  1  e 
Holland  G  W— f 
Hoover  &  Co— f  c 
Mai  A-^  1 
Miller  V  H— 1 
RufFenthal  Tohh— I 
Voorhis  E  W— f  c 
Yerger  Ja»— f 

ST.  MARY'S 
Conlan  T  M— 1  c 
Hoy  Johtt-^ 
Moss  John  T— 1 
Murphy   Maurice— I 
Roman  Geo— 1  c 
Ryan  T  J-f  1  c 
Schumaker  Pete— f 
ime  W  H— f 
Vflven  Joe— f  1  c 

ST.  PAUL 
Cavanauirh  B  F— f  1  e 
Graves  W  W— f  c 
Pierce  G  A— f 

SABETHA 

Bressem    Robt— f 
Collins  A  J— 1 
Collins  ft  Sewell— f 
Hook  Geo  W— I 
Irwin  P  N— f  1 
Lichty  ft  Morris— f  1  e 
MusgTove  Tat— f  c 
Sewell  G  R— 1 
Weary   F  O— f 
Wells  C  D— f  I  c 
V^'oodbury  F  C— f 


SALINA 

Anderson  ft  Allison — ^f  c 
Barrick  R  L-c 
Berg  Alex— f  c 
Bishop  F  M— 1 
Brandt  J  A— f  c 
Brown  R  O— f  c 
Cave  &  Kell— f  c 
Cravens  R  P — f  1  c 
Davis  Edgar— 1 
Dodge  C   B— f   c 
Duncan  Joseph— f  c 
Eberhardt  H  H— £  c 
Eberhardt  John  J — ^1 
Ellis  C  H-f 
Fenn   F  R— 1 
Fitzpatrick  T  D— f  c 
Ford  M  E— f 
Foster  C  D— 1 
Frederick  A  A— I 
Freeman  Gordon  L— 1 
Godfrey  A  W— f 
Hall  J  W— c 
Hederstedt  Alex— f 
Housel  L  C— f  c 
Jenkins  H  B— 1 
Jones  W  H— 1 
Keefer  Ed  P-1 
Knight  J  T— c 
Lynn  C  W— ? 
Mitchell  W  D--f 
Muir  ft  Surface — ^1 
Myers  C  B— 1 
Myers  J  H-l 
Niquette  R  J— 1 
Niquette  V— f 
Noonan  Y  Corley— 1 
O'Malley  D  E— 1 
Peck  C  J— f 
Ouinn   &  Tobin— f  c 
Seitx  Theo  B  W-f  c 
Snyder  Harry — ^1 
Suples  S  J— 1 
Studebaker   J   B— I  e 
Supple  &  Hanna — ^1 
Taylor  D«niel  T^ — ^1  c 
Walston  G  F— f 
Wilder  B  O— « 
Wyatt  Earl — f  c 

SCAMMON 

Mackie  D  Jr— t  c 
Mackie  Geo  K-f 
Pryor  T  B— f 
Quarton  C  R— f 

SCRANTON 

Bolton  C  F— f  1  c 
Lucas  Henry — f  c 
Phyley   D   C— f 

SEDAN 

Brinkerhoff  S  E— f  1  c 
Chauc  Co  Abst  Co— f  1  c 
Dennis  A  A — f  1  c 
Eggen  P  F— f  1  c 
Kinnaman  W  D— f  1  c 
Lewis  J  W— f  1  c 
Spencer  C  W— f  c 

SENECA 

Campbell  &   Campbell — f 
Emery  &  Emery— i 
Goodrich  E  S— 1 
Haulthaus  F  J— f  c 
Herold  C  H— f 
Kennard  Abbie— f  1 
Schrempp  Chas — f 
ScoviUe  C  C  K— f  c 
Stein  P  P— f 
Stillwell  ft  Allen— f 
Stowell  John — f 
Thompson  W  F— f  c 
Wells  ft  Wells— f  c 
Wolcott  S  A— 1 

SMITH  CENTRE 
Barker  J  A— 1 
Boyle  J  I>— *  c 
Burrow  Joel   R— f 


Clark  Henry— f  c 
Detwiler  J  H— f 
Garrison  C  A— f  c 
King  J  1^-4 
Mackey  H  W-f 
Munsinger  F  S— 1 
Richards  G  R  T— c 
Sargent  &   Rhodes — ^f 
Stevens  S  C— f  1  c 
Uhl  Fred  H— f  c 

SOLOMON  CITY 

Beeghly    &    Miller— f 
Harris  W  T-f 
Keeler  J  A— f 
Sampson  M  D  Jr— f 

STERLING 

Atkinson  Thos— f 
Coyle  Wm— f 
Green  F  R— f 
Hazlett  D— f 

{ohnston  J   C — f  c 
.ees  £  H— f 
Mahoney   &  Pence— f 
Martin  V— f  1  c 
Newman  R  A— f 
Rider  J  S— f  c 
Warren  F  C— f 
Wells  W  S-f  c 

STOCKTON 

Coolbaugh  C  W— f 
McKenna  P  H-f  c 
Reves  P  M-{ 
Rubey  Ernest— f  c 
Sweet  H  C— f  c 
Williams  E  J— f 
Williams  E  I^-l 

STRONG  CITY 

Doolittle  J  H— f 
Harvey  W  C— f  c 

TOPEKA 

Allison  J  C— 1 
Anderson    E  H — ^1 
Anderson  ft  Co  L  E— C 
Bailey  Bros  ft  Co— f  c 
Bagley  E  R  Co— c 
Betzer    Realty    ft    Loan 

Co— f 
Blakely  C  G— f 
Bowers  ft  Co  A  R— f 
Brier  J  M— f^c 
Campbell   N 
Dark  £  S— I 
Clithero  E  D— I 
Davis,  Welcome  &  Co — f 
Elliott  C  S— f  c 
Falkiner     ft     Wentworth 

— f  c 
Forbes  W  M— f  c 
Garvey  H  O— I 
Gillett  ft  Gillett-^ 
Gregg  C  L— I  c 
Guthrie  Cyrus— f 
Hall  Henry  H— 1 
Haughey  J  W— 1  c 
Hess  Fred— f 
Hughes  J  W  F— 1 
Kane  Robt  B— f  c 
Lagerstrom  E  G — f 
Loocnane   Chas  S— 1  c 
Lott  T  A— 1 
March  R  B — ^f 
Moore  C  A— I 
Moore  G  G — I 
Myers  C  D— f 
Nellis  D  W  ft  C  W-f  c 
Peacock  P  L— I  c 
Parker  F  B— 1 
Rodgers  A  A — f 
Stephenson  ft  Webb— f  c 
Thomas  F  S — ^f  c 
Todd  J  H— I 
Updegraff  ft  Kibbte— f 
Van  Hook  A  K— 1  c 
Wilson  ft  Neiswanger— f 


VALLEY  FALLS 

Burkert  J  C— f 
Compton  I  N — ^f 
Decker  J  A— f 
Gepheart  J  B— f 
Gepheart  C  T— f  1 
Uarman    Geo— I 
Lord  C  C— f 
Royer  C  O— f 
Royer  Geo  J  M— f 
Strawn  S  M — f 
Wiltiams  Mrs  M  L— f 

WAMEGO 

Cooper  W  S— f 
Embley  ft  Baker — f  e 
McMiUn  A  T— f 
Peddicord  £Ila-f  c 
Prunty  D  A— f 
Teeter  jFoseph  E— f 
Umscheid  Chas— f 

WASHINGTON 

Allen  N  A— f 
Baumbarger   A   B— f 
Gordon  J  Jr — f 
Hill  H  C  &  Son-f  1  c 
Mathews  A  W— f 
Maxwell  J  A-f 
Reitzel  M  O— f 
Robinson  H  C— f 
Thompson  J  F— f  I 
Wertenberger  W-f 

WAVERLY 

Fockde  F  F— f  1 
Lathrom  W  H-f  I  c 
0»Neil  C— f 
Reynolds  Geo  M— f 
Senior  J  L — ^f 

WEIR 

Broalley  J  C— 1 
Walker  Fred— f 

WELLINGTON 

Andrews  T  U— «      , 
Belsley  ft   Fetier»— f 
Black  &  Martin— f 
Gilmore  Anna — f 
Hamei  Realty  Cfr— f 
Haslet  ft  Herrick— f 
Jaggers  C   S — ^f 
Ru&  Wm— f    , 
Stewart  H  H— f 
Stewart  C  L— 1 
Walton  J   A— f 

WICHITA 

Allen    H    W— I 
Anchor  Tnist   Co — ^t 
Anderson  P  M— 1 
Bitting    C   W— f  c 
Campbell  Geo  E  ft  Co— « 
Chriatman  A  J— f  c 
Christman  V  J— f 
Cloninger  L  S— 1 
Connor  Fred  C— f 
Cook  ft  Cook— c  ^    ^ 
Cubbon  ft  Schadd— f 
Dickson  Bruce— f 
DuBois  H  M-f 
Dulaney  ft  Johnston— f  c 

Engle  J  R— I  , 
Gaston  W  E— 1 
Griffith  B— I 
Hanes  J  M— I 
Hartle  Earl— 1  , 
Hatton  ft  Stanley— 1 
Hill  Oscar  L— I 
House  H  I— 1 
Hutton  ft  Son— < 
Ingram.  Yankey  ft  Co- 
Israel  Robt— f 
Kessler  &  Henry— f 
Knight  C  H— 1 
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Little  Fred  W— f 
Luling  C  £— ] 
Mayer  H  E— 1 
Meyers  C  E— 1 
Moeckel  Geo— I 
Monarch  Loan  Co-— f 
Moore  Guinness— 1 
Morse  C  W— 1 
Pcrrin  H  I— I 
Phdps  P  1^1 
Reed  &  Monkle— 1 
Reese  &  Co— f  c 
Smith  Geo  W— 1  c 
Spencer  G  K— f 
Stanley  W  H— f 
Stewart  &   Bnms— { 
Stone  Austin — ^f 


Tanner,    Cook   &   Yarver 

—I  c 
Tanner  J  E^-1 
The  Van  Arsdale  ft  Ot- 

borne  Brokerage  Co — f 
Vanderberg  Edwin  P— 1 
Wheeler  Kelly  &  Dewey 

— f  c 
Young  S  M— 1 

WINFIELD 

Albright  F  H  A  Co— c 
Baden  Bros — f  c 
Bangs  A    C— I 
Benkendorf    £    A    Land 
Co— f 


Bell  L  L— 1 
Bnssart  G  S— f 
Eaton  T  J— £  c 
Franks   &    Dobsoi 
Graham  A   T— f 
Harrod  &  Hanlen — f  c 
HaTens  A  H— f  c 
Hott  O  A— f  c 

{ohnson  Hal — ^1 
ohnson  M  E  &  Co— f  c 
,orton  W  R— f  c 
Orr  W  J— £  c 
Sbackelton  j  N— 1 
Sims  J  B— f 
Smith  E  E— £  1  c 
Stafford  Abstract  Co— fc 
Williams  W  V— £ 


WUliams  O— f  c 
WiUiams  R  M— f 

YATES  CENTRE 

Culver  J  C— £ 
Donald  Will  O— f 
Hatch  &  Mills— £ 
Hougueland  &  Martin — £ 
Parsons  Thad— £ 
Persons  W  I^-£ 
Ream   Harry — ^1 
Rudy  Wm— f 
Stephenson  F  L — £ 
Stephenson  &  Hall — £ 
Wallace  &  Lande»— £  c 
Yates  Center  Land  Co— f 


KENTUCKY 


ADAIRVILLE 

Etus  L  S— f  1 
Fngate  M  I^£ 
McPherson  M  W— 1 
Smith  F  I^-I 
Trimble  J   R— ! 
Walker 


J   R— I 

L  T— I  c 


ASHLAND 

Dowling  Thoa  J — ^1 
Hager  E  B  ft  Co— £  c 
Hager  S  P  ft  Son— f  1  c 
Jordan   Crowell    ft    Co — 

£Ic 
Levi    C   R— £1 
Massie  J  S— £1 
Stewart  &  Clay— £  1 
Sullivan  Henry— 1 
Thomas  M  W  ft  Co— £ 

AUBURN 

Davidson  G  W— f 
McCormack  H  P— f 
Price  R  G— £  1  c 

AUGUSTA 

Aifus  M— £ 
Fnlkerwra  F  M— f 
Gray  C  L— £  1  c 
Hook  C  L  Jr— £ 
Jacfcson  Mrs  S  T— £  1  c 
Kautx  J  J— £ 
Shiakle  Everett— £  1 
Wright  J  E— £ 

BARDSTOWN 

Barkharst   Geo — £ 
Cook  R  N— £  1  c 
Coomes  &  Pullian— £  I 
Cotton  J  W— £ 
Cox  H  R— £ 
Newman  J  E— £  1 
Synpson  Frank— 1 
Wilson  ft  Hubbard— 1 
Wilson    Eugene    ft    Co— 
f  c 

BEATTYVILLE 

Lyon  F  A  ft  Son — £  1  c 
Lyon  J  P— £  1  c 

BEDFORD 

Black  H  C— 1  c 
Black  ft  Joyce— £ 

BELLEVUE 

Beyland  Dorothy  G — £  1  c 
Rawlins    Mrs    if^«gie— f 
1  c 

BEREA 

Dean  Jno  F — f  1 
Fanner  W  ~ 
Gay  Jno  L — f 
Gott  J  Strother- 
Hayes  W  O-l 
Scruggs  A  F— 1 


BERRY 
Stone  A  H— £1 

BLOOMFIELD 
Dunett  J  C— £1 
I  McCloskey  Thos— f 
'  Muir  J  H  ft  Son— £ 

BOWLING  GREEN 

Clapton  D  B— £ 
Collins  J  F-£ 
Dulaney  Robt  F— 1 
Duncan  Claude — 1 
Duncan  L  G— 1 
Galloway  A  Hughea— £  c 
Grider  Gardner  ft  Co— £ 

1  c 
Haynes    L    D — £  c 
Herdman  &  Ramsey— f  1  c 
Herrineton  ft  James — ^£  1 
Hines  ft  Hagerman — £  1  c 
Hines  Samuel  D— £  c 
Jamison  J    M — £ 
Jesaec  Bros— f  1 
Maddox  C  R— 1 
Porter  E  H— 1 
Stark  J  Dan — £ 
Turpin  Bros  ft  Co— 1 

BRANDENBURG 

Casperke  Chas  A — £  1  c 
Hardin  Guy  A — £ 
Kelt  W  B-f 
Powell  Lloyd  H— 1 

BROOKSVILLE 

Byron  W  A— £  c 
Corlis  &  Parsons —  f 
Norris  Charles  A — £ 
Stevenson    W    H— f 


CALHOUN 

Atchison  C  L— f 
Moseley  A  L— f  1  c 

CAMPBELLS  VILLE 

Kerr  ft  Francis— £  1  c 
Meader  W   I— f  1 
Miller    &    Gabbert— f  1  c 
Robinson  H  S— £  1 
Tucker   M   W— f 
Turner  J   N— £ 

CARLISLE 

Bramblett  C  U — £  1  c 
Bryson  H   B — £ 
Cox   F  V— £ 
Darnall  Bros— f 
Darragh   W   E— £ 
Howefi  J  H— 1 
Hughes   L    S— f 
Hutchings   &   Swinford — 

Kenton  W  T  Jr— 1 
Math ias  John   M— f  1 
Norton  K  Lee— f  1  c 
Parker  ft  Rosa— £ 


Rossell  R  R— k 
Soper  William  T-1 
Tune  J   P— £ 

CARROLLTON 

Donaldson  ft  Lorch— f 
Fisher  James  T — ^1 
Fisher  W  R— £ 
Gordon  W  G— I 
Gillion  J  E  ft  Co-f 
Howe  ft  Winslow— £ 
Mosgrove  W  T— f 
Sebree  F  P— £ 
Seppen£eld  E  J— 1 
Smith  ft  Boemei^— 1 
Smith  £  C— £ 

CATLETTSBURG 
Coldivon  John  F— c 
Eastham  Paul  H— f  1  c 
Harris  E  P— f 
Marcum  T  D — 1 
Minis  Kent— 1 
Pollitt  ft  Meek— £  1  c 

CENTRAL  CITY 

Bensinger  H  F— 1 
Bland£ord  C  H  ft  Co— £ 

1  c 
Byers  Ivan — 1 
French  B — ^1  c 
Lam  D  B  Jr— f 
Lawton  &  Baker— £ 
Lawton  C  A— f  c 
Patton  A  L— 1  c 
Sumner  J  A— 1  c 
Whitmer  M  D— I 

CLINTON 

Hemsley   J   I— 1 
Jewell    R    A— 1 
ICemp  J  M— £  I  c 
Samuels  E  B — £  1  c 

CLOVERPORT 

Behen   H    M— c 
Chapin  L  V— f 
Cooler   Jno    C — I 
Lewis  Paul — £ 
Polk  R  T— £  1 
Robertson  J — 1 
Skillman  Chas  B  ft  O  T 

— £  c 
Taul  L  C-f  1 
Weatherholt    M— £    c 

COVINGTON 

Adams  Ben  A  Agcy— f  1  c 
Benndor£  K  F  &  Co— f  c 
Blackburn  Jas  G — f 
Bovct  John — 1 
Bullock  John   R   &  Co— 

£  c 
Dressman   J   H    ft    Co— f 

1  c 
Foster.  Vest  &  Co— £ 
Gale  Edwin  T— 1 


Grote  Jos— 1 
Huele^ld  H  B— £ 
Ledder  F  G-1 
Loebker  John  H-{  1 
McCracken  G  A— •£  c 
Percival  H  W— £  1  c 
Race  S— £  1  c 
Ransom-Droege      Agcy — 

Sandford  T  W  ft  Co-£c 
Savers  £  B— 1 
Schroetter  H  A— £  1  c 
Sharp  S  G  ft  Co— f 
Simrall  The  T  G  Co-f  1  c 
Terlau  Jos  H— f 
Thompson  Geo  W— 1  c 
Walker    Ed    E    &    Co-£ 

Ic 
Walker  Edgar  I^f  c 
Whitney  H  A-£  c 

CYNTHIANA 

Bishop  R  V  &  Co-f 
Blanke  J  R  ft  Co— 1 
Boyers  L  J — 1 
Brewsaugh  £ — 1 
Conway  R  H— £ 
Cromwell  ft  Withers— £ 
Eales  ft  Peterson— £ 
Gamett  Ashbrook — 1 
Gossett  ft  Van   Deren — 1 
Jameson  R  L— { 
Kimbrough  Dan  R  ft  Co 

Land  M   G— £ 
Le  Bus  L  M-£ 

McDaniel  J  F  Ti^£ 
McMurtry  Jas  Sr— £  c 
Maffett  Will   M— £ 
Magee  ft  Grogg — £ 
Megibben  P  R— £ 
Robertson   Blanche — i 
Shawhan  J  L — 1 
Smith  H   Clay— 1 
Smith  J  N— 1 
Van   Deren  J   J— f 
Woodhead  John— 1 

DANVILLE 

Adams  J  B— f 
Bagby  C  C— c 
Berry  B  C— 1 
Briggs  Mr— f  c 
Carter  W  H-£ 
Cheek  J  A-£ 
Clarkson  Jas— 1 
Dunnigan  E  T— 1 
Gray  L  M— f  1  c 
Huggely  Chenault— c 
Hutchins  Harold— £  1  c 
Lane  E  P-1 
Lee  Madison — 1 
Letcher  J  H— 1 
Lowell  W  S— £ 
McCandless  J  I^-f 
Mason  Marie — £  c 
Nichols  ft  Letcher— £ 
Ouisenberry  J  A— 4 
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KY.— Danville,  Con. 

Pollard  S  C— 1  c 
Proctor  Wm  H— 1 
Raines  Luther— 1 
Robertson  A  B — ^f 
Rowland  W  S— f 
Sandifer  H  G  Jr-f  e 
Soper  Lomes — f 
Tunis  N  K  Co— f  c 
Wallace  J  M— f 
Welsh  G  W— f 
West  O  E-1 

DAYTON 

Baraet  G  M— f 
Kaiffhn  P  T— f  1  e 
Keelcr  Geo  A— f 
Parrott  Wm  G— f 
Schreiber  D  E— {  c 
Thomas  Wm  B— f 

DOVER 

Bainun  R  H— 1 
Cordrey  Mrs  Tina— 1 
Stairs  S  W~f  I 

EARLINGTON 

Arnold  &  Price— f 
Moore  Paul  M — ^f  e 
Phillips    W    L— 1 
Withers   Frank  J— 

ELIZABETHTOWN 

Bush  S  H-f 
Cooper  D  M — ^1 
Gabbert    M    H— f 
Gardner  J  A — f 
Hall  R  M— f  1  c 
Lee  &  McConnell— f  1 
Montgomery  &  Wells— f 
Morgan  C  B— f  c 
Robertson  &  Ashlock— f  1 
Trent  O  T— f  c 
Williams  H— f 

ELKTON 

Crittenden  G  W— f  1 
Davis   S   F— f 
Penick  W  O— f  1 
Robertson  S  E— f  1 
Street  Geo  P— f  1  e 
Street   John    O— f    e 
Street  Jno  O  Tr— f  1  c 
Weathers  J  M— f  1  c 

EMINENCE 
Crabb  W  D-f 
Morris  &  Tones— f 
Patterson  Jas  H— f 
Wilson  W'^S— f  c 

FALMOUTH 
Bishop  H  W— f 
Bradford  T  C— f  1  e 
Calvin   J    B— f 
Dudley  W  V— f 
Kellum  C  W— f 
Meador  A  G— f 
Thompson  C  W— 1 
Woolery  J  B— 1  c 

FLEMINGSBURG 
Alexander  L  F — f  1 
Andrews  Thos  S— f  1 
Applegate  Robert — f  1 
Evans  Thos— 1 
Finnic  K  M— 1 
Howe  &  Rhodes— £  1  c 
Hull  L  N— f  1 
Kendall  A  S-f 
Lawson  Ins  Agency — f  1  e 
Perrie  E   S— 1 
Planck  J  H— f  1  c 
Sutton  C  J— 1 
Weiller  J  R— f  1  c 

FRANKFORT 

Gnham  R  H— 1 
Hay  C  W— f 
Hendron  W  C  Jr— I 


Hewitt   Frank— c  • 
Hoge  Eugene  E— f  1  c 
Lindsey    John    B — ^f 
McClure  R  K— f  c 
Miles  Jas  N—l 
Payne  George  L — f  c 
Roberts  Henry  Jr — ^1 
Rodman  Thos  Jr — f 
Scott  W  P  &  Co— f  c 
Smith  David  D  Ins  Agcy 

Wmiams  B  J— c 
Wilson  Henry  Qay— 1 

FRANKLIN 

Beard  D  F— 1  c 
Bradshaw  C  S — f 
Covington  J  H— 1 
Gillespie  Bros— f  1  c 
Groves  C  E— f 
Hargis  W  H— 1 
HiU  A  H-l 
La  Rue-{  1 
Mitchell  H  K-f  c 
Tarpley  &  Block— f  1  e 

FULTON 

Albritton    W    P— 1 

Bondurant  Newt — ^1 

Carter  L  W— 1 

Cole  Atkins — ^1  c 

Davis  J  A — 1  c 

Fall  &  McCall  &  Fall— 

f  1  c 
Foster   W  E— 1 
Love  F— 1  c 
Martin  A  L— f  1 
Nail   W   C— 1 
Wade  R  C— f  c 
Wood  J  W— 1 

GEORGETOWN 

Bradley  Jas — f 
Craig  tt  Downing— f  1  e 
Finley  Lewis — ^f 
Finnell  &  Allen— f  1  c 
Ireland   C   D — f 
Johnson  G  W— 1 
Plummer  H  A — ^1 
Warring  &  Ewing — f 

GLASGOW 

Dickinson  &  Trigs— f  1  c 
Ferguson  E  Y— f 
James  V  R— f 
Lewis  Geo  R — f  1  c 
Rausseau  W  E^{ 
Warder  L  G— f 
Williams  J  L— f 
Witty  R  L  &  Co— f  1 

GRAYSON 

Horton  J  E — f 
Malone  W  D— 1 
Scott  Winfield— f 
Yates  T  S— f 

GREENUP 

Fullerton  E  E— f 
McCoy  A  P— 1 
Pollock  J  E— f 

GREENVILLE 

Eaves  H  E  &  Co— f  I  c 
Hay  Miss  Annie — f 
Morgan  J  P— f  1  c 
Morgan    W   T   &    Son— 
f  fc 

HARRODSBURG 
Cardwell  Miss  F  M— f  c 
Curry  Frank — ^f  c 
Curry  G  A— f 
Davenport  J  F— f  1 
Davis  Howard— f 
Edward  &  Smith— f 
Ewing  W  T— f 
Riker  &   Riker— f 
Riker  L— f 


Riker  L  C— f 
Spilman  J   P— 1 
V'anarsdall  J  I— f 

HARTFORD 

Foster  J  Ney— f  1  c 
Mortin   Otto  C— f  c 
RUey  R  R— f  i 
Yeiser  A  C— f  1 

HAWESVILLE 

Bentley  Geo— f 
Hale  T  D— f  1  c 
Mason  A  J — f  c 
Thomas  W  S—i  c 
Wilson   George  C — ^f 

HENDERSON 

Bennett  Mrs  W  E— 1 
Dossett  H  N— f 
Eakins  J  Wm — f  c 
Griffith  Mrs  H  D— 1 
Harris  J  S — 1 
Hart  J  H— f  c 
Hartfield  David— f  c 
Jones  W  J— 1 
Lambert  &  Weaver — f  c 
Manion  J  E — f  c 
Neal  &  Sisk— f 
Stanley  &  Banks— 1  c 
Starr  &  Thompson — fc 
Tapp  F  L— f 
Toy  N  K— 1 
Vance    A    C — f 
Worsham  A  J — f 

HICKMAN 

Helen  &  Helen— f  1  c 
Henry  &  Henry— f  c 

HODGENSVILLE 

Handley  &  Kimball— f  1 
Hubberd  L  C— f  1  c 
Hudgins  Claude— f  1 
Tones  &  Graham — f  1 
Kirkpatrick     &    Taylor — 
f  1  c 

HOPKINSVILLE 

Campbell  Ins  Agcy — f  1  c 
Cornctt  &  Layne — f  1 
Crenshaw  M   F — ^f 
Cummings  Wm   H  Jr — f 

Gamett    W    F    &    Co— 

f  1  c 
Giant  Ins  Agency — ^f  1  c 
Henry  Jouett — t 
Higgins  J  M  &  Son— f  c 
Homestead        Investment 

Co— f 
Kelly  Walter  &  Co— f  1 
Knight  T  S  &  Co— f 
Lackey  George — 1         ffl 
Locker  &   Draper — fl 
McDaniel    Katie— f    c 
Shaw  G  D— 1 
Thompson  J  D— f  1 
Wallace  H  D— f  1  c 
Wicks  W  R— 1 
Winfree  B  S— f 

LA    GRANGE 

Dixon  J  T— f 
Duncan  R  O— f 
Head  P  S— f 
Kennedy  E  H— f  1 
McDowell  Don  C  ft  Son 

— f 
Sauer  Joseph — f 
Yager  J  T— f 

LANCASTER 

Beasley  J  A  &  Co — f  1  c 
Elkin  &  Thomas— f  c 
Ebpore  J  W— f 
Embrey  K  T— 1  c 
Frisby  F  P— f  1 
Gaines  £  C— f  1  c 
Sanders  Coy — f  1 


LAWRENCEBURG 

Baxter  J  W— f  1 
Bond  &  Trent— f  c 
Booth  Harry — f 
Crain  J  H  Sons  &  Co— f 
Grain  M  C  &  Co— f  1  c 
WUks,  Bond  &  Co— f  1 

LEBANON 

Bottom  &  Spalding — ^f  c 
Oarkaon  J  W— f  1  c 
Green  Richard — f  1  c 
Hasan  C  W— f  1  c 
Kelly  J  A— f  c 
Mackin  T  J— f  1  c 
Rains  &  Goodin — f  1  c 
Rubd  W  W— f  1  c 
Smith  J  A— f  1  c 
Spalding   T    B   &   Son— 
f  1  c 

LEWISBURG 
Browning  ft  Price — f 

LEXINGTON 

Amspiger  R  &  Son— f  c 
Aventt  W  B— 1 
Blackburn  E  R— f 
Bowyer  C  H— f 
Byars  E  H— f 
Carter  Chas  V— 1 
Chinn  ft  Lawwill — f 
Clay  Bishop— f 
De  Long  G  A  ft  Co— (  c 
Fain  AJ-i 
Foreman  T  V— f 
Foster  C  F— f 
Frazer  Warren — f 
Freeman  C  Y— f 
Frost  W  Stanley— £ 
Geary  ft  Van  Meter— f  c 
Irvine  W  M— f 
Kelly  Henry— ^ 
King  &  Son  W— f  c 
Klair  ft  Scott— f  c 
Lewis  S  H— f 
Lindsay  W  V— f 
Massie  W  K— f  c 
Messick  &  Clark— f 
Murray  T  D— f 
O'Brien  &  Co  J  J-f 
Phelps  J  E— f 
Respess  Baldwin — f  I  c 
Richardson  &  Stiltz — f 
Riley  J  J— f 
Sharpe  Miss  Anna — f 
Shearer  W   Logan— 1 
Simrall  J  O  H— f  c 
Snyder  Caude  F— f 
Staples  Harry — ^1 
StoU  J  W-f  c 
Treacy  B  J— £  c 
Walton  ft  Alexandex^-f  c 
Whitehouse  Edgar— 1 
Wilkirson  ft  Davia— f 
Williams  &  Swope-f 
Withcrspoon  W  V— f 
Woodruff  ft  Son-^ 
WooHolk  Jos  S— C 

LITCHFIELD 

James  H  E— f 
Lajrman   Ike    f 
Moorman  &  Parson — ( 
Taylor  J  E— f  1  c 

LOUISA 

Burgess  G  R— f  c 
Carey  Jas  L — I 
Kinsler  Ja»— f 
Reynolds  J  S—I 
Snyder  Augustus— € 
WalUce  FT  D  Ji— I  I  c 

LOUISVILUE 

Anderson  L  L — { 
Ballon  A  P— 1 
Barbec  ft  CasTteman — f  c 
Barrett  J  J  ft  Sou  ft  Bob- 
inson- 
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Bayly  J  W  E  &  Co— f 
BdlstOQ  J  W  &  Co— f  c 
Bloom   Levi — f  c 
Booker  &  Kinnaird— f  c 
Boynton   C    R— f  c 
Brown  &  Martin — f  c 
Barbank  &  Burbank — 1 
Bordine  R  B — ^1 
Bnrkler  &  Tierner— f 
ampbell  I  F— 1 
Carpenter  &  Dudley — f 
Chapman    Ins   Agency — i 
Chittenden    J   E — f  c 
Clancy  T  Johnaon-^l 
Cravens  C  A — 1 
Danforth  &  Co— f 
Davis  H  V  &  Co— f  c 
Dennis  W  W  &  Co— 1 
Dickey  J  H— 1 
Dugan   &    Humphreys— 

f  c 
Duncan  D  J — 1 

FERGUSON.  SCOTT 

t  HARRIS 

KCRESSSmNO 

Seottidh  Union  A  Nat'l.  Im.  Co. 
of  Scotland:  Rioenix  loa.  Co.  of 
Hartford.  Caon.:WeBtem  Aswr. 
Co.  of  Toronto.  Can.;  Atlas 
Aarar.  Co.  of  Londoo.  Eag.; 
Mcreaotile  Ins.  Co.  of  NTY., 
Union  Marine  Ins.  Co.  of  Iiv«<-. 
pool;  Amer.  Surety  Co.  of  N.  Y. 

Colwunbia  Building 

Gilmour  A — I  c 
Gonld  Clias  E— f 
Gray  J  S  &  Son— f 
Harrison  W  H— 1 
Hawes  &  Key— c 
Head  G   E-f  c 
Hellman    C    J— 1 
Hoge  P  H  Jr— 1 
Hubbard  C  J— f  c 
Hummel    &   Meyer — f 
Hunter  &  Hellman — f 
Huston  S  M— f 
arvis  J    K— 1 

cfferson    Noyes   &   Em- 

bry — f   c 
Johnson   A  E — c 
Kendall  H  R— 1 
Lang  Chas  A — f  c 
Lang  Henry  H — f  c 
Lynch  J  T— I 
McAtee  A  H  &  0>— ^  c 
McDonald  G  I^-l 
McHcnry  J    T — c 
MacPherton  &  Co— f  e 
Manson    L    B— f 
Maury  H    L— f   c 
Pace  W  B— I 
Pirtle  ft  Weaver— f 
Ponder  T  V  &  Co— f  c 
Powell   H  J— 1 
Reutlinger    &    Stith — f   c 
Robinson,  Wilson  &  Long 

— I  c 
Rodman  H  D  ft  C  D— 1 
Rossenu  L  I — ^1 
Russell   M    B— f  c 
ShiUinffburg    W    I— 1 
Slaughter  J  B  ft  Co— f 
Smith   A— f  c 
Stone  ft  Gnau— f 
Thomas  &  Kaye— 1 
Timberlake  ft    Traeheart 

— f 
Tippett  &  Walker-f  e 
Todd  J  M  &  Co— f 
Vetter   &  Smith — c 
Viglini   P  ft  Co— f 
Wade  Hoeing  &  Co— f  c 
Walbeck  Henry   C— f 
Wanner  Julius  &  Co— f 
Ware  R   C— 1 
Yoting  E  F — ^l 
Zimmerman  W  O — ^I 


^ 


LUDLOW 

Boesley  Tom — f 
Grant  Abner  V  C— f  1  c 
Hankim  Wm— f 
Heintz   Fannie— f 
Klappert  Henry— f 
Steven  J — f 

MADISONVILLE 

Elgin  W  S-f  1  c 

Gooch  ft  Brown ^f  c 

Langley  &  Wilson— f  1  c 
Niabet  E— f 
Whittinghill  R  T— f  1  c 
Wooton  &  Co— f  1  c 

MAYFIELD 

Cosby    A    D— I 
Hale  W  L  ft  Co— f  1  c 
Norman  S   A — f  1 
Parkhill  &  Vauehqn— f  1  c 
RidfiTway  S  B— f  1 
Roberteon  W  W— 1 
Rowland  Walter— I 
Russell  Norman — 1 
Shaw  L  S— f 
Wallace  R  B— 1 
Ward  W  F— f 

MAYSVILLE 

i\m  Sherman  — f  1 
Cole  H  W— f 
Curran  H  C— f 
Klgin  J  W— 1 
Hopkins  J  W— 1 
Hubbard  C  L— c 
Key  W  Holton— f  1  c 
r>ee  Percy — c 
Marshall  ft  Hall-f  1  c 
Mathews  Clarence — f  1 
O'Donnell  F  P— f 
Parker  J  Ed— f  1  c 
Reed    Mis«    Elizabeth— f 
Reynolds    Lnther  C— 1 
Sulser  A  G  .^'  Co— f  1  c 
Wadsworth  T  Cr— f  c 
Wallace  Tn«P-f 
Warder  W  R-f 
Wood  ft  Ewan— f 

MIDDLESBORO 

.Ashmeade  D  C — ^1 
Fitxfferald    L    S — 1 
Garie  W  H— f 
Kinnaird  A  M— 1 
Lovelace  F  F--1 
ManrinR  J  L  ft  Co— f  r 
Tri-Stote    Ins    ft    Realty 
Co — f  c 

MIDWAY 

Arnot  A  B— f 
Cogor  ft  Co— f  c 
Cooper  ft  Morris — f  c 
Haley   ft    Offutt— -f 
Hughes  Ins  Agency — f  c 
Povnter  H  C— f  1 
Wiley  Mr— I  c 
Wise  Harry  L— f 

MTLLERSBITRGH 

Allen   Sanford- f  1 
Butler  W  A-f 
Collier   Elda-f 
Cray  J  B— f  1  c 
Impels  O  W-f 
McDaniel  Tno — f 
Miller  W    M-f 
Thomason  E  M— f  1  c 
Wadell  T  P-f 

MILTON 

Hudson  R  M— f  I  c 
Tnglis  J  R— f  1 
Strother  Jas— f  1 

MORGANFIELD 
Black  Geo— 1 
Boyle  L  T— f 
Martin  W  A— f 
Mason  Bob — 1 
O'Daniel  W  B— f 
Phipps  J  T— 1 
Skinner  C  H— f  1  c 
Taylor  Walter— 1 


Waggener  ft  Waller- f 
Wafler  Collins— f  I 
Waller  J  M— f 
Wright  Wm— f 
Young  &  Russell— f 

MT.  STERLING 

Blount  ft  McAlister— f 
Coleman  R  L — f  1  c 
Coleman  G  E— f 
Krench  H  R— f  1 
Goodwin  ft  Turner — f 
Greene  ft  Strossman — 

flc 
Hoffman  H  G— f  1 
Hoffman    Ins     Agency- 

f  I  c 
Howell  Clayton— f  1  c 
Kirkpatrick  C  W— f 
.\lcKee  H  C  ft  Co— f 
Nesbitt  Chas  W— f 
Perry  E  F— f 
Rogers  T  F— f  1  c 
Wstson  Henry — f 
Winn  Bros— f 
Wyatt  Elizabeth— f 

MURRAY 

Graham  Asher — f  1  c 
Holton  H  E  ft  Co— f  1 
Holton  M  D— f  1  e 
Hood  C  M— f 
Jordan  ft   Falwell— f  1 
Smoot  C  M — f 

NEW  CASTLE 

Bruce  C  W— f  1 
Chandler  ft  Turner — ^f 

NEW  HAVEN 

Coomes  ft  Clark— f 
Dawson  Edwin  C— f 
Dawson  F  X — f 
O'Bryan   Loui»— f 
Rapier   Bros— f  1 


OWENSBORO 

Berry  ft  Hays — ^f  c 
Booth  W  B— 1 
Bumpus  ft  Stuart — ^f 
Cannon  F  A — f 
Clark  ft  McCarroll— f 
Cruse  J  S  ft  Co^-f 
Driver  A  B— I 
Gant  Milton — 1 
Givens  T  K— f  c 
Griffin  A  S— f 
Hayden  ft  Coche— f 
Hayes    Rollie— 1 
Keeley  Jas  Co— f  c 
Nichols  ft  Pinkston— 1 
Norris  M   I^-f 
Rodman  J  S — 1 
Rudd  C  J   Son   ft   Co— 

f  1  c 
Short  Bros— f 
Sweeney  Bros  ft  Co-^f  c 
Weil   Bros— f  1  c 

OWINGSVILLE 

Bratheir  O  B— 1 
Brother  J  R — f 
Brother  O   B— 1 
Brown  T  H— f 
Byron  Bros — f 
Gudgell  H  C— f  1 
Kincaid  R  W— f 
Markland  J  W— f 
Perry  G  E— f 
Perry  T  M— I 
Peters  T  J— 1 
Shankland  Jas  W— f 
Tipton  C  W— f 

PADUCAH 

Boon  &  Co  E  G— f    Ic 
Rurgauer   Mrs   R — f 
Burns  J  T— 1 
Bradshaw   &    Weil— f   c 
Davis  Cade — 1 
Davis  Frank  F — f  c 
Floumoy  &  Burnett — f 


FOREMAN  &  LACKEY 

City  NtUoml  Bwak  Biilldiiii 

PADUCAH.  KENTUCKY 

Bsprssaatiiig:  Tht  lotantils  of  imeries;  UNhastsr  Gennaa  Undsr- 
vntsrs;  Aswrioan  Otatral;  lord-Deatiehs  fire  Ins.  Os..  Bamlnn,  Gsr.: 
Seottiik  Union  ft  Katjasal,  Idinbnif ;  Xunehustts  Mntiul  Uk  Ins 
Ca;  Gsorfis  Horns;  Commsreial  Union  of  London:  Miekigsn  rire  ft  Msrins- 
Ohio  TalloT  Fire  ft  Marino;  Pmdsatisl  Gks.  Co.;  Xsntoeky  Lire  Stock 
Ins.  Co. ;  IstionAl  Busty  Go. 


NEWPORT 

Allison  W  T— fl 
Bartlett  Geo— f 
Buchanan  F  A  Jr — f  1  c 
Creuta   H   Z— f 
Cronin  Jas— f 
nyer  W   H— f 
Haas  Adam  C— f  1  c 
Harton    ft    Co— f    c 
Hughes  C  T— f 
Hunter  J  B— f 
Munster  O  R— f 
Myers  Elmer  D— f 
Myers  Frank  A— f 
Va?el  C  W— f  c 
Riedinger  H  B— f  1 
Riedinger,  Lawrence — f 
Schupp  &  Son — f 
I  Timer  H— f  1 
Ware  M  &  Sons— f 

NICHOLASVILLE 

Hoover  E  B — f 

Price   ft   McCleary   Agcy 

— f  c 
Scars  ft  Wolf— f  1  c 
Smith  J  E— 1 
Sparks  R  M— f  1  c 
Watts    Mrs    Fannie— f   c 


Graham  Chas  E— 1 
Hummell  Bros — f  c 
Jennings  ft  Co  C  E— f  Ic 
Mclntyre  M— f 
Nance  T  M— 1 
Pace  C  C— f  1 
Phillips  ft  Co— f  c 
Powell  Mrs  W  W— f 
Reeves  ft  Wilcox — f 
Sanders  ft  Co^f 
Smith  Ino  D — f  c 
Smith  ft  Smith — f  c 
Snook  S  J — 1 
Steele  A  K— f 
Weil  A  L  Co— f  1  c 
White  A  E— f 
White  Chas  A— 1 
Yciser  ft  Dipple— f 

PARIS 

Alexander  Kats— 1 
Aranspigar  W  S— 1 
Blackberry   Qifton   L— f 
Buck  Mrs  E  P— f 
Davis  R— f  c 
Harris  L  D— f 
Doyle  John  T— f 
Hinton  W  O  &  Son— f 
McClintock  J  D— £  1  c 
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KY.— Paris.  Con. 

McCIur  &  Donalson— f 

Muir  J  W— f 

Myall  W— I 

Ordery  Fay— £ 

Parrish  1)  C— f  c 

Payne  W— f 

Thomas,      Woodford      & 

Byon— f  1  c 
Thompson  W — f  1 
Webb  W  H— f 
Wilmoth  ft  Varden^f 

PIKEVILLE 

Brdns  V  E— f 

Cecil  S  Marion— f  1  c 

Sowards  Ins  Agcy— f  1  c 

PRINCETON 

Akin  J  T— f 
Baker  W  R— f 
Dyer  A-£  1 
Gardner  D  H — f  c 
Groom  M  J — f  1  c 
Hanalion  Georve — f 
Harrington  B  G— 1 
Jacob  D  0— I 
Richey  T  E— f 

RICHMOND 

Breck  ft  Evans— f  1  c 
Broaddus  Wm— f  c 


Bumam  R  R — f  c 
Crooke  &  Greenleaf — f 
Stone  C  T— 1 
Turley  R  E— f  c 

RUSSELLVILLE 

Andrew   C  W— f 
Clark  Geo  T— f  1  c 
Edwards  Russell  S— f 
Evans  T  D—i 
Farrar  W  E— 1  c 
Linebauffh  S  W— f 
McCudfW  k*  F— 1 
McGill  T  W— f 
Morton  J  Cap— f  1 
Page  Rhea— f  c 
Richardson   Mack — f 
Trimble  ft  Clark— f  c 

SHELBYVILLE 

Armstrong  G  A  ft  Co— 

f  c 
Ballard  ft  Son— f 
Ballard  C  W— f 
Collier  &  Harbison— f  1  c 
Coots  ft  Davis— f  1  c 
Cowherd  ft  CardweU— f 
Goodman  A  R— -f  1  c 
Hart  Wallace  ft  Co— f  1  c 
Kirk  S   &— f  1 
Maddox  &  Ballard— f  1  c 
Maddox  D  Minor— f  1  c 
Webber  A  M  Jr— f 


SOMERSET 

Brown  Tom — f 
Collinsworth  H  F— 1 
Cook  J   R— f 
Denton  D  E— f  1  c 
Jenkins  V/   H— 1  c 
Morrow  &  Morrow — f  c 
Neikirk  Grouer— c 
Smith  B  V  &  J  V— f 

SPRINGFIELD 

Bush  I  W— f  1 
Lake  ft  Fostei^f  1 
McElroy  Jno  I — f  1 
MeElroy    ft    Wharton— f 
1  c 

STANFORD 

Poster  C  Hays— fl 
Newland  R  M— f  1  c 
Tribble  W  A— f 
Wearen  T  D-f  1  c 
W  H— 1 


Wearen 
Woney  J 


H- 


VANCEBURG 

Bowman  W  P— f  1  e 
Parker  A  H— 4 
William  Geo  T— f 

VERSAILLES 
Berryman  J  H — ^f 
Browning  C  M — f 


Childers  Henry  Jr— f  1 
Davis  E  A— 1 
Gray  John  M— f 
McMillin  J  W— 1 
Nash.   Hunter  ft  Hentoo 

Twyman  Buford— f 
Ward  H  K— f  1 
Watts  H-f  1 
Wilhoit  ft  Field— f  I 
WiUiams  ft  Harris— f 


WINCHESTER 

Allan  J  Harry— f 
Bedford  Caa— f 
Buckner   Mist    Sarah   I 

French  Mrs  Sarah— f 
Gamer  ft  Fitch — i 
Hodgkins  J  C-€ 

Iouett  Beverley  R— f  c 
filler  Mrs  Marr-f 
Ogden  W  T— 1 
Poyntcr  J  W— f 
Smith  J  H— f 
Strossman  W  H— f 
Strother  N  T— f  e 
Thomas  John  H— f 
Tracfy   ft  Stokely— I 
Tucker  Misi«  N  H— f  c 
Wycoff  G  F— < 


LOUISIANA 


LEON    IRWIN    a    COMPANY,  Inc. 

Insurance 

736-738  Union  61.         Uoiift  Distance  Phone  585  New  Orleans,  ba. 

FIRE,  CASUALTY  INSURANCE  AND  SURETY  BONDS 

Accident,  Plate  OlaM,  EnployOTg*,  Worfcraen's  CMipeatallMk  Elevaton,  Pnbiic,  Vcttda,  and 

Qeneral  Liability,  Steam  Boiler,  Burglary. 
All  in  companiee  repreiented  by  ua 

RBPRBSBNTING 
American  Eagle  Ins.  Co.,  New  York  United  Firemen's  of  Philadelphia 

UamburB- Bremen  Fire  of  Hamburg,  Germany  First  National  Fire  of  Washington,  D.  C. 

Fidelity  Phenix  Fire  Ins.  Co.  of  New  York  Concordia  of  Milwaukee 

Stuyveaant  Insurance  Company  of  New  York  Phenix  Fire  of  Paris 

National  Fire  of  Hartford,  Conn.  Maryland  Casualty  Company  (Bonding  Dept ) 

British  America  Assurance  Co.,  of  Toronto  Continental  Cas.  Co.,  Compcnsatioa  Ins.  F 

Philadelphia  Underwriters,  of  Philadelphia  New  York  Plate  Glass  Ins.  Co.  (of  N.  Y  ) 

German  American.  CorrMpoad*Bo«  with  farokeragu  firms  and  aguata  aoileited. 

BEST  FACILITIES   FOR   HANDLING   MANUPACTURINQ  RISKS 
Members  New  Orleana  Ins.  Exchange 


ABBEVILLE 

Beer  Jacob^l 
Broussard  J  G— 1 
Broussard  O  A — 1  c 
Broussard   &    Summers— 

f  c 
Le  Blanc  &  Samson— f 
Mcpherson  D  L— f  1  c 
Samson  Chauvin — 1 
Stebbins   E  M— f  c 

ALEXANDRIA 

Alexander     Bolton    & 

Lewis  Ins  Agcy  Ltd— 

f.l  c 
Baster    Miss    Lizzie-— f 
Chase  &  Co  H  B— f  1  c 
Commercial    Ins    Agcy — 

f  1  c 
GremilHon  B  D — ^f  1  c 
O'Pry  W  J  Ins  ft  Real 

Estate  Agcy — f  1  c 

AMITE  CITY 
Conner  Miss  Emma — f      I 
Dees  E  W— 1 


Kemp  H  J— f 
Lif evra  I^f 
McQendon  H  P— f  c 
Sanders  &  Sanders — f 
Stern  B— f 


ARCADIA 

Colvin  J  M— 1 
Daniel    Leo— f   1   c 
Goff-Langford    Ins    Agcy 

— f  1  c 
White    W    L— 1 

ARCOLA 
Goodbee  A  J— f 

BASTROP 

Brodnax    J    R — I 
DaJton    C    N— f    1   c 
Hampton   W  H— 1   c 
Harris  W  M— 1  c 
Leopold  Alvin — f  1  c 
Ludlum  J  W— f  1  c 


BATON  ROUGE 

Bacot  D  T— 1 
Bates  W  P— 1 
Bird  ft  Rosa— f 
Brady  &  Smith  Ltd— f  I  c 
Brooks  C  M— f  1  c 
Day  &  Bynum — ^f  1  c 
Goudchaux  J  Lr— 1 
Gottleib  ft  Percy  Agency 

Ltd— f  1  c 
Greer  F  T— c 
Tones  G  Q— 1 
Knox  Mrs  L  B — c 
Knox  N  K  Agency — ^f  I  c 
Mayer  B  S— f  1  c 
Mire  M— 1 
Progressive    Ins    Agency 

Reese  W  R— c 
Terry  T  F — c 
Vay  F— 1  c 
Williams  D  K— 1 


BERWICK 
Bondreaux    A    L — f    1 


BOGALUSA 
Dreufus,   Sparling   ft  Co 

Gilbcr:   W  B— f 

Matthews   C  A — ^1 

N  O  Underwriters  Agcy 

— f 
Peters  J   T— 1 
Purvis  J   B— I 
Spekenbier  Jno  A — f  c 
Sturdevant  A— e 
Tipton  Mrs  T  E— I 
Woolfe  H  M— f 

BREAUX  BRIDGE 

Rees  C  C— f 

St  Germain  L  C— f  c 


BUNKIE 

Haas  &    Marshal] 

Agcy — f  c 
Johnson    L   H — i 
Keene  Asa  D — c 
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Marshall  R  T^l 
Mathews   Thos    M— £  I  c 
Nicholson  T  G— < 
West  A  B— f  I 

CLINTON 

DiUy  J  O— f 
Forrester   H   H — c 
White  Jno  A— f 

COLFAX 

Boston  J  D — c 
Cong  J   O— { 
Roberts   Earl— f 
Swafford  J    E— 1 

COVINGTON 

Aabert  Robert  L — f  1  c 
Xilson-Frederick    Co 
Ltd— f  1  c 

CROWLEY 

Acadia  Insurance  Agency 
— f  1  c 

Belton  M  L— f  1  c 

Coles  Paul— 1 

Crowler  Insurance  Agen- 
cy— t   c 

Egan    Insurance    Agency 
-f  c 

Egan,    Pugh   &    Pugh— 
f  1  c 

Hughes  W   E— f 

Lawson  W  E — ^f  c 

White  J    E— I 

Williams  Insurance  Agca- 
cy — f   1  c 

DE  RIDDER 

Cryar  H   F— 1 
Gassett  Tonv— c 
Tones   Ins  Agcy — i 
Shaw  Tooke  Ins  Agcy— 

f  c 
Tooke  Jam  W— 1 

DO  N  ALDSO  NVILLE 

Colomb  L  A  &  Son— f  1  c 
Duffel  &  Melancon— f 
Sims  Frank  K— f  1  c 
Thibaut  John  S— f  c 

EUNICE 

Hammers  W  O— 1 
LaCombe  J  Leer — f  1  c 
Labode  A  H — c 
Lewis  &  Hammers — f  c 
Pigford  W  W— c 
Sanders   Chas  J — c 
Wyble  Stanilaua— 1 

FARMERVILLE 
Baughman  &  Ramsey— 1 

FRANKLIN 

Lewis   John    C   &   Co— 

i  I  c 
Moorman  T  M— f  1  c 

GIBSLAND 

Gibsland   Ins   Agcy — f   c 
Langsford  Walter  C— 1 

GUEYDAN 
NeeUs  J  G— f  c 

HAMMOND 

Bueler  Mrs  H    M— f 
Channell   Agency — ^f  1   c 
NeeUs  F  E— f 
Saint  C  A— f 
Wright  M  B— f  1  c 

HOMER 

Bailey  O  P— 1 
Gin  G  G~^ 


Gladden  F  I— 1 
Otts  F  E— 1 
Palmer  I^-f  1 
Ward  W  L— f 

HOUMA 

Bond  Miss  Nellie  V— f  c 
Burke   &   Russell— £ 
Dupont  Paul  J— £  1  e 
Duval   Insurance  Agency 

— £  c 
Montegut  Agency  The— £ 
Smith  &  Pickett— £  1  c 
Thorpe  &  Ledet— £  1  c 

INDEPENDENCE 

Dolhande  P  E— 1 
Herring  O  W— £  c 
Stams  Robt  E — ^1 

JACKSON 

GUlum  Chas  E-4 
Pipes  &  Gillum— £ 

JEANERETTE 

Bourgeois  &  Patont — ^f  c 
Edwards  C  C  &  Co— £  c 
Le  Teune  E  J — ^1 
Robin  &  McGowen— £  c 

JENNINGS 

firainerd  A  C — £ 
Hoag  &  Funk— £  1  c 
Johnson  Sidney  K — f  1  c 
Nichols  L  S— £ 
Ritchie  Ins  Agency — £  1  c 

JONESBORO 

BagweU  W  L— c 
Culpei>per  &  Wasson — £ 

KENTWOOD 
Broyles  Herbert — £  1  c 

LAFAYETTE 

Bendel   &    Debaillion-^ 
Davidson  J  J — £ 
Givens  J  S— £  1  c 
Greig  R  C— £  c 
McBride  A  A— 1 
Meyers  F  W— £  1  c 
Mouton  &  Marshall  Co— 

£  1  c 
Parkerson     &    Mouton — 

flc 

LAKE  ARTHUR 

Mc  Daniel  John — ^l 
Rybiski  C  C— I 
St.  Germain  J  A — £  1 
Streatcr  W  I^-£  1 

LAKE  CHARLES 

Bums  R  E— 1 
Chavanne  Leon — £  c 
Coleman  R  L — f 
Decs-West  Co— £ 
De  Hart   I   W— c 
Hart  F  A— «  1 
Levy   Samuel — f 
Richard,  Wasey   &   Co- 
Rock  K  C— I 
Sedlock  C  J— 1 
Thompson  B  J — ^1  c 
West   George — £   1    c 
Whitfield   J    E— 1 

LAKE  PROVIDENCE 

Byerley   Frank — ^£  c 
Egelly  A  C  &  Co— f  c 
Hamley  J  M— 1  c 
Hill   J    N— f 
Klostermann   T— f 
Montgomery    Miss   Ethel 


LECOMPTE 

Hardy  H  H— £ 
Tones  W  H— 1 
Leigh  A— 1 
Pressburg  Edgar  E — 1 

LEESVILLE 

Foster  &  Ferguson — c 
Leeville  Ins  &  Collection 

Agcy — £  c 
McFarland  C  M— c 
Pye  P  G  &  Co  Ltd— £  c 
Roark  James  B — £ 
Rudolph  M  V  &  Co— £ 
Shaw  A  G— f 
Stephenson  W  M — ^1  c 
Tigner  Jas  T— 1 
Turner  D  F— 1  c 
Wingat*  Thos  C— 1 

LUTCHER 

Dibert  John— c 
Gearhart  A  G— f 
Thompson  Mrs  J — ^1 

MANDEVILLE 

Davis  Wm  G— c 
Newman  W  T— £ 

MANSFIELD 

Mansfield    Ins    &    Realty 

Co— f  1  c 
Nilson  &  Elam— £  1  c 
Nilson  M  K— 1 
Petrie  W  M— £  1  c 
Singleton  W  E— 1 

MARKSVILLE 

Cappell  Frank  B— 1 
Casprard  C  C— 1 
Caspard   Ins   Agcy — f  c 
Couvillion  Lee  J — 1 
Hall  E  B— 1 
Hall  H  B— £  c 
HaU  W— £ 

St  Remain  M  A— f  c 
Washburn   R    H— f  c 


Smith  W   L  &    Co— £  c 
Speed  H  R— £  c 
Waelder  Bradley— I 
Young  J   H — ^1 
Zanone  J  M — £  c 

MORGAN   CITY 

Morgan    City    Realty    ft 

Ins  Agcy  Ltd — £  1  c 
Palmer-Howard    Co 

Ltd— £  1  c 

naK>leonville 

Bylsma  Peter — 1 
Klotz  ft  Dugas— £  I  c 


NATCHITOCHES 

Benseal  W  P— f 
Tucker  Jas  B— £  1  c 

NEW  IBERIA 

Bauman  F  W — £  1   c 
Davis  Alphonse — £  c 
Minville  L  J— f 
Nuckols  S   O— £ 
Renottdet  Al£red — ^l 
Renoudet  P  L— f 
Sealy  R  C— 1 
Segura  P  H— £ 
Sharp  W  B— f  1 
Smith  &  Taylor— f  c 
Suberbielle  J  P— £ 
Weeks  W  G— £  c 
White  John  T— f  1  c 


NEW  ORLEANS 

Andry  M  G— £ 
Atkinson  H  A— 1 
Baehr  J  J— £ 
Bagert   J   W— £ 
Band  C  A— f 
Barnett  L— £ 


Blacky  Rogers  &  Co.,  Limited 

p.  O.  Drawer  1440.                 NBW  ORLEANS.  LA. 
Mississippi GENERAL  AQENTS Louisiana 

Maryland  Casualty  Companv 

Fidelity  and  Deposit  Company  ol  Maryland 

General  Accident  Fire  and  Li£e  Assurance  Corp.  Ltd. 

Rra,  Marine,  Liability,  Steam  Boiler  and  Snrety  Bonds 


MELVILLE 
Heap  J  W— £  c 
Le  Blanc    E  J— £ 
Lyons  Lyman   H — £   c 

MINDEN 

Ashby  U  O— £ 
Dupuy    Arthur — £ 
Holmes  J  J — f 
Lee  W  B— f  c 
McDonald  J  W— £ 
Miller  R  H— f  c 

MONROE 

Austin,    Truesdale    & 

Prophit— £  c 
Bernstein  Arnold — 1 
DeGraflFenreid   W    H— f 
Gregg  H  L— £  c 
Haas  Ike— 1 
Hill  &  Ruffin— 1 
Kahn  Sidney  ft  Co— £  c 
Kaliski  J  L— f 
McReynolds  &   Co — ^f  c 
Oliver  &  Co— f  c 


Barry  £  T  Co— £ 
Bernard  M — f 
Blasini  S — ^£ 
Bodenheimer   H    &    Sons 

— £  c 
Bonnar  W  E— 1 
Bonnecaze  L — £ 
Bovard  W  J-f 
Boyer    Louis    E— c 
Brand  W  A--£ 
Braun  Max  Co  Ltd— 1 
Brooks  &  Russell— f  c 
Brown  W  H— 1 
Brunet  R  J— £ 
Bush  J  B— £ 


Calhoun  J  V  T 
Carey   L   F— f 
Carr  William  B— c  » 
Carrere  E   A— f 
Clarke  Frank  B— £ 
Collins  Jos— 1 
Colomb   K  J— f 
Comfort  J  G — f 
Corales  Jos  A — £ 
Corey   Claude   S — ^1 
Crumbaugh   P — 1 
Crump  Bros— £  c 
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▼.  IRYIIG  M08B,  Pres. 


Mill  M.  MOSS,  Yioe-Pres. 


ARTHUR  8.  HURT,  800' j 


IDViRD  KORT.  Mgr.  QuomHj  ItfL 


Established  1871 


The  Hartwig'  Moss  Insurance  Agency,  Ltd. 

NEW  ORLEANS,  LA« 

Firt,  Marine  and  Casualty  Insurance— Fidelity  and  Surety  Bonds 

Representing  tlie  foliowing  Companies 

North  British  and  Mercantile  Ins.  Co.  of  En^nd  Camden  Fire  Ins.  Ass'n  of  New  Jtney 

Sun  Insurance  Office  of  London  Commerdai  Unicm  Assurance  Co.  of  London 

Palatine  Insurance  Co.  of  England  Providence  Washington  Insurance  Co.  of  Rhode  Island 

Hartford  Fire  Insurance  Co.  of  Hartford  Insurance  Co.  of  North  America.  Phila. 

Glens  Falls  of  N.  Y. 

Managers  Southern  Department  New  Amsterdam  Casualty  Company 

Correspoadence  Solicited  with  Agents  or  Broicerage  Firms  Controiling  Lonisiana,  Mississippi 

aad  Arlcaasas  Basiness 


Geo.  S.  Kausler,  President 
C.  S.  Mathews,  Vice>Presideat 


W.  R.  P.  HuEY,  Scc'y-Treas. 

M.  V.  HiGBEE,  Mgr.  Marine  Dept 


GEO.   S.    KAUSLER,    Ltd. 

General    Insurance 


4«9    HIBERNIA    BUILDING, 


NEW    ORLEANS,    LA. 


Fire  Companies 

Pheeniz  Inraranoe  Co.  of  Hartford 

Mtna.  Insuxance  Co.  of  Hartfotd 

Scottish  Union  and  National  Ins.  Co.  of  Edinbuiali 

German  AlHance  Insurance  Ass'n  of  New  York 

Liverpool  and  London  and  Globe  of  New  York 

Franklin  Fire  Ins.  Co.  of  Philadelphia,  Pa. 

Hanover  of  New  York 

Liability  Comimnies 

Employers'  Liability  Assurance  Corp.  of  London 
U.  S.  Fidelity  fc  Guaranty  Co. 


REPRESENTING  Marine  Companies 

United  States  "Lloyds" 

Indemnity  Mutual  Marine  Assurance  Co.,  Ltd . 

Royal  Ekchanse  Assurance 

ToUo  Marine  Insurance  Company,  Ltd. 

Liverpool  &  London  &  Globe  Insurance  Co..  Ltd . 

For  Fire  Insurance  on  Veaseis 

Liverpool  &  London  &  Globe  Insurance  Co..  Ltd. 
Scottish  Union  ft  National  Insurance  Company 
German  Alliance  Insurance  Company 


General  Aaents  for 

Louisiana.  Misshslmri.  Tennessee,  the  MissiMippi  Klver  and  all  Its  tributaries;  River  and  Inland 

Hull  and  Cargo  business  a  specialty. 

THE  FERD.  MARKS  INSURANCE  AGENCY 

(LmzTBD) 

827   Gravier  Street,    New   Orleans,    La. 
Fire,  Marine  and  Casualty  Insurance 

Fidelity  and  Surety  Bonds 
Representing  the  Following  Companies 

London  ft  I«ancaaliire,  Norwich  Union,  Royal,  Yorkshire.  German-American  of  N.  T.,  Niagara,  Caledonieo, 
iStna  Fire,  New  Hampshire,  Northern,  Nord-Deutache,  New  York  Plate  Glass.  Fidelity  and  Caeualty 
Co.,   Royal  Indemnity  Co. 

SPECIAL  FACILITIES  FOR  HANDLING  LARGE  LINES 
P.  O.  BOX  251  CORRESPONDENCE  SOLICITED  LONG  DISTANCE  PHONE.  MAIN  S09 

MEMBERS  OF  THE  N»  Y.  FIRE  INSURANCE  EXCHANGE 
MEMBERS  OF  THE  N.  O.  FIRE  INSURANCE  EXCHANGE 


William  J.  Hardin,  Pres. 


D.  R.  Buchanan,  Trees. 


John  P.  Casey,  Secfy 


MARSHALL  J.  SMITH  &  CO..  Ltd. 

INSURANCE 

Llorcle  and  UnderMrriters  Agents 

Fire,  River.  Marine,  Accident,  Employera  Liability,  Woricman'a  Compeneation, 

Yacht  and  Automobile  Inaurance 

ComiMuilef  Represented 

Insurance  Co.  of  North  America,  Fbemans  Fund  Ins.  Co^  St.  Paul  Pure  and  Marine.  Boston  Insurance  Co.,  Prondeooe 
VVashingtm  Insurance  Co.,  Orient  Insurance  Company.  Western  Assurance  Company,  Aetna  bisurance  Co.,  London  Goer* 

antee  ft  Accident  Co.,  Sea  Inis.,  Co.  of  England,  Phoenix  Ins.  Co.  of  London. 
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NEW  ORI^EANS 


CABLE  ADDRESS  MARSHALL 
CODESt    Lloyds,  Leibers  A. B.C.  5th  Edition.  Western  Union.  [Unit  srsal  Edition] 
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a.     D.     KIXCHEIV     &     BRO. 


PROVIDENCE  WASHINGTON  INSURANCE  CO.,  Providence.  R.  I. 
VIRGINIA  FIRE  &  MARINE  INSURANCE  CO.,  Richmond,  Va. 
PROVIDENCE  UNDERWRITERS,  Providence,  R.  I. 

TEXAS,  LOUISIANA  AND  MISSISSIPPI 

AACHEN  &  MUNICH  FIRE  INSURANCE  COMPANY,  forLouisiana 
711-714   ffltoemla   Bank  Bulldlnfi 

NE'W    ORLEANS.    LA. 


LeBLANC  &  RAILEY,  Ltd. 

814  Gravier  Street  New  Orleans^  La. 

General  Agents 

Globe  &  Rutgers  of  New  York  (lor  La.  and  Miss.) 
Firemen's  of  Newark  (lor  Louisiana) 
Globe  Underwriters  Agency  (for  Louisiana) 
Ins.  Co.  of  State  of  Penn.  (for  Louisiana) 
American  Underwriters  Agency  (for  Louisiana) 
Williamsburgh  City  of  New  York  (for  New  Orleans) 
Merchants  of  New  York  (for  New  Orleans) 
Philadelphia  Underwriters  (for  New  Orleans) 
Alliance  Assurance  Co.,  Ltd.,  of  London  (Marine) 
Standard  Accident  of  Detroit  (for  Southern  La.) 

THE  LIVERPOOL  &  LONDON  &  GLOBE  INSURANCE  GO., 

Limited 

Fire,  Lightning,  Wind-storm,  Ocean  and  Inland  Marine,  Hail,  Profit 
and  Sprinkler  Leakage,  Tourists,  and  Parcel  Post  Insurance 

SOUTHERN  DEPT. 

Embracing  the  States  of  Texas,  Louisiana,  Mississippi,  Alabama,  Georgia,  Florida, 

Arkansas  and  Oklahoma. 

Company's  Building 
Cor.  Carondelet  and  Common  Sts.  NEW  ORLEANS 

CLARENCE  P.  LOW,  Mgr.;  J.  G.  PEPPER,  Ant.  Mgr.;  R.  H.  COLCOCK.  Jr.,  Deputy  A»t.  Mgr. 


EVERY    FACILITY    FOR    HANDUNG    YOUR    INSURANCE 

HARRY  S.  KAUFMAN,  Ltd 

GENERAL  AGENTS 

827  BARONNE  STREET  NEW  ORLEANS 

REPRE8ENT/NQ: 

FIRE  I  AUTOMOBILE  AND  INLAND  MARIN  1 

German- American  Ins.  Co.  oi  Penna.  I    Alliance  Insurance  Co.,  Ltd.,  Londo 


Hamburg-l&remen  I^e  Ins.  Co.,  Germany. 
New  Bnmswick  Fire  Ins.  Co.,  New  Brunswick. 
New  Jersey  Fire  Ins.  Co.,  Newark. 
Natioaal  I%e  Ins.  Co.,  Hartford. 
Orient  Insurance  Co.,  Hartford. 
Pacific  Fire  Insurance  Co.,  New  York. 
Rhode  Idand  Insurance  Co.,  Providence. 


The  Marine  Insurance  Co.,  Ltd.,  London. 

FIDELITY  AND  SURETY 

American  Surety  Co.,  New  York. 

ALL  CASUALTY  LINES 

Massachusetts   Bonding  Sc  Insurance   Co..   Boston. 
Mass. 


eCNUESPONDENCE  INVITED.       All  LoMet  and  Claims  Adjusted  ly  us  and  Paid  at  Tlilt  Offlet 


INSURANCE   AGENTS-LOUISIANA. 


"Service  (•  Omr  Cllants  " 

NEW  ORLEANS  UNDERWRITERS  AGENCY 

Jas.  B.  Rom,  Prea.  &  Gen.  Mgr, 

Wm.  P.  Maiu  S.  Lacy  DickarMn 

St^y'Trtaa  Mgr.,  Loco/  Dmpartment 

RahtiMi  [S.   CoU,  JVonofer,  Marinm  Dapartmmni 

'oftTio*       UNDERWRITERS  BUILDING      ^"^^^^ 

aOS  Camp  Street  NEW  ORI^IANS.  LA. 

Representing  the   Oldest  and    Strongest   Companies    in   the  World. 


We  write  insurance  of  all  kinds,  and  hare  facilities  for  handling  the 
largest  accounts. 


We  specialize  on  large  Manufacturing  and  special  Hazard  Risks,  our 
service  department  for  these  classes  being  unsurpassed. 


We  solicit  your  Business  and  will  appreciate  your  inquires. 


LA.— Neir  Ch-lHOa.  Coa 
Crnmp  R  G— I 
Culbenun  ChM  H— c 

Gumming.     Neil—    I 
Cumming.  T  P— I 
Cunnini^uii     Edw— G 
D'Aquin  &  SarpT— f 

DeW   Edw"  J— £ 
Dtll   ValcDtlilc— c 
De  Ruilr  C  G— f 
Dicki  A  H— f  e 
Dinkenspdl  Joi  &  Co-I 
Dittman  Ins  Agcy — f 
Don»ld»on  A— t 
Poawell  T  Temple— f 
Duero.  A  V— f 
Elder  H  C— I 

EMERY  t  mm 

OBNBRAL  AQBNTS 


EuMii  &  Conwir— 4 
EuMit  S— f 
Fannin   S   R— t 
Fe»»enint  J  I— I 
Flower  W  P— I 
Floweree    R   E— t  C 
Fomer  H  F— I  I 
Fcueher  Ch»  D— f 
Fredericki    Chu-rf 
Freed  A  A— 1 
Fry  F  G  H-( 
GiDchcJ  A— « 
Giric  Klr-l 


Gieien   A   G— f 
Gillette  D  G— 1 
Ginult  W  W  Jr— f 
Oiveni  I  P-f 
Glrnn  J  F  Ji— 1 
GodclMUX  i   Mayeiw_| 
Goldimith  J  M— 1 
Gr*ene  J  W-l 


Herbert  Geo  Jr — [ 
Howard  F  E— c 
Hufft  I^(  c 
InteritBle  Trust  A  Bi 


joiwa    Robt— f 
nviir  k  Co  Lid— f  c 
■rdet   C  C— f 


Kaualer   Geo    S    Ltd— 

Kelley  A  S— f 
Kitehen  J  D  &  Bro— f 
Kopp   Geo — f 
Koppel  &  Tani«— t 
Koalmayer   M    D— I  c 
Ltbouiiie   I    P— f  c 
Ladner  A  E— c 
Lsngbehn  Frank-t  c 
USwee  J  H— 1 


LeBlinc  &  Railey-^  c 
Leo  W   P— f 
Leicud   Peter    F— £  c 
Levy  Fr«nk  1^1 
Levy  G  A— f 
Levy  Gu»  D— 1 
Lilly  E  J~£ 
Lob  Ja*— f 
Lund  T  W-l 
Mua    B— £ 
McClaskey  G   T— f 
McGefaee  Scott  &  Co— f 
McKuigbt  A  L— c 
McNeil  C  E— t 
Macmurdo  C  J  Jr— ( 
Maginuit   A  H— f  c 
Mafer  A  E— f 
Mirki,     The     Perd     Ini 

AgcT.  Ltd-f  c 
Malbewi  JeS— E 
Mauinell  E  S-1 
Mehle  Allen— I 
Mendei  A  &  Co-c 
Metiger  W  A— 1 
Mid<flelDn  A  I— { 
Miller  A  K  &  Co— f  e 


Moore  L  E  &  Co— c 
Monlei  C  H— f 

Moremo  F — ' 


V  1-0 

t   Hartwlg   I 


Ne«.Orlean.  Under- 
Norrell  C  E— c 


Patterson  C   F-[  e 


Peter  F.  Pescnil 

Fin  iMirMca 
•tMii  Boltar  kwraKV 

Sunty  Eton 
Emplsfira'LIUIIIIlB* 
WorkRWR-a  AocMmI  Im. 

833-0  Gnflar  Stmt 

l^per  C   C— f 


_    &   ApoUonio — [ 

Ricbardion  H  D  &  Co— 

f  c 
Rigblor    HcDiy — e 
Rocqael  A— f 
Rom  Dan  A— f  c 
Roaa  T  B-l  c 
Ron  I  W— f 
Roti  Eaitia  Co  Inc-fc 
Rowland  &  MeBedDHM 

Roy  J  A-f 
Raiha  R  E— f 
St  John  Ed— c 
S>*IS«  Alex  U-e 
Seymonr   W  C— i 
Scaler  I^i 
Schuler  Loai* — i 
Scbwioi  S  C— € 
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Edwifl  Shelby  &  Conpaiy,  Liflited 

Hibernia  Building  New  Orleans.  La. 

Plrt  Corap«fil«s  R€prM«DtMl 

litiiOBtl  Uoifli  Fiit  Ini.  Co.;  SMorttj  buu  Oo.;  letkorlaois  Int.  Go. 
Sitioaal  fin  Im.  Go.;  OlMmireul  Union  iemTunfle  Co.;  OoBMrdin  Ftn 
las.  Co.:  Fnndnoo  Vatkingtoii  Ins.  Do. 

Casualty  and  Automoblla  Companiao 
BMital  Guaaltj  of  Ghkngo;  iBurina  Aatomobilo  loi.  Co.,  St  Loois 
Fke— AuleaMbUe— LUMIfty-~CempMiMlloii— Bondi— 
Biirilary — Plato  QIm8    Tornado 


Simmons  E  U— I 
Sinclair  F    C— 1 
Singreen    E   H— f 
Smitli  E    E  Jr^f 
Smith   MarshaU   J  ft   Co 

Ltd— £  c 
Smithcr  J  W— 1 
Soria  W  C  Ins  Agcy— £ 
Southern    Realty  &   Se- 

carity  Co— f 
Sporl  C  A — f 
Stanford  A  E— f 
Stobbs  John  A — 1  c 
Stern   L    L— £ 
Stock  O— £ 
Stockmeyer   C    F — £ 
Tanacy  K  A — £ 
Terry  A   T— f 
Thompson  T  P — 1 
Titus   S  B— £ 
Tortorich  M  F— £ 
Tudury  T  J— £ 
Uber  W  C— £ 
Ucber  W  C— 1 
VaUon  R-4 
Vigne  J   I^£ 
Vreeland  A  C — ^f  c 
Waguespack  R  Ins  Agcy 

VVaTmsley  R  M— £ 
WamerJ  E  &  Co— £ 
Weber  F  S-£ 
WeUbaecher  F  A— £ 
WciU   D  T— £ 
Wharton  T  D— 1 
WUlcox,  Peck  &  Hughes 

Williams  Wilson— I 
WiUiams   Wilson    Jr— 1 
Winkler  J  H-c 
Wolfe  ChsB  G  Ins  Agcy 

— £ 
Wright  J  M— f 

OPELOUSAS 

Estorge  &  Dunbar^— £  1  c 
Hcaley  J   J— 1 


Lacombe  A  L— £  1  c 
Larcade  &   Litton— •£   1 
Sanders   J    M— 1 

PATTERSON 

de    Gravelle    ft    Gonson- 

lin— f  1  c 
Morey  B   T— £  1  c 
Pender  &  Marien— f 
Thompson    &    Lassus — £ 

PLAQUEMINE 

Dunlap  Grace  Ins  Agen- 
cy— £  1  c 
Grace   C   E— £ 

POUCHATOULA 

Alford  &  Vineyard — £ 
Butler  T  J— £ 

Sckson  VVm — f 
itchcll  H  P— c 
Pierson  R  A — f  1 
Vineyard   F  A — c 
Wills  E  R— £ 


RAYNE 

Chappinst  A  S 
Craig  J  L— £ 
Duelos  A  J — £  c 
Holt  Jr  R  C— £  1  c 


RAYVILLE 

Bindau  Ray  L — 1 
Dawns  Geo  R — ^1 
Ellis  C  G— 1 
Ginlbeau  S  J— 1 
Hember  W   F— f 
Hodge  Tobin  R— £ 
Hulsc  F  G— 1  c 
Hutchinson  Wm  D — 1 
Laslely    John    T — ^1    c 
Lipscomb  E  B — £  1 


Smith  G  W  &  Co— f 
Tatum  B  F  &  Co— £ 
Willis  John  W— 1 


ROBELINE 
Caldwell  J  H  Co— f  1 


RUSTON 

Duncan  &  Kidd— £  e 
Pearce  &  Jackson — £  1  c 


ST  FRANCIS VILLE 

Forrester  W  T— £  1  c 
Leake  R  M— £  1  c 
Matthews  J  R— £  1  c 


ST  MARTINVILLE 

• 

Bienvenu  L  E — £ 
Bienvenu  P  A— £  1  c 
Delahoossaye  F   E — c 
Gauthier    A    C— £   c 
Ubbe  D  C— 1 


SHREVEPORT 

Augurs  W  C— £  c 
Bodenheimer   H   ft   Sons 

— f  c 
Brickmann    F    C — 1 
.  Chage   Bros — f   1  c 
'  Chase  &  Kline— f  c 
Deas  D  H— I 
Deas   R  H— 1 
Dorrity   D    M— 1 
Dreyfus  Ins  Agcy — £  c 
Fish  Miss  H  J— 1 
Ford  Wm  M— £ 
Hird  J  P— 1 
Hollinsworth    Ins    Agcy 

The  J  R— £  c 
Jeter  J  W  A— 1 
Jeter-Emery    Loeb   Ins 

Agcy  Inc — f  c 
Kerley   Ins.  Agency — f 
Latta  Mrs  J  G— 1 
McCoy  Carl  F— f  1  c 
McMahon   A    J — 1 
Marburg  Walter — f  c 
O'Neal  Hy  A— 1 
Penick,  Ford  Ins  Agency 

— f  c 


Prescott  H  H— f  c 
Querbes  &  Bourquin   Ins 

Agcy — f 
Stringfellow  H  C— 1 
Wilder  A  Mc— 1 
Winter  Wm— 1 
Williams  W  H— 1 
WolflF  I^-l 
Woods   W    F— 1 

SLIDDELL 

Ellis  W  I^-£ 
Liddle  C  M— £  I  c 

THIBODAUX 

Ballard  V  G— 1 
Coulon,  Brand  ft  Coulon 

— £  c 
Shaver  C  P— £  c 


VIDAUA 

Clsyton  J  E  Jr— f  1  c 
Conner  H  B — £  c 
Davidson  F  M  ft  Co— £ 
Dc  Lap  ft  Ronntree— £  c 
Merits  ft  C»— £  c 
Merits  Chas— £  c 
Roundtree  J  L— £ 
Smith  H  ^1 


WASHINGTON 

Carriere  J  G — £ 
Cawford  Wm  M— I  c 


WELSH 

Calcasien  Tr  ft  So  Bank 

— £ 
Carr  C  E— £ 
Planthe   Wade;  E— f   1 


Jl 


WEST  MONROE 

ones  J  Shaw — 1 
'organ  Jos  F — 1 


WHITE  CASTLE 
Brown    F    S — f 

WINNFIELD 

Anderson  B  L — £  1  c 
Buce  Robt  W— 1 
Durham  Wm  M— £  1  c 
Gibbs  J  R— £  1  c 


MAINE 


AUBURN 

BaUard  S  K— £ 
Bridfrman  H  A — 1  c 
Briggs    Ansel! — £ 
Cummings  Chas  S — i  1  c 
Curric  N   F— 1  c 
Harlow  ft  Thurston— <  1  c 
Harvey  ft  Gledhill— £  Ic 
Huakins  Geo  E — i  c 
Hutchinson  J  P  &  Co— 

£  1  c 
Knight  John   S— £  1  c 
Lord  ^fif  Freeman — ^1  c 
Ludden  F  E— £  c 
MUler  A  O— £  c 
Payson  C  B — f  1  c 
Smith*    Rend   W— £   c 
Watson  Murray   B — £  c 

AUGUSTA 

Bedc  T  W— £  1  c 
Boothby  W  G— £  c 


Downing  C   S^f 
Downing  Charles  E — flc 
La  Casse  Alfred— 1 
Macomber,  Farr  ft  Whlt- 

ton — £  1  c 
Merrill  Geo  W— £  1  c 
Newbert  E  E— £  1  c 
Rice  D  J— 1 
Townsend  J  E — £  1 
Turner  E  S— 1 
Welsh  R  F— 1 

BANGOR 

Baker  ft  Hodge— £  1  c 
Blake,  Barrows  ft  Brown 

— £  1  c 
Boyd  J  H— C  c 
Bright  Joseph  M— £  1  c 
Byrnes  P  J— £  1 
Curran  ft  Co  Inc  W  F 

— £  c 
Dennett   C   D— 1   c 


Dunton  C  R — ^1 
Freeland-Mann  Co — f  c 
French   M   H—   1   c 
Gallagher  Hugh   T— f 
Hall  Edwin  O— f  c 
Hawes  C  T— 1 
Hawkins  Henry  VZ—c 
Higgins  Leon  F — ^1  c 
Kirstein  Louis  ft  Sons— 

f  1  c 
Lord  Henry  &  Co — £  1 
McClure  J    W   ft   Son— 

f  1  c 
Mullen    Chas    C— f   c 
Palmer  W  W— f  1  c 
Pearl    ft    Dennett    Co— f 

Ic 
Reed  W  S— 1 
Ryan  F  L— 1 
Singleton  J  F  ft  Co— £ 
Somers  L  W   Co— £   1  c 
Stewart  Charles  M — ^f  1  c 
Taylor  W  H  &  Sons— 1 


Tyler  L  C  &  Sons  Co— 

f  1  c 
Whitmore    A    J — 1 
Wilson    Edwin    S — 1  c 
Wilson  J  C—f  1 

BAR  HARBOR 

Austin  L  C — 1  c 
Burrill  Chas  C  ft   Son— 

f  1  c 
Carter  F  L— f  1  c 
Cleaves  G  Prescott — c 
Cleaves  M  P— 1 
Conners   A   E — 1 
Eddy  R  H— 1 
Hadlcy  F  L— 1 
Haraden   O  H— 1 
Kingsley  S  L  ft  Co— f  c 
Lynam  F  C  ft  Co — f 
Marcey's  C  E  ft  Co— c 
Sargent  Fred  P— I  c 
Walls  F  E— £ 
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ME. — Con. 

BATH 

Croiby  £  S  Co— £  1  c 
Drake  J  B  &  Sons— £  c 
Footer  Jos    Chas — c 
Hanson  H  W-1 
Hinckley    F  J— f  c 
Hodgdon  H  G— f  1  c 
Humphreys  D  M  &  Co 

H7de  E  W— f  c 
Ledyard  Owen  J— f 
Morse  Bros — f  c 
Morse  Chas —  f  c 
Russell   W   S— f  c 
Small  Frank  A— f  c 
Stevens  H  T— f  1  c 

BELFAST 
Dickey    &    Knowlton— 1 
Doak   Carleton — c 
Field  &  Quimby— f  c 
Gilchrist  E   B— 1 
Lord  Maurice  W— f  c 
Lord   Sam'l  H— c 
Pattee  Jas  &  Son— f  c 
Rodgers  R  W— £  c 
Sargent  Chas  H— f  1  c 
Sidclinger  T  S— c 
Wright  C  I^-f 

BERWICK 

Goss  R  W— £  c 
Kurd  C  H— 1 
Spencer  W  D— £  c 
ToUes  B  D— £  c 

BIDDEFORD 

Bernard  S  J— I 
Cartier  J  Co-£  c 
Chellis  A  H-c 
Cookson  H  L— 1 
Custcau  T  L— 1 
Doherty  D— 1 
Goodwin  H  Co— £  c 
Gove  H  H-c 
Hutchinson  H  G— f  I  c 
Keightly  J  W-1 
Moore  D  T— £  1  c 
RandaU  J  W-£  c 
Rcnouf    &    Lachance — 

£  1  c 
Renouf  P  J  A— £ 
Roy  N  T-1 
Staples  L  E— £  c 
Stone  L  W— c 
Stone  T— f 
SulUvan  T  B-1 
Twomey  J  F— £  c 
Wakefield  B  B— 1 
Watson  F  C— 1 
Woodman  M— 1  c 

BOOTHBAY  HARBOR 

CUsby  C  E— c 
Fames  W  A— c 
Knight  J  Ed— £  1  c  ^ 
Maddocks   Sewcl  T— £  c 
Mathews  B  C—  £ 
Orne  Louis  A — c 
Orne  Thaddeus— 1 
Perkins  M  A— 1  c 

BREWER 

Dunn  P  H— 1 
Floyd  H  N-£ 
Gilbert  G  B— £ 
Miller  E  I^-l  c 
Nickerson   F  H— £  1  c 
Pendleton  A  F— £ 
Sargent  W   J—* 

BRIDGTON 

Abbott  Grace  C— 1 
Bennett  Rosalie  L— 1 
Chadbume  J  A— 1 
Clark  A  P— 1 
Libby  H  B  &  Son— £  1  c 
March  W   D-1 


BRISTOL 

Coombs  T  F— £ 
Ervine   E   T— f 
Laughton  E  A— f 
Oram  R  H— 1 
Sproul  M  D— f 

BRUNSWICK 

Bowker  Geo  E — f  1  c 
Demes  W  J— f 
Donnell   &   Randall— f 
Gaudreau  Hector— c 
Gaudreau  J  B  A— I 
Hall  Melvin  C— £ 
Morrill    &   Leonard — £ 
Philippes  Aaron — f 
Riley  T  H  &  J  W— f  c 
Thompson  H  F— £  c 

BUCKSPORT 

Gardner  E  B  &  Son— 

£  1  c 
Warren  Edward— £  1  c 

CALAIS 

Ashley  St  Clair— £  1  c 
Dqwnes  &  Curran — £  1  c 
Fowler  &  Gardner — £  1  c 
Hart£ord  H  E— 1 
Lee  J  A  &  Son— f  1  c 
Lowell  &  Jewctt— £  1 
Murchie   Howard   Co— £ 

1  c 
Nelson  F_ft  Son— £  1 
Paine  F 


CAMDEN 

Allen  Geo  E— f  1  c 
Hodgman    J    Hale — !  1  c 
Talbot  Geo  H— £  1  c 

CANTON 

Briggs  John — £ 
Reynolds  J    A— I 

CARIBOU 

Barrett  M  A— 1 
Bouchard  A  J— 1 
Garden  A  A — f  1  c 
Hamilton  W  P— f 
Hill  J  E  Tiwc 
Lumbert  W  R— f  1  c 
Plourd  Remi — 1 
Roberts  E  F— 1 
Roberts  J  B— f 
Small  C  F— c 
Vivlittle  James— 1 

CHERRYFIELD 

Campbell  A  G— 1 
Campbell  &  Havcock— £ 
Freeman  G  G — ^i 
Grant  Fred- 1 

DAMARISCOTTA 

Clarke  L  A  W— £  c 
Gay  Gilbert  E— f 
Nash  Ellis  M— 1 
Philbrook  E  E— £  c 
Winslow  H  E-£  1  c 

DEER  ISLE 

Mussells  A  W— 1 
Stimson  L  E— £ 

DEXTER 

Gould  W  B— £ 
Judkins  W  H— £  c 
Pierce  C  N-1 
Roberts  C   D— 1 
Shepherd  L  C — f  c 
Springall  A  A— £  1  c 
Waldron  L  B— £ 

DIXFIELD 

Campbell  N  H— f  c 
Eustis  W  T— 1  c 
Harlow  John  S— f 


Maxwell  Jacob   S — f 
Torrey    E    L — f 
White  W  M— f 

DOVER 

Anderson  B  B— £  1  c 
Ball  F  W— c 
Bartlctt  W   H— I  c 
Flynt  W  W— 1  c 
Hall  Robt  E-c 
Howard  G  E  &  Co— £  1  c 
Mitchell   G   W— f 
Mitchell  S  G-£ 
Munse  S  A— f 
Rideout  W  J-1  c 

EASTPORT 

Heal  W  C— £  1  c 
Bradish     Ins   Agcy   The 

— £  1  c 
Hume  C  W— £  1  c 
Shea  Wilbor  A-£  c 
Swett  Jefferson  M— £  c 
Waide  E  S-1 

ELLSWORTH 

Burrill  C  C  &  Son— £lc 
Chase  James  W — c 
Cunningham  J  A — 1  c 
Haines  R  C— £  1  c 
Heath  Frank  L— 1 
Holmes  M  E— f  1  c 
Kent  Fred  I^-l 
Sowle  B  T— 1  c 
Staples  Charles  I— 1 
Mason  C  W  &  F  I^£lc 
Tapley  O  W— £  I  c 
Walsh  E  J-£ 
Whiting  W  E— £ 

FAIRFIELD 

Crumm^tt  C  H— £  c 
Danforth  Chas  E— 1  c 
Greooss   Jr   Frank— c 
Jackson  N  D— I  c 
McFadden  &  Co— f  e 

FARMINGTON 

Austin  T  O— £ 
Currier  Geo  M— £  1  c 
Mills.  S    P— f 
Voter  &  Knowlton— £  1  c 

FORT    FAIRFIELD 

Klipple  G  H— 1 
Lowery  F  J— £ 
Perry  H  O  &  Son— £  1  c 
Richards  H   G— 1 
Richardson  Geo  W— 1 
Spear  W  T-1 
Tra£ton  H  W— 1 

FORT  KENT 

Bradbury  George  R— 1 
Hetherington  1*  H— 1 
Maxine  J   Albert — 1 
Sweeney   John  A — ^1 
Thipidcau    Paul— f   1   c 

FREEPORT 

Pinkham  E  E— I  1  e 
Soule  W  H— £ 
StuUey  W  F-£ 

FREYEBURG 
Merril  &  Hastings— f 
Tarbox  W  R— £  1  c 

GARDINER 

Bailey  Augustus— £  e 
Chase  A  &-£  1  c 
Danforth  P  A— I 
Glass  F  M-f 
Grant  V  G— £  1 
Jordan  Aug  H— £  1  c 
Littlefield  F  B-l 
Maxcy  Josiah   Sons— lie 
Morrell  H  K  ft  Son— I 


GORHAM 

Carll  C   E— f  1  c 
CarU   E   C— f   1  c 

GUILFORD 
Straw  &  Martin — f  1  c 

HALLOWElL 

Beane  &  Beane — f  c 
Howard   Charles  H — 

— f  1  c 
Merchant  L  D— f  1  c 
Otis  S  G— f 
Spaulding  W   D— f 

HAMPDEN 

Bartlctt  H   E— f 
Dcane  H  W— f 
Emerson  W  W— 1 
Leary  John — £ 
Miller  J  L— £ 
Nason  Chas  A— £ 
Packard  E  R— £ 
Robinson  H  A— £ 
Smith  Arthur  C— f 
Smith  A  R— £ 
Ward  Sylvanu»— £ 

HOULTON 

Anderson  Fred  E — ^1 
Donnell  &  Peabody— £lc 
Gentle   Geo   S   Co  Inc— 

f  1   c 
Harvey  J   R — c 
Holyokc  Geo  T— 1 

JAY 

Allen  H   H— £ 
Bartlett    C   G— £ 
Kyes   L   G— £ 

JONESPORT 

Hinckley  C  S— f  1  c 
Look  O  W— f 
Mansfield  G  F— f 
Mansfield  H  A— 1 

KENNEBUNK 

Brown  C  H— f. 
Cole  C  H  &  Son— £  c 
Dane  W  E— c 
Fairfield  E  A— 1  c 
Richardson  A 


KENNEBUNKPORT 

Cousens  E  &  Sons — £ 
Huff  Chas  O— f 
Perkins  Harry   F— £  1  c 

KITTERY 

Boulter  G  D— £ 
Cole  A  B— f 
Dubaar  C   D — f 
Emery  N  E — £ 
Keen  Mrs  Edna— £ 
Mitchell  Horace— £ 
Shaw  J  H— f 
Stacy  F  M— f 
Swett  H— f 
Wilson  Geo  O— £  c 
Wilson  T  E— £ 

LEWISTON 

Benson  WiUard— ! 
Benson  &  White— £  1  c 
Boothby  R  P— 1 
Callahan  T  F-f 
Campbell  J  Z-£ 
Corngan  &  Callahan— £c 
Cronin  Patk  J— £  c 
CamminffS  S  A— £ 
Dnrgin  L  S— £  c 
Durocher  Hectox^  1 
EmerMn  G  A — f  1  c 
FttUer  Bennett  B— £ 
Gastonguay  A  T— £  c 
Gledhin  Tlioma»--l 
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Googia  &  Marble— f 
Hagcrty  M  J— f 
Haskins  Geo  H— f  c 
Lachance  Louis— 1 
Langley  E  P— 1 
Moran  P  P— 1 
Sacre  EmUe— 1 
Talbot  A  Lr-l 
Upham  H  K— 1 
West  J  W  &  Son— f 

LISBOi\ 

Coolidge  H   £— f 
Jack  Lonis   A — ^f  1   c 
Springer  R  F — f 

LUBEC 
Coggios  S    H — ^1   c 
Gray  H  J— f 
Reynolds   B   B— f 
Reynolds  Millard— f  c 

MACHIAS 

Crane  F  T— I  1  c 
Curtis  D  A— f  1  c 
Hutchinson  C  M— c 
Longfellow  P  H— f 
Mcftul  A  D— c 
Talbot  E  E— c 

MADISON 

Gibbs   Bernard — f   c 
Hartshorn  VVm  E— f  1  c 
Remide  Agency  The 
-f  1  e 

MECHANIC  FALLS 

Bucknam  J  A  &  Co-^ 
Golderman  F  A— I 

MILUNOCKETT 

Marder  William  P— 1 
Morgan  S  J— 1 
Rush  Bro— f  1 
Speed  &  Morse— f  1 
Steams  Geo  W — f  I  c 
Tibbetts   Howard  S— 
f  Ic 

NEW  CASTLE 
Hiffgins  P  lf—\  c 
Leighton  E  C— f 

NORTH  BERWICK 

Allen  F— 1 
Austin  N  S— { 

NORWAY 

Decostcr  F  E— 1 
Goodwin  Stuart  W— f  1  c 
Howe  G  R— 1 
Pike  Dennis— f 

OLD  TOWN 

Ambrose  J  H— f  1  c 
Averill  A  G— f 
Hickcv  J  H-f  1  c 
Knowlton  F  W— f 
Miller  D— 1 
Shaw  F  K— 1  c 
Waterhouse  W  H— f  1  c 

ORONO 
Ring  C  H— f 
Webster  Tames  H— 1  c 
White  Percia  V— f 

PHILIPS 

Field  Daniel  F— 1 
Field  H  H-1 
Lakin  G  L— I 
Morrison   J   Blaine— f   1 
Ross  D  R— f  I 
Timberlake  &  Noble— f 

PITTSFIELD 

Anderson  F  A— I 
Drake  O  H— f 


Marsh  Miss  Lena — f  1 
Mathews  B  S— f  1 
Park  Bros  Co— f  1  c 
Taylor  W  A— f  c 

PORTLAND 

Anderson  Adams  &  Co— 

f  c 
Anderson  E  S— I 
Barker  Ben— f 
Barney  G  M — ^1  c 
Bibber  Edw  F— 1  c 
Bradley   Chas  A— 1 
Bragg  Allah  C— 1 
Brooks  Ralph  D— 1 
Brunell  F— 1 
Bryant  J  B— I 
Burke  John   O— 1 
Bums  F  E— 1 
Clark  F  P— 1 
Cox  W  S— 1 
Cronkhite  A  L— 1  c 
Davis  H  A— 1 
Deane  Frank  N — 1  c 
Decker  E  £—1 
Dewey  George  P— 1 
Dow  &  Pinkham— f  c 
Dow  W  C— 1  c 
Dunlap  C  Archer — 1  c 
Durgin  A  D— c 
Ellis  Geo  S— 1 
Ely  Chas  E— 1 
Flaherty  Thos  H— f  c 
Fobs  Walter  T  &  Co— f 

1  c 
Foyc  R  F— 1 
Gaudeau  H  T— 1 
Goodinsr  J  M— 1 
Grant  Freeman   M— 1 
Hall  Albert  B— f  c 
Hapgood  L  N— 1 
HardY  Philip— 1 
Harmon  H  A— f  c 
Hay  Geo  G  &  Co— f  1  c 
Hayes  Isaac  A— 1 
Hazelton  F  H— 1 
Hazelton  P  T— 1 
Howison   L  L— c 

ewell  M  A— 1 
[ohnson  S  W— 1  c 
^ones  E  C  &  Co — f  c 
^ones  Edward  C — f 
Jordan  Chester  i^  &  Co 

-f  1  c 
Jordan  Fred  N— I  c 
Kalor  E  W— 1 
Kenerson   Aaron    H— c 
Lacroix  C  A — 1 
Leard   Robert  S— 1 
Leyden  M  J  &  Co— f 
Libby  A  E— 1  c 
Uttlc  Thos  J— f 
Loring.   Prentiss   Son   & 

Co— 1  c 
Loring  &  Bishop — f  c 
McDonald  Thos  E— 1 
March  B  G  &  C  M— 1 
Maxwell  C  A— 1 
Merrill  Wm  L— 1  c 
Mills  Fred  1-1  c 
Mills  Geo  A— 1 
Moore  Walter  Pe  C— 1 
Morin   Henry  E — ^1 
Morris   F  B— f   c 
Morse  C  O— 1 
Morse,  Payson  &  Noyes 

— f  c 
Neale  M  H— 1 
Norton,  Hall  &  Webster 

— f  c 
Norton  Ralph  S— f 
O'Connor  Peter — f  1  c 
Page  C  S— 1 
Page  P  J-I 
Parkhurst  A  D— 1 
Peterson  W  O— I  c 
Plummer  C  A— f  c 
Plummer  F  H  &  C  C— 

f  c 
Ring  Harry    E — f 
Robinson  C  A — i 


Sawyer  Ira  S— 1 
bayward  Chas  £—1 
Shaw  L  C— 1  c 
Shoemaker  C  B— I 
Smith  Geo  E — 1  c 
Smith  G  Waldron— 1 
Smith  Harry  L— f  1  c 
Smith  W   L  &  Co— f  1  c 
Spofford  J   G— 1 
Stevens  E  J— 1 
Stevens  J   Putnam— 1 
|v  Stiles  M   P-f  1  c 
Stiles    William  C— f  1  c 
Stilkey  Geo  W— 1 
Sullivan   E   T — 1   c 
Tenny   Chas — ^1   c 
Thomas   Dean  S— I 
Tilton  J  F— 1 
Tolman   M    E— 1 
Townsend  L  M— 1  c 
Turner  Barker  &  Co— f  c 
Turner  E  M— 1 
Turner    Elizabeth — f    c 
Turner  Philip   F— f 
Wallace  W  P-c 
Ward  &   Harradcn — 1   c 
Warren  Carroll  M — 1  c 
Wart  W  H-f 
Weeks  C  E— 1  c 
Whitmore  W  Er-1 
Worthington  E  C— c 

RANGELEY 
Furbish  &  Herrick— f  1  c 

RICHMOND 

Lovell  G  C— f 
Newell  C  D-f 
Randlette  J  W— f 
Reed  H  C-c 
Southhard  T  J— f  c 

ROCKLAND 

Berry  E  W— f  I  c 
Bird  Maynard  S  &  Co— 

f   1  c 
Butler  E  A— k: 
Cobb  Francis  &  Co — c 
Cochran    Baker    &    Cross 

— f  I  c 
Cooper  John  F — 1  c 
Gurdy  H  O— f  1  c 
Hix  H   F—l 
Mcservey  Mrs  B  E — f 
Moran  £  C  &  Co— £  1  c 
Orne  Arthur  L — f  1  c 
Roberts  Geo  &  Co — c 
Shaw  F  M— f 
Shurman  R  S — f 
Webster  R  A— c 

ROCKPORT 

Gardner  C  S— c 
Withee  H  I^f 

RUMFORD 

Davis  Fred  W-^ 
Deschenes  Jos  A — ^1 
Hanson  H  W--1 
Hicks  W  G— 1 
Holt  H  I^-c 
Inglis  Chas  R— c 
Jones  A  E— c 
Lovejojr  E  L— 1  c 
Mclnnis  Harold — f 
Martin  John  B — 1 
Oxford  Ins  Agency — f  c 
Rumford  Falls  Ins  Agcy 

— f  1  c 
Warhurst  Florence  E — 1  c 

SACO 

Carter  Geo  A  &  Co— f 

1  c 
Emerson  John  T— c 
Emery  Geo  W — 1 
Foley  D  J— 1 
Grant  Geo  E — f 
Hatch  Chas  Jr— f 
Mclntyrc  &  Kicker— f  1  c 


Milliken  Geo  W— f 
Mitchell  W  S— f  1  c 
Moses  Mrs  L — 1 
Nutter   F  W— f  c 
Percy  C  L—  f  1  c 
Preble  Edward  L-f 
Whitten  H  A— 1  c 

ST  GEORGE 

Allen  W   D-f 
Caddy  W  J-f 
Hupper  Joel  H-f 
Trussell  Franklin — f 

SANFORD 

Batchelder  Bros— f  1   c 
Chase  Geo  P— f  c 
Cunningham  John  A— 1 
Hutchins  Will— 1 
Porell  Peter  F— I 
Reynolds  W  E— c 
Sanford   Ins   Agcy— f  1  c 

SKOWHEGAN 

Chabot  Joseph— 1 
Cleveland  Alton  H-f  1  c 
Dinsmore   &   Bickford— f 
Folsom-Jones  Chas— f  1  c 
Griffin  J   C— f  1  c 
McQuade  John  F—l 
Pennell   F  P— f  1  c 
Wentworth  Herbert- flc 
Williams  Fred  A— £  1  c 

SOUTH  BERWICK 

Davis  R  M— £  c 
Harrity  M  B— f  c 
Hersom  F  M— f 
Hobbs  C  C— f 
Hobbs  James  W— f 
Knox  £  I^-<: 
Mathes  Ben  A — c 
OuiUette  E— f 
Ricker  Mrs  Maria— £  1 
Vamey  C  Dean— I 
Webster  Geo  A— c 

^  SOUTH   PARIS 
Ripley  Perley—  f 
Tolman  C  E  &  Co— f  I  c 
Wheeler  W  J  &  Co— f  1  c 

SOUTH   PORTLAND 
Hackett  E  C— f 
Higgins  R  S— c 
Miles  Dana  H— c 
Plaistcd    L  C— c 
Speare  Wm  F— f  c 
Thomas  W  G— 1 

SPRINGVALE 
Low  Frank — 1  c 
Sanborn  W  E  &  Son— f  c 

STONINGTON 
Torrey  F    \— f  c 

THOMASTON 

Carleton  E  D — f 
Carr  T  A  &  Co— f 
Dunn  &  Elliot  Co— c 
Linscott  A  N — c 
Moore  G  A — c 
Stearns  E  S — 1  c 
Strout   Walter  J— f  c 
Washburn  Bros — c 

TOPSHAM 
Brown  E  M — 1 
Chapin   John — c 
Michaud  J  W— £ 
Rogers  W  S— f  c 

UNION 

Bowes  H  B— £ 
Butler  O  N— f 
Haskell  W  E-f 
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VASSALBORO 

Aycr  H  D  B— f 
Barrows   E    C— f 
Bradley  W  S-£ 

VINALHAVEN 

Arcy  H  T— c 
Burgess  Zenas — f 
Gliddcn  D  H— f  c 
Sanborn  H   L — 1  c 

WALDOBOROUGH 

Farrington  E— f  c 
Howard   Ins  Agency — f  c 
Kuhn   Hadley — f  c 
Richards  Wm  A— f  1  c 
Rowe  Chas — 1  c 

WATERVILLE 

Allen  Chas  A— 1 
Bartlett  M— f 


L  T   Son   Co — 


M  &  Co- 


Boothby 

Clai?  F  W— f 
Drummond  A 

f  1  c 
Friel  J  B  &  Co— f  I  c 
Gilmour    R    W — £   c 
Leon  Tibbctts  Co — f  1  c 
Mathews  Chas  K  &  Co— 

f  c 
Morse  Mrs  Nellie— f  1  c 

WELLS 

Brewster  Fred  R— I 
Littlefield   G  H— 1 
Storer  W  J— £ 

WESTBROOK 

Boothby  W  B— c 
Bums  T  S— 1  c 
Burrell  N  1^1 
Durand  W  H— f 
Frank  C  W— I 


Pride  &  Carll— f  1  c 
Shaw  A  W— f 
Stanford    P— 1  c 
Tolman  J  H-f 
Wilkins  H  J— c 
Wilson  A  G— £ 
Winship  John  O  &  Co— 
f  1  c 

WILTON 
Brown  R  E — 1 
Hinkley  A  F— f  1  c 
Morrison  E  H — f  1  c 

WINSLOW 
Fuller  Albert— f 
Higgins  C  A— 1 

WINTERPORT 
Lord  W  H— 1  c 
Treat    Joshua    Jr — f 

WINTHROP 
Bailey   A    H— f 
Bishop  R  B— 1  c 


Fairbanks   F  B— 1 
Foster  H  E— f  c 
Maxwell   Alfcred— c 
Norcross  M  F— f 

WISCASSET 

Patterson  Wm  D— £ 
Sewall  F  W— 1 
Taylor  R  H  T— f 

YARMOUTH 

Brown   Walter— 1  c 
Dennison  W  H— £ 
Gooding  H  G — ^f 
Humphrey  A  H— 1  c 
Proctor  E  E— I 
Seabury   J    A — f 
Thomas  Deane  S — ^1 

YORK 

Braydon  A   M — £  1  c 
'^-rant  L  S— f 
Kittery   &    Eliot— f 


MARYLAND 


W.  T.  SHACKELFORD 


J.  G.  PRICE.  Jr. 


W.T.  SHACKELFORD  &  CO. 

General  Insurance  Agents  and  Brokers 

Chamber  of  Commerce  Bldg.,  BALTIMORE,  MD. 


Franklin  of  Philadelphia 
Springfield  F.  &  M.  of  Mass. 
Insurance  Co.  of  State  of  Penna 
Millers  National  of  Chicago 

Phoenix,  Eng. 


Royal  Exchange  of  England 

German- American,  New  York 

Stuyvesant,  New  York 

MtasL  Life  Ins.  Co.,  (Casualty  Department) 

MA&INS  COMPANIBS 

Indemnity  Mutual  Marine  Tokio  Marine 


ANNAPOLIS 

Brady  A  Thco— f 
Brewer  Tulian — f  c 
Bnsch    Carson — f 
Cassidy  E  R— 1  c 
Claude  Gordon — 1 
Claude  W  H— f 
Elliott  R  G— f  c 
Gott  W  G— f 
Gould   C  W— f 
Haugh  G  S— 1 
Iglehart  E  W— f 
Joyce  Asa  A— c 
Lee  C  F— f 
Melvin  R  P  B 
Moss    W    N— f 
Randall  D  R— 1 
Stevens  L  S — ^1 
Stockett  F  H  Jr— f 
Storton  A  T — ^1 
Thompson  J  Guy— f 
Wathei  F  E— 1 
Wheatley  A  B— 1  c 
Wheatley   J    C   Jk    Son- 

f  1  c 
Wiegard-Birnard — f 
Winchester  Paul— I 
Zimmerman  Chas  A — f 

BALTIMORE 

Addison   F  B— 1 
Affelder  Max  &  Son— f 
Albert   Frank— c 
Alexander  W  W— f 
Allen  F  G— 1 
American  Agcj  Co— f 
Attcrbury   J    H— c 


Ayler  John  S — f  c 
Bailey  &   Hoening — ^f 
Baldwin  &  Frick — f  c 
Bahlke  Geo— 1 
Barnes   W    L— f   1 
Barry  J  Ramsay  Ik  Co — 1 
Bashaw  G  K— 1 
Baahore    Geo    K — ^1 
Belt  Harry  D— 1 
Benson  &  Carr — c 
Bessel   J— f 
Bevans    Frank— c 
Bigffs  F  S— 1 
Bird   Aubrey— 1 
Birckhead  &  Son — f  c 
Blackford  Wm  S— 1 
Blackwell  C  G>-l 
Blair    &    £ugene~l 
Blake  J  as  M— 1 
Block  A  C— c 
Bond  M  Nelson — ^1 
Bowes  Joseph — 1 
Brenan   M   r — ^1 
Brilbeck  F  J— 1 
Brooka  T  W  &  Co— £  c 
Brown  J  B — I 
Bucher  W   L— f 
Burch  &  Hoff— f 
Caldman  H — ^I 
Campbell  J  P— c 
Carmody   J_J — c 
Cathcart  A  K  &  Co— £ 
Cekregloe  C  E— 1 
Clark  K  J— 1 

Clark  J  Lindsay  &  Co- 
Clark   P   F-1 


J.  LINDSAY  CLARK  &  CO. 

REPRESENTING 

Commercial  Union 

Caledonian-American 

Metropolitan  Casualty 

American  Indemnity 

State  Bank  of  Marylaod  BIdf .,  Baltimore,  M. 


Cloud  Danl  Jr- 1 
Cohen  M  D— 1 
Cremen  J  F — 1 
Cunningham  Coale  &  Co 

f  c 
Dannar  W  D— 1 
Darby  R   U— 1 
Davies  John   F — ^1 
Davis  W  J— f 
Delmar  Chas  F— 1 
Dennis  &  Dennis— c 
Diehl  Chas  F— 1 
Dolph  John— 1 
Dorsey  J  M  &  Co— f  c 
Downes  &  Miller — 1 
Doyle    &    Courtney— I 
Duff  C  Sh river— I 
Duval  E  B  &  Co  Inc— 

f  1  c 
Duvall  Waltex^-c 
Edwards   H    E— 1 
Elliott  E  R  &  Co— f  c 
Erlanger  Max  R— 1 
Faithful  C  W— c 


Firor  G  J— c 

Fisher    Wm — I 

Forman   A  A — f  1  c 

Foy  J  F— c 

Frank  Henry  L  ft  Co— 

f  c 
Franklin   J    H— c 
Freedman  Harry — ^1 
Freeman  M  B — I 
Fullerton  T  H — I 
Gantx   C  R— 1 
Gardner  B— c 
Gardner  Harry  S — 1  c 

German  Fire 
Insurance  Co. 

of  BalHwMW 

Local 


J  aim  P.  Uabor.  Pm. 


INSURANCE    AGENTS-MARYLAND. 


WM.  J.  DONNELLY  CHAS.  E.  ANDERSON  HOWARD  T.  WILUAMS 

Manry  &  Doonelly-Williams  &  Thompson  Co. 

General  Insurance  Agents  and  Brokers 

COMPANIES  REPRESENTED 

FisTideiKe  WuUngtoD  Innruicc  Co..  of  Provi' 


Wcrtcn  A«taii«  Co..  ol  Totonto.  Caoada 

RiUuce  ImusDa  Co..  of  PhilxldpUa.  P>. 

Tortihln  Innruce  Co.,  of  EdeIuuI 

MhtIuhI  CuiuJty  Co.,  ol  B>1timore 

MiSJ^mch)           "*"  ■ 

St.  Fh>1  F.  ud  M.  lommnct  Co.,  (Iill>ii<]  Uui 
Bnoch) 

Maury  A  Donnelly  Offic*  Building 
Commerce  and  Water  Streets 

.*p.s..T:!:r^«s::;»«.«  Baltimore,  md. 


MMUEL  T.  BEALE,  SmnMrr  HOWARD  W.  JACKSON,  VlH-Pr«*.  A  Triu 


THE  RIALL  JACKSON  COMPANY 


But  Fir*  Inauraneo  Company  of  Hartford,  Conn. 
Londsa  AHuranea  Carparatlan,  Encland 
nttaburch  Undarwrltars,  Pa. 

Cltr  of  Naw  York  Inautanea  Csmpanr  of  Now  York 
London  A  Laneuhira  Indamnltr  Companr  »(  Amorlcii 


FIRE.    AUTOMOBILE    AND    CASUALTY    INSURANCE 

Chamber  off  Commerce  Building  BALTIMORE.  MD. 

QEOBOK  J.  TURNER  W     D.   NELSON  THOMAS 

TURNER  &  THOMAS 

Insurance  Agents  and  Brokers 

CHAMBER   OP   COMMERCE    BUILOINO 

BALTIMORE.  MD. 

GENERAL  AGENTS  FOR  MARYLAND 

HiMwr  FIra  In*.  Co.  of  N«w  York  North  RIvtr  In*.  Co.  of  Now  Vofk 

Nlifara  Flro  Ino.  Co.  of  N.  Y.  fiarmin  UndarwrJUn  ol  MllwaHkoo,  Wlo. 

BBwaukoo  Mochanlct  In*.  Co.  ol  MJIwaukii.  WIi.  Alliance  In*.  Co.  at  Phlta.  (Automobile  Dopt.) 

Farmert  Fire  Inmrance  Co.  ol  York,  Pi. 

MISBCRS  OF  BALTIMORE  AND  NEW  YORK  INSURANCE  EXCHAHQES 

Faculties  for  Hsndilnc  All  Kinds  of  Insurance 

CORRESPONDENCE  SOLICITED 
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E.  B.  DUVAL,  President  JAMES  M.  DORSEV.  2nd  Vice-Pres. 

BpeoUl  Attention  Qlyen  to  Pladnc  Lange  Unei 


C  J.  ERNSTBERGER,  Sec'y  &  Trm. 
ComspondABoe  SoUettod 


E.  B.  DUVAL  ^  CO.,  Inc. 


ESTABLISHED  1865 


Concordia  of  Wisconsin 

United  States  of  N.  Y. 


American  Central  of  Ma 

Newark  of  N.  J. 


Abell  Building,  South  and  Baltimore  Streets,  Baltimore,  Md. 

TELEPHONE  CONNECTION 

Flre^  Marine.  Life  and  Accident 


ESTABLISHED     1807 

.    WOLF    &    SO 

(Harry  M.  Wolff) 

INSURANCE    AGENTS    AND    BROKERS 

REPRKSINTINQ 

Westchester  Fire  Insurance  Co.  off  N.  Y. 


Sa  Commeroe  St.,  BALTIMORE,  MD. 

Exoeptional   FaoilHIes  ffor  Handling  Largo  and  Small  Lines 

Members  of  Btltlmore  Board  of  Underwriters  end  New  York  Fire  Insiiraiice  Exeliange 

l.«na  Diatanee  Phon«  8t.  Paul  6647 


H.  T.   POOR 


W.    W.    ALEXANDER 


Harry  T.  Poor  &  Co.,  inc. 

KEYSER  BLDG..  BALTIMORE.  MD. 

GENERAL  AGENTS:    Fucmen't  Int.  G».  of  New  Jeney.      Pdenburg  Savw  &  Int.  Co.  of  VaiUa— For  lAmjimfi 
Now  BniBfwiek  Fire  Im,  Co.  of  New  Jeney.  Columbiaa  NotioBal  la*.  Co> 


LOCAL  AGENTS:    Fuemen't  Iim^Co.  of  New  Jeney.     Newwk  Fiie  Iim._Co.  of  New  Jeney.     P 

le  GJmi  Ink  Co.  of 


SeviM& 


l».Co.ofVii«iou.    NewBruBiwkkFiielBs.Co.ofNewJeney.    New  jeney  FideKly  6c  Plate 

Colmnhian  Netioaal  Im.  Co. 

LONG  DISTANCE  TELEPHONE,  ST.   PAUL  3437  end  343« 

1849  OVER    HALF    A    CENTURY    OLD  I9I« 

JAMES  A.  RICHARDSON    CLINTON  0.  RICHARDSON     J.  ARTHUR  RICHARDSON     EDWARD  J.  RICHARDSON,  dtd 
EMib.  1849  THE  OLDEST  INSURANCE  AGENCY  OFFICE  IN  MARYLAND  Ertab.  tS4f 


E.  J.  RICHA.RDSON    &    SONS 

INSURANCE  AGENTS  AND  BROKERS 

RICHARDSON  BUILDING,        13  and  15  QUILFORD  Ave.,  (Nortii"8t!Set)       BALTMOtE,  NO. 

COMPANIES  REPRESENTED 

PluMiz  Inaoninoe  Co.  of  Hartford.  Conn.  Pko  Aatodation  off  PhibkMDhla  ^  _, 

PuinsylvanlaFIro  Insurance  Co.  off  PhiU.  SLPaid  P.*M.lnMrancatCo.  offMlnn. 

Northom  Insnnnco  Co.  of  N.  Y.  Palatina^  London,  Bmlnnd,  U.  8.  Brandi 

Memben  of  the  New  Yotk  Fire  Insoraace  Exchange,  Philadelphia  Taxiff  AMOciatioo,  CUcaco  Underwiitaa' 

and  AModation  of  Fire  Underwriters  of  Baltimore 
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BALDWIN   &   FRICK 

Keyaer  BuIkUnc  Battimora,  Md. 


INSURANCE   AGENTS  AND  BROKERS 


Members  of  Baltimore,  New  York  and  Philadelphia  Insurance  Exchanges 
Exceptional  facilities  for  handling  Large  and  Small  Lines. 

Correspondence  Solicited. 


Garland  Walter—f 
Gibson  D  C— c 
Gildea  J  H  Jr— f  c 
Gillespie  W  S— 1 
Godwin  J   E — c 
Goetschiers  Wra  B — I 
Goldman  Harry     1 
Goldsmith  &  DeU— 1  e 
Goldthwait  W  A— 1 
Goodrich  A  E— 1 
Gore  ft  Tongue— c 
Gorman  &  Keech — f 
Gorsuch  &   Walker— f 
Gough  Bernard  B — 1 
Greene   &   Abrahams   Co 

-£  c 
Green   Thos    M — ^1 
Grimet  W  P— 1 
Grove  Theo   C— f 
Gustin   Geo    A — I 
Gwinn  Richard — 1 
Hall  &  Harrison-— c 
Hall  H  R  Jr- 1 
Hamilton  DanI  H  Jr— I 
Hammond  Thos  T — f  c 
Hancock  A  G — f 
Hankms  T    Blair^l 
Hanson  John  W— 1 
Harrison   E   A — 1 
Hazel  C   C— I 
Heisse  E  W— 1 
Helfrich  Bruce  H— 1 
Hcrzberg  Sol — ^1 
Hewes  M  Warner  &  Sons 

f  c 
Hickman  Geo  S — c 
Hill  J   W— I 
Hogan  R  G — ^1 
Home  Ins  Agency-  -ff 
Hopkins,      Kimberly      & 

Gwinn — 1 
Hopper.    Polk     &     Pur- 

nell,    Inc— f 
Horigan  F  C — f 
Howard    J    C— 1 
Hunt  Geo— 1  c 
I^lebart  Dr  Jos  D— I 
Ijams  Geo  £— c 
Insler  John  W   P  ft   Co 

Insurance  Agency — £ 
Ireland  J  H— 1 
Jacobson   I   B— 1 
Johnson    F    E — c 
Jones  j   H  Jr— 1 
Joyce  W  H-1 
Juvenal  ft  Atkinson — {  c 
Kaplan  J  J— 1 
Katzcnberger      J      H     ft 

Son — f  r  c 
Keith  Jas  £—1 
Kemp  J  H  C  Jr— I 
Kenny  V  W— 1 
Kimberly  Geo  M — ^1 
Klrby  B  S— I 
Klinefelter    Harry    F    ft 

Co— f  c 
Klingelhocfcr    W-f 
Kolb  Geo  R— 1 


Kraft  Chas  ft  Co— f 
Kreamer    Edw— I 
Kregloe  C  E— 1 
Kremcr  C  F— I 
Kuder  M  A— 1 
Kuhns   Chas  F— 1 

John  P.  Unber 

Insurance  Agent 
and  Broker 

HolUday  ft  BalUmore  Sti. 

CofTssponosiics  sollcltsd. 

Licklider  C  A— 1 

Lipman  M  D  H — ^1 

Lowndes  ft  Dunahue— 
f  c 

Lowrey  J  S— f 

Luckett  ft  Worthington 
f  c 

McComas    Kroh    Insley 
Co   Inc — f  c 

MacCubbin   Bros — f 

McCurley  W  S  ft  Co— I  c 

McGeoch  H  N— 1 

MpLaughlin  J  V— c 

McNulty   Thos   F— 1 

MacWilliams    Wallace— c 

Magruder  W  K— 1 

Markoe  Frank — 1 

Markoe  J  S~l 

Marts  S  B  Co— 1  c 

Maury  ft  Donnelly-Wil- 
liams ft  Thompson  Co 
— f  c 

Maynard  J  0—1 

Meigs  &  Heisse — 1  c 

Merchants    &    Mfg    Ins 
Agcy— f 

Miller  L  M— I 

Mitchell  J  Calvin— c 

Molley   W   T— 1 

Mordecai  Geo  P^  c 

Moxey  Frank — 1 

Muhl  W  A— f 

Munn  Harry  E — 1 

Neilson   Jos   A — ^1 

New  Carl  F— 1 

Nicodemus  F  C — ^1 

NoUe  E  C— e 

O'Connor  W   B— 1 

Pardew  H  P— 1 

Parr  ft  Parr^-f  c 

Parr  ft  Parr  Harvey  Co 

Harlow  F  E— 1 

Hassano  Louis— 1 
Piatt  ft  Washburn—l 
Poor  Harry  T  ft  Co — f  c 
Posey  C  R— 1 
Price  D— 1 
Pulis  John  W— 1 
Pulling  J  W— 1 
Ramsay  ft  Allen — ^1 


Ramsay  Robt  ft  Co — ^f 
Ranck  C  B— c 
Reeder   M    L— 1 
Reinheimer   A   E — f 
Riall   Jackson   Co  The— 

f  c 
Richardson  £  J   ft  Sons 

Richardson  Geo  I— 1  c 
Riggs-Rossman  ft  Hunter 

Inc — f  c 
Robbifls  E  A  Jr— 1 
Rolker  J  G— f 
Rose  D  H— I 
Rothschild    Moses— 1 
Russell  J  F— 1 
Rynick  Geo   M— 1 
Salisbury  Geo  E — ^1 
Sanner   W   M^f 
Savage  F  A — 1 
Scarff  Chas  R— 1 
Schaffter  R  C— 1 
Schussfer    Adam— 1 
Seldon    M   O— f 
Shackelford   W   T   ft   Co 

— f  c 
Shaffter   R   C— I 
Shaw    Fred— 1 
Shcppcrd  J  F— 1 
Spear  H   L  &  Co — f  c 
Stanwood   H   C — c 
Steiner  E  E  ft  Co— <: 
Stevens  C  M — 1 
Stewart  P  H— 1 
Stockham  Grant  ft  Co — 

f  c 
Sullivan  F  R  Jr  ft  Co— f 
Swartz  A  W— 1 
Taliferro  C  H— 1 
Taylor  E  H— 1 
Taylor  J  K— 1 
Thelin  E  G— 1 
Thurraan  C  T— 1 
Tongue    ft    Longfellow— 

f  c 
Tongue  N  T— c 
Tongue  Raymonk  K— c 
Towns  W  E— c 
Trippe  R— J 
Turner  ft  Thomas — f 
Tweeddale  R  D— f 
Van  Ness  Barton — ^I 
Von  Kleck  Ernest— 1 
Voshell  J  K— 1 
Wagner  H   &   Co— f 
Walker  Robt  H— 1 
Wallace  John  E— c 
Ward  W  M— c 
Warfield  H  M— f  c 
Wattenscheidt   R   ft   Co 

— f  c 
Weaver  A  P— c 
Weeks    &    Kirkland— c 
Weeks  A  K— c 
Wddmeyer  M  F  W— f 
Weglein  David  S— 1 
Weinblatt    Wm— 1 
Wenzing  H— 1 
West  ft  West— c 


1 


Wheatley  ft  Haynei 
Wheaton  F  H-4 
Wheaton  F  M— 1 
White  ft  McCurley— f  c 
Whiteford  Chas  R— c 
Whitman  H  S — c 
Wilburn  Jos  H— c 
WilUams  W  B— 1 
Willson  F  W  ft  Son— c 
Wilson  W  B-c 
Wolf  M  ft  Son— f 
Wolf  W  I— 1 
Zimmerman  F  H— 1 


BELAIR 

Bode  Richard — ^1 

Caimes  G  R— f 

Dallam,  Hopkins  ft  Clom 

Evans  A  John — ^1 
Finney  W^W— f 
McComas  W  N— f 
McCormick  J  L— f 
Pyle  D  L  ft  Son— f 
Robinson  W  E  ft  Co— f 
Rouse  C  Chapman — ^1 
Smith-Webster  Co— f  c 
Streett  J  M  ft  Son— f 
Tarring  H  Willard— f  1 
Webster  R  Harry— 1 
Whitaker  Harry  W— 1 
Young  W  B— f 

BRUNSWICK 

Gross  W  L— f  1 
Jones   H   M — f  c 
Jordan  J  L— f  1 
Shafer  E  C— f  1 
Vanmeter  W  H— f 

CAMBRIDGE 

Adams  Chas  G — ^1 
Bayly  A  H— f 
Brinsficld  D— 1 
Carmine  W  S— 1 
DashieU  Edwin— f  I 
Hoddinott  W  S— f  1  c 
Hopkins  Arthur— f 
Tones  Timothy — 1 
Langrall  J   Irving — ^1 
Leonard  ft  Heam — f 
Marshall  L  C— 1 
Matthews  ft  Co— f 
Meekins  Wm  W— 1 
Robins  Warner — 1 
Robinson   ft   Wright— f  1 
Sherman     &     Sherman— 

f  1  c 
Sifnmons  Edgar  L— f  e 
Skinner  Philip  L— f  c 
Willis  W  W-1 

CENTERVILLE 

Gibson  ft  Co  Agency  The 

— f    1   c 
McKenny  ft  Keating— f  1 
Rich  ft  Tucker— f  f 
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CHESTERTOWN 

Beck  Edgar  P— f  1  c 
Beck  James  G — f  1  c 
Boyd  H  L— f  1 
Fr.ench  Geo  W— 1 
Pennington  E — 1 
RusseU   L  B— f  c 
Smith  C  E— 1 
Townsend  S  P— f 
Westcott  Geo  B — f 
Wheatley  Jos  N  &  Co— 
f  1  c 

CRISFIELD 

Ford  Wade  H— ! 
Gardner  F  E— f  1 
Keister  Dr.  Jas  B — f 
McLain  Jas  W— 1 
Mills  Fred—l 
Polcyett  Joseph— I 
Pruitt  William— 1 
Rig^n  W  McGee— 1 
Rooms  John  B— f  1  e 
Wiley  F  S— 1 
Wys*t  Edward  P— £  1  c 

CUMBERLAND 

Anderson    Thos   J— f  c 
Barnes  P  C— f 
Clark  &   Roman-^  e 
Cook  Geo — ^f 

Cowdcn  &  Zihlman— f  1  c 
Craig  J  A—  ]  c 
Deekens  F  S— f  1  c 
Gallen  John  C— 1 
Geare  Cyril  B — f  1  c 
Glide  De  Sales— f  c 
Hast  Wm — c 
Holshu  J  H  &  Co— f  1  c 
Kcllar  C  Edgar— f 
King  R  E— f  1  c 
Krcmer  F  H— 1 
Laoey  Zack — f  1  c 
Laing  &  Huster — f 
Letcr  Carl  H— 1 
Luman  Frank — f  1 
McKay  &  Oliver— f 
Miller  D  P  &  Co— f  1  c 
Mullan  &  Co — f  c 
Pcarre  Wm — f  c 
Perrin  J  E— f  1  c 
Peter  Carl    H— 1 
Reech  E  T-l 
Reinhart  Boyd  A— f  ]  c 
Reinhart  M  D— 1 
Shepherd  W  H— f  1 
Stowers  Chas  G— 1  c 
Wilson  C  W-1 
Woodard  C  R— f  c 

DENTON 

Carter  &  Dcen— f 
Clark  Oscar  &  Bro— f 
Cooper,    Wright    & 

Cooper — f 
Covey  Frank  P— 1 
Deakyne  Geo  A — 1 
Nuttle  Samuel  G— f 

EASTON 

Gark  &  Fleckenstein — f 
Clark   N   E— f 
Dixon  Robt  B  &  Co— f  1  c 
Elliott  &  McDaniel  Co— 

f  c 
Godwin  J  C— 1 
Higgins  M  M — 1  c 
Hooper  Leander  R — 1  c 
Hughlett  Henry  T— f 
Ungsdale  H  H— f 
Lester  Ball  W— 1 
Malonee  W  N— 1 
Nichols  M  B— 1 
Parlett  &  Paacault— f 
Shreve  Henry — I 
Spence  W  W— 1 
Valliant    Kane — ^I 
White  F  A— 1 


ELKTON 

Brown  George  E— f 
Cleaner  P  H— f 
Davis  W  J— f 
Drennan  Manly— f  c 
Finlcy  Chas  B— 1 
Johnson    Harlan — 1 
LcEer  Fred  H— f  c 
Terrell  John   H— f 
Warburton  Charles  E — f 

ELLICOTT  CITY 

Burgess  G  Lee — f  1  c 
Clark  Louis  T — c 
Donovan   Joseph    L — c 
Donovan  W  S— f 
Getz  L  N— I 
Harding   Harold — f 
Hermann    Chas  A — f  1  c 
Mcllor  W  Herbert— c 
Murray  D  M — c 
Rodgers  R    D — c 

EMMITSBURG 

Aunan  E  L — f 
Rider  C  W— 1 
Stone  Dr  E  Jr— 1 
Zacharias  C  <j — f 

FEDERALSBURG 

Cohey  E  A  &  Co— f  c 
Davis   F— 1 

Turner  &  Richards— f 
Wheatley  W  I^-l 

FREDERICK 

Albaugh   &   Harrington — 

f   1   c 
Brish  Devilla  C— I 
Carty  Jos  W  L— f 
Cramer  Geo   L  &   Son— 

f   1    c 
Doub  W  W— f 
Eadcr  B  J— 1 
Eichelber&rer  A  J— 1 
Haller  &  Newman — f  1  c 
Helfenstein  &  Umer— f 
Mercer  Grayson  H— f 
Motter  Guy   K— c 
Potts  &  Griffin— f  1  c 
Rice  Walter   I^-l 
Sappington   F  B — f 
Stalcy  Grayson  H— f  1  c 
Warehimc  O  C— £  c 

FROSTBURG 

Annan  &  Beall— f  1  c 
Benson  D  A— f  1  c 
McManus  AT — 1 
Metzger   F   G— f 
Metzger  J  S — ^f 
Xole  Wm  C— c 
Oder  J  B— f 
Shank  Phill— 1 
Scott  John  B— 1 

GAITHERSBURG 

Brewer    M    W— f 
Floyd  E  D— f 
Pace  John  O— f 

HAGERSTOWN 

Armstrong  &  Co — f  c 
Bachtcl  W  M— f  c 
Bower  &  Bower — f 
Cumberland    Valley    Ins 

Agcy— f  c 
Darby  R  W-1 
Detrow  H  S— f  c 
Easton  C  C — f  c 
Everly  J  G— 1 
Gaver  Floyd— f 
Hagerstown  Ins   Agency 

f  1  c 
Hagin  H  L-1 
Hamilton  Wm  T  Jr— f  1  c 


Harmon   H  H — i  c 
Hetzer  E  K— c 
Hoover  J    B — f 
Keedy   Clarence  &   Co- 
Keller  C  Harry— f  1  c 
Kremer  L  R— 1 
Lewis  E  R— 1 
McComas  H  A  &  Co: — f  c 
Mullendore  A  J— £ 
Pattison  W  E — 1 
Snyder  G  C  &  Co— f 
Stonebreaker  &  Co — £  c 
Strole  C  F— £  1 
Triesler  C  G-1 
Wingert  Wh— £ 
Young  S  L  V— £ 
Ziegler  M   F— c 

HANCOCK 

Cohill   S   R— £  c 
Henderson  R  L— 1 
Mason  J  T — £  c 
Turner  J  G— 1 

HAVRE  DE  GRACE 

Bauer  J   W— 1 
Blackistone  J  V  R— 1 
Carver  J  W— I 
Cobourn  F  L — f  1 
Coale  &  Gilbert— £ 
Hopkins   Thos  C— £ 
Leffler  &  Mitchell— £ 
Maslin  J  W-f  1 
Perkins  Mr — 1 

KENNEDYVILLE 

Nickerson  David  T— 1 
Sha£er  Tighman — £ 

LAUREL 

Bond  Geo  M  &  Co— f  c 
Dorsey  W  R— 1 
McCeney  G  P— c 
Stanley  Chas  H  Jr— £  c 

LONACONING 

Bradley  W  B— £  1  c 
Murphy  C  S — £ 

NEW  WINDSOR 

Baile  John  S— f 
Baile  N  H-f 
Buckey  John  C — £ 
Bullock    Granville— {  1 
Englar  Geo  P  B— £ 
Jones  Chas— £  c 

NORTH  EAST 

Falls  W  J— £ 
Thompson  F  H— 1 
Voshell  J— £  1 


OAKLAND 

Fraley  G  A— 1  c 
Hamill  &  Loraditch— f 
Tones   E  Ray — £  1 
Loraditch  H  A— I  c 
Matthews  A  T— £ 
Mitchell  John  T— £ 
Peddicord   &  Peddicord 

-f 
Renninger  &  OflFutt— £ 
RudisillL  A— £ 
Sliger   R  E— 1 
Thayer   F  A— £ 
White  Mark  S-c 
White  Robt-1 

POCOMOKE  CITY 

Ewell  &  Powell— £  c 
Fontaine  Edgar — £  I  e 
Melvin   Charles  O — £ 


Stevenson  J  C— f 
Walters  H  M— f  1  c 


PORT  DEPOSIT 

Hopkins  R  C— f  1  c 
Vannest  Albert  N— f 
White  Mrs  Rose-£  1  c 


PRINCESS  ANNE 

Dashiell  H  C— £ 
Dashicll  H  P— £ 
Duer  R  F— £  1 
Holland  J   E— £ 
Maddox  Robert  F— f  c 
Powell  J  Arthur— 1  c 
Spiva    &    Roberts— f 

SALISBURY 

Barr  R  H-f  1 
Cooper  W  M  &  Bro-f  I 
Covington  C— c 
Disharoon  &  Hodgioo—f 
Douglas  S  R— c 
Gordy  W  S— £ 
Heara  L  T— 1 
Insley  Bros— £  1  c 
Price  &  Fulton— f 
Shockley  PS*  Co-f 
Toadvin  A  G  &  Son— f 
Waller  &  Walson— f 
Waller  Jonathan— f  1 
Walls  A  M— 1 
Ward  W  P  &  Co-f 
Whayland  Paul— I 
White  &  Truitt— f  c 


SNOW  HILL 

Bratten  W  E  &  Co-f 
Conner  E  C— 1 
Corrdry  W   D  Jr— f 

iohnson  Thomas  Z — f 
Cerbin  W  G-f  c 
McAUen  ft  Bros— £ 
Nock    Clifton-f  1 
Powell  W  S-£  1  c 
Powell    Zadoc— £ 
Purnell  O  M  Co— £ 
Smith  Leroy— f 

TANEYTOWN 

Bimie  &  Wilt— £ 
Englar  P  B— £ 
Kouts  Geo  E— £ 
KeindoUar  E  E— f 
Sauerhammer  E  C — f  « 

TOWSON 

Burke  &  Jeni£cr— c 
Bussey  &  Duncan— £ 
Devnea  H  A— £ 
Frankton  G  H— £ 
Haile  E  R— c 
Keech  Wm 


Taylor  F  T— £ 
Wheeler  &  Cole— f  c 


UNION  BRIDGE 

Sensenig  S  R— £ 
Spurrier  C  S — £ 

WESTMINSTER 

Buckingham  A  W— c 
Fuss  J  H— £  c 
Goodwin   Chas  E— f 
Lynch  C  Gloyd— £ 
Mnier  F  Z-f 
Myers  W  Riley-1 
Reese  John   J— £ 
Schaeffer   Ferd— £ 
Smith  Jas  E— £  I  c 
Stoner  S  — £  1 
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MASSACHUSETTS 


JOHNCR^GE&CO. 

Insurance 


65  KILBY  ST. 

BOSTON 


111  BROADWAY 

NRW  YORK 


ABINGTON 

Conghka  Bros— {  1  c 
Faxon  Carroll  A-^  1  c 
Howland,  Nash  ft  Cb— { 
Ic 

ACTON 

Conant  E  F — ^f 
Whetherbce  J    K  W— f 
Whitcomb  Arthur — f 

ADAMS 
Crosier  Guy — f 
Green  W  B  ft  Co— f  1  c 
Hughes  Thomas — { 
McPeck  E  K— c 
Morton  &  O'Brien— f  1  c 
Mnnson  F  H  B— c 
Shaw  &  Harrington — f  c 
Smith  C  F— 1 
Tower  C  H— f 

AGAWAM 
Hasting  C  W— f 

AMESBURY 

Bean  Guy  L — 1  c 
Briggs  Geo  L — f  1  c 
Choatc  J  T— c 
Doran  ^mes— f 
Feeler  Kichard— f  c 
Murpby  John  F— f  1  c 
Preveaux  Frank  R— 1 
WinieU  Paul— f  1  c 

AMHERST 

Barlow  Harry  E— 1  c 
Brown  W  R—f  1  c 
Hunt  O  D  ft  Co— f 
Jager  Frank  B — f  I  c 
McCloud  H   M   ft  Son— 

f  1  c 
Phillips  S  A  ft  Co-f  1  c 
Skillingt  N  D— f  1  c 
Williams  B  H  ft  Co-£  1  c 

ANDOVER 

Rogers  ft  Angus— f  1  c 
Smart  ft  Flaggy  f  1  c 

ARLINGTON 

HiUiard  R  W—f  1  c 
Meade  James  M — f  1  c 
Muller  Wm  A— r  1  c 
Nores  Frank  V-^  1  c 
Patterson  F  Alfred — £ 


Robinson    ft    Hendrick— 

f  I  c 
RusseU  &  Fairfield— f  1  c 
Russell  Geo  O— f  1  c 
Wellington  Geo  Y  &  Son 

ASHBURNHAM 

Whitney  Abbie  A— f  e 
Whitney  Walton  B— f  c 

ATHOL 

Oement  Carl  C— f  c 

Dailey  T  F— f 

Derbr   Frank   W  &   Son 

Fay  Charles  L— f 
KimbaU  D  P— f  I  c 
Lord  W  G  &  G  F— f  c 
Lyman  A  H — f 
Morse  Sumner  L— 1 
Paige  Geo  R—f  1  c 
Swift  Parke  B— f  1  c 

ATTLEBORO 

Ashton  C  Eddy— f  1  c 
Briggs  Fred  E — ^f 
Carpenter  Mrs  Alphia  G 

— ^f  c 
Carpenter  H  E — ^f 
Clark  Horatio  L — c 
Crowell  8e  Anthony— f 
Delurge  Wm  A— f 
Eldredge  Miss   Mabel   P 

Estes  Frank  C— 1 
Uaffney  Hugh— f 
Goff  W  N— f 
Hamilton  G  W— 1 
Holman  &   Son   S   M — f 

1  c 
Horton  R  M— f 
Hunt  C  F— f  c 
Kelly  Geo  J— f  1  c 
Lowe  Daniel  L 
Palmer  James  S — f 
Pennult  John  B— f 
Randall  H— 1 
Richardson   Harold   K — 

f  c 
Richardson  O  P— f  1  c 
Smith  Thomas  N — f 
Worral  &  Son  Geo  M— f 

AYER 

Bennett  Frank  S — f 

Hardy  C  C-f 

Lovej  oy  Augustus — f  1 


McGrane  F — f 
O'Brien  James  J — 1  c 
Stone  E  D— f  c 
Tarbell  Peter— f 

BARNSTABLE 

Chase  E  L— f  c 

Cotuit  Charles  L  GifFord 

— f 
Harris  M  N— f 
Leonard  J  Milton — f  1  c 
Lovell  Emtar  A— f 
Phinney  T  F— f 
Thacber  E  A  &  Co— f  1  c 
Thacher  Frank — f 
Thacher  F  G— f  1  c 

BARRE 

Davis  &  Cook— f  1  c 

BELCHERTOWN 

Green  Geo  H  B— f  c 
Hazen  D  D— f  c 
Lincoln  Geo  F — f 

BELMONT 

Benton  Chas  E— f  c 
Benton  E  C— f  c 
Brodrick  Royal  T— f  c 
Cutler  W  J-f 
Scott  Chas— f  1 
Trenholm  Chas  E— f 

BEVERLY 

Creesy  4  Splain— f 
Daniels  Geo  H— f 
Flint  Walter  B— f 
Forness  Arthur  A — f  c 
Keams  M  F— f  a 
Lee  Chas  F— f  1 
Lefavour  &   Son — f 
Stone  Samuel  H — f  1  c 
Traak  Chas  W—f  1  c 
Winslow  H  F— 1 

BILLERICA 

Blodgett    J    E— f 
Bull  S  A— f 
Foster  J  H— f 
King  H  A— f 

BLACKSTONE 

Bird    F   H— f 
Fuller  O  F— f 
McClellan   W    B— f 


BOSTON 
Adam  Archibald  &  Co— I 
Adlard  W—f 
Aiken  Henry  M  S— 1 
Albaum   ft    Watchmaker 

-i 
Aldefi  ft  Russell— f 
Alden  H  B— f 
Aldrkh  E  R—f 
Allen  G  H— f 
Allen  Lloyd  K— 1 
Amerige  Geo  M — f 
Anderson  Albert  J — 1 
Andrews  L  H — 1 
Appleton   Samuel— c 
Appel  D  F— 1 
Apsey  Geo  W—f 
Armstrong  Fred  W — ^1 
Arnold  E  L — ^1  ^ 
Aronson   Maurice — f 
Austin  H— f 

Badaracco    Andrew    A— f 
Bailey  E  M— 1 
Ball  Francis  O— 1 
Baldwin  Percy  V— I 
Bancroft  Clinton  J— f 
Barker  E  S— 1 
Bartlett  S  D— 1 
Bassett  Clara  A— f 
Battilana  F  H— f 
Bauer  F  W—f 
Baxter  E  S— I 
Beach  W  E— 1 
Bean  H 


WM.A.BEAniE&CO. 

INSURANCE 

55  KILBY  STREET 

Bennett   &   Morison— f 
Beiinett  Chas  A — 1 
Bennet   F    S — I 
Berry  C  F  Jr— 1 
Berkman   S— 1 
Bishop  Heber— « 
Blake.  Newell  &  Vedeler 

Blakeslee  R  E— 1 
Bliss  A  L-f 
Blood  H  F— f 
Boit  Robt  A  &  Co— f  Ic 
Bourne  J  H— f 
Boutell  W  H— f 
Bowen  Wm  E — I 
Boynton  C  1^1 
Bradley  R  M  ft  Co-f 
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Alfred  M.  Bullard        Arthur  B.  Gilmore        Arthur  K.  Pop«        William  T.  Ulman 


EVERY  KNOWN  KIND  OF 


44  KILBY  STREET  (Entieb  building) 


AMERICAN  IN8.  CO.  OF  N.  J. 
CISNTURT  INSURANCE  CO.  LTD.  OF  EDINBUBOH 
FIDEUTY-PHENIX  FIRE  INa  CO.  OF  N.  Y. 
GERMAN  ALLIANCE  IN&  C6.  OF  N.  Y. 


PHOENIX  ASSURANCE  CO  LTD.  OF  LONDON 
PROVIDENCE-WASHINGTON  INS.  CO.  OF  R.  I. 
ROYAL  EXCHANGE  ASSURANCE  OF  LONDON 
WILLIAMSBURG  CITY  FIRE  INa  CO.  OF  NEW  YORK 


AulomiMto  and  MariM  D«ptfliiiMi:    PHOENIX  ASSURANCE  CO..  LTD..  OF  LONDON,  FOR  &CASSACHUSETTS 

T«l«phoB«  Main  COM 


MASS.— Boston,  Con. 
Braithwaite  H  G— f 
Brewer,  Cyrus  ft  Co— f  c 
Brewfter  W  H  ft  Co— f 
Browne  Alex  S— 1 
Brown  A  S  Jr— f 
Brown  Broa— c 
Brown  Gilbert  C  Jt^— 1 
Brown  J  R — ^1 
Brown  Winfield  M— £ 
Bruerton,       Kimball       ft 

Smith— f 
Brush  E  C— £ 
Brush  £  M— f 
Bunnell  I  C— 1 
Buntin  Richard  W— 1 
Bunting  W  Morton — 1 
Bunton  H  S— f 
Burgess  W  N— f 
Burke  &  Yeaton— f 
Burke  A  W  ft  Co— f  1  o 
Burke   Chas— f  1 
Burke  Thos  F — 1 
Bums  H  £— f 
Bums  Paul  S— 1 
Buraside  J  F— f 
Burrill   Chaa  S— 1 
Burrows  F  0 — f 
Bursaw  W  J— 1 
Bush  Wm— f 
Campbell  £  T— f 
Campbell  H  T— f 
Capen  Morris  P — 1 
Carr  W  P~f 
Carter  Ashton  F— 1 
Case  Andrew — ^1 
Cate  Martin  L— f  c 
Cate  ft  Sears — f  c 
Cavin  J  H— 1 
Chalmers  Alexander— 1 
Chamberlain  Prescot^^ 

f  1  c 
Chamberlain  H  M— 1 
Chambers  W  C— f 


Chase  Jas  F— 1 
Chester  &  Hart— 1 
Child  W  B  B  &  Co— fc 
Chipman  Wm  H— c 
Clark  C  C— 1 
Gark  Joshua  B— 1 
Clark  R  R— f 
Clark  Robt  H— 1  c 
Cleveland  H  M— 1 
Coeyman  H   S—t 
Cogswell  E  S— 1 
Colby  N  P— £ 
Colby  W  R— c 
Collcy  R  E— £ 
Comey    Herbert   D—1 
Conee  G  F— £ 
Connor  Frank   R — ^f 
Cook  D  M-f 
Cook  O  E— f 
Corbctt  &  Wise-HS 
Corbttt  S  A— 1 
Cornish  J  J — £ 
Cornish  John  B— f 
Cottrell  L  W— f 
Couch  Wm  H— 1 
Crain,   Jones,    Bixby   & 

Co-f 
Cram  John   W— f 
Cranston  John  S— I 
Cranston  Xouis  S— 1 
Craw£ord  Geo  D—1 
Crosbie  Geo  H— 1 
Cubilewich   Samuel — f 
Cummock  J  W — I 
Currier  Bert  S— 1 
Curtis  A  H— 1 
Curtis,   Hatch   &  Conout 

— f 
Cutler  H— 1 
Dalton  Henry  R— f 
Damon  J  Bryant — ^I 
Davenport   W    E  ft   Son 

Davis  Geo  J— 1 


De  Groat  Floyd  E— 1 
Derby  H  A—l 
Dearborn  A  K— 1 


Fenton  H  M— f 
Ferguson  C  A — I 
Ferre  James  F — 1 


DEWICK   &    FLANDERS 

100  Milk  St..  Boston 

RKPRCSKNTINO 

Queen  Ins.  Co.  of  Amerlea,  Now  York;  Ftremen's  Ids.  Co.  of  New- 
ark, N.  J.;  Mcfcantfle  lu.  Co.  c£  America,  N.  Y.;  The  Rdaaaot 
lu.  Co.  of  Philadelphia:  Albany  las.  Co.  of  Albany.  N.  Y.: 
PnMlan  Naf  1  Underwxiten  of  Stettin,  Ger.;  Imperial 
Co.  New  Yoik;  Standaid  Aoddent  In.  Ca  of  Detroit. 


Dickerman  G  W— 1 
Diehl    &   Co  Inc~f 
Dierlces   W   F— I 
Dixon  H  G— 1 
Dooley  T  H— f 
Dooley  W  F— f 
Downey  J  J — f 
Drake  R  W— 1 
Driscoll    Fred'k  J— f 
Ducayet  K  S— £ 
Dunham  J  M— 1 
Dunham  F  E — f 
Dyer   W  H— 1 
Eastman  ft  Fenton — f 
Eastman   John— f 
Eaton  Robt  K— 1 
Eddy  John  Hft  Co— fic 
Edenborg  A  Frederick— 

Edinirds  J  H~l 
Egan    Henry   J— c 
Elliott  G  E— 1 
Elkins  Frank  M— f 
Ellis  W  A— f 
Emerson-  Freeman   O— f 
Emerson  R  W— I 
Farwell  E  C— 1 


Ferren  John  J— 1 
Ferson  R  A—l 
Fidler  H  T— 1 

Field  &  Gowles 

Insurance 
85  Water  Street 

Field  W  E— I 
Fielding  J  W— I 
Fish  C  E— 1 
Fiske  T  F— 1 
Fiske  H  H— 1 
Fletcher  R  T— 1 
Flood  C  H— 1 
Folk  A  P  &  Co— c 
Forbush  G  T— f 
Formichelli   Carlo— 1 
Foss  Leon  F— 1 


KALER,  CARNEY,  LIFFLER  &  CO. 

Any  Kind   INSURANCE   Any  Where 


AtrfeHHunri  crira)  Im  Co.,  N.  V. 
Svaa  Fliw  and  LNe  Ins.  Cew.  ~ 


rirs  and  LNe  ins.  Co.,  IMlMd 


lnB.Cah, 


Unlan  Fhw  Ins.  Co.,  Pm, 
Fhw  Ins.  Caw,  N.  V. 
lno.Cah,N.V 
Fhw  Ins.  Cflb   N.  V. 


MS 


) 
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Massachusetts 
Fire  and  Marine  Insurance  Co 

iM^rHraM   vidar   tli«   Uwt    of   MatMeliHMttt 

HOME  OFFICE,  BOSTON 


STATEMENT    OF    CONDITION 

JANUARY  1ST.  1916 

( MASSAC H us CTTS    STANDARD) 

ASSETS 

Stocks $424,024.00 

Bonds 648,030.00 

Notes 118,000.00 

Premiums  in  course  of  collection > 152,286.02 

Interest  due  and  accrued  and  other  Assets 9,736.53 

Cash  on  deposit  and  in  office 133,224 .  17 

$1,485,300.72 
LIABILITIES 

Reinsurance  reserve  (unearned  premiums) $569,415 .  72 

Losses  in  process  of  settlement 148,047 .  31 

All  other  claims 13,782.75 

Capital $600,000.00 

Net  Surplus 254,054.94 

Surplus  to  policy  holders 754,054. 94 

$1,485,300.72 

Increase  in  AsseU  $82,756.38  Increase  in  Reeerve  $27,206.76 

Increase  in  Surplus  $11,223.48 


OFFICERS 

CVCRCTT  C.  SCNTON       --  Pr«sid«nt 

JAMCS  J.   STORROW VlM-Pr«sid«nt 

WALTER  S.   HCNDCRSON "^  Vi««-Pr««ld«nt 

QUY  A.    HAM       ..----->--        Vl««*Pr«s.  and  Q«n.  C«uii««l 

WALTER  ADLARD,       - S««y.  and  Man.  Undarwrltar 

FRANK  E.   SUXTON Trmmmurmr 

JOHN  J.  DOWNEY AaaL  Saa'y  and  Oan.  Agant 

JAY  R.  SENTON Aaalatant  Saaratary 
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Boston  OWees  ol 

GUMOUR,  ROiUU(Y&  COMPANY 

120-130  Water  Street 

WILLIAM  GILMOUR                  WILLIS  D.  RICH                          R.  A.  BENTINC 

J.  J.  E.  ROTHERY                       HENRY  A.  PISKB                         HERBERT  COOLIDCE 

S.  T.  EMERY                                 THOMAS  E.  SEARS                     CHARLES  F.  SIMMONS 

Bi'.'i'f v^ '  ^^^B 

l^iTilf  i'^ 

best  equipped  in  the  city. 
The  entire  10,000  square  feet  of  Door  space  is  occupied  by  the  firm  for  a  generat 

CORRESPONDENCE  SOLICITED 

Companisa  RepreMnted 

The  Fidelity  &  Casualty  Company  of  New  York 
The  Home  Insurance  Company,  New  York 
Norwich  Union  Fire  Insurance  Society  of  Eng. 
Law,  Union  &  Rock  Insurance  Co.  of  Eng. 
Globe  &  Rutgers  Fire  Insurance  Co.  of  N.  Y. 
Insurance  Underwriters  Agency  of  the  State  of  Pa. 
Franklin  Fire  Insurance  Co.  of  Philadelphia 
Hamburg-Bremen  Fire  Insurance  Co.  of  Germany 
Columbian  Nal'l  Insurance  Co.  of  Mich. 
Hingham  Mutual  Fire  Ins.  Co.  of  Mass. 
Merrimack  Mutual  Fire  Ins.  Co.  of  Mass. 
Salem  Mutual  Fire  Ins.  Co.  of  Mass. 

Marina  Dapartment 

Standard  Marine  Insurance  Co.  of  England 

Alao  managers  of  the  oideat  agency  in  Boston.  Jordan,  Lovettft  Co.,  repraaentiag  The 
United  Statt*  CawialtyCo.  of  New  York;  German-American  Ins.  Co.  of  Baltimore. 

WM.  O.  GOODWIN.  R««ld«nl  Partn«r 

INSURANCE    AGENTS-MASSACHUSETTS. 
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HENRY  J.  IDE 

NeiMT    Cntfland    General    Atfencx 


American  Ins.  Co.  of  Newark 
Albany  Ins.  Co.  of  Alhanv 
Eastern  Underwriters  of  Camden  Fire  In- 
surance Association,  Camden,  N.  J. 


German  American  Ins.  Co.  of  Pa 
Jersey  Fire  Underwriters  of  Ameri- 
can Insurance  Co.,  Newark 
Virginia  F.  &  M.  Ins.  Co.  of  Va. 


PROMPT  AND  EFFICIENT  SERVICE  TO  AGENTS 

No.   141  Milk  Street,       BOSTON,  MASS 


Foster  Darid— 1 
Foster  N   Jr  & 
Fowler  A  B— f 
Foye  R   F— 1 
French  Jai  W—f 
French  W  A— 1  e 
FnUer  F  W— 1 
Fnrness  W  T— f 
Galcar  F  R— f 
Gale  ft  Stone— f 
Gammons  Chaa  W— 1 
Gammons  E  W-^ 
Ganae  F  W— 1 
George  F  L— f 
Gilman  C  O— 1 
Gilmour   Rothery  ft  Cow 

-f  c 
Giveraand  J— -e 
GiTenvud  jE— I 
Glavin  T  E-f 
Goddins  F  I/— c 
Goedecfce  H  E— 1 
G<^dstein  Lonis — ^f 
Goodwin  F  A  E— f 
Goodnow  R  J— f 
Gordon   Harry  &  Co — i 
Gordon  Loais  J — ^1 
Gotiffh  J  F— f 
Graham  A  R<— f 
Gs^am  C  F-^ 
Griffin  G   R  ft  Co— c 
Haas  Chas  ft  Co— f  c 
Hall   Wm   Edw— 1 
Hamilton  Wm  A  ft  Co — 

f  e 
Hammer  FT — 1  c 
Hargrave    Leonard — ^1 
Hartford  Ezra  C  H— f 
Hartwell   Na^— 1 
Hastings   Glover  S — ^1 
Hasty  Harry  B— f 
Hatch  A  T— f 
Hatch  P  I^-l 
Hanck   Walter  A~i 
Haren  ft  Fi«b— 1 


Haven  H  I^f 
Havena  G  W— € 
Hayward   F  P— 1 
Heath  F  E  H— 1 
Hellyar  W  H— f 
Henderson  G  O — I 
Hcnshaw  J   P   R-f 
Herrington  H  L— 1 
Hewitt  Wm  E^l 
Hicks  J  Everett— I 
Hildreth  Nathaniel— 1     * 
HtU  ft  Woodbury— f 
HiU  David  F— 1 
HiU  G  E— f 
Hill   O— I 
HiU  Thos  J— f 
Hill  W  W— I 
Hilling  W  H— f 

HINCKLEY  &  WOODS 

GENERAL  INSURANCE 
S2  KILBY  ST. 

Ma  1MB.  1466,  1466. 1467.  1468, 
1469^  4065  «Bd  4139 

Hinckley  Geo  W—f 
Hinklev  R  G— f 
Hiacock  H  L  ft  Co— f 
Hodgkin  A  E— 1 
Hodgkin  W  H— 1 
Hoffman    R    S    ft    Co— 

f  c 
Holixian   R — 1 
Holt  G  B— f 
Houston  T08  J— f 
Hoxie  C  H— f 
Howe  R  S— f 
Hume  Chas — 1 
Idc   &    Summers — 1 
Ide  Chas  M— 1 
Ide  Henry  J — f  c 
Jackson  W  E— 1 
Jaauith  Wm  H— 1 
Johnson  E  J — f  c 


,  ohnson  F  M — f 
.  ohnston  F  X— -f  1  c 

ohnson  S  T — 1 

ohnson  Wm  C— I 

ohnson  Wm  S— 1 
;  ones  J  D  Er— 1 

'ordan,   Lovett   ft    Co— f 
;  ordan  W  T— f 

Caler,   Carney,    Liffler  ft 

Co— f  1  c 
Keenan  M — 1 
Kelley  S  L-f 
Kelley  Thos  A— 1 
Kellogg  H— f 
Kemp  Arthur  E-^ 
Kenney  B  F— 1 
Kew  Arthur  J — 1 
King  R— 1 
Kline  W  B— f 
Kollock,  Rice  ft  Co— f 
Kollock  Wm  B— f 
Lackey  H — 1 
Lake  James  H — ^I 
Lamb   H  A— f 
Land  C  O— c 
Lansen  S  A — ^1 
Larrabee   H  L— 1 
Lauler  W  A— I 
Lawson   S  A — 1 
Lebowich   Carl — f 
Lebowich  L  A — f 
Lee  R  Jf— f 
Lee  Thos   C— c 
Levis  Wm — f 
Lewis  W  H-f  c 
T^wis   T  H— 1 
Lewis  Wm — f 
Lincoln  C   R— 1 
Linscott   O    Er— 1 
Lockwood  Geo  W — f 
Lord  E  A  &  Co— f  c 
Loveitt  J— f 
Love  joy  A  K — ^1 
Lowe  Lewis  G  &  Son — f 
Luce  F  B~f 


Lucey  F  G — ^1 
McDowell   Corwin— 1  c 
McEvov  W  J— f 
Macomber  A  G  Jr— 1 
Macomber  Chas  E — f 
Macomber   Frank  Gair— • 

f  1  c 
MacLeod  Vernon   K— -I  c 

McCoy  Geo  M  &  Sons— f 
McGaffev  Geo  W— 1 
McLaughlin    Hubert  J — 

McMahon  T  F— c 
Mackay  B  F  C— 1 
Maguire  Frank — ^1 
Mallory  W  E— 1 
Mann  F  C— 1 
Mann  J  M— 1 
Manning  E  G — ^1 
Marsh  Edw— 1 
Marsh  F— 1 
Mason  C  H  ft  Co— c 
Mason   Geo  A — f 
Masters  F  W— 1 
Matthews  F  W—f 
Meade  John   Paulding  & 

Co— f  c 
Mears  W  N— 1 
Melendy  C  F— f 
Messenger  J   W — 1 
Miller  C  C— 1 
Mills  A  H— f 
Mohor  M  L— 1 
Moore  Carlo  B — 1 
Moore  F  S— c 
Monroe  M  D— 1 
Morgan  Henry  T — 1 
Morand  A   C — 1 
Morrison   M  L — f 
Morse  G  A— 1 
Morss  Sargent — ^1 
Mosher  H  G— 1 
Mosman   Wm    A — f 
Murdy    F   A— 1 


C.C.  PATTERSON 
HENRY  H.  WILDER 


JOHN  WYLDE         0.  HERBERT  WINDELER 
QEORQEB.  PROCTOR 


ALLAN  McKlSSOCK 
HARRY  W.  SPICER 


PATTERSON,   WYLDE    &    WINDELER 


72  Kilby  StrMt 


Boston,  Mass. 

Tel.  Main  4343. 

FIRE  AND  MARINE  UNDERWRITERS 

MARINE  FIRE 

Thames  ft  Mersey  Marine  Ina  Co.,  Ltd.  of  Eng. 


Royal  Exchange  Assurance  Corporation  of  Eng. 
The  Lriverpool  ft  London  ft  Globe  of  Eng. 


Connecticut  Fire  Ins.  Co.  of  Hartford,  Conn. 
Northern  Ins.  Co.  of  New  York 
Standard  Ins.  Co.  of  Hartford.  Conn. 


AUTOMOBILE 


Royal  Exchange  Assurance  Corporation  of  Eng. 


Preferred  Accident  Ins.  Co.  of  New  York 
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CalWn  E.  Warr«n 


John  Paulding  M«ad« 


Arthur  Blak* 


John   Pauldin^^   Meade   ®,   Co. 

99  MilK  Street  Boston,  Mass. 

Fire,  Marine  and  Casualty  Insurance 
Fidelity  and  Surety  Bonds 

CoRipanles  Represented 

Hartford  Accident  &  Indemnity  Co.,  Hartford,  Conn. 
Citizens  Insurance  Co.  of  Missouri 

Delaware  Underwriters  of  the  Westchester  Fire  Ins  Co. 

Mannheim  Insurance  Co.  of  Mannheim,  Germany 

American  Fidelity  Co.  of  Montpelier,  Vt. 


Thomas  L.  OBrxom 
h.  £.  russbll 
r.  j.  dunkls 


S.  B.  Rbbd 
John  A.  Curran 


Gbralo  H.  Noonam 
JossPB  B.  RuasBLL.  Jr. 
Bayard  Tucxbrican.  Jr. 


OBRION,    RUSSELL   &   CO. 

108  Water  Street  Boston,  Mass. 

BOSTON  AGENTS 

Springfield  P.  8c  M.  Ins.  Co.,  Mass.;  Philadelphia  Underwriters,  Phila.;  Western  Assurance  Co..  Cas.; 
St.  Paul  P.  &  M.  Ins.  Co..  Minn.;  Newark  Pire  Ins.  Co.,  N.  J.;  City  of  New  York  Ins.  Co..  N.  Y.  City.  Nord 
Deutsche  Ins.  Co.,  Ger. 

GENERAL  AGENTS 

National  Surety  Co.  (Bond  and  Pidelity  Dept.) 

RESIDENT  MANAGERS 

Casualty  Company  of  America;  New  York  Plate  Glass  Insurance  Co. 

NEW  ENGLAND  DEPARTMENT 

J.  F.  Burnaide,  Genaral  Agvnt 

Western  Assurance  Co..  Toronto  St.  Paul  P.  &  M.  Ins.  Co..  St.  Pant  Mian. 

British  America  Assurance  Co..  Toronto,  (Bx^eptini;  Conn.) 


MASS* — Bos  ton,  Con- 

▼.  A.  MDLUR,  Pns. 
tlLWJi.Y.V. 

A.  f  JUT0I,  Tms. 

WH.A.MDLLEK&CO. 

CORPORATION 

55  KILBY  STRESr 

REPRESErrnNO  urobst  hre 

INSURANCE  CAPITAL  IN 

BOSTON 

Murdv  J  S— f 
Murphy  &  Steele— f 
Murphy  A  J — f 
Nash  Henrv  R— 1 
Nason  F  E— 1 
Neal  W  B— f 
NeDey   Geo— f 


Norris  M  W— f 
Newhall  W  I— 1 
Norris  Wm  H  &  Son— f 

1  c 
Nourse  W  L-4 
Nutt  F  A— f 
Obrion,   Russell   &  Co — 
— f 

Olive  G  M  Jr—l 
Olive  Wm  M— 1 
O'Neil  &  Parker— < 
Osborne  S  L— 1 
Osgood.  D  E— 1 
Paiec  John  C  &  Co— f  1  c 
Palmer  C  D — f 
Partridge  F  T— I 
Patterson.  Wylde  &  Win. 

deler— i 
Pcnhallow   T    W— c 
Perry  G  L— 1 


Peters  Edw  M  &  Co— f 
Phelps  F  S  &  Co— f  c 
Phelps  las  T  &  Co— 1  e 
Philbrick    E    F— c 
Pierce   C  W— f 
Pierce   M  W— 1 
Pitt    F  H— 1 
Plummer   H   M— I 
Plummer  Henry  M— 1 
Plummer  H   K— f 
Plympton   &   Bunting — ^1 
Pomcroy  C  M — I 
Porter  W  &  Co— f 
Putnam  Wm  E — ^l 
Pyne  Chas  H— ^I 
Pabbitt  W  F— c 
Rafter  J   S-f 
Randall  McCarthy  &  Co 

-f 
Raymond  &  Whitcomb — 1 


Read  Burrage  &  Co— < 
Reid  R    A— i 
Rctan  F  S — I 
Rhoades  S — f 
Rice    &    Whitney^— f  c 
Rice  C  H— f 
Rice  W  F— £ 
Richards  Frank  W-f 
Richards  T  C — I 
Roberts  C  E — c 
Roberts  G  W— f 
Robertson  Chas  S--{ 
Robinson   Godfrey  H — I 
Rochefort  Leo— 1 
Rogers  C  M— 1 
Rogers  &   Webb— f  c 
Rogers  Toa  F — I 
Rogers  «  Howes— f 
Rosencrantz  -  Hueard   & 
Rowc  Frank  E— I 


SIMPSON,  CAMPBELL  &  CO.,  Managers 

Managers  New  England  Department 

American  Central  Insurance  Co.,  St.  Louis  Mercantile  F.  &  M.  Underwriters  Agency 

Detroit  F.  &  M.  Insurance  Co.,  Detroit  Michigan  F.  &  M.  Insurance  Co.,  Detroit 

Maryland  Casualty  Co.,  Md. 


Ill  Milk  Street     CMvcne  BiiMiig     Boston,  Mass. 
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Rnatell  &  Fairfield— fe 
Sanbom  F  C-^ 
Sa^e  F  £—1 
Schacht  Robt  H— 1 
Scfaeuer  Jerome  &  Co— c 
Schwab  Emile— 1 
Scollard  G  W— 1 
Serrat  W  D-f 
Shachford  C  L^l 
Shadaan  Wm  G— 1 
Shaw  Edwin  W— 1 
Shaw  Geo— f 
Shiverkk  P  N— 1 
Shore  E  W— 1 
Sewan  Albert  W— f 
Shall  Mra  F  E--1 
SheiSeld  E  J— 1 
Silver  £   Er— 1 
Simpson,  Campbell  &  Co 

Simpson  A  K — f 
Sly  HB— f 
Shde  A  K~f 
Smith  C  A  J— I 
Smith  D  L— 1 
Smith  Geo   W— £ 
Smith  L  E   P— 1 
Souther  G  W— I 
Sfillane  G   Br-A 
Spitz  Henry  B  &  Leo — f 
Stanton  F  A  B— 1 
Suples  Ide  &  Summers 
-1 

Slukratiier  &  Sluplij 

line)  *   ^ 

Fire,  Marine 
ind  Casoalty  Insnrance 

45  KIlby  Street 

(See  New  York  Qty, 
Providence.  K.  I.,  and 
Chicago,    III.,    List.) 

Stephenson    B  K — ^1 
Stemberger  I  G — I 
Stevens  ¥  H — ^f 
Stevens  H   G— 1 
Stevens  H  S— 1 
Stevens  R  E— f 
Stewart  Ray  P — 1 
Stevens  S  S— 1 
Suckney   G    A — ^f 
Stratton  Frank  H — ^1 
Stone  Robert    E — f   c 
Strong  W  P— 1 
Sullivan  E  J—l 
Sullivan  T  Kobt— f 
Sutherland   D  W— 1 
Swain  S   B— 1 
Sweeney  W  J— -1 
S»ett  J  P— 1 
Swett  V  B— 1 
Tapley  H  S— 1 
Taylor  Geo  W  &  Son — f 
Taylor  P  W— 1 
Terry  Henry   B — f 
Thacher  Eben  A — 1 
Thacher  Frank  C— 1 
Thayer   Arthur  E — f 
Thompson  &  Reed — c 
Timmerman  D   E   &  Co 

—f 
Timson  H  H — 1 
Tongas  £  H— 1 
Tongas  L  H — 1 
Tongas  N  £—1 
Tongas  W  1^1 
Torrey   Will   S— f 
Tower  B  C— I 
Tower  G  A— 1 
Townsend    C   E— 1 
Toward  F  O— 1 
TruU  Wm  T— 1 
Tackerroan   Bavard  Jr— I 
Tnmbley  P  E — 1 
Van  Huysen  W  J—l 
Voodry  J  A— 1 
Wadsworth  W  W— f 
Wagner  W  O— 1 


Waldron  H  £  B— f 
Walker  £  A— 1 
Wallace  Wm  &  Co-f  c 
Walter  R  O— 1 
Warren  Nathan— 1 
Warren   Winslow  Jr^-* 
Warren,  Meade  &  Gale— 

f  c 
Waters  B  G— c 
Watson   &   Rivinus— € 
Weed  A  T— f 
Weeks   Miles  W— f 
Wellington  Geo  A— f 
Welsh  Willard-f 
Wetberbee    F  A— f 
Wheelock  &  Serrat— f 
White  Jas  G— 1 
Whittemoie   A   L   &   Co 

— f 
Whittemore  F  H— 1 
Whittemore  O  R— 1 
Wiley  H  A— f 
Williams  W  G— 1 
Wilkins  C  H— f 
Wilkins   Chas    W— f 
Wilson  A  E— 1 
WUson  A  H— f 
Winchester  Edmund— t 
Winkley  W  H— f 
Wise   Chas  Henry — f 
Wise  Samuel  H  &  Co— f 
Withington  F   C— 1 
Woalard  A  J— c 
Wood  A  M— f 
Wood  F  H— 1 
Wood  F  R— 1 
Woodbury  C  P  &   Co— f 
Woodcock  F  W— I 
Woodside  C— f  1  c 
Worthington  H  H— f 
Worthley  H  R— f 
Wright  A  Stanford— f 
Wylic  A  M— 1 

BRAINTREE 

Cummings  C  B — f  1  c 
Hannaford  C  S— f 
Hobart  (J  H  &  Son— f  c 
Sampson  Geo  E — f  c 
Vinton  H  B— f 

BRIDGEWATER 

Boyden  Wm  A — f  1 
Lowe  Lewis  G  &  Son— 

f  1  c 
MacMaster  Edward  A— c 
Sweet  F  E— c 

BROCKTON 

Battles  David  W— f  I  c 
BeaU  Wm  E— f  1  c 
Blanchard  H  L— f 
Boyden  W  A  &  Co-f  1  c 
Bryant  W   C— f 
Bryant  W  R— f  1  c 
Clapp  C  G  &  Co— f  1  c 
demons     &     Peterson — 

f   1  c 
Davidson  J  J — f  I  c 
Dolan  P  5— f  1  c 
Drohan  E  W— f  1  c 
Fisher  Geo  E — f  1  c 
FuUerton    &    Shaw — f  1  c 
Gordon  John  H — f  1  c 
Holmes  F  M— f  1  c 
Jones  H  L— f  1  c 
Madden  J  J— f  1  c 
Neafscy  E  P— f  1  c 
Packard  &  Son  S  F— f  1  c 
Poole  H  A  &  Son— f  1  c 
PuflFer  L  W  A  Son— f  1  c 
Ripley  H  C— f  1  c 
Scott  J  V— f  1  c 
Stedman  G  W— £  1  c 
Steele  E  K— f  1  c 
Thompson  W  M  &  Co— 

f  1  c 

BROOKFIELD 

Cottle  H  E-f 
Franquer  F  F— f  1  c 
Goodcll   Bro»— { 


BROOKLIN£ 

Abbott  G  H  ft  Co— f 
Atwood,  Pattee  ft  Potter 

Baker  E  W— f  1  c 
Bamiord  A  J— f 
Barton  Mrs  C  D->l  1  c 
Barton  S  £— f  c 
Bennett  H  D— f 
Brown  D  F— 1 
BuckUn  W  S— f 
Burgess  HoUis— f 
Cabot,  Cabot  ft  Forbes— f 
Cady  W  H-1  c 
Carpenter  £  H— 1 
Cate  Martin  L— f 
Clark  H  M-f 
Codman  &  Street^f 
Coflfin  ft  Taber— f  e 
Coffin  L  E— f 
Cohen  Mrs  Ida  S— f 
Conroy  J  J — i 
Cook  Thos  F— f 
Dalton  J  H— £ 
Davidson  W  A— £ 
Davis  L  S— £ 
Downs  David— c 
Duncan  S  W— £  1 
Emmes  A  B— f 
Ferguson  W  J— f 
Fisher  O  P— £ 
Fuller  Garence  E — £  1  c 
Gardiner  J  P— f 
Gilbert  S— 1 
Glcason   H    E— c 
Goodwin  F  £  A — t  e 
Harberger  J  L — f  c 
Homer  J  W— f 
Johnson  A  K— £ 
Johnstone  Geo  W— £ 
Kingman  M— f 
Kirker  J  E-f  c 
Knowlton   E  H— 1 
Lincoln  Wm  &  Son— f 
Livingston  H  Jr— £ 
Love  W  J-f  1  c 
Lyon  E— £ 
MacKenzie  Robt— i 
McKissock  A— f  1  c 
Marshall  B  L— c 
Monk  Carl  F— £  c 
Moon  S  N — c 
MorrUl   Miss   Lucy   M— 

Newhall  G  B— £ 
Nourse  Winfield  L— f  1 
O'Brion  &  Russell- f 
Parrott  L  H— 1 
Parker  Geo  S— f 
Perkins  F  H— f  c 
Read  H  C— £  c 
Richards  £  E  &  H  N— f 
Richards  F  W-f  1 
<^ichardson   B  P— £ 
Rogers  Geo  E— £ 
Rogers  G  R— f 
Russell  F  A— { 
Sargent  A  H  Jr— f  1  c 
Schacht  R  H-1 
Scars  W  B— £ 
Sharp  Edward  &  Son — £  c 
Squires  H  N— £ 
Swett  y  B-f 
Thayer  A  £— ^ 
Townsend  R  E — £  c 
Wadsworth  C  D— f  1  c 
Wadsworth  P  B— £ 
Wallace  Wm — f  c 
Wilkins  C  W— f  c 
Wing  Mrs   M   M— £ 
Wood  H  A— f 

CAMBRIDGE 

AhernJ  J— f  c 
Bird  H  &  Co-f  c 
BrassU  T  T--£ 
Brooks  W  F— £ 
Burrage  W  E— f 
Carrick  G  H— f 
Clark  Joseph— f  c 
Conley  J  J— £ 


Cooledge  £  C— £  I  c 
Crowther  T  M— I 
Cunningham  Bros— £ 
Dow  Geo  L— I 
Klamand  &  Lynch — £ 
Francis  M  W  ft  Son— f 
Gawn  Thomas— f  1  c 
Giles  G  A— £  1  e 
Grover  L  B  &  Son— f 
Hastings  W  B  ft  Co-f  c 
Henderson  A  R— f 
Howlett  H  B  ft  Co— f 
Katon  L  H  ft  Co— £  c 
McClosky  ft  Harty-ft 
Melledge  R  J-f 
Monugue  C  H— f 
Myles  T  F  ft  Co-f 
Norris  F  W  ft  Co— £  r 
Phalen  Otis  E— f 
Phelan  W  T-f  c 
Raymond  T  H— f  1  c 
Ryan  D  A— £  c 
Stewart  A  M  &  Co— f  1  e 
Thurston  C  H— f 
Walton  M  L— f 
Wardwell  Walter  C— £ 

CAMPELLO 

I  Packard  S  F  &  Son— f  c 
'  Ripley  H  C— £ 

CANTON- 
Dockrav  M  J-f  c 
Dunn  fohn  J-f  c 
Hill  T  J— f  c 
Tirrell  Arthur— £  c 

CHARLEMONT 

Hicks  H  A— 1  c 
Sherman  Homer— f 
Walker  H  T— £  1 

CHATHAM 

Bearse  E   T— £  1  c 
Eldredge  Nathaniel  A— f 
Freeman  C  A — f  c 
Harding  Alfred — c  f 
Nickerson  J  A— f 

CHELMSFORD 
Warren  A  M— f  1 

CHELSEA 

Chamberlain      Prescott — 

f  1  c 
Gates  A  E— 1  c 
Gould  Jesse  ft  Son— f  c 
Guild  Geo  B— f 
Hayes  G  I  M— f 
McCann  J  A  &  Co— f  c 
Pratt  Walter— f  1  c 
Sullivan  D  H— f 
Wentworth  R  S— f 

CHICOPEE 

Abbey  Chas  C— f 
Caron  Leafred  H— f 
Dalton  Mary  C — f  c 
Davis  Edwin  L — f 
Dickinson   N  A — f 
Enright   P  J— f 
Fontaine   W   F— £ 
Fuller  W  J— £  c 
Granfield  John    E — f 
Grady  &  Stanton — f  I 
Gendreau    H — £ 
Hinklcy  F  1^1  c 
Hobart  Roy  F— f 
Houlihan   M   B— £ 
Kelly  John  J— £ 
Lahey  M  J— £ 
Lyman  Stuart  F — £ 
L^ch  John  D — f 
Manchester  Louis  W — f  I 
Morse  H  Austin — £ 
Ohusman  John  H — £ 
O'Ncil  Eugene  J— £ 
Provost  H  D— f 
I  Ritter   Herman— £ 
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MASS.— Con. 

CLINTON 

Ayen  &  Hammond — £  1  c 
Bacr  Broe — f 
Cannon  P  F— f  1  c    ^  ^ 
Dame  J  T  &  W  R— £  1  c 
Finncrty  Thomas  E — ^l 
Gcntach  Chas  H— f  1  c 

Jordan  G  V-f  1  c 
inton  Joseph  L— £  . 
McNamara  &  Coughhn— 

£  1 
Merrick  S  R  &  Co— £  1  c 

OToole  W  J— f  1  c 

Stevens  Chas  G  &  Son— 

£  ic 

Thissell  H  A— £ 

Witmann  A — £ 

COHASSETT 

Lothrop  Caleb — £ 
Petersen  A  F  B—f^  , 
Tower  Burgess  C — f  1  c 
Tower  Benj  C— £  1 

CONCORD 

Appleby  J  M— £ 
Fowler  L  N— £ 
McWalter  Maurice— f  I  c 
Russell  George  G— f  1  c 

DANVERS 

Allen  A  G— £  1  c 
Ayers  W  M— £  1  c 
Bodwell  O  R— f  1  , 
Carroll  John  T— £  1 
Farrington  Geo  C— f  1  c 
Finnessey   R   T7-£  j  c 
Fuller  A  E  &  Co--£  1 
Newhall  Walter— £  I  c 
Pope  Guy  P— f  1  c 
Tapley  C  Ralph— £  1  c 

DARTMOUTH 
Slocum    Frederick   A — ^1 

DEDHAM 

Clark    Rob  J— £     ,  . 
Endicott  Eugene— f  1  c 
Hayes  &  Welch— £ 
Hill  Wm  F— f  c 
Humphrey  H  D— £  1  c 
Kimball  Chas  H  J-f  1  c 
Kimball  F  W— £  ^  , 
Murray  Thos  P—£l  c 
Schulz  Adolph  F  A— £  1  c 
Thayer  Arthur  E— £  1  c 
Warren  Winslow  Jr— £  1  c 
Whitman  Wm  J— £ 
Young  Geo  H— I  c 

DENNIS 

Edwards  J  P— £ 
Loring  H  D— f 

DOUGLASS 

Bind  F  H— £  1  c 
Wixtead  Jas  W— I  c 

DUXBURY 

Green  Alfred  E— £  1  c 
Stearns  Geo  H — £ 

EAST  BRIDGEWATEB 

Edson  M  ai£ton— £  c 
Mann  Chas  F— 1 
Whitmarsh  E  S— £ 

EAST  DOUGLASS 

Bird  Frank  H— £  1  c 
Wixted  J  W— £ 

EAST  HAMPTON 

Burkner  Geo  S— £  1  c 
Egan  Edward  P— £  I  c 
Gough  Fred  J — £  1  c 


EAST  PEPPERELL 

Hutchinson  H  W— f 
Kittridge  Ingalls— f 
Robbins  L  G— f 
Sliney  Wm  H-1 

EAST  TEMPLETON 
Ingalls  Chas  E — c 

EVERETT 

Blanchard  A  E— f 
Buntin  Geo  W— f  1  c 
Cannell  Bros — f  c 
Fall  E  R— £  c 
Jennings  &  Co —  f  1  c 
Noyes  Edw  B— f 
Rich  F  B-f  c 
Sears  A  W  &  Son— f  c 
Wood  Geo  H— f 
Woodruff  James  D— f  c 

FAIRHAVEN 
Tripp  Job  C— £  1  c 

FALL  RIVER 

Audet  A  L — ^f  c 
Beckett  J  Fred— £  1  c 
Bessette  A  M— £ 
Booth  N  Er— c 
Buffington     James      N— 

f  1  c 
Chase  &  Stafford— f  1  c 
Cole  E  J-f  c 
Cook  C  C—i  1  c 
Cunneen  James  E  &  Co 

— £1  c 
Davis    C   H— f  1    c 
Desjardins  G  T— f  1 
Doyle  P  J— c 
Duckett  Tames— f 
Durfee  Geo  N  &  Sons— 

f  1  c 
Greene  &  Son— f 
Hadley  Chas  McL— f  1 
Haffards  G  M  &  Co—  f  c 
Hall  Jas  L-f  1  c 
Hambly  A   Lincoln— f  1  c 
Hickey  Wm  J  &  H— f 
Hood  A  H  &  Co— f 
Hood  George  M— f  1  c 
Howland   A  G   &  W  J— 

f  1  c 
Lyons  &  Reagan— f 
McNeil  H  T-c 
Mercer   Peter — 1 
Murphy  E  F— f 
Paradis  T  B— f  c 
Pierce  H  M— c 
Renaud  A — f 
Slack  Walter— f  1  c 
St  Dennis  Oliver— f 
Slade   John    P    &    Son— 

{  1  c 
Thomas  E  H— f  1  c 

FALMOUTH 

Hewin  W  H 
Jones  G  W— f 

FITCHBURG 

Aironen    Henry— £ 
Amiott  Oarence— 1 
Ayer  Wm  E— 1 
Batchelcher  C  A — f 
Bullock  W  S— f 
Deschenei  N  M — f  c 
Faxon,  Ayer  &.  Smith— f 

Faxon  John  G— £  1  c 
Gove  H  F— f  r 
Hatch  H  A  &  Son— £  1  c 
T^eisson  Alexander 
Hcrsom  E  L— £  I  c 
Longley  S  Le  Roy— £  1  c 
McCarty  W  D— f  c 
>farkham  S  T— £  1  c 
Morrison  W  T— £ 
Pinkham  C  F— 1 
Putnam  Wn  S— f  1 
Putney  W  E— f  c 


Suinlan  C  J— 1 
uinlan  J  W— 1 
Reynolds  Henry  A — I 
Robinson  D  A— f  1  c 
Rouell  W  K  &  Co— £  1  c 
Shea  J  J— £ 
Silvey  Wm— 1 
Sleeper  N   B— 1 
Smith  J  H— 1 
Tinslcy  David  W— £  1  c 
Welch  L  R  &   Co— £ 
Wilson  Chas  F— £  1  c 
Wilson  E  R— f  1  c 
Wilson  Kenneth— f  1  c 
Woodcome,  Paul  J— f  1  c 

FLORENCE 

Baker  George  N — 1  c 
Beals  Geo  L— £  1  c 

FOXBOROUGH 

Carpenter  Friend  P — f 
Gove  J  Wm— £ 
Hodges  &  Sherman — £  c 
Nevirton  Howard  E— £  e 

FRAMINGHAM 

Adams  C  S  ft  Co— £ 
Adams  J   S— £ 
Twombly  H  F— 1 

FRANKLIN 

Feeley  C  A— 1 
Fitapatrick  C  H— 1 
GaUivan  ft   O'Donnell— £ 
Hutchinson   Chas  D— £ 

Johnson   Wm  S — ^1  c 
IcNeil  Oliver— 1 
Metcalf  H  L— f  1  c 
Shiner  Frank — £ 
Stewart  Chas  L— £ 
Whitney  C  O— c 
Woodward   Palmer   A — 
£  1  c 

GARDNER 

Bartlett  C  G  Tr— £ 
Bengtson   P  A — £ 
Carney  F  H— f 
Carney  Joseph  P — £  c 
Chapin  W  S— £ 
Edgell  C  N— £  c 
Ekblad  Emil— £ 
Gonyeo  B  F— 1 
Goodspeed  Geo  D — ^1  c 
Greenwood  Bros— £  c 
Hilchey  T  E— 1 
King  J— 1  c 
Minott  G  L— 1  c 
Pehrsson  Herman— f 
Perreault  &  Dorval— £  c 
Regan  Daniel — £ 
Richardson  C  F  &  Co— 

1  c 
Rosenberg  A— £ 
Ryan   Bros— £  c 
Ward  J  A— 1 

GEORGETOWN 

Andrews  F  P— £ 
Jackson  J  F— 1 
\Vhite  J  F— £  c 

GLOUCESTER 

Babson  FiU  J  ft  Co— £  1  c 
Cunningham     &     Kerr — 

£  I  c 
DoUiver  W  C— £ 
Johnson  John  A  &  Co — * 
McEachern  Donald — £  c 
Presson  Alfred — f 
Steele  Richard  C— f  c 
Strople  Geo  E  B— 1  c 

GT.  BARRINGTON 

Barnes  C  D— c 
Bell  C  Roy— 1 
Bidwell  O  C— c 
Briggs  Frank  H— 1  c 


Burke  W  J— 1 
CoUins  A  C— £  c 
Day  &  Stone— £  c 
Heffeman  W  H-f 
Joyner  H  C—I 
Joyncr  H  N — f  c 
Remington  F  A — f  I  c 
San£ord  W  B-£  c 
Tnisedell  F  M— c 
Wheeler  ft  Taylor-£  1  c 
Wright  ft  Frem— £  1  c 

GRAFTON 

Dodge  Joseph  A — £  1  c 
Fishe  D  L— £  1  c 
Lapine  Raphiel  J— 1 
Leonard  Robert  S — I 
Prout  M  H— £  1  c 

GREENFIELD 

Benson   W  E— £  c 
Bickel   Casper-^ 
Carson  W  S— £ 
Donovan  Georgia  A— £ 
Lawler  Bros— T 
Packard  C  F— £  c 
Packard  Hcnrv  D-£  c 
Sauter  John— £ 
Simons   Henry    K— 1 
Snow  Frank  H— £  1  c 
Sttmson  ft  Co— £  1  c 
Ulrich  F  H— 1 

GROTON 

Gerrish  E  B— £ 
Shattuck  G  W— £ 
Taintor  H  P— £ 


GROVELAND 

Lanen  S  A — 1 
Woodbury  L  A — £ 

HANOVER 

Donnelly  ft  Nash— £ 
Fljmn  Wm — £ 
Little  Melvin— £ 


HARWICH 

Clark  Chas  R— 1 
Kelley  Wm  L-£  c 
Kendrick  Thos  W-1 
Moody  James  M— £ 
Small  Samnel— £  c 
Weeks  A  L— £ 

HAVERHILL 

Adams  J  Fred— £ 
Balch  E  A— 1 
Bassett  S  C— 1 
Barrows  C  A— £ 
Campbell  Lyman  L— I 
Davis  John  F— £ 
Davis  W  H— £ 
Fitts  E  A-£  c 
Frankle  ft  Tilton— £  c 
Gardella  Joseph— I 
Glover  C  F— £     ^ 
Goodwin  D  M— £ 
Hamlin  F  S-l  I  c 
Hardinsr  A  G — f  1  c 
Hvde  NelUe  J-f 
Kelly  C  0-£^    ^ 
Kimball  Geo  E-£ 
O'Neill  C  J-f  ,„    , 
Martin  George  W— f 
Nealev  Geo  F-l 
Nichols  M  G-£ 
Norwood  G  M— f 
Page  W  H-f 
Rand  F  N-f^    , 
Smith  Fred  R-f 
Veasev  A  O-f 
Watson  F  E-f 

HAYDENVILLE 
Purrington  W-£  1  c 
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HINGHAM 

Buttinier  Ftink   B-1 
CoshJEiB  H  U— ( 
FotieTw'alier  B-( 
Hende»on  G  O-l 
LorioK  E  B~( 


White  Walter  £— (  1  c 


Phipi 


I  E~i  c 


Ruee  Lloyd  E— j  I  c 

HOLYOKE 
AIlTn  E  H— f  c 
OAr  J»mfs  J-!  c 
Clarke  ECi  Co— f  1  c 
Ge«l»iid  H  B— f  1  e 
Cook  A  O-f  1  c 
Comwel]  t   W— c 
CieiD  Jai  E— I  c 
Culhbenson  A— f 
Uowd  ju  J— f  1  c 
Dunn  R  A— f  1  c 
French  A  E— f  1  c 
Gillinc  F  J  &  Son— f 
GoddD  JoKph  D— {  t  < 
Cnirirhild  A  I— f  I  c 
Bok  F  H— t  c 


Scbofield  Geo  A— t 
WithuD  Pied  S-^ 
Woodbury  C  P  &  Co— 


LAWRENCE 
Andnv  Frtnk  H — t  C 
Arttndcl  Edirird  U-l  I 
AoMlii  Geo  U  &  Co — ( 
Bevinaion   Thoi   k    Son 

Brlidkr'^Chu  E  «  H  . 

Burke  U  J- 

Cunpopiuio    

CuttiirMiduel— f 
Evart  Jamsi  B — t 
Hcsid  A   E— i 
Hurley  John  I— I 
Bcqnich  W  M— 1 


Jodd  Dwight  0  k  Ca—t 

Judd  k  Farioas— f  1 
Laackoei  0  G— t 

Koehler  Paul— f 
Keimey  E  J— f  e 

U'Connell  J  H— f  c 


eill  L  A— f  1 


Pomeroy  M   L-l  c 
Potiin  G  k  Son — f  I  c 
Sbea  /  F  Ti—f 
StaniBeld  Thai  k  Son- 
Woods  J  H  &  Co— f 
UOPEDALE 
KaigbM  Wm  W— f  t 
HOPKINTON 
Adams  E  H— f 
Da7  D  V-I 
Mann  &  Smith-f 
Phipps  J  Frauk-f 

HUDSON 
Brigham  L  P— t  1  c 
Coorlmarihe  Henlr — f 
Beardon  N  A— E  1  c 
Rose  Daniel  D—f  ]  c 
Welsh  &  Parker— f  1  c 

HYANNIS 
Benrse   I  C— f 
Chase   E  L— f  1  c 
Cbaae  WtUer— 1 
KeTeney  J— f 
Phinner  T  F— f 
Thachcr  Eben  A  k  Co— 

f  I  c 
Thacher  Frank— f 
Thacher  Frank  G— f  1  e 
INDIAN  ORCHARD 
Gleason  Albm   M— f 
Rimlford  Louis— { 

IPSWICH 
Barker  G  Adrian— f  1  c 
BUke  John  A— f 


«anu  W  S— 1 
Lindnerer  W  B— f 

a  James  T— f  e 
rthy  Euje--  ' 


cCarthy  Eugene  j 
cLanghtia  J  J — ; 
ack  A  E— f 


Mack  A  _     _ 
Uaney  Thomu  A— e 


Morsoa  W  H— f 
MurpbT  Maurice  A — I 
Norwood  John  K  &  Co 

O'Connell    Barry  T-^  0 


Porter  F  L— 1 


SulliTSn  J   J— f 
SulJiian  M  F— 1 
Walab  L  E— I 
Wbitoer  Frank  P— e 
Whitney  Wm  A— f 
>Vi„lD»  F.Sk  to— ( 
Woodbury  k  Daly— f 

LEE 

O'Brien  Ja»— f  I   c 
Gale,  Durani  &  Gate— Ic 
Pease  M  H   A  Co—t 
-      -n  Edward   F— f  I  e 


Munroe  Chas  T-f  c 

LEOMINSTER 
Biacom  Harry  C-f  c 
Colburn  James  &  Co-f 
ConanI  H  1^1 
Gales  J  W-f 
Huioi.  J  A-f 
Hull  J  C-f  c 
Killelea  P  H— f  1  c 
Ceslie  W  H  &  Co— ( 
Perry  F  I^f  I 
Puloam  Wm  A— f  c 
Tyler  J  T  A  Co-f  ]  c 
LTi!  R  I-c 
Venne  J  E  &  Co-f 
LEXINGTON 


Manhall  A    A— f 
Reed   W   W— f 
Taylor  G  W  &  Son-f 
Worthen  Edwin  B— f  )  i 


LOWELL 
Achin  Henry  M— f  c 
Adama  John  F-f 
Boyle  J  H— f 
Broean  Prank  U— f  c 
Brown  J  P— 1  c 
Brown  W  D—f 
Byam  Broa— f 

Campbell  Abel f 

Geu   Frederick— 1  e 
Cbenerert  N  L— 4 
Church  Fred  C— f  I  c 
CoUina  A  Hofan- f  c 
Corey  Milton  R— f  1 
Dickey  Tbomai  1^1  c 
Oodfe  C  P— [ 
Dodge  W  E— f 
Donohuejoaepb  F— f  1 
Dupont  Emett  J— f  e 
Flannifan  D  J — c 
Ptemiat  J  L — f 
Goodell  f  Butler— t 
Gordon  H  C— c 
Green  L  V— 1. 
Guyetle  Walter  E— t 
Marrigso  Geo  M 
Kennedy  S  A— I 
liimball  G  D—f 
Lee  Thomaa  C  k  Co— i 

LiiUeCeld  ft  Co-f  I  c 
Mackeniie  C  S-l 
McNamara  &   Sullivan— 

f  c 
Miller  Henry  k  Son— f  t 
Mullin  J  Eugene— f  c 
Murphy  Dennis  A-[ 
Murphy  Frank  Broira— t 
NorcroBs     k     Lcighton— 

O'Brien  D  J— f  c 
O'Dowd  H  T-f 
I'arthenali  W  A— f  c 
Peabody  Joseph — f  c 
Hedway  C  B— 1 
Robbins  Martin  k  Son— i 
Rusiell  Cvrns  W-' 
Sanborn  Warren 
Sharkey  M  I— f  ' 


F— ( 


SUtterr  E  P  Jr-f  c 

S^l'lane  c'eMge'lI-l 
Tatt  H  C-f  1  c 
Tucke  E  M— f  c 
Trull  W  T— 1 
Whidden  Graham  R— f  . 
Wilder  H  H-f  c 
Wright  Herttert  A— f  c 

LUDLOW 
BImie  Gtoree  A — f 
Burr  Frederkk  L— f 

LYNN 
Atkina  Frank  W— f 
Barry  Wtn  J— f 
Blakely  Alplionao— ( 
Breed  Geo  W  &  Son— t  c 
Breanahan  John  L — f  1  c 


lallahsn 


Connolly  Joh 
Colter  V* 
Cross  Chas  A 


I  Farquhar,  N  orris  k  Black 
^f  1  c 
Goodridge   Chas   5—1   c 
Herbert  Geo  C— f  I  c 
Hickford  A  W  S— f  1  c 
i-lirpins  Geo  C— c 
Hollli  John  H~f  1  e 
Johnsoo  »  Fo.— f  c 
Kenneallr  *  Lima— t  1 
Kilvert  Thoa  I^-f  1  c 
Knight  Thos  B  k  Co— f  c 
I-emmon    Jas   J-f  1  c 
r.on«  John  T— f  1  c 
McCarty  &  Pbelps— f  e 
Maloon  Garenee  B — f  I  c 


>    John    F-r 


MALDEV 


"ockfey  H  A-f  c 

Chi^eVH-""*^"' 

Cote^i?{i^U 
Uamon  Alex  D— e 
Da^norl   WE*. 


Pagnet   ^..ment 
^eck  C  A— 1  1 
P«er«)n  F  E-f 
Preicott  C  R  k  Son— I 
Siwyer  Conrad-f 

Floyd«r^J!iJ-"^« 
Mnaon  Wj-fc 
Willnonton  G  E— f  e 


^|MA8B^EHEAD 
Haiha«a"'    Gardner     R- 
Slee^Cbas  A-f  1  c 
Trefc,  Wm   D^f 

MARLBOROUGH 

Burke  Thos  S-f  1 

pooahoe  J  H-f  I'^c 
Evani  E  A-f  c 
Fay  Heman  S-l 
Frye  L  M  &  Co-f  1  c 
Holyoke  &  Rusaell— f  | 
Hurley  James  M-f  I  c 
La  Planle  G  J-f 
I-oweli  H  N-i 
McCarthy  &  Regan-f  I 
Mildon  P  R  S-l  e 
Milchel!  John  F-[  c 
Nourse  C  W-f  1 
Otlerion  J  F  J— c 
Richards  A  C— I 
Temple   Winfield-f  c 
Wheeler    Uwii   A-(  c 
Williams  C  E-f  1  c 


B-flti 

MASS.— Con. 

MAYNARD 
CodEhUn  Arthur  J — I 
King  John  C— f 
Walker  A  E— f  c 

MED  FIELD 

Barllelt  Mri  A  H— ( 
Rvsn  W  C-f  1  = 
Wheeler  L  W-f  c 


G.«n  Geo  \\-f  c 
Morriion  Ja»— ! 
Ubcr  jo»  E— f  _ 
ObH  Wm  E— f 
P«et.  Ed™-  M-f  1  ! 
Pierce  E  G— *  I  c 
Piefce  M  W— 1  1  c 
Seville  F  E— 1  c     _ 

Wide  J  F-^ 
WellinBlon  Geo  A— (  1  « 
WUbet  N   E— f 
Wllmot  Alfred  G— I  e 


MELROSE 
Baker  Geo  D— f  1 
Bonart  Louis  J — ■  c 
Briry  W  S— r  c 
Dnrte  Geo  W— f  1  < 
BDrrell  W  A— I 
Collan 
Dearlx 

mUi  C'W— f" 

Everett  F  E— i 
Farmworth  M  h—l 
Folu>m  W  N— f  1  c 
Hatch  Fred  I^f 
Hatch  John  C— f  1  c 
Hill  C  F— (  1  c 
Id*  C  M— 1 
Tohnaon  Henry  E^l  e 
Kilfore  R  R— f 
Larral«c  John— [ 
Lueer  Daniel  I— f  *= 
HcCoT  Geo  M  &  Son»— 


INSURANCE    AGENTS— MASS  AC  HUSETIS. 

MIDDLEBOROUGH 
Iden  I  F— f 
^als  W  ^-^ 

"  "    '  Shi7B  H"w"jr^r 

Thorpe  K  E— f 

Wrajs  Samuel  H-l 

Maddinn'li  L— f  I  c 
■    d  Annie  M— * 

Miu  Elizabeth 

Kyder  Charlea— f 
■— '--  T  M— f 

a  D  D— (  I  c 

i.lli.an  J  V— f 

eilon  &  Thom».-(  c 

■       ■    ~  :— f  I 


MILFOBD 
Binby  Frank  A— I 
Cunnifl  J  H— I 
Daniel  Aenry  A— f  c 
Uoane  Paul— I 
Hayden  Lewis— i  1  c 
Haynei  G — 1 
HickcT  Joaepb   P— I  1  c 
Minn  K  E  &  Co— t  c 
MorrihT  T— I 
Morra)  Jamei  Ji^f 
SpauIAng  I  K— f 
Walker  «  Co— f  1  e 

HILLBURY 
laaaidy   Ed— 1 
Roberta    &     Undergravei 

Tebeau  Wm  H— f  1 

MILTON 
Amea  S  B— f  I  c 
Biabop  W  C— f 
BoUel  F  C— I 
Kradlee  J  W— f 
Breck  Ins  Agency — t 
Burke  Cba  &-(l  c 
Draper  J  S— f 
Ellswotih   A  J-t  1  c 
Harlow  W  N— f  c 
Monroe  M  D— 1  c 
[■arsons  W  D— f 
Waitt  Chai  G-1  c 

Wood  w-r 

M0N50N 
Hall  F— I 
Faulkner  &  Moran— f  I  ■ 


Madden  John  H— f  e 
Nowell  TT—I 
Reed  Cbas  F— f  1 
Senll  Albert  W— I 
Spear  F  R— f  c 
SweM  &  Loreioy — f  t 
Upham  F  R— f 
Woodland  Geo  W  ft  Co 


Kilgoie  R  D— f 
NoweU  ;  T— f 
Woodland  Geo  W— f  c 

MERRIMACK 
Heath  aifton  B— f  e 
Merrimack  In*  Agency 

t  c 
Rand  F  N— f 


NANTUCKET 
Brock   Albert  C— f  1  ■ 
Caih    S   C— c 
Crowley  C  H— c 
Dawson    A— I 
Ramsdell  M  t^l 
Smith   H   P— c 
Tobey  H  A— f 
Window   A   T— f  I 

NATICK 
urieid  O  H  ft  Co— f  I  c 

.raigjibn  H— f  I  r 

Fam-ell  &  Son  E-f  1  c 

•'isk  Thomas— 1 
Foibuth  G*T  le  T— f 
ilcGrath  Michael  F— f 
Vhilney  H  H— (  1  c 

Yeager  F  E— f  c 

NEEDHAM 
Bowers  E  H— f 
Cook   John  D-f  c 
Eaton  Alger  E— f 
Hollis   Stanley  M— f 
Kittredge   F  S—S 


Haiard  A  B— f  1 
Hughes  &   Garland— f 
Humphreys  W  T— I  c 
Lunt  lere  B— ( 
Merdil  *  Weniell-t  1  e 


I  Bamea  E  F— i 
'  Bennett  R— f 
I  Edrnand.     W'il.y 


French  J 
Fuller  J 


W— f 
,  C— f 
.   W  H— f 

Idge  Mark  t 


Holbrook  Cha*  S—i 
Hyde  F  C— f 
I  Murdoek  F— f 
I  O'Connor  F  A— f 
Potter  John  A  — f 
Robinson  T  H— f 
Roger!  C  F— f 
Rome  a  Portei — (  c 
Turner  ft  Williams— f 
WillUmt  H  Sinclair- 
Wright  Jo.  A— I 
young  Wm  B— I 


EWTONVILLE 
Breeden  George — ( 
FuBer  J  C— (  e 
Rumery  Edwd  M-f  c 
Turner  JiAn  B— f  c 

NORTH   ADAMS 
iraard  Edwin— f 
iircb  Wm  U—f  1 
^Ailina  William  S— I 
De   Falco  Frank— I  c 


r   k   Co— 1 

Miller  George  F— 
O-Heam    Brothers 


NORTH     ATTLEBORU 


Parker  AT*  Co— f  I  c 


Potter  &   Bigelow— f  1 
Rice  C  H-f 
Sargent   Geo    F— f    c 


NORTH  BROOKFIELD 
Howard   M   P— f   1   c 
Smith  Frank  A  ft   Son— 
f  1  e 

NORTH    EASTOX 
Clementa  W  H-l 
Howard  W  H-f  1  e 

NORTHAMPTON 
Barrett  ft  O'Brien — I  1  c 
Seals  Ceo  I^-t  I 
Cochran  Wm   U  ft  Co- 


Manning  J  C— f 
Maria  I  F— f 
Noble  ItoBcoe  K— f  I 
O-DonneB  T  H— I  1 
Pierce  C  H— *  1  e 
Walker  Oliser    ft    Sot 

ft  e 
Woodward  F  T— t  I  e 


NORWOOD 
Callahan  John  F— T 
Gar  Harold  W—f  I 
Morrill  F  A— (  1  c 

OAK  BLUFFS 
Eldridge  ft  While— I 
Sanfori  W  E-t 
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ORANGE 
Anwa  H  5— f  e 
Connd  W   P— I 
CnMbr  R  l>-c 
Dahlin   E  W— 1 


NeiUDn  I«nel — f  1  c 
Reed    S   A— I 
Thnnberg  Fruili— I 
UpUin  A  A-^  c 


Cmmniii^  R  & — f  I 
Eiekid   Geo— 1  c 
Fltcb   A  E— (  1  c 
Henji  S  H— (  1  c 


Porter  E  ]—i  I 
Smith   R  E-f  1  c 
Spaalding    Ceo    E/—t 
Stone  Chu  E— f  e 
TajW  Frink— f 
Wood*  P  J— f  c 


Hwshall  Unrlaii- 

PITTSFIELD 
ButioB  J  t-l 
BiiiiKiaan  E,  H—l  ] 
BocHnglum  C  H~f  c 
Bnrbanlc  C  A— f  I  c 
Caia   Edwird— I— 
Calvin  A  E— c 
Cheenn  Wm-I 
Cook  C  C  &  Son-f  I  c 
Cooler  F  A-f  I  c 
Ciaig  J  W-c 
Gale,   CnriDt    &    Gale- 

I  c 
Gardener  W  R  «  Co-f 
GwinDcll   Frsnk   W-1 
Learned  Geo — c 


MiJl.  C  A-I 
Nunmons  Thai  M- 
Xoolm  ft  Enright— 1 
O-Herron  S  j-f  c 


Paiker  ft   Shmi 


;  John 


.f  !   i 

_    f  1 

ead  F  F  ft  Son-{  c 
Mnderg  H  P-f  1  c 
Shaffer  Ind«m  H— f 
Sloper  C  W  *  Son*— I  i 
Ste»«noii  ft  Co— f  1  c 
Rtone  John  B-1 
Tolman  Ed»— 1 
Trawr  Hmrr  Ji^f  I  c 
Wood  A  H-c 


Burnett    Mr_  t 
Corej  Bnrt  H — t 
Dari*  Chai  S— f  I  e 
eidrcdse  W  T— f 
Foiatmcrer  V  H — t 
Harlow    A  Warren— f 

e'k"'"  '^>^-;'  =  . 
orriiaey  Herbert— f 
Peteravn  Geo  C — I  I  c 
Stoddwd  »  Talbot— f 
Wamouii  Edward  C— f 


PROVINCETOWN 
Cook  John— f 
Law  Looia  S— t 


Yoimg  WillUm  H— i  c 

QUINCY 
Adanu  W  W— f 
Brooia  Geo  H  A  Co—!  i 
Burke  J  F— f  1 
Biuke  W  E— f 
Caiej  T  t-*  I 
Chase   R  D— f 
Field  Geo  H— f  1  e 
H»rdwick  John  A  Co— t 
Hunt  John  T 
Kiocaide  H  L 
O'Hara  F  — f 
Ohier  A  G— f  I 
Pinkham  Herbert  W— I 
Ricker  Ehner  F — ( 
SDllinn  H  T— 1 
Teudalc  W  H— (  1 

RANDOLPH 
French  H  W— f  1  e 
Leahy  Joaeph  T — f  I  c 
Power.  C  R— 1  c 


Berle  S  P-1 
Bouoa  Harrjr  P — I  c 
Bmgeac  &  Allen — I 
Flih  W  H— I  c 
Hotrocks    George    E— fi 
Kingman    A   Davia—f 
Kingman  Wm  H— f  1  c 
PrentiM  A  Viall— f  c 
Roberti  Arthur  E— f  c 
WLghtnan  W  H  Co— f 

REVERE 
AlUn*  Geo  F—f 
Better  Andrew  L— f  c 
Boddington  John  H — t 


Lawrence  Frank  D— ( 
McLaaghUn   John  J—1 
Noera  E  I^  1  c 
Pendergait  C  H  A  Co— 


ROCKLAND 
Bmto  Wm— 1 
Howland  C  W   A  Se 


ROCKPORT 

Blatchford  Wm  O— f  c 
Cleave*  C  H— f  I  e 
Dodge  C  P— c 


Stiople  G  E— I  f  c 

SALEM 
Allen  Geo  Ir-f  e 
Appleton  ft  Nocton — f  o 
AuMin  ETcrett  E — 1 
Biflty  I  A— (  1  c 
^lej  Edirin  U— {  1  e 
Briaboii  Emll  F—f  1 
Brotdbeid  Frew  W— 1 1  c 
Carman  K—t  c 
Chandler  L  C— t  e 


Donovan  D  J — f 
Fanaiog  A  Simon — i  i  c 
Felton  W  S  A  Co— f  1  e 
Fleming  Chaa  H^ 
Fotd  Arthur  S— f 


Huborae  H  G— 1 
Haj  Edw  W— f  1 
Harton  W  A-f 
Hugbei  W  P  A  Co— f  1 


FohnK 
Locke 


Odell    Chaa   H    A    Co— f     1 


Chaffee  E  F—f 


Cjiighlan    ChM  P— f  « 


r«ne   F   A— f 
i[.l..iTii    l    D-rWitt—f 

:;::'."  IJr' 

-jynolds  B  H— f 
Revnold.  J  F—f 
Robertaon  C  &— t 
Saben  E  E— f  I 


WUITaml  S  A  C  H— 


SAUGUS 
Belcher  W   F—f  c 
Chaae  H  E— f 
Clucaa  Heorr  Jr — 1  c 
Sloan  F  B— f  c 
Sparks  H   P— I 
Swoger  J_W  Jr— f  1  e 
Turner  H  T— f 

SCITUATE 
Aintlie  J  R~.|  I 
Bailer  Frederic  T— f 
Coleman  Mose*  R— f 
Poole  Chu  H. 
Richardson  W 

SHARON 
Burhank  F  E— f 
Burke  A  W  i  Co— f  1  c 


f  1 


Cnanaugfa  J  P— f 
Chapman  D  J— f 
Coonoto  j  J— f 
Creed  O  W— f  c 
Derer  M  P— f  e 
Derine  John  A-f 
Finnegan  Hair  E — 1 1  c 
Gibbona  Jfa  B— f 
Hopkini  E  t^f  c 

lacfcion  Thoa  A^f 


Wickwire  T  C  &  Co-t 

SHERBURNE     FALLS 
Hawki  C  W  A  Co— f  < 
Hoyt   H  G— 1  c 
Manning  J  F—f  t 
Short  Chai  I^-c 

SOMERSET 

Hood  AHA  Co— f  c 

SOMERVILLE 


itchell  H  C— f 


fal,hjame.  l-'ASon- 


SOUTH    BRAINTREE 

a  C   B— f  1  c 

Hannaford  C  S— f 
Hobait  C  H  &  Son— f  c 
Sampion  Geo  E— f  1  c 

SOUTHBRIDGE 
amham  R  M— I  e 
_  uroaiers  E  D— f  c 
Gatineau  O  F  A  Co— t  c 
Marcy  Morri*  H — f  1  c 
O'Shaughaesaer    M    P— 


SO.    FRaMINGHAM 
Adama  C  S  A  Co— f 
Caiwell  H  E— I 
ClarkB  W  E  A  Son— £  c 
Conndl  lohn  J— I 
Eagan  MichaeF-f  1 
MondT  j  E-f  1  c 
Trowbridge  A  S — f 
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MASS.— Con 

SOUTH    HADLEY 

Cooke  A  D— 1 
Gridley  C  A—f  c 
Haas  Peter  H—  1 

SOUTH    HADLEY 
FALLS 

Brainerd  F  A — f  c 
Bushee  Miss  C  F— f 
Cooke  A  £>— 1 

SOUTH    HANOVER 
Parkinson  Frank  I— f 

SPENCER 

Allen  Cbas  H— f  c 
CoUett   Frank— f 
Cutler  Edward  P— f  1  c 
Howland  E  Harris— f  1  c 

SPRINGFIELD 

Alderman  Howard  F — I 
Alstrom   H   S— f 
Barber  Wm — 1  c 
Barton  W  I— f 
Bassett  Miss  L  L— 1 
Bourne  F  W— 1 
Brainard  N  A—f  1  c 
Braffg  B  I^-f  1  c 
Bridgman   Donald  W— 1 
BrinkerhofF  F  C— f  1  c 
Browfi  &  Brown— f 
Burt  C  A—f  1  c 
Carroll  A  J— 1  c 
Case  W  W—\ 
Chapin  F  P— f 
Chaplin  &  Chaplin— f 
Cheney  R  H  &  R  W— 1 
CUrk  H  M— f  1 
Clune  J  H— f  1 
Cone  &  Sherwood — ^f  1  c 
Cowles  A  B— f  1  c 
Cowles  Clinton  W — f  1 
Cowles  R  M— f  I  c 
Crane  J  W  &  Co— f 
Daniels  T   O— 1 
Davis  W  I— £  c 
Des  Champs  A  N — ^i 
Dexter  E  J — £  c 
Dexter  W  H— £ 
Draper  W  P— 1 
Ehrlich  Hyman — f 
Ezekiel  &  Dexter- f 
Foss  &  Rollins— f 
Francis  Wm  H— c 
Franklin  Albert  B  Jr— 1 
Fuller  A  W— 1 
Fuller  F  W— 1 
Gilmore  &  Goldthwaite— 

f   1  c 
Gleason  A  M — f  1 
Goldstein  S  J— f 
Goodenough  W  P  Jr— f 
Gorden  Jacob  A—f 
Hannan   Franci»— 1   c 
Hawley   R   F— f 
Healy  C  H— 1 
Hen  nick  L  A— I 
Hill   Geo   A—f 
Hinkley  Fred  L— 1 
Holt  C  T— 1 
Huie  H  E— f 
Hutchinson  T  C— 1 
Tewett  Cbas  J— f 
Johnson  Sam'l  J — 1 
Judd  &   Parsons — f  c 
Kelly  J  E  &  Son— f  c 
Kinney  Frank  M— f  1  c 
Lyman  A  L— f  1  c 
Marsh  H  D— f  c 
Meacham  L  E  &  Co— f  c 
Monroe  C  D — 1  c 
Mulbem  Wm— c 
Murphy,  Walker  &  Co— 

f  1  c 
Norton  A  J— 1    .     .     , . 
Oppenheim  &  Field- flc 
Owens  Frank  J — ^l 
Parker  F  C— f 


Pynchon  Jas  H — f 
Ransehousen  Edw  B — 1 
Ransehousen  H  H — f  1  c 
Reed  &  Kaynor — f  1  c 
Reid  James  W— 1 
Rebnington    Harold    K^ 

1  c 
Remkus  Gustavus — ^f  1  c 
Richards   &    Allis— 1 
Richards  C  L — 1 
Roberts  A  O  &  Co— f 
Schuyler  A — 1 
Sherburne    Nelson — f 
Sheridan  T  J— f 
Spicer  E  F— 1 
Stearns  Bros — ^f  t  c 
Stedman  F  C — I  c 
Sticieney  Cbas  E  &  Co— 

f  1  c 
Stilmar  L  H— 1 
Towne  E  J— 1 
Trask  Sam'l  H— I  c 
Trombley  Theo  E — I 
Waldron  H   S— 1  c 
Walsh  Thos  P— f  c 
Warriner  S  C— f  c 
Warriner  W  S— f  c 
Webster  H  G— f 
Williams  N  H— 1 
Winter  Dwight— f 
Withington  R  P— 1 
Wolcott  G  W— f 
Woodal  J  S  &  Co— f  c 
Woodbury  J   D— 1 
Worthen  Ernest  N — 1 
Yarrell  Geo  R-f 

STOCKB  RIDGE 

Evans  C  E— f 
Fenn  D  B  &  Bro— f 
Flynn   M— 1 
Lovett  G  W— I 
Wilcox  E  C— f 

STONEHAM 

Blodcett  Leon  F— c 
Chapman  Elmer  B  B— f 
Copeland  H  G— f 
Frazier  Ernest  S— 1 
Gilmore,  Onslow  ft  Co — 

f  e 
Hill  S  A—f 
Jones  Jas  A  &  Co— I 
Moran  E  J— f 
Russell  &  Fairfield— f  c 
Watmough  J  W— f  c 
WiUiams  Arthur  H— f 

STOUGHTON 

Blake  Ralph  S— f  1  c 
Britton  Henry  W — f  1  c 
Britton  &  Blake — ^f  1  c 
Curtis  Genie  W— f 
Deardon  John — 1 
Ford  E  W— f  c 
Rogers  John  J — f 
Wentworth  Geo  O— f  1 

SUTTON 

Batcheller  Henry  C  ft  Co 

— f 
Lowe  Charles  E — f 

SWAMPSCOTT 

Gilbert  Geo  A  L 
Porter  M   D— f 
Smart  S— f  1  c 

TAUNTON 

Arden  Thos  H — ^1 
Austin  J  Lewis— 1 
Boardman  F  A — f  1 
Bullard  F  A—f 
Claffy  Jas  T— f  1  c 
Conaty  F  P— 1 
Couch  L  C— f  1  c 
Dean  J  Randall— 1 
Dorgan  J  C— f  1  c 
Rarl  C  H  ft  Co— I 
Eldridgc  J  H  &  Co-f  1  c 


Gabriel  S  L— f  1  c 
George  H  W— f  c 
Hammond  Morse  ft  Co 

— f  1  c 
Harlow  R  A— 1  c 
Jackson  E  T  ft  Co— f  I  c 
Leonard  M  B — f  1  c 
Reichenberg  G  W— 1 
Kichardson   W   £>— f  1  c 
Sproat  A  B — f 
Tallman  J  R— f  1  c 
Temple  £  H— 1 
Walker  G  L— f  I  c 
Williams  G  W  ft  Co— f  1 

TEMPLETON 

Fletcher  C  A—f  1  c 
Speare  C  C— f  I  c 

TEWKSBURY 

Danielson  S  M— c 
Fairgjrieve  Arthur  J — f 
Fleming  J  L — f 

TURNER'S    FALLS 

Gilmore  W  H  P  ft  Co— 

f  1  c 
Koonz  Frank— 1 
Moltenberg    George — ^1 
Rist  ft  Batten— f  I  c 

UXBRIDGE 

Brady  Francis  P— f  1 
Hobbs  Geo  T— f  1  c 
Kelley  Joseph  J — f  c 
Ledbury  Mrs  Adelaide — ^1 
Lewis  Walter  H— 1 
Pamell  ft  Seagrave — i  c 
Taft  Sara  Miss— f 

WAKEFIELD 

Bancroft  Clinton  L — f  I  c 
Butler  Wm  H— f 
Collins  Chester — ^f  1 
Driver  Geo  H  S— f  c 
Duffill  A  &-f 
Gordon  Lewis  J — f  1  e 
llaruhorne  Charles  F  ft 

Son— f  1  c 
Hickey  William  A—f  1  c 
Kelly  E  B— f  1  c 
Merrill  R  A—f  c 
Perkins  Albert  R— f  c 
Pope  Charles  H— f 
Ryland  F  J— f 
Savage  H  H— f 
Scovni  G  H— f 
Smith  G  H— f  c 
Southworth  P  H— f  I  c 
Sparks  H— 1 

WALPOLE 

Maguire  T  F— f 
Mahoney  P  H— f 
Morrill  Frank  A—f  1  c 
Whiting  Harry  A—f  c 
Willett  Albert  D— f  1 
Wilson  Robert— f 

WALTHAM 

Bergin  Michael — ^f 
Carter  Geo — f 
Dennen  Hollis  E — f  c 
Dutton  Wallace— f  1  c 
Kilmer  Wm  E— 1 
Leslie  Geo  F— f 
Perkins  D  E— f 
Powers  L  W— f 
Reade  Charles  L— f  1 
Robinson  J  F  ft  F  J— f  c 
SewaU  Cbas  W— f 
Vilcs  D  F— f  1  c 
Walker  Edward  A—f  1  c 

WARE 

Coney  Henry  C — ^f  1  c 
Davis  Henry  C— f  1  c 
Dillon  Gtorgt  W— f  1 
DosUlaire  Eugene— 1 


Lincoln  Bros — f 
Lincoln  J  Gardner— c 
Reniere  Alphonsc  E— c 
Riendeau  &  Reniere— f 
Riendeau  Joseph  A — 1 
St  Onge  fiormidas — ^f  c 
Schoonmaker  T  H — ^f 
Storrs  Bros — ^t  c 

WAREHAM 

Delano  R  T— 1 
Eldridge  J  L— f 
Hennessey  John  E — f  c 
Ryder  C  E— f  c 
Ryder  T  M— f  c 

WARREN 

Blair  Cari  M— c 
Hatherway  D  A — 1 
Hitchcock  D  G— f  c 
Hoe  D  C— c 
Lincoln  W  ft  Co— f 
Oppenheimer,      Field     ft 

Hastinaa— f 
Rycroft  G  E— £ 

WATERTOWN 

Critchett  F  E— f  1  c 
FarweU  Wm  B— f 
Hawes  Andrew    f  1 
McGianiBn  B  Faj^-i 
McGuire  ft  Socbe— f 
Paine  Richard  H — f  c 
Stone  Edwin  L — f  1  c 

WAVERLEY 

Kelsey  E  W-f  c 
Scott  C  S— f  1  c 
Whiting  Thos  H— I 

WEBSTER 

Cusidy  W  H— € 
Clark  C  M  ft  Co— <  1  c 
Connolly  J  J— I 
H« 


Dupre 
Fitxpatrick  P  H — I 
Goulding  W  S— I 
Greeley  A  R— c 
Hughes  E  H— 1 
Hufthes  Geo  H— 1 
Jomn  ft  Da 


kelley  P  J- 

Leboeuf  TeIcspkof« — f 
Lincoln  Beajamiii  Lr—c 
Moreaa  Moacs    c 
Morse  Joseph  A— 1 
Prout   Patrick— f  1  c 
Steinberg  H  H— f  c 
Upham  Lcroy  J— f 

WELLESLEY 

Cole  &  Smith— f 
Johnson  Fred  O — f  c 
Smith  George  X— f 

WESTBORO 

Britton  J  W— f 
Chamberiain  W  E— f  I 
Fairbanks  John  W— f  c 

WESTFIELD 

Alderman   F  W   ft 

f  I  c 
AUcn  S  A  ft  Son— f  I  c 
Bartlett  Ray  Lr-€  c 
Burke  F  W— f 
aark  I  H— f  c 
Cook  A  J— f  c 
Green  A  E  ft  Co—*  c 
lies  C  1— 1 
Karr  Wallace  V— € 
Lyman  Wm  F  ft  Son — f  c 
Marcoulin  W  P-€ 
Meacham  W  P  ft  Soe— I 
Noble  Wm  H— € 
Rich  F  A— I 
Sabol   Stephen — i 
Searic  F  P— f  c 
Tubbs  R  J— f 
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WESTFORD 
Eetdier  S  H— f  c 

WEST  NEWTON 

Barbour  &  Travi*— f  1  c 
Bennett  Robert — ^f 
Buntin  Richard  W— 1 
Barrill  Cha»-£  1 
Hatfield  &  Hosmer— f 
Hinckley  &  Wood*— f  c 
Rand  W  H— f 

W.  SPRINGFIELD 

Brinkerhoff     Frank     C— 

f  Ic 
Chandler  W  B— f 
Cone  C  B— f  1 
HiU  George  A— f 
Reilly  Michael  T^f  c 
Schnuck  H  E-1 
Sherburne  Nelaon — ^f  I  c 
Smith  Clarence  E — f 

WEYMOUTH 

Barnes  &  Co  A  E—f  1  c 
Burrell  Ralph   P— £  c 
aubbttde    Chas    H    Jr— 

f  c 
Cook  L  A  Jr— f  1  c 
Garey  M  P— f  1  c 
Jordan  A  S  &  Co — ^f  c 
Noosan  Thoa  H — f  1 
Perry  H   F— f  c 
Tirrell  H  A— f  1  c 
Worster  Rusaell  B— f  c 

WHITINSVILLE 

Carr  S   A— 1 
Daion  J  F-^ 
McGlinn  F  P— f 
McGuinness  James  F — i 
Monroe  A  D-— f 
Parkis   C   F—f 
Pamell  &  Seagrove — £ 
Sproat  Robt  J— f 

WHITMAN 

Allen  Chas  F  &  Co— £  c 
Beale  G  S— c 
Booney  Maria  L — ^1 
Cole  Arthur  T— £  1  c 
Edson  Chas  H--c 


Freeman  H  C— £  1 
Howland,    Nash   &    Co— 

£]c 
Keanelly  T  F— 1 
Kirby  James  T— 1  c 
Nash  C  W— c 
Sharp  Fred  E— f  c 
Soule  Geo  D  &  Son— £  1  c 
Soule  H  D— 1 
Stanley  Harry — ^£ 
Whiting  A  T-c 

.  WILLIAMSTOWN 

Monahan  M  L — ^£  1  c 
Prindle  S  I— 1  c 
Smith   C  M— £ 
Tavelli   Joseph— £    . 
Tcnney  S  G — ^£  1  c 
Waterman  G  B — f  1 

WINCHENDON 

Dronin  Oscar — ^1 
Greenwood   S  A   ft  Son 

— f  1  c 
Hayward  H  W— £  c 
Lamb  Amos  S— I  1  c 
Merrill  Chas  A— 4  1  c 
Nolan  Fred  W— 1 
Whitcomb  Harold  R— 1 
Whitney  Alfred  H— f 

WINCHESTER 

Apsey  Geo  W— £  1  c 
Barker  Edward  S-^I 
Fish  C  Ep-1 
Flanders  W  F— £ 
Hatch  E  W— £ 
Knapo  Mrs  N  A— £ 
Larraoee  H  I^— £  1  c 
MUler  C  C— 1 
Mills  A  H— f 
Robinson  Edwin  &  Co — i 

1  c 
Rowe  Frank  E— £  1  c 
Woods  G  A— f  c 
Wooster  F  V— f  1  c 

WOBURN 

Aldrich  Raymond  W— £ 
Blake  W  J— £ 
Carey  Daniel  D — £ 
Deland  J  F—f 


g 


Dolan  T  H— £ 
Furbush  Levi — £ 
Goddard  S  B  &  Son— f  1  c 
HiU   W   W— 1 
McDonough  C  A — 1 
Magnire  W  F— £ 
Maffuire  J  G — £ 
McSwecney  B — £ 
Preble  H  A— £ 

jueenin  J  J — {  1 

ampson  Sewel  D  &  Co 

Silver  Elmer  Er-£  1  c 
Wilcox  Walker  H— f 

WORCESTER 

Arnold  Otis  D— 1 
Bailey  L  V— 1 
Barrett  ft  Snow— 1 
Bcane  F  A— 1 
Beauregard  Julius— £  c 
Berg  G  A— £ 
Bouchard  Eli— 1 
Brown  ft  Rainor— 1 
Brown  Edwin  E— £  c 
Bullock  R  H— £  c 
Bumham  Brothers — f  c 
Butler  J  Freeland— c 
Crowell,  Mcpherson  ft 

Co— £  c 
Cummings  Herbert  R — Ic 
Curtis  J  Harvey— £  1  c 
Dodge  Chester— 1 
Duprey  &  Stoddard— £  c 
Dustan   Dana  M— 1 
Fcrre  James   F— I 
Gaines  O  W— 1 
Garbutt  Brothers — f  c 
Gay  D  F— 1 
Goddard  F  H— 1  c 
Grant  Chas  E— £  c 
Greene  ft  Bates— £  c 
Greene  C  E— 1 
Greene  H  J— f  1  c 
Hardv  A  Colby— £ 
Harrfngtoo  N  A— £ 
Hogg   Wm  James — ^I 
Isenberg  A  G — £  1  c« 
Isenberg  David  B — ^f  1  c 
Johnson  Ludwig— 1 
Kilgore  John  M — 1 
Knickerbocker  H  S  ft 

Co— c 


Lancaster  Geo  Y— 1  c 
Leidy.  Coc  &  Co— £  1  c 
Ludlow   William  C— 1 
Lyman   E  B — 1  c 
Lytle  Fred— c 
McAlUster  H   P*-£  1  c 
MacDuff  Daniel  ft  Sons 

—1 
MacGowan  ft  McGowan 

—I 
Marsh  C  Arthur-^  c 
Marshall  Daniel  J— £ 
Mooney  NT  &  Co— f  c 
Monroe  A  C  &  Ingraham 

— f  c 
Murphy  John  P— 1 
Murphy  Wm  J  B— £  c 
Nahigian  M  S  T— 1  c 
Neiss  Louis  H— 1 
Nichols  C  L  Jr— £ 
O'Connell  ft  O'Connell— 

£  c 
O'Connell   Real  Estate 

Co-£ 
Oflfner  J  Er-£ 
Reidy  Coe  &  Co — £  1  c 
Rourke  Daniel  F— I  c 
Russell  John  T— 1 
Sagar  Charles  H— 1 
Sawyer  Samuel  W— 1 
Shea  Forest— 1 
Smith  Walter  E— 1 
Spcrry  Homer  G— 1 
Stark  Wm  N-1 
Sullivan  James  C— 1 
Tatman  ft  Park-4  c 
Thompson  George — ! 
Thurston  ft  Thurston— 

£c 
Townsend  ft  Crerie^l 
Townsend  C  E— 1 
Wells  Ray  I>-£  c 
White  A  Avery-^  c 
Whittemore  Frank— £  1  c 

WRENTHAM 

Gilmore  F  E— f  1 
Pond  C  W— f  1  c 

YARMOUTHPORT 
Ckirk  John  H— £ 
Howes  J  E — £ 
Swift  Fred  C-£ 
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ADDISON 

Oereland  F  B— £ 
Kfin  F  B— f 

ADRIAN 


Alexander  Wm 
Angel  AHce— f  c 
Ash  F  E^£  1  c 
Ayrea  Geo  W — £  c 
Baker  James  H— < 
Baldwin   Clark  E— c 
Bauer  F  B— f 
Beal  S  R— £  c 
Bean  Lriand — c 
Bennett  A— f 
Billings  ft  Thompson — ^f 
Cantnck  Frank— c 
Carr  Chas  H— £ 
Clark  E   B— £ 
Clark  H  R— £  c 
Cleveland  E   F— £ 
Cochran    Lydia  M— £ 
Cole  H  M— f 
Grace  Jos  M— £  1 
Green  ft  Hodge — i 
Hart  H  V  C— 1 
Hoisington  M  H— £ 
Hough  F  J  ft  Son— f  c 
HoweU  W  F— £  c 
Hughes  F  L— 1 
Jcwctt  Henry  R — £  c 


Kaiser  R  A— £ 
Kennedy  Frank — c 
King  W  F— c 
Lowe  J  K— 1 
Marshall  W  Hal— 1 
Mellow  Joseph   W— c 
Michael  Joseph — £ 
Neu£er  &  Nopper — £ 
Nolan  James  F — 1 
Palmer  C  B — 1 
Pierce    Frank   W— 1 
Robertson  Chas  L— c 
Robertson    Thos — £ 
Rood   R   M— 1 
Savage  F  N— £ 
Smallshaw  Thos   M— < 
Smith  E  F— £ 
Smith  E  N— £ 
Smith  W  C— 1 
Tobias  B  E— 1 
Tobias   &  Watts— f  1 
Treat  A   B— £ 
Wagner  Louis  A — I 
Wafby  H    B— 1 
White  M  O— 1 
Whitney    Chas— £ 
Winne  E  J— £ 

ALBION 

Austin  Raymond — ^£ 
Conklin    C— £ 


Culver  F  W— £ 
Davis  Mrs  R— £ 
Dean  Geo  E— £    1 
Eslow  J  C  &   Son— £ 
Gildart  Wm  B— £ 
Hyney    Scth — £ 
Kcndrick  J  S— £ 
Labertraux  F — f 
Lane   C  B — f 
Leonard  O  A — f  1  c 
Leonard  &  Noyes — f 
McCutcheon  A  L — £  c 
Noyes  W  R— f 
Ross   B    E — £ 
Shcpard  M   O— f 
Smith  J   Clifford— f  1 
Warren  L   S — £ 
Watson  W  M— £ 
Weeks  M   D— £ 
Wright   P   D— £ 

ALGONAC 

Ihnken  John  H — £ 
Neal   Henry  A — £  c 
Robertson  John  M — f  c 

ALLEGAN 

Bom  C  M — £  1  c 
Bouch  Pearl— £ 
Flannagan  O  S — 1 


Hicks  G  I>— £ 
Lc  Isle  Fran* — 1 
Montague  I  C — f 
Root   L   C— £ 
Stanley  H  E— £ 
Stein  John  C — f 
Town  P  E— £ 
Updyke  T  S— £  c 
Williams  H  F— £ 


ALMA 

Blakely  Jasper — 1 
Carl   George  H — f 
Crcaser  P  W— £ 
Fuller   Jesse    E— 1 
Pettyjohn    Charles   E — 1 
Rowland  &  Johnson — £ 
Sharrar  &   Moore — f  c 
Spinney  J  D — £ 

ALPENA 

Blackburn  ft  Co— £  1  c 
Hitchcock  &  Collins— £  c 
Kanieck  Tony— 1 
Orcutt  &  Bishop — £  c 
Potter  Fred  N  &  Co— f  c 
Warner  S  A  L — £  c 
Wents   Arthur— c 
Young  D — 1 


B-lOO 


INSURANCE  AGENTS-MICHIGAN. 


MICH.—Con. 

ANN  ARBOR 

Ann  Arbor   Realty  Co— 

f  c 
Armstrong  Frances  D— f 
Armstrong    Herbert    D— 

f  Ic 
Bacher  Harry — 1 
Baumgardner  John — f 
Benham  Agnes  Mrs  J— c 
Brooks  Chas  L— f  c 
Butler  W  H— f  c 
Butte  Brent— 1 
Clark  W  A— £ 
Cole  &  Huss— f  c 
Crawford    Ralph  O — f 
Davidson   F  J— 1 
Fischer  Geo  H— £ 
Frost  Homer   F — £  c 
Gauntlet  Jos — c 
Golden  Douglas — f 
Haab  Otto— £ 
Haarer  &  Son — f  c 
Hamilton  Miss  M   L — f 
Haslreiter   Geo   A — £ 
Hawxhurst  Wilbur  F— £ 
Herbst  H  H— f 
Hudd^  Florence    M — £ 
Hudgins   James  A — ^1 
King  Zina  P— £  c 
Lowry  Thos— 1 
Mack  Agency — £  c 
Mann    Eugene  G — f 
McOmber  ft  Miner — i  c 
Oesterlein     Barbara    & 

Co— £ 
Poat  £  A— 1 
Rhead  Geo  B — ^1 
Saulsbury  &  Van  Atta— £ 
Sawyer  Lorenzo— £ 
Schmidt    Ellery— £    1 
Sessions  J  O  A — ^£  1 
Shearer  C  H — £ 
Wagner   &    McComb — f 
Wagner  E  M— £ 
Warren  Agency — £  1  c 
Whaley  G  P— £ 
Wood,  Noble  L— f 
Wood  Wm  Leo— f 

AUSABLE 

Bertrand    Arthur   J — ^1 
Loud  Geo  M — £  1  c 
McNichol  E   R— £ 
Sharkey  James   V — c 

BADAXE 

Hall  Chas  I^-£ 
Ryan  Wm  J— £ 
The  Wright  Ins  Agency 

Inc — £  1  c 
Woodworth  Paul — £ 

BATTLE  CREEK 


Arthur 

Barnum  E  C— £ 
Batdorf  Howard  H — £ 
Beers  E  R— 1 
Browdell  W  N— 1 
Brown  G  E— £  1  c 
Conroy  Jno— 1  c 
Davisp  Fisher  Co — £ 
Dolaen  L  B — 1 
Donovan   R   A— f 
Dudley   Landon  A — 1 
Dudley  Lee  A —  £  1  c 
Eaves  E — ^£  c 
Forsyth  H  W— c 
Fox  Oscar  H— £  c 
French   B   D— £ 
Grier   Whyrom — 1 
Halladay    Harry    T— 

— £  1  c 
Harvey  H  T— c 
Hopkins  C  M— £ 
Howes    S   A— c 
Hubbard  N  E  Co—i  1  c 
Hulscher  A  H— 1 
Knapp  Byron  A— f 


Kulp  F  Bruce — £ 
Ludlum   Roy — £ 
Lyman  Chas  E  Co — £  1  c 
Moon  J  E — £  c 
Mosher   Burgderf er  Co — f 
Neilsen   K   f— 1 
Nichols  L  G— 1 
Payete  H  J— 1 
Poole    Floyd— 1 
RetalUck  £  A— 1 
Retallick    N    E— f 
Simons  Carrie — £  1  c 
Snell  W  B— f 
Spalding  R  J   Realty  Co 

Sperry  J   B  &  Co— £ 
Stephens  H  J — £ 
Taft  H  W— £ 
Ward  Frank   W— £  c 
Wilson  &  Millson— £ 

BAY  CITY 

Allen  Geo  A— £  c 
AUsworth  Geo  A— ^ 
Ames  Geo  W — £  c 
Bay    City    Ins    Agency — 

X    1    c 
Birchard  &  Ruttle— £  1  c 
Blodgett  &  Shar^— c 
Buchanan  John  G— £  1  c 
Bush  A  E  R— £  1  c 
Campbell  Thos  D — £  c 
CH£t  W  O  ft  Co— £  I  c 
Elliott  Wm  M— £  c 
Fitzgerald  Jas  E — ^1 
Fitzimmons  Jas  A — 1 
Frank   Ernst  E— £  1  c 
Gessler  E  C— 1 
Goeschel    Louis— £    c 
Harris  John  C — £  c 
Harrison  F   B— c 
Hoover  R  A— c 
Jennison  H  W — £  1  c 
Knag^s  &   Plum— £  c 
Lichtig  Ed — £  1  c 
Luczyh   A  A— 1 
McDonough   J   J — ^I  c 
McGuire  Jas  D — 1 
McMann  W  W— I  c 
Massnick  A  A— c 
Morton   G  S— c 
Phillips  Otto  C— £  1  c 
Phillips  Wm   H— £  c 
Plum  A  W— 1  c 
Post  ft  Fletcher- £ 
Puroell  John  J— 1 

Rowell  Jp*»n   J— ^ 
Rowley  E  T— 1  c 
RueUe  I— £  1   c 
Russell  J    L— £ 
Shearer  Fred  E  &  Co— 

£  1  c 
Shearer  James  B — 1 
Spear  ft  Lewis — £  1  c 
Taylor   F  H— 1 
Tiemey  Bros — f 
Wedthoflf   Wm    F— c 
Wing  W  E— c 
Wright  E  E— 1 

BAY  aTY  (E.  SIDE) 

Ames  G  W— £  1  c 

Bay    City    Ins    Agency — 

tic 
Birchard  &  Ruttle— £  c 
Bradford  Geo  M— 1 
Bristol  M  C— c 
Brownson  E  S^ — ^1  c 
Buchanan  J — 1 
Bush  A  E  R — £  1  c 
Campbell  T   D  ft    Son— 

£  c 
Carroll   D— 1 
ai£t  W  O— £  1  c 
Coyle   C  S— c 
Dardas  F  I^-l 
Elliott  W  M— f  1  c 
Fitzgerald  J  E— 1 
Fletcher  R  H— f  1  c 
Fox  C  Lr-1  c 
Frank  E  E— £  1  c 


Frye  E  S— 1 
Gay  C  A— 1 
Goeschel   Louis — i 
Gregory  L  C— 1 
Hanhlton  F  M— 1 
Harris  J  C— £  c 
Hartil  ft  S— £  c 
Hartley  W  H— 1 
Hawkins  J  E— 1 

iames  W   C — c 
amison  H   W — £  1  c 
:ennedy  F  E— 1 
Kessler  L  W— 1 
Knaggs  &  Plum — £  1  c 
Koss  Jos— 1 
Kowalski  A— £ 
Lichtig   E— £  1  c 
Locks  H  S — c 
Luszgh   A   A — ^1 
Lusk  Geo  L — 1 
McCoombs  P  A — ^1  c 
McDonough  J  J — 1 
McGinnU  P  H— c 
Mason  P  H— c 
Massmick    A   A— « 
Morris  W— 1 
Murphy  M  J— 1 
Newman  Fred — ^£  1 
Partenfelder  M  £—1 
Phillips  O  C— £  c 
PhUUps  W  H— f 
Ploo£  Geo— £ 
Plum  A  W— 1  c 
Pope  J  J— 1 
Price  J  M-s: 
Purcelf  J  J— 1 
Reed  H— I 
Ribble  Thos— 1 
Roeder  R  E— £  1 
RowcU  John  J — £ 
Rowley  jE  T— 1 
Russell  Jeanet  L — £ 
Schttltz   B   £—1 
Shearer  F  E  &  Co— £  1  c 
Shearer  Jas  B — 1 
Slattery   J   £—1 
Spear  &  Lewis— £  c 
Stevenson  C  F — 1 
Sweet  C  I— 1 
Tiemey  Bros — f 
VanderwiU   C   I^-l 
Westovcr  Mr — £  1 
Woodbury  W   D— 1 

BAY  CITY  (W.  SIDE) 

Bichard  &  Ruttle— f  1  c 
Elliot  W   M— £  1  c 
Harris  J  C— £ 
Lichtig    E— £ 
Phillips  Otto  C— £ 
Phillips  Wm  H— £ 
Roeder  Roscoe  £ — f 
Thomas  D  Campbell — £ 

BELDING 

Cusser  W  I^£ 
Eugemann  Geo— >£  1  c 
Gephart  M  Y— £ 
Hubbell   I   I^-£ 
Lambertson    W    S — £ 
Moulton  Geo  W — £ 
Sandell   Wm    F— £  c 
Smith  H  A— £ 
Spenoer  A  L— £ 
Wagner  Geo  E— £  I  c 

BENTON  HARBOR 
Bassett  Geo — £  c 
Cady  &  Andrews— >£ 
Chaddock  R  P— £  c 
Edmunds  &  Co— £  c 
Hamer  £  C— £  1  c 
Hipp  O  B— £ 
Plummer    &    Pluramer — 

£  c 
Riford  I  W— £ 
Schaus   Chas— >£   1 
Shankland  W  B— £ 
Warner  W  B— £ 
Warner  &  Co — £ 
Washburne    Fred—  * 
Whitney  H  S— £  c 


BESSEMER 

Bayliss  Edwin— £  I 
Bruno  J  L— £ 
Eggen    Tarsten — £ 
Holland  &  Duda— £     1 
Russell  Wm  I— £  1  c 
Ztebur  G  L— £ 

BIG  RAPIDS 

Barton   Charles — f 
Bennett  A  W— £ 
Ford  Brothers — ^£   1 
Hoff  W— £ 

Hopkinson  W  D— £  c 
Marsh  E  J — £  c 
Marsh  Mrs  A  L — f 
MorriU   D    C— I 
Throp  S  J— £ 
Vern  Eldridge— 1 

BUSSFIELD 

Bauer  J  G — ^£  1 
Belman  Birt — 1  c 
Carpenter  C  R — I 
Carpenter  Mrs  Grace — £ 
Goff  Howell— £  c 
Hensd  M  W— 1  c 
Riley  John  A — £  c 
Rothfuss  ft  Glaaer— £  1 

BUCHANAN 

Black  Geo  H— £  1  c 
Dick  John  C— £  c 
East   Walter— £ 
Eisele  Henry  C — t 
Ham  Edgar — ^f 
Hathaway  Homer  A — £  c 
Pears  Charles— £ 
Roe  A  C— £ 
Roe  Herbert — £ 
Sanders  Frank — £ 

CADILLAC 


Barton   Charle»— £ 
Beaver  &  Diggina — £  c 
Bothwdl  J  M— £  1 
Bourn      Frank      E      Ins 

Agcy— £  1  c 
Breen  Fred  M— £  1  c 
Dunlop  Geo  A — £ 
Gaffney  F  O— £  c 
Hall  Geo  L— f  c 
Hanson  Henry — f 
Hodges  W  W— £  c 
Liephart  £  H— £  1  c 
Penny  A  W— £ 
Sawyer  £  F— £  c 
Snell   B  A— I 
Yeamd  WUliam  H— £ 

CALUMET 
Chynoweth  Ina  Agency — 

Faucett   Bros   ft   Guck — 

£  1  c 
Stannard  W  L — i  I  c 
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CARO 

Beckten  J   H— f 
Doa^herty  &  Crissey — f 
Ealy  J  McNair— f 
GoUan  J  W— 1 
Gumey  E  B— £  c 
Myers   H    S— f 
Qaiim  W-^  c 
Seeley  L  G— f 
Smith  H  H~£ 

CARSON  aXY 

Brooks  R   E— f 
Canmiiags  E  C  &  Son— 

f   c 
Gibbs   Geo  R— f 
Goodwin  A  B— f 
Mercer  W  IK-f 

CASSOPOLIS 

Hamien  Asa  K — f  1  c 
Phms  Jr  F  J— f 
Ritter  K  A--f 
Ritter  J  K— f 
Thomas  J  B— f  1  c 

CHARLEVOIX 

Bartlett  L  B— f 
Beetars,     Brelye     & 

Mobnnnsn — f 
Bnmett  A  1^— f  c 
Cooper  Henry  C — f 
Fitch  A  Lr-f 
Hampton  W  E — ^f 
Rachow  W  J—f 
Young  Myrtie  &  Son — 

f  c 

CHARLOTTE 

Brooks  A  H— c 
Davids  E  G — f 
Greenman  T  A — ^1 
Griffith  V  G---f  1  c 
Havrkins  Myron — 1 
Kay  J  D— f  c 
Murray  E  &  Co— f 
Nichols   Jolin   C— f 
Oleson   Geo — 1  c 
Porter  Marion — f  1  c 
Powers  J  D  &  Co — ^f  1  c 
Proctor  H  B— c 
Rowley  G  W— f  c 
Smith  D  P— 1  c 
Spafford  C  D— f  c 
Stirling   W    F   &    Son— 

f  1  c 
Talbert  &  Co— f 
Tears  Van   T— 1 
Vickcry  A  F— I 
Warren  F  G— £  o 

. CHEBOYGAN 

Dudley  &  Barber — i  1  c 
Humphrnr  Geo  P — £ 
Kinney  Qias  E — £  1  c 
Moloney  V  S— £  1  c 
Waller  J  W  &  Co— £  c 

CHELSEA 

Bedcwith   Geo    W— £ 
Crawen    Miss    Nina — £ 
Kalfflbach    John — £ 
Mapes  S  A — £  i  c 
Palmer    Mrs    John — £ 
Rogers  D  L — ^1 
Shaible  Paupl—f  1 
Wnidnson  A  W— £ 
Witherell  H  D— £  c 
Wood  T  E— £ 

CHESANING 

Cheeney  C  W — £ 
C6ryell  B  G— £  1  c 
Damon  O  W— £ 
Greezi£elder    F    A— £    c 
Krome  G  W— £ 


CLARE 

Bowler   Jos — £ 
Caple  Wm  H— £  c 
Cudney   H  C— £  c 
Reading  C  A— £ 
Stevens  A  T— f  c 

CLINTON 

Kimball    L   W— £ 
Smith  Richmond  &  Co— f 
Van   Tuyle  W   D— £ 

COLDWATER 

Allen  £  J— I 
Cole  Frank  A— c 
CrandaU  E  R— £  1  c 
Evans  John   S-^^ 
Evens    M  L— 1 
Foster  Edgar  A— £ 
Gibson  Agnes— f 
Hodgeman  W  E— £  c 
Howe    Chas    F— £    c 
Hunger£ord   V    U— £ 
Keep  C  L 
Luedders  Otto   E— f 
L]ron   F  A— 1 
MUnes   &   Watson— £ 
Stevens    A    G— £ 
Williams  F  N— 1  c 

CORUNNA 

Bush    Walter   M— £ 
Fisher  J— £  1 
Green  A   W— £ 
Hatch    Walter— £ 
Parker  W  J— £ 
Sheardy   Louis   N — £ 
Young  Arthur  C — £  c 

CRYSTAL  FALLS 

Corcoran  J   F  Ins  Agcy 

Ltd— £  1  c 
Smith  A    H— £ 

DETROIT 

Admire  W  W— 1 
Aldrich  &  Co— £ 
AUdis  ft  Co— £ 
Althoff  Ins  Agency— £ 
Ambrose  J — ^l 
American  Ins  Agency-^£ 
Andrus    &    Palmer    Ins 

Agcy — £ 
Anstey  P  N— I 
Ayres  C  L— 1 
Babbitt  F  R— 1 
Bahl  G  I^-l 
Baker  Geo  F  Bros— £  c 
Barthol  Tas  O— 1 
Bassett  &  Smith^f 
Baty  Jas  D— I 
Baxter  &  Baxter— £  c 
Beach  Geo  H— 1 
Beatcher  F  A— f 
Belanger  Joseph  &  Son — 

£  c 
Bennett  Don  R — ^1 
Bennett  Chas  D — £  c 
Benson  J  J— c 
Bentley  «  Yokum — £  c 


Berdan  Chas— £ 
Bersin  R  M— £ 
Bieoerman  &  Smith — ^£  c 
Bierce  Sage  &  Co— £ 
BiUinghurst  A  D— 1 
Billinihurst  J  Carl— 1 
Blake  John  A— 1 
Blake  Joseph  A— I 
Blpmfield  S  J-f 
Bloom  Nelson  A--£ 
Bond  Edward  T— 1 
Bond    Edwin— 1 
Bonninghausen    Julius— f 
Bowden  Hazen  S — ^1 
Brennan  John  E  &  Co— £ 
Brevoort  Ins  Agcy — £ 
Bridgeman  J  A  ft  Co — t 


Briscoe  ft  McKee— £ 
Brooks  J  W— £ 
Brown  Chas  F— £ 
Brown  Jacob  G — ^1 
Brown  Robt  M— 1 
Brace  Chas  L — ^1 
Brusse    Hendrick — ^1 
Bucknell  J  A— 1 
BneU  Chas  H  I— 1 
Bunclark  Al£red — £  c 
Burtenshaw    ft    Sibley— 

£  c 
Bushnell  John  E  Jr— 1 
Campbell  Robt— 1 
Carter  Ins  Agcy — £ 
Chadwxck  W  C—1 
Chaile  U  M— 1 
Chandler    Geo     W     The 

Ins  Agcncy^£  c 
Chapman  E  K  Agency — 

£  c 
Chertok  M  L— 1 
Christie  Ins  Agcy — ^£  c 
CUrk  C  I^£ 
Clark  Donald  A— 1 
CUzbee  W  IK-1  c 
ColUnge  Neal  A— 1 
Collins  C  H— £ 
Coolej;  Wm  H— 1 
Cummings  J  N — £ 
Cunningham  &  Haner — £ 
Curry  John  &  Co— £ 
Dare  Frank  H— 1 
Davidson  F  J — ^1 
Del  Rey  Ins  Agcy — £ 
Detroit   Ins  Agency — i  c 
Dickinson  Ins  Agency — f 
Doane  Henry  F— 1 
Dolson  L  B — ^1 
Domaalski    M — £   c 
Dow  H  F— I 
Dow  W  B— 1 
Eaman  &  Eaman — f 
Eliot  &  Haviland— £  c 
Englehart  E  E— 1 
Erringer  Chas  B— c 
Farmer  Henry — 1 
Fassold  A  &  Co — c 
Federal  Ins  Agency — f 
Feldman    &    Feldman — f 
Fenton  &  Toal— f 
Fkk  L  J— £ 
Fisher   Jacob^l 
Flynn  W  H— c 
Forrest  Miss  L  L — 1 
Forsyth  Merry   Co — £ 
Frankhouse   F   D— £ 
Fraser  Fred  Li^^c 
Fraser  Stewart  A — £ 
Freedman  A  F — ^1 
Freese  C  E   Ins  Agency 

Friend  ft  Co— £ 
Frost  J  A— 1 
Fuller  E  H— 1 
Gage  W  T— 1 
Gage  Wm  H— 1 
GaUagher  O— £ 
Garrison  Chas  H — c 
Gaspard  Henry   N — ^1 
Gagcn,  Wirth  &  Ryan— f 
Gehrke  &  Jensen — t 
German  Ins  Agency — £ 
Gibson   Geo    L— £ 
Giddings  T  F— 1 
Gilmore  &   Chavenelle— f 
Glass,    Cook   &   Atkinson 

— £ 
Goodrich   Bros— £ 
Goodrich    Ins    Agency — 

£  c 
Greenup  Geo  M — ^1 
Griffen  T  E— c 
Grow  Ins  Agency — £ 
Guenther  Fred — £  c 
Guthard   Jacob   ft   Son — 

£  c 
Hagerty  Dan'l  G— 1 
Hall  F  B  ft  Co— £ 
Hammond  D  R— £ 
Hannan  Ins  Agency — £  c 
Hansen  Miss  K  J— 1 


Harmon  B  B  Co— £ 
Harris  Wm  H  Jr— 1 
Harrison  L  A  ft  Co— £  c 
Harper  R  O— c 
Hartenstein  Robert  F— £ 
Harvey  F  G— 1 
Haskins  Agency   Co  The 

— £  c 
Hayes  ft  Ballentine — f 
Hayward  Norman  W — ^1 
Heed  R  B— c 
Hennes  Leo  K — £  c 
Higginson    A   A— 1 
Hilton  F  A— 1 
Hilsendyen   &  Raynor^f 
Hockett  C  W— £ 
Holden  The  Jas  F  Co— t 
Hollis  Oarence  M — 1 
Holmes  H  G— f 
Howkmd  D  Ward— £ 
Hull  L  C— 1 
Huysken  Geo— 1 
Hyde  O  F  ft  Co— f 
"ames  D  C  ft  Co— £  c 

^arvis  Emery  H— 1 

ohnson  N  W— £ 

ohnston  ft  Clarke — c 

ohnston    D    A — 1 

ones  James  A  Agency — 
£c 
Kaiser  Ins  Agency — £  c 
Karrer  &  Berschbach — £ 
Keavy  Wnt:-£ 
Kemp  H— £ 

King,  Bamum  ft  King — ^f 
Kirby     Sorge-Telske     Co 

KleTn  E  A— £ 
Knaupe  J  W  Co— £ 
Kneisly  Floyd  D— 1 
Knorr  Frederick— £ 
Koppin  Henry  ft   Son — i 
KruemUng  A  W— 1 
Kurth  Chas  W— £ 
Lake  O   C— 1 
Lambrecht  Kelly   &   Co 

Lawson  Martin — £ 
Leonard  ft  Griflfen — £  c 
Leonard  Geo  E — 1 
Levegne  Bros — f 
Lindsay-Brown   Co— f 
Linsel  Henry — ^£ 
Lisk  C  W— 1 
Look  Clarence  A — £ 
Lota  Louis  P — ^£ 
Macaulay  R  H— 1 
Macauley   Chas   A — 1 
May  S   L  Agency — f 
McBryan  W  H— £  c 
McCormick    ft    Lawrence 

— £ 
McCoy  G  C— 1 
McGraw  Homer— £ 
McMaster  A  D — £ 
McNaughton    Chas   N— c 
Maish    McKennan — £ 
Marion  A  N — i 
Marshutz   Wm   B — 1 
Martin  W  C— 1 
Maten  Edward  E— 1 
Mendel    Peter   J — 1 
Merritt  Realty  Co— f 
Michigan  Ins  Agcy — £lc 
Mitchell  Jas  A— 1 
Moore  Griffin  S — ^1 
Moon  ft  Co— £ 
Moore  &  Veale — £ 
Morey  John  G — ^1 
Morley  &   Coleman — f  c 
Morphy  John  D — 1 
Morvitt  B  F— 1 
Morvitt  M  W— 1 
Mott  ft  Dittmar— £  c 
National  Ins  Agency — t 
Norris   T   F— £ 
Nueber  Daniel  G— ^l 
O'Brien  ft  Co— £ 
O'Brien  M  E— 1 
O'Hara  W  J— c 
Ohrens   Ins   Agcy — i 
Olds  Chas  G— £  c 
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Orleman  &  Roberta — f 
Owen  E  W— 1 
P^e   Harry   B — f 
Paris    Ins   Agency — f 
Parish  Jo»~r 
Parker  &   Davis— f  c 
Parker   Rros  &  Co— f 
Parker  N  D— c 
Parker  Schunk  &  Fry— f 
Patterson  Bros  &  Co — f 
Peltier  Chas  F— f  c 
Peninsular  Ins  AgCT— f  c 
Pcrry-Mortenson    Cfo — f 
Pickell  C  W— I 
Pickell  Karl  W-1 
Pickell  Wayne  S-1 
Piper  W  E— f 
Poindexter  John  S — I 
Porter  Claude  F— 1 
Powelson    Robert — c 
Price  Jas  W— f 

guinn  T  J— f 
alph  P  J  &  Co— f 
Rathbone  &   Stevens — fc 
Rtmnond    ft    Raymond — 

Reese  Natlt— 1 

Reid  ft  Reid— f 

Reilly,  Brooks  ft  Co— f  c 

Renaud  F  M— f 

Rhines  E  H— c 

Rice-Wray  T  C— 1 

Richardson  A  G — 1 

Roberts  Roland  B— 1 

Robinson  J  C— 1 

Roe  C  N— f 

Roiser    &    Mersenheimer 

— f 
Rohns  Hermann  C — £ 
Root  Thatcher  W— 1 
Rothwell-Maynard  Co — f 
Rosenfield  M— 1 
Rothschild  S  K— 1 
Russell  Chas  P— c 
Russell  J  Ins  Agency — f 
Russell    Raymond^ — 1 
Ryan  Robt  M— 1 
St  Johns  &  Co— f 
Salot  H  B— 1 
Sanders  W  A— I 
Scanlon  James  E— 1 
Schmemann  H  W — f  c 
Schememann  Karl  &  Son 

— f 
Scott  J  L— 1 
Seymour  &  Trester — £ 
Sherwood  Bros— £ 
Shoults  Chas  A— 1 
Sibley  John  A — ^1 
Siemon  L  J — f 
Simons  N— f  c 
Slyfield  &  Smith— £ 
Smith  Chas  Y— c 
Smith   David   M— 1 
Smith    Frederick    A— 1 
Spence  H  W— 1 
Steinbauer  F  M— I 
Stephens  Wm  F— 1 
Stevens  G  B  &  Co — £  c 
Stock  A  J— f 
Stoll  Otto— f 
Stom£eltz-Love1v    Co — f 
Stone  Meyer — 1 
Strinffer    E    S— 1 
Templeton  J  0—1 
Thiefels  N  J— f 
Thomas  J  H  ft  Co— f 
Thomson  A   R— 1 
Thomson  Waltei^-1 
Thompson  J  W  &  Son— 

Tickner  V  L— 1 
Tomlinson    Harry — 1 
Tompkins  Miss   E— 1 
Tromley-Wilson    Co— f 
Tryloff  Henry  W— 1 
Tyler  Abram  R— 1 
United  Realty  Co— f 
Utter  A  C— 1 
Van  Alstyne  RA— 1 


Van  Antwerp  M  Gore — f 

Van  Sickle  W— 1 

Vernor   Bros — f  c 

Wade  H  C— f 

Waits  Will  A— 1 

Ward  Eber  &  Co— £ 

Ward  ThosW— £ 

Warner  Edward   L — 1 

Warren  &  Co— £ 

Waterfall    E   A— f   c 

Weaver  H  I^f  c 

Webb  Wm  J— 1 

Weld  Winfield  S— 1 

Welsh  J  M— 1 

West  P  M— 1 

Whitaker.    McNaughton 
&  Livingston— £ 

White-Baird  Co— £ 

White  Chas  S— 1 

Widrig  S  A— c 

Wilette  Frank  J— £ 

Williams  H    E— 1 

Williams  ft  Cartwright— t 

Williamson   A  C— 1 

Wilson  W  G— c 

Winter  &  Henderson — £  c 

Wilmarth  M  W  Co— £ 

Wischmeyer   Henry  G — 1 

Witten   L   C— 1 

Wolverine  Ins  Agency — £ 

Wright  O  J— 1 

Wynne  Kin  sella  &  Bow- 
man— £  c 

York  B  D— £ 

Young  John— 1 

Young  W  H— c 

Zacharias  M  H-1 

Zimmermon    &    Adams — 
f  c 

DOWAGIAC 
Atkinson    O    C— £ 
Becra£t  Fred— £  c 
Donahoe  Leo  A— £  1  c 
Fenine    John — £ 
Fields  Geo  M— £ 
Flaharty  Mrs  A    M— £  1 
Howe  Edward  F — £ 
Hux  C  A— £  c 
Laing  B — f 
Lee  Henry — £  c 
Lyle  Mrs  Leon  R — ^£ 
Phillips    Milliard— £ 
Porter  Wm— £ 
Pugsley   Clare— f 
Ueahore  Don — £, 

DUNDEE 

Carr  Fred  B — £ 
Corbin  &  Hitton— £  1  c 
Dixon  J  J— £  c 
McBride  0  J— £ 

DURAND 

Atherton   E  S— f 
Clemens    W    H— 1 
Conn   Frank   N— f 
Holmes    Carl    T— £    1 
Hutchinson  E  J — £ 
Jones    Dan— c 
McBride  A  P— f 
Northway   F  J— £ 
Obert  T  C— £ 
Patchef  S  C— f  1  c 
Peck  O  W— £  1  c 
Terry  S  B— £ 
Tubbs    Frank   D— 1 

EATON    RAPIDS 

De  Coursey  Jerome— c 
De  Golia  H  S— f  1  c 
Hamilton  H  H— £ 
Hamilton  Jennie— £ 
Harris   E   S— £ 
Hughes  &   Hughes — f 
Meade  W  R-f 
Milboum  H  T—f 
Rorebeck  S  H— £ 
Russell  G  H— £ 


Sprinkle  C  A— f   1  c 
Wisner   &   Guthrie— £ 

ESCANABA 

Byms  J  E— £  1  c 

Dalev  -  Kraus    Agency — 

£  1  c 
Davis  F  IK-1 
Delta  Ins  Agency — £  1  c 
Fenton   C  E— 1 
Finnegan  J  C — £  c 
Harris  J   R— £  1  c 
Miller  Isaac— 1 
Moore  &  Jacobson — £  1  c 
Peninsular  Ins  Agency— 

£  c 
Peterson  P  N— £  1 
Schwarx  R — £ 
Thatcher   C  M— £  c 

EVART 

Chase  Homer — £  c 
Chase  Irvin — £  1  c 
Richardson  J  E— £  c 
Rogers  Wm — £  c 
Shearer  W  H— £ 
Umphrey  W  F— £ 
Youngs  Dan — ^f  c 

FENTON 

Chestnut  J  S — 1  c 
Corrigan  C  L— £  1  c 
Davis  W  R— £  1 
Green  &  Hitchcock— £ 
Hovey  &  McWain— £ 
Kine  Wm  H— 1 
MacNeal  Geo  F— £ 
Nelson  J  O— £ 
Phillips  H  J— £ 
Renwick  R  B— f 
Slocum  E   C^£ 
Tinker  Clarence — £ 

FLINT 

Algoe  ft  Stone — i  c 
Bates  Chas  W— £ 
Bridgman  Lewis  H — £  c 
Brockway  Eugene  H — 1 
Buckham  A  J — 1 
Caldwell  Geo  F— £  1  c 
Cooper  Agency  The — £  1  c 
Davidson    Mathew — f 
Day  Homer  A  ft  Co— f  c 
Flint  Ins  Agency — £  c 
Gillespie  Robert  J  ft  Co 

— £  c 
Henderson  L  H — £  c 
Horton  A   R — c 
La  Due  George — £ 
Maines  Charies  T— £  c 
Martin  Jas — £ 
Newall  G  E  ft  Son— £lc 
Peltier    Ben — £ 
Pettibone    Milton — £    c 
Simpkins  W  A — c 
Tyler  John  H— £ 
\^n  Vleet  &  Reming— £  c 
Willison  L  G— £  1 
Woolfitt  ft  Macomber^ 

£c 

FRANKFORT 

Capron  W  V— £  1  c 
HoflFstetter   J    F— £ 
Snider  Byron  W — ^w 
Wickham  F  O— £  c 

GLADSTONE 

Clark  Clarence  A — ^1 
Empson  G  R — £  c 
Forsyth  Mrs  Ida  M— 

£  1 
Huber  F— f  c 
Hupy  Phil— f  1  c 
Taclcson  Glenn  W — £  c 
Loing  High  B — ^I 
..lallongree    Victor— 1 
Mertz  O  L— 1 


GRAND  HAVEN 

Andrews  D  W— f 
Danho£  J   J— £  1  c 
De   Boe   P— 1 
Despelder   Jas   E — f  1   c 
Edwards    Soule   C — £ 
Hutly   F   A— 1 
Nordhouse  Peter  C— f 
Oakes  Jas  W  &  Co— fl  c 
O'Brien  Joseph    W— £ 
O'Brien    Kirby  J— £ 
Plaff  J  A— £  1  c 

GRAND  LEDGE 

Arms  F  C— f  I  c 
Ewing  J  W  ft  M— f  c 
Green  Chas  F— £ 
Hoag  V  W— £ 
Russell  A  E— £ 

GRAND    RAPIDS 

Adriance,  Homer  ft  Son 

— f 
Alexander  J   G  ft   Co— t 
Allgier   A — c 
Ayers  A   H  ft  Co— £ 
Bamhart  I  \V— 1 
Baa8£ord   J   A — 1 
Becker   H   W— I 
Bellamy  W,  A  &  Co-£ 
Belt  H  J— I 
Bemis    Geo    T — £ 
Beneker    B  A — 1 
Benjamin  T   &  Son — £ 
Bennett  Alonzo  H— 1 
Bodwell  J  E  &  Co— f 
Bo^r^r  Desnoyes  Co— f  1  c 

f  1  c 
Boyland  C  E — £  c 
Brown   C  L — ^l 
Brown  C  M  &  Co— £ 
Campbell    Buxrell    Co— £ 
Campbell    M    B— c 
Carr  H  B— £  1  c 
Champlin  F  W— f 
Chauncey  C  W— f  1  c 
Cheney  E   L — 1 
Colleton   Mitchell— £ 
Cook   E   J— £ 
Cook  P  T— £ 
Cra£t   E  M— £  c 
Crosby  J  S  ft  Co— £  c 
Cusick    Bros   &    Co — £ 
Damskey   A    S — £ 
Dcane  F  G— I 
Decker  ft  Jean — £ 
Degen  N   E— 1 
Detlor-Brown — ^£ 
Dibble  F  H— < 
Dickinson   W   G— £   1 
Dosker    Hermann   ft    Co 

— £ 
Driscoll  A  E— 1 
Dudley  G  D— £ 
Eddy  F  D— 1 
Elcveld   P   H— £ 
Fenton  W  J— 1 
Fisher  F  J— £  1  c 
Fitzsimmons   H    A— I 

Ford  G  W— £ 
Geldho£    P    A— I 
Grand    Rapids    Ins  Agcy 

— f    1    c 
Grinnell-Row   -    Alttaonst 

Co— £  c 
Haan  W  A— £ 
Hamilton    T    V— 1    c 
Hammond  J  B — £ 
Hansen  M — £  1  c 
Hare  C  H— I 
Hass  Realty  Co— £ 
Haynes  T  J — I 
Henderson  T  J — ^1 
Hill  A— 1 
Holden  ft  Hardj^f  c 
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]tSm  k  Co— f  c 
KinKT  A  Bvya-l 
Knowlton  J  P— f 
U  Bine  S  H— f 
Limoram  C  A — ! 
LuBorcaiu  E  E — 1 
Ub.re.  Seven  &  Co— f 
Ulli  Bridge  R  A— I 
I    R    B   &  Co— f 


UcGaii 


E— 1 


UcKh   ]    L— [ 
Manliman    &   Bojd — f   i 
Uanindale   W   A  A   Co 


Mills    F— f 
Mooney  C  H— 1 
Moary  H  }—t 
\fDnn»y  J  N-f  I  e 
Moldcr  /  A  Co— f 
XcTcniel  G  ^-f  c 
N'enll  &    Blouom— 1 
O'Donnell   J    I— I 
CNeil    R    U— c 
Pimulce  H  P— 1 
Ptmidfc    D  S— 1 
Petlddi  C  H— 1 

Pringle  J    D— 1 
Pniiin   F   J— f 
Radkle  A  F-l 
Rithban   C  P— f 
Rsdo-    M— I 
Rml  L  C— I 
Bice  A   Son— f 
Roclofi   Geo — f 
Siunden  L  B — f  1  c 

Sh^pvd    W     C— f 
ShiDkman    Hermmn 

Astjt— f 
SmEth  H   E— t  I  c 
Smith   A   Borluid— f  1  < 
Smith    W  W»lter— f 
Smith   E   L— f 
~        ~       ":    Jame*— (K 

_      (1   A    N— i  e 

in  LeeDnen  W  H-f 
■nden  Both  M'T  &  Co 


Tnray 


Walih  Bros— f  c 
Ward  H  Z— 1 
Wart*  W   A— I 
WiDcberter  C  H-{ 

GREENVILLE 
Booth  S  A— f 
Broirae  W  H— f  1 
Ecker  R  C— r  1  c 
r,lea»n  Fred-f  1  c 
Cncey  lu— f  I  e 
KoDp  E  A — [  I  c 
Koun  E— t 

HANCOCK 
Coushlin  A   Lnr— f   1 

EicSVem  I  J-f'c 
Gil[«pie  J   H— f   1   c 
HaiTinpon   C  T— f  1  c 
Jamei  W    Frank  Agent 


Sheldon  Henry— f  l 


HILLSDALE 
Biihop  S  D— ( 
Chappcll  J— f 
Gallowai  E  O-f  1  e 
Kempton  C  H— f 

S-  ron>  Geo  W— f  !  t 
arch   Geo  K— ( 
Mtbti  Geo  W— f 
O'SIelay     Fred— f 
Sutton   J    R— f 
Twlor  W   D— 1 

HOLU^ND 

GMTod^  J— f  I  c 


n   J- 


Pcuink  J-f 
Te   Roller    D  T— f 
Tburber  -Mrs  L  M— f 
Vtn  Dnren  Arthur — 1 1 1 
Viancher  A— I  1  c 
Walih  W  C— f 
Weening  John— f 

HOLLY 
Baird  C  H— (  e 
Fantier  Carrie— f 


McCalT  John   T— f  I  e 
Shelden  A  Diekens— tl< 
Van  Orden  Bros— f  1  e 

HOWARD   CITY 
Blaue    Henkel— I 
Collin*  J    C— f 
FewicH  Grant  V—f 
Haigbl   A    Heicka— f 


HOWELL 
Beach   W    E— t  c 
Coleman  S  R — 1 
Gordon    Thru— f   c 
Knapp    W    W— ( 


HUDSON 
Beal  ft  Hainea— ( 
Foaler  B  J— f  c 


Mikmer  Miu  E  E— f 
Molainej    M    J— ( 
Rumiey  O   F— I 


IONIA 
Branch    S.   E— f 
Burke   Mliy—f 
Burnette  Aia — f  1  c 
Calkin*  Cha>— f 
Fowie  J  l^t 
Merrett  Ed— f  1  c 
Montiomery  Liura- 


M™IjuKhUn    Hugh- 
Miller  &  Cto11-(  c 

Woodward   E  A-( 
Wrighl   A    K— fc 


Rrickaon  H  M— f  I 
FaMino   D   J— I 
Gtuj  Coo — f 
Healj  F  A— I  c 

Helli^John  C— f 
Houk  C  E— f  1  c 
Houk   D  C— f  1  e 
/eppeaen    F   J— 1 


lerihal    . 


H— 


ler»   C  J-1 


'— f   1  c 

.urn™';  A— f  I  c 

ISHPEMING 

Delbridge  John— f 
GundtTHin  Hani— flc 
Hare  Jeremiah — 1 
Hcto  H  F— f  1  c 
Lallemedt  Ivar— I 
Minen   Nat    Bank    Ini 

Rgcy— f  1  e     ■ 
Oidi  Richard  H— f 
Skogberp  Geo— I 
We«  John  D— f  c 

ITHACA 
Baritow   W    H— f   c 
Convii    A    Smith— f 
Glaishrtiak    N    E— 1 
McCill    Bros— f    e 
Myer*  John    W— f 
Reed    Henry— f 
Si  Iter  M   R— f  c 
Slonebrooke    Harley- 1 

JACKSON 
Bigley  A  Kilmier- (  c 
Bancker  Enoch  &  San — f 
Begel  Byron  E— f 


Bergi 


:s'Ai-{-, , . 


r  Wm   V— f 

I    A    Murphy— f 
nd    E    I^f 


Fullerton    Fred- 1 
Gllmin  Arthur  — f  I 
Glasgow   J  V-l  c 
Gunmaon  G  B— f 
Hall  Fred  J— f 
Hal]  A  Kennedy— f  1  c 
Hively  £  R— t 
Hough   A  P— {  c 
Hovey   Antel    N— f 
Jewett   C   W--f 
McCuenReynaldi    Co- 


McGee  Albert  M— 1 
McWiUiama  W  D— I  c 
Page  Frank  D— 1  c 


Soeaer   Hugo  ft  San— f 
Spauldini  A  A — (  c 
trumble  J  A   Son— i 
Wallaoe  Ou*  R— f 


Wright  W  W— c 
Yocum  Haro1d~I 
Yaung    E    K--I    c 

JONESVILLE 
CoUin*  E  M-f 
Dryer  Fred— f  1 
Hawkin*    Victor— flc 
Poweri  R  M—f 
Riniom   Nm>   I^f   I 


ut    R    H— f 

er    Mr*    Phehe— 1 

I   W   J— I   c 


A   C— I 
P  C— < 

I   A— 1 

-  '»    Carnell— 

k   U  Roy-^1 
n    H    W— I 
3  S— 1 
Collini   &    Balei 

;  F.— I 

n  Wm  H— t  !  c 


Sterret   S   C— 1 
Taylor  Wm— c 
Van   Blarcom    P— I 
Van  Weelden  H— I 
Verhage   M—f 
Wirren   G   W— 1 
Weaion   F   S— c 
White  L  H— f  I 

KALKASKA 
Boyd  A  Steward— f  I  c 
Cook  J  W— f  c 
Greaccn  Ju-f  c 
Harriott  >)  A— { 
Simmoni  Wayne— f 
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LAKE  UNDEN 

Beauchamp   H— I 
Beaudry  A  J — f  I  c 
Marcelain  Tnomas— 1 
Nichols  Witi-^  c 
Prince  E  F— f 
Vine  A  J— £  1  c 

LANSING 

Bailey  &  Co  J  W-f 
Baker  Arthur  D—i 
Brown  Ins  Affcy— f  1  c 
Brownson  R  Gu3r— f  1 
Burnett  C  J— I 
Chambers  I  F— 1 
Chapman  Mrs  G  H— 4 
Darby  H  H— 1 
Dolson  J  A — c 
Dyer  Jeniaon    Barry  Co 

Ltd-f  1  c 
Hagerman  A  T— 1 
Hardy  Bros-^ 
Holbeck  F  C— 1 
Holden  £  A— I 
Holmes  Realty  Co— f 
Howe  O  F— r 
Jenison  F  C— f  1  c 
Klockseim  H  C— { 
Lansing  Ins  Agcy— flc 
Leatherman   J   r— « 
Row    Chafey    Ackerman 

Agcy^— f  c 
Ruch  Rouse  ft  Sattler— 

f  1  c 
Van  Auken  Daniel  I— 1 

LAPEER 
Abbott  W  J-1 
Armstrong 'Jay — I  1 
Bidwell  J  H-l  c 
Buck  Geo  R— f  c 
Holland  D  E-^ 
Holman  Elmer— {  c 
Kay  Fred— 1  c 
McArthur  Irving— I  c 
McQuinn  Wm— I 
Perkins  Bert— f 
Roberts  Jno  E— f 
Stratton  J  W— !  c 

LAURIUM 
Armit  David— f  1  c 
Faucett  Bros  &  Gucfc— f 

1  c 
Franks  Jos— 1 

LOWELL 
Hicks  S  P— f 
Mange  D  G — f  1  c 
Meek  Minnie— f 
Springett  R  E— f  c 
Stocking   R  D— f 

LUDINGTON 

Amott  R — ^f  1  c 
Doe  John— 1 
Foster  F  A— f  c 
Globe  aty  Realty  Co— 

f  c 
Hammond   Ins  Agcy — f 

1  c 
Mowen  E  H — ^I 
Nelson  E  A — f  c 
Phelan  John — ^f 

LUTHER 

Buckner  Norman— { 
Fairbanks  Earl— 1  c 
Johnson  E  G— 1 

MANCHESTER 

Case  C  W— f  e 
Hauesler  Geo  J— f 
Lehman  F  A — f  c 
Root  E  E— f 
Root  B  C— f 
Waters  A  J— f  c 
WatWns  L  I^f 


MANISTEE 

Barnes  &  Barnes — f  c 
Cole  D  E— 1  c 
Christianson  A  C — ^f  c 
Giesman  G  R — f  c 
Pieraon  &  Trimble— f  c 
Ramsddl  J  M— f  c 
Wallace  &  Hart— f  1  c 
Walkce  J  D  H— 1  c 

MANISTIQUE 

Ashford  E  A— f 
First  Nat'l  Banlt— f  c 
Jewell  E  H— £  c 
Manistique  Bank — f  1  c 
National  Realty  Co— f  Ic 

MARINE  CITY 

Batea  Julius  N— {  1  c 
Breittiiig  Jno  W— f 
Clark  E  M— f  c 
McCarthy  D-l 
Robertson  May  A-^  c 
Schnoor  WiU--f 
Setuynck  Bros— I 
Saph  H  P— f 
Tart  C  J— f  1 
Wreath  T  J— f 

MARQUETTE 

Asire  &  Palmer— f 
Connell  J  E — f  c 
Foard  M  H— f 
Manhard  M  R — f 
Marquette  Nat  Bank  Ins 

Agency — f  1  c 
Mathews  A— f 
Peters  Robert — f  c 
Phelps  &  Tucker^l 
Robertson  John— £ 
Sherman   James  £ — 1 
Teeple  P  G— 1 
Tucker  Geo— 1 
White  Peter  &  Co— £  1  c 

MARSHALL 
Billings  H— £ 
Cartwright    Clyde— £    c 
Goodrich  Cyrus — ^1 
Hatch  Jesse  M— £ 
Martin    ft    Albaugh — 

£  1  c 
Merrill  H  M— £ 
MUler  Carl  I^-f  1  c 
Miller  Charles  O — £  1  c 
Miller  Minnie  P— £ 
Page  E  R— £ 
Page  L  S— f 
Scott  R  S— 1 
Simmons  £  E — £ 
Watson  Kate— £ 
Winsor  ft  Mille]^£ 

MASON 

Bergman  A   A — £ 
Bristol  Geo  W— £ 
Dart  R  C— £ 
Ketcham    Walter— £ 
\fcArthur  L  B— f 
Martin    ft    Albaugh — 
McCowan  L  B — ^£ 
Peck  G  I^-£ 


Hart  Ray — £ 
MadUl   L   D— £  c 
Rice  E  P-C 

MONROE 

Babcock  Katherine  C— £ 
Berthelotte    Victor— £   c 
Bragdon  A  B— £  c 
Cron  Louiaa — £ 
Dansard  Little  Ins  Agcy 

Inc — £  1  c 
Dusablou   Wm— £    1    c 
Hanson  Will— £  1 
Hasley  Daniel — £ 
Hoffman  A  C — £ 
Hoffman  Bernard — £ 
Itchner  Geo— £ 
Kirchgessner  Ella — £ 
Kressbach  Fred  C— £ 
Lamphere  W  N— £  1 
Loranger  P  B— £ 
Marx  John — ^£ 
McCormick  C  J— £  1  c 
Meier  Walter  A— £ 
Monroe  Ins   ft   Realty 

Co— £  c 
Schrauder  Geo— £ 
Stoeckert    Emma — £   c 
Wade  Leander — 1 
Walter  W  H— c 

MORENCI 

Baumon  H  llians— { 
Butler  D  D— f 
Humphrey  Albert— {  1 
Humphrey  Sam— I 
Smith  R  M— f 
Turner  Arthai^-€ 
Wilson  C  A-f  1  c 

MOUNT  CLEMENS 

Behnke  H  W  F— £ 
Bromm  Frederick — ^£ 
Burchardt  Charles— £ 
Crocker  Martin — £ 
Fox  W  H  D— £ 
Guespin  Michael  P — £  c 
Heine  ft  Behnke— £ 

enney  W  S— £ 

'acomb    Abstract    Co — t 


Jc 
M 


MENOMINEE 

Cox  ft  Roper — £  1  c 

Jones  J  E—i 
fartindc  J  J— £  1  c 
Menominee    Ins    Agency 

Ltd— £  1  c 
Shainholz    Fred— 1 
Spies  C  A— £ 
Superior    Ins    Agcy— 

MIDLAND 

Bradley  ft  Arbnry — £ 
Burth  Byron— £  c 
Fairchilda  H  L— £  c 
Fales  Ira— £ 


Macomb  Ins  Agcy— f  1  c 
Nunneley  Bert  V— £ 
Pequignot  Wm  C— 1 
Posner  Robert — £ 
Rutter  W  H— £ 
Trdoff  Henry— 1 
Turcotte  Joseph    A — £ 
Ulrich  Paul  J— £ 
Widring  L  F— c 
Williams  Walter— £ 

MOUNT  PLEASANT 

Brown  J  S — c 
Carnahan  C  A — £  1  c 
Chatterton  W  A— £ 
Crego  F  C— 1  c 
KdfogK  C  A— £ 
Ljron  U  E — ^£ 
McNamara  Frank — £ 
Menery  M — t 
O'Brien  J  F— £ 
Preston  W  E— £ 
Riley  G  H— £  c 
Russell  W  W— £ 
Wallington  Ivan — i 

MUNSING 
Alger  County  Ins  Agcy 

BaTdwin  G  A— £ 
Collins   G   Sherman— 1 
McMillan  H  H— £  1  c 

MUSKEGON 

Alberta  ft  Holthe— f  1  c 
Barcus  W  W  Inc— £  I  c 
Chaddock  Gilbert  C— £  1  c 
Doane  O  Leroy— f  1  c 
Doane  O  A — £  e 
Dougherty  R  L  ft  Co— 


£  1  c 
Easton  R  P  Ina  Agcy— 

Haines  £  T>-{ 

Haines  Forest  E — c 

Holthe  PO— 1 

Jacobson  W  I^-£ 

Knowles  H  L — £ 

Lange  Chamberlain  Win- 
ter Co— £  1  c 

Lawson  N  B— f 

Lewis  Minnie  E— 1 

Losby  P  W— £ 

Magpon  E  D — £  c 

McKilUp  Geo-1 

Pdcelder  Benjamin— £ 

Powers  Dr  Lunette — I 

Pringle  S  E— 1 

Smith  F  D  ft  0>— f  1  c 

Stanley  Geo  S— 1 

Telhnan  B  H — £ 

Topping  R — 1 

Trimble  H  £— £ 

Vanderwerp  George  I>— 
£  c 

Wagner  Harm — £ 

Wilson  F  W— £  c 

NASHVILLE 

Hough  C  A — £  e 
Kidder  Arthuiw.f 
State  Savings  Bank— f 
Trautman  M  E — £ 

NEGAUNEE 

Adams  J  Q  ft  Soo — f  c 
Hanserman  J  J— 1 
Jennings   Chsi    f 
Meiller  Oeo— f  1  c 
O'Donogfauo  J  E — £  c 
Pasooe  Thos — f  I   c 
Thoren   Theo— £ 

NEWAYGO 

Day  A  G— £  c 
Pike  Wm  J  ft  Son— £c 
Stillwell  Jessie—^  c 
Suitselms   R — c 
Turner   Mrs  Jnna — f 
Wood  Gertrude  E— I 

NILES 

Bacon  N  H — { 
Betchel  M— I 
Corell  Geo  E— £  1  c 
Donnahoe  E— € 
Harder  las  E — £c 
Lafler— f  c 
Pammd  G  J — 1 
Walts  D  D— £lc 
Wood  L  E— £c 

NORTHVILLB 

Ambler  W  H— £  c 
Babbitt  L  A— £  c 
Dolph  Charles  A— £  1   c 
Knapp  John  O— £ 
Knapp   Samuel  W— £ 
Noble  E  A— £ 
Simonds  ft  Lapham — £  c 
Wheeler  Barton  A— f 

NORWAY 

Brackett  A  F— e 
Dunn  J  E  ft  Co-f  1  c 
Knight  Jas   C-^ 
MaUJnoiii   Matthew— £   c 
Stewart  Dan  A — ^£c 
Van   Woivdar   Henry— I 


Carroll  Agcy  Inc 


Ic 


ONTONAGON 

Carroll  Edw^ 
Citizens    Bank 

£  c 
Corgan  J — £  1 
MeiTleur  C— £  c 
Spelhnan  C— f  c 
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OTSEGO 

Conlan  W  G— f 

Easton  G  H— f  1 

First  State  Savings  Bank 

Ins  AgcT — f  « 
Rathbnn  C  R— f  1 
Tucker  A  B — f 

OTTER   LAKE 

Evans  David  J  Jr— £ 
Fan  Paul  W— f 

oy  Jamca— 1 

oiter  Clarence  R — ^1 

OWOSSO 

Bigdow  R  P— f  1  c 
CadivaUader   W  C— flc 
Frigd  F  G— c 
Uverock  J  H— £  1  c 
Loring  E  T— £  1  c 
Miller   £   M— £  c 
Rohabachcr    £    M— c 
Ronyan  G  W— f 
Sanaerho£F  L  A — £ 
Walsh  N   R— £ 
Washburn  W   E-^ 
Weidman   Frank — £ 
Wolford  C  R— £ 
Wright  Aaa  T— £ 

OXFORD 

Bates  V  I^£ 
Corbit   R   M— £ 
CuUer  H  A— f 
Fuller  C  H— £  1  c 
Hullett  R  W— 1 
Kinsman  G  O — £  1  c 
McCarty  Alva — £  c 
Olive  Frank  L— £ 
Sntherhmd    L   W— £   1 
Tunstead  W  J— c 

PAW-PAW 

Anderson  David — £ 
Bomhans  £  Ir-i  I 
Free  J  W— f 
Killi£er    Wm— £ 
Longwell  W  H—l 
McNea  H  L-i 
Mason  W  H— f 
Parks  Edward  F— f 
Sirrine  E  D— f  1 

PETOSKEY 

Krieger  A  B— £ 
McCune  ft  Co-^  1  c 
Paihhorp  C  J— c 
Quinlan  Thos  ft  Sons 

Co-£  1  c 
Smith   C  I^£ 
Stone  N  T— £ 
Wachtcl  ft  Gabter  Co— 

£  1  c 

PLAINWELL 

Barber  Mabel  C— f  c 
BeUinser  H    M— £ 
Blair  John — £ 
Cairns   V    E— £   1  c 
Citiaens'  State  Savings 

Bank--I  c 
Nichols  Albert  L— f  1  c 
Shand  Bertha  J— f 
Sottle  S  I^-f  c 

PONTIAC 

Bromley  P  B— f 
Brondige  Georne   P — £  c 
Brondige  J  E— -£  1 
Buck  Mr— £  1 
Bnrrige   C  W— f 
Colvin  H  H— £ 
Cover  t   F— £ 
Crawford  Clark— f  c 
Crohn  ft  EIt"— £  1 
Davis  D  I^-f 
Eaton   Chas  M— £  c 
Ellsworth  ft  Cnmmlngs 

Fipher  A  J — f 


Predenburgh  T  A — £ 
Moore  A  L — i 
Northmp  Henry  C — f  1  c 
Phinney  A  H— f 
Sawyer  J  E — £  c 
Simmons  &  Hoyt — £  1 
Simpldns   Eli — £ 
Stuart    F  J — £ 
Thatcher  H  H  &  G  G— 

£  1  c 
Tillson  J  A— £  c 
Van  Wagoner  Jacob — £  1 
Van    Wagoner    James    L 

— £  1 
Watldns  F  A— £  1 
Webster  E  R— £  c 

PORT  HURON 

Atkins  Lewis  ft  Co — £  e 
Campbell  R  S— 1 
CiskT  O— f  1 
Dmdaon  W  F— f  c 
Fraxer  &  Fish— f  c 
Hayden  ft  Co— £  1  c 
Marx  H  F  ft  Co— f  c 
O'Brien  John  J — £  c 
Peaiton    LoRoy^-£    1    c 
Phillips  Wm  M— c 
Schoolcra£t    Co — ^£    1    c 
Warren  Geo  E— 1  f 
Welton  ft  Eckles-f  c 
Whitliff  Ins  Agency— 

flc 
Wilkinson  E-1 
Wright  Hoyt  ft  Co— f  c 

PORTLAND 

Allen  Geo  W— £  c 
Holcomb  H  W— £ 
Jenkins  O  R— £  c 
Maynard  &  Allen — f 
Rice  C  C— £  1  c 
Selleck   W    E— flc 
Webber  John  A  &  Son— 
f  c 

QUINCY 

Greennv  Martin  D — ^f 
Griswofd  M — f 
Knapp  F  E — £  c 
Kohl  Norman  G— £ 
Lockerby  &  Brown — f  1  c 
Newberry  Floyd  D— 1 
Power  Pearl^ 
Segur  M  S— f 

READING 

Dailey  J  F-f 
Doty  L  H— £ 
Hill  ft  Tyrrill— £  1  c 
Slough  L  O— I 

REED  CITY 

Beecher    MiUard— £ 
Clark  O  W— £ 
Fleischhaner  A    M— f 
Savidge  B  N— £ 
Winsor  L  B— f  c 

ROMEO 

Evans  H  S— £ 
McKay  Henry  J— f 
Phillips   G  W— f  1  c 
Raise!  A— c 
Seaman  B  N — f  1  c 
Stanslaw  H  J— f 
Starkeather   J    L— f 

SAGINAW 

Appleby  B  G  &  Co — f 
Atwood  ft  Atwood— £c 
Baum  Wm  B   &   Bro— £ 

1  c 
Beardsley  W  H— £  c 
Bendor  F  P— £ 
BUling  T  W— £  c 
Brady  &  Savage — £  c 
Brater  C  G — f  c 
Brintnall  H  I^-l 
Brown  J  F  A  Son— f  c 


Clift  &  BuUock— 1 
Colon  E  D— 1 
Day  C  E— 1 
Doxtator  N  A— 1 
Draper  J  D— £  c 
Eames  W  H— £  1 
Ferguson    ft    Wallace — 

FiUharris  E  T  &  F  W— 1 
Geer  Henry  N  Co — flc 
Grant  Geo  A — 1  c 
Guenin   Agency — f 
Haller  O  B— 1 
Hewitt  W  M— 1 
Hill-Carmen    Co— f   c 
HoUt  Walter  D— f 
Holland  L  E^l 
Johnson  J  S — ^1 
Johnson  jos  H — ^1 
Johnson  L  D — ^1 
Kersten   Edwin — f 
Klumpp  ft  Biggam — £ 
Koepke  S  G— 1 
Kramer  O  H—l 
Uke  Wm  &  Co— £ 
Lee  H  E— 1 
Leesch    Chas— £ 
Loomis  E  A— 1 
Lyons  G  W— f 
Martin  Aaency  The— f  1  c 
Monroe  J  Er— 1 
Nerreter  L  G  ft  Co— f  c 
Newberry  J  O— 1 
Patterson  ft  Weadock— f 

1  c 
Pearson   ft  Calkins — f  c 
Pearson  L  J — f 
Phoenix  &  Son  Geo— £c 
Reynick  C  J— 1 
Saginaw  Insurance  Agcy 

— f  1  c 
Schmelzer  F  N— f 
Schwahn-Khuen   Agcy — 

f  1  c 
Sheridan  J   P— f 
Vyse  Thos  H—l 
Welzien  &  Schultx— f  c 
Wonderlic  N  H—l 

ST  CLAIR 

Cope  O  D  ft  Co— £  1  c 
Ingles  D  P— 1 

Jenks  Russ  S-f  1  c 
IcElroy  David  C— f  1  c 
Sswher  T  H— f 
Whiting  ft  Zink— £ 

ST  IGNACE 

Conner  Chas — f 
Gennell  A  J— f 
Hoban  M— f  1  e 
Hotchkiss  E  H— £  1  c 
Montcith  H  L — ^1  c 
Murray  Charles  F— f  1 
Murray  David  E— 1  c 
Reagan   Ignatius— f 

ST.  JOHNS 

Bradley  Hairy — f  c 
Brown  J  E— f 
Dooling  E  L — f  c 
Flynn  Chas— f 
Howland  &  Son — f  c 
Hulse   Charles — f  c 
Hunt  D  L— f  1  c 

iudd  Gayton — f 
[elley  D  W— f 
Kenyon  A  H— f 
Parr  L  D— f 
Stephenson  Mrs  Geo— f 
Thome  Fmnk  L— f 
Walswordi  P  E— f 

ST  JOSEPH 

Barlow  Stuart— 1 
Canavan  ft  Weber— f  1  c 
Deimer  Geo  W— f  1  c 
Drake  J  I--£ 
Fletcher  J  W-£ 
Freitag  Chas  A— I 
Jackson  John  H—l 


St  Clair  J  C— £  1  c 
Schuls  ft  Pixley— {  1  c 
Starke  Burton  G— £  1  c 
Stevens  W  R— f 
Stratton  Chas  W— c 
Wura    Henry— 1 

ST  LOUIS 

Bieber  F  A— f 
Gildings   C  W— f   c 
LaClear  I  G— f 
Lowry  A  H — f  c 
Mey  Otto  F— £  1  c 
Phillips  E  C-£  c 
Smith  Newell— f 
Stevens  M  A— f  1 
Wright  Jas    K— f  c 

SAULT    STE    MARIE 

Adams  Ins  Agency — f  c 
Bailey   Thoa— f 
Bond  G  A— 1 
Brook  C  J— f 
Cady  Geo  A— f  c 
Colwell  &  Clark— f  c 
ColweU  A  H—l 
Davidson  W   E— f 
Empey  C  D— 1 
LaLonde  W  S— f  c     , 
McBean    Chas— 1 
McKenna  Jas— f 
Moffly  ft  Chipley — f  c 
Penny  E  J— 1 
Price  Fred  R— 1 
Sault    Ins    Agcy— f    1    c 
Supe  Charles — 1 
Sutton  &  Trempe — f  c 

SAUK  RAPIDS 

Artig  Frank  V— 1 
Benton     Cotmty     Real 

Estate  Co— f 
Berg  Herman— f 
Fletcher  Wm  H— £ 
Miller  Lee— £ 
Senn  John  A— ^£ 
Turrittin  A  H— f  1  e 

SOUTH  HAVEN 

Corliss  Geo — f 

Hardt    &    FuUenwider— 

£  1  c 
Hemmenway    Earl — £ 
Holmes   W   W— £ 
Madill   R  J— 1 
McCrimmon    Roy — f  1  c 
Pearman  M   E   P— £  c 

STURGIS 

Adams  W  A  J— £ 
Beck  J  W— f 
Brown  ft  Rehm — £ 
Gilbert  Ernest— 1 
Graves  C  W— £ 
Gray  E  B— c 
Hagerman  H  W— £  1  c 
Hawker  Harry — 1 
Heald  F  G— £ 
Jacobs  Theo— £ 
Kurtz  Fred  H — £  1  c 
Luedders   Loui»— 1 
McKerlie  Geo  F— 1 
Reading   ft   Sumney— £ 
Reading   Mrs  Geo — c 
Stanton  J  J— £ 
Wait  J  Paul— £  1  c 
White  Mrs  L  E— £ 
Wilber  Geo  E— 1 

TECUMSEH 

Brown  E  J— f 
Qirr  Emeat— 1 
Davidson  Guy  J — 1 
Gillespie  Franc— f  c 
Gillespie  Grace — I 
James  The  Al£red  Co— 

f  c 
McClure  H— £ 
Rector  J  F-f 
Temple  Mr — f  \ 

Willumson  C  E— f  « 
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THREE  RIVERS 

Andrews  Ed — f  c 
Arnold  Geo  H~£ 
Barnard  W   E— f 
Black  Orly— f 
Brown  A  L — 1 
Buma  John  B— f  c 
Folwell  Rufu*— £ 
Griffiths    Tohn— f 
Howard  Arthur  E— f    ' 
Watson  F  B — 1 

TRAVERSE  CITY 

AUey  H  D— f 
Carver  Bros — f  c 
Cleveland  L  K— f 
Corpe  C— c 
Curtis  A  B— f 
Curtis  Fred  D— f 
Ely  Chas  H— c 
Hastings  Ins  Agcy — {  c 
Marshal    Bros—-! 
Monroe  Jas  H — f  c 
Power  G  W— 1 
Pratt  F  H— 1 
Santo  John  R — f  c 
Stpcking  L  A— 1 
Webb   Chas  A— I 


VASSAR 

Clarke  Geo  D— f  c 
Loranffer  John  A—f 
Lyon  K  G—i 
North  F— £ 
Owen  Harry  L— 1  c 
Spears  W  J— f 
Stephen  C  J— f  c 

VICKSBURG 

Clark  &  Brown — £  c 
Dunning  Fred   R — £ 
Piatt  B   R— £  c 
Sharp    Don    B — f   c 

WAYNE 

Brewer  Mrs— £ 
Cady  Chas  H— £ 
Cady    Moore — ^f 
Carpenter  Clarence — 1 
Hoops  Edward  G— £ 
Husted   Eidward— £ 
Jamieson   Tom — f 
Kajrmo  Owen — £ 
Trucsdell  John— f 
Vining  Edward  M — £ 
Vinning  Italy  D— £ 
Wendt  Lewis  F— £ 
Ziegler   John — £ 
Zimmerman   Dr  Sam'l 


I— t 


WHITEHALL 
Red£em  C  W— £  1  c 
Ruggles  C  H— f  c 
Williams  R  H— f  1  c 

WHITE  PIGEON 
Gortner  E  N— f  e 
Hotchin  C  W— { 
Roderick  E— £ 

WILLIAMSTON 

Cairns  W  F— £  1 
Grossman   Ned — £  c 
Krumbeck  J  F— £ 
Rawley  C  W— £ 
Thompson  H  A— £ 
Webb  W  T— £ 

WYANDOTTE 
Amiot  H— £ 
Beattie  E— £ 
Bishop  W  W— 1 
Drennan  Jeremiah-— £ 
Edwards   &   Headman — £ 
Maloch  H  O— £  c 
Marr  C  H— £ 
Mclnemey  F— f 
Nellis  F--£ 
Neuendorf  C  W— £ 
Roehrig   Henry — £ 
Thiede  C  H— f 


WUson  Wm   E— £  c 
Youd  John  Er— f 

YALE 
Andrea!  Edw — £ 
Beard  H  E  &  Cd — f 
Bowles  M  M~-£  c 
Fead  E  F— f  c 
Herbert  N  B— £  c 
L^rmont  &  Beard— f  c 
Merrill  John  H—f  c 
Rapley  &  Adaats — £  c 

YPSILANTI 
Carpenter  P  W— f 
Craw£ord  S  £-^  1 
Daggett  Floyd— f 
Foersler  Albert — I 
Gallup  Fred  Lr-^ 
Gillett  F  C— £ 
Griffen  D  C— £ 
Hatch  Wm  B— f 
Hopkins  J  H — £  c 
Jpslin  Frank— £ 
Kirk  John  P— £ 
Putnam  W  S— £  I  c 
Seymour  W  B— f 
Touncr  Tracy— £  c 
Wilbur  Fred  P--£ 
Wortley  J  H—f  c 
Ypsilanti  Agency  Co— f 


MINNESOTA 


ADA 

Braaten  T  T— £ 
Brattland  M  A—f  c 
Fulton  D  E— £ 
Herringer  E  J— £  1  c 
Hetland  J  M— £ 
Hintze  Louis — f  c 
Lofgren  C  J— f 
Matson  Peter — £ 
Roesch  Lambert — 1 
Sharpe  Peter— f 
Tenney  B  F— £  1 

AITKEN 

Boeck  E  C— £  1  c 
Foley  T  R  Ji^f  1  c 
Hallum  Louis— f  c 
Hassman    B   R — f  c 
Hense  Frank — f  1 
Krecb  Freeman  E — £  c 
Mount  W  T— f  c 
Spalding  J  L — ^f  1  c 

ALBERT  LEA 

Brown  L  A — f  1  c 
Hamond  E  S — f 
Jones  M  M — f  c 
Ransom  J  E — f 

ALEXANDRIA 

Barnes  W  K— f 
Chidester  Buel— f 
Cowen  J  S— f 
Evens  Lewis — f 
Franklin  F  E— £  1  c 
Hardy   S    B— £ 
Tacobson  Andrew — f 
Facobson  ToUeflF £  c 

Tones  Wm — f  1  c 

Inox  Mr — ^f 
Kortsch  G  A—f 
Leach  Hugh — f 
Loo  &  Nelson— f 
Loo  G  A—f 
McKay  John  A — f 
Syvrud  Mr — f 
Treat    Geo    L— f 
Unumb  P  O— f 
Van  Tassel  F  C— f  1 

ANOKA 

Akin  R  W— f  c 
Curiel  E  L— f  c 


Dunn  J  F— f 
Green  CD  —  Son— f  c 
Greenwald  L  J — f  c 
Moberg  N  P — f  c 
Palmer  R  G— f 
Palmer  W  H—f 
Tart  H  C— f 

AUSTIN 

Babcock  E  S— f 
Baird  Lyman  D — f  c 
Banfield  H  L-f 
Baudler  Bros — f 
Brandt  H  L— £ 
Capretz  Peter — £ 
Catherwood  &   Nicholsen 

— f  c 
Detwiler  John — i 
Doanc  E   M— £ 
Dorow  R  F— £ 
Eagen   C   A — £ 
Earl  N  F— £  c 
French  L  Jr — f  c 
Goodwin   Parker — f 
Hardy  M  J— f 
Hurlbut  H  W— £ 
Johnson  Robt  L^f 
Kennedy  John  F — f  c 
Memers  Wm  W— f 
Meyen  E— c 
Mitchell  J  I^f 
Mulhem  Geo  C— f  c 
Rochford  Land  Co — f 
Sheedy  &  Cook — f  c 
Smith  E  H—f  c 
Snyder  Land  Co— f 
Page  A  C— f  1  c 
Wnght  A  W— f 

BARNESVILLE 

Aamodt  Emil— 1 
Boltz  &  Mever— £ 
Hanson  N  B — f  c 
Lee  W  S— f 
Lindqui«t  W  S-1 
Oliver  C  R— f  c 
Red  River  Farm  Loan 
Co— f  c 

BELLEPLAINE 

Ahmann  A  A—f  1  c 
Conlon  H  B— f  1  c 
Eflfcrty  J  S— f  1  c 


Gatz  W  A— £  1  c 
Hillstrom  H  A—f  1  c 
Irwin  A  J — f  1  c 
Schoell  J  A—f 
Whitlock  F  J— £ 


BENSON 

Ameson  Ed— f 
A  meson  A — f 
Arnesson    Ed — 1 
Bowers  O  W— f 
Edwards  J  N— f 
Gallagher  P  S— f  I 
Hudson  I  H— c 
Hudson  S  H—f 
Johnson  R  R— f 
Kane  C  Lr— f  c 
Lee  J  T— f  1 
Mathiesen  L  B — c 
McDcrmott    Leo— 1 
Thompson  G  O — f 
Thornton  F  C— f 
Van  Slyke  A  W— f 
Wilmers  S  D— f 

BLUE  EARTH 

Bardell  John— £ 
Clark  Ollie— f 
Conines  J  A—f 
Davis  F  H—f 
Drake  W  H—f  1 
Floe  E— f 
Kobs  Fred— f 
Putnam  F  E— f 
Seiverson  J — f 
Silliman   Frank— f 
TerwUli«er   Claude— f   1 

BRAINERD 

Bane  W  W— £ 
Brainerd  State  Bank— f 
Bnrgoyne  Zelma — £ 
Chadboume  G  W— f  1  c 
Cohen  Henry  J — f  1  c 
Elder  J  M— f 
Gardner  G  H—f 
Halvorson  Gustav— f 
Hartley  &  Albrisrht— f  1  c 
Krekkelberg  J  H—f  1  c 
Smith  Bro»— f  1  c 
Swanson  &  Swanton— f  t 
Wieland  Walter-f  1  c 


CALEDONIA 

Beddow  T  A— I  c 
Blexrud  H  J— £ 
Bouquet  Tobn — f 
Dorival  C  A—f  c 
Duxburv  F  A — t 
F]ytm  A  J — f 
Groeztnger  F  A — f  c 
Hellickson  E  C— 1 
Heymann  J  A—f 
Palen  Frank— f 
Sprague  R  D— f  c 


CANBY 
Christie  J  S— f 

CHASKA 

Arltz  J  M— I  c 
Dols  Hy— f  1 
Faber  Geo  F — ^f 
Klammer  K  K — f  1  c 
Simons  P  H—f  c 
Strenkeus  Geo— f 
Welch  H  A— £  1  c 


CHATFIELD 

Bibbins  S  E— f 
Haven  G  A—f 
Haven  G  H—f 
Thurber  Chas  L— f  I 
Underleak  Jos — f 


CLEAR  WATER 

Pineo  W  B— f  I  c 
Shaw  E  A— £ 
Shaw  W  A—f 
Whittemore  Bros— £ 
Wilcox  G  H—f 

CLOQUET 

Cookom  Geo— c 
Cox  N  F— f 
DiesenJ  E— f 
Dixon  C  Lr— f 
Fetsenbedt  J  A—f 
McWithey  T  G— f 
Osbum  C  P— I 
Skemp  W  H—f 
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CROOKSTON 

Boyd  John   H— f 
Carpenter  J  E — f  c 
Cbristianson  O  O — f 
Eide  Peter  J—f 
Grady  F  A— f 
Lommcn  E  E — f 
McPhec   John    T>—i 
MiUer  &  Foote^f 
Misner  H  C— f 
Xlocckel  &  Prudomme — ^f 
Moran    N   B— f 
Naughtin  John   F— 1  c 
Newberry  C  W — f  c 
Northrop  J  A — f 
Ringdal    &    Hage— f 
Sauve  Joseph   O   Ins 

Agency — f  c 
Sivertson  A   M — 1 
Steenerson  Elias— f 
Stone  Geo  F— f 
Strander   Abstract  &   In- 

Testment  Co — f  c 
Taylor  E  W  &  Son— f 
Vance  Sheldon   W— f  c 
Vaule  &  Murphy — f 
Walsh  &  Low — f  c 
Wheeler  Land  &  Loan  Co 

— f 
Wheeler  S  W— f 
WUde  Geo— f 


DETROIT  CITY 

Anderson  R  E — f 
Becker  County  Land  & 

Loan   Co— r 
Bakke  J  E— f  1  c 
Baker  C  A— f 
Bostick  E  J—f 
Urman  W  B— f 
Dennis  Fred — f 
Dix  W  D-f 
Dix  Mrs  L  E— f 
Engebretson   I — 1 
Erickson  H  S— f  1 
Hamilton  Geo  D — f 
Tenaen   Henry — f 
MacGregor  Chas — ^1  c 
Morrow  H  E— f  1 
Nottage  T  A— f  1  c 
Paulson  Paul — ^f 
Pryor  J  L— 1 
Richmond  John — 1 
Sanders  Fred — f 
Schroeder  P  F— f 
Seatander  A  E — f 
Sletvold  A  O— £ 
Taylor  L— 1 
Wdacr  S  V— f 
West  Jno  K— £ 


DULUTH 

Alexander  E  P— f 
Anderson  Fred  C — 1 
Barnes  Luden  A — 1 
Bates  Marcus  F— f 
Bergholm  Elof  I^-l 
Bestler  Peter  J — 1 
Blod^ett  F  E— 1 
Bogum  L  I — I 
Boodv  Lewis  R— 1 
Bondy  M  W— 1 
Bush  G  A— £ 
Cameron  Carey  A — 1 
Campbell  Miss  Agnes — 1 
Carey  J  F— 1 
Cheney  H  I^— 1 
Hark   O  H— f  1 
Oementson   Geo— 1 
Codding  Anna   G — ^1 
Cogan  John — ^1 
Coleman  C  F— f 
Cooley-Underhill— £  1   c 
Covey  Wm  E — ^1 
Craiff  C  P  &  Co— £  c  . . 
Crandall  Ralph  L— 1 
Drcis    Geo  J — 1 
Duluth  Fire  Ins  Agcy 
— f  c 


Dunning    &    Dunning — f 

1  c 
Eby  &  Gridley — £ 
Elden  Otto  1—1 
Eleasson  Chas — { 
Elston  &  Britts— £ 
Engels  J  P— 1 
Ferguson  L  C— £ 
Fieia-Frey — £  c 
Firmine  Eugene — ^f  1  c 
Fitzgerald   Chas  W  Co— 

f  c 
Giddings  CUy  H— 1 
Giddings  H  A— 1 
Goldish   Ben — ^1 
Gordon  C  H— £  c 
Graflf  H  H— 1 
Grandlund  Jacob— 1 
Gray-Wcrtin — £  c 
Greenfield_T  B— £ 
Gumz  A  »— 1 
Haig  Rob't  D— I 
Haigest  Ed— I 
Ilalfock  Guy— 1 
Hanson  &  Son — £  c 
Harper  J  H  &  Co — f  c 
Hassen  E  R— 1 
Havela  R  W— 1 
Haynes  Jonathan  D — 1 
Herschleb   A    Edmund — 1 
Hicken  W  A— f 
Hoene  Arthur  C — ^1 
Hoene  Fred— 1 
Hoopes-Kohagen — £ 
Horner  W  M— 1 
Howard  J  D— £  c 
How  C  V  Jr— c 
Howenstine  B  F — 1 
Hunter  R  M— £ 
Ins  Service  A|rcy — £  c 

Jackson  A  S  Co— 1  c 
acob  G  F— 1 
"cflfrey  Jas— f  1  c 

''ohnson   Edward — 1 

ordahl  Harold — 1 

loyce  H  S — 1 

.arth  P  U— 1 
Kilgore  F  M— 1 
King  L  A— 1 
Kirby-Grin^s — f  c 
Knox  R  B— £ 
Knudtson   Nelson  E— 1 
Kreidler.Doylc--l 
Larson  David — 1 
Larson  L  A — £ 
Lattin  R  D— 1 
Lee  R  K— 1 
Lightfoot  Thos— 1 
Lindh  01o£— 1 
Lonegren  C  E — £ 
Lundholm  H  J — I 
Mahler  August — 1 
Manley-McLennan    Agcy 

— £  1  c 
McCormack   P  E— 1  c 
McCormick  W  S  Agcy — 

f  c 
McNaughton  J  F— £ 
McNally  Frank  T— 1 
Michaud  A  A  Co— f  c 
Millberg  Walter  P— 1 
Moeller  H  W— 1 
Mohr  Arnold — 1 
Monahan  Thos  T — 1 
^forrison  Neil  B— 1 
Mullin  H  J— £  c 
Nesbitt  Henrv  &  Co— £  c 
Oettel  Wm  C— 1 
Olson  John — ^1 
Oreckovsky  C  D— 1 
Paine  Fred  W— 1 
Peterson  August~-1 
Pineo  Henry  I— I 
Pinco  Ralph  H— 1 
Potts  Clyde  F— 1 
Prindle  W  M  &  Co— £  c 
Pul£ord-How    Co— £    c 
Rakowskv  C  I^-£lc 
Randall  F  E— 1 
l^ickard  C  N— 1 
Salter  F  I  Co — £  c 
Sandvick  Andrew— 1 


Sargent  Wm  C— £ 
Scott  J  A— I  1 
Shambeau  John — ^1 
Sherwood  W  C— £ 
Signer   John   W— I 
Simonson  L  A— 1 
Smithies  H  L— 1 
Swanstrom  Bros— £ 
Ta£t  Wm  G— I 
Thome  John— 1 
Traphagen  A   D— c 
Van   Brunt — £ 
Wahl-Messer  Co— £ 
Wanser  J   O— I 
Washburn  C  C— 1 
Western  Realty  Co— £ 
Wheeler  Agency — £ 
Whitney  Wall  Co— £  c 
Williams  Realty  Co— £ 
WMng  H  A— £ 
Wilson  Geo— 1 
Wright  E  W— 1 
Young  L  W-f 


E.  GRAND  FORKS 

Bronson  &    Rasmussen 

— £ 
Chambers   Geo  K— £  1  c 
DuffT   F  J— £ 
Jacob!  G  R— £  c 

Johnson  Paul — 1 
lelson  N  J— £ 
Sullivan    Bros — f 
Sullivan  T  A— 1 


ELY 

Brosich  G  L— £  c 
Chinn  Henry  C — ^£ 
White  L  J— £  c 

EVELETH 

Comwell  R  M— 1  c 
Whitman  G  A— £  c 


FAIRMONT 

Dean  E  C— fc 
Grant  Alex— £ 
Hay  Wm  M— f  c 
Marsden  T  L — c 
Palmer-Edwards   Co— £ 

1  c 
Peterson  C  N— £ 
Sutherland   G   A — 1 
Tuttle  H  P— £  c 
Wade   David   S— £ 
Ward  A  L— £ 
Ward  De  Forrest— £ 
Wohlheter  &   Merritt— £ 


FARIBAULT 

Barrett  J  C— £  c 
ChaflFee  F  M— 1 
Clement  Mrs  Sara  S — £1 
Foster  &  Co  J  A 
Karp   H   S— 1 
McMahon  J  P— f  1 
Reed  Geo  D— f 
Ruge  Peter— f  c 
Shandar£    &    Schroeder — 

f  c 
Smith  H  B— f  1  c 
Weston  &  Jewett  Agcy— 

f  1  c 
Whitney  Geo    S— £ 


FERGUS   FALLS 

Alexander    Chas— £ 
Anderson  A  G — £ 
Angus  R  J — £ 
Baker  C  D— £ 
Barke  J  O— £ 
Barrows  F  G — £ 
Brown  J  A — £ 


Erikson  U— £  1  c 
Hermann  Bertha — £ 
Hodgson  F  &— £  1 
Lake  &  Lowry — £  c 
Lincoln  R — c 
Moen  &  Rustad— £  1  c 
Olson  O— £ 
Pfefferle  F  J— £ 
Rink  Leon  A-fl 
Stang  M— £  1 
Thompson   Anton — £ 
Trankberg  G  I^— £ 
Wheelock  H   M— £c 
Wright  C  R— £ 


FRAZEE 

Oalv  T  J— £  1 
Galiagoer  Jami 
Gummer  E  F— £ 
fust  W— £  1  c 
Oberthauser  L  W— 4 


GLENCOE 

Brown    G  W — £ 
Danck  J  L  T— £  1  c 
Ebeling   Herman — £  1 
Dols  Jacob— £ 
Jumer  F  W— £ 
Kohler  F  X— £ 
Luiten  J — £ 
Rowland  J  H— £ 
Thoeny  Henry  A— £  1 
Thoeny  M— £ 
TifiFt  C  M— £ 
Waldron  J  P— f 
Whalen  D  K— £ 


GRACEVILLE 

Baird   E   C— £  1  c 
Cathin  Mrs  C  D— £ 
Fahey  J  F— £ 
McDonnell  M  J— £ 
McRae  Jas  A— £ 
O'Neill  E  J— £  1  c 


GRAND  RAPIDS 

Doran  J  D — £  c 
First   National  Bank— fc 
First  State  Bank— £  1  c 
Gole  J  S — £  c 
Kremer  &  King — £  c 
Leroux  Leo — 1  c 
McMahon   S  Stanley — I  c 
McVicar  F  A-f  I  c 
Security  Stetc  Bank— £  c 


GRANITE    FALLS 

Batchelder  A— £ 
Bengtson   H   P 
Hartwick  Olc— £ 
Horn  T  H-1 
Johnson  L  O — f 
Reamer  W  I^-£ 
Loe  Bert  O— f 
McLarty  D  A— £ 
Marcuson  C  M — £ 
Mikkclson  H  A— £ 
Nelson- Asmason   Co — £ 
Overson  T  G — £ 
Sorlien  O  H— £  1 


HASTINGS 

Boynton  Frances  L — f  1  c 
Fast  S  F— £  1  c 
Gergen  &   Doffing — f 
Heinen  A  B — i  c 
Heinen  John — f 
Kranz  N   F— £  1  c 
Millett  J  M— f 
Pringle  W  DeW— £  c 
Schaller  A  J— £ 
Stanley  Lowell    C   S — £ 
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HIBBING 

Brady  T  F— f 
Corey  F  Clark— f  c 
Egge  A  L — f  c 
Golob  T-f 

Haley  &  Rooney — f  c 
Kirby  S  R— f 
Newcomb  L  C — f  c 
Reed  H  P  &  Co— f  c 
SpcnalcT  W  R— f 
Tatro  K— f 

HOPKINS 

AM  Geo— 1 
Dix  F  E— £ 
Gaertner  B  J— I 
Hollister  H  Lr-i 
Schussler— f 
Scibcrlich   R  J— 1 

HUTCHINSON 

Adams  William — f 
Anderson  S  G  Jr— -f 
Bank  of  Hutchinson — fc 
Barrie  L  M— f 
Citizens  Bank — f  c 
Farmers  National  Bank 

— f 
Goodnow  C  K — f  c 
Harrington  W  E — f 
McNelly  W  O— f 

JACKSON 

Cheadle  A  B— £  1 
Cowing  J  W— £ 
Drahota  Theo — f 
Faber  F  B— £ 
Fiddes  A— £ 
Hughes  H  H— £  1 
Hunter  W  D— £ 
Iverson   S  M — £ 
King  W  P— £ 
Nasby  A  O— f  1 
Pribyl  T  J— £ 
Strom  H  I^— £  1  c 


Sulyards  J  A— £ 

JORDAN 

Engler  Henrjr  A — f 
Leonard  J— t 
Schaefer  &  Herder— f 
Sullivan  Geo  F— £ 

KASSON 

Anderson  Aug  E — f  c 
Fiegel  Fred  Jr  &  Sons— 

£Tc 
Parkhurst  W  N— £  I 
Willyard  C  L— £  1 

KENYON 

Bakko  E  O— £  1 
Bereh  H  E 
Borlang  Arthur — f  1 
Borlaug  B  J— £ 
Brusletten  C  Lr-f 
Flom  G  A — £ 
Foss  Ed— f 
Harrison  Chas — f 
Holman  J  C  E— £ 
Ohs  Frank— £ 
Overhart  G  H 
Ruen  P  O— £  1 

LAKE   CITY 

Dempster  C  L— f  1  c 
Doughty  Frank — £  c 
Fowler  A  J — £  c 
Hammond  Geo  H — f 
Hubbard  W  A   &   Co-£ 

1  c 
Pike  N  C— £lc 
Romick  Robt— f 
Security  Bank — £  c 
Simpson  S  M — £ 

UiNESBORO 

Aske  H  T— £ 
Chapman  A  G — f 


Hanson  A  M— £  1 
Scanlon  &  Habberstab — f 
Tollefson  L  T— £ 

LE  SEUER 

Cadwell  Fred— £ 
Clifford  Jerry— £ 
Cosgrove  L  C — ^1  c 
Gish  Jacob— 1 
Hessian   Esther — £ 
Parker  Ora  J— f 
Smullcn  Thos  H— f 
Wishart  .Ray— 1 

LITCHFIELD 

Brassie  C  A — f 
Campbell  E  W— £ 
Farmers   &   Merch   SUte 

Bank— £  1  c 
First   National    Bank— £ 
Hershey  H  M— f  1  c 
Koemer  P  C— £ 
Meeker    Co— Abstrsct    ft 

Loan  Co — f  c 
Spcllicy  John— £ 
Tbaralson  D  N— 1 

UTTLE  FALLS 

Bergheim  N  N— £ 
Billstein  Leo— 1  c 
Cameron  Don  M — £ 
Qirey  Nellie  R— f  c 
Crossfield  J  W— f  c 
Dumphy  Koss— 1  c 
EUenbeckcr  Frank— £ 
Gerritz  Geo — £ 
Gibson  Warren — f  c 
Kirchcr  G  F— f  c 
Martin  J  K— £  c 
Massy  0  W— £  1  c 
Randall  P  S— £ 
Signor  &  Schallem — £  1  c 
TourtUlott  W  T— c  1 
Trebby  S— f  c 
Vasaly  Lewis — £  c 
Vasaly  S  0-£  c 
Vertin  John— £ 
Wetxel  John— £  c 

LUVERNE 

Armstrong  W  H — £ 
Burley   Fred— £ 
Oinfield  E  H— £  c 
Christophersen  C  H — £ 
Dailey  A  j— f 
Ferguson  Bros— £ 
Hinklcy  R  B— £  c 
Kniss  G  W— £ 
LaDue  Jay — £  1 
Martin  C  J— c 

MADELIA 

Brown  C  E— £ 
Dahl  C  T— £ 
Dossett  M  S — £ 
Haycra£t  E  R— £  c 
Hillesheim  F  H— f  1 
Schobleben    Wm — flc 

MANKATO 

Black  Geo—  1 
Blinenbach— f  c 
Bowen  J  R— £ 
Chapman  Chas  A — £  c 
Citizens  Realty  Co— £  c 
Force  Fred — \ 
Healey  J  H-1 
Johnson  T  A — £ 
Johnson  M  O— £ 
Leonard  Henry  F — f  1  c 
Morchart  W  J— f 
Perrin  H  B  ft  Son— £ 
Plymat  W  N— f 
Raynerson  J— 1 
Rose  D  L— £  c 
Spencer-Baker  Co— f  c 
veum  Land  Co— £ 
Walker  O  W  Co— I  I  c 
Willard  D  G— f  1  c 
Williams  Theodore— £  1  c 
Zuel  Wood-Goff  Co— f  c 


MARSHALL 

Bum£ord  R  R— £  c 
Davis  Thos  E— £  1  c 
Daniel  R  B — £ 
De  Rue  Chas  L— f 
Hall  J  H— f 
Healy  John— f  1 
Mathews  &  Mathews — £ 
Mathews  Rolland— 1 
Minnick  R  M— f 
Molle  E  W— £ 
Odell  &  McNiven— £  1  c 
Rasmussen  Fred — I 
Seward  V  B— £ 
Ter  Harr  &  Henry— 1 
Von  WilUams  J— £ 
Woodard  O— £  c 

MILACA 

Allen  J  A— £lc 
Allison  Thos  W— f 
Anderson  A  M — ^1  c 
Cook  Dr  R  E— 1 
Eberhardt  C  C— £ 
Enckson  W  A— £ 
Erickson   C   E— £ 
Foss  C  H— £ 
Lodemeier  C  V— 1 


MINNEAPOLIS 

Ahem  J  J— I 
Ainsworth  G  A — ^I 
Akers  Walter  I^£ 
American  Security  Invest 

Co— £ 
Anderson  E  A  Ins  Agcy 

£  c 
Anderson  Davis  Ins  Agcy 

— £  c 
Badger  Walter  L  Agcy— 

Barnes  Ins  Agency — £ 
Barney  &  Barney — £ 
Bean  M  E  Co— £  1 
Bell  D  C  Investment  Co 

— £ 
Berkey  Co — £ 
Beson  Gwynn— c 
Blandford  Geo  T— 1 
Blond  J  A— 1 
Boardman  &  Ware — £ 
Bohen  Frank  T  Co— £  c 
Borhus  H  C  Ins  Agcy— 

£  c 
Bowe  E  C— £ 
Braden  Chas  E— £  c 
Branton  J  F— 1 
Brewster  C  E— f  1 
Bridgett  ft  Gorham— £ 
Burgan  I  E — £ 
Burleigh  W  C— f 
Butts  Agency  The— 1 
Campbell  L  W  Co— £ 
Card  Delbert  R— c 
Carlson  G  J — ^1 
Carpenter  J  R — c 
Carr  C  G— f  1 
Qirr  L  E— 1 
Chase  &  Schanfield— f 
Cheney  W  B— 1 
Christensen  Theo— c 
Chute  Ins  Agency — £ 
Citizens   State  Bank  Ins 

Agency — £ 
Coe  Fire  Ins  Agency — £ 
Conhaim  Louis — 1 


Conrad  E  A  Co — f 
Conroy  ft  McLennan — f 
Conroy  J  F— f 
Cook  R  R— f 
Corbett  Chas  H— {  I 

Damielle   Franklin  Jr— f 
Davis  J  H  ft  Co— f 
Deming  Portions  C — £ 
Dickenson  &  Gillespie— £ 
Dickey  F  A-^ 
Donaghue-Horstman  Ins 

Agcy — £ 
Donaghue  Agcy  Matt — £ 
Domberg  H  B  &  Co— £ 
Dunn  Thos  Jr— I 

Eichhom  E  &  Sons— £ 
Ellis  B   E— 1 
Esterly-Hoppin  Co— £ 
Esterly  R  E— I 
Evans  D  H — ^f  c 

Fabian  J  H— 1 
Fletcher  Co  The— f 
Force  E  A — c 
Forster  Edwin  J  Co— £ 
Foster  F  W  ft  Co— £ 
Frudcn£eld  L  M— 1 
Fuller   C  I— f 

Gale  A  F— £ 
Gale  C  S— £  1 
Garland  J  L— 1 
Garwood  E  C— f 
Giles  H  M— f 
Gillette  R  M— £ 
Godwin  J  W— 1 
Gorham — Braden  Co— f 
Gray  F  L  Co— f  1  c 
Grose  Thos  J — ! 
Gross  ft  Mantfaey — f 
Guardian  Inv  C» — f 

Hall  E  C-£ 
Hall  Oscar  C— £  c 
Harriet  State  Bank— £ 
Hawkins  Val  H— f  c 
Hazard  J  T— £  c 
Hazlett  Jas  C— f 
Head  Fred  S-£ 
Hedwall  C  J  Co— f 
Heffelfinger-Barrett  Agy 

— t 
Hermann  W  C  J — f 
HiU  Geo  V  B  C— £ 
Hoefflin  E  G— £  c 
Hood  &  Matschke  Co— £  c 
Hooper  &  Kidder— f 
Hopwood  Inv  Co— f 
Homer  Warren  M — ^1 
Horstman  F  A — ^£ 
Hunter  Asa  J — ^f 

famieson  ft  Huss     f 
fayne  ft  Co— c 
lohnston  Geo  S — f 
rones>Davis  Agency    f 
Tones  D  E — ^1 
fordan  R  J— £ 
forstad  L  M— £  c 
foyce  W  B  ft  Co— f  c 
fudd  W  G-c 
_  le  J  J— f 

Kau£mann  I — 1 

Keating  W  J— I 

Kelly  ft  McCusilB— € 

Kelly  Edw  P— 1 

King  V  L  H— 1 

Kirkwood  Mrs  Ansa — ^I 

Knapp  Geo  W — f 

Kost  ft  dark— f 


CONILIN-ZONNE-IAIIISW  AiERCT 

INSURANCE 

to,  Agts;  lMby«i' lisMlttv  AwrJte^  rf  IM.  Cy.^A^ 
(ittoSui^l&OiX  J.lMd  AgtKOinMlisdri.  h^  P.  ft  H^  lln 
km\  nMUj-PlMi^   IsBsw.    Umkukt  k  Tnin  Assbs  if 


•PkMi%   bi 
IirtfH  IbMfobP.  ft  I^  iWiih  if  iMte,  Qriat,  T«Hli^ 

ISni  IsttfluMM  liis  BaiUiifr  UiiMydb.  Bn 

Special  attention  given  orders  from  non-rcsideat 
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THE  HOOD  AGENCY,  inc. 

Workmen's  Compensation,  Casualty,  Fire,  Marine,  Tornado  and 
Automobile  Insurance,  Fidelity  and  Surety  Bonds. 

REPRESENTING: 

OCEAN  ACC  ft  GUAR.  CORP.,  LTD.  NORTHWESTERN  FIRE  AND  MARINE 

UNION  ASSURANCE  SOCIETY,  LTD.  ROYAL  EXCHANGE  ASSURANCE 

ST.  PAUL  FIRE  ft  MARINE  INS.  CO.  QUEEN  INSURANCE  CO.  OP  AMERICA 
ROYAL  INDEMNITY  CO.  (Bold  Dept.) 


Phoenix  BoUdiiig 


Minneapolis,  Minnesota 


Lambrecht  J  T — 1 
Lamberton  M  J  Ins 

LaneTA— f 

Lane  Leslie  C — 1 

Laraway  O  M  &  Son — f 

Larson  Ins  Agcy — f 

Lauderdale  Co— f 

Landerdale  T  W— 1 

Law  L  L— f 

Laynourn  Guy — c 

Leach  Geo  £— rf 

Leitschuk  A  M— f  c 

Leritt  Charles  L—l 

Lewis  Ins  Agency —  f 

London  W  S— f 

Lowry-Scott    Agency — ^f  c 

McCanley  D  E— 1 

McCnaig  J  T— f 

McGowan-Mahony  Inv 
Co— f 

McGreffor     Real     EsUte 
Co— T 

Mclntyre  John  C  ft  Co 

— f 
McKenxie  T  R  Co— f 
Maas  A  H  Co— f 
Mannen  F  A — f  i 
Main  J  F— f 
Mapes  &   Ertsgaard— { 
March-Ennia   Co — f 
Markea  Frances  A — f 
Market  Sute  Bank  Ins 

Agency — f 
Marsh-Eknis  Co— f 
Marsh  ft  McLennan — f 
Meagrhcr  ft  Conway^f 
Merchants     ft     Manufac- 
turing  State  Bank  Ins 
Agency — f 
Meyers  J   E — 1 
MiUers  &   Traders   State 

Bank  Ina  Agency — f 
Minneapolis    Ins   Agency 
— f  1  c 


Minneapolis    State   Bank 

Ins.  Agcpr — f 
Minneapolis    Trust    Co — 

f  c 
Minnesota  Loan  ft  Trust 

Co— £ 
Minnehaha    State     Bank 

Ins  Agency     f 
Moore  Bros  Brace  ft  Co 

— £ 
Morris  &  Morse— c 
Morris  S  V  Jr-f  c 
Mosher  Realty  Co— i 
Murphy  G  E-— £  c 
Murphy   Harry  G— 4 
Nelson  S  A— f  1  c 
Nickels  ft  Smith— f 
Nickols  &  TutUe-f   * 
Norbeck  C  £— £ 
Northwestern  Agency  Co 

— f  1  c 
Northwestern  General 

Agency  Co — { 
O'Brien  ft   Harris— £ 
Oshier  W  S— c 
Packer  ft  Kauffman — 1 
Palmer  F  I^-f 
Parker  L  T— f 
Parrj-Eastland   Agency 

Paust    B    A— c 

Perry  A  E— f 

Phelpe-Eastman — £ 

Powers  Fred  M— f 

Pray  Ins  Agcy  The— 1 

Preston  Mrs  C  P— f 

Purple  J  G— 1 

Reeves  A  J — 1 

Rehnke-Walling  Invest- 
ment Co — £ 

Reidhead   The   A   P    Co 
— £ 

Robinson  Wm  E— 1 

Roscoe-Knudtson-Laid- 
law  Co — f 


Ryquist  G  A— f 
Sabin  F  H-f 
Sage  W  M— c 
Sammis  F  C — £ 
Sanders  F  H— 1 
Schutt  Realty  Co— £ 
Seeley  Agency  Geo  H — f 
Seeley  ft  Co— £ 
Sexton  Chas  W  Co— £  c 
Shaw  Wm  D— 1 
Shove  T  C— f 
Skarp  &  Lindquist — ^f 
Skiles  &  Skiles— £ 
Smith  Co  Arthur  P— £ 
Smith-Eastman  Co — f 
Smith  Isaac  N — £ 
Smith  John  L— £ 
South   Side  State  Bank 

Ins  Agcy — £ 
Sprague  F  E— £ 
Stanley  Chas  R— £  c 
Staring  Co  The— f 


Sundberg  H  A— 1 
Sundberg    Hedwall   Co— 

{  c 
Swartwood  F — ^1 
Tabour   Realty  Co— £ 
Taylor  G  W— 1 
Thayer  E  A  Mortgage  Co 

Thomas  F  M— 1 
Thompson  Bros— £ 
Thompson-Hayes  Co— f 
Timberlake  B  H— 1 
Tingdale  Bros  Inc— £ 
Tomlinson  R  B  Jr— 1 
Turner  H— 1 
Tweedy  R  J— 1 
Twenty-Sixth     St     State 

Bank— f 
Twin  City  Ins  Agency— 

£ 
Van  Hook  L  S-f  c 
Van  Tuyl   C  W— 1 


F.  H.  WAGNER  AGENCY 

REPRESENTING 

Agricaltvnii;Aacric«ii,  N.  J.;  Assorance  Co.  of  Amer- 
ica; Buffalo  Qermaii;  Camden;  Ceotaf7;Law,  Unioi 
ft  Rock;  Colambia,  J.  C.  (Antomobile);  Concordia; 
Dnboque;  Flremeaa,  N.  J.;  MetropoHtan  Casualty; 
New  Bmoswlck;  Phenlx  of  Pftrlg;  Travelers  (Liability) . 

MINNEAPOLIS,  MINN. 


Stocker  A  C  Co — £ 

Waleen-Morgan  Co— £ 

Stockwell  S  A— 1 

Walker  J  Godwin— 1 

Stone-Pray  Co— £ 

Wallace  Agency— c 

Strouse  Leo— 1 

Walstad-Pearson   Inv   Co 

Stszemp   John   W   &   Co 

— £ 

-f 

Wassing-Van    Hook    Ins 

Sulflow  W  H— £  c 

Co— f  c 

MINNEAPOLIS  INSURANCE  AGENCY 

FIRE  DEPARTMENT 

Hartford;    Ins.  Co.  of  North  America;    Liverpool  &  London  &  Globe,  Bug.;    N.  Y.  Underwriters  Agency; 
Natkmal.  Conn.;    Norwich  Union;    North  British  &  Mercantile,  Bng.;     Northern,  Bug.;  Royal;  Scottish 
Union:    Springfield  P.  ft  M. 

MARINE  DEPARTMENT 

Fireman's  Fund,  Cal.;  Columbia,  N.  J.;  Mannheim,  Ger.;  Union  Marine,  Liverpool 

CASUALTY  A  BOND  DEPARTMENT 

Genoral  Agents 

Globe  Indemnity  Co;  New  York  Plate  Glass;  New  Jersey  Fidelity  ft  Plate  Glass 

Commiasioiia  Allowed  Non-Roaidont  Brokers  and  Agents  on  Insurance  on  Minneapolis  Properties 

Special  Inspection  Dept.  maintained.  Rate  Schedules  Furnished 


CORRESPONDENCE  SOLICITED 
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CHARLES 


SEXTON 

COMPANY 

McKnight  Bldg^ 

MINNEAPOLIS, 
MINN. 


AETNA, 

COHHONWEALTB, 

tENEIAL  FIIE, 

tEBHAN  AMERICAN, 

BANOTER, 

SOME,  N.  Tm 

MINNEAPOLIS  F.&H. 

NEW  BAHPSfllRE, 

riKBNII,  Uiid«a, 

PENNSTLYANIA, 

ST.  PAUL, 

WESTERN  ASSXE 

FIDELITY  and 

CASUALTY 

INSURANCE 
In  All  it8  Branches. 

Special  Attention 

given  to  the 

Interests  of  Non- 

Refiidentg  and 

Oat-of«Town 

Orders. 

Engineering  and 
Expert  Inspec- 
tion Service. 

wRirm  ua 

Ftr  Inftniialioii  uitf  Rattt 


MINN . — Minneapolis, 

Con. 

Weeks  J  A— f 
Weismann  Arthur  C — ^1 
VVentworth  &  Griffith— £ 
Wheeler  A  M— 1 
White-Darling-Hazard 

Co— f  c 
White  H  W  Inv  Co— f 
White  &  Odell— 1 
Whited-Brearley  Co— f 
Willard  Geo  H-f 
Williams  Fred  T— I 
Williams  W  F— 1 
Wilson  &  Force— f  c 
Wilson  Wirt— c 
Wirth  E  F— I 
Wolford  W  L— f 
Wood  Daniel  B— c 
Wood  M  E— c 
Woodruff  C  S— f 
Yale  Realty  Co— f 
Yeates  &  Son— f 

MONTEVIDEO 

Anderson  J  O — f  c 
Budd  C  ri— f 
Elison  G— f 
Fosnes  C  A — f 
Jenks  T  B— f  1  c 
Kief  A  H— f  1 
McCarger  &  Peterson — i 
Moycr  L  G — ^f  1  c 
Norman  P  L— { 
Rollefson   Oscar — {  c 
Whitmore  B  A— f 

MORRIS 

Beise  Geo  W— f 
Burpee  C  B — ^f 
Cherry  Wm  H— f 
Cooley  W  F— f  c 
Devenney  J  H — f  c 
Gaff ney  Jos  J— f 
Gilbert  Emil— 1 
Mangan  T  J — f 
Peterson  Erick — t  c 
Peterson  P— f 
Putnam  F  R— f 
Siveru  S  A— f  1  c 
Spooner  Paul  L— f  c 
Stenger  A   L — flc 
Vaughan  Chas— f 

NEW  PRAGUE 

Komarek  E   W— f 
Rachac  Joseph— f 
Schreiner  &  Maertz — f  1  c 
Topka  Jos  T— f  c 

NEW   ULM 

Deters  B  H— 1 
Furth  P  H— f 
Henle  John— f  1  c 
Henningsen  N— f  1  c 
Higgs  f  R-l 
Hogen  George— f  1  c 
Jacobs  George— { 
Lindmeyer  fl  J— 1 
Meile  Adolph— flc 
Pfaender  Wm  Jr  Agcy— 

f  1  c 
Raabe  H  F— f 
Schmidt  Gottlieb— f 
Wicherski  E-{  c 

NORTHFIELD 

Barnard  W  C— f 
Bunday  T— f 
Carpenter  C  P — f  c 
Curren  F— f 
Dilley   H  O— f  c 
DoughertT  Chas — £ 
Lyman  £  A — f 
Netland  S  A—  £1 
Pye  Charles  R— £  c 
Pye  W  W— £ 
Raineri  Ch — ^f 
Rice  E  R— £ 
Rice  F  O— £ 


Rice  Geo— £  1  c 
Santino  Mrs  Effie  M— £ 
Schmidt    &    Shandorf— £ 

1  c 
Thorp  Geo  C— £ 
Wyman  J   F — £  c 

NORTH  ST  PAUL 
Hcrrick  John  W— (  c 

ORTONVILLE 

Chamberlin  C  F— f 
Chrisman  Chas  £ — £  c 
cuff  &  PurceU— £  c 
Farrington  Rav  G — £ 
Gcicr  David — i 
Grosenick  Carl  H— 1  c 
Hahn  O  E— f 
Kaercher  A  B — f  c 
Kelly  W— f 
Kercher  A  B — £  c 
King  J  F— 1 
Michell  John— £ 
PurceU  J  T— f  c 
Scofield  Chas  E— £  1  c 
Stark  C  J— £  c 
Stephens  £  H — £ 

OWATONNA 

Albertus  C  F— £ 
Bennett  L  L  Sons — £ 
Buxton  C  J— £ 
Clark  Wm  J— £ 
Disbrow  L  A — £ 
Dunham   Frank  A — £  c 
HosUd  F  Y— £ 
Johnson  R  H— £ 
Kinyott  A  M — £ 
Leach  Helen  E — £ 
Malone  J — f 
Nelson  &  Son  S  R— f 
Niles  J  W— £ 
Rowland     &     Doolittle— 

flc 
Schmidt  A  F— £ 
Thetmer  ft   Fincher— £  1 

PARK  RAPIDS 

DaTis  ft  Tabex^f 
Shepard  F  M—  f 
Smythe  W  R  B— f 
Taber  Wm  M— £  I  c 
Vanderpool  F  A— f  c 

PEUCAN  RAPIDS 

Bruce  H  N— £  c 
Frazee  C  R— f  1  c 
Frazee  P  C— f  c 
Sherin  Cecil  W— £ 
Weikle  M  T— £ 

PERHAM 

Perham  Ins  Agcy— f 
Rasmusson  Soren— 4 
Scgwarzrock  A  G— (  1  c 
Shannon  Ar~4 
Struett  Louis— f 
Young  Henry  M— f  c 

PLAINVIEW 

Carley  J  A— £  1 
Fuller  M  D— £ 
Lyons  S  S— £ 
Olirerson  H  K— f 
Sylvester  Bros— £  1  c 
Wood  Melvin— c 

PRESTON 

Anderson  C  M — £  1  c 
Garrott  T  I— £  1  c 
Thompson  A  W — £  1  c 

PRINCETON 

Eaton  G  K— f 
Ewing  Annie— -£ 
Ewing  Guy  &  Co— f  I  c 
Hatch  Earl— f 
Petterson  S  S— f  1  c 
Skaban  J  J— f 


Stanley  Ira  G — f  c 
Stark  Oscar— 1 

RED  LAKE  FALLS 

Boughton  Chas  E— £ 
Delorme  Noel— f 
Duffy  John  A— f  c 
Farley  Fred  L^f  c 
Gaass  B  B— £  | 
Gibeau  Samuel — £  c 
Healy  £  I^-f 
Hennings  George  F— f 
Higinbotham  V   M-f 
Pouliot  P  F~f  1  c 

RED  WING 

Adlcr  O  H— 1 
Berk  N-1 
Bovey  J  J— 1 
Brederhorset   E  J   H— I 
Brudeseth   C— 1 
Chellsen  Alfred— f  I  e 
Featherstone  N  H— f 
Hunt  W  R-l 
Lindgren  Andrew — ^1 
Mclntire  Jesse — £  1  c 


Nelson  S  J— £ 
Peterson  N  A— £  c 
Pierce  A  P— f  c 
Putnam  Fred  W— £  c 
Red  Wing  Ins  Agency^ 

flc 
Wooders  L — 1 

REDWOOD  FALLS 

Barnes  W  R— £ 
Clement  W  B— 1 
Cooper  R  A — ^1  c 
Gray  F  A— f  c 
Kinff  A  E-f 
Laudon  A  R  A — £ 
Smith   W   M— f  1  c 
Ward  H  W-f  1 
White  A  J-f 

RENVILLE 

Beck   C   D— £ 
Bennett  A  A — £ 
Daly  ft  Barnard — f 
Haan  Peten— £ 
Lumley  G  A — £ 
Serkland   S   M— £ 
SteusTad  A  A— c 

ROCHESTER 

Brookner  Geo— £  I  c 
ColUn  T  T— £  1  c 
Collin  ft  Griffin— £  1  c 
Collin  ft  Kelly^f  1  c 
Gentling  G  P— f  1  c 
Goodins  F  E— £  1  c 
Griffin  ft  McGorem— flc 

,  Hall   Mrs  John— f  c 
Holt  &  Schroeder— f  c 

:  Holt  D  H— £  I  c 
Heffron  M— f  1  c 
Kalb  Augusta— £ 
McGovem  J  E— £  1  c 
Richardson  H  J  ft  W  B 

— f 
Schacht  Theo  A — ^f 
Smith  M  F— £  1  c 
Stevenson  &  Malone— fl 

RUSHFORD 

Olsen  H  V— £ 
Prinsins  D  S — ^f  c 
ReisttS  O  E — i 
Robertson  J  G — £ 
Rowley  E  6— I 

ST.  CHARLES 

Ebben  Jas— £ 
French  Geo  D — f  ]  c 
Kiefer  Nie-f 
Kramer  F  J— I 
Miller  Eugenc-£ 
Pfefferkom  G— lie 
Richardson  A  C-£ 
Spencer  W  E— f  c 


INSURANCE  AGENTS— MINNESOTA. 


B-111 


ST.  CLOUD 

Ahlet  Panl->f 
Bennett  Tames  R  Jr-~i 
Bensen  Carl  O— I 
CfempbeU  Donald  M— f  1 

c 
Carlson  C  A— f 
Hammerel  Edw  C— f  1 
Hansen  Hubert — f  1  c 
MitcheU  W  B— c 
Mueller  Herman — f  e 
Rocholl    L  T— f  c 
Scott  Earl  C—  f 
Stangl  Fred— f  I 
Swift   L   R— f 
Win«  T   0—1 
Wolter  John— f  1  c 
Wright  &  Ntskern— f  1  e 
Young  H  G— f  c 
Zapp  Edward — f 

ST.  JAMES 

Citizens  Nat'l  Bank— f 
Crowley    Roy— f   1 
Gibbs  £  A-f 
Lobben  J  I^f 
Malmrose  V  A— 4 
M  either   Chas — f  c 
Rnnnin^  Albert— f 
Schoffman   W   F->1 
Seagef  J  W-f 
Sand<)ttist  M  W— { 
Security  State  Bank— f 
Tonnesson  &  O'Mara — f 

ST.  PAUL 

Abbott  C  P— f 
Allen  H  W— 1 
Allen  &  Eliason — ^1 
American  Ins  Agcy~~i 
Barry  J  B— I 
Bayard  Deuel  &  Co — f 
Beardsley  B  F— f  c 
BeU  A  B  &  Co— f 
Benjamin  F  A — f  c 
Berg  Albert— f  c 
Bielenberg  H— f 
Bixby   Howard — 1 
Blomqiiist  &  Erickson — f 
Borg  Samuel  &  Co — ^f 
Brewer  F  A— 1 
BuDis  J  J— I 
Bargon  Phillip— 1 
Bums  F  &   Robert  A— c 
Campbell  £  G— c 
Caaaerly  L  I  &  Co— f 
Cathcart  &  Maxfield— f 
Cohoom  J  L — f 
Connell  &  Wegner— f 
Constant  Nolan  &  Co— 4 
Cooper  Geo  G — f  e 
Corbett  Chas  H  Jr— 1 
Gushing,    Dunn   &    Dris- 

coll-3 
Dahl  &  Martin— f 
DaTis  ft  Lagerman — £ 
Davis  E  P— {  c 
l>awr8on  W— c 
Dillon  M  J— 1 
Dottgan   ft  Walsh— I 
Dongan  E  C — f  c 
Orewry  H  W-f 
Eddy  C  W— f 
Elder  D  R— f 
Hliason  A  O— I 
Enochs  C  D— 1 
Fahey  P  W— 1 
Far«o  WD— £ 
Faricy  J  I— f 
Finkelstein  A— 1 
Fletcher  H  H— f 
Ford  P  E— 1  c 
Forcpaugh  Alice  M — f 
Frost  N  R— f 
Fugate  J  %-c, 
George  H  E— f 
Gilbert  ft  Gilbert— f  e 
Gra-ves  Geo  B— ^1 
Griffiths  M  L— 1 
Haas  J  0  ft  Co-^ 
Habbersted  N  M— f 


Hage  N  O— f 
Hall  E  C— f 
Hanson  J  A — i 
Harrison  Geo  W— 1 
Hart  W  H— £ 
Hauenstein  F  W— 1 
Haynie  D  P— 1 
Haynle   E  C— c 
Heineman  G— 1 
Henninger  T — £  c 
Hitchcox  ft   Learned — ^1 
Hoff  Warren-1 
Hoffman  ft  Co— £  1 
Hoffman  Lewis  G — 1 
Hobenstein  A — 1 
Hoyt  Homer  H— £ 
Hughson    ft  Whitacre— f 
Hunt  C  Ir-1 
Hurd  G  H— £ 
Jamieson  M  B— £ 
Jones  W  G— f 

oyce  W  B  ft  Co— £  e 

"ane  ft  Co — £ 
Keatingjos— c 
Keena  U  B — 1 
Keiter  L  M— 1 
Lang  W  A— f 
Lang£ord  Schuler    & 

Fahey— 1 
Lawton  A  M— £ 
Learned  C  E  Jr— £ 
Lemon  W  T— £  c 
Leonard  Ins  Agcy— £ 
Ully  T  T— £ 
Locher  W  Horace— 1 
Lytic  G  L— £ 
McAdam  £  L— £ 
McCarron  ft  McCarron — 

£  c 
Mallory  Arthur — f 
Maple  E  E — c 
Martin  ft   Geisen— £ 
Martin  Henry — £ 
Meier  E  J— £ 
Michaud     Konantz     Mu- 

loolc  Cq    c 
Miller  ft  Townscnd- f  c 
Miller  H  H— £  c 
Minnesota  Ins  Agcy — £  c 
Moeller  J  H— 1  c 
Moore  C  W— £ 
Moriasty  M  P— £ 
Moritz  W  F  ft  R  W— £ 
Morton  Glenn  A— f 
Mott  G  C— £ 
Neely  R  M  Co— £  c 
Nelson  F  £— £ 
Newport  R  M  Jr— £ 
N  W  Trust  Co— £ 
O'Brien  J  J— f 
O'Meara  Ins  Agcy— f 
Page  A  V— 1 
Peet  Wm  F— £ 
Prudden  Geo  H— 1  c 
Reeves  A  J — ^1 
Ritt  Wm  A— £ 
Roberts  G  A— £ 
Rodenberg  Geo  W— 1 
Refers  John  Jr — £ 
Rogers  Jos  A  Age/ — £ 
Rothcnnal  J  H — 1 
Rotschild  H  ft  V  J— £ 
Ruedemann   Wm  A — £  c 
Rilgg  Geo  C— £ 
St  Paul  Ins  Agcy — £  c 
Salisbury   Realty  Co — f 
San£ord  E  R  ft  Co — £ 
Schmotter  E  V— I  c 
Schuler  D  R— 1 
Schwab  Max— 1 
Shannon  J  W— 1 
Smith  ft  Taylor— £ 
Smith  D  D— £ 
Smith  Richard  M— f  c 
Speny  J  F— £ 
Stebbins  L  C — c 
Stenger  George  W— £ 
Stokes  M  S— £ 
Strickland  Doolittle  Co— 

£  c 
Strouse  M— 1 


Tarbox  C  S— 1 
Taylor  J  W— £ 
Townsend  John— f 
Tracy  Jas— £ 
Vandewater  E  B— f  c 
Van  HoTen  Peter  ft  Son 

— £ 
Ware  E  M  ft  H  F— t 
Warner    ft    Regensdor£ — 

£  1 
Weed  Parker  &  Co— f  1  c 
Weide  J  R— 1 
Wheelock  ft  Gilpillan— £ 
Wittman  M— £ 
Zimmer  P — 1 

ST.  PETER 

Baker  H  S— 1 
Davidson   D— £ 
Laumann  Wm  Gr~-£  c 
Miller  ft  Miller— £  1  c 
Sackett  Ins  Agcy — £  1  c 
Tegner  Mrs  Olivia — f 

SAUK  CENTRE 

Cooper  J  F— £  c 
Diehl  Carey— f 
Du  Bois  B  F— f  1 
Kells  L  L— £  c 
Morse  C  A— £  1  c 
Rien  Geo — £ 
Schoenhol£  Ben — c 
Sprague  C  M — £  c 
Strebel  A  F— £  c 

SHAKOPEE 

Coller  J  A— £ 
Center   Joseph — f 
Deutsch    M   A— £ 
Duffy  Wm  F— £ 
McGrade  H  E— f 
Meyer  Nick — f 
Southworth  W  N— £ 
Storer  C  C— £ 

SLEEPY  EYE 

Berg  A  M— f  c 
Bertrand  E  P— £ 
Brust  Wm— f  c 
Davis  L  G — ^f  c 
Griffith  &  Smith—!  1  c 
Pickle  A  H-f  1  c 

SOUTH  ST.   PAUL 

Dark   ft   Gould— f 
Knoefel  G  G— 1 
Lytic  O  Lr-l 
Nolan  P  F— f 
O'Brien  J  J— f 

SPRINGFIELD 

Asch  C  H— f 
Erickson  Aus^ 
Femholz  Ed  J— £ 
Foy  M  J— f 
Frank  Wm  G-£  1 
Fredcrickson   A — f 
Nippolt  E  I^-f  1  c 
Paftrath  W  J— f 
Peterson   C  S— f 
Ray  J  J-f 
Schmid  Tno  R— f  c 
Specht  F  H— f 

SPRING  VALLEY 

Barber  J  W-f  1  c 
Bartlett  Elwin  R— f 
Hale  S  H— f 
Kellogg  W  L-f 
Lyman  W  L — f 
Pattridge  S  C— f 
Shephard  R  E— 1 
Stcffens  H  H-£  1 

STILLWATER 

Bemier  C  P— 1 
Castle  L  P— f  1  c 
Gallispie  Ernest— 1 
Hoehne  Ray  A— 1 


Lammers  C  A— { 
Leyh  L  L— f 
Mackintosh  J  L— f 
McGarry  Robt  W— f  c 
Nelson  Louis  P— 1 
Prince-Joy  The  Agcy— £ 

1  c 
Smith  -  Staples  •  Robert- 

son  Agency— {  1  c 
Tuttle  R  J— £ 
Welch  Thos  W-f 

TOWER 

Pryor  W  G-^   c 
Whitman  G  A— £ 

TRACY 

Algyer  H  M— £ 
Bartlett  &  Pinkney— f 
Berdan  C  J— £ 
Bierbaum  Chas— c 
Bonallc    W-f 
Bonnallie  &  Bartlett- £ 
Cain  H  J— £  1 
Fitch  L  J— f 
Korns  £  D— £ 
Mack  Sam — ^£ 
Robinson  &  English — ^£ 
Starr  Mary  A— flc 

TWO  HARBORS 

Barton  John  A— £ 
Dwan  John— £ 
Fowler  B  F— £ 

die  J  G— £ 

'uniord   George — ^f 
Mathews  M— £  1 
Olson  John — £ 
Strand  Ernest- £ 


il 


VIRGINIA 

Aitken  Co  H  M— t 
Brandt  &   Nelson— £  1   c 
Britts  B  F— £  c 
Engman  P  S — ^£  1 
Gabrielson  John— 1 
Harwood   A  L — c 
Macdonald  Lachlan— £  c 
Norton  Marcu»— £  1 
Ricks  Glen  A— 1 

WABASHA 

Hurd  Frank— £ 

{ones  Co  R  £-^  1  c 
farx  Michael— £ 
Murdoch  J  W— £ 
Paine  H  J— £ 
Satory  Max — f 
Stone  Mrs  F  C— £ 

WADENA 

Biglow  Fred  G— £ 
First  National  Bank— £ 
Gores  F  E— £  c 
Hastings  Gtiy — £ 
Hunsinger  Chria— £  1  c 
Mark  John — £ 
Merchants  National  Bank 

Ins  Agency — f  1  c 
Mcttel  John— £  c 
Mettel  Josepb— £ 
Murray  A — £  c 

WASECA 

Buchler   L   T— f 
Buckman    Marion — f 
Coleman  Thomas — f  1 
Day  F  T— £ 
Kiesler  Frank— f 
Lilly  B— £ 
Madden  J  E— £  c 
Madigan  John — f 
Moonan  Jas  N — ^f 
Neimeyer  W  H— £ 
Sommerstad  C  P-^£ 
Swift  Wm  A— £  1  c 
Ungerman  J  B — £ 
Wobschall  Wm  C— £ 
Zetterberg  W  A— £ 
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WATERVILLE 

Dressel  F  E— f 
Dr«8sel  Geo  J— f  c 
Dressel  H  G^f 
Everett  M  R— f 
Nattrliss  J  S-f 
Spooner  O  H-^  c 
Worek  Everett— f 

WELLS 

AUen  A  O— f 
Brewster  M  W-f 
Draper  C  H—f  c 
Heath  S  F— f  1  c 
Hughes  B— f  c 
Olds  L  N-{  c 
Swert  C  F— 1 

WHEATON 
Anderson  V  E— flc 


Berg  W— f  c 
Cory  H  B— f 
Griffith  B   B— f 
Hanson  Investment  Co — 

f 
Houston  Charles  E— f 
Kristensen  G  K— f 
Neuman  O  C — f 
Ringdahl   Wm— fl 
Terpena  Ernest— 1 
Warner  W  A-1 

WHITE  BEAR  LAKE 

Auger  A  J— f  1 
Cook  L  J— f 
First  State  Bank— f 
Reif  F  J— f  1 
Warner  H  A— £  1 

WILLMAR 

Anderson  Land  Co— < 
Branton  J  F— 1 


Brown  A  H—f 
Gilbert  T  O— f 
Gund««on  K-4  1  c 
Handj  F  G— f  c 
Johnson  Lewis— f 
Johnson   Wm  O— fc 
Larson  F  A— f 
OdeU  Chaa  W-f 
Ottemess  G  H—f 
Ruble  A  O— f 
Severinson  O  K— 1 
Sherwood  C  H— 1 
Stanford  R  W-^ 
Thorpe  M  O— f 

WINNEBAGO 

Armstrong  J  A — f 
Amdt  E  F— f  c 
Babcock  T  A— f 
Grinnell  F  M— f 
Headley  C  W— f 
Hill  W  H-f 


Lindgren  H  C-f 
McGuiggan  £  J — f 
Moulton  E  C— fic 
Moore  S  C— I  1 
Streater  W  A— f 


WINONA 

Baumann  &  Gordon  Co- 

f  c 
Bon  Alfred— {  1 
Gregory  &   Clark — f  c 
Kunkel  G  W-f  1  c 
Roberts  E  M— 1 
Roessner  L  T— f 
Ross  J  P— f 
Scott  W  C-l 
Stephen  son-Nevius- 
Higgints  Ins  Agcy— I  1  c 
Stevens  H  C  &  Co— f 
Szawlowski  W  L— f  c 
Winona  Ins  Agcy— f  c 


MISSISSIPPI 


ABERDEEN 

Binford  J  A— 1 
Dortch  L  L— f 
Eckford  J  W-f  1  c 
McCluney  W  B— f 
McFarlane  ]r  J  C— I  c 
McQuiston  D  H  &  Co-f 
Monroe  Ins  Agency— £  1  c 

ACKERMAN 

McWhorter  B  C  &  Co-I 
Prewitt  R  D— f 

AMORV 

Blankcntaker  L   L— £ 
Cole  T  J— I 

Home  Mortg   &   Realty 
Co-^  c 

BATESVILLE 

Carothers  J  B— £ 
Jarratt  M  E-^  1  c 
Lamb  L  B— £ 
Perkins  H  T— 1 
Price  J  C— £  c 
Summers  J    R — £  1 

BAY  ST   LOUIS 

Cazeneuve  Jos  F— 1  c 
Rea  Geo  R— £  1  c 

BELZONA 

Belzoni     Realty     &     In- 
surance Co— f  1  c 
Brumfield  Willi»— £  1  c 
McClintock    &    Moreland 
— f  1  c 

BILOXI 

Bond  &  Watson— £  c 
Tucei  V  J  A— £  c 

BOONEVILLE 

Archer   J    G — ^f 
Fugitt   T   J— 1 
Miner   E   T— f 
Sawters  J  B— I  c 
Stanley  J    C— £ 
Taylor  J  J— £ 

BRANDON 

Barnes  &  Fox — f  c 
Henry  Pat-^ 

BROOKHAVEN 

Brookhaven  BankftTnttt 

Co— £  1  c 
Everett  M  L-4 
Underwriters    Agcy— f  I  e 


BROOKS  VILLB 

Bank  of  Brookville— £ 
Johnson  E  H — f  c 
Tate  S  M— f  c 

CANTON 

Floumoy  J  F  Jr— £  c 
Hinton   R  E— 1 
Holliday  T  C— £  1  c 
Riddick  S  M— 1 
Roberts  B   L— £  1  c 
Spivey  R  B-1 

CARROLLTON 

Bingham  C  G— £ 
Terney  J   H— c 

CENTERVILLE 

Field  Wm  P-£  c 
Ford  H  B— £ 
McKee  Ezra  F— f  c 

CLARKSDALE 

Johnson  J  H  &  Co  Inc— 

£  1  c 
Martin    &    Mitchell— flc 

CLEVELAND 

Brown  Edgar— £  1  c 
Butler  D  C-l 
Davis  P  I^£ 
Fisackerly  J  H— 1 
Woollard  P  B— £  1  c 

COFFEYVILLE 

Brannon  W  L— £  1 
Denley  G  E— 1  c 
HoUey  R  L— £  1 

COLDWATEk 

Callicott  P   T— f 
DuBois  E  W— 1  c 
Gilliland  W  R— f 

COLUMBIA 

Fillinffime    Mrs    B — £ 
Harris  G  O— 1 

iones  H   D— 1 
iaxwell  G   C— £ 
Simmons  W  L — f 

COLUMBUS 

Brickell  J  H—f  c 
Caine  S  I^f 
Owen  B  L— 1  c 
Pope  W  R-f 
Sims  F  R— £  1  c 
Woodward  J  P— £  1  c 


COMO 

Brown  C  R — £  c 
Pointer  J  H— 1  c 
Wier  V  A— £ 

CORINTH 

Adams  A  A — ^l 
Buxbaum  J  H— 1 
Everett  B  E— 1 
McPeters  Robt— 1 
Young  H  N  &  Co— £ 
Young  J  E  &  Son— £ 

COURTLAND 
Glenn  J  K— f  c 

CRYSTAL  SPRINGS 

Lott  R  E— £  1  c 
Lotterhaa  P  A— f  1  e 
Townes  A  T— £ 

DUCKHILL 

Fox  R  C-£ 
Wilkins  C  A— £ 

DURANT 

Durant  Insurance  Agency 

•^f  c 

EDWARDS 

Montgomery  W  A  Jr  & 

Co— f   c 
Robb  W  M— f  I  c 

ELLISVILLE 

Ellsworth  W  H—f  c 
Walters  W  V— f 

ENTERPRISE 

Dear  W  D-c 
Estes  &  Estes— £ 
Montgomery  W  H— c 

FAYETTE 
Easterling    W    R    &    Co 

Fayette  Ins  ft  Realty  Co 
— f  1   c 

FRIARPOINT 

Gray  F  H— £  c 
Robmson  F   D  Jr— >f  c 

GLOSTER 

iCcLain  W  G— 1 
roler  I  I^-f  c 
Whittington  L  N— 1 


GOODMAN 
Pickens  E  &  W-f  1 

GREENVILLE 
Bergman  Hebron  & 

Starling— £  c 
Lake  Albert  J^ 
Lemler  Max— £  c 
Robb  &  Moyse— fc 
Wheatley    George— f  1  c 
WheaUey  R  S— 1 

GREEN  WOOD 

Barnwell  &  Ashcra£t-£ 

1  c 
Delta  Ins  &  Realty 

Agency— £  1  c 
Fatherree  M— I 
Forrester   &    Wallace-t 
McShane  L  T-4 
Milton  Miss  Pauline— 1  e 
Miner  J  L— I 
Pcteet  W  M— £  1  c 
Tims  A  N  Jr— £  1  c 
Weston   J   A— 1 

GRENADA 

Beaty  C  A— 1 
Cholmondeley  C  E— c 
Davis  A  J— c 
Doty  W  S  P-1 
Hotta  &  Moody— f  c 
HoflFa  W  B-1 
King  W— I 

McLeod  Miss  Ruhr— fc 
Pcnn  W  E  &  Co-£  c 
Penn    W   E— 1 
Wilkins  W  P  Jr— 1 

GULFPORT 

Coleman  &  Co— f  c 
Havard  B— f 
Hewes  &  Yerger— £  c 
Sneed  M  L — f  c 
Whitten  T  M— f  1  c 

HATTIESBURG 

Eure  Ins  Agency— f  c 
Fcrrill  O   S— I 
Gaston  P  L — f  c 
Harrison  J  S— £  c 
Holmes  D  B— 1 
King  M  D— f  c 
McCuUough  N  R-l  c 
Montague  A  A— f 
Robinson  E  P— c 
Sayer  J   M— I 

HAZELHURST 

Covington  G  W— f  c 
EUis  H    R— f  c 
Graves  A  T— f  c 
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Hamilton  Mrs  Mary  N 

-f 
Higdon  M  N— 1  e 
Long  J  H— 1 
Bamsey  Mrs  Carrie  W— 

f  1 

HERNANDO 

Cooke  &  Flinn— f  1  c 
Foster  Hugh— f  1  c 

HOLLANDALE 

Bank  of  HoUandale— f 
Hannah  Wno— fl 

HOLLY   SPRINGS 

FrandsGO  E  W — f  1  c 
Tyson  J  O— f  1  c 

INDIANOLA 

Indianola  Ins  Agency — 

flc 
Johnson   £— c 
Pitts  W  T— f  1  c 

ITTABENA 

firadford  &  Reese— f  c 
Russell  J  F-f  1  c 
Yazoo  Ins  Agency— flc 

JACKSON 

Bradshaw  &  Wells— f 
Carter  &  West— 1 
Cavctt   J   C— 1 
Crowder  A  C — ^1 
Drqrfus   L — f 
Everett  M  L — ^1 
Feazell   M  P— 1 
Gordon  &  Taylor — ^1 
Graham  H  A — 1 
Harper   &  Sanders — 1 
Hood   &   Co  J   C— £   c 
Hugh  J   West— 1 
Misu   k   B— 1 
Moseley,  Nelson  &  Smith 

— f  c 
Nugent   &  Pullen — f  c 
Ra^and    Mx^— 1 
RatUff,   Bulkin   ft  Mc- 
Lean— ^I 
Robinson  &  Julienne — f  c 
Ross  &  Yerger — f  c 
Shoemaker  JT  M— 1 
Smith   W  R— f 
Swearingen    G   C — ^1 
Thompson   C    H-— 1 
Wharton    ft   Roberts — f  « 
Wells  &  Co  J  H— f  c 
Wells  &   Sessions — ^1 
Whitten   S  R  &  Co— 1 
Yeriger  &  Co— f  c 

KOSCIUSKO 

Brown  Miss  Alice-^c 
Cain  J  H — i  c 
Clark  C  N— c 
Dodd  Miss  Lill— f  c 

Jackson    &  Jackson — ^f 
»ncas  E  L— f 
Lnckett  O  A— c 
Sanders  &  Musselwhite — 
f  c 

LAUREL 

Blethen   B  J— I 
Connell   J  W— 1   e 
Edwards  W  A— 1 
Fuller  T  M  Ji^-^  c 
Geddie  L  B— c 
Grares,    Lindsey   &   Co 

hS'  J*^H— f 
Hurst  E  D— f  c 
Pearson   C  C— c 
Ramble  W  F— f  c 
Wilson  W  L— 1 

LELAND 

Bttfofd  T 
GBTnes  W  P- 


Gerald  Eugene— c 
Huddleston  A  C — f 
Lanier  P  W-« 
Porter  R  S— f  c 
Scruggs  A  W— f  c 
Smi^M  B— f  c 
Thompson  F  H— f 

LEXINGTON 

Herrman-  Sam— f  1  c 
Watson  ft  Durden — f  1  c 
Young  J  K— f  1  c 

LOUISVILLE 

Harris  J  M— f  c 

iordan  S  M— f 
IcCracken  J  L—i 

LUMBERTON 

Buchanan  T  D— 1 
Camp  D  C — f  c 
Camathan  J  H— 1 
Hall  W  W— f 

MACON 

Boyd  E  B— £ 
Cavatt  W   M— 1 
Cavett  E  D— 1 
CoTett  Van  C— 1 
Dorrah  E   C— £ 
Minor  W  P— f 
Yates  E  V-l 
Yates  R  E  V— 1 

MAGNOLIA 
Leggett  A  T— {  c 

M'COMB    CITY 

Central  Realty  Co  The— 

f  1  c 
Craft  Hugh— 1 
Evans  A  T— f 
Johnson  £  £—1 
Jones  G  Q— 1 
Latterhas  F  H— 1   . 
Lee  F  C-c 
Tate  Chas  M— 1 
Watkins  John  T-^ 

MERIDIAN 

Broach  &  Broach— £  1 
Cameron  B  F— 1 
Carter  &  Broach— £ 
Colwell  Ins  Agcy — f  1  c 
Dowdle  J  R— 1 
Elson  Miss  Minnie— 1 
Grimes  B  H  &  Co— £  1  c 
Harris    Lee — c 
Houston  R  M— £  c 
Lloyd  J  C  &  Co-£ 
Nail  &  Broach— f 
Shotts  Henry  A— 1 
Smith  Alfred—f 
Street  H  M— f 
Weems  A  G— f 
White  B  V— £  c 
Woods  &  Poitevent— f 

MOSS   POINT 
Vanderwall  Jno  A— £  1  c 

NATCHEZ 

Marks   W   B— £   c 
Mayer  Ins  Agcy— £  c 
Metcalfe  Ins  Agcy— £  c 
Reed  Thomas  j— 1 
Ruoff  John  S— £  1 
Turley  Ins  &  Realty— 

Wilson  C  W— 1 

NEW  ALBANY 

Baker  H  E— 1 

Hall  J  F— £  1 

Houston  Guy  M  ft  Co— 

f  I  c 
Owen  P— 1 
Rogers  A  L— 1 


NEWTON 

Bassett  J  H— 1 
Bassett   R  Felix— 1 
G^umerage   F    B — f 
Manure  H  C— 1 
McLaurin    W — f 
Newton   Ins   Agency — f 
Tatum  J   J— £ 
Waldrop  J  A— 1 
Wilson   T— f 

OCEAN    SPRINGS 
RusseU  H  F— c 

OKOLONA 

Houston  &   Tagoe— £  1  c 
LaGrone  &  Morrison— £ 
Savage  W  E-£ 

OXFORD 

Boone  &  Adent — f 
Boone  J  B— 1  c 
Davidson  £  O — ^1 
Finkcr  T  I^-I 
Loques  &  Knight — £  c 
McMahon.  W  B— £ 
Oxford    Loan    &    Realty 

Co— £  1   c 
Rause  Paul— 1 

PASCAGOULA 

Jane  E  J— f  c 
Lewis  F  H— f  c 

PASS  CHRISTIAN 

Northrop  Elmer^-f  c 
Spence  Harry  B— f  c 

PEARLINGTON 

Bowes  W  M— c 
Burwell  Robt  T— c 
Gniber  Chas  W— c 
O'Donnell   Fred— c 
Pescud  P  F  &  Co— £  c 

PICKENS 
WilUs  J   H— £  c 

PONTOTOC 

Boone  W  A— £  1  c 
Furr  &  Brown — £   1   c 
Knox  D   W— f  1  c 
Simmons  J  D-^f  c 
Thomason  W  Lr—\  c 

POPLARVILLE 

Cagle  O  B— 1 
Rawls  T  A— 1 
Scarborough  J  J  &  Co— 

f  1  c 
Scott  Miss  Mabelle— f 

PORT  GIBSON 

Bernheimer  &  Taylor— 

f  c 
Brashear  J  N— f 
Drake  E  S  &  J  T— f  1  c 
Gordon  C  A  &  Co— £ 
Humphreys   E   A — ^1 
Spencer  H  N— I 
Spencer  J  G — I 

QUITMAN 

Evans  J  B— f  c 
Terral  J  A— f  1  c 

RIPLEY 
WaUace  J  C-f 

ROSEDALE 

Bonner  Richardson — ^f 
LobdeU  John  V— f  1  c 
Roberts  &   Wilson— f 

SARDIS 
Duval  C  W-f  c 


SENATOBIA 

House  Sam  J— f 
Johnson  H— f 
Keeton  £  T— f  1  c 
Perkins  H  T— f  1 
Still  W  B-f  c 
Tucker  B  A— £ 

SHUBUTA 
Leggett   C   W— £   1 
Weems-Patton  Agency— 
— f  c 

SHUGULAK 
Minor  J  I^-f  1 

STARKVILLE 
Beattie  H  A— f  1 
Gunn  G  C— 1 
Hartness  G  D — f  c 
Hogan  Mrs  J  B— f  1 
Joyner  L  M— 1 
Kennard  J  S— 1 
Miller  W  H-f  1 
Powers  F  H— f 
Reynolds  Ins  Agcy— flc 

SUMMIT 

Forchimer  Mr — f  c 
Kiersky  Bernard— f 
McNair  Mrs  M  H— f 
Teunisson  Annie— I 

TERRY 
Birdaong  Mary  S— f 

TUPELO 

Harkey  Diavid— c 
i'ovall  W  S— f  1  c 
Savery  C  R— 1  c 
Savery  F  M— £  1  c 
Thomas  ft  Williams— £  Ic 
Vincent  W 
WyUe  A  L  -1 

UTICA 

Carmichael  John  D—i 
Dudley  B  F— f 

VAIDEN 

Armstrong  J  J— f 
McConnico  S  £ — ^f 
Wettshire  J  I^-f  1 

VICKSBURG 
Qark  W  C-f 
Flanagan    Ins    Agency — 

Flowers  Bros — ^f  c 
Hamilton  J   C— 1 
Hennessey  P  L  &  Bro— f 

1  c 
Hirsch   Louis — 1 
Moore  J^  K— f  I  c 
O'Neil  F  £  &  Son-1 
Smith  H  B— 1 
Speed  &  Moore — f  1  c 
Weil  R— f  1 
Wilkerson  R  C— f  1  c 

WATER  VALLEY 

Brown  G  D— f 
Cock  Everett— f  1 
McLarty  J  Robt— f  1 
Mauldin  J  W— 1 
Peacock  J  D— 1 
Wagner  Jno  H— £ 
Wright  B  G  Jr-l 

WAYNESBORO 

Bufkin  J  E— f  c 
Burke  R  S  Jr- f 
McMorries  W  B— c 
Mauldin  J  W— f 
Merchants  &  Planters 

Bank— f 
Saul  L  K — c 
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MISS.— Con. 

WESSON 

Anderson  W  H— f 
Rea  Jas  S— f 
Rea  R  E-1 


WEST  POINT 

Arthurs,  Duean  &  Co — ^f 
Betty  R  L-^ 
Carothers  J  N — 1 


Evans  Isham  H— f 
Kibbler  Tol— f 
Marshall  Lee  Sc  Co— f 
Moseley  Ins  Agency — ^fc 
Prairie  Belt  Ins   Agency 

Co— f    1    c 
Stacy  Kibbler— f 
Trotter  R  M— 1 
White  P  H-1 

WINONA 
Bray  W   M— 1 


Pumcll  J  C— f 
Small  J  B— f 
Talbert  B  A— c 
The  Winona  Ins  Agcy- 

Webster  W  S-f 
Witty  W  H-c 

WOODVILLE 

Joseph  I  S— f  1 
Richardson  Mrs  N — f 


YAZOO  CITY 

Barnwell  &  Barbonr— fc 
Bradley  A  1^1 
Buckner  C  C— c 
Butler  Jas  S— 1 
Dohcrty  M  P  &  J  B-f 
Exum  B— I  1  c 
Kays  &  Williams-i  1  c 
Hudson  W  M— 1  c 
Maxev  W  P— 1 
Saunders   R  D— 1 


MISSOURI 


ADRIAN 

Barbee  T  H— 1  c 
Duke  J  N— f 
Herrel  Geo— f 
Hoover  India  Miss— I 
Mahan  C  W— f  1  c 
Nelson  Moudy— f 
Proctor  Virgil  S—t 

ALBANY 

Blue  T   E— f 
Debard    Stephen — f 
Gibbany   C    E— £   c 
Grautham  J-^ 
Kent  D  O— 1 
Killam   &  Agce— f  c  1 
Kingsborough   D   D — £   c 
Lockwood  E  C — £  c 
Lowe    Roy   A — 1 
McCammon    T    P — f 
McCammon  K  M — f  c 
Robertson    D    F— £ 
Stapleton  W  P— £  c 
Ware  J   W— 1 
Williams    t    S— f    c 
White  H  N— 1   f  c 

APPLETON  CITY 

Chapel  W  W-f 
Coffin  J  G— £ 
Conrad  A  W— £  1 
Miller  F  H— £  1  c 
Miller  J  W— £  1 
Routsong  J  M— £ 
Vannice  W  R— £c 
Walker  J  H— £ 
Watkins  W  N— £  1 

ASH   GROVE 

Comegys  C  B— £  1 
Moore  James    N— c 
Musgrave  G  W — £ 
Norris  A  J-£ 
Ferryman    Miss    Ella — f 
Weir  A  T-f 

AURORA 

Davis  Allen  M— 1 
Gricr  Gertrude  E— £  c 
Munday  J  W— £ 
Raitinger  Henry   R— £  1  c 
Walker  N  V  K—l 
Williams  E  H-£ 

BELTON 

Blair  J  F— £ 
Brad£ord  W  J— £  1  c 
Houston  W  P— f  1  c 
Mullen  Russell— £ 

BETHANY 

Allen  Bros— £  c 
Barlow,  Barlow  &  Kautz 

— f   c 
Bryant  Joseph  F  Jr— £ 
Crossen  C— i  1 
Cumming  A  S— £ 
Darr  H  C-£ 
Frisby  E  H— £  c 
Henston  Wm  C— £  c 
Nelson  I  E— £  c 


Staler  B  P— £ 
Skmner  E — £  c 
Towns  W  F— £ 

BEVIER 

Edwards  &  Thompson— 

£  1  c 
Edwards  Waldo— £ 
Hale  C  F— f 
Hughes  J  G— f  1 
Irvine  T  L-1 
Thompson  Geo  S— 1 

BLOOMFIELD 

Ashley  John  L— £ 
Casey  E   L— £ 
Green  H  S— f  1 
Moran  Verncr  W— £  1  c 
Tumbaugh  Thos  B  & 

Son— £ 
Williams  E  J-c 

BOLIVAR 

Adams  &  Mosier — ^f  c 
Bailey  D  M— 1 
Bushnell  C  E— 1 
Douglas  T  H— £ 
Hollingsworth   O   P— £   1 
Lamun  &  Pemberton — £ 
Leonard  B  F— £ 
McCracken   H    C—i 
McKinney  &  Co-^ 
Pemberton   A   L — ^1 
Simpson  T  G— c 
Townsend  &  Townsend 

—1 
Viles  C  W-£ 
Watson  Hattie  O— £ 
Watson  T  A— £  1  c 
West  Harry  T— £ 
White  E  W— 1 
Woodfill  J  F— 1  c 

BONNE  TERRE 

Fake   Geo— f 
Kirkpatrick    Alice— f 
Malugen    T   H— £ 
Moore*  J  A — 1 
O'Sullivan  D— 1 
Roth    A— 1 
Segar  J  C— 1 
Stanfill  Geo— f  1  c 
Thornton   A   A — 1 
Wilkson  P  C— 1 
Wininger  G  S — 1 

BOONVILLE 

Chambers  Wm— £ 
Citizens  Trust  Co— f 
Dan  waiter  Fred— £ 
Gott  C  P— £ 
Hadelich  R  G-£ 
Hickman  Crockett— f 
Tourney  C  W-t-£ 
Lionberger  Wm  M — I 
Nixon  &  Brosiu»— £ 


S  &  Bro— 


Rennison  J  E— £ 
Stephens  W 

£c 
Trigg  Wm  H  ft  Co— f 
Underwood  John — ^£ 
Whitlow  R  W— f  c 
Windsor  E  A-^  1  e 


BOWLING  GREEN 

Cash  J  E— 1 
Davis  J  V— £ 
Davis  W  J— £ 
Dougherty  E — ^1 
Dunbar  Wm — £ 
Hoffue  P  B— 1 
Holcomb  Mrs  D— 1 
Lee  G  T— £ 
Omohindro  E  B — £  c 
Raufer   Wm— f 
Sanderson    R  B — 1 
Thompson   J   E — f 
Tinslcy   &   Lytcr — f 
Wenkle   Cash— f 
Wise  G  C— £  1  c 

BRECKENRIDGE 

Greenwood   &   Cleveland 

— £  1 
Hart  &  Benney — £ 
Hart  Walter  0-£ 
Moren  &  McCubbin— £ 
Reed  L  W-£ 
Reynolds  N  E— £ 
Russel  Joe  C— £  1  c 
Stuckfir  &  Son — f 
Ward  Frank— £ 

BROOKFIELD 

Baker  A  W— f 
Beauchamp  &   Son — f  1  c 
Brott  Edwin  T— 1 
Carlon  W  T-£ 
Cornish  J  E— £  1 
Devoy  &  Sons— £  1 
Erwin  C  O— 1 
Fox   W   B— 1 
Hendricks  J  J— £ 
Jones  J  W— I 
Lander  H   P-1 
Markhan  Harry — £ 
Martin  W  W— I 
Parslev  W  A— £ 
Pratt  tt  C— £ 
Ratli££  James  I— 1 
Rusk  E  M— £  1  c 
Rusk  M  Y-1  c 
Skene  D  B— f  I 

BRUNSWICK 

Benecke  &  Benecke— Ic 
Benecke  Louis  F— £ 
Elliott  Hiram  E— £ 
Jackson  L  T— £  1  c 
Merrill  Lewis  E — £ 
Rucker  G  W-£  c 
Smith  B  H— £     1 

BUTLER 

Canterbury  ft  Canterbury 

— f  I   c 
Choate  &   Fulhight— £  c 
Duke   C   C   — f 
Hart   J    P— £ 
Hemstrcet    W    F— £ 
Harrison  Realty  Co— f 
Herell   J    T— £   1 
Hollaway  J   W— f 
Jeter    Frank — f  c 
K  &  S  Land  Co— f  1  c 
Smith    J    F— f 


CALIFORNIA 

Chastain    C  J — f  I 
Gatchett  A   A— 1 
Gill  S  C— £ 

Gxay    Mrs.    Sophie  B — { 
Hardy  H    B— 1  c 
Harra    F   C— f 
Her£urth   Hcnrr— £  I  c 
Hert  L  F— f 
Howard  A  L — 1 
Kuhn  H   W— £ 

CAMERON 

DeHart  L  P  ft  Son— £< 
Fitzgerald    Maggie — f 
Groves   H — f 
Harris  E   T— £   c 
Kurd   L   S— f 
Teffers    E   I^— £ 
Kleppcr  Frank  B— f 
Lawrence  &  Rathbum — £ 
Livingstone    J    A — ^f 
McGill   Nettie— f 
Portin  T  W— f 
Pulley    Frank    L— £  1  c 
Rice   Ernest — c 
Trice    W    E— f 
Wiley    Max    R— f 
Williams  J  E— f 
Ziegenbien    Henry — f  c 

CAXTON 

Clay  O  C  ft   Son— £ 
Covey  H  E — ^| 
Dehner  H  P— 1 
Ewalt    C    M— f 
Henton   W  B— £  c 
Hilbert   Arthur— f 
Hilbert  E  C— £  c 
Howard  H  H— f  c 
Lawrencesbn  F  R — £  I  c 
McCutchan    Jas    F — I 
McCutchan  Jerome  B — I 
Millspaugh   F  C-£ 
Ray  John  W— I 
Smith  ft  Hanna — £  c 
Turley  W   M— f 

CAPE  GIRARDEAU 

Ballard   W  C— 1 
Barber   Roy   E— I 
Bowman  Bros — £ 
Bridges   &    Wibbenmeyer 

—I  1  c 
Catem  W  H— 1 
Caton  E   A— 1 
Davis  J   H — c 
Deane  H   S— f 
Ellis  E   P— £  c 
Harris  Edward  R — I 
Hoeller   C   B— £ 
Kempe   A  H — £  c 
LuebHcrs  Aug — 1 
Mansfield  Jos  G — 1 
Morton    Cha«  H— 1 
Neal  John  T— 1 
Nunn   J   T— I 
Reiss  R  O— 1 
Stugglefield   W   H  Jr-I 
Vandivort    &    V*asterlisg 

— £   1  c 
Vinvard    Ben — f  c 
Williamson   R  A— € 
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CARL  JUNCTION 


CARROLTON 


McdJin  A.  B   Sr— f  c 
Moddo-  R— f 


CARTHAGGE 
AMndorf  G  W— f  c 
Biarkt  A  F— 1 
Bibw   Ju    A-~l 
B'raer    ChM    W— ( 
Bum  Ini  A«encif — f  c 
C»fln  £   Cffee— f  e 
Chitwood    Ed    H— f 
Cubnun  F  A— f 
DiTiwn  U  F— f  c 
Donihey    O   C— I   c 
Edwifdj    E   A— f 
Grigg.  J  W-1 
Hofirmr   S    P— 1 
Inrin  Ed  H-l  e 
l«i»  A   F— f 
McG«  John   C— f  c 
McMillan  Jno  A— i  1 
Moore    W    G— / 
flrVet  W   B— f  c 
Potce  W  L— f 

Ri»liTDDrc"pirt   X— £ 
Smith    Gs)   F— I 


unniD^UD  J  A — f 
hincaa    &    (^rdn«~c 
Durtim    D— c 

nitthcock  Wm  B— ] 
Huffmin  J  D— f 

ohnwon   W   A— 1 

.hilMntli  W  1^1 
Moan,  CUnilaii  &  Long 

Sc^   J   F-1 


CHAHiESTON 
m  Geo  M— f 
Back   W   E— I 
Bridsn  Gw  H— f  c 
Coon    H    A— f 
Daniel  O  F-l 
GiltoolT  a   Lcc— f 
Hsk    it    Slcwarl— [ 
HequeoibourE    t     W — i 
Joihlyn   C    C—t 
Xirlmairiek    CharlM    E 

Prcuill  Tho*  &  Co— (  1 

CHILLI  COTHE 
Abihire  Ju  B— f 
-      man  J    W— 1 


_  _je  C   H— f  c 
Gunby    She  lion    Abstract 

Co—f  c 
Haye.  J    A-l     ^ 


mith  E  ( 


i  Byrd— f  I 


Booth   H   S 

Dcnham  Jo 
?  R- 


E— 1  c 


Edwards  J    it— f 
Goddard    EtUs— C 
Henry   J    l^f   I  c 
Hope  R  t^l 
Jenninii    D   M— f  . 
Lyons    C   W— f 
McCauaUnd   A   J— 


ordao  Robt   B— c 


Mathi. 

Millir  Jewell— i 
Morgan   P    D— 1 
Murphy    M— f 
Orr   E   C—f 


-r' ' 


CLARENCE 
Byland  T  M-f 
Calliaon   I  O— ( 
Coomba    H    R-f   c 

Daniel  Wm  J— f 
Dickaon   J   1^1 
Donildton  R  T— c 
Farrell   J   C—f 
Felker   A— 1  c 

H'^rich™W     1^ 
Hammett  Chaa  D— 1 
Lewii    M    H— f 
Lilly  &  Haley-( 
McCoy    las    L-( 
Manuel   Theo   P— f 
Prilchard   W    M— ( 
Shanks  R  N— f 
Siegler  Mrs    Mary— 1 
WrTght    H   A— f 

(XARKSVILLE 
Cirrotl  ft  Co— I 
Duvall  F  J-t 
Ettci  L  Ednr— f 
Huber  H    G-l  1 
Heriwciher  F  H-i 
Moody  E  N-I 
Wella  J  Henry  Jr-l 

CLINTON 
ey  J    D— f 
sr  W  F-f 
n»  T  W  ft  Son-f 


Dans  C  I-t 
■>ii  E  E-f  I  c 
Elliaton  J  L-f  1  c 
Pari.  H  P-I 
Forqner  J  K-l 
Uodwin   W  M— I  c 
Hoover  Owen-f 
Kvie  J  H-f 
Poague  H   F— ( 
RamKy  C  H— I  I  c 
Snyder  C  H-f  1  e 
Stevens  W  M-I  1  c 

COLUMBIA 
Aihens  Ini  Ag«KT-~f 
Biuh    ft   Coona— f 
Columbia   Ins   &    RenUI 

Agency — f  1  c 
Conrey-Myen    Really    Co 
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F..her  John  H-1 
Hollister  W  C-lc 
Linville  Agey  The-(  e 
Long  J  E-f 
Lynch  S J-1  c 
Rouner  rf  A-f  c 
Schwanweller  F  J— f  I  c 

'^mitb  ft  Shumaie-I  c 

ELDORADO  SP'GS 
Cedar  Co  Abitract  Coot- 
_p«iT— f  I  e 
Dry  T   B— ( 
Ford  Jamci  R— (  l 
McCrary  ft  Son— t 


Dimwi 


joldaberi 


lie   A    F— I 

N  J— f 

D   T— 1 

ry  H  W-f 

'   T  J-( 

:  B  H  ft  S 


mom  T   T— f 
th  .  CslTon  .  & 
ealty  Co—f  c 


Trimble   W    G— f 

CRYSTAL  CITY 
Bond  G  C— I 
Gettinger  J  J-f  1  c 
Heirici  Leon-t 
Tolly  Glenn  N-{ 
Sonibem  Ini  Aicr-4 1 


DESLOGE 
Garret   ft  Watjoo— I 
Mackley   A   P— f  I 
Wescoai  E  W— c 

DE  SOTO 
Barrett  Jno  P— f 
Colman  A   I^f 


Herrington  H  F— f 
jpnea  W  T— I 
Kempe   Elmer — f 
Mahn  George — f  c 

Mauihe  W  J— f 
Mannie  Robert  B— t 


iry  ft 
-.-i  bav._     .  , 
Riuacll  W  U— {  0 
Shaw  Bro»— f 

ELSBERRY 
Cannon  Roko*— J 
Gibion  John  M  ft  Son— 

'    GibMn  Paal  H— 1  c 
Hockatep  Chaa  S— (  I  c 
l^ng  Thoi  S— e 
Palmer  Joi  R-l  I  c 
Robinson  Henry  H-f  I 

FAIRFAX 
Carter  A  Lr—t 
Carter  J  G— ( 
Daulton  B  D—t  I 
DfMoo   N   F— f 
Kobinson  M   V — f 
Serft  I   C—f  1 
Walkup  Waltei^l 
Wbittford  Ray  C—f 

FARMINGTON 


1? 


DEXTER 

kenihip  J  F-l  c 
T  ft  Copeland — f  1 


DUENWEG 
Sterling  H  W— f 
EDINA 
Browne  B  B  Jr— fc 
Cooney  I  E— (  c 
Cottey  L  F-l 
Ennis  J  W-f  e 


FAYETTE 
Armatrong  J  W— f  I  g 
Bagby  Dayid  Jr— f 
Bedford  E  W— f 
Blakemore  W  W— 1 
Brown  W  G— 1 
Burgin  A  B— I  e 
Daris  M  H  ft  Co—f 

Potts  Miss  Nell— c 
Setlla   T   D— f 
Settle  J  R— f 
Smith  Ceo  W— f  e 
Talbot  John— 1 
Tindall  Jeff— f 
Thompioo  Jasper — f 
WiUi   A  F— f 
Wirt  Mitche1l-[| 
Woodi  J  A— f  I 

FERGUSON 
AtwoDd  LeGrand  L— f 
Chase  Edgaiwf 
Graf  ft  Caae— f 


MO.— Con. 

FESTUS 
Bo»ec  N  B  S  E  F— ( 
Brfekler  F  W-( 
England  C  C— f 
Funk  Joo  R—f 
GetUnger,P  J— 1 , 

Luckey  Frank  C— f 
Both  Adolpli-l  , 
Terry  Philfe  S— 1 
Vaughan   H   B-[  1  e 

FLAT  KIVER 
HoTlon  &  Reid— *  1  e 
Manhall  ft  Coffer— 1 1  e 

FREDERICKTOWN 
Albert  R— f  1  c 
Aatbony  E  O—t 
Gaboon  B  B— o 


FULTON 
Adcock  GUpin  &  Criiwdl 
_(  le 

AlkinBn  T  H— 1 
BcU  M  F—l 

CoIISjt  S  B8I1T— f 
Eversole  H   N— c 
Fiah«  R  E-f  c 
Culhrie  M  L— t  I  e 
Hamillon    &    Crenihaw— 


Koonti  i  Filmer— f  1  • 
Lyne.  J  C-f  U 
Miller  Orii  J^ 
Sbarp  J   B— 1 
Tuttfc  E  N— f  I  c 

GALLATIN 
CruKn   N    G— f 
Dudley    Boyd— f 
£«mian  j'w-f 
Fair  Fred— f  c 
Gillihan  Ben— f  c 
GWens  N  S-f  c 
H»ndy  W  R— f  e 
Maffilt  A  R— f 
Mann  E  D— f 
Meade  C  II— f 
Mettle  O  O— E  c 
Selby  J   A— f 
Tague  W   0-f  c 
Trotier  Roy— c 
Weldon  C  H— f 


HuUeU  &   fatum— f  c 
Vamer  S  B— f 
Winter!  Jobn— 1 

GRANT  CITY 
Anderaon  Jam**— f 
Beoaon  Jeue-^  c 
Clark  F  M— 1 
Cloud  S  A— f 
DuBoii  &  Miller— f  e 
Enale  J  E— f 
Emng  John—t 
Hudaon  Peter — t 
KeUo  Ed— f 
Phippi  L  M— t 
Slmona  J  M— f  c 
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Walker 


Shiler  S  Wetiel— f  c 

Steimi  E  D— f  c 
Van  Oadell  F  G— f 

GREENVILLE 
Bennett  C  P^-f 
Hiuhei  B  H — f 
McEltauuin   H  B— f  1 
Settle  John   H— f 
Templeton  A  G— * 


McAfee  William— f  c 
RichardioD  H  B — I 
Raberu  J  F—l 


HANNIBAL 
Ctiyton  Geo  D— f  1  c 


Co— (  e 
Gilbert  R  N— f  c 

Gilbert  Wm  R-l  c 
Hagao  Thoi — f 
Hannibal  Trust  Co— f  ■ 
Hickman  Ben-I  c 
Hickmann  J   F   H— f  c 
Hilt  J  H— c 
Hoffman  J  F  H— f  c 
Holme  John   T-f  1   c 
Knigbton  P  H— f 
Link   E   A— t  c 
Link  W  Z— f  c 
Moocton   Ctaas— I   c 
Osierbout  S  O— f 


Riee  S  Hobaon — f 
Roberta    S,   Co—f 
Ro  Bards  A  C— f 
Scheidker  C   E— I   c 
Settles   E  V— t  I 

HARRISONVILLE 

Allen  C  E  &  Son— f  1  < 

D  C— f  c 

-a.— f  0 

Blair  Frank— c 
Bobon  A  B — f 
Bandy  Ch«B  C — c 


Cbriatopl: 


Conger  A-f  I  c 
ConnelyJ   E^f  I 
--Oacb    £    M-f 
_  J»i«  J  A— f 
Higfat  &   Edison— f  c 
Howard  Frank  H— £ 
McCool  Wm  P— 1 
"rear  L  L-f 
atrick   J   C—t 
ummera  W   D— f   c 
ivermer  G  E— 1 
'ilaoo  J   M— f  I 

HERMANN 
Begemann  Aug  Jr — t 

Egley  clu  A— f  1 
Meyer  Aug— f 
Rippneln^  F— c 
Hohyn   L   E— f 


HIGGINSVILLE 
Campbell  H  F-f  c 
Hoefcr  Dani«l-(  c 
Hoeier  Oacai^l 
Hoike  D  H-f 
ludcaoa  ft  Shirt»— ( 
Leaiy  Harry— I 
Scrutmyer  J  B-^ 
Sherman  J  I' — 1 


Boiueaa   O  G— f 
Brad  Herman — 1 
ETe»  M  J— f  c 
Liddle  W  H— f  )  c 
Mayhew  A  E— f 
Sankey  S  R— f  I  c 
Steele  A  Son— f 
Wallace  ft  Co  W  B— (  1 
Young  Geo  S— I  e 

UUMANSVILLE 
ETana  S  B— f 
Wood  Wm  W— f  0 

HUNTSVILLE 
Ba|*y  A  J— 1 
Cowherd  B  E— « 
Crist  C   F-f  c 
Doyle  W   O— I 
Foster   E    M-f 
Hamilton   Jno   N— t 
Kirk  Geo  T-f  I  c 
McCormac   W  H   »   Son 

— (  1 
Sandenon    C  C— c 
Smith  W  H-f 
Sutliil  &  JohDBton-f 

INDEPENDENCE 

Baird  C  C— f 
Burton   E  P— f   c 
fhflstflin.    Hen^-f 
Child   F    C— f 
Clements    Marnret- f 
CUntoo    Geo   W— f   c 
Comptonjas   V— f 
Conhell    E   E-f 
Gibson  Thos  E— 1 
Gould  Geo  A  &  Co-f 
Hafdin  J   H-f  c 
Hsrringion  E   C— f  1  c 
Hinde  7  W— t 
Iac!«on,Nat    I^f   c 


(  Wm- 


J  S-f  c 


_ .¥js; 

On  A  M— f 

Rider  C  Q— f 
Rider  Walter  ft  Son— I 
Shepherd  £  W  ft  Co—f 
Sitlington   R  S— f 
Southern  A  C-f 
White  A   D— f  1  c 
Hegler  John  )— f 

JACKSON 
s  &  Puli-f  c 

nt  ft  Wagnep-f 
'ieire  W  C— f 


JEFFERSON  CITY 
Biua  AnguK  J — f 
'^redenun  John  H — 1  e 
Jurcfa  Edson  L— f  I  e 
Burcb  N  C  ft  Bra— c 
Cook  Sam  B  k  Co—f  c 
Dallmeyer  Wm  A— f  1  > 
Diniti  F  H— I 


Hueitel   Chas — 1 
KDolimcyer  Gei> — t  1 
Kuykoubll  W  H— 1 


SchulU  B  F— f  c 
Viebroch  L  V— I 
Vogel   F  W— I  c 

JOPLIN 
Beauford    HerroD— 
Block  Julo— I 
Brown-Taiun>-Sh«oi 


Gulp   J    A— « 
Dacy  4  Dacr— e 
Dangerfield  J  H  ft  H  i 

Edwards    Chas— f 
Faulkender   I   C-f  e 
Gentry  O   H— f 
Gray   Howard— f   I  « 
Hooier    D    C— I 
Jameson  J   R-^ 
Koetter  F  S — t 
Lane  ft  Young-f  I  c 
Matthews  Frank   L— fit 
Michel  J  P— I 
Poendeiter  J   I^-l 


•maa   H  J-^ 

Iker  Ids    Agency  Co 


Gridley  Bert  L — f 

"■Her  Broe— {  c 
ng  G  C— f  1  e 
cweUyo  C  T— f  c 

MonlgMiier*  T  L— (  e 

Whiteaide  John  A— f  c 


as   ft   Mtddea-f  1 

luTestment  Co-f 

Ashbrooke  E  S-^ 


Bales  ft  Hoggett-4  e 


row  Jamea  S- 
.ter/H-f 
isle  M   F-l 


V  F  ft  Co-f 
___je6eld  A  I>-1 
Boyd    Robert— c 
BtowD-Mann     ft    B«- 

num— I  e 
Cannon  John  &  Sob— I 
CardweU  W  J-1    , 
Caaey  Saml  L  ft  C*-« 
Central    Union    Broker- 
age Co-I  c 
Chetney  F  I^-l 
Chick   ft  Thomas— f 
Child  Frederick  C-f 
Oementa    Marnret— I 
Collins   C    F-? 
Corrigan  &  UrGte— fc 
Cowherd  Fletehet^-f  c 
Davis    W    B-l 
Dobbin  ft  HcLaocfalin 


Durham  E  B-( 
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EUis  &  Scffur— 1 
EUis  Ins  Agency  The— f 
Eanis  H  R— f 
Epperson  U  S — ^f  c 
Falconer   &    Edward»--f 
Farney  J  R— 1 
Pels  Arthur-f   c 
Flynn  M  A— 1 
Fradenburg  B  J  &  Co— 
Freed  Chas— I 
Fnrgason,  Tabb  &  Sir 

mond»— f  c 
Gallagher  A  £— f 
Gant  J  C  &  T  R— 1 
Gamer   &    Mann — i 
Garnsey  Anthony  &  Co— 

fc 
Groves  Bros  Ins  Agcj^" 

fc 
Gtithrie  &  Osgood — I  c 
Harbock  C  L— 1 
Haitstone  A  W— I 
Henderson  W  B—1 
Hensser  Paul  F— fc 
Hines  V   G-f 
Hobart  N  E— f 
Holmes  Ins  Agency— f 
Hoalehan  J  F  Realty  Co 

Hughes  Wm— 1 
Tack  W  A— f 
Johnson   T   Henry — f 
Johnson  W  B  &  Co— f  c 


Phister  Ins  Agency— f  c 

Porterfield  E  E  Jr-f  c 

Potter  Eli— 1 

Pratt  &  Thompson— f 

Prosser   T   S— 1 

Ramsey  H  C-f 

Rea  F  H-f 

Rice  J  Will— 1 

Rieger,  Moore  &  Melton 

Rnsh  Jos  H— c 
Scarritt  Nathan— f 
Scott  Walter— f 
SeidUtz  Chas  N— 1 
Shipe   W   G— f 
Sills,  Wilson  &  Co— f 
Sloan-Norris  Realty  Co— 

f 
Sommenrille  J  P  &  E  M 

Stephenson  L  A — ^f  1  c 

Stewart^Kerdolff 
&  Sydnor 

llM-4WaliMi 
KaHMCtty.Ms. 


Hanovsr 

Providsncs  Washlnc ton 

Holland-Amsrican  Undsr- 

writers 
Stats  of  Psnn. — AatomoUle 
Royal  Indsmnlty 


R.   B.    JON£S  €f  SONS 

Third  Hoor  R.  A.  Loo<  Boildiii^ 


List  off  eonapani««  for  whieh  we  ar«  sole  agentai 

Home  Ins.  Co.  of  N.Y.»  Hartford  Fire  Ins.  Co.  of 
Hartford,  Conn.,  Ger.  Alliance  Ina.  Co.  of  N.  Y., 
Federal  ina.  Co.  of  N.  J.,  Marine  ina.  Co.»  Ltd., 
Accident  and  Guar.  Corp.,  Ltd. 

Also  lepieamtlng  the 
Royad  Insurance  Co.  off  LlTorpool 


Kump^  Garlack  &  An- 
derson Ins  Agency— fc 
Lcsch  J   K— f 
Long  Triffg  A— f 
Long  &   Stowell— f  c 
Lyddane  R  T— 1 
Lyons  &  Johnson — f  c 
McKarahan    E    V— f 
McOner    Wilbur    Und 

Co— f  e 
McCroskey  T  G— c 
McGooigle,   Stinson  ft 

MetcaU— f 
McGrew    Bro»— f  c 
Mackenzie  J&V/  C-^ 
Madden  L  P  &  Oy-i 
Maloney  Alois  A— f 
Mapes  ira  B—1 
Martin  W  R— 1 
Mastin  T  H— f  e 
Mebns  Albert— f 
Merrian,  Ellis  &  Benton 

Medes  W  J  ft  Son-4 
Min  Chas  D-! 
Maicr  ft  Sayre— { 
Motley  W  P— 1 
Mnehlschnster  ft  Jaiser 

— £ 
MuUaae  T  P— I 
Murphy  Tom  M— c 
Nencrbnrg,  French  &  Co 

Nichols  A  P  ft  Co— f 
Ohrien  ft  Hobcrt— 1  c 
Oppenheimer  Geo— f  c 
Osborne  A  P— 1 
Osgood  Wm  A— c 
Plrkcr  C  D  ft  Cb-4 
Peak  ft  Perrin— f 
Pearson  &  Larson— 1 
Pendergmst,   Rieger  & 
Gihree— < 


Stem  Edgar  J— c 
Stevenson  M  D — f 
Swofford  Ralph  P  ft  Co 

— £ 
Stone   Porter   E— f 
Tatman  E  W— f 
Thomas  J  A— f 
Thomas  Edw  E  Jr— f  c 
TiUhof  ft  Campbell— f 
Truitt  E  S  ft  Co— f 
Turner  ft  Nichols— 1  c 
Van  Guilder  E  Macey— f 
Wallace  Ins  Agency— £c 
Walsh  John   H— f 
Ward  H  1^1 
Warren  R  F— 1 
Waterman    H    F— £ 
Welsh  J  B  Realty  ft 

Loan  Co-^ 
Whipple  A  A  ft  Co-£ 
Wilbur  Frank  W— f  c 
Williams  R  J— 1 
Willock  Realty   ft  Loan 

Co-f 
Wollncr  Arthur— f  c 
Woodsman  W  O— £ 
Woodworth  R  C— « 
Young  W  H-f 

KEYTESVILLE 
Anderson  M  W— f 
Bartz  H  E— f  1 
Drace  A  C— f 
Elliott  G  N  &  Co— f 
Kellogg  E  B— f 
Lamken   C   F— f 
Martin  T  J— 1 
Parks  &  Wayland— £ 
Taylor  A  F— £ 
Wright  W  L— 1 

KING  CITY 
Bowman  W  L — £ 
Couch  J  J— f 


Danburr  H— £ 
Flood  John — £ 
Graves   W    P— f 
Kcstler  J  E— £ 
McKenny  J    F— f 
Millan  Jas— £ 
Millan  Wm— £ 
Ryan  Geo  L — c 
Simmons  O  M^ 
Snapp  J  A — ^£ 
Stanton  ft  McKnight— 

f  c 
Wagers  J  T— £ 
Ward  George—f 

KIRKSVILLE 

Barker  Miss  Fannie— f 
Bonfoey  &  Son— f  1  c 
Butcher  O  D— f  c 
Calhoon  J  C— f 
Chadwick  C  A— f  c 
Downing  W  A— f 
FroRge  Rav— 1 
Garoner  Cb 


Hatcher  J  W— fc 
Higbee  »iul— fc 

{ones  H  E— f 
,indsey  H  S-f  c 
Murphy  S  A  D— f 
Pickell  R  M-f 
Rankin  Dr  J  W— 1 
Watson  &  DeWitt— f 
Whitelock  ft  Cook— f 
Winn  &  Jones— f 
Young  Harve— f 

KIRKWOOD 

Ambler  A  B — ^1  c 
Dohr  Albert— £ 
Dohr  Fred — f  c 
Hough  Realty  Co— £ 
Mars  W  T— £  c 
Thomas  B  F— £  c 

KNOBNOSTER 

Craig  A  M— £  1 
Jenks    Frank — £ 
Littlcfield  Ed  C— £  1  c 
Rothwell  J    H— £ 
Senior  J  G— £ 

LA  GRANGE 

Boxarth  Carrol  A— £  c 
Crouch  C  C — £ 
Davis  Geo  R— £  c 
Edwards  Leslie — £  1  c 
Hagood  F  S— f 
Johnson  Dave— £ 
Loudermilk  Bert — ^1 
Mitts  W  T-c 
Simpson  G  K— 1 

LAMAR 

Allen  J  S-^ 
Andrews  S — f 
Burton  A  M— I 
CogdiU  L  1^1 
Cox  J  A— £  1 
Evans  Mr — f 
Finks  W  P— £ 
Goodrum  C  D— £  1 
Tones  C  S— £  1  c 
Kazee  E  L— £ 
Ullard  J  B— £ 
Parsons  I  P— £ 
Pierce  D  S— £ 
Van  Pelt  Ora— £ 

LA  PLATA 

Gilbreath  G  E— 1 
Gooding  R  E^— c 
Hopton  R  S— 1 
Lashmutt  F  C  D— 1 
Reesman  D  B— f  1  c 
Tansil  Leon  E— f 

LATHROP 

Collins  ft  Stuckey— £  1  c 
Cross  D  B — £ 
Doherty  J  T— £  c 


RatliflF  W  A— 1 
Ritter  W  I— c 
Shepherd  H  C— £ 

LEBANON 

Burley  T  B—1  c 
CsUahan  ft  James— £ 
Cmry  A  W— f  c 
Diffenderffer  T  L— 1 
Diffenderffer  W  I— f 
Donnelly   Phil— £ 
Draper  C  C — £  c 
Gleason  L  D — t 
Hattcn   E   B— £     , 
McDonald  D  D— f 
Mayfield  A  O— flc 
Ma^eld  I  W-f  ^ 
Vinon  &  Sweet — f  c 

LEES    SUMMIT 

Bennett   E   S— f 
Fields  MUler— £  c 
George  T   M--£ 
Miller  A  C— £ 
Stevens  Austin — ^I 
Yankee   Wm   K  ft   Sons 
— £  c 

LEXINGTON 

Frazier  ?  B-f  c 

Graddy  ft  Sydnoi--f  c 

Howe  Frank  R—f 

James  A  Er— f 

Lesuer  J  Oj:*       ,         , 
Lockhart   Miss    Mary— t 

Potter  N  W-l 
Roy  L  A— 1  - 

Taubman  John  &  Son— i 
Warren  Gus-l 
Wilcoxon  O  >y— f 
Wilson  Bros— f 
Wilson  Robt  A—f 
Young  Bamet— t 

LIBERTY 

Corbin  B  B-f 
Corbin  Geo  W— f  c 
Dc  Barry  John— 1 
Emerson  Theodore— f 
Kirkland  Edw  E— £  c 
Moore  E  1^-f  c 
Norton  E  H  Jr— fl 

RitSey  Geo  ^f 
Tarrants^Jas  H— 1  e 

Wikoff  Ralph— f  I 
Wise  B  F— I 

LOUISIANA 


Armstrong  H  J— f  c 
-  liver  i^— J 
.   tidlyHJ— *  , 
Fritz  J  W— £  1  c 


Culver  i^— J , 
FindlyH  J— *1 
Fritz  J  W— £  I  -    ^  , 
Griffith   &  Wilson— £  1 
Haley  W  B— £^       . 
L/nStt  G  E  &  Co-£  c 
McCune  &^  Son  J-f  c 
Thornton  ft  Howden— t 

MACON 

Acuff  Dan  W— £  c 
Brock  Mrs  Maude  D— £ 
Cook  Jno  A— £  1  c 
Engliah  Alonzo— £  1  c 
Guthrie  R  A— £  I 
Hess  Chas  P— £ 
Hez,  Brown  ft  Co— t  I 
Hicis-Northcott   T  I   Co 

Hughes  D  R— I 
Lacy  Nat  M— £ 
MiUm  &  Goodwn— £ 
Payson  C  H— *  *  ^ 
Walker  W  G— £ 
White  ft  Son— f 
Wood  Bro— I  1 
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MALDEN 

Davis  &  Morris — f  1  c 
Maiden  Real  Estate  Co^ 

f  1  c 
Rayburn  M  B — 1 

MARCELINE 

Bailer  G  W— <j 
Lud<len  T  M— f  1  c 
Smedley  Ethna— f 
Smedley  H  B— f 
Sutton  &  Allen— f  1 
Wrenn  &  Son  J  R— f  1  c 

MARIONVILLE 

Cannady  Bros — ^f  c 
Carney  T  W— f    . 
Keast  George— f 
Logan  Lee  £ — f 
Turrentine  W  D— 1 

MARSHALL 
Allen,  Crockett  &  Elsea 

Ayres  F  L  &  Co— f 
Bryant  T  W — f  c 
Campbell   F  W— f 
Carpenter  W  W— f  1 
Downing   H    H — f  c 
Fleming  T  D — f 
Hoy   A   B— f 
Jones   J    A — f   c 
Laurie  W   B— f  c 
Leonard  A — f 
Mahard  J  L— 1 
Mitchell  E  H— f 
Montague  M  L— f  I 
Morrow  L  M — f  1 
Newton  &  Co— f  c 
Van  Dyke  &  Co— f  c 

MARSHFIELD 

Long  W  L— £ 
Ortin  J  J— 1 
Orton  Marie — f 
Smith  J  P— f 
Winslow  Guy — f  1  c 

MARYVILLE 

Allen   Bros — ^i 
Allen  W  H— f 
Colbv  &  Baker— f 
De  Armond  Saro'I  J — f 
Dearworth    R   K— 1 
Denny  L  A — 1 
Evans  James  L — 1 
Hohnes   O   L— f 
Hrslop   Charles — f  c 
Jonnson  Warren  L — f 
Lahr   Peter  J— 1 
McCaffery  Chas— f 
McClarey  &  Gray— f 
McClaskey  John  S— c 
McDougal  K  L — f  c 
Nash  A  I^-f 
Otis  &    Strong— f 
Pierce  W  C— f 
Price  James  G — 1 
Robey  A  S— f 
Rollofson  J  F— fc 
Sisson  Paul — f 
Smith   &   Grems — f  c 
Stilwell  Chas— f  c 
Thorp  J  Henry— 1 
Wallace  &  Holmes— 1 
Wolfcrt  E  F— 1 

MEMPHIS 

Barnes  R  U^~c 
Bence  J  W— f  c 
Combs  L  C— f  c 
Cramer  Robt  D — f 
Critz  Broa— f  1 
Hale  Geo  P— 1 
Hudson   Frank  W— c 
Humphrey  R  D— f 
Jayne  John  M — c 
Jeflfries  O  M —  c 
Jones  H  H— f 
Leslie  &  Craig— fc 


Luther  J  E— f 
Pitkin  A  H— f 
Reddish   F  C— I 
Schofield   Eliaa— c 
Scott  W  L— f  c 
Smoot  H  V— f 
Watkins  J  H— f  c 
Woodsman  Jas  C— f 

MEXICO 

Adami  Geo  W  &  Son— 

f  1 
Atkinson  W  F— f 
Cunningham  S  P — 1 
Dry   &  Sappington — I  c 
Fowlca  W  L  &  Son— £ 
Graham  John  B— 1 
Hatcher  Geo  E— 1 
Hopkins   J   R — c 
Howell  J  W— £  1  c 
Kemp  J  P— f 
Lakenan  &  Barnea— £ 
Lane   J   H— f 
Lloyd  J  W—l  c 
McClure  H  C— f  c 
Newkirk  W   E— £ 
North  Missouri  Trust  Co 

— £  c 
Plunkett  H  B— c 
Ricketts     &    Whitney— f 

1  c 
Roberts  J  O— c 
Rutter  &   Son  J  W — £ 
Shannon  £  A — c 
Tinsley  J  O— £ 
Tucker  H  E  C— £  c 
Weaver  S  A— £ 
Whitson  A  C— £ 
Williams   &   Sharp— f 
Williams  J  F— f  c 
Witherspoon  C  A — £ 
Woolridge  J  W—l 

MILAN 

Bumham  Geo  T — f 
Burwell  &  Porter — £  c 
Higgins  &  McDuff— £  Ic 
Norman  Geo  E— f 
Reeves  &  McCallister— £ 
Smith  James  £—1 

MOBERLEY 

Crotty  &  Crotty— £  c 
Fort  Otto— 1  c 
Greene  G  E— f 
Hamilton    Everet— f 
Hatfield   H  A— £  1   c 
Hinton   Hugh — f  1   c 
Kellv  Leon — ^1  c 
Lanaram  J  L— £ 
Noonan   K — £ 
O'Leary  Jas  V— 1 
Rieeel  &  Riegel— £  1  c 
Scoby   John    E — 1 
Sparks  Geo  W— £  1  c 
Sparks  Gerard — £ 
Ted£ord  May  I— £ 
Ted£ord  Sam'l  R— £  c 
Victor  Agency  Co— £  c 
Wagner  W  S— f 
Weis   P   K— ^  1  c 

MONETT 

Dwver  E  O— f  1 
Hobbs  J  I^-c 
Johnston  Robt — f  c 
Maher  Chas  A — ^1 
Miller  Ray  L— 1 
Peel  A  M-f  c 
Shaffer  Fred— f 
Smerdon  William— f  1 
Solomon  Sig— f  1  c 
Wilson  E  S-{ 

MONROE  CITY 

Drescher  Nicholas  A — i\ 
Ely  &  Stevens— £  1 
Ely  Arthur  A— £ 
Grady  T  H— £  c 
Green  Node— £ 
Hurst  H   H— 1 


Lesley  C  M— 1 
Longmire  W  W — £  c 
McClintic  R  S— £  c 
Meriwether  k  Meriweth- 
er— £  c 

MONTGOMERY 

Baaket  J  O— £ 
Black  H  C-f 
Chirk  C  L— £  1  c 
Gentry  E  B— £ 
Ham  E  H— £  1 
Harrison  W  S— £ 
Hughes  W  C— f 
Johnson   H   W— £ 
Pennington  W  Sr— £  c 
• 

MOUND  CITY 

Clark  Claud— 1 
Dearmont  J  B— £ 
Decker  R  E— £  c 
Meyer  G  W-ilc 
Smith  B  P— f 
Terhune   R    E— f  1 
Thomas  C  E— £ 
Vance  W  F— £ 
Watson  B  H— £  c 
Weightman  W  H— £  1 

MOUNTAINGROVE 

Allen  J  W— £  1  c 
Baker  Investment  Co— 

{  c 
Chase  Sarah  A  Mis»— € 
Gully  P  N— £ 
Jones  A  C — f  1  c 
Newton  Geo  W— -f  1 
Shannon  W  C— £  1 
Short  Joel  F— 1 
Treon  Ray — £ 
Wheeler  J  A— £ 

MOUNT  VERNON 

Porter  &  McPherson  Co 

— £  c 
Shriver  T  E— £ 
Smith  Norman — ^£ 
Turk  John  C— £  c 
Woods  &  Dayton— £  c 

NEOSHA 

Alexander  J  E — £ 
Armstrong  B  T— f 
Brown   P — 1 
Cloud  H  A  F— f 
Davis   J    C— £ 
DuflF  A  W-f 
Dye  F  G— f 
Harris  J  M— £ 
Keller   H    S— £ 
Murry  Ed — 1 
Peck  W   I— £  1  c 
Shannon  John  F — t  c 
Simms  W  E— £  c 
Truex  E  E— 1 
Withrow  J  M  7  -£ 

NEVADA 

Ajrers  A  J — f  c 
Birdseye  &  Son— £  c 
Bowker  G  C— £ 
Cox  Chas  A— f 
Dail  L  L— f 
Dalton    Henry — £ 
Davis  A  B  &  Co— f  c 
DeWett  Hoover^-£ 
Ferry  Bros — ^£  c 
Galbraith  W  C— 1 
Gilbert  C   B— £  c 
Godfrey  G  R  &  Co— £  c 
Harris  J  B — £  c 
Hart  R  S  Loan  Co— f 
Levens  E   E — £  1 
McGinnts  ft   Co — £ 
Prewitt  Chas  H— £ 
Symmi  John  A   ft  Sons 

Wiiliami  ft  Pottor£— i 


NEW  FRANKLIN 

Alaop  B  H— £  1  c 
Carpenter  W  W— £ 
Kingsbury  L  A— £ 

NEW  MADRID 

Brown   H   W—l  c 
Bnesching  Wm— £ 
Carter  R  M — £ 
Digga.     Garaflo    ft    Fair* 

field— £  c 
Edwards  W  S— £ 
Johnson  Horrell — £ 
Mathenon  A  G— £ 

NORBORNE 

Bowlin  Jas  W— £  c 
Boyd  J  L— £ 
Meehan  Edward— £  1 
Meehan  Geo  T— £ 
Runyan  W  T— £ 
Strathman   Hy — £ 
Viles  G  D— £ 
Whitcman  Guy— £ 
WilUama  W  T— f 
Wright  T  O— £  I 

ODESSA 

Baker  H  P— £ 
Downs  &  Ramsey— fc 
Keller  ft  Brown— £  c 
McBumey  ft   Fishbadc^ 
£  c 

OREGON 

Bridgeman  R  B— £  c 
Cotton  Albert  W— £  1  c 
Cummins  G  L — £ 
Hatch  Robert— 1 
Keown  Ed-^  1 
Kunkel  D  B-£     ,  ^ 
Lukens   George — f  1 
Martin   M  R— £ 
Moore  L  I — f  c 
Petree   Bros— f 
Richard   E  E— f 
VanBuskirk    Alex— £ 

ORONOCO 
MoUoy  D  D— £ 

OSCEOLA 

Fields  J  T— f 
Green  C  H— £ 
Henry  E  H  S-f 
Johnson  R  P— £ 
Lewis   S   R — £ 
Smith   Leslie— f 
Wagoner  W  L— £ 

PACinC 

Brown  A  T— 1 
Browning  A  M— 1 
Dailey  Jas  T— f 
Fletcher  J  W— £ 
Glaser   ft    WiUiams— f 
Mauthe  Jno  J— f 
Roemer  Bros — £  c 

PALMYRA 

Bailey  Knott  S— £ 
Baker  Harold  J— c 
Bier  Frank  G— £  1  c 
Boulware  John  W— £ 
Christian  Rufiw— £  c 
Diemer  W  A— £ 
Drummond  M  P — £ 
Franklin  John — £ 
Haydon  W   S— f 
Lane  Frank  W—  £ 
Phillips   Qyde    D— I 
Sheets  Harry  C— f  c 
Smith  Frank  W— £ 
Suter  John  J— £  e 
Thompson  George  B— £ 
White  John  T-£ 
Yeager  H  Andersoa-*! 
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W.  H.  MARRHAM  ®,  CO. 

THE  BEST  FACILITIES  FOR  MISSOURI  RISKS 

Continental;  Fireman's  Fund;  General;  Globe  &  Rutgers;  Great  Western  Lloyds;  Insurance  Co.  of  N.  A.;  L. 
&  L.  &  G.;  London  Assurance;  American  Lloyds;  Assurance  Co.  of  America;  Caledonian;  Colonial;  Federal; 
London  &  Lancashire  Life  &  General;  Marine,  Eng.;  Massachusetts;  Mercantile;  Metropolitan  Casualty; 
Nationals  Paris;  Northern,  N.  Y.;  Northwestern  Mutual  Life;  Ocean  Accident;  Orient.;  Queen;  Royal 
Bzchange;  Security;  Sun;  Svea;  Union;  Yorkshire. 

Brokerage  Orders  Solicited  from  Non-Reeident  Agents  and  Brokers 

1226-1249  Pierce  Bldga»        ST.  LOUIS»  MO. 


PARIS 

Barnes  W  W— f 
Boyd  J   F— f 
Brace  Penn — f 
Borgeta  Jennie  N — f  1 
Burnett  C  P— f  c 
CuTtwrisht  Caakie — ^1 
Evans  &  Jackson — f  1 
Grigsby  J  T— f 
Gathrie  O  T— 1 
Hook  &  Woods — c 
Hurd  Thos  F— c 
Lewellen  Jaa  W— f  1  c 
Moss  Ja«  T— f  c 

PATTONSBURG 

Elam  H  E— f 
Ellis  &  Meadows— f  1 
Ewin^  G  D— f 
Arfaupin  R  E — f 
Pan^um  M  £ — f 

PIEDMONT 

Jones  C  H  &  U  L— f  Ic 
£edley  &  Turner— f 
Smith  Z  C— f 

PIERCE  CITY 

AUen  &  Sons— flc 
Booth  A  T— flc 
Carlin    Thos— f  c 
Forsythe  A  J— fl 
Purdy  Clifford  H— 1  c 
Surk  J  F— f 
Williams  John  B— f 

PLATTSBURG 

Beard  L  H— 1 
Frort  &  Frost— £ 
Lewis  J  P— 1 
McWilUama  Ed— f  1 
Perkins    H    E— f 
Riley  H  R— 1 
Swarm  &  Scearce — f  1  c 
Walsh   T  F— l.c 

PLEASANT  HILL 

Clay  R  H— f  c 
Dallas  Geo  M— f 
Hilliffoas  Miss  Dean — f 
Hilligoss   N   C— c 

Johnston  J  F — f 
ones  A  T— £ 
Walker  Chas— £ 
Wood   H  T— 1 
Young  A  W — £  c 

POPLAR  BLUFF 

Adams  A  C — 1 
Allen  D  H— 1 
Camp  J  W— I 
Clevfen  M  L— 1 
Graham  Eli — 1 
Jacobmeyer  R  L— 1 


Robinson  Ins   Agency  Co 

— £  1  c 
Sharp  W   O— c 
Simpson   &   Simpson — 1 
Williams  F  H— £  c 

PRINCETON 

Coon  &  Smith — f  1  c 
Hickman   W   H~£  1   c 
Lambert  F  A — i  1  c 
MuUinax  C  I— £ 
Powell  Mr— £  c 
Steckman  R  W— £  c 
Thompson  J  A— f  1 
Woods  L  B— £ 

RICH  HILL 

Barrows  John  N— f 
Hoover  R  E— £ 
Klumpp  H  M— £  1 
Moore  &  Klumpp — ^£ 
Moore  Jno  D — £  c 
Stonebraker  W  C  &  Son 

— £  c 
Templeton  Geo — f 

RICHMOND 

Akcrs  T  T— £  1 
Akcrs  W  T— 1  c 
Black  J  E— £  c 
Brady  D  B— £ 
Craven  J  B — £ 
DuvaU  I  B— £  1  c 
Gamer  C  T— £ 
Higdon  G  E— f 
Jacobs  Jno  T — £ 
Kirkpatrick   R    B— £ 
^hotwell  Jno   W  &  Son 

Stone  George  A— f 

ROCKPORT 

Bocttmer  G  W — f  c 
CUrk  S  M— { 
Gore  J  F— £ 
Gutsch  &  Wells— £  c 
Mullins  Lee — 1 
Raines  John  W— £ 
Stapel  H  F— £ 
Wyatt  D  T— £  c 

ROLLA 

Clcino  H-fl 
Dcnison  W  T— flc 
Livingston  F  C  H— f  c 
Knapp  C  M — c 
Kerr  F  C— flc 
Rucker  B  H— flc 
Walker  J  E— £ 


ST.  CHARLES 

Blocbaum  Wm  F— £  1 
Bruns  J  W— f 


Cardoxa  J  M— 1 
Diehr  J  George— £  1 
Dinkmeier  J  F— 1 
Ducbbert  Jno  G — £  1  c 
Echelmeier  Herman  H — 

£  1 
Emmons  Ben  L — f 
Feldman  L  F— 1 
Haenssler  R  C-— £  1 
Kemper  Henry — £  1 
Klein  M— £ 
Kregel   Peter — £ 
Martin  T  B— £  c 
Sackle  Aug— I 
Sparenberg  W   F— 1 
VVilke  W   D— £  I 
Wilmes  Fred'k  F— f 
Wolter  Wm  F— f 
Worful  Benj— 1 


ST.  JOSEPH 

Albus  J— £ 
Andrews  &  Kelly--^ 
Beard  J  W— 1 
Belts  C   E— 1 
Bowen  Lawrence  C — £ 
Boyer  &  Bowen— £ 
Brown  John  W — f  c 
Bixckingham    Agency — f 
Cain  J  J— 1 
Conway  Herbert— f 
Courtnev  F  D— 1 
Davis   Bros — £ 
FarrcU  James— f 
Farnham  H  E — 1 
Gallagher  W  W— 1 
Garlich  Agency  Inc — i 
Harris  H  B— 1 
Harttcll  E  F-f 
Hawkins  J  K— 1 
Holland  C  L— 1  c 
Innis  R  W— 1 
Justus  S  P— c 
Love  A  C — 1 
McGee  Agency — £  c 
McGee  John  A — ^£  c 
Mack  W  L— £ 
McDonald    &    Stubbs— 

£  c 
McDonald   Rufus  L  Jr 

—1  c 
McMurtrie  H  R  &  Co— 

flc 
McPherson  A  L— 1 
Michael   Charles— f  c 
Miller  S  F— 1 
Mumford    &    Hanna  Inv. 

Co — f  c 
Murphy  S  J — ^1 
N'ieaorp  Harry — £  1 
Oberholzer  C   D— f  1 
Peacock  Harvey — ^1 
Perkins  J   E— c 
Pickering  W    I^-c 
Pickerton   I    E— £ 
Riley  &  Labrunerie— f 


Russell  &  Brown— f  c 
Schneider  Agency — £ 
Schrocder  J  T — c 
Sherwood  Willis— I  c 
Shull  &  Chipps— f 
Smith  E  L— £ 
Smith  T  J  P— 1 
Strong  B  H — c 
Sullivan  M— £ 
Taylor  H   H— 1 
Taylor  N    F— 1 
Taylor  N  T— c 
I'homas   W    E— f 
Trechett  J   P— 1 
Trice  Harry— f 
V'aughan   W  T — f 
Wade  R  H— £ 
Walker  Lloyd-f 
Walling  Geo  A  &  Co— £ 
Weakley  L  O— £  1  c 
Wchrman    A    H — c 
Whitaker  J  E— 1 
White  W  H— £  c 
Winning  Robert— f 
Wilson  J   O— 1 
Zeidler  John  L— £ 


ST.  LOUIS 
Alexander  Clarence  L— 

Andrews  &  Bennett— f 
Andrews  W  O-l 
Arthur  W  H— 1 
Atwood    L   L— f   c 
Aufderheide   F  W— 1 
Bardwell  John  C — c 
Bacon  E  O— 1 
Baird  J  R— 1 
Barrows   &   Karst— f  c 
Barrows  J  C— f  c 
Bartlett  &  Miller— f 
Bascome   Western   &   Co 

-f 
Baur  "Er-l 
Becker  A  F— f 
Benham  G — I 
Bennett  E  J  H— f  c 
Berg   Nicholas   &  Son— f 
Bersch  Ins  Agcy— f 
Bilheimer  W  E-1 
Black  G    E— 1 
Bloodworth  J  M— 1 
Bloomer  W  H-1 
Blossom  H  M  &  Co— f 
Boettler  Albert  A— f  c 
Hrcck   K  C  &  Co— f  c 
Brey  Wm  L  C— f 
Bright  L  E-f 
Burde  C  J— f 
Burgard  H  V— 1 
Burleigh  Frank  J— fc 
Cabanne  L  D  Agcy  Co 

— f 
Campfield  C  H— f 
Capen  Geo  D  &  Co— £c 
Carman  C  B— 1 
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FOUNDED  1887 


F.  Churchill  Whittemore  Co. 

FIRE    INSURANCE 


COMMONWEALTH 

NORTH  RIVER 

CONTINENTAL 

WILLIAM8BURCH 

8TUYVE8ANT 

PACIFIC 

GERMAN  ALLIANCE 

STATE 
NATIONAL  UNION 


N.  Y. 


} 


PENN. 


CAMDEN 

J.  N. 

GRANITE  STATE 

N.  H. 

RHODE  ISLAND 

R.I. 

NORWICH  UNION 

' 

NORTH  BRITISH 

ENC. 

COMMERCIAL  UNION 

QUEEN 

4 

ORIENT 

CONN. 

ACCIDENT,  BURGLARY,  LIABILITY,  PLATE  GLASS 
PRUDENTIAL  CASUALTY,  IND.  LONDON  A  LANCASHIRE,  ENQ. 

SPRINKLER  LEAKAGE 
RHODE  ISLAND,  R.  I.  CONTINENTAL,  N.  Y.  COMMONWEALTH,  N.  Y. 

AUTOMOBILE 

CONTINENTAL,   COMMERCIAL   UNION,   HOME,    NORWICH   UNION,    ORIENT, 

QUEEN,   RELIANCE  MARINE,  WILLIAMSBURGH. 
ART    WORKS,    BONDS,     BOILER,    JEWELERY     AND    TOURIST    FLOATERS, 

TORNADO. 

118-120  N.  Fourth  Street 


ST.  LOUIS,  MO. 


COMMISSIONS  ALLOWED  NON-RESIDENT  BROKERS  AND 
AGENTS   ON    INSURANCE    ON    ST.  LOUIS    PROPERTIES 


WALTER  T.  CAMPBELL  &  CO. 

LOCAL  AGENTS— Royal.  Ens.;   Northern.  Eng.; 
Connecticut  Fire*   German  American,  N.  Y.; 
American  Central;     National  Union,  Pa. 
RESIDENT  MANAGERS— MUwaukee  Mechanic*  Ina. 
Co. 

GEN'L  AGENTS  for  Mo.  Royal  Exchange  Aaiurance 
(Autombile  Division.) 

PIERCE  BUILDING  ST.  LOUIS,  MO. 


MO. — St  Louis.  Con. 

Carpenter    Geo    Oliver 
Ji-f  e 

CARR  BROS. 

KSnXSDfTIMO 

itlM.  lig..  BoM  lig..  GItiMH. 
HcIilvaoU  Haahuifli,  Wii.  Loa- 
doa  la.,  lBff.,lmMrioui  Oentnl,llo., 
Spriaglddl.ftH.,  Mmi.,  Boitoii, 
(kUMi,  Ginvd,  FhilL  ]U«k.  OamcL, 
liflL  KUns.,  Rojil  RAkuige,  Hart- 


ford Fii«,rirNMVi,  X.  J 
of  (Mt>  nnl  P.  ft  In  n.  1  OMudtf, 
AB.8iirotT  of  I.  T. 
BiU  M.,  ktin  1517  long  Diftanoe 
304  North  Third  StrMt 

Carroll-Powell    &  Breck 

Ins  Agency— fc 
Caae  P  C--f 
Cheney  F  N— 1 
Cook  £  S-1 
Cook  John  W-f 
Collins.  Martin  ,  Son  & 

Co— fc 
Cowan  T  E  &  Son — f 
Cowen  9l  Gray— f 
Crane  Agcy  Co  C  L — f  c 
Crawford  G  Lacey— fc 


COWEN  &  GRAY 

Local  Manaoert 

Royal  Insurance  Co. 

LImltad 
1401  Pierce  BIdg. 

ST.  LOUIS,  MO. 

Crawley  Mark— c 
Crocker  Percy  O — f 
Cunninffham  Chas  A^ 
Day  John  Q— f 
Delafield  &  Snow— f 
Dclaplane  E  S— c 
Dempsey  Thos  J— I 
Deuchler  F  M— f 
Dickinson  C  C— f 
Dix  T  0—1 
Doolcy  Thomas  J— f 
Duncan  C  H— f 
Dutton  R  I^— c 
Dyer  G  L— I 
Eaton  C  D— f 
Eddy  H  W-f  1  e 
Ellison  H  R  &  Bro— fc 
Engle  L  A— f  c 


H.  W.  EDDY 

INSURANCE 

506  OLlVe  STREET 
ST.  LOUIS,  MO. 


Ettea  W— 1 

Evans  Orron  D  Ins  Agcy 

Ci>-I 
Fecklcr  John    H-f  1 
Fisher  W  J— I 
Flynn  W  C— 1 
Fowler  F  E— f  c 
Fraley  Moses  &  Co— f 
Frees  H  J-f 
Freywald  H  R— f 
Fritahie  E  W— c 
Fulton  Edwin  H— 1 
General  Underwriters  Co 

Co— le 
Gerlach  Wm— f 
Godlove  D  W-f 
Goldsmith  &  Stampfer — f 
Gore  C  H— c 
Haas  J  L— 1 
Hall  Geo  W— 1 
Halley  J  F— 1 
Hancock  W  P— 1 
Harkins  J  R— f  c 
Harkina  &  Tontrup— f 
Harkins   Agcy    Co   J    R 

— f  c 
Hayward  H  E— 1 
Hellman  I  H— f 
Herrick  Wm  H— 1 
Hickey  Jos  F— f 


F.D.BirsckfcergiCi 

ST.  LOUIS 

UNDERWRITERS 

AGENCY 

(ieieral  tasMruce 


hftiita 
St.  Louia,  Mo. 

Hoffman  C  H  &  Bro— f  c 
Hoffman  R  A— c 
Houston  Jas  M  &  Co— f 
Hughes  L  C — 1 
Humphrey  &  Ewing— f  c 
Hunt  Bros— f 
Insurance  Agcy  Co— f  c 
Isaacs  E  L — 1 
Janis  A  A — c 
January  Harry  C— fc 

ienkins  Wm  H-f 
ennings  Edgar  M— f 
ones  R  P— 1 
Kammerer  L  G— f 
Kann  G  S  Ins  Agcy— f  c 
Kaufman- Wise  Ins  Agcy 

— f  c 
Kennedy  Samuel  G— f 
King  L  L— f  c 
King  William— 1 
Klobasa  E  I^f 
KnappsUedt    C    H— 1 
Koch  T  S— 1 
Kolb  W  H— c 
Krause  W    G-f 
Kreismann  F  H  Ins 

Agcy— f 
Kronsbein   Henrv— 1 
Kadme  Albert— t 
Knhs  A  H  &  Soo-f 
LaBeaune    Agcy  Co— tc 
Lane  John  J— I 


INSURANCE    AGENTS— MISSOURI. 


THE  INSURANCE  AGENCY  CO. 

Fire    Marine    Tornado     Casualty     Sprinkler     Boiler 

Employers'  Liability     Personal  Accident 

Bonding     Plate  Glass 

Orders  bom  Agents  and  Brokers  arc  solicited  and  will  be  given  spedal  prompt  attention 

PIERCE  BUILDINO,  '  '  ST.  LOUIS.  MO. 


UvfM-lyiK-Briur 


AfcicyO. 


Pierce  Building 
St.  Louia,  Mo. 

Larmui  Bulfr^ 
Lm  R-I 
Ltmbers  Edw  A— f 
Loiti    fiuisel   E  &  Co- 

Lovenitdn  Samuel  C— 1 
UcCoTDuck  W  R-1 
McKBiBht   Gardns^-C  c 
S  B-c 
i*m  W   H  &   Co- 


UUT   . 

Uukbi 

Manin  Wm  F-c 
Ucrcintile  Ini  Aect — fc 
Melcair  D  D-f 
Merer  E  T-l 
Mtyer  F  J-l 

MKbmer'"wa1l™''£^l 
Miller  C  I^(     > 
MMer  F  E-1 
UortoB    &    MortOTi-l 
NicboU  Lolie  J-c 
NiederUnder  C  A— f 
NOTTJi  Cilia  B-f  c 
NDgcnt  Edwin  T-l 

V.A.«'CflUHftC«. 

Casualtjr  Inaurance 
•nd    Surety   Bonds 


P»pin  E  V~i 
Papin  Hirry  E— I 
Palten  F  B— 1 
Peny  R  E-f 
Fennin  &  Hemettwijr 

Polk   S*mael-4  c 
Heid  Fred  A— f 
Boidi  F  T-I 
RcTbim  Va11e-f  c 
BerlMrfdl  Manuil  M-f 
Rabb  BcD  E— ( 
Soeitein  &  RobTo— f 
Rowland   E   S-l 
Ruler  B  E  -{ 


Sawt^K  Senea  ft 
Sctaermerbara-f  c 

ScliieSer  &  FmedeaitelQ 
— t  c 

Schenk,  Nicholia  A  Co— 


:t   Chas 
t  Wait! 


r  S-^ 


Sheppard  J   R— ( 
Smitli  John  B-] 
Smith  Roy   W-f  c 
Smuli   L  B  &  Co-f  e 
Stephens   Eugene — f  c 
Sle^enaon  E^^l 
Stinde  E  B-^ 


iridge   Agency— f 

iter  Aug  A— i 

oner   H    E    &   Co— 


tVeil    Henn— 1   e 
Veinieitel  E-f 


llini  G 
ih    Ins 


&    Wwth 


Yeckel  Lonii   P  ft  Co- 


Cannon  Lee-f 
Dent  L— f 
Dent  T  P— ( 
Garrett  R  E-1 
Gleann  Albert— f 
Bonman  Ben— f 
Homoao  R  L — ( 
Moier  Geo  D— [  I 
Stephen*  J  M — t 


SALISBURY 
Bmnmcll  L  Don — f 
China  Orton— I 

pit^ao  "e  (>-t  1 
Hay*  Ben— f  I 
Ingram  Joe  W— f 
jphDMn  L*Dr«  B— f 
Karcher  TImw— f 
Uuon  ;  R— f 
Sutenbocker  W  F— f 
Sutter  Emit  J-l 
Sutter  W  E— 1 


SAVANNAH 
Allen  C  H— f 
Booker   Uofd  W— f 
Gee  R  H— 1 
Hunt   A   R— 1 
Kline  J    W— f 
McFadden    R   H— 1 
Nockols   J   H— 1 
Pry  or  Cha*  D — I 


toaeb   J  H— f 

iVells    ilines    Tf 


SCHELL  CITY 
Day  V  J— f 
Enslej  J   W— f 


Balrd  F  P— t 


Ciaaidy  A  McGnth— f 
Comba  F  F— f 
Espenicbeid  A  P — t 
Enni  Ed  J— f  c 
Fleming  H  W-f  c 


^  C— e 

Highleymao  W  H— f 
S  W— f 


JeSS 
LeacI 


:h  Frank  S— f 
____riweather  F— f 
Morri*  Bros— f 
Ritchey  W  H— f 
Spree  her  ft  Son— f 
Stafford  P  G— f 
Van  Wagner  W  H— f 
Wallace^aj— f 
Wiley  W  U—f 
Witliami  H  I^I  c 


SENECA 
BcDBett  William— f 
Greer  Miai  Guaaie— £ 
Sutton  S  A— (  c 
Watson   T    M— f 
Williama  Ch4»— f 

SHELBINA 

Sirctl  H  H— * 
anning  W   S— f 
Martin   ft  Co— f 
Merer*  C  H— <  I 
Moore  I  M— f 
Ralli  EH— I 
Rice  ft  ShDuae— f 
Stout  Geo— c 


Hewett  John  J— f  c 
Jackwn  ft  Neff— f 
Moran  Wm  R—l 
Perry  J  T— f 

SIKESTON 
Adam.  J  W-f 
AUord  tutey— f 
BniioQ  C  F— f  1  c 
Dover  Q   Sluck— f  1 
FLlker    »   F         '   " 


»   Fry— f   I 
1  II  G— f 


Moore  J^-^   iV-f  G 
Parriih   L  T— f  c 
Sikea  ft  Smith— f 
Slubb.  Jr.c-n  c  ,  , 


Gwinn   R   P— <  I 
Herider  Dan  V-  «  c 

{enkina  B  A— f 
[ead  S  C— f     .  ^      _ 
Rector  &  SoD  John  G— 


SPRINCnELD 


Curtis  ft  Bynum— f  c 
Diggins   A  B— f 
DiSESn    Guy    E-f 
DtxDD  J  B  ft  Son— f  e 
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INSURANCE     AGENTS—MONTANA. 


MO. — Springfield,  Con. 

Earl  Paul— f  c 
Fairbanks  Tames  O — f  c 
Fairbanks  John  W — f  c 
Fullbright   J    M   &   Co— 

f  1  c 
Garlick  H  C  &  Co— f  c 
Hackney  G  W  &  Son— f  1 
Henderson  Walter — f  c 
Horner  E  V — i  c 
Hubbell  L  W  &  Son— fe 
Hubble  M  J->f 
Tones   &   Pipkin — f 
Kelly  VV   B— I 
Line  W  R— £ 
McAfee  &  McAtce— 1 
Marx  J— 1 
Myers  P  G— f  c 
Murray  &   Keller— f  c 
Nelson  M  A— 1 
Ollis  R  A— f 
Orark  States  Trust  Co — ^f 

1  c 
PhilUps  E  W  &  Son— f  e 
Porter   Martin — £    c 
Quisenberry  A  T — c 
Richesin  J  J— £  c 
Rusha  Edw    T— f 
Scott  J  A— f 
Sheppard  Joe  &  Son — £ 
Sperry  C  O  &  Co— f 
State    Sayings   Trust    Co 

— £  c 
Taylor    &    Gaylor— 1 
Waddill  J   B— 1 
Walker  M  E— 1 
Walton  &  Olcndorf— £  c 
Woodfill  &  RaiUnger— £ 

STANSBERRY 

Anderson  E  U— f 
Cain  J  J  O  &  Son— f  1 
Duncan  R  P— £  1 
Houston  E  T— £ 
McCarty  J  H   &  Son— t 

McCoslin  F  J-£ 
Sagcr  W  F— f  1  c 
Vogt  C  G— f 


STEWARTSVILLE 

DeppenT  A — f 
Gantz  F  A— £ 
McCrosky  A  D— £ 
York  J  N— £  1  c 

SUMNER 

House  U  A  &  Son— £  1  c 
Lewis  F  M— £ 
M'Cormick  J  T— £  c 
Wanamaker  F— >£ 

SWEET  SPRINGS 

Beatty  8t  Huston— £ 
Ehlers  Wm— £ 
Hall  C  U— £  1 
Hedges  Warren — £ 
Hocker  &  Hicklen— £  I 
McGuire  J— £  1 


Reavis  W  H— £ 
Wall  Lester— £ 

TARKIO 

Cunningham  N  D — £ 
Davis  Thos  J— £ 
Foskett  L  M— f 
Gerlash  J  A— £ 
Gibbs  Al£red— 1 
Graham  John  G — ^f  1 
Kimmerling    D   H — I 
Littell  W  R— £ 
Nichols  W   B— 1 
Raines  £  N— £  1  e 
Shaum  J  B — £ 
Stevenson   Geo    J — £  1 
Wilson  J  H-£ 

THAYER 

Cash  Dan  C— £  c 
Durst  Geo  M— £  c 
Sharp  Thos  W— £ 
White  Firl  E— 1 

TIPTON 

Monroe  Walt  M— 1 

§(uigley   W   F— £ 
ommerhauser  Jot— £ 
Thomas  A  J — £ 
Twentcr    H    W— £ 

TRENTON 

Bain  H  J— £ 
Boyce  R  E— £ 
Ginn  H—- c 
Hall  Bird— £ 
Jones  J — i 

James— f 


Mac 

Proffit  J  D— £ 
Robinson  L  P— £ 
Sawyer  &  Snyder— fc 
Stepp  W  D— £ 
Vawter  W  S— £ 
Warden  L  A— £ 
White   A  M— £ 

TROY 

Allen  J  B— £ 
Cannon  C  A— £ 
Dudley  W  A— fl 
EUise  W  A— 1 
Haynes  Earl  P— 1 
Henry  John  T— £  1 
Howell  Frank-f 
Killam  D  £— f 
Martin   Chas  &  Sons— f 

Ic 
Penn  S  L — c 
Swan  W  E-1 
Watts  C  B— 1 
Williams   S  L— 1 
Woolfolk  E  B-« 
Young  Wm  R-i 

UNIONVILLE 

Agec   C    A— £ 
Brown   J   U— f 
Coop  G   C — £  c 
Forocs   Bros — £    c 
Tones  L — f 
Little  &  Son— f  1   c 


McCutchen    &    Son— £  1  c 
Middleton    Bros— f  1  c 
Mullenix   C   W— 1 
Porter  P   W— 1 
Pratt  &  Vrooman — f  I  c 
ProflFer   L   E— £  c 
Staats    E   C— £   c 
Tate  G  A— £  c 
Valentine   T   B— £  c 

VANDALIA 

Barrow  James  O — £ 
Brooks  s  Daniel— £ 
Ellis  &  Moore— £ 
FerguK>n  W  M— £ 
Gentle  Reginald— f  1 
Lemon  E  C — £ 
Murrell  Walter— £ 
Renner   John — £ 
Weather£ord  W  M— £ 

VERSAILLEb 

Agee  W  T— £ 
Buell  W  A— £ 
Crewson  E  A— f 
Daniels  Samuel-^  1 
Hubbard  G  H— f 

{ones  Jno  J— f 
IcClelland  J  W— f 
Sourlock  Paul — f 
Young  H  A— £ 

WARRENSBURG 

Aber  D— £  c 
American   Trust  Co — £  c 
Bell   W   I^£  c 
Cloyd    C   P— 1 
Garrison   J    W — 1 
Grover   &    Grover — £   c 
Hill  J    M— £  c 
jack  W  L— £  c 
Johnson   E  N — £  c 
Johnson    W    F — £   c 
Loebenstein  R — 1 
Marshall    C    F— f  c 
Six  J  E— f  c 
Williams   E   A— £  c 

WASHINGTON 

Alberswerth  Aug— 1 
Krog  Herbert- £ 
Pues   Louis    F— £  o 
Remstedt  Toseph— £ 
Thias  H  H-f 
Thias  O  H-f  c 

WEBB  CITY 

De  Gsrmo  G  H— c 
Funk  J  J— f  1  c 
Hirons  &   Harris — f  1  c 
Home   Land  &   Loan   Co 

— £ 
Hulett  H  B— £  c 

WEBSTER  GROVES 

Appel  Theo  R— £ 
Baker  Chas  A— £ 
Baker  Herbert  O— f  c 
Belding  Henrv  W— £ 
Booth  L  F— f 


Coggeshall  C  H  4  Soih-{ 
Cook  John  W— f 
Gloor  Sdwio— 1 
Howe  Fred  G— f 
McClttre  G  E— 1 
McMath    Frank — £    c 
Miller  F  B— £  1 
Rowse  E  C— I 
Scott  Walter— f 
Smith  A  T— £ 

WELLSTON 

Givans  Jno  H — fc 
Janzow  Gerling   Co— f 
Surkamp   H    B— £  c 
Wellston    Realty    Co— f 

WELLSVILLE 

Barker  J  L  &  Son— fc 
Blathenger  Fred — I 
Cullom  Jno  J— f 
Keadle   A   B—i 
Lehnen  R  G— Ic 
Mabry  W  I^-Cl 
Meneiee  George  W— f 
Wise  C  P-f  1  c 

WENTWORTH 

Heidlage  John  B-^ 
Moody  C  W— £  1 

WESTON 

Hardestv  M  S— f 
Murdock  &  Corman-'f 

Ic 
Schneider  A — i 
Schneider  A  V— flc 
Schroeder  Geo     £ 
Shenkner  R  O— £ 

WEST  PLAINS 

Espy  D  A— £ 
Halstead  Geo— £ 
Harper  C  P  &  Co-f 
Haydon  O  L— I 
Henry  Miss   Bessie-^ 
Kellett  F  M  &  Son-£  c 
Laird  &  Kirwan-4 
Riley  Mrs  Fannie-4 
Slavens  J  C— £  c 
Webb  J  B  &  Co-f 

WILLOW  SPRINGS 

Burchard  C  H— £ 
Dawes  H  P— £c 
F'erguson  J  A — £  c 
Lovan  Jas  R — ^1 
Preston  L'  T— f  c 
Sass  Frank — ^f 
Willis    C    L— £ 

WINDSOR 

Allen  &  Hart— £ 
Cole  A  H— £ 
Davis  W  G— £  c 
Feaster  R  E-^  c 
Mclntire  J  A— £ 
Morrison  Geo— I  c 
Rogers  J  G— 1 
Schweer  G  W-£ 


MONTANA 


ANACONDA 

Abbott  &  Ford— f  c 
Davidson   Fred   M — £ 
James  Jno   W — f 
Lewis  R   B— £   1  c 
Murphy    James — f   1    c 
Pickovcr  F  W— £ 
Riviere   A    E — £ 
Sullivan    &   Peterson — £ 

1  c 
Thompson    L    A — £ 
Wellcome  &  Durston  Co 

— £  1  c 


BELT 

Polutnik  Frank  Jr — £  c 
State    Bank    o£   Belt— £ 


BILLINGS 

Becker  E  J— £  c 
Brockway  Real  Estate  Co 

— £ 
Boyer  Bros— f 
Burton   Chas   F — f   1   e 
Davies  R   M— £ 


HoUiday  D  H— f— 
Mathcson  W  P— £  1 
Montana   Mortgage    Co 

Montana   Realty  &  Loan 
Co— £ 

North    Real    Estate   In- 
vestment  Co— £ 

Patterson    James — £ 

Ralston  Realty  Co — £ 

Rixon  W  P— £ 

Roche  Jos  E — £  1  c 

Wilhelm   Chas— £ 


Williston    H    S-f 
Yellowstone    Inc  Co— fc 

BOULDER 

Dean  F  H— 1 
Flaherty   J   C— 1  c 
Kelly  J  E— £ 
Tuttle  S  F— £  c 

BOZEMAN 

Bigelow    I    W— £ 
Buell  H  S  Land  Co-f 


INSURANCE     AGENTS— MONTANA. 


B-123 


Burkctt  W   B— £  1 
Burtch  John  L — f 
Dodson  Philip — £ 
Dunlop   C    E— £ 
Kshcr  E   H— £ 
GaUatin   Land  &   Invest- 

roent   Co^£ 
Gardner  E  M  Co— £  c 
Myers  O  E   Realty  Co 

-£  1 
Nelson   Clyde — £ 
Sears  &  Dawes — £ 
Smith   W    Y— £ 
Wyraan  C    H— £ 
Ycrgey   &    Yergcy — £1  c 

mJTTE 

Bailey  Realty  Co— £  1 
Bdl  F  M  &  Co— £ 
Beijjcr  M  A— £ 
Boliver   &    Brown — £ 
Booker  &    Ladendorff — 1 
Cannon    Hayes    Co^£ 
Conroy   M   V — ^£ 
Davenport  Co — £  c 
Dunn   P  T— £ 
Elderkin   E    D— £  c 
Fenner   W   D— 1 
Fitzpatrick  J   B — ^1 
Goodwin    Realty    C6— £ 
Hanson-MacPherson    Co 

— £ 
Hugo  W   I^£ 
King   L   A — c 
Lauzier.Walcott    Co — £ 
Lawler  &  Rowe— £ 
McLenegan   L  J—f  c 
Meagher  Chas   E— £   c 
Morgan  A  T— £  c 
Moriey  &  Thomas  Co 

— £  c 
Pander  W   L— 1 
P^ssmore  &  Co — £  1  c 
Reynolds  &  McDowell — i 
Ross   &  Kilmer — £ 
Russell  J— £ 
Schott  L  M— £ 
Siemens  &  Booth— £ 
Smith  &  Shewe  Co — £  c 
Smith    C    H— 1 
Steele    Chas — f    c 
Wall   &    Tackman — £ 
Wilson   &   Smith— £ 

CHINOOK 

Beulieu    L  N— £ 
Blackstone   D   h-^ 
Christensen    &   Hoover — 

£  c 
Duff  J  C— £ 
Kenyon    D    C — £ 
McKinnie    &    Johnson — £ 
Morehead  J   T— £ 
Orcrson    &    Watkins— £ 
Sands  W  B— £ 

DEER  LODGE 

Cobb  Fred   H— 1   c 
Cockrell    Moncure — £  c 
Eldred   Ithel    S— f   1   c 
Lauehlin  T   C— 1 
Lochrie   A    J — £    1    c 
Meyers  J  H— f 
Nelson   Bros — f   1    c 
Schamikow    Eciward — f  c 
S'lzoo   John — £ 
Valiton   H   G — £ 
Wilson   S   P— £ 

DILLON 

Bernstein   Wm — £ 
Best    O   M— £ 
Bconc   Robert  W— £ 
Crittenden    Oiapman    Co 

Farnsworth    E   G — £ 
Hazelbaker   &   Badcon 

-£  I 
Johnston  A  S— f  1 
Paul    G   T— £  I  c 
Price  L  J—f  1 


Smith   Pearl  I— £ 
Stone  A   I^-£   1 
Taatersall  R  F— £ 
White  B  F— £ 
White   E   D— £ 

FORT  BENTON 

Cummings  Co  The  Thos 

A  Ins  Agency — i 
Garard  J  G — ^1 
Hagen    Henry — £ 
Lewis   Vernon    E — £ 
Marx  R  G — £ 
McGinley    Hugh    S— c 
Miller  H  F— c 
Miller   L    K— £ 
Morrow    Leonard — £ 
Scfamide    G    C— £ 
Sullivan  J    F— c 
Tobey  M  W— £  1  c 
Wackerlin   O   J— £    1    c 

GERALDINE 

Arnett  Thos  F— f 
Crichton  D  A— f 
First    National    Bank— f 
Montana   State  Land   Co 
-f 

GLENDIVE 

Banker    C   A— £ 
Duckam   R  L — c 
Hagan   T   F— £  c 
Hewitt   H    D— c 
Leiper   F   P— £ 
Leonard  E  C — £ 
Miller  &  Jordan — £  1   c 
Miskimen  J   H— c 
Rivens  Jens — c 
Sample   H   A — £ 
Slattery   J    A— £ 
Watson   Robt  H— £  1  c 

GREAT  FALLS 

Agnew  J  W—£ 
Bennett    &   Pierce — £   1 
Campbell  C  H  &  Son— f 
Chichester  Geo  A   Co— £  c 
De  Forest  B— £ 
Dobbins  W  H— 1 
Frary    &    Burlingame — £ 

1  c 
Gaunt  J  M  &  Co — f  ■ 
Hickman    Geo — f    1   c 
Holmes   John — 1 
Holt  M  F— £ 
Huntsberger  W  W— f  1 
Larkin  T  H— £ 
Lescher-Reckards    Co — £ 
McDonnell   L   M— £  1 
McNair  B  P— £  1  c 
Malmberg  Al£rcd — £ 
Pierce  Allen — £ 
Rickard   T   F— £ 
Robb  D  W— £  c 
Rutherford    L   F— £   1  c 
Schaeffer  Inv  Co — £  c 
Sexton   Lloyd   Co— f 
Sherman  H   I — 1 
Skinner   Harry — £ 
Stackhouse-Speer    Agcy 

Stanley   H   H— f 
Wadsworth   O    F   Jr— f  c 
Wadsworth  &  Raben — £c 
Williaras-Hill    Co— £ 
Woodworth  &  Ball— £  c 

HAMILTON 

Chambers  H  A — 1 
Cooper   Oliver    C— £ 
Goff  D  T— fc 
Johnson  &  Tucker — £  c 
Johnson    Bros — £   1   c 
Miller  R  D— £ 
O'Hara  R  A— c 
Packer  H   C— £  c 
Reese  Geo   A — f  c 
Roberts    W   H— £ 
Shoudy  J   E— £   1  c 
Taylor  J  D— £ 


HAVRE 

Barrett   Pete— 1 
Blair  Jos  J— £ 
Carruth    E    C— £  c 
Choquette  L  E— £ 
Devlin  L  K— 1 
Guinser  Geo— £ 
Gussenhoven   Joe — f 
Havre   Land  Co — £ 
Holland  Tas  Jr— £ 
Ling  C  W— 1 
Mack  Waltei>-1 
Ritt  A  L— £ 
Roper  Mrs  C  C — £ 
Rose  C  A— £ 
Sanderson   T  A — £ 
Skylstead   O— £ 
Troy  I  J— £ 

HELENA 

Armstrong  Wm   K — c 

Becker  C— 1 

Biggs  Inv  Co — £  c 

Ellis  C  F  4  Co— £  c 

Fidelity   Inv  Co— £ 

Fredericks    &    Price— c 

French   C  D— £ 

Goza   S   D— 1 

Hawkins  R  M— 1 

Heller   F  E— 1 

Henry  L  C— f 

Hosch   P    F— £ 

Joyce    G    T— £ 

Laws  J   T— £ 

Linderman    F — ^I 

Miller  T  B— £ 

Palmer   H    B  &   Co   Inc 

— £ 
Piatt  &  Heath  Co— £ 
Pigott   H   H— £ 
Pioneer    Realty   Co— £ 
Poznanski    Sol — f   1   c 
Rickards  &  ElHs-l 
Schroeder    Bros    Co — £ 
Ward   Arthur — £ 

KALISPEL 

Adams   L  A — f 
Day   E   E — f 
Duffy   John— £ 
Flathead  Title  Co — £ 
Givens  E  E — £  1  c 
Griffin   &   Stannard — £  1  c 
Griffin   C  R— £  c 
Howslcy    &    McStravick 

Knott  E  B — f 
Merigold  F  W— £ 
Rognlien   &  Johnson — £  c 
Ross   David*— £ 
Sauser  John — £ 
Simon  A  W — £ 

LEWISTON 

American    Loan   &  Inv 

Co— £ 
Appleton   Agency — f  c 
Basin  Judith  Inv  Co — £  1 
Burke   Geo   W— f 
Cook-Reynolds   Co   The 

— f  c 
Cummings   B    F — f 
Downing  W  O  &•  Co — f  c 
Empire    Land    &    Invest- 
ment  Co^£ 
Farmers  Land   Co — £  1  c 
Foster   A   E— f  1  c 
Hilger  Loan  &  Realty 

Co— £  1  c 
Kelly  C   M— £ 
Lewistown    State    Bank 

£ 
McCoin   C  E— £ 
Shoemaker  C  E  &   Co— 

£  c 
Wright  Edmund — £  1   c 

LIVINGSTON 

Bender  Frank— £ 
Everett   John — c 


Livingston   Land  &  Ab- 
stract  Co — £  c 
Roberts  Bros — £ 
Swindlehurst   T   M— £ 
Walsh  M  J  Co— £  1  c 

MILES  CITY 

Auld  J  C  Co— £ 
Calvin   Inv   Co — f  c 
Collins  J   B— f  c 
Daniels  R  H— £  1  c 
DeSarle  John   E— 1 
Farmer  J  E — £  1  c 
Lathrop  C  H— 1 
Lindeberg  C   A — ^1 
McClintock  J  C— £ 
Ruggle  R  F— { 1  c 
Security  Abst  &  Title 

Co— £  1 
Server  P  E— £  c 
Sorenson  N  P — £ 
Suster  Comm  Co — f  1 
Welch  W   P— f 
Wiebke   A— £ 

MISSOULA 

Anderson  A  K — £ 
Beckwith  Chas  E— £ 
Brooks  G  F— £  1 
Dyson  Wm — £  1   c 
Ferguson  Charles — £ 
Fisher  H    D— £ 
Fraser   W    I— 1 
Harrington    Fayette— £ 
Herriott   E    E— 1 
Houston  Realty  Co— £  1  c 
Hughes  Elmer — £ 
Jones  &  Price — £  1  c 
Keith   Frank  P— £ 
Kelly   William— £ 
Kinney  Thomas — £ 
Morrison  &  Price — £  1  c 
Newlan  &   Gage — £  1  c 
Orr  O  B   S— £ 
Owen  J  V— 1 
Peat  Cuthbert— 1 
Pierce  J  F— 1 
Roberts  H  A— 1  c 
Robinson    I    M — 1 
Ross  D  H— £  1  c 
Smith   Wallace— £ 
Smith  M    R  C— £  1 
Stevens  &  Bates — £ 
Stoddard   F   T— £ 
Swanberg  &   Stancliff — £ 
Thomas  Frank— £  1 
Wheeldon   &   Rossi— f  1  c 
Whisler  Fred'k   D— £  c 

NEIHART 
Condon  J  D— £ 

PHILIPSBURG 

Hannah  E  A— £ 
Kroger   Fred'k— £ 
Perry  Mrs   F  E— £ 
Sayers  Frank  D — £ 

RED    LODGE 

Alden   F  H~£ 
Caswell  L  O— £  c 
Close  W  H— f 
Province    Eugene    B — £ 
Whitcher  F   P— £ 

VIRGINIA  CITY 

Allen  Geo  R— £ 
Bennett  L  H— £  1  c 
Buford    C    H— £   c 
Clem  J  Z— f 
Wheat  G  G— £ 

WHITE   SULPHUR 
SPRINGS 

Fowlie  Geo   Jr— £ 
Jesse   T  Harry— 1 
Sarter   Theo— £ 
Wood  &  Hampton — £  c 
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NEBRASKA 


AINSWORTH 

Chestnut  Sam — I 
Citizens  Bank  of  A — f 
Ely  W  M— £ 
Osborn  &  Son— f 
Rohwer  Hans — f  1  c 
Smith  &  Moon — f 
Snell  R  S— f 
Williams  W  H— f 

ALBION 

Brady  James<—{ 
Culbertaon — £ 
Flotrec  R  T— c 
Fox  James — £ 
Neednam   Doten-^£  c 
Picper  J  H— £  1 
Price   J    A— £ 
Ruddy    Bros — £ 
Scott   P   M— f 
Thompson   F  S— f 
Thomson   M   B — £  c 
Weitzel  F  M— 1 
Weittel    W   C— £   c 
Williams   Bros — f   c 

ALLIANCE 

Emericlc  J   D — £ 
Gilman  B  P— f 
Guthrie  J  W— f  1  c 
Kibble  E   T— £ 
Reddish  F  E— f 
Schlupp  W  T— £ 
Snoddy   &    Mollering — 
£  I  c 

ALMA 

Bentley   P    P— 1 
Billings  J  B  &  Son— £  c 
Ellis  A  C— £ 
Everson   John — £   c 
Everson    Wm — f   c 
Hardin  D  S— f  1 
Keester  R  L — £ 
Kellams   Wm   H— 1 
Mahn  Theo— £  1 
Mitchell  J   C— f  c 
Moore  Wm  R— f  c 
Porter  T  L— f  c 
Ralston    W    B— £ 
Shelbum  O   E— f  1  c 
Strout  Frank  H— f 

ARAPAHOE 

Cox  E  W— f 

Eland  Frank— £ 
Emmett  R   F— £ 
Finch   R  J— f 
Patterson  C   A— £  1   c 
Proud    G   C— £ 
Renie  S    S— £ 
Swanson  J  £— £ 

ASHLAND 

Bryant  &  Bryant — £ 
Campbell  P  F— £  1 
Craig  H  E— £   1 
Craig. T  T— £ 
Folsom  C  N— £ 
Fowler  W  A— f  1  c 
LaChapclIe  J  B — £  c 
Moon  Jesse  N — £  1  c 
Qttincy   Mary — £ 
t^ite  F  E— £ 

ATKINSON 

Brady  John  F— £ 
Campbell  Moses— £ 
Chapman    Wash — £ 
Hart   A   T— £ 
Mack    E   J— f 
Searl   Alex— £ 
StUson   J   J— £ 
Sturdevant   B    E — £ 
Swin^ey  Fred  H— £  1 


AUBURN 

Caldwell    Mr— £ 
Cotton  Geo— 1 
Dovel  O  P— f 
Eustioe  S   W— £ 
Fablinger   Geo— f 
Freeman  W  P— £ 
Gillan  Tim — £ 
Horn  T  F— 1 
Parriott    Wm— £   c 
Peterson  &  Robertson — f 
Rutledge  W  G— f 
Smedley    Chas — £ 
Snow  C  O— £ 
Young  W  S— £ 

AURORA 

Boyd  R  W— £ 
Brown   C  S — £ 
Burt   Frank  A— £  c 
Call    D   W— f 
Cass   Bros— £ 
Farley   W   I— f 
Hartquest  A  O — £ 
Isaman  J  A — f 
Peterson   A  G — f 
Stewart  Chas  M— fl 
Wentz  W  C  Co— f  c 
Whitney  C  I^-£ 

BEATRICE 

Alouist    Hugo — f 
Ball  Albert— c 
Beaver  Jesse — £  c 
Brinkworth    James — £   c 
Davis  W  H— £ 
Drake   E  G— 1 
Elerbeck   Bros — £ 
Farmers  Trust  Co— f 
Fletcher  J   C— f 
Forbes  J  A— f 
Fulton   O   P— £  c 
Gale    Charles    F— £ 
Gray  A  H— 1 
Green  A  L — £ 
Hill  W  D— £  1  c 
Hinkle  G  W— £ 
Johnson  G  H  &  Co — fc 
Jones  J  E — £  c 
LaSelle   H    A— £ 
Macy  J  F— £  1 
Mohlmann  W  J— £  1 
Mumford  Eugene — £ 
Penner    &   Penncr — i  1  c 
Ricsen  H  V  &  Son— £ 
Wils  E   F— £ 
Woodward   T  A— £ 

BLAIR 

Charlton  Cory — ^1 
Cross   C    A — f 
EUer  I  C-£ 
Haller    B    F— f   c 
Hanlon  &  Doll— f 
Jackson  E  C— f  c 
Tones   Andrew — £ 
Kemp    S   E— £ 
I^othrop    John — £ 
Petersen    Paul — £   c 
Platz   James — £  c 
Riker  &  Chambers — f  c 
Riker  G  B— £  c 
Walton  W  C— £  c 
Williams   L   A— 1 

BLOOMINGTON 

Cole  Wm  A— £  c 
Montgomery  I  E — f  c 

BLUE  HILL 

Hopka  &   Frahm— £lc 
Koehler  G  J— £ 
Lapin  Carl— fc 
Rose  J  B— f  c 
Simpson  R  A — £  1  c 
Wehnes    F— £ 


BLUE  SPRINGS 

Burington  E  H— f 
Caseber  J  H — £  c 
Clemens  R  B--^  1  c 
Taylor  W  M— f 

BROKEN  BOW 

Cadwel   WilUa— £ 
Empfield   B   C— £ 
Fodge  J    M— £ 
Hanson  &  Luoe — £ 
Holomb  C  H— f 
House  E   C— £  1  c 
McGraw  J  S— £ 
Moore  J  C— £ 
Moore   Rosa— £  1 
MuIIins   Brothers — £   1 
Myers   E   F— £   c 
Osboum  J   B — £ 
Osbrien  W  H  Jr— £ 
Skillman  F  M— £ 
Taylor  C  E— £  c 
Taylor  E— £  c 

CENTRAL  CITY 

Bald   F   A— 1 

Bowie  A  J— f 

Kerr    Investment   Co— £ 

Lyon   Bros — £ 

Newmyer  C  F — £  1  c 

Patterson   John  Jr — £ 

Ross  E  E — £ 

SchUler  Geo  B— f  1  c 

Starrett  S  B— £ 

CHADRON 

Babcock  Geo  T  H— £ 
Card  Lee — £ 
Coffee  Harry  B— £ 
Crites  F  D— £ 
Dargan  Chas — f 
Hood  F  A— f  1  c 
Houghton  F  J — £ 
Lawrence  J    F — £ 
O'Linn   Fanny — £ 
Pitman  B  F— £ 
Pitman  E  M— £ 
Reische  Harry — £ 
Reynolds  W  H— £ 
Robinson  Dave — ^l 
Scovel  B  L— £ 
Unthank   O   B— £ 

COLUMBUS 

Apgar  M  J — ^1 

Becner,  Hockenberger  & 

Chambers  Co— £  1  c 
Dickey  C  L— £  1  c 
Karr  &   Newlon — £ 
Koon  A  F— £  c 
Ryan  &  Byrnes— £  c 
Speice,  Echols,  Boettcher 

Co— £  1 

CREIGHTON 

Buckmaater  T   J— £ 
Cheney   Harry  A — flc 
Crew  L  B— £ 
Green    Bros — £ 
Moore    F— £ 
Peyton  R  M— £  1 
Rice  O  W— £ 
Stein  W  A— f 
Wakere  F— £ 
Woodworth  H  W— ! 

CRETE 

Brown  R  D— £ 
Cooper  I   A— 4 
Dredla  Anton — £ 
Eckert  E— f 
Hier  Fred— f 
Ireland    RoUand— £ 
Mains  S  I^-l 
Miller  T  H— f 


Patz  Thos— f  1  c 
Weckbach   C  W— £ 
Weilage  H  G— I 

DAVID  CITY 
Brochtnxp    Joseph — £ 


Duncan  J 
Fuller  R  D — c 
Fullmer   W  J— I 
Holland   Dan — ^f 
Hughes  A  L— £ 
Kinnison    Wm — £ 
McCaskey  I   T— £ 
Mizera  P  H— f 
Ross  J   G — f 
Straka  &  Svbotka— £ 
Surety  Investment  Co — £ 
Swecnie  R  B — £ 
Thomas  A  V — f 
Walling  A  M— £ 
Wright  E   W— f 

EXETER 

Adams  Frank — £  1  c 
Ainsworth   Frank— £ 
Baker  Dr  O  P— £ 
Cox  J  N— £ 
Hammond   Henry  C — fc 
Houzvicka   Jas  T— £ 
Link  H    M— f  c 
McKeag  R  J— C  1 
Wallace  &  Co— £  c 
Wallace  W  H— £ 
Wallace  W  P— £ 
WaUace  G  S— £ 

FAIRBURY 

Barnes  W  H— £  c 
Bee  ft  McCullotigfa- £ 
Catlin  C  G— £  c 
Cro^sey  D  B — f 
Davis  J   Monroe — £  c 
Gamsey  O  N — £  c 
Goodrich  L  W— f  c 
Hole  H  F— £ 
HoUiday  S  T— f  1  c 
Kinjf  J    M— f 
McCIoskey  H  M— f 
McGee-Bachorich    Co — £ 
Mason  E  W— £ 
Miller  J    Y— f   c 
Moss  Jeff — £  c 
Nider  L— f  c 
Riley  R  E— f 
Starck  Chas  F— f 
Wunder  E  A— f 
Yontz   E  A— f 

FAIRFIELD 

Anawalt  F— £ 
Holdeman   T  H— £ 
Hyde  H  H— f 
Lewis  C  I^f  1  c 
Maasie  D  B — ^f 
Prickett   C   M— f 
Shively  T  P— f  1 

FAIRMONT 

Barton  J   M — I 
Chapin  ft  Chapin— f 
Frazier  L  W— ! 
Jackson   Joseph— f 
Ktton  W  E— f 
Peterson  Frank — f 
Stines   Roy — £ 
Thompson  F  M— f 
Whitten    L    A— c 
Wright  T  M— £ 
Wynkoop  J  W— f 

PALLS  CITY 
Ckmeron  Andrew  J — £1 
Oeaver  Mr — £  c 
Hermes   MaMe — f 
Lechty  Samudl— f 
Leyda  J  E— f 
Maddox  W  H-€  e 
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Neitzd  Robt— f 
Rnegge  A  W— -c 
Schlosaer  L  A— c 
Sprigins  J  G — f 
Whitakcr  Broe— f 
Wilhite  J  R— f 
Wiltsie  Jolm— f 

FREMONT 

Alb€r»  A  J— 1 
Bremers  Henrx^'l 
Brown  Land   Co— f 
Christensen   C   H — f 
Colson  &  Reynolds  Co — 

f  Ic 
Dame  A  K— £ 
Looschen  Geo— f  c 
Hopkins  M — ^! 
MiUer  John— £ 
Petdt  fi  R— 1 
Plambeck  A  F— f  c 
Pollard  C  C— £  c 
Radford   Dennis — ^I 
Richards  R  P  Co— flc 
Springer  D  T — f  1  c 
Stone  W  H— £  I 
Tmesdell   Arthur — £ 

FRIEND 

Earth  &  Busse— £ 
BowHiy  C   E— £ 
Craig  W  H— £ 
GaUup  Asa— 1 
Haner  Geo— £ 
McFarlane    Alexander— £ 
Scheldt  John— £ 
Whitconib  Jas  E— £ 

FULLERTON 

Bake  C  F— £  1  c 
Blowfield  Mr— £   i  c 
Dolson  E  E— £ 
DarU   W  H— £   1  c 
Farmers  Bank — £ 
Huff  M  H— £  1  c 
McLean   A— £ 
Mangels  W  C— £ 
Michaels  H  C— £ 

GENEVA 

Bass  M— £ 

Geneva  Land  Co— £  1  c 
Sager  J  H— £  c 
Stewart  W  H— £  c 
Waring  John  K— £  1  c 

GRAND    ISLAND 

Abbott  O  A  Jr— £  c 
Allan  John  «c   Son — £c 
Barnes  Eli  A— £ 
Bergman  G  E— £  1 
Boenm   Bnw— £  I  c 
Bradley   C    W— 1 
Brininger   C  W  &   Co — 

f  1  c 
Buck  J  E— £  1  c 
Qcary  J  L— £ 
QiflFord  H   E— £ 
Costello   T   F— £ 
Cowton  Geo-^£  1  c 
Cunninghun   B   F — £ 
Davis  B  F— 1 
Dill  ft  Boston— £  c 
Dmliner  W  A— £ 
Edwards  H  A— £ 
Flower  C  T— £  c 
Freeman  C  B — £ 
Gnendel  A  J — 1 
Harrison   &    Steward-'£ 
Hayman  W  S— f  1 
Hetzel  G  D— £  1  c 
Kroger  &  Joseph — £ 
Langman  Fred  C — £  c 
Laughlin   W  H— £  1 
Linke   S  &-£ 
Mayer  A  C— £ 
Roth   Fred— f 
Sampson    Inr  m    -f 
Sawyer  J  T— 1 
Wasmer  Chas— f  1 
Zieg  H  P— 1 


HARVARD 

Bengtaon  E  M — £ 
Bradley   M   W— £ 
Griess  Tbeo— £ 
Herzog  G  A— f  1  c 
Megrue  A  2— £ 
Miller  Geo— £ 
Schwenk    Wm— £ 
Wearer   A    R— £ 
Wellensick  H  G— £  1 

HASTINGS 

Ball  Harry— £ 
Cornelius  &  Co— £ 
Crowley  J    F— f 
Devore  D  D— f 
Frye  J  F— f 
Higginbotham  &  Pickens 

— £  c 
Hoppner  &  Ucrling — £c 
Huck£elt  Henry — f 
Johnson  W  T— £ 
Jones  N   H— f 
Kerr  H  C— £ 
Madgett  Bros— £  1  c 
Madgett   Thomas — ^1 
Pielstick  W  A— £ 
Rohrer  J  O— £ 
Rohrer  U  S — f 
Simmering  &  Reynolds— 

£  1  c 
Stanley   John   J — ^l 
Steel   W   H— f   c 
Wahlquest  C   H— £ 
Work   Geo— £ 

HAVELOCK 

Baker  A  J— £  1  c 
Biddlecom  J  L— £  1  c 
Green  C  E— £  1  c 
Hinkle   Samuel — £ 
Hofman  V  R— 1 
Learson  Elmer^— £ 
McCoy   Frank— c 
Malone  J  M— £  1 
Piper  W  C— f  1 

HEBRON 

Collins  C— £   1 
EIHott   Jas— £ 
Fitchpatrick  J    M-£   1 
Gailbraith  W  D— £ 
Gallant  Wm— £ 
Green  C  E- — £  1  e 
Lamm  E   D— 1 
Lawless   Frank— £ 
Leggit  C  M— 4 
McCuistion  J  T— £  1 
Powell  ft  Son— £ 
Rhodes   W  H— f 
Tillotson  James — £ 
Udall  F  B— f  1  c 
Weiss  M  H— f 
Whitney   W   H— £ 
Wilson  A  G— £ 
Wilson  H  G— £ 
Young  B    A— £ 
Young  B    F— £ 

HOLDREGE 

Edwards  W  F— £  1  c 
Hall  W  P— £ 
Johnson  G  H— £ 
Rank  W  M— f  1  c 
Roth  Ed— £  1  c 

HUMBOLDT 

Ashford  Edie— £ 
Snethen  Frank— £ 
Walsh  J:  F  ft  Son— £  I  c 
Walsh  P  K— £ 

KEARNEY 

Arnold  W  A— £  1 

Ban  W  B— £ 

Barney  W  W  ft  Son— 

flc 
Berbig  &  Mans— £  1  e 
aapp  W  S— £  1  c 
Claypool  Land  Co— f 


Cooney  T  J— £  1 
Edson  Frank — £  1 
Eldred  T  W— £  1 
Foley  M  T— £ 
Gregg  C  H— £  1 
Haase  G  E— £  1  c 
Hufstutter  D  T— £ 
Kearney    Land    ft    Mtge 

Co-£  1  c 
Larson   F  E — f 
Sammis  H   B — 1  c 
Steadman  J    L — 1 
WaUace  J   A— £  c 

LEXINGTON 

Carr  J  P  ft  Co-r£  1  c 
Hewitt   P  J— £ 
Jensen    Peter — £ 
Kassabaum  H— £ 
Krdu  F  P— £  1  c 
Kreite  W  E— £  1  e 
Mitchell  J  I^— £ 
Mullen   S  C— £ 
NcflF  B   L— £ 
Smith  H  O  Abstract  Co 

— £  1  c 
Spencer   C   F— £ 
Temple  F  L— £ 
Temple    Roy — 1 
Van   Horn   D  C— £  1 
Wisner   ft    Welden— flc 

LINCOLN 

Bentz   C  H— c 
C<rfumbia  Fire  Ins  Agcy 

Commercial  Inv  Co—f  c 
Cravens  Bros — ^1 
Crooks   Ira— 1 
Culbertson    &  Waite— fc 
De  Butts  W  E— 1 
Edmiston  A   R— 1 
England  W  H— £ 
First  Trust  Co — f  c 
Folsom  Bros  Co — £  c 
Funke  F— £  c 
Gardner  N   H— 1 
Hill  W  J— f  c 
Loughbridge   H   H — 1 
Marshall    Lew— £ 
Marquis    W    A— I 
Miller  A  W  Agcy— f  c 
Moyer  J  R— 1 
Noble  H  W— 1 

O.  W.  PALM 

INSURANCE   AGENCY 

All  Kinds  of 
Insuranoa 

LINCOLN     -     NEB. 

Palmer  M  L — ^1 
Reed  Jno  S — £  c 
Rogers  E  G — ^1 
Scott   Bros— 1 
Thomson  T  F— 1 
Troup  L  M — f  c 
Way  C  F— c 
Whiting    S    S— 1 
Wilcox  J  T— 1 
Wood  H  E  ft  Son— £ 
Youd  C  W— 1 
Zimmcr  P  F  ft  Co— £  1  c 

LOUISVILLE 

Cleghom  Wm  A — £  e 
Fitzgerald  Paul — £  1 
Ma^^eld  C  G— £  1  c 
Pankonin  H    E— £  c 
Stander  J— £ 
Wood  C  E— £  1 

McCOOK 

Bump  A  G — £ 
Cordeal   S— £ 


Dorwart  D  Y — £ 
Eldred  C  E— £  c 
Kellcy  J   E— £  c 
Lehn  C  F— £ 
Raymond   Harr — f  1  c 
Ritchie  ft  Wolff— f  I 
Stayner  L  W— £  1  c 

MADISON 

Blackman    S— f 
Dankers  F  J— f 
Davis  Fred — f  c 
Dawson   I   M — £ 
Foster   M  B — c 
Fraser  A  R— f  1  c 
Eraser  Chas  E— £  1  c 
Fricke  Ed— £ 
Garratt  M  C— £  1 
Lafleur  W  A— f 
0*Sh«a  Thos— £ 
Peterson  F  A — f 
Reed  W  E— f  c 
Smith  C  S— £  1  c 
Smith  Realty  Co— £  c 
Strom  Nels— £ 
Sutton  C  S— £ 
Taylor  W  E^f 
Thatch  A  J— £ 

MINDEN 

Binderup  C  G — £ 
Carrico  P  L— f 
Chappell  Chas  A— £  I  e 
Godfrey  G  L— f  c 
Hague  &  Anderbery— f  c 
Holmes   Carl — f 
Jensen  Andrew — £ 
Jensen   Val — £ 
Jordan  G  L — £  I  c 
Kennedy  W  H— £ 
King  M   D— f  I  c 


Kingaley  F  R— £ 
McPheely  J   ' 
Newell  L— £ 


^heely  J  I^f 


Paulson   L   C— f 
Pinkham   Joseph — £ 
Robb  J   H— £ 
lliomsen   I  J — £ 
Tidvall   E   C— £ 

NEBRASKA   CITY 

Cook  F  M— £  c 
Gant  J  Y— £ 
Hail  Mrs  Anna  V— fc 
Har(fing-Payne  Co — f  1  c 
Hawke  Geo  W&Co— fc 
HeUier  Fred— £  1  c 
Leidigh    Oliver — f 
Livingston   &    Stevenson 

McCartney   ft   Tcmplin— 

f  1  c 
Mamell  R  O— 1  c 
Mattes  John  Jr — 1 
Miller  R  H   ft  J   S— f 
Moran    Tames    H — f 
Payne  Wm  B — f  c 
Roos  A  O— f  c 
Stafford   A    P— 1 
Templin  C  F  S— f  1  c 
Teter  George — £ 
Wade  E  G— £ 
Zimmermann  H — 1  c 

NELIGH 

Beckwith  E  E— f  c 
Godkin  Geo  H— £ 
Huff  Sam  N— £ 
Jenkins  T  C— £ 
Kryger   R   M— £ 
Kryger   T   H— £ 
Lamson  J  W— £ 
McAllister  John    M — fc 
Minter  J  Ar—f  c 
Payne  K   S— f 
Romig  Walter — ^1 
Thornton   S  D — f 
Wattles  C  L— f 
Williams  O  A— f 
Wooley  W  G— f 
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C.  W  Martin 


H.  A.  Kocli,  Mar.   Bondlna   D«pt« 
E.  R.  H«fUn,  Mar.  Casualty  IJ«pt« 


Frank  T.  B.  R€artln 


IVfi^RTIN  BROS.  & 

Agency  Eatat>llalia€l  iseo 


COMPANIES    REPRESENTED: 

American  IntHrance  Co.,  of  New  Jersey  Nortlwrii  AtSMrance,  of  EiiflaKd 

Milwaukee  Mechanics,  of  Wisconsin  Norwich  Union,  of  England 

National  Fire  Insnrance  Co.,  of  Hartford  Ohio  Farmers  Ins.  Co.  of  LeRey 

New  Brunswick  Fire  of  New  Jersey  St.  Paul  F.  &  M. 

North  British  and  Mercantile,  of  Enflland  Security  Insurance  Co.,  of  Connectteil 

Westchester  Fire,  of  New  York 

GENERAL    AOENTSs 

New  Jersey  Fidelity  k  Plate  Glass,  of  New  Jersey  Frankfort  Qoneral,  of  G^ratiy 

Massachusetts  Bonding  and  Insurance  Co.,  Boston 


NORFOLK 

Coryell  F  G— f 
Drcbcrt  H   A— -f  c 
Durland   C   B— f  c 
Gow  W  J  &   Bro— f 
Haase  J  E— f 
Kdsex  Chas  H— f 
Koenigstein   Tack — f 
Lemont  C  VV—f 
Mapcs   &    McFarland — c 
Mathewson  &  Co— £  c 
Odiorne   T   E— f 
Ransom  J  W  &  Son — £  c 

NORTH   BEND 

Cusack   &   Fowler— 1 
O'Hare   Jamea— f 
Weaverling   Ralph   E — 
— £  1  c 

NORTH    PLATTE 

Aswig  J   C — f 

Bratt  &  Goodman — f  1  c 

Buchanan   &   Paterson — 

f  c 
Claybaugh  J   F— £  1 
Dicncr  F  J  Co— £ 
Hegcrty  J   H— £  1 
Hoagland  &  Hoagland — t 
Mann  E  W— £  1 
Miltonberger  I   L — £ 
Sebastian  7  E— •£  1 
Temple  C   F— £  1  c 
Thoelccke  O  H— £ 
Woodhurst  W  H  C— fc 

OAKLAND 

Cull  A  L— £  c 
Gusta£son  A — £ 
Holland  J  S— f 
Holmquist  A  C — £ 
Minier  W  E--£  1 
Neuman  A   L — £ 
Sohlberg    Theodore — £lc 
Stauifer  C  O— £  1  c 

OGALLALA 

Searlc  A  L— £  c 
Searle   E   M — £  c 
Word«n  C  C— £  c 

OMAHA 

Ady   C    E— 1 
Armstrong,  Walsh  Co — £ 
Amdt  &   Taylor— f 
Austin   J   E— 1 
Balbridge-Madden  Co— £ 
Baldwin  B  L  &  Co— £c 
Baldwin    W    A— f 
Bankers   Realty    Inv    Co 

— £ 
Baright  Irving  G — £ 
Baumer  W  H— 1 
Beavers  C  C — f  c 
Bed£ord   Jeff   W— £ 


Beenian  Ins  Agency — £  c 

Benjamin  Carl   F — £ 

Benson  &   Meyers — f 

Binder  H  W— f 

Block  A— 1 

Bostwick    S   P— £ 

Brown   H   S— £ 

Bunce  Co  L  N — £ 

Bums   R  T— £ 

Byrne  W  Lincoln— £ 

Calkins  C  W  &  Co— f  c 

Chambers  A  H — 1 

Christie  D   H— £ 

Clark    L   V— 1 

Coles  Isaac  A — ^f 

Columbia    Fire    Under- 
writers— £ 

Cooper  Geo  M — c 

Crocker   Geo— 1 

Dale  J  &  Son— £  1  c 

Darr  G  B— f  I  c 

Dempster  &  Silver — £ 

Devol  P  I— £ 

Drew   Clyde   W   &   Co— 
£  c 

Dreyfoos   A — 1 

Dudley   W  B— f 

Ehrenpport   Henry— f 

Eyre  C  A— 1 

Farber  T  A— 1 

Fell  &  Pinkerton  Co — £  c 

First  Trust  Co— £ 

Flack  John  F— f 

Fleming    Bros — 1 

Foster-Barker   Co— f   c 

Friedell  Joe  H— £ 

Funkhouser  M  F— I  c 

Gallagher    &    Nelson— £ 

Garvin  Bros  &  Bollard 
-£ 

Gates  W  H— £ 

Gould  C  Z— 1 

Gould  Stuart— 1 

Green  A  G — 1 

Hansen   M   A — f 

Hamilton  R  P— I 

Hamilton  Walsh  Co  The 
— £ 

Hawkins  C   1^1 

Henderson  S  J — £ 

Hiatt    Co— £ 

Hicks  C  W-f 

Higby  B— 1 

Hill   Thos  R— I 

Hopper    Chas — 1 

Houchin  J    L — £ 

Howell  E  E  &   Son— f 

Hughes  J  J— 1 

Huntington   L   C — I 

Hutchinson    C   E — £ 

Indoe  W   H— 1 

Jagger  W   L-£ 

Kelly   Thos   S— 1   c 

Kennedy  A  C — £ 

Killey  &  Ellis— 1 

Klingbeil  G  L  E— 1 

Liljenstolpe  W  O— 1 


Levy  S  M— ! 
Uu  E  E— 1 

Love,  Haskell  Co — £  1  c 
Lowry  C  E— 1 
Luikart  E  H— f 
Lund   Jno— £ 
Lundgren  Nels  A — £ 
Lvle  W  C— £ 
Mann  F  M— I 
Martin  G  I^-£ 
Martin  &  Co  C  W— £ 
Martin  Bros  &  Co— £  c 
McCague   B   E— £ 
McCall   E   D  Agency— f 
McGahey   D    M— 1 
McGarry  Sholes  Co— f 
McGarry  T  I^-f  c 
McGovem  Thos   &   Son 

-£ 
McKittrick  J   B— £     • 
ivIcMahon  J  T — 1 
Meister  Nat— i 
Melchior  Leis  &  Son— £ 
Menold   O   H— 1 
Metcal£e  W  H— 1 
Meyer  D  M— 1 
Meyers  Julius— 1 
Mithcn  J  H-f  c 
Mohrman  A  C — 1 
Moore   Thos — I 
Morrison  J  K — £ 
Morton  W  D— 1 
Muffitt  D   E— £ 
Neely  H  D— 1 
Neveleff   Simon — ^1 
Noble  G  W— 1 
Norris    &    Norris — £ 
O'Doherty     &     Hughes 

**~{  c 
Olson  J    A— £ 
O'Neil  R  E  &  Ins  Agcy 

— f 
Osborne  Realty  Co— £ 
Payne   &   Slater— f 
Payne   Investment  Co— £ 
Per£ect  Edward  R— £ 
Peters  R  C  &  Co— f 
Pickard  Edgar  H— 1 
Pinnieo  C  K— 1 
Piatt  C  T— 1 
Plotts  Robt  B— 1 
Pond  F  M— £  1 
Potter  Griffin   Co— f 
Preston  W  G— 1 
Rasp  Bro»— £ 
Rhodes  Montgomery   Co 

— £ 
Riha  John  R— 1 
Ringwalt  Bros— f  1  c 
Robbins  John  W— £ 
Robertson    C   G— f 
Robison  R  L — ^1 
Robinson    B   H— 1 
Rose  Harold  M— f  c 
Schnor  A  F  C— £ 
Selby  W  L— f 
Shriver  W  G— £ 


Smith   W  A— 1 

Smith  W  Famum  &  Co 

— £ 
Spalding  L  A— 1 
Spalding   L   I>— f 
Squier  W  H— 1 
Surrett  J   V— 1 
Steel   Harry  O— 1 
Stewart  A  H— I 
Sundblad  W   C— £  c 
Sweet  C  R— 1  c 
Sykes   C   L— 1 
Talmage   C   O— f 
Thatcher  Art— £  c 
Thomas  Wm  H — f 
Turkington   G   E-^ 
TS-m   C  T— 1 
L^pham   L   D— 1 
Van  Husen  N   K — ^1 
Vcsy  C  Er— 1 
Vultree    Chas — 1 
Wagner  Ray  C— I 
WaUcer  H  I>— I 
Walsh  Bros  Co-£  c 
Webster  Howard  ft  Co 

— fc 
Wead  F  D— fc 
Wheeler   ft   Wclptoo— £ 
Wilcox  Bums  Co — £  c 
Williams  L  A— 1 
Williams  W  K— I  c 
Wood  H  N— f 
Woodman  J  A — f 
Young  W   W^— 1 
Zimmerman   E  E — I 

O'NEILL 

Campbell   Frank— £ 

Daily   Chaa— f 

Downey  C  E— £  I  c 

Evans  W  T— f 

Gallagher  Ed  F— f  c 

Gillespie  L  G — £ 

Hammond  H  J — £  c 

Hammond  A_J — f 

Hancock   C   T— f 

Hamish  J  C— f 

McCafFerty  J  J— f  1  c 

McCarthy   M  H— f 

McNichols  S  F— f 

Meredith  J  H— £ 

O'Donndl  1  F— £  1  c 

Parker  R  H— £ 
nigtf  John — £1 
turdcrant  B  £— c  f 


% 


ORD 

Beran  T   W— £ 
Berry  J  R— £ 
Bright  L  R— £ 
Capron  J   H— f 
Carson   W   H— f 
Chinn    Cbes— £ 
Oements  E  P— £ 
Davis  C  A— f  c 
Davis  H  M— f  1  c 
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Dunham  R  L — f 
Gudmunsen  H — f 
Kokes  V— f 
McNutt  W  L— f  c 
Nay  J  B— f 
Kewbecker  Geo — f 
Staple  R  I^-f  c 
Van  Decar  H  B — f  c 
Williams  E   M— f 
Zablondil    Frank — f 

PAWNEE    CITY 

Becker  George  E — £  1  c 
Brown  E  L-— f 
Coracll  W  W— f 
Dort  J  C— f  c 
Hartwcll  W  D— {  c 
Lowe  J  S-£ 
Marley  M  J— f 
Stewart  &  Fullerton — fc 
Thompson  W  M — I 
\an  Horn  H  C— £ 

PERU 

Cornell  Mrs   Belle— £ 
Good  E  Er— f 
Graves  J  D— f  1 
Kelly  R  W— £ 
Mardis  W  W— £ 

PLATTSMOUTH 

Areher  M— £ 

Barwick  J  B— £  c 

Donnelly    T— £ 

Douglass  J    E — f 

Falter  J  P— £ 

Fricke  C  G — £  c 

Fox  W  K— £ 

Holly   Wm— £ 

Leyda  J   M— £ 

Martin  Chas — £ 

Pollock  T  H— £  c 

Sayles  Geo — £ 

Trilety  A  I— f 

White  A  W— £ 

Windham  R  B  Agcy — f  c 

PONCA 

Augc  C  C— £ 
Dennis  J  D — £ 
Francis   A    B— £ 
Halstead  E  E— f  1  c 
Hnrler  John    M— f 
Kingsbury  C  A— f 
McCarthy  W  D— £ 
Mattison   Geo — f 
Mellon  M  I— £ 

RED  CLOUD 

Auld  J  W— £ 
Caldwell  E  G— f 
Carter   &    Son — £   c 
Cather  C  F— £ 
Florence  S   R — £  c 
Garbcr    Ed— £ 
Hewitt  Joe— £ 
Hutchinson   &   Saladen — 

£  1  c 
Kaley  D  H— £  c 
Kent  W  A— £ 
Lctson  H  C— £ 
Marer    Fred — £   c 
Mount£ord  Will— I 
Overman   E  U— £ 
Rosencrans  W  H — £  c 
Sherwood   W  A — £  c 
Stanser  I   B — f  c 
Stewart  B   W— £ 
Tcel  O  C— f  c 
Walker  A  T— £  c 

RISING  CITY 

Burg^  G  W— £  1  c 
Reynolds   C   E— f 

RULO 

Davis  Clement — 1 
Kirk  H  D— £  1  c 
Le  Blanc — £  c 


ST  PAUL 

Anderson   &    Ebbesen — 

£  1  c 
Bell  T  T— £  c 
Crouch  J  W— £  c 
DeVry    N— £ 
Dobry    Chas — f 
Haggart  A  J — £  c 
"   R— f 


Haggart  F   k — i  c 
Jensen  J  W^— f  c 
Parker  J  T— £  1 
Paul   N  J— £  1 
Shaugfanessy   F   T — £  1  c 
Taylor  C  E— £  1  c 
Taylor  Frank— f  c 

SALEM 

Huston  R  B — f  c 
Ranger  J   G— £ 

SCHUYLER 

Bittner  A  J— £  c 
Brownell  R  O— £ 
Busch    Geo  W— £ 
Parrell    B    F— £ 
Hoagland    M — f 
Kadler   V   B— £ 
Kovar   F  J— £ 
McLeod   Dan— £ 
McNaly  J  E— £  1  c 
Payne  C  S  F— £  c 
Shonka  Frank  W— £ 
Simmons  T  M — £  c 
Slavik   John — £ 
Sucha  F  A— £ 
WeUa  Geo  H— £ 
Werta  Geo— £  c 
Zudom   Otto — 1 

SEWARD 

Hildurond  &   Boves — f  c 
Landis   H  D— £  c 
McKillip  L  H— £  c 
Norval   B  F— £  c 
Schick  R  R— £  c 
Seward  Land   Co — £  c 
Stoner  S  C— £  c 
Tishue  W  C— £ 
Vanderhoo£   &    Franklin 
— f  I  c 

SHELTON 

Allwon  W  S— £ 

Light  Ed— £ 

Smith  &  McLeod— £ 

SIDNEY 

Barlow   R  A— £ 
Harper  J   W— £  1 
Tones  B  A — £ 
Liyoni  &  Son — f  c 
Mcintosh  J  I^-f  1  c 
Martin  Leroy — £ 
Miles  W  P— £ 
Neubauer  L — f 
Osbom,  Kratz  &  Jorgen- 

son — £ 
Puthoff  Edward  F— 1 

SO.  OMAHA 

Bergquist   &   Son — f 
Brown   E    B— £ 
Duff   J    L— £ 
Fitzgerald  J  J— £  c 
Gibson   L   C — £  c 
Kopieta  J  H— £   c 
Murphy    Joseph — f   c 
Nilsson  E — f 
Ryan   J   J~£ 
Trainor  &  Caldwell— £ 

STANTON 

Baer  E  B— £  1  c 
Cowan  W  P — f  c 
Eberly  G  A— £  c 
Hortwi   Virgil — f  1  c 
Hyland  W  H— f  1  c 


Kenney  J  E— f 
Nye  J   Erwin — £ 
Pugh  Geo  E— £  1  c 
\  ining  I  N — f  I  c 

STROMBURG 

Banta  Ira— £ 

Kncrr  A  O— £ 

Makeever  M  A— £  I 

Presson  G  H— £ 

Tongue   J — £ 

Wilson  Nelson   Co— f  1  c 

SUPERIOR 

Buck  S  R— £  c 
Dunn  Neil  H— £ 
Hanna   Harry — £ 
Jensen  Carl  C  G — £  c 

iohnston   C   H— £ 
.endall   W   W— £ 
King   Issac — £ 
McConnell   Mrs   S   E— 1 
Pfleiderer  Fred  Sr— £  c 
Phelps    Investment   Co — 

£  c 
Seaton   Guy — f  c 
Shamgaugh  T  M — £ 
Simms   David— *£    c 
Sweet   F    M— £ 
Stephenson   Harry — £ 

SUTTON 

Bauer  Alex — £ 
Burke  Jamea — f 
Challbure  O  W— £  1 
Dennis  J  D — £ 
Dunham  Sidney — £ 
Eichler   Barhhardt — £ 
Griess  Henry  C — £ 
Griess  Jno  G — £ 
Hanson   Hans — £   1 
Nuss  P  F— £  1  c 

TECUMSEH 

Da£oe  Al   N— £ 
Douglas  J  B — £  c 
Douglas  Oscar— £  1  c 
Grist  E  H— £  1 
Miller  Geo   W— f 
Moore  J   C — £ 
Rusch  H   C— £  I 
Sa£ranck  F  A— 1  c 
Smith  C  R— £  c 
Stewart  Bros — £ 
Villars  H  S— £  1  c 

TEKAMAH 

Anderson  A  M — 1  c 
Canfield  John — £ 
Conkling  Chas  W-^£  I 
Clark  Jas  A — £ 
Enyart  B  C— £ 
Force  J   R— £ 
Gr«enlea£  D  W— £ 
Hopewell  W  M— £ 
McGrew  M   S— £  1  c 
Pratt  E  D— £ 
Singhaus  J  A — £ 

UNIVERSITY  PLACE 

Blakeslee   N   E— £ 
Butler  E  E— £ 
Enyeard   C   W— £ 
Gates  G  M  &  Son— £ 
Hare  W  E— £  1 
Hiett  &  Carey— f 
Pester  S  J— £ 

WAHOO 

Barry  John — £ 
Berggren  Joe  F — £  c 
Brindenberg  Land   Co— 

£  c 
Donats    A   Z— £ 
Galloway  J    M— £ 
Hendricks  B  E— £  c 


Johnson   J  J — £ 
Xirchman   M   A — 1 
Moyer  D  A— £  1   c 
Oshlund  J  M— £  c 
Perky  Chas— f 
Simmodynes    Frank— 1 
Swanson  Ernest— 1  c 
Vybcral  Frank- £  c 
Wahoo  Land  Co— £ 

WAYNE 

Alter  I  W— £  c 
Benshoo£  Fred — £ 
Bressler  A  E— £  c 
Cherry  J  M— £  1 
I^avis  A  R— f 
Ferguson  A  J — £ 
Hansscn  W  O — 1 
Kendrickson  C  H— £  c  • 
Tones  H   B— £ 
Kemp  J  H— 1 
Kiplinger  L  A — £ 
Kohl    Phil   H— £ 
Lty    Leroy — £ 
Ley    Rolhe— £ 
Mears  G  S — £  1 
Morris  William — 1 
Ringer  M  L — £  c 
Rin^land    H    S— 1 
Wnght  Burnett— £ 

WEEPING   WATER 

Butler  C  E — £ 
Lyman  W  H-^£ 
Reed  Harry   D— £  1 
Tefft  C  E-f 
Trigarden  Bros— £ 

WEST  POINT 

Ackerman  C  W— £ 
Baumann  J  T — £  c 
Gentrup   Wm — £ 
Krausc  A  L  &  Co — £  1  c 
Malchow  F  T— £ 
Neligh  W  T  S— £  1  c 
Pinker  J   C— £ 
Stue£cr  Wm— £  c 
Teagarden    Issac   W — £ 
Tefft  Clarence  E— £ 
Webster  W  A— £ 

WILBER 

Bartos  F  W— £  c 
Bartos   Stanley — £  c 
Bohacek  W   V—c 
Clements   T   A— £ 
Grimm  &  Grimm — £  c 
Fonzik    Jos — f 
Magnusson  H  F — £ 
^Tefcer  Jos   S— £  1  c 
Slepicka   Al — f 
Spirk  J   F— £ 
Spirk  V  C— £  1  c 

WYMORE 

Craw£ord   F  E— £ 
Kauffman  E  N — £ 
McGuire  T  D — £  c 
Stephenson   &    Moran — £ 

YORK 
Bell  J  M— £ 
Brott    H    W— £ 
Codding  A   B— £ 
Crone  C  B — £ 
Davis  W  H— 1 
Dean    N    A— £ 
Fisher  Charles — f 
France    G   W— f 
Freet  I   C— 1 
Jacobs  J   A — £  c 
Meek  W   B— 1 
Myers   S   A  &  Son— £ 
Rogers  G  H— £ 
Shruk   G  W— £ 
White  W  L— £  1  c 
Wyckoff  W  W— £  c 
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NEVADA 


AUSTIN 
Lander   County  Bank — f 

BATTLE    MOUNTAIN 

Lemaire  A  D  &  Sonsinc 
— f 

CARSON   CITY 

Davis    Tames    T— f 
Leonard  James  M — f  1  c 
MUls  Geo  T— f 
Peters  C  H--£  1  c 

ELKO 

First  National  Bank— f 
Henderson  Hayden— 1 
Henderson  John — f  1  e 
Herbert   Sprul — f 
Hesson  A  W— f 


McElroy  D— f 
Mallett  R  H— f 
Smith  W  T— £  c 
Taber  A  D— f 

EUREKA 
Skillman  E  A— f  1  c 

GOLD  HILL 
Blauvelt  W  H— f 

LOVELOCKS 

Ebert  Tom  P— f 

First    National    Bank    of 

LoYelocks— f  1 
Gunnell  &  Goodin — f 
Hood  B  L— f 
Hunter  J   R— f 
Lovelock  Merc  B'fg  Co 
-£lc 


Mcintosh  J  A— £ 
Reid  J  T— f  1  c 

RENO 
Albee  Qarence  W — ^I 
Bank  o£  Nevada  Savings 

&  Trust  Co— £  c 
Byington  &  Hall— f  c 
Glass  F  E— £ 
Neff  J  S— c 
Peck  &  Sample— £  I  c 
Read  John  T— £  c 
Robinson  G  W— 1 
Scheeline      Banking       & 

Trust  Co— f 
Sessions  &  Clement — i  c 
Sterrud  Bros— 1 
Stotesbury  J  H — c 
Washoe    County    Bank — 

£  c 
Whitney  Mae— £ 


VIRGINIA  CITY 
Leonard  Jas  M— ■£ 

WADSWORTH 
Cowles  R  H— f 
Griswold  E — f 
Howard  Jos  O — f 

WINNEMUCCA 
Brown  C  B— £ 
Duncan  H  W— f  1 
First   Natiomil   Bank^£ 
I^angwith  Miss  Mary  E 

Lipman  J  A — £  1 
Mackay  C  D— f 
Reinhart  E  &  Co   Inc— 

f  1 
Robins  C  E — e 
Sheehan    J— c 
Winnemuoca    State  Bank 

&  Trust  Co— f  c 
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ANTRIM 

Baker  E  W-f  1  c 
Gibney  W  E— £  1  c 
Hills   W  C— £ 
Swett  Anson — £ 

ASHLAND 

Brooks  L   B— 1 
Edwards  F  S— 1 
Gammons   Ellis  G — I 
Hill  &  Hardy— £  c 
Hughes    &    Gummons — 

£  c 
Jackson  John  M — £  1  c 
Kimball   F   A— £ 
Sanborn  Earle  O — c 

BARRINGTON 

Locke  G  W— £ 
Watcrhouse   C   F— f 

BELMONT 

Hammel  Geo  R — £  1  c 
Sargent  J  M— £ 

BERLIN 

Bean  &  Bean— £  1  c 
Drew  H  A— £  1  c 
Wheeler    &    Vaillancourt 

— £  1  c 
Woodward   &    Gcrrish — 

£  1  c 

BRISTOL 

Ackerman  Fred  H — ^1 
Cummings  D  K — £ 
Dearborn   &  Chase— £  c 
Fling   Chas  W— f   c 
Menut  H  J— £  1  c 
Smith    Clarence   A — c 

CHESTER 

Bartlett  John  F— c 
Tones  E  P— 1  c 
Widcomb  A  H— f  1  c 

CLAREMONT 

Barnes  E  S  &  Son— £  c 
Blaisdell    P   L— c 
Chase  Lawton  H— 1 
Colby  Ira  G— c 
Delamore  C  W— 1 
^ggleston  A  F— 1  c 
Ellison  Fred  M— c 
Foster  F  H— c 
George  Charles   H— c 
Hawkins   Henry    C   Jr 
Holmes  Fred  E — c 
Howe    George   H — 1 


Hurd  &  Kinney— *f  c 
Patterson   H   J — ^1   c 
Paul  Geo  W— £  c 
Pierce  G  S— c 
Prescott   B   O — £  1  c 
Reed  Austin  H — 1 
Richardson  S — £  1  c 
Sanderson  C  A — 1  c 
Shannon   Joseph  B— 1 
Simpson  Geo  A— c 
Steams  Raymond  G— 1 
Thompson  W  H— £  c 

COLEBROOK 

Annis  John  D — 1  c 
Congdon  T  F— £ 
Dickson  Geo  W —  £ 
Dudley  J  H— £ 
Holbrook  J  G— 1 
Johnson  T  F— £  c 
Kelsea  &  Drew— £  c 
McConnell  Wm  S— 1  c 
Marshall  Fay— c 
Noyes  S  A— c 
Stevens  Chas  O— f 
Stevens  H  £— c 
Wittemore  A  F— £  1  c 
Woodrow  W  A— c 

CONCORD 

Adams  Guy  A — c 
Bailey  Sleeper  &  Co— fc 
Bartlett   F  I— 1 
Belmore  F  E— c 
Betton  H   E — c 
Brown   A   L— £ 
Brunei  H  C— 1 
Caldon  J   B— 1 
Calkin   M   S— £ 
Carmichael    Kenneth — c 
Chase  Cleon  J— 1 
Chase   &   Martin — £   c 
Cheever   W  H— c 
Clarke  Chas— c 
Clarke  Geo  M — c 
Oeveland  Chas  F— 1 
Collins  J   P— 1 
Colton    Frederick    A— 1 
Crosaet  A  W—  1 
Dan£orth  H  A— c 
Davis  W   T— f  c 
Davis    William    K— c 
Dustin  Frank   H — £  c 
Eastman  A   Merrill — £Ic 
Fish  Geo  R— c 
Flanders   C  H — c 
Flanders   W  J— f 
Foster  G  A— £  1 
Girson  Geo  A — c 
Goddard  Emma  L — ^1 


Goodrich  C  S— f 
Goodwin   E    L— 1 
Green   T  W  Tr— c 
Greer  John  I — c 
Hazard  A  B — 1 
Hiller  Wm   W— £  c 
Huntington    Wm    S — c 
Hutchinson  W  D— 1 
Jackman  Charles  L— £  c 
Tackman  F  T— £  1  c 
Jackman   &  Lang — £ 
Jones   Charles   C — £   c 
fCelley  Jerome  A — c 
Kendall  A  R— 1  c 
Knowles  Frank  M — £  1  c 
Lane  F  L — c 
Little  T  B— 1  c 
Louze  J  D — 1  c 
Mayo  W  R— 1 
McLeod  Benj  B— 1  c 
Morrill  &  Danforth— £lc 
Moidton  J  L— 1 
Nash   B   E— c 
Owen  E  Scott— c 
Palmer  C  H— c 
Parker  C  S— 1  c 
Peaslee  A  J — £ 
Phaneu£  Ins  Agcy — £  1  c 
Pike  F  J— 1  c 
Powers   Samuel — c 

guimby  Frank  P — £ 
ichards   R  W— 1 
Richardson   O   E— c 
Saltmarsh    Albert — £ 
Shepard  Geo  E — f 
Silva  F  C— c 
Smith   A  L— 1 
Staniels  C  E— £  1  c 
Stott   E    T— c 
Sweet  John— 1 
Todd   A  M— c 
Turcott  J   T— 1   c 
Walker  I  C— 1  c 
Wheeler  Norman  Lr-< 
Wilcox  Geo  H— 1  c 
Wilcox  H  C— c 
Wilson  Jesse   S— £ 

CONWAY 

Davb  P  S— £  1 
Dinsmore   F   W— f 
Dow  A  B — £ 
Garland  J  H— £ 
Hill  W  D  H— £  1  c 
Wood  J  C— £  c 

DEERFIELD 

Batchder  J  H— £ 
Chase  A  M — £ 
Chase   O  J— £ 
White  W  H— f 


DERRY 


Harry     P— 


U 


Abbott  &   Davis— £ 
Bartlett  &    Shepard— £ 
Derry    Ins    Agency — £  c 
Griffin  E  E — £ 
Kelly  8t  Pontaut— £ 
Kelly  A  G— f  1 
Kingsbury  W  T — {  1  c 
Young  F  N — f 

DOVER 

Barrett  Geo  D — £  1  c 
Bradley  C  H — ^£ 
Crockett  W    A— 1 
Foas  C  H— £  c 
Grimes  John  H  ft 

£ 
Henderson 

£  1  c 
Hutching! 
ewell  John  W— I 
"illoren  Andrew— 1 
Meserve  F  E — £  1 
Redfield  H  A— c 
Richardson  F  E — f  1  c 
Shepard  Frank  P— £  I  c 
Sherry  Thomas — f  1  c 
Stevens  Oeo— £  1  c 
White  M  J— £  1  c 

ENFIELD 

Bryant  A  M— £ 
Currier  F  T— € 


EPPING 

Brown  A  D— 4  1 
GiUttore  Geo  A — f  c 
Ladd  D  Watson     I  c 
TUton  J  I— f 


Baker  Agency     f  1  c 
Brown  The  John  A  Agcy 

— f  I  e 
Cilley  Frank  M— f  1  e 
Du£ault  V— 1 
Elkins  John  H— €  1  c 
Elwdl  Qbitoo  W— f  I  e 
ElwcU  &n£as  N--f  1  c 
Getchell  Oaimc*    i 
Johnson  Mrs  Asaic  P— 

£  c 
KimbaU  Toha     I 
Sargent  Chas  H— f 
Smith  Sanracl  S  Jr-1 
Spanlding  Walter  ~ 
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FARMINGTON 
Glidden    Ira  W— f  c 
Pitman  C  H— f  1  c 
Waldron  J— f  1  e 

FRANKLIN 

Brown  C  C— f  1  c 
Chadwick    S  B— f 
Chase  G   W— 1  c 
Clifford  T  F— f  c 
Currier  H  A— f  1  c 
La  Fointc   T    E— f 
La  Pointe  T  N— £ 
Uach  £  G  &  £  \V— fic 
Rosscau  Bro»— f  1 
Townc  Omar   A— c 
Welch  Edw  L-f 
Woodbury   F  E— f 

GOFFSTOWN 

BlaisdcU   £  A-— f 
Colby  G  W— £  c 
Davis  Benjamin  F— f 
Hadley  Geo  P— £  c 

GORHAM 

AndJey  P_J— c 
Biddord  B  B— 1  c 
Casey  T    B— 1  c 
Edgar  M  A — ^1  c 
Bey  A  H— 1  c 
Evans  A  R— f 
Hall  Edw— I 
HamHn  D  C— f 
Libby  T  F-f 
Noyei  H  G— f  1  e 

HAMPTON 

Brown  M  W— f 
Cole  E  G— £ 
Lamphrcy   H    M — £ 
Shaw  S  A — f 
Tobcy  H   L—i  1  c 
Warren    Edgar — f 

HANOVER 

Frost  Newton  A — f  1  c 
Storrs  Edward  P — £ 

HAVERHILL 
Westgate    Tjrler— £ 

HILLSBORO 

Holmes  ft  Smith — f 
Mans6e]d  A  L— £  1  c 
Roach  I    C— 1 

HINSDALE 

Colton  Fred  W— f  1  c 
Fay  W  E— £ 
Sprague  J  T-1 
Temple    E  J — f 

KEENE 

Aldrich   G   H  &  Sons— 
f  1  c 

Atherton  Robt  A— 1  e 

Cheshire    County   Insur- 
ance  Agency — £ 

Dickinson    Abbott    W— 
I  c 

Loyeland     &    Hopkina — 
f  1  c 

Mason  Ins  Agency  Inc— 
£  1  c 

Palmer  A  B— I  1  c 

Perry  C  B  &  Sona—c 

Peters  A  B— 1 

Starkey  L  D  ft  Co— £  1  c 

Williams  D  J— f  1 

Wright  J  H— 1  c 

LACONIA 

Bradbury  Elmer   E — £lc 
Heard's    Ins    Agency — £ 

1    c 
LoTejoy  Exra— £ 
McCausland    James     P— 

1  c 


Melchcr     & 

Agenor^  1  c 
Moore  John  B— 1  e 
Moritt  John  B— f  1  c 
Young  Fred  A— £  1  c 

LANCASTER 

Kent   Geo  N    ft  Son— f 

1  c 
Noorse  F  H~l  c 
Stevens  G  M  &  Son  Co 


LEBANON 

Brewster  Qinton  L — £ 
Burton  Anna   M — £ 
Clark  Leon  E— 1 
Dewey  Arthur  N — £  1  c 
Dewey  Peck  &  Co— £  1  c 
Dwyer  Thos  F  Jr— £  I 
Flanders  Myron  W — £ 
Foster  Charles  W— « 
French  Mrs.  Ernest  E^- 

£  c 
Hinkston  Emily  L— 1 
Hosking  James — 1  c 
Jones  Fred  A— c 
Kelley  G  H— c 
Moore  Joseph — £ 
Peterson  Hans  C — 1 
Sanborn   Channing   M— < 
Shaw  Arditf  A— 1 
Shepard   Frederick  J— c 
Smith  Joseph  C— f  1  c 
Stevens  Leon   D — 1 
Williams   Lester  J— c 

LISBON 

Howe  Frank — ^1 
Merrilto    Ins    Agency— f 

1  c 
OHver  W  W— f  1  c 
Titua  S  O— 1 
Woolson  ft  Clough— f  1  c 

LITTLETON 

Barrett  A  J— f  1  c 
Comin«  B  H  &  Co— f  c 
Eaton  Harry  M — £  1  c 
Fryc  Solon  A — £  1  c 
Gray   Chester   S — £   1   c 
Kelley  Fred— 1 
Parker   Chas— 1   c 
Richardson   H    E — 1 
Trombley  C — c 

MANCHESTER 

Avery  Dennett  Co— £  c 

Baker  B  O— 1 

Barr  A  T— c 

Berry  Wm    G   Ins  Agcy 
—I  1  c 

Boivin  J  A— £  1 

Bond  H   M— £ 

Brooks  H  W— c 

Cavanaugh   J    S— £  1  c 

Chase  R  R— £  e 

Cheever  L  A — 1 

Cheney  C  H— 1 

Childs  A  W— 1  c 

Cleveland  E  B— c 

Clough  &  Parker— £  c 

Colbum    Ed   W— c 

Connolly  P  J— f  c 

Connor  S  H— £  c 

Coming  F  H— £  c 

Coyne    John    W — 1 

Crockett  Edw— c 

Daniels,    Healy    &    Hol- 
land-! 

Davey  C  E— c 

Davis  E  L— c 

Davol  W  D— £ 

Day  C  M— 1 

Demers  Chas  E— c 

Dickey  G  A— 1 

Dockham    &   Wenzel— f  c 

Domingue  M — c 

Dowst   John — £ 
I  Dudley  F  W— 1 


Edgerly  C  M— £  c 

Farley  W  A^£ 

Folsom  J  An-^f 

Gaf^non  £  J — c 

Gri£Sn  Morris    . 

Hadley  ft  Burgess — f 

Heath  Isaac  L— c 

Horton  C  H— £ 

Hosmer  J  B— £ 

Jenks  F  A— c 

Jc^maon  1  £ — c 

Johnson  Victor  I — £ 

Lang  WL— 1 

Lee  J   F— f  c 

Letendre  Geo  J — c 

Lipka  A— < 

Uttlefield  C  B— £ 

Lockwood  P  C— f  1  c 

Longtine    Moses  I — 1 

Lorselle  Lncien  F — £  c 

Martin  E  L— 1 

Merritt  C  £—1  c 

Messier  Louis  J— f  1  c 

Millette  F— 1  e 

Montague  J  A — c 

Morency  D  B — £  c 

Murphy  E  H— £ 

Nute  Carls  S— 1 

O'Connor  L  A^£  c 

Parka  C  A— 1  c 
Parka  C  E— 1 
Paris  Thos  D — £  c 
Pelletier  S  H— £  c 

Putnam  ft  Laflamme — ^1  c 
Pratt  H  H— £  1  c 
Rockwell  Annette  J — c 
Roedelsperger  H — ^i 
Rogers  T  P  W— c 
Roth   Carl-^£ 
Russell  R 
Sanborn  E  C— c 
Sergeant  F  W— £ 
Sheehan  John  A— ^£  1  c 
Sheehan  Timothy  M — f 
Shepard  Chas  F— 1 
Sibley   ft  Wallace— f  1   c 
Simons  F  M— £  c 
Steams    S    B — c 
Stevens  Chas  S — ^1 
Sullivan  J  J— £  c 
Taylor  J   C— c 
Taggart  J  C— £„ 
TibbetU  Belle  F— c 
Trudean  J  F— £ 
Vermille  Geo  A— £  c 
Wakefield  Geo  L-< 
Way  F  If-e 
Webb   C  R— c 
WcUman    T   A— 1  c 
Whittier  ft   Fostef^£ 
Whitticr  A  B— 1 

MEREDITH 

RlaisdcU  B— f  c 
Estes  James  F — f 
Sanborn   Geo  F — £ 

MILFORD 

Amaden  Herbert  W— 1 
Bruce  John  A — f 
Carey  W   O— 1 
Hanlon  John  F — 1 
Keyes  Arthur  L— £  c 
Kidder  N  W— c 
Kittridge  *  &     Prcscott- 

f  1   c 
Knight    Chas— 1 
Luce  Chas  L— c 
Rotch  A  B— £  c 
Rotch  W  Br—f  c 
Trow  C  L— £ 
Tuttle  D  D— 1 
Worcester  Geo  A — £  c 

NASHUA 

Andrews  Geo  N— £  1  c 
Boutelle  Geo  A— 1 
Burgess  J  L — 1 
Canirean    Donat — f 
Cheever  W  H— 1 


Cloaa|b  Joseph  L  ft  Son 

Cross  Fred  D— £  1  c 
Crowley  James  B — £  1  c 
Dan£orth  Geo  E— 1 
Farley  Wm    A— £  1  c 
Haggerty  John — ^1 
Kendidl  H  E— £  c 
Langston  Edwin  H — ^£ 
Ladieu  Emmett  R— -1  c 
Moore  Hugh — £  1 
Phaneuf  H  C  ft   Son— 

f  c 
Russell  Robert  E— 1  c 
Shattuck  Arthur  G— 1 
Small  W  C— £  c 
Thompson  Mabel^£  1  c 
Tuck  A  J— f  1  c 
Watson  James  F — £  1  c 
Whitney  James  F— 1 
York   Walter  H— 1 

NEW  BOSTON 
Marden  C  F— £ 

NEW  MARKET 

Boisvert    Ernst — 1 
Griffin    John    H— £ 
Gudreau   Wm   J— 1 
Kingman    Bela — £  1  c 
Pinkham  E  P— £ 

NEWPORT 

Carey  Bernard  W — £  e 
Jameson  Harry  E — ^1  c 
"Kendall  H  W— £  1 
McCrillis   John— £  1   c 
Pollard  Fred  T— £  1  c 

NORTHWOOD 
Cotton  A  E— i 

PENACOOK 
Buxton  &  Sherburne— 
£lc 

PETERBORO 

Hatch   Ida  F— f 
Hatch  R  B— £  1  c 
Tellison  C  W— 1 
Jones  E  W— f  c 
Sheldon  P— c 
Smith  Silas   M— £     ^  , 
White  D  M  ft  Co— f  1  c 


PITTSFIELD 

Berry  &  Winslow — f  c 
Ciam  Natt  A— c 
Cotton  A  E— f 
Lane  E  A — f  c 
Mcara  W  P— c 
Perkins  E  O— f 
Willcy   John-c 

PLYMOUTH 

Ayer  Chas  J— f  1  c 
Berry  H  E-1 
Berry  J  C— 1 
Brown   F  W— £  ^ 
Burleigh   Alvin— f  .; 

Calley  F  C— £  1  c 
Ferrin  M  A— f 
Huckins  J  P— f 
Keniston  D  B— £  1 
ToUen    F— 1 

PORTSMOUTH 

Berry  W  E— c 
Butler  F  D— £  ^      ^ 
Conlon  W  L  ft  Co— £  c 
Conner  ft  Gardner— £  1  c 
Edson  Mrs  M  C— £    1 
Evans  E  C— c 
Goldsmith  R  E— c 
Griffin  W  T— 1 
Hafford  J— 1 
Hatch  A  R— c 
Hatch  C  E— c 
Hazlitt  C  A— £  c 
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N.  H. — Portamouth, 

Con. 
Howard  A  F— f 
Kehoe  C  H— c 
McMuUen  J  W— c 
Moran   S  A— -c 
Oldfield  Fred— f 
Pender  John  Ini  Agency 

— f  c 
Sise  John  &  Co— f  c 
Stoddard  E  Percy — ^f  1  c 
Trafton  C  E— f  1  c 
Tucker   F  C— 1 
Wood  Geo— f  1  c 


RAYMOND 

Bartlett  Jno  T— f 
Blake  Joe  A— ^  1  c 
Brown  E  T— f 
Dudley  Walter  J— £ 
Guinea  Chaa  W — c 
Healey  J  M— f 
Moorison  Ivan 
White  W  A— £ 


ROCHESTER 

Baril  T  A— 1 
Bosch  J  M  Jr— 1 
Colman  C  D— f  1  c 
Gelinas  A  G — f 
Kendall  Frank  L—i  1  c 
Preston  A  E  &  Co— flc 
Small   F  E— f  1  c 
Smith  H  D— f 
Twomhly  C  H — f 
Vamey  C  W  &  Co— f  1  c 

SALEM  DEPOT 

Gordon  Geo  C  St  Sons— 
f  1  c 

SALMON  FALLS 

Stevens  C  E— f 
Townsend  E  W— I  1  c 
Wentworth  R  S— f  1  c 

SANDWICH 

Gilnian  A  S  A— £ 
Hart  Elmer  B — ^1 
Heard  E  M-l 


SOMERSWORTH 

Brown  Fred  H— I 
Crawford  ToUes  ft  Co— 

{  1  c 
Gagnon  F  J— <  c 
Gandreau  L  T— £  1  c 
Grant  Earl  T— 1 
Joyce  J  H — £  c 
Lancton  J  H— c 
Musaey  F  A— f 
Russell  W  F— c 

WALPOLE 

Buswell  H  H— 1  c 
Rodenbush  C— £ 

WARNER 

Hook  A  J— £  c 
Tewksbury  H  R— f 

WEARE 

Breed  Edward  T— { 
Eaton  Frank— 1 
Herbert  W  S 


WILMOT 
Goodhue  F  Er-4 

WILTON 

Bales  Geo  Er-i  c 
Cheever  H  D— £  c 
Foster  W  Er— c 
Langdell  L  M— £  1 
Putnam  C  E — c 
Spalding  S  A— 1 
Young  A  C — 1 

WINCHESTER 
Brigham  H  W— £ 

WOLFEBORO 
Abbott  &  Avery — f 
Britton  Wm  J— £ 
Edwards  L  N— £  1  c 
Piper  C  D— £  1  c 
Rickcr  H  F— 1 

WOODSVIIXE 
Bartlett  R  T — £  1  c 
Dearth  F  P— £  1  c 
Whitcher  W   F— £ 


NEW  JERSEY 


C.  J.  ADAMS,  Pret. 


CARLETON  E.  ADAMS,  Vice-Pres. 


LUCIUS  I.  WRIGHT,  Sec'y  ft  Treas 


C.  J.  ADAMS  CO. 


REAL  ESTATE  AND  INSURANCE 


REAL  ESTATE  AND  LAW  BUILDING 

ATLANTIC  aXY,  N.  J. 

Dstroit  Humboldt 

FideUty-FheBlx  Insunnos  Co.  of  State  of  Ps. 

FlremenSt  Wsshlagton,  D.  G.  Loodon  and  La&oashtra 

Aioany  Fireman's  Fund  MUehlgan-Commereial 

Agileultuiml,  Watertown.  N.  Y.  G«nDaa.Ameri«an,  Balt&.  Md.  Miehissn  Flra  sad  Manns 

~    '  Glens  Falls  MlUeis  National 

Qlobs  Undsnrxlt^^  Agoy.,  N.T.  MinneH)olis 

QranitaSUta  Now  Hampshire,  Uaneh'r,  NJ[.  Stss 

Hamilton  Niscara  Teuton!^  Be. 

Hanover  Nonrldi  Union,  Norwieh,  Eng.  Vulean,  ntm  York 

Hartford  Peoples  National  Werten  Asiar^es  Go..  TWeato 

Pboenlz,  Hartford,  Ooan. 

Ule,  AntoaobDc  FMeDty.  Acddent.  Plate  Glan,  Liability,  Boiler,  Elevator  aad  Barf^ary  bnraaec 

FldeUtj&GisualtyOo.,N.Y.  Ossually  Go.  of  AmeriA,  N. Y.  Traveleis  lasuianoe  Go.,Hartfocd,  Conn.  Royal  Indamatty  Co,  N.Y- 
London  A  Tiancsshire  Indemnity  Co. 


RBPRESBNTINQ 

Aaelien  ft  Munloh  Fire 
Albany 

111 
Atiss,  England 
GbvelAndNadoDal 
Columbian  National 
Commerdsl  Union 
Conneetlcut,  Hartford.  Conn. 
Continental,  New  York 
Delaware  Underwriten 


Provldsacs  WssMngion,  Fkov- 

ideaoe 
Queen  Insoraaee  Oo..  N.  Y 
Royal  Ins.  Co.,  liTerpooL  Eag 
8eoiiitty  Ins.  Oo^  New  Bavsa. 

Conn. 
Bun  Ins.  Offies,  LoadoB,  Eng. 


ARLINGTON 

Amman    Adolph — f 
Comins  Louis  K — f  1  c 
Eilshumins   H   G — f 
Lindblom  L  W— f 
Strong  E   A — f 

ASBURY   PARK 

Appleby   Frank  T — f  c 
Asbury   Park   Realty   Co 

— f  1  c 
Brewer   &   Smith  Co — f 
Burroughs   W   C— f   1  c 
Calvert  &  Shubcrt— f  1  c 
Covert  D   C— f 
Drumgold  William   L — 1 
Ferguson  &  Son — f  c 
Havens  A  V — £  1  c 
Hickman   J   P— 1  c 
Milan  Ross  Agency — f  1  c  > 
Pawley   &  Co— f  1  c 
Pittenger  Geo  W— f   1  c  ■ 
Robbins  Albert— {  1   c 

ATLANTIC  CITY 

Adams  C  J  Co— f  1  c 
Bacharach     Real     Estate 

Co— f  c 
Cavileer  W  K— f 
Hammer  J  G— 1 
Harris  Co  Agency — f  c 
Howard  P  E— f  c 


Johnston  R  M — ^1  c 
Koch  L.  Jos.— 1  c 
Lindsay  Warner — f  c 
Manning  E  N — ^f  c 
Mason  J  H— f 
Phillips  A  H   Co   The— 

f  c 
Pryor   Chas — ^1   c 
Riddle  Wm— f 
Risley    Maurice — f    c 
Springer  James  B — f 

STEPHANY  &  CO. 

Est.  1873 
ATLANTIC  CITY.  N.  J. 

PbaenlxAimr.Oo.,  RophasterGennsa 
Unl.  Isitam  Und.,  Oaflndss,  H- 
iriotie  iWQTSTUs,  ihiblin;  Umo. 
Bondiag,  Qtest  listsni  Qu^  Qsr- 
msais  ufa.  I.  T. 

EOe  HARBOR  CITY.  N.  J. 

IoineIai.Ooofl.T..  liagsrs.  Fire 
kmo,  PUUh  Qermsnis  Fin  H.  T^  R. 
6.  Und.  1.  Und.,  PatriotieiHiurAnoe, 
Bablin;  IstioBsl  Ssntj. 

Walker  H  Lee— f  c 
Wyld  Fred  W— f  c 

BAYONNE 

Adler  Louis— f 
Annett  Chas  E — £ 


Bond  Joseph  P — f 
Boylen  James  J— £ 
Colville  C  M— £ 
Crcighton  L  N— £  c 
DriscoU  J  J— £ 
Gould  G  H— £ 
Hall,  Tiltenberg  ft  Co 
Holman    Edward    S— £ 
Johnson  J  M  ft  Co— f  c 
Laxanis  ft  Rickert — £ 
Roberson  Horace — £ 
Salter  W  D— £ 


BELLEVILLE 

Brooks  Geo  L— £ 
Clark  W  D— £ 
Coeyman  J  H — I  c 
Depue  John  W — £  c 
Gavey  Eugeqe  M — f 
Ryerson  John— £ 


BELVIDERE 

Carter  E— £ 
Hixson  S  J— f 
Morrow  &  Hilton— £ 
O'Neil  Wm— £ 
Searles  A  B— £ 
Searles  Harry — £  1  c 
Widenor  Ambrose  B — £ 


BEVERLY 

Addis  Geo  W— £ 
Beatty  J  C— £ 

iordan    E   B— £ 
lorrell  J  T— £ 
Parsons  J   S — ^f 
Perkins  D  N— £ 
Smith   F  J— £ 
Vansciver  W  J— f 
Wells  Z  P— £ 

BLAIRSTOWN 

Craig  A  B  ft  Co— f  1  c 
Konkle  L  A— £ 

BLOOMFIELD 

Albinson    James — f 
Ashley  H  J— £ 
Carey  J  J— 1 
Davis  Howard  B — f 
Davis  John  T— 1 
Edgerly  ft  Gilson— f 
Haakell  L  C— 1 
Quinn  P  T— £ 
Newman  E  E — £ 
Russell  Nathan  Inc— €  c 
Sheridan  N  F— I 

— £  c 
Stevenson   Company  The 

— f  c 
Stone  Frank  B— £ 
Sutton  L  E — 1 
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BLOOMINGDALE 

BaU  Ed  E— f  1  c 
Donald  S  R— f  c 
De  Bow  Ndaon—f 

BOONTON 

Brown  J  L— f  1  c 
Cahill  E  J— f  I 
Hopkins  C  F — i  I  c 
Kerr  Wm   E— f 
Morse  &  Smith — f  e 
Todd  Geo  U—f  1  c 
Van  Duyne  N  S— f  1 

BORDENTOWN 

Aaronson  R  H — f  1  c 
Borr  Samuel  E  &  Son — 

f  c 
Garison  S  F— f 
Malone  J   R-— £  c 
McGowan    S — 1 
Tantum  £  B — f 

BOUND  BROOK 

Dntcher   Sixneoo — f 
Flammcr  A   D — ^f 
Oakley  P  H— f  c 
Reed  k  Sujdam — f  1  c 
Soydam  H  C— £ 
Van  Sjckcl  T  D— £  1  c 

BRIDGETON 

Betchner  Geo  W— f 
Bowen  D  M— £ 
Bnit  J  Ogden-^ 
Craig  Arthiir  S— c 
Deal  Joaeph  H— 1 
Hampton   Geo— £ 
Hand  Ellsworth— 1 
Homer  Frank  B— c 
Lewis  Pancoas^— 1  c 
loder  LcroT— f 
McAllister  ft  Wright-^ 
McGear  J  Brodie— £ 
McKec  F  C  Jr— f 
Meyers  Loui*— f  c 
Mitchell  John  G-£ 
Nitshe  Geo  A— I 
Potter  Francis  D— 1 
Powell  Jos  H— £  e 
Reeves  Hugh  L— £  1  e 
Sharp  Barton  F~^  1  c 
Starger  ft  Starger — £ 
Ward  Roscoe  C — £ 
Ware  Jaa  S-f  1 

BURLINGTON 

Armatrong  J  A — £  1  c 
Branch  Reginald — £  c 
Doolin  E  C— £  c 
Dresser  A  W— £  1  c 
Rtgg  Budd  M— £  c 
Shaw  Samuel  G^£ 
Tajlor   Joshua    ft  Son— 
f  I  c 

BUTLER 

Glann   Milton — f  c 
Gormley  Edward  D— 1 
Roome  &  Lamscha— f  e 
Stiff  Wtn-l 
Treweeke  R  F— I 
Ward  Jease-£ 

CALIFON 

Apgar   C  W— £ 

Ccist   Sc  Worman— £  c 

Pill  Jos  F— £  1  c 

CAMDEN 

Ackley   C  S— £ 
Baker  James  F  Co— t 
IXerger    Harry — £  c 
Boardxnan  T  F— £ 
Burr   F   J— £ 
BDrleifffa  J  J — £ 
Burr- Smith  Co— £  1  c 
Butcher    Chas  M— £ 
Condit   D  Harry— £  1  c 


Dayis  WillUm  H-£ 
Evans  H  G — f 
Felton  Chas  H  ft  Co— f 
Fitzgerald  Thomas  B — £ 

1  c 
Freeman  Bros--l 
HalUnger  Wm  P— f  e 
Halloway  £  O— c 
Hatch  Cooper  B  &  Co— £ 
Henderson  D  A  ft  Co— 

f  1  c 
Humphreys  Louis  B — ^I 

iessup  Geo  W  ft  Son— f 
ustice  J  S  ft  Co— £ 
Lcene  Mrs  A  £  c 
Kirkbridc  G  W— £ 
Lare  A  B— 1 
Low  J  S—  £ 
Massey  W  E— £ 
Mather  J  A   Jr— £  c 
May  Edmund— £ 
Miller  Crawford  ft 

£c 
Newkirk  Chas  S  ft 

£ 
Nixon  Horace  F— £ 
Nowry  Jas  E— f 
Ott   S   C— £ 
Patton  W  F— £ 
Reader  L  B — £ 
Rseder  R  F— £ 
Renwick   D   S— c 
Royal  Herbert  W— £ 
Schmidt  Wm-f 
Smith  T  T—£ 
Stem  D  H— c 
Stokes  ft  Packard— £ 
Tmscott  ft  Sharp— f 
Verga  &  Bartelt— f  c 
Verga  Lawrence-^£ 
Wesley  ft  Wesley— £ 
West  T  I    c 
WhaUnd  Harry  H— £ 
Wilson  ft  Carr— £ 
Wilson  J  E— c 
Wimer  G  N— € 

CAPE  MAY 

Campbell  Charles — f  c 
Eldredge  Samuel  F— £  c 
Hughes  Gilbert— f  1  c 
Humes  J  Harry — i 
Miller  C  Earl— £ 
Needles  Sol— £ 
Richardson  F  C— £ 
Stites  £  P  &  Son— £  c 
Taylor  James  R— £ 

CARLSTADT 

Foth  Herman— I  i  c 
Ullman  Jacob  H — £  c 
Zimmerman  Geo  ft  Son — 
f  c 

CLINTON 

Baker  ft  Smith— £ 
Bien  Geo  W— 1 
Kline  ft  Shive-f 

CRANFORD 

Ferguson  ft  Van  Name — 

£  1  c 
Sackctt    Grove— £ 
Seward  Clarence — £  1  c 

DOVER 

Baker  W  H— £ 
Carry  John  R — 1 
Cooper  Peter  E — £ 
Hummer  D  R — f  1  c 
Jenkins    Edward— £ 
Kinff  H  H— 1 
MolTcr  John — £ 
Northcott  M— 1 
O'l-eary  P  B— I 
Schwarz  Harry  L — {  I  c 
Tippett  F  H— f  1  c 

EAST  ORANGE 

Ballard  M  L-£ 
Bancroft   Frank— £ 


Blauvelt  J   N  ft  R  T— 

£  c 
Bruen  Edward  E  Co— fc 
CasUe  F  D— £ 
Connolly  ft  Connolly— £ 
Errickson    Walter   F — £ 
Geer  F  M— c 
Gilliams  John   F — ^1 
Greening  Chas  H— £ 
Grover  Geo  A— £ 
Hedden  W  Gumey— flc 
Hohnes  R  D  ft  Co— £ 
Johnson  Thos    £ 
Jones  A  J — f 
Kelley  E  A— f  c 
McComb  Edward  W— £ 
McWiUiams  J  W— £ 
O'Donoghue  C  Co— f 
Peterson  Miss  M  L— £  c 
Savage  S  J— £ 
Simmonds  J  G — £ 
Smith  Thos  H— £ 
Taylor   Frank   H— f   c 
Westervelt  C  A*£ 
WiUet  Henry  S  -£ 
Wirthington  H  Jrw-£ 
Young  F  W— £ 

EGG  HARBOR  CITY 
Cast  Chas  T— f 
Kann   Henry — { 
Stcphany  ft   Co— £  1  c 

ELIZABETH 
Bishop  S  C— f 
Bender  A  F— £ 
Bourdon  W  A— £  1  c 
Boyle  M  W— £ 
Colins  J  J— f 
Dix  Warren  R— £ 
Dunbar    ft    Weaver^-£ 
Fontaine  F  E— f 
Gabriel   F— f 
Gorden    L— £ 
Hall  J  G-f 
Henneasy  D  F— f 
Keys  H  C-f  1  c 
Kirkland  R  J — f  c 
Mara  C-f 
Meeker  W  H-f  1  c 
Miller  B  B  ft  Co— f 
MulfoPd  E  D— £ 
Nimmons   ft   Co — £ 
O'Donnel  L-f  1  c 
OgdenBM    &   SR— flc 
Patterson  R  L— f 
Phares  E  W— f  1  c 
Pulsford  J  A— f 
Ryan   J  P  ft   W   H-f 
Sayre  G  R— f 
Stein  W  F— f 
Strawbridge   J   H — ^1 
Trobridgc  H  C— f 
Walker  J  H— £ 
Whittemore  A  R— £ 
Woodward  ft  Williamson 
—flc 

ELMER 

Cochran  Abraham— £  c 
Edmunds  John  C — £ 
Xieukirk  E  W— £ 
Stratton   C  L— £ 

ENGLEWOOD 

Bertv^istle  ft  Livings- 

ton  Co^f  c 
Conklin    William — i    c 
Coe  Arthur  E— £ 
Fink  J  H— £ 
Gorham   R   A  Co— £  e 
Homans  Shepard— 1 
Honick  ft  HUl— £ 
Lenssen    A   Jr — £ 
McKinney  J  H-1 
Miller  L  A— 1 
Mowry  L  D— f  1 
Probst  Frank  B — £  c 
Reinmund  6  F— 1 
Smith  B  M— £ 


Van  Buskirk  MaxweU— £ 
Valentine  D  F-^ 
Vermilye  H  R— f  I  c 
Weatherby    W    ft 
£  c 

FLEMINGTON 

Alvater  ft  Landis— f  1  c 
Berkaw    B    H-f 
Bloom  George  H — £ 
Dilts  Augustus— £ 
Glazer  Marctis  L — f  1  c 
Large  George  K— f  c 
Parker  Bros— £  1  c 
Bobbins  Adam  O— f 

FREEHOLD 
Barkalow  C  B— f 
Butcher  Donald  C— flc 
Crawford    Wesley — 1 
De  Roche   J  A-c 
Donahay  Jos   L — £  c 
DuBois  Chas  V— £  c 
Hankinson  Wm  A  Jr— £ 
Lockwood    Samuel    A— £ 

1  c 
Mount  H  J— £  1  c 
Naylor   Garret— 1 
Resell  John  T— £  1  c 
Van  Derveer  E  I— f  1  c 

FRENCHTOWN 

Able  H  J— f  1  c 
Hough  J  C— c 

GARFIELD 

Alnor  John  N— 1 
Anderson  L— c 
Boehmer  Chas— f 
Brown  Lawrence  £ — 1 
Brown  M  S— £ 
Elgersoma  C — £ 
Ingue  Ciro — 1 
Tanowsek  Emil — I 
Komhoff  A — £ 
Messenio  Frank — £  c 
Meyer  Chas — £ 
Mueller  Albin— 1 
Muller  Frank— £ 
Perrone   Frank  Jr— £   c 
Romoglia  Frank  V— f 
Van  der  Plaat  f  Jr-f 
Whitehead  Miles  C-f  c 
Wright  &  Reynolds— f  c 

GERMAN  VALLEY 

Coursen    Edward— 1 
Dufford  P  S— £  1  c 
Walch  John  C— £ 
Walsh  E   C— £ 
Wiley  F  J— £  1  c 

GLASSBORQ 

Downer  &  Son  N  A — f 
ImhofF  Jacob   F — £  1  c 
Pierce  £  S— t 
Shute  H  C— f 
Sturgess  Edward  L — £  1  c 

GLEN  RIDGE 

King  R  C-f  1  c 
LanRstroth  T  W— f  c 
PhilUpa  John  B— f 
Pierson  A  R — f 
Russell  Nathan  Inc— f  c 
Kyan  Vincent  A— f 

GLOUCESTER  CITY 

Casey  Geo  A— f 
Glenn   S— 1 

Hambleton  Wm  B-^  c 
Holcraft  A— f 
Lcdden   Phcnis — f 
McClane  James— f 
McCormick  Wm— £ 
Mullen   Daniel — £ 
Ouigley  J— f 
Reeves  Btarry — £ 
Stetser  &  Stetsex^f 
Whittington   Jos — f 
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GUTTENBERG 

Eypper  W  J  &  C  A-f  c 
Knoebel  P  R^f  c 
Rose  W  F— f  c 

HACKENSACK 

Barkman  B  B — f  1  c 
Bergen  Realty  Co — f  c 
Beyer  Edward — f  I  c 
Cumming  Thos  H — f  c 
Doremus  H  B — f 
Fountain  C  S — f 
Haring  J  Elliott— f  c 
Hinds  Florence  M — f 
Hinds  John  F  &   Son — 

f  c 
Johnson   Agency   The — 

f  c 
Newman   Bros — ^f  c 
Phillips  E  T  &  Co— f  c 
Romeyn  James  A — ^f  c 
Ross  F  B — f  c 
Shaffer  Wm— f 
Taylor  F  M  &  Co— f  c 
Van  Gieson  J  B — f  c 
Waite  F  H— f  c 
Walden  Daniel  T— f  I 
Washburn  Thoa  F— f 

HACKETTSTOWN 

Fisher  James— £  1 
Neifi^bour  Morris — f  c 
Trimmer  A  W— f  1  c 
Young  Mrs  B   B— f 

HADDONFIELD 

Abel  Geo — ^f 
Alburgcr   P   F— f   1 
Alexander  C  G— 1 
Archer    F  M— f 
Bishop  R  P— f 
Braddock  H  L— £ 
Clement   A — £ 
Cook  C  B— 1 
Cooke  W  L— 1 
Dawson  H  B — 1 
Dreby   E  C— f 
Field  H  B— c 
Foard  M  B— £ 
Fox  R  E— 1 
Fredericks  Geo  E — f 
Graff   L   E— f 
Grigif  H   S— £ 
Harrison  Wm  H — f 
Heins    L   J— £   c 
Hopkins  T  S— £ 
Kreuger  F  Tr— £ 
Krouse  C  A  &  Co— f  c 
McNeill  Arthur  Y— £  1  c 
Magill  E  F— £ 
Mastftrs  W  G— 1 
Pierce  C   F— c 
Pressey    D — £ 
Rcid  W  I^-c 
Tatem  J  F— f 
Tilden  V  R— 1 
Titus  B  O— f 
Willets   S  A— £ 
Wood  Harry — c 

HAMMONTON 

Baker  Jos  A — f 
Bemshouse  W  H— £  c 
Dc  Puy  Wayland — f 
Hammonton   Trust    Co— 

£  c 
Patten  J  P— £ 
Perry  Jos  W— 1 
Phillips  H  M— 1 
Picken    Robert— f 
Strouse  Geo  E— £ 
Tilton  W  R— f 

HARRISON 

Riordan  Joseph  A — £  c 
Van  Dcrcn  Clarence  T — 
£  c 


HAWTHORNE 

Johns  E  A— f  c 
More  A  G— 1 

HIGH  BRIDGE 

Apgar  Luther  A — £ 
Apgar  John  R— f 
Trimmer  E  D— £ 

HIGHTSTOWN 

Allen  ft  Stults— £  1  c 
McKay  Miss  M — £  c 
Schenck  E   G— c 

HOBOKEN 

Bender  F  W— f 
Benson's   Jas    Sons — f 
Brockhaus  Geo  C — f 
Burhom    C  Alfred   Co — 

f  I  c 
Byrne  Jos  M  Co — f 
Carey  Bros — £   c 
Cella   Louis  J — c 
Eckhardt  J  J— 1 
Faist  Chas — f 
Fall    Chasr— f   c 
Fugazzi  Louis  S — f 
Goldram  N   M  &  son— f 
Kennedy  Jos  J — £ 
Klie  J  Wm— f 
Koch   &  Rickens — £ 
Lauckner  O   O   Inc — f  c 
Magee  Eugene  V — £  c 
Martin    Edw    W— £ 
Mayer   Leo— f 
Mayer  L  J — f 
McQueen  C  H— £ 
Schiller  Albert   S— £   c 
Schmidt    Fred    F— £ 
Smith   Harry   A — f 
Stein  Geo  C — f 
Steljes  &   Steljes — f  1  c 
Steneck  John  &   Sons — f 
Weidner  Henry  J — f  c 
White   Wm   H— f 
Whytc  Jas  W— f 
Yates   John    P — c 

HOHOKUS 

Keiser  G  T  B  ft  Co— f  c 
Keiser  I  B— £  1  c 

IRVINGTON 

Bonnet   Mrs   Mary — c 
Bross  Edgar  A — r 
Flindell  &  Co— f 
Harrison  Geo  D — f  c 

iones   Mrs  Lottie   A — £ 
lartin  J  P— £  c 
Passing    Stanley — £ 
Rein£elder  E  C— £ 
Salvage   Irving — f 
Sharp  F  R— f 
Short  J  W— f 
Stales   A   J   Co — f   c 

JAMESBURG 

Brooks  Wm  H— f  c 
Courter    Wm    H    Agency 

The— f 
Davison  B  D— f 
Davison  C  M — £ 

JERSEY  CITY 

Rauriedl  H  J— f  c 
Bietz   F  W— £ 
Brown    Frank    S — f 
Byrne  Jos  M  Co — £ 
Davis  Robert— f 
Erwin  &  Co— £  c 
Fengado  W  S— £ 
Fischer  &  Smith — £  c 
Flindell,   Seeley  &  Co— f 
Gaddis  P  &  Co— £  c 
Garrison  W  V  &  Son— f 
Haesloop  J — f 
Hall    Albert— £ 
Heights  Realty  Co— £ 
Higson  &  Higson — £  1  c 


Hostman    C — f 
Insley  E  W  ft  Son— £ 
Jaquith  Wm  P— 1 
Lauckner  O  O  Ins 

Agency — £  c 
Lewis  Frank  H — 1 
Love   ft   Wanorr   Cooney 

Co— £ 
Mathews    Co   Frank   J — 

£  1 
May   R   C   E— £ 
McLaughlin  J  A — £ 
Mendles   Theo— £   c 
Meyer  ft  Klein  Co — £ 
Michel  ft  Moore — f  c 
Muller  ft  RolHs— £  c 
Muller's  John  E  ft  Sons 

— £  c 
MuUins  ft  Cronan — £ 
Munch  &  Klie— f  c 
Nagle   J   F— £   c 


£ 


Nelson  &  Ward — f  c 
O'Neil  A  T— £  c 
Osmond   A   C — f 
Patterson   ft   Rowlands— 

f 
Paul   J   H— £  c 
Ransom  B  F — i  c 
Rippe  Arnold— f 
Roll£s  Realty   Co— £ 
Roth  &  Miller— £  c 
Rowland   S— f 
RusseU  H  J— f 
Ruykhaven      &     Hauen- 

stein—  £  c 
Ryer  &  Hague— f 
Schau  Henry  G — £ 
Schenck    ft    Schenck    Co 

— £  c 
Schumann's  G  Sons — f 
Slater  C  H— £ 
Smith  Co  C  P— £ 
Smith  Thos  M — 1   c 
Stevens   Frank — £   c 
Taylor  E  M  ft  Co— f 
Tenbroeck  Morse  Co — £ 


Brown  Geo  W — f 

Clayton    Chas— f 

Van  Buskirk    Artfanr    S 

—1  c 
Walling   Alvarado   M — f 
Walling  R  Q— f 

LAKEWOOD 

Bradahaw  Co  A  M— f  1  c 
Le  Compte  £  E — f 
Lynch  Jaspep— 'f 
Tickner  Ed  A— f  c 

LAMBERTVILLE 

Dilts  Robert  H— f 
Hayhurst  W   F— f 
Holcombe    ft  McCracken 

— £  I  c 
Lyman  W— f 
Sergenat  L  H — f 

LITTLE   FALLS 

McCHncey  W  G— £ 
Matches  C  W— f  1  c 

LONG  BRANCH 

Braney  T  F— £  c 
Emanuel  ft  Co— f  c 
Green   Harry  W   ft  Bros 

— £  c 
Holston  Arthur  L — f  c 
Woolley  ft  Sherman  Co— 

f  c 

MADISON 

Benjamin   Chas — f 
Eagles  Alex — f    1  c 
Keating  Jos   V — £  c 

MANASQUAN 

Bush  Ralph — £ 
Conover  Wm  T — ^1 
Gre^  E  B — £ 
Tan  sen  J  H— I 
Longstrect  John  A — f  c 


VAN  HOUTEN  &  SHERWOOB  CO. 

Louis  Sherwood,  Pres. 

Telephone,  Jersey  Qty  S3  15  KjIC]MJI|(«  Flft€« 

Representing 
Firemmns  Fund,  Travelers  of  Hartford,  (Hobe  mad 
Commonwedth,  N.  Y^  U.  S.  HdcHty  and 
Automobile  and  Workmen's 


(hmmnty.  M4. 

iM. 


WOODWARD  ft  WILLIftlSDI 

TelepkoDA,  373  J.  C.  (tNC.>       343^^  WaAi^ton  St. 

AuthofiiMl  Ao^nts  for 

OmtuMtttal,  I.  T.;  Itftsni  Undtrvitm,  IJ.;  Gvaaa  kmmma^  Pa.; 
Law  Umoa  and  Rock,  log.;  Uniaa,  bg.;  livvpaal  k  Imdm  k  fixate: 
H.  T.  Undarvriton  igmoT;  Pittsburgh  lire;  Itaiai  Aan.  tociiiT.  kr; 
law  York  Plata  GlaaiTFor  Union  and  Eisex  CoHmtos:  Oomaral  Q^ 
iam.,  bg.;  laatara  Uairs^  I.  J.,  Hamterg  Bmam;  Uv  lUn 
Rode  br.;  >•  T.  Dndxa.  inaay:  bottiak  Unioa  k  bluaal;  IbMn 
8odaiT,bg.  General  Agents  far  Raw  truswiak  lira;  Slater 
nity;  Oolunbia,  R.  J.  (iataa);  Union  Mariaa,  In^  (AataaX 

Branch  Offica,  303  Browl  St.  EHzabath,  N.J. 
L.  &  L.  &  O.  Office,  80  William  Stract.  Nnw  Yoric  CMy. 


Wallace  Wm  C— f 
Wooley  M  &  Son— f  1  c 

KEARNEY 

Can  field   Burton    E— f 
Borland  Co  I  V— f  1  c 
Eilshumiua  H  G—f 
Lindblom  L  W— f 
Strong  E  A— f 

KEYPORT 

Ackerson    &    Acleerson— 

f  c 
Antonides    A    W — f 


Miner  J  D— f 
Morria   Wm— 4 
Sprague  F  T— c 
Townsend  George— 1 
Zimmerman  H  S— I 

MATAWAN 

Bedle  W  G— £  1 
Henser   Geo—] 
Schock  C  S— f 
Shepherd  George  B — f 
Thompson  F  K—t   1   c 
Voorhees  James  E- — < 
Warden  C  H— f 
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MERCHANTVILLE 
B«atty  C  H— 1 
Craig  Artfanr  E— f 
Downs  F  A— f 
GaskiU  Theodore  Lr-i 
Griffith  Joshue— f 
HoIIingshemd  G  I— f 
Holman  W  A-f  1  c 
Lewis  W  H-4 
Longstreth  Wm— f 
Morton  J  Edgai^-I 
Pierce  C  F-I 
Ruth  Mn  Mary— { 
Swope  D— f 
Walton  Coates  Jr— f 

METUCHEN 
•Ayers  H  Er—i  1  c 
Campbdl  Clias  C— f  1  c 
Power  D  A— £  1  c 

MIDLAND  PARK 
Cbristopher  C  J— f  c 

MILLBURN 

Rcerv  Chas  R— f  c 
Schmidt  J  H  Tr^ 
Sammers  W  £— f  I  c 

MILLVILLE 

Andreas  Clia*— 1 
Banks  liable— f 
Broadwater  D  B— 1 
Bon  H  O— f 
Qark  Geo— 1 
CoaoTtr  Chas  B — f  c 
Davis  Geo— 1 
Erickson  H  R— f  1 
Qiagan  Wm— 1 
Goodwin  E— f  c 
Goodwin  Wflbert— f  c 
Hackett  John— « 
Headier  Benj    F— f  c 
Headle7i«me«  R  H — f  c 
Heaton  Wm — 1 
Lai^ley  E  L  ft  Co— f 
Madden    Hazeltox^— f    c 
Oliver  Roy^f 
Powell  Harry— f  1  c 
Sampaoa  P  S— -1 
Sheldon   Wtlbert—f  c 
Simmons  Thos  S^f  c 
Smith  Joa  F— f 
Thomas  Gea-4 
Weatberby  Henry— f 
Wheaton  Frank— 1 
Wfaitaker  Thoa-^  1  c 

MONTCLAIR 

Anderson  C  W— I 
Brewster  S  L— f 
Connelly  H  S  ft  C»— f 
Crawley     Franda     M    ft 


Draper  R  B— f  1  c 
Hening  R  M — f 
Hi]g;hc9  ft  Taylor  Cd  Ine 
— f  c 

JenckinB  ft  Marshall-^ 
Larsen  Pedex^— f  1 


Mooncy   Jai 
Parsons  W  H— f 
Roche   Thos  A— f 
Simpson-Merritt    Co— < 
Stone  W  E— f 
Watfcins  Jas— < 
Yost   Henry  L — i 

MOORESTOWN 

Aitkcn  G-l 

3utterwcck  Jos  S— f  c 
Evans  Geo  B— f 
GniesiMe  Geo— I 
Kennsrd  W— 1 
LcCoocj  Wm  G-^  1  c 
Pettit  A  S--{  1  c 
Spooaer  Geo  C— 1 
Stokes  N  Newlin  Jr-f 
SnllivanJ   T— f 
Wright  Wi 


MORRISTOWN 

Ayres  Theodore  ft  J   B 

— f  1  c 
Baldwin  Frank  D— f 
Day  S  S— 1 

Gennng  Harvey  J— f  1  c 
Griffith—f  1  c 
Griawold  H  E— f 
Hipson  E— f 
Hnrtzig  Wm  G— f 
Johnson  J  H  ft  Co— f 
Merrell  F  W— 1 
Roach  V   D— f 
Romine  D  £  ft  Co— f 
Ross  Geo  H  ft  Co— f  1  c 
Searing  J  Walter— f  1  c 
Smith  Geo  C— ^ 
Van  Dyke  ft  Wise-f 

MT.  HOLLY 

Bowker  R  W— f  1  c 
Hawldns  Harry  Jr— f  1  c 
Howell  John  R— f  1  c 
Hulme  f  S— f 
Kelsey  ft  Kille-^  c 
Krayer  C  J— f  1  c 
Oatman  Johnson— 1 


NEWARK 

Adams  F  W— 1 
Adier    Harry— f 
AUsop  A  E   Inc — i 
Armstrong  F  L — f 
Baker  W  R— 1 
Bamberger  Maurice — ^1 
Bancroft  Frank — f 
Beardsler  C  B— f 
Bcaty  W  I-fc 
Bell  Devit  C— f 
Benjamin   F   E— f 
Berry  J  J  ft  Bro— f  c 
Bice  E  Er-l 
Bickford   A— 1 
Blasberg  ft  Ziegler— f  c 
Bond  Geo  E— f 
Bonghner  ft  Co  A  K — f 
Bom  C  N— 1 
Bower    G    F— 1 
Brittain  H   M— 1  c 
Byrne  J  M  Co— f  1  c 
Camp  J  F— 1 
Campbell  W  H-f 
Carey  T  J— f 
Carlough    F   V— f 
Cavicchia  Peter  B — f 
Chandler  W— 1  c 
Chapman  A   S — f 
Clark  M  H— f 
Clarkaon  W  B— c 
Coe  T  C— f 
Coleman  H  H— 1 
Conlon  R  P  ft  Son— f  c 
Cotes  Ben  L — ^1 
Crowley  T  F  Jr— f 
Cunning   S   P— f 
Daly  Edw  P— c 
Dassing  H  J— f 
Day  ft  Comuh — 1 
Day  C  W-c 
Day  L  D— 1 
Davett  E  M— c 
Decker   A  J— f 
Dempsey  W  A — 1 
De  Richemond  H  L— 1 
Dodd  Chaa  S— f 
Dunham  ft  Jordan — ^f 
Eakins  F   A— f 
Egner  A  W— f       , 
Eichom  ft  Foley— f  c 
Eisele  F  H— 1 
Eisele  John  C— 1 
Employers*   Bureau    Inc 

Errickson  W  F-I  c 
Essex  County  Agency— 

f  c 
Faulhaber   L  O— c 
Feist  ft  Feiit— f  I  c 
Fiedler  Corporation  The 

— I  e 


Ht 

f 


Fischer  F   T— f 
Fischer  John — £  c 
Flindell  ft  Co— f  c 
Foley  H  J— c 
Ford  William— c 
Fosdick   L — 1  c 
Garabrant  Jas  E  ft  Co— 

f  c 
Gciser  &   Plum — f   c 
Geist  J  H— f  c 
George  H  P— f 
Gcyler  John   B— f 
Giblon  John— < 
Gillcn  J  J  &  Co-f  1  c 
Griffith  T  W  Co  Inc— £  c 
Groell   Mrs  Au|pasta — i 
Guerin   ft  Williams — f  c 
Hall  J  EUiott— 1 
Hall  W  C— f 
Hand  Edward— £  e 
Hahn  J  L— £ 
Hannay  G  F 
Heard   W   H— £  c 
Heidt  F  G— f 
Henry  Chas  M— £ 
Herrick  C  C— 1 
Hess  &  Meyer — i 
Heyman    I    E— f 
Hicks  J  V-f 
Hodson   Clarence    &    Co 

— f 
Hoefner   Albert— f 
Honness  J  F— «£ 
Howie  D  V-f 
Huegel  ft  CUrk— £ 
Httgg  C  W— 1 
Hughes   W   B— f 
Hull  W  B— £ 

ones  A  J — f 
udge   B    K— f 
~ing   ft    Hilditch-{ 
King  Geo  F— 1  c 
King  T  W— 1 
King-Marsae    Co— { 
King  N— 1 
Kinne  E  B— £ 
Kirkland  ft  Yardley— f 
Krammer  C  F— I 
Lamoreux   G  W — f  1  c 
Lelarge  George  B — £ 
Levi  Rudolph — £ 
Linderman  n  R — ^I 
UUett  Charles  S— f 
Unnett  ft  Conklin — f 
Lippman    &  Lowie  Inc 

Litwack  Saul— 1 
Loebel  Chas— £  c 
Lord  H  G— 1 
Lurich  C  C  ft  Co— £ 
Lushear  W  H— 1  c 
Lyon  C  C— £  c 
Ljron  Ernest  A — i  c 
Lyon  Geo  E— f 
McArthur  J^E  Co— £ 
McCord  C  F— 1 
McDonongh  E  W— £ 
McNeil  John  T— £ 
MacDonald  F  M— c 
MacKechnie   Louise   G — 

f 
Mahoney  C  J — £ 
Marley  B  J— 1 
Martin   Chas   N-f 
Marvin  H  F— ^ 
Mayer  John  E— £  c 
Mills  P   R— c 
Moffatt  T  C  ft  Co— £  c 
Morse  M  W— £ 
Morton   Y  L— f 
Muller   ft  Baumann— f 
Murphv  H  N— c 
Mutchler  Geo  ft  Co— £  c 
Myers  ft  Stell— £ 
Nelson  H— ^ 
O'Donnell  T  A— £ 
O'Gorman  ft  Young — £  c 
Olcott  S   C— c 
Osborne  R  A — { 
Pell  Dewitt  C— f 
i  Ferine  J  J— c 


Pfistcr   J  C— f 
Phillips  T  A-f 
Pitman   H   W— f 
Plume  Geo  C— £  c 
Poh  Adam  Jr— £ 
Pomerchnc   Henry — ^f  c 
Popik  Al£red— £ 
Popik  D  N— £  c 
Price  M  J— £ 
Purdy  Thos— £  c 
Reeve  Arthur  D— £ 
Rcid  J   H— c 
Reinmund  B  F— 1 
Reiss  Henry — £ 
Richards  C  G— £  c 
Robertson  A— £ 
Robinson    Hugh— f   c 
Rommel  Henry  C — £  c 
Rosenstrauch  W  S— £  c 
Rude  L  G— 1 
Rupprecht  J  Wm— £ 
Ryerson  ft  Hall— £  c 
Saranac    Realty    Co — £ 
Scharff  J  H— c 
Schlesinger  L  Ino — £  c 
Schnarr   S    T— £ 
Schechner   Samuel— f 
Schoner    Frank— £ 
Schurr  Albert-M 
Schwaninger  J   J— £  c 
Scriba  J-£ 
Selvage  Chat— i 
Selvage   Irving— £ 
Shipman    Clifford — £ 
Shoemaker   G    Er-£ 
Shryver  ft  Geyler— c 
Siegel    J   W-l 
Simonds  Geo  H— 1 
Smillie   G   C — £ 
Smith-Case  Co— £ 
Smith  M  M— £ 
Sommer  G  F  ft  Son — ^fc 
Spengler  C  A--C 
Stanlcy-Dassing    Co— £ 
Stein  Julius — f 
Steljes   G   H-£ 
Sterling   C  A— f 
Stevens   H    J— £ 
Stevens  T  H  P— c 
Stiles  F  W  T— c 
Stoutenburgh  R   B— £ 
Stroebel   C   A--£    ^     ^ 
Swatland  Stephen  S— £ 
Thompson  J    B — £ 
Thompson  W  Lr— £ 
Tillmes  A— £ 
Todd   W   A-£ 
Tottcn    G    O— £ 
Trainor   O    M— £ 
Trimpi  H  F  Co— £  c 
Trubc   L   C— £ 
Ulrich   C   C— £ 
Utter  F  N— £ 
Utter  J  N— f 
Van  Sant  H  M— 1  c 
Van  Valen    M  B  Agcy 

Van  VHet  ft  Kerr— 1 
Voight  A   G-£ 
Wagner  Henry — ^£ 
Ware  A  K— £ 
Ward  ft  Gchin--£ 
Weiland    Ferdinand— £ 
Weiner   Oscar  &    Son— f 
Wcintraub   J   A— £  , 
White  ft  Fenwidt-rl 
Wickham  R  M  Co— £ 
Wilkisson    ft    Cooper- £ 
Wise   G    K— £     _,     , 
Wordley  James  E— £ 
Wucsthorf    J— £ 
Wyckoff   D   T— £ 

NEW  BRUNSWICK 

Cahill  Edw  J-£  c  ^ 
Cramer  Caleb  H— I  c 
Edgar  Jas  A— £  c 
Fisher  Chas— £ 
Garsline  Ralph — i 
Harkins  ft  Victory  Co— 
£lc 
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N.J. — New  Brunswick, 

Con. 

Hendricks  J  M  ft  Co— f  c 
Kirkpatrick  J  Bayard  Co 

Levin  Samuel  L— f  1  c 
Middlesex   Brokerage  Co 

^  c 
O'Connell    Tamea — ^f    c 
O'Connor  Michael — f 
Parker  NcUaon  T— f 
Stevenson  B — f 
Towlc  Geo  C— f 
Van  Qeef  Howard — 1 
Watson  John-^ 
Williams  Paul— 1 
Williamson    Luther    M^ 

fc 
Wright  J  B— 1 


NEWTON 

Harris  ft  Morris— f 
H^dershott  ft  Son  J  B 

— £ 
Howell  Smith  ft  Co— f  c 
Losey  John  C — f 
Tuttfe  Rutherford— f 
Van  Blarcom  A  J — ^1 
Woodward  Henry  J— f  1 
Woodward  Wm  W— £ 


OCEAN  GROVE 

Covert  D  C— f  c 

Woolston  Ernest  N — £lc 

ORANGE 

Aino    Wm    T— c 

Ayers  Thomas  O  &  Son 

— f  1  c 
Baldwin   Lathrop   E— 1 
Berryman  John — f 
Black   Wm   W— f 
Bowerman   F  J — c 
Burtis  Chas  H— c 
Qark  T  A— f  1  c 
Cox  Theo  J— c 
Davis  Theo  A— c 
Dudley   Robert— f 
Dugan    Daniel   A — c 
Duryea   A   H— f 
Empire    Realty   Co   Inc 

Francis  J  S— f 
French  Chas  F— c 
Frisbee  L  W— 1 
Gibbons   ft   Co — f 
Hamilton  £  P  &   Co~f 
Hanley  Jas— ^f 
Holmes   Jas   S — f 
Lamoreaux  G  W — f 
Major  Mrs  M  G— f 
McDevitt  A   J— f 
Miller    Eari    A— f 
■     Mor^n  C  H— f 
Moriari^  Jos   W— f 
Moxey  rrank  A — 1 
O'Donohue  C— f 
Orange    Brokerage    Assn 

Otterbein  Wm  Jj—{ 
Otterbein  J  F— £ 
Reid   W  A— c 
Robertson  Alex — c 
Robinson  A  E — { 
Rudberg   David— 1 
Sayre  R   T— c 
Smart   Theo    H— f 
Smith  £  B  ft  Co— c 
Smith  S  T  ft  C  A  ft  Co 

— f  1  c 
Snyder   E  H— f 
Stitson  H— f 
Tibreault  FT  E-f 
Wallace  R  ft  K— £ 
Ward   Percy — c 
Washer  Geo  P — c 
Wheaton  C  W— f 


OXFORD 

Fowler  Fred — ^f 
Jones  N  A — ^f 
Tunison  G  O — ^f 

PALMYRA 

Blackburn    F— f 
Fichtcr  Wm   L— f  1 
Hires  Wm   E — f 
McNeil  John   R— f 
Porter  George   J — f 
Ruddcrow  Wm  V  ft  F  G 

— £ 
Snelson  Sydney  G — 1 
Walters   A  H— £ 
Wimer  Geo  N— -f  c 

PATERSON 

Alberse  Peter  L— f  c 
Allen  H  A— 1 
Auburn  Jas  H — f  c 
Babcock   Ephraim — f 
Borden  R  W  ft   Co— fc 
Bruckman  P  A— f 
Buckley's  Agency — f  c 
Oarlock  A  M— f 
Clair  Geo —  f  c 
Cocker    Tho«   W   Jr— f 
Collier  ft  Stein— f  c 
Curie  Gus  Jr  Inc— f 
De  Lozier  Jacob— f 
Deitz  Clemens— f 
Duddleston  &  Greenwood 

— f 
Ekings  R  M  ft  Co— f  c 
Farrar  Sidney — f 
Findlay  Jtio — f 
Furrey  F  W— f  c 
Garrison  Rumsey    ft    Co 

Inc — f  c 
Gordon  D — i  c 
Haldane  A  P— £  c 
Hansen  ft  Sinclair— f  c 
Kaiser  G  E-^  c 
Korpman  C — f  c 
Kuhn  ft  MuUer— f  c 
Lambert  E  H— f  c 
Lee  John  F — f 
Leggett  Robert — £  c 
Lister  J  G— 1 
Linnell  M  H— 1 
Madden   James — f   1    c 
McClincey  N   G— f  c 
McDermott  W   F— f  1  c 
Megonigle  Sam — 1 
Merz  W  A— f  c 
Mondon  ft  Brown — f  1  c 
Morrison   Wm    B — f 
Mortlock    Stanley    C— f 
Oatman  J  M  ft  Son— f 
Olden  E  H— £  1  c 
Orcutt  Samuel  R— 1  c 
Pollitt  Geo  T— f 
Proskey  David  V— £  c 
Reynolds  Charles— f  c 
Reynolds  F  R— f  I  c 
Sherwood  ft  Lockwood — 

£ 
Sloate  John   J— f 
Vermeulcn    John — f 
Warren  ft  Brown — £  c 
Worden  ft  Son  Geo  H— 
.    f    c 


PAULSBORO' 

CowgiU  W  G— £  c 
Klaisz    Edward — f   c 
Ladnor    ft    Gurlliano — £ 
Miller  £  G— £ 
MiUer  W  E— f  1  c 
Smedley  Howard  B — £  c 

PENN  GROVE 
Day  Herman — 1 
Smith  Harry— £ 
Smith  Josiah— £ 
Trumbull  J  W— £  1  c 


PERTH   AMBOY 

Alpem  ft  Co— £  c 
Boynton  Bros  ft  Co — f  1  c 
Brown  Frederick  L— f 
Burke  ft  Bolgez^-f  c 
Comegry  E— f 
Compton  James  A — £ 
Conklin  F  R— 1 
Cross  Ruben  e — ^1 
Elkovics  Bros— f 
Flynn  ft  Peterson — f 
Frazer  Bros — f  c 
Goldberger  Leo  Jr— f 
Hanson    John — £ 
Horvath  Michael—f 
Kosene  Alexander — { 
Masaopust  ft  Duschock — f 
Neilson  Adolph — f 
Nielson  Hans — f 
Neilson  ft  Hostrup — f  c 
Olsen   ft   Compton — f   c 
Pierce  ft  Son  Inc — £ 
Ryan  James  J — £ 
Shirley  Daniel  A— £ 
Vail  ft  Comeggs— £ 

PHILUPSBURG 

Bowers  J  S— f 
Cody  Thomas— f 
Diechman  ft  McConnel — 

f  1 
Dull  C  J— f 
Hav  Rnssel — £ 

iudge  Mary  I — ^f 
lacGowen  Chas — ^f 
Marnell  ft  Newman — { 
Reiley  J  I  Blair— f  c 
Sharp  Chas  B — f  1  c 
Shimer  J  M  R— f 
Smith  Edward — £  c 
Smith  Jas  £— f  c 
Senders    Robert — f 
Vanbilliard  Oliver  ft  Soo 

— f  C 
Young  Jos  L — £  I  c 

PLAINFIELD 

Abbott  Wm  H— f  1  c 
Brown  Geo  F— f  c 
Buxton  Herbert — f  c 
Clarke  G  M  ft  Co— £  c 
Doane  J  H— f  c 
Doane  T  Jr — ^f 
Emmons  J   P — f 
Ford  C  L^l  c 
Hardingham  E  C — f  c 
Huntsman  J  F  Jr — £ 
Lamore   Van    Syckel— fc 
Linbarter  H  R — £  c 
Lyman  G  R— £  1  c 
MacDonald  J  F — £  c 
Manning  ft  Curtis — £  1  c 
Martin   Fred  ft  Co— £  c 
Mulford  A— £  c 
Mundy  ft  Gano— £  1  c 
Murray  Roger  F  ft  Bros 

— £  c 
Parris  H  C— 1 
Perrift  Wm  L  Ji^— f  c 
Reilly   Martin— I 
Slocum  C  M — £ 
Tapscott  H  B  ft  Bro— f  c 
Thickitun  W  D-r£ 
Vail  J  T— £ 
Vome  J  H— £  c 
Wilson  Wm  F— £  c 
Woodruff  W  A— £  c 

PLEASANTVILLE 

Anderson  W  Lr^t 
Andrews  Mose — £ 
Bates  G— £ 

Campbell  ft  Wootton— f  c 
Kirecht  M  H— £ 
Thompson  R  P — £ 

PRINCETON 

Conover  Thornton— £  1  c 
Fish  ft  Marvin— f  1  c 


Howe  W  B  ft  E  L— £  1  c 
Hathaway  Henry   E — f  1 
Hubbard  O  H— f  1  c 
Lavake  T  W— f  I  c 
Murray  George  R — f  1 
Rowland  ft  Cook — £  1  c 
Rule  Geo  A — £  1  c 

RAHWAY 

Coffey  John  J — £  1  c 
Freeman  Uel  ft  Son — £  c 
Gehrtng  Cliffton — ^f  c 
Mead  Joseph  T  &  Son— 

f  c 
Trussler  Frank— f  c 
White  W  T— £  c 

RARITAN 

Bmns  John — £ 
Dilts  Gto  W— £ 
Frelinghnysen  J  S — ^f 
Reger  John  F^f  c 

RED  BANK 

Allaire  ft  Son — £  c 
Anplegate  B  C — f  c 
Birdsall  H— f  c 
Cooper  Alex    D — £  c 
Duncan  W  H— £ 
Durham  Wm  F — £ 
Goff  Geo  M  S— 1 
Hawkins  Bros — f 
Hendrickson  &  Stout — ^Ec 
Higginson  Howard  S — f 
HolSan  J  R— 1 
Hopping  W    A— £ 
Houston  Wm  H — ^f  1  c 
Ivins  Albert  I^-f 
Kell  Copeland — I 
Morehouse  ft  Ford — f  c 
Ouigley  Jamea  J-^ 
Red  Bank  Real  Eat  Co— 

£c 
Sullivan  Con  D— f  c 
Tilton  Amoe — f  1  c 
Warner  C  D  Ins  Agency 

White  *^  Francis— £  1 
Willguss  D  W— £  c 

RIDGEWOOD 

Hopper  T  B — t  c 
Keefey  Tames  F — £ 
Keiser  C  J  B  ft  Co— f  c 
Ketser  I  B— f  1  c 
Smith  F  C  Co— £ 
Smith  J  Calvin— £ 
Stevens  ft  Tetor— £ 
Walstrum*    Gordon    ft 

Forman — f  1  c 
Wortendyke  R  H— f 

ROCKAWAY 

Gttstin  Frank — £ 
Matthewa  Edwin— £ 

ROSELLE 

Hnch  E  ft  Co— £ 
Trimmer  C  B — f 

ROSELLE  PARK 

Bonnell  Wm  P  Co— £ 
Chuichill  Arthur — f  c 
Fiah  Harwood — f 
Kibbe  I   P— £ 

RUTHERFORD 

Brown  Duval  B — ^f  c 
Dannheim  Carl — £  1  c 
Van  Winkle  A  W  ft  Co 

— £  1  c 
Watson  A  L  ft  Co— £  c 

SALEM       • 

Acton  I  Q  ft  Son— f  c 
Dunham  J  S-— €  1 
HUliard  W  T— « 
Hitchner  tames— £ 
Keasbey  H  B— £ 
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Kdty  Bcnj — 1 
Mifflxn  Wm  T— f 
Miller  Tooab — f 
Newldrk  Eugene  B — 1 
Sinnickaon  J   F — c 
Smith  D  Harri*— f 
SneUnker  H— 1 

SOMERVILLE 

Codington  L  M — ^f  e 
Cook  Mrs   Frances — f 
Enk  John — ^f  c 
Nolan  W  D— f  c 
Schoonmaker  S — f 
Scott  Walter  F— f  1  c 
Sntphen  W  R— f  c 
Swinton  Arthur  C— f  I  e 
Voorhees  C  L — £ 

SOUTH  AMBOY 

Birmingham  Wm — f  1  e 
Bqckalew  Cha»— f 
Grace  Alonzo   L — I 
GneUnsen  Thos — f 
Gandrum   George— £ 
Mason  Robt  P— £ 
Parker  J   M— f 

SOUTH  ORANGE 

Hughes  Eugene  E — £  c 
Af  anther  John  D — £  c 
O'Brien  do  The  J  Chaa— 

f  1  c 
Rcdfern  Ira  T— £  c 

SOUTH  RIVER 

Anderson  Charles--f 
Booraem  Chas — £ 
Bowne  E — £ 
Duschock    Martin— £ 
Farr   DaTid— f 
Ledwon  John  W — £ 
Nodine  Fred— f 
Prentice  Frank — f 
Rore  Wilbur  C— f 
Seryias  David — f 

SPRING  LAKE 

Brown  P  C— £ 

Clayton  H— £ 

Patterson  E  V  ft  Son— f 

STANHOPE 
Shaw  W  J— £  1 

SUCCASUNNA 

Buck  F  M-~£ 
Fanchcr  J  W— f 

SUMMIT 

Hicks  Bros— £  1  c 
Holmes  E  C— £  c 
Hotchkiss     Jobs     Realtr 

Co— £  c 
New  Jersey  Ins  Agency 

Pierson  £  C— f  1  c 

SWEDESBORO 

Ashton  ft  Crispin  Inc^ 

£  1  c 
Lippinoott  C  D — ^£ 
Stratton  I  S— f 
Zane  £yerett  M— f 

TENAFLY 

Baker  Wm  E— £  c 
Borchers  A  H— £ 
Demarest  E— I  c 
Roberts  Alexander  B— £ 

c 
Westerrelt  Jas— f 

TOMS  RIVER 

Bailey  S  C  Jr— £  1  c 
GroTer  Percy  L— f 
Havens  B  C  A— £  1 
King  A  C— f 


TRENTON 

Aaronson  Harry — f 
Ashton  ft  Pratt--£ 
Atkins   ft    Watson — £ 
Bennett  Albert— £ 
Bergen   J   A — 1 
Block  S  R— f 
Brothers  A  W— f 
Brown   Thos   R— £ 
Bullock  Chas    S — 1 
Bullock  Geo  C— f  1 
Burroughs    E — £ 
Case  ft  Cain — £ 
Case  ft  Scchrist— f 
Clinton  H  W— f 
Comp    Chas   A — f 
Cook   Edwin — f 
Darrah    J    H    &    Co— f 
Dickinson  W  M—f 
Eastbum   H  M— 1 
Ejfan  J  J— f  c 
Eisner  Leo— f 
Fell  ft  Moon  Co— f  c 
Foster- Norman    Co~l    c 
Hammitt    Charles   K— I 
Hammitt    Clarence    K — 1 
Hart  W  C  R— 1 
Harter  N  C— f 
Hazen   F  A— c 
Hill  E  C  ft  Co— £ 
Hirach   Wm    C— £ 
Holcomb  W  A  Co  Inc 

— £ 
Howell  ft  Son  Wm  G— £ 
Hulse   Ralph— c 
Kelsey   D   L— £ 
Kennedy  Chas  B  Co  Inc 

Kitchin  J— 1 
Lawrence    ft    Prior — f 
Linter   L   A — c 
McFarland   G  W— -f  e 
Meredith  G  W— 1 
Micrs  ft  Son   W  H— £  c 
Moore  W  G— £ 
Morgan   ft   Co— £ 
Nutt  Geo  T— £ 
Outwater  ft  Co  J  J— £c 
Parker  A   I^-f 
Phillips  B  M  ft  Son  Co 

Inc— £ 
Renchard  J  A— 1 
Rkkey  ft  Co  W  H— c 
Schoonover   J — I 
Schrum   Edw   A— c 
Smiley  J   W— c 
Smith    Walter    F— £ 
Stout  Geo  W— 1 
Stryker    ft    Breneman — f 
Thompson   L    C— f 
Tindall  A  H— £  c 
Trenton    Loan    &    Trust 

-f  c 
Updike  A  ft  Son— £ 
Updike   Levi — £ 
Van  Horn  Co  The — £  c 
Warren  D  F— 1 
Watson  ft  Wright— f  I  c 
Watson  J  L— f 
Weidel   ft   Rcilly-f   1  c 
Whittenbom  F  J— £ 
Willets  H    G-c 
Wittenbom  F  J— f 
Worthington's  A  L  Sons 

-f  c 
Wright   Harry    S    ft    Co 

Wright  Jos   H— £ 
Yard   Geo    B— £ 

TUCKAHOE 

Frambes  Frank — £ 
Marshal!  Randolph — ^f 
Sheppard  R  P— £ 

TUCKERTON 

Austin  F  R— I 
Price  ft  Bishop— £ 
Sawyer  Jos  S — £ 
Speck  T.  Wilmer— f  c 


UNION 

Blume  A — 1 
Dippel  ft  Ruhle— £ 
Glueck  John— £ 
Hansen  ft  Hansen — £  c 
Hauenstein  L  C  ft  Son— 

f  c 
Kreiger  ft  Co— £ 
Limouze  Shield   Singer 

Co— £ 
Renncr  H  W  &  R  S— 

flc 
Venius  O  ft  Son— f  1  c 
Wettercr  August — £ 
Young  E  B— £  1  c 

VERONA 

Barter  W  P— £  c 
Man  Carl — £ 
Simonson  C  S — £ 

VINCETON 
Branin  Wm — £ 

VINELAND 

Ackley  Chas  W— £ 
Bray    ft    MacGeorge— £1 
Hitchner  Geo   W— £ 
Hurd  S  F— £ 
Sharp  Ira  P   ft   Son— £ 
Taylor  Alex  M— £  1  c 
Thompson   Thos— £ 
Tombleson  L  W— 1 
White  C  T— 1 

WALDWICK 

Babcock  L  M— £ 
Marstene  S — c 
Quackenbush  J  W— £ 

WASHINGTON 

Anderson   A — £ 
Burd  W— £ 
Christine   H— £ 
Creveling  W  G— £ 
Uehlein  John  E— £ 
Wyko£f  D  V— £  1  c 

WEEHAWKEN 

Koster  Chas  F— £  c 
Renner  H  W  ft  R  S— £ 
Schellhom  J  W— £  1  c 

WENONAH 

Cattell  Wm    C-f 
English  J  W— f 

WEST  CREEK 

Tones  W  J— £ 
Rutter  R   F— f 

WEST  HOBOKEN 

Barbaris   A — £ 
Cuttaneo  A— £  1 
Davis  J  E— £ 
Eastwood  S  J— £ 
Eichmann  Morris — £ 
Glueck  ft  Son  Jotei— f  c 
Haugartner  Albiert — £ 
Hutchins   Geo    K — £  1  c 
Klumpp  ft  Son   T — f  c 
McMahon  J  ft  J— £ 
Mendles  Tlieo— £  c 
Mejrer   Bros  — £ 
Nolan  Jas  E— £  c 
Norton   A — £ 
Schultz  ft  Grauert— £  c 
Wache    Chas— £ 
Weber  August — f  c 
Wichmann  ft  McDermott 

— £  c 
Zimmerman  Jos— £  c 

WEST  NEW  YORK 

Griesbach  Otto  A — ^£  c 
Hassemer  Augt— < 
Kergmann  Augt — ^1 


WESTFIELD 

Abrams  Herbert  L — £  c 
Brush  Ferd— £ 
Burhuns  Samuel — £ 
Closterman  L  O— £ 
Decker  Feirma  L— £ 
Decker  Louise — £ 
Dohrman  J  A — ^£ 
Doying  F  W— £ 
Dutcher  M  B— £ 
Hart  L  E— £ 
Hamilton  W  J  J— £ 
Homes  Henry — f 
Keeler  ft  Kecler— £ 
Lee  Walter  J— £ 
Pearsall  P  R— £ 
Randolph  E  S  F— £ 
Reeve  W  Edgar— 1 
RusseU  H  L— £ 
Scudder  M  M— £ 
Seward  Wm— 1 
Smith  C  E— £ 
Welch  Wm  S  ft  Son— £ 
Westfield  Real  EsUte  Co 

— £ 
Williams  G  N— 1 


WEST  ORANGE 

Brandeis  A  Ji^ 
Caywood  J  H— f 
Flynn  Thos  A— £ 
Hooley  M  0-£ 
Macintosh  W  S-f 
Martin  M  R— f 

WESTVILLE 

Barker  Geo  I^-£  1 
Bender  Geo  A — £ 
Bogert   Chas— £ 
Smith  C  B— £  1  c 
SUnley  Harry  Ji^-£ 
Westfield  Real  Estate 
Co-f 

WESTWOOD 

Goodwin  Henry  H — f 

Herring  ft  Bogart — £ 

Hinck  Henry— £ 

Meyler  J  G— 1 

Post  Percy  A— £  1  c 

Sutton  H  S — ^f  1 

Ray  ft  Smith— £ 

Van   Nostrand  Alfred— £ 

Voorhis  J  J— f  c 

WHITE  HOUSE 

Kellcy  J  H— f   c 
Lane  John — f 
Larc  t>  L— f 
Shampanore  W  W— £  1  c 
Voorhees  J  C— £ 

WILLIAMSTOWN 

Ticc  Raymond  E— £ 
Wood  J  T— f 
Zimmerman  J  B — £  1  e 

WILDWOOD 

Beecher  Kay  Realty  Co— 
£  c 

Bright  John— f  c 
Bright  01ivei^£ 
Bright  W  H— f  c 
Huppert  G  H— £ 
King  F  I^-£  c 
Nickerson  H  L — £  c 
Zeller  Wm  B-t 

WOODBRIDGE 

Boynton  Bros  ft  Co— £  1  e 
Brown  Chas  R — £  c 
Christensen  Er— 1 
Dunn  John  L — f 
Flanagan  E  J— f 
Harned  J  E— f  c  j 
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N.  J« — Con. 

WOODBURY 
Carter   W   M—f 
Conover  J  B — 1 
Crist  Edward — f  c 
Ford   Elmer— 1 
Gardiner  £  A— 1 
Hendrickson  D  F  &  Co— 
f  c 


King  W   T—l 
McCain  W  A-^ 
Prentiss  John — 1 
Redfield  Ernest->f  I  c 
Richman   W   B— f  1  c 
Storrie  W  R— f 
WiUdns  F  Ln-{  1  c 

WOODRIDGE 
Gramlicb  Alfred — f  c 


WOODSTOWN 

Andrews  Geo  M — ^1 
Flitcraft  Franklin-^  1  c 
Flitcraft  S  S— 1 
Fogg  E  S — i 
Grier  G  B— f 

Hillman  U  Grant— f 


WORTENDYKE 
Payne  James  S — f 

WRIGHTSTOWN 
Remine  Cfaas— £    1  e 

YARDVILLE 
Camp    Charles    A — f 


NEW   MEXICO 


ALAMOGORDO 
Elcan  J  H— fl 
Menger  A  F— fc 
Hughes  &  Tinklepaugh 
— ^Ic 

ALBUQUERQUE 

Ackerman    Frank— f 
Coons  J  H— 1 
Deatz  A  C— I 
Dieckman  Bruno— 4 
Durand  O  J— 1 
Fleischer  A— f  c 
Keim  W  C— 1 
Kent  F  H  &  Co— flc 
Kraft  Barney— 1 
LeSueur  N  F— 1 
McCanna  P  F— f 
McDonald  &  Muggley— 

f  c 
McDonald    D    F— f 
McDonald  W  W-l 
McTeer  J  M— I 
Metcalf  W  P— f 
Moore  Realty  Co  J  M—f 
Porterfield  Co— f 
Pray  R  M— 1 
Rankin   Don   J    &    Co— f 
Schroeder  Miss  E^l 
Schwentker  F  B— 1 
Sellers  n   K  B— f 
Sisk  £  D-1 
Smith  R  A— 1 
Spitz  B— flc 
Thelin  Realty  Co— £ 
Western    Mortgage    Co 

Yrisarri    ft   Keleher— fc 

ARTESIA 

Blackmore  T  F— f  c 
Dougherty  WM--flc 
Ferree  S  E— f  c 
Hiffgins  £  C— f 
Ketnath  A  C— f 
Love  R  M — 1  c 

AZTEC 

Bailey  Chas  S— f 
Jackson  Roy  M — ^f  c 
Palmer  W  A— f  c 
Pierce  T  A— f  c 
Rtppcy  C  E— f 
Wilson  E  P— f  1 

BELEN 

Hoffman  Geo— f  1 
Jacobson  B— i 
Simmons  P  P — f  c 


CARLSBAD 

Christian   &  Co— fc 
McArthur    W   G— 1 
Mcllvain  W  F— f  c 
Moore  W  A— f 
bikes  C  C— 1 
Sizemore  H  F — 1 
Swigart  &  Ross— f  c 

CARRIZOZO 

Dawson  H  B — ^1 
Denny  9t  Osbom— fl 
Sager  Frank  J— f  c 
Spence  G — f 
Sudtman  W  W— f 

aMARRON        , 

Hickman  Wm  B— f 
Sweeney  W  B — c 
Vasey  A  W— f  c 

CLAYTON 

Blue   Frank— 1   c 
Clayton  Ins  Agency — f  c 
Earnest   Howell   Agency 

Co— f  c 
Eklund  Ines— f 
Enett  H   H— 1 
Hammond  R  J  Jr — 1 
Paddock   D  A— f   c 
Pennington  I   L— f  c 

CLOVIS 

Baker  C  C— f  c 
Bynon    J    F— c 
Curren  W  Er-i  c 
Hockenhnll  A  W— c 
Hull  T  R— 1 
Mersfelder  L  C— 1 
Neal  R  J— 1 
Noble  J  P— 1 
Robinson  E  H — f 
Schenrich  Chas  A   Agcy 
— i  I  c 

DEMING 
Barnes  J  C— f  1   c 


Hughes  Bros— f 
Miller   R  L-1 
Pollard  A   W— f  c 

EAST  LAS  VEGAS 

Clark  John  S— flc 
ivavis  Mrs  Mary  B — flc 
Higgins  &  Son  A  D— fc 
Investment  Agency  Cor- 
poration The— f  1  c 
Mills  Byron  T 
Veeder  £lmer  E— f  1  c 


FARMINGTON 

Davis  A  L — ^f  c 
Harrington  W  H— f  c 

GALLUP 

Browne  Chas— f 
Bushman  &  Yotmg— f  I  c 
Carman  J  W— f 
Cary  ft  Quebedeaux  Co 

— f  Ic 
Dimon  Samuel — f 
Hart   Ed— f 
Kirk  J  J— f 
MorrU  W  H— £  c 
Phillips  J  J— 1 
Purdy  T  E-^ 
Robertson  A  W— f 
Smalling  ft  Clark — f  c 

LAS  CRUCES 

Bowman   H    I>— c 
Edwards  L  K— 1 
Hawler  F  A— f  1  c 
Hayner  F  M—f 
Tones  W  A  F— f 
Katzenstein  Fred— 1 
Moeller  D  H— 1 
Smith  C   H  H— f  c 
Thompson    M    B — c 
Wade  St  Taylor— f 

LINCOLN 
Watson  T  W— c 

MORA 

Rudolph  M— 1 
Strong  C  U— I 

PORTALES 

Braley  W  H  &  Son— f 
Fairley  t  Ar-1 


Linsey 

Reese  C  L— c 
Smitn  Mrs  M—f 


RATON 

Apgar  S — ^1 
Bayne  C  M — f  c 
Brown  O  1^4  1 
Chapman  Wm  A— f  c 
Connelly  J  J— f 
Cramptoa  E  C — c 
Dc  Wolf  F  W— c 
Telfs  A-^c 
McCommas  D — 1 
Phelps  ft  Arnick — f  1  c 
Reynolds   Ernest   D — 1 


Swab  S  M— 1 
Wiseman  S  A— f 

ROSWELL 

Atkinson,    McCane    & 

Sanders^— £  c 
Cbarvis   Co   Abstnct  ft 

Ins  Co— £ 
Curry   A  B — I 
Daughtry    ft    French — 

flc 
First    State    Bank    ft 

Trust  Co— f 
Ford  Willis— 1  c 
Grriner  D  P— 4  c 
Herbsh  J  B — ^I 
Minton  E  G— f  1 
Reese  J   C— 1 
Turner  ft  Robinson — fc 

SAN  MARCIAL 
Joyce  W  J— £   1 
Nichols  J    E^f  c 

SANTA  FE 

Bishop  C  A  &  Co— f  1  c 
Jones  F  M—f  1  c 
Kinsell  Geo  M—f  1  c 
Santa   Fe  Abstract  ft 
Realty  Ins  Co— f  c 
Townsend  W  N — f  1  c 

SANTA  ROSA 
Faixdoth    F — £ 
McGinnis  C  E— £  c 
Roberson  H  R — e 
Smith  H   V  B— £  c 

SILVER   CITY 
Betts  H   H — £  c 
Blcvins  E  A-4 !  c 
Comstock  C    D— I 
Lamb  Hsstt— f 
Warren  Mrs  O  S— f 

SOCORRO 

Chase  J  P— f  c 
FuUerton  John — 1  c 
Smith  J    E— f   1  c 

TAOS 

Frayne  Wm  M—f 
Woodward  ft  WilUamsoa 

TUCUMCARI 

Carter  ft  Co— £  1  c 
Hamilton  C  B— f  I  c 
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PERCY  B.DUTTON,  Manager 

NEW  YORK  STATE  DEPARTMENT 

HUMBOLDT  FIRE  INSURANCE  CO.  OF  PA.  CAPITAL  FIRB  INSURANCE  CO.  OF  N.  H. 

TEUTONIA  FIRB  INSURANCE  CO.  OF  PA.  ALLEGHENY  UNDERWRITERS  OF  PA. 

NEW  ENGLAND  UNDERWRITERS  OF  N.  H. 

Non-Union  Companiei  with  exceptional  R.eineannce  facUitiei  mt  this  office. 
Agmney  connections  desired  in  protected  towns  where  not  represented. 

Linci  pleoed  tbrougli  our  agcntt  anjrwlicre  in  New  Vorlc  State 

DUTTON'S  IINSURAINCB  OFFICE 


Percy  B.  Dotton 


RtpfunHng  wUo  for  Rotiuttw: 


H.  Dutton 


Pittabiuih  Uaderwriten  of  Pa. 

Richmond  Fire  Inwirance  Co.  of  New  York 


National  Ben  Franklin  Inminuice  Co.  of  Pa. 
Metropolitan  Casualty  Co.  of  New  York 


4»l-402-4a3-404-405  Wilder  Building,  Rochester,  N.  Y. 


ADAMS 

Mooxe  F  G— f  1  c 
Sinclair  John  &  Son— £1 

Waite  H  H— f  1  c 

ADDISON 

Bartlett  W   A—f   1  e 
Clark   S   D— f 
Clark  W  B— f  1  c 
Wade  Eugent   &   Son*— 
f  1  c 

AKRON 

Cbilds  T  G— f  1  c 
LohuBj  F— f  1  c 
Stage  F  M  ft  Co— f  1  c 

ALBANY 

Austin  ft  Co— f  c 
Bazcos  Jas  0--1 
Bamdafe  D  S— 1 
Bates  A  J— f  1 
Benson  A  V  ft  Son— f  e 
Blanchard-Lansing  Realty 

Co 
Bockler   C   H— f 
Bull  ilorace   S— f  1 
Burdick    L    H— I 
Bnrkhardt  O  F— 1 
Bnniham  W  F— c 
Callan  P   J— f 
Chadwick  R  R  ft  Sons 

— f 
Charles  Thomas — c 
Cantine   E   B — f  1  c 
Clark   J   W— I 
Commerford    ft    Dolait^ 

£  c 
Connolly  T  J— 1 
Cook  A    T— I  c 
Creegan    T  J — ^f 
Daoey  J  B-f 
Daraett   T   M— £ 
DeRoaTille    Chas    C— 1 
Derine  J  F— 1 
Dignum    Edward   J— f 
Dixon  J  V— £ 
Finstcr  P  W— £  c 
Elliott  F  P— £ 
Failing  J   P— £ 
Foster    S    L— £ 
Prang  Moses  I— 1 
Gebhard   Frederick  W— 

£  1 
Geller   C  C— £ 
Goode   J   C— 1 
Griffiths  E  M-{  1  c 
Hall    C    R— £ 
Halsey    A    T— £ 
Barter    £  M— I  c 


Hatt  Geo  J— c 

Hendrick   James — f   c 

Herschberger   H    I— £   1 

Herschberger    Henry — 1 

Hill  W  L  ft  Co— £ 

Howe  W  C— £ 
Venison  ft  Co— £  c 
^essup  E  C — £ 
ofanson  ft  Link— £ 
^ones   George  E— f  c 
\eeieT  ft  Richmond — £  c 

Kidder  Pancoast— 1 

Kohn  Henry  H— 1 

Landon   ft   Coflin — 1 

Lansing    C   E— £ 

Lasch  ft  Dorwaldt— £ 

Lehman   ft  Co-— £ 

Lenox  W  W— f 

Leonard  Jesse  H — £ 

Leonard    J    H — £ 

Levy   M   S— £  c 

Ling    Percy— £ 

Lovett  A  T— £ 

Lnsthoff  W   H-^ 

McElroy   ft   Hahn — f   c 

McChard   A— f  c 

McChard  J   V— £  1  c 

McHarg  J  V— £  1  c 

McNamee  F  A— 1 

Masters  Emory  L — ^1 

Mayers   J — £ 

Meyers  H  M— f 

Mills   G  A— £  c 

Moore  R  H — £ 

Moxson    H    £— f 

Mullenneaux   E  V   Co— 
£  c 

Mnllenneaux  M  H— f  I 

Noonan  J  L — c 

Nugent   H    B — £ 

Oppenheim  Wm  L  ft  Son 
— £ 

Palmer    E    DeL— £ 

Phelps  Wm  B— 1  c 

Poole  J  E— £  I  c 

Porter  C  H — ^1 

Forth    C    A— £ 

Post   E  I^— 1 

Price   E   C— £ 

Pyc    Charles    D — c 

Ramsey  ft  Co  Ray — £  c 

Reifer  ft   Richmond — 1 

Rice  W   T— £ 

Roberts  W  S— 1 

Rose  ft  Kieman — £  1  c 

Russell  G  H  ft  Son-£ 

SaiFord   E   Sons— £ 

Sccor  G  H— 1 

Sewell  J   E— £ 

Smith  Chas  H— £ 

Stephens  Goldsmith  C— £ 

Stockwell  U  G— 1 


Tagg    S    D— 1 

Ten  Eyck  ft  Lansing  Ins 

Agency — £   1    c 
TenJEyck    Peter    G — £ 
Tompkins   Geo    S— £ 
Tripp    C   R— 1 
Van  Allen  ft  Hamilton 

— f  c 
Van    Duzer  F  A— £  c 
Vanderheyden  L   C — 1 
Van   Vrancken   R  A— £ 
Wallace   M  J— £ 
Walsh   M   F^l 
Walsh  R  V  deWitt— fc 
Weaver  Wm  J— £  1 
Weghet  R  W-f 
Whitehead    C    R— £ 
Wight  R  W— £ 
Williamson   L    A— £ 
Winship   W   F— 1 
Young   J    A— £ 

ALBION 

Babcock    ft    Humphrey — 

£  1  c 
Dunshee  R  P— £  1  c 
Stoughton    ft    Knicker- 

bodk— £ 
Simpson    Leonard— £ 
Taylor   Wm   G-£  1  c 

ALDEN 

Alger  ft   Hart— £ 
Durkee   Mable— £ 

AMITYVILLE 

Beebe  F  G— £  1  c 
Ireland   ft   Ketcham    Un- 
derwriting   Agcy — £  c 
King   Myron   H— £ 

AMSTERDAM 

Bell  W  H— £  1  c 
Bennett  L  ft   H    K— £ 
Brumley  ft   Bergen — f   c 
Burke  Thos  F— £  c 
Davis  John  T — £  1  c 
Devendorf   E  E   ft  Co — 

£  c 
Dunham  H  A — f  c 
Fitzjames  Ambrose   P — £ 
Hays  ft  Wormouth — f  c 
Huxley    F    T— 1 
McCaffrey  Bros — f  1  c 
Monaghan    Thomas — £  1  c 
Palmatier    Lillie-f 
Putnam   H   P— 1   c 
Smeallie  Jas  A  ft   Son 

— f  c 
Van  Heusen  A  T  ft  Son 

-f  c 


ANGELICA 

Hinman   Guy  O — { 
Jackson  Frank  H — f  c 
Ully   Walter    F— f   1 
West  L  E— £ 

ANGOLA 

Barrett  F  C— £  1  c 
Beckwith  S  L— 1 
Metzger  C  C— £ 
Wood    ft     Diefendorf— 
f  1  c 

ANTWERP 

Hunt  ft  Wheeler— £ 
Marsh  Charles  E— £  1  c 

ARCADE 

Barnes  G  A — £  c 
Beardsley    Henry — 1 
Beebe  V  C— £  1  c 
Prey  G— £ 

ATHENS 

Collier  Wm  M— £  c 
Flint  Orin  Q— £  c 
Gifford  ft  Porter— £  c 
Nichols   Frank — f 

ATTICA 

Bennion  Miles   S — f 
Dorrance  J    G — £   1   c 
Heidenreich    L — £   1 
Redding  Nicholas— £ 

AUBURN 

Adams  C    G— £  c 
Bailey-Brinkerhoflf   Agcy 

— £  1  c 
Bennett   W    H— f 
Byrnes  J  L— £  1   c 
Cannon   C  S— 1 
Colwell  F  M— £  1  c 
Cross  R  R— £  1  c 
Fiero   L    E— £  c 
Fitch  Mrs  M  M— £  c 
Fitzgerald   &   Carmody — 

£  1  c 
Hanning  A  F — £  c 
Hoyt   &   Guilfoil— f  1  c 
Hunt  E— £  c 
Kcil    ft    Downer— £ 
Kcim  C  S— £ 
Kenyon    O    D— f 
Long  W  J—£  1  c 
Lyon  L   E — f  1   c 
McCarthy   G   M— £  1   c 
McFarland   G    W— 1 
McGrath    J— £ 
McKee    A   A— c 
Marco   D— £ 
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Mosher  &    Hoskina— f  I  c 
Ogdcn  T  T—f 
(yNcil  T  H— f  I  c 
Price   W— f 
Rhodes   C  S— 1 
Rice  &  Weddigan— f 
Rich  F   K— £ 
Rogers  F   L — 1  c 
Ross  J  N— f 
Searing  L  H — f 
SulUyan    T—l 
Tallman  J  B— f 
Tenant  C  H— 1 
Tuller  D  L— £  1  c 
Wickes  ft   Stupp— £  1  c 
Wills  S  S— £  c 

AVON 

Gleason  P  C~£ 
Hogmire   F  A — £ 
Hogmire  W  W  Jr-flc 

BABYLON 

Dabis  &  Abbott— £  1 
Oaklepr  Henxy— £ 
Robbins  Jeremiah— {  1  e 
Snedecor  Norton— £  c 
Suydam  W  H— £  1  c 

BALDWINSVILLE 

Hall  Chas— £  1  c 
Lewis  W   W— £  1 
McMaster    D   H — £ 
Ward  J  A— £  1  c 

BALLSTON  SPA 

Beach  Geo  R  ft  Son— £  1 

c 
McCreedy  ft  Co— £  1  c 

BARKER 

Coates    Wallace— £ 
Eaton    Hubert— £ 
Morgan  James — £  1 
O'Malley  J   C— 1  c 

BATAVIA 

Chaddock  W  H— £  I 
Corp  J  L— £  1  c 
Coupland  J    W— 1 
Cox    E— £ 
Day  &  Day— £ 
Dean   E  S— £  c 
Dexter  G  G — £ 
Fisher  H   B— £ 
Hartley  C  W— £  1  c 
Hawks   N  L— £  1  c 
Hillcr  Andrew — £  1   c 
Holden  Louise — £  1  c 
Holmes  ft  Co  John   O^ 

£  I  c 
Levenwortfa    E   E— £ 
Masse  Albert   S — £ 
Meserve   W   S — £ 
Miner  Mrs    Emily — £ 
Miller   Milton    M— £ 
Paddock    Geo    H— £ 
Pratt  Pollard  Co— £  c 
Rider  John  L — £  1  c 
Ruprecht  C   H — £  c 
Sherwin  S  A— £  1  c 
Wade  John  H 
Walker  R  M— £  1  c 
Williams   Fred  J— 1 

BATH 
Bassett  T  C— I  c 
Bath    Fire   Corporation 

Crosby    Nathan— £ 
Gardner  A  H— 1 
Leavenworth    Robert — f 
Parker  E  F— £  1  c 

BAY  SHORE 
Cormille  ft  Co— £ 
Hulse   ft    Chase— £ 


Schwab  W   A— £  c 
Strong  John  R — £  c 
Terry  ft   Brewster— £  c 


BEACON 

Brinckerhoff  L  T— £ 
Commack  I   B — ^1  c 
Doughty  Robt  W— f  1  c 
Jones   W  A   &   Son    Inc 

— £  c 
Lynch  B    F— 1 
Pralatowski  W  J— £  c 
Steams   V   D— f 
Vosburgh  P  H— f   c 
Wallace   Dillon— f  c 
Webb  E  J— £  1  c 
Whittemore  L  H— £  c 


BELMONT 

Sortore  ft  Ackerman — £c 
Vanderhoe£  H  C— £  1  c 

BINGHAMTON 

Adams    B — 1 
Atkins   F  J— 1 
Baldwin  D  S— £ 
Baiunann   F  J — £ 
Brown    L    L— 1 
Byrnes  &  Mangan — £ 
Carroll  John  F— £ 
Chapman    John — ^1 
D-O   iWcncy— £ 
Daly    James — f 
DcWitt  M  A— I 
Duffy  M  C— £ 
Gladstone    D    G— £ 
Hecox  W  H— £ 
Hildreth    E— 1 
Holcomb    R  H— 1 
Hotchkin   Charles — £ 
Kaminsky    &    Heffron — £ 
Lambert   W  T— £ 
Mersereau    Lee — f 
Mintz  Harry   &   Co— £ 
Mosher  &  *May — £ 
Mosher    Wm    H— 1 
Nash  &  Mareatt— ^ 
Nelson,    Wadsworth    ft 

Alexander — £ 
Nelson-Colsten    Co.,  Inc 

— £ 
O'Neill  F  A— £ 
Pclton  C  A— 1 
Phelps    ft    Tweedy^-£ 
Pomeroy   M   E— £ 
Ralph  W  E— 1 
S   A  F   Agency— £ 
Schad  J   V— £ 
Shaw  D   E — f 


Smith   Chas   H— I 
Smith    H    Clay— £ 
Steele   George   E — £ 
Stewart  W  C— £ 
Stillson  N   C— £ 
Thompson    A   D^ — f 
Walters  A  D— f 
Whipple    C   P— 1 
Whipple-Davis    Agency 


BOONVILLE 

Hayes  Geo  C — f  1  c 
Huffh  W  D-£  1 
Lockwood  Wm  A — 1 
Potter  J  H— £  1  c 
Sippell  W   D— £  c 
Tubbs  H  R— £ 

BROCKPORT 

Caswell  F  M— £  1  e 
Dobson  H  G— £ 
Harmon    Geo  B — £  1  c 
Hovey   Fred — £ 
Minot  &  Crippen  Co  Inc 

— £  I  c 
Reynolds  F  E — £  e 


BROOKLYN 

Agello  Arnold  D — c 
Alexander  W  A— 1 
Anderson  Wm  C — i 
Andrews  ft  Evans — f 
Atkinaon  J  F  ft  Wm  F— 1 
Avery  A  P— £ 
Baden  C  L  A— £ 
Bahr  Jacob— £ 
Bainbridge  C  H— f  c 
Banks  D  R— f  c 
Barto  J  M— £  c 
Bates  Benj  F— 1 
Begg  T  W— £ 
Benedict     ft     Benedict— 

£lc 
Berg  Albert— £ 
Berkeley  F  D— 1 
Berstdn  A  N— £  c 
Block  Samuel  Co— f  c 
Brown  ft  Chesbro — f 
Brown  Carl  S— c 
Brown  W  C— 1 
Budell   Max   C— I 
Burke  T— 1 
Bum  Wallace  T— 1 


Bums  W 
Carr  A 
Cavana^  ft  Kuhn — £ 
Chess    Bernard-^ 
Chittenden  B  C— £ 
Cer£  L  A— 1 
Clapp  C  M— 1 
Conaty  J  J — c 
Corsa  AT  ft  Son— f  " 
Corwith  Bros— £ 
Dahl  Jos— £ 
De  Mott  ft  O'Brien— c 
Demott  J  M  Co— f 
Die£endor£  W  T— 1 
Doremus  F  S — ^1 
Driggs  E  H— c 
Eckenrode  Jos  A — 1 
Edwards  C  J— 1 
Eiseman  ft  Co — £  c 
Eldridge  R  D— £ 
Filsinger  C  F— 1 
Foppert  E  C — I 
Frankel  P— 1 
Gilbert  Chas  L— 1 
Goslin   Richard   W — 1 
Gottlieb  I  H— I 
Haas  Julius  ft  Son — i 
Hamilton  Qinton  P— I 
Harper  Robert  E — ^f 
Hart  H— 1 
Harvey  R  M— c 
Hatton  ft  Doyle  Inc— £ 
Hazelwood  E  H— £ 
Heinritz  L  G— £ 
Heise  John  R— I 
Himmelstein  F— -£ 
Hobby  Fred  H— c 
Horn  i*- £ 
Horwita  ft  Co — £ 
Huelle  H  C— £ 
Huelsenbeck  J — ^1 
Hunter  Wm — c 
Irvin  Underwriting  Co— 
£  c 

racob  N  Herrle— £ 

Jacobs  Hpnan — 1 

fackson  G  H — £ 

Sanson  L— 1 
Jenkins  E  T— £  c 
Joachim  B — ^1 
Joachim  C  J — ^1 
Johnson  F  H— 1 
Kelly  ft  Fuller— £ 
Kelsev,  Suydam  ft  Mol- 

lennauer — £ 
Kellman  Edw— 1 
Langenau    Carl— c 
Urkin  P— 1 
Leach  H  O— 1 
Lehrenkrauss  J  Sons— f  c 
Lewis  ft  Gendar  Inc— f 
Uovd  W  M— 4 
Lodcwood  Broa— £ 
Lyon  B  W  Inc— £ 


% 


McCann  D  A— c 
McLaughlin  Bros — £ 
Malby  Geo  F  ft  Co— £  c 
MaUory  Walter  E— 1  c 
Manuncturera'   Under* 

writing  Agency— £ 
Menschel    Max— 1 
Meyn  John  H — £ 
Moench  H— £ 
MoUenhauer  Henry  Jr^f 
Morrison  F  A — 1 
Mount  E  H— f 
Mtmkenbeck    A    H— f 
Newoombe  A  B — f 
Ntckerson  A  F— f 
NicoUy  Wm  A— f  1  c 
O'Malley  M  V— c 
Osgood  D  E— 1 
Painter  S— 1 
Parker  G  H — 1 
Pendleton  ft  Pendleton— 

£ 
Perrin  Wm  L  ft  Son — ^f 
Phdan  James  J— £  c 
Plot*  J—! 
Poet  L  W— I 
Prentice  Don — f 

uinn  H  F— £ 

eading  G  A— c 
ReUly  F  B— 1 
Renshaw  ft  liell — £ 
Rice  L  J^ 
Roenbeck  H  M— 1 
Roome  A  B — £  c 
Ryan  W  H— 1 
Schneider  H   R  ft  Co-f 
Schroeder  Chas  H — £  c 
Shabahelowitz  H— 1 
Siegel  Isidor — ^1 
Sloane  J  P— £  c 
Sommer  H  R — c 
Souville  L  A— c 
Staniland  F  C — 1 
Stcmbler   L  U    G— c 
Sticglitz   H  C— 1 
Story  Wm  C — £  c 
Strauss   I — 1 
Stuart  W  R— 1 
Stussy  Bros— £  c 
Sweeney  D  J— 1 
Thompson    E    I — ^1 
Thorn  B  C— £ 
Tucker  A  F— c 
Tunmore  John  S— 1 
Vandervecr  E  B — £  c 
Van  Voorhis  ft  Ganbert — 

£ 
Voshell    S   S— 1 
Wallace  Malcomb — t 
Wallace  John— £ 
Warner  E  T— c 
Wells  H  S— 1 
Williams  H  E— f 
Woods  P  M— I 
Woodward  Thoa  C— c 
Zener  Theo—4 

BUFFALO 
AbeU  C  Lee  Co— £  e 
Adams  Chas  F— 1 
Allen  Isaac  W— 1 
Anderson   D  L — I 
Andrews  D    H— I 
Armstrong    ft    Husted— 

f  c 
Armstrong-Roth    Cady 

Co-£  c 
Austin   ft  Sidef^-£  c 
Baar  C  I^-£ 
Bettinger  A  A  Cv  C  c 
Booth   A   B-f 
Bowen  J  C-^ 
Brandel  Geo  W— I 
BredeU  P  M— 1 
Brcnnesliolts   P   L 
Bright  T   F  W— I 
Brodhcnd  J  R— f 
Buffalo  Fire  Office— f  c 
Burkhardt  Chna  S— f 
Cady  ft  Periciii*-<  c 
Campbell  Jaa   A— £  c 
Caracadia  Geo  ^ 
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EDWARD  C.  ROTH 
FRANK  W.  PISKE.  Jr. 
A.  BURT  ARMSTRONG 


ARIVISTRONG-ROTH-CA.DY    CO. 

MarlEic  Bank  Bldg.  Bulfalo.  N.  Y- 


REPRESENTINC 


H*B*  Inmnine*  Co.,  N.  Y. 
Hiittara  Fin  ■»■.  Co.,  Conn. 
Niliuial  Fir*  liw.  Co.,  Cans. 
N*w  HuBiHUn  nr*  lu.  Ca..  N.  H. 
HMMchuutta  Fir*  and  Mu.,  Maa. 
*.  Co.,  Mlsh. 
y  Co..  N.  Y. 


UtupmI  a  Landoa  ft  Club*.  Enclasd 
Raral  Inaumica  Ca.,  Eocluid 
Naw  York  Undarwritara,  N.  Y^ 
Swiurltr  Ina.  C«.,  Cans. 
RlHtda  laland  Isa.  Co.,  R.  I. 
Aaauianca  Cs.  af  Amarlsa 
Hartfard  Staam  Boilar  Co.,  Cann. 


CUSLESM.  CLARKE 


•  fISSI  SEKECA   ST. 

CUik  In.  Ag<7-f  1   c 

CUrk  T  A-f 

Cole  gc  Patton— {  c 

Cnrr  11  B— 1 

CroDcfa  H  E-l 

Croirn  lai  Agcr—t 

Dmforth  F  W  &  F  L- 

tUna  4  Co  E  M-l  c 

Je  Boch   Realty   Corp— f 
Deibtcker  D  H-l 
0™i.  1^^  A  Co—f  . 

Dimick    F    C— 1 
Dimick  W  B~( 
Dodge     Albert— c 
DonaliiaoB  John  A— 1 
Doraicwici  B — 1 1 
Downer    G    O— 1 
Dftjcher  Ed»  V— ( 
£(  got    E  B— f 
EDIbit  C  S-1 
Emeiioii   H   J-1 
Ennat  H  J-l 
Enier  P  G-t 
Fielder    Ch»»   W-I 
Fiagtnld  Edmond—l 
Franklin  Agcir  Co-( 

Fry*    W    W-I 

Gann  John — f 

Gamctt  Edw— I 

GsTin  Jim  E-1 

Geimiln  Geo  A— f 

Gibna  C  B_c 

GUnbcT  NT  ft  Scm-l 

Goetiinan  Fh— f 

Gorton  B  W— I 

Grsham    Geo   B— 1 

Graves    Soaa— I 

Gamer  *  Oreitarf— (  c 

= — 't  John  W-4 


Horoo  E  £ 
HugSoa  If 
HBinphreT 


jobncaD  jaoob— f 
Joree   C  F— c 
Wee  W  H-i 

kaoe  Tbo*  H-l 
Kellner   John  S-t 
KaiDcdj  Joha  W— f 
Ketx    Aurr   In*   Age; 


Levi!  John-c 

Lindujr  S  B   A   G  A— 1 

Lndaeicber    A    Reioecke 


Lrman  1 
HaddcB  . 


— 1 


'addcB  &  Heorr— I 
nlanion  John  J — e 

Mannheim  Esthei—f  [  c 
MHTTio    C   E— c 
Man^n  Le  Rojr— f  c 
McPhenoa-Carter      Co— 
(  e 


MIodudd  W  S-i 


HunuU  Lucien  E— 1 
MunaeU  W  H— c 
Mucpbr  Jobn  A  &  Co~i 


O'Briao  It  Co— I  c 


Porti 


[   P-1 


Ralph  L.  Clark— 1  c 
Ralph  Roger  C— 1 
Rimadrll  Geo— 1 

Roberttoo  ?1I— 1 
Roehrer  ft  Co-f 

Rohr   U-1 
Roie  J  W-f 
Rom  a  J-f 
Roth  E  C  Co-f 
R^an  A  Sona  Jamea— f  e 
Schaff   A   C-f 
Sehemi  ft  Stephan— f 
Schea  A  F  ft  Son-f  c 

SiqltliJsvlsiGo. 

198-100  Rain  St 
Fire 
Marine 
Automobile 
Liability  and 
Workmen's 
Compensation 
Insurance 
Average  Adjusters 


SchoBeld  C  E-I 
Seott  W  M-l 


Smith,  Davii  &  Co— f  c 
Snyder  W  H~l 
Sonntag  H  D — c 
SlaniUnd  W  G— 1 
Steeg  Theo— f 


Tidball  ri^-e 
Tiemon  J  L  &  Co- 
Train  A  Hiuuuei— 


Webiler  A  Co— c 
Wertimer  H— 1 
Westover  J  K-1 
While  Cha.  A-c 
Wilher  John  C— f  c 
Wilhelm  E  M— f 
Wins  hip  Howard— f 

l|le|IIIIL.WlMi(iO. 

Fennerly  Wood,  Hall  ft  Co. 

lasuraoce 

Marina  Bank  Bids- 

Woodworth-Hawler   Co— 


Qua 
Skel 


ikellie  Ceo  A— E  1 


SVinoer  Geo  J— f 
Taff»m   Geo  t— I  1  e 
Ward  C  F— f  1  c 
Woodruff  A   Parker-I 

CANAJOHARIE 

Bellinger  William- f  t  c 
Brewer  B  H— £  1  c 
Coniad   John-f   1 
Graffman    E— f 
Moschell    Elliwonii   J— f 


CANAN'DAIGUA 

Brooks  C  V— 1 
Surge   E   W— f 
Caplia*  J   F— 1 
Cturch    E    R— f   I   c 
Coe  C   A— f  c 
Dwyer  J    T— f 
Ferguson  H  B— f 
Howe    F    E-f   1 
Law  Geo  W— f    I 


Mills 


— f  I  c 


CANASTOTA 
Child!    £    Gates— 9 

Decker    H  J— f  c 
Jaquar   Herbert  G— 1 
Perry  Maion  G— f  1 


Loula  d.  Margaa,  Pr«t.       William  J.  Jaakint,  Sk 

FIRE,  lURINE  AND  CUIMLTY  INSUIMNCE 
1»-IT  WM IMMM  tt.  Ckuatar  d  Cam.  IMs.         Iiiflatt.  I 
Campanlea  Represented 
Aetna,  Agtieuhunl,  Detroit  Fife  and  Marine.  Fire  Au__. 
Nor^  Rirer  lai.  Co..pl  N.Y- MeruntUe  of  New  York, 


Nonti 


Nonkern  A>iuiiaa,Pbaenii  Ina.  Co.  of  Hartford,  Conn., 
Paul  (Marine),  London  and  Lancadire  Indemnlcy  Co. 


Ina.  &}.  of  Hartford,  Conn.,  St! 


Be^^  I 


CANISTEO 

Northrop   E-t 
Robertson    E    E— e 
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N,  Y.— Con. 

CANTON 

Barber  H    M— c 
Beswick  P  E— f 
Brown  J  F— f 
CheethainJ    E — ^1 
Clark   C   F— f 
Cle^Iand    R    E— 1 
Cook   C    S— £ 
Donihee    Mrs  James — fc 
Fullingtoo   &   Cheetbam 

-f  I  c 
Hurlbut  S  C— f  1  c 
Stevens  B    S— f 
Stevens  E  E — f 
Wbeeler  F  J— f 

CARTHAGE 

Barry  Wm  H— f  1  c 
Connolly  J   W— 1 
Griffin  A   M— I 
Meeker   C   A — f 
Mills  A  F— f  c 
Porter  H   F— f  c 
Smitb  J  B— f  1  c 
Sweet  W  W— f  1 

CASTILE 

Greene  W  I  &  Co— f 

Smith   G  C— f 

Van  Arsdale  Charles  A 

— f 
Windsor  Ed  B— f  c 

CATSKILL 

Bagley  C— c 
Beach  Theo  B — f 
Crawford    J— f 
Decker    Percy — f 
Hardinir  G   ^f 
Heath  O  T— f 
Hunter  W  C— f  c 
Nichols  Chas   E— f 
Van  Order   C  H— f 

CA2ENOVIA 

Clements   &    Carpenter — 

f  1  c 
Eigabroadt  E  T— 1 
Payne  Chas— 1 
Rouse  H  J — 1 
Silisbury   Gra   W— f  1   c 
Stanley  B   S— f  c 
Williams  George  E— 1 

CENTRAL   SQUARE 

Cobille  ft  Yorkey— ^  c 
Traub   L   H— f 
Wood  E  L— f 

CHAMPLAIN 

Deal   Elmer  H— f  1  c 
Dickinson  T  H— f  1  c 

CHAPPAQUA 

Bedell  Edwin— f 

CHATHAM 

Darrow  W   Porter— I   c 
Harding  ft  Harder — f  c 
Hutchinson   C  H — f 
Park  Hoit  N— f  c 
Tknk  John  T-f 
Troy  R  F— f  1  c 

CHESTER 

Ball  G  W— f  1  c 
Smith  W  H— £ 
Demerest  J   S— f 

CHITTENANGO 

Bun  V  W— f  c 
Costello    T    R— f 
Lennox  F  R — f  c 

CLINTON 

Burdick  Daniel   H— f 
Martin    M— f   1 


Stebbins  E  J— £ 
Turner  Mrs  W   A— c 
Williams  Mrs  Richard  W 

Woods  Jno— f 

CLYDE 

Evener  U   B— f 
Hinman  J   W— £  c 
Kellog  John  T— £  1   c 
MiUard  Geo— £ 
OdeU   Chas— £ 
Stow  Del^-f  c 
Vivian    Fred— £ 

COBLESKILL 

Burnett  J  W— 1  c 
Colclough    W    D— £ 
Eckenon   E  J — £   c 
Lake    Sheridan — f 
Mann  F  P— f  1  c 
Moore  V  S— £ 
Roberts    Chas    E— c 
Van  Ness  S  H— f  1  c 
Ward   Ham— 1 
Young   Newton — £  1 

COEYMANS 

Gould  J    E— £ 
Long  Ed  N— f  c 
Pond  H  W— f  c 

COHOES 

Chadwick   Robt  R— £ 
Dodge    Caroline    J— £ 
DonUm   Richard   J — £  c 
Ford  G  F  ft  Son— £  1  c 
Gilchrest  J   D— £  c 
Granger   M   A   ft   Son — 

£  c 
Laughlin    John    ft   Son — 

LeRoy  Co  W  B   The- 

f  1  c 
Michd   W   K— £  c 
Smith  P  P— £  1  c 
Soden  J  H— £  1  d 

COLD   SPRING   HAR- 
BOR 

Valentine  I  W-£  c 

COLLEGE   POINT 

Dclamain  Mrs  W  H— fc 
Fuchs   Chas   F— £ 
Graeser    Jacob— £   c 
Hunold    Frank— £   1 
Smith    Thomas — £ 
Smyth  Mary  I— f  I  c 
Walthrop  Henry— £  ] 

COOPERSTOWN 

Arnold  ft  Cooke — £  c 
Brockham   Edward — f 
Campbell   ft   Pierson — f  c 
Phinney  A  S— £ 
Rejmolds    Tesse — £ 
Shipman  A  C— £  c 
Shipman  F  B^f  1  c 
Van  Home  O  I^-f 

CORINTH 
Dayton  J  Judd— f  1  c 

CORNING 

Allen  John — c 
Arland  &  Park— f 
Cary  ft  Son  O   A— f 
Christian    Henry— f 
Emerson    Earl    F— f   1    c 
Freemen  C  H— 1  c 
Gardner  Almon  H — I 
Hawley  Fred   L— 1 
Kingsbury  F  D   ft  Co— 

f  1  c 
McCarty  W  S   &  J   J- 

£  1  c 
McGannon   T   P— f 
McManus  Chas  E^f 


O'Brien   Francis  W— f 
Pease  Frank  I^-f 
Quackenbush  S  E— f  1  c 
Seeley  Edith  F— £  1  c 
Sill  C  D-1 
Stansbury  R  T— 1 
Stenger  William— £ 
Stowell  C  V— f 
Tuthill    S    E— f 
Westbrook  J  O— f  1  c 
Williams  F  C— f 
Wolcott  O  E— f 

CORNWALL 

Chadeayne  H   W— £  c 
Dwyer  &   Ryan— f 
Eri^ers  J    Newton — f 
Furey   Bartlev — f 
Jaeger  C  E— f 
Stone.  W  H-f  c 

CORTLAND 

Brown  Chas  F— f  c 
Cortland  Ins  Aj[cy— f  1  c 
Corwin  &  Corwm — f  1 
Davis  &  Jenkins— f  1  c 
Dowd  &  O'Leary— f  1 
Kingsbury  Fred — £  c 
Lyon  Frank  C— f  1 
Nixon  James  A->f  1  c 
Phelps  Jesse  H— 1  c 
Shea   Dennis— f 
Stockwell  W  A— f  1  c 
Stoppard  W  B— £ 
Thompson   C   E — f  1  c 
Wilkens   Clarence  E— 1  c 
Wood  J  A-f  c 

COXSACKIE 
Townsend  W  B— f  1  c 

CUBA 

Keller  E  H— f  1  c 
Kirby  James— f 
Leggett  J  C— £  c 
OmQton  W  D— f  1  c 

DANSVILLE 

Baker  &  Kellev— f  1  c 
Brogan  Tames  M — ^f  1  c 
Cridler  fe  B— £  1  c 
Kccin  Geo  L— f  I  c 
Oberdorfer  B  H— f  1  c 

DELHI 

Broughton    R  B    B— 1 
Hewitt  &  Black— f  1 
Honeywell  W  W— f  c 
Munn  W  C— 1 
Nichols  O  S  ft  Co— f  c 
Stoddart  J  C— f  1  c 
Thompson  F  G— f  1  c 

DEPEW 
Rowley  E  B— i  1  c 

DEPOSIT 

Curtis  Loren — f 

Smith  F  B  ft  Co— f  1  c 

Whitaker  &  Travis— f  1  c 

DOBBS  FERRY 

Johnstone    Wm— f 
Storms  C  G— f  c 
Taylor  James  L — f  c 

DUNKIRK 

Anglim  C— 1 
Bausum   Geo— 1 
Bycynski    T— c 
Den^ler  John — f  1  c 
Eggers  JT  A— f  c 
Gidley  H  J-1 
Heppell  Bros— f  1  c 
Hoistein  J  A—f  c 
Kaiser  &  Starr— f  1  c 
Komprobst  J  T — 1  c 
Patterson  J   K— f  1  c 
Rogers  Law— 1 


Shields  F  E^l 
Sullivan    Dan— ^1 
Tastor  A  P— 1 
Till  George   T— f  1  c 
Urmy  Geo— 1 
Whitney  A—f  c 

EAST  AURORA 

Bamett  R  T— £  1   c 
Butlcn  W  S— £ 
Fink  C  P— £ 
Germain  Geo  A — f 
Parker  Wells  W— £  c 
Rumsey  Bros.— f  1  c 

EAST  SYRACUSE 

Evans  O  R— f  c 
Lansing  ft  Son — f  1  c 

ELLENVILLE 

Denman  W  R— f 
Terwilliger  W  E  ft  E  N 

— £  1  c 
Watson  &  Shedy— £  1  c 

ELMIRA 

Arland  &  Park— f 
Beardsley  M  C— I 
Benson  H  A — 1 
Brundage  N  J— 1 
Campbell  A   E  &  Son— 

f  1  c 
Coykendall  J  B— f  I  c 
Dudley  Geo   A— 1 
Gorman  Frank  J— I  c 
Hart  Chas  Earle — ^1 
Hays  H  H— f  1  c 
Herrick  Fred   D— f  1  c 
Keefer  A  J— f  I  c 
Keeton  C  C— f  1  c 
Kolb  T  B-f  1  c 
Landy  Chas  A — ^l 
Mackay  D   M— 1 
Miller  H  C— f  c 
Myer  Thos   Er-I 
O'Connell    DanT— f    c 
Perrv  G  W-£  c 
Potter   ft  Smith— 1 

uick  Horace  G— 1 

eed  E  G-l 
Searles  F  A—f  c 
Shappee  J  V— 1 
^mithers  F  T— 1 
Spring  G  H— 1 
Sturdevant  Lewis  J— £  r 
Swan  ft  Son»— f  c 
Tomlinson  F  C— 1  c 
Tracey  J  F— 1 
Van  Compen  J  R— f  c 
Weaver  F  B— f  c 
Voung  Phillip  E— 1 

FAIRPORT 

Burnham  F  E  — f 
Dixon  John— f 
Doberty  P  F— 1 
Gray  Oias  W— 1 
Palmer  A  W— f  c 
Slocum  Geo  A—f  1  c 
Wilcox  R  S  — 1 

FAR  ROCKAWAV 

Tones  Watkin  W-f  c 
Paine  Robt  T— f  c 

FAYETTEVILLE 

Armstrong  A  T— (  1  c 
Austin   Wm — f 
Hale  F  H-l 
Wnkin   A   I>-f 

FLUSHING 

Fosdidr    Agencir — f 
Harris  E  F— f 
Hillyer  Jas  E-f 
Jefferson  Burnett  T— f 
Johntra   T    A  Co— f 
Ottinlan  J  H— f  c 
Runge  ft  Co— f  c 
Watson   ft  Nimmo— f  r 
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FORT  EDWARD 
Birbcr   Franklio— I 
LadihltB  &  Bueom— f 


Eldndn  H  M-f  1 
FfKboId  A  C-f  I 
Kama  Howvd— f 
Roof  BrroD— f 
Sunmoni  R  B-f 
Sbnlu  W  D-( 
Sndl  ChM  B-f 


FRANKFORT 
Foit  C  I^-f  1  e 
luham  H  H-(  1  c 
Lrfiui  T  J-I 

FRA^^tLlNVlLL£ 
Amo  D  H  A  Cb-f  d 
Funhun  R  Ir-f  1  e 

FREDONIA 
Bijler  A  J-t 
Ch(»aun  A  dim  P— I 
Cowden    A  J— f 
HorK  F  E-r  ]  c 
Sukett  D  G  &  Co— f  c 


HaU  Wm  S-1 
jiriuMit  AlbiD  N-{  I  c 
Ji*n«)0  Re«ltT  Co— f 
Libbj-  ft  Edw»rd»-(  c 
tibbr  H  P-f  c 
ICilka-  Rarmand  J-( 
Moore  C  C-f 
Pomll  Ida   B~f 
Smith   Chu  D— f 
Smith  Fmnie  B— I 
Smith  S  DimoD— 1 
Walteri  V  C-f 
WelU  L  T— f 

PRIBKDSHIP 
SlrreDi  ft   Robimon— f 
Wait  &  Lua-f 


Co*  W  W-A 
Darld  A  Uuon— f  c 
DonoraD  J  F— I 
Rail    ft  O'Connoi^-f 
HilUek  W    S-l 
HobbT-l 

SiXDccr   P  G— f  e 
Strntcr   S  W-f  1  c 
True    G   E   — I 
Whitaker   &    BoKardo* 
Inc-f  1  c 

FULTONVILLE 
Albot  G  H— e 
Croas    R   Sbt)doD-t 
Cross  WeU>D2toB-f 


GENEVA 
Bradler  F-l  1  c 
Brenuo  Wm  I-f 
Burrall  E  I  &  Soi 
Ctark  JobD  fi— f  c 
CUrk  W  T-f  1  e 
Ditman  G  F-f 
FarwcU  J  G-t 
Fink  W  M-l  I 
Flannisaa   P  J— I 
L»on.  J  G-l 
MiUm  J  W-f  c 
Ptel  G«  -f 
Reynold!    Wm-! 
Riler  Wm-f  1  e 
Roicra  A  G— f 
Scbeider  J  C-1 
SwartoQl   H    D-f  1   - 
Sweeney  T  H  4  Sont-f 
Wood  John  W-f 
WyckoS  A  R— r 

GLEN  COVE 

Ba]dw_ 

Fogartj   Dan 
GordbcTg   Broi    . 
HawkiDi  GeoTH  E-( 
Fearult  H  B— I 
Towniend  James  W-f 
Whwler   CorbHi-[  I 


11  J-f 


Barber  Bio*— f  1 
Banlelt  G  W-1 
Beniacb  W  H— 1 

Burai   Michael— 1 
Caraon   In.  Agcy-f  1 
Collina  Burke  ^if 
Collinl  M  ;-( 
Cook  R  H-1 
Cool  C  W-f  1  c 
Derby.  J  H-f  1 
Hitchcock  Chaa  H— 1 
Hitchcock  LcRoy— f  [  i 
Farlin  Chu— 1  c 
Kenyoo  C  H— f  c 
Little  ft  Loomia-f  1  c 
McFarland  Slewarl— [  I 
McOmbcr  N  S-l 
Uonlcc  Edward-I 
O'Connor  ft  Fnller-f 
Selliniham  A   G-I   c 
StnepTebeen  C   A— 1 
Willums   Paul-f 

GLOVEHSVILLE 


Foater  S  T— (  1  c 
Hart  M  I^-f  [ 
Lewia  R  C-I 
Uuddle  ft  Huddle-f  I  i 


Campbell    Hoeh— e 
Clancy    Geo.-T 
Curtis   H  B-f  1  c 
Hausburg   Harold-f 
Olmated  ft  DotT— f  c 
FasMge  Adrd-I 


LoTett  W  E-f  c 
Neafie  A-f  I  c 
O'COnnell  T  A— f 
Sheridan   B  P-l 
Smith  Harry  H— f  c 
Smith  Hiram  H— f  c 
Van  Leu  van  I.«i— 1 
A  V  D-(  1  c 


Burdick  I.  W— 1*^ 
Carpenter  Byron  J— I 
Dnikc  Homer  I>-f 
Haileton  D  M-f  1  < 


paoti  A  M  ft  Co— f  I 
mett  D  A— f  I  e 
Aer  Geo  W-f  c 


GRANVILLE 
Atwood  C  W-f  1 
Ricka   M  W-f  I  c 
UcFadden    Fay-f 
Uaaon  John  L-f  c 
Maaon  J  N-I  c 
WiUiama  R  I-f  c 
Wilwa  A  S-f 

GREENPORT 
Corvin  Geo  H— f  I  c 
Lyon  C  R-f 
Riynnr   Leioy— ( 
Recre  ft  Banlelt- f  c 
Taaker  ft  Co-I  c 
Tsakcr  Arthar  M-(  c 
Tulhill    G   F  Jr-f 
Welta  J  M  ft  Son-t 

HANCOCK 
Connolly  T_I-I 
Elwood  ft  Cbrk-f  1  c 

Ld^Tt  "S'  H-1 

Scutt  C  C-f  1  c 

HAVERSTRAW 
Archer  W  W— E  1  e 
Bedford  J  H-f  I  c 
Dncey  J-f  G 
FreeiSai  T  I-f  c 
GUliea  Jno  W^  1  c 
Hackbtrtb  S  F— f  I  c 


Brierley   Arlhtir  W-f  1 

Qowia    B   Valeoline— I 
Day  Alfred  M 
Decker  Waher-I 
Geer  Brolben— f 
Geer  J  En«ene--f 
Lee  ft  Clark— f 
McLean  J  R-f 
Paraon  E  P-(  c 
P«lil  Broa— f  1  c 
~  ■    :h  Jobn-1 

--V  Samuel  S— f 

-  Wm  H  S-l 

Stoffel  Wm-f  1 
Wood    Raymond-f 


S^.bury 


HERKIMER 
lenbecker  Jud.on-I 

Earf  "ft  Gloi^f  c 
Henderaon    ft    DnBoia— 


EaMon  Rlaing  ft  Wordan 


Hurd  ft  RobiBMn-E 


Lynch  J   A-f 
Uoaber  J  R-f  I  e 
Hunay  W  H-f  I  c 


Ph,lli,.    J    Jr~f       - 
Bos^m.-!-.    E  J-f 


T,Tr 


1  C-f 


HIGHLATflD  FALLS 
.  u  Cbsa  P-f  c 
Darcy  Thomaa  F— f  c 
Nelaon  Moaea  F— I  c 

HOMER 
urdick  W  E— f  ! 
Dster  W  H— f  1  c 

HOOSICK  FALLS 
I  Brown   A    P— f  1   c 

Byera  Jeste  P— 1 

Collina  Jtme*-1 
I  Dowlins  John   S-l 


HUDSON  FALLS 
Ambler  S  B-f 
Farrell  E  P— f  I 
Flik  ft  Lewi(~f 

W  I   Co--l  I  c 

HcCaren  G  H-4  I  c 
McLaren  ft  McCall-f  1  e 

HUNTINGTON 
-jiett    Frank    T-t 
Bruah  Henry  S— f  c 
Cain  Gilbert  F— I 
CouUin    Donglaia— 1 
Cook  S  H— f 
r^mwe   Fred— I 
-'ield  A  H 
Funnel]    ft    8ona-l 
Gerard  D  M— f  c 
Lowndea  Alleion  E— (  c 
Murphy   Henry    A-f 
Pcaraall    Philip-f 
Sammta  Theron  R~f  c 
Sheiwrd   Chai    E — I   c 
Topham    H  A-f 
Townaend  G  deKar— f  I 
Ward  C  B-f 
Voant   R  U— I 

ILION 
Brill   C  C-f 
Gilchrial  Jaa-f 
Harriton  J  H-I 
McGowan  ft  Richardsoa 

,   S  A-f  I  c 

Raabicb  Geo  O— 1 
Richardson  A  D— I 
""■  r  S  W-t  1  e 
lidt  Broa— f  I  c 


Safford  Jaa  W-f 

IRVTNGTON-ON- 

HUDSON 

"  Templeton  Norman— f  c 
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ITHACA 

Adams  Arthur  G — f 
Georgia  WB  &  Son— f  c 
Grant  Henry  J— f 
Ithaca  Realty  Co— f  c 
Ives  C  A— £ 
Jackson  E  N— f 
Kerr  W  O-f  1  c 
Leiand  H  G— 1 
McAllister    Rose— f 
Marsch  D  E— f  c 
Morse  &  Rankin  Co— f  1 

c 
Patterson  L  B-f  I  c 
Philipps  F  W— I  c 
Prentice  F  J— 1 
Preston  E  S— £  c 
Sinnsabaugh  J  Jr— £ 
Stevens  &   Morgan — ^1 
Squier   &  Squier— f 
St  John  H  A— £ 
Van  Hoescn  D  N— I 
Van  Auken  Miss  A  B— 

£ 
Van  Rennsselaer  L  D— ^c 
Webster  Chas  H— 1 
Wood  P  W  &  Son^£  1  e 
Woodford  Mrs  Mary  A— 

f  1  c 

JAMAICA 

Baylis  Leslie  G— f 
Bergen  E  E— £ 
Brinckerhoff  Starr— f 
Damon  Geo  C— f  1  c 
Kieman    Jefferson    T— 

f  1  c 
LleweUyn  W  D-< 
Piquet  &   Piquet— f 
Raynor  Qinton  T— f 
Shipley  W  A-f  1  c 
Watts  J   F  &i  Geo   T- 

f  1  t 

JAMESTOWN 

Abrama  ft  WUuie-f 
Anderson  Gustav — ^£ 
AshweU  £  J*< 
Balcom  F  H— 1 
BenUey  W  J— 1 
Bradshaw  W  A~£  I  c 
Bright  Geo  S— 1  e 
Broadberrv  G  R— £ 
Butterfiela  &  Sessions— f 

Collier  W  D— 1 
Crosgrove  F  O— 1 
Eddy  Elton  E— f  e 
Gilberds  W  D-e 
Glatz  Bros.— £  1  t 
Horton  Brotf— f 
Jackson  W  F^I 
Tohnson  &  Son  Co— f  c 
Jones  Chas  W— f 
Peterson  £  A— f 
Powers   L   D— 1 
Smith-Howard  Co— f  c 
Stafford  &  Son— £ 
Standard  Ins  Agcy— {  c 
Stevens  Wilson— I 
Stone  Melhttish   ft  Co— 

f  1  c 
Swedish  American  Land 

Co-f 
Tweedalejuo— 1 
Wiborg  Chas  H— c 

JOHNSON  CITY 
Anderson.  H  J  &  Son— f 
Codding  ft  Dufford— £ 
Johnson  R  O— f 
^tiller  T  Hugh— £ 
Rath  Richard— £ 

JOHNSTOWN 

Case's   Ins   Agcy— £  1    c 
Chamberlain  W  W— £  1  c 
Dorn  E  J— f  I  c 
Getman   Nellis— £  1  c 
Hanson  ft  Connelly— £  1  c 
Monahan  £— f  1  c 


Moore  Eugene— f  1  c 
Morrell  Chas   I— £ 
Ostler  W  G— 1 
Painter   Charles— I 
Sparks  Fred— 1 
Tyler  Samuel— 1 
Wells  ft  Pottcr-f  1  c 
Wilson  William  T— 1 

KATONAH 

Arnold  W  G— £ 
Dovle  T  T— I 
Miller  Lewis— f  I  e 

KEESEVILLE 

Baber  J  A— £  I  c 
Brewer  Geo  N  M— £  1  c 
Fox  Wm— f  1  c 
Hewitt  N  T-f  1  c 

KINDERHOOK 

Bray  Chas  M— £ 
Reynolds  James  A— f 

KINGSTON 

Angle  E  L— f  1  c 
Decker    ft    Fowler— 1 
DeWitt  D  M— f  c 
De  Witt  Wm  C— £  1  c 
Dubois  &  McCausland — f 

1  c 
Ellis    Wesley— 1 
Elmendorf  A  R— £  1  c 
Everett  Ward  B— f  1 
Faureau   J — ^1 
Frcdenburgh  W  S-^  c 
McEntee  (Srard  L  ft  Son 

— f  1  c 
Mauterstock  A— £  c 
Murray  Christ  A— £  1 
Pardee  A  R— £  1  c 
Reise  M  A— f  c 
Rieser  Anthony— f  c 
Schuiz   ft  Bogart^   I    c 
Stone  A  T— £  c 
Tremper  J  H  Jr— £  c 
Turner  J  D — £  1  c 
Vslti  Keuren  J  G— f  c 
Van  Luren  &  Loughran 

-£ 

LANCASTER 

Gushing  F  S— £  J  c 
Funke  Adolf— £ 
Starber  J— £ 
Thatcher  A  B— £ 

LANSINGBURGH 

Oark  ft  Fagan— f  c 
Comeskr^  Stephen  — £ 
Draper  ft  Higgins— £  c 
Flack  ft  Co— f 

iessen  J  F— £ 
liter  Frank  H— I  c 
Smith  Andrew  I— I 
Wager  F-f  c 

LE    ROY 

Barnette  W  I^-f  1  c 
Emmick  A  S— 1 
Gillett  Ins  Aecy— f  1  c 
Harmon  E  M— f 
Heaman  Wm  A— ^I 
Le  Roy   Ins  Agcy— £  1  c 
Vcllis  Wesley  R-1 
Townsend  E  ft  Son— f  1  c 

LEWISTON 

Armstrong  W  J— £  c 
Powell  W  H— f 
Townsend  Wm  C— f  1 

LITTLE  FALLS 

Becker  ft  Co— f  1  c 
Donovan  T  B— 1 
Lally   &  Mcintosh-^ 
Lally    Edward— 1 
Rogers  &  Ashe— f  c 
Stinson  James  &  Co— £ 
Wilcox  ft  Watts— f  1  c 


LOCKPORT 

Atwater  Irving  J— £  1  c 
Babbage  ft  Murphy^  c 
Batten  Geo  W— f  1 
Brumley  Henry— f 
Dickinson  W  A — £  c 
Federspeil  ft  Silvernail — 

Hinch  Bros — f  1  c 
McNeU  H  D— 1   c 
McParlm  Peter  H— f  c 
Moodv  Grace  C-^ 
Murphy  ft  Babbage — £ 
Norman  Thos — £  c 
Pettit  W— 1 
Shapleigh- Wright  Co— £  1 

e 
Slattery  ft  Averill— f 
Smith,   Davis  &  Co— f  c 
Thayer  J   B— 1 
Townsend    Howard— £   1 
Wright  Ben  D— £  1 

LONG  ISLAND   CITY 

Alsop  H  H— I 
Baynon  E  F— I 
Bleckwenn  F  W  ft  Son 

— £ 
Burkhard  Gus — ^£ 
Qay  Geo  E— f  c 
Dorsey  C  J— £  c 
Emener  &  Heath— { 
Horak   Rudolph— £ 

tacobs    M — £ 
[ing  G  W  A-£ 
Krahe  Wm— £ 
OhnemuB  John — £ 
Payntar  G  H— £ 
Payne  Geo  E— £ 
Piatt  Minor^f 
Richensteen  Wm — f 
Kock  H  Realty  Co— f 
Ryan  Geo  J— £ 
Santel  Emil— £ 
Smith  Roe  H  ft  Co— Ic 
Ten  Eyck  ft  Wangeman 

Inc— £  c 
Thompson  John  R  Agcy 

— £  c 
Trowbridge  F  C— f 

LOWVILLE 

Copley  A  A— f  1  c 
Moore.    Lewis   ft  Tous- 

saint— f  c 
Moore  J  D  ft  Son— £  1  c 
Patten  W  F-l  1  c 

LYONS 

Allee  Burton.— £  1   c 
Blaine  C  G— £ 
Calkins  A  P— I 
En^is  ft  Co— f 
Hamm   Edson  W— c 
Hoag  J  W-^ 
Lake  Luther  6— f  1  c 
Uke  L  S  ft  Co— £  I  c 
Lyons  R  E  ft  Ins  Agcy 

Mann  D  H— 1 
Mapes  Wm  H-i 
Milem  G  H— 1 
Sisson  W  G— c 
Wolvin  £  E— 1 

MALONE 

Donovan  W  B— 1  c 
Dudley  ft  Edwards— f  1  c 
Dulea  J     H-1 
Gurley  Thos— £  1  c 
Hadley  A  C-1 
Hutchins  Fred  M-^  1  c 
Irving   Lewis    M— I   1   c 
Kelly  W  P-1 
McGuire  M  G— £ 
0*NeiI  ft  Hale-£  c 
Palmer  W  D—f  c 
Sinnott    Flrank— £ 
Wilson  ■  Fred-{ 


MAMAROKECK 

BuU  Fred— f 
Carroll   ^hn — ^f 
Gedney  £  H— f  1  c 
Gedney  Wm   H    ft   Son 

-I 
Griffen  Chas    Field— £ 
Blane  Arthur  M  A-4 
Palmer  T  C— f 
Palmer  W  D— £  c 
Sinnott   Frank— f 
WUson    Frea— f 

MARCELLXJS 
Knapp  F  W-i  1 

MARLBOROUGH 

Garmany  U    P — i 

tohnson   Alexander— £ 
tusk  John — f 
TuthUl   H   S— r 

MASSENA 

Andrews  J  C— f  c 
Babcock  F  L— £ 
Britton  G  B— f 
Britton  D  G— £  1  c 
Chittenden   L  A— 1 
Hough  F  A— 1  c 
Klein  Eugene — c 
Little  H  A~l 
McNeilage  James — I 
Webb  J  W— f  c 

MECHANICSVILLE 

Bailey  H  O— f  1  c 
Barry  B  I^-f 
Campbell  S  F— 1 
Dean  A  C— 1 
Finigan  Thomas  J— f  c 
Green  J  A — I 
Kelso  N  W  — £  c 
Kipp  Harry — ^1 
Murphy  £  A— 1 
Rogers  J  G — £  1  c 
Tompkina  R  V— £  c 

MEDINA 

Arnold   ft  Bennett — £  c 
Cooper  ft  Hood — £  c 
Downs  Frank  R— €  c 
Kearney  ft  Slack— f  e 
Ntchol  0  A— f  c 
Richmond  A  W  ft  Son— 

f  e 
Starring  C— £  € 

MEXICO 

CoUtna  ft  Peck-f  1  c 
Johnson  ft  Harft— f 
Sampson  W  A-^ 
Stone  ft  Hollister— £ 


MIDDLEPORT 

Bushnell  D  J— £  1  c 
Hoyt  W  D  ft  Sob— £  c 
Seaman  Elijah— f 

MIDDLETOWN 

Armstrong   E  R— £   1   c 
Blanchard  H  H— £ 
Boyd  ft  Deming   £ 
Conkling  £  E— f  1  c 
Conklins  L  S— £  1  e 
Edgar  C  H— f 
Ferguson  John— I  1 
Piero  Tunis — £  1 
riert>  WiUiam  M-f  1 
Puller  Hennr^c 
HoTton  H  Clar1c-{  I  c 
Keeler  David  H-J  c 
McWilUama  ft  Hoostoav- 

£  1  c 
McWilliams  Agency^f 
Skinter  ft  VaiW 
Taylor  Archibald  Co  Inc 

-I  le 
Tiee  Wfllu  G-f  1  e 
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B.  PA.  Crosthwaite  Co. 

105  William  St-,  New  York  City,  N.  Y. 

GENERAL  AGENTS 

Mutual  Fire  Insurance  Co.  of  Albany,  N.Y.     For 

New  York  State. 
(Non^assessable  Policies) 

SUBURBAN  AGENTS 

Springfield  Fire  &  Marine      Fire  Ass'n  of  Philadelphia 
Newark  Fire  Concordia 

RESIDENT  AGENTS 
(Automobile  Department) 

Massachusetts  Fire  &  Marine  Ins.  Co.  of  Boston,  Mass. 

(Agents) 

London  &  Lancashire  Indemnity  Co.  of  America 

Preferred  Accident  Insurance  Co. 

New  Jersey  Fidelity  &  Plate  Glass  Ins.  Co. 

Correspondence  Solicited 
from  Out  of  Town  Brokers 
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Tetophoiw  i  34o!  l  John 
ll406) 


TowTxsend  Bert  D— f  1  c 
Walker  George— f 
WcUer  Theodore— f  1  c 
Wheeler  A  B— f 

MOHAWK 

Brown  L  D— 1 
Coe  Fred  E— f  1  c 
Corcoran    Philif>— 1 
Dodge  D  G— 1 
Graves  Fred   N— f 
lUfter  J  E— f  c 

MONTGOMERY 

Eager  Wm — f 
Smith  Haryey  N— f 
Wilkin  J  M— {  1  c 

MORAVIA 

Brigga  W  J-f 
Harter  R  A— c 
Parker  J  H— f  e 

MORRIS 

Isabel  W  H-1 
MUler   E--C 
Wccdcn  H-f 

MOUNT  KISCO 

Carpenter  &  Pelton— f  1  c 
Cranston  Geo  B— f  1  c 
Merriam  Jos  Er-f  1  c 

MT.  MORRIS 

Braham  Chaa— f 
Crereling  E  R— c 
Gamble   &  Galbraith— { 
Havens  F— I 
Haywood  ft  Gasetta— f 
Seymour  E  C— f 
Shull  Geo  M— f  c 
Striker  Aubrey  J— £  c 
Van  Dom  F  E— 1 
Wintera  J  C  Jr-f 


MT.  VERNON 

Anderson  Realty  Co.— f  c 
Bard   Charles  H— f  c 
Bard  William  H— f  c 
Brinkerhoff  Wm  P— f  c 
Brogan  William  G — f  c 
Carter  A  F— f  1  c 
Colvin.  A   M— f  c 
Cooley  Realty  Co— f  c 
Cordes  John   H— f  c 
Crawford  John  E— f  c 
Fiske    Realty   Edwin   W 

Co— f  c 
Gescheidt  A  F  &  Son— 

f  1  c 
McOellan   C   S  ft  C6— 

f  c 
Murray  Philip  A— f  c 
Rich  Tames  W— f  c 
Roys  Harold  S— f  c 

NAPLES 

Doughty  D  J— I 
Graham    H    F— f 
Hoban  Chas— 1 
Huntington  J  H— f  1  c 
Tobey  George  I-r-f  c 
Warren  Olney  N— 1 

NEWARK 

Brown  F  E— f 
Fiske  Harvey— f 
Marble  J  W  &  Son-f 
Muth  G  W  ft  Son-f  1  c 
Prescott  ft  Kelley— f 
Ridler  E  H— f 
Wnght  ft  Snyder-1 

NEW  BRIGHTON 

Comtois  Henry  F— f 
Hall  W  S  E-f 
Kolff  C  G-f 
Van  Vcchten  H  G— f 


NEWBURGH 

Balfe  Fred  C— f 
Bennett  C  W— 1 
Cantin   George— f  1 
Dunphv  ft  Kerwick — ^f 
Egan  John  ft  Son — ^f 
Flanagan  Wm  E— f 
Gerow  &  Everitt— f  c 
Goodrich   C  T  ft  Son— 

f  c 
McKay  W  Johnston— f  c 
Miller  A  Lincoln  J— f  1  c 
Minty  Wm  N— f 
Pellett  Le  Grand— f  1 
Ouinlan  John  H— 1 
Robinson  C  D  ft  F  B— f 
Shipp  ft  Osbom-^  1  c 
Stone  Jesse  I— £  c 
Smith  Waltei^f 
Whitehead  Wm— 1 
Wilkins  Henry  J— f  c 

NEW    ROCHELLE 

Brown  S  K — f 
Cole  A  H  ft  Son-f 
Colwell  Harry  E— f  c 
Cimneen  John  J — f 
Doering  &  Kistmger— f 
Downey  H  B— f  c 
Gleason  J  C  ft  Son-f 
Harris  Leslie  P— f  1  c 
Lambden  &  Son  Jos— f  c 
New  Rochelle   Agency— 

f  1  c 
New   Rochelle  Real  Es- 
tate Agency— f 
Price  J  HowcU-f 
Ruskin  Benj  J-f  1 
Sutton  George  W— f 
Ticmey  D  W  &  Co-f  c 
Ward  L  S-f  1  c 

NEWTOWN 

Burr  G  &  Son-f 
Campbell  £  A— f  1  c 


Etchler  John  H— f 
Hamilton   Wm  J-f 
Hirsch  Peter— f 
Tervis  Geo  S—f 
Tones  George— f 
Kupillas  Hugo— f 
Munson  Wm— 1 
Nuhn  John  H— f 
Schnelfer  Chas  J— f 
Simonson  Dc  Hass — f 
Smalley  William— 1 
Fumer  John   A — £ 
Van  Wickel  Chas  A-1 
Weber  Edw  H— f 

NEW  YORK  CITY 

I  Allen  Edw  W-I 
Alves  W  H-1 
Amerman    &    Patterson 

Anderson  C  W  &  Son 

-I 
Armstrong    Agency    Co 

— c 
Baker  Jas— 1 
Baldwin   L  E— 1 
Ball  G  G— 1  c 
Ballard    M    I^-c 
Ballard    &    Green- c 
Baptist  J— c 
Batterson   J   G — 1   c 
Beal  B  A— 1 
Beardslcy  H  S  E— c 
Beatty   Robt   A— 1  ' 

Becker  W  E— 1 
Bell  T  C-1 
Bertschman    &    MaFIoy 

Berry,   Tremaine  ft   Co 

Blakeman    S   B— I 

Blau,    Freedman  &  Genis 

-f  1  c 
Blau  Irving  M— f  1  c 
Bliss  F  W— 1 
Bowers  Le  Roy— 1 
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Wallace  Reid, 

Representing 

American  of  Newark,  Medianics,  Pa«, 

Camden  Fire,  Provid^ic^Washington, 

Colonial  of  N.  Y.,  Reliance, 

Detroit  National,  Westchester, 

Delaware  Underwriters 

56  Maiden  Lane,  N.  Y. 


TCLCPHONCS   llJf  JOHN 


WILLARD  S.   BROWN 


WILLARD  S.  BROWN  &  CO. 

RCPRCSCNTINQ 

NORTHERN    OF  N.  Y.  PENNSYLVANIA         FIREMAN'S  FUND 

ROYAL    EXCHANGE  YORKSHIRE  CONNECTICUT 

COMMERCIAL  UNION  of  N.  Y. 

1   LIBERTY  STREET,  NEW  YORK 

WM.  W.  HENSHAW  WARREN  F.  GOODWIN 


Hall  &  Hensliaw 

FIRE  UNDERWRITERS 


49  «Jotin  Street  New  YorK 
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LARGEST      CASUALTY      AGENCY      IN      THE     WORLD 


E.E.  CLAPP 


EDWARD  GRIFFITH 


E.   E.   CLAPP   &  CO.,    Managers 
THE     FIDELITY     AND     CASUALTY     COMPANY 

Accident  and  Health  Departments  for  New  York,  New  Jersey,  Massachusetts 
and  Rhode  Island.  Burglary  Department  for  Greater  New  York 


90   WILUAM  STREET 


NEW  YORK 


TIm  PrMnlum  lnoein*ol  this  0«n*ral  Ao«ney  IxsaMla  S1|800,000 


Illy 


Fr»4  S.  4mttmm 
G«o    W.  Blossom 


Cliao.  W.  Sparks 
Jokn  B.  Brlskolmalor 
Louis  N.  Jamoo 


123  WILLIAM  STREET 


&    COo 

NEW  YORK   CITY 


MBTROPOLITAN  DISTRICT  AGENTS  . 

National  Union  PIro  Ins.  Co.  of  PlttsburEli»  Pa.    Qonoral  Firs  Assuranco  Co.  of  Paris,  Franco 
National  PIro  Insuranco  Co.  of  Hartford  Urbalno  Firs  Insuranco  Co.  of  Paris,  Prmncs  . 

CORRESPONDENTS  IN  THE  UNITED  STATES  FOR  SURPLUS  LINES 
Ths  Contral  Ins.  Co.,  Ltd.,  of  London,  England    Essoz  ft  Suffold  Equltabis  Ins.  Soclsty,  Ltd.,  of 
Lags!  Insaranco  Co.,  Ltd.,  of  London  Colchestsr,  England 

Qrsshsm  PIrs  ft  Accidont  Ins.  Socloty,  Ltd.,  of  London 
Bindor  Contract  (with  Quar.  Undrs.)  at  Lloyds,  London 

CaUs  Addraaa 
ChicsJamM,  N«w  York 


Insoraaca  Xsehaags,  ITS  W.  Jacksoa  Blvd. 


l^etropolitap  {Managers 

AModatbn  of  PhDa.,  Pa.  Michigan  Commezdal  of  Lansing,  Mich. 

Boston  of  Boston,  Mass.  Old  Colony  of  Boston,  Mass. 

Georgia  Home  of  Columbus,  Ga.  Michigan  Millers  Mutual  of  Lansing,  Mich 

California  Insurance  Company  of  Cal. 


N.  Y.  City  Orricct    No.  55  John  St..        Brooklyn  Orficci    No.  140  MonUfuc  Street 

EDWARD  E.  HALL  &  CO. 

I 

80  MAIDEN  LANE,  NEW  YORK 


SURPLUS   UNES   COVERED   UNDER    IMMEDIATE   BINDER 


m 


Reliable  Foreign  Companies  and  London  Lloyds 

POLICIES  PROMPTLY  DELIVERED 
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B.  ^V ALTON  SAl^AUEL.  T.  BROIVN 

T.  Y.  BROWN  &  CO. 

FIRE  mSDRANCE  A6ENCY 


R«pr«s«ntlno 

GLENS  FALLS  NEW  HAMPSHIRE 

T7  William  St.        IVEIW  YORK 

NEWMAN    ft    MAC    BAIN, 

UNDERWRITING  AGENCY 
72    William    Street, New  York   Clly 

Fidelltj-Phenlx  Fire  Ineureaoe  Compenjr  of  New  York 
Firemene  laeurance  Compenr  of  Waehiac ton*  D.  €• 
Federal  Union  Insurance  ComiMinjr  of  Cmeaco»  111. 
Merchant*  nre  Assurance  Corporation  of  New  York 
Minneapolis  Fire  and  Marine  Insurance  Co«  of  Minneapolis 
North  Branch  Fire  Insurance  Co«  of  Sunburj,  Pa* 
Peoplee  National  Fire  Insuranoe  Co.  of  Phlladeipiila 
United  Firemen's  Insuranoe  Companjr  of  Philadelphia 
LOHQ  ISLAND  CITY  AOBNCT— M  JACKSOH  ATBBUX 

Anerican  Eacle  Fire  Insurance  Co«  of  Now  York 

Autoinot>ll«  Inaurano«  Sprinkler  L«alcao« 

Tourist  Float«r  Sttteurtean  Bu0ln«ft« 

BROOKLYN  BUSINESS  BOUND 

HERBERT    BUXTON 

Qa    WILrU^^M    8TRBBT  NEW    YORK 

N«^v  York:  SuburlMtn  Ao^ney 

Central  Manfrs.  Ins.  Co.      Millers  National,  Chicago 

Ohio  Farmers,  LeBoy,  O.      Lumberman's  Ins.  Co.,  Mansfield,  Cttiio 

.  Metropolitan   Ao^noy 

Central  Manufacturers  Insurance  Company,  Van  Wert,  O. 

EicelieBl  FadttUes  Iw  nadog  Eiccss  Insuraiiee  m  Large  lisb 

Gorr«»poncl«no«    Sollolt«^ 


80  Maiden  Lane,  New  York 

Automobile  Insurance 

FIRE^-UABILITY-DAMAGE  TO  CAR— DAMAGE  TO  PROPERTY 
PERSONAL  ACaOENT— HEALTH— BURGLARY  AND  THEFT 

National  Fire  Insurance  Co.,  Hartford  (Automobile  I>ept.) 
The  Preferred  Accident  Insurance  Co^  of  N.  ¥• 
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One  of  the  best  forms  of  insurance 

ever  devised  is  the 

Eqiiifable's  Life  Income  Policy 

embodying  an 

INCOME  DISABIUn  CLAUSE 

Under  this  latest  form,  if  the  In- 
sured becomes  totally  disabled  he 
receives  an  income  for  life  equal  in 
amount  to  the  income  payable  to  the 
Beneficiary  after  his  death,  any  sums 
thus  paid  to  him  being  in  addition 
to  and  in  no  way  reducing  the  in- 
come which  the  Beneficiary  will  sub- 
sequently receive.  It  is  a  form  that 
may  fairly  be  said  to  sell  itself  In- 
surance salesmen  will  do  well  to 
investigate. 

THE  EQUITABLE 

Life  Assurance  Society  of  llie  U.  S. 

120  Broadway,  New  York 
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WEED  &  KENNEDY 

J23-133  William  St-  New  York  City 


BROKERS  AND  EXPERTS  IN  FIRE.  MARINE. 

CASUALTY.  AND  EVERY  BRANCH  OF  INSUR- 

ANCE  INCLUDING  WORKMEN'S  COMPENSATION 


METROPOLITAN  DISTRICT  AGENTS 

Of  ScveralFire  Insurance  Companies 


Surplus  Line  Department 

UNITED  STATES  CORRESPONDENTS 

Of  the 

ASSICURAZIONI  GENERALI 
of  Trieste 

BSTABUSBBD  USl 
ASSETS     •       •       OVER  $100,000,000 


London  Lloyds  Underwriters 

We  have  exclusive  contracts  with  many  guaranteed  members  of  this  the  greatest 
underwriting  association  in  the  world,  by  which  we  are  able  to  immediately  cover  large 
amounts  on  desirable  risks  irrespecifbe  of  other  Mmoanis  on  the  sjune  properties  obtained 
through  other  channels. 

For  more  than  thirty  years  we  have  conducted  this  department  of  business  with  European 
and  American  companies  and  our  facilities  are  unequalled. 

There  never  is  trouble,  vexation,  or  delay  in  the  adjustment  of  losses  when  forms  have 
been  drawn  and  risks  have  been  placed  through  our  omce. 
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J.  S.  FRELINQHUYSEN 

INSURANCE 

1 1 1  WILLIAM  STREET  NEW  YORK 

QENERAL  AQENT 

STUYVESANT  INSURANCE  COMPANY 

AueU.  April  1,  1914 $1,857^7I.M 

Cuh  Capitja 7M,0M.M 

Surplus  to  Policyholders 9M,f  17  Jl 

INDUSTRIAL  FIRE  INSURANCE  COMPANY  OP  AKRON 

Assets.  May  1.  1914 41f ,443.f9 

CashCapiUI »00,OM.M 

Surplus  to  Policyholders 434^11.11 

INSURANCE  UNDERWRITERS 

Assets,  Dec.  31,  1918 4,913,344.46 

CapltJd,  Dec.  31,  1918 1,9M,0M.M 

Surplus  to  Policyholders 1,434,4M.79 

THE  INSURANCE  COMPANY  OF  THE  STATE  OF  PA. 

Assets.  Dec.  31,  1918 4,913,344.48 

Cuh  CaplUI 1 ,999,0M.M 

Surplus  to  Policyholders I,4M,439.79 


^ 


MANAGERS  METROPOLITAN  DISTRICT 


AUemannia  Fire  Ins.  Co.,  Pa. 
Aachen  &  Munich  Fire  Ins.  Co. 
Williamsburgh  City  Fire  Ins.  Co.  of  N.Y. 
United  States  Fire  Ins.  Co.,  N.Y. 
Potomac  Ins.  Co.  of  Washington,  D.  C. 


Richmond  Ins.  Co.,  N.  Y* 

Union  Ins.  Co.,  Buffalo,  N.  Y. 

United  States  Underwriters 

New  Jersey  Fire  Ins.  Co. 

Seneca  Fire  Insurance  Co.  of  Buffalo,  N.  Y 


QENERAL  AGENTS  FOR  THE  UNITED  STATES 

Williamsburgh  City  Fire  Ins.  Co.  of  N.Y.  Richmond  Ins.  Co.,  N.Y. 

United  States  Fire  Ins.  Co.,  N.Y.  Union  Ins.  Co.,  Buffalo,  N.Y. 

National  Lumber  Ins.  Co. 


OF    NEW    YORK 

INCORPORATED     1 822 


9S  William  St* 


New  York  City 
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F.  MERGES  &  CO. 

Managers 

St  Paul  Fire  juid  Marine  Inturance  Co.  Nadoiial-Ben  Franklin  Fire  Insurance  Co. 
Firemen's  Insurance  Co.,  o(  Newark,  N.  J.  Western  Insurance  Co.,  of  Pittsburgh,  Pa. 
Gaman-Americaii  Insurance  Co.  cH  Penn*     Minnesota  Underwriters 

riic  AntomoMle,  CoUitoB,  Sfrtaftte  LMkice,  UMSitj  aad  aO  attMr  ktaids  af  tesoraiieei 

All  dsimfl  adjnstad  and  ^aid  Uiffovgli  fhto  aflloa 

73  William  Street  New  York 

London  Guarantee  &  Accident  Co.,  Ltd. 

Of   LiOiidoii*  CiiolaiKl 

WALTERS,  KELLY  &  COMPANY 

Managers  Metropolitan  I>epartment 
55  John  Street,  NEW  YORK 

Compensation,  Employers'  Liability,  General  Liability,  Elevator, 
Teams,  Automobile,  including  Property  Damage  and  Collision, 
Accident,  Health,  Credit,  Burglary,  and  Boiler  insurance. 

WILLIAM  SOHMER 

Agent 

German  Alliance  Insurance  Company 

of  New  York 

First  National  Fire  Insurance  Company  of  the  U.  S. 

Washington,  D.  C. 

75  WILLIAM  STREET,  NEW  YORK 

r4t7S 
TELEPHONES,  Joba<4S71 

1 4*72 

DARBY,  HOOPER  &  McDANIEL 

59  John  Street  New  York  City 

bsarflnce  Co.  of  North  Anerlca,  Phlla.      Centnry  bsnrance  Company  of  Scotland 
Alliance  lunrance  Co.  of  Philadelphia      Nord-Dentsche  bsnrance  Co.,  Hambnrf ,  Qermany 


Cdodooina  insnraace  Company  of  Scotland 
D.  M.  Darby  Secretary 
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STARKWEATHER  &  SHEPLEY 

(IncorporatMl) 
QEORQE  L.  SHEPLEY,  PNtktoat 

17  Custom  HonM  Stnet,  Provktonoe,  R.  I.  55  John  Straet,  New  York  45  laiby  St^  BoitM 

lomnuioe  Exchange,  175  W.  Jacloon  Blvd.,  Chicago  30,  Roe  Chaachat.  Paris 

U.  S.  MANAGERS 

RHODE  ISLAND  INSURANCE  CO.  of  Providence,  R.  I. 

UNION  FIRE  INSURANCE  CO.  of  Paris 

NATIONALE  FIRE  INSURANCE  CO.  of  Paris 

PHENIX  FIRE  INSURANCE  GO.  of  Paris 

THE    WILLIAM   H.   KENZEL   CO. 

T0-83   William   Street,  Nei^  York 

REPRESENTING 

IMPERIAL  ASSURANCE  CO.     EQUITABLE  F.  &  M.  INS.  CO. 

of  New  York  of  Providonco,  R.  I. 

FRANKUN  FIRE  fl«S.  CO.       GRANITE  STATE  FIRE  INS.  CO. 

of  Philadelphia,  Pa.  of  Portemoutht  N.  H. 

COMMERCE  INSURANCE  CO.     PinSBURGH  FIRE  INS.  CO. 

of  Albany,  N.  Y.  of  PIttaburgh,  Pa. 

THE  COLUMBIAN  NAT.  FIRE  fl«S.  CO. 

of  Detroit,  Mich. 


BALLARD  &  GREENE,  INC. 

General  Insurance  Agents 
Casualty  Underwriters 

100  William  Street  9  Clinton  Street 

New  York  City  Newark,  N.  J. 

Automobile  Insurance  a  Specialty 

HUTCHINSON,  RIVINUS  ®l  CO. 

45  WaU  St.  NEW  YORK 

General  Insurance   ^roKfirj 


m         ^aaBB...a.aa^,M.^.^^H^  ^ 


Surplus  Lrines  Floaters  a  Specialty 

Exceptional  Facilities  for  Marine  Insurance 
425  l¥alnut  St.  lOS  So.  La  SaUe  St. 

PHII^ADKI^PHIA  CHICAGO 
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B.  N.  BXTON.  Prerident 
D.  BLDBR.  Treu.  ft  Sec. 


CHAS.  DUPBB.  Vice-Prcrident 
R.  P.  BROWN.  AiBt.  Treat. 


B.  N.  EXTON  &  CO^  Inc. 

SUCCBSSORS  TO 

The  Exton-Hall  Brokerage  &  Vessel  Agency 
Jameson  &  Frelinghujrsen 

Special  Facilities  for  Covering  Large  Lines  of  Lisurance  on  Improved  Risks 

64  WALL  STREET  NEW  YORK 


ROBERT  C.  RBAM 


HBNRY  W.  IVBS 


REAM,  IVES  &  WRIGHTSON,  Inc- 

General  Insurance  Brokers 


24  Broad  Street,  New  York 


London,  England 
Montreal,  Canada 


RE-INSURANCE  TREATIES  AND  SURPLUS  LINES  ALSO  HANDLED 


OUT  OF  TOWN  BROKERAGE  ACCOUNTS  SOLICITED 


'.reath    J— 1 

'.rinkerhoff   A— 1 

Bristol    John   I   D— 1 

3rown  Henry  W  &  Co 
-f 

irown   T  Y   &  Co-f 

ironn    W    S    &   Co— f 

{rudi    A   L — C 

Jruenn  L  S— 1 

Jnickncr  W    P— 1 

Jattlcs   M    DngTO—i 

Jaxton   Herbert— f 

:argill   H  1^1 

rarpcnier    &    Baker — c 

Terf  L  A— I 

Thobotsky  A — 1 

-hristie    Robert — ^1 

:hubb  &  Son— f  c 

Happ  E  E  &  Co— c 

riark  G   P  B— 1 

Ilausen  Bayley  &  Kear- 
ney—c 

rieland  J  B-c 
loud  C  M-c 

^umpton  W   M — 1 

.[onnors  P  F — 1 

'oorabs  J  B — 1 

Jordner  A  B — ^1 

>osthwaite  B   M    Co— 

J  c 

'mm  &  Forster— f 
Turry   t   F   Agency — c 
»arby.  Hooper  &  Mo- 
Daniela— { 

)aTis  Doland  &  Co— f 
)e  Forrest   E*r»— I 
)e  Rivera  W  J  &  Co-I 
)enipsey  J   F— 1  c 
)oreina9  F  S-J 
)anntng  F  O— 1 
)arbrow    Tame»— f 
>ttrbrow  Wm— 1 
)utcher  Wm— I 
Kngfat  &  HtUca-c 
^agfea  F 


Edwards  C  J— 1 
Exton  B  N  &  Co  Inc— f 
FeU  T  R— 1 
Ferester  P— 1 
Ferris  Wm  T-1 
Ford   E   F— c 
Forsmit   Morri*— I 
Frank  &  Du  Bois— f 
Freedman    &   Geitx— f  1  c 
Freid    I-l   c 
Frelingbeusen  J  S  &  Co 

French   &  Sterling— c 
Gallagher  W  A— 1 
Garrett    James    R — c 
Gauvin    Agency    Inc— c 
Genise   Saml    S — I  1   c 
Gladwin  R  I— 1 
Goldfinger   Max— 1 
Goldman  J   B— 1   c 
Gooding  O   L — ^1 
Gott   O   Wilson— c 
Goulden  &  Koch — c 
Goulden    &    Millar— 1 
Goulden   J    A    &   Son— 1 
Greenberg  M   B— f  1  c 
Gross  &  Gross   Co— f  c 
Gseller  A  H-1 
Hagendom   &   Co — f 
Hale  H  &  Son— 1 
Hale  H  M-1 
Hall  &  Hensnaw— f 
Hall  &  Trowbridge— f 
Hall  £  E  &  Co-f 
Hampton  H— f 
Hangley   Patrick  J— I 
Hardy  It  H-1 
Harper  C  R— 1 
Harris  W  M-1 
Hassell  J  F  &  Co-c 
Herenden  A  S — 1 
HerreU   W  J-1 
Herrick  Harold— f 
Herrmann  F— f  c 
Higgins  &  Cox— c 


HiUiard  J  G— f  c 
Hodgkinson  T  H— 1  c 
Hodgman   F  A— 1 
Holmes    E  F— c 
Honig  Henry   &  Son— { 
1  c 

ELMER  J.  HOPPER 

Casualty  Agent 


80  Maid«B  LaiM 


NEW  YORK  CITY 

Huebner  Anton— 1 
Hutchinson    Rivinos  Co 

-f  c 
HuflF  P  F— f  1  c 
Husk  Thomas  S— 1 
Ives  Myrick — 1 
Jackson   &   Potter — c 

ames  F  S  &  Co— f 

ames  Justin  C— 1 

Jarvis  J   A— 1 
ohnson   &   Higgins— f  c 
ohnston  &  ColRns  Co 
— c 

Johnson  H  B — ^1  c 
ones   &   Whitlock— c 
:ederick   C   H— 1 
Kedcrick    L  C-1 
Kelly  &   Fullet^f 
Kenzel  W  H  The   Co-f 
Ketsler  R  R— 1 
King  John  E-^ 
Kirkland  &  Yardley-f 
Knight   Chas   B— 1 
Kretchman  L— I 
Lane  &  Jonesr— 1 


Warra  M  Kinfcil 
&  Co. 

INSURANCE 

CMfMM  UmmM  ^tm€9^  tor 
AwmtM  ca^  BrmkotM 

123  WILLIAM  ST. 

Lasher    &   Taylor— £ 
.  Lauckner   O   O— f   c 
Lee  E  W— 1 
LeiiTer  P  M— 1 
Lcroy  Herman^ 
Levy  Abraham — ^1 
Lockwood  &  Lowe— f  c 
Lockwood  Bros — ^f 
Lockwood  Bros  &  Ward 

— f 
Loesch   Geo — ^1 
Lombard   E  B— 1 
Lumber   Ins   Genl   Agcy 

McConnell  E  B  &  Co— f 
McCrea  D  W— c 
McGee  W   H— c 
McGregor  R  W  E— 1 
McKenna  J  T— 1 
McMurchy  C   E — I 
Mallaby  6  W— 1 

MARSH  &  Mclennan 

INSURANCE 

19  Cedar  Street 

(See  Chicago) 
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N,Y,— N.Y.  City.  Con. 

Mautner  J  L—c 
Marer   M— 1 
Mdlar  &  Allen   I^f 
Menschel  &  Abraham— 1 
Merges  F  &  Co— f  c 
Merlehan  J  P— 1 
Miller  Z  T— 1 

Mills  &  Honness 


Oiint  ImBWMflo  Ot.  d  lartford 
Thi  Oapitil  lanxaam  Oo.  «f  I.  H. 
Fhaiz  Rn  of  "  ' 

NEW    TOKX    OITT 

Mix  R  J-1 

Montgomery   &    Foun- 
tain— f 
Mowry    &    Patterson— 1 
Newman   &   MacBain— f 
Oakley   Alonzo   Gore— c 
Ogden  &  Fay^f 
Owens   &   Phillips   F— f 
Pasner  Joseph  M— 1 
Payne   &   Ramsey — c 
Pennock  H  H— 1 
Perdew   F   H— c 
Perrin  W  L  &  Son-£ 
Phelan   C— c 
Pinner  L  &  Co  Inc— c 
Piatt  C  A— c 
Piatt   &   Jeremiah— c 
Poggenburg  H  F  &  Co 

Prentice  D— f 

Priddy  1^1 

Prosser  &  Romans— 1 

guackenbush  E  3— c 
athbone  R  C  &  Son— 
f  1 

Ream,    Ires    &    Wright- 
son   Inc — f 

Reid   Wallace— f 

Reilly  Thos-1 

Reinboth    Max— 1 

Rhodes    Frederic    H— 1 

Ridgway  T  W— 1 

Robbins  J  R— 1 

Rogers  O  S— 1 

Rooney  W  J— 1 

Ross  F  H— f 

Russell,   Scott  &  Ziegler 
-f 

Rutherford  P— c 

Sammis  W  D— f 

Sanders  H — c 

Sasseen  Robt  A— I  c 

Saymon   M— 1 


Stewart   C  A— 1 
Strahan  H  J— 1 
Sudbrink    C— 1 
Swinton   A  C— f 
Taylor  A   R— I 
Ten  Broeck.    Morse   & 

Co— f 
Tharp  E  C— 1 
Thomas  £  V-^ 

Artinir  J.  Thowtiss 


Bnttuh  Manager 

lortk  Britisk  ft  ImsBtils  las.  Co. 
Thi  OowMBVisltk  Lbs.  Oo. 

7   EAST  42nd  STREET 

Timewall   O  A— c 
Tomlins  Wm  M  Ji^c 
Tonkin  W  J— 1 
Treat  A  B— c 
Treat  E  M— c 
Underwriters    Brokerage 

Corporation — ^f 
Wallis    Frederick   A— 1 
Walters.  Kelly  &  Co-c 
Wayland  C  C— I 
Weed  &  Kennedy— f  c 
Weigel  G  A— 1 
West   Bros — c 
Wetzel   Geo  G— c 
Whilden    &    Hancock— f 
White  Major  A-{ 
Whiton   J  B— 1  c 
Wilcox,    Peck,    Brown 

&   Crosby— f 
Willkens    Frederick    E 

Wolffson   I— 1 
Woodward    &    William- 
son— ^f  c 
Woodburv  F  R— c 
Worth   Walter— c 
Yearance  Jas— 1 

NIAGARA  FALLS 

Ackennan   Bros  &  Co— 

f  1  c 
Brophy  J  T— f  I  c 
Campbell  D  W-f 
Crick  Chaa— f 
Desbecker  S  R— { 
Electric  City  Securities 

Co-f  1  c 
Franchot  R— f  1  c 
Hayes  Mercantile  Agcy 


1 


Mooden  J    B— c 


SCHAEFER    &    SHEVLIN 

CenermI  Agenta 
t  lAcrly  Street  NBIT  YMI  CITY,  N.  Y. 

DUBUQUE    FIRE   AND  MARINE 

INSURANCE  COMPANY 


Sewall   &  Alden — f  c 
Sinclair  D   G  C— 1 
Small  J   H— 1 
Simmons   John    G— f 
Simons  R  M — 1 
Smith  &  Hicks — ^f  &  m 
Smith   G   A— 1  c 
Sohmer  Wm  J  &  Co— I 
Southworth    E   B   Jr— c 
Spencer  C  H — ^1 
Spencer  G  A — ^1 
Starkweather    &   Shepley 
Inc-f 


Moroney  &  Fell— f  1  c 
Murphy    J^mes    F    Co- 
Niagara    Falls    Fire    Of- 
fice—f  1  c 
Oppenheim  Max — f 
Randolph  Miss  M  A— 1 
Schmeck  J.  H— f  I 
Simmons  &  Baker  Co— 

f  1 
Showers  Clarence— f 
Sullivan    Frank — f 
Woodward  Chas — f  1  c 


N.   TONAWANDA 

Austin  Elgin  F— e 
Gardei  W  F-l  1  e 
Lindsay  S— 1 

NORTHVILLE 

Anibal  Lee  S — f  I  c 

Fry   &   Carpenter— f  1   c 

•  NORWICH 

Barnes  Frank— f 
Blakel7  M  M— f 
Bumside  L  H— f 
Ointon    Chas— f 
Finigan  &  Co— f  c 
Frink  J  B— f 
Frink  Lr-\ 
Hewitt    Mr.— 1 
Hubbard  Mr.— 1 
Lee  D  F— f 
Lyons   Chas— 1 
McNitt  &  Frink-I  c 
Mosier  W  I— 1 
Nash  C  B— f  c 
Porter  Chas— f 
Ransford  Wm— f 
Ruckteshler  G— f 
Southworth  F  J— f  1  c 
Stott  John  C— 1  f  c 
Tillman  I  J— f 

NORWOOD 

Harris  Geo — f  1  c 
Stowell  E  E— f  1  c 
Vance  C  F-f 

NYACK 

Blauvelt  &  Morrell— f  1  c 
Essex  Harry— I  c 
Gaynor  Joseph  T— f  c 
Gedney  Robert— I 
Kilby  T  P— f  c 
McGinley  H— f  c 
Meyers  Edward — £ 
Perry  Fred— f 
Polhemus  W  O-^  c 

OGDENSBURG 

Bickford  A  H— f 
Bell  Vivian  G-1 
Chandler  Harrey  G— f  1  c 
Dana  Theo  F  &  Son— f 

I  c 
Dandy  H  J— f 
Dandy  J  R— 1 
Dawley  S  L-^  1  c 
Dinneen  Thos.— I  I  c 
Doyle  Michael— f 
FitzGerald   Richard— f  c 
Lancto  £  J— f  1  c 
Meagher  G  S— f  c 
Merriman  C  A  &  Son— 

f  1  c 
Russell    Real    EsUte   Co 

— f 
Simonds  Chas  H — f  1  c 
Smith  A  E  &  Son— f  1  c 
Weeks  I  I^f  I  c 

OLEiAN 

Abrams  &  Sons— f  c 
Chamberiin  W  A— f 
Cobb  Hugh— f 
Collins  Interstate  Agcy 

Co-f  1  c 
Empire  Agency— f  1  c 
Fitch  S  L-1 
Hunt  Dell— 1  c 
Mallery  R  T— f  c 
Mandeville  W  H  Co-f 

I  c 
Pierce  C  D-1 
Refeld  Aug— f 
Seamans  J— 1 
Sisson  ft  Billings— f  c 
Song  John  G  Co— f  1  c 
Stillman  F  V  R— f  1  c 
Thompson  C  A — f 
Van   Campen   Geo— 1 
Van   Campen  James— 1 


ONEIDA 

Coon   Eugene   E — f 
CoTdl  D  J-f 
Fearon  Henry  D— 1  c 
Fort  J  W-l 
Greer  F  T— f 
Hamblin  A  D— f  c 
Hay  Arthur— f  c 
MunE  P  J— f 
Munz  &  Haskell— f  c 
Nauman  A  G — f 
Putnam  John   H — ^f  c 
Rockwell  Hiram  I^f  1 
Ruggles  C  M— f  1 
Weeks  MUs  Alice  F-f 
Watterson   Robt— f  c 

ONEONTA 

Aplanalp  E  C— 1 
Bard  H  M  &  Son^f  I 
Ceperley    &    Morgan— f 
Corr  J  J-f 
Eckerson  H  E^f 
Ferguson  Ursil  A— f 
Gal&gher  P  J-f 
Hazard  Chas  B— f  1 
Helm  Frank  I  — f 
Keenan    ft   Weils— f  c 
Lennon  L  B — ^1   c 
UcGuiness  John— 1 
O'Brien  Thos  T— 1 
Scott  Walter^!  c 
Shelland    ft    N  earing— 

f  1  c 
Van  Wie  Fred  N— f 


OSSINING 

Cornell  H  A  Jr-f  1  c 
Cowie  Geo  C— f  1  c 
Heagle  Wm— f  1  c 
Kelly  Mrs  Mary— 1  c 
Leary  Thoa— f  c 
Powers  J  P— f  1  c 
Schafmeister  H  A— f  1  c 
Wood  F  G— f 


OSWEGO 

Burr  W  V  ft  Sons-f 
Burt  C  M— I 
Cavanauffh  W  J— c 
Cooper  Webb  G-f  1 
Doyle  Jas  P— f  1  c 
Dowdle   &    Ouigley  Co 

Inc— f  c 
Frost  E  B— c 
Graveley  John  A— < 
Reiser  ft  Dewise— f  I 
Kenific  E  P-f 
McGowan  M— f 
McPeake  Thomas— f 
Murcfock  W  L-c 
Parker  F  W-f  c 
Phelps  ft  Spencer— f  c 
Reid  C  A— f 
Riley  Fred  M— f  e 
Thrall  W  G   ft  Son-f  c 
Wescott   H   I^-f 
Wiltae  E  F— f  1  c 
Wright  Chas  P— f  1  c 
Young  T  O— f 

OWEGO 

Horton  F  G— f  1  c 
Lounsbnry  Stephen— fic 
Robinson  A  J— f  1  c 
Steele  R  D— f  1  c 
Woodford  C  G-f 

OXFORD 

Baker  Fred  W— 1 
Gark  De  Prance-f 
Dunning  Thomas  M— 1  c 
Knott  L  A— f  1  c 
Loomis  M  C— f 
PhUley  J  C-l 
Stone  C  L— f  1  e 
Van  Tassel  Sperry-I 


INSURANCE    AGENTS— NEW    YORK. 


B-153 


EGBERT  r.  ASHLEY  CO. 


W.  O.  ASHLEY,  President 


J.  A.  DUPUY,  Vice-Fret,  and  Treaa.  CHARLES  T.  RAU.  Secretary 

Rochester  German  Underwriters  Agency 


Hartford  Fire  Ins.  Co. 

North  British  &  Mercantile  Ins.  Co. 

German-American  Ins.  Co.  of  New  York 

Connecticut  Fire  Ins.  Co. 

Springfield  Fire  &  Marine  Ins.  Co. 

Fire  Association  of  Philadelphia 


Providence  Washington  Ins.  Co. 
Hartford  Steam  BoUer  Ins.  Co. 
Guarantee  Co.  of  North  America 
United  States  Guarantee  Co. 
Standard  of  Detroit  (Liability) 
Hartford  (Marine) 


Hartford  Accident  and  Indemnity  Co.  (Burglary  &  Plate  Glass) 
"One  of  the  Leading  Agencies  of  the  Country.*' — N.  Y.  Press 


PALMYRA 

Braman  S  E — f  I  c 
Guile  Mr— f 

iackson   A    F — f   1   c 
[napp  A  R— f  c 
McLouth  C— f 
MitcheU  H  E-{  c 

PATCHOGUE 

Chichester   Geo    L — f   c 
Conklm  S  W  ft  Co-{  c 
Losee  Jos  T— f 
Potter  Johm  A— f 
Potter  R  E— 1 
Price  Jno  M — f 
Roe  John  J— f 
Swezey  J   B— f 
Wiggins  M  G— f 

PEEKSKILL 

Bargcr   &   Powell— f  I   c 
Cnimb  L  F— f 
Free  Chas  K— f 
Frost  M  E  &  Son— f 
Goodliffe  Frank  B— f  1 
Horton  Cyms  W— f  c 
Joseph  G«o  B— f  c 
Knapp  S   R— f. 
Mason    C    L    &    A    J— 

f  1  c 
McCord  Samuel   T— f 
Moore  Wigman  Co  The 

-f  I  c 
Moses  Martin— f  ]  c 
RUey   Frank— f 
ScTmour    Alonzo— f 
Strang  A  F— f  1  c 
Traria  Lewis — ^f  c 
Wilson  E  C— f 

PENN  YAN 

Burr   Geo    W— ! 
Dailey  N  S-C  1  c 
Fitrpatrick  Wm  J— I  1 
Goodspeed  &  Miller— f  1  c 
Harens  B  M-4  c 
Heard  C  N-1 
Jones  8c  Pntney— f 
Kinne  Silas  &  Son— { 
Mallory  B  T-f 
SalisbnryJ   M— f  1  c 
Stoll  D  H-f  1  c 
Waldron    Edwin— f 
Watkins  J  E-f  1  c 

PERRY 

Badger  V  H-l 
Donlon  P  H— ! 
Gregg  Herman  G — ^I 
Hart  &  Grieve— f  c 
Parker  Geo  M  C— f 
Tarpln  &  Stowell— f 

PHELPS 

Kitson   Sc   Kavsnsgh— ^ 
Norton  Wm— I  1  c 
Warner  E  S-^ 


PHILMONT 

Mead  S  I^-i 
Snyder  J  H— €  c 
Waltermire  Geo— f 

PITTSFORD 
True  Chas  IL—i 

PLATTSBURGH 

Guibord    &    Hapgood— 

f  1  c 
Heffernan  &  Son— f  1  c 
O'Brien   &    LaMarche— f 

1  c 
OUiver  C  H— f  1  c 
Parkhurst  &  Taylor— f  1 
Smith   C  W— f 
Stratton  J  A— 1 
Thomas  fi  A  &  Co— £  1  c 

PLEASANTVILLE 

HaU   Chas  H-i 
Horton   E  G— f 
Ripky   E  H— f 

PORT  BYROK 

Crane  T  M— f 
King  L  H  &  Co-f 
Kinffcade    Will-1 
Madden   Tohn — ^1 
Monroe   M— I 
Rude    Harry— 1 
Shotz   B    C— { 
Stilwell  W   P-1 
Ware  W  A-f 

PORT  CHESTER 

Austin   ft   Merritt— f  c 

Goldfarb   Jos— 1 

Knapp  ft  Wakefield  Co 

Lounsbury  C  E  ft  Sons 
f  c 

Marshall  &  Remsen— f  1  c 

Odell    A    R— 1 

Smith  John   H— f 

Smith  W   B-c 

Taylor   Roy— f 

Wilson,    Bull   ft  Black- 
man— f 

PORT  HENRY 

Beers  Ada  J   R— f  1 
Neide  Mary  E-f  1 
Wallace    Bros— f  1   c 
Weston  George  H— f  1 

PORT    JEFFERSON 

Bayles  H  T-^ 
Conk  R  E— f  c 
Darling  Geo  E— f 
Davis  ft  Dayton— f 
Dayton  R   B— f 
Floyd    ft    Roe— f 
Piatt   C    V-f  c 
Ritch  Thos  J  Jr 
Sweezey  I   M— f 


PORT  JERVIS 

Bevans  W   S— f  c 
Bonnell    T  J— I 
Clancy  Wm  A — f  c 
Denton   Harry  B — f  1  c 
DcWitt   G  S-f  1   c 
Famum  John — f  1  c 
Fisher  J  A— £  c 
Fowler  Frcd'k  D— f  1  c 
Pope  Jacob  F— f  1  c 
Westbrook  M  D-f  c 

PORT   RICHMOND 
Braman  W  M— f  1  c 
Fojnin  &  Son— f  c 
Griffith   Chas   E   Sons— 

f   c 
Jones    Robt   D    &    Son 

Mullin    B— f 
Sharrett    H   J— f 

POTSDAM 

Bamett  Michael  G— f  1  c 
Brownell   ft   Sons   L  J — 

f  1  c 
Curtis  H  C— f  1  c 
Foote   Howard  E— 1  c 
Heath  A  D-f 
Murray   James— f   1 
Perrigo  H  S-f 
Redway  S  A— f 
Smith  G  W  F— f 

POUGHKEEPSIE 

Beatty  James  H— f  c 
Bull  L  M— 1 
Foster  D  C— f  1  c 
Frost  &  Luckcy— f  1  c 
Gill  Harvey   M — f   c 
Gjobye  Thos    M— c 
Graham   J    T— f 
Graham   Robt  G— f  c 
Guernsey    Homer    W — f 
Hatfield   Ernest  J— f   c 
Hinkley   John— c 
Irish  S  B-f 
Ketcham  Chas  A — f  c 
Lee  Townsend  H— f  c 
Luck  H   C— f 
Lumb  George  J — ^f 
Lumb  C  C— f 
Marshall    &    Sterling— 

f  1  c 
McLaughlin  W  R— 1 
Mears  John    J — ^f 
Peters   &  Mills— f 
Piatt  Isaac — ^f  c 
Quintero   W^m    S— f 
Reynolds  Jas  W— 1 
Slee  D  ft  B— f  c 
Stockton  S  D— 1 
Swastika  Realty  Co— f  c 
Tumbull  H  B— f  c 
Vail    Lewis   H— f 
Vail  ft  Sutton  Inc— f  c 
Vail   &  Vail— f  c 
Valentine  ft  Booth>-4  c 


Van   Wagenen    J   M— 1 
Welch  ft  Gellert— 1 
Wickham  R  W— 1 

PULASKI 

Bishop  D  C— 1 
Knowlton    Leonard— 1    c 
Macy  L  J— f 
Miller  ft   Bentlev— f  c 
Miller  Chas  S— f  I  c 
Parkhurst  J    W— £  1   c 

RANSOMVILLE 

Barry  A  J— £ 
Molnoux   K   L — f 
Wisney  W  D— £ 

RENSSELAER 

Munger  John  F— £  c 
Plants  Broa— I 

RHINEBECK 

Cramer  William — £  I  c 
McCarty  Charles  E— f  I  c 
Obre  Wm— f  1 
Schryver  M   V   B— f 
Secor  H  N— f 
Smith  Grove— I 
Stickle    Lee— c 
Van  Keuren   J — c 

RICHFIELD  SPRINGS 

Cameron   V   A— £   1   c 
Parker  I  B-f 

RIVERHEAD 

Bagshaw  John— £  c 
Corwin   Mathis— £ 
Dugan   ft   Co— £ 
Howell  Chas  H  ft  Son 

£  1  c 
Murphy  J— 1 
Nesbit    C    H— 1 
Preston   Henry   H— £ 

ROCHESTER 

Alexander  J  V— 1 
Amsden    F    P— 1 
Amsden    Kalbfleisch    Co 


Armstrong   Jane    L— I 
Ashley  E  F  Co— £  c 
Avery   W   M— 1 
Babcock   Clay— I 
Baker  John    E— 1 
Bartlett   C  A— c 
Bennett    B    G— 1 
Beers   Wm— 1 
Blumensteil    Bros— c 
Bly   Qark   W— £ 
Boiler    E   J— c 
Booth   A  B— 1 
Browne   J   C — £ 
Bryant    L    P— 1 
Burke  A    E-1 
Burke   Edward   H— 1 
Burke    F   E— f 
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Burnett  Wm   C— 1  c 
Bush  S  J   T—l 
Carpenter  Scth — c 
Casey  Fred  B— 1 
Chace   B   B—c 
Chaaincll   F   O— f 
Cheney  E  P— 1 
Church   A   E— f 
Dark  E  P— 1 
Clements  T   C — f  c 
Cooke  W  H— 1 
Cooper  Geo   N— I 
Copeland  J   C— c 
Crabbe    S    L— 1 
Crittenden  F  M— f 
Curtin    Brosr— f 
Curtis   A   W— f 
Curtiss    C  F—1 
Crowley   H    B—f 
Dana  Howard  C  &   Co 

-f  c 
Decker   Frank  B—f 
Decker  Case  Co — f  c 
Deming  W   L— f 
Donahue  G  E— f 
Donald  T  M— f 
Dooley  F  R— c 
Durgin    T    F— c 
Dutton  Percy  B—f  c 
Eaton    Eli — I 
Ellis  H  W— f 
Ely  F   P— 1 
Englehardt    Edward   Co 

Evans  L  P— f 
Fleckenstein  W  B--f 
Firman.   Webb   &  John- 
son  Co— f  1   c 
Gibson    Cha»— f 
Gliddon  C  J— c 
Greeno  F  L— f 
Grover  A   B— 1 
Hagerty   C   G— 1 
Hall    John— 1 
Hambsch  P  F—1 
Hammond    D    H— 1 
Hammond  C  L — 1 
Hare  Geo— 1 
Hatch    A  L— I 
Hayes  W  D— 1 
Henderson    &    Mann->1 
Hcndrix    A    F— f 
Hodges   N    P— f 
Hotchkiss  J    D— £   c 
Howard  Wm  P— 1 
Howarth  J  H— 1 
Rowland   O    M— f 
Hughes   D    J— 1 
Ingold  G  W— f 
Jessen    Chri»— f 
Johnston    J*»— f   c 
Johnson   T  A— f 
Jones  J   P— 1   c 
Kavanagh  &  Smith— flc 
Kendal]  H  I   Co— f 
Kolb  L  F— f 

Lewis   H    R ^1 

Lewis   W  A— c 
Loewengurth  L  E— f  c 
Long  S— I 
Lucas  Edw  J— f 
Lvddon  T  E>- f 
Malley  James— f  c 
McAnamey  J   H— f  c 
McAuliffe    James — c 
McChesncy  C  H— 1 
McChe»ncy  F   H— 1 
McGrath     Frank— 1 
McKay  Harry  — f 
McNiece  Jas— f 
Meyer   H  L— f  1   c 
Miner  Chaa   F— f  c 
Miller  J  M— 1 
Miller  M  R— 1 
Mills  Buell  P-f  e 
Moran  J  C— 1 
Mosher  F  H— 1  c 
Narin  John  F—1 
Neafie  11  J— 1 
Nell  Edwin   B— 1 


Nugent  James  J— 1 
Nye  &  Forbes— f  1  c 
Otttey  H   F— f  1  c 
Palmateer    Frank— I 
Pangbum   G  W— 1  c 
Parks   W    S— 1 
Parsons    G   A— 1 
Patton   W   F— f 
Paviour  Robt  S— f  c 
Petrie    Glen— f 
Pickering  A  T— f 
Piggott   O   A— f 
Quinlan  James  H — c 
Kaynor   Seymour   D— c 
Regan  N  W— 1 
Reibling  A  J  &  Son  Co 

— f  c 
Richards   H   S-f 
Ritter   Fred   A— 1 
Robinson  A — c 
Roach   Wm   C— f 
Roch   Agency   Co — 1 
Rogers  N  G— f 
Rowland   Neal   C-^ 
SafFord  Carl   R— c 
Saunders   W  P— 1 
Schlitzer  Leo   A — f  c 
Schwab    A    P— 1 
Scott. W   M— 1 
Security  Agcy  Co— f  c 
Sheeler-Baxter    Co — ^f 
Siebold   Charles   A— 1 
Smith  A  V-1 
Smith  Geo  L — 1 
Smith  W  J-c 
Somervillc    W    R— f 
Spaeth    Chas— 1 
Spariin  Ezra   >T— f  1   c 
Spearc  L  T— ' 
Speare  R  P^  c 
Spitalewitz    D — 1 
Stahlbrodt    Sisters^ 
Steitx  G  W  ^  Son— f  c 
Stettheimer  J   R— « 


Davis   J    W— f 
Eastman  J   T— f  1  c 
Evans  H  A— f 
Fowler  &  Hughes — ^f  c 
Golly  F  J— f  1  c 
Hookc  J   H-f  1 
Huggins  P  R  &  Co— f  c 
T^>nes  N   H-f  1  c 
Kinney  &  Bouten  Co — 

f  1   c 
Lovier  A   M— f  1  c 
Lynch  J  C  Jr— f  c 
Quackenbush   &   Owen — 

f  1  c 
Randolph    &    McCarthy 

Roth   Bros  Co— f  1  c 
Roth    &   Gregerson — f  I  c 
Smith   Gordon   J — f  c 
Van  Wagenan  L  G  Co 

-f 
Watters  G  H— f  1   c 

ROSLYN 

Eastman  H  M  W-f 
Hegeman  &  Mott— f  1  c 
Hicks  Albcrtson  W— f 
Smith   E  J— f 

» 

ROUSES  POINT 

Mvers  J  R— f  c 
Sabourin  T   A— 1 
Trombly   H   A— f 

SAG  HARBOR 

Brown  Arthur  T— f  c 
Corwin  B   D— f  c 
Greene   W   C— f  c 
Kieman  G   Augustine— 

f  c 
Raynor  Mrs  G  C— f 
Sleight  C  R-f 
Yardley   Frcd-f 


STEVENSON-DE  MALLIE  CO.,  loc 

W  CHAMBER  OP  COMMERCB  BUILDING 
ROCHESTER,  N.  Y. 

Continental  Ins.  Co.  of  New  York 

Commercial  Caiualty  Inf.  Co. 
United  SUtes  Casualty  Co. 

Zuricli  Accident  A  Uability  Co 


Stillman   A   Stewart— 1 
Street  Thomas   F— c 
Tanner   O   E— 1 
Thomaa  &   Childs— f 
Thompson  A   T—l 
Tobin   C  M— f 
Townsend  F  U— c 
Tuke   C  D— c 
Vischcr  H   S-f  , 
Vreeland    J   H^ 
Vahne  W   B—f 
Wagner   Wm    H-c 
Wall  R  W-1 
Ward  L  S  &  Co-f  1  c 
Wehn   Louin  W— f  c 
Wcller  A    F—1 
Welsh   Geo  H— c 
Whitbeck  L  H— f  c 
Wittlesey   G— 1 
Wolfert   Bros— f   c 
WoUf  M  E  Co-f  c 
Wood   Thomas— 1 
Wright   T   C-1 
Wright  W  G-1  c 
Young  J   Austin — c 

ROME 

Baldwin  &  Stone— f  \  e 
Besley  &  Besley— f  1  c 
Case  H  B— 1 
Clark   Charles   E— f 


ST.  JOHNSVILLE 

HaU  E  R  &  Son-^  1  c 
Lampman  C  P— {  I  c 
Mock   Adam— f 
Wulrath  M  &  Son-fic 

SALAMANCA 

Brown  E  S— f  1  c 
Hazard  W  H  &  Co-flc 
Kamire  Carl  A— f  1  c 
Maloney  J  E  &  Co— f  I  c 

SALEM 

Gibson  Tames  Jr— f 
HiU  F  A-f  c 

SANDY  CREEK 

Earl   M   M— f 
Root  Ed  S— 1  c 
Sargent  Roscoe-^  c 
Waflace  H  Louis-I 

SARANAC   LAKE 

Ayres  C  J—i  1  c 
Duryea  &  Co  Inc— f  c 
McKee  F  H— f 
Miller  S  A— f 
Roberts  W  F-f 
Starks  F  E— f  1  c 


SARATOGA 

Burdick   I   J— f   I   c 
Hartwell    &    Shackelford 

f  1  e 
Ingham  White  &  Co— 

ri  c 

iones  L  M  Co— f  1  c 
icNuIty  J    D— f 
Searing   B    H — f 
Sheldon  Jennie   S— f  1 
Van  Deusen  Henry— f  I  c 
VanVoast    &    Leonard- 
f  1  c 

SAUGERTIES 

Butzel's  Son  John  L— f 
Darbee's  Ins    Agcy— f  1  c 
Donlon  M   E— f 
Eckert  &   Snyder— f  1  c 
Keeney  H  T— f  c 
Trumpbour    George— f  1  c 

SCHENECTADY 

Angle*    Gilmour   &   Par- 
ker—f  1  c 
Chadwick  Wm  A— f 
Clute  Henry  J — ^f 
DeGraff  Fred— 1 
Dettbam    F   H— f 
Faber  A  H— f 
Glen  H  G  Ti— f 
Heritage    Cnarles— f 
Hodges  Martin— 1 

{uno  J  S  &  Son— f  I  c 
.indsay  J  A  &  Co— f 
Lofts  F  D  &  Co-f 
McDonald  Bros— f 
Magee  A  V — f  c 
Merriam  C   W— f  c 
O'Brien    Brothcr»-f 
O'NeiU  J  J— f  c 
Peters  John   H— f  c 
Raymood-Robinson    Co 

Ryan  W  H— f 

Ryon  E  J— f  c 

Schnectady  Insuring 
Agency— f  1  c 

Schermerhom    Edwin— 
f  c 

Schermerhom    ft    Co— 
f  1  c 

Schoolcraft  J  L— I  c 

Seamon  B-h 

Silberkraus   M  8t  Soo-f 

Stedman  H   Zr-i 

TerBush   ft  Powell— f  c 

Truax  W  C— c 

United  Fire  &  Real  Es- 
tate Co— f  1  c 

Van  Amberg   Oliver— f 

Van  Voast   ft    Leonard- 
f  1  c 

Wing  Marcus— f  1 

Yelverton  E  E— f  1  c 

SCHOHARIE 

Grant  Mtfv  T— f 
Holmes  Chas-^  1 
Proper  Clyde   H— f  c 
Snyder  L  K— f 

SCHUYLERVILLE 
Kahan  P--f 
Nesbit  J  G-t 
Nichols  G— 1 
Trumbull   A  S— 1 
Watson  G  F-f 
Whitman  F  Z-1 

SENECA    FALLS 

Combs  Chaa  W— f  I  c 
Farron  Thoa  — f  1  c 
Gay  ft  Son— f  1  c 
Harper  W  B-f  1  c 
Hurley  W  H-f 
Lathrop  R  P— f  1 
MacDonald  Bros-^ 
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Miler  J  T— f 
Pontius  Geo  W — f 
Teonant  P  E — 1  c 

SHUSHAN 
Piser  Ralph  H— f  1  c 

SIDNEY 

Hartley  A   H— I 
Bates  W   W— f  1   c 
Elliott  J  F— 1 
Hamilton   G  H— 1 
Xichols  E   C—l 
Wanger  &  Ward— £  c 
Wells  F  B— f  c 

SKANEATELES 

Avery  Mabel — f   c 
Bnras  James — 1 
Durston   &   Preslcy^f  c 
Gregory  F  H— £  c 
Simmons  &  Stephenson 

Thorae  Wm  T— 1 
Shotwcll    &    McGinn— £ 

SOLVAY 

Richards  Chas— £  c 
Starr  Taylor— f  c 

SO.  GLEN  FALLS 

Comstock   Fred  A— I 
Heath  W   W— £ 
Moore  C  E— f 

SOUTHAMPTON 
Baker  S— c  1 
Kloodgood   H  &  Co— f 
Dunwell  W  K— £ 
Havens  U  R— £  c 
HoweJl  E  H— £ 
Kendricks  R  R— 1 
Osborne  A  S— £  c 
Payne   C   A— f  c 
Picrson    The  James    H 

Agency— £  c 
Seely  W  N— 1 
Smith  R  E— f 

SOUTHOLD 

Folk  A  A— £  c 
Terry  W  H-l  e 

SPRINGVILLE 

Fitzpatrick   A  J — £  c 
Pierce   J  W-f 
Reynolds  G  E^£  !  c 
White  W  D-l  1  c 

STAPLETON 

Barth   GustaTe->£  1  e 
Cornell   D  T— £  c 
Cossnumn   Ei—f  c 
Flake  W  1^-4  1  e 
Robinson    W— £ 
Stake  Albert— f  I  c 

SYRACUSE 

(\ckerman  G  W— ^ 
\inos  John — t 
Vndrews  Gcorfre  W— f  c 
^nustrona:  A  T  Co— f  c 
Salter  &  Knapp  Co— £  1  c 
Cartels  Mrs  Jane  M — ^£c 
Baxter   &   Gilbcrt-H: 
;«Ach  8c  Mitche]l-£  c 
S^bjn  Charles  L— 1 
Povrcn    Perry   &   Fobes 

(oyce  Hartley  C— 1 
toy^   David— 1 
:o3rington   Geo  W— £ 
:rainard  George  £—1 
iri^oher  B  G— 1 
ri^ton  Thomas  L^-1 
rockwar    Charles   T— 1 
1-taTas   Frederick  V— fc 
xar-rtap  George  A— 1 
Liuterfield  Co  The— f  e 
ariBeld  Frank  A  &  Co 


ar 


others  H  I— £ 


Carothers  J  M— f 
Carroll  Mary  Agnes— £  c 
Central  New  York  Rlty 

Co-£ 
Christian    Howard    R— £ 
Conklin  Charles  N— £ 
Cooper  David  B— 1 
Cotter  Carrie  E— 1 
Curtis   F   I^-£ 
Day  Warren  E  Co— £  c 
Dillenback   Clarence—^  c 
Dopffel  William— f  1  c 
Dosser  Charles   E— £ 
Dutton  Percy  B— f  c 
Ellis  Earl  E  &  Son— £  c 
Fellows   &   Clark— £ 
Fowler   Loring   R— £ 


Northrup   Milton    H    Co 

-£  c 
0*Donnell  James  F— 1 
O'Donnell  Thomas— 1 
Onondaga    Underwriters 

Agencjr— £  c 
Peck    George  P— £ 
Percival   Company  Inc — 

£  c 
Perry   Orlo   H— 1 
Petrie   George  D— 1 
Phelps  Chas  W-£ 
Phillips  Henry— 1 
Powell  Fred— £ 
Reed  James  W-1 
Russell  Elmer  W— « 
Rust  Elmer  E— 1 


JMoMfrAnt  1888 

FIRMAN,  WEBB  ft  JOHNSON 

IM,  nu  112  Wllitr  BuUdlng 
KOCHESTBK,  N.  T. 

FIRE,    CASUALTY    AND    BONDING 

Compmnima  Rmprmamnimdt 

National  Fire  Ins.  Co.,  Hartfofd;  Connectlcat  Fire  Ins.  Ca. 
Hartford;  San  In*.  Office,  London;  Glotw  Underwrlten,  New 
York;  Airicultural  Fire  In*.  Co..  Watertownj  Mtnm.  (Aatoa 
&  Snborhan).  Hartford;  FldeUty  &  Depodt  Co..  Baltimore. 

Asd« 


Fredericks    &    Hiclcok— 

£  c 
Galphin  George  D — £ 
Gannett   George   O— £ 
Gant  Oakley  F— f 
Gaylord  Edward  5y-1 
Geyer  Joseph  A— £ 
Graham   William    H— £ 
Greenland  Edw  H— £  c 
Greenland  H  W— £  1   c 
Hadley  George   F— 1 
Haight  Alonzo  W— £  c 
Hale  Frank   H— 1   c 
Hanbidge  John  M—i  c 
Hart  Henry  T— £ 
Heiman   Aaolph — £ 
Herring  Robert  H— 1   c 
Hess  Herbert  Co— £  c 
Hinzpeter   Arthur  H— 1 
Husted  Herbert   B— 1 
Jarvis  P  B— £ 
Jordan  J  A— £ 
Joslyn  Arts  "B— 1 
Kellog  Alice   L-£ 
Keman  &   Pierce— I  c 
Kirkland   Claude  J— 1 
Kline  James  F— £  1  c 
Leonard.   TurnbuU  & 

Johnson— f  c 
Leroy  Fred — ^1  c 
Lighton    Lewis   F — £  c 
Lochr  L  &  Son— £ 
Ludington   Geo   W— £  c 
Luther  K  A  &  Co— 1 
Lutz  Nicholas — £ 
McGuire  &  Co— £  c 
Marot   William    G-1 
Maurer  Oscar  T— 1 
Meyer  Isaac  M — 1 

J.  P.  MILLER 

Imunmoe  Jigenc^ 

"MOBon  DoQar  CompaalM 


115  E.    Genetee  Street 
..  N.  Y. 


Morgan   Henrjr  L— £ 
Nash  J  Jpsepn— £  c 
Nealley  Henry  S— 1 
Newhall  Bros  ft  Wood 


Rvan   P   L— 1 
Shimberg   Irving   L — £  c 
Simmons  Nelson  H— £ 
Simpkins  Charles— 1 
Skerritt   Huse    T— 1 
Smalley   F   M— £ 
Smith  Andrew  J — ^1 
Smith  H   H— f 
Smith  Henry  B— £ 
Smith   R  V— £ 
STAKLET  G.  SMITH 

COKP.— f  0 
Snow-Church  Co — £  c 
Snyder  Vernon  W— c 
Spencer  Samuel  D— 1 
Steinbicker  August — £  c 
Stephens,  Haun  &  Dur- 
ston  Inc — £   c 
Stoddard    F   P— £ 
Summerville  W  R— £ 
Syracuse    Fire   Office — ^f 
Tanner   Morris   F   &   Co 

Inc— £  c 
Teall  William  S— £  c 
Tobey   GuiUord— 1 
True  R  B— 1 
Waack  Henry  F— I 
Watson   &   Wadsworth- 

1  c 
Wells  Byron  S— 1 
White  &   Barber— c 
White    Hamilton — £  c 
Whittic   Lieber  E— c 
Wickes  Henry  P— 1 
Wight  R  E  4  Son-l 
Willever    William    D— c 
Woodsworth   A  J    &  Co 

-£ 
Young  George— £ 

TARRYTOWN 

Aldridge  W  H-4 
Bishop  ft   Reynolds — £ 
Booth  C  W— £ 
Caldwell   I— 1 
Dashwood  Robt— f 
Free    &    Brannigan — £  c 
Griffin  De  Los — £ 
Hoctor  John    F— £ 
Loh  Carl  C-£  I 
Martin   George   H — £ 
Paterson   R  A— f 
Silver  David  F— £  c 

TICONDEROGA 

Arthur  J  H— 1  c 
Cummings  W  A  E— £  1  c 
Frost  H  U-1 


McKeman  Jno — I 
Mead   Leroy — f  c 
Ward  Charle&-£ 
Weed  &  Burieigh-£ 
Wiley   E  C  D-c 

TONAWANDA 

Austin  E  F— 1  c 
Crown  Ins  Agcy — £  1  c 
Davies  £  M  &  Co— £  1  e 
Humphrey    ft    Vander- 

voort— f  1  c 
Rand  Stanley^f  1   c 
Sider    Henry — f  1   c 
Sommer  W  L— 1 
Tonawanda  Underwriters 

-A  1  c 

TOTTENVILLE 

Bolan  John  P— 1 
Fisher  ft  Walter— £ 
Laing  Jas — £ 
Sievers  A  A— f 
Vanname  P  M— 1 
Williams   Benj— £ 
Yetman  H  R— £ 

TROY 

Ambler  Chas  G— 1 
Belanger  Joseph    L— f 
Breese   Rousseau  &   Co 

-£ 
Byron  PaUick— £ 
CofFey   &   McDonnell— £ 
Comesky   &   Morier^f 
Crowley  A   I^-£ 
Donnelly  &   O'Connell— 

£  c 
Donovan  W  V— £ 
Draper  &   Higgins— £ 
Egan  M  E  &  Co— £ 
Geer  Gilbert  Jr  &  Co— £ 
Harrington  A  W  H  Jr 

Hni   F  T-c 
Hislop   T  W-f  c 
Hudson   &  Thompson— £ 
Tones  J  S— £  1  c 
Kennedy    &    Sheldon— £ 
Knox  &  Mead  Co— £  1  c 
Lisle  Wm  E— £ 
McCarty   C  E— f 
McCarthy  Geo  H— 1  c 
Mestng   Geo  L— £ 
Mullin   W   P— £ 
Mnrphy    F— 1 
Nichols   &   MacLaughlin 

-£ 
Paatison   Ed— £ 
Phelps  W— 1 
Smith  G  F-1 
Stillman   &  Son— £ 
Strecker  &  Co— £ 
Tomlinson    S   W— 1 
Troy  Ins  Agency— f  1  c 

TRUMANSBURG 

Halsey  W  D— £  1  c 
Hunt  R  J— f  1  c 
Thompson   H   M— £ 

UNION 
MacClary  T  A— £  1  c 

UNION  SPRINGS 

Barkus  G  B— f  c 
aark  J  G— 1 
Johnson  B  F— £ 
Johnson  E  B— c 

UTICA 

Ackroyd  H  A— £ 
Ames   D  H — £  c 
Baechle-Qark   Co— £  c 
Bagg  Egbert  &  Co— £  1  c 
Barlow  G  H— 1 
Bradley   &  Co— £  c 
Butler  Walter  S-1 
Campion  E  S — f 
Cantwell  &  Bromley  Ine 

— £  c 
Clark  B  A  &  Son— £  c 


INSURANCE  AGENTS— NEW  YORK. 


r   F  H— i  c 


N.  Y.— Utica,  Coa. 
a«rke  W   H-1 

Oogher  W  H-f 
Cohen  W  H-f  c 
Cong«r     ■     ■■    - 
Caunncy   F 
Ctoiue  N   l_    _    . 
Dair  &  Co-I 
D»¥  S  F-f  e 
Dolan  &  Conba;— f  c 
Donohue-Ev»ns    Ci>-flc 
Dowlins   L  J-f 
Evtni   ChM    H— I 
Eybm  J    T-f 
Ferri*  &   Co-f  c 
Foitci   R  A-f 
Fretti  G  W-f  I  c 
GlOTcr  F-l 
Hamlin    M    T-f  c 
Hart  R   S-i 
Hincr  Ficd  G— f  c 


inah   C 

Kernan 


RUges   H   A— f 
Klou«    L    D-1 
LmcL   A   A-f  c 
Lloyd  J   F-( 

Matt  J   t-l  1  c 


Murphy   &    Co~f   c 


Murphy 
Papt  £_ 


Shiw    Wrn    H-F  I 

Siti»rly  P  W-i 

Smith  G  N-(  I 


Staler 


i    E-t 


Steppena  Henry  / 
SwMoer  B_t4 
Taylor  W  H-f 
Tliomaon,    Richardi   i 

Brady-f  e 
Tumbull  J  B-&  1   I 

Van  Baitcn  I^-f 
Wtsteolt  A  H-l 
Walls  E  M-(  c 


WALDEN 
Croolcaton    Homer— t 
Decker  W  G-1 
ElHi    Walter-I 
Fowler   Cyrvi    B— { 
HoDghtallns  E  H— f 
Home    R  T— « 
Leed.  F  V  ft  Co-t  1  c 
Miller  Theo  ft  Sor-fli 
Sanford    Abrima— f 
Tupper  F  W-f 


White    Wm    H— 1 

WAP  FINGER    FALLS 
Bren-ster  W  h-t 
Hasbrook  Z  V-f 
Knapp   E— f 
WL>soo   J    H-f 

WARREN SB URG 

Fuller    A    A— I 


Iume   Robt-(  1  c 
IcConnel]   W  B-I  1  < 
milb  John  W-( 


WARWICK 

Colwell   E   5-(  1  c 
Havklns   Iia-f 
Sanford  F  V-l 

SanfoTd   J    W-(   c 
Van  Duier  W  W-f  I  c 


Bull  S  C  &  Co-f  I  e 
Dennis  Wm  A— t  1  c 
Kennedy   J   W-f 


Carroll  James— I 
Dowden  E  W-f 
Fryer  Chat  W— 1 
jSnaon    Luk,^l 


WALTON 
Gladstone  W  L— f  I  e 
Knapp  Jamea— [ 
McLean  D  E— f 
Marion   H   F— 1  e 
Ogden   H  S-f  1  c 
Pond  H  S-f  I  c 


-   oey   Orlia-f 

rahall    H  A-f 

Smith    &   Lent— f  e 
™   R  J-1 

:  Fred  G-f  1  c 

Van  Kirk   Ralph-f  1 

WATESTOWN 
Ayerm  J  C-f  1 
Brownell  I  L  ft  Soo-I  c 
DeLong   il   J-f 
Flummcrfelt    J    A-1 

M  V       "^  °~ 

Hioe   Omar  A— f 
Matthews  A  T— <  1  c 
Mosher  E  G— f  c 
Pawling  ft  Owens—f 
SteaTer  ft  Peck— f  I  e 
Shepatd   W   t-f 
"-onebum   Wm-(  c 

WATERVTLLE 
Goodwin  &  Race— f 
Race  W  L-1  e 


EKan  M  E   &  Lo— f  I 
Gfeasoo  J    M— t 
Harrington    D    Y-f 
Hollands   Ins   Agcy-f 
Huliapple  J  H-l 
Mullen  Wm    P-f 


Coleman  Chas-f  1   c 
Cooper  E  C  ft  Co— f  1 
Pellet  W  M-f  I  c 


andall   W    F-l 


Lyford  F  E  ft  Co-f  < 
Mjrera  C  A— f  1  e 
Saxe   H    M-l 
Sawder  F  A-f 


Graham  Henry— I  c 
Hankj  Paul    B~f  q 


Levia  Henry  N-f 

ifurphy    Daniel— 1 
Nagle   John-I 
O'Connor  Thoa-f  c 
Opp    WfD-f   c 
Rockwell   Lemuel  M- 
Ryan   Leo-I 
Schwanenbach   Joteph— 

WEST  BRIGHTON 
Lynch  John  A-f  c 
Rourke  Jtmea  T— t  c 


Carpenter    Emeat— f 
Connolly    JohD    D-i 
Dauner  GeoriEe— f 
Ebrbart   E   Neltos-f 
Ford  W  W-f  c 
Griffin  C   B~l 
Hull    R    FianklinH 


'illiai.     _ 
a    Claren 


Sweeney  John   R-f 
Tibhiti   ITie    W    B   Co- 

f  1  c 
West    Edward    M-( 


Wright  I  ft  A  G-f 
WHITESTONE 
Roe  Edwin    P— f 
Townaend  ft  Knab^  c 
Weiteraner   Heory-I 

WILSON 
Wilson   Ins  Abct  Tlie--( 
Sanford   H-)   c 


Falvay   D   K-l 
Gibbi  ft  WiIliamL__ 
Kin(sbury  C  A-f 


Heinrichs   T   R-f  I  e 
lies   ft  Co-f 

Johnson  Frank  Ed«ar- 
Kipp  Aogustat— f 
Klhte  A-^ 
Lee  ft  Tr>otmu-f 
Lockwood   A — f 
Mayer    M-l 
Newman  C  W  Ca-f  c 
Raynor    Thoma>~f 
Smith  F  A-f 
SlercDs  S  Roa>-f  1  t 
Stowe   R   K— I  c 


WHITEHALL 
■Bajcom   The   W  F  Ins 
Doren  Fred  C— f 


YOUNGSTOWN 
TbompsoB  F  C— f 
Wellman  U   C-4  1  e 
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NORTH    CAROLINA 


ABERDEEN 

Aberdeen    Realty   &   Ins 

CoHT 
Johnson  &  Johnson — f 
Wilder  Thos  B— f  1  c 

ASHEVILLE 

Allen  P  R— f  1  e 
Alton,  Rawlt  &  Co— f  1  c 
Bledsoe  &  Co— f 
Douglass  Geo— { 
Green  ft  Goodman — f      c  < 
Hodges,  Mitchell  &  Rey- 
nolds—1 
Lee  George  E— 1  c 
Messier  F  M— £  1  C 
Moale  ft  Chile»— f  c 
Ostecn  T  W— I 
Patterson  T  R  ft  Son — ^f  c 
Say-Campbell  Co — f  c 
Ratledge  Fred  ft  Co— f  e 
Smith  A  B— 1 
WachoTia  Bank  ft  Truit 

Co— f  1  c 
Waddell  &  Coxe— f  1  e 
Aray,  Walter  Toma— 1 

BEAUFORT 

Bell  B  J— f  c 
Butler  J  S— f 
Chadwick    Carl — ^f  c 
Doonc  A  F— f 
Duncan  C  L— £ 
Duncan  J  F— £ 
Ensley  Geo— 1 
Gibbs  Scth— c 
Tones  C  D— 1 
Mason  C  E— 1 
Ostennc3rcr  Frcdlc— f  1 
Smith  B J— c 
SwannU  E— £lc 
Thomas  T — £  c 
Wright  J  A— £  1 

BURLINGTON 

Alamann  Ins  &  Real 

Estate  Co— f  1  c 
Brown  W  W— £  c 
Central  Loan  &  Trust  Co 
Cheek  A— £  1 
Piedmont  Trust  Co— £  c 
Sharp  W  E  ft  C  V— 1  c 
Standard    Ins    &    Realty 

Co— f  1 

CHARLOTTE 

Abbott  F  C  ft  Co— £ 
Alexander  F  D— £ 
Alexander  G   B—l 
Alexander    Odom — f 
Alexander  W  S— £ 
Alston  S— 1 
Anderson  G  B—l 
Barry  Jos  W— 1 
nf'fhcl  M  T— ! 
B  Ian  ton  A  C— 1 
Brcm  Walter— c 
firown  &  Co— f 
Suechel  ft  Sherrill— £ 
3axton  G  T— £  c 
Carolina  Realbr  Co— f 
Tarson  C  M— i 
[Cambers  ft  Little — £  c 
:harlctte  Realty  &  Trust 

Co— £  c 
rhisholm  E  G— £ 
riark  F  Cr-£ 
Cochrane  R  E — £  c 
"raiif  A  G — f  C 
lavis   J  E-1 
>e  Roaett  W— £ 
^welle  Edw  C— c 
^llisoo  Ernest — £ 
^aysaoux  T  M — 1 
^elta  A  P— f  1 
^iddler  Jas  H— c 
"ranklin    T   S — 1 


Graham  A  ft  Son— f 
Haughton   T   H— f 
Hayes  ft  Griffith— £  e 
Henderson  J   Arthur— f 
Houston  J  A — 1 
Huey  F  V— 1 
Hutchinson   E  N  ft  Son 

-£  c 
Hyams  F  D— 1 
Johnson  W  W— 1 
Lambeth.  Hoff  ft  Felts— c 
Lee  B  R— 1 
Mable  Robt— £ 
Mayer  Lee — 1 
Mclllvaine  J  E— 1 
Mcintosh    M— 1 
Moore  ft  Price — £  c 
Moore   Price   Ins   Agcy 

Inc — ^f  c 
Murchxson  D  M — i 
Nash   Fred-f 
Nicholson  W  I^-c 
Oldham   J    M— 1 
Page  J  A-1 
Patterson    Geo— 1 
Peters  R  E— 1 
Price  W  E— f  c 
PurceH  T  C— 1 

uarles  J  P— I 

immons   F  M — f  c 
Stuart  G  R— 1 
Thies-Smith   Co— £ 
Traders  Land  Co— £ 
Union  Loan  &  Realty  Co 

— f 
Vreeland  H  P— f  1  c 
Weaver  V  G— £ 
White  Nat  E— 1 
Wilkinson  W  C  ft  Co- 

f  1  c 
Winfrfcld  A  B—l 
Wolfe  H  N— 1 
Wood  W  H— 1 
Wyche  B—l 
Yates  D  S— f  c 

CLINTON 

Bethune  ft  Stewart —  £  c 
Hubbard  &  Robinson— 

f  c 
Kerr  J  L— £ 
Lee  ft  Crumplcr — £  1 
\\' bitfield  ft  Smitb— £ 

CONCORD 

Fetzer  P  B— flc 
Hendrix  Jno  M— f 
Palmer  A  B—l  c 
Patterson  Jno  K  ft  Co— 

£  1  c 
Southern   Loan  &  Trust 

Co-£  1  c 
Van  Hoy  J  W— 1 

DURHAM 

Atkins  J  L  Co— 1  c 

Cole  L  G— f 

Durham   Realty  &  Ins 

Co-f  1 
Lcak-Cobb  Co— f  1  c 
Lindsay  W  C— f  1 
Norton  W  1^1 
Southgate  J  &  Son— £  1  c 
Sparger  S  W— 1 
The  Griswold  Ins  ft  Real 

Estate  Co— {  1  c 
Weatherspoon  &  Harris 

-flc 

EDENTON 

Bernrman  W  J— 1 
Bond  F  M — £  c 
Harrcll    Barlow— 1 
Harrell  Jno  M— 1 
Marshall  W  M— 1 
Privott   H   C   &  Bro— I 
Rea  T  K— 1 
Tuttfe    R    F— f 


Wood  Coke  ft  Benyman 

-£ 
Wood  &  Rea-{ 

ELIZABETH  CITY 

Culpepper,    Griffin,    Old 

ft    Grice    Co— f    1    c 
Fearinff  B  H  ft  Co— f  c 

{ones  N  A  Real^  Co— f 
ittle  ft  Sawyer  Co— £  1  c 
Old  L  E— 1 
Phrker  J  K— I 
Parker  N  R  ft  Son— £  1 
Sanderlin   M   L^l 
Scott  G  M  ft  Son— £ 
Wallace  M  F— 1 
Wilcox  J  W— 1 
Wilson  T  B— f 

ENFIELD 

Beavans  W  E— £  1 
Clement  W  T— 1 
Petway  P   O— f 
Robertson  J  J — £  c 
Watson  J — £  c 

FAYETTEVILLE 

Campbell  S  M— 1  c 
Cook  W  S— £ 
Fay  Realty  ft  Ins  Co— f 
Herring  &   Oates— £ 
Huske  B  R  ft  Son— £ 
McGuire  A  F— f  1 
McKetfaan  A  A— £ 
McKethan  E  R-4 
McRae  S  H  ft  Co— £ 
Malloy  W  B— f  1 
Rose  F  R — t  e 
Sutton,  Judge  ft  Hart  Co 
-41 

FRANKLINTON 

Clegg  E  B— £ 
Joyner  &   Cooke— £ 
May  H  T-1 
McGee  C  I^f 
Mitchell    H   D— 1  c 
Moore  C  O — 1 
^^oyer   G  R— f 
Vann  S  C— f 
Wttite   R  B— f 

GASTONIA 

Gastonia    Ins   &   Realty 

Co-£  1  c 
Gaston  Loan  &  Trust  Co 

-flc 
Hallund  J  M— f  1 
Holland   Realty  &  Ins 

Co-£ 
Lewis  W  H— £  1 
Price  R  E  &  Ins  Co— £ 
Ware  J  White £  1  c 

GOLDSBORO 
Bain  Edgar  H— £  1  c 
Barrino  J  B — 1 
Boldin   J   W— 1 
Bowland  J  E— 1 
Bradford  N   E— £  1 
Bridges  Sam — f  1  c 
Crawford  John   R — £  1  c 
Crow  E  C — f  1  c 
Denmark  Joe  B — £  I  c 
Dewey  Geo  &  Bro— £  1  c 
Dortch   H   P  Jr— 1 
Edmundson  F  B—l 
Goldsboro    Ins   ft    Realty 

Co— f   1  c 
Humphrey  H  M^l 
Parker  H  B  Tr— f  c 
Parker  Joe  A— £ 
Tew  E  J— 1 

GREENSBORO 

Block  M  E— 1 
Bush  H  R— £ 


Carolina    Ina    Agency— £ 

1  c 
Carolina    Real    Estate   ft 

Iijy  Co— £  c 
Clary  W  S— f  1  C 
Cook  J  H— £  1  c 
Dortch  H  P  Jr— 1 
Gilmer  Jno  A— £  1  c 
Guilford  Ins  ft  Realty  Co 

—flc 
Daniels  G— £ 
Groom  T  S— 1 
Harry  D  R— 1 
Ham  Real  Estate  Co— £ 
Jones  W  H— 1 
Mc  A  lister,  Vaughn  ft 

Scales— £  c 
McCallum  Graham  B— £  c 
Merriman  W  B  ft  Co — ^f 

1  c 
Miller,   Bobbins  ft  Weill 

— f  1  c 
Moore  C  E — ^I  c 
Murray   R  W— f   1  c 
Payne  Max  T— f  1  c 
Perkins  A  R— £  1  c 
Powell   E  J— 1 
Real  Estate  ft  Trust  Co— 

f  1  c 
Royster  Geo  H — 1 
Schenck  Paul  W— f  1  c 
Southern  Real  Estate  Co 

— f  1  c 
Thompson   A — ^f  1   c 
Vanstory  ft  Balsley — £ 
Worth  W  H— £ 

GREENVILLE 

Hall  ft  Moore— £  1  c 
Moseley  Bros— £  1  c 
Tyson  B  F— £  1  c 
White  H  A-£  1  c 
Wilkinson  C  I^£  1  c 

HENDERSON 

Barnes  Joseph — ^1 
Citizens'^   Bank— £  1    c 
Farmers  ft  Mech's  Bank 

Finch    E    G— 1 
Harris   B   Frank— £ 
Henderson  Loan  ft  Real 

Estate  Co— f  1  c 
Langston   D   I — 1 
Macon  J  A — 1 
Perry  Henry— £ 
Satterwhite  John  W— f  1 

c 
Wortham  V  V— 1 

HENDERSONVILLE 

Ewbank,  Ewbank  ft  Co— 
flc 

Grimes  Jno  W — f  1  c 

Jordan  W  C— £ 

Justice  J   F— f 

Rav  MD— f 

Schenck    Michael — ^f 

Smith.  Jackson  ft  Mor- 
ris Co  The— f  1 

Smith  W  A  Jr— £  c 

Staton  ft  Rector— £ 

Stewart  F  H— £ 

HERTFORD 

Hereford  Ins  Agency — f 
Johnson,    White  ft  Co — 
flc 

HICKORY 

Haithcock  John  E— f 
Henderson   A   C  Ins 

Agency— £  1  c 
Hickorv  Ins  ft  Realty  Co 

— £  1  c 
Martin  D  L  ft  Son— £ 
Wheeler  &  Martin— £ 
Williams  A  M— £ 
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HIGH  POINT 

Armfidd  W  F— f  e 

BUir  J  A— I 

High    Point    Savingt    & 

Truit   Co— f  c 
Home  Banking  Co — f  c 

ionet  W  C— I  c 
forrow  W  R— f 
Mendenhall  O  £r— f 
Overman   C  B— 1 
Piedmont  Realty  &  Ina 

Co-f  c 
Strickland  R  B~f 
Taylor  W   F— f  1  c 
Wachovia  Bank  &  Truat 

Co-f  I  c 

HILLSBORO 

Johnstone  J  T— f 
Nowell  Fred— f 
Orange   Trust    Co— f 
Rosemond    C   G — f 
Turner  C  D— f  c 

JONESBORO 
Bryan  R— f  1  c 

KING'S  MOUNTAIN 

Campbell  E  I/— f 
Hay  P  R— f  1  c 
Patteraon  A  H— f 

KINSTON 

Cumminga  J  B — ^1 
Doufflaa  W  B— I       . 
La   Roque    W    D— f  c 
Kinston    Ina    &    Realtj 

Co-f  I  c       _    , 
Moore  lamea  H— 1 
Parrott  J  F— f  1 
Rasberry  J  C— 1 
Rountree   S   H— I  c 

LA  GRANGE 

Davit  C  P— 1 
Dillen  Van  W— 1 
Kennedy  A  W— 1 
Rouse  E  P— 1 
Stanton  J   W— f  I   c 
Waltcra  J  P— f  1  c 
Walters  M  I^f  1  c 

LENOIR 

Hall  E  L— f  c 
Harper  G  W  F— f 
Self  J  W— 1 
Todd  Ins  Agency— f  1  c 

LEXINGTON 

Craven  E  B— £  1  c 
Mendenhall  W  H-i  1  c 
Moncastle  G  W— {  1  c 

LILLINGTON 

Fuguay  J  N— f  1  c 
Spears  H  T— f 
Stevens  J— f 

LINCOLNTON 

Costner  R  E— f  1  c 
Home  Realty  &  Ins 

f  Ic 
Lincolnton  Ins  &  Realty 

Co-f  1  c 

LITTLETON 

Alston  T  C— f 
Harrison  T  N— f  1  c 
Newsom  A  M — ^f  1  c 
Spruill  ft  Perry— f 

LOmSBURG 

CUfton  M  S— f 
Eastern  Realty  Co-^  Ic 
Egcrton  W  D— 1 
Furgurson  W  H— I 
Perry   B   B— 1 


Ruffin  W 

Taylor  Robt  P— f  1  c 

Watson  T  W— f 

LUMBERTON 

Barker  A  J— 1 
Blackburn  L  B— 1 
Caldwell  A    P-f 
Currie  &   McAllister — f  1 
Davis    Ira~l 
Hamilton   S   H — f 
McLean  A  T — f 
Page  A  P— 1 
Page  E  £—1 
Page  S   M— 1 
Williams  Q  T— f  c 

MACON 

Bank  of   Macon— f 
Egerton  W  G-f  1 

MONROE 

Gordon  Ins  &  Invest- 
ment Co—f  1  c 

Monroe  Ins  &  Invest- 
ment Co— f  1  c 

Savings  Loan  &  Trust 
Co-f  1  c 

MORGANTON 

HaUyburton   T   N— f 
Harbison  W  A— f  1  c 
Morganton  Ins  &  Realty 
Co-^  1  c 

MOUNT  AIRY 

Haynes  &  Co— f  1  c 
Prather  Ins  Aacy—i  c 
Sparger  Geo  W  &  Co— 

f  1  c 
Sydnor  ft  Sparger— f  1  € 

NEW  BERN 

Bell  &  Green— f  c 
Bishop  &  Claypool— f 
Br]ran   &  Oliver— f  c 
Citizens  Savings  Bank  &: 

Trust   Co— f  c 
Dunn  Tno — ^f  c 
Dunn    Mrs  John— f 
Henderson  ueorge — ^f 
NicoU  Geo — f  1  c 
Riggs  E  N— I 
Smith  W  B— f  • 

Stith  C  H  &  Co— f 
Taylor  G  D— 1 
Walker    Virgil— ^f    c 

OXFORD 

Fuller  E  E— f  I  c 
Granville   Real    Esute  ft 

Trust  Co— f  1  c 
Lanier  Mrs  T — f 
Roller  J  R  ft  Son  Co— 

f  1  c 
White  W  H— f  1  c 

PITTSBORO 

Brooks  W  E— 1 
Hinton   E   R— 1 
London  A  H— f 
London  H  A — f 
Wonible  L  N— f 

PLYMOUTH 

Ausbon  W  F— f  1  c 
Hardison   Geo  W— f 
Kirby  R  H— c 
Latham   Clarence— f 
Norman  L  V — f 
Stillman    W   T-1 
Watts  W  B-f 

RALEIGH 

Allison  J  C  &  Co— f  c 
Armstrong  E  W — 1 
Boushall  J  D — ^1 
Broughton  J   M  ft  Co — 

f 


Capital  Ins  &  Realty  Co 

f  c 
Citizens    Ins   Agcy  Inc 

f 
Cowper   B    G — ^f 
Crawford    &   Crawford — ^f 
Drewry  John  C— f  1 
Ellington    Wallace   Co— 1 
Grimes  ft  Vas— f 
Hay  Bros  ft  Reynolds — f 
Hay  O   P  ft  Co-f 
Henry   D  R— 1 
Hunter  Gary  J — f  I 

iordon    E    H— f 
icGinnis   E  C— 1 
McKimmon  &  McKee— f 
McPherson  ft  Barnes — ^1  c 
Marshall   E  W— 1 
Maupin  A  M — ^f  c 
Parker— Hunter  Realty 

Co— £  c 
Prince  R  E— f 
Raleigh  Ins  ft  Realty  Co 

— f  1  c 
Richardson  &  Carter — fc 
Sheets  J  O— 1 
Smith  W  W  ft  Son-^ 
Tailor  &  Bailey— f  c 
Tar   Heel  Co— c 
Upshorc   ft  Jordon— 1 
Webb  ft  Skinner— f 

RANDELMAN 
Peoples  Bank  Agents — f 

REIDSVILLE 

Huffines  John  D— i 
Reidsville  Ins  &   Realty 

Co-f  1  c 
Womack  Francis— {  1  c 

ROCKINGHAM 

Armstead  John  L— f  c 
Biggs  Sylvester— 1 
Hancock  W  C— f 
Head  Uhn  B— 1 
Ledbetten  H  S— f 
McDonald   W  A— f 
Nichols   W  C— 1 
Raneke  H  C— f 
Richmond  Ins  &  Realty 

Co— f  1  c 
Scales  W  L— 1 
Skipper  C  A— f  1 

ROCKY  MOUNT 

Burnett  Geo  T— f  1  e 
Griffin  A  T— 1 
Griffin  H  A— c 
Home  Geo  R— f  1  c 
Rocky     Mount     Ins     ft 

Realty  Co— f  1  c 
Tillery  X  F  ft  Son-f  I  c 
Vaughon— W  S— 1 
Wilkinson  W  S— f  c 
Wilkinson,  BuUuck  ft  Co 

-f  Ic 
Wilkinson  Geo  A— f 
Woodord  W  C— I 

ROXBORO 

Cunningham  ft  I/mg — ^fl 
Lunsford  N— f  c 
Satterfield  Insurance 

Agency — ^f  1  c 
Satterfield  S  P-^  I  c 

RUTHERFORDTON 

Carpenter  H  L— f 
Citizens   Bank   &  Trust 

Co-f 
Edwards  M  L-l 
Erwin    O    C— I 
Flack  J  F— f 
Gallert    S— c 
Grayson  A  L— f  c 
Quinn,  Hamrick  &  Har- 

ns— c 
Morrow  D   F— f 


SALISBURY 

Brown  J  Alien  ft  Son— f 

Ic 
Hambley  Bros — i  1  c 
McCorkle  &   Davis— f 
Pilot    Realty   &    Ins  Co 

— f  1  c 
Salisbury    Realty    &  Iiu 

Co-f  1  c 
Wachovia  Bank  &  Trust 

Co— f 

SCOTLAND  NECK 

Alexander  ft  Smith— f  1  c 

Allsbrook  Bernard— f 

Bryan  Geo-^ 

Clark  ft  McDoweU-f 

Hill  A  B— 1 
osey   Mrs    Mary  C— f 
osev  Will  H— I  1 
>hidda  ft  Hfll— f  c 

SHELBY 

Bowman  J  T— I 
Ledford  J  F— f 
Miller  A  C-f 
Shelbv  Ins  ft  Realty  Co 

— f  1  c 
Webb  C  R-^ 
WOson  H  D— f 
Woodson  C  J— 1 

SMITHFIELD 
Kirkman  J  H  ft  Co— f 

SOUTH PORT 

Daniel  D  O— f  1  c 
Pyke  W  H— f 
Ruamk   C   G — f  c 
Stevens  C  L— f 

SPENCER 
Dorsett  J  K— f 

STATESVILLE 

Adrerdcash    W-^ 
Axley  F  J— c 
Ballentine  J  A— 1 
Broson  S  K— 1 
Bunch  F  B — 1 
Carlton  P  C— f 
Gaither  E  G-f  I  c 
Matheson  R  L— €  c 
Peoples  Loan  ft  Saringi 

Bank— f  1  c 
Stanley  E   E— 1 
Sutesville  Loan  ft  Trost 

Co-f  1  c 
The  Statesville  Realty  ft 

Investment  Co— flc 

TARBORO 

Battle  Octave— 1 
Cotton  J  W— f 
Dancy  F  L — 1 
Evans  Ruben — ^1 
Forbes  J  W-f  1 
Jacocks  &  Royster  Co-t 

Nash   S  S— f 

Orren   WillUms.   Wed- 

dell  Corp— f  1  c 
Pennington  Geo  E— 1 
Thigpen  W  A— 1 

WADESBORO 

Anson  Real  Estate  ft  la- 

surance — f  1  c 
Atkinson  L  C— f  I  c 
Craig  G  K-i  1  c 
McGregor  D  A— f  c 
Myers  Augen— f  1  c 

WAKE  FOREST 

Holding  T  E— f 
Reid  Miss  L  Robr-f 
Reid  Mrs  H— f  . 

Wake    Forest    Low     * 
Real  EsUte  Co-f 
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WARRENTON 

Baird  WiUUm  M  ft  Co 

-c 
Dammeron  J  A  &  W  H 

-c 
Jones  &  Williams— f 
Jones  Jos   S — 1 
Macon  Hal  T  Ins  Agcy 

— c 
Price  E  C  Jr — c 
Watson   R  T— f 
Williams  J  Buxton— 1 

WASHINGTON 

Braeaw  Wm  &  Co— £  1  c 
Hackney  Gro  Ji^-1 
Jordan  F  H— 1 
Slallison  £  G— 1 
Myers  J  ft  P  B— f 
Perry  D   L— 1 
Phillips  Geo  A— f  c 
Robbms  T  F-1 
VViJliams  C  M— f  1  c 

WAYNESVILLE 

Bass  J  F— f  c 

Carroway  James  E — ^1 

Howell.  Atkins  ft  Will- 
iams—f 

(Withers  Eniest  L  ft  Co — 
f  1  c 


WELDON 

Bovids  H   V— f 
Carter  C  Er-c 
Clark  Edw  T— c 
Drape  L  C— c 
Draper   R   E— 1 
Powell  CS— 1 
Rowal  ft  Stainback — f 
Stainback    D    £— f    c 
Suiter  Lewis  B— 1 
Travis   R  S  ft  Co— £ 
Williams  R  S  T  &  E  L 
— f 

WILLIAMSTON 

Crawford  K  B— i  1  c 
Pap«  J  £— {  1  c 

WILMINGTON 

Boatwright  J  H  ft.  Son— 

f  1  c 
Dickinson  C  L— f  1  c 
Giles,  Clayton  ft  Son— I 

1  c 
Hammond  M  C — ^1 
Holden  A  S— f  1  c 

{ames  ft  James  Ino-^  1  c 
.ord  F  A— f  1  c 
McGirt  W  A-f  1  c 


Moore  W  L-1 
Pate  A  W  Co-£  1  c 
Reilly  J  O^f  c 
Taylor  Walker--f 
Wilder  ft  Mett»-<  1  c 
Wright  J  G  ft  Co-f  1  c 

WILSON 

Banks  W  I^-l 
Barnes  £  T  ft  Co— I  c 
Bland  J  H— 1 
Borden  ft  Edmundson — 

£  1 
Boykin  R  Stanley^!  1 
Brown  H  D— 1 
Cobb  E  L— I 
Deans    Ernest— f  1  e 
Lane  Ins  Agency— £  1  c 
Raines  Jno  R — f  1  c 
Stanton  Geo  W— 1  c 
Thomson  L  S — 1 
Townsend  R  E — ^f  c 
Whitehead  Jas  S— f  1  c 
Wilson  Ins  ft  Realty  Co 

WINDSOR 

Cherry  J  B  ft  Sol— £  1  c 
Gillam  P   R— £ 
White  J  E— 1 


WINSTON-SALEM 


J  C— f  1  c 

W  0~£ 


Crotts 

Dunn  J   S — f  I  c 
Fletcher  J   Henry— £  1  c 
Follin   Co  The— £  1  c 
Foltz   ft    Spaugfa->f   1  c 
Gray  Eugene   £  ft   Son 

*-f  1  c 
Hurdle  Loan  ft  Ins  Co 

— £ 
Insurance   Service   Co— 

£  1  c 
Johnson  C  E — £ 
Dneback  J  A — f 
Mendenhall    R    K— f 
Monty-Hanner   Co— f 
O'Brien  W  L— 1 
SUls  J  E— 1 

Smithdeal  Realty  ft  In- 
surance Co— £^1  c 
Sprinkle  T  S— 1 
Still  J  N— 1 
Tudor  Geo  C— 1 
Vaughan-Pcpper  Co — t 
Walker  Ralph   T-f 
Wilkinson  W  A— f  1  c 
Wimbish  J    L— 1 
Wright  P  L  &  Co— £  1  c 
Young  John  G — £  1 


NORTH    DAKOTA 


ABERCROMBIE 

Tatlic   O   N-£ 
:orsoik   G   H— £ 
aulson  C   T— £ 

BATHGATE 

3thg:ate  Sute  Bank— £ 

arke  W  J— £ 

iLzens  State  Bank— £ 

BISMARCK 

Frour    -    Athusworth 
Agency — £  1  c 
jrron    C  L — £  c 
nklin   Bros— £  c 
nningrham  Geo  V— f  c 
ivies    I   C — £  c 
j-ris    Frank — i 
rris    Mrs   Harvey— f 
kson    J  P— f 
les    B    E— 1 
ibert   W  V— f  c 
ir    F   A— f 
ir  W    E— f 
Curdy  F  £— f  c 
IcT    Andrew — f  c 
rphy    H  T  ft  Co— £  1  c 
ens    O  T— £      . 
ten    I-  H— 1 
xingrton  P  C — ^f  c 
ralson  T  H— I 
I    Mook  Mi^£  1  c 
ng    F  E — f  c 

CARRINGTON 

haziaxi    Thos— £ 
nhAxn  C  W— £ 
pel     C  Lr-1 
■CXI    C  B— f  c 
Ic    Bros— f 
fhouse  J  E  Jr— £  1  c 
ly    &  Wing— £ 
ly    C    Jr-1  c 
>r*   J  C-f  I  c 
iecn«  N  E— £  1  c 

uc    r.  F-£ 
l>c^r-Ty  G  S— £  1  c 
r    R    R-^  c 
lers      C   H — £ 

circrr    H  I^£  c 

C-A^SSELTON 
^rf    A  M-1 


McRoberts  Wm— 1 
Smith  Clay  D— £  1  e 

COOPERSTOWN 

Berg  M(Miroe    H— £ 
Bladnvell  E  W— f 
Friswold   Seval— £ 
Lunde  R  S— £ 
Purinton  O  D— f 

DEVIL'S  LAKE 

Brcnnan  Daniel  V— £ 
Dodge  C  A— £ 
Elmslie   Geo — £ 
Fisher  C  M— f 
Hile  Henry — f 
Tones   F  C— £  c 
Tuergens   Geo— f 
Lewis   E  M— f 
Moocrs  E  W— £ 
Powell  A  M— f  1  c 
Rutten  Herman — £ 
Schutte  H— £ 
Serumgard    Swen — i 
Thompson  J  M — f 
Traynor  F  J:— f 
Wilson  W  H— £ 


DICKINSON 

Blume  W  F— f 
Cain  J  P— f 
Dickinson     Abstract     ft 

Real  Estate— £ 
Ellion  A  P— 1 
Everett   Real    Estate  ft 

Loan  Co — ^f 
Hartung  Bros — £ 
Heffron  ft  Baird— £ 
Hendrick  Max — £ 
Hill  R  C— £ 
Johnson  R  H  &  Co— f 
Langley  C  T— £ 
Lepper   B — 1 
Mars  D  D— £ 
Maser  V-1 
Nadrornik  F — f 
Orchard  John — f  c 
Petricka  &  Blanchard— f 
Richards  W  I^-£ 
Ricchert    Henry — £  1   c 
Stackhouse  W   W-1 
Starke  C  H— £ 


ELLENDALE 

Brown  J  E  D— 1 
Crabtree  Dwight — 1 
Gecr  D  E— f 
Graham   F  J— f 
Koob    Frank- £  1 
Peek  H  C— £ 
Stout  G  D— f 
Wallis  H  C— f 
Walton  F  M— f 
Wilson  A  G— f  1  c 

£MARDO 

Franklyn  Edmond— £  1  c 

FARGO 

Amerland  Co  The — ^£ 
Anderson   W  J — 1 
Anheier,    Voder   &   Ris- 

teigen — £  c 
Baker  Thos  Jr  ft  Co— 

£   1  c 
Blakcmorc  R   B— 1 
Briggs  E  F — £  c 
Bristol-Hull  Agcy— £  1  c 
Bristol    Ins   Agcy — i 
Bums   W   A— r 
Burnett    R   C— 1 
Carpenter  J  D— 1 
Chantland  T   O— 1 
Colwcll  Arthur  F— 1 
Crary-Tumer    Agcy — 1 
Dahl  J  H-£ 
Eaton  &  Eaton— £ 
Engren    O   L— £ 
Estaque    N — 1 
Faulkner  M   A— 1 
Graber   Joseph    P — 1 
Hatcher  M   N— 1 
Hodgson   Realty   Co — £ 
Lane  W  J-£ 
Lough  H  P— £  1  c 
Lynch   D  M— 1 
Miller   C    E— 1 
Miller   Chas    B— £  1  c 
McLean  F  W-£ 
Page  &  Son  Morton — f  c 
Pearson   F  W— 1 
Rupert- Warner    Agcy— 

£   c 
Russcll-McNair    Co — f  1  c 
«i^tory    P    W—l 
Schuyler    C    C — f    c 


Shively  A  C— 1 
Thomas    F   W— 1 
Treat   J    F— 1 
Whitney    John    C— 1 
Wilder  F    W-£ 

FARMAN 

Himebaugh  R  L — £  c 
Leslie  A— £  c 
McKenzie  J  D— £  c 
Scoville  A   H— £   c 

GRAFTON 

Altendor£  N  L— 1 
Cashel  J  L  Jr— f 
Gorder  Gus — £  1  c 
Gray  J  E— £  c 
McConville — f  c 
Ouverson   Ole — £ 
Realty    Loan    &    Invest- 

ment  Co— f  1  c 
Risvold  J  O— 1 
Truemann  W  K— £  1 

GRAND  FORKS 
Fretz  Eugene  Jr — ^1 

HAMILTON 

Argue  F  A— £ 
Bank  of  Hamilton — i 
Johnson  O  H — £ 
raxman  G  L — f 
Wood  H  P— £ 

HAMPDEN 

Brandt  A   B— f  1 
Nelson  Y  A— 1 
Shellenberger   Earl— f  1  c 
Swarthout  E  R — f 

HILLSBORO 

Amegard  Ole — £  c 
Boyd  B  C— £lc 
Carmody  John — £  c 
Farr  Tom  S— £  1  c 
Hjost  Karl— f 
Kaldor  Theo— f 
Sarles  E  Y— f  1  c 

INKSTER 

Bemis  ft  Holmes — £  1  c 
Cruttenden  C  H— f 
Scouton  W  A — f 
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JAMESTOWN 

Aylmer  A  W— f 
Bensch  John — f  c 
Jooe  W  G— f 
Kelloffg  Frank  Lr—f 
Knsux  John — f 
Murphy  T  A— f  c 
Murphy  Michael— f 
Nortnem    Real    Property 

Co— f 
Seller  Oscar  J — f  1  c 
Steel    Alfred    Agency — f 

Stilf  S  W 


LAKOTA 

Baird  T  J— f  c 
Freegord  A  L— f 
Frich  &  Kelley— f  c 
Gronna  J  D— f 
Hagler  W  C— f  c 
Hughes  E  F— f  c 
Hutchinson    H— 1 
Kellogg  Geo  A — f  c 
Kulason  B  G  S^f 
McMaster  J  M  C—l  c 
Sheets  A  £ — £  c 
VVehe  A  C-f  1  c 

LANGDON 

AUert   H    D— f   c 
Bain  J  H— £ 
Burke  T  E— £  1 
McNab  Alex— f 
Milne  J   D— f 
Shcehan  John— f  1 
Winter  W   F— £ 


LISBON 

Curtis  T  A— f 
Ego  Chas  S— flc 
Heckle  C  O—f 
Kyello  Alfred  M— { 
Lucas  £  C — ^f 
Mead  Clarence  G — f 
Nissen   Wm— £  1  c 
Rourke  Frank  M— f 
Thomas  F  S— f 
Williamson  W  L-f 

MANDAN 

Broderick  L  C— f 
Ellis  C  F— f  1  c 
Fuller  W  W— 1 
Hess  J  P— 1  c 
Iverson   I   C — £ 
Mandan  Loan  &  Invest^ 

ment  Co— f 
Maas   Wm — ^f  1 
Noakes  J    H— £ 
Rover  L  S— £  1 
Solum   G  I — £  c 
Tavis  H  J— f  1  c 
Wilder  F— f 

MAYVILLE 

Ames  F  W— £  c 
Groth   B    S— £   c 
Groth  K  S— f  c 
Leum  Henry  C — £  c 
Stomner  Geo  O — f  c 

MILNOR 
Eastman  A   W — f 
Edman   Hy— £  1 
Lewis   E    C— f   1 
Nordstrom  C  W — 1 
Sem  O  S— £ 
Vail  F  W— £  c 


MINTO 

Co£Fey  Martin— 1 
Fee  Charle»— f  1 
McGUnch  John— f  1 
McKay  A  E— £  1 
Phelps  H  F— f 
Titus  M  S— f 

PARK   RIVER 

Bank  of  Park  River- £  c 

Birder   J   V-£ 

Farmers  Security  Bank — 

First    National     Bank— f 

1  c 
MacKay  D  G— £ 
Smith-Feteraon  E— £ 
Young  Geo  W— £ 

ROLLA 

Bateson  Wm— £ 
Harris  F  Er-f 
Howson  &  GrahaxB— £ 
Meuwissen  F  J — £ 
Steele  W  N— f 

ST.  THOMAS 

Barnes  H  L — f 
O'Connor  Geo  J— f 
Peterson  S  E— f 
Thompson  E  T— f  1  c 

TOWNER 

Cummings  T  J— £ 
Bickel  F  R— £  c 
Erickson  Henry — £ 
Holmes  H  A— 1 
Kuhl  J  N— f  1  c 


McHenry  C  Abstract  Co 

— f  1  c 
Title  Trust  Co— f  c 

VALLEY  CITY 
Aamoth  H  C— f 
Clark  D  W— f 
Coop  W— £ 
Cowdrey  £  W— I 
Easton  C  O— f  1  c 
Englert  M    T— £ 
Grady  Jas — t 
Henry  &  Henry — f  c 
Heniy   A  J-4 
Lee  T  Melvin— £ 
Lund  Chas  G — t  c 
Moe  I  J— £ 
Myhre  C  A— £ 
Oppegaard  Carl — ^£  1 
Oppegaard    Carrie    D— fl 
Peake  A  P— £  c 
Pierce  A  F— f  1  c 
Rodewald  J   W— f  1   c 
Smith  W  W— f  c 
Smith  J  W-£ 
StuU  J  W— 1 
Tenney   A    L —   1 
Tcnney  Floyd  F  C—l 
Thorkelson  A  C— c 
White  Frank— £ 
Winterer  H— £ 
Wolf   E    B— £ 

WAHRETON 
Barber   Robert   T — f  I 
Eckes  W  F— f 
Famsworth  W   A — 1 
Johnson  G  J   &  Co— £ 
Kachelhaffer  C  J — f  c 
Reeder  J  P— f  1 
Schneller  Frank  B— f 
Schuler  Gustar — f 


OHIO 


ADA 

Betz  D  O— £ 
McCoppin   E  E— £  1  c 
McElroy  L  A— f  1  c 


AKRON 

Amer  Louis— f 
Auten  &  Orrasby— c 
Bachtcl  J  I  &  Co-f 
Brtmer  -  Goodhue-Cooke- 

Cranz  Agcy  Co — f  1  c 
Butler  Chas  £—1 
Brouse  &  Moore— £  1 
Coates  &  Workman— £  1  c 
Coulter  M  H— f  1 
Cummixigs  M  J — £  1 
Dibble  Fred  C—l 
Durant  A  T— f  1 
Esselbum  Chas— £  1 
Evans  W  H  &  Son— f  c 
Exchange  Realty  Co — £ 
Feederle  H  O— 1 
Feuchter  Henry— f  1  c 
Fricker  Geo  F— 1 
Gibbons  I  C — £ 
Guth  A  J— £  1  c 
Hale  J   Perley— 1 
Hall   Hartel   ins  Agency 

Co— £  1  c 
Hastings   M    B— f 

£  Ic 
Hedden- Wells  Co,  The^ 
Heddesheimer  Jacob— f 
Heminmr  M  C--f 
Henry  F  E— 1 
Herberich  Co,   The 

f  Ic 
HoUoway  D  W— f  1  c 


Huber  Nick— f  1  c 

iennings  Saml  W— f  1 
tcndig  D  W-1 
Kroffke  Julius— f   1 
Lackey  C  O— 1 
Mcintosh.    Bowers -West 

Co— f  1  c 
Memmer  Geo— £  c 
Morse  E  £—1 
MoU  ft  Mot2—  f  1  c 
Newcomb  F  O— c 
Paige  D  K— 1 
Palmer  A  H— £  c 
Place   F   A— c 
Roach  £  R— I 
Slusscr  L  D— 1 
Smith  Eaton  Co— £  c 
Trcash  Philip  B— c 
Wettach  F  J-£ 
Wilcox  &  Wilcox— £ 

ALLIANCE 

Armstrong  Bros — £  1  c 
Coates  H  F— 1 
Consolidated  Realty  Co— 

f  c 
Evans  D  I— f  1  c 
Floyd  Geo— 1 
Fording  G  W-1  c 
Gutherie  E  L— 1 
Hazzard  H  B— f 
Kellogg  Newton — f  1  c 
Lozier  Geo— f 
McGirr  Chas— f  1  c 
Mcrtz  C  F— £  1  c 
Myers  O  P— £  1  c 
Rickard  Jas  I  &  Son — f  c 
Salter  M  B— 1 
The    Bailey-Myers   Agcy 

Co— £  1  . 


The  Gallbresth-Ellett  Co 

— £  1  c 
Tucker  H  A— 1 
Wanamaker  Miss  Ltilu— 

f  c 
Westover  C  S— £ 


ASHLAND 

Arnold  S  L  &  Son— £  c 
Brown  J  W — i  1  c 
Casscll   G   A— f   1 
Pritzinger-Hout     Ins     ft 
Real  EsUte  Agcy— f  1  c 
Gardner  J   W— f  c 
Harkness   ft   Ingmand— £ 

Holben  P  E— f  1  c 
Mason  C  D— f  1  c 
McCready    M    W— £ 
Seymour   C   E— £ 
Sloan  _J   Carney— i 
Urie  E  W-1  c 
Wicks  P  F— f 


ASHTABULA 

BIskesIee  ft   Porter— f 
Brainard  H  K— f 
Castle  R  H— I 
Colson  ft  Son — £ 
Gape  Wm— £ 
Henry  Albert— £  c 
Henry  P  B— 1 
Hubbard  W  B— £ 
Hubbard  Walter  M— f 
Hulbert  H  H— f 
Jacques  C  W— f  c 
Knowlton  P  P— f  1 
Massingham  S  J— 1 


Nelson 
Richardson  A  J — 1  c 
Savage   C  W— i 
Scoville  W  E— 1  c 
Seymour  J  M — £  c 
Turner  Jas  A — I  c 
Unis  Jacob— f 
Weiblin  H  A~f 
Watrons  Clinton  H — f 
l^ilbur  W  F— f 
WilUams  Fred  A— ^  e 


ATHENS 

Cameron  Bros— f  1  e 
GiU  C  M— £  1  c 
Haning  H  H— f  1  c 
Lawrence  ft   Besn    ff  I  c 
Murphy    O   B    &  Son- £ 
1  c 


ATTICA 

Hesrson  R  T— I 
Kaufman  S  P— f 
Sutton  L  Lr-t  1 


BARBERTON 

HoUinger  The  Co— I  1  c 
Johnston  W  A— I  1  c 


Lyxin  J  A— 1 
McNj 


smars  John  ft  Son 
-f 
Mitchen  W  S-l 
Moore  A  A— I 
Morton  W  A— {  e 
St  John  G  W-f  1  e 
Stubldrefaer  A   F— f   1    c 
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BABNESVnXE 


Skelltjrfolln  J-t 
Smith  Hnrr— 1 
Wriibt  Bro*— f  1 


Dewm  &  Yocom-f  I  c 
Hidu  A  P-t 
Bddi  Frtd— f 
UnddJD  A  W— f 

HeedF  F-< 
Vihiit  J  W-i 

BELLAIRB 
Bndfidd  C  B-< 
Cooptr  D  W— c 

Ctmat  i  Co-f  1  e 
Danford  &  Danford—C 
DickCDi  C  C— I  1  a 
Bik«lL«-l 
Fit   &   UppRioui — I 
Cow  John  R-f  0 
Hiinlrin  Mr*  G  A-f 
Keller   Geo— G 
Km  per  R  W— 1 

Komput  WC-^ 
Lisvd   Ju    L-t   I    t 
M«hui  ^*-f  I  . 
-Vjy   J  A-(  e 
PalboTJe  ADihoDT— {  I 
Pfoifflt    Walter-] 
Sprjag  D  I— I 
Siefw  TohD  &  SoD-f  I  e 
Waddell   P  V-c 

Workmui  The  Co — 1 1  c 


BELLEPOMTAINE 
Aiken  Jobn  P— f  1  s 
AUen  Geo  B— I 
Arnold  Fred  W— f  I  e 
Baldwin  J   F— 1 
Baick   k  Batch— f  I  e 
BrockncT  E  C— 1 
Srewn  A  Cretebcr— f  e 
"ampb«U  £  K— f  c 


^ippa    AnnM   B- 


lamUlOD  E  H— f 
bye*  H  C— 1  c 
luraphrni   &   Rca— fli 
rjBkeee  John  I>-~i 
ane  Co  The  C  L— f  I  i 

ewcU   H   H— f 
etitl    L  E— f  1  c 
an  bin    Samiwl— 1 
yatbmrd    S _;— « 
bomaa  *  fbck~f  e 
renaiB   R   F— f  I  e 

cTinootll  C  B— f  c 

BELLEVUE 

lla«b*a  C  R  *  H  Z-' 

tJssIin  Robert— I 
>•«  A  Ocbnt— f  t  c 
Die  C  O— *c 
erfler  C  G~{ 

«^Iey  G  W— 1  I  e 
las   Cham   E— I 
>•-   Mutbi— t  t 

^OE  Cbai  R— 1 


t'^..' 


iDUu;  C  lt~4 

kirk  A  J— f  * 
„     Edw7-I 


Putbtl  W  W-l 
Fstton  J  M— f 
WiEhenp  Andrew^— f  I 


Callin  George  W— I 
Dunn  Robert — c 
".berly   Ctias   It— f  c 
intimi  k  i:— I  t 


SRIDGEPOST 
CkvludR  H— « 
Fox  J  E— f 
Holmei  Ini  Aftacy    1 1 
Scbeeti  Geo  B — t  c 

BRILLIANT 


Hall  Int  Acenn— {  1  < 
Rodcen  Wn  K— i 
WaSUe  C  L— f  1 
WortbinKton    O    S-t 


GiUii  Simeon— [  < 
Kdlar  Broe-f  1 
Kins  H   I>-1  c 
"-■-.e  Clinton  &  £ 
elt  W  0-1 


Fail  Wm  F— 1 
-     I.    H    E-1 
■  &  Coot-f 


Miller  U   F-f 

Sfehicdi  A  t~* 
Scroni  A  V 

StaittTA  C-  .  .    _ 

StCTCAKlB   W   3—1 

Stolti  A  G-4 
-— TK  J  W-« 
CADIZ 


CAMBRIDGE 

Aadenon   F  C-f  1  i: 
BiWeu   L   1^1 
BodeD   S    E— 1 
Bratton  Wame-l 
Campbefl   W   S— e 
Carver    Hr*   C   D— f 
Co»BroTe   C  C— C 
Dkvii  Edw  B-l 
Green  W  B-[  I  c 
I>nBaa   Geo  D— c 
Dn«  Wm  Geo-I 
Green  G  L— f  1  c 
Grreen  W  B-f  I  e 
Howell    C   F-l 
Jonei  A  T-1 
Jone.    Jo.iBh-1 
Lindaer  k  Co— f  1  e 
Maclcey  F  C-f  1  e 
McFarlind   W   S-i 
Moore  G  W->f  I 
Uoore  R  B— f  I  c 
McKinon   C  T— f   1  c 


3wens    O   J- 

RiBB.  W  L^i 
RobiOKin  T  B— « 
Scott  John  W— f 
Smallwood  ft  Throfcer  ' 

f  1  e 
Sqiribb   H   B-1 
WilliiDi  Jed-f  G 

CANTON 

Alexander  Acer  Co  The 

Barry  Tamea  D— f  I  « 
Bidwell  h  Son— f  1  e 
Blake  Toha  P— 1 
Breiteniteln    L    L-I 
Campbell  InaAgcy—flc 
Canton   Ids  Abw— f  ! 
Oine  J  W  «  Co-1 
Cock   C  5— t  e 
Cole  F  I^-f  I  e 
Daily  H   P— f  c 
Denins  A  T-f 
DoBgberty  t  Co — f  c 
DoDgherty   C  T— e 
DrnmiD  Perd — f  I 
Fife  H  E— f  c 
FIfe'a  Inanrance  Agency 


Haley  L  B-1 
Hambleton  Mark  Co— I  I 
Haley  C  E-1 
Ham'*  T  K  &  Co-f 
Hayne*  S  L— I 
Hewitt    L  W-f  1 

Kanefman    E  J— f  1 
Kerven  H  D— c 
Knoefler  A  J-I 
Lehman  J   H— f  I  c 
Leonard    Ageney    CO'    f 


Ljtle   W   i 
MeDonBall 


Meizger  C  W— I  1 
Meyer  C  F— f 
Miek    k    Schlsler-f 
Miller  L  t^-c 
Mobarry  G  W— 1 
Montgomery  G  M  &  C« 

Monlgonery  J  M  ft  Co 


Oberlin   A  W-l 


Oldroyd  C  T-l 


Rebilott  J  P-^  a 
Reel  C  C-f  I 
Roach  H  J— 1 


Shaffer     W    H   &    Son— 


Stnpaon  &   CUrk— f 


CASDDfQTON 


arH— fl 
bW— fl. 


WUietta  E  M— (  I 

CAREY 
CbMober*  H  G— f  e 
CheaebroBgh  S  A— I 
Coagray  C^H-I 
Coller  T    I^f 
GiUM  J   A— t 
McDowet  Ro1la-l 
Smith  I  A-i  e 
SaiA  II  B-t 


CARBOLTON 

Aihbrook   W  G-1  e 
Geliraan  D  ft  A  P— flc 
Simpion   L-1 
Stockoo  V-c 
Tiolio  0~c 
Weacott   W   T-( 


Rice  Clarence  D— f  c 
ScbioaieT  ;  M— f 
Wagner  Loan  Agency 


CHARDON 
AnMin  D  A— t 
Canieldft  Co— f 
Cowle  Emna— f 
Doualaaa  Kxr—t 
DadTey  E  W— 1 
Hall-Smitb    Agency-f 
ParKtDi  L  E— i 
Smith  C  L— {  e 
Tbiaaher  H  J— 1 
Turner  I  D — 1 
WUmot  C  A^-f  I  e 

CHICAGO 
BorweU  W  G— f 
Caipenter  ft  Doffy— (  t  c 
DaugbertT  H  B-f 
Dawioa  D  F— f 
Griffin  ft  GtUfin— f 
Inmel  P  E— (  1 
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Severance  W  ft  E  W— f 
Simmermacher  Paul— f  c 
Sutton  E  A— 1 
Vail  T  B— f 
Zucld  J  H— c 

CHILLICOTHE 

Anderson  J  C — ^l  c 
Borrows  T  M — ^1 
Brown  Lillian — i  1  c 
Cutright  EUjiah  Jr— c 
Davenport  C  A— I 
Evans  W  E— f  c 
Hermstein  Jacob — f 
Jackson  Jas  S— f  1  e 
Kirsch  M  G— f  c 
Korst   Wm— I 
Miller  Wm— f  1  c 
Mills  Wm  B— 1 
Minshall  A  F— c 
Murphy  Thos— f 
Ohio    Loan    &    Invest* 

ment  Co— c 
Purdum  Estelle  J — ^1 
Rais  F  F— 1 
Reid   LeRojr— f   c 

igney  T  F— f  c 

tush  I  7^—1 
_j!iilder  W  H— 1  c 
Schwartzb^ugh  W  V — ^l 
Sosman  r  A — ^f  I 
Tomlinson  C  J — f  c 
Welsh  Anna— 1  c 
Williams  John  D— £  1  c 
Withgott  J 


CINCINNATI 

Adams  Ben  A— f 
Ahlbrandt-Wahic  ft  Co- 
Alexander  M  L  ft  Son— 

Armstrong  T  T— 1  c 
Bainum   Walter   J— 1 
Bassford  B  W— 1 
Bell  Guy— c 
Benndorf  The  K  F  Co— 

f  c 
Benson  Walter  C— I 
Bernard  Edw — 1 
Blain    &  Waters— f   c 
Bloom  Isaac — ^1  c 
Boas   Herbert   S— 1 
Bofinger  &  Hopkins — i 
Boner  R  W— 1 
Bremer  Fred— 1 
Bcming-Dorger   Ins 

Agcy— 4  c 
Binder  Geo  H— 1 
Brown  John  L  &  Son— 

f  1  c 
Brown  H  P— I 
Bruehl  W  A  R  ft  Son— J 
Bruenger  ft  Dunbar — f  I 
Buchanan  F  A  Jr— f  c 
Bullock  L  E— fc 
Burgess  J  D — ^1 
Bumhath  Walter — ^1 
Buss  E  R— f  1  c 
Carey  ft  Zimmerman — ^r 
Cappell  A— f 
Cholmondeley  S  A— c 
demons  B  T   Sons— f 
Cloke  &  Lamphier  Co— 

f  1  c 
Cloud  &  Cox— f 
Cohen   C  J— 1 
Courtnay  L  A  W— c 
Crawford  Frank  E— I 
Daniels  J  R— c 
Dauner  C  J  &  Son— I 
Davis  Mark — 1 
DeCamp  H  A— 1 
De  Lean  A  R— 1 
Dierkes  Ins  Agcy   Co— 

fc 


Dieterly  Geo  C— 1 
Diggs    &.  Ferris— I  c 
Dilhof  Jos  T— f  1  c 
Ditmar  John  A— f  1  c 
Doerger  F  O— c 
Doyle  John — f  1   c 
Drewry  L  D  ft  Co— 1 
Drexeiius  X   B   ft   Co— 

Earls  ft  Johanain^— f  c 

Ecker  H — c 

Edwards,  Nelson  J  Co— 

f  1  c 
Ellis  Samuel  P— 1 
Farley  John  S  ft  Son— f 
Farrar  Waltet^f  c 
Ferguson  E  R — ^l 
Ferris  Ajrcy  Co  The— f  c 
Finke  H  F— f  c 
Fitch  E  O— f 
Ford  CoUin  ft  Sons— I 
Fortney   P   R — £   c 
Fredriks   &   Huffman— c 
Gale   Edwin  T— 1 
Gansel  C  O  ft  Co— £lc 
Garber  Fred  H  C  ft  Son 

— £ 
Gleason  W  E— c 
Gordon  F  H— c 
Gray  DoUe  ft  Latta— £  c 
Greeniing  H— 1 
Greisheimer   Henry— 1   c 
Grimm  Geo— £ 
Gunther,  Plummer  ft 

Wuest — £  c 
Guntrum  ft  Meyers — £  c 
HammcU  A  J  &  Son— f  c 
Hanlon  Thos  E— c 
Harkness  ft  Wirthwine— 

fc 
Heckle  John  ft  Sons— £  c 
Heckle  W  S-f  1  c 
Heister  Huntington  Co, 

The— £  1  c 
Henry  E  K  Ins  Agency 

Co— I  c 
Herz£eld   H— 1 
Herzog  H  S— 1 
Hiller  G— f  1 
Holterhoff  Ralph— 1 
Horton  A  C — c 
Houston  Samuel — ^1 
Hukill  W  S  Jr-f  c 
Hutchins  Harry  W— 1 
Hutson  Albert  E — ^1  c 
Irby  J  R— 1 
Iredell  Chas  J— 1 
Iredell  J  W  Jr— 1 
Johnson  J  M— 1 
Jones  Montgomery   ft 

Haass — ^£  1  c 
Tung  E  W— 1 
Kemper  Roger  H— f  c 
Kirgan  J  W— 1 
Klappert  Wm  ft  Co— £  I 

c 
Klcve  Carl  ft  Co— f  I  c 
Klick  ft  Burnet— £  c 
Klusmeier  Wm — 1 
Krager  C— f 
Lasker  I  E— c 
Law's  Ins  Agency  Co 

The— £c 
Leiding  The  J  H  Ins 

Agcy  Co— £  c 
Levi  Albert  F— 1 
Levy  Saul— 1 
Lord  W  E— c 
Mack  L  J— £ 
Mack  M  W— 1 
MackcWresh  J  W— I 
McKeag   Chas   E— 1 
Magly  Straehley  ft  Co— 

f  1  c 
Manheimer  L— 1 
Marischen  H  W-c 
Metzner   Jos — £ 
Meyer  D  B— £  1  c 
Millikan  P  M— c 
Millikan  Jas   R— f   c 
Miner  S  L— c 


Mosby  Miss  G — 1 
Mosby  John  B— 1 
Morris  John  B— ^ 
Moylan  Wm  T— 1 


Neare,  f  ibbs  &  Lent 

Qcoeral  Insurance 
Fidelity  ft  Swetj  Bonds 

Umion  TnntBaOdimg 
Cincinnati 


Neff  C  Gordon  ft  Co— £ 
Nipper   X   H-1 
Nolker  Fred  J— 1 
Nurre  F  A— f  c 
Ochmig  W  G  Jr-1 


Shuff  John   Lr-A 
Simon   Sturm  Agency— £ 

1  c 
Simpson  Frank  H — 1 
Skiff  Co,  The— €  c 
Sommer  A  F — 1 
Spenser  M  W— 1 
Spragens  Stanley— {  c 
Sprague  Jas  M— c 
Staples  H— I 
Stern  Chas  J — I 
Straus  Samuel — I 
Strietmann    F    H— 1 
Sturm  S  W— 1 
Sturtevant  W  H— 1 
Tausche  E  R— c 
Taylor  J  E— 1  c 
Tow  Geo  H — £  c 
Townley  F  L — f  c 
Walker  W  Henry— 1  c 
Waters    Allan— I 
Weiss  E  F— £  c 
White  Franklin  J— I 
Williams  O    M— 1 
Wilson  W  C— 1 


EDW.  A  WINTER.  Pies.  WM.  T.  HUNTER.  S«  y 

THE  WIINTBR-HLJINTER  CO. 

QBNERAL  AQBNT8  STATE  OP  OHIO 
PACIFIC  FIRE  INSURANCE  Ca.  of  New  York 


QBNBRAL  AQBNTS  HAMILTON   COUNTY 

Hand-in-Hand  Uadezwritera  <^obe  and  Rstgen 

Michigan  Fire  and  Marine  Ins.  Co.  of  State  of  Pa. 

Albany  Insurance  Co.  New  Jefsear  Fire 

1309  First  Nat'l  Bank  Bldg. 

"SERVICE  FIRST" 


ClncinnaU 


O'Neil  G  J— 1 

Opes  -W— c 

Payne  J  J— 1 

Pentland  John  A  &  Co— 

£  1  c 
Perkins  W  R  &  Co— £  c 
Powell  H  J— 1 
Ransom  F  K  &  Son— f 
Rauh  Fred*k  &  Co— f 
Rauh  Isidore — ^1 
Ritchie  Frank— £  c 
Rose  L   C — ^1 
Rothier  C  C  &  Co— £  c 
Rothier  &  Benus— £ 
Rothstein  Ben— 1 
Runck  Chas   F   &  Co— £ 

1  c 
Runck  John  F— £  1  c 
Runck  L  F— £ 
Ryan  J  P— c 
Sachs  L  J— 1 
Sarran  E  A— £ 
Saunders  Henry  T — 1 
Sayre  D  W  &  Co— f  c 
Schell  Albert  W  &  Co— 

Schmidt  Frederick  A  Co 

-£ 
Schram   Clarence— 1 
Schroeder  Chas  J  &  Son 

— £ 
Sears  Ins  Agcy  Co  The 

— £  1  c 
Sheller  S  A-1 
Shepard  H  I^-l 
Sherlock  J  C— £ 


EDWARD  E.  SHIPLEY 

FIRB    MAilDm_^ 
ACCIDBNT   UABIUTY 
BUROLA&Y 

SDREIT  01  BOIDS 

608  nrtl  Nitf*!  Bmk  BM|. 
CZNCINNATX.  OHIO 


Witham  The  A  R  Ins 

Agcy  Co — f  c 
Wisehart    H    K-4 
Wittcn    Laurence   C— 1 
Witham  Jennie  £— f 
Witherspoon  T  G— 1  c 
Wood  Cf  E— £ 
Wright  J   Gano  ft   Co- 

Verier  W  D— ! 


CIRCLEVILLE 

Ben£ord  B  F— £ 
Brown  T   P— £  1  c 
Cowger  J  D— f  I  c 
Flenunff  A  W— f 
Gerhardt  Chas— c 
Gessley  Orrin — 1 
Heise  J  I/— c 
Hummel  &  Plum— £  1  c 
Leist  C  A— c 
Undsay  G  W— c 
Morris  Milt — c 
Radcliffe  M  B— £ 
Schleyer  G  A— 1 
Smith  C  A— 1 
TerwilUger  Meeker— c 
Veith  Wm— £  c 
Walters  Barton     c 
Ward  ft  Boyle— £  I  e 
Weldon  Chris  A— c 


CLEVELAND 

Archer-Hardesty  Co  TIk 

Armstrong  W  W  ft  Co 

Bailey  W  C— f  1 
Ball  Flamen— I 
Barden- J  P— I 
Barkwilf  ft  Hodou»-;£ 
Barry    Bros   Sa^ne   Co 

The-£  c 
Beaumont  ft  Frdbtrger— 
I      £ 
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Becker  EG  &  Co— f 
Beert  L  B— f 
Bernstein  Adolph  E^— f 
Bemtteiii  H  T— I 
Bingham  &  Douglass  Co 

Thfr-f  1  c 
Blood  Jno  H— f 
Bodenhorn  G  W— 1 
Bowdler  &  Pease — c 
Boest  L  M— f  c 
Brady  ft  Tuttlc— 1 
Brooks- Wilbor-Parsons 

Co   The— f  c 
Brown  C  R— f 
Brust  G  L— 1 
Buchtnann  Mrs  M  ft  Co 

— f 
Burbank  W  P  ft  Co-1 
Burke  Chas  A  &  Co — c 
Burrows  H  B  Jr^-I 
Bnxbaum  Kramer  ft  Kiss 

— f 
Calvey  J  R  ft  Co--f  I 
Carpenter  O  W— 1 
Carr  F  B— 1 
Caulkins  D  Lr-l 
Chapman  F  C — ^1 
Clark  R  H--f  1  c 
Qeveland     Ins     Agency 

Co— c 
Cordes  Arnold — f 
Coughlin     ft     Laurenson 

Co— f  c 
Crable  ft  Eisel— f 
Creech,  Oswald  ft  Co— f 
CuIIom  C  B — f 
Davis  ft   Farley — f  c 
Davis    &    Macfarlane— f 
Davis  A  R  ft  Co— f 
Davis  W   A— I 
Dawson  H  L— I 
Dempsey  M  M  &  Co— f 
Bettelbach  M  &  Co— < 
Dixon    C    F— f 
Duffey  B  T  ft  Co— f 
Dunbar  W  R  ft  Co— f 
Durand  C  W— f 
Dtu-bin  H  £  Ins  Agcy 

Co— f 
Evans   Edward — f 
Evarts-Tremaine- Flicker 

Co  The— f  c 
Faulhaber  F  V— f 
Fellinger  H— 1 
Forsch  A  S— f 
France  £  M— 1 
Frankel  Bros  The— f  c 
Frith  A  S— 1 
Gale  H  W— 1 
GaUup  N  P— f 
Garson  Jos— f  c 
Geer  Thos  H  Co  The— 

f  1  c 
Goldsmith  D  H   Co  The 

— f 
Oriebtins  E  L  ft  Co— f 
-Grigor  A  P— f 
Griffin  L  A— 1 
>rale,  Seaton  ft  Co— f 
Xlaller  Jacob— f 
X?annen  A  K — 1 
Tlarlan  James  T— f  c 
Marts  L— f 
I^atfield  A  D— 1 
Xiawley  ft  Reed— f 


ESTABLISHED  1863 

The  James  &  Manchester  Co. 

140  LMid«r-Nsws  Bldg.,  a«vsl«ad,  Ohio 
Rwjprisiiring  i  ■ading  eompanacs  and  prspaiad  to  handla 

aBVUlM. 

All  inqwiriw  wmemrm  our  prompt  attention. 
In   our    Casualty    Dspartmant    we    rsprsssnt     Tha 
Elmployeia'  Liability  Aasuranca  Corporation  of  London. 


licrbcrt  M  J— f 

J  J-f 
I^erman  W  H— f 


X^crman 


I^  inig  B  C  ft  Co— f 
:(^oard  H  H— f  1  c 
^f^offman  Arthur— { 
X^rolmden  T  J— f 
y-i4Dlmea  R  Lr— f 

;Tj^pkinson  Burridge  Co 
'The — { 

-FToskins  F  S  ft  Co— f 

^oweUs  E  T-f 

-K^v^nunel  John  L— f 
j^chaon  J  J— 1 


Jankau  D  ft  Co— f 
Johns  H  S— f 
Jones  Pa\il  D— f 
Kappler  W  A-l 
Keeler  Edwin  A — ^f 
Kees  ft  Co— f 
Keller  Jacob  ft  Co— f 
Ketchum  Co  The— f 
King  O  H— c 
Kirby  Josiah — 1 
Kirke  W  H— c  . 
Klossen,      Sowers     & 

Woods— f  c 
Koblitz  H   D— f  1  c 
Koppel  H— f 
Kroeckel  Ins  Agency — f 

Kysela  J  A  ft  Co— I 
L4ihrheim  H  ft  Co— f  1 
Latimer   Emerson    &  Co 

-f 
Lee  J  W  ft  Co— f  1 
Lenihan  E  P  &  Co— f 
Liske  F  A— f 
Loesch  J  A— f 
McCormack  A  C— f 

McDonald,  Kenyon  ft  Co  j 

McGwinn  G  D— f 
Mackintosh  J  M— 1 
McNutt  Harrv  F— 1 
Madigan,  Small  ft  Co — f 
Manning  W  A — f 
Matz  F  D  ft  Co — f 
Maxson  ft   Perdue— f  c 
Melcher  J  A  ft  Co— f 
Mooney  C  A — 1 
Mosher  J   B— 1 
Moss  Herman — 1 
Mueller  C  A— f 
Muerman  C  A  Ins  Agcy 

Murray  J  E— 1 

Ncale— Phypers  Co,  The 

Neeson  Miss  E  F— f 
Ndtzel  F  C— f 
Newburger  E  N— f 
Norris  T  M— 1 
Ohio  Ins  Agency — 1 
Olmsted   Bros— 1 
Olmsted  G  H  ft  Co — f  1  c 
Palmer  D  T  Co— f 
Papo,  Nicholas — f 
Parks  Leonard  Co  The — 

f 
Pegler  Chas  £— f 
Pcrrin  W  N— f 
Peters  Lewis— f 
Phare  Wm  G  ft  Co— f 
Pickard  T  W— 1 
Pierce  Mrs  L  M— f 
Pinncy  &  Hopkinson— f 
Pond  Bros  ft  Co— f 
Post  E  M— 1 

uayle  James  ft  Son — ^f 

ice  J  L  ft  Co — f 
Richey-Kroll  ft  Co— £ 
Ringle  O  C  ft  Co— f 
Ringold  John  A — ^1 
Roach   ft   Courtad— f 
Robertson   Ins   Agcy— I 
Robinson  F  W— f 

Roche  John  J  Co  The— f 
Russell-Evans   Co^f 
Ryan  W  F  ft  Co— £ 


8 


Sa£Fold  S  S— 1 
Saum  O  C— f 
Schlaudecker  ft  Co— f  c 
Schnauffer  ft  Co— f 
Seymour  Belden — f 
Shanklin  C  C  The  Co— f 
Sherwin  N  B  Agency— f 
Shipley  ft  Quid^f 
Shotter  Faerber  ft  Co— f 
Shumaker  F  P— f 
Skillin  H  N— 1 
Slusscr  C  E— 1 
Smart,  Searles  ft  Co — f 
Smith  E  H— 1 
Sneyd  Z  T  ft  Co— f 
Snyder  E  W— 1 
Stafford  E  F— f 
Stafford-Goss-Bedell  Co 

The  O  M— £  c 
Steiner  L  E— 1 
Steinke  R— £ 
Stone  E  J— 1 
Stone  L  £  &  B  H— f 
Stotter  J   P— f 
Stowe  H  M— £ 
Sudborough  Geo  L— 1 
Svarc  Ven — f 
Swain   Capt  John— 1 
Swift  C  J  Co— f 
Taylor  A  S  ft  Co— £ 
Thomas  C  F— £ 
Thomas  Fred  P  Co  The 

-f  c 
Timendor£er  T    Co  The 

— t 
Trneny  F  P — ^£ 
Ulmer  S  ft  Sons— f 
Voth  C  W— £ 
Wagar  Mars  E— £ 
Wun  L  H  ft  Co— f 
Walker  J  E-1 
Wall  C  S  ft  Co— f 
Wanrcr  G  L— £ 
Webber  W  H— £ 
Weil  ft  Son— f 
Wells  Thos  H— f 
White  A  Gould— 1 
Whitmore  F  A— £ 
Whitney  W  H— 1 
Wigmore  J  A — £ 
Willis  M  C— £  c 
Wilson  J  W— 1 
Wilson  W  G— 1  c 
Wood  ft  Kirkwood— £ 


CLYDE 

Dirlam  H  B— £  1  c 
Fuller  &  Watt— £  1  c 
HiU  John  E— £ 
Lama  Margaret  J — £  1  c 
Pearce  W  !>— £  1  c 
Stark  E  E— f  1  c 
Tiffany  ft  Clapp— £  1  c 
Wicks  A  H— f 


COLLINWOOD 

Deise  N  C— £ 
Hoffman  E  M— £ 
Mapcb  G  C— £  c 
Mapes   Guy   F— f 
Moses  Lewis— £ 
Murray  Jno — £ 
Wells  Thos— £ 


COLUMBUS 

Albery  &   Co— f 

Alden  F  W— 1 

Appleman  £  B— >1 

Archer  J  J  Jr— £ 

Barger  W  A-l 

Bancro£t  C  H — c 

Bark>w  G  B— 1 

Beck  B  B— 1 

Beggs  Realty  Co-^ 

Behfing  J  I— 1 

Behrens    G  L— c 

Belknap  J  G— £ 

Benham  W  G-£ 

Bright  ft  Bownlee— £ 

Brock-Jaeger  Little  Co 
The-£ 

Brown  L  H— 1 

Bryson,   Bedwell   Bru- 
bacher  Co  The — £ 

Bugh  B  E  ft  M  E— £ 

Burkley  ft  Son  Mrs  F  W 
— £ 

Campbell  J  C— 1 

Carroll  J  W— c 

Carroll,   Zuber  &  Har- 
mon— £ 

Clifford  &  Clifford— £ 

Columbus  Ins  Agcy  Co 
•~£ 

Damron  E — t 

Davis  J  I^-£ 

Dawson  Frank  J — £  1  c 

Deatrick  C  T— £ 

Dunham  M  D— 1 

Dye  C  B— £ 

Ensminaer  E   C — c 

Evans  Milo  H— « 

Farrington  Jas — f 

Fallon  D  J— 1 

Ferguson  &  Alder- £ 

Ferguson  G  A — ^1 

Gardner  R  H  Co — £ 

Garvin  C  R— 1 

Gerlach   E  B — 1 

Gets  H  P— 1 

Goodwin  Wm  B— £ 

Grim  M  F— 1 

Grossman  J_G — £ 

Hedges  O  E— £  c 

Hoover  Seth  L— c 

Huff  J  B— £  1 

Hughes  C  R— c 

Hughes  Harry  C— £ 

Hunnicutt  ft   Vallance— £ 

Hunt  &  Priest- f 

Hutchinson  F  A— c 

Jeffers  H  P— 1 

Johnson  C  M — 1 

Julian  N  T— £ 

Karger  Paul — £ 

Karshiner   M   A — ^1 

Kemerv  A  M— 1 

Kemmfer  C — £ 

King  J  P-1 

Kinney  Chas — £ 

Kopp  F  G— £ 

Lauterbach  ft  Eilber — ^f  c 

Leg?  S  T-f 

Lewis  ft  Friend^£ 

Lewis  B  L — 1 

Lcyden  A  ft  K— f 

Lichtenburg  Fritz  A — ^1 

McClure  F  W-f 

McElroy  F  C— 1 

McElroy   F  C  ft  Co— £  c 

Macklin  F  J  &  Co— £ 

Minshell  &  Bell— 1 

Myers  E  B — c 

Nichols  W  H— I 

Park  Bros— £ 

Pryce,  Chase  A  Co,  The 

Randall    C    E— 1 
Ransom   Fred   W— £ 
Rhoads  R — I 
Roberts   Legg    Co— £ 
Roe  J  H— c 
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O. — Cohunbug^  Con, 
Sinderaon  A  D— 1 
Svaent   S   S   — f 
Sniej  Agcne;  Co.  The— 

1  C  K— 1 
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hedd  &  Femt 
iebert  C  U  ji 
milh  John  F- 


— [ 


Speaki  fi 
Siont  J  .— . 
Tallmadue    Fiank  Co- 
Taylor    Vandervecr— 
Thais  Ins  Agry— ! 
Thomw  John  M— t 
Thorp  N'B— c 
Tice  &  Jefferit— 1 
TingleJ   R— 1 
Tucl  CT-1 


Barskey  Bro>— f 
Burton  Wm  ]— 1 
C»rr  Cha»   Veto— I  e 

Donovan  Tho»— f 
Forbes  C  M— 1 
Haywsrd   D  W— f 
Linon  Wm-f 
Pitcher  &  VounE— f  1  c 
Stanley  Mil  L  E— f  1 
Stone  L  V— I 
Traver  G  W— f  1  c 
Willoughby  Chas  B— c 

COSHOCTON 
Biker^HerUf-Royer    Co 

Inc  Tbe-^  Ic 
Ewini  H  H— t  1 
Cray   Geo   M   Co   loo— 

Jkcoba  ft  AimKroDff— f  I 

Looj   Chao  *   Son — I 
McDonald    Broo— f   1    c 
UcCoonell  k  Karr— f  1  e 
MDlUno  Fianh— I 
Feck  Alfred— t 
Schakli  Wm— f 


Cattey  B  J— f  , 
Dewald  C   E—t 
Gowr  F  J— t 
Laabalti  t   S— f 
LibcBj  Edw — f  1 
HcHabao  Tfaoi— f 
Nesi  J  W— I   I  c 
Slioe  Ch»«  E— ( 
Waldbaaar  L  F— f  1 

CUYAHOGA  PALLS. 
Alipiush  O  A-^ 
Fox  Frank  E— 1  e 
Lohr  Grant— 1  o 
McOnakei  F— f  1 
McUne  H  M-^  1  c 
Prior  E  A— t 
Taylor  Willtam  H— f 
Vafl  F  O— f  1 

DAYTOH 
Baker  Bil  T-^ 
BarcBi  H  O-l 
Barrom  U  F-^ 
BaoBhan   Oliver-1 


Biui  H  E— I 
BoiGt  J  R— f  1  e 
Brower  D  C— 1 
Butlei  J«»>-1 
Colanan  B  C— f  e 
Colenun  H  G  L— f 
COnk   V  S-f  c 
Cord  W  O— 1 

Diera  A  F-1  e 


GiUenie  H— t  1  e 
GuDckel  O   I-f 
Gwia  &  FanaiDg—l 
Haoa  A   F-^ 
HaihiR  Wm  A-t  c 
Heller    k    Bundentlu^— t 

1  c 
Henley  S  C— 1 
Holmea  R-1 
HoDTen  U  F  k  Son— t  e 
Hooier  John  A-f 
Kennett  J  ^-1 
Kerr  Hamilton— 1 
Kidd   Chai  D— f  e 
Kimmel   ft  Frechafei^-f 
Kr»iner   T  M— 1 
Kramer  W  F-f 
Kuhfl)  C  A-l 
D  Co— f  e 


&j^ 


IcCahe.  Shepherd   Co« 
Co  The— f  c 
HcGee  T  F— t  c 
MeGriff  OP*  Co— f 
McHenry  G  A— f  I  c 
McKay   A    F-i 
Markam  j  M-l 
Martitt  □  M— c 
Hatthewa   Fiti    Jamet— 


Mook  R  I^-l 

Nuttall  Wm  T— 1 

O'BrteD  P  P-1 

Ohio    Cooper   Ajcy   Co 

Oldtather  S  C  &  Co— f  c 

OUnger   C  A—l 

Oil  Co  The  Oicar  C^-f 
I  c 

Fierce    5coN-~l 

Rench   ft  Son— f 

Schacffcr  Val  ft  Son— fl 

Schiehle  Bra— f  I 

Shank  E  1^1 

Smith  Thoa  A-l 

Snyder  W  A-l 

Stent  Harry  A— I 

Thieoian   K   Peaa*-J 

W.ter.  J   W-l 

Weinman    ft    McGre*— f 

Wettern  Ohio  Under- 
writer* Co — e 

Wbftsiare  Jamea  N— c 

Will  G   E— { 

Wilaon  Bro»-r 

Wirsching  C  A-I 


DEFIANCE 
Ayera  Dcy — i 
Deatrickl  F  ft  Co— I  e 
Gherke  B  F— f  I  e 
GleuoB  R  H— c 
Rentley  R— f  I  c 
Hooter  C  B~t 
Koho  C  C— f 
ManiGeU  F  W  &  Son- 


St«(cr  Brot-^  c 
Warner  Fred-)  I 
W^Ust  G  W  ft  G  U- 

Wobn  Georte  P — f  e 
Wortman  R  W— f 


DELAWARE 
Allien  Frmk  W-^ 
B^  ft  Main— f  1  e 
Callander   R   A— 4 
Curren  J  F— f 


SsiapaoB  T  A— 1 
Sycki  J  M— i  c 
Valentine  L  O-f 
Van  Meter  C  M— I 
Willianu  D  T— f 

PELPHOS. 
AduBi  S  0~-( 
Altenberga  F  X— f  I 
Brotherton    B  J — ( 
Cole   1t»-1 
Goehring    Petei— f 
Groty   Syl— f  1  c 
Kimball  W  S— f 
Kindle.  Joaepb^ 


Marab  C  E— f  1  c 
Metiser  S— « 
Milli  Eameal— 1 


Wulfhorat  A  O— f 
DENNISON 
Andenon  Wm  J— f  c 
Loller  T  H— I 
Pittencer  F  G— I 
RemiE  A  T— f 
WrJsht  Thoa— f  « 

DESHLBS 
Gribbell   F-I  e 
Hnuell   Wm    S--L e 
Thoopaon  Albert  P— « 
-^      G  C— 1 


Jackion  Gcori^-f 
UndMGeo-3 


DUNKIRK 
Fnlka  C  L-( 
Johnnn  O  B— f  I  c 
jonei  C  U— ( 
Uaboo   Jadno-llc 
Weir  WO-*l 

EAST  LIVERPOOL 
Adaoia  T  B-t  I  c 
Blake  W  V  &  Son— f 
Cooper  L  C— I  1  c 
Huley  ft  DaridaoD— f 


Kye*  I.  M— f  i 
Ljon  E  h—t  c 
SCc&ffie  JB— t 


Eddineton   Ira— i  I 

Hoffman  Cha*-H 
Jpne*  Slanlej— 1 
Kelly,  Kline  A  Swjhatt— 


II  \?  G  ft 


William*  Tboa  I 


rehiine  Ge 
:ieffatb  G 
EimbanaS 


G  W— f 

I  Kimball— f  c 

Nlemao  W  H-<  c 
Rotrinion  11— 1 
Smoyer   C  K~i  I  c 
WatwmG  W— c 

ELUWOOD  PLACE 
Block   A   S— t 
DaridMm  V  S— 1 
FarreU  R  E— I 
GadriU  J  E— f 
Hammell  A  J  ft   Son— f 


ELYRIA 
Andrea*  H  ii — t 
Benham  H  H—i 


KolinaW  Gusi— (  c 
Uiller  Henry— < 
Morae  C  Lr-f 
Moulioo   Roy-i  I 
Siaith  Frank  All 


FINDLAY 
Ba?Ina  Tbeo  C— <  1 
BiUinMr   Charlea-I  1 
Bid  C  V— 1  a 
Bolloa  B  F — ( 
BraclKtt  A  E— a 
Brooka  A  E— t 
Barken  ReenalA— e 
Crana  Geo  ^— *  e 
Crarty  David  B— I 
Davfa  Sobert   K-1 
Eoff  T  A-l  I  c 
F.off  A  E-4 


Gilleapie  P  F-t 
Graf  AueuM— I 
Graf  R  B— I 
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Horis  H   B— I  1 
Hall  H  B— f  I  c 
Karst  Edward  J — { 
Kiefer  W  I— f 
McCarthr  W   J— 1 
ICcDade  A  L^ 
Killer  R  R—f  1  c 
Miller  W  H-1 
Pepple  J  F— 1  c 
Ptatt  W  T— 1  c 
Priddj  Joha  £— c 
Sampson  C  M— f  1  c 
Segiriiw  Jofan— f  e 
Shffk  SJ— f 
H  B- 


"^iraon   H  B— f  1 
Spencer  T  C— f  c 
Spitler  V  T— f  c 
Thompson  James — {  1 
Walters  Geo  F— c 
VVrtherald  R  J— c 
Wilcox  W  B— 1 
WUUamMm  J  H-^  c 

FOREST 
Borst  W  F— f 
Conklin  Louis  A-^lc 
Cook  D  I>-c 
Cook  H-^  c 
DonoTan  Ed— { 
Myer  M— 1 
Price  Wm  B-f 
Rie^le  C  M— f 
Sobmson  Jas  B — i 
Steinman  J  F—- 1 
Weir  John— £ 

FOSTORIA 

Abbott  W  O— c 
Brown  Irene  &  Co— f 
Bnist  W  W— 1 
Bycrly    Oscar— f 
Dillon  Rar  R— f  1  « 
Emerine  Frank— f  1 
Frue  C  H— I 
Chaster  S  I^— 1  c 
Gregory   Clyde— 1 
Half  Geo— 1  c 
Hays  W  O— 1 
Johnston  Nellie— f 
Kleinhan  &  Son — i  1  e 
Lloyd  A  0— f  1 
Lloyd  D  C  &  Son— {  I  e 
Lynch  D  A— I  1 
Miller  R  G— f 
Smith  Carl— f  1  c 
Snyder  G  A— c 
Sobers  Claire— 1 
Yonker  A  H— £  1  c 

FRANKLIN 

Conorer  C  B — f  1  c 
£>ti  Bois  Frank  W— f  c 
Eaton  Chas— {  1  c 
Meeker  Henry  W-^  1  c 
Miller  Roscoe— 1 
Munger  Chas  W— f 

FREMONT 

Adams  A— 1 
3«ker   Chas— f 
Auckland  H  S— f  1 
Btarkett   Insurance   Agqr 

Dutman  V  D— I  ]  c 
C:«rr   C   B-f 
Cochran  R  A— | 
r>illon  Kent — f  1  c 
l^»ch  W  W— 1 
I=*oache  B  A— f 
O^bel    W  A— c 
Oixie  F  W-1 
T^alT  J  M— f  c 
lYobart   M  W-l  c 
ICr-idler  Ins  Agcy^  1  e 
IL«.«^hnuui  J  J— 1 
I^i«ber  August— {  1 
T^-cxcas  IIV  A  .f 
rvroore  Cecil  H— 1 
fsT^tifer  J— c 
No'orton  O  C— 1 
jp^^ks  Wm  H— I 


Pearce  Ins  Agcy  Co  The 

-f  1  c 
Rider  A  A— 1 
Ross  W  D-1  c 
Schwarts  Jos  T— I  c 
Smith  R  F— f  1  e 
Stevens  C  Lr-t  c 
Tyler  Mrs  C  A-l 
Waggoner  C  E— f  1  c 
Wolf  Jerome  G-£ 
Wolf  Scott-f  c 

GALION 

Bachclder  H  J— f  1  c 
BacU  Edgar— f 
3iehl  F  WW-f  1  c 
Cascv  J  E— 1 
Castle  Clayton  A — 1 
Crissinger   C  J— f 
Franks   P— c 
Gearhart  August— f 
Kibby  C  H— f  c 
Knote  Henry— f  1  c 
McCarron  J  — c 
McKinlcy  Geo  W  S-1 
Metheany  A  M— f  c 
Pigman    Frank— { 
Price  H  V— c 
Schuyler  Phil— f  1  c 
Shea  John  T— f  1  c 
Turner  William— f   1 
Wislcr  Ed— f 
Zimmerman  D  E— f 
Zimmers  Clarence — ^1 

GALLIPOUS 

Bush  C  I— f  1 
Cherrtngton  F  E— f  I  e 
Cherrington  S  M— f  1 
Kerns  A  W-f 
Kerr  C  C-1 
McCormick  J  H— 1 
Neal  G  E--^f^l  e 
Tanner  W  R— 1 
Thomas  Wm — 1 
Wall  ft  aendinen— f 
Ward  Bro»— f  1  c 

GARRETTSVILLE 

King  Frank  H-f  c 
Jackson  J  J— 1  c 
Jackson  J  J  r — ^1  c 
Nicholson  &  Huff— f  c 
Quirk   &  Payne— f  c 

GENEVA 

Adams  Chas  D— f 
Cowdery  Geo  H— f  1  c 
Ford  Chas— f  c 
House  W  H  Jr— 1 
Martins  SAB   Sons— 

f  1  c 
McCarty  J  W-f 
Merritt  Chas  H— f 
Michel    &    Miller-f 
Mott  J  O— f 
Simmons  Jas — f 

GERMANTOWN 

Antrim  N — f 
Huber  C  F— f  c 
Rice  &  Zehring — f  c 
Theispach  John— f  c 

GIRARD 

Deemer  W  R— f  1  c 
Jones  Lots  ft  Kened3r-~f 

c 
Lewis  D  G— 1 
Purdum   G   R — f   1   C 
Vaughn  T  C-f  1 

GLENVILLE 

Battles  &  Stevenson— f  1 
Whitman  Mrs  C  A— I 

GLOUSTER 

Duncan   C  E— f  c 
Duncan  Geo — f 
Fawcett  G  C— f  1  c 


Rose  G  GW— f  c 
Smith  R  B-f  1  c 
Vercoe  Arthur— 1 

GREENFIELD 

Adams  W  B-l 
Anderton  W  H  ft 
f  c 

Butler  J  B— I 
Caldwell  TS-I 

Kelso     J  G-f 
Matthews  M  1^-4 
Moomao  C  E— f 
Rogers  Chas— f 
Uhl  Chas-f 
Wadddl  L  P-f  e 

GREENVILLE 

Andenoa  E  F<»4 
Bausman  A  H— 1 
Beanblossom  D  D— I 
Brumbaugh  W  D— 1 
Bums  Bros— f 
Coppesa  J  C  W— 1  c 
Deror  Mn  Clar»-*f 
Grant  W  C— 1 
Katsenburger   G  A— f  c 
Kipp  G  C-f  1  c 
Lawrence  E^ 
Maher  P  H— f 
Martin  Jessie  W-f 
Meeker  F  D-4 
Pearce  W  L-f  c 
Sclby  Ins  Aacy  The— fc 
Swathwood  M— 1 
Wright  E  C-^ 

HAMILTON 

Beder  John  L  ft  Son— 

f 
Braun>  Adam  E  Jr^f  1  c 
Cahil  Taa  J— f  1  c 
Caaa  Dan— f  e 
Daggett  ft  Taylor—^  e 
Egry  Aloys  E— f  c 
Fraxier  J  C— 1  c 
Hathome  C  P— f 
Hawk  Geo  E  8t  Son— f  1  e 
Heck  Wm— f 
HiU  Alfred— 1 
Hodge  J  K— 1  c 
Hunter-Frechtlinj  ltm> 

ance  Agency  Co— f  c 
Jones    Clarence— f 
Kelly  Jas  A-f 
Krauth  J  W— €  1  c 
Landon  R  H— f 
LeckUder  Benj  D— 1 
Lippmann   Liebman-^ 
Love  S  W— 1 
McQellaAd  F  P— 1  e 
McGinly-Alston  Co  The 

— f  c 

Meuse  Bros— f  c 
Milltken  Robt— f  1  C 
Parish  Lee  &  Co— f  1  c 
Rochelle  John  F— f    , 
Shears  William  M— 1 
Seward  Sloneker  Co  The 

— f  c 
Sloneker  Howard— f 
Sortman  Richard— 1 
Taylor  C  W— 1 
Tully  Jas  I— f       . 
Vinnedge  W  W— f  c 
Welliver  A  J  ft  Son— f 

Williams  Sherman— f  c 

HARRISON 

Bevis  C  D— f  I  c 
Marvin   J    P — f 
Mortishcd   Wm   H— f 
Tebbs    Bros— f 

HICKSVILLE 

Armstrong  E  F— f  1  e 
HoiF  ft  Zicfr— f  1 


Richards  A  M-f 
Smile  J  D-L 
Wilson  W  b— I  e 

HILLSBORO 

Austin    Frank— f 
Ayres  Frank   f  c 
Brown    George— 1 
Chaney  N  E--i  1  c 
Davies    R    O— 1 
Kelly  ft  Strain— f  1   c 
Kirkpatrick    &    McNeil 

-f  1  c 
Leadbetter  David— f  1  c 
McClure  H  S— f  c 
McClure  Robert  D— f  c 
McConnaha   C   D— f  1   c 
McDermott    James— f 
Wiggins   H  Lr-c 

HUBBARD 

Dominic   Paul — f 

Jackson    P    Arden- f 
:elly  Margaret  Miss— 1 
White  CY^  1  0 

IRONTON 

Berkley  J  W— f  1  c 
Brewer  W  A— f 
CoUett  Thos  L— f  1  c 
Dovel  ft  Com— f  1  c 
Henry  P  L— f  c 
HorschU  F  J— f  1  c 
Jenris  Thoe — f 
Kennedy  T  J — ^f  1  c 
Potts  J  N— 1 
Ringo  C  M— f  1  c 
RusseU  W  A— f  1  c 
Scott  Wilson— 1  c 
Snyder  ft  Lambert — ^f  1  c 

JACKSON 

Adams  J  H— 1 
Dungan  Enunett — 1 
Fite  ft  Fite— f  1  c 
Hartlage  L  B— 1 

iohnson  T  J— 1  c 
liller  H  C— f  c 
Nelson  C  W— 1 
Parry  I  I— f  1  c 
Rice  R  E— 1 
Shear  Alva— f  1  c 

JAMESTOWN 

Lieurance  Harry— f  1  c 
Shifflet  Wm— f 
Smith  J  H— f 
Sterrett  W  R— flc 
Thomas  Byron— f 

KENT 

Baters  W  P— c 
Curtia  ft  HaU— f 
Davis  C  M— 1  c 
Garrison  E  F— £  c 
Graff  Mr— 1      ^ 
Reed  W  W  ft  Son— f  1  c 
Rynard  N  B— £ 
Stauffer  L  G— f 
Stutzman  A  B— f 
Wolcott  D  B-f  c 

KENTON 

Andrews  J  F— f 
BaldwinJ  M— c 
Blue  O  P— f  1  c 
Bolenbaugh  Isaac     Jr— t 

1  c 
Cook  L  H— ' 
Gelhouse  E   F— f  1  c 
Gray  Harry — ^l 
Tones  F  if— £  1  c 
Pearce  H  B— f  1  c 
Pence  S  J — ^f  c 
Rice  A  M— f 
Reddick  j  W-f  1  c 
Rodebaugh  Harry — ^1 
Stahl  A  A— £  1  c 
Stinchcomb  J  W — £  c 
Walker  Mary  E— £ 
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LANCASTER 

Barr  Jas  C  &  Co— f  c 
Beck  Henry  K— c 
Clarke  Joshua — f  I   c 
Cole  Clyde    G-f  1  c 
Crumley   C   M— £  c 
Davidson  Wm — f  c 
Drinkle  Mrs  C  H— f 
Faigley    W   W— f  c 
Hunter  Frank  R — f  1  c 
McClenaghan    TVm    T— f 
Matt  Bros  Agency — f  1  c 
Matt  Geo  Sr—i 
Miller  Geo  C~f  c 
Mourry   C  O— I 
Myers  01a£  Er— f  c 
Newman  W  E — f  1  c 
Nye  Wm  H— f  1  c 
Sites  J  S— f  I  c 
Smith  T  H— f 
Snider  Van  A— c 
Sprankle  Ira  E— 1 
Tnomas  Amos  S — f 
Thomas  Obed — f 
Towson  C  H — ^f  1  c 
Vandemark  Geo  H — c 

LEBANON 

Brown   F  J— f  I 
Brown  G  F— f  I 
Brown  O  K— f  1  c 
Brandon  ft  Ivins — c 
Conklin   Ed— f  1  c 
Cunningham  Frank— f 
Dakin  &  Dakin— f  1  c 
Hamilton   F  M  Jr— c 
Hutchinson   O   A—- 1 
Mounts  Jesse — f  1 
Shawhan  Mr— f  c 
Thompson  John  A — f  Ic 

LEETONIA 

Mellinger  D   W— 1  c 
Warren  W  E— f  c 

LEIPSIC 

Fike  Geo  A— f 
Kelley  T  P— f  c 
Rower  Thos  H— f  1  c 
Slaybaugh  &  Bell— f  1  c 

LE  ROY 
Ward  Irvin— f 

LIMA 

Aren    &    Barrett— 1 
Bible   Geo  F— 1 
Boose   T^M— f  c 
Brand  H  L— 1 
Burke   H    S-1 
Cassidy   Joseph — 1 
Clark    Realty   Co  The— f 
Collins  T  A— f  1 
Cook   C  A — 1 
Crcps  A  S — 1 
Crossman    Darvin — 1 
Dempster  E   G — f 
Dille    Bros— f 
Driver    P    M-1 
Dunn   &  Co — f 
Eaton   F  A— f  1  c 
Elmer   D   WcbbCo— flc 
Fecly    W    T-1 
Hildrith  A   D— 1 
Kahle    P   A-f   c 
Kemmer  O  F  &  Co— fc 
King,  McCurvc   &   Mac- 

kenzcr^f  1 
McComb  Wm — f 
McCrate   W   E— 1 
Mohr   John— f 
O'Connor    Bros— £  1    c 
Ohlcr  J   O-f 
Plummcr    S    A — f    , 
United    Realty    Co— f 
Wallace   E    D   &    Son— f 

1  c 
Young  O  N— I 


LISBON 

Adams  J  F  &  Son— f  1  c 
Connell  Charles  C— c 
Dorwart  H  B— £ 
Hinchliffe  J  H— £  c 
Hostetter    Wm— f 
Marsden  H  E— £  1  c 
Ramsey    A   A— £ 

LOCKLAND 

Buchanan  J  H — £  1 
Carlson  Robt— £ 
Fladung   Edw — £ 
Hennincy  August — ^1 
Holt  A  J— £ 
Holdredge   Fenton — £ 
Skillman  C  W— £  e 
Wilson  £  D— 1 

LOGAN 

Bay  H  B— 1 
Beck  E  W— 1 
Brooke  A  H — c 
Comly  E  B — 1  c 
Humphrey  J  B — 1 
Kempel  Rudolph  F— £lc 
Lappen  &  Leach — ^£  c 
Lindley  I  J— £ 
Lytlcr  W  J— 1 
McCray  W  W  ft  Son— 

£  1  c 
Mickel  H— c 
Rectenwald   Charles — I 
Schwinke  C  W— c 
Warren  &  Wills-I 


LONDON 

Atchison  J  R— « 
Boyd  R  W-r« 
Chenowith  Rea — £ 
Corry    Ernest    F— c 
Fauver  H  F— £  1  c 
Gardner  &  Gardner— 1 
Gardner  H  L— 1  c 
Gardner  Joe  A— f  1 
Honnbeck    C  R   ft   R    G 
Parker  J  D— f  c 
Phillips  S  R— 1 
Pringle  &  Chenowith— f 

Ic 
Van  Wagner  Bcnj — £ 
Yearian  J  J— £  1  c 


LORAIN 

Babcock  The  A  H  Co—  j 
£  1  c  I 

Buell  ft  Cozad— f  c 
Hitchcock  C  P— £  c 
Little  W  N— £  c 
Williams  ft  Mcllvaine— t  ; 

I 

LOUDONVILLE 

Crow  G  S— £  I  c 

Gro£f  W— c 

Hoffman  Martin— •£  I  c 

Morn  Mrs  Cora  B — £ 

Reed   W   R— £  c 

Riblet   J— £ 

Sanborn  C  L — f  1  c  , 

Sprcng  M  H— 1 

Smith  A  D-f  ! 

Welch  j   J— 1 

Wol£  M  J— £  c 

Young  F  P— £ 

McCONNELLSVILLE 

Beckett  ft  Gray— f  c. 
Black  Geo  H— c 
Dougan  C  E — 1  c 
Dye    Omar — 1 
Erwin   John   D^l 
Finley  H  M— £  1  c 
Finley   Silver  A— £ 
Hale  Thos   M— 1 
Lvne  John  (>— c 
Mc  Lucas  J    H — c 
Morgan   C   C— 1 


MADISONVILLE 

demons  Arthur— £  1  c 
CUppinger  W  W— £ 
Goddard  F  H— f 
Hem  Bros — f 
Hudson  J  G— £ 
Hunt  James — f 
Undslcy  F  R— £  1  c 
McClure   Edw — f 
Maphet  T  M— £ 
Mathis  Jacob — £ 
Miller  Frank— £ 
Oberwitte  C  F— flc 
Peterman   GecH->£ 
Robinson  T  A— f 
Rowan  J  N— £ 
Saner  Geo— f 
Scott  Miss  I/— f 
Taylor  F  T— 1 

MANCHESTER 

Dunbar  J   K— flc 
Doldridge  Percy— f  c 

MANSFIELD 

Amstutx  A  L— 1  c 
Arts  Harr3^— c 
Barr  L  D— c 
Bauer  C  F— 1 
Beam  L  H — c 
Bonar  ft  Harding— £  1 
Bonar'  L  J— £ 
Bowman  £  E — ^£  c 
Caimes  J  Er-l 
Carlisle   R   R— c 
Carroll   &  Farrow— £  1 
Carroll  P  S— 1 
Colwell    S   J— 1 
Cook  ft  Tracy— £  c 
Cox  P  J— 1 
Culler  J  H— 1  c 
Davies  D  J— 1  c 
D»rarmon  G  W  ft  Son- 

Dickson  V  M— £  c 
Ditwiler  H  B  L-£  c 
Earl  O  B— 1 
Endly  G  C— f 
Forney  G  W— c 
Fox  Geo  W— f 
Fritx  C  W— £  c 
Gkb^  E   R— I 
Harnsson  W  J— 1 
Hahn  ft  Young — £ 
Herchner  C — ^f 
Hill  C  S— 1  c 
Hout  G  A— f 
Hoover  D  S— £  1  c 
Hurst  Helen— 1 
Johns  H  J— £ 
Keckler  A— c 
King  J  J— 1  c 
Klaner  H  J— 1 
Klopfenstein  J  L — 1 
Koontz  D  S — £  c 
Kubiac   L   S — c 
Lentzy  W  L — £  c 
Lindley  t  B— c 
Undsey  E  H— <: 
McCready  H  I^f  1  c 
McFarland  J  S-^r-l 
Mclntire  L  R— £ 
Michael  P  H— c 
Murray    J    C — c 
Nail  E  S— £ 
Palmer  D  D— 1 
Parsons   LeRoy — £  1   c 
Price   Wm— 1 
Reed  R  R— 1 
Roush  Realty  Co— 1  c 
Schauel  M  A — I 
Scott  C  C— 1 
Seward  John— £ 
Sha£er  D  F— 1 
Shaw  A   W — c 
Sheriff  F-c 
Simon  D— £ 
Sipe  F  E— c 
Slough    E   G— f  1    c 
Southard  W  K-I 
Spencer  E  P— £  1  c 


Stsc  F  E — c 
Umbarger  I   K— c 
Uric  E  W— 1  c 
Weidner  G  H— £  1 
Wycoff  E  B— 1 

MARIETTA 

Alexander   W    B—   I 
Best   Chas  J— f  1 
Blohm  Wm— £ 
Booth  £  M— 1 
Buchanan  Harrys— £  c 
Cooke  R  D— £  1   c 
Cutter  Lewis  J— f 
Dawson  J  E — ^1 
Flanders  Bros — £  1  c 
Goebel  J  S— 1 
Plumer  ft  Crawford — f  1  c 
Putnam  B  B — £ 
Schafer  Karl  O— f 
Stevens  A  J — f  c 
Tisher  &  Titley— £  c 
Tomer  F  W— £ 
Wilhelm  S  C— £  1 

MARION 

i  Armstrong  R  S — ^1 

Burke  M  J— £  c 

Bush  E  Er^  1 

Chase  M    B— f  1 

Cox  E  J— £ 

Dee  ft  Co— £  1  c 

Hoch  Bros— £  1  c 

Jones  W  T— 1  c 

Katx  E^— £  c 

Ketty  A  W  &  Co— £ 

Kling  ft   Allen— £ 

Knapp  ft  Son — £  I  c 

Krauss  E  J— £  1  c 

Larie  G  F — £  c 

McCoWey    &    Kranei^ 
f  1  c 

McGuire  G  S— f  c 

MoUoy  E  —1 

Montgomery  A  S — ^1 

Ncidig  P  ft  C  Co— £  c 

Northmp  C  C — ^1 

Peters  ft  Co — £  c 

Rauhauses  S  R — f  c 
I  Sshaad  C  £ — ^1 

Sshoenlauo  ft  Son — {  Ic 

Shaw  H  L— 1 

Smith  ft  Son— 1 

Sycks  Earl  R— I 

Tedrow    B— 1 

Von  Stein   George — f 

MARTIN'S  FERRY 

Boehm  Johanna — f 
Cole  M  E— 1 
FaUen  A  J— 1 
Gauley  R  B— I 
Hanes  J  T— £  c 
Heinlein  E  £—1 
Tames  C — £ 

Lupton  Mrs  W   M— £  c 
McCombs  E  E— c 
Ong  R  T— £  1  c 
Palmer  S  P— 1 
Reece  G   W— 1 
Robinson  Ins  Agency — f 
Rooney  R  S — ^1 
Sedgwich   F  A— £  c 
Talbot  C  R— 1 
Teagarden  Miss  A — ^£ 
Van  Pelt  A  J— c 

MARYSVILLE 

Bawn  Bros — f 
Edwards  C  G— ) 
Henderson  Mrs  C— fc 
Sawyer  E  F— £  c 
Summers  J  L — ^1 
Taylor  &  Zwemei^-I  c 

MASSILLON 

Arnold  F  W— f  c 
Arthur  C  B — ^l  c 
Bierly  T  W— I 
Binfard  O    F-f  c 
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Crawford  R  B— 1 
FerreO  &  Schultz— 1  c 
Flemmg  Thoma*  P — f  1  c 
Gow  R  H— f  1  c 
Hammenmith    Char] 

f  Ic 
HoweUs  John— f 
Johns  T  E— f  1  c 
)obns  William— f  1  e 


Koons  ft  Son — 1  c 
Leonard    Investment    C6 

-f  1  c 
McLain-Kirchhofer  Aecy 

Co-f  1   c 
Panl  G  G— f  1 
Scbott  CbristiaB— f  1  e 
Slusser  L  P— I  c 
Volkmor  O  C— f 
Wertzbangher  Jr  J  B — 

Whaler  A  Z— f  1  c 

MAUMEB 

Alms  Albert— f 
Cohen  A  W— f 
Eckert  L  A— f 
Jthonehoure  L  B— i 
Swan   W   S— f 

MECHANICSBURG 

Cheney  Robt— f 
Magmder  V  S — f  c 
Mumma    A    L— f 
Osborn   W   W— f  1 
Wood  C  A— £ 

MEDINA 

iendrickson  Blake— f  1  o 
SdcDowell   Blake— f  1 
Randall  Lewis  H— 1 
Richards    George   A — f 
>pellman    FranJe— { 
>pitzer  E  B — f  1 
» an    Epp    Arthur — f 

MIAMI  SBURG 

'owles  F  K— f  1  c 

'o<ids  R  S— f  1 

»o»h    L  A— f 

cis«r  B — ^1 

▼ons  T  V — f  c 

Fc  Knight  *  Schmitz— f  c 

ansinf^   B    J— f 

arncli  John — f  c 

ogers    E   J — f  c 

:hustcr  C  A — f  c 

^hring  L  H — f 

MIDDLEPORT 

o^irnning  J  B  Jr — f  I  c 
y verting    John    F— f 
obart    M    C — f  c 

MIDDLETOWN 

xnxtz    Ins  Agency  Co 
— f  1    c 
11    H   I^-f 
ster    A   L — f  1  < 
Idman  Charles — f  c 
rrisoTi  W  T— f  1  c 
•ore     Frederick— f    1 
in  L   T— f 
rlhti Titer    W    H— f 
Iburg  Harry — f  1  c 
ri»cl     Harry — f  1   c 
Imer    G    W  A— f 

MINERVA 

^oi-d     ft    Alexander — 
J    c 

r.lc     Oiester— f  1   c 
rray  James — f 
rf  er    F  A— 1  c 

JT^CO  JUNCTION 

ttel    Jas— f  1  c 
tt    J    Ross — f 


MOUNT  GILEAD 

Ashley    L    H    &    Son— 

f  1   c 
Pollock  E  H-f  1  e 
Smiley  C  D— {  1  c 

MT.  VERNON 

Aller  Banner  M— fl 
Cooper  John — f  1  c 
Curtis  W  S— f  1  c 
George  Robt— 1 
Greer   Robt  M— f 
Herron   Bert — f 
Huntsberger  H  M  ft  Co 

— f  1  c 
McCarthy  Alice  G— f 
Murphy  O  F— f 
Peterman      Samuel    H— 

£  1  c 
Sailsbury  C— £  1  c 
Stream   Luther  A — f  1  c 
Welsh  ft  Shaffer— £  1  c 
Welsh  Wm  J— £  1  c 
White  Wm  H— 1 
Wootton  J  H— 1 

NAPOLEON 

Bokerman  Wm  C— f  c 
Bretz  Dow— fc 
Cowdrick  E  R— 1. 
French  H  H— £  1  c 
Meekison  C  C— 1 
Prentice  C  J— f 
Reiter  F  W— £  1  c 
Reynolds  Chas  E — f  c 
Tablcr  A  F— £ 
Yamell  Byron— f 

NELSONVILLE 

Matheny  L  G— f  1  c 
Pritchard    Gilbert— f  c 
Sanders   Carson  _J—f  1  c 
Stratton   Mary   E— f 
Weltzheimer   Charles— 1 
Zeller  John  E-f  1  c 

NEWARK 

Baker  Malcom- f  c 
Broome  Wm  H — £ 
Carter  Jos  A— 1 
Cosway  Fred  J— 1  c 
Daly  S  J— 1 
Dickerson   K   I— 1 
Flory  C  I^— c 
Franklin  Geo— £ 
Franklin  Hooper — £ 
Gilbert  Wm   D— £ 
Gunion  C  W— 1 
Hayden   Ins   Agency   Co 

The  — f  1  c 
Haynes  Geo  N— <: 
Johnson  E  T — £  1  c 
Tones  O  C — £ 
Jones  R  R — £ 
Montgomery  T  W — 1 
Norris  ft  Windle— £  c 
Plyler  W  B— f  c 
Reese  M  J—  £  1  c 
Rentz  Jos— £ 
Rexrothe  H   L— f  c 
Riley  C  L  &  Son— f 
Shauck  H  H— f 
Tucker  J— f 
Warner  J  R— £  c 


NEW  COMERSTOWN 

Beers  W  A  ft  Co— £  1  c 
Dillehay  Harry— 1 
Huston  G  W— c 
Kennedy  M  B — £ 
Muchelnaus  H  G — £  1  c 
Phillips  George— 1 
Shannon  T  J— £  1  c 
Yingling  M  R— £  c 

NEW  MATAMORAS 
Harrey  Geo  t>— £  1  c 


NEW  PHILADEL- 
PHIA 

Andrews   &  Ritter— £  1 
Bowers  A  A— 1 
Buchor    Chas— £  1  c 
Caples  W  L-£  1  c 
Ebright  Jo»— £  c 
Edwards   Thos— 1 
Femsel  Conrad— c 
Hephinger  Theo  S— £  c 
Hiirj  R-c 
Kaderly  £  J— £lc 
Kelly    &    Youngen— flc 
Lewis  Uifford  R— flc 
Marlow  ft  Briggs — £  1  c 
Mathias  V  O— 1 
NUon  Ralph— 1 
Powelson  O  C— 1 
Schweitzer  E  C— c 
Syron  Jac— £ 
Wagner  W  A-c 
Walters  E  A— f  c 
Webber  Harry— 1 

NEW  RICHMOND 
Bainum  C  T— f 
Davis  Robert  A— f  I 
Shaw  Geo  P— f 

NEW     STRAITSVILLE 
Essex  Palvin — £ 
Evans  John — ^1 
Faine  John  C — £ 
McDonnaugh  M — 1 
Spiccr  F  M— £ 

NILES 

Bremer  Warren  N— £c 
Campbell  Jas  B  &  Geo  L 

-flc 
Cowdrey  Frank  R— f  Ic 
Holzbach  Jas— c 
Kerr   ft   Stevens— c 
Phillips  L  M— f  c 
Rosensteel  &  MacQueen 

^^ 
Rosensteel  J  H— £  1  c 
Sayers  W  Y--fc 
Taylor  Geo  J— f  1  c 

NORTH     BALTIMORE 

Brown   Margaret — £  1 
Fulton  G  B — £  1  c 
Oerdeman    &    Hough — £ 
Heminger  Irvin — £ 

NOR  WALK 

Bcchtol   John   M— f   c 
Bilton   Geo— 1 
Bloomer   C   E— f  c 
Bowen    &   Sanders— f  1  c 
Christian    Fred    W— f 
Foltz  D  C— 1 
Garrigan    T    M — c 
Goodhue   Wm— 1 
Hartlines  Jordan — f  1   c 
Hoyt  M-1 
Lawrence    Charles     B — 

f  c 
Round  Geo  F— f  1  c 
Sawyer    Frank— f 
Shock   Cort   M— f 
Simpson   Ernest— 1 
Snook   L — c 
Stewart  H   I^-f  c 
Suhr    Charles— f   1    c 
Terry  Alvin    B— f 
Tucker    &    Holliday— f   c 
Venus    Chariot    P— 1 
Washburn    T  R— f 
Whitehead  W  W— f  1  c 

NORWOOD 

Cation  ft  Kemfe — £ 

Diggins  H  M — £  1  c 

Harkness  &  Wirthwin— f 

Hedger  C— £ 

Hopper   Mr — f 

Hukill  Fred  E  Jr  &  Son 


Kleine  F  L  ft  Son— £ 
Levi  F  M— £ 
Picrson  H  J— £ 
Schulte  John— £ 
Stratmyer   G— £ 
Whitacre  M  B— 1 

OAK  HARBOR 

Carstensen     Louis    Lp-> 

f  1  c 
Kramb    Chas— f  c 
Mylander   G   C— f 
Pickard    Geo — 1 

OBERLIN 

Brady  J  J— 1 
Burener   L  E — £  1   c 
Burklew  F  E— £  1  c 
Dixon   M    Edith— £  I 
Durand  Will  B  ft  Son- 

£  1  c 
Edwards  J  L— £  c 
Hart  W  A— £ 
Hensner  W  A— 1 
McKee  OHs— £ 
Morris  G  W-f 
Ralston  P  E — £  c 
Stone  J  N— f 
Wells  Horace  D— 1 
Williams  L  B-f 

OTTAWA 

Greer  Frank  J — £  1  c 
Kemsting  A  A— f  c 
Kersting  A  V  &  Co-£ 
Ic 

OXFORD 

Brandenburg  Richard— c 
Cleaveland  A  W— £  1  c 
Law  Tom — £ 
O'Neil  Wm— £ 
Rodebush  Wallace— 1 
Shera  Geo— 1 

PAINESVILLE 

Barber  E  D— £  1  c 
Donaldson  W  E— 1   c 
Ferron    O    P  &  Co— f 
Gray  E  J— 1 
Huntington  E  G — £ 
Jackson  R  E — c 
Kerr   Frank   L   Co  The 

-£  1   c 
McLean  A  D—  f 
Pease   W  B— f  c 
Warn  A  M— 1 
Wyman  V   E— £ 

PAULDING 

Dittenhaver  Bros — £  c 
Donart   C  F — 1  c 
Leslie  R  C— 1  c 
Price  S  T  &  Co— f  1  c 
Spngs  A  T— 1 
Yager    John — f   c 

PEMBERVILLE 
Bashore  A  G  T  Jr— 1 
Dwyer  Claude— fl 
Gcrdinjf   C    R— £  1 
Keil   Edw— f 
Rees  A  D— 1 
Schrocdcr  John  H— f 
Spitzcr  F  P— f 
Talker  Wm— c 

PIQUA 
Bennet  J  R— f  1 
Bumham     Mrs   Margaret 

— £1 
Caldwell   R   O— f  1  c 
Carr  Clyde  G— £  c 
Dagenhardt  Ed  S— f  c 
De  Armon  Chas  W— 1 
Edge  Henry  C— c 
Grafflin  H  C— f  c 
Hodson  Cyrus — I  c 
Kiser  Chas  W-1 
McColloch  Seth— £ 
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O — Piqita,  Con. 
ManhiDiii  W  R — f  c 
MeD4enb>ll-WiIkin«]n  Co 

Tlw-f  le 
Uil<«  I  R— f  c 
Puridl  A  Peffci^f  e 
Shcrldin  J  B — c 
SIgItt  i  Sigler— f  e 
StelKr  Geo— f  c 
Sjler  Shermsn  D— f 


Bl«ir  John  I^-t  c 
FUh  H  C— f  I  c 
Gerer  D— 1 
Horbm  Cap  ft  H  M— f 
Ihlc   Veda— f  c 
RemlngtoD  Bcni — f 
WabMcr  Jed  C— f  c 

PORT  CUNTON 
BeU  G  W— 1  c 
getaooM  N  A— f  I  c 
Gerner  C  E~-t 
GregorjF  ju  A — f  c 
Tadiea  P  K— f  I  c 
WiUianuon  Wm— f 
Woniell  J  A— 1  c 

PORTSMOUTH 
Bun  Frmlc  M— 1 
BaEner  Jalw  W-f  c 
Bejer  Wm  F-l  e 
Blake  Andrew  C— 1 
BTTon  I  W— f  1 
Clark  Uarvin  C-fU 
aaik   Pbflo  S  Co  The- 

(I  c 
Draper  E  F  4  Co-f  1 
Du<liiit  Merle  O-I 
Finoer  Frank  B  Co  The 

Finn< 


la  E  E-f  I  c 

Healon  b  '£tjlat-~1  )  e 
"  -mton  R  R— [  1  c 
—idier   R  C-l  I  c 
Loop  H  N— f  I  c 
McCurdy  H  W— f  I  c 
Rodger*   Joba    G-f  | 
Salem   Realty  Co-f  1  c 
Vernon  ft  Ambler — f  e 
Virden  T  C-(  I  c 
Young  H  W— I  e 
Young  H  1^1  e 
Young  M  L  ft  Son— f  I 

SAUNEVILLE 


Skinner  Jobn  W-f 


Hanman   F    Erii:h— 1 


inner  J  H— t 
ill  JJ-ilc 
utchio*  &  Han 


—  J[  Hamm— f  I  < 
inman  &  Graham — i  1  e 
Inman  W  A~! 
Jobnion  Sam  M— f  I  c 
Knox   Agency  Co   The- 

Kricker  Geo  E— 1 1  e 
Uillnod  Cread- ( 1  e 
Muaaer  ft  Pake-f  1  c 
Nodler   &   Creighton-l 
Biebardioo  A  H-f  1  c 
Rath  Conrad—I 
Scudder  Cbas  D-( 
Sikea  Frank  I^[  c 
Scbreiber  H  D-^ 
Slrayer   J    F-fle 

RAVENNA 


Power*   R— { 
-  inn  J   R-1 
fuin  R  K— e 


ingler  I  F 

mith  ;  w 

mlth  W  I 


[  Gord< 


— f  I 


Heeler  W  J— 
Dodge  W  J— i   .  . 
Duaaell  T  H— t 
Eckler   Frank   ft   Co— 1 
Haltteul  P  G~f  c 
HotchUu  W  J— f 
Maxaon  E  W— f 
Robert*  E  H— f  I  c 
Seymour  L  P— 1  1  c 

READING 
Vorjohan  F  B— f  e 

RIPLEY 
White  J  S  ft  Co— f  1  e 
WlUiam*  L  V— f  1  e 
Young  E   R— f  1 

ST.  MARYS 
Hauii    Fred-I 
Kiabler  Willi*— I 
Martin  W  H_1 
Schmidt  Otto— f  I  c 
Smilh  John  L—f  1  e 
Stout  r   F— f  1  c 
Swift   W    H-f 


._,jiaa  F   W-1 

Tr»uh  John  4  Co — f 
■Jnton  Agoicy  Co— ( 

Vaguer  A  it—I  c 

A'efcliel   D-f  c 
Z«1>e  Fied-1  c 

SHAWNEE 
Blaire  Edw  G-1 
Bndihaw  M  E-c 

Wiltisma  Wm  H-f  1  i 

SHELBY 

Jaugh   E    W— I 

Beek  H  K— I  c 

"*■  ebraun  H  W-(  1 
„_.er  C   H-f 
Uier  C  J-f 
=~i»n.tine   W-f 

ibauah  S   F-f 

ti    Benry-e 

SIDNEY 
Anderson   G   C— f  c 
Colier  W  P-1 
Dido*  C  H— t 
Kah    H    E-f   e 
Needle*  E— t 
Oldham  J-f 

"-  o»  rL— I 

_._lenl)  M— f  Ic 
RobertKin  Leal— f  c 
-      le  H  T-i  I  c 


SPRINGFIELD 

ney  ft  Fox-f  1  c 

un  Leo-< 

udon    &   Co-f 
-.ooka  H  M  ft  Son-f 
Carey  Harry  W— f 
"    ■  •   Mr.  Lou-f 
va.ullo    &    Son    Tho»-f 
Gmddin*  M  D  ft  Son— 

Corry  L  B  ft  Co-<  0 
Cr«ne  J   W-* 
Dock   ft   Adami-flc 
ElUott  J  S  The  Co— f  1  c 
Hoiteman  A  D-c 
jpnej  C  C— (  1  c 

M'c'CT"-'' 


~un.n   P  B— ( 
Mirter   Leroy    E— f  i 
Koffetl    K    W    &    St 
'  1   e 
nher  Chas   P-1 

■kendcn  F  G— 1  c 


Shank  Geo  H— f  I  o 
Showaller    Wilbur    E— I 


The-f  1  c 
Waight  H  G~l  1  c 
Wal&ce  ft  Co-t  I  e 
Webb  Jaa  S-f  I   o 
Whitney  CUyton    G-1 
Winirood  Geo  W-f 

STEUBENVILLE 
Arkler  Wm-I  I  « 
Ault  J  C-(  c 
Bernert  J  J—f  1 
Boyd   Cartledge  1,-f 
Dolirman   H   G-! 
Fraiier  L  M— f 
Gescheider    The    Ceo   A 
„Co    Inc— I   1    G 
HawUu   Geo   S— f 
Hill    W  J-f  1    0 
King  F  i~{  I  c 
McCrackcn  Geo  P-( 
Maxwell    Mr*    Ell*    W- 

Miller    Nelaon-c 
Orr  John- f 
Reeif  H  M— 1  c 
SchlerniCiauer  A — 1 1 
Simmona  H  A-f  e 
Trainer  Wm  M-f  c 
Waanenmaker   Jno    G— I 

Zink  Mr*  W  R-c 

SYRACUSE 
Banle*  Wm  F— f 
Bridgeman  L  H— { 
Bridgeman  O  N—f 

TIFFIN 
Altaffer  ft   Morrow— f 
Baldwin  F  E  M-f  c 
Bogtrt   Edwin— f  c 
Cochenour    Abe-I 
Cockayne  B  F-f  I  c 
Haekert    M    J-l 
Heebich  J   C-f  e 
Henderjchotl  I  R— ( 
Her.hberg*r  J   M-( 
Hoover  ft   Bour— f 
Keller  A  R-t 


rppel  Walter  C— c 
_  jebler   loieph    H-l 
MabcTT    P  A— f  c 
•lay  Tni  Agey  The  Ed- 

ward   C-Tc 

Morrow   Hichaet— f 

■       h    H    H-c 

:    ft    Fiegc-{   c 

;  W   D— c 
Probert   E   M— r  e 
Kake»traw  G   L— I  c 
Rhorbacker   Walter   C-i 
Ringle    Fred    O— 1 
Rogan   T    A-^ 
Both   H   B— I    c 
Smith   &  Co   E  C-f 
Snyder   T  H— 1 
SpiUer   CalTJa    D— c 
Staley  Elliwortfa  G-c 
Sloner    Anna-^ 
Werner  J   W— f  I 
Wingart  L  J— I 
Zartman   E    C— 1 


TOLBDO 
Allen  D-f 
Barker.   Fn«   &   Our- 

Bietly  C  l>-f 

Brown    E    O  -  ft    Co-t 

Burgert  M  H— f 

Cloie  E  H   Saahr  C*' 

Cooncll  Joba  E 
Daily   Fnace*   E— f 
IMCtcrHia*  EK 


je   ft^eil    . 

Huaiey   C— f 

Irring  Mr*   E   U  ft  Co 


Ketchan  W   A-f 
Klrtchner,    Wldcaao    Ca 

— f  e 
Kountx  StdB  ft  Ca-f 
Kraou  Co  The  P  J— i 
Kreke  S   H-f 
Long  B  J-f 
McKeima  BInir  ft  Co-f 
McKeuoo  ft  Cone— f 
MemU,  Dodc*  ft  Jacfc- 

MetUer  P  J-f  1 

Murphy   Tlioa    H— I 
Palmer-Blilr-Sbank*  Co 


Schmitt  T-f 


homaon  1 
alota  £  L 


Water*  E  C— f 
WeUe*  Bmrb    O— (  1 
Whltaker  ft  Co 
Whittle*y-Hnkbdl   Co-f 
Witker  EH*  Co-f 
Wright  Rd**cU  ft  Bay— I 


Cosrad  C«»  W- 
Daria  J  W-f 
Goodrich  F  C— 
GreSi  H  Eft  S 
Hawthorne  A  R 
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McConnell  Geo  R— I  c 
Marr  J  C— I 
Mason  Alfred— f 
Meredith  J  1^1 
Park   Mrs  Pearl— i 
Snyder  C  Er—i 
Speagh  L  L— c 

UHRIGHSVILLE 

Bums  Earl— 1 
Carson  J  R— 1 
Ford  E  A— 1 
Forester  S   C — 1 
Farbay   R   K— f   1 
Hamilton  C  W— f  1 
Latto  F  £—1 
Lindsay  T  A —  c 
Mellor   H  N—f  c 
Moore  E  J — f 
Nelson  L  I/— 4  o 
'^omig  A  T— f  c 
Snyder  H  O  ft  Son^-4  1  c 
Stone  W  H— I  1 
Walton  R  W—  f 
Wlieland  C  E^f 


UPPER       SANDUSKY 

Baker  Marj  Lr-l 
Broderick  O  L— f 
Fmkle  F— 1 
Gibson  M  V— £  1 
Haner  R  A— f  I 
Hare  C  D— f  c 
Hulse  J  J— f 
Kear    Henry   &    Co— f 
Kirchner   L    C — ^f   c 
Lankcr  J  E— f  1 
Lockwood  W  F-f  1 
Myers    O-f 
Newell    M  H-i  1 
Smith  C  F— f  1  c 
Stcher  Geo  J— f 

URBANA 

Baker   Robert— flc 
Banta  Brother*    f  1  e 
Berry   Loa  B— f  I 
Blake    CMTie-f  1   t 
Crowl  John— f 
Dixon  B  F— 1  c 
Dixon  N«ttie— f 
Dye   I  M-^ 
Dye   T   B-l  1 
Hazard    C    F— < 
Hem  J    F— 1   e 
Tomielf  J  T— f 
McCradhen  Lanra-^l 
Parker  J   S-l  c 
Pickerrasr  Rnbe-^ 
Onick  Eflo— f  1  e 
Ross  or  BranO"'~f 
Ryan  L  P— f  1 
Stafford  Miss  EfBe— f  c 
VVagncr  O  H— I 

VAN  WERT 

\ngiistine  T  Q — c 
Salyeat  H  I>onal— ]  c 
SayXes  D  E— I 
Slachl^  ft  Kearnt— c 
Zonn    B   C— 1  c 
)yrast  ft  Woodard— 1 
ZagHah   Miller— 1 
^in^    Harry — ^1 
Hlpin   A  C—I  c 
rood    Clark — c 
laU    F  B— c 
[eymann  H — ^1 
locken  W  T— 1 
roelie  C  H— f  c 
[olden   F  C— f  c 
x>tig    S  M — f  c 
fcGirr  Wm— 1  c 
fanship  C  F— f 
I  an  ship  Frank  A — f  1  c 
forriaon  J  H — 1 
ricodcmns  W  E — ^1 
oling    Chaa  N— 1 
urxnort  Bros— f  1  c 


Redrnp  H   C— f  1  c 
Sheets  A  C— f  c 
Springer  E  C— 1 
Stiggers  J  A — f  1  c 
Straw  A  G — f 
Walborn  E— 1  c 
Walters  S  E— c 
Wilson  Geo  E — 1  c 
Woods  Mary— 1  c 

WADSWORTH 

Allen  &  Hartzell  Agcy 

Co-£lc 
Anlt  L  D— 1 
Beck  A  M— f 
Bowman  &  Neath— fc 
L;rtle  Marion — ^f 
Simmons  J  B-^  c 

WAPAKONETA 

Arnold  Vernon  B— f  1  c 
Heinrich  John  G — £  1  c 
Keve  W  Er-f 
Kridler  &  Loth— £  I  c 
Langhorst  O  W— 1 
Moore    Madison — 1 
Settlage  W  H— £  1  c 

WARREN 

Abell  Willkm  H— f 
Adams    Fred   W— f  1  c 
Adams  Ins  Agcy  Co  Inc 

The-^  c 
Adams  Whittlesey-{  1  c 
Avner  Philip— 1 
Barber  H   L-1 
Boyle  Peter— f 
Bnmett  ft  Stone — f  1  c 
Chinnock  C  C— 1 
Clapp  ft  Lewis  Agcy  Co 

inc  The — i  e 
Cottle  Nelson  W— I 
Cottle  Co  Inc  The— I 
Crawford  fW— 1 
Culver  A  D— c 
Davis  B  H— 1 
Doolittle  &  Cleveland— 1 
Eldridge  C  D-1 
Elliott  FrAnk— f 
Fitzgerald  M  H— 1 
Green    Edgar— I 
Geer  F  E— £ 
Grimm  E  A-^  e 
Hartman  W   S— 1 
Hasard  J  £—1 
Hoffman  John  M— f 

King,   H  t ^1 

Leet  S  E-c 
Marshall   R   V— 1 
Oliphant    C   M— 1  C 
Parsons  Jr  B  F— ^I 
Poulton  I_F— 1 
Pricr  G  H— f 
Templeton   F   D— c 
Thomas  E  J— c 
Vaughan   H   E^f 
Waldeck  Jacob— f 
Wilkinson    R  H-1 
Wonders  A  E— 1 
Woodworth  D  S— f  c 
Wulf  W  J— 1 
WASHINGTON   C  H 
Adams  J  F— f 
Cave  C  A — f 
Dial  W  H-f 
Edge  &  Rodgers— flc 
Ellis  Walter-f  c 
Fnllerton    Frank— flc 
Hitchcock  &  Dalbey— £ 

Ic 
Ligh.  Ed-1 
Maddox  Ray— f 
Pine  Glenn— f  c 
Snyder  Edgar— f  I  c 
Taggart  Joseph— 1 

WAUSEON 

Bare  Elmer— f 
Darby  R  B— f 
Davis  H  F— f  1  c 


Dcyo  L  H-£ 
Dimke  John— f 
Greenough  C  F— f 
Grieser  «  Son— f  e 
Imes  Geo — 1 
Mosley  H  L-f  c 
Orth  Carl— f  1  c 
Wanseon  Realtv  Invest- 
ment  Co— f  i  c 

WELLINGTON 

Binehower  Joe— £  1  c 
Chapman  Elbert  F-- ^  e 
Fisher  A  G-1  c 
Johnson  L  A— f  c 
Snyder  E  D— c 
Walden   R  L 
Wells  Guy  E— f  I  c 

WELLSTON 

Davis  E  T— I 
Evans  W  Ln^  I  c 
Jacobs  A  £-4  1 
Kearney    Margaret    E— I 
,  Kesinger  H  O— f 
Melvin   David   B— 1 
Shattuck  A  E^f  1  c 

WELLSVILLE 

Adams  G  W-f 
Arnold  C  W-f  1  e 
Black  L  A-f  1  e 
Hogenmiller  J  A-^  1  c 
McQueen    ft    Breanan— 

O'Grady  Will— f  1  e 
Riley  J  W-£  1  e 
Wilfing  C  J— f 

WESTERVILLE 

Ranck  F  M^ 
Rich  A  A— f 
Stoughton  R  I^^l 
Young  W  A-< 

WILMINGTON 

Austin  C  W— I 

Barnes  Ltither   M— 1 
Bryan  T  H— f 
Clmton  Mat  Ins  Co— f 
George  A  K— 1 
Harworth    Clarencfr-l 
Jordan  I  I/— ^ 
Metzger   Harry — f  1   c 
Mills    &   Bran  n—f  e 
Rannells  W  H— f 
Termel  &  Bales— f  c 
Thomas  C  S— f  c 
Truitt  &   Rennei^f  1   c 
Walker  W  W-f  c 

WOOSTER 

Applebauah  John— £ 
Billman  Chas  B— 1 
Blough  Frank— 1 
Critchfield    L— c 
Fair  Realty  Co-fl 
Feeman  &  Coakle— f  1  c 
Flattery  T  L— f  1  c 
Foster  W  C-f 
Brown  0-*l 
Funck  Daniel-^flc 
Funck  Ross— c 
Howard  Ned— 1  c 
Keaa  W  F-c 
Knight  L  C-1 
Kncger  Geo — £  .■: 
Lingo  L  L— f 
Luce  C  P— 1 
Matthias  Fred  K— 1 
Myers  W  C  &  Co— £  c 
Musselman  David  W  & 

Co-f 
Quinbv  W  C  M  &  Geo 

Smith  C  Otis-f  1  c 
Talbot  J  C— £ 


Van  Nest's  J  P  Sons— 

flc 
Whitaker  Walter-f  Ic 

XEKIA 

Anderson   E — f 
Baggs  H  H— 1 
Bloom  Wendel— f 
Fulton  N  A— f  1  c 
Hale  S  O— 1 
Hoensett  Tno  G — £  c 
Jones  J  E— f  I 
Kennedy  T  J— f 
Le  Sourd  ft  Co— f  c 
Logan  C  F— c 
Long  Thomas— f 
Schlesinger  B— f  1  c 
Wolf  UtBB  £dna-l 


YOUKGSTOWN 

Beard  ft   Son — f 
Bructo-Middleton    Co^ 

f  1  c 
Cantwell  J  ft  Son— f 
Cobb  E  W-1 
Davis-Securities     Ins 

Agency  Co  The— f  1  e 
Deible  ft  Son— 1 
DiUon  John  P— f  1  c 
Xekert  M^f  1  c 
Fithian  John — f   1 
Francis  Jessie  G— fc 
Hawkins  F  B-1 
Johnston   D  H— 1 
Jones  E  T-f  I 
Jones  &  Hewctt— f  c 
Kaercher  Fred  f  c 
Kieling  Robt-^ 
Liebman  Al£-f  I 
Lieman   Louis   &  Gers* 

tle-f  1  e 
Loftus    A— I 
McCrackcn  L— f 
McElvey  Wm  B— f  c 
Mattison  C  F— f 
Miller  Lovis  W— £  1  c 
Moreman  Edward— f  c 
Randolph  W  B-^  c 
Roch   &    Keating^   e 
Ru<^e  Realty  Surety  Co 

Seeger    Chas— f 

ZANESVILLE 

Anderson  J  B — ^1 
Atwell  Bros— £  c 
Booth  H  W-f  1 
Calhoun  M  G— 1 
Cosner  S  D— f 
Dailey  L  A— f 
Domer  W  S— 1 
England  Bros— I 
Garrett  John    H— 1 
(Jray   Bros— £  c 
Guthrie  W  E— f  1  c 
Haydon  L  I^— 1 
Hefmick  W  E— f  c 
Hivnor  G  W— 1 
Hoskinson  C  S— f  I  e 
King  Guthrie— f  c 
Lorimer  W  A— f  c 
Ludman  C  M — t 
Lynn  T  M — f  1  c 
McDonald  John  H — 1  c 
Nfodc  C  M^f 
Muskingunn    Insurance 

Agency — f  c 
Peoples  wm — 1 
Reasoner  A  C — f 
Scott  Guy— 1 
Sharpe   H   A— 1 
Sherer  J  P— 1 
Sigrist  W  W  &  Co— f  1 
SUnbery  H  R— f 
Stamp  K  B— 1 
Thompson   M   H — f  1  c 
Werner  W  N-1 
Woods  G  A— 1 
Worrell  C  P— f  c 
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ALVA 

Doolin  John  B — ^f  c 
Douner  Gus — f  1 
Fash  &  Graves— f 
France  &  France — f 
Fulbcrson   M  M— 1 
Giblcr  Mr— f 
Green  C  O— f 
Gregory  Glen— 1 
Moore  O— 1 
Noah  C  C— £  c 
Schaefer   &   Doolin — f 
SchacferJ  B— f 
Scott  J  D—f 

ARDMORE 

Bridgman  T  C—f 
Cannon  H  M  &  Co-^ 
Qcment  C  H  &  Co— f 
Dttrie  Cbaa— f 
Fraley  &  Co— f 
Goldsby  L  £-1 
Guillot  E  Er-i 
King  J  C  &  Co-f 
Kirkpatrick   Mark  &  Co 

-I 
Kyle   Arthur— 1 
Ledbetter  &  Wimberky 

Redfield  &  Co-f 
Shores  V   Roy— f 
Smith  W  S  Co— f 
Wolverton  W  S  &  Son 


CHANDLER 

Brady,   Brown  &  Co— 1 
Hall  N— f 
Hicks  W  H-l  c 
Hinchcy  T  J— f 
Hoyt  F  B— flc 

CHICKASHA 

Bance  H  P  P— I 
Clark  W  W— f 
Frey  F  M— f  c 
Fuller  C  B— f 
Gamble  F  J— f 
Hayea   H— f 
March  C  B— f  c 
Martin  H  E— f  c 
Matthews  W  C— f 
Owlsley  John  T— f  c 
Sanford  C  A— 1 
Stone  C  L—l 
Thompeon  Albert— f  c 

COLGATE 

Cardwell  &  Son— f 
HodM  Geo  W— f  c 
Lewla  J   D—f  c 
Morgan  W  K— f 
Williams  B  F— {  1  c 

DUNCAN 

Elliott  J   E— f  c 
Racher  Albert  G— f  1  c 
Hardin  t  J-£ 
March  Cleminttne— < 
ReWere  C  H— f 
Rhodes  £  S-f 
Sampaon  J  P — f  I  c 
Wilson  R  P— f  c 
Yeager  G  W— f  c 

DURANT 

Camden  J   N— 1 
Crouch  Sim— f 
Durham  H— f  1  c 
Dyer  B  F-1 
Gibson    Hade — f  c 
Harris  G  F— f  c 
Hickman   J   B— f 
Lowery    Fred — f 
Scheerer  &  Head^  1  c 
Whale  &  Cox— f  c 
Woodward    C    A— f 


ELRENO 

Ashbrook  M  A— f 
Finch  W  J— f  c 
Harkin  J  M— f 
Jensen  Thos — f  c 
Matthews  Clyde— f 

Newland  Jno £ 

Nighswander  J  F — f 
Ricker  H  K— £  c 
Shultx  f  R— 1 
Spear   T   Jr— f   c 
SUckpole  F  T— f 
WatUon  C  G — f  c 


ENID 

Bridses  W  H— f 
Cannier  C  P-^  c 
Dickeniheeta  &   Miller^ 

f  c 
Dillingham  J  P— £ 
Frantz  Mont— f 
Gannon  &  Golding — f 
Graves  W  A— f 
Kennedy  George — f 
Lee  E  R— f  c 
Lee  W  D—f  c 
Minton  J  D—f  1  c 
Nester  Robert— 1 
Newsom  Frank— 1 
Owens   F  D—f 
Pitser  L  B— f 
Sutherland  Co  The— £  c 

GUTHRIE 

Adams  H  M— f 
Ardery  H  F—  f 
Blackman   E  J— f 
Bowden    H    U—i 
Curl  J  N— f 
Gaffney  R  A— f 
Gray  W  H-l 
Hall  J  S  B— f 
Hargis  G  C— f 
Humphrey  W  M— I 
Hunter  D  C— f 
Knebel  H   F— { 
Uwia  J  M— f 
Losan   County   Abet   ft 

Iloan  Co— t  c 
Lowe  T  J— 1 
Olson   &   Bumsdale— <  c 
Owens  J  T— f 
Pennock  E  A— f 
Seely  &  Carltn— I  e 
Tood  H  D—f 
West  M  L— € 

HARTSHORNS 

Baker  J  H-f 
Burkhart  Chaa— 1 
Gooch  A  M-l  1  c 
Hammond  W  A— f 
Layden  J  E— £ 
Mullins  Wm-1 
Nash   Lena — f 
Walsh  G  W— f 
Wingite  C  S— c 

HENNESSEY 

Blackburn  W  R-^ 
Felt  J  A— £  c 
Heracher  A  P— f 
Martin   David — f  1 
Mitchell  W  A— £  c 
Schleiman  T  G — f  c 
Stettler  Felt— f  c 
Truesdell  George— f  c 
Westlake  A  W— f 

LEHIGH 

Beard  O  I^£ 
Mitcham  &  Hardin— {  c 

McALESTER 

Barr  ft  Clark-^ 
Brice  C  S— f 
GiU   G   A— f 
Hailey-Hawk    Insur- 
ance Co^£ 


Hale  Mrs  Jap— 1 
Tones  Co  A   W— £ 
Leibrand  John   T— I  c 
Lounsbery   Geo  W — 1 
Richards  E  T— £ 
Sawyer  J  H — 1 
Smith    Frank — £    c 
Stolt*  A  D— 1 
Wharton   T  H-l 
Williams  M— £ 
Willour  James — 1 

MANGUM 

Barlaw  F  G— f 
Covington    Bros— £ 
Cunningham    &    Dickey 

Dial  D  R-f  c 
Hood  Mrs  Nancy — f 
McCallister  L  A— f  c 
Pryse  Zack  T— f 

MARLOW 

Ford  H  A  ft  J  A— I 
Graham  John  S — f 
Palmer  Monroe — f  1 
Rabb  P  V— f 
Talla  John   W— f 
Wade  T  I^f 

MUSKOGEE 
Anderson     ft     Anderson 


Badcenstoce  Otto — ^1 
Bragdon  M  L— c 
Brotherton   J— 1 
Butz  ft  Wiaencr— f  c 
ChappeU  Walter  W— 1 
Colfins  ft  Collins-f 
Cooper  Carl  H— f  c 
CulbertBon  ft  Tomm— f 
Emmert  Broa— 1 
Gaddy  T  T— I 
Home  J  F— 1 
Jackson  U  L  ft  Son— f 
Jones  R  M— 1 
Knott  C  D— c 
Land  J  G— 1 
Magoffin— c 
Mee  ft  Pearson— I  c 
Metcalf  S  T— c 
MiUer  Ivo-^ 
Moffett  ft  Roberts— f  c 
Morris  ft  Shelor— £  c 
Mullins  A-1 
Rulison   £   R— f 
Showaller   H    P— £ 
Tingle  Stonewall— 1 
Wagner  R  L— f  c 

NORMAN 

Clement  Brea— f 
Keigler  C  M— f 
MilUr  John  £— f 

OKLAHOMA     CITY 

Angelaman   A   D— 1 
Amett   Eujfene— 1 
Bates  R  W-^ 
Beadles  ft  Whitney— c 
Beardon  S  P— 1 
Benson  Harry  Er— f 
Benson  John— f 
Bewley  E  G— 1 
Bockhoven    ft    France— 

f  c 

Bonfoey  Brothers— f  c 
Bruce   Stanley   R  —i 
Brundrit  James— £ 
Clark  ft  Co   Price-£  e 
Clarke  Fred   C— £ 
Clark  J   C-1 
Coates  A  M— 1 
Conkle  V   E-1 
Connoller   John— I 
Cowan  C  H— f 
Cravcroft    Bros    ft    Dyer 


Daman    &    Shackelford- 

1 
Dannon  Walter  O— 1  c 
Day  C  C— 1 
Delaney   &    Carey— f 
Driskcfl  J  J— 1 
Ducote    Dr    Joe    R— I 
Dulany  J    C— f 
Duncan   ft  Kahle— £  c 
Eacook  &  Co  (lac)  R 

M— £   I   c 
Edwards  Dr  J  A— 1 
Elbow,    Jones    ft    Furry 

— f  c 
Farmer   Worth— f 
Faulkner    ft    Parrick-c 
Fowler    S    O— 1 
Fuller    Guy    H— f 
Galem  J  J— f 
Goldstandt  Fred  S— I 
Graves    Howard — I   c 
Green  J  O— c 
Gunter  Chas   W— 1 
Gupton  H  D— I 
Haggart  Chats  A— f 
Hardl  J   B— 1 
Haupt  Fred   C— f 
Head  H  B-^ 
Howard  R  C— I 
Hulscy  W  O— 1 
Inlow   W   H-l 
Johnson  J   Henry— 1 
Tones  Arumr  B— c 
KUpatrick  Frank— £ 
Klein  Ed  1^1 
Lilly   Edward  D-f 
Lualow   Henry— f 
Luttrell  D  R— £  c 
Marshall  Fred  B-£  c   ^ 
McClain    WiUiam    H-£ 
McCullen    B    M— 1 
McCreight   C  S— I 
McCullough    Co   J    F- 

(  c 
McNew  J   H— £ 
Malone  W  F— 1 
Mattison   J  O— 1 
Mcister  &  Co  M  G-£ 
Merrill  ft  Braniff— I  c 
MUler   WalUce   F— f 
Miller  H  C— £ 
Neff  Fred  G-f 
O'Neill  A  G-l 
Overbolser  ft  Avery— 

f  c 
Price  J  H— £ 
Quay  ft  Son— c 
Ramsey    D    M— f 
Reed  R  S-f 
Rieman   H   I— f 
Roverson  J  C— £ 
Robertson  A  C—i 
Scruggs  Finley— « 
Seamans  ft  Co  Ed  M— 

f  c 
Sharps  James  E — t 
Simpson  E  M— c 
Smith  Leslie-I 
Spencer  ft  Co  W  S— t  c 
Staton  C  R— 1 
Stevenson  ft  Co  G  \*  — 

Stickley   ft    Kigfat— f 
Summy    ft    Dangherty— I 
Tarrence  W  J— 1 
Underwriters    Exchange 

-41  c 
Upsher    ft   Upsher-f   c 
WiBlker  C  M-c 
Watlington    T    M— i 
White  C  E-l 
White  J  A-1 
Whittin^rtoB   ft    Co 

Eugene— f 
Wilson  D   E-i 
WOson  O  F-l 
Wood  T  J-1 
Workman   ft  Co— I  c 
Wykoflf   Gifton    J— f 
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OKMULGEE 

Boiarth  Jacob— f 
Bryan  C  F—f  c 
Campbell   &   Nixon— f  c 
Cook  L  H-f  c 
Deancr  C  H— f  c 
Evans  Geo  W— f 
Finch  Luther — f  c 
Fleming    F   J — c 
French   &  Robinson— 

f  c 
Grier  D  W— f 
Johnson   T   W— 1 
Jolly    &   Horned— f  c 
Marrs   E  W— I 
Moltz    &   Reea— f  1   c 
Rout  J  S— f  c 

PAULS  VALLEY 
Jones  L  T— £  1  c 
Kennehrew  J  A— f 
LMater  Melton— 4  1  c 
Lee  R  B— f  I  c 
Milbtxrn  &  Peastei^  I  c 
Pratt  &  Son— f  c 
Taylor   E   M— c 
Tuper  &    Shegogg^f 
Wilson  &  Hogan— Tl  c 

PAWNEE 
Hale   Jaa  H— £ 
McNeO  &  McNeil— f 
Manning  John  H— f  1  c 
Menrer  Miss  Mollie— f 
Pawnee  Abstract  & 
Guaranty    Co-— f 
Reid  Geo— f 
Rexroad  H  A— f 
Soulsby  Toe— f  1  c 
Sterling  &  Smith — f  c 
Wilson  Jno  W— I 

PERRY 

D<^eaal  &  Lamb-^  c 
Hurley  A  W— f  e 
Knox  Charles — f  1  c 
Le^  G  C— f  c 
Seaton  ft  O'NieK- f  c 
WaDnr  C  L— f  c 

PONCA 

Acton  W  A — f  e 
Benson  Geo— f 
Brodboll  W  W— f  c 
Bncfcner  Hennr — f 
Carson  J   E— f  c 
Heberling  F  A— f  c 

iohnston  G  C— f  c 
ioore  W  K— f 
Rawlings    Wm— f   c 
SouUgmr  J  P— f 
Waltz  Ceo  B-^ 


ALBANY 
Christy  J   C— f 
Cockertine  H  N— 1 
Collins  ft  Taylor--^  c 
Howard  J  A  ft  Co— f 

iohnsott    Dan— f 
inn  ft  Benton  R  E  Co 
— f  1 
Merrill  H  F—f  1  c 
Xutting  F  P— f  1  c 
Oregon  Title  ft  Trust 

Co— f  Ic 
Owen  Beam — f 
Payne   B   M— f 
Pipe  J  V— f 
Powell  J  F—f 
Schultz  I  R— f  1 
Senders  M — f  c 
Sox  C  £— f 
Sox  S  £-f 


POND  CREEK 
Aaher  J  H— f 
Bird  Ben  W— f 
First  State  Bank— f 
French  ft  Brown— f 
IngersoII  C  S— f 
Sullivan  M  D— f  c 
Van   Sickel   &   McCarter 
— f 

POTEAU 
Bird  F  W— f  c 
Bums  &   Little— {   c 
Lowrcy  ft  Gothard— ^  c 
Patrick  R  E— f  1  c 
Pillgrun  H  S-f  c 
Terry  J  S-f  c 

PURCELL 

Barrowman  T  C — f 
Connor  F  L--f  1  c 
Kceshen   J    F — f   1   c 
Love  F  C— f  1  c 

RYAN 

Borum  J  W— f  c 
Wray  W  B— f  c 

SHAWNEE^  ^^^^ 

Carson  &  Bccker-HTc**** 
Chapman  &  Vamum— fc 
Christner  Bros— f  c 
Easterwood  C  "E-A  c 
Eckford  C  H— f  c 
Fisher  J  C— f 
Ikenbury   A    H— f   c 
Johnson   C   I — c 
Kerker  Bros— f  c 
Lam  bard>  Hart— f    c 
McKinnis   Geo   £— f  c 
McCollom    ft     Medearis 

Parker  W  H— f  c 
Shawnee   Insurance 
Agency— I  1  c 

STILLWATER 

Bahutgc  H— f 
Good  E  E— f 
Hall  Norman— f 
Holmes  D  A — f 
Melton  C  A— f 
Moore  G  E  ft  Son— c 
Ferryman  J  T — f 
Sater  J  R— f 
Smith  C  S— f 
Ware  W  H— f 

SULPHUR 

Biggerstaff  W— f 
Elkin  C  E—  f  1 
Smith  L  W— f 
Williams  C— f 


TAHLEQUAH 

Dannenberg   T   C— f  1   c 
Trent  Bros— f 

TECUMSEH 

Dickson    6    H— f   I 
Knight  C  A— f 
Lewis  A  B— f  1  c 

TULSA 

Abbott  Chas  T   &   Co— 

f  c 
Baker   Arthur— 1 
Brink   ft  Kramer— f   c 
Broach  W  Er-f 
Carr  ft  French— f  1   c 
Coflrgcshall  C  D— f 
Davenport    A    V — 1 
Dickey- Ashby-Foun- 

tain   Co — f  c 
Doyle    L    L— I 
Ewmg   L   N   &   Co— f   c 
Farmer    ft   Duran— 1 
Fleetwood  &   Co— f 
Greer  Inv  Co — f  c 
Hall   Guy— 1 
HaU    Willard— 1 
Harn    A   B— 1 
Harper  F   N— I 
Hazen   Fred   R— 1 
Hopinks  F   C— c 
Jordan  &  Bowen— f  c 
Kramer-Goodale 

Agencjr— £  c 
Lilly   E  A— f 
Martin  J    P— £ 
Pearce-Portcr  ft   Mar- 
tin—! c 
Purdy  R  M— I 
Renfro  G — c 
Robbins  W  M— f 
Rose  D  C— f 
Scott   R   Walter— 1 
Shrewsbury    N    Q— 1 
Stahl  W  T— f  c 
Stebbens    Darnell — f 
Stotts  Chas  T— f 
Waite   ft  Hamel— f  c 
Walker  Wm  H— 1 
Younge  A  D— 1 

VINITA 

Butler  ft  Byrd— f  c 
Campbell-Ratcliff  Land 

Co— f 
Connor  O  L— 1  c 
Crutchfield  jr  H— f  c 
Englehart  T  E>-f  c 
Handcock  N  D— f 
Hunt  ft  Meeks— f  c 
Parker-Wise  Inveitment 

Co— f  c 
Ratcliflf  J  T— f 
Scott  J  P— 1  c 
Terbuah  G  H— I 


WAGONER 

Calhoun  &  Son— f  c 
Cone  R  M— f  c 
Evan*  Bros— flc 
Leoaard  N  V— f  1  c 
Long  Wm  Er-f 
Miller  A  C— f  1  c 
Ross  R  A— f  1 
Ruble  Otis— f 
Searcy  ft  Mather— fc 
Steil  Mike— f 
Watts  N  V— f 

WEATHERFORD 

Baird  Geo  S— f 
Beer  F  L— f  1  c 
Cooper     ft     McQuawn-* 

Dooley  W  H— f  c 
Finch   Fred— f 
German  Realty  Co— f 
Goodner  Mtia   NelUe  M 

— f 
Howe  Eugene— f  c 

iones  T  W  Jr— f 
lorrison  H  W-f  1  c 
Sparks  Thos— f 

WILBURNTON 
Campbell  M  F—f  1  c 

WOODWARD 

Anderson  A  W— f  c 
Britton  M  L— 1 
Gaston  A  T— f 
Gettig  A  F—f 
Gober  John — 1 
Gray  J  D— f  c 
Haning  Alpine — f 
Hoag  &  Shafer— { 
Lester  W  H— f 
Manso  A  F—f 
Morhan  ft  Amos— f 
Renfrew  R  O— f 
Wilcox  ft  Edelman— 1 
Zerm  Albert— f 

WYNNEWOOD 

Lawrence  &  Deal— f  c 
Rollow  &  Son— f  c 
Shackelford  &  Seaton— f 

YALE 

Cleveland  C  ly-f 
Garr  O  A— f 
Northgrove    W    A— f 

YUKON 

BeUsle  M  R  B-f 
Ellison  £  B— f 
DeVany  G  H— f 
Phillips  D  B— flc 
Poindexter  R  M— flc 


OREGON 


Watson  F  C— f  1 
Westherf ord  A  B— f  c 
Winn  C  B— f  c 


ASHLAND 

Allen  Susie — f 
Beaver   Realty   Co— f 
BiUings  G  F—f  1  c 
Butler   G   S— f 
Carter  E  V— £ 
Ensle  F   S— f 
Eubanks  Geo-^ 
GiUitte  C  H— f 
Gowdy  &  Young— f 
Harry  Geo— f 
Smith  V  O  N— f 
Trefren  G  W— f 
Usher  W   W— f 


ASTORIA 
Allen  A  V— f 
Astoria  Abstract  ft  Title 

Coyf 
Astoria  Harbor  Improve* 

ment  Co— f 
Cyrus  A  R— f 
Elmore  Samuel  ft  Co-~f 
Higgins  ft  Warren— f 
Larson   L  A — ^f 
Noonan  E  P  &  Co— f 
Osbum    K — f 
Sherman  Wm  A — f 
Van  Dusen  &  Co— f  1  c 


BAKER  CITY 

Baker  Loan  ft  Trust  Co 
— f 


Breck  C  H— 1 

Foster  Geo  H  ft  Co— f  1 

c 

Graham  Jas  H— f 
Halliday  W  A— f  1  c 
Hughes  ft  Waterman — f 
Jett  Geo  W— f 
King  Geo  S— f  1  c 

Kirkpatrick    &    Steven- 
son— f 

McCord  H  G— f 
Mellis  F  R— f  1 
Moore  Susan— f 
Rand    Realty    Company 

— f  c 
Start  S  S— f 
Stutchell  T   W— f 
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OREO.— Con. 

BAY  CITY 

Ashley  T  E-f 
Bozorth  John  O-^  c 

CORVALUS 

Ayert  E  F— f  I  c 
Bates  W  A— f 
BUckledge  O  J— f 
Coopey  J  R— f 
Denman  Geo  W— { 
Edwards  G  Y-f 
First  Mortgage  Security 

Co— f 
Gerhard  C  A— f 
Glos  Chaa  H^ 
Hnghson  J  D— 1  e 
John  D  M-f  1 
Johnson    &   Bumap— f 
Johnston  R  M— 1 
Kirk  R  W-l 
Kline  Panlin%— { 
Kline  W  H— f 
Leder  Adolph— { 
MUler  &  Threshes^ 
Moore  H  W— 1 
Morgan  ft  Walker^ 
Porter  J  F— 1 
Price  J  H— f 
Rondeau  S  H-4 
Stevenson  A  L— f 
Tompkins  ft   Holdermta 

Whitehom  T-f 
Woodcock  A  R-f  1  c 
Woodcock  M  E-] 
Wilson  E  E-f 
Wilson  J  H— f 

DALLAS 

Campbell  H  G— f 
Craven    F  J— f 
Fenton  H  L— f 
Gregory  Cha*— f 
Holnaa  G  O— f 
Manston  Mose— 4 
Snyder  A  V  R—f 
Stouffer  D  P—f 
Van  Orsdal  J  G— f 
Vasaall  W  Cr-f 
WUliamt  Walter— f  1 

EUGENE 

Abraham  Harry-— c 
Allen  Seward  C— f 
Brown  L  T — ^I 
Button  Herbert— >1  c 
Cartmell  D  L— f 
Chambers  ft  Bristow— f  c 
Cherry  H  D^f  c 
Daniel  J  H--f 
Hovey  B  H— f 
Kirchoff  J  J— f  1  e 
McMurphey  R—f 
Paine  £lmer   I>— i  c 
Parker  C  E^l 
Paterson  J  G— 1 
Renshaw  S  D— f  1  c 
Roome  Samuel — f  1  c 
Whitney  S  A— 1 
WUliams  S  R— 1 

FOREST  GROVE 

Beach  W  J  R-{ 
Clark  J  C-£ 
Davis  Edward— { 
Dyke  W  P-f 
First  Nat'l  Bak-f 
Forest  Grove  Nat*]  Bank 

-f 
Hoffman  J  N-l 
HoUis  ft  Graham— { 
Hughes  S  G— f 
Langiey  ft  Langley— f 
Roswurm   Walter—! 
Van    Antwerp    Wm    D — 

f  1 
Wilcox  C  R-f  1  c 


GRANT'S  PASS 

Allyn  Harry  H-^  c 
Best  Fuller  Realty  Co— 

f  c 
Fetzner   Jos — £ 
Hendricks  H  B— f 
Ireland  Minnie — f  c 
Lanner  L  A — ^f  c 
Moss  Jos — f  c 
Peterson  J  E-^f  c 
Pollock   &-f 

HEPPNER 

Briggs  L  W— f  1  c 
Brown  E  D--f 
Cohn  Phil— f 
Crawford  Vawter — £  c 
Humphreys  T  J— £ 
McDuffey  George  J— £ 
Mahoney  T  J— £  c 
Patterson  C  C— £  1  c 
Smead  W  W— £ 
Welk  Glen  Y— 1 

HILLSBORO 

Baglcy  H  T— £ 
Bowman   Benton — { 
Bump  D  D— f 
Kuratli  £  I— f 
Kuratii  David— f  1  c 
McAlear  E  J— f 
Perkins  E  L— f 
SeweU  F  J— £  c 
Shute  John— £ 
Vanderwall  John — £  c 
Wall  John  M— £ 
Wiley  W  V-^  1 

INDEPENDENCE 

Butler  Word— 1 
Cooper  J  S — £ 
DeArmond  R  R—f 
Hanna  Bros— f 
Irvine  C  W— £ 
Kirkland  P  M— £ 
Kurre  W  S-f  c 
Mcintosh  J  G—f 
Swope  B  F— £ 
Tripp  £  £— £ 

JACKSONVILLE 

Collins  Benj  M— f  c 
Cronemiller  J   M— f  1  c 
Ulrich  L  G—f 

LA  GRANDE 

Black  C  J  k  Co— £  1  c 
Currey  Geo  H— £lc 
Dixon  H  E— £ 
La  Grande  Invest  Co— £ 

1  c 
Lewis  H  P— 1 
McKennon    &    Cacha— 1 
Miller  Wm— I  1  c 
Oliver  J  A— £ 
Oliver  J  R— £ 
Parker-Bruce — f 
Sargent  W  B— 1 
Security  Land  &  Trust 

Cf>-^  1  c 
SmaU  C  A— £ 
Williams  A  G-£ 

LEBANON 

Alexander  ft  Kirkpatrick 

— £  c 
Garland   S   M— £ 
Kirkpatrick   H  R— £ 
Newport  N  M— £ 
Power  Alex — f 
Washburn  S— f 

McMINNVILLE 

Connor  R  L — £  c 
Dodson  J  B — f 
Gibson  J  H— f 
Gortner  M  U — £ 
Hopfield  L  S— £ 
Houck  W   S— f 


KendaU  M  H— £ 
Kliks   B    A— £ 
OdeU  Albert— £ 
Peery  A  M— £ 
Rogers  J"  O— £ 
Wilson  F  S— £ 

MARSHFIELD 

Anderson  E  A — £ 
Baines  Geo — f 
Chandler  Irving  L— f  1 
Douglass  W  if— f 
Frizeen  August — f 
Hall  John  F-f 
Kaufman  I  S— c 
Lockhart  H— 1 
McKeowtt  Arthur— £  c 
Nasburg  Claud — £ 
Ried  W  A-l 
Raskopf  ft  Cooley— £ 
Rust  W   T— £ 
Schetter  O— £ 
Sengstacken  H — f  1  c 
Shipman  R  Von — ^f 
Stutzman  ft  Co— f 
Title  Guaranty   &  Ab- 
stract Co— f 


MEDFORD 

Bliton  A   S— £ 
Brown  Joe— £ 
Campbell  ft  Nye— £ 
Cochran  J  H— I 
Dressier  J  W— £ 
Halley  W  H— £ 
Holmes  R  A — £ 
Lawton  D  T— £ 
McCurdy  R  H — £ 
Nelson  O  N— f  1  c 
Perry  J  T— 1 
Pierce  C  H— f 
Stine  H   S— f 
Tumy   Earl — f  c 
Wakefield  J  W-*^ 
Wakeman  L  E— f  1  c 
White  ft  Trobridge— £ 
Wood  D^-£ 
York  W  T— f 

NEWBERG 

Butt    C— f   1 
ChurchUl  Chas— f 
Colcord  J  O— f 
Colson  S  I>-f  I 
Hall  L  F— f 
Hayes  Ezx«— f 
Morris  F  A— £ 
MorrU  W  J— £ 
White  W  E  ft  Co— £ 

OREGON  CITY 

Burke  T  A— f  c 
Chapman  E  A— f 
Charman  T  L — f 
Clark  J  F— f 
Cooper  E  H— f 
Cross  H  E— f 
Dillman  S  O— f 
Dimick  G  B^f 
Dye  C  H— £ 
Eby  O  D— £ 
Fischer  Paul  C— £ 
Hammond  Philip  L— flc 
Hammond  Wm— £  c 
Harding  G  A--£ 
Hedges  G  I^— f 
HedSes  T  E— f 
Howlana  Mr— f 
Humphreys  John  R—f 
Latourette  C  D  ft  D   C 

— f 
Lovett  JL  P— f 
Meyer  T  J— f 
Schooley  W  F— f 
Sievera  C  T— f 
Sievers  John — f 
Stevens  M  C— f 
Tccple  E  E— f 
Tooze  Chaa  T— f 


PENDLETON 

Bentley  ft  LeffingweH— 

£1  c 
Bickers  H  E — f  e 
Brownfield  C  W— f 
Collins  H  W— f 
Coutta  G  W— £ 
EU  Joe— £  1 
Farmers  Union  Grain 

Agency   Inc — f 
Friedley  Manuel— f  c 
Hartman   Abstract  Co — f 
Hays  T  M— f  1 
Heard  Chas  £ — ^f  1  c 
Livermore  Lot — ^f 
Matlock-Laatz  Inv  Co— 

—flc 
McComas  E  W— £ 
Moorhouse  Lee— f  c 
Nelson  C  E— £  1  c 
Oliver  Roland — I 
Parkes  J  H— f 
Pendleton  Abstract  Co— 

£ 
Rinehart   C  O— £ 

PORTLAND 

Aitchlson  J  E— f 
Albee  ft  Amcsbury— I 
Alcock  J  ~ 
Aldrich  R 
AUen  G  W— c 
Andrews  F  V— f 
Archer  H  L  ft  Co— f 
Arnett  Lee— I 
Amett  ft  McConnell— f 
Arthur   M    L— c 
Associated  Brokers  Co— f 
Atchison   Allen    Co   The 

Atkins  F  E— £ 
Atkinson  D  R—f 
Austen  F  C—l 
Bailey  C  £  &  Co-f  I 
Bair  John — ^£ 
Baird  E  F-c 
Baker  Samuel — f 
Baker  W  F-c 
Bank  of  Kenton— f  c 
Barker  C  C—l 
Barrett  £  D— f 
Barrett  Frank  M— f 
Barrett  J  M— 1  c 
Bates  P  C— f  c 
Beardsley  H  G — c 
Beck   Phillips-r 
Beebe  &  Black— f 
Berliner  L  S — c 
BUlings  ft  Co— f 
Billings  Moses — f  c 
Birrell  A  H  Co-^ 
Bliss  Clarence  S— 1  c 
Bloyd  H  E-f 
Boooe  Inc.   Benj   E— « 
Boothby  M  B— f 
Bonney  A  T — I 
Bowerman  Jay— c 
Broderick  F  D— c 
Buffington  W  Q— £  c 
Buford    Harriet   L — c 
BurgardJ  H  ft  Co— f  c 
Burke  H  R-f 
Bumtrager  D  C — c 
Cadman  J  O  Co-I  c 
Callan  ft  Kaser-« 
Campbell*  Smith  &  Co- 

f  c 
Carlock  Co — ^f 
Cellars-MurtoB   Co— f 
Claridse  S  J— 1 
Qark  FN*  Co-4  c 
Clemens  W  J— f  c 
Cole  Ira  T— c 
Coleman  J  D-^  c 
Colton  H  G— 1 
Columbia  Realty  Inv  Co 

-f  c 
Colvin  C  A-f 
Combs  A  B— I 
Corbin  J  C-f 
Craft  C  A-f  c 


IjiIu  A 


r  E-1  t 


Cio>H  E— 1 
Cummingi  M  B— 1 
CmiiuDibani  T  J  &  Cc 
Diridwn  O  W-f  c 
Detnng  Chnlei^f 
Dtonii  Ju  T— f  c 
ie  Peae  A-1  c 
Drtjch  A  J  Co— f  c 
DeWirt  F  M-l  E 
Ihlle  F  H  c 
Dimmick  Geo  W— e 
Dool/  &  Co-l  c 
Dojie  O   M— 1  e 
Dnke  ChesKr— c 


Dnrlu_ 


Ehrtioni  A  E— f 

Eouaon*  A  C— 1 

Everett  &  Co— f  c 

F«n«7  L  J-f 
Fein  A  A— I 

FelKh  Harry  C-l  c 
Feticb  H    C-e 
Fieidi,  Do»e  &  Co— f  c 
Fiddj  &  Honeyman— fi 
Fsrtmana  W  G— f 
G«rT  M   G-c 
G(rlia«er  Kicturdi  ft  Co 

Giay  A  W-l 

Gilbert  M  1,-c 

Glover  F  S-( 

Goddard  ft  Wicdriek-1 

Goldman   W   M— I 

GoodeU  G  I^{  c 

CoodwiD  B— f  I  c 

Gramer  Chai— I 

Gutbrie  Geo  B-1 

Habenham  E  &  Co-f  c 

Halvor-Deering  Co— I 

Huford  T  C-c 
Huiien  C  W— c 
Hannoa  E  L— 1 
Hanteu  B  M— I 
Hart  Frank  E-t  c 
Hartnun  ft  Thompwm- 

f  e 
Haieii  E  S— 1  e 


Herrin  D  C-^  c 
Hewett  HeniT  ft  Co~f  « 
Holcomb  Geo  W-c 
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Rod^cn-Hul-GibHn   Co 

Roienblatt   Gui  &    Co- 

Rothwell  A  S-1 
Rubin  B   W— I   e 
Salomon  Louis  ft  Co— I  c 
Sunsd  1^1 

Sargent  ft  Co  C  P— f  c 
Scott  Beciler  Co— c 
Seeler  ft  Co-t  c 
SfaDit  P  H-1 
Slmrn.  ft  Witham-c 
Smith  Frant  E  &  Co-l  i 
StoiT  Geo  l^-l 
Taylor,  Young  ft  Co-e 
Thomaa  G  H-f 
ThotnoioQ    E    8-f 
Van  Fridab  ft  Effioscr 

Cc-f  e 
Vincent  S  D  ft  Co-<  e 
Wakeield,  FreM  ft  Co 

Ward  H  H-H 
Ward  T  A-~t  I  e 
Webster  I  L  ft  Co-f 


Whitmer    Kellr    Co-f 


Nielao  ft  Paikbill-f  c 
OTBiyan  Harvey— f  c 


Pittinaer  J   M— I 
PrOTldenee  Trust  Co— f  c 


Wood  fai  Hcl  ft  Co- 

Yarian  B  D-l 


CommercUI    Ah  It    Co— f 

Douglai  Abitiact  Co— 

Ewm  E  V-t 
Mariteri  B  W-f 
Moon  WJ-1 


Beehlel  ft  Co-f  c 
Bella  H  S  ft  Co-f  e 
Boiae  B  P  Jr-f 
Bowen  Mr— 1 
flurshardt  ft  Hcredetb— 

Bynun  F  S-^ 
Dyer  W  C-t  1  c 
Ford  T  K-t 
Gabrielaon  C  D-( 
Gagea  A  H— I 
lohnion  H  A— [ 
Lidar  ft  BoHnnr-f  e 
Lanrendine  F  A-J 
Uaton  W  A-f  1  e 
Martin  C  F— f 
Mole  Jobn-f 
Moore*  A  N— f 
Prunner  Cy  H-1 
Kadcliffe  A  J-t 


Scott  J  E-J 
Seott  John   B— f  e 
Smith  Homer  H— f  1  c 
Spears  F  S-f 
Thielaon  ft  Bolaad-f  c 
Wood  G  A-l  e 


Ehnam  ft  Li[fin~[  I 
Ellii  Hra  C  R  Co-f  I  e 
Fuller  C  E-f  1 
Greene  H  E— f  |  c 
Hottetler  ft  Preoeh-f  I 
HadaoD  Land  Co-t  0 
Htldaon  T  A-(  c 
Milla  W  E-f 
Senfen  Arthur— (  I  o 
Vogt  Mix  A— f  1  c 
Wbealdan  N-f  c 


MeCoy'Atwood  Co— ft 
Waaco  Warehooae  ft 
MlUlag  Co-t  I 


PENNSYLVANIA 


ALIXGHENY 
AUiMm  T  ft  Co— (  I 
Aroiatnflg  H  W— I 
Blackxone  H  B-^ 
Blattncr  L— I 
iyroo   Edw— I 
OolUiinf  C-{  I  e 
Dyer  J  M-f 
'eater  ft  Kirebter— f  I  > 
''ord     Latayctto— f 
I»rt   H-1 
I>r  W  A-l 
fendricka  Joba— I 
lesa   A  B-^ 
.anac    £  G-f 
fooud  T  W-f 
readd  H  C  ft  Co— f  t 
[onn   C  H-f 

icfaola  Jua**-f 

rtb    G  <W  1 
emmaa  ft  Frica— f 
x»t*    W  1,-f 
cator  ft  HoTDer — f  1 
i-atdadnnidt  Fred— f  1  . 
^Ito-  E-f 
*i-itenkanKn  C  F— I 

ALLENTOWN 
-fman  Artbor-^' 
chmvB  Oua  K— f 


BcDder  Edward  C-l  o 


Bo^  Alfr*d-1  o 


Boyle  Geo— f  c 
firown  ft  Koch— 1 1  o 
Brown  Jaiaei  M— I 
Carpenter  Mark-^ 


Densier  H  S 
DeBoae  C  1 


Dreaher  F  6—1 
Eckert  ft  Son— f  t  e 
Eiaenhard  C  W— t 
Erdman  H  E— f  e 
Faoat  T  J— e 
GackenWb  E  N— t 
Gnairatee   Title  ft    S  E 

Co— f 
Hardoer  Geo  H— I 
Hartatl  John  S— f  c 
Hannnaa  W  H— f 
Hettrfch  ft  Geary— f 
Hener  L  U-f 
HittI*  J  J-l  1  c 


Jonea  Guy  R — f  I  c 
Keecb  D  Hare^-a 
Keiter  Edw7^ 
King  J  B-e 
Kteiager   Realty   ft   Ii 

Co— f  0 
Kleckner  Franda-f 
Kline  ft  Krati — f 

Kohler  V^^ 
Koona  Qement  N-f  1 
Knti  ft  Petera— 1 
Kreader  A  H— f  1 
Kurta   H  J— ( 


l^nB  W  M— I 
UcKean  Jaa— f 
Metiger  Ralpb— 1  c 
Miera  Wm  D— t  c 
Miller  E  S-e 
HUler  Fred  C— f 
Hohr  H  W  ft  Son-f 
Nagle  Dand  J-f  o 
Newbard  J  H-c 
O'Donneir  J  J— I 


Pany  Chai— 1 
Petera  W  A— c 
Ramaay  T  I^-j 
Rdnaoaui  M  A— t 
lUce  E  W— f 
Ruch  D  M— f 
Rach   W  A— f 
Robe  W  F— f  e 
Sehaffer  Geo  N— f 
Schanti  M  P— c 
Scholl  Theo  J—t 
Sckiffert  R  L-f 


Shaffer  1 


Smith  ft  Michaal-i 
Smith  S  B— f 
Spona  W    H— i 
Stettfer  F  T— I 
Thomai  John    M— e 
Troiell  N  L  C-f  1  e 
Tmehaea  Harry  1—1 
Unangat  M  B— c 
WasMf  W  H-f 
Webb   Mrs    James   W-f 
Weinakdnier  W  H-1  c 
Williami  y  F— f 
Wotring  P  &-1  e 
Yingllnf  H  B  ft  Soa-f 
Younken  A  L-1 
Ziegler  Claud-f  c 
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PA.— Con. 

ALTOONA 

Bowles  K  H  &  Co— {  e 
Clark  A  B— f 
DeSouza  R  H— 1 
Dickey  W  K—l 
Fcltwell  F  A— f 
Fluke  R  E— f  c 
(joss  Mary  I^— { 
Humbert  C  A— c 
Leopold  L  E— ^  c 
Kelly  P  H— 1 
Meek  D  G-1 
Nicholson  W  T— f 
Plack  Bertram— f 
Rudisill  Geo-f  c 
Seads   H  J— 1 
Seeds  John  S—i 
Stahl  J  B— f  c 
Swengle  J  R— 1 
Tillard  Paul  V— 1 
Winter  L  A— f 

APOLLO 
Beamer  W  S— f 
Gallagher  J_E— £  c 
Gosser  N  H— f 

iackson  Chas  G— f 
fcLaughlin  R  M  &  Co 

McNccs  S  G— f 
Wolfe  A  S-f 
Wray  Ira  J— f 

ARCHIBALD 
Bishop  John  A  &  Son — f 
Kearney   Jas    F— f  c 
Lofftus  Thos  W—f 

ARDMORE 

Ardmore   Fire   Ins  Agcy 

— f  1  c 
Buckley  Geo    A — c 
Chambers  Wm  W—f  c 
McCurdy  J  C— f  1  c 
Warner  Ralph  N  Jr— fc 
Watts  J  Elmer— f  c 

ASHLAND 

Barron  T  F— f  1  c 
Burke  Chas   P — c 
Daley  W  J— 1 
Garner  A  B— f 
Garner  J  C  &  Son— f  c 
Kent  Scott— 1 
Landefield  C  H— c 
Lessig  Jacob — fc 
Marshall  H  S— c 
Reiss  Foster  M — ^1  c 
Williams  &  Gearhart — f  c 

ASHLEY    "  "*" 

Tones  lago— f 
Lenahan  P  J— £  1 
Newhart  J  B— f 
Schwab  John  Agency — ^f  1 
Williams  T— f 

ATHENS 

Campbell   Eugene  C— c 
Barrett  L  H— c 
Decker   P   E— f  I  c 
Harris  F   K— c 
HUl  F  H— 1 
Hull   C    F— f 
McKinney  J  E— £  c 
Mills  &   Shriei^f  c 
Post  Chas  K—l 
Riffgs  L  J — 1  c 
Sairs  F  G— f 
Shaw  L  F— £ 
Tidd  C  W—f  c 

AUSTIN 

Baldwin  F  E— c 
Collins  M  C— c 
Dow  Allen — c 
Page  H   E— c 
Underwood  C  B— c 


AVALON 

Caddick  W  A— 1 
Caulkctt  Harry- 1 
Irons  James  H — f 
Kuester  Albert  C — 1 
Parker  S  H— f 
Young  Frank  N — f 

AVOCA 
Aikman   Chas — 1 
Connolly  ft  Wallace — f 
Devers  P  F— f 
(iilhooly   Jas — f 
Ham  Wm— 1 
Lower  G  W—f 
Reap  John  R— c 
Salmon  George— f  c 

BANGOR 

Burrard  E  P—  fc 
Delp  Saml  £—1 
Dennis  Allen  H— f  1  c 
Jones  M  H — 1  c 
Tones  R  P— f 
Kichline  T  J— f  1  c 
Leh  George— f  1  c 
Lindeman   W  H — f  1   c 
Raesly  S  E — f 
Roberts  Wm  G— 1 
Speer  &  Reagle— f  c 
Stoffet  J  Er-?lc 
Vanatta  William— 1 

BEAVER 

Anderson  H  D — 1  c 
Bell  D  B— 1  c 
Bovard  &  Anderson — f 
Carver  D  M— 1 
Freed   W  E— 1 
Harper   &   Hughes — ^f  c 
Hurst  A  C  &  Son— f  c 
Miller  S  B— 1 
Poe  T  E— 1 
Singleton   E  H— f 
Standlcy  &  Carver— f  1 
Standley  E  M— 1 
Stewart  H  P— 1 

BEAVER   FALLS 

Barratt  &  Close— f 
Blair  John — 1 
Bond  Chas  F— f 
Chisholm  Jas  H— f 
Cook  Will  R— c 
Corbus  Edw  T — c 
Covert  T  Frank— c 
Federal   Ins   Agency— fc 
Frarier  James  » — f 
Galton  Wm  C— f  c 
Heidenreich  Henry  W — ^f 
Herman   Foster — I 
Hoffman  W  A— 1 
Irvin  Richard  O — f  c 
Kerr  Jesse  L — 1 
Lewis  O  S — 1 
Lewis  V  P— c 
Leyda  E  R— f  c 
McCready  Mrs  Mary  E— > 

McGaughey  M  L— 1 
Mai  Realty  Co— f  I  c 
Pangbum  &   Martin — f  1 

c 
Prudence   W—f 
Ramsey  C  N— 1  c 
Reves  Co  John  T— f  c 
Ruhe  Chas— f 
Starr  Geo  G— 1 
Strang  J  A — 1 
Sturgeon  ft  Wallace — f  1 

Swift  C  F— 1 
Trotter   Robt— 1 
Todd  B  B— f 
Up  De  Graph  D— 1 

BEDFORD 

Cessna  J  Roy— f  1 
Cuppet  J  P— f  1 
Galley  John  W—f 


Lysin^er  Wm   S — f  1 
Minnick  &  Co— ^f 
Mock  Wm— 1 
Reed  Wm— f  1  c 
Roberts  J   C— 1 

BELLEFONTE 
Fenlon  H  E— f  c 
Gray   John    F    ft    Son-— 

f  1  c 
Hunter  R  F— 1 
McCargar  J  S— 1 
Malin  W  E— 1 
Musser  W  H—  f  1  c 
Rankin  W  B— f  1  c 
Walker  Miles  W— 1 

BELLEVUE 

Breading  Jno  C — f 
Croslie  E  M— c 
Jenkinson  Richard  D — f  c 
Schlied  Theo— f 
Thomhorst  Geo— 1 

BERWICK 

Caves  H  F— f 
I  Evans  J   L — f 
Evans  J  W—f  1  c 
Harter  G  W—f 
Jacoby  L  S — f  c 
McAnall  ft  Co— f  c 
Smith  Adam — f  1 
Thomas  W — 1 
Vought  W  C— f  c 

BETHLEHEM 

Barres  O  M— 1 
Bartholomew  E  D-^ 
Borhek  M  A— f 
Faust  Jas  D  &  Son— f  I  c 
Fink  &  Shonk— f  c 
Fulmer  Ed— 1 
Grim  Geo  H— 1  c 
Kunsman-Buchman — { 
Kurtx  Robt— f 
Leibert  R  W  &  Son— f 
Lcibfried  L  F  &  son— f 
LUly  ft  Funk— f  1  c 
Lilly  W  S— f  1 
Mitchell  W  S— f 
Ott  R  B— f  c 
Reed  A  Geo— 1 
Taylor  S  Robert— c 
Welker  C  Warren— f  c 
Wooding    ft    Roberts — 
f  1  c 


BIRDSBORO 

Cross  T  Frank— f 
March  H  Linton— f  1 
Sponagle  John — £ 
"  ocom  ft  Bro— f 


Sp 
Yo 


BLAIRSVILLE 

Clawson  G  L— f 
Graff  E— f 
Wineman   S   G — c 

BLOOMSBURGH 

Appleman  Samuel — (  c 
Barton  H— f  c 
Campbell  D  W—f  1  c 
Lutz  M  P  ft  Son— f  1 
Maize  J  H— f  1  c 
Nagle  C  F— f  1 
Peacock  S  F— f  1  c 
Skeer  Joseph — f  1  c 
VannatU  Sade— £  1  c 
Wirt  C  F— f 
Zehner  &  Maust — f 

BLOSSBURG 
Smith  F  B— f  1 

BOSTON 
Douglass  W  L — f  I  c 


BRADDOCK 

Balridse  C  R— £ 
Burd  E  M— 1 
Clifford  J  M— f  1  c 
Ebdy  ft  Kettor— f 
Heath  W  S— c 
Lewis  ft  Walker-f  c 
Nugent  £  D — f  c 
Remington  P  D—  £ 
Stewart  S  E — I 
Stroud  Edw  A— f  c 
Stroup  D  W— 1 
Stokes  C  A— £  c 

BRADFORD 

Barber  Frank  J  &  Son- 

flc 
Bauer  Robert — £  1  c 
Boardman  A  M — £  c 
Costello  T  E— £  1  e 
Douglass  AT  &  Co-flc 
Finney  L  Jo— I 
GiUis  A— f  1  c 
Healy  D  T— f  1  c 
Hooker  C  M— 1 
Paton  ft  Wheeler— f  1  e 
Roberts  ft  Co— f  1 
Schiefflin  Jacob— 1  c 
Shambacher  Chas  H— 1 
Slack  F  E-1 
Slocum  Frank — ^I  c 
Smith  Agency— -£  1  c 

BRISTOL 

Blanche  James   F— f 
Brooks  Jas  H— f  I  c 
Brown  W  M — ^1 
Byers  Francis  J— f 
Gilkeson  ft  James— f  c 
Hellyer  Maurice— 1 
Kraft  Fred  I— f 
Laing  William  E-£ 
Leigh  Edward  D-1 
Lovett  J  E— 1 
Maule  John   C — £ 
Scott  Thos — c 
Stuchert  &  EastbnrD— fc 
Taylor  David  O— £ 

BROOKVILLE 

Broaius  H  H  ft  Son— f 
Brown  Bros — £  1  c 
Haines  Perry  F— f  1  c 
Henry  W  A— £  1  c 
Kaup  Fred— flc 
Lucas  W  H— £  1  c 
Shaffer  W  J— f  1  c 
Stewart 


W  J— f  1  c 
J  B— £  1  c 


BROWNSVILLE 
Bush  J  K— f  1  e 
Chalfaut  Fred  J— flc 
Garletts  C  C— £  1  c 
Lenhart  Geo  W  ft  Son— 

flc 
Scott  Ashcr  A— f  1  c 
Snowdon  J  H — f  1  c 

BUTLER 
Abrama  ft  Dale— f  1  c 
Beihl  Geo  C— c 
Brandon  J  E— f  1 
Christley  ft   Baker— f 
Citizens  Ins  Agency  Co — 

{  1  c 
e    Crawford  W  F— 4  c 
Dickev  F  R— f 
Douglass  C   H— 1  c 
Evans  Walter — £  I  c 
Findley  A  L— f  1 
Funkhouser  O   C — I 
Golden  W  B— f  1  c 
Graham  John — f  I  c 
Hazlett  ft  McCulloogh— 

flc 
Hutchison  J  W— < 
Kemper  Paul— f 
McCall  R  L— I 
McCreery  W-4 
McGaffic  Wm  H-1  c 
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Mcjunkin    L   S   ft    Co— 

McN^  B  M— flc 
Marshall  J  E— 1 
Purdiun  W  M~4  I  c 
Shaher  M  R— f  1  c 
Staaffer  H  A— f 
Satton  D  H— f 
Tcbajr  Wm  C— f  1  c 
Vodker  Wiii-4  1  e 
Vogeley  Theodore— f  1  c 
Walker  ft  McElTain— f  1 
Watson  &  Ferguson— f  1  c 

CALIFORNIA 

Baker  &Tackman— I  c 

Lum   C  H— c 

Myers  &  Guseman— f  1  c 

CANONSBURG 

Bamctt  G  Liaiae— f 
Black  W  C— f  1  e 
Burgher   George   M— flc 
Gowem  J  W— f 
Isherwood  Ernest — ^1 
Kelso  B  M— { 
Lightholdcr  Charles-^f  1  c 
McClelland  L  John— f 
OUoman  Walter— f  1  c 
Wilson  John  R— 1 

CANTON 

Brook  Lee— c 
ClcTeland  E  J— f  1  c 
Innes  Edward— f  1  c 
Knise   G   P— f  1  c 

CARBONDALE 

Baker  W  R  Agency-^  ^  « 
Brxdgett  John— {  c 
Campbell  Jas— f  1  c 
Connor  M  B— f  c 
Couch  Insurance  Agency 

— i  1  c 
Gardner  M  A— 11 
Gchen  Insurance  Agency 

— f  1  c 
Hushes  Geo  W— f 
Latnrope  Ins  Agency— f 

1  c 
McDonough   P— f  1 
O'Maley  J— I 
PuRliano  Gabriel— f  1  • 
Ress  David — f  1 
Shannon  J  B— f  1  c 
Shepherd  Bros  Day  ft 

Night  Agency— flc 
Stoddard   Eugene— f  1 
Tiffany  A  B— f  c 
Williams  ft  Likely— £  1  c 

CARRICK 

Carberry  Thoa  A— f 
Hogmeier  C  H — c 
Kaufman  Edw  J— {  c 
Sacher  F  A— f  c 
Saitz  ft  Wagner— f  c 
Stolzenback  Albert  H— f 
^^crner  Jos  A — 1 

CARLISLE 

Carroll  E  F— 1 
Commas  W  H— f 
Eckels  John  C— f  1  c 
Eyler  Wm  M— 1  c 
Fissell  Nilcs  M— f  1  c 
Gerhart  FrcdTt— 1 
Humrich  Chas  F— f  1  c 
Keeny  Chas  D— 1  c 
Keeny  J  M— f  1  c 
Kistler  Miss  Freda— I 
I^iggett    Clarence   M— fc 
l^gnn  W  B— f 
MiUer  W  B— f  1 
Minnich  Chas  O— 1 
<  >gilby  William— f  1  c 
Sellers  F  B  Jr— f 
Shambaugh  C  A — f  c 
Shearer  R  E— f  c 
Shcpler  W  H— f  1  c 


Vankirfc  J  H— 1 
Yates  Alkn  W-M  c 
Ycates  Efaner— 1  e 


CARNEGIE 

Bereaniewitz  Jot— f 
Bigham  H  R— £ 
Burgan  R  P— f 
Clary  P  T-f 
Dietrich  A— 1 
Edwards  Geo— c 
Ende   Oswald— f  c 
Hammilt  Jos  H— f 
Hoffman  R  D— £ 
McMillan  A  W— f 
Mylcr  S  jQ— 1 
Portman  Edw  F — f  c 
ReingroYer  Harry — £ 
Roaser  Geo— f 
Sossong  Wm  F— f 
Stifler    Frank— £ 
Walter  L  H  Agcy— f 

CATASAUQUA 

Click  A  A— £ 
Koons  A  F  ft  Son— f  1  c 
Koons  Albert  A — ^1 
McNaUy  P  J— I 
Simpson  J  Harvey— f 
Ulnch  Chas  N— f  c 

CATAWISSA     , 

Gcyer  C  E— 1 
Kline  Chas  S— £  c 

CENTRALIA 
Porter  John  W-f 

CHAMBERSBURG 

Auxt  Geo  A— 1 
Bollinger  E  E— £  1  c 
Farrester  Chas  D — f  c 
Ganoe  ft  Long — £  1  c 
Ganoe  H  B— 1 
GiUan  Arthur  W— £ 
Gore  U  H— f  c 
Haller  Frank— £  1 
Hoerner  W  S— £ 
Hoke  Chas  £— £ 
Huber  Samuel  F— £ 
Hutton  ft  Finney — £  1 
Lafferty  Alex— f  1 
Linn  Harbaugh — £ 
McDowell  Jno  C— £  1  c 
McNulty  H  B— f  c 
Minehart  T  Z 
Orr  C  M— £  1  c 
Orr  Frank— £  1  c 
Peters   ft    Heintzelman — 

f  c 
Rice  John  D— £ 
Shade  Jas —   f 
Strite  J  A— f 
Wingert  Isaac — ^£ 

CHARLEROI 
Blythe  I  R  &  Son^-f  l  c 
Brumbaugh  J  K— 1 
Charleroi  Savings  & 

Trust  Co— f  c 
Chor   R   E  Co— f  c 
Clershue  Fred— ^ 
Daley  K  W— c 
Duprea  P  J— c 
Flickingcr  L  P— £ 
Hastings  E  W— c 
Hepler  I  P— £  c 
McKean  John  C— £ 
Patterson  J — 1 
Peoples  R  E  Co— f 
Risbeck  George  W — £  c 
Riva  Frank— £ 
Trew  C  R— f  c 
Williamson  T  D— £  c 

CHBSTER 

Chester   Real    Estate   Co 

— £ 
Crowley  John  F — £ 
Crush  Wm—  £  1  c 
Crush  M  D— £  1  c 


Dowinc  ft  Co— £ 
Fox  B  C— £ 
Goff  Wm  N— £ 
Gray  ft  Co— £ 
HaxVcy  Geo  B — £ 
Hincs  E  J— 4 
Jones  Henry  W— £ 
ICoury  J  A— f  c 
Lear  ft  Worrilon— £ 
Lewis  ft  Hopkin»-«£ 
Lutes  Roland  P— 1 
Lyons  Samnel-~£ 
McCinnchan  E  B— £  1  c 
Marker  W  B— £ 
Mirkfl  John  H— £  e 
Morlock  John — ^1 
Palmer  Charles— £ 
Pennington  Samuel — £ 
Price  Jr  Wm  G— f  c 
Robinson  H  G-^ 
Smith  Hy  V— £  1  c 
Smith  Jewis  J  Jr — £ 
Sweeney  ft  Clyde — £  c 
Temple  J  H— £ 
Ward  Wm  Ji^-£ 
Witsil  J  Horace— £ 
Wood  John — £ 

CLARION 

Brown  Fred  V— 1 
oUner   W   F  ft   Sons— 
£  1  c 
Fox  Chas— £  1  c 
Frampton  B  H— £  1  e 
.\au£man  M  M  ft  L.oui»— 

£  1  c 
Laughltn  S  S— 1  c 
■fohney  F  M— £  1  c 
Vilson  ft  Qougb— £  1  c 

CLAYSVILLE 

Hancher  D  B — f 
McLain  J  R  ft  Co— £ 
Noble  J  H— 1 
Rascl  David  W— f 

CLEARFIELD 

Barclay  John  C — f  1  c 
Brown  fi  V— 1 
Chase  E  B — £ 
Ful£ord  ft  Fulford— £ 
Hagerty  W  A— £ 
tJehnbold     ft     Stewart— 

£  1  c 
McGrath  ft  Moore— £  1  c 
Urey  Frank  ft  Bro— f 

COATESVILLE 

Behney  Jno  I— c 
Cook  W  S  G— £  c 
Davis  Chas  R— 1 
Cordon  Wm  T— 1 
Greenwood  Samuel  M — 

f  c 
Harris  W  K-c 
Iloopes  Arthur — c 
Landis  R  E— f 
Meyer  G  1^1 
Monholland  O  H— f  c 
Moore   Thos  Y — f 
Rank  R  G  K— 1 
Smith  Wm  T— 1 
Spackman  gc  Masters — £ 

1  c 
Stansbury  Paul  S— f  c 
Yearslcy  A  R— £  c 

COLUMBIA 

Bemtheizel   Cleon  N — £ 
Blair  Frank  J— £ 
Bruner  Alfred   C— f 
Evans  Lillie  S — f 
Flcisher  R  B— f 
Fondersmith  H   A — £ 
Garber  Roy  K— flc 
Given  Frank  S— £     . 
Greene  A  H— c 
Kehoe  Andrew  F— c 
McCracken  Samuel — £  c 
Meiller  E   R— £ 


Meyers  A  W— 1 
Mttsser  Wm  S— I 
North  Hugh  M— £ 
Obcrdorf  C  H— 1 
Reinhsrt  Chas  A-^  1  e 
'  Senft  J  E— £ 
Sload  John   F— c 
Smith  M  J— 1 
Wheeler  W  P— £ 
Wisler  John  B— £ 
Zeamer  J  H— c 
Ziegler  R  E  W— 1 
Zicgler  Mary  F— £ 

CONNELLSVILLE 

Davis  John— 1 
Dick  Paul— £  1 
Gallagher  J— 1 
Goldsmith  Henry— £  1   c 
Hood  Sam  P  ft  Co— £  1  c 
Porter  J  D— £  1  c 
Sellers  E-l 
Shaw  &  Bamer— f  c 
Wurte  &  Neville-f  c 

CONSHOHOCKEN 

DeHaven  Geo— £ 
Desimone  C  A — £  c 
Heywood  H  B  ft  Bro— f 
Kirkpatrick  A— 1 
Klein  J  M-1 
Koch  6  W— 1 
Light  Geo  M  S— f  1 
Meyers  Wm  F— £ 
O'Brien  C— 1 
Raiferty  Geo— 4 
Reppert  Wm 
RoDinson  John — ^1 
Tracy  H  M— £ 

CORAOJfOUS 

Anderson  Harry— £ 
Baldwin  M  R— £ 
Gaugloff   Fred   G— 1 
Guy  A  D— £ 
Hamilton  C  B— 1 
McKown  Robt  P— I 
Neeley  Geo  S— f 
Stevenson  Chas  H — £ 
Taylor  Jas  S— £ 

CORRY 

Auer  Harry— £  1  c 
Coyle  M  F— 1  c 
Davis  Foster  B— f  1  c 
Davis  Horton  J— 1  c 
Duffy  W  H— f 
Hall   C  1^1 
Marsh  W  Ed— £  c 
Monroe  C  S — 1 
Morgaridge  W  W— /  I  C 
Xanta   W   H— f 
Nantes  J  O— f  c 
Palmer  R  E— 1 
Palmer  R  H— f  I  c 
Postlethwalt   Wm— £  1  e 
Welock  Fred— 1  c 

COUDERSPORT 

Coudcrsport   Ins.    Co. — f 

1  c 
Dinehart  F  E— 1  c 
Van  De  Boe  C  D— £  1  c 
-     •^.    •>» 


^  \ 


DANVILLE 


Ammcrman   C  V — f  c 
Ammerman  W  H  &  Co — 

f  c 
Cormon  Edw   W— f 
Fdmondson  G — 1 
Edmonson  D  £  &  C  F — 

f  c 
Edmonson   H  R — 1 
Farnsworth    Miss    F— f  c 
Gear  hart  R  V— c 
Jacobs  W  Fred— f  1  c 
McCarrcn  F — ^1 
McCoy  S  A— f  c 
Mafrill  F  W— f 
Phalcr  John— 1 
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E.  L.  WADSWORTH  &  CO. 

INSURANCE 

so  Eut  Ninth  St.,  Comer  French  ERIE.  PENH. 


Uverpoal  &  Loadon  &,  Globe,  (Liverpool) 
Germati- American,  (New  York) 
Northern,  (London) 
Royal,    (Liverpoal) 
Westchester,  (New  York) 


Phoeoii,  (London) 
Queen  o(  America,  (New  York) 
London  &  Lancashire,  (Liverpool) 
Agricuhural,  (Watertown) 
Travelers,  (Hartford) 


WADSWORTH  «  FLICKINGER 


Insurance  Co.  oi  North  America 


Philadelphia  Underwriters 


PA.-DanviUe.  Coo. 
Sidler  W  t^l 
Vincent  Henry  &  Soa- 


Hallu  Jo*  Jr— t 
Hlbert  W  J— f  0 
Swope  A  SoDi— E  e 
Wood*  &  Co-l  c 

DERRY 
Bael  T  N— 1 
Howrr  D  A-(  I  e 
Nicholion  Jobs  M— f  I 
UIU  W«mer--f 

DOWNINGTOWN 
Cut  J  G— I 
Coimell  John  B— f 
FOK  John  Edwwd— 1 
Gii&th.  k  Son— f 

fi*nK.n  J  H  Sl  Sob-( 
cOore  Tred  W— 1 
Ti(ue  Uicbsel — I 
Wilton   Anhui — 1 
Wills  J  Hunt«^l  c 
WUe   George— 1 

DOYLESTOWN 
Andera  Aaher  K—f 
Bon  Oicsr  O — (  c 
Eutbura  Arthur  U— f 


HuTta  Henrr  O—t 
JwBe*  HeBrjr  A— f 
f*Bie«  Irrla  U— 1 
June*  Wiane— t 

NiahtiDEile  ft  Vuarti 
dilen— t  I 


«I  J  Ar-t 

Chirle*  Join— 1 
Croiue  W  S  N-f 
Ford  W  R-^  e 
Grovei    ft   Albert— 1 
Hitten  Wdter-1  I  e 
Landii  H  A-l  I  c      . 
MeGinnew  Andrew—) 
Munch  C  P—l 
Ncff  DorKi— f 
Rodfcrs  C  W— f  1  e 
Rofcr*  John  Y-t  1  e 
S^^TE  A  Co-(s 


ShsSet  Btoi— <  I  c 
Shsfier  ft  Gleuo>-<  1 
StMkdtle  Geo  A-f  I  c 
TitasB  C-1 


DUNCAKNOX 
EUnc  M  E— t 
Fennell    Frsok— f 
Rife  R  Jone^-I  e 
Smith  Wb  H— 1 

DUNM08E 
AHen  G  W  B— f  1 
Boland  T  E— f 
GlUitu  JBO  J— f  c 
Hor.n  A  J-4 

DUQUESME 
Conlin  U  G— t 
De»U  Too  R  I— f 
Ddl  Wm  F— I 

Fiiher  F  J— 1 


Howard  F  M— ! 

ReedW  E~ 
Shaw  Jo«— * 


fl— f  e 


Lercb  R  B— I  c 
McKeea  ft  Son — f 
Noble  John  S  Jr— f 


1  F  P-( 

SnTder  A  Brown — f 
Stewart  Franl.  W  Jr-( 
Tonldn  Wm— I 
WerkheUer   M    F— 1  c 
Welter   Gcorie— f 
Well.  J  li-f 
While  Wm  Ij-\ 
Wiltoo  C  F— c 


CoT.lt  M  A—! 
Doudi  Samt— t 
Huicher  H  H— f 
Hirtmui  H  E— f  I  e 
Hendenon  Brand— 1  e 
Jobaiton  Howard  R— ( 
Liebendorier  H  F-f 
Rawiej.  W  K-1 


Rawiej.  V 

Vojt  Geo 


EF  G— f  Ic 
mSbt— I 

EPBKATA 

Buch  J  W— ( 
Enfle  F  E— f 
Enn*  Jo*  T— f 
Frukfcrt  H  Qr-I 
Jaeohy  F  G^ 
Lewi*  Elr« — I 
Lewia   a  A-l 

■       Hairi    R— < 

J.*n— 1 

StefTy  H  W-l 


Deckanl  J  R— c 
Dench  C  »-f  c 
Dicker  J  H— I 
Doolittle  V  M-1 
DoDffacTty  11  T— c 


EAST  MAUCH  CHUNK 
Enaler  Frank— f 
Lindenimlth  Ttaeo— f 


EASTON 
Alwrer  ft  Weiaa— f 
Armnrou  Ruaiell  H— f 
Brader  Harry— f 


randaeo  W  R— f 
[■ckelt  ft  Chidaej — t  I  ■ 
lowell  E  Stinky— f  c 
met  FredeHdi- f 


Lennox  Geo— f 


DOWNING 
DOWNING 


WK  RBPRCtENT  THE 
HsMi  of  N*<r  York        PbssBlx  d  HartfM^ 
Lwrfea  As*Krs»M  PMM]Flraaia 

NatlMtl  •(  Hsrtler4       SpriiflMlri 


EUFORnjU 

Gnnt  Allen — t 
Htapt  H  O— f  1 
McCoy  H  L-f 
Jo»don  J-f  I 
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Gdihu'dt  G  J— f 
Glowacki  J  W-f  c 
Hannlociicr  Chma     1  0 
HaBtnlocher    Wm    Co— 

Himbcricr  John    t   Soa 


Hughe*  R  W— I 
InmpbTTi  B  C— 1 

abatoa  H  C— f  c 
or  A  C— 1  e 
Kujawski  L  J-l  E 
.aird  y 


r  J— 


iiorrixm  T  «— e 
llonc  M  Q— ) 
Munnr  H  I^-si 
Nonu  J  E— )  c 
O'Kecfe  J  S— I 
(TYauo^iu  H  J- 
Pole  \VS-I 


Riler  W  R     _ 
Roberta  K  L— c 
RiAimoii  W  J—t  e 
Reacaxwds  baac — 1 
ScUaodcckcr     Frank     ft 

Soa— f  e 
Scott  WdlK  «  Co— fU 
ShirlerJ  S— I 
Smilh  H  G  »  Co~f  c 
Snell  Sam  G— i 
Stacbowald  Lorent — ( 
Tanner  A  Ford— f  c 
Thornton  H  P-1 

vail  F  B— 1 
W'adsworth  E  L  &  Co— 

■Vadaworth  &  FlicktufW 


^iehelbcTatr  Fnnl^-f  1 
.fay   Geo  B— 4  I 


;arflscr   Goritl  E— « 
loxey  ft  Mainchowik 

£   c 
Vatah  U  J— f  e 

PKACKVILLE 
Instock  L  C— f 


iMd  na 


FRANKLIN 
hadwick  A  Sibler-f  1< 
rid*rr  J  How=rd-(  1  c 


GalbnUi  C  R  A  Co— f  I  c 
Hendetwn  John— f  I  c 
Hendarson   U   R— {  1  c 
Hyit  C  A  Co-(  ]  c 
Lanberloa  Hut*— I 
Shntler   Edward— 1   e 
Smith  C  E  A  Son-1 1 
Smith  Henry  W— f  1  c 
Walker  RoM— f  I   c 
WiUon  Jama    j  1  s 

FSEELAND 
Hare*  Ui>  S  B— f  t  C 
McCorru  Wm  H-^ 
RMnn  Ja*  U— i 
Stroll  Ow*  0— f  c 
Woelfel  M  E— (  c 

FREEPOBT 
Barrett  A  Lleweyn— f  c 
Clark  S  F-f 
Findler  A  Ta;lor-l  c 


Crowl  P  E-c 
Haalell   Bert— e 
Luih  Wm  U— J 
Uartia  R  T  A  H  D— I  a 
Richmond  CoHn  R— (  c 
Tarlor  ChM  B— f  e 
Whitioet  Emm—! 
GALHT2EN 
Conrad   H    F-( 
EHngwall  i   Freditlck*— 

Mot™  Vfia—I 

GETTYSBURG 
Batt  John— f  I   c 
Dousliert7   k    Bwtler— f 

Eckenrod*  Robert— 4  1 


Winter  Ua'tin— f  1  e 
GIRARPVILLE 
Carer  A  J— I 

Hamlin  Irvi» — 1 
Lavdle  John— f  c 
Kilker  U  A— I  c 
UcGuibIi  Hairy  A  Bio 


Mlrrlnc  Usrn-4 


iJurphy  1 


l-" 


GLASSPORT 
Corcoran  Thomat— I 
Griffin  V  E-( 
PJtU  Jamea  H~f 
Webiler  M  J-I  I  c 

GREXNCASTLl 
QipplniM'  C  H—4 
Darwon  W  S— { 
Fletcher  L  H— (  1 
Liriit  J  H— f  1 
Patton'w  T-*  e 
RuthiaoB  HiM  Ullia— { 

GREENSBURO 
Hair  &  Lane— f  I  c 
Bloie  Benj— 1  c 
CaldweU   S   W— f 
CUrk   Tno   E— f 
Fault  Ben— t 
Fehoo  i  Ldnire— f  c 
Foight  C  C--1 
Greenaharg    Realtj    Co- 

Griflth  E  C— {  c 


-   I 

Fletcher  William— f  1  e 
Potts  D  A— t 
Schdbler  H  S— f 
Shoemaker  C  J — I 
Smeltier  B  J— I 
Strickland  Un— 1 
Taylor  C  E-1 
Tracy  J  E-( 
Vance  Glana  G — t 
Watt  &  HcDowell— f  I  4 
Webber  B  S-1 
Weldia  J  R— ^  1  c 

GREENVILLE 
Batlciier  F  A— f 
Burnett  QJ-I 
Gilleipie    1    A— 1 
Gilleipie  Robert  1  1 
Hanrr  L  H  &  Co-(  1 
Kane  Martin-t  1  c 
Kiepp.  W  A-f 

HAMBURGH 
Bear  Gm  W— f  1  c 
Dalk>tii  ThoBu  }—4 
HoSmui  Sol  K— f 
KiMi  Wm  C— ( 
Miller  Ed   I— (   c 
Miller  Robert—  1 
Raabenhold  W  U—l 
Sheridan  Cbaa    I 
Shomo  Geo  W-1  e 
Zetllenerer  Geo  w— I 

HANOVER 
Bair  G  Milton-I 
Baatian  S  T— I 
fiirfiop  Edwbi-^ 
Boweraox  R  E— f 
Brou(h  John  H— f  c 
Chroetwaile  Thoa  F— f 
Flacher  I  W— f  a 
Hart  Rohi— f 
HoUinser  ft  Bro  D  Gtv 

KlioE   Amoa— f   1  e 


Niaafy 


HASRISBURG 
Adler  Ckarle»— t  c 
Aifleck  I  A  ft  Co— f  a 
Backenaloas  Broi— <  c 
Balaer  ft  Boo— f 
BatdotI  I  J— 1 
Bell  J  H— f 
BenoeU  Wm  B-^ 
Bird  KM-(  c 
fiowen  Chai  R-^ 
Boyd  H  B— I 
Bradcnbough  F  E— c 
Brintoo  Packer  Ca— <  e 
Buihndl   &   Rettew-(1< 
Bushnell   W  H— 1 
Carl  Robt  A— f 
Caoell  Imrin  U— f 
Caveny  t  B— I  I 


Cullmerry  0  1^—4  « 
DappJ  P— ( 
Dare  £  O  ft  Son — f  e 
Daiher  C  E— 1 
Dreher  F  J— 1 
Eby  W  H  Jr-f  c 
EdMsrode  John  W—l 
Einilein   &   Spoon  ei—i 
Eaaick  W  S—f  c 
Etter  Georfe  E— f 
Fager  E  J— f  1  e 
Finlon  J  W— *  c 
FitigenJd  S  W— ( 
Fought  M  A^f 
Friedman  S— f 
German  J  W-^ 
Gipple  T  E— f  c 
Grave  J  L— f 


Hanunand     ft     Bailey-* 


\i:;;-r  p.Ti^- 

lonea  William— f 


Uetmann  F  W  ft  Son— f 
Magee  R  S_[  c 
MaToner  J  H— f  e 
Matter   R   B-f 
Uaidull  j  A— ( 


Milter  I— 1  c 
Moore  A  C— 0 
MoTTiaol  J  R-^ 
Muuer  J  H  A  Son-I 
Neale  H  T-f  I 
Naefe  L  F-c 
Nicholaa  JB— ( 
Oicott  C  V—t 
Orr  I  C— 1  c 
Ortta  Henry  C— f  1  « 
Ove.  H  F-^  c 
Pedlow   H    G-f 
PennavlvBoia    In*  Excbg 

Hofctaoa'^W  U— f 

Rockatellar  T  B— f 
Rohrer  J  F  A  Son— i 
Shacfer  H  J  ft  Co— t  e 
Shaner  Broa— t 

G.M.SPANGLER 

AiBBsr  Dbaolor 

Nvw  VfM-k  LJia 

43  Uaien  Tnal  Balldlns 

We  will  cooaids  the  ap- 
pUcatkinaoIarew  ansKet- 

■■'  "lialon.  "wrilt    lor 
tarltory  asd  contract. 
Stroop  J  H— f 
Sujdam  Franklin — I  c 
Swened  A  W— E  1 
TeataT)  A— ( 
Walker  F  H~t 
Wambauah   W  C-l 
WensHt  W  A— f 
Wert  A  A— 1 
Wright  F  L-l 

HAZLETON 
Andreuid  Frank — f 
AugiUdt  C  'B— 1  e 
Bacea  Eatella  Engle— f  e 
Banner  Ezra  A— ( 
Benner  Twin  Agency — I 
Berlin  E  £— e 
Blacomb  B— f  1  c 
Bonner  John  F— I 
Boyle  Ja»  J— ( 
Bteino?  D  B— ( 


Curcio  N  M— f 
Dryfcoa  Henry  Ir— {  c 
Emmerich  L  &-« 
Eplry  &  RiDwlaban-fl 
Fallon  Peter  F^t 
Fierro  John  ft  Co — t 
GoQgb  John  I— I 
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PA. — Hazleton,  Con. 
Harris  Phil— f  c 
Heidenreich  Bros — ^f 
Helmes  C  Dee— f 
Hclmes  C  E— f  c 
Hill  C  F— f  c 
Hill  C  Willard— f  c 
Hughes  J  J— f  I 
Hutchinson   Hiram — ^f  c 
Tones  Joseph  H— f 
Jones  S  E — f 
Koenig  M  F — 1 
Lahm  Jacob  H — f 
Lang bon  O  J — 1 
Long  M — f  c 
Luzerne  Ins  Exchang^--t 
McAllister  A  T— f 
McAvoy  W  M— f 
McCullough  John  S— 1 
Mann  Ira — ^1  c    • 
Mans  G  W— f 
Martin  Mae— 1 
Mulhall  John  J— f 
Murphy  P  H— 1 
Nicholas  H  N— c 
Perry  W  C— f 
Pippert    Harr3r — f 
Powell  W  M— f 
Reilly  David— I 
Schumacher  Mrs  J  F — 1 
Sharpless  John  R — c 
Shuman  A  E — f 
Shutter  John  &  Son— f  c 
Sippel  Frantes— f 
Smith  Abner — c 
Tarryton  O  J — 1 
Thomas  A  D— 1 
Tressler  Jacob  D — 1 
Whittaker  T  J— f  1  c 
Wilhehn  John— f 

HOLIDAYSBURGH 
Ackers  John  T— f  1  c 
Giber  J  W— f  c 
Drais  John  N  Tr— f  1  c 
Mentzer  &  Heller— f  c 
Smith  Wm  A— 1  c 
Snyder  Jno   M — c 

HOMESTEAD 
Bainbridge  Jno  W 
Beedle  Bros-— f 
Crawford  D  J 
Gray   Wm — f 
Gttckcrt  Frank  P— f  1  c 
Hobson  C  R— f  c 
Homestead    Realty    Co— 

f  Ic 
Hunter  A  J— I 
Tones  J  B— f  1 
Kuhn  James  C— f 
McQeery  G  W— f 
Maloney  John-—] 
Miller  J  Clyde— f 
Mulheam  Thos — ^1 
Oeffner  Lawrence — f  I  c 
Union  Realty  Co— f 

HONESDALE 
Baker  W  W— 1 
Bentley   Brothers— f   1   c 
Bigart   C  L— 1, 
Butler  Edward— f 
Dodge  Chas  E — 1 
Farnham  Norman — f 
Fasshauer   Edward^f  1   c 
Galliger  Thos— 1 
Krantz  Wm  H— f 
Robinson  J  B — f  1  c 
Schenck  W  P— f  1  c 
Stone  W  H— f 
Swoyer  E  A— c 
Tinglcy  Henry — f  1  c 


HUNTINGDON 

Dunkle  J  C— f 
Isenberg  B  F— f  c 
Miller  R  AUison  ft  Son 

—1  c 
Port  J  Qyde— f  c 
Shaffner  A  V— f  c 
Simpson  j  R  &  W  B— f  1 
Swigart  Harshbarger  Sc 

Co— f  1  c 

INDIANA 

Beans  Ins  Agcy— 1 1  c 
Cunningham  K  H — f 
Edwards  T  L— f    , 
Fleming  &  Sloan— f  1 
Fluke  Wm  C— 1 
Guthrie  S  W— 1 
Pamell.  Cowh*r  &  C6— f 

1  0 
Stewart  J  T— f 
Thompson  Ins  Agencjr — f 

Timberlake  H  E— f   • 
Wilson  ft  Maboo— 1  c 

IRWIN 

Bertolina   A — f 
Data  Chas  H— f 
Davis  Elmer  L — f 
Evans  G  H— 1 
Gallagher  ft  Gress— f  c 
Gregg  Miss  B — f 
Keister  Jos  M— f  c 
Meerhoff  H— 1 
Patrick  H  L-f  c 
Schade  Adam — f 

JEANNETTE 

Baum  Earl  V— f  1  c 
Curry  ECS  Son»— flc 
Kelly  &  Martin— f  1  c 
O'Conncll  T  F— f  c 
Schaeffer  H  S— f  1  c 
Shuster  W  I— f  I  c 
Tussey  H  C— I 


Tolley  F  J— 1 
Welch  J  N— f  c 

HOUTZDALE 
Carlin  John    M — Ic 
Golby  Samuel — 1  c 
Gorman  Jas— « 
Harpester  Wm  P— c 
McGrath  John   B— f  c 
Seollins  Jobn^ 


JENKINTOWN 

Ambler  A  B— 1 
Argue  A  K— f  1  c 
Baker  H  B— 1 
Delany  Theo  M— f 
Gentry  F  S— f 
Hinklc  H— 1 
Hunsberger  Jas  W — f 
Keller  P  Jt^l 
Kirk  Edwin— f 
Lukens  J  W— 1 
McCann  Geo  H— 1 
McCann  W  H— 1 
Mather  Chas — ^f 
Michener  H  I— 1 
Nijfhtlinger  Benj  F  Jf^ 

Petersen  L— I 
Preston  T  A  B— 1 
Renner  A  B — 1 
Ruddach  Est  J  Walter— f 
Siegrist  Chat  A— 1 
Stout  C— 1 
Trank  Alfred  H— f 
Walton  W  Veryl— £ 
Williams Jj  A— I 
Wright  Chas  D— f  1 

JERMYN 

Badger  P— £ 
Barrett  Homer^— f 
Davis  Sumner  D— f 
Depew  Frank  L— f 
Kcifer   H— f 
Stoddard  E  A— f  1  c 

JERSEY  SHORE 

Crane  E  G— £  1  c 
Doane  F  C— £  1  c 
Martin  James— f 
Stavcr  M  L— £  c 
Toner  M  Edward— f  1  c 
Williamson  Clate— f  1 


JOHNSONBURG 

Gleaaon  W  S— f  1  c 
Hinckley  Corton— 1 
O'Donnell  ft  Smith^-f  1  c 
Russel  Jno— 1 

JOHNSTOWN 

Baamer  Hermasi— I  c 
Benford  Harry  H— f  c 
Blauch  ft  Benahoff— f 
Byron  Ralph— f 
Carter  Jno  W— 1 
Cauffiel  Joseph — f 
Comer  ft  Co— f 
Cox   Mrs  Jane — f 
Cumbrian  Land  &  Imp 

Co-4 
Dickson  John  G— f 
Felt  E  T— 1 
FerreU  S  A— f 
Fronheiser  Carl— £  c 
Heiiman  J  A— 1 
Howland  Wm  C— £  c 
Krise  W  S— £ 
Kyle  D  G— 1 
Mardis  J  S— 1  c 
Millspaw  G  W— £  c 
Ogle  ft  Walters— £  c 
Opperman  H  L  ft  Co— 

Stenger  John — £ 
Swengle  W  W— 1  e 
Watkins  Bros— £ 

KANE 

Buncc  W  H  &  Co— f  c 
Gill  is  &  Crossmire — i  c 
Ksne  Ins  Agency— £  c 
Morse  R  D  &  Co— £  c 
White  Wilber  J— £  1  c 

KINGSTON 

,  Clouse  H  M— 1 
1  Crisman  E  L— £ 
i  Davis  Charles  E— £ 

Davis  J   R— £  c 

Eggert  G  W— 1 

Evans  George— I 

Frace  J  F — f 

Marcy  J  W— £ 

Murray  J  J — £  c 

Myers  P  T— £ 

Van  Horn  Wm  W— £ 

KITTANING 

Arnold  Harry  A  ft  Son— 
£  1  0 

Aye  Augustus— f  1  c 

Burge  wm— f 
,  Bums  George— £  1  e 

Fox  ft  Stone— £  c 
i  Leard  C  K— £  1  c 
;  Painter  Bros— £  1  c 
:  Pollock— £  1  c     . 

Putney  H  E— £  I  e 

KNOXVILLE 

Bean  Forrest  E — £  I  c 
Campbell   T  C— 1 
Hitchcock  A   B— £  c 
White  John   C— c 

LANCASTER 

Barr  Prank  S— £ 
Bailsman  J  A— £  c 
Benar  S  B— 1  c 
Berger  E  H— 1 
Boyle  Jas  M— c 
Breneman  H  R— £  I  c 
Brubaker  C  H— 1  e 
Carey  W  F— 1  c 
DehaTcn  ft  Bum    f  c 
Dtffenbaugh  M  H— 1  c 
Eaby  J  S  Son— c 
Eckenrode  J  W  &  Sons 

-1 
Eckert  L  0-4 
Edcert  O  S— 1 
Fehl  J  W— £  c 
Fisher  John  E— 1 


Forney  J  G  ft  Co— £  c 
Gantert  H  A— Clc 
Groff  Lemoel  L— £ 
Hamish  Thooua  J— 1 
Hayer  J  C-f 
Herr  A  A  ft  Co— £  I  c 
Herr  I  H  ft  Bro— £ 
HoweU  Henry  N  ft  So^^ 

£c 
Huber  R  E-flc 
Kohler  ft  Brown— £ 
Landis  A  V— {  c 
Lancaster  Real  Estate  Co 

£  c 
Lehman  E  C — i  c 
Lichty  C  V— I 
McGovem  John — £  c 
Musser  J  L — £ 
Myers  H  K— f  1  c 
Peoples  John  B— 1 
Raub  I  Galen  P— 4 
Reinohl  Aug  F— c 
Reynold  Geo  K — ^I 
Rnmolds  George  N— 1 
Rife  Jeremiah — £  c 
Sartin  Geo — £  1 
Seitz  I  H— £  c 
Shirk  F— £  1  c 
Wenger  D  H— f 
Widmyer  Pran^cy  Co— 

£  c 
Zug  A  M  ft  Son— £  1  c 

LANSDALE 

Addison  C  R— £ 
Beidler  H  H~£  1  c 
Freta  H  M— c 

iohnson  A  D — i 
filler  Chat  H— £  I  c 
Place  J  W— £ 
Rosenberger  Arthnr  J — f 
Schultz    Daniel    S— f 
Tyaon  A  H— £ 

LANSDOWNE 
Freeborn  W  P— f  e 

LANSFORD 

Breslin   &  Sons — f 
Donnellv  L — c 
Fudge  John— £  c 
Lauer  Geo— f  1  c 
Lewis  W  D  ft  T  D— £  c 
West  D  C— £ 
WiUiama  W  G— £  1 

LATROBE 

Allen  John  C— <  1  c 
Bailey  W  H— £  c 
Barron  W  M  &  Son— <  c 
Hays  Elmer  J-»£  c 
Hoffman  Hcniy  W— £  c 
Huriies  James  T — f  1  c 
Lohr  R  G  ft  C  C— £ 
MiUer  S  H— f  1  c 
Moriey  W  D— 4 
Pepperday  John  J— f 
St  Clair  Steele  B— £  1  < 
Saxman  C  W— £ 
Toner  ft  Chambers    f  e 
Veigle  W  W— £ 


eigi 
^aTt 


Wafton  Charles  E— I  c 

LEBANON 

Atkins  Hany  T— I 
Behney  Geo— 1 
Brown  Geo  H— 1 
Burkey  Thos  1— £ 
Cox  E-I 

Gelbach  William-£ 
Hain  D  W— f 
Hammar  P  P— £ 
Hartman  John  W— I 
Henry  W^l 
iwaranny  st  ame^v 
Krause  Joaepfa— f  I  c 
Landegraph  Mi^ 
Lightman  Anot— f 
Longenecker  Jno  P— I 
Magttirc  J  W^  1  e 
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Miller  J  Henry  ft  Co— 

fie 
Nxtratier  ft  Ulricb— f  c 
Rexsart  C  H— 1 
Seltzer  John  H— f 
Shindel  Case  ft  Taylot^ 

tic 
Si>anflr]er  M  P— f  1  c 
Stager  J  W—f 
Vande  Sande  W  S— € 
Walter  Tamea—f 
White  Hanr-l 
Wittar  Abraham—f 

LEECHBURG 
Maher  J  A — f  a 
Ri««Ie  G   M— r 
Ryan  W  B— f 
Thoxnas  Howard  R— f 
Trout   Tndson — f  1 
Van.  Giesen  T  L— f 

LEHIGHTON 
Amer  T   F— f  1 
Ash   Wm  E— f 
Beers  W  H— 1 
Graul    P    M— f 
Gray  Geo  E— f 
Greenawalt  A  F— f  c 
Hauk  C  A—f 
Kennel  H  B— f  I 
Krinkle  John— 1 
Morthlmer  &  Williaffls— f 
Seaboldt    Howard — f   1   c 
Spaar   Leo  C — 1 
Williams  Saml  W— f  I  c 

LEWISBURGH 
Butler  L  T— £  c 
Darlington   R  M — ^1  c 
Folmcr  W  R— £  c 
Getz  D  H— f 
Half pennv  W  S— f  c 
Kaler  W  H-1  c 
Leshcr  C  C— f 
Linn    P  B— f  c 
Miller   A    D— f 
Miller  Geo  P— I 
Riehl    E  B— f 
Showalter  H  M— f 
Spykcr  H  E— £ 
Stanton  J  G— 1 
Van    Valaah   Mrs  J   W— 

f   1    c 
Walls  W   C— f 
Wolfe  C  J— f 

LEWISTON 

Aikens  H  W— f  c 
Bell  G  H— f  c 
Dun  mire  M  D— f  1  c 
Kase  C  W-flc 
Lynch  Albert— £ 
Orr  &  Burkett— f  1  c 
Rodgrers  Andrew — 1 
Searer  &  Shcary— f  c 
Snyder  &  Cooper — ^fc 
Wren  &  Eckbert— f  c 

LITTLESTOWN 

Grouse   Paul  G— f  I  c 
Mayeta  C  H— £ 
Smucker  A—f  1  c 

LOCK   HAVEN 

Adams  H  C — ^1 
Gulp  G  E-f 
Gearhart   &  Co^f  1  c 
Gcarhart  C  R— I 
Good   D  F  &  Bro— f  1 
Tohnson   G  A — ^1 
Kolb   C  W— 1 
Lodcr  G  F— I 
McComSick  A  W— f  1  c 
Peck  Clair  T— f  1  c 
Peck  Harry^l 
Russell  Geo — 1 
?attcrlee  H  S— 1  c 
Schuyler   Roy  L— f  1 


Scott  R  J— f  1  c 
Shaffer  &  Co— f  c 
Smith  E  P— 1 
Smith  J  C— f  c 
Troxcll  H  C— f  1  c 

LUZERNE 

Freedman  Max — f  1  c 
Gildea  David  B— I 
Johnson  H  C— f 
Parry  Wm  J— f  c 

LVKENS 

Lebo  Edward — f 
Miller  J  M— f  e 
Voss  F  H-1 

McADOO 

DaUey  E  J— f  I  o 
Hdferty  John— 1 
Jones  David  B — ^I 
McFaddcn  John  F— 1 
McShea  Hugh  J— f 
Mundy   Dan'l  J— I 

McDonald 

Campbell  G  S— £ 
Cochran  A  B — f 
Deloche  Victor — f 
Jones  C  L— c 
Patterson  Jos — 1 
WiUiams  D  L— f 

McKEESPORT 

Airhart   Peter  F— 1 
Arnold  T  S— 1 
Baron   D  J — c 
Barto  B  O— 1 
Baxter  John   L — 1 
Bolton  S  C— f 
Bowman  Andrew  H— f 
Bowman  &  Walthour— 1 
Brcsnahan  M  V— 1 
Campbell  A  B  Co— f  c 
Carlson  G  W— 1 
Carroll   Robert  G — c 
Childs  Wm  J— £ 
Corbin  H  E^f 
Dahlstrom  C  F — f 
Dalrymple  Roy  H — c 
Ensign  Fred  E— 1 
Fell  Wm  B— c 
Forney  &  Willson — ^f  1   c 
Fulton  J  W— 1 
Fulton    O    F— 1 
Garbett  T  G — c 
German  Harry  V — 1  c 
German  &  Hugo— f  c 
HamUton  W  H— 1 
Harrison  F  G— f  1  c 
Hartman  Bros — f 
Herwick  Geo  B— f  1 
Hopkins  W  A— c 
Huffo  L  R— f  c 

Jenkins   J    E — ^1 
unker  R  W— f  c 
[apian  A — f  1  c 
Kearney  E  C— f 
Koch   Peter    Co— f  c 
Lenhart  &  Weldon— f 
Lewis  Thos  J — f  c 
Long  A  B — f 
Lysle  George  H — f  c 
McCarty   R    L— f 
Mansfield  W   D— f  c 
Morgan  L  N— f 
Morgan   S   V — f  1  c 
Nelson  A  H— 1 
O'Toole  W  E— c 
Peters  W  B— c 
Peterson  J  W— 1  c 
Realty  Co,  The— f 
Richards.  George  W— 1  c 
Shaw  C  N— £ 
Sieber  W  S— £ 
Smith  R  W— 1 
Soles  W  C  Co— f 
Stewart  Scott  M — f  c 
Stukenborg  E  B— f 
Trich    Edward    M— £ 


Tully  Herman  H— f  c 
United  Real  Est  Co— f  c 
White  Jas  J— £  e 

McKEES  ROCKS 

Carter  Chas  A—f 
Davis  Geo  S  Co— f  c 
Engel  Chas  F— f  c 
Gast  William— £ 
Grogan  Jas— £ 
Half  T  fi-f  1  c 
Hamilton  E  W— £  c 
O'Donovan  Jr  M  C— f  1 

MAHANOY  CITY 

Coylc  J   J— £  1   c 
Dailey  T  J— 1 
Davis  A  A— £  c 
Davis  Nelson  T — f  1  c 
I  Donahue  M  F— 1 
Filer  EUsha  Jr— £ 
Gallagher  James— 1 
Garrahang  J  H— c 
Goyne  John— 1 
Heiser  R  I^£  1  c 
Lawler  John — 1 


Reing  C  P— f  c 
Wyatt  Robt— 1  c 


W 


MANHEIM 

Hamaker  A  G — f 
Stroh  J  B— f  1  c   . 

MANSFIELD 

Allen  W  W— c 
Clark   F  W— f 
Elliott  J  A—f 
Hoard  Joseph  S — f  c 
Husted  W  D— 1 
Rockwell  B  J— 1 
Straet  E  Bert— £ 

MARIETTA 

Brandt  J  L— f 
Hippie  U  G— f 
Neale  B  J— f 
Rich  Henry  S— £  I  c 

MAUCH  CHUNK 
Boyle  J  J-f 
Butler  H  A—f  1  c 
Craig    Douglas — f   c 
Leisenring  L  F — f 
Loose  J  C — f  1  c 
McGinlcy  Chas  E — f  1  c 
McGovern  George — f  u 
Mulheam  J  B— f  1  c 
Pursell  &  Doda— f  c 
Pursell  D  E  &  Son— 1 
Riegel  Bros— f  c 
Rothermel  J  H— f 
Swann  P  R— £ 
William  Dods— 1 

MAYFIELD 
Daley  Patnck— 1 

MEADVILLE 

Barrett  W  N— f  c 
Bender  Carl— £  1  c 
Rentley  Alice  M— 1 
Culbertson,      Gelvin      & 

Jackson— £  1  c 
Dake  Frank— 1  c 
DeLancey  P  F  ft  Son — f 
Ellsworth  A  W— f  1 
Gross  S   L— c 
Hickernell  D  G— 1 
Hilliard   L   M— f  1  c 
Johnson  Samuel  A — ^1 
Leberman     Arthtir     V— » 

f  1  c 
Lebermaa  L  A — £ 
Leslie  James— 1 
Lutton  Albert  S — f  e 
Oaks  A  G— 1 


See,  Cyrus-Land — ^1  c 
Starr  Lawrence  B— f 
Stolz  Otto-f  c 

MECHANICSBURG 
Asper  Jessie — f  1 
Happle  &  Swarta— f  c 
Irvin  Lynn  M— £ 
King  Ira  F— f 
Lloyd  Geo  E— f 
Mishler    H   A—f 
Mohler  M  G— f  c 
Mumma  F  S  &  Son— f  c 
Ployer    F    C— 1 
Senseman   Tolbert— -1 

MEDIA 
Baldwin  R  J— £  c 
Corliss  &  Hippie— £ 
Dee  Geo  V-^ 
Dickson  W  J— f 
Forsythe  Isaac— f 
German  Wm  J — ^f 
Hawkins  John   H — c 
I  Holl  Albert  E-£  c 
Lutz    Howard    M— £    c 
Manley  H  R-£ 
Parris  C  W— 1 
Perrin  Frank  G— f 
Rhodes  F   B — f  c 
Williams  A  J— £ 

MERCER 
Clawson  A  M— £1 
McClellan  H  G— f  1  c 
Morrow   Wm    L — c 
Orr  Robert  Ins  Agency 

— f  1  c 
Powell  De  France— 1 
Zahniser  D  N— 1 

MEYERSDALE 
Black  J  H— 1  c 
Cook  W  B  Son— f 
Lichty  E  M— 1 

MIDDLETOWN 

Baumbach  Adam — £ 
Fisher  H  S— f 
Hoffman   H  C— f 
Irwin  P  E— f 
Kcnnard  W  J— f 
I  Martin  J  B— f 

:  &rl^'-' 

•  Schaeffer  Otis  O— £  1 
I  Springer  Ira  R 

MILLERSBURG 

Bowman  James  D— £  1  c 
Hcrrold  Wm— £ 
Rowc  J  H  ft  Sons— £  c 
Woodside  R  E— f  1  c 

MILLVALE 
Beutner  E  S — ^1 
Bauer  P  J — f  c 
Houlahan  Jas — f 
Reed  &  Dixon — f  c 
Schwartz  Henry  C— f  c 

MILTON 
Balhet  A  E— 1 
Bclford  R  L-f  1  c 
Davis  &  Heinen — f  1  c 
Derr  C  I^-f 
Galbraith  W  B  Sons— £  1 

c 
Ganger  H — £  1  c 
Hastings    &    Hastings— f 

I  c 
Kuaner  C  Hall— £ 
Marsh  C  N— f  1  c 
Paul  Edwin— £ 
Rebcr  F  M— f  1  a 
Wertz   ft    Brautigam— fl 
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MINERS   MILI^ 
Berait  Duiel-f 
Boushnun  Artbtu^ 
BnmlgBn  Jobn— I 
G»]I«ic«np   E  W-i 
GriffiUi  Timor— I 


Shepherd  UlUnd— 1 

HINOKA 
Mnlknin  0  1— I 
CHdler  ]  B— f 

HONESSEN 


Michiels  W— I  c 
Newraner  &  W^li— f  I  . 
Reasier  Diniel — f  c 
Sobini  W  S-i  e 
Shiutcr  &  Re«d — f  e 
Stcen  ft  DIlli— f 
TrUKdnr  M  I-f 
While  J  B-4 


Winie  M  S— t 
WUlitmi  H  H-l 

MONTROSE 
BlueU  N  E— f 
Jonei  N  R— (  I  c 
TiUworth    ft   Son — f  c 
MOUNT  CAHMEL 
BergitrettMr    S   E — ( 


Hujhes  U   M-< 
Baah«   Mr.  Evio-( 
KetQcr  Sc  Kehler-f  c 


IDDIU    HUT    E >    c 

VouEh^  Uo*er  ft  Utgn- 
YoJ^W  H-I 

MOUNT  JOY 
DoDOTsn  Oscar  M — I 
Z«UeT  C  H— f  o 
ZeUer  J  H— I 

MT.   PLEASANT 
Eicher   F  P-f 
Clou  C-f 
Ktlp  K-f 
Overboil  A  5-{ 


MYERSTOWN 
Godiley  H  S-f 
Mojer  J  J-1 
Sbay  Bobert— 1 


Bell   OUvet-t 


Firgo  Mn  Liuie— f  o 


kooll  Geo  t  &  Co-l 
Oplinaer    Galen-f 
Fenivl  D  S-f 
Sbipbowaki  Vinccnt-f 
Winiimi  Riebard— I 

NATRONA 
Amtehler  Gao— I 
Galluher,    Rnsiewici    k 

Scbweluer— f 
Korpantjr  A —  f 
Natrona  Bealtr  Co— f 


NAZARETH 
AndrCKi  S— { 
Beck  W  I^-(  e 
Cope  Geo  W— 1 
Huth    Fiank— f 
Koatcnbader  L  P — t  c 
Shaf  er  Chw  W  K-^ 

NEW  BRIGHTON 
Beitach  G  E—t 
Kearcer  Franda — ! 
HcFberKc  Geo   R— f  c 
Msrtiolf  E  W— I 
Ward  £  H— f 
WiUoD  Wm  W— ( 

NEWCASTLE 
Brand  G  C-f  c 
firowD  Jamea-f 
Buchanan  L  M-f  I  c 
CaUaban  S  J-t 
Clark  W  D-fc 
ConncllT  E  F— ( i; 
D.lUKlirrly^  &  StiinnOd- 

El'li^t^U'  A-t 
Gi-ccn   O    H    I'-f 


Kcniifl'ly  I   t'  I'-l 

Lawrence  Really  Co— ic 
Long  GS-fc 
McBride  Q  A— f  c 
McCoimiclc  Denin— f 


Sterenaon  Bn 
Sower*  A— c 
Sowera  J— c 
Walker  John- 


McCreadT  C  A 

Maarei  S  W-1 


§?X': 


Bellmaa    Sobt  U—l 

Girta  J  T-f 
McCowan  W  C-J    ^ 
MaiDwaring  M  H— f 


Waller  Harrjr  C— f 


NEWPORT 
Diien  S  W— £ 
Frank  G  H-l 
Stephena  J  C  F— I 

ZmiTlrtS  B-f  1  c 

HOKRISTOWN 
Abbott  P  W-4 
Andera  D  H— I 
Baldwin   Chaa  T— c 
Beyei  A  I>-[  To 
Brown  ft  Cloait^  1  e 
Coleman    ft    WoBa«l«r~ 

{  1  c 
Egbert  &  Groff^  e 


Kalatoo  Cm  R-J 
Roberta  Gao  W-I  c 
Shoemaker  M  H-i  t  c 
SkellT  Daniel  A-1 

Geo    A-^ 

H  H-f 


NORTHEAST 
Cuahnuw  L  E— I 
Daniels  L  E-1  c 


GrecT  R  M— 1 


Nichols  ft   Fierce— III 

Teft  H  A—) 

Wills  ft  Son  Co-(  1  c 


Colt  John  E  ft  Sont- 


OAKMONT 
Diamond  W  A— f 
TohnwiD  T  K— I 
Tieri  La  Roe— f 

Witberapoon  J  H  ft  Son 

OLD  FORGE 
Broadhaad  Samuel— ( 
Holland  Daniel 
Shotwell  RholMd— 1 

OLYPHANT 
Belch  W  C— 1 
HathawM  ft  Co— f  1  e 
Heicko  Geo  A— f  c 
Uvln  M  J  ft  Son— f  1  c 
O'Maller  M  P— f  c 


Evana  I  F— (  e 
Leeke  Joseph^  I  e 
Miller  John  T— i 
Ralph  Gibaon-l 
Smith  Samutl  H — I 
Slubhi  D  A-f  c 
Walleraon    John-1 
Weber  Geo  H— 1 
Worth  H  S-E 


Earn*  Wm  P— f 
Utu4r  T  F  ft  Co- 


YannfqniM  P  A— 1 

PEN  ASGYLE 
Eden  Tea  T— f 
Hardin*  USU— f 
Uardini  That  J— f  c 

Mutton  Wilbur  ]-t 
Palmer  T  F-t 
Werner  I  B-i  1 

PHILADELFHU 
Addii  L  H-f 
Albin  HeofT  C— 1 

Albright  T  F— 1 
Allen  A  RnditoD— 1 
Allen  C  A— 1 
Allen    Wm    W    ft   Soa- 

Ambler  G  R— 1 
Araoa  W  J-l 
Apotbaker  Herman — ( 
Amutroog    Lawrence    K 

Arnold  ft  Wannenacfag 
Asb  brook  J  —I 
Aahbroob  Wm  S— 1 

Arrotl    ft    Bawler    Iia 
Aah'^M  Jr— f« 
Atherton   G  Edw^ 
Atklna  F  J— I 
Atwood  U  9  ft— I 
Bair  E  W—t  c 
Ballard  DaWitt  P-^ 
Bareford  Saml  A-« 
Baraea  Pant  H  ft  Saa- 


lett  I  H— c 
B  W  E— f  e 
srabjj  O— I 
IcT*  Ca— f 


Uilecter  H— f 
Birdaall  J  T— f 
BMbTibel)  OUkt  U-t 


Bradwar  Wm  L  lac-f 
Branch  C  S  V— I 
BraT  HeoiT  ^—1 
n 'tt..^„t  n  a i  r. 


Bright  Arthnr  T— 4 
Brook*  HeuT  H— I 
Brown   Henry   H— I     _ 
Brown  Hanr?   W  ft  Co 

Brown  J  Howard  A  Co- 
Brown  M  A-l 
BrPwnin*  HogTer    1 
BryanJlW— 1 
Bryner  H  To*— t 
Boditer  WW  B-l 
Buckman  J  W-I 
BBrkTH  ^-I 
Burt  Newton  B-l 
Buaer  F  D— 1 
Calltna  Ktfl— I 
CalTcfley  B  F  Ji-l 
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ARROTT  &  HAWLEY  INSURANCE  AGENCY 

431   WALNUT  STREET.   PHILADELPHIA 
Umptvjitttug  y»r  Flr»  Intaranct  tht  FMoWmf  Cvmpmnh^c 
Genniui  Anwricaa  losniuice  Co.,  N.  Y.  New  York  Uaderwriters  Ageacy 

Rochester  Gennmn  Underwriters,  N.  Y.  Camden  Fire  las.  ABS*n  (Suburban  only) 

Northern  Assurance  Co.,  London 

Marin*  and  Tratum»r*a-ti9n  Injtiranet,   AmtamaUlaj,  flpmUn,  *M. 

Federal  lanirancc  Co.,  N.  J.  Gennan  American  Ins.  Co.  of  New  York 

CtHtRBSPONQBNCS  WITH  Oirr-OP.TOWN  BROKERS  SOUCtTBD  PROMPT  ATTBNTION 


CuTo[t  W  G— 1 
Cmroll  Wm  J-1 
Cmtj  L  F— I 


ChUSbW 


Wm  Cnrti.-: 

Clark  AoMJs  H-l  ° 
CUrk  Fnnk  li(-4 
Clew  J  W— I 
Clendenki  Ju  B— I 
aoad  J  <r-t 
Coata  W  I^t  c 


Con»ell  Joj  S-1 
CorbSn,  Goodrich  J 


ROBT.M.nm.EtCO. 


Equitable  FItc  *  Mulns 
Unioo  of  ntMbv^ 


423   WALNUT   STREET 


Cnig  Wm  A  «  Co— c 
CntE  A  SulliTut— f 

Otou    W«ItCT   D-1 
Orow«Il  Cm>  G  a  Co— I 
Ourtin   A   Brocldt— f  e 
i:>  alios  *  Trndel — e 
Darby  J  Mortimer— 1 
r>mTlcs  Herbert— f  c 
Daria  Harir — I 
Z:>«ane  E  V-1 
EJetwdler  Walter  S  A  Ca 


rXmahDe  J  W— i. 
r7ona1d»D  FrancU  A   & 

Son-* 
i^'Cnofrio  Nicola—) 


Dofln  John  W— t  e 
DowsM  F  A  ft  Co— t 
Dojrie  Jo»-f 
Dtakc  Antanr  X — t 
Drayton  PnciTal-l 
Dnffy  John  J— c 


Dniiei    l>rael~l 
Durbim  J   Edw— I 
Dutchir  Frank— 1 
Eller  John  B— c 
Elliott  H  G-c 
Ellia  B  F-c 
EmercoD  W  5—1 

CUILES  T.  EVANS 

Agent  and 
Broker 

CoBtiDeplal,  N.  Y. 

UcTcliaiiii.k.  y. ' 

UiUen  Nat,  IlL 

4M  WALNUT  «TRB8T 


Farber  &-1 

Federal  Brokerage  Co — 1 
Fapuon  C  C— I 
Field  H  B— 1 
Firfi  A  F-e 
Fliher  Jai  A— f 
Fiibcr  Slchard-4 
FUber  W  G  Jr— f 
FiUgenld   Chas  J-f 
Flugetald  Edw  S-t 
.  liat  A  C-* 
Foehl  C  A-1 
Fonn  John  I— f 
Fatter  Cbu  H — 1 
Foatct  T  C  4  Co— f 
Fos  J  B-1 
FrMiktBDd    Henrv^ 
Frici  S  F— f  c 
Paller  C  B-c 
Kulraer   C  H— f 
Fuia  H  F— 1 
G*ffn«r  I  W-l 
GaDDon  C  F— I 
Garriguei   F    H-l 
Garripiei  L  D— I  e 
Gibeon  Jobn^^f 


'  Grave  R  C— t 
I  Grar  fi-ainw—t  c 
I  Gwj  D  B  Co— f 

Green  Fredk  C  L— f  c 

Green  Wm  J— 1 

GreenMe(n  RoM— 1 
'  GronqidM  C— I 
,  GuTnpert  W  E-c 

Haldemin  B  F— 1 
'  H""m»r  F  E-1 
I    Alfred— f 


;iaier  A  S— I 


Glen 


a  H— 1 


Coldslein    _.     . 
Goldberg  M— c 
Goodrich  h  Wi — 
GoDditein  S  Z— c 
Goodwin  M  D— f 
Graham  A  H— 1 


C.L.Haptr        *.G.Ri—it 

C.  LIlIPEIiCO. 


hll;  OoBoicCa;  KnuUli  pad.: 
l«d->MlKh^ftl<aU]  Dnd.:  ten, 
Fa.;  (Hb'I  Dila;  feunndb. 

IMSautfe  Poiiith  Stract 

Harper  W  H-l 
Harris   Montgomerj — f 
Hartman,  Craig  ft  Co— I 
Ha^na  Har«l7-f  I  c 
Haiick  SriTcater  A^ 
Haujt  A-f 


a," 


Heath  Chit  E— f  e 


Herta  Sninnin-I 
Hlibbee  H  S— 1 
Hill  Thtw  S— I 
Hirrti  Alfred  C— I 
■•■     ■     ■"   m\ty    M— I 


Bougbton  ft  Smith— I 
Homll  E  O  ft  Son— e 
Hot  J  S-c 

Humphreys  Ralph— 1 

HuSt'Ell  &  Co-f 
HatchlnMQ  H  Y — I 
Hutchinaon      Rinnua     ft 

Co— £e 
Hutaon  A  E— c 
Hyneman  J  E  ft  Co— ( 
Ifill  Jaa  ft  Sotl— f 
Indnitrial     Undenrrltlng 

Co-1 
Irving  R  A-c 
Jackaon  W  H-c 


f^es  A  Di«trick-e 
iM  Fred  G— 1 
lei  W  J-f  1 
plan  M— I 

Kctlv  Oliver  ?  S-  Co— 1 
Kcintilcr  Chai  F— I 
Kenney  V  W— i 
Kejritooe      Underwriter* 

Knight  H  C-f  e 
Krooae  CareDce  A  &  Co 

f  c 
Knhaa  Cba*  F — f 
Lande  S-i 
Ltagler  E  P-1 
Ung  Ceo  H  ft  San— I 
Lang  Henry  1^1 


L,n«!on  VV  F-! 
Li  Bsr  Frank— 1 
Lee  W  W  *  Son— f 
teithead  J  W— 1 
Lenahan  J  A— 1 
Lenehen  k  Brown— 1 
Lenhardt  O  F-^ 


Lerch  WJ-, 
Lever  G  F— I 
Levy  .■•'     ■ 
Lewia 
Leymi 


_    _i'siii 

_ -y  J   E-1 

Lokti  G  H-l 
Long  W  M— 1 
Longacre  ft  Ewing — f 
iQvnd  J»i  W-l 
Lyman  H  S— 1 
lynch  F_J— 1 
lynch  J  H— 1 
Lyndell  I  H-l 
Mo  Call  k  Co— i 


:    n   . 


C— 1 


MagiDoi*  Tt 
v(aSl  G   A-   - 
Mallim  Guy  H-e 
MalloT  W  C— f 
Hinlore  H   C— I 
Marion  Morria — I 
Marsloo  Henry  W-l 
Manton  ft  Sn  alley— 1 
Mather  ft  Co— f 
Maxwell  Alex— I 
May  M  L-1 
Meilor  S— T 

Meininger  Horace  B— c 
Mifflin  W  F-e 
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WAGNER  &  TAYLOR  CO. 

422  WALNUT  ST..  PHILADELPHIA 

REPRESENTING 

AGRICULTURAL  INS.  CO.  ST.  PAUL  P.  &  M.  INS.  CO. 

AMERICAN  CENTRAL  INS.  CO.  DELAWARE  UNDERWRITERS 

DETROIT  P.  &  M.  INS.  CO.  UNITED  PIREMEN'S  INS.  CO. 

EQUITABLE  P.  &  M.  IN^  CO.  SCOTTISH  UNION  &  NATIONAL  INS.  CO. 

AfilERICAN  EAGLE  FIRE  INS.  CO.  PROVIDENCE  UNDERWRITERS 

GEORGIA  HOME  INS.  CO. 

SUBURBAN  TERRITORY 

AGRICULTURAL  INS.  CO.  EQUITABLE  P.  &  M.  INS.  CO. 

AMERICAN  CENTRAL  INS.  CO.  NORTHERN  ASSURANCE  CO. 

DETROIT  P.  &  M.  INS.  CO.  PROVIDENCE  UNDERWRITERS 

AUTOMOBILE  DEPARTMENT 

ST.  PAUL  P.  &  M.  INS.  CO. 

SPECIAL  ATTENTION  GIVEN  TO  OUT  OF  TOWN  ACCOUNTS 

CLARENCE  A.  KROUSE  &  COMPANY 

Local  and  General  Insurance  A^ent^ 

SS5    'WAIMJJT   STRKKT  PHII^ADKI^FHIA.     PA. 

HADDONFIELD  AND  STONE  HARBOR,  N.  J. 

Repratentins  the  ffoBowinx  ComiMUilM  for  PhDaddphk: 

Arizona  City  of  PitUburgh  Ben  Prenklin  Mich.  Commercial  Korth  Bnoch 

For  Eastern  Pennsylvania— Sovthem  New  Jersey  x 

Arizona  Granite  State 

Ben  Ptanklin  Peoples  National 

Piremens,  N.  J.  St  Paul  Pire  &  Mariac 

Pranklin  Tentonia,  Pa. 

Mech.  Commercial  Concordia 

City  of  PitUburg  Columbian  Natiooal 

AutomobOe  Afeats  for  the  St.  Panl  Firs  and  Marine  Insnraace  Co. 
Bnos  P.  Mathews,  Pros,  and  Treas.  John  C.  Moeller,  Vlce-Pres.  John  H.  StaCaa,  Jr.,  Sec 

STONE,  MATHEWS  &  CO. 

INSURANCE 

333  WALNUT  STREET  PHILADELPHIA,  PA. 

COMPANIES  BEP&BSElfTBD 

Anehen  A  Mimleh  Fhre  Insnranee  Co.,  of  0«rman7 

AMiirance  Company  of  Ameriea.  New  York*  N«  T* 

Capital  Fire  Insurance  Coo  of  Coneord»  N.  H« 
CltlBens  Insnranee  Co«»  of  MlMonii 

Phlladelplila  Underwrlterst  Philadelphia,  Pa. 

Prussian  National  Insurance  Co.,  of  CtermanT 

Security  Insurance  Co*,  of  new  XtoTCnt  Conn* 
Careful  Attention  Underwriters  Fire  Insurance  Co«,  of  Concord*  N«  H. 

Promptness 

N.  NawLZN  Stokbs.  Ja.  RiaiuatD  R 

GaoBGB  R.  Packabd  Gnoeca  Vai 


STOKES    PACKARD    HAUGHTON    &    SMITH 

General   Inaurance  Ageney 

432-484-486  Walnut  Street  Philadelphia,  Pa. 

R#prM#n€ins 

PIRE  INSURANCE  CASUA  LTY     AND     COMPENSATION     INSURANCC 

PhlUd«lphla  end  EMt«rn  PenntylvaniA  London  Guarantee  fc  Acddent  Company,  Ltd. 

Orient.  State  AMurance.  London  AMuranoe.  Camden  Fire  *-«"""  v»u«r.i««  «.  nuuu»w  v.vi«p«uj^.  a^m. 

Inaorance  AModation,  Standard  of  Hartford. 

National  of  Hartfonl.  N^^h  Briih  &  Menrantlle.  Royal.  AUTOMOBILE.  PIRE  AND  LIABILITY  IWSIIRAWCE 

Queen.  Providence- Washinston.  State  of  Pennaylyania,  Orient  of  Hartford,  Sea  Insnranoe  Company  of  LhrecpooL 
Fire  Aaaodatlon,  Hreman^a  Pund.  Springfield.  Glena  London  Guarantee  &  Aoddent  Company.  Ltd. 

Fall*.  Philadelphia  Underwriten.  FrankUn  of  Phila- 
delphia, me^  Jersey  BONDING 

Orient,L<»donAa«urance,  American  of  New  Jeiaey,  Royal.  _       ,  ,    .        ,^     ,> 

Frovldenoe-WaahinKton,  State  of  Pennaylraida.  Cam-  Royal  Indemnity  Company. 

den.  Hand-in-Hand.  Fireman's  Fund.  North  British 

ft   Mercantile,    Si)rin^eld,    Fire   Association,    PhUa-  madinb 

delphia  Underwriters.  £>uquesne  Uttderwritexs,  Ftank-  mi*niii^o 

Un  of  Philadelphia.  Sute  Assurance,    Bnsland.   Stan-  Standard  Marine  lasoranoe  Company  of  Liverpool,  ses 

daxd  of  Hartford.  Inaaranrp  r'nasnanv  a#  Livertiooi 
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PLATT.  YUNGMAN  &  COMPANY 

GENERAL  INSURANCE 


400  WALNUT  STREET 


PHILADELPHIA,  PA. 


RCPRCSCNT  THE  rOLLOWING  COMPANIES 


SUN.  Sngknd 
BOMS.  N.  Y. 
SPRINGFIBLD.  Mi 
FIRBMAN'S  FUND,  CaL 
FHILA.  UNDBRWRITBRS.  Pa. 
PHOBNIZ;  ComL 
PBTBRSBURO.  Va. 


ALLIANOB.  Pa.  RHODB  ISLAND.  R.  I. 

YORKSHIRB  OP  BNO.  MASSACHUSBTTS  P.  &  M..  Boaton 

LONDON  &  LANCASHIRB  LIPB  &GBN.  ASSU'CB  ASS'N.  LTD. 
PIDBLITY  &  DBPOSrr  COMPANY  OP  BALTIMORE. 

(For  Burglary  and  Theft) 
Also  Ocncfal  Aceots  for  the  Unitad  States  and  Canada  for 
INSURANCE  COMPANY  OP  NORTH  AMERICA.  AxitomobUc  Dapt. 
And  ALLIANCE  OP  PHILADELPHIA 


GEO.  E.  WAGNER « CO 


411  Walnut  St. 


Phoenix  of  London 
Sun  of  London 
Mutual  of  Germantown 
Old  Colony  of  Boston 


PHIUDELPHIA 


Miller  Arthur  Jr—l 
Miller.  Crawford  Co— f 
Miller  D  J— f  c 
Miller  Isaac  P— I 
Miller  W  P  Tr— 1 
Minenberg  Benj — 1 
Mishaw  A  W— 1 
Mishler   Robt  L~l 
Moodjr  Jamca — 1 
Moore  J  Thot-4 
Moran  C  J— 1 
Morlock  Harxj— 1 
Morrison  N  M  &  Co— I 
Moras  P  G— 1 
Mosier  E  O— 1 
Moses  Walter-i 
Mowxy  FG— I 
Munroe  W  G— f 
Murphy  Arthur  D — f  1 
Muacfaamp  H  F  ft  Co— c 
Munen  R  T — c 
Muaacr  Wiflia— 1 
NeWeldt  Jas  R— 1 
Newton  F  E— 1 
Nolan  O  F  ft  Co— € 


Oakford  E  D— 1 
Obcrholtser  J  W— I 
Odiome  W  J-c 
Oliphaat  M  G— 1 
O'Louahlin   D    B— 1 
O'Ncin  W  C  &  Sons-f  c 
Paret  Louis  F--1 
Parker  W  R— c 
Parrott  S  J— c 
Paul  ft  Hazeldiae— c 
Pearl  ft  Sudlow— c 
Pearl  Frank  H— 1 
Pedrick  R  J-l 
Perry  Jas  H— 1 
Pieice  Fred  G— 1 
Pierce  Harold— 1 
Pillines  Thos  Lr-c 
Pitts  Jas  R— c 
Piatt,  Yungman  ft 

f  c 
Plummer  E  H  ft 
Pool  S  H— c 
Potts  &  Thomson— f 
Powdermako'  Eugene— 1 
I  Prerost  & 


Co- 


Pritchard  E  J— 1 
Purdy  Geo  F— c 
Purdy  F  B— I 
Quinn  John  B— >1 
Rappaport  S  L— 1 
Rauck  Paul  S— 1 
Read  H  Kendall— 1 
Reese  Mrs  M  P-1 
Reere  A  H— c 
Reeves  H  L— 1 
Reeves  Horace  A  ft  Son 

Ine— f  1  c 
Register  I  Layton  ft 

Son— I 
Rhawn  Geo  W— 1 
Riceio  Ar-1 
Rice  W 
Richmaa  W 
Richmond  J   G  ft  Co— c 
Ridge  ft  McNeill-f  1  c 
Rigaudiere  Guy  de  la — 1 
Roberts  Lloyd  M— 1 
Robt  G— 1 
Robinson  Wm  Rr-1 
Rohlfing  Chas 


Ridge  &  McNeill 

INSURANOE 

314    WALNUT   STREET 

PHIUDELPHIA 

Roseman  B — ^1      . 
Rosenheimer  Rudolph — ^1 
Roth  H  H— 1 
Rubin  S— 1 
Rucker  R  E— 1 
Ruth  B  W— 1 
Sachs  Chas^l 
Sami>son  Henry  A— 1 
Sappington  Ferdinand  E 

Sartin  Geo  S— 1 
Sauer  H  C  L  ft  Bro— f  c 
Saxon  Arthur— I 
Schermerhom  W  S^ 


J.    PARSONS   SMITH,  JR 

MAIVA.OBR 

DELAWARE  UNDERWRITERS,  for  United  States  and  Canada 


»n^  for 

NEWARK  FIRE  INSURANCE  CO.,  Newark,  N.  J. 
LAW  UNION  &  ROCK  INS.  CO.,  of  London,  Eng. 
CLEVELAND  NATIONAL  INS.  CO.,  Cleveland,  Ohio 


3«*cl  and  ^Valnut  Str«et«, 


Rhlladelphlc^  t>a. 
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PA.— PIiiiftdelphia,Con. 
Sc&iUing  Geo  P— ] 
Schcll   John    W— 1 
Schlesineer  Ahe—f  c 
Schlos  Leon — 1 
SchneU  J  W— 1 
Schultx  E  K— f 
Scott  ThoB  M-^1 
Seott  Wm  M— 1 
Sccly  H  C  T^-1 
Sexton  W  H— 1 
Shaffer  A  C— f 
Shea  P  M— 1 
Shearin  L  B— ] 
Sherman  F  S— « 
Shields  Wm  I— f 
Simpson  T  B— 1 
Simpson  W  A  &  Son— f 
Skinner  M-f 
Slifer  Robt  G— 1 
Smaller  W  A— I 
Smith  Hazletine— f  1  c 
Smith  T  Parsons  Jr— f 
Smith  Minor  C— c 
Smith  T  B  Co— c 
Snyder  R— 1 

Sonnebom   Henry  Jr— 1 
Sparhawk  R  Dale-1 
Stansfield   Chas— 1 
Stanton  E  J— 1 
Staples  J  C— 1  c 
Stepp  E  L-4 
Stavers  H  B—l 
Stewart  R  P— c 
Stinson  Jos  C — 1 
Stokes.  Packard,   Haugfa- 

ton  ft  Smith — f  e 
Stokes  Tas  M  Jr— 1 
Stone,  Mathews  &  Co*^ 

ftone  Theo  W— c 
tory  Samuel  &  Son— f 
Studenmund  Morris  F — ^f 
Sturtevant  F  0— f 
Sundmark  G  T  E— 1 
Sutton  ft  Darbyshire— 1 
Swan  W  F  ft  Co— f 
Sweeny   Deiuis  J— { 
Tabef  Wm  Brewster-c 
Tatman  Robt — ^1 
Tobin  L  H  ft  Son— 1 
Tome*  B  A— 1 
Tomes  B  L— 1 
Toulon  Homer  V— 1 
Tracy  Tas  J— 1 
Tredick  Chas  &  Co—f 
Trotter  Bros-4  c 
Trudel  F  E— c 
Tucker  Frederick— 1 
Tucker  Fred— I 
Tucker  Samuel  H— I 
Tustin  G  P-f 
Tyler  Thos  Z— c 
Umstead  &  Richman— fe 
Underwriters  Co  of  Pa— 

1 
Underwood  Henry  T— 1 
Underwood  H  D — 1 
Van  Horn  C  Ferdiua&d 


Wagaer  ft  Taylor  Co— I  e 
Wagner  Geo  E  ft  Co— f 
Walter  A  F— 1 
Waldroa  A  M— f  d 
WakcHn  Amoa—  1 
Walker  Matthew^I 
Wallace  Richard  H—  1 
Wallis  A  D— 1 
Walsh  T  A— 1 
Walsh  f  OS  A— 1 
Walsh  J  E-f 
Walsh's  D  J  Sons-f  c 
Walter  A  E— 1 
Ward  Donald  B—l  c 
Way  Lawrence  E— < 
Weatherbee  F  T— 1  o 
Weaver  Geo  D— c 
Weidemann  O  H— 1 
Weil  Jacob-1 
Weiniffcr  Hana— f 
West  Edgar  B  Jr— I 
West  Edgar  C— 1 


Weston  H  F— 1 
WetheAee  Fred  T— 1 
Whann  J  G— 1 
Whiting  J  H  C— 1 
Widmeyer  H  K— f 
Wipiams  ft  Lycett— f  c 
Williams  &  Walton-f 
Williamson  John  B—l 
Winburn  Eugene  C— 1 
Wilson  &  Co-f  c 
Wilson  Wm  A— c 
Wilson  Wm  W— I 
Wimer  M  B—l 
Wister  A  W  ft  Son-f  c 
Wolf  S— f  c 
Wood  B  R-f 
Wood  Wm  E  Co— c 
Woodroffe  J  M-l 
Wray  C  A-1 
Wriglcy  Clarence— f 
Wyatt  Clarence  A— 1 
Yamall  Chas  H  ft  Son— 

Yeaton  Wm  N— 1 
Yoder  C  M— 1 
Young  Tas  S  ft  Co— f 
Young  Miles  C— f 
Zebley  &  Strouse-^ 

PHILLIPSBURG 

Beals  Frank  R— f  1  c 
Burkholder  W  E— 1  c 
Fryberger  C  T— f  1  c 
Hawkins  J  E— f  1  c 
Lichtenthaler   Griffith    H 

f  1  c 
Scott  ft  ShulU— f  c 

tlee  Wm— f  J 
iegkr  Geo  W— c 

PHOENIXVILLE 
Bader  F  B-f 
Brown  P   Strode— f  c 
Clymer  H  M— f  1  c 
Coborn   John — 1 
Davis    Benjamin — ^1 
Gilkyion  ft  Lippert— f  c 
Gotwals  Amos— f  c 
Hartman  &  Hampton— f 
Howell  C  H-f  1 
King  P  W-f  1  e 
Methenv-Homer  J— f  1  c 
Mosea  S— I 
Oberholtter  Geo  R— f 

PITCAIRN 

Keck  Martin  Lr-f  c 
K«efer  C  V— f  c 
Matthews  W  R— 1 
Shult*  Geo  G—f  1  c 
Snee  H  S— f 
Strines  A  K— 1  c 
Yothers  Chas  B— f  I  c 

PITTSBURG 


Adams  H  J— 1 
Adams   S  J— £  c 
Alexander  G  M  &  Son— 

f  c 

Allam  J  S— 1 
Allison  C  K-1 
Anderson  H— 1 
Anderson^Henderson  Co 

-f 
Anger  E— c 
Anshutz  Lew  A— 1 
Arnold  J  B—l 
Armstrone  Thos  E — c 
Aronson  Morris— f 
Arrott  J  W  Co  Ltd— f  c 
Avey  ft  Irish— f 
Ball  Edw— c 
Baker  Jas  A— 1 
Balderson  Robt  A— 1 
Barclay  Wm  W— 1 
Baun  £  C— 1  c 
Beach  ST— c 
Beegle  H'^K-1 
Bell  D  B— ( 1  c 
Benswanger  &  Hast— f 
Bergold    F  D— c 
Betch  H  F— £  c 


Biggert  Tas  C— 1 
Bishop  A  8— £ 
Black  A  K-f  c 
Blair  J   F— 1 
Booth  E  P— c 
Breeae   R  H— I  c 
Brittain   F   C— 1 
Brown  F  G  &  Son— 1 
Brown  W  C— 1 

THE  HOME 

INSURANCE  COMPANY 

NEW  YORK 


JOSEPH  S. 
ft  SON,  Mgrs. 

3l64tlXve^»ittstar|h^. 

Brust  &  Johnson— £  c 
Brust  C  K— £  c 
Brust  G  L— 1 
Buchanan  T  P— £  c 
Burnett  L  A  Co— £c 

Butler  J  A  A  C6— I  c 
ahoon  W  T-I 


Gibson  J  T— 1 
Golden  W  N— 1 
Goldsbury  R  S— 4 
Greer  H  H— 1 
Grimm  &  Treiber— f  c 
Guthrie  F  S— f  c 
Halli   A   1^1 
Haas  H  P  Agcy-f  I  c 
Hammer  G  VTA  Sou-* 
Harden  H  J — c 
Hamies   &   Salesbary— 

£1    c 
Hays  A  Co— c 
Hemingway  L  D— 1 
Henderson  Broa^ 
Henry  J  W— 1 
Hertog  E  &  Co— £  c 
Hoffman  Alvan  A— 1 
Hoover    St    Diggs   Co- 

£  c 
Horberger  H  O— £  c 
Homer  &  Ladley— £  c 
Homer  J  R— c 
Jacobs  I  W— £  c 
Tones  &  Davis — I  c 
Kann  A— 1 
Rann  M— 1 
Keck  C  G— I 


BstaMtohad  1809 

C.  p.  CAMPBELL 
Insuhanoc    Accncy 

tS7  FourHi  Avenue 
nttoburgh,  Prn* 


Campbell  Tas  H— 1 
Chesbro   J   W-1 
City  Ins  co— £ 
Clark  L  A  &  Co-I 
Clark  W  L  Co-£ 
Clarke  R  S— 1 
Clarke  T  M-1 
Clifton  P  D— c 
Collingwood   &  Son-^c 
Conklin  F  R— 1 
Cornell  E  R— 1 
Cotton  H  U— 1  c 
Dalbey  Tas  M— I 
Dalzefl  LA— c 
Banner  T  J  Jr— 1 
Darby  Grant— £  c 
Darragb  A  C—4 
Davis  T  K— £  1 
Deer  A  G— 1 
Degelman   O   R— £  c 
Duff  Wm  M— 1 
Edwards,  George  &  Co— 

f  c 
Edwards  P  J  Co— £ 
Elk   J   R-f  1 
English  &  Furey— 1 
Eyicr  &  Henry— £  c 
Fester  J  H— £ 
Fisher  F  S— £ 

WM.  w.  rumm 

&COIIPANT 

Instf  tance  Agcni 
and  Brokers 

Farmen  Bank  Bttilding 
Plttsbiireht  Pa. 

Fleishman  S  I^£lc 
Foehl  C  A-1 
Fritch   Chas   H— 1 
Furey  W  M— 1 
Geer  M   E-1 


Kerr  Robt  M— 1 
Kie£er  Fred  W— I 
Kinsey  A  S  'Er-A 
Kirschler  S— £ 
Klein  A— £  1  c 
Kohler  Harry  J— £ 
Kohne  John  C  ft  Co-lc 
Lee  J  M-1 


Liberty    Ins   Agcy— f  c 
Liggett  D  S  &  Co— £  c 
Little  &  McCluie— £  c 


Logue  iiros  St  Co  Inc— £ 
Lloyd  S   H   Co-£  c 
Lyne  &  Adams— 1 
McCandleas  W  G  ft  Sod 

—I 
McFeely  J    1^1 
McWilliaxns    D   ft  Co-4 
Mahan   &  McCutcheoa— 

£  c 
Mahan  T    H— 1 
Marsh  St  McLeno«n->£c 
Millar  W  N  ft  Son-£ 
Morgan  S  V— « 
Morris  Walter  S<ms-£ 
Moyc  E  A— c 
Muaro  £  R— c 
Murray  Chaa— c 
Murrell  G  F— 1 
Norris  J  T  ft  Qh-I 
Ocbmler  R  Jr— 1 
O'Neill  Edw^I 
Oppenhdm  G  H— f 
Otto  W  V— 1  c 
Page  Oliver  O— £ 
Patterson  A  E— 1 
Patterson  A  L — c 
Pcrsell,  H  A— 1 
Phillips  T  H  B— f  c 
Potter  H  S— 1 
Powell  W  T-1 
Putnam  E  K— 1 
Raiter-McA£ee  Co  Inc-£ 
Reed  &  Dixon— I 
Reed  ft  Reed— I  c 
Reed  ft  Wilkin»-f  c 
Reed  Mrs  F  A— 1 
Reid  Wallace  M  ft  Co-^ 
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W.    L.    CLARK  COMPANY 

INSURANCE 

307    FOURTH    AVENUE 

PITTSBURGH,  PA. 

•I^CML  rACILITIKS  rOR  TAKINO  CARC  Or  OUT.Or.TOWN  ACCOUNTS 

CORRKSPONDKNCK  •OUCITKO 


E;DVVA.RDS«    GEORGE   &   CO. 


307  FOURTH  AVE. 


Insurance 


PITTSBURGH,  PA. 


SPECIAL  ATTENTION  GIVEN  TO  OUT-OF-TOWN  ACCOUNTS 


Aetna  Ins.  Co.  of  Hartford 
Firomens  Ins.  Co.  of  Nowark 
National  Fira  Ins.  Co.  of  Hartford 


Livarpool  Sl  London  Sl  Globa  Ins.  Co.»  Ltd. 
Naw  York  Undarwritara  Aganc|r 

Union  Sl  National,  Edinburirh 


GENERAL  AGENTS  WESTERN  PENNSYLVANIA 
GLOBE  INDEMNITY  CO.  OF  NEW  YORK 


Reno  ft  Johns— { 
RiTiere  N  S-« 
Rivolta  JI^-c 
Roberts^  G  &  Co— c 
Robinson  M  S— c 
Rockwell   C  J— 1 
Rose   G  P— 1 
Sa^e  Frank  L— 1 
St.  Clair  L  K— 1 
Sawyer  H  T— 1 

HENRY  SHOOK  &  SON 

RepfMtntliiN 

Kortliwesteni  National 
Mflwankee  Mechanics 
German  TJnderwriters 
Dabuqtts  Fire  &  Marine 
Oemian  of  Peoria 
N'ationnl  Ben  Franklin 


Fa 


rt  Bank  BvlMInf 
Pltltburfr  Pa. 


Saxton-McClure  Co — f 
Scovel  C  W-1 
Seright  J  Kelly— «  c 
Shook  Henry  &  Son— f 
Shriver  V  L  K-c 
SiT«rd  Grant— 1 
Snyder  M  O— 1 
Sorg,  Henning  Walter 

Co— f 
Stewart  G  T— 1 
Stimmel  W  S— 1 
Stonghton  H  D— e 
Thomson  &  Sproull— { 
Toie  E  C-f 
Treat   &   Siverd— 1 
WalUce  J  L— e 
Watkins  C  V  ft  Co-I 
Weld  De  Forest— 1 
Wells  G  C-1 
Wharton  C  Jr— c 
WhetseU   G    C-1 
WUcox   8c   McCaffrey- 

f  c 


WUlson  R  K-f 
Wilson  W  W— 1 
Woods  Agency  Ine— I 
Woods  Edward  A— 1 
Woods  L  C— 1 
Wood  W  M— 1  c 
Wooldridge  Norman  S— 1 
Wright  D  E— 1 
Wright  T  A-c 
Young  Frank  N— f 
\oung  Bros— { 
Zahn  Wm  A— flc 
Zeupcbmldt  Chas  &  Son 

PITTSTON 


Baldwin  E 
Barber  A  J  ft  Co— f  c 
Barr  ft  Barr — f 
Benfield  Geo—l 
Blackman  Jno  H — ^1 
Braun  Geo— f 


Brown  A  V— 1 
Bryden  J  R— flc 
Burke  Oliver  ft  Son — f  c 
Burke  T  F-*« 


Coyne  J< 
Craig  T  J— I 
Cmte  ft  Bttrrowa    I 

Dorr  Chas  H— c 
Egan  Geo— 1 

English  Thos— f 
Flannerr  J  T — f  c 
Foster  ft  achwartzkope— 

f  1  c 
Foster  W  1^1 
Gabello  Nicols-f 
Gilroy  W  F— I 
Griffith  H— 1 
Gross  Joa — ^1 
Hileman    Jos    &    Sons—* 

f   c 
Hughes  J  C-^ 
Hughes  R— f 


LOGUE  BROSa 
&  COo)  InCa 

Firei  Aatomobilei  Ter- 
nadOi  Barflary  and 
Liability  Imnrance. 

Pittsburgh,  Pa. 
General  Agents 


Royal  Insurance  Company 
Liverpool,  Bng. 

Fireman's  Fund  Insurance  Company 
San  Frandsco,  CaL 

Union  Assurance  Society 

London,  Bng. 

Virginia  F.  &  M.  Insurance  Company 

Richmond,  Va. 
Millers  National  Insurance  Company 

Chicago,  111. 
Michigan  Com'l  Insurance  Company 
Lansing,  Mich. 

Royal  Exchange  Assurance 
London 

Continental  Casualty  Company 
Chicago,  lU. 
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Pa.— Pittston,  Con. 

Jenkins  T  W— £ 
Kane  W  T— 1 
K*U«  J^-f  1 

Mahon  H  J— c 
M osier  &  Stark— f  c 
O'Brien  Alke— 1 
Perrin  M  L— f  c 
Reap  Jos  B — f  c 
Shannon  Frank — f 
suffer  W  A  ft  F  £—£  c 
Smith  Chas  B— f 
Streiner  A  K — c 
Walsh  P  J-1 

PLAINS 

Bath  Jno   T— f 
Conniff  T  M— f  c 
Kelly  M  F— f 
Scott    Bros— f 

PLYMOUTH 
Curran  Geo  J— £  1  c 
Gwilliam  Geo  &  Sons— f 

Honeywell  C  W— f  e 
Maher  John  T— f 
Roberts  Frank  L — ^1 
Scott  Harry  A— f  1  c 
Spry  W   W— f   c 
Wren  Christopher — £  c 


POTTSTOWN 

Bahr  Jacob  S  &  Son— £ 

1  c 
Bair  C  C— f 
Baker  J   E— 1 
Bern  hart  A  J— f  c 
Campbell  &  Wells— f 
Christman  Jas  E— £  1 
Diemer  Geo— f  1  c 
Schultr  A  H— £ 

POTTSVILLE 

Althouse  D  S  Agcy— f  c 
Bartlctt  J  P  H— ! 
Burd  G  T— £  c 
Conrad  John  W— £ 
Cummings    Mrs     Minnie 

— £  c 
Duffy  Daniel— I 
Frank  L  I^-£ 
Gellert  &  Gellert- £ 
Higgins  Jno — £ 
Tones  R  L— f  1 
Lord  Theo  M— £ 

guinlan  Wm  E— 1 
eed   Clinton   B— £ 
Rich  Norman  E— 1  £ 
Schertle  H  C— £ 
Shcafer   &    Lowrey — £  1  c 
Sheaf er  Paul— c 
Sillyman  C  B— £  1  c 
Skeen  C  E— 1 
Stichter  H  P— £ 
Wade  C  A-I 
Weston  H  W— £  c 
Wilson  W  C— 1  c 
Young£iei8h  John— 1 

PUNXSUTAWNEY 

Brown  Bros — £  1  c 
Davis  Goheen — £ 
Dock  W  F— 1  c 
Fink  &  Mitchell-£  1 
Kurtz  ft  Hastings— £  1  c 
Love  Frank — 1 
McGaw  L  C — c 
Stevenson   Geo  W — £ 
Stumph  E  C — 1  c 
Thomas  John  L — £ 
Williams  A  B—  £  I 
Zeitler  Jacob  &  Co— £  1  c 

QUAKERTOWN 
Fitzgerald  H  J— 1 
Freed  Wm  C— £ 
Funk  John  A — £ 


Foultz  &  Anders— £ 
Haas  A  E — 1 
Hartman  Frank  H— 1 
Jordan  J  M — £ 
Kinscy  Geo  C— £ 
Kittebnan  A  H— £ 
Richland  Real  Estate  Co 

— £ 
Smith   Chas  R— £  1  c 
Taylor  Frank— f 

RANKIN 

Carr  Chas  J— £ 
DonnellaaJ  S— £ 
Jaquay  G  H— £ 

READING 

Ancona  Daniel  F— £  c 
Auge  G  D  &  Son— f  1  c 
Beard  Harry— f  c 
Bigony  W  F— 1 
BiUman  George  W  & 

Co-£  1  c 
Brossman  H  F — i  c 
Bush  W  H  K— £  c 
Capallo  John  G— f 
Cohen  L— c 
Cohen  A  A— 1 
Coyle  La  Verne  J — 1 
Darlington  £  L— £  c 
Ermentrout    &     Ddsher 

Co-£ 
Essick  &  Barrel  c 
Pencil  C  V— 1 
Fetter  W  W— £ 
Fisher  Samuel  F— £ 
Frankhauser  L  W— £ 
Hake  J  D-1 
Helms  S  M  &  R  R— 1 
HUl  Jetikiii— T 
Tost  L  H-£  c 
Kaufman  J— 1 
Kemmerer  &  Zechman— f 
Knapp  E  M— £ 
Knoblauch  T— £ 
Leinbach  W  M-£ 
Luppold  &  Whitman— £ 
McCormick  J  L— 1 
McGowan  W  H— £  c 
McDcrmott  D   J— f  c 
Mengel  &  Men  gel — £  1  c 
Mohn  Jas  F— 1 
Nolan    Real    Estate   and 

Ins  Agcy — £  1  c 
Norton  J   E— f 
Nyce  N    E— f  c 
Potteiger  Samuel  N — ^1 
Pursell  D  E  ft  Son— 1 
Reiser   Realty   Co— f 
Rhoads  A  K— £ 
Stephen  Fred— f 
Strauss  9r  Co— £ 
Towson  H  F— 1 
TVson  &  Tyson — f  1  c 
Umbenhauer   &   Wanner 

-£ 
Werner  Chas  R— f  c 

RENOVO 

Bamer  Clyfle  F— £  1  c 
Ken  dig  Jos  R— £  1  c 
Rcilly  Jos  F— £  c 

REYNOLDSVILLE 

Alexander  F  P— 1 
Koehler  Ph?lif>-1  £ 
Love  P  B— f  1  c 
McDonald  G  M— £  c 
Murray  Frank*-£  1  c 
Neff  E-f 

RIDGWAY 
Arvidson  A  O — 1  c 
Baird  E  H— c 
Blose  L  G— £  c 
Elliott  &  Kime-£ 
Geary  Chas  F— f  1  c 
Lesser  L  J  A — £  1  c 
Olson  ft  Larson — f  1  e 
Shanbacher  Frank  W— 1 


ROCHESTER 

Arrott  J   W— £ 
Brown  H   W— 1 
Coleman  ft  Feyler — ^£  1  c 
Cross  S  J— £ 
Grandy  Joa  H— f  1 
Huth  Peter  J— £ 
Lockhart  F  T— £ 
Marquart  Fredr— f 
Moulds  ft  Don  Caster^ 

£c 
Noss  C  C-i 


ROYERSFORD 

Anderson  H  £— £  1  c 
Finkliner  Ulysses  S 

£1  c 
Hiestand  H  1— f 


ST.  MARYS 

Burden  John — £ 
Cheatle  Wm— £  1  c 
Determan  Herman — ^f  1  c 
Geeck  Andrew — £ 
GraybeUl  J    H— 1 
Hauber  Geo — 1 
Hauber  Ins  Agency — £ 
Robertson  John — * 

SAYRE 

Driggs  C  M— £  1  c 
Fulford  W  R— £  c 
Lacey  Wm  N — i  c 
Mersereau  H  H — £  1  e 
Saltzcr  Harry  J— £ 
Taylor  F  J— f  1  c 
West  C  C— £ 
Williams  C  R— £  1  c 

SCHICKSHINNY 

Church  Clarence  L— £ 
Post  F  J— £  c 

SCHUYLKILL 

Cummings  S  C — £ 
Filbert  B  A— £  1  c 
Kislin  C  E— £ 
Koenig  W  H— 1 
Moyer  C  A — f 
Pflueger  Mrs  M  F— f 
Rudy    Carl  S— 1    c 
Wagner  Henry— I 

SCOTTDALE 

Boyd  B  C— 1 

Byrne  Real  Estate  Co— 

f  Ic 
DeWitt  E  F— £  1  c 
Diskin  T   J— f  c 
Engle  H  D— 1 
Gordon  Geo  W— 1 
Jarret  Geo  C — 1 
Kelly  ft  Cook— £  1  c 
Laughrev  John — ^f 
Newingham    F   E — £   1   c 
Sherridc  Will— £ 
Sisley  J  D— 1 
Strickler  J  T— 1 
Weimer  0  D— £  1  c 
Wiley  ft  Sons  J  W— £  1  c 
Wray  Frank  C— £  1  c 

SCRANTON 

Acker  Chas  A — £ 

Acker  W  T— £  c 
Allen  &  Miller— f  1 
Allen  G  W  B— £  1 
Axford  Ernest  B — 1 
Bailey  Geo  A— 1 
Beardsley   Bertha   E— 1 
Ball  Albert— £ 
Battcnberg  C  C— 1 
Bell  Jos— £ 
Benjamin  A  P — ^f 
Bishop  ft  Walker— f 
Boland  James  J— £ 
Boland  W  P  &  Co— £  c 
Bond  Richard   S— 1 


Easteca  DqiartmcBt 

TIE  COLOMBiM 
NAnONAL  FHtE 
INSOKANCE  Ct. 

DETROIT,  MICNWiAII 

JAMES  J.  BOUND,  Mgr. 

Scranton,  Pa. 

Booth  Walter  H— I  c 
Bradshaw  Herbert — ^1 
Broadbent  J  F— £  c 
Broadbent  Mra  A  W— <: 
Brown  Chat  B--^I 

GUS  N.  BROWN 

Conncfl  SMg. 

SCRANTOH»  PA. 

New  York  UDdonmtm.  Maasa- 
chusstts  Rrs  ft  Mann^  Fslatiiie 
of  Loadoo.  Fhiladelplaa  Uader- 
writers  Northern  ofN.T,  Hart- 
ford Fire,  Autoowbile  of  Hsr(- 
ford,  Cleveland  Natbnal,  Aetas 
IJfelDs.OD. 

Buck  Walter  S— I 
Burwell  J  S--£ 
BnshneU  H  H— £    . 
Buxton  S  S — ^1 
Campbell  D  J   &  Co-f 
Carey  O  Ed— 1 
Cassidy  Jos  M — 1 
Clarke  F  P— £  c 
Clay  A  B— 1  e 
Cohen  Harry  A — ^1 
Cohen  H  A — £  c 
Connell  F  H-^ 
Conrad  A  ft  Son— £  1  c 
Cramer  H  S — £ 
Davis  Harold — f 
Dawson  ft  O'Hara— £  c 
Doherty  Jaa  T — ^1 
Duffy  Robt  E— f  c 
Dunleavy  Margaret  A — 1 
Dusenbury  J   w — ^1  c 
Edwards  F  W— f  1  c 
Emory  2£ay  A— 1 
Emrich  F  W— £  1  c 
Evans  &  Thomas — ^f 
Fagan  J  E— 1  c 
FinkeUtein  Max  J— 1 
Fltzsimmons   John — £ 
Forster  &  Evana— £ 
Foster  H  C— f  c 
Fuller  Charlea  ft  Co— £  c 
Gallagher  J[ph]i  J— I 
Center  C  H  ft  Co— £ 
Gibbons  &  Keegan — £ 
Greenberg  Myer — I 
Hacjcett  W  T— f  c 
HartaeU  F  V— £ 
Hayes  Jas  J — i 
Heeley    Eugene — ^£    c 
Heffemnger  Jacob— 1 
Hitchcock  F  L  &  Son- 

f  c 
Holmes  Andrew   B — £ 
Huber  &  Partridge— £  c 
~ames  J  D— 1 

ohns  WUlard  T— 1 

ones  Roderick— £ 

udge  James    F — £ 
effer  R  H— £  1  c 
Kiesel   Wm   F   ft    Son— f 
Langan  M  G  ft  Son    £ 
Lennon  John  A — £  1  c 
Lewis  W  7  ftCo— f 
Loomis  W  G— £ 
Lorenz  Chas  F — £  1  c 
Luce  R  W  ft  Co— £  c 
McCarthy  J  J— c 
McGuirc  T  J— £  1 
MacPherson  M — I 
Mannes  &  Bradbury— fc 
Maxey  B  F— 1 
Miller  S  P-1 
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)orc  &  Foster — f  c 

o^^Folter-Bu^weU  Co 

-f 

irgan  W  P  &  Son— f 

•rrU  E  R— f 

izUtj  Edw  J— 1 

lilalleT  M  J  &  Co-f 

tfaJley  Owen  F— f 

daUey  M  P— f 

wrae  E  W— I  e 

ens  Saml  J^-l 

DC  H  E  &  Son>-f 

Hips  Roswell — f  c 

Uios  W  W  &  Co— « 

refi  A  V— f 

rell  D  C— f 

ce  C  M— 1 

se  Thoe— f 

rnolda  G  F— f 

ilrag  Kirchof   &   De. 

utb—f 

scant  Frank  E — ^1 

rborcmgh  C  B — 1 

its  M-1 

{d  H  M—f 

ler  Chafl  E — ^1 

ter  W  R— c 

mas  Geo  W — f  c 

ter  A  A— 1 

sh  W  J— 1  c 

rburn   S   Fletcher— c 

eclcr  M  H— f  c 

iams  Gordon  L— 1 

liams  Porter  G— 1 

hams  W  C-f 

liamson  J  L — 1 

er  P  D— 1 

JEUN'S  GROVE 

sew'orth  Benj  H— I 
>ch  Ira  C— f  c 
•ch  Marion  S — f  c 
oyer  R   I>— f  c 
:h  Chas  P— f  c 
ner  Geo   D — I 
draff  J  I— 1 

SEWICKLEY 

;w  Miss  Maude— 1 
tyer  R  B — f 
m  R  R— f 
ran  W  C— f 
Pelt  R  S— c 
:e  F  K— 1 

SHAMOKIN 

•er  Edward  B— f 
iT  R  D— f 

:  R  J-* 

d  &  Kreamcr — f  c 
ber      Clarence     M — 
c 

ber  Fxank  H— f  1  c 
ber  Real  Estate  Agey 
I  1  c 

Geo  W— I  1  c 
ney  J  T— f 
ilich   M  B— f  1  c 
a  Albert— f 
>rmick  J  P— f 
illiams    Warren    W 

haJI  George  W— f  c 
&  May--f  C 
r    Edward — ^f 
artz  Vim  H— f 
J  &  Shoop— f 
p  Geo  O— f 
eel  Don — f 
les  John  W— f 
T  &  Snyder— f  c 
rnscller  S  C— c  1 
er    Edith   K— f 
Frank  S— f 

SHARON 

IS    Mary — f 

Geo  H— 1  c 

Carl— 1 
>n    C    A— f  I  c 
tcin  P  W— f 
iolz  Ed— f  1  c 


]L 


Cohen  H  M—f  1  c 
Davis  Thoa  E— 1 
Eagar  Fred — ^1 
Godfrey  M—f  1  c 
"lorham  T— f 
Hansen   A — ^I 

onsson  G  W — 1  c 

ahl  M-f 
Keiser  F— 1 
Kennedy  W  J— f 
Leslie  J  S-f  1  « 
McCann  Mary  R— f 
McConnick  W  D— 1 
McKay  H  G— f 
Mailland  Wm— £  1  c   ' 
Roberto  F  C— 1 
Roberts  R  W— 1  c 
Rushmore  M  L— f 
Shilling    Channcey     N— 

f  c 
Thomas  &  Co— f 
Wesling  A  F— 1 

SHARPSBURG 

Collins  Patrick— f 
Coyle  R  M—f  1  c 
Crea  Thos— £ 
Krans  £  A— f 
Lowry  Ja»— f  c 
McGivem  T  J— f 
Schrandt  Wm  C— £ 
Seidcl  L  O— f  c 

SHARPSVILLE 

Agnew  Chas  E— f  c 
Davis  J  V-£  1 
Hum  J  R  — £  1 
Robinson  S  A— £  1  c 
Turner  E  A— £  1 

SHENANDOAH 

Bierstein  P  W— f  1  e 
Bradigan  Harry — f 
Broderick  Thos— 1 
Bums  Burt — f 
Garden  J  J— £ 
Curtin  John  W— £ 
Davis  J  B— f  1  c 
Gregory  W  G— f 
Hughes  LrCwis-r-l 
Insurance  &  Investment 

Agency  R  U— f  c 
Krick  Geo— 1  f 
Lawlor  J  T— 1 
Lewis  wV-1 
McCabe  Joseph  P— 1 
McGowan  Jonn— 1 
McNelis  Ed— 1 
Mellet  &  Keogh— £ 
Monigham  P  J— £ 
Roberts  Wm— 1 
Surfield   Ed— 1 
Walsh  Wm— 1 
•Vhitaker  M  P— f 
Williams  T  T— £ 

SHERIDAN 

Bishop  M  L— 1 
Leaman  T  S— c 
Lewis  Wm  B— 1 

SHIPPENSBURG 

Coffey  John— f  1 
Criswell  E  I^-l 
Funk  E  A— £  1  c 
Geesoman    Tno   E— I 
Landts  B  F— £  1 
Ludwick  E— 1 
Lutx  W  A— £  1 
McBeth  Grant— 1 
Mowery  N  E — f 
Noftsher  Paul  B— f  1  c 
Omwake  J  S-f 
Powell  D  N— £  1  c 

SLATINGTON 

Fritzinger  Stanley^f  1 
Handwerk  O— f  1  e 
Jones  Perry — ^f  c 
rierce  Daniel— £ 
Sieger  Henry  N  &  Son— 
£  1  c 


SOMERSET 

Connelly  Harriet — f 
Harrison   Chas  J   Jr— 
flc 

SO.  BETHLEHEM 

Boyer  J  L— £ 
Cashner  M  P— f 
Cope  A  L— £  I  c 
Fnebely   &  Collins— flc 
Getter  G  W-£ 
Graham  A  C— f 
Hartoog  I  T— £  e 
Hildenberger  Geo— £ 
Hildenberger  Martin— f 
Kester  F  J— 1 
Kreis  John— f 
Kresge  J  H— f 
McGarr  Jos— £ 
Miller  A  P— c 
Palen  A  H— 1 
Serfass  H  M—f  c 
Simon  Deeso— £ 
Sinwell    Wm— £   c 
Wien  F  E^-c 

SPRING  CITY 

Clevenshin  R  E— f  1 
Curry  D  M— I 
Rosenburger  L  H— f 

STEELTON 

AUeman  M  R— f  1  c 
Atticks  Wm— 1 
CroU  J  P— £ 
Cumbler  Wihner  H— f 
Dunkle  Amos— £ 
Finley  J  A-£ 
Flynn  Wm  M—f 
Gassner  A  C — £ 
Grove  John  L— f 
Heagy  J   M— £ 
Hess  C-£ 
Howard  H  H— £  1  c 
Mumma  Mart— f  c 
Wilson  Wakk  J— f 
Zoll  Martin— f 

STROUDSBURG 

Bell  E  A  Co— f  1  c 
Dreher  Norman  B — c 
Middaugh  Russel — 1  c 
Mfller  M  W— 1  c 
Palmer  Turner— £  c 
Smoyer  H  S— £  I  c 
Stone  Elmer— 1 
Williams  John  B— 1  c 

SUMMIT    HILL 

Christman  Ira — f  1 
Cunningham  James   A— 

Scott  E  E— £  1  c 
Storch  C  F— £ 

SUNBURY 

Bamhart  H  E— £ 

Bassler  John  W — f  c 

Bloom  D  £—1 

Burk   Aron — f 

Clement  &   Erosions— £ 
1  c 

Coryell    &    Frymire— f  c 

Curry  Thos  C— 1 

Deppen  Bros— f  c 
'  Derr   &    Rockefeller— f 
t  Dewitt  I  A— f  c 

Druckenriller  Wm  H— f  c 
i  Fclkcr  W  M— 1 
I  Foltx  George  A— f  c 

Grecnough   &   Krcmer— f 
!  Hoffman  W  P  G— 1 
I  Kelly  B  F— £ 

McDevitt  Jas  H— £ 

Miller  J  Adam— f 

Morgan  J  W— £ 

Obcrdorf  P  C— f 

Reed  S  O— £  1 

Rhoads  W  F— £ 

Roush   E  M— £ 


Savidge  Bros— £  1  c 
Shipman  C  F— £ 
Slater  Albert  F— £  c 
Stehl  A   S— c 
Witmcr  F  A— f 
Yocum  S  G— I 

SUSQUEHANNA 

Epes  ft  Wright— f  1  c 
O^onnell  John  V— f  1  c 

TAMAQUA 

Beard  Samuel  R — ^f  1 
Delay  Joseph — £ 
Freudenburger  T  D— f  1 
Gallagher  James — 1 
Hefner  J— I 
Tones  Ralph  B — f 
kolb  Bros— f 
Pfeil  J  Geo— 1 
Prutzman  M  P  ft  Co— f 
Schad  John— 1 
Schugg  Wm— £ 
Shindel  C  F  &  Co-£  1  c 
Somers  E  F— f  1 
Souder  H  W  G— £  1 
Stanley   Nichols  W— £ 
Stid£ole  John  H— ! 
West  Jame9--£  1 

TARENTUM 

Bell  A  J— f 
Denny  J  M—f 
Esler  Robt  L— c 
Griffith  J  M—f 
Handelman   M — 1 
Hazclett  E  E— f 
Herron  Ged — 1 
Hilliard   T   A— 1 
Hudepohf  T  D— c 
Kennedy  J  W— f  c 
Manandise  O  J — f 
Marvin  Bros — f  1 
Metzler  J  H— f 
Reed  C  N— f  1 
Travis  R  A  ft  Co— f  c 
Watkins   Albert— 1 
Wehner  Peter— f 
Zimmerman  Henry — f 

TAYLOR 

Law  James  P — f 
Lyman  M  J — ^1 
Mahon  J  J^l 
Van   Horn    Clinton    H— 

f  c 
Wcibcl  ft  Co— f 
Williams  David  A— f 

TITUSVILLE 

Barber  &  Cooley  &  Co— 
£  1    c 

Thick  M   B— £  1  c 
Flanders  Harry — £ 
Fleury  Frank— £  1  c 
Kerr  R  A— f 
Owen  C  B— f  c 
Petit  H  G— £ 
White  Wm— £ 
Smith  Ema— f  1  c 

TOWANDA 

Allen   Peter— 1 
Bender  C  M— £  1  c 
Host  wick  C — 1  c 
Codding  &  Codding— f  c 
Cummings   F   J— c 
Finnly  Cf  M— 1  c 
Fitgerald  Wm— 1 
Harte  Edward — 1 
Holcombe  H  L— 1 
Hourihan  J  F— 1 
Ingham  G  T— £  c 
Kellcy   R— c 
Matchett  N  M— £  c 
Park  S  B— £  1  c 
Sadler  George — f  1 
Shelton  W  M—f  1  c 
Turner  C  H— 1 
Walker  Ed— f  c 


PA.— Con. 

TOWER  CITY 
Ktafman  F— I 
Moj-cr  J  B— f  c 
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McKdv/  A   H-1 
Mile«   C  C-1 


Mintur  CmbJe  &  C<y~l  1 
niker  «  Cnndall-i 


Woodhoine  W  S-f  c 


TURTLE  CREEK 
Bmoi  Wm  A— [ 
Cnwford  R  I^-l 
Hentac;  Geo  H— f 
Holme*   Joha   H— 1 
HcDoB*ld  M  VV— f 
SenuncD*  W  H  &  Sod— ( 
Sbtridu  J   H~l 

TYRONE 

Cllderwood  B  B-l 
FItck    H    S— 1 


■Kwm  John  I 


1    Brg^f 
■R  C-f 


Hiiler  John    A~1 
Hitler  W  F— f  1  B 
Ho*«  F-f  I  c 
Ton«  C    H-f 
LoTilI  W  C-1 
Melcdie   W    D-l 
MeCon»hy  N  C-ll  o 
Pontt  JoKb  I— (  I  e 
R«d  P  A-I  t 
Study  Ju  A— f  I 
Taytor  J   \'-f  1  c 


UNION  CITY 
Ford  J«ii(  M-1 
MBrah  D  G-l 
Morrow  W  O— f 
Hume*  S  C-f  1  c 


Smith  H  G-f  e 

UNIONTOWN 
Crimer  Chas  T— f  1  c 
CuppctI  John  F— j  1 1 
DoDBlaa  J  S-i  1  <, 
Fiahtr  J  C-1 
hqucMc^  N^  H-^( 


Caldwell  D  F-f 
Cvion  Glenn  P-i 
CmiTBich«el  jno  F— I 
Chriilnun  Wrfi— f 
Deemi  E  R— f 
FoDlker  &  Co  G  W-f 
Galdterb  Jdcob— I 
Hipper  Agey  The  A  G— 

Hayei  S  B-f 
Howden  &  Co-f 
Knox  Robt-~f 
L>n«  W  A-I 
L»wtoa  J  B— f 
McCrew  B  C-f 
Mitchell  J  K-1 
MunsyJW— f 

£?•' 7,rr-'  , 


a  Anbur  K-  I 
■      I  L-1 


Kob«e 

McCormicfc  

HcCrum   R  S— f  I 
Msrkic  O  P-f  c 
Neweomer  J  l-t 
Rohinion  June*— f 
SeuiKbt  J  A— f  1  e 
Seaton  ft  Bownun- 


Grim  *  Welch— f 
Stlckel   k  Sirawn— f 
Uncaphar  M  E— f  e 


Bair  J  F 

Hill  C  E 

McGinnis  f  M-f 
Miller  Burt-f 
Millet  S  B-f 


Cable  J  B— 1  c 
Coglwell  F  A— 1  c 

Oarke  &  Offerlle-1 
Craft  &  Keefer-f  - 
DeFotesl  G  A   W— i 


SotherUnd  T  H-f 


Nicely  John  H-f 


_-.i»  Ch«»  M— f  c 
Fronefield  J  M-{  c 
Hunter  H  C— f  c 
Scanlon  M  F  D—f 
Weadlty  A  L—f 


Brock   Hudson   D — f  I   c 

"  inlap  Harry— f 

rrUon  D  M— f  I  c 

itrraan  Geo— f  I  c 

I  MiM  G  S-l 

.-non  *  ~  ■ 

dolpb  & 

Scott  J  W- . 
Wayneaburi   Really   Co 


Rncotock  John  E— f  1 


iVoodhome 
fouog  E  B- 


WEST  NEWIOM 


Dan  A  T-J 
Dick  A  M  &  Co— f  I 
Obley  R  A-f 
Sloutb   T    C— f 
Parker  A  J  Co-I  1  c 

WILKESBARRE 
Andreaa  R  E— 1 
Baptitte  H  R— I 
Barber  A  J_&  Co-l 
Biddle  &  ^o-^  c 
Boland  JaiM-f  c 
Broit  CF— f 
Camp  L  F— I 
Cbapman  C  E— c 
Coof  Jaa-f 
Coolii  W  3-c 


OtMral  iBHraKfl  Amif 

Hlani  Bart  BHi. 

WILKES-BARRB,  PA. 

Dilley  O  n~i 
Dram  SlenhiD— I 

DrnuHid  • 

Edward)  W-A-^ 
EUii  ft  Jtti  ■ 
Eapy  &  Nl 
" — ■  W  B 


■11— f  1 


J  Edwin  D-l 

Gaertoer  G  A— f  1 
Galland  Abe-f  e 
GallasberJ  R— f 
/• Cw-c 


R  C-1 

Caiicr  E  B— 1 
Kenney  J  C— I 
Kielty  P  F-l 
Lamed  F  W  ft  Sdb-I 
Lenehan  P  J-f 
Lloyd  Joa  W  -f 
Lloyd  Reeie-f 
Ljman  C  E-l 
UcCabt  J  F— [ 


McGroHty  J  F— 1  t 
Miller  J  Watwn-I 
Moore  A   £  &  Soa-I 
Moore  Joo-e 
Mornn  DanI  J— I 
Handy  ft  Co-i 
Mundy  J  F-1 
Hycra  P  T— f 
Nonia  J  W-« 
Noai  J  F  Co— f 
PacMna  W  L-f  c 
Payne   H    B — f 
PierKMi  A  J-f 
Po.t  Willard  L-f  1  e 
Pottetaer  JobD— I 
Pyne  T  W— I 
Rdnfeld  Tlieo-f 
Reynolda  ft  Co— f  c 
SiMhtiMrl  5-1 
Robbwa  W  B— I  e 
Rodertok  J  B  Ji^ 
Roaaina  Jobo— f 
Roycr  Broa  ft  Co-i  c 
Sal^Bn  L  K  ft  Co-f  c 


StAalakr  H— f  I  c 
Slannr  W  H— 1 
StdnViHr  *^'-*  « 

Thela  Brno— r  c 
Tbeia  Fred  ft  So^-1 1  c 
Thomai  A  O-t 
Van  Loon  Chai  R— I 
Wakenun  Wahci-J 
Waltmn  ft  Rnaa«il— f 
War^Ri^ud  A— 4  c 
Waibbnra  W  0-) 
WcUea  H  H-t 
Williamaoq.  Jaa-^ 
Winter  I  H-l 
YeaBer  Wm  B-( 

WILL1AM5PORT 
AmeaFI— f 

Bel'l7eaae  S— f 
Bower  J  J—t 
Brtibaker  H  H— I 
Bullard   L   G— I 
Burrow.  J  E-l  I 
Caldwell  ■  HarriMB    Co- 
fie 


Cole  B  W-I  • 
ColHw  J  F-l 
Crone  C  G-f  I  e 
Ditniua     Cailtao-f 

dSSS^  t-fl  e 
Emery  Frank— f  c 
FJik  Geor^  I^-l  e 
Pnrey  Danat  ■< 
Gallacber  P  U~t  I 
Glbaon  J  A-f  I  « 
Good  O  W-f  I  ■ 
Hank*  H  R  ft  Son— I 
Hart  Abc-I 
UerrinKlon  W  A—! 
Hin  H  C  ft  C*— f  c 
Hill  S  W-I  I 
Houek  S  P-f 


Kinrr  W  L-l 
Laedlein  I  F~4 
Leyinan  A   S— I 
Lnndy  A  D  ft  ^OD-f  I  c 
McComick  ft  Soo-f  c 
Hatter  W  A^-f 
Hcyer  H  S— c 
Newcomer  ft    RSey^ 
Pray  L  A—! 
Smcad  W  H— t 
SoBdhdmer  H— t 
Suib  F  C  ft  R  R— ( 
Stout  J  W— I 
Swarti  ft  Shar-( 
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VVtddigca  Ferd— f 
WiUiftmsport   Ins    Excg 

— f  I  c 
Witt  I   M— I 
Woodruff  W  B--1 

WILLIAMSTOWN 

Rank  CbM  W— I 
Shade!  F  U-A 

WILMERDING 
Bovnun  J  M— <<  c 
Cunnineham  J    E— f 
Entler  H  I^ 
G«ofge  W   D—f 
Hankey  W  L  Co— f  c 
Snyder  Geo  B— f  c 

WINBBER 

Colborn  Mrs  Mary  S— I 
Fickroy  J   W~f  C 
Hartinan  J  AftCo— flc 
Maneyal    &    Co— f 


Mowry   Geo   S- 
Pamell  J  H— f 


Geo   S— { 

c 


WRIGHTSVILLE 
Dictz  Harry— f 
Flora  W  H-f 
Smith  H  K-f 

YORK 

AlUsofi  N  A— f 
Batchell  £  P— 1 
Berber  E  H— 1 
Bowman  H  C— 1 
Brooks  £  S  &  Son— f  c 
Bnrgeaser  C  C-^ 
Conway  C  O— 1 
Ebcrt   Harry   S— f 
Eckels  C  1^1 
Eckenrode  Wm  H— 1 
Eeisenhart  C  E— c 
Elliot  R  H— c 
Evans  Margaretta  B— fc 
Fry  Charles  H  &  Son— f 
Glenn   &   Speahi^— f  c 


Gnaw   C  P— c 
GnybiH  George--^  e 
Gross  Samttel  L— I 
Hauscr  John  S  &  Co— 

f  1  c 
Hener  TbomM  E-4 
Kerr  L  E-l  c 
Jessep  &  Cttlp^  c 
King  Robert— f  c 
Kitterman  J  B— 1 
Kraber  Bros— f 
La  Motte  &  Bond— {  c 
Landis  B   M— 1 
Lightner  Harry  G — i 
Meads  A  D-4 
McBUiin  Walter  G— 1 
McConkty  £  K  ft  Co*-f 

McLsurin  A  J— 1 
McManus  Miss  Mary  H 

— f 
MajN  C— f 
Miner  Jscob  A*-f  c 
Milligan  James  M— c 
Mitzel  J  F— c 


Myers  ft  Thompson— f  c 
Myers  W  H— ST 

Rutter  John  H— f  c 
ShroiT  Samuel  A— 1  c 
Small  Frederick  M— f 
Spangler    George    P    & 

Son— f 
Sprinkler  C  M— 1 
Stallsmlth  Robert  O— fe 
Stambottgh  J  H — ^I 
Stsnsbtiry  W  J— 1 
Stover  John  A— £ 
Strine  &  Fry— f  c 
Waters  O  P— f  c 
Wessel  M  H— 1 
Wilkmson  Boyd  C— ] 
WUUams  Albert  I^f 
Woltman  &  Hartzler— f 
Zaner  Ray  F--{  c 
Ziegler  Elmer  O— f 


RHODE   ISAND 


ARCTIC 

Garke  Herbert  M— f  I  c 
Langevia  0]2ver-«>I 
Coogan  Franlc  P— 1 
Perlans  Jos  Jr— £ 
Soucy  Pierre— f 

ASHWAY 
Stillman  £  C— f  1  c 

BRISTOL 

3rown  T  Qarke  Jr^-f 
ifcDougall  Benj  M-^ 
)lticy  Clara  A— f 
lldnner  Parmenas  Jr — i 
^obin  M  J— f 
Vail   Bertram  W— f  c 

CENTRAL  FALLS 

leandiT  Loub  P — f 
tlais  Leo  A— f 
tutler  R  Ar-f 
'^Ider   Edw   £—1 
!attey    F   X   L— t  c 
:o8aeaii   O  J — ^1 
hermanjr  A — 1 
hippee  Elmer  W— f 

CRANSTON 

lissZ  W— f 

:ortoii  H  F  ft  Sons-^  e 

atham  J  A  ft  Co— I 

EAST  GREENWICH 

Hen    H  V— f  c 
Icaaon  C  C— I 
tiippee  H  £— f  c 

HARRISVILUC 

cCabe  John  H— 4 
icbvd  Mrs  £   S   C— f 

HOPE  VALLEY 

-ecse  Geo  £—1  c 
Incy  Clara  A— f 
chxnond  Silas  R — f 

JOHNSON 
ilder  J  B  W— £ 

rX>NSDAL£ 


ay   ex 

re    C    P— I 
Sttlfi-ran  P-^ 


^   M  J-^1 
itch   J  W  B-f 
illiains  J  J— f 


MANVILLE 
Roberts  F  X  ft  Son— f  1  c 

NATICK 

Lattiefidd— 1 
Whipple  R  R— f  1  c 

NEWPORT 

Andrews   ft   Weaver — ^fc 
Braman  Packei^-f  1  c 
Briffhtman  Wm  £— f  c 
Bull  Henry  Co— f  I  c 
Commerford  A  B— 1 
DeBlois  ft  EMridge^f  c 
Derby  R  C— f 
Dyer  H  L— f 
Hammett  Clarence  A  Co 

-f  1  c 
Kanll  James  T— f  1  c 
O-Ndll  T  J— f  1  c 
Paine  F  H— f  1  c 
Pasonage  J   B   ft  Son— 

f  1  c 
Rooiiey  James  J— « 
Spencer  Edw  Lr^t  I  c 
TKylor  A  O'D  Jr— f  1 
Topham  T— f 
Wines  H  G— f 
Wrifhtsagton  C  H— I 

PAWTUCKET 

Arnold  John  H  ft  Son — t 
Barclay  Wm  H— f 
Bennett  J— 1 
Blais  Leo  A— f 
Blanchard  Andre  ft  Son 

— f 
Butler  £  P— f 
Chase  ft  Entwistle— €  c 
Conley  C   £— f 
Curtis  Wm  F— 1 
Davis  Herbert  B— f 
Donahue  Leo  R — f 
Dyer  Benj  J— f 
Everett  A  P— £ 
Fitzsimmons  F  £— f 
Gallagher   Matthew   J— f 
Healey  Jas  P— I 
Hisgons  T  D— f 
Keffey  Walter  W— 1 
Keough  tame^^ 
Lawton  Chaa  H— f 
Lescoult  Loui»— f 
MUton  Vigeant— f 
Monast  Louis— ^ 
MulUgaa  Myles  M— f  c 
Newd  Jas  S— f 
O'Brien  Thomas— f 
Palin  J  C— I 
Parker  Geo  I  ft  Co— f  c 


Richardson  E  N— f 
Roberts  F  X— £ 
Ross  David — f 
Sheldon  Chas  H— £  e 
Shippee  E  W— £ 
Shove  Isaac  Co— £  c 
Thurm  Felix— f 
Tingley  A  £-£ 
Watjen  H  E  ft  Co— £ 

PORTSMOUTH 

Anthony  H  C— £  1  c 
Borden  J  B— £  1 
Boyd  Wm  K^f  c 

PROVIDENCE 

Aldrich  Wm  A  S— 1  e 
Arnold  Co  The — £ 
Babcock  Albert— c 
Baggott  W  A— £ 
Beach  ft  Sweet  Inc— £  I  c 
Bennett  J  L— 1 
Blanchard  C  C— I 
Bliss  Zenas  W— £ 
Blumenkrans  E  S— £ 
Bogert  T  P— £ 
Bosworth   J    D— I 
Brice  H   6—1 
Buckley  John  J— £ 
Budlong  John  C  Jr — f 
Burrington  A  S — ^£ 
Cady  WtUiston   A   £ 
Calderone  P  J— £ 
Cale£  H  C--r 
Camaing   &   Moran— f 
Canning  P  F— £ 
Carpenter  J   B— f  c 
Carr  J  E^-£ 
Carter    Patriclt— £ 
Carter  Realty  Co— f 
Chambers  Wm  C— £ 
Coates  Hurdis  Co — £ 
CoUett  Geo  H— 1 
Colwell  Elmer  W— £ 
Conca  Dominteo— c 
Conaen  W  A— 1 
Cook  Jas  W— £  e 
Crooker  J  F— £ 
Crum  F  A— 1 
Danforth  Leon   Er-f 
Di  Jcser  &  Ortoliva— f 
Donnelly  F  M — ^1 
Draper  W  H— £ 
Dubois  R  C— I' 
Dunning  M  t — 1 
Easterbrooks  H  G— £ 
Eastoa  Chas  G— £ 
Eddy  T  T  A— £ 
Eddy  Jao  ft  Son— £ 
Eddy  A  U— £ 


Edgren  J  Urban— f 
Egan  D  C— £ 
Famum  £  H— £ 
Fitzgerald  P  J— £ 
Forest  C  A— I 
Freeman  Jas  F  Co— £  1 
Galligan  John  F— £ 
Gallivaa    ft   O'Donnell— 

£  1 
Gammons  J  A— £ 
Gamwell  ft  Ingraham — ^£1 
Goff  Adelbert— £ 
Goff  Wm   D— f 
Goodman  T  J— 1 
Goodwin  W  P— £  1 
Gough  Joseph — £ 
Greene  Heary  A— £ 
Grtswold  W  H— 1 
Gross   G  L  ft  H  J— £ 
Hall  Harry  J— £ 
Hall  W  H-^ 
Harrington  Benj  F  ft 

Son — £  1  c 
Harris  Stephen    C— I 
Hawkins  John   B— £ 
Hazard  Frank  B— £ 
Herrick  Wm  H  ft  Co— £ 
Hibbard  S  B— e 
Hill   Chas  E^£ 
Hill  Jas— £ 
Hoffman  W  G — e 
Holm  W  R  K— 1 
Holmes  C  £— £  1 
Horton  H  F  ft  Sons  Co 

Howard  R  B— £ 
Hurley   R  A— £ 
Jacksoa  Benj  H— £ 
JphnsoA  M  C— £ 
Kehoe  J  L  Co— f 
Kelly  I  W— 1 
Knight  A— f  1 
Lapham  Simon  S  Jr^— £ 
Latham  J  A  ft  Co— £ 
Lee  H  I— £ 
Lester  Wm  A— £ 
Lewis  T  H— £ 
Lincoln  F  A^£ 
Liftoohi  G  S— £  1 
Lincoln  Levi  C— 1 
Lord  D  C  ft  Son— 4 
Luther  J  J— 1 
McCabe  Ed  ft  Son— £ 
Mackinney  H  A— £ 
McLeod  J  I>--f 
Macmillen   T   D— c 
Mardcdo  A— ^ 
Mason  £  C — £  1  c 
Mathewson  C  A— £ 
Mattson  A— £ 
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Newcomb  C  F— f  c 
Nightingale  S  A  Co— f 
Norberg  &  Co— f 
Norton  Tames  A — f 
O'Donnell  J— f  1 
O'Leary  Arthur  Inc— £  1 

O'Reilly  T   M— c 
Owena  Joa  J — f 
Page  Cfifford  D — f  c 
Parks  Geo  M— 1 
Philbrick  C  H— f 
Pieper  E  G — £ 
Potter  ft  Chapman — f 
Power  P  M— 1 
Pratt  C  T— £ 

8uigg  A  W— c 
uigg  J  B— 1 

Randall  Wm  R— £  1 
Rathbun  T  R— f 
Redfield  W  S— 1 
Rice  Charlotte  E— £ 
R  I  Real  Estate  Co— f 
Robbina  E  S— 1 
Robinson   W   H  ft   Co — 

£  1  c 
Rounds  G  C— f 
Ryan  T  J— £ 

Sanderson    Bros — f    c 
Scott  ft  Farrell— f  1  c 
Sherman  H  C  Jr— £ 
Shippe  I    A — c 
Smith  J  E— £ 
Spencer  ft  Boss — £ 
Spink  G  A— f 
StoflEord  H   E^-c 
Stainton  Tas — 1  c 
Stanley  C  M— 1 
Stark  C  R— £ 

I 


Sttf kffttij|n  &  Snplej 

Fire,  Marine 
and  Casoalty  Insnranee 

17  Cnstooi  Hoose  St 

(See  Neir  York  Oty.  Boston. 
Mass  and  Chicago,  111.,  List.) 

Steams  M  H— 1 
Stevens  C  M— £ 
Stone  ft  Smith— £ 
Swift  J  H— £ 
Thomson  J  W— c 
TiUinghast  P  S— £ 
Todd  Mellor  Co— £ 
Tompkins  C  A — £ 
Torrey  D  T— 1 
Tucker  D  B — 1 
Walker   R   L  ft   Co— f 
Wallace  Wm  V— £ 

B.  L  WATSOI  A  CO. 


INSURANCE 


49  Westminster  St* 

Wheaton  H  M— 1 
Wheeler  Van  R— c 

SAYLESVILLE 
Fessenden  M  F-— £  c 


S.  KINGSTON 

Babcock  John  £ — ^f 
Boon  Chas  E  ft  Co— £ 
Caswell  W   H— £ 
Hunt  James  J — ^1 
Mowry  Sumner^— f 
Perry  Howard  B— £ 
Sweet  W  R— £ 
Watson  Oliver — f 

TIVERTON 

Brightman  W  E— £  1  c 
Dur£ee  J  T— £ 
Hambly  A  L— £  1  c 
Seabury  George  A— f  1  c 
Seabury   S — ^1 
White  A  P— £ 

VALLEY  FALLS 

Brown  N  D — £  1  c 
Kinion  P   F— £ 
Mclnery  Edw — ^1  • 
Nye  C  P— £ 
Ryan  M  J— 1 
Veitch  J  W  B— £ 

WAKEFIELD 

Babcock  John  E^-£ 
Gardner  T  A  ft  Co— £ 
Perry  Howard  B— f  c 

WARREN 

Greene  Chas  W— f  1  c 
Martin    Joseph   W    ft    E 
M— £ 

Saillant  G  N— £  c 
Smith  R  S— £ 

WESTERLY 

Barnes  Everett — ^l 
Bliven  C  B— 1 


Bugbee  H  T— f 
Burke  Edward  M— £ 
Casey  W  H— I 
Chester  Irvine  0— f 
Coy  Frank  W-4 
Eldred  A    E—l 
Hiilard  Wm  A-4 
Martin  A  G — £ 
Morgan   C  A— f  1  c 
Price  Walter— £  1  c 
Rogers  D  H— £  1  c 
Thorpe  Howard  E— f  I 
Trotman  Arthur— {  1  c 

WOONSOCKET 

Briffgs    B    M  ft  Sod«- 

£T  c 
Brxndle  Robert-1 
Cavanangh  T— f  1  c 
Cosseboom  J  C— £  1  c 
Fleurant  T  P  Inc-C  1  c 
Gaulin  M— £ 
Girard  Geo  N-f  I  c 
Hcroux  Joseph  E— f 
Keough   >Vm  F— f  1  c 
Kirby  John   F-f 
Kirby   M   E-f 
L'Agence  Fournier  - 

Hemond — ^f 
Morin   Miss   Ida  J—C 
Mowry  Wm  C— £  I  c 
Mulligan  Ambrose  A~f  < 
Myettc   H  J-£ 
Paquin  Oliver  J— 1 
Pclletier   Wilfred  J-i 
Rogers   Wm  H-I 
Smith  R  P  &  Son-1 1  c 
Soucy  Adelard  E— f 
Sutton  H  P— I 
Sweatt  M  L  B-£  I  c 
WilHama  Wm  E-I 


SOUTH  CAROLINA 


ABBEVILLE 

Abbeville    Ins    ft    Trust 

Co-£  1  e 
Blake  J  R— £  1 
Chalmers  Jas—f  1  c 
DuPre  J  H  ft  Co— £ 
Gambreil  J  M— £ 
Greene  ft  Stone — £  I 
Hill  R  E-£ 
Jones  F  B— £  1 
Link  Robt   S— 1 
Miller  J  F— £ 
Smith  H  G— £  1 
WiUiamson    ft   Wilkinson 

— f  1 

AIKEN 

Ashhurst  I  W— £  1  e 
Durban  Geo  M — f 
HuUon  John  C— £  1  c 
Laird  &  Son— £  1  c 
McCarter  I  L— £ 
Real  EsUte  ft  Fidelity 
Co— £  1  c 

ALLENDALE 

Johnson  J  H— f  c 
Oswald  ft  Riley— £  1  c 

ANDERSON 

Cathcart  J  M— £ 
Citizens  Ins  Agency — £  c 
Clement  J  B— 1 
DeCamps  Frank — £ 
Dickson   J  W— I 
Feekel  F  W— 1 
Gelmer  R  A— 1 
Gilmer   K  E^l 
Ginn  R  J— 1 
McGee  H   T— 1 
Mattison  M  M— 1 
Piedmont  Ins  Agcy — £  c 
Realty  Trust  Co—  £  c 


Sasseen  Phelps— 1 
Sharpe  A  M  Co — £ 
Shumate  J  F— 1 
Sloan   D   P— 1 
Sloan  W  P— £  c 
Speer  G  W— 1 
Spencer  G  G — f 
Sullivan  J  E  ft  Co— £ 
Trowbridge  J  P— 1 
Utsey   A   B— £ 
Vandever  E  P— 1 
Walton  Ins  Agency — f  c 
^Vcbb   C  W— 1 

BAMBERG 

Copeland  ft  Riley— £  1  c 
Dcnbow  ft  Black — ^£ 
Dickinson  G  M— £  1  c 
Folk  J  F— £ 
Graham  H  M— £  1  c 
Johnson  H  W— 1 
Miley  B  W— £ 
Rowell  R  W  D— £  c 
Utsey  A   B— £ 

BARNWELL 
Barnwell    Ins    Agency— 

£  1  c 
Calhoun  ft  Co— £ 
Green  G  M  ft  Co— £ 
Hay   C  J— £ 
Home  Ins  Agency — £  c 
Jennings  W  C— 1 
McNab  Wm— f  c 
Richardson  L  G— c 

BEAUFORT 

Beckett  Geo  W— c 
Bellinger  Chas— 1 
Jay  W  P— 1 
Kinghorn    Agcy   J    B— £ 
Lawton  E  E^£ 
Richardson   W   E— 1 


Thomas  Wm   J— c 
Waterhouse   Geo — f 

BENNETTSVILLE 

Bennettsville    Insurance 

ft  Realty  Co— £  1  c 
Mutual  Trust  Co — £  1  c 
Newton  R  C— f  1  c 
Smith  ft  Palmer— £  1  c 
Tyson  J  W— £  1  c 

BISHOPVILLE 

Bishopville  Insurance 

Agency — ^£  1  c 
Citizens  Ins  Agcy— £  1  c 
Tames  W  A — £  c 
Scarborough  W    R — 1 
Stucky  ft  Skinner— £  c 

BLACKSBURG 

Anderson  W — f 
Baber  Chas— £ 
Belue  E  K— 1 
Belue  John  F— £  c 
Kitchen  J  F— £ 
Morrow  M  H— f 


BLACKVILLE 

Blackville  Ins  Agcy — £ 
O'Gorman  John — f 
Wragg  T  L— f 

CAMDEN 

DuBose  &  Co  C  P— f 
Holleman   J    S — 1 
Hough   W   R-1 
Porter  W   B— 1 
Shaw  L  C— 1 
Williams   Iits  Agcy— f 


CHARLESTON 

Bethea  T  W— 1 
Burmester  J  W— 1 
Burke  E  B — ( 
Campbell  E  P— £ 
Coleman  J  T— 1 
Dillingham  J  C— I 
Duryea  R  H— f 
Gadsden  C  Deas— £ 
GaUlard  E  G^£  c 
Gordon  &  Donkin — ^£  c 
Gucrard  E  P— ! 
Hasde  W  S  ft  Son— f  Ic 
Herndon  M  S — I 
Heyward  ft  O'NetH-e  c 
Honour  J  L  ft^  Co — i 
Huguenin  David — f 
Huguentn  Geo  £ — £  I 
Hyde  T  T  ft  Sons— £ 
Klatte  C  U— f 
Kroeg  A  A— « 
Lcgare  ft   Rhett— £  c 
Leseman  Jac  D— £ 
Lowndes  C  T  ft  Co 
McDowell  G  J— 1 
McGee  H  T  Agencj— ^, 
Marshall  R  M  ft  Br»-£ 
Middleton  W  D  ft  C»- 

£   c 
Mordecat    Gadsden    Rtit- 

ledge— c 
O'GonneU  J   J— £  c 
Pindcney  L  M— £  c 
Pinckney    ft    Piackocr- 

f   c 
Price  J  T— f 
Redding  J  F  ft  Co-f 
Reoes  J  B  &  Co— f     « 
Robb  A  W— f       • 
Robertson  F  M— £  I  c 
Robertson  J  M— c 
Schacte    ft    5M>n«    Hcr.rs 

-£ 
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Thompson  W  T  &  Co— f 
Touhcy  E  P  D—f 
Triest  &  Israel— f  1  c 
Wilbur  W  C  &  Co-f  1  c 
Wininan  L  A— f 

CHERAW 

Cheraw  Ins  ft  Trust  Co 

— f  1  c 
Citizens  Loan  ft  Trust  Co 

Godfrey  S  G-l 
MaDoy  C  A— 1 
Malloy  T  W— £  1 
Majnara-RaieT  Realty  ft 

Trust  Co^  1 
Ralcy  J  O-l 

CHESTER 

Edwards  C  C— f  1  e 
Hardin   W  H  &  E  H— ff 

I  c 
Lathan  Bros — f 
Lindsay  Jos— f  1  e 
White  T  H  ft  Co— f 
WhiUock  F  L— 1 
Withers  H  H— 1 

COLUMBIA 

Archer  J  A — 1 
Armstead    Miss   Kate   H 

—1 
Bailey  R  L— f 
Beckman  N  D— 1 
Blalock  R  J— 1 
Bollin  &  Sons— f  c 
Brodnaux  F  E— 1 
Brooks   M  B— 1 
Bumcy   W  M— f  e 
Cantey  Edw   B  Jr— 1 
Cantcy  T  M— f  1 
Cantey  Harry — f  e 
Carroll  J  D-f 
Carter   Wm    M—l 
Cathcart  James  A — ^f  e 
Cay  Edward— f 
Oarkson  N  H—f 
Conway  W  J — £  c 
Dial   J    I>-l  c 
Ellison   D  G— f  c 
Fogle   A  W-f 
Ga^lard   &   Withers— f  c 
Guaranty  Investment  Co 

HMdley  W  S— 1 
Hillcr  W  H— 1 
Hines  Fred  —1 
Hyatt  F  H— 1 
Jenkins       Miss        Mary 

Gamebrill — f    c 
Tones   Carrol   H — 1 
Kelly  Chas  L  &  Co— f 
Kohn  Auipast  &  Co— f 
Land  J   S-1 
Lott  J  C-f 
McDowell   Robt  H— f 
Middlebrooke   C    M— f   c 
Middleton  J  S— f 
Miller  S  L  &  Son— f  c 
Murray  J  V— 1 
Reese  J  T— f  c 
Romanstine  R  M — f 
Seibels   Edwin   G — f 
Seibcls  E  W  &  Son— f  c 
Sparkman  S  T— f 
Summersett  ft   Dial — f   c 
Swafiield  F  G— f  1   c 
Thompson  H   T— 1 
Walker-Ravenel    &    Co— 

1  c 

CONVERSE 

Xlumphries  R  L— « 

CONWEY 

Buck  H  I^— f  c 
Collins  A  T— I 
Harry  C6unty  Trust   Co 

— f  1 
>lcXeilI   D  T— f 
Quattlebaum  C  P— f 
Spirey  D  A  ft  Co— f 


DARUNGTON 

Byrd  A  H— 1 

Carolina  Trust  Co— 1 1  c 

Darlington  Agcy  Un- 
derwriters— i  c 

Darlington  Ins  &  Inv 
Co— f  c 

KoUock  A  G— 1 

McCown  J  M— I 

Rucker  B  H— 1 

Smoot  J  C— 1 

Vaughsn    Eugene    F— « 

Woodruff  B  E— f  1  c 

DOVESVILLE 
Chambers  P  P— I 

DUE  WEST 

Agnew  T  B — f  1  e 
Bonser  Mrs  H  £— f 
Brownlee  O  Y— f  1 
Kennedy  A  S— f 

EASLEY 

Bartan   T  T— ^1 
Easley  Ins  Agency— C  1 
McCravey  £  P 
Smith  W  C— 1 
Smith  ft  Tsyloi^-f 
Smith  W  G-l   . 

EDGEFIELD 

Griffin  C  A-f  1 
Mims    Tames    T-^ 
Norris  E_J—-f  1  e 
Padgett,  Harling  ft  Byrd 

Smith  H  A— f  1  c 

FLORENCE 

Aiken  J  B— 1 
Chase  Sanborn — ^1 
Chase   &  Howard— I  1  c 
Chase  J  P  &  Son— f  c 
Commander  C  E — f  c 
Creech    &    McBride— {   c 
Forrest  Taylor— 1 
Frierson  W   D— 1 
Harper  L  B — f  1 
Husbands  H  H— f  c 
Kuker  T  J— f 
Lucas  ft  Brunson— f  1  c 
Spann  J  M— £ 
Taylor  Forrest^-f  1 

GAFFNEY  CITY 

Dunlap  E — ^1 
Fort  S  L— 1 

Gaffney  Trust  Co— £  1  c 
Phillips  C  E— 1  c 
Poole  ft  Brockman— ^ 
Pridmore  J  G— £  1  c 
Robbins  C  C— £  1 
Sams  R  O — f 
Thomas  W  D— 1 
Wallace  G  W— 1 
Young  G  D— 1 

GEORGETOWN 

Fraser  ft  Co— £  1  c 
Hazard  Walter— c 
Morgan  W  D— 1 
Oliver  H  L— £  1  c 
Pyatt  J   S— 1 
Springs  ft  Sian — f  1  c 
alker  Le  Grand— c 


Sp; 
wis 


GRANITEVILLE 

Ariail  D  M— £  I 
Boyerworth  O  P — 1 
Hard   A    M— f 

GREENVILLE 

Anthony  W  B— f  1  c 
Barton  W  A— c 
Furman  A  G — £  c 
Gilfillin   &   Houston — £  c 
Glover   H    P— f  c 
Goldsmith  Wm^-£  1  c 


Gr  R  E  Loan  ft  Ins  Co 

Harrison  W  B— 1 
Hayne    &    Richardson— 

f  c 
Martin  Frank  F— £ 
Rutledge  J  R  ft  Co — ^f  c 
Tayter  Jno  S— 1 
Thackstott  ft  Son— £ 
Townes  S  A— £ 
Traxler  R  E  Co— f 
Wallace  W  A-£  1  c 

GREENWOOD 

Calhoun  W  G— £ 
Chipley  J  S  ft  Co— f 
Crymes  J  E— £  1  c 
Dowling  G  G — f  1  c 
Durst  J   K  Jr— £  1   c 
Gaines  J   M — £  1 
Goodwayn  ft  Spence — £ 
Greenwood    Trust    Co— £ 

1  c 
Hartzog  A  S — £ 
Hodges  G  G— 1 
Lee  Lawrence — ^£ 
Medlock  J   T— £  c 
New  South  R  E  ft  Trust 

Co— £ 
Wharton  J  B — £ 

HARTSVILLE 

Hartsville  Underwriters 

Agency — f  c 
Lawton  J  J— £  c 
Parrott  H  M—l 
The  Realty  Loan  ft  Ins 

Co— f  1  c 

HICKORY  GROVE 

Berice  W  S— 1 
McDiU  N  M— £  1 

JOHNSTON 

Coleman  W  Lee— f 
Derrick  W  C-1 
Eidson  ft  Yonce— f  1  c 
Ousts  &  Watson— fc 
Smith  E  H— 1 
Walker  J  I^-l 

KERSHAW 

Kershaw  Real  EsUte  ft 

Insurance  Co — f  1  c 
McCaskill  J  A— £  i  c 

LANCASTER 

Lsncaster    Savings   Bank 

ft  Trust  Co— f  1  c 
Moore  ft  WUliams— £  1  c 
Witherspoon  M  S — f  1  c 

LAURENS 

Adams  J  J— < 

Laurens  Trust  Co-»£  1  c 

Tolbert  J  F— £ 

LEXINGTON 

Dreher  E  G— £  1  c 
Fox  &  Taylor— f  1  c 
Leaphart  C  £ — ^1 

McCORMACK 
Britt  J  E— £  1  c 

MANNING 

Conyers  Marion— 1 
Cothran  R  D— I 
Gerald  &  Davis — f  1  c 
Horton  E  C— I 
Ingram  S  £~*1 
Manning   Realty    &    Ins 

Co-f  1  c 
Wells  R  C— 1 
Wells  C  W— I 
Wilson  F  N  Ins  Agency 

--£1  c 


MARION 

Covington  F  F— 1 
Coxe  W  B— £  1  c 
Evans    Watson    &    Co- 
Gregg  R  J  ft  Son— 1  c 
Hamer  ft  Lewis— f  c 
Johnson  J  W — £  c 
Smith  J  Ben — 1  c 
Witcover    H— 1 

MAYSVILLE 

Mayes  C  E— 1 
Mayes  M  C— f 

Stuckey  F  A— 1 
Thomas  W  G— 1 

NEWBERRY 

Burton  J  A— £  1 
Hunter  F  R— f 
Security  Loan  ft  Invest- 
ment Co— £  1  c 
Spearman  ft  Wallace— £1 
Tarrant  R  L— £ 

ORANGEBURG 

Bryant  R  F— f  1 
Edisto  Ins  Agency— £ 
Liles  ft  Liles— 1 
Mellichampe  S  R— £  c 
Orangeburg  Ins  Agency 

£  1  c 
Scase  W  K-f  c 
Sturkey  L  K— £  1 
Watson  A  C— £ 
Wolfe  ft  Berry- £ 
Ziegler  ft  Dibble— £  1  c 

PENDLETON 

Hard  Mrs  Jannie— £ 
Sadler   B   H— £ 
Sitton  J  J— £ 

ROCK    HILL 

Anderson  G  B— 1 
Blanton  A  H— f  1  c 
Brice  W  H-1 
Gulp  Jas  P— I 
Douglas  Wm  A  &  Co— 

f  1  c 
First    Trust    &    Savings 

Bank 
Hutchison  D— 1  c 
Johnston    E    B— 1 
Peoples  Trust  Co—!  1  c 
Roddey  W  Barber— f  1  c 
Roddey  W  J-1 
Wyatt  P  C-1 

ST   MATTHEWS 
AbUs  L  M  Ins  Agcy — 

f  1  c 
Amaker  T  A— f 
Barron  P  E— 1 
Dreher      &      Robinson— 

f  1  c 
James  C  R — f 
King  B  C— 1 
Loryea  J  H — f  1  c 
Murray  J  A — 1 

SENECA 

Clarke  Ins  Agcy— f 
Edwards  &  Son — f  c 
Ellison  C  H— f  c 
Hopkins   J  Eustice— f  1  c 
Nimmons  R  K — ^£ 
Nimmons  W  P — £ 
Todd  J   W-f 

SPARTANBURG 

Byers    E    D — ^I 
Carlisle  C  H— £ 
Cofield  Jas— f  1  c 
Colonial  Trust  Co — £  c 
Crews    &    Franc — ^1 
Ferguson  R  H — ^1 
Fridge    A   E— 1 
Glenn  W  S— f  c 
Hipp  W   Frank— 1 
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Morclind  H  A— e 


The  Ellori  AK1M7— f  le 
notai  O  G— 0 
Woiiudc  M  G— f  1 

SUUHERVILLE 
Crntben  E  &— f 
Deton  W  R  «  D  P-i 
Walker  L  A— f 

SUMTER 
Calk  ;m-^ 
aiiieiu     In*     Aiencr— 


.  CoowlidaHd  In*  Agtacr 
HiTnnfoitb  G  E— f  1  c 


Hood  K  S—f  1  0 
NibcnS  tl—i 
'     UoK*  Andrcna   Mn — f 

Ho«M    P— 1 

r  In*  A(eiic7< — f  I  < 
r   Real  Einn  It 


TIMHONSVILLE 
AtldDwa  B  R— 1 
Cktrlet  R  K— f  1  G 
Epp*  H  D— 1 
Guner  «  KoUIdi— f  1  c 
Lnua  W  H— I 
RMt  W  O-tl 

UNION 
BiUer    Lambtr    A    Uff 

Co— f  0 
Bemty   A  Co— f  c 
Cittitdi    Real    EM*Ie    ft 

Lou  Co— f  1 
Cnlp  T  B— f 
FuT  &  ThompiOD— f  c 


Garvio  E  M— f  c 
Hicbobon  fiuk  «  TVnM 
Co— f  « 

WALHAIXA 
Han  J  M— t  I  c 
Seaborn  Geo— f  c 
Verner  J  O— *  c 

WALTER BOftO 
Black    D   B— f 
Black  H  W  Jr~-t 
Fraier  C  H-f 
Fraier   R  1,-f 
J»fl»rie>    R  M— I 
Padeett  C  G— 1 
Von  Leht  Jolu  D— f  1 

WESTMINSTER 
Breinale  I  0~-e 
Butltr  D  P— f 
Carter  J   S—f 
Kinj   OdtlI-1 
Marett  K  W— f 
Mulkj   C  J— f 
Skirlcr   F   H— f   I 
WciliniiiMer   Fira  In* 

Aflcacr — f 

^itSonpoon  T  D— I  I  e 


WILUAMSTON 


GoodsloB     &     FMUnDD 

SaUivu    Geo    W~{ 
Sallivan   W    H— 1 
Willianuton  Scahr  k  lu 


Catbcart  J  C— I 


KetdiicH  &--f 
Lyle.  S   E^f  1 
wfeaiboro  loa  ft  Realir 
Co— f  1  c 

YORK 
GHM  Sam  M— 4  I  c 
LoH*  W  W— c 
LtodMri  R  ft  Co— (Ic 
Pilrick  P  W— c 
W004.  D  T— (  1 
York  Trust  Co-f  I  t 


SOUTH   DAKOTA 


Bolle*  Geo— f 

BrowD      Broa      Bank     ft 

Truw  Co— [  c 
Burnett   C  J— 1 
B,=rn.  C  J-( 
Conrv   lr,s  J—! 
Crall   frank  A— f 
Easlon  C  F— f  1  c 
Er-in  G  M   I^-l 
Fletcher  C  C— f  e 


Uaell  ft  Unk— i 


Fetera  Perry— t 
Pond  J  H— < 
Reed  IDI  Ak;^^  o 
Roinuu  J   B — f 
Seguin  W  P^l  c 


Paine  R  T— { 
Peckhan  ft  5cMha-( 
Seicat   W    H— < 
TUel  ft  Son— f 
Thiol  Geo— I 
Vincent   Frank— (  c 

ARMOUR 
Addie  J  W— * 
Boohei  Leroj— f  c 
CheileT  ft  BrowQ— f 
Dice  L  A-l  !  « 
Ecrniaae  Peter — t  I 
Floete  F  0—{  c 
Gallacher  F  F— (  c 


•aimer    Ralnh-f  c 
.HtnuB  arJc  C— 1 
Walker    ft   Gazler—* 
Wanier  E  P-f  e 
Waulaff    Ziau—i    e 

ASHTON 
Cole  W  E— f 
Roberta  D  H— f  I  e 

, BERESFORD 
Ackler  Geo  G — f 

Bui«  W*j— f 
Duntt  Abe— I  1  c 

Erickion  Albert— 1  e 
Frreberg  Augult — t 

Ma^ar  T 
Mddelt  I 


BLUNT 
McDaniel  F  S-f 
MsrietM  R  L-f 

BRIDOEWATKR 
Anderion  T  H— f 
ButU  C~f  I 
Rjan  T  T— f 
"tanard  Tj 


ard  tj- 

Sralth  W  T~ 
Tichetter  Ii 
T«hitter.J 
Wip(  E  i— 
Wlpf  E  ^- 


■i  1 


3a*en  H  J— f 

Thorp  W  W— f 


BROOKINGS 
AUn  T  C-l 
Alliion  A  B-1 
Button  H— 1 
Carliala  H  G~t  e 
Chappell  T  L-f 
Cheever  ft  Ckcem^ 
Flahbuk  H-F  e 
KaapHB  G  F-^  a 


Pnrdr  WallaH  B-4 
Tharer  Geo  F— f 

BRYANT 
Ameaon  G  A   S— # 
Eridiion  Jaa-i  c 
Can  L  A— f 
G4lle  E  }—t 
Roden  E  A-i  I 


CANTON 
AndeiMn  Hnt— f 
Brown  H  J— f 


Dean  E  M— t 
Ellia  ft  WiHdoaou 
Helieraon  A— I 
HdterHn  T  H— f  1 
^oMkMi  Geo  G— 4  1  e 


ToMk 


OlMil   Geo— f 
Rowe  I  H^ 
Rudolph  O  A— ( 
ShartTcdt  M  H— f  e 

CASTLE  WOOD 
Cordf  H  H-4  ( 
Skinner  W  N— f  c 
Walton  E— f  e 

CENTREVILLE 
Benrln  Lonli— f  I 
Bom  Alao-f 
Gardner  Walter-f 


Uee  Ji 


JS~(o 


CHAMBERLAIN 
BiDihan  J  H— ( 
Dirfca   P  B— I 
DniJ7  E  L— t  e 
Farmer  W  J— f 
Lawrence  ^  l-f 
PU»er   G   F— f 
Ftatt  W  H  Jp— 
Benulda  F  A— f 
Tidriek  C  D— i  1  E 
Whitheck  A  C— f 

COLUMBIA 
Elliott  T  H— f  1  c 
Holdbiuen  J  F— f  e 
Smith  A  H— I  1  c 

CUSTBaOTV 
Delicue  T  W-4  1  • 
Hanler  W  F-f 
Knecland  C  A-l  1  e 
rttrJB  C  l—f  s 


Porter  ft  Yeafar— f  e 
Rtuadl  S  W-4 
Stilwcll  L  W— ( 
Thoaui  ft   Fnan     f  e 

DELL  RAPIDS 
Burke  L  V— i 
Carroll  Sam— [ 
Cri.p  W  H— I 
Hefse  Olof-I 
K«u»e  H  C-l 
Lanon  L  K— f 
Larwn  S  B-l 
Lund  W  G-l 
Nitbet  W  C— I 
ShreYe  I  T-l 
Smitk  Henrr  M-l  I 
Smith  Q  H— I 

DS  BHIT 
AltfiUiach  L  P--I 
Andrewa  F  H— I 
Dnrtay  C  1^-41 


Wmiama  O  F— ( 
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ELKTON 
lea  H  R— f 
ow  &  RnAe— { 


Hoch  Geo  E-f 
Hod«J  E-f 
Lovd  Bin^-f 
ZaJsliy  E  R-f  I 


UtlBin  D  H-W 
Tohniion  Loyd-f  e 
Sfoor.  A  M— f 
Nonon  C  C— f  e 
Htid  F  T-f  I  c 
Sickle  V  R— (  c 
riimer  J  P— f  c 

FLANDREAU 
BjchmaD  £  A— f 
3oiion   Lewia— { 
■iiBelow  JuBta  T— f  1  . 
JI«itt  in  F-£  c 
3«m  H  A— f  1 
itoklie  C  S— f  1 
leniT  W  S— f  1 
Jolrinon  L  B — f 
iIcCirthT  J  H— f 
'cbvan   Enut— 1 
'inith  JesK  A— f  c 
Vairen  F  A— ( 
POST  PIERRE 


GROTON 
uoa  N  S— f  I  c 

™iii  W  1-7 
ige  T  E— f,l 
ather   R   A — f  e 
Uler  W  B-l  e 
hede  John — t 

HERMOSA 
emard  A  T— f 
DDaglun  Tboi  L— f 

HOT    SPRINGS 
ae  H  I>^  C 
ereland  L  E— i  1 


(lie    F  A— f  c 
lith   G  C-f 
jckmaoj   Btek—f 
ard  Pete  F— f 


HOWARD 
Icins   B    E-(  c 
i;  field    L    H-l 
K     F    F-f  c 
nsoo  G  E-f  1 
veny   W   F— ( 
Ctitloagh  D  A-f  e 
ore    ITA-i 
ith    Hiigh-f  c 
del    J   A-f  c 


each    &    Dickintan    Co 


Ede  Emeit  D— [ 
Farmer  W  N-i 
Fay  Mr>   W    N  Jeanett 

Gibbl  &  Searla-r  1 
Hagen   O  S-f 
HaR   C   N-( 
Hill    Robeit-I 
Hinckley   Ljnian  T-l 
iBIenhath    C    C— I 

Kelley   C  A-5 
Mtul  W  H-f  1  c 
McUvaine    C   N-f   c 
McMoniei   D  £— ( 


bheek*   Ueorge— 1 
Snyder    E    Cf-t 
Slowell  A  P-(  I 
Teeta    B    F— t 
Thompson    Thoa— f 
Ward   Harry  J— [ 
Weit  C   H-l   e 
Whiman    M    D-f 
Wright    Ceo-(    1 


OhlMT,     C     H-f 


Griiwold    Fred— f 
Honda    VacUr-f 
Leni   P  V-f 
Reynolds   Bros— 1 
LumbonI    E   B— f 
McOenahui   J    R-C 
Sehoenbernr  H   A-f 
Smith's   a»de    E   Ins 

Smith  HC— f1 
LEAD 
Coram  F  B — t  e 
Coma  ft  CarriD— 4  e 
Feeoer  JoNph — f  1  e 
Lnarier  V  A--f 
■         UADISON 

Bn]|"rM  s' S..-.— f  I  e 
Be^irJsley    Wm-f 
Berthcr    M    ]■— f 
Blew.ll   J    F— f 


Ifundl  F  J— f  I 
Olstad    C    E-f 

Rcsbtck  Chi.— f 
ScliBuill  A  a— I 
Schuellei  F  ;-f 
Sheridan  E  &  Son— { 
Shipton  Prank — t 
Soper  F  I^— f 
Spon"--"-  '  '" 


Spotibolti  A  W— t 


Urdahl  Hana— f 
Wadden  N  E— f 
Wadden  lobn  W— 
Wadden  V   R— £ 

MILBANK 
Benedict  E  R— f 
Bleaier  A  J-f 
Bnry  Geo~l 


Lockhart  S  S— f  c 
Martcna   Broa— I 
Meehan  F  W-f 
Middlebrook  G  C-f 
Mills  C  E—l 
Rix  Geo  S— f 
Robert*  F  B-l 
Bonenbock  Jo— f 
Saanders  P  C— I 
Stutt  D—t 


Branson  O  L  K  Co— {  I 
Ctow  John  M-f 
Downer  A  T — 1 
Drake  Tred  C-f 
Foster  Geo  E— .f 
Hager  A  B~f  c 
Harris  Hark— f 
Kelly  P  H-f 
Riihbun-McDonald     Co- 

f  c 
Rtw  Geo  H— t 
Rovley  Earl  B— f 
Tipton  W  E— f 
Walrath  J  0-( 
Well.  J  E-f  I  c 
iVilliama  J  E-l 
Wlnsor  F  H— f 

PARKER 
Fisher  A  M-f  I  c 
Hill    &    Hill-t  c 


Stoddard    K    B-(  c 
WatMHi    J    W-f 
Younger.  T   I^f  1 

PIERRE 
Anderson  C  H-f 
Cuttina  H  E^  e 
Hyde  C  I^f 

Lnle  F  g-f 
March  D   W— f 


Gifford   Chaa— f 
Goldsinltk  D—t 
Hart  W  H-f 
King  C  L— f 
MieTke   William- f 
Scaolsn  F  W— f 
Smith  W  A 
Todd  E  J 
Todd  I  ' 
Wilson 

SIOUX  FALLS 
Babeock  West— 1 
Banker  J  A— o 
Builie  Frank— 1 
Caille  Louia— f 
Campbell  L  C— 1 
Clarfc  &  Johnson  Co— f 


E  a— f  0 


{5 


Clarb  &  Jol 
Craig  L  F-  . 
De  Lange  P  A— 1 
Dsuthit  G  It— [ 
Glidden   D  S— I 
Harris  CI— I 
Hobion  R  J— f 
Holliater  Bros— t 

nowles,  Dwijht  ft  Too- 

Mci^ey  ft  Allen— f 
MallanneT  John — I 
Moore  G  W  F— I 
Moreom  E  D — I 
Mumby  C  H— f 
Neiiler  P  J— f 
Nichols   L  C-f 
Norton  loi  Agencr — t 
Patton   J  M— I 
Rains  W  H— f 
Schmuke  A  L— f     " 
Scurr  OrviUe— ( 
Se»ton  T  W— f 


Tucker   R    A— 1 
-rler  N  S— ( 
pdegraf  J  G— f 


T>ler 

Updeg; 


Company — f 
aian  ft  Son — f 
WhitEher  C  C— f  1  c 

RAPID  CITY 
Ackerman  Fmk— f 
Allen  Broa-f  c 
Ctabtiee  C  C— I 
Fairat  ft  Jepaoo — f 
Henricbs  H  W— f 
Hont  A  C^l 
Hunt  G  C-( 
Hurtbut   E   1^1 
McCain  Fred  C— f  1  e 
Randall  Phit-t 
Roberts  E  F— f 
Slaiierr  Jobn  J-l  c 
Weniiler  Harrr— f 

REDFIELD 
Bailer  Geo-i 


romley  ] 
ruell  W  _ 
11  R  T-f 


F-f  e 


Fisher  Geo  W— f  1  e 
IssenhDth  Win— I 
Inales    Tern— 1 
Johnson  U  G-f  c 
Labrie  A  F— f  I  c 
Morfartv  M— f 
Packard  H  P-f 
Randolph  A  M— ) 
Sterling  C  D— f  c 

ST.   LAWRENCE 

McCullen  J  F— f 
SALEM 
FSrit  National  Bsnle— f 
Gibson  J   W— f 


Henton  i  Henton — f 
Newton  Goo  W— <  I 
Warrin  Rutsetl— f 
STURGIS 

ter  H  P— f 

Bodler  A  l^~t 
Burton  Burt — t 
FUvin  Motl— f 
-      ley  L  W— f  I  0 

TYNDALL 
Chladek  F  F-t 
Kranse  Ed— f  I  e 
Robinson  R  R-l  1  c 
Thompson  Wm— f  e 

VALLEY  SPRINGS 
Hetisnd  E  I— f  I  c 
■■   Hand  L  S—f  c 

les  W  H— f  c 

II  Otto— i  = 
Wrijht  G  W— f  0 
VERMILION 

rett  C  H— f  e 

Brosioa  Geo   K— f 
"leUnd  W  L— 1 
lopeland  J  A — f  c 
Jollina  H  L— 1  c 
Cushman  E  M— I 
Gundersoa  A  B— f  c 
Gunderson  C  I — t  c 
Hart  E  M— f  1  c 
Payne  ft  Olson— t  e 
Pugaley  R  N— ! 
Runyan  Chatlea— 1 
■^-'—  H  G— f  c 

md  &  Palmei 
ind   Eric--f  1 
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WATERTOWN 

Bird  J  E— f 
Bowen  Frank — f  c 
Counttyman  F  A — f 
Dalameter  Jay — f 
Fahnestock  John — f 
Goepfert  R  D— f 
Gove  &  Snvder — f 
Hanten  H  M— f 
Kranz  Chas — f 
Lockhart  C  H~f  c 
Loucka  &  Mather — f 
McMath  W  T—1  c 
Meadows  F  R— f 
Meichals  H— f 
Meyers  I  H—f 
Mowrey  A — f 


Scholtz  Wm  W— f 
Snyder  C  K— f 
Walrath   H    D— f 
Williams   R   G— f 

WEBSTER 
Alley  A   M— f 
Compton  D   B   ft   Son- 

f  Ic 
Cooma  I  S— f  1 
Cooper  A  T— f 
Dunton  Geo  C — f  1  c 
Halter  Martin—f 
Harris  R  W— f 
Levay  L  G — £  1 
Smith  A— f 
Woodworth   L  H—f 
Yeager  F— f 


WILMOT 

Eastman  R  H—f 
Hougen   L   S— f  c 
Jones  W  F— £  1 
Minder  A — f 
Munro  John  A— f  1  c 
Ricbert  R  C— 1  c 
Walker    R    C— £ 
White    R   E—f 

WOONSOCKET 

Allen  W  H-£ 
Cameron  J  B-4 
Cooney  Connor— £ 
Daltott  J  R— £ 
Dzie  H  S— £ 
Hauge  H  W-£  1  c 
Hobart  H  J— £ 


TENNESSEE 


Stuart  W  S-£ 
Whiting   J    E-f 

YANKTON 

Bruce,    Van    Antwerp  & 

Co— f 
Cavanagh  ft  Heaton— 1 
Dunn  £  H—f  1  c 
Duus  J  M— f 
Engle    Julius— £ 
Fitch  G  W— 1 
Gamble  Mrs  Eva— { 
Harris  C  J  B— f 
Ohlman  M  P  Ji— £ 
Roberts  G  W— £ 
Smith  T  T—1 
Walpole  R  E— 1 
Wheeler  R  A— c 
White  Edwin  T— f  1  c 


w. 


U    INCUSOIN    dc    GO. 

GENERAL    AGENTS 

TENNESSEE  TRUST  COMPANY  BUILDING,  MEMPHIS,  TENN. 

ARKANSAS  TENNESSEE  MISSISSIPPI 


Central  Mfg, 
Concordia 
Globe  &  Rutgers 


Globe  Underwriters 

Industrial 

Insurance  Und.  of  State  of  Penn. 


Lumber  Underwriters 
Rhode  Island 
Stuyvesant 


ATHENS 

Bayless   G   P— £ 
Bayliss   J    W--£ 
Dodson  C  F— £ 
Dodson   F    R— £ 
Dodson  W^   C— £  1  c 
Hoback  &  Odell— £ 
Keith  C  F  Jr-£  1  c 
Mehasey    Owen — ^1 
Moody   H    S—f 
Reed  J   C-£ 

BOLIVAR 

BiU»  J   H—f 
Bishop  D  E— f  1 
Crawford  Wm  H— 1 
Kahn  A  M— £  e 
Miller  C  A-« 
MitcheU  J  Lr-4 

BRISTOL 

Brewer  Tas  K— f 

Caldwell  S  Er-1 
Evans  J  L — ^1 
Galloway  H  H—f  c 
Howell.    Bachman    & 

Burrow — i   c 
Lyon  J  B—f  1  c 
McFarland  M  A  &  Co— 

f  c 
Sanders  H  G — ^1 
Sheen  W  G  ft  Co— f  c 
Sheen  W  W  &  F  R— 1 
Shipley  H  R— £  e 
Wood   &   Holt— £ 

BROWNSVILLE 

Bond  R  N— £ 
Bradford-Curie  Ins  Agcy 

B^   J  W— £ 
Currie  W  T—1  c 


Dupree    N    R — ^f 
Keathly  N  B  ft  Son— f  1 
Lylc  G  W— f  c 
Maddox  R  F— £  c 
Parker  E  G— £  1 
Powell  B  A   Tr— f 
Sanfield  H  H— 1  c 
Smith  H  J— 1 
Thomas  S  F— f 
Tipton  ft  Mann — f 
Viers    I    M— 1 
Whitelaw    E— c 
Wilder  J  A— f 

CHATTANOOGA 

Adams  H  H— 1 

Amster  Sam — 1 

Baker  W  E^l 

Barr   H— c 

Bass  &  Conner— f  c 

Biese  C  W— 1 

Bishop  T  W— 1 

Brown  E  Er-1 

Brown  &  Landres»— 1 

Burton,   Ireland    &    Wall 

Cohn  J  T—1 

Colburn  W  JT  ft  Co— f  1  c 
Crimm   C   Et— 1 
Drcwry   L  D— 1 
Elmore  S  B — f  c 
Etter  J  H  ft  Co— f 
Evans  Fletcher  Co — ^f  1  c 
Farrar   &    Roddv— £ 
Ferger  J  Fred  &  Bro — £ 
Freeze  C  D— 1 
Gibson  ft   Bonavita — c 
Glover  ft  Grady— f  1  c 
Hall  Geo  J  &  Co--f  c 
Hardige   L— 1 
Harmon  L  B — f 
Hebditch  H  G— 1 


Hughes   A— 1 
Johnson  N  A — 1 
Keys  F  M— 1 
Kirkpatrick  A  L — ^f  c 
Lan^ley  W  F— 1 
Lanier   &   Lachman   Co 

— £  1  c 
Long  S  P  &  Co— £  c 
McFarland  H  I^-l 
McGaughy  Tas  M— 1 
McGee  &  Pryor— f  1  c 
Maclellan  Thos — c 
Macrae  ft  Stewart— f  1  c 
Miller   L  J— 1 
Moyses  Sol  &  Co— f  1  c 
Nowlin   E  A— 1 
Olmsted  Bros  ft  Gates — 

f  c 
Owen,     Love  &  Estes— 

f  1    c 
Pickens  Mrs  Carrie  R— f 
Right   C— 1 
Rohlston    E   H— 1 
Rothwell  R  A  ft  Son— f  e 
Rowlcs  W  R— f 
Royalty  C  H— 1 
Shepherd  Paul  W— 1 
Slater   R— 1 

Sloan  A  N  ft  Son— flc 
Smart   E— 1 
Spence  John  S — ^1 
Spencer-Do wler   Co— flc 
Teter  A  J— 1 
Thatcher  Wm  C— f  1  c 
Thompson  T  C — 1 
Tyler's  Insurance  Agcy 

Vance  Harry — 1 
Wester  Earle   N— 1 

CLARKSVILLE 
Anderson   P  M — ^1 
Bardwell  ft  Co — f  c 


Beach  Mra  Lena— £ 
Byera  L  N— f  I  c 
Carter    Marvin   E— £  I 
Catlett  ft  Patch— f 
Fort  Geo  ft  Co— f  1 
Hanner  M  R— f  c 
Harper  J    R  Sr-1 
Hodgson  ft  Caldwell— £c 
Howell  ft  Atkina— £ 
McKeage  J  O— £  1  c 
Michdll  I^-l 
Northiagton    ft    Faolkacr 

— f  1  c 
Settle  Jack— 1 
Smith  G   Charlton— f 
Sufford  Frank— 1 
Thomas  D  P— 1 
Wallace  J  V-£  1 
Williams  C  L-1 
Yarbroogh  H  N— f  1 

CCEVELAND 

Blackburn  JLR— f  1 
Campbell    E    F— f 
Fox   Broa— f  1 
Hams  J  B— £  1 
Harfe  Cf  W  ft  Bro— £  c 
Jordan  T  G— f 
Knox  O  A — f 
Moore  B  D — ^f  I 
Rogers  T  L  ft  Sod— £  I 
Taber  B  H—f 
Taylor   John— f 
Tonkin  ft  Ramsey — f  1  c 
Webb  B  M— f 
Wrinkle    C   L— f 


COAL  CREEK 

Reed  C  R— £  1  c 
Wattt  C  J— f 
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COLUMBIA 

Columbia  Ins  Agcy— f  1  c 
Farris  Mora   B— f  1 
Hendley,    Cochran   & 

Thomas — f  1 
Lipscomb  &   Bums — f  1  c 
Looney   £  D  &  Co 
McAdams  W  G— 1 
Maxwell    Sol— 1 
Morgan    A    P — 1 
Regan  B   E  &   Co-f  1 
Sheppard  J    M — f  c 


Vaughn 


E-1   c 


COVINGTON 

Boyd  W  T  &  Son— f  I  c 
Gamer  &   Shelton— £  1   c 
GirdncT  G  A — f  1  c 
Green    Malcolm — ^1 
Green  &  Calhoun— f  I  c 
McClelland    Bros— f  1 
Murphy   V— 1 

DANDRIDGE 

Fclknar  Mrs   A   M— 1 
Webster  A   H— £ 

DAYTON 

Abel  Robt  P— f  c 
Dean  &  Blevins — f  I 
Dodd  J  C— £  1  c 
Sanborn  C  D — i  1  c 

DRESDEN 

Lewis    R    T— £ 
Lewis  T   A— f   1    c 
McCuan    W   A— £ 
Mayo   G    T— £  1 
Moran    C    H— £ 
Webb   King--£   1 

DUCKTOWN 
Anderson  Jesse  F — f  1  c 

DYERSBURG 

Atkins  J  W  &  Co— f  c 
Biggs  &  Watkins— f  c 
Bngham  W  L— f 
jrigsbyj  P  &  Co— f 
Hayes  W  R— f  1 
Vloss   R  F  C— 1 
summers  ft  Rhodes— f 
>uiniiers  M  S  Co — f  c 
A'atkins  Fred  C— f  1 
.Veils   T  Lr—f  1 

ERIN 

riutU   C  A—f  1  c 
ifcElroy    Jno— c 
'arkcr  C  N— f 

FAYETTEVILLE 

VIexander  Bros— £  1  c 
VUen     Miss    Carlce— £   c 
'owden  L  £  &  Co — £ 
'eeney  R  Ed— c 
launt    R  W  &  Co— £  1  c 
roodrich    Geo   &    Co — f 
ioodrich  John   T   &   Co 

— f   c 

rcrritt  T  L— f  c 
*ewman    T   &  Co— f 

erry   E  S— £ 

FRANKLIN 

*Tiggs    J    B— £ 
annon   &   Channcll~£ 
v»wan    Geo  L — £ 
:win    B   D— 1   c 
fcOavock    Ed— f 
IcLeinore    &    Hunter — 

f    I 

[arshall    German — ^£ 
fount    C  M— 1 
fulling   J— £ 
[urrey    Tom — £ 
erkins    &    Green — £ 
erkins  E   M— f  1  c 


Wallace   &  McGan«^— £ 
White  B  F-£ 
Wright  G  C-1 

GALLATIN 

Anderson   D  B  &  Son— 

£  1  c 
Peay  Mrs  Ada— £ 
Tomkins   Bros — £   1  c 

GGODLETTSVILLE 
Biatbes  A  R— f  c 

GREENEVILLE 

Armitage  Jas — 1 
Armitage  W  H— f 
Britton  J  D — ^f 
Hacker  J  E— £ 
Howard  N  T  ft  Co— f 
La  Rue  S  B  &  Co— f  1  c 
Lowry  Carl — 1 
Lowry  Will— f 
Pipe  John   M— f 
Susong  D  S— 1 

HARRIMAN 

Brooks  G  F— I 
Foreman  J  C — I 
Hendrick  C  E  ft  Co— f  c 
Tulian  C  N— £  c 
Manley  John   A — f 
Nelson  Jno  A — 1 
Ribble  J  H— 1 
Scott  L  O— f  1  c 
Stone  J  W— f  c 

HUMBOLDT 

Adams  G  J — £ 
Adair  H  P— c 
Armstrong   Mr— c 
Dodson  A  R— f 
Fox  E  L— f 
Love  J  O — f  1  c 
Jackson  G  V— 1 
McNeely  R  H— f  1  c 
Mathis  T  W  &  Co— f  1  c 
Senter  Jno  M — f  1  c 

HUNTINGTON 

Foster  A  W — f  1  c 
Wright  Neil— f  I  c 

JACKSON 

Alexander  A   M    &   Son 
— £  1 

Biggs,  Balbridge  &  Car- 
roll—£   c 

Booth  A  A— £  1 

Bumpus   &  Estes— £  c 

Caldwell,    Vanden    &  Co 
-£  c 

Dunaway   W  E>-£ 

Fulghum    £—1 

Glass   T  &-£  1 

Knott  C   D— 1   c 

Lacy  F  R— 1  c 

Land  is   C    F — 1 

McClamrock  W    E^£ 

McCutcheon    &    Drake— 
£  1   c 

Mathis  L  E^  1 

Nelson    I    H— £ 

Patton   A   V— £  1   c 

Phillips  W   R-£ 

Polk,    Ingram    ft    Wis- 
dom 

Price  J   H-I 

Ross  Bros — £ 

Sharp    D   I^£    . 

Smith  R  C-1 

Stovall   &  Shelton— £  I 

Sweatman   L  O — £  1   c 

Taylor   M   H— £ 

Taylor  W   A— 1 

Ti^ctt  I    B— £ 

Wilkerson    &    Benton— 
£  c 

Williamson    E    P—I 

Williams   Carl- 1   c 

Witherspoon   Ross — 1 


JOHNSON  CITY 

Bishop   &  Smith — f   1 
Galloway    T   J— £ 
Harrison  W   B   &  Son- 

£  1  c 
Hunter  R  C— f  1 
Lacy   John — £ 
Martin   &    Byrd — £ 
Nease  L  M   &   Co— £ 
Sharp  C  C— £  1  c 
Stafford  B    F— £  1 
Stanyard    Little— £   1 
Wofford    Bros— £   1    c 

JONESBORO 
Cox  Jno  D— £  I  c 

KENTON 

Arnold  C  T— £ 
Garrett  J  L^-1  c 
Hopper  W  J— £ 
Howell  A   M— £ 
King  T  M— £ 
Ramsey   C  A— 1 

KNOXVILLE 
Anderson  Elihu — 1 
Anderson   W  J — ^1 
Black    Jas    F— 1 
Garden   R  L — 1 
Chamberlain    F    W— 1 
Ellis  Dr  J    N— 1 
Flenniken    F    W— 1 
Fowler  C  O— 1 
Gaston    B    M— 1 
Gothard   E   C— I 
Hall   H  W— 1 
Harrison    G    F— I    c 
Hart   Thos— 1 
Heart    Frank— 1 
Henderson    W    B— 1 
Hurst   Ed— 1 
Johnson   R  P— £  I 
Lutz  E  R— £  1  c 
Lutz  J  Ed— £  1  c 
McAllister    R    W— 1 
McKinncy  T  S— 1 
McMillan  H  W— I 
Maxwell   J   F— 1   c 
Prevost  J    W— 1 
Rymer   J    V— 1 
Shan  ton   Fred  S — I  c 
Shepard   D   M— £  I   c 
Whittle  M  M— £  1 


LA  GRANGE 
McNamee  Jno   T — c 

LEBANON 

Anderson   Sam   M — 1 
Anderson    Alexander — 

£  c 
Askew  W  T— £ 
Beard  E  E— f 
Doss  H  E— f 
Golladay  Geo   &  Co— f  c 
Hill    P    Y— 1   c 
McCartney   A  W— 1 
Stiles   Jno— I 
Walker   &  Walker-1  c 

LEWISBURG 

Black  T  C— f 
Braden   &  Hardison — £ 
Cathey  T  L— f  1   c 
Crutcher  J  F— £ 
Dougherty   P  C— 1 
Fox   W    D— f 
Hendricks    R    G— f 
Hopkins  Bob — £  1 
Lewisburg   Ins   Agency — 

f  1  c 
McConnell  S  S~f  1  c 
Moss  J   Lee— f  1 
Murrey  T  M  &  Son— £ 
Turner  S  J— f  1 
Wallace  C  C— f  1  c 


LEXINGTON 

Graper  H   £ — i  1  c 
Hall  R  W— f 
Stanford  A  S— 1 

LOUDON 
KoUock  Joe  H— f  1  c 

McKENZIE 

Bass  H  H-f  1 
Cannon  J  P— f 
McKenzie  Co— ^ 
Perry  C  H-£  1 
Porter  T  M— 1 
Thomason  ft  Soites— € 
Young  C  F— f  1 

McMINNVILLE 

Harwell  ft  Howard — £  I  c 
Hennessee  E  L — ^1  c 
Holder    J— f 
Tones   R    Ed— ^f 
Mason   &  Colville — £  I   c 
Reams   R   M— f 

MARTIN 

Adams  Rowlett  ft  Adams 

— f  1  c 
Bowden,      Templeton      ft 

Ross— f  1  c 
Farmer    G    E    Agency — 

— f  1  c 
Fisher  B  J— f  1  c 
Martin   &   Martin — f  1  c 
Pate  W  E— f  I  c 
Scott  A  L^-f 
Turner  ft  Harper— f  I  c 

MARYVILLE 

Coventry  A  A — £  1  c 
Goddard   Jas   &  D   R— 

£  1  c 
Maxey- Walker    Co — i  1  c 
Moulton  A  J — £  c 
Wine  Wm— 1 

MEMPHIS 

Adams   S   D— £  c 
Anderson    Gordon    M — 1 
Bacon  C  C — 1 
Beasley    Well£ord    Agcy 

Beattie  G  M— £ 

Bourne  Edward   &  Co — c 

Buckingham  T  N  &  Co 

Calhoun  S   L— 1  c 

Carrington, 
Mason  &  Sons 

206  fBnn.  Tt.  BldK.  MsmphiiL  TmiL. 

HooM  Ini.  Co.  H.  T.:  lutford  Fin 
Ini.  Co.,  Htd.|ffib«niis  Dndflrvrilers, 
I.T.:  lartfora  ieoi.  A  Indemnity  Co. 

GHIRiL  A6IRT8. 

Pradtntial  Gas.  Co.,  Indianapolis. 

LOOiL  idlHTS 


Carver   N    R— 1 
Cochran    &   Martin — £ 
Collier  Jas  D— f  c 
Coyne   L    P— 1 
Dean   &  Tindall— £ 
Dickinson  J  F  &  Co— £  1 
Dobbins  M  F— £  c 
Dunscomb   J   S — ^f   c 
Edmondson   W  C — f  I   c 
Edrington  J    P   &   Co— £ 
Emery  J   B— 1 
Erskine   W   G— 1 
Faxon    F   W   &    Co  Inc 

— f 
Fisher  D   A  Inc — £  c 
Gaither   A   P— £ 
Galbreath    Percy — £ 
Garvin    F   J — 1   c 
Grant  Peter  G— £ 
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BttablishMl 
1M4 

Kax  Bulldlns 


D. 


««  You  Hciv«  a  F^lre  Tonlsht 

A.    PISHBR,    Inc. 


Ttftpboac 
Mala  M 


lVtompHi«.T«n 


FIRK  DIPAMTmCNT  RCMICtCNTINtti 

Aachen  ft  Munich  Fire  In*.  Co.  Sun  Inaurance  Ofllce 

Globe  ft  Rutaen  Fire  In».  Co.  Insurance  Underwxiten 

Henry  Clay  Fire  Inaurance  Co.  i'"™'^'  Underwrltaa 

Inrarance  Co.  of  North  America  Michiaan  Commercial  In».  Co. 

Insurance  Co.  of  State  of  Pennsylvania  _     .  „.  ^  ^.     Phoenix  Ins.  Co.  of  Paris 

St.  Paul  Fire  and  Marine  Insurance  Co. 

MARINE  DCPAinMKNT  RKPRKSCNTINtti 

Royal  Insurance  Company  ^  London  Lloyds 

Royal  Exchange  Assurance  Co.  United  Suites  Uoyde 

Providence  Washington  Ins.  Co. 

CASUALTY  DCPARTIIICNT  RCPRKSCNTINQc 

Standard  Accident  Insurance  Co.  «  „      ,  .  ^   ,        iEtna  Accident  and  Liability  Co 

a»ou«iu  Hartford  Steam  Boiler  Inspection  and  Inaurance  Co. 

FIRE  PROTECTION  DEPARTMENT  REPRESENTINQi 

Nana  But  Apiwavad  Plf*  Pialaulliia 


JEtoM    Inaurance  Compaay 


TENN.— Memphis, 

Con. 
Guion  H  L  &   Co— f 
Harper   P   M— 1 
Henderson    &    Heyward 

-f  c 
Hill  Frank  F— f  c 
Home  Ins  Agcy— f  c 
Hood    Fraxier— 1 
Howard  £>— I 
Hunter  F  B  &  Co— f  c 
Tack  J  D-1 
tones  T  B— 1 
Tones   W   H— 1 
Kinman   C  W— I 
Lake   R  P  &  Son— 1 
Lehman   A   H — 1  c 
Lewis    C   K— 1 
Lippitt  J^Er-l 
Marmon  J   B — 1        _ 
Martin   N    Hill   &   Co-f 
Marx   &  Bcnsdorf— f  1   c 
Mathes   Bros— f 
Matthews    &   Speed   Co 

Matthews  R  L  &  Co— 

f  1 
Maury    &    Stout— f   c 
Mauss  H  B— f 
McKinncy   Jas  VV— 1 
Metcalf  Bros— ( 
Meyers  G  L  &  Co— I  c 
Montedonico  Proudfit  & 

Co-f 
Moore  W   H— £ 
Morrison  &  Hoppe — f  e 
Nelson  W  L  &  Co— f 
Ogilivie  S— 1 
Omberg  W  F— 1 
Outten   &   Sullivan— f 
Pearce  A  W  &  Co-f  1  c 
Pope  F  T  &  Co— f  I 
Pnchard  N  R— f  c 
Prowne    Roscoe — 1 
Rabby   E  R— 1   c 
Redford    C   N-1 
Rice-Chism    Co — 1   c 
Roudebush   W   S— 1 
Sackett  Oran  L— f 
Shomeaker    S— c 
Sibley  &  Erskine— 1  c 
Smith    &    Wallace-f 
Smith  T  M— 1 
Stein   G   F— c 
Sterrett    Ins   Agency— c 
Strenli  Henry— I 
Sugarman   I — f  1 
Taylor  T  J  &  Co-f 
Thompson   &  Tobin— f 
Timmerman  W  L — ^f 
Treadwell   &   Harry— I  c 
Walker  J  F  &  Son— f  c 
Weathers  Chas   A— 1 
Wcllford  Thoa   &   Sons 

-f 
Wilhoit   W  1^1 


Williams   E  M— 1 
Williamson   S  M   &  Co 

Inc — f  c 
Wills   B   A— 1 
WUls  E   F  &  Co— f 
Wood   W  H— 1 

MILAN 

Collins  Fred— f 
Harrison   C  B — f 
Harrison  J   R — i 
Rhodes   J    P— f     ^ 
Thompson   &   McKmney 

Webb  &  Keaton— f  1 

MORRISTOWN 

Bushong   W    D— f 
Fisher  J  N— £ 
Fort  J   W-f 
Crawford    D   W— 1 
Grant    E   M— 1  ^      . 
HoUoway    &    Harris— 

f  1  c 
Lotspeich    A   W   — f 
Lyons  C  M — c 
McAloon  F  A— 1 
Miller  J   F-f 
Price  E   G— 1 
Procter   C  D— 1 
Rice   &   Jamagin— f   c 
Taylor   R  F— f       ^  , 
Williams  &  Son— £  1  c 
Wirt    Frank— 1 

MOUNT    PLEASANT 

Acuff  &  Harlan— f  1 
Irwin  E — f  1  c 
Ross   C  C-£  1   c 

MURFREESBORO 

Beard    Richard— f 
Black    Eugene— 1 
Brevard    &    Stackird— 

f  I  c 
Crichlow  N  C— 1 
Crichlow  J   H— £  c 
Hale   Alden— £ 
Love   Clicord— f   1   c 
Rion  E  T— f  1  c 

NASHVILLE 

Alexander  R  I^-f 
Alexander  H  B— 1 
Armistead  R  A — c 
Armstead  W  B— £ 
Armstead   Robt  L — f 
Baskett  ft  Baskett— 1 
Baxter  J  A  ft  Co— f 
Brandon  D  G — ^1 
Bringhurst  Booten  &  Co 

Brown  J  G — ^1 

Rruffh  Harnett  ft  Co — c 

Buell  &  Crockett— f 


Caldwell  J  £  ft  Sona— f 
Coverdale  N  C — 1 
Crouch  B  Duke— f 
Crutcher  T  W  ft  Son— f 
Currey  R  B— ! 
Dabney  ft  Martin— >1 
Davis   Paul    M — c 

•ifis,Bratf9rdSC«. 

AmiriCM  Nal'l  Buk  BMg. 

haihTllle,  Tcai. 

Repreeenting:  Hanover  o£ 
N.Y.;  German  American; 
St.  Paul  Fire  and  Marine; 
Niagara;  Phoenix  of  Lon- 
don; Franklin. 

Dickson  D  D— I 
Dicken   N   B— I 
Dillon  &   Chase — ^f 
Uryfus  Sol  E— 1  c 
Dudley,    Mahoney  &  Co 

— £ 
Eaves  Wm  H— 1 
Ewin  B  D — ^1  c 
Ewing  F  E — £ 
Fields  B  F— f 
Fite  Frank  G — c 
Folk  C  A  ft  Co— f 
Fordc  T  M— 1 
Franklin    T    C— I 
Fusch  E  A— I  c 
Gale  W  D  ft  Co— f  c 
Gilmore-Clunan  Co — f 

i.B.B«iMdi0t  T.QnbMDliU 

BaU  i  Beiedict 

SUta  and  Local  Agents 

NASHVILLE.  TENN. 

Ifttiaoal  Flnof  InHM 
Haokaafai  A  Trsdwsof  liwOriMsa 
Tirginisr.dfcM.ofRidAMd 
Son  Unteviltttt  igmey  orifmlon 

Handly  J    R— £ 
Henry  R  A— 1 
Hicks  P  H  ft  Co— f 
Hindman  Julia — ^f  c 
Jackson  H  E— f 
Jarvis  A  T— 1 
Lindsey  A  S — f 
Litton  G  S  ft  Co— f 
Loventhal  Bros — f  1  c 
Lncus  J  C— £ 
McAdams  W  G— 1 
McKee  J  B  ft  Co— f  1  c 
Mahoney  &  Co— £ 
Marcomos  J  H— ^ 
Ogden  W  A— 1 
Ouerbacher  J— c 
Parkes  Leonard — i 


Picton  J  M— f 
Filcher  Stewart— c 
Polk  f  K— f 
Price  Erwin — I 
Ravmond  W  H— 1 
Robinson    R    D — ^l 
Rutland  W  P  ft  Co-£  c 
Scruggs  C  J — f 
Sharpe  Mora  H— f 
Smith  H  H— I 
Smith  J  H— 1 
Smith  T  M— 1 
Smith  W  J— 1 
Smith  H  Phelps-f 
Spurr,  Groas  ft  Co— I  c 
Stone  D  C — ^f 
Struby  M  E— 1 
Sykes   Chas— c 
Tallman  A  R— 4 
Throop   P   T— 1 
TimberUke   T  F— 1 
Treanor  J  O  ft  Son— le 
Wade   Gideon   P— c 
Warren  F  H— £ 
Webster  W  A— I 
White,    Hunt    ft    Co-f 
Williams  R   H— £ 
Winsted    Shelton    Co-f 
Wrenne  D  P— €  c 

NEWBERN 

Crenshaw  J  A^i  1 
Harris  Jas   T— f  1  c 
Roop  H  A— f  1 
Scott  ft  Co— £ 

PAMS 

Alexander  &  Co— £  I  c 
Cherry  Mrs  A  G— f 
Hastings    C    E  ft   Co-i 

I  c 
TohnsoniuB  J  J  B — f  I  c 
Patterson  J  A— £ 
White    Alex   B  ft  Co- 

f  1  c 

PULASKI 
Abemathy  W  L  ft  Soft- 

£  1  c 
Appleby  S  C— f  1  c 
Cawden  L  E  ft  Co— £ 
English  W  F— 1 
Floumoy  1  W— £ 
Follis  D  J— 1 
Harwood  &  Smitb-^  1  c 
Holt  ft   Cartei^f 
Johnston  M  L— I 
McMiUion  H  W-f  1 
Riddle  Geo  T— £  c 
Smithson  W  B-£ 
Wilkes  Jno  B-l  I 

RIPLKY 

Anthony  A  5— £  1  c 
Brodic  Ludan— I 
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Henry  F  A  &  Co— f  1  c 
Kee  V  G—f  1 
Kirkpatrick    &    Durham 

Tucker  Aubry — ^f 

ROCKWOOD 

DanncI  J  Tom— 1 
Fox  J  E— f  1  c 
Hall   W    Er-c 
I-amb  B  J — ^1  c 
Lindalcy  Geo  P — f 
Turner  &  Barnett— f  1  c 

ROGERS  VI LLE 

Armstrong    W    K— f 
Kenner  \v    D— {  1  c 
Rolfe  L— f  1  c 
Saurener    Ralph — f 

SAVANNAH 

Bell   W  F— f  c 
AVelsh    D   A   Jr^f  c 
Williams  Ins  Agcy~£  c 

SHELBYVILLE       i 
I^eardcn  E  W— f  ' 

Cowan  H   B   &  Co--f  c   , 


Moody   C  J— f   c 
Pressgrove  Jos— f 

SOUTH    PITTSBURG 

Cameron    &    Griffiths— 

f  1   c 
Fitzgerald  R  H— f  1   c 
Wilson  W  H— f  1 

SPARTA 

Officer  A  O— f  1  c 
Sims   &   Erwin — f  1  c 
Sutton   Frank  H— f  1  c 

SPRINGFIELD 

Amis  H  T— 1 
Crosswy  D  F—l 
England  Horace — f  1  c 
Johnson  D  R-— 1 
Harris  &  Dixon — I 
Payne  &  Maaozi— f  1  c 
Pike   &   Brown— f 
Pitt  Jno— 1 

Shannon  &  Powell — f  1 
Shelton   &  William»— 1 
Smith,      McClanahan      Sl 

Millen— f  1  c 
True  &  Love — f  1 


TRACY  CITY 

Abernathy  W   C — c 
Bell  John— f 
Schwoon   Fred  Jr — f  c 
Wcpf  E  W— f 

TRENTON 

Caldwell   S    P-l  I   c 
Faucett  J  G—f  1 
Happel   T    K— f 
Herron   E  A— f  I  c 
Wade  &  Wade— f  1  c 


TULLAHOMA 

Aydelott    Doak— f 
Cates  H   W— I 
Davis   Thurman  J — f 
Minson    Captain — 1 
Ransom    &   Co — f 
Thoma   EJdon — ^f 
Ward   Robt— 1 

• 

UNION   CITY 

Davis  &   Russell— f  1   c 
Howard  &  Bumey — f  1  c 
Union   City    Ins   &    Real 


Estate  Agcy— f  I  c 
WaJktr  Jno  T  &   Co— 

f  1  c 
White  &  Quinn— f  I  c 

WAVERLY 

Blessing   C  J— f 
Carncll   D  C— f 
Cowen    C    W — f 
Gould  P  P  F—l 
Perry  J  A— f 
Ridings    W    B-1 
Saunoers   Mason— 1 
Slavdcn   L   W— f 
Sullivan   J    E — 1 


WINCHESTER 

Alexander   H    B — f 
Embre   L  C— f 
Gardner  &  Powell— f  1  c 
Hall  W  P-l 
Morton   Hugh— 1 
Templeton    H   M— f 
Walker  W    E— f  1   c 
Williams  V  R  &  Co- 
{  I  c 


TEXAS 


ABILENE 

Behrens  W  J— 1 
Cannon  J — ^1 
Lambeth  M   C— f 
McDavid  J  ly— f  c 
Mots  &  Curtis— f  c 
Motz  Chas  Sr — ^f  c 
Muir  V  E— f  c 
Reading  H  A — c 
Triplctt  G  B— f 
Wise   L   C  &   Son— f  c 

ALBANY 

Clarke  A  A— c 
::offee  S  C— f 
Manning  W  Lr— f 
Vf  atthewa  J  A — c 
^eynolda  A  W— c 
A  ebb  &  HiU— f  c 

ALPINE 

3aines  G  W  Jr— f  1  c 
Dougherty  Miss  Flora — f 
Punier  Otis — f  c 

ALVARADO 

Celly  C  A— f  c 

>akes  &  Harrison — ^f  I  c 

pinks  Mrs  Jessie— f 

ALVORD 

[enderson  G  E— f 
k'bitley   J   M— f 

AMARILLO 

skeijr  W  A— f 
lanchard    C    C  F— f 
hristian  W  A— f 
urrie  &  Spann — f  1  c 
efforgc  F  M — f 

c Alpine  R  H— f 
atterson  W  B — ^1 
riddy,       McClellan       Ik 

I>riddy— f  c 
izximers  J  L — f 

ARUNGTON 

iristopher  John  W — f 
)llins  A  W— f 
it  to    Jas— f 
jgra.xi   Wm  M — ^f 

uston  A  L— 1 
iQC    &  Cravens — f 
oarc    J  M— f 
allacc  F  R— f 


ATHENS 

Carroll  E  A  Jr— f  1  c 
Collins  W  E^f 
Jones   &  Jones — I 
LaRue    Siglar     &     Par- 
sons— f 
Matthews   T   M— f 
Prince  &  Jones— f 

ATLANTA 

Cameron  W  F — f  1  c 
Goodman  G  N— c 
Graham  W   F— f 
Harper  Geo  H— 1 
llutchins  J    M— 1 
Miles  Aquilla —  fl  c 
Mitchell  F  T— 1 
Pruitt  J   D— c 
Sharrer  A  E— 1 
Willoughby    A    L— c 

AUSTIN 

Bahn   G  A— f 
Boswell  W  A— 1 
Cooke  Geo  H — 1 
Corner    Richard — ^f    1    c 
Costley  Albert— 1 
Covert   C— f. 
Dickinson   B   S— 1 
Ebbeling   Otto-^[  c 
Fisher   Ins    Agcy    F    K 

— f  c 
Fulmore  S  R  &  Co~f  c 
Hammond    R  J — ^£ 
Hailey  Realty  Co— f  c 
Harris  W  W— 1  c 
Haynie  Brooks — ^1 
Haynie   H  H— 1 
Hendricks  F  C— 1 
Houston  J  N— 1 
Tones   H   C— c 
loraax  R  C — f  c 
Lucy  Jas  E— c 
Malone  Pat — f  c 
Maud  H  M— 1 
Millican  &  Collett— f  1  c 
Pressler  &  Ziller- f  c 
Prince  &  Jones — ^f 
Prowse  Joe— f 
Rathes  Realty  Co— f  c 
Ravmond   Tos  H  Jr— f  c 
Robinson  &  Hamby— f  c 
Spruill  &   Allison—   f 
Skelley  A  I^f  c 
Stacy-Robbins    Co— f  c 


Tobin    Wallace    &    Co — 

f  c 
WaUing  Geo  Jr  &  Co— 

f  c 
Wendlandt    Carl— f 
Whitlock  Mrs  &  Delaney 

— f  1 

BAIRD 

Bvnhill  Martin— f 
Blackburn  L  L— { 
Day  A  R-^ 
Ely  W  R--f  I 
Hinds  W  A— 1 
Jackson  J  R— f  1  q 
Turner  J   W— € 

BALLINGER 

Balhoger  Ins  Agcy— f  c 
Chastain  &  Co  M  D— f  c 
Sharp   Miss   Maggie~f 

BANDERA 

Atkins  H  L— c 
Bryant  Sam  O— f 
Currie  J  W— « 
Duffy  C  H— 1 
Meadows  A — f 
Thalmann  M  R— f 

BASTROP 

Griescnbeck  R  J  Jr— 1 
Luckctt  C  P  &  Co— f  1  c 
Ransome  W  B  &  Co — ^f  c 

BEAUMONT 

Anderson   F   C— 1 
Banks  John   O— f 
Brock    J    Vernon — f 
Broussard  &  Aubrey — f  c 
Bryan   Singleton  &  Co — 

{  1  c 
Dilworth  T  E— 1 
Edmonds  J   R — 1 
Edwards  Jas  S — £  1  c 
Junker   Guy  W— I  1    c 
Lilly  M— 1  c 
McGill   C  H— c 
Pennock  O   H  Jr— f  c 
Polk  Jas  V— f 
Riddle  J   M— 1 
Roberts  &  Corley — f   1  c 
Roberts  I   D— f  c 
Routon  H  E— I 
Smclker  &  Maxson— f  1  c 


Shepard  C  B— f 
Smith  R  E  &  Co— f  c 
Strong  W  E— 1 
Stephens  H  C— 1 
Wiess  V  &  Son— f  1  c 
Zorn  J  Jr— f  1  c 

BEEVILLE 

Brown  J  W  &  Co— f  1  c 
Chase  J  A— f  1  c 
Marsh  W  R— {  1  c 

BELLVILLE 

Lierman  A — 1 
Louwein  A— f  1  c 
Schauerhammer  Carl — ^1 

BELTON 

Blair  J   B— f 

Denny  _Pias  F— f  e 

James  W  W— f 

Pierce  J  W-f  1  a 

West  DM— f 

Yarrell  Thos  ft  Co— f  1  c 

BIG   SPRINGS 

Ambrose  C  D— £  c 

{ones  Chas — ^^1 
.acy  O  T— £  1  c 
Littler  &  Penix— f  c 
Piland   R  H— c 
Piner  Brooks  &  Inkman 

-£ 
Rix  W  W— 1 

BLOSSOM 

Black  A  P— c 
Hooker  F  W— f  c 
Lenoir  Tom— £ 
Patterson  A  L — ^1 
Williams  R  J— f  1   c 

BONHAM 

Bradford  &  Watson«-£  c 
Evans  Will  H— £ 
Gibson  &  Taylor— £  1  c 
Hendricks  ft  Moor — £  1  c 
Lowery  Joi  M — ^£  1 
Tapp  G  F  ft  Co--£ 

BONITA 

Camp  S  H— f 
Gilbert  M  M— 1 
Haralson  H  H— 1 
Holland  E  E— 1 
Modrall  J    R— £ 
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BOWIE 

Benton  T  H— £ 
Buckner  W  B  &  Co — £  c 
Coffield  W  H— I 
Green  F  C— 1  c 

BRACKETTVILLE 

Seargeant  O  F— f  c 
Veltmann  Henry  E — c 

BRADY 

Ballou  W  H  &  Co— f  c 
Brady  Land   Co — f 
Huffhes  S  W— f  c 
Jordan   W    W— c 
Walker  W  W-1 

BREMOND 

Brockschmidt  Aug — f  c 
Holbert  R  R— f 
Moore  J  W-f 
Schmidt  H— f 
Turner  J  W-f  1  c 

BRENHAM 

Amsler  Fred  L — £  1  c 
Bassett  Libbey— f  1 
Brockschmidt  Aug — £  1  e 
Broeache  H  G— 1 
Curry   Lee — ^I   c 
Delaney  J  D—l 
Hoting  W  E— I 
Lockett  J  A— 1 
Simmons  H  G— 1 
Simms  Mrs  Emma— I 
Von   Kalckstein   Ad — I 
Williami  D  C— £ 

BROWNSVILLE 

Bartlett   John — f  c 
Mendenhall  W  K— f  1  e 
Moler  &  Clint— £  1  c 
Wood  &  Dodd— £  I  c 

BROWNWOOD 

Camp  W  T— £ 
Denman  T  E— 1 
Ellis  J  I^£ 
Gehrke  E  H— I 
Gordon  J  M — ^f  1  c 
Henley  E  B  &  Co— f  c 
Kidd  &  Bell— £  c 
McNeese  W  E— 1 
Mid-Texas  Land  Co — £  e 
Noel  H  M  &  Co— £  c 
Staton  J  W— I 
Wear  G  F— 1 

BRYAN 

Adams  Geo — £  c 
Boatwright   S  L— £  1 
Derden  £d  S— 1 
Gordon  J  M— £  1  c 
Griffin  Geo  G— 1 
Hines  J  T— £ 
Knowles  Mary  C — £  c 
Lomax  E  B — ^1 
Moore  J  A  Jr— £  1  c 
Reed  J  B— 1  c 
Wilson  W  S  Jr— f  I 

BURNET 

Hammond  T  E— c 
Harrell  Chas  D  Tr— ! 
Johnson  Geo^£  1  e 
Jones  B — 1 
Jones  Lewis  H— £• 
King  F  W— £ 
Knox  Robt  T— 1 
Moses  Ealy  J — £  c 
Pearson  M  D  ft  Co— £  C 
Reynolds  M— 1 
Thompson  J  U— 1 

CALDWELL 

Bowers  R  S— c 

Graj  J  A— £ 

Jenkins  Jessie  W— £  I  e 


iohnson  Geo  M— 1 
Iclvcs  J  A— I 
Wood  Lelar-1 

CALVERT 
Bedach  Gerson— f 
Gibson  P  C  &  Co— £  c 

Jones  T  B— f  c 
IcMillan  W  A-f 
Wynne  Ida  H— f  c 

CAMERON 

Hefley  Mrs  Minnie  E— £ 
Lesovsky  F  S — f  1  c 
Parlcn  W  D  &  Son— f 
Rogers  Wm   R  F— f  1  c 
Stafford  T  C— f  1  c 
Tyson  S   D— c 

CISCO 

Davis  Connie — t 
Mitchell  M  V— f  c 
Owen  C — £ 
Owen  Lee— I 

CLARENDON 

Beville  A  M— f  c 
Lewis  L  O— £  1  c 

CLARKSVILLE 

Antone   F  A— f 
Canterbury   E  L — f   c 
Cass  W  L— 1  c 
Cheatham    Miss   Edna— f 
Dick  A  P-f 
Edwards   W   E— f 
Harmon   S  W — c 
Hooks  David  I— 1 
Lennox   A   D — f  c 
Ricketts  W  D—l  c 
Smith  C  E— 1 
Tayloe  &  Butcher— f  c 
Tipping  Thos  G — 1 

CLEBURNE 

Blakney  W  T— 1 
Bryan  B  F  ft  Co— £ 
Byers  ft  Warren — £  c 
Casey  Robt  H— 1 
Clayton   The  B   F   Co— 

£  1  c 
Cotter  Geo  W-f 
Crutch£eld  B  F— « 
Dabney  J  F— £  1  c 
Davis  Mtchell— c 
Griffith  W  H— £ 
Helsley  W  A— 1 
Horton  B   S — 1 
Kirkham  Thos  P  Si^-c 
Mertz  C  W— £  1  c 
Morgan  A  M  ft  Co— £ 
Ritts   Bros— f  c 
Rose  W  K— f  1  c 
Templeton   Q  C   ft  Co — 

Walker  Wm  R— c 
Watts  Mrs  W  E— c 
Williamson  J   P  &  Co— 
f  c 

COLEMAN 

Gulp  R  E  L-1 
Gideon  W  E— f  1  c 
Hines  G  D— f  c 
Lcdbetter  T  P— f  c 
Maroney  C   A— 1 
Murrey  G  G— f  c 
Watson  D  W— f  c 
Zimmerman  R  E  L — f  c 

COLLINSVILLE 

Collinsville  Loan  &  Trust 
Co— 1  c 

COLORADO  CITY 
Buchanan   &   Smith — f  c 
Greene  J  H — f  c 
Harness  O   B — f  1  c 
Jackson   M   K — 1 


Keathley  Ernest— f  1  c 
Morrison  &  Hastings — f  c 
Root   G   B— 1 
Smith  J  W-1 

COLUMBUS 
Hoegemeyer     ft     Hastedt 

Shaw  L  D— £ 

COMANCHE 

Eanes  J  R  &  Co— f  c 
Hall  Art  G— 1 
Kearby  J  G— c 
Palmer  N  A  &  Co— f  c 
Seherrill   Hugh— 1  c 
Wilson  Abstract  Co— f  c 

COMMERCE 

Cornelius  W  F— f  1  c 
Debenport  C  J— f  1 
Jernigm  J  D— f  1 
Sheely  &  Moore— f  c 
Smith  J   S-f 


CONROE 

Foster  W  N— f  c 
Kelley  M  C— f  c 
Llewellyn  J— £ 

COOPER 

Anderson  W  C— 1 
Clark  Benj  F— 1 
Lane  ft  Tynes — £ 
McKinney   Bros — £  c 
Ratliff  S  C  ft  Son— £ 
Simmons  George  R — f 
Young  Mrs  J  X — ^£  c 

CORPUS  CHRISTI 

Barnes  ft  Chambers — £ 
Blacknall  J  C— f  c 
Bryant  S  T— £  1  c 
Caldwell  W  H— f  c 
Clark  George  R— f  c 
Cole  A  Fred  &  Co— f  c 
Collins  &   Wheeler— £  c 
Cubage  &  Co— f  1  c 
Farmer  W  H— £  1  c 
Helscher  W   P— 1 
Lancaster  L  B — ^1 
McCampbell    &    Norton — 

f  c 
McMasters  Mr — ^1 
Southgatc  T   B — f  1  c 
Trask  F  P— 1 
Watson  W  T— f  c 
Wright  Jesse— f  c 
Wright  W   C— 1 

CORSICANA  , 

Adkisson  D  R — 1 
Bell  E  I^£ 
Blanding  R  P— 1 
Burgess  Walter  ft    Co— 

£Tc 
De  La£osse  E  D—l 
Hunt  Michael — ^1 
Johnson  W  H— 1 
Loggins  P  H — c 
Moss  G  D — 1  c 
Olmstead  L  D—l 
Parham  S  L— 1 
Pinkston  ft  Church— £  1  c 
Polk  &  Caldwell— £  1  c 
Rice  D  N— £ 
Roberts  J  C — f  c 
Slaughter  Lloyd— 1 
Stephen  J  R— 1 
Stewart  J   Y— 1 
Storey  Fred — 1 

COTULLA 

Knaggs  G  H— £ 
Manly  C  E— £ 
Thomas  C  C— £  c 


CROCKETT 

Arledge  H  J  ft  Co— f  1  c 
Collins  T  B— 1 
Hail  J  W  ft  Son— £  c 
Moore  Jno  I— £ 
Sallas  J   B-^ 
Warfield  B  B— 1  c 
Winfrce  E  &  Son— f  c 

CUERO 

Jae^gli  &  Duerr— I 
Schiwetz    &    Sheppard— 

f  1  c 
Sheridan  los   &  Co— f  c 
Woodworth  &  Putnam— 
.    «1  c 

DALLAS 
Addison  W  I  ftCo— fic 
Aldehoff  John  S  ft  Co— i 
Arledge  C  D— i 
Amola  ft  Co — £ 
Basham  G   W— £ 
Beaton  R  A — ^1 
Beaton  W    F — 1 
Bennett  E  D— c 
Bennett  The  Co— £ 
Berkshire  T  S— £ 
Blanton  Thomas  ft  Co— 

£  c 
Boli  L  A  Jr- 1  c 
Boulware    L    F — £   c 
Boyd   R  W— £ 
Brackney  J  A — £ 
Breg   W    R— 1 
Bryan  E  K  Co— £  c 
Bullock  Eugene— { 
Burger  B  M  ft  Co— f 
Burgher  J  T — £ 
Cammack  B— £ 
Campbell  C  B-^ 
Canith  R  P— £ 
Catto  John— £ 
Chiles  S  H— I 
Chrisholm  £  A— £ 
Cole  ft  Newbury— £ 
Collier  T  C— £ 
Collins  J  J— £ 
CorroU  J   P— £ 
Coughanour  R  D  Jr— f 
Cradock  ft   Snitb-~f  I  c 
Craig  H  C— £ 
Crotty  ft  Miller— £ 
Crutcher  Harry  W— f  c 
Dargan  Leon — £ 
Davis  A  L— 1 
Day   J    W— £ 
Dexter  Chaa  L  ft  Co— f  c 
Dowell  &  Bursess— £  c 
Fauqua  A  A  Jr— 1 
Foster  H  E  ft  Co— £ 
Freeman  ft  Burton— f  c 
Fuller  R   T  ft  Co— £ 
Callaway  W  T— f 
Gibbons  John — i 
Gillespie  G  M— 1 
Godwin   Frank  E— £ 
Goudelock  M  Y— £ 
Green  A  A  Jr— 1 
Grout  J  E  ft  Co— £ 
Hancock  J  R  ft  Co-f 
Harria  D  R— £  c 
Harris  H  C— 1 
Harris  W  G-l 
Hatfield  J  T— £ 
Heame  Miss  I— f 
Hereford  Felix  5-f 
Hereford  J  B-f 
Hereford  F  S— f 
Biggins  ft  Pfoutj^— f 
Hilligoas  S  M— f 
Holoen  ft  Curliss— £ 
Hooper  T  E— c 
Hulsey  Bros — I 
Hunt  Carl  M— £ 
Irelson   Ben— f  c 

alonick  Geo  W-f 

alonick  I— f 

arreau  M  G — £ 

ulian  B  E  ft  Co— £ 

eeling  E  B-f 
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All    Kind0    of    Insurance 

DALLAS 


The  Hanover  Pire  Insurance  Co.  of  New  York 
Royal  Insurance  Co.,  Ltd.  of  Liverpool 
Fidelity-Pheniz  Fire  Insurance  Co.  of  New  York 
Commonwealth  Insurance  Co.  of  New  York 
Anstin  Fire  Insurance  Co.  of  Dallas 
American  Insurance  Co.  of  Newark 
American  Surety  Co.  of  New  York 

Mannheim  Insurance  Co. 
Rochester-German 


The  Fidelity  and  Casualty  Co.  of  N  Y. 

Home  Ins.  Co.  of  New  York  (Underwriters  Agency) 

Commercial  Union  Assu'ce  Co.  Ltd.  of  London 

Hartford  Pire  Insurance  Co.  of  Hartford 

New  Brunswick  Pire  Ins.  Co.  of  New  Jersey 

Concordia  Pire  Ins.  Co.  of  Milwaukee 

New  Jersey  Pire  Ins.  Ca  of  N.  J. 

of  Germany  (Marine  Department) 

Underwriters  Agency  of  N.  Y. 


JOHN  R.  HANCOCK 


I 


I 


DAULAS,  TEXAS 


JOHN  R.  HANCOCK 

305-306  Juanita  Building 

DALLAS,  TEXAS 

Representing  aa  Genera/  and  Lgca/  Agents 

National-Ben  Franklin  Fir«  of  Pa. 
German-American  Insurance  Co.  of  Pa. 
Humboldt  Fire  Insurance  Co.  of  Pa. 
Lloyds  Plate  Glass  Insurance  Co.  of  New  York 
Lion  Bonding   Insurance  Co.,   Omaha,    Neb. 


Unison  Alphoni 

ling  J  B — f 

:ing  S  W  Jr-f 

iirby  E  E— 1 

accy  H  H—f 

awhon  T  L   Co   The— f 

cake  Wirt— f 

ee  &  Lee— 1 

ett  J  E  &  Co— f 

evi  Ins    Agency— f 

ewis   E  T— f 

indtley  &  Co — f 

cConnell  Russell  C — f 

cDonough  J  H—f 

cDowell  R  R— f 

anning  T  A— f 

anns  W  A— f 

athews   D  J — f  c 

evers  H   G— 1 

iilcT    Stemmons    Co— f 

illcr  Wm— f 

itchell   R  H— 1  c 

onagan  &  Sliney — f  c 


Morgan  E — f 
Mummert  M— f 
Munii  T  J— f 
Murphy  M — c 
Neese  J^  R— f 
Nisbet  F  A— f 
Oldham  &  Oldham— f 
Oldham  &  Pratt— f 
Patterson  W  H — I 
Pollard  R   L  Ji— f 
Pope  J  A— f 
Popham  J  W— 1 
Pratt  J  R— 1 
Price  R  S— f 
Reinhardt.      Pattillo      a 

Reinhardt— f 
Reinhardt  I  &  Son— f  c 
Rhodes  J  A— c 
Rosenbaum  Bros— I  c 

— f  1  c 
Sampson  W  A — f 
Sanderson   ft   HiUgoss— f 

c 


J  G— f 
T  P-1 
N  M— f 


Scruggs,  Stuart  &  Caruth 

Scruggs  Gross  R  &  Co — f 

Sear  T 

Smith 

Smith 

Smith 

Snell  J  H—f 

Stephens  J  E— f 

Taylor  J  S — f 

Temple  S  A  Co— f 

Thomas  Bros — f  c 

Thomas   Chas   F— £ 

Thomas  Jno  M  ft  Co — f 

c 
Thorp  Ben — 1 
Thorp  Orville— 1 
TiUman   Sidnev  H—f 
Trezevant  &  Cochran — ^f 
Tucker   P   P— f 
Van  Wart  W  H—f 
Verchoyle,  Cunningham 

&  Co— f  1  c 


Webber  J  T  ft  Co— f 
Wcems   &   Diffey— f  1    c 
White  W  P  ft  Co— f 
Woolard  ft  Moseley — f  e 
Wright  C  C— f 

DECATUR 

Boyd   Bros — f 
Boyd  &  Mason — f  c 

DEL  RIO 

Brown  G  W— f  1 
Forman  J  A — f  1  c 
Gray  ft  Reed— f  c 
Green  ft  Green — f 
Tones  W  K— f  c 
McDowell  C  I^-c 

DENISON 

Alexander  H   G  ft  Co— 
f  1  c 

Bridendolph  ft  White- 
hurst — I  1  c 


HARRY  W.  CRUTCHER  &  CO. 


SucccMors  to  Levi  Insurance  Agency 

INSURANCE 

FIRST  STATE  BANK  BUILDING 

Phonai:  Bell  M.  338    Anto.  M.  3tM 

DALLAS,  TEXAS 


ssurance  Co.  of  North  America,  of  Phila. 
oyal  Hxehange  Assurance  of  London, 
merican  Eagle  Pire  Ins.  Co.  of  New  York. 
(Tea  Fire  and  Life  Ins.  Co.  of  Gothenburg,  Sweden, 
ational  Union  Pire  Ins.  Co.  of  Pittsburg 
rovidence- Washington  Ins.  Co.  of  Providence,  R.  I 

Pireman's  Pund  Ins. 


Williamsburgh  City  Pire  Ins.  Co.  of  New  York. 
Metropolitan  Casualty  Insurance  Co.  of  N.  Y. 
American  Automobile  Ins.  Co.  of  St.  Louis. 
Pidelity  and  Deposit  Co.  of  Baltimore. 
Georgia  Casualty  Co.  of  Macon,  Georgia. 
Massachusetts  Bonding  and  Ins.  Co.  of  Boston. 
Co.  of  San  Prancisco 
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BEERS.   KENISON  St 

GHLi^eSTON,      TeXKS 


Atlas  Assurance  Co. 


GENERAL  AGENTS  FOR 

Caledonian  Insurance  Co.  of  Edinburgh.  London  ft  Lancashire  Fire  Insurance  Ca 

Norwich  Union  Fire  Insurance  Soctetjr. 
Standard  Fire  Insurance  Company  of  Hartford.  Sun  Insurance  Office  of  London. 

MARINE  COMPANIES 
The  Standard  Marine  Insurance  Co.,  Ltd.,  of  Liverpool.  The  Sea  Insurance  Ca,  Ltd..  of  Liverpool. 

The  British  &  Foreign  Marine  Insurance  Co..  Ltd.,  of  Liverpool  Wesjem  Assurance  Co.,  of  Toronto. 

Boston  Insurance  Co.,  of  Boston.  St.  Paul  F.  &  M.  Insurance  Co. 

Rossia  Insurance  Co.  of  Petrograd,  Russia 


TEX.— Denison,  Con. 

Corcoran   Con — t  1  c 
Goldnuui  M — 1  c 
Handy  &  Faircs — f  1  c 
Kellogg  E  A— I  c 
Postoa   Mrs  J   B — f  I  c 
Rcardon  T  E— f  c 
WilUams  &  Sharp— f  1  c 
WUlifrcd    Fred— f   1  c 

DENTON 

BaUcy  W  T  &  Co— flc 
Davenport  B  H  &  Co — 

f  1  c 
Magee  J  P— f  1  c 
Robertson  Lad  V— 1  c 

DETROIT 

Bailey  H  C— f 
Easlcy  R  J~f  1  c 
Ford  Geo— f 

DUBLIN 

Qay  W  J-f  c 
Dean  Jno— f  c 
Malon«y  G  B — f  c 
Pipes  R  L— 1 
Pittman  J  L — c 
Witcher  &  Keller— f  c 

EAGLE    LAKE 

Eagle  Lake  Ins  Agency 

—f  c 
Westmoreland  &  Walker 

-£ 

EAGLE   PASS 

Hartup  C  W— f  c 
Murray  J  R— f 
Rice   Brothers — f 
Schmidt  F  H— f  c 
Simpson  S  P— f 

EDNA 

Moffctt  F  G— c 
Owen  C  I^-f  1  c 
Rowlett  John  O— f  c 
SUples  A  M—l 
Stockard  B  S-^  1  c 

ELGIN 

Davis  A  H— f  c 
Gillespie    Chas— f   c 
Moore  &  Moore — f  1  c 

EL  PASO 

Bowie  H  T— 1 
Broaddus  &  LeBaron— f 
Coles  A  P  &  Bros— {  c 
Cornell  H  G— 1 
Crim  Van  P— 1 
Crowell  Agency  Co— f  c 
Crutchcr  G  W  ft  Sott— f 
Cruzen  &  Jones — ^1 
Davis  Bros— f  c 
Dockery  ft  Co— f 
Epps  N  A— 1 


FaU  H  W— c 
Fisk  &  Ramsey — f 
Hadlock  E  J— c 
Hawkins  Bros — f 
Hunter  Frank  E— c 
Kinne  C  A  Co — f  c 
Utta  W  B— f  c 
LaSalle  T  Realty  Co-^  c 
Lay  H  A— 1 
Lusk  H  E— 1  c 
McGregor  D  H— 1  c 
McKnight  A  1^-1 
MacMilIan   Mr— f. 
Marr  Jaa  L  &  Co— f  1  c 
Moeller  Wm— f 
Newman    Investment    Co 

— f  c 
Park    Bros — c 
Payne  W  F— £  c 
Perry   Kirkpatrick— f    1 
Ramey  Bros — f 
Reynaud  Henry  F — f 
Reynolds  Miss  Aury — c 
Scales  T  W— c 
Schuster  Leo  R— f  1 
Smith  J  H  &  Sons— f 
Stevens  Horace  B  &   Co 

— f  c 
Watts  J  J— f 
Willson  G  A  M-^ 

ENNIS 

Arden  W  D— f  1  c 
Banner   Realty   Co — f 
Boren  ft  Brown — f 
Craig  J  F— 1  c 
Reynolds  Bros — f  1 
Session«  D  S~-c 
Shipp  ft  Curd— f  1 
Solomon  W  S — 1 

FAIRFIELD 

Anderson  J  G — f  c 
Childs  Bros— f 
Grayson  C  B— 1 

FARMERSVtLLE 

Huddleston  J  P — f  c 
Pendleton  J  E— f 

FLATONIA 
Flatonia  Fire  Agcy— f  1  c 

FLORESVILLE 

Cadena  F  T— 1 
Culpcper  ChasF— f 
Ezzell  O   Lr-f 
Graham  H  T— c 
Hennington    &    Smith — f 
Herrington  E  W— £ 

FORNEY 

Adams  Frank  M  Jr— f 
Brooks  M  B— f  1  c 
Center  Care— 1 
Greenfield  Emil^l 
Newton  W  P— 1 
Rhea  R  P  Jr— 1 


FORT  DAVIS 
Espy  Joe — 1 
Prude  A  G  — I 
Stewart  Jas^f 
Thompson  S  A — £ 
Weatherby  J  P— c 

FORT  WORTH 

Addington  C  W  &  Co— 

f  c 
Armstrong  Thos  M— 1 
Baker  Jno  F — f 
Beggs  Geo  Jr— f  c 
Birdaong  ft  Brown — 1 
Burroughs  Geo — f 
Childress  Chas  W— 1 
Cox  T  W— I 
Davis  D  C— 1 
Dobbs  &  Street— 1 
DuBoee  L  H— f 
Dyer  Quimby — 1 
Eakie  %  P— c 
Eaton  J  G — ^I 
Edwards  P  H  ft  Co— f  c 
Furman  ft  Orgain— f  c 
Gilliland.  Harwood  ft 

Smith— f  c 
Gooch  F  M— f  c 
Gray  ft  Smith— f 
Hawks   A   W— 1 
Haywood  Rov  W— I 
Head  Teas  &  Co— f  c 
Holltngsworth  G  W-^f  c 
Humphreys  &  Co   D  W 

— f  c 
Johnson,  Samson  &  Co — 

Kennedy  Edw  R— 1 
McChetney,  Hill  ft  Co— 

f  c 
McNaughton  F  D  ft  Co 

— f  c 
Martin  K  T  ft  Co— f  c 
Mitchell.  Gartner  ft  Wal- 
ton—4  c 
Montgomery  C  G— 1 
Moore  E  L — ^1 
Murphy  T  J — ^1  c 
Pcndcry  C  A^ 
Porterfield  ft  Wynne— 1 
Prince  ft  Byas — c 
Rutledge  &  Phillips— f  c 
Samuels  A  W  ft  Co — ^£  c 
Shaw  W-^ 
Shilton  Harry— c 
Smith   Ben  O  Jr— f  c 
Vera  Reynolds  ft  Co— f  c 
Walker  Glen  ft  Co— f  c 
Wallace  ft  Howell— f  c 
Willie  W  H  ft  CO— £  c 
Yates  W— I 

FREDERICKSBURG 

Bierschwale  ft  Wright— f 
Brodie  A   H— 1 
Brodie  S  L— I 
Keller  A— f  I 
Koenig  E  J— £  1  c 
Wright  Geo   E— 1 


GAINES\7LLE 

Allen  O — 1  c 
Allen- Ware  ft  Co— f  c 
Beasley  I  ft  Co— f  1  c 
Guy  H— c 
Parde  F  A  ft  Co— f 
Rowland  W  D— £ 
Russell   WiU— 1 
Thompson  Edw  M— f  1  c 
k  Wilson  ft   Cooper — t    • 

GALVESTON 

Adriance  Jno  Jr— £ 
Austin  G  T— f  c 
Beers.  Kenison  &  Co— f  c 
Blum    J— c 
Brown  Chas  R  ft  Co— f 

c 
Burton  Frcdell  &  Co-f  c 
Childress  J   N-f 
Cuenod  ft  Co — ^£  c 
Dixon  G  H— 1 
Dorsev  C  H — £  c 
Douglas  Marion — ^1 
Goff  T  W— 1  c 
Hanna  John — I  1  c 
Lovenberg   I — £ 
Meyer  Chas— I 
Montgomery  ft  Co  Ja»— f 
Northern   fi  C-£ 
Rice  E  E— €  c 
Ryan  Ed  V  ft  Co-f  c 
Seinshetmer  J  F  ft  Co^ 

£  c 
Singer  J— f  c 
Stewart   Maco   ft   Uvatn 

Tellefson  J  C— I 


}-^ 


Wrath  R  J— f  1  c 

GATESVILLF. 

Chrosman  J  C— f  c 
Compton  Howard  S— 1 1  c 
Graves  A  P— f 
Sadler  &  Heame--f 
Shows  J  B — ^1 
Waldrop  W  A-l 
WcUs  O  F— 1 

GEORGETOWN 

Flanagan  W  J-f  J  c 
Foster  Wharton  L— £  1  c 
Snyder  J  W  ft  Sons— £  I  c 

GIDDINGS 

Folkes  J  R— f 
Bums  £  A— £  c 
Suehs  M  E-1 

GILMER 

Crolcy  Mrs  Maggie-f 
Crt>ley   Miss  Jawe— t 
Elms  W  C-I ,    , 
Harrison  M  M-f  c 
Mattox  R  L-«  I  c 
Mathias  John  A-<  1 
Waghalter  Swa  J— c 
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JAJf BS  CXAVBNS 


RUPUS  CAGE 


E.  S.  DAROAK 


INSURANCE  MANAGERS 


&    CRGE 


HOUSTON,  TEXAS 


Fire 


Tornado 


Hail 


Automobile 


Casualty 


St.  Paul  Tire  &  Marine  of  Minnesota 

Mercantile  P.  &  M.  Underwriters  of  St.  Louis 

Firemen's  of  N.  J. 

Detroit  Fire  &  Marine  of  Mich. 

Sdichigan  Fire  &  Marine  of  Detroit 


American  Central  of  St.  Louis 
Camden  Fire  Ins.  Ass'n  of  N.  J. 
Firemen's  Underwriters  of  Newark 
Minnesota  Underwriters  of  St.  Paul 
Western  Indemnity  Co. 


GOLDTHWAITE 

rinson  M   N 
lements  R  E— 1 

GOLIAD 

iker  Levi~f  c 

ritton  W  E  &  Co— f  c 

unbell  W  B  &  S<m>-fc 

GONZALES 

irchard  C  A— f 

•Je  W  M— f  c 

rdien     &     Kokcmofr— 

flc 

Irak  Jo»-"f  1 

yskins  Conde  R— f  1  e 

tts  M  I/— f 

alker   R   H— f  e 

GRAHAM 

rris  A  O  &  Son— £  c 
:k  D  G— f  c 
jwart  A  D — 1  c 

GRAND  SALINE 

xander   R— c 
^tman    Edw    W— f   1 
:   C  H— 1 

son  &  Gibson — £  c 
yficld  C  A— 1  c 
I    Florence— f    c 

GRAND  VIEW 

ne  Thoe  H— f 
«on   Jake— f  1  c 

GREENVILLE 

pman   Robt  M^f  c 
e    F   V— f  c 
r   S  R— £  c 
■nes  A   R — f  c 
^r  J  M— f  c 
ale  J  M— f  c 
Ambnrg  J  H — £  c 

GROESBECK 

n«   A   A — f  c 
w   D— f  c 
rr   Broa— f  c 
nas   E  O— f  c 
:cr   Misa  Roae — f 

VLLETTSVILLE 

o    Cohn— 1 

E    T— 1 
son  Wm — f  c 
iberg   &   YounjF— f  c 
son  Friench  &  Son— 

Kosenberg   O   &   F 


HAMILTON 

fe    White— f 

E  A— £ 
r    Eph— £  1  c 


HASKELL 

Klkina  Oyde  F— £ 

iohnson    Henry — £    c 
Ley  S  W— f  c 
Long  C   D— 1 
McConnell  H  G--£ 
Rike  H  M— f 
Sanders  ft  Wilson— £ 
Whitaker  B  M-^ 

HKARNE 

Lasterwood  H  G — £ 
Gowen  W  A— £  c 
Haigkr  J  M— f  c 
Lumpkin    W    C — 1 
I'ugh  Mrs  K  C— f  c 
Wilkerson  W  A— £ 

HEMPSTEAD 

Cuny  T  B — ^1  c 
Edwards  W   T— c 
Henderson  Aivin — f  c 
Hughes   Ellen   L— £  c 
Moonay  Mrs  M  C— £ 
Young  A  E— £  c 

HENDERSON 

Delamar  W  E— £  c' 
Fowler  L  M— £ 
Griffin  H  L  ft  Co-£ 
Preston  E  M— £  I  c 
Smith  Mrs  Fenna— f  c 

HENRIETTA 
Howard  T  K  &  Co— f  1  c 

HICO 

Cole  M  A— £  1  e 
Rodgers  J  P  &  Bro— £  1  c 

HILLSBORO 

Colonial    Ins   Agency— 

i      f  c 

I  Hughes  Sep   R   &   Co— 

I      £  1  c 
Le£cvre  Mrs  Alleine  M — 

£  1  c 
Lowrey  ft  Young— £  1  c 
O'Brien  &  Kirkpatrick— 1 
Young  ft  Youngs— 1  c 

HONEY  GROVE 
Black  J  F— £  1  c 
Bryan  C  B— 1 
firwin    Ivan    B    &    Co— 

f  I  e 
Gibson  P  P— £  1  c 
Hill  L  C— £ 

Trwin  Ivan  B  &  Co — f  c 
LaMaster  L  C— £ 
Robnett  J  H— £ 

HOUSTON 

Abbey  W   M— 1 
Adams  &  Porter— c 
Allen  J  A   ft  Co— £  c 


Binz,  Settegast  &  Oliver 

-£ 
Blaine   Tucker— £ 
Bradley  C  V  ft  Co-f 
Burkett  J  W— 1 
Christie    &   Lykins-f 
Cochran   Ins  Agcy— £   c 
Cooley      SchweUcart      & 

Seaman — ^f  c 
Cotton  S  O  &  Bro— f  c 
Cravens   &   Cage — £  c 
Dumbel  E  H  &  Co— £  c 
Ellis  Warren   R— 1  c 
Gartner  &  Settegast — f 
Henderson  Robt  A — 1 
Holt   E  D— f  c 
Houstoun  ft  Tyler — f  c 
House,  Brown  &  House 

-£ 
Tones   H   H— £   c 
Kelly    Wallace— £ 
Kirkland  W  H  ft  Co-f  c 
Langham   &   Malone — f  c 
Lea*  Radford  ft  Co— f  c 
Lewis,  A  N— £  c 
Lubock   Tno  B    &   Co— f 
M alone  Clayton    E^-c 
Matthews    Dallas — f   c 
Miller   R   E— 1 
Painter,  Reichman  ft  Co 

— £ 
Raphael    Bros— f 
Raphael   S  G  ft  Co— f  c 
Rcichardt  E   C— f  c 
Rice  &  Belk— {  c 
Rose  John   H— 1 
Scott  J  F  ft  Co— f  c 
Shepherd  E   D— 1 
Smith   A   H— 1 
Taylor  ft  Co— f 
Tibbitt  John  S-1 
Torrey  &  Co— f  c 
Vinson    Insurance    Agcy 

Winstead   E  M   ft  Co— f 
Williams   ft   Porter— f 
Wortham  J  L  ft  Son— f  c 
Yaunch  J   Er-f  c 
Young  J  R  &  Co— f  c 

HOWE 

Davis  C  E— f  1 
Ferguson   W  W— f 
Howdeshell  J  M-f 
Hughes  J  A—  f  1  c 

HUB3ARD  CITY 

Berry  Walter  E— f  1  c 
Dean  W  R— f  1  c 
Odell  ft  Bishop-f 

HUNTSVILLE 

Bar  W  Y— c 
Foster  ft  Foster— f  C 
Pace  V  H-f 
Singletary  P  H— £  1  c 


ITALY 

Freeman  S— £  1 
Georpre  Whit— £  1  c 
Jennings  WiU^£ 
Parker  J  M—fl 
Stroud  K  G— £  c 
Walker  D  F— 1 

ITASCA 

Coffman  W  H— I 
Martin  Dock  K— 1 
Richard  J  S— £  c 
Wilkinson  Ed  ft  Co-le 

JACKSBORO 

Adami  L  T— 1 
Breech  Jas   E->4   c 
Dangherty  H  T— 1  c 
Davidson  E  M — 1  c 
IibeU  Walter— f  e 
Johnson  Bros  The  Co— £ 
Simpson  T  P— c 
Spillers  Geo— £  c 

JACKSONVILLE 

Crim  J  R-£  1 
Crysup  Festus — f 
Duke  A  M— f  1 
Howard  John—  1  c 

JEFFERSON 

Stutx  C  A— £  I  c 
Watson  J  W  B— 1 
Goldberg  I  L— £ 

KAUFMAN 

Duncan  H  H— f 
Goolsby   H— f 
Haines  &   Co — f 
Hubbard   E  V— 1 
Palmer  Jesse — f 
Scggs  Geo  E— f 
Temple    Nash — i   c 
Terry  &  Brown — c 

KERRVILLE 

Fawcett  W  A— £ 
Hamilton  T  M — £ 
Storms   Gilbert— £ 

KIXGSVILLE 

Dennett  H  C— f  1  c 
Tersig  W  H-f 
Laws   Ben   T— f  c 
Milliken   &   Erard- f  c 
Wilson  Ben  F— f  1 

KOSSE 

Allen  W  D— f  1  c 
Forbes  &  Bradv— f 
Robinson  Kit — f 
Young  J  W— f  c 

KYLE 

Gross  Otto— £  c 
Gross  Wm — f  c 
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LADONIA 

Howse  A  M  &  Co— f 
Wcldon  C  W  T  &  Co— 
f  1  c 

LA  GRANGE 

Brown  Mills — f  1 
Lcnert  Smith    &   Weikel 

—£  c 
Webcr  E  J— f  1  c 

LAMPASAS 

Price  &  Young— f 
Spark   M   V  B  &  Son— 
f  1  c 

LANCASTER 

Anderson  W  B— 1 
Hurst  W  B  &  Co^f  1  c 
Perry  W  Y— 1 
Rca  C  R— f  1  c 
Wills  M  K— 1 

LAREDO 

Baker  J  B— 1 
Bunn  T  A — 1  c 
Denike  Ed— f 
Earn«st-Lattig  Co— f  e 
MacMahon  P  J~f  c 
Mima  Wm  H— f  1  c 
Ryan  M  S— c 
Sanchez  £  B— 1 
Winslow  A— « 
Wormser  Bros— f 

LLANO 

Carter  J  H— 1  c 
Cone  J  A— f  c 
Hocster   Ben — 1 
Mclnnis  H  R— 1 
Marschall   O — 1 
Oatman  M  C— f  1  c 
Orr  Wilkin»-f 
Watkins  W  W-l  c 

LOCKHART 

Dodd  B  F— f  c 

Du      Boice-Carter      Ina 

Agency— I  1  c 
Gallowav  W  S— 1 
Com  million  F  H — ^I 
Kelly  M  C— 1 
McDowell    Mrs    Altah— I 
Smith  T  A  &  F  R— 1 
Trigg  R  T-1 

LONGVIEW 
Gans  &  Smith— {  I  c 
Watson  &  Eddins— f  c 

LULING 

Bo^gus  J  F— f 
Bridges  Mrs  A  C— f 
Carter  &  Son— f 
French  Geo  V— I 
Jackson  C  L— f 
Lipscomb  C  E— 1 
Manford   Miss   Agnes — ^f 

McGregor 

Cherry  A  P--f  1  c 
Naylor  &  Grain— f  1  c 
Stubblcficld  T  W— f  1  c 
Walker  Edward— I  1  c 

McKINNEY 

Abemathy  Gideon  F — ^fc 
Burrage  R  W— f  1  c 
Davis  R  B— f  1 
Erwin  R  D— 1 
Jones  M  T— f  c 


Muse  J  M— c 
Page  Jno  D- 
Popc  Ben— f 


^    .        D-f 
Pope 

Ray  Robert  L— c 
Scott   &   Emerson— f  q 
Shirley  W  M-f 


MARLIN 

Darby  O'B— 1  c 
Goode  W  T— f  1  c 
Jones  &  Lyons — f  1  c 
Oltorf  Chas  A— f  1  c 
Phillips   Bros- 1 
Racsdale  F   H— f  1  c 
Robertson   Chas   L   Jr— 1 
Sewall  R— f 
Stanley  L  N— f 
Stephens  F  M— 1  c 

MARSHALL 

Adams  C  F — f 
Allen  W  D— f  c 
Carter  Jno  B   c 
Dunn  T  C— 1 
Field  &  Young; — f 
Littlejohn  A  C— 1  c 
Littlcjohn  R  P— f  1  c 
Pence  J  I^-l 
Raguet  &  Gregg — f  c 
Westmoreland  A  D — ^1  c 

MASON 

Hey  ft  Durst— t 
Hey  Ben  Land  Co — f  c 
I«mburg  &  Loeffler — f 
luring   van  M— f  1  c 

MEMPHIS 

Boston  &  Delaney — f  c 
Brice  Mrs   Buehla — f 
Brice  R  P— f  1  c 
Dunbar    Bros — f   c 
Hudgins   E  N— 1 

MERIDIAN 

Bounds  Roy  I — f 
Hale  P  S— f 
Hill  &   White-^f 

MEXIA 

Karner  P — f  1  c 
Lewis  &  Reed — f 
Murphy   &  Nussbaum— { 
Park  J  H— f 
Peyton  &  Sweatt— f  c 
Smith   Blake— 1  c 
Smith  J  S— f  1  c 

MIDLAND 

Bashman*Shepherd  &  Co 

— f  c 
Clark  J  Harvey— f  1  c 

MIDLOTHIAN 
Rea  C  R  &  Bros— f  1  c 

MILFORD 

Dobbs  T  M— f  1 
Goldstein   J   M    &   Co— 

f  1  c 
MorreU  R  E— f 

MINEOLA 

Gaston  &  Thomas— { 
Hughes  T  A--f 
Mansell  &  Falkner — f 

MINERAL  WELLS 

Beeler  Dick— f  c 
Corrigan  &  Peak— f  c 
Durham  I  B — f  c 
Harris  J  T— f  c 
Hopkins  J  B  &  Co— f  c 
Peak  R  A— 1 
Smith  W  P— 1 

MORGAN 

Cove/  S  J— f  1 
Frazier  Frank — ^f 
Gree  T  A— 1 
Walton  R  W— f  1 

MT.   PLEASANT 

Duncan  C  L — f  1  c 
Furquay  O  M— 1 


Hays  R  T— 1 
Lindsay  Minnie  P — f  1 
Peterman  H  W— f  1  c 

MT.  VERNON 

Goswick  S  D— f 

Hill  C  R— £ 
Holbrook  R  W— f  c 
M  avers  A — ^f 
Rutherford  J   L  Jr^-£ 

NACOGDOCHES 

Ingraham  Geo  C  &  F  H 

— ^f  c 
Sublett  Ins  Agency— 1 1  c 

NAVASOTA 

Blackshear    Templeman — 

f  1  c 
Bridges  E  I^-f  1  c 
Horlock  R  W— f  1 
Jacobs  H  A — f 

NEW  BRAUNFELS 

Clemens    &    Faust — f 
Flocge    Chas— 1 
Hoeke  W  H— 1 
Moeller  H  C— c 
New     Braunfels     Insur- 
ance Agency — f  1 
Saur  Carl  &  Co— f  1  c 
Schneider  A  C — 1 
Zipp,  Ludwig  &  Kloepfer 

ORANGE 

Anderson  E  W— f  1 
Curry  P  B— f  1  c 
Curtis  Geo  W— f  c 
Malone  W  H— f  1  c 

PALESTINE 

Ash  Walter— 1 
Burkitt  &  Cran«— f 
Bush  R  N— f  c 
Eagle  S— 1  c 
Ezell  &  Townsend— f  1  c 
Garden  B  H  Jr— 1 
Gardner  &  Gardner — f  c 
Hinzie  H  M— f  c 
Hughes  P  H— f  c 
Oxment  T  W— f  c 
Rogers  B  F— I  1  c 
Wnght-Kendal  Co— f  c 

PARIS 
Alexander   M  W— 1 
Allen  J  E^l 
Baird  Jas  W— c 
Ball  T  I  &  Co-f  c 
Brooks  C  B— J 
Connor  A   B  &   Co— f  c 
Dargan  K  S  ft  Co-^  c 
Galbreath  &  Dewees — f  c 
House  &  Palmer — ^f  c 

foncs  J  J — c 
ordan   &  Stevens — f 
*ove  E — ^1 
Norment  &  Broad— f  c 
Olson  A  J— I 
Poteet  Chas — 1 
Ragland  C  M  &  Co— f  c 
Roach  A  W— 1 
Robertson  T  E— 1 
Snider  J  C— 1 
Such  Jas  K— 1 
Upton  W  H  &  Co-f  c 

PILOT  POINT 

Bryant  Vera- 1   c 
Burks  Will  D— f  c 
Dunn  Hugh — 1 
Harris   M  J— 1 
Harris  R  M— 1 
Light  &  Elmore— f 
SeU  J  Earl-f  1  c 


PITTSBURG 

Grain  J  K— 1 
Garrison  E  T — ^f 
Green  E  R— f 
Kennedy  W  A— f 
Morris  R   A — f 

PLANO 

Bradshaw  Joe  F— I  1  c 
Carpenter  E  A — ! 
Crawford    R   H— 1 
Dickerson  J  R— 1 
Hood  Realty  Co— f  c 
Johnston   J   T-^ 
Portman  M  C— f 
Stanley  W   A  &  Co-f  c 
Stark  J  T— f 

QUANAH 

Crowder  &  WUcy-f  1  c 
Elbert  J   I^-f 
Griffith  W   L  &  Co-f  c 
Matthew  S  J— f  1  c 
Robertson  J  B— f 
Wilson  J  H— f 

RICHMOND 

Bell  E  D— f  1  c 
Random  R   F— f 

ROCKDALE 

Corbctt  W— f 
Gaiher  W   E— f  1  c 
Lockett  I  L— £ 
PhilUps   ft   Perry— f  1  c 

ROCKPORT 

Dewey  H  M— f 
Hoopes  J  M — ^f 
Johnson  C  G — I 

ROCKWALL 

Chisholm  Joe  H — f 
SheJton  M  A— £ 
Walker  W  C— 1 
Wells  J   K— I 

ROUND  ROCK 

Swenson  ft  Thorp— 1 
Thorp  E  V— 1  c 

RUSK 

Bonner  W  S— f 
Gregg  E  L— f  c 
Perkms  Ju  I  Jr— f 
Shook  ft  Norman — i  c 

SAINT  JO 
Cunningham  C  E— 1 
Meek  &   Roach— f  c 
Mitchell-Holmes    Realty 

Co-f  c 
Sampson  R  F— ( 
Scott  A  L— f  c 
Yarbrough  &  Co— f 

SAN   ANGELO 

Brandt  Hal  F— f  1  c 
Broome  C  A  ft  C--f  I  c 
Ions  &  McDonald— f  t  c 
Mitcham  &  Birdwell— f  c 
Robinson   W  S-1 

SAN  ANTONIO 

Abby   Elmer— 1 
Baker  J  A  ft  Co— f  c 
Beckmann  A  G — f 
Bock  E  F— f  c 
Booth  W   M-f  c 
Borden  J  G— 1 
Buck  S  M-f 
Burke  &  Simms — f 
Campbell  T  \V— c 
Carlton   O  S— I 
Chadwick    ft   Harrison^ 

f  c 
Coleman    ft    KIrkpatrick 
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J.  G.  HORNBERGER,  Gen'l  Agt. 
A.  G.  BECKMANN,  Asst.  Gen'l  Agt. 

SAN  ANTONIO,  TEXAS.        GENERAL  AGENTS  FOR  STATE  OF  TEXAS 

HAMBURG-BREMEKf  FIRE  INSURANCE  COMPANY 
NATIONAL-BEN  FRANKLIN  FIRE  INSURANCE  COMPANY 
HUMBOLDT  FIRE  INSURANCE  COMPANY 
PIONEER  FIRE  AGENCY 


ombs  F   T — ^1 

cmness  W  S— f 

unroy   &  Rice — f 

ummins    &    Thomas — f 

illoa  T  T-f 

ittmar  &  Sanger — f  c 

iclilitz  Geo  C  «  Co — ^f  c 

iing  W  K — c 

Tchand  H — f 

sher   Walter— 1 

tch  W  E  &  Co— f  c 

jrian  Chas   H — 1 

srian  F  Ins  Agcy — f  c 

rd   Herbert  C— £ 

ffncy  &   Campbell — ^f  c 

I'swold  J  C — f 

oos  Fred   C — c 

:i   C  I>-c 

rtwell  &  Co-^ 

nderson    &   Lane— {  c 

rff    &  Eiflei— f  c 

rrin^  W  W— f 

1    HO— f 

efgren  P  P— 1 

mberger  J    G— f  c 

Bvard   Geo  T  Sr- f 

?o    R   H— £  c 

Iter  Hugh— £ 

nson   &    Bnme^ — £  c 

es    &  Williams—f  c 

TS      H— 1 

fhton  T  G— £ 

k    W  H— 1 

?*-  Mrs  M— c 

mister  W  W— £  1  c 

er   &   Webb— F  c 

tg^omery    J    Frank — 1 

ris    H— I 

tin   W   L— 1 

1  o  1  son ,      Furnish     & 

lith— f   c 

^nheime^     Fire     Ins 

ency — f  c 

TS    S    C— f 

cr    H    D— £  c 

elfo   S  C— 1 

rson   R    R— f 

;e-tt.    Torrey  &  Co— 

&   Stiles— £  c 
rv    &  Casey — £ 
rris   &   Whalen— £ 
z     E    A— 1 

J    J~l 
a    C  H  &  Sons— 1 

Bros— £   c 
&   Ludolph — £  c 
c-ner    D    E  B— 1 
K.alph— £   c 

SAN  DIEGO 

>V    B   &   Co— f 
an  N  A— f  c 

A2V    MARCOS 

J  W— f  1  c 

-t:     W  B— £  1  c 


Johnson  D  C— f 
Ramsey  A  M— f  I  c 

SAN   SABA 

Kelley  S  E-f 
Kimbrough   W    H— f 
Seiders  Jno — c 
Seidcrs    Robert— f    1 
Urquhart   W   B— c 
Walters  G  W-£ 

SCHULENBERG 

Russek  Gus — £  1  c 
Russek   Jgnatz— £ 

SEALY 
Sealy  Ins  Agency^£  1  c 

SEQUIN 

Arend  A — 1 
Dilreel   C  C— 1 
Donegan  Hugh— £  c 
Gosemann  H  G  B — i 
Nolte  Edgai^£ 
Tips  Chas  E— £  c 
Willmanns  The— 1   c 

SEYMOUR 

Francis   &   Rupc — f   c 
Rupe  B  F— 1 
Russey  E  W— £  c 
White  H  L— 1 

SHERMAN 

BUlin^sley  A  W'— 1 
Blassingame   &    Deane — 

£  1  c 
Carpenter     &      Belden— 

£   1   c 
Cole  A  G— f  c 
Copley  &    Mills— £  c 
Eubank  J  J-f  1  c 
Ferguson  V  R— 1 
Geren  Jas  P— £ 
Gulick  &  Hall— £  I  c 
Hall  &  Hare— f  1  c 
Marshall   Jno — 1 
Miller  H  P— 1 
Moore  Forrest— £  c 
Newell   T  F— £  c 
Shumate    Palmer — £ 
Wilbanks  B  B— 1 

SHINER 

Bozka  &  Runk— £  1  c 
Kunelka  Land    Co — c 
Welhausen  C  B  &  Co— £ 
Woltera  Bro»— £ 

SMITHVILLE 
Saunders   R   J — f  1  c 

SONORA 

Cornell  &  Wardlow— f 
Hagerland  J  A — f  1 
Lewis  Chat  J — f 


STEPHENVILLE 

Garrett  Wm  H^f 
Gray  &  Jones — £  1  c 
King  &  King— £ 
Moss  J  W— £  c 

SULPHUR    SPRINGS 

Dicker  son  W  H— f  c 
Foscue  Jno  W — f  I  c 
Henderson  W  F  &  Co— 

£  1  c 
Magrill  &  Foscue — f  c 
Shook    Greeg — f 

SWEETWATER 

Daniel  E  Q— £  1  c 
Geldert    B    H— f    c 
Wade  &  Stiles— f  c 
Wight  &  Wight— f  c 

TAYLOR 

Armstrong  J   W— £   c 
Eckhardt  Kobt  C— £ 
Everitt  &  Still— £   c 
Fisher  Fred  I— £  c 
McNamara  T  H— 1 
Moody    Mrs    Daniel — £ 
Seiders  &  Hoke— £  c 

•     TEMPLE 

Bassett  W  J— 1 
Carroll  P  W  &  Ca-£  c 
Cole  John  A— £  1  c 
Crouch  J  F  &  Co— £ 
Culp  R  O  &  Co— £  c 
Darling  T  J  &  Co— f  c 
Gresham  G  W— c 
Hall  &  Hall— £ 
Hirsch  H— 1 
Kohont  J  H— £  c 
Strange  SNA  Co— £  c 
Swink   &  Tones— £   c 
Talley  Luther  L— £  c 
Wilkerson  J  A— f  1  c 

TERRELL 

Childress  B  T— I 
Corley  T  E— 1 
Griffith  &  Griffith— f  1  c 
Grinnan  &  Grinnan — i  c 
Hill  Chas  T— 1 
Hodges-Gill   Co— f  1  c 
Lewis   S  L— 1 
Lindsey-Hallonquist     Co 
— £  i  c 


TEXARKANA 

Hennegan    &  Godbald — £ 

c 
Offenhauser  F  W  &  Co^ 

£  c 
Rose   Andrew — i  ] 


THORP  SPRING 

Dabncy  E  M— 1 
Shaffer  G  W— 1 

TYLER 

Bonner   C  T— 1 
Heradon  J    H— f 
Johnson  T  L  &   Co — f  c 
McBride  W  H  &  Co— £  c 
Shaw  Lee — 1 

Swann,  Cousins  &  Hight 
-£  c 

UVALDE 

Comparet  John — 1  c 
Hornby  Agency  The — £  c 
Kelso  E   H— 1  c 
Scale  E  B— £  c 
Texas  Realty  Co— f 

VAN  ALSTYNE 

Carter   C  E   Real  Estate 

Co— £ 
Evans  Mrs  L  B — £  1 
Fulton  R  S— £  1  c 

VERNON 

Coffee  R  H— 1 
Hockersmith   H    D— 1 
McCaleb  W  W— 1 
McColloch  C  S-£  1  c 
Murchison  F  E— £  I  c 
Sherrill   R  B— £  c 
Witty  E  F  &  Co— f 

VICTORIA 

Gervais  J   R— f  c 
Hofer  L  N— £  c 
Smith  Joe  S — 1 
Stevens   L   M — f  c 
Wertheimer  J  H— £  c 
Zirjscks   Cha*— £ 

WACO 

Benham  S  L— 1 
Davis  W  H  &  Co— £ 
Dockery  T  B  &  Co— £ 
Durham  P  S— f  1  c 
Pitcher  E  E^f  c 
Fitzburgh   E  E  &   Co— f 
Fort  Walter  V  &  Co— £  c 
Halsey  &  Franklin— £  c 
Harris  Albert  &  Co — f 
Hays  Bros  &  Van  Wyck 

— f  c 
Johnson  R  E — 1 
Killough  J  M— £ 
Ludde  L  E  &  Co— f  c 
Lyster-Hays    Land    Co — 

f  c 
McKerniCTT  E  S — ^1  c 
Mackey  J  H  &  Co— £ 
Marshall  E  W  &  Co— f  c 
Mayfield  Jno  D— 1 
Moore   &    Moore — £  c 


^ 
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TEX. — Waco,  Con. 
Peerless    Fire    Ins   Agcy 

Pessell  Gr-1 
Roberts  A  R^l 
Rogers  &  Gant—f  c 
Rowlett  W  J— 1 
RnsseU  Wtl^l 
Shumway  C  C  &  Co— f  c 
Silvers  B  O— I 
Sturgis    &    Abemathy— f 
Snhler  Aaron— 1 
Vescy   E  J— c 
Van  Wy€k  W  O— c 
Weathered     Chas     A    & 

Co-f  c 
Willig  Geo  &  Co— f  e 
Wynne  W  R— 1 

WAXAHACHIE 

Kennedy  C  L  ft  Co— f  1  c 
Langsford,  Phillips  &  Co 

— f  1  c 
McComos  R  D— f  1  c 
Mizell,  Peters  ft  Co-4  1 

Phillips  E  F— 1 

WEATHERFORD 

Bains  R  L— 1 
Boone  W  M— ^f  c 


Daris  R  W— c 
Harableton  W  J— 1  c 
Hawkins  W  R— f 
Keaton  A  D— f  c 
McCrary  W  W— 1 
Price  J  B  ft  Co— £  c 
Taylor  W  D  ft  Co— f  1 
Tvcker  J  O— c 
Vivrett  W  R— £ 

WEIMAR 

Boettchei^-£ 
Brasher  H— £  c 
Duve  Dr  C  E— 1 
Lesser  W  H— 1 
McLeary  S  B— ! 

WEST 

Bresler  E  H— £  1  c 
Dcveny  J  M — ^1 
Holloway  ft  Boggess— £ 
West    ft    Deveny-^ 
Windor£    Reinhart— £   c 

WHARTON 

Brown  R  M— c 
Taylor  J  P— c 
Vineyard  R  H— £  1  c 
Wharton    Ins    Agency — 
£lc 


WHITESBORO 

Buchanan  J  M— f  1  c 
Cowell  S  B— f  1  c 
Kelley  J  A— f  c 
Key  A-f  c 
Marshall    Lee— f 
Koland  J  £-{  c 
Provinc  W  A— f  c 

WHITEWRICHT 

Barbee  Tom— f  1  c 
Montgomery  S  F — £  1  c 

WHITNEY 

Feagan  8c  Collier— £ 
Rape  Wm  J-f  1 
Rhea  Alex  D— f  1 
Smith  Roy  E— 1 

WICHITA  FALLS 

Adams  T  P— 1 
Anderson    ft   Patterson — 

£  1  c 
Bachman  H  J  ft  Co — £  c 
Cravens,  Mear  ft  Walker 

— f  Ic 
Deberry  J  J— f 
Duke  &  Street— 1  c 
Fowler  Bros  ft  Co— £  1  c 
Pecry      ft     Marchman— 

f  1  c 


Perkins   D   M— £ 
Walker   M    D— 1 

WILLS  POINT 

Dean  B   F— £  1  c 
Fonderburk  W  L— £  c 
Gibbard,  TMale  ft  Brace 

— £  c 
Howell-Owcns    Co— £  1  c 
McPhail  &  Bacon*>f  c 
San£ord  R  M->] 

WOLFE   CITY 

Armstrong  C  W  ft  Co- 

£1  c 
Bush  ft  Jone»-:'£  1  c 
Fugett   Joe    M — £ 
McWhirter  C  P— £ 

YOAKUM 

Adams  W  F— £  c 
Cook  J  W-.£ 
Green  W  E — £  c 
Irvio   W    R— £ 
Young  Bros — £  c 

YORKTOWN 

Eckhardt  R  H— £  1  c 
Kraege  Otto — ^1 
Lenz  G  A— £  1  e 


UTAH 


AMERICAN  FORK 

Bank  of  American   Fork 

-£ 
Dark  J   H-f 
Hindley  J  R-£ 
Johnson    H   C— 1 

BEAVER 

Barton  John  P — £ 
Barton  K  H — £ 
Ipson  N  P— £  1 
Pearce  R  H— 1 
Tanner  J  T— £ 
Tolton  J  F— f 

BRIGHAM    CITY 

Baird   John    E— 1 
Bo  wring  H   N— f 
Figgins  H  M — f  c 
Hoops  1  W-f 
Jensen  Elijah— f  1 
Knudson  Jas — f 
Lee  &  Dunn— f  1  c 
Phillips  John   W— f 
Walker  Frank  J— f  1 

CEDAR  CITY 

Arthur  C  J— f 
Corry  E  M— £  1 
Foster  S  J-f  1 
Dalley  M  H  ft  Son— £ 
Higbee  M  D-f 
Robb  James— 1 

COALVILLE 

Beard   Geo— f 
Branch  W  H-f 

EPHRAIM 

Anderson   P  C— f  1   c 
Greaves  P  Jr — f 
Quinn   Geo— f 

EUREKA 

Freed  S  B— £  1  c 
Sh river  Wm  F — £ 

FAIRVIEW 

Christensen  Albert— 1 
Danielson  F  J  C— £ 
Nielson  Swen  O— f 


FILLMORE 

Anderson  C— f 
KeUy  J  A— £ 
Stevens  Dan— £ 

GRANTVILLE 

Erickson  A  S— £ 
Huntington  R  J — £ 
Spry  Wm— £ 

HUBER 
Buell  F   O— « 
Duke  Robt— £  1 
Hatch  Edwin— £  1 
Hatch  Joe— £ 
Jensen  J  C— f  1 
Jorgensen  G  M — £  1 

HYKUM 
Ames  Hy  B— « 

KAYSVILLE 

Barnes  J  G  M— f 
Blood   H   H— f  c 
Burton   Chris — f 
Gailey  J   R— f 
Sheffield   H   J   Jr-f 

LEHI    CITY 

Asher  Wm— f  1   c 
Evans  Wm   Er— f 
Fyffe  James — f 
Ross  S  W-f 
Southwick  Edw— f  1 
State'  Bank   of  Lehi — f  c 
Wing   Wm— 1 

LOGAN 

Brangham  R   L —  f  1 
Cardon  Co — f  1 
Crockett   John    A — f 
Flemming   A    M — f 
Hatch  Sumner— f  1  c 
Hendricksen  J    A — f 
Pederson   H   A  &   Co— f 
Picot  A— f  I 
Stewart  J  Z — ^f  c 
Weston    Vemon— f  1 

MANTI 

Crawford   W  W-f 
Dyrcng  &  Carpenter— f 
Sorrensom   E   D— f 


MILFORD 

Chesley    Barton— f 

MILL  CREEK 
North  H  K-f  1  c 

MONROE 

Erickson  F-^ 
Nilsson  Bros— f 

MORONI 

Anderson — f 
Jollcy  Manning  E— 1 
Larsen  D  O— f  1 
TidweU  L  W— 1 

MOUNT  PLEASANT 

Anderson  Ratmu*— £ 
Beaumann  H  C— £ 
Lund  C  N— £ 
Rasmussen  Daniel — £ 
Wall  A  C— f 
Wall  Henry- 1 

MURRAY 

Atwood  H  C— £  1  c 
Williams  J  C— £  c 

NEPHI 

Belliston  John — I 
Burton  T  H— £ 
Whitmore  G  M— £ 
Winn  T  C— £  1 

OGDEN 

Agee  R  C— £  c 
Bennett  Geo  D — 1 
Brummitt  J  J— £  1  c 
Cannadey  E  W— f 
Cassin  Jas  F— £ 
Forristall  J  M— £  c 
Goddard  B   H— £  1  c 
Goddard  H  H— £  1  c 
Hunters  R  P— £ 
Kelley  &  Herrick— £  1  c 
Kennedy  O  A— £ 
Knauss  J  H— £  1 
Mathews-McCuUogh    Co 

£  c 
Nye  J  C  Agency*— £ 
Peery  Brothers— f 


Pre£erred   Ins   Agenqr^ 

Pierce  W  N— £  1  c 
Purdy  H  A— £  1 
Rasmussen  Car}— £ 
Skeen   M   Real^  Co— £ 
Stephens  F  J— 4 

OPHIR 
Bryan  Geo  W— f  1 

PARK  CITY 

Clark  PeteT^-£  c 
Fares  Henry— I 
Heath  ft  Armstrong— £ 
Johnson  J  E-nf  c 
Shields    Henry— £  c 
Wight   ft   Co— £ 

PAROWAN 

Adams  Chat— £ 
Burtes  Edir-1 

PAYSOX 

Finlayson    W  J— f 
Loveless  Juttim  A— I 

PROVO  CITY 

Buttle  Joseph  A— £ 
Dixon  Leroy— £  1 
Dixon  Real   Estate  Co— 

f  1 
Epperson  L  T— 1 
Garden  City  Realty  Co— f 
Home  Ins  Agency  lac— 

£  1  c 

Iackman   Frank— I 
acobsen  J  E— 1 
ones   Edward  L—f 
ones    Ed    T— f 
foore  Eden — I 
Phelps  W   W-A 
Roper   &   JcokJo»-l 
Thomas  H  F— £ 

RICHFIELD 

Bean    J    F— 1 
Clark  S  G— £ 
Heppler  C  M— 1 
Jensen  D  P— £ 


INSURANCE    AGENTS— VERMONT. 


fi'ril 


BICHUOND 
Hirri*  C  Z— f 
Hcodhela  Gew  G— 1 
Kerr  T  I^f  I 
fiichiDDiul  Co-op  Her  Ce 


Fibiui  C  C — f 
FamU  Wm  G— ) 
Fritch    InT   C»— f 
Fuller  G  C— 1 
Gen.  Im  &  In.  Co— f  t 
Giear  Walker  Co— f  c 
Goddird  Jay  Co— f 
Grant  H  J  ft  Co—t  e 
Hallans  Judge   Co— [  < 
Hathimj  F  C— I 
Hathmr  J   F— 1 
Home  AgancT  Co — ( 
Hone  Trnit  ft  Sa*tB|S 
Co— f 


ST.  GEORGE 
Amtra*  Jamc* — f 

SALT  LAKE  QTY 
ApDcy  Co— f  c 
Afdir  Geo  D— 1 
Andcnoa    Ina    Afcocr-^ 

Aihlon  Jenkini  Co-f  c 
Uambergcr   Smoth    Binu 

Inc-fl   0 
Bun  ft  CarlquiM- f 
Buard  A  I— I 
Cameron  R  B-^ 
CaoDoa    Iii>   Agenej^-f 
Clarton     Im      Aftnej— 

folombU  Trust  Co— f 
Curti.  J  W-^ 
Darling  Elmer  E— f 
Dans  >  C— 1 
Done  W  \-f  I  c 
Edutrooi  G — I 
Encign  A  H  ft  Co— f 


jenning*  In* 

Tenaen  E— t 
lenien  W  C— J 
lohsioD  J  A— 1 
Jonea  E  D— 1 
Kabn  Edwin— 1 
Kempner  In*  Agener — t 

Kipp  C  D— 1 
KoDold  R— 1 
Leortard  ft  Jenk>n»-c 
1  ft  Little— f 


Mill*  E  F— I 
Moreton  J  B— (  e 
Motrii  L  M— 1 
Moilef  Fnnk— I 


Rawiing*  P  J— I 


^^J- 


Shn"    T;i«    K-f  i 
Shepard  E  E-I 

Smuh   Brof— f  c 


Stohl   L  "H— 1 


Timby  F  A— c 
Toronto  A— f  c 
TriM  Loan  ft  TroM  Cs 

Totlle   B™»— f 
Wadaworth   V  E— 1 
Walker  D    H— f  c 
Walker  H  H— 1 
Wamock  Im  Agener— t  e 
Well*  V  P— I 
Wick*  E  B— f 
William*  B  C— I 
William*  E  D— c 
Windaor  ft  Co— f  e 
Youog    ft    Fowler — f 
"wing  ft  Yoor-    ' 
on'*   Benefit 

SANDY 
Crtpo  C  C— * 
Wilaon  W  W— f 


SPRINGVILLE 
Bayer  W   P-l 
Deal  Broi  ft  Co— f 
Jordan   Elliott  M— < 
McPlier.on  W  B— f 
Miycock  G  R~t 
Mcndealiali  G  W— ( 
Noble  M  R— 1 
BerDoldi  H  T  ft  Co— I 
Weitwood  J  M— f 
Wood  G  S— { 

TOOELE 
Baker  L  I.— f  c 
Hickman   J  -B-E  c 
Huntington  R  I— f 


VERMONT 


ARLINGTON 
Canfield    F  N-f 
IVoadworth    E   C—t 

BARRE 
Ballard  Nelson    B— 1 
I>esantelt    Pater — I 


;rigga  J  C— f.l  e 
Cent  Geo— f  1  c 
.ineldn  Geo  L— f  I 

IcAllitteT    Morton 


-aisa  ft  CamptMll— I  c 
-ape  G  Herbert— f  1  o 
'arks  Harry  S— I 
lamago  Rev  Jan.e»— 1 
obertwn  John— f  1  e 
mcy  Lee  O-f  1  c 
Looamff  a  G— 1 

BARTON 
utting  F  W— f  I 
homp«on  F  D— ( 
■ebster  J  N— f 

BELLOWS  FALLS 
arrett  M  I— 1 
riiott  H  C— I  e 

aye^  L   S-4 
fonard  E  S— f  I  c 
irrland    Margaret — t    ( 
Kay-en.    D    S-t 

alker  E  I^-f  e 

BENXINGTON 
>oth    E  A— f  c 
arris  Emory  S— f  1  c 


BRANDON 
Milton  S  1^1 
■  ines  S  W— f  e 

iliiami    Frank   W-f  e 
BRATTLEBORO 
Brlttan  Tbonui  T— f  I  e 
Child*  F  W— I 
aaj  G  M— f  1  e 
Daniels  S  A— f  1 
Horton  W  C— 1 
Putnam  F  W— I  c 
Tsjrlor  HE*  Son— f  1  e 

BRIGHTON 
Cobb  L  A-f  c 
Robinaon  Geo  S  &  Co— 
f  c 

BRISTOL 
Etty  B  W-f  1  c 
Gaudet  W  J-f  1  c 
Hanki  C  A— f  1  c 
~    a    F   E-c 

BURLINGTON 
Aielline  Airo  M — I 
Bli*.  W  B— I 
Bond    T   A— 1 
Clifford   N  E— 1 
Diigle  H  J— I 


Htwkio*   E    W— f 
Hickok  H  H— f  1  c 
Hinde*  S   W— 1 
Howard  Harry  S— t  1 
Le»ry  T  F— f  c 


Safford  J  M— c 


CASTLETON 


Mattiion  H  N— f 
Sprague  W  H— t 
Towoiend   W   P— ] 
Tracy  Geo  A— f 


DERBY  CENTER 

UpLer  H   W-o 
Robbina    &   Burlon-( 


I  ENOSBURG 

I  Gibson  J'a— flc 

I 

iSEX  JUNCTION 
Marvin    David— t 
"chol*  O   S-f 


iiiam*   John-I 

HARDWICK 
Campbell    E   H— c 
Oark  W  H-]  c 
Dow  W  L-l  c 
Dullon  &  Mulcahy— {  1  c 
Jobnaoo  J  Leo-1 
MeGovem   Frank  T--1  c 
"     »e    M    G-f   I    c 


HINESBURG 
..ndrews  F   S-f 
Read  Ed   H-f  1 

HYDE  PARK 
HuLburd    R  W-l 
McFarland  H    M-f  e 
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VT.-Con. 

ISLAND"  POND 

Cobb  L  A— f  1   c 
Robinson  G  S  &  Co — f  c 

LINCOLN 

Bristol   C   Er-i 
Gobe  M  S-f 

LUDLOW 

Moore  George  M — f  1  c 
Stickney,     Sargent     & 

Skecls— f   c 
Walker    Frank   A— f   c 
Wilcox  Julius  A^ 

LYNDONVILLE 

Atwood  H  M— 1 
Campbell  G  M—f 
Campbell     &     Blodgett— 

f  f  c 
Coblegh  F  B— 1 
Nichols  S  D— 1 
Stevens   C  D— f 

MANCHESTER 

Anderson  W  B — f  1  c 
Briggs  F  N— f  c 
Bundy  W   H— f 
Fowler  J  W— £  1  c 
Fowler   P  W-f  1   c 
Shaw  W  H— f  1  c 

MIDDLEBURY 

Burke  J  M— f  1  c 
Douglas  J  A — f  1  c 
Hubbard  F  J— 1  c 
Weeks  J    E— £   c 

MONTPELIER 

Ballard  S  S— 1 
Brown  Joseph  G — i  1  e 
Sumner  Benj  A — f  1  c 
Washburn  W  C-f  1  c 

MORRISVILLE 

Barrows   Ralph — c 
Bryant   H   D— 1  c 
Cheney  Thos  C  — f  c 
Morse   G   A — 1 
Niles    A    A— f 
Olmstead    E    H— 1 
Raymore  Chas — f 
Wilkin s   Glenn  A— 1  c 

NEWBURY 

Bowen  A  A — f  1  c 
Knight  M  C-^ 
Randal  Geo->f 
Rogers  B  O — ^f 


Slack  Geo  M — 1 
Wheaton  T  A— 1 

NEW  HAVEN 

Everest  C  S— f 
Landon   M  J — i 

NEWPORT 

Cushman  H  B — c 
Drown   Harry — 1 
Grout  A  H — c 
Rawson  O  H— 1 
Root  &  Blanchard — f  c 
Spear  R  W— f  1  c 
Williams  &  Smith— f  1  c 

NORTH  FIELD 

Orscr  H  W  &  Co  Agency 

— f  1  c 
Plastridge  Eugme  A — ^f  1 

c 

NORTH  TROY 

Arel  M  C— 1 
Butterfield  A  H— f  1  c 
Clark  P  I— 1 
Lewis  H  H—f 

PITTSFORD 

Burbank  S  K— f 
TilTany  A   D— f 

POULTNEY 

Cushman  A  E — f  1  c 
Deyette  D  D — c 
Edmunds  Thos  P— f  1  c 

PROCTOR 

Boyce  G  H—f 
Butler   E  P— f  1  c 


RANt)OLPH 

Atwood  J  M — 1 
DuBois  John   H — f  c 
Gifford  C  C— f  1  c 
Tewksbury   E   W— 1 


RlCHFORD 

Aiken  Curtis  H— 1 
Armstrong   Wm   G — 1 
Comings  H  C — 1 
Greene  W  B— 1  c 
Kellcy  F  H—f  1  c 
Mitchell  C  S— 1 
WaUace  John  H— 1  c 

RUTLAND 

Burke  J  E— I 
Bumham  F  H—f  1  c 
Clark  W  A— f  c 


Davis  W   L — f  c     ■ 
Dorsey  Stephen  C — f  1 
Farrar  H  C — f  1  c 
Field  P  A— f  1  c 
Francisco  M  J   &  Son- 
Heath  A  V— f  1 
Hey  man  T— 1  c 
Hoadley  J   R— f  c 
Hoag  C  S— f  1 
Hyland  B  S— 1  c 
Kent  P  H— 1 
Kinsley   E  S — 1 
-Lull  T   C— 1 
McCarthy  F  A — f  c 
Mason  A  C — £  1  c 
Mason  E  G — 1 
Noyes  E  C— 1  c 
Pike  Roger  S — ^1  c 
Richmond   R   L — 1 
Roberts   F    C— 1 
Way    H   S— f 


ST  ALBANS 

Atwood  N  N — f  1  c 
Chase  C  H— 1  c 
Kearney  J — f  1  c 
Mason  E  L — £  c 
Khoades  V — c 
Saflford  J  B-f  1  c 
Stevens  E  P— f  1 
Watson  S  S— f  1  c 


ST  JOHNSBURY 

Balch  H   F— 1 
Boynton   C  F — 1  c 
Brown  E   P— 1 
Cheslcy  H  A-f  1 
Dimick   O   A-f  1 
Genre  V  I^-f  1  c 
Hastings  Chas  S— f  1  c 
Hastings  L  V^ — 1  c 
Hawkinso«   A  W— f  1 
Impey  James— 1 
Jacques  F   B — 1 
Moore  &  Co— f  1  c 
Morrill  Geo  H—f  c 
Nelson  H  M — c 
Noyes  A  B — f  1  c 
Simmons  J  W — 1  c 
Spraguc  W   W  &   Son- 
Underwood  Mertie— f  c 
West  C  H— 1 

SPRINGFIELD 

David  Fred  C— £  c 
Lawrence    &     Wheeler— 

f  I  c 
Leonard  C  G — f  1  c 


STOWE 

Cheney  A  H—f 
Harris  L  L — f 

SWANTON 
Bradley  E  T  &  Co— f  1  c 

VERGENNES 

Barrow  F— 1 
McCuen  N  J— f  1 
Pierce  C  T  S— f  1  c 
Strong  Wm  J— £  1  c 

WHITE    RIVER 
JUNCTION 

Alden  Claude  L— I 
Carpenter   Geo    B— f  I  c 
Davis    Edwin — f   1  c 
Denison   Wm   H— 1 
Miller  G  H—f 
O'Neill   Robrt  C-1 
Pease   Howard   E— f  1  c 
Pingree  William  S— f  c 
Russell    Wm    W-f   c 
Watson  Alfred  E-f  I  c 

WILDER 

Powers  C  H — 1  c 
Kibbie  B   E— c 

WILMINGTON 
Boyd  Leslie  W— f  I  c 

WINDSOR 

Boyce  Chester — 1 
Chase  Amos — I 
Clark  Frank  H— c 
Davis  &  Davis— f  c 
Greer  Daniel — I  c 
Heywood  Leon — ^1 
Hoisington  Harlcy— c 
Howland  Glenn  C— f  1  e 
Jarvis  Mary  P — ^f  1  c 
Kelley  Elmer  E— I 
Noble  B  C— 1 
Persons    George— 1 
Reynolds  Alfred— 1 
Sendersoq  H  D-^ 
Williams  Herbert— 1  c 

WINOOSKI 

Alapa  I^-l 
Horton  E  H—f  1  c 

WOODSTOCK 

Cleveland   Guy— I 
Dana  H  S— f  1  c 
Maxham    A    F— 1 
Thomas   £  A — 1 
Watcrbury    S    H—f 


VIRGINIA 


ABINGDON 

Buhrman    &    Hughes— f  1 
Dodd  W  S— f  1 
Hagy  K  A-f  1 
Hickock  C  H—f  1  c 
Kr^er  &  Preston — f  1  c 
McConndl   &  Davis — f  1 
Potts  H  F  Co  Inc— f  1  c 

ALEXANDRIA 

Dyson  &  Paul— 1 
Fleming  E  J — f  c 
Graham  &  Ogden — f  1  c 
Greenaway  N  S— c 
Grubb  H  J— 1 
Lindsey  Sam'l  E— f 
McCuen  Tno— 1 
Monroe  a  Marbury — f  c 
Norraoyle  John  D--f  c 
Pelton  Julias— f  c 
Real  Estate  &  Investment 
Corp  of  V»— f  c 


SUymaker  •  Schneider 

Corp— f  c 
Stabler  Laurence— f  1  c 
White  H—f  1  c 
Wise  &  Co-f  1  c 

ASHLAND 

Cox  F  H—f 
Meyberg  L  £  W— f 

BEDFORD  CITY 

Barggamin   Paul— f 
Fitzpatrick  W  A— f  1 
Scott  J  J— f  1 
Smith  Miss  Rosalie— f 
Wharton  C  W— f 
White  &  Lowry— f  1 

BERKLEY 

Berkley  L  &  Co— f 
Berkley  &  South  Norfolk 
Ins  Agency  Inc— f  i 


Keister  &  Co — f 
Lyons  S  W  Jr^-f 
Nash  J  W— f 
Parker  V  1^1 
Peoples    Bank    ft    Trust 

Co—f  c 
Tiliey  G  T— f  1  c 
Truitt  Realty  Co—* 

BIG   STONE   GAP 

Beverly  W  S— I 
Kilboum  W  B— 1 
South  West  Insurance 
Agency  Ino— f  1  c 

BOYDTON 

Baskervill  C  T— f 
Beales  M  C— I 
Carter  &  Wall— 1 
Faulkner  C  J--f  1 
Wall  J  W— f  1  c 
Williams   Haskins-^  1  c 


BGYKINS 

Beaton  C  T— 1  c 
Beaton  Norman  S— f  I  c 
Beaton  S  ]>-f  I 
Edwards  W  T— I 
Homer  Guy  T— I 

BRISTOL 
Blackley  &  Bre^-er—i 
Evans  Jno— 1 
Galloway   H  H   &   Co- 

f  1  c 
Holt  T  W-1 
Howell  Sc  Bachman— f  I  c 
Lyon  Co  J  B— f  1  c 
McFarland  Mn  M  A-f  c 
Sanders  H  G—I 
Sheen    Wm   G   &   Cf— f 

I   c 
Shipley  H  P-f 
Sonthwestera     lBve«t- 

raeot   Co—f 
Wood   W   M-f 


INSURANCE     AGENTS— 


Ptople*  Bank— f  c 
Rucker  A  M— f  1 

CHARLOTTE  C   H. 
Diuiel  E  P— I 
Huuhoon  C  U-(  I 
Hntclwson  R  F-c 
Smiih  W  H  J:^l 


Ciliiens   Real    Est  A  InJ 

Astncy—t  1  c 
Otland   Walter— c 
Croirder  H   M— 1 


Mlpbu,   TwTBun   I 

ieanit—t  1  c 
Morph)'  I  M— f 
Sicholai  R  C—f  1 
RodH  R  L~-l 
Shaw  Perrin  F— ( 
Tjl<t  Jickion  J  i 


Walker  T 
WhMt  f 
Wood!  a 
Yeatts  T 

CH. 

c^iuSj  w- 

Reid  E  S  « 


AUep 


Yeatts  T  D-1 

CHATHAM 


&  Co-i  1  c 
CHRISTIAN  BURG 
Ellett  G  F-I  c 
Fo.ter  W  C-I 
Hagahi  &  Stont^f  1 
Miidhell  &   Miller-f  c 
Miichell    Gn.    W-f   I  c 
Pierce  W  I^f  1  c 
Koop   R  F— c 
Tompkint   M   H— o 
Walters     &     Colhoun— f 

CLIFTON    FORGE 
Ctbooa  P  H— I 
Davis  A  B— f  I 
Dudlev  W  G— f  1 
Hawkfu  E  B_f  e 
HawUoi  R  P— f  I  e 
Massie  E  R— !  e 
Payne  H  W-l 
Sproul  J  A— f 
Tinsler  W  P  a  Co— 1 1 1 

COLUMBIA 
Uostey   L  E-{ 

COVINGTOK 
Carter  Jr  C  D-(  I  e 
Friend  W  S-f  I  E 
McCabb  Thoi  B— 1  e 


Mellin-^f 
HudKiiu  Fred  P— f  1  i 


DANVILLE 
creit  W  P  &  Bro-1 
lln     Ta.  T  K  Son-I 


ijnoey    T  P-I 


Paltoo.    Temple   &    Wil 


C  A-f  1  c 
SouChall  A  M-f  c 
Swann.     Bliriion 

Grabeler— f    I    c 
Wade  B   H-L 
Widdill-Holland  C 

-f  I  c 
Walker    B     M-l 


EAST  BRADFORD 


EMPORIA 
GoodwTD  E  E  Co— f  1 
Hsrdins  W  T— I 
Lee  Je*>a— f  1 


Taylor  H  I^f  I 

FARMVILLE 
Booker    E   R— f  1  c 
Bugg   C    F— f 


Johni  K  B  Iiw.| 


FRANKLIN 

Beale  E  L  ft  E  C— I 
Beale  J   C—f 


fi:S', 


Chichener  ft  Co—: 
Demptej  J  P— 1 
Griffin  Jno-f 


Joae«   E 

Smith  k 


FRONT  ROYAL 
Duncan  T  S — f  I 
Ford  C  A— f 


AgtBer— I   i 
Unney  Nonrill 


Qock  E  £— ( 
BemmiDsn?  J  M— 
Injlii  (TA— f 
UcCrilli*  G  T— ! 
MalloD  I  N— f 
Mertn  O  P— f 
Pii^  D  W— f  c 


Ridvewir  Pnolt— f 
RobnuoD   Broa— f  I 
Robinaoe  W  L— f 
SalibucT  C  E— { 
Savidie  Wii»f 

KARRI  SONBURGH 
Burke  &  Price— f  I 
Decfaert  E  L— I 
Dechen  W   L  Corp-f 
Golden  B  Ar-I 
Maaten  &  Brown— t  c 
Shue  Geo  E— 1  c 
Slaples  J  C  &  Co— f  1 
TiHina  C  J— 1  c 
Yancey  K  W-l 

KEYSVILLE 
Bigelow  W   L-( 
Osborne    Chai   A  — f 

LAWSENCEVILLE 
May  C  E— f 
Snow  &  Lattaky— {  1 

Trotter  W  A-f 
TumbuH  Chaa-I 
Upcborch  J  W— 1 


Garrett  «  Co— I  I 


LEXINGTON 
Biirwell  T  S— 1 
Dold  H  0—t 
Farmera    Deiiont   &    Sai 


ISpen 


8SS?w^i. 


Carter  Geo  P—f 
DonnallyJ  P—f  i 
Gatea  A  P— t 
LouiM   Devetopmeni   O 

endleton  li  Dnrall — c 


LURAY 
Bailey  L  R-( 
Berrey  T  J    In.   Afcy- 

Bradtey  t,  Son*  ]  Sam- 
Price  J  S— (  I  c 
LYNCHBURG 
G   D-l 


a>   A   &   Co-flc 

rank  R-1 

Bro»   &  Walker- 

r  R  A-1 

&    Patlerson— f 
.  -,.„    &   Wilkm«-f 
I  Venable  G  V-1 
I  Walker  &  Moaby-f 

Wood  John  B— I 

McKENNEY 
Batte   &   Ligon— f      * 
Bell  J   C-(  1 
Rive.  W  C  &  Bro-f  1 

MARION 
Brown  Mra  C  J— f 
Gilla  ft  Mites— f  1  •: 

Sheffey  Ja»  While— f  1  c 

MARTINSVILLE 
aurcti  T  G  Corp— (  1  c 
English  J  L  &  Co-r  1  c 
Ford   H    A-f 
Greer  J  C-f 
lonea  A  T  &  Co-f  1 
Piedmont    Iiu    ft    Realty 

Co— f 
Tuggle  R  E— {  I  c 

NEWPORT  NEWS 


Goodwin.  S   W-l  c 
Haugh     Robert-l 
Hoskin.  C  R-f  c 
Tone.  T  B-l 
Mafion,     McMufiM    & 

Warren-f    1 
Miller  Sol  &  Co-t  c 
Murray    Guy    P—f 
Nelun.   C  B-f 
Palton  Mr.   May  M— I 
Powell  J  E~l 
Powell  Tru.t   Co-f  c 

Sehield    E  C-1 
Sommerville   Tru.t    Co- 
Underwriter.     Agey     Co 
We.t  C  D  &  Co-f  c 

NORFOLK 
Amea   M  B — I 
Appleby.    Hoggard    & 


.they  A  W-l 
agwell  L  D-l 
arrirgtoo  "■ 
Co~f  I  c 


,    Steven 


fSUz, 


Edwards  D  T-l 
Fore    Mil.   Lena-1 
Harvey  A  E-f 
Ingram  T  J  &  Co— f  1  . 
Ivey  &  Kirkpalrick— ft< 


Bensi 


&   Pach 
W    5    Realty    Jt 


Corp— f 
Bidvood  1  V  Jr— 1 
BroT,  D  S-f 
Brook.  Parker  Co— f  I  c 
Burrouah  &.Jeffrie.-f  1  c 

Burweli-Car^"  Co°~Inc- 

Carter  W  M-l 
Childrev  A  Mettt-f  c 
Cobb  W  C-f  I  c 
Coleman  Brot— 1 


VA.— Norfolk,  Con. 
CoDbu  ft  Via  Dtnbtfgh 

ConnnoBwtalth  Ina  Ral- 
ly Co-f  c 
Cook   W    R— 1 
CoiiplindJ    R— 1 
Crockett  E  P  A  Co— 1  D 
bey  G  W  &  Sont-1  ■ 
Dobie  R  t^l  c 
Dodion  W  r-I 
Feirrll  4  Cq  C  H-f 
tmlej   Lovirv   l)-f   1  0 
Fuque  &    Hall    inq— f 
l"K»„irMie    Dul.ir    *   Bell 

Cordon  ft  Htim*~i 

imbb  W  K-c 
Hicknum  W  E~i 
HiU  G  B— 1 

loggud  H  C  &  C< 

Inmphreyr   "    '- 


D   &  Son— f 


f  I  c 

obniOD  E  B  Co  In>— f  c 
ahnitoD  T  U  &  Co— f 
ord«  J  M-1 
UBIic.    Stephen  ion    ft 
Tiykit— c 

Kciiier    &    Co-f 

Ulerman  J  J  S  Co— f  1 1 

LloTd  Bow>rd-l 

Ltou  S  W  Tt  &  Co-f  c 

HcLcAtt  O  B — 1 

People!    Bulk    &    TrnM 

Rlcluidjon  R  R— t 
Bobetlion  R  A-t  I 
Seaboard  In>  A|ct,  The 


THce  W  H  H  ft  Co-f 
Ttvitt  ft  Sanse— I  e 
Underwiilers    Cor^.—i   c 


Woodaide  JDO  M-f  1 


-I  1 


Warren    &   Mac 

PETERSBURG 
American  Banking  ft 

Tniat  Co — f 
Cuthbert  Broa— f  I  c 
D'AlIon  F  A— [  I  c 
Dunn  Jamea-1 
Friend  ft  Tone.-(  1  t 
Harrison    ft    1 


How 


Bryan-1 1 
d  &-1 


Agcy  Inc-f  c 

Venable  W  L— f 
Watwn  R  L  &  Co— f  < 
Woody  H  M— f  1 
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Pvltiam  Robt  M—f  c 
PnUlam  S  T  ft  Co-i  I 
Putner  D  A-1 


PORTSMOUTH 


Inc— f 
Oaud  M  P— t 
Home  Inauranee  Asency 

Kauiman  Jeter  C — f  I 
Leafe  Joa  W  ft  Co— f 
Leigb  7  Wm— f 
Millei-  Frank  H— ( 


PULASm   QTY 
Ce«  W  W— f  I  e 
Calfee  E  W-l 
FiMbDib   R  G— I 
Leaihe'  C   H— f  c 
Peoplii   Ini   ft  RaltT 

Co  Inc-f  I  c 
Thonjaa  C  H — c 

RICHMOND 
Adamion  A   L— f 
Atfriend  T  L  ft  Soa-t  e 
ArrinKtoD  I  I^f 
Aunatin  Raral  It  Co-t 
Bachc  H  E— C 
Boadeox  J  H — e 
Gary  T  A-l 
Chipin  ft  Hume-i  e 
Chapman  B   I— I 
Cnicfafield  E  HilUotd— 

—1 
Davenport   A   Co— ( 
Diiia  ft  Moaeler— I 
Drcrj  J  C  ft  Co— I 
Duyat  G  V-1  1  c 
Epps-Enps    Co— [ 
Fiirbink  GraTaon  L — c 
Freemui  W  D  ft  Son-I 
Gee  Broa-t 
GIbion  ft  Uoore— f  c 


:amp>Kll- 


Hatke  L  B-( 
Heinvich    ft    Full 
Huffhea.    Hove   I 


Licky  Roberl  Jr— f  - 
Loehr  Cbaa  E  Co-t  I  c 

McCarthy   F  J-f  1 
McCue  i  AUof—i  I  e 
Matirr  W  G-f 
Midyette  D  R  Co-I 
MonUEue  ft  Co-f  I  c 
Moore  J  B  Jr— c 
Morton  W  E— i 
Mojrler  John- 1 
PleaaanU  A  L  &  Co-f 
Pleaaanla  F-1 
Porter  F  F-(   c 
Powen  F  S-c 
Puller  W  G  Jt— f  c 


Ricbardion  A  I^-i  1   c 
Richard  ton  Isc— {  e 
Richooad   TraaC    k   Sav 


Schaefar    RobE— c 
SUIa  N  D-1 
Skipwith  G  N— e 
Spence  £   LaiHa  ft   Son 

Strana   Juliua   ft    Sana— 


Swlnk  A   O— 1 
Tabb  F  Gamelt— 1  c 
TallCT,  Ryland  ft  Hobaon 


Wallen     ft     Richardtor 

Ini^l  e 
Wameil    ft    McConnell- 


Boiwelt  ))ealC]F  Co  Inc 

Bradr  ft  Wellford- f  I 
Coppridge  W  D — 1 
DaTia  ft  Slephen>on— I 


itsr?" 


Rhodea  S  T  ft  Son— 1 

fatberfwr^ClalMr 

Oanamf  teavrwaaa 
Olo  Falb  la.  Co..  Amsicwi 
Ina.  Co.,  Namk  Fin  loa.  Co.. 
ED|4oyW  liabUty  Aanmiv 


ROAINOKB.  VA. 

insa  iDveittnenl  Car- 


Speed   E   W-{ 
Speeae  C  M-f  t  e 

St    Clair    ft    Bandy- 1 

SUrkey   H   C-^ 

Slraa    ft    Feriinger    Ir 


ella  Jno  N- 
inielUd  ft  I 


ROCKY  MOUNT 
ArrinjtoB  G  A— i 
DariaC  J— I 


SMITH  FIELD 
Birretl.    Folk    Co   Inc— ( 
Chappell    t  W— I 
ClaAe  John  I— J 
Nelnia  Mr*  S  E— f 
Woodward  ft  Ela»— f  I  < 


Eaaley  ft  Son  I  W- 
Eaii  Tt  A— [  1 
Faulkner    W   H— f 
Fry.    Jordan     ft    Wi 


Johnson  Lewla- 
Thom  J  W-f  I 
Wrighi  Jno  A-1 


CnthinB   E  J— f  c 
Hall   W   H— I 
Hevener  Jacob— f  I 
Hoia  ft  UcChcaaq— f  c 
Kuic  Fsater — 1 
KirKiofe  Jno   H— I 
Knovle*  A  L-.-I 
Londeree  J  M—f  I 
McCae  IV  T— f 
Perry  W   J  Corn— f  1  c 
SproDl  ft  Cnvl*~f  e 

STORMONT 
Briatow  J  C--f  I  c 
STUART 


lone)  ft  Hine»-f  1  c 
Kilby    Bradford— f 
Laurence   S    U-l 
Lewi.  C  L— f  e 
Nof««t  R  J  A  I  B— 
Riddick  A  A— f  I 
Weat  ft  Withera— f  I 
White  W  C-1 
Wienboume  J  W— I 
Woodward  ft  L 


■f  U 


TAPPAHANKOCK 
Dui4erCeId  G— f  t  c 
\VARRENTO«-S 
Brooka  Fiaok  C— I 
ETana  Uiaa  Inn  in  t 
Fleicher  A  Jr— f  I 
Fletcher  Geo  L— f 


INSURANCE  AGENTS— WASHINGTON. 


3-209 


Gaikina  F  D— 1  c 
Hotclikin  E  I— f  c 
Button  H  J— f  1  c 
Ritnonr  Hugh  K— 1 
Robertson  Walter  H— 1  c 

WILLIAMSBURG 
Brooks  A-^  1  C 


Brook»  G  T— « 
Savage  ft  Mahon«<^f 

WINCHESTER 

Baetjer  J  Ge9^-f  c 
Brown  Mise  Fannie  O— f 
Br/arley   H   R   &   Bro— 
t  I  c 


Good  &  Co^f 
Hansbrough    k    Carter- 

f  c 
Jamison  Oliver  I/-~l 
Lacy    &   Maj>bi»^l 
Lupton  H  S  &  Son— f  1 
Newlin  &  Co— f  1  e 
Ktissell  J  B  &  Son— 1 
Warren  Rice— f 


WYTHEVH.U: 
Boyd  C  R— f  1  c 
Ewald   S  F  Ins  Agency 

— £  1  c 
Heuaer  M  H^f 
Maupin   H  B— 1 
Rich  D  A-^ 
Sexton  G  S— f  c 
Terry  F  H— f  1  c 


WASHINGTON 


ABERDEEN 

Anderson    Invest    Co— f 
Anning  W   C— 1 
Barnes  Bros  Co— f 
Cauthom    &   Cauthom 

Inc— f  c 
Faulkner  L  H  &  Co— f  c 
Fisher  A  T— I 
Gaillac  A  C— 1 
Hart  W  W  &  Co-I  c 
Hood  J  A— f  c 
fones  &  Jones   Inc— f  c 
Locke,  PhU  S-1  c 
tfcCaw  &   Co— I 
Newman  &  Landon — ^f 
Paine  W   B— £ 

ANACORTES 

^ges   &    Briskey-^ 
leard  W  H— f 
Tensler  Gus— f  1   c 
-yons  J  F— f 
fcCallum  W  H— f 
IcLcan  E  L— 1  c 
[orrison    &    Barker— f  c 
em  pie   C— f   c 
rucaon  H  L—f 

iALLARD  STATION 

lue  Bell  Realty  Co— f 
ox  B  B  Inv  Co  Ino— f 
e  Moss  ft  Twigg— f 
>ninan  J  H — f 
Iob«  Realty  Co«-f  c 
rover  R  W— f 
olton  J  V  ft  Co— f 
an  Bros  Inc-«»f  1 

lowlton  ReiUtT  Co-«f 
>yal  Co — f 
ter  ft  Pcderaoo »  i 
•wcT»  Roy  E  In« — f 
hneider  C  A— f 
liley  J  K-« 
^deman  T  C*-4 
arf  ord  G  H— f 
ling  ft  Brobcrg^ 

BEIXIKGBAM 

con  &  Etb— I 
Idy  L  H  ft  Co-<  e 
nner  Realty  Co-A  \ 
sbin.  Smith  ft  livtiegr 
-f  c 

>wn  W  R-f 
npbeU  AlleiH-4 
c    Tlios  B— £ 
lins  J  Will— 1  e 
r   Co  S  L—f  1  c 
c    J   C-I 
r    E  P  Y-« 
kinsoii   ft  Millciw-fle 
fon  W  F-f 
ton  J  L^f 
aLX-^t  W  A— f 
awcU  R  G-^  e 
-a*  C  A-l 
I  yon    E   D— 1 
i«   R  L—f 
Vrthur  D  J  ft  Sosf— I 
fcalf  H  A— f 
erf    Sc   Peters— I 
«i-   J  A— 1 
e«"  ft  Wattam — f  c 
c    A  H— 1 
tjx.  S  D  ft  Co— f 
ft  Conlee— f 


TerriU  WE— 1 
Thomas  &  Simpaoii^ 
Thompaoa  G  E--4 
Wheeler  M-f  c 
Wright  J  W— 1 

BLAINE 

Danielson    Andrew— f 
Gellcspie  W  J-f 
Martin  John— f 
Montford  Geo  D— f 
Odell  ft  Jentson— f 
Pinckney  John  J— f 
Shaw  G  &--f  1  c 
State  Bank  of  Blaint— f 

BUCKLEY 

Bank  of  Buckley— { 
DttvaU  G  O  B— f 
Jennings  John«*f 
Tones  T  F— f 
Kempiinskey  W   0-*f 
Osburn  W  B— f 
Sheets  J   H— £ 
Whltmore  C  C— f 

BUCODA 
Calais  J  C-f 

CENTRALIA 

Bamer  Geo   L-4 
Buxton  J  R— f 
Oerk  ft  Teal-f 
Dysart  ft  Ellsbury— f  1 
Hodge  W  H-£  c 
McCTeary  T  H-f 
Roberts   &  Benedict— f 
Thomas  F  W— f  1 
Timmerman  A  I^-f 
Watson    John — ^1 
Wedmark  O  T— f 

CHEHALIS 

Coffmaa  H  C  &  Co— f  1  e 
Kenoyer  W  H^  1  o 
Robinson  Geo  A— *4 
Sco<dey  &  Deggelier— f 
Sonnemaa    Ray— f 
Urquhart   &  Judd   In©— 

£  1  c 
Walker  Geo  R-f 
White  S  C-{ 

CHENEY 

Amet  A  L— 'f 
Lasher  J  P— f 
Macartney  R  H— >f  I 
Oman  £  &-f  1 
Ratcliffe  C  A— £ 
Rolfe   N  A— f 
Rolfe  V  E— f 
Whale  S  E-f  1 

COLFAX 

Bigelow   R   Er-f 
Cotterill  E  B— f 
Crocker  ft   Perkina — i  c 
DePledge  &  Laird— f  c 
Fudge    &    Ro«enkranz— 

f  c 
Love  H  M — f  c 
Reid  R  H-f  c 
Welty  T  J  ft  Co— f 


COSMOPOUS 

Cooney  Nell-f 
Spiegel  D  F-^ 
Wellington  A  G— £ 

Wilson  John  O-f 

DAVSNPORT 

Cathcart  Bros-^ 
Fraser  J  B— f  c 
Gib«)n  C  C— f 
Weaks  G  W— £  c 
Wells  Frtd-f 

DAYTON 

CahUl   W    £^-€ 
Clark  E  W-f 
Thompson  G  M— f 
Weathcrford   Walace   Co 


ELLENSBURGH 

Carroll  H  B— f  1  c 
Clarke  Jaa— I 
Craig   F   E— f 
d'Ablaing  G— f  c 
Davies  A  L  B— f 
Dickson   G  H— f 
Dickson    C    E— f 
Eldred  H  W— f 
Flummerfelt  &  Price— f  1 
Gaston  A  E— f  1  c 
Gault  B  A  &  Co— f  c 
Henmess  F  L—f  1  c 
Murray,   Wayne — f  I  c 
Robbins  W  J— f  c 
Ross   F  S— 1 
Stenger  P  W— f  1 
Stewart  C  H— f  c 

EVERET 

Adamson  J  W— f 
Anguish   C   W-f 
Babcock    Frank— £ 
Baker  J  A— f 
Bowman   Ward — f 
Buell  Fred  P— f  1  c 
Clark  J  T-f 
Cort  ft  Co— f 
Currie  ft  Stanford^  c 
Curtist  A  S— f 
Dearie  E  W  ft  Co-f 
Duryee  D  A— f  c 
Edwards     &     Bcccroft— f 
Folsom  Investment  Co— f 
Gaston  N  A— f 
Gavelatad  P  M— 1 
Hudson  ft  Booth-^f 
Hunsaker  J — ^f 
Lipke   P   W— f 
Lucas  ft  King— f  c 
Mitchell   ft   Son-^ 
Peoples   Investment  Co— 

f  c 
Ready  Investment  Co— £ 
Rymond  F  G— f 
Schoch    Fred    0—1 
Sharpe  H   A— 1 
Spriestersbach  Realty  Co 

Swalwelt  W  A  — f 
Torry  J  P— 1  c 
Westland  ft  Stone— f  1  c 
Willis  H  R— f  c 


FARMINGTON 

Hayfeed  ft  Son— f 
Paddock  E  E— f 
Plowman  L—f 
Renfrew  W  Clande-£  1  e 
Rice  C  H—f 

GOLDENDALE 

Abeling  Edward— f 
Ahola  A  J— f 
Brooks  N  B-^ 
Broaks  Z  O— f 
Bryant  W   E  — f 
Camplan  C  T— f  1 
Crooks  C  E— f 
Flanary  W  P-£ 
Lee  E  H—f 
Rottsh  G  H-f 
Spoon    E    O— f 
State   Bank   of   Golden- 

dale-£ 
Sunderland  R  D— 1  c 
Ward  L  W— f 
Wilson  Frederick— f  c 
Wilson  T  Bert— f  T 

HOQUIAM 

Callihan  Jas  P  H—f 
Fairbaim  J  A— £  1 
Gra^s   Harbor   Land  Co 

Hodgdon  A  S-A 
Ibbitson  Samuel— f  I 
Lamb  W  M  ft  Soo-^^f  1 
McKee  J  S 

Morgan  &  Brewer— f  c 
Philbrick  Ed— f 
Shinholt   F  H— 1 
Wilson  Z  T— f 

KELSO 

Ely  W  F-— f 

First  National  Bank— fc 
Huntington  J  S-^  c 
Knight  E  A— f 
McDcrmott  Thos— £ 
McFarl*n«  R  L—f  1 
Plamondon  Geo  F — f 
Sardom   Frank  J — I  c 
Stewart  F  L-f  1  c 

KENT 

Bassett  T  W— f  c 
Bowen  B  A— f  I  c 
Guiberson  &   Madison^f 

LYENDEN 

Austin    T   S— f 
Baman  Mrs  F  A  P— f 
Beavers  C  A— f 

MEDICAL    LAKE 

Bartholemew    W    R— f 
First    National    Bank    of 

Medical    Lake— f 
Hallett    Stanley— f 

MONTESANO 

Bignold  L  B— f  c 
Bush   W   H—f   c 
Cheney   B   G— f   c 
Calder  J   E^-f  c 
Nelson  O   M— f  c 
Price  R  M— f  1 
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WASH— Con. 

MOUNT  VERNON 

Braniffin   Verne — f 
Bridgnam  Jr  Charles  W 

Dale  &  Shea— f 
Gunderson    Ole — £ 
Hannay    N   B — ^f 
Kean    Jas— f 
McLean.  G    D— f 
Marble   &  Small— f 
Mt   Vernon    Investment 

Co— f 
Nat  Co- Operative  Realty 

Co-f 
Pickering   Frank  C— f 
Schirmann  &  Co— f 
Sewell  Geo — f  c 
Skas^it    Co    Abstract    Co 

—I 

NORTH  YAKIMA 

Aumiller   W  J-f   , 
Compton  Norman — f 
Coonse    Harry — f 
Denlcy  C  H-f  1 
Donovan   C — f 
Doust  H  B— f  c 
Miller   Realty   Co— f  c 
Naylor  Frederick   B — ^1 
Needham  J  H-f 
Roberts  John   F— f 
Scudder  H  B  &  Co— f 
Taylor   Henry— 1 
Washington  Mtg  Loan 

Co— f 
Yakima    Commercial    Co 

-f  c 

OLYMPIA 

Bigelow  R  C  &  G   R— 

f  1    c 
Blake   F    G—f   c 
Cagwin  A  E— f  c 
Crosby   Walter— f  c 
Cutter  J  B— £ 
Donges  Felix— f  c 
Ellis  J  C— f 
Faulkner  L  B— f 
Flinn   &  Duskey— £  1 
Frost  Robert- f 
Giles   Milton — f 
Guiberson  C  H— £ 
Haycox  J  L — f 
Haycox   W    E— 1 
Licdley   C  Z-f 

-I 
McDowell  RE&  I   Co— 
Martensen  Emil— 1 
Morrison   Louis — 1 
O'Brien  Mrs  Fannie— fc 
Otis  John   T— f 
Reasoner  Frank— 1 
Sams  J  C— £ 
Schomber   Fred— f 
Talcot  C  R— f 
Uhler  G  H— £  c 
Weir  Allen— £ 

PALOUSE 

Belvail  W  R— f 
Carey  Geo   M— f 
Duke  John  P— f 
Greene  P  W— c 
Jewett  &  Kinzie — f 
Johnaon  J  J— f 
Klncaid  G  D— f  1 
Knapp  C  H— f 
Lamphere  Geo  N  S— £ 
Northrup  J  C  &  Co— f 
Shrcre  J  W— f 
Webster  A  J— f 
Wcldon  Geo  A— I  1  c 

POMEROY 

Adama  H  A-f 
Baldwin  N  O-f  1 
Bennett  Fred— 1 
Garfield  County  Abttract 

Co— f  c 
Henley  Frank— f 


Jewett  G  W— f  c 
Kuykendall   W   B— f  1 
Morris  W  B— f 
Pomeroy  Devel  Co— f 
Ranch  £   M— f 

PORT    ANGELES 

Alduell  Thos   T  &   Co— 

£   1  c 
Christensen  J  P — £ 
Davis  &  Woods — f  1  c 
Fisher  &   Hicock— £  c 

PORT  TOWNSEND 

Bartlett  C  C— £ 
Baylejr  H  V— f 
Christian  J  C — f  1  c 
Goodrich  C  F— I  £ 
Hayden  H  T— £  1  c 
Kimbcrly   Geo— £  c 
Klocker  Oscar— f 
Klaaell   N   A— f  c 
Lockhart  J  M— £ 
McCurdy  J  G— £ 
Meeker  F  A— £ 
Rogera  Jerry  S — ^£  c 

PULLMAN 

Chapman  M  J— £  1  c 
Downen    E   W— £   1 

(enry  G  N-f 
Kampen  E  A^£ 
King  J  W— £ 
Porter  Wm— 1 
Pullman  Land  Co  The— 

£  1  c 
Ruth  J  C— £  c 
Sanger  F  E— £ 
Squires  John — £  c 
Staley  D  F— £  1 
Swain  Wm— f 
Walker  &  Strupler— £  1  c 


REPUBLIC 

Ayres  J  A— £  c 
Caie  J  C— f 
Johnson  H  C— £ 
Republic  Abs  &   R  Co— 

£  1  c 
Ritter  J  E-£ 
Walsh  J  L-£ 

ROSLYN 
B'vag  &  Smith— { 
Dcgabriele.    Ugene — £ 
Justham  Simon  R— f 

SEATTLE 

Aiken  G  W— £ 

Allen  Geo  W  &  Co— c 

Anderson  B  R  &  Co — £ 

Angier  F  W— £ 

Appleton  F  A — f 

Atkinson  J  M  E  &  Son 
— £  c 

Baker  B  W  &  Co— £ 

Baker  G  R— £ 

Ballard's  Insurance  Agcy 
^f  c 

Barham  M  E— 1 

Bert   Fred  W  Jr-£  1  c 

Best  Chas  S— £  c 

Black  Mrs  C  B— f  c 

Bliss  Geo  H— c 

Bothwell  &  Crockett  Co 
Inc — ^£  c 

Bowden,  Gazzam  &  Ar- 
nold—I c 

Boyle  R  H— f 

Brattstrom  B — f 

Bridge£ord  J  H— £ 

Brown  Tom  H — c 

Brown  Vincent — £  e 

Bruggeman  M  B&  Co— 
f  c 

Bryant  A    C— £  c 

Burleigh  W  A  Co— £ 

Burnett  C  H  Jr  &  Co— £ 

BurweU  &  Mor£ord— £  c 


Carter  &  MacDonald— f  c 
Chilberg    Agency    The— 

£  c 
Claghorn  J  L — £ 
Cole  Chas  G-^l 
Cole  C  H— £ 
Colegrove  V   W— £ 
Comer  W  D— f  c 
Corliss  C  W— f 
Cotton  &  Burckhardt — f  c 
Culver  R    C— £ 
Daughertv,     Cole    & 

Hughes  Inc — 1  c 
Dauffberty  W  J— 1  c 
Davis    John    Co— £   c 
Davis  J   B  F  &  Co— £ 
Dearborn  W  W— f 
De  Mille   Charles  B— fc 
De  Moss  &  Twigg— f 
dcVeuve  J  H  Co — f  c 
Dickinson   Chas   E   &   Co 

£  c 
Eagen  H — £  c 
Eastman  D  P— f  c 
Eckerly  &   Co— f  c 
Elliot  T  J— f 
EquitaSle  Securities  Co 

—c 
Evans    M    B — f 
Fay  Martin — f 
Finley  &  Grant— 1 
Fisken  &  Co— £  c 
Fleming  E  B — f  c 
Foley  S  B— f  1 
Footc  &   Perry — ^£  c 
Forehand  J  E  &  Co  — £  c 
Fox  A  M— . 
Fraser  A  B— 1  c 
Fiederick    F    A   &   Co— 

f   c 
Freels  S  E— £  c 
Frew  D — f 
Garriguet  Thos  A — ^1 
Gifford  A   F— £ 
Gilmer  L  D— f  c 
Glad£elter  H  E— f  1 
Gleason  Mrs  W  H— £  c 
Gottstein   &  Schildmiller 

—I  c 
Green  H  G — f 
GrinneU   H    M— 1 
Gross  Sam— f  c 
Guerrai  G  F— f 
Guion  F  &  Co— £  c 
Hanbey  A  L — ^1 
Harnett  Frank  B — £  c 
Harper  Wm   P  &  Son— 

f  c 
Herrin  &   Rhodes — £  c 
Holtz   N    E— 1 
HoweU  W  G— c 
Hoggins  N  W— £ 
Hunter,  Mellen  Co— £  c 
Ironsides  &  Co — £  c 
''asperson  Julius — f 
ennings  C  W  &  Co — £  c 
ones  &  Wilson — ^1 

ordan  F  M  &  Co— f  c 

lalts  Bruce— £ 
Kean   Bros    Inc— £  q 
Kennard  &  Co — £  c 
Kinnear  Paul  &  Co — £  c 
Lamping  &  Co  Inc — ^f  c 
Lauer  G  L  A — f  c 
Lewis  L  D — f 
Lin  say  A   N— f 
Lippmann  H   E  ft  Co — f 
Littlefield   Geo  B— f  c 
Loyal  Co— f  c 
Lowdon  P  M — £  c 
Lowry  &  Pike — ^£  c 
Luth  H  P— £ 
MacCallum-Donahoe  Fin 

Co— £  c 
Martin  F  J— £  c 
Martin  J  L  ft  Co— £  c 
Matsumoto  H  S— £  1  e 
MelviUe  C  W— £ 
Miller  R  V— £  c 
Mooney  R   P— 1 
Moore  Geo — ^£ 
Morrison  ft  Eshelman — f 


Northern  Bond  &  Mort- 
gage Co— f  c 

North  Western  Inv  Co— 
f 

Northwest  Trust  &  Safe 
Deposit  Co— f  c 

Nouvin  A  N— £ 

Orr  H  E  Co  I«c-f  c 

Owings   C    E— f 

Pacific  Ins  Broker  &  Co 
— f 

Palmer  B  B— 1 

Parker  E  D— 1 

Parkhurst  H  E— f 

I'arry    D   H— £ 

Pcarce  H  E— f  c 

Pelletier  J  V— £  c 

Pelz   E   E-4 

Perkins  W  D  ft  Co-f 

Peter  S  D — £  c 

Perry    M    F— £ 

Pierce  A  E— f 

Hke  R  D— f  c 

Pond  W  S— 1 

Potwin  F  B— c 

Porcp  W  P— f 

Preston  G  H— f 

Probstfield  H  J— f 

Qualheim   C    O— f 

Rainier    Realty    Co— f 

Ramsey  Claude  C  ft  Co- 

Kaser  H  A— f  c 
Realty*   Loan  ft  Bankiss 

Co— f 
Redding  C  R— f  c 
Rdd  J  C— 1 
Rhodes  F  H— £ 
Ritter  Wm  H— c 
Roberts  P  N— f  c 
Romans  J  B — 1  c 
Rouke  G  W— f  c 
Rourke  Geo   W  loe-fc 
Rowc  O  A— £ 
Rupe  C  M — f 
Russell  S  L  ft  Co-f  c 
Sander  Fred  E  ft  Co-f 
Schnau£cr  T  F— £  1  c 
Schroeder  H  A— £ 
Schw^acher  Bros  ft  Co 

— f 
Seeley  &  Co-=f  c 
Shay  Bros  &  Gilmer-fc 
Smith  &  CKse  Inf-f  c 
Smith  J  P— 1 
Snider  C  R— 1 
Spencer  Geo  A  ft  Co— f 
Stoddard  E  B— £  c 
Strout  E  A  ft  Co— f  c 
Stuart  R  C  ft  Co— 1 
Teiff-Tennant  Co— £  c 
Thaanum  ft  Frazier— £  c 
Thomas  J  E  ft  Co  Inc— i 
Underwood  Julia — f 
Upper  C  H— f 
U'iSen  T  ft  Co— f 
Vincent  W  H  Inc-I  c 
Washington  Loan  ft  Se- 
curities  Co— £  c 
Walker  A  D— I 
Walker  Agcy  Co-£  1  c 
Walker  R  E— £ 
WaUbom  D  E-1 
Warner  R  E  E— £ 
Webster  E  ^-1       ^ 
Whalley  John  A  ft  Co- 
Wicks  P  B— £  c    ^      . 
WiUiama  L  E  Inv  Co— t 
Wibon  Grant— I      . 
Wooiley  ft  Co  lac-*  c 
Young  E  J— £ 

SNOHOMISH 

Alcorn  I  F— £ 
Burton  Jaaes—f 
Comegys  H  C— £ 
Gorham  C  W— £ 
Hall  Jas  W— f  c 
Kuehn  Wm— £ 
Len£ett  Elmer— f   , 
McGninnctt  M  J-f 
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\'aa  Bown  Ja»— f 
Walton  H  F-f 
Weaver  J  A— f  c 

SPOKANE 

\nder8on  Ltad  Co^f 
\n(ire  W  L-f  c 
\shcim  Tuliu»— 1 
lecher  &  Thompson — f 
Vig  Bend  Land  Co— f 
)roberg  &  Schuler  Co— f 
Ironne    Investment    Co 
-i 

luchanan   £ugene~l 
hamberlin   Real    Estate 
Si  Imp  Co-f 
lark  Bros  ft  Kline— fc 
loagh  C  F  &  Co— f 
olonial  Bldg  Co— f 
olnmbia  Finance  Co— 1 
onnelly  M  B  ft  Co— k  c 
rites  Jas  B— 1 
jrby  Mr— 1 

a/  &  Hanson  Securitj 
Co  The— f  c 
3m  Rudolph— 1  c 
rcr  Grant— f 
Jgington  E  W— f 
mendorf  &  Elmendorf 
-f  c 

nstermakcr  H  F — 1 
ichcr  F  H— I 
.*nner  N — ] 
Iger  W  P-f 
lusiola  P  J   &  Co— f 
lacr  W  A— f 
Ilagher  D  J— 1 
itsch  Theodore— f 
nnell  F  B  &  Co— f  I  c 
irnsey-Newton   Co — 
1  c 

dorf  Adolpb— 1 
r  ET-f 
iry  John  W— 1 
Iter  M  C  Co — f  c 
ind  Underwriters— f 
is  Mitchell— f  c 
;s  Arthur  D  &  Co— 

jle  F  N— f 

:hild  Charles— 1 

:oy  C  H— 1 

Tea  &  Merryweather 

farlan  W  H— f 

Jielly  Jacob  I — I 

a  &  Hinkle— f  c 

in   R  J   &   Co— f  c 

in   W    D^f 

lanics  Loan  &  Trust 

-f 

r    Monroe — £    c 

>hey,    Favre  &  Co— 


Oppenheimer  M  ft  Co — 

O'Shea   Edw  J   Jr--f 

Paine  F  C-f 

Prescott  Bros— f 

Preston  Joseph — ^1 

Reinhardt  J_A— 1 

Rogers   C   H— f 

Rosenhaupt  ft  Weavex^-£ 

Sawyer  Liand  Co— f 

Schedler  Investment  Co 
— f 

Scott  W  M— f 

Seward  Thomas — 1 

Sherwood  J  I>— £ 

Shields  W  H— 1 

Smith  E  £—1 

Spokane  &  Eastern  Trust 
Co— f 

Spokane  State  Bank— € 

Swan  Geo  W— f 

Thomas  &  Co— f 

Thomas  J  M— f 

Til8ley_rH   &  Co-f 

Tunis  F   I>-f 

Union  Trust  Co— f 

Wadham  Chas  V  ft  Co— I 

Wallace   Mr— 1 

Washington  Trust  Co— f 

Webster  R  lr-\  c 

West  J  Elmer  Co— f 

Western  Trust  ft  Invest- 
ment Co— f 

Wiseley  C  M— f 

Young  ft  Zahn — f 

SPRAGUE 

Cole  D  R-f 

Hall  ft  Smalley— f  1  c 

SUMNER 
Barrin  J  P— f 
Trubshow    H   J-f 
White    R   R— f 
Young  E  J— f 
Young   Geo    E — £   c 

TACOMA 

Agassiz  C  E  L — f 
Anderson  R  E  &  Co— f  c 
Babcock  Phenix  ft  Son— f 
Balfour,  Guthrie  ft  Co— f 
Berry  G  H-£  1 
Burwell  &   Co— £ 
Cheney  R  T— £ 
Cons  D  R— f 
Corey  C  M— 1 
Coye  &   Opgenorth— £ 
Crescent  Realty   Co — f 
Davis  J  H— f  c 
Dodwell  ft  Co — c 
Du  Bois  C  E  ft  Co— £  c 
Doub  W  N  ft  Co— £ 
Ekkey  F— £ 


Eshelman  D  S — £  c 
Fettig  ft  Busselle— £ 
Fidelity    Rent    &    Collec- 
tion Co — £  c 
Fowler   &    Whitchousc— 

£   e 
Ganrey  M  E  Co— £ 
Gaston  F  W— £ 
Guylcs  J  C  ft  Co— f 
Hanbey  A   L — 1. 
Hanscfii  &   Rowland  Inc 

-f  c 
Hellar,  Lyon  ft  Co— £  c 
Hiberly  E  L  ft  Co— £  c 
Hill  R  W— £ 
Hosmer  A  T — £ 
Howell  Edw  P— £  1 
International    Realty    Co 

James  H   D — I 
Tones  R  W  ft  Co— £ 
Tudson  E  B  Co — £  c 
Lawton  ft  Co— £  c 
Leaveth    W   F— 1 
Liddle  Abram  D— £  c 
Lindhall  T  C— £ 
MacDonald  D  R — {  c 
McGregor  D — £ 
Mahaffey  R  E  Co— £  c 
Manning  L  R  Co — f  c 
March-McCandles   Co — 

£  c 
Mead   F  J— 1 
Morrison,   McFarlane  ft 

Muehler— £   c 
Nelson-Benston  Co— £ 
Naubert  C  A  E— 1 
Norton  ft  Co— £ 
Palmer  M   H— f  c 
Perry  E  H  &  S  E— £ 
Phillips  A  C  ft   Co— £ 
Pratt  N  S— £ 
Read  Jesse— £  1 
Read  J  H— £  c 
Realty  Sales  Co— £ 
Ritz  H  B  ft  Co— £ 
Roeder  O  B — £ 
Rudolph  W  F— 1 
Russell  Geo  ft  Co— £ 
Schwinn  &  Co^£  c 
Shaw   James — 1 
Sherwood  £  M— £ 
Smith  ft  Corn — £  c 
Stanton  ft  Hill— £  c 
Sweetland  F  H  &  Co — £  c 
Thompson  Karl — £ 
Tollefson  A  D — £  c 
Tousey  A  C— 1 
Weeks  B  J— £  c 
Westbo  L  A— 1 
Wilson-Tliompson    Co— f 
Wintermute  J  A — £ 
Wolbert  J   A— £ 
Young  A  B  ft  Co— £ 


UNION    TOWN 
Bean  C  W— £ 
Button  Chas  A— 1  c 
Orie£  J  J-£ 
Hilliard  S— £ 
Wieber  W  H— 1 

VANCOUVER 

Arnold  H  W— £ 
Crawford  Wm  P-A 
Crowley   Dan— £ 
EUwell  J  H-£ 
Forbes  Arnold  G — f 
Hodgkin  Frank— £ 
O'Keane  Jas  J— f  1 
Scanlon  £  M— £ 
Smithe  Miles  R— 1 
Stapleton  Jas  P— f 
Troeh  J  A— £ 
Watts  C  A— £ 
Wilkinson  J— £ 

WAITSBURG 

Callahan,  Frame  ft  Son— 

f  1 
Houtchens  J  S— £ 
Morgan  J  W— f 
Peterson  H  P— t 
Shubam  W  G— £  1 

WALLA    WALLA 

Frankland    ft    Brown— £ 
Tomes  C  F— I 
Jones-Scott  Co— £ 

iones  A — f 
[ent  John   P— £  1   c 
Loney  &  Ginn — f  c 
Lorenzen  A  L— £ 
Malcolm  Geo  R — f  1   c 
Martin  H   W— f 
Mattinson  E  D— f  c 
Mosgrove  &  Albeit- £ 
Nixon  E   H   &   Son— f  c 
Paxton    Bros    Co    Inc— 

f  1  c 
Samuel   M   B — 1 
Shaw  &  Baumeister— f  1  c 
Skinner   O   Z— f 
Smith  J  Carter— £ 
Spencer-Gregory   Co— £ 
Stirling  W  L-f  1   c 
Stone  &  Lathrop — £  1  c 
Wright  E  E-f  c 
Wright  S  P— £ 

WATERVILLE 

Davis   A  J— £  c 
Davison  M  H — £  c 
Thompson  F  W — ^£  c 
Waterville    Savings  Bank 
-f 


WEST  VIRGINIA 


KLEY  SPRINGS 

^n  T  H  B  ft  Son-£ 
on  V  E— I 
8   &  Allen— £ 


BEVERLY 
J  B— £  1  c 

BLUEFIELD 

in    E    L — £  1   c 
IS         Underwriters 
icy — f    c 

E    H— f 1 c 

Ray — ^f   c 

oo    Ins    Agcy — I  c 

W    C— c 

Spiller — I 
Ins   Agency — £  1  c 
'    Th«o — 1 
ohn  F — f  1  c 
A — £ 


Union  Ins  Agency— £ 
WilHams  J  W^l 

BUCKHANNON 

Drummond  Ins  Agency^— 

£  1  c 
Lynch  C  A— 1 
Sexton  Ins  Agency — £lc 
Young  Ins  Agency — £lc 

CHARLESTON 

Armstrong  S   B — 1 
Bacon   N   0—1 
Bailey  R  A— I 
Carson   ft    Summers — ^£ 
Grouse  J  E — 1 
Dabney    Kern— £ 
Elk  Agcy  Co— £  c 
Foster  J  D— 1 
Gallaher   ft   Sutherland— 
£  1  c 


Goode   Ins   Agency  The 

D    E— f 
Hanna  Addison — 1 
Hatheway  E  M— 1 
Hickel  A  C— 1 
Irons  Sim — f 
Johnson  W  A— 1 
Tones   T  F— 1 
Tones  William — 1  c 
Jones-Winkler  Ins  Agcy 

— f  1   c 
Kan'awha  Valley  Agency 

— £  c 
Laidlcy   Geo   B— £ 
Lloyd  D  E.-I 
Lohmeyer,    Goldsmith 

Patterson  Co— £  I   c 
McChesney  J  Z — ^1  c 
McGIasson   G  E — 1 
Maddox  O  E— I 
Morris  Ham— £  c 
Newcomer  G  H — 1 
New   River  Agency— £  c 


Noyes    &    Young— 1 
Patrick  John— 1 
Pippon   C  W— 1 
Schcrr  &   DcVan— f  1  c 
Smith  Paul  M— 1 
Thayer  J  S— 1 
Thornhill   T    L— 1 
Thudium   W   K-1 
Todd  Geo  W-f 
Valley  R  E  Co— f  c 
West    Virginia    Agency 

Co-£  1  c 
Williams   D   P-1 

CHARLESTOWN 

Burns  ft  Jordon — £  1  c 
Campbell  Wm— 1 
Moore  M  C— f  1  c 
Norris  W  O— 1 
Roberts    &   Watson— f  1  c 
Washington,      Alexander 

ft  Cooke-£  1  c 
Wynkoop   A    G— £  1   c 
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W.  VA.-Con. 

CLARKSBURG 
Alexander  &  Alexan'der— 

{  c 
Baker  W  E— 1 
Bentley  Saxnl  R-~l 
Bland    C    C-l 
Clarksburg    Ans   Agcy— t 
Clemm  £  K— 1 
Cook  R  O— 1 
Diehl  H  M— 1 
Feaster   W   F— 1 
Fox  J   R— 1 
Gabriel  £  H^l 
Geirhart  H   S-4 
Graham    E    C— 1 
Hanson  A  C— 1 
Harris  E  B— I 
Hornor  B  Frank— f  c 
Iaw  &  Roberts— 1 
Long  P  M   &  Son— f 
Mathcny  W  V— I 
Modlin   H   F— f 
Mutual    Real    Estate    & 

Brokerage   Co— f 
Post  Howard— f  c 
Post   Reger— f 
Queen  M  S— 1 
Reed   D   K-f 
Rider   E  A— 1 
Southern    F   G— 1 
Stephenson  J  H— 1 
Summerville  C   D— 1 
Sutton  Lewis  N— 1 
Tracy    Ledru— c  • 
Union  Insurance  Agcy— f 
Urbach   A   L— 1 
Ware  C   B-1 
White   L  H— 1 
Willison  &  Dennison  Co 

— f  c 

DAVIS 

Erhard    Bros— f 
Heirmimus  R  D— f 
Hamby  P  A— f  1  c 
Meyer  H  A— f  1  c 
Mills  Geo— f  1 

ELKINS 

CromweU  W  R— f  1  c 
Day  B  W— 1  c 
Fowler  L  R— f  1  c 
Harman    Preston— f  1  e 
Keisn    N    G-1   , 
Keim  &  Keim— f  1  c 
King  Kirk-1 
Nyoegger  Jno  F — £  1  c 
Pulliam  Jno  A— 1 
Settle  Frank— 1 
Sncdigar  W  N— f  1  c 
Sutton  ft  Wilt— 1 

FAIRMONT 

Bradshaw  John— 1 
Clayton  S  R— 1 
Evans   Charles  W— f  I  C 
Gadd  R  L— 1 
Holbert  Bros — I  c 
Hood  Chas  G—f 
Tones  &  Parish — £ 
Kelley  J  E^hs 
Kelly  L  Vv—l 
Miller  &  Miller— f 
Morgan   &  Eddy— f 
Nichols  F  E— f  c 
Poling  J   W— 1 
Smith  Hugh   P— f 
Walker   ft  KeUey— f 

GRAFTON 

Barlow  J  H  S— f  c 
Bonafield  Ruby  C— f 
Cruise  &  Coveney — £  1 
Friedman  S  J — I 
Kendall  N  F— f 
Koelz  Kate  P— f  c 
Morgan  &  Co^f 
Muigrove  S  M — f 


Parrish  Realty  Co — f 
Starcher  ft  Co — f  1  c 
Thayer  J  R— 1 

GRANTSVILLE 

Hamilton    E    M— 1 
MarshaU  R  C— 1 
Miller   A   G— 1 
Sharps  W  J— 1 
Stump   B    G — 1 
3tutlcr  Owen-  G—f 
Waldo  J  T— c 

HINTON 

Graham  L  P— f  1  c 
Hinton    Ins   Agcy    Co — 

f  1  c 
Meador  T  M  ft  Son— f  1  c 
Neal  &  Withrow— f  1 
Peck   E  H— f 
Woolf   R   R-1 

HUNTINGTON 

Aleshire-Harvey  Co—  f  I 
c 

Archer  P  B— £  1  c 

Bickel  R  A— f  1  c 

Blair  Buffington  &  Tay- 
lor—! 1  c 

Boswell  &  Pepper— £ 

Burdette  J  H— 1  c 

Caldwell    Bros— f  c 

Cammick,   Rece  &  Cam- 
mack — f  1  c 

Cecil  William  S— £  1  c 

Davis   ft   Davis — i  c 

Dusen  berry  W  C— f 

Elam-Llouain«  Coh-£  1  c 

Ellis  Mr— f  c 

Franklin  G  E^l 

Garred  C   C— f  c 

Glenn  J  R— 1 

Gordon   H   C-f  1 

Gray    Harry — i  1  c 

Greater    Huntington 
Realty  Co— £ 

Huntington   Ins  Agency 
— £  1  c 

Kemper  F  T— 1 

Kline  &  Globe— £ 

Lemley  W  H— £  c 

Marshall   &  Hall— £  1 

Peck  C  G— £  1  c 

Pilcher   H   C— f  c 

Pollock  W  C-£  1 

Potts  J  N— f 

Prichard   Fred  C— £ 

Rardin  J  C— 1 

Robertson    &    Draper-^ 
£  c 

Shelton  Jos  R  &  Son— 
£  c 

Thompson  Thornburg  & 
Watts-!  1  c 

Thomberg- Watts    and 
Frost— 1  !  c 

Valentine  J  W— 1 

Werninsrer  A  W   Co-£  I 

West    Virginia    &    Ken* 
tucky  Ins  Agcy — f  1  c 

Wheat  O   P-1 

Wilson,    Blair   P   Co-£ 

KEYSER 

Babb  F  H--£ 
Bane  Georse  W— 1 
Bowman  H   L — 1 
Crooks  W  £— £  1  c 
Doyle  Jas  T— £ 
Fletcher  C  .•a-— 1 
Leps,  Jas  E — £ 
Ncwhouse  Geo  B — 1 

KINGWOOD 

Albright  &  Gibson— f  1  c 
Wol£  C  W  L-£  c 

LEWISBURG 

Bass  J  E— !  1  c 
Burdette  W  R— £  I  c 


LOGAN 

Holland  B  L-l  I 
Johnson  W  B-£ 

MANNINGTON 
The  Crown  Insuraaoo 
Agency*^  1  c 

MARTINSBURG 

Alexander  H  L-*f  1  c 
Harrison  P  R— f  e 
Pownall  Chie  V-^ 
Small   MUler— f 
Thompson  H   S  ft 

f  1  c 
Trammell    F    J    ft    Co-* 

f  1  c 
Weaver  ft  Dunn— £  I  c 

MAYSVILLC 
Highberger  W  T-f 

MONTGOMERY 

Dodd  J  E— f  1 
Montgomery  ft  Coles  Ins 

Agency-— £  1  c 
Putney  R  B— £  c 

MORGANTOWN 

Anderson  T  W--{  1  c 
Bank  Realty—^ 
Barbe  Qyde— f 
Brown  M  L— £  1  c 
Gronniffer  Jas  D— £ 
Hayes  Mills  Corpn — ^f  1  c 
Herd  C  T-l 

ioUiffe  Wm-£  1  c 
filler  Chas  E— f  1  c 
McNeil  Ed  W--1 
Purinton  John— c 
Sanders  Harry — £  1  c 
Sisler  M  T— £  1  c 
Snee  W  J— £  1  c 
Steele  George  C — i  1 
Warman  Altha— f 
Wharton  J  I^^f  1  c 
Wood  George  M — f 

MOUNDSVILLE 

Bruce  J  D— 1 
Conner  W  E— 1 
Henkel  D  P— 1 
Kesselring  C  A — ^1 
Keyser  Asher — 1 
McDonald  J  W— I 
Mudgc  J   F-1 
Roberu  E  G—f  c 
Rogers  T  R^^l 
Scott  &  Booher-^£  c 
Woodruff  S  H— 1 
Wright  ft  Thompson— £  c 

NEW      CUMBERLAND 

Bradley  C  S— f  I  c 
Robb  ft  Scott— f  1  c 

NEW 
MARTINSVILLE 

Coffield  G  W— £ 
Crimmell  G  C— 1 
Dayton  W  R— £  1  c 
Fiess  F  P— 1 
Harman  S  £•— f 
Hawkins   H    C— 1 
Hughes  W  E^  1  c 
Mclntire  L  V— £ 
Oblingcr  N  N-1  £ 
Schupbach  C  F— 1  £ 
Tucker  Levi—! 
Wright  C  H— 1 

PARKERSBURG 

Allen  J  T— 1 
Bettes  W  H— 1 
BUckfor*"  B  R— £  c 
Burwell    ft    Snodgrass — 

Caldwell  R-1 


CauldweU  L-l 
Cecil  W   H-£ 
Chancellor  £  P  Jr-4  c 
Citiaens  Ins  Agency— f  c 
Citiaens  Building  Anooi- 

tion-^f  c 
Home  Security  Co>€ 
Langfitt  I   N— ^  c 
Leachman  £  C— 1 
Unk  J  T-4 
Logan  ft  Snmmcrt-f  c 
MathiaoB  J  A— £  c 
Morgan  W  H— £  c 
Ogden  S  D— £ 
Paden  ft  LvttreU-f  c 
P*rk  Joe— f  c 
Parkersborg  Bankmg  k 

Trust  Co— £ 
Parkersburg  Insunscc 

Agency— £  c 
Peadro  J  T— £ 
Peregoy    C  A— I 
Pike  InTestmcnt  Co-fc 
Poole  C  S-l 
Ramsey  C— 1 
Rector  E  W-1 
Rector  W  F-1 
Shrewsbury  J  A— <  e 
Smith  ft  Swearenges-tc 

£  c 
State  Insurance  Apficj 

The— f  c 
Wigal   H  C-l 
Woodward   C  C-l 

PENNSBORO 

Bradford  Bert— 1 
Collins  S  W-£  1  c 
Conway  T  D— ! 
Cunningham  Jay  E—i  c 
McGinms  B   ¥-4 
Sharp   H   N— ! 
Warder   R  Lr4 

PHILIPPI 
Corder   W  D-!  1  c 
Hall  Jos  K-f 
Ramsey  G  B— !  1 

PIEDMONT 
Kenny  Thomas  F—!  1  ^ 

POINT  PLEASAMT 

Gibbs  B  F-ll  c 
Hutchinson  R  L--£  I  c 
Roush  O  A— {  1  c 
Windon  J  W-{ 

RAVENSWOOD 
McKay  W  S-f  1  c 

RIPLEY 
Adams  Miss  Jcan-^  I  c 

RONCEVERTE 

Crickmer  ft  Boone— f  c 
Doughty  T  P-4  c 

iohsflon  ft  Kanffelt— £ 
IcDoweU  R  C— f  1 

ROOSEVELT 

HoiFmaa  W  L^ 
RoberU  R  C— I 

SHEPERDSTOWN 

Harrison  Schley— f 
Weltsmeimcr  F  L— f 

SISTERVILLE 

Brownhead  Geo— I 
Home  Ins  Agency— «  i  = 
McCoy   H  W-£ 
McCoy  John—*  c  ^ 
McKay  Joieph  ft  Soo»- 

£  1  c 
Strance  Geo — ^1 
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MacQuMii  C  F— f 
Mori;™  W  F— f  c 
SntWD   0  K-4 

TERRA  ALTA 
Burke  K  E-f  I  e 
CliiTiiil  E  T— f  1 


KtllT  C  T-l 
Ukin  P  1^1 
McGinni*  W  A— f 
Miller  C  A-l  1 

THOUAS 
M»rtin  Geo— I 

UNION 
McCartne;  J  O—e 
McClausheiiT  I  C— 1 
MortoD  C  S-I 
\VheelwriibI   F   D— t 
WEIXSBURG 
u  Ater— t  I  ( 


is  A   Bee»e»— f 


Foiter  W   F— f 
GlM  W  R— e 
jMDb  C  K— f 
^uee  C    B— f 
Millir  W  B— f  1  c 
Riltton  John— f 
Reid  T  J— f  c 
Soediket  A  Co-^c 

WESTON 
Edmrdi  k  Edwiidi— f 
Goe  Gr«e— ( 
HarriKin.    Woodell    & 

Voung— ( 
Kabelgard   B  A— f 
Smilh  a  FarBBworlh- 1 
Wirren  A  A  S  Son— f  I  ■ 
Weilon    In»    Agency— f 

WHEEUNG 
Armbruater   Frank  E — 1 
Baird  Geo — 1 


OUhin  P   R— f  1  e 
Ompbell  Alex  R  ft  C<^- 

f  r 

Co*en  &  Co— f  1  c 
Crook*  Geo  C— 1 
Dinger  Daniel— 1 


Dickeot  Chaa— f  c 
Dutach  Geo  W— t 
Ebling  L  C— 1 
Emiheimer   Agencr  The 

Joi— {  I  c 
FidelitT  laveitnent  « 

Fink  Theo  W  &  Co— f 

Finlej  J  P-f 

FOOK  W  S  ft  Co— f  c 

Franklin  Ini  Co  Agc)"f 

Gibba  J  S  Jr- f  1  c 

Gow  X  R— t 

Haller,  BieberiOD -Guild- 

ling  Co— f 
Hane*  J  T— f 
Hanley  J  P— I 
Hailett  Howard  ft  Son— 

Hft^  ft  Kirchner  G— f  c 
Jenkina  J    H— 1 
temper  ^  M— 1 
Killmyer  C   J-t  1   c 
Kimbetland  H   M— 1 
Mathison  It  Geo  J~l 
Mattalaon  Geo  J—t  1  c 
Merkle   Henrr—f  c 
Morgan  D  G  ft  Son— f  c 
NayToi   Roy— I 
Mjera  F  C— i 
Paull  Alf  ft    Son— f  c 


Pioll  JM  F  ft  Son— f  c 
Rice,  Hendrix  &  Co-fc 
Riior   C  J— c 
Robinaon    J    E — 1 
Rolf  In*  Agencj  L  A— f 
Roller  ft  Emit— f  e 
Roth  J  P  Realty  Co— f 
StaaSei   E   E— f  C 
Shafer  W  X— f  e 
Smith  Ceo  O— f  e 
Smith  S  H— I 
Snedeker  Albert— I 
Speidel   ft    Bachman   Inc 

Slalnaker  D  E  ft  Ccr-f 


llian    Mc   F— 1 


S^v»l. 

s 

kfc;,w 

Thomna— f 

CI 

i    Ralph   K 

Sm 

Zane    Platolf-I 


WISCONSIN 


HILBERT&  BAERWALD  COMPANY 

mSURARCE 


86-88  MICHIGAN   ST.,  MILWAUKEE,  WIS. 

u,,l.-.»nc  one.  !».*»,  En,.  m«h.nl,»  .  T,«l...  t  N..  OH~». 

■rlent  Iniuraaca  C«iii|i>ny.  Hartrord.  Conn.  Han»var  Pin  IniuranM,  Naw  Vork 

Ire  A«oa«tioo.      ^^.^^^^^^  |n,„r.nc«  Co.  (Ltablllty  D.pt.)  H«tto«i,  Conn. 
STATE  AGENTS. 

FEDERAL  INSURANCE  CO.  (Automobtle).  of  New  Jersey. 

ASSURANCE  CO.  OP  AMERICA  (Surplus  Lines). 

GLOBE  INDEMNITY  CO.,  (BoUer  Dcpt.) 
EMCMBCRI    SERVICE  IS  OUR  WATCHWORD. 
^"  A  oTsTINCT  DEPARTMENT  FOR  EVERY  BRANCH. 


■IT    A   Hamachik-I  1 


kam    W    R— t 


Henry— f 
an    X    W — f 


s«   a  TradeweD  Co— f 
ler    E  H — fc 
nitz    Geo  W— f 
rer    &    Crandell— f 


APPLETON 

iSKSiV  c, 

Carler   Geo-1  e 

ASHLAND 

Conker  P  M-f  1  c 

Aldridge    Walter-! 

PircachQWski    Anton— 1 

jleiDberg  D 

/"nderV-" 
Vaughn 
Vney  W  T— f  1 
Voecka  Albert-; 


,rd  I    B  ft  E   M— 

T  Gua  ft  Son 


.1  G  W— I  c 
idler   i    Miike— c 
iring  ft  Treibei^l 


Tlenll.7  F-i 
Brnncfcweiler    Geo— I 
Lad.  V  H— f 
Coleman  Cbai-f 
niihmar   E  F-f 
Gemmill  A  G— < 
Hatited  H  I>-( 
Hill  J  H— f 
Klndehl  C  P-H 
Head  T  E— f 
Melil  A  W-l 
Mould  T  M-f 
PettoB   a   Battle»-f 
Rodwell   Tboi-e 
RiiEgtes  Dan  ]i-t  c 
Stireek  &  Cb«k-i  1  c 
Shulta  F  E— 1 1 
Simon    W    P-f   c 
Tinkham  H  H-l 
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WIS.— Con. 

BEAVER  DAM 

Bird  Huffb  A  -{  1  c 
Boomer    Herbert  A— 1 
Daniel  Jno  W-f  1   c 
Hansen  Harry  C — 1 
Healy  Joha  C— f  c 
Healy  J  T-f 
Klas  John  C-f 
Lawrence  A  P — f 
Malone  P  H— f 
Markham  C  A— f  c 
Mason  E   S— f  1  c 
Schemmel  Harold  C— f  1 
Schemmel  Mrs  Minnie — ^! 
VcHng  Peter^  e 
Welch    &    Liebi^ 
Williams  £  E-f  c 
Zarwcll  J  F— £ 

BELOIT 

Baumes  W  H— <  1  c 
Burns   Bros — ^f 
Dow  J  B— f  1  c 
Dow  T  S— f 
Gott  W  W-1 
Harper  T  R— < 
Livermore   F    F— £  c 
Love  j  A  &  H  J-£  c 
Pcet    Brothers— f   c 
Roberts  H— £   c 
Schuester  J   R— £  I 
Van  Wort  Don— f  c 
Wilkivison  Mrs  George— 

1  c 
Winegar  A  J— 1 

BERLIN 

Babcock  W  G— f  c 
Christie  &    Crawford— f 

le 
EnRelbracht  F  Jr— f  c 
Grota  W  A— £ 
Httchock   Cbas  W— flc 
Morman  Hennr7-f 
Saunders  Sybeiia*-^ 
Schumekosl^   John    M— 

f  c 
Silverthom  L  J — f 
Tucker  A  L— t  1  c 
Woodman  W  W— f 

BOSCOBEL 

Ableiter  A  — £ 
BUir  Chas  A— £ 
Howe  W  C-^  1  c 
Kemp  H  E  G— £ 
Menkhauien  C  — £ 
Muffley  F  C— £ 
Payne  W  H— £ 
Richardson   D   B— £ 
Ruka  L  B— £  1 
Scheinpflug  John-'f 

BRODHEAD 

Carpenter  C  W— £ 
Derrick  F  D— £  c 
Kearney  M  L — f 
Skinner   C   R— £ 
Skinner  &  Stone— £  1  c 
Sprague  Burr — £ 

BURUNGTON  ' 

Rergener  C  O — £ 
Gill   F— £ 
Hatch  C— 1 
Hoppe  P— 1 
Tones  C  A— I  1  c 
Madden  ft  Kennedy— £  1 
Meinhardt  £-^ 
Meinhart    A— f 
Mole  C  A— £ 
Monaaa  Herbert — ^1 
Prasch  Johih— f  1  c 
Reuschlein  F  ft  Soih- 

£  1  c 
Reushlein  J— f 
Schcifen  J— £  1 
Schmidt    A — c 


SchwaUer  F  A— £ 
Smith   V  C— c 
Southey  R — i  1 
Stang  ilennr — f 
Waller  G  W— £ 
Wehmhoff  J  E-^ 
Wood  H  A— f  1  c 
Zahn    C — ^1 

CEDARBURG 

Armbruster   Fred— I 
Armbnaster  John— £ 
Barth  Walter— 1 
Becker  M  P-£ 
Boernes  Herman — 1 
Frey  Joseph — ^1 
Horn  W  H-l 
Jochem  L  E— I 
Kenny  C  F— £  1 
Kuether  F  R— I 
Schuh  Ni<>-£ 
Weber  John  Si^-£ 
Wirth  Chu  C-£ 

CHILTON 

Bechlem  Otto— £ 
Connell  T  E— f 
Gruber  Joseph — c 
Hume  G  C— £ 
Kingston  A  C—  £ 
Noll  Andrew— f 
Paulsen  Wm  J— £  1  c 
Pinnow  W  F— £ 
Shewe  August—! 
Schwartz    Mike — f 

CHIPPEWA  FALLS 
Bailey  M  S  &  Co-£  c 
Coleman  £  H  ft  Co— £ 
Favell  H  P-£ 
Fletcher  L  A— £  1 
Gailey  Robt— £  1 
Greenwood  W  R— 1 
Hughes  F  R— £  I  c 

ioas  Joseph— £ 
«eonis  Kunke— £ 
Lord  C  M-1 
Moen  T  T— £ 
Nolan  Jaa  M— e  1 
Nunke  A— 1 
Preston  C  Er-i 
Sorenson  H  B — £  I 
Stopfer  Lar  caoe— f 
Zimmerman  John — £ 

CLINTON 

Hawks  &  Reese — £  1  c 
Kemmerer  J  F— f 
Moehlenpah  H   A — £  1 
Northway  W  S  &  A  K- 

{  1  c 
Tuttle  V  C— f  c 

COLUMBUS 

Bonsa  G  E— £ 
Cook  H  R-l 
Dering  Guy  V— £  c 
Holtz  F  G—l 
Leitsch  W  C— £  1 
Miller  C  A— £ 
Pratt   Earl— £ 
Riedner  W  J— £  e 
Wheeler  J  R— £ 

CUMBERLAND 

Comstock  H  S— £ 
Cook  Geo  B— £ 
Fuller  W  N— £ 
Hart  R  B-£ 
Kalk  C  F— £  1 
Larson  Lewia^ 

DARLINGTON 

Bower  Walter— £ 
Carey  J  K— f  c 
Conley  P  H— f  c 
Howery  L  B — f 
Jolly  H  L— f  1 
O'Brien  John — ^f  c 
Orton  P  A— f  1 
West  Geo  F— f  c 


DELAVAN 

Adams  Ethel — c 
Bowers  &   Sumner— £  o 
Crane  Effie— £ 
Davis  W  A— £ 

Johnson  H  C— £  I  c 
Lendrick  A  H-£ 
UUibridge  Robt-f  1 
Morrisey  Edw— £ 
Parish  A  S— 1 
Topping   Walter— £ 
Von  SacMmilch  B  Lr-f 
Williams  E  F-^ 

DE  PERE 

Ankrom  G  S— {  c 
Brockman  J  B — £  1  c 
Chaae  Frank— f 
CUrke  Jas  E— f  1 
Tanssen  H  J — £  1  c 
Le  Maire  Geo  N'— 1 
Schniuler  John  L— f  1  c 
Smith  Herbert  J— f  1  c 
Stewart  Wm— £ 
Workman  W  M— £  c 

DODGEVILLB 

Carter  W  F-£  c 
Edwards  T  H— £  1 
Halnessoti  Cha»— 1 
Hoskins     &     Williamt- 

£lc 
Hoskins  James  J— £ 
Perkins  E  A— £ 
Prideux  Wm  D— £ 
Ransom  O  K— £ 
Reese  John  M— £  1  c 
Strong  Onrille— £ 
Thomas  B  Jr— £  c 
Taylor  C  H— £  I 

DURAND 

Brainard  K  K— 1  c  < 

Brunner   H   A — £ 
Eldridge  R  C  ft  Mrs  J  D 

Hillard   C   M— c 
Hoeser  A  W— f 
Pattrson  E  S— f  1  c 
Smith  A  C — f  c 

EAU   CLAIRE 

Christophel  Henry — 1  c 
Culver  J   C— ^  c 
Droege  Harry  A — I 
Farr   Frank  Jr— f 
Heiss  E  W  ft  Co— f  c 
Hubbard  ft  Hayes— f  c 
Jackson  Agency  The — ^f  c 
Kelley  C  N— I 
Kildahl    J— f   c 
Losby  Geo  J — ^f 
McCorkbill  M  V— I 
McDonald  Leo  S — 1 
Mahoney  W  J— £ 
Rounds  E  D— 1 
Schlosser  Peter — f 
Schner  J— f  c 
Selmar  John  J— f  c 
Smith  J  A— f  c 
Wiley  Thomas— f  1 

EDGERTON 

Anderson  L  A — f  1 
Farman  G  F — 1 
Jensen   F  W— £  1  c 
Johnson  Henry— £  1  c 
Ladd  E  M-£ 
Son  H  C-£ 

ELKHORN 

Barnes  C— £  1  c 

Barnes  Henry  ft  Lorimer 

— f 
Cain  Geo  B— 1 
Closihy  A— ^£ 


Norris  H  C-£ 
Norton  W  C-£ 
Sprague  E  H— f 
Webster  P  J— 1 

ELROY 

Dithmar  J  T— £  c 
Gaffney  L  V— £ 
Field  F  T— £ 
Hart  J  E— € 
KeUev  W  M— £ 
Marsh  L  S — £ 
Rowan  H  0— £ 
Telfer  Archie— £ 

EVANSVILLE 


Colony  O  C-^ 
Hartley  Robert  D-f  1 
Magee  Geo— £  I 
Phillips  W  R-£ 
PuUra  Geo  L-£  1 
Richmond  R  M-£  c 
Shreve  J   M— 1 
SnashaU  C  H— £ 
ToUs  Wll]-£ 
Van    Patten    ft    Vsn 
Wormer— £ 


Hooper  E  J— f 
Lyon  Jay  F— £ 
Morrison  S  B— f  1 


FOND  DV  LAC 

Baker  A  P-£ 

Boreham  S  I>— 1 
Cole  W  E-e 
Crosby  R  H— £  I  c 
Dana  A  G— £  1  c 
De  Steese  WilKam-^  c 
Fairbank  K  C-£ 
Freiberg  C  F— £  I 
Haadt  C  l>-f  i  c 
Heath  Agency  B  L— flc 
Hinmaa  C  £— £ 
Korrer  Grover  F— f  1  c 
McDermcitt    T    P— fU 
McDermott  wm— f  1  c 
Maloney  E  L-4  I  c 
Maloney  L  E— f 
O'Connor  S— ! 
Post    Miss    Jennie  M-f 
Rieder  A— £  1  c 
Ryan  W  J— f  c 
Schuchardt  A  B-f 
Seeley  E  A— £  c 
Wolflf  F  J— f  c 
Wyatt  S  D— £  1  c 

FORT  ATKINSON 

Aspinwall  C  H— £  1  c 
Brandel  J  C— £  I 
Caswell  C  A— f  c 
Chase   Roy  D— 1  c 
Curtis  C  0— f 
Donkk  O  W— £  1  c 


Hibbai-d  ft  Kyi 
Hoffmann  W  ')— 1  c 
Kelly  W  H— £  1  c 
Kers:hensteiner    M    J- 

flc 
Langhoeff,     Oscar— £ 
Rehm  Lewis — ^1  c 
Rice  E  S— £  1 
Rogers  F  H— £  c 
Ruraary  R  C— 1 
Scbreiner  J  F— 1 
Stengel  A  L— £ 
Trstt  P  H— £  1  c 
Savall  A  J— £ 
Wigdale  t  A— £  c 
Winterburn  Leo— e 

FOUNTAIN  CITY 

Fogina  Martin  I^-l  1  c 
Fugina  Paul  L— £  1  c 

FOX  LAKE 

Hotctakias  D  J-£  1 
O'Contt^  W  0-4  c 
O'CoBncU  Wm  F--£ 
Roberts  G  ¥-4  1  c 
Williams  M  E-f 
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GRASD   RAPIDS 
mn  Mr— f  c 
n  0-1  c 
.■.r.i  W  F-I 
■janks  VV  L— 1 
rsinger  C  M— f  1  c 
cy  t  G— f  I  c 
ie  EarJe— f  I  c 
aineville  E  N— f  1 
le  C  M-f  1 
or  &  Scott— f  1  e 

GREEN  BAY 

'PC  E  K— f  1  c 
is  Geo— £  c 
c  F  X-1 
dscn  Jo»— f 
i  Ins  Agency— f 
G-f 

3  R  T— f  c 
■d  A  L-f 

J/-i         , 
IS  Agency — f 

is  J  P— f 

liay  Ins  Agency— 

S  P— I  c 

H-f 
Peter— f 
e  F  J~f  c 

P— f  c 
Eii— f  c 
s  Agcy — f  1  c 
Earl— 1 
ohn — f  I 

I  Miss  S  C— f 
er  X-f  c 

E— f 

Loan  &  Inaur- 
gency — f  c 

F— f 
rn  P  J— f 
^gar  B — f  c 
3bt— f 

YWARD 
Wm— £ 

?^f  c 
— f  1 
F— f 

II  CON 

— f  1  c 
eo   I<r— £  1 
irle»— f  1  c 
— f 

lif  H— f 
citzct— f  1  c 
-f  3 
-f  c 

SON 

-1  c 

i  c 

W— 1 
i    Harry — f 


-1  o 


c 


Bugga  Robt  F— f 
Burns  J  H— f  1 
arter  &  Morse— f  c 
Clemens  Fred  L  — f  1  c 
Cunningham  H  J — f  c 
DenntBton  Mrs  J   A — 1 
Dougherty   Wm   H — c 
Fleck  Brown — 1 
Gaarder  Arthur — ^1 
Groat   Wm — 1 
Haggart  H  S— 1 
Jacobs   Geo   A— f  c 
Kemmerer  &  Kemmerer 

—1 
Kennedy  J  E— f 
Kellcy  Peter- 1 
King  J  H— f 
Lee  W  N— 1 
Lrman  Miller— c 
Manning  Chas — ^f 
Moore  Geo  R — 1 
Moser  Harry — f  1  c 
Moyer  Ernest— f  I 
Parker  C   E— 1 
Parish  Wm  H— c 
Bennett  Geo  J — 1 
Scobie  J  G — f 
Smith  Harry — c 
Wurms  F  J — 1  c 
Yeoman  9   Floyd — f  c 
Zimmerman  Fredk— C 

JEFFERSON 

Btiss  C  A— 1 

Haberman  O  T  &  Co— f  c 
Hayes  T  J— f 
Henry  W  S  &  Co— f  c 
Kerschensteiner  O  J — f  c 
Mistele  &   Smith—!  1  c 
Schweiger  E  A — 1 
Shakeshesky  L  W— 1 
Stoppenbacn  O  F — f  c 

KAUKAUNA 

Kowalkc  W  J— f  1 
Mulholland  H  J— f 
Schwin    N   D— £ 
Towslcy  F  A— f  1  c 
Weifenbach  H— f  1  c 

KENOSHA 

Baldwin  H  M— £  1 
Baley   Ja»— 1 
Barr  dia»— f 
Bullamore  H  L — £ 
Carlson    Chas— f 
Corcoran  J  H— £  c 
Crook  H  C— £  I  c 
Dorr  R   K— 1 
Drill  Henry— 1 
Ellison  Edw— 1 
Fanning  W  J — ^I 
Flasch  Raymond — £ 
French  A  H— £  1  c 
Gaastra  Douwe — f 
Crasser  FT — £ 
Hastings  C  D— f 
Hollister   E  H— f  c 
Hudson  Geo  W  — 1 
Jordan  H  F — f 
Kenosha  Realty  Co— f  1  e 
Lindstrand    £ — £ 
Melville  Geo  M— £  1  c 
Millar  J«»-£  1  c 
Nowacla  Casiniir— £ 
Parker  T   T— f   c 
Penne£eather   Jas — ^£ 
P£cnning  Chas— f  c 
Reinold  Fred — £  c 
Reith  H  W— £ 
Ritter  J   F— 1 
Stemm   Fred — £  1  c 
Stephenson  W  E— 1 
Swftt  W  J— £ 
Symmonds  Frank — £ 
TarbeU  C  A— £ 
Tully   Jas— £ 
Tumoclc  C  E — ^£ 
Villnow  G  Lr-^ 
Werner  N  J— £ 
Yule  Herbert— £ 
Zens  John— f  c 


KEWAUNEE 

Andre  Carl  W— £ 
Bruemmer  O  H — £ 
Cowell  W  A— £  1 
Hutchinson  &  Schultz — ^f 
Karel  &  Janda — £  1  c 
Seidenglanz  E — £ 
Walecka  Tos  G— £ 
Wing  G  W— £ 
Woitechovsky  W — £ 

LA  CROSSE 

Anderson   A    H — £ 
Cramer  H  &  S  C— £ 
Curtis    H    M— 1 
Dimon  J  F— £ 
Ebcrhart  A  J— 1 
Exchange  Agency  The — £ 
Forsyth  C— T 
Gordon  R  D— £ 
Hickisch  W  J— £  c 
Holbek  W  S— f 
Holley  &  Co-f  1  c 
Kilian  L  J— 1 
Klein  C  F— £  c 
Lcinfelder  C  S— f  1  c 
Lewis  Bros  Realty  Co— 

f  1  c 
Livingstone    Ins   Agcy — 

£1  c 
Loomis  E  D — f  c 
Luening  &  Fries— £  c 
Mahoney  &  Schubert — £ 
Martindale  S— £  1 
Marvin  &  Dubrake — i  c 
Niebuhr  H— £  c 
Onierberg  L — f  c 
Pettingilf  J  I^£  c 
Pobreslo  Jos — £ 
Ross  Chas— 1 
Rossitter  W  L— £ 
Roth  Realty  Co— £ 
Saltz  J   F— £ 
Security  Agen<7  The — i  c 
Schofield   F  H— 1 
Schweizer  J   Geo— £  c 
Steenbcrg  O— f 
Taylor  H  I^-£ 
The  Burke  Agency — f  c 
Van  Auken  C  S— £  1  c 
Volz  B  H— £  1 
Walker  &  Woods— £  c 

LAKE  GENEVA 

Barfield  J— £ 
Best  Wm— f 
Brown  Louis-'f 
Burdick  H  A— £ 
French  C  S— £ 
Tyrrell  F  J— £ 
Willitz  C  H— f  1 
Wormood  F  E — i 

LANCASTER 

Calvert  C  M— £ 
Clark   &   Pugh    Co— f 
Glamill  F  J— f 
McBrien  James — ^f 
UcCoy  E   L— 1  c 
Schremer   David — f 
Stevens  L  H— f 
Stone    John    M — ^f 
Taylor  S  N— f 
Wayne   O    A— f 
Wheeler  L  G-^ 

MADISON 

Adams  &  Fox — £ 
Albright  Victor— £ 
Ames  A  R — £ 
Anderson  R  B — ^1 
Angell  Geo  R— I 
Ball  Frank  R— 1 
Baskerville  E  J— £ 
Boyd  J  M  Inv  Co— f 
Brown  C  N — f 
Coughlin  &  Gallagher— £ 
Crowley  J  J — 1 
Dahmen  H  W— £ 
Davies  John  P — ^1 
Davis  Frank  M — I 


Dow  C  M— 1 
Eigheny  Alva — £ 
Eighmy  &  Eighmy — £ 
Fehlandt  Wm — f 
Fish  &  Schulkamp— £  c 
Foxwell    Dan    D— 1 
Frusher  F  F— 1 
Gallagher  A  J — £ 
Geisler  &  Neckerman — f  c 
Groves  Asa  B — £ 
Haley  John  C— £  1  c 
Haley  Louis  C — £ 
Herturth      Theodore      & 

Son — £  c 
Hobbins  H  B  Ins  Age/ — 

£  c 
Hobbins  Louis  M — £  c 
Huyler  J  P— 1 
Ives    F  N— 1 
Johnson  Ollis — ^£  c 
Jonas  H   O— 1 
Kremer    Felix — £ 
Krop£  R   R— £   c 
Lamp  Robt  M— £  c 
Larsen  A  C — 1 
Legler  F  E— £ 
Levitan   Sol — £ 
Leutscher  G  A — £ 
McKay  W  J— £ 
McMillen  C  1^1 
Main  W  E— £  c 
Main  Willett  E  Ins  Agcy 

— f  c 
Marks   Roy   J— £ 
Nicodemus  R  C — £  c 
Oeland  L  I^— £ 
Park    Harry   T— 1 
P£und  H— £ 
Phillips    &   Very— f   c 
Prindlc  I^-l 
Proctor  J  C— £  c 
Richardson   W  D— 1  c 
Rowley  L  B — £ 
Runge  A  E— £ 
Savings  Loan  &  Trust  Co 

— £  c 
Schupert  J  C — £ 
Shaffer  C  E— £ 
Shakeshesky   &   McMillin 

— 1  c 
Sherman  O  W— £ 
Slinde   Bro»— £ 
Stark  Paul  E— £ 
Starkweather  F  W— £  c 
Stephenson  R  C— 1 
Sommers  Max — f 
Strathem  Geo— 1 
Vogel  H  G— £ 
Wnght  W  W— £ 

MANITOWOC 
Alter   Oscar— £ 
Davies  T  W— 1  c 
Dedrick  N— 1  c 
Donohue  J  G — 1 
Ertz  C  C— £  1 
Falge  H— £ 
Franz,    Schmitz,    Kadow 

Co — f  c 
Giclow  C  A— f 
Guttmann  Wm — f  1  c 
Hacker  &  Groth— £ 
Hansen   Carl — f 
Hougen  &  Brady — £ 
Hubbard  H  F  &  Alice  E 

— £  c 
Johnson    J    G — f 
Kelley   Harry  F— c 
Linstedt   Julius    &    Co — 

£  c 
Markham   &   Markham — 

£c 
Mulholland   Henry — 1 
Schenian  A    P — f  c 
Schulze  A  E— f 
Shenian  A   P— £  c 
Sherman    E    S — f 
SJadkey    H— f 
Willinger   Wra— flc 
Willott  Jos-f 
Zannacker  H — 1  c 
Zentner  F  T— f 
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MARINETTE 

Baker  W  S— c 
Bernardy    Frank    N — t  c 
Duxburv  &  Madagiii'^f  c 
Evana  L  T— f 
Feifrick  F  B— I  c 
Fiaher  Joa— £ 
George  &  Green — f 
Gitchell  T  H— 1 
Gravea  Geo  W— 1  c 
Hitchcock  L  S — c 
Tohnaon  C  J — c 
Kimball  R  R— 1 
Lehman  W  A— 1 
McGillia  J  J— f  c 
Marbea  M — 1 
Mathiaen  Osten-^f  1  c 
Marryman  &  Robeck-^f  c 
Miller  Edw  W--c 
Ott  Geo  J— c 
Plouif  L  T— 1 
Schneider  Edw  R — f 
Setright  J  K— f  c 
Stenger  L  M— 1 
Sunatrum  C  W— f  c 
Tremear  Wm — 1  c 
Zietz  Joa   R— c 

MARSHFIELD 

Cole  J  F-f 
Deming  E  M— f 
Edwarda  C  B— f 
Fleckenstein   M   G— f 
Hahn  &  Hahn— f 
Kalbskqpf  R  A— f 
Kraua  P  J— f  c 
Marx  Joe — 1 
Mcidl  A  J— f 
Pulling  E  B— f  1  c 
Rasmusseni    Waldo — 1 
Seubert  John — f 
Vaughn  Frank — £ 
Wagner  Hugo— £  c 
WiUiama  R  R— £ 

MAUSTON 

Adler  F  A— 1 
Barrows  C  E— I 
Enach  Peter^£ 
Grubb  Geo  S— f  1 
Hoaig  W  G— £ 
McFarlanc    J    A— £ 
McNown  C  W— I 
Powers  T  F— £ 
Price  C  L— £ 
Winaor  W  F— £ 

MAYVILLE 

Bachbuber  Andrew^£ 
Bernard  B — f  1   c 
Dreger  Alvin— £ 

Janasen   Sertz   Co— £  1  c 
Lingle  Wm-£ 
Strasen  Agcy  The — £  1  c 
Thielke  Herm-£ 

MAZO    MANIE 

Lappley  Harry — 1 
Lappley  Henry— £ 
Leomard  H  R— f 
Smith  Horace— £  c 
Wurster  W  H— £ 

MENASHA 

Fedrau  Herman— £ 
Fieweger  T  L  &•  Co— £  1  c 
Hartung  &  Weber— 1 
Heckrod  Frank— £ 
Jarvis  Jos— £ 
Liebl  Jacob — £ 
Little  S  S— £  c 
Lueckenbach     Herman— 

£  1  c 
Mayer  Geo  J — ^£ 
Oberweiser  C  J— 1 
Pierce   Geo — £ 
Pleasanta  J  M— £ 
Richardson  Newton— 1 


Schoetjc  M  M-^£ 
Schoetz    ft    Sensenbren- 
ncr— £ 

MENOMONIE 

Barker  Geo  A — f 
Bates  E  J--f 
Clarka'   Ins  Agcy— f  !  e 
Drowley  B— £ 
Fladoes   Martin— £ 
Hopwood  John«-£  c 
Inenfeld  Henry^£  c 
Joyce  J  E— £ 
Kabot   B— 1 
Kraft  Bros  Co— £  c 
McLean  J-1 
McLean  W  C-£ 
Miner  Franlt— £  1 
Quilling  H-£  1 
Rudow  H  W— f 
Seely   G   H-£  1    c 
Stone    Chas— 1 


MERRILL 

Allen  Agcy — £  c 
Bowell  H  J  ft  Co-£  1  c 
Breck  Uoyd— £ 
Braaaard  Wm— £  e 
Downie  &  McQuillao-^f  c 
Kubasta  F  W— £  c 
Luth  Evan— £ 
McLaughlin  ft  Donaghue 

— £  c 
Moore  Earl  L-^1 
Phinney  D  M— £  c 
Rossman  F  G— £  1  c 
Runke  R  B— c 


MILWAUKEE 

Albright  Dr  Chas  E— 1 
Armitage   Frank— £ 
Auer  L  ft  Son-HE  e 
Backer  Julius— c 
Baldan£  Joseph— 4 
Barber  £  B— £ 
Bartlett  Geo  D— c 
Basse  £  O— £ 
Basse  G  D— £ 
Baumenn  J  H  C— £  c 
Bejma  Jos — £ 
Bender  W  H-1 
Berndt  &  Heuex^£ 
Blatz-Kasten   &   Co— £   c 
Bootz  Joseph— £ 
Bogk  ft  Pflegcp— f  c 
Bowes  J  D— f 
Braun  O  A— £  c 
Briggs    Jos — 1 
Bryant   G  J— 1  c 
Buckner  Sam  O — 1 
Callan  Jos  P— £ 
Calhoun  Ins  Agency^f  c 
Callen  Thos  J— £ 
Clark  MontgomerT— I  c 
Courtenay  ft  White— £ 
Crolius  S  H— £ 
Crowley  T  M — £ 
Czerwinski  B  A  L  &  Son 

— f 
Czerwinski  Ignats— £ 
Dahle  I  T-1 
Damkoehler    F   ft   Co— £ 
Daumling  Chaa— f 
Delaney  Frank  E — c 
Dexheimer  C  D — c 
Dietrich  &  Schuengel — f 
Dietz  Carl  P— f 
Dingwall  R  L— £  c 
Dorow   Paul — £ 
Dunn  W  A  &  Co— £  c 
Dunphv  Agcy— f   c 
Durana  Loyal— £  c 
Khlhardt    B— f 
Eldrcd  Agency  The— £  c 
Eisner  Rich^f 
Ernst  Theo-4 
Esau  Chas*--£- 
Ettenheim  Sol  ft  Son— £ 
Ewens  ft  Son— ^ 
Feasley  F  H— £ 


Fischbeck   V   I>-£ 
Fleming  T  J— 1 
Fona  ft  Co^£  1 
Forecki  ft  Przybyla— £ 
Forster  A  C— f 
Friedrich,  Teall  ft  Qack- 

bafth— £ 
Froedc,    Bodenstab — £ 
Fuller  H  S— 1 
Gaedke  ft  Miller-f  c 
Gausewits  Arthur  P-^£ 
Gibson  Mist  C  M— £ 
GoUuseh  Henry— £ 
Gordon  P  H— 1 
Gottschalk  S  W  ft  G  H 

— £ 
Graebner  W  H— £ 
Grange  Wm— f 
Grant  A   C— 1 
Greene  Bros  ft  Hansen 

— £ 
Grootemaat  A  L — f 
Guilliaeume  Wm — ^1 
Habhegger   Otto— £ 
Hackett,  Hoff  ft  Thier- 

mann  Inc— £  c 
Hamm  P  H— £ 
Hannan  Jaa  ft  Co— <: 
Hanson  T  A— £ 
Herdegen  S— £ 
Herzberg  Joa  ft  Son — 1 
Hibbard  C  F  Co— £ 
Hilbert   ft    Baerwald  Co 

Hoe  J  H— c 
Holzhauer  ft  Weber^ 
Hoscb  John  J— 1 
Host  Clem  P  Co— £ 
Huchting  P  B  ft  Son— £ 
Huckc  H  J— f 
Hug  ft  Frey  Co— £ 
Hummel  H  D— £ 
Hunkel  G  P  ft  Son-£ 
Hymen  T  C— £  c 
Taeger  Wm— £ 
Jamea  G  H   Son  Co— £ 
Tazdzewski   B— £ 
j[e£fer8on  Rich — £  c 

cfaann  J  E — c 

ones  J  Eliaa— £ 
Kallmeyer  C  J— 1 

Karaten  ft  Van  Nostrand 
— { 

Kauflfine  Henry  W— £ 
Keil  VTD-h: 
Kennedy  J  A— £ 
Koeffler  Hugo— £ 
Kieck  G  H— £ 
Roller  Jos  P— £ 
Koepke  £  H— £ 
Kircner,      ueimann      & 

Host-£ 
Knoblauch  E  Lr— £ 
Krauthoe£er  Wm  J— £ 


Ludwig   Otto  N— £ 
Lukaazewicz  S  S*^t 
Lgmar  T  R  A  Co^*< 
Mabbett  H  J-^  1 
McGinn    Agency— £  c 
MacLaren  M  N--I  c 
MacNeOI  B  HW 
Mapel  John  J— 1 
Marthens   £  A— 1 
Matthews  ft  Kramer— f 
Maynard  C  A— f 
Maynard  ft  Picken— f 
Mebl  Oscar  0-4 
Meixner  L  E>— f 
Merrill  Roger  L— £  c 
Millard  Fred  C-l 
Miller  H  C-< 
Mirr    Roman    B^£ 
Morsan  B  A  Co— £ 
Mueller   Guatar   H— £ 
Mueller  J  H-1 
Mueller  Theo  C^^ 
Myera  J  O  ft  Co-I 
Norria  H  F-4 
Norris  R  H— f  e 
O'Brien  John — I 
Oswald  Wm  J— £ 
Otjen  Theo  ft  Co-£ 
Patten  M  M  A^enqM 
Pawling  ft  Prcaeentia— £ 
Pereles   Hermaii— £ 
Piepenbrink  ft  Roehr— f 
Plimpton  H   D— I  1  c 
Pittelkow  Chaa  ft  Son— f 
Poposkey   A  V— ^ 
Forth  Edw— £ 
Potter  £  J— € 
Pozorski  Miss  H  E-£ 
Pozorski  Edmund  £--£ 
Ragsdale  J  C-4 
Rebhan  Aug  Co — f  c 
Reilly  John  £—1 
Reitmafn-Stmus   Co— £ 
Reinke  Wm  P--f 
Rice  Clarence  J— £ 
Richter,   Dick  &   Rente- 

man — £  c 
Richter  Theo— £ 
Riemer  Gus  J — £ 
Rigby  Jas  A— 1 
Rinker   H— 1 
Ritter  Alex— f 
Roberts  Co  The-I 
Rock  H  J-£ 
Rogers  £  E— £     . 
Rossbach  A  C— £ 
Ruasell  Geo  R  ft  Co— £  c 
Saltzstein  A  L^  c 
Sanborn  P  R— 1 
Schae£er  C  A— £ 
Schissler  Broa— £ 
Schmitz  R   F  — 1 
Schmitz  W  A— 1 
Schneider  J  M-f 


Chris.  Schroeder  &  Son  Co. 

Real  Estate  and  Mertgage  Loans 

General  Insurance 

86  Michigan  Street        Milwaukee 


Krehla  ft  Metzner— £ 
Krcmcr    Paul    H— 1 
Kremcrs    &    Matthews— £ 
Krysiak  J  W— £ 
Kuna  Peter— £ 
Le  Breck  M  j— 1 
Lane  Wm   N-— c 
Leedom,  Miller  &  Noyes 

Co-£ 
Lcviash   Fred   F— £ 
Lindenmann  H  T  Co— £ 
Long  Samuel- 1 


Schroeder  Edward— £ 
Schroeder  Wm  F  ft  Co 

-£ 
Schuffeahatier  ft  Zaaadh 

Schults  ft  Kntclier»— £ 
Schultx  A  J— I 
Schultx  F  F— £ 
Schults  ft  Kofchcrs — £ 
Semmann  T  L  Co— £ 
Shenner*  W  H 
Soeviff  Jno— f 
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-1 

£ 

— £ 

^V  &  Son»— 1 

:i    Albert— f 

Fred— f 
I  Co— f 
Soils  Co— f  c 
:o— f 

Gifford    T— 1 
B— f 
uce — ^1 
-f 

M— f 

lum — f 
Mitner — ^f 
1  P— 1 
raun — f  c 
1  c 

L   POINT 

Jr— f  c 
— f 

k  H— 1 
nry — ^f 
•f 

enrietta — f 
Unk— f 
1  L— f 

r  A-f 

M— f  c 

B— f  1  c 

ilvert— f  J 
f  c 

N7ROE 

Fred— f  1  c 

uricc— £  1  c 

rorge— f 

dward— 1 

D— £ 

H— 1 

a— f  1 

J  D— £ 

-1 

\  &  Co— £  1  c 

E— f 

-£  I  c 

t  U— £ 

3co  W— £  1  c 

EDAH 

rty  W— f  c 
G  H-f  c 

£NAH 

&-£  c 

P-f 

H-l 
^  A-f 

c-ic 

r  W  H-£ 
f-f 
»-£ 
W-l 

lew— f 
-I 

Gillingham— f 
d— f 
V  H— £ 

:  A-f  1  c 

.SVILLE 

s  A-f 

[-1  c 

k   Campman— 

.ONDON 

Andrew—f 
:-aut— f 
G  W-c 
L  C-f  1  c 
idt  J  G-f 
[-f 

&  Croak— f 
-f 


Paare  E  C— f  1  c 
Putnam  G  H— f 
Thompson  C — f 

NEW  RICHMOND 

Baker  Luther.  A — f 
Hawkins  S  N  &  Co— f  c 
Hughes  James  £— f 
Kibbce  A  R— £ 
McCoy  J  W— £ 
McNally  Wm  F  &  M  P 

-f 
Rounsavell  H  Er-£  c 
Smith  &  Cakes— f  c 

OCONOMOWOC 

Crontn  T  T— f 
Dcrse  A  G — £ 
Dclaney  E  W— f 
Edgerton  B  G— £  c 
Evans   N  W— £ 
Hurlbut   Margery   J — £ 
Jaeger  Hermon — £ 
Kelly   John   A— £ 
MclJowell    W    S— I   c 
O'Brien    Glen — c 
Palmer  E  L — £ 
Probert  C  D— c 
Robinson   Geo   £ — £   c 
Theobold   E  C— c 
Williams  Louise  C— £ 

OCONTO 

Baldfin    &    Parisee— f 
Brazeau  &  Pelkey— £  c 
CaidweU  John— £ 
Dan  Levy  J  A— £ 
Harvey  L  C— f  1  c 
Heisinger  J — £  1  c 
Lingelbach  F  J— £  1  c 
Mehlberg  A-£ 
Pliszka  F— £  1  c 
Pocquette  Joseph— £  1 

OMRO 

Davidaon  G  B— £ 
Davidson   Rob— f 
Hurlbcrt  Wilbur  Er—i  1 
Schlo«rb  Mra  NetleiM 
Shelp  J  S— £  c 
Trtlwen  John  D— f  c 

OSHKOSH 

Audiss  ft  Hinman—»£ 
Baker  W  H-1 
Barber  A  T  ft  Co— £lc 
Barnes  F  B — £ 
Bass  Henry — £ 
Bishop  Homer  H— 1 
Brereton  Geo  R  ft  Son— 

£ 
Cameron  D  N— 1 
Carr  J  D— £  c 
Christcnsen   N  P— £ 
Chase  O  F  &  Son— f 
Covey  Joseph   B— I 
Crary  Oscar  F  Jr-£  c 
Daly  B  J  ft  Co— £  c    . 
Drassal  Joseph— 1 
Femandes  ft  Laabs-^  c 
Fox.  MacNichol  ft  Nich- 

ofs— £ 
Gruenewalt  A  H— £ 
Harmon  Agency — f  1  c 
Kempf  Sophia  Mrs  — f 
Kirst  A  W— £  c 
Kossel  &  Beutler— £ 
Kreraer  C  M— f 
Lawson  David — £ 
Lnscher  G  S— £  1  c 
Mehlmann    &    Conro— 

£  c 
Redemanffi ,  Paul — £ 
Schoettl  John— £ 
Van  Slyke  A  R— 1  e 
Weisbrod  E  W— £  c 
West,  Nevitt  ft  Tuttle  Co 
Williams  &   Williams — c 
Zoelzer  Paul — f 


PEPIN 

Landers  E — £ 
Schilling  Arthur—^  1  c 
Thcis  C  J— 

PITTSVILLE 
Crowley  T  J— f 

PLATTEVILLE 

Block  M   S— f 
Davey  B  J— £ 
Dolan  P  J— £ 
Estabrook  L  M— £  1  c 
Gardner  D — f  c 
Gardner  David  Jr— c 
Gribble  C  H-£  c 
Head  J   D— £  c 
Karrmann  J  Jr — £  1  c 
Kleinhammer    Henry— £ 
Kopp  A  W— £ 
Loveland   C  A— £  c 
Mann  Harry  B — £  1  c 
Marcossen  F  W— £  c 
Metcalf  Geo— £ 
Thompson  W  J — f 
Trisidder  John — f  c 
Wyne  Miss  Mary^^ 


PLYMOUTH 

Albrecht  Arthur— £ 
Bade  H  C— £  c 
Bade  R  A— £  c 
Bergeman  Otto— £ 
Dow  E  A— f 
Dow  R  W— f 
Grae£  Wm— £ 
Griese  Leon — ^1  c 
Hand  M  H  Agcy--f  1  c 
Hostman  H  W— 1  c 
Koehler  R  H«^ 
Leudtke  H— £  1 
Mahested  D— £  1 
Robertson   R  W— f  e 
Rooney  H  J— £ 
Sweet  M — t  1  c 
Wol£  M— £  1  c 


PORTAGE 

Baker  E  S— f  c 
Cook  J  G— f 
Dalton   J  W— £  1 
Dering  C  L— £  c 
Devinc   Matt — 1 
Ernsperger  Sam— £  c 
Eulbcrg  T   N-1  c 
Fulton  Wm—f 
Hall  C  H-£  1 
Hanley   ft   Standenmayer 

Holmes  A-^ 
Kaiser  Frank — ^I 
Kelm  Wm  O— f  1  c 
Kiefer  F  W-f  c 
Lawson  J  M— f  c 
Lurvey  D  T-^ 
McGorty  Chas  E— f  1  c 
Mitchell  Robfr-£ 
O'Keefe  John  J— £ 
Older  Tas  A— f 
Smith>Andrews  Abstract 

Co— £ 
Washburn  Walter— £ 


PORT   WASHINGTON 

Adams   Geo— f  c 
Bichler  John — £  1 
Bostwick  E  B— £ 
Bostwtck  J  M— £  1  c 
Eckel  C  F— £ 
Grady  Albert— f 
Hill  Qarence— f  1  c 
Ramsey  W   H— £  c 
Schumacker  Frank— >£  c 
Schumacker  F  J — f 
Schanon  W  F— f 
Uselding  J  E-£ 


PRAIRIE  DUCHIEN 
Amann    E   C — f  c 
Garrety  J— £ 
Neid]rmeyer  F— £ 
Otto  H— £ 
Smrdna  V— £ 


PRESCOTT 

Chapin  George — f 
Cook  Geo— f 
Longworth  Edward— f  1 

PRINCETON 

Giese  Herman — 1  c 
Manthey  H  T— £ 
Maxwell  H  J-£ 
Megow  H  E— £ 
Olman  O  H— £  c 
Rimpler  Albert— £ 
Whittemore  W  W— £ 


RACINE 

Anderson  Jacob— £ 
Bashell   R   E— 1 
Boyd  R  M-£ 
Carpenter  ft  Rowlands— 

£  c 
Christiansen  Nels  ft  Son 

— £ 
Fagen  T  A— £ 
Frankson  J  R— £ 
Gemmill  J  A-f 
Janes  D  G— £  c 
Johnson  C  ft  Son— t 
Knight  J  W  Co-£ 
Leach  E  W— 1 
McCaughey  W  F-1 
Mann  I  O  &  Son— f 
MiUer  L  D  ft  Co-£  1  c 
Miller  Wm  H— £  1 
Mogensen    Louis— £ 
Morey  D  1  ft  Son»-£ 
Peterson  &  Nelson — £ 

Petura  J  L £ 

Powers  Thos— I 
Rowlands  J  E— £ 
Schlegel  I^-£ 
Schulti  F  ft  Co— £ 
Wendt  ft  Fazen — f 
Yance  Levi — f 


REEDSBURG 

Collins  Thco— 1 
Dicrken   W   H— t 
Gill  N  I-£ 
Halm  W  H— £ 
Hulburt   A— 1 
Morse  Geo  T— £ 
O'Connor  Hugh  W— £ 
Perry  R  P— £  c 
Quimby  H  B— 1 
Riggert  Wm— £  c 
Sheldon    C    F— £ 
Stone  Chas  H— £ 
Stone  James  A— £  c 
Winchester  W  F— £  c 
Wyse  Wm  A— £  c 


RHINELANDER 

Bamcs-Weesncr    Agcy— 

£  1  c 
Browne    Paul    Agency— 

f  c 
Hilgermann    Geo — f 
Leadbetter   L    A— 1 
Mackey  W   E— 1 
Mahoney   Geo  F 
Morgan  J  H — 1 
Morter  R  S— f  c 
Oneida    County    Agency 

— £ 
Orr  Wm  C— £ 
Reevs  N   L-£ 
Smith  C  S— £ 
Teal  J   C-f  1  c 
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RICE  LAKE 

Ackennan  W  J — f  1  c 
Bergeron   T   C — f  1  c 
Bliss  B  I-f  1  c 
Bowers  E  N— f  c 
Coe  Laurence  S — f  c 
Clark  &  Whitaker— f  c 
De  Jung  Paul — f 
Demarest  J   B — f 
Demers  W  A— f  c 
Frank  &  Polland— f 
Jenson   Oscar — f 
Parodis  V  H— £  c 
Raymond    &    Peterson— 

f  1   c 
Wilz  John    H— f 

RICHLAND    CENTER 
Clark  H  J-f  c 
McCorkle  VV  S— f  c 
Mitchell     A    J— £ 
Pier   A    V— f 
Thomson  C  R— f  1  c 
Wulfing    Geo— £ 

RIPON 

Carter  J  E— f 
Fortnum  A  H— f 
Harger  A  M — f  c 
Homer  G  B — f  c 
Horner  G  F — £  c 
Leper  A  A  &  Co— f  c 
L/le  W  R— f  c 
Mappe  Ralph — £  c 
Steele  Frank  E— f  c 
Suszvcki    F   W— 1 
Thief  Paul— f  c 
Thomas  David — f  c 

RIVER    FALLS 

Ellis   C  R-f 
Fuller   A    E— £ 
Grimm  J  H— f 
Knowles  W  P— f  1  c 
Krauth   Sherman— £ 
Skogmo  G  B— £ 
Spooce  W  G— £ 
Wiger    C   N— £   c 

SAUK  CITY 

Buerki  John  E— f 
Hamberger  Robt — £  1  c 
Hahn  Otto  W— £  c 
Kohn  Alfred— f 
NaflFs  Hugo  &  Henry— f 
Shorer  &  Homuth — ^1 
Theisen   Math— £ 
Williams   Andrew  A — f 

SHARON 

Densmore  F  C— £  c 
Hoard  Ralph— f  c 
Mansfield   Geo   C— £  1  c 
Morgan   J    I— £  c 
Morris    Chas— £  c 
Warren  S  M— £  1  c 

SHEBOYGAN 

Aldag  &  Burhop^f 
Baum  Jos  S — 1 
Behnke  O  C— f  1 
Bcn£ey  Felix— £ 
Ben£ey  Theo— £ 
Bowler  &  Bowler— f 
Clarenbach  E — ^£ 
Detling  &  Detlinff— f 
Fairweather  W  C  &  Son 

— £  1  c 
Giblin    J    M— £   c 
Grasse  L — £  c 
Gucnther  G  H— f  1  c 
Hanson  J  W— £  c 
Heller  Cfeo  Jr— f  I  c 
Hinze  Ernst— f 
Hoppe's  Ins  Agency — fc 
Johann  W  C— t  c 
Keli  Frank — f  c 
Krabosetz  J  O — f 


Lutie  C  F  &  Co— £ 
Lutze  £  Sons  Co— £ 
Lynch  Thos  H — f  c 
Margenau  F  W — f 
Martin  Hugh — ^1  c 
Nagle  Henrv   F— f 
Neuens  H   J — f  c 
Nickel  J  H— £ 
Oehler  Edw  F  &  Co— £ 
Pauly  A   P— £  1  c 
Prescott  A  G — f 
Preussler  Otto — 1  c 
Roenitz  W  C— £  c 
Schafer  N  J— £ 
Schmidt  Geo— £ 
Schrage    Gus— I 
Schulz  Wm    F— £ 
Steimle  John  M— £ 
Stolzenburg  Chas  F — 1  c 
Trilling  Ott  J— £  c 
Vander  Heyden  M  J — 1 
Voight   Chas — i  c 
Voigt  W  A-£  1 
Young  Allen  D — 1 

SHEBOYGAN    FALLS 

Ballschmider  O  D— £  1  c 
Barragar  W  H-£ 
Bauemfeind  J— £ 
Delayan  John— 1  c 
Ehren  j  P— £ 
Little  DeRoy  T— c 
Osthelser  J  P— £ 
Wachter  Clia»— £ 

SHERIDAN  * 
Beartmorc  W  H — £ 

SHULLSBURG 

Fleming  M  J— £ 
Girlech   F— 1 
O'Brien  M  A— £  c 
Williams  John  P— £  c 

SPARTA 

Ady  I  H  &  Co— £  c 
Blyton  W  H  &  Co— f  c 
Dickerson  E  W-£ 
Frazier  &  Maxson — f 
Holden  Fred— £ 
Howard  A  E — 1 
Longwell  &  Jones — £ 
Rice  Z  S— f 

STANLEY 

Allalack   M    £— £ 
Culbcrtson  C  B— £ 
Green  Jess  D— £  1  c 
Gregcrson  Harold — 1 
Halverson  J  B — £  c 
Imbert  Roe — {  c 

STEVEN'S    POINT 

Boyanowski  Leo  A — £ 
Buckingham   Co  W  B — £ 

1  c 
Finch  H  J  &  Co-£  c 
Fisher,  Hanna  &  Cashin 

Haka  John — £ 
Hein  G  W— £  1  c 
Lickteig  Aloysius  M — 1 
Moen    L    P-£ 
Portage  Co  Loan  &  Ab- 
stract Co — £  c 
Seeger  L  J— f  1  c 
Sellers  E  W— £  1  c 
Shippy  Frank — f 
Shumway  W  T— £  1  c 
Simon  son  C  W — £  c 
Van  Hecke  C  E— I 
Wakefield  Geo-£  1  c 

STOUGHTON 

Currier  &  Larson — £  c 
Dow,  Robe  &  Sons— £  c 
Gilbert  A  E-£ 
Hegelmeyer  W   C— f  c 
Hibbard  J  M-f  c 
Huhethcr  H  A-£ 


Lowry  M  Robert — £  c 
Lowry   W   J— £ 
Usher  D  D— £  1 
Wait  B  E-£ 

STURGEON  BAY 

Acher   Ed— f 
Bernhardt  H  O— 1  c 
Door    Co    Abstract    Co — 

£  c 
Fetzer   Henry— c 
Hodges  H   R— 1 
Jcnneyohn   F   B — 1 
Nelson    &    Lawrence— f 
OUinger  John  G — £  1  c 
Peterson  H  L— £ 
Shauer  J  M— 1  c 
Stephenson  C  M — f 

SUPERIOR 

Bardon  J  A— £  c 
I'.ird  C  H  &  Co— £ 
Bradley-Brink  Co — £  c 
Cooke  B  C  Agency— £ 
Crumpton  F  K— £  c 
Eaton  A  S — £ 
Erhart  Charles  A— f 
Finch-Griffin  Co — £  c 
Gilbert  H  W— f 
Hagerman  H  L — £ 
Harper-Shields       Agency 

Hamper  Co  W  F-£ 
Heimbaugh  &   Spring— £ 
Howe  Agency— £ 
Terrard  «  Lcnroot— £ 
Lenroot-Flinn    Agency — f 
Loney  &   Peckham— x   c 
McCabe  Insurance   Agcy 

McCabe  John  M— 1 
McMahon  Agency  The 

Mcintosh  &  Mcintosh — 

£  c 
Mann  R  H— £  c 
Moss  L  J— £  1  c 
Newton  Geo  G  &  Co— £ 
Nye  R  J"  &  Co-£ 
Peyton  B   M— £ 
Rogers-Ruger   Co— £ 
Shields  R  J— f  c 
Stephenson  R  &  Co— £ 
Stratton   Philip  G  &  Co 

Sunderland  &  Ostrander 

— £c 
Tennis  Chas  C  &  Co— c 
Webb  W  H— £ 
West  S  B— f  c 
Wildner  &  Wildner- £ 
Wirtz  J  J— £ 

TOMAH 

Drew    Frank— f 
Fisk  C  W— £ 
Hollister  A  E-£ 
Homermiller  W  C — 1 
McCaul  Thomas— f  c 
McCaul  Wm— f  1   c 
Palmer  Mrs  S  D— £  1  c 
Sowle  H  M-£ 
Vandcll   H    B-£ 
Voswinkel    C  W   D— £ 
Warren  W  W— £  . 

TOMAHAWK 

Floyd  J  H— £ 
Kelly  James — f  I  c 
Macomber  C   E — ^£ 
Olson  A  J— £  1  c 
Seth  Jas  A— f  c 
Sheldon  G  M-£  c 
Werner  F  P— £  c 

TWO  RIVERS 

Dicke  Geo  H— £ 
Geimer  J   A —  £ 
Gloe  Louis  H— f  c 
Gloe  Aug  L— 1 


Klaus  &   Magee— £  1 
Krause  Alvin  M-hE  1  c 
Lohmann  Arthur  H — £  1 
Mueller,  Hamilton   ft  Co 

— £  c 
Ni^uette  Wm — c 
Priegnitz  Wm  A — i  c 
Schmitt  Peter— f 
Schroeder  Frank — 1   c 

VIROQUA 

Dawson  John  &  Co — £  1  c 
Packard  H  E^-£  c 
Powell  &  Dawson — £   c 

WASHBURN 

Axelberg  H  P— £  c 
Clausen  L  N— £  c 
Gray  W— 1 
McDonald   D  A— 1 
Morgan  Geo  F — £ 

WATERFORD 

Noll  Lewis   I^£- 
Sanders    Wm— f 
Starkey    E— f 

WATERTOWN 

Blumen£eld  Charles  R — 1 
Conway  John  G — £ 
Emmerling  C  £^£  1 
Frey  Chas  E^l 
Fuller   Ralph   A— £ 
Groth  G  C— £ 
Hahn  O  C— £ 
Kading   &    Kadinff— £ 
Knick   Louis  A — f 
Knick  Louis  W— f 
Lueck  &  Kumsli — i 
Padolske  Julius — f 
Platz  Alexander  D— £ 
Prentiss  J    F— £ 
Rohr    Max— £ 
Rohr  Wm  H— £ 
Schmutzler    Ferdinand — f 
Schoeckert    &    Haucr — 1 
Siegler  Fred  A— f 
Skinner    Chas    A — £ 
Tanck   Emil— £    c 
Van  Orden — £ 
Voss  W  F— 1 
Wenck   Chas  J— £  1  c 
Wiemann  Ed— f 
Wright  Jr  &  Son— £  c 

WAUKESHA 

Baxter  &  Wright — £ 
Brasted  Chas  £ — ^I  c 
Breese  Richard  P— c 
Brehm  John — f 
Buchanan  J    R — i 
Davis   Will   J— £  c 
DeReraer  V  E— 1 
Douglas  L  E — £  1 
Dunnebeck    &    Lyons— f 
Fen  Ion  Edw  W — ^1 
Findlay  John^-c 
Frame  &   Blackstone — fc 
Eraser  C  J— £  1  c 
Friz   P   L— £  1  c 
Gault  F  H— £ 
Gerkin  G  E— £  c 
Gredler   J   G— 1 
Griesel   John — £ 
Hardy  &  Ryan — £  I  c 
Hartshorn   W— £  e 
Tones  Owen  L — 1 
McCumber  C    E — ^I 
Morey  Robt — 1 
Moses  D  H— f  c 
Newbury   &  Jacobson— e 
Sawyer  Carl  H  Agency 

£  1  c 
Snyder  M  L— f 
Steinert  &   Atkin — f 
Taylor   T   H— c 
Tullar  Hobart  A— 1 
Will  Alex-1 
Winchell   Orrin — c 
I  Zimmermann  D  K — f 
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WAUPACA 

Beardmore   W   H— £ 
Havener  R  J— f  1  c 
Hoist   Pctd^f   c 
TeflFcrs  E  B-i  1 
Johsison  Alfred   &  Sob,— 

f  c 
Lord  Irving  P — f  c 
Nordvi   G   H— f 
Peterson   H   P— f 
Scott  M   B— f  c 
Van  Epps  Mrs   Frances 

-f 

WAUPUN 

Brinkerhoff  J  E— f  1  c 
Butts  L  J— f  1  c 
Cvrtis  H  C-f 
Davison  R  B— f  1 
Ho<^r  C  E— f  c 
Johnson    Fred— f 
Kastein  B— f  1  c 
Kilstofte   F— I 
Merriam  R  C— f 
Mnrrav  James— f 
Oliver    R   Lr-i 
Pautsch  W— f 
Perry  G  E— f 


Sheehan  J  T--f 
TeLinde  G— f 
Tillotson  Mrs  £  A— £ 
Turner  T  N— f  c 
Smith    L   A— f 
Von  Berg  C  W— 1 
Zimmerman  Richarc^f 

WAUSAU 

Alderson  J  C — f 
Albrecht  Wm  Jr— 1 
Bock  A  A-4 
Chartier     Ins     Agencjr — 

f  1  c 
Damon    H    E— f 
French  H  I^-l 
Holub   A— f  c 
Kretlow  E  C— f  1  c 
Manson  J  N— f  1  c 
Meyer  T  O— £  c 
Monehand  A  L — 1 
Montgomery  James — ^1 
Pettric  F— 1 
Ripszinfcki  J— f 
Weik  ayde— 1 
Webster  W  J— 1 
Zimmerman  &  Rowley— 

£  1  c 


WAUWATOSA 

Bradley  H  P-f 
Gridley  L  R— £  c 
Kellogg  Alonzo  F— i 
Mclntyre  R  J— f 
Martin  J   O— f 
Myers  J  0~f 
Smith    Geo  E— f 
Wade  C  G— f 


WEST  BEND 

Bratz   Leo—l 
Bratz  W  C— £  c 
Bucklio  F— f 
Kuechenmeister    G    A— f 
Leins  C   F— f  1 
Mooers  C  P — f 
O'Meara  Jos— f  1  c 
Thielmann  Anton — f  c 
Wagner  A  M— f  1  c 
Ziegler  B  C-f  1  c 

WHITEWATER 

Buckley   B— £ 
Burton   James   B— £ 
Cass  E  T— £ 
Dust  Bishop— £ 


Fisk  S  C— f  1 

Hamilton — £ 

Henderson  J   F  &  N   R 

-£  1  c 
Henderson  Roy  N — f  1  c 
Kiscr  F  C— f 
Kiser  F  H-f  c 
Larkins  A— I 
McMillen— £ 
Pope  A— 1 
Rogers  Earl — £  1  c 
Taft   S   L— 1 
Tubbe   A   H— £ 
Ralph  W  A— £ 
Uttcs  C  B-£ 
Warner  D  T— f 
Wheeler  &  Tratt— £ 
Williams  Chas— £ 

WINNECONNE 

Halversen   Carl — 1 
Houneman  F  H — £ 
Hughes  C  W— f 
Lund   L— f 
Miller  A  L— £ 
Riley  H  C—f  c 
Russell  C  A— f  c 
White  M  F-1 


WYOMING 


BUFFALO 

Clark  Alvin  T— f 
Cochran  S  B— £ 
Eder  E  O— £ 
Longworthy  S  C— £  X 
Watkins  R  0-£ 
Wyoming  Loan  ft  Tmat 
Co— £  c 

CASPER 

Bailey  Wm— £ 
Barnes  J  B— £ 
Bartholemew      Pettois 

Agcy— £  1   c 
Berry  F  D— £ 
Bryan   Chester — £ 
Bury  J  H-£  1  c 
Greene  W  H-£ 
Nclsoo  Geo  B— £  1  c 
Scherck  Ben   F— £  1  c 
Scott  J  T-£ 
Shipp  Richard  E— f 
Wheeler  M  P— £  1  c 
Wilson   W   O— £ 

CHEYENNE 

Bailey  Charles  W— £  1 
Barksdale  D    C—1 
Bond  W  C  ft  Co— f  c 
Bruner  J  W  &  Son— f  c 
Carey  C  D — f 
Chapman   Mark  A— £  1 
Covert  ft  Covert— 1 
Crain   H— 1 
Cremer  C  W— 1 
Edwards  A  H — 1 
Edwards   &   Rippey — I 
Edwards  M  W— 1 
Forbes  F  J — 1 
Gill   D  W— £  c 
Kabis  I^-f 


Kennedy  T 
Kline  M  A— c 
Larsh  W  L-1 
Mclnemey    &    Conway — 

£  1  c 
Mallin    C    F— c 
Park    Cyril— 1 
Reich  Chas  M— 1 
Ren£ro  J  F— £  1 
Riner  C  W  &  Co— £  1  c 
Scott  D  M— 1 
Scott  J  N— 1 
Shoemaker  D  T— 1 
Sie£ken  R  H— 1 
Stough  -  Vinoent     Ins 

Agcy— 1  c 
Taylor  &  Co — f 
Tucker  W  L-1 
Warner  W  B— c 
Williams  A  O— c 
Wilson  F  E— f 

DOUGLAS 

Anderson  H  C — £ 
Bonn  &  Collins — f  c 
Brown  C  O— £ 
Dateman  &  O'Brien — f  c. 
Devine  H  J — £  c 
Knittle  F  S-£ 
Maurer  Chas  F — £ 
Mecum  W  F— f 
Miller  Henry  C— £ 
Rowley  T  C— c 
Stansbury  Wm  M— £ 
Willis  C  A— £ 
Winslow  Wm  I— £ 
Zimmerman  C  D — f 

EVANSTON 

Beeman  ft  Cashin  Mer* 
cantile  Co— £ 
♦  Dawson    I— £ 


Evanston  National  Bank 

— £ 
First    National    Bank   o£ 

Evanston — I 
Gnnnell  Charles— £ 
Hatten  Jesse-^ 
Isherwood  M  W— £  1  c 
Meyers  Leo  W— £ 
Nisbet  Alexander— £  1 
Pugh  Wm— f 

GREEN  RIVER 

Chrisman  Jas  A — £ 
Dnnkowski  S — £ 
Dumm  W  I— f  c 
First  National  Bank — f  c 
Gaensslen  E  A  — t 
Gravelle  G  G— £ 
Hopkins  D — ^f 
Kephart  J  T— f  1 
Morris   State    Bank— £  c 
Peters  E  E— f 
Rogers  Wm — £ 

LANDER 

Amoretti  &  Firestone — £  c 

Earl    Fred— £ 

Fourt    E   H— £ 

Sharp  J  H  &  Co— £  1  c 

Spriggs  John  T— £ 

StacK  Gerald  A— f  1  c 

LARAMIE 

Butler  H  R— £  c 
Campbell  Geo  A— 1 
Fitch   E   E— £  c 
Fitch  R  E— £  1  c 
Hayes  W  H— f  1  c 
Herrick  D  0—1 
Hunt  &  Campbell— f  c 
Hynds  Hugh—f  1 
Roach    H   N— f 


Shoemaker  G  U — £  1  c 
Symons  J  H — £ 
Tegner  C  M— £ 


NEW  CASTLE 

Cooper  F   R— f 
Faklcr  David— £ 
Kugland  Carl— £   1   c 
Sedgwick   Jno — £    1    c 

RAWLINS 

Bennett  J  A— f 
Boyce  Chas  B— £  1 
Breitenstein   H — £ 
Buchanan  J  E — £  1  c 
France  Homer  A— £ 
Friend  J  C—f 
Greig   Robert — 1  c 
Mcintosh  ft  Doty^£ 
McMicken  A — f 
Magor  R  A— £ 
MerrcU    Gertrude   H-rfc 
Paulsow  Paul — f 
Rasmusson  H — f 
Reid  WiU-£ 
Rumsey  Jas  M— £ 
Schalk  Louis-£ 
Thode  A  F— f 
Wallace  E  A— f 
Zingsheim  Rudolph — £ 

ROCK  SPRINGS 

Armstrong  L  E— f 
Boyer  J  P— 1  c 
Kendall  &  Boyer— £  c  ' 
Tohnstone  John — 1 
McCurtain  A  L — 1  c 
Smith   Burt— £  1  c 
Van  Dusen  ft  Murphy— 
£c 
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DEPENDENCIES  OF  THE  UNITED  STATES 

HAWAII 


HILO 

First  Trust  Co  Ltd— f  I  c 
Hawaiian  Ins  &  Guar  Co 

Ltd— f  1  c 
Kilo  Mercantil  Co  Ltd— f 
Lyman  &  Watson — f  1  c 
Patten  H  V— f  1  c 
Spinola  M.  de  F — f  1  c 

HONOLULU 

Alexander   &   Baldwin 

Ltd-f 
Bishop    Insurance    Agcy 

Ltd— f  1  c 
Bolte  C—f 

Brewer  C  &  Co  Ltd— f 
Cartwrigbt  Bruce — f  I  c 
Castle  &  Cooke  Ltd— f  1 
Davies  Thee  H  &  Co  Ltd 

-f 
Dillingham  The  B  F  Co 


Dowsett  J  M— £ 

First   Trust    Co    of   HUo 

The   Ltd— f 
Gillman  J  A— f 
Guardian    Trust    Co    Ltd 

-f 
Hawaiian   Trust   Co   Ltd 

-f 
Hackfeld  H  &  Co  Ltd— f 
Hoffschlarger  Co  Ltd— f 
Island  Investment  Co 

Ltd-f 
MacFarlanc  F  W— f 
Motoshige  W— f 
Pratt  Jas  W— f 
Trent  Trust  Co  Ltd— f 
Von   Hamm- Young  Co 

The  Ltd— f 
Von  Holt  H  M— f 

Walker  J  S— f 
Waterhouse    Co    The 
Ltd-f 


Waterhouse   Trust   Co 
Henry  Ltd— f 

KAUAI 

Bishop  &    Co—f  1   c 
Hofgaard   C  B— f  I  c 

LAHAINA 
Lufkin  C  D— t  1  c 

OAHU 

Alexander    &    Baldwin*— 

f  c 
Bishop  Ins  Agency— f  1  c 
Bolte  C—f 

Brewer  C  &  Co  Ltd — ^f 
Cartwright  Bruce — ^f  c 
Cart  Wright     Bruce     Jr— 

f  1  c 
Castle  &  Cooke— f  1 
Dayies  Theo  H  &  Co— 

f  c 


Dillingham  B  F  Co—f  1 
Dowsett  J  M— f 
Duisenberg  &  Co—f 
Gilman  J  A— f 
Guardian  Trust  Co  Ltd— 

f 
Hackfield  H  ft  Co-f 
Hawaiian  Trust  Co— flc 
Hoffschlaeger  Co  Ltd~f 
Macfarlane  F  W— f 
Motoshige  W-f 
Schaefer  F  A  ft  Co-f 
The    First   Trust    Co  of 

Hilo  Ltd— f  1  c 
The  Waterhouse  Co  Ltd 

— f 
Trent  Trust  Co—f  1  c 
Von  Hamm- Young  Co-^ 
Von  Holt  H  M— f 
Waterhouse  Henr}*  Trust 

Co  Ltd-f  1  c 
Wolters  W— f 


PHILIPPINE    ISLANDS 


MIANILA 

Andrews  ft  Co 
444   San   Vincente 

Behn,  Meyer  &  Co 
114  Anloague 

Bromfield  J   F 

Laek  &  Davis  Bldg 

Elser  £  £ 

Kneedler  Bldg 

Findlay,     Richardson     & 
Co 

10  Juan  Luna 


Forbes  Munn  &  Co 

48  Dayid  Bin 

Froelich  ft  Kuttner 

82  Anloague 

Germann  &  Co 

187   S  Jacinto 

Hermanos  Fernandez 

6   £scolta 

Ker  ft  Co 

7  San  Gabriel  Bin 

Kuenzle  ft  Streiff 

48  David 


Lutz  &  Co 

69   Anloague   Bin 
Madeod  &  Co 

Chaco  Bldg 
Macondray  ft  Co 

18  P  Cervantes 

Meerkamp  ft  Co 
227  MueUe  del  la  Reina 

Northcutt   Co   Inc 

Cosmopolitan    Bldg 

Pacific    Commercial    Co 
31  Plaza  Moraga 


Rosenthal    Leon 

Kneedler   Bldg 
Smith,  Bell  ft  Co 

2  Carenero  Bin 
Stevenson  W  F  ft  Co 

828  MueUe  del  Rey 
Struckmann    ft   Co 

OS  San  Vicente  Bin 
Tuason  J  M  ft  Co 

106  Carriedo  Quiapo 
Warner,   Barnes  ft  Co 

7   Carenero 
Wise  &  Co 

100   Anloague 


PORTO   RICO 


AGUADILLA 

Sanders,    Philip    &    Co. 

f  1  c 
Silva  Jorge— f 

CABO  RAJO 

MoQtalso   Col  berg    £Iias 


CAROLINA 

Modesto»  Ortiz  &  Marti* 
nez— f 

COAMO 
Rivera  Manuel  A — f 


HUMACAO 
Narciso  Baas6^f 

MAYAGUEZ 

Cintron  D  E  S  en  Co—f 
FriUe,  Lundt  ft  Co  Suets 

-£  1  c 
Moral  ft  Co  S  en  Co—f 
Quinones  Tomas— f 
Ramos  ft  Suarez— f 
Succs  de   Frontera   S  en 

Co—f 

PONCE 

Cortada  Ramon  &  Co — ^f 


Fritse,  Lundt  ft  Co  Succt 

— f  1 
MarianI  X— f 
Toro  Manuel  A— f  1 
Wantzelius  Oliver  ft  Co 


SAN  JUAN 

Besosa    Harry  F— c 
Finlay  Waymouth  ft  Lee 

Inc-f 
Fritze  Lundt  &  Co  Sues 

— f  c 
Gandia  ft  Stubbee— f  I 
Hartzell   Chas — c 
Korber  &   Co — f  1  c 


Ochoa  J   ft  Herntano— f 
Sanchez    Morales    &    Co 
— £ 

Silva   J   T   ft    Co    Sncrs 

— f  c 

Sobrinos    de    £xquiaga^ 
f  c 

Vcre   Chas-« 

VUlar  ft   Co-£    c 

Wclty  Frank  M— c 


CUBA 

HAVANA 
Davis  Norman  H — ^f 
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Dominion  of  Canada 


PARKES,  McVITTIE  &  SHAW 

INSURANCE  BROKERS 
31  SCOTT  STREET  TORONTO,  CANADA 


GENERAL  AGENTS 

Royal  Insurance  Co.,  Limited 
Continental  Insurance  Co. 
Westchester  Fire  Insurance  Co. 
Hudson  Bay  Insurance  Co. 
Queen  Insurance  Co.  of  America 


EVERY  FACILITY   FOR   PLACING   BROKERAGE  BUSINESS 


CALGARY 

AckUnd  W  A— c 
Ardem  Wm — 1 
Banks  F  C— f 
Blow  W  R  ft  Co-^ 
Bull  J  E— f 
Campbell    Sc   Tait,    Ltd— 

Can-  A  H  ft  Co— f 

Caasie  W  M— f 

Clapp,  Anderson  & 
Greagen — ^f 

Cleave  &  Ncre— f  c 

Compton  F  S— I 

Commonwcaltli  Trust  Co 
Ltd— t 

Consolidated  BIdff  &  In- 
vestment Co— r 

Crandell  E  H— f 
I>agg  &  White-f 
Darker  R  A— 1 
Davidson  &  Rees— f 
Gilfoy   &   Miller  Ins 

Agency-^ 
Graveley  V  B  ft  C— f  c 
Harris  F  W— 1 
Homibrook,  Whittemore 

&  Allan— fc 
HuddcU  ft  Patterson— f 


ALBERTA 


Hull  W  R  ft  Co— f 
Immigration  Agency — f 
Imperial  Fin  Corpn  of 

Canada  Ltd— t 
Ins  ft  Gen  Agcy  Ltd— f 
Irvine  J  A  ft  Co— f 
Keith /w—1 
Keith-Mills  Agency — f 
Kilbourn  F  A— f 
Lamont  A  D — c 
Longhead   &   Taylor   Ltd 

— f  c 
Lott  &  Co  Ltd— ^  c 
Lowes   F   C    Ins   Undrs, 

Ltd-f    c 
McAllister  J — c 
McCutcheon   A  W—1 
MacDonald  Frank— 1 
MacDonald  H  B  Co— £  c 
McTccr   A— 1 
McQueen  C  P— 1 
Mapson  F  W  &  Co— f  1  c 
Mason   &   McNeill,   Ltd 

— f  c 
Mayhcw  R  W  ft  Co— f 
Middleton  Hal  E— f  c 
Motley  H  H— f  c 
National   Securties,   Ltd 

— £ 


Newton  &  Nowers — f 
Xiblock  ft  Tull— f 
Nunnemaker  F — 1 
Ogilvie  F  A— 1 
Oldfield,   Kirby  &  Gard- 
ner—£ 
Page  Geo  H— 1 
Pascoe  J  B — 1 
Pealer  F  E— 1 
Robinson  Geo  A  — ^1 
Robertson  ft  Carlile— -f 
Rodwell  Geo  E— c 
Rogers  &  Wright— £ 
Rosa  J  P— 1 
Scott  W  E— I 
Security  Trust  Co — f 
Skinner  T  J  S  Co  Ltd— 

Sull?van  W  J— 1 
Tavender  ft  Weir— f 
Tisdale  O  E— £ 
Toole.    Pcet    &   Co,   Ltd 

-£  1  c 
Trusts  ft  Guarantee  Co 

Ltd— f 
Waterbury  ft  Bilton— 1 
Whitaker,  Anderson  & 

Co   Ltd— < 
Whitney    W— 1  c 


Whitley   &   Redding— £ 
Wintemute  P  A — ^1 
Withrow  E   P— £c 

LETHBRIDGE 
Alberta    Securities    Ltd— 

f  1 
Blackburn  A  J  &  Co— £ 

Ic 
Bowman  C  B  Agcy— f  1  c 
British    Canadian    Trust 

Co— f 
Dowsley-Mulhern  Land 

Co— £ 
Gibons  R  V  ft  Co— f  1 
Iowa- Alberta  Land  Co — f 
Macbeth    H— £ 
Peat  N  B  ft  Co— £  1  c 
Ripley  L  S  &  Co— £ 
Weber  ft  Huff  Land   Co 

— f 
Wilson  ft  Skeith— £ 

MACLEOD 

Campbell  D  J— f  1  c 
Hilliard  R  H— £  1 

K  A  Y i  1  c 

Mathews  R  G— £lc 
Scougall   G   H— £1 


BRITISH   COLUMBIA 


CHILLIWACK 

Aahwell  J  H— f 
Bent  H  Howe— I 
Bonnycastle    H — £  1 
Cawley  &  Carmichael — f  c 
Deusterhoe£t  Wm— £  1  c 
Hart  F  I  &  Co— £  1  c 
McGarvm  G  N— f  1 
Maynard  John— £ 
Pclly  j-£ 
Rose  W  A— £ 
Wilkinson  J  H— 1  c 

KAMLOOPS 

Kamloops  Trust  Co— £lc 
MacMillan  A  C-flc 
Robinson  J  T— f  1  c 
Rowlands  D  W-4  1  c 
Strutt  &  Nash— £c 
Tripp  A— £lc 
Wood  E  S-£  1 


NANAIMO 

Greaves  W  &  Co— f 
Hodgson  W— £ 
McWilliam  J  H— £ 
Martindale  ft  Bate- 
Potts   B— f 
Shakespeare  E — f  1 
Warne  W— f 


NELSON 

Allen  W  R— £lc 
Appleyard  C  W— £  1  c 
Bir«d  H  ft  M— f  1 
Blackwood  C  D— f  1  c 
Dill  H  E— £  1 
Hunter  G  A— £  1  c 
McFarland  D  A— f  1  c 
McHardy  C  F— £  1  c 
McQuarrie  ft   Robertson 
— f  1  c 


St    Denis   ft   Lawrence— 

f  1  c 
Steel  J  R— £  1  c 
Wolvcrton  N— f  1  c 

NEW    WESTMINSTER 

B  C  Trust  Co  Ltd— f 
British    North    America 

Securities  Corp  Ltd— f 
Casselman  B  F — ^1 
Chesterfield  E  J— 1 
Edmonds  W  F— f 
English  &  Brown— £ 
Gray   ft   Gilchrist— f 
Greame  E  A — f 
Hart  F  T  ft  Co— f  1  c 
Hepworth  Ins  Agcy^— t  1  c 
Tohnston  J  J 
Wellington    ft    Hanry— £ 
McLeod  A  W-f 
Malins,  Coulthard  ft  Coy 


Major  &  Savage— f 
Smith  ft  Hutton— £  1  c 
Westminster  Trust  Co 
Ltd— £  c 

VANCOUVER 

Baufield  J  J— £ 
Bell-Irving  H  &  Co— £  c 
Breeze  J  D— £  1  c 
Burnett  ft  Son — £ 
Ceperlcy  ft  Rouns£ell — £ 
Charleston  Percy — c 
Evans  J   E— 1 
Faulkner  S  G— 1 
Ferric  W  B— 1 
Hopc-Graveley  &  Co — f 
Home  A  P— £ 
Kerr  J  W—1 
Macaulay  &  Nicolls — f  c 
MacGowan  &  Co — £  c 
McGregor  D  C— £  c 


B-222 


INSURANCE     AGENTS— BRITISH  COLUMBIA— MANITOBA. 


B.  C. — Vancouver,  Con. 

Mahon    McFarland    & 

Mahon — f 
Prudential  Trust  Co  Ltd 

— f  c 
Richards  ft  Akroyd — f 
Robertson  &  Mackenzie 

Ltd— f  c 
Scott  A  J 
Twisa  T  W— 1 
Ward  Robert  ft  Co  Ltd 

— f  c 


VICTORIA 

Baird  S  A  Esq— f  1 
Bridgman  A  W  Ltd— £  1 
B  A  Trust  Co  Ltd — f  c 
Benson  ft  Winslow — f 
B   C  Land  ft  Inv  Agcy 

Ltd— f 
Brown  P  R— f  c 


Bullen  ft  Jamieson — f  1  c 
Cameron   Inv   &   Sec    Co 

— f 
Canada  West  Loan  Co — f 
Clarke  R  W— f 
Coast  Bldrs  ft  Brks— f 
Coles  Arthur — f  1  c 
Conyers  L  U  &  Co — f  c 
Cox  &  Saunders— f 
Cree  A  H— f 
Crompton  R  W  &  Co— f  1 
Cross  C  T  &  Co— f 
Currie  ft  Power— f  1  c 
Dalby  &  Lawson — f 
Day  R  S — f  c 
Dougall  F  J  C— f 
Duck  ft  Johnston— f  1 
Elliott  J  G— f  c 
Empire  Realty  Co — £ 
Findlay.   Durham  ft  Bro* 

die  Ltd— f  c 
George  A  ft   Co— f  c 
Green  ft  Burdick   Bros— 

f   1  c 


Gillespie,  Hart  ft  Todd— 

f  1  c 
Globe  Agencies — f  1 
Hackett  J   I^-l 
Hall  Richard— f  I  c 
Hart  F  J  ft  Co— f 
Heisterman,    Forman    & 

Co — ^f 
Island  Inv  Co— f 
Johnson  E  M — ^f 
Jones  A  W  Ltd— f 
Kilner  F  L— f 
King  Bros — £  c 
Kinsman  J  E — f  I  c 
Kingham  Jos  &  Coi — f 
Lee  ft  Fraser — £  1  c 
Leeming   Bros — f 
Lloyd,   Young   &   Russell 

Mackay  T  O — f 
Mackay   &   Gillespie — f 
McGregor  J  S  ft  Co— f  1  c 
McPherson-Fullerton 
Bros— f  c 


Malet  A  D  ft  Co— £ 
Mann  C  S— £ 
Merchants    Finance   & 

Trading  Co — f 
Miller  rf^D  ft  Co— £  1 
Monteith  Wm  ft  Co— f 
Mowat  Geo  N— f 
Oddy  B  S— f  1 
Payne  ft  Pitts— f 
Pemberton  ft  Son — f  1 
Rithet  R  P  ft  Co— f  1 
Swinerton  ft  Musgrove— 

f  1 
Thompson  W  F  H— £  1 
Trackseli,  Douglas  &  Co 

Ltd— f  c 
Trust  Co  of  Vic— £ 
Turner,   Beeton   &  Co— f 
Western    Dom    Lands  & 

Inv  Co— f 
White  E  O  ft  Sons— £ 
WiUon  J  K— £  c 
Winch  R  V  ft  Co— f  I  c 
Wise  ft  Co— £ 
Wiseman  V  O— £ 


MANITOBA 


BRANDON 

Baclay  E  J— f  1 
Bevendge  J  B— f  c 
Canadian   Guarantee 

Trust   Co— f  I  c 
Currie  Wm  J— £  c 
Daw  Ed— fl 
Evans  Coleman — 1 
Ha  r wood  O  L— £  I 
Irwin  A  R— £  1 
Nuecume   M  "E—i 
Robinson  I  W— £c 
Scott  D  H  &  Son— £  1  c 
Skynner  H  J — £ 

CARBERRY 

Balfour  W  C  ft  Co— f  1  c 
Barrett  G — f 
Hooper  H — f  c 
Neilson  J  M— £ 

PORTAGE  LA 
PRAIRIE 

Ecattie  Geo  J— £  c 
Garrioch  W  S— f 
Hannah*  H — f  c 
Heath  C— f  1  c 
Lamont  T  H — f 
Metcalfe  ft  Burley— £ 
Metcalf  ft  Son— f 


Montgomery  T  A — f  1  c 
Newman  Jos— £ 
O'Brien  John— £  c 
Pratt  R  B  M— f 
Remey  L — ^f  c 
Smith  H  J  J-flc 
Souch  E  A— f 
Tait  W  W  J— f  1  c 

WAWANESA 

Atkinson  &  Fenwick-^£  1 
Stady  Chas  E— f  1  c 
Sweeney  Jas — f 

WINNIPEG 

Allan,    Killam   &   McKay 

— f  1  c 
Andrews  H  B — 1 
Baker  E  S— 1 
Billett  T  R— f 
Black-Irish  Ltd— f 
Blakely  Dr  E  A— 1 
Brown-Clark  Agency — f 
Brydges  &  Waugh  Ltd— 

Burch  R  E — c 
Campbell  A  McT— I 
Carruthers  Ins  Agcy — f 
Christie  ft  Co  W  J— f 
Clarke  F  A— 1   c 


Conrad  T  F— 1 

Cornel  S  W— 1 

Cote  J    B— 1 

Day,  rettigrew  ft  Martin 

— f 
Dickson  J  J — 1 
EndertonCHft   Co— f  c 
Foster  F  K— f 
Gardner  John  B — ^1 
Grant  J   R— 1 
Hadden  John — 1 
Harris  &  Chisholm — f  c 
Harvey  Wm— 1 
Hawkins  W  E— f 
Hines  J  H— f 
Ins  &  Gen  Agcy  Ltd — f  c 
Irish  A  D— 1 
Kendall  J   T— 1 
Killer   Casper — 1 
Lake  A — c 

Lawson    R   &   Co— £  c 
Lewis  T  L  L — ^1 
I^rd  J  W— f 
I^vell  G  S— 1 
McAllister- Miss  M  D— 1 
McBride  William— 1 
McCush   R  G— 1 
McDonald  D— 1 

Macdonald  R  C— 1 
Macdonald  W  E — ^I 
Maclntyre  A  E — 1 


MacKenzie  Wm — 1 
McKinnon  P  D— 1 
Meicklejohn  H  J— 1 
Miner  G  H— 1 
MitcheU  S  H— 1 
Morgan  J  G — 1 
Murdoch  Andrew — ^1 
Oldfield,   Kirby   &  Gard- 
ner— ^f  c 
Osier,  Hammond  ft  Nan- 

ncr — f  c 
Pace   &   Harrison  Ltd— I 
Reid  A— 1 

Robb  Miss  Annie— 1 
Roberts  J  J— 1  c 
Robertson  K  S — ^1 
Robinson  ft  Black — £  c 
Ryan  Agency  Ltd — fc 
Scrimes  W  W— f 
Smith  Agencies  Ltd— fc 
Smith-Fess  Agency— fc 
Stewart  J  W  W— 1 
Sweatman  W  P— 1 
Taylor  E  A— 1 
Tassic  W  O— 1 
Western  Underwritcrt— f 
White  W  H— 1 
Wilkox  W  J— £ 
WilUams-Ramey  O^f 
Winnipeg  Ins  and  Vessel 
Agency — ^f 


NEW  BRUNSWICK 


BATHURST 

Gilbert  Geo  G— f  1 

Johnston  D  T— f 
lackay  E  P— f  1  c 
Mullins  B  C— 1 
Melanson  S  J — f 
Veniot  P  J — c 

BLACKVILLE 

Beau  Simon — f  1 
Layton  J  A — f 
McCarthy  M  J— f 

CAMPBELLTON 

Adams   A    G— { 1 
Alexander  Chas  A — f  c 
Anderson  F  M— f 
Andrew  A  A — f 
Belleilsle  A  C-f  1 
Carr   H   A— f  1   c 
Firth  D  C-f  1 


Kelly  M  A— flc 
Lingley  S  H-f 
Shannon  P  M— f  1  c 
Shives   R  K— f  1  c 
Yorsten  W— f  1 

CHATHAM 

Connors  Jas  F— f  1  c 
Donovan  T — I 
Flannagan  J — ^f 
Haley  M  F— f  1 
Logffie  Dr  W  S-fl 
MacKenzie  J  B  D  F— 1 
Mesereau  I  W  Y— f 
Miller  Mrs  Fannie— f 
Murray  R — f  c 
Snowball  W  B— f 
Tweedie  F  M— f 

FREDERICTON 

Bliss   F   St  John— f 
Gregory  A  J— f 


Hooper  W  S-f  c 
McLellan   R  W— f 
Morrison  Luke— f  c 
Porter  W— f 
Ranford  Thomas— f  1  c 
Wilkinson  T  S-l  1  c 

MONCTON 

Biggar  Roy— 1 
Buchanan   H — c 
Card  C  T 
Connolly  John — I  c 
Cormier  L — ^1 
Dayton  F  M— f  1  c 
(jirouard   Ed — f  1 
Heine  R  W— f 
Hcwson  R  W— f 
Jones  A  H— 1 
Jones   M   B— f  1  c 
Tones   H  B— f  1  c 
Jones  W  G — f  1  c 


Knight  J  M-f 
Lc Blanc  Melase— 1 

■  McCormick  M  C— fl 
McLellan  A  M-f  1  c 

•  Mackay  J — ^l 

■  McCully   F  A-f 

j  McWilliams  G  A-I 
Magee  J   S— f 
Masters   &  Snow— f  1  c 
Read  L  B  Ltd— f  1  c 
Reilley  E  A-1 
Robinson  C  W— f 
Sweeney  F  J — ( 
Weldon  ft  Pippey-flc 
Wilson  W  L-flc 

NEWCASTLE 

Call  Byron  M— f 
Cre^han  J  I>-{ 
Davidion  A  A— f 
Davidson  Tames  W*-^  ^  ^ 
Lawlor  J  K— f 


INSURAN'CE     AGENTS— NOVA     SCOTIA. 


B-223 


Undon  J  £  T— f  1  c 
McCnrdy  A  £-4 
Morriuey    Charlet^ 
Nicholson  Osbnrzi-^  1 
Whalen  T  H-f 
Williston  £  P-i 

REXTON 
Jardine  Jame*— >I 

SACKVILLE 

Allison  J  F— I 

Ayer  A  A— f  1  c 

Copp  A  B — f 

Murra/  Thoa— f 

Powell.   Bennett  &  Trites 

San^ster  J  W— f 
WUson   F  J-flc 

ST.  ANDREWS 

Cockburn  M   N— f 
Gardner  &  Doon — i 
Grimmer  F  H— f  1  c 
Lamb  G  H— f 
Stuart  R  A— f 

ST.  GEORGE 

Cawley  F  M— f  1 
Cross  &  O'NeiU— f 
CroB  R  A— f  1 
Dewar   H  Vaushan — f 
Herron   Alex — I 
McDongall  John  M— f 
0*NeiU  E  J— f 


ST.   JOHN 

Adams  A  W— c 
Armstrong  &  Bruce — I 
Bel/ea  C  H— f 
Blair  Andrew— c 
Bonnell  F  S— 1 
Burley  Alfred  &  Co— f  c 
Cannell  Hugh— 1 
Church  Roy  P— £ 
Clinch  Peter— f 
Corfidd  W  W— f 
Currie  Wm— 1 
Cowie  &  Edwards— f 
Fairweather  A  C  &  Sons 

-f  c 
Fairweather  F  R— £  c 
Fairweather    Geo    £    & 

Son— f 
Farris  F   S— 1 
Frink  R  W  W— £ 
Garrie  F  G  B— 1 
Grant  J  M  &  C  W  Hope 

,  Hall   &    Fairwcathers— f 
!  Hewitson  F  W-l 

Howard  Percy   E — f 

Ingram  W  J— c 

Jarvis  C  E  L  &  Son— f  c 

Jarvis  &  Whitakei^f 

Sanris  Wm  M-f 
ordan  Gilbert— 1 
ang  J  H-1 

Knowfton   &  Gilchrist— f 
Lawlor  J  W  V— 1 
Lockhart  &  Ritchie— f  c 


g 


Lowe  L  J— 1 
MacDonald  C  A— 1  c 
McLean  F  C— 1 
McLean  H  H— f 
Machum  ft  Foster— I 
Machum  A  J— 1 
Machum  The  E  R  Co— 

f  1  c 
Merritt  G  W— 1 
Nixon  &  McLellan — f  c 
Otty  George  O  D— f 
Owens  C  A— 1 
Parker   Geo    W— 1 
Percy  J   K— I 
Peters  A  W— 1 

ueen  J  M— f  1 

itchie  A  C — ^f 
Robertson  H  W— I 
Robinson  T  B  ft  H  B— 

f  1  c 
Scammell  Cbas  S— 1 
SippieU  £  M— f  1 
SipprcU  Roy— 1 
Sturdce  £  T  C— c 
Sullivan  J  Fred— c 
Thomson  Wm  Co— f  c 
Tilley  &  Conlon— f 
Titus  W  W— 1 
Vroom  &  Arnold — f 
White  ft  CaUdn-of 


ST.    MARTINS 

Cochran  F  M— f  1  c 
Love  Robert  Allen— I 
Skillen  W  £-i 


ST.  STEPHEN 

Clarke  G  J— f  1 
Flewelling  T  M — ^f  1  c 
Hill  Henry  E— 1 
HysUp  E-f 
Inches  W  W— 1 
Mills  N  M— f 
Mtirchie  Howard— f  1  c 
Richardson  J  W — 1  c 
Rose  F  E— f 
WhiUock  Julius  T— f  1  c 


WOODSTOCK 

Arnold  Guy — 1  c 
Balmain  Wm — f  1  c 
Bourne  H  W— f 
Boyer  F  W— f  1  c 
Guff  J  H— £  c 
Comben   Charles — f  1  c 
Connell  £  K— f 
Dibblee    &    Augheton- 

£  1  c 
Grant   H   L— 1 
Gray  Geo — 1 
HarUey  TC— £  1 
Tordon   C   t) — £  1 
Lindsay  John  A — £ 
Marsten  P  S— £  1  c 
Mooers  I  L — ^I 
Noble  B  N— £  1 
Parsons  S  J — £ 
Stairs  J  H— £  1  c 
Vince  E  R— f 
Young  L  E — £ 


NOVA  SCOTIA 


ANNAPOUS 

Atlee  A  E-f  1 
Corbitt   G  £— f 
Hardwick  G  B— f 
H«rria  F  W-l  1  c 
Hawksworth  G  A— f 
Kins  A  M— { 
McDormand  M  C— f 
Owen  J  M— f 
Pickles  F  W-f 
Rnnciman  T  H— f 
Wliitman  F  C-f 

ANTIGONISH 

Chialiolm  D  C-1 
Chrisholm  A  D— f 
Gerrier  £  L— f  1 
Gn^Btt  R  R— s 
Harris  C  E-f  1  c 
McFhee  F  H-f 
Trotter  F  R— I 
Whidden  C  Edgai^-i  1 

DIGBY 

Collins  £  H— 1 
Daley  J— £  c 
Dennison  H  L—f 
Dillon  A  J-f 
Tones  O  C— c 
Kichols  F  W— £ 
Peters   G  H-I 
Sprout  D  &  O— £ 
Taylor  T  A— £ 
Van    Blarcon  W  E— f 


HALIFAX 

Bell    AT  &  Co-f  c 
Brown  R  P— 1 
Cranston  W  D— c 
Crosby  H  S-1 
Currcn  Hart  &  Co  Ltd- 

c 
Dale    &   Co— fc 
Daly   &  Corbctt— £c 
Elliott  Roy— £ 
Evans  C  A— £ 
Faulkner  &  Co— £c 
Fraser  &  Co  G  £— £  c 


Gass  J  C— 1 
Goudge  T— f 
Grant,  Oxley  &  Co— £  1  c 
Gunning  C  W— £  I 
Hayden  F  P— 1 
Hebb  W  E^lc 
Hewat  W  R  C— 1 
Ives  Chas  K — 1 
Tack  A  M  &  Son— £  c 
Lynch  G  J — £ 
McDuff  J  1^1 
Mclnnes  W  R  &  Co— f 
McLarren  H  R— 1 
McLennan  M  C — 1 
Merlin  R  F-c 
Nichols  G  E  £— £ 
Quinn  F  P— 1 
Rainnie  &  Keator— £  c 
Ronnan  F  P— c 
Saunders  &  Duffus— £  c 
Shortt   Alfred— £lc 
Strachan  J— c 
Streddcr  J  C— 1 
Thompson »  Adams  &  Co 

Ltd— f  c 
Thompson  W  J  G — £ 
Ward  H  S-1 
Wilson  J  T— 1 
Wvide  &   McFatridge 
I     Ltd-f  c 


NEW  GLASGOW 

DouU  John— £ 
Fitzpatrick  H  K-£ 
Fraser  Stanley — ^f 
Graham  R  H— f 
Jennison  H  V — ^f 
Kay  Daniel  R— 1 
McDonald   J   Ed— £  1  c 
McGillivray    Miss    Jessie 
£       -£  1 

McGregor  P  A^ 
McKay  Rod  G— £ 
McKenzie  W  'F— f  c 
McPherson  Kenneth— 1 
McQuarrie  Wm — 1  c 
Pettis  Fred— 1 
I  Smith  Sydney— 1 


Sinclair  J  H— f  c 
Sutherland   H  T— £ 
Wilson  James  T— I 

PICTOU 

Cameron  D  A— 1  c 
Dickson  W  A— £ 
Fraser  Wm— f  c 
Ives    Chas   W— £  c 
Ives  Wclsford— I 
Lofl»n  David— 1 
McDougall    Alex— £  1  c 
Ptiest  J  W-f 
Primrose  Bros — £ 
Tanner  Charles  E— £ 
Tanner  W  F-^ 

SPRINGHILL 

McLeod  Daniel — £ 
Murray  R  B— £  1  c 
Terrcs  H  S— f 

STELLARTON 

Campbell    Robert — 1 
Eraser  John — f  1  c 
Grant  Bros — £  c 
Henderson  J  W— £1 
Inglis  A  M — ^£ 
McDonald   W   C— c 
McLcod  John  T— I 
McQuarrie  Jno — £ 
Miller  W    G— £1 
Reid  T  J-f 
Rogers  B  D— £ 

SYDNEY 

Betcher  J  W— 1  c 
BurcheU  T  E— f  1 
Crofton  A  M— f  1  c 
Dur  Ree  Mr— 1 
Gunn  A  D — f  c 
Hanrahan  E— 1 
Hill  W  A  G— £ 
Joyce  S  R— 1 
Lowe  L  J — 1 
McGrattan  Leo — £ 
McLennan  A  N — f  c 
Mackay  W  D— flc 


Mackay  W  T  R-f  1  c 
Mclsaac  Allan  R— 1 
Moseley  E  W  — f 
Semple  C  W— f 
Somers  F  J — 1 
Wetmore  C  V— f  1 
Young  &  Lorway — £  1  c 

TRURO 

Archibald   H   C— £ 
Archibald  R  McG— f 
Armstrong  C  A — f  1 
Armstrong  W  B — f 
Campbell  A  J— f  1 
Cox  M  S— 1 
Crowe  L  G — ^f  c 
Dairy mple  A  T— f 
Dickie  H  A— f  1 
Ferguson  W  M— f  c 
Foster  Ed  A— 1 
Fulton  G  O— f 
Gcddes  J  H— f 
Gladwin  E  H-1 
Griffin   D  M— 1 
Morton  W  S-1 
Huntley   Fred — 1 
Huntley  F  S— 1 
Toy  W  H-1 
Kennedy  U  S  M-1 
King  T  M— £  1  c 
King  W  P-f  1  c 
Layton  Gco^f 
Lewis  G  E  M— i 
McLa.tchy  H   O— £ 
McLellan  S  D-f 
McLcnnon  C  A — f  1 
Mclntyre  Geo  W— 1 
Morisley  J  H— 1 
Moore  W  D— 1 
Murray   David — f 
O'Brien    L  A— c 
Porter  B  F— flc 
Pattilo  T  S— f 
Putnam   Harold — £ 
Redmond  R  A— 1  c 
Schurman  F  B — f 
Smith    Frank— £ 
Tremaine  R  A— f 
Vernon  E  D— f 
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N.  S— Trupo,  Con. 

Vernon  G  H— £  1 
Waddell  S  J— 1 
Weeks  C  M— 1 
White  T  D— 1 
White  W  I>-c 

WINDSOR 

Anslow  Tas  J— fc 
Barclay  N  L—l 
Blanchard  J   W— f 
Christie  W  M— f 


Dimock  C  Henry— £ 
Dimock  E  N— £ 
Graham  John  P— £  1  c 
McDonald  John— 1 
Morse  E  J— f  1  c 
O'Brien  Jas— 1  c 
Roach  Frank— f  I 
RusseU  J  A— 1 
Sangster  H  W— £c 
Seeton  R  B— 1 
Shand  A  P  &  F  A-£ 
Shaw  W  W— £ 
Smith  Clarence  P— £ 


Smith  Jesse  P— 1 
Spence  Jas  C— £ 

YARMOUTH 

Baker  C  E  &  Co— f 
Corning  &  Chapman— £ 
Coming   Wm — t 
Crosby  Frank— 1 
God£rey  C  G— c 
Godfrey  Wm  L— f  c 
Gray  J  Bond— £  1  c 
Hatfield  P  L-1 


£ 


Kelley  R  CharU 
Killam  Bros-fl 
Landry  &  Cameron— £ 
Law  VV  &  Co— £c 
Lewis  H  K— f  1  c 
McGray  A  E— f 
McKay  C  Cnrtia— £  c 
McKay  Robt  S— £ 
Pelton   Chas— f 
Sanderson  Geo  G — fc 
Spinney  E  K— fc 
Stoneman  Arthur  P— c 
Trefry  Albert  H— 1 


ONTARIO 


L«  Grand  RmcI  Chaa.  B.  MeNaufrht 

G«o.  B.  Shaw  T.  L.  Ari 

REED,    SHAW,   &   McNAUGHT 

General  Insurance  Agenfs  and  Brokers 
85  Bay  Street  TORONTO,  ONT. 

FIRE  DEPARTMENT 
LIvarpool  A  London  A  Globa.  Eng.  Pacific  Coast  Ffara  Ins.  Co.»  Can. 

Marcantiia  Pira  Ins.  Co.,  Can.  Canttury  Ina.  Co.,  Ltd..  Scotland 

Connecticut  Fira  Ina.  Co.,  Conn.  Inauranca  Co.  Stata  at  FasinayWania,  F 

Watarloo  Mutual  FIra  Ina.  Co.,  Can. 

CASUALTY  DEPARTMENT 
FIdality  &  Caaualty  Co.,  N.  Y.  Lloyda  Plata  Glaaa  Ins.  Co.,  N.  Y. 

SURETY  DEPARTMENT 
National  Suratjr  Co.  of  Naw  York. 

MARINE  DEPARTMENT. 
Marina  Inauranca  Co.  <tf  London,  England. 


ALEXANDRIA 

Danis  G  F— £l 
Kerr  J— f  c 
Macdonald  A  G — i 
Morris  Bros— f  1  c 
McDonald  Donald  A— 1 
Smith  Jamea— f  1 

ALLISTON 

Clark  W-f  c 
Dunn  John — f  1  e 
Ellis  W  S-£  1  c 
Hendusen  Robt— f  c 
Murphy  Robt— £ 
Wright  James— £  1  c 

ALMONTE 

Grei^  &  Grcig— £ 
Jamieson   H— £ 
Pollock  W  C— f  1  c 
Slattery  John— £ 
Stafford  W  H-£ 

AMHERSTBURG 

Barron  A  P— 1 
Cousins  J  I — £  1 
Davis  Fred  H  A-£ 
Falls  Bro»— £  I  c 
Gott  George — £  1  c 
Lovcgrove  John — £ 
Ouellette  James— 1 
Pettypiece  J  H— f 
Scratch  R  P— 1 
Wilkinson  W  T— £  c 

BARRIE 

Arnold  Jas — 1 1  c 
Ball  Henry— £  1 
Bennett  John  H— £c 
Braden  A — £  1 
Brady  J— 1 
Connor  T  E— 1  c 
Dcvins  W  R— 1  c 
Fletcher  R  J— £ 
Gilpin  R — 1  c 


Grafton  C   F— flc 
Jamieson  H  D— 1 
Tory  H  E— £  1  c 
Lett  F  A— f  1  c 
Lyon  O  H-£ 
Malcohusom  A  F  A— £  1  c 
Montgomery  F  M— £ 
Moore  John — £  1  c 
Morton  G — f 
Rebum  J— 1 
Ward  Thomas— £  1  c 
Wilkes  Alfred-f 


BELLVILLE 

Adams  R  W— f  c 
Anderson  G  W— 1 
Ashley  C— £  c 
Burrows  S— 1  c 
Butterfield  J  W— £  1 
Clarke  F  M— £  c 
Davison  J  W^  1  c 
Diamond  W  J-£ 
Hudson  W  H— f  c 
Ketcheson  H  F— £  I  c 
Ketchason  R  H— £  c 
La  Roche  E  H— £  1 
Levett  Sam — 1 
Parks  J  Er-l 
Stewart  Tho»— f  c 
Thomas  H  T— f  1  c 
Whelan  &  Yeoman— f 


1  c 


BERLIN 


Asmussen  Wm— £  1  c 
Berlin  Agencies — ^f  1  c 
Bricker  M  M— £  1  c 
Eden  J   R— f  1  c 
Kranz  Carl— f  I  c 
Lochead  W  M  O— 1  c 
McMeekin    John— £   1   c 
Mitchell  W  E-£lc 
Noar  W  J-1 
Rittenger    Wm— 1  c 
Staebler  H  L  &  Co— f  1  c 
Zinger  H  J— 1  c 


BLENHEIM 

Burse  Peter— £ 
Crookshank  John— f 
Fleming  G— £  1 
Greenwood  Jas — ^f 
Greenwood  W  R— 1 
HaU  W  E— flc 
McVittie  Jas-£lc 
Morris  J  fc— £ 
Thompson  Geo— f 

BOWMANVILLE 

Bingham  Thos— f  c 
Cann  Harry— f  1  c 
McMurtry  T  H— f  1   c 
Moorcraft  J  S— f 
Pethick  F  C— c 
Scobell  Mrs  E  V— £  1  c 
Trebilcock  P— £ 

6RACEBRIDGE 

Bard  Chas— £ 

Brid^land  H  B £ 

Dickie  Moses — ^f  c 
Hodgson  D  T— f 
Hunt  A— f 
Kinscy  W  W— f 
Linney  H — 1 
Mawdsley  C  E— flc 
Perry   R  P— f  1  c 
Tromley  H  E— £  1  c 
Walliss  Harrv— flc 
Wame  Francis  P— £ 

BRADFORD 

Green  G  G — f  1  c 
McArthur  A— f 
Martin  S — f  c 
Watson  W  D— 1 

BRAMPTON 

Ashley  R  B— flc 
Bosfield  W  H— f  c 
Center  Martin— f  1  c 
Davit  A  G— f 


Gordon  C  D— f 
Gordon  J  D — f  c 
Graham  E  G— £ 
Tustin  B  F— f 
Kirk  wood  Miss  Mary— £ 
McLelland  John — ^f  1   c 
McFadden  W  H— f 
Morphy  W  S— f 
Pringle  R  H— flc 
Teadgold  W— f 
Young  W  C— 1  c 

BRANTFORD 

Adams  H  B— f 
Ballachey  Geo— flc 
Brooks  R  W— f  c 
Bullock  F  J  &  Co— f  c 
Bunnell  K  V  &  Co  Ltd 

— f 
Burbank  J— I 
Campbell  John— f 
Dowling  Jno  S  &  Co  Ltd 

-flc 
Fair  John— f 
Fry  S  Milton— f 
Hammond  W  H— 1 
Hendry  T— fl 
Hess  James  E — £  I 
Hevd  Geo  D— f 
Liddell  J  G— 1 
Olive  A  G-f 
Read  Fniih  ■  I 
Read  S  G  &  Son  Ltd— 

fc 
I  Thorbnm  Donald— 1 
Wade  Thos  S— f  c 
WebUng  W  H-f  Ic 
Wood  Leslie— fl 

BRIGHTON 

Becker  B  C  H— flc 
Butler  E  O— f  1  c 
Davidson  W  N-l 
La  Tour  T  T— f 
Morrow  J  H— f  c 
Porte  W  W-f  I  c 
Webb  Percy-I  I  c 


BROCK  VI LLE 

Biiiell  C— 1 
Huckman  £  A-f  c 
Buckman  Gto-i  c 
liueM  W  S-f 
C^non  I  W-I 
Chaffee  C  Fosler-1 
Cochrane  K  C-l  c 
Cummingj   D  A  &  Cc 

Culhberion  N— f 


Kilpalrlck  S  J  &  So 
Kinch  H   J-f 
McClean   G  C-fl  c 
McClean    Geo   B-1 
McClellan  W  G-l 
Mansell  1  J-llc 
Jlotl  &  Brouse-i !  c 
Kielly  Cha»-1 
Shearer  Wm-f  1 
Taylor  J-1 
W  tatherhead  Edwin  L  & 

Co— f  1c 
While   Harry  B-f  1  c 
Yarker  C  W— I 

BRUSSELS 
Gerry    B-f 
Kerr  W  H-1 
I^ckief-f   1    c 
Scoti   F  S-(  1  c 

CAMPBELLFORD 
Ferrij  J  B— f  1  c 
Fi.her  %  J-f  e 
Hammond  George-f 
Horkenj  T  J— f 

CARLETON  PLACE 
Allen  W  H— (  c 
Hudson  A  T— f 
Galvin  J  S-f 
McIntMb  C—l 
Morgan  R-f  e 


CHATHAM 

Billmg^  Clia*— { 
byrd  &  Sawtell— flc 
Cfaylon  Walter-I 
Crawford  W  C—l 
tummingC  J  &  Co-ll, 
Dunn  J  r-f  c 
Fletcher  C  A-1 
Grandy  John-1 
Harris  r  R-f 
Hyati  L  H-1 
Humphrey  T  W— flc 
Keller  C-fl 
Lamont  Stewart-1 
Loanes  C  J  S-f  1 
LuEe  Pare-I 
Murphy   R  A— fc 


Hale  C  B-f  I 
Hooper  A-l  c 
Macpherson  D  l^-fli 
MeCorvie   I>-1 
McTaggart  Bro»-f  1 
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COBOURG 

"i  Elhel  M- 


FOREST 
B«ilj  Kobt — c 
Cimpbeli  P  W— I 


Evor  Leona.  _    . 
Field  F  M— f 
,Ha,eru,anIG-fle 


1  i        COLLINGWOOD 
'  Bbtt  D  C-f  I 
:  CamiichMl  W-f  1 
Churchill   F  W   &    Co- 


O'Brien  H   B-f  1  c 
CORNWALL 
CstlaBbin  P  P-f  1 
Cline   R  S-f 
Connolly  Joha-f  1  c 


pattick  J  T-I 

McDonald  Ed— f 
•■    toe  D-t  1  c 


DESERONTO 

Bedford  H  R— f  c 
Jack  Robert  M— f 

Ri.en  E  A-tle 

DRESDEN 
Gilieipie  B— f 
Hick*  F  A-t  1  e 
Pouatelt  H  M— 1 
Web»tet  I  B-t 
Weir  Geo  E-1 


iilgar  C  R-(  1 


C1»rke  Henry— f  c 
Lipiey  Tho>-l  c 
Wiuter  Sem-f  c 

EXETEB 
Brooka  C  T-f 
Detbredge  Frank  1^1 

Dickton  &  Carlini-f  c 
Dore  N  J— f 
Elliott  &ne«t— f  c 
Fisher  Thoa  F— f 
Gladnian  «  Stanbury— ( 
Hardy  5-f 
HutiDgi  A— f  t 

Senior  Jo»— f  I 
Vincent  L  D-I 

FENELON  FALLS 
Arnold  Jaa  L — t 
Graham  Tho>-l  1  c 
Harki  E-f 
UcArtbtiT  Joho— f 


I  Mengcr  Brat— I 
'  Milne  ft  Lyall-I 

Milla  S  G  &  Co-f  1  e 

Mitchell  Wm— 1 
aore   ft  DiTla-f 

-orden   W  &  J-l  c 

Mumy  Hugh— f  1  c 

Nilea  W  C^l 

Piyae  Ellord  G-f  1 


GALT 
Blake  ft  Aitkin-f 
rieming  D  }—f  [ 
Hawk  fi  O— f  I  c 
Head  C  R— f  c 
Hilborn  A  W— f 
«"«•"   J    S-l 
bhupe   Leon^ — f  c 
Vi«il  W  T— 1  c 
Wil^rd  J   M— 1 


jidi-aoS  I   A=r  ■= 
Meggi  W  E-3  c 
Peck  Geo  &  Soo-Ili 
Roger,  D-1 
Wilaon  H  &  S™-f 

GEORGETOWN 

GLEN CO E 
McLean  C  B— 1 

Poole   Jame^-tlc 
GODERICH 
Campbell  W— f 
Carey  O  S— f 


Robcmon  W  R— {  c 
Woode  Geo-I 
Yatea  Ja^-(  1 

GUELPH 
Barlow  &  Co-f  1  c 
Bell  W  J— I  c 


Davidjou  John-t  c 


Sutherland  John  &  Son 
While  W  W-t 

HAMILTON 
Ambroae  W»lter*-f  1  c 
Ambcoae  W  F-f  1  c 
Applegatb  jr  K— f  I  c 


Pennini 
Robi 


M  A-I 


;»- ... 

W  A-f  I 
W  R-f 
>on  C  E— f 
in  J  T— [  c 
__.on  L  W-1 
Walker  C  W-l 
Waten  W  J-l 


HAWKESBURY 


Ughlball 


INGERSOL 
Bitcheller  H  D— 1 
Coleridge  John-1 
Cnthbertion  D  G— f 
Hugill  E  H-f  I  c 
MaouUy  A — f  I  c 
Moon  &  Moon — f  c 
Rogerion   R— f  I  c 


KINCARDINE 

Anderjon  W  S— 1 
Campbell  Alex— f 
Fijher   F— I 
Fleming  J  H— f  1 
Henry  E  A— f 

■"    'y  W  J-f   .  . 


)ke  J  B-! 
belt  J  W-l 
L-is  R  F-f  I 
r  W  J-l 


Flan 


n  Mill 


a  C—l 

-i  1 


Coulthard  J   Be 
Crerar    ft     BtujctioJdi 

Davey  T  J  W-f  1  i 
Daiidaon  T  R-f 
Faulknor  E  M-f  1  c 
Gatei  F  W-f  I  c 
Hardy  C  P— f  c 
Healey  H   I-l 
Hooper  F  L-l  I  c 
lone.  S  &  Co-f  c 
Kidd  Darid— 1 
Leater  T  W-f  I  o 
Linton  C  B~l 
Martin  R  S-f  c 
Mcllroy  S  R-1 
McCotclieoo  I  A^f  I 
McPhie  H— f  c 


„ David— f 

Godwin  Enoch-f 

Hutton  J-fIc 

'   ■        on  M  G-I 

Irick   C  S-fIc 
r  T  T-f  1 

_ jrd  F  J-f 

McCann  J  S  R-f  I  c 
Mills  Tlio»-fl 
Norman  H  F-fl 
Penwarden  W  H— I 
Roughton   S— 1 
Strange  &  Strange-1  c 
Swift  las— f 
Swift  Joseph-f  1  c 


e  W  J  E 


-flc 


_._.:y  Wm  G— flc 
Leonard  John— 1 1 
McSween  Wm-£ 
Phellips  F-f 
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ONT.— Con. 

LINDSAY 

Af  new  &  Co— f  1  c 
Rlackwell  Geo — c 
Campbell  A  J — 1  c 
Chard  W  P— £  1 
Corncil  R  G— f  c 
Dean  James — ^I 
Gillogly  J  A— f 
Knight  L  R— f  1  c 
Knowlson  T  M— f  1  c 
McClory    F— £    1  c 
McLean  B  L— 1 
Rambs    S — ^1 
Wood    Bert— 1 

LISTOWEL 

Bolton  E— f  c 
Bricker  S— 1  c 
Gee  R  S— c 
HamUton  J  C— f  1 
Hamilton  T  I^— f  1  c 
Male  Thomas — f  c 
Scott  J  W— f 
Smith  S  M— f 
Tabberner  C — ^f  c 

LONDON 

Beddome,     Brown     & 

Meredith— f  1  c 
Butler  R  &  Son— f  1  c 
Campbell   B — i  1  c 
Campbell  D  &  Son— f 
Davu  G  H-r-i 
Ellis  Andrew— f 
Fallon  F  E— 1 
Ferguson  &  Coy— f 
Gates  H  E— 1 
German  C  E— 1 
GiUean  A— f  1 
Glass  C  T  ft  S  P— 1  c 
Gunn  G  M  &  Son— f  1  c 
Hammond  F  J  &  Son— 

f  1  c 
Hayes  G  W— f 
Johnston  J  R— 1 
Macgregor  A  S— 1 
Merntt  G  H-f  1  c 
Millman  P  M— f  1  c 
Nelles  J  A  &  Son— flc 
Nichol  G  H— 1 
Reeve  Vivian — 1 
Richardson  VV  H— 1 
Simcox  E  G — 1 
Smyth  A  G— £ 
Sutherland  J,  A— £  1  c 
Thompson  J  C — i 
Towe  E— £1 
Udy  A  N— flc 


LUCKNOW 

Aprnew  J  E — £  c 
Linsay  H  J— £  1  c 
Siddall  G  A-l 

MEAFORD 

Arlidge  W  G  C-flc 
Broun  R  E— £  c 
Ellis   Hubert— £ 
Johnston  J  J— £ 
Reid  Homer— £  1  c 
Robinson  W  J— £  I  c 
Sing  W  H-£ 

MITCHELL 

Blowes  A  J— 1 
Burnt  C  H— f 
Cameron  A  D — ^f  1  o 
Dougherty  Jas — 1 
Martyn  Wm— £ 
May  W  F—f  1  c 

MT.  FORREST 

Cook  J  J— f  Ic 
Gilroy  George  R— f  1 
Perry  W  C— f  1 

NAPA  NEE 

Beard  R  A— f  1 
Bogart  F— {  1 


Bogart  M  C— £ 
Ham  John— £ 
Hall  W  F— £  1  c 
Harshaw  A  T— £ 
Lapum  £  S— £  c 
Maddem  J  E— f  c 
Metzler  f  W— £ 
Paul  A  E— £  c 
Wilson  U  M— £  I 

NEW  MARKET 

Atkinson    L — c 
Dillaim   E— 1 
Hughes  C  M— f  1  c 
Keith  Wm— £  1 
Lundy  C  E— 1 
Morton  C  P— f  1 
Prosscr  F   H— f 
Ramsay  A  A — ^f 
Readman  W — 1 
Robertson  K  N— f  1  c 
Terry  B  B— £ 
Widdifield  J  E— f  I 
Widdifield  W  C— f 

NIAGARA  FALLS 

Ballard  G  B  R— f  I  c 
Conquest  R  B — 1  c 
Folemsbee  F — f  1  c 
Hemmings  John  W — ^1  c 
McClive  ft  Fraser— f  1  c 
Misener  F  B— f  1  c 
Mortimer  Geo  &  Co — f  1  c 
Newport  J  A  &•  Co — £  1  c 
Robertson  W  W— £  c 
Young  R  C— f  1  c 

NORTH  BAY 

Aubry  W — 1  c 
Brennan  M — £  1  c 
Burke  J— £ 
Devlin  C  D— 1 
Doucet  J  J— 1 
Falby  Jos— f  1  c 
Ferguson  John— £ 
Hammond   C    E   ft    Co-* 

f  1  c 
McCool  P-£ 
McKeown  D  J— £  1 
Martin  Wm  &  Son— £  1  c 
Morland  D  J— £  c 
Patton  T  J— £  1 
Rheaume  £  C— f  1  c 
Sheedy  J  A— c 
Wallace  Thomas — f 
Winters  T  H— f  c 

NORWICH 

Beatty  D  C— £  1 

Bushell  M  L-£ 

Erwin  Kd — ^1 

Hogarth  J  D— f  1 

Kinsey  S  G — f 

Van  Valkenburg  H— flc 

ORANGEVILLE 

Annis  A  E— £  1 
Bennett  J  M— £ 
Brown  D  B  &  Son— £  1  c 
Hannah  C  G--^ 
Henry  R  B— £ 
Hughes  J  H— £  1 
Leg^att  T  G— f 
Lewis  Geo  D — 1 
Lindsey  J — £ 
McPherson  D— £ 
Robertson  J  S— 1 
Smith  J  E-1 
White  J  J-£lc 
Wilkins  Geo— £  I 

ORILLIA 

Binffham  H  A — £ 
Boyle  John— 1  c 
Boyle  Wm — ^1  c 
Brabazon  G  R — 1  c 
Browne  G  A — f  1 
Card  C— f  1  c 
Clark  G  H— £  1  c 
Courtemanche  J   H— f 


Craw  W  D— £lc 
Croker  W  H-£ 
Dunham  J  B— 1  c 
Evans  F  G— £ 
Ferguson  Murdoch — f  1  c 
Ferguson  C  D — f  1  c 
Fitton  C  E— £ 
Fowlie  James — £  1  c 
Foy  H-1 
Hart  T  P— £  1  c 
Henderson  Jas  B— I 
Hilliers  Mr— 1 
Hipwell  R— £  1 
Hooey  J  J-1 
Home  F— £  1  c 
Keams  Harold — ^f  1  c 
Keams  L  J — f  1  c 
King  T— £ 
Mulcaihy  John  T— £ 
Overend  Geo — f  1  c 
Pearce  C  L— £  1  c 
Rapley  G— £ 
Rathmell   B— 1 
Robinson  S  S— f 
Rose  J  C— £ 
Ruthven  H — ^1 
Scott  J— £  c 
Secord  J  P— f  c 
Thompson  Archie — 1 
Thompson  A  B — £ 
Webber  &  Webber— f  1  c 

OSHAWA 

Babe  S — £ 

Burden  W  D— 1 

Carswcll   H  Thos— £ 

Davis  &  Son — £  c 

Hallitt  F— £ 

Higgins  Real  Estate  Co 

— f 
Johnson   Geo— I 
Lander  E  V— £ 
Lick  E   H— £ 
McLean  N— £ 
McMurty  F  H— f  1  c 
Morris  Thomas — ^f 
Owen  J  P— £ 
Parks  D  W— £  1  c 
Patten  F— £  I 
Punshon  P  H— f 
Rowe  U  J— £ 
Thompson  J  A — £ 

OTTAWA 

Acres  A  G— f 
Beach  &  Argue — ^f 
Best  W  J—f 
Bick  W— f 
Bishop  Wm — f  1  c 
Black  T  A-£ 
Black  W  G— £ 
Brownlee  R — 1 
Caldwell  J  Y— f 
Cameron  &  Pringle— £  1  c 
Carpenter  A  J — ^t 
Carriers  C  li— £ 
Childerhose  &  Pratt— f 
Cote  Jos — £ 
Cox  &  Morton — £  1  c 
Courtney  &  Sears — f  1  c 
Cunningham  &  Co — £ 
Davidson  &  Moffat — f 
Dewar  ft  Bethune— £  I  c 
Dewar,  Stewart  &  Rosen- 

thal-£ 
Douglas  C  A  ft  Co— £  1  c 
Egan.  Scott    ft  Chambers 


Edey  E  R— 1 
Gardner  J  R— £ 
Gilmour  S  C  ft  Co— £ 
Grant  Wm— 1 
Hardy  &  Reynolds — ^f 
Haycock  R  H  ft  Son— 1 
Hawkins  G  J— 1 
Healy  J  J  ft   Co— 1  c 
Helmer  A  D — £ 
HiggCTty  C— f 
Hurdman  R  A— f 
Jackson  J  R — f 
Johnson  C  R— f 
King  Charles— £  c 


Laderoute  F  K — £ 
Lamb  W  A— 1 
Larmonth    ft    Welsh— £ 
I^rmonth  E — £  c 
Lcddy  J  J—f 
McAnulty  &  McKinley 

McCuaig  &  Stewart — £ 
McDonald  V  B— £ 
McMahon  E — £ 
Macoun  L  S — f 
Mcrcicr  J  A  N-f  1 
Mill  I  A— 1 
Mooney    H    ft    Sons — 1 
Northward  H  B— f  1 
Noonac  J  T 
Moxley  K— f  1 
O'ConncU  L— f  1 
Pennock  A  VV— f  1 
Pennock,   Masson   ft  Kir- 

by— £  1 
Pinard  J  A— £ 
Porter  K   D — £ 
Ray  Lyman  A — £  1  c 
Reid  John   R— I 
Richard  A  Hector— £  1 
Robertson  J  D 
Rogers  V  V— 1 
Rowatt  Ahearn   L — £ 
Selwyn  E  A — 1   c 
Shaw  C  S— £ 
Soper  E   N — f 
Sparks  R  R— f 
St.   Germain  &  Fraas— f 
Stewart   Robert   &   Son— 

£  1 
Tate  W  H-f 
Thornton  G  E  C — 1 
Villeneuvc  O  B— f  1 
Weaver  M  E— 1 
Wickware    A    SI 
Wiggins  C  M— f 

OWEN  SOUND 

Cameron  C  S — £ 
Chisholm  A  J — 1 
Cochrane  James —  £ 
Creighton   G  P— £  1  c 
Fleming  C  A — i 
Legate  Wm — £  I  c 
McCoU  W  R— £  1  c 
McGregor  R  A— £  1  c 
Mclnnis  J   H—f  1  c 
McT^vish  John — f  1 
Menzies  Gieorge — f  1  c 
Middlebro  W  S— f 
Miller  R  B— £  c 
Patterson  R— £  1  c 
Peacock  J  J  A— £  1  c 
Raven  J  P— £ 
Rutherford  Fred — £  c 
Sivil  Elias— f  1  c 
Stephens  W  B— f  c 
Telford  James  P— £  c 
Zapfer  Geo  F— 1 

PARIS 

Kay  John  I  P  O  A  A- 

f  1  c 
Kent  S  VVay-f  I  c 
Key  Henry— f 
Lindsay  John — f  I 
Pickering  Gill— f  c 
Smiley  Jas — £  c 

PARKDALE 

MacMath  Hugb— £  c 
Parkdale  Rnl  Eitsfte  Co 

— f 
Sanders   Mr— f 
Shaw  E  S— f  1  c 

PARK  HIU 

Dawion  Wm    f  c 
Gilbert  A  B— f  c 
MtctSTtifa  A  A-f 
McHobertt  W  Johs-^ 
Mttaro  Tho»— ^ 
Tait  N  W— f 


J 


INSURANCE     AGENTS— ONTARIO. 


B-227 


PEMBROKE  ^ 

Ennis  John— 1  i 

Fortier  A  J— f  I  ' 

Horn  T  R-f  1 
Johnston  &  Summers— i 

1  c 
Lockhart  J  R— «  1 
Munro  J  A— f 
Stewart  T  C— f  1 
Warren  D  B  &  Son— f  1  c 
White  R  O— f  1  c 

PERTH 

Armstrong  C  B— f  1 

Cavers   P— f 

Code  John— f  I 

Dowson  S  T — f  1 

Foy  C  J— f  I  c  I 

Hall  F  W^-f 

Hope  Peter— £  ! 

Mathesson  &  Balderson     ' 

— f 
Matheson  A— f  ! 

Mcigher  A— f 
Robertson  W  S— f 
SewcU  C  J— f  c 
Shaw  A  C— flc 
Stewart  &  Hope— flc 
Taylor  Henry— f  1  c 

PETERBOROUGH 

Allen  J  I— I 
Benor  Geo  A— 1 
Bradbnm  T  F— flc 
Brown  A  &  Co— f 
Crane  John— f 
Davis-Thompson  Co  Ltd 

— f  I  c 
Driscoll  Frank— 1 
Fife  J  O— f 
Haslam  Wm  A— 1 
HillWeddell  &  Ca-f  1  c 
Kennedy  D — f 
Kidd  R  J— f  1  c 
Lindsay  H  P— f  1 
Mark  Thos— f  1 
Might  Wm— f 
Morrow  W  G — 1 
Phelan   H— f   c 
Reid  E  J— 1 
Robinson  T  W— I  1  c 
Rush  H— f  1 
Storey  Jas  A— f 
Taylor  W  H— f  1  c 
Taylor  W  L-1 
Young  Con  &  Son— f  1  c 

PETROLIA 

Egan  Charles— f  1  c 
Farrcll  John— 1  c 
Matthews  J  J— 1  c 
Peat  J  &  Son— f  1  c 
W  alker  J  &  Son— f  1  c 

PICTON 

German  M  R— f 
Gillespie  J  F— f 
Hubbs  O  C— f  c 
Robin  John  W— f 
Ross  Walter  T— f 
Spencer  C   C— f  1  c 
Williamson  W  H  &  Son 
— f  1  c 

PORT    ARTHUR 

Aikens  T  J-1 
Andrew  T  N— f  c 
Bell  David— f  c 
Bonin  Agency— -f  1 
Dobie  E  J  B— f  1 
Duffy  C— 1     , 
Freed  A^P-l  ^  , 
Jackson  &  Co — f  I  c 
feennedy  J  A-f  1  C 
Kinder  T  W— 1     ^  , 
McCallmn  W  A— £  1  c 
McGuire  M— f    c 
Munro  P  !>-«  c 
Port  Arthur  Permanent 
Ins  Agency— f  c 


Rapsey  Albert  J— f  c 
Ray  S  W— £  1  c 
Russell   Meikle— £   c 
Ruttan   &  Co — f  c 
Shaver  Barney— 1 
Sture  W  P— t  c 

PORT  DOVER 

Barrett  H  B— f 
Barwell  C  W-f 
Matthews  R  E— f  I 
Morgan  L  G — f 
Tibbctts  W  F— f 
Varey  Jodah— £  1  c 

PORT  HOPE 

Benson  F  A— 1 
Bletcher  Miss  M— f 
Bletcher   Wm— £ 
Brown  £ — £ 
Choate   N— f 
Chisholm  D  H— f  1  c 
Cornelius    Mr— 1 
Dyer  E  V— 1 
Gifford  S— 1 
Long  A  H  C— £  1  c 
Mulholland  R  A— c 
Robertson  W  J— £  1 
Runnalls  Jno  &  Son — £  1 

Sanders  J  W— £  c 
Scott  Wm— 1 
Smart  J  E— £  1 
Smart  R  W— 1 
Smith  S  S— £ 
Wallace  Ida  Mrs— £  1  c 

PORT  PERRY 
Adams  &  Hutchinson— £  c 
Brown  J  H— £ 
Ebbels  H  L— £ 
McCaw  Wm —  c 

Pears«  &  Ward— f 

PRESCOTT 

Mien  W  J— £ 
Coates  J  B — I  I  c 
Coates  J  E— £  1 
Davy  F  J— £  1  c 
Dowsley  Ins  Agency  The 

M-f  1  c 
Dubrule  J— £ 
Elliott  Fred— £ 
I'rench   F  J— £ 
Halpin  P  K— £ 
Lauster   E— f 
Mundle  J— f  1  c 
PoweU  M— f  1  c 
Whitney  Albert- f 

RENFREW^ 

Devine  A— f  1  c 
Devine  John— f 
Dewey  C— f  1  c 
Flower  R— 1 
Eraser  J  C— f  I  c 
Mayhew  J — f  1  c 
Rochester  J  K— f  1  c 
Stafford  Jos— f  1 
Wright  Orange— f  I  c 

RIDGETOWN 

Cochran  Duncan — £  c 
Elliot  J  A— £  1 
McDonald  H  J— 1  c 
McKinlay  Arthur  F— 

McKinlay  John  P— £ 
Watson  Geo  A— £  c 
Watson  O  K— £ 


RODNEY 

Baker  M— £  1  c 
McLean  James  A — t 
Morris  S  B— f  1  c 
Shaw  J  l>-£  1  , 
Sim  Alex  A— £  1  c 


ST.    CATHARINES 

Eagle  D  W-f  1  c 

Fowlio  Robt— £ 

Gayman    Melvin    Co   Ltd 

— £1  c 
Gordon  J  W— £  1 
Gripton  C  Ml  c 
Lindsay  A  N— £  1  c 
Kemaghan     &     Graves — 

f  1  c 
McGibbon  Walter— £ 
Mahaffey  Bros— f 
Miles  S  Plumbley— f  1  c 
Mills  W  D— 1 
Moore  John  G — £  1  c 
Moyer  F  H— f  c 
(J'Loughlin  Coy— f  I  c 
Parnell  &  Craise— £ 
Rose  &  Bell— f  1  c 
Thompson  David — £  1  c 
Timmons  J  J— f  1  c 
Walker  D  M— £  1  c 

ST.    MARYS 

Anderson  D  G — c 
Carman  A— f  1  c 
Johnston  W— f 
Lancaster  A — i 
Long  Miss  M  E — f 
Meighen  Joseph— c 
Reesor  H  L — c 
Shepherd  R— £  c 
Simms  J— c 
Stanley  L  D— £  1  c 
Whaley  D  S— 1  c 
Wood  A  C— £ 

ST.  THOMAS 

Black  W  T— f  c 
Bums  J  W— f  1  c 
Coulter  W  R— f  1  c 
Geddes  Geo— £  1  c 
Horton  E  A— f  1 
Idaardi  W  E— f  1 
Jackson  W  R— f 
Johnson  M  B — £  1  c 
King  V  E-1 
Lalonde  C — f  1 
McDonald  W  V-1 
Mclntyre  C  M— f  1  c 
McLclland  W— f 
Miller  R  J— f  c 
Mulvaney  J  O — ^1  c 
Murch  W  H— f 
Nosworthy  W  E — f 
,  Roe  Henrir — £  c 

Silcox  W-f  1 
1  Smith  E  A— f 
'  Stoner  S  M-f  1  c 
,  Sutherland  A  A— f  1  c 
,  Treadwcll  C— f  1  c 
I  Urie  J  Mc— £  1  c 

SARNIA 

Bucke  E  P— £  c 
1  Chester  A  J— f  1  c 
i  Cook  T  H  &  Co— f  1  c 

Elliott  J  F— f  1  c 
'  Gordon  D  J — £  c 

Hoskins  C — 1 

Link  H  A— 1 

Maxwell  Tim— £ 

Paul  Robert— f  1  c 
I  Poussett  H  M — ^1 

Sanders  M  A— f  1  c 

Sarnia  Realty  Co— f  1  c 

Scott  W  J— f  1  c 

Sinclair   D  N— 1 

Southern  W— 1 

Wiggins  W  A— £  1  c 

Yard  H-f  1  c 

SEAFORTH 

Beattie  James— f 
Hinchley  Jas  D— 1  c 
Rankin  John— f  1  c 
Van  Egmond  L — f 
Watson  James — £  1  c 


SIMCOE 

Aiken  D  F-f  1  c 
Curtis  Frank  E— £  1  c 
Everett  W  C— £  1  c 
McCall  W  C-£  1  c 
McKiee  George  J— £  1  c 
Nelles  T  R— t  1  c 

SMITH'S  FALLS 

Bums  J  Ei — f 
Caswell  B— f 
Gardiner  J  J— £  1 
Hamblcton  H  J— 1 
Hcaly  D  C— £     ^ 
Hyndman  Wm — f 
Keith  Geo  A— f 
Lewis  J  A — f 
McEwen  John — f  1 
Miner  H  C— £  1  c 
Reid  J  J— £  , 
Sparham  B — £ 
Sweeney  W  O— £ 

STRATFORD 

Bolger  W  S— f 
Bradley  F  E— 1 
Brown  John — f  1  c 
Burritt  D  B— £  1  c 
Copus  F  A — ^1  c 
Dempsey  H — 1 
Fiebig  &  Heagy— £ 
Graff  G  I— £  I 
Harris  J— £  1     ^ 
Johnson  H  M — £ 
JoUiffe  Thos— 1 
Jones  A  E  F— £  1 
Kirby  Harry— 1 
Langan   Geo — f  1 
Lawrence  Wm — f  1 
Lloyd  Jno  W— f  1  c 
McNichol  R— £  1  c 
Miller  W-f  1 
Montieth  J  C— £  I 
Orr  R  Thos— £  c 
Packert  C— f  c 
Penprase  Chaa — ^1 
Purcell  Jas  J— 1 
Quarry  Jas — ^1 
Scarff  Fred  J— £  1  c 
Smith  J  S— 1    „  ,     .  , 
Stevenson  J  &  R  J— £  I  c 
Waddell  &  Son— 1  c_ 
Wilson  &  Fryfogle— flc 

STRATHROY 

Brooks  Frank — f  1  c 
Kinder  Geo— I  c 
Lindsay  H  G— f    ,^     , 
McDonald  James  V— 1 
Mcintosh   J    H— £ 
Nicholson   H— f  1 
Noble  James — £ 
Rapley  Herb — £ 
Rapley  M — 1 
Thompson  H — ^1 
Traver  E — i 
Trueman  R  M — £  c 

THORNBURY 

Devins  W  R— I 
McLean  A  D— £  1  c 

THOROLD 

Battk  David— £ 
Hoover  A  M— -£ 
Munro  D  J  C— £  1  c 
Pattison  F— £ 

TILLSONBURG 

Brown  T  T— £  1 
Denton   C  H— £  1  c 
Fero  Thos— £ 
Hollicr  &  Walsh— 1 
Hunsberger   Charles— 1 
McMehan  E— £.. 
Ostrander  &  Stilwcll— £  1 
Raynes  A  E — f  c 
Tillson  E  V— f 
Weeks  Wm— £  1 
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.     Mol-EAN, 

INSURANCE 

ENGINEERS  and  BROKERS 

SPECIALISTS    IN    SPRINKLERED.     PIRBPROOP,    MILL    CONSTRUCTED   and 

MANUPACTURING  RISKS. 

BUILDING  PLANS  •uppUmentod  as  to  PIRE  PROTECTION  and  PIRE  PREVEN- 
TION PEATURES  and  RATE  ESTIMATES  FURNISHED 

Liverpool  A  London  A  Globe  Int.  Co..  Ltd.  BrltMi  Amorioi  Attuninco  Company 

Globe  pnd  Ruttert  Fire  Ins  Co.  Employert  Liability.  (Fire  Dept.) 

Goner*!  Accident  Fire  nnd  Life  Int.  Cou,  Ltd^  (Fire  Dept.) 
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TORONTO 


ONT.— Con. 

TORONTO 

Armstrong    &    DeWitt— 

f  c 
Bailey  P  L— £ 
Baird  R  S-1 
Band  S  W~f 
Bcatty  E  P— f 
Bent  F  S-1 
Blogrg  T  C— £ 
Boyd  &  McCrae— 1 
Brandon  Tag— f  1 
Briges   A   W-1     ^ 
Brodie  &  Henry— f 
Broughall   Geo— 1 
Brown  H— 1 
Bullock  W  C— 1 
Burgess  N  E  &  (To— 1 
Bumand   J   L — 1 
Bums  &  Webster— 1 
Bur  rues  &  Sweatman— f 
Burt  S  E— 1 
Butler  E  B— 1 
Butt  R  H  &  Son— « 
Campbell  J  N-1 
Cawthra  H   V— f 
Conlett  &  Conlett— 1 
Cox  &  Cummings— 1 
Cox  H  C— 1 
Craw£ord    A   J— £ 
Cross  Geo  L— 1 
Crossin  H  W— f 
Cumming  G  M— 1 
Dale  H  O-l 
Dale  &  Co— f 
Davidson  &  M'Rae— 1 
Davis  Thos  E^l 
Davy  H  M  &  Co— 1 
De  Con   Abner— 1 
Dingle  F  E— f 
Dobson  W  C  T-1 
Donovan  A  E — 1 
Dykes  Philip— 1 
Earla  John— f 
Eastmure  A  L — f  c 
Ellis  Alf  H— 1  c 
Evans  &  Gooch— f 
Evans   H   H— 1 
Evans  H  W— f 
Evans  R  S— 1 
Ewart  J  H-£ 
Fairbanks  Wm— f 
Faulkner  Geo— 1 
Fernley  J   M— 1 
Flanagan  E  &  J— 1 
Fortier  &  Walker— 1 
Gilmor  A  R— f 
Gilmore  A   E— 1 
Gilpin  &  Co— I 
Goddard  John  A— f 
Goldman  L— 1 
Gooch  F  H— £ 
Goulding  &  Co — 1 
Gouinlock   John— £ 

Graham  H  &  Son— 1 
Greenwood  R— f 
Hamilton  R  C-^ 


Hamilton  Wm— 1 
Hammill   T   H   &  Co-1 
Hargra£t  Geo  R— f  1  c 
Harman  S  B — £  1 
Hastings  C  A — 1 
Heaton  &  Meir— f 
Henderson  E— f 
Hewlett  James— f 
Holland   W   H— 1 
Hunter  B  B— f 
Hunter  Thos— 1 
Irish  &  Maulson— f 
Irvine  W  H-1 
^  ennings  James— 1 
,  ohnson  A  W— 1 
]  ohnton  M  D — ^1 
'  ohnston  A  L — £ 
ones  &  Proctor  Broa— £ 
Tunkin  R— I 
Kay  N  F-1 
Ken  en  Emanuel  I— 1 
Kent  N  G— 1 
Kerns  R  J— 1 
Kerr  John  W— 1 
Kerr  R  W— 1 
King   &    Atkinson— £ 
King  J  H— f 
Kingston  Geo  A — 1 
Kirkpatrick  A  E— f  c 
Kirkpatrick  A  M  M— f  c 
Knowland  Frank  S— £ 
Laidlaw  J  B— f 
Lake  John  N— 1 
Lament  C  J— 1 
Laurence  H  A— 1 
Lee  Frank— £ 
Lee  W  A  &  Son-£ 
Lightboum  E  T — 1 
Livingston  John — f  1 
Lock  JTt  &  Co— 1 
Love  R  W-£ 
Lovell   Robt— 1 
Lyon  G  S — i 
IklcAdam  D  A— 1 
McCallum  P  A-£ 
McCarthy  J  O— 1 
McConkey  D  M— 1 
Macdonald  J  K— 1 
Macdonald  W  C-1 
McFadden  J  A— 1 
Mclntyre  W   T-l 
McKay  Benjamin  P— f 
McLean  E  L  Ltd— f 
M'Math  Hugh— 1 
McMulkin  F  J— f 
McMurrich  Geo  &  Sona— 

f 
McMurtry  W  J— 1 
McNaught  C  B-£ 
McTaggart  W  O— c 
Maguire  &   Connon— f  1 
Maguire  Thomaa— f 
Magum  J  B — 1 
Marshall  Edwin— f  1 
Marter  £  C— f 
Mason  T  H— £ 
Maughan  John  &  Son — ^£ 
Medland  &  Son — f  c 


Meikle  W  B— f 

Merritt   R   N— 1 

Millar  R  H— 1 

Mills  J  S  &  G  G— 1 

Minton  Thos  B— £ 

Mix  Jas— 1 

Moon  Robert — £  c 

Moore  G  L — f 

Morine    &    Co — I 

Morton  A  R  &  Co— 1 

Morris  Walter  J   C— 1 

Mowers  G  H— 1 

Muntz  &  Beatty— £ 

Murphy,    Love,     Hamil- 
ton &  Bascom— { 

O'Hara  &  Son»-l 

Orr  Geo  H— I 

Orr  W  H-1 

Parker  A  D— 1 

Parkes,     McVittie     ft 
Shaw— f 

Parkinson  W — I 

Peachy  W  R— 1 

Peake  L  C— 1 

Pearcy  Gilbert  S — ^1 

Pearson  E  P— f 

Peck  W  J-£ 

Plumb  F— 1 

Portch  E  (3—1 

Purvis  E  T-l 

Pyke  Geo  J— £ 

Quinn  Percy  J — f 

Ramsey  A  G— 1 

Reed  J  C-1 

Reed,  Shaw  ft  McNaught 

Reeve  J  T— I 
Reynolds  Sidney  B— 1 
Rice  &  Sons  R  B— 1 
Richardson  Norman  G — ^f 
Richmond  &  McKee— £ 
Riddell  T  A— 1 
Ridout  D  K— I 
Ridout  &  Strickland— f 
Roberts  John  S— 1 
Robertson  Percy — f 
i  Robinson  G  H— 1 
Rogers  W  T— 1 
Ross  F  H  &  Co— 1 
Rosser  &  Co — 1 
Russell  F  H— 1  c 
Russell  >-l 
Sails  S  E-1 
Sanderson   F— 1 
Scadding  E  A— f 
Scott  &  Walmsley— f 
Scott  Chester  G— c 
Shaw  &  Begg— f 
Shaw  John  A — c 
Sherritt   Geo   A— f  c 
Smith  A  W— f  1 
Smith  F  J-f 
Smith.      Mi 

Half-f 
Somerville  Jas  F— 1 
Sparling  C  P— 1 
Sparling  F— 1 
Stanford  F  T— 1 


[ackcnaie      ft 


Stark  John— £ 
St^henson  A  C — ^f 
Stewart  F  J— f 
Stewart  L  A— 1 
Stott  S  H— 1 
Sutherland  H— 1 
Sylvester  S  A— f  1  c 
Szeliski  Paul— f 
Tanner  &  Gates — 1 
Taylor  N  B— 1 
Tennant  &  Purvis — 1 
Thayer  Ira  B  ft  Son — ^1  c 
Thompson  Fred  C — £ 
Thompson  M  G— f 
Toronto  Ins  ft  Vessel 

Agency — f 
Tory  John  A— 1 
Tovell   &   Burt— 1 
Vanderwater  M— K 
VanKouffhnet  A— f  1 
Walker  E   B— 1 
Walker  F  W— f 
Walker  Harton— f 
Wallace  T  W— 1 
Walsh  J  J— £ 
Walton  &  Locke— 1 
Washington  Thos  E— 1 
Watson  ft  BurreU — f 
Weir    R— f 
White  F  W— 1 
Williams  H  H— f 
Williams  W  H— 1 
Wilson  A  £— f 
Wood   Frank  A— 1 
Wood  ft  Kirkpatrick-fc 
Wood  Wm— 1 
Woodland  C  W-c 
Wright  Alfrcd^f 
Wright  A  £— f  1  c 
Young  Geo  A  &  Co— 1 

TRENTON 

Bonter  G  S— f  1  c 
Eraser  R — f 
Ireland  G  A— f  1  c 
Whittier  H— f  1  c 
Winter  bom    James— f 

UXBRIDGE 

Hamilton  W— f 
Hare  V  M— f 
Harmon   R    P — f 
Miller  A  E— 1 
Moore  R  J — f  1  c 
Ormiston  ft  Haro— f  c 
Ormiston   W   S-f  1  c 
Sharpe  &  CooIk — f 

WALKERTON 

Atwood  Thos  E— f  1  c 
Dippel  M  G— f  1  c 
Mackav  G  O— f  I  c 
Ramesbottom  T — 1 
Shaw  W  M— 1 
Shumacher  J  J — f  c 
Stephens  AH— I 
Whitehead  Jamcs-f  1  c 
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WALLACEBURG 

Beattie  J  A— f  1  c 
Burgess  B  M— f  1  c 
Hmnesan   T    F— f    1 
McDougsIl    &     Martin^ 

f  1  c 
McGregor  W  J— f 
Meyers  H— 1 
Mickle  A— f 

WATERLOO 

Boehm  C  A— f  1  c 
Carthew  W— f 
Cressman  A  K — f  I  c 
Halstead  F— 1 
Hughes  J  B-< 
Roos  P  H— 1 
Stauffer  J— f 

WALTERS  FALLS 

Daytnan  W  A— f  1  c 
How«7  J  H— f  1 

WATFORD 
FiUgerald  W  E— f 
Fuller  W  S— £  1 


Hughes  T  J— I 
Hume  J  H-f  c 
Livingstone  John— 1 
Shrapnell  W  H— I 
Watt  David— f 

WELLAND 

Chater  A  1^1 
Demare  ft  Misener — f 
Gonder  G— f  1  c 
Hatter  H  h—t  c 
Hill  &  Edgar— f  c 

Jackson  P — 1   c 
ones  E — ^1 
IcCormick  B  J— f  c 
Marshall  &  Marshall— 1 
Sheere  P  P— f  1  c 
Wilson  R  G— f  I  c 

WHITBY 

Allia  A  H— 1  c 
Blow  E  R— f 
Disney  F— f 
Dudley  L  W— f  1  c 
Howden  H— f  I 


O'Connor  John— f  1 
Pringle  W  B— £ 
Richardson  ft  Richardson 
— £  1 


WINDSOR 

Churchill  J  B— f  c 
Fuller   Charlea   H-4 
GangnierT   G— £  1  c 
Laing  F  H-1 
Morton  R  M  &  Co— f  1  c 
Parent  Geo— £ 
Peck  J  O  ft  Son— 1  c 
Reynolds   R  A  ft  Son— 
f  1  c 

WINGHAM 

Ben    David-^ 
Couhu  A  E— £  1 
DaTis  Henry— £ 
Dodds   John— f    1 
Holmes  Dudlej^— £  c 
Howson  ft  Broddebank 


-f  1  G 


Morton  J  A— f 
Ritchie  &  Cosens 
Smith  A  E— 1  c 
Thompson  H  J— 1 
Vanstone  R— £  c 
Williams  Agcy— 1 


WOODSTOCK 

Bigham  H  A— f  1  c 
Budd  Irving— f  1  c 

Brown  J  Henry— £  c 
Clapp  &  Andersoa  Ltd- 

f  1  c 
Edgington  J — f  1  c 
Francis  V  L— f 
Hall  John— 1 
McCaffrey  W  J— f  1  c 
McClellan  &  Kneal— f  1 
Nesbitt  E  W-f  1  c 
Newton  T  A— £ 
Partlo  H  W-f  1  c 
Sawtell  Bros— £  1  c 
Scarff  J  S— f  c 
Sproat  H  B— f  c 


PRINCE  EDWARD  ISLAND 


CHARLOTTETOWN 

Arsenauit  J  O— f 
Brow  E  R— £  1  c 
Davidson  H  M— £  1  c 
I>e   Blois  George— £ 
HigKs  E  T-£ 
Holbrook  G  H— c 
Hypdman  &  Co— £  1  c 
Irving  Alexander— 1 
McConnick   G   J— £ 


Rogers   W  K  Co    Ltd- 

f  1  c 
Ross  J  R— 1 
Stewart  D  B— £  c 
Webster  J  A— f 

KENSINGTON 

Glover  Al£red— £ 
Johnson  W  E  Rev— 1 


Leslie  H  A-£ 
Profitt  J  F— £  1 

SUMMERSIDE 

Arsenauit  J  F— £  1  c 
Burrows  Miss  Amy  G — 

£  1  c 
Campbell        Alexander — 

£  1  c 


Gordon 
Hicks  S  M— £  1  c 
Manson  Edward— £  c 
Monkley  E  H— f  I  c 
Morrison  Donald — £    . 
Schurman  W  G— ^  1  c 
Sharp  Herbert   S — £ 
Stavcrt  H  W  B— £ 
Strong  Heath — f 
Tanton  Bannerman  W — £ 


BEDFORD 

Coslett  E— £ 
Currie  E  F— £  c 
Rochelean  Nap— £ 
Saunders  F  C— £ 
Shelters  W  A— £ 

BUCKINGHAM 

BothweU  N— 1 
Gorman  E  F— f  1  c 
Lahaie  L  J— f  1 
Lemay  R — 1 
Martin  H— f  1  c 
Parker  A  H— 1 
Surttts  J  W— £  1  c 

CHICOUTIMI 

r>elisle  Gustave  Ltd— £  1  c 

r>u£our  J  Elx— 1 

Guay  L  Er-I 

Tauvin   Em— 1 

Lemieux  Albert — £  1  c 

Faradis  Frs— f  1 

St   Pierre   ft  Belleau — £ 

Savard  Mde  Vve  J  E— £ 

Simard  J — 1 

Trcmblay    Adclard — f    1 

Vezina  Pitre— £  1  c 

COATICOKE 

X>upuis  A  L — 1 
Fatcux  ft  Peloquin— £ 
Fontaine  H  C— f 
>f  oulton  L  G— f  1  c 
Shurtleff  W   L— f  1  c 
Woodman  A  A — 1 

COWANSVILLE 

Arsenauit  F  P— £ 
r)raper  F  E — £  1 
Kerr  David— £ 
ILawrence  E  E — £  1  c 


QUEBEC 


Ruiter  P  A— £ 
Taber  C  P— £  1  c 
Taber  H  M— £  1 

FARNHAM 

Beriau  A  L— £ 
Berth  iaume  J  A — { 
ChoQuette  W  F— f 
Jutras  P  W— £  1  c 
Odell  H  E— £  1  c 
Portelance  P  A— f  1  c 

HULL 

Belanger  J   H— £ 
Cousineau  Jos — f 
Leflanune  £  H— £ 
Simon  D  C  Co— £  1  e 
Thiriault  0—1 

JOLIETTE 

Carswell  N  M— £  1 
Charland  A— £  1 
Page  J  0-£  1 
Piche  E  G  ft  Co— £  1  c 
Robitaille    ft    Fontaine— 

£  1. 
St  George  L  W— £  1 

LACHUTE 

Calder   Charles— £  1  c 
Dorion  J  M — £  1  c 
Gall  D  Jas— £  1  c 
Lemay  J  D— £  1 
Rice  J  W  A-£  1  c 
Walker  G  J— £  1  c 

LAUZON 

Bontin    Alexander— £ 
Lagneux  Jos — £ 
Nohn  J  B— 1 
Vien  G  S— £  1  c 


LEVIS 
Dumoutier  J  A— £ 

MAGOG 

Audet  L  A— £ 
Cunningham    Geo— 1 
Jasmin  H — £ 
Foss  M— 1 
Peters  W— £ 
Pepin  D  E— 1  c 
Taylor   Percy — £ 
Tourigny   Al£ — £ 
Wallace  F  W— £ 
West  Dr  Jr-£ 
WUcox 


T  J— £ 
J^-£ 


MONTREAL 

Abbott  A  E^£        ^    , 
Adams    R    Percy— £    1 
AUary   Adelard— £ 
Allen   Geo   H— 1     ^  , 
Allin  Jas  &  Son— £  1 
Armour  John  E — £ 
Armstrong  Jos — £ 
Ault   Chas — 1 
Ayer  H  H-£    ^ 
Baby  Arthur— £ 
Baillie  James  A— £ 
Barlow  W  D— £ 
Barnard  S  L — f 
Barrett  A  G  E— £ 
Barry   A— £ 
Bastian   Raymond — i 
Bcckit  O   G— 1  , 
Bclfidd  T  D— f     ^ 
Bcrthiaume  O  F— £ 
Berthiaume  Raoul — £ 
Bickerdike  Chas  E— £ 
Bickcrdike  R— £     , 
Bingham  H  B  F— £ 
Binks  A  R— f 
Blache  C  R— £ 


!  Blumenthal  A — f 
Boudrias  J  O  Agcy— £ 
Boon   R  R — f 
Boronow  M — £ 
Borthwick  John  G— £ 
Boycr  N— f 
Breedlove  W  C— £ 
Bridge  R  H— £  c 
Brousseau  F  J — f 
Brown  E  H — ^1 
Brown  Fayette — ^1 
Brown  T   Stevenson— £ 
Brown  W  Chas — f 
Brown  W  Godbee — £ 
Browne  Fitz  James  E— £ 
Browning  A — f  1  c 
Bruneau  J  G — 1 
Bucknell  J   A— 1 
Burket  P  W   A— £ 
Butcher  W  C— £ 
Cairns  Morris  J-t£ 
Cairns  C  C— f 
Cairns  Wm — f 
Callaghan  S  J — 1  c 
Campbell  A  H— f 
Carreau  G  P — ^1 
Carter  &   Wood— £ 
Carter  R  A— £ 
Chamberland  A  N  T— 1 
Champagne  A  C — I 
Charlebois  C — £ 
Charlton  R  L^£ 
Chateanvert  &  Martin — £ 
Chevalier  Jos— f 
Christmas   &    Sons — 1 
Christmas  T  H— 1 
City    Realty    Investment 

Co— £ 
Cleghom  C  Power — £ 
Clefland  Wm— f  1  c 
Clouette  Arthur— f 
Cole  F  Minden — £ 
Collins   Francis — f 
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Colleret  J  A— f 
Comptoir  Villc-Marie— f 
Common  R  B — f 
Courtois    Eugene — f 
Courtois  Jos — f 
Cox  Geo   G— f 
Cradock,    Simpson   &   Co 

Crepeau   Isidore — f 
Dale   &  Co  Ltd— f 
Dandurand  U  H— f 
Daunais  P  P— f 
Davidson    &    McRae — I 
Davidson  R — f 
Dccary  Gcrvais — f 
Decary  Hcrcule — f 
De  Pencicr  T  F— 1  c 
Dcscory  Henry  L — I 
Dick  Mrs  L  W— f 
Dickson  J  E  E— f 
Dobbin  Thos  F— f 
Dodds  W  O  H— 1 
Doatalcr   A   O— f 
Doyle  J  N— f 
Ducharme  Jos  A — f 
Dumont  L  E— £ 
Dupont  Gustave — £ 
Dupuy  J  A— f 
Dupuy  A — f 
Duquette  Aldas— f 
Emo  John — c 
Esinhart  &  Evans — f 
Evans  Fred  W  Co  Ltd— £ 
Ewing  &  Ewingf— f 
Ewing  S  W— £ 
Faille  Jos— f 
Ferrand  Maurice — f 
Findlay   John  Ltd— £ 
Findlay  W  E— £ 
Foster  R  B — ^1 
'  Fox  &  Morris  Ltd— f  c 
Frascr  Campbell  C— f 
Froemcke  Alf  C  H— £ 
FrominRS  H  A— f 
Gaden  W  C— 1 
Gagnier  A  A — £ 
Gagnon  A  L— £ 
Gagnon  J  N  A — £ 
Galibcrt  P  E— f 
Gandreau  L  G — £ 
Garland  C  Sf— £ 
Garon  P— I 
Gaudet  W  C— 1 
Gault  A  F  Trust  Co— f 
Gault   Percy  R— £ 
Gauthier  Pierre  Fils  Ltd 

— f 
Gauthier  S  Raoul— f 
Geoffrion    Chas    E — £ 
Gomery  B  V— £ 
Gougeon  N — f 
Goulet  P  A— f 
Gour  A   C — £ 
Gray    Samuel — £ 
Green  ford  Saml — £ 
Grcgoire    T    Albert — £ 
Gregoire  L  L — £ 
Grier  J   W  &  Co— £ 
Hagar  Walter  C— £ 
Hague  C  A — £ 
Hague   Frederic — f 
H^mnson     Robt     &     SoQ 

Ltd— f 
Hampton  Securities  Ltd 

Hanna  A  A^ — £ 
Hare  &  McKenzie  Ltd— f 
Hart  A  J— f 
Hawthorne  J  A — 1 
Haycock  A   B— 1 
HeflFeman  J  A — £ 
Henderson   C  L — £  c 
Herbert  J  A— 1 
Hinshaw  M   C — £ 
Hogg  D  N  C-f 
Hopper   R  J— f 
Howard    Robt— £ 
Howell  A  R— 1 
Howell  A  W  I>— £ 
Hudson    T  H — c 
Huot   J   Alfred— f 


Hurtubise  Ed — f 
Hurtubuise   &   St  Cyi^— £ 
Hyde  Jno   Agency — f 
Imperial  Trust  Co— t 
Instalment   Investment 

Co— f 
Irish  &  Maulson— f 
Irvine   Arthur   M— £ 
acksoQ  Wm — f 
acobs  B  W— f 
arvis  Frank    D — { 
ary  Raoul— f 
enkins  John — f 
odoin  J  N— f 
ohnson  Poirier  Jennings 

Inc— f 
ohnson   F   W  G — £ 
ohnston  H  J — 1 
oseph  Horace — f 
oseph  W   I— 1 
lay  H  H— 1 
Kennedy   &   Colley— f 
Kirschberg  Jos  &  Co — f 
Knox  Fjp-f 
Labeau  Geo — 1 
Labelle  Alphonsc — ( 
Labelle  J   H— £ 
Labucque  Horace  J — f 
Lachapelle  Scverin  Jr— f 
Lajeunesse   Louis — f 
Lambelle  Jos — f 
Lambert  H  M— £ 
Lambly  J  W— £ 
Lanctat  J  A — f 
Langlois  E  J — f  c 
Langlois   Theo— 1 
Larivicrc  F  X — £ 
Latour  L  D— f 
Laurent  Joseph — f 
Laurin    Cyrille — £ 
Lavers  A  H— 1 
Lavimodiere    F   O— f 
Lebeau  G  L — £ 
Leblanc  J — £ 
Lecavalier  A — 1 
Leduc  Simon — £ 
Lee  J  G— f 
Lefaivre  Andre— £ 
Legault   Alfred— f 
Legault  Ovila — f 
Lesage  L  E — £ 
Lewis   &  Badgley — £ 
Lewis  G  G — i 
Lewis    Mostyn — f 
Loranger  J  G  A — £ 
Lukis    Stewart    &    Co— € 
Lyman  P  R— f 
Lyster  James — 1 
\fcBean  &  Hill— f 
Macaulay  T  B— 1 
McCaw  Wm — 1  c 
Macintosh  &  Hyde — £ 
McCrory   Jos — f 
MacEwen   John— f 
McGown   D   M— 1 
McGregor  Jas — f 
McKeon  H  J— f 
McNichoIs  A   S— f 
McTeer  A — 1 
Mailloux   A   U— f 
Majeau  P  G— f 
Marchand  J  J — £ 
Marcil   Geo^f 
Martin  G  E— f 
Martin  T  A— f 
Martin   Jos  D  ,C— f 
Masson  Dominique  Ji^— £ 
Masson  P— f 
Mathias  P  F— f 
Menard  C  E— £ 
Meunier   Theo— f 
Miller  J  A— 1 
Millette  L— f 
Milord  Jos— f 
MitcheU  W  J— £ 
Molson    &   Hunter— £ 
Molson  Walter — f 
Moncel  G  N— f 
Montreal     Agencies    Ltd 

— £ 
Moreau  W   A— f 
Morrisey   T   L— f 


Mousseau  J    G— £ 
Mudge  H— £ 
Muir   John   W— f 
Mumford   E   A— f 
Mussen  H  B — f 
Nairn  A  M — f 
Neuman  J  N — £ 
Normandin      &     Desbro- 

siera— £ 
Nutter  John  R  — £ 
O'Connor  Ed  G— £ 
Oram  T  P— 1 
Oswald  M  C— £ 
Pacaud    G    W— f 
Paiement  Hector  L — f 
Painchaud  L  H — £  c 
Parent  Omer — £ 
Parkins  Frank  F— 1  c    ^ 
Paterson  R  MacD  &  J  B 

— £ 
Payette  J  A— £ 
Pellerin  J  H— £ 
Pelton  J  G— 1 
Perrault  J  R— £ 
Perrin   L— £ 
Perry  Louis  V — £ 
Picard  L  A— £ 
Pierce  M— £ 
Pinkerton  &  Co— £ 
Plow  Arthur — £ 
Poirier  Romeo— £ 
Pontbriand   T  D— I 
Poole  J  A  C— £ 
Popham  H  R— I 
Potter  Percy  E — £ 
Provost    A — f 
Prudential  Trust  Co  Ltd 

— £ 
Prudhomme  A  E— f 
Quebec  Savings  &  Trust 

Co — f 

uery  C  H— I 

uesneL  Sharpc  &  Co— c 

uinn  T  E— £ 
_  amsay   A— c 
Ranger  A  R — £ 
Raphael    H   W— £ 
Rattallick  G  S  I^f 
Rasrmond    A    P — 1 
Reech  H  E— £ 
Reid  F  G— £ 
Richard  L  J  A— 1 
Robert  J  B— £ 
Robert    Louis — £ 
Robertson    Duncan— £ 
Robertson  W  Frew — £ 
Robertson  G  R— f 
Robillard   Adolphc— f 
Rocheleau  C   W— £ 
RoIIand,    Lyman   &    Bur- 
nett—f  c 
Ross  Realty   Co— f 
Routh  C  H— £ 
Rowat  Jos — f 
Salsbury  C— 1   c 
Saunderson  T  L  H — £ 
Scott  Frank— f 
Sellon  E  M— f 
Severs  &  Co— f 
Shannon  P  H — £ 
Sharpc  C  A — c 
Shaw  H  LeRoy— 1 
Sherritt  J   M— f 
Shibley  A  D— f  c 
*^hip  A  L— £ 
Signer  W-( 
Silverstone  E — f 
Simard   Arthur — £ 
Simpson   G  H — 1 
Simard  J  B— f 
Simard  R  D— f 
Sims  H  H— f 
Smith    F  E   M— f 
Smith  Pemberton — f 
Soly  Hy— f 
Sprague  C  E — f 
Stanger  Jas   T — f 
Stanton  J  C  Jr— I 
Stearns  S  P— 1 
Stevenson    A   W — £ 
Stewart  Alexander — £ 
Sweeney  C  L— 1 


;  Sword  C   E— f 
Sylvain  J   H— £ 
Taillon  E  T— f 


OS — t 
J  A— £ 
1  B— f 
T  M— £ 


Tanguay  - —     - 
Tansey   Denis — f 
Tatley  J  W— f 
Thompson  J   G — i 
Thornton    D    S — £ 
Tory  J  C— 1 
Tougas  Jos— t 
Tremblay  J  A — f 
Tremblay       "" 
Tremblay 
Tremblay  ^  -     - 
Tresiddcr  J  M— £ 
Turgeon  E  E — £ 
Tyre  Robt  W-f 
Upton  Henrir — £ 
Valentine  F— I 
Valle  J  A-f 
Veith  J  G— £,  .     .      . 
Versailles,  Vidricaire  & 

Boulais  Ltd— f 
Vervilk  A— £ 
VillencuveJ    A— £ 
Vipond  A  H— 1  _     , 
Walkem  Hugh  C— £ 
Wall  B-f    ^,  ^     , 
Walsh  Mrs  M  Er-£ 
Weldon  W,S— £ 
White  Godfrey  C—f 
Whitehead  E   A  Co  The 

Ltd-f  1  c 
Wickham  R  J— f , 
Wilcocks  F  J— f   , 
Williams  Geo  E— 1 
Wilson  E  W— 1 
Wilson   H  W— f 
Wonham  H  W— £ 
Yuile    Herbert— £ 

NICOLET 
Beauchemin  Narcisae— f  1 
Comeau  H— f  1 
Courchcsne  J  O— f 
Dufresne   Henn— i 
Laflammc  J  C  H—t 
Leblanc   F   X— f   1 
St  Pierre  Lorenzo— t  1 

ORMSTON 

Gale  H  E— £ 
Gudex  L— £ 
Lency  W  A— £  ^    , 
McGcrrigle  J  L  G-f 
Patten  H  B— 1 
Rousseau  L  A — f 
Tomson  J  H — f 

QUEBEC 

Arcl  J  F— f 
Belleau  &  Auger— f 
Belleau  T  F— f  1 
Bignell  ti  B— £ 
Boutin   P   A— £   1 
Brodie  Geo— £  1  c 
Bruneau  J   G — 1  c 
Budden  &  Strang— f 
Champion   C  &  W— f  1 
Chateauvert  Geo  P— 1 
Chenardjos  T— 1 
Cote  G  J  E— £  1  c 
Delaney  W  J— I  c 
Dominion    Brokerage   Ca 

Felson  A  B  Van— 1 
Eraser  W  J-^  c 
Freuettc  &  Fortier— 1 
Foumicr  Amedee— f 
Gagnon  Chas — £ 
Gagnon  Oscar — 1 
Gauvin  Elz — £ 
Glass  Frank — 1  c 
Giroux  &  Cote — f  1  c 
Hunt  Edward— 1    ' 
Jacques  L  C—f 
Lachance  J    T — ^1 
Lachance  J  Eng — £  1  c 
Larue  Ernest— H 
Leclerc  &  Cie— f  I 
Lc  Gendre  H— £ 
LeMaire  J  1^1 
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Lcsage  Antonio — 1 
Lower  Alex— c 
McGee  D  &  Son— f 
McPherson  W  M— f  1 
McGowan  James  A — c 
Masscy  W  &  G  M— f  1 
Mahony  &  Hay — f  1  c 
Marcotte    Arthui>— f 
Monast  M — ^1 
Monaghan  M — ^1 
Morin  Oscar— 1 
Morissette  J  B — f  1  c 
Murphy  &  Collier— f 
Oliver  &  Coolican— f  1 
Paincbaud  &  Breton'-l 
Payette  E  J— 1 
[)uebec  Fire  Agcy— f 
Racine  Pierre— t 
Rochcttc  Ernest — f  1 
?cott  Arthur  E— f  1  c 
Tanguay  G — f 
rheriault  &  Cie— £ 
frudell   L   A— 1 
/alliere  Alfred — f 
.'errct  A  G — f 
Valcot  C  W— f  c 

RICHMOND 

Ucxander  G  J — f  1  c 
Jcdard  David  F— f 
TampbcU   Chas — ^1 
"levcland  E  F— f 
)esmavais   H — f 
)resser  G  F— f 


Swing  William — f 
Ginn  J  O— f 
Hayes  John  M  D— f 
Mclver  W  E— f 


RIVIERE  DU  LOUP 

Bern  lie   Jas — 1 
:  Bouchand    Jas— 1 
j  Doucet  E  A— f  1  c 
;  Dumas  Ovide — f  1  c 
1  Marcottoe    J    E — 1 
I  Michaud  J  P— £  1 

c    Morin    D   E— f 

c  I  Omleet  T  E— f 
I  Puize  Ararie — ^f  1  c 
Saindon  M  G — £  1  c 


ROCK  ISLAND 

Allard  Petei^-1  c 
Hovey  E  W— f  Ic 
Parquette  John — £  1  c 

ST.    HYACINTHE 

Bartels  F— f  1  c 
Benoit  E— 1 
Bemicr  E  L— 1 
Boisseau  &  Boisseau— f 
Borduas  F — f 
Bonchard  &  Bcmicrr-£ 
Bourgeois  fi  Jr — ^1 
Brousseau  Louis — 1 
Chabot  E— f 


Duckett  Ed— f  1  c 

Duclos  A  S— 1 

Todoin   A — f   c 

Morin   Ren6 — f   c 

Raymond  H  &  Co— f  1 

St  Germain  H— f 

St  Germain   T  A— f  1   c 

ST  JOHNS 

Baudouin  P — £  c 
Beaudry  J   H — ^1 
Curran  J— f  c 
Hall  F— f 
Hebert  A  N— £  c 
Langes  Jos — 1 
Marcoux  E — 1 

SHERBROOKE 

B61anger  &   Bfigin— f  c 
Burrage  R  R— f  1  c 
Dresser  W  S  &  Co— £  I  c 
Frascr  C  K— £  c 
Kennedy  J  D— f  c 
Langlois  H— f 
Levesque  U — 1 
Palmer  C  O— f  1  c 
Parkes  T  J— 1 
Somers  T  S  &  Co— f  I  c 
Southwood   F  J— £  c 

SOREL 

Beaubien  J  E— £ 
Guevrcmont  A — f 


La£reuiere  J  B  T— £  1 
Lc8i6ur  P-1 
Masse  N— 1 
Morgan  W  G  M— £  1  c 
St  Martin  L  N— £ 


THREE  RIVERS 

Gouin  &  Desilets — £  1  c 
Gravel  A  T— f  1  c 
Spenard  Arthur— f  I  c 

VALLEYFIELD 

Aumaifl   A — 1 
Boyer  L  J— f 
Choquette   Leo — 1 
Fortier   S— £  1  c 
Lanp^evin  L  J  H — f  1  c 
Lavimiodiere  N    E— £ 
Low  T  Ji— £  1  c 
Tremblay  A — f 

WATERLOO 

Bridge  W  H— £ 
Fontaine   F — f 
Gingras  J — £ 
Harvey  &  Call— f  1  c 
Jodin  L  &  Sons— £ 
Racicot  A  A— £ 
Shaw  R  F— f  1  c 


SASKATCHEWAN 


BATTLEFORD 
tkinson  F  G — 1 
oughey   Chas — £  1 
rokovski  E — f  1  c 
unningham  A  G — £  1  c 
odd  R— f  1 
arlc    &    Sparling— f 
ood  L  H— f  1 
oover  J  H — £  1 
ill   M  B— f 


Nicol  T— f 
Soole  W  C— f 
Spccrs  Robt — £ 
White  E  H— f  1  c 
White    Land    Co    Ltd— 
f  1  c 

REGINA 

Anderson,   Lunncy  &  Co 
— f  c 


Bell   &   Mitchell— f  c 
Brook  8l  Allison— f 
Campkin  H  H— f  1  c 
Foncier    Credit — f   c 
Guy  B  H— f 
Kerr  Land   Co— f  c 
McAra  Bros  &  Wallace— 

f  1  c 
McCallum.    Hill    Co— f  c 


Marsh  G  H— f 

Nay  &   James— f  1  c 

Prudential  Trust  Co  Ltd 

— f 
Rounding  Land  Co — f  c 
Saskatchewan      Under- 

writers  Ltd — £   1   c 
Westman  J  A— £  1  c 
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ALABAMA 

ALEXANDER  CITY 
Fuquay  A  P 

ANNISTON 
Crook  S  L 

BIRMINGHAM 

Herd    Tas  H 
Lewis  R  C 

EUFAULA 
Dean  Capt  L  Y 

EVERGREEN 
Atldnaon  W  D 

GENEVA 
Vaughan  D  O 

GREENVILLE 

Porter  R  Y 
Wilson  J  H 

HUNTSVILLE 
Hutchinson    W   J 

MOBILE 

Boone  Tom   Jr 
Du  Mont  R  a 

MONTGOMERY 

Holloway  &  McKenxie 
Steiner,  Crum  &  Weil 

SAMSON 
Anderson  M  F 

SYLACUGA 
Jordan  J  E 

TALLADEGA 
Hutchinson  W  J 


ARIZONA 

BISBEE 
Hughes  T  A 

NOGALES 
Levin   H 

PHOENIX 
McKinley  L  M 

TUCSON 
Franklin  A  M 


FORT  SMITH 
Bums  Thos  W 

HOT    SPRINGS 
Meyers  G  L  &  Co 

JONESBORO 
Malone  A  L 

LITTLE  ROCK 

Hirsch  L 
Powell  J  W 
Smallwood  T  R 

NEWPORT 
Hirsch  G  L 

PINE   BLUFF 
Rosenberg  F  M 
Wells  Geo  M 

ROGERS 
Forwood  Reginald 

SILOAM  SPRINGS 
Andrews  A  E 


CALIFORNIA 


ARKANSAS 


FOREST  CITY 
Izard  R  J 


BENICIA 
Weinmann  F  P  Agency 

BERKELEY 
Creed  W  H 

CHINO 
Cooke  A   H 

COLUSA 

Boggs  M  J 
Harrington  T 
Jackson    A    B 

CRESCENT  CITY 

Barmburg  A  A 
Corrin  F  J 

EUREKA 

Aallard   S   I 
Belcher  Peter 

FRESNO 
Weeks  E  E 

LONG  BEACH 
Waldvogel  Geo  J 

LOS  ANGELES 
Archer  R  T 
Faust  William  H 
Hart    Seth 
Mcintosh  D  W 
Shepherd  John   S 
Yamell  B  F 

MERCED 

Boney  R  M 
Fowler  True 

OCEAN   PARK 
Laying  Chas  A 


PETALUMA 
Winfield   C  R 

REDWOOD  CITY 
Brown   R 

SAN  FRANCISCO 
Chapms  P  C 
Eithel  Edw  E 
Famsworth  E  P 
JoUy  E  J 
Maris  Wm 
Mauritzius  Frank 
Meade    C 
Spencer  H  McD 
Weinmann  Phillip  R 

SANTA  ANA 

Black  A  C 

Fluor  J  B 
.  McNeill  C 
I  Preble   Gee 

SANTA  CLARA 
Alderman    H  J 
O'Brien  J  B 

SANTA  CRUZ 
Towne  H  B 

TRUCKEE 
McQeUan  C  R 


COLORADO 


COLORADO  SPRINGS 
Christopher    Thomas 

CRIPPLE  CREEK 
Berbower  Fred  R 

DENVER 

Appleman  L  P 
Cnswell    B    F 
Haupt  Fred  S  C 
Keller  W  F 
Webster   Geo 
Williams  A  B 
Wilson  Charles  F 

GRAND  JUNCTION 
Garms  V  C 
Wright  D  B 

GUNNISON 
Gordon  John 
Lake  Henry  F 

LEADVILLE 
Casey  Geo  W 
Stickley  B  F 
Stickley  Don  W 

PUEBLO 

Crawford  C  B 
Eraser  W  G 
Middelkamp  E  G 

SILVERTON 
Brown  Geo  D 


CONNECTICUT 


BRANFORD 

Bradley  Richard 
Morton   Clifford  A 

BRIDGEPORT 

Goodsell  G  W 
Goodsell  S  E 

DANBURY 

Hodge  E  A 
Stevens  Chas  W 

GREENWICH 

Crosby  Jos  P 
Sullivan  Jas  N 
Whelan  Jos  E 
Wigmore  Thos  E 

HARTFORD 

Bliss  Fred  J 
Fisher  G  Burgess 
Holt   C  E 
Knox  Arthur 
Morley  F  A 
Webster  Raymond  W 

MERIDEN 
Williams  J   F 

MILFORD 

Hepburn  R  P 
Irving    Water   M 

NEW    BRITAIN 
Curtiss  O  F 

NEW  LONDON 
Rowland  R  M 

NEW  MILFORD 
Todd  Arthur  G 

NORWALK 

Byington  W   H 
Golden  R  H 
Stuart  Edward  C 
Wilcox  WiUiam  S 

NORWICH 

Blackedge  H 

Peck,  McWilliams  &  Co 

Stetson  ft  Young 

SOUTHINGTON 
Hemingway  J 

SOUTH  NORWALK 
Golden  Richard  H 

TORRINGTON 
Cowles  W  A 

WASHINGTON 
Wyant  D  J 

WEST  HAVEN 
Chamberltn  Chas  G 

WILLIMANTIC 
Crane  C  L 

WINSTED 

Moore  D  S 
Pierre  H  J 
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DELAWARE 


DOVER 
Denney  Wm  D 

WILMINGTON 
Highfield  W  J 


DISTRICT   of 

COLUMBIA 


WASHINGTON 
Holton   William    S 


FLORIDA 


DELAND 

BagTiley  C  H 
Gould-Woott€ii    Com- 
pany. Inc 
Wright  S  B 

GAINESVILLE 
Adkins  J  C 

JACKSONVILLE 

Dancy   M    H 
Haimes  Lawrence 
Southern  Adj  Bureau 

MADISON 
Morrow  C  L 

MONTICELLO 
E-rans  Wm  E 

OCALA 
I>aTis  D  W 

ORLANDO 
Way  S  Y 

PALATKA 
aillard  J  Walter 

PENSACOLA 

V  n derson    Walker 
^Icrwin  H  S 

QUINCY 
VUnon  W  W 

TALLAHASSEE 
erkina  John  E 

TAMPA 

argan  J  T  Sr 
illard   Chaa  M 
A^lor  E  H 


GEORGIA 


ALBANY 

a-^a    D    G 

^UnoT    F   O 
rratulett  Thos  W 


AMERICUS 
Arthur    F    B 
Dayenport  J  A 

ATLANTA 

BickerBtaff  Chaa  A 

Crandal]  G  L 

DarnKi  J  T 

Hall  Vernon 

Hawka  Wm  N 

Malone  M  H  Jr 

Murphy  Otis  A 

Soutoem  Adjuatment 
Bureau  (stock  owned  by 
insurance    companies) 

AUGUSTA 

Dawson  W  R 
Mell  Chas  I 
Robertson  J  Miller 
Tobin  A  D 

BAINBRIDGE 
Perry  E  J 

CARROLLTON 
Adamson  J  R 

COLUMBUS 
Spencer  R  P  Sr 

DAWSON 
Saville  R  L 

EASTMAN 

Gentry  O  A 
Herman   H 

GRIPFIN 
Goodrich  W  A 

McDONOUGH 
Low  M  C 

McRAB 
Stamps  John  S 

MACON 
Griffith  W  D 

MARIETTA 
Coryell  H  G 

QUITMAN 
Young  H  Lane 

ROME 

Yancey  Hamilton  Sr 

SENOIA 
McKnight  J  H 

SPARTA 
Cooke  E  R 

VALDOSTA 
Peeples  R  A 

WAYCROSS 
Seabrook  S  H 


IDAHO 


BLACKFOOT 

Beebe  C  S 
Fisher  C  N    , 

BOISE 
Hall  Almon  J 


HAILEY 
George  W  B 

KENDRICK 
Porter  R  H 

POCATELLO 
Burrus  Fletcher  R 


ILLINOIS 


AMBOY 
Vaughan  F  N 

AURORA 

Briggs  E  D 
Holden  James 
Tomlin  N  W 

BATAVIA 
Burke  F  H 

BEARSTOWN 

Condit  F  M 
Garm  C  C 

BELLVILLB 

Hoppe  Wm  M 
Miner  A  F 

BLANDINSVILLB 
Ballou  C  £ 

BLOOMINGTON 

White  Samuel  R 
White  Ora 

BUSHNELL 

Chidester  D  F 
CARMI 

Hay  Tom  W 

CARTHAGE 
Irving   Mayor 

CENTRAUA 

Jonas  Leo 
furphy  Gordon 

CHAMPAIGN 
Sperry  E  H 

CHESTER 
Nisbet  H  B 

CHICAGO 
Bullard  A   F 

J.  L.  Holden        J.  «.  Holden 
Phone,  Harrison  4178 

J.  L  Holden  &  Son 

StiMtttsi  of  Jf  ire 
loMctf 

on 

Railway  Property 

58  W.  Jackson  Boulevard 

ONICAOO 


McMiUan  L  S 

Mariner  WE 

Read  Charles  &  Sons 

Root  J  S 

Smith  T  H 

Taylor  C  H 

Wells  H  M 

Western    Adjustment    & 

Inhpection  Co 
Woolman  Maurice  &  Co 

CHILLOCOTHE 
Mitchell  E  A 

DANVILLE 
Espenscheid  H  F 

DECATUR 
Corley  D  C 

DEKALB 
Peterson  R  M 

DIXON 
Newcomer  F  X 

DWIGHT 
Ahearn  J  C 

EFFINGHAM 

Bersfeld    H 
Kreke  John 
Mjrers    J    M 
Thies  Joseph 

ELMWOOD 
Jay  Fred  D 

EVANSTON 

Greene  Carl  D 
Maoe  Harry  M 

FAIRBURY 
Virgin  C  R 

FAIRFIELD 
Lloyd  J  J 

FORRESTON 
Werts  Frank 

GRAYVILLE 
Kershaw  Alfred  M 

HINSDALE 
Hedge  Charles 

JACKSONVILLE 
Hubble  Joe  W 

JERSEYVILLE 
Vinson  J  W 

KEWANEE 
Rcmick  W  H 

LA  GRANGE 
iTerson  C  L 

LEBANON 
Chamberlin  C  E 

UNCOLN 

Davy  T  S 
Schweigckhardt  G  J 

LITCHFIELD 

King  W  J 
O'Bannon  S  £ 

McLEANSBOKO 

Dcnson  W  W 
Shoemaker  Jas  M 


B.234 


INDEPENDENT    ADJUSTERS. 


MARENGO 
Gault  Richard 

MARSHALL 
Cole  H  S 

MATTOON 
Gutherie  E  T 

METROPOLIS  aTY 
Kerr  S  B 

MOLINE 
Murphy  Jas 

MONMOUTH 
Hubble  L  J 

MONTI  CELLO 

Porter  W  T 
Smith  W  P 

MT  CARMEL 
Hughes  Wm  H 

MOUNT  VERNON 
Hagebusch  W  H 

MURPHYSBORO 
Rltter  Chas  L 

NAPERVILLE 

Raasweiler  H  H 
Scott  Alvin 

NASHVILLE 
Holston  B  B 

OLNEY 

Coen  Jaa  T 
Nelson  M  L 

OTTAWA 
Cooper  B  C 

PARIS 
Howard  Geo  F 

PAXTON 
Johnson    V   E 

PEORIA 

Daniels   W   H 
Hatfield  S  K 
Ockenga    Dick 

PROPHETSTOWN 
Griawold  E 

QUINCY 

GiU  Geo  C 

Quinc]r   Adjustment  & 
Sendee  Bureau 

ROCHELLE 

Hcaly  W  J 
Holmes  D  J 
McConaughy  E  L 

RUSHVILLE 

Craske  Henry 
Nail  Jas  R 
Pelton   Bros 
Seeley  Ey 
Whitson  Geo 

SPRINGFIELD 

Bellersheim  G  J 
Benjamin  D  T 
Flesch  R  B 
Hickox  G  C 
La  Rose  S  H 
Lanphier   J   C   Jr 
Rathburn   M  C 
Troxcll   R  W 


SPRING  VALLEY 
Sweeney  John  J 

SUMMIT 
Skarin  C  Richard 

TAYLORVILLE 

Kinney  A  T 
Kinney  Fred  H 

TALUCA 
Gannon  John  D 

TUSCOLA 
Johnson  R  J  N 

VIRDEN 
Simons  H   C 

WILLMETTE 
Skelton  John 

WINCHESTER 
Smith  Dan  T 


WOODSTOCK 
Hyde  J  R 

WYOMING 
Imes  Elmer 


****»« 


INDIANA 


AUBURN 

Baxter  Miles 
Weaver  D  H 

BOSWELL 
McAdams   A  B 

BRAZIL 

Finley  John  A 
Seiders  Wm  F 

BUTLER 
Campbell  R  C 

CLINTON 
Bonner    W   H 

COLUMBIA  CITY 
Smith  A  C 

COVINGTON 

6rown  Chas  A 
Wolfe  Martin  I 

DECATUR 

Hooper  &  Lenhart 
Peterson  John   S 

DELPHI 
Bradshaw  W  H 

EVANSVILLE 

Cook  S  W  &  Co 

Odell  I  H  &  Son 

FORT  WAYNE 

Beahler  John  E 
Jones  Fred  H 

GARRETT 

Brown  H  M 
Gage  G  E 


GREENFIELD 

Cooper  D  B  &  Son 
Cooper  M  P 
Hughes  Wm  A 

HAMMOND 

Reed  Pump  Coostructioii 
Co 

HUNTINGBURG 
Rieutepholen  Daniel 

HUNTINGDON 
Allen    E    E 

INDIANAPOUS 

McGilUard   &    Mumford 
Western     Adjustment    ft 
Inspecton  Co 

JASPER 
Wilson  W  A 

KOKOMO 
Drinkwater  W  W 


LAFAYETTE 

Drasser  Wm  A 
Moore  E  L 

LOGANSPORT 

Closson  S  M 
Heffley  C  O 

MARION 
Wiley  W  H 

MARTINSVILLE 

Avery  Chas  A 
Rose  A  G 

MONTPELIER 
Shook  John  T 

MOUNT  VERNON 
Wade  Edwin 

MUNaE 
Bishop  E  W 

NOBLES  VILLE 
Cardwell  M  L 

ROCKPORT 

Jennings  J  H 
Mason  C  C 

SOUTH  BEND 
Kelley  W  P 

THORNTOWN 
Lyster  Geo 

TIPTON 
Richman  C  J 

VERSAILLES 
Cooley  Omcr  H 

WABASH 
Payne  F  A 

WARSAW 

Coleman  J  W 
Mathews  Earnest 

WATERLOO 
Specr  C  O 

WESTFIELD 
Bray  W  C 


IOWA 


ALBIA 
Pennington   S   VV 

BELLE  PLAINE 
Milner  J  C 

BELLEVUE 
Becker  J  S 

BURLINGTON 
Wesner  E  M 

CARROLL 
Douj^erty  J  A 

CASCADE 

Hayes  J  M 
McMiUan  Thos 

CEDAR  RAPIDS 

Anderson  Lew 
Qements  J  J 
Hook  C  W 
Watson  C 

aNCINNATI 

Ketchams  F  C 
McDonald    T   C 
Wood  &  Jonnson 

CLARION 

Goslin  Matt 
McCoy  F  J 

COLFAX 
Hahn  J  H 

CORTANA 
Roe  B  F 

DAVENPORT 

Harrison  W  H 
Snider  W  H 

DENISON 
Richardson  Bros 

DES  MOINES 

Qark  A  E 
Hanna  C  E 
Iowa  Adjnstmc&t  Co 
McGuire  H  H 
Newman  Geo  C 
Smith  M  H 
Warushuis  T  W 
Western  Adjusting  Agcy 
Wright  C  B 

DEWTTT 

Hawes  J  W 
Morris  S  J 

DUBUQUE 
Fitz  Al 

FORT.  MADISON 

Downs  John 
Scherfc  W  A 

GUTTENBERG 

Borman  A  H 
Eckart  J  P 

HUMBOLDT 
King  J  W 

IDA  GROVE 
Moorehead  A  H 

INDEPENDENCE 
McGoire  W  P 
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JEFFERSON 

ARKANSAS   CITY 

SALINA 

LAWRENCKBURG 

Anderson  S  B 

Drehmer  J  E 

Cravens  R  P 

Bond   Wilks 
Grain  John  H 

KEOKUK 

ATCHISON 

STOCKTON 

Overton  F  C 

Ottertag  W  C 

McKanna  P  H 

LEBANON 

Teeters  C   M 

Rubel  W  W 

BAXTER  SPRINGS 

TOPEKA 

LAKE  CITY 

Daniels  W  C 

Battershill    John 

LEXINGTON 

Freeman  J  N 

Brock  W  B 

CAWKER  CITY 

VALLEY  FATJ-S 

Foster   C   L 

LA  PORTE 
Banger  Geo 

Tucker  J  W 

Strawn  S  M 

LOUISVILLE 

CLAY    CENTER 

WASHINGTON 

Boiling  A  F 

LE  MARS 
Minick   A   A 

Gay  F  V 
Withers  G  A 

Hood  J  K 

WICHITA 

Campbell  PhiUp 
Drake  Frank 
French  Stephen 
Pouder  T  V 
Southern   Adjustment 

McGregor 

ELLSWORTH 

Gribi  S  G 

Walker  C  W 

Seayer  W  R 

Warren  R  B 

Bureau 

MILFORD 

Shaw  Elden  R 

WINPIELD 

Young  H  W 

Griffith  F  £ 

FORT  SCOTT 

Eaton  T  J 

MAYFIELD 

MOUNT  AYR 

Cormany   W   A 

• 

Ridgway  S  B 
Ward    W    F 

Beard  H  C 

GARDEN  CITY 

V  V  oa  vs         V  V         ^ 

Smith  R  C 

Stocks  Ralph  C 

MIDDLESBORO 

NEWTON 

GREAT  BEND 

Kinnaird  Wm  J 
Sleet  Wm  C 

Bmnncr  J  G 

Dawson  O  W 

KENTUCKY 

Coon  Oscar  A 

Taylor  Arthur  E 

MILLERSBURG 

NORA  SPRINGS 

HUMBOLDT 

Butler   W  A 

Waterbury  0  P 

Wakefield   J    E 

MT  STERUNG 

OTTUMWA 

ADAIRVILLE 

Coleman  J  L 

Wellman  R  E 

HUTCHINSON 

Kinkel    Adjust    Agcy 

Moore  Edwin  R 

Hoffman   J    M 
Snyder  Geo  R 

PANORA 
Fcrrec   C  F 

lOLA 
Smith  &  Travis 

ASHLAND 

-^well  R  G 
Haskell   Harry 

MURRAY 

Cromwell    Samuel 
Holton  M  D 

PERRY 

French  L  A 

KANSAS  CITY 

AUGUSTA 

NFWPORT 

^m     .^IB^B^         M.       ^^^^^   ^^   ^  ^ 

Giersberg  G  J 

Gray  Charles  L 

Western  Adjustment  & 

SCRANTON 
Clark  B  0 

KINGMAN 

BOWLING   GREEN 

Inspection   Co 

Cragun  John  A 

Southern    Adjustment 

NICHOLASVILLE 

SHENANDOAH 

"           w                 ^ 

Bureau 

Knight  J  B 
Sparks  K   M 
Wilds    Thos  G 

Fleisback  C  E 

LAWRENCE 
Benedict  F  M 

CAMPBELLSVILLE 

SIOUX  aTY 

Kerr  J  W 

Wolf  B 

Gniney  H  P 
Gtiiner  Chas  L 

LEAVENWORTH 
Suydam  E  K 

CATLETTSBURG 

PADUCAH 

Wilson  &  Stewart 

^ 

Morcum  Harry  G 

Boone  F  C 

LYNDON 

Rose  C  C 

SPIRIT  LAKE 

Hussey  L  F 

CLINTON 

^^^^•^■^^pM4   V^»  ^V     ^P      ^PM 

Van  Steenberg  B  B 

Ramsey  E  D 

PIKEVILLE 

STUART 

LYONS 

Rogers  ft  Bevins 

Bacus  John 

Aikin  John 

EVANSVILLE 

Sawards  Jas 

Bamett  S  P 

Hartronft  A  G 
Needham  L  C 

Odell  I  H 

RICHMOND 

WATERLOO 

FRANKLIN 

Breck  D  H 

2iniler  Carl  T 

Mcpherson 

Gillespie  Bros 

WEBSTER   CITY 

Hendry  Alex  S 

GEORGETOWN 

Miller  Ray  W 

MARION 

Moore  Hugh  A 

WEST  UNION 

Case  Rosse 
Richardson  S  E 

GREENVILLE 

LOUISIANA 

FCent    A    D 

MARYSVILLE 

Morgan  J  P 

WHAT  CHEER 

Morse  O  J 

HARRODSBURG 

Brokaw  W  E 

OSAGE  CITY 

Thompson  C  D 

BASTROP 

WILTON 

Tones  John  E 
Musserly  C  G 

OTTAWA 
Reynard   John 

HENDERSON 

Brodnax  J  R 

.Vildasin   H  Henry 

CROMWELL 

rSTER 

KANSAS 

PARSONS 

Noyes  A  H 
Smith  Victor 

FIRE                        CASUA 

LTY                        AUTOS 

Kentucky        Tennessee 

Illinois         Indiana 

^^r  ^  ^  ^  ^  ^  ^^                    w        ^  ^^  ^  ^^  ^ 

Available  on  Coi 

iflagration  Losses 

ANTHONY 

PITTSBURG 
Smith  Victor  A 

nk  Buiiding 

ennings  L  G 

Werner  F  C 

Henderson 

KENTUCKY 
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CROWLEY 
Actdia  Ins  Acency 

NEW   IBERIA 
White  Jno   S 

NEW  ORLEANS 

Crescent  Adiistmeat 
aid  Iflsffectioo    Co. 

H.  D.  Rlcfaardton.  Mgr. 

Fir*  LoM   AdJustRiMits 
Anywhere 

We  specUaUe  on 

WtiiwMttn  k  ^pectal  Baurii 

418  Hennen  Bld^. 

Over  20  Yean'  Experience 

Kennedy  J  J 

Miazza  J    S 

New  Orleans  Adjustment 

Co  Ltd 
Pescay   Chas  H 
Richardson  H  D 
Soathem  Adjustment  Co 

SHREVEPORT 
Billings  Geo  H 

VIDALIA 

New  Orleans  Adjustment 
Co 


MAINE 


AUBURN 

Ballard  S  K 
Briggs   Wm    S 
Greenleaf  Elbridge  M 
Keenc  F  W 
^reeland    Silas   K 
Marquis  W  S 
Warren  Andrew  F 

AUGUSTA 

Carll   S  C 
Downing  Charles  E 
Downing  C  S 

BANGOR 

Carter  John  T 
Cutter  Leslie  W 
Gatchell  Elmer  N 
Lancaster  M  H 
Nelson  George  G 
Nelson   O 

BAR  HARBOR 
BurrUl  F  C 

BATH 
Crosby  E  S 

BIDPEFORD 
Renouf  Narcisse  P 

BREWER 
Burr  £  B 

Cy^LAIS 

Murchie  Howard 
St  Clair  Ashley 

CANTON 
Richardson  O  M 

DOVER 

Howard  G  E 
Whitney  E  E 


EASTPORT 

Bradish  Scott  P 
Loring  Geo   C 

ELLSWORTH 
Tapley  O  W 

FREEPORT 

Gould  F  E 
Rogers  Horace 

GARDINER 

Bailey  A 
Jordan  A  H 

HALLOWELL 

Broadstreet  L  E 
Getchell  Horaca 

HOULTON 

Donnell  W  C 
Gentle  Geo  S 

KENNEBUNl^ 
Cole  C  H 

KITTERY 
Locke  Wm  W 

LEWISTON 
Day  G  T 
Earle  H  M  S 
Frost  H  E 
Keene  F  W 
Lawrence  W  P 
Lewis  L  A 
Marquis  W  S 
Warren  A  F 

OLD    TOWN 

Hortwell  E  T 
McNaughton   James  A 
Wilbur  Geo  H 

PORTLAND 
Hay  Geo  G 
Shearman  John  E 

RUMFORD  FALLS 
Elliott  H  L 

SKOWHEGAN 
Folsom- Jones    Charles 

WATERVILLE 
Glenon  R  M 

WINTHROP 
Foster  H  E 

YARMOUTH 
Seabury  J   A 


Deming  J   C 
General   Adjustment 

Bureau 
Nelson  John  M 

CENTREVILLE 
Gibson   W  H 

CRISFIELD 
Wyatt  Edward  P 

ROCKVILLE 
Ischeffeby  E  L 


MARYLAND 

ANNAPOLIS 
Wheatley  Arthur  B 

BALTIMORE 

THOMAS  L  BOND 
Adjuster 

508  American  Building 

BALTIMORE    MD* 


MASSACHUSETTS 


ARLINGTON 
Kenty  Geo  W 

BELMONT 
Trenholm  C  £ 

BOSTON 

Allen  G  H 
Brooks  C  K 
Buell  Geo  L 
Clark  Arthur  A 
Groyer  J  W 
Hill  H  C 
'  Hughes  Thos  R 
Wheelock  H  S 
Whitney  H  F 

BROCKTON 

Jackson  John  A 
Jackson  Ralph  P 
Poole  Alva  P 
Swain  David  G 

CAMBRIDGE 
Wentworth  Reuben 

CLINTON 

Lowe  H   H 
Perham  A  O 
Philbin  J  J 

DEDHAM 

Rogers  M  J 
Stevens  H  H 

EVERETT 

Armstrong  William  B 
Hughes  Peter 
Sanders  W  B 
Thurston   Ralph 

FALL   RIVER 

Darling  Joseph  M 
Leeming  A  H 

FITCHBURG 

Carter  W  C 
Littlehall  J  D 

FRANKUN 
Woodward  P  A 

GLOUCESTER 

Dark  Benj  L 
Griffin  Edward  S 
Maddix  W  Austin 
Watson  Maylor 

GT  BARRINGTON 

Evans  E  B 
Shufelt  H  F 


HOLYOKE 

Judd  Chas  C 
Ranger  W  E 

HUDSON 
Fletcher  A  L 

LEXINGTON 

Hill  Willard  C 
Norris  J  L 
O'Conncr  Timothy  H 

LONG  MEADOW 

Eaton  John  D 
Waiters  Thomas 

LOWELL 

Baker  E  G 
Nelson  C   H 
O'Connor  John  J 
Penn  W  H 
Robinson  John  W 
Whittct   James 
Wiggins  B  H  Co 

MALDEN 
Qark  Chas  F 

MANSFIELD 

Angell  W  H 
Foster  G  L 
Haskell  Chas 
Packard  L  S 

MARBLEHEAD 

Hathaway  G  R 
Slee  Chas  A 

BIARLBOROUGH 

Frye  Leslie  M 
Hurley  Thomas  P 

MEDFIELD 
Ryan  W  C 

MEDFORD 

Gibson  Richard 
Levering    Lewis 

MELROSE 

Burke  Geo  W 
Scwall  A  W 
Stewart  John  A 

MELROSE  HIGH- 
LANDS 

Stewart  John  A 

MILFORD 

Dillon  Frank  P 
Whitney  Geo  S 

NATICK 

Barker  Robt  T 
Barker  W  F 
Farwell  Edwin 
Felton  Daniel  C 
Pulsifer    Frank  F 
Sweetland  Chas  F 
Wilson  Ernest  T 

NEEDHAM 
Walker  R  B 

NEW  BEDFORD 
Jones   Jonathan 

NEWBURYPORT 

Adams  R  G 
Hatch  O  F 

NORTH   ADAMS 

Button  John  R 
Ford  C  W 
Miller   Georffe  F 
Spencer  H   A 
Stebins  George  H 
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NORTH.  ATTLEBORO 
Parker  A  T 

NORTH  SCITUATE 
Amslie  J  R 

PEABODY 

Farrinston  Geo  C 
Spanlmng  Geo  E 

PITTSFIELD 

Cooley  Fred  A 
Mernll  Chas  £ 

QUINCY 

Utchfidd  A  L 
Nelson  Albert 
WillUms  P  J 

REVERE 
Youog  H  L 

ROCKPORT 
Strople  Geo  E 

SALEM 

Fowler  Chas  B 
Pitman  G  W 
Rhyno  Oscar  L 
Stearns  E  A 

SO  BOSTON 
Rodd  Wm  G. 

SO   HADLEY 
7udd  Burritt 

SPRINGFIELD 

Dearborn  W  F  Jr 
^arsons  F  D 
kVattcrs  Thos   D 

STOUGHTON 

Talbott  J  Elmer 
Vhtte  Fred  H 
Vitt  H  C 

TAUNTON 

'ranc    Andrew 
V'illiams   Franklin   D 

TOPSFIELD 
larke  Arthur  A 

UXBRIDGE 
obbs  Geo  T 

WAKEFIELD 

incroft  Clinton  L 
)x  Frank  £ 
-escott  Wm  A 

WALTHAM 
ill   E   H 

alker    £  A 

WARE 

mmings  H  P 
via  n  C 

WATERTOWN 

d^e    Charles  H 
tchins  Arthur  L 
fc   Wm   H 
Ison  Wm  H 

WESTFIELD 
en  Arthur  E 

WESTMINSTER 
ron  C  C 


WEST  NEWTON 
Colegrore  W  S 

WILLIAMSTOWN 

Roberts  Nelson 
Smedley  P  A 


MICHIGAN 


ADRIAN 

Boyd  Robt 
Joslin  T  M 

ALPENA 

Blackburn  W  A 
Prince  W  A 

BAY  CITY 

Lewis  Henry  S 
Miller   A  R 
Spear  Fred  B 
Van  Tyle  E 

BIG  RAPIDS 
Bennett  A  W 

CADILLAC 
Bowen  Frank  E 

CHEBOYGAN 
Moloney  V  S 

COLDWATER 
Crandall  E  R 

DETROIT 

Craig.  Wright,  Walker  & 

Araen 
Policyholders  Serrioe  & 

Adjustment  Co 
Western  Adjustment  ft 

Inspection  Co 

DURAND 

Eldridge  F  L 
Patchd  S  C 

FENTON 

Corrigan  C  L 

iennings  John  J 
(urphy  D 


/ 


PhUfips  C 

GRAND  HAVEN 
Andrews  D  W 

GRAND  LEDGE 
Ewings  J  W 

GRAND  RAPIDS 
Champlin  Frederick  M 

John   Rowson 

Fif  InBuranem 
::  Adjuttmr  :: 

401    Athton    BIdg. 

Grand  Rapldt,  Mick. 

Shaw   W   B 

Western     Adjustment    & 
Inspection  Co 


GREENVILLE 
Kemp  O  C 

HILLSDALE 

March  Geo  K 
Sutton  J   R 

IRON  MOUNTAIN 
MUler  R  Theo 

ITHACA 
Barstow  W  H 

KALAMAZOO 
Frittk  Allen  C 

LANSING 

Central  Adjustment  Co 
Chafey  M  F 
Goodell  Geo  M 
Jenison  O  A 
Kuch  P  C 

LUTHER 
Fairbanks  E 

MARQUETTE 
Wright  W  S 

MARSHALL 
Miller  CO 

MONROE 
Greenwood  Wm  T 

MOUNT  CLEMENS 
Lennebecker     Frank    G 

NILES 
Corell  G  E 

PETOSKEY 
McCune  W  G 

PORT  AUSTIN 
Hall  James  H 

PORT  HURON 

PhilUps  &  Wright 
Stover  F  B 

ROMEO 
PhilUps  G  W 
Seaman  B  N 

SAGINAW 

Reider  C  P 
Weinecke  A 
Welzeehn  A  C 
Wheeler  J  M 

ST   IGNACE 
Fletcher   Lewis   C 

ST  LOUIS 

Mey  Otto  F 
Phillips  E  C 

TRAVERSE   aTY 
Hastings  R  S 

W.   BAY   CITY 

Birchard  S  R 
Lewis  H  S 
Phillips  W  H 
Spear  F  B 
Van  Tuyl  E 

YALE 
Herber  B  N 


MINNESOTA 


BRAINERD 

Erickaon  C  A 
Huaemann  E  H 
Jackson  J  E 
Rowley  C  B 
White  I  U 

CHATFIELD 
Bibbins  S  E 

DULUTH 

Western    Adjustment    ft 
Inspection  Co 

FERGUS  FALLS 
Lowry  G  B 

GLENCOE 
Danek  J  L  T 

GRACE  VILLE 
Baird  E  C 

KENYON 
Borlang  Arthur 

LANESBORRO 
French  J  G 

LITCHFIELD 
Dart  Chas  H 

MANKATO 
Johnson  J  A 

MINNEAPOUS 

Hitchcock  Edw  M 
Lee  John  B  Co 
Western     Adjustment    ft 
Inspection  Co 

MOOREHEAD 
Wolfe  J  Pierce 

ROCHESTER 
Holt  D  H 

ST.    PAUL 

Titcomb  H 

Western  Adjustment  ft 
Inspection  Co 

ST.  PETER 
Miller  E  £ 

SLEEPY  EYE 

Domeier  H  C 
Smith  W  W 

TWO  HARBORS 
Spurbeck  Geo  H 

WADENA 
Hurst  Greenlaw 


MISSISSIPPI 

BRANDON 
Mayers  D  M 

GREENWOOD 
Benjamin  O  M  Jr 
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GULFPORT 
Bibb  H  T 

JACKSON 

EmeiT  C  C 
Henry  Robt 
Mayers  D  M 
Weille   A  A 

MERIDIAN 

Johnson  Jas  F 
Lloyd  Jno  A 

VICKSBURG 

Klein  Julius  M 
WeUle  A  A 

WEST  POINT 
Lagnrone  &   Carothert 


MISSOURI 


BLOOMFIELD 
O'Hcren  W  Moy 

BOLIVAR 
Leavitt  J  M 

BOWLING  GREEN 
Wise  Geo  C 

BROOKFIELD 
Rusk  Elmer  M 

CAPE  GIRARDEAU 
Bridges  H  W 

CARTHAGE 

McGec  John   C 
Maring  W   F 

CARROLLTON 
Tuley   L  E 

CHARLESTON 
KirkiMtrick  Chas  E 

COLUMBIA 

Columbia   Ins    &    Rental 
Agency 

•     FAYETTE 
Tindall  Jeff  W 

GALLATIN 
Handy  W  R 

GLASGOW 
Price  Austin  B 

GRANT  CITY 
Welch  Melton 

HANNIBAL 

Clayton  George  D 
Clayton  Robert  M 

HARRISONVILLE 
Hoover  S  W 

JOPLIN 

DufiSemeyer  C  F 
Matthews  Frank  L 
Musselman  H 


KANSAS  CITY 

Crosson  &  Collins 

Denman  T  S 

Griffith  T  E 

Harris   A  B 

Ross   Edgar 

Shirley  D  W 

Trent  John    A 

Welsh  MUton 

Western    Adjustment    & 

Inspection  Co 
Whittcmore   C    L 

LEES  SUMMIT 
McDowell  H  H 

LOUISIANA 

Fritz  J  W 
Wiseman  F  J 

MALDEN 
Morris  Ira  M 


TROY 
Martin  Chas  S 

WEBB  CITY 
Funk  J  J 


MONTANA 


MARSHALL 

ng 
Phillips 


Fleming  J  D 
dllips  J  R 


MEXICO 
Ricketto  JT 

MONETT 
Edgar  George 

MONROE  aTY 
Davenport  D  R 

MOUNTAIN  GROVE 
Allen  J  W 

PATTONSBURG 
Meadows  C  M 

POPLAR  BLUFF 
Robinaon  E  M 

ROCKPORT 
Bressler  W  M 

ST   JOSEPH 

Brown   Eustace  H 
Hoehn  Wm 

ST.  LOUIS 

Butler  &  Son  W  C 
Knapp    Chas   F 
Lowe  S  E 

Western    Adjustment    & 
Inspection  Co 

SAVANNAH 
Sheppard  S  A 

SEDAUA 

Espenscheid  A  P 
Evans  Ed  J 
Hoffman  G  C 

SHELBINA 
Manning  W  S 

SLATER 

Bridges  Chas  W 
Sterrett  J    B 

SPRINGFIELD 

Dixon  Guy  E 
Oldham   W  O 

STANSBERRY 
McCarty  James  M 

THAYER 
Miley  Geo  M 


BOZEMAN 
Donlop  Chas  E 

BUTTE  aTY 

Frith   T  T 
Henderson  F  A 
Luke  R  A 

Pacific    Adjustment    Bu- 
reau 

DEER  LODGE 
Wyckhoff  Jerome 

GREAT  FALLS 

Gilchrist  W  R 
Pacific  Coast   Adjust- 
ment   Bureau 

HELENA 
Lockie   R 

ROBERT  A.  LUKE 


IriAuranG^ 

A.ciJUAt«r 

HBLBNA,    MONTANA 

Foznanski  Sol 

LIVINGSTON 
Walsh  M  J 


NEBRASKA 


ALUANCE 

Gray  J  B 
Guthrie  J  W 

BEATRICE 
Hill  Walter  D 

BLUE  HILL 
Simpson  A  R 

BLUE    SPRINGS 
Caaebecr  J  H 

CLAY   CENTER 
Palmer  H  C 

COMSTOCK 
Lewis  F 


CREIGHTON 

Cheney  H  A 
Moore  F 
Strain  W  A 

FRIEND 

BaU  John 
Newby  W  L 

GRAND  ISLAND 
Garmire  Mr 

HASTINGS 

Madgett  Bros 
Reynolds  W  A 

HEBRON 
Garmier  J  D 

HUMBOLDT 
Walsh  P  K 

LEXINGTON 

Caw  J   P 
KreiU  F  P 

LINCOLN 

Baldwin  A  J 
Elgas  C  R 
Evans  A  G 
Folsom  E  C 
Zimmer  John   F 

McCOOK 

Kelly  J  E 
SUyner  L  W 

MINDEN 

Canaday  J  S 
Jensen  J   H 

NORFOLK 

Anderson   C  L 
Matthewson  &  Co 
Odiotne   T    E 
Ramson  J  W  &  Son 
Thorbum  J  J 

NORTH  PLATTE 
Woodhurst  W  H  C 

OMAHA 

Funkhouser    M  F 
Garmire  J  D 
Western    Adjustment   t 
Inspection  Co 

O'NEILL 

McAfferty  J  J 
McNichoia  S 

SEWARD 

Landis  H  D 
Shick  Roy  R 

SUPERIOR 
PhilUps  F  M 

WEST  POINT 

Krause  A  L 
NeUgh  S  T  W 

YORK 
White  Wm  L 


NEVADA 


ELKO 
Henderaon  Hayws 
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NEW  HAMPSHIRE 


BERUN 

GUbert  Jolm  B 
SnodgraM  Rober*' 

CLAREMONT 

Beckwith  H  R 
Story  W  H 

DOVER 
Barrett  G  D 

EXETER 
ElweU  Col  Rtifnt  N 

FRANKLIN 
Leach  Edward  G 

LANCASTER 
Nourae  Fred  H 

MANCHESTER 

Clifford  Chaa  C 
Everett  W  Y 
McAIlaster  Gflman 

PLYMOUTH 

Ajer  C  J 
Kimball  Wm  A 

PORTSMOUTH 
Site  F  M 

ROCHESTER 

Kendall   F  L 
Vamey  C  W 


NEW  JERSEY 

ARLINGTON 
Chapman  Walter  R 

BAYONNE 

Bunn  John  W 
Keegan  John  G 
Seifken   E 
Yatea  George  W 

BLAIRSTOWN 
Craig   A   B 

BOGOTA 
Cane  Fred  W 

BOUND   BROOK 
La  Tonrette  Eugene  D 

CAMDEN 
Nelson   Thos  T 

DOVER 

Berg  O 
Drake   Broa 
Egbert  John  A 
Tonea  Wm  P 
Shoemaker  W  V 

ENGLEWOOD 
Gnlnac  Jaa  M 

GARFIELD 
Eberhardt  Auguat 
Noonbnrg  A 
Russo   Joa 
Sojko    George 
W»maar  H 


GLOUCESTER  CITY 

Hambleton  Wm  B 
Mullin  ft  McElhoM 

GRENLOCH 
Joyce  Louis  C 

HACKENSACK 
Birley  G  H 

HAMMONTON 
Bemahouse  W 

HAWTHORNE 
Armstrong  W  H 

JERSEY  CITY 
Muller  John  E 

KEYPORT 

West  Robt 
Young  Dallas 

LONG  BRANCH 
Ferguson  Geo  E 

MERCHANTVILLE 
Ruth  Frank 

MONTCLAIR 

Carlson  J  S 
Ring  Ed   H 

NEW  BRUNSWICK 

Board  Louis  A 
Felton  Wm 
Rule  Geo  B 

ORANGE 
Gasner  Joseph  F 

PATERSON 
Reynolda  F  R 

PHIUPSBURG 
Deichman  A  S 

PLAINFIELD 

General     Adjustment 

Bureau 
Haywood  Mr 
MiUer  &  Waltbte 

PLEASANTVILLE 

General  Adjustemnt  Bu- 
reau 
Wootton  Thomas  B 

RAHWAY 

Cook  Edward 
Muddell  D  Irring 

RUTHERFORD 

Newhouse  W_J 
Van  Winkle  CEas  A 

SALEM 

Acton  I  O 

SOMERVILLB 

Myers  Hodge 
Swinton  Arthur  C 

SWEEDSBORO 
Acton  I  O 

TOM'S  RIVER 
Holmon  Geo  H 

WEST  HOBOKEN 
Hutchins  Geo  K 

WOODSTOWN 
Flitcraft  Franklin 


NEW  MEXICO 


ALBUQUERQUE 
Criawell  B  F 

ARTESIA 
Doughcrity  Walter  M 

CLOVI3 
Schenrich  C  A 

ROSWELL 
Kellahin  Robt 

SILVER  aTY 
Blevins  E  A 


NEW  YORK 


ALBANY 
Austin  Thos 
Dolan  Jas  A  ft  Co 
Hibbs  C  H 
Hibbs  Chas  E 
Leavett  C  S 
Rose  W  C 

ATHENS 
Flint  Orin   Q 

BATH 
DaTison  R  J 

BAY  SHORE 

Brewster  C  E 
Clark  S  T 
Terry  G  H 
Terry  R  H 

BINGHAMTON 
Allen  E  L 
Andrews  J  H 
Lacey  W  W 

BROOKLYN 

Brooklyn  Adjustment 

Bureau 
Hillyer  J  E 

BUFFALO 
Bowen  A  H  Co 
General    Adjustment 

Bureau 
Krause  E  F 
Sherwood  H  A 
Smith  Jno  J 

CAMDEN 
Morss  Geo  F 

CANANDAIGUA 

Church   E  R 
Sackett  Augustine 

CANTON 
Hemenway  S  C 

CATSKILL 

Bloodgood  C  E 
Harding  Geo 
Hunter  W  C 
Nichols  C  E 
Sage  O  V 


COHOES 

Buchanan  W  D 
Calkins  H   G 

CORINTH 

Smith   L  ; 

CORNING 
Frana  M  J  ,t 

CORNWALL 
Taylor  H  R 

COURDEN 
Morss  G  F 

CUBA 
Ormiston  W  D 

DELHI 
Nichols  O  S 

ELMIRA 

Herrick  F  D 
King  A  A 
Swan  F  W 

FLUSHING 
HiUyer  J  E 

FORT  EDWARD 
Hoodgman  A  C 

FREEPORT 
Miller  Wm  G 

GLENS  FALLS 

Alexander   Geo    M 
Reimlander  Robt   H 

GLOVERSVILLE 
Warner  E  J 

GOSHEN 
Edwards  F  J 

HERKIMER 

Hines   Stephen 
Small  Isaac  S 

HORNELL 
Murray  W  H  i 

JAMAICA 
Watts  J  Tyler 

JOHNSTOWN 

Case  M  L 
Simmons  P  M 

KINGSTON 

Angle  £  L 
Schultz  Schuyler  C 

LITTLE  FALLS       " 
Norris  G  W 

LYONS 
Lake  Luther  S 

MALONE 

Edwards  A  A 
Kirpatrick  W  H 

MASSENA 
Britton  G  E 

MONTGOMERY 
Wilkin  J  M 

MT.  VERNON 

Bradley  G  G 
McCartan  A  J 


B-240 


INDEPENDENT    ADJUSTERS. 


NEWBURGH 

Burhans   Lewis 
Templeton  Jaa  F 

NEW  YORK 

AlliMr   R   D 

Applegate  F  M 

Branson  G  R 

Freeman  W  R 

General  Adjustment 
Bureau     (atock    owned 
by    insurance    compan- 
ies) 

Goldstein   &  Co 

Hallett  Geo  H 

Haywood  J  C 

Hopwood  £  B 

Kramer  H 

LaTonrette  E  D 

Mac  Kowin  J  T 

Manhattan  Adjusting  Co 

Pitcher  W  R 

Place  W  W 

Potter  N  F 

Selleck  A  M 

Spencer  A  P 

Stephens  J  W 

Temple  T  J 

Walton  E  D  B 

Walton  E  D  B  Tr 

Walton  ST 

Welch  Ira 

Wile  Edwin  W 

Wood  H  P 

Wyman  L  A 

OGDENSBURG 
Smith  E  C  J 

OLEAN 

Collins  I  P 
Larkin  T  M 
Pelton  W  L 

ONEIDA 
Avery  Geo  F 
Hamblin  A  D 
Johnson  L  H 

ONEONTA 

Borst  Sam 
McFee  F 

PATCHOGUE 
Price  J  M 

PEEKSKILL 

Barger  O  V 

Strang  A   F 

PENN  YAN 
Goodspeed  J  C 

PORT  RICHMOND 
Braman  W  M 

POTSDAM 
Brownell  L  J 

PULASKI 
Parkhurst  J  W 

ROCHESTER 

Barry  S  J 

Gen  Adjustment   Bureau 

ROME 
Bouton  E  L 

SALAMANCA 
Gfttes  De  Forest 

SARANAC  LAKE 
Young  E  R 

SARATOGA  SPRINGS 
Wemple  J  R 


SENECA   FALLS 
McKevitt  Chas 

SYRACUSE 

Gen  Adjustment  Bureau 
Longway  Alexander 
Wadsworth  D  £ 

TARRYTOWN 
Brewer   Jas   H 

TOTTENVILLE 
Fisher  &  Walkeh 

TROY 

Buell    F    F 
Thiessen  L  J 

WARRENSBURG 
Reoux  E  Louis 

WATKINS 
PeUet  W  M 

W.  NEW  BRIGHTON 
Smith  J  F 

WHITE  PLAINS 

Moll   Louis 
Moule  B  D 


NO  CAROLINA 


CHARLOTTE 

Brothers  Ben  M 
Cochrane  R  L 
Griffith  Thomas 
Hunter  M  G 
Jones   Peter   W  D 
Moore    R    D 
Thomas  J  S 

DURHAM 
Griswold  W  J 

ENFIELD 
Wilkinson  W  S 

GOLDSBORO 
Dewey  E  B 

GREENSBORO 

Ashley  W  E 
Cox  £  G 
Land  E  C 
Murray  R  W 
Piatt  L  H 
Strudwick  F  N 

LITTLETON 
Harrison  T  N 

LUMBERTON 
WUliams  Q  T 

NEW  BERN 
Rhodes  &  Underwood 

RALEIGH 

Dortch  Gavin  H 
Hay  T  T 

REIDSVILLE 
Womack  Francis 

ROCKY  MOUNT 

Wilkinson   Geo   A 
Wilkinson  W  S 


STATESVILLE 
Carlton  J  F 
Jacks  Thos  B 

TARBORO 
Jacocks  Thos  B 

WAYNESVILLE 

Atkins  James  Jr 
Withers  E  L 

WELDON 
Suinbach  D  E 

WILSON 
Connor  D  M 

WINSTON-SALEM 
Barber  Thos 


NO  DAKOTA 


CASSELTON 
Smith  D  S 

FARGO 

Whittelsey    Chas    S 

GRAFTON 

Hall  J  E 
Hostetter  M  W 

GRAND   FORKS 

Schulthds  A  G 
Webster  O  A 

LAKOTA 

Baird  J  A 
Wehc  A  C 

VALLEY   CITY 

Qark  D  W 
Lund  C  G 
O'Mally  D 
Pierce  A  F 


OHIO 


BOWLING  GREEN 

Beverstock  Edw 
Lenhart  C  W 

BRIDGEPORT 
Holmes  C  A 

BUCYRUS 
Monett  L 

CARROLLTON 
Getzman  D 


CINCINNATI 

Coker  Geo 

Western  Adjustment  & 
Inspection  Co  (R  J 
Burlingame  Mgr) 

Woodward  Warren 


CLEVELAND 

Carroll  Frank  C 
Hower  Charles  H 
Manning  A  R 
Western    Adjustment  & 
Inspection  Co 

CLINTONVILLE 
Parsons  A  W 

COLUMBUS 

Foster  R  J 
McKay  A  F 
Parsons  A  W 

DAYTON 

Knecht  Charles  F 
Knecht  George  W 
Sizer  Ed   C 
Whitney  Russ  L 

DENNISON 
Reis  L 

DOYLESTOWN 
Meech  J  B 

EAST    LIVERPOOL 
MackaU  P   V 

ELMWOOD  PLACE 
Thompson  H  P 

GALUPOLIS 
Wall  P  T 

IRONTON 
Berkley  J  W 

JAMESTOWN 
Qemans  W  L 

LOUDONVILLE 

Bird  Sparks 
Huffman  D  M 

MARIETTA 
Cooke  R  D 

MOUNT  VERNON 

Anderson  Walter  C 
Denman  WilUam 

NEW   RICHMOND 
Davis  Robert  A 

NEWARK 

Fetvuson  Walter 
Phillips  P  S 

NILES 
Campbell   James   B. 

OTTAWA 
Greer   F  J 

PAINESVILLE 
CarroU  F  C 

POMEROY 

Webster    Manning  S 

SALEM 
Johnson    R   R 

SPRINGFIELD 

Farmer  F  M 
Wissingcr   Geo   R 


INDEPENDENT    ADJUSTERS. 


B-241 


TOLEDO 

Ckarles  t 


Adluster 

SecMd  Natioflal  Baik 
Mihg,  Toledo 

TORONTO 
Johaton  G 

WAPAKONETA 
Arnold  Vcmon    B 

WELSTON 
ETant  W  L 

WILMINGTON 
Bnun  C  M 

YOUNGSTOWN 
Campbell  James  B 


OKLAHOMA 


CHANDLER 
Hoyt  F  B 

DURANT 
Scheerer  G  J 

EL  RENO 
Finch  W  J 

ENID 

Clarke    Geo 
Myers  C   H 
Weller  F  W 

MUSKOGEE 
Miller  JtUhis  M 

OKLAHOMA  CITY 
Bates  Adjnttment  Co 

OKMULGEE 

Marrs  E  W 

Moltz  &  Rees 


OREGON 


ALBANY 

Merrill  H  F 
Ralston  J  M 
Senders   M 

GRANT'S  PASS 
Hendricks    H    B 


LA  GRANDE 
Sargeat  Wm  B 

PORTLAND 

Grant  H  M 
Uo7d  W  G 
Mayer  J  Alex 
Shankland  T  C 

ROSEBURG 
Pargeter  H  O 

SALEM 
RadcUff  H  S 

THE  DALLES 
Hudson  T  A 


PENNSYLVANIA 


ALLENTOWN 
Yinglinf  John  J 

ALTOONA 
Green  F  M 

ASHLAND 
Davis  J  B  &  Bros 

BEAVER  FALLS 

Bricrly  F  K 
Cook  F  P 
Martsoly  J  D 

BENNETT 
Yonng  W  A 

BETHLEHEM 

Faust  T  D 
LUly   W    E 

BIRDSBORO 
Focht  L  H 

BRADFORD 
Bauer  Robert 

CANTON 
Clereland  E  J 

CHAMBERSBURG 
Bollinger  E  E 

CHESTER 

Cruth  M   D 
Stroud  John 

CLEARFIELD 

Barclay  John  C 
Helmboldt  &  Stewart 

COLUMBIA 
Kauffman  C  C 

CORRY 

Auer  Harry 
Dayis  F  E 

DU  BOIS 

Hatten  W 
Sobers    W   H 
Stockdale  Geo  A 

EPHRATA 

Hershey  E  K 
Waever  S  L 


ERIE 
Mahoney  C  J 

HARRISBURG 
Gager  E  J 

HAZLETON 

Benner  Ezra  A 
Stroh  C  O 

HONESDALE 
Robinson  J  B 

HUNTINGTON 
Surgart  W  Emmert 

INDIANA 
Pamell  J  E 

• 

LANCASTER 
Howell  Henry  B 

LOCK  HAVEN 

BetU  W  T 
Culp  G  E 
Good  D  F 

McKEES  ROCK 
Kann  B 

MAHANOY  CITY 
Davis  J  B  &  Bros 

MANSFIELD 
Hoard  J  S 

MEADVILLE 

Culbertson,     Gelvin     & 
Jackson 

MILLVALE 
Young  W  A 

NORTHEAST 
Hill  C  C 

PARKER  CITY 
Findlay  A  G 

PATTON 
Pamell  Cower  ft  Co 

PHILADELPHIA 

Campbell  Jno  J 
General  Adjustment 

Bureau 
Nelson  Thos  T 
Whitall  Wm  H 
Williamson  A 

PITTSBURG 

Cobban  Walter  H  Co 
General   Adjustment 

Bureau 
Hall  Adjustment  Co 
Hart  J  S 
Kann  B 
Strobel  W  D  Jr 

POTTSTOWN 
Bernhart  A  J 

POTTSVILLE 

Davis  J  B  &  Bros 
Herb  t  S 

READING 
Billman  Geo  W 

ST  MARYS 

Hauber  Geo 
Valentine  T  J  Jr 


SAYRE 

Empire-Keystone  Adjust- 
ment Co  (T  J  Leahey, 
Mgr.) 

SCOTTDALE 
Kelly  G  F 

SCRANTON 

Boland  C  G 
Bristol    Lucas    E 
Campbell    John    J 
Luce  J  S 
Paine  H  E 

SHARON 
Cohen  Henry  M 

SHENANDOAH 

Bachman  Daniel 
Bierstein  P  W 
Davis  Jesse  B  &  Bros 
Ratzburg  E 

SHICKSHINNY 
Post  F  J 

SHIPPENSBURG 
Powell  D  N 

STEELTON 

Alleman  M  R 
Howard  H  H 

TITUSVILLE 
Cooley  A  P 

TREMONT 

Hibshman  W  H 
Himmelberger  Henry 
Koop  L  W 
Moody  W  E 

UNION  CITY 
Sweet  A  G 

WARREN 

Alexander  W  A 
Rogers  U  S 

WATSONTOWN 
Fisher  B  F 

WELLSBOROUGH 
Young  E  B 

WEST  NEWTON 
Parker  A  J 

WILKESBARRE 

Armstrong  Wm 
Post  W  L 
Reinfeld  Theo 
Warbrick  Wm 

WILLIAMSPORT 

dinger  H  J  &  Son 
Hill  H  C 
Hoover  Grant 
Keinger  Mr 
Lundy  F  K 

YORK 

Gravbill    Geo 
Raffensberger  W  J 


RHODE  ISLAND 


PROVIDENCE 

Burrington  A  S 
Cross  V  D 
Hutchinson  James 
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SO  CAROLINA 


AIKEN 

Ashhurst  J  W 
Hutson   JiA)   C 

BENNETTS  VILLE 
Riley  D  J 

CHARLESTON 

Johnson  O  E 
Middletown  W  D 

CHESTER 
Hardin  Edward  H 

COLUMBIA 

Dial  G  L 
Gaillard  A  S 
McDonald  R  H 

EASLEY 
McCarey  E  P 

GAFFNEY    CITY 

Pridmore  J  G 
Smith  C  M 

GEORGETOWN 

Fraicr  J  H 
Sian  F  L 

GREENVILLE 
Hard  C  F 

GREENWOOD 
Dowling  G  G 

HARTSVILLE 

Lawton  J  J 
Richardson  J  M 

LAURENS 
Tolhert  J   F 

NEWBERRY 
McSwain  W  A 

SPARTANBURG 
Calhoun  Julian 

SUMTER 
Haynsworth   G   E 

UNION 
McNally 

YORKVILLE 
Grist    Sam    M 


SO  DAKOTA 


ABERDEEN 

Bo>lles    Geo 
Buchanan  C  M 
Reed  C  O 

BRYANT 
Geiffing  S  B 

CASTLEWOOD 
Strait  Nathan 


CHAMBERLAIN 
Tidrick  C  D 

DEADWOOD 

Baggaly  Tno  &  Co 
Thomas  &  Reagan 

FAULKTON 
Morse  A  W 

HOT  SPRINGS 

Juckctt  E  R 
Parks  J  F 
Wilson   C  A 

HURON 

Beach    &   Dickinson    Co 

Inc 
Klenune  J  C. 
Maul  Walter  H 

REDFIELD 
Fischer  Geo  W 

SIOUX  FALLS 

Allen  J  J 
Buchanan   C   M 
Knowles  E  S 
Morcom   E  D 

SPEARFISH 
Eustace  &  Denton 

STURGIS 

Rooney  L  W 
Stuart  W  A 

VALLEY  SPRINGS 

Fay  G  W 
Harris  E  A 

WATERTOWN 

Countryman  F  A 
Fahnestock  John 
Snyder  E  St  Qair 

WEBSTER 
Caparude  A   H 


TENNESSEE 


ATHENS 
Erwin  Harry  J 

BRISTOL 
Sheen   Will    W 

CHATTANOOGA 
Erwin  Harry  J 

CLEVELAND 
Tonkin  W  H 

DAYTON 
Dean  J  T 

DRESDEN 
EwingFM 
Polk  James  K 
Smith   O    P 
Warner  F   H 

HARRIMAN 

Hendrick  C  E 
Scott  L  O 

JOHNSON  aXY 
WoflFord  G  T 


KNOXVILLE 

Flenniken  M  F 
Hickman  T  E 
Murphy  Chas 
Simmonds  R  H 

LEXINGTON 
Graper  H  E 

MEMPHIS 
Barkley  E  L 
Hart  H  B 
Lindsey  E  M 
Meyers  G  L 

Southern  Adjust.  Bureau 
Stone  W  A 

MOUNT  PLEASANT 
Irwin  E 

NASHVILLE 

Davis  Hunter 
Kirkland  Wm  C 
Lindsey  Albert  S 
Nichol   John 

RIPLEY 
Henry  FA 

SO.  PITTSBURG 
Fitzgerald  R  H 

WINCHESTER 

Gardner  John  G 
Templeton  H  M 
Walker  W  E 


TEXAS 


ABILENE 

Curtis  M  A 
Motz  Charles  Jr 

AMARILLO 
Currie  Thos 

AUSTIN 
PoUard  R  L 

BELTON 
Pierce  Jesse  W 

BROWNWOOD 

Hardeman  ft  Davis 
Henley  £  B 

BRYAN 
Hines  J  B 

CORPUS  CHRISTI 

Angell  R  H 

DALLAS 

Bates  Adj  Co 
Bucklew  Sam 
Dawson  Jno  M 
Dunn  H   C 
Fort  R  W 
Hanway  Geo  W 
Jones  W  K 
Langdean  C  H 
Mayo  R  W 
Miller  W  C 
Polak  Henry 
Polak   J   R 
Slaton  Adjusting  Co 
Steele  O  V 
Zintgraff   A 


DENISON 

Alexander  H  G 
Sharp  M  A 

DENTON 
Foremon  W  L 

FORT  WORTH 

Bttckalew  J  D 
Childress  C  W 
StorU  Chas  H 

GEORGETOWN 
/  Harrel  A  G 

GONZALES 
Gardien  ft  Kookemot 

HONEY  GROVE 
Erwin  Ivan  B 

HOUSTON 

Childress  W  A 
Preacott  A   B 
Tarlton  C  L 
Yocum  R  S 

McGregor 

Walker  Edward 

McKINNEY 
Jones  M  T 

MARSHALL 
Littlejohn  E  G 

MEXIA 
Smith  J  Sandford 

MINERAL  WELLS 

Durham  I  B 
Harris  J  T 

NAVASOTA 
Bridges  E  L 

PALASTINE 
Wright  H  L 

QUANAH 
Matthew  S  J 

SAN  ANTONIO 

Hill  H  O 

Schmitt  Hermann  ? 

SAN  MARCOS 
Ramsay  A  W 

SEYMOUR 
Rupe  B  F 

SHERMAN 

Belden  O  J 
Gulick  D  W 

WACO 
Lyles  R 


UTAH 


EUREKA 
Freed  S  B 

OGDEN 

Jamison  Marshall  T 


INDEPENDENT    ADJUSTERS. 


B-243 


PARK    CITY 
Shields  Henry 

PROVO  CITY 
Ray,  Brown  k  Gray  Inc 

SALT  LAKE  CITY 

Crawford  A  W 
Croxford  Arthur  W 
MacDonald  A  L 
Kooklidge  J   W 


VERMONT 


BARRE 
Robinson  R  G 

BELLOWS  FALLS 
Hayes  L  S 

BURLINGTON 
Hicok  H  H 
Powell  &  Marks 
St  Pierre  A  R 

CAMBRIDGE 
Parker  W  H 

HARTFORD 
Watson  Alfred  E 

MANCHESTER 
Fowler  J  N 

MONTPEUER 
PhiUps  Hugh 

MORRISVILLE 
Cheney  T  C 

MORRISTOWN 
Cheney  T  C 

RICHFORD 
Kelley  F  H 

RUTLAND 
Bumham  F  H 

ST  ALBANS 
Atwood  N  N 

WHITE  RIVER  JUNC- 
TION 

Watson  Alfred  £ 


VIRGINIA 


ALEXANDRA 
Stabler  L 

CHARLOTTESVILLE 
Jackson  J  Tyler  Sr 

CLIFTON  FORGE 

Bonavita  R  H 
Massie  E  R 
Tinsley  W  F 

DANVILLE 
Swann  W  T 


FREDERICKSBURG 
BotU  A  B 

HAMPTON 
Saunders  Howard 

HARRISONBURGH 
Staples  J  C 

NEWPORT .  NEWS 
Sommerville  Jas  A 

ORANGE 
Warren  H  C 

PETERSBURG 
Friend  Robert  McI 

RADF'^RD 
Mount  C  K 

RICHMOND 
Dean  W  D 

Southern     Adjustment 
Bureau 

ROANOKE 

Lunsf  ord  Chas  I 
Showalter  C  M  D 
Stockdell   Clarence   L 

SMITHFIELD 
Wooward  R  L 

SOUTH  BOSTON 
Fry  J  D 

STAUNTON 
Perry  Wm  J 

SUFFOLK 
Jones  F  W 
West  &  Withers 
Woodward  &  Elam 

WYTHEVILLE 
Ewald  R  S 


WASHINGTON 


BLAINE 
Shaw  George  S 

DAYTON 
CahiU  W  E 

EVERETT 

Petershagen  H  H 
Sumner  F  B 

SEATTLE 

Austin  J    E 
Best  Chas  S 
Holmes  Fred  H 
Jones  A  W 
Kerns  R  C 
La  Fountain  E  A 
Main  Geo  C 
Mason  J  R 
Pacific  Coast  Adjust- 
ment Bureau 
Porep  W  P 
Whitley  N  B 
Whittemore  Glenn  J 

SPOKANE 

Fotheringham  D  B 
Folger  W  P 
Hall  Henry 


Niehorster  W  L 
Pacific    Coast    Adjust- 
ment Bureau 
Partridge  F  E 
Webster  W  C 
Windus  W  V 

TACOMA 
Broomell  B  B 

WALLA  WALLA 
Felthouse  Walter  £ 


WEST  VIRGINIA 


BLUEFIELD 

Hurt  James  F 
Stewart  Wm  A 

CHARLESTON 

Good  D  E 
Scherr  A  E 

CHARLESTOWN 
Cooke  E  E 

CLARKSBURG 

General  Adjustment  Bu- 
reau 

ELKINS 
Keim  N  G 

HUNTINGTON 
Blair   Chas  W 

MARTINSBURG 
Alexander  H  L 

PARKERSBURG 
Tozier  M  A 

WHEELING 

Horkheimer  B  F 
Wilkinson  H  P 


WISCONSIN 


ANTIGO 

Kiefer  Fred  W 
Trerer  J  H 

APPLETON 
Sherry  James 

ASHLAND 
Good  James  W 

BERLIN 
Jones  A  T 

BOSCOBEL 
Howe  W  C 

CENTRALIA 
Frietzinger  E  B 


CUMBERLAND 

Larson  L 
Lehman  Carl 

DELAVAN 

Wallace  L  S 

FOX  LAKE 
Benle  John 
Corchran  Wesley 
Gibbs  Edward 
Stoddard  John 

KEWAUNEE 
Borgman  John  M 
Hamacheck  Frank 

LA   CROSSE 
Holbeck  W  C 

MADISON 
Hobbins  J  W 

MARSHFIELD 
Bouldrie  A  L 

MENOMONIE 

Clark  Cyril   L 
Clark  W  A 

MERRILL 
Phinney    D    M 

MILWAUKEE 
Tolles  F  W 

Western     Adjustment    ft 
Inspection  Co 

MONROE 
Treat   B  G 

NEENAH 
Williams  E  A 

OSHKOSH 

Insurance    Serrice   Co 
Lawson   David 
Replinger  R  E 

PLATTEVILLE 
Kleinhammer  Henry 

RHINELANDER 
Peterson  Chas  B. 

SHEBOYGAN  FALLS 
Boldt  H  E 

SPARTA 

Ady  I  H  ft  Co 
Blyton  W  H 

STEVENS  JOINT 
Finch  H  J 
Reynolds  F  D 
Shumway   W   J 

STURGEON  BAY 
Fetzer   H 

VIROQUA 
Western  Adjustment  Co 

WAUPACA 
Lord  Irving   P 

WAUKESHA 
Waukesha  Adjust  Asso 

WAUWATOSA 

Mclntyre  R  J 
McKinnon  D 
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WYOMING 


CHEYENNE 
Riner  Chat  W 


CANADA 


ALBERTA 

CALGARY 

Lilly  E  A  Adjustment 

Agency 
Faterson   &  Waugh 
Rankin   T   S 
Tisdale  O  E 

MACLEOD 
Lambert  J  S 


BRITISH 
COLUMBIA 


KAMLOOPS 

Robinson  J  T 
Rowlands  D  W 

NEW  WESTMINISTER 

Fraser  W  A 
McCloy  W  M  &  Co 
McKenzie  Hector 

VANCOUVER 

Fraaer  W  A 
Lye  Henry 


MANITOBA 


PORTAGE  LA 
PRAIRIE 

Duncan   John 
McLarty  Archie 

WAWANESA 

McNaughton  Wm 
Naiamitib  A  Sr 

WINNIPEG 

Brydon  Wm 
Paterson  &  Waugh 
Walsh  Jos 


NEW  BRUNSWICK 


CHATHAM 

Connor    Patrick 
McDonald  John 
Ryan  John 
Walsh   R   T 
Walsh  W  M 


FREDERICTON 

Barker  Judson 
Clarke  H  M 
Hall    Chas 
Mitchell  Moses 
Ryan  Fredk. 

ST  ANDREWS 

McUren  Wright 
Rigby  A  A 
Rigby   H  C 

ST  JOHN 

Fairweatber  E  H 
Janris  C  E  L 
Whittaker  F  S 

WOODSTOCK 

Green  Stephen 
Killam  Charles 
Marsten  P  S 
Ralston  Wm 


NOVA  SCOTIA 


ANTIGONISH 
McNeil  Frank  D 

DIGBY 
Daley  John 

MIDDLETON 
Butcher    F    R 

NEW  GLASOW 

Grant    Jno    D 
Johnston    John 

SYDNEY 
Sterenson  S  H 

TRUO 
King  W  P 


ONTARIO 


ALEXANDRIA 
McDonald  Angus 

ALLISTON 

Cair    Jas 
Jewett  James 
Wright  Wm  K 

ALMONTE 
Gilmour  A  C 

BARRIE 

Ball  Geo 
GaiUies  Wm 

BELLEVILLE 

Hurley  Tom 
Palen  E  L 

BLENHEIM 
Hall  W  E 

BROCKVILLE 

Buckman  E  A 
V/eatherhead   Edwin  L 


BRUSSELS 
Scott  F  S 

CAMPBELLFORD 

Ehink  C  E 
McKeel  A  H 

CHATHAM 

Briscoe    F    H 
Piggott  P  G 

COBURG 

Bently   Fred 
Curruthers   C 
Henderson  J 
"ex  A  L 
ex  Chas  E 


} 


CORNWALL 

Monroe   D 
Porteous  A  T 

DESERONTO 
Clement  G  E 

EXETER 
Huston   H   E 

FENELON  FALLS 
Graham  Thos 

FORT  WILLIAM 
Dale  J  F 

GALT 

Scott  Wm 

GUELPH 
Scroggie  Geo 

HAMILTON 

Donaldsdn  &  Patterson 
Ford  J  W  B 
Lyne  F  J 
Thomson  W  P 

INGERSOLL 

Agar  R  T 
Macaulay  A 

KINGSTON 

Bateman  Geo  A 
Chanman  W  J 
McCann  I  S  R 

LINDSAY 

McGeough  M  H 
Hiobum  J 

LISTOWEL 
Grant  J  R 

LONDON 

Machlin   Henry 
Pardon  John 

LUCKNOW 
Lindsay  H  L 

MEAFORD 
Robinson  W  J 

MITCHELL 
Cull  J  W 

MT.  FOREST 

Cook  J  J 
Hunter  J  A 

NAPANEE 

Cliff  Geo  A 
Harshaw   A  T 


NEW  MARKET 

Brunton  T  H 
Pearson  P  W 
Phillips  Geo 

NIAGARA   FALLS 

Clendenning  C  N 
Harriman  James 
Hewson  Wm 
Homan  W  S 
Robertson  H  M 

NORWICH 
CarroU  C  W 

ORANGEVILLE 
Matthews  Jas  A 

ORILLIA 

Bennett  W  L 
Eaton  J  R 
Mulligan    James 

OTTAWA 

Hopewell  Chas 
Low  James 
Marshall   A  J 


LA. 


ft 


AdJwuierM 

83  CHAMBERUIN  AVE. 
OTTAWA,        CANADA 


OWEN  SOUND 

Cockbum  J 
Gordon  Chas 
Graham  Wm  A 
Green  A 
Kennedy  J   C 
McKinnon  Donald 
Robertson  James  S 

PARIS 
Kay  John 

PARKDALE 
Picke  E  £ 

PEMBROKE 

Beatty  Walter 
Kehoe  Bros 

PEMBROKE 

Beatty  Walter 
Robertson  James  S 
McKinnon  Donald 
Wilson  WilUam 

PETERBOROUGH 

Graham  Jas  G 
Langford  W 
Montgomery  Tas 

PETROLIA 

Hutchcraft  W 
Jackson  Robert 

PICTON 
Williamson  W  H  Sr 

PINE  ORCHARD 
May  Nelson 

PORT   ARTHUR 

Hamer  Robert 
Jenkinson  J  E 
McRae  John  L 
Matthews  Harwood 
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PORT  PERRY 
Storen  Tohn 

PRESCOTT 

Robinson   F  S 
Steele  Joseph 

RENFREW 
Rochester  J  K 

RIDGETOWN 
Jacob   John 

ST.  THOMAS 

Green  Lumber  Co  Ltd 
Sanders  R 
Sanders  &  Bell 
Sindop  H 

SARINA 

Cook  T  H  &  Co 
Elinor  John 
Proctor  Geo  E 
Shanla  Jos 

SIMCOE 
Gunton  R  E 

SMITH'S  FAI.LS 
Ryan  Matthew 

STRATFORD 

Carman  A 
Orr  ThoB  R 
Ruston  T 
Stevenson   J 
Ward  James 

STRATHROY 
Trueman  R  M 

THORNBURY 
Hnrlburt  J  N 

TIIXSONBURG 
Denton  C  H 

TORONTO 

Adamson   Wm    H 
Cory  Chas  D 
Edwards    &    Balfe 
Lambe     G  A  &  Co 


Peters  H  S 
Power  Wm 

TRENTON 
Cottrell  S  *r  ^ 

WALKERTON 

Douglas  John 
Eckensweiller    Chas 

WALLACEBURG 
McNaimle  Wm 

WALTER'S  FALLS 
Dayman  W  A 

WATERLOO 

Bechtel  B  E 
Boehm  C  A 
HoUe  L 
Moogk  Chas 

WATFORD 
EWott  J  F 

WET.LAND 
HiU  J  F 
Shcere  P  P 

WINGHAM 
Ritchie  J 

WOODSTOCK 
Clarkson  T  L 
McKinney  A  J 
McNichol  B 
Tindall  J  D 


PRINCE  EDWARD 
ISLAND 


I 


CHARLOTTETOWN 
Beer  E  H 


QUEBEC 


CHICOUTIMI 

Bergeron  Philippe 
Blanchett;  Thomas 
Bouchard  Joseph 
Cote  Philippe 
Pedneault  Alphonse 
Pedneault  Joseph 

COATICOOKE 

Humphrey  S  B 
Moulton  G  M 

FRASERVILLE 
Lechance  William 

HULL 

Caron  Eucher 
Lemieux  Louis 
St  Laurent  Octave 

JOUETTE 

Durand   Al 
Etienne  Ledorc 

MONTREAL 

Cheese  Geo  E 
Dabbage  W  B 
Dominion    Adjustment 

Bureau 
Gardner  W 
Kennedy  Mr 
Logan  J  E 

NICOLET 
Rousseau  J  B  A 

QUEBEC 

Cummings  L  H 
Marchant  R  R 
Nesbitt  E  T 
Perry  James 
Peters  L  H 

RICHMOND 

Alexander  Geo  J 

ST.  JOHNS 
Baudouin  P 
Gerrais  A  F 
McQuillan  J  P 


SHERBROOKE 

Gordon  Qark 
Gregire  J  W 
McSwiggin  W  L 

THREE  RIVERS 

Guillemette  Nap 
Pothier  A  I 
Verrette  F  A 

ULVERTON 
Bothwell  J  A 


SASKATCHEWAN 


REGINA 

Saskatchewan  Adjustment 
Bureau 


HAWAII 


HILO 
Mariner  H  B 

HONOLULU 
Gurrey  A  R 

OAHU 
Gurrey  A  R 


PHILIPPINE 


ISLANDS 


MANILA 
Fleming   D   M 
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Attorneys  and  Counselors 

SPECIALLY  QUALIFIED  TO 

HANDLE  INSURANCE  CASES 

It  is  a  well-known  fact  that  few  lawyers  are  competent  to  properly  handle  an  insurance 
case  without  a  special  knowledge  of  the  business,  however  skillful  they  may  be  as  general 
practitioners.  We  have  requested  from  a  large  number  of  well-known  underwriters  the 
names  of  attorneys  whom  they  have  found  to  be  competent  and  satisfactory  in  the  conduct 
ot  cases  placed  in  their  charge.  The  following  list  is  made  up  of  the  names  thus  volun- 
arily  given,  together  with  a  few  others  who  have  given  special  attention  to  insurance  law. 


ALABAMA 


ABBEVILLE 
Miller  R  W 

ANDALUSIA 
PoweU  A  R 

ANNISTON 

Knox,    Acker,   Blackmon 
&   Merritt 

ASHLAND 
Cornelius  C  S 

ASHEVILLE 
Montgomery  J  P 

ATHENS 
Sanders  W  T 

BAY  MINETTE 

HaU  Chas 
Hawkins  W  H 

BIRMINGHAM 
Cabaniss  &  Bowie 

WObir  L  Nwards 

ATTORNEY  -  AT  -  LAW 

SaUc7l4 

Hril  NadsMl  Baak  BaiMIn 

Biratofhaai,  Alabaaa 

tasmice,  CMiBercial  art 
leal  estate  Law  SpccialHcs 

Fitts  Wm  C 
Milliken   Wm 
Ritter  Claude  D 

BREWTON 
Leigh  J  D 

BUTLER 
Undsay  J  D 

CENTER 
Reed  Hugh  M 

CLANTON 
Smith  A  C 

CLAYTON 
Peach  &  Thomas 

COLUMBIANA 
Haynes  J  J 


CULLMAN 
Brown  J 

DADEVILLE 
Dennis  J   C 

DECATUR 
Callahan  &  Harris 


GUNTERSVILLE 
Lusk  J  A 

HAMILTON 
Quinn  R  W 

HEFLIN 
Barker  &  Stephens 


Ala.{ 


'^*"'    E.W.  fiODBEY 


and 


NewDecatar    Attorney  at  Law 


MEMBER:  United  SUtes  Supreme  Court  Bar;  U.  S. 
Circuit  Court  of  Appeals  Bar;  Supreme  Court  of  Ala- 
bama Bar;  Commercial  Law  League  of  America;  Ameri- 
can Bar  Association;  and  Alabama  Bar  Association. 


DOTHAN 
Epsy  &  Farmer 

DOUBLE  SPRINGS 
McVay  Z 

EUTAW 
Coleman  T  W 

EVERGREEN 
Jones  J  F 

FAYETTE 
Harris   W   L 

FLORENCE 
Jordan  C  E 

FT  PAYNE 
Hunt  &  Hunt 

GADSDEN 

Goodhue,  Brindley  & 
White 

GENEVA 
Carmichael  C  D 

GOODWATER 
Darden  J  A 

GREENSBORO 
Knight  TE 

GREENVILLE 
Powell  &  Hamilton 

GROVE  HILL 
Wilson   &  Tucker 


HUNTSVILLE 

Cooper  Lawrence 
Grayson  David  A 
Spragins   R  £ 

JASPER 
Bankhead  &  Bankhead 

LINDEN 

Canterbury   I   I 
Kirven  Garland 

UVINGSTON 
Mitchell  J  A 

LUVERNE 
Sentell  J  O 

MOBILE 

Bestor  &  Young 
Smith  R  H  &  R  M 

MONTGOMERY 

Ball  Fred  S 
HoUoway  &  Mackensie 
Thetford  &  Blakey 
Tyson  John  R 

MOULTON 
Irwin  J   M 

ONEONTA 

Darden  Geo  W 
Weaver  W  A 

OPELIKA 
Dickinson  W  F 

OZARK 
Martin  H  L 


PRATTSVILLE 
Smith  M  A 

ROCEFORD 
Batson  John  W 

RUSSELLVILLE 
Key  W  H 

SELMA 
Mallory  &  Mallory 

SHEFFIELD 
Wilhoyte  R  H 

TALLADEGA 
Manning  M    N 

• 

TUSCALOOSA 

Oliver,  Vemer  ft  Rice 
Worthen  G  B 
Wright  ft  File 

TUSCUMBIA 
Kirk,  Carmichael  & 
Rather 

TUSKOGEE 
Powell  R  H 

UNION  SPRINGS 
Mosdey  L  M 

VERNON 
Nesmith  Walter 

WEDOWEE 
Burns  H  T 

WETUMPKA 
Lull  F  W 


ARIZONA 


FLAGSTAFF 
Jones  J  E 

FLORENCE 
Coker  E  W 

GLOBb 
Hin  G  R 

HOLBROOK 
Jordan  Clarence  H 

KINGMAN 

Blakely  Wm  G 
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NOGALES 
Marsteller  M 

PHOENIX 

Armstrong  Tho«  Jr 
Forest  J  C 
Gnst  J  L 

PRESCOTT 
Andrews  Henry  T 

TOMBSTONE 

Cunningham   D  L 
Pickett  Harry  E 

TUCSON 
Hartman  F  M 

WINSLOW 
Jordan  Clarence  H 

YUMA 
Ingraham  Fred  L 


ARKANSAS 


ARKANSAS  aTY 
PindaU  &  PindaU 

ASHTOWN 
Webber  &  Webber 

AUGUSTA 
Summers  J  F 

BENTONVILLE 
McGill  &  lindsey 

BRINKLEY 
Greenlie  C  F 

CAMDEN 
Goufhan  &  Stfford 

CHARLESTON 
Fettigrew  T  A 

CLARENDON 
Thomas  ft  Lee 

CLARKESVILLE 

Baskin  Chas  H 
Montgomery  J  J 

CORNING 
Hopeoo  D 

DE  QUEEN 

Dale  Glenn  H 
Webber  &  Webber 

DES  ARC 
Willeford  W  L 

DE  WITT 
Smith  L  C 

EL  DORADO 
Mrash  Neill  C 

EUREKA  SPRINGS 
Pendergrass  Jno  B 

FAYETTEVILLE 

Wall  E  B 
Wham  Fred  L 


FOREMAN 
Webber  ft  Webber 


FORREST  CITY 

Har^ayes  S  S 
Lamer  "'  ' 
Norton 


Lamer  W  T 
N  W 


FT.  SMITH 
Oglesby  Ira  D 

FULTON 
Webber  ft  Webber 

HAMBURG 
George  ft  Butler 

HAMPTON 
Poole  C  L 

HARRISBURG 
MardU  J  J 

HARRISON 
Cnmp  ft  Crump 

HEBER 
Vinson  M  E 

I       HEBER  SPRINGS 
'  Watt  J  D 

HELENA 
Moore  John  I 

HOT  SPRINGS 
Henderson  J   P 

HUNTSVILLE 
Harris  J  B 

JASPER 
Ammons  E  E 

JONESBORO, 

Hawthorne  J   C 
Scobey  John  W 

LAKE  CITY 
Scobey  John  W 

LEWISVILLE 
Webber  ft  Webber 


LITTLE  ROCK 

Day   Edw   M 
House  T  M  &  W 
Mann  ft  Shofner 

LONOKE 
Trimble  ft  Robinson 

McGEHEE 
Neville  P  L 

MAGNOLIA 
Stevens  ft  Stevens 

MALVERNE 
Richmond  N  P 

MARIANNA 
Daggett  J  B 

MARSHALL 

MilU  Wm  T 
Woods  S  W 

MELBOURNE 
Baker  ft  Goodwin 

MONETTE 
Scobey  John  W 


MONTICELLO 
Wilson  R  W 

MORRILLTON 

Moose  W  L 
Sellers  Jordan 

MT.  HOME 
George  Joe 

MOUNT  IDA 
Witt  ft  Witt 

MURFREESBORO 
Langley  S  S 

NASHVILLE 
Rodgers  W  C 

NEWPORT 

Mock  Ira  J 
Stayton  ft  Stayton 

OSCEOLA 

Barham  A  F 
Gladish    S   L 

OZARK 
Barham  G  W 

PARAGOULD 
Block  J  D 

PARIS 
Stroup  Henry 

PERRYVILLE 
Vance  James  A 

PINE  BLUFF 

Bridges  ft  Wooldridge 
Danaher  ft  Danaher 

POCAHONTAS 
Witt  ft  Schoonover 

RUSSELLVILLE 

Wallace  A  G 
Wilson  R  B 

SALEM 

Anderson  J  £ 
Short  J  L 

SHERIDAN 
McClellan  Isaac 

TEXARKANA 
Webber  ft  Webber 

WALDRON   . 
Smith  O  R 

WALNUT  RIDGE 
Smith  ft  Blackford 

WARREN 
Goodwin  W  S 

WILTON 
Webber  ft  Webber 

WINTHROP 
Webber  ft  Webber 

WYNNE 
Killough  O  H 


CALIFORNIA 


ALAMEDA 

Berlin   F  A 
Taylor  E  K 

ALTURAS 
Cornish  N  A 

AUBURN 
Tabor  B  P 

BAKERSFIELD 
Allen  T  F 

BERKELEY 
BerUn   F  A 

BRIDGEPORT 
Virden  W  H 

COLUSA 
Rutledge  Thomas 

CRESCENT  CITY 
Howe  Geo  W 

DOWNIEVILLE 
Wehe  ft  Redding 

EL  CENTRO 
lasigi  Herbert  L 

EUREKA 
Huter   Geo  W 

FAIRFIELD 
Gregory  T  T  C 

FRESNO 
Critchton  W   D 

GRIDLEY 
Corldn  ft  Corkin 

HANFORD 
Irwin  J  L  C 

HOLLISTER 
Jean  G  W 

INDEPENDENCE 
Yandel  Ben  H 

JACKSON 
McGee  W  J 

LAKEPORT 
Crawford  &   Crawford 

LONG  BBACH 

Koderid  M.  Sherwood 

Attorney-at-Law 

and 

Notary  Public 

314-317  Pint  Nafl  Bank 
Bufldlog 

LONG  BEACH,  CAL. 

Ifuurance    Law    a    Specialty 
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LOS  ANGELES 

Bicksler,   Smith   &  Parke 
3ray,  Barker  &  Bowen 
Hardy.  Wheeler  &  Hardy 
Morton,  HoUzer  &  Mor- 
ton 
Williams,     Goudge     & 

Chandler 
Winston  Frrdk  J 

MADERA 
Hargrove  R  L 

MARIPOSA 
WaU  J  A 

MARKLEESVILLE 
Gran  Otto  K 

MARTINEZ 
Jones  M  R 

MERCED 
Knox  J  W 

MODE§TO 
Brown  W  J 

NAPA 

York  John  T 

NEVADA   CITY 
Searls  Fred 

OAKLAND 

Berlin  F  A 
Stetson  John   W 

OROVILLE 
Duncan  W  E  Jr 

PETALUMA 
Fury  Chas  F 

PLACERVILLE 
Irwin  F 

RED  BLUFF 
McCoy  &  Gans 

REDDING 
Reid  &  Dozier 

REDWOOD  CITY 
Ross  &  Ross 

RIVERSIDE 
HaU  F  G 

SACRAMENTO 

Devlin  &  Devlin 
Thomas  J  C 

SALINAS 
Pence  Wallace  M 

SAN  ANDREAS 
Snyder  &  Snyder 

SAN  BERNARDINO 
Chase  Herbert  H 

SAN  DIEGO 

Stevens  F 
Sweet  A  H 

SAN  FRANCISCO 

Zhapius  F  A 
Coogan  T  C 
Deering  Frank  P 


Bcnry  6.  W.  Oiiikdfplel 

ATTORNEY  AT  LAW 

90(MM  CUat  SprMk»ls 
Buildlof 

SAN  FRANCISCO 

References:  Union  TknatCo. 

Anglo  and  London  Paris 

Natknal  Bank 

CaMeMdrsss:  Qasdin 

GoodfeUow  &  Eells 
Hewitt,  Bancroft  &  Bal- 

lentyne 
Keeslmg   F  V 
Page,  McCutcheon  Hard- 

ing  &  Knight 
Redman    L   A 
Riley  J  F 
Smith  WiUard   P 
Van  Ness  T  C 

SAN  JOSE 
McGinnts  J  S 

SAN  LUIS  OBISPO 
Gregg  P  M 

SAN  RAFAEL 
Rigby  W  Jr 

SANTA  ANA 
Davis  S  M 

SANTA     BARBARA 
Carrier  C  F 

SANTA  CRUZ 
Bias  Harry  J 

SANTA  ROSA 
Johnson  A  M 

SONORA 
Hardin  Rowan 

STOCKTON 
Dodge  R  W 

SUSANVILLE 
Kelly  Frank  A 

TURLOCK 
Johnson  Andrew 

UKIAH 

Henley  Ed  V 
Thomas  &  Thomas 

VENTURA 
Rogers  M  J 

VISALIA 
Bradley  &  Bradley 

WEAVERSVILLE 
Given  H  R 

WHITTIER 
Walters  R  T 

WILLOW 
Freeman  F 

WOODLAND 
Bailey  A  G 

YREKA 
Luttrell  Chas  J 

YUBA  CITY 
Schillig  L 


COLORADO 


AKRON 
Wilson  Bros 

ASPEN 
Rucker  Thos  A 

BRIGHTON 
Garard  G  A 

BUENA  VISTA 
Walker  G  A 

BURLINGTON 
Vogt  Louis 

CANON  CITY 
Rosa  W  D 

CORTEZ 
Mowry  W  F 

DEL  NORTE 
Wtl«>n  Geo  P 

DELTA 
Stephen  Geo 

DENVER 

Brandenburg  C  A 

Dana  &  Blount    . 

Goudy  &  Twitchell 

Rogers,  Ellis  &  John- 
son 

Thomas,  Nye  &  Mal- 
bum 

Williams  Sylvester  G 

DURANGO 
Ellis  &  Smith 

EADS 
Cowles  &  Hughes 

FAIR  PLAY 
Smith  I  S 

FORT  COLLINS 
Lee  P  W 

FORT  MORGAN 
Van  Bradt  Irving 

GLENWOOD 

SPRINGS 
Darrow  C  W 

GOLDEN 
Barnes  J  W 

GRAND  JUNCTION 

McMULLIN 

AND 

STERNBERG 

Insurance  Lawyers 
and  Adjusters 

Covering  Western 
Colorado  and  East- 
ern Utah  Field. 

Grand  Junction, 
G>lorado 


GREELEY 
Townsend   C  C 

GUNNISON 
Sapp  D  T 

HOLYOKE 
Zimmerman  Philip 

JULESBURG 
Rolfson   Chas   M 

LA  JUNTA 
Haskins  E  W 

LAKE  CITY 
Avery  H  A 

LAMAR 
Goodale  C  C 

LAS  ANIMAS 
BeU  HG 

LEADVILLE 
Bouck   Francis  E 

LITTLETON 
Alexander  W  G 

MEEKER 
Gentry  J  O 

MONTE  VISTA 
Howard  H  M 

MONTROSE 
Heath  Fred  W 

OURAY 
Bradshaw  T  Y 

PAGOSA  SPRINGS 
Emigh  A  M 

PUEBLO 
Vates  Wm  B 

ROCKY  FORD 
North  Paul  M 

SAGOUCHE 
Palmer  J  L 

SILVERTON 
Mather  I 

STERUNG 
McConley  ft  Hinklcy 

TELLURIDK 
Adams  E  B 

TRINIDAD 
Tipton  ft  Tipton 

WALSENBURG 
Hendershot   Chas   L 

WRAY 
Bulkeley  M  M 


CONNECTICUT 


BRIDGEPORT 

Marsh,  Stoddard  ft  D«9 
Spafford    &   Mallcttc 
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DANBURY 
Tweedy,  Ives  &  Been 

GREENWICH 

Dalton  C  F 
McNall  G  G 

HARTFORD 

Bill  &  Tttttle 

Day  Edw  M 

Eberle  F  G 

Gross,  Hyde  &   Shipmtn 

HalUday  W  T 

Hungeriord.  Hyde,  Jot- 

lyn  &  Guman 
Johnson  Warren  B 
Reynolds  Harrr  W 
Robinson,     Rol>in3on    & 

Cole 
Sperry  Lewis 

MERIDEN 
Fay  G  A 

MIDDLETOWN 

Bacon  C  E 
Haines  F  D 
Warner  &  Tyler 

NAUGATUCK 
O'NeiU   ft  Wiseman 

NEW    BRITAIN 
Kirkman  &  Cooper 

NEW  HAVEN 

Bristol,  Stoddardp  Beach 

&  Fisher 
Loomis  S  C 
White,  Daggett  ft  Till-  - 

son 

NEW  LONDON 
Calkins  A  B 

NEW  MILFORD 
Marsh  F  M 

NORWALK 

Linxweiler  ft  H( 
Warner  ft  Goldsci 

NORWICH 
AUis  Wallace  S 

PUTNAM 
Searla  &  Russell 

ROCKVILLE 

McCarthj  D  J 
Phelps  C 

SALISBURY 
Warner  &  Landon 

SOUTHINGTON 
Holcomb  M  L 

SOUTH  NORWALK 

Keogh  John  T 
Light  J  H 
Linxweiler  &  Hegeman 

STAMFORD 

Carter  G  A 
Cummlngs  &  Lockwood 

WATERBURY 
O'Neill  J  J 

WILLIMANTIC 
King  Wm  A 

WINSTED 
Herman  S 


DELAWARE 


DOVER 
Kenney  Richard  R 

GEORGETOWN 
Martin  W 

WILMINGTON 

Hilles  Wm  S 

Ward,  Gray  ft  Neary 


DISTRICT  OF  CO- 
LUMBIA 


WASHINGTON 

Cartisi  Charles  T 
Darlington  Jos  J 
Perry  R  R  &  Son 
Tucker,   Kcnyon  &  Mac- 

farlacd 
Wilson  Andrew 
Worthlttgton  A  S 


FLORIDA 


APALACHICOLA 
Bnrdlne  R  Freeman 

ARCADIA 
TreadweU  &  Treadwell 

BARTOW 
OlUphant  H  K 

BONIFAY 
Cox  CM 

BRAIDENTOWN 
Stewart  J  J 

BRISTOL 
Owens  B  F 

BRONSON 
Willis  John  R 

BROOKSVILLE 
Coogler  F  B 

CRAWFORDSVILLE 
Walker  N  R 

DADE  CITY 
Dayton  G  W 

DE  FUNIAK 
Campbell  D  &  Son 

DE  LAND 
Landis  &  Fish 

FERNANDINA 
Calkins  Jas  E 


FT.  MEYERS 
Alderman  F  C 

FT.  PIERCE 

Andrews  Jas  E 
Penney  &  Fee 

GAINESVILLE 

J.  C.  ADKINS 

Jliiomty 

iBsuranoeaiid  CorpofMboo 
Law 

GAINESVILLE.  FLA. 

Reference: 
Gainesville  National  Bank 

ElUs  T  B  Jr 

GREEN  COVE 
SPRINGS 
Gdger  Geo  W 

JACKSONVILLE 

Cockrell  &  Cockrell 
Fletcher  D  W 
Marks  R  P 
Odam  P  H 
Robertson   V  Otis 
Williams  Simon  — ^f 

JASPER 
Stephens  C  A 

KEY   WEST 
Allen  Geo  W 

KISSIMMEE 
Vans  Agnew  P  A 

LAKE  CITY 
Palmer  G  O 

UVE  OAK 
McCoUum   ft   Harrell 

MACCLENNY 
Brown  Max  M 

MADISON 
Rowe  R  H 

MARIANNA 

Carter  Paul 
W^ilson  C  L 

MAYO 
Carter  L  G 

MIAMI 

Atkinson,    Grambling  ft 

Bur  dine 
Hudson   &   Beggs 
Rose  A  J 

MILTON 
Laird  ft  McGeachy 

OCALA 
Izlar  L  T 

ORLANDO 
Starbuck  L  G 

PALATKA 

Bassett  G  W  Jr 
Hilburn  S  J 


PENSACOLA 

BLOUNT 
&  BLOUNT 
&  CARTER 

■ 

AHorn^ys  and 
Counsellors  st  Low 

Peosacola,  Florida 

Nelson  &  Holsberry 

PERRY 
Davis  W  B 

PLANT    CITY 
Dunn  M  N 

PUNTA    GORDA 
Chadman    Wallace 

ST.  AUGUSTINE 
Dewhurst  W  W 

STARKE 
Long  A  V 

TALLAHASSE 
Oven  W  J 

TAMPA 

Borchardt  &  Borchardt 
Dunn   M  N 
Frazier  Jos  W 
Simonton  F  M 
WhitUker  C  C 

TITUSVILLE 
Robbins  G  M 

WAUCHULA 
Hammel  Lee  M 


GEORGIA 


ALBANY 

Peacock  &  Gardner 
Pope  &  Bennet 

AMERICUS 
Jon«9  H  O 

ASHBURN 
Williams   W   T 

ATHENS 
Cobb  &  Erwin 

ATLANTA 

Anderson  &  Anderson 
Atkins  Chas  B 
Dorsey,   Brewster  & 

Howell 
Gilbert  J   H 
Hammond  T  A 
Jackson    &    Orme 
King  Alex  C 
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W.Carroll  Latimer 

ISM-ie  Fourth  National 
Bank  BoUding 


hranuice  and  Corporatloo  Uw 

References: 
Man.  Mntiul  Life  Ins.  Oo.  Sprine- 
fi»U,  Hut.;  Pid«Ut7  Mntoil  Idib  Go., 
PhiladBlpfaik,    Penn.-    Connefltioat 
Matul  Lif«  las.  Oo.,  fl&rtford,  Gonn 

McDuffic   P   C 
Orme  J 
Payne  &  Jon«s 

ROSSER,  SLATON, 
PHILLIPS  &  BOPKINS 

7l9iratBNg.,XtlaBti,€i. 

FidaHtjFhenix  Rrelns.  Oo.;  OriiBt 
Ins.  Co.:  fidelity  k  Ouoaltr  Co.; 
Uoited  States  Ouoalty  Co.;  Fidality 
k  Deposit  Co.;  Ihrjland  OssoiltT  Oo. 

AUGUSTA 

Cohen  C  H 

Cumminga  J  B  &  Bryan 

Lamar  J  R 

BAINBRIDGE 

Krauae  Will   H 
Wilaon  John  R 

BAXLEY 
Parker  C  H 

BLAKELY 
Collina  Byron  R 

BRUNSWICK 
Croyatt  &  Whitman    ' 

BUCHANAN 
Robinaon  W  P 

CAIRO 
Ledford  M  L 

CALHOUN 
Lang  J  M 

CANTON 
Teaaley   G   I 

CARNESVILLE 
King  A  N 

CARROLLTON 

Jackaon   R  D 
Smith  &  Smith 

CARTERSVILLE 
Norria  J  T 

CEDARTOWN 
Mundy  W  W 

CLARKESVILLE 

Edwarda  J  C 
McMillan   &   Erwin 

COLQUIT 
Geer  W  I 

COLUMBUS 

Little  W  A 
Slade  &  Swift 

CORDELE 

Hill  J  T 
Land  Max  E 


. 


CORNELLA 
Edwarda  J  C  &  Sons 

CRAWFORDSVILLE 
Golucke  Alvin  G 

GUMMING 
Patteraon  H  L 

CUSSETA 
Howard  H  B 

CUTHBERT 
Moye  Robt  L 

DAWSON 

HoyI  L  C 
Parka  Jaa  G 

DECATUR 
Green  J  H 

DOUGLAS 

Dart  F  W 

Lankford  &  Dickeraon 

DOUGLASVILLE 
Doraett  L  Z 

DUBLIN 
Evana  T  W 

EASTMAN 
Morriaon  W  M 

ELBERTON 
Rogera  Z  B 

FAIRBURN 
Parker   Oacar 

FAYETTEVILLE 
HoUingaworth  W  B 

FITZGERALD 
Jay  Clayton 

FOLKSTON 
Olliff  W  M 

FORT  GAINES 
King  &  Caatellow 

FRANKLIN 
Whitaker  D  B 

GAINESVILLE 
Adama  J  0 

GIBSON 
Walker  B  F 

GREENSBORO 
Brown  J   P 

HAMILTON 
Hardy  A  L 

HARTWELL 

McCurry  A  G  &  Julian  B 
Skelton  J  H 

HOMER 
Griffin  A  J 

HOMERVILLE 
Dickeraon  R  G 

JACKSON 
Watkina  W  E 


JEFFERSON 
Ayra  J  S 

JONESBORO 
Wright  W  M 

KNOXVILLE 
Le  Sueur  R  C 

La    FAYETTE 
Shattuck   Norman 

LAWRENCEVILLE 
Brown  Sam  G 

LOUISVILLE 

Gamble  R  L 
PhUlipa  &  PhilUps 

McRAE 
Mann  W  S 

MACON 

Dreaaan  W 

Eatea  C 

Hardeman,    Jonea,  Calla' 

way  &  Johnaton 
Harria  N  E  &  W  A 
Thomaa  J  A 


RAYSTON 
Johnaon  Alex 

RINGGOLD 
Anderaon  J  H 

ROME 

Dean  &  Dean 
Denny  &  Harria 

BARRY  WRIGHT 

Attorney 

Romo,S6aorgla 

Fifteen  years  experience  in 
general  law  practice 

Inaunuioe  Law  A  SpaeiaNf 

SAVANNAH 

Cann^    Barrowa    ft    Mo- 

Intire 
Qay  Wm  L 
Lawton  &  Cunningham 
O'Bryne,  Hartridge  ft 

Wright 


W. 


J.    WALLACE 

rourtK|National  BaaK  Blag. 

MACON,  OA, 

Insuranc*  Law,  Raporto  and  InYMticaUona 


Wimberiy  R  S 

MARIETTA 
Blair  D  W 

MILLEDGEVILLE 
Sanford  D  B  &  D  S 

MILLEN 
Anderaon  A  S 

MONTICELLO 
Johnaon  G  F 

MORGAN 
Boynton  J.  L 

MOULTREE 

Mattox  T  W 
Shipp  &  Kline 

NASHVILLE 

Hendricka  &  Hendricks 
Smith  Wm  R 

NEWNAN 
Jonea  R  O 

NEWTON 
Johnaon  A  S 

OCILLA 
Oxford  Homer  E 

PEARSON 
Allen  B  T 

PERRY 

Duncan  J  P 
Nunn  Sam  A 


SENOIA 
Allen   H  A 

SPARTA 
Merritt  R  L 

STATENVILLE 
Tiaon  R  G 

STATESBORO 

Johnaton  &  Cone 
Hunter  Francia  B 

SUMMERVILLE 
Bellah  J  M 

SWAINSBORO 
Williams  &   Bradley 

SYLVANIA 
Bovkin  H  A 
Hollingaworth  John  C 

SYLVESTER 
Pajrton  Claude 

THOMASTON 
Thtxraton  Hugh 

VALDOSTA 

Franklin  &  Langdale 
Small  David  B 

VIENNA 
George  &  Woodward 

WAYNESBORO 

Brinaon  E  L 
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WILLACOOCHEE 
Allen  Benj   T 

WINDER 
Quarterman  Wm  H 

WRIGHTSVILLE 

Claxton  Chas  S 
Hatcher  A  L 


IDAHO 


ALBION 
Hale  6  R 

BLACKFOOT 
Hansborongh   G   P 

BOISE 

Carter  Pasco  B 
Kessler   Harry  S 
Perky  Kirtland  I 

CALDWELL 
Griffiths  &  Griffiths 

CHALLIS 
Glennon  L  E 

CCEUR  D'ALENE 

Fraaier  Jas  H 
Potts  C  H 

GRANGEVILLE 
Hardy   A  S 

HAILEY 
Sullivan  &  Sullivan 

IDAHO  FALLS 
Hasbrouck  H  J 

JEROME 
Peters  Wm  A 

LEWISTON 
Babb  J  E 

MALAD   CITY 
Jones  T  D 

MOSCOW 
Orland  C  J 

MOUNTAIN  HOME 
Wolfe  E  M 

POCATELLO 
Witty  W  H 

RATHDRUM 
Poleson  Martin 

SALMON 
Padsham  J  H 

SAND   POINT 
:Martin  G  H 

SHOSHONE 
"IValtcrs  Edw  A 

SILVER    CITY 
Healey   Wm 

ST.  ANTHONY 
3oule  &  Soiile 


WALLACE 
Fox  Carleton 

WEISER 
Ayres  R  B 
Ryan  Frank  D 


ILLINOIS 


ALBION 
Strawn  H  J  &  J  H 

ALEDO 
Graham  W  J 

ALTON 
Manh  Jas  Van  E 

BELLEVILLE 

Halbert  Wm  U 
Turner  L  D 

BELVIDERE 
O'Donnell  P  H 

BENTON 

Hickman   G  A 
Logan   John   A 

BLOOMINGTON 

Bach  Wm  R 
Barry  Ed 

BRIGHTON 
Brown   Spencer  G 

BUDA 
Rcnnick  F  W 

CAIRO 
Gilbert  M  F 

CAMBRIDGE 

Linn  A  H 
Tyler  Burton  A 

CANTON 
Taylor  B   H 

CARBONDALE 
Caldwell  A  S 

CARLINVILLE 
Anderson  W  E  P 

CARLYLE 
Beckemcyer  H  J  C 

CARMI 
Kern  &  Pearce 

CARROLLTON 
Rainey  &  Jones 

CHAMPAIGN 
Boyer  Harry  B 

CARTHAGE 
Risse  Wm  B 

CHARLESTON 
Neal  H  A 

CHESTER 
Detrich  D  E 


CHICAGO 

Barger  &  Hicks 
Barnum  Wm   L  Jr 
Bates,  Harding,  Edgerton 

&  Bates 
Brown    Frederick  A 
Brown  S  R 

Church,  Shepard  &  Day 
Dammann  J.   F  Jr 
Dixon  Simeon  W 
Edgerton    Seymour 
Fulkerson  Monroe 
Graydon  Thos  J 
Hall   H  C 
Hamln  &  Topliff 
Kueblcr  Geo  J 
Maverick  Manton 
Paden  Jos  E 
Ryan  &  Condon 
Stebbins  L  A 

CHICAGO   HEIGHTS 
Meier  Robert  A  Jr 

CLINTON 
Lemon  &  Lemon 

DANVILLE 

LINDLET,   PENWEU 
«  LINDLEY 

Attomsys  A  Coiimtllorv-aMjtw 

409-416  Daniel  Bldg. 
Danville,  111. 

Insurasoe  Utigation  a  tpsotalty. 
References  hi  soy  diy  upon 
nqoest. 

DECATUR 
Baldwin   &   Carey 

D.  C  Corley 


Attorney 


Decatur,  111. 

DIXON 
Smith  Clyde 

EAST  ST.  LOUIS 

Effgmann  E  W 

Hunt  A  A 

Whitnel  L  O 

Wise,  Kiefe  &  Wheeler 

EDWARDSVILLE 

Warnock,  Williamson  & 
Borroughs 

EFFINGHAM 
Wright    &   Wright 

ELIZABETHTOWN 
Oxford  J  C 

EUREKA 
Foster  W  H 

FAIRFIELD 
Cooper  &  Burgess 

FREEPORT 
Stearns  &  Zipf 

GALENA 
Blewett  D  B 


GALESBURG 
Arnold  &  Arnold 

GOLCONDA 
Moore  Wm  H 

GRANVILLE 
Ward  Harry  K 

GREENVILLE 
Cook  C  E 

HARDIN 
Selby  T  J 

HARRISBURG 
Scott  W  F 

HAVANNA 
Northnip   H  R 

HENNEPIN 
Taylor  J  E 

HIGHLAND  PARK 
Gail  Ernest  S 

HILLSBORO 
Baker  Jos  M 

JACKSONVILLE 
Barnes  C  A 

JERSEYVILLE 
Hamilton  &  Hamilton 

JOLIET 

Antram  C  E 
Dibell  Chas  S 
Hill  F  A 

JONESBORO 
Hileman  P  E 

KANKAKEE 
Dyer  ^  Whittemore 

LACON 
Barnes  &  Magoon 

LAWRENCEVILLE 
Gee  Sylvester  J 

LEWISTON 
Atherton  H  H 

LIBERTYVILLE 
Durand   Clarence  N 

LINCOLN 
Blinn   &   Covey 

LOUISVILLE 
Booney  J  R 

McLEANSBORO 
Anderson  H 

MACOMB 
Vose  &  Creel 

MARION 
Dennison  £  £ 

MARSHALL 
Davidson  &  Bartlett 

MATTOON 

Craig  E  C 
Craig  &  Kinzel 

METROPOLIS 
Courtney  J  C 
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MOLINE 
Diets  &  Diets 

MONMOUTH 
Brown  &  Soule 

MONTI  CELLO 
Edie  A  C 

MORRIS 
Reardon  C 

MORRISON 
McCalmont  ft  Ramaey 

MOUND  CITY 
Martin  Geo  E 

MOUNT  CARMEL 
Green  &  Risley 

MOUNT  CARROLL 
Smith  F  S 

MOUNT  STERUNG 
Manny  W  I 

MOUNT  VERNON 
Ore  Geo  L 

MURPHREYSBORO 

Herbert  J  M 
Martin  J  H 

NASHVILLE 
Hoamer  H  H 

NEWTON 
Fithian  Chaa  D 

NOKOMIS 
Wilson  J  D 

OLNEY 
Ritter  John  C 

OQUAWKA 
Werta  E  L 

OREGON 
Crowell  Solon  W 

OTTAWA 

Duncan,  Doyle  &  O'Con- 
nor 
Hinebaugh  W  H 
Hitt  Rector  C 
McDougall  &  Chapman 

PARIS 
Kincaid  S  W 

PAXTON 
WyUe  Oflcar  H 

PEKIN 
Curran  W  R 

PEORIA 


PINCKNEYVILLE 
Dry  A  R 

PITTSFIELD 
Graham  Louia  T 

PONTIAC 

Gravea  W  C 

Strawn  C  C  &  Loois 

PRINCETON 
Trimble  xi  M  &  Cairo  A 

QUINCY 

Emmons  &   Emmoni 
Wilson  ft   WaU 

ROBINSON 
McCarty  ft  Arnold 

ROCKFORD 
Smith  A  PhUip 

ROCK  ISLAND 

Jackson,   Hurst   ft    Suf- 

ford 
Sweeney  ft  Walker 

RUSHVILLE 
WiUard  B   0 

SALEM 
ICagy  L  M 

SANDWICH 
Blee  John  W 

SHAWNEETOWN 
Lambert  M  E 

SHELBYVILLE 
MilUgan  D  A 

SPRINGFIELD 

Barber  ft   Barber 
Risse    Wm   B 

SULUVAN 
Meeker  R  D 

SYCAMORE 
Brower  F  £ 

TAYLORVILLE 
Taylor  J  M 

TOLEDO 
Bussard  A  F 

TOULTON 
MiUer  AUen  P 

TUSCOLA 
Eckert  C  G 

URBANA 
Carson  Francis  T 

VANDAUA 
Roe  Arthur 


Page,  Hunter,  Page  &  Dallwig 

Jetfenoo  Bdkbis.  PEORIA,  ILLINOIS 
INSURANCE  LAW 

BKFBB  to: — 

Gecmaii  Fiie  inroiaace  Co.  of  Peoda:  Muyknd  CMually  Co.; 
Emgoytn'  LMbiKty  Aararaace  Cotp-:  FkUibr  and  Ouuaksr  Co.; 
N.  Y.:  Eqvilabie  Lie  Aararaace  Sooity;  Travdcn  iMunaee 
Co.  of  Haitford;  John  Hancock  Midiial  LSk  laiafaaoe  Co.: 
Mutual  Life  htorattce  Co.  of  N.  Y. 


VIENNA 
Cowan  John 

VIRGINIA 
Gridley  J  N 

WATERLOO 
Ganen  R  E 

WATSEKA 
Kar  &  Kay 

PalUssard  &  Benjamin 

WAUKEGAN 
King  Chas  H 

WHEATON 
Hadley  Chas  W 

WINCHESTER 
Riggs  R  M 

WOODSTOCK 
MulUn  &  Hoy 

YORKVILLE 
Fitagerald  J 


INDIANA 


ALBiON 
Taylor  David  S 

ANDERSON 

Jones  Arthur  H 
Teegarden  John  C 

ANGOLA 
WoodhuU  &  Beckholt 

AUBURN 
West  P  D 

BEDFORD 
Alexander  J  i> 

BLOOMFIELD 
Davis  C  E 

BLUFFTON 
Mock  &  Sons 

BOONEVILLE 

Luts  &  Lutz 
Moore  R  S 

BRAZIL 
McNutt  &  Shattuck 

BROOKVILLE 
O'Byme  Geo  F 

BROWNSTOWN 
Branaman  &  Branaman 

CANNELTON 
Minor  O 

COLUMBIA  aTY 
Strong  E  K 

COLUMBUS 
Baker  &  Richman 

CONNERSVILLE 
McKee,  Frost  &  Elliott 


CORYDON 
Funk  M  W 

COVINGTON 
Diee  C  W 

CRAWFORDSVILLE 
Crane  &  McCabe 

CROWNPOINT 
Barr  &  Wheeler 

DANVILLE 
Downarif  J  A 

DECATUR 
Beatty  A  P 

DELPHI 
Hanna  &  Hall 

ELKHART 
Surbarth  J  L 

ENGUSH 
Surbarth  J  L 

EVANSVILLE 

Craig  Edmund  L 
Denton  G  K 

FORT  WAYNE 

Clapham   Wm   £ 

Ninde  D  B 

Williams    Creighton   H 

FOWLER 
HaU  E  G 

FRANKFORT 
Guenther  ft  Clark 

FRANKLIN 
White  &  Owens 

GOODLAND 
Hopkins  Harry  R 

GOSHEN 

Harper  Geo  R 
Vail  Lou  V 

GREENHELD 
Robb  E  A 

GREENSBURG 

Tremain  &  Turner 
Wickens  &  Osbom 

GREENCASTLE 
Southerlin  W  M 

HAMMOND 

Bamett   Fred 
Bomberger  L    L 
Sproat  £  S 

HARTFORD    CITY 
Secrest  Ethan  W 

HUNTINGTON 

W.  A.  BRANTAN 

24  E.  Market  Sti««« 

HUNTINGTON,  IND. 

Attorney  at  Law 

Sjpedal  attentiiMi  to  iBsurascc 
litigation 

AttMvey  far  R.  Q.  Dm  ft  Ca. 
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INDIANA     HARBOR 
Miller    George 

INDIANAPOLIS 
Averill  &  Turner 

BMIAISBINQBAI 

Attoni«]rs  at  Law 

Rooms  1005-6  FlotcberSav- 
Inio  A  Trool  Biilldlno. 

INDMNAPOLIS,  INO. 

Iii8iinui€e  and  Corporatioo 
Law  a  Spadahy 

Holtzman   &  Colemaa 
Pickens,  Moores,  David- 
son &  Pickens 
Pickens  Wm  A 


MARION 
Ranch  Geo  W 
St  John,  Charles  ft  Gem- 
mill 

MARTINSVILLE 
Pnror  E  E 

MONTICELLO 
Uhl  Wm  E 

MT.   VERNON 
Jackson  W  S 

MUNQE 

R^an  T  L 

Teegarden  &  Kimble 
Thompson  &  Spragne 


BURKE  G.  SLAYMAKER 

1156-1157  Loacke  Annex         IndknapoOf,  Indkna 
Practice  Limited  to  Inaurance  Law 

Rafar  tot  Aatna  Insuranea  Co.f  Contlnantal  In- 
suranca  €^.|  Homa  Inauranca  Co.  off  New  York) 
Inaurance  Co.  off  North  Amarica;  Livorpooi  db 
London  db  Globe  Inaurance  Co.|  Royal  Inaurance 
Co.,  Ltd.;  Weatem  AdJuatnMnt  db  Inspection  Co. 


Woollen,  Woollen  ft 
Byers 

JASPER 
McFall  John  E 

JEFFERSONVILLE 
Stannard  M  Z 

KENTLAND 
Darroch  W 

KNOX 
Robbins  Henry  R 

KOKOMO 

BlackUdge,  Wolf  ft 
Barnes 

LAl-.^YETTE 

Baird  S  P 
Kumler  ft  Gaylord 

LA  GRANGE 

Merritt  ft  Duff 
Wade  ft  Wade 

LA  PORTE 
Leliter  M  £ 

LAWRENCEBURG 
Rusae  J  H 

LEBANON 
Mahan  O  P 

LIBERTY 
Stanford  L  H 

LOGANSPORT 

McCoonell,    Jenkins    ft 

Stuart 
Yarlott  C  E 

MADISON 
Leland  S  E 


NASHVILLE 

Jones  James  M 
Percifield  A 

NEW  ALBANY 

Dowling  Alexander 
Jewett  C  L  ft  H  E 

NEWCASTLE 
Bundy  E  "H 

NEWPORT 
Fultz  Chas  N 

NOBLESVILLE 
Fariss  PhU  J 

NORTH  VERNON 
Dixon  Lincoln 
Montgomery  ft  Emmona 

PAOLI 
Lambdin  Sam  R 

PERU 
Antrim  ft  McCIintic 

PETERSBURG 
Curll  Wm  D 

PITTSBORO 
Pahner  I  H 

PLYMOUTH 
Lauer  L  M 

PORTLAND 
Smith  &  Fleming 

PRINCETON 
Brady  J  W 
Goodman  John  Q  A 

RENSSELAER 
Foltz  F 

ROCKPORT 

Swan  ft  Mason 


RICHMOND 
Shiveley  ft  Shiveley 

ROCKVILLE 
Hancodt  H  L 

RUSHVILLE 

Watson.    Titsworth     ft 
Green 

SALEM 
Hobbc  O  K 

8C0TTSBUR0 
Mace  L  N 

SHELBYVILLE 
BUlman  J  W 

SHOAL 
Marshsll  J  B 

SOUTH  BEND 

Crane  Geo  A 
Hildebrand  Andrew  N 

SPENCER 
Miller  J  R 

SULLIVAN 
Hays  ft  Hays 

TERRE  HAUTE 

Batt  C  S   . 
McNutt  &  Wallace 
Piety  J  O 

TIPTON 
Daniels  Edw 

VALPARAISO 

Fabing  Walter  J 
Marine  F  R 

VERSAILLES 
Creath  T  L 

VEVY 
GrifSth  F  M 

VINCENNES 
CuUop  ft  Shaw 
Williams  Samuel  W 

WARSAW 

Frazer  ft  Frazer 
Wood  &  Gochenour 

WASHINGTON 
Mattingly  ft  Myers 

WILUAMSPORT 
SUnsbury  ft  Billings 

WINAMAC 
Dukes  F  L 

WINCHESTER 
Focht  ft  Hntchens 


IOWA 


ADEL 
White  ft   Dark 


ALBIA 
Mabry  J   C 

ALGONA 
Sullivan  ft  McMahon 

ALUSON 
Shepard  W  C 

ANAMOSIA 
Remley  &  Remley 

ATLANTIC 
Rockafellow  J  B 

AUDUBON 
Cosson  ft  Ross 

BEDFORD 
Jackson  W  M 

BLOOMFIELD 
Payne  D  H 
Scraborough  John  F 

BOONE 
Dyer  S  R 

BRITT 
Senneff  &  Bliss 

BURLINGTON 
Power  &  Power 

CARROLL 
Lee  ft  Robb 

CEDAR    RAPIDS 

Barnes  &  Chamberlain 
Grimm   &   Trewin 
Powell  &   Randall 

CENTERVILLE 
Mechem  L  C 

CHARITON 
Anderson    £  A 

CHARLES  CITY 
Campbell  J  C 

CHEROKEE 
Herrick  E   C 

CLARINDA 
Stipe  &   Clark 

CLARION 
Birdsall  ft  Birdsall 
Nagle  ft  Nagle 

CLINTON 

Lllis  &  McCoy 

CORNING 
Okey  F  C 

CORYDON 
Miles  ft  Steele 

COUNCIL  BLUFFS 

?lickinger  Bros 
Organ  J  P 

CRESTON 
Davenport  D 

DAVENPORT 

Lane  &  Waterman 
Petersburger  Isaac 

DECORAH 
Barthell  H    F 
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Reference: 
Commercial  Savings  Bank. 


Suite: 
205-6-7  Crocker  Bids. 


CHARLES  M.  DOMBACK,  DES  MOINES,  IOWA 

Attorney  and  Coonselor-at-law 

CENERAl  PRACTICE  IN  STATE  AND  FEDERAL  COURTS 

Specializing  in 

INSURANCE.  PROBATE.  REAL  ESTATE  &  COMMERCIAL  UW 
DEPOSITIONS  AND  SPECIAL  REPORTS  GIVEN  CAREFUL  ATTENTION 

Extensive  commercial  department  coverinir  Iowa  in  charge  of  regularly  admitted  attorneys. 
This  office  is  in  a  position  to  send  competent  attorneys  anywhere  quickly  on  request.  We  represent  manj 
leading  law  'lists  .   Offices  and  law  library  always  at  the  disposal  of  visiting  attorneys. 


D^NISON 
Lally  PEC 

DES   MOINES 

B^J^  Cavanagh 

Attorney  at  Law 

Sdte  600  Fkmlag  BdMing 
DES  HQDVES  IOWA 

Cable  Addttss-**Uibu" 
BiforaiioM:  Any  Bank  in  D«b  MoIom 
ittornfly  for  karylaad  Ouiultj  Oo. 
ef  Baliiaon,  MarjUnd. 

Cheshire  T  A 
Domback  Chas  M 
Dunshee  &  Haines 
Lingenfelter  Edw  A 
Parker,    Parrish    &   Mil- 
ler 
Read  &  Read 
Sullivan  &  Sullivan 
Weldy  Morton  E 

DUBUQUE 
Kenline  &  Roedell 

EAGLE  GROVE 
McGrath  J  W 

ELDORA 
Lundy  &  Wood 

ELKADER 
Schulte  G  H 

ELKHART 
Keller  M  M 

EMMETSBURG 
MorUng  E  A 

ESTHERVILLE 
Lee  N  J 

FAIRFIELD 
Legf  ett  &  McKenney 

FOREST  CITY 
Gordon   O 

FORT  DODGE 

Healy  &  Healy 
Nugent  P  F 

FT.  MADISON 
Johnson  R  N 

GARNER 
Ramsey  &  Blackstone 


GLENWOOD 
Stone  John  Y 

GREENFIELD 
Chapman  J  H 

GRINNELL 
Beyer  Harold  L 

GRUNDY 
Crary  E  A 

GUTHRIE  CENTER 
Weeks  &  Hughes 

HAMPTON 
Andrews  E  P 

HARLON 
Whitney  J  B 

HUMBOLDT 

Coyle  Clyde  C 
I  Finch  P 

I  IDA  GROVE 

White  M  M 

I        INDEPENDENCE 
Cook  &  Cock 

INDIANOLA 
Watson  J  O 

IOWA  CITY 
Ball  G  W 

IOWA  FALLS 
Williams  F  M 

JEFFERSON 
Wilson  &  Albert 

KEOKUK 

Howell  Wm  C 
Sawyer  H  I 

KEOSAUQUA 
Calhoun  J  C 

LEMARS 
BedeU  E  T 

LEON 
Baker  G  W 

UVERMORE 
Miles  Frank 

LOGAN 
Smith  T  C 


MANCHESTER 
Can-  H 

MAQUOKETA 
Kelsey  F  D 

MARENGO 
Popham  &  Havner 

MARION 
Anderson  F  L 

MARSHALLTOWN 
Boardma;n  CHE 
Carney  J  L 

MASON  CITY 

BIythe,  Markley,  Rule 
Smith 

MONTEZUMA 
Clark  &  Clark 

MT.  AYR 

I'uller  &   Fuller 

MT.   PLEASANT 
Kopp  W  F 

MUSCATINE 
Bthlmeier  F  L 

NEVADA 
McCall  Edw  M 

NEW  HAMPTON 
Smith  &  O'Connor 

NEWTON 
Mowry  Ross  R 

NORTH  ENGLISH 
Swift  &  Bryson 

NORTHWOOD 
Kepler  M  H 

ONAWA 
Anderson  J  W 

ORANGE  CITY 
Van  Oosterhout  P  D 

OSAGE 
Marsh  G  E 

OSCjlOLA 
Temple  M  L 

OSKALOOSA 
Johnson  Irving  C 


& 


OTTUMWA 
Tisdale  &  Heindel 

POCAHONTAS 
Ralston  &  Shaw 

PRINGAR 
Locke  R  J 

RED  OAK 

Richards  P  W 

ROCK  RAPIDS 
Fisher  S 

ROCKWELL  CITY 
Frick  M  W 

SAC  CITY 
Goldsmith    Chas   D 

SHELDON 
Mclntire  I  N 

SIBLEY 
Hunter  R  M 

SIDNEY 
Hoop  P  H 

SIGOURNEY 
Brown  C  M 

SIOUX  CITY 

SIKBIT, 

STun  I 
snmiE 

202  Iowa  Boildiiis 

Sioox  City*  Iowa 

Insurance  Law 

a  specialty 

SPIRIT  LAKE 
Francis  &  Owen 

STORM  LAKE 
Edson  W  C 
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TIPTON 
MoflSt  J  T 

TOLEDO 
Walters  C  E 

WAUKON 
Hart  W  S 

WEBSTER  CITY 
Martin  Wesley 

WEST  UNION 
Ainsworth  &  Hughes 

WILTON  JUNCTION 
Biehlmeier  F  L 

WINTERSET 
Steele  J  P 


KANSAS 


ABILENE 

Hurd  G  W 
Smith  S  S 

ALMA 
Wilson  John  H 

ANTHONY 
Wilcox  E  C 

ARKANSAS   CITY 
Cunningham  W  L 

ASHLAND 
Price  F  C 

ATCHISON 
Waggener  &  Challiss 

ATWOOD 
Robertson  F 

BELLEVILLE 
Ward  N  J 

BELIOT 

Kagey  &  Anderson 
Lutz  &  Jordan 

BURLINGTON 

Hannen  L  H 
Rolston  Joe 

CALDWELL 
Hackney  &  Hackney 

CIMARRON 
Brice  Harry 

CLAY  CENTER 
Jones  C  V 

COLBY 
Taylor  A  L 

COLDWATER 
Rich  D  H 

COLUMBUS 

Skidmore  &  Walker 
Williams  Al  F 


COTTONWOOD 

FALLS 

Johnston  Bros 

COUNCIL  GROVE 
Crowley  C  A 

DIGHTON 
Simmons  &  Simmons 

DODGE   CITY 
Scates  &  WatkiDS 

ELDORADO 

Aikman  C  L 
Leland,  Geddes  &  Ral- 
ston 

ELLSWORTH 
Lloyd  Ira  E 

EMPORIA 

Graves  C  B 
Madden  D 

ERIE 
Cline  &  Stratton 

EUREKA 
Jackson  &  Darby 

FORT    SCOTT 
Padgett  W  W 

FREDONIA 

MikeseU  £  D 

GALENA 
Westcott  S  C 

GARDEN   CITY 
Hopkins  &  Hopkins 

GARNETT 
Knight  W  0 

GIRARD 
Ryan   &    Hancy 

GOODLAND 
Hartzler  J 

GOVE 
Jones  O  B 

GREAT  BEND 
Russell  &  Russell 

GREENSBURG 
Beck  J  D 

HAYS  CITY 
Holmquist  C  M 

HIAWATHA 
Pearl  F  M 

HILL    CITY 
Turk  &  Pedroja 

HOLTON 
Hursh  G  L 

HOWARD 
Sims  A  F 

HOXIE 
Clark  Wm  H 

HUTCHII>^SON 
Martin  F  L 


INDEPENDENCE 

Banks  &  Bertenshaw 
Courtright  P  L 

lOLA 
Faust  Oscar  E 

JETMORE 
Wilson  R  H 

JUNCTION  CITY 
Roark  W  S 

KANSAS  CITY 

Angevine  &  Cubbison 
McFadden  &  Chafin 

KINGMAN 
Calkins  C  C 

KINSLEY 
Dyer  A  C 

LA   CROSSE 
Russell   W  H 

LAKIN 
Hetzer  A  R 

LARNED 
Vernon  W  H   Sr 

LAW  RENCE 

Clingman  O 
Means  &  Rice 

LEAVENWORTH 

Bond  Lee 
Fenlon  &  Endres 

LEOTI 
Dickey  W  C 

LIBERAL 
McCoy  F  A 

LINCOLN 
McCurdy  J  J 

LYNDON 
Crum  A  B 

LYONS 
Hopkins  O  S 

Mcpherson 

Johnson  F  O 

MANHATTAN 
Springer  Alyin  R 

MANKATO 
Mitchell  W  R 

MARION 
Wheeler  D  W 

MARYSVILLE 
Broughton  J  A 

MEADE 
Jones  H  L 

MEDICINE  LODGE 
McGague  W  H 

MINNEAPOLIS 
Boyce  F  D 

MOUND  CITY 
Cannon  J  C 


NESS  CITY 
Foulks  A  S 

NEWTON 
Bowman  &  Bowman 

NORTON 

Hamilton  J  R 
Wilden  L  H 

OBERLIN 
Peters  J  F 

OLATHE 
Gorsuch  C  W 

OSBORNE 

Hawkes  &  Else 
Nicholas  C  H 

OSWEGO 

Mattox   S  J 

OTTAWA 
Waddle  F  A 

PAOLO 
Lane  A 

PHILIPSBURG 
Mills  C  M 

PITTSBURG 

Keller  &   Malcolm 
True  W  J 
Wheeler   F   B 

PRATT 

Barnes  E  R 
Crick  R  F 

RICHFIELD 
Craddock  G  P 

RUSSELL 
Beardsley  L  B 

SALINA 

Burch  ^ 
Litowich 

looms  5«7-9 
I.  0.  0.  F.  BUi. 

Saliaa»  Kanias 

Insurance 
CL  speciciltjr 

SANTA  FE 
Dennis  C  G 

SCOTT  CITY 
Armstrong    R    D 

SEDAN 
Brooks  J  E 

SEDWICK 
Foster  C  L 

SENECA 
Wells  &  Wells 
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SHARON  SPRINGS 
Ward  E 

SMITH  CENTRE 
Kingsbury   A   S 

ST.  FRANCIS 
Finley  J  L 

ST.  JOHN 
Nagle  P   R 

STERLING 
Green  Fred   P 

SYRACUSE 
Downer  G  J 

TOPEKA 

McCIintock  &  Quant 
Mulvane  &  Gait 
Quinton  &  Quinton 

TRIBUNE 
Glenn  W  M 

TROY 
Reeder  C  W 

WAKEENEY 
Long  H 

WASHINGTON 
Rector  J  W 

WELLINGTON 

Finney  L  H 
Hackney  &  Hackney 
Lawrence  James 

WESTMORELAND 
Challis  &  Brookens 

WICHITA 

Blake   &   Ay  res 
Stanley,   Stanley   &  Heg- 

ler 
Stanley,   Vermillion   & 

Evans 

WINFIELD 
Hackney  &  Lafferty 

YATES  CENTRE 
Holmes  S  C 


KENTUCKY 


ALBANY 
Beitram  E 

ASHLAND 

Hager  &  Stewart 
Malin  P  K 
Woods  John  W 

AUGUSTA 
Hargett  M 

BARBOURSVILLE 
Tinsley  T  D 

BARDSTOWN 
Kelly  J  H 

BARDWELL 

Collins  T  M 
Nichols  Jesse  F 


BEATTYVILLE 
Roberts  J  K 

BEAVER  DAM 
Porter  J  M 

BEDFORD 
Terrell  C  B 

BENTON 
Shemwell  &  Reeder 

BOO  NEVILLE 
Hogg  £  E 

BOWLING  GREEN 

Duianey  Albert  C 
Harlin  Max  B 

BRANDENBURG 
Hardin  J  D 

BROOKSVILLE 
Cook  P  T 

BROWNSVILLE 
Logan  &  Hazelip 

BURKESVILLE 
Ewing  J  O 

BURLINGTON 
Gaines  S 

CADIZ 

Garnett  J  B 
Thomas  G  P 

CAMPBELLSVILLE 
Robinson  Henry  S 

CARLISLE 
Burroughs  G  S 

CARROLLTON 
Winslow  &  Howe 


FLEMINGSBURG 

Mclntire  J  M 
Power  J  H 

FRANKFORT 


CATLETTSBURG 

Ewinp  Thos  J 
Strotner  John   P 


CLINTON 

Robbins,  Thomas  & 

Bennett 
Shelhourne  &  Skelton 

COLUMBIA 
Garnett  Jas 

COVINGTON 
HERBERT  JACKSON 

CYNTHIANA 
Peterson  H 

DIXON 
Baker  &  Baker 

EDDYVILLE 
Uttley  N  W 

EDMONTON 
Kinnaird  J  W 

ELIZABETHTOWN 
Bush  S  H 

ELKTON 
Mallory  Jas  R 

FALMOUTH 
Colyin  J  B 


JACKSOK 
Byrd  A  F 

aykfld  C.  MBMk  KsUy 

I.B.  CordBdl 


McGregor   Thomas  B 

MDSICK  &  KiSI 

FRANKLIN 

RoMf  1-2-3-4  Kuk 

Finn  L  B 

Bofldlng 

FRENCHBURG 

LAWYERS 

Caudle  &  Day 

IiisonBoe  Litigaliffi  s  HyiBiIfy 

FULTON 

JAMESTOWN 

Carr  &  Carr 

Meadows  J  N 

GEORGETOWN 

LANCASTER 

Bradley  &  Bradley 

Walker  L  L 

GLASGOW 

LAWRENCEBURG 

Jones  S  E 

Feland  F  R 

GRAYSON 

LEBANON 

Theobold  &  Theobold 

McChord  J 

LITCHFIELD 

GREENSBURG 

Graham  J  C 

Henry  J 

^       ^^ 

LEXINGTON 

GREENUP 

Allen  &  Duncan 

FuUerton  E  £ 

Forman  &  Forman 

Strother  John  P 

UBERTY 

GREENVILLE 

Godbey  Q  C 

Hardison  R  Jr 

LONDON 

HARDINSBURG 

Clay  H  C 

Barnes  W  K 

LOUISA 

See  C  F  Jr 

HARLAN 

Stewart  F  L 

Acree  F  F 

Stewart  Zeb  A 

LOUISVILLE 

Bmce  ft  Bullitt 

HARRODSBURG 

Burnett,   Betson   &  Cary 

Gaither  £  H 

Diffil, 

HARTFORD 

Likens  &  Crowe 

Sapiisky  &  Biffii 

HAWESVILLE 

Attorneys  and 

Higdon  J  R 

Couns#llors-ttt-4^w 

HAZARD 

Int«r-^outhem   Bldff. 

Williams  A 

LOUISVII.IX,     KY. 

HENDERSON 

Forcht  Fred  Tr 
Humphrey  &  Humphrey 
Kohn   Bingham 
Sloss    ft    Spindle 

Yeaman  &  Yeaman 

HICKMAN 

Da^is  B  T 

McKRE 

Moore  C  P 

HINDMAN 

Baker  J  M 

MADISONVITJ.K 

Gordon  &  Gordon 

HODGENVILLE 

Jonson  J  A 

Handley  L  B 

MANCHESTER 

HOPKINSVILLB 

Rawlingt  W  W 

Wsod  &  Son 

MARION 

HYDEN 

Nunn  C  S 

CaWert  C  K 

MAYFIELD 

INEZ 

Stanfield    &   Staofield 

Kirk  M  C 

MAYSVILE 

IRVINE 

Robbins  ft   Robbitts 

Miller  Clarence    ' 

Strother  John  P 

ATTORNEYS  AND  COUNSELORS. 
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MIDDLESBORO 
Rohrer  M  H 

MONTICELLO 
Stone  J  B 

MORGANFIELD 
HarrwWm  T 
Morton  H  X 

MORGANTOWN 
Thatcher  A 

„      MT.   OUVET 
Buckler  R 

MT.  STERUNG 
BxgstafF  T  J 

MT.  VERNON 
Brown  J  W 

MUNDFORDVILLE 
Watldns  ft  Garden 

MURRAY 
Thompson  A  D 

NEW  CASTLE 
Barbour  W  B 

NEWPORT 
Wright  &  Wright 

NICHOLASVILLE 
Welch  J  H 

OWENSBORO 
Anderson  E  B 
Ellis  W  T 

OWENTON 
Botts  H  G 

OWINGSVILLE 
Nesbit  J  J 

PADUCAH 
Alexander  L  B 
Mocquot  T  D 
Oliver,  Ofivcr  &  Wick- 
lisfe 

PAINTSVILLE 
Fogg  &  Kirk 
Wheeler  D  J 


PARIS 
McMillan  W  H 

PIKEVILLE 

Auxler,  Harman  &  Fran- 
cis 

PINEVILLE 
[.osan  D  B 
SkdCetcalf  J  T 

PRESTONSBURG 
ilay  Wm  H 
Stephens  Clande 

PRINCETON 

lodge  &  Hodge 
olizifion  J  King 

RICHMOND 
;t2llivan  J  A 

KUSSELLVILLE 
ro'wder  &  Browder 

SALYERSVILLE 
Kamcy  H  H 


SANDY  HOOK 
Redwine  A  T 

SHELBYVILLE 
Beard  E  W 

SHEPHERDSVILLE 
Bradbury  C  P 

SMITHLAND 
Wilson  C  H 

SOMERSET 
Smith  &  Brown 


SPRINGFIELD 

f  W  F 
ohn  A 


Gin^by  W  F 


STANFORD 
McRoberts  P  M 

STANTON 
Norton  A  H 

TAYLORSVILLE 
Ross  L  W 

TOMPKINSVILLE 
Miller  G  M 

VANCEBURG 
Pugh  S  J 
Strother  John  P 

VERSAILLES 
Thornton  D  W 

WARSHAW 
Brown  R  B 

WEST  LIBERTY 
Gardner   W   M 

WHITESBURG 
Lewis  J  P 

WICKLIFFE 
Turner    &   Turner 

WILLIAMSBURG 
Bryant  &  Lawson 
Tye  &  Siler 

WILLIAMSTOWN 
Beasley  C  H 

WINCHESTER 
Jouett  &  Jouett 


LOUISIANA 


ALEXANDRI 

White,  Thornton  &  Hol- 
loman 

ARCADIA 
Reynolds  &  Williams 

BATON  ROUGE 
Laycock  &  Beale 


BOGALUSA 
Ott,  Johnson  &  Ott 

CLINTON 
Walker  R  T 

DONALDSONVILLE 
Lemann  Walter 

FRANKUN 

Caifrey,   Qutntero  ft 
Brumby 

JENNINGS 
Modisette  ft  Adams 

LAFAYETTE 
Mouton  C  H 

LAKE  CHARLES 
McCoy,  Moss  ft  Knox 

LEESVILLE 
Monk  ft  O'Neal 

MONROE 

Hudson^  Potts  ft  Bern- 
stein 
Randle  Robt  O 

NATCHITOCHES 
Scarborough  ft  Carrer 

NEW  IBEMA 
Hacker  ft  MuUer 

NEW  ORLEANS 


MAINE 


■     AUBURN 

Smith  R  W 
VcrriU  A   E 

AUGUSTA 
Bassett  N  L 

BANGOR 

Brooks  Bartlett 
CUfford  M  S 

BATH 
Dunton  Arthur  J 

BELFAST 
Ritchie  Arthur 

BREWER 
Brooks  Bartlett 

CARIBOU 
Donworth  A  B 

DANFORTH 
Putnam  E  B 

DEXTER 
Brown  W  S 

DOVER 
Guernsey  Frank  E 


Di^RT,  KBRIVA.IV  A  DA.RT 

ATTORNEYS 

904-10  Canal  Bank  Bididlng 

NEW  ORLEANS,  LA. 

ii^^?*'***Z*  'P"  Lafayette  Fire  Ina.  c©.  of  New  Orleans; 
Willcox.  Peck  &  Hughes.  St.  Pan  J  Fire  &  Marine  Ins. 
Co.;  Penn  Mutual  Life  Ins.  Co.;  Canal  Bank  &  Trust 
Co.;  City  Bank  ft  Trust  Co. 


Farrar,  Jonas,  Golds- 
borouffh   ft   Goldberg 

Hall  ft  Monroe 

Howe,  Fenner,  Spencer  ft 
Cocke 

May  John 


NEW  ROADS 
Provosty  Albion 

OPELOUSAS 

Dupree  G  L 
Lewis  ft  Lewis 

RUSTON 
Barksdale  J  D 

ST.  FRANCISVILLE 
Lawrason  S  McC 


SHREVEPORT 

Browne.    Williamson 

Browne 
Hemdon  &  Hemdom 
Randolph,     Rendall     ft 

Fryer 


& 


ELLSWORTH 
Crabtree  Harry  L 

FARMINGTON 
Richards  Elmer  E 

GREENVILLE 
St.  German  Ross 

HOULTON 

Lcwin  Willard  S 
Madigan  &  Madigan 
Thornton  Scth  S 

LEWISTON 
Newell  ft  Skelton 

MACHIAS 
Donworth   C  B  ft  E   C 

NORTH  ANSON 
Steward  Daniel 

ORQNTO 
Thompson  Geo  F 

PORTLAND 

Cram  Harry  L 

Libby,  Robinson  ft  Ivet 
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H.  P.  SWEETSER 

Xttoraey  ni  Comsdlor-at-Law 

Corporation  and  Insurance  Matters 
a  Specialty 

85  Exchange  Street,  Portland,  Maine 


VerrUl,  Hale  &  Booth 

ROCKLAND 
Littlefield  A  S 
Mortland  D  N 

SACO 
Bradbury  J  O 

SKOWHEGAN 
Danforth  E  F 
Could  &  Lawrence 
Oow^r  Geo  W 

WATERVILLE 
eaton  H  D 


MARYLAND 

ANNAPOLIS 

Pardee,  S  Colquitt 

BALTIMORE 
Clark  Walter   L 
Cans  &  Hanan 


WhitetodCp  Dcmlng  & 
Kemp 

BELAIR 
Preston  W  W 

CAMBRIDGE 

Goldsboro  P  L 
Joyce  H  A  Jr 

CENTERVILLE 
Legs  J  H  C 

CHESTERTOWN 
Townscnd  S  P 

CUMBERLAND 

Sloan  D  L 

DENTON 
Cooper  Harvey  L 
Owens  Fred  R 

EASTON 
Butler  Chas  J 


HAVRE    DE    GRACE 
Hecht  Lee  I 

LA  PLATA 
Mitchell  W  J 

LAUREL 
Gilbert  Lee  E 


THOMAS     HOWARD    BMBERT 

Suite  6,  Century  Building 
21 1  N.  Ctlvert  St.,  BALTIMORE,  MD. 

Corporation,  Insurance  and  Commercial  Law. 
Maryland  counsel  for  Independent  Order  of  Foresters. 
Mutual  Theatres  Fire  Insurance  Corporation. 
Refer  to  Bonded  Attorneys'  Department  of  the  Nationa- 
Surety  Company  and  J.  H.  Hubbell  &  Co.  of  New  York 

MALOY  &  BRADY 

SUITE  1403  FIDELITY  BUILDING 
BALTIMORE.  MD. 

Corporation  INSURANCE 
And  Banking  Law 


LEONARDSTOWN 
Loker  W  M 

OAKLAND 

Hamtll  G  Scmmes  Jr 
Sincell  E  H 

PRINCE  FEEDER- 
ICKSTOWN 

Gray  John  B 

PRINCESS  ANNE 
Tull  Gordon 

ROCKVILLE 

Henderson  J  Albr 
Walters  Bowie  F 

SALISBURY 

Douglass  S  R 
Ellegood  Jas  E 
Long  Curtis  W 

SNOW  HILL 
Collias  O  D 

UPPER  MARLBORO 
Stanley  C  H 


Haman,    Cook,    Chestnut 

&  Markell 
Pardee,  S  Colquitt 

RITCIIE, 
JANNET  & 
(iRISWOLD 


Coumelhrs   ai  La» 


601-629  Title  BIdg. 
BALTIMORE.  MD. 


Insurance  Law  a  Specialty 


MASSACHUSETTS 


ELKTON 
Blake  Geo  A 

ELLICOTT  CITY 
Clark  James 

FREDERICK 
Willard  A  D 

HAGERSTOWN 
Little  C  A 

CIIKLES  f .  WOLF 

Atiormey  At  Lmw 

Spedai  attentkn  givvn  to  trial 
of  Insuranoe  eases 

301  Arcad*  Building 
MAQOtSTOWN,        MD. 

HANCOCK 

Mason  Tohn  T 


BARNSTABLE 
Baker  Henry  H 

BOSTON 

Badger  W  I 
Brown  Frod'k  W 
Bryant  J   D 

Cohate,    Hall  &   Stewart 
Cotter  R  T 
Cox  Guy  W 
Dickson  &  fCnowles 
Foster   R 

Matthews,  Thompson    k 
Spring 

BOURNE 
EUis  E  S 

BROCKTON 
Barker  A  P 

CAMBRIDGE 
Appleton  John  H 

DEDHAM 
Bradbury  Frank  E 

EAST  BRIDGEWATER 
Harris  Robt  O 

EDGARTON 
Hillman  B  T 

ESSEX 

Russell  Chas  A 


FALL  RI\T£R 
Weeks  Alvin  G 

FITCHBURG 

Flynn  Chas  T 
Goodfellow  A  Z 

GLOUCESTER 
Russell  Chas  A 

GREAT  BARRINGTON 
Joyner  Herbert  C 

GREENFIELD 
Malone  B 

HOLYOKE 
Callahan  C  T 

LOWELL 
Dunbar  F  E 

LYNN 
NUes  W  H 

NANTUCKET 
FriU'Randolph  R  T 

NATICK 
Adams  F  N 

NEW  BEDFORD 

Briggs  Justus  A  Jr 
Hervey  Homer  W 

NEWBURYPORT 
Jones  &  Foss 

NORTHAMPTON 
Mason  &  Morse 

PITTSFIELD 

Hawkins  W  F 
Hibbard  C  E 

PLYMOUTH 
Burnett  E  A 

ROCKPORT 
Russell  Chas  A 

SALEM 
RolUns  W  H 

SPRINGHELD 
Brooks  &  Hamilton 

TAUNTON 

Dean  Wm  M 
Reed  Silas  D 
Woods  W  S 

WELLSLEY 
Sweetser  Geo  A 

WORCESTER 

Hunt  John  H  S 
Katz  Slaurice  L 
Pinkerton  Alired  S 


MICHIGAN 


ADRIAN 

Clark  R  H 
Joslin  Theo  M 

ALLEGAN 
Wilkes  k  Hoffman 
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ALPENA 
Cobb  Jas  H 

ANN  ARBOR 
Sawyer  A  J 

BAD  AXE 

HaU  CharlM  L 

BATTLE    CREEK 
Mustard   John  A 

BAY  CITY 

Baker  O  W 
Gillett  &   CUnt 
Lane  Robt  H 

BELLAIRE 
Lcayitt  R 

BESSEMER 
Baird  Wm  S 

BIG  RAPIDS 
Marsh  E  J 

CADILLAC 
Wetmorc  ft  Breea 

CALUMET 
Galbraitb  &  McCormack 

CARO 
Ranaford  B  L 

CASSAPOLIS 
Lyle  C  M 

CENTERVILLE 
Akey  Alfred 

CHARLEVOIX 
Kane  R  W 
Lewis  R  L 

CHARLOTTE 
Peters  Elmer  N 

CHEBOYGAN 
Shepherd  James  F 

eOLDVVATER 

Barlow  H  H  ft  B  E 
Palmer  ft  Palmer 

CORUNNA 
McCurdy  John  T 

CRYSTAL  FALLS 
Moriarty  M  H 

DETROIT 
Bates  G  W 
Cornelius   ft  Ring 
I^ucking,  Emmons  ft  Heli- 

man 
^rfiller.     Smith,    Paddock 

&   Perry 
Oxtoby   ft  Wnkinsoo 


Taylor  Oria  B 
Walters  Henry  C 
Ward  Fredk  J 

WtUEI,aDT,UB»4lliLL 

Obatf  u  B.  QmaX,  OmuwI 

Corporation*  Admiralty 
and  Insuranoe  Law 

OmiB  friit  MWaf ,  MROR 

GksrlMB.¥an«i  WiiliuiB.ft4y 
auftrd¥.Udd 

J«snlift.lMUfD  ftinrisLmil 
OtrFT.lMry      Obsite  1.  bvto 

BAST  JORDAN 
Wilson  Dwight  L 

ESCANABA 
Ryall  A  R 

FUNT 
Attken  D  D 

FRANKFORT 
Nevius  L 

GAYLORD 

Farrar  O  W 

GLADWEIN 
Campbell  ft  Foster 

GRAND  HAVEN 
Lillic  W  I 

GRAND  RAPIDS 

UONIANS, 

iaiAPPEN  &  om. 

Attorneys  for  Metropolitan 
Life  losurance  Company, 
Prudential  Insurance  Ca, 
Preferred  Life  Insurance 
Co.,  Ocean  A.  ft.  G.  Co.. 
London  G.  ft  A.  Co.,  U.  S. 
Casualty  Co.,  etc. 

317  NJdiliM  Trisi  WHi' 

Grand  Rapida.  Mich. 


GRAYLING 
Alexanader  G  L 

HARRISON 
Qninn  John 

HARRISVILLE 
Beede  Fred  A 

HART 

Greene  Leslie  E 
Skeels  Rufus  F 

HASTINGS 
Potter  W  W 

HILLSDALE 
Chase  Paul  W 

HOUGHTON 
Rees  A  F 

HOWELL 
Howlett  Louis  E 

IONIA 

Horrigan  H  J 
Smith  L  W 

IRON  MOUNTAIN 
Spencer  Jas  E 

IRONWOOD 
Driscoll  Geo  O 

ITHACA 
McCali  Bros 

JACKSON 
WUson  &  Cobb 

KALAMAZOO 
Driver  J  D 
Howard  H  C 

KALKASA 
Smith  Ernest  C 

LAKE  CITY 
Gaffney  &  Miltner 

L'ANSE 
Mason  W  L 

LANSING 
Brown  J  Earle 
Cumaings  ft  Nichols 

LAPEER 
Halpin  T  D 

LAURIUM 
O'Brien  P  H 


MarfcNMTlfl 

Leon  W.  Barrtngton 


Charles  McPherson 
Oscar  l«WMr 


NOSRis,  Mcpherson, 

HARRINGTON  &  WAER 

AilMveys  mi  Cossseflors 

ISMMHckiguiTrMtmfM  ^rwi  ■■pMt.  Mr t. 


3ELLING  &  BRAND 

80a-S.4<S>tt-7-«-S  Hmunoad  aMg. 

DETROIT.  MICH. 

[^ocad  Counsel  for  Pr«id«ntlal  Inauraaoa  Comp«ti|ri 
London  Aasuranca  Corporation,  mnd  other 

•ompiiniaa. 

inatitancm  LHigmti^n  m  Spmcimity. 


LELAND 
Dayton  Clinton  L 

LUDINGTON 
Fitch  E  N 

MAMSTEE 
Belcher  Chas  N 

MAXISTIQUE 
Hixson  Virgil  I 


MARQUETTE 

Clark  Harlow 

MARSHALL 
Winsor  H  E 

MASON 
Bergman  A  A 

MENOMINEE 
Boyle  M  J 

MIDLAND 
Gordon  W  D 

MONROE 
Gilday  E  R 

MT.  CLEMENS 
Jenney  Wm  S 

MT.  PLEASANT 
McNamara  Francis 

MUNISING 
Simmons  D  E 

NEWAYGO 
Day  A  G 

NEWBERRY 
Fead  Louis  H 

ONTANAGON 
Brown  A  H 

PAW   PAW 
Anderson  David 

PETOSKY 
Gilbert  E  E 

PONTIAC 
Patterson  John  £ 

PORT  HURON 
Stevens  &  Graham 

ROGERS 
Covey  G  Jr 

ROSCOMMON 

Smith  Hiram  R 
Woodruff  Henry  H         ' 

SAGINAW 

Hanchet  B 
Humphrey  &  Grant 

ST.  IGNACE 
Hoffman  Henry 

SANDUSKY 
Burgess  W  H 

ST.  JOHNS 
Brown  J   Earle 

SAULT  STE.  MARIE 

Davidson,  Hudson    & 
Green 

STANDISH 
Snow  M  D 

STANTON 
Palmer  L  C 

TAW  AS  CITY 
Rawdin  Edwin 

TRAVERSE  CITY 
Alway  Curtis  D 

WEST  BRANCH 
Bennett  Gto 
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MINNESOTA 


ADA 

Matson  Peter 

AITKIN 
Krelwitz  £  H 

ALBERT  LEA 
Carlson  H  C 

ALEXANDRIA 
Treat  Geo  L 

ANOKA 
Blnachard  WtU  A 

AUSTIN 
Wright  Arthur  W 

BAGLEY 
McGlennon  W  A 

BAUDETTE 
Koefod  S  M 

BEMIDJI 
Gibbons  John  F 

BENSON 
Hudson  H  S 

BLUE  EARTH 
Putnam  &  Carlson 

BRAINERD 
Albright  Clifton  A 

BRECKENRIDGE 
Jones  Lewis  F 

BUFFALO 
West  H  C 

CALEDONIA 
Duxbury  F  A 

CAMBRIDGE 
Clover  John  W 

CARLTON 
Green  John  £ 
Oldenburg  H 

CENTER  CITY 
Stolberg  A  P 

CHASKA 
Odell  W  C 

CROOKSTON 
MUler  &  Foote 

CROSBY 
Uhl  A  VV 

DETROIT  CITY 
Johnston  C  M 

DULUTH 
Alford  &  Hunt 
Spencer  &  Spencer 
Steams  8c   Hunter 

ELBOW   LAKE 
Stromme  R  J 

ELK  RIVER 
Tyler  Geo  H 


FAIRMONT 

Dean  &  Palmer 

FARIBAULT 
Gipson  E  H 

GLENCOE 
Allen  F  R 

GLENWOOD 
Reeves  Chas  P 

GRAND  RAPIDS 

Spear  &  Stone 
Thwing  Alfred  L 

GRANITE  FALLS 
Bengston  H  P 

HALLOCK 
Yetter  &  Blethen 

HASTINGS 
Whitford  E  A 

HENDERSON 
Leeman  W  H 

HIBBING 
SiUiman  Thos  S 

IVANHOE 
Johnson    Louis   P 

JACKSON 
Faber   F  B 

LE  SUER  CENTER 
Prendergast  L  W 

UTCHFIELD 
Hunt  Alva  R 

UTTLE  FALLS 
Adams  E  P 

LONG  PRAIRIE 
Church  Arthur  B 

LUVERNE 
Chunn  M  W 

MADISON 
Borgendale  &  Schults 

MANKATO 
Smith  B  D 

MANTORVILLE 
Nojton  G  A 

MARSHALL 
Hall  J  H 

MINNEAPOLIS 

Allen   &   Fletcher 

Baxter  John  T 

Brown  &  Albert 

Deutsch  Henry 

Furst  William 

Kerr  &  Fowler 

Keith,  Evans,  Thompson 

&  Fairchild 
Tryon  Charles  J 

MONTEVIDEO 

Peterson  &  McCargar 
Utley  L  E 

MOORHEAD 
Sharp  E  £ 

MORA 
King  J  C 


MORRIS 
Randall  C  B 

NEW  ULM 
Pfaender  Albert 

OLIVIA 

Freeman  J  M 

ONTONVILLE 
Qiff  &  Purcell 

OWATONA 

Alexander  F  A 

PARK  RAPIDS 

Vanderpool  P  A 
Wray  W  G 

PIPESTONE 
Cady  P  P 

PRESTON 
Gray  &  Thompson 

RED   LAKE   FALLS 
Farley  Fred  L 

RED  WING 
Mohn  &  Mohn 

REDWOOD  FALLS 
Clague  Frank 

ROCHESTER 

Allen  Geo  J 
Eaton  B  W 

ROSEAU 
Bell  Rodger  J 

ST.   CLOUD 
Brower  Ripley  B 

ST.    JAMES 
Hammond  ft  Farmer 

ST.   PAUL 

Bitter,  Nitckdl&  Hoke 

Atlvruys  It  Uw 

Merctaaats  hmk  BaiMiai 
Si.  Pial.  Mm. 

itioniiyifor:  It  Pad  Fire  ft  Mirins 
laaaruM  (k;  MiuMots  Mntasl  Lift 
Insoruifie  Co.;  XatkBslBanCjOo., 
sad  TrtTtlan  luannee  O0. 

Clapp  &  Macartney 
Durment.   Moore  &  Op- 

penheimcr 
Godfrey   Percy  D 
Hess  Sylvan  E 
Lawler  W  D 
Watson   &   Abemetfay 
Zollman  Fredk  W 

ST.  PETER 
Benson  Henry  N 

SHAKOPEE 
Peck  H   J 

SLAYTON 
Whitney  B  H 

STEWARTVILLE 
Smith  Walter  Wyman 

STILLWATER 
McBeath  S  B 

TWO    HARBORS 
Dwan  Jno 


VIRGINIA 
Archer  W^m  J 

WABASHA 
Murdoch  John  W 

WADENA 
Hughes  &   Mark 

WALKER 
Rogers  Edw  L 

WARREN 

Eckstrom  A  N 
Olson  Julius  J 

WASECA 
McGovem  Peter 

WHEATON 
Murphy   F   W 

WILLMAR 
Stanford  R  W 

WINDOM 
Borst-Wilson 

WORTHINGTON 
Wilson  Geo  W 


MISSISSIPPI 


ABERDEEN 
Lehwick  &  Ttibb 

ASHLAND 
McDonald  W  A 

BATESVILLE 
Lamb  L  B 

BAY  ST.  LOUIS 

Gcx  W  J 
Marshall   Carl 

BELEN 
Mack  J  W 

BILOXI 
Ford  ft  White 

BOONEVILLE 
Sharp  £  C 

BROOKHAVEX 
Casaedy  H 

CANTON 
Greaves  H  B 

CARROLLTON 
Hnghston  k  McEa^en 

CARTHAGE 
Ellis  W  A 

CHARLESTON 
Wynne  W  T 

CLARKSDALE 
Cutrer  J  W 

COAHOMA 
Malone  G  W 
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CLEVELAND 
Somerville  &  Somenrille    ' 

COFFEEVILLE 
Creekmore  &  Stone 

COLUMBIA 
Bennington  Lamar 

COLUMBUS 
Frienon  John  F 

CORINTH 
Candler  &  Candler 

DECATUR 
Foy  &  Banks 

ELLISVILLE 
Pack  W  J 

FAYETTE 
Torrey  &  Logan 

FOREST 
Kent  Jeff 

FULTON 
Benson  M  C 

GLOSTER 
Street   A  J 

GREENVILLE 
Hartman  M  M 

GREENWOOD 
Coleman  &  McQnrg 

GRENADA 
Doty  W  S  P 

GULFPORT 

Bowers  E  J 
Gex  Walter  J 

HAZLEHURST 
Sexton  J  S 

HERANDO 
Holmes  F  C 

HOLLY  SPRINGS 
Fant  k  Fant 

HOUSTON 
Ford  J  H 

INDIANOLA 
Oiapman  Porter  C 

lUKA 
Pyle  J  A  E 

JACKSON 
Green  &  Green 

R.H.  ft  J.  H.  THOMPSON 
Attorneys  At  Law 

JACKSON,  MISS. 

Oenenil    CItU  Pnckicm 

Refier  to  the  banks  and  bwiiMBi 
houses  of  Jackson  and  to  die 
podges  of  the  Supfeme  Court  of 
BfisMBppi.  A1k>:  Mutual  Lift 
In.  Co..  N.  Y.  and  National 
SsttCtj  Co^  N.  Y. 

Vardaman   &   Vardanum 

LAUREL 

]3eaTotirs  Stone 
Hallsell    R   P 


LEAKESVILLE 
Backstrom  J  W 

LEXINGTON 
McMorrough  G  H 

LOUISVILLE 
Brantley  Z  A 

MACON 
AUgood  D  F 

MAGNOLIA 

Cutrer  R  W 
Price  &  Price 

MARKS 
Donaldson  W  M 

MAYERSVILLE 
Peyton  M 

MEADVILLE 
Griffing  D  Q 

MERIDIAN 
Hill,  Hall  &  Jacobaon 

MIZE 
James  W  W 

MONTICELLO 

Arrington  John  H 
Grioe  Luther  E 

MOSS   POINT 
Mclnnis  Frank  S 

NATCHEZ 

Martin  W   C 
Reed  &  Brandon 

NEW  ALBANY 
BUS  Wm  G 

OKLOLONA 
Stovall  A  T 

OXFORD 
Slough  C  E 

PHILADELPHIA 
Austin  H  L 

PITTSBORO 
Smith  A  T 

PONTOTOC 
Mitchell  John  H 

POPLARVILLE 
Lock  L 

PORT  GIBSON 
Satterfield  M  M 

PRENTISS 
Scott  W  L 

PURVIS 
Mayson  C  G 

QUITMAN 
Terral  S  H 

RAYMOND 
Ratliff  Paul  D 

RIPLEY 
Spight  k    Street 

ROSEDALE 

Scott  Chas 

Somerville  &  Somerville 


SARDIS 
Rainwater  L  F 

SCRANTON 
Denny  &  Denny. 

SENATOBLA 
Johnson    Harper 

SHAW 
Gibert  J  M 

STARKVILLB 
Magruder  W  W 

SUMNER 

Hays  Rowe 
Stephen  A  H 

TUNICA 
Henderson  J  W 

TUPELO 
Allen  J    M 

TUTWILER 
Whittington  £  O 

VAIDEN 
Glass  F  M 

VICKSBURG 

Dabney  &  McCabe 
McLaurin  R  L 

WALTHALL 
Cooke    Sam*! 

WATER  VALLEY 
McGoTcrn  Jos  G 

WAYNESBORO 
Heidelberg  M  L 

WEST   POINT 
McGellan  J  J 

WIGGINS 
Batson  W  C 

WINONA 
Knox  W  T 

WOODVILLE 
Bramlette  &  Tucker 

YAZOO   aTY 
Barbour  &  Henry 


MISSOURI 


ALBANY 
DalbeyWF 

AVA 

Pitts  Jos  V 

BENTON 
Arnold  M 

BLOOMFIELD 
WUliams  E  J 

BOLIVAR 
Bumside  G  C 


BOONVILLE 
Williams  Wm  M 

BOWUNG  GREEN 
Motley  Roht  L 

BUTLER 
Horn  M  B 

CALIFORNIA 
Gordon  C  M 

CAPE  GIRARDEAU 
Caruthers  J  Henry 

CARROLLTON 
Lozier  &  Morris 

CARTHAGE 

McReynolds  &  Hallibur- 
ton 
Phelps  Harry 

CARUTHERSVILLE 
Duncan  J  E 
Hawkins  N  C 

CASSVILLE 
Wear  W  A 

CENTERVILLE 

January  R  I 
Keith  J  H 

CHARLESTON 

Haw  J  M 
Lindsay  T  T 
Russell  John  J 

CHILLICOTHE 
Davis  J  M  &  Son 

CLAYTON 
Greensfelder  M  B 

CLINTON 
Lindsay  Jas  D 

COLUMBIA 

Holloway   Russell   E 
McBaine  &  Clark 

DIXON 
Terrill  &  Co£Fey 

DONIPHAN 
Borth  Chas  O 

EDINA 
Balthrope  Geo  R 

ELDON 
Donnelly  H  L 

EMINENCE 
Sizemore  G  S 

FARMINGTON 

Rosier  E  A 
Young  Thos  C 

FAYETTE 

Bagby  R  M 
Thompson  Jasper 

FORSYTHE 
McConkey  D  F 

FREDERICKSTOWN 
Anthony  R  A 

FULTON 
Hale  RG 
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GALENA 
Scott   Rufe 

GALLATIN 
GiUiham  &  GiUaham 

GLASGOW 
Denny  Jas  H 

GRANT  CITY 
Hudson  &  Engle 

GREENFIELD 
Shafcr  Fred  L 

GREENVILLE 
Raney  J  H 

HA^^NIBAL 
Schofield  F  L 

HARRISONVILLE 
Byram  W  S 

HARTVILLE 
Jackson  J  W 

HERMANN 
Walker  Robt 

HERMITAGE 
Montgomery  J  W 

HILLSBORO 
Williams  Qyde 

HOUSTON 
Barton  W  £ 

HUNTSVILLE 
Hamilton  J  N 

INDEPENDENCE 

Hardin  John  H 
Paxton  John  G 

IRONTON 
Damron  Chas  F 

JACKSON 
Hines  Tbos  P 

JEFFERSON  CITY 
Jefferson  City,  Mo. 

Pope  &  Lohman 

Attorneys  and 
Counselors  at  Law 

JOPLIN 

James  P.  Mead 

BmrO&HBMg. 

41t  Mate  Stfect 


Joplfai        MISSOURI 

Insurance     Litigation 

and  Adjustments 

a  specialty 

Meiritt  &  Spiva 


j  KAHOKA 

!  Llewllyn  C  T 

KANSAS  CITY 

Austin  &  Davis 
Boxley  Fredk  A 
Fyke  &  Snider 
Gilmore  &   Brown 

CharlesM.Howell 

COMMEROE  BULDINQ 
Suites  1114-1115 

Special  Attention  to  In- 
surance Matters 

Kansas  City,  Mo. 


Lathrop,  Morrow, 
Fox  &  Moore 

First  National  Bank 
Building 

special  attention  to 
Insurance  Lhication. 

KANSAS  CITY,  MO. 

McVcy  E  H 

Metcalf,    Brady  &  Sher- 
{      man 
New.   Miller,   Camack  & 

Winder 
Reed,  Yates,  Martin  & 

Howell 


I  C  ROSEI6Bfi0BR 

(iMHbmr  ft  Biii) 

ittonuT  aad  OouMlor  at  !*▼ 

New  York  Life  Building 

KANSAS  CITY,  MO. 

CaUs  Aftdrnt,  ''  SUBAHOS.*' 

DiTotM  huBMlxexdiiBTtl^  to  the 

lav  of  lift,  ioddttu  and  Liability 

Insoxanot.  Penonal  attention  giTea 

to  a4iiistaient  of  iatrieau  oaaet 

throoghoni  Oentnl  West. 

Counsel  for:  Fidelity  k  Ou- 
sslty  Oo. :  ietaa  bfe  lor,  Oo.;  Bs- 
lianee  lift  Int.  Oo.;  Minn.  Int.  lift 
Ina  Co.;  Paeifie  latval  Life  Ina 
Co.;  United  Statee  Gkeaaltj  Co.; 
OontiaaBlal  Oiaulty  \  lonk 
ABAicaa  Aoddent  Ins.  Co.;  General 
iMidMit  AMunaee  Gorpontien  and 
ether  eflBpaaiii> 
Bffm  to  any  oflotr  of  abero 
atmod  eempaalM 

White  &  Lyons 
Williams,  Hunter  &  Guf- 
fin 

KENNErr 

Walker  W  S  C 

KEYTESVIl^j^E 
Rucker  R  W 

KINGSTON 
Dodge  Geo  K 

LAMAR 
Timmonds  H  W 

LANCASTER 
Highbee  W  A 

LEBANON 
ICellerman  E  B 

LEXINGTON 
Wilson   S  N 


LIBERTY 
Lawson  Martin  E 

LINN 
Vorshall  J  W 

LINN  CREEK 
Roach  S  C 

LINNEUS 
Powers  F  W 

MACON 
Dysart  B  R 

MARBLEHILL 
Chandler  W  K 

MARSHFIELD 

Haynes  J  E 
Smith  J  P 

MARYVILLE 
Aldermann  Ira  K 

MAYSVILLE 
Hewitt  &  Hewitt 

MILAN 
Bingham  John  W 

MONTICELLO 
Rouse  Harry  S 

MT.    VERNON 
Henson  Chas  L 

NEOSHA 
Hubbert  Geo 

NEW  LONDON 
Hulse  Ben  E 

NEW  MADRID 
Brewer  &  Riley 

OREGON 
Petree  F 

PARIS 
Barnes  Wm  W 


PLATTE  OTY 
Park  Gny  B 

PLATTSBURG 
Hcmdon  W  S 

POPLAR  BLUFF 
Green  &  Green 

POTOSI 
Eversole  £  T 

PRINCETON 
Hyde  Ira  B  ft  Son 

RICH  QILL 
Heck  H  H 

RICHMOND 
Black  J  £ 

ROCKPORT 

Gore  Jos  F 

ROLLA 
Jones  Bros 

ST.  CHARLES 
Bruere  T  C 

STE.  GENEVIEVE 
Mahoney  Jas  M 

ST.  JOSEPH 
flpencfr  k  Landis 

Wi.  L  Sto1«fillif 

DeaneU  Ceort 

ST.  JOSBPH.  MO. 

We  make  a  specialty  of  the 
defense  f of  penooal  injvry 
litigation  and  ol  fire,  life  sad 
acddemt  cases. 

ST.  LOUIS 


ABBOTT  A  ED^WARDS 

Ilt7-tl23  Federal  Beak  BuIMliic 

ST.  LOUIS,  MO. 

Augustas  L.  Abbott.  John  B.Edwards.  Ralph  J.  Roedcr. 
Edwin  C.  Luedde.  James  P.  Gray 


OSCEOLA 
Johnson  Waldo  P 

PERRYVILLE 
Greenwall  J  T 

PINEVILLE 
Prater  H  C 

OZARK 
Barrett  Fred  W 

PALMYRA 

Glahn  Ben  F 


Barclay  ft  Fauntleroy 
EUerbe  Chris  P 
Fauntlcray  T  T 
Fordyce,    HoUiday   & 
White 

CLAIIB  ••  lAlL 


1»4 
B«Mi«  9T.  LOWti  Ma 


OMsalty  ttitaHytaMUL  U- 

Asnees  aiea  TS|MBl  ia  SB  iniaia! 

ettias. 
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Jiies,  Itcker,  SilliTai  t  Aigert 

IMl  TUrd  NatkHMl  Baak  Bldg..        St  Lads,  Mo. 

Refer  to: 

Misaouri  SUte  Life  Ins.  Co. ;  New  York  Life  Ina.  Co. ; 
Padftc  Mntaal  Ufc  Ins.  Co.;  PideUt/  MutMl  Life  Ins. 
Co.;  Manhattan  Life  Ins.  Co.;  Ftanklin  Life  Ins.  Co.; 
Mntual  Benefit  Life  Int.  Co. :  Fidelity  and  Casualty  Co. 
of  N.  Y.;  Continental  Casualty  Co.;  Aetna  Life  las.  Co. 


SALEM 

VIENNA 

Arthur  A  J 

Terrill  R  W 

SALISBURY 

WARRENSBURG 

Johnson  A  W 

Aber  M  D 
Suddath  J  W 

SAVANNAH 
Hine  Cross  &  Wells 

SEDALIA 

WARRENTON 

Delventhal  J  W 
Roehrtg    Emil 

Lamm  H 
Sangree  &  Bohling 

WARSAW 
Jones  J  R 

SHELBYVTTJ.E 
Drain  V  L 

WAYNESVILLE 
Scott  Fred  L 

SPRINGFIELD 
Barbour  &  McDavid 

WEST  PLAINS 
Orr  &  Orr 

TahnaS. 

iHeffeman 

MONTANA 

Attorney  and 

Counselor    at    Law 

BAKER 

SpringMd^    Mo. 

Cornish  P  C 

BILUNGS 

WIS  Landers  BuiUiHg 

Nichols  &  Wilson 

Courta     Special  attention 
to  all  Meramtile  business. 
Collections,  Reports,   etc. 
Forty  years  a  resident  of 
the  city. 

BUTTE 
Frank  H  A 

DILLON 
Callaway  E  J 

McCammon  J  F 
Williams  &  Gait 

STEELVTT.LK 
Reeves  A  L 

STOCKTON 
Ragland  C  A 

HAMILTON 
Shandy  J  E 

HELENA 

Gunn  M  S 
Mclntyre  H  G 
Walsh  &  Nolan 

TRENTON 

LAUREL 

Burkeholder  A  H 

Stow  Arthur  W 

TROY 

LEWISTON 

Avery.  Younsr  &  Dudlegr 
Sutton  Robt  L 

TUSCUMBIA 

Donnelly  H  L 
StiUwell  W  S 

Belden  0  W 

MEDICINE  LAKE 
Hedtr  J  A 

RED  LODGE 

UNION 

Wigtenhom  R  G 

Owen  Jcsae  M 

UNIONVILLE 

Bonfoey  B  H 

NEBRASKA 

VAN  BUREN 

Camahan  J  M 

VERSAILLES 

AINSWORTH 

Livesay  R  M 

Ely  WM 

ALBION 
Needham  &  Doten 

ALLIANCE 
Berry  L  A 

ALMA 

Thompson  J  G 

ARAPAHOE 
Proud  G  C 

AUBURN 

Lambert  H  A 
Mclnidth  M  S 

AURORA 
Grosvenor  J  H 

BARTLETT 
Bishop  A  L 

BASSETT 
Douglas  J  A 

BEATRICE 
Hadett  A 

BEAVER  CITY 
Perry,  Lambe  &  Butler 

BENKLEMAN 
Hines  David  G 

BLAIR 
Walton  W  C 

BLOOMINGTON 
Montgomery  I  E 

BREWSTER 
Riggs  E  H 

BURWELL 
White  E  M 

BUTTE 
Daviet  John  A 

CENTRAL  CITY 
Patterson  John  Jr 

CHADRON 
Jendces  D  B 

CHAPPELL 
Pfeiffcr  L   O 

CLAY  CENTRE 
Martin  Thos  H 

COLUMBUS 

Albert  I  L 
Galrow  C  J 

DAKOTA 
Evans  R  E 

DAVID  CITY 
Skiles  &  Harris 

ELWOOD 
Bozarth  O  E 

FAIRBURY 
Denney  H  C 

FALLS   CITY 
WUtse  John 

FREMONT 
Abbott  C  E 


FULLERTON 
Shields  J  R 

GENEVA 

Sloan  Frank  W 

GEJUNG 

Wright  ft  Wright 

GRAND    ISLAND 
Garlow  M  T 
Harrison  &  Price 
Paine  B  H 

GRANT 
Hastings  B  F 

GREELEY 
Scott  Geo  W 

HARRISON 
O'CoaaeU  M  J 

HARTINGTON 
Burkott  H  £ 

HASTINGS 

Tibbetts,  Morey  &  Ful- 
ler 

HAYES   CENTRE 
Ready  C  A 

HBBSON 

Goodhne  W  £ 

HOLDREDGE 
Rbea  James  I 

IMPERIAL 
Scott  P  W 

KEARNEY 
SittdUr  H  M 

KIMBALL 
Kinney  J  J 

LEXINGTON 
Gillan  Geo  C 

LXNCOUf 

Aiienoii  Baylor 


UNCOLN*  NEBRASKA 

Please  refer  to  the  f oUowiac 
clients. 

Pidolity  A  Casualty  Cmm- 
pany  of  Now  York 

ConUnontal  Casualty  Co. 

Gonoral  Aecidont.  Firo  Ik 
Ltfo  Assnranco  Corp. 

Pkyslciaaa  Dof 


Bishop  John  S 
Burkett,  Wilson   & 

Brown 
Field,  Ricketts  &  Rick- 

etts 

LOUP 
Mathew  R  H 
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McCOOK 
Eldred  C  E 

MADISON 
Foster  M  B 

MINDEN 
Ckappell  Chas  A 

MULLEN 
Humphrey  A  G 

NEBRASKA  CITY 
Pitxcr  W  H 

NELIGH 
WilluunB  O  A 

NELSON 
ColeT  W 

NORTH    PLATTE 
Muldoon  A 

OGALLALA 
De  Voe  L  A 

OMAHA 

Adami  J«s  H 

Crane,   Boucher  &  Stern- 
berg 

6URLEY,    WOODROUGH 

ft  FITCH 
Mttrmy  it  Ceunstllert-il-Liw 

^RafamoM:  Avkna  Ut;  Emri- 
for<l;nnplof«r'i  liabUlty  of  Lon- 
4oa.  U.S.Bnmeh  Ibln  Otto*  Bm- 
ton.lUM. ;  Iqalteblc  Ufe  of  H«w 
York:  SMOrfty  Mutaal  CMoaltir, 
ChlOBgo;  Traralwra,  HaitfoM;  U. 
8.  CMualt^,  H«w  York. 

142»«  City  Nat.  Bank  BMfl. 
OMAHA,  NEB. 

Green,  Breckenridge 
Martin  Edw  M 

Omahaa  N«b« 

iMMIQOMERY.  HAU  &  YBUNQ 

aiMM  Oanha  bt'l  Buk  SUg. 

;Akk'ji.far  and  Btfrr  to:~Hataal 
lUkhM.  Oo.  of  I.T.;  Gcnania  Uh 
iBi.  4o^  Ivytaai  fknaltj  Oo.  of 
'Mi.lQiMnl  Am.  FJk  L  imir.Oork 
lUl  I.  T.;  IsTal  Ina  Oow.  OUimd;  R. 
Tfeil  r.  A  M.  IM.  Oa..  8k.  hiiutBA 
hi. Oo., ItflCird;  OmhalituBAl 
Book,  OiMka:  AMriitt  Swoty  Oo.. 
bv  TarkTm*  lBdHnit7  Oo. 

Shields  G  W  ft  Sou 

O'NEIL 
DottcAue  J  A 

ORD 

Qementa  E  P 

OSCEOLA 
MUls  &.  Beebe 

PAPILUON 
Begley  James 

PAWNEE  aTY 
Dort  J  C 

PENDER 
Saxton  Howard 

PIERCE 
Cones  Douglas 

PLATTSMOUTH 
Tidd  A  L 


PONCA 
Kingsbury  C  A 

RANDOLPH 
Wiltsee  Geo  W 

RED   CLOUD 
Maurer  Fred 

RUSHVILLE 
Edmunds  J  H 

ST.    PAUL 
Templin  John  W 

SCHUYLER 
Wertx  Geo  \V 

SEWARD 
Norrall  Bros 

SIDNEY 
Devoe  R  W 

SPRINGVIEW 
Brown  W  C 

STANTON 
Egberly  G  A 

STOCKVILLE 
Cheney  L  H 

TAYLOR 
Moon  A  S 

TECUMSEH 
Defoe  A  N 

TEKAMAH 
Enyart  B  C 

THEDFORD 
Kirby  H  W 

TRENTON 
Shurtleff  C  W 

VALENTINE 

Tucker  John  M 
Walcott  F  M 

WAHOO 
Hendricks  B  E 

WAYNE 
Berry  Frank  A 

WEST  POINT 
Anderson  O  C 

WILBER 

Dodson  A  N 
Grimm  J  L 

YORK 
Stroman  Chas  F 


NEVADA 


AUSTIN 
Maettretti  A  J 

CARSON  CITY 
Findi  J  D 

DAYTON 
Lothrop  John 


ELKO 
Henderson  Chas  B 

ELY 
Chandler  &  Quale 

FALLON 
Hart  Thos  C 

GOLDFIELD 
Hatton  ft  Hatton 

RENO 

Ayres  Albert  D 

TONOPAH 
Keeler  P  E 

WINNEMUCCA 
Ducker  E  A 


NEW  HAMPSHIRE 


BERLIN 

e  O 
Rich  ft  Marl 


Coulombe  O  J 
Ide 


COLEBROOK 
Holden  H  J 

CONCORD 

Leach,  Stevens  ft  Conch 
Martin  ft  Howe 
Sargent,  Remick  ft  Niles 
Streeter  ft  HoUis 

CONWAY  CENTRE 
Nash  John  B 

DOVER 
Kivel  ft  Hughes 

EXETER 
Scammon  Jno 

GORHAM 
Libby  J  F 

KEENE 

Batchelder  ft  Faulkner 
Cain  ft  Benton 
Madden  Jos 

LACONIA 
Young  Oscar  L 

LANCASTER 

Drew,  Jordan  Shurtleff  ft 
Morns 

LITTLETON 

Batchellor  ft  Mitch«U 
Bingham  Harry 

MANCHESTER 

Branch  ft  Branch 
Jones,  Warren,  Wilson  ft 
Manning 

NASHUA 

Doyle  ft  Lucier 
French  Geo  B 
Hamblett  ft  Spring 

NEWPORT 

Barton  J  M 
Carey  B  W 


NORTH   CONWAY 
HiU  W  D 

PORTSMOUTH 
Torrey  Harry  K 

ROCEDESTER 
Snow  Leslie  P 

SANBORNVILLE 
Gage  John 

WOODSVILLE 
Lang  F  B 


NEW  JERSEY 


ATLANTIC  CITY 

Gaakill  Edmund  C  Jr 
Thompson  J 

BAYONNE 

Benny  Jas 

Coldwater  ft  Coldwater 

Goldweber  &   Goldweber 

BELVIDERE 
Taylor  L  D 

BRIDGETOWN 
Powell  Jos  H 

CAMDEN 

Armstrong  E  A 
French  ft  Richards 
Starr  L 

CAPE  MAY 
Bonnell  Chas  A 

ELIZABETH 
NoeLH 

FLEMINGTON 
Bullock  John  A 

FREEHOLD 
Bnrtis  W  RyaU 

GLASSBORO 
Beckett  S  H 

HACKENSACK 

Irion  Edwin  C 
Mabie  ft  BCaidment 

JERSEY  CITY 

Bedle  J  D 

HartshomOt    Insley  ft 
Leake 

Frank  J 


LAKEWOOD 
Stout  R  T 

MANASQUAN 
Wainright  Halstead  H 

MORRISTOWN 
Quayle  E  H 

MOUNT  HOLLY 
Slaughter  Wn  A 
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NEWARK 

BILBER&BILBER 

Coiinsdar»-a.t-Law 


Rithan  BlUer 

CariKatz 
SasMd  Kanfnaa 
MuiH.  Idsttr 
Watttr  J.  Mdtt  . 


790Brosul 
Stfcet 

NEWARK* 


Gottlieb  Thco  D 
Hollander  Samuel  M 
Lam  Tamblren  &  Colyer 
Satchwell   H  H 

NEW  BRUNSWICK 
Reynolds  H  A 

NEWTON 
Van  31arcom  Lewis 

PASSAIC 
Fonlds  Andrew 

PATERSON 

BEDER  &  BILBER 

Coansdon^at-Law 

IhiTldH.  MMcri  jt^^^t^ 
HatlumMdcr     ™^ 

CadKalz 

Sanrad  Kaafmaa     PiTIBflOl, 
J^iLlcister  j  j 

Walter  J.KUct    J 


Blauvelt  J  G 
Freeman   &   Westerhoff 
Licblich    Jos    T 
Newman  Clifford  L 
Scott  Francis 

PERTH  AMBOY 
Coan  Francis  P 

PHILLIPSBURG 
Smith  Edw  L 

SALEM 
Mercum  Chas 

SOMERVILLE 
Johnson  Edw  P  Jr 

TOMS  RIVER 
Cftnnlchael  I  W 

WOODBURY 

Miller  W  Earlc 
Starr  L 


NEW  MEXICO 


CARLSBAD 

Annstrong  John  W 
Reed  Gay  A 

CARRIZOZO 
Barber  Geo  B 

DEMING 
Waddill  Hon  Jas  R 

EAST  LAS  VEGAS 
Clark  Herbert  W 

ESTANCIA 
Ayres  F  H 

GALLUP 
Bushman  Sam 

HILLSBORO 
Wolford  H  A 

LAS  VEGAS 
Clark  Herbert  W 

LAS  CRUCES 
Holt   Herbert    B 

LINCOLN 
Barber   Geo  B 

PORTALES 
Reese  G  L 

RATON 
Leib  T  D 

ROSWELL 
Bowers  R  D 

SANTA    FE 

Bowman   Harry   S 
Laughlitt  N  B 

SANTA  ROSA 
McGinnis  C  E 

SILVER  CITY 
Appcl  Oscar  A 

SOCORRO 
Dougherty  &  Griffith 

SPRINGER 
MUls  M  W 

TIERRA    AMARILLA 
Read  Alexander 

TECUMCARI 
McElroy  Harry  M 


NEW  YORK 


ALBUQUERQUE 
Lester  F  H 

ARTESIA 
Pistole  Wm  B 


ALBANY 

Hubbard  Lester  T 
Parker   Amasa  J  Jr 
Rosendale  &  Hessberg 
Sanford  R  B 
Visscher,  Whalen  &  Aus- 
tin 

ALBION 
ntch  G  W 

BALDWINSVILLE 
Meays    Barton    C 


BALLSTON  SPA        ' 
Lamareauz  J  S 

BATAVIA 
Dunham  F  H 

BATH 
Nichols  Wm  H 

BELMONT 
Reynolds  &  Ackerman 

BINGHAMTON 

PAGE  &  HAYS 

BINGHAMTON.  N.  Y. 
ATTORNEYS  FOR 

Employ«ra  Liability 

Assur.    Co.    of   London 

Aniorican    Surotjr     Co. 

Modern    Woodmon     at 

America 

Refer   to  Homo  Mutual 
Firo  Insur^nco  Co. 

Persons   Robert    S 
'Perkins    &    Blakeslee 

BROOKLYN 

Grout  Edw  M 

Grout  Paul 

KarutB,  Bromwell  &  Ol- 

sen 
Magner  T  F 

BUFFALO 
Bushnell  &  Metcalf 

HARTIN    CURK 

Attorney 
and 

CounaoUor 

Inauranoa 
and 
Corporation 

510  Erie  Co. 

Bank  Building 

BUFFALO*    N.  Y. 

CLINTONB.(ilBBS 

TRUL  UWYER 

Sfftciallziiig  Ufo,  AccUent 
and  UabOlty  inattranea  Law 

18  CmC  COUNTY  MVIIiai 
•ANK  BUILOINQ 

BUFFALO.  M.  Y 

Smith,  Davis  ft  Co 

CANAJOHARIE 
Herrick   N  J 

CANANDAIGUA 
Short  ft  Hamlin 

CANASTOTA 
Campbell  &  Woolsey 

CANTON 

Brown  Joseph  F 


CARMEL 
HiU  Thos  T 

CATSKILL 
Howland  Qarence 

CAZENOVIA 
Kiley   M   H 

COHOES 

McElwain  Daniel  C 
Scanlon  John 

COOPERSTOWN 
Arnold  ft  Cooke 

CORXING 
Ferris  Frank  H 

CORTLAND 

Chase  Levi  R 
Dougherty  James  F 

DELHI 
Palmer  M  M 

DUNKIRK 
Hulbert  J  L 

ELIZABETHTOWN 
Smith  &  Wickes 

ELMIRA 

Harry  L  Bogart 

Attorney 

406-407  RoklMon  BIdg. 

Elmira,  N.  Y. 

Falck  ft  Sayles 

Elmlra,  Chemung  Co. 
Fire,  Life  and  Casualty 

HERENDEEN  & 

MANDEVILLE 

Allys.fv:  Hatnil  Ufa  liii.  Oo.  of 
1. 1.;  AftasUHi  Im.  Co.  sad  C«Ba. 
Hat  Lift  bs.  te..  Hartted. 
Allyti  fer:  Ooisa  Am.  k  Gur- 
Oorp^  I.  T. 

Lewis  E.  Hosker 

Attorney 

3M  E.  Water  Street 

Elmira,  N.  Y. 

Stanchfield    Lovell 

FONDA 

Seitterly  Jere  S 

FREEPORT 
Johnson  &  Johnson 

FULTONVILLE 
Sitterly   &  Burtch 

GENESEO 
i  Abbott  J  B 
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HOUSE,  GROSSMAN  &  VORHAUS 

115  Broadway 

NEW  YORK 


GLENS  FALLS 

Brown  S  &  L  M 
Cunningfaam  John  H 

GOSHEN 

Bacon  k  Rorty 
Dalton  J  Murray 

HERKIMER 

Bunce  Geo  H 
Cameron  Burr  G 

HORNELL 
Cameron  Fraocii  M 

HUDSON 
McNamee  &  Brennan 

ITHACA 

Cobb  ft  Cobb 
TarbcU  Geo  S 

JAMAICA 
Kochendorfcr  John 

JAMESTOWN 
Weeks  James  L 

KINGSTON 

Atkins  D  G_ 
Brinnier  W  D 
Elting  &  Darow 
Irwin  Roscoc   E 
Walton  Chas  W 

LITTLE  FALLS 
Mcintosh  Fred  D 

LOCKPORT 

Lee  &  Ward 
Ticc  D 

LOWVILLE 

Boshart  Edw  J    ^ 
Williams  Perry  G 

LYONS 
Ennis  Chas  T 

MALONE 

Bryant  &  Lawrence 
McClary  &  Allen 

MATTEAWAN 
PhilUps  S  K 

MAYVILLE 
Van  Dusen  ft  Martin 

MIDDLETOWN 
Royce  Wm  B  ft  H  B 


MINEOLA 
Graham  John  J 

MONTI  CELLO 
Lyons  John  D 

MORRISVILLE 
Johnson  John  A 

NEW  YORK  CITY 

Afield  F  O  Jr 
Alexander  ft  Green 
Badger  W  O  Jr 
Barondess  &  Chaityn 
Brosmith  Allen  E 

CabeU  H 

Cardozo  &  Nathan 
CMC  Frtdk  T 
DemoBt  G  A 
Coudert  Bros 
Dawson  Miles  M 
Dayton   &   Bafley 
Elliott  Wm  A      _ 
ElUson  William  B 
Foster  &  Canningham 
Fox  Robt  J 

HiiiatniiiEi 

Attorneys  and 
Counselors  :  : 

RAYMOND  e.  PULLER 
HBRBCRT  LEB  POLLER 

If  UKfflY  STflCET 

TsL  John  20      NEW  YORK 

Gcahaas  A  B 
Groehl  F  J 
HBrriaftoa, 

Englar 
Holmes  B*yard  P 
Hooper-Holmes  Bureau 
House,  Grossman  ft  Vor- 

bans 
Ireland   F   A  W 
Tudd   B    A 
Kramer  H 
Kuerzi  Francis  J 

LEO  LEVY 

90  Wall  St. 

NEW  YORK  CITY 
N.  Y. 

Murray  WD 
Paskus,  Gordon  &  Hy- 
man 


Parker,  Davis,  Wagner  & 

Walton 
Pitcher  Frederic  C 
Prince  ft  Nathan 
Richards    &   Affeld 
Richards  ft  Richards 
Riesenfeld  &  Lauber 
Stevenson  Archibald  £ 
Thome  Robert 
Van  Iderstine  Duncan  ft 

Barker 
Van  Sinderen  Howiard 
Woodford,  Bovee  ft 

Butcher 
Wyatt  Henry  J 

NEWBURGH 
Witschief  Graham 

NIAGARA  FALLS 

Dudlye,  Gray  ft  High- 
land 

NORWICH 
Brown  H  L 

NORWOOD 
Fletcher  W  J 

NYACK 
McFarlane  John  F 

OGDENSBURG 

Akin  James  F,  City 

Treasurer 
Malby  ft  Lncey 

OLEAN 
Hastings  ft  Jewell 

OSSINING 
Young  Frank  L 

OSWEGO 

King  ft  Bentley 

OVID 
Sutton  John  M 


OWEGO 
Gorman  John  T 


Davis  F  J 
man  Ji 


PENN    VAN 
Huson  ft  lincoln 

PLATTSBURG 

Vert  Charics  J 
Weeds  G  H 


PORTCHESTER 
Dalton  Chas  F 

PORT  HENRY 
Pyrke  ft  Dudley 

PORT  JERVIS 
Lyfaolt  F 

POUGHKEEPSIE 

Ackerman  F  £ 
Coaanm  C  F 
Lown  F  B 
Wilkinson  R 

PULASKI 
Miller  ft  Beatky 

RICHFIELD  SPRINGS 
Getflian  H  H 

RIVERHEAD 

Hildreth  Geo  W 
Tooker  £  W 

ROCHESTER 

McGuire  ft  Wood 
Plumb  ft  Plumb 
Wile  &  Oviatt 

ROME 
McMahon   &  McMahoo 

RONDOUT 
Van  Etton  Anna 

RYE 

Sherman  J^  W 

SANDY  CREEK 
Wallace  H  Louis 

SARATOGA     SPRINGS 
Brackett  Edgar  T 

SAUGERTIES 

Darrow  Fredk  E  W 
Rowe  Benjamin 

SCHENECTADY 

Maynard  Wm  C 
Salmon  Del  B 

SCOHARIE 

Proper  Qydc  H 

SENECA  FALLS 
Gould  C  E 
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SYRACUSE 

Bamum   &  W^s 

B0M9  &  SCBOCMECK 

Inturanot  AttorMyt 
431  UNION  BLDQ. 

SYRACUSE 

N.Y. 

Clymer  Vireil  H 
Cooncy  &  Walters 
Costello  Burden 

GoodeNe  &  Haniiiig 

Insurance  Attorneys 

Garnoy  BIdg. 

Syracuse,  N.  Y. 


WALTON 
Neish  &  Ncsah 

WATERLOO 
Bo<fine  Geo  F 

WATERTOWN 
Puroell,  Cullen  &  Furce. 

WATKINS 

Northrup    Seaman    F 
Roe  John  M 

WHITE  PLAINS 
Farley  &  Rumsey 

WHITESTONE 
Roe  Clintoa  T 

YONKERS 

Prime  R  E  ft  A  J 
Walsh.  Wallin,  Beckwith 
ft    Edie 


aJ.  F. 


Lawyer 


CtftUPlotte,  N.  c« 


HUDSON  &  CHENEY 

607-8  S.  A.  ft  K.  Building 

8YRACU8E,N.Y. 

Insurance  Law  a  Specialty 

General  Practice. 

Commercial  and  Corporation  litigation. 

Reports  furnished. 


Lee  &  Brewster 

McGowan  ft  Stolz 

Sargent  &  Sargent 

Shanahan  R  J 

Shea  J   W 

Stilwell,    Viall    &    Stil- 

well 
Tracy,  Chapman  ft  Tracy 

White,  Cheney 
&  Shinaman 


WkHt  MoBortel  BMg. 

SYRACUSE*  N.  Y. 

Jnsuranc*  Law  a  Specialty 

TROY 

Douglas  E  W 

Egan  J  B 

Griffith  L  E 

Roche  W  J 

Shaw,  Bailey  ft  Murphy 

TUPPER  LAKE 
Slater  Francia  H 


UTICA 

Grant  ft  Wagner 
Hart  Merwin  K 
Kernan  ft  Keman 
Lewis,   Foley  &  FoTty 
Mattcson  W  A 
Miller  ft  Finckc 
Seal] or   &   Sisson 


WALDEN 
Houghtaling  Eark  H 


NO  CAROLINA 

ALBEMARLE 
Huneycutt  A  C 

ASHBORO 

Brittain  John  T 
Royal  Water  S 

ASHEVILLE 
Bernard  Silas  G 

BAKERSVILLE 
Bhick  S  J 

BEAUFORT 
Duncan  J  F 

BOONE 
Linney  F  A 

BREVARD 

Galloway  Welch 
Gash  R  L 

BRYSON  CITY 
Frye,  A  M 

BURGAW 
McCnllcA  C  E 

BURNSVILLE 

Hutchins  Chas 
Ray  J  B 

CARTHAGE 

Burns  R  L 
Clegg  ft  Oegf 

CHARLOTTE 

Burwell  ft  Cansler 
Clarkson   Heriot 


Counsel  in  matters  involving  contracts  of  Insurance 

and  Employers  Liability. 
Reference:  Fidelity  &  Deposit  Company;  Massachu- 
setts Bonding  &  Insurance  Company;  New  England 
Equitable  Ins.   Company;  Universal  Claim  Adjuster 

Guide;  Martindale. 


Guthrie  T  C 
Morrison  ft  Whitlock 
Parker  John  A 
Pharer  Edgar  W 
Rodman  W  B 
Tillett  ft  Guthrie 
Walker  P  D 

CLAYTON 
McBennett  Jr 

CLINTON 

Butler  Geo  E 
Grady  Henry  Alex 

COLUMBUS 
Ooud  E  B 

CONCORD 

Hartsell  L  T 
Hutchinson  John  W 

DANBURY 
King  Walter  W 

DOBSON 
Reece  W  L 

DUNN 
Smith  Clarence  J 

DURHAM 

Bryant  &  Brogden 
Morehead  J  L 

EDENTON 
Pruden  ft  Pruden 

ELIZABETH  CITY 

Aydlett  E  F 
Ehringhaus  J  C  B 

ELIZABETHTOWN 
Lyon  C  C 

FAYETTEVILLE 
Cook  H  L 

FRANKLIN 
Johnston  T  J 

GATESVILLE 
Smith  L  L 

GOLDSBORO 

Davis  A  C 
Langston  &  Allen 
Livingston    Allen    ft: 
Taylor 

GRAHAM 
Parker  ft  Parker 

GREENSBORO 

Brooks,    Sapp    ft    Will- 
iams 
Herbin    Leonidas 
Hoyle  Thos  C 
King  ft  KimbaU 

GREENVILLE 

Moore  ft  Long 


HALlrAX 
Travis  E  L 

HAYESVILLE 
Anderson  O  L 

HENDERSON 
McCoin  R  S 

HENDERSONVILLfc 

Blythe  O  V  F 
Smith  ft  Shipman 

HERTFORD 
McNider  Jos  S 

HICKORY 
Bagby  Chas  W 

HIGH  POINT 
Pickens  R  T 

WALTER  ROYAL 

Lawyer 
HIGH  POINT,  N.  C. 

INSURANCE  MATTERS 
GIVEN  PROMPT  AND 
SKILLFUL    ATTENTION. 

WiUiams  L  B 

HILLSBORO 
Gattis  S  M      . 

JACKSON 

Midyette  Garland  E 

JEFFERSON 
Bowie  Thos  C 

KENANSVILLE 
Jonas  Thad  z 

KINSTON 
Rouse  N  J 

LAURINBURG 
Cox  ft  Dunn 

LEAKSVILLE  SPRAY 
Dunn  A  W 

LENAIR 
Wakefield  L 

LEXINGTOX 

Phillips    &    Bower 
Raper  Emery  E 

LILLINGTON 
Godwin  Robt  E 

LINCOLNTON 
Jonas  Chas  A 

LOUISBURG 
Bickett  T  W 
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LUMBERTON 
McLean  &  McLean 

MANTEO 
Stringfield  D  M 

MARSHALL 
Roberts  Guy  V 

MOCKSVILLE 
Bailey  T  B 

MONROE 
Stevens  R  L 

MOORESVILLE 
Starr  Albert  L 

MORGANTOWN 
Avery  A   C  Sr 

MURPHY 
NorveU  E  B 

NASHVILLE 

Austin  &  Davenport 
Coolcy  RAP 

NEWBERN 

Mclver  W  D 
Ward  A  D 
Ward  D  L 

NEWLAND 
Wall  R  W 

NEWTON 
Feimster  W  C 

OXFORD 
Hicks  A  A 

PITTSBORO 
Hayes  &  Bynum 

PLYMOUTH 
Martin  Van  B 

RALEIGH 

PIUL  DHIS  eiUDr 

Attorney  and 
Counselor  at  Law 

Cooiaierclal   NatiMtl 
Bank  Ballilof 

RALEIQH,   N.  C. 

Corporation,  Insur- 
ance and  Commercial 
Law.  Practice  in  aU 
State  and  Federal 
Courts. 

Hinsdale  John  W 
Little  &  Barwick 

REIDSVILLE 
Sharp  J  M 

ROBBINSVILLE 
PhUUps  Robt  L 

ROCKINGHAM 

Bennett  John  T 
Cameron  John  P 

ROCKY  MOUNT 
Battle  J 


ROXBORO 

Merritt  W  D 
Winstead  Marcus  C 

RUTHERFORDTON 

McBrayer  &  Son 
Pless  &  Coleman 

SALISBURY 

Pless  &  Coleman 
Rendleman  John  L 

SHELBY 
Rybum  &  Hoey 

SMITHFIELD 
Pou  &  Brooks 

SNOW  HILL 
Frizxelle  J  Paul 

SOUTHPORT 
Crammer  &  Davis 

SPARTA 
Wagoner  John  M 

STATESVILLE 

Dulen  P  P 
McLaughlin  R  B 

SWANQUARTER 
Jones  Walter 

TARBORO 
Gilliam  &  GiUiam 

TAYLORSVILLE 
Burke  J  H 

THOMASVILLE 
Royal  Walter  S 

TRENTON 
Warren  Julien  R 

TROY 
Poole  R  T 

WADESBORO 

Coxe  Fred  J 
Lockhart  James  A 

WARRENTOWN 
Rodwell  T  O 

WASHINGTON 

Simmons  N  L 
Small  &  Mac  Lean 
Ward  &  Grimes 

WAYNESVILLE 
Welch  S  C 

WEBSTER 
Hooker  J  J 

WELDON 
Clark  E  T 

WENTWORTH 
Humphreys  Ira  R 

WILKESBORO 

Barker  W  W 
Finley  &  Hendren 

WILLIAMSTON 
Winston   F   B 


WILMINGTON 

Benson  Walter  C 
Meart  ft  Mears 

tODiniEE,    DAVIS 
«CAU 

Murehlton  Bank    Building 
Wllnlngton,  N.  C. 

ATTORNEYS  AND 
COUNtELLORS  AT  LAW 

Practice  in  State  and  Federal 
Courts  and  Appellate  Courts 

Ruark  Robert 

WILSON 
Pou  &  Finch 

WINDSOR 
Nowell  J  H 

WINSTON  SALEM 

Rogers  &  Fulton 
Watson,  Buxton  &  Wat- 
son 

WINTON 

Bridger  Roswell  C 
Mitchell  J  R 

YARDINVILLE 
Puryear  R  C 


NO  DAKOTA 


ALEXANDER 
Norheim  R 

ASHLEY 
Wishek  J  H 

BISMARCK 
Newton  &  Dullam 

BOTTINEAU 
Weeks.  &  Moum 

BURNSTAD 
Jackman  Wm  L 

CANDO 
Sennett  L  H 

CARRINGTON 

Hoopes  W  E 
Stillman  Gto  H 

COOPERSTOWN 
Bartlett  D 

CROSBY 
Leonard  F  A 

DEVILS  LAKE 
Middaugh  Henry  G 

DICKINSON 

McBride  M  L 
Pugh  Thos  H 

ELLENDALE 
Cassels  E  E 


FARGO 
Lacy  A  A 

Stambaugh  &  Fowler 

FESSENDEN 
Youngblood  J  J 

FLASHER 
Nash  Robt  F 

FORMAN 
McKenzte  &  Leslie 

GODRICH 
Jordal  O  P 

GRAND  FORKS 
Bangs   Tracy   R 

GRAFTON 
Phelps  &  Phelps 

HILLSBORO 
Kaldor  Theo 

JAMESTOWN 
Buck  C  S 

KENMORE 
Gray  A  W 

LAKOTA 
Frick  &  Kelly 

LAMOURE 
Davis  C  W 

LANGDON 
Mclntyre  W  A 

LINTON 
Lanae  Chas  S 

LISBON 
Adams  &  Mead 

McHENRY 

Scott  C  E 
Stillman   Geo    H 

MANDAN 

Hanley  &  Sullivan 
Nuchols  S  L 

MINNEWAUKON 

Butts  &  Sinn< 


MINOT 
Chatfield  ft  Fahey 

NAPOLEON 

O'Donnell  Wm  A 
McKenna  Geo  M 

NEW  ROCKFORD 
Manly  Jas  A 

NEW  SALEM 
Leverson  Oliver 

OMEMEE 
Goldschmidt  W  A 

PEMBINA 
SpiUer  H  B 

ROLLA 
Harris  Fred  E 

RUGBY 

Coger  Albert  E 
Shuman  B  L 
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SHERBROOKE 
Barclay  Wm 

STANLEY 
Jones  P  D 

TOWNER 
Bagley  Horace 

VALLEY  CITY 
Page  &  Englert 

WAHPETON 
Pnrcell  &  Divet 

WASHBURN 
Hyland  J  A 

WILLISTON 
Palmer,  Craven  &  Burm 


OHIO 


AKRON 

Allen.    Waters,     Young 
&  Andress 

ALLIANCE 
Hart  &  Koehler 

ASHLAND 
Peterson    F  N 

ASHTABULA 

Hall  Theo  E  Jr 
Hoyt,  Mtinseir&  Hoyt 

ATHENS 
Wood  &  Wood 

BATAVIA 
Nicholas  &  Nicholas 

BELLAIRE 
Tallman  Jas  C 

BELLEFONTAINE 
Hamilton  Bros 
West   &    Chamberlain 

BOWUNG  GREEN 
Bloom  Earl  D 

BUCYRUS 
W^right  J  W 

BRYAN 
Gaudern   E 

CADIZ 
HoUingsworth  D  A 

CALDWELL 
Dye  C  O 

CAMBRIDGE 
Rosemond  &   Bell 

CANAL  DOVER 
Seikel  Ed  C 

CANTON 

Blake  Jos  M 
Lynch  &  Day 
Welty  &  Albaugh 


CARROLLTON 
Handley  W  L 

CEUNA 
Kramer  John 

CHARDON 
King  &  Wilmot 

CHILLICOTHE 
Yaple  Luther  B 

CINCINNATI 

Brink  Edw  H 
Brink  Henry   C 
Burch,  Peters  ft  Con- 
nolly 


Hoyt,  Dustin  &  Kelley 
Johnson  T  L 
Pattison    Chas   W 


DELAWARE 
Jewell  &  Benton 
White  &  Bliss 


TURNEY,  OLDS  &  SIPE 

Insurance  Law  and  General  Practice 

401-407  Engineers  Building 
CLEVELAND,  OHIO 

Central  1422  Long  Distance 


Main  4126 


COLLINWOOD 
Stocker  Chas  L 


COBB,  HOWARD  &  BAILEY 

Attorneys-et-Law 
CINCINNATI,    OHIO 

Corporation  and  Inmiranco  Mattora  a  Spocialtjr 


Heintz  Michael  O 
Ireton  ft  Schoenle 

HEmeiT  JACKSON 


Attorney  at  Law 

2010  Union  Central  BIdg. 

CINCINNATI.  OHIO 

ief VMioii  m  u  foUovs: 

fm  inntsnliB  Ouudty  Oompuj 

iaHriua  lonty  Caaiftaj 

lartfsrd  lift  InmniiM  Oompsay 

Loyil  ProtNtiTelnsaniMeOaBiwny 
of  B«stoo,  HuIh  and  the 

Plttibvgh  USb  sDd  Tnist  Oompsay 

Kohl  J  L 

Mardcworth  John  H 
Nicportc  John  C 
Paxton,  Warrington  ft 

Seasongood 
Stephens,  Lincoln  &  Ste> 

pnens 
Walker  W  Slee 
Zerfey  Harold   E 

CIRCLEVILLE 
Abemathy  I  N 

CLEVELAND 
Boyd  Wm  H 

Fuller  i  camioii 

Attorneys 

Law  of  Fire  Inranuwc 

niABSHALL  BLDG. 
11th  floor 

CliETEIiAND       OHIO 


COLUMBUS 

ARNOLD  &  CAME 

Huntington  Bank  BUg, 

Insurance  and 

General  Practice 

REFERENCE: 

New  York    Life  Ins.  Co- 
Mutual  Life  Ins.  Co. 

Brandt  ft   Brandt 
Doud   Harry    L 
Huggins  Burch  D 
Mooney  J  W 
Sheets  }   M 
Williams   &  Nash 

CONNEAUT 
Kingdom  H  S 

COSHOCTON 

Merrill  W  S 
Pomerene  F  E 


DAYTON 

Burkliart,    Heald 

Pickrel 
Dale  ft  Kusworm 
Iddings  Andrew  S 


& 


Lee  Warren  Janes 

Associate 

J.I.Coolidge    H.LEsbbrook 

Rsprsssnting 

United  States  Fidelity  k  Guai^ 
antyCo.;  Gem  City  Life  Ins.  Co. 

U.  B.  BUILDING 
DAYTON,  OHIO 

Van  Deman  &  Pickrel 
Wortmann  Jos  A 

DEFIANCE 
Kingsbury  Benj  B 


EAST  LIVERPOOL 
Hill  Walter  B 

EATON 
Risinger  &   Risinger 

ELYRIA 
Stevens  F  M 

FINDLAY 

Axline  &  Betts 
Fuller  A  G 
Ross  Geo 

FREMONT 

Gawer  &  Gawer 
Wilson  L  W 

GALLIPOLIS 
Davis  E  D 

GENEVA 
Ford  Chas  J 

GEORGETOWN 
Parker  Harry  E 

GREENVILLE 
Crawford  G  F 

HAMILTON 

Andrews,  Harlan   &   An- 
drews 
Morey  G  C 
Morey  J  E 

HILLSBORO 
Wiggins  H  L 

IRONTON 

Anderson  J  L 
Johnson  A  R 

JACKSON 
McGillray  J  M 

JEFFERSON 
Babcock  C  C 

KENTON 
Crane  Geo  E 

LANCASTER 
LitrcU  J  H 

LEBANON 
Dechant  C  B 

LIMA 

Cable  &  Parmenter 
Halfhill  James  W 
Ritchie  &  Ritchie 
Wheeler  &  Bentley 

LISBON 

Ferrall  Wm  E 
Riddle  Lodge 
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LOGAN 
Pettit  John  C 

LONDON 
Welsh  H  B 

LORAIN 
Resek  G  A 

McARTHUR 
Darby  J  W 

McCONNELLSVILLE 
Black  Geo  H 

MANSFIELD 
La  Dow  Jesse  £ 

MARIETTA 
Danford  Cbas  H 

MARION 

Harder  Wm  N 
McNeal  L  B 

MASSILLON 
Willison  &  Wtllison 

MEDINA 

Andrews  &  Woods 
Spellman   F 

MILAN 
Eshenroeder  Geo  F 

MILLERSBURG 
Hanna  W  S 

MT.  GILEAD 
Kingman  S  C 

MT.  VERNON 
Levering  F  O 
Waight  &  Moore 

NAPOLEON 
Duffy  W  P 

NEWARK 
Kibler  C  H 

NEW  LEXINGTON 
Powell  J  E 

NEW  PHILADELPHIA 
Richards  J  A 

NORWALK 
Martin  Edgar  G 

OTTAWA 

Eastman  &  Eastman 
Smith  J  W 
Stramann  Albert  H 

PAULDING 
Spriggs  F  P 

PAYNE 
Corbett  Don   C 

PIQUA 
Harbaugh  Losh  O 

POMEROY 
Ervin  &  Crow 

PORT  CLINTON 
Galleher  R   S 

PORTSMOUTH 
Meyer  Wm  J 
Miller  H  W 


RAVENNA 
IngeU  C  D 

ST  CLAIRSVILLE 
Kennon  N  K 

ST.  MARYS 
Mooney  D  F 

SANDUSKY 
King  ft  Ramsey 

SEVILLE 
Elliott  Lee 

SHELBY 
Anderson  C  J 

SIDNEY 

Barnea  ft  MiUs 

SPRINGFIELD 
Johnston  Floyd  A 

TIFFIN 

De  Ran  R  L 
Dore  &  Dore 

TOLEDO 

Hall  &  Rothert 
Holbrook  Ralph  S 
Johnson   B   W 
Kohn  &  Northnp 

TROY 
CampbeU  T  M 

UPPER  SANDUSKY 
Carter  Elza 

URBANA 
Johnson  Louis  D 

VAX  WERT 
Salzberger  G  M 

WAPAKOXETA 
Layton  Roy  E 

WARREN 
Gilmer  T  H 

WASHINGTON   C   H 
Bush  F  I 

WAUSEON 
Ham,  Ham  &  Ham 

WAVERLY 
Douglas  S  A 

WEST  UNION 
Bayless  F  D 

WILMINGTON 
Martin   j    C 

WOODSFIELD 
Matt  &  Kremer 

WOOSTER 
Newkirk  E  W 

XENIA 
Smith  H  L 

YOUNGSTOWN 

Hine  C  D 
Kcnnedj_  J__B 
Moore 


't' 


ZANESVILLE 

Adams  John  J 
Durban  F  A 


OKLAHOMA 


ADA 
Epperson  B  H 

ALTUS 
Petry   Everett 

ALVA 

Mason  Merritt  C 
Noah  H  A 

ANTLERS 
Amotte  A  J 

ARAPAHOE 
PhilUps  ft  MUls 

ARDMORE 

Mason  I  R 
Potter  &  Walker 
Potterf  &  Gray 

ARNETT 
Ransdall  F  E 

BARTLESVILLE 
Foster  B  B 

BRISTOW 
Cheatham  W  L 

CHANDLER 
Owen  Malcolm  I 

CHEROKEE 
Roth   S  R 

CHEYENNE 
Tracy  E  E 

CLAREMORE 

Bassmann  W  H 
Hall  Wm 

COMANCHE 
Lockctt  H  B 

CORDELL 

Burnette  Swan  C 
Massingle  S  C 


DUNCAN 


Riley  C 


DURANT 
Macdonald  John  A 

EL  RENO 
Blake.  Blake  ft  Low 

ENID 
West  Chas 

FREDERICK 
Williams  John  E 

GUTHRIE 

Dale  Frank 
Homer  C  G 

HENRYETTA 
Lincoln  J  H 

HUGO 

Hammonds  ft  Hammonds 
Works  ft   Copping 


LAWTON 

Johnson  &  Stevens 
Smith  H  A 
Stevens  &  Myers 

McALESTER 
Markley  A  C 

MANGUM 

Carpenter  J  L 
Tisinger  B  L 

MEDFORD 
Becker  J  P 

MUSKOGEE 
Mosier,    Greenslade  ft 

Dudley 
Zevely,  Givens  ft  Stoutx 

NORMAN 

Dudley  J  B 
WiUiams  B  F  Jr 

OKLAHOMA  CTTY 

H.  iidensi  Klig 

6  Tarmiaia  Buildlaff 

ATTORNEY  FOR 

Fidelity  aad  Depoat  Co. 
Soulharn  Svsty  Co. 

&  Braniff.  Get. 


McComb  T  J 
Pierce  &  McClelland 

PAWHUSKA 
White  H  P 

PERRY 
Bowles  W  M 

PONCA 
Moore  W  K 

POND  CREEK 
Ingersoll  C  S 

POTEAU 

Hale  Jas  A 
Polhin  ft  Choata 

PURCELL 
Hocker  J  W 

RYAN 
Adams  J  M 

SAPULPA 

Allen  Sam  T 
Burt  L  J 

SAYRE 
Harrison  J  B 

SHAWNEE 

Howell  ft  Miley 
Standard.  WaUTft  Ennis 

STILLWATER 

LowTv  Robt 
Strickhind  C  A 

TISHOBfiNGO 
Shearer  P  B  H 

TULSA 

Hindman  ft  Woodford 
Hudson  ft  Snecd 
Robinson  ft  Gore 
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VINITA 

Gill  Joseph  A 
Wilwn  D  H 

WALTERS 
ReTcUe  I  K 

WOODWARD 
Anderson  A  W 


OREGON 


ALBANY 
Wright  Geo  W 

ASTORIA 

Spittle  Frank 

BAKER  CITY 
Mount  O  B 

BURNS 
Gowan  A  B 

CANYOX  CITY 
Marks  J  £ 

CONDON 

Bowerman  J 
Homer  Chas  H 

COQVILLE 
Barrow  C  R 

CORVALLIS 
Wilson  £  E 

DALLAS 
Brown  L  D 

ENTERPRISE 
Sheaban  J  W 

EUGENE 

Travis    L    M 
WeUa  J  G 

FOSSIL 
Hendricks  H  H 

GOLDBEACH 
Wood    W  A 

HEPFNER 
Notflon  S  E 

HILLSBORO 
Bowman  Benton 

JACKSONVILLE 
Hanna  H  K 

KLAMATH  FALLS 

Brower   C  C 
ElUott  E  L 

LrA  GRANGE 
Cochran  &  Cochran 

LAKEVIEW 

Batchelder  T  M 
Welch    Herbert  P 

McMINNVlLLE 
Connor    R  L 


MILTON 
Scott   James    H    £ 

MORO 
Bryant  C  W 

OREGON  CITY 

Latourette  C  D  ft  D  C 
Lodcr  J  W 

PENDLETON 
Peterson  ft  Wilson 

PORTLAND 

Carey  C  P 
Hogue  ft  WUbttr 
Hunt  Isaac  D 
Sheppard  ft  Brock 
Teal  T  N 
Whitfield  F  H 

PRINEVILLE 
EUiott  M  R 

ROSEBURG 
Fullerton  ft  Orcutt 

ST.  HELEN 
Dillard  ft  Day 

SALEM 
McNay  Chas  L 

SPRINGFIELD 
Mullen  John  C 

THE  DALLES 
Gayin  John 

TILLAMOOK 
Botts  H  T 

TOLEDO 
Hawkins  C  E 


PENNSYLVANIA 


ALLENTOWN 

Schaadt  J  L 
Wright  R  E 

ALTOONA 
Hicks  J  D 

BANGOR 

Kent  Everett 
Faff  J  W 

BEAVER 
Moore  W  D 

BEDFORD 
Points  Moses  A 

BLOOMSBURG 
Yoit  A  N 

BROGKVILLE 

Conrad  W  N 

BUTLER 
Williams  &   Mitchell 

car;.isle 

Berg  Herman  Jr 


CHAMBERSBURG 
Walter  ft  Gillan 

CLARION 
Corbett  D  C 

COUDERSPORT 
CrandaU  A  N 

DANVILLE 
Gearhart  Chas  P 

DOYLESTOWN 

Boyer  ft  Vanartsdalen 
Shoemaker  H  J 

DU  BOIS 
Calkins  W  L 

EASTON 

Coffin  G  F 
Kirkpatrick  &  Maxwell 

EBENSBURG 
McKendrick  Ivan  J 

ELIZABETH' 
McBryar  W  D 

EMPORIUM 
Green  B  W 

ERIE 
Nagorski  &  Kitts 

FRANKLIN 

Hcydrick  C 
McKinney  Johft  H 
Osmer  J  H  ft  Sons 

GETTYSBURG 

Butt  J  L 
Williams  J  L 

GREEXSBURG 

Ogden  D  C 
Moorhead  ft  Smith 

HARRISBURG 

•SCAt  C. 
WICKERSHAM 

ATTORNEY 

300«A01  Evnkol  BIdtf. 

Special  attention  given  to 
trial   of    Insurance  cases. 

HOLLIDAYSBURG 

Smith  Robt  W 
Snyder  John  M 

HONESDALE 
Mumford  ft  Mumford 

HUNTINGDON 
Waite  Hayes  H 

INDIANA 
Sutton  Thomas 

JERSEY  SHORE 
Losch  Wm  H 

KITTANNING 
McAdooWA 

LANCASTER 
Coyle  &  Keller 


LA  PORTE 

Shoemaker  Wm  P 

LEBANON 

SdMM^  HI 
Weidman  Gratrt  Jr 

LEWISBURG 
Linn  P  B 

LEWISTOWN 
Uttlcy  W  W 

LOCK  HAVEN 
Brown  ft  Stevenson 

McCONNELLSBURG 
Kirk  S  W 

McKEESPORT 
Simon  A  M 

MAUCH  CHUNK 

Barber  L  H 
Loose  Jacob  C 

MEADVILLE 
Smith  J  W 

MERCER 
Moore  W  W 

MIDDLEBURG 
Potter  M  I 

MIFFLINTOWN 
Neely  J  H 

MILFORD 
Bull  G  R 

MONTROSE 
Denny  H  A 

MUNCY 
Wood  Thomas 

NEW  BLOOMFIELD 
Rice  W  H 

NEW  CASTLE 
Ubcr  Leonard  M 

NORRISTOWN 
Evans  &  Dctra 

OIL  CITY 
Breen  ft  Brcen 

OXFORD 
Campbell  Chester  C 

PHILADELPHIA 
Anderson  Wm  Y  C 
Brown    &    L^oy<^ 

Carr  &  Stetonetz 

Attomeyi-at-Uw 

No.  W3  Bailey  Building 

Dickson.    Bcitlcr  ft  Mc- 

Couch 
Edmunds  H  R 
Esling  H  C 
Johnson  &  Gilkyson 
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ALBERT 

MORGAN 

1218  Chestnut  St. 

Philadelphia,  Pa. 


Fifteen  year 'sezperi- 
ence  in  the  practice 
of  Insurance  law. 

Pepper  G  W 
Rearick  Bertram  D 
Simpson,  Brown  &  Will- 
iams 
Sloan  M  W 
Vale   Ruby  R 

PITTSBURG 
Alpem  &  Seder 
Campbell   J   Sherman 
Ewing  Frank 

iennmgs   ft  Jennings 
[orris.  Walker  &  Allen 
Peters,  Tyrrell  &  Brack- 
en 
Wishart  &  Dickie 

PUNXSUTAWNEY 
Adams  W  B 

QUAKERSTOWN 
Hedcrer  C  F 

READING 
Deysher  E  H 
Koser  H  P 

J.  Milton  Miller 

Attornmy'at'Lmm 

700  Colonial  Tnut 
Building 

READINa  PA. 

Rick  W 

Stevens  &  Stevens 

RIDGWAY 
Ely  Fred  H 

SCRANTON 

R.  W.  Archbald 

Attorney   at    Low 


OBton.  Pa* 


Conneit  Huildin^ 

Hill  W  L 
Jessup  W  H 

M.  J.  Martin 

Attornty 
Insuranoe  Speelallel 

603-509  Comiell  Bidg. 
Scranton,  Pa. 


McDonald  M  E 
Murray  R  T 
Scragg  J    F 
Vosburg  &  Dawson 
Willard,  Warren  & 

Knapp 
Willard  E  N 

SHAMOKIN 
Ryan  Geo  W 

SHARON 
Lininger  J  M 

SHENANDOAH 

Neville  Roy 
Burke  M  M 
Brown  &  Lloyd 

SLATINGTON 
Miller  Geo  J   A 

SMETHPORT 
Morrison  Tbos  H 

SOMERSET 
Hobbert  A  C 

STROUDSBERG 

Holmes  F  B 
Palmer  A  M 

SUNBURY 

Deppen  Geo  E 
Fanning  David  J 
Knight  &  Taggart 

TIONESTA 

Brown  A  C 
Carrinffer  M  A 

TOWANDA 
Mercur  Rodney  A 

TUNKBANNOCK 
Piatt  Jas  W 

TYRONE 
Gilbert  Richard  H 

UNIONTOWN 
Jones  A  E 

WARREN 
Ball  D  I 

WASHINGTON 
Fergus  T  H  W 

WAYNESBURG 
Downey  F  W 

WELLSBORO 

Dunsmore  &  Edwards 
Watrous,  Marsh  ft  Chan- 
nell 

WESTCHESTER 
Butter  Thos  J 

WILKESBARRE 
Goodwin  Willard  H 

WILLIAMSPORT 

Wood  Thomas 
Sproutt  ft  Cupp 

YORK 
Hays  Walter  B 
Hoober  J   A 
KcU  John  F 


RHODE  ISLAND 

BATESBURG 
Strother  E  F 

BEAUFORT 
Thomas  W  J 

BRISTOL 

BENNETTSVILLE 

Bosworth  0  L 

KINGSTON 
Lewis  N  B 

Stevenson,  Stevenson  ft 
Prince 

BISHOPVILLE 

McLendon  R  W 

NEWPORT 
Burke  J  C 

CAMDEN 
Shannon  W  M 

PAWTUCKET 
Jenks  James  L 

CHESTER 
McFadden  Sam'l  E 

PROVIDENCE 

Alexander  Charles  Z 
Barney  ft  Lee 
Comstock  ft  Canning 

CHESTERFIELD 
Hough  M  J 

CONWAY 
Woodward  H  H 

BattboBS  Gsidnsr 
Xiais  A,  Hroa 
Willisn  E  AanltY 
▼UMsaV.llflM 
Oharlsi  &.  Eislsm 

Mirft.  Otrry 
Imit  ▼.  flsrdmr 
TiUbm  E  Ousidd 
TkoB.  0.  Bndslutw 
Israsa  BUnlsy  Oasi 
larbirt  H.  Shanrood 
■rringT.  Andld 


Ganhsr,  Pint  &  ThMBlq 

COUNOCLORO  AT  LAW 

1511  Turks  Head  Building 

PROVIDENCE,    K.  1. 

Attorneys  fori  Employer's  Lla. 
Assur.  Corp.  of  London;  Fiddlty  ft 
Cas.  Co.,  N.Y.;  Cas.  Co.ol  Amer.,N. 
Y.;  Amer.  Fidelity.  Montpdier.  Vt.. 
Royal  Indemnity  Co.,  New  York 


Edwards  ft  AngeU 
Lyman  ft  McDonnell 
Vincent,  Boss  ft  Bame- 
field 

DARLI.NuTON 

Dennis  E  C 
Stokes  W  M 

SO  CAROLINA 

DENMARK 

ABBEVILLE 
Beasley  G  M 

Crum  J  Wesley  Jr 

AIKEN 
Henderson  Bros 

COLUMBIA 

ANDERSON      . 
Dagnall  A  H 

BARNWELL 
Ellis  R  A 

CHARLESTON 

Whaley.  Barnwell  ft 
Grimball 

Abney  B  L 

Barron,  McKay,  Frierson 

&  Moffatt 
Clarkson  ft  Clarkson 
Gibbes  Hunter  A 
Melton  ft  Belser 
Siebels  J  T 
Sloan  R  Beverly 
Tillinghast  W  P 
Tompkins  Frank  G 

MORDECAI  &  GADSDEN 
&  RUTLEDGE 

Attoncyt  and  Gamdlan  at  Law 

The  Peoples  Office  Building 
Broad  and  State  Streeta 

CHARLESTON.  S.  C. 


Barron,  McKay 

Frierson  &  Moffatt 

New  York  Reference:  Association  of  Life 
Insurance  Presidents 

10th  Floor    Union  National  Bank  BMg. 
Columbia,  S.  C. 
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DILLON 
Lane  Joe  P 

EDGEFIELD 
Sheppard  Bros 

FLORENCE 
Wells  Walter  H 

GAFFNEY 
Dobson  &  Vassy 

GEORGETOWN 
Pyatt  M  W 

GREENVILLE 
Ansel  &  Harris 
Haynsworth  &  Hayns- 

worth 
McCuIlough,  Martin  & 

Blythe 

GREENWOOD 
Tillman  &  Mays 

HAMPTON 
Hiers  B  R 
Murdough   Randolph 

HARTSVILLE 
Stokes  W  M 

KINGSTREE 
GiUan  T  M 

LANCASTER 
Williams  &  Williams 

LAURENS 
Ferguson  &  Feathcrstone 

LEXINGTON 
Drehcr  F  E 

MANNING 

Du  Rant  Charlton 
O* Bryan  S  Oliver 

MARION 

Mullins  &  Hughes 
Lide  Lanneau  D 

NEWBERRY 
Halloway  H   C 

PICKENS 
Boggs  J  E 

ROCK  HILL 
Wilson   &  Wilson 

ST.  GEORGE 
Weeks  R  Lon 

SALDUA 
Crouch  B  W 

SPARTANBURG 

Carlisle    &   Carlisle 
Otts  James  C 

SUMMERTON 
Can  try  John 

SUMTER 
Lee  &   Moise 

TIMMONSVILLE 
Tedder  D  A 

UNION 
HambUn  J  K 

WALTERBORO 

Fishburne  E  L 
Howell  M  P 


WINNSBORO 
Douglas  A  S  &  W  D 

YORKVILLE 
McDow  Thog  F 


SO  DAKOTA 


ABERDEEN 

Campbell  &  Walton 
Corn^an  &  Jackson 
Harris  Chas  N 

ALEXANDRIA 
Van  Denmark  W  E 

ARMOUR 
Wanzer  E  P 

BELLEFOURCHE 

Armstrong  J  M 
Simons  L  M 

BRITTON 

Gardner  Robt  D 
Kaas  Otto  L 

BROOKINGS 
Cheever  &  Cheever 

BUFFALO 
Jackson  Geo  H 

CANTON 
Carlson  a  B 

CASTLEWOOD 
Skinner    W    M 

CHAMBERLAIN 
Drury  E  L 

CLARK 
Ames  O  H 

CLEAR   LAKE 
Law  T  J 

CUSTER 
Sellers  Walter 

DALLAS 
Patterson   E  O 

DEADWOOD 
Fowler  &  Fowler 

DE   SMET 

Green  E  F 
Warren  &  Warren 

DOLAND 
Webb  H  O 

DUPREE 
Nelson  Thos  R 

ELK  POINT 
Stickney   Chas 

FAIRFAX 
iDavis  Chas  A 


FAULKTON 
Turner  Frank 

FLANDREAU 
Coleman  &  Blewitt 

FORT  PIERRE 
Philip  &  Waggoner 

GANN  VALLEY 
Cook  J  L 

GETTYSBURG 
O'Kcefe  D  J 

HIGHMORE 

Cunningham   M   C 
O'Brien  M   Harry 

HOT  SPRINGS 

Juckett  Elmer  R 
Wilson  &  Wilson 

HOWARD 
Grua  E  T 

HURON 

Clarke  Geo  W 
Ede  Ernest  D 

MADISON 

Farmer  &  Blewitt 
Soper  F  L 

MILLBANK 

Bouck  Thos  L 
Rix    Geo    S 

MILLER 
Cole  J  H 

MITCHELL 
Span^'ler  T  J 

MOBRIDGE 
Potts  Wm  M 

-      MOUND  CITY 
Alexander  F 

OACOMA 
Williamson  Wm 

ONIDA 
Gropengieser  J  H 

PARKER 
Brown  E  L 

PIERRE 
Southerland  &  Payne 

PLANKINTON 
Bakewell  &  Bakewell 

RAPID  CITY 
Buell  &  Gardner 

REDFIELD 
Sterling  &  Clark 

SALEM 
Wilson  E  H 

SELBY 
Brown  A  A 


SIOUX  FALLS 
Bailey  ft  Voorheea 

Cherry&Abbott 

SIOUX  FALLS 
SOUTH  DAKOTA 


Hafe    ^wwiiliwiH    Cor 
yean  m  fin  and  Itfe  ii 

ntit>tioa,  

tkraiilMmt  Souda  Dakota  an) 
iMo  Nortli  Dakota,  Mianenla. 
Iowa.  hMMskaTllibob.   and 


Rdtr  to  aay  bank  in  Siou 
FaBb,alfo  to  Amariean  CaaHal 
Fin  Ins.  Co..  Si.  Lods,  Mo.; 
N.  W.  F.&  Wl.  Int.  CoiTMinno. 
apolii.  Mmn.:  Wertvn  Dm. 
Commercial  Union  Fin  Int. 
Co..  Denror.  Colo.;  hMuance 
ComnuMMner  of  &mdi  Dakota. 
Governor  6t  SaoAk  Dakoto.  of 
any  other  slate  i^Bcef. 

Gibbs  R  L 
Kittredge   Russell  D 

SISSETON 
Barrington  J  W 

STURGIS 
McNenny  J 

TYNDALL 
Redden  W  L 

VERMILON 
Payne  &  Olson 

WATERTOWN 
Mather  ft  Stover 

WEBSTER 
Anderson  &  Waddell 

WESSINuTON 

SPRINGS 
Cutler   Alden 

WHEELER 
Exon  Jas  H 

WOONSOCKET 
Baer  B  W 

YANKTON 
Kunkle   Harry 


TENNESSEE 


ALAMO 
Cnsey  Eugene 

ALTAMONT 
Woodlec  L  V 

ASHLAND  CITY 
Justice  J  E 

ATHENS 

Moore    &    Darwin 
Stuart  D  S 
Williams  Geo  G 

BENTON 
Shamblin  John  S 
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BLOUNTVILLE 
Brown  Chas  A 

BOLIVAR 
Miller  Chaa  A 

BRISTOL 
St  John  C  J 

BROWNSVILLE 
Taylor  Jas  R 

BYRDSTOWN 
Roberta  A  H 

CAMDEN 
Peeler  S  L 

CARTHAGE 
Lee  W  V 

CELINA 
Davidson  W  C 

CENTERVILLE 

Bates  Douglas  T 
Knight  &  Bessley 

CHARLOTTE 
Cook    W  L 

CHATTANOOGA 
Cogswell    R   A 

MILLER  A  MILLER 

Attomcws 

James  Bulfdlnc 

Chattanoofla,  T*nn«sse« 

All  branches  of  insurance  law. 
Trial  and  corporation  practice. 
Adjustment  or  insurance  claims. 
Raerences:  Mutual  Life,  N.  Y.; 
Continental  CaBualty,  Chicago; 
Employera  lialHlity  Assur. 
Corp'n,  Boston  Office,  The  Pre- 
ferred Aceid't,  N.  Y.;  Niagara 
Fire,  N.  Y.;  Connecticut  Fire 
Chicago  Office;  fidelity  and  D^ 
posit  Co.  of  Balto.,  Md.;  General 
Counsel,  Volunteer  State  Life 
Ins.  Co.,  Chattanooga,  Tenn. 

Milligan  J  B 
Moore  ft  Darwin 
Smith  Mr 
Wright  Sydney  B 

CLARKSVILLE 
Savage  &  Fort 

CLEVELAND 
Traynor  &  Smith 

CLIFTON 
Morgan  Albert 

CLINTON 
Underwood  J  L 

COLUMBIA 

Greenlaw  &  Whitthome 
Hughes  G  T 
Peebles.  &  Forgey 

COOKEVILLE 
Capshaw  E  W 

COVINGTON 
Sanford  Wm 

CROSSVILLE 
Black  C  G  Jr 

DANDRIDGE 
Hynds   Alexander 


DAYTON 
Miller  Swafford 

DECATUR 
Lilard  J   W 

DECATURVILLE 

England  J  A 

DOVER 
Rice  J  W 

DUNLAP 
Stewart  &  .Stewart 

DYERSBURG 

Rogers  H  Townsend 
Williams  Sam  H 

ELIZABETHTON 
Miller  Lee  F 

ERIN 
Ilobbs  J  C 

ERWIN 
Roberts  W  A 

FAYETTEVILLE 
Ilohman  &  Holman 

FRANKLIN 
Eggleston  &  Eggleston 

GAINESBORO 
Draper  W  W 

GALLATIN 
Boddie  G  W 

GREENVILLE 
Shoun  &  Trim 

HARTSVILLE 
McMurry  J  S 

HENDERSON 
Franklin  H  D 

HOHENWALD 
Sciiiibert  F  L 

HUNTINGTON 
Maddox  P  W 

HUNTSVILLE 

Baker  Jos  F 
Foster    E   G 

JACKSBORO 
Powers  E  H 

JACKSON 
Newman  Claire  B 

JAMESTOWN 
Conatser  &  Case 

JASPER 
Stewart  Q  L 

JELLICO 
Adkins  J  M 

JOHNSON   CITY 

Miller  Lee   F 
Moore  SEN 

JONESBORO 
Kirkpatrick  S  S 

KINGSTON 
Dietz  W  H 


KNOXVILLE 

Burrows  A  Y 

Maynard  &  Lee 

Pickle,     Turner    &    Ken- 

nedr 
Shields  ft  Gates 
Wright   James    B 

LAFAYETTE 
Harlan  A  R 

LA  FOLLETTE 

Owens,  Taylor  &  Lechlei- 
ter 

LAWRENCEBURO 
Starnes  D  W 

LEBANON 
Thompson  Lillard 

LEWISBURG 

Haynes  R  E  Jr 
Marshall  &  Armstrong 

LEXINGTON 

Dennison    W    H 
Hall  John  F 
Knight  E  C 

LINDEN 
Pearson  G-  W 

LIVINGSTON 
Roberts  A  H 

LOUDON 
Greer  I  A 

LYNCHBURG 
Parks  &  Bean 

McMINNVILLE 

Willis  J  L 
Whitson  &  Mercer 

MADISOivVILLE 

McCroskey  TEH 
Valentine  M  F 

MANCHESTER 
Townsend  C  N 

MARYVILLE 
McTeer  Will  A 

MAYNARDVILLE 
Evans  &  Beeler 

MEMPHIS 

Bartels  Robert  Lee 
Bryan  Chas  M 
Frazer  C  W 
Hughes  &  Hughes 
Knipmeyer  A  B 
Lehman,  Gates  &  Leh- 

man 
Metcalf  &  Metcalf 

MORRISTOWN 
Hickey  Rufus  M 

MOUNTAIN  CITY 
Butler  E  E 

NASHVILLE 

Blake  R  E 
Jacobs  C  Bibb 
Lellyett  John  T 
Manier  &  Crouch 
Marr  W  B 
Pilcher   &    Pilcher 
Tyne  Thos  J 


NEWPORT 
Mims  W  O 

OLIVER  SPRINGS 
Jackson  Chas  C 

PARIS 
Rye  Tom  C 

PIKEV  ILLE 
Pope  Lewis  S 

PULASKI 
Wilkes  John  B 

RIPLEY 
Steele  &  Steele 

ROGERSVILLE 
Bowen  A  T 

RUTLEDGE 
Waller  J  G 

SAVANNAH 
Broylea  D  W 

SELMER 
Whitehurst  T  B 

SEVIEVILLE 
Paine  A  M 

SHARON 
Terry  G  M 

SHELBYVILLE 
Parker  ft  Parker 

SMITHVILLE 
Drake  &  Turner 

SNEEDVILLE 
Jarvis  L  M 

SOMERVILLE 
Hobson  H  P 

SPARTA 
Fancher  F  T 

SPENCER 
Brady  Jas  M 

SPRINGFIELD 
Garner  A  E 

TAZEWELL 
Hughes  &   Davis 

TIPTONVILLE 
Burnett  ft  Donaldson 

TRENTON 
Walker  ft  Landnun 

.  TULLAHOMA 
Davis  E  L 

UNION   CITY 
Moore  ft  Hndgins 

WARTBURG 

Morris   T    A 
Riseden  L 

WAVERLY 
Shannon  J  F 

WAYNESBORO 
Sims  Robt  M 
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WINCHESTER 
Templeton  H  M 

WOODSBURY 
Hancock  Walter 


TEXAS 


ABILENE 

Cox  Ben  L 
Cunningham  &  Oliver 

ALBANY 
Allen  R  L 

ALICE 
Patton  Irving  A 

ALTO 
Perkins  B  B 

ALPINE 
Van   Sickle  W 

AMARILLO 

Synnott  &  Underwood 
Turner  Thos 

ANGLETON 
Masterson  A  E 

ANSON 
Smith  S  J  T 

ARCHER  CITY 
Henley  C  H 

ASPERMONT 
Carter  J  M 

ATHENS 
Starr  J  N 

AUSTIN 

Fiset  &  McClendon 
Fisher  S  R 

Gregory,  Batts  &  Brooks 
Robertson   J    H 

BAIRD 
Bell  F  S 

BALLINGER 
Harris  C  O 

BANDERA 
Elames  J  A 

BASTROP 
Fowler   J   P 

BAY  CITY 
ilolman  W  S 

BEAUMONT 

Adams   M  G 
Burgess,    Burgess,    Ger- 
many  &   Chrestman 
Crane  &  Crane 
Crook,  Lord,  Lawhon  & 
JSTcy 

BEEVILLE 
L>ougberty  ft  Dougherty 


BELLVILLE 

Johnson  ,  Matthaie  ft 
Thompson 

BELTON 
Ware  Sam   D 

BENJAMIN 
Brookreson  D  J 

BIG    SPRING      . 
Brooks  Jas  T 

BOERNE 
Schweppe  F  W 

BONHAM 
Steger  T  P 

BOSTROP 
Fowler  J  P 

BRACKETTVILLE 
Clamp  W  L 

BRADY 
Shropshire  &   Brown 

BRECKENRIDGE 
Sebastian  W  P 

BRENHAM 
Searcy  W  W 

BROWNSVILLE 
Bartlett  J  no 

BROWNWOOD 
McCartney  C  L 

BRYAN 
Bethea  Lamar 

BURNET 
Hammond  T  E 

CALDWELL 
Bowers  &   Garrett 

CAMERON 
Henderson  T   S 

CANADIAN 
Fisher  W  D 

CANTON 
Sanders  M  G 

CANYON 
Brandon  G  A 

CARRIZO  SPRINGS 
Vandersvoort  F 

CARTHAGE 
Long  J  H 

CENTER 
Davis  &  Davis 

CENTERVILLE 

Scale  J  H 
Watson  Wra 

CHILDRESS 
Fires  &  Diggs 

CLARENDON 
White  H   B 

CLARKSVILLE 
Block   Eugene 


CLAUDE 
Stallings  J  S 

CLEBuxvNE 
Walker  &  Baker 

COLD  SPRING 
Fuller  F  O 

COLEMAN 
Miller  JAB 

COLORADO 
Harness  G  B 

COLUMBUS 
Grobe  C  R 

COMANCHE 
Rieger  J   M 


DALLAS 
Burgess,    Burgess,  Ger- 
many  &    Chrestman 
Chilton  &  Chilton 
Crane  &  Crane 
Hunt  G  D 
Lawther  Harry  P 
McBride  L  C 
Meador  &  Davis 

JOHN  F.  ONION 


'  Qeneral  Attorney 

SouthlaiKl  Life  Ins.  Co. 

DALLAS       TEXAS 


SANER,  SANER  &  TURNER 

Attorney*  and  Countelort  at  Law 
SECURITY  NATIONAL  BANK  BUILDING 

SUITES  320-321-522.323  DALLAS,    TEXAS 

B.  E.  L.  SANER  WESTERN  UNION  CODE 
JNO.  C.  SANER  CABLE  ADDRESS 

C.  D.  TURNER  "SANER" 
J  W.  RODGERS 


SEAY  AND  SEAY 

Attorneys  at  Law 

8oiitliland  Life  Building 
Dalla«»  Texas 


CONROE 
Llcwllyn  &  Foster 

COOLIDGE 
Miles   D   W 

CORPUS  CHRISTI 
Early  Sam  A 

CORSICANA 

Callicutt  &   Call 
Traylor  H  E 

COTULLA 
Wilson  John  W 

CROCKETT 
Nunn  D  N 

CROWELL 
Britt  T  D 

CUERO 
Schleicher  F  S 

DAINGERFIELD 
Henderson  John  M 

DALHART 
Richards  B  N 


Synnott 
&Pcnry 

Insurance 

Laivyers 

All  Kinds  of  insurance 
litigation  and  other 
legal  assistance. 

Sumpter  Building 
DAUAS  TEXAS 

Thompson  Wm 

DECATUR 
Soward  Chas 

DE   KALB 
Webber  &  Webber 

DEL  RIO 
Foster  J  J 

DENISON 
Randall  &  Randall 

DENTON 

Fulton  L 
Hopkins  Geo  M 


B-276 


ATTORNEYS  AND  COUNSELORS. 


DEVINE 
Briicoe  Jno  T 

DICKENS 
Glasgow  B  D 

EAGLE  PASS 
Sanford  J  R 

EDNA 
McCroy  W  W 

EL  PASO 

Denton  W  C 
Dyer  John  L 
Loomia  &  Knollenberg 
Wohlford  Jamea  L 

FAIRFIELD 
Williford  R  L 

FLORESVILLE 
Wiseman  Bros 

FLOYDADA 
Houghton  T  F 

FT.  WORTH 
Cappa,  Canty,  Hanger  & 

Short 
Dedmon,    Potter    & 

Forrester 
Lpsaiter  N   H 
McDona!J  Durward 
McGown,  Murphy  &  Mc- 

Gowan 
Orick   &  TerriU 
Samuels  S  L 
Slay  &  Simon 
Spoonts  &  Thompson 
West  Thos  F 

FORT  STOCKTON 
Johnson  Howell 

FRANKLIN 
Woods  F  A 

FREDERICKSBURG 
Esttll  J  T 

GAIL 
Thornton  M  J 

GAINSVILLE 

Davis  &  Davis 
Stuart  &  Bell 

GALVESTON 

Stewart  M 

Stubbs  &  Stubbs      .,, 
Terry,    Cavin    &   Mills 
Walker  J  C 

GATES  VILLE 
Miller  &  Morgan 

GEORGETOWN 

Love  Franklin  D 
GIDDINGS 

Watson  &  Simmang 

GILMER 

Barnwell  J  S 

GOLDTHWAITE 
Anderson  E  B 

GOLLIAD 
Burns  J  C 

GONZALES 
Romberg  J  C 

GRAHAM 
Kay  &  Atkin 


GRANBURY 
Hiner  John  J 

GREENVILLE 

Carpenter  H  L 
Evans  &  Carpenter 
Mock   Byron 

GROSBECK 
Bradley  C  S 

GROVETON 
Kenley  R  O 

HALLETSVILLE 
Patton  &  Schwartz 

HAMILTON 
Langford  &  Chesley 

HASKELL 
Elkins   Clyde  F 

HEMPHILL 
Hamilton  &  Hamilton 

HEMPSTEAD 
Lipscomb   A  G 

HENDERSON 

Douglas  Jno  O 
Futch  W  M 

HENRIETTA 
Allen  W  T 

HEREFORD 
Knight  &  Seaton 

HIDALGO 
Dougherty  Wm   P 

HILLSBORO 
Vaughan  &  Hart 

HONDO 
Blocker  V   H 

HOUSTON 


JOHNSON  CITY 
Sf  ubbs  N  T 

KARNES  CITY 
Bell  C  L 

KAUFMAN 
Morrow  Nestor 

KERRVILLE 

Garrett  G  W 
Storms  Gilbert  C 

KOUNTZE 
Ay  cock    B    L 

LAGRANGE 
Moore  L  W 

LAMPASAS 
Bierbower  C  G 

LAREDO 
Threadgill  Wilmer 

LIBERTY 
Stevens  F  M 

LINDEN 
Brougher  E  E 

LIVINGSTON 
Mcece  T  F 

LLANO 
Flack  J  F 

LOCKHART 
Coopwood  E  B 

LONGVIEW 
Cunningham  M   L 

LUBBOCK 
Benson  W  D 

McKINNEY 
Muse  Jas  M 


W.H.QIII  Frank  C.  Jonas  Walws  Tyler 

Hugh  Pvltsr  Hsrbsrt  Moors 

GILL,  JONES  &  TYLER 


Rooms  203-4-5-6-7-8-90-Sl 
FIRST  NATIONAL  BANK   BUILDING 

HOUSTON,  TEXAS 


Baker,    Botts,    Parker    & 

Garwood 
Moody  &  Bayles 
Ward  W  H 


HUNTS  VILLE 

Dean      Humphrey      & 
Powell 

JACKSBORO 
Nicholson  E  W 

JASPER 
Smith  Garland 

JEFFERSON 
Armistead  W  T 


MADISONVILLE 
Ford  T  J 

MARFA 
Kilpatrick  H  H 

MARLIN 
Anderson  J  H 

MARSHALL 
Davidson  T  W 

MASON 

Fulton   M 
Leslie  J  E 

MATADOR 
Bouldin  T  T 


MEMPHIS 
Deaver  H  E 

MENARD 
Scruggs  J  D 

MERIDIAN 
Cureton  &  Cureton 

MIAMI 
Kinney  J  E 

MIDLAND 
Caldwell  J  M 

MONTAGUE 
Cook  W  W 

MT.   PLEASANT 

Burford  J  M 
Williams  I  N 

MT.  VERNON 
Wilkinson  B  T 

NACODOCHES 
Harris  June  C 

NEW  BOSTON 
Webber  &  Webber 

NEW  BRAUXFELS 
Hennc  H  G 

NEWTON 
Forse  J  B 

OAKVILLE 
Church  F  H 

ODESSA 
Judkins  F  A 

ORANGE 
Holland  G  E 

PADUCAH 
Whatley  J  W 

PALESTINE 
Greenwood  T  B 

PALO  PINTO 
Ranspot  J  T 

PARIS 
Burdett  &  Connor 

PEARSALL 
Smith  Magus 

PECOS 

Hefner  &  Cooke 
Parker  J  W 

PITTSBURG 
King  £  A 

PLAINVIEW 
Dalton  L  W 

PLEASANTON 
Burmeister  F  H 

PORT   LAVACA 
WUson  W 

QUANAH 
Decker  &  Clark 

QUITMAN 
Edmonds  J  R 
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RICHMOND 
Pearson  Thos  B 

RIO  GRANDE 
Jone*  K 

ROBERT  LEE 
Merchant  &  Kemp 

ROBY 
Pool  A  R 

ROCKPORT 
Baldwin  W  H 

ROCKWELL 
Foree  £  D 

RUSK 

Norman  &  Shook 
Perkins  B  B 

SAN  ANGELO 
Thomson  J   F 

SAN  ANTONIO 

Crenshaw  Jas  D 
Hertzberg,    Barrett   & 
Kercbeville 


STERLING  CITY 
Ayres  Jeff  D 

SULPHUR      SPRINGS 
Scott  Frank  E 


SWEETWATER 

hran 
Smith  G 


Cochran  J  H  Jr 


TAHOKA 
Ferryman  G  W 

TASCOSA 
Balfour  Wm 

TEXARKANA 
Webber  &  Webber 

THROCKMORTON 
Wright    T   J 

TILDEN 
Burmeister   F  H 

TUUA 
Martin   A   B 


KELLER  and  KELLER 

Attorneys  and  Counsellors 

361-313   KAMPMANN    BUILDING 

SAN  ANTONIO,  TEXAS 

Special  attention  given  to  all  kinds  of  insurance 
litigation  in  Southwest  Texas 


King  Henry  C 

SAN  AUGUSTINE 
Foster  ft  Davia 

SANDERSON 
Folsom   A   T 

SAN   DIEGO 
McCarapbell  W  W 

SAN  MARCOS 

Cape   EUlw   M 
McKie   R  £ 

SAN  SABA 
Walters  G  A 

SEGUIN 
Neal  W  R 

SEYMOUR 
Goss  D  F 

SHERMAN 
Head,  Dillard  &  Head 

SILVERTON 
Daniel  J  £ 

SNYDER 

Hoyd  H  M 
Roaser  M  E 

SONORA 
Cornell  &  Wardlaw 

ST'^PHENVILLE 
Moore  W  W 


TYLER 
Lasseter  &  Mcllwaine 

VERNON 
Berry  W  D 

VICTORIA 

Carsner  &  Carsuer 

WACO 
Alexander  James  P 

HARRY  P.  JORDAN 

INSURANCE  LAW 
A  SPECIALTY 

WACO.  TEXAS 

WAXAHACHIE 
Supple  &  Harding 

WEATHERFORD 

McCall  G  A 
Roberson  Marvin 

WELLINGTON 
Lackey  J  L 

WHARTON 
Dennis  J  H  H 


WOODVILLE 

Harper  Joe  A 
Mooney  J  A 

YOAKUM 
Price  D  T 


UTAH 


WICHITA    FALLS 

Carrigan,   Montgomery 

Brittain 
Huff,  Barwise  &  Huff 


VERMONT 


BEAVER 
Greenwood  Geo  B 

BRIGHAM 
Call  J  D 

CASTLE  DALE 
Dickson  A   D 

COALVILLE 
Neeley  P  H 

FILLMORE 
Melville  Jas  A 

HEBER 
McDonald  Jas  H 

JUNCTION 
Beebe  G  R 

KANAB 
Brown  J    F 

LOGAN 
Walters  Jas  C 

MANTI 
Larson  Lewis 

NEPHI 
Foote  T  L 

OGDEN 
Agee  A  W 

PANGUITCH 
Sevy  J  L  Jr 

PRICE 
Hoffman  L  O 

PROVO 
Corf  man  E  £ 

RICHFIELD 
Hoffman  E  £ 

ST.  GEORGE 
Morris  Davis  H 

SALT  LAKE  CITY 

Booth,     Lee,    Badger    & 

Rich 
Edwards    H    C 
Thomas  Mathonihah 
Varian   C   S 

TOOELE 
Baker  L  L 

VERNAL 
O'Donnell  Thos  W 


BARRE 
Gordon  J  W 

BENNINGTON 
Sheldon  W  B 

BRATTLEBORO 
Vitta  C  C 

BURLINGTON 
VVhittcmorc   A   G 

CHELSEA 
Darling  H  K 

ENOSBURG  FALLS 
McFeeters  &  McFeeters 

HYDE  PARK 
McFarland  H  M 

MANCHESTER 

Griffith   Edw 

MIDDLEBURY 
Dickens  Albert  W 

MONTPELIER 
Ilowland  Frida 

NEWPORT 
Black  Harry  A 

RUTLAND 
\Ccrrill  J  A 

ST.  ALBANS 
Hogan  &  Hogan 

ST.  JOHNSBURY 

Dunnett  &  Slack 
Porter  David  E 

WOODSTOCK 
Southgate   Frederic  C 


VIRGINIA 


ABINGDON 

White  &  Penn 
Widener  H  Emory 

ACCOMAC 
Turlington  S  J 

ALEXANDRIA 

Brent  S 
Smith  F  L 

ALTAVISTA 
Jones  Earnest 

AMELIA 
Taylor  Geo  K  Jr 

AMHERST 
Evans  Otto  L 

APPOMATTOX 
Fleshman  J  P  L 
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BEDFORD  CITY 

Lowry   Landon 
Sale  Nelson 

BERRYVILLE 
Moore  A  Jr 

BIG    STONE   GAP 
Bullitt    &   Chalkley 

BLAND 
Kegley  Fulton 

BOWUNG  GREEN 
Chandler  A  B 

BOYDTON 
Faulkner    &    Faulkner 

BRISTOL 
Kelly  J  L 

BUCKINGHAM 
Moss  John  R 

CHARLOTTE  C  H 
Terry  Andrew  J 

CHARLOTTEVILLE 
Watson  Robt  A 

CHATHAM 
Smith  Wm 

CHRISTIANSBU^G 

Harlers  &  Colhoun 
Tompkins  M  H 

CLARENDON 
Ball  Frank  L 

CLINTWOOE 
Smith  J  C 

.   COURTLAND 
Story  E  Frank 

COVINGTON 
Allen  W  E 

CULPEPPER 

Bickers  R  A 
Waite  &  Perry 

CUMBERLAND 
McRae  Paul 

DANVILLE 

Lehigh  &  Lehigh 
Withers  Eugene 

EAST  RADFORD 
Roop  &  Phlegar 

EASTVILLE 
Robertson  Thos  B 

EMPORIA 
Buford  E  P 

FAIRFAX 
Ford  C  Vernon 

FARMVILLE 
Thompson  J  Taylor 

FINCASTLE 
Barley   E    V 

FLOYD 
Sowder  &  Burwell 

FRANKLIN 
Beale  E  L 


FRONT  ROYAI 
Jackson  E  H 

GATE  CITY 
Colman  S  W 

GLOUCESTER 
Bristow  Myron  E 

GOOCHLAND 
Leak   D   H    &    Walter 

GRUNDY 
Williams  ft  Combs 

HAMPTON 
Weymouth  J 

HANOVER 
Wickhani  T  H 

HARRISONBURG 

Conrad  &  Conrad 
Grattan    &    Grattan 

HEATHSVILLE 
Walker    C   H 

HILLSVILLE 

Tompkins  S  W 

HOUSTON 
Adams  S  L 

INDEPENDENCE 
Padgett  J  C 

JONESVILLE 

Duncan  C  T 
Pennington  E  W 

KING   AND   QUEEN 
Smith    Francis   W 

LANCASTER 
Norris  R  O  Jr 

LAWRENCEVILLE 
Smithey  Marvin 

LEBANON 
Quillen  S  B 

LEESBURG 

Alexander  f  R  H 
Martin  ft  Martin    . 

LEXINGTON 

Letcher  G  D 
Shields  W  T 

LOUISA 
Bibb  W  C 

LOVINGSTON 
Whitehead  S  B 

LURAY 
Walton  ft  Bro 

LYNCHBURG 

• 

Blackford  R  C 
Harrison  ft  Long 

MADISON 
Hay  James 

MANASSAS 
Hutchison  R  A 

MARION 

Buchanan  J  P 
Richardson  Geo  W 


MARTINSVILLE 
Marshall  Geo  H 

MATHEWS 
Hunley  G  Y 

MONTEREY 
Jones  Chas  P  ft  Son 

NEWCASTLE 
Jones  P  V  ft  P  J 

NEWPORT  NEWS 

Bland   S  O 
Left  &  Maasie 

NORFOLK 

Agelasto  ft  Miller 
Old  Wm  W  &  Son 
Wolcott,  Wolcott,  Lank- 
ford  &  Kear 

NOTTOWAY 
Epes  Allen 

ORANGE 
Morton  J  W 

PALMYRA 

Shepherd  J  O 

PEARISBURG 
Johnston  ft  Brown 

PETERSBURG 

Davis  R  B      , 
Hamilton  &  Mann 

PORTSMOUTH 
Crocker  F  L 

POWHATAN 
Hobson  Haskins 

PRINCESS   ANNE 
Kellam  W  H 

RICHMONt) 

Anderson  Howard  L 
Cabell  ft  CabeU 
Gregory  Geo  C 
Kelley  ft  Coulboum 
Muntord.    Hunton,   Will 

iams  &  Anderson 
Talley  R  H 

ROANOKE 

Henry    Randolph 
Wright  R  M 

ROCKY  MOUNT 
Dillard  ft  Lee 

RUSTBURG 
Nelson  Frank 

SALEM 
Kime  Robt  W 

SALUDA 
Saunders  J  R 

SPOTTSYLVANIA 
Coleman  T  Stokeley 

STAFFORD 
Chic  hester  R  H  L 

STANDARDVILLE 
Early  N  B  Jr 

STAUNTON 

Curry  Charles  ft  Duncan 
Gordan  Armistead  C 


STUART 
Thompson  S  A 

SUFFOLK 

Britt  Lee 
Corbett  James  H 
Holland  E  E 

SURRY 

Bohannon  J  G 
Shewmake  Oscar  L 

TAZEWELL 
Crockett  R  O 

WARM  SPRINGS 

McAllister   W   M 
Stephenson  John  VV  & 
Son 

WARRENTON 

Brooke    Frank    C 
Keith  ft  Richards 

WARSAW 

Wellford  A  N 

WASHINGTON 
MoiFet  H  G 

WEST  POINT 
Cole  O  L 

WILLIAMSBURG 
Henley,  Norvellc  L 

WINCHESTER 

Carter  T  R 
Ward  &  Larrick 

WISE 

Fulton   £  M 

Dotson  &  Kelly 

• 

WOODSTOCK 
Walton  ft  Walton 

WYTHEVILLB 
Trinkle  E  Lee 

YORKTOWM 
Bristow  M  E 


WASHINGTON 


ABERDEEN 

Bridges  J  B 
Loomis  r  W 

ASOTIN 
Sturdevant  ft  Bailey 

BELtlNGHAM 
Griswold  &   Parrott 

BREMERTON 
Carr  Jas  W 

CATHLAMET 
Snelllng  £  S 

CHEHAUS 
Hull  Alanaon  A 

COLFAX 
Hanna  ft  Hanna 
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COLVILLB 
'ackson  &  Bailey 

CONCONULLY 
Pendergast  E  R 

COUPEVILLE 

Zylstra  James 

DAVENPORT 
Warren  W  T 

DAYTON 
Kenworthy  L  B 

ELLENSBURG 
HoYey  &  Hale 

EVERETT 
Coleman  &  Fogarty 

FRIDAY    HARBOR 
Christenson  Frank  P 

GOLDENDALE 
Darch   Wm  T 

KALAMA 
Dromley  G  W 

KENT 
Baasett  T  W 

LIND 
Allison   F  E 

MT.  VERNON 

Brawley  A 

Shrangcr  &  Henderson 

MONTESANO 
Irwin   &  Sheeks 

NORTH   YAKIMA 
Roberts  &  Udell 

OLYMPIA 

Funk   Geo   H 
Parr   H    L 

PASCO 
Noland  H  B 

POMEROY 

Kuykendall  E   V 

PORT  ANGELES 
Cochran  &  Plummer 

PT.    ORCHARD 
Sutton  C  D 

PT.  TOWNSEND 
Ralston  J  M 

PROSSER 
Linn  &  Boyle 

REPUBLIC 
Beck  &  Allen 

RITZVILLE 
Adams  &  Naef 

SEATTLE 

Brazier  E  G 
Emmons  &  Emmons 
Ganger  H  T 
Gill,  Hoyt  &  Fryc 
Keenan  S  A 
Kerr  &  McCord 
Murphy  Tames  B 
Roberts  John  W 
Van   Dyke  John  B 


'    SHELTON 
Wright   W 

SOUTH    BEND 

Lockerby  &  Couden 
Wright  E  H 

SPOKANE 
Graves  J  W 


MoUahon,    McClintic    & 
Matthews 


CHARLESTOWN 

Brown  Forest  W 
Mason  Jas  M  Jr 


MARK  F.  MENDENHALL 

ATTORNKY  AT  LAW 

8th  Floor,  Paulsen  Building 

5POKANK,  WASH. 

Aswciates:  V.  T.  Tuatin,  Henry  G.  W.  Kncbel. 
H.  W.  Woltf.  B.  P.  Moraliouae 

Twenty-five  years'  general  practice.    Insurance  and 
Corporation  Law  specialties.     References  on  request. 


Post,  Avery  &  Higgin«    i 

I 

STEVENSON 
Wright  R  M 

SUNNYSIDE 
Nicholson  V  O 

TACOMA 

Fitch  &  Harris 
Hudson,  Holt  &  Harmon 
Ranck  Lee  E 

Snell  M  K 

TOPPENISH 
Maddox  Roscoe 

VANCOUVER 

Stapleton    Tames  P 
Tempes  F  W 

WALLA  WALLA 
Sharpstein    &    Sharpstein 

WATERVILLE 
Hanna  John  W 

WENATCHEE 
Reeves  &  Reeves 

WEST  VIRGINIA 

BECKLEY 

Brackman    M    C 
Clark  R  L 

BERKELEY    SPRINGS 

Boyer    H    W 
Mclntire  A  C 

BLUEFIELD 

Holland  Lucius 
Ross  &   Kahle 

BUCKHANNON 
Downes  J  M  N 

CHARLESTON 
Beckwith  Frank 


CLARKSBURG 

Davis,   Schwartz  &   Tem- 
pleman 

J.  E.  Law 

J.  1.  law  Glom  f.  WiUiami 


QsH  BMf . 
CLAKKSBUKQ,  W.  VA. 

Lewis  E  D 
Steptoe    &   Johnson 

CLAY 

Bryant  S  W 
Eakle  B  C 

ELIZABETH 
Sommerville   H   A 

ELKINS 

Bent  J  A 
Stricby  C  O 

FAYETTE  VI LLE 

Dillon  &  Nuckolls 
McClung  Magee 

FRANKLIN 
Hiner   B   H 

GLENVILLE 

Linn,    Brannon    &    Crad- 
dock 

GRAFTON 
Bailey    B    F 

GRANTSVILLE 
Hamilton  J  M 

HAMLIN 
Morris    A    F 

HARRISVILLE 
Davis  Thos  J 


I..  D.  VICKERS 

Attorney*at-Law 

Citizens  Natirnal  Bank  Building 
CHARLESTON,  WEST  VIRGINIA 

Special  Att«ntion  to  Insuranc*  Litigation 


HINTON 
Dunlop  R  F 

HUNTINGTON 
Cowden  W  K 
Enslow,    Fitzpatrick,    Al- 

derson  &  Baker 
Marcum  &  Marcum 
Smith  Jean  F 

STIICKUN6  as4 

STRICKUNG 

Attorneys 
lobMB-Pricliard  Bldg • 

Huntington,  W.  Va. 

Reference — 

Huntington    Banking  and 
Trust  Co. 

KEYSER 
Finnel]   Chai  N 

KINGWOOD 
Hughes  &  Conley 

LAEGER 
Hogsett  E  L 

LEWISBURG 
Dice  Chas 
Page   S    Nelson 

LOGAN 
Alderson  J  C 
Hagcr  Ira  P 

MADISON 
Leftwich    &    Bymside 

MARLINTON 

McClintic  L  M 
Price  Andrew 

MARTINSBURG 
Mclntire  A  C 
Martin  &  Seihert 
Noll  A  B 

MIDDLEBOURNE 
Hardman  O  W  O 

MONTGOMERY 
Dyer  C  T 

MOOREFIELD 
McCauley  G  W 

MORGANTOWN 

Flenniken  &  Darby 
Lazzelle    &   Stewart 

MOUNDSVILLE 
McGlumphy  Walter  A 

NEW    CUMBERLAND 

Danahoo  John  R 
Hart  E  A 

NEW   MARTINSVILLE 
Keifer   E   O 

PARKERSBURG 
Merrick  &  Smith 

PARSONS 
Valentine  A  J 

PEARISBURG 
Clark  R  L 

PETERSBURG 
Forman  L  J 
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PHILLIPPI 

HoUberry  L  V 
Staubly  &  Watson 

PIEDMONT 
Drane  Robt  McV 

PINEVILLE 
Gilmore  James   H 

POINT  PLEASANT 
Spencer  J  S 

PRINCETON 

Clark  R  L 

Henry  John  Randolph 

RIPLEY 
Miller  Warren 

ROMNEY 
Zimmerman  J  S 

RONCEVERTE 
Clark  R  L 

ST.  MARYS 
Craig  &  Wells 

SPENCER 

Douthitt  Carl  C 
Pendleton  &  Pendleton 

SUMMERSVILLE 

Breckenridge    &    Alder- 
son 

SUTTON 

Hall    Bros 

Linn,  Hincs  &  Morrison 

UNION 

Clark  R  L 

Rowan  &  Meadows 

WAYNE 
Meek  J  H 

WEBSTER  SPRINGS 
Thurmond  H  C 

WELCH 

Anderson,     Strcrthers, 
Hughes   &   Curd 

WELLSBURG 
Cree   J   F 

WEST   UNION 
McCue  A  F 

WESTON 
Brannon  E  A 

WHEELING 

Blackford  Geo  A 
Coniff  J  J 
Erskine  &  Allison 
Handlan  J 
Howard  J  A 
Russell   &  Russell 

WILLIAMSON 

Goodvkoontz  &  Scherr 
Wileb  &  Bias 

WINFIELD 
Dudding   Jerome 


WISCONSIN 


ALM.A 
Buehlcr    Thco 

ANTIGO 
Hay  Henry 

APPLETON 
Clark  Frank  E 

ARCADIA 
Richmond  &  Richmond 

ASHLAND 
Merrill    Geo   F 

BARABOO 

Bcntley  &  Kelly 
Coe   Bros 

BARRON 

Coe   Bros 
Soderberg   John   W 

BEAVER  DAM 
Burke  M   E 

BELOIT 
Rood  J  C 

BLACK  RIVER 
Perry  G  M 

CHILTON 
Fox    L   P 

CHIPPEWA    FALLS 
Rusk  L  J 

CRANDON 
Westcott  W  A 

DELAVAN 
Morrissey  Maurice 

DODGEVILLE 
Carter    Richard 

DURAND 
Hilliard  C  M 

EAGLE  RIVER 
Radcliffe   Amos 

EAU   CLAIRE 

Bundy  &  Wilcox 
Doolittle  Lelon  A 
Frawley  &  Frawley 

ELKHORN 
Norton   W  C 

ELLSWORTH 
Thompson  Geo 

FLORENCE 
Sells   Max 

FOND    DU    LAC 
Sutherland  D  D 

FRIENDSHIP 
Oilman   C  H 

GRAND  RAPIDS 
Conway  D  D 


GRANTSBURG 
Grover  S  F 

GREEN   BAY 
Cady  &  Strehlow 

HAYWOOD 
Riordan  J   F 

HORICON 
Markham  W  H 

HUDSON 
Varnum   N   O 

HURLEY 
Foster   Gcor   C 


MARSHFIELD 
Cole  John  F 

MAUSTON 
Veeder    F    S 

MEDFORD 
Schweppe  &  Urquhart 

MENOMONIE 
Macauley  J  W 

MERRILL 
Van  Heckle  J 

MILWAUKEE 
Barry  Arthur  R 


Bloodgood,  Kemper  &  Bloodgood 

307-318  Mitchell  BuiLoiNa 
Francis  Bloodgood  Jackson  B.  Kbhpbr 

Francis  Bloodgood.  Jr.  Whbblkr  P.  Bloodgood 
Albbrt  el  Stbbbins  August  C.  Mobu.br 

Dalb  Shocklby  Emkbt  Horan.  Jr. 

Wisconsin  Counsel  fo'  U.  S.  Fidelity  &  Guarmnty  Co-. 
Balto..  Metropolitan  Life  Ins.  Co..  N.  Y..  Massachasetts 
Bonding  &  Ins.  Co.,  Boston..  Maryland  Casualty  Co.. 
Baltimore. 


JANESVILLE 

Carpenter  &  Carpenter 
Nolan  Thos  S 

JEFFERSON 
Mistele  &  Smith 

JUNEAU 
Christiansen  C  A 

KENOSHA 

Buckmastcr  A  E 
Drury  Alfred  L 

KEWAUNEE 
Bruemmer  O   H 

LA   CROSSE 

Bunge  G  W 
Winter  &  Esch 

LADYSMITH 

Andersen  A  N 
McGill  &  Williams 

LANCASTER 
Taylor  S  H 

MADISON 

Bagley  Wm  R 
Lamh  Chas  F 
Mason  Vroman 


Buscheck  A  T 
Harper  &    McMynn 
Mylrea  W  H 
Quarles,  Spence  & 

Quarles 
Roemer  &  Aarons 
Van  Alstine  C  H 
Van  Dyke  &  Van  EWkc 
Winkler,  Flanders,  Smith 

Bottum  &  Fawsett 

MONROE 
Dunwiddie   John    D 

MONTELLO 
McNaraara  D  W 

NEILLSVILX£ 
Qark  Homer  C 

OCONTO 

Classon   A   V 
Morrow   F   X 

OSHKOSH 

Bouck  &   Hilton 
Weed  H  I 

PARK  FALLS 
Haggerty  Ray  J 


Richmood,  Jackmao  aid  Swaisei 

Mendota  Block.   MADISON,  WIS. 

T.  C.  RICHMOND        R.  W.  JACKMAN        S.  T.  SWANSEM 

S.  H.  STUART 

Life,  Fire,  Casualty  and  Surety  Litigation  a  Specialty 

R«f«rttne««  On  R«qu««t 


MANITOWOC 
Nash  &  Nash 

MARINETTE 

Eastman,     Goldman    & 

Fairchild 
Martineau  P  A 


PHILLIPS 
Barry  ft   Barry 

PT.  WASHINGTON 
Collins  Jos 
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PORTAGE 
Baker  E  S 

PRAIRIE    DU    CHIEN 
Gnvet  W  R 

RACINE 

Krenzke    Chas 
Simmons  &  WmUcer 

RHINELANDER 
Mmahan  £  D 

RICHLAND    CENTER 
Bancroft  L  H 

SHAWANO 
Werner  E  V 

SHEBOYGAN 
Williams    Francis 

SHELL  LAKE 

Bugbee  A  L 
Mead  L   H 

SPARTA 
Teaadale  Howard 

STEVENS  POINT 
Park  B  B 

STURGEON  BAY 
Gaede  Wniard  £ 

SUPERIOR 
Grace  &  Hudnall 

TOMAH 
Naylor  &  McCaul 

TOMAHAWK 

Bell  H  G 
Sheldon    G   M 

VIROQUA 
Proctor  ft  Proctor 

WASHBURN 
Walsh  John 

WAUKESHA 

Mcrton,     Newbury     & 
Jacobson 

WAUSAU 
Bump  &  Manson 

WAUTOMA 
KiUeen   E   F 

WEST  BEND 
Kuechenmeister    &    Ear- 
ner 

WHITE  HALL 
Ekor  &  K$gum 


WYOMING 


BASIN 
Zarinff    C   A 

BUFFALO 
Kill  ft  Griggs 


CASPER 
Norton  E  D 

CHEYENNE 
Burke  T  F 
Kline  Marion  A 

CODY 
Cavendei*  J  W 

DOUGLAS 
Harvey    P   H 

EVANSTON 
Siwulding  P  W 

LANDER 
Fourt  £  H 

LARAMIE  CITY 
Gibson  Thos  H 

NEWCASTLE 
Fakler  David  A 

RAWXJNGS 
Armstrong  L  £ 

SHERIDAN 
Rowen  Jas  J 

SUNDANCE 
Ilsley  Harry  P 


HAWAIIAN 

ISLANDS 
Thompson    Wilder 
Milverton  &  Lymer 


CANADA 
ALBERTA 


CALGARY 
Lougbeed  ft  Bennett 

EDMONTON 

Brice   Edward 
Rutherford,    Jamieson   & 
Grant 

MEDICINE  HAT 
Begg»  McLarty  &  Evans 


BRITISH  COLUM. 
BIA 

FERNIE 
Herchner  ft  Herchner 

GRAND   FORKS 
McDonald  &  Whiteside 

NELSON 
MacDonald  ft  Hall 

ROSSLAND 
Macdonald  ft  Qutc 

VANCOUVER 
Matheson  ft  Carter 

VICTORIA 

Ungley   W  H 

Tait,    Brandon  &   Hall 


MANITOBA 


BRANDON 
Henderson  &   Matheson 

WINNIPEG 

Machray,  Sharpe  ft  Den- 

nistoun 
Moran  ft  Anderson 
Morley   A  W 
Mulock  ft   Lofttts 
Wbitla  H  W 


NEW  BRUNSWICK 


ST.   JOHN 
Robertson  Henry  W 


NEWFOUND- 
LAND 


ST.  JOHNS 
Squires    R    A 


NOVA  SCOTIA 


HAUFAX 
Thompson  W  E 

SYDNEY 
Burchell  ft  Mclntyre 


ONTARIO 


GUELPH 

Guthrie,  Watts  ft  Guth- 
rie 

HAMILTON 

Bruce,  Bruce  ft  Counsel! 
Haslett  Thos  C 

LONDON 
Meredith  ft  Fraliac 

NIAGARA    FALLS 
McBurney  F  C 

OTTAWA 
Scott,  Tbmopson  ft  Curie 

TORONTO 

Briggs   &    Frost 

Cassels,  Brock,  Kelley  ft 
Falconbridge 

Johnston,  McKay,  Dods 
&  Grant 

Macdonald  &  Macin- 
tosh 

WINDSOR 
Fleming,  Wigle  ft  Rodd     I 


QUEBEC 


BEDFORD 
McKeown  &  Boulanger 

FARNHAM 
McKeown  &  Boulanger 

GRANBY 
McKeown  ft  Boulanger 

KNOWLTON 
McKeown  ft  Boulanger 

MONTREAL 
Brown.    Montgomery    ft 

Foster.  Martin,  Mann 
Mackinnon  &  Hackett 

Greenshields    ft    Green- 
shields 

Heneker  ft  Duff 

Kavanagh  H  J 

QUEBEC 
Cook  W  ft  A  H 
Fitspatrick,  Parent,  Roy. 
Taschreau  ft  Cannon 

ST.    HYACINTHE 
Lnssier  ft  Gendron 

^,        ST.  JOHNS 
Girard  ft  Pelletter 

SHERBROOKE 
Gate,   Wells  ft  White 

SWEETSBURG 
McKeown  ft  Boulanger 

WATERLOO 
McKeown  ft  Boulanger 


PRINCE  EDWARD 
ISLAND 


CH  ARLOTTETO  W  N 

Davis  ft  Hazard 
Peter  ft  Ings 


SASKATCHEWAN 


SWIFT  CURRENT 
Smyth  &  Begg 


ENGLAND 


LONDON 
Rubinstein,  Naah  ft  Co 


IRELAND 


BELFAST 
Mclldowie  Geo  ft  Sons 

DUBLIN 
MacGrath  T  J 
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Principles  and  Practice  of 

Life  Insurance 

Eighth  Edition,  1912— Revised,  Enlarged  and  Improved 

Originally  prepared  by  NATHAN  WILLEY,  Actuary 

This  edition  contains  entirely  new  explanatory  text  and  ntnnerous 
additional  tables  prepared  by  and  under  the  supervision  of 

HENRY  MOIR,  F.F.A.,  F.I.A. 

Fellow  Actuarial  .Society  of  America 

Among  the  many^  new  tables  will  be  found  tables  showing  the  terminal 
net  values  by  the  modified  Preliminary  Term  Basis  of  calculation,  according  to 
the  Illinois  Standard — ^modified  on  20-payment  life  for  10  and  15-payment  afe, 
and  10, 15  and  20-year  endowments  by  the  American  Experience  Table,  wiUi 
3H  per  cent,  interest;  "Costs  of  Insurance;"  Net  Reserves  on  9, 14  and  Id- 
pa^^ment  life  and  9,  14  and  19-year  Endowment  Policies,  by  the  American  Ex- 
perience Table  of  Mortality  with  interest  at  3  and  3H  per  cent.,  also  net 
premiums  and  Reserves  on  Term  Policies. 

Send  two  cents  for  elaborate  circular  regarding  this  important  new  work. 

PRICE.  BOUND  IN  HALF  MOROCCO,     -    -     $10.00 

Address  all  orders  to  the  publishers 

THE  SPECTATOR  COMPANY 

CHICAGO  OFFICE:  115  WILLIAM  STREET 

losunuice  Exchange  NEW  YORK 


Total  Disability  Benefits  in  Life  Insurance 

Based    on    Mead's    Adjusted    American-Maccabees 
Experience  Tables  and  3}^%  Interest 

By  the  Ute  LUCIUS  McADAM,  M.  So.,  F-  A.  I.  A. 

Ex-President  and  Life  Governor  of  The  American   Inetltute  of  Actuarlee 

A  complete  system  of  tables  for  computing  total  disability  and  wairer  of 
premium  benefits,  with  commutation  columns,  formulae,  and  mean  reserve 
values  on  ordinary,  10,  15  and  SO-payment  life  plans  and  10,  15  and  20-year 
endowments.     Application  to  workmen's  compensation  and  old-age  pensicMis. 

Entirely  new  and  of  immediate  pertinent  value  to  Actuaries,  Managers, 
and  Insiu'ance  Department  Officials. 


Price  $20  per  copy. 


Sent  poHpaid  on  receipt  of  price. 


THE 

CHICAGO  OFFICE: 
Insurance  Exchange 


SPECTATOR    COMPANY 

{Sole  Selling  Agents) 


135  WilUam  StrMt, 
NEW  YORK 
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THE     SPECTATOR     COTW^PKNY 

PUBLISHERS  AND  IMPORTERS  OP 

INSURANCE    WORKS 


Publishers  of  the  following  important  Pire  Publications : 

THE  SPECTATOR. — An  American  Review  of  iBtttrmacc ;  pabUebed  weeldy.    PrifCe,  $4.00  per  annum. 

THE  INSURANCE  YEAR  BOOK.^lMoed  Jnlj  of  each  year.  DeaUac  with  Intarance  companies 
thronffhont  the  world.  Price  of  each  ▼olume :  Life,  Casualty  and  Mlacellaneons  losurance,  |6.oo ;  PIre 
and  liarine  Intnrance,  |6.oo ;  both  ▼olumes  when  ordered  tofirether,  |io.oo. 

REPORTS  OP  FIRE  INSURANCE  COMPANIES.— iMued  annuaUy  in  Tune.  Contains  deUiled  state- 
mcnta,  offieers,  directors,  field  men,  and  other  data.  Covers  about  goo  nre  and  marine  companies  and 
Lloyds,  licensed  and  unlicensed,  seeking  business  in  the  United  States;  also  about  aoo  miscellaneous 
eompanies.    Price,  I5.00. 

READY  RECKONER  FOR  EARNED  AND  UNEARNED  PREMIUMS.— By  the  late  Wm.  BUsworth.  An 
Invmlnable  assistant  In  the  rapid  computation  of  return  premiums  at  short  rates  and  pro-rata.  Price,  Is.os. 

HAND  BOOK  FOR  FIRE  INSURANCE  AGENTS.— By  8.  R.  Weed.  An  CKeUent  aid  to  acenta, 
Priee.$x.5o. 

PIRE  INSURANCE  LAW  CHART.— ConUlns  in  Ubular  form  a  summary  of  special  SUte  Laws  rclaUng 
to  statements  required  of  fire  insurance  companies.    Issued  annually.    Pnee,  |^.oo. 

AGENTS'  AND  INSPECTORS'  POCKET  BOOK  OP  FIRE  PROTECTION.— By  George  Velten  Steeb 
1919  edition  revised  and  enlarf^ed.    Price,  in  red  Russia  leather,  $2.50  per  copy. 

SPECIAL  AGENTS  AND  ADJUSTERS  HANDBOOK.— A  book  of  practical  advice  as  to  the  duUes  of 
special  agents  and  adjusters,  with  much  data  relating  to  special  hasards ;  adjustment  rules ;  tables  of 
weights  and  measurements,  depreciation,  costs,  etc.  By  Geo.  Velten  Steeb.  Price,  in  flexible  leather,  $1.50. 

FIRE  INSU  RANGE  POCKET  INDEX.— BxhibiU  sUtistics  for  ten  years  of  nearly  400  American  and  Foreign 
fire  insurance  companies.    Prices :  Manila  Cover,  as  cents ;  In  Flexible  Leather  Pocket  Book,  50  cents. 

CUSTOMERS'  FIRE  INSURANCE  EXPIRATION  BOOK.— For  keeping  records  of  fire  insurance 
IK^cies.    Price.  Pressboard  binding,  90  cents;  doth  binding,  30  cents. 

DOUBLE  AND  TRIPLE  INDEX  EXPIRATION  REGISTER.— By  C  D.  Crane.  Accurate,  time-saving 
oonveuient.    Bxpirations  cannot  be  overlooked.    Prices,  from  $4.50  up. 

IMPROVED  EXPIRATION  REGISTER.— A  practical  and  concise  system.    Pricca,  $3.00.  $5.00  and  fS.oo. 

READY  REFERENCE  LEDGER.— By  Turner.  Ailbrds  a  compleU  exhibit  at  any  Ume  of  the  business  lor 
eadi  company.    Price,  $3.00. 

DISTRIBUTION  BY  STATES  OF  FIRE  INSURANCE  IN  THE  UNITED  STATES.— 
Issued  annually.    Price,  bound  in  Flexible  Leather,  I3.00, 

HALL  ON  INSURANCE  ADJUSTMENTS.— Second  EdiUon.    A  new  and  practical  Guide  for  adjusters 
of  fire  losaes-By  Thrasher  Hall.    Price,  $3.50. 

UNIVERSAL  MANUAL  OF  FIRE  INSURANCE  CANCELLATIONS.— By  R.  C  Iddings.  A  new  and 
naef  ul  guide  for  all  having  to  do  with  the  caaeellation  of  fire  insurance  policies.  Price  per  copy.  $8.00. 

NET  INSURANCE  PREMIUM  CALCULATOR.— Gives,  at  a  gknce.  the  net  amount  of  premium 
to  be  paid  to  company  or  agency,  after  dedactlag  commis^n,  enabling  brokers  and  agents  to  quickly  pre- 
pare their  monthly  accounts.  Also  assists  general  agency  and  home  office  accountants  in  checking  state- 
ments and  net  premium  checks.    Pills  a  long-felt  want.     Price,  per  copy,  fl.OO. 

SEMMANN'S  FIRE  INSURANCE  CANCELLATION  TABLES.— Por  accurate  and  rapid  calculation 
of  return  and  earned  premiums,  both  pro-rata  and  short-rate     Price,  bound  in  flexible  leather,  $1.25. 

TIFFT'S  INSURANCE  AND  BANK  CALCULATOR  ^A  device  for  speedily  and  accurately  computing 
unearned  premiums,  both  pro-rata  and  short  rate.    Price«  $2.00 

RECOLLECTIONS  OF  A  FIRE  INSURANCE  MAN.— By  R.  8.  Critchell.    Price,  $i.as. 

FIRE    UNDERWRITING    PROFITS    AND    LOSSES    FOR    A   DECADE.— single  copies,  10  cents. 

UNDERWRITING  AND  INVESTMENT  PROFITS  AND  LOSSES  FOR  1915.— dingle  copies.  10  centa 

FIRE  PREVENTION  AND  PROTECTION.— By  A.  C.  Hutson,  C.  E.  A  book  of  the  utmost 
value  to  fire  protection  engineers,  insurance  inspectors,  merchants,  manufacturers,  architects 
builders,  firemen — indeed,  to  all  who  are  interested  in  the  subject  of  the  prevention  of,  protection  from 
and  extinguishment  of  fire.  Embraces  "Fire  Engine  Tests  and  Fire  Stream  Tables"  issued  by  National 
Board  of  Fire  Underwriters.  Contains  over  750  pages,  with  many  illustrations,  and  is  thoroughly  indexed. 
Send  for  descriptive  circular.      Price,  per  copy,  delivered.  $4.25. 

PROPERTY  INSURANCE.— Bv  Solomon  Huebaer,  Ph.D.  Covers  principles  and  practice  of  fire  and 
marine  insurance,  corporate  surety  bonding,  title  insurance  and  credit  insurance.  A  valuable  text 
book  for  all  students  of  the  business,  including  agents  and  brokers.    Price  per  copy,  $2.15. 

HINE'S  BOOK  or  FORMS.— Fifth  edition,  revbed  and  englarged.  ConUins  435  forms,  permits, 
clauses,  etc,  used  ia  fire,  automobile,  transporatioa  policies,  etc.     Price,  flexible  leather,  per  copy,  $3.12. 

FIRE  INSURANCE  LAWS,  TAXES  AND  FEES  — (including  County  and  Municipal  Taxes.)  Issued 
annually.     Price,  bound  in  law  sheep,  $5.00  per  copy, 

FIRE  INSURANCE  AND  HOW  TO  BUILD.— By  F.  C  Moore.    Price.  $5.00. 

CLEMENT  ON  FIRE  INSURANCE. — In  a  volumes.  Volume  x.  As  a  Valid  Contract  in  Event  of  Fire  and 
Adjustment  of  Claims  thereunder.  Volume  II  Asa  Void  Contract,  and  in  both  volumes  the  conditions 
of  the  contract  as  aflfected  by  Construction,  Waiver  or  Bstoppel.    Price,  $6.30  per  vol.,  delivered. 

WEAKNESS  OF  MUTUAL  FIRE  INSURANCE.- Price,  per  copy,  10  cents;  50  copies.  $2.00:  100 
cof^es.  I3.00 ;  soo  copies,  |is.oo ;  1,000  copies,  $20.00. 

Also  Numerous  Othor  Standard  tnauranoo  Works. 


Alia  Mb  Afsats  fsr  All  Werks  HoiM  kf  CUrlm  t  Uwim  Liflta  el 

A  Catalogue  of  Insurance  Publications  will  be  forwarded  on  receipt  of  six  cents 

in  postage  stamps.     Address 

THE  Spectator  Company,  135  wiiiiam  street,  new  york 


THE    INSURANCE    YEAR    BOOK, 


Automatic  Sprlnlder  Protection 

Its  use  the  only  solution  of  the  problem  of  Fire  Waste  in  the 
United  States,  equal  to  $30,000  every  hour  of  each  day,  and  70  per 
cent,  preventable. 

In  the  first  five  minutes  of  any  fire  one  sprinkler  can  do  more 
good  than  a  fire  department  arriving  twenty  minutes  later. 

Automatic  Sprinklers  are  always  ready  with  water  at  the  start 
of  a  fire;  they  open  only  where  the  fire  is  located;  they  sound  an  alarm 
for  help  and  start  putting  out  the  fire  right  then;  they  operate  by 
means  of  the  heat  from  the  fire,  with  no  human  intelligence  required; 
they  prevent  the  little  fire  from  becoming  big. 


INTERNATIONAL  MANUPACTUREBS 


Insurance  records  show  that  never  has  loss  of  life  occurred  in 
any  building  protected  by  Automatic  Sprinklers. 

Automatic  Sprinklers  are  by  average  a  20  per  cent,  investment 
by  way  of  reduced  insurance  premiums. 

We  are  specialists  in  the  installation  of  Automatic  Sprinkler 
protection,  confining  our  operations  to  this  work  only. 

We  manufacture  exclusively  the  devices  we  install,  and  are 
backed  by  twenty-five  years'  manufacturing,  engineering  and  con- 
tracting experience. 

"AUTOMATIC  SPRINKLER  CO.  OF  AMERICA 

EXECtJTITB  OFFICES 

123  William  Street,  New  York  City 

Oapartmitt  OttUtt  fn  Latf  Cltlmt  EtUmmtn  anrf  rropo—U  Ft—  *f  Cm* 


APPENDIX 


FIRE  DEPARTMENTS 
AND  WATER  SUPPLY 


A   COMPILATION   SHOWING   THE 


WATER  SUPPLY  AND  FIRE  APPLIANCES 


OF    THE 


CITIES,  TOWNS  AND  VILLAGES  OF  THE 
UNITED  STATES  AND  CANADA 


CORRECTED  TO   JUNE   1,   1916 


Recapitulation 

Below  will  be  found  a  Bummary  showing  by  States  the  number  of  towns  concerning 
which  reports  are  given  in  **Fire  Departments  and  Water  Supply*'  for  1916  comparea 
with  those  of  1915,  with  the  respective  increases  made  in  1916.  This  tabulation  includes 
towns  of  1,000  inhabitants  or  over,  and  also  embraces  towns  having  less  than  that 
population  which  are  partly  protected  or  have  organized  fire  departments : 


STATES 


Alabama 

Alaska  

Arizona 

ArkansaF 

California  — 

Colorado 

Connecticut . . 
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I>ist.  of  Colambia 

Florida 
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STATES 


Minnesota 

Mississippi 

Missouri 

Montana 

Nebraska 

Nevada 

New  Hampshire. 

New  Jersey 

New  Mexico 

New  York 

Nortli  Carolina.. 
North  Dakota... 

Ohio 

Oklahoma 

Oreifon 

Pennsylvania 

Rhode  Island.... 
South  Carolina.. 
South  Dakota... 

Tennessee 

Texas 

Utah 

Vermont 
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STATES 


VirRinia 

Washington 

West  Virjfinia ... 

Wisconsin 

Wyominff 

Totals.  U.  S.... 

• 

Canada 

Alberta 

British  Columbia. 

Manitoba 

New  Brunswick. 
Newfoundland  . . 

Nova  Scotia 

Ontario 

Prince  Edw'd  Isl. 

Quebec 

Saskatchewan... 
Yukon  Territory. 

Totals.  Canada 

Grand  Totals, 
C.w^.  &Can.. 
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Introduction  to  Appendix. 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY. 

The  statistics  given  herewith  are  the  culmination  of  thirty-nine  years*  effort 
on  the  part  of  The  Spectator  Company  to  perfect  them,  and  cover  the  whole  field 
of  Water- Works  Systems  and  Fire  Department  equipment  of  the  cities,  towns  and 
villages  of  the  United  Statee  and  Canada,  being  the  only  publication  of  its  kind 
in  existence.  The  information  has  been  compiled  with  great  care  for  the  present 
edition  and  corrected  to  June  1.  The  plan  is  to  include  every  piace  having  a  popu- 
lation of  1,000  or  more,  and  wherever  a  fire  department  was  reported  among  the 
smaller  towns  it  has  been  inserted  in  this  work.  During  the  years  this  work  has 
been  published,  it  has  been  the  aim  of  the  publishers  to  improve  upon  it  each 
year  and  to  add  places  where  Fire  Protection  and  Water  Supply  have  been  put  in 
since  the  previous  publication.  It  is  now  the  most  perfect  statement  of  such  in- 
formation that  has  ever  been  prepared.  These  reports  have  already  proved  invalu- 
able to  fire  underwriters,  ihanufacturers  and  others,  and  it  is  our  purpose  to  extend 
and  improve  them  from  year  to  year.  The  populations  as  given  in  these  reports 
are  taken  from  the  ofllcial  census  of  1910,  except  in  a  few  cases  where  later 
information  was  obtained. 

We  desire  to  extend  our  thanks  to  all  persons  who  have  aided  us  in  collecting 
these  statistics,  either  by  filling  out  the  blanks  sent  to  them  or  otherwise  con- 
tributing to  secure  accuracy. 

Underwriters'  Ratings. — The  underwriters'  ratings  given  in  the  following  pages 
are  generally  in  accordance  with  the  specifications  here  outlined: 

First  Class. — ^Full  paid  fire  department,  electric  fire  alarm  system  and  adequate 
water-works. 

Second  Class. — Volunteer  or  partly  paid  fire  department;  with  engineers  and 
drivers  fully  paid  and  always  on  duty,  and  adequate  water-works. 

Third  Class. — Volunteer  fire  department  and  fair  water  supply. 

Fourth  Class. — Facilities  inferior  to  those  of  third-class  towns. 

Fifth  Class. — No  fire  protection. 


List  of  Abbreviations  Used  in  the  Foilowing  Pages. 


a. — acres. 

aef. — aerial. 

al. — ^alarm. 

auto. — automobile. 

bk. — brick. 

blddfs. — buildings. 

bus. — business. 

hx. — boxes. 

cap. — capacity. 

car. — carriages. 

cem. — cement. 

cent.^-center. 

c.  i. — cast  iron. 

centrif. — centrifugal. 

c. — ^enrical. 

c.  k  h.— chemical  and  hose. 

comb. — combination.  . 

combt. — combustibles. 

comr. — comm  i  ssioner. 

comp. — compound. 

conc.^-concrete^ 

cons. — consumption. 

cot. — cotton. 

dept.— department. 

dia. — diameter. 

dim. — dimensions. 

dir. — direct. 

dom. — domestic. 

dup. — duplex. 

elec.^-elcctric. 

eng. — engine. 

equip. — equi<pment. 

ex. — extinguinher. 

exp.^-€xpen«e. 


ft. — feet. 

f. — fire. 

fwka. — fireworks. 

gala. — gallons. 

jfalv, — galvanized. 

gd. — good. 

grav. — gravity. 

h.  d. — high  duty. 

h.  &  1. — hook  and  ladder. 

hrs. — horses. 

hyd. — hvdrants. 

in. — inches. 

inf. — inferior. 

inv. — investigated. 

loc. — located. 

ni. — miles. 

n)ar. — marshal. 

Hiat. — material. 

mem. — membenrhip. 

mere, — mercantile. 

met. — meters. 

niin. — minute. 

nitre. — maintenance. 

ord. — ordinance. 

org.— organized. 

pd. — paid. 

perm. — permitted. 

p. — population. 

pnc. — pneumatic. 

pros. — pressure. 

priv. — private. 

pump. — ^pumping. 

res. — reserroir. 

rfa. — roofs. 


riv. — river. 

rub. — rubber. 

aerr. — ecrvices. 

spr. — springs. 

sq. — square. 

St, — street. 

stdp. — standpipe. 

stl. — steel. 

stm. — steam. 

stn. — stone. 

stor. — stoiy  or  stories. 

str. — steamer. 

strm. — stream. 

src. — source. 

arch.— «eiurdili;<tit. 

s>'8. — system. 

tflg. — telegraph. 

telp. — tel^honc. 

tk. — tank. 

tot. — total. 

trk. — trudL 

trip. — triplex. 

undrs. — underwriters. 

val. — value. 

vol. — volunteers, 

V. — valves. 

wag. — wagons. 

wd. — wood  or  wooden. 

wh. — whistle. 

wks. — works. 

wis. — wheels. 

wrt. — wroQi^t. 

k — and. 
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ALABAMA 


ABBEVILLE,  p.  1,141;  f.  area,  650  a.   F.  dept. — 

2  reel  carts,  1,500  ft.  hose;  vaL  equip.  $1,500;  vaL 
bides.,  $200;  tot.  mem.,  24,  pd.  part  time. 

Watar  Supply — Src,  wells;  cost,  $22,000;  cost 
mtce.,  91,500;  owned  tqr  dty. 

ALABAMA  CITY,  p.  4.818;  f.  area.,  500  a.  F. 
dept — 1  c  eng.;  tot  mem.,  40  voL 

Water  Supply — Src,  creek;  2  pump,  eng.,  cap. 
day  1,000  gals.;  mains,  10,000  ft;  40  hyd.;  pres., 
f.  100  lbs.;  vaL  equip.,  $80,000;  res.  260  ft  above 
town;  cap.,  1,500,000  gals.;  owned  by  Co. 

ALBERTVILLE,  p.  1.000.  F.  dept — 8  hose  reels, 
1.000  ft.  hose;  val.  equip.,  f  1,500;  vaL  bldgs..  $30; 
voL 

Water  Supply — Src,  well:  sys.,  pump  dir.;  2 
pump,  eng.;  wks.  owned  by  City. 

ALEXANDER  CITY,  p.  1,710;  f.  area.  40  a.; 
mere  bldgs.,  stn.  &  bk.,  1  ft  2  stor. ;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  penn.  in  f.  area.;  fwks.  ft  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  hose  wag.:  hoae, 
1,000  ft.  gd.;  f.  al.,  wh.,  telp.  sys.,  100  pnones; 
vaL  equip.,  $800;  vol.  dept,  pd.  part  time. 

Water  Supply — Src,  2  bored  wells,  100  yds. 
bus.  cent;  stdp.  cap.  124,000  gals.,  dim.  20  x 
10.  mat  stL;  res.  cap.  50,000  gals.;  loc  on 
Coin-t  House  Square;  2  pump,  eng.,  cap.  day  600,- 

000  gals.;  mains,  c  L,  8%  m.,  8,  6  in.  ft  4  in. 
dia.;  30  hyd.;  14  v.;  pres.,  dom.  49  lbs.;  f.  100 
lbs.;  cost.  $20,000;  owned  by  city. 

ANDALUSIA,  p.  2,480;  combt  ord.     F.  dept. — 

1  comb.  c.  ft  h.  wag;  c.  hand  ex.,  1  h.  ft  1.  trk.; 
*2  hose  wag.;  hose,  cot.  rub.  lined,  gd..  1,200  ft; 
f.  aL.  wh.;  vaL  equip..  $1,500;  vaL  bldgs..  $1,000; 
«xp.  dept,  $60;  tot.  mem..  12,  pd.  part  time  and 
voL 

Water  Supply — Src,  3  artesian  wells  in  bus. 
cent;  res.  cap..  175,000  gals.;  250  met.  800 
serv. ;  2  comp.  dup.  pumps;  pipe,  iron  ft  wd. ; 
direct  pres.,  dom.  .50  lbs.,  f.  150  lbs.;  uuiins.  4  m., 
4  to  8  in.  dia.;   36  hyd.;   wks.  owned  by  prL  Co. 

ANNISTON,  p.  12,794;  f.  area.,  %  sq.  m.;  mere, 
bldg-;.,  bk.  ft  «tn.,  1  to  4  stor.;  priv..  wd.  ft  bk., 
1  ft  -2  stor. ;  wd.  rra.  not  perm. ;  fwks.  ord. ;  causes  of 
f.  inv.  F.  dept. — 2  comb.  c.  ft  h.  wag.,  4  c  hand 
ex.;  hose,  cot,  rub.  lined,  gd.,  8,500  ft;  inf.,  700 
ft;  tot.  hose,  4,200  ft.;  f.  aL,  GameweU,  i81  bx.; 
vaL  equip.,  $11,700;  val.  bldgs.,  $8,000;  exp.  dept, 
$5,220;  tot.  mem.,  6,  pd.  full  time;  undrs.  rating, 
second  class. 

Water  Supply — Src,  spr.,  8  m.  bus-  cent;  sys., 
pump  to  res.;  res.  cap.,  7,000.000  gals.,  loc  2^  m. 
«ity;  2  pump,  eng.,  cap.  day  6,000,000  gals.; 
mairw,  c  L,  30  m.,  4  to  20  in.  dia.;  137  hyd.; 
1,400  met;  500  serv.;  pres.,  dom.  00  lbs.,  f.  90 
ILs.;  cons,  day,  1,7'50,000  gals.;  owned  by  priv.  Co. 

ATHENS,  p.  1,715;  f.  area.  4  a.;  bldgs..  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  combt  ord. 
F.  dept. — 8  c  hand  ex.,  2  h.  ft  I.  trka.,  2  hose  reels; 
hose,  cot,  gd.,  1,000  ft;  tot  mem.,  12  voL;  undrs. 
ratfng,  third  class. 

Water  Supply — Src,  large  spr.;  sys.,  pump  to 
res.;  res.  cap.,  190,000  gals.;  8  pump,  eng.,  class.  2 
dup.,  1  turbine  comb.,  cap.  day  2,000,000  gals.; 
mains,  c  L,  17  m.,  8  to  4  in.  dia.;  pres.,  dom. 
140   to   160  lbs. 

ATMORE,  p.  1,800;  f.  area,  40  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  .stor.;  wd.  tI>. 
perm,  in  f.  area;  no  fwks.  ft  comb,  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  L  trk..  2  hose  reels; 
hose,  cot.,  rub.  lined,  gd.,  1.500  ft.;  f.  aL,  wh.; 
val.  equip..  $1,800;  tot.  mem..  82  voL 

ATTALLA,  p.  2,613;  mere,  bldgs.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  not  inv.  F.  dept. — 2  hose  carts;  hose,  rub., 
gd.,  950  ft;  cot,  rub.  lined,  700  ft;  tot  hose. 
1,650  ft;  f.  aL,  wh.;  val.  equip.,  $1,200;  exp.  dept, 
$48;  tot  mem.,  16  voL 

Water  Supply — Src.  spr.,  %  m.  bus.  cent;  sys., 
pump  to  stdp..  cap.  58,000  gala.,  dim.  10  x  100, 
mat,  boiler  iron;  2  pump,  eng.,  cap.  day  750,000 
gals.;  pres.,  dom.  60  lbs.,  f.  100  Iba.;  5  m.  mains, 

3  to  8  in.  dia.;   28  hyd.;  cons,  day  20.000  gals.; 
-coat,  $50,000;  owned  by  city. 

Al>BURN,  p.  1,408;  f.  area,  5  a.;  mere  bldgs., 
ibk.,  atn.   ft  wd.,    1   ft   2   star.;   priv.,   wd.,    1   ft   2 


stor.;  wd.  rfs.  not  perm.;  f,  wks.  ft  combt  ord., 
causes  of  f.  inv.  F.  dept — 1*2  c  hand  ex.,  1  h.  ft  I. 
trk.;  3  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft;  f.  aL,  telp.;  tot.  mem.,  18  voL;  undrs.  rating, 
third  class. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.,  stdp.  cap.  76,000  gals.,  spr.  cap. 
186.000  gals.;  3  pump.  eng..  comb.  cap.  day  518,- 
400  gala.;  mains.  6  m.;  85  hyd.;  owned  by  town. 

AVON  DALE  (now  a  part  of  Birmingham).  Haa 
one  hose  company. 

Water  Supply — ^Furnished  by  Birmingham  Water- 
works Co. 

BESSEMER,  p.  10,864;  f.  area,  50  a.;  mere  bldgs., 
bk.  ft  stn.,  2  ft  8  stor.  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  h.  ft  1.  trk.,  8  hose  wag.,  2  hose  car.,  8  brs.;  hose, 
rub.,  gd.,  8,750  ft;  f.  aL,  telp.  ft  wh.;  vaL  equip., 
$4,000;  vaL  bldgs.,  $5,000;  exp.  dept.  $600;  tot 
mem.,  14,  pd.  part  time  1,  fully  pd.  1,  12  vol. 

Water  Supply — Src,  spr.,  4  m.  bus.  cent.;  sys., 
pump  to  res.,  stdp.  ft  dir.;  res.  cap.  5,500,000  gals., 
dim.  20  X  800,  loc  near  pump,  station;  2  pump, 
eng.;  cap.  day,  8,000,000  gals.;  mains,  c  L,  19^4 
m.,  4  to  16  in.  dia;  70  hyd.;  800  v.;  met,  850; 
1,400  serv.;  pipe,  wrt.  L;  pres..  dom.  75  lbs.,  f.  90 
lbs.;  cons,  day,  1,600,000  gals.;  cost,  $200,000; 
coat  mtce.,  $5,000;  owned  by  Co. 

BIRMINGHAM,  p.  132.685;  f.  area,  80,000  a.; 
mere  bldgs.,  bk.  ft  stL.  1  to  26  stor.;  priv.,  wd.  ft 
bk.,  1  to  4  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 3  str.  (in  reserve, 
1  auto  str.,  1  str.))  15  comb.  c.  ft  h.  wag.,  4  triple 
comb,  hose  wag.,  40  c  hand  ex.,  2  aer.  trk.,  2'  hose 
wag.,  15  hrs. ;  hose,  cot,  rub.  lined,  gd.,  45,000 
ft;  inf.,  5,000  ft;  tot.  hose,  50,000  ft;  f.  aL, 
Gamewell,  112  bx.;  vaL  equip.,  $260,000;  val. 
blUgs.,  $100,000;  exp.  dept,  $230,000;  tot  mem., 
131,  pd.  full  time. 

Water  Supply — Src,  river;  sys.,  pump,  to  res.  ft 
dir.;  res.  cap.,  147,500.000  gals.,  loc.  on  moun- 
tains 8  m.  city;  6  pump,  eng.,  cap.  day  87,000,000 
gals;  mains,  127.18  m.,  4  to  42  in.  dia.;  800  hyd.; 
met,  12,000;  19.500  serv.;  pres.,  dom.  75  to  100 
lbs.;  cons,  day  16,000,000  gala.;  cost,  $4,500,000; 
owned  by  Co, 

BREWTON,  p.  2,185;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk..  1  ft  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs. 
perm.;  fwks.  ord.;  causea  of  f.  inv.  F.  dept. — 4 
str.,  1  hand  eng.,  1  c  eng.,  1  hose  car.  ft  reel;  no 
f.  aL;  vaL  equip.,  $15,000;  vaL  bldgs.,  $50,000; 
tot  mem.,  23  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  400  yds.  bus.  cent; 
sys.,  pump,  dir.,  cap.  day  500,000  gals.;  1  4-in. 
well  at  plant.  680  ft.  dia.;  cap.  day,  720.000  gals.* 
mains,  4  m..  4  to  8  in.  dia.;  26  hyd.;  150  serv., 
pres.,  f.  125  lbs.;  cost  $18,000;  coat  mtce.,  $4,000. 

BRIDGEPORT,  Jackson  county,  p.  2,125;  mere 
bldgs.,  stn.  ft  bk..  1  to  4  stor.;  priv.,  stn..  bk.  ft 
wd..  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  iV:  combt.  ord.;  causes  f.  inv.  F.  dept. — 1 
hose  wag,,  2  c  hand  ex.,  1  hose  car.,  1  h.  ft  1. 
trk;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft;  f.  al., 
bell ;   vol. 

Water  Supply — Src,  mountain  spr.;  sys.,  grav., 
pump,  stdp.,  stdp.  cap.,  1,000,000  gals.;  2  pump, 
eng.,  cap.  day  500,000  gal.;  mains,  c  L,  9  m. ;  29 
hyd.;  50  v.;  met.  25;  40  serv.;  pipe,  galv.  i.;  pres., 
dom.   125  lbs. 

BRUN BRIDGE,  p.  815;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk.;  wd.  rfs.  not  perm,  in  f.  area;  causea 
f.  inv.  F.  dept. — 2  hose  car.;  hose,  gd.,  1,000  ft; 
f.  aL,  wh.;  val.  equip.,  $1,000;  tot.  mem.,  16  vol. 

Water  Supply — Owned  by  city. 

CARBON  HILL,  p.  1,726.  F.  dept. — 2  hand  hose 
reels,  1,000  ft.  hose;  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells.  1  m.  bus.  cent;  sys., 
dir.  pres.;  2  pump,  eng.;  cap.  day,  400,000  gala.; 
mains,  4  m.;  32  hyd.;  10  v.;  200  serv.;  pres.,  dom. 
40  lbs.,  f.  90  lbs.:  cost  $35,000;  cost  mtce.,  $250; 
wka.  owned  by  city. 

CLANTON.  p.  1,000.  F.  dept — 8  hoae  reels, 
1  h.  ft  L  trk.,  1,500  ft  hose;  tot.  mem.,  20,  pd. 
I>art  time. 

Water    Supply — Src.    3    wells;    ays.,    dir.    pres.; 
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pre8.p  doin.  5)2  lbs.,  f.  150  lbs.;  C08t»  92>5,000; 
wks.  owned  by  city. 

CLAYTON,  p.  1,180;  f.  area,  60  a.:  mere,  bidgs., 
bk.,  1  to  8  stor.;  priv.,  wd.,  1  &  2  Btor.;  wd.  rfs. 
not  perm.;  fwks.  ard.;  causes  of  f.  inv.  F.  dept. — 
1  8tr.,  1  h.  &  1.  trk.,  1  c.  eng.,  1  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1,600  ft.;  inf.,  200  ft.;  tot. 
hose,  1,700  ft.;  f.  al.,  bell;  val.  equip.,  $6,000; 
val.  bIdgs.,  $1,200;  tot.  mem.,  20,  pd.  part  time 
1,  vol.   19. 

Water  Supply — Waterwka.  owned  by  city;  18  hyd. 

COLUMBIA,  p.  1,122;  f.  area,  1  sq.  m.;  mere 
bIdgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  Btor.;  wd.  rfs. 
not  perm.;  fwks.  ord. ;  causes  f.  inv.  F.  dept. — 1 
hose  cart,  1  hose  reel;  hose,  gd.,  2,000  ft.;  tot. 
mem.,  10  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells  in  bus.  cent.;  sys., 
pump.  dir.  &  stdp.;  stdp.  cap.,  37,500  gals.;  1 
pump,  eng.,  class  trip.;  cap.  120,000  fifals.  ]per 
10  Krs.;  mains,  c.  i.,  8  miles,  2  to  6  in.  dia.; 
24  hyd.;  2  v.;  103  met.;  136  serv. ;  pipe,  gialv.  l. ; 
pres.,  dom.  ft  f.  63  lb«. ;  cons,  day,  15,000  galit.; 
cost,  $10,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city;  leased  by  The  Columbia  Power  Co. 

COLUMBIANA,  p.  1,079.     No  org.  f.  dept 

Water  Supply — Src,  spr.,  wells;  ays.,  grav.;  res. 

cap.,   17,000   gals.;   mains,    1^^    m.;   cost,   $8,000; 

wks.  owned  by  county. 

CORDOVA,  p.  1,747;  f.  area,  200  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  f.  inv.  F. 
dept. — 2  hose  wag.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,500  ft.;  val.  equip.,  $500;  val.  bldgs., 
$500;  tot  mem.,  9  vol. 

Water  Supply — Mains  attached  to  Indian  Harbor 
Mills  Line;  res.  cap.,  2.000.000  gals.;  SO  lbs.  pres.; 

3  double  hyd. 

COVINGTON,  p.  8,200.  P.  dept. — 1  h.  ft  1.  trk., 
8  hose  reels;  hose,  1,500  ft;  f.  aL,  telp.  ft  bell; 
tot.  mem.,  40  vol. 

Water   Supply — Src,   wells;   stdp.   cap.,    135,000 

Sals.;  res.  cap.,  1,850,000  gals.;  4  pump,  eng.,  cap. 
ay  8,600,000  gals.;  mains,  6  m.,  6  to  10  in.  dia.; 
50  hyd.;  pres.,  dom.  60  lbs.,  f.  125  lbs. 

CULLMAN,  p.  2,180;  f.  area,  %  sq.  m.;  mere 
bldgs.,  bk.,  wd.  ft  iron,  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  f.  inv.  F. 
dept. — 1  hand  eng.,  74  c.  hand  ex.,  1  h.  ft  1.  trk.; 

4  equip,  h.  reels;  nose,  cot.,  rub.  lined,  gd.,  1,800 
ft;  tot  hose,  2.000  ft;  500  ft  reserve  hose, 
standard  size;  f.  ai.,  wh.  ft  bell;  vaL  equip.,  $2,600; 
val.  bldgs.,  $2,500;  ann.  ezp.  dept,  $80;  tot  mem., 
44  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  well,  4  blocks  bus.  cent; 
sys.,  pump  to  res.  ft  dir.;  res.  cap.,  285,000  gals., 
loc  near  station;  2  pump,  eng.,  class  dup.;  cap., 
500,000  gals,  day;  mains,  c.  i.,  4%  m.,  4  to  10 
in.  dia.;  86  hyd.;  met.,  200;  353  serv.;  pipe,  galv. 
i.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day, 
85,000  gals.;  cost,  $85,000;  wks.  owned  by  city. 

DECATUR,  p.  4,228;  f.  area,  20  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ord.  F.  dept — 1  c  eng.,  5  c 
hand  ex.,  1  h.  ft  1.  trk.,  8  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  1.500  ft;  inf.,  500  ft;  tot  hose,  2,000 
ft;  f.  al.,  wn.  ft  elec  bell;  val.  equip.,  $2,600;  val. 
bldgs.,  $500;  tot  mem.,  40  vol. 

Water  Supply — See  New  Decatur. 

DEMOPOLIS,  p.  2,417;  f.  area,  75  a.;  mere 
bldgs..  bk.  ft  wd..  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  comot.  ord.;  causes  f. 
inv,  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose 
car.,  1  hrs. ;  hose,  cot,  rub.  lined,  gd.,  1,600  ft; 
f.  al.,  bell  ft  wh. ;  val.  equip.,  $1,400;  vaL  bldgs., 
$600;  exp.  Jept.,  $500;  tot  mem.,  55  vol. 

Water  Supply — Src,  wells,  1  in  bus.  cent,  other 
8  at  station;  sys.,  pump  to  stdp.,  cap.  400,000 
gals.,  dim.  15  x  182;  mat.  used  in  cons.,  stl.;  res. 
cap.,  800,000  gals;  loc.  at  station;  1  pump,  eng.; 
1  pump,  cap.  900  gals,  min;  1  pump  500  gals, 
min. ;  mains,  iron,  18  m.,  8  to  8  in.  dia.;  40  hyd.; 
met.,  110;  350  serv.;  pipe,  galv.  i.;  pres.,  dom.  60 
lbs.,  i.  80  lbs.;  cons,  day,  120  gals.;  cost  $25,000; 
cost  mtce.,  $2,000;  wks.  owned  by  city. 

DOTH  AN,  p.  7,016;  f.  area,  2  sq.  m.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hand  ex.,  1  hose 
wag.,  2  hrs.;  hose,  2,500  ft  cot,  rub.  lined,  gd.; 
inf.,  600  ft;  tot.  hose,  8,000  ft;  f.  sL,  wh.;  val. 


equip.,   $8,000;  val.  bldgs.,   $9,000;  tot  mem.,  4, 
pd.  full  time. 

Water  Supply — Src,  artesian  wells  in  bus.  cent; 
gys.,  pump,  to  stdp.;  cap.,  150,000  gals.;  dim.,  16  x 
100;  mat,  stl.;  res.  cap.,  126,000  gals.;  loc.  cent 
of  town;  3  pump,  eng.,  comp.  dup.,  cap.  day  1,000,- 
000.  500,000  ft  750,000  gals.;  mains,  e  i.,  5  m., 
4,   6,  8  ft  12   in.   dia.;   71  hyd.;  met,   750;  pipe, 

falv.    i.;    pres.,    dom.    60    lbs.,    f.    100    lbs.;    coat, 
20,000;   cost  mtce,   $8,000;   wks.  owned  bj  city. 

ENSLEY,  p.  10,000;  bldgs.,  wd.  ft  bk.;  wd.  rfs. 
not  perm.  F.  dept — 2  hose  car.,  4  hose  carts,  h. 
ft  L  trk.;  hose,  cot,  rub.  lined,  gd.,  8.000  ft;  f.  aL, 
Gamewell,  10  bx.;  tot.  mem.,  27,  pd.  part  time  6, 
21  vol. 

Water  Supply  —  Sre,  supplied  by  Birmingiiam 
Waterwke 

ENTERPRISE,  p.  2,500.  F.  dept. — 2  hand  rceU, 
2,000  ft.  hose;  f.  aL,  bell;  exp.  dept,  $400;  tot. 
mem.,    11    vol. 

Water  Supply — Sre,  well,  1  m.  bus.  cent.;  svs., 
pump  to  stdp.;  1  pump;  cap.  day,  225.000  gals.; 
mains,  4%  m. ;  84  hyd.;  pres.,  dom.  40  lbs.,  f.  120 
lbs.;  cost,  $10,000;  wks.  owned  by  city. 

EUFAULA,  p.  4,269;  mere  bldgs.,  bk..  1  to  5 
stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  fwks.  ft  combt. 
ord.;  wd.  rfs.  not  perm,  in  f.  area;  causes  f.  inv. 
F.  dept. — 1  str.,  1  comb.  c.  ft  h.  wag.,  1  h.  ft  1. 
trk.,  2  hose  wag.,  1  hose  car.,  8  c  hand  ex.,  4 
hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft.;  inf., 
1,000  ft;  tot  hose,  6,000  ft;  f.  al.,  telp.  ft  bell; 
val.  equip.,  $5,000;  val.  bldgs.,  $6,000;  exp.  dept.. 
$5,600;  tot  mem.,  84;  pd.  full  time  'd,  part  time 
9,  22  vol. 

Water  Supply — Sre,  creek,  2%  m.  bu«.  cent; 
sys.,  pump  to  stdp.:  stdp.  cap.,  400,000  gals.,  dim. 
80  X  75,  loe  on  hill  west  part  of  city;  mat,  stl.: 
2  pump,  eng.,  vert.,  cap.  day  1,000,000  gals,  each; 
mains,  e  L,  12  m.,  4  to  14  in.  dia.;  100  hyd.: 
met.,  200;  525  serv.;  pipe,  galv.  i.;  pres.,  dom. 
70  lbs.,  f.  70  lbs.;  cons,  day,  250,000  gals.; 
cost  mtce.,  $8,000;  wks.  owned  by  city. 

EUTAW,  p.  1.001.  F.  dept — 8  hose  caru;  1.500 
ft.  gd.  hose.;  f.  al.,  bell;  tot  mem.,  20  vol. 

Water  Supply — Sre,  wells.  %  m.  bus.  cent;  sys.. 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  90,000  gals., 
dim.  12  X  100,  loc.  in  public  sq.;  res.  cap..  50,000 
gals.,  loc.  hi  m.  from  stdp.;  2  pump,  eng.;  mains. 
c.  i.,  2  m.,  6  ft  4  in.  <dia.;  30  hyd.;  15  v.;  150  serr.; 
pipe,  galv.  i.;  pres.,  dom.  45  lbs.,  f.  60  lbs.;  cost. 
$20,000;  owned  by  Co. 

EVERGREEN,  p.  1.582;  f.  area,  20  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.  ft  bk..  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.  F. 
dept. — 1  h.  ft  1.  trk.,  1  hose  cart,  2  hrs.;  1.500  fc 
gd.  hose;  f.  al.,  wh. ;  tot.  mem..  25  vol. 

Water  Supply — Sre,  well,  in  bus.  cent.;  sys., 
pump  to  res.  ft  stdp.,  cap.  100,000  rals.;  mat,  stL; 
res.  cap.  50.000  gals.,  loc.  nesr  well;  1  pump,  eng., 
cap.  200.000  gals,  day;  1  reser>'e  pump.  cap.  150,- 
000  gals,  day;  2  dup.  pumps,  cap.  420.000  gals. 
day;  mains,  e  i.,  16,500  ft..  6  ft  8  in.  dia.;  25 
hyd.;  17  v.;  pres.,  dom.  65  lbs.,  f.  125  lbs.;  cons, 
day,  100,000  gals.;  cost,  $18,270.79;  cost  mtce.. 
$2,850;  wks.  owned  by  city. 

FAUNSDALE,  p.  852.  F.  dept— 2  hose  reels. 
1,000  ft.  hose;  vol. 

Water  Supply — Wells,  1  m.  from  bus.  cent;  sys.. 
pump  to  stdp.;  stdp.  cap.,  40.000  gals.;  mains.  4 
to  6  in.  dia. 

FLORALA,  p.  2,489.  F.  dept — 2  hose  car.;  hose. 
cot.  rub.  lined,  gd.,  1,500  ft;  f.  al.,  wh.;  val. 
bldgs.,  $300;  exp.  depot,  $400;  tot  mem.,  12 
vol. 

Water   Supply — Sre,    deep   well;    sys..    pump    to 
stdp.;  stdp.  cap..  50,000  gale;  res.  cap..    100.000 
gals.;   1  pump,  eng.;  mains,  4.400  ft,  6  to    10  in 
dia.;  7  hyd.;  pres.,  dom.  50  lbs.,  f.  110  lbs. 

FLORENCE,  p.  6.689;  mere  bldgs..  stn.  ft  bk., 
2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  ft  3  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  1  hose  wag..  1  hose  car..  2 
hrs.;  hose,  cot,  rub.  lined,  new  1,400  ft,  gd.  1.500 
ft.;  tot.  hose.  2,900  ft;  f.  al..  bell;  val.  equip.. 
$6,000;  val.  bldgs.,  $40,000;  tot  mem.,  20  vol. 

Water  Supply — Src,  Cypress  creek,  3  m.  has 
cent.;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap..  300.000 
gals.,  loc.  2H  ni.  from  city;  mat.  stn.;  3  pump. 
eng.,  class  comp.,  cap.  day  4.000.000  gals.:  mains, 
c.  !.,  27%  m.,  4  to  16  in.  dia.;  114  nyd..  96  v.: 
met,  16;  1.000  serv.;  pipe,  galv.  L;  pres..  dom. 
70  lbs.,  f.  70  to  90  lbs.;  n*ks.  owned  by  Ce 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— ALABAMA. 


C-5 


FORT  PAYNE,  p.  1,317;  f.  area,  ^  aq.  m.; 
mere,  bldga.,  wd.  k  bk.,  2  ator.;  priv.,  wd..  2  ator.; 
wd.  pfa.  perm.;  Iwka.  ord.     F.  dept. — 1  h.  k  1.  trk., 

1  hoae  wa^.,  1  hoae  car.;  hose,  cot.,  rub.  lined,  gd., 
100  ft.;  rub.,  gd..  160  ft.;  inf.,  850  ft.;  tot.  hoae, 
600  ft;  val.  dept.  equip.,  $600;  faL  bldga.,  $860; 
tot.  mem.,  18  vol;  undra  rating,  fourth  claaa. 

Water  Supply — Src.,  apr.,  %  m.  btia.  cent.;  aya.. 
pump  to  8tdp.,  cap.  270,000  gals.;  mat.,  iron;  pump, 
eng.,  duplex,  cap.  day  750,000  gala;  maina,  iron,  10 
m.,  4  to  10  in.  dia.;  62  hyd.;  42  v.;  41  met.;  818 
serv.;  pipe,  galv.  i.;  prea.,  dom.  90  Iba.;  cona.  day, 
100,000  gals.;  cost,  $70,000;  wka.  owned  by  Co. 

FRUITHURST,  p.  267;  wd.  rfa.  perm,  in  f.  area; 
fwka.  &  combt.  ord. ;   causes  f.   not  inv.     F.  dept. — 

3  hand  ex.,  1  h.  Jc  1.  trk. 
Water  Supply — Src,  wella. 

GADSDEN,  p.  10.577;  f.  area,  26  a.;  mere, 
bidga..  bk.,  1  to  6  ator;  priv.,  bk.  k  wd.,  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
cKuaea  f.  inv.  F.  dept. — 1  stm.  eng.,  8  hand  c. 
ex..  2  hoae  wag.,  2  hose  reela,  5  hrs.;  hose,  new, 
1,600  ft.;  medium,  1,000  ft.;  tot.  hose,  2,600  ft.; 
f.  al.,  bell  k  wh.,  8  bx.;  val.  equip.,  $6,000;  exp. 
dept.,  $2,000;  tot.  mem.  41,  pd.  full  time  2,  pd. 
part  time  30. 

Water  Supply — Src,  Cooea  river,  %  m.  bua. 
cent.;  svs.,  pump  to  res.  k  dir. ;  mat.,  excavated  k 
lined    with    concrete;    rea.    cap.,    2,260,000    gala.; 

4  pump,  eng.,  comp.  k  centrif.,  cap.  day  12,000,000 
gals.;  mains,  c  i.,  30  m.,  4  to  14  in.  dia.;  200  hyd.; 
140  v.;  1.400  met.;  1,550  serv.;  pipe,  wrt.  i.  k 
lead;  pres.,  dom.  50  lbs.,  f.  120  Ids.;  cons,  day, 
1,000,000  gals.;  cost,  $240,000;  wk^.  owned  by 
city. 

GiENEVA,  p.  969;  f.  area,  26  to  80  a.;  bIdga., 
priv.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwka.  k 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 2  hoae 
car.,  1  hrs.;  hoae,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  bell  k  wh.;  vaL  equip.,  $1,800;  vaL  bldga., 
$700;  tot.  mem.,  28  vol.;  undra.  rating,  third 
claaa. 

Water  Supply — Src.  arteaian  well,  1-16  m.  bua. 
cent.;  sys.,  mv.;  stdp.  cap.,  60,000  gala.;  dup. 
comp.,  cap.  day,  500,000  gala.;  maina,  c.  i..  8  m., 
4  to  8  in.  dia.;  24  hyd.;  14  v.;  met.,  5;  pipe,  c.  i.; 
prea.,  dom.  45  Iba.,  f.  100  lbs.;  cona.  dsy,  80,000 
gals.;  cost,  $17,000;  wks.  owned  by  city. 

QEORGiANNA,  p.  1,200;  f.  area,  25  a.    F.  dept. — 

2  hose  c-arts,  1,000  ft.  hose;  vaL  equip.,  $1,100; 
val.  bldga.,  $75;  tot.  mem.,  14  voL 

Water  Supply — ^Src,  well;  sya.,  pump  to  stdp.;  1 
pump,  eng.,  cap.  day  30,000  gala.;  10  hyd.;  8  v.; 
20  serv.;  mains,  2,000  ft.;  pres.,  dom.  k  f.,  30  to 
60  lbs.;  cost,  $14,000;  cost  mtce.,  $400;  wks. 
owned  by  city. 

GREENSBORO,  p.  2,048;  mere,  bldga.,  bk.,  1  k 

2  ator.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.; 
fwka.  ord.     F.  dept. — 4  c  hand  ex.,  1  h.  &  1.  trk., 

3  hoae  car.;  hose,  rub.,  gd.,  800  ft.;  tot.  mem.,  44 
vol.;  undra.  rating,  third  class. 

Water  Supply — Src,  wella,  2  blocka  bua.  cent.; 
aya.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  42,500  gala., 
dim.  20  X  18.  loc  on  wd.  tower  76  ft.  from  ground; 
new  tank.  cap.  80,000  gala.;  rea.  cap.,  48,000  gala.; 
2  pump.  eng..  cap.  day  420.000  gala.;  20  hyd.; 
met.,  66;  prea.,  dom.  65  to  65  Iba.,  f.  100  Iba.; 
cona.  day,  40,000  gala.;  wka.  owned  by  Co. 

GREENVILLE,  p.  8.877;  f.  area,  40  a.;  mere, 
bldga.,  bk.,  2  to  8  stor.;  priv.,  bk.,  stn.  k  wd., 
2  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c 
eng.,  1  comb,  c  k  h.  wag.,  c  hand  ex.,  1  h.  *  1. 
rrk.,  3  hose  wag.,  hose  reels;  hose,  cot.,  rub.  lined, 
ffd.,  1.000  ft.;  rub.,  gd.,  200  ft.;  inf.,  400  ft.;  tot. 
hose,  1,600  ft.;  f.  al.,  bell;  val.  equip,,  $2,000; 
val.  bldgs.,  $1,000;  exp.  dept..  $70;  tot.  mem., 
70   vol.;   undrs.    rating,   third   class. 

Water  Supply — Src,  creek  k  well,  %  m.  eaat 
of  town:  sys..  pump  to  stdp.  k  dir.;  stdp.  cap., 
75.000  gals.;  mat.,  wd.;  2  pump,  eng.,  claaa  dup., 
cap.  day  750,000  gals.;  maina.  mat.  cement,  5% 
m.,  4  to  8  in.  dia.;  48  hyd.,  38  v.;  met.,  12;  150 
serv.;  jires..  dom.  100  Iba.,  f.  ISO  Iba.;  cost,  $30,- 
000;  wks.  owned  by  Co. 

QUNTERSVILLE,  p.  1.146;  f.  area,  10  a.;  mere, 
bldga.,  bk.  k  wd.,  1  to  2  stor.;  priv.,  wd.,  1  k  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  cause  of  f.  inv.  F.  dept. — 2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,   1,000  ft. 

Water  Supply — Src,  apr.,  1   m.  bua.  cent.;  sys.. 


pump  to  res.;  rea.  cap.,  250,000  gala.;  2  pump, 
eng.,  cap.  day  126,000  gala.;  maina,  c  i.,  8  m., 
6  to  8  in.  dia.;  14  hyd.;  prea.,  f.  85  Iba.;  cona. 
day,  50,000  gala.;  coat,  $160,000;  coat  mtce., 
$2,200;  wka.  owned  by  city. 

HARTFORD,  p.  1,159.  F.  dept. — ^Ann.  exp. 
dcpc,  $14. 

Water  Supply — Src,  wells;  pump  to  stdp.;  18 
hyd. 

HOLLYVILLE,  p.  1,500;  f.  area,  25  a.;  no  org. 
f.  dept. 

Water  Supply — Src,  well;  1  m.  bus.  cent.;  sya., 
air  comp.;  1  pump,  eng.;  cap.  day,  64.000  gals.; 
mains,  3,000  ft.;  11  hyd.;  pres.,  dom.  50  lbs.;  cost, 
$15,000   cost   mtce.,    $175;    wks.   owned   by   city. 

HUNTSVILLE,  p.  7,611;  f.  area,  1,000  a.;  mere, 
bldga.,  bk.  k  atn..  1,  2  ft  3  ator.;  priv.,  bk.  ft  wd., 

1  ft  2  ator.;  wd.  rfs.  not  perm.;  fwka.  ord.  F. 
dept. — 2  stm.  eng.,  4  c  hand  ex.,  1  h.  ft  1.  trk.,  1 
comb,  c  ft  hoae  wag.,  3  hoae  car.,  7  hra.;  hoae, 
co<.,  rub.  lined,  gd.,  3,000  ft.;  inf.,  1.600  ft.;  tot. 
hose,  4.500  ft.;  f.  al.,  bell;  val.  equip..  $16,000; 
val.  bldga.,  $4,000;  tot.  mem.  16,  pd.  full  time  8, 
pd.  part  time  8. 

Water  Supply — Src,  apr.;  sya.,  pump  dir.;  stdp. 
cap.,  600,000  gala.;  2  pump,  eng.,  cap.  day  24,- 
000,000  gala:  mains,  16  m.,  4  to  22  in.  dia.;  96 
hyd.;  met,  67;  1,470  aerv.;  pres.,  dom.  60  to  100 
lbs.,  f.  100* to  120  lbs.;  cons,  day,  3,600,000 
gals.;  cost,  $100,000;  coat  mtce.,  $9,307;  wks. 
owned  by  city. 

JACKSONVILLE,  p.  2.231;  f.  area,  SO  a.;  mere 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not   perm.;    fwks.    ord.      F.    dept. — 1    h.   ft   1.    trk., 

2  hose  ear.;  hose,  cot.,  rub.  lined,  gd.,  1,100  ft.; 
f.  al.,  bell;  val.  equip.,  $850;  val.  bldga.,  $400; 
exp.  dept.,  $80;  tot.  mem.,  26  vol.;  undra.  rating, 
aecond  claaa. 

Water  Supply — Src,  apr.,  2%  m.  bua.  cent.; 
sys.,  grav.  to  res.;  res.  cap.,  72,000  gala.;  altitude, 
100  ft.  above  the  city;  maina,  6  m.;  12  hyd.; 
cons,  day,  80,000  gala.;  coat,  $24,000;  wka.  owned 
by  Co. 

JASPER,  p.  2,509.  F.  dept.— 2  hoae  car.;  f.  al., 
wh.;   1,000  ft.  gd.  hoae. 

Water  Supply — Src,  wella,  %  m.  bua.  cent.; 
sys.,  grav.;  stdp.  cap.,  30,000  gala.;  rea.  cap.,  200,« 

000  gals.;  2  pump,  eng.;  mains,  c.  i.,  4  to  8  in. 
dia.;  23  hyd.;  met.,  100;  223  aerv.;  pipe,  galv.  L; 
prea.,  dom.  40  Iba.,  f.  100  Iba. 

LAFAYETTE,  p.  1,632;  f.  area,  1  sq.  m.;  mere, 
bldga.,  bk.  ft  stn.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hand  hose  reels, 
hose,  cot.,  rub.  lined  gd.,  1,500  ft.;  f.  al..  wh.; 
val.  equip.,  $1,500;  val.  bldgs.,  $3,000;  exp.  dept., 
$75;  tot.  mem.,  15  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  deep  wella,  2  blocks  bus. 
cent.;  sys.,  pump,  to  stdp.;  stdp.  cap.,  75,000 
gals.;  res.  cap.,  100,000  gals.;  2  pump,  eng.,  cap. 
day,  200,000  gals.;  mains,  iron,  4  m.,  6  to  10  in. 
dia.;  38  hyd.;  15  v.;  75  met;  pipe,  galv.  i.;  pres., 
dom.  45  lbs.,  f.  125  lbs.;  cons,  day,  50,000  gals.; 
cost,   $30,000;   wks.  owned  by  city. 

LIVINGSTON,  p.  877.  F.  dept.— h.  ft  1.  trk.; 
val.  equip.,  $600. 

Water  Supply — Src,  wella. 

LUVERNE,  p.  2,000;  f.  area,  2  m.  F.  dept. — 2 
hose  reel.s,  hand  ex. ;  hoae,  cot.,  rub.  lined,  gd.,  1,000 
ft.;  f.  al.,  bell;  val.  equip.,  $1,600;  tot.  mem., 
16  vol. 

Water  Supply — Src,  wells;  1  m.  bus.  cent;  sya., 
pump,  to  stdp.;  2  pump,  eng.,  cap.  day,  1.080.000 
grals. ;  mains,  2  m. ;  26  hyd.;  150  serv.;  pres., 
dom.  40  lbs.;  f.  120  lbs.;  cost,  $20,000;  cost 
mtce.,  $1,000;  wks.  owned  by  city. 

MARION,  p.  1,884.     F.  dept. — 1  c.  eng.,  2  c  ex., 

1  h.  ft  1.  trk.,  8  hose  car.,  ftc;  hoae,  cot,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  bell;  val.  equip., 
$3,000;  tot.  mem.,  36  vol.;  undra.  rating,  third 
class. 

Water  Supply — Src,  well,  2%  m.  bua.  cent; 
sya.,  first  from  res.  through  mains  to  stdp.,  cap. 
54.000  gala.,  dim.  16  x  24  ft.;  mat.,  wd.  ft  i.;  rea. 
cap.,  125,000  gals.;  loe.  %  m.  stdp.;  1  centrif. 
pump,  cap.  400  gals,  min.;  mains,  iron,  2%  m.; 
50  hyd.;  met,  136;  153  aerv.;  pipe,  galv.  i.;  prea., 
dom.  80  lbs.;  cons,  year,  30,000,000  gals.;  cost, 
$30,000;   cost  mtce.,   $3,600;  wks.  owned  by  ci^. 
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MOBILE,  p.  51,521;  f.  area,  12  sq.  m.;  mere, 
bldgs.,  bk.,  2,  8,  4,  5,  6,  8  A;  10  stor.;  priv.,  bk. 
k  wd.,  2  &  S  Btor. :  v/d.  rfs.  not  perm.;  fwka.  ord.; 
causes  of  f.  inv.  F.  dept. — 8  str.,  8  comb.  h.  &  1. 
wag.,  10  c.  hand  ex.,  1  h.  jc  1.  trk.,  1  aer.  trk.,  7 
hose  wag.,  29  hrs.;  nose,  cot.,  rub.  lined,  gd.,  16,« 
000  ft.;  f.  al.,  Gamewell,  60  bx.;  exp.  dept.,  $56,- 
000;  tot.  mem.,  62,  pd.  full  time;  undrs.  rating, 
first  class. 

Water  Supply — Src,  spr.,  0  &  11  m.  bus.  cent.; 
sys..  grav.;  res.  cap.,  20,000,000  gals.,  loc.  on 
Spring  Hill,  7  m.  city;  5  pump,  eng.,  cap.  day  27,- 
500,000  gals.;  mains,  c.  i.,  130  m.,  4  to  80  in. 
dia,;  919  hyd.;  690  v.;  18,299  sen'.;  met.,  6,272; 
pres.,  dom.  k  f.,  80  to  86  lbs.;  cons,  day,  9,012,492 
gals.;  cost,  $87'5,000;  cost  mtce.,  $72,000;  wks. 
owned  by  city. 

MONROEVILLE,  p.  616.     No  f.  dept. 
Water  Supply — One  16,000-gal.  tank,  supplied  by 
stm.  pump. 

MONTGOMERY,  p.  88,186;  f.  area,  4,820  a.; 
mere,  bldgs.,  bk.,  1  to  12  stor.;  priv.,  bk.  k  wd.,  1 
to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.  F.  dept. — 4  'str.,  1  h.  &  1.  trk.,  3 
hose  wag.,  2  auto.  comb.  h.  k  c.  wag.,  1  comb.  h. 
&  c.  wag.,  1  chief's  auto.,  1  ass't  chiefs  buggy, 
19  hrs.;  In  reserve — 2  str.,  1  hose  wag.,  1  aer. 
trk.,  1  h.  &  1.  trk.,  1  c.  eng.,  1  chiefs  wag.,  1 
exercise  wag.,  1  hrs.;  hose,  cot.,  rub.  lined,  gd., 
12,150  ft.;  f.  al.,  Gamewell,  67  bx.;  exp.  dept., 
$59,457;  tot.  mem.,  64,  pd.  full  time. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  8tdp.;'8tdp.  cap.,  1,221,800  gals.;  dim., 
125  X  80.'  105  X  26,  loc.  in  city;  mat.,  iron;  res. 
cap.,  2,200,000  gals.,  loc.  at  station;  8  pump, 
eng.,  cap.  day,  16,000,000  gala.;  mains,  c.  i.,  100 
m.,  4  to  24  in.  dia.;  670  hyd.;  v.,  1,235;  met., 
5,146;  8,065  sen'.;  pipe.  c.  i.,  wrt.  i.  k  lead;  pres.. 
dom.  80  lbs.,  f.  100  lbs.;  cost.  $850,000;  cost 
mtce.,  $51,078;  wks.  owned  by  city. 

NEW  DECATUR  &  DECATUR,  p.  15.000;  f. 
area,  20  a.;  mere,  bldgs.,  bk.,  2  stor.;  priv.,  wd.. 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  hose  car.,  2-hr8.  comb,  trks.; 
hose,  cot.,  rub.  lined,  gd.,  2,260  ft.;  f.  al.,  bell  k 
wh.;  val.  equip.,  $8,500;  val.  bldgs.,  $200;  exp. 
dept.,  $1,200;  tot.  mem.,  2  fully  pd.  men,  10  call 
men;  undrs.  rating,  second  class. 

Water  Supply — Src.,  river;  sys..  pump  to  stdp.  k 
dir.;  stdp.,  22%  x  120,  cap.  287,000  gals.;  4 
pump,  eng.,  cap.  day  5,000,000  gals.;  mains,  c.  1., 
80  m.,  4  to  24  in.  dia.;  221  hyd.;  few  met.;  1.800 
serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  100  lbs.; 
wks.  owned  by  Co. 

ONEONTA,  p.  609.  P.  dept. — 2  carts;  hose,  800 
ft.;  25  vol. 

Water  Supply — Src,  spr.;  res.  cap.,  90,000  gals.; 
mains,  400  ft.,  4  in.  dia.;  8  hyd. 

OPELIKA,  p.  4,784;  f.  area,  1  m.;  mere,  bldgs., 
bk.  k  stn.,  1  to  3  stor.;  priv.,  bk.  k  wd.,  1  k  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c.  k  h. 
wag.,  2  c.  hand  ex.;  hose,  cot.,  rub.  lined,  gd., 
2,800  ft;  f.  al.,  wh. ;  val.  equip,  $.5,000;  val. 
bldgs.,  $8,000;  exp.  dept,  $2,500;  tot.'  mem.,  18; 
pd.  full  time  3,  pd.  part  time  10. 

Water  Supply — Src,  creeks,  2  m.  bus.  cent; 
pump,  to  settling  basin,  8,000,000  gals,  cap.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  200,000  gals.; 
dim.,    19   X   100;   mat,   wrt   i.;    res.    cap.,    2,000,* 

000  gals.,  loc.  2  m.  from  town;  5  pump,  eng., 
cap.  day  8,150,000  gals.;  mains,  mat  cem.,  15  m., 
4  to  12  in.  dia.;  80  hyd.;  60  v.;  met,  825;  878 
serv.;  pres.,  dom.  60  lbs.,  f.  75  to  100  lbs.;  wks. 
owned  by  city. 

OXANNA. — F.  protection  same  as  Anniston. 

OXFORD,  p.  1,090;  f.  area.  5  a.;  mere  bldgs., 
bk.,  1  to  3  stor.;  priv.  wd.,  1  A  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  k  combt.  ord.    F.  dept. — 

1  h.  &  1.  trk.,  1  hose  wag.,  1  hrs.;  hose.  rub.,  gd., 
2,000  ft;  inf.,  800  ft;  tot  hose,  2,800  ft;  vaL 
equip..  $2,500;  val.  sUtion,  $500;  tot  mem.,  40 
vol. 

Water  Supply — Src,  Anniston  waterworks.;  6-in. 
mains;  20  hyd.;  met,  2;  180  aer,.;  pipe,  iron; 
cons,  day,  30,000  gals.;  cost  $10,000;  cost  mtce., 
$600;  wks.  owned  by  city. 

OZARK,  p.  2.229;  mere  bldgs.,  bk.  k  stn.,   1  k 

2  stor.;  pariv.,  wd.,  1  &  2  stor.;  wd.  rfs.  not  perm. 
P.  dept — 1  hand  eng.,  1  h.  &  1.  trk.,   l  hose  car.; 


hose,  cot,  rub.  lined,  gd.,  1,300  ft;  rub.,  gd.;  700 
ft;  tot.  hose,  2.000  ft;  f.  al.,  bell;  val.  equip., 
$1,000;  exp.  dept,  $1,000;  tot  mem.,  20;  pd.  full 
time  10,  pd.  part  time  10;  undrs.  rating,  third 
class. 

Water  Supply — Src,  well,  %  m.  bus.  cent;  cap. 
of  well,  220.820  gals,  day;  sys.,  air  lift;  stdp.  eap., 
67,000  Erals.,  dim.  12  x  80;  mat.,  iron;  res.  cap., 
144.000  gals.,  loc.  at  well  k  station;  1  pump, 
eng.;  class  dup.,  cap.  min.  600  gal$.;  mains,  c  i., 
2  m.,  6  in.  dia.;  wrt.  i.,  7  m.,  2%  to  4  in.  dia.; 
34  hyd.;  170  v.;  met.,  250;  300  son.;  pres.,  dom. 
40  lbs.,  f.  70  lbs.;  cons,  day,  800,000  gals.;  cost, 
$10,000;  wks.   owned  by  dty. 

PHENIX,  p.  4,555;  mere,  bldgs..  stn.,  bk.  k  wd., 
1  k  2  stor.;  priv.,  wd.,  principally  1  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  &  L  trk.,  1  hoee  rael;  hoM, 
2,000  ft.  cot,  rub.  lined,  gd.;  f.  al.,  ring  by  hand; 
val.  equip.,  $2,500;  tot  mem.,  26  toL 

Water  Supply — ^Src,  creek,  ^  m.  bus.  cent; 
ays.,  pump  to  res.;  res.  dim.,  12  ft  deep  and  64  in. 
dia.;  mat,  hard  bk.;  res.  loc  on  high  nill  north  of 
city;  pump,  eng.,  elec  power;  maiiM.  c  L.  6  to  8 
m.;  47  hyd.;  550  serv.;  pipe,  galv.  L;  pres.,  f.  60 
to  92  lbs.;  cost  $80,000;  eoat  mtoe.,  $1,500; 
wks.  owned  by  city. 

PIEDMONT,  p.  2,226;  f.  area,  200  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  stn.,  bk. 
k  wd.,  1  i&  2  stor.;  wd.  rib.  not  perm.;  fwks  & 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 8  hose 
reels;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  inf.,  MO 
ft;  total  hose,  1,200  ft.;  val.  equip.,  $1,000;  val. 
bldgs.  $1,000;  tot.  mem.,  10  toI. 

Water  Supply — Src,  spr.;  sys.,  pump  to  res.,  cap. 
250,000  gals.;  pump,  eng.,  cap.  day  2,000.000 
gals.;  mains,  4  m.;  21  hyd.;  200  serv.;  prea.,  f.  80 
lbs.;  cons.  day.  85.000  gals;  cost,  $35,000;  cost 
mtce.,  $850;  wks.  owned  by  city. 

PRATT  CITY,  p.  8,485;  f.  area,  40  a.;  mere, 
bldgs.,  bk.,  1  &  2  stor.;  priv.,  wd.,  1  ft  2  stor.  F. 
dept. — 8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,250 
ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $2,000;  tot  mem.. 
75  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells.  H  m.  bus.  cent; 
sys.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  84,700  gals., 
dim.  12  X  100,  loc  at  station;  mat.,  stl.;  res.  cap., 
100,000  gals.,  loc.  near  wella;  2  pump,  eng.,  dap.; 
cap.  day,  1.000,000  gals.;  mains,  c  i.,  4  m.,  4  to  8 
in.  dia.;  42  hyd.;  prea.,  dom.  50  lbs.,  f.  125  lbs; 
cost.  $25,000;  wks.  owned  by  city. 

PRATTVILLE,  p.  2,222;  f.  area,  25  a.;  mere 
bldgs.,  bk.,  1  k  2  stor.;  priv.,  wd.,  1^  stor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt  ord.;  causes  of  f. 
inv.     F.  dept — 1  h.  eng.,  4  c  h.  ex.,  1  b.  &  L  trk.. 

1  hose  wag.,  8  hose  car.,  reels,  &c;  hose,  cot.,  rub. 
lined,  gd.,  900  ft;  inf.,  600  ft.;  tot  hose,  1.500 
ft.;  f.  al.,  bell;  val.  equip.,  $1,500;  val.  bldga.. 
$1,000;  exp.  dept,  $200;  tot.  mem.,  75  vol. 

Water  Supply — Src,  artesian  wells;  in  bus. 
cent;  sys.,  pump,  to  stdp.;  stdp.  cap.,  300.000 
gals.,  res.  cap.,  800,000  gals;  3  pump,  eng.,  class 
trip;  cap.  day,  800,000  gals.;  mains,  c  i..  5  H  m., 
4  to  10  in.  dia.;  45  hyd.;  70  met,  210  serv.: 
pipe,  galv.  i.;  pres.,  dom.  k  f.,  78  lbs.;  cons.  day. 
100,000  gals;  cost,  $48,000;  cost  mtce.,  $2,600: 
wks.  owned  by  city. 

ROANOKE,  p.  2,084;  f.  area,  10  a.;  mere,  bldgs., 
wd.  k  bk..  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not 
perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 3  hose  car.,  reels,  kc;  hose,  cot.,  rub.  lined. 
1,800  ft.;  f.  al.,  bell;  tot.  mem.,  11  vol.;  undrs. 
ratinBT.  third  class. 

Water  Supply — Src,  creek,  1  m.  bus.  cent.;  syg.. 
pump  to  stdp.,  cap.  52,000  gals.;  mat.  iron;  res. 
cap.,  124,000  gals.,  loc  highest  point  in  town;  2 
pump.  enjc»  class  comp.  dup.,  cap.  day  750.000 
gals.;  mams,  c  i.,  4  m.,  8  to  4  in.  dia.;  81  hyd.; 
pres.,  dom.  60  Ibe.,  f.  90  lbs.;  cons,  day,  25,000 
gals.;  cost,  $25,000;  wks.  owned  by  city. 

SAMSON,  p.    3.000;    f.   area,   40   a.      F.    dept — 

2  hand  hose  reels,  1,000  ft  hose.;  val.  equip.. 
$1,000;  val.  bldgs.,  $125;  exp.  dept,  $150;  tot. 
mem.  26,  pd.  $5  year;  undrs.  rating,  third  clasa. 

Water  Supply — Src.  well.  1  m.  bus.  cent.;  sys.. 
gr.;  1  pump,  eng.,  cap.  day  1,080,000  gals.;  11  hyd.; 
115  sen-.;  pres..  dom.  45  lbs.,  f.  136  lbs.;  cost, 
$25,000;  cost  mtce.,  $2,000;  wks.  owned  by  city. 

SOOTTSBORO,  p.  1,019;  f.  area.  ^00  a.  F.  dept 
— 2  hose  carts,  6  nozzles,  1,000  ft  hose;  vaL 
equip.,  $1,250;  tot  mem.,  S:'4  vol. 
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Water  Supply — Src.,  well;  ays.,  gr^av. ;  pump,  eng.; 
cap.  day,  60.000  gals.;  12  hyd.;  pres.,  dom.  35  to 
70  lb«..  f.  90  R)8.;  cost,  $17,500;  cost  mtce.,  $100; 
wks.  owned  by  city. 

SELMA,  p.  13,649;  f.  area,  200  a.;  mere,  bidgs., 
bk.,  1  to  4  Btor.;  priv.,  wd.,  2  stor. ;  wd.  rfs.  not 
perm.;  fwks.  ord. ;  causes  of  f.  inv.  F.  dept. — 1 
scr.,  1  comb.  c.  k  h.  wag.,  1  c.  eng.,  10  c.  hand 
ex.,  1  h.  &  1.  trk.,  3  hose  car.,  8  hrs. ;  hose,  cot., 
rub.  lined,  gd.,  4,500  ft.;  rub.,  gd.,  4,000  ft.;  inf., 
500  ft.;  tot.  hose.  9.000  ft.;  f.  al.,  Oamewell,  81 
bx.;  val.  equip.,  $17,000;  val.  bldgs.,  $12,500;  tot. 
mem.,  20,  pd.  full  time;  undrs.  rating,  second  class. 

Watsr  Supply — Src,  11  artesian  wells,  6  blocks 
bus.  cent.;  sys.,  pump  to  stdp.  k  dir..  cap.  185,000 
gals.,  dim.  15  x  140;  mat.,  stl. ;  res.  loc.  at  station 
near  bus.  cent.;  pump,  en^.,  2  comp.,  cap.  day 
6,500.000  gals.;  mains,  c.  i.,  21  m.,  4  to  14  in. 
dia.;  !&;>  pi^lic  &  24  priv.  hyd.;  70  v.;  met.,  1,600; 
1,675  serv.;  pipe,  galv.;  pres.,  dom.  60  lbs.,  f.  180 
lbs.;  cons,  day,  1,000,000  gals.;  cost,  $22:5,000; 
operating  exp.  k  mtce.,  $12,000;  wks.  owned  by 
city. 

SHEFFIELD,  Colbert  county,  p.  4,865;  mere 
bldgs.,  bk.  k  stn.,  1  to  4  stor.;  priv.,  bk.,  stn 
k  wd.,  1  k  2  stor.;  wd.  rfs.  not  perm,  in  f.  area: 
fw^ks.  k  combt.  ord.;   causes  of  f.   inv.     F.   dept. — 

1  n.  &  1.  trk.,  4  c.  hand  ex.,  1  hose  wag.,  1  hoae 
reel,  1  hrs.;  ho«e,  cot.,  rub.  lined,  gd.,  2.400  ft.; 
f.  al.,  Gamewell  elec.  bell,  10  bz.;  val.  equip., 
$4,500;  val.  bldgs.,  $3,000;  exp.  dept.,  $1,600; 
tot.  mem.  22;  pd.  full  time  2,  part  time  10, 
vol.    10. 

Water  Supply — Src.  Tennessee  River,  %  m.  bus. 
cent.;  sys.,  pump,  to  stdp.;  stdp.  cap..  400,000 
gal^.;  mat.,  stl.;  2  pump,  eng.;  class,  trip,  comp.; 
cap.  day,  6.000,000  gals.;  pres.,  dom.  50  lbs.,  f. 
90  lbs.;   wks.  owned  by  priv.  Co. 

SHELBY,  p.  1,000.  F.  dept. — priv.  f.  protection 
by  Shelby  f.  Co. 

Water  Supply — Src,  spr.;  sys.,  pump  dir.;  res. 
cap.,  1,000,000  gals.;  2  pump,  eng.,  class  comp. 
dup.,  cap.  day  2,000,000  gals,  each;  mains,  4%  m.; 
10  hyd.;  pres.,  dom.  70  lbs.,  f.  150  lbs.;  cost,  $40,- 
000;  wks.  owned  by  Shelby  Iron  Co. 

SLOCOMB,  p.  1,000;  f.  area,  24  blocks.  F.  dept. — 

2  hose  reels.  1,500  ft.  hose;  f.  al.,  bell;  val.  equip., 
$15,000;  val.  bldgs.,  $50;  tot.  mem.,  12;  vol. 

Water  Supply — Src,  strm. ;  sys.,  pump  to  stdp. ;  1 
pump;  cap.  day,  700,000  gals.;  mains,  4.500  ft.;  12 
hyd.;  pres..  dom.  50  lbs.,  f.  100  lbs.;  cost,  $160,- 
000;  cost  mtce.,  $2,000;  wks.  owned  by  city. 

SPRING  GARDEN,  p.  100.  No  P.  dept.;  undrs. 
rating,  fourth  class. 

Water  Supply — Src.  spr.;  sys.,  pump  to  res.;  res. 
cap.,  35,000  gals.;  pres.,  dom.  55  lbs.,  f.  55  lbs.; 
cons,  day,  5,000  gals.;  cost  mtce.,  $150;  wks. 
owned  by  Co. 

STEVENSON,  p.  1.000;  f.  area.  10  a.  F.  dept. 
— 2  hose  reels,  1,000  ft.  hose;  val.  equip.,  $1,065; 
val.  bldg^.,  $76:  tot.  mem.,  10  vol.;  undps.  rating, 
third  class. 

Water  Supply — Src,  spring,  1  m.  bus.  cent.; 
«>'«-.  grrav.;  1  pump,  eng.;  cap.  day,  100,000  gals.; 
mains,  1%  m.;  5  hyd.;  12  v.;  100  serv.;  pres., 
rioni.  7S  lbs.,  f.  85  lbs.;  cost,  $14,000,  cost  mice, 
$150;  wks.  owned  by  town. 

SYLACAU6A,  p.  1.456;  f.  area,  40  a.  F.  dept. — 
hose.  1  h.  &  1.,  hose  wag.  k  2  reels;  val.  equip., 
$2,000;  val.  bldgs.,  $150;  tot.  mem.  42,  35  active 
mem. 

Water  Supply — Src,  spr.;  sys..  grav.;  stdp.  cap., 
80.000  gals.,  dim.  115  x  20;  2  pumps,  cap.  day 
500.000  gals.;  20  hyd.;  mains,  12,500  ft.,  4  to  8 
in.  dia.;  cost,  $20,000. 

TALLADEGA,  p.  5,854;  f.  area,  2  sq.  m.;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  not  inv.  F.  dept. — 1  h.  k  1.  trk,  1  aer. 
trk.,  2  hose  wag.,  2  hose  car.,  4  hrs.;  hose,  cot., 
rub.  lined,  gd.,  1,800  ft.;  rub.,  gd.,  2,000  ft.;  inf., 
500  ft.;  tot.  hose,  4,800  ft.;  f.  al.,  wh.,  5  bx.;  vaL 
equip.,  $2,000;  val.  station.  $4,000;  exp.  dept.. 
$2,000;  tot.  mem..  125,  pd.  full  time  5,  vol.  120. 

Water  Supply — Src,  2  deep  wells  near  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap..  138,175  gals.;  res. 
cap.,  50,000  gals.:  2  pump,  eng.,  class  comp.  dup. 
cap.  day  1.500.000  gals.;  mains,  c  i..  8  m.,  4  to  12 
in.  dia.;  48  hyd.;  met.,  550;  600  serv.;  pipe.  wrt.  i. ; 
pres.,  dom.  70  lbs.,  f.  60  to  80  lbs.;  cons,  day, 
500.000   gals. 


TROY,  p.  4,961;  f.  area,  50  a.;  mere,  bldgs.,  bk., 
1  to  4  stor.;  priv.,  wd.,  1  &  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  stm.  eng.,  1  c.  eng.  on  wheels,  2 
c  hand  ex.,  3  hose  car.;  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  2.500  ft.,  f.  al.,  wh.;  val.  equip., 
$6,000;  val.  bldgs.,  $3,000;  exp.  dept.,  $1,800; 
tot.   mem.,   53,  pd.   full  time  3,  vol.   50. 

Water  Supply — Src.  spr.,  8H  m.  bus.  cent.;  sys., 
grav.  k  pump  to  stdp.;  stdp.  cap..  259,183  gals., 
dim.  20  X  110,  loc  near  public  sq.;  mat.,  iron;  res. 
cap..  259,188  gals.,  loc  8H  m.  city;  pump,  eng., 
class  comp.  non-cond.,  cap.  day  500,000  gals.; 
mains,  9  m.,  4  to  10  in.  dia.;  46  hyd.;  met..  840; 
350  serv.;  pipe,  iron;  pres.,  dom.  47  lbs.,  f.  100 
lbs.;  cost,  $58,000;  cost  mtce.,  $1,600;  wks.  owned 
by  city. 

TUSCALOOSA,  p.  8,407;  f.  area,  12  a.;  mere 
bldgs.,  bk.,  1  to  7  stor.;  priv.,  bk.,  1  to  3  stor.;  wd. 
rfs.  not  perm,  in  f.  areSi;  fwks.  ord.  F.  dept. — 
1  auto,  str.,  1  triple  comb.  auto,  trk.,  1  comb,  c  k 
h.  wag.,  4  c.  hand  ex.,  2  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  3,200  ft.;  inf.,  150  ft.;  tot.  hoee.  8,350  ft.; 
f.  al..  telp.;  val.  equip.,  $13,500;  val.  bldgs.,  $1,000; 
exp.  dept.,  $4,000;  tot.  mem.,  7,  pd.  full  time  5, 
p<l.    part   time   2. 

Water  Supply — Src,  riv.,  8^  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  182,000  gals.,  dim. 
25  X  86,  loc.  near  station;  mat.,  iron;  res.  cap., 
278.000  gals.;  loc  in  suburb;,  2  pump,  eng.,  class 
dup.,  dir.  acting,  cap.  day  3,500,000  gals.;  mains, 
c.  i.,  8H  m..  4  to  10  in.  dia.;  185  hyd.;  41  v.; 
met..  53:  1,200  serv.:  pipe.  galv.  i.;  pres.,  dom.  60 
lbs.,  f.  90  lbs.;  cons,  day,  900,000  gals.;  cost  mtce., 
$8,800;  wks.  owned  by  city,  operated  by  a  comr. 

TUSCl>WBIA.  p.  3,324;  f.  area,  20  a.;  mere 
bldgs..   bk.   k  stn.,    1    to  3  stor;   priv.,   bk.  k   wd., 

1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt.  ord.  F.  dept. — 2  c.  hand  ex.,  1  hose 
wag.;  2  hose  carts,  1  hrs.;  hose,  cot,  rub.  lined, 
gd..  1,250  ft.;  inf.,  600  ft.;  tot.  hose.  l.SoO  ft.;  f. 
al.,  bell;   val.   equip.,   $2,000;   tot.   mem.,   12. 

Water  Supply — Src,  river;  sys..  grav.  k  dir.;  2 
pumps;  cap.  day.  4,000.000  gals.;  mains,  IH  ni.. 
8  in.  dia.;  17  hyd.;  pres.,  70  lbs. 

TUSKEGEE.  p.  2,803.  F.  dept.— 1  h.  k  1.  trk.,  2 
hose  reels;  hose,  rub.,  gd.,  900  ft.;  tot.  mem.,  40 
vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src.  spr.  k  wells,  situated  %  m. 
bus.  cent.;  sys.,  pump.;  stdp.  cap.,  85.000  gaU., 
dim.  12  X  100;  mat.,  iron;  res.  cap..  600.000  gals.; 

2  pump,  eng.,  cap.  day  400.000  pis.;  mains,  c  i., 
8  m.,  4  to  8  in.  dia.;  80  hyd.;  pipe.  galv.  i.;  pres., 
dom.  45  lbs.;  cons,  day,  100.000  gals.;  cost,  $50,- 
000;  wks.  owned  by  city. 

UNION  SPRINGS,  p.  4.055;  f.  area.  960  a.; 
mere,  bldgs.,  bk.  k  wd.,  1  &  3  stor.;  priv.,  bk., 
cem.  k  wd.,  1  &  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  comb, 
c  (fe  h.  wag.,  2  c  hand  ex..  1  h.  &  1.  trk..  6  hose 
reels,  2  hrs.;  hose,  cot.,  rub.  lined,  gd..  2.500  ft.; 
f.  al.,  bell,  telp.  k  wh. ;  val.  equip.,  $9,000;  val. 
bldgs..  $5,000;  e.xp.  dept.,  $2,000;  tot.  mem.,  18; 
pd.  full  time  3,  pd.  part  time  15. 

Water  Supply — Src,  artesian  well,  %  m.  bus. 
cent.;  sys..  air  lift  to  res.  k  pump  dir.  to  mains;  res. 
cap.,  216,000  gals.;  mat.,  bk.  jc  cem.;  res.  loc. 
at  power  house;  pump.  eng.  2,  cap.  day  1,000,000 
gals.;  mains,  c  i.,  1  V&  m.  6  in.  din.,  5  m.  4  in. 
dia.;  45  hyd.;  48  v.;  met.,  130;  800  serv.;  pipe, 
gralv.  i.;  pres.,  dom.  60  lbs.,  f.  110  lbs.;  cons,  day, 
100,000  gals.;  cost.  $80,000;  cost  mtce.,  $4,000; 
wks.  owned  by  city. 

UNIONTOWN,  p.  1.886;  mere  bldgs.,  bk.  k  iron. 

1  k  2  stor.;  priv.,  wd..  1  k  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h. 
k  1.  trk.,  3  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  400 
ft.;  rub.,  gd.,  600  ft.;  inf.,  250  ft.;  tot.  hose.  1.250 
ft.;  f.  al.,  bell;  val.  equip.,  $3,000;  val.  bldgs., 
$3,500;  tot.  mem.,  19  vol. 

Water  Supply — Src,  well,  cent.  bus.  district; 
sys.,  compressed  air  to  res.,  pump  to  stdp.;  stdp. 
cap.,  86,000  gals.,  dim.  12  x  90  ft.;  mat.,  sheet 
i. ;  res.  cap.,  86,000  gals.,  loc.  at  power  plant;  2 
air  compressors,  cap.  day  150.000  gals.;  2  pump, 
eng.;  mains.  8.  6,  4  &  3  in.  dia.;  31  hyd.;  23  v.; 
met.,  25;  211  serv.;  pres..  dom.  85  lbs.,  f.  100  lbs.; 
cost,  $2S,000;  wks.  owned  by  city. 

WEST  BLOCTON,  p.  892;  f.  area.  20  a.;  bldgs., 
bk.  k  wd.     F.   dept. — 2  hose  carts,   1,200   ft.  hose; 

2  large  water  tk.;   f.  al.,  bell;   tot  mem.,   12   voL 
Water    Supply — Src,    spr.;    sys.,    pump    dir.    k 


c-8 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— ALASKA. 


grav.;  res.  cap.,  80,000  gals.;  2  elevated  tanks, 
cap.  80,000  gals.;  mains,  2,100  ft.,  4  in.  dia.;  14 
hyd. 

WETUMPKA,  p.  1,108.     F.  dept. — 1  hose  wag., 

2  hose  reels,  ladders,  buckets,  axes;  hose,  1,200 
ft;  f.  al.,  bell;  tot.  mem.,  10  voL 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp., 
stdp.   cap.,    22,000   gals.;   res.   cap.,    226,000   gals.; 

3  pump,  eng.,  class  trip.,  cap.  day  1,125,000  gals.; 
mains,  1%  m.,  6  to  8  in.  dia.;  19  hyd.;  pres.,  dom. 
90  lbs.,  f.  100  lbs. 

WOODLAWN,  p.  8,000;  f.  area,  2  sq.  m.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs. 
perm.;  fwks.  ord.  F.  dept. — 1  hose  car.j  2  Bab- 
cocks  &  ladders,  2  hrs.;  hose,  cot.,  rub.  Imed,  gd.. 


1,500  ft.;  f.  al.,  bell;  val.  equip.,  $4,000;  vaL 
bldgs.,  $300;  tot.  mem.,  19  vol.;  undrs.  ratine, 
third  class. 

Water  Supply  —  Src.,  supplied  by  Birmingham 
Water  Co.,  2  m.  from  city;  5  f.  hyd. 

Places  of  1,000  or  more  population  having  no  or> 
ganized  fire  dept. — Ashland,  Bay  Minette,  Camden, 
Dadeville,  Fort  Deposit,  Oladwater,  Gurley,  HefUn, 
Jackson,  Lanette,  RussellvUle,  Shelby,  Sulligent, 
ITiomasville,    York. 

Places  of  1,000  or  more  population  not  reported 
— BoaZf  Brantley,  Calera,  Camp  Hill,  Gitronelle, 
Elba,  Gainesville,  Girard,  Hartseli,  HayneviUe,  Line- 
\iile,  Monteville,  Opp,  Pell  City,  Tallassee. 


ALASKA 


FAIRBANKS,  p.  3,541;  F.  dept. — 1  hose  wag., 
1  c  eng.,  4  hrs.;  hose.  5,400  ft.  2%  in.,  G.  R. 
L.;  f.  aL,  stnu  wh.,  telp.  &  elec.;  tot.  mem.  8,  pd. 
full  time. 

Water  Supply — 3  pumps,  cap.  day  4,812,000 
gals.;  mains,  2,850  ft.;   11  hyd. 

JUNEAU,  p.  1,644;  f.  area,  16  a.;  mere,  bldgs., 
wd.,  1  &;  8  stor.;  priv.  wd.,  1  &  2  stor.;  wd.  rfs. 
perm.;  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  hand  eng.,  6  c.  hand  ex.,  70  gal.  c.  eng.,  cost 
$1,000,  6  8-gaL  ex.,  ladders  ft  buckets,  4  hose 
wag.;  hose,  cot.,  rub.  lined,  gd..  2,200  ft.;  f.  al.. 
bell;  val.  equip.,  $4,400;  val.  bldgs.,  $5,000;  exp. 
dept.,  $2,200;  tot.  mem.  84,  1  pd.  full  time,  38 
pd.   part   time. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  800,000  gals.,  loc.  north  end 
of  town;  mains,  mat.,  wd.,  atl.  ft  iron,  62  H  m.,  2 
to  12  in.  dia.;  28  hyd.;  20  v.;  260  serv.;  pipe,  galv. 
i.;  pres.,  dom.  30  to  86  lbs.,  f.  85  lbs.;  wks. 
owned  by  Co. 

NOME,  p.  2,600;  f.  area,  476  a.;  mere  bldgs., 
wd.,  1  to  8  stor.;  priv.,  wd.,  1  to  8  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F  dept — 1  comb.  c.  ft  h.  wag.,  2  str.,  2  c. 
eng.,  60  c.  hand  ex.,  1  h.  ft  L  trk.,  3  hose  wag.,  2 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,000  ft.;  inf., 
1,500  ft.;  tot.  hose,  4,500  ft.;  f.  al.,  elec.  10  bx.; 
val.  equip.,  $28,000;  val.  bldgs.,  $5,000;  exp., 
dept.,  $13,058;  tot.  mem.,  25;  pd.  full  time  5,  pd. 
part  time  5,  15  vol. 

Water  Supply — Src,  spr.;  sys.,  grav.,  pump 
dir.;  res.  cap.,  100,000  gals.;  pres.,  dom.  85  lbs., 
f.  45  lbs.;  cons.,  day,  400.000  gals.;  cost, 
$40,000;  cost  mtce.,  $2,000;  wks.  owned  by  Co. 

SITKA,  p.  1,200;  f.  area,  100  a.;  mere,  bldgs., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 


inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  cart.  1  bucket 
trk.;  hose,  rub.,  gd.,  700  ft;  inf..  200  ft;  lot 
hose,  900  ft;  val.  equip.,  $2,000;  val.  bldgs.,  $1,- 
000;  exp.  dept,  $700;  65  vol. 

Water  Supply — Src,  mountain  stmi.,  1  m.  bus. 
cent;  sj's..  grav.;  stdp.  cap.,  80,000  gals.;  mat. 
wd.;  res.  cap.,  20,000  gals.;  mains,  wd.,  5  m.,  3 
to  6  in.  dia.;  6  hyd.;  12  v.;  100  ser>'.;  pipe,  galv. 
i. ;  pres,,  dom.  ft  f.,  75  lbs.;  cons,  day,  40,000 
gak.;  cost,  $15,000;  cost  mtce,  $300;  wks.  owned 
by  Co. 

SKAGWAY,  p.  872;  f.  area,  640  a.;  mere, 
bldgs.,  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 
1  h.  ft  1.  truck,  6  hand  c  ex..  1  aer.  trk.,  1  hose 
wag.,  2  hose  carts,  1  sled  reel;  hose,  cot.  rub. 
lined,  gd.,  3,000  ft.;  f.  al.,  bell  ft  wh.;  val.  equip., 
$5,000;  val.  station,  $6,000;  tot   mem.,  60  voL 

Water  Supply — Src,  lake,  500  ft  above  town; 
sys.,  grav.;  tk.  cap.^  50,000  gals.;  mains,  stave 
pipe,  2  m.,  4  to  10  in.  dia.;  26  h>'d.;  pres.,  65 
lbs.;  wks.  owned  by  town. 

ST.  MICHAEL  CITY,  p.  1,500;  200  men  in 
summer,  40  men  in  winter;  1  single  60-gal.  c  eng. 
with  100  ft  hose,  1  single  40-gal.  c.  eng.  with  100 
ft.  hoae,  4  hose  car.,  1,500  ft.  hose,  83  c.  ex.,  6 
movable  ladders,  buckets. 

Water  Supply — 1  pump.  cap.  1,152,000  gals.  d4r; 
100  lbs.  pres.  from  3  stm.-driven  pumps;  4,  S  ft 
214   in.  mains;  28  hyd. 

WR ANGEL,  p.  743.  F.  dept — 2  hose  carts,  10 
hand  c  ex.,  3  deluge  sets,  extension  ladders,  hooks, 
axes,  rope,  1,500  ft  gd.  hose;  tot  mem.,  48;  pd. 
part  time,  8;  35  vol. 

Water  Supply — Src,  creek,  2  m.  bus.  cent;  ej*., 
grav.;  mains,  2%  m.,  6  to  10  in.  dia.;  12  hyd.; 
9  gate  v.;  pres.,  dom.  110  lbs.,  f.  110  Ibe.;  cost, 
$3,000. 


ARIZONA 


BISBEE,  p.  9,019;  f.  area,  1  sq.  m.  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.: 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  2  hose  wag.. 
6  c.  h.ind  ex.,  3  hrs.;  hose,  rub.  lined,  gd.,  7,000 
ft;  f.  si.,  telp.,  2  bx.;  vn\.  equip.,  $.>,000;  val. 
bldgs.,  $20,000;  exp.  dept,  $12,000;  tot  mem., 
25,  pd.  full  time  5,  pd.  part  time  5,  vol.   15. 

Water  Supply — Src,  wells,  9  m.  bus.  cent.,  1 
m.  from  Naco;  sys.,  pumps;  540  lbs.  pres.  at  pump 
house;  res.  cap.,  1,500,000  gals.;  water  pumped  to 
tk.  loc.  on  side  of  mountains;  8  distributing 
points;  tot  cap.,  800,000  gals.;  smallest  single 
storage,  60,000  gals.;  met.,  1,585;  1,772  serv.; 
wks.   owned  by  Co. 

CLIFTON,    p.     4,874;    F.    dept — 2    hose    wag.; 
4,700   ft.   hose;    50   vol. 
Water   Supply— Wells. 

DOUGLAS,  p.  6,437.  F.  dept. — 1  str.,  2  auto 
comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  2  hose  reels 
hose,  cot,  nib.  lined,  gd.,  2,400  ft;  inf.,  900  ft; 
tot  hose,  3,800  ft;  f.  al.,  Gamcwell,  22  bx.;  val 
equip..  $28,200;  exp.  dept,  $14,000;  tot  mem., 
17,  pd.  full  time  6,  pd.  part  time  12. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  aye., 
grav.;  stdp.  cap.  188.600  gals.;  2  elec.  pump,  eng.. 


combined  cap.   day  8,400  gals.;   mains.  2   to   8   in. 
dia.;  42  hyd.;  pres.,  dom.  40  lbs.,  f.  90  lbs. 

FLAGSTAFF,  p.  1,688;  f.  area,  IH  sq.  m.; 
mere  bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hand  eng., 
1  h.  ft  1.  trk.,  12  c  hand  ex.,  6  hose  wag.;  hose, 
cot.,  rub.  lined,  gd..  4,000  ft;  f.  al.,  elec  bell, 
ft  wh. ;  val.  equip.,  $5,000;  exp.  dept.,  $300;  tot. 
mem.,    2a   vol. 

Water  Supply — Src,  spr.,  17  m.  bus.  cent.;  sys., 
grav.,  pump  to  res.;  res.  cap.,  2,800,000  gals..  Inc. 
3%  m.  north  of  town;  mains,  c  i.,  2  to  S  in. 
dia.;  42  hyd.:  29  v.;  met.  400;  400  sen*.;  pipe, 
lead  connection  and  galv.  i.;  pres..  dom.  105  1b«., 
f.  105  lbs.;  cons,  day,  125,000  gals.;  cost.  $105,- 
500;  cost  mtce,  $2,000;  wks.  owned  by  town. 

FLORENCE,  p.  807;  mere  bldgs.,  adobe  ft  bk.. 
1  stor. ;» priv.,  adobe  ft  bk.,  1  stor.:  wd.  rfs.  perm.: 
no  fwks.  ft  combt.  ord.;  causes  of  f.  inv.;  no  org.  f. 
dept.;   12   0,  hand   ex. 

Water  Supply — Src,  riv..  10  m.  bus.  cent.;  sys,. 
grav.;   res.    cap.,    8,000,000   gala.;   cost,    $125,000 

FORT  APACHE,  p.  600;  f.  area,  15  a.;  mere 
bldgs.,  wd.  ft  adobe,  1  ft  2  stor.;  priv.,  stn.  ft  wd.. 
I   stor.;   wd.   rf.«5.   porm.   in  f,   area;  fwks,   ft   combt. 
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ord.;  causes  of  t  Idt.  F.  dept. — 2  h.  k  1.  trks,  9 
c.  hand  ex.,  3  hose  car.;  hose,  cot.,  rub.  lined,  erd., 
2,000  ft.;  inf.,  1,600  ft.;  rub.,  gd.^  1,000  ft.;  tot. 
hose,  4.600  ft.;  f.  al.,  wh. ;  val.  equip.,  $1,500; 
Tal.  bldg.,  $60;  tot  mem.,  800  toL 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  80,000  gals.,  loc.  on 
elevation  %  m.  from  city;  2  pump,  eng.;  mains, 
8,300  ft.,  4  to  d  In.  dia.;  18  hyd.;  8  v.;  pres., 
dom,  60  lbs.,  f.  100  lbs.;  cost,  $8,000;  cost  mtce., 
$1,200;   wks.  owned  by  U.  8.  Government. 

GLOBE,  p.  7,083;  f.  area,  10  a.;  mere,  bldgs., 
stn.,  bk.,  cone,  ft  cem.,  2  to  6  stor. ;  priv.,  bk.  Sc 
wd.,  1  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  hand 
c.  ex.,  1  comb.  c.  ft  h.  wag.,  2  hrs.,  8  hose  carts; 
boise,  cot.,  rub.  lined,  gd.,  7,000  ft.;  f.  al..  Game- 
well,  21  bz.;  vaL  equip.,  $18,700;  vaL  bldgs., 
$5,000;  exp.  dept.,  $6,676;  tot.  mem.,  20,  8  pd. 
full  time,  3  pd.  part  time,  23  vol.;  undrs.  rating, 
fourth  class. 

Water  Supply — Src,  2  wells;  1  m.  bus.  cent.; 
•vs.,  pump  to  res.;  res.  cap.,  570,000  gallons; 
S  pump,  eng.,  cap.  day,  460,000  gals.;  mains,  iron 
33  m.,  2  lo  6  in.  dia.,  4?  hyd.;  met.,  1,100;  eerv., 
1.800;  pres.,  dom.  ft  f.,  12  to  130  lbs.;  cons,  day, 
375,000  gals.;  cost,  $200,000;  cost  mtce.,  $20,000; 
wks.  owned  by  city. 

JEROME,  p.  2,393;  f.  area,  160  a.;  mere,  bldgs., 
bk.  ft  cona,  1  to  4  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.  on  wheels, 
3  c.  hand  ex.,  3  hrs.;  hose,  cot.,  rub.  lined,  gd., 
2,200  ft.;  f.  al.,  bell;  val.  equip.,  $2,500;  exp. 
dept.,   $500;   tot.   mem.,  75  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  300,000  gals.,  loc.  north  end 
of  town;  mainn,  wd.,  stl.  ft  i.,  62%  m.,  2  to  12 
in.   dia.;   28  hyd.;   20  v. 

KINGMAN,    p.    1,000.      F.    dept. — 1    hose    cart, 
1.000  ft  hose;  f.  al.,  bell;  20  vol. 
Water   Supply— Wells. 

LOWELL,  p.  3,000.  F.  dept — 1  auto.  trk.  with 
hose;  tot.  mem,  25  vol. 

Water  Supply — ^Src,  well.^;  sys.,  pump  dir.;  12 
hyd.;  pres.,  190  lbs.;  wks.  owned  by  priv.  Co. 

MORENCI,  p.  6,000.     F.  dept — 2  hose  carta,  76 
c.  hand  ex.;   3,000  ft  hose;  f.  al.,  wh.;   50  vol. 
Water  Supply— Wells. 

NOGALES,  p.  8,514;  f.  area,  6  a.;  mere,  bldgs., 
stn.,  bk.,  iron  ft  adobe,  1  to  8  stor.;  priv.,  stn., 
bk.  ft  adobe,  1  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.:  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  c  eng.,  double  cylinder,  30  gals,  each,  8 
hand  ex.,  2  h.  ft  1.  trks.,  3  hose  car.,  reels,  ftc; 
hose,  jacket,  rub.  lined;  tot.  hose,  1,600  ft;  val. 
bldg.  ft  tower,  $1,600;  val.  equip.,  $41,600;  f.  al., 
bell,   stm.    siren  ft  telp.;   tot.   mem.,   60   vol. 

Water  Supply — Src,  wells,  1^  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  res.;  res.  cap.,  1,450,000 
gals.,  loc.  \  m.  from  town;  4  pump,  eng.,  size 
2^x6  in.,  cap.  day,  600,000  gals.;  mains,  iron, 
7  to  8  m.,  2  to  8  in.  dia.;  40  hyd.;  met.;  600 
ser\'.;  pres.,  dom.  65  lbs.,  f.  100  lbs.;  cons,  day, 
600,000  gals.;  cost,  $85,000;  cost  mtce.,  $6,800; 
wks.  owned  hir  Co. 

PHOENIX,  p.  11,134;  f.  area,  168  a.;  mere  bldgs., 
hk.,  1  to  6  stor.;  priv.,  bk.,  1  to  2  stor.  F.  dept. — 
2  str.,  3  comb,  c  ft  h.  wag.  (2  h.  ft  1.  trks.  in  re- 
seT>\  11  c.  eng.  in  re-^erve,  2  hose  wag.  in  re- 
serve), 3  hose  reels,  1  auto.  pump,  eng.,  1  chiefs 
auto.,  17  c.  hand  ex.;  hose,  cot.  rub.  lined,  ^d., 
5. .500  ft.;  f.  al..  Garaewell,  1&4  bx.;  val.  equip., 
$'o3,S50;  val.  bldgs.,  $21,600;  exp.  dept,  $33,000; 
tot.  mem.,  189,  pd.  full  time  25,  vol.  114;  undrs. 
rating,  first  class. 

Water  Supply — Src,  wells,  %  m.  northeast  of 
city;  sys.,  pump  to  stdp-  ft  dir.;  stdp.  cap., 
115.000  gals.,  dim.  14  x  100;  3  pump,  eng.,  class 
comp.  dup.,  cap.  day  9,000,000  gals.;  mains,  kale- 
mein,  30  m.;  4  to  16  in.  dia.;  193  hyd.;  met, 
100;  2,844  sen-'.;  226  v.;  pipe,  iron;  pres.,  dom. 
4  2  lbs.,  f.  100  lbs.;  cons.,  annum  479.036.426 
gals.;  cost,  $330,000;  cost  mtce.,  $24,000;  wks. 
owned  by  city.  Contracts  have  been  let  for  20 
m.  of  pipe,  sizes  4  to  16  in.,  ft  104  hyd.;  cost, 
$125,000. 

PRESCOTT,  p.  5.092;  f.  area,  1,340  a.;  mere. 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  4  stor.;  priv.,  bk.,  stn.  ft 
wd.,   2   stor.;   fwks.  ft  combt  ord.     F.   dept. — 1   h. 


ft  1.  trk.,  1  auto,  trk.,  comb.  c.  eng.,  hose  cart  ft  h.  ft 
1.  wag.,  1  hose  wag.,  4  hose  car.;  2  hrs.,  2  pd. 
drivers;  hose,  cot,  rub.  lined,  gd.,  8,000  ft.;  inf., 
2,000  ft.;  tot.  hose,  5,000  ft;  f.  al.,  Gamewell  ft 
bell,  20  bx.;  tot.  mem.,  120  vol. 

Water  Supply — Src,  spr.,  20  m.  bus.  cent; 
sy^M  grav.  ft  pump  direct;  res.  cap.,  2,750,000 
gals.,  loc.  in  city;  2  pump,  eng.,  class  cross  comp., 
cap.  day  1,000,000  gals.;  mains,  wrt.  ft  c.  i.,  19% 
m.,  2  to  8  in.  dia.;  67  hyd.;  74  v.;  887  met;  887 
serv.;  pipe,  galv.  i.;  pres.,  dom.  ft  f.  70  lbs.;  cons, 
day,  300,000    gaR;    wks.   owned  by  city. 

RAY,  p.  1,000;  f.  area,  3  a.  F.  dept — 1  hose 
reel,  250  ft  hose;  f.  al.,  bell;  val.  dept.  equip., 
$78;   vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  mains, 
750  ft  4  in.  dia.;  6  hyd.;  3  v.;  pres.,  dom.  140 
lbs.;   f.   140  lbs. 

SAFFORD,  p.  1,500;  f.  area,  12  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  cause*  of  f.  inv.  F.  dept. — 1  h.  ft  1. 
trk.,  1  hose  waff.,  1  hose  reel,  12  c  hand  ex.; 
hose,  cot,  rub.  fined,  gd.,  600  ft:  f.  al.,  bell,  1 
bx.;  val.  equip.,  $1,500;  val.  bldgs.,  $200;  exp. 
dept,  $50;  tot.  mem.,  12  vol. 

Waterwks.  to  be  installed. 

TEMPE,  p.  1,478.  F.  dept — 1  hose  cart;  hose. 
1.000  ft;  f.  al.,  bell;  val.  equip.,  $1,600;  val. 
bldgs.,  $5,000;  tot.  mem.,  86  vol. 

Water  Supply — Sys.,  pump,  to  res.;  res.  cap., 
200,000  gals.;  mains,  4  to  8  in.  dia.;  82  hyd.; 
pres.,    95    lbs. 

THATCHER,  p.  1,200.  F.  dept. — 1  c  eng.;  val. 
equip.,  $525;   voL 

Water  Supply — Waterwks.   under  construction. 

TOMBSTONE,  p.  1,682;  mere  bldgs.,  wd.  ft 
adobe,  1  stor.;  wd.  rfs.  perm.  F.  dept. — 4  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft;  inf., 
500  ft;  tot  hose,  2,300  ft;  f.  al.,  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $6,000;  exp.  dept, 
$150;   vol. 

Water  Supply — Src,  spr.,  30  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  1,000,000  gals.;  mains,  7  in.  dia.; 
40  hyd.;  200  met;  pres.,  dom.  185  lbs.;  cons., 
day  300.000  gals.;  wks.   owned  by  city. 

TUCSON,  p.  18,198;  f.  area,  2  sq.  m.;  mere 
bldgs.,  adobe,  iron  ft  stn.,  1  ft  2  stor.;  priv.,  adobe, 
bk.  &  wd.,  1  stor.;  wd.  rfs.  not  perm.;  fwks.  ord. 
F.  dept — 1  c  eng.,  1  h.  ft  1.  trk.  4  hose  car.,  4 
hrs.;  hose,  cot,  rub.  lined,  gd.,  3,000  ft;  f.  al., 
bell;  val.  equip..  $8,000;  val.  bldgs.,  $3,000;  tot 
mem.,   100   vol.;   undrs.   rating,   second   class. 

Water  Supply — Src.  wells,  %  m.  bus.  cent; 
cap.  wells,  2,000,000  gals,  day;  «ys.,  pump  to 
mains  ft  stdp.;  4  pumps;  stdp.  cap.,  500.000  gals., 
dim.  32  x  80,  mat.  sheet  stl.;  8  pump.  eng..  class 
Cross  comp.,  cap.  day  10.000, ODO  gals.;  mains,  c 
ft  wrt  i.,  4  4  m.,  4  to  12  in.  dia.;  318  high-pres. 
hyd.;  95  v.;  met.;  1,400  serv.;  pipe,  galv.  i.; 
pres.,  dom.  40  lbs.,  f.  90  lbs.;  cons.,  day  24,000,- 
000  gals.;  cost,  $540,000;  wks.  owned  by  city. 

WARREN,  p.  1,200;  f.  area,  5  a.  F.  dept — 8 
how*  carts,  1,000  ft.  hose.;  tot.  mem.,  25  vol. 

Water  Supply — Src,  well;  s>-«.,  grav.;  25  hyd.; 
pres.,  125  lbs.;  wks.  owned 'by  priv.  Co. 

WICKENBURG,  p.  570.  F.  dept.— Ladders,  4 
c  hand  ex.;   f.   al.,  bell  ft  wh.;   vol. 

WILLIAMS,  p.  2,000;  f.,area,  40  a.  F.  dept— 
2  hose  carts,  1  h.  ft  1.  tfk.,  1,000  ft  hose;  val. 
equip.,  $1,500;  val.  bldgs.,  $200;  exp.  dept,  $300; 
tot    mem.,    12   vol.;   undrs.   rating,   second   class. 

Water  -Supply — Src,  dom;  1  m.  bus.  cent.;  sys.; 
grav.;  mains,  1,500  ft;  26  hyd.;  S  v.;  250  serv.; 
pres.,  dom.  50  lbs.;  f.  150  lbs.;  cost,  $40,000; 
wks.  owned  by  priv.  Co. 

WINSBORO. — F.  dept.   not  reported. 

Water  Supply — Src,  creek,  6%  m.  bus.  cent; 
sys.,  stm.  pump  to  stdp.;  stdp.  cap.,  3.300  g^als. 
mat,  stl  ;  r?s.,  3  60-ft  tk.;  2  pump,  eng.;  mains, 
c  i.,  6V^  to  8  in.  dia.;  80  hyd.;  850  v.;  wks. 
owned  by  Co, 

WINSLOW,  p.  2,881;  f.  area,  500  a.  F.  dept. — 
2  hose  carts,  1,000  ft  hose,  ladders,  axps,  hand 
ex.;  val.  equip.,  $1,000;  val.  bldgs.,  $500;  tot 
mem.,    12,    pd.    part    time. 

Water  Supply — Src,  Clear  Creek,  situated  6  m. 
bus.  section;  sys.,  pump  to  stdp.;  stdp,  cap.,  836,- 
000    gals.,   dim.    24    x    62    ft.,   mat.    stl.;    8    pump. 
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eng.t  high  prefi.,  cap.  day,  38,000  gals.;  mams,  c. 
i.,  6  m.,  2  to  8  in.  dia.;  30  hj'd.;  8  v.;  10  met.; 
pres.,  dom.  30  lbs.,  f.  100  lbs.;  cons,  day,  80,000 
gals.;  coat,  $200,000;  cost  mtce.,  $8,000;  wks. 
owned  by  A.  T.  ft  8.  F.  Ry  Co. 

YUMA,  p.  2,914.  F.  dept. — 1  c.  hand  ex.,  1 
fa.  k  I.  trk.,  6  hoee  carts,  40  f.  plugs  fed  by  S-in., 
6-in.  k  4-in.  liner  pump  prea.,  cap.  200  lbs.;  6,000 
ft.  hose;  vol. 


Water  Supply — Src,  riv.,  in  bus.  cent; 
pump,  to  res.;  res.  cap.,  1,300,000  gala.;  4  pump. 
eng. :  cap.  day,  12,000,000  gals.;  mains,  2  m., 
43  hyd. ;  400  met.;  pres.,  dom.  40  to  70  Iba.;  f.  100 
lbs.;  cost,   $60,000;  wka.  owned  by  Co. 

Places  of  1,000  or  more  population  having  no 
organized  f.  dept. — Parker.  San  Carlos,  Sasco. 

Places  of  1,000  or  more  population  not  reported- 
Benson,  Courtland,  Mesa,  Miami,  St.  Johns. 


ARKANSAS 


ARKADELPHFA,  p.  2,745;  f.  area,  960  a.;  mere, 
hldgs.,  bk.,  1  &  2  stor.;  priv..  wd..  1  &  2  stor.;  wd. 
rfs.  not  perm.;  fwka.  k  combt.  ord.  F.  dept. — 1  h. 
Jt  1.  trk..  1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
600  ft.;  inf.,  600  ft.;  tot.  hose.  1.100  ft.;  f.  al., 
bell;  val.  eouip..  $1,200;  val.  bldgs..  $250;  tot. 
Riem.,  12  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src.  river.  %  m.  bus.  cent;  ays., 
pump  to  mains  k  stdp.;  stdp.  cap.,  235,000  gala., 
dim.  20  X  100,  mat.,  stl.;  2  pump,  eng.,  cap.  day 
750,000  gals.;  mains,  wrt.  i..  8  m.,  4,  6,  8  &  10 
in  dia.;  30  hyd.;   12  v.;  325  serv.;   40  met.;  pipe, 

fa!v.  i.;  pre*.,  dom.  30  to  40  lbs.;  f.  100  lbs.;  cost, 
100,000:  wks.  owned  by  private  Co. 

ARKANSAS  CITY,  p.  1,485.  F.  dept.— 1  h.  k 
1.  trk.,  2  hose  car.;  hose,  rub.  lined,  gd.,  1,500  ft.; 
inf.,  1,000  ft.;  tot.  hose,  2,500  ft. 

Water  Supply — Src,  well,  U  m.  bus.  cent.; 
8V8.,  pump  to  tank,  height  of  t.ink  104  ft.;  pres., 
46  lbs.;  res.  cap.,  40,000  gals.;  2  pump,  eng.; 
mains,  c  i..  2  m.;  22  hyd.;  5  v.;  wks.  owned  by 
R.   W.   Smith. 

AUGUSTA,  p.  1,520;  f.  area,  60  blocks;  mere, 
bldgs.,  bk.  k  wd.,  1  k  2  stor.;  priv.,  wd.,  1  &  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  f.  inv.  F. 
dept. — 3  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,600 
ft.;  f.  al.,  wh.;  val.  equip.,  $1,000;  val.  bldg..  $60; 
lot.  mem..  30  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  deep  wells,  %  m.  bus.  cent.; 
sys..  pump  to  tank  k  dir.;  res.  cap.,  60,000  gals., 
loc  in  bus.  cent.;  3  pump,  eng.,  size  6  in.;  mains, 
4%  m.,  4  to  6  in.  dia.;  26  hyd.;  20  v.;  wka.  owned 
by  Arkansas  Public  Service  Oo. 

BATESVILLE,  p.  8,399;  mere  bldgs.,  stn.  k 
bk.,  1  to  3  stor.;  fwks.  k  combt.  ord.;  not  over  60 
lbs.  powder  allowed  in  city  limits.  F.  dept. — 1 
hand  eng.,  2-hr8.  ladder  k  hose  wag.,  5  c  hand  ex«, 
2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.; 
new  hose.  1,500  ft.;  tot.  hose,  2,700  ft.;  f.  al., 
bell,  'phone  exchange;  tot.  mem.,  22  vol.;  undrs. 
rating,  second  class. 

Water  Supply— Src,  White  river,  %  m.  bus. 
cent.;  sys.,  main  to  stdp.;  stdp.  100  ft.  higher  than 
bus.  portion  of  town;  stdp.  cap.,  86,000  gals.,  dim. 
12  X  100;  mat.,  stl.;  2  pump,  eng.,  cap.  day.  760,- 

000  gals.;  mains,  c.  i.,  7  m.,  8.  6  &  4  in.  dia.;  4  5 
hvd.;  21  v.;  met.,  400;  500  serv.;  pipe,  c  i.;  pres., 
dom.  85  to  104  lbs,  f.  85  to  104  lbs.;  con^.  day, 
150,000  gals.;  cost,  $31,237;  cost  mtce.,  $4,540 ; 
wks.  owned  by  city. 

BENTONVILLE,  p.  1,056;  f.  area,  640  a.;  mere, 
bldgs.,  stn.  k  bk..  1  to  8  stor.;  priv.,  bk.  k  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combu 
ord.;  causes  f.  inv.  F.  dept. — 1  h.  k  1.  trk,.  2 
hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.; 
inf.,  200  ft.;  tot.  hose,  2,200  ft.;  f.  al.,  bell;  val. 
equip.,  $1,000;  val.  Wdgs.,  $2,500;  exp.  dept., 
$100;  tot.  mem.,  22  voL 

Water  Supply-^Src.  spr.,  3%  m.  bus.  cent.; 
sys.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  60,000  gals.» 
dim.  16  X  25;  mat.,  wd.;  res.  cap.,  600.000  gala., 
loc.  3>/4  m.  east  of  town;  2  pump,  eng.,  class 
comp.,  cap.  day  2,880,000  gals.;  mains,  c  i..  9 
m..  8,  6  &  4  in.  dia.;  60  hyd.;  10  v.;  met.,  10; 
360  serv.;  pipe.  galv.  i.;  pres.,  dom.  60  lbs.,  f.  85 
lbs.;  cons,  day,  65,000  gals.;  cost,  $35,000;  cost 
mtce.,  $1,000;  wks.  owned  by  city. 

BLACK  ROCK.  p.  1,078.  F.  dept. — 1  c.  eng.; 
f.  al..  bell;  tot.  mem.,   100  vol. 

Water  Supply — Src,  wella  k  river  close  by,  with 
bucket  brigade. 

BLYTHEVILLE,  p.  8,849;  f.  area,  12  a.;  mere 
bldgs.,  bk.   k  stn.,   1   to  3  stor.;  priv.,  stn.  &  wd., 

1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al., 
wh.;  vol.  f.  dept. 


BRINKLEY,  p.  1.740;  mere  bldgs..  wd.  k  bk..  1 
k  2  stor.;  priv.,  wd.,  1  &  2  stor.;  wd.  rfs.  perm.; 
fwks.  k  combt.  ord.     F.  dept. — 1  hand  eng.,  force 

{>ump,  1  h.  &  I.  trk.,  3  hose  car.;  hose.  cot.,  rub. 
ined,  gd..  1.200  ft.;  f.  al..  bell;  val.  equip.,  $2,600; 
val.  bldgs.,  $500;  exp.  dept.,  $250;  lot.  mem.,  30. 
part  time  pd. ;  undrs.  rating,  third  class. 

Water  Supply — Src,  well,  1,000  ft.  bus.  cent.; 
sys..  pump  dir.:  1  pump,  eng.,  class  dup..  cap. 
day  600,000  gals.;  mains,  c.  i.,  1  ^A  ni.,  6  to  10 
in.  dia.;  42  hyd.;  pres.,  f.  80  lbs.;  cost.  $7,000; 
cost  mtce.,  $1,800. 

CAMDEN,  p.  3.995;  f.  area,  150  a.;  mere  bldgs.. 
bk.,  1  to  3  stor.;  priv.,  wd.,  1  &  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  k  I.  trk.,  1  hose  wag..  1  hose  car., 
2  hrs. ;  hoee.  cot.,  rub.  lined,  gd.,  1,200  ft.;  rub.. 
gd.,  400  ft.;  inf.,  800  ft.;  tot.  hose,  2,400  ft.; 
f.  al.,  bell  k  elec,  1  bx.;  val.  equip.,  $3,000;  vs.L 
bldgs.,  $10,000;  exp.  dept..  $1,200;  tot.  mem.. 
21;  pd.  full  time  1,  vol.  20,  undrs.  rating,  third 
cla^w. 

Water  Supply — Src.  river;  sys.,  pump  lo  stdp.; 
stdp.  75  X  16,  cap.  99,000  gals.;  2  pump,  eag., 
class  comp.  dup.,  cap.  day  760,000  gals.;  mains. 
6V4  Tn.,  4  to  10  in.  dia.;  47  hyd.;  prea.,  dom.  50 
lbs.,  f.  100  lbs.;  cost,  $48,000;  cost  mtce.,  $2,800; 
wks.   owned   by   Co. 

CLARKSVILLE,  p.  2,500;  f.  area,  320  a.  F. 
dept. — 1  comb.  1.  A:  hose  trk.,  2  hose  reels,  c. 
hand  ex.:  hose,  cot.,  rub.  lined,  gd.,  1,500  ft,; 
f.  al.,  bell;  val.  equip.,  $2,500;  val.  bldgs..  $1,600; 
tot.  mem.,  22,  pd.  part  time;  undrs.  rating,  fourtn 
cla-s. 

Water  Supply — .Src,  well  k  strm.,  1  m.  bu<. 
cent.;  sys..  pump,  to  stdp.;  stdp.  cap,  50,000  gaU. : 
1  pump,  eng,  cap.  day,  360.000  gals.;  mains.  ♦  to 
8  in.  dia.;  4.5  hvd.:  90  v.;  pros.,  dom.  S5  lbi«,, 
f.  100  lbs.;  cost,  $75,000;  cost  mtce.,  $2,000; 
wks.    owne<I    by    municipality. 

CONWAY,  p.  2,794;  f.  area,  1.200  a.  F.  dept. — 
Hose  k  3  hose  carts;  vol.;  val.  equip..  $1,700; 
val.  bldgs.,  $00. 

Water  Supply — Src,  creek..  1  m.  bus.  cent.;  sys., 
dir.  pres.;  cost,  $9,000;  wks.  owned  by  city. 

COTTER,  p.    1,000;   f.   area,    20   a.     F.   dept. — 

1  c  eng.:  val.  equip.,  $750;  tot.  mem.,  vol. 
Water  Supply — Src,  river. 

DARDANELLE,  p.  1,757;  f.  area,  78  blocks; 
mere,  bldgs.,  bk.  k  wd.,  I  k  2  stor.;  priv.,  bk.  k 
wd.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  hose  wag.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  700  ft.;  inf.,  800  ft.;  tot. 
hoae,  1,000  ft.;  exp.  dept.,  $1,600;  tot.  mem..  iS 
vol. 

Water  Supply — Src,  spr.,  6  m.  bus.  cent.;  sys., 
grav.,    pump   to   stdp.;    stdp.    cap.,    176,000    gals.; 

2  pump.  eng..  cap.  day  300,000  gals.;  mains.  9  m.. 
2  to  6  in.  dia.;  24  hyd.;  met.,  12;  275  serv.;  pres.. 
dom.  130  lbs.,  f.  75  lbs.;  cost,  $27,000;  cost 
mtce.,  $300. 

DEQUEEN,  p.  2.500;  f.  area.  160  a.  F.  dept. — 
2  hose  carts  &  reels;  1.000  ft.  hose;  val.  equip.. 
$1,250;  tot.  mem.,  20  vol.;  undrs.  rating,  third 
class. 

Water  Supply — Src,  8  wells.  1  m.  bus.  cent.; 
sy«.,  pump;  3  pump,  eng.;  cap.  day.  864.000  gals.; 
xnains,  7  Ms  m.,  21  hyd.;  24  v.;  250  serv.;  prM., 
dom.  55  lbs.;  f.  110  lbs.;  cost,  $25,000;  cost  mtce^ 
$2,400;  wks.  owned  by  city. 

ELDORADO,  p.  4,202;  bldgs..  wd.  k  bk.;  wd. 
rfs.  not  perm.  P.  dept. — 1  hose  wag.,  2  chem. 
tanks  k  ladders,  1  pd.  driver;  hose,  cot.,  rub.  lined. 
gd.,  2,500  ft.;  f.  al.,  bell  k  wh.;  tot.  mem.,  15 
vol. 

Water  Supply — Large  wells. 
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EUREKA  SPRINGS,  CftrroU  Co.,  p.  8.«2S;  mere, 
bldgs.,  wd.,  bk.  k  stn.,  1  to  6  stor.;  priv.,  wd.,  1 
k  2  Btor.;  wd.  rft.  not  perm,  in  f.  areft*.  fwka.  k 
combt.  ord.;  causes  of  t.  inv.  F.  dept. — 6  e.  hand 
ex.,  3  hose  ear.;  hose,  cot.,  rub.  lined,  gd.,  1,200 
ft.;  inf.,  SOO  ft.;  tot.  hose,  1,500  ft.;  f.  al.,  bell; 
val.  equip.,  $2,000;  val.  station,  $250;  exp.  dept., 
$200;  tot.   menu,   50  vol. 

Water  Supply — Src.,  spr.,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  86,000  gals.,  dim. 
12  X  100.  loc.  on  high  point  in  city  limits;  mac, 
boiler  i.;  res.  cap.,  25,000,000  gals.,  loc.  IH  m. 
bus.  cent.;  2  pump,  eng.,  class  comp.  dup.,  cap. 
day  720,000  gals.;  mains,  c.  i.,  9  m.,  4  to  10  in. 
dia.;  do  hyd. ;  28  v.;  met.,  189;  680  serv.;  pipe, 
lead;  pros.,  dom.  40  to  150  lbs.,  f.  176  lbs.;  cons, 
day.  150,000  gals.;  cost.  $90,000;  cost  mtce., 
^3.000;  wks.  owned  by  city. 

FAYETTEVILLE.  p.  4,471;  mere,  bldgs.,  blc  k 
wd.,  1  to  5  Btor.;  pnv..  bk.  k  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area:  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  hose  k  ladder  wag.;  1  hose 
reel;  hos^e,  cot.,  rub.  lined,  2,750  ft.;  f.  al.,  bell  k 
elcc.  gong;  val.  equip.,  $1,800;  val.  bldgs..  $5,000; 
exp.  dept.,  $1,200;  tot.  mem.,  30,  pd.  full  time  1, 
pd.   part   time    1,   vol.    28. 

Water  Supply — Src,  river.  2^  m.  bus.  cent.; 
sys.,  gniv. ;  res.  cap.,  537,014  gab.;  3  pumps;  cap. 
day,  1,500.000  gala.;  mains,  c.  i.,  12  m.,  4  to  12 
in.  dia.;  fi7  hyd.;  25  v.;  met,  600;  1,100  serv.; 
prt^.,  f.  80  lbs.;  cons,  day,  600,000  gals.;  cost, 
$200,000;  cost  mtce.,  $10,000;  \vk«.  owned  by 
city. 

FORDYCE,  p.  8,000;  f.  area,  160  a.  F.  dept. — 
1  hose  wag.,  1.000  ft.  hose;  val.  equip.,  $2,500; 
exp.  dept.,  $350;  tot.  mem.,  7,  pd.  part  time; 
undrs.  rating,  third  class. 

Water  Supply — ^Src,  deep  well,  1  m.  bus.  cent.; 
sys.,  pump.;  2  pump,  eng.;  mains,  8  m.;  24  hyd.; 
28  v.;  pres.,  dom.  65  lbs.,  f.  85  lbs.;  cost,  $40,000; 
wks.  owned  by  Co. 

FORREST  CITY,  p.  8,000;  f.  area,  160  a.;  mere. 
bldg9.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  <fe  2  stor.; 
wd.  rfs.  perm,  in  certain  districts  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  hose 
>vag.,  4  hose  reels,  1  hrs. ;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft;  rub.,  gd.,  1,000  ft.;  tot  hose, 
•2,t00  ft.;  f.  al.,  telp.,  bell  k  wh.;  val.  equip., 
$1,500;  vul.  bldgs.,  $500;  exp.  dept,  $2,000;  tot. 
mem.,  16  vol. 

Water  Supply — Src,  wells,  850  yds.  bus.  cent.; 
sys.,  pump  to  res.  k  dir.;  res.  cap.,  75,000  gals.; 
pres.,  dom.  40  lbs.,  f.  125  lbs.;  pump.  eng..  cap. 
day  300.000  gals.;  mains,  c.  i.,  4  m.;  22  double 
k  18  single  hyd.;  met,  45;  805  serv.;  cost,  $60,« 
000;   cost  mtce.,  $5,000. 

FORT  SMITH,  p.  23,975;  mere,  bldgs.,  stn.  k 
bk.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  1  to  8  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  12  c.  hand  ex., 
3  comb,  hose  k  c.  wag.,  2  hose  wag.,  1  chief's  auto, 
1  h.  &  1.  trk.,  1  supply  wag.,  17  hrs.;  hose,  11,054 
ft..  1,150  ft.  in  reserve;  i.  al.,  telp.;  val.  equip., 
$18,000;  val.  bldgs.,  $80,000;  tot.  mem.,  28,  pd. 
full  time. 

Watsr  Supply — Src,  river,  1%  m.  bus.  cent.;  sys., 
grrav.,  pump  to  res.  k  dir.;  stdp.  cap.,  500,000 
gals.,  dim.  80  z  100;  mat,  iron;  res.  cap.,  14.000,* 
000  gals.,  loc  185  ft.  above  low  water,  south  of 
city;  2  pump,  eng.,  cla^s,  low  sen-.;  cap.  day,  10,000,- 

000  gals.;  mains,  c  i.,  50 1>^  m.,  4  to  20  in.  dia.; 
336  hyd.;  381  v.;  met,  1,200;  3,937  serv.;  pipe, 
gal  v.  i.  k  lead;  pres.,  dom.  45  lbs.,  f.  120  Ibe. ; 
cons,    day,   2,531,000   gals.;   wks.    owned   by   Co. 

QRAVETT,  p.   569.     F.  dept. — Not  reported. 

Watsr  Supply — Src,  deep  well,  hi  m.  bus.  cent; 
•vs.,  pump  to  stdp. ;  stdp.  cap.,  50,000  gals. ;  mains, 
c    i.;  cost,  $15,000;  wks.  owned  by  city. 

HAMBURG,  p.  3,000.  F.  dept — 2  hose  carts, 
1,000  ft.  hose;  val.  equipt,  $1,400;  tot  mem.,  20 
vol. 

Watsr  Supply — Src.  not  reported. 

HARRISON,  p.  1,602;  f.  area,  10  a.;  mere. 
bldi?s.,  wd.,  bk.  k  stn.,  1  &  2  stor.;  priv.,  wd.,  bk. 
&  <tn.,  1  &  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.   k  combt.  ord.;  causes  of  f.   inv.     F.   dept. — 

1  c.  eng..  2  hose  carts,   1,000  ft   hose;  f.  al.,  wh. 
Water   Supply — Src,   spr.,    2    blocks   bus.    cent.; 

sys.,  pump'  to  res.  k  stdp.;  stdp.  cap.,  25.000  gals.; 
3  pump,  eng.,  cap.  day,  50,000  gals.;  mains,  7  ^  m. 
-S    to   4   in.  dia.;   250  ser\'.;  pres.,   50  to   150   lbs.; 


cost,  $6,000;  wks.  owned  by  Electric  Light  k  Ice 
Co. 

HELENA,  p.  8,772;  mere  bldn.,  bk.,  iron,  stn, 
cone  k  wd.,  2  to  6  stor.;  priv.,  bk.,  wd,  k  eonc; 
wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  str.,  2  c.  hand  ex.,  1  h.  &  1.  trk., 
1  hose  wag.,  1  hose  reel,  4  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  1,260  ft;  f.  aL,  bell  k  elec,  125  bx.; 
val.  equip.,  SI 0,000;  vaL  bldgs.,  $18,500;  tot. 
mem.  9,  pd.  full  time;  undrs.  rating,  second  clsas. 

Watsr  supply — Src,  artesian  wells,  5  blocks  bus. 
cent.;  sys.,  pump  to  res.  k  dir.;  res.  cap.,  1,000,000 
gals.;  mains,  c  i.;  109  hyd.;  met,  775;  2.200 
serv.;  pres.,  dom.  60  to  70  lbs.,  f.  90  to  180  lbs.; 
cons,  day,  2,000,000  gals.;  wks.  owned  by  priv. 
party. 

HOPE,  p.  8,689.  F.  dept. — 1  comb,  c  k  hose 
wag,  2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag..  1 
hose  reel;  hose,  cot,  rub.  lined,  gd.,  1.800  ft; 
rub.,  gd.,  150  ft;  tot  hose,  1.050  ft;  f.  al.,  telp. 
&  wh.;  val.  equip.,  $5,000;  val.  bldgs..  $8,000; 
exp.  dept.  $2,000;  tot.  mem.,  10;  pd.  full  time  3, 
pd.  part  time.   7;  undrs.  rating,   fourth  class. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  235,000  gals.;  met.,  400;  cons,  capita,  80 
gals.;  cost,  $60,000;  cost  mtce.,  $7,000;  wks. 
owned  by  town. 

HOT  SPRINGS,  p.  14.484;  mere  bldgs.,  stn.  ft 
bk.,  2  to  4  str,;  priv.,  bk.  ft  wd.,  2  str.;  wd.  rfs. 
not  perm,  in  f.  area;  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  auto.  comb,  c  ft  h.  wag.,  2  str.,  1  comb, 
c.  &  hose  wag.,  8  c.  hand  ex.,  3  hose  wag.,  1  chiefs 
wag.,  7  hrs.;  hose,  cot,  rub.  lined,  gd.,  8.040  ft; 
in  reserve,  1.160  ft;  f.  al.,  bell,  23  b.x.;  val.  bldgs., 
$12,000;  exp.  dept,  $10,720;  tot  mem.,  17,  pd. 
full-  time. 

Water  Supply — Src,  spr.  ft  creek,  lU  m.  bus. 
cent;  sys.,  pump  to  res.;  res.  cap..  500,000  gals.; 
4  pump,  eng.;  cap.  day,  8.500,000  gals.;  mains, 
c  I.,  16%  m..  4  to  12  in.  dia.;  188  hyd.;  101  v.; 
2,400  serv.;  pres.,  dom.  110  lbs.,  f.  120  lbs.;  cost, 
$250,000;  cost  mtce.,  $6,000;  wks.  owned  by  Co. 

JONESBORO,  p.  7,123;  f.  area,  640  a.;  mere 
bldgs..  bk.,  2  to  3  stor.;  priv.,  wd.,  2  stor.;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1. 
trk..  1  hose  wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd., 
1,600  ft;  inf.,  800  ft.;  tot  hose,  2,800  ft;  f.  al., 
wh.  ft  telp.;  val.  equip.,  $1,500;  exp.  dept.,  $1,200; 
tot.  mem.  12,  pd.  full  time  1,  vol.  11;  undrs.  rat- 
ing, third  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  sv«., 
pump  to  nnn'ns  ft  stdp.;  stdp.  cap.,  100,000  gals.; 
re«.  cap.,  3.50,000  gals.,  loc.  at  plant;  3  pump,  eng., 
class  comp.,  cap.  day  4.000,000  gals.;  mains,  c  i., 
18  m.,  4  to  12  in-  dia.:  106  hyd.;  32  v.;  met, 
215;  1,S00  serv.;  pipe,  eralv.  i.;  pfes.,  dom.  615  lbs., 
f.  loo  lbs.;  con.s.  day,  ^.50,000  gals.;  cost  for  water 
ft  light  combined,  $210,000;   wks.  owned  by  city. 

LITTLE  ROCK,  p.  45,941;  mere  bldgs.,  cone, 
stn.  ft  bk.,  1  to  11  stor.;  priv.,  stn.,  bk.  ft  wd.,  1  ft 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  cau.«es  of  f.  inv.  F.  dept — 1  auto.  comb,  e  ft 
h.  wag.,  2  auto.  comb,  hose  ft  pump,  eng.,  2  stm. 
eng.,  1  in  Te.-sorve,  1  chief's  auto,  2  auto,  emergency 
COTS.,  19  c.  hand  ex.,  1  aer.  trk.,  tractor  drawn,  1  h. 
ft  1.  trk.,  1  in  reserve,  1  comb,  hcse  wag.,  8  hose 
wag.,  12  liTS. ;  hose  cot,  rub.  lined,  gd.,  11,500 
ft.;  f.  al.,  Gamewell.  89  bx.;  val.  equip.,  $96,832; 
val.  bldgs.,  $81,319;  exp.  dept,  $138,947;  tot 
mem.,   49,   pd.   full   time. 

Water  Supply — Src,  river,  1%  m.  bus.  cent;  sys., 
pump  to  res.  ft  dir.;  stdp.  cap.,  800,000  gals.,  dim. 
20  X  125;  mat,  boiler  L;  res.  cap.,  18,000,000 
gals.;  6  pump,  eng.,  class  comp.,  cap.  day  14,000,< 
000  gals.;  mains,  c  i.,  75  m.,  4  to  24  in.  dia.;  499 
hyd.;  7,110  serv.;  432  v.;  met,  8,620;  pipe,  galv.  i. 
ft  lead;  pres.,  dom.  1  to  90  lbs.;  wks.  owned  oy  Co. 

LONOKE,  p.  1,647.  F.  dept. — None.  Undrs. 
rating,  fourth  claas. 

Watsr  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  15,000  gals.;  new  stdp.  cap.,  500  bbls.; 
mains,  1^  m.;  800  serv.;  cost,  $4,500;  cost  mtce., 
$500. 

MARIANNA,  p.  4.310;  f.  area,  60  a.;  mere  bldgs., 
bk.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  21  e  hand  ex.,  1 
hose  wag.,  5  hose  car.,  21  hrs.;  hose,  cot,  rub. 
lined,  gd.,  1.200  ft;  f.  al.,  bell;  val.  bldgs.,  $1,600; 
tot.    mem.,   16    vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.  ft 
stdp. ;- res.,  96,000  gals,  cap.;  2  pumps,  cap.  660,* 
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000  gals,  daj;  prea.,  dom.  60  lbs.,  f.  100  lbs.;  2% 
m.,  4  to  8  in.  mains;  55  hyd.;  stdp.  cap.,  105,000 
gals.;  met.,  5;  pres.,  f.  200  lbs.;  cons,  day,  20,000 
gals.;  wks.  owned  by  town. 

MEN  A,  p.  8,958.  F.  dept. — 1  h.  k  1.  trk.,  2  hose 
carts  &  600  ft.  2% -in.  hose;  lowest  pres.,  75  lbs.; 
hiffhest,  112  lbs.;  tot.  mem.,  20  vol. 

Water  Supply — Src,  spr.  k  wells;  sys.,  grav.; 
stdp.  cap.,  175,000  gals.;  dim.  24  x  54;  mat.,  boiler; 
i.;  res.  cap.,  183,000  gals.;  daily  cons.,  80,000 
gals.;  mains,  c.  i.,  8  m..  4  to  12  in.  dia.;  62  hyd.; 
15  v.;  met.,  112;  pres.,  dom.  110  lbs.,  f.  110  lbs.; 
cost,  $50,000;  cost  mtce.,  $360;  wks.  owned  by 
city. 

MONTICELLO.  p.  2,274.  F.  dept.— 1  hose  cart; 
hose,  gd.,  1,500  ft.;  tot.  mem.,  18  vol.;  undrs.  rat- 
ing, third    class. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sys., 
pump  to  res.  k  dir.;  res.  cap.,  100,000  gals.; 
mains,  5  m.,  4  to  8  in.  dia.;  30  hyd.;  met.,  76; 
875  serv.;  pres.,  f.  120  lbs.;  cost,  $80,000;  cost 
mtce.,   $5,000. 

MORRILTON,  p.  2,424;  f.  area,  1  sq.  m.  F. 
dept. — 1  h.  k  1.  trk.,  2  hose  carts;  val.  equip., 
$1,000. 

Water  Supply — Src,  river,  creek  k  spr.;  coat, 
$50,000. 

NEWPORT,  p.  8,557;  f.  area,  500  a.;  mere 
bldgs..  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  k  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hose  wag.,  1  hose  car., 
2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f.  al., 
bell  k  wh.;  val.  equip.,  $1,500;  val.  bldgs.,  $4,000; 
exp.  dept.,  $4,000;  tot  mem.,  10  vol. 

Water  Supply — Src,  river,  %  m.  bus.  cent.;  sys., 
pump,  to  stdp.;  stdp.  cap.,  70,000  gals.,  dim.  24  x 
1*0.  lor.  3,000  ft.  station,  mat.  stl.;  2  pumn. 
eng.,  cap.  day,  2,250,000  gals.;  mains,  c.  i.,  7*k4 
m.,  4  to  8  in.  dia.;  76  hyd.;  41  v.;  met.,  40; 
800  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f. 
75  to  90  lbs.;  cons,  day,  500,000  gals.;  cost,  $90,- 
000;  wks.  owned  by  Co. 

OSCEOLA,  p.  1,769.  F.  dept. — 2  hose  carta, 
1,000  ft.  hose;  vol. 

Water  Supply — Well,  %  m.  bus.  cent.;  sys.,  pump 
to  stdp.;  stdp.  cap.,  50,000  gala.;  2  pump,  eng., 
cap.  day  504,000  gals. 

PARAGOULD,  p.  5,248;  mere  bldgs.,  bk.,  8  stor.; 
priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.; 
val.  equip.,  $700;  val.  bldgs.,  $800;  tot.  mem.,  11, 
vol.  10.  pd.  full  time  1;  undrs.  rating,  third  daaa. 

Water  Supply — Src.  wells.  H  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  190,000  flr^ls.,  loc  pump 
station;  2  pump,  eng.,  cap.  day  750,000  gals.; 
mains,  c.  i.,  8  m.,  4  to  10  in.  dia.;  61  hyd.;  1.042 
serv.;  pipe,  c  1.;  pres..  dom.  63  lbs.,  f.  100  lbs.; 
cons.  day.  150,000  gals.;  cost,  $28,000;  cost  mtce., 
$3,400;  wks.  owned  by  city. 

PARIS,  p.  1,497.  F.  dept. — ^h.  k  I.,  buckets,  2 
hose  car.;  vol. 

PINE  BLUFF,  p.  15.102;  f.  area,  400  a.;  mere 
bldg^..  bk.,  1  to  5  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  chief's  auto,  1  h. 
A:  1.  trk.,  6  c.  h.qnd  ex.,  3  hose  wag.,  1  supply  wae., 
9  hrs.;  hose,  cot.,  rub.  lined,  gtl.,  5.100  ft.;  f.  al., 
telp.;  val.  equip.,  $9,000;  val.  bldgs..  $10,000; 
exp.  dept.,  $7,000;  tot.  mem.,  15,  pd.  full  time. 

Water  Supply — Src,  deep  wells,  %  m.  bus.  cent.; 
res.  cap.,  3,000,000  gals.;  sys.,  pump  dir.  to  mains; 
2  pump,  eng.,  class  triple  expansion  dup.,  cap.  day 
8.000,000  gals.;  mains,  40  m.,  4  to  20  in.  dia.; 
312  hyd.;  239  v.;  met,  2,410;  serv.,  2,410;  pipe, 
galv.  i,;  pres.,  dom.  50  Iba.,  f.  100  lbs.;  con«.  day, 
1,160,000  gals.;  cost,  $450,000;  wks.  owned  by  Co. 

PRESCOTT,  p.  2.705;  mere  bldgs.,  bk.  k  wd.,  1 
k  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  inf., 
800  ft.;  tot.  hose,  1.300  ft.;  f.  al.,  wh.;  tot.  mem., 
12  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wella,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  85.000  gals.;  res. 
cap.,.  40,000  gals.;  1  pump,  eng.,  class  comp. 
dup.,  cap.  day,  60,000  gals.;  mairns,  c.  i.,  4  m., 
4  to  8  in.  dia.:  275  ser\-. ;  16  hyd.;  4.S  met.:  pres. 
dom.  40  lbs.,  f.  110  lbs.;  cons,  day  255,000  gals.; 
cost,  $25,000;  cost  mtce..  $3,600;  wks.  owned  by 
city. 


ROQERS,  Benton  county,  p.  2,820;  mere  bldgs., 
bk.  k  stn.,  2  stor.;  priv.,  wd.  k  bk.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hoae  car.;  hose,  cot.,  rub.  lined,  gd.,  600 
ft.;  inf.,  600  ft;  tot  hose,  1,100  ft;  f.  al.  bell; 
val.  equip.,  $1,000;  val.  bldga.,  $1,000;  tot.  meoL, 
20  vol. 

Water  Supply — Src,  spr.,  8,000  ft.  bus.  cent; 
stdp.  cap.,  75,000  gals.;  mat.  scl.;  8  pump,  eng.; 
class,  comp.;  cap.  day  1,360,000  «ils. ;  mains,  e  i.. 
20  m.,  4  to  8  in.  dia.;  wks.  owned  by  priv.  Co. 

RUSSELLVILLE,  p.  2.936;  f.  area,  40  a.;  mere 
bldgs..  bk.,  3  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 2  h.  ft  1.  trk.,  1  aer.  trk..  I  hose  wajj., 
2  hxB. ;  hose,  rub.  lined,  gd.,  1,4  50  ft.;  vol. 

Water  Supply — Src,  running  strm.,  4  1-3  m.  bos. 
cent;  sys.,  grav.;  res.  cap..  665,000  gals.;  2  pump, 
eng.,  comb.  cap.  day  1,000,000  gals.;  mains,  e  L, 
12  m.  6  to  8  in.  dia.;  42  hyd.:  26  v.;  200  met; 
pipe,  c  i. ;  pres.,  dom.  ft  f.  70  lbs.;  cons,  day,  300 

000  gals.;  cost  $80,000;  cost  mtce.,  $1,200;  wks. 
owned  by  priv.   Co. 

SliLOAM  SPRINGS,  p.  2,405;  f.  area,  800  a.; 
mere,   bidgrs.,  bk.  ft  stn.,    1    to   4   stor.;   priv.,    wd., 

1  ft  2  stor.;  wd.  riis.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft 
1.  trk.,  3  hose  reels.;  hose,  cot,  rub.  lined,  gd., 
1,900  ft;  rub.,  gd.,  100  ft.;  tot  hose,  2,000  ft.; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $2,200;  exp.  dept. 
$200;   tot.   mem.,   22,  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  m., 
grav.;  stdp.  cap.  120,000  gals.,  mat.  iron;  res.  loe 
in  city;  1  pump.  cap.  1,080,000  g&ls.  day;  I 
pump,  eng.,  clasa  dup.,  cap.  day  720,000  nla.; 
mains,  c  i.,  1  in..  6  in.,  4  in.  ft  2  in.  dia.;  40  hyd.; 
60  v.;  met.  10;  350  serv.;  pipe,  caat  1.;  8  m.,  8  in., 
6  in.  ft  4  m. ;  pres.,  dom.  50  lbs.,  f.  50  lbs.;  cons, 
day.  280,000  gals.;  cost,  $50,000;  cost  mtce.. 
$7,500;  wks.  owned  by  city. 

SPRINOOALE,   p.    2,000.      F.    dept — 1    e    eng. 

2  tanks.  800  ft  hose;  ladders,  poles  and  extra 
cart;  val.  equip.,  $1,000;  exp.  dept,  $100;  tot 
mem.,   20   vol.,   undra.   rating,    fourth   class. 

Water  Supply — Src,   wells. 

STAMPS,  p.  2,500;  f.  area,  160  a.  F.  dept. — 3 
hand  hose  reels,  2,400  ft  hose;  vol.;  val.  equip., 
$1,000. 

Water  Supply — Src,  res..  1  m.  bus.  cent.:  sys,. 
pump.;  6  pump,  eng.;  cap.  day  2.000,000  gals.; 
200  hyd.;  pres.,  dom.  80  lbs.,  f.  110  to  ISO  lb«.; 
wks.  owned  by  priv.  Co. 

STUTTGART,  p.  2,740.  F.  dept. — 1  e  eng.,  2 
hose  carts,  buckets,  ladders  ft  axes;  hose.  cot.,  rub. 
lined,  gd.,  1,700  ft;  f.  al.,  telp.;  tot  mem.,  20  vol. 

Water  Supply — Src,  wells,  near  bus.  cent;  60,- 
000-gal.  cone  res.;  sys.,  pump  to  stdp.;  stdp.  cap., 
20,000  gals.;  2  pump,  eng.,  class  cyl.  dup.,  cap.  day, 
280,000  gals.;  mains,  e  i.,  8  m.,  6  in.  dia.;  80  hyd.; 
20  v.;  pres.,  dom.  40  lbs.,  f.  140  lbs.;  cost,  $28,* 
000;  cost  mtce.,  $4,200;  wks.  owned  by  Co. 

TEXARKANA,  p.  5,655.  F.  dept. — 1  str.,  2  aute 
triple  comb.  hose,  car.,  ladder  ft  pump.  eng..  1  comb, 
h.  ft  1.  trk.  ft  e  eng..  1  comb,  hose  car.  ft  lad- 
der wag.,  2  auto.  comb,  hose  car.  ft  1.  trka..  I 
hose  wag..  2  delude  sets,  1  chief's  car  with  c,  2  hr».: 
hose,  cot.,  rub.  hned,  gd..  8,600  ft.;  f.  al.  sj-s., 
Gamewcll,  43  bx.;  tot.  mem.  62,  pd.  full  time  19. 
vol.    43;   undrs.   rating,  second   class. 

Water  Supply — Src,  deep  well  ft  spr.,  sys..  pump 
to  stdp.,  cap.  260,000  gals.;  res.  cap..  3.000,000 
gals.;  2  pump,  eng.,  class  dup.  ft  trip.  exp..  cap. 
day  4.000.000  gals.;  mains,  c  i..  30  m..  4  to  If 
in.  dia.;  2,071  met.;  2.071  serv.;  187  v.;  74  hyd.: 
pres.,  dom.   40  lbs.,  f.   70  lbs.;  wks.  owned  by  Co. 

VAN  BUREN,  p.  8,878;  f.  area.  650  a.;  mere 
bldgs.,  bk.  ft  wd..  1  to  3  stor;  priv..  wd..  1  ft  2 
stor. ;  wd.  rfs.  not  perm. ;  fwks.  ft  combt  ord. ;  causes 
of  f.  not  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.,  I 
2-hr8.  comb,  wag.,  2  hand  hose  reels;  hose,  new,  oot. 
1.000  ft;  rub.,  gd..  300  ft.;  tot  hoee,  1,800  ft: 
f.  al..  bell;  val.  equip.,  $2,250;  val.  bldgs..  $1,500: 
exp.  dept,  $1,200;  tot.  mem.,  60  vol.;  undra.  ratixig. 
third  class. 

Water  Supply — Src.  creek,  8  m.  bus.  cent;  sya., 
pump  to  res.;  2  pump,  eng.,  daaa  comp.  dup..  cap. 
day  1,500,000  gals.;  mains,  e  i.,  9  m.,  4  to  8  in. 
dia.;  44  hyd.;  11  v.;  meters,  20;  650  serv.:  pipe, 
galv.  i.  ft  lead:  pres..  dom.  107  Iba.,  f.  107  Itm.: 
cons,  day,  500,000  gala,;  cost,  $55,000;  wks. 
by  Co. 
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WALNUT  RIDGE,  p.  1.798;  f.  area,  25  a.;  mere, 
bidgs.,  bk.,  1  ft  2  Btor.;  priv.  dwellings,  wd.,  1  A;  2 
8tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  tt  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb,  c  ft  h. 
wag.;  f.  al.,  bell;  vaL  equip.,  $1,500;  val.  bldgs., 
$75. 

WaUf  Supply — Src,  waterwrks.,  a  few  priY.  tanks. 

WYNNE,  p  2,353.  F.  dept. — 3  hose  car.,1  h.  ft  1. 
irk.;  hose,  cot.,  rub.  lined,  gd.,  1.000  ft.;  tot. 
mem.,  18  vol.;  undrs.  rating,  fourth  class. 


Watsr  Supply — Src,  wells;  sys.,  pump  to  stpd.  ft 
dir.;  stdp.  cap.,  85,000  gals,  day;  mains,  4  in.,  6 
in.  ft  8  in.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cost, 
$21,000;  cost  mtce.,  $8,000;  wks.  owned  by  town. 

Places  of  1,000  or  more  population  having  no 
organized  Are  dept. — Atkins,  Benton,  Blackro<^, 
Booneville,  Clarendon,  Coal  Hill,  Coming,  Cotton 
iPlant,  Gurdon,  Junction,  Lonoke,  Magnolia,  Malvern, 
Mammoth  Springs,  Morrillton,  Nashville,  Searcy. 
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ALAMEDA,  p.  24,000;  f.  area,  3,274  a.;  mere. 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor. ;  priv.,  wd.,  2  to  4 
stor.;  wd.  rfs.  not  perm,  in  f.  limits;  combt.  ord.; 
causes  of  f.  inv.  F.  dept.— '2  auto,  str.,  1  str., 
12  c.  hand  ex.,  .1  auto.  h.  ft  1.  trk.,  8  hose  wag.,  1 
chiefs  auto.,  2  auto.  comb.  c.  ft  h.  wag.,  1  c.  ^ng., 

9  hrs.;   hose,  cot,   rub.  lined,  gd.,  9,200   ft.;  rub. 

fd.,  600  ft;  tot.  hose,  9,800  ft;  f.  al.,  elec,  56 
X.;  val.  equip.,  $60,000;  val.  bldgs.,  $43,900;  exp. 
dept,  $42,498;  tot.  mem.,  60,  pd.  full  time  24, 
vol.  36. 

Water  Supply — Src,  wells,  23  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  direct  to  mains;  res.  cap., 
250,000  gals.;  5  pump,  eng.,  class  horizontal  comp. 
dup.,  cap.  day  19,000,000  gals.;  mains,  c.  i..  70 
m.,  4,  6,  8,  10,  12  ft  26  in.  dia.;  267  hyd.; 
met.,  4,783;  4,733  serv.;  184  v.;  pipe,  wrt.  ft  galv. 
i.;  pres..  dom.  50  lbs.;  cons.,  day,  1,500,000  gals.; 
cost,  $638,000;  cost  mtce.,  $28,000;  wks.  owned 
by  Co. 

ALHAMBRA,  p.  5,021;  f.  area,  3,75j  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto. 
str.,  2  auto.  comb.  c.  ft  h.  wag..  1  auto.  c.  eng.,  8 
c.  hand  ex.,  1  auto.  h.  ft  1.  trk.;  hose,  cot,  rub. 
lined,  gd.,  4,500  ft;  f.  al.,  Camewell,  18  bx.;  vaL 
equip.,  $38,000;  val.  bldgs.,  $8,000;  exp.  dept, 
$11,358;  tot.  mem.,  26,  pd.  full  time  6,  pd.  part 
time  20;  call,  $6  per  month;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells,  3  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  10,000,000  gals.;  10  pump,  eng., 
class  compressed  air  snd  centrif. ;  mains,  mat, 
stl.  ft  c  i.,  100  m..  4  to  14  in.  dia.;  met,  2,000; 
150  hvd.;  pres.,  dom.  15  to  100  lbs.,  f.  20  to 
100   lbs. 

AMADOR,  p.  9S4;  f.  area,  260  s.;  mere  bldgs., 
stn.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm. 
in  f.  area;  fwka.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  40  c.  hand  ex.,  6  hose  reels; 
"hose,  cot,  rub.  lined,  gd.,  800  ft.;  inf.,  400  ft; 
tot  hose,  1,200  ft;  f.  al.,  bell,  ft  wh.;  val.  equip., 
$2,000:  val.  bldgs..  $200;  tot.  mem.,  30  vol. 

Water  Supply — Src,  lake  ft  riv.;  sys.,  grav.; 
res.  cap.,  500.000  gals.:  mains,  3  m.,  8  to  10  in. 
dia.:  50  hyd.;  9  v.:  50  serv.;  pres..  f.  112  lbs.; 
works   owned    by    Sutter   ft    Amador   Water   Co. 

ANAHEIM,    p.    2,628,      F.    dept. — 1    hand    eng., 

1  h.  ft  1.  trk..  3  hose  car.;  hose.  cot.,  rub.  lined, 
-gd.,  500  ft;  inf.,  800  ft;  tot  hose,  1,300  ft;  f. 
al.,  wh. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  170,000  gals.;  2 
pump,  eng.,  oip.  day   1,728,000  gals.;  mains,  c  i., 

10  m.,  2  to  1*2  in.  dia.;  60  hyd.;  met,  800;  pres., 
•dom.  35  lbs.,  f.  150  lbs.;  cons,  day,  860,000  gals.; 
wks.  owned  by  city. 

ANDERSON,  p.  1,610;  f.  area,  60  a.;  mere. 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord. 
T.  dept — 2  hose  car.,  buckets,  axes,  ladders  ft 
hooks;  hose,  cot,  rub.  lined,  gd.,  350  ft;  rub., 
gd.,  250  ft;  tot  hose,  600  ft;  f.  al.  bell;  val. 
equip.,   $245.85;  tot.   mem.,   21    vol. 

Water  Supply — Src,  well,  30  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  500,000  gals.;  2  pumps, 
cap.  500  gals,  min.;  mains  1%  m.,  6  in.  dia.; 
400  hyd.;  185  serv.;  pres.,  f.  55  lbs.;  cost,  $22,* 
COO;  cost  mtce.,  $900;  wks.  owned  by  Anderson 
Water  Co. 

ANGELS,  p.  3.000.  F.  dept — 2  hose  carts, 
600   ft  hose;  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
^ys.,  grav.;  res.  cap.,  150,000  gals.;  mains,  6  to 
■8   in.  dia.;  pres.,  don\.  75  lbs.,  f.  185  lbs. 


ANTIOCH,  p.  1.124.  F.  dept.— 8  c  hand  ex., 
3  hose  car.;  1,200  ft.  gd.  hose;  f.  a.,  bell;  tot. 
mem..   70   vol. 

Water  Supply — Src,  riv.;  stdp.  cap.,  100,000 
gals.;   1  pump,  eng.,  class  dup.,  cap.  day  1,800,000 

Sils.;   mains,    6,    4,    3,    2    in.    dia.;   pres.,   dom.    45 
s. 

ARCADIA,  p.  1,000;  f.  area.  6,400  a.  F.  dept. — 
hose  cart,  with  hose;  val.  equip.,  $300;  vaL  bldgs., 
$200  vol.  * 

Water  Supply — iWater  works  to  be  installed. 

ARCATA,  p.  1,121;  f.  area,  640  a.;  mere  bldgs., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  no  fwks.  ft  combt  ord.  F.  dept — 1  h. 
ft  1.  trk.,  2  c.  hand  ex.,  8  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  2,600  ft;  Inf..  800  ft;  tot  hose, 
2,900  ft.;  7.  al.,  Gamewell,  7  bx.,  bell  al.;  vaL 
equip.,  $4,000:  exp.  dept,  $250;  tot  mem.,  65 
vol.;    undrs.    rating,    flrst   class. 

Water  Supply — Src,  spr.;  sys.,  grav.;  r«»s.  cap.. 
No.  1,  700,000  gals..  No.  2,  300,000  galw.;  mains, 
6  m.,  8  to  7  in.  dia.;  26  hyd.;  pres.,  f.  110  lbs.; 
cost,   $13,000. 

ARROYO-GRANDE,  p.  1,200.  F.  dept— 1  hand 
h.  ft  1.  cart,  2  hand  hose  carts;  800  ft  gd.  hose; 
50  ft  inf.  hose;  tot  hose,  850  ft;  f.  aL,  bell;  val. 
bldffs.,   $100;   tot.    men..,    26   vol. 

Water  Supply — Src.  creek;  2  stdps.,  cap.,  20,- 
000  gals.;  res.  cap.,  60,000  gals.;  2  pump,  eng., 
cap.  day  4,000  ft  9,000  gals.;  mains,  4  in.  dia.; 
10  hyd.;  15.000-ga].  water  tower;  pres.,  donu 
25   lbs.,   f.    35   lbs. 

AUdURN,  p.  2,376;  f.  area,  700  a.;  mere  bldgs., 
wd.  ft  bk.,  1  ft  3  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,;  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  c  eng.,  1  h.  k  1.  trk.,  3  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  2,500  ft;  rub., 
gd.,  200  ft;  tot  hose,  2,700  ft;  val.  equip., 
$3,500;   val.   bldgs.,   $2,500;   tot   mem.,    00   vol. 

Water  Supply — Src,  res.,  %  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  1,000,000  gals.;  mains,  9.2  m., 
2  V^  to  16  in.  dia.;  69  hyd;  15  v.;  490  serv.;  pres., 
dom.  ft  f.,  80  to  125  lbs.;  wks.  owned  by  Pacific 
Gas   ft   Electric   Co. 

AZUSA,  p.  1,477;  mere  bldgs.,  bk.  ft  wd.,  1  ft  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — -1  hand  c  eng.,  1  hose 
reel,  1  hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  1,200 
ft.;  f.  al.,  bell;  tot  mem.,  25  vol. 

Water  Supply — Src,  riv.;  2  res.,  cap.  276,000 
gals.;  mains,  4  ft  2  in.  dia.;  20  hyd.;  pres..  dom. 
25    lbs. 

BADEN,  p.  2.000.  F.  dept. — 2  hose  car.;  hose, 
gd.,   800   ft;   tot.  mem.,   16   vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  1,000,000 
gals.;  res.  cap.,  1,500,000  gals.;  1  pump,  eng., 
clasis  centrif..  cap.   day   2.000,000  gals;   72  hyd. 

BAKERSFIELD,  p.  12,727;  f.  area,  40  blocks; 
mere  bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  1  to  3 
stor.;  wd.  rfs.  not  perm.;  fwks  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 4  str.,  1  c  eng..  1 
auto,  c,  chief's  car,  12  c  hand  ex.,  3  hose 
wag.,  1  comb.  h.  ft  1.  trk.,  3  hrs.;  hose,  cot.,  rub. 
lined,  gd..  3,000  ft:  inf.,  200  ft;  tot  hose.  3,200 
ft;  f.  al..  elec,  25  bx. ;  val.  equip.,  $25,000; 
val.  bldgs.,  $14,000;  tot.  mem.,  34,  paid  full  time 
8,  part  time  1,  remainder  vol. 

Water  Supply — Src,  wells  in  bus.  cent.;  sys., 
pump  dir.;  7  pump,  stations,  each  equipped  with 
centrif.  pump,  cap.  860,000  gals,  day;  mains,  14 
m.,  1  to  IS  in.  dia.;  87  hydj  1,200  serv.;  pres., 
dom.  30  lbs.,  f.  40  lbs.;  cost  $120,000;  cost 
mtce.,  $6,500;  wks.  owned  by  Elec.  Water  Co. 

BENICIA,  p.  2,360;  f.  area,  10  a.;  mere  bldgs., 
bk.  ft  wd.,   1   and   2   stor.;  priv.,  wd.,   2  stor.;   wd. 
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rfs.  perm,  in  f.  area;  fwks.  &  combt.  ord. ;  causes 
of  f.  inv.  F.  dept. — 2  hand  eng.,  60  c.  hand  ex., 
1  aer.  trk.,  2  h.  &  1.  trks.,  4  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  2,460  ft.;  rub.,  gd.,  800  ft.; 
inf.,  250  ft.;  tot.  hose,  8,500  ft.;  f.  al-,  elec,  10 
bx.;  val.  equip.,  f  1,000;  val.  bldgs.,  |6,000;  tot. 
mem.,   164   vol. 

Water  Supply — Sic,  creeks  &  watershed.  5  m. 
bus.  cent;  ays.,  grav.  Jc  pump  to  res.;  res.  cap., 
550,000,000  gals.;  2  pump,  eng.,  cap.  day  1,- 
760,000  gals.;  mains,  c.  i.,  7  m.,  6  to  16  in.  dia.; 
30  hyd.;  met.,  221;  490  serv.;  pipe,  c.  i.;  pres., 
dom.  80  lbs.,  f.  80  lbs.;  cons,  day,  840,000  gals.; 
cost,  $800,000;  wks.  owned  by  Co. 

BERKELEY,  p.  40,434;  mere,  bldgs.,  stn.,  bk. 
&  wd.,  2  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  auto,  str.,  1  str.,  1  c  eng.,  15  c.  hand 
ex.,  4  auto.  comb.  c.  &  h.  wag.,  1  chiefs  auto.  2 
deputy  chief's  buggies,  2  hose  wag.  in  reserve, 
1  hose  wag.,  14  nrs.;  hose,  cot.,  rub.  lined,  gd., 
12,650  ft;  f.  al.,  Gamewell,  60  bx.;  val.  equip.. 
$62,689;  val.  bldgs.,  $27,100;  exp.  dept,  $66.- 
252;   tot  mem.   45,  pd.  full  time. 

Water  Supply — Src,  wells;  sys.,  grav.  to  catch- 
ment, grav.  &  pumps  to  res.;  res.  cap.,  205,000,000 
gals.;  12  pump,  eng.,  class  horizontal  comp.  dup. 
trip.,  comb.  cap.  day  14,475,000  gals.;  101  m. 
pipe,  1  to  16  in.  dia.;  258  hyd.;  5,719  met;  5,723 
serv.;  197  v.;  pres.,  dom.  50  to  80  lbs.,  f.  150 
lbs.;  cons.,  day  2,200,000  gaK;  cost  $597,000; 
cost   mtee.,   $20,000;   wks.   owned   by  priv.   con>n. 

area,  4  a.  F.  dept. — 2  hose 
hose.  1,000  ft;  f.  al.,  telg.; 
1   12-ft,  rf.  ladder;  tot  mem.. 


BIG<3S,  p.    403;   f 
carts,    2    hose   rrels: 
2   20- ft.  cit  ladders, 
30    v(»l. 

Water  Supply — Src, 
mains:  mains,  8,  6  & 
cap.    500   gals.    min. ;    1 


25  hyd.;  4 
30  lbs.,  f. 
by   city. 

BISHOP, 
1  comb.  c. 
1   h.   &  1. 
elec;    val 


wells;   ays.,    pump   dir.    to 
4    in.    dia.;    centrif.    pumo 
elec.   motor  &   oO-hp.    gas; 
tk. ;  tot.  cap.,  32,000   gals.;  pres..  dom. 


100   lbs.;    cost.    $10,000;    wks.    owned 


mem.,  25  vol. 
Water  Supply- 


p.   1,190;   f.   area,    160  a. 
A-  hose  ^vag.,   1   auto,  trk.,  1 
trk.,   3  hose  oar.;  hose,   1,200 
equip.,    $7,000;    exp.    dept.. 


F.    dept. — 

hose  wag., 

ft.;  f.  al., 

$50;    tot 


creek;  mains,   8  in.  dia. 

F.   dept. — 2   hose 


F.    dept. — Hose, 


-Src, 

BLACK   DIAMOND,  p.   2,372. 
carts,    1,600    ft.   hose;   vol. 

Water  Supply — Riv. 

BOULDER    CREEK,    p.    644. 
550   ft;   tot.   mem.,   36   vol. 

Water  Supply — Sys.,  grav.;  6  hyd.;  pres.,  140 
lbs.;  cost  $3,000:  2  res.:  cap.  No.  1,  600,000 
gals.:  No.   2,   50,000  gals.;  wks.  owned  by  Co. 

BRAWLEY,  p.  1,200;  f.  area,  300  a.     F.  dept. — 

1  c.  eng.,  2  c.  hand  ex.,  1  h.  &  1.  trk.,  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  f.  al., 
bell;  val.  equip.,  $2,000;  val.  bldgs.,  $150;  exp. 
dept,  $150;  tot.  mem.,  SO  vol.;  undrs.  rating, 
fourth  class. 

Water  Supply — Not  reported. 

CALISTOGA,  p.  761.  F.  dept — 1  str.,  2  hose 
carts,  1  h.  &;  L  trk.;  1,360  ft  hose;  bell  al.; 
40   vol. 

Water  Supply — Src,  crk.,  wells  k  spg.,  1  &  1^ 
m.  bus.  cent;  sys.,  grav.;  res.  cap.,  1,500,000 
gals.;  mains,  wrt  i.,  6  m.,  4  to  6  in.  dia.;  20 
hyd.;  216  met.;  216  serv.;  pres..  dom.  fc  f.,  54 
lbs.;   cost,   $50,000;   wks.   owned   oy  priv.    Co. 

CHICO,  p.  8.760;  f.  area,  249  a.;  mere,  bldgs., 
stn.  &  bk.,  1  to  4  stor.;  priv.,  wd.,  1  &  2  stor; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  auto  comb, 
c.  k  h.  wag.,  1  h.  &  1.  trk.,  5  hose  car.,  2  hrs. ; 
ho.se,  cot.,  rub.  lined.  5,000  ft;  f.  al.,  Gamewell, 
2'}  bx. ;  val.  equip.,  $20,000;  val.  bldgs.,  $10,000; 
exp.  dept,  $6,000;  tot.  mem.,  275  vol.,  undrs. 
rating,    fourth   class. 

Water  Supply — Src,  wells,  4  blocks  bus.  cent; 
sys.,  pump  to  re.s.  k  dir.;  res.  cap.,  252,000  gals., 
loc.  west  of  town;  6  pump,  eng.,  cap.  day  2.000,000 
ariils. ;  mains,  c  i.,  14  m.,  12,  8,  6,  4  in.  dia.; 
76  hyd.;  1,200  serv.;  pres.,  dom.  45  lbs.,  f.  100 
lbs.  ;*con^.,  day  1,600,000 
wks.    owiiefl    by    Co. 

CHULA   VISTA,   p.    2.000.      F.   dept. — 1    c   eng., 

2  ho*e  reels,  1,000  ft.  ho-e;  val.  equip.,  $1,000; 
tot.  mem.,  80,  pd.  part  time;  undrs.  rating,  fourth 
class. 


gals.;    cost,    $85,000; 


grav.;   pres.,   60 


Water  Supply — Src,  res,;   e>'s., 
to   SO   lbs.;   wks.  owned  by  Co. 

CLAREMONT,  p.  1,114;  f.  area,  320  a.;  prir. 
bldgs.,  wd.,  2  stor.;  wd  rfs.  not  perm,  in  f.  area; 
fwks.  «fe  combt.  ord.;  causes  of  f.  inv.  F.  dept- — 1 
auto.  comb,  c  k  hose  vcag.,  1  c  tank;  ho>se,  cot, 
rub.  lined,  gd.,  1,000  ft.;  c,  200  ft.;  tot  hose, 
1,200  ft;  f.  al.,  elec;  vaL  equip.,  $4,000;  tot 
mem.,  20  vol. 

Water  Supply— Src,  2  wells,  1%  m.  bus.  cent; 
sys.,  pump,  to  res.;  res.  cap.,  270,000  gals.;  2 
pump,  eng.;  cap.  day,  1,300,000  gals.;  mains,  stl., 
10  m.,  4  to  10  in.  dia.;  55  hyd.;  430  met;  pres., 
dom.  75  lbs.,  f.  110  lbs.;  cons,  day,  200.000  gaK: 
cost,  $75,000;  cost  mtce.,  $8,000;  wUs.  ownetl 
by  priv,    Co. 

CLOVERDALE,  p.  828.  F.  dept— 1  h.  &  1. 
trk,  1  hose  cart;  hose,  1,000  ft;  tot.  mem..  30. 

Water  Supply — Sys.,  grav.;  res.  cai ..  2r»2.000 
gals.;  mains,  6  in.  dia.;  40  hyd.;  pres.,  60  lbs. 

COLTON,  p.  3,980.  F.  dept. — 1  comb,  c  &  h. 
wag.  k  pump.,  1  h.  k-  1.  trk.,  6  c  band  ex.,  1 
hose  car.,  1  hose  wag.,  1  hrs.;  1,000  ft.  cot.,  rub. 
lined  hose;  rub.,  gd.,  500  ft.;  inf.,  450  ft;  tot.  hose, 
2,450  ft;  f.  al.,  telp  k  bell;  val.  equip.,  $13,350; 
val.  bldgs.,  $2,000;  exp.  dept.,  $1,100;  tot  mem.. 
25,  pd.   full  time   1,  vol.   24. 

Water  Supply — Src,  wells,  1%  m.  btis.  cent; 
sys.,  pump  dir.;  res,  cap.,  1,200,000  gals.,  loc. 
near  wells;  4  elec.  pumps;  mains,  riv.  iron,  35 
m.,  6  to  36  in.  dia.;  70  hyd.;  met.,  20;  1,600  serv 
cost,  $160,000;  co^t  mtce.,  $7,000; 
by   city. 

COLUSA,  p.   1,682.     F.   dept — 1  h. 
hose    car. ;    hose,    cot.,    rub.    lined,    gd.. 
inf.,    200    ft;    tot.   hose,    1.450    ft.;    tot 
vol. 

Water    Supply — Src,    Sacramento    riv. 
bus.    cent.,    k    8    wells;    sys.,    piunp   dir.; 
110,000     gals.;     3     pump,    eng.,    class 
day     1,000,000     gaU.;     mains,     c     i.. 
to    8   in.   dia.;    112    hyd.;    45    v.;    300 
wrt.    i.;    pres.,    dom.    60    lbs.,    f.    160 


wk».    owned 

&  1.  trk..  2 
1,2.'>0  ft.: 
mem.,    45 


$8,500. 

CONCORD,    p.     703. 
carts,    1,200    ft    hose;    f. 
Water    Supply — Wells. 

COOLINGA,   p.    8,000. 
and   c    wag..    3   c.    hand 


.,  4  blocks 
;    res.    cap., 

elec,     cap. 

17  m..  4 
serv. ;    pipe, 

lbs. :    cost. 


P.     dept, — 2 
al.,   bell;   voL 


hand     ho«e 


F.   dept. — 1    comb 
ex.,    1    hose   reel.    4 
tot. 
6. 


.    hos« 
hrs,; 
mem.. 


3,000  ft  gd.  hose;  val.  equip.,  $3,500; 
12,  pd.  full  time  2,  pd.  part  time  4;  voL 

Water  Supply — Src,  deep  wells;  3  m.  bus.  cent; 
sys.,  grav.;  res.  cap.  400,000  gals.;  6  pump.  eng.. 
cap.  day  1,000,000  gals.;  IS  m.;  mains.  2  to  8  in. 
dia.;  60  hyd,;  760  met;  pres.  dom.  40  lbs.;  f.  100 
lbs.;  coet,   $100,000;   wks.  owned  by  private  puty. 

CORAM,  p.  666.  F.  dept. — 1  hose  cart.  500  ft 
hose. 

Water  Supply — Creek. 

CORONA,  p.  8,540.  F.  dept — 1  auto.  comb.  c. 
&  h.  wag.,  8  c  hand  ex.,  I  h.  jc  1.  trk.;  hose,  cot 
rub.  lined,  gd.,  1,200  ft;  inf.,  800  ft;  tot  boae, 
1,500  ft;  f.  aL,  bell  k  telp.;  val,  equip.,  $8,000; 
exp.  dept,  $1,500;  tot  mem.,  16,  pd.  $2.00  per  £. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  «vs., 
pump  to  res.;  res.  cap.,  1,000,000  gaJs.;  pump.  eng.. 
cap.  day  1,000.000  gals.;  mains,  10  m..  2  to  10 
in,  dia.;  41  hyd.;  928  met;  1,000  serv.;  prea.  dom. 


k  f.  75  to  120  lbs.;  cons, 
owned  by  Corporation. 

CORONADO,  p.    1,477; 
bldgs.,   wd.,   1   k  2  stor.; 


day,  600,000  gala.;  wks. 


f. 
F. 


f.  area,   1,100  a.; 
priv.,   wd.,    1    &    2 


area ;    fwks.    k 
dept. — 1    auto. 


combt. 
c.    eng. 


mere. 

ator. : 

ord,; 

with 

comb.   c.  k  h.   wag.,   2    c.   hand 

2    hrs.;    ho*e,    cot,    rub.    linetl, 

150  ft;   tot  hose.   2,550   ft,;    f. 

bx. ;    val.    equip.,    $9,620;    \al. 

$2,490;   tot    mem. 


wd.    rfs.    perm,    in 

causes   of   f.    inv. 

300   ft.   c  hose,    1 

ex.,    1    hose    wag., 

gd.,   2,400   ft;   c, 

al.,    Gamewell,    15 

bld}?s.,   %l,500;   exp.  dept,  $2,490;   tot    mem.,    11, 

p.d,    tiill   time    1,   vol,    10. 

Water  Supply — Src,  impounding  re*..  20  m. 
bus,  cent;  sys.,  grav.;  res.  impounding  cap.,  IS.- 
000,000  gals*.;  res.  distributing  cap.,  1.725,00o 
jrals. ;  mains,  51.144  m.,  1  to  2o  in.  dia.;  40 
hyd.;  350  v.;  1,480  met:  1,670  «er%-.;  pir»e.  wrt 
i. ;  pres.,  dom.  k  f.,  70  lbs.;  cons.  da.v.  500,000 
gals,;  cost,  $500,000;  cost  mtce.,  $3,783;  wka* 
owned  by  priv.   Co. 

DALY  CITY,  p.  6,000;  f.  area.  8  aq.  m.  F.  dept, 
— 5  hose  carts,  1  h.  &  L  trk.,  1  c  eng.,  2,250  ft. 
hose;  tot  mem.,  107  vol. 
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Water  Supply — Src.,  wells;  syg.,  pump  dir.;  res. 
cap.,  1,000»000  gals.;  loc.  on  hill;  4  pump,  eng.; 
cap.  day,  2,304,000  p«ls. ;  p^e**.,  f.  17C  lbs.;  cost, 
$100,000-;  wks.  owned  by  d^, 

DARRIS.     F.  dept.  not  reported. 

Water  Supply — Src,  deep  wells,  1  m.  bus.  cent.; 
sys.,  pump  to  stdp. ;  stdp.  cap.,  30.000  gals.;  dim., 
18  X  IS;  mat.,  sti.;  res.  cap.,  80,000  gals.;  2 
pump.  eng. ;  -cap.,  min.  1,000  gals.;  mains,  1% 
m.,  4  to  6  in.  dia. ;  17  hyd.;  3  v.;  pres.,  dom.  37 
lbs.,  f.  125  lbs.;  cons.,  day  15,000  gals.;  cost, 
f  15,000;   wks.  owned  by  city. 

DINUBA,    p.    970.      F.    dept. — 2    hose    carts,    1 
hand   c.   eng.,    1,000   ft.   hose;    f.   al.,   bell;    83   voL 
Water  Supply— Wells. 

DIXON,  p.  827;  f.  area,  100  a.;  mere,  bldgs., 
bk.,  1  &  2  stor. ;  priv.,  wd.,  1  stor. ;  wd.  rfs.  not 
perm. ;  fwks.  &  combt.  ord. ;  causes  of  f.  inv. 
F.  dept. — 1  hand  eng.,  1  h.  &  1.  trk.,  2  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  rub.,  gd.,  400 
ft.;  inf.,  100  ft.;  tot.  hose,  2,100  ft.;  f.  al.,  wh.  & 
bell;  Tal.  equip.,  $3,500;  val.  bldgs.,  $1,500;  exp. 
dept.,  $750;  tot.  mem.,  80  vol.;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells,  1.000  ft.  bus.  cent.; 
sys.,  pump  to  res.;  tk.  cap.,  100,000  gals.,  dim. 
IS  X  24;  mat.,  wd. ;  res.  cap.,  100,000  gals.;  2 
pump,  eng.,  class  dup.,  cap.  day  200.000  gals.; 
mains,  iron,  8  m.,  4  to  8  in.  dia.;  12  v.;  met., 
20;  pres.,  dom.  32  lbs.,  f.  50  Iba.;  cone,  day,  100,- 
000  gals.;   cost,  $20,000;  wks.  owned  by  Go. 

DUNSMUIR.  p.  1,719.  Fire  dept. — 1  hose  cart, 
800   ft.   hone.   vol. 

Water  Supply — Src  spr.,  2%  m.  hue.  cent.; 
ays.,  grav.;  mains,  2%  m.,  8  to  12  in.  dia.; 
pipe,  Btl.;  pres.,  dom.  135  lbs.,  f.  135  lbs.;  cost, 
$100,000;  cost  mtce.,  $2,400;  wks.  owned  by 
priv.   Co. 

EL  CENTRO,  p.  1,610;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  bk.  k  wd.,  1  &  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c.  &  h. 
wag.,  1  c.  eng.,  6  c.  hand  ex.,  2  hose  wag.,  2  hoae 
car.,  1  h.  &  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  1,500 
ft.;  f.  al.,  bell;  val.  equip.,  $3,500;  val  bldgs., 
$500;  exp.  dept.,  $7,000;  tot.  mem.,  27  vol.; 
undra.    rating,    fifth   class. 

Water  Supply — Src,  Date  Ganal,  1  m.  bue.  cent; 
eye.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.,  mat. 
stl.;  res.  cap.,  10,000,000  gala.;  1  pump,  eng.,  cap. 
day  3,900,000  gals.;  mains,  c.  i.,  11  m.,  4  to  12 
in.  dia.;  81  hyd.;  92  v.;  934  aerv.;  12  met.;  pipe, 
galv.  iron;  pres.,  dom.  50  lbs.,  f.  125  Ibe. ;  cons., 
day  900,000  gals.;  cost,  $123,000;  wks.  owned  by 
city. 

EMERYVILLE,  p.  2.613.  F.  dept-— 1  comb, 
auto.  atr. ;  f.  al.,  telp.;  val.  equip.,  $8,800;  val. 
bldgs.,  $10,000;  vol. 

Water  Supply — Src,  wells  A  Lake  San  Leandro; 
sys.,  dir.  pres.;  mains,  11  m.,  2  to  12  in.  dia.; 
54  hyd.;  met.,  400;  458  serv.;  pipe,  wrt.  k  c.  i.; 
wks.   owned  by  priv.   Co. 

ESCONOIDO,  p.  1,834.  F.  dept — 1  hose  cart; 
hose,   500   ft;   f.   al.,  bell. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  1,500,000  gals.;  2  pump.  en|^., 
class  trip.,  cap.  1,300,000  gsus.  day;  mains,  c.  i., 
6  m.,  6  to  12  in.  dia.;  94  hyd.;  170  v.;  150  met.; 
150  serv.:  pres.,  dom.  &  f.,  SO  lbs.;  cost,  $100,000; 
wks.  owned  by  city. 

ETNA  MILLS,  p.  1,000.  F.  dept — 2  hose  car.; 
hoae,    1,000   ft.;   f.   al.,   bell;   tot.   mem.,    26   vol. 

Water  Supply — Src,  creek;  mains,  4,  8,  10  &  24 
in.   dia.;    12  hyd.;  pres.,   f.   85  lbs. 

EUREKA,  Humbolt  County,  p.  11.845;  mere 
bldgs.,  wd.  &  bk..  1  to  4  stor.;  priv.,  wd..  2  stor,; 
wd.  rfs.  perm. ;  fwks.  &  combt.  ord. ;  causes  of  f.  inv. 
Y.  d«pt. — ^  str..  1  auto.  r<>n>b,  c.  &  h.  wag.,  S  c 
hand  ex.,  1  h.  &;  1.  trk.,  1  aer.  trk.,  11  hrvse  car., 
2  bra,;  hoae,  cot.,  rub.  lined,  gd.,  9.000  ft.; 
f.  al.,  Gamewell,  36  bx. ;  val.  equip.,  $40,000;  tot. 
m^m.,  -200.  pd.  full  time  7,  pd.  part  time  6,  248 
vol. 

Water  Supply — Src,  riv..  6  1-3  m.  bus.  cent.; 
ays.,  pump  to  stdp.;  2  stdp.  for  lower  water  ays., 
loc.  at  Harris  k  F  sts.,  cap.  1,045,000  gals.; 
dim.,  54  x  31;  mat,  wd.;  1  stdp.  for  upper  water 
fsys..  loc.  at  Harris  &  K  sts.  (filled  from  stdp.  for 
lower  sys.),  cap.  85,000  gals.;  mat.  stl.;  2  pump. 
eng.,  clasa  elec.  k  stm.,  cap.  day  2,500,000  gals.; 


mains,  stl.,  c.  i.  k  wd.,  54  m.,  1  to  16  in.  dia.;  1<88 
hyd.;  641  v.;  met,  2,199;  2,551  serv.;  pipe,  galv. 
i.;  pres.,  dom.  k  f.,  65  lbs.;  cons,  day,  640,300 
gals.;  cost,  $284,777;  cost  mtce.,  $1,814;  wks. 
owned  by  city. 

FERNDALE,  p.  906.  F.  dept — 1  str.,  1  hand 
erg.,  3  hose  carta,  1  h.  &  L  trk.;  hoae,  i%  in., 
1,500   ft;   tot.   mem.,   80  vol. 

Water  Supply — Sys.,  grav.;  tk.  cap.,  33,000 
gals,;  res.,  66,000  gals.;  mains,  3  in,  dia.;  1  hyd.; 
pres.,   50   lbs. 

FILLMORE,    p.    1,000;    f.    area,    200 


area, 
1  k  2  stor.; 
in  f.  area;  no 


F. 
ft; 


a. ;    mere. 

priv.,  wd.,  1  k 

fwks.  k  combt. 

dept. — 1    hose 

f.  al.,  firearms; 


f.    area,     1V6     m.; 

priv.,  wd. ;  wd.  ria, 
;  causes  of  f.  inv. 
trk.,    3   hose   wag. 


bldgs.,  bk.,  stn.  k  wd. 

2  stor,;  wd.  rfs.  perm. 

ord.;    causes    of    f.     not    inv. 

car.;  hose,  rub.  lined,  gd.,  400 

val.   equip.,   $300;   vol.   f.   dept 

FORT     BRAGG,    p.    2,408; 
mere,  bldgss.,  wd.,   1  to  4   stor.; 
perm.;    no    fwks.    k   combt.    ord. 
F.   dept — 1    c   eng.,    1   h.   &   1. 
hose,    cot.,    rub.    lined,   gd.,    3,000   ft.;   f.    al.,   bell; 
tot.  mem.,  30  vol. 

Water  Supply — Src,  spr.  k  crk.,  2 
sys.,    grav.;    res.    cap.,    3,000,000 
ni.,    4    to    10    in.    dia.;    125    hyd.;    pres.,    dom.    26 
lbs.,    f.    120   lbs.;    cons,   day,    300,000   gals.;   cost. 
$4  5,000;  wks.  owned  by  city. 

FORTUNA,  p.  S83;  f.  area,  640  a.;  mere  bldgs., 
bk.  k  wd.,  1  &  2  stor.;  priv.,  wd.,  1  &  2  stor.; 
wd.    rfs.    perm,    in    f.    area;    fwks.    k    combt.    ord.; 

dept. — 2    c.    eng.,    1    h.   k   1. 

c.   ex.;   hose,   cot.,  rub.   lined, 

gd.,    200    ft.;    inf.,    100    ft.; 

al.,  bell;  val.  equip.,  $3,000; 

mem.,  55  vol. 

spr.    k    well;    sys.,    grav.; 


m. 
gals. 


bus.  cent; 
mains,    4 


causes   of   f.    inv.      F. 
trk.,   2    ho:50   carts,    4 
gd.,    2,000    ft.;    rub., 
tot.  hose,  2,800  ft.;  f 
val.  bldgs.,   $1,000;  tot 
Water    Supply — Sic, 


rea.    cap.,    500,000    gals.;    mains,    4    to   6    in.   dia.; 
16  hyd.;  50  serv.;  cost,  $10,000;  cost  mtce.,  $200. 

FRESNO,  p.  24.692;  mere,  bldgs.,  bk.  k  cone, 
1  to  6  stor.;  priv,  wd.,  I  k  2  stor.;  wd.  rfs.  not 
perm.;  combt  ord.;  causes  of  f.  inv.  F.  dept — 2 
auto.  comb.  c.  k  h.  w;ig.,  1  auto.  comb.  aer.  tractor, 
1  chief's  auto.,  3  auto,  c  eng.,  5  str.,  6  c  hand 
ex.,  1  aer.  trk.,  3  hose  wag.,  38  hrs.;  hose,  cot, 
rub.  lined,  12,500  ft.;  f,  al.,  Gamewell,  26  bx.; 
val.  equip.,  $75,000;  val.  bldgs.,  $56,000;  exp. 
dept,  $70,560;  tot  mem.,  57,  pd.  full  time  49, 
pd.   part    time    8. 

Water  Supply — Src,  wells,  scattered  over  town; 
sys.  dir.  into  mains;  stdp.  cap.,  250,000  gala.,  mat 
iron;  11  pump,  eng.,  clasa  centrif.,  cap.  1,080,000 
gals.  hr. ;  mains,  c  i.,  90  m.,  2^  to  12  in.  dia.; 
300  v.;  264  hyd.;  3,500  serv.;  pres.,  dom.  42  Iba., 
f.  52  lbs.;  cost,  $400,000;  coat  mtce.,  $100,000; 
wks.  owned  by  Co. 

FRUITVALE,  .\lamedd  County,  p.  6,500;  annexed 
to  Oakland. 

FULLERTON,  p.  1,726.  F.  dept. — 2  hoae  carta, 
1  hand  c.  eng.,  1  hand  h.  k  1.  trk.;  1,200  ft  hose; 
f.  al.,  bell;  val.  equip.,  $2,500;  tot  mem.,  40  voL; 

Water  Supply — Src,  weUis,  2  m.  bus.  cent;  aya., 
pump  to  res.;  res.  cap.  1,000,000  gals.;  2  pump, 
eng.;  cap.  day  144,000  gals.;  mains,  11  m.,  2  to 
12  in.  dia.;  50  hyd.;  300  v.;  650  met.;  650  serv.; 
pros.  dom.  k  f.  80  lbs.;  cons,  day  250,000  gals.; 
cost,  $100,000;  cost  mtce.,  $«,000;  wks.  owned  by 
city. 

GILROY,  p.  2,4tf7;  f.  area,  640  a.;  mere,  bldgs., 
wd.  k  bk.,  1  stor.;  priv.,  wd..  1  stor.;  wd.  rfs. 
perm.;  fwks.  k  combt.  ord.  F.  dept. — 1  str.,  1 
c  hand  ex.,  1  h.  &  1.  trk.,  4  ho.se  carts;  hose, 
cot,  rub.  lined,  gd.,  600  ft;  rub.,  gd.,  1,800  ft.; 
total  hose.  2,400  ft.;  f.  al.,  elec;  val.  equip., 
$6,500;  val.  bldgs..  $4,000;  exp.  dept,  $989;  tot. 
mem.,    86,   pd.    full   time    1,   vol.    85. 

Water  Supply — Src,  creek;  sys.,  grav.;  res.  cap., 
4,500,000    gals.;    mains,    9    m.,    3    to    10    in,    dia.; 


30    hyd.;    29    v.;    pres 
wks.  owned  by  city. 

GLENDALE,  p.   2.746. 
c.  k  h.  wag.,  2  c.  eng.,  7 
hose,       2,800       ft.;       f. 


f.    35    lbs.;    cost,    $66,000; 

F.  dept. — 1  auto.  comb. 
0.  hand  ex.;  2  hose  reels; 
al.,      bell;      val.      equip.. 


$11,000;   val.   bldgs.,   $12,000;   exp.   dept,   $3,'50'0; 
tot  mem.,  35,  pd.   full  time  2,  vol.  33. 

Water  Supply — Src,  spr.;  4  res.,  combined  cap. 
3.000,000  gals.;  60  hyd.;  pres.,  dom.  20  to  60 
lbs.,    f.    60    to   90    lbs. 

GRASS  VALLEY,  p.  4,520;  f.  area,  180  a.; 
mere    bldgs.,    bk.,    1    k    2    stor.;    priv.,    wd.,    1 
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6Cor. ;  wd.  rfs.  not  perm.;  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  comb.  c.  &  h.  wag.,  2  c.  hand 
ex.,  1  h.  &  1.  trk.,  4  hose  car.  &  reels;  hose,  cot., 
rub.  lined,  gd.,  8,000  ft.;  inf.,  100  ft.;  tot.  hose. 
8,100  ft.;  f.  al.,  bell;  val.  equip.,  $6,000;  val. 
bldgs.,  $8,000;  exp.  dept.,  $1,000;  total  mem., 
125  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  Yuba  Water  Co.;  1%  m. 
bus.  cent.;  sys.,  grav. ;  res.  cap.,  5.500,000  gals.; 
mains,  iron,  24  m.,  3  to  22  in.  dia.;  130  nyd.; 
175  v.;  1,200  serv.;  pipe,  iron;  pres.,  dom.  85 
lbs.,  f.  120  lbs.;  cost,  $90,000;  cofit  mtce.,  $7,000; 
wks.  owned  by  city. 

QRIDLEY,  p.  987.  F.  dept. — 1  str.,  1  hand 
eng.,  3  hose  carts;  2,000  ft.  hose;  f.  aL,  bell;  25 
vol. 

Water  Supply— Wells. 

GUADALUPE,  p.  600.     No  f.  dept. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.,  stdp.  cap.,  40,000,000  gals.;  res. 
cap.,  40,000  gals.;  1  pump,  eng.,  cap.  day  40,000 
gals.;  wks.  owned  by  priv.  Co. 

HAN  FORD,  p.  4,829;  f.  area,  50  a.;  mere, 
bldgs.,  bk.,  i  &,  3  sior.;  priv.,  bk.  &  wd..  1  ft  2 
stor. ;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  8  c.  band 
ex.,  1  h.  &  1.  trk.,  1  hoee  wag.,  2  hose  reels,  4  hra.; 
hoee,  cot.,  rub.  lined,  gd.,  8,000  ft;  f.  al..  Game- 
well,  IS  bx.;  val.  equip.,  $16,000;  val.  bldgs., 
$12,000;  exp.  dept,  $6,000;  tot  mem.,  85,  pd.  niU 
time  4,  vol.  81;  undrs.  rating,  second  claaa. 

Water  Supply — Src,  wells,  600  ft.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  tk.  cap.,  150,000  gals., 
loc  at  wells  ft  station;  mat,  wd.;  8  pumps;  mains, 
wrt.  i.,  16  m.,  3  to  12  in.  dia.;  69  byd.;  met,  80; 
1,100  serv.;  1-in.  gas  pipe;  pres.,  dom.  25  lbs.,  f. 
100  lbs.;   cons,  day,  680,000  gals. 

HAYWARD,  p.  2,746;  f.  area,  6  blocks;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 26  c.  hand  ex.,  1  h.  ft  1.  trk., 
1  comb.  h.  ft  c  wag.,  2  hose  reels,  2  hrs.;  hoee, 
cot,  rub.  lined,  gd.,  2,250  ft;  f.  al.,  bell;  val. 
equip.,  $8,500;  exp.  dept,  $600;  tot  mem.,  25; 
undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  strm. ;  sys.,  pump  to 
res.;  res.  cap.,  560.000  gals.;  pump,  eng.,  cap. 
day  400,000  gals.;  mains,  7  m.,  8  to  8  in.  dia.; 
58  hyd.;  met,  5;  pres.,  dom.  70  Iba.,  f.  90  lbs.; 
cost,  $76,000;  cost  mtce.,  $10,000;  wks.  owned 
by  priv.  Co. 

HEALDSBURQ,  p.  2,011;  f.  area.  110  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  I 
c  eng.  on  wis.,  4  c  hand  ex.,  1  h.  ft  1.  trk.,  8 
hose  car.,  hose,  cot,  rub.  lined,  gd.,  1,300  ft; 
rub.,  gd.,  250  ft;  tot  hose,  1,550  It;  f.  al.,  bell; 
val.  equip.,  $3,500;  exp.  dept,  $300;  tot.  mem., 
100,   pd.   full  time   1,   vol.   99. 

Water  Supply — Src,  riv.  ft  wells;  sys.,  pump 
to  res.  ft  d  r. ;  res.  cap.,  500.000  gals.;  pump.  cap. 
hour,  80,000  gals.;  mains,  8  m.,  8  to  8  in.  dia.; 
48  hyd.;  met,  500;  pres.  f.  75  lbs.;  cost,  $80,000; 
auxiliaiy  plant  cost,  $14,000;  cost  mtce.,  $4,650; 
wks.  owned   by  city. 

HEMET,  p.  1,500;  f.  area,  1,680  a.  F.  dept — 1 
auto.  comb,  hose,  c  ft  1.  trk.;  val.  equip.,  $8,500; 
val.  bldgs.,  $800;  tot.  mem.,  18  voL 

Water  Supply — Src,  Lake  Hemet;  sys.,  grav.; 
pres.,  dom.  65  lbs.,  f.  65  to  100  lbs.;  wks.  owned 
by  city. 

HIGHLAND,  p.  2,000.  F.  dept— 2  hose  carts; 
700  ft  hose;  21  vol. 

Water  Supply — Wells,  ay«.,  grav.;  res.  cap.  800,- 

000  gals.;  pres.  75  lbs. 

HOLLISTER.  p.  2.808;  f.  area.  1  m.  long  by  % 
m.  wide;  mere  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.; 
priv.,   wd.,   1   stor.;   wd.   rfs.   not   perm,   in   f.   area; 

1  c  eng.,  2  c  hand  ex.,  1  h.  ft  I.  trk.,  3  hose  car.; 
hose,  cot,  rub.  lined,  gd..  2,100  ft;  f.  al.,  bell  ft 
telp.;  val.  equip.,  $8,000;  val.  bldgs.,  $14,000; 
exp.  dept,  $225;  tot  mem.,  97  vol. 

Water  Supply — Src.  artesian  wells,  12  m.  bus. 
cent;  sys.,  grav.  ft  pump  to  res.;  res.  cap.  1,000- 
000  gals.,  loc  8  m.  city;  mains,  c  i.  ft  stl.,  8  miles, 
8,  6  ft  4  in.  dia.;  45  hyd.;  42  v.;  met,  500;  700 
eerv.;  pipe,  galv.  iron;  pres.,  dom.  ft  f.  45  lbs.; 
eons.,  day,  350,000  gab.;  cost,  $226,000;  wks. 
owned  by  Co. 


HUNTINGTON  BEACH,  p.  1,850;  f.  area,  1,000 
a.  F.  dept. — 1  c  eng.,  2  c  hand  ex.,  1  h.  ft  1.  trk., 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,250  ft, 
inf.,  250  ft,  tot  hose,  1,500  ft;  f.  al., -bell;  vaL 
equip.,   $2,000;  tot  mem.,  15  vol. 

Water  Supply — Src,  well;  sys.,  high  pres.;  3 
pump,  eng.;  cap.,  day,  1,150  gals.;  ma.ns.  4  to  14 
in.  dia.;  93  hyd.;  600  v.;  pres.,  dom.  50  lbs.,  f. 
50  lbs.;  wks.  owned  by  private  Co. 

IMPERIAL,  p.  1,257;  f.  area,  500  a.;  mere,  bldgs-, 
bk.,  2  «tor. ;  priv.,  wd.,  1  stor;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  auto,  trk.,  1  comb.  c.  ft  h.  wag.,  c 
hand  ex.,  h.  &  1.  trk.,  hose  wag.;  hose,  cot,  ni>. 
lined,  gd.,  2,000  ft;  f.  al.,  bell;  vaL  equip.,  $5,800; 
vaL  bldgs.,  $3,000;  exp.  dept,  $500;  tot.  mem., 
Ii4,  pd.  part  time. 

Water  Supply — Src,  Colorado  River,  %  m.  bus. 
r-ent. ;  sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,   100,- 

000  gala.,  mat  stl.;  res.  cap.,  1,800,000  gals.;  3 
pump,  eng.;  cap.  day,  360,000  gals.;  mains,  c  i., 
5  m.,  4  to  10  in.  dia.;  56  hyd.;  45  v.;  met,  400; 
400  serv.;  pipe,  wrt  i.;  pres.,  dom.  45  lbs.,  f.  90 
tb.s.;  cons,  dsiy,  700,000  gttls. ;  cost,  $23,055;  cost 
mtce.,  $5,2'80;  wks.  owned  by  city. 

INDEPENDENCE,  p.  300;  mere  bldgs.,  wd.,  1 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  no  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — c  hand  ex.,  1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  200  ft.;  vol. 

Water  Supply — ^Not  reported. 

INGLEWOOD,  p.  1,636;  f.  area,  2,015  a.; 
mere  bldgs.,  bk.  ft  wd.,   1  stor.;  priv.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  perm,  in  fire  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  c 
eng.,  1  auto.  comb,  c  ft  h.  wag.,  6  c  hand  ex.; 
hose,  cot.  rub.  lined,  gd.,  700  ft.;  rub.,  gd.,  200  ft; 
tot.  hose,  900  ft;  f.  al.,  bell;  vaL  equip.,$5,800: 
vaL  bldgs.,  $4,000;  exp.  dept,  $1,500;  tot  mem., 
85  voL 

Water  Supply — Src,  wells,  %  m.  bus.  eent; 
sys.,  grav.:  res.  cap.,  2,000,000  gals.;  pump,  eng.; 
cap.  day,  129,600  gals.;  mains,  48  m.,  2  to  12  m. 
dia.,  mac.  c  i.  ft  stl.;  8  hyd.;  met.,  1,800;  1,300 
serv.;  pres.,  dom.  15  to  60  Ifa«.,  f.  15  to  60  lbs.; 
cons.,  day,  300,000  gals.;  cost,  $75,000;  cost  mtoe., 
$3,500;   wks.  owned  by  Inglewood  Water  Co. 

lONE,  p.  1,058;  f.  area,  25  a.  F.  dept — 1  c. 
eng.,  5  hose  wag.:  hose,  cot.,  rub.  lined,  gd.,  800 
ft.;    val.    equip.,    $300. 

Water  Supply — Src,  lake,  30  m.  bus.  cent.;  sys., 
dir.  pres.;  res.  cap.,  10,000  gals.;  40  hyd.;  wks. 
owned   by   priv.    Co. 

JACKSON,  p.  2,035;  bldgs.,  bk.  ft  wd..  1  ft  S 
stor.;  wd.  rfs.  perm.  F.  dept. — 2  hose  car.:  hose, 
cot,  rub.  lined,  gd.,  1,300  ft;  inf.,  300  ft;  toi 
hose,  1,600  ft;  f.  aL,  elec,  10  bx.;  vaL  equip., 
$1,500;  val.  bldgs.,  $600;  tot.  mem.,  20  voL 

Water  Supply — Src,  canal:  s}'s.,  grav.;  mains. 
iron,  6  1-3  m.,  5  to  11  in.  dia.;  60  hyd.;  15  v.; 
pres.,  dom.  80  lbs.,  f.  80  lbs.;  cost  mtce.,  $4,100; 
wks.  owned  by  priv.   Co. 

JAMESTOWN,  p.  1,000.  F.  dept. — 2  hand  hose 
car.;   hose.   600   ft.;   f.  aL,  bell. 

Water  Supply — Src,  Phoenix  Lake;  maina,  6  in. 
dia.;   15  hyd. 

KENNETT,   p.    2,100.      F.    dept.^2    hose   carts; 
1,200  ft.  hose;  bell  alarm;  trks.;  vol. 
Water  Supply — Power,  pipe. 

KERN,  p.  3,400;  f.  irea,  6  a.;  mere  bldga.. 
bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor; 
wd.  rfs.  not  perm.;  no  fwks.  or  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  c.  eng.,  4  c 
hand  ex.,  1  hose  wag.,  1  hose  reel,  3  lira.;  hose. 
cot.,  rub.  lined,  1,500  ft;  f.  al.,  telp.  ays.; 
%'al.  equip.,  $8,100;  val.  bldgs.,  $4,500;  exp. 
dept,  $3,000;  tot.  mem.,  35,  pd.  full  time  2,  pd. 
part   time   33;   undrs.   rating,  fourth   class. 

Water  Supply — Not  reported. 

LA  JOLA,  p.  1,000.  F.  dept — 1  c  eng.,  1  auto, 
c  eng.,  1  hose  cart;  2  mem.  pd.  full  time  9t  voL 

Water  Supply — Src,  mounta.n,  50  m.  bus.  cent; 
res.  cap.,  1,000,000  gals.;  mains,  c  L,  28  m.,  S 
to  8  in.  dia.;  260  v.;  300  serv.;  pipe,  c.  ft  wrt  L; 
pres.,  dom.  45  lbs.,  f.  86  Iba. 

LAKEPORT.     F.  dept  not  reported. 

Water  Supply — Src,  wells,  2%  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  rea.;  res.  cap.,  895,000  gala.; 
1    pump,   eng.,   cap.   day,   434,000   gals.;    mains,  8 
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m.,  2  to  10  iu.  dia. ;  5  hyd.;  12  v.;  met.,  86.; 
pres.,  dom.  60  to  95  lbs.,  f.  95  lbs;  cons.,  day 
95,000  gals.;  coBt,  $15,000;  cost  intce.,  $2,800; 
wks.  owned  by  city. 

LEMOORE,  p.  1,000.  F.  dept. — 3  hose  reels, 
10  c.  hand  ex.,  1  b.  A;  1.  trk.,  1,500  ft.  hose;  f.  al., 
bell  &  wh.;  tot.  mem.,  25  vol. 

Water  Supply — ^Src,  wells,  in  bus.  cent.;  sys., 
pump,  to  res.;  res.  cap.,  125,000  gals.;  2  pump, 
eng.;  cap.  day,  750,000  gals.;  mains,  8  ra.,  8  to 
8  in.  dia.;  34  hyd.;  800  met.;  360  serv.;  pipe, 
galv.  &  c.  i.;  pres.,  dom.  35  Ibe.,  f.  100  ib«.; 
cons,  day,  216,000  gals.;  cost,  $60,000;  cost 
mtce.,  $3,294;  wks.  owned  by  city. 

LINCOLN,  p.  1.402.  F.  dept. — 2  hose  reels. 
1,000   ft.    hose;   vol. 

Water  Supply — Mountain  strms. 

LINDSAY,  p.  1,814;  mere,  bidgs.,  bk.,  1  ft  2 
stor. ;  priv.,  wd.,  1  &  2  stor.;  wd.  rfs.  perm.  In 
f.  area;  fwka.  ft  combt.  ord. ;  causes  of  f.  inv.  F. 
dept. — 1  c.  eng.,  1  hose  reel;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft.;  f.  al.,  bell;  tot.  mem.,  28  voL 

Water  Supply — Not  reported. 

LIVERMORE,  p.  2,030;  mere,  bldgs.,  wd.  ft  bk., 
1  to  3  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  str.,  1  hand  eng.,  1  c.  eng.,  2  comb.  c.  ft  h. 
wag.;  15  c.  hand  ex.,  1  h.  ft  L  trk.,  2  hose 
wag.;  hose,  cot.,  rub.  lined,  gd.,  800  ft.;  rub., 
gd.,  600  ft.;  inf.,  200  ft.;  tot.  hose,  1,600  ft.; 
f.  al.,  bell;  val.  equip.,  $4,300;  exp.  dept,  $1,000; 
tot.  mem.,  60;  undrs.  rating,  third  class. 

Water  Supply — Src,  spr.,  6  m.  bus.  cent.;  sys., 
gray.;  res.  cap.,  780,000  gals.;  pump,  eng.,  cap. 
day  600.000  gals.;  mains,  18  m.,  2  to  11  in.  dia.; 
45  hyd.;  20  v.;  100  met.;  600  serv.;  pres.,  donu 
40  lbs.,  f.  65  lbs.;  cost,  $92,000;  cost  mtce., 
$5,000;  wks.  owned  by  Co. 

LODI,  p.  2,697;  f.  area,  160  a.;  mere,  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  bk.,  1  ft  2  stor.  F.  dept, — 

1  auto  comb.  c.  ft  h.  wag.,  2  hose  car.,  1  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  600  ft; 
tot  hose,  2,600  ft;  xT  al.,  Qamewell;  vaL  equip., 
$11,750;  val.  bldgs.,  $1,700;  tot.  mem.,  27,  pd. 
full  time  1,  part  time  3;  vol.  23. 

Water  Supply — Src,  4  wells,  1-5  m.  bus.  cent; 
sye.,  pump  to  res.  stdp.;  stdp.  cap.,  100,000  gals.; 
4  pump,  eng.;  cap.  day,  3,744,000  gals.;  mains,  16 
m.,  2  to  10  in.  dia.;  82  hyd.;  45  v.;  700  serv.; 
pres.,  dom.  50  lbs.,  f.  80  lbs.;  cost,  $180,000;  wks. 
owned  by  Co. 

LOMPOC,  p.  1,482;  f.  area,  230  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor. ;  priv.  wd.,  1  % 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al., 
bell;  tot  mem.,  32,  pd.  full  time  29.  vol.  3. 

Water  Supply — Src,  spr.,  5  m.  bus.  cent;  sys., 
grav.;  res.  cap.  1,000.000  gals.,  loc.  2  m.  cent 
of  city;  mains,  sti.,  14  m.,  4  to  8  in.  dia.;  29 
hyd.;  36  v.;  met,  5;  350  serv.;  pipe,  galv.  i.; 
pres.,  dom.  ft  f.,  100  lbs.;  cons,  day,  200,000  gals.; 
cost,  $40,000;  cost  mtce.,  $500;  wks.  owned  by 
city. 

LONG  BEACH,  p.  17,809;  f.  area,  4.000  a.; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  to  4 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  trk. 
equipped  with  tractor,  1  gasoline  pump.  eng.  with 
hose,  turret  ft  cellar  nozzles,  ftc.;  1  comb.  h«  ft 
c.  wag.,  1  comb.  c.  chief's  auto.,  2  comb.  h. 
ft  c.  autos.,  6  c.  hand  ex.;  hose,  cot.,  rub.  lined, 
gd.,  5,760  ft;  c,  760  ft;  tot.  hose,  6,500  ft; 
f.  al.,  Gamewell  ft  telp.,  28  bx.;  val.  equip.,  $68,« 
960;  vaL  bldgs.,  $71,500;  exp.  dept,  $33,720; 
tot.  mem.t  29,  pd.  full  time  22,  vol.  7. 

Water  Supply — Src,  artesian  wells;  sys.,  grav. 
ft  pump  to  rea.;  res.  cap.,  2,750,000  gals.;  mains, 
90  m.,  2  to  24  in.  dia.;  12  hyd.;  8  v.;  pres.,  dom. 
20  to  65  lbs.;  wks.  owned  by  Co. 

LOS  ANGELES,  p.  819.198;  f.  area,  43  a.;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  18  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f,  inv.     F.  dept. — 27  strs.,  2  c.  eng., 

2  f.  boats,  25  comb.  c.  ft  h.  wag..  1  auto,  tractor, 
1  auto.  aer.  trk.,  1  auto.  h.  ft  1.  trk.,  9  auto.  comb, 
c  ft  h.  wag..  10  auto.  pump,  eng.,  44  c  hand  ex., 
6  h.  ft  1.  trk.,  3  aer.  trk.,  6  hose  reels,  6  supply 
waig.,  1  chiefs  anto.,  100  hrsj  hose,  cot,  rub. 
lined,   gd.,    95,000   ft;    f.   aL,   Gamewell  ft   Creg., 


A'Zl  bx.;  v^.  equip.,  $370,000;  vaL  bldgs.,  $500,- 
000;  exp.  dept  $900,000;  tot  mem.,  625,  pd. 
full    time. 

Water  Supply — Src,  Los  Angeles  riv.,  9  m.  bus. 
cent.;  sys.,  grav.  ft  pump  to  res.;  res.  comb.  cap.. 
943.521.000  gals.;  11  pump,  eng.,  class  cross 
comp.,  cap.  day  80,640,000  gals.;  mains,  c.  i., 
639.86  m.,  4  to  36  in.  dia.;  2,907  hyd.;  8,066  v.; 
met.,  26,542;  59,453  serv.;  pipe,  galv.  i.;  pres., 
dom.  55  lbs.,  f.  80  lbs.;  cons,  day  35,000,000 
gals.;  cost  $5,500,000;  cost  mtce.,  $201,107.35; 
wks.   owned  by   city. 

LOS  QATOS.  p.  2,232;  f.  area,  200  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of 
f.  inv,  F.  dept — 10  c.  hand  ex.,  1  h.  ft  1.  trk.,  4 
hose  car.;  hose,  canvas,  1,500  ft;  rub.,  350  ft.; 
tot  hose,  1,850  ft;  f.  al.,  bell,  7  bx.;  val.  equip., 
$1,100;   tot.   mem.,   25  vol. 

Water  Supply — Src,  spr.  ft  wells;  sys.,  grav.; 
res.  cap.,  5,250,000  gals.;  pump,  eng.,  cap.  day 
260,000  gals.;  mains,  8  ft  3  in.  dia.;  47  hyd.; 
met,  50;  pres.,  dom.  100  lbs.,  f.  120  lbs.;  cons, 
day  250,000  gals.;  cost  $77,476;  wks.  owned  by 
Co. 

LOYALTON,  p.  983;  f.  area,  160  a.;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  900  ft;  f.  al.,  elec,  8  bx.;  val.  equip., 
$2,000;   tot    mem.,    20   vol. 

MADERA,  p.  2,404.  F.  dept — 2  hose  carts,  1 
h.  ft  L  trk.,  1  c.  ex.,  800  ft.  hose;  annunciator 
aL  sys.,  6  bx.;  86  voL 

Water  Supply — Src,  wells,  2  blocks  bus.  cent; 
sys.,  dir.  pres.;  stdp.  cap.,  80,000  gals.;  rea.  cap., 
80,000  gals.;  4  pump,  eng.,  combined  cap.  day, 
8,960,000  gals.;  mains,  8  m.,  2  to  10  in.  dia.;  45 
hyd.;  18  v.;  860  aerv.;  pres.,  dom.  46  to  57  lbs., 
f.  57  to  110  lbs.;  cost.  $65,000;  cost  mtce., 
$6,000;  wks.  owned  by  city. 

MARICOPA.  F.  dept — 3  c.  eng.;  cost  equip., 
$1,400. 

Water  Supply — Not  reported. 

MARTINEZ,  Contra  Costa  Co.,  p.  2,116; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  2  stor.;  priv.,  wd., 
1%  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 2  c.  eng.  on  wis.,  6  c.  hand  ex., 
1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,200  ft;  rub.,  gd.,  160  ft;  tot  hose,  1,350 
ft;  f.  al.,  bell;  val.  equip.,  $2,375;  val.  bldgs., 
$8,000;   tot  mem.,   55  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res. 
ft  dir.;  res.  cap.,  10,000,000  gals.;  pump,  eng., 
cap.  3.000,000  gals.;  mains,  40  m.,  2  to  12  in. 
dia.;  22  hyd.;  met,  100;  pres.,  dom.  45  lbs.,  f. 
45  lbs.;  cons.,  day  100,000  gals.;  cost,  $20,000; 
cost  mtce.,  $2,500;   wks.   owned  by  Co. 

MARYSVILLE,  p.  5,430.  P.  dept. — 2  str.,  1 
comb,  c  ft  h.  wag.,  1  c  eng.,  1  h.  ft  1.  trk.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  3,000  ft.; 
inf.,  950  ft;  tot  hose,  3,950  ft;  tot  mem.,  16, 
pd.   full  time  4,  pd.  part  time  12. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
grav.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  200,000 
gala.;  2  pump,  eng.,  cap.  day,  16,800,000  gals.; 
mains,  14  m.,  3  to  12  in.  dia.;  358  v.;  19  nyd.; 
met,  36;  1.115  serv.;  pipe,  wrt.  i.;  prea.,  dom.  ft 
f.  30  lbs.;  cons,  day,  930,000  gals.;  cost,  $250,- 
000;  cost  mtce.,  $20,000;  wks.  owned  by  private 
Co. 

MAYFIELD,  p.  1,041;  mere,  bldgs.,  bk.  ft  wd., 
1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  4  c  hand  ex.,  3  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  inf., 
500  ft;  tot  hose,  1,600  ft;  f.  al.,  bell;  v«l. 
equip.,  $2,100;  val.  bldgs.,  $2,000;  tot  mem., 
36  vol. 

Water  Supply — Src,  wells;  res.  cap.,  110,000 
gals.;  1  pump,  eng.,  class  centrif.,  cap.  day  504,000 
gals. 

McOLOUD,  p.  2,000;  mere  bldgs.,  wd.,  1  ft  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  1  str..  19  c  hand  ex.,  12 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  17,960  ft; 
f.   al.,  Gamewell,   18  bx.;  val.  equip.,   $4,726;  tot. 


mem.,    102  vol. 


Water  Supply — Src,  spr.,  4   m.  bus.  cent.;  sys.. 
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cisterns;  sys..  pump 
;   cost,   $75,000. 

400  a.;  mere. 


pump,  dir.;  8  pump,  eng^.;  cap.  day,  2,160,000 
Srals. ;  maini^,  8  m.,  8  to  16  in.  dia.;  299  hyd. ; 
pipe,  wd.  A  i. ;  pres.,  dom.  110  lb.s.,  f.  200  to  250 
lbs.;    wks.    owned   by  priv.    Co. 

MENDOCINO,    p.    1.000;    f.    area,    64    a.;    mere. 

bldgs.,  wd..  1  k  '1  stor. ;  priv.,  wd.,  2  ■^tor. ;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 1 
hand  eng.,  1  h.  &,  1.  trk.,  1  c.  hand  ex.,  1  hose 
cart;  hose,  cot.,  rub.  lined,  gd.,  350  ft;  rub., 
gd.,  150  ft.;  inf.,  100  ft.;  tot.  hose,  600  ft.;  f.  al., 
bell;  val.  equip.,  $1,400;  val.  bldgs.,  $500;  exp. 
dept.,  $200;  tot.  mem.,  50  vol. 

Water  Supply — Src,  wells  ^ 
to  res.;   tk.   cap.,   250.000   gals. 

MENLO  PARK,  p.  1,000;  f.  area, 
bldgs.,  bk.  &  wd.,  1  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  perm.;  no  fwks.  &  combt.  ord. ;  oau^ses  of  f. 
inv.  F.  dept. — 1  hose  wag.;  hose,  cot.,  750  ft., 
good,  500  ft.;  tot.  hose,  1,250  ft.;  f.  al.,  bell; 
val.  equip.,  $1,000;  val.  bldgs.,  $300;  tot.  mem., 
30  vol. 

Water  Supply — Src,  surface  water;  sys.,  grav. ; 
res.  cap.,  125,000,000  gals.;  mains,  40  m.,  3  to 
20  in.  dia.;  met.,  ISO;  pres.,  dom.  70  lbs.,  f.  85 
lbs.;   cost,   $400,000. 

MERCED,  p.  3,102;  mere,  bldgs.,  stn.,  bk.  & 
wd„  1  &  2  stor.;  priv.,  bk.  &  wd.,  1  &  2  stor.; 
wd.  rfs.  not.  perm,  in  f.  area;  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  2  c.  hand  ex., 
3  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  500  ft.; 
cot.,  gd..  1,500  ft.;  tot.  hose,  2,000  ft.;  1  comb, 
hose  wag.,  4  hrs. ;  f.  al.,  bell;  tot.  mem.,  28,  25 
vol.,   3   pd.   men. 

Water  Supply — Src,  riv.,  18  m.  bus.  cent.;  ays., 
pump  to  res.;  res,  cap.,  3,000,000  gals,;  2  pump, 
eng.,  cap.,  4.  464,000  gals,  day.;  mains,  c.  i.,  13  m., 
6  to  16  in.  dia.;  71  hyd.;  42  v.;  40  met.;  800  serv.; 

ftipe,   lead;   pres.,   dom.   25  to  40   lbs.,   f.   45   to   80 
bs.;  cor».  day,  600.000  gals.;  cost,  $500,000;  cost 
mtce.,   $10,000;   wks.   owned  by  private  Co. 

MILL  VALLEY,  p.  2,551.  F.  dept.— 2  c  hand 
ex.,  1  c.  eng.,  1  hose  wag.,  5  hose  reels,  2  hrs., 
2.500  ft.  hose;  f.  al.,  bell;  vaL  equip.,  $2^500; 
val.  bldg-s.,  $2,000;  exp.  dept.,  $2,000;  tot.  mem., 
35,  pd.   full  time   1,  pd.  part   time   10,  vol.   24. 

Water  Supply — Src,  creek,  dam.  cap.,  1,500.000 
gals.;  res.  cap.,  75,000  gals.;  mains,  4,  3,  2  in. 
dia.;  pres.,  dom.   60  to  70  lbs.,  f.   105  to  135  lbs. 

MODESTO,  p.  4,034;  f.  area,  6  blocks;  mere, 
bldgs.,  bk.  k  stn.,  8  to  6  stor.;  priv.,  bk.  &  wd.,  1 
k  2  stor.;  wd.  rf>s.  not  perm,  in  f.  area;  fwks.  A 
oombt.  ord. ;  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb.  c.  &  h.  wag.,  1  hoise  wag.,  2  hrs.;  hose,  cot., 
rub.  lined,  gd.,  3,600  ft.;  f.  al.,  Gamewell,  21  bx.; 
vaL  equip.,  $10,625;  val.  bldgs.,  $30,000;  exp. 
dept.,  $5,400;  tot,  mem.,  25,  pd.  full  time  5,  pd. 
part  time  20. 

Water  Supply — Src,  10  wells;  sys.,  pump  dir. 
&  to  stdp.;  stdp.  cap.,  260,000  gals.;  5  pump, 
eng.,   cap.  day   5,760,000  gals.;  mains,  8  m.,   2   to 


serv.;   pres.,   f. 
$8,457;  wks. 


12   in.   dia.;    160  hyd.;   8  v.;   1,000 
120  lbs.;  cost,  $150,000;  cost  mtce. 
owned  by  city. 

MOKELUMNE  HILL,  p.   700.     F.   dept.— 1   hose 
cart,  500  ft.  hose,  vol. 
Water  Supply — Riv. 

MONROVIA,   p.    3.576; 
bldgs.,   stn.,   cone,   bk.   k 
I    k  2    stor.;    wd. 
onl.       F.    dept. — 1 


f.   area,   6   blocks;   mere. 
\frd.,    2    stor.;   priv.,  wd., 
rfs.    not   perm.;    fwks.    k   comb, 
comb.    c.    k    h.    auto,    trk.,    1 


hose    reel;    hose,    cot.,    rub.    lined,    gd.,    1,800    ft.; 
6  hand  c,  2  c  carts;  tot.  mem.,  20  vol. 

Water  Supply — Src,  mountain;  sys.,  grav.;  res. 
cap.,  8,000,000  gals.;  mains,  cem.  k  iron,  53  m.,  2 
to  24  in.  dia.:  129  hyd.;  pres.,  dom.  25  to  150 
lbs.,  f.  75  to  200  lbs.;  cost,  $110,000;  cost  mtce., 
$7,000;  wks.  owned  by  city. 

MONTEREY,  Monterey  Co..  p.  4,923;  bldgs., 
wd,,  1  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.; 
fwks.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  h.  k  1.  trk.,  1  hose  wag.,  3  hose  car.;  hose,  cot., 
rub.  l.ncd.  gd.,  3.000  ft.;  f.  al.,  bell  &  wh.;  vaL 
bldjrs.,    $13,800:    tot.    mem.,    100   vol. 

Water  Supply — Src,  riv.,  26  m.  bus.  cent.;  sys., 
pniv. ;  res.  cap.,  14  5,000,000  gals.,  loc  2*^  m. 
city;  mains,  stl.  k  c.  i.,  39  m.,  12  to  22  in.  dia.; 
60  hyd.;  400  v.;  met..  2,800;  3,200  serv.;  pipe, 
galv.  i.;  pressure,  dom.  80  lbs.,  f.  110  lbs.;  cost, 
$1,300,000;   wks.   owned   by   Co. 


MORGAN   HILL,  p.  607.     F.  dept. — 1  hose  cart, 
500   ft.    hose;   vol. 
Water  Supply— Wells. 

MOUNTAIN  VIEW,  p.  1,161.  F.  dept.— 1  h.  ft 
1.  trk.,  2  hose  car.;  hose,  1,200  ft.;  f.  al.,  bell; 
tot.   mem.,   46  vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  100.000 
gals.;  1  pump,  eng.,  class  dup.,  cap.  day  892,800 
gals.;  mains,  8,  6,  4,  3  in.  dia.;  37  hyd.;  pres., 
dom.  45  lbs.,  f.  100  lbs. 

NAPA  CITY,  p.  5,791;  f.  area,  966  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto,  str.,  1 
auto.  comb.  c.  &  h.  wag.,  1  auto.  comb.  pump,  eng., 
8  c.  hand  ex.,  1  h.  &  1.  trk.,  1  ho>e  wag.,  2  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  4,000  ft.;  inf., 
2,000  ft;  tot.  hose.  6,000  ft.;  f.  al.,  (Jamewell,  24 
bx.;  val.  equip.,  $30,000;  val.  bldgs.,  $10,000;  ex]). 
d«pt.,  $10,538;  tot.  mem.,  12,  6  pd.  full  time,  i>d. 
part  time   T. 

Water  Supply — Src,  wells;  sys..  pump  to  rea.  k 
dir.;  res.  cap.,  6,000,000  gals.;  stdp.  cap..  367,200 
gals.;  pump,  eng.,  cap.  day  2,500,000  gals.;  mains, 
26  m.,  2  to  14  in.  dia.;  84  hyd.;  met.,  200;  1.6b4 
serv.;  pres.,  dom.  20  to  40  lbs.,  f.  90  lbs.;  consL 
day,  1,600,000  gals.;  cost,  $246,845;  cost  mtce.^ 
$23,000;  wks.   owned  by  Co. 

NATIONAL  CITY,  p.  1,733;  f.  area  2%  m.; 
mere  bldgs.,  cone  k  wd.,  1  to  3  stor.;  priv.,  wd.,  1 
k  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv,  F.  dept. — 6  c  hand  ex.,  I 
hand  h.  k  1.  trk.,  2  hose  reels,  1  auto  comb,  c  k 
h.  trk.;  2,000  ft.  cot.,  rub.  lined,  hose;  inf.,  1,000 
ft.;  tot.  hose.  8.000  ft.;  f.  al.,  (J-amewell,  1  bx. :  val. 
equip.,  $10,000;  val.  bldgs.,  $6,000;  exp.  dept., 
$1,800;  tot.  mem.,  30;  pd.  full  time  1,  pd.  part 
time  1,  vol.  28. 

Water  Supply — Src,  riv.,  7  m.  bus.  cent.;  «ys., 
grav.;  res.  cap.,  11,500,000  gals.;  mains,  wrt.  k 
c  i.,  74  m.,  4  to  36  in.  dia.;  74  hyd.;  met.,  4S5; 
280  v.;  1,950  serv.;  pipe,  wrt.  i.;  pres.,  donu  k 
f.  20  to  105  lbs.;  cost  mtce.,  $62,000;  wks.  owned 
by  private  Co. 

NEEDLES,  p.  8,000;  f.  area,  800  a.  F.  dept. — 
8  hand  hose  carts,  1  hand  c  cart;  val.,  eiiuip.,  f  1,- 
200;  \'al.  bldgs.,  $1,800;  exp.  dept.,  $1,000;  tot. 
mem.,  20  vol.:  undrs.  rating,  second  cla.se. 

Water  Supply — Src,  Colo.  River,  1  m.  bus.  cent.; 
sys.,  pump;  2  pump,  eng.;  cap.  day,  2,000,000  gals.; 
70  hyd.;  80  ferw;  pres.,  dom.  70  lbs.,  f.  110 
lbs.;  wks.  owned  by  private  Co. 

NEVADA  CITY,  p.  2,689;  f.  area.  1  ^q.  m.; 
mere  bldgs.,  wd.  k  bk.,  1  to  3  stor.;  priv.,  wd., 
1  to  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 20  c  hand  ex.,  1  auto, 
ctmib.  c.  k  h.  wag.,  2  aer.  trk.,  1  ho«e  reel.  4  hose 
wag.;  hose,  cot.,  rub.  lined,  gd.,  3,000  ft.;  f.  aL. 
Camewell,  16  bx.;  val.  equip.,  $10,000;  val.  bldgs., 
$3,900;  exip.  dept.,   $^1,760;  tot.  mem.,  60  voL 

Water  Supply — Sys..  grav.;  res.  cap.  8.900,000 
gals.,  loc.  north  k  south  city;  mains,  c  L^  12 
m.,  4  to  20  in.  dia.;  98  hyd.;  40  v.;  800  scrr.; 
pipe,  galv.  i.;  pres.,  dom.  35  lbs.,  f.  100  lbs.;  cost, 
$60,000;   cost  mtce.,   $1,500;   wks.  owned  by   city. 

NEW  CASTLE,  p.  800.  F.  dept. — 2  hose  cart*, 
800  ft.  hose,  bell  al.;  vol. 

Water  Supply — Riv. 

OAKOALE,  p.  1.035;  mere,  bldgs.,  bk.,  I  k  i 
stor.;  priv..  wd.,  1  stor.;  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  deyjt. — 1  hand  eng.,  1  c.  eng. 
on  wis.,  4  c.  hand  ex.,  1  h.  &  1.  tTk.,  I  hose  wag.; 
hose,  cot.,  rub.  lined,  gd.,  600  ft.;  exp.  dept.,  $160; 
tot.  mem..  40  vol. 

Water  Supply — Src,  well?*,  1  m.  bus.  cent.;  sys.. 
pump  dir.;  res.  cap.,  500,000  gals.;  2  pump,  en^., 
cap.  day  720,000  gals.;  mains,  10  m..  4  to  10  ir. 
dia.;  .>7  hyd.:  400  met.;  440  serv.;  pres.,  dom.  4« 
lbs.,  f.  125  lbs.;  cons,  day,  300,000  gals.;  c<*t. 
$60,000;  cost  mtce.,  $1,500;  wfcs.  ownied  by  city. 

OAKLAND,  p.  150.174;  f.  area,  300  a.:  merr. 
bldgs.,  stn.  k  bk.,  1  to  11  stor.;  priv.,  wd..  I  to  3 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks,  *  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 15  stm.  eng. 
(4  in  reserve),  5  auto.  h.  k  c.  wag..  2  auto. 
pump,  eng.,  2  c  eng.,  4  5  c.  hand  ex..  3  comb.  h. 
k  1.  trks.,  2  h.  &  1.  trks.,  7  comb,  c  5:  h.  was.. 
6  hose  wag..  5  hose  reels,  80  hrs.;  ho*o.  cot,, 
rub.  'lined,  gd.,  31,000  ft.;  f.  al..  Gamewrll.  216 
bx.;  vaL  equip.,  $800,000;  val.  bldgs.,  $2.'»0.00O; 
tot.  mem.,  265,  pd.  full  time  154,  |>d.  part  time 
111. 
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Water  Supply — Src,  wella  ic  Lake  San  Leandro; 
«y8.,  grav.,  pump  dir. ;  res.  cap.,  6,800.000.000 
gfals.;  9  pump,  eng.,  class  horizontal  comp.  dup., 
cap.  day  28,750,000  gals.;  mains,  c.  k  sheet  i., 
6  ft  4  in.  dia.;  1.133  hyd.;  met.,  1,708;  15,700 
serv.;  1,915  ▼.;  pres.,  dom.  ft  f.  40  to  80  lbs.; 
cost,  S4,620,000;  cost  mtce.,  $100,000;  wka 
owned  by  Co. 

OCEAN  PARK,  p.  3,119.  F.  dept.—  2  auto, 
comb.  c.  ft  h.  wag.,  4  c.  hand  ex.;  hose,  cot.,  rub. 
lined,  gd..  4,000  ft.;  rub.,  gd.,  350  ft.;  inf.,  600 
It.;  tot.  nose,  4,860  ft.;  f.  al,  GameweU  ft  telp., 
23  bx.;  vaL  equip.,  $12,000;  val.  bldgs.,  $11,000; 
exp.  dept.,  $4,50U;  tot.  mem.,  19;  pd.  full  time  2, 
pd.  (»&rt  time  1.  vol.  16;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells.  1  m.  bus.  cent; 
sys.,  salt  water;  res.  cap.,  1,260,000  gals.;  2  pump, 
eng.,  combined  cap.  hour  90,000  gals.;  mains,  4 
to  8  in.  dia.;  pres.,  dom.  76  to  100  lbs.,  f.  160  to 
200  lbs. 

ONTARIO,  p.  4,274.  F.  deot. — 1  auto.  comb. 
c.  ft  h.  wag..  2  c.  hand  ex.,  1  hose  reel,  1  h.  ft  1. 
trk.,  2,100  ft.  hose;  f.  al.,  GameweU;  val.  equip., 
$4,500;  val.  bldgs.,  $1,500;  tot.  mem.,  30;  pd. 
full   time   2,   vol.   2S. 

Water  Supply — Src,  strm.  ft  wells;  sys.,  grav.; 
etdp.  cap.,  26.000  gals.;  res.  cap.,  875,000  gals.; 
mains,  4  to  6  in.  dia.;  35  hyd.;  pres.,  dom.  40  to 
82   lbs.,   f.   90   lbs. 

ORANGE,  p.   2,920.     F.  dept. — Not  reported. 

Water  Supply — Src,  3  wells,  H  m.  bus.  cent.; 
sys.,  grav.  ft  dir.;  2  tk.  cap.,  100,000  gals.; 
dim.  22  .x  22  ft.;  rea.  cap..  600,000  gals.;  3 
pump,  ong.,  cap.  day,  3,500,000  gals.;  mains,  c.  i. 
&  stl.,  l.>  in.,  2  to  14  in.  dia.;  95  hyd.;  50  v.;  875 
met.;  1,060  «erv.;  pipe,  c.  i.;  pres,,  dom.  40  lbs., 
f.  100  lbs.;  cons,  day,  400,000  grals.;  cost,  $115,- 
000;   cost  mtce.,   $3,000;  wka.  owned  by  city. 

OROVILLE,  p.  3,859;  mere  bldgs.,  bk.,  1  ft  2 
stor. ;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  combt.  ord. ;  causes  of  f.  inv.  F. 
dept. — 1  auto.  comb,  c  ft  h.  wag..  1  h.  ft  1.  trk., 
4  hose  car*.;  hoee,  cot.,  rub.  lined,  gd.,  800  ft.;  rub., 
gd...  2,600  ft;  tot  hose,  3,400  ft.;  f.  al.,  bell  ft 
elec.  26  bx.;  val.  equip.,  $8,000;  val.  bldgs., 
$4,000;  exp.  dept,  $1,000;  tot  mem..  60  vol. 

Water  Supply — Src,  riv. ;  sys.,  grsLV.;  res.  cap., 
25.000.000  gals.;  mains,  15  m.,  3  to  26  in  dia.; 
45  hyd.;  40  v.;  met,  1;  500  serv.;  pres.,  dom.  70 
lbs.,  f.  70  lbs.;  cost,  $300,000;  cost  mtce.,  $6,000; 
wks.   owned   by  priv.    Co. 

OXNARD,  p.  2,556.  F.  dept — 1  comb.  c.  ft  h. 
wag..  4  c  hand  ex..  1  h.  ft  1.  trk..  3  hose  reels, 
1,250  ft  hose;  f.  al.,  telp.,  bell  ft  wh.;  exp.  dept, 
$750;  tot.  mem.,  25,  pd.  part  time  11,  vol.  14. 

Water  Supply— Src,  wells,  ^  m.  bus.  cent;  sys., 
dir.  pres.;  stdp.  cap.,  150,000  gals.;  res.  cap.,  150,- 
000  gals.;  2  pump,  eng.,  combined  cap.  day,  3,600,- 

000  gals.;  mains,  8\^  m.,  4  to  14  in.  dia.;  86  hyd.; 
3  met.;  700  eerv.;  pres.,  dom.  35  to  48  lbs.,  f. 
108  lbs.;  cost,  $110,000;  wks.  owned  by  Oxnard 
Municipal  Water  Dept 

PACIFIC  GROVE,  p.  2,884;  mere  bldg9.,  wd.,  1 
ft  2  Btor. ;  priv..  wd.,  1  ctor.  F.  dept. — 1  auto.  comb. 
0.  hose  ft  ladder  wag.,  1  h.  ft  1.  trk.,  8  c  hand  ex., 

1  hose  wag.,  8  hose  carts;  hose,  cot,  rub.  lined, 
:d.,  1,950  ft;  f.  al.,  bell;  val.  equip.,  $3,000;  val. 
Idgs.,  $15,000;  exp,  dept,  $800;  tot  mem.,  48  vol. 

Water  Supply — Src,  riv.,  26  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  145,000,000  gals.;  loc.  2^  m. 
city;  mains,  stl.  ft  c  i.,  26  m.,  12  to  20  in.  dia.; 
hyd.;  800  v.;  met.  60;  1.800  serv.;  pipe,  gidv.  i.; 
pres.,  dom.  80  lbs.,  f.  110  lbs.;  cost,  $100,000; 
wks.  owned  by  Co. 

PALO  ALTO,  p.  4,486;  f.  area,  60  a.;  mere 
bldgs..  bk.  ft  wd..  1  to  3  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 4  c.  hand  ex.,  1  h.  ft  1.  trk.,  3  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al., 
bell;  exp.  dept,  $500;  tot.  nicm.,  45  vol.;  undrs. 
rating,  third  class. 

Water  Supply — Src.  wells,  1  m.  bus.  cent.; 
$>'«.,  pump  to  res.  ft  dir.;  stdp.  cap.,  155,000  gals.; 
res.  cap.,  200,000  gals.;  4  pump,  eng.,  cap..  I,5(t0,- 
000  gals,  day;  mains,  20  m.,  2  to  12  in.  di.i.;  117 
v.;  100  hyd.;  met,  1.300:  1,300  sen'.;  pres.,  dom. 
40  lbs.,  f.  80  to  90  Ins.;  cons,  day,  500,000 
gals.;    coat,    $146,970;    wks.    owned   by    city. 

PASADENA,  p.  30,291;  f.  area,  7,000  a.;  mere, 
bldgs..  Ntn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  1  Ar  2 
stor.;  wd.  rfs.  not  i>erm.   in  f.  aroa;  fwU**.  ft  comht. 
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causes  of  f.  inv.  F.  dept. — 3  auto,  str.,  2  str., 
eng.,  4  comb,  c  ft  h.  wag.,  20  c  hand  ex.. 
ft  I.  trk.  in  reserve.   1    aer.   trk.,  2   hose  wag. 

in  reserve,    1   hf>se   reel   in  reserve;   hose,    cot.,   rub. 

lined,    gd.,    1-2.700    ft;    f.    al.,    Oamewell,    27    bx.; 

val.    equip.,    $140,240;    val.    bldgs.,    $63,000;    exp. 

dept,    $63,740;    tot    mem.,    64,   pd.    full   time   50, 

call  men  4. 

Water  Supply — Src,  spr.  ft  wells,  1,  2  M:  ft  6 
m.  bus.  cent;  sys.,  grav.  ft  pump  tores.;  7  res.  cap., 
56,000,000  gals.;  6  pump,  eng.,  cap.  day,  9.000.- 
000  gals,;  mains,  c.  i.  ft  stl..  200  ni.,  2  to  30  in. 
dia.;  552  hyd.;  1,195  v.;  met,  11,770;  12,233 
serv.-  pipe,  wrt.  ft  galv.  i. ;  pres.,  dom.  A:  f.,  10  to 
125  llw.;  cons,  capita,  12S  gals.;  cost,  $1,433,000; 
cost,  mice,   $110,000;   wks.  owned  by  city. 

PASO  ROBLES,  p.  1,441;  f.  area,  400  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  4  stor.;  priv.,  ^tn.,  bk.  & 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f,  inv.  F.  dept — 1  h.  ft  1.  trk.,  2 
hose  wag.,  2  liose  car.;  hose,  cot.,  rub.  lined,  gd., 
1,200  ft;  f.  al.,  bell;  exp.  dept.,  $400;  lot 
mem.,  36,  pd.  part  time;   undrs.  rating,  third  class. 

Water  Supply — vSre,  pumps.,  %  m.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap..  1,000,000  gals.;  2 
pump,  eng.,  cap.  day,  1,750.000  gals.;  mains,  wrt. 
i.,  9  m.,  "Vi  to  8  in.  dia.;  15  hyd.;  met,  SO;  wks. 
owned  by  Co. 

PETALUMA,  p.  5,880;  f.  area,  60  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  3  ^tor. ;  priv..  wd.,  1  to  3  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c.  eng.,  2  auto.  comb, 
c  ft  h.  wdg.,  1  h.  ft  1.  trk.,  4  hose  car.;  hose,  cot, 
nib.  lined,  gd.,  3,000  ft;  inf.,  2,000  ft.;  tot.  hose, 
5.000  ft.;  f.  al.,  fJamewclI,  37  bx. ;  val.  equip., 
$40,000;  val.  bldgs.,  $8,000;  exp.  dept,  $1,500; 
tot.  mem.,  22,  pd.  lull  time  4,  pd.  part  time  18. 

Water  Supply — Src,  mountain  strm.;  sys.,  grav.; 
res.  cap.,  86,000.000  gals.;  mains,  S!r  m..  4  to  10 
in.  dia.;  76  hyd.;  60  v.;  met.,  230;  pres..  f.  60 
to  65  lbs.;  cost  $368,000;  cost  mtce.,  $9,000; 
wks.  owned  by  Co. 

PIEDMONT,  p.  3.000;  f.  area,  700  a.  F.  dept 
— 1  auto.  comb,  trk.,  1  auto.  comb,  e  eng.  ft 
chief's  car;  val.  equip.,  $10,000;  val.  bldgi.,  $20,- 
000;  exp.  dept.,  $12,000;  tot.  mem.,  6,  pd.  part 
time. 

Water  Supply — Same  as  Oakland. 

PINOLE,  p.  1,000;  f.  area,  50  a.  F.  dept. — 2 
hose  carts,  ladders,  axes,  ftc ;  1,100  ft.  hose;  val. 
bldgs.,   $500. 

Water  Supply — Src,  res.;  2  res.  cap.  18.000,- 
000  gals.;  pres.,  dom.  130  lbs.;  wks.  owned  by 
priv.  Co. 

PITTSBURG.  F.   dept— Not  reported. 

Water  Supply — Src.  river,  1,000  ft.  bus.  cent; 
sys.,  grav.,  stdp.  cap.,  100,000  gals.;  dim.,  18  x 
32;  res.  cap.,  133,000  gals.;  4  pump,  eng.,  cap. 
day,  2,000,000  gals.;  mams,  wd.  ft  i.,  6  m.,  2^  to 
6  in.  dia.;  33  nyd.;  50  v.;  25  met;  500  serv.; 
pipe,  galv.  i. ;  pres.,  dom.  25  lbs.,  f.  50  lbs.;  cons, 
day,  250,000  gal.s. ;  cost,  $45,000;  cost  mtce., 
$5,500;    wks.    owned    by    private    Co. 

PLACERVILLE,    p.    1,914;    mere 
wd.,   3   stor.;  priv.,  wd.,   2  stor.;  wd. 
f.  area;  fwks.   ft  combt  ord.;   causes 
dept. — 1   h.   ft  1.  trk.,    1   hand   eng. 


bldgs.,   bk.    ft 

rfs.   perm,  in 

of  f.  inv.      F. 

5  hose  carts; 


hose,  cot,  rub.  lined,  gd.,  1,750  ft.;  f.  al.,  bell; 
tot    mem.,   65   vol. 

Water  Supply — Src,  spr.  ft  cisterns;  sys.,  grav.; 
res.  cap.,  600,000  gals.;  mains,  3^^  m.,  7  in.  dia.; 
18  hyd.;  pre.s..  f.  47  to  150  lbs. 

PLEASANTON.  p.  1,254;  mere  bldgs.,  bk.  ft 
wd.,  1  to  3  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs. 
perm. ;  no  fwks.  ft  combt  ord. ;  causes  of  f.  inv. 
F.    dept. — 15    c   hand    ex.,    1    h.    ft   1.    trk.,    2    hose 


hose,   cot,   rub. 


lined,    gd 
val. 
vol 


1,500    ft.;    f. 


al., 

bldgs..   $1,000;   exp. 

undrs.   rating,  third 


far. ; 

bell;  val.   equip.,  $1,750 

dept.,  $76;  tot  mem.,  42 

class. 

Water  Supply — Src,  wells,  '4  ni.  bus.  cent.; 
sys..  pump  to  res.;  res.  cap.,  4.'>0,000  gals.,  loc.  133 
ft.  elevation  above  town;  1  2S-lip.  pnmp,  cap.  min., 
.5(»0  p.qls. ;  1  50-hp.  elec.  motor;  3  .<<tdp.,  rap.  day, 
S«J4,0<iO  pals.;  pumj'S  din-ctly  into  mains:  mains, 
c  i.,  .')"2  m..  10  to  2  in.  dia.;  9S  hyd.;  met..  200: 
400  ser\'.;  pipe,  c  i. ;  pres..  dom.  57  ^^  lbs.,  f. 
no  lbs.;  cons,  capita,  85  gals.;  cost  mtce.,  $3,000; 
wk«.   owned   by  city. 

PLYMOUTH,  p.*  600.  F.  dept — 1  hose  cart, 
500  ft.  hose:  bell  al.:  vol. 
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Water  Supply — Mountain  lake. 

POINT  RICHMOND,  p.  20,000.  F.  dept. — 2  comb. 
auto,  trk.,  c.  hose  &  ladders;  val.  equip.,  $24,000; 
val.  bldg:s.,  121,500;  exp.  dept.,  $6,800;  tot.  mem.. 
125;  pd.  full  time  2,  vol.  123;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sy«., 
dir.  pres. ;  110  hyd. ;  pres.,  dom.  65  to  95  lbs.; 
wka.  owned  by  private  Co. 

POMONA,  p.  10,207.  F.  dept. — 1  c.  eng.,  1 
comb.  h.  &  1.  trk.,  1  auto.  comb.  c.  k  h.  trk.,  8 
hose  car.;  hose,  cot.,  rub.  lined,  1,050  ft.;  f.  al., 
Gamewell;  tot.  mem.  80.  pd.  2,  voL  28. 

Water  Supply — Src,  6  wells,  4%  m.  bus.  cent.; 
8>'8.,  grsLV.,  pump  to  res.,  mat.  cem.;  cap.  res., 
1,000,000  gala.;  res.  loc.  1%  m.  north  bus.  cent.; 
eng.,  class  centrif.,  cap.  day,  6,000,000  gals.; 
mains,  80  m.,  2  to  24  in.  dia.;  180  hyd.;  met., 
1.850;  3.400  serv. ;  pres.,  dom.  50  lbs.,  f.  50  lbs.; 
cost,   $500,000;   wks.   owned  by   Co. 

PORTERVILLE,  p.  2,696;  f.  area,  400  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor. ;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord. ;  causes 
of  f.  inv.  F.  dept. — 1  auto,  c  eng.,  6  c.  hand  ex., 
1  auto,  hose  wag..  1  hand  c.  eng.;  hose,  cot.,  rub. 
lined,  gd..  2,500  ft.;  inf.,  150  ft;  tot.  hose.  2,650 
ft.;  f.  al.,  Gamewell,  14  bx.;  val.  equip.,  215,000; 
val.  bldgs.,  $5,000:  exp.  dept..  $8,000;  tot.  mem., 
26  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  res. 
cap.,  100,000  gals.;  pump,  eng.,  cap.  day,  720,000 
jirals. ;  mains,  2^  m.,  6  in.  dia.;  80  hyd.;  pres.. 
dom.  40  lbs.,  f.  70  lbs.;  cost,  $60,000;  cost  mtce., 
$6,000;  wks.  owned  by  Co. 

RED  BLUFF,  p.  8,530;  f.  area,  700  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  to  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  str.,  1  new  gasoline  eng.,  4  c. 
hand  ex.,  1  h.  ft  1.  trie,  4  hose  car.,  6  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  1.500  ft.;  f.  al.,  bell,  24  bx.; 
val.  equip.,  $11,000;  val.  bldgs..  $15,000;  tot 
mem.,  50,  pd.  full  time  3,  vol.  47. 

Water  Supply — Src,  creek.  10  m.  bus.  cent.; 
sys.,  grav.,  800,000  gals,  a  day,  ft  pump  to  stdp.; 
stdp.  cap.,  200,000  gals.;  pump,  eng.,  cap.  day. 
800,000  gals.;  mains,  sheet  i.,  18  m. ;  834  serv.; 
pres.,  dom.  27  lbs.,  f.  27  lbs.;  cost  $150,000; 
cost  mtce.,   $6,000;   wks.   owned  by  Co. 

REDDING,  p.  8.572;  f.  area.   28  a.;  bldgs.,  bk.. 

1  ft  4  stor.;  wd.  rfs.  not  perm.  P.  dept. — 1  auto, 
comb,  c  ft  h.  eng.  equip,  with  1,500  ft.  hose,  1 
70-gal.  c.  eng..  6  c.  hand  ex.,  1  h.  ft  1.  trk..  45 
ft  ext..  4  hose  car.;  hose,  cot,  rub.  lined,  gd.. 
3,500  ft;  f.  al.,  Gamewell,  18  bx.;  val.  equip.. 
$12,000;  val.  bldgs..  $1,500;  exp.  dept.  $1,600; 
tot.  mem.,  65  vol. 

Water  Supply — Src,  riv.,  in  bus.  cent;  sys.. 
pump  dir.;  res.  cap..  350.000  gals.;  pump,  eng., 
rap.  day  1,600,000  gals.;  mains,  8H  m.,  2  to 
12  in.  dia.;  23  hyd.;  met,  200;  pres.,  dom.  50  lbs., 
f.  50  lbs.;  cost,  $62,000;  cost  mtce.,  $4,500;  wks. 
owned  by  Co. 

REDLANDS,  p.  10,449;  f.  area,  15  blocks;  mere 
bldgs.,  bk.,  1  ft  3  stor.;  priv.  wd.,  1  ft  3  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
cniwes  Of  f.  inv.  ¥.  dept. — 2  comb.  c.  ft  h.  wag., 
10  c.  hand  ex.;  hose,  cot,  rub  lined,  gd.,  2,300  ft; 
inf.,  1,400  ft;  tot.  hose,  3,700  ft;  f.  al.,  bell; 
val.  equip.,  $15,000;  val.  bldgs.,  $7,500;  exp.  dept, 
$4,500;  tot  mem.,  (1»6,  pd.  full  time  3,  vol.  IS. 

Water  Supply — Src,  wells,  2  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  14,000,000  gals.,  loc  in  city;  10 
pump,  eng.,  class  trip.,  cap.  day  M, 000.000  gr^ls.; 
mains,  c  i.  ft  stl.,  89  m.,  4  to  22  in.  din.;  315 
byd.;  1,084  v.;  1,950  met;  3^300  serv.;  pipe, 
i.;  pres.,  dom.  ft  f.  60  to  110  lbs.;  cost,  $600,000; 
cost  mtce.,   $96,400;  wks.  owned  by  city. 

REDONDO  BEACH,  p.  3,000;  f.  area.   1,000  a.; 

P.    dept. — 1    auto,    c    wag.,    2    hose  oarts;    val. 

equip.,  $8,000;  val.  bldgs..  $2,000;  exp.  dept.. 
$1,250;  tot.  mem.,  27  vol. 

Water    Supply — Src,    wells,    1    m.  bus.    cent; 

sys.,  grav.;  2  pump,  eng.;  161  hyd.;  wks.  owned 
by  priv.  Co. 

REDWOOD,  p.  2.442;  f.  area.  600  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.     F.  dept — 1  hand  eng.,   1  c  eng., 

2  c  hand,  ex.,  1  h.  ft  1.  trk.,  1  hose  wag..  6  hose 
rar.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  600 
ft;   tot.   hose.    2,600   fi.;    f.   al..   Gamewell  ft   wh., 


bus.  cent ; 
dim.  55  x 
3  m..   2    to 


21  bx.;  val.  equip..  $9,U00;  val.  bldgs.,  $3,100; 
exp.  dept.,  $100;  tot.  mem.,  96,  vol.;  undrs.  rating, 
third   claas. 

Water  Supply — Src.  wells,  1  m.  bus.  cent; 
sys.,  pump  res.;  res.  cap.,  600,000  gals.:  2  pump, 
eng.;  class,  centrif..  cap.  day.  500,000  gals.;  mains. 
40  m.,  2  to  10  in.  dia.;  148  hyd.;  50  v.;  600  serv.; 
pipe,  iron;  pres..  dom.  80  lbs.,  f.  80  to  200  11m.: 
cons,  day,  300,000  gals.;  cost,  $90,000;  wks.  owned 
by   city. 

REEDLEY,  p.  3,000;  f.  area,  40  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd..  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  ft  combi. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng..  3 
hose  carts;  hose,  cot,  nib.  lined,  gd.,  1,050  ft; 
f.  al..  bell  ft  wh..  21  bx.;  val.  equip..  $1,260; 
val.  bldgs.,  $2,200;  tot.  mem..  30  voL 

Water  Supply — Src,  wells,  1  block  bus.  cent.; 
sys..  pump,  to  stdp.;  stdp.  cap..  60,000  gals.;  mat, 
wd.  ft  galv.  i.;  3  pump,  eng.,  combined  cap.  day, 
690.000  gals.;  mains.  10  m..  2  to  6  in.  dia.;  mat, 
iron;  69  hyd.;  21  v.;  met.  28;  pres..  dom.  25 
lbs.,  f.  90  lbs.;  cons,  day,  160,000  gals.:  cost 
$21,876;  cost  mtce..  $6,000;  wks.  owned  by  in- 
dividual. 

RIALTO.     P.  Dept. — Not  reported- 
Water    Supply — Src.    creek,    12    m. 

sys-T    grr&v.;    res.    cap..    250,000    gals.; 

55   X   10,   mat.    cem.   ft   cone;   mains, 

12  in.  dia..  mat.  c.  ft  wrt.  L;  40  hyd.;  290  serv.; 

pipe,    wrt.    i.;    pres..    dom.    48    lbs.,    f.    50    lbs.; 

cons.,  day  850,000  gals.;  wks.  owned  by  Co. 

RICHMOND,  p.  9.500;  f.  area.  6.400  a.  F. 
dept. — 1  comb,  e  ft  n.  wag.,  2  'Comb.  auto.  trk.  ft 
c  eng.,  1  hose  wag..  2  hrs.;  hose.  6.000  ft;  f. 
al..  bell;  val.  equip..  $20,000;  vaL  bids*.,  $16,000; 
exp.   dept,   $7,000:   tot   mem.   86.  poL   part  time. 

Water  Supply — Src,  wells;  4  stops.,  combined 
cap.  425.000  gals.;  res.  cap.,  1,000.000  gals.;  S 
pump.  eng..  cap.  day  358,320  gals,  together; 
mains,  10  m..  3,  4.  6  in.  dia.;  61  hyd.;  pres..  f. 
83  lbs. 

RIO  VISTA,  p.  884;  f.  area,  160  a.;  mere 
bldgs.,  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trie..  1  hose 
car.;  hose,  cot,  rub.  lined,  gd..  1,200  ft;  f.  al.. 
bell;  tot  mem..  40.  vol.;  undrs.  rating,  third  class. 

Water  Supply — Not  reported. 

RIVERSIDE,  Riverside  Co.,  p.  16.212;  mere 
bldgs..  bk..  1  to  4  stor.;  priv..  wd..  1  to  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept — 8  auto.  comb,  e  ft 
h.  wag.  equip,  with  40  ft  60  gal.  c.  tk.,  4,400  ft. 
hose,  1  h.  ft  L  trk..  1  stm.  eng..  10  e  hand  ex.. 
1  supply  wag..  2  hose  reels,  6  hrs.;  hose,  oot., 
rub.  lined,  gd..  6.700  ft;  inf..  2.000  ft;  tot. 
hose,  7,700  ft;  f.  al..  Gamewell.  28  bx.;  raL 
equip..  $87,608;  exp.  dept,  $15,490;  tot  mem. 
29,  pd.  full  time  9,  pd.  part  time  20. 

Water  Supply — Src,  wells,  10  m.  bus.  cent; 
sys.,  pump  dir.  ft  grav.;  7  res.,  cap.  5,r5&6.000 
gals.;  5  pump,  eng.;  cap.  day,  2,086,&60  giUs.: 
mains,  180  m.,  2  to  30  m.  dia.;  515  hyd.;  met. 
530;  4,&20  serv.;  pres.,  dom.  ft  f..  50  Ib«.;  cons. 
da>'.  4464,039  gals.;  cost,  $1,230,346;  wks.  owned 
by  city. 

ROCKLIN,  Placer  Co.,  p.  1,026.  F.  dept — 1 
hose  car.;  hose,  cot.  rub.  lined,  gd..  1,000  ft; 
inf.,  100  ft;  tot  hose.  1,100  ft;  f.  al..  bell; 
val.  equip..  $1,750;  val.  bldgs,.  $1,000;  tot  mem., 
25  vol. 

Water  Supply — Src,  Yuba  riv.,  3  m.  bus,  cent.; 
sys.,  grav.;  rea.  loc.  4  m.  bus.  cent;  mains,  stl., 
6V6  m..  6  to  15  in.  dia.;  30  hyd.;  wks.  owned  by  Co. 

ROSEVILLE,  p.  2,606.  F.  dept — 7  hose  ear.; 
hose,  2,600  ft;  f.  al..  wh.;  vaL  equip..  $2,500; 
exp.  dept.  $75;  tot  mem..  32  vol. 

Water  Supply — Src,  wells;  res.  cap..  7.000,000 
gals.;  mains.  3^  to  18  in.  dia.;  51  hvd.;  pres.. 
f.,    97   lbs. 

SACRAMENTO,  p.  44,696;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  stn..  1  to  6  stor.;  priv..  bk.  ft  wd.,  1 
to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  causes  of  f.  inv.  P.  dept — 2  h.  ft  L 
trk..  6  stm.  eng.,  10  c  hand  ex..  1  aer.  trk,  2 
comb,  c  ft  h.  wag.,  8  hose  wag.,  2  hose  car..  26 
hrs.;  hose,  cot,  rub.  lined,  gd.,  8,460  ft:  f.  aU 
elec,  70  bx. ;  val.  equip.,  $60,000;  val.  bldgs.. 
$54,000;  exp.  dept,  $87,500:  tot  mem.,  68,  pd. 
full  time  85.  pd.  part  time  38. 
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Water  Supply — Src,  riv.;  sys.,  pump  dir.;  3 
pump,  engr.,  cap.  day  27,000,000  gtLls.;  mains,  56 
m.,  4  to  24  in.  dia. ;  400  hyd.;  prea.,  dom.  40 
lbs.,  f.  60  lbs.;  coat,  $566,000;  coat  mtce.,  $40,- 
000;   wks.   owned  by   city. 

ST.  HELENA,  p.  1,603;  f.  area,  1,000  a.;  mere, 
bldgs.,  wd.,  stn.  k  bk.,  1  &  2  ator. ;  priv.,  wd.,  2 
stor. ;  wd.  rfs.  not  perm.;  fwka.  &;  combt.  ord.  F. 
dept. — 1  c.  eng.,  2  c.  hand  ex.,  1  h.  &  1.  trk.,  1  aer. 
trk.,  2  hose  car.;  hose,  cot.,  rub.  lined,  1,500  ft.; 
f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldgs.,  $2,300; 
exp.  dept.,  $400;  tot.  mem.,  34  vol.;  undra.  rating, 
third    class. 

Water  Supply — Src,  apr.;  sys.,  grav.;  2  ree., 
comb.  cap.  160,000,000  gala.;  mains,  5  m.,  2  to 
12  in.  dia.;  40  hyd.;  met.,  287;  325  serv. ;  prea., 
t  65  lbs.;  coat,  $100,000;  coat  mtce.,  $4<000; 
wks.  owned  by  Co. 

SALINAS,  p.  3,736;  f.  area,  2,560  a.;  mere, 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  not  perm.;  fwka.  &  comb,  ord.;  cauaea  of  f.  inv. 
F.  dept — 1  auto.  comb.  c.  k  h.  wag.,  1  str.,  2  c. 
hand  ex.,  1  h.  &  I.  trk.,  1  hose  reel,  2  hrs.;  hoee, 
cot,  rub.  lined,  gd.,  2,500  ft.;  inf..  2,000  ft.;  tot 
hoee,  4,500  ft;  f.  al.,  elec,  14  bx.;  val.  equip., 
$12,000;  vaL  bldgs.,  $8,000;  exp.  dept,  $5,000; 
tot  mem.,  24;  3  pd.  mem.,  21  vol. 

Water  Supply — Src,  wells,  M  m.  bua.  cent; 
sj'B.,  pump  to  tks.  k  dir.;  res.  loc.  at  station;  2 
pump,  eng.,  comb.  cap.  dav  1,920,000  gals.;  mains, 
c  L,  15  m.,  2  to  14  in.  dia.;  14  liyd.;  1,000 
serv.;  pipe,  galv.  L;  prea.,  dom.  80  lbs.,  f.  60 
Iba.;  wks.  owned  by  Co. 

SAN  ANDREAS,  p.  800.  F.  dept — 6  c.  hand 
ex.,  1  hand  ladder  cart;  hoee,  cot.  rub.  lined,  gd., 
SOO  ft;  val.  equip.,  $1,000;  val.  bldgs.,  $500; 
exp.  dept,  $200;  tot  mem.,  50  vol. 

Water  Supply — Cistema. 

SAN  ANSELMO,  p.  2,000.  F.  dept — 1  comb, 
c.  k  hoee  wag.,  2  c.  nand  ex.,  2  hose  carts,  2  hrs.; 
2,700  ft  hose:  f.  al.,  Gamewell,  10  bx.;  val.  equip., 
$3,500;  val.  bldgs.,  $5,000;  exp.  dept,  $2,500;  tot 
mem.,  100  vol. 

Water  Supply — Src,  lake;  sys.,  high  pres.;  84 
hyd.;  prea.,  dom.  70  to  80  lbs.,  f.  70  to  80  lbs.; 
wks.  owned  by  priv.  Oo. 

SAN  BERNARDINO,  p.  12,779;  f.  area,  4,188  a.; 
mere  bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  comb,  c  k  h. 
wag.,  1  h.  A:  L  trk.,  2  c.  hand  ex.,  8  hose  reela,  20 
nozzles;  hose,  cot.,  rub.  lined,  gd.,  5,000  ft;  f.  al., 
Gamewell,  48  bx.;  val.  equip.,  $35,000;  val.  bldgs., 
$15,000;  exp.  dept,  $17,000;  tot  mem.,  44,  0  pd. 
full  time,  35  vol. 

Water  Supply — Src,  strms.,  7  wells,  IH  to  4 
m.  bus.  cent;  cap.,  1,850.000  gals.;  sys.,  grav., 
pump  dir.;  2  res.,  cap.  2,750,000  gals.;  res.  loc. 
3H  m-  northwest  city;  pump,  eng.,  class  dup., 
cap.  day  4.000,000  gals.;  maina,  stl.  k  c  i.,  72 
m.,  4  to  20  in.  dia.;  291  hyd.;  560  v.;  8.800 
serv.;  pipe,  iron;  pres.,  dom.  86  lbs.,  f.  94  lbs.; 
cons.,  day  4,000,000  gals.;  cost,  $550,000;  cost 
mtce.,  $18,000;  wks.  owned  by  city. 

SAN  BRUNO,  p.  10,000;  f.  area,  120  a.  F. 
dept. — 3  str.,  2  comb.  c.  eng.,  2  h.  ft  1.  trk.,  3 
hose  carts;  f.  al.,  bell;  val.  equip.,  $50,000;  val. 
bldgs.,  $3,000;  exp.  dept,  $10,000;  tot.  mem.,  200 
vol.;   undrs.   rating,   first  class.  ' 

Water  Supply — Src,  artesian  well,  1  m.  bus. 
cent.;  sys.,  dir.  pres.;  8  pump,  eng.,  cap.  day 
3,000,000  gala.;  50  hyd.;  10  v.;  50  serv.;  pres.. 
dom.  60  lbs.,  f.  250  lbs.;  cost,  $2,000,000;  cost 
mtce.,  $20,000;  wks.  owned  by  city. 

SAN  BUENA  VENTURA,  p.  3,500;  f.  area,  5 
blocks;  mere  bids.,  bk.,  3  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  outside  of  f.  area.  F.  dept. — 
1  h.  ft  1.  trk.,  1  auto.  f.  eng.  ft  comb.  c.  eng.,  2 
hose  car.;  hose,  rub.,  gd.,  1,200  ft.;  cot,  1,200  ft.; 
tot  hose,  2,400  ft;  f.  al.,  bell;  val.  equip., 
$10,000;  val.  bldgs.,  $9,000;  exp.  dept.,  $750;  tot 
mem.,    17   vol. 

Water  Supply — Src,  riv.;  sys.,  grrav.;  res.  cap., 
8.000.000  gals.;  pump,  eng.,  class  dup.,  cap.  day 
860,000  gals.;  mains.  20  m.,  3  to  25  in.  dia.;  50 
hyd.;  26  v.;  met,  30;  700  serv.;  pres.,  f.  80  lbs.; 
cost,  $176,000;  cost  mtce.,  $3,000;  wks.  owned 
by  Co. 

SAN  DIEGO,  p.  39.578;  f.  area,  48,500  a.;  mere 
bldgs.,  stn.  ft  blc,  1  to  6  stor.;  priv.,  wd.,  1  to  3 
ator.;  wd.  rfa.  not  perm,  in  f,  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.     F.  dept. — 1  c  eng.  on  wis.. 


4  str.,  1  auto,  str.,  2  auto.  pump,  eng.,  6  anto. 
comb.  h.  ft  c  wag.,  17  c  hand  ex.,  1  auto, 
aer.  trk.,  2  comb,  c  ft  h.  wag.,  8  hoae  wag..  30 
hrs.;  hose,  cot,  rub.  lined,  gd.,  80,000  ft.;  f.  aL. 
Gamewell,  121  bx.;  val.  equip.,  $22,500;  val. 
bldgs..  $37,000;  exp.  dept,  $90,000;  tot.  mem., 
71,  pd.  full  time. 

Water  Supply — Src,  mountain  strm.,  36  m.  bua. 
cent.,  ft  1'2  wells  ft  pumps,  4  m.  bus.  cent;  sys., 
grav.  by  flume,  pump  to  res.  ft  dir.;  4  res.,  comb. 
cap.  20,180,000,000  gals.;  8  pump,  eng.,  2  hor. 
cross  comp..  at  main  pump,  station  ft  6  centrif.  at 
auxiliary*  pump,  plant;  cap.   2  main  pompa,  6,000,- 

000  gals,  day;  miiins,  c  ft  wrt  i.,  318  m.,  2  to  86 
in.  dia.;  1,092  hyd.;  3,i47  v.;  met,  14,870;  14,- 
S70  serv.;  pres.,  dom.  40  to  130  lbs.,  f.  90  to  200 
lbs.;  cons,  day,  7,702,000  gals.;  cost,  $7,000,000; 
coet  mice.,  $250,000;  wks.  owned  by  city. 

SAN  FERNANDO,  p.  2,000;  f.  area,  1.400  a.  F. 
depf. — 2  hand  c.  eng.,  4  c  hand  ex.,  1  h.  ft  1.  trk.; 
300  ft.  c.  hose;  100  ft  inf.  hose;  tot  hose,  400 
ft;  f.  al.,  telp.  ft  wh.;  val.  equip.,  $1,000;  val. 
bldgs..  $100;  exp.  dept,  $500;  tot  mem.,  20.  pd. 
part  tinre. 

Water  Supply — Src,  wells  ft  mountain  strm. 

SAN  FRANCISCO,  p.  416,912;  f.  area.  26.720 
a.;  report  prior  to  conflagration  of  April,  1906; 
priv.,  wd.,  2  stor.;  f.  limits;  wd.  rfa.  not  perm, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 10  c  eng.,  2  water  towers,  58  stm.  eng., 
2  f.  beats,  3  comb,  hose  wag.,  50  c  hand  ex.,  1 
aer.  trk.,  10  h.  ft  1.  trk.,  50  hose  wag.,  368  hrs.; 
hose,  cot,  rub.  lined,  gd..  103,450  ft;  f.  al., 
elec,  466  bx.;  val.  equip.,  $500, QOO;  val.  bldgs., 
$400,000;  exp.  dept.  $900,000;  tot.  mem.,  722, 
pd.  full  time. 

Water  Supply— <Src.,  mountain  strm.,  lakes  ft 
wells,  6  to  60  m.  bus.  cent.;  sys.,  grav.;  pump, 
to  4  impounding.  11  distributing  res.;  4  imp., 
res.,  cap.  32,273,000,000  gals.;  11  dist.  res.,  cap. 
59,000,000  gals.;  24  pump,  eng.,  combined  cap. 
dav  120,400,00  gals.;  mains,  436  m.,  8  to  44  in. 
dia.;  4,392  hyd.;  met,  19,700;  3,660  v.;  66,000 
serv.;  pipe,  lead  ft  galv.  i. ;  pres.,  dom.  ft  f.,  40 
to  140  lbs.;  cons.  da>',  39,374,000  gals.;  wks. 
owned  by  Co. 

SAN    GABRIEL,   p.    1.500;    no   org.    f.    dept 

Water  Supply — Src,  wells  ft  springs,  sys.,  grav.; 

5  pump,   eng.;   wks.   owned  by  private   Co. 

SAN  JACINTO,  p.  1.200.  F.  dept. — 1  hose 
cart,  600  ft  hose;  val.  equip.,  $600;   vol. 

Water  Supply — Src,  welh;  sys.,  pump  dir.;  2 
pumps;  cost,  $37,000;  cost  mtce.,  $2,300;  wka. 
owned  by  city. 

SAN  JOSE,  Santa  Clara  Co.,  p.  28,94  6;  mere 
bldgs..  stn.,  bk.  ft  wd.,  1  to  7  stor.;  priv.,  wd.,  2 
ator. ;  wd.  rfs.  perm. ;  fwks.  ft  combt.  ord. ;  causes 
of  f.  inv.     F.  dept. — 6  atr.,  2  comb,  c  ft  h.  wag., 

1  c  eng..  11  c  hand  ex.,  1  h.  ft  1.  trk..  2  aer. 
trk.;  1  hose  wag.,  3  hose  car..  24  hrs.;  hose,  cot., 
rub.  lined,  gd.,  12,000  ft;  f.  al.,  Gamewell.  73 
bx.;  vaL  equip..  $35,000;  val.  bldgs..  $40,000: 
exp.  dept,  $50,000;  tot.  mem..  64,  pd.  full  time 
31.  pd.  part  time  S3. 

Water  Supply — Src,  strm.,  20  m.  bus.  cent.; 
sys..  grav.;  res.  cap.,  300,000,000  gals.,  loc.  Santa 
Cruz  mountains;  5  pump,  eng.,  class  horizontal 
centrif.  ft  comp.  dup.,  cap.  day  20.000,000  gals.: 
mains,  c.  i.  &  stl.,  175  m.,  2  to  28  \n.  di«.;  41.1 
hydrants;  1,332  v.;  met.,  6.196;  11,409  serv.;  pipe, 
iron;  pres.,  donj.  40  to  60  lbs.;  cons,  day,  5,000,000 
gals.;  cost,  $.1,638,000;  cost  mtce.,  $122,000;  wks. 
owned  by  priv.  Co. 

SAN  JUAN.  p.  326.  F.  dept. — 1  hose  cart,  500 
ft  hose;  bell  al.;  vol. 

Water  Supply — Spr.;  sys.,  grav.;  res.  cap..  200.- 
000  gals.;  mains.  3  ft  4  in.  dia.;  pre.**.,  dom.  35 
to   50   lbs.,   f.   80   lbs. 

SAN  LEANDRO,  p.  3,171.  F.  dept.— 1  h.  5:  1. 
trk.,  3  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1.500 
ft;  inf.,  1,000  ft.;  tot.  hose.  2,500  ft;  tot.  mem.. 
12.  pd.  full  time. 

Water  Supply — Src,  lake;  sys.,  grav.;  res.  cap., 
6,000.000,000  gals.;  pres..  dom.  45  lbs.,  f.  60 
lbs.;  cons.,  day   135.000  gals.;  wks.  owned  by  Co. 

SAN  LUIS  OBISPO,  p.  5,157;  f.  area,  250  a.; 
mere  bldgs.,  bk.,  1  to  4  stor.;  priv..  wd..  1  to  3 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.  F.  dept. — 1  str,  1  comb,  e  ft  h.  wag..  1  h.  ft  1. 
trk..  3  hose  car,  4  hrs.;  hose,  cot.,  rub.  lined,  gd.. 
2,000  ft;  f.  al.  sys.  in  course  of  construction; 
val.  equip.,  $8,000;  val.  bldgs.,  $6,000;  exp.  dept. 
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$2,000;   tot.   mem.    72,  pd.   full  time   4.  pd.  part 
time  14,  vol.   64;  undrs.  rating,  second  class. 

Water  Supply — Src,  spr.  &  wells,  4  m.  bus. 
cent.;  sys.,  grav.,  pump  to  res.  &  dir. ;  res.  cap., 
9.000.000  gals.,  loc.  2  m.  city;  2  pump,  eng.,  class 
gas  k  single  action;  mains,  c.  i.,  85  m.,  4  to 
14  in.  dia.;  66  hyd.;  100  v.;  1,500  serv.;  pipe, 
galv.  i.;  pres.,  f.  100  lbs.;  cons.,  day  1,250,000 
gals.;  cost,  $200,000;  cost  mtce.,  15.000;  wks. 
owned  by  city. 

SAN  MATEO,  p.  4,884;  f.  area.  6  hi  sq.  m.; 
mere,  bldg^s.,  bk.,  cone,  k  wd.,  1  to  3  stor. ;  priv., 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  &  combt, 
ord.  F.  dept. — 1  auto.  comb.  h.  k  c.  wag.,  2 
c.  hand  ex.,  1  c.  eng.  (small),  1  h.  &;  1.  trk.,  1 
comb.   c.    Ar   h.   wag..    3   hose  car.:    hose,   cot.,   rub. 

gd.,   1,200  ft,:  inf..  350 


val.    equip., 
mem.,     135 


lined,  gd.,   4.800  ft.;  rub 
ft.;    tot.    ho.<ie,    5,7.'i0    ft.;   f.    al..   elec; 
$11,000;     val.     bldgs.,     $11,400;     tot. 
vol. ;   undrs.    rating,   first   class. 

Water  Supply — Src,  Spring  valley  k  pump  dir.; 
ays.,  gray.,  pump  to  res.  <fe  riir. ;  res.  cap.,  3,000,000 
gals.,  loc,  1  ni.  west  city;  2  pump,  eng.,  class 
trip.  &  horizontal;  cap.  day,  2,000,000  gals.; 
mains,  4  to  11  in.  dia.;  59  hyd.;  1,000  serv.;  pipe, 
%    in.;   pres.,   f.   50   lbs.;  wks.   owned  by  Co. 

SAN  PEDRO,  Los  Angeles  Co,  p.  7,000;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  w^d.,  1  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb.  c.  ft  h. 
wag.,  2  f.  boats  (rented)  in  harbor,  1  c.  eng.  on 
wis.,  1  h.  ft  1.  trk,,  24  c.  hand  ex.,  8  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  7,000  ft.;  f.  al..  bell, 
telp.  ft  Gamewell,  24  bx.;  val.  equip.,  $25,000; 
val.  bldgs.,  $1,000;  exp.  dept,  $10,000;  tot.  mem. 
35,  pd.  full  time  5,  vol.  SO. 

Water  Supply — Src,  5  wells,  5  m.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  2,250,000  gals.; 
pump,  eng.,  cap.  day  4,000,000  g«ls. ;  maine,  c.  i., 
1«  m.,  4  to  20  in.  dia.;  132  hyd.;  met.,  2,050; 
serv.,  2,300;  pres.,  dom.  ft  f.,  20  to  65  lbs.; 
day,  1  to  2,000,000  gals.;  cost,  $400,000; 
owned  by  Los  Angeles  <-ity. 

SAN  RAFAEL,  p.  6,934.  F.  dept— 2  h. 
trk..  2  hose  car.,  8  hose  carts,  1  hose  wag.,  2 
hose,  cot,  rub.  Kned,  gd.,  4,200  ft;  tot.  mem. 
vol.;   undrs.   rating,   first   class. 

Water   Supply — Src,   spr.;   sys.,   grav.;   res. 
140.000,000  gals.;  mains,  45  m..  2  to   14   in. 


cons, 
wks. 

ft   1. 

hrs.; 
,  103 


360;    1.000    serv.;    pres.,   dom 


cap., 
dia.; 
.    80 


82    hvd. ;    met. 

lbs.,   f.    120   lbs.;   cost   $68,000;   cost  mtce.,   $20,- 

000;    wk.s.   owned   by   Co. 

SANTA  ANA,  p.  8.429;  f.  area,  50  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk..  1  comb.  c.  and  h. 
wag.,  6  c.  hand  ex.,  2  hose  reels,  8  hrs.;  hose,  cot, 
rub.  lined,  gd.,  2,600  ft;  f.  al.,  bell,  wh.  ft  elec, 
26  bx.;  tot  mem.  32,  pd.  full  time  2,  vol.   30. 

Water  Supply — Src.  8  wells,  %  m.  bus.  cen.; 
sys.,  dir.  pres.;  res.  cap.,  5,000,000  gaU.,  loc.  at 
pump  station;  a  pump,  eng.,  cap  daj'  6,000,000  arals.; 
mains,  c.  i.,  31 H  m.,  4  to  20  in.  dia.;  210  hyd.; 
91  v.;  met.,  3,300;  3,800  serv.;  pres.,  dom.  75 
lbs.,  f.  120  lbs.;  cons,  day,  2,225,000  gals.;  cost 
$i248,000;  wks.  owned  by  city. 

SANTA  BARBARA,  p.  11,659;  f.  area,  47 ^  a.; 
mere,  bldgs.,  stn.  ft  bk.,  1  to  3  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  auto.  comb.  h.  ft 
c.  wag.  with  1,100  ft.  h.  ft  c.  tk.,  1  str.  In 
reserve,  6  e.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag., 
2  hose  carts;  hcse,  cot,  rub.  lined.  2,800  ft.; 
f.  al.,  Gamewell,  8  bx.;  val.  equip.,  $13,100;  exp. 
dept,  $3,839;  tot.  mem.,  19,  pd.  full  time  4, 
vol.    16. 

Water  Supply — Src.,  mountains,  i\^  m.  hue,  cent; 
svs.,  grav.;  3  re.n.,  cap.  3,600,000  gaK;  maine, 
c.  i..  30  m.,  4  to  18  in.  dia.;  211  hyd.;  560  v.;  3,997 
<»erv.;  3,000  met;  pipe,  galv.  i.;  pres.,  dom.  120 
Ib^.,  f.  100  lbs.;  cons,  capita,  150  gals.;  cost, 
$1,200,000;  wks.   owned  by  city. 

SANTA  CLARA,  p.  4.348;  mere,  bldgs.,  stn.,  bk. 
ft  wd.,   2   stor.;   priv.,  wd..   2   stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
4    c.   hand    ex..    1    h.   ft  1.    trk.,    4    hose 
cot,    rub.     lined,    gd.,    2,000    ft;    f.    al., 
17   bx. ;  tot.   mem.,   150  vol. 

Water    Supply — Src.    wells,     M:    m. 
sys.,    pump    to    stdp.    ft    dir. ;    stdp. 
gals.,    dim.    20    ft.    deep,    mat.    wd. 


F.  dept.- 

car. ;   hose, 

,    Gamewell, 

bus.    cent.; 
cap..    100,000 
&    stl. ;    cititern 


cap.,  70,000  gals.;  2  pump,  eng.,  claas  comp.  dup . 
cap.  day  1,250,000  gals.:  1  trip,  expansion  dup! 
pump,  cap.  2,000,000  gals,  day;  mains,  c  i.,  21 
m.,  2  to  12  in.  dia.;  70  hyd.;  1,800  serv.;  pipe, 
wrt.  i. :  pres.,  dom.  46  Ibe.,  f.  110  Ibe. ;  cons,  dav, 
1,500,000  gals.;  cost  $86,000;  cost  mtce.,  $17,- 
000;   wks.   owned  by  city. 

SANTA  CRUZ,  p.  11,146;  f.  area,  1.000  a.; 
mere,  bldgs,,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  c  ft  h. 
wag.,  1  h.  ft  L  trk.,  1  comb.  c.  ft  h.  wag.,  2  hoee 
wag  ,  2  hose  car.;  3  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft;  Inf.,  800  ft;  tot  hose,  2,800  ft; 
f.  al.,  bell  ft  elec,  11  bx.;  tot.  mem.  20,  pd.  full 
time  3,  pd.  part  time  17. 

Water  Supply — Src,  mountain  strm,,  11^  m. 
bus.  cent;  sys.,  grav.;  stdp.  cap.,  2,.700,000  gals.; 
res.  cap.,  1,600,000  gals.,  ft  large  rc^.  at  an  ele- 
vation of  430  ft.  above  »oa  level,  cap.  60,000,000 
gals.;  main.s.  c.  i.,  72  m.,  2  to  14  in.  dia.;  260  hyd.; 
750  v.;  1.700  met.;  3,200  serv.;  pres.,  dom.  ft  f., 
90  lbs.;  coiPB.  day,  1,500,000  gals.;  cost,  $400,000: 
cost  mtce.,  $8,000;  wks.  owntNl  by  city. 

SANTA  MARIA,  Santa  Barbara  Co.,  p.  2.260; 
mere  bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  priv..  wil., 
1  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  cnnibt.  onl. 
F.  dept — 1  comb.  auto.  str.  with  ho>e,  hook  .% 
ladders.  1  hose  car,;  hose,  1,000  ft;  f.  al.,  bell 
ft  wh. ;  vaL  equip.,   $5,000;  val.  bldgs.,   $5,000. 

Water  Supply — Src,  tk.;  50  hyd. 

SANTA  MONICA,  p.  7,84  7;  f.  area,  60  a.;  mere 
bldgs.,  bk.  ft  cone.,   1   to  6  stor.;  priv.,  bk.  ft  wd., 

1  ft  2  stor.:  wd.  rfs.  not  perm,  in  f.  area;  fwks, 
&  combt.   ord.;   causes  of  f.   inv.      F.  dept. — 1    str., 

2  auto.  comb.  c.  ft  hose  wag.,  1  h.  ft  L  trk.,  1 
hose  car.,  1  hrs.;  hose,  cot,  rub.  lined,  gd.,  5.500 
ft;  rub.,  gd.,  600  ft;  inf.,  800  ft.;  tot,  hose, 
6,400  ft;  f.  al.,  telp.;  vaL  equip.,  $24,000;  val. 
bldgs.  $1,200;  exp.  dept,  $1,400;  tot.  mem.  33, 
pd.  full  time  8,  pd.  part  time   1,  vol.    24. 

Water  Supply — Src,  wells,  3  m.  bus.  cent;  sys,, 
pump  to  res.;  '.i  res.,  cap.  2,500,000  gals.;  2  pump. 
eng.,  cbss  centrif.,  oap.  day  1,500,000  gals.;  mains, 
c    i.,   81    m.,   2   to   16   in.   dia.;    195   hyd.;    520   v.; 


•> 


2,0 2 5  sen 


;  pipe.  galv.  stl.; 
:   cost,    $.» 25,000; 
by  priv.  Co. 


pres.,  dom. 
cos.t   mtce.. 


grav. ;     res. 

in.    dia.;    9 

f.    80    lbs; 

wks.    owned 


2,172  met 

ft    f.,    10   to    180    lbs 

$32,000;  wks.  o^vned 

SANTA  PAULA,  p.  2,216;  f.  area,  300  a.; 
mere,  bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  12  ft. 
high.;  wd.  rfs.  perm,  in  f.  area;  combt.  ord.: 
causes  of  f.  inv.  F.  dept. — 2  hose  carts,  1  c.  bo^se 
cart,  1  auto,  trk.;  hose,  cot,  rub.  lined,  gd..  1,500 
ft;  f.  al.,  telp.,  wh.,  10  bx. ;  val.  equip.,  $4,000; 
val.  bldgs.,  $150;  exp.  dept.,  $240;  tot.  mem., 
13  vol. 

Water     Supply — Src,     creek;     sys., 
cari.,    3.635.294    gals.;    mains,    2    to    8 
hyd.;    met.    2:    pres..    dom.    80    lbs., 
cost,    $70,000;    cost    mtce.,    $1,662; 
by  Co. 

SANTA  ROSA,  Sonoma  Co.,  p.  7,817;  mere 
bldgs.,  bk.,  cone,  stn.  ft  wd.,  1  to  3  stor.;  priv., 
wd..  2  stor.;  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 2  str.,  1  auto,  e  eng.  with  hose  ft  ladders, 
4  c  hand  ex.,  2  hose  wag.,  3  hrs.;  hose,  cot, 
rub.  lined,  gd.,  3,800  ft;  f.  al.,  Gamewell,  27  bx.; 
val.  equip.,  $22,000;  val.  bldgs.,  $11,000;  tot. 
mem.,  12,  pd.  full  time  6,  pd.  part  time  6. 

Water  Supply — Src,  creek,  5  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  800,000,000  gals.,  loc.  2  m. 
east  of  town;  1  centrif.  pump.,  cap.  1,126,000 
gals.;  mains,  e  ft  wrt.  1.,  30  m.,  4  to  12  in.  dia.; 
25  hyd.;  met,  106;  1,000  serv.;  prea.,  dom. 
40  lbs.,  f.  60  Iba.;  coat,  $210,077;  cost  mice., 
$6,000;  wka.  owned  by  Co. 

SAUSALITO,  p.  2,888;  mere,  bldgs..  bk.  ft  wd., 
3  stor.;  priv.,  wd.,  25  ft  high;  wd.  rfs.  not  penn. 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept-— 10  c.  hand  ex.,  5  hose  wag.,  2  hia.: 
hose,  cot.,  rub.  lined,  gd.,  3,200  ft.;  f.  al.,  bell; 
\al.  equip.,  $6,725;  val.  bldgs.,  $4,200;  tou  menu. 
80    vol. 

Water  Supply — Src,  Mt  Tomalpais,  10  ra.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  1,500.000 
gals.;  2  pump.  eng..  cap.  864,000  gaU.  dav;  maatt. 
20  m.,  4  to  10  in.  dia.;  170  hyd.;  150*  v.;  720 
met.;  720  ser\-.;  pres.,  dom.  40  to  104  Iba.,  f.  40  t« 
135  lbs.;  cons,  day,  100,000  gals.;  cost.  $109,000, 
cost  mtce.,  $5,175;  wks.  owned  by  city. 
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SAWTELLE,  p.  4.000.  F.  dept. — 1  auto.  comb. 
«.  &  h.  wag.;  1.000  ft.  hose;  val.  equip.,  $2,000; 
tot.  mem..  7;  pd.  per  call. 

Water  Supply — Src,  wells. 

SEBASTOPOU  p.  1,238.  F.  dept. — 1  gasoline 
eng.,  1  hand  eng.,  8  hose  carts;  hose,  2,500  ft.; 
tot.   mem.,   36  vol. 

Water  Supply — Src,  wells  k  cisterns;  1  elec. 
motor,  50  hp.;  1  gas  eng.,  50  hp.;  pumps  capable 
600  gaU.  min.;  res.  cap.,  265.000  gals.;  water 
pipes  in  all  parts  town;  well  holds  45,000  gals. 

SELMA,  p.  1.760;  mere,  bldgs.,  wd.  k  bk.,  1  to 
2  stor. :  priv.,  wd.,  1  to  2  stor. ;  conibt.  ord. ; 
•causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  c  A  h. 
wag.  equii*.  with  2  40-gal.  c.  tk.  &  1.200  ft.  hoAe, 
1  h.  &  1.  trk..  14  c.  hand  ex.,  1  hose  cart;  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell  ft  elec, 
10  bx.;  val.  equip.,  $2,500;  tot.  mem.,   24  vol. 

Water  Supply — Src,  well.^;  sys.,  pump  to  res.; 
res.  cap..  56.000  gals.;  pump.  eng.  cap.  day,  000,- 

000  ^al8. ;  mains.  13  V6  m.,  1 V4  to  6  in.  dia. ; 
16  hyd. ;  14  v.;  300  serv.;  prcs.,  dom.  32  lbs.,  f. 
SO  to  100  lbs.;  cost,  $20,000;  cost  mtce.,  $3,500; 
wks.  owned  by  Co. 

SHERMAN,  p.  1.000.  F.  dept — 2  hand  hose 
carts,    1,000  ft.   hose. 

Water  Supply — Src,  uells;  sys.,  grav. ;  mains,  2 
tn  6  in.  dia.;  30  hyd.;  pres.,  dom.  45  lbs.,  f.  45 
lbs.;  wkp.  owned  by  priv.   Co. 

SIERRA  MADRE,  p.  1,303.  F.  dept. — 1  comb, 
c  &  h.  wag.,  6  c  hand  ex.,  1  hose  reel;  hose, 
cot.,   rub.   lined,   gd.,    500   ft.;   f.   al.,   wh. ;   vol. 

SISSON,  p.  636.  F.  de|it. — 22  c.  hand  ex.,  1 
hose  cart:  hose,  S30  ft.;  tot.   mem.,  20  vol. 

Water  Supply — Sy.s,,  grav.;  tk.  cap.  20.000  gals.; 
mainsi,    4    to  6   in.   dia.;    15   hyd.;  pres.,   120   lbs. 

SONOMA,  p.  957.  F.  dept. — 1  hand  eng.,  1  hose 
<rart,   1  h.  &  1.  trk.,  600  ft.  hose,  bell  al.;  vol. 

Water  Supply — Spr. ;  sys.,  grav.;  res.  cap.,  210,- 
■000   gals.;   mains.   6   in.  dia. 

SONORA,  p.  2,029;  mere  bldgs,.  bk.  k  stn.,  1 
to  2Vi  stor.  P.  dept- — 1  h.  &  1.  trk.,  5  hose  carts; 
hose,  cot.,  fub.  lined,  gd.,  2,000  ft.;  inf.,  500  ft.; 
tot.  hose,  2,500  ft;  f.  al.,  bell;  val.  equip.,  $5,000; 
val.   bldgs.,  $8,000;  tot.  mem.,  62  vol. 

Water  Supply — Src,  spr.;  sys.,  grav.  k  pump  to 
res.;  res.  cap..  6,150,000  gals.;  mains,  5  m.,  8 
to  11  in.  da.;  60  hyd.;  pros.,  dom.  60  lbs.;  cost, 
$40,000;    cost   mtcc.   $2,100. 

SOUTH  PASADENA,  p.  6,000.  F.  dept. — 1  auto. 
4Ptr.  with  two  40-gal.  c  tks. ;  val.  equi]).,  $6,000; 
exp.   dept.,   $2,000;   vol. 

Water    Supply — Src,    mountain    strm.    k    wells, 

1  m.   from  bus.  cent.;   sys..  grav.;  re.s.  cap.,   1,000,- 
000   gals.;    2   hyd.;   pres.,   dom.    40   lbs. 

SOUTH  SAN  FRANCISCO,  p.  1,989.  F.  dept.— - 
3   ho-^e   carts   1,900   ft.   hose;  vol. 

Water  Supply — Src,  wells;  sys.,  grav.;  res.  cap., 
1,500,000  gals.;  mains,  3  to  12  in.  dia.;  pres., 
<lom.   30  to  50  lbs.,   f.   70   lbs. 

SPRECKLES,  p.  1,000;  f.  area,  100  a.;  mere 
bldgs.,  bk.  k  wd.,  1  &  2  stor.;  priv.,  wd.,  1  &  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c  eng.,  91  c 
tiand  ex.,  4  hose  car.;  hose,  cot.,  rub.  lined,  2.550 
ft;  gd.,  50  ft:  tot  hose,  $2,600  ft;  f.  al.,  bell; 
tot   mem.,   25   vol. 

Water  Supply — Not  reported. 

ST.  HELENA,  p.  1,800.  F.  dept. — 2  hose  carts, 
1,500   ft  hose:   vol. 

Water  Supply — Src,  creek;  sys.,  grav.;  res.  cap., 
76,000,000   gals.;   pres.,   dom.    60   lbs. 

STIRLING  CITY,  p.  900.  F.  dept.— 4  hose 
carts,    1,600   ft.   hose;    vol. 

Water  Supply — Src,  r!v.;  sys.,  grav.;  res.  cap., 
5,000,000  gals.;  2  pump,  eng.,  combined  cap. 
-day   720,000  gals.;  30  hyd.;  pres.,  60  lbs. 

STOCKTON,  p.  23,253;  f.  area,  4  sq.  m.;  mere 
bldgs.,  bk.  k  stn.,  1  to  7  stor.;  priv.,  bk.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  comb.  auto.  str.  k  hose 
wag.,  1  auto,  c  eng.  k  h.  wag.,  2  str., .  2  liose 
wag.,  1  c  eng.,  1  h.  &  1.  trk.,  1  chief's  auto..  12 
c.  hand  ex.  (in  reserve,  2  str.,  1  hose  wag.,  1  c 
eng.,  1  chief's  buggy.  3  c  hand  ex.),  16  hrs. ; 
hose,  cot.,  rub.  lined,  gd.,  11,000  ft;  c,  300  ft; 
tot.  hose,  11.300  ft;  f.  al.,  Gamewell.  43  bx. ;  val. 
equip.,    $70,000;    val.    bldgs.,    $40,000;    exp.    dept.. 


$47,500;  tot.  mem.  84,  pd.  full  time  26,  pd.  part 
time   8. 

Water  Supply — Src,  deep  wells,  1  m.  bus.  cent.; 
sys.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  200,000 
gals.;  res.  cap.,  1,500,000  gals.,  loc  at  pump, 
wkji.;  9  pump,  eng.,  ckas  centrif.,  combined  cap. 
day  29,000,000  gals.;  mains,  c.  i.,  45  m.,  4  to  20 
in.  dia.;  330  hyd.;  450  v.;  met,  1,000;  7,000  serv.; 
pres.,  dom.  <!t:  f.,  50  lbs.;  wks.  owned  by  Pacific  Gas 
k  Electric  Co. 

SUISUN,  p.  641.  F.  dept. — 1  str.,  3  hoee 
carts,    1,050   ft.   hose;   bell  al.;   vol. 

Water  Supply — Spr.;  sys.,  grav.;  res.  cap.,  500,- 
000  gals.;  mains,  4  to  6  in.  dia.;  20  hyd.;  pres., 
50   lbs. 

SUNNYVALE,  p.  800.  F.  dept— 1  hose  cart 
800  ft  hose;  vol. 

Water    Supply — Wells,     U    m.    bus.    cent. 


grav 


20  a.;  mere 
priv,,  wd.,  1 
h.  k  1.  trk., 
ft.;    2    5-gal. 


«y8., 
stdp.  cap.,  270,000  gals.;  2  pump,  eng., 
combined  cap.  day  720,000  gals.;  mains,  3^  m., 
2  to  0  in.  dia.;  ,3S  hyd.;  36  nu't.;  pres.,  dom.  20 
lbs.,  f.  HO  lb-5. ;  cost,  $16,000;  cost  mtcc,  $105; 
wks.  o\\ned  by  ticy. 

SUSANVILLE,  p.   6S8.      F.   dept. — 2  c  hand  ex., 

1  hose  cart;   hoso,  750   ft;  f.  al.,  bell;  tot.  mem., 
25. 

Water  Supply — Src,  lake;  sys.,  grav.;  res.  cap. 
6,000,000  gals.;   i-res.,    150   lbs. 

SUTTER  CREEK,  p.  1,800;  f.  area, 
bldgs.,   wd.,  stn.   k  bk.,    1   &  2  stor.; 
to   2  Vi    stor.      F.   dept. — 1    c   eng.,    1 
4    hose    car.;    hose,    rub.,    gd.,    1,300 
f.  ex.:  f.  al.,  bell;  tot.  mem.,  30  vol. 

Water  Supply — Src,  lake,  125  m.  bus.  cent; 
'ys.,  grav.;  res.  cap.,  5,000.000  gals.;  mains,  sheet 
k  c  i.,  5  m.,  4  to  11  in.  dia.;  50  hyd.;  pipe,  sliect 
I.;  pres.,  dom.   130  lbs.,  f.   240   lbs. 

TAFT.     F.  dept. — Xot  reported. 

Water  Supply — J5rc.,  tk.  cars  from  BakersHeld; 
48  m.  bus.  cent.;  sys.,  railroad  to  Taft;  res.  cap., 
S1,0U0  gals.;  1  pump,  eng.,  cap.  day  156,000  gals.; 
mains,  2  m.,  3  to  4  in.  dia.,  mat.  stl. ;  13  nyd.; 
10  v.;  met.,  60;  110  serv.;  pipe,  stl.;  pres.,  dom. 
32  lbs.,  f.  150  lbs.;  cons,  day  81,000  gals.;  cost, 
$10,000:  cost  mtce.,  $4,000;  wks.  owned  by 
priv.    Co. 

T«ACY,    p.    2,200;    f.   area,    280    a.      F.   dept. — 

2  hose    carts,    1    c    eng.;    hose,    cot,    rub.    lined, 
gri.,    1,000   ft.;   f.   al..   bell;   val.   equip.,   $850; 
bldgs.,   $250;  exp.  dept.,   $250;   tot.   mem.,   25, 
part   time;    undrs.    rating,    fourth    class. 

Water     Supply — Src,  well.  1  m.  bus.  cent.; 
dir.    prea.   k  pump;       2   pump,    eng.;   mains,    3 
35    hyd,;    2t0    v.;    198    serv.;    pres.,    dom.    40 
f.    85       lbs.;    cost,    $26,000; 
wks.    owne<l    by    city. 

TROPICO,    p.    1.200.       F. 
car.;  hose,   300   ft.;  f.  al.,  wh. 

Water  Supply — Src,  canyon 
res.   cap.,   2,000.000   gals. 

TRUCKEE,    p.    1,600;    f.    area, 


cost    mtcc, 


\al. 
pd. 

sy."»., 

m. ; 
lb.«., 
$2,000; 


dept. — 1  hand  ho.se 
tot  mem.,  45  vol. 
in  mountains  k  well; 


400    a.;    mere 

k  wd.,  1  to  2   stor.;  priv.,  wd.,   1 

rfs.  perm,   in  f.   area;   combt  ord.; 

f.    inv.      F.    dept. — 1    h.    k   1.   trk,    3    c 

3    hose    carts,    1    hose    reel;    hose,    cot., 

gd.,    1,700   ft;   inf.,   700   ft.;   tot.   hose, 

f.    al.,   bell   k   wh. ;   val.   equip.,    $4,500; 

$1,250;  tot   mem.,  4  5  vol. 

Src,  spr.,  2  m.  bus.  cent;  sys., 
200,000  gBlB.;  1  pump,  eng., 
cap.  500  gals,  min.;  mains,  iron  k  stl.,  5  m.,  H 
to  10  in.  dia.;  86  hyd.;  met,  80;  800  serv.;  pres., 
dom.  93  lbs.,  f.  98  lbs.;  eons,  day,  100,000  gals.; 
cost,  $18,000;  cost  mtce.,  $250;  wks.  owned  by 
Co. 

TULARE,  p.   2,758;  f.  area,  14  a.;  mere  bldgs.. 


bldgs.,   stn.,  bk 
to   2   stor.;   wd 
causes    of 
hand    ex., 
rub.   lined, 
2,400   ft; 
exp.  dept.. 

Water  Supply— 
grav. ;    res.    cap.. 


bk.,  1  to  3  stor.;  priv.,  wd., 
perm.;  fwks.  k  combt.  ord.; 
dept — 1  h.  k  1.  trk.,  1  hose 
hrs. ;  hose,  cot,  rub.  lined, 
300  ft.;  tot.  hose,  1,900  ft 
bx. ;  val.  equip.,  $2,000;  val. 
dept,  $550;  tot.  mem.,  40 
fourth  class. 

Water  Supply — Src,  wells;  sys.,  grav.;  pump  to 
stdp.  k  dir.;  stdp.  cap.,  90,000  gals.;  dim.,  50  ft. 
high;  2  pump,  eng.,  cap.  day  1,440,000  gals.; 
mains,  13  m. ;  54  hyd.;  pres.,  dom.  33  lbs.,  f.  50 
to  65  lbs.;  cons.,  day  300,000  gals.;  cost,  $30,000; 
wks.   owned   by   Co. 


a.  I 

1   stor.;  wd.  rfs.   not 

causes  of   f.   inv.     F. 

wag.,   3   hose  car.,   1 

gd.,    1,600    ft;    inf., 

;    f.    al.,   Gamewell,    7 

bldgs.,   $4,000;   exp. 

vol. ;    undrs.    rating. 
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TUOLUMNE,  p.  1,400.  F.  dept. — 2  hose  carts, 
600   ft.   hose;   vol. 

Water  Supply — Mountain  strni.;  sys.,  grav. ;  res. 
cap.,  400,000  gals.;  priv.  rea.  cap.,  7,000,000  gals.; 
mains.  4   to  8  in.  d^a. ;  prea.,  15  lbs. 

TURLOCK,  p.  1,537.  F.  dept. — 1  str.,  1  c.  eng., 
1   h.  &  1.  trk.,  2  hose  carts,  2,000  ft.  hose;  32  vol. 

UKIAH,  p.  2,136;  f.  area,  1,280  a.;  mere,  bldgs., 
bk.,  1  to  8  stor. ;  priv.,  wd.,  1  &  2  stor. ;  wd.  rfa. 
perm.;  F.  dept. — 1  hand  eng.,  2  c.  hand  ex.,  1 
h.  ik  1.  trk.,  2  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
1,500  ft.;  inf.,  500  ft.;  total  hose,  2,000  ft.:  f.  al., 
bell  &  wh.;  val.  equip.,  $8,000;  val.  bldgs.,  $6,000; 
exp.  dept.,  $500;  tot.  mem.,  60  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  1,000,000  gals.;  1  pump,  eng.,  class 
dup.,  cap.  day  500,000  gals.;  mains,  8  m.,  2  to  10 
in.  dia. ;  80  hyd.;  pres.,  dom.  65  lbs.;  cost,  $40,> 
000;  wks.  owned  by  Co. 

UPLAND,  p.  2.384.  F.  dept. — 1  hand  c  eng., 
5  hose  carts:  1,500  ft.  hose;  bell  aL;  ezp.  dept., 
$175;    18   vol. 

Water  Supply — Src,  creek;  sys.,  grav.;  res.  cap., 
180,000  gals.;  mains,  2  to  8  in.  dla.;  61  hyd.; 
pres.,  dom.  36  to  66  lbs.,,  f.  90  lbs. 

VACAVILLE,  p.  1,177;  f.  area,  25  a.;  mere 
bldgs.,  bk.  &  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  not  inv.  F.  dept. — 2  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  2,000  ft.;  f.  al.,  bell;  exp.  dept, 
$250;  tot.  mem.,  24,  pd.  part  time;  undrs.  rating, 
third  class. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  150,000  gals.,  loc.  at  Callen  ft 
Vine  sts.;  2  pump,  eng.,  class  comp.  dup.,  cap. 
day  200,000  gals.;  mains,  1%,  m.,  2  to  8  in.  dia.; 
SO  hyd.;  200  serv.;  pres.,  dom.  60  lbs.,  f.  60  to  80 
lbs.;  cost,  $24,000;  cost  mtce.,  $1,800;  wks. 
owned  by  Co. 

VALLEJO,  p.  11,840;  f.  area,  700  a.;  mere, 
bldgs.,  bk.,  cone,  ft  wd.,  1  to  8  stor.;  priv.,  bk. 
ft  wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  stm. 
eng.,  1  c  wag.,  2  comb,  c  ft  h.  wag.,  6  c.  hand 
ex.,  2  h.  ft  1.  trks.,  4  hose  carts,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  8,700  ft.;  fair,  600  ft.:  inf., 
500  ft.;  tot.  hose,  4.700  ft.;  f.  al.,  Gamewell,  40 
bx.;  val.  equip.,  $20,000;  vaL  bldgs.,  $16,000; 
exp.  depL,  $9,800;  tot.  mem.,  89,  pd.  full  time  4, 
pd.  part  time  10,  vol.  75. 

Water  Supply — Src,  falls,  18  m.  bus.  cent.; 
sys.,  grav.;  2  storage  res.,  combined  cap.  1,000,600,- 
000  gals.,  loc  18  m.  north  of  city;  2  distributing 
res.,  cap.  15,000,000  gals.;  mains,  c.  i.;  176  hyd.; 
met.,  1,650;  2,782  serv.;  pipe,  galv.  i.;  pres.,  dom. 
ft  f.,  75  lbs.;  cost,  $850,000;  cost  mtce.,  $li5,000; 
wks.  owned  by  city. 

VENTURA,  p.  2,945.  F.  dept. — 1  auto.  h.  ft  c 
wag.,  2  hose  reels,  1  h.  ft  1.  trk.,  4  hand  ex.,  2,150 
ft.  hose,  20  call  men. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
grav.;  water,  gd.;  8  res.,  combined  cap.  8,166,000 
gals.;  2  pump,  eng.,  combined  cap.  hour  47,600 
gals.;  mains,  3  to  8  in.  dia.;  47  hyd.;  pres.,  dom. 
55   to  68  lbs.,  f.  90  lbs. 

VISALIA,  p.  4,550;  f.  area,  20  a.;  mere,  bldgs., 
bk.,  1  to  3  stor.;  priv.,  wd.,  1  stor.;  wd.  ris.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  auto,  str.,  1  str.,  1  hand  eng.,  4  c. 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  car., 
8  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,150  ft.;  inf., 
400  ft.;  tot.  hose,  2,550  ft.;  f.  al.,  bell,  wh.  ft 
Oamewell,  19  bx.;  val.  equip.,  $5,000;  val.  bldgs., 
$30,000;  exp.  dept.,  $8,000;  tot.  mem.,  48,  pd.  full 
time   4,  vol.   44. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  192,000  gals.;  pump,  eng.,  cap. 
day  2.000,000  gals.;  mains,  SO  m.,  1^  to  10  in. 
Ha.;  63  hyd.;  700  scrA*.;  pres.,  dom.  40  lbs.,  f.  80 
11>8.;  cost,  $120,000;  cost  mtce.,  $12,000;  wks. 
owned  by  Co. 

WALNUT  CREEK.     F.  dept.  not  reported. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.  100,000  gals.,  dim. 
80  X  50,  mat.  redwood  staves;  res.  cap.,  25.000,000 
gals.,  loc.  75  ft.  above  town;  1  pump,  eng.,  cap. 
day  50,000  gals.;  mains,  3V^  m.,  4  to  6  in.  dia.: 
10  hyd.;  10  v.;  40  serv.;  pipe.  galv.  i.;  pres..  dom. 
55  lbs.;  cost,  $10,000;  wks.  owned  by  priv.  Co. 

WATSONVILLE.  p.  4,446;  f.  area,  640  a.;  mere 
bldgs.,  bk.  &  wd.,  1  ft  2  stor.;  priv.,  wd..  1^  stor.; 


wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  3  hose  car., 
2  hrs.;  hose,  cot,  rub.  lined,  gd..  2.000  ft.;  f.  al., 
bell;  val.  equip.,  $7,800;  val.  bldgs.,  $5,000:  exp. 
dept,  $1,200;  tot  mem.,  54,  pd.  full  t.me  3. 
vol.   51. 

Water  Supply — Src,  mountain  strm..  9  m.  bus. 
cent.;   sys.,  gnv.;   res.   cap.,   11,600,000   gals.,  loc 

1  %  m.  city;  pump.  eng.  cap.,  1,000,000  gals,  day; 
mains,  sheet  ft  c.  i.,  40  m.,  4  to  18  in.  dia.;  100 
hyd.;  14C  met.;  1,500  serv.;  pipe,  iron;  pres.,  dom. 
40  lbs.,  f.  80  lbs.;  con«.  day,  1,000.000  gals.;  wks. 
owned  by  private  Co. 

WEAVERVILLE,  p.  1,000;  f.  area,  160  a.  F. 
dept — 3  c.  eng.,  25  c.  hand  ex.,  3  hose  carts,  2 
hrs.;  1,600  ft.  cot,  rub.  lined  hose;  f.  al..  elec. 
bell,  14  bx.;  vaL  equip.,  $4,000;  val.  bldgs., 
$800;  exp.  dept,  $260;  tot  mem.,  50  vol. 

Water  Supply--— Src,  creek;  sys.,  grav.;  rea.  capu. 
1,260,000  gals.;  mains,  4  in.  dia.;  14  hyd.;  pres., 
dom.  30  to  40  lbs.,  f.  90  lbs. 

WHEATLAND,  p.  481.  F.  dept. — 2  bose  carts. 
800  ft.  hose;  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  60,000  gals.;  1  pump,  eng.,  cap.  day 
288.000  gals.;  pres.,  60  lbs. 

WHITTIER.  p.  4,560.  F.  dept. — 1  comb.  c.  ft 
h.  wag.,  6  c  band  ex.,  1  h.  ft  1.  trk.,  1  auto.  f.  txk., 
40-gar.  c  eng.,   1  hose  car.;  hose,  cot,  rub.   lined. 

fd.,    2,000    ft.;    f.    al.,    bell   ft    telp.;    val.    equip., 
7,000;  exp.  dept,  $4,000;  tot.  mem.,  15;  pd.  full 
time  2,  pd.  part  time  13. 

Water  Supply — Src,  wells,  2  m.  bus.  cent;  sya., 
pump  to  res.;  res.  cap.,  4,000,000  8[als.;  2  pomp, 
enff.,  cap.  day,  8,600.000  gals.;  mains,  26  m.,  4 
to  18  in.  dia.;  116  hyd.;  1,800  sere.;  met.,  S80; 
pres.,  dom.  ft  f.,  80  to  100  lbs.;  cons,  day,  S.OOO,- 
000  gals.;  cost,  $200,000;  cost  mtce.,  $4,500; 
wks.  owned  by  city. 

WILLITS,  p.  1,158.  F.  dept— 2  hose  carts,  600 
ft  hose;  bell  al.;  42  voL 

Watar  Supply. --Src.  creek;  sys.,  grav.;  res.  cap.. 
60,000  gals.;  mains,  6  to  8  in.  dia.;  pres.,  80  Ibs^ 

WILLOWS,  p.  1,189.  F.  dept — 2  hose  carts 
1,100  ft  hose;  Gamewell  al.  sys.,  6  bx.;  40  vol. 

Water  Supply — Src,  wells;  vs.,  riv.  to  stdp.; 
stdp.  cap.,  90,000  gals.;  2  pump.  eng..  combined 
cap.  hour,  69,000  gals.;  mains,  6  to  R  in.  dia.;  69 
hyd.;  pres.,  60  lbs. 

WINTERS,  p.  910;  f.  area,  10  a.;  mere  bldg*.. 
bk.,  2  stor.;  priv.,  wd.,  1^4  stor.;  w«l.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.      F.    dept. — 1    h.    ft    1.    trk.,    10    c.    hand    ex.. 

2  hose  reelo.;  hose,  cot,  rub.  lined,  gd.,   1,050  ft.; 
f.  al.,  bell;  val.  equip.,  $2,000;  tot  mem..  SO  vol. 

Water  Supply — Src,  wells;  ays.,  grav.;  stdp.  cap., 
54,000  gals.;  2  pump,  eng.,  comb.ned  cap.,  day 
360,000  gals.;  mains.  4  to  6  in.  dia.;  24  hyd.; 
pres.,  76  lbs. 

WOODLAND,  p.  3,187;  f.  area,  640  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  3  stor.;  prir..  wd.,  1  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  str.,  1  h.  ft  1.  trk..  1  ho«e 
wag.,  2  hose  car.,  5  hrs.;  hose,  cot,  rub.  lined, 
gd.,  2,480  ft;  inf.,  1,870  ft;  tot  hose.  4.S.'iO  ft.: 
f.  al.,  Gamewell,  10  bx.;  val.  equip.,  $4,000:  «!. 
bldgs.,  $25,000;  exp.  dept,  $5,000;  tot  mem.,  ««. 
pd.  full  time  4,  vol.  56;  undrs.  rating,  serou.l 
class. 

Water  Supply — Src,  wells;  sys.,  pump  to  tk.  * 
dir.;  cap.,  170.000  gals.;  2  pump,  eng.,  class  comp. 
dup.,  cap.  day  2,600,000  gals.;  1  centrif.  pump, 
cap.  1,475  gals,  min.;  mains,  c  ft  wrt  i..  22  ra.. 
2  to  12  in.  dia.;  66  hyd.;  pres.,  dom.  25  lbs.,  t. 
90  lbs.;  cost,  $62,000;  cost  mtce.,  $8,500. 

YREKA,  p.  1,134;  f.  area,  200  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.  ft  bk.,  1  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.:  causes  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  stm.  pump  in 
reser\'e,  2  c  hand  ex.,  4  hose  wag.;  hose.  cou. 
rub.  lined,  gd.,  2,400  ft.;  f.  al..  bells,  wh.;  exp. 
dept,   $160;  tot  mem.,   100  vol. 

Water  Supply — Src,  wells,  in  bus.  cent:  sys., 
pump  to  res.;  res,  cap.,  350,000  gal*.:  pump, 
eng.,  cap.  day  760.000  gals.;  mains.  2  m,.  *i  to  S 
in.  dia.;  21  hyd.;  pres.,  dom.  86  lbs.,  f.  120  Iba; 
cost,  $15,000;  cost  mtce.,  $400;  wks.  owned 
bv  Co. 
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YUBA  CITY,  p.  1,160.  F.  dept. — 2  hose  carta, 
1,000   ft.   hose;   bell  al.;   vol. 

Water  Supply. — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100.000  ffsls. ;  2  pump,  eng.,  combined 
cap.  day  432,000  gals.;  mains,  4  to  8  In.  dia.; 
28  hyd. 


Places  of  1,000  or  more  population  having  no 
organized  fire  dept. — Fitchburg,  Huntington  Park, 
San   Uimaii,  Stige. 

Places  with  a  population  of  1,000  or  more  not 
reported — .\rtesia,  Bodie,  iColegrove,  Folsom,  Olema, 
San  .Bruno,  Sanger,  Santa  Paula,  Watts,  Wilmington. 
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AGUILAR,  p.  858.  F.  dept. — 1  hose  cart; 
hose.  500  ft.;  bell  al.;  tot.  mem.  20,  pd.  full  time 
5.  vol.  15. 

Water  Supply — Res.  cap.  1.000,000  gals.;  1 
pump,  cap.  day  150,000  gals.;  tank  cap.  60,000 
gals.;  13  hyd.;  pres.  90  lbs. 

ALAMOSA,  p.  8,018;  f.  area,  2  a.;  mere  bldgs., 
sin.  d£  bk.,  1  &  2  Btor.;  priv.,  wd.,  1  &  2  stor. ;  wd. 
rfs.  not  perm.;  fwks.  k  combt.  ord.  F.  dept. — 1 
comb,  wag.,  2  hose  c,  2  hrs. ;  hose,  cot.,  rub.  lined, 
gd.,  2,000  ft.;  f.  al.,  bell,  wh.  ft  telp.;  val.  bldgs., 
|S,800;  exp.  dept.,  $1,600;  tot.  mem.,  40,  pd.  part 
time  7.  33  vol. 

Water  Supply — Src,  cisterns  &  wells;  sys.,  pump 
to  stdp.;  stdp.  cap.  200,000  gals,  res.  cap.  100,000 
gals.;  2  pump,  eng.,  class  trip.,  cap.  600  gals,  min.; 
mains,  12  m.;  97  hyd.;  wks.  owned  by  city. 

ANACONDA,  p.    164.     F.   dept. — Not   reported. 

Water  Supply — Src.,  pump,  station,  4  m.  bus. 
cent.;'  sys.,  grav.;  mains,  c.  1.,  5  m.,  3  to  6  in.  dia.; 
7  hyd.;  pipe,  iron;  pres.  dom.  ft  f.,  86  lbs.;  wks. 
owned  by  Altman  Water  Co.,  of  Cripple  Creek. 

ASPEN,  p.  1,834;  mere,  bldgs.,  bk.  ft  wd.,  1  to 
3  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
hand  eng..  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag., 
3  hose  car.  ft  reels,  2  hrs.;  hose,  cot.,  rub.  lined, 

?:d..  2,500  ft.;  inf.,  2.000  ft.;  tot.  hose,  4,500  ft.; 
.  al.,  Gamewell,  10  bx. ;  val.  equip.,  $4,000;  val. 
bldgs.,  $4,500;  exp.  dept.,  $2,800;  tot.  mem.,  75 
vol. 

Water  Supply — Src,  creek,  2  m.  bus.  cent.;  sys., 
flume  to  res.;  cap.,  450,000  gals.;  53  hyd.;  56  v.; 
pres.,  dom.  95  lbs.,  f.  125  lbs.;  cost,  $175,000; 
wks.  owned  by  Co. 

AULT,  p.  560.  F.  dept. — 2  hand  reels;  hose, 
900  ft.,  gd.;  f.  al.,  wh.  ft  revolver  shots;  tot.  mem., 
40  voL 

Water  Supply — Src.  well,  cap.  360,000  gala,  day; 
stdp.  cap.,  40,000  gala.;  mains,  8,  6  ft  4  in.  dia.; 
17  hyd.;  pres.,  dom.  56  to  60  lbs.,  f.  60  to  70  lbs. 

BERTHOUD,   p.   758.      F.   dept.— 2   c   hand   ex., 

1  hand  hose  cart,  1  reel;  hose,  1,000  ft.;  tot.  mem., 
20. 

Water  Supply — Sys.,  grav.;  res.  cap.  800,000 
gals.;  13  hyd.;  pres.,  40  lbs. 

BLACK  HAWK,  Gilpin  county,  p.  668;  mere, 
bldgs.,  bk.  ft  stn.,  1  hi  ator. ;  wd.  rfs.  perm.  F.  dept. 
— 2  stm.  pumps.  3  hose  carts;  hose,  cot.,  rub.  lined, 

fd.  1,800  ft.;  f.  aL,  wh.;  val.  equip.,  $6,000;  vaL 
Idgs.,  $4,500;  exp.  depL,  $100;  tot.  mem.,  46  voL 
Water  Supply — Src,  spr.,  4  m.  bus.  cent.;  sys., 
grav.;  res.  cap.  1,500,000  gals.,  loc  in  town; 
mains,  c  ft  wrt.  i.,  6  m.,  2  to  5  in.  dia.;  26  hyd.; 
27  v.;  meters,  12;  250  serv.;  pres.,  dom.  140  lbs., 
f.  225  lbs.:  cost,  $60,000;  wks.  owned  by  city. 

BOULDER,  p.  9,539;  f.  area,  2^  sq.  m.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  3  stor.;  priv.,  stn.  ft  bk.,  2 
ft  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  P.  dept. — 2  comb.  c.  ft  h.  wag.,  6 
c  hand  ex.,  1  h.  ft  I.  trk.,  1  hose  wag.,  1  hose  cart, 
7  hrs.;  hose,  cot.,  rub.  lined,  gd.,  6,500  ft.;  inf., 
900  ft.;  tot.  hose,  7.400  ft.;  f.  al.,  Gamewell,  14 
bx.;  val.  equip.,  $11,970;  vaL  bldgs.,  $18,000;  exp. 
dept.,  $12,000;  tot.  mem.,  11,  10  pd.,  1  vol. 

Water  Supply — Src,  creek,  Silver  Lake,  22  m. 
bus.  cent.;  sj'S.,  grav.;  4  res.;  cap.  585,000,000 
gals.;  mains,  c  i.,  78  m.,  4  to  8  in.  dia..;  136  hyd.; 
200  v.;  2,500  serv.;  pipe,  lead  ft  galv.  1.;  pres., 
dom.  125  to  160  lbs.,  f.  125  lbs.;  cost,  $547,500; 
wks.  owned  by  city. 

BRECKENRIDGE,  p.  834;  f.  area,  200  a.;  mere, 
bldgs.,  wd.  ft  i.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.     F.  dept. — 1  h.  ft  1.  trk., 

2  hose  car.;  hose,  cot.,  rub.  lined,  gd.  1.000  ft.; 
inf.,  500  ft.;  tot.  hose,  1,500  ft.;  f.  al.,  bell;  val. 
equip.,  $3,000;  val.  bldgs.,  $2,500;  exp.  dept., 
$520;  tot  mem.  90  vol.;  undrs.  rating,  fourth 
class. 


Water  Supply — Src,  creek;  sys.,  grav.;  res.  cap. 
10,000,000  gals.;  mains,  c  L,  3  m.,  4  to  12  in. 
dia.;  SO  hyd.,  160  serv.;  pres.,  dom.  146  lbs.,  f. 
145  lbs.;  cons.,  day  20,000  gals.;  cost,  $80,000; 
cost  mtce.,  $1,500;  wks.  owned  by  town. 

BUENA  VISTA,  p.  1,041;  f.  area,  60  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor. 
K.  dept. — c.  hand  ex.,  1  h.  ft  1.  trk.,  3  hose  wag., 
2  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.; 
inf.,  500  ft.;  tot.  hose,  2,500  ft.;  f.  al.,  bell;  val. 
equip..  $6,250;  val.  bldgs.,  $4,000;  exp.  dept., 
$400;  tot.   mem.,   25  vol. 

Water  Supply — Src,  creek;  sys.,  grav.;  res.  cap., 
38,000  gals.;  mains,  6H  m.,  2  to  10  in.  dia.;  19 
hyd.;  pres.  dom.  70  lbs.;  cost,  $42,000;  cost  mtce., 
$500;   wks.  owned  by  city. 

CAWON  CITY,  p.  5,162;  f.  area,  2,110  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  e.  hand  ex.,  1 
h.  ft  1.  trk.,  1  auto,  trk.,  I  chief's  auto.,  2  hose 
reels;  hose,  cot.,  rub.  lined,  gd.,  3,000  ft.;  inf., 
50  ft.;  tot.  hose,  3,050  ft.;  f.  al.,  Gamewell,  14 
b.x.;  val.  equip.,  $7,000;  val.  bldgs.,  $2,000;  exp. 
<U'pt,,  $;J,S00;  tot.  mem.  25,  pd.  full  time  3,  pd. 
part  time  4,  vol.   18. 

Water  Supply — Src,  riv.,  8  m.  bus.  cent.;  sys., 
grav.,  2  pump,  eng.,  size  14  x  24,  cap.  day  3,000,> 
000  gals.;  mains,  c  i..  10  m.,  4  to  20  in.  dia.;  67 
hyd.;  97  v.;  700  serv.;  pipe,  galv.  i.;  pres.,  dom.  60 
lbs.,  f.  120  lbs.;  cons,  day  2,000,000  gals.;  cost 
$600,000;  wks.  owned  by  city. 

CENTRAL  CITY,  p.  1,782;  f.  area,  1  sq.  m,; 
mere  bldgs.,  brk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor., 
wd.  rfs.  perm.;  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hand  eng.,  1  c  eng.,  3  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1,500  ft.;  inf.,  500  ft.;  tot. 
hose,  2,000  ft;  f.  al.,  bell;  val..  equip.,  $1,000;  val. 
bldgs.,  $2,500;  exp.  dept.,  $400;  tot.  mem,,  100 
vol. 

Water  Supply — Src.  apr..  7  m.  bus.  cent,;  ays., 
grav.;  res.  cap.  600,000  gals.;  mains,  c  L,'22  m., 
2  to  8  in.  dia.;  40  hyd.;  met.,  25;  375  serv.;  pres., 
dom.  125  lbs.,  f.  187  lbs.;  cost,  $180,000;  coat 
mtce.,  $3,000;   wka.  owned  by  city. 

COLORADO  CITY,  p.  4,833;  f.  area,  700  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  2 
stor.  F.  dept. — 1  auto.  comb,  c  hose  ft  1.  trk.,  2  hoae 
carts,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  3,700  ft.; 
f  al.,  bell  ft  wh.,  21  bx.;  val.  equip.,  $7,000;  val. 
bldgs.,  $8,000;  exp.  dept.,  $2,500;  tot.  mem.  13, 
pd.  full  time  3,  vol.  10. 

Water  Supply — Src,  creek,  2  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  8,000,000  gals.;  mains,  30  m.,  3  to 
10  in.  dia.;  30-  hyd.;  10  v.;  150  serv.;  pres.,  dom. 
80  lbs.,  f.  80  to  120  lbs.;  cost,  $40,000;  cost  mtce., 
$200;  wks.  owned  by  Co. 

COLORADO  SPRINGS,  p.  29,078;  f.  area,  5,126 
a.;  mere  bldgs.,  bk.,  cone,  ft  stn.,  1  to  7  stor.;  priv., 
wd.,  -1  to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
str.,  1  comb.  c.  ft  h.  wag.,  3  auto.  comb.  c.  ft  h. 
wag.,  1  chief's  auto.,  1  asst.  chief's  auto.,  1  auto, 
comb,  pump  ft  hose  wag.,  12  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  aer.  trk.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  11,- 
950  ft.;  f.  al.,  Gamewell,  elec,  63  bx. ;  val.  equip., 
$88,683;  val.  bldgs.,  $4  7,000;  exp.  dept.,  $50,872; 
tot.  mem.,  37,  pd.  full  time. 

Water  Supply — Src.  rain,  snow,  apr.,  18  m.  bus. 
cent.;  sys.,  grav.;  res.  (6)  cap.,  1,800,000,000  fall.; 
loc.  near  Pike's  Peak;  mains,  c  i.  ft  stl.,  142  m., 
IH  to  24  in.  dia.;  467  hyd.;  1,880  v.;  met.,  218; 
11,660  serv.;  pipe,  galv.  !.;  pres.,  dom.  40  to  125 
lbs.,  f.  125  lbs.;  cons,  day,  6,436,000  gals.;  cost, 
$3,179,024;  cost  mtce.,  $32,000;  wks.  owned  by 
city. 

CORTEZ,  p.  505.     F.  dept. — ^Not  reported. 

Water  Supply — Src,  Dolores  River,  14  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  12,500,000  gals.;  1 
pump,   eng.,   cap.    day    17.000   gals.;   mains,   2   m.. 
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4  to  6  in.  dia.;  mat.,  c.  I.  ft  stl.;  22  hyd.;  18  v.; 
86  serv.;  pipe,  galv.  I.;  pres.,  dom.  76  to  80  lbs., 
f.  88  lbs.;  cons,  day,  5,000  {rals.;  coat^  $57,000; 
cost  mtce..  $700;  wks.  owned  oy  city. 

CRESTED  BUTTE,  p.  904;  f.  area.  100  a.; 
mere,  bldgs.,  wd.,  1  to  2  stor.;  priv..  wd.,  1  stor.; 
wd.  rfs.  perm,  in  f.  area:  combt.  ord.  F.  dept. — 
12  c.  hand  ex.,  1  h.  &  I.  trk..  1  c.  ensr.  on  wis.. 
2  hose  car.;  hose,  rub.,  sd.,  1.500  ft.;  inf.,  600  ft.; 
tot.  hose,  2,000  ft.;  f.  al..  bell;  vaL  equip..  $2,500; 
exp.  dept.,  $100;  tot.  mem.,  68  voL 

Water  Supply — Src,  mountain  strm.,  S  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  8.800.000  gals.;  mains, 
8^  m.;  13  hyd.;  15  v.;  pres.,  dom.  120  lbs.,  f. 
120  lbs.;  cons,  day,  11,000  gals.;  cost.  $45,000; 
cost  mtce.,  $2,000;  wks.  owned  by  Go. 

CRIPPLE  CREEK,  p.  6.206;  (.  area.  600  a.; 
mere,  bldgs.,  bk.,  1  to  6  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area:  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb.  c.  ft  h. 
trk.,  1  comb.  c.  ft  h.  wag.,  4  c.  hand  ex.,  1  hose  wag., 
2  hose  car.,  6  hrs.;  hose,  cot.,  rub.  lined,  gd., 
3,200  ft.;  rub.,  gd..  250  ft.;  tot.  hose,  3,460  ft.; 
f.  al..  Oamewell,  27  bx.;  vat.  equip.,  $9,000;  val. 
bldgs.,  $12,000;  exp.  dept.,  $11,000;  tot.  mem.  6. 
pd.  full  time. 

Water  Supply — Src.,  creek,  6  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  100.000.000  gals.;  maixis,  24  m.. 
12  to  4  in.  dia.;  151  hyd.;  109  v.;  met..  124; 
1.762  serv.;  pres.,  dom.  150  lbs.;  cons,  day,  760.- 
000  gals.;  wks.  owned  by  Cripple  Creek  Water  Co. 

DELTA,  p.  2,888;  f.  area,  40  blocks;  mere, 
bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  wd.  rfs.  not  perm. 
F.  dept. — 2  hose  wag.,  2  hand  reel>s;  hose.  cot., 
rub.  lined,  gd.,  1,800  ft.;  f.  al..  bell;  val.  equip.. 
$2,500;  val.  bldgs.,  $1,000;  exp.  dept..  $300;  tot. 
mem..    8    pd.    part    time. 

Water  Supply — Src,  riv.  ft  lakes.  13  m.  bus. 
cent.,  10-in.  mains  to  pres.  line;  sys.,  grav.;  pump 
to  res.  ft  dir.;  res.  cap.,  160,000  gals.;  2  pump, 
eng.;  cap.  No.  1,  400  gals,  min.;  No.  2.  600  gals, 
min.;  mains,  5  m.,  6,  4.  2  ft  1  in.  dia.;  48  hvd.; 
80  v.;  850  serv.;  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cons,  day,  100,000  gals.;  cost  mtce.,  $1,600;  wks. 
bwned  by  city. 

DENVER,  p.  218.881;  f.  area,  69%  sq.  m.; 
mere,  bldgs.,  iron,  stn.  ft  bk.,  1  to  12  stor.;  priv.. 
8tn.  ft  bk.,  il  to  6  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 9  str.,  4  comb.  c.  ft  h.  wag.,  1  c.  eng.,  2 
h.  ft  1.  trk.,  4  aer.  trk.,  1  water  tower.  20  hose 
wag.,  72  hrs.;  hose,  cot.  rub.  lined,  gd.,  53,150 
ft.;  f.  al.,  Oamewell,  188  bx.;  \n\.  equip.,  $238,808; 
VII 1.  bldgs.,  $284,250;  exp.  dept.,  $329,1  li5;  tot. 
mem.,  225,  pd.   full  time. 

Water  Supply — Src,  riv.  ft  creeks.  10  to  60 
m.  bus.  cent.;  sys.,  grrav.  ft  pump  dir.;  stdp.  cap., 
2.500,000  gals.;  12  pump,  eng.,  cap.  day  40.000,* 
000  gals.;  mains,  c.  i.,  47,047  m..  6  to  36  in. 
dia.;  3,324  hyd.;  5,482  v.;  36,005  serv.;  cons., 
50,000,000  gals.;  pipe,  lead;  pres.,  f.  45  to  90 
lbs.;  wks.  owned  by  Co. 

DURANQO.  p.  4.686;  f.  area,  2i%  blocks;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c.  hand  ex.,  1 
h  ft  1.  trk.,  2  hose  wag.,  2  hose  reels,  8  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  2,800  ft.;  inf..  1,000  ft.;  tot. 
hose,  3.800  ft.;  f.  al.,  Oamewell,  elec,  12  bx.; 
val.  equip.,  $5,000;  val.  bides.,  $6,000;  exp.  dept.. 
$5,000;  tot.  mem.  5.  pd.  full  time. 

Water  Supply — Src,  Fla.  riv.,  11 H  m.  easr 
bus.  rent.;  sys..  grav.,  pump  to  res.;  res.  cap.,  65,* 
000.000  gals.;  loc.  ^  m.  east  city;  mains,  c.  ft 
wrt.  i..  12^/4  m.,  4  to  10  in.  dia.;  64  hyd.;  met.. 
4;  850  serv.;  pipe.  galv.  i. ;  pres.,  dom.  167  lbs., 
f.  167  lbs.;  cons.  day.  800.000  gals.;  cost,  $270,- 
000:  cost  mtce.,  $4,000;  wks.  owned  by  city. 

FLORENCE,  p.  2,712;  f.  area,  4  so.  m.;  mere. 
hldgs..  bk,,  2  to  3  stor.;  priv,,  2-3  bk.,  1-3  wd.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  h.  ft  1. 
trk.,  aer,  trk.,  hose  wag.,  hose  car.;  hose,  gd.. 
2,300  ft.;  f.  al.,  stm.  wh.;  val.  equip..  $4,000; 
val.  bldgs..  $5,000;  tot.  mem.  25,  pd.  full  time  3, 
vol.    22;    undrs.   rating,  second   class. 

Water  Supply — Src.  creek,  from  mountains.  12 
m.  bus.  cent.;  sys.,  grrav.;  stdp.  pipe  cap.,  500.000 
srnU..  dim.  58  x  30  \t\h.,  mat.,  stl.;  mairiit.  stl.,  4 
to  12  in.  dia.;  39  hyd.;  58  v.;  met.,  €00;  pipe, 
stl.;  pres.,  dom.  70  lbs.,  f.  160  lbs.;  cons.  day. 
150,000  gals.;  cost.  $135,000;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 


FT.  COU-INS.  p.  8.210;  f.  area,  150  a.;  mere 
bldgs.,  stn,  ft  bk.,  1  to  2  stor.;  priv.,  bk.  ft  wd., 
IM  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1. 
trk.,  8  c.  hand  ex.,  1  comb.  c.  ft  h.  wag.,  2  hose 
wag.,  4  hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd., 
3,100  ft.;  f.  al..  bell  ft  Oamewell,  22  bx.;  val, 
equip.,  $2,000;  val.  bldgs.,  $4,000;  exp.  dept., 
$1,000;  tot.  mem.  40.  pd.  full  time  2.  pd.  part 
time  4,  voL  34. 

Water  Supply — Src,  river,  14  m.  bus.  cenL;  sys-. 
grav.,  pump  to  stdp.;  stdp.  cap.,  200,000  gals.; 
dim.,    20    X    70;    mat.,    iron;    res.    cap.,    5,000,000 

fals.;  mat.,  cone;  mains,  wd.  ft  c.  i..  8  to  22  m. 
ia.;  115  hyd.;  40  v.;  met.,  70;  2,800  serv.;  pipe, 
Salv.  i.;  pres..  dom.  105  lbs.,  f.  105  lbs.;  cons, 
ay,  4.000,000  gals.;  cost.  $340,000;  cost  mtce., 
$9,000;  wks.  owned  by  city. 

FT.  MORGAN,  p.  2,800.  F.  dept. — 1  h.  ft  L 
CO.;  hose,  6,000  ft.;  f.  al..  bell  ft  wh.;  tot.  mem., 
32  vol. 

Water  Supply — Sys.,  grav.;  mains,  4  to  10  in. 
dia.;  62  hyd.;  pres.,  f.  100  lbs.;  8  pump,  eng.; 
cap.,  1,700  gals.  min. 

FOWLER,  p.  925.  F.  dept. — 2  c  ex.,  1  hand 
hose  cart,  1  c  eng.;  hose.  800  ft.;  tot.  mem..  17 
vol. 

Watsr  Supply — Src.  spr..  cap.  106.000  gals,  day; 
stdp.  cap..  100,000  gals.;  res.  cap.,  60,000  gals.; 
mains.  8^    m.,  4  in.  dia.;   19  hya. 

FRUITA,  p.  881.  F.  dept. — 1  hand  hose  reel; 
hose.  500  ft.;  f.  al.,  bell;  20  voL 

Water  Supply — Src,  spr.,  cap.  108,000  gals,  day; 
res.  cap.  not  known;  mains,  2.  4  ft  6  in.  dia.;  15 
hyd. 

GEORGETOWN,  p.  960;  f.  area.  640  a.;  mere 
bldgs..  bk.,  2  stor.;  priv.,  wd.  ft  bk..  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1  band 
eng.,  1  h.  ft  1.  trk..  4  hose  car.;  hose,  cot.,  nib. 
lined,  gd.,  1,100  ft.;  rub.,  gd.,  2,800  ft.;  tot.  hose. 
3,910  ft.;  f.  al..  bell;  val.  equip..  $4,200;  val. 
bldgs.,  $10,000;  exp.  dept.,  $200;  tot  mem.,  1S5 
vol.;   undrs.  rating,  second  class. 

Watsr  Supply — Src,  creek.  6  m.  bus.  cent.;  sys., 
grav.;  res.  loc  southeast  comer  of  town;  maiuf. 
c  i.,  8  m..  8  to  6  in.  dia.;  80  hyd.;  SOO  sen.; 
pipe,  lead  ft  iron;  pres.,  dom.  40  lbs.,  f.  116  lbs.; 
cost,  $27,000;  cost  mtce..  $1,300;  wks.  owned  by 
city. 

QLENWOOD  SPRINGS,  p.  2,019;  f.  area.  640 
a.;  mere  bldgs..  bk.,  1  to  4  stor.;  priv..  wd..  I 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv,  F.  dept. — 1  h.  ft  L  trk-, 
2  hose  car.,  2  hand  c  ex.;  hose,  cot.,  rub.  lined., 
gd.,  1,900  ft.;  f.  al..  bell;  exp.  dept..  $160;  tot. 
mem.,   15  vol. 

Water  Supply — Src,  creek,  3  m.  bus.  cent.;  sys.. 
grav.;  3  tanks.  150.000  gals,  cap.;  mains.  5\i  m.. 
4,  6  &  8  in.  dia.;  25  hyd.;  400  serv.;  pres.,  dom. 
80  lbs.,  f.  190  lbs.;  cons,  capita.  100  gals.;  cost, 
$165,000;  wks.  owned  by  Co. 

GOLDEN,  p.  2,477;  f.  area,  400  a.;  mere,  bldgs.. 
bk.,  1  to  3  stor.;  priv..  bk.  ft  wd.,  1  to  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  2  c.  hand  ex.. 
1  h.  ft  1.  trk.,  2  hose  reels  ft  carts;  hose,  cot.,  nib. 
lined,  gd.,  1,000  ft.;  inf.,  400  ft.;  tot.  hose.  1,400 
ft.;  f.  al.,  bells  ft  wh.;  val.  equip.,  $20,000;  v^l. 
bldgs..  $12,000;  exp.  dept..  $600;  tot.  mem.  9f. 
pd.  full  time  2,  vol.  90. 

Water  Supply — Src.  creek;  sys..  grav.,  Beaver 
Brook;  res.  Ist.  13  m.  city;  cap.,  10,000.000 
gals.;  res.  2d,  11  m.;  cap.,  40,000,000  gals.;  f 
district  res.,  combined  cap.,  3,596.782  gals..  H 
m.  city;  mains,  7  m..  2  to  10  in.  dia.;  50  hvd.; 
30  v.;  500  serv.;  pres.,  dom.  135  lbs.,  f.  135  iW.: 
cost,  $200,000;  cost  mtce.  $4,000;  wks.  owT.etI 
by  city. 

GOLDFIELD,  p.  1,112;  mere  bldgs.,  wd.  ft  bk.. 

1  to  2  stor.;  pnv.,  wd..  1  to  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 12  c  hand  ex.,   1  h.  ft  h  trk.,   1  hose  wag.. 

2  hose  car.;  hose.  cot.,  rub.  lined,  gd.,  2,000  ft.: 
f.  al.,  steam  wh.  ft  heavy  bell;  val.  equip..  $2,500; 
val.  bldgs.,  $8,000;  exp.  dept.,  $500;  tot.  mem.  4>. 
18  pd.  part  time.  voL  30;  undrs.  rating,  second, 
third  ft  fourth  class. 

Water  Supply — Src,  Victor  res.,  6  m.  bus,  cent.; 
s>'s.,  grav.;  stdp.  cap..  200,000  gals.;  dim..  ?4 
ft.  deep  ft  30  ft.  high;  mat.,  stl.;  res.  cap..  6,500- 
000  gals.;  mains,  c  i.  ft  stl.,  2H  m..  4  In.  dia.; 
17    hyd.;    21    v.;    410    serv.;    pipe,    c.    L;    prec 
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dom.  k  f.,  80  to  140  Iha.;  cons,  day,  50,000 
gals.;  cost,  $37,000;  cost  mtce.,  $1,600;  wks. 
owned  by  city. 

GRAND  JUNCTION,  p.  7,764;  f.  area,  1,000  a.; 
mere,  bldgs.,  mostly  bk.,  1  to  8  stor.;  priv.,  wd.,  2 
etor. ;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  auto.  comb.  trk. 
k  c.  eng.,  1  comb.  h.  k  1.  trk.,  1  hose  wag.,  2  hose 
reels  k  carts;  hose,  cot.,  rub.  lined,  gd.,  2,800  ft.; 
inf.,  1,600  ft.;  tot.  hose,  4,400  ft.;  f.  al.,  bell;  val. 
equip.,  $12,000;  val.  bldgs.,  $7,000;  exp.  dept., 
$5,000;  tot.  mem.  15,  pd.  full  time  4,  vol.  11. 

Water  Supply — Src,  Kannah  Creek,  20  m.  bus. 
cent.;  s>'8.,  grav.  k  res.;  res.  cap.,  1,500.000  gals., 
loc.  on  hill  south  city;  2  pump,  eng.,  cap.  day  8,000,- 

000  gals.;  mains,  c.  i.,  15  m.,  4  to  12  in.  dia.;  met., 
38;  2,280  serv.;  pipe,  galv.  i. ;  pres.,  dom.  90  lbs., 
f.  90  lbs.;  cons,  da}',  800.000  gals.;  cost,  $600,- 
000;  cost  mtce.,  $6,000;  wks.  owned  by  city. 

•GREELEY,  p.  8,179;  f.  area,  1,800  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  bk.  k  wd.,  1 
to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb.  h.  k  c.  trk.  equip,  with  90-ft.  ladders,  2,000 
fL  hose,  200  ft.  c  hose;  4  c.  hand  ex.,  1  hose  wag.; 
hose,  cot.,  rub.  lined,  gd.,  8,000  ft.;  rub.,  gd., 
400  ft.;  tot.  hose,  3,400  ft.:  f.  al.,  -Gamewell,  18 
bx.;  val.  equip.,  $20,000;  vat  bldgs.,  $6,000;  exp. 
dept.,  $5,000;  tot.  mem.,  20,  pd.  full  time  5,  pd. 
part  time  4,  11  pd.  when  called. 

Water  Supply — Src,  riv.  k  wells,  88  m.  bus. 
cent.;  snow  water  in  river  to  sedimentation  basin, 
cap.  81,000,000  gals.;  thence  to  8  filter  beds  1.25 
a.  each;  thence  by  20-in.  wd..  wire-bound  pipe  to 
5,000,000  gals.  res.  loc.  on  hill  176  ft.  above  bus. 
cent.;  sys.,  grav.;  mains,  c.  L,  28  m. ;  100  hyd.; 
2,000  serv.;  pipe,  lead;  pres.,  dom.  80  lbs.,  f.  00 
lbs.;  cons,  day,  1,500,000  gala.;  cost,  $485,000; 
cost  mtce.,  $3,500;  wks.  owned  by  city. 

GUNNISON,  p.  1,026;  mere  bldgs.,  stn.  k  frame, 

1  to  8  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.; 
fwks.  k  combt.  ord.  F.  dept. — 1  h.  k  I.  trk.,  8 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft.; 
val.  eauip.,  $6,000;  tot.  mem.,  55  vol. 

Water  Supply— 3rc.,  river;  1  m.  bus.  cent,;  sys., 
pump  to  res.;  res.  cap.,  218,000  gals.;  2  pump. 
eng.;  cap.  day,  800,000  gals.;  mains,  c.  i.,  6  m., 
4  to  12  in.  dia.;  53  hyd.;  800  serv.;  15  v.; 
pres.,  dom.  S2  Ibe.,  f.  95  lbs.;  cons,  day,  150,000 
gals.;  cost,  $85,000;  cost  mtce.,  $3,000;  wks. 
owned  by  city. 

HOLLY,  p.  724;  f.  area,  86  a.;  mere,  bldgs.,  bk., 
stn.  k  wd.,  1  to  2  stor.;  wd.  rfs.  perm,  in  i.  area; 
fwks.  k  combt.  ord.;  causes  f.  Inv.  F.  dept. — 1 
h.  k  1.  trk.,  1  hose  wag.;  hose,  800  ft.;  f.  al., 
wh.;  val.  equip.,  $500;  15  vol. 

HOLYOKE,  p.  669.  F.  dept. — 2  hand  hose 
reels;  hose,  750  ft.;  f.  al.,  bell  k  wh.;  tot.  mem., 
20  vol. 

Water  Supply — Src,  well;  stdp.  cap.,  68,000 
gals.;  3  pump,  eng.,  claiss  stm.  k  gasoline;  cap. 
day,  280,000  gals.;  mains,  3  m.,  4  &  6  in.  dia.; 
23  hyd.;  19  v.;  170  met.,  pres.,  dom.  35  lbs., 
f    70  lbs.;  wks.  owned  by  city. 

IDAHO  SPRINGS,  p.  2,154;  mere  bldgs.,  bk.,  1 
k  2  stor.;  priv.,  bk.  k  wd.,  1  &  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  k  1.  trk.,  4  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  2,800  ft.;  rub.,  gd.,  900  ft.;  tot. 
hose,  3,700  ft.;  f.  al.,  Gamewell,  14  bx.;  val. 
equip.,  $4,000;  val.  bldgs.,  $2,600;  exp.  dept., 
$500;  tot.  mem.,  85  vol. 

Water  Supply— 5rc.,  mountain  strm..  5  ra.  bus. 
cent.;  sys.,  grav.;  res.  cap.  (2),  2,500,000  gals.; 
mains,  8  m.,  4  to  16  in.  dia.;  60  hyd.;  32  v.;  600 
serv.,  14  met.;  pipe,  c.  iron;  pres.,  dom.  100  lbs., 
f.  50  to  120  lbs.;  cons,  day,  100,000  gals.;  cost, 
$200,000;  cost  mtce.,  $1,500;  wk«.  owned  by  city. 

LAFAYETTE,  p.  1.892;  f.  area.  640  a.  F.  dept. 
— 2  hose  carts  k  ladders;  hose,  600  ft.;  val.  equip., 
$800;  val.  bldgs.,  $1,000;  tot.  mem.,  80  vol. 

Water  Supply*— Src,  res.;  sys.,  grav.;  48  hyd.; 
pree.,  dom.  88  lbs.,  f.  98  lbs.;  cost,  $125,000;  cost 
mtce.,  $500;  wks.  owned  by  city. 

LA  JUNTA,  p.  4,154;  f.  area,  400  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  stn.,  bk. 
k  wd.,  1  &  2  stor.;  wd.  rfs.  not  perm.;  combt.  ord.; 
causes  of  f.  inv.  P.  dept. — 12  c  hand  ex.,  1  hose 
vrag.,  4  hose  car.,  reels.  &c,  4  hrs. ;  hose,  cot.,  rub. 
lined,  gd.,  2,500  ft.;  rub.,  gd.,  400  ft.;  inf.,  500 
ft.;   tot.   hose,   3.400   ft.;    f.    al.,   bell,   wh.   k   elec 


val.  equip.,  $8,000;  val.  bldg».,  $5,000;  exp.  dept., 
$3,000;  tot.  mem.   18,  pd.  full  time  2,  vol.   16. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  381,000  gals.;  2  pump, 
eng.,  cap.  day  2,000,000  gals.;  mams,  c  i.,  11V4 
m.,  3  to  16  in.  dia.;  65  hyd.;  12  v.;  950  serv.; 
pies.,  dom.  50  lbs.,  f.  160  lbs.;  cons,  day,  1,000,- 
000  gals.;  cost,  1250,000;  wks.  owned  by  city. 

LAKE  CITY,  p.  405;  f.  area.  17  blocks;  mere 
bldgs.,  wd.,  bk.  k  stn.,  1  k  2  stor.;  priv.,  wd.,  1 
k  2  stor.;  wd.  rfs.  not  perm.  F.  dept. — 1  c  engine, 
9  c.  hand  ex.,  1  h.  A;  1.  trk.,  2  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,900  ft.;  inf.,  250  ft.;  tot.  hose, 
2,150  ft.;  f.  al.,  bell;  val.  equip.,  $4,000;  val. 
bldffs.,  $1,500;  tot.  mem.,  85  vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
grav.;  mains.  stL,  1  m.,  8  &  10  in.  dia.;  14  hyd.; 
8  v.;  65  serv.:  pipe.  galv.  i.;  pres.,  dom.  85  lbs., 
f.  60  lbs.;  cost,  $28,000;  cost  mtce.,  $750;  wks. 
owned  by  city. 

LAMAR,  p.  8,000;  f.  area,  12  blocks;  mere, 
bldgs.,  stn.  k  bk.,  1  to  8  stor.;  priv.,  bk.,  stn.  k 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 1  auto,  str.,  comb.  wag. 
with  40-gal.  c,  1  h.  &  I.  trk.,  8  c  hand  ex.,  1 
hose  cart;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.; 
inf.,  500  ft.;  tot.  hose,  1,700  ft.;  f.  al.,  wh.;  vaL 
equip.,  $6,000;  val.  bldgs.,  $15,000;  tot.  mem.,  81 
vol. 

Water  Supply — Src,  8  artesian  wells,  6  blocks 
bus.  cent.;  sys.,  grav.  k  pump,  to  res.;  res.  cap., 
100,000  gals.;  2  pump,  eng.,  cap.  720,000  gals,  day; 
mains,  c  i.,  20  m.,  4  to  12  in.  dia.;  70  hyd.;  846 
met.;  508  f«erv.;  pipe,  %  in.  iron;  pres.,  dom.  85 
lbs.,  f.  75  lbs.;  cons,  day,  250,000  gals.;  cost, 
$255,000;  cost  mtce.,  $2,500;  wkis.  owned  by  city. 

LAS  ANIMAS,  p.  2,008;  f.  area,  200  a.;  mere, 
bldgs.,  stn.  k  bk.,  1  to  2  stor.;  priv.,  wd.,  bk.  k 
cem.,  1  k  2  stor.;  causes  of  f.  inv.  F.  dept. — 1 
auto,  str.,  2  c  hand  ex.,  1  hose  reel  k  cart;  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell  &  wh.; 
val.  equip.,  $5,500;  vaL  bldgs.,  $4,000;  exp.  dept., 
$300;  tot.  mem.,  21  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent.; 
sjns.,    pump,    to    stdp.;    stdp.    cap.,    253,000    gals.; 

2  pump,  eng.,  class  comp.,  cap.  day,  2,000,000  gals.; 
mains,  c  i.,  10  m.,  4  to  12  in.  dia.;  90  hyd.;  128 
serv.;  pipe,  galv.  i.;  pres.,  dom.  55  lbs.,  f.  125 
lbs.;  cons,  day,  200,000  gals.;  cost,  $52,000;  cost 
mtce.,  $1,500:   wks.  owned  by  city. 

LEADVILLE,  Lake  County,  p.  7,508;  mere 
bldgs.,  stn.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  bk.  k 
wd.,  IH  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dc].t. — 1  auto. 
comb.  c.  k  h.  wag.,  1  h.  &  1.  trk.,  4  c.  hand  ex.,  1 
hose  wag.,  1  hose  car.,  4  hrs.;  hose,  cot.,  rub.  lined, 
fd.,  8,000  ft.;  inf.,  500  ft.;  tot.  hose.  3,500  ft.; 
f.  al.,  elec,  15  bx.;  exp.  dept.,  $6,000;  tot.  mem. 
5,   pd.    full    time. 

Water  Supply — Src.  mountain  strm.,  3  to  10 
m.  bus.  cent.;  sys.,  grav.  k  pump  to  res.;  res.  cap., 
70,000,000  gals.;  pump,  eng.,  cap.  day  2,000,000 
gals.;  mains,  wd.  k  c  i.,  30  m.,  4  to  86  in.  dia.; 
162  hyd.;  met.,  20;  2,145  serv.;  pipe,  lead  k 
galv.  i.;  pres.,  dom.  80  lbs.,  f.  150  lbs.;  cost 
mtce.,   $400,000;   wk«.   owned  by  priv.  Co. 

LITTLETON,  p.  1,373;  f.  area,  160  a.;  mere 
bldgs.,  bk.  &  wd.,  1  &  2  stor.;  priv.,  bk.  k.  wd.,  1  &  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c.  k  h. 
wag.,  3  c.  hand  ex.,  1  hose  wag.,  1  hose  reel,  1 
auto,  comb.,  c.  &  h.  trk.,  1  doz.  buckets,  3  lad- 
ders, pike  poles;  hose,  cot.,  rub.  lined,  gd.,  1,150 
ft.;  rub.,  gd.,  200  ft.;  inf.,  100  ft.;  tot.  hose,  1,450 
ft.;  f.  al.,  bell,  14  bx.;  val.  equip.,  $4,000;  exp. 
dei^t.,   $100;   tot.   mem.,  30   vol. 

Water    Supply — Src,    cribs    in   river;   sys.,   grav,; 

3  pumps;  combined  cap.  day.  316,800  gala.;  33 
hvd.;  31  v.;  mains,  6  m. ;  pres.,  dom.  65  lbs.,  f. 
100  Ibit.;  cost,  $50,000;  cost  mtce.,  $2,000;  wks. 
owned   by   city. 

LONGMONT,  p.  4,256;  f.  area,  1,000  a.;  mere 
bldgs..  bk.  &  wd.,  1  to  3  stor.;  priv.,  wd.  k  bk., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  comb,  c  k 
h.  wag..  2  c.  hand  ex.,  2  hrs.;  hose.  cot.,  rub.  lined, 
gd.,  2.000  ft.:  rub.,  gd.,  150  ft.;  inf.,  200  ft.;  tot. 
hose.  2.3.)0  ft.;  f.  al.,  bell:  val.  equip..  $8,000; 
val.  bldgs..  SI  0,000  exp.  dept.,  $3,000  tot.  mem., 
28.  pd.  full  time  3,  pd.  part  time  1,  vol.   24. 

Water  Supply — Src,  iriv.,  16  m.  bus.  cent.;  sys., 
grav.;    res.    cap.,    1,150.000    gals.,   loc.    1    m.    city; 
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OMins,  atl.  &  c.  i.,  22  m.,  2  to  12  in.  dia.;  88 
hyd.;  240  v.;  met,  50;  1,444  serv.;  pipe,  galv.  i.; 
pres.,  dom.  53  Ibe.,  f.  120  lbs.;  cost,  $410,000; 
coat   mtce.»   $4,500;    wk«.   owned   by   city. 

LOUISVILLE,  p.  1,706.  F.  dept. — 1  hoee  cart; 
hose,  1,000  ft.;  tot.  mem.,  25. 

Water  Supply — ^Sys.,  grav. ;  ree.  cap.,  1,000,000 
gals.;  mains,  4  to  12  in.  dia.;  30  hyd.;  pres., 
100  lbs. 

LOVELAND,  Larimer  County,  p.  3,051;  mere, 
bldgs.,  bk.  k  wd.,  1  &  2  stor. ;  priv.,  bk.  &  wd.,  1, 
2  &  3  stor.;  wd.  rfs.  not  perm.;  fwks.  &  combt. 
ord.  F.  dept. — 1  h.  ft  1.  trk.,  1  comb.  auto.  trk. 
with  full  equip.,  1  hose  wag.,  2  hose  car.;  hose, 
cot.,  rub.  Imed,  gd.,  2,000  ft.;  f.  al.,  bell;  val. 
equip.,  $7,000;  val.  bldgs.,  $1,200;  exp.  dept., 
$500;  tot.  mem.,  55  vol. 

Water  Supply — Src,  mountain  riv.;  sys.,  grav.; 
mains.  30  m.,  2  to  12  in.  dia.,  sti.  ft  c.  L;  60 
hyd.;  pres.,  dom.  70  lbs.,  f.  105  lbs.;  cost,  $170,> 
000;  cost  mtce.,  $5,000:  revenue  derived  from 
sume,  $30,000;  wks.  owned  by  city. 

MANGOS,  p.  567.  F.  dept. — 1  hose  cart,  1  h. 
ft  I.  trk.;  hose,  1,600  ft.;  f.  al.,  bell;  val.  equip., 
$1,200. 

Water  Supply — Src,  Mancos  riv.;  sys.,  grav.;  14 
hyd.;  20  v.;  163  serv.;  cost,  $28,000;  wks.  owned 
by  town. 

MANITOU,  El  Paso  County,  p.  1,357;  mere 
bldgs.,  stn.  ft  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 40  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  wag.,  3  hose  carte,  4  hose  reels;  hose,  cot., 
rub.  lined,  gd.,  2,000  ft.;  rub.,  gd.,  1,200  ft.;  tot. 
hose,  3,200  ft.;  f.  al.,  bell,  6  bx.;  val.  equip., 
$3,000;    exp.   dept.,   $300;    tot.    mem.    73,   voL    50. 

Water  Supply — Src,  creek;  sys.,  grav.;  res.  cap., 
1,500,000  gals.;  mains,  30  m.,  8  to  16  in.  dia.; 
38  hyd.;  50  v.;  pres.,  dom.  50  lbs.,  f.  185  lbs.; 
cost,  $100,000;  cost  mtce.,  $900;  wks.  owned  by 
city. 

MEEKER,  Rio  Blanco  County,  p.  807.  F.  dept. 
— 1  hand  hose  reel,  6  c  ex.,  1  hand  h.  ft  1.  trk.; 
hose,  1,050  ft.;  f.  aL,  bell;  tot.  mem.,  80  vol. 

Water  Supply — ^Src,  riv.;  stdp.  cap.,  1,036,800 
gals.;  mains.  8H  m.,  4,  6  ft  8  in.  dia.;  27  hyd.; 
pres.,  f.  70  lbs. 

MONTROSE,  p.  3,254;  f.  area,  35  a.;  mere, 
bldgs.,  bk.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb,  wa^.,  1 
h.  ft  1.  trk.,  2  reels  ft  cart;  hoee,  cot.,  rub.  lined, 
gd.,  2.500  ft.;  inf.,  600  ft.;  tot.  hose,  8,100  ft.;  f. 
al.,  elec;  exp.  dept.,  $2,200;  tot.  mem.,  25  vol.,  1 
pd.   driver. 

Water  Supply — Src,  riv.,  14  m.  bus.  cent.;  sys., 
grav.;  stdp.  cap.,  100,000  gals;  2  res.;  main  res., 
cap.,  130,000,000  gals.:  dkt.  res.  cap.,  2,000.000 
gals.;  pump,  eng.,  cap.  day,  1,000,000  gals.;  mains, 
c.  i.  ft  wd.,  22  ro.,  4  to  10  in.  dia.;  43  hyd;  75  v.; 
20  met.;  1,000  serv.;  pipe,  galv.  i.  ft  lead;  pres., 
dom.  9.5  lbs.,  f.  125  lbs.;  cost.  $120,000;  cost 
mtce.,  $4,000;  wks.  owned  by  city. 

NUCLA,  p.  600;  f.  area,  15  a.  F.  dept. — 1  c. 
eng.,  300  ft.  hose;  val.  equip.,  $250;  val.  bldgs., 
$100;  tot.  mem.  10,  pd.  part  time. 

Water  Supply — Src,  re-*.;  sys.,  grav.;  .1€  hyd.; 
2  v.;  mains,  2  m. ;  cost,  $12,000;  cost  mtce.,  $300; 
wks.  owned  by  dtj. 

OLATHE,  p.  450;  f.  area,  5  blocks;  mere  bldgs., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  hoee 
reels;  hose,  cot.,  rub.  lined,  gd..  1.000  ft.;  i.  al., 
telp.;  vol.;  undrs.  rating,  fifth  daas. 

Water  Supply — Src,  creek,  23  m.  bus.  cent.; 
sys,,  grav.;  res.  cap.,  130,000  gals.;  mains,  23  ra., 
4  to  8  in.  dia.;  14  hvd.;  300  serv.;  pres.,  dom.  ft 
f,.  SO  lbs.:  cost,  $65,000;  cocst  mtce.,  $600; 
V  ks.  owned  by  dtj. 

ORDWAY,  p.  706;  f.  area,  200  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.  F.  dept. — 1  h.  ft  1.  trk.,  3  hose 
carts,  &c. ;  hose,  cot.,  rub.  lined,  new  400  ft.,  old 
150  ft.:  tot.  hose.  550  ft.;  f.  al.,  bell  ft  wh.;  exp. 
dept.,  $100;  tot.  mem.,  16  vol. 

Water  Supply — Src,  spr.  ft  creeks,  4H  m.  bus. 
cent.;  sys.,  grav.  to  res.;  new  res.,  cap.,  10,000,000 

gala.;    old  res.,    cap.,   8,000,000    gals.;    loc    V&    m. 
us.   cent.;   mains,   c.  i.,   8H    m.,   6   ft   4   in.  dia.; 
84   hyd.;    66   v.;   pres.,   dom.    45   lbs.,   f.   140   Ibc.; 


cons,  day,  400,000  gals.;  cost,  $50,000;  cost  mtoe., 
$2,000;  wks.  owned  by  dty. 

PALISADE,  p.  900.  F.  dept. — 2  c  hand  ex.,  t 
hose  wag.,  2  hand  hose  reels;  hose,  rub.  lined,  gd., 
1,000  ft.;  inf.,  200  ft.;  tot.  hose,  1,200  ft;  L 
al.,  telp.  k  wh.;  toL  mem.,  80  vol. 

Water  Supply — Src,  creek,  cap.  840,168  gals. 
day;  res.  cap.,  264,000  gals.;  mains,  1  m.,  4,  6  ft 
8  in.  dia.;  17  hyd. 

PUEBLO,  p.  44,895;  f.  area,  12^  sq.  m.; 
mere,  bldgs.,  stn.  ft  bk..  1  to  5  stor.;  priv.,  stn., 
bk.  ft  wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 2  auto.  comb,  c  &  h.  wag..  1  auto.  pump, 
eng.,  1  str.,  1  c.  eng.  on  wis.,  IS  c  hand  ex.,  2  h. 
ft  1.  trk.,  1  aer.  trk.,  2  comb,  wag.,  6  hose  wag.. 
20  hrs.;  hose,  cot.,  rub.  lined,  gd.,  16,800  ft.;  f.  al.. 
dec,  84  bx.;  val.  equip.,  $60,000;  val.  bldgs..  $32,- 
000;  exp.  dept.,  $60,650;  tot.  mem.  4  4,  {mI.  full 
time. 

Water  Supply — Src,  riv.,  3»4  m.  bus.  cent.;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  1,000,000  gals.; 
dim.,  50  X  60;  mat.,  stl.;  res.  cap.,  60.000,000 
gals.;  4  pump,  eng.,  cap.  day  20,000,000  gala.; 
mains,  c.  i.,  70  m.;  362  hyd.;  pres.,  dom.  90  lbs., 
f.  110  lbs.;  cons,  day,  10,000,000  gals.;  wks. 
owned  by  city. 

Water  Supply — North  side  of  riv. — Src,  riv.,  4 
m.  bus.  cent.;  sys.,  pump  to  stdp.  ft  dir.;  stdp. 
cap.,  500,000  gals.;  dim.,  20  x  60;  mat.,  stl.;  re:&. 
cap.,  80.000,000  gals.;  3  pump,  eng.,  cap.  21,000.- 
000  gals.;  mains,  wd.  ft  c.  i.,  61  m.;  877  hyd.; 
pres.,  dom.  100  lbs.,  f.  110  lbs.;  cons,  day,  10.000,- 
000  gals.;  wks.  owned  by  north  side  riv.  taxpayers. 

RIFLE,  p.  698.  F.  dept. — 6  c  hand  ex..  2 
hand  hose  reels;  hose,  1,500  ft.;  f.  al.,  bell;  tot. 
mem.,    25   vol. 

Water  Supply — ^Src,  creek,  cap.  648,000  gals. 
daily;  res.  cap.,  896.000  gals.;  mains,  8  m.,  4,  6  ft 
8  in.  dia.;  27  hyd.;  ores.,  dom.  90  lbs.,  f.  120 
lbs.;   cost,   $60,000;  wks.  owned  by  dty. 

ROCKY  FORD,  Otero  County,  p.  8.230;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  cem.  ft  bk.,  1 
k.  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of 
f.  iiiv.  F.  dept. — 1  comb.  h.  ft  c.  wag.,  1  aer. 
ladder  trk.,  2  hrs.;  hose,  cot.,  rub.  lined,  go.,  3,300 
ft.;  f.  al.,  wh.  ft  telp.;  val.  equip.,  $8,000;  vaL 
bldgs..  $1,000;  exp.  dept.,  $3,000;  tot.  mem.,  12. 
pd.  part  time. 

Water  Supply — Src,  5  deep  wells,  in  bus.  cent.; 
sys.,  grav.  ft  pump.;  res.  cap..  625.000  gals.;  2 
pump,  eng.,  cap.  1,000,000  gals,  day;  mains,  c.  i. 
ft  stl.,  14  m.;  2  to  8  in.  dia.;  37  hyd.;  49  v.;  61 S 
met.;  GOO  .<«erv.;  pipe,  stl.;  pies.,  dom.  SO  to  60 
lbs.,  f.  100  lbs.;  cons,  day,  200,000  gals.;  cost. 
$12,000;   cost  mtce.,  $7,342;  w^ks.  owned  by  dty. 

SAGUACHE,  p.  620.  F.  dept.— 2  c  eng..  1 
hand  eng.,  6  c.  hand  ex.,  1  hrs.;  hose,  300  ft.; 
vol.  Co. 

Water  Supply-— Src,  wells. 

SALIDA,  p.  4,425;  mere,  bldgs.,  bk.,  1  ft  2  stor.; 
priv..  bk.,  2  stor.;  wd.  rfs.  perm.;  combt.  ord.  P. 
dept. — 1  comb,  c  ft  h.  wag.,  2  c  hand  ex.,  1  h.  ft 
1.  trk.,  2  hose  car.,  reels,  ftc,  8  hrs.;  hose,  cot., 
rub.  lined,  gd.,  1,050  ft.;  inf.,  400  ft.;  tot.  hose, 
2.850  ft.;  f.  al.,  Gamewell,  17  bx.;  vsL  equip., 
$4,400;  vaL  bldgs.,  $5,000;  tot.  mem.  12,  pd. 
men  3,  vol.  9. 

Water  Supply — Src.  spr.,  2  m.  bus.  cent.;  vys., 
grav.;  2  res.,  cap.  2,500,000  gals.,  loc  south  4xf 
Arkansas  riv.;  mains,  kal.  ft  c  !.,  19  m.,  4  to  16 
in.  dia.;  64  hyd.;  86  v.;  1,006  serv.;  pipe.  galv.  i; 
pres.,  dom.  55  to  65  lbs.,  f.  75  to  90  lbs.;  coos. 
day,  1,500,000  gals.;  cost,  $190,000;  cost  mtoe., 
$1,500;  wks.  owned  by  city. 

SILVER  PLUME,  p.  460;  f.  area,  101  a.  P. 
dept.  —  3  hose  carts,  8  ladders,  20  budiets,  S 
nozzles;  hose,  2,000  ft.;  vaL  equip.,  $1,600;  val. 
bldgs.,  $600;  exp.  dept.,  $100;  tot.  mem.,  100 
vol. 

Water  Supply — Src,  Clear  creek;  sys.,  srav.;  cap. 
day.    1,885,000    gals.;    15   hyd.;    9   v.;    160   i 
mains,  705  ft;  pres.,  dom.  70  lbs.,  f.  90  lbs.; 
$20,000;  cost  mtce.,  $600;  wks.  owned  by  dty. 

SILVERTON,  p.  2,168;  f.  aiea.  420  a.; 
bldgs.,  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.: 
wd.  rfs.  perm.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  2.000  ft.;  inf.,  600  fu; 
tot.  hose,  2,500  ft.;  f.  al.,  bell;  val.  equip..  $3,000: 
val.  bldgs.,  $3,500;  exp.  dept.,  $800;  tot.  mem^  •• 
vol.;  imdrs.  rating,  second  class. 


FIRE  DEPARTMENTS   AND    WATER    SUPPLY— CONNECTICUT. 


C-29 


WaUr  Supply-— Src,  mountain  strm.,  2  m.  bus. 
cent.;  ays.,  erav.;  mat.,  atn.  ft  cem.;  res.  cap., 
1,000,000  gals.,  loc.  ly^  m.  north  of  town;  mains, 
kal.  ft  wd.,  8  m.,  5  to  10  in.  dia.;  S2  hyd.;  60  v.; 

000  serv.;  pres.,  dom.  90  lbs.,  f.  90  lbs.;  cost,  $66,- 
000;  cost  mtce.,  $1,600;  wks.  owned  by  town. 

STERLING,  p.  8,044;  f.  area,  160  a.     F.  dept. — 

1  auto.  comb.  c.  ft  h.  trk.,  1,500  ft.  cot.,  rub. 
lined  hose,  200  ft.  c.  hose;  vaL  equip.,  $6,000; 
vaL  bldgs.,  $16,000;  tot.  mem.  22,  pd.  full  time  2, 
vol.  20. 

Water  Supply — Wells  ft  spr.,  7  m.  bus.  cent.; 
sys.,  grav.;  cap.  spr.,  800,000  gals,  day;  2  pump, 
eng.,  class  centrif.,  combined  cap.  day  21,600,000 
gaU.;  mains,  c.  i.,  11  m.,  2  to  10  In.  dia.;  44  hyd.; 
pres.,  dom.  40  lbs.,  f.  120  lbs.;  cost,  $166,000; 
wks.  owned  by  city. 

TELLURIDE,  p.  1,766;  f.  area,  216  a.;  mere, 
bidgs.,  bk.,  stn.  ft  wd..  1  to  3  scor.;  priv.,  wd..  1 
stor.;  wd.  rfs.  not  perm.;  combt.  ord.;  causes  ox  f. 
inv.  F.  dcpt. — 1  h.  &  1.  trk.,  3  hose  car.;  hoae, 
cot.,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell,  wh.,  dec; 
val.  equip.,  $6,000;  val.  bIdgs.,  $2,600;  tot.  mem., 
26  vol. 

Watsr  Supply — Src,  creek;  sys.,  grar.;  res.  cap., 
140,000  gals.;  mains,  4%  m.;  42  hyd.;  pres., 
f.   210  lbs.;   cost,  $20,000;   wks.  owned  by  town. 

TRINIDAD,  p.  10,204;  f.  area,  1,600  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  to  5  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combi 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  auto.  trk. 
4  c  hand  ex.,  1  h.  ft  1.  trk.,  l  hose  wag.,  1  c.  wag., 
8  hose  car.,  8  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,500 
ft.;  rub.,  gd.,  1,000  ft.;  inf.,  200  ft.;  tot.  hose, 
4.700  ft.:  f.  al.,  Gamewell  ft  telp.,  18  bx.;  vaL 
equip.,    $6,000;    val.    bldgs.,    $6,000;    ezp.    dept.. 


$5,000;   tot.    mem.    11,   pd.    full   time   1,    10   voL; 
undrs.  rating,  first  dass. 

Water  Supply  —  Src,  melting  snow  Sangre  de 
Cristo  range  of  Rocky  mts.,  40  m.  west  city;  sys., 
grav.;  res.  cap.,  400,000,000  gals.;  mains,  c  i..  stl. 
ft  wd.,  66  m.,  2  to  36  in.  dia.;  174  hyd.;  112  v.; 
met.,  161;  2,700  serv.;  pipe,  galv.  stl.;  pres.,  dom. 
60  to  100  lbs.,  f.  80  to  126  lbs.;  cons,  day,  1,700,- 
000  gals.;  cost,  $911,848;  cost  mtce.,  $17,224; 
wks.  owned  by  city. 

VICTOR,  Teller  County,  p.  8,162;  mere  bldgs., 
bk.  ft  stn.;  wd.  rfs.  not  perm.  F.  dept. — 1  h.  ft  1. 
trk.,  2-hr8.  comb,  wag.,  1  hose  car.;  tot.  hose,  cot., 
rub.  lined,  gd.,  2,800  ft.;  f.  al.,  Gamewell,  12  bx.; 
val.  equip.,  $4,000;  exp.  depL,  $5,000;  mem.  4, 
pd.  full  time. 

Watsr  Supply — Src,  mountain  strm.;  sys.,  grav.; 
res.  cap..  460.000.000  gals.;  mains,  16  m.;  82 
hyd.;  met.,  21;  2,100  serv.;  cons,  day,  6,000,000 
gals.;  cost.  $882,000;  cost  mtce.,  $10,000;  wks. 
owned  by  city. 

WALSENBURG,  p.  2,423;  f.  area,  140  a.;  pierc 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  stn.,  bk. 
ft  wd.,  1  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c.  ft  h. 
wag.,  6  c.  hand  ex.,  2  hose  reels,  hoese,  cot.,  rub. 
lined,  1,400  ft.;  inf.,  600  ft.;  tot.  hose,  2,000  ft.; 
f.  al.,  bell,  teln.  ft  wh.;  val.  equip.,  $1,600;  val. 
bldgs.,  $250;  tot.  mem..  8,  pd.,  part  time  1,  vol. 
7;    undrs.    rating,    third    class. 

Water  Supply^-€rc.,  riv.,  10  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  30,000,000  gals.;  mains,  15 
m.,  2  to  14  in.  dia.;  50  hyd.;  75  v.;  5  met.; 
515  serv.;  pres.,  dom.  90  lbs.,  f.  140  lbs.;  cons, 
day,  750,000  gals.;  cost,  $180,000;  cost  mtce., 
$2,500;    wks.   owned  by   city. 
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ANSONIA.  p.  15,162,  mere,  bldgs..  stn.,  bk.  ft 
wd.,  1  to  4  stor,;  priv.,  wd.,  2%  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 3  c.  hand  ex.,  3  h.  ft  1.  trk.,  2  hose  wag., 
8  hose  oar.,  reels,  2  auto,  chem.;  hose,  cot.,  nib. 
lined,  gd.,  29,000  ft.;  f.  al.,  Gamewell,  45  bx.; 
val.  equip.,  $3,000;  v«L  bldgs.,  $35,000;  exp.  dept., 
$400;  tot.  mem.,  275  vol.;  undrs.  rating,  second 
class. 

Water  Supply — Stc,  spr.,  2  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  250,000,000  gals.;  mains,  L,  18% 
m.,  4  to  24  in.  dia.;  105  hyd.;  met.,  405;  1,080 
ser%'.;  pres.,  dom.  3«  to  100  lbs.,  f.  80  to  110  lbs.; 
cons,  day,  1,250,000  gals.;  wks.  owned  by  priv.  Co. 

BETHEL,  p.  8,792;  mere,  bldgs..  wd.,  1  to  4 
stor.;  priv.,  wd.,  3  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept, — 1 
h.  ft  L  trk.,  6  hand  ex.,  1  hose  wag.,  8  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  1,700  ft.;  rub.,  gd., 
1,200  ft.;  inf.,  660  ft.;  tot.  hose,  3,560  ft.;  f.  aL, 
wh.;  val.  equip.,  $6,900;  vaL  bldgs.,  $7,500;  exp. 
dept.,  $1,400;  tot.  mem.,  126  vol. 

Water  Supply — Src,  res.,  1%  m.  bus.  cent; 
sys.,  grav.;  res.  cap..  No.  1  110,000.000  gals.; 
No.  2  65,000,000  gals,;  new  res.,  loc  1%  m. 
south  town,  cap.  110,000,000  gals.;  res.  just  in- 
stalled, cap.  500,000  gals.;  mains,  iron,  17%  m., 
16  ft  12  in.  dia.;  95  hyd.;  40  v.;  600  serv.;  pipe, 
iron;  pres.,  114  lbs.;  cost,  $40,000  (exclusive  of 
new  res.) 

BLOOMFIELD,  p.  1,600.     F.  dept. — 1  str. 

Watsr  Supply — Res.  No.  6  of  Hartford  Water  Co. 
is  loc.  in  Bloomfield;  no  water  supplied  town  from 
this  src. 

BRAN  FORD.  New  Haven  Co.,  p.  6.047.  F. 
dept — 3  c  hand  ex.,  2  h.  ft  1.  trk.,  3  hose  car.,  3 
comb,  hose  ladder  for  hand  use.  reels,  etc.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  val. 
equip.,  $4,000;  val.  bldgs.,  $7,000;  tot  mem.,  140 
vol. 

Watsr  Supply — Src,  lakes:  sys.,  grav.  to  storage 
res.,  pump  to  distributing  res.;  res.  cap.,  2,000.000 
gals.,  loc  on  Maple  hill;  1  pump,  eng.,  clasps  dup., 
cap.  day  1,000,000  gals.;  mains,  c.  i.  ft  galv.  wrt 
i.,  24  m.,  14  to  4  in.  dia.;  2  in.  wrt.  iron;  84 
hyd.;  met,  416;  648  serv.;  pipe,  galv.  wrt  !.; 
pres.,  dom.  45  to  65  lbs.,  f.  60  to  80  lbs.;  wks. 
owned  by  Co. 

B|llDGEPORT,  p.  102,054;  f.  area,  15  a.; 
mere    bldgs.,    bk.,    stn.    ft    i.,    4    to    8    stor.;    priv.. 


wd.,  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 9  str.,  2  auto,  c  eng., 
50-gal.  tk.,  3  chief's  auto.,  2  chief's  wag.,  1  auto, 
wag.,  10  deluge  sets,  10  comb,  c  ft  h.  wag.,  35 
hand  ex.,  1  comb.  h.  ft  1.  trk.,  2  aer.  trk.,  2  c. 
eng.,  8  supply  wag.,  4  fuel  ft  exercise  wag.,  10 
hos^  wag.,  4  of  which  are  equipped  with  35-gal. 
c  tk.,  30  hrs.;  hose,  cot.,  rub.  lined,  gd.,  25,000 
ft.  c.  hose,  2,550  ft;  tot.  hose,  27,550  ft.;  f.  al., 
Gamewell,  275  bx.;  val.  equip.,  $300,000;  val. 
bldgs.,  $190,000;  exp.  dept,  $268,781;  tot  mem. 
148,    pd.    full    time. 

Watsr  Supply — Src,  brooks,  2  to  10  m.  bus. 
cent;  sys.,  grav.,  pump,  mainly  grav.  to  res.; 
storage  cap.,  4.6  billion  gals.,  loc  at  North 
Bridgeport  ft  Fairfield;  8  pump,  eng.,  cross  comp., 
cap.  day  23,000,000  gals.;  mains,  c  i.  ft  cem.,  161 
m.,  4  to  36  in.  dia.;  1,010  hyd.;  1,500  v.;  met, 
1,869;  14,725  serv.;  pipe,  iron  ft  lead;  pres.,  dom. 
44  to  76  lbs.;  cons.,  day  24,800,000  gals.;  wks. 
owned  by  Co. 

BRISTOL,  Hartford  Co.,  p.  18,502;  mere  bldgs., 
bk.,  8  ft  4  stor.;  priv.,  bk.  ft  wd.,  2  ft  8  stor.. 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept — 
3  auto.  comb,  c  ft  h.  wag.,  2  h.  ft  1.  trk.,  1  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  5,000  ft;  inf.,  1,000 
ft;  tot.  hose,  6,000  ft.;  f.  al.,  gongs  ft  bell:  val. 
equip.,  $20,000;  val.  bldgs.,  $14,400;  tot  mem., 
136.  pd.  full  time  3,  pd.  part  time  133. 

Watsr  Supply — Src,  brooks  ft  riv.,  8  to  8  m. 
bus.  cent;-  sys.,  grav.;  stdp.  cap.,  185,000  gals., 
dim.  80  X  35,  mat  stl.;  res.  cap.,  425,000,000 
gals.;  mains,  c.  ife  wrt.  i.,  ^2%  m.,  1  to  HQ  in. 
dia.;  156  hyd.;  329  v.;  1,697  met.;  2,023  serv.; 
pipe,  sralv.  i. ;  pres.,  dom.,  60  to  130  lbs.;  cons, 
day,  l.lioO.OOO  gals.;  wks.  owned  by  city. 

BROAD  BROOK,  p.  900.  F.  dept. — 1  comb.  c. 
ft  h.  wag.,  4  c.  band  ex.,  1  hose  cart;  f.  al.,  bell; 
tot.    mem..    30. 

Water  Supply — Src.  ft  sys.  not  reported;  2  pumps. 
12   hyd.;   pres.,   60   lbs. 

CHESTER,  p.  1,450.  F.  dept — 1  hose  cart, 
1.200  ft  hose;  val.  equip.,  $600;  val.  bldgs.,  $200: 
tot   mem.,   26   vol. 

Water  Supply — Src,  res.;  sys..  grav.;  15  hyd.: 
pres.,  f.  100  lbs.;  wks.  owned  by  Guilford  &  Chester 
Water  Co. 

• 

CLINTON,  p.  1,400;  f.  area,  9  sq.  m.  F.  dept. 
— 1  auto,  trk.,  1,000  ft  hose;  exp.  dept,  $200; 
tot.    mem..    30    vol. 
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Water  Supply — Sys..  grav.;  mains,  c  i.,  70  m., 
4  to  16  in.  dia.;  29  nyd.;  pipe,  lead;  pres.,  dom., 
67  to  110  lbs.;   wks.  owned  by  Co. 

COLCHESTER,  p.  2,000.  F.  dept. — 1  hand  eng., 
1   8Cr. 

Water  Supply — Src,  wells  k  cisterns;  sys.,  grav. 

COLLINSVILLE,  p.  2,425;  f.  area,  2  sq.  m.; 
mere,  bldgs.,  wd.  k  bk.,  2  &  3  etor. ;  priv.,  wd.,  2 
stor.;  no  fwks.  &  combt.  ord.  F.  dept. — 1  hand 
eng.,  2  c.  hand  ex.,  1  h.  &  1.  trk.,  4  hose  wag.; 
hose,  cot.,  rub.  lined,  gd.,  1,600  ft;  rub.,  gd.,  SOO 
ft.;  tot.  hose,  2,400  ft.;  f.  al.,  bell;  vaj.  equip., 
16,000;  val.  bldgs.,  $5,000;  exp.  dept.,  $250;  tot. 
mem.,   26   vol. 

Water  Supply — Src,  spr.,  2^  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  3,000,000  g^ls.;  1  pump, 
eng.,  cap.  300  to  800  gals.  min. ;  mains,  c.  i.,  10  H 
m.,  4  &  8  in.  dia.;  12  hyd.;  81  v.;  pres.,  dom. 
40  lbs.,  f.  90  lbs.;  wks.  owned  by  Co. 

COVENTRY,  p.  1632.     Xo  org.  f.  dept 

Water  Supply— Src,   lake;   s)-*.,   grav.;   10   hyd.; 

pres.f   dom.   35   lbs.;   cost,    $6,000;   wks.   owned  by 

priv.  Corpn. 

CROMWELL,  p.  2,081;  were  bldgs.,  stn.,  bk.  k 
wd.;  wd.  rfs.  perm.     F.  dept.  not  reported. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  sys., 
pump  to  Btdp. ;  stdp.  cap.,  146,000  gals.,  dim. 
25  z  40,  mat.  stl.;  2  pump,  eng.,  class  trip.,  cap. 
day  188,000  gals.;  mains,  iron,  9  m.,  1  to  8  in. 
dia.;  53  hyd.;  17  v.;  met,  15;  200  serv.;  pipe, 
galv.  i.;  pres.,  f.  75  lbs.;  cost,  $80,000;  cost 
mtce.,  $1,200;  wks.  owned  by  Co. 

DANBURY — ^p.  20,284;  f.  area,  10,000  a.;  mere 
bldgs.,  bk.,  stn.  &  wd.,  ,1  to  5  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.'  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  auto.  comb.  c. 
k  h.  wag.  with  40-gal.  c.  tk.  k  800  ft  2Vi*in. 
hose,  1  auto,  hose  wag.,  1  str.,  14  c  hand  ex.,  1  aer. 
tk.,  2  hose  wag.,  6  hose  carts,  9  hrs. ;  hose,  cot, 
rub.  lined,  gd.,  6,700  ft;  inf.,  3,000  ft;  tot.  hose, 
9.700  ft.;  f.  al.,  elec,  47  bx.;  val.  equip.,  $30,000; 
val.  bldgs.,  $70,000;  exp.  dept..  $22,000;  tot.  mem., 
241.  pd.  part  t.me  41,  vol,   200. 

Water  Supply — Src,  surface  water,  8  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  2.160,427,876  gals.; 
mains,  cem.  k  i.,  60  m.,  6  to  16  in.  dia.;  400 
hyd.;  600  v.;  mains,  16,100  ft,  20  to  80- in. 
dia.,  cem.  k  i.;  pres.,  dom.  86  to  90  lbs.,  f.  65 
lbs.;  cost,  $226,000;  cost  mtce.,  $4,500;  wrks. 
owned   by   city. 

DANIELSON,  p.  2,823;  f.  area,  600  a.;  mere 
bldgs.,  bk.  &  wd..  2  to  4  stor.;  priv.,  wd.  k  bk., 
2%  stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  h.  ft  1.  trk., 
3  c  ex.,  4  hose  car.,  1  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  3.500  ft.;  inf.,  600  ft;  tot  hose,  4,100  ft; 
r.  al.,  Gamewell.  bell  k  wh.,  12  bx.;  val.  bldgs., 
$1,800;  exp.  dept,  $800;  tot.  mem.,  46,  pd.  part 
time;   undrs.   rating,   second   class. 

Water  Supply — Src,  spr.  k  brooks;  sys.,  grav.; 
mains,  12  m.,  4  to  12  in.  dia.;  57  hyd.;  met., 
32;  pres.,  dom.  56  lbs.,  f.  75  to  100  lbs.;  wks. 
owned  by  Crystal  Water  Co. 

DARIEN,  p.  8,946;  mere  bldgs.,  wd.,  2  to  3 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  k  combt.  ord.:  causes  of  f.  inv.  F.  dept. — 1 
auto  c  eng.,  2  c.  eng.,  1  hand  c  eng.,  2  hose  car., 
10  c  hand  ex.,  2  h.  &  1.  trks..  2  nrs.;  2,650  ft. 
hose;  f.  al.,  bell;  val.  equip.,  $6,000;  val.  bldgs., 
$6,000;  tot  mem.,   160  vol. 

Water  Supply — Wells. 

DEEP  RIVER,  p.  1,326;  f.  area,  1%  m.;  mere 
bldgs.,  wd.,  2  k  S  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  k  combt.  ord.  F.  dept. — 1 
auto,  trk.,  1  c  eng.,  6  c.  hand  ex.,  1  h.  &  I.  trk., 
1  hose  car.;  hose,  linen,  gd.,  1,000  ft;  cot,  260 
ft.;  inf.,  500  ft;  tot.  hose,  1,750  ft;  f.  al..  Game- 
well;  val.  equip.,  $3,000;  val.  bldgs.,  $1,500;  exp. 
dept,  $200;   tot  mem.,  60  voL 

Water  Supply — Src,  Chester  Water  Co.,  1  m. 
bus.  cent;  mains,  c  i.,  20  m.,  4  to  14  in.  dia.; 
20  hyd.;   pres.,  f.    110  lbs. 

DERBY,  p.  8.991;  f.  area,  80  a.;  mere  bldgs., 
wd.  k  bk.,  2  to  4  stor.;  priv.,  wd.,  3  stor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt  ord.;  causes  of 
f.  inv.  F.  dept — 9  c  hand  ex.,  1  h.  A;  1.  trk.,  6 
hose  car.;  hose,  cot,  rub.  lined,  gd..  6,000  ft; 
inf.,  800  ft.;  tot  hose,  6,800  ft;  f.  «L,  elee, 
88  bx.;  val.  equip.,  $10,000;  val.  bldgs.,  $12,000; 
exp.  dept,  $3,000:  tot.  mem.,  216  vol. 


Water  Supply — Src,  spr.  k  surface  water;  sys., 
grav.;  mams,  c  i.,  21  m.,  4  to  20  in.  dia.;  84 
hyd.;   pres.,  f.   60  to   112   lbs.;  wks.  owned  by  Ce 

EAST    HAMPTON,    p.    3,000;    f.    area,    2,000    a. 
F.  dept. — 1  c  eng.;  vml.  equip.,  $150;  vol. 
Water    Supply — Src,    Pocotopang    Lake. 

EAST  HARTFORD,  p.  8,138;  f.  area,  2Vfc  m.; 
mere  bldgs.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  bk. 
&  wd.,  2  hi  stor;;  wd.  rfs.  perm.;  causes  of  f.  inv.  F. 
dept — 3  hose  car.;  hose,  cot,  rub.  lined,  gd., 
3,000  ft;  inf.,  1,000  ft;  tot  hose,  4,000  ft; 
val.  equip.,  $2,400;  val.  bldgs.,  $4,500;  exp.  dept, 
$450;  tot.  mem.,  100  voL 

Water  Supply — Src,  brook,  9  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  1,600,000  gals.;  loe  at  East  Glas- 
tonbury; mains,  e  i.,  29  m.,  1^  to  16  in.  dia.; 
97    hyd.;     212    v.;     12    met;     1.110    serv.;    pipe, 

ralv.    i. ;    pres.,    dom.    60    lbs.,    f.    60    Itm.;    cost, 
305,000;    cost   mtce.,    $3,000;    wks   owned    by  E. 
Hartford  Dist. 

EAST  HAVEN,  p.  1.796;  f.  area,  76  a.;  mere 
bldgs.,  wd.,  4  stor.;  priv.,  wd.,  2H  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  c  eng.  on  wis.,  2  e  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  car.;  hose,  cot,  nib.  lined,  gd.,  850 
ft.;  inf.,  150  ft;  tot  hose,  1.000  ft;  f.  sL.  bell; 
tot  mem.,  50  vol. 

Water  Supply — Supplied  by  New  Haven  Water 
Co.;   22  hyd.;  pres.,  50   to  66  lbs. 

EAST  NORWALK,  p.  4,000;  consolidated  with 
city  of  Norwalk. 

ELLINGTON,  p.   1,829.     No  f.  dept 

Water  Supply— -Sre,  apr.;  sys.,  grav.;  msiiis,  inm 

k  wd.,  2  m.,  2  to  3  in.  dia.;  66  serv.;  pres.,  dom. 

60  lbs.,  f.   80  lbs.;  cost,  $2,500;  cost  mtce.,  $75; 

wks.  owned  by  priv.  Co. 

ENFIELD,  p.  9.719;  height  of  bldgs..  1  to  S 
stor.;  dwellings,  2^  &  3  stor.;  wd.  rfs.  perm.; 
causes  of  f.  inv.  F.  dept. — I  auto.  comb.  c.  k  h. 
wag.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft:  inf.. 
600  ft;  tot.  hose,  1,800  ft;  val.  equip.,  $2,500; 
vaL  bldgs.,  $1,000;  exp.  dept,  $500;  tot  mem. 
24,  pd.  part  time. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  sys.. 
pump.;  stdp.  cap.,  376,000  gals.;  dim.  40  x  40  ft; 
mat  iron;  2  pump,  eng.,  cap.  day  2,250,000  gals.; 
mains,  cem.  k  e  i.,  1  to  20  m.,  4  to  12  in.  dia.; 
76  hyd.;  100  v.;  met,  24;  serv.,  1,200;  pipe,  e  i.; 
pres.,  dom.  20  to  95  lbs.,  f.  20  to  96  lbs.;  cons., 
day  800,000  gals.;  wks.  owned  by  Co. 

ESSEX,  p.  2.745;  f.  area,  10,840  a.;  mere 
bldgs.,  wd.  k  bk.f  1  to  6  stor.;  priv.,  wd.,  S*« 
stor.;  wd.  rfs.  perm.;  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng..  2  c  hand  ex..  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell  k  wh.;  tot   mem.,  60  vol. 

Water  Supply — Chester  Water  Co. 

FAIRFIELD,  p.  6,134.  F.  dept — 2  c.  ex.,  1  h. 
k  1.  trk.,  1  hose  cart;  tot.  mem..  60. 

Water  Supply — From  Bridgeport  Hydraulic  Ce; 
28  hyd.;  pres.,  80  lbs. 

FARMINGTON,  p.  3,478;  f.  area.  75  a.;  mere. 
bldgs.,  wd..  2  stor.;  priv.,  wd.,  2  stor.;  wd.  tf*. 
perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  k  I.  trk.,  2  hose  wag.;  1  hand  hose 
cart:  hose,  cot.,  rub.  lined,  gd..  1,500  ft.;  val. 
equip..  $800;  val.  bldgs.,  $1,000;  exp.  dept.  $400; 
tot.  mem.,   44  vol.;   undrs.  rating,  first  class. 

Water  Supply — Src,  %  m.  bus.  cent;  lys, 
grav.;  res.  cap.,  60.000.000  gals.,  loe  in  town: 
mains,  e  I.,  4,000  ft,  10  in.  dia.;  S8  hyd.;  SO 
v.;  met.,  1;  129  serv.;  pres.,  dom.  62  lbs.,  f.  62 
to  80  lbs.;  cons.,  day  300,000  gals.;  cost,  $39,600: 
wks.   owned  by   Co. 

FORESTVILLE,  p.  1,800.  F.  dept — I  str.,  1 
hose  cart,  1  supply  wag.;  hose,  1.000  ft;  tot. 
mem..   40. 

Water  Supply^-Src,  res.,  5  to  8  m.  bus.  cent: 
sys.,  grav.;  stdp.  cap.,  186,000  gals.;  res.  cap., 
422,000    gals. 

GRANBY,  p.   1,299.     No  f.  dept 

Water  Supply — Sre,  brook;  sj's.,  pomp  to  stdp.; 
res.  cap.,  80  bbls.;  pump,  eng.,  cap.  day  66.200 
bbls.;  mains,  IH  m.,  3  in.  dia.;  pres.,  f.  100  lbs.; 
cost.  $6,600;  cost  mtce..  $200;  wks.  owned  by  Co. 

GREENWICH,  p.  16,463;  f.  area,  6.000  s.;  mere 
bldgs.,  bk.  k  wd.,  2  to  4  stor.;  priv.,  wd.,  t  k  t 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  cocnb. 
ord.;   causes  of  f.  inv.     F.  dept — 1   auto,  e  eng.. 
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1    auto.   c.   k,   b.   comb,    wa^.,    1   auto,   bose   wag., 

1  Btr.,  10  c.  band  ex.,  1  auto.  b.  it  L  trk.,  il  hose 
wag.,  1  boee  reel,  1  patrol  wag.;  hose,  cot.,  rub. 
lined,  gd.,  2,300  ft.;  rub.,  gd.,  600  ft.;  tot.  hose, 
2,800  ft.;  f.  a).,  Gamewell,  37  bx.;  val.  equip., 
|a2,000;  val.  bldgs.,  $15,000;  tot.  mem.  187. 
pd.  full  lime  2,  pd.  part  time  4,  vol.   181. 

Water  Supply — Src,  lakes;  sys.,  grav.;  stdp.  cap., 
1,260,000  gals.,  80  x  35,  2  m.  res.,  mat.  iron; 
cap.    plant,    4.000,000  gals.;   res.    cap..    1, 000,000.- 

000  gala.;  malna,  51  m.,  4  to  20  in.  dia.;  142 
hyd.,  26  priv.,  wd.;  1,750  serv,;  pipe,  galv.  i.; 
pres.,  dom.  40  lbs.,  f.  40  to  120  lbs.;  cons.,  day 
1,000,000  gals.;  wks.  owned  by  Co. 

GROTON.  p.  6,495;  f.  area,  2  m.  long,  H  tnile 
wide;  mere,  bldgs.,  bk.  k  wd.,  8  stor.;  priv.,  wd., 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt. 
ord.  F.  dept — 1  h.  ft  1.  trk.,  2  c.  hand  ex.,  2 
hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.; 
f.  al.,  wh.;  val.  equip.,  ^1,200;   tot.  mem.,  72  vol. 

Water  Supply— Src,  well  ft  lake,  8  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  344,000  gals., 
dim.  80  X  66,  loc  in  Qroton,  mat.  iron;  2  pump, 
eng.,  clasa  triple,  size  10  x  8,  cap.  day  700,000 
gals.;  mains,  r.  i.,  11  m.,  4  to  10  in.  dia.;  68 
hyd.;  21  v.;  met.,  10:  860  serv.;  pipe,  galv.  i.; 
prea.,  dom.  84  to  84  lbs.,  f.  84  lbs.;  cost,  $200,- 
000;   wks.  owned  by  town. 

GUILFORD,   p.    8,001.      F.    dept. — 2   hand   eng., 

1  b.  ft  1.  trk.,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,   1,000  ft;   tot.  mem.,   80  vol. 

Water  Supply — Src,  brook;  sys.,  grav.;  60  hyd.; 
pree.,  dom.  66  lbs.,  f.  65  lbs. 

HARTFORD,  p.  98,916,  f.  area,  18  sq.  m.;  mere, 
bldgs.,  bk.  ft  stn.,  2  to  0  stor.;  priv.,  stn.,  bk.  ft 
wd.,  3  stor.;  wd.  rf«.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  iiiv.  F.  dept. — 1  tractor 
str.,  3  auto.  comb.  c.  ft  h.  str.,  9  str.,  5  auto,  hose 
wag.,  10  comb.  c.  ft  h.  wag.,  34  c.  hand  ex.,  1  c. 
eng.,    1   water   tower,   3   pump,   eng.,   2  h.   ft  1.  trk., 

3  aer.  trk.,  23  hrs.;  hose,  cot.,  rub.  lined>  gd., 
26,048  ft.;  inf.  13,609  fu;  tot  hose,  89,652  ft; 
f.  aL,  Gamewell,  216  bx.;  \-al.  equip.,  $258,657; 
val.  bldgs.,  $204,700;  exp.  dept.,  $297,718;  tot 
mem.    Ii6!6,  pd.  full  time. 

Water  Supply— ^Src,  6  mountain  res.,  5  m.  bus. 
cent;  sys.,  grav.;  mains,  c.  i.,  18S  m.,  1%  to  30 
in.  dia.;  1,481  hyd.;  3,390  v.;  met.,  13,81il;  14,089 
^erv.;  pipe,  galv.  i. ;  pres.,  dom.  ft  f.,  70  lbs.;  cons, 
day,  9,185,833  gals.;  coat,  $.5,7i58,352;  cost  mtce., 
$207,'603;  wks.  owned  by  city. 

HAZARDVILLE,  p.  8,000.  F.  dept — 1  str.,  S  c. 
hand  ex.,  2  hose  carts;  tot  mem.,  60. 

Water  Supply — ^Spr.,  ft  art.  wells,  *4  m.  bus. 
cent;  sys.,  pump  dn-. ;  2  stdp.  cap.,  80,000  gals.; 
3  ptnnp.  eng.;  cap.  day,  200,000  gals.;  mains,  c.  ft 
wrt.  i.,  4  m.,  1  to  8  in.  dia.;  19  hyd.;  1  met.; 
pipe,  i.;  pres.,  dom.  30  lbs.;  con^.  day,  35,000  gals.; 
cost,  $26,000;  wks.  owned  by  priv.  Co. 

HOTCHKISSVILLE,  p.  400.  F.  dept— 1  c.  eng., 
1  60-gal.  c.  eng.,  18  hand  ex.,  14  pails;  val.  equip., 
$500;   tot.   mem.,   25  vol. 

Water  Supply — None. 

JEWETT  CITY.  p.  2.300;  f.  area,  640  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  in  v.  F.  dept. — 
1  h.  ft  1.  trk.,  10  c.  hand  ex.,  1  comb.  c.  ft  h. 
wag..  3  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
1.500  ft;  inf.,  800  ft;  tot  hose,  1,800  ft:  f. 
aL,  bell;  vaL  equip.,  $1,500;  val.  bldgs.,  $2,500; 
exp.  dept.  $1,203;  tot  mem.,  56  vol. 

Water  Supply — Src,  brooks  ft  spr..  6  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  05,000,000  gals.;  loc. 
on  Stone  hill;  mains,  iron,  10  m..  6  to  12  in.  dia.; 
58  hyd.;  88  v.;  met,  9;  264  serv.;  pipe,  galv.  i.; 
pres.,  dom.  120  lbs.,  f.  120  lbs.;  cost,  $148,764; 
wks.  owned  by  Co. 

KENT,  p.  800;  f.  area,  200  a.;  mere,  bldgs., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd..  1.000  ft;  val. 
equip.,  $760;  exp.  dept,  $100;  tot.  mem.,  26  vol. 

Water  Supply — Src.,  spr.,  1%  m.  bus.  cent; 
sys.,  grav.;  mains,  iron,  2Vi  m.,  6  in.  dia.;  10 
l^d.;  60  senr.;  pii>e,  lead  ft  Iron;  pres.,  dom.  66  lbs., 
f.  66  lbs.;  cost,  $16,000;  cost  mtce.,  $100;  wks. 
owned  by  Co. 

L^KEVILLE,  p.  1,500;  f.  area,  700  a.;  mere, 
bldgs.,  wd..  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfa.  perm,  in  f.  area;  causes  of  f.  in  v.     F.  dept. — 2 


hose  carta,  1  h.  ft  1.  trk.,  2  large  siie  L  ex.;  hoie, 
cot.  rub.  lined,  gd.,  1,100  ft 

Water  Supply— -Src,  spr.,  2  m.  bus.  cent;  sys., 
grav.;  mains,  iron,  6^^  m.,  4  to  10  in.  dia.;  85 
hyd.;  pres.,  dom.  146  lbs.,  f.  145  lbs.;  cost,  $60,- 
000;  cost  mtce.,  $600;  wks.  owned  by  Co. 

LITCHFIELD,  p.  8,006.  F.  dept— 1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,900 
ft;  Inf.,  600  ft;  tot.  bose,  2,600  ft;  tot.  mem., 
76  vol. 

Water  Supply — Src,  riv.,  6  m.  bus.  cent;  sys., 
grav.;  stdp.  dim.,  85  x  80.  mat.  iron;  res.  loc  1 
m.  north  of  town;  2  pump,  eng.,  cap.  day,  250,000 
gals.;  mains,  iron.  lOV^  m.,  4  to  8  in.  dia.;  49 
hyd.;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cost,  $100,* 
000;  cost  mtce..  $1,600;  wks.  owned  by  Co. 

MADISON.  F.  dept. — 1  hose  wag.,  1,650  ft 
hose;  val.  equip.,  $200;  tot.  mem..  30  vol. 

Water  Supply — Src.  wells,  1  m.  bus.  cent; 
aya.,  f^v.;  85  hyd.;  prea.,  dom.  60  lbs.,  f.  60  lbs.; 
wks.  owned  by  priv.  Co. 

MANCHESTER,  p.  13.641;  mere  bldgs.,  stn., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfa.  perm.;  fwka.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  h.  ft  L  trk.,  8  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  2,100  ft;  inf.,  400  ft;  tot.  hose, 
2.500  ft;  val.  equip.,  $2,000;  val.  bldgs.,  $1,600; 
exp.  dept.  $100;  tot.  mem.,  90  vol. 

Water  Supply — Src,  ponds,  3  m.  bus.  cent; 
sys.,  grav.;  mains,  com.,  10  m.,  4  to  16  in.  dia.; 
62  hyd.;  pres.,  dom.  75  lbs.,  f.  75  lbs.;  cost.  $45,- 
000;   wks.   owned  by   Co. 

MERIDEN,  p.  27,266;  f.  area,  2,616  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  wd.,  2  stor.; 
wd«  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  auto.  h.  ft  1.  trk.,  3  auto.  comb, 
c  ft  h.  wag.,  1  auto.  comb.  eng.  ft  hose  wag.,  1 
chief's  auto.;  in  reserve,  1  h.  ft  1.  trk.,  1  supply 
wiag.;  hose,  cot,  rub.  lined,  gd.,  6,950  ft;  fair. 
200  ft;  inf.,  1,200  ft;  tot  hose,  8,350  ft;  f.  aL, 
Gameu^ell,  64  bx.;  val.  equip.,  $42,300;  \'al.  bldgs., 
$60,400;  exp.  dept,  $37,505;  tot  mem.  6>8.  pd. 
full  time  31.  pd.  part  time  37;  undrs.  rating,  ffcrst 
class. 

Water  Supply — Src,  surface  water,  2  to  4^  m. 
bus.  cent.;  sys.,  grav.,  pump  to  res.;  res.  cap., 
680,000,000  gals.;  1  safety  boiler,  171  hp.;  2 
turbine  boilers,  100  hp.  each;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  10,000,000  gals.;  mains, 
iron,  49  m..  4  to  20  in.  dia.;  887  hyd.;  met,  250; 
4,100  serv.;  pipe,  galv.  L;  pres.,  dom.  66  to  110 
lbs.,  f.  40  to  115  lbs.;  cons.,  day  8,000.000  gals.; 
cost,  $700,000;  cost  mtce.,  $12,000;  wks.  owned 
by  city. 

MIDDLETON,  p.  11.181;  mere  bldgs.,  bk.  ft 
wd.,  2  to  5  stor.;  priv.,  bk  ft  wd.,  2%  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks  ft  comb,  ord.;  causes 
of  f.  inv.  F.  dept. — 8  c  hand  ex.,  2  auto.  comb, 
c  ft  h.  wag.,  1  h.  ft  1.  trk.,  1  hose  wag.,  3  hrs.; 
hose,  cot,  rub.  lined,  ed.,  4,000  ft;  inf.,  1,000  ft; 
tot.  hose,  .3,000  ft.;  I.  al.,  Gamewell,  29  bx. ;  val. 
equip.,  $20,000;  vaL  bldgs..  $30,000;  exp.  dept, 
$12,500;  tot.  mem.,   173,  pd.   full  time  8,  voL   165. 

Water  Supply — Src,  from  2  res.,  4-5  m.  city; 
sys.,  grav.;  res.  cap.,  520,000,000  gals.,  loc.  south 
ft  west  from  city;  mains,  c.  i..  86  m..  4  to  20  in. 
dia.;  218  hyd.;  347  v.;  met,  91;  2,400  sen..;  pipe, 
wrt.  i. ;  pres.,  dom.  60  lbs.,  f.  125  lbs.;  cons.,  day 
2,000.000  gals.;  cost,  $619,821.86;  cost  mtce., 
$12,000;  wks.  owned  by  city. 

MILFORD,  p.  4,866;  mere,  bldgs.,  wd.,  1  to  8 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hand  eng.,  1  c 
eng.,  1  h.  ft  1.  trk.,  1  auto.  comb,  c  ft  h.  wag., 
1  hose  wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.. 
1,200  ft.;  inf.,  300  ft;  tot.  hose.  1,500  ft;  f. 
al.,  elec,  9  bx.;  vaL  equip.,  $9,000;  val.  bldgs., 
81,500;   tot.    mem.,    70  vol. 

Water  Supply — Src,  brook,  2  m.  bus.  cent.; 
sys.,  pump  to  stdp.:  stdp.  cap.  250,000  gal.,  dim. 
20  X  100,  mat.,  iron;  pump,  eng.,  class  dup.;maina, 
c  i.,  26  m..  4  to  14  in.  dia.;  100  hyd.;  pipe, 
lead:  pres..  dom.  47  lbs.:  wks.  owned  by  Co. 

MYSTIC,  p.  6,000;  f.  area,  640  a.;  mere,  bldgs.. 
bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd..  2  stor.; 
wd.  rfs.  penn.  in  f.  area;  fwks.  ft  combt  ord; 
causes  of  f.  inv.  F.  dept — 4  c  hand  ex.,  1  h.  ft  I. 
trk.,  8  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1.700 
ft;  rub.,  gd.,  2,000  ft;  inf.,  100  ft;  tot  hoae, 
8,800  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $8,600; 
val.  bldgs..  $2,600;  tot.  mem.,  110  vol. 
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Water  Supply — Src,  2  res.,  2  m.  bus.  cent;  eys., 
pump  to  stdp. ;  stdp.  cap.,  200,000  gals.;  2  res., 
cap.    60,000,000  gals.;   2   pump,   eng.,  cap.    2,000,- 

000  gals.;  mains,  o.  i.  &  sti.,  23  in.,  i  to  12  in. 
dia.;  116  hyd.;  15  met.;  1,362  serv.;  cons,  day, 
800.000  gals.;  cost,  $336,880;  wks.  owned  by  Co. 

NAUQATUCK,  p.  12,722;  f.  area,  1,600  a.; 
mere,  bidgs.,  bk.  &  wd.,  1  to  6  stor.;  priv.,  bk. 
Sl  wd.,  1  to  4  stor.;  wd.  rfs.  perm.;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  c.  hand 
ex.,  1  h.  &  1.  trk.,  1  comb.  c.  &  h.  wag.,  4  hand 
hose  reels;  hose,  cot.,  rub.  lined,  gd.,  4,700  ft; 
f.  al.,  Gamewell,  84  bx.;  exp.  dept.  $4,000;  tot 
mem.,  91   vol. 

Water  Supply — Src,  spr.  &  brook,  1  to  4  m. 
bus.  cent.;  sys.,  gnv.  to  res.;  res.  cap.,  685,000,000 
gals.;  mains,  c.  i.,  48  m.,  4  to  20  in.  dia.;  308  v.; 
150  hyd.;  1,<530  serv.;  pres.,  dom.  46  to  110  lbs.: 
cost,  $375,000;  cost  mtce.,  $4,000;  wks.  owned 
by  priv.  Co. 

NEW  BRITAIN,  p.  48,916;  causes  of  f.  inv. 
F.  dept — 3  str.,  9  c  hand  ex.,  1  h.  A;  L  trk.,  1 
aer.  trk.,  6  comb,  c  ft  h.  wag.  (1  in  reaerve),  16 
hrs.  (2  in  reserve) ;  hose,  cot,  rub.  lined,  gd., 
10,000  ft;  rub.,  gd.,  1,060  ft;  tot  hoae.  11,060 
ft.;  f.  al.,  Gamewell.  73  bx.;  exp.  dept,  $40,000; 
tot.  mem.,  85;  pd.  full  time  27;  undrs.  rating, 
first   class. 

Water  Supply — Src.,  canala  ft  brooks,  8  m.  bua. 
cent;  sys.,  grav.;  rea.  cap.,  1,480,000,000  gals., 
loc.  at  Southington;  2  pump,  eng.,  cap.  day 
3,000,000  gals.;  mains,  c.  1.,  80  m.,  4  to  24  in. 
dia.;  656  hjd.;  met,  6,061;  1,263  v.;  4.947  serv.; 
pipe,  wrt.  i.;  pres.,  dom.  ft  f.,  75  to  80  lbs.;  cons., 
day  4,000,000  gals.;  cost,  $2,876,000;  cost  mtce., 
$50,000;  wka.   owned  by  city. 

NEW  CANAAN,  p.  8,667;  f.  area,  150  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  2  stor. 
F.  dept — 1  auto.  comb.  c.  ft  h.  wag.,  1  gas  eng., 
300  gals,  per  min.,  1  Eastman  deluge  set,  cap. 
800  gals,  per  min.,  8  c.  hand  ex.,   1  n.  ft  1.  trk., 

1  hose  wag.,  1  hose  cart;  hose,  cot,  rub.  lined,  gd., 
1,500  ft;  inf.,  500  ft;  tot.  hose,  2,000  ft;  f.  al., 
bell;  val.  equip.,  $12,400;  val.  bldgs.,  $4,000;  exp. 
dept,    $1,600;    tot    mem.,    96    vol. 

Water  Supply — Src,  riv.,   3  m.  bus.   cent;  sya., 

grav.;    res.    cap.,    80,000,000    gals.,    loc.    at  riv.; 

mains,  cem.  ft  stl.;  46  hyd.;  pres.,  dom.  60  lbs.; 
wks.  owned  by  Co. 

NEW  HARTFORD,  p.    8,424;   mere,   bldgs.,   wd.. 

2  to  4  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt  ord. ;  causes  of  f.  inv.  F.  dept — 
1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  2,000  ft.;  f.  al.,  bell  ft  wh.; 
tot.  mem.,  20  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  brook;  rea.  cap.,  100,000 
gals.;  mains,  6  m..  4  to  12  in.  dia.;  60  hyd.;  met, 
20;  prea.,  f.  72  Iba.;  cost,  $62,000;  wks.  owned 
by  Co. 

NEW  HAVEN,  p.  188,605;  f.  area,  6,291  a.; 
mere,  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk. 
ft  wd.,  2\^  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  c-ombt.  ord.;  causes  of  f.  inv.  F.  dept. — 
4  chiefs  auto.,  1  auto,  trk.,  f.  al.,  1  chief's  wag., 
1  auto.  comb.  c.  eng.  ft  hose  wag.,  1  auto.  comb, 
pump  ft  hose  wag.,  8  auto,  str.,  1  squad  auto., 
4  str.  (3  str.  in  reserve),  2  h.  ft  I.  trk.  (1  h.  ft 
1.  trk.  in  reserve).  36  c.  hand  ex.,  1  aer.  trk.,  1 
comb.  aer.  ft  ladder  trk.,  6  comb.  c.  ft  h.  wag., 
1  comb.  c.  eng.  ft  h.  ft  1.  trk.,  6  hose  wag.  (2  hose 
wag.  in  reser%e),  6  fuel  wag.,  3  exercise  wag.,  1 
c  eng.  in  resene,  62  hrs.  (6  in  resei-ve);  hose, 
cot.,  rub.  lined,  gd.,  26,050  ft  (in  reserve  4,500 
It);  f.  al.,  Gamewell,  239  bx.;  val.  equip.,  $264,- 
000;  val.  bldgs.,  $224,000;  exp.  dept,  $235,997; 
tot.  mem.,  223,  pd.  full  time   170,   53  substitutes. 

Water  Supply — Src.  riv.  ft  lakes,  2  to  6  m. 
bus.  cent.;  sys.,  grav.,  pump  to  res.:  res.  cap., 
3,520.000,000  gals.;  7  pump,  cuk.,  t'siP-  day  52,- 
720,000  gals.;  main*,  iron.  220  m.,  4  to  36  in. 
dia.;  1,097  hyd.;  met.,  2,707;  vorv.,  21,731;  pres., 
dom.,  45  ll)«.;  coi^.  day,  23,262,000  gals.;  wks. 
o\vne<i  by  Co. 

NEWINGTON,  p.  1,041;  mere  bldgs.,  wd.  ft  bk., 
1  ft  2  Ptor.:  wd.  rfs.  perm.:  fwks.  ft  comb.  ord. 
No.    f.    dept. 

Water  Supply — Src.  mountain  strm.;  sys.,  grav.; 
res.  cap..  1,000  gals.:  mains.  3  m..  M  to  2  in. 
dia.;  100  serv.;  pipe,  galv.  i.;  prts.,  dom.  100 
lbs.,  f.  100  lbs.;  cost  $5,000;  cost  mtce.,  $100; 
wks.   owned  by  Co. 


NEW  LONDON,  p.  19,659;  f.  area.  6%  sq.  m.; 
mere  bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd,, 
2^  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.   inv.     F.  dept — 1  str..   16  c.  hand  ex., 

I  h.  ft  1.  trk.,  6  hose  wag.,  1  auto.  comb,  c  ft 
h.  wag.,  1  auto.  comb,  c  ft  h.  wag.  with  pump, 
attachment'  (1  40-gaL  hand  c  in  reserrel,  1 
h.  ft  1.  trk.,  2  hand  reels  with  1,000  ft  hose; 
hose,  cot,  rub.  lined,  gd.,  7,750  ft;  rub.,  gd.,  1,350 
ft;  tot  hose,  9,000  ft;  f.  al.,  Gamewell,  3  bells, 
38  bx. ;  val.  equip.,  $26,450:  val.  bldg?..  $35,000; 
exp.  dept,  $15,000;  tot.  mem.,  500,  pd.  full  time 
8,  pd.   part  time   4,   vol.    493. 

Water  Supply — Src,  Lake  Konomoc.  cap.  600,- 
000,000  grals.;  sys.,  grav.  ft  pump  to  stdp.  ft  res.; 
stdp.  cap.,  90,000  gals.:  Barnes  res.,  cap.  170,- 
000,000    ^ala.,    ft    distriouting    rea.    cap.     500,000 

Sals.;  mams,  c  ft  wrt.  L,  S^.5  ro.,  4  to  24  in. 
ia.;  411  hyd.;  644  v.;  met,  1,676;  4,491  serv.; 
pipe,  gal.  i.  ft  lead;  pres.,  dom.  35  to  60  lbs.; 
con^.  day,  2,71^,711  gals.;  cost,  $1,310,362;  cost 
mtce.,  $18,872;  wks.  owned  by  city. 

NEW   MILFORD.   p.    6,010;   f.    area  divided  into 

II  districts;  mere  bldgs.,  bk.,  2  to  3  stor.;  priv., 
wd.,  1  to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept. — 25  c  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  wag.,  8  hose  carts,  2  hrs.;  hose,  cot. 
rub.  lined,  gd.,  2,600  ft;  f.  aL,  bell,  operated 
from  telp.  office  by  Gamewell  aystem;  val.  equip., 
$4,000;  vaL  bldgs.,  $5,000;  exp.  dept,  $300;  tot 
mem.,   91   voL 

Water  Supply — Src,  mountain  stnn..  IH  na. 
bus.  cent.;  sys.,  grav.;  res.  cap.  (8),  60.000,000 
gals.;  mains,  7  m.,  1  to  12  in.  dia.;  40  h>-d.;  met.. 
2;  pipe,  galv.  L;  pres.,  f.  150  lbs.;  cost  $115.- 
000;  cost  mtce.,  $2,000;  wks.  owned  by  Co. 

NOANK,  p.  1,600.  F.  dept — 1  hand  eng.,  1 
auto.  str..  4  c  hand  ex.,  1  h.  ft  L  trk..  1  hose 
wag.,  1  hoae  reel,  1,000  ft  hoae;  f.  aL,  bell;  val 
equip.,  $2,000;  vaL  bldgs.,  $2,500;  exp.  dept, 
$200;  tot  mem.,  60  voL 

Water  Supply — Src  ft  sya.,  not  reported;   4  hyd. 

NORFOLK,  p.  1,614;  f.  area,  1,000  a.;  mere 
bldgs.,  etn.,  bk.  ft  wd.,  1  to  3  stor.,  priv.,  wd.,  1 
to  3  stor.;  wd.  rfs.  perm.  F.  dept. — 1  auto, 
comb,  c  ft  h.  trk.,  9.  c  hand  ex.,  1  h.  ft  I.  trk.,  1 
h.  ft  1.  wag.,  6  hose  oar.;  hoae,  cot.,  rub.  lined, 
gd.,  2,800  ft,  inf.  400  ft.;  tot  hose,  3.200  ft; 
f.  al.,  elec;  val.  equip.,  $6,000;  exp.  dept,  $1,000; 
tot.   mem.,  91  vol. 

Water  Supply — Src,  lake,  8%  m.  bua.  cent.; 
sys.,  grav.;  maina,  c  i.,  8  m.,  4  to  12  in.  dia.; 
65  hyd.;  pres.,  dom.  40  to  200  lbs.,  f.  40  to  200 
lbs.;  wks.  owned  by  Co. 

NORTH  CANAAN,  p.  2,000;  priv.  bldgs.,  wd.,  2 
ft  3  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord. 
F.  dept. — 1  c  eng,,  2  hose  car.,  650  ft  hose. 

Water  Supply — Src.  spr.;  aya.,  grav.;  rea.  cap-. 
8,000.000  gals.;  1  pump  eng.,  cap.  260  gal.  min.; 
mains,  7  m.,  1  to  6  in.  dia.;  10  hyd.;  350  scrr.; 
pres.,  f.   80  lbs.;  cost,  $20,000. 

NORTH  HAVEN,  p.  2,800;  f.  area,  500  a.  F. 
dept. — 1  c  eng.,  1  hose  reel.  650  ft  hose;  vaL 
equip.,  $1,000;  vaL  bldga.,  $600;  tot  mem.,  S4 
vol. 

Water  Supply — Src,  well;  «y8.,  grav.;  8  hyd.; 
mains,  10  m.,  12  in.  dia.;  pres.,  dom.  SO  lb$.,  f. 
92  lbs.;  wka.  owned  by  New  Haven  Water  Co. 

NORWALK,  p.  6,954;  f.  area,  1%  aq.  m. ;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
1  auto.  comb.  c.  ft  hose  wag.,  10  c  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  2  nose  carts;  ho«*e,  cut., 
rub.  lined,  gd.,  2,300  ft;  rub.,  gd.,  300  ft-;  inf., 
550  ft.;  tot.  ho«e.  3,150  ft.;  f.  aL,  wh.,  13  bx.; 
vaL  equip.,  $5,500;  vaL  bldg.««.,  $7,600;  exn.  r!»pt.. 
$1,600;   tot.   mem.   90.  pd.   full   time   1,  \(A.    >9 

Watar  Supply — Src,  riv.,  7  m.  bua.  cent;  ay*L. 
grav.;  res.  cap.,  700.000,000  gala.,  located  at 
New  Canaan,  Ct,  and  Lewisboro,  N.  Y.;  mains, 
<Jeni.  ft  i.,  50  m.,  4  to  16  in.  dia.;  350  hyd.; 
met.  20;  1.560  serv.;  pipe,  galv.  i.;  pn?*..  dom. 
75  lbs.,  f.  75  lbs.:  cons.,  day  2,000.000  gals.; 
cost  mtce.,  $1,500;  wks.  owned  b3'  city. 

NORWICH,  p.  20.367;  f.  area,  5  3-10  sq.  m.; 
mere  bldga.,  bk.  ft  wd.,  2  to  6  ator.;  priv.,  bk.  ft 
wd.,  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  oni.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb.  r.  ft  h. 
wag.,  2  str.,  3  comb.  c.  ft  h.  wag.,  20  c.  har.J 
ex.,  1  aer.  trk.,  1  city  siae  trk.,  4  hose  wag..  I 
hose    car.,    12    hra.;    hoae,    cot,    rub.    lined,    gd.. 
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12,800  ft;  800  ft.  c.  hose;  f.  al.,  Qamewell.  61 
bz. ;  storage  batteiy,  liz-circuit  ays.,  Qaxnewell  k 
telg.;  val.  equip,  ft  bldgi.,  $187,425;  ezp.  dept., 
$81,000;  tot.  mem.,  104,  pd.  full  time  22,  call 
men  82,  toL  60;  undra.  rating,  flrat  daai. 

Watar  Supply — Src,  spr.,  1V6  m.  but.  cent.; 
bjBm  grav.;  2  res.  cap.,  888,000,000  gals.;  maina, 
0.  L,  60  8-5  m.,  4  to  24  in.  dia.;  476  hyd.;  met., 
1,080;  8,800  serv.;  4<60  v.;  pipe,  c.  i.,  pres.,  dom. 
ft  f.,  90  lbs.;  cons.,  day  2,000,000  gals.;  coat, 
$1,600,000;  oost  mtce.,  $»16,000;  wks.  owned  by 
ci^. 

PAWCATUCK,  p.  700.  P.  dept— 2  c.  ex.,  8 
hose  carts;  al.,  Gamewell;  hose,  600  ft.;  tot 
mem.,  40. 

Water  Supply — Src  ft  sys.,  not  reported;  48 
hyd.;  pres.,   90  lbs.;  supplied  by  Westerly   Water- 


PLAINflELD.  F.  dept. — 1  c.  eng.,  8  hand  ex., 
reel;  600  ft  cot,  rub.  lined  Ihoae,  8  axen,  2 
bars,  buckets,  etc.;  f.  al.,  bell;  val.  equip.,  $2,000; 
tot.    mem..    87    vol. 

Water  oupply<--<Src,  wells,  1  m.  bus.  cent.; 
ayu.,  dir.  pres.;  2  pump^  eng.;  10  hyd.;  wks.  owned 
4iiy.  corpn. 

PLAINVILLE,  p.  2,882;  f.  area,  1,200  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept. — 0  c.  hand  ex., 
2  hose  carts;  hose,  cot,  rub.  lined,  gd.,'  1,700 
ft.;  f.  al.,  wh.;  val.  equip.,  $1,610;  val.  bldgs., 
$20,000;  ezp.  dept,  $100;  tot  mem.,  86  vol. 

Water  Supply — Src.,  wells  ft  rce.,  2^  m.  bus. 
cent;  sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap., 
325,000  gals.;  res.  cap.,  166,000,000  gala.;  loc. 
on  East  mountains,  in  town  of  Southington;  pump, 
eng.,  cap.  300,000  gals,  per  10  hre.;  mains,  e.  i. 
ft  cem.,  11.7  m.,  4  to  12  in.  dia.;  44  v.;  61  hyd.; 
70  met;  481  serv.;  pres.,  dom.  ft  f.  100  to  110 
lbs.;  wks.  owned  by  Plainville  Water  Co. 

PLYMOUTH,  p.  1,021.     F.  dept. — See  TerryviUe. 

Water  Supply — Src,  wells;  sys.,  grav.;  mains, 
H  nu,  IH  in.  dia.:  1  serv.;  pres.,  dom.  100  lbs., 
f.  100  lbs.;  cost,  $1,000;  cost  mtce.,  $10;  wks. 
owned  by  W.  N.  Austin. 

PORTLAND,  p.  8,425;  f.  area,  8  sq.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  .to  8  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 4  c.  hand 
ex.,  2  hose  wag.,  2  hose  carts,  1  hra.;  hose,  cot, 
rub.  lined,  gd.,  2,600  ft.;  inf.,  700  ft;  tot.  hose, 
8,200  ft;  X.  aL,  bell;  raL  equip.,  $6,000;  val. 
bldga.,  $4,000;  ezp.  dept,  $3,105;  tot  mem.,  76 
vol. 

Watar  Supply — Src,  strm.,  6  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  60,000,000  gals.,  loc.  ft.  of  moun* 
tain;  mains,  c  i.,  16  m.,  4  to  12  in.  dia.;  86  hyd.; 
46  v.;  met.,  6;  620  serv.;  pipe,  galv.  i.;  pres., 
dom.  90  lbs.,  f.  100  lbs.;  cons.,  day  80,000  gals.: 
wks.   owned  by  priv.  Co. 

PUTNAM,  p.  6,687;  mere  bldgs.,  bk  ft  wd.,  1 
to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
8  c.  hsnd  ex.,  1  h.  ft  1.  trk.,  8  hose  wag.,  2  hose 
reels,  7  hra.;  hose,  cot.,  rub.  lined,  gd.,  4,450  ft.; 
f.  al.,  Gamewell,  16  bz.;  val.  equip.,  $11,800;  val. 
bldgs.,  $6,000;  ezp.  dept.,  $4,066;  tot.  mem.,  74 
vol. 

Watar  Supply — Src,  riv.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  287,000  gala.;  pump,  eng.,  cap.  day 
2,250.000  gals.;  mains,  18  hl,  4  to  10  in.  dia.; 
96  hyd.;  met,  100;  1,000  serv.;  pres.,  f.  75  lbs.; 
cost.   $170,000. 

REDD»NQ,  p.  1,1617;  f.  area,  20,607  a.  F. 
dept— *4  c.  hand  eng.;  val.  equip.,  $700;  tot.  mem., 
60  vol. 

Watar  Supply— Src,  wells. 

RIDGEFIELD,  p.  8,118;  f.  area,  800  a.;  mere 
bldgs.,  wd.,  2  to  8  stor.;  priv.,  wd.,  2  to  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c.  eng.  on  wis,  2 
c.  hand  ez.,  1  hose  wag.,  1  hose  cart;  hose,  cot., 
rub.  lined,  gd.,  2,000  ft.;  rub.,  gd.,  800  ft.;  tot. 
hose,  2,800  ft;  ezp.  dept,  $510;  tot.  mem.,  90 
vol. 

Water  Supply — Src,  spr.  ft  lakes,  8%  m.  bus. 
cent:  sys.,  pump  to  stdp.;  stdp.  cap.,  190,000 
gals.,  dim.  80  x  20,  mat  stl.;  2  pump,  eng.,  class 
trip.,  cap.  day  600,000  gals.;  mains,  c  i.,  9  m., 
0,  8ft  10  in.  dia.;  90  hyd.;  180  serv.;  pipe,  galv. 
i.;    pres.,    dom.,    76    lbs.,    f.    90    lbs.;    cons.,    day 


77,600  gals.;  cost,  $186,000;  cost  mtce.,  $8,600; 
wks.  owned  by  Co. 

ROCKVILLE,  p.  7,977;  f.  area,  11,000  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  to  6  stor.;  priv..  stn.,  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.;  cauaes  of  f.  inv.  F.  dept — 2  str.,  1  comb, 
c.  ft  h.  wag.,  6  c  hand  ez.,  1  h.  ft  L  trk.,  6 
hose  car.,  reela,  ftc;  hose,  cot.,  rub.  lined,  gd., 
4.076  ft;  inf.,  400  ft;  tot  hose,  4,476  ft;  U 
al.,  Oaynor  elec,  24  bz.;  val.  equip.,  $13,000; 
vaL  bldga.,  $12,000;  ezp.  dept,  $6,886;  tot  mem., 
66,  pd.  part  time. 

Watar  Supply — Src,  lake,  1  m.  bus.  cent;  ays., 
grav.;  stdp.  cap.,  817,000  gals.,  1  pump,  eng.,  class 
trip.,  cap.  day  400,000  gals.;  maina,  c  i.,  28  m., 
2  to  20  in.  dku:  114  hyd.;  met,  400;  serv.,  1,227; 
pres.,  dom.  ft  f.,  80  to  100  lbs.;  wks.  owned  by 
priv.    Co. 

ROWAYTON    p.    650.  F.    dept — 4    c    hand   ez., 

1  h.  ft  L  tik.,  eztension  18  ft,  2  hose  carta,  hose, 
1,100  ft,  2  ezt  hand,  2  doz.  f.  bucketa;  tot. 
mem.,   100. 

Watar  Supply — Src  ft  sys.,  not  reported;  26 
hyd.;  pres.,  00  lbs. 

SALISBURY,  p.   8,622;   mere   bldgs.,  wd. 
Watar  Supply — Src,  mountain  strm.,  supplied  by 
LakevUle  Water  Co.;  sys.,  grav.;  res.  cap.,  16,000,- 

000  gals.;  mains,  4  to  10  in.  dia.;  85  hyd.;  pres., 
90   to   150  lbs. 

SAYBROOK,  p.  1,760;  f.  srea,  1,440  a.;  mere 
bldgs.,  brk.  ft  wd.,  1   to  4  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  c 
eng.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  900  ft;  rub.,  gd.,  100  ft;  inf.,  160 
ft;  tot.  hose,  1,160  ft;  f  al.,  bell;  val.  equip., 
$1,800;  vsL  bldgs.,  $2,600;  tot.  mem.,  60  vol. 

Watar  Supply — Not  reported. 

SEYMOUR,  p.  4,786;  mere  bldga.,  wd.,  bk.  ft 
stn.  F.  dept. — 1  auto,  c,  1  str.,  4  c.  hand  ez.,  1 
h.  ft  1.  trk.,  6  hose  carts;  hose,  cot.,  rub.  lined, 
ffd.,  4,000  ft;  rub.,  gd.,  126  ft;  tot  hose,  4.126 
ft;  f.  aL,  Gamewell;  val.  equip.,  $6,000  val.  bldgs., 
$2,000;  ezp.  dept,  $1,000;  tot.  mem.,  76  vol. 

Water  Supply — ^rc,  strm.,  about  8  m.  town; 
sys.,  grav.;  60  hyd.;  pras.,  dom.  110  lbs.,  f.  110 
lbs.;  cost,  $60,000;  cost  mtce.,  $16,000  to  $20,- 
000;  wks.  owned  by  Co. 

SHARON,  p.  1,982.  F.  dept. — 1  c.  eng.,  1  h.  ft 
1.  trk.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  700 
ft,  inf.,  300  ft;  tot  hoee,  1,000  ft;  f.  SJ.,  bell; 
tot.  mem.,  36  vol. 

Water  Supply — Src.  strm.,  1%  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  300,000  gals.;  mains,  stl.,  8 
m.,  4,  6  ft  8  in.  dia.;  28  hyd.;  10  v.;  prea.,  dom. 
76  lbs.,  f.  75  lbs.;  cons,  day  200,000  gals.;  cost, 
$38,000;  cost  mtce.,  $600;  wks.  owned  by  Co. 

SHELTON,  p.   6,600.     F.   dept — 2   c   hand   ez., 

1  h.  ft  1.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  8,000  ft;  rub.,  260  ft;  inf.,  100  ft;  tot 
hose,  8,860  ft;  f.  al.,  Gamewell,  17  bz.;  tot.  mem., 
86    vol. 

Watar  Supply — ^Src,  spr.  ft  brook,  2  m.  bus. 
cent;  sys.>  grav,;  res.  cap.,  136,000,000  nls.; 
mains,  c  i.,  16  m.,  4  to  1*6  in.  dia.;  89  hyd.; 
211  v.;  91  met;  800  serv.;  pipe,  galv.  i.;  pres., 
dom.  60  lbs.,  f.  100  lbs.;  cons.,  day  800,000  gals.; 
wks.  owned  by  priv.  Co. 

SIMSBURY,  p.  2,687.     No  org.  f.  dept. 

Water  Supply — ^Src,  brooks.  4  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  4,000,000  -gals.;  mains,  IH 
m.,  6  in.  dia.;  12  hyd.;  pres.,  dom.  90  lbs.,  f. 
40  to  60  lbs.;  cost,  $13,000;  cost  mtce.,  $150. 

SOUTH  COVENTRY,  p.  1,682.  F.  dept  Not 
reported. 

Water  Supply — Src,  lake,  %  m.  bus.  cent; 
sys.,  grav.;  mains,  iron,  l^,  m.,  6  in.  dia.;  8 
hyd.;  7  v.;  86  serv.;  pipe,  lead;  pres.,  dom.  10 
to  60  lbs.,  f.  1(1  to  60  lbs.;  cost,  $6,000;  wks. 
owned  by  Co. 

SOUTHINGTON,  p.  6,616;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  h.  ft  1.  trks.,  4  a. 
hand  ez.,  1  hose  wag.,  2  hose  carts,  1  hra.;  hoaa, 
cot,  rub.  lined,  gd.,  8,200  ft.;  f.  aL,  Gamewdl, 
17  bz.;  val.  equip.,  $4,790;  vsl.  bldgs.,  $7,000; 
ezp.  dept,  $1,133;  tot.  mem.,  106,  pd.  part  time. 

Water  Supply — Src,  brooks,  4%  m.  bus.  cent; 
sys.,    grav.;    res.    cap.,    123,000,000    gala.,    loc.   4» 
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Wolcott  mountain;  mains,  c.  it  wit  1.,  19  m.,  2  to 
12  in.  dia.;  Ill  hyd.;  06  v.;  met.,  6;  976  serr.; 
pipe,  lead  ft  wrt.  L;  prea.,  dom.  90  Iba.,  f.  90  lbs., 
oons.,  day  1,000,000  gals.;  cost,  $261,626;  wks. 
owned  by  Co. 

SOUTH  MANCHESTER,  p.  9,000;  mere,  bldgs., 
wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  P.  dept. — 2  auto.  comb.  h.  ft  c.  wag..  1  auto. 
hose  wag.,  1  auto.  h.  ft  L  trk.,  2  h  ft  t  trk.,  < 
hose  wag.,  1  comb.  c.  ft  h.  wag.,  6  hose  car., 
10  hrs.;  hose,  cot.,  rub.  lined,  go.,  5,000  ft.;  f. 
al..  Gamewell,  26  bx.;  vaL  equip.,  $48,000;  vaL 
bldgs.,  $14,000;  tot.  mem.,  150  voL 

Water  Supply — Src,  spr.  ft  brooks,  2^  m.  bus. 
eent.;  sys.,  grav.;  res.  cap.,  176,000,000  gals.,  loc. 
about  2H  in*  town;  mains,  e.  i.,  80  m.,  4  to 
12  in.  dia.;  200  hyd.;  210  v.;  met.,  1,700;  1.700 
senr.;  pipe,  tin  lined;  pres.,  dom.  76  to  110  lbs., 
f.   110  lbs.;   works  owned  by  Go. 

SOUTH  NORWALK.  p.  8.968;  consolidated  with 
dty  of  Norwalk. 

80UTHP0RT,  p.  1,479;  mere,  bldgs.,  bk.  ft  wd., 
2  to  4  stor.;  priv.,  wd.,  2^  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
1  auto,  hose  wag.,  2  c.  hand  ex.,  1  str.,  1  hand 
eng..  1  h.  ft  L  trk.,  1  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  1,800  ft;  f.  al.,  telp.,  1  bx.;  val.  equip., 
$6,000;  vaL  bldgs.,  $5,000;  exp.  dept,  $700;  tot 
mem.,  96  vol. 

Water  Supply — Supplied  by  Bddgeport  Hydraulic 
Co. 

SOUTH  WINDSOR,  p.  2,014;  mere  bldgs.,  wd. 
F.   diet — Hand  ex. 

Water  Supply — Src,  wells. 

SPRAOUE,  p.  2,700;  f.  area,  40  a.;  mere,  bldgs., 
bk.  etn.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  IH  to 
2\^  stor.  F.  dept — 2  c.  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  reel;  hoee,  cot,  rub.  lined,  gd.,  8,100 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $1,600;  val. 
bldgs.,  $6,000;  tot  mem.,  27  vol. 

Water  Supply — Not  reported. 

STAFFORD,  p.  6,288;  f.  area,  1,226  a.;  mere, 
bldgs.,  bk.  ft  wd.;  wd.  rfs.  not  perm.     F.  dept — 

1  str.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1.000 
ft;  inf.,  600  ft;  tot  hose,  1,600  ft;  t  aL,  bell; 
ezp.  dept,  $600;  tot  mem.,  20  vol. 

Water  Supply — Src.,  brook;  sys.,  grav.;  res.  cap., 
6,000,000  gals.;  mains,  7  m.,  6  to  16  in.  dia.;  82 
hyd.;  met.,  4;  216  serv.;  pres.,  dom.  100  lbs.,  f. 
100  lbs.;  cons.,  day  500,000  gals.;  cost  mtce., 
$600;  wks.  owned  by  Co. 

STAFFORD  SPRINGS,  p.  4,298;  f.  area,  1,226 
a.;  mere,  bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv., 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
21  c.  hand  ex.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1.000  ft;  inf.,  600  ft;  tot  hose,  1,600  ft; 
f.  fU.,  bell;  val.  equip.,  $8,600;  val.  bldgs.,  $4,000; 
exp.  dept,  $600;  tot.  mem.,  20  vol. 

Water  Supply — ^Src.,  roaring  brook;  siys.,  grmv.; 
res.  cap.,  85,000,000  gala.;  mains,  11  m.,  4  to  10 
in.  dia.;  52  hyd.;  886  serv.;  pres.,  dom.  120  lbs., 
f.  125  lbs.;  cost,  $125,230;  cost  mtce.,  $14,078; 
wks.  owned  by  Co. 

STAMFORD,  p.  26,138;  f.  area,  4,800  a.;  mere 
bldgs.,  bk.  stn.  ft  wd.,  1  to  6  stor.;  priv.,  wd., 
8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.    F.  dept. — 2  str.,  18  hand  ex., 

2  auto.  pump,  eng.*  ft  hose  wag.,  1  auto.  comb,  c  ft 
hose  w»g.,  2  coim>.  c.  ft  h.  wag.,  1  h.  ft  L  trie.,  1 
auto.  aer.  trk.,  1  hose  oar.,  1  chief's  auto.,  7  hrs.; 
hose,  cot  rub.  lined,  gd.,  7,500  ft;  inf.,  900  ft; 
tot  hose.  8,400  ft;  f.  al.,  Oamewell,  53  bx.;  v«l. 
equip.,  $02,775;  val.  bldgs.,  $86,000;  exp.  dept, 
$50,000;  tot  mem.  42,  pd.  full  time  35,  pd.  part 
time  7. 

Water  Supply  —  Src,  riv.,  lake  ft  pond;  ays., 
grav.;  lake  cap.,  612,000,000  gala.;  pond  cap.,  88,- 
000,000  gale.;  res.  cap.,  1,000,000,000  gals.;  mains, 
c.  i.,  65  m.,  6  to  24  in.  dia.;  286  hyd.;  496  v.; 
met,  8,128;  4.672  serv.;  pipe,  c  i.;  pres.,  dom. 
ft  f.,  60  to  78  lbs.;  cons,  day  8,815,425  gals.;  wks. 
owned  by  priv.  Co. 

STONINGTON,  pop.  9,164;  f.  area,  180  a.; 
mere  bldgs.,  wd.  ft  or.,  1  to  6  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  str.,  8  c.  hand  ex.,  1  h.  ft  L 
trk.,  1  aer.  trk.,  6  hose  car.,  reels,  ftc;  hose,  cot, 
rub.  lined,  gd.,  2,100  ft;  inf.,  460  ft;  tot  hose. 


2,650  ft;  f.  al.,  bell  ft  wh.,  7  bx.;  vaL  equip.,  $9,180; 
val.   bldgs.,   $7,900;    exp.   dept,    $710;    tot 
171,  pd.  part  time  2,  vol.  169. 

Water  Supply — Src,  brook;  sys.,   pomp  to 
2  res.,  cap.  60,000,000  gals.,  ft  1  distributing  .«», 
cap.  2,000,000  gals.;  8  pump,  eng.,  cap.  day  4,000,« 

000  gals.;  mains,  21  m.,  10  in.  dia.;  108  hrdl; 
met.  22;  1,198  serv.;  pipe,  galv.  i.;  pres.,  dom. 
80  lbs.,  f.  80  lbs.;  cons,  day  594,876  gals.;  cost 
$820,866;  wks.  owned  by  Co. 

STRATFORD,  p.  6.712;  f.  area,  8  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  to  8 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  auto.  comb,  c  ft  h.  wag.,  4  e 
hand  ex.,  1  h.  ft  1.  trk.,  8  hose  reels;  hose,  oot, 
rub.  lined,  gd.,  2,600  ft;  rub.  gd.,  400  ft;  tot 
hose,  2,900  ft;  f.  al.,  telp.;  val.  equip.,  $10,000; 
val.  bldgs.,  $2,500;  exp.  dept,  $6,000;  tot  mem. 
50,  pd.  part  time. 

Watsr  Supply — Src,  riv.,  4  m.  bus.  cent.,  sup- 
plied Bridgeport;  sys.,  grav.  ft  dir.;  res.  cap., 
4,600,000,000  gals.;  mains,  e  L,  4  m.,  8  ft  dia.; 
40  hyd.;  60  serv.;  pres.,  dom.  62  lbs.,  f.  62  lbs.; 
wks.  owned  by  Co. 

SUFFIELD,  p.  8,841;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  2  stor.;  priv.,  bk.,  stn.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 16  e  hand 
ex.,  1  h.  ft  I.  trie,  2  hose  car.;  nose,  cot.,  rah. 
lined,  gd..  2,400  ft;  f.  aL,  church  bell;  vaL 
equip.,  $2,000;  val.  bldgs.,  $2,500;  exp.  dept. 
$500;   tot.  mem.,  60  vol. 

Water  Supply — Src,  wells,  2H  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  800.000  gaJsL; 
pump,  eng.;  mains,  e  L,  16  m..  2  to  8  in.  dis.; 
46  hyd.;  300  serv.;  pres.,  f.  60  to  80  lbs.;  cost, 
$88,000;    cost   mtce.,   $2,600. 

TERRYVILLE,  p.  3,000;  f.  ares  4  m.;  mere 
bldg.,  bk.  ft  wd.,  1  to  4  stor.;  priv..  wd.,  1  to  8 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  auto.  comb,  e  ft  h. 
wag.,  10  c  hand  ex.,  1  h.  &  1.  trie.,  1  h.  wag..  1 
hose  reel;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  rub., 
gd..  400  ft;  inf.,  600  ft;  tot  hose,  1,900  ft;  1 
al..  gong;  val.  dept  equip..  $4,000;  val.  bldgs., 
$8,000;  exp.  dept,  $1,200;  tot  mem.,  73  toL 

Watsr  Supply — Src,  2  res.  fed  by  spr.,  2  m.  bus. 
cent;  res.  No.  1,  cap.  800,000  gals.;  res.  No.  i, 
cap.  1,800.000  gals.;  sys.,  grav.,  pump  dir.  to 
mains;  res.  cap.,  16,000,000  gals.;  1  elec.  pvmp. 
eng.,  cap.  day  400,000  gals.;  mains,  10  m^  2  to  8 
in.  dia.;  16  hyd.;  26  v.;  met,  9;  cost,  $58,000: 
wks.  owned  by  Co. 

THOMASTON,  p.  8,688;  f.  siea,  1,000  a.;  mere 
bldgs..  bk.  ft  wd..  1  to  4  stor.;  priv.,  wd.,  t  stor.; 
wd.  rxs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 5  e  hand  ex.,  1  h.  ft  L  trk.,  2 
hose  car.,  reels,  ftc,  8  hrs.;  hose,  cot.  rub.  lined. 
2,500  ft;  inf.,  600  ft;  tot  hose,  8.100  ft.;  f.  al.. 
wh.;  val.  equip..  $8,9>50;  val.  bldgs.,  $9,000;  exp. 
dept.  $600;   tot  mem.,    100  vol. 

Watsr  Supply — Src,  Plymouth,  2  m.  boi.  eent; 
ays.,  gTBY.;  87  hyd.;  met.,  8;  pres.,  f.  140  IhSb; 
cost,  $40,000:  wks.  owned  by  Co. 

THOMPSON,  p.  4,804.     F.  dept.— 4  e  hand  «.. 

1  h.  ft  1.  trk.,  4  nose  car.  (8  priv.);  f.  aL»  wh.;  tot 
mem.,  100. 

Watsr  Supply — Sre  ft  aiys..  not  reportad;  40 
hyd.;  pres.,  100  lbs. 

THOMPSONVILLE,  p.  9,000;  f.  area,  6.000  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  4  stor. ;  priv.,  wd.,  2  % 
stor.;  wd.  ris.  perm,  in  f.  area;  fwks.  ft  combt.  otd.; 
causes  of  f.  inv.  F.  dept — ^8  suto.  comb,  c  ft  k. 
wag.,  1  str.,  10  e  band  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  2  hose  oarts;  hose,  cot,  rub.  lined,  gd.,  4,000 
ft;  rub.,  gd.,  600  ft;  tot  hose.  4,600  ft;  f.  sL, 
Gamewell,  26  bx.;  vaL  equip.,  $26,000;  val.  bldgs., 
$16,000;  exp.  dept,  $2,600;  tot  mem.,  76  toL 

Wster  Supply-— Sre,  spr.,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  c^p.,  876,000  gals.,  dim.  40  x 
40.  mat  iron;  res.  loc  at  Enfleld  at;  2  puonn. 
eng.,  cap.  day  1,260.000  gale;  mains,  cem.  ft  L, 
20  m.;  75  hyd.;  met,  26;  1,000  serv.;  pipe,  galv. 
i.;  pree,  dom.  20  to  100  Ibe.  f.  20  to  100  »a.; 
cons.,  day  700,000  gals.;  oost,  976»00O;  vka.  ownsd 
by  Co. 

TORRINGTON,  p.  16.840;  mere  bldgs..  bk.  ft 
wd..  1  to  6  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  ifs. 
perm.;  fwke  ft  combt  ord.;  osuses  of  t.  Ibt.  F. 
dept — 2  str.,  14  e  hand  ex..  1  h.  ft  L  trit,  8 
hose  wag.,    2   hose   reels,   6   bra.;   hose,   cot.   rob. 
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lined,  gd.,  4,000  ft.:  t  «1.,  Gamewell,  42  bz.;  y«L 
equip.,  fSSfSOO;  ru.  bidgs.,  $26,600;  exp.  dept., 
$6,000;  tot.  mem.,  60,  pd.  full  time  1,  pd.  part 
time  6,  vol.   58. 

Water  Supply — Src,  spr.  k  brooks,  2  to  10  m. 
boa.  cent.;  sys^  grav.;  rea.  cap.,  620,000,000  fab.t 
loc.  at  West  TorTington;  maiiia,  c.  i.,  44  m.  4  to 
1«  in.  dia.;  206  byd.;  met,  207;  2,664  aerv.;  pipe, 
galT.  i.;  pres.,  dom.  &  f.,  90  Iba.;  coat,  $476,000; 
wka.  owned  l^  priv.   Go. 

UNIONVILLE,  p.  2,000;  f.  area,  820  a.;  mere 
bldga.,  atn.,  bk.  A  wd.,  1  to  >ff  ator.;  priv.»  ttn.,  bk. 
St  wd.,  2  stor.;  wd.  rfa.  perm,  in  i.  area;  fwka. 
A  combt.  ord.;  cauaes  of  f.  inv.  F.  dept — 2  c. 
hand  ex.,  1  boee  wag.,  1  hose  cart,  1  h.  ft  1. 
trk.;  boae,  rub.,  gd.,  1,560  ft.;  f.  al.,  telp.,  wb.  ft 
bell;  val.  equip.,  $4,000;  val.  bldga.,  $6,000;  ezp. 
dept.,  $900;  tot  mem.,  ZO  toL 

Water  Supply — Src,  brook;  rea.  cap.,  8,000,000 
gala.'  mains,  5  m.;  82  hyd.;  pipe,  iron;  pres.,  f. 
80  iW;  cost  $20,000;  cost  mtce.,  $800;  wka. 
owned  by  Co. 

WALLINQFORD,  p.  11,166;  f.  area,  2,047  a.; 
mere,  bldffs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2 
ft  8  stor.;  wd.  rfs.  perm..  F.  dept — 1  atr.,  2  c. 
hand  ex.,  1  h.  ft  1.  trk,  8  hoae  car.;  hose,  cot., 
rub.  lined,  gd.,  3,100  ft;  f.  al.,  Stevena;  val. 
equip.,  $9,500;  val.  bldga.,  $10,600;  exp.  dept, 
$2,400;  tot.  mem.,  78,  pd.  part  time  8,  vol.  75; 
undrs.  rating,  first  class. 

Water  Supply — ^rc.,  Piatapaugh  Pond,  4^  m.  boa. 
cent,  ft  Lanea  Pond  diverting  rea.,  6  m.  town; 
aya.,  gra\'.;  cap.,  Pistapaugh  Pond  800,000,000  gala., 
Lanee  Pond  86,000,000  gals.,  loc.  4^4  m.  soutneaat 
of  borough;  mains,  c.  i.,  85.88  m.,  4  to  10  in.  dia.; 
186  byd.;  met.,  284:  1,694  serv.;  pipe,  wrt.  ft  galv. 
i.;  pres.,  dom.  ft  i.,  90  to  140  U>s.;  cons.,  day 
1,200,000  gala.;  cost,  $882,000;  cost  mtce., 
$7,814;  wka.  owned  by  city. 

WASHINGTON,  p.  1,820;  mere,  bldgs.,  wd.,  2  ft 
3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwka. 
ft  oombt  ord.  F.  dept — 1  band  eng.,  1  c  eng., 
1  h.  ft  L  trk.,  1  hose  car.;  hose,  cot,  rub.  lined, 
gd..  700  ft;  rub.,  ffd.,  800  ft;  tot  hose,  1,000  ft 

Water  Supply— Src.,  cpr.  ft  2  wells,  1  m.  bua. 
cent;  ays.,  grav.;  2  rea.,  cap.  86,000  gala.;  maina, 
1  )4   m.,  6  in.  dia. ;  wka.  owned  by  priv.  Co. 

WATERBURY,  p  78,141;  f.  area,  6^  aq.  m.; 
mere,  bldga.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2H 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 8  str.,  1  auto, 
pump,  eng.,  1  auto.  c.  eng.,  1  auto,  hose  wag.,  18 
c.  hand  ex..  1  city  b.  ft  1.  trie.,  1  aer.  h.  ft  1.  trie, 
8  hoae  wag.,  2  comb,  c  ft  h.  wag.,  28  bra.; 
boae,  rub.  uned,  gd.,  13,600  ft:  f.  al.,  elec,  04 
bx.;  vaL  equip.,  $88,007;  val.  bldga.,  $121,618; 
exp.  dept..  $98,000;  tot  mem.,  78.  pd.  full  time. 

Water  oupply— Src,  apr.  ft  brooks,  18  m.  bua. 
cent;  sya.,  grav.;  rea.  cap.,  970,000,000  gala.; 
mains,  c  L,  80  m.,  4  to  86  in.  dia.;  760  hyd.;  720 
v.;  met,  1,428;  6,916  aerv.;  pipe,  galv.  L;  prea., 
dom.  120  lbs.,  f.  120  lbs.;  cons.,  day  66.747,000 
gala.;  coat,  $1,846,140;  cost  mtce.,  $24,000;  wka. 
owned  by  city. 

WATERTOWN,  p.  8,860;  f.  area,  1,000  a.;  mere 
bldga.,  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfa.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 
1  h.  ft  1.  trk.,  2  hose  carts,  1  c  cart;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft.;  f.  al.,  bell;  val.  equip., 
$1,000;  val.  bldgs.,  $3,500;  exp.  dept,  $200;  tot. 
mem.,   60  vol. 

Water  Supply — Src,  watershed,  6  m,  bus.  cent; 
aya.,  grav.;  distributing  res.  cap.,  600,000  gals., 
dim.  12  X  60,  mat.  cem.  ft  cone;  distributing  res. 
cap.,  18,000,000  gals.,  loc.  at  Bethlehem;  1  pump, 
eng.;  mains,  c.  i.,  12  m.,  6  to  10  in.  dia.;  65 
byd.;  60  v.;  met,  6;  186  serv.;  pipe,  iron  ft  lead; 
prea.,  dom.  66  to  187  lbs.,  f.  137  Iba.;  cost,  $66,- 
500;   cost  mtce.,   $600;   wks.   owned  by  Co. 

WEST  HARTFORD,  p.  4,808.  P.  dept— 2  hoae 
carta;  hoae,  cot,  rub.  lined,  gd.,  600  ft;  tot.  mem., 
16   VOL 

Water  Supply — Src,  supplied  by  Hartford. 

WEST  HAVEN,  p.  8,648;  mere  bidn.,  wd.  ft  bk., 
2^  stor.;  priv.,  wd.,  2%  ator.;  wo.  rfs.  perm.; 
RO  fwka.  ft  combt  ord.  F.  dept. — 1  trip.  comb, 
auto  str.,  2  auto  comb,  c  ft  h.  wag.,  1  hand  eng., 
10  c  hand  ex.,  1  h.  ft  I.  trk.  drawn  by  tractor, 
3  hoae  car.,  reela,  1  hoae  wag.,  ftc,  2  hrs.;  hose, 
<H)t,  rub.  lined^  gd.,  6,600  ft;  f.  al.,  elec,  84  bx.; 
wal.  equip.,  $16,600;  val.  bldga.,  $4,000;  exp.  dept, 
95,000;  tot.  mem.,  168,  2  pd.  full  time.   161  voL 


Water  Supply — Src,  atrm.,  2H  m*  bus.  cent; 
qra.,  grav.;  rea.  cap..  266,000,000  gala.,  loc  at 
Orange;  maina,  cem.  ft  1.,  26  m.,  4  to  16  in.  dia.; 
71  hyd.;  826  v.;  met,  100;  1,600  serv.;  pipe,  galT. 
i.  ft  lead;  pres.,  f.  46  to  63  Iba.;  cona.  day,  060,- 
000  gals.;  wks.  owned  by  Co. 

WESTPORT.  p.  4,269;  f.  area.  2H  m.;  men. 
bldga.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept — 2  hand  eng.,  8  hand  ex.,  1  h.  ft  L  trk., 
3  hose  car.,  reels,  ftc;  hoae,  cot,  rub.  lined,  gd., 
3,600  ft.;  inf..  400  ft.;  tot  hose,  8,900  ft;  f.  aL, 
bell;  vaL  equip.,  $8,800;  val.  bldga.,  $2,100;  ezp. 
dept.  $300;  tot  mem.,   169  vol. 

Water  Supply — Src,  wella,  1  m.  bue.  cent.;  am, 
grav.,  pump  to  atdp.   ft  dlr.;   atdp.   cap.,   240,000 

fala.;  dim.,  26  x  66;  loc.  at  Weatport;  mat,  atL; 
pump.  eng..  daaa  trip.,  cap.  day  2,000,000  gala.: 
maina,  c  L,  16  m.,  4  to  12  in.  dia.;  70  hyd.;  117 
v.;  met,  244;  440  serv.;  pipe,  galv.  i.  ft  lead; 
pres.,  dom.  60  Iba,  f.  00  Ibe.;  cona.  day,  160,000 
gala.;  coat,  $100,000;  wka.  owned  by  Co. 

WESTVILLE.  p.  4,000;  f.  area.  8^  m.;  mere, 
bldga.,  wd.,  1  to  8  ator.;  priv.,  bk  ft  wd.,  2  ator.; 
wd.  rfa.  perm.;  cauaea  of  L  inv.  F.  dept— 4  e. 
hand  ex.,  1  auto.  pump,  eng.,  1  h.  ft  L  trk.,  1 
hose  wag.,  1  hose  reel;  boee,  cot,  rub.  lined,  gd., 
1,600  ft;  inf.,  800  ft;  tot  hoae,  2,800  ft:  f. 
al.,  bell  ft  wh.;  val.  equip.,  $10,000;  vaL  bldgs., 
$2,000;  exp.  dept,  $2,800;  tot.  mem.,  88,  pd. 
full  time  2,  pd.  part  time  1,  86  vol. 

Water  Supply — Supplied  by  New  Haren  Watar 
Go. 

WETHERSFIELD,  p.  8,148;  f.  aiea.  S  aq.  m.; 
mere  bldga..  wd.  ft  bk.,  2H  ator.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  perm.  F.  dept. — 1  n.  ft  1.  trk.,  1 
hoae  wag.,  1  hose  reel;  f.  al.,  bell;  val.  equip., 
$1,000;  val.  bldgs.,  $500;  ezp.  dept,  $25;  tot 
mem.,  SO  vol. 

Water  Supply — Src,  apr.,  1^  m.  bua.  cent; 
am,  pump  to  rea.;  rea.  cap..  60,000  gala.;  loc  at 
wetfaerafleld;  26  hyd.;  60  v.;  17  aerv.;  pipe,  nlv. 
1.;  coat,-  $4,600;  coat  mtce.,  $46;  wka.  owned  by 
Ca 

WtLLIMANTIC.  p.  11,280;  f.  area,  800  a.;  men. 
bldga.,  stn..  bk.  ft  wd.,  2  to  4  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea  of  f. 
mv.  F.  dept. — ^3  comb,  e  ft  h.  wag.,  2  h.  ft  L 
trk.,  1  hose  wag.;  hoae,  cot,  rub.  lined,  gd.,  2,000 
ft;  inf..  4,000  ft;  tot  hoae,  6,000  ft.;  f.  aL, 
Oamewell,  25  bx.;  val.  equip.,  $6,000;  val.  bldga., 
$20,000;  exp.  dept,  $6,000;  tot  mem.  130,  voL; 
undrs.   rating,  first  claJsa. 

Water  Supply — Src,  riv..  3  m.  bua.  cent:  aya.* 
grav.  ft  pump  dir.;  rea.  cap..  6,000,000  gala.;  8 
pump,  eng.,  cap.,  day  2,600,000  gala.;  maina,  e  i., 
25  m.,  6  to  14  in.  dia.;  229  hyd.;  'r69  v.;  met., 
1,853;  1,586  serv.;  pres..  dom.  ft  f.,  90  to  100  Iba.; 
cons.,  day  900,000  gals.;  coat,  $250,000;  ooat 
mtce.,  $13,600;  wks.  owned  by  dty. 

WINDSOR,  p.  4,178:  mere  bldga.,  bk.  ft  wd..  2 
ft  8  ator.;  priv.,  wd.,  2  atox.;  wd.  rfa.  perm.;  fwlca. 
ft  combt  ora.;  cauaea  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  e  eng.,  2  e  band  ex.,  1  hoae  car.;  hoae, 
cot,  rub.  lined.  3,200  ft;  f.  al.,  bell;  vaL  equip., 
$8,000;  val.  bldga.,  $1,000;  ezp.  dept,  $900;  tot 
mem.,  40  vol.;  undra.  rating,  first  cLmb. 

Water  Supply — Src,  Barber's  pond,  8  m.  bua. 
cent;  aya..  pump  to  atdp..  raiaing  water  64  ft.;  2 
pump.  eng..  claaa  auz..  alse  10.  cap.  day  80,000 
gals.;  1  gaaoline  eng..  cap.  460,000  gala.;  maina, 
iron,  4  to  8  in.  dia.;  8  priv.  hyd.;  met,  18;  pipe, 
galv.  i.;  prea.,  62  lbs.;  wka.  owned  by  Co. 

WINDSOR  LOCKS,  p.  8,716;  f.  area.  960  a.; 
mere  bldga..  bk.  ft  wd.,  1  to  6  ator.;  priv.,  bk.  ft 
wd.,  1  to  4  ator.;  wd.  ifa.  perm.  F.  dept — 2  boee 
car.,  1  h.  ft  1.  trk.;  hoae,  cot,  rub.  lined,  gd.,  1,600 
ft;  val.  equip.,  $1,200:  vaL  bldga.,  $800;  tot 
mem.,  47  vol.;  undra.  rating,  firat  daaa. 

Water  Supply — Src.  apr.;  aya.,  pump  to  atdp.  ft 
dir.;  atdp.  cap.,  260,000  gala.;  8  pump,  eng.,  cap. 
day  900,000  gala.;  maina,  8  m.,  4  to  12  in.  dia.; 
66  hyd.;  prea.,  dom.  60  to  00  Iba.,  f.  60  to  90 
Iba.;  cona.  day,  260,000  gala.;  coat,  $76,000;  wka. 
owned  by  Co. 

WINSTED,  p.  7,744;  f.  area,  1,200  a.;  mere 
bldga..  bk.  ft  wd.,  1  to  6  ator.;  priv..  wd..  1  to  4 
ator.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  auto, 
comb.  c.  ft  h.  wag..  1  h.  ft  1.  trk.,  1  hose  wag.,  8 
jumpers.  2  hose  reels,  4  hrs.;  hose,  rub.,  gd., 
8.400    ft:    f.    al..   GamewelL    28    bz.:   vaL    equip.. 
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$14,000;  v«l.  bldgs.,  $6,000;  exp.  dept.,  $1,925; 
tot.  mem.  147,  pa.  full  time  2,  vol.  146;  undra. 
rating,  second  dais. 

Wattr  Supply — Src.,  lake  k  res.,  IH  m*  bus. 
cent.;  sys.,  JT^^.^  res.  cap.,  448,638,716  gals.; 
mains,  iron,  26  2-6  m.,  4  to  24  in.  dia.;  248  nyd.; 
808  v.;  met.,  122;  1,270  serv.;  pipe,  lead;  pres., 
dom.  90  to  180  lbs.,  f.  90  to  150  lbs.;  cons. 
day  1,600,000  gals,  cost,  $260,000;  cost  mtce., 
$1,200;  wks.  owned  by  city. 

WOODBURY,  p.  1,088;  f.  area,  800  a.;  mere, 
bldgs.,  wd.,   2   stor.;  priv.,   wd.,   2   stor.:   wd.   rfs. 

Kerm.;  causes  of  f.  Inv.  F.  dept. — 2  hose  car.; 
ose,  oot.,  rub.  lined,  sd.,  1,000  ft.;  yal.  equip., 
$1,000;  vaL  bldgs.,  $60;  exp.  dept.,  $100;  tot. 
mem.,  80  toL 


Water  Supply — Src.,  res.,  8  m.  bus.  cent.;  sfi-. 
grav.;  res.  cao.,  11,000,000  gals.;  mains,  c.  L,  4  dl, 
4  to  6  in.  dia.;  28  hyd.;  9  ▼.;  147  serv.;  pipe, 
nW.  1.;  pres.,  dom.  66  lbs.,  f.  65  lbs.:  cost, 
$20,600;  cost  mtoe.,   $1,000;  vka.   owned  by  Ca 

YANTIC,  p.  400.     F.  dept — 1  str.,  2  bose  carts. 
600  ft.  rub.  hose;  tot.  mem.,  40  vol. 
Water  Supply — 9  hyd.;  pres.,  60  lbs. 

Places  with  a  population  'of  1,000  or  more  having 
no  organised  lire  dnpt — ^Avon,  BerUn.  BorUagton, 
Chatham,  Cornwall,  Gromwdl,  E.  Hadoam,  Olastoo- 
bury,  Hamden,  Hampden,  HcImyhi,  Huntington,  Led* 
yard,  Mansfield,  MontviUe,  Porfret,  Bodcy  HiU,  Box- 
busy,  Someis,  Soutbbmy,  South  Canaan,  South 
Windsor,   ToUsnd,   Wilton. 


DELAWARE 


aRIDQEVILLE,  p.  989.    F.  dept  not  reported. 

Water  Supply — src,  bored  wells,  8  blocks  bus. 
cent;  iiys.,  pump  to  stdp.,  stdp.  cap.  70,000  gals.; 
dim.  10  X  110;  1  pump,  eng.;  mains,  iron:  26  nyd.; 
pipe,  iron;  pres.,  dom.  86  lbs.,  f.  86  lbs.;  cons, 
day,  26,000  gals.;  coat,  $18,000;  wks.  owned  by 
ci^. 

CLAYTON,  ».  764.  F.  dept— 1  str.,  2  hose  reels; 
hose,  linen  ft  leather,  gd.,  600  ft;  f.  aL,  bell;  tot 
mem.,  12  voL 

Water  Supply — Src.,  wells;  sys.,  pump  to  Btdb.« 
stdp.  cap.  28,000  gals.;  mains,  1  m.,  2  to  8  in.  dia; 
12  hyd.;  pres.,  90  lbs.;  wks.  owned  by  P.  B.  ft  W. 
R.  R. 

DELAWARE   CITY,   p.    1,182;   f.   area.    40    a.; 

bldgs.,  bk.,  stn.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.  F.  dept — 1  hand  eng.,  1  h.  ft 
L   trk.,   2  hose   ear.;   hose,   linen,  rub.   lined,  gd.. 


1,600  ft;  f.  aL,  bell;  rat  equip.,  $2,600;  tot 
2^  voL;  undrs.  rating,  fourth  eUMs. 

Watsr  Supply — Src,  wells,  %  m.  bus.  cent;  sys., 
pump  to  stdp.:  stdp.  cap.,  68.000  gals.;  mains,  iron, 
2  m.,  4  to  6  in.  dia.;  18  hyo.;  pres.,  f.  40  lbs. 

DOVER,  p.  8,780;  f.  area,  800  a.;  mere  bldgs., 
bk.  ft  wd.,  8  stor.;  priv.,  wd.,  2  ft  8  stor.;  wd.  rfs. 

Serm.;  fwks.  ft  oonibt  ord.;  causes  of  f.  inv.  F. 
ept — 4  c  eng.,  1  h.  ft  L  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  2,000  ft;  f.  aL,  Qamewell,  2 
bz.;  vaL  equip.,  $8,000;  vaL  bldgs.,  $8,800;  exp. 
dept,  $700;  tot  mem.,  100  voL 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  8 
pump,  eng.,  cap.  12,000,000  gals.;  maina,  10  m.;  50 
nyd.;  19  v.;  600  serv.;  pres.,  dom.  66  lbs.,  f.  95 
lbs.;  cons.,  day  280,000  gala.;  cost,  $80,000;  cost 
mtcc,  $4,000;  wks.  owned  by  city. 

FRANKFORT,  p.  4^00;  f.  area,  10  a.;  mere  bldgs., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.:  causes  of  f. 
mv.   F.   dept — ^Buckets  ft  ladders.     No  waterwks. 

QEORQETOWN,  p.  1,609;  f.  area,  %  m.  cent  of 
town;  mere,  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept. — 1  hand  eng.,  1  h.  ft  L  trk.,  2 
c.  hand  ex.,  2  hose  reels  ft  carts:  hose,  cot,  rub. 
lined,  gd.,  1,600  ft;  f.  al.,  wli.;  val.  equip.,  $1,900; 
vaL  bldgs.,  $1,000;  exp.  dept,  $400;  tot.  mem., 
86  vol. 

iHARRINQTON,  p.  1,600;  f.  area,  640  a.;  mere 
bldgs.,  wd.,  2  to  8  stor.;  priv.,  wd.,  1  to  8  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al,.  gong;  vaL 
equip.,  $400;  vaL  bldgs.,  $800;  tot  mem.,  60  voL 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  dir.  to  mains  or  stdp.;  stdp.  osp.  80,000  gals., 
dim.  3  0  X  100,  mat,  iron;  loc.  near  plant;  2 
pump,  eng.,  class  trip.,  cap.  day  100,000  gals.; 
mains,  iron,  3  m.;  24  hyd.;  80  v.;  2  met;  100 
•erv.;  pipe,  lead  ft  iron;  pres.,  dom.  40  lbs.,  f.  60 
lbs.;  cons,  day,  100,000  gs]B.;co6t,  $20,000;  cost 
mtce.,  $1,000;  wks.  owned  by  Co. 

LAUREL,  p.  2,166;  f.  area,  76  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ord.  F.  dept — 8  hose  reels; 
nose,  cot,  rub.  lined,  gd.,  1,000  ft;  inf.,  700  ft; 
tot  nose,  1,700  ft;  f.  al.,  bell;  vaL  equip.,  $1,000; 
vaL  bldgs.,  $1,000;  tot  mem.,  26  voL 

Watsr  Supply — ^e,  wells,  %  m.  bus.  cent; 
agrsi  grsv.;  stdp.  cap.,  100,000  gals.;  2  pump,  eng., 
oap.  day  600,000  gals.;  mains,  iron,  10  m.,  4  to 


8  in.  dia.;  61  hyd.;  16  v.;  11  met;  108  serr.; 
pres.,  dom.  46  lbs.,  f.  60  lbs.;  cons.,  day  46.000 
gals.;  cost,  $26,000;  cast  mtcc,  $600;  works 
owned  by  town. 

LEWES,  p.  2,168;  mere  bldgs.,  wd.  F.  dept— 
1  auto.  comb.  c.  ft  hose  wag.,  6  c.  hand  ex.,  1 
c.  eng.,  1  h.  ft  L  trk.,  2  hose  car.,  2  hrs.;  how, 
gd.,  1,500  ft;  f.  sL,  wh.;  vaL  equip.,  $10,000; 
exp.  dept,  $800;  tot.  mem.,  50  vol. 

Water  Supply---Src,  riv.;  sys.,  grav.;  res.  csp., 
100,000  gals.;  1  pump,  cap.  di^,  500,000  gals. 

MIDDLETOWN,  p.  1,399;  f.  area,  820  a.;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  2^  stor.;  wd.  rfk. 
perm.  F.  dept — 3  e  hand  ex.,  1  c  eng.,  1  h.  ft 
1.  trk.,  8  hose  carts;  hose,  cot,  rub.  lined,  gd., 
1,500  ft;  inf.,  300  ft;  tot  hose,  1,800  ft;  L 
al.,  stm.  wh. ;  vaL  equip.,  $1,600;  val.  bldgs., 
$2,000;  exp.  dept,  $300;  tot  mem.,  45  voL 

Water  Supply — Src,  wells,  1,000  ft.  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  87,500 
flpUs.,  dim.  8  x  100,  loc  at  station,  mat  Iron;  2 
pump,  eng.,  cap.  day  720,000  gals.;  mains,  c  L,  4 
m.,  4  to  8  in.  dia.;  25  hyd.;  20  v.;  pres.,  dom.  80  to 
40  lbs.,  f.  76  to  100  lbs.;  cost  $86,806.17;  cost 
mtcc,  $2,462.17;  wks.  owned  by  town. 

MILFORD,  p.  2,608;  f.  area,  200  a.;  mere  bldfc 
wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  ft  8  otor.;  wd. 
rfs.  perm.;  no  fvHw.  ft  combt  ord.  F.  dept — 1  h. 
ft  L  trk.,  Z  hose  car.;  hose,  rub.,  gd.,  1,000  ft;  inf., 
600  ft;  tot  hose,  1,600  ft;  f.  sL,  wh.;  vaL  equip., 
$8,000;  vaL  bldgs.,  $1,000;  exp.  d^t,  $76;  tot 
mem.,  46  voL 

Watsr  Supply — Src,  wells;  sys.,  pomp  to  stdpi; 
stdp.  cap.  88,000  gals.,  dim.  8  x  100,  mat  iron;  res. 
loc  in  cent  of  town;  1  pump,  eng.,  dasa  compL 
dup.,  cap.  day  8,840,000  gals.,  mains,  e  L,  4  m.; 
69  hyd.;  85  v.;  pres.,  dom.  60  lbs.,  f.  80  to  100  lbs.; 
cons,  day,  100,000  gals.;  cost  mtoc,  $10,MO;  wka 
owned  by  city. 

MltTON,  p.  1,200;  f.  srea,  80  a.  F.  dept — 1 
comb.  diem,  eng.,  i  hose  carts,  1,000  ft  hose; 
vkl.  equip.,  $1,000;  vaL  bldgs.,  $1,000;  tot  mem., 
40  VOL 

Water  Supply— ^Src,  stdp.;  sys.,  dir.  pres.;  2 
pump,  eng.,  osp.  day  250.000  gals.;  mains,  4  bl; 
pres.,  dom.  60  to  80  lbs.,  f.  80  to  150  lbs.;  cost 
$20,000;  wks.  owned  by  city. 

NEWARK,  p.  1.913;  mete  bldgs.,  bk.  ft  wiL.  1 
to  4  stor.;  priv.  bk.  ft  wd.,  2  to  8  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  Inv.  F. 
dept — 1  auto.  comb,  c  pump.  eng.  ft  boae  wsg.« 
1  K  ft  1.  trk.,  1  hose  wsg.,  1  bose  reel;  hooo.  eot, 
rub.  lined,  gd.,  900  ft.;  inf.,  400  ft.;  tot  hose. 
1,800  ft;  fT  aL,  telp.;  v«L  equip.,  $10,500;  vsL 
bldgs.,  $8,000;  exp.  dept,  $100;  tot  mem.,  ISO 
vol.;   undrs.   rsting,   flrat   dasc 

Water  Supply — ^Sre,  well;  sys.,  pump  to  stdPh; 
stdp.  cap.,  186,000  gals.;  1  pump,  eng.,  espw  w 
260,000  gals.;  mains,  8H  m.,  4  to  lOln.  ^a.:  46 
hyd.;  met,  266;  pres.,  dom.  60  Iba.,  t  ISS  tba.; 
cost,  $40,000;  oost  mtcc,  $900. 

NEW  CASTLE,  p.  8,161;  t  area.  4,000  a.;  rnre. 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  vd..  8 
stor.;  wd.  rfc  perm,  in  f.  area;  causes  of  f.  !&▼.  F. 
dept — 1  stm.  eng.,  1  comb,  c  eng.  ft  hoM  wag., 
equip,  with  8  84^-gaL  tk.,  2  8-gaL  hand  ex.,  tOO  ft 
e  hose,  1  h.  ft  L  trk.,  8  hose  wag.;  hose,  eot«  nft. 
lined,  gd.,  2,000  ft:  f.  aL,  bell;  vaL  toutow,  $16.- 
000;  vaL  bidga.,  $6,000;  tzp.  dept,  $600;  tst 
mem.,  180  voL 
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Waltr  Supply — Site,,  creek  ft  nr.,  4  m.  bus.  eent; 
ATI.,  pump  to  res.;  ret.  cap.,  I,i60»000  ffals.;  pump, 
eng.t  cap.  day  460,000  gala.;  maina,  9  m.,  4  to  8  in. 
dia.;  41  hjd.;  000  lenr  •  prea.,  f.  80  Iba.;  coat  |120«- 
000;  coat  mtce.,  $6,000;  wka.  owned  bj  Oo. 

NEWPORT,  p.  1,000:  f.  area,  400  a,  P.  dept — 
1  c.  enff.;  vuL  equip.,  1 1,600;  vaL  bldgs.,  |3,600; 
tot.  mem.,  60  toL 

Water  Supply— To  be  installed. 

SEAFORD,  p.  2,108;  mere  bidn.,  wd,  8  ator.; 
;riT.,  wd..  2  ator.;  wd.  rfa  perm.    r.  dept — 1  h.  k 
.  trk.,  2  noae  wag.;  hoae,  cot.,  rub.  lined*  gd.,  1,200 
ft.;  f.  aL,  bell;  tot.  mem.,  76  vol. 

Water  Supply — Src,  wella  k  riT.;  ay.,  pump  to 
atdp.;  atdp.  cap.,  90,000  gala.;  2  pump,  eng.,  com- 
bined cap.  day  600,000  gala.;  maina,  c.  L,  4  m.» 
4  to  10  in.  dia.;  60  hjd.;  2  met;  208  aenr.;  praai« 
dom.  46  Iba.  f.  46  Iba.;  coat  $29,660. 

SMYRNA,  p.  1,848;  f.  area,  %  m.;  mere,  bldga., 
mostly  wd.,  1  to  6  ator.;  priv.,  wd.,  8  ator.;  wd.  ffta. 
perm,  in  f.  area;  fwka.  k  oombt.  ord.;  cauaca  of  f. 
inT.  F.  dept. — 1  h.  ft  L  trk.,  8  hoae  ear.:  hose,  rub., 
gd.,  8,600  ft.;  f.  aL,  beU;  vaL  equip.,  $8,000;  tot 
meuL,  86  voL 

Water  Supply — Src.  well,  %  m.  bus.  cent;  ays., 
pump  to  atdp.;  atdp.  loe.  upper  part  of  town,  mat 
iron;  2  pump,  cng.;  mains,  iron,  6^  bl,  2  to  8  in. 


dia.;  86  hyd.;  625  serv.;  4  met;  pipe,  iron;  prea., 
f.  60  Iba.;  wka.  owned  by  ofty* 

WILMINGTON,  p.  87,411;  f.  area,  11  sq.  m.; 
mere,  bldgs.,  stn.  ft  bk.,  8  to  8  stor.;  priT.,  mostly 
bk.,  8  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept. — 8  auto, 
str.,  2  auto,  hose  eng.,  2  str.,  1  auto,  nose  eng.  in 
reserve,  1  h.  ft  1.  trk.,  1  aer.  comb.  h.  ft  1.  trk. 
(1  in  resenre),  2  c  eng.,  1  chiefe  auto.,  2  dilefa 
wag.  (1  in  reserre),  8  exerciae  ft  fuel  wag.,  4  auto, 
comb.  c.  ft  h.  wag.,  2  comb.  c.  ft  hose  wag.,  2  hose 
reela,  1  comb.  c.  ft  h.  wae.  in  reserre,  18  c.  hand 
ex.,  88  bra.;  hose,  cot,  rub.  lined,  gd.,  16,900  ft; 
f.  aL,  Oamewell,  94  bx.;  TaL  equip.,  $88,600;  vaL 
bldgs.,  $120,000;  tot  mem.  1,100,  pd.  full  time  16, 
voL  1.085. 

Water  Supply — Src.,  Brandywine  Credc,  1  m.  bua. 
cent;  nra.,  pump  to  86,000,000  gaL  res.,  grav.  to 
iUter  plant  ft  40,000,000  gaL  low  serr.  filtered 
water  rea.,  repumped  to  atdp.,  cap.  600,000  gals.; 
tot  atorage  cap.  80,000,000  gaL;  2  yertical  triple 
expanaion  pump,  eng.,  cap.  each  12,000,000  gaL 
daily,  1  1,000,000-giL  motor-driTen  centrif.  pump; 
maina,  e.  L  ft  atl.,  188.6  m.,  8  to  48  in.  dia.; 
hyd.,  941;  met,  9,842;  serv.,  20,865;  ▼.,  2,268; 
pipe,  lead  ft  iron;  pres.,  dom.,  20  to  90  Iba.;  cons, 
day,  11,486,000  nJs.;  val.  plant,  $8,026,000; 
mtce.  chaiges,  $90,000;  extension  charges,  $40,000. 


DISTRICT  OF  COLUMBIA 


WASHINGTON,  p.  881,069;  f.  area,  70  aq.  m.; 
mere,  bldga.,  stn.  ft  bk.,  4  to  12  stor.;  priv.,  stn., 
bk.  ft  wd.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  cauaea  of  f.  inT.  F.  dept — 
24  atr.,  1  f.  boat  1  water  tower,  6  c  eng.,  16 
comb.  c.  ft  h.  wag.,  127  c.  hand  ex.,  18  aer.  trk.,  4 
comb.  c.  cng.,  14  hoae  car.,  2  hose  wag.,  2  trie.; 
hose,  gd..  94,000  ft;  f.  aL,  Oamewell,  477  bx.;  vaL 


equip.,  $400,000;  vaL  bldga.,  $740,000;  exp.  dept, 
$662,800;  tot  mem.,  446,  pd.  full  time. 

Water  Supply — Src,  riT.,  16  m.  bus.  cent;  sys., 
grav.,  pump  to  rea.  ft  dir.;  reM»  available  cap.,  494,- 
900,000  gala.:  tot  cap.  664,400,000  gala.;  6  pump, 
eng.,  daaa  triple  expanaion;  maina,  c.  L,  660  m., 
8  to  76  in.  dia.;  8061  hyd.;  8,069  v.;  met,  28,907; 
66,169  aerv.;  pipe,  lead;  prea.,  26  to  100  lbs.;  cons, 
day,  61,990,000  gala.;  wka.  owned  by  city. 


FLORIDA 


APALACHICOLA,  p.  8,066;  combt  ord.  F.  dept. 
— 1  h.  ft  L  trk.,  8  hoae  reela;  hose,  2,000  ft;  voL 
Co. 

Water  Supply — Src,  well,  %  m.  bua.  cent;  sya., 
pump  to  atdp.;  stdp.  cap.,  100,000  gals.;  mat., 
sheet  L;  rea.  cap.,  160,000  gala.;  2  pump,  eng., 
combined  cap.  diay  800,000  gala.;  maina,  6  m., 
c.  L,  4  to  12  in.  dia.;  72  hyd.;  68  v.;  met,  76; 
280  aerv.;  pipe,  gal  v.  L;  prea.,  dom.  66  lbs.,  f. 
120  lbs.;  cons,  day,  90,000  gala.;  cost,  $40,000; 
cost  mtce,  $1,800:  wks.  owned  by  city. 

APOPKE,  p.  600.  F.  dept. — 1  c.  eng.,  1  hose 
reel,  <600  ft  hose;  vaL  equip.,  $800  vaL  bldgs., 
$250;  voL 

Water  Supply — Src,  well;  sys.,  pump  dir.,  2 
pump,  eng.;  10  hyd.;  pres.,  dom.  40  lbs.;  wks. 
owned  by  priv.    Oo. 

ARCADIA,  p.  1,786.    Ko  f.  dept 
Water  Supply— -Src,  wella;  sys.,  pump  to  stdp.; 
0tdp.  cap,,  60,000  gala.;  maina,  6  to  10  in.  dia. 

BARTOW,  p.  2,662;  bldgs.,  wd.  ft  bk.,  2  stor.; 
wd.  rfs.  perm.  F.  dept — 2  str.,1  h.  ft  1.  trk.,  2  hose 
car.,  2  brs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
int.,  150  ft;  tot.  hose,  2,160  ft.;  f.  al.,  bell;  vaL 
equip.,  $2,200;  vaL  bldgs.,  $600;  tot.  mem.,  88 
vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  well,  800  ft.  bus.  cenc;  sys., 
pump  to  tk.;  stdp.  cap.,  50,000  gals.;  dim.,  18  x 
20;  mat,  stl.;  res.  cap.,  60,000  gala.:  2  pump, 
eng.,  class  2  cylinder  comp.;  maina,  c  L,  4^  m., 
4  to  6  in.  dia.;  50  hyd.;  825  serv.;  pipe,  galv.  L; 
pres.,  dom.  40  lbs.,  f.  125  lbs.;  cons,  day,  75,000 

gala.;  cost,  $20,000;  cost  mtce.,  $500;  wks.  owned 
y  city. 

BRADENTOWN,  p.  1,886;  f.  area,  200  a.;  mere 
bldga.,  bk.  ft  atn.,  1  to  4  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  to  3  ator.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  comb,  ord.;  causes  of  f.  inv.  P.  dept — 
1  auto.  comb,  c  ft  h.  wag.,  12  c  hand  ex.,  1  comb, 
c.  ft  h.  wag.,  1  h.  ft  1.  trie.,  1  hoae  wag.,  2  hose 
reela;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft;  inf., 
ffOO  ft;  tot  hose,  2.000  ft.;  f.  aL,  telp.;  vaL 
e<]uip.,    $8,500;    vaL    bldga.,    $7,500;    exp.    dept. 


$1,500;  tot  mem.,   16,  pd.   full  time  1,  pd.  part 
time  8,  voL  12;  undra.  rating,  fourth  class. 

Water  Supply — Src,  artesian  wella,  1^  m.  bua. 
cent;  svs.,  pump  to  tk.  or  dir.;  tk.  cap.,  75,000 
gala.;  dim.,  20  x  31  ft;  mat,  stL;  res.  cap.,  12,* 
000  gals.;  1  pump,  eng.,  cap.  day,  1,200,000  nils.; 
maina,  c.  L,  6  m.,  4  to  8  in.  dia.;  38  hyd.;  17  v.; 
met.,  215;  230  serv.;  pipe,  galv.  L;  pres.,  dom. 
56  lbs.,  f.  80  lbs.;  cons,  day,  40,000,000  gala.; 
cost,  $20,000;  wks.  owned  by  dty. 

DAYTONA,  p.  3,082;  f.  area,  2,440  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c  eng.  on  wis., 
2  c.  hand  ex.,  4  hose  reels;  hose,  2,000  ft;  f.  aL, 
wh.  ft  telp.;  vaL  bldgs.,  $3,500. 

Water  Supply — Src,  artesian  well,  ^  m.  west 
bus.  cent.;  2  pump,  units,  2  gasoline  eng.  dir.  con* 
nected  to  2  trip,  pumps,  cap.  2,600,000  gala.  day. 

DE  FUNIAK  SPRINGS,  p.  2,017.  F.  dept— 8 
hose  reels,  1  h.  ft  1.  trk.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft.;  f.  aL,  bell  ft  wh.;  vaL  equip., 
$8,500;  ^*aL  bldgs.,  $750;  exp.  dept,  $700;  tot 
mem.,    37. 

Water  Supply — Src,  well;  sys.,  pump  to  res.; 
res.  cap.,  23,000  gala.;  mains,  4  m.,  4  to  10  in. 
dia.;  35  hyd.;  50  v. 

DE  LAND,  p.  2,812;  mere  bldga.,  bk.  ft  wd.,  1 
to  8  stor.;  prfv.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  cauaes  of  f. 
inv.  F.  dent. — 1  auto,  hose  wag.,  1  auto.  h.  ft  1. 
trk.,  1  como.  c  ft  h.  wag.,  10  c  nand  ex.,  1  h.  ft  1. 
trk.,  2  hose  car..  2  hre. ;  hose,  cot,  rub.  lined,  gd., 
2,000  ft:  rub.,  gd.,  600  ft.;  tot  hose,  2,600  ft; 
f.  al.,  bell;  vaL  equip..  $7,500;  val.  bldgs.,  $2,500; 
tot.  mem.,  35,  pd.  full  time  2,  pd.  part  time  88; 
undrs.  rating,  third  class. 

Water  Supply — Src.  2  wella,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  46,000  sala.;  dim.,  20  x 
20,  loc  80  ft.  above  town;  mat,  atl.;  2  pump,  eng., 
cap.  250  gals,  min.;  mains,  8 V^  m.,  4  to  10  in. 
dia.;  20  hyd.;  met,  320;  457  serv.;  prea.,  dom. 
45  lbs.,  f.  120  lbs.;  coat,  $6,000;  cost  mtce., 
$2,200;  wks.  owned  by  city. 
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EUSTIS,  p.  910.     F.  dept. — 1  c.  en^..  1  h.  Ifc  1. 
trk.;  hose,  800  ft;  f.  al.,  bell. 
WaUr  Supply — Src,  Lake  Eiutit. 

FERNANDINA,  p.  3,482;  mere  bldgs.,  bk.  k  wd., 
2  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm.;  no  fwks.  &  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  2  c.  hand  ex.,  1  h.  ft  1.  trk., 
2  f.  boats,  2  hose  wae.,  4  hose  car.,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  1,500  ft.;  inf.,  600  ft.;  tot. 
hose,  2.000  ft.;  f.  aL,  Gamewell,  11  bx.,  bell  ft 
wh.;  val.  equip.,  $5,000;  Tal.  bldgs.,  $2,000;  exp. 
dept.,  $2,750;  tot.  mem.  17,  pd.  full  time  2,  pcL 
part  time  5;  vol.  10;  undrs.  rating,  second  class. 

Watar  Supply — Src,  wells,  1-S  m.  bus.  cent.; 
■ys.,  grav.,  pump  to  res.,  to  stdp.  ft  dir.;  stdp.  cap.,. 
118,000  gals.;  dim.,  15  x  110,  loc.  on  main  st.; 
mat.,  bk.  ft  stl.;  res.  cap.,  200,000  gals.,  loc.  cent, 
of  town;  2  pump,  eng.,  class  comp.  dup.,  cap.  d«7 
6,000,000  gals.;  mains,  iron,  4  to  10  in.  dia.;  67 
hyd.;  ores.,  dom.  40  lbs.,  f.  80  to  150  lbs.;  cons, 
day,  200,000  gals.;  cost,  $40,000;  cost  mtce.. 
$2,679.59;  wks.  owned  by  city. 

FORT  BARRAUCAS.     No  f.  dept. 

Watar  Supply— Src,  wells,  10  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  120,000  gals.;  dim.,  24  x 
20;  mat.,  stl.;  res.  cap.,  200,000  gals.;  cost,  $26.- 
000;  cost  mtce.,  $2,000;  wks.  owned  by  priv.  Co. 

FT.  MEYERS,  p.  2,468.  F.  dept. — 1  hand  eng.. 
1  25-hp.  gas  eng.,  1  h.  ft  L  trk.,  8  hose  carts,  7 

e.  ex.:  hose,  1,800  ft;  2  hrs.;  tot  mem.,  80. 
Water  Supply — 8  artesian  wells,  2  on  main  sts., 

coupled  together  with  6-in.  iron  pipe;  they  furnish 
8  hyd. 

FT.  PIERCE,  p.  1,888;  f.  area,  200  a.;  mere 
bldgs.,  bk.,  stn.,  wd.  ft  iron,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  causes  of  f.  inv.     F.  dept — 

1  comb.  c.  ft  Hood  brake  pump,  eng.,  2  hose  reels; 
hose,  gd.,  800  ft;  f.  al.,  wh.  ft  telp.;  vvQ.  equip., 
11,460;  vaL  bldgs.,  $600;  mem.,  81  toL 

Water  Supply^--(Src,  wells,  500  ft.  bus.  cent; 
«y«.,  pump  to  stdp.;  stdp.  cap.,  75,000  gals.; 
res.  cap.,  100.000  gals.;  2  pump,  eng.,  cap.  day 
1,500,000  gals.;  mains,  6  to  10  in.  dia.;  50  hyd.; 
25   v.;   110   met;   820  serv.;   pres.,  dom.    67   lbs.. 

f.  90  lbs.;  cons,  day,  1*10,000  gals.;  wks.  owned 
by  city. 

•GAINESVI4.LE,  p.  6,188;  mere  bldgs.,  bk.,  1  to 
8  stor.;  priv.,  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm. 
In  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 8  c  hand  ex.,  1  h.  ft  L  trk.,   1  hose  wag., 

2  comb.  c.  ft  h.  wag.,  1  auto,  triple  comb.,  pump, 
c.  ft  hose  wag.,  1  auto.  comb,  hose  ft  ladder  wag.,  1 
diiers  auto.,  8  hrs.;  hose,  cot,  rub.  lined,  gd., 
8,800  ft.,  c  400  ft;  tot  hose,  8,700  ft;  f.  aL, 
Osmewell,  25  bx.;  vat  equip..  $35,000;  val.  bldgs., 
f 5,000;  exp.  dept,  $6,000;  tot  mem.  2^8,  pd.  full 
time  a,  pd.  psrt  time  26;  undrs.  rating  second 
class. 

Wattr  Supply — Src,  spr.  to  wells,  2^  m.  bus. 
eent;  sys.,  pump  dir.  to  mains;  res.  cap.,  1,000,000 
gala.,  loc.  at  spr.;  2  pump,  eng.,  cap.  day  2,800.000 
gals.;  mains,  c  i.,  11  m.,  4  to  10  ixi.  dia.;  104 
hyd.;  met.,'  206;  620  serv.;  pipe,  galv.  i.  ft  lead; 
pres.,  dom.  20  to  80  lbs.,  f.  80  to  100  lbs.;  cost 
mtce.,  $4,000;  wks.  owned  by  Co. 

GREEN  COVE  SPRINGS,  p.  1.819.  F.  dept— 
1  c  eng..  2  hose  carts,  12  hand  ex.,  1  h.  ft  L  trk., 
1,000  ft.  hose;  f.  al.,  bell;  vol. 

Watar  Supply — Src,   2  artesian  wells,  cap.   900  ■ 
gals,  min.;  sys.,  pump  to  stdp.;  stdp.  cap.,  1.500,- 
000   gals.;    1    pump,    eng.,    class   comp.   dup.,   cap. 
2,160,000  gals.;  pres.,  dom.  66  lbs. 

JACKSONVILLE,  p.  67,699.;  mere  bldgs.,  bk. 
ft  stn.,  1  to  10  stor.;  priv.,  wd.,  1  to  4  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  oombt.  ord.; 
of  f.  inv.     F.  dept — 2  chiefs  auto.,  2  str.,  2 


comb,  c  ft  h.  wag.,  1  'comb.  auto,  c  ft  h.  vrag.,  1 
auto,  hose  wag.,  1  auto.  aer.  h.  ft  1.  trk.,  17  e 
hand  ex.,  2  aer.  trk.,  2  h.  ft  L  trk.,  6  hose  wag., 
27  hrs.;  hose,  cot.,  rub.  lined,  gd.,  17,200  ft;  f. 
aL,  elec.  105  bx.;  val.  equip.,  $147,000;  vaL 
bldgs.,  $184,000;  exp.  d<9t,  $118,711;  tot  mem., 
91,  pd.  full  time. 

Wattr  Supply — Src.  18  flowing  wells,  %  to  1% 
BL  bus.  cent;  sya.,  pump  to  stdp.  ft  dir.;  stdp.  cap., 
288,000  gals.;  res.  cap.,  2,400,000  ^als.,  loc  at  sta 
tion;  4  pump,  eng.,  class  triple  expansion,  cap.  day  19,- 
600,000  gals.;  mains,  c  L,  65  m.,  4  to  20  in.  dia.; 
788  hyd.:  655  v.;  met.,  9,400;  10.681  serv.;  pipe, 
galv.  L  ft  lead;  pres.,  dom.  62  ibs.,  f.  100  lbs.; 
eons.  day.  5,675.292  gals.;  cost,  $571,0-57;  cost 
Btoe.,  $88,968.88;  wka.  owned  by  city.    An  8,000,- 


Opq-gaL  pump.  eng.  has  been  installed  ft  a  separstc 
higfa-pres.  f.  main,  12  in.  in  dia.,  laid  along  Bay  st, 
ft  a  motor-driven  cent  pump  of  about  5,000.000 
gals.  cap.  taking  suction  from  St  Jolms  liv.  ft  dk- 
charge  in  main  at  175  lbs.  pres.;  hyd.  with  three 
2)4 -in.  outlets  placed  about  200  ft  apart  along  the 
main. 

KEY  WEST,  p.  19,946;  f.  area,  2,250  a.;  mere, 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  dl 
f.  inv.  F.  dept — 2  str.,  8  auto.  trip,  ccnnb.  pomp, 
eng.,  c  ft  h.  wag.  ft  ladders,  1  auto,  pun^  eng.. 
1  supply  wag.,  5  hrs.;  hose,  cot,  rub.  lined,  gd.. 
6,000  ft;  f.  aL,  Gamewell.  47  bx.;  vaL  equip.,  $40,- 
000;  vaL  bldgs.,  $18,500;  exp.  dept,  820,000;  toL 
mem.  200.  pd.  full  time  15,  vol.  185;  iindrs.  xmth«, 
second  class. 

Water  Supply — Src,  well,  2  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  144,880 
gals.,  loc  comer  Southern  ft  Thomas  sts.;  2  pump, 
eng.,  cap.  (kty  2,880,000  gals. ;. mains,  c  L,  10^ 
m.,  6  to  14  in.  dia.;  105  hyd.;  78  v.;  70  sefv.: 
pres.,  dom.  30  lbs.,  f.  45  lbs.;  cons.,  day  70,000 
gals.;  cost,  $120,000;  cost  mtoe.,  $4,871;  wks. 
owned  by  city. 

KISSAMEE,  p.  4.000.  F.  dept — 1  ante  str..  1 
hose  wag.;  val.  equip.,  $8,000;  exp.  dept,  $1,000; 
tot  mem.,  25  vol. 

Watar  Supply— Src.  wells,  1  m.  bua.  cent.;  ays., 
dir.  pres.;  mains,  6  to  12  in.  dia.;  86  hyd.;  pra., 
dom.  55  lbs.,  f.  146  lbs.;  cost,  $16,000;  wks. 
owned  by  city. 

^  LAKE  CITY,  p.  6,082;  f.  area.  1,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  si  or.;  priv.,  bk.  ft  wd.,  1 
to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  P.  dfpt — 6  a  hand 
ex.,  1  h.  ft  L  trit,  1  comb,  h.,  L  ft  c  wag.,  1 
hose  wag.,  7  hose  reels  ft  carts;  hose,  oot,  rob. 
lined,  gd.,  2,900  ft;  inf.,  400  ft.;  tot  hose  S.SOO 
ft;  f.  al.,  bell,  wh.  ft  telp.;  val.  equip.,  $8,000; 
val.  bldgs.,  $800;  exp.  dept,  $1,800;  tot  mem.  SO. 
pd.  full  time  4.  voL  16. 

Watar  Supply — Src.  well;  sys.,  pomp  dir.  to 
stdp.;  stdp.  cap.,  160,000  gals.;  ret.  cap.,  60.000 
gala.;  2  air  lifts,  cap.  day  1,000,000  gala.;  2 
pumps,  750  ft  500  gals,  min.,  respectively;  l  clce. 
centrif.  pump,  cap.  600  gals,  min.;  maina,  Sl,609 
ft.,  6  to  10  in.  dia.;  56  hyd.;  met.,  80;  tOO  aerT.; 
pres.,  dom.  80  to  40  lbs.,  f.  80  to  110  Hm.;  coat 
$80,000;  cost  mtoe.,  $10,000;  vka.  owned  b^  cit7- 

LAKELAiNO,  p.  8,710;  f.  area,  80  a.;  mere. 
bMgs.,  bk.,  1  to  8  stor.;  priv.,  wd..  1  ft  2  otor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  oombt  ord.;  cauMt 
of  f.  inv.  F.  dept — '1  auto.,  comb,  hose  e.  ft  lad- 
der trk.,  4  e  hand  ex.,  1  hose  wag.,  2  hose  car^ 

1  hrs.;  hoae,  oot,  rub.  lined,  gd.,  2,000  ft;  inl, 
1,000  ft.;  tot  hoee,  8,000  ft;  f.  aL,  telp.  *  wh.; 
nil.  eouip.,  $8,000;  vaL  bldgs.,  $15,000;  expw 
dept,  $1,800;  tot  mem.,  20,  pd.  fall  time  2,  roL 
18;   imd.    rating,    third    class. 

Water  Supply — Wells,  stdp.  ft  dir.  pumps  t;  60 
hyd.;  12  val.;  mains.  2  m.;  pres.,  dom.  56  Vbm.,  f. 
150  lbs.;  cost,  $30,000;  coat  mice.,  $8,000;  wks. 
owned  by  city. 

LEESBURG,  p.  9»1.     F.  dept — 1  str.,  24  hyd.. 

2  hose  car.;  hose.  1,200  ft;  tot  mem..  SO. 
Watar  Supply — Sre,  8  arteaian  wella;  eye.,  grav.: 

tank  cap.,  80,000  gals.;  24  hyd. 

LIVE  OAK,  p.  Z,UOi  oombt  ord.;  95  per  eent 
bua.  section  is  bk.  F.  dept — 8  hose  reds;  hose. 
2,000  ft;  tot  mem.,  11. 

Watar  Supply — Src,  artesian  wella,  %  m.  b<aa. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  40,000  nJa.; 
rea.  cap.,  25,000  gals.;  2  pump,  eng.,  cap.  600.004 
gals,  day;  mains,  c  ft  wrt  L,  3  m.,  4  to  10  in.  dia.; 
30  hyd.;  12  v.;  510  met;  5'50  aenr.-  cons.,  day 
'500,000  gals.;  pres.,  dom.  40  lbs.,  f.  100  Ibsu; 
cost,  $50,000;  coat  mtce.,  $6,800;  wks.  owned  hj 
city. 

MADISON,  p.  1,560;  combt  ord.  F.  dcpC — 2 
hoee  carts;  hose,  1,600  ft;  tot  menu  12,  pa.  pert 
time  ft  vol. 

Water  Supply — Src,   artesian  wella :  sya..  p«mp 
to  res.  ft  stdp.   or  dir.;  res.   cap..    165.000 
stdp.  cap.,  160,000  gala.;  4  pompe;  82  iqrd. 

MARIANNA,  p.  1,916;  f.  area,  10  a.; 
bldgs.,  bk.,  etn.,  2  stor.:  priv.,  wdL,  2  etor.;  wd.  itfe. 
not  perm,  in  f.  area;  fwka.  ft  combt  ord.;  oansee  of 
f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  hoee  cazt;  S  e 
hand  ex.;  hoae,  cot.  rub.  lined,  gd.,  1,200  ft;  Inf., 
500  ft.;  tot  hoee,  1,700  ft;  f.  eL.  bell  ft  wk; 
mem.,  24  voL;  undra.  rating,  third 
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Water    Supply— ^rc.,    we11»    in   bus.    cent;  nys., 

pwnp  to  8t<^.;  stdp.  cap.,  25,000  gala.;  mat., 
■tl.;  res.   cap.,   100,000  srals.;   1   puii)|>.   eng.,   cap. 

day,  400,000  gals.;  mains,  c.  i.,  2  m.,  4  to  6  hi. 

dia.;    38    byd.;    6   ▼.;    140    met.;    2^60    serv. ;  pipe. 

fbaJv.  i.;  pres..  dom.  20  As.,  f.  60  lbs.;  cons. 
day,  40,000  gala;  wks.  owned  by  dty. 

MELBOURNE,  p.  157.     No  f.  dept. 

Water  Supply — Src..  artesian  wella;  sya.,  grav.; 
mains,  4  in.  dia.;  10  nyd. 

MIAMI,  p.  6,471;  bldgs.,  bk.,  cone,  k  stn.  F. 
dept. — 2  auto.  comb.  c.  &  h.  trk.,  1  str.,  1  chiefs 
auto.,  1  h.  A  1.  trk.,  8,000  ft  cot,  rub.  lined  hose, 
800  ft.  c.  hose;  tot.  hose,  1,100  ft.;  4  hrs.;  f.  al., 
Oamewell,  86  bz.;  val.  equip.,  $40,000;  exp.  dept,  * 
$11,000;  tot.  mem.   82,  pd.  full  time  12,  roL  20. 

Water  Supply— Src,  7  wells;  sys.,  pump  to  stdp.; 
2  pumps,  cap.  day  4,000,000  gals.;  wks.  owned 
by  Co. 

MONTICELLO,  p.  1,820;  fwks.  &  <»mbt  ord.  F. 
dept. — 2  hose  carls;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft;  f.  al.,  bell;  tot.  mem.,  20  vol.;  undrs. 
rating,  fourth  class. 

Water  Supply— Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  40,000  gals.;  dim.,  18  z  17,  loc.  80  ft. 
above  town;  res.  cap.,  100,000  gals.;  1  pump,  eng., 
cap.  day  600,000  gus.;  mains,  8  m.,  4  to  8  m. 
dia.;  25  hyd. 

NEW  SMYRNA,  p.  2.000;  f.  area,  460  a.  F. 
dept. — 1  str.,  1  h.  A  1.  trk.,  1  hose  wag.^  2  c  tanks, 

20  c.  hand  ex.;  f.  al.,  bell;  val.  equip.,  $4,000; 
tot  mem.,  25  vol;  undrs.  rating,  fourth  dass. 

Water  Supply — ^Not  reported. 

OCALA,  p.  4,870;  mere,  bldgs.,  bk.,  8  stor.; 
priv.,  wd.,  2^  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 8  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  8  hose  car.,  8  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,600  ft;  inf.,  600  ft.; 
tot.  hose,  8,000  ft;  f.  al.,  bell;  val.  equip.,  $6,000; 
val.  bldgs.,  $4,000;  exp.  dept,  $2,500;  tot  mem. 
65,  pd.  full  time  8,  vol.  62;  undrs.  rating,  second 
fists 

Water  Supply — Src,  deep  well,  in  cent  of  town; 
^ye.,  grav.  ft  dir.;  stdp.  cap.,  112,000  gals.,  loc. 
in  dty  limits;  pump,  eng.,  cap.  day  1,750,000  gals.; 
mains,  c.  i.,  9  m.,  4  to  ilO  in.  dia.;  07  hyd.;  50  v.; 
met.,  800;  840  serv.;  pipe,  galv.  i.;  pres.,  dom.  50 
lbs.,  f.  80  lbs.;  cons,  day,  860,000  gsle.;  cost, 
$4'2,600;  cost  mtce.,  $12,000;  wks.  owned  by  city. 

ORANGE  CITY,  p.  490.  F.  dept. — S  hose  carta, 
500  ft.  gd.  hoee,  800  ft  fair  hose;  tot  hose,  800 
ft:   f.   al.,  bell. 

Water  Supply — Src,  well,  ^  m.  bus.  cent;  eya., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  dim.,  80 
ft  by  12  ft.  high.;  mat,  wd. ;  res.  cap.,  60,000 
gala.;  2  sets  pump,  eng.;  gasoline,  cap.  20,000 
gala,  hr.;  stm.,  50,000  gals,  nr.;  mains,  c  !.,  6H 
m.,  4  to  10  in.  dia;  20  hyd.;  14  v.;  met,  60; 
100  serv.;  pipe,  galv.  ft  wrt  i.;  pres.,  dom.  60  lbs., 
f.  60  lbs.;  cons,  day,  40,000  gals.;  cost,  $46,000; 
coat  mtce.,  $1,200;  wks.  owned  by  private  Co. 

ORLANDO,  p.  8,804;  f.  area,  60  a.;  mere,  bldgs., 
•tn.,  bk.  ft  wa.,  1  to  6  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  8  hose  waff.,  8  hrs.;  hose, 
cot.  rub.  lined,  1,500  ft.;  f.  al.,  Dell;  val.  eauip., 
$6,000;  val.  bldgs.,  $2,000;  tot.  mem.,  17  vol. 

Water  Supply-— Src,  lake,  IH  m*  bus.  cent; 
sys.,  ptmip  to  stdp.  ft  dir.;  stdp.  cap.,  105.000 
gals.;  dim.,  12  z  125,  loc.  %  m.  station;  mat, 
stl.;  8  pump,  eng.,  class  comp.  dup.  ft  triple  ez« 
pension;    cap.    day,    4,500.000    gals.;    mains,    c    i. 

21  m.,  4  to  12  in.  dia.;  85  hyd.;  126  v.;  met,  100: 
1,200  serv.;  pipe,  galv.  i.;  pres.,  dom.  80  to  40 
lbs.,  f.  100  lbs.;  cons,  day,  1,600,000  gals.;  wks. 
owned  by  Co. 

PALATKA,  p.  8,770;  mere  bldgs.,  bk..  1  to  8 
ator.;  priv.,  wa.,  2  to  8  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
oomb.  auto.  trk.  ft  h.  wag.,  1  str.,  1  hand  eng.,  1 
h.  ft  1.  tik.,  6  hose  car.;  nose,  cot,  rub.  lined,  gd., 
2,600  ft;  inf.,  600  ft;  tot  hose,  8,000  ft;  f.  al., 
bell;  tot.  mem.,  75  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.;  sys., 
pump  to  st^.  ft  dir.;  stdp.  cap..  600,000  gals.; 
dim.,  24  z  76;  res.  cap.,  700,000  gals.;  2  pump, 
eng..  cap.  day  200,000  gals.;  mains.  12  m.,  6  to 
12  in.  dia.;  108  hyd.;  met,  16;  650  serv.;  pres. 
dom.  65  lbs.,  f.  110  lbs.;  cost,  $110,000;  wks. 
owned  by  city. 

PENSACOLA,  p.  28,060.  F.  dept— 1  str.,  20 
hand  ex.,  2  h.  ft  1.  trk.,  4  hose  wag.,  1  hose  reel. 


12  hrs.;  hose,  rub.  lined,  gd.,  6,600  ft;  f.  al., 
Gamewell,  81  bx.;  val.  equip.,  $16,000;  ezp.  dept, 
$6,000;  tot.  mem.  26,  pd.  full  time;  undrs.  rating, 
second  class. 

Water  Supply — Src,  wella,  1  m.  bus.  cent;  eye., 
pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,  427,260  gals.; 
dim.,  20  X  136.  89  z  22,  loc.  highest  point  in  city; 
mat.,  wrt.  i.;  res.  cap.,  700,000  gals.,  loc.  at  sta- 
tion; 2  pump,  eng.,  cap.  day  4,000,000  gala.; 
mains,  c  i.,  85  m..  4  to  14  in.  dia.;  274  hyd.;  88 
v.;  met,  2,200:  8,000  serv.;  pipe,  galv.  L;  prea., 
dom.  65  to  80  lbs.,  f.  100  lbs.;  cons,  day,  1,440,- 

000  gals.;  wks.  owned  by  Co. 

PERRY,  p.  1,012.  F.  dept. — 1  h.  ft  L  trk..  4 
hose  car.;  hose,  1,000  ft;  f.  al.,  telp. 

Water  Supply — ^Src,  wells,  cap.  250,000  gala, 
day;  pump  to  stdp.;  stdp.  cap.,  90,000  gals.;  rea. 
cap.,  800,000  gals.;  2  pump,  eng.;  mains,  8,400  ft, 
4  to  8  in.  dia.;  84  hyd. 

PUNTA   QOROA,   p.   1,500;   f.   area,   85   a.     F. 

dept. — 2  hand  hose  reels,  ladders  ft  buckets;  1,000 
ft.  hose;  val.  equip.,  $1,200;  val.  bldgs.,  $8,600; 
vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  aja., 
dir.  pres.;  1  pump,  eng.;  1,600  ft  mains:  8  hyd.; 
8  v.;  pres.,  dom.  10  lbs.,  f.  25  to  65  Ids.;  eost 
$7,000;  wks.  owned  by  city. 

QUINCY,  p.  8.204;  f.  area,  %  sq.  m.  F.  dept — 
h.  ft  1.  trk.,  double-cylinder  c  eng.,  2  hose  carts  ft 
hose;  val.  equip.,  $2,000;  exp.  dept,  $1,200;  voL 

Water  Supply  —  Src,  artesian  well;  2  air-lift 
pumps;  cost,  $20,000;  wks.  owned  by  city. 

ST.  AUGUSTINE,  p.  5,494;  f.  area,  800  a.;  mere 
bldgs.,  all  kinds,  1  to  4  stor.;  priv.,  all  mat,  2  to 
3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  ft 
combt    ord.;    causes   of  f.   inv.      F.    dept. — 1    str., 

1  c  eng.,  1  comb,  c  ft  h.  wag.,  2  c  nand  ex.,  2 
aer.  trk.,  8  hose  wag.,  8  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  8,000  ft.:  f.  al.,  telp.;  exp.  dept.  $12,986;  tot 
mem.  7,  pd.  full  time. 

Water  Supply — Src,  wells;  1  m.  bus.  cent.;  sya., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  286.000  gals.; 
res.  cap.,  28.720  crals.:  2  piunp.  eng.,  class  comp., 
cap.  dav  1,800,000  gals.;  mains,  c  i.,  8  m.,  6  to 
12  in.  dia.;  186  hyd.;  87  v.;  met,  826;  1,100  serv.j 
pres.,  dom.  45  lbs.,  f.  90  lbs.;  cons,  day,  900,000 
gals.;  cost,  $65,000;  cost  mtce.,  $12,000;  wke. 
owned  by  dty. 

ST.  PETERSBURG,  p.  4,127;  f.  area,  20  blocks; 
mere  bldgs.,  bk.  ft  wd.,  2  to  6  stor.;  priv.,  wd.  ft 
stn.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept.-— 

2  comb,  c  ft  hose  wag.,  4  c  hand  ex.,  d  h.  ft  L 
trk.,  1  str.,  1  c  eng.,  2  hose  car.,  2  hn.;  hoee, 
cot.,  rub.  lined,  gd.,  4,000  ft;  inf.,  1,000  ft; 
tot  hose,  5,000  ft;  f.  al.,  Gamewell,  20  bz.;  raL 
equip.,  $81,900;  val.  bldgs.,  $9,600;  exp.  dept., 
$14,000;  tot.  mem.,  17,  pd.  full  time  18,  4  vol. 

Water  Supply— Src,  5  wells,  M  m.  bus.  cent.; 
gya.  pump  to  stdp.;  stdp.  cap.,  80,000  gala.;  tm. 
cap.,  10,000  gaiB.;  8  pump,  eng.,  cap.  day  4,600,- 
000  gals.;  mains,  15  m.,  4  to  10  in.  dia.;  135  hyd*; 
met,  1.500;  80  v.  1,700  serv.;  prea.,  dom.  87  iba.» 
f.  95  lbs.;  cons,  day,  800,000  gala.;  cost,  $13,000; 
coat  mtce.,   $1,200;   wks.   owned   by   city. 

SANFORD,  p.  8,570;  f.  area,  820  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  Hb. 
not  perm.;  fwks.  ft  combt.  ord.  F.  dept — 1  h.  ft  L 
trk.,  1  supply  cart,  6  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  2,500  ft;  inf.,  800  ft;  tot  hose.  8.800 
ft.;  f.  al.,  elec  bell,  10  bx.;  val.  equip.,  $4,000; 
val.  bldgs.,  $2,000;  exp.  dept,  $800;  tot.  mem.,  60 
vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  lakes  ft  artesian  wella;  m., 

rvr.f  pump  to  rea.  ft  dir.;  rea.  cap.,  850,000  gala.; 
pump,  eng.,  class  dup.,  cap.  day  2,000.000  gala.; 
maina,  16,000  ft,  8  to  12  in.  dia.;  42  hyd.;  met. 
8;  pipe,  galv.  1.;  prea.,  dom.  46  lbs.,  f.  80  to  125 
lbs.;  cost,  $75,000;  wks.  owned  by  Co. 

STARKE,  p.    1,186.     F.  dept. — 1   hand  eng.,   2 
hoee  reels;  hose,  1,600  ft;  f.  al.,  belL 
Water  Supply — Not  reported. 

TALLAHASSEE,  p.  5,018;  f.  area,  50  a.;  mere 
bldgs.,  bk.,  stn.,  iron  ft  wd.,  2  stor.;  priv.,  wd.,  I 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  oombt  ord.  F. 
dept. — 6  c  hand  ex..  1  comb,  c  ft  1.  trk.,  S  25-gaL 
tk.,  1  double  ft  1  single  hose  wag.,  6  hrs.,  1  hose 
reel;  hose,  2,850  ft;  rub.,  gd.,  700  ft.;  tot  hose, 
3,560  ft.;  f.  al.,  Gamewell;  val.  bldgs.,  $1,000;  exp. 
dept,  $6,000;  tot.  mem.  28,  pd.  full  time  8,  pd. 
part  time  20. 
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Water  Supply — Sys.,  grav.;  mains,  c.  i.,  70  m., 
4  to  16  in.  dia.;  29  hyd.;  pipe,  lead;  pres.,  dom., 
67  to   110  lbs.;   wks.  owned  by  Co. 

COLCHESTER,  p.  2,000.  F.  dcpt. — 1  hand  eng., 
1   str. 

Water  Supply — Src,  vrells  &  cisterns;  sys.,  grav. 

COLLINSVILLE,  p.  2,425;  f.  area,  2  sq.  m.; 
mere,  bldgs.,  wd.  &  bk.,  2  &  3  stor.;  priv.,  wd.,  2 
stor.;  no  fwks.  &  combt.  ord.  F.  dept. — 1  hand 
eng.,  2  c.  hand  ex.,  1  h.  &  1.  trk.,  4  hose  wag.; 
hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  rub.,  gd.,  800 
ft.;  tot.  hose,  2,400  ft.;  f.  al.,  bell;  vaJ.  equip., 
16,000;  val.  bldgs.,  $5,000;  exp.  dept,  $250;  tot. 
mem.,    26   vol. 

Water  Supply — Src,  spr.,  2^  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  3,000,000  gtila.;  1  pump, 
eng.,  cap.  300  to  800  gals.  min. ;  mains,  c  i.,  10^ 
m.,  4  &  8  in.  dia.;  12  hyd.;  81  v.;  pres.,  dom. 
40  lbs.,  f.  00  lbs.;  wks.  owned  by  Co. 

COVENTRY,  p.  1632.     No  org.  f.  dept 

Water  Supply — Src,   lake;   sys.,   grav.;    10  hyd.; 

pres.f    dom.   35   lbs.;   cost,    $6,000;   wks.   owned  by 

priv.  Corpn. 

CROMWELL,  p.  2,081;  mere,  bidga.,  stn.,  bk.  k 
wd. ;  wd.  rfs.  perm.     F.  dept.  not  reported. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  146,000  gals.,  dim. 
25  X  40,  mat.  sti. ;  2  pump,  eng.,  class  trip.,  cap. 
day  188,000  gals.;  mains,  iron,  0  m.,  1  to  8  in. 
dia.;  53  hyd.;  17  v.;  met'.,  15;  200  aerv.;  pipe, 
galv.  i.;  pres.,  f.  75  lbs.;  cost.  $80,000;  cost 
mtce.,  $1,200;  wks.  owned  by  Co. 

DANBURY — p.  20,284;  f.  area,  10,000  a.;  mere 
bldgs.,  bk.,  stn.  &  wd.,  ,1  to  5  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.'  in  f.  area;  fwks.  &,  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 2  auto.  comb.  c. 
&  h.  wag.  with  40-gaI.  c.  tk.  &  800  ft.  2^ -in. 
hose,  1  auto,  hose  wag.,  1  str.,  14  c.  hand  ex.,  1  aer. 
tk.,  2  hose  wag.,  6  hose  carts,  9  hrs.;  hose,  cot, 
rub.  lined,  gd.,  6,700  ft;  inf.,  3,000  ft;  tot.  hose, 
9,700  ft.;  f.  al.,  elec,  47  bx.;  val.  equip.,  $30,000; 
val.  bldgs.,  $70,000;  exp.  dept.,  $22,000;  tot.  mem., 
241,  pd.  part  t.me  41,  vol.  200. 

Water  Supply — Src,  surface  water,  8  m.  bue. 
cent;  sys.,  grav.;  res.  cap.,  2.160,427,375  gals.; 
mains,  cem.  k  i.,  60  m.,  6  to  16  in.  dia.;  400 
hyd.;  600  v.;  mains,  16,100  ft,  20  to  SO  •  in. 
dia.,  cem.  A  i.;  pres.,  dom.  85  to  90  lbs.,  f.  65 
lbs.;  cost,  $225,000;  cost  mtce.,  $4,500;  wrks. 
owned   by   city. 

DANIELSON,  p.  2.823;  f.  area,  500  a.;  mere, 
bldgs.,  bk.  &  wd..  2  to  4  stor.;  priv.,  wd.  k  bk.. 
2%  stor.;  wd.  rfs.  perm.;  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  &  1.  trk., 
3  c.  ex.,  4  hose  car.,  1  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  8.500  ft:  inf.,  600  ft;  tnt  hose,  4,100  ft: 
f.  al.,  Gamewell,  bell  k  wh.,  12  bx.;  val.  bldgs., 
$1,800;  exp.  dept.,  $800;  tot  mem.,  46,  pd.  part 
time;   undrs.   rating,   second   class. 

Water  Supply — Src,  spr.  k  brooks;  sys.,  grav.; 
mains,  12  m..  4  to  12  in.  dia.;  57  hyd.;  met., 
32;  pres.,  dom.  56  lbs.,  f.  75  to  100  lbs.;  wks. 
uwned  by  Crj'stal  Water  Co. 

DARIEN,  p.  3,946;  mere  bldgs..  wd..  2  to  3 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
auto  c  eng.,  2  c  eng.,  1  hand  c.  eng.,  2  hose  car., 
10  c.  hand  ex.,  2  h.  &  1.  trks..  2  hrs.;  2,550  ft. 
hose;  f.  al.,  bell;  val.  equip.,  $6,000;  val.  bldgs., 
$6,000;  tot.   mem.,   160  vol. 

Water  Supply — Wells. 

DEEP  RIVER,  p.  1,325;  f.  area,  1%  m.;  mere 
bldgs.,  wd.,  2  &;  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  k  combt.  ord.  F.  dept. — 1 
auto,  trk.,  1  c  eng.,  6  c.  hand  ex.,  1  h.  &  1.  trk., 
1  hose  car.;  hose,  linen,  gd.,  1,000  ft.;  cot,  250 
ft.;  inf.,  500  ft;  tot.  ho«e,  1,750  ft;  f.  al..  Game- 
well;  val.  equip.,  $3,000;  val.  bldgs.,  $1,500;  exp. 
dcpt,  $200;   tot.  mem.,  60  vol. 

Water  Supply — Src,  Chester  Water  Co.,  1  m. 
bus.  cent;  mains,  c  i.,  20  m.,  4  to  14  in.  dia.; 
20  hyd.;  pres.,  f.   110  lbs. 

DERBY,  p.  8,991;  f.  area,  30  a.;  mere  bldgs., 
wd.  k  bk.,  2  to  4  stor.;  priv.,  wd.,  3  stor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 9  c  hand  ex.,  1  h.  ft  1.  trk.,  6 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  5,000  ft; 
inf.,  800  ft;  tot  hose,  5,800  ft;  f.  aL,  elee., 
38  bx.;  val.  equip.,  $10,000;  val.  bldgs.,  $12,000; 
exp.  dept,  $3,000:  tot.  mem.,  215  vol. 


Water  Supply — Src,  spr.  k  surface  water;  sya., 
grav.;  mains,  c  i.,  21  m..  4  to  20  in.  dia.;  84 
hyd.;  i)res.,  f.   60  to   112   lbs.;  wks.  owned  by   Co. 

EAST    HAMPTON,    p.    8,000;    f.    area,    2,000    a. 
F.  dept. — 1  c  eng.;  \'al.  equip.,  $150;  vol. 
Wator    Supply — Src,    Pocotopang    Lake. 

EAST  HARTFORD,  p.  8,138;  f.  area,  2%  m.; 
mere  bldgs.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  bk. 
&  wd.,  2%  stor:;  wd.  rfs.  perm.;  causes  of  f.  inv.  F. 
dept. — 3  hose  car.;  hose,  cot,  rub.  lined,  gd., 
3,000  ft;  inf.,  1,000  ft;  tot  hose,  4,000  ft; 
val.  equip.,  $2,400;  vaL  bldgs.,  $4,500;  exp.  dept., 
$450;  tot.  mem.,  100  vol. 

Water  Supply — Src,  brook,  9  m.  bus.  cent;  ays., 
grav.;  res.  cap.,  1,500,000  gals.;  loc.  at  East  Glas- 
tonbury; mains,  c  i.,  29  m.,  1%  to  16  in.  dia.; 
97    hyd.;     212    v.;     12    met.;     1,110    serv.;    pipe. 

falv.    i. ;    pres.,    dom.    50    lbs.,    f.    60    lbs.;    cost, 
305,000;    cost   mtce.,    $3,000;    wks   owned   by   £. 
Hartford  Dist 

EAST  HAVEN,  p.  1,795;  f.  area,  75  a.;  mere 
bldgs.,  wd.,  4  stor.;  priv.,  wd.,  2H  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv.  P. 
dept. — 1  c  eng.  on  wis.,  2  e  hand  ex.,  1  h.  As  L 
trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  850 
ft;  inf..  150  ft;  tot  hose,  1,000  ft;  f.  al.,  bell; 
tot.   mem.,   50  vol. 

Water  Supply — Supplied  by  New  Haven  Water 
Co.;   22  hyd.;  pres.,  50  to  55   ll>a. 

EAST  NORWALK,  p.  4,000;  consolidated  wit4i 
city  of  Xorwalk. 

ELLINGTON,  p.  1,829.     No  f.  dept 

Water  Supply — Sre,  apr.;  ays.,  grav.;  mains,  iron 

k  wd.,  2  m.,  2  to  3  in.  dia.;  55  serv.;  pres.,  dom. 

60  lbs.,  f.   80  lbs.;  cost,  $2,500;   cost  mtce..  $75; 

wks.  owned  by  priv.  Co. 

ENFIELD,  p.  9,719;  height  of  bldgs..  1  to  S 
stor.;  dwellings,  2^/^  k  3  stor.;  wd.  rfs.  perm.; 
causes  of  f.  inv.  F.  dept. — I  auto.  comb.  c.  k  h. 
wag.j  hose,  cot.,  rub.  lined,  gd.,  1,200  ft;  inf., 
600  ft;  tot.  hose,  1,800  ft;  val.  equip..  $2,500; 
vaL  bldgs.,  $1,000;  exp.  dept,  $500;  tot  mem. 
24,  pd.  part  time. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  sya., 
pump.;  stdp.  cap.,  376,000  gals.;  dim.  40  x  40  ft; 
mat.  iron;  2  pump,  eng.,  cap.  day  2,250,000  gals.; 
mains,  cem.  k  c  i.,  1  to  20  m.,  4  to  12  in.  dia.; 
75  hyd.;  100  v.;  met,  24;  serv.,  1,200;  pipe,  e  i.; 
pres.,  dom.  20  to  95  lbs.,  f.  20  to  95  lbs.;  cons., 
day  800.000  gals.;  wks.  owned  by  Co. 

ESSEX,  p.  2.745;  f.  area,  10,840  a.;  mere 
bldgs.,  wd.  k  bk..  1  to  5  stor.;  priv..  wd.,  2% 
stor.;  wd.  rfs.  perm.;  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  hand  eng.,  2  c  hand  ex.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft: 
f.  al.,  bell  k  wh. ;  tot.   mem.,   60  vol. 

Water  Supply — Chester  Water  Co. 

FAIRFIELD,  p.  6.134.  F.  dept — 2  e  ex.,  1  h. 
k  1.  trk.,  1  hose  cart;  tot.  mem.,  60. 

Water  Supply — From  Bridgeport  Hydraulic  Co.; 
28  hyd.;  pres.,  80  lbs. 

FARMINGTON.  p.  3,478;  f.  area,  75  a.;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
penn.;  fwks.  k  combt  ord.:  causes  of  f.  inv.  F. 
dept. — 1  h.  k  1.  trk.,  2  hose  wag.;  1  hand  hose 
cart;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  val. 
equip.,  $800;  val.  bldgs.,  $1,000;  exp.  dept,  $400; 
tot  mem.,   44  vol.;   undrs.  rating,  first  class. 

Water  Supply — Src,  %  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  60.000,000  gals.,  loc.  in  town; 
mains,  c.  i.,  4,000  ft,  10  in.  dia.;  32  hyd.;  SO 
v.;  met.,  1;  129  serv.;  pres.,  dom.  62  lbs.,  f.  62 
to  80  lbs.;  cons.,  day  300,000  gals.;  cost,  $39,600; 
wks.  owned  by   Co. 

FORESTVILLE.  p.  1.300.  F.  dept. — 1  str.,  1 
hose  cart,  1  supply  wag.;  hose,  1,000  ft;  tot. 
mem.,   40. 

Water  Supply — Src,  res.,  5  to  8  m.  bus.  cent; 
K^s**  grav.;  stdp.  cap.,  185,000  gals.;  res.  cap., 
422,000    gals. 

GRANBY,  p.   1,299.     No  f.  dept 

Water  Supply — Sre,  brook;  sys.,  pump  to  stdp.; 
res.  cap.,  80  bbls.;  pump,  eng.,  cap.  day  65.200 
bbls. ;  mains,  IH  m.,  3  in.  dia.;  pres.,  f.  100  lbs.; 
cost,  $5,500;  cost  mtce..  $200;  wks.  owned  by  Co. 

<3REENWICH,  p.  16,463;  f.  area,  6,000  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  to  4  stor.;  priv.,  wd.,  2  ft  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  comb, 
ord.;    causes  of  i.  inv.     F.  dept. — 1   auto.  e.  eng.. 
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1    auto.    V.   &L   h.   comb,    wag.,    1   auto,   hose   wag., 

1  stT.,  19  c.  hand  ex.,  1  auto.  h.  ft  L  trk.,  1  hose 
wag.,  1  hose  reel,  1  patrol  w«g.;  hose,  cot.,  nib. 
lined,  gd.,  2,800  ft.;  rub.,  gd.,  600  ft.;  tot.  hose, 
2,800  ft.;  f.  al.,  Oamewell,  97  bx.;  ^'al.  equip., 
$a2,000;  val.  bldgs.,  $15,000;  tot.  mem.  187, 
pd.  full  time  2,  pd.  part  time  4,  vol.   181. 

Water  Supply — Src,  lakes;  sys..  grav.;  stdp.  cap., 
1,250,000  gals.,  80  x  35,  2  m.  res.,  mat.  iron; 
cap.   plant,    4,000,000   gals.;   res.    cap.,    1,000,000,- 

000  gals.;  mains,  51  m.,  4  to  20  in.  dia.;  142 
hyd.,  25  priv.,  wd.;  1,750  serv.;  pipe,  galv.  i.; 
pres.,  dom.  40  lbs.,  f.  40  to  120  lbs.;  cons.,  day 
1,000,000  gals.;  wks.  owned  by  Co. 

QROTON,  p.  6,495;  f.  area,  2  m.  long,  H  mile 
wide;  mere,  bldgs.,  bk.  &  wd.,  8  stor.;  priv.,  wd., 

2  stor.;  wd.  rfa.  perm,  in  f.  area;  fwks.  &;  combt. 
ord.  F.  dept. — 1  h.  k  1.  trk.,  2  c.  hand  ex.,  2 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft.; 
f.  al.,  wh.;  val,  equip.,  $1,200;  tot.  mem.,  72  vol. 

Water  Supply— ^rc,  well  ft  lake,  3  m.  bus.  cent.; 
•ys.,  pump  to  stdp.;  stdp.  cap.,  844.000  gals., 
dim.  30  X  65,  loc  in  Qroton,  mat.  iron;  2  pump. 
east,,  clasB  triple,  sixe  10  z  8,  cap.  day   700,000 

EaTs.;  mains,  c.  i.,  11  m.,  4  to  10  in.  dia.;  58 
yd.;  21  ▼.;  met,  10:  369  serv.;  pipe,  galv.  L; 
pres.,  dom.  84  to  84  lbs.,  f.  84  lbs.;  cost,  9200,- 
000;  wka.  owned  by  town. 

QUILFORD,   p.   8,001.      F.   dept. — 2   hand   eng., 

1  h.  ft  1.  trk.,  2  hose  oar.;  hose,  cot,  rub.  lined, 
gd.,   1,000  ft;  tot.  mem.,  80  vol. 

Water  Supply— Src,  brook;  ays.,  grav.;  60  hyd.; 
pree.,  dom.  66  lbs.,  f.  66  Ibe. 

HARTFORD,  p.  98,915,  f.  area,  18  sq.  m.;  mere, 
bldgs.,  bk.  ft  stn.,  2  to  9  stor.;  priv.,  stn.,  bk.  ft 
wd.,  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  V.  dept. — 1  tractor 
str..  3  auto.  comb.  c.  ft  h.  str.,  9  str.,  5  auto,  hose 
wag.,  10  comb.  c.  ft  h.  wag.,  34  c.  hand  ex.,  1  c. 
eng.,  1  water  tower,  3  pump,  eng.,  2  h.  ft  1.  trk., 
3  aer.  trk.,  23  hrs.;  hose,  cot.,  rub.  lined,  gd., 
26.043  ft;  inf.,  13,609  ft;  tot  hose,  89,652  ft; 
f.  al.,  Gamewell,  216  bx.;  val.  equip.,  $258,657; 
val.  bldgs.,  $204,700;  exp.  dept,  $297,718;  tot 
mem.    Ii66,  pd.  full  time. 

Water  Supply— ^Src,  6  mountain  res.,  5  m.  bus. 
cent.;  sys.,  grav.;  mains,  e.  i.,  188  m.,  1%  to  30 
in.  dia.;  1,481  hyd.;  3,390  v.;  met.  13,8M;  14,089 
serv.;  pipe,  galv.  i.;  pres.,  dom.  ft  f.,  70  lbs.;  cons, 
day,  9,185,833  gals.;  cost,  $5,7)58,352;  cost  mtcc, 
$2 07, "603;  wks.  owned  by  citj*. 

HAZARDVILLE,  p.  8,000.  F.  dept— 1  atr.,  2  e. 
hand  ex.,  2  hose  carta;  tot  mem.,  50. 

Water  Supply — Spr.,  ft  art.  wells,  U  m.  bue. 
cent;  sys.,  pump  dir. ;  2  Htdp.  cap.,  80,000  gals.; 
3  pump,  eng.;  cap.  day,  200,000  gala.;  mains,  c.  ft 
wrt.  i.,  4  m.,  1  to  S  in.  dia.;  19  hyd.;  1  met.; 
pipe,  i.;  pres.,  dom.  30  lbs.;  cons,  day,  35,000  gals.; 
cost,  $26,000;  wks.  owned  by  priv.  Co. 

HOTCHKISSVILLE,  p.  400.  F.  dept— 1  c.  eng.. 

1  60-gal.  c.  eng.,  18  hand  ex.,  14  pails;  val.  equip., 
$500;  tot.   mem..   25  vol. 

Water  Supply — None. 

JEWETT  CITY,  p.  2,300;  f.  area,  640  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept— 
1  h.  ft  1.  trk.,  10  c.  hand  ex.,  1  comb.  c.  ft  h. 
wag.,  3  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
1.500  ft;  inf.,  300  ft;  tot  hose.  1.800  ft:  f. 
al.,  bell;  val.  equip.,  $1,500;  val.  bldgs.,  $2,500; 
exp.  dept,  $1,203;  tot.  mem.,  55  vol. 

Water  Supply— -Src,  brooks  ft  spr.,  6  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  95,000,000  gals.;  loc 
on  Stone  hill;  mains,  iron,  10  m.,  6  to  12  in.  dia.; 
58  hyd.;  38  v.;  met,  9;  254  serv.;  pipe.  galv.  i. ; 
pres.,  dom.  120  lbs.,  f.  120  lbs.;  cost,  $148,754; 
wks.  owned  by  Co. 

KENT,  p.  800;  f.  area,  200  a.;  mere  bldgs., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area.  F.  dept — 1  h.  ft  1.  trk.,  2  hose 
carta;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  val. 
equip.,  $750;  exp.  dept,  $100;  tot.  mem.,  26  vol. 

Water  Supply — Src,  spr.,  1^  m.  bus.  cent; 
sys.,  grav.;  mains,  iron,  2H  m.,  6  in.  dia.;  10 
l^d.;  50  eenr.;  pipe,  lead  ft  iron;  pres.,  dom.  65  Iba., 
f.  66  lbs.;  cost,  $15,000;  cost  mtce.,  $100;  wka. 
owned  by  Co. 

LAKEVILLE,  p.  1,500;  f.  area.  700  a.;  mere 
bldga.,  wd..  1  to  8  stor.;  pHv.,  wd.,  2  stor.;  wd. 
rte.  perm,  in  f.  area;  causes  of  f.  Inv.     F.  dept — 2 


hose  carts,  1  h.  ft  1.  trk.,  2  large  rise  L  ex.;  hoee, 
cot.  rub.  lined,  gd.,  1,100  ft. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  sys., 
grav.;  mains,  iron,  8^  m.,  4  to  10  In.  dia.:  85 
hyd.;  pres.,  dom.  145  lbs.,  f.  145  lbs.;  cost,  $60,- 
000;  cost  mtce.,  $600;  wks.  owned  by  Co. 

LITCHFIELD,  p.  8,005.  F.  dept— 1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,900 
ft;  Inf.,  600  ft;  tot.  hose,  2,600  ft;  tot  mem., 
75  vol. 

Water  Supply — Src,  riv.,  5  m.  bus.  cent;  sya., 
grav.;  stdp.  dim.,  85  x  80,  mat  iron;  res.  loc.  1 
m.  north  of  town;  2  pump,  eng.,  cap.  day,  250,000 
gals.;  mains,  iron,  10^  m.,  4  to  8  in.  dia.;  49 
hyd.;  pres.,  dom.  SO  lbs.,  f.  80  lbs.;  cost,  $100,- 
000;  cost  mtce.,  $1,500;  wks.  owned  by  Co. 

MADISON.  F.  dept. — 1  hose  wag.,  1,650  ft 
hose;  vaL  equip.,  $200;  tot  mem.,  80  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
aye.,  ipB.r.i  85  hyd.;  prei.,  dom.  -60  lbs.,  f.  60  lbs.; 
wks.  owned  by  priv.  Co. 

MANCHESTER,  p.  13,641;  mere  bldgs.,  stn., 
bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  cauaes  of  f.  inv. 
F.  dept — 1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  2,100  ft;  inf.,  400  ft.;  tot.  hose, 
2,500  ft;  vaL  equip.,  $2,000;  vaL  bldgs.,  $1,500; 
exp.  dept,  $100;  tot.  mem.,  90  vol. 

Water  Supply — Src,  ponds,  3  m.  bus.  cent.; 
sys.,  grav.;  mains,  com.,  10  m.,  4  to  16  in.  dia.; 
62  hyd.;  pres.,  dom.  76  lbs.,  f.  75  lbs.;  cost,  $45,- 
000;   wks.   owned  by   Co. 

MERIDEN,  p.  27,265;  f.  area,  2,516  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  ^  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  auto.  h.  ft  L  trk.,  3  auto.  comb, 
c.  ft  h.  wag.,  1  auto,  cctnb.  eng.  ft  hose  wag.,  1 
chief's  auto.;  in  reeerve,  1  h.  ft  L  trk.,  1  supply 
wag.;  hone,  cot,  rtib.  lined,  gd.,  6,950  ft;  fair. 
200  ft;  inf.,  1,200  ft;  tot  hose.  8,350  ft;  f.  aL, 
Gamewell,  64  bx.;  val.  equip.,  $42,300;  vtH.  bldgs., 
$60,400;  exp.  dept,  $37,505;  tot  mem.  68,  pd. 
full  time  31,  pd.  part  time  37;  undrs.  rating,  tint 
class. 

Water  Supply — Src,  surface  water,  2  to  4H  m. 
bus.  cent.;  sys.,  grav.,  pump  to  res.;  res.  cap., 
630,000,000  gals.;  1  safety  boiler,  171  hp.;  2 
turbine  boilers,  100  hp.  each;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  10,000,000  gals.;  mains. 
Iron,  49  m.,  4  to  20  in.  dia.;  387  hyd.;  met.  250; 
4,100  serv.;  pipe,  galv.  i.;  pres.,  dom.  66  to  110 
lbs.,  f.  40  to  115  lbs.;  cons.,  day  3,000,000  gals.; 
cost,  $700,000;  cost  mtce.,  $12,000;  wks.  owned 
by  city. 

MIDDLETON,  p.  11,181;  mere  bldgs.,  bk.  ft 
wd.,  2  to  5  stor.;  priv.,  bk  ft  wd.,  2*4  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks  ft  comb,  ord.;  causes 
of  f.  inv.  F.  dept. — 8  c.  hand  ex.,  2  auto.  comb, 
c.  ft  h.  wag.,  1  h.  ft  I.  trk.,  1  hose  wag.,  3  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  4,000  ft;  inf.,  1,000  ft; 
tot.  hose,  r),000  ft.;  f.  al.,  Gamewell,  29  bx. ;  val. 
equip.,  $20,000;  val.  bldgs.,  $30,000;  exp.  dept, 
$12,500;  tot.  mem.,  173,  pd.  full  time  8,  voL  165. 

Water  Supply — Src,  from  2  res.,  4-5  m.  city; 
ays.,  grav.;  res.  cap.,  520,000,000  gals.,  loc.  south 
ft  west  from  city;  mains,  e  i.,  36  m..  4  to  20  in. 
dia.;  218  hyd.;  847  v.;  met,  91;  2,400  sen'.;  pipe, 
wrt.  1.;  pres.,  dom.  60  lbs.,  f.  125  lbs.;  cons.,  day 
2,000.000  gals.;  cost,  $619,321.86;  cost  mtce., 
$12,000;  wks.  owned  by  city. 

MILFORD,  p.  4,866;  mere  bldgs.,  wd.,  1  to  8 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  c 
eng.,  1  h.  ft  1.  trk..  1  auto.  comb,  e  ft  h.  wag., 
1  hose  wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,200  ft.;  inf.,  300  ft;  tot  hose.  1,500  ft;  f. 
al.,  elee,  9  bx. ;  val.  equip.,  $9,000;  val.  bldgs., 
11,500:   tot.    mem.,    70   vol. 

Water  Supply — Src,  brook,  2  m.  bus.  cent.; 
S3's.,  pump  to  stdp.:  stdp.  cap.  250.000  gal.,  dim. 
20  x  100,  mat.,  iron;  pump,  eng.,  class  dup.;main8, 
c.  i.,  26  m..  4  to  14  in.  dia.;  100  hyd.;  pipe, 
lead:  pres..  dom.  47  lbs.:  wks.  owned  by  Co. 

MYSTIC,  p.  5,000;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt  ord; 
causes  of  f.  inv.  F.  dept — 4  c  hand  ex.,  1  h.  ft  1. 
trk.,  3  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,700 
ft;  rub.,  gd.,  2,000  ft;  inf.,  100  ft;  tot  hose, 
8,800  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $8,500; 
vaL  bldgs..  $2,500;  tot.  mem.,  110  toL 
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m.  bus.  cent.;  sys..  gnv.,  pump  to  stdp.;  stdp.  cap., 
688,000  gals.;  dim.,  180  z  20;  mat.,  stl.;  res.  cap., 
60,000,000  gals.;  8  pump,  eng.,  cap.  day  4.600,000 
gals.;  mains,  c.  i.,  80  m.,  4  to  12  in.  dia.;  222 
hyd.;  met.,  1,800  ;  1,728  serv.;  pipe,  galv.  i.;  pres., 
dom.  70  lbs.,  f.  76  lbs.;  cons,  day,  1,000,000  gals.: 
cost,  $636,000;  cost  mtce.,  $7,000;  wks.  ownea 
by  Co. 

CORDELE,  p.  6,888;  mere,  bldgs..  bk.  A  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord. ;  causes 
of  f.  inv.  F.  dept. — 1  c.  hand  ex.,  1  h.  ft  1.  trk., 
3  hose  reels;  hose,  cot.,  rub.  lined,  gd..  1,500  ft.; 
f.  al.,  bell;  val.  equip.,  $2,600;  exp.  dept.,  $800; 
tot.  mem.  24,  pd.  part  time  k  vol.;  undrs.  rating, 
second  class. 

Watar  Supply — Src,  well,  1,100  ft.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  70,000  gals.,  loc.  at 
station;  2  pump,  eng.,  cap.  day  700,000  gals.; 
mains,  iron,  4  to  8  in.  dia.;  22  hyd.;  210  serv.; 
pres.,  dom.  70  lbs.,  f.  110  lbs.;  wks.  owned  by 
city. 

CUTHBERT,  p.  8,210;  f.  area,  1^  m.;  mere, 
bldgs.,  stn.,  bk.  k  wd.,  1  to  3  stor.;  pnv.,  wd.,  1  to 

2  stor.;  wd.  rfs.  perm.;  fwks.  A  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  2  c.  eng.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  2  hose  car.;  hose,  cot.,  rub.  lined, 

fd.,  1,500  ft.;  inf.,  1,500  ft.;  tot.  hose,  8,000  ft.; 
al.,  bell;  val.  equip.,  $4,600;  val.  bldgs.,  $8,000; 
exp.  dept.,  $1,200;  tot.  mem.,  75  vol.;  undrs.  rating, 
third  class. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sys., 
pump,  to  stdp.;  stdp.  cap.,  120,000  gals.;  res.  cap., 
120,000  gale.;  8  pump,  eng.,  class  dup.,  cap.  day 
1,237,000  gals.;  mains,  c.  i.,  9^  in.,  4  to  10 
in.  dia.;  800  met.;  75  hyd.;  400  serv.;  pres.,  dom. 
60  lbs.,  f.  150  lbs.;  cons,  day  200,000  gals.;  cost, 
$60,000;  cost  mtce.,  $850;  wks.  owned  by  city. 

DALTON,  p.  6,824;  f.  area,  %  to  %  m.:  mere, 
bldgs.,  bk..  2  to  4  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  to 

3  stor.;  wd.  rfs.  not  perm,  in  f.  area.     F.  dept. — 

4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose 
reel,  4  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.; 
f.  al.,  tower  bell;  val.  equip.,  $2,000;  val.  bldn., 
$2,000;  exp.  dept.,  $1,500;  tot.  mem.  27,  pd.  Full 
time  2,  vol.  25. 

Water  Supply — Src,  spr.  ft  creek;  sys.,  pump  to 
stdp.;  stdp.  cap.,  125,000  gals.;  res.  cap.,  11,116,- 
800  gals.;  2  pump,  eng.;  mains,  5  m.,  4  to  10  in. 
dia.;  54  hyd.;  met.,  8;  460  serv.;  pres.,  dom.  60 
lbs.,  f.  80  lbs.;  cons,  day,  90,000  gals.;  cost,  $26,* 
000;  cost  mtce.,  $2,600;  wks.  owned  by  city. 

DARIEN,  p.  1,301:  mere,  bldgs.,  bk.,  1  stor.;  priv., 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  8  hose  reels; 
hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  f.  aL,  bell.; 
val.  equip.,  $4,500;  exp.  dept.,  $400;  tot.  mem.  30, 
pd.  full  time  1;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.,  cistern  ft  wells;  res. 
cap.,  28,000  gals.;  cost,  $4,000;  cost  mtce.,  $400. 

DAWSON,  p.  8.827;  f.  area,  37  a.;  mere,  bldgs., 
bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  auto.  comb,  c  ft  h.  wag.,  1  str.,  1  hand 
eng.,  2  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1 
hose  reel,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  3,500 
ft.;  f.  al.,  bell  ft  wh.,  7  bx.;  val.  eouip.,  $13,260; 
vaL  bldgs.,  $10,000;  exp.  dept.,  $4,o00;  tot  mem. 
12,  pd.  full  time  4,  pd.  part  time  8;  undrs.  rating, 
third  class. 

Water  Supply — Src,  well,  H  m.,  bus.  cent.;  sys., 
pump,  to  stdp.;  stdp.  cap.,  76,000  gals.;  res.  cap., 
260,000  gals.;  3  pump,  eng.,  cap.  day  1,440,000 
gals.;  manis,  iron,  8  m.,  4  to  10  in,  dia.;  60  hyd.; 
met,  10;  pres.,  dom.  ft  f.  56  lbs.;  cost,  $35,000; 
wks.  owned  by  city. 

DECATUR.— Fire  dept— 2,466  ft.  gd.  hose,  2 
hose  reels,  nozzles,  couplings,  ftc:  vol. 

Watsr  Supply — Src,  creek,  2H  m.  bus.  cent; 
sys.,  tank,  pump  dir.;  tank  cap.,  80,000  gals.,  20  in. 
inside  dia.  tank;  tower,  125  ft  high;  mat.  stl.; 
res.  cap.,  760,000  gals.;  2  pump,  eng.;  hif^n-serv. 
pumps,  cap.  day  4,000,000  gals.;  mains,  c  i.,  2  to 
8  in.  dia.;  77  hyd.;  28  v.;  660  met,  668  serv.; 
pipe,  c  i.;  pres.,  dom.  60  lbs.;  cons,  day  230,000 
gals.;  cost,  $71,000;  cost  mtce.,  $4,800;  wks 
owned  by  city. 

DOUGLAS,  p.  8,550.  P.  dept — 2  hoss  reels; 
kose,  600  ft 

Watsr  Supply — Src,  well,  hi  ni.  bus.  cent;  sys.. 
air  lift,  stdp.,  cap.  60,000  gals.;  mat,  stl.;  res. 
eap.,  66,000  gals.;  1  pump,  eng.,  class,  dup.,  cap. 


day  500,000  gals.;  c.  ft  wrt  i.  mains,  8  m.,  %  to 
6  in.  dia.;  22  hyd.;  12  v.;  met,  184;  284  serv.; 
pres.,  dom.  40  lbs.,  f.  90  lbs.;  cons,  day,  200.000 
gals.;  cost,  $83,000;  wks.  owned  by  dty. 

DOUQLASVILLE,  p.    1,462;   f.  area,  6  a.;  no  L 

dept 

Water  Supply — Src,  creek.  1%  m.  bus.  cent; 
sys..  pump  to  stdp.;  stdp.  cap.,  85,000  gals.;  res. 
cap..  100.000  gals.;  1  pump,  eng.;  cap.  day,  250.000 
gala.',  mains,  c.  L,  7m.,  l\4  to  8  in.  dia.;  32  hyd.; 
pres.,  dom.  50  lbs.,  f.  125  lbs.;  cost,  $43,000;  wks. 
owned  by   city. 

DUBLIN,  p.  5,796;  f.  area,  1%,  sq.  m..  mere 
bldgs.,  bk.,  1  to  7  stor.;  priv.,  wd.  ft  stn.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 8  c  hand  ex.,  1  comb, 
c  ft  h.  wag..  1  h.  ft  1.  trie.,  2  hose  wag.,  1  hrs.; 
hose,  cot,  rub.  lined,  gd.,  6,000  ft;  f.  aL,  telp., 
Q«mewell,  21  bx.,  ft  bell;  val.  bldgs.,  $10,000; 
exp.  dept.  $6,000;  tot  mem.,  7  full  pd.  men. 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  sys-t 
pump  to  stdp.;  stdp.  cap.,  70,000  gtila.;  res.  cap.. 
680,000  gals.;  2  pump,  eng.,  class  comp.,  cap.  day 
1,000,000  gals,  each;  mains,  12  m.,  4  to  10  in. 
dia.;  83  hyd.;  68  v.;  716  met;  735  serv.;  pipe, 
galv.  i. ;  pres.,  dom.  60  lbs.,  f.  76  lbs.;  cons,  day, 
360,000  gals.;    cost,   $30,000;  wks.  owned  by  ci^. 

EASTMAN,  p.  2,865.  F.  dept — 2  reels:  host, 
cot,  rub.  lined,  gd.,  1,600  ft;  al.,  gun  ft  rifle;  tot 
mem.,  26  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  well,  in  bus.  cent;  sys.. 
pump  to  res.;  res.  cap.,  12,000  gals.;  pump.  eng.. 
cap.  day  72,000  gals.;  mains,  8  in.  dia.;  0  hyd.; 
12  serv.;  cost,  $2,500;  cost  mtce.,  $850. 

EAST  POINT,  p.  8.682;  f.  area,  1.000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto.  trk.  equip, 
with  40-gaL  c,  1  h.  ft  L  trk.,  8  c  hand  ex.,  4 
hose  reels;  hose,  2,100  ft;  f.  al..  wh.  ft  telp.;  vaL 
eouip.,  $7,600;  tot  mem.  4^,  pd.  full  time  5,  88 
vol.;  undrs.  rating,  second  class. 

Watsr  Supply — Src,  wells,  %  m.  bus.  cent.;  stdp. 
cap.,  225,000  gals.;  dim.,  110  z  18;  res.  cap.,  824,> 
000  gals.;  2  pump,  eng.;  combined  cap.  day,  750,* 

000  gals.;  c  i.  mains,  8  m.,  4  to  10  in.  dia.;  52 
hyd.;  44  v.;  met,  66;  44  serv.;  pipe,  mlv.  i.;  pres., 
dom.  50  lbs.,  f.  160  lbs.;  cons,  day,  70,000  gals.; 
cost,  $50,000;  cost  mtce.,  $2,600;  wks.  owned  by 
city. 

EATONTON,  p.  2,086;  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  1  to  2  stor.;  priv.,  wd.,  IH  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.;  hose,  cot.  rub. 
lined,  gd.,  1,800  ft;  f.  aL,  bell;  tot  mem.,  40  toL 

Water  Supply — Src,  creek,  %  m.  bus.  cent;  sy».i 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  dim., 
120  X  10.  res.  cap.,  600,000  gals.;  2  pump,  eng., 
cap.  day  1,600,000  gals.;  6V&  m.  mains;  67  byd.; 
27  v.;  182  met;  190  serv.;  pipe,  galv.  L;  pres., 
dom.  45  lbs.,  f.  100  to  120  lbs.;  cost  $80,000; 
cost  mtce.,  $8,600;  wks.  owned  by  dty. 

EDISON,  p.   1,000;  f.  area,  880  a.     P.  dept. — 

1  hand  hose  reel,  1  c  eng.,  42  c  hand  ex., 
500  ft.  hose;  val.  equip.,  $700:  vaL  bldgs.,  $40;  exp. 
dept,  $86;  tot  mem.  12,  pd.  $1  per  c»ll;  undrs. 
rating,  third  class. 

Water  Supply — Src,  artesian  well,  1  m.  bus. 
cent;  sys.,  pump,  to  stdp.;  1  pump,  eng.,  cap.  min. 
750  gals.;  mains,  7,000  ft.;  24  hyd.;  100  serv.; 
pres.,  dom.  45  lbs.,  f.  126  lbs.;  cost,  $28,000;  cost 
mtce.,  $2,280;  wks.  owned  by  city. 

ELBERTON,  p.  6,488.  F.  dept— 1  h.  ft  L  trk..  1 
hose  car.,  1  hrs.,  1  hose  wag.;  nose,  2,000  ft;  tot 
mem.  12,  pd.  part  time  1. 

Watsr  Supply — Src,  creek;  sys.,  pump  to  res.  ft 
stdp.;  res.  cap.,  750,000  gals.;  stop,  cap.,  100,000 

fals.;  2  pumps,  cap.  day  750,000  gals.;  6'in.  mains, 
%  m.;  54  hyd.;  dir.  pres.,  125  lbs. 

FITZGERALD,  p.  6,706.    P.  dept — 1  oomb.  wag: 

equip,  with  100-gal.  c  tank,  100  ft  c  hose,  S  e. 
eng.,  1  hose  wag.,  4  hrs.;  hose,  cot,  rub.  lined,  gd., 
1,760  ft,  in  reserve  1,000  ft;  L  aL,  elec  bdl;  lot 
mem.  9.  pd.  men  4,  vol.  6. 

Watsr  Supply — Src,  wells;  sys..  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  dim..  100  z  12%;  mat, 
stL;  res.  cap.,  160.000  gals.;  mains.  11%  m.,  4  to 
10  in.  dia.;  89  hyd.;  pres.,  f.  100  lbs. 

FORSYTH,  p.  2,208.  F.  dept— 1  h.  ft  L  tfk..  t 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  600  ft;  t.  aL, 
bell;  tot.  mem.,  14  vol. 
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Water  Supply — Src,  spr.  branch,  %  m.  boa.  cent.: 
a78.»  pump  to  atdp.;  atdp.  cap.,  180,000  gala.;  1 
pump.  cxuTm  claaa  comp.  dup.,  cap.  day  600,000 
gala.;  mains,  c.  i.,  8  m.,  4  to  8  in.  dia.;  26  hjrd.; 
prea.,  dom.  60  Iba.,  f.  160  Iba.;  ooat,  918,000. 

FORT  GAINES,  p.  1,820;  f.  area,  1  m.;  mere, 
bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  1  As  2  ator.;  wd. 
rfa.  perm.;  fwka.  ord.;  cauaea  of  L  inv.     F.  dept. — 

1  h.  ft  1.  watf.,  1  c  eng.,  2  hoae  wag.;  boae,  cot., 
rub.  lined,  gd.,  1,000  ft.;  f.  aL,  bell;  toL;  undn. 
rating,  aecond  claaa. 

Water  Supply — Src,  arteaian  well;  a78.»  pump  to 
rea.  ft  dir.;  rea.  cap.,  100,000  gala.;  mat,  cem.  ft 
bk.;  2  pump,  eng.,  cap.  day  1,440,000  gala.;  malna, 

2  m.,  6  to  8  in.  dia.;  0  hyd.;  prea.,  dom.  06  Iba., 
f.  75  lbs.;  cost,  $20,000;  cost  mtce.,  $600;  wka. 
owned  by  dty. 

FORT  VALLEY,  p.  2.607;  f.  area,  6  a.;  mere 
bldgs.,  bk.,  1  to  4  ator.;  pri?.,  wd.,  1  ator.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea 
of  f.  inv.  F.  depL — 12  c  band  ex.,  2  hoae  carta; 
hose,  1,000  ft.;  f.  al.,  bell;  val.  equip.,  91,000; 
tot.  mem.,  26  vol. 

Water  Supply— Src,  spr.,  8  m.  bua.  cent.;  nra., 
pump  to  stdp.;  atdp.  cap.,  60,000  gala.;  dim.,  17  z 
26  ft.;  mat.,  stl.;  2  pump,  eng.,  claaa  comp.  dup., 
cap.  day  864,000  gals.;  mains,  c  i.,  4  m.,  4  to  10 
in.  dia.;  26  hyd.;  met.,  160;  176  aerr.;  pipe,  galr. 
i.;  prea.,  dom.  40  Iba.,  f.  70  Iba.;  cona.  day,  80.000 
gals.;  cost,  $26,000;  coat  mtce.,  $1,600;  wka. 
owned  by  dty. 

GAINESVILLE,  p.  6.926;  f.  area,  2,560  a.;  mere, 
bldge.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa. 
not  perm.;  fwka.  ft  combt.  ord.;  cauaea  of  f.  inv. 
F.  depL — 1  atr.,  2  hoae  wag.,  4  hrs.;  hose,  cot., 
rub.  lined,  gd.,  4,000  ft;  inf.,  800  ft;  tot  hose, 
4,800  ft.;  f.  al.,  bell:  val.  equip.,  $5,780;  val. 
bldga.,  $16,000;  exp.  dept,  $2,280;  tot  mem.  8, 
pd.  full  time  4.  vol.  4;  undra.  rating,  aecond  daaa. 

Water  Supply — Src,  apr.,  8  m.  bua.  cent;  ays., 
pump  to  stdp.  or  dir.  to  mains;  atdp.  cap.,  200,000 
gala.;  mat,  iron;  2  pump,  eng.,  daisa  trip,  ft  elec, 
cap.  day  2,880,000  gala.;  mams,  c  i.,  22  m.,  4  to 
12  in.  dia.;  168  hyd.;  70  v.;  met,  487;  980  serv.; 
pipe,  galv.  i.;  prea.,  dom.  00  Iba.,  f.  90  Iba.;  cona. 
day,  900.000  gals.;  cost,  $42,000;  cost  mtce., 
$2,100;  wks.  owned  by  city. 

GREENSBORO,  p.  2,120;  f.  area,  10  a.;  mere 
bldga.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfs.  not  perm.;  no  fwks.  ft  combt  ord.  F. 
dept. — 1  h.  ft  L  trie,  1  ler.  trk.,  2  hose  wag.,  2 
hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  1,760  ft.;  f. 
al.,  bell;  val.  equip.,  $1,600;  vaL  bldga.,  $1,000; 
exp.  dept,  $1,000;  tot.  mem.,  24  voL 

Water  Supply — Src,  creek,  %  m.  bua.  cent.; 
aya.,  pump  to  res.  ft  atdp.;  atdp.  cap.,  102,000 
1^.;  dim.,  12  x  120;  mat,  atl.;  rea.  cap.,  110,> 
000  gals.;  loc.  on  hill  near  station;  8  pump,  eng., 
cap.  day  600.000  gals.;  maina,  c  i.,  7  m.,  4  to  10 
in.  dia.;  32  hyd.;  dom.  prea..  60  lbs.,  f.  120  lbs.; 
cons,  day,  90.000  gala.;  cost,  $21,000;  coat  mtce., 
$1,200;  wka.  ownra  by  city. 

GR^FIN,  p.  7,478;  f.  area,  100  a.;  mere,  bldga.. 
bk.  ft  stn.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.  *F.  dept — 2  str.,  1  c  eng.,  2  c  hand 
ex..  comb.  h.  ft  L  c  eng.  ft  hose  cart,  8  hoae  car., 
4  ors.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  rub., 
d.,  600  ft;  tot.  hose,  8.600  ft.;  f.  al.,  Oamewell, 
^6  bx.;  val.  equip..  $20,000;  val.  bldga..  $8,500; 
tot.  mem.  67,  pd.  full  time  7,  voL  60;  undra.  rat- 
ing, second  daaa. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  300,000  gals.;  res.  cap., 
960,000  gals.;  2  pump,  eng.,  cap.  day  1,162,000 
gala.;  mdba,  c  i.,  20  m.,  4  to  16  in.  dia.;  140 
hyd.;  100  v.;  met,  720;  720  serv.;  pres.,  dom.  50 
lbs.,  f.  06  lbs.;  cons.,  day  826,000  gaK;  cost,  $160,- 
000;  cost  mtce.,  $12,000;  wks.  owned  by  dty. 

HARTWELjL,  p.  8,000.  F.  dept — 8  hand  reels, 
1,600  ft.  hose;  voL 

Water  Supply — Src.,  creek;  ays.,  pump  dir.;  2 
pump,  eng.,  cap.  day  300,000  rals.;  46  hyd.;  80 
serv.;  pres.,  dom.  48  lbs.,  f.  105  Ids.;  cost,  $40,000; 
wks.  owned  by  city. 

HAWKINSVILLE,  p.  8,420;  f.  area,  640  a.;  mere, 
bldga.,  bk.,  1  ft  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
not  perm.;  fwka.  ft  combt.  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  atr.,  1  c  eng.,  1  b.  ft  L  trie.  3  hoM 
car.;  hose,  cot,  rub.  lined,  gd.,  1,860  ft;  rub., 
400  ft;  inf.,  1,660  ft;  tot  hoae,  8,000  ft;  f.  aL, 
fong  ft  wh.;  vaL  equip.,  $8,000;  vaL  bldga., 
$8,600;  exp.  dept,  $1,600;  tot  mem.  25,  pd.  full 


f 


time  1,  pd.  part  time  8,  vol.  21;  undra.  rating, 
third  class. 

Water  Supply— Src,  wella,  in  bua.  cent;  aya., 
pump  to  stdp.;  rea.  cap.,  86,000  gals.;  2  pump, 
eng.;  cap.  day,  750,000  gala.;  mains,  5  m.,  4  to  10 
in.  dia.;  66  hvd.;  20  v.;  310  met;  288  serv.; 
pres.,  dom.  66  lbs.;  f.  100  lbs.;  cons,  day,  160,000 
gals.;  cost,  $20,000;  wks.  owned  by  dty. 

JACKSON,  p.  1,862;  f.  area,  8  blocks;  mere 
bldga.,  bk.  ft  wd.,  1  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.  F.  dept. — 10  e.  hand  ex.,  1  h.  ft 
L  trk.,  1  bra.;  f.  aL,  bell  ft  tdp.;  val  equip., 
$1,200;  val.  bldgs.,  $600;  exp.  dept,  $600;  tot. 
mem.  20,  pd.  full  time  1,  vol.  19. 

Water  Supply  —  Running  atrm.,  100,000  gala, 
min.  cap.;  prea.,  f.  146  Iba. 

LA  FAYETTE,  p.  1.690;  mere  bldga..  bk.  ft  wd., 
1  to  8  stor.;  priv.,  wd.,  1  ft  2  ator.;  wo.  rfa.  perm, 
in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  hoae  car.;  hose,  cot.  rub.  lined,  gd., 
1,500  ft;  f.  al.,  wh.;  vaL  equip.,  $1,700;  tot 
mem.,  18  vol. 

LA  GRANGE,  p.  5.687;  f.  area,  700  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  8 -ator.;  priv.,  wd.;  wd.  rfa. 
not  perm.;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept — 1  hoae  wag.,  2  hrs.,  4  e.  ft  h.  wag.;  hoae, 
cot,  rub.  lined,  2,000  ft 

Water  Supply---Src,  creek,  4H  m*  ^us.  cent; 
aya.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  182,000 
gals.;  res.  cap.,  1,000,000  gala.;  loc  near  pump, 
station;  3  pump,  ei^.,  class  trip,  ft  centrif.,  cap. 
day  1,000,000  gals.;  maina,  cem.  ft  i.,  18  m.,  6  to 
14  in.  dia.;  1^4  hyd.:  118  v.;  met,  767;  900 
serv.;  pres..  dom.  50  lbs.,  f.  126  lbs.;  oons.  day, 
288,000  gala.;  cost  $160,000;  cost  mtce.,  $7,200; 
wks.  owned  by  city. 

LINDALE,  p.  6.000;  f.  area,  700  a.;  mere  bldga., 
bk.  ft  wd.,  2  ator.;  priv.,  wd..  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  fwka.  ft  comot  ord.:  cauacs  of 
L  inv.  F.  dept — 2  atm.  pmnps,  2  e.  hand  ei.»  1 
h  ft  1.  trk.,  8  hose  wag.;  hoae,  cot,  rub.  lined,  gd., 
4,600  ft;  inf.,  1,000  ft.;  tot  boae,  6,600  ft.;  t  aL, 
bell;  tot  mem.,  28  voL 

Water  Supply — Src,  apr.,  H  m.  bva.  cent;  svs., 
pump  to  rea.  ft  mains;  res.  cap.,  2,000,000  gala.; 
loc  on  hill  back  of  town;  2  pump,  enc,,  elaaa  trip.; 
maina,  c  i.,  12  m..  12  x  8  in.  dia.;  62  hyd.;  16  v.; 
prea.,  dom.  105  iba.,  f.  106  lbs.;  ooat,  $86,000; 
coat  mtce.,  $200;  wka.  owned  by  Uaaaachusetta 
Mill  Co. 

LOUISVILLE,  p.  1,039;  mere  bldga.,  bk.  ft  wd.. 

1  ft  2  ator.;  priv..  wd.,  1  ft  2  stor.;  wd.  rfa.  aoi 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  t 
inv.  F.  dept. — 2  hose  reels,  hose,  cot,  rub.  lined, 
gd.,  1,000  It:  rub.,  gd.,  1,000  ft;  tot  hose,  2,000 
ft;  f.  al.,  bell;  val  equip.,  $1,000;  tot  mem.,  10 
vol;   undrs.    rating,   third    dass. 

Water  Supply — Src,  well,  %  m.  bua.  cent;  aya., 
pump  to  stdp.;  atdp.  cap.,  86,000  gala.:  2  pump^ 
cap.  day  86.000  gala.;  60  hyd.:  76  met.;  122  v.; 
220  aerv.:  mains,  3  m.,  4  to  8  in.  dia.;  pres.,  dom. 
40  lbs.,  f.  75  Iba.;  cona.  day,  20,000  gala.;  cost, 
$80,000;  wks.  owned  by  city. 

LUMPKIN,  p.  1,140;  mere  bldgs.,  bk.  F.  dept. 
— 1  h.  ft  L  trk.,  4  hose  car.;  hoae,  cot,  rub.  lined, 
gd.,  1,600  ft;  I.  aL,  bell;  tot  mem.,  86  vol.,  pd. 
$1  each  for  evcfj  f.  attended. 

Water  Supply — Src,  res.;  sys.,  pump;  res.  cap., 
86,000  gala.;  1  pump,  eng.,  cap.  day  200,000  gala. 

MACON,  p.  40,665;  mere  bldga.,  stn.  ft  bk.,  1 
to  10  stor.;  priv.,  bk.  ft  wd.,  1  £  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept — 
5  auto.  comb,  pump  ft  hose  wag.,  2  auto.  oomb.  c 
ft  h.  wa^.,  2  auto.  comb.  h.  ft  1.  trk.,  1  chiefs  auto., 

2  str.  m  reserve,  18  c.  hand  ex.;  hose,  cot,  rub. 
lined,  gd.,  18,600  ft.;  c,  1,260  ft;  tot  hose,  14,760 
ft;  I  al.,  Gamewell,  98  bx.;  val.  equip.,  $100,000; 
vaL  bldfls.,  $40,000;  exp.  dept,  $80,100;  tot  mem. 
74,  pd.  full  time. 

Water  Supply — Src,  riv.,  8  m.  bua.  cent;  sars., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  876,000  gala.; 
dim.,  65  x  50;  loc  at  Vineville;  mat,  stl.;  rea. 
cap.,  2,600,000  gala.;  loc  at  Second  ft  Boundary 
ata.;  6  pump,  eng.,  croas^comp.  ft  trip.,  cap.  day 
28,600.000  gala.;  mains,  c  i.,  116.83  m.,  4  to  20 
in.  dia.;  471  hyd.;  664  v.;  met,  2.188;  6,278 
aerv.;  pipe,  galv.  i.;  prea.,  dom.  60  Iba.;  oona.  day, 
4,800,000  gala.;  wka.  owned  by  dty. 

McRAE,  p.  1,160;  f.  area,  40  a.;  mere  bldga., 
ain.,  bk.  ft  wd.;  wd.  rfa.  perm.  F.  dept — 1  trk., 
2  hose  car.;  hose,  cot,  rim.  lined,  gd.,  1,400  ft; 
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f.  al.,  bell  A  wh.;  val.  equip.,  |2,000;  val.  bldgs., 
91,000;  tot.  mem.,  10  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  35,000  gala.;  dim.,  10  x  16;  mat., 
atl.;  res.  cap.,  20,000  gala.;  S  pump,  eng.,  claaa 
dup.,  cap.  day  432,000  gala.;  mairw,  c.  i.,  3  m., 
4  to  12  in.  dla.;  24  hyd.;  12  v.;  125  serv.;  86 
met.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  100 
lbs.;  cons,  day,  80,000  gals.;  cost,  $18,000;  cost 
mtce.,  $600;  wka.  owned  by  city. 

MADISON,  p.  2,412;  f.  area,  1,000  yda.;  mere, 
bldga.,  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
not  peiin.;  fwka.  ft  combt.  ord.  F.  dept. — 4  hand 
hoee  reela,  1  h.  ft  1.  trk.,  ladders,  hooks,  poles  ft 
buckets,  2,000  ft.  cot.,  rub.  lined  hofie;.f.  al.,  bell; 
tot.  mem.,  28  vol. 

Water  Supply — ^Branch,  2  m.  out.  Water  ia 
pumped  in  with  turbine  pump. 

MARIETTA,  p.  5,949;  f.  area,  16  a.;  mere,  bldgs., 
stn.  ft  bk.,  1  to  3  Btor.;  wd.  rfa.  not  perm.  F. 
dept. — 1  Btr.,  1  hand  eng.,  2  c.  hand  ex.,  1  h.  ft 
1.  trk.,  4  hose  car.,  2  hrs.,  1  c.  eng.;  hose,  cot., 
rub.  lined,  gd.,  1.600  ft.;  inf.,  500  ft.;  tot.  hose, 
2,000  ft;  I  al.,  bell  ft  telp.;  vaL  equip.,  $15,000; 
exp.  dept.,  $1,914;  tot.  mem.,  101  vol.  ft  1  pd. 
man. 

Water  Supply— Src,  well,  %  m.  bus.  cent.; 
fiys.,  pump  to  stdp.;  stdp.  cap.,  471,240  gals.;  dim., 
40  X  60;  loc.  H  ni-  city;  mat.  stl.;  res.  cap., 
240,000  gate.;  1  pump,  en^.,  cla^s  comp.  dup., 
cap.  day  1,000,000  gals.;  mams,  c.  i.,  22  m.,  2  to 

14  in.  dia.;  118  hyd.;  140  v.;  1,850  serv.;  95 
met;  pres.,  dom.  65  lbs.,  f.  125  lbs.;  cons,  day, 
230,400  gals.;  wks.  owned  by  city. 

MILLEOGEVILLE,  p.  4,885;  f.  area.  SO  a.;  mere, 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  ft  8  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
not  inv.  F.  dept. — 1  str.,  2  c.  hand  ex.,  1  h.  ft  1. 
trk.,  4  hoae  reela;  hose,  rub.,  gd.,  1,600  ft;  f.  al., 
bell;  val.  equip.,  $8,000;  val.  bldga.,  $2,000;  exp. 
dept,  $750;  tot.  mem.  80,  pd.  part  time  ft  vol.; 
undra.  rating,  second  class. 

Water  Supply — Src,  creek,  2^  m.  bus.  cent; 
ays.,  pump,  to  stdp.;  mat,  iron;  2  pump,  eng.;  76 
hyd.;  met,  183;  345  serv.;  pres.,  f.  70  lbs.;  wks. 
ov^-ned  by  Co. 

MILLEN,  p.  2,080.  F.  dept. — 1  hoee  reel,  2 
hrs.;  hose,   1,000  ft. 

Water  Supply — Src,  well;  stdp.  cap.,  66,000 
gala. 

MONROE,  p.  8,020;  val.  equip.,  $3,000;  val. 
bIdgM.,  $5,000;  tot.  mem.,  25. 

Water  Supply — Src,  creek  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  150,000  gals.;  dim. 

15  x  110;  res.  cap.,  1,000,000  gals.;  2  pump.  eng. 
class,  comp.;  cap.  dav,  700,000  gala.;  mains,  c.  T, 
6  m.,  6  to  10  in.  aia.;  45  hyd.;  276  met;  276 
serv.:  pres.,  dom.  00  Ins.;  f.  120  lbs.;  cons,  day, 
80,000  gala.;  cost,  $35,000;  cost  mtce.,  $3,000; 
wks.  owned  oy  city. 

MONTEZUMA,  p.  1,630.  F.  dept— 1  atr.,  1  h. 
ft  1.  trk.,  5  hoae- carts,  2  hose  reels,  2  hrs.;  hoee, 
1,500  ft;  tot.  mem.  25,  pd.  part  time  ft  vol. 

Water  Supply — Src,  6  artesian  wells;  res.  cap., 
210,000  gals.;  40  hyd.;  pres.,  60  lbs. 

MONTICELLO,  p.  1,508.  F.  dept — Vol.;  hose, 
reels,  ftc 

Water  Supply — Wks.  owned  by  city. 

MOULTRIE,  p.  3,849.  F.  dept. — 1  hoae  reel,  1 
hoae  wag.;  hose,  cot,  rub.  lined,  gd.,  3,500  ft;  f. 
al.,  bell;  tot.  mem.  17,  pd.  full  time  7,  vol.  10. 

Water  Supply — Src,  wella:  ays.,  pump  dir.  to 
mains;  stdp.  cap.,  150,000  gals.;  res.  cap.,  225,000 
gals.;  2  pump,  eng.,  class  dup.,  cap.  day  2.000,000 
gals.;  mains,  c  i.,  8  m.,  4  to  10  in.  dia.;  76  hyd.; 
12  v.;  met,  4 25; 500  serv.;  pipe,  galv.  i.*  pres., 
dom.  85  lbs.,  f.  100  lbs.;  cons,  day,  175,000  gala.; 
wks.  owned  by  city. 

NEWNAN,  p.  6,648;  f.  area,  640  a.;  mere  bldga., 
bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaes  of  f. 
inv.  F.  dept. — 1  auto.  comb.  c.  ft  h.  wag.,  1  hose 
wag.;  hose,  cot,  rUb.  lined,  gd.,  2,600  ft:  inf.,  700 
ft;  tot.  hose,  8,200  ft;  f.  al.,  Oamewell,  14  bx.; 
val.  equip.,  $9,900;  val.  bldga.,  $5,500;  exp.  dept., 
$3,757;  tot  mem.  5,  pd.  full  time. 

Water  Supply — Src,  apr.,  1%  m.  bua.  cent;  aya., 
grav.;  atdp.  cap.,  800,000  gala.;  dim.,  20  x  120; 
mat,  atl.;  rea.  cap.,  1,000,000  gala.;  loc  IH  m. 
citj;  2  pump,  ens.,  claaa  comp.,  cap.  day  760,000 
gala.;    1   hor.    turbine  pump,    1,000.000   gala.   cap. 


day;  maina,  c  i.,  11  m.,  4  to  10  in.  dia.;  70  hyd.; 
75  v.;  met.,  482;  490  aerv.;  pipe,  galv.  i.;  pres.. 
dom.  46  Iba.,  f.  80  Iba.;  oona.  day,  800,000  gala.; 
coat,  $50,000;  coat  mtce.,  $4,600;  wka.  owned  by 
city. 

OCILLA,  p.  2,017:  f.  area,  200  a.;  mere  bldga.. 
bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfa. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  cauaes 
of  f.  inv.     F.  dept — 4  c.  hand  ex.,  1  h.  ft  1.  trk., 

3  hose  reels;  f.  ai..  bell  ft  wh.;  val.  equip.,  $3,000; 
val.  bldgs.,  $8,600;  exp.  dept,  $150;  tot  mem., 
8  vol. 

Water  Supply — Src,  1  well,  cap.  160,000  gala.; 
1  elevated  tk.,  20  x  25,  cap.  60,000  gala.;  aya., 
grav.;  res.  cap.,  52,500  gals.;  1  pump,  cap.  500,000 
gala,  day;  prea.,  110  Ibe.;  12,050  ft  maina,  6  to  10 
in,  dia.;  29  hyd. 

PELHAM,  p.   1,880;   f.   area,   50  a.     F.  dept. — 

4  c  hand  ex.,  1  h.  ft  1.  trk.,  3  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  1,500  ft;  inf.,  1,000  ft; 
tot  hoee,  2,500  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$750;   val.   bldgs.,   $2,000;   tot   mem.,    35   vol. 

Watar  Supply — Src,  well:  aya.,  air  lift;  2  pumpa, 
cap.  da}'  1,000.000  gals.;  27  hyd.;  8  v.;  8  serv.; 
cost,  $60,000;  wica.  owned  by  city. 

PERRY,  p.  650;  f.  area,  1  aq.  m.  F.  dept — 2 
hose  wag.,  1,000  ft.  hose;  val.  equip.,  $1,000;  val. 
bldga.,  $50;  exp.  dept,  $30;  tot  mem.,  12  toL 

Water  Supply — Src,  creek;  aya.,  pump.;  2  pump, 
eng.,  cap.  day  800,000  gala.;  26  hyd.;  prea.,  f.  120 
Iba.;  coat,  $16,000;  wka.  owned  by  city. 

QUITMAN,  p.  3,»16;  f.  area,  300  a.;  mere,  bldgs, 
bk.,  1  to  8  ator.;  priv.,  wd.,  1  to  8  ator.:  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  1  h.  ft  1.  trk.,  1  c  eng., 
4  c  hand  ex.,  1  comb.  c.  ft  hose  wag.,  1  hojie 
wng.;  hose,  cot,  rub.  lined,  gd.,  3,000  ft.;  f.  al., 
Gamewell,  12  bx.;  vaL  equip.,  $14,500;  val.  bldg»., 
$15,000;  exp.  dept,  $200;  tot.  mem.  19,  pd.  full 
time  3,  vol.  16. 

Water  Supply — Src,  wells,  M  m.  bus.  cent; 
sys.,  pump  dir.  to  maina;  res.  cap.,  100,000  gals.; 
loc.  10  ft.  pumps;  2  pump,  eng.,  cap.  day  1,0S0,- 
UOO  gals.;  mains,  10  m.,  4,  6  ft  8  in.  dia.;  50 
hyd.;  40  v.;  400  met;  450  serv.;  pipe,  galv.  i.; 
pres.,  dom.  60  lbs.,  f.  80  lbs.;  cost,  $26,000;  cost 
mtce.,  $200;  wks.  owned  by  city. 

RICHLAND,  p.  1.250;  vol.  dept.  2  hoae  reela, 
1,000  ft  hoae;  al.,  flrearma;  1  h.  ft  1.  trk.,  8  comb, 
wag.;  tot.  mem.,  8  pd. 

Water  Supply — Src,  tank,  60,000  gala.;  ays., 
pump  to  rea.;  atdp.  90  ft.  high;  rea.  cap.,  46,000 
gala.;  prea.,  dom.  60  Iba.,  f.  125  lbs.;  2  m.  maina; 
26  hyd. 

ROME,  p.  12,009;  mere  bldga..  bk.,  1  to  6  ator.; 
priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfa.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  diief's  auto.,  2  auto.  comb.  c.  ft  h.   wag.. 

1  auto,  triple  comb.  pump,  eng.,  1  hose  wag.,  in 
reserve,  12  hand  ex.,  1  aer.  trk.;  hose,  cot,  rub. 
lined,  gd.,  7,500  ft;  rub.,  gd.,  400  ft;  inf.,  500 
ft;  tot  hose,  8,400  ft;  f.  al.,  Gamewell,  47  bx.; 
val.  equip.,  $43,000;  val.  bldgs.,  $21,000;  exp.  dept, 
$215,000;   tot  mem.  21,  pd.  full  time. 

Water  Supply — Src,  rlv.,  1  m.  bua.  cent;  aya., 
pump  to  rea.  ft  dir.  to  maina;  atdp.  cap..  180,000 
gals.;  dim.,  80  x  20  ft;  mat  stl.;  res.  cap.,  3.000,- 

000  gals.:  loc.  1  m.  bus.  cent.:  2  pump,  eng.,  class 
comp.,  cap.  day  2,000,000  gals.;  mains,  c.  i.,  52 
m..  4  to  16  in.  dia.;  188  hyd.;  127  v.;  met,  460; 
1,600  aerv.;  pipe,  wrt.  i.;  prea.,  dom.  90  Iba.,  f. 
90  Iba.;  cona.  day  1,800.000  gala.;  coat  $276,000; 
cost  mtce.,  $15,000;  wks.  owned  by  city. 

SANDERSVILLE,  p.  2,641.  F.  dept— 1  h,  ft  L 
trk.,  8  hose  carta,  1,500  ft  hoae;  aL,  bell  ft  telp.; 
88  men,  vol. 

Water  Supply — Src,  wells;  aya.,  pump  to  rea.; 
rea.   cap.,   100,000   gala.;  atdp.   cap.,  76,140  gala.; 

2  pumpa,  10-in.  pipe;  61  hyd. 

SAVANNAH,  p.  66,064;  f.  area,  6%  aq.  m.;  mere 
bldga.,  stn,,  bk.  ft  wd.,  1  to  10  ator.;  priv.,  bk., 
stn.  ft  wd.,  1  to  4  ator.;  wd.  rfa.  not  perm,  in  f. 
area;  fwka.  ft  oombt  ord.;  cauaea  of  x.  inv.  F. 
dept. — 7  auto,  atr.,  8  str.  in  reserve,  3  diief's  auto., 

1  auto  aupply  wag.,  1  c  eng.,  4  comb.  c.  ft  h.  wag.. 
80  c  hand  ex.;  1  aer  trk.,  3  oomb.  h.  ft  1.,  trk.: 
10  hia.:  hoae,  cot,  rub.  lined,  gd.,  15,700  ft;  inf., 
2,000  ft;  tot  hose,  17,700  ft;  f.  al.,  Gamewell, 
106  bx.;  v»l.  equip.,  $17«,528;  val.  bldga.,  $12«,; 
600;  exp.  dept,  $126,000;  tot  mem.  las,  pd.  full 
time. 
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•Watmr  Supply — Src,  wells,  1  m.  bus.  cent.;  ays., 
dir.  pres.;  4  pump,  eng.,  ckM  dup.  comp.,  cap. 
day  80,0.00,000  gals.:  maina,  c.  i.,  89  m.,  4 
to  42  in.  dJa.;  887  hyd.;  576  v.:  met.,  275;  9,400 
serv.;  pipe,  wrt.  1.;  pres.,  dom.  At,  50  lbs.;  cons, 
day,  10,200,000  gals.:  cost,  91,500,000;  cost  mice., 
$70,000;  wks.  owned  by  city. 

8HELLMAN,  p.  9a5.     No  f.  dept 
Water  Supply — Src.,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gals.;  8  hyd. 

SPARKS,  p.  842.     F.  dept.— 1  h.  A  L  trie.,  1  e. 
ens. 
Water  Supply — None. 

SPARTA,  p.  2,600;  f.  area,  2  sq.  m.     F.  dept. — 

2  hose  reels,  1  h.  &  1.  trk.;  hose,  cot.,  mb.  lined, 
gd.,  2,500  ft;  f.  al.,  bell;  val.  equip.,  |S,500; 
tot.  mem.,  85  vol.;  undre.  rating,  third  class. 

Water  Supply — Src.,  wells,  1  m.  bus.  cent.;  aye., 
dir.  pres.;  4  pump,  eng.,  cap.  day,  1,500,000  gals.; 
mains,  5  m.;  88  hyd.;  18  v.;  pres.,  dom.  65  lbs., 
f.  150  Ifae.;  cost,  $50,000;  cost  mtce.,  $1,200;  wks. 
owned  by  dty. 

STATESBORO,  p.  2,629;  mere,  bldga,,  bk.,  1  to 

3  stor.;  priv.,  wd.,  1  &  2  stor.;  wd.  rfs.  perm,  in 
t.  area;  fwks.  &  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  c  hand  ex.,  1  h.  &  1.  trk.,  8  hose  reels; 
hose,  cot.,  rub.  lined,  gd.,  1,800  ft.;  f.  al.,  wh.; 
vaL  equip.,  $8,000;  exp.  dept.,  $600;  tot.  mem., 
25  vol. 

Water  Supply — Src.,  wells;  sys.,  pump  to  res.; 
res.  cap.,  70,000  gals.;  1  stdp.,  26  z  20:  S  pumps, 
cap.  day  500,000  gals.;  pres.,  dom.  45  iM.;  f.  100 
lbs.;  mains,  4  to  8  in.  dia.;  88  hyd;  cons,  day 
100,000  gals.;  wks.  owned  by  city. 

SYLVAN  lA,  p.  1,400:  f.  area,  1  sq.  m.;  mere, 
foldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  no  fwks.  ft  combt.  ord-.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
reels;  hose,  cot.,  rub.  lined,  sd.,  500  ft.;  f.  al., 
wh.  ft  bell;  val.  equip.,  $600;  val.  bldgs.,  $75;  vol. 

SYLVESTER,  p.  1,400;  f.  area,  26  a.  F.  dept.— 
2  hand  carts,  1  ladder  ft  wag.,  1,600  ft.  hose;  vaL 
equip.,  $300;  val.  bldgs.,  $25;  tot.  mem.,  8  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  srs., 
dir.  pres.;  1  pump,  eng.,  cap.  day  60,000  gals.; 
mains,  8  m.;  80  hyd.:  80  v.;  80  serv.;  cost,  $20,- 
000;  wks.  owned  by  city. 

TALLAPOOSA,  p.  2,117;  f.  area,  820  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  h.  ft  1.  trk.,  2  hose  reels;  hose,  cot., 
rub.  lined,  gd..  1,600  ft.;  inf.,  600  ft.;  tot.  hose, 
2,000  ft.;  f.  al.,  elec,  24  bz.;  val.  equip.,  $2,600; 
val.  bldffs,  $500;  exp.  d^t,  $700;  tot.  mem.,  24 
rol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  brooks;  sys.,  pump  to  res.  ft 
stdp.;  stdp.  cap.,  181,000  gals.;  dim.,  100  z  15; 
res.  cap.,  8,000,000  gals.;  2  pump,  eng.,  class  comp., 
cap.  day  2,000,000  gals.;  mains,  5^  m.,  4  to  10 
in.  dia.;  54  hyd.;  28  v.;  met.,  1;  172  serv.;  pres., 
f.  40  lbs.;  cons.  day.  400,000  gals.;  cost,  $60,000; 
cost,  mtce.,  $2,850;  wks.  owned  by  M.  A.  Oreene. 

THOMASTON,  p.  1,645;  f.  area,  15  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  comb.  c.  ft  h.  wag., 
2   c   hand  ex.,   1   h.  ft  1.   trk..  3   hose  reels;  hose. 


cot.,   rub.    lined,    gd.,    1,500    ft.;    f.    sL,   bell;    val. 

riL.  bldgs., 
vol. ;  undrs.  rating,  third  class. 


equip.,  $2,300;   vid.  bldgs.,   $1,000;  tot.   mem.,    18 


Water  Supply — Src,  Potato  Creek,  %  m.  bus. 
cent.;  sys.,  pump,  to  stdp.;  stdp.  cap.,  75,000  gals.; 
res.  cap.,  2,500,000  gals.;  8  pump.  eng.  class, 
centrif.  ft  dup.;  cap.  day,  1,000,000  nls.;  mains, 
c.  i.;  5  m.:  6  to  10  in.  dia.;  43  hyd.;  80  v.; 
100  met.;  100  serv.;  pipe,  gal  v.  i.;  pres.,  dom. 
50  to  60  lbs.;  f.  125  to  150  lbs.;  cons,  day 
50,000   gals.;   cost,   $80,000;    wks.   owned  by   city. 

THOMASVILLE,  p.  6,727;  f.  area,  2  m.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  lU'ea;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hose  wag.,  2  ex.,  6 
nozales,  2  hrs.,  8,000  ft.  hose,  1  h.  ft  1.  trk.;  f.  al., 
wh.  ft  telp.;  exp.  depL,  $2,664;  tot.  mem.  5,  pd. 
full  time. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  870,000  gals.;  res.  cap., 
90,000  gals.;  loc  at  pump,  plant;  2  pump.  eng. 
ft  2  air  oompresaors,  cap.  day  600,000  gals.;  mains, 
c  L,  16  m.,  4  to  8  in.  dia.;  128  hyd.;  80  v.;  met.. 


844;  serv.,  8i44;  pipe,  galv.  i.;  pres.  dom.  40  lbs., 
f.  120  lbs.;  cons,  day,  276,000  gala.;  wks.  ownea 
by  city. 

THOMSON,  p.  2,161;  f.  area,  600  a.;  mere  bldga., 
bk.,  I  ft  2  stor.;  priv.,  wd.,  1  ator.;  wd.  rfs.  not 
penn.;  fwks.  ft  combt.  onL;  cauaes  of  f.  inv.  P. 
dept. — 1  str.,  2  hose  reels,  1  h.  ft  L  trk.;  hose,  cot., 
rub.  lined,  gd.,  1,000  ft.;  inf.,  800  ft.;  tot.  hose. 
1.800  ft.;  f.  al.,  bell,  wh.;  val.  equip.,  $2,600;  vaL 
bldga.,  $600;  exp.  dept.,  $50;  tot.  mem.  80,  vol.; 
undra.  rating,  second  daas. 

Water  Supply— Src,  wells  ft  cistern,  H  m*  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  80,000  gals.; 
res.  cap.,  100,000  gals.;  1  pump,  eng.,  cap.  day 
750,000  gals.;  mains,  2  m.,  6  to  10  in.  dia.;  40 
hyd.;  6  v.;  150  serv.;  pres.,  dom.  50  lbs.,  f.  100 
lbs.;  cons,  day,  30,000  gals.;  cost,  $18,o60;  cost 
mtce.,   $100;  wks.   owned  by   city. 

TIFTON,  p.  2,881;  f.  dept.  not  reported. 

Water  Supply — Src,  deep  well,  Vi  ni.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  2,000  gals.;  mat., 
iron;  res.  cap.,  160,000  gala.;  1  pump,  eng.,  dasa, 
stm.,  cap.  day  1.000,000  zals.;  mains,  c  i.,  8  m., 
4  in.  to  10  in.  dia.;  84  hyd.;  22  v.;  met.,  176;  800 
serv.;  pipe,  galv.  i.;  prea.,  dom.  40  lbs.,  x.  120  lbs.; 
cons,  day,  284,000  gala.;  cost,  $86,000;  cost  mtce., 
$4,600;  wks.  owned  by  city. 

TOCCOA,  p.  8,120;  dept.  equip.,  2  hose  carta, 
1,200  ft.  hose;  f.  al.,  bell;  voL 

Water  Supply — Src,  lake,  8  m.  bua.  cent.;  sys., 
grav.;  rea.  cap.,  85,000,000  gals.;  maina,  10-in.  c.  i., 
4  m.;  86  hyd.;  pres.,  dom.  100  lbs.;  cost  mtce., 
nomixial;  wks.  owned  by  city. 

TRION,  p.  1,721;  f.  area,  820  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  1  to  8  stor.;  wd.  rfs.  perm.;  t.  ft 
combt.  ord. ;  causes  of  f .  inv.  F.  dept. — C.  hand  ez., 
12  hose  car.;  hose,  rub.  lined,  gd.,  8,000  ft.;  f.  aL, 
bells;  val.  equip.,  $2,000;  val.  bldgs.,  $600;  tot. 
mem.,  100. 

Water  Supply — Src,  res..  %  m.  bus.  cent.;  rea. 
cap..  300,000  gals.;  supply  pump,  cap.  240,000 
gals,  day;  rotary  pumps,  cap.  500  gals,  min.;  f. 
pump,  1,000  gals.  min.  cap.;  mains,  c  i.,  4  m.,  4 
to  8  in.  dia.;  56  hyd.;  10  v.;  pres.,  dom.  80  lbs.,  f. 
90  lbs.;  cons,  day,  200,000  gals. 

VALDOSTA,  p.  7,556;  f.  area,  64  a.;  mere  bldgs., 
bk.  ft  i.,  1  to  5  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  limits;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 4  c  hand  ex.,  1  comb, 
c.  ft  h.  wag.,  1  auto.  comb.  h.  ft  1.  trk.  ft  chem., 
1  hose  car.;  hose,  cot.,  lined,  gd.,  4,000  ft.;  inf., 
1,000  ft.;  tot.  hose,  5,000  ft.;  f.  al.,  Oamewell,  88 
bx.;  val.  equip.,  $17,000;  vaL  bldgs.,  $6,200;  exp. 
dept.,  $9,500;  tot.  mem.  8,  pd.  full  time;  undrs. 
rating,  second  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.;  sys., 
pump  dir.;  res.  loc.  at  pump,  station;  cap.,  1,250,000 
gals.;  3  pump,  eng.,  cap.  day  6,000,000  gals.;  mains, 
c.  i..  21  1-6  m.,  4  to  14  in.  dia.;  rl20  hyd.;  102  v.; 
met.,  864:  1,181  serv.;  pipe,  galv.  i.;  pres.,  dom. 
55  lbs.,  f.  11>5  lbs.;  cons,  ohay,  420,000  gals.; 
cost,  $126,000;  cost  mtce.,  $9,500;  wks.  owned  by 
city. 

VIENNA,  p.  1,564;  f.  area,  160  a.;  mere  bldgs., 
wd.  ft  bk.  F.  dept. — 1  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,700  ft.;  f.  al.,  wh.;  tot.  mem.,  12  voL 

Water  Supply — Src,  wells  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  oap.,  90,000  gals.;  res.  cap., 
90,000  gals.;  pump,  eng.,  cap.  day,  720,000  gals.; 
maina,  4  m.;  6  to  10  in.  dia.;  25  hyd.;  30  v.; 
200  met.;  pres.,  dom.  60  lbs.;  f.  100  lbs.;  cons, 
day,  50,000  gals.;  cost,  $30,000;  cost  mtce., 
$2,000;  wks.  owned  by  city. 

WADLEY,  p.  872.  F.  dept. — 10  hand  ex.;  hoae, 
100  ft. 

Water  Supply — Src.  wella. 

WASHINGTON,  p.  8,065;  mere  bldgs.,  bk.,  1  to 
4  stor.;  priv..  bk.  ft  wd.,  2  stor.;  wdL  rfa.  not  perm.: 
fwka.  ft  combt.  ord.;  causes  of  f.  inv.  F.  depL— I 
eng.,  8  e  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  reels,  1 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft:  inf.,  600 
ft.;  tot.  hose,  1,600  ft.;  f.  aL,  telp.;  undrs.  rating, 
third  class. 

Water  Supply — Sre,  well  ft  creek,  2  nu  bua.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap.,  750,000  gala.;  mat, 
stL;  res.  cap.  760,000  gala.,  loe  at  sUtlon;  1  pump, 
eng.,  cap.  day  100,000  gals.;  mains,  e  L,  4  m.,  4 
to  8  in.  dia.;  80  hyd.;  6  v.:  met.,  56;  100  serv.; 
pipe,  galv.  i.;  pres.,  dom.  46  lbs.,  f.  160  lbs.;  cons., 
day  40,000  gals.,  wks.  owned  by  city. 

WAYCROSS,  p.  14,486;  f.  area,  100  a.;  mere 
bldgs.,  ibk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  1  to  S 
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•tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  auto,  pumpers, 
1  h.  HE  L  trk.,  2  comb,  c  h.  Jc  pumper.  2  bose  reels, 
6  c.  band  ex.:  bose,  cot,  rub.  lined,  gd..  2,000  ft.; 
rub.,  gd.,  1,000  ft:  inf.,  1,500  ft.;  tot.  hose,  4,600 
ft;  f.  al.,  Oamewell,  45  bz.;  val:  equip.,  |28,000; 
val.  bldgs.,  $'22,000;  ezp.  dept,  911,050;  tot  mem. 
11,  pd.  fttU  time  10,  toL  1. 

Watsr  Supply — Src,  wells;  sys.,  grav.;  pump  to 
res.,  to  stdp.  or  dlr.;  stdp.  cap.,  287,000  gals.,  dim. 
120  z  20;  res.  cap.,  50,000  jfals.;  2  pump,  enk.;  14 
air  oompressovs,  cap.  day  8,744,000  gals.;  mams,  c. 
L,  15  m..  4  to  10  in.  dia.;  156  byd.;  met.  6;  pres., 
dom.  60  lbs.,  f.  120  lbs.:  cost,  $i50,000;  cost  mtce., 
92,000;  wks.  owned  by  city. 

WAYNESBORO,  p.  2,729;  f.  area,  500  a.;  mere, 
bldgs..  bk.,  1^2  stor.;  priv..  wd.,  1  &  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  hose 
wag.,  c  jfc  h.  jc  1.  trk.,  8  hose  reek;  hose,  cot,  nd>. 
lined,  gd.,  1,200  ft;  f.  al.,  telp.;  val.  equip., 
99,500;  vaL  bldgs.,  $750;  tot  mem.,  16  vol. 

Watsr  Supply— fire.,  wells,  ^  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.; 
res.  cap.,  65,000  gals.:  8  pump,  eng.,  cap.  day 
800,000  gals.;  mains,  2^  m.;  34  hyd.;  16  v.;  205 
met;  410  serv.;  pres.,  dom.  62  lbs.,  f.  126  lbs.; 
cons,  day,  120,000  gals.;  cost,  965,000;  wks. 
owned  by  city. 

WEST  POINT,  p.  1,906;  f.  area,  1,200  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priT.,  bk.  &  wd.,  1  to  2 
■tor.;  wd.  rfs.  not  perm,  in  L  area;  fwks.  k  oombt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  c  tag., 
1  hose  cart.  1  hose  wa^.,  2  hrs. ;  hose,  rub.,  gd., 
1,600  ft,  cot.  rub.  lined,  gd.,  1,600  ft;  inf.  400 
ft;  tot  hose,  8,600  ft;  f.  al.,  wh.,  val.,  equip. 
93,500;  val.  bldgs.,  91.600;  ezp.  dept,  91.S00; 
tot.  mem.,  16,  pd.  full  time  2,  pd.  part  time  14. 


Water  Supply — Sre.,  creek,  1  m.  bus.  cent ;  sys.. 
pump  to  stdp.;  stdp.  cap.,  1,000,0.00  gals.;  res.  cap. 
5,000,000  gals.,  4  pump,  eng.,  cap.  day  1,000,000 

fals.;  mains,  c.  L,  20  m.,  4  to  10  in.  dia.;  48  lurd.; 
8  T.;  808  serv.;  pipe,  galv.  i.,  pres.,  dom.  80  Ibe., 
f.  100  lbs.;  cons,  day,  506,000  gals.;  cost,  9^2,000; 
cost  mtce.,  92,500;  wks.  owned  by  dtj. 

WHIGHAM,  p.  627.  F.  dept— YoL;  watervkn 
to  be  installed. 

WINDER,  p.  8,500;  f.  area,  26  a.;  mere  bldfft., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfa.  perm,  in  f«  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  hand  b.  ft  L  triL,  4 
hand  hose  carts;  hose,  cot,  tub.  lined,  gd.,  2!,000 
ft^;  f.  al.,  bell;  val.  equip.,  $8,000;  ezp.  dept., 
9i50;  tot  mem.,  24  voL 

No  waterwks. 

WRIOHTSVIU-E,  p.  2,000.  F  dept— 1  h.  ft  1. 
trk..  2  hose  wag.,  1,600;  ft  hose;  f.  al..  bell;  vsL 
equip.,  92,500;  tot  mem.,  10  vol.;  undrs.  rating, 
third  class. 

Water  Supply — Src,  well;  1  m.  bus.  cent;  m^ 
dir.  pres.;  2  pump,  eng.;  cap.  day,  216,000  gals.; 
30  hyd.;  pres.,  dom.  90  lbs.;  f.  200  Ibe.;  wksi 
owned  by  city. 

Places  with  a  population  of  1,000  or  more  having 
no  organzied  fire  dept — ^Abbeville,  Blueridge,  Oantoiw 
Commerce,  Gonyers,  Covington,  Edgewood,  Helena, 
Hogansville,  Lyons,  Harshville,  Roswell,  Roystoo, 
Senoia,  Seville,  Social  Circle,  Summerville,  Talbot- 
ton,   Tennille,   Union    Point,    warrenton,    Woodbuiy. 

Places  with  a  population  of  1,000  or  more  not 
reported — dazton.  Comer,  Conyera,  Dahlonega, 
Eastpoint,  Hazelhurst,  Lithonia. 
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HONOLULU,  p.  191,909.  F.  dept. — str.,  1  c 
eng.,  1  h.  ft  I.  trk.,  4  hose  wag.,  9  c  hand  ez.;  hoae, 
cot,  rub.  lined,  9,650  ft;  inf.,  2,200  ft;  tot  hose, 
11,850  ft;  20  hrs.;  f.  al.,  Gamewell,  84  bz.;  tot 
mem.  46,  pd.  full  time. 


Water  Supply — Src,  6  res.,  spr.  ft  surface  water; 
res.  cap.,  670,000,000  gals.;  5  res.  artesian  water, 
cap.  6,000,000  gala.:  sys.,  grav.  ft  pump  dir.;  5 
pumps,  triple  ezp.  nor.  comp.,  combined  pomp, 
cap.,  15,000,000  gals,  day;  mains,  84  m.,  2  to  18 
in.  dia.;  416  hyd. 
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AdHTON.  p.  502.  F.  dept — 2  hose  carts;  hose, 
cot,  rub.  lined,  gd.,  600  ft;  f.  al.,  bell;  tot  mem., 
•0  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
dir.;  stdp.  cap.,  30,000  gals.;  mat,  wd;  1  pump, 
eng.,  cap.  hour  14,400  gals.;  mains,  4  to  6  in.  dia.; 
7  hyd.;  pres.,  f.  100  lbs. 

BOISE  CITY,  p.  17.858;  mere  bldgs.,  bk.,  1  to  7 
stor.;  priv.,  bk.  ft  stn.,  1  ft  3  stor.;  wd.  rfs.  perm, 
outside  f.  limits;  combt  ord.;  causes  of  f.  inv.  F. 
dept —  2  str.,  2  comb.  c.  ft  h.  wag.,  8  c  eng.,  1 
aer.  trk.,  2  hose  wag.,  1  chief's  auto,  with  c;  hose, 
7,000  ft;  15  hrs.;  f.  al.,  Gamewell,  60  bz.;  cost 
mtce.,  926,753.64;  full  pd.  dept,  86  mem. 

Water  Supply — Src,  artesian  ft  open  wells,  2  m. 
bus.  cent.;  sys.,  grav.  ft  pump  to  stdp.;  mat,  stn.,  bk. 
ft  cem.;  4  res.,  comb.  cap.  5,990,000  gals.;  8  pump, 
ene.,  class  turbine,  cap.  day,  10,296,000  gals.;  mains, 
kalomein.  50  m.,  4  to  18  in.  dia.;  163  hyd.;  280  v.; 
met.  1,053;  1,800  serv.,  pipe,  galv.  i.;  pres.,  dom. 
40  lbs.,  f.  90  lbs.;  cons,  day,  2,000,000  gals.;  cost 
9350,000;  cost  mtce.,  927,000;  wks.  owned  by  Co. 

BUHL,  p.  689.  F.  dept — 2  hose  carts;  hose,  cot, 
rub.  lined,  gd.,  600  ft;  f.  al.,  bell;  tot  mem.,  17 
vol. 

Water  Supply — Src.  canal,  1  m.  bus.  cent;  s.vs., 
grav.;  mains,  4  to  6  in.  dia.;  18  hyd.;  pres.,  dom. 
66  lbs.,  f.  55  lbs. 

BURKE,  p.  1,500.  F.  dept. — 2  hand  hose  carts; 
hose.  800  ft;  f.  al.,  bell;  tot  mem.,  20  vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  86,000 
gals.;  4 -in.  msins;  11  hyd.;  pres.,  dom.  70  lbs. 

CALDWELL,  p.  3,648.  F.  dept — 1  auto.  comb, 
c  ft  h.  wag.,  2  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
wels;  hose,  cot,  nib.  lined,  gd.,  1,000  ft;  rub.  gd., 
1,000  ft;  inf.,  600  ft.;  tot  hose,  2.600  ft;  f.  aL, 
bell;  vaL  equip.,  91.800;  val.  bldgs.,  93,000;   exp. 


dept,  $2,500;  tot  mem.,   25,  pd.  full  time  8,  vol. 
22;   undrs.   rating,   fourth  cLa^. 

Water  Supply — Res.  cap.,  200,000  ffala.;  pump. 
1,750  gals.  min.  cap.;  4  wells;  mains.  6^  m.,  4,  6, 
8  ft  10  in.  dia.;  82  hyd.;  pres.,  100  lbs. 

COEUR  d'ALENE.  p.  9,291;  f.  area,  18  a.  F.  dept 
— 1  h.  ft  I.  trk.,  4  hose  carts;  hose,  2,000  ft;  vaL 
equip.,  98,000;  vaL  bldffs.,  9800;  ezp.  dept,  9400; 
tot  mem.,  40  voL 

Water  Supply — Sre.,  lake;  sya.,  pump.;  1  trip. 
pump,  cap.  1,200  jrals.  min.;  res.  cap.  500,000  gals.; 
63  hyd.;  mains,  20  m.;  pres.,  dom.  90  lbs.,  f.  150 
lbs.;  cost,  97,500. 

COTTONWOOD,  p.  685.  F.  dept — 1  h.  ft  L  trtc, 
2  hose  carts,  1  c  cart  with  2  c  tk.,  600  ft  bose; 
17  vol.;  f.  al.,  bell. 

Water  Supply — Src,  spr.,  M  m,  bus.  cent;  «ys., 
gnrav.,  pump  to  res.;  res.  cap.,  820,000  gals.;  1  pump, 
enfc.,  class  gasoline,  cap.  day  28,800  gals.;  mains, 
8tL,  3V^  m.,  6  to  8  in.  dia.;  12  hyd.;  12  v.;  met, 
4;  pres.,  dom.  8o  lbs.;  cost,  920,000;  wks.  owned 
by  Cottouwood  Water  ft  Light  Co. 

CUL  DE  SAC,  p.  486.  F.  dept — 8  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  750  ft;  f.  al.,  bell;  tot 
mem,,  23  vol. 

Water  Supply — Src,  creek  ft  spr.,  1  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  120,000  gals.;  msins,  6  la. 
dia.;  7  hyd.;  pres.,  dom.  85  lbs.,  f.  85  lbs. 

EMMETT,  p.  2,500.     F.  dept — 1  c  eng.,  1,000 

ft.  ho^e;  f.  al.,  bell;  tot.  mem..  30  \o\. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sya.. 
pump  to  stpd.;  1  pump,  eng.;  hyd.:  16  v.;  pres., 
dom.  60  lbs.,  f.  90  lbs.;  wks.  owned  by  city. 

FERDINAND,  p.  160.  F.  dept — 1  hose  cart; 
hose,  cot.,  rub.  lined,  gd.,  260  ft;  vol. 

Wstsr  Supply — Mountain  strm.;  sys.,  grav.;  res. 
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CM)..  S0,000  ffftls.;  maim,  4  in.  dl*.;  3  hyd.;  pres., 

GENESEE,  p.  742.  F.  dept — 1  h.  As  L  trk.,  1 
hoie  cart;  bote,  600  ft;  tot  mem.,  20. 

Water  Supply — Sys.,  sraT.;  rea.  cap.,  U0,000 
gate.;  ft5  hyd.;  prea.,  9S  Iba. 

QRANGEVILLE,  p.  1,684.     F.  dept  not  reported. 

Water  Supply — Src.,  spr.,  8^  m.  bus.  cent;  ays., 
grav.;  mat,  atl.;  res.  cap.,  40,000,000  gals.;  maina, 
8tl.,  25  m.,  1  to  10  in.  dia.;  25  hyd.;  28  ▼.;  8  met; 
pipe,  stl.;  pres.,  dom.  110  lbs.,  f.  110  lbs.;  cost 
mtce.,  140,000;  wks.  owned  by  Co. 

HAILEY,  p.  1,2S1;  f.  area*  100  a.;  mere  bldgs., 
mostly  bk.,  1  to  8  stor.;  priv.,  wd.,  1  to  8  etor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  onL; 
causes  of  f.  inv.  F.  dept — 1  h.  k  1.  trk.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,100  ft;  'rub.,  gd., 
650  ft;  tot.  hose.  1,750  ft:  f.  al.,  bell;  vaL 
equip.,  91,500;  vaL  bldga.,  $1,000;  tot  mem., 
21  vol. 

Water  Supply — Src,  creek,  2^  m-  bus.  cent: 
qrs.,  pump  to  res.  As  grav.:  rea  cap.,  825,000  gala.;  i 
pump,  eng.,  class  centrif.,  cap.  250  gals,  min,; 
mains,  8  m.,  2H  to  10  in.  dia.;  10  hyd.;  10  ▼.;  liO 
aerv.;  pipe,  iron;  prea.,  f.  87  to  85  lbs.;  cost,  $20,- 
000;  cost  mtce.,  $1,000;  wka.  owned  by  Oo. 

'HAfiRISON,  p.  9^2.  F.  dept — 1  e.  ens.,  8  hose 
carts;  hose,  1,200  ft;  f.  aL,  bell;  val.  equip., 
$1,500;  val.  bldgs.,  $500;  tot  mem.,  21  vol. 

Water  Supply— Src,  Lake,  %  m.  bus.  cent.; 
sys.,  pump  to  «tdp.;  stdp.  cap.,  100,000  gals.;  1 
pump,  eng.,  cap.  day  417,000  gala.;  mains,  8^ 
m.,  2  to  8  in.  dia.;  17  hyd.;  pres.,  dom.  60  lbs., 
f.  95  Ibe.;  cons,  day,  50,000  gals.;  cost,  $17,000; 
wks.  owned  by  priv.  Co. 

IDAHO  .FALLS,  p.  4,827;  f.  area,  1,280  a.;  mere, 
bldgs.,  Btn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.,  bk. 
ft  wd.,  1  ft  1^  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1 
comb,  c  ft  h.  wag.,  5  c.  hand  ex.,  1  hose  reel,  8 
hs«. ;  hose,  cot,  rub.  lined,  gd.,  2,000  ft.;  inf.,  400 
ft.;  tot  hose,  2,400  ft;  f.  al.,  telp.;  val.  equip., 
$8,500;  val.  bldga.,  $5,000;  ezp.  dept,  $5,000; 
tot  mem..  20,  pd.  full  time  8,  vol.   17. 

Water  Supply^-— Src,  riv.;  aya.,  pump  to  rea.  ft  dir.; 
res.  cap.,  10,000  gala.;  pump,  eng.,  cap.  day,  1,512,- 
000  gals.;  maina,  20  m.,  4  to  8  m  dia.;  41  hyd.;  48 
v.;  500  serv.;  pipe,  iron;  pres.,  dom.  40  to  50  lbs.,  f. 
00  lbs.;  cons,  dsy,  800,000  gals.;  cost,  $50,000; 
wks.  owned  by  Co. 

ILO,  p.  210;  f.  area,  25  a.;  mere  bldgs.,  wd.,  1  ft 
2  stor.;  priv.,  wd..  1V&  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwka.  ft  combt  ord.;  causes  of  f.  inv.;  F. 
dept. — 1  h.  ft  I.  trk.,  2  hose  oar.,  c.  hand  ex.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  val.  equip., 
$2,000;   vaL  bldgs.,  $600;  tot   mem.,   20   vol. 

Water  Supply — Src,  well,  1  block  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  res.  cap., 
60,000  gals.;  1  pump,  eng.;  cap.  day  40,000  gala.; 
mains,  1  m.,  6  in.  dia.;  8  nyd.;  25  v.;  pipe,  galv.  L; 
cost,  $8,000;  wks.  owned  by  <nty. 

JEROME,  p.  970.  F.  dept. — 2  hose  wag.;  hose, 
cot.,  TUb.  lined,  gd.,  1,000  ft;  rub.,  gd.,  50  ft.; 
inf.,  500  ft;  tot.  hose.  1,550  ft;  f.  all,  bell;  val. 
equip.,  $1,100;  val.  bldga.,  $5,000;  exp.  dept, 
$500;  tot.  mem.,  17  voL 

Water  Supply — Src,  wells;  ays.,  grav.;  stdp. 
cap.,  50,000  gals.;  res.  cap.,  50,000  gals.;  2 
pump,  eng.,  cap.  day  192,000  gala.;  mains,  wd.,  7 
m.,  1  to  8  in.  dia.;  16  hyd.;  21  v.;  276  met.;  276 
serv.;  pres.,  dom.  50  lbs.,  f.  75  lbs.;  cons,  day, 
50,000  gals.;  cost,  $80,000;  coat  mtce.,  $5,000; 
wka.   owned   by  priv.   corpn. 

JULIA  ETTA,  p.  414.  F.  dept — 1  hose  cart;  hoee, 
cot,  rub.  lined,  gd.,  500  ft;  f.  aL,  bell;  tot  mem., 
9  vol. 

Water  Supply — Src,  wella;  sys.,  grav.;  atdp.  cap., 
115,200  gals.:  rea.  cap.  50,000  gala.;  maina,  2  to 
6  in.  dia.;  6  nyd.;  pres.,  80  lbs. 

KELLOQQ,  p.  1,273.  F.  dept — 1  c  eng.,  20 
c.  hand  ex.,  2  ho«e  wag.,  2  hose  reels;  hose,  cot, 
rub.  lined,  gd.,  900  ft.;  f.  aL,  bell;  tot  mem., 
35  vol. 

Water  Supply — Src,  wella;  qya.,  grav.;  stdp.  cap., 
196,000  gala.;  maina,  4  to  8  in.  dia.;  18  hyd.;  pres., 
f.  170  lbs. 

KOOSKIA,  p.  500;  f.  area,  50  a.  F.  dept.— 2 
hand  hose  carts;  1000  ft  hose;  f.  al.,  bell;  val. 
equip.,  $1,100;  viL  bldgs.,  $100;  tot  mem.,  12 
voL 


Water  Supply — Src,  river,  1  m.  bus.  cent;  sm, 
pump  dir.;  1  pump,  eng.,  cap.  day,  150,000  gala.; 
mains,  8,600  ft;  15  £yd.;  8  v.;  12  serv..;  pres., 
dom.  ft  f.  67  lbs.;  cost,  $10,500;  cost  mtce., 
$500;    wks.    owned    by    city. 

LEWISTON.  p.  6.048;  mere  bldgs.,  bk.  ft  stn.,  8 
to  4  ator.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  auto.  comb, 
c  ft  h.  wag.,  1  h.  ft  1.  trk.,  6  hose  carts;  hose, 
4,200  ft;  f.  al.,  Gamewell,  27  bx.;  val.  equip., 
$16,278;  tot  mem.,  75  voL 

Water  Supply — Src,  Clearwater  riv.,  2  m.  bua. 
cent.;  sys.,  pump  to  2  res.;  res.  cap.,  3,000, OOa gala., 
loc  on  hilla  2  m.  aoutheaat  of  city;  5  pump,  eng., 
daaa  dup.  trip,  elec  ft  centrif.,  cap.  da/  9.000,000 
gals.;  maina,  atL  ft  wd.,  54  m.,  4  to  16  m.  dia.;  100 
hyd.;  249  v.;  met.,  812;  1,481  aerv.;  pipe,  galv.  L; 
pres.,  dom.  95  Iba..  f.  147  lbs.;  coat,  $226,000;  coat 
mtce.,  $21,000;  wks.  owned  by  city. 

MACKAY,  p.  688.  F.  dept— 2  c  hand  ex.,  1  h. 
ft  L  trk.,  2  hose  wag.;  hoae,  1,000  ft;  tot  mem., 
25. 

Water  Supply — Sya.,  grav.;  res.  cap.,  95,000  gala.; 
mains,  4  in.  dia.;  20  hyd.;  prea.,  95  Ibe. 

MONTPELIER,  p.  1,024;  f.  area,  S  aq.  m.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  8 
BboT.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  ft 
oombt  ord.;  cauaes  of  f.  inv.  F.  dept — 1  band  e. 
eng.,  1  h.  ft  L  trk.,  2  hoee  carts,  6  c  ex.;  hoae, 
rub.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,800; 
vol.  dept,  28  mem. 

Water  Supply — Wella;  no  waterwka.  aya. 

MOSCOW,  p.  8,670;  f.  area,  60  a.:  mere  bldga., 
bk.,  atn.  ft  iron,  2  ft  8  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfs.,  wd.  bldgs.,  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 5  hose  car.;  hoae,  rub., 
gd.,  2,400  ft;  inf.,  600  ft;  tot  hoae,  8.000  ft;  f. 
al.,  bell  ft  wh.;  vaL  equip.,  $9,500;  vaL  bldga.,  $2»- 
000;  exp.  dept,  $540;  tot  mem.,  100  voL 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  aya., 
pump  to  atdp.;  stdp.  cap.  60,000  gala.,  dim.  16  z  82, 
mat  stl.:  1  gaaoline  ft  2  stnu  pump,  eng.,  cap.  gaa- 
oline  808,000  gala,  day,  cap.  stm.  874,000  gala,  day; 
maina,  15  m.;  pipe,  iron;  prea.,  dom.  82  Iba.;  coat, 
$140,000;  coat  mtce.,  $7,000:  wka.  owned  by  city. 

(MOUNTAIN  HOME,  p.  1,411;  mere  bldgs.,  bk. 
ft  wd.,  1  ft  2  stor.;  priv..  wd.,  1  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwka.  &  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  c.  eng.,  1  hand  ladder  cart,  6 
ladders,  8  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
2,100  ft;  inf.  450  ft;  tot  hose,  2,550  ft;  f.  aL, 
bell  ft  wh.;  vol.  equip.,  $4,000;  vaL  bldga.,  $450; 
exp.  dept,  $1,200;  tot  mem.,  80  voL 

MULLAN,  p.  I,ft67.  F.  dept — 1  h.  ft  L  trk.,  2 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f. 
aL.  bell;  tot  mem.,  80  voL,  pd.  on  calL 

Water  Supply — Src,  creek;  aye^t  grav.;  rea.  cap., 
40,000  gala.;  maina,  2  to  5  in.  dia.;  18  hyd.;  prea., 
f.  185  Ids. 

NAMPA,  p.  4,206.  F.  dept. — 1  comb,  c  ft  h. 
wag.,  8  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  c.  eng.,  1 
hose  wag.,  2  hoee  carts,  8  hrs.;  hose,  cot,  rub. 
lined,  gd.,  8,000  ft;  inf.,  600  ft;  tot  hose, 
3.600  ft.;  f.  aL,  Oamewell.  24  bx.;  val.  equip.. 
$8,000;  val.  bldgs.,  $12,000;  exp.  dept,  $5,000; 
tot  mem.  17,  pd.  full  time  8,  pd.  part  time  4, 
vol.   10;   undrs.   rating,  third  olaas. 

Water  Supply — Src,  wella,  2  blocka  bus.  cent.; 
sys.,  girav.;  atdp.  cap.,  75,000,000  gals.;  2  pump, 
enff.;  cap.  day,  1,440,000  gals.;  maiiks,  stL,  Iron  ft 
wd.;  16  m.,  2  to  10  in.  dia.;  56  hyd.;  65  v.;  782 
met.;  782  serv.;  pipe,  iron;  pres.,  dom.  65  lbs.,  f. 
100  lbs.;  cons,  day,  100,000  gals.;  cost,  $82,000; 
cost  mtce.,  $6,500;  wka.  owned  by  city. 

NEW  PLYMOUTH,  p.  274  ;  f.  area,  820  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  8  ladders,  20 
buckets;  hose,  cot,  rub.  lined,  gd.,  100  ft;  f.  al., 
bell.;  val.  equip.,  $800;  tot.  mem.,  20  vol. 

No  waterwks. 

NEZ  PERCE,  p.  599.  F.  dept — 1  h.  ft  L  trk.,  1 
c.  eng.,  2  hoae  carta;  hoae,  cot,  rub.  lined,  gd., 
1,000  ft;  f.  al.,  bell;  voL 

Water  Supply — Src,  well;  aya.,  dir.  ft  grav.;  stdp. 
cap.,  40,000  gala.;  rea.  cap.,  160,000  gala.;  maina, 
4  to  6  in.  dia.;  11  hyd.;  prea.,  66  Iba. 

PAYETTE,  p.  1.948.  F.  dept. — 1  c  eng.,  2  carta; 
hose,  1.000  ft;  tot.  mem.,  15  voL 

Water    Supply-^Src,    'Payette    riv.,    %    m.    bua. 
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cent.;  sy«.,  dir.  pres.;  res.  cap.,  400,000  gals.;  2 
pump,  eng.,  cap.  600,000  gals,  day;  mains,  wd., 
10  m.,  4  to  10  in.  dia.:  59  hyd.;  275  met.;  800 
serv.;  pres.,  dom.  &  f.,  75  Um.  ;  cons,  day,  50,000 
gala.;  cost,  $60,000;  cost  mice.,  |2,000;  wks. 
owned  by  city. 

PECK,  p.  350.  F.  dept — 1  hose  cart;  hose,  cot., 
rub.  lined,  gd.,  250  ft;  f.  aL,  bell;  tot.  mem.,  8  vol. 

Water  Supply — Sra,  spr.;  syi.,  grav.:  res.  cap., 
S2,000  gala.;  mains,  4  in.  dia.;  4  hyd.;  pres.,  f. 
11>5  lbs. 

POOATELLO,  p.  9,110;  f.  area,  100  a.;  mere, 
bldgd.,  fitn.  &  bk.,  1  to  4  etor.;  ipriv.,  stn.,  bk.  jc  wd., 

1  to  8  storj  wd.  rfs.  not  perm.;  oombt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  comb,  c  &  h.  wag.,  1  c.  eng., 
4  c.  hand  ex.,  1  h.  <■&  1.  trk..  4  reels,  5  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  3,(500  ft.;  inf.,  400  ft;  tot. 
hose,  8,900  ft:  f.  aL,  Oamewell,  84  ox.;  val.  equip., 
f  8,000;  \<al.  bldgs.,  |20,000;  exp.  dept,  $10,000; 
tot  mem.  28,  pd.  full  time  6,  vol.  22. 

Water  Supply — Src.  mountain  strm.,  16  m.  bus. 
cent;  sye.,  grav.;  8  res.,  cap.  6,000,000  gals.;  mains, 
c.  i.,  20  m.,  2  to  18  in.  dia.;  55  hyd.;  98  v.;  1,600 
serv.;  pipe,  galv.  i.;  pres.,  dom.  110  lbs.;  cons,  day, 
2,000.000  gals.;  cost,  $450,000;  cost  mtce.,  $20,- 
000;  wks.  owned  by  prlv.  Co. 

RAT'HDRUM,  p.  726.  F.  dept — 2  hose  carta; 
boae,  cot,  rub.  lined,  gd.,  700  ft;  f.  aL,  bell;  tot 
mem.,  10  vol. 

Water  Supply — Src.,  mountain  atrm.;  ays.,  grav.; 

2  rea.,  combined  cap.  16,000  gala.;  malna,  4  to  6  in. 
dia.;  18  hyd.;  prea.,  66  Iba. 

REXBURQ,  p.  2,171;  f.  area,  180  a.  F.  dept — 2 
hand  hose  reela,  6  c.  hand  ex.,  1  h.  &  L  trk.,  lad- 
ders; hose,  cot.,  rub.  lined,  gd..  1,300  ft.;  exp. 
dept,  lift;  tot.  mem.  18,  pd.  full  time  1,  pd.  pait 
time  12. 

Water  Supply — Src,  well;  pump.;  1  pump,  eng., 
cap.  dav  17,280  gala.;  28  hyd.;  prea.,  dom.  78  Iba., 
f.  178  lbs.;  wka.  owned  by  city. 

SAND  POINT,  p.  2,998.  F.  dept — 1  atr.,  1  hose 
wag.,  1  hoee  cart,  1  hose  sled  for  winter,  2  c.  hand 
ex.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
inf.,  1,000  ft.;  tot  hose,  2,000  ft;  f.  al.,  Game- 
well,  27  bx.;  tot  mem.,  4,  pd.  full  time  1,  pd. 
paot  time  1,  vol.  2. 

Water  Supply— 8rc.,  creek,  5  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  700,000  gials.;  mains,  wd., 
28  m.,  6  to  14  in.  dia.;  78  hyd.;  24  met.;  920 
serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs.,  f.  80  to 
100  lbs.;  wks.  owned  by  priv.  Co. 

ST.  ANTIMONY,  p.  1,288.  F.  dept — 2  boae 
carta;  hose,  cot,  rub.  lined,  gd.,  800  ft.;  f.  aL,  bell; 
vol. 

Water  Supply — Src,  Snake  riv.,  %  m.  bus.  cent; 
sys.,  pump  dir.  &  stdp.;  stdp.  rap.,  75,000  (^Is.;  2 
pump,  eng.,  cap.  day  1,728,000  gals.;  mams,  12 
m.,  4  to  10  in.  dia.;  17  hyd.;  3^  v.;  pres.,  dom. 
40  Ibs^  f.  110  lbs.;  wks.  owned  by  Utah  Power  k 
Light  Co. 


TWIN  FALLS,  p.  6,268.  F.  dept — 1  comb.  h. 
&  c.  wag.,  1  auto,  str.,  2  hose  carts,  (5  hrs.;  hose. 
2,600  ft;  f.  al.,  bell;  tot.  mem.  7,  pd.  full  time. 

Water  Supply — ^Sre.,  canal;  4  email  rea.,  combined 
cap.  1,000,000  gala.;  maina,  18  z  12  in.  dia.:  6S 
hyd.;  prea.,  f.  90  Iba.;  cona.  day,  8,000,000  gals. 

WALLAOE.  p.  8,000;  f.  aorea,  %  aq.  m.;  mere 
bldgs.,  bk.  &  wd.,  1  to  6  stor.;  priv.  wd.,  1  &  2 
star.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  oombt 
ord.;  causes  of  f.  inv.  F.  dept. — 6  c  hand  ex.,  1 
comb.  h.  &  1.  trk.,  2  hose  oarts,  1  hose  wa^.,  4 
hra.;  hose,  cot,  rub.  lined,  gd.,  2,700  ft;  f.  aL, 
Gamewell,  20  bx.;  vaL  equip.,  $85,000;  v«L  bldge,, 
$10,000;  exp.  dept,  $7,000;  tot  mem.,  10,  pd. 
full  time. 

Water  Supply — Src,  mountain  atrm.,  2  m,  boa. 
cent;  aye.,  pump  to  res.;  rea.  cap.,  260.000  gala.; 
atdp.  cap.,  40,000  gala.;  80  hyd.;  mama,  atL  ft 
iron,  2  to  8  in.  dia.;  prea.,  dom.  120  Iba.:  coat» 
$106,000,  including  elec  plant;  wka.  owned  try  Co. 

WARDNER,  p.  1,869;  f.  area,  6  blocka;  mere. 
bldga.,  mostly  wd.,  1  stor.;  priv.,  wd.,  1  ator.;  wd. 
rfs.  not  perm,  in  f.  area;  cauaea  of  f.  inv.  F.  dept 
— 2  h.  ft  L  trka.,  2  c  hand  ex.,  8  hose  car.:  hoae, 
cot,  rub.  lined,  sd.,  2,000  ft;  f.  aL,  b^;  vaL 
equip.,  $8,860;  vaL  bldgs.,  $400;  exp.  dept,  $700; 
tot.  mem.,  40  voL 

Water  Supply-— Src,  creek  ft  spr.;  maina,  5  m., 
cent.;  ays.,  grav.;  res.  cap.,  250,000  gals.;  stdp. 
eap.,  40,000  gals.;  80  hyd.;  mains,  sti.  ft  iron, 
2  to  S  in.  dia.;  prea.,  dom.,  120  lbs.;  wks.  owned 
by  Co. 

WEISER,  p.  2,600;  f.  area,  8  blocka;  mere  bldga., 
bk.  ft  atn.,  1  to  7  stor.;  priv.,  1  to  2  ator.;  wd. 
rfa.  not  perm,  in  f.  area:  fwka.  ft  oombt  ord.;  causes 
of  f.  inv.  F.  d^t — o  hand  ex.,  1  c  eng.,  1  h. 
ft  ).  trk.,  8  boae  carta;  hoee,  cot,  rub.  lined,  gd., 
2,500  ft.;  f.  al.,  automatic  ft  wh.;  v«l.  equip., 
$3,200;  tot.  mem.,  60  vol. 

Water  Supply— *Src.,  Snake  riv.,  4  blocks  bus. 
cent;  sys.,  pump  to  res.;  2  res.,  cap.  500,000 
gals,  each;  8  pump,  eng.,  cap.  day  1,026,000 
gals.;  maina,  c  L  ft  stl.,  14  m.,  4  to  10  in.  dia.: 
•120  hyd.;  100  v.;  700  met;  700  serv.;  pipe, 
galv.  i.;  pres.,  dom.  60  to  80  lbs.,  f.  100  lbs.; 
cons,  day,  265,000  gals.;  cost,  $180,000;  vhts. 
owned  by   city. 

WENDELL,  p.  482.  F.  dept —  1  hose  cart;  hose, 
cot.  rub.  lined,  gd.,  600  ft;  voL 

water  Supply — Src,  2  pumps,  M  m.  bua.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gala.;  res. 
cap.,  50,000  gals.;  2  pump,  eng.,  cap.  day  72,000 

gals.;  mains,  wd.,  8  2-3  m.,  2  to  6  in.  dia.;  10 
yd.;  20  v.;  140  met;  140  serv.;  pres.,  dom.  ft 
f..  50  lbs.;  cons,  day,  40.000  gals.;  cost,  $17,446; 
wks.  owned  by  city. 

Towns  of  1,000  population  not  reported — ^Ameri- 
can Falls,  Blackfoot,  Uoleda,  Oakley,  Paria,  Sho- 
shone. 
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ABINGDON,  p.  2,464;  f.  area,  820  a.;  mere 
bldgs.,  bk.,  IH  ft  2  stor.;  priv.,  wd.,  IH  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept. — 
1  hand  eng.,  1  c  eng..  4  c  hand  ex..  1  h.  ft  1. 
trk.,  1  hose  wag.,  1  hose  car.;  hose,  rub.,  gd.,  900 
ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $2,600;  val. 
bldgs.,  $3,000;  tot.  mem.,  50  vol.;  undrs.  rating, 
third  class. 

Water  Supply — Src,  wells  ft  cisterns,  in  bus. 
cent;  ays.,  grav.;  pump  to  res.  ft  dir.;  stdp.  cap., 
86,000  gals.,  dim.  11  x  48,  mat.  stL,  bk.  ft  stn.; 
res.  cap.,  98,000  gals.,  loc  near  well;  2  pump, 
sng.;  mains,  c.  L,  5%  m.,  4,  6  ft  8  in.  dia.;  68 
hyd.;  25  v.;  met,  175;  200  serv.;  pipe.  galv.  ft 
s.  L;  pres.,  dom.  60  lbs.,  f.  150  lbs.;  cost,  $85,000; 
cost  mtce.,  $1,100;  wks.  owned  by  city. 

ALBION,  p.  1,281;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  hand  eng.,  1  h.  ft  1.  trk.;  hose, 
cot,  rub.  lined,  gd.,  500  ft;  rub.,  gd.,  800  ft; 
tot.  hose,  800  ft;  vaL  bldgs.,  $200;  exp.  dept, 
$60;  tot  mem.,  10  vol. 

Water  Supply — Src,  wells  ft  cistema,  cap.  85,- 
000  gals.;  sys.,  pump  to  stdp.;  stdp.  cap.,  80,000 
gals.:  1  pump,  eng.;  mains,  4H  ni.;  29  hyd.; 
met,    140;    160    serv.;    pres.,   dom.   69   lbs.,    f.    69 


lbs.;   cons.,   day   50,000  gals.;   cost   $20,000;  cost 
mtce.,  $800;  wks.  owned  by  city. 

ALEDO,  p.  2,144;  mere  bldgs..  bk.,  2  ft  8  stor.: 
priv.,  wd.,  1^  ft  2  stor.;  wd.  rfs.  not  perm..  F. 
dept. — 1  c  eng.,  1  hose  wag.,  2  hose  carts.  1 
h.  ft  L  trk.;  hose,  rub.,  gd.,  1,000  ft;  f.  al.,  bell 
ft  wh. ;   tot.   mem.,   80  vol. 

Water  Supply — Src,  well,  malna,  1  m.,  4  to  6 
in.  dia.;  92  hyd. 

ALEXIS,  p.  829.  F.  dept — 1  hand  eng.,  1 
h.  ft  L  trk.,  2  hose  carts;  hose,  960  ft;  tot 
mem.,   80. 

Weter  Supply — Src,  wells.  In  bus.  cent;  aye>« 
pump  to  res.;  res.  cap.,  50,000  gals.;  1  pump,  cap.. 
100  gals,  min.;  mains,  2  m.:  10  hyd.;  05  met; 
100  serv.;  pres.,  dom.  ft  f.,  40  lbs.;  cons,  day,  S0,000 
gals.;  cost,  $60,000;  cost  mtce.,  $900;  wka.  owned 
by  city. 

ALGONQUIN,  p.  642.  F.  dept— 1  h.  ft  L  trk.,  n 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  600  ft: 
f.  al.,  wh.  ft  bell. 

Weter  Supply— Src,  apr.;  sys.,  grav.;  res.  cap., 
105,000  gals.;  2  pump,  eng.,  combined  cap.  day 
200.000  gals;  mains,  2%  m.,  4  to  8  in.  die.;  SI 
hyd.;  pres.,  dom.  40  lbs.,  f.   100  Iba.;  oooa.  day. 
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500,000  galB.;  cost,  |15,000:  cost  mtce..  t200:  wki. 
owned  by  city. 

ALHAMBRA»  p.  488.  F.  dept. — 1  hand  eng.; 
hose,  gd.y  200  ft.;  vol. 

ALTAMONT,  p.  1,828.  P.  dept.— 1  hand  enc., 
1  h.  As  1.  trk.,  1  hose  cart,  1  hose  wag.;  1  aL,  bell; 
vaL  equlpi,  2,000;  ezp.  dept,  f260;  tot.  mem.,  16 
▼ol.;  undrs.  rating,  third  daas. 

Water  8upply---Src.,  cisterns  k  wells. 

ALTON,  p.  17,528;  f.  area,  2,000  a.;  mere, 
bidgs.,  bk.,  2  to  4  stor.;  priv.,  bk.  k  wd.,  1  lo  3 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  auto,  trkb.,  1 
h.  &  1.  trk.,  8  hose  trks.,  9  hrs.;  hose,  rub.  lined, 
gd.,  5,000  ft.;  f.  al.,  Oamewell,  20  bx.;  val.  equip., 
$28,000;  val.  bIdgs.,  $20,000;  ezp.  dept.,  918,000; 
tot.  mem.,  28,  pd.  full  time;  undrs.  rating,  first 
class. 

Water  Supply — Src.,  Mias.  riv.,  1  m.  bus.  cent.; 
sys.,  grav.  Ae  pump  to  stdp.;  stdp.  cap.,  850,000 
gals.,  mat.  stl.;  5  pump,  eng.,  class  centiif.  comp. 
4b  trip,  expansion,  cap.  day  20,000,000  gals.;  2  new 
boilers,  850  hp.  each,  at  pump,  plant;  mains,  c.  i., 
48  m.,  4  to  18  in.  dia.;  858  hyd.;  201  v.;  2,116 
met.;  serv.,  8,18.1;  pipe,  galv.  i.;  pres..  dom.  46  to 
100  lbs.,  f.  75  to  160  lbs.;  cons,  day,  3,500,000 
gala.;  wks.  owned  by  priv.  Ck>. 

ALTONA,  p.  528.  F.  dept — 1  c.  eng.,  1  comb. 
c.  &  h.  wag.,  0  c  hand  ex.,  1  h.  ft  1.  trk.;  hose,  cot, 
rub.  lined,  gd.,  250  ft.;  rub.,  gd.,  50  ft;  tot  hoae, 
800  ft;  f.  al.,  bell;  val.  equip.,  91,500;  vaL  bldga., 
91,000;  tot  mem.,  80  vol. 

Water  Supply — Src,  wells  ft  cisterns. 

AM  BOY,  p.  1,749;  f.  area,  640  a.;  mere,  bldgs., 
stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.  F.  dept — 
1  str..  8  hose  reels;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft.;  f.  al.,  bell;  val.  equip.,  96,000;  val.  bldgs., 
94,000;  exp.  dept,  91>000;  tot.  mem.,.  20,  pd. 
915.00  yr. 

Water  Supply — Src,  wells;  sys.,  pump  850  gals, 
min.  to  res.;  stdp.  cap.,  61,000  gals.;  res.  cap., 
50,000  gals.;  mains,  IH  m.,  6  to  8  in.  dia.;  16 
hyd.;  pres.,  dom.  45  lbs.,  f.  85  lbs.;  cost,  915,000; 
cost  mtce.,  91,000;  wks.  owned  by  city. 

ANNA,  p.  2,809;  f.  area.  600  a.;  mere  bldgs., 
bk.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  gas  eng.,  1  hand  eng.,  25  c.  hand 
ex.,  1  h.  ft  L  trk.,  2  hose  reels;  hose,  cot,  rub. 
92.000;   exp.   d^t,   9800;  tot   mem.,   12. 

Water  Supply — ^No  waterwka.  system. 

ANTIOCH,  p.  682;  f.  area,  6  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  cauaea  of  f.  inv.  F. 
dept. — 7  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.;  750  ft;  f.  aL,  bell;  vaL  equip., 
91,000;  exp.  dept,  925;  tot  mem.,  82  vol. 

APPLE  RIVER,  p.  581.  F.  dept — 1  c  eng.; 
hose,  cot,  rub.  lined,  gd.,  500  ft 

ARCOLA,  p.  2,100;  f.  area,  200  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  causes  of  f.  Inv.  F.  dept. — 
1  c  eng.,  1  h.  ft  1.  trk.,  8  hose  reels;  hose,  cot, 
rub.  lined,  gd.,  2,400  ft;  f.  aL,  bell  ft  wh.;  vaL 
equip.,  91.600;  vaL  bldrs.,  92,500;  tot.  mem.,  26 
voL:  undrs.  rating,  third  class. 

Watar  Supply — Src,  wells,  ^  m.  bus.  cent; 
«ys.,  pump  to  0tdp.;  atdp.  cap.,  88,000  gala.,  res. 
cap.,  108,000  gala.;   2  pump,  eng.,  cap.  day  482,- 

000  gala.;  mains,  6  m.,  4  to  8  In.  dia.;  46  hyd.; 
27  v.;  200  eerv.;  pres.,  dom.  45  Ibe.,  f.  100  lbs.; 
ooDS.,  day  120,000  gals.;  coat,  940,000;  coat 
mtce.,   92,000;   wks.    owned   by   city. 

ARLINGTON  HEIGHTS,  p.  1,948;  f.  area,  700 
a.;  mere  bldgs.,  bk.,  1  to  2  stor.;  priv.,  bk.  ft 
wd.,  1  to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.     F.  dept. — 1   e  hand  ex.,  2  hose  carts, 

1  h.  ft  L  trk.;  hose,  cot,  rub.  lined,  gd.,  1,500 
ft.;  Inf.,  200  ft;  tot  hose,  1,700  ft;  f.  aL,  bell 
ft  wh.;   val.   bld^s.,   98,000;   tot.   mem.,   40. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  res. 
cap.,   100,000  gals.;  pump  cap.,  20,000  gala,  hr.; 
mains,   6^    m.;   87  hyd.;   87  v.;  met,   98;  pres. 
dom.  60  lbs.,  f.  98  lbs.;  wka.  owned  by  village 

ARTHUR,  p.  1,080.  F.  dept — 2  c  hand  ex.,  2  hose 
wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  aL,  bell;  val.  equip.,  91,200;  vaL  bldga.,  92,000; 
tot.  mem.,  21  vol. 

ASHLAND,  p.  1,096;  f.  area,  640  a.;  mere 
bldgs.,  bk.,   1  to  2  stor.;  wd.  rfs.  not  perm,  in  I. 


area:  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
suto.  str.,  1  hose  cart;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  f.  al..  bell;  vaL  equip.,  92.000;  vaL 
bldga.,  93,000;  exp.  dept,  940;  tot.  mem.,  6,  pd. 
full  time. 

Water  Supply — Src,  creek,  wells  ft  cisterns,  in 
bus.  cent.;  s>'s.,  pump  by  hand. 

ASHTON,  p.  779.  F.  dept — 1  str.,  1  c  eng., 
1  ti.  ft  1.  trk,  1  hose  cart;  hose,  1,000  ft;  f.  id., 
belL 

Water  Supply — Src,  R.  R.  tank. 

ASSUMPTION,  p.  1,918;  f.  area,  600  a.;  mere 
bldga.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1 
e    eng.    on    wis.,    1    h.    ft    1.    trk.,    1    Hose    wag., 

1  hose  cart;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft; 
inf.,  650  ft;  tot.  hose,  1.650  ft;  f.  aL,  wh.  ft 
bell,  8  bx.;  vaL  equip.,  98,500;  vaL  bldgs.,  92,500; 
exp.  dept,  9650;  tot  mem.,  25,  pd.  part  time.' 

Water  Supply*— Src,  wells  ft  cisterns;  stdp.  cap., 
60,000  gals. 

ASTORIA,  pop.  1.357.  F.  dept — 1  comb.  h.  ft 
L  wag.;  hose,  500  ft;  vol. 

Water  Supply — Src,  artesian  wells;  sys.,  pump 
to  stdp.  ft  res.;  stdp.  cap.,  85,000  gals.;  res.  cap., 
112,000  gals.;  ma^ns,  3  m.;  23  hyd. 

ATKINSON,  p.  805.  F.  dept — 1  hand  eng.; 
hose,  cot,  rub.  lined,  gd.,  350  ft;  f.  al.,  beU; 
tot  mem.,  25  vol. 

ATLANTA,  p.  1,367;  f.  area,  10  a.;  mere  bldgs., 
bk.,   2  stor.;  priv.,  wd.,   1   ft  2  stor.;  wd.  rfs.  not 

f^enn.     F.  dept. — 1  h.  ft  1.  trk.,  1  hose  car.;  hose, 
inen,  rub.   lined,  gd.,  600   ft;  tot.   mem.,   40  voL 
Water  Supply — Src,  well;   sys.,  pump  to  stdp.; 
stdp.  cap.,  84,000  gals.;  pump,  eng.,  cap.  day  260,- 
000    gals.;    mains,    1%    m.,    1    to    8    in.    dia.;    12 
hyd.;  6  v.;  pres.,  f.  15  lbs.;  coat,  930,000. 

AUBURN,  p.  1,814.  F.  dept. — 1  str.;  hose,  cot, 
rub.  lined,  gd.,  500  ft. 

AURORA,  p.  29,807;  f.  area,  6.9  sq.  m.;  mere 
bldga.,  bk.,  2  to  5  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord;  causes  of  f.  inv.  F. 
dept. — 1  str.  in  reserve,  8  auto.  oomb.  c.  ft  h.  trk., 

2  auto.  aer.  trk.,  12  c  hand  ex.,  1  diiefs  wag.,  6 
hrs.;  hose,  cot,  rub.  lined,  gd.,  8.000  ft;  f.  aL, 
GameweU,  110  ox.;  vaL  equip.,  926,500;  v^.  bldgs., 
940,000;  exp.  dept,  938,000;  tot  mem:  30,  pd. 
full  time;  undrs.  rating,  first  class. 

Water  Supply — Src,  wells,  IH  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  225,000 
p^als.,  dim.  18  x  155,  loc  500  ft  station,  mat 
iron;  res.  cap.,  1,316,000  gals.,  loc  50  ft  station; 

3  pump,  eng.,  sizes  16  x  28  x  39,  14  x  22  x  18, 
cap.  day  5,000,000  gals.;  mains,  c  i.,  72  m.,  4  to 
16  in.  dia.;  601  hyd;  652  v.;  met,  5,402;  5,402 
serv. ;  pipe,  lead  ft  iron;  pres.,  dom.  76 H  lbs.,  f.  110 
lbs.;  cons.,  day  2,200.000  gals.;  cost  9500,000; 
cost  mtce.,  922,000;  wka.  owned  by  city. 

AVA,  p.  780.  F.  dept — 1  str.;  hose,  cot,  rub. 
lined,   gd.,    500   ft 

AVON,  p.  865.  F.  dept — 1  hand  eng.;  hose, 
cot,  rub.  lined,  gd.,  750  ft.;  voL 

BARRINGTON,  p.  1,444;  f.  area,  640  a.;  mere 
bldga.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept. — 1  h.  ft  1. 
trk.,  1  hose  cor.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft;  f.  aL,  bell  ft  wh. ;  vaL  equip.,  9800;  vaL  bldga., 
96.000;  exp.  dept,  9200;  tot.  mem.,  18  voL 

water  Supply — Src,  wells,  at  bus.  cent.;  sys., 
pump  to  rea.  ft  stdp.;  stdp.  cap.,  96,000  gals., 
dim.  60  X  18,  mat.  stl.;  res.  cap.,  40,000  gals., 
loe  on  hill  %  m.  town;  1  compressor  ft  1  pump, 
cap.  day  600,000  gals.;  mains,  c  L,  7  m.,  4  to 
6  in.  dia.;  60  hyd.;  10  v.;  250  serv.;  pipe,  galv.  i. ; 
pres.,  dom.  70  lbs.,  f.  00  lbs.;  cons.,  day  100,000 

gals.;  cost,  926,000;  cost  mtce.,  9200;  wks.  owned 
y  city. 

BARRY,  p.  1,647;  f.  area,  160  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm.  F.  dept. — 1  c  eng.,  1  hand  eng.,  2  c 
hand  ex.,  1  h.  ft  L  trk.,  2  hose  car.;  hose,  cot, 
rub.   lined,  gd.,   2.000   ft;  tot.   mem.,   vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  1,300  bbla. ;  pump,  eng.,  cap. 
hour  400  bbls.;  mains,  1  m.,  4  to  6  in.  dia.;  7 
hyd.;  prea.,  f.  40  lbs.;  cost,  920,000;  coat  mtce., 
9500;  wks.  owned  by  city. 

BATAVIA,  p.  4,436;  f.  area,  3,000  a.;  mere 
bldga.,   wd.   ft   stn.,   8  stor.;   priv.,   wd.   ft  stn.,   S 
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•tor.;  wd.  rfs.  perm.  F.  dept. — 8  hose  car.;  hose, 
cot,  rob.  lined,  gd.,  2,200  ft.;  inf.,  150  ft.;  tot. 
hose,  2,350  ft.;  f.  al.,  wh.;  val.  equip.,  $3,800;  val. 
bldgs.,  $2,000;  tot.  mem,  80  Toll. 

Wat*r  Supply — Src,  well,  1^  m.  bus.  cent.; 
sys.,  pump  to  stdp.  &  dir.;  stdp.  cap.,  500,000 
gals.;  2  res.,  cap.  100,000  gals,  each;  2  pump, 
eng.,  cap.  day  1,600,000  giJs.;  mains,  26  m., 
4  to  10  in.  dia.;  91  hyd.;  met,  1,700;  2,500 
serv.;  pres.,  dom.  65  lbs.,  f.  125  lbs.;  cost,  $500,- 
000;   wks.  owned  by  city. 

BBARDSTOWN,  p.  6,107;  f.  area,  800  a.;  mere, 
bldgs..  .bk.,  2  &  8  ator.:  priv.,  bk.  &  wd.,  1  &  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  <ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  8  hose  reeto; 
hose,  cot,  rub.  lined,  2,500  ft;  f.  al.,  bell  it  telp.; 
vaL  equip.,  $6,000;  vaL  bldgs.,  $2,000;  ezp.  dept, 
$1,650;  tot  mem.  18,  pd.  fuU  time  2,  voL  16. 

Water  Supply — Src,  wells,  I  in.  bus.  cent.;  sys., 
pump  to  stdp.  A  dir.;  stdp.  cap.,  40,000  gals.; 
pump,  eng.,  cap.  day  1,000,000  gals.:  mains,  c.  i., 
14  1-5  m.,  4  to  8  in.  dia.;  74  hyd.;  650  serv.; 
pres.,  dom.  40  lbs.,  f.  126  lbs.;  cost,  $50,000; 
cost  mtce.,  $4,000;  wks.  owned  by  dty. 

BELLEVILLE,  p.  21,132;  L  area,  6  sq.  m.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  5  stor.;  priv.,  bk.,  1  to  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept — 2  str.,  6  c.  hand  ex.,  1  h.  ft  L  trk.,  1  comb. 

e.  ft  h.  wag.,  8  hose  car..  8  hrs.;  hose,  cot,  rub. 
lined,  gd.,  6,500  ft;  inf.,  1,100  ft.;  tot.  hose, 
7,600  It.;  f.  aL,  bell  ft  telp.,  20  bx.;  val.  equip., 
$20,000;  val.  bldgs.,  $14,000;  exp.  dept,  $18,500; 
tot  mem.,  18,  pd.  full  time;  undrs.  rating,  first 
class. 

Water  Supply — Src,  Miss,  riv.,  1^  m.  bus. 
cent;  sys.,  pump  to  res.,  to  stdp.  ft  dir.;  stdp. 
cap.,  500,000  gals.,  dim.  26  x  120,  mat.  iron; 
res.  cap.,  500,000  gals.,  loc  at  station;  8  pump, 
eng.,  class  simplex,  non-con.  ft  trip,  cond.,  com- 
bined cap.  day  7,000,000  gals.;  mains,  c  !.,  65 
m.,  4  to  20  in.  dia.;  884  hyd.;  met,  2,000;  2,500 
serv.;   pipe,   lead  ft  galv.   L;   pres.,   dom.    40   lbs.. 

f.  110  lbs.;  cons.,  day  850,000  gals.;  wka.  owned 
by  Co. 

BELVIDERE,  p.  7,258;  f.  area,  1,800  a.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  auto.  comb.  pump, 
eng.,  1  h.  ft  1.  trk.,  6  hand  ex.,  2  comb.  c.  ft  h.  wag., 

3  an.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft.;  f. 
al.,  telp.;  val.  equip.,  $7,000;  val.  bides.,  $12,000; 
exp.  dept,  $10,0<50;  tot  mem.  8,  pd.  fuU  time. 

Water  Supply — Src,  wells:  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  166,000  gals.;  res.  cap.,  500,000 
gals.;  2  pump,  eng.,  class  dup.,  size  10  x  10%  x 
10,  cap.  day  2,000.000  gals.;  mains,  c  i.,  28 
m.,  4  to  10  in.  dia.:  108  hyd.;  100  v.;  met,  765; 
1,850  serv.;  pipe,  galv.  L:  pres.,  dom.  70  lbs.,  f. 
TOO  to  125  lbs.;  cons.,  asy  750,000  gals.;  cost, 
$125,000;  cost  mtce.,  $6,000;  wks.  owned  by  city. 

BEMENT,  p.  1,580;  f.  area,  20  a.;  mere,  bldgs., 
wd.,  1%  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 2  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  car.,  hooks,  ladders  ft 
buckets;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  aL, 
bell;  val.  equip.,  $1,000;  val.  bldgs.,  $500;  tdt 
mem.,    28  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  670,000  gals.;  res.  cap.,  40,000  sals.; 
pump,  eng.,  cap.  day  1,440,000  gals.;  mains,  2  m., 

4  to  8  in.  dia.;  19  hvd. ;  met,  40;  75. serv.;  pres., 
dom.  48  lbs.,  f.  150  lbs.;  cost,  $18,000;  cost  mtce., 
$1,000;  wks.  owned  by  village. 

BENLD,  p.  1,912;  f.  area,  8  blocks;  mere 
bldgs.,  bk.,  «tn.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  1ft  2  fltor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.;  F.  dept. — 1 
■tr.,  1  c.  hand  ex.,  1  hose  reel,  2  hn.;  hose,  cot, 
rub.  lined;  gd.>  500  ft;  inf.,  500  ft.;  tot  hose, 
1,000  ft;  I.  aL  bell;  vaL  equip.,  $2,000;  exp. 
dept,  $500;  tot.  mem.,  16  voL 

Water  Supply — Src,  wells  ft  cisterns. 

BENSON,  p.  862.  F.  dept. — 6  c.  ex.,  1  hose 
cart:  hose,  500  ft;  f.  aL.  bell;  tot  mem.,  15. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  res.;  stdp.  cap.,  1,400  bbls.;  res.  cap.,  8,000 
bbls.;  mains,  1%  m.;  15  hyd. 

BETH  ALTO,  p.  447;  f.  area,  640  a.  F.  dept — 
1  c  eng.,  1  h.  ft  L  trk.;  val.  equip.,  $1,200;  val. 
bldgs.,  $600;  exp.  dept,  $100;  tot  mem.,  20,  pd. 
part  time. 

Water  Supply-^Src.  wells. 


•BLANOINSVILLE,  p.  087;  f.  area,  820  a.;  mae. 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  S 
stor.:  wd.  rfs.  not  perm.;  fwka.  ft  oombt  ord. 
F.  dept — 2  c.  eng.;  hose,  rub.,  gd.,  560  ft: 
val.  equip.,  $750;  exp.  dept,  $100;  tot  mem.,  20 
vol.;  undrs.  rating,  fourtti  daas. 

Water  Supply — Src,  wells. 

BLOOMINQTON,  p.   25,768;   f.   area.   1  sq.   m.; 

mere  bldgs.,  bk.,  2  to  7  stor.;  priv..  wd.,  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  in  reserve, 
2  c.  eng.,  10  e  hand  ex.,  1  h.  ft  L  trk.,  1  in 
reserve,  1  comb,  hose  wag.,  4  hose  wag.,  1  in 
reserve,  2  chiefs  wag..  1  exercise  wag.,  14  hxa.; 
hose,  8,800  ft;  f.  al.,  Oamewell,  58  bx.;  vaL 
equip.,  $21,000;  val.  bldgs.,  $48,000;  exp.  dept, 
$80,000;  tot  mem.,  88. 

Water  Supply-— Src,  20  wells,  1V&  m.  bus.  cent; 
sys.,  dir.  pres.,  res.  cap.,  10,500,000  gals.;  2  pump, 
eng.,  class  comp..  cap.  day  10,000,000  gals.;  nmina, 
c  i.,  60  m.,  4  to  20  in.  dia.;  648  h}'d.;  896  v.; 
met.  4,820;  5,520  serv.;  pipe,  lead;  pres.,  dom. 
70  lbs.,  f.  125  lbs.;  cons,  day,  2,600,000  giah.: 
coat,  $600,000;  cost  mtce.,  $40,000;  wka.  owned 
by  city. 

BLUE  ISLAND,  p.  8,048;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  str.,  1  comb.  c.  ft  h.  wag., 
1  e  hand  ex.,  1  h.  ft  L  trk.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  rub.,  fair,  800  ft.:  inf.,  700 
ft;  tot  noie,  8,000  ft;  f.  al.,  telp.,  17  bx.;  vaL 
equip.,  $6,350;  val.  bldgs.,  $11,500;  exp.  dept, 
$545;  tot  mem.,  42. 

Water  Supply---Src.,  wells:  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  200,000  gals.;  pump,  eng.,  capu 
day  1,000.000  gala.;  mains,  20  m.,  6  to  10  in. 
dia.;  800  lurd.;  50  v.;  met,  50;  1,500  serv.;  pres., 
dom.  80  lbs.,  f.  50  lbs.;  cost,  $100,000;  cost 
mtce.,  $15,000;  wks.  owned  by  town. 

BLUE  MOUND,  Macon  Co.,  p.  900;  mere  bldgs., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfa.  perm,  in  f.  area.  F.  dept. — 1  gaso- 
line eng.,  1  hose  reel;  hose,  906  ft;  f.  aL,  telp.; 
vaL  equip.,  $1,000. 

Water  Supply — Src,  well,  near  bus.  cent;  vys., 
pump  to  stdp.;  stdp.  cap.,  80,000  gals.;  dim.,  16  x 
60;  mat,  wd.  ft  bk.;  2  pump,  eng.,  cap.  day  450,- 

000  gals.;  mains,  wd.  ft  iron,  2  m.,  4  to  12  in. 
dia.:  32  hyd.;  18  v.;  pipe,  wd.  ft  e  i.;  pres.,  dom. 
80  lbs.,  f.  46  lbs.;  cons.,  day  18,000  gala.;  cost. 
$4,000;  cost  mtce.,  $400;  wks.  owned  by  city. 

BLUFFS,  p.  766.  F.  dept — 1  e  eng.,  150  ft 
gd.  hose;  vol. 

Water  Supply — Src,  wells. 

BRACEVILLE,  p.  071;  f.  area,  40  a.;  mere 
bldgs.,  wd.  ft  bk.,  1  ft  2  stor..;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.  F.  dept. — 2  stationaiy  dir. 
pumps,  1  e  eng.,  1  h.  ft  L  trk.,  2  hose  car.,  1  c. 
eng.;  hose,  1,400  ft.;  f.  aL,  bell;  val.  bldgs., 
$1,000;  exp.  dept,  $800;  tot  mem.,  6,  pd.  full 
time. 

Water  Supply — Src,  wells;  ays.,  pump  dir.;  res. 
cap.,  16,160  gals.;  pump,  eng.,  cap.  day  1,728,000 

fals.;  mains,   IH    m.,   4   in.  dia.;   18  hyd.;   pres. 
.    100    to    125    lbs.;    cost,    $11,500;    cost    mtce., 
$1,475;  wks.  owned  by  dty. 

BRADFORD,  p.  770.     F.  dept — 24  e  hand  ex.. 

1  h.  ft  L  trk.,  2  hose  reels;  hose,  1,000  ft;  t 
al.,  telp.  ft  bell. 

Water  Supply — Src,  wells;  tk.  cap.,  100,000 
gals.;  mains  to  tk.,  cap.  28,000  gala. 

BRADLEY,  p.  1.042.  F.  dept — 1  hose  cart,  800 
ft.  hose;  f.  aL,  bell;  tot  mem.,  12  vol.;  undrs. 
rating,  4^  class. 

Water  Supply — Src,  wells;  sya.,  pump  to  atdp.; 
stdp.  cap.,  50,000  gals.;  mains,  8H  m.,  4  to  8 
in.  dia.;  86  hyd.;  prea.,  dom.  80  lbs.,  f.  60  IbiL; 
wks.  owned  by  city. 

BRAIDWOOD,  p.  1,968;  mere  bldgs.,  wd.  ft  bk., 
1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  oid.. 
eanMf  of  t  inv.  F.  dept — 1  e  eng.,  1  e  hand 
ex.,  1  k  ft  L  trk.,  1  hosa  cart;  hoae,  oot.,  nik 

lined,  gd.,  1,400  ft;  f.  aL,  Oamewell  ft  telg.,  8  bx.; 
vaL  equip.,  $5,000;  val.  bldgs.,  $1,000;  exp.  dept, 
$800;  tot.  mem.,  24  voL;  undrs.  rating,  third  cUaa. 
Water  Supply — Src,  wella,  in  bus.  cent;  wy., 
pump  to  stdp.;  stdp.  cap.,  80,000  gala.;  1  pump. 
eng.,  cap.  day.  201,600  gals.;  mains,  e  I.,  2  m.. 
4  to  6  in.  dia.;  18  hyd.;  4  v.;  48  aenr.;  pipe, 
gnlv.  L;  prea.,  dom.  ft  f.  48  lbs.;  oona.  day  20,009 
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Kls.;  coat,  f  11,000 ;^c(wt  mtce.  fSOO;  wkt.  owned 
crty. 

BREESE,  p.  2,128;  f.  area,  2,000  a.;  mere 
bldga.,  bk.,  wd.  k  cone.,  1  to  8  stor.;  priv.,  bk.  & 
wd.,  1  to  2  stor.;  wd.  rfa.  perm.;  fwks.  As  combt. 
ord.;  causea  of  L  Inv.  F.  dept — I  atr.,  2  hand 
eng.,  1  h.  As  1.  tik.,  4  hoae  reek;  pump  prea.,  126 
Iba.;  hoae,  '2,000  ft;  f.  aL,bell;  val.  equip.,  $2,000; 
raL  bldge.,  $1,000;  tot.  mem.,  20  toL;  imdn. 
rating,   second   daas. 

Water  Supply — Sre.,  creek,  2  m.  bua.  cent.; 
QTB.,  elec;  tk.  cap.,  40,000  gals.,  dim.  16  ft 
high,  mat.  wd.  ft  L;  rea.  cap.,  40,000  gals.;  dec 
pump,  eng.,  cap.  day  1,000,000  gala.;  mains,  iron, 
6  m.,  8  in.  dla.;  60  hyd.;  pres.,  dom.  60  Iba.; 
cons.,  day  2,000,000  gals.;  cost,  $12,000;  wka. 
owned  by  city. 

BRIGHTON,  p.  696.  F.  dept — 1  gasoline  eng., 
1  h.  ft  L  trk.;  hoae,  cot.,  rub.  lined,  gd.,  600  ft.; 
tot.  mem.,  82  toI. 

BRIMFIELD,  p.  676.  F.  dept — 1  hand  eng.; 
hose,  cot,  rub.  lined,  gd.,  800  ft;  tot  mem.,  27 

vol. 

BROCTON,  p.  668.  F.  dept — 1  hand  c.  eng.; 
300  ft  hose. 

BUCKLEY,  p.  406;  f.  area,  600  a.  F.  dept — 2 
hose  carts;  hose,  900  ft;  ezp.  dept,  $100;  tot 
mem.,   26. 

Water  Supply — ^Artesian  well;  1  pump;  12  hyd.; 
mains,  4,600  ft 

BUOA,  p.  887.  F.  dept — 8  hose  carts,  2  con> 
trolling  nozzles,  1  h.  ft  1.  trk.;  hoae,  1.060  ft. 
2^ -in.;  f.  aL,  telp.  ft  bell;  tot.  mem.,  20  voL 

Water  Supply — Src,  apr.;  ays.,  pump  dir.;  atdp. 
cap.,  60,000  gals.;  mains,  2^  m.,  4  to  10  in.  dia.; 
19  hyd. 

BUNKER  HILL,  p.  1,046;  f.  area,  8  blocks; 
mere  bldgs.,  bk..  1  ft  2  stor.;  priv.,  atn.,  bk.  ft 
wd.,  1%  stor.;  wd.  rfs.  not  perm.;  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  hand  eng..  1  c.  eng., 
6  c.  band  ex.,  1  h.  ft  1.  trk..  1  hoae  wag.,  1  hose 
car.,  2  hrs.;  bose,  cot.,  rub.  lined,  gd.,  700  ft; 
rub.,  gd.,  200  ft;  inf.,  60  ft;  tot.  hose,  960  ft.; 
f.  aL,  bell,  wh.  ft  elec;  val.  equip.,  $2,000;  val. 
bldgs.,  $800;  ezp.  dept,  $80;  tot  mem.,  87  voL; 
undrs.  rating,  second  dass. 

Water  Supply — Src,  wells  ft  ciatema. 

BUSHNELL,  p.  2,619;  mere  bldgs.,  stn.,  bk.  ft 
wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa.  not 
perm.;  fwks.  ft  combt.  ord.;  oauses  of  f.  inv.  F. 
dept — 26  c,  hand  ex.,  1  h.  ft  L  trk.,  1  hoae 
waig..  8  hoae  car.;  hose,  rub.,  gd..  1,500  ft;  f. 
aL,  bell;  vaL  equip.,  $2,600;  val.  bldgs.,  $2,600; 
exp.  dept,  $850;  tot.  mem.,  20,  pd.  part  time; 
undrs.  rating,  thixd  class. 

Water  Supply — Src.  wells,  2  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  40,000  gals., 
dim.  12  X  60,  mat.  bk.  ft  iron;  res.  cap.,  136,000 

Sals.,  loc.  at  pump,  atation;  2  pump,  eng.,  cap. 
ay  200,000  gals.;  mains,  c  L.  6  m.,  4  to  8  in. 
dia.;  56  hyd.;  20  v.;  met,  126;  250  serv.;  pipe, 
lead;  pres.,  dom.  46  lbs.,  f.  150  lbs.;  cons.,  day 
80,000  gals.;  cost,  $86,000;  cost  mtce.,  $1,000; 
w^ks.  owned  by  dty. 

BYRON,  p.  982;  f.  area.  100  a.;  mere  bldgs., 
stn.  ft  bk.,  2  stor.;  priv.  bldgs.,  wd..  2  stor.;  wd. 
rfs.  perm.;  causes  of  f.  inv.  F.  dept — 1  c  eng., 
12  c  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  reels;  hose, 
cot.  rub.  lined,  gd.,  1,500  ft;  f.  al.,  bell;  val. 
equip.,  $2,600;  val.  hldgs.,  $1,000;  tot  mem.,  80 
vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  artesian  well,  sys.,  pump, 
pump,  eng.,  cap.  300  gals.  min. 

CABERY,  p.  821;  f.  area,  6  a.  F.  dept — 1 
hand  eng.,  8  c.  ex.,  1  h.  ft  L  trk.;  hose,  600  ft; 
f.  al.,  bell;  tot.  mem.,  11  vol. 

Water  Supply — Src,  wells;  syB.,  dir.  pres.,  pump 
to  stdp.;  stdp.  cap.,  10,000  gals.;  18  hyd. 

CABLE,  p.  360.  F.  dept. — 1  comb,  c  ft  h.  wag., 
1  hand  eng.,  1  hose  reel;  hose,  650  ft;  f.  d., 
bell;  tot  mem.,  10. 

Water  Supply — Src,  wells. 

CAIRO,  p.  14,648;  f.  area,  1,400  a.;  mere,  bldgs., 
bk.,  2  stor.;  wd.  ris.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.  F.  dept. — 8  comb,  c  ft  h.  wag.,  2 
hand  eng.,  1  h.  ft  L  trk.,  8  hose  wag.,  6  nrs.; 
hose,  cot,  rub.  lined,  gd.,  6.000  ft.;  f.  aL,  telp.; 
val.  eouip.,  $16,000;  val.  bldgs.,  $26,000;  exp. 
dept,  $18,000;  tot  mem.,  18,  pd.  full  time. 

Watar  Supply-— Src,  riv.,  1  m.  bus.  cent;  sya., 
pump  to  atdp.   ft  du*.;   stdp.   cap.,   226,000   gala.. 


res.  oap.,  500,000  gala.;  4  pump,  eng.,  cap.,  day 
17,000,000  gals.;  maina,  27  m.,  6  to  20  in.  dia.; 
287  hyd.;  prea.,  f.  80  to  100  lbs.;  cons,  day 
4,000,000  g&ls.;  wka.  owned  by  priv.   Co. 

CAMBRIDGE,  p.  1,272;  f.  area,  160  a.;  mere 
bldgs.,  bk.,  2  ft  8  ator.;  priv..  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  hand  eng.,  1  h. 
ft  1.  trk.,  1  water  tower,  2  hose  wag.;  hose,  cot, 
rub.  lined,  gd.,  1,260  ft;  inf.,  600  ft.;  tot  hose, 
1,860  ft;  X.  aL,  bell  ft  wh.;  vaL  equip.,  $1,600; 
val.  bldgs.,  $8,000;  exp.  dept,  $460;  tot  mem., 
80  vols. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent; 
ays.,  pump  to  atdp.  ft  dir.;  stdp.  oap.,  40,000  gals.; 
res.  oap.,  80,000  gals.;  2  pump,  eng.,  cap.  day 
80.000  gals.;  mains  8 H  m.,  4  to  8  in.  dia.;  80 
hyd.;  400  aerv.;  40  v.;  260  met;  pres.  dom.  60 
Um.,  f.  120  lbs.;  cons,  day  40,000  gals.;  cost, 
$83,000;  coat  mtce.  $800;  wka.  owned  by  dty. 

CAMP  POINT,  p.  1,148;  mere  bldgs.,  bk.  ft 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept. — 2  c  eng.,  1  c  hand  ex.,  1  hose  wag.,  1 
comb.  eng.  ft  hose  cart;  hoae,  cot,  rub.  lined,  gd., 
1,200  ft;  vaL  equip.,  $2,800;  tot.  mem.,  26  vol 

Water  Supply — Src,  wella  ft  dstems. 

CAMPUS,  p.  241.  F.  dept. — 1  hose  cart;  600 
ft  hose;  telp.  al.;  vaL  equip.,  $2,000;  val.  bldgs., 
$1,000:  exp.  dept,  $600;  20  voL 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  86,000  gals.;  1  pump, 
eng.,  cap.  day  40,000  gala.;  mains,  1  m.,  4  to 
6  in.  dia.;  16  hyd.;  4  v.;  10  met;  pres.,  dom. 
85  lbs.,  f.  80  Iba.;  cons,  day,  6,000  gals.:  cost, 
$6,000;  coat  mtce.,  $600;  wks.  owned  by  city. 

CANTON,  p.  10,458;  f.  area,  1,400  a.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  x  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng.,  6  c  hand 
ex.,  2  h.  ft  L  trk.,  1  hoae  wag.,  1  hose  reel,  6  hrs.; 
hose,  cot,  rub.  lined,  gd.,  8^500  ft;  inf.,  1,600  ft; 
tot.  hoee,  5,100  ft;  L  aul.,  telp.;  vaL  equip.,  $20,> 
000;  val.  bldga.,  $17,000;  exp.  dept,  $6,000;  tot 
mem.  12,  pd.  full  time  6,  pd.  part  time  6;  undrs. 
rating,  third  daies. 

Water  Supply— Src,  wells,  2Va  m.  bus.  cent; 
sys.,  dir.  pres.;  res.  cap.,  1.200,000  gala.;  4  pump, 
eng.,  cap.  day  600,000  gals.;  mains,  c  L,  21% 
m.,  4  to  12  in.  dia.;  188  hyd.;  met,  1,800;  1,800 
serv.;  pres..  dom.  60  lbs.,  f.  80  lbs.;  cons.,  day 
800,000  gals.;  cost,  $146,500;  cost  mtce.,  $6,000; 
wks.  owned  by  dty. 

CARBON  HILL,  p.  820;  f.  area,  160  a.;  mere, 
bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  stm.  eng.,  1  hose  wag.,  1  h.  ft  L  trk.; 
hose,  1,000  ft.;  f.  aL,  bell;  tot  mem.,  26  voL; 
vaL  bldg.,  $600. 

Water  Supply — Src,  priv.  wells. 

CARBONDALE,  p.  6,411;  f.  area,  48  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  ft  8  stor.; 
wd.  rfs.  not  perm.;  fwka.  ft  combt  ord.  F. 
dept. — 1  hose  wag.,  2  reels;  hose,  cot,  rub.  lined, 
gd.,  500  ft;  rub.,  800  ft;  tot  hose,  1,800  ft;  vaL 
equip.,  $2,500;  tot.  mem.,  16  voL 

Water  Supply — Src,  wella;  pump  to  stdp.;  stdp. 
cap.,  100,000  gals.;  res.  cap.,  100,000  gals.;  1 
pump,  cap.  750,000  gals.;  mams,  6  m.,  4  to  12  in. 
dia.;  40  hyd. 

CARDIFF,    p.    1,081.      F.    Dept. — 2   hose    carts, 
1,000  ft  hose;  telp.  al.;   18  voL 
Water  Supply — Src,  wells;  6-in.  mains. 

CARLINVILLE,  p.  8,616;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  c  eng. 
on  wis.,  1  h.  ft  L  trk.,  2  hose  carts;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  f.  al..  elec  ft  bell; 
vaL  equip.,  $8,000;  vaL  bldga.,  $8,500;  tot  mem., 
31,  pd.  part  time  1,  80  voL 

Water  Supply — Src,  creek,  IH  m.  bus.  cent; 
sys.,  pump  to  atdp.  ft  dir.;  stdp.  cap.,  76,000 
gals.,  dim.  10  x  120,  loc  near  public  square,  mat 
c  L;  cap.  plant.  500.000  gals.;  2  pump,  eng., 
size  10  z  16,  oap.  day  2,000,000  gala.;  maina, 
c  L,  6%  m.,  4  to  16  in.  dia.;  74  nyd.;  36  v.; 
met,  2;  500  serv.;  pipe,  gal  v.  L;  pres.,  dom. 
40  lbs.,  f.  80  lbs.;  cost,  $65,000;  cost  mtce., 
$7,000;   wka.  owned  by  Co. 
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CARLYLE,  p.  1,962 ;  f.  aret.  600  a. ;  mere,  bldga., 
bk.  &  wd.p  1  to  3  Btor.;  priv.,  bk.  ft  wd.,  1  to  8 
fltor.;  wd.  rfs.  perm.;  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  L  trk.,  4  c.  band  ex.,  8 
hose  carts;  hose*  cot.  rub.  lined,  gd.,  400  ft.;  rub., 
ffd.,  600  ft.;  inf.,  200  ft;  tot  hose,  1,200  ft; 
I.  al.,  bell  ft  wh. 

Water  Supply — Src,  1  m.  bus.  cent;  sys.,  pump 
to  stdp.;   stdp  cap.,   76.000  gals.;   mat,  boiler  i.: 
2  pump,  eng.,  class  comp.  dup.,  cap.   500,000  gain 
each;  mains,  c.  i.,  8  in.  aia. ;  pipe,  c.  i.;  wks.  owned 
by  city. 

CARMI,  p.  2,888;  f.  area,  700  a.;  mere  bldgs., 
stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,060  ft;  f.  al., 
bell;  val.  equip.,  $2,000;  val.  bldgs.,  $1,000;  tot 
mem.,  80  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent;  sys., 
grav.  ft  pump  to  stdp.;  stdp.  cap.,  200,000  gals., 
dim.  12  X  116;  2  pump,  eng.,  cap.  day  750,000 
gals.;  mains,  7  m.,  4  to  10  in.  dia.;  04  hyd.; 
pres.,  dom.  60  lbs.,  f.  60  lbs.;  cost,  987,000;  wks. 
owned  by  city. 

CARROLLTON,  p.  2,828;  f.  area,  81  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  causes  of  f.  inv.  F.  dept — 1  hand 
eng.,  1  n.  ft  1.  trk..  2  hose  reels,  2  hose  car.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1,100  ft;  val. 
equip.,  91,000;  val.  bldgs.,  82,000;  tot  mem.,  60 
vol.;   undrs.  rating,  second  daM. 

Water  Supply---Src,  spr.,  4  m.  bus.  cent;  sys., 
grav.,  pump  to  stdp.;  stdp.  cap.,  27,000  gals.;  dim. 
11  z  86,  mat  bk.  ft  i. ;  2  pump,  eng.,  cap.  day 
648^000  gals.;  mains,  c.  1,  11^  m.,  4  to  8  in. 
dku;  61  nyd.;  18  v.;  met,  150;  pres.,  dom.  45 
lbs.,  f.  86  lbs.;  wks.  owned  by  city. 

CARTERVILLE,  p.  2,971;  f.  area,  400  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt.  ord.  F.  dept. — 1  gasoline  eng.,  1  c.  eng., 
15  c.  hand  ex.,  1  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft;  f.  al.,  telp.  ft  wh.;  tot.  mem.,  15 
vol. 

Water  Supply — Src,  wells. 

CARTHAGE,  p.  2,878;  f.  area,  160  blocks;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  8  hose  reels;  hose, 
rub.,  gd..  1,000  ft;  inf.,  600  ft;  tot  hose,  1,600 
ft;  f.  «i.,  beU;  exp.  dept,  $600;  tot  mem..  45 
vol. 

Water  Supply — Sic,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  61,770  gals.,  dim.  20  x  24; 
res.  cap.,  60,000  gals.;  pump,  eng.,  dup.,  cap.  day 
600,000  gals.;  mains,  wd.  ft  iron,  8V&  m.,  4  to  6 
in.  dia.;  86  hyd.;  met,  65;  75  serv.;  pipe,  galv.  i.; 
pres.,  dom.  80  lbs.,  f.  160  lbs.;  cost,  $20,000; 
cost  mtce.,  $500;  wks.  owned  by  town. 

CASEY,  p.  2,157;  f.  area,  640  a.;  mere,  bldgs., 
bk.,  1  to  4  stor.;  jpriv.,  bk.  ft  wd.,  1  to  2  stor.; 
wd.  rfs.  not  perm,  m  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  c  eng.,  3  c.  hand 
ex.,  1  h.  ft  I.  trk.,  hose  car.;  hose,  cot,  rub.  lined, 

fd.,   1,000   ft.;  inf.,   500   ft;  tot  hose,   1,500   ft; 
al.,    wh.;    val.    equip.,    $1,800;    tot    mem.,    25 
vol. 

Water  Supply — Src,  res.,  U  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  80,000  gals.;  dim.,  21  x  84 
Ft;  mat,  stl. ;  mains,  c  i.,  1%  m.,  6  to  8  in.  dia.; 
84  hyd.;  12  v.;  126  met;  pipe.  c.  i.;  pres.,  dom. 
76  lbs.,  f.  75  lbs.;  cost,  $18,000;  wks.  owned  by 
priv.    Co. 

CENTRALIA,  p.  9,680;  f.  area,  80  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv..  wd.,  2  stor.;  wd.  rfs.  not 

J)erm.;  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
nv.  F.  dept — 1  c  eng.,  4  c  hand  ex.,  1  hose 
wag.,  1  aer.  trk..  2  hose  reels;  hose,  cot.  rub.  lined, 
gd.,  1,800  ft;  I.  al.,  telp.;  vaL  equip.,  $6,000;  val. 
bldgs.,  $6,000;  exp.  dept,  $4,000;  tot  mem.  8,  pd. 
full  time  2,  vol.  6;  undrs.  rating,  second  class. 

Water  Supply— -Src,  creek;  sys.,  pump  dir.;  2 
pump,  eng.,  class  comp.  dup.,  cap.  day  2,000,000 
gals.;  mains,  18  m.,  4  to  12  in.  dia.;  104  hyd.; 
87  v.;  met,  200;  pres.,  f.  80  lbs.;  cost,  $42,000; 
cost  mtce.,  $2,000;  wks.  owned  by  city. 

CERRO  GORDO,  p.  876;  mere  bldgs.,  bk.  ft  wd., 
1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.  F. 
dept — 1  hand  eng.,  2  hose  carts,  6  c  hand  ex.,  8 
ladders;  hose,  rub.,  gd.,  800  ft;  val.  equip.,  $600; 
tot.  mem..  40  vol. 

Water  Supply — Src,  cisterns  ft  wells;  sys.,  pump 
to   stdp.;   stdp.   cap.,   40,000   gals.;   2   pumps,   cap. 


50,000  gals,  day;  mains,  8 ^  m.,  4  to  8  In.  dia.; 
41   hyd.;  pres.,  dom.   45  lbs.,  f.   100   lbs. 

CHADWICK,  p.  627.  F.  dept — 1  hose  csrt; 
hose.  400  ft;  1  al.,  bell;  tot  mem.,  12. 

Water  Supply — Src,  well;  sys.f  pump  to  stdp.; 
stdp.  cap.,  1.700  bbls.;  6  hyd. 

CHAMPAIQN,  p.  12,481;  f.  area,  200  a.;  mere, 
bldgs.,  bk.,  2  to  6  stor.;  priv.,  bk.  ft  wd.,  8  to  3 
stor.;  wd.  it*,  not  perm.  In  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  comb.  auto, 
pump,  eng.,  1  auto.  aer.  trk.,  il  c  eng.,  1  h.  ft  L 
trk.;  hose,  cot,  rub.  Uned,  gd..  4,650  ft;  f.  aL, 
telp.;  vaL  equip.,  $85,000;  val  bldgs.,  $20,000; 
exp.  dept,  $10,000;  tot.  mem.  10,  pd.  full  time. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  1,400,000  sals.,  loe  at  sta- 
tion; 4  pump,  eng.,  class  dup.  ft  trip.,  cap.  dsj 
6,000,000  gals.;  mains,  c  i.,  40  m.,  4  to  14  in. 
dia.;    895   hyd.;   220  v.;  met,  4,*500;   6,000   serv.: 

f>ipe,   galv.    i.;   pres.,   dom.    45   lbs.,   f.    90   to    110 
bs.;  cons.,  day  1,750,000  gals.;  wks.  owned  by  Co. 

CHANDLERSVILLE,    p.    1,000;    f.    area,    640   a. 
F.  dept — 60  Babcock  ex. 
Water  Supply — ^Not  reported. 

CHARLESTON,  p.  6,884;  f.  area,  40  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  2  stor.;  priv.,  stn..  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
1  hose  ft  c  comb,  wag.,  2  c  hand  ex.,  1  hose 
wag.,  1  hose  cart,  2  his.;  hose,  rub.  lined,  gd^ 
1,700  ft;  f.  al.,  bell  ft  telp.;  val.  equip.,  $4,000; 
val.  bldgs..  $8,500;  exp.  dept,  $2,000;  tot  mem., 
10.  pd.  full  time  8,  pd.  part  time  7. 

Water  Supply — Src,  riv.,  2H  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  '4,000,000  gals.;  pump, 
eng.,  cap.  day  8,000,000  gals.;  mains,  40  m.,  4 
to  12  in.  dia.;  98  hyd.;  660  serv.;  pres.,  dom. 
85  lbs.,  f.  140  lbs.;  cost,  $50,000;  cost  mtce.. 
$6,000;   wks.   owned   by  city. 

CHATSWORTH,  p.  1,112;  f.  area,  620  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  stor.;  priv.,  wd.,  1^  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 
1  h.  ft  1.  trk.,  1  hand  eng.,  2  hose  reels;  nose, 
cot,  rub.  lined,  gd.,  1,200  ft;  rub.,  gd.,  400  ft. 
tot.  hose,  1,600  ft;  f.  al.,  bell;  val.  eouip.,  $8,000; 
val.  bldgs.,   $3,000:  tot  mem.,  16,  pd. 

Water  Supply — Src,  wells,  1  block  bus.  cent; 
sys.,  air  pres.;  2  stdp.,  cap.  26,000  gals,  each;  res. 
cap.,  60.000  gals.,  mat.  iron;  2  pump,  eng.;  mains, 
89  blocks,  6  to  8  in.  dia.;  89  hyd.;  met,  108; 
cost,  $20,000;  wks.  owned  by  city. 

CHENOA,  p.  1,814:  f.  area,  20  a.;  mere  bldgs., 
bk.,  1  to  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 
1  h.  ft  1.  trk.,  8  hose  waff.;  hose,  cot..  nd>.  lined, 
gd.,  1,250  ft;  f.  al.,  wh.;  vaL  equip.,  $1,200; 
val.  bldgs..  $1,000;  tot  mem.,  10  vol. 

Water  supply — Src,  well,  2  blocks  bus.  cent.; 
sya.  pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,800  gals., 
dim.  130  ft  high,  mat  stl.;  res.  cap.,  104,000 
gals.;  2  pump,  eng.,  cap.,  day  201.000  gala; 
mains,  14  m.,  4  to  8  in.  dia.;  60  hyd.;  80  serv.; 
pipe,  lead;  pres.,  dom.  60  lbs.,  f.  67  lbs.;  cona, 
day  25,000  gals.;  cost.  $40,000;  cost  mtce., 
$1,000;  wks.  owned  by  city. 

CHESTER,  p.  2,800.  F.  dept. — 8  hose  carts; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  al.,  bell; 
val.  equip.,  $2,000;  val.  bldgs.,  $600;  tot  mem., 
24  vol.;  undrs.  rating,  4H   class. 

Water  Supply — Src,   Miss,   riv.;   sys.,  dir.  pres.; 

1  pump,  eng.,  cap.  day  144,000  gals.;  2  m.  mains: 
28  hyd.;  4  v.;  80  serv.;  pres.,  dom.  48  to  98 
lbs. ;  ,  wks.  owned  by  priv.   Co. 

CHICAGO,  p.  2,185,283;  f.  area.  190  sq.  m.; 
mere  bldgs.,  bk.,  iron,  tile,  4  to  20  stor.;  priv., 
bk.,  2  TO  4  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept-^lll  str., 
21  in  reserve,  6  chief's  auto.,  2  in  reserve;  11 
auto.   comb,   c  ft  h.   wag.,   2   comb,   c   ft  h.  wag.. 

2  in  reserve,  9  e  eng.,  1  in  reserve,  88  e  hand 
ex.,  15  h.  ft  1.  tks.,  8  in  reserve.  10  aer.  tks.,  8 
comb.  aer.  tks.,  6  comb.  h.  ft  i.  tks.,  8  in  re> 
serve;  1  water  tower,  4  f.  boats,  101  hose  wag.,  10 
in  reserve,  8  comb,  hose  reels.  85  chief's  wag..  5 
In  reserve,  15  supply  wag.,  17  in  reserve,  15  fuel 
wag.,  631  hrs.,  96  in  reserve;  hose,  cot,  rub.  lined, 
gd..  290,615  ft,  8,500  ft  in  reserve;  f.  al.,  Game> 
well,  1.897  bx.;  val.  equip.,  $1,179,246;  val,  bldgs.. 
$1,755,019;  exp.  dept,  $8,102,861;  tot.  mem., 
1,800,  pd.  full  time. 

Water  Supply — Src,  Lake  Uldiigan,  4,  8  ft  2 
m.  bus.  cent;  sys.,  pump  dir.;  48  pump,  eog.,  ca^ 
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day  936,000,000  gals.;  mains,  c.  i..  2,610  zn.,  3 
to  48  in.  dia.;  28,419  hjd.;  28,268  v.;  met..  19,500; 
600,000  serv.;  pipe,  lead  t  iron;  pres.,  dom.  25 
lbs.;  cons,  day,  644,000,000  sals.;  co«t,  958,948,- 
926;  cost  mtce.,  93il9S,88'l;  wks.  owned  by  city. 

CHICAOO  HEU<3HTS,  p.  14,526;  f.  area,  1,680  a.; 
mere,  bidgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  pema.  In  f.  area;  fwks. 
ft  combt.  ord.:  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb,  hose  trk.,  2  str.,  1  comb.  c.  ft  h.  wag.,  8  c. 
hand  ex.,  tl  h.  ft  L  trk.,  1  hose  wag..  10  hrs.,  1  hose 
wag.  in  reserve;  hose,  cot.,  rub.  lined,  gd.,  4,000  ft,; 
inf.,  1,000  ft;  tot.  hose,  5,000  ft;  f.  al..  GameweU, 
35  bx.;  vial,  equip.,  |85,000;  vaL  bldgs..  $18,000; 
exp.  dept,  92'0,098;  tot  mem.  37,  pd.  full  time  18, 
vol.  24. 

Water  Supply — Src.,  wells,  1-6  m.  bus.  cent.; 
sys.,  grav.;  stdp.  cap.,  180,000  gals.;  2  pump, 
eng.,  cap.  day  8,000,000  gals.;  mains,  c.  i.,  30 
m.,  4  to  24  in.  dia.;  2,300  serv.;  cons,  day,  4,400,- 

000  gals.;  wks  owned  by  city. 

CHICAGO  (NORTH),  p.  5,000;  f.  area,  600  a.; 
mere,   bldgs.,  bk.,   1   to   2   stor.;   priv..  bk.   ft.  wd., 

1  to  2%  stor.;  wd.  rfs.  per.;  causes  of  f.  inv.  F. 
dept — 2  c.  hand  ex.,  1  hose  wag.,  2  hose  car.,  2 
hrs.;  hose,  cot,  rub.  lined,  2,700  ft;  f.  al.,  wh. 
ft  telp.;  val.  equip.,  $4,800;  val.  bldgs.,  $14,000; 
exp.  d«>t.»  $500;  tot  mem.,  12  vol.;  undrs.  rating, 
third   COMB. 

Water  Supply — Src,  lake.  %  m.  bus.  cent;  sys., 
stdp.;  stdp.  cap.,  90.000  gals.;  mat,  stl.;  2  pumps, 
eng.  class  comp.  dup. ;  mains,  c.  i.,  10  m.,  6  to  12 
in.  dia.;  65  hyd.;  12  met;  150  serv.;  pipe,  iron; 
press.,  dom.  50  lbs.,  f.  140  lbs.;  cons,  day,  235,- 
000  gals.;  wks.  owned  by  city. 

CHILLICOTHE,  p.  1.851;  f.  area,  2  m.;  mere, 
bldgs.,  bk.,  1  to  2  stor.;  pr.'v..  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c.  eng.,  2  hose  carts; 
hose,  cot,  rub.  lined,  gd.,  500  ft;  rub.,  gd..  1,000 
ft;  inf.,  500  ft;  tot  hose,  2,000  ft;  f.  al.,  elec. 
ft  telp.,  8  bx. ;  tot.  mem.,  10  vol. 

Water  Supply — Src,  wells,  3  blocks  bus.  cent.; 
sys.,  pump  dir.;  3  pump,  ens.,  class  comp.  dup.  ft 
trip.,  cap.  day  1,600,000  gals.;  mains,  c.  i.,  6H 
m.,  4  to  12  in.  dia.;  69  hyd.;  26  v.;  514  serv.; 
pipe,  galv.  i. ;  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cons,  day,  300,000  gals.;  cost,  $40,000;  cost  mtce., 
$5,000;   wks,   owned  by   priv.   Co. 

CHRISMAN,  p.  1,193;  f.  area,  640  a.     F.  dept. — 

2  reels  ft  ladder  trk.;  hose,  1,000  ft;  f.  aL, 
telp.;  val.  equip.,  $1,350;  val.  bldgs.,  $300;  tot 
mem.,  18  vol. 

Watftf  Supply — Src,  wells;  aya.*  pump  to  stdp.; 
2  pumps,  cap.  day  100,000  gala.;  26  hyd.;  28  v.; 
mains,  11,608  ft;  pres.,  dom.  50  lbs.,  x.  160  lb*.; 
cost,  21,000;  wks.  owned  by  dty. 

OISSNA  PARK,  p.  662;  f.  area,  80  a.  F.  dept. — 
Vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
4-in.  mains,  3  1-10  m.;  23  hyd.;  76  met;  cost, 
$14,000;  wks.  owned  by  city. 

CLAYTON,  p.  940:  f.  area,  120  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  hand  eng.,  12  c  hand  ex.,  4  ladders,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  400  ft.:  rub., 
gd.,  200  ft;  tot  hose,  600  ft;  f.  al.,  bell:  val. 
equip.,  $1,600;  vaL  bldgs.,  $400;  exp.  dept,  $200; 
tot  mem.,  30  vol. 

Watsr  Supply — Src,  wells  ft  cisterns,  in  bus. 
cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  11,500 
gals.;  dim.,  14  x  10;  2  pump,  eng.,  cap.  day  75,- 
000  gals.;  mains,  8  blocks,  4  in.  dia.:  8  hyd.; 
pipe,  galv.  i.;  pres.,  dom.  35  lbs.,  f.  75  lbs.;  cost, 
$5,000;  cost  mtce.,  $100;  wks.  owned  by  Co. 

CLINTON,  p.  6,165;  f.  area,  1,200  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  1 
to  2  stor.:  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L 
trk.,  6  c  hand  ex.,  1  hose  wag.,  2  hrs.;  hose,  cot, 
run.  lined,  gd.,  2,600  ft:  f.  aL,  bell,  wh.  ft  telp.; 
vaL  equip.,  $8,000;  vaL  bldgs.,  $6,000;  exp.  dept, 
$1,100;  tot.  mem.  16,  pd.  full  time  1,  pd.  part 
time  14. 

Water  Supply — Src,  4  wells.  %  m.  bus.  cent; 
sys.,  compressed  air  to  res.  ft  dir.;  res.  cap.,  1,000,- 
600  gals.;  2  pump,  eng.,  class  dup.,  cap.  day  1,000,- 
000  gals.;  mains,  c  L,  8  m.,  4  to  10  in.  dia.;  80 
hyd.;  50  v.;  met,  700;  540  serv.;  pipe,  galv.  L  ft 
lead;  pres.,  dom.  40  lbs.,  f.  100  to  110  lbs.;  cons, 
day,  250,000  gals.;  cost,  $50,000;  cost  mtce., 
$8,000;  wks.  owned  by  city. 


COAL  CITY,  p.  2,667;  f.  area,  600  a.;  mere 
bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd.,  1  stor.;  wd.  rfs.  perm.;  fwks.  ft  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng., 
1  h.  ft  1.  trk.,  /8  hose  reels;  hose,  rub.  lined,  gd., 
2,100  ft;  f.  al.,  bell  -ft  elec,  3  bx.;  vaL  equip., 
$8,500;  val.  bldgs.,  $10,600;  exp.  dept,  $500: 
tot.  mem.  25,  pd.  part  time;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  1 
pump,  eng.,  cap.  day  200,000  gals.;  mains,  iron, 
1^  m.,  6  in.  dia.;  18  hyd.;  pres.,  f.  100  lbs. 

COBOEN,  p.  1,500;  f.  area,  100  a.     F.  dept — 
1  hand  piunp,  800  ft  hose;  voL;  vaL  equip.,  $800. 
Water  Supply — ^Not  reported. 

COLCHESTER,  p.  1,446;  f.  ares,  IS  blocks: 
mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
oombt.  ord.;  causes  of  f.  inv.  F.  dn>t — 1  e  eng., 
1  hose  reel,  2  hrs.,  hose,  hooks,  ladders,  buckets  ft 
ropes;  hose,  rub.,  sd.,  200  ft;  f.  aL,  bell;  vaL 
equip.,  $2,000;  vaL  bldgs.,  $1,600;  ezp.  dept, 
$800;  tot  mem.  16,  pd.  full  time  6,  voL  10. 

Water  Supply — Src,  wells. 

COLFAX,  p.  965;  f.  area,  160  a.;  mere,  bldgs., 
bk.,  1  to  2  stor.;  priv.,  wd.,  1  to  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c  eng.,  2  hose  wag.,  1,000 
ft.  cot,  rub.  lined  hose;  f.  al.,  bell;  vaL  equip., 
$2,000;  val.  bldgs.,  $1,000;  voL 

Water  Supply — Not  reported. 

COLLINSVILLE,  p.  7,478;  f.  area,  700  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs  not  perm.  F.  dept.- — 2  hand  eng.,  1  h.  ft  I. 
trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500 
ft;  rub.,  gd.,  600  ft.;  tot  hose,  2,000  ft;  f.  al., 
bell;  vaL  equip.,  $4,000;  vaL  bldgs.,  $600;  exp. 
dept,  $600;  tot  mem.,  28  voL;  undrs.  rating,  sec- 
ond class. 

Water  Supply — Src,  well;  sys.,  pump  to  res.,  to 
stdp.  ft  dir.;  stdp.  cap.,  70,000  gals.;  dim.,  10  x 
120;  rea.  cap.,  80,000  gals.;  2  pump,  eng.,  class 
comp.  dup.,  cap  day  1,600,000  gals.;  mains,  12^ 
m.,  4  to  10  in.  dia.;  118  hyd.;  met,  860;  60 
serv.;  pipe,  galv.  L;  pres.,  dom.  53  lbs.,  f.  68  lbs.; 
cons,  day,  600,000  gals.;  cost,  $40,000;  cost  mtce., 
$660;  wks.  owned  by  dty. 

COLUMBIA,  p.  2,076;  mere  bldgs.,  bk.  F.  dept. 
— 1  e  hand  eng.,  1  h.  ft  1.  trk.,  2  c  hand  ex.,  1 
hose  car.;  hose,  1,000  ft.;  f.  al.,  bell  ft  wh.;  voL 

Water  Supply — -Sre,  cisterns. 

COMPTON,  p.  887.  F.  dept. — 1  e  wag.,  600  ft 
hose;  20  voL 

CRESCENT  CITY,  p.  841.  F.  dept— 1  hand  h. 
ft  L  trk.,  2  hose  carts,  760  ft  hose;  bell  aL;  voL 

CRETE,  p.  840.  F.  dept — 1  h.  ft  L  trk.,  3 
hose  reels,  1,400  ft  hose;  telp.  ft  bell  al.;  vaL 
equip.,  ?2,000;  vaL  bldgs.,  $1,000;  exp.  dept, 
$200;  tot  mem.,  24  voL 

Water  Supply — Sre,  wells;  sys.,  grav.;  stdp. 
cap.,  50,000  gals.;  mains,  4  m.,  4  to  8  in.  dia.; 
30  hyd.;  24  v.;  34  met;  85  eerv.;  pres.,  dom. 
50^ lbs.,  f.  60  lbs.;  wks.  owned  by  city. 

CRYSTAL  LAKE,  p.  689;  f.  area,  8  m.  F.  dept 
— 1  auto.  comb,  c,  n.  <ft  L  ft  hose  trk.,  4  e  hand 
ex.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft.;  f.  al.,  elec;  vaL  equip.,  $6,«00;  val.  bldgs., 
$25,000;  exp.  dept.,  $500;  tot  mem.,  1-2  voL 

Water   Supply — Src,    wells;    cap.,    65,000    gals.; 

1  pump,  eng.,  cap.  day  168,400  gals:  mains,  2V& 
m.,  4  to  8  in.  dia.;  71  hyd.;  pres.,  dom.  40  lbs., 
f.  50  lbs.;  cons,  day,  25,000  gals.;  cost,  $60,000; 
wks.  owned  by  city. 

CUBA,  p.  2,000;  f.  area,  200  a.  F.  dept — ^hose 
cart,  500  ft  hose;  vaL  equip.,  $250;  tot  menu, 
22  vol. 

Water  Supply— ^rc,  well;  sys.,  dir  pres.;  1  pump, 
eng.,  cap.  day  192,000  gals.:  45  hyd.;  46  v.;  mains, 
6  m.;  pres,,  dom.  ft  f.,  100  lbs.;  cost,  $.12,000;  cost 
mtce.,  $100;  wks.  owned  by  dty. 

CULLUM,   p.    600;    f.    area,    1    a.      F.    dept.— 

2  hand  hose  ourtm;  1,000  ft  hoee;  f.  sL,  bell; 
val.  equip.,  $750;  exp.  dept.  $75;  tot.  mem., 
11  VOL 

Water  Supply— Src,  well,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  1  pump, 
eng.,  cap.  day  100.000  gals.;  mains,  2^  m.;  81 
hyd.;  31  v.;  pres.  dom.  56  lbs.,  f.  60  lbs.;  cost, 
$20,000;  wks.  owned  by  dty. 
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DALLAS  CITY,  p.  1,288;  f.  ai«a,  IH  0q.  m.*, 
mere,  bldgs.,  bk.»  stn.,  1  to  8  stor.;  priv.,  wd.,  1  k 
2  >tor^  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
inr.  P.  dept — I  comb.  c.  water  vrak,,  1  h.  A  1. 
trk.,  2  hose  car.;  hose,  2,000  ft.;  x.  al.,  bell  k 
wh.;  Tal.  equip.,  $8,000;  val.  bldffs.,  $1,000;  ezp. 
dept.,  $100;  tot.  mem.,  42  voL 

Water  Supply — Src,  Mississippi  riv.  in  front  of 
city;  res.  cap.,  60,000  gals.;  2  pump,  ensr.,  class 
stm.,  cap.  day  720,000  jnls.;  mains,  c  1.,  2\  m.,  6 
to  8  in.  dia.;  25  hyd.;  8  v.;  60  met;  pipe,  galv.  i.; 
pres..  dom.  68  to  82  lbs.,  f.  68  to  82  lbs.;  cost, 
$0,900;  cost  mtce.,  $400;  wks.  owned  by  dty. 

DANVERS,  p.  608.  F.  dept. — 1  hand  f.  eng.,  S 
hose  csfta;  hose,  1,200  ft.;  f.  aL,  telp.  &  bell,  toL. 

Water  Supply — Src,  wells;  stdp.  cap.,  20,000 
gals.;  mains.  2  m.,  4  to  8  in.  dia.;  80  hyd.;  pres., 
dom.  87  H  lbs.,  f.  87  H  lbs. 

DANVILLE,  p.  27,871;  f.  area,  6.700  a.;  mere, 
bldgs.,  bk.  iSe  stn.,  2  to  7  stor.;  priv.,  bk.  A  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
oombt  ord.;  cause  of  f.  inr.  F.  dept. — 1  auto, 
comb.  c.  k  h.  wag.,  1  <^ief*e  wag.,  2  c.  eng.  on 
wis.,  16  c.  hand  ex.,  1  h.  &  L  trk.,  6  ho«e  wag., 
16  hxs.;  hose,  cot,,  rub.  lined,  gd.,  7,860  ft.  (1,000 
ft  in  reserve} ;  f.  aL,  Gamewell,  66  bx. ;  val.  equip., 
$60,000;  \<al.  bldgs..  $80,000;  exp.  dept,  $66,000; 
tot  mem,,  86.  pd.  full  time. 

Water  Supply — Sre.,  riv.,  IH  m.  bus.  cent.;  m,, 
pump  to  res.  k  dir.;  res.  cap.,  6,000,000  gals.; 
dim.,  3M  X  200;  mat,  stl.  &  bk.,  res.  cap.,  O.OOO,* 
000  gals.:  4  pump,  eng.,  osp.  day  19.000,000 
gals.;  mains,  c.  i.,  70  m.,  4  to  20  in.  dia.;  460 
hyd.;  met,  1.000;  6,800  serv.;  421  v.;  pipe,  lead; 
pres.,  dom.  60  to  76  lbs.,  f.  100  to  126  lbs.;  cons, 
day,  4,000,000  gals.;  cost,  $260,000;  wks.  owned 
by  Co. 

DECATUR,  p.  81,140;  f.  area,  6,000  a.;  mere, 
bldgs.,  stn.  k  bk.,  1  to  7  stor.;  priv.,  bk.  k  wd.,  1 
to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  in  v.  F.  dept. — 2  comb.  h. 
k  c.  auto.,  2  auto,  hose  wag.,  4  c.  hand  ex.,  1  h.  ft 
1.  trk.,  1  chief's  auto.,  1  ctiief's  buggy,  8  hrs.  (in 
reserve,  2  str.);  hose,  cot,  rub.  lined,  gd.,  7,460 
ft:  c,  460  ft.;  tot  hose,  7,900  ft;  f.  al.,  Game- 
well,  elec,  72  bx.;  vaL  equip.,  $28,000;  val.  bldgs., 
$84,500;  exp.  dept,  $87,000;  tot  mem.  86,  pd. 
full  time. 

Water  Supply — Sre..  riv.,  1  m.  bus.  cent;  sTs., 
pomp  dir.;  sedimentation  basin,  cap.  1,600,000  gals.; 
well,  cap.  8,000,000  gals.;  8  pump,  eng.,  csp.  day 
11,000,000  gals.;  mains,  iron,  67  m.,  4  to  4!0  in. 
dia.;  673  hyd.;  788  v.;  met.  6,370;  6,600  serv.; 
pipe*  galv.  i.;  pres.,  dom.  66  lbs.,  f.  116  lbs.;  cons, 
day,  4,000,000  gals.;  cost,  $1,185,000;  cost  mtce., 
$81,000;   wks.   owned   by   city. 

DEKALB,  p.  8,102;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.:  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes 
of  f.  inv,  F.  dept — 1  comb,  hose  k  1.  trk.,  1  auto, 
comb.  c.  k  h.  trk.,  4  c.  hand  ex.,  8  hrs.;  hose,  cot., 
rub.  lined,  gd.,  2,600  ft;  rub.,  gd.,  1,000  ft;  tot 
hose,  3.600  ft:  f.  al.,  Gamewell,  34  bx.;  val.  equip., 
$8,200;  val.  bldgs.,  $9,000;  tot  mem.  7,  pd.  full 
time. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
k  dir.;  stdp.  cap.,   225,000  gals.;  res.   cap.,  .600,- 

000  gals.;  cap.  day,  6,760,000  gals.;  mains,  20  m., 
4  to  12  in.  dia.;  800  hvd.;  1,600  serv.;  pipe,  lead; 
pres.,  dom.  20  to  86  lbs.,  f.  110  lbs.;  cons,  day, 
845,000  gals.;  cost,  $126,000;  cost  mtce.,  $9,000; 
wks.  owned  by  city. 

DELAVAN,  p.  1,176;  f.  area,  800  a.;  mere 
bldgs.,  bk.,   cone,  k  wd.,    1   to   2   stor.;   priv.,  wd., 

1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt  ord.;  causes  of  x.  inv.  F.  dept — 1  h. 
k  L  trk.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $5,000; 
val.  bldgs.,  $6,000;  exp.  dept,  $300;  tot.  mem., 
21  vol. 

Water  Supply — Src,  wella.  cent,  city;  sys.,  pump 
dir.  to  mains;  stdp.  cap.,  70,000  gals.;  mat,  stL; 
1  pump,  eng.,  cap.  day  258,440  gala.;  mains,  wd., 
6  m.,  4  to  8  in.  dia.;  SO  hyd.;  220  serv.;  pipe, 
iron;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons,  day,  96,- 
000  gals.;  cost,  $16,000;  cost  mtce.,  $1,100;  wks. 
owned  by  eity. 

DEPUE,  p.  1,889.  P.  dept — 1  str.,  1  hose  eart, 
600  ft  hose;  tot  mem.  89,  pd.  part  time  18,  voL 
21. 

DESPLAINES,  p.  2,848;  f.  area.  800  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  2 


stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  eombt 
ord.;  causes  of  f.  mv.  F.  dent — 1  h.  ft  L  trk.,  2 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft; 
f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldgs.,  $10,- 
000;  tot.  mem.,  10  toL 

Water  Supply — Src,  wells,  %  m.  bus.  oent; 
sys.,  air  pres.,  pump  to  stdp.;  stdp.  cap.,  60,000 
gals.;  diuL,  20  z  20;  mat,  bk.  ft  wd.;  res.  cap., 
125,000  gals.;  loc  Desplaines  ft  Ashland  ava.;  l 
pump,  eng.,  dass  dup.  oomp.,  cap  day  760,009 
gals.;  mains,  c  L,  7%  m.,  4  to  8  in.  dia.;  68  hyd.; 
40  v.;  met,  206;  286  serv.;  pipe,  lead  ft  galv.  L; 
pres.,  dom.  40  lbs.,  f.  76  lbs.;  cons,  day,  40,000 
gals.;  cost,  $28,000;  cost  mtce.,  $1,000;  wks. 
owned  by  town. 

DIXON,  p.  7,216;  mere,  bldgs.,  bk.  ft  stn.,  2  to 
3  stor.;  pnv.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  t.  inv.  F. 
dept. — 1  hand  c  wag.,  4  c  hand  ex.,  1  hose  was., 
8  hose  carts,  4  hrs.;  hose,  rub.,  gd.,  8.400  ft.;  f.  aL, 
telp.  ft  bell;  val.  equip.,  $8,000;  vaL  bldgs..  $16,- 
000:  exp.  dept,  $4,000;  tot.  mem.  4,  pd.  full  time. 

Water  Supply— -Src,  wells,  %  m.  bus.  oent;  sys., 
pump  to  stdp.;  stdp.  cap.,  270,000  gals.;  dim., 
40 H  X  27;  loc.  4  blocks  station;  mat,  wrt  L; 
res.  cap.,  600,000  gals;  loc  at  station;  tank  cap., 
75,000  gals.;  2  pump,  eng.,  cap.  day  2,600,000 
gsls.;  mains,  c  i.,  20  m.,  4  to  12  in.  dia.;  160  v.; 
met,  300;  1.600  serv.;  pipe,  lead  ft  galv.  L;  196 
hyd.;  pres.,  dom.  60  lbs.,  f.  126  to  160  lbs.;  cons, 
day,  760,000  gals.;  wks.  owned  by  Co. 

DOWNERS  QROVE,  p.  2,601;  f.  area,  600  a.; 

mere  bldgs..  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  8  hose  carts;  hose,  1,800 
ft;  f.  al.,  bell  ft  wh.;  val.  bldgs.,  $1,000;  exp. 
dent,  $100;  tot.  mem.,  18  vol. 

water  Supply — Src,  wells;  sys.,  pump  to  res., 
to  stdp.  ft  dir.;  stdp.  cap.,  185,000  gals.;  dim., 
16  z  96;  res.  cap.,  76,000  gals.;  2  pump,  eng., 
cap.  day  1,864.000  gals.;  mams.  8  m.;  86  hyd.; 
met.,  460;  460  serv.;  pipe,  lead;  pres.,  dom.  60 
lbs.,  f.  100  lbs.;  cons,  day,  100,000  gals.:  cost, 
$50,000;  cost  mtce.,  $1,600;  wks.  owned  by  vil* 
lage. 

DUNDEE,  p.  8,000;  f.  area,  150  a.;  mere  bldgs., 
bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rik 
perm.;  fwks.  ft  oombt  ord.  F.  dept — 1  c  eng., 
1  h.  ft  1.  trk.,  2  hose  car.,  2  hrs.;  nose,  oot,  rub. 
lined,  gd.,  2,000  ft;  Inf.,  600  ft;  tot  hose,  2,600 
ft;  f.  al.,  Gamewell;  val.  equip.,  $2,000;  vaL  bldgs., 
$2,000;  tot  mem.,  80  voL 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  vys., 
grav.  to  res.,  pump  to  stdp.;  stdp.  cap.,  100,000 
gals.;  dim.,  86  z  22;  loc  hi  park;  mat,  iron;  res. 
cap.,  800,000  gals.;  loc  between  spr.  ft  station;  2 
pump,  eng.,  cap.  day  600,000  gals.;  mains,  6  m.; 
86  hyd.;  met,  826;  846  serv.;  pipe,  lead;  pres., 
dom.  45  lbs.,  f.  90  lbs.;  cost,  $40,000;  cost  mtce, 
$1,000;  wks.  owned  by  city. 

DU  QUOIN,  p.  6,464:  f.  area,  1,600  a.;  mere 
bldgs.,  bk.,  atn.  ft  wd.,  3  stor.;  priv.,  wd.,  2  stor.; 
fwks.  ft  combt  ord.  F.  dept. — 2  c  eng.,  1  h.  ft 
1.  trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,200  ft 

Water  Supply  —  Res.  cap.,  100,000,000  gals.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  1,000.000  gals.; 
mains,  12  m.,  4  to  10  in.  dia.;  86  hyd.;  pres., 
dom.  40  lbs. 

DWIOHT,  p.  2,166;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  wd..  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  comb.  h.  ft  1.  wag.  ft  hose  reeL 
1  hose  cart,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft;  inf.,  160  ft;  tot  hose,  1,860  ft;  fT  si.  bell 
ft  wh.;  val.  equip.,  $1,600;  tot  mem.,  16  voL 

Water  Supply— -Sre,  wells;  sys.,  pump  to  res.; 
res.  cap.,  60,000  gals.;  2  pump,  eng.,  dass  dup., 
cap.  day  890,000  gals.;  mains,  7  m.,  4  to  8  n. 
dia.;  80  hyd.;  met.,  146:  250  serv.;  pres.,  dom. 
43  lbs.,  f.  120  to  140  lbs.;  cost,  $32,000;  cost 
mtce.,  $8,800;  wks.  owned  by  city. 

EARLEVILLE.  p.  1,069;  f.  area,  18  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  oombt  ord.;  causes  of  L 
inv.  F.  dept — 1  h.  ft  L  trk.,  2  hose  wag.,  1  host 
car.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd., 
1,000  ft;  inf.,  20  ft;  tot  hose,  1,600  ft;  f.  aL, 
bell  ft  wh.;  val.  equip.,  $17,000;  vaL  bldgs.,  $8,000; 
exp.  dept,  $160;  tot.  mem.,  80  voL 

Water  Supply — Src,  wells,  in  bus.  eent;  nrs.* 
pump  to  stdp.   or  dir.;  stdp.   cap.,   84,640  gals.; 
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dim.,  12  z  100;  mat.,  atL;  rea.  cap.,  40.000  gala.; 
loc.  at  pump,  plant;  8  pump,  eng.,  daaa  comp.  k 
dup.,  cap.  day  1,000,000  gala.;  malna,  c.  L,  8  m., 
4  to  8  in.  dia.;  86  hyd.;  16  v.;  met.,  215;  216 
aerv.;  pipe,  lead;  prea.,  dom.  40  Iba.,  f.  126  Iba.; 
cona.  day,  70,000  gala.;  coat,  $26,000;  coat  mtce., 
$2,800;  wka.  owned  by  city. 

EAST  DUBUQUE,  p.  1,268;  f.  area,  86  blocka; 
bldga.,  bk.,  2  stor.;  wd.  rfa.  perm.  F.  dept. — 1 
h.  ft  1.  trie.,  8  hoee  car.,  1  c  ex.;  hoae,  cot.,  rub. 
lined,  gd.,  2.000  ft.;  inf.,  400  ft.;  tot.  hoae,  2,400 
ft.;  f.  al.,  bell;  val.  equip.,  $3,000;  val.  bldga., 
$6,000;  tot.  mem.,  40  vol. 

Water  Supply — Src,  wella,  in  bua.  cent.;  aya., 
pump  to  atdp.;  stdp.  cap.,  72,000  gals.;  dim.,  12  x 
85;  loc.  on  hill  270  ft.  above  level;  mat.,  stl.; 
res.  cap.,  75,000  gals.;  2  pump  eng.,  cap.  day  900,- 

000  gals.;  mains,  c.  i.,  3^  m.,  4  to  8  in.  dia.; 
28  hyd.;  16  v.;  128  met.;  130  serv.;  pipe,  lead; 
pres.,  dom.  k  f.,  118  lbs.;  cost,  $14,000;  wka. 
owned  by  city. 

EAST  DUNDEE,' p.  1,406;  mere,  bldga.,  bk.,  1 
to  2  ator.;  priv.,  bk.  k  wd.,  1  to  2  ator.;  fwka.  k 
oombt.  ord.;  cauaea  of  f.  inv.     F.  dept. — 1  c.  eng., 

1  h.  ft  1.  trk.,  2  hoae  car.;  hoae,  cot.,  rub.  lined, 

fd.,  600  ft.;  f.  aL,  bell;  val.  equip.,  $8,000;  vaL 
Idffa.,  $400;  exp.  dept.,  $260;  tot.  mem.,  8  vol. 

Water  Supply — Src,  well,  in  bua.  cent.;  dim., 
20  X  66  ft.;  mat.,  atL;  1  pump,  eng.;  cap.  day, 
800,000  gala.;  mains,  c  i.,  1^  m.,  6  to  8  in. 
dia.;  40  nyd.;  8  v.:  80  aerv.;  pipe,  lead;  prea., 
dom.  66  lbs.,  f.  160  Iba.;  cona.  day,  600,000  gala.; 
coat,  $16,000;  coat  mtce.,  $620;  wka.  owned  by 
city. 

EAST  ST.  LOUIS,  p.  68,647;  f.  area,  12,000  a.; 
mere  bldga.,  bk.,  6  ator.;  priv.,  bk.,  2  stor.;  wd. 
rfa.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 8  str.,  6  c.  band  ex., 
1  h.  ft  1.  trk.,  3  comb.  c.  ft  h.  wag.,  1  chief's  auto.,  1 
auto,  hoae  wag.,  4  hose  wag.,  3  noae  reels,  24  hra. ; 
hose,  cot.,  rub.  lined,  gd..  14,500  ft.;  f.  al..  Game- 
well,  100  bx.;  val.  equip.,  $62,000;  val.  bldgs., 
$72,000;  exp.  dept,  $80,000;  tot  mem.  77,  pd. 
full   time. 

Water  Supply — Src.,  riv.;  aya.,  pump  to  rea.  ft 
atdp.;  res.  cap.,  28,000,000  gala.;  6  pump,  eng., 
cap.  day  42,500,000  gala.;  maina,  116  m.,  4  to 
80  in.  dia.;  863  hyd.;  6,700  met;  11,360  aerv.; 
566  v.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  90  to  125 
lbs.;  wka.  owned  by  Co. 

EDWARDSVILLE,  p.  5,014;  f.  area,  8,500  a.; 
mere,  bldgo.,  bk.,  1  to  5  ator.;  priv.,  bk.  ft  wd.,  1 
to  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  combt. 
ord.;  causea  of  f.  inv.  F.  dept. — 1  comb,  wag.,  1 
h.  ft  1.  trk.,  3  hose  carta,  3  hra.:  hoae,  cot.,  rub. 
lined,  gd.,  2,000  ft;  f.  al..  bell;  vaL  equip.,  $8,000; 
val.  bldga..  $4,000;  exp.  dept,  $2,260;  tot.  mem. 
82,  pd.  part  time  8,  voL  29. 

Water  Supply — Src,  wella,  4H  m*  bua.  cent; 
aya.,  pump  to  rea.  ft  dir.  to  atdp.;  atdp.  cap.,  100,- 
000  gala.;  rea.  cap.,  500,000  gala.;  foe  at  Poag; 
pump,  eng.,  cap.  day  2,000,000  gala.;  maina,  c.  L, 
14  m.,  4  to  12  in.  dia.;  104  hyd.;  met.,  700;  700 
aerv.;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  cost.  $120,- 
000;  coat  mtce.,  $2,500;  wks.  owned  by  Co. 

EFFINGHAM,  p.  8,808;  f.  area,  660  a.;  mere, 
bldga.,  bk.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  1  to  2 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.:  cauaea  of  f.  inv.  F.  dept. — 1  hand  eng.,  4  c 
hand  ex.,  1  h.  ft  1.  trk.,  2  hoae  wag.,  2  hoae  carta; 
hoae,  rub.,  gd.,  1,200  ft.;  f.  al.,  bell  ft  wh.:  vaL 
equip.,  $4,000;  vaL  bldga.,  $800;  exp.  dept.,  $800; 
tot  mem.,  42  vol. 

Water  Supply — Src,  riv.,  2%  m.  bua.  cent.; 
iya.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  180,000 
gals.;  dim.,  16  x  120;  6  piunp.  eng.,  cap.  day 
4,000,000  gala.;  maina,  c.  i.,  14  m.,  4  to  12  in. 
dfia.;  102  hyd,;  47  v.;  125  met.;  400  serv. ;  pipe, 
lead  and  galv.  i.;  povs.,  dom.  50  lbs.,  f.  85  lbs.; 
oono.  day,  800,000  gals.;  cost,  $80,000;  cost 
mtce.,   $18,000;   wka.  owned  by  priv.   Co. 

ELBURN,  p.  618.  F.  dept.— 1,000  ft  hoae;  26 
voL 

Water  Supply — Src,  wella;  aya.,  pomp;  maina,  1 
m.,  4  to  6  in.  dia.;  7  hyd. 

ELQIN,  p.  26,976;  f.  area,  9  aq.  m.;  mere  bldga, 
bk.  ft  atn.,  1  to  6  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  not  perm.;  fwka.  ft  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept — 14  c.  hand  ex.,  1  h.  ft  1.  trk..  2 
hoae  wag.,  2  comb.  c.  ft  h.  wag.,  1  hoae  reel,  1 
diief'a  auto.,    13   hra.;    hose,   cot.,    rub.   lined,  gd., 


2,300  ft;  rub.,  gd.,  2,700  ft.;  inf.,  600  ft;  tot 
hoae,  5,600  ft;  f.  al.,  Gamewell,  86  bx.;  vaL  equip., 
$24,600;  val.  bldgs.,  $43,914;  exp.  dept,  $86,8S&6; 
tot.  mem.  27,  pd.  full  time;  uodra.  rating,  first 
class. 

Water  Supply — Src,  4  artesian  wella,  1^  m. 
bua.  cent.;  aya.,  dir.;  res.  cap.,  2,000,000  gala.;  8 
pump,  eng.,  cap.  day  9,000,000  gala.;  malna,  c  1., 
50  m.,  4  to  16  in.  dia.;  464  hyd.;  606  v.;  met, 
8,800;  5,000  aerv.;  pipe,  lead;  prea.,  dom.  50  to 
126  Iba.,  f.  90  to  126  Iba.;  cona.  day,  2,000,000 
gala.;  coat,  $649,713;  coat  mtce.,  $20,914.82; 
wka.  owned  by  city. 

ELMHURST,  p.  2.860;  f.  area,  640  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  3  ator.;  priv.,  atn.,  bk.  ft 
wd.,  2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  h.  ft  L 
trk.,  12  c  hand  ex.,  1  hoee  cart;  hoee,  cot.  rub. 
Imed,  gd.,  1200  ft;  Inf.,  300  ft;  tot  hoae,  1,600 
ft;  f.  al.,  bell;  val.  equip.,  $2,000;  vaL  bldga., 
$1,600;  exp.  dept.  $500;  tot  mem.,  18  voL 

Water  Supply — Src,  spr.,  3  m.  bua.  cent;  aya., 
pump  to  atdp.;  atdp.  cap.,  30,000  gala.;  100  ft 
high;  maina,  7  m.,  4  to  6  in.  dia.;  45  hyd.;  met, 
300;  576  serv.;  pres.,  dom.  ft  f.  25  to  40  Iba.; 
coat,  $80,000;  coat  mtce.,  $5,000;  wka.  owned 
by  The  Elmhurat  Spring  Water  Co. 

v,?*-**y^,°°'^»  P-  ^•'•O;  f.  area,  600  a.;  mere 
bldga.,  bk.,  2  stor.;  priv.,  wd.     F.  dept. — 1   e  eng., 

2  hose  car.;  hoae,  rub.,  gd.,  1.860  ft;  f.  aL,  bell 
ft  wh.;  val.  equip.,  $2,500;  val.  bldgs.,  $3,500;  tot 
mem.,  37  voL;  undra.  rating,  4H   claaa. 

Water  Supply — Src,  weU,  1  block  bua.  cent; 
aya.,  pump  to  rea.  ft  dir.;  rea.  cap.,  500,000  gala.; 

3  pump,  eng.,  class  trip.,  cap.  day  150,000  gala.; 
maina,  5  m.,  4  to  16  in.  dia.;  27  hyd.;  met.,  8; 
480  aerv.;  pipe,  galv.  L;  prea.,  dom.  40  Iba.,  f. 
80  Iba.;  cona.  day,  16,000  gala.;  coat,  $20,000; 
cost  mtce.,  $1,600;  wka.  owned  by  city. 

^,  EL  PASO,  p.  1,470;  f.  area,  4  blocka;  mere 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm.;  fwka.  ft  combt.  ord.  F.  dept. — 1  c  eng.,  1 
h  ft  1.  trk.,  2  hose  wag.,  2  hoae  car.;  hoae,  cot, 
rub.  lined,  gd.,  800  ft;  rub.,  gd.,  .400  ft;  inf., 
900  ft;  tot  hoae,  2,100  ft;  f.  al..  bell;  vaL 
equip.,  $4,000;  val.  bldga.,  $600;  exp.  dept,  $100; 
tot.  mem.,  16  vol.;  undra.  rating,  third  claaa. 

Water  Supply — Src,  well,  70  roda  bua.  cent; 
ays.,  pump  to  maina  ft  tank;  atdp.  cap.,  120,000 
gala.;  dim.,  16  x  24;  mat,,  wd.;  1  pump,  eng., 
daaa  dup.,  cap.  day  893,120  gala.;  malna,  2%  m., 

4  to  8  in.  dia.;  88  hyd.;  86  aerv.;  prea.,  dom.  40 
Iba.,  f.  50  Iba.;  coat,  $20,000;  coat  mtce..  $1,000. 

EUREKA,  p.  1,626;  f.  area,  16  a.;  mere  bldga., 
bk.  ft  frame,  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfe  not  perm.;  fwke  ft  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept — 6  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
wag.;  hoae,  cot,  rub.  lined,  gd.,  1,350  ft;  inf., 
600  ft;  tot  hoee,  1,850  ft.;  f.  al.,  elec,  2  bx.; 
val.  equip.,  $1,500;  tot  mem.,  16  voL;  undra. 
raiting,   third  daas. 

Water  Supply — Src.  weUa;  aya.,  pump  to  rea.; 
cap.,  800,000  gala.;  dim.,  9  x  38;  pump,  eng.,  cap. 
day  226,000  gala.;  maina,  7,0d0  ft.,  2H  to  6  in. 
dia.;  14  hyd.;  80  aerv.;  prea.,  dom.  60  Iba.,  f. 
76  Iba.;  cona.  day,  16,000  gala.;  coat,  $88,600; 
coat  mtce.,  $600. 

EVANSTON,  p.  24,978;  f.  area,  8  aq.  m.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  3  ator.;  priv.,  atn.,  bk.  ft 
wd.,  2  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt. 
ft  bldga.  ord.;  cauaea  of  f.  inv.  F.  dept. — 2  atr., 
1  auto.  comb.  eng.  ft  hoae  wag.,  1  comb.  h.  ft  1. 
trk.  ft  c  eng.,  1  e  eng.,  1  e  hand  ex.,  1  aer.  trk., 

1  h.  ft  1.  trk.,  1  chief 'a  wag.,  10  portable  pumps,  2 
hoae  wag.  in  reaerve,  1  Eaatman  deluge  aet,  18 
hra.;  hoae,  cot,  rub.  lined,  gd.,  9,088  ft;  f.  aL, 
GameweU,  42  bx.;  val.  equip.,  $89,400;  val.  bldga., 
$40,000;  exp.  dept,  $32,940;  tot  mem.  86,  pd. 
full  time. 

Water  Supply — Src,  lake;  aya.,  pump  dir.;  pumn. 
eng.,  cap.  day  19,000,000  gala.;  maina,  77.62  m.,  4 
to  36  in.  dia.;  607  hyd.;  727  v.;  met,  412;  6.660 
aerv.:  pipe,  lead;  prea.,  dom.  40  Ibe,  f.  90  iba.; 
cona.  day,  6,148,596  gala.;  coat.  $672,000;  coat 
mtce.,  $36,000;  wks.  owned  by  city. 

FAIRBURY,  p.  2,505;  f.  area,  200  a.;  mere 
bldga.,  bk.  ft  iron,  2  ft  3  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt.  ord.     F.  dept — 

2  hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  1,600  ft; 
f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldga.,  $6,000; 
exp.  dept,  $400;  tot.  mem.,  14  vol.;  undra.  rat- 
ing, third  claaa. 


c-56 


FIRE   DEPARTMENTS   AND   WATER   SUPPLY— ILLINOIS. 


WaUr  Supply — Src,  well,  %  m.  bus.  cent.;  sya., 
pump  to  res.  k  dlr.;  stdp.  cap.,  60,000  gals.;  dim., 
25^  X  20;  mat.  bk.  &  wd.;  res.  cap.,  86,000  gals.; 
loc.  at  waterwks.;  pump,  eng.,  cap.  day  125,000 
gals.;  mains,  c.  1.,  8  m.,  4  to  10  in.  dla.;  48  hyd.; 
met.,  60;  pipe,  galv.  1.;  pres.,  dom.  46  lbs.,  f. 
46  lbs.;  cost  mtce.,  $2,680;  wks.  owned  by  city. 

FAIRFIELD,  p.  2,479;  f.  area,  40  a.;  mere, 
bldgs..  bk.,  1  &  2  stor.;  priv..  wd.,  1  &  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord. ; 
oauses  of  f.  inv.  F.  dept. — ^Force  pump,  2  comb, 
c.  ft  h.  wag.,  SO  c.  hand,  ex.,  1  h.  ft  L  trk.,  2  c. 
eng.,  2  hose  reels;  hose,  oot.,  rub.  lined,  gd.,  600 
ft.;  rub.,  gd.,  850  ft;  tot.  hose,  950  ft;  f.  al., 
telp.  ft  wh.;  val.  equip.,  $1,750;  tot  mem.,  17, 
pd.  part  time;  undra.  anting,  fourth  ckiss. 

Watsr  Supply — Src.,  wells  ft  cisterns,  res. 

FARMER  CITY,  p.  1,608;  f.  area.  1  sq.  m.; 
mere,  bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  cart,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd.. 
200  ft;  inf.,  800  ft;  tot  hose,  1,800  ft;  f.  al., 
wb.;  val.  equip.,  $400;  tot  mem.,  80  vol. 

Watsr  Supply — Src,  well,  4  blocks  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  40,000  gals.; 
two  10  X  86  pump,  eng.,  cap.  day  400,000  gals.; 
mains,  8^^  m.,  4  to  8  in.  dia.;  85  hyd.;  820  serv.; 
cost,  $15,000;  cost  mtce.,  $1,600. 

FARMINGTON,  p.  2,421;  f.  area,  160  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 2  c  hand  ex.,  1  comb,  hose  ft 
ladder  wag.,  1  h.  ft  1.  trk.,  2  hose  car.,  2  hre.;  hose, 
oot.,  rub.  lined,  gd.,  1,000  ft;  rub.,  fair,  300  ft; 
inf.,  200  ft;  tot  hose,  1.500  ft;  f.  al.,  bell  ft 
wh.;  val.  equip.,  $8,000;  val.  bldgs.,  $6,000;  exp. 
dept,  $450;  tot  mem.,  21  vol.;  undrs.  rating, 
sixth  daan. 

Water  Supply — Src,  well,  %  ni.  bus.  cent;  svs., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  58,000  gals.; 
dim.,  10  z  90;  mat,  stL;  res.  cap.,  80,000  gals.; 
2  pump,  eng.,  class  dup.,  cap.  day  800,000  grals.; 
mains,  8H  m.,  4  to  8  in.  dia.;  85  hyd.;  met., 
9;  60  serv.;  pipe,  galv.  i.;  pres.,  dom.  58  lbs.,  f. 
120  lbs.;  cons,  day,  85,000  gals.;  cost,  $14,000; 
cost  mtce.,  $700;  wks.  owned  oy  city. 

FLANAGAN,  p.  590.  F.  dept. — 2  hand  eng.,  8 
hose  car.;  hose,  800  ft;  f.  al.,  belL 

Water  Supply — ^Src,  artesian  wells,  in  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  40,000  gals;  1 
pump,  eng.,  cap.  day  250,000  gals.;  mains,  2  m., 
6  in.  dia.;  80  hyd.;  pres.,  90  lbs.;  cost  mtce., 
$500;  wks.  owned  by  city. 

FLORA,  p.  2,704;  bldgs.,  stn.,  bk.  ft  wd.  F. 
dept — 1  str.,  1  hose  cart,  1  h.  ft  L  trk.;  hose, 
750  ft;  f.  al.,  wh. ;  tot  mem.,  12  vol. 

Watsr  Supply — Wells  ft  cisterns. 

FORREST,  p.  967;  mere  bldgs.,  bk.,  1  ft  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  porm.; 
fwks.  ft  combt.  ord.  F.  dept. — 1  hand  en^.,  1  h.  ft 
L  trk.,  2  hose  carts;  hose,  oot,  rub.  hned,  gd., 
1,000  ft;  f.  aL,  wh.;  val.  equip.,  $8,000;  vaL 
bldgs.,  $1,600;  exp.  dept,  $150;  tot.  mem.  18,  pd. 
full  time  1,  vol.  17;  undrs.  rating,  third  class. 

Watsr  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  56,000  gals.;  pump, 
eng.,  cap.  day  240,000  gals.;  mains,  c  1.,  1  m., 
4  to  6  in.  dia.;  15  hyd.;  80  serv.;  pres.,  f.  150 
lbs.;  cost,  $8,000;  wks.  owned  by  village. 

FORRESTON,  p.  870;  f.  area,  40  a.;  mere 
bldgs.,  bk.  ft  wd.,  IV^  to  2  stor.;  priv.,  bk.  ft 
frame,  1 H  ator. ;  wd.  rfs.  not  perm. ;  fwks.  ft  combt. 
ord.:  causes  of  f.  inv.  F.  dept — 2  hose  car.,  6 
hand  ex.  c  eng.;  hose,  cot,  rub.  lined,  gd.,  900 
ft.;  f.  al.,  bell;  undrs.  rating,  first  class. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,000  gals.; 
pump,  eng.,  cap.  day  19,440  gals.;  mains,  2^  m., 
4  to  8  in.  dia.;  22  hyd.;  84  serv.;  pres.,  dom.  52 
lbs.,  f.  68  lbs.;  cost,  $10,000;  cost  mtce.,  $780; 
wks.  owned  by  village. 

FRANKLIN  GROVE,  p.  572.  F.  dept— 1  h.  ft 
1.  trk.,  1  hand  eng.,  1  hose  reel,  1,000  ft  hose; 
bell  ft  telv.  al.;  vol. 

Water  Supply — Src,  wells;  ays.,  dir.  pres.;  res. 
cap.,  12,000  gala.;  1  pump,  eng.,  cap.  day  216,- 
000  gals.;  mams,  200  ft,  4  to  6  in.  dla.;  5  hyd.; 
wks.  owned  by  town. 

FREEBURG,  p.  1,897;  mere  bldgs.,  bk.  ft  wd., 
2  ft  8  stor.;  priv.,  bk.  ft  wd.,   1  to  8  stor.;  wd. 


rfs.  perm.;  combt  ord.  F.  dept. — 1  hand  eng.,  6 
c.  hand  ex.,  1  h.  ft  1.  trk.,  1  water  tower,  2  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  800  ft;  vaL  equip., 
$6,000;  vaL  bldgs.,  $1,000;  tot  mem.,  150  vol.; 
undrs.  rating,  third  class. 

Water  Supply — ^Src,  lake,  700  yda.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  20,000  gals.;  pump, 
eng.,  cap.  day  100,000  gals.;  mains,  2  m.,  4  in. 
dia.;  89  hyd.;  met,  1;  20  serv.;  cost,  $7,000; 
cost  mtce.,  $500. 

FREEPORT,  p.  17,667;  t  area,  82,820  a.;  mere 
bldgs.,  bk.  ft  stn.,  8  stor.;  priv.,  wd.,  t  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.  F. 
dept. — 6  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  comb,  e  ft 
h   wag.,  1  hose  reel,  14  hrs.;  hose,  oot,  rub.  lined, 

fd.,  6,000  ft;  f.  al.,  Gamewell,  24  bx.;  vaL  equip., 
10,600:  vaL  bldgs.,  $2,000;  exp.  dept,  $80,000; 
"  tot  mem.  18,  pd.  fiul  time. 

Water  Supply— -Src,  wells,  ^  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  45,000  gals.; 
res.  cap.,  800,000  gals.;  8  pump,  eng.,  cap.  day 
8,750,000  gals.;  mains,  c.  i.,  54  m.,  4  to  16 
in.  dia.;  <87l  hyd.;  met,  3,600;  4,800  serv.;  pipe, 
iron  ft  lead;  pres.,  dom.  40  to  90  lbs.,  f.  60  to  110 
lbs.;  cons,  diay,  1,500,000  gals.;  cost,  $520,000; 
cost  operation,  $26,000;  wks.  owned  by  Go. 

FULTON,  p.  2,174;  f.  ar«a,  1%  aq.  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn..  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  C  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  inf., 
200  ft;  tot  hose,  1,200  ft;  f.  aL,  wh.;  exp.  dept, 
$800;  tot  mem.,  60  vol. 

Water  Supply — Src,  arteaian  well;  ays.,  pump  to 
res.  ft  dir.;  res.  cap.,  116,000  gals.;  2  pump,  eng., 
size  16  X  10  X  15  ft  14  X  9  X  10  in.,  cap.  day 
1,076,000  gals.;  mains,  c  L,  5Vi  m..  4  to  d  in. 
dia.;  48  hyd.;  18  v.;  met,  6;  pres.,  aom.  85  lbs., 
f.  140  lbs.;  cost,  $85,000;  cost  mtce,  $2,200; 
wks.  owned  by  city. 

GALENA,  p.  4,835;  f.  area,  dty  limits;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  5  stor.;  priv.,  bk..  stn. 
ft  wd.,  1  to  8  stor.;  wd.  jrfs.  not  perm.;  fwks.  ft 
oombt  odnd.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L 
trk.,  1  comb.  c.  ft  h.  wag.,  2  c.  band  ex..  4  hose 
car.;  hose,  linen,  gd.,  2,500  ft;  rub.,  gd.,  300 
ft;  inf.,  800  ft.;  tot  hose,  3,100  ft;  val.  equip., 
$4,000;  val.  bldgs.,  $7,000;  exp.  dept,  $1,000; 
tot  mem.,   125,  vol.;  undrs.  rating,  fourth  clas». 

Water  Supply — Src,  artesian  well5t,  ^  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  125,000 
gaJs. ;  dim.,  20  x  55;  2  pump,  eng.,  ckvas  comp., 
cap.  day  2,000,000  gals.;  mains,  6  m.,  4  to  10  ie 
dia.;  80  hyd.;  met.  50;  540  serv.;  pipe,  lead; 
pres.,  dom.  40  to  95  lbs.,  f.  80  to  120  lbs.;  cost, 
$75,000;   wks.  owned  by  €k). 

GALESBURG,  p.  22,089;  f.  area,  2,000  a.; 
mere  bldgs.,  bk.  ft  stn.,  2  to  5  stor.;  priv..  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.    ord.;    causes   of   f.    inv.      F.   dept — 1    str., 

1  c.  eng.,  10  c.  band  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk., 

2  comb.  c.  ft  h.  wag.,  1  hose  wag.,  1  hose  reel,  1 
chief's  buggy,  14  Yas.;  hose,  cot,  rub.  lined,  gd., 
5,800  ft.:  inf.,  500  ft:  tot.  hose,  6,300  ft;  f.  aL, 
telp.;  val.  equip.,  $2'5,000;  val.  bldgs.,  $60,000; 
exp.  dept,  $24,000;  tot  mem.  21,  pd.  full  time. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent;  sys., 
dir.  pres.;  res.  cap.,  6,000,000  gals.;  loc  at  station; 
8  pump,  eng.,  cap.  day  9,000,000  gals.;  mains,  c  L, 
4^  m.,  6  to  16  in.  dia.;  420  hyd.;  met.  8.000; 
8,000  serv.;  pres.,  dom.  40  to  45  lbs.,  t.  90  to 
125  lbs.;  cons.  day.  1,000,000  gals.;  cost,  $500,000; 
cost  mtce.,  $40,000;  wks.  owned  by  city. 

GALVA,  p.  2,498;  f.  area,  640  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm. ;  combt.  ord. ;  causes  of  f .  inv.  F.  dept. — 
1  c  eng.,  2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  1,400  ft.;  f.  aL, 
bell;  val.  equip.,  $6,500;  val.  bldgs.,  $5,000;  exp. 
dept,  $865;  tot  mem.  48,  pd.  part  time;  undra. 
rating,  second  class. 

Water  Supply — Src,  wells,  800  yds.  bus.  cent; 
sys.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  40,000  gale: 
dim.,  12  X  65;  mat,  bk.  ft  stL;  res.  cap.,  86,000 
gals.;  2  pump,  eng.,  cap.  day  78.000  gals.;  mains, 
c  i.,  6H  m.,  4  to  8  in.  dia.;  71  hyd.;  26  v.;  met. 
91;  458  serv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs., 
f.  100  to  150  Ibe;  cons,  day,  126,000  gals.;  coat, 
$45,000;  cost  mtce.,  $3,800;  wks.  owned  by  city. 

GARDNER,  p.  1,100;  f.  area,  640  a.  F.  dept — 
4  e  eng.,  1  h.  ft  L  trk..  1  pump,  wag.;  ezp.  aept. 
$100;  tot.  mem.,  24  voL 

No  Waterwks. 
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6ENESE0,  p.  8»199;  f.  area,  9,604  a.;  mere, 
bldgs.,  Btn.  ft  Dk.,  1  to  8  Btor.;  priv.,  itn.,  bk.  k 
wd.,  1%  stor.;  wd.  rfa.  perm,  in  f.  area;  fwka.  k 
combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 6  c  hand 
ex.,  1  h.  ft  L  trk.,  2  hoae  carts;  hoae,  rub.,  cot. 
lined,  grd.,  1,000  ft.;  rub.,  gd.,  600  ft;  inf.,  800 
ft.;  tot.  nose.  2,800  ft.;  f.  al.,  bell  ft  wh.;  vaL 
eauip.,  $8,000;  val.  bldga.,  $8,600;  exp.  dept, 
$880;  tot  mem.,  26  toI. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
pump  to  ittdp.;  stdp.  cap.,  125,000  gale.;  res. 
cap.,  150,000  gals.;  2  pump,  eng.,  cap.  day  1.000,- 
000  gals.;  mains,  OH  m.,  4  to  8  In.  dia.;  66  hvd.; 
80  Y.;  680  met;  pres.,  dom.  66  lbs.,  f.  60  lbs.; 
cons,  day  100,000  gals.;  cost,  $76,000;  cost  mtce., 
$2,500;  wks.   owned  by  city. 

GENEVA,  p.  2,461;  f.  area,  820  a.;  mere,  bldgs., 
stn.,  2  ft  2H  stor.;  priv.,  wd.,  2  ator.;  wd.  rf$.  not 
perm.;  no  fwka.  ft  combt  ord.;  causes  of  L  inv. 
F.  dept. — 1  hose  car.,  1  hra.;  hose,  cot,  rub. 
lined,  gd.,  1,400  ft;  val.  equip.,  $1,760;  val. 
bldgs.,  $7,000;  tot  mem.  18,  pd.  full  time  1,  toL 
17:  undrs.  rating,  third  cla^s. 

Watsr  Supply — Src,  well,  600  ft  bus.  cent; 
wsrs.t  pump  to  res.  ft  dir.;  res.  cap.,  90.000  gals.; 
2   pump,   eng.,   daas  oomp.   dup.,   cap.   day   8,000,- 

000  gals.;  noains,  12  m.,  4  to  12  in.  dia.;  116 
hyd. ;  500  met;  68  v.;  610  serr.;  pipe,  galv.  L 
ft  lead;  pres.,  dom.  60  lbs.,  f.  126  lbs.;  cons,  day 
800,000  gals.;  cost,  $60,000;  cost  mtce.  $5,000; 
wks.   owned   by   city. 

GENOA,  p.  1,267;  f.  area,  80  a.  F.  dept. — 2 
hose  carts,  1  h.  ft  1.  wag.,  1  comb,  hand  ft  c  eng.; 
hose,  1,000  ft.;  val.  equip.,  $700;  vaL  bldgs., 
$1,000;  ezp.  dept,  $160;  tot  mem.,  24  voL 

Water  Supply-^rc,  well,  M  m.  bus.  cent;  sys., 
dir.  pres.;  1  pump,  eng.,  oap.  dav  80,000  gala.;  87 
hyd.;  268  serv.;  280  met.;  mains,  <8H  m.,  4  to 
12  in.;  pres.,  dom.  ft  f.  60  to  75  lbs.;  cons,  day, 
80,000  gals.;  wks.  owned  by  city. 

.QERMANTOWN,  p.  800;  f.  area,  160  a.  F. 
d«>t. — 1  hand  pump,  1,100  ft.  hose;  f.  al.,  bell; 
val.  equip.,  $000;  val.  bldgs.,  $800;  exp.  dept, 
$800;  tot.,  mem.,  15,  pd.  full  time. 

Water  Supply— ^rc,  well,  1  m.  bus.  cent;  eys., 
pump  to  stdp.;  2. pump,  eng.,  cap.  day  40,000 
gate.;  mains,  1%  m.;  24  hyd.;  pres.  dom.  ft  f. 
55   lbs.;   cost,  $10,000;   wks.  owned  by   city. 

GIBSON  CITY,  p.  2,086;  mere,  bldgs.,  bk.,  1  to 
2  stor.;  priv.,  wd.,  1  to  2  stor.;  wd.  rfs  not  perm, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.   iept. — 1    comb.   c.   ft  h.   wag.,    1   h.  ft   1.   trie., 

1  ho»e  wmg.,  2  hose  osrtis,  2  hrs.;  hose,  cot.,  rub. 
lined,  rd.,  1,800  ft;  inf.,  400  ft;  tot  hose, 
2,209  ft;  f.  al.,  w4i.;  val.  equip.,  $3,000;  val. 
bldgs.,  $2,000;  exp,  dept,  $300;  tot  mem.,  18 
vol. 

Water  Supply — Src.,  wells;  sys.,  pump  to  res.,  to 
stdp.  ft  dir.;  stdp.  cap.,  45,000  gals.;  res.  cap., 
60,000  gals.;  8  pomp,  eng.,  class  comp.  dup.,  cap. 
day  1,500,000  gals.;  mains,  6  m.,  4  to  12  in.  dia.; 
82  hyd.;  met..  180;  180  serv.;  pres.,  dom.  40  lbs., 
f.  100  lbs.;  cons,  day,  60,000  gals.;  cost,  $80,000; 
cost  mtce.,  $1,600;  wks.  owned  by  Co. 

GILMAN,  p.  1,805;  f.  area,  400  a.;  mere,  bldgs.. 
bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. 
— 1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  carts,  1  water 
tower;  hose,  cot,  rub.  lined,  gd.,  1,500  ft.:  f.  aL, 
wh.;  exp.  dept.,  $146;  tot  mem.  9,  pd.  full  time. 

Water  Supply — Not  reported. 

GLEN  ELLYN,  p.  1,768.    F.  dept— 1  hose  wag., 

1  h.  ft  1.  trk..  1  hand  hose  cart,  8  hra.;  hoae,  1,000 
ft.:  f.  al.,  bell  ft  telp.;  26  vol. 

Water  Supply — Src.  wella;  stdp.  cap.,  60,000 
gals.;  res.  cap.,  76,000  gals.;  1  pump,  eng.,  cap. 
day  864,000  gals.;  mains,  10  m.,  d,  6  ft  4  in.  dia.; 
oO  hyd. 

GOLCONDA,  p.  1,088;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  ft  wa.,  1  to  2  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  Inv.  r.  dent. — 1  hand  eng.,  1  h.  ft 
1.  trk.,  1  hose  wag.;  f.  al.,  bell;  vaL  equip.,  $800; 
val.  bldgs..  $200;  tot  mem.,  vol. 

Water  Supply — No  waterwks.  are. 

GRANITE  CITY,  p.  9,903;  f.  area,  600  a.;  mere, 
bldgs.,  bk.  ft  wd..  2  to  8  stor.;  priv.,  bk.  ft  wd.,  2 
to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of 
f.  inv.  F.  dept. — 1  auto,  str.,  6  c.  hand  ex.,  1  hose 
wag.,  2  hose  carts,  2  hrs.;  hose,  cot,  rub.  lined,  gd., 
2, Duo  ft:  rub.,  gd.,  1,500  ft;  tot  hose,  8,500  ft; 


f.  al.,  telp.  ft  wh.,  10  bx.;  val.  equip.,  $14,000; 
vaL  bldga.,  $8,000;  exp.  dept,  $2,800;  tot  mem., 
18,  pd.  full  time  6,  vol.   12. 

Water  Supply — Src.,  riv.,  8  m.  bus.  cent.;  srs., 
pump  dir.;  6  pump,  eng.,  cap.  day  20,000,000  gala.; 
2  res.  cap.,  5,000,000  gals.;  mains,  c.  L,  60  m., 
4  to  20  in.  dia.;  206  hyd.;  met,  1,800;  3,200 
serv.;  pres.,  dom.  60  lbs.,  f.  80  lbs.;  cons,  day, 
4,000,000  gals.;  cost,  $1,000,000;  cost  mtce., 
$40,000;  wks.  owned  by  Co. 

GRANT  PARK.  p.  692.  F.  dept — 2  hose  carts, 
1  h.  ft  L  trk.,  600  ft  hose;  telp.  ft  bell  al.;  24 
vols. 

GRAYVILLE,  p.  1,040;  f.  area,  600  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  ft  2  stor.;  pnv..  wd.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept. — 1  hand 
eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,200  ft.;  val.  equip.,  $1,600;  vaL  bldgs., 
$875;  tot.  mem.  16,  pd.  $1  per  f. 

Water  Supply — Src,  riv.,  1,600  ft.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  dim.. 
13  X  65;  mat,  stl.;  2  pump,  eng.,  class  dup.,  cap. 
day  600,000  gals.;  mains,  700  ft.:  47  hyd.;  125 
serv.;  pipe,  wrt.  i.;  pres.,  dom.  80  lbs.,  f.  100  lbs.; 
cost  $28,000. 

GREENFIELD,  p.  1,161;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  penn.  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  gasoline  eng., 
1  hand  eng..  1  h.  ft  1.  trk.,  4  hrs.;  hose,  gd.,  1,400 
ft;  inf.,  600  ft;  tot.  hose,  1,900  ft;  t  al.,  bell 
ft  wh.;  vaL  equip.,  $3,000;  vaL  bldgs.,  $1,600; 
exp.  dept,  $1,000;  tot.  mem.  26,  pd.  full  time 
1,  paid  part  time  24;  undrs.  rating,  third  class. 

Water  Supply — ^Not  reported. 

GREENUP,  p.  1,224;  f.  area,  640  a.     F.  dept — 

1  hose  cart.  1  wag.,  8  laddera,  1,400  ft  hose;  vaL 
equip.,  $800;  vaL  bldgs.,  $200;  exp.  dept.,  $200; 
tot.   mem.,   16  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.,  l  m.  bus.  cent;  sys., 
dir.  pres.  ft  pump  to  stdp.;  1  pump,  eng.,  cap.  day 
860,000  gals.;  mains,  3  m.;  35  hyd.;  8  v.;  pres., 
dom.  70  lbs.,  f.  140  lbs.;  cost,  $140,000;  cost 
mtce.,  $1,000;  wks.  owned  by  dty. 

GREEN  VIEW,  p.  921;  f.  area,  160  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  water  tower,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  600  ft;  f.  al.,  bell;  vol. 

Water  Supply — Src,  wella;  sys.,  pump  to  stdp.; 
stdp.  cap.,  17,000  gala.;  mat,  wd.;  1  pmnp.  eng., 
class  trip.,  size  7x8,  cap.  day  200,000  gals.; 
mains,  iron,  3,000  ft,  4  in.  dia.;  20  hyd.;  pres., 
dom.  80  lbs.;  cons,  day,  6,000  gala.;  wks.  owned 
by  city. 

GREENVILLE,  p.  8,178;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.,  1  to  8  istor.;  priv.,  wd.  ft  bk.,  1  ft  2 
star.;  wd.  rfs.  not  perm.:  fwks.  ft  combt  ord.; 
causes  of  f.  inv.     F.  dept — 1  hand  eng..  1  c  eng., 

2  hose  carts;  hoj<e,  cot,  rub.  lined,  gd..  1,000  ft.; 
inf.,  300  ft;  tot  hose,  1,300  ft.;  f.  al.,  bell,  telp. 
ft  wh.;  val.  equip.,  $1,000;  val.  bldgs.,  $600;  exp. 
dept,  $300;  tot  mem.,  25  vol.;  undrs.  rating, 
ttkird   class. 

Water  Supply — Src,  wells  ft  cisterns. 

QRIGGSVILLE,  p.  1,262;  mere  bldgs.,  bk.,  2 
stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.  F.  dept. — 3  e  eng.  on  wis.,  1 
hand  eng.,  1  h.  ft  1.  trk.,  1  e  hand  ex.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  600  ft;  f.  al.,  bell;  tot 
mem.,  28  vol. 

Water  Supply — Src,  wells  ft  cisterns. 

HAMILTON,  p.  1,627;  f.  area,  76  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  comb,  c  ft  h.  wag.,  1  c  eng.,  25  c 
hand  ex.,  1  h.  ft  1.  trk.,  3  hoae  wag.,  8  hose 
oar.:  hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  inf.. 
2,000  ft;  tot.  hose.  3,500  ft.;  f.  al.,  bell;  vaL 
equip.,  $4,900;  val.  bldgs.,  $250;  exp.  dept, 
$450;  tot.  mem.,  12  pd.,  full  time  1,  pd.  psrt  time 
11;    undrs.   rating,  second    class. 

Water  Supply — Src,  Miss.  R.,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gala.;  2 
pump,  eng.,  cap.  800.000  gals.;  mains,  5^  m.,  6 
to  10  in.  dia.;  64  hyd.;  27  v.;  116  met;  119 
serv.;  pres.,  dom.  ft  f.,  80  to  95  lbs.;  cons,  day, 
50,000  gals.:  cost,  $80,000;  cost  mtce.,  $1,600; 
wks.    owned   by   city. 

HANOVER,  p.  650.  F.  dent — 1  hand  eng.,  12  e 
ex.;  hose,  850  ft.;  f.  al.,  bell. 
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Water  Supply — Src,  cisterns. 

HARRISBURG.  p.  10,000;  mere,  bldn.,  bk.  & 
stn.,  1  to  8  stor.;  priv.,  bk.  A  wd.,  1  s  2  stor.; 
wd.  rfs.  not  perm,  in  1  ares;  fwks.  9c  combt.  ord.; 
causes  of  f.  inr.  F.  dept. — 1  hose  car.,  2  hra.; 
hose,  srd.,  2,000  ft.;  inf.,  600  ft.:  tot  hose,  2,500 
ft;  f.  al.,  wh.  ft  bell,  2  bz.;  Tal.  equip.,  $8,000; 
val.  bldgs.,  $1,500;  exp.  dept,  $1,200;  tot  mem., 
15,  pd.  Ml  time  1,  pd.  part  time  14. 

Water  Supply — Src,  creek;  res.  cap.,  80,000 
gals.;  prea.,  dom.  45  lbs.,  f.  90  Iba. 

HARVARD,  p.  8,008;  f.  area,  600  a.;  mere, 
bidgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
Dot  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dent — 1  str.,  1  hand  eng.,  6  c.  hand  ex.,  1 
h.  ft  L  trie,  1  hose  wag.,  2  nose  car.,  reels,  ftc. ; 
hose,  cot,  rub.  lined,  go.,  1.600  ft;  f.  al.,  bell  ft 
wh.;  val.  equip.,  $4,000;  val.  bldgs.,  $6,000;  exp. 
dept,  $260;  tot  mem.,  50  vol. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent; 
qrsi,  pump  dtr.;  stdp.  cap.,  1,000,000  gals.;  mat 
stl.;  res.  cap.,  1,000,000  gals.,  loc  at  station:  2 
pump,  eng.,  clam  dup.,  cap.  day,  600,000  gals.; 
maine,  e.  i.,  8^  m.,  4  to  8  in.  dia.;  40  Kyd.;  28 
v.;  ntet,  875;  840  serv.;  pipe,  lead  ft  galv.  L; 
pros.,  dom.  60  Iba.,  f.  80  lbs.;  cons,  day,  100,- 
000  gals.;  wfas.  owned  by  city. 

HARVEY,  p.  7,227;  f.  area,  8H  Bq*  m.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  priv.,  bk.  ft  wd., 
1%  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.;  F.  dept — 2  c.  hand 
ex.,  8  hose  earts,  1  comb.  c.  ft  h.  wag.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  1.400  ft.; 
tot.  hose,  8,400  ft:  f.  aL,  GameweU,  24  ox.;  val. 
equip..  $8,000;  val.  bldgs.,  $9,600;  exp.  dept, 
$8,000;  tot  mem.  82,  pd.  full  time  4,  voL  28. 

Water  Supply — Src,  wells,  1^  m*  bus.  cent; 
sys.,  pump  to  res.  ft  dir.  to  stdp.;  stdp.  cap.,  200,- 
000  gals.,  dim.  16  x  120,  mat.  stl.;  res.  cap., 
210,000  gals.,  loc  at  station;  2  pump,  eng.,  cap. 
day  2,000,000  gals.;  mains,  c  i.,  16  m.,  6  to  12 
in.  dia.;  169  hyd.;  79  v.;  met,  910;  pres.,  dom. 
56  lbs.,  f.  100  lbs.;  cons,  day,  400,000  gals.; 
wks.  owned  by  Co. 

HAVANA,  p.  8,625;  f.  area,  8  a.;  mere,  bldgs., 
bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfa.  not  perm.  F.  dept — 1  h.  ft  1.  trk.,  2  hose 
car.;  hose,  rub.,  gd.,  950  ft;  inf.,  50  ft;  tot 
hose,  1,000  ft;  f.  aJ.,  bell;  val.  equip.,  $2,200; 
val.  bldga.,  $9,000:  exp.  dept,  $250;  tot  mem., 
10  vol.;  undrs.   rating,   fourth  class. 

Water  Supply — Src,  wells,  8  blocks  bus.  cent; 
ays.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  62,500 
gUs.,  dim.  16  z  36,  mat.  iron;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  500,000  gals.;  mains,  c  i.,  7 
m.,  4  to  8  in.  dia.;  52  hyd.;  24  v.;  600  serv.: 
pipe,  galv.  i.;  pres.,  dom.  55  lbs.,  f.  120  lbs.; 
cons.  &y,  400,000  gals.;  cost,  $62,000;  cost  mtce., 
$8,900;  wks.  owned  by  city. 

HEBRON,  p.  644.  F.  dept — 1  c.  eng.;  hose, 
1.900  ft;  f.  al.,  wh. 

Water    Supply — Src,    wells;    res.    cap.,    26,000 

Sala.;    2   pump,   eng.;   mains,   2  m.,   8,   6  ft  4   in. 
ia.;  25  hyd.;  pres.,  dom.  56  lbs.,  f.  90  lbs. 

HENNEPIN,  p.  461.  F.  dept. — 1  hose  cart,  1 
h.  ft  1.  trk.,  50  ft.  hose;  bell  al. 

HENRY,  p.  1,687;  mere  bldgs.,  bk.,  1  to  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  hand  eng.,  1  c  eng.  on  wle.,  7  c  hand 
ex.,  1  hoee  wag.,  1  h.  ft  1.  trk.,  2  hove  carts;  hose, 
cot,  rub.  lined,  gd.,  1.800  ft;  inf.,  600  ft;  tot 
hose.  2,400  ft;  f.  a].,te1p.  ft  bell;  val.  equip., 
$4,600;  val.  bldga.,  $7,000;  exp.  dept,  $500; 
tot  mem.,  52  voL 

Water    Supply — Sys.,    grav.;    res.    cap.,    80,000 

Jrals.;   2  pump,  eng.;  mains,   c  i.,   5  m.,   2  to  10 
n.    dia.;    56    hvd.;    20   v.;    met.,    60;    pres.,   dom. 
70  lbs.;  cost,  $80,000;  wrks.  owned  by  city. 

HERRhN,  p.  6,861;  f.  area,  1,000  a.  F.  dept. — 1 
gas  eng.,  1  comb,  c  ft  h.  wag.,  1  h.  ft  1.  trk.,  2  bra., 
1,100  ft  hose;  vaL  equip.,  $4,000;  val.  bldgs.,  $20,. 
000;  exp.  dept,  $2,000;  tot  mem.  8,  pd.  full  time 
2,  pd.  part  time  6. 

Water  Supply — Src,  lake,  2H  m.  bus.  cent; 
ay«.,  grav.;  res.  cap.,  '60,000,000  gals.:  2  pump, 
eng.,  combined  cap.  day  3,000,000  gaki.;  mains, 
c  i.,  16  m.;  98  hyd.;  7Si  v.:  1,086  serv.;  prea., 
dom.  60  lbs.,  f.  100  to  125  lbs.;  cost,  $150,000; 
wks.  owned  by   city. 


HIGHLAND,  p.  2,675;  f.  area,  200  a.;  mere 
bldgs.,  bk.,   1  to  8  stor.;  priv.,  cone,  bk.  ft  wd.. 

1  ft  2  stor.;  wd.  rfs.  perm.;  causes  of  L  hxw. 
F.  dept. — 1  str.,  1  hand  eng.,  65  c  band  ex..  2 
b.  ft  1.  trk.,  f.  boats,  4  hose  carta,  4  hose  car.; 
hose,  cot.  rub.  lined,  gd.,  1,670  ft;  rub.,  gd.,  600 
ft;  tot  hose,  2,070  ft;  f.  al.,  bell;  val.  equipi., 
$8,000;  val.  bldgs.,  $8,000;  tot  mem.,  75  vol; 
undrs.  rating,  second  class. 

Water  Supply — Src,  cisterns. 

HIGHLAND  PARK,  p.  4,209;  f.  area.  8  m.; 
mere  bldge.,  bk.  ft  wd.,  2  to  8  ator.;  priv.,  bk.  ft 
wd.,  2  fltor..;  wd.  rfs.  not  perm.  F.  dept — 1  eoal». 
c  ft  h.  wag..  1  h.  ft  1.  tzk.,  1  hose  wsf.,  1  bow 
reel,  6  c.  hand  ex.;  hose,  cot,  rub.  fined,  gd., 
2,000  ft;  cot,  200  ft;  t<yt  hose,  2,200  ft;  1  aL. 
telp.  ft  g«ng,  2  bx.;  val  equip.,  $8,000;  vaL  bldga., 
$8,000;  exp.  dept,  $900;  tot  mem.,  16,  pd.  full 
time  2,  14  vol. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
pump  TO  stdp.;  stdp.  cap.,  185,000  gals.,  dim. 
16  X  100;  2  pump,  eng.,  class  comp.  dup.,  cap. 
day  8,000,000  gala.;  mains,  19  m.,  4  to  12  in.  dia.; 
207  hyd.;  112  v.;  met,  570;  745  aerv.;  prea.,  dom. 
60  lbs.,  f.  76  Iba.;  cons,  day,  650,000  gala.;  cost, 
$85,000;   cost  mtce.,  $6,600;  wka.  owned  by  city. 

HILLSBORO,  p.  8,424;  f.  area,  80  a.;  mere 
bldga.,  bk.,  2  ft  8  stor.:  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 2  hose  carts;  hose,  cot,  rub. 
lined,  gd.,  1.500  ft;  f.  si.,  bell;  val.  equip., 
$2,800;   val.   bldgs.,    $40,000;   tot   mem.,    26   voL 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
sys.,  dir.  pres.;  res.  cap.,  180,000  gals.,  loc  at 
pump,  station;  2  pump,  eng.,  class  comp.,  cap.  day 
2,000,000  gale.;  mains,  c.  i.,  80  m.,  2  to  8  in.  dia.; 
100  hyd.;  50  v.;  met,  200;  1,000  serv.;  pipe,  lead 
ft  galv.  i.;  pres.,  dom.  55  lbs.,  f.  85  lbs.;  cons, 
day,  400,000  gala.;  cost  $100,000;  cost  mtce., 
$4,500;  wks.  owned  by  ci^. 

HILLSDALE,  p.   800;  f.  area,  40  a.     F.  dept — 

2  c.  eng.;  val.  equip.,  $800;  exp.  dept,  $60;  tot 
mem.,  20  voL 

Water  Supply — Src,  priv.  pumpa. 

HINCKLEY,  p.  661;  f.  area.  100  a.  F.  dept— 
Stm.  ft  gasoline  pumps,  1  h.  ft  1.  trk.;  nose, 
1,000  ft 

Water  Supply — Waterwka.;  wks.  owned  by  city. 

HINSDALE,  p.  2.451;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  to  8  ator.;  priv.,  bk.,  stn.  ft 
wd.,  2  to  8  stor.;  wd.  rlls.  not  penn.;  fwka..  ft 
combt.  ord.;  causes  of  f.  iuv.  F.  dept — 1  h.  ft  L 
trk.,  1  hose  wiag.,  1  hoee  cart;  hoae,  cot,  rob. 
lined,  gd.,  1,800  ft;  f.  al.,  bell  ft  telp.;  val.  equip., 
$8,000;  val.  bldgs.,  $2,000;  exp.  dept,  $600;  tot 
mem.,    16  vol. 

Water  Supply — Src,  wells,  %  m.  bua.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  86,000  gals.,  dim. 
11  X  48,  2  pump,  eng.,  cap.  day,  2,000,000 
gals.;  mains,  40  m.,  4  to  8  in.  dia.;  200  hyd.; 
726  met;  725  aerv.;  pipe,  lead;  prea.,  dom.  60 
lbs.,  f.  90  lbs.;  oons.  day,  450,000  galai;  coat 
$68,000;  coat  mtce.,  $8,000;  wka.  owned  by  town. 

HOOPESTON,  p.  4.698;  f.  area.  6  blocka;  mere 
bldgs.,  bk.,  1  to  5  stor.;  priv.,  bk.  ft  wd..  1  to  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.: 
cauaea  of  f.  inv.  F.  dept — 1  comb,  c  ft  h.  wag., 
1  gas  eng.,  1  h.  ft  1.  trk.,  1  water  tower,  2  hoae 
carta;  hose,  rub.,  gd.,  1,800  ft.;  new  hoae,  500 
ft;  tot.  hose,  2,300  ft;  f.  al.,  bell  ft  wh.;  tot 
mem.,  82,  pd.  part  time;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent: 
aye.,  dir.  pres.;  res.  cap.,  180,000  gals.,  loc.  at 
pump,  station;  2  pump,  eng.,  dasa  comp.;  oap^ 
day,  2,000,000  gals.;  mains,  c  i.,  80  m.,  2  to  8 
in.  dia.;   100  hyd.;   50  v.;  met,  200;   1,000  aerv.; 

1>ipe,   lead  ft   galv.    i.;   prea.,   dom.    65   Iba.,   f.   85 
bs.;    cons,    day,    400,000    gals.;    cost,    $100,000; 
cost  mtce.,   $4,600;   wka.   owned  by   dty. 

HOPEDALE,  p.  586.  F.  dept — 1  hose  cart,  10 
vol.,    1,600  ft  hoae. 

JACKSONVILLE,  p.  15,826;  f.  area,  8,000  a.; 
mere  bldga.,  bk.,  2  to  7  stor.:  priv.,  wd.,  S  ator.; 
wd.  rfs.  not  perm,  in  f.  srea;  fwka.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — 2  str.,  8  c  hand  ex.,  1 
comb,  c  ft  h.  wag.,  1  nose  wag.,  1  hose  car.,  1  h. 
ft  1.  trk.,  6  bra.;  hoae,  cot,  rub.  lined,  8.800  ft; 
f.  al.,  Oamewell,  elec,  80  bx.:  val.  equip.,  $20,000; 
val.  bldga.,  $40,000;  exp.  dept,  $10,000;  tot  mem. 
11,  pd.  full  time. 

Water  Supply — Src,  HI.  riv.;  sys,,  pump  to 
res.    ft    stdp.    ft   dir.;    res.    cap.,    2,700.000    gala.: 


FIRE   DEPARTMENTS   AND   WATER    SUPPLY— ILLINOIS. 


C-59 


Mdp.    up.,    100,000    g*l«. ;    pump.    (DC-,    c*p.    dw 

la.  dJL:  iH  byd.:  ISO  t.;  met,  l,4tti  pipe,  ifd; 
prea.,  f.  GO  Iba.;  cost.  •22S,O0O;  coit  oitee..  fT,- 
OOD;  wka.  OHDcd  br  JtckHnvUte  W>t«t  Co.  «  city. 
JER3EYV1ULE,  p.  4,111;  f.  utt,  900  a.;  Dwrc 
bldgL,  bk.,  Z  A  3  itor.;  prlT.,  1*1  itor.: 
Hd.  tts.  net  perm,;  Iwks.  ord.;  cnuK*  of  L  Idt. 
F.  dept. — i  bind  eng.,  I  e.  atg.,  £0  c  ei.,  1  b. 
&   L   trk.,    J    hoie   cur.,    1    hunT  bt>«   wag,;    bi>», 

l.SfiO  ft.';  til.  tqiup..  t8,0DD;  lal,  bldgt,  13,000; 
toL  mem.,  60  vol.;  (,  tl..  bfll  «  wh.;  midri.  rating, 
fourth  diaa. 

Walar  Supply — Src,  WFlIa;  a^a.,  giaT.;  atdp.  cap., 
SS.OOO  gall.;  n».  cap..  130.000  gala.;  I  puoip. 
eng..  cap.  dir  377,000  gala.i  mains,  fi  m.,  t  to 
sin.  dla.;  36  hjd.;  mtt,  11;   101  Mrt.;  pn*.,  t 


•40,( 


lis    1 


,    day    t 


by  city. 

JOHNSON  CITY,  p.  3,!48.  F.  dept.— 1  c  band 
eng.,  1  hOK  wag-i  hoae,  1,300  ft. 

Witar  Supply— 3n:.,  well;  malua,  Z  m.,  4  to  e 
In.  dla.;    20  byd.;  prra.,  dom.  eO  Iba.,  (.   liD  Ibi. 

JOLIET,  p.  S4,ST0;  f.  area,  >,S10  a.;  mere 
Udga.,  *tn.  ft  bk.,  1  to  4  itor.;  prJT..  bk.  ft  wd., 
1  to  S  alor.;  wd.  rfa,  not  p«nn.  in  I.  area;  combt. 
ord,;  caug»  Dl  I.  inv,  F.  dept. — £  itr.,  1  c.  eng. 
on  via.,   1   diieTa  buggy,  0  c.  hand  a.,   1  b.  k1. 

crdaa  k  anpply  wag.,  tl  bra.,  1  In  rtaarva; 
hoae,  cot,  ruV  lined,  gd.,  a.BGO  ft..  l.BOO  ft.  lo 
TCMrve;  I.  al.,  OamCHell,  IIJ  bi.;  val.  equip., 
tS1,fiD0;  ytL  bldgL,  (40,000;  eip.  dept,  (12,000; 
tot  BHTin,    ST.  pi.  full  time. 

Watar  Supply— ace.,  welli.  1  m.  bm.  cent;  aye, 
pump  dir.;  ndp.  cap,.  200.000  gili..  dim.  T  i  IIG; 
rei.  cap.,  20,000.000  gala.;  pump,  eng.,  cap.  day 
8,000,000  gals.;  malna,  c  i.,  40.33  m.,  1  to  13 
in.  dii.;  SBO  hyd.;  met,  3fiO;  4,000  aerr,;  ISl  t.; 
pipe,  lead;  prea..  dom.   23  Iba..  I.   30  to  100  Iba.: 

mtce.'.  330. 000;  wka.  owned  by  dt;. 

JONE3B0R0.  p.  1,200;  f.  area,  4  a.  W.  dept— 
1  h.  ft  1.  Irk,;  taL  bldga.,  »30,00D;  roL;  undn. 
rating,  llth  clisa. 

WaUr  Supply — Not  reported. 

KANKAKEE,  p.  13.383:  L  area,  4,000  a.;  mere 
bidga.,  bh.  ft  atn.,  2  aWr.;  priT.,  wd.,  2  itor.;  wd. 
rti.  pannitted;  Iwka.  ft  combt.  ord.  F.  dept — 1 
h.  ft  L  trk.,  3  hoae  car.,  reela,  ftc,  3  hn.;  hoae, 
rob.,  gd.,  2,800  It;  inf.,  3S0  ft.;  tot  hoae,  3.1G0 
ft.;  f.  al.,  alec,  14  bi.;  Til.  equip.,  (3.000;  val. 
bldga.,  IS, 000:  eip.  dept.,  11,430;  tot.  mem.,  40, 
pd.  lull  time  2,  Tol!  3B;  undn.  rating,  aecond  claia. 

Walar    Supply— Src.    riv..    1^     m.     bua.    cent; 

Wildwood  ave.  ft  Chestnut  at.  mat  atl.;  S  pump. 
eng.,  cap.  day  3,000.000  gala.;  raaina,  IS  m.,  4  to 
iT  in.  dla.;  240  hyd.;  met.  I2S;  3.000  aerr.; 
pr««..  dam.  60  Iba.,  f.  100  Iba.;  corn.,  day  1,300.- 
000  gala.;  wka.  owned  by  Co. 


^■:,i 


>«,'"  cot.   rob.    lineS. 


ed.   «d.,    ; 
val.  lildga. 


KEITH5BURQ,  p.  1,313;  I.  area.  340  a.;  i 
bldn-.  bk  1  ator.;  priv.,  wd..  2  rtor.;  wd.  rts, 
perm.;  Iwka.  ft  combt  ord.;  ciuaea  ol  t.  Inv. 
dapt. — 1  b.  ft  1.  trk.,  1  bote  was.,  1  hoae 
hoae,    cot,    rub.    lined,    gd.,    300    ft;    I.    aL, 


0  gala;  coat,  (13,000. 


bldgft,  ITOO;  Tol. 
Walar  Supply- S- 
KEWANEE.   p.    B 

bldga.,   itD.   ft   bk., 


1  of  I,  Inv.     F.  dept— 


lined,  gd.,  S,000  ft;  b 
ft.:  f.  al.,  Qamrwdl.  s 
bUgi.,  (10,00 
t  pd.  full  tlmt 


Watar  Supply — Src.  wella,  K  n.  boa.  cent; 
aya..  pump  dir.;  atdp.  dim..  SO  i  2flO;  rea.  cap., 
1,800,000  gala.,  loc.  at  pump,  atillon;  S  pump, 
eng.,  claaa  comp.  dup.,  cap.  day  1,300,000  gala.; 
malna,  c  1.,  SO  m.,  4  to  10  in.  dla.;  iiO  hyd.; 
ISO  >.;  met.  1,040;  BOO  aerr.;  pipe,  lead  ft  galT.  L; 
prea.,  dom.  30  Iba.,  t.  100  Iba.;  cona.,  day  330,000 
gala.;  coat,  (131,000;  coat  mtce.,  (10,000;  wka. 
owned  by  dty. 

KINSMAN,  p.   213.     F.  dept— 1  hoaa  cart,  BOO 


ft.  hoi. 


■.    201.      F.   dept— 
-Src.  wella. 


KIRKLAND, 

Walar  '^uppl/— Src,  'iD  'clii^na. 

KIRKWOOD,  p.  320;  mere  hides.. 


c    eng.,  000 
.  hand  ei.,  1 


•>  i  nur.;  p[i>..  wo.,  i  s  i  ator. :  wa.  [fa.  not 
perm.  F.  dept — 1  c  eng.,  1  h.  ft  L  tii.,  1  hoae 
car.;  hoae,  cot,  rub.  lined,  gd.,  400  ft.;  rub.,  gd.. 
too  (t;  Inf.,  100  It;  tot  hose,  300  It;  val.  eqdp., 
13,000;  val.  bldga.,  (1,000;  tot  mem..  IS  voL 

Water  Supply— Src.  weUa. 

KNOXVILLE,  p.  1,81B;  t.  area,  V  m.;  mere. 
"  '  -■-    ^  -J     •    •-  i  Itor.;  priT.,  atn.,  bk. 


;.  'inv.      F.   d^t 


!■■;■■.■ 

; 

„".'■•.& 

'hoae 

^-■-  «b'* 

gr 

VS, 

eap,. 

X 

fi,M^=.!:™i" 

lib.    niied, 


II..OD0;  eip.  dept,  (2,000:  tot  mem..  10,  pd.  full 
time;  undra.  rating,  third  clasa. 

Walar  Supply — Src,  wella;  lyt,  pump  to  atdp.; 
atdp.  cap.,  06.000  gala..  S3  It  high,  mat  atl.; 
pump,  eng.,  claaa  comp.  dup.,  cap.  day  1,300,000 
gala.;  marna,  3  m.,  4  10  10  in.  dla.,  33  hyd.;  300 
aerv.;  pipe,  gilv.  i;  prea.,  dnm.,  30  lh«„  I.  SG  lo 
ISO  Iba.;  cona.  day,  OC.OOO  gala.;  coat,  (13.000; 
coat  mice.,  (1,000;   wka.  ovmed  by  city. 

LADD,  p.  1,324.  F.  dept— 1  h.  ft  1.  trk.,  I 
carta;  hoae,  BOO  It:  f.  al..  beU  ft  telp.;  tot  mem.. 


3  in.  dla.;   15 

LA   ORANGE,   p.    G,181;   f. 
bldga,,   '-'•      -■-■--.■      '     - 


..  _  .  _.,  _  ..or.;  wA,  r(B.  not  perm.:  fwka.  ii 
irabt  ord,;  cauaes  ol  f.  Inr,  P.  dept — I  comb, 
ft  h.  wag.,  1  c  hand  e».,  1  ■■  *■  '  ^'-  ■  •■ — 
ir.,  hia.;  Tioae,  linen,  jd      ' 


t.ffi.j-'; 


,000  gala., 
u.h...  i.uuu.uuu  gala;  '  - 
cap.  day   8,000.000  g 


LA  HARPE,  p.  1,343;  (.  area,  800  a.;  mere, 
bldga..  bk.,  1  to  8  ator,;  priv.,  wd.,  1  ator.; 
wd.  rfa.  not  perm.;  combt  ord.;  cauaea  of  I.  bit. 
F.  dept— 2  hand  eng.,  1  c.  eng..  1  h.  ft  I,  tA., 
S  c  hand  ex.,  1  c  hiod  pump.  3  hose  carta;  hoae, 
"'  rub.  lined,  gd,.  2,000  ft;  f.  al.,  bell;  ral. 
-'«r.  bldga,,  (2,000;  eip.  dept,  (GO; 


li.SGO;  vif.  bldga., 
a.,  10  ToL 


trip.,  siie  8  I  10,  cap,  day  72,000  nd*.; 
I,   c.   I.,    m    m„   3    In.    dia.;    IG   hyd.;    4   *.; 

20;  40  lerr.;  pipe,  galv.  !.;  prea.,  dom.  33  Iba., 
0  Iba.;  coal,  (SG.OOO;  coat  mtce.,  (300;  wka. 

i  by  city. 
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LAKE  FOREST,  p.  8,349;  f.  area,  40  a.;  mere, 
bldgs.,  stn.  ft  bk.,   1  to  8  stor.;  priv.,  wd.  k  bk., 

1  to  8  stor.;  wd.  rfs.  not  perm.  F.  dept. — 1  h. 
ft  1.  trk.,  6  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
2,500  ft.;  f.  al.,  bell;  val.  equ.p.,  $3,000;  tot. 
mem.,  12  vol. 

Watar  Supply — Src.,  lake,  IH  ni.  bus.  cent.; 
aya.,  pump  to  stdp.;  «tdp.  cap.  1,200,000  gtHa.; 
dim.  16  X  S6,  mat  atl.;  res.  cap.  404,000  gals.; 
4  pump,  eng.,  class,  comp.  dup.  ft  centrif.;  cap. 
day  5,250,000  gak.;  mains,  e.  i.,  24  m.,  4  to  12 
in.   dia.;    120  hyd.;    70   v.;   met,  72.0;   720   serv.; 

Sipe,   lead;   pres.,   dom.   85   lbs.,   L    90   lbs.;   coet, 
100,000;  oo6t  mtoe.,  $7,000;  wks.  owned  by  priv. 
Co. 

LANARK,  p.  1,175;  f.  area,  800  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  band  eng.,  1  h.  ft  1.  trk.,  1  water  tower, 

2  nrs.;  hoae,  cot,  rub.  lined,  gd.,  1,500  ft;  inf., 
600  ft;  tot  hoae,  2,000  ft;  f.  aL,  bell  ft  telp.; 
vaL  equip.,  $2,500;  exp.  dept,  $150;  tot  mem., 
14.  pd.  part  time;   undrs.   rating,  third   claaa. 

Water  Supply^—Src.,  2  wells,  2  blocks  bus.  cent.; 
sy«.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  63,000  gals.; 
res.  cap.,  51,000  gala.,  loe.  at  plant;  2  pump,  ens., 
clasfl  dup.,  cap.  day  207,860  gals.;  mains,  c  .L,  2^ 
m.,  4  to  8  in.  dia.;  28  hyd;  16  v.;  met,  60;  serv., 
200;  pres.,  dom.  47  lbs.,  f.  47  to  125  lbs.;  cons, 
day,  45,000  gala.;  cost,  $15,000;  coat  mtce., 
$1,000;  wks.  owned  by  city. 

LA  SALLE,  p.  11,587;  f.  area,  28  a.;  mere,  bldgs., 
bk.,  2  to  8  stor.;  priv.,  wd.,  IVi  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  2  hose  wag.,  5  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  2,400  ft;  inf.,  800  ft; 
tot.  hoae,  2,700  ft;  f.  al.,  elec.,  86  bx.;  val. 
equip.,  $6,700;  vaL  bldga.,  $46,000;  exp.  dept, 
$4,300;  tot  mem.,  24,  pd.  full  time  4,  pd.  part 
time  20. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  600,000  gals.,  loc.  at  pump, 
station;  2  pump,  eng.,  cap.  day  5,000,000  nls.; 
jnains,  cast  i.,  20  m.,  2  to  14  in.  dia.;  115  nyd.; 
1,500  met,  2,100  serv.;  pipe,  lead;  pres.,  dom.  100 
lbs.,  f.  140  lbs.;  cons,  day,  2,500,000  gals.;  cost, 
$200,000;  cost  mtce.,  $15,000;  wks.  owned  by  city. 

LAWRENCEVILLE.  p.  8.285;  mere,  bldgs.,  bk.,  2 
to  8  stor.;  priv.,  wa.,  1  to  2  stor.;  wdT  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — Hose,  cot,  rub.  lined,  gd.,  800  ft.;  f.  al., 
bell  ft  wh.;  tot  mem.,  14  vol.;  undra.  rating,  third 
class. 

Water  Supply — Src,  wells.  Emtanaaa  riv.,  8 
blocks  bus.  cent;  res.  cap.,  75,000  gals.;  2  pumps, 
eng.;  mains,  c.  i.,  17,800  ft,  4  to  8  in.  dia.;  46 
hyd.;  11  v.;  34  met.;  379  serv.;  pres.,  dom.  50  to 
70  lbs.,  f.  100  lbs.,  cons,  day  80,000  gals.;  wks. 
owned  by  Co. 

LEBANON,  p.  2,500;  f.  area,  800  a.  F.  dept-— 
1  hand  pump;  val.  equip.,  $600;  val.  bldga.  $1,200; 
vol  ; 

Water  Supply — Sre.,  cisterns.  Water  works  to  b< 
installed. 

LEE,  p.   303.      F.   dept. — 600   ft  hose;   20   vol. 

Watar  Supply — Src,  wells;  sya.,  pump  to  res.; 
res.  cap.,  7,000  gala.;  1  pump,  eng.;  maina,  )4 
m.,  4  in.  dia.;  8  nyd.;  pres.,  aom.  40  to  60  lbs.; 
wks.  owned  by  town. 

LELAND,  p.  646.  F.  dept — 1  hand  eng.,  600 
ft.  hoae;  vol. 

LEMONT,  p.  2,284;  f.  area,  60  a.;  mere,  bldgs., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  eng.  on  wis.,  2 
e.  hand  ex.,  1  h.  ft  L  trk.,  3  hose  carts,  2  hrs.; 
hose,  cot.  rub.  lined,  gd.,  2,000  ft;  rub.,  gd.,  600 
ft;  tot.  nose,  2,500  ft;  f.  al.,  Gamewell.  6  bx.; 
val.  equip.,  $10,000;  val.  bldga.,  $20,000;  exp. 
dept,  $800;  tot  mem.,  40  voL 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  res. 
cap..  175,000  gals.;  2  pump,  eng.,  cap.  day  1,500,- 
000  gals.;  mains,  16  m.,  8  to  10  in.  dia.;  116 
hyd.;  met.,  3;  1,000  serv.;  pres.,  dom.  75  lbs.,  f. 
76  to  100  lbs.;  cost,  $75,000;  cost  mtce.,  $6,000; 
wks.  owned  by  city. 

LENA,  p.  1,168;  f.  area,  640  a.;  mere,  bldgs., 
bk.,  wd.  ft  stn.,  1  ft  8  stor.;  priv.,  wd.  ft  bk.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord. 
F.  dept — 1  8tr.,  1  hand  eng.,  2  hose  car.;  hoae, 
cot,  rub.  lined,  gd.,  1,600  ft.;  f.  al.,  bell; 
val.  equip.,  $8,000;  tot.  mem.,  24,  vol.;  midrs. 
rating,  tnird  elasa. 


Watar  Supply — Src,  deep  well;  aya.,  pump  to 
res.;  res.  cap.,  5,000  gals.;  pump,  eng.,  cap*  day 
144,000  gals.;  mains,  8  m.,  4  to  8  m.  dia.;  28 
hyd.;  74  serv.;  pres.,  f.  50  lbs.;  cost,  $22,000; 
cost  mtce.,  $800. 

LEROY,  p.  1,702;  mere,  bldga.,  bk.  ft  iron,  S 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfa.  not  perm.; 
no  fwks.  ft  combt.  ord.;  causes  of  1  inv.  F. 
dept — 1  h.  ft  1.  trk.,  2  hose  carts;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft:  f.  al.,  bell,  wh.  ft  telp.; 
val.  equip.,  ^5.000;  val.  oldgs.,  $1,500;  exp.  dept, 
$500;  tot  mem.,  15  vol.;  undra.  rating,  aecond 
class. 

Watar  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  74,000  gals.,  dim.  12  x  100, 
mat.  stL;  pump,  eng.,  cap.  day  150,000  gals.; 
mains,  8  m.,  4  to  8  in.  dia.;  25  hyd..  0  v.; 
126  aerv.;  pres.,  dom.  40  Ibs^  f.  46  to  70  lbs.; 
cons.,  day  22,000  sala.;  coat,  $18,600;  ooat  mtce., 
$500;  WKS.  owned  oy  city. 

LEWISTOWN,  p.  2,312;  t  area,  36  a.;  mere 
bldga.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  S 
stor.;  wd.  rfs.  not  perm,  in  f.  area:  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trie,  S 
hoae  carts;  hose,  rub.,  gd.,  1,000  ft;  inf.,  600  ft; 
tot  hose,  1.500  ft;  f.  aL.  bell  ft  wh.;  vaL  equip., 
$1,800;  val.  bldgs.,  $4,000;  tot  mem.,  15  voL 

Water  Supply — Src,  wells;  sys.,  pump,  to  stdp.; 
stdp.  cap.,  21,000  gals.,  dim.  12  x  36;  pump, 
eng.,  cap.  day  200,000  gals.;  maina,  6  m.,  4  to  8 
in.  dia.;  32  hyd.;  met.  80;  225  serv.;  pipe,  iron 
ft  lead;  pres.,  dom.  100  lbs.,  f.  125  lbs.;  cons., 
day  85,000  gals.;  cost,  $15,500;  cost  mtce,  $2,- 
400;  wks.  owned  by  Co. 

LEXINGTON,  p.  1,318;  f.  area,  800  a.;  mere 
bldga..  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  cauaea  of  f. 
inv.  F.  dept — 2  hoae  carta;  hoae,  rub.,  gd.,  1,000 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $800;  val.  bldga., 
$600;   tot.   mem.,   20  voL 

Water  Supply — Src,  well;  sys.,  pump  dir.;  stdp. 
cap.,  40,000  gate.;  mains,  40  blocks,  4  to  8  in. 
dia.;  45  hyd.;  9  v.;  192  met;  192  serv.;  pipe, 
iron;  prea.,  dom.  50  lbs.,  f.  50  lbs.;  cons,  day, 
75,000  gals.;  cost,  $18,000;  cost  mtce.,  $1,600; 
wks.  owned  by  city. 

LIBERTYVILLE,  p.  1,724.  F.  dept — 1  hose 
cart.  500  ft.  gd.  hoae,  350  ft.  inL  hoae,  tot  860 
ft  hose;  vol. 

Water  Supply — Src.  well;  aya.,  pump  to  atdp.; 
stdp.    cap.    60,000    gals.;    res.    cap.,   70,000   gals.: 

1  pump,  eng.,  cap.  day  60,000  gala.;  maina,  8  m.. 
4  to  8  m.  dia.;  65  hyd.;  prea.,  dom.  50  Iba.,  f. 
126  Iba. 

LINCOLN,  p.  10,892;  f.  area,  700  a.;  mere  bldgs., 
bk.  ft  atn.,  1  to  4  ator.;  priv.,  wd.  ft  bk.,  1  to  4 
ator.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.    F.  dept — 1  c.  eng.,  1  c  hand  ex.. 

2  hose  wag.,  3  hose  car.,  -4  hra.;  hoae,  cot,  mb. 
lined,  gd.,  2,000  ft;  rub.  1,000  ft.;  tot  hose. 
3,000  ft.;  f.  aL,  wh.;  vaL  equip.,  $6,000;  exp.  dept., 
$4,800;  tot.  mem.  15,  pd.  fuU  time  i6,  voL  10; 
undra.  rating,  aecond  class. 

Water  Supply — Src,  wells  ft  creek,  1%  m.  bos. 
cent;  sys.,  pump  to  stdp.  ft  dir.;  std.  cap.,  160,000 

fls.,  dim.  16  X  100,  mat.  stL;  3  pump,  eng.,  claaa 
comp.  ft  dup.,  cap.  day  4,500,000  gala.;  mains, 
c  i.,  21  1-3  m.,  4  to  14  in.  dia.;  228  hyd.;  147 
v.;  met,  651;  1,486  aerv.;  pipe,  galv.  L;  pres., 
dom.  80  to  60  lbs.,  f.  90  to  100  lbs.;  oona. 
day,  600,000  gals.;  cost,  $360,000;  wka.  owned 
by  Co. 

LITCHFIELD,  p.  5,971;  f.  area,  650  a.;  mere 
bldgs..  bk.  ft  iron,  2  ft  3  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  comht.  ord.;  cauaea  of 
f.  inv.  F.  dept. — 1  La  France  str..  1  h.  ft  L 
trk.,  4  hose  car.;  hose,  cot.,  rub.  linea,  gd.,  1,400 
ft;  rubber,  gd.,  1,200  ft;  inf.,  600  ft;  tot.  boac. 
3,100  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $5,600; 
vaL  bldgs.,  $4,000;  exp.  dept.  $3,000;  tot.  mem., 
75,  pd.  full  time  4;  undrs.   rating,  third   daaa. 

Water  Supply— Src,  creek,  3  m.  bus.  cent;  ays., 
pump  dir.;  res.  cap.,  100,000,000  gals.,  loe  3 
m.  c.'ty;  8  pump,  eng.,  cap.  day  2,000,000  gala.; 
mains,  c  1.,  10  m.,  4  to  12  in.  dia.;  63  byd.; 
20  v.;  met,  25;  100  aerv.;  prea.,  dom.  70  Iba.,  1 
80  to  100  Iba.;  cons,  dly,  400,000  gals.:  eost, 
$90,000;  coat  mtce,  $6,000;  wka.  owned  by  citj 
ft  Co. 

LITTLE  YORK,  p.  368.     F.  dept — 1  oomb.  hand 
ft  c.  eng.;  600  ft.  nose;  bell  al.;  vol. 
Water  Supply — Src,  wells  ft  cisterns. 
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LOCKPORT,  p.  2,656;  f.  area,  1  m.;  mere,  bldffs., 
bk.  k  sta.,  2  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area.  F.  dept. — 2  c.  hand 
ex.,  1  hose  wag.,  8  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,500  ft.,  inf.,  1,200  ft;  tot.  hoae, 
2,700  ft.;  f.  al.,  wh.;  val.  equip.,  $8,000:  ral. 
bldn.,  $600;  ezp.  dept.,  $300;  tot.  mem.,  47  Tol. 

WaUr  Supply — Src,  wells,  3  blocks  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  600,000  gals.;  2 
pump,  eng.,  class  comp.,  cap.  day  2,000,000  gals.; 
mains,  c.  i.,  6  m.,  4  to  12  in.  dia.;  53  nyd.;  met, 
125;  125  senr.;  pres.,  dom.  87  to  72  lbs.,  f.  100 
lbs.;  cost,  $80,000;  cost  mtce.,  $4,500;  wks.  owned 
by  city. 

LODA,  p.  660;  f.  area,  16  a.  F.  dept — 1  c. 
eng.;  f.  td.,  bell;  val.  equip.,  $400;  exp.  dept, 
$75;    tot.    mem.,    7,   pd.   part   time. 

Water  Supply^--Src.,  wells. 

LONDON  MILLS,  p.  665.  F.  dept.~600  ft  hose; 
▼oL 


LOSTANT,  p.  468.     F.  dept — 1  comb.  c.  wag., 

0  ft.  hose;  bell  aL 

McHENRY.    p.    1,081;    f.    area.    192    a.;    mere. 


McntriHT,  p.  1,081 ;  x.  area,  ivz  a.;  mere, 
bldgs.,  bk.  A  wd..  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  k  comot  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str..  4  hand  eng., 
2  c.  eng.,  4  c.  hand  ex..  8  hosp.  wag.;  hose,  cot. 
rub.  lined,  gd.,  1,600  ft;  val.  ^quip..  $1,500;  val. 
bldgs.,  $5,500;  tot.  mem.,  60  vol. 

Water  Supply — Src.,  wells,  in  bus.  cent;  ays., 
pump  to  Btdp.;  stdp.  cap.,  185,000  gals.;  res.  cap., 
30,000  gals.;  1  pump,  eng.,  trip.,  cap.  day  500,000 
gals.;  mains,  c.  i.,  8%  m.;  48  hyd.;  60  serv.; 
pres.,  f.   100  lbs.;  cost.  $28,000. 

McLEANSBORO,  p.  1,796;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk..  1  hose  wag.,  1 
hose  car.,  4  hrs.;  hose,  cot,  rub.  lined,  gd..  1,200 
ft;  f.  al..  bell  ft  wh.,  7  bx.;  val.  equip.,  $2,000; 
val.  bldgs.,  $1,000;  exp.  dept,  $250;  tot  mem., 
30  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  res.;  cap.,  75,000,000  gals.; 
cost.  $20,000. 

MACOMB,  p.  6,744;  f.  area,  40  a.;  mere,  bldgs., 
bk..  stn.  ft  metal,  3  stor.;  priv.,  wd.,  1,  2  ft  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  not  inv.  F.  dept — 2  comb,  c  ft  h. 
wag.,  2  c.  wag.,  8  c.  eng..  4  c.  hand  ex.,  1 
h.  ft  1.  trk.,  1  nose  car.,  8  hrs. ;  hose,  cot,  rub. 
lined,  gd.,  2,800  ft;  f.  al.,  bell  ft  wh.,  88  bx.; 
val.  equip.,  $7,600;  val.  bldgs.,  $5,000;  exp.  dept, 
$1,500;  tot.  mem..  14,  pd.  full  time  1,  vol.  18; 
undrs.   rating,   fourth   dass. 

Water  Supply — Src,  creek;  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  100,000  gals.,  dim.  28  x  8  x  20; 
res.  cap..  155,000  gals.;  2  pump,  eng.,  class  comp. 
dup.,  cap.  day  1,000,000  gals.;  mains,  c  i.,  11 
m.,  4  to  12  in.  dia.;  120  hyd.;  met,  684;  600 
serv.;  pipe,  galv.  L;  pres.,  dom.  60  to  76  lbs.,  f. 
100  lbs.;  cons.,  day  200,000  gals.;  cost,  $50,000; 
cost  mtce.,  $8,000;  wks.  owned  by  city. 

MADISON,  p.  5,046.  F.  dept — 1  comb,  c  ft  h. 
wag.,  1  h.  ft  I.  trk..  1  hose  reel;  hose,  1,500  ft.; 
f.  al..  bell  ft  telp.;  tot.  mem.,  44,  pd.  full  time  1, 
vol.    43. 

Water  Supply — Src,  Mississippi  riv.;  2  pump,  eng., 
cap.  day  9,000,000  gals.;  mains.  6  m.,  8  to  12 
in.  dia.;  86  hyd.;  wks.  owned  by  priv.  Co. 

MALTA,  p.  450.  F.  dept. — 1  comb.  h.  ft  c  eng., 
800  ft  hose;  25  vol. 

MANTENO,  p.   1,229.     F.  dept— 1  h.  ft  1.  trk., 

2   hose   wag.;  nose,   cot,  rub.   lined,  gd.,   700   ft; 

inf.,   800   ft.;   tot   hose,   1,000  ft.;   f.  al.,   bell  ft 

telp.;  val.  equip.,  $2,500;  val.  bldgs.,   $300;   vol.; 

undrs.  rating,  4%  class. 

Water  Supply — Src,  wells;  sys.,  dir.  pres.;  res. 
cap.,  100,800  gals.;  2  pump,  eng.;  mains,  2^ 
m.,  4  to  10  in.  dia.;  40  hyd.;  12  v.;  pres.,  dom. 
20  to  60  lbs.;  f.  70  lbs.;  cons,  day,  86,000  gals.; 
wks.  owned  by  city. 

MAPLE  PARK,  p.  889.  F.  dept— 1  h.  ft  1.  trk., 
2  hose  wag.,  600  ft  hose;  telp.  ft  bell  aL;  17  voL 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.   cap.,  8,000  ff^s.;   1  pump,   eng.;  mains,   11 
m.,  4  in.  dia;  10  hyd.;  wks.  owned  by  town. 

MARENGO,  p.  1,986;  f.  area,  480  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  8  ator.;  luriv.,  wd.,  2  stor.; 
wd.  irfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  eng.  on  wis.,  1 
h.   ft  L   trk.,   1   hose  wag.,    2  hoae  carts,    1   hrs.; 


hoee,  cot,  rdl.  lined,  gd.,  1,500  ft;  f.  al.,  Game- 
well,  5  bx.;  vaL  equip.,  $8,600;  val.  bldgs., 
$6,000;  exp.  dept,  $200;  voL,  18. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  70,000  gala.;  pump,  cap.,  600  gals, 
min.;  mains,  17,660  ft,  4,  6,  8  in.  dia.;  45  hyd.; 
cost,   $12,000. 

MARION,  p.  7,098.  F.  dept — 2  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1.000  ft;  f.  aL,  telp.;  tot 
mem.,    20   voL 

Water  Supply^^Src,  wells,  ^  m.  bus.  cent;  sy*., 
dir.  pres.;  res.  cap.,  1,500,000  gals.;  2  pump,  ens.; 
mains,  c.  i.,  6H  m.,  4  to  10  in.  dia.;  104  hyd.; 
700  met;  700  serv. ;  jpres.,  dom.  60  lbs.,  f.  126  lbs.; 
wks.  owned  by  priv.  Co. 

MARISSA,  p.  2,004;  f.  area.  150  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 1 
gas  eng.,  1  c  eng.  on  wis..  1  h.  ft  L  trk.,  1  hose 
car.;  hose,  cot.,  rub.   lined,  gd.,  1,000  ft 

Water  Supply — Src.  cisterns,  wells,  ponds. 

MAROA.  p.  1.160;  f.  area.  400  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  IH  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  8  hose  carts; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  rub.,  gd.,  400 
ft;  inf.,  200  ft;  tot  hose.  1.600  ft;  f.  iQ.,  bell; 
val.  equip.,  $1,600;  vaL  bldgs.,  $2,000;  exp.  dept., 
$75;  tot  mem.,  85  vol. 

Water  Supply — Src,  4  wells,  M  m.  bus.  cent.; 
sys..  pump  to  stdp.;  stdp.  cap.,  100,000  sals.;  res. 
cap..  60,000  gals.;  4  pump,  en^.,  class  dup.,  cap. 
day  1.000,000  gals.;  mains,  c  i.,  5%  m.,  4  to  8 
in.  dia.;  86  hyd.;  8  v.;  215  met;  215  serv.;  pipe, 
galv.  i.;  pres.,  dom.  30  Ibe.,  f.  60  lbs.;  cons.,  day 
100.000  gals.;  cost,  $20,000;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

MARSEILLES,  p.  8.291;  f.  area,  100  a.;  mere 
bldgs.,  bk.,  stn.,  wd.  ft  iron,  2  to  4  stor.;  priv..  wd., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord. 
F.  dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  8  hose 
reels.  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft; 
rub.,  gd.,  1.500  ft;  tot.  hose,  2,700  ft;  f.  al., 
bell  ft  telp.;  vaL  equip.,  $6,000;  val.  bldgs.,  $250; 
tot  mem.,  18,  4  pd.,  14  vol.;  undrs.  rating,  third 
dass. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  to  stdp.;  dim.  16  ft  x  66  ft,  loc  on  bluff, 
mat  stl;  res.  cap.,  276,000  gals.;  2  trip.  pump, 
eng.,  cao.  day.  1,000.000  gals.;  mains,  c  L,  8  m., 
4    to   10   in.   dia.;    67   hyd.;    20   v.;    pipe,  lead   ft 

falv.    i.;    pres.,    dom.    90    lbs.,    f.    100    lbs.;    ecwt, 
60,000;  wks.  owned  by  Co. 

MARSHALL,  p.  2,669;  f.  area^  80  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  to  8  stor.;  pnv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  hand  eng.,  1 
h.  ft  1.  trk.,  1  hose  wag.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell;  vaL  equip.,  $8,000; 
vaL  bldgs..  $8,000;  exp.  dept,  $700;  tot  mem..  25 
vol. 

Water  Supply — Src,  wells  ft  cisterns;  stdp.,  116 
ft  high.;  85  hyd. 

MARTINSVILLE,  p.  1,500;  f.  area,  20  a.;  bldgs., 
bk.  F.  dept — 2  c  eng.;  hose,  cot.,  rub.  lined,  gd., 
600  ft.;  f.  aL,  bell;  tot  mem.,  voL 

Water  Supply — ^Not  reported. 

MASOOUTA>H,  p.  2,081;  f.  area,  IH  >q.  m.; 
mere  bldgs.,  bk.,  1  to  8  stor.;  priv..  bk.  ft  wd.,  1  ft 
2  etor. ;  wd.  rfs.  perm.;  f.  ft  oombt  ord.;  causes  of 
f.  inv.  F.  dept. — 2  band  eng.,  3  e  hand  ex..  1  h. 
ft  L  trk.,  5  nose  car.;  hose,  cot,  rub.  lined,  gd., 
2,600  ft;  rub.,  gd.,  600  ft.;  tot  hose,  8,000  ft; 
f.  aL.  bell;  val.  equip.,  $2,600;  exp.  dept,  $200; 
tot.   mem.,    120   vol.;   undrs.  rating,  third   cUuss. 

Water  Supply — Src.  cisterns  ft  wells,  cap.  60,000 
gals.;  25  hyd.;  1%   m.    6-in.  mains;  pres.,  60  lbs. 

MASON  CITY,  p.  1,842;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd..  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  hose  carts;  hose,  rub.,  gd.. 
1,000  ft;  f.  aL,  bell;  vaL  equip.,  $1,250;  vaL 
bldgs..  $600;  tot  mem.,  26  vol. 

Water  Supply — Src,  wells.  1  block  bus.  cent.; 
sys..  pump  to  stdp.  ft  dir.;  stdp.  cap.,  88.000  gals., 
dim.  12  X  40;  2  pump.  ene..  cap.  day  650,000  gals.; 
mains,  8  m.,  2  to  8  in.  dia.;  40  hyd.;  14  v.;  178 
met.;  515  serv.;  pres.,  dom.  47  lbs.,  f.  120  Ibe.; 
cost  $lo,000;  cost  mtce.,  $1,000;  wks.  owned  by 
dty. 

•MATHERSVILLE,  p.  1,200.  F.  dept— 2  e  eng.; 
vaL  equip.,  $800;  voL 
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LAKE  FOREST,  p.  S,349;  f.  area,  40  a.;  mere, 
bldgs.,  stn.  k  bk.,  1  to  8  stor.;  priv.,  wd.  ft  blc. 

1  to  8  stor.;  wd.  rfs.  not  perm.  F.  dept. — 1  h. 
ft  1.  trk.,  6  hose  car.;  hose,  cot.,  nib.  lined,  gd., 
2,600  ft.;  f.  al.,  bell;  val.  equ^p.,  $8,000;  tot. 
mem.,  12  vol. 

Water  Supply — Src.,  lake,  IH  m.  bus.  cent.; 
vyn.,  pump  to  stdp.;  «tdp.  cap.  1,200,000  gaU.; 
dim.  16  X  S6,  mat.  etl.;  res.  cap.  404,000  gak.; 
4  pump,  eng.,  class,  comp.  dup.  ft  centrif.;  cap. 
day  5,260.000  giii».;  mains,  c  1.,  24  m.,  4  to  12 
in.  dia.;  120  nyd.;  70  ▼.;  met.,  7&0;  720  serv. ; 
pipe,  lead;  pres.,  dom.  86  lbs.,  f.  90  Iba.;  coat, 
9100,000;  coat  mtce.,  $7,000;  wka.  owned  by  priv. 
Co. 

LANARK,  p.  1,176;  f.  area,  800  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  band  eng.,  1  h.  ft  L  trk.,  1  water  tower, 

2  nrs.;  hoee,  cot.,  rub.  lined,  gd.,  1,600  ft.;  inf., 
600  ft.;  tot.  hose,  2,000  ft;  x.  al.,  bell  ft  telp.; 
val.  equip.,  $2,600;  ezp.  dept.,  $160;  tot.  mem., 
14.  pd.  part  time;  undra.  rating,  third  class. 

Water  Supply^~Src.,  2  wells,  2  blocks  bus.  cent.; 
sye.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  68,000  gals.; 
res.  cap.,  61,000  gals.,  loc.  at  plant;  2  pump,  eng., 
class  dup.,  cap.  day  207,8-60  gals.;  mains,  c  .L,  2^ 
m.,  4  to  8  in.  dku;  28  hyd;  16  v.;  met,  50;  serr., 
200;  pres.,  dom.  47  lbs.,  f.  47  to  126  Ibe.;  cons, 
day,  46,000  gals.;  cost,  $16,000;  cost  mtce., 
$1,600;  wks.  owned  by  city. 

LA  SALLE,  p.  11,687;  f.  area,  23  a.;  mere,  bldgs., 
bk.,  2  to  8  stor.;  priv.,  wd.,  1^  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  in  v.  F.  dept. — 1  str.,  2  hose  wag.,  6  hra.; 
hose,  cot.,  rub.  lined,  gd.,  2,400  ft;  inf.,  800  ft; 
tot  hose,  2,700  ft;  f.  al.,  elec.,  86  bi.;  val. 
equip.,  $6,700;  val.  bldgs.,  $46,000;  eip.  dept, 
$4,800;  tot  mem.,  24,  pd.  full  time  4,  pd.  part 
time  20. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  600,000  gals.,  loc.  at  pump, 
station;  2  pump,  eng.,  cap.  day  6,000,000  srals.; 
jnains,  cast  i.,  20  m.,  2  to  14  in.  dia.;  116  nyd.; 
1,600  met,  2,100  serr.;  pipe,  lead;  pres.,  dom.  100 
lbs.,  f.  140  lbs.;  cons,  day,  2,600,000  gals.;  cost 
$200,000;  cost  mtce.,  $16,000;  wks.  owned  by  city. 

LAWRENCEVILLE.  p.  8,285;  mere,  bldgs.,  bk.,  S 
to  8  stor.;  priv.,  wd.,  1  to  2  stor.;  woT  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — Hose,  cot,  rub.  lined,  gd.,  800  ft.;  f.  al.. 
bell  ft  wh.;  tot  mem.,  14  vol.;  undra.  rating,  third 
daas. 

Water  Supply — Sre.,  wells.  Emtanaaa  riv.,  8 
blocks  bus.  cent:  res.  cap.,  76.000  gals.;  2  pumps, 
eng.;  mains,  c.  i.,  17,300  ft,  4  to  8  in.  dia.;  46 
hyd.;  11  v.;  84  met;  870  serv.;  pres.,  dom.  60  to 
70  lbs.,  f.  100  lbs.,  cons,  day  80,000  gals.;  wks. 
owned  by  Co. 

LEBANON,  p.  2,500;  f.  area,  800  a.  F.  dept— 
1  hand  pump;  val.  equip.,  $500;  vaL  bldgs.  $1,200; 
voL  ; 

Water  Supply — Src.,  ciatems.  Water  works  to  b* 
installed. 

LEE,  p.    808.     F.   dept. — 600   ft  hoiie;   20   vol. 

Water  Supply — Sre.,  wells;  ays.,  pump  to  res.; 
res.  cap.,  7,000  gals.;  1  pump,  eng.;  mains,  )4 
m.,  4  in.  dia.;  8  nyd.;  pres.,  dom.  40  to  60  lbs.; 
wks.  owned  by  town. 

LELAND,  p.  646.  F.  dept — 1  hand  eng.,  600 
ft  hose;  vol. 

LEMONT,  p.  2,284;  f.  area,  60  a.;  mere,  bldgs., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c.  eng.  on  wis..  2 
c.  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  carts,  2  hrs.; 
hose,  cot,  rub.  lined,  ffd.,  2,000  ft;  rub.,  gd.,  600 
ft;  tot  nose,  2,600  ft.;  f.  al.,  Gamewell.  6  bx.; 
vaL  equip.,  $10,000;  val.  bldga.,  $20,000;  exp. 
dept.,  $800;  tot  mem.,  40  vol. 

Water  Supply — Sre.,  wella;  sys.,  pump  dir.;  res. 
cap.,  176,000  gals.;  2  pump,  eng.,  cap.  day  1,500,- 
000  gals.;  mains,  16  m.,  8  to  10  in.  dia.:  115 
hyd.;  met.,  8;  1,000  serv.;  pres.,  dom.  75  lbs.,  L 
76  to  100  lbs.;  cost,  $75,000;  cost  mtce.,  $5,000; 
wks.  owned  by  city. 

LENA,  p.  1,168;  f.  area,  640  a.;  mere,  bldgs., 
bk.,  wd.  ft  stn.,  1  ft  8  stor.;  priv.,  wd.  ft  bk.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord. 
P.  dept — 1  str.,  1  hand  eng.,  2  hose  ear.;  hose, 
eet,  rub.  lined,  gd.,  1,600  ft.;  f.  al.,  bell; 
ral.  equip.,  $8,000;  tot.  mem.,  24,  vol.;  undra. 
rating,  taird  class. 


Water  Supply — Src,   deep   well;  sys.,   pump   to 

res.;   res.   cap.,   6,000   gals.;   pump,  eng.,   cap.   day 

144,000   gals.;  mains,   8  m.,   4  to  8   in.   dia.;    28 

hyd.;  74  serv.;  pres.,  f.  60  lbs.;  cost,  $22,000; 
cost  mtce.,  $800. 

LEROY,  p.  1,702;  jnnc.  bldgs.,  bk.  ft  iron,  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfa.  not  perm.; 
no  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  2  hose  carts;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft;  f.  aL,  bell,  wh.  ft  telp.; 
val.  equip.,  $6,000;  val.  bldgs.,  $1,600;  exp.  dept, 
$600;  tot  mem.,  15  vol.;  undra.  rating,  second 
class. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  74,000  gals.,  dim.  12  z  100, 
mat.  stl.;  pump,  eng.,  cap.  day  160,000  fals.; 
mains,  8  m.,  4  to  8  in.  dia.;  26  hyd..  6  ▼.; 
125  serv.;  pres.,  dom.  40  Ibs^  f.  45  to  70  lbs.; 
cons.,  dur  22,000  gals.;  coat,  $18,500;  cost  mtce, 
$600;  wks.  owned  oy  city. 

LEWISTOWN,  p.  2,312;  f.  area,  86  a.;  mere, 
bldgs.,  bk.,  1  to  8  star.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  S 
hoee  carts;  hose,  rub.,  gd.,  1,000  ft;  inf.,  500  ft; 
tot  hose,  1.600  ft;  f.  al.,  bell  ft  wh.;  vaL  equip., 
$1,800;  val.  bldgs.,  $4,000;  tot  mem.,  15  voL 

Water  Supply — Src,  wells;  sys.,  pump,  to  stdp.: 
stdp.  cap.,  21,000  gals.,  dim.  12  z  86;  pump, 
eng.,  cap.  day  200,000  gals.;  mains,  6  m.,  4  to  8 
in.  dia.;  82  hyd.;  met,  80;  226  serv.;  pipe,  iron 
ft  lead;  pres.,  dom.  100  lbs.,  f.  126  lbs.;  cons., 
day  86,000  gals.;  cost,  $15,500;  cost  mtce.,  $2,- 
400;  wks.  owned  by  Co. 

LEXINGTON,  p.  1,818;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
ris.  not  perm.;  fwks.  ft  combt  ord.;  causea  of  f. 
inv.  F.  dept. — 2  hose  carts;  hose,  rub.,  gd.,  1,000 
ft;  f.  aL,  bell  ft  wh.;  val.  equip.,  $800;  vaL  bldgs., 
$600;  tot.   mem.,  20  vol. 

Water  Supply — Src,  well;  sys.,  ptnnp  dir.;  stdp. 
cap.,  40,000  gale.;  mains,  49  blocks,  4  to  8  in. 
dia.;  46  hyd.;  9  v.;  192  met.;  192  serv.;  pipe, 
iron;  pres.,  dom.  60  lbs.,  f.  50  lbs.;  cons,  day, 
75,000  gals.;  cost,  $18,000;  cost  mtce.,  $1,600; 
wks.  owned  by  city. 

LIBERTYVILLE,  p.  1,724.  F.  dept — 1  hose 
cart,  500  ft.  gd.  hose,  360  ft  int  hose,  tot  850 
ft  hose;  voL 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.    cap.    60,000    gals.;    res.    cap.,   70,000   gals.; 

1  pump,  eng.,  cap.  day  60,000  gals.;  mains,  8  m., 
4  to  8  in.  dia.;  66  hyd.;  pres.,  dom.  60  lbs.,  f. 
125  Iba. 

LINCOLN,  p.  10,892;  f.  area,  700  a.;  mere,  bldga., 
bk.  ft  stn.,  1  to  4  stor.;  priv.,  wd.  ft  bk.,  1  to  4 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwke.  ft  combt  ord.: 
oausee  of  f.  inv.    F.  dept — 1  c.  eng.,  1  c  hand  ex., 

2  hose  wag..  3  hose  car.,  4  hra.;  hoee,  cot,  rub. 
lined,  gd.,  2,000  ft;  rub.  1,000  ft;  tot.  hose. 
8,000  ft.;  f.  aL,  wh.;  vaL  equip.,  $5,000;  exp.  dept, 
$4,800;  tot  mem.  16.  Pd.  fuU  time  i5,  voL  10; 
undra.  rating,  second  class. 

Water  Supply — Src,  wella  ft  creek,  IH  m-  bus. 
cent;  nrs.,  pump  to  stdp.  ft  dir.;  std.  cap.,  160,000 

rls.,  dim.  16  X  100,  mat.  stL;  8  pump,  eng.,  claas 
comp.  ft  dup.,  cap.  day  4,500,000  gals.;  mains, 
c  i.,  21  1-8  m.,  4  to  14  in.  dia.;  228  hrd.;  147 
v.;  met,  651;  1,486  serv.;  pipe,  galv.  L;  pres., 
dom.  80  to  60  lbs.,  f.  90  to  100  lbs.;  cons, 
day,  600,000  gals.;  cost,  $860,000;  wks.  owned 
by  Co. 

LITCHFIELD,  p.  6,971;  f.  area,  650  a.;  mere 
bldgs..  bk.  ft  iron,  2  ft  8  stor.;  priv.,  wd.,  1  ator.: 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  La  France  str.,  1  h.  ft  L 
trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,400 
ft;  rubber,  gd..  1,200  ft;  inf.,  600  ft;  tot  hoee, 
3,100  ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $5,600; 
vaL  bldgs.,  $4,000;  exp.  dept.,  $8,000;  tot  mem., 
75,  pd.   full  time  4;  undrs.  rating,  third  class. 

Water  Supply — Src,  creek,  3  m.  bus.  cent;  eyt., 
pump  dir.;  res.  cap.,  100,000,000  gals.,  loc.  8 
m.  c!ty;  3  pump,  eng.,  cap.  day  2,000,000  rals.; 
mains,  c  i.,  10  m..  4  to  12  in.  dia.;  68  nyd.; 
20  v.;  met,  25;  100  serv.;  pres.,  dom.  70  lbs.,  L 
80  to  100  lbs.;  cons,  dly,  400,000  gals.;  cost 
$90,000;  cost  mtce.,  $6,000;  wka.  owned  by  city 
ft  Co. 

LITTLE  YORK,  p.  858.     F.  dept— 1  eomb.  band 
ft  c.  eng.;  600  ft  nose;  bell  al.;  vol. 
Water  Supply — Src.  wells  ft  cisterns. 
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LOCKPORT,  p.  2.SS$; 
Me.  a  Kn.,  t  Co  S  Roi 
ttB.    not   perm.    In    f.    i: 


;,soo'([l.  inf!.  i.ioo  r'  ■- 


,    $S,OO0:    r«l. 


0  T£  lbs.,  I.   100 


LODA,  p.    SEOi   I.   UM,    IS  ■-      F.  dcpt. — 1    c. 

tag.;    I.    ■!.,    btll;    hL    equip.,    9100;    up.    dept.. 


f is :    tot.   itieni.. 


200  ft.  h 

«c:  twU  tL 

RY.    p.     1,081; 
.  4  wS.,  4  .tor.; 

;,i.r;i.  i' 

-i? 

"fe! 

v»L  "lUip.. 

30.000  RBli.l  1  pump.  «n 

■  '"■!;'.  *h'''-i 

prea.,  I.   100  lbs.;  tost,  (S3. 000. 

MctEANSBORO,  p.  1,700;  f.  uei,  OtO  ■.;  mere 
bIdEL,  bk..  1  to  3  itoi,;  prlv.,  wd..  I  «  £  (tor.; 
Rd.  ti».  not  prrm.;  no  tnka.  b  combt.  ord.;  uwet 
of  t.  InT.  F.  dept.— 1  h.  &  1.  trk.  1  hOK  wag.,  1 
hoM  car.,  4  bra.;  boaf,  cot.,  rob.  lined,  rd.,  1,200 
fL;  f.  al..  belt  A  »b..  T  bi.;  ral.  equip.,  M,000; 
v«L  bldga..  11,000;  eip.  dept.,  (260;  tot.  mem., 
SO  TO].;   undrs.  nting,  tblrd   cliaa. 

WaiUr  Supply — Src.,  rei.;  cap.,  7S, 000, 000  fiM.; 


I,  tZO,0( 
MACOMB, 


.  E,T44;  f.  area,  40  a.;  mere,  bldg*-, 
not    peim.*;'   htka!    b    conibt.    ord.; 


2  pump,  tag,. 


f.  *t.,  bell  &  telp.i  lot.  mem..  44,  pd.  full  Uma  1, 
Witar  Supply— Src.,  Mlaafaalppl  ri».;  2  pnmp.  mj^ 


SOO  ft. 

MANTENO,  p.  1,228.  F.  dent.— 1  h.  &  I.  trk„ 
2  hoac  wag.:  bose,  cot.,  ™b.  lined,  id.,  700  ft; 
inf.,  SOO  ft.;  tot  bo«,  1,000  tt.;  t.  al.,  bell  * 
telp,;  Tal.  equip.,  t!,GO0;  Tai.  bldn..  (SOa;  vol.; 
undra.  rating,  ife  cIish. 

Witar  SuDoly.— Srp.,  wdla;    iyi.,   dlr.   prea.;   rea. 


wka.  owned  by  dty. 

MAPLE  PARK.  p.  31 
2  bow  was.,  SOO  ft.  b< 

"iter  Supp'       ~ 


D  byd.;   12  v.;   prei.,  dom. 
..;  cona.  day,  SS.OOO  gala.; 

I,     ?.  dcpt,— 1  b.  k  1.  trk., 
t;  telp.  ft  bell  ■!;  IT  toL 


cd^'wwJT" 


caiiaei  of 

b.  «  1.  t 


2  to  3  aUr.; 
In  t.  ana;  i" 
F.   dcpt— 


!  boM  cut*,   1  hra-i 


hooe,  cot,  rA.  lined,  gd.,  1,500  ft;  t.  al.,  Game- 
well,  t.  bi.:  val.  equip..  >S,SaO;  rtl.  bldi^, 
■0,000:  (ip.  dcpt,  1200;  loL,  18. 

Water  Supply— Src.,  wclla;  btb.,  pump  to  aldp.: 
itdp.  cap.,  70,000  gala.;  pump,  cap.,  £00  gala, 
mln,;  mama,  17,050  ft,  4,  B,  S  In.  dii.;  4S  b;d.; 
coat,   »12,000. 

MARION,  p.  7,OB3,     T.  dept — 2  bose  wag.;  hoac. 


mains,  c.  i..  Stt  m.,  4  to  10  In.  dU.;  104  byd.; 
TOO  met.;  700  seri'.;  j>r«e.,  dom.  00  Ibg.,  f.  126  lb*.; 
«ki.  owned  by  prlv.  Co. 

MARISSA,  p.  2,004;  t.  area,  150  a.;  mere. 
bldge.,  atn.,  bk.  ft  vd..  1  to  2  stor.;  wd.  rfa.  not 
perm.    In   f.    »re»;    cauaea   off.    lnT._    F.^  depL^^l 


wit.. 


poly— arc,  c 


.   gd.. 


k  1.  I 


perm,  in  t.  area;  twka.  ft  combt  oid.:  cauaea  at 
t.  inn.  F.  dcpt.— 1  h.  ft  1.  tik..  3  boac  euta; 
hone,  cot,  rub.  lined,  gd.,  1.000  It;  rub,,  gd.,  400 
ft:  inf.,  100  ft;  tot  boae,  1,000  ft;  t.  tX.,  bell; 
•al.  equip.,  tl.OOO;  vaL  bldga..  (2,000;  eip.  dept. 

Water' Supply— Src.,' 4  wella,  K  m.  bua.  cent: 
lyi.,  pump  to  stdp.;  atdp,  cap.,  100,000  E*ia.;  le*. 
cap.,  £0.000  gala.;  4  pump,  cng.,  claea  dup.,  cap. 
liiT  1.000,000  gala.;  mains,  c  1,  b%  m.,  4  to  S 
In,  dia.;  38  !«£;  3  v.;  216  met;  216  aerr,;  pipe, 
galv.  1.;  prei.,  dom.  30  Ibe.,  t.  00  lbs.;  cans.,  day 
100,000  gala.;    coit  120,000;   coat  mtce..   tZ,0DO; 


nib.'' gd.,'^,'600  il.-.  tot  boae.  2,'lOo"ll.';  f.  il'.l 
bell  ft  telp.:  vil.  equip  tS.OOO;  ral.  bldga..  |IEO; 
■-■ "1,  4  pd.,  14  tol.i  imdit.  rating,  third 


,...., ,.,   .. .__.   _..  bluB. 

mat  nl;  rca.  cap..  27fi,000  gala.;  2  trip.  pump, 
eng..  can.  day.  1.000,000  gala.;  malni,  c.  I,  S  m.. 

1  to    10    in,    dit.;    07   'bjA.;    20    t.;    pipe,   lead   ft 

ialr.    I.;    prea..    dam.    SO    iba..    t.    100    Iba.;    eoat, 
80,000;  wkn.  owned  by  Co. 
MARSHALL,    p.    2,509;    f.    aiea,    30    a.;    mere, 
bldga..  bk.  ft  atn.,  2  to  3  alar.;  pnV,  wd.,  2  ator.; 

cauaea  of  f.  Inv.  F.  dept — 1  sir.,  1  hand  eng.,  1 
h.  ft  1.  trk.,  1  boat  wag.;  hoie.  cot.,  rub.  lined, 
gd.,  1,000  ft.;  f.  al.,  bell;  val.  equip.,  (3.000; 
»1,  bldga.,  (3.000;  eip.  dept,  (700;  tot.  mem,,  25 

VValar  Supply — Src.  wells  ft  ciatems;  ttdp.,  115 
ft  high.;  85  byd. 

MARTINSVILLE,  p,  l.SOO;  1  area,  20  a.:  bidg*., 
bk,  F,  dept, — 2  c.  eng.;  hoac,  cot,  rub,  lined,  gd,, 
500  ft;  (,  al..  bell;  tot  mem.,  vol. 

Water  Supply — Not  reported, 

MASCOUTAH.  p.  2.081:  f.  area.  lU  aq.  m,; 
mere,  bldga,,  bk,.  1  to  3  clor.;  prlv,,  bk.  ft  wd.,  1  ft 

2  ator;  wd.  tIs,  perm.;  t.  ft  combt.  ord,;  cauaea  of 
I,  inv,  F,  dent, — 2  hand  eng,,  S  c,  hard  ei.,  1  h. 
ft  1,  trk.,  S  fme  car.;  hose,  cot,  rvia.  lined,  gd., 
2.600  ft:  rub.,  gd„  500  ft,;  tot  hose,  3.00O  ft; 
f,  ol,,  bell;  val.  equip,,  (2,500;  eip.  dept,  1200; 
tot   mem,,    120   vol,;   undrs,  j-atlng,  Ibtrd   claaa, 

Witer  Supply— arc.  cisteniH  ft  wella,  cap.  60.000 


1,000    fll;    (.'   al.,    be 

bldga.,  (600;  tot,  men 

Wiler   -     -■       "-- 


ord. ;  otuaea 
uc,  mb.,  gd.. 
(1,260;    val. 


».,  (1,000;  wha.  owned  by 
1,200,     F.  dept. — 2  c  eng.; 


c-62 
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Water  Supply— ^rc.,  wells. 

MATTOON,  p.  11,466;  f.  urea,  2,600  a.;  mere. 
bld«s.»  bk.,  stn.  A  iron;  2  to  4  stor.:  priv.,  bk.  it 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  Jc  combt. 
erd.  F.  dept. — 2  comb.  h.  ft  c.  wag.,  1  chiefs 
wag.,  6  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft.; 
f.  al.,  telp.;  val.  equip.,  $11,000;  vaL  bldgs.,  $16,- 
000;  ezp.  dept.,  $14,000;  tot  mem.,  11,  pd.  full 
time;  undrs.  rating,  fourth  class. 

Water  Supply — Src.  impounding  surface  res.,  7 
m.  bus.  cent;  sys.,  dir.  pres.;  stop,  cap.,  150,000 
gals.,  dim.  15  ft  z  120  ft,  mat.  iron;  res.  cap., 
1,500,000  gals.;  4  pump,  eng.,  oap.  day  4,600,000 
gals.;  mains,  c.  i.,  4  m.,  6  to  12  in.  dia.;  108 
serr.;  175  nyd.;  15  ▼.;  met,  108;  1,060  serv.; 
pipe,  galv.  i.  ft  lead;  pires.,  dom.  40  lbs.,  f.  80  to 
165;   wks.   owned  by  Oo. 

MAYWOOD,  p.  8,082;  f.  area,  200  a.;  mere 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  i.  Inv. 
F.  dept. — 2  c.  hand  ex.,  8  hose  carts,  1  comb.  c. 
ft  h.  wag.  with  ladder.  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft;  inf.,  500  ft.;  tot.  hose,  2,500 
ft;  f.  al.,  wh.;  Tal.  equip.,  $4,000;  vaL  bldgs.,,  $5,> 
000;  exp.  dept,  $2,000;  tot  mem.,  14,  pd.  full 
time  1,  pd.  part  time  8,  vol.  10. 

Water  Supply— Src,  wells,  in  bus,  cent;  ays., 
pump  to  stdp.  or  dir.;  stdp.  cap.,  160,000  gals., 
dim.  100  z  16,  mat  stl.;  res.  cap.,  28,000  gals., 
loc.  at  wks.;  2  pump,  eng.,  class  comp.  dup.,  cap. 
day  1,600,000  gals.;  mains,  86 14  m.,  4  to  12  in. 
dia.;  417  hyd. ;  127  v.;  met.,  2,000;  2,000  serv.; 
pipe,  lead;  pres.,  dom.  85  lbs.,  f.  86  lbs.;  cons, 
day,  660,000  gals.;  cost,  $136,000;  cost  mtce., 
$2,000;  wks.  owned  by  city. 

MELROSE  PARK,  p.  4,806;  f.  area,  1  sq.  m.; 
mere  bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  perm,  in  residence  district;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
c.  ft  h.  wsg.,  1  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1.000  ft.;  f.  al.,  wh.;  tot  mem.,  14  voL 

Water  Supply — Src,  well,  H  m.  bus.  cent;  sys., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  166,876  gals., 
dim.  16  z  110,  mat  wrt.  i.;  res.  cap.,  116,000 
gala,  loc.  at  station;  8  pump,  eng.,  class  cen- 
trif.,  cap.  day  1.206,000  gals.;  mains,  c  i.,  16 
m.,  4  to  8  in.  dia.;  146  hyd.;  94  v.;  met,  820; 
667  serv.;  pipe,  lead;  pres.,  dom.  48  lbs.,  f.  90 
lbs.;  cons,  day,  499,000  gals.;  cost,  $84,000;  cost 
mtce.,  $100;   wks.   owned  by  city. 

MENDOTA,  p.  8,806;  f.  area,  8H  sq*  m.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv..  bk.  ft  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept — 8  c  nand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  1  hose  cart,  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1,800  ft;  rub.,  gd.,  500  ft:  tot.  hose.  2,800 
ft;  f.  al.,  Gamewell,  22  bz.;  vai.  equip.,  $4,600; 
val.  bldgs.,  $10,000;  ezp.  dept,  $1,200;  tot.  mem., 
26  vol. 

Water  Supply — Src,  wells,  M  m.  bus.  cent; 
sy«.,  pump  to  res.  ft  dtr.;  atdp.  cap.,  26,000  gals.; 
res.  cap.,  180,000  gals.;  4  pump,  eng.,  class  oomp., 
cap.  day,  1,000.000  gals. ;  mains,  c  L,  16  m.,  2  to 
8  in.  dia.;  108  hyd.;  81  v.;  1,100  met;  1,100 
serv.;  pre^,  dom.  46  lbs.,  f.  180  lbs.;  cons,  day, 
600,000  gals.;  oost,  $180,000;  cost  mtce.,  810,- 
000;  wks.  owned  by  city. 

METAMORA,  p.  694.  F.  dept — 2  hose  carta; 
hose.  1,200  ft;  i.  al.,  bell;  tot.  mem.,  26. 

Water  Supply — Src,  wells;  res.  cap.,  1.600  bbls.; 
mains,  1  m.,  4  to  6  in.  dia.;  18  hyd.;  wks.  owned 
by  city. 

METROPOLIS  CITY,  p.  4,666;  f.  area,  400  a.; 
mere  bldgs.,  bk.  ft  wd.,  8  stor.;  priv..  wd.,  1  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 4  c  hand  ez.,  1  h.  ft  1.  trk..  1  hose 
wag.,    1   hose   reel,    2   hrs.;   hose,    cot,   rub.   lined, 

5d.,  1,900  ft;  f.  al..  bell;  val.  bldgs.,  $1,600;  exp. 
ept,  $1,860;  tot  mem.,   15,  pd.  full  time  1,   14 
vol. 

Water  Supply — Src,  well,  U  m.  bus.  cent; 
8>«.,  dir.  pres.;  2  pump,  eng.,  cap.  day,  6,060,000 
gals.;  mains,  c.  i.,  lU  m.,  4  to  10  in.  dia.;  12  v.; 
4  met.;  81  hyd.;  487  serv.;  pipe,  galv.  i.  ft  wrt  i.; 
pres.,  dom.  46  lbs.,  f.  110  lbs.;  cost,  $66,000; 
oost  mtce.,  $4,000;   wks.  owned  by  city. 

MILAN,  p.  727.  F.  dept. — 1  hand  eng.,  1  h.  ft 
L  trk.,  2  nose  wag.;  hose,  cot,  rub.  lined,  gd., 
1,100  ft;  inf.,  800  ft;  tot  hose.  1,400  ft.;  f.  al., 
bell;  val.  equip.,  $900;  val.  bldgs.,  $260;  exp. 
dept,   $50;   tot   mem.    10,  pd.  pert  time. 

Water    Supply— ^rc,    artesian    well,     1,000    ft 


bus.  cent;  1  pump,  cap.  day  618,000  gala.;  17 
hyd.;  14  v.;  mains,  15,840  ft:  pres.,  dom.  20 
lbs.,  f.  60  lbs.;  oost,  $18,000;  undrs.  rating, 
4^   dass;   wks.  owned  by   city. 

MILFORD,  p.  1,816.  F.  dept — 1  hoae  wag.,  800 
ft.  hose;  bell  al.;  vol. 

MILLEDQEVILLE,  p.  680.  F.  dept— 1  boa* 
wag.,  600  ft  gd.  hose,  500  ft  inf.  hose;  tot  hose* 
1,000  ft;  wh.  aL 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.;  1 
pump,  eng.;  mains,  2  m.,  4  to  8  in.  dia.;  20  hyd.; 
pres.,  douL  76  Ibs^  f.  75  lbs.;  wks.  owned  bj 
town. 

MILLSTADT,  p.  1,140;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  S  stor.; 
wd.  rfs.  perm.;  combt  ord.;  causes  of  f.  inv. 
F.  dept — 2  hand  eng.,  1  h.  ft  L  trk.,  S  hose 
reels;  hose,  cot.,  rub.  lined,  gd.,  800  ft:  rub., 
gd.,  600  ft;  tot  hose.  1,800  ft;  f.  aL,  bell;  vaL 
equip.,  $2,000;  val.  bldffs.,  $1,200;  ezp.  dept,  $50; 
tot.  mem..   40  vol.;  undrs.  rating,  fourth  class. 

Water  supply — Src,  wells  ft  cisterns. 

MINIER,  p.  690.  F.  dept. — 1  hand  eng.,  2  hose 
wag.,  1,000  ft.  gd.  hose,  700  ft  inf.  hose;  tot 
hose,  1,700  ft;  telp.  ft  bell  al.;  16  mem.,  pd.  part 
time. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.;  1 
pump,  eng.;  mains,  1^  m.,  8  to  6  in.  dia.;  16 
hyd.;  pres.,  dom.  25  lbs.,  f.  40  lbs.;  wks.  owned 
by  town. 

MINONK,  p.  2,070;  f.  area,  700  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.  ft  bk.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  t 
inv.  F.  dept. — 1  hand  eng.,  1  c  eng.,  2  c  hand 
ez.,  1  h.  ft  1.  trk.,  2  hose  car.,  reels,  2  hrs.;  hose, 
grd.,  500  ft.;  tot.  hose,  1,800  ft;  f.  al.,  bell;  val. 
equip.,  $4,000;  val.  bldgs.,  $4,000;  ezp.  dept,  $2,- 
000;  tot.  mem.,  20,  1  pd.,  19  voL 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  65,000  gals.;  pump,  eng.,  cap. 
day  2,160,000  gals.;  mains,  5  m.,  6  to  8  in.  dia.; 
80  hvd.;  met,  6;  68  serv.;  pres.,  dom.  56  Ibe,  f. 
80  lbs.;  cons.,  day  60,000  gale;  cost,  $20,000; 
wks.  owned  by  ciiy. 

MINOOKA,  p.  sei;  f.  area,  80  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2  stor.:  wd.  rfs. 
not  perm.  inf.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1,000  ft.  cot,  rub.  lined  hose; 
f.   al.,  bell;   tot   mem.,   20  vol. 

Water  Supply — Src,  wells;  sys.,  grav.;  stdp.  cap., 
60.000  gals.,  mat.  stL;  1  pump,  cap.  day  108,000 
nis.;  mains,  c.  i.,  1  m.,  4  to  6  in.  dia.;  14 
hyd.;  pres.,  60  lbs.;  cons,  day,  10,000  gals.;  cost, 
$12,000;  cost  mtce.,  $600;  wks.  owned  by  city. 

MOLINE,  p.  24,199;  f.  area,  46  a.;  mere  bldgs., 
bk.  ft  Htn..  2  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfe  not  perm.;  fwke  ft  combt  ord.;  causes  of  f. 
inv.  F.*  dept. — 1  comb.  auto,  e  ft  b.  wag.,  8 
comb,  c  ft  h.  wag.,  6  e  hand  ez.,  1  h.  ft  L 
trk.,  1  hose  cart,  9  hrs.;  hoae,  cot,  rub.  lined, 
gd.,  7,000  ft;  f.  al.,  Gamewell,  72  bz.;  vaL  equip., 
$28,600;  val.  bldgs.,  $66,800;  ezp.  dept,  $29,870; 
tot  mem.,  26,  pd.  full  time;  undrs.  rating,  third 
class. 

Water  Supply — Bre,  riv.,  %  m.  bos.  cent;  eya., 
pump  dir.;  stdp.  cap.,  600,000  gals.;  res.  cap..  750,- 
000  gals.;  8  pump,  eng.,  cap.  day  21,000,000  gala.; 
mains,  c  i.,  68  m.,  6  to  30  in.  dia.;  700  nyd.; 
met.,  1,600;  4,800  serv.;  pipe,  galv.  i.;  pres.  dom. 
100  lbs.,  f.  125  lbs.;  cods.,  day  8.500,000  gals.: 
cost,  $1,000,000;  cost  mtce.,  $16,000;  wks.  owned 
by  city. 

MOMENCE,  p.  2,201;  f.  area,  860  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 2  hose  reels,  1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1.750  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $6,600;  vaL  bldgs.,  $8,000;  tot  mem. 
10.  pd.   per  fire;   undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  6  blodcs  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  85,000 
gals.,  dim.  12  x  100,  mat  iron;  2  pump,  en^., 
class  dup.,  csp.  day  1,600,000  gale;  mains,  c  1.. 
7  m.,  4  to  10  in.  dia.;  68  hyd.;  met.,  9;  276 
serv.;  pipe,  galv.  1.;  pres.,  dom.  40  Ibe,  f.  90  Ibe; 
cons,  day,  800,000  gals.;  cost,  $84,000;  cost 
mtce.,  $2,400;  wks.  owned  by  city. 

MONEAQUA.     F.  dept. — Not  reported. 

Water  Supply — Src,  6  wells,  2  m.  bus.  cent: 
sys.,  bk.:  stl.  tower,  dim.  18  z  60  ft.;  maina.  6 
rh.,  e  i.  ft  wd.,  8  in.  dia.;  hyd.,  18;  cost  mtee. 
$800;  wks.  owned  by  city. 
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MONEE,  p.  411.  F.  dept. — 1  h.  k  1.  trie.,  1 
hand  eiig.,  2  hose  wa^.,  1,600  ft.  bote;  bell  al.; 
80  vol. 

MONMOUTH,  p.  9,128;  f.  area,  2  aq.  m.;  mere, 
bldga.,  bk.  k  stn.,  1  to  4  ator.;  priv.,  atn.,  bk.  A 
wd.,  1  to  8  ator.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  A  combt.  ord.;  causes  of  f.  Inv.  F.  dept. — 
1  Btr.,  1  c.  enff.,  1  comb.  c.  A  h.  waf.,  8  c.  hand 
ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  nose  car.;  1 
hand  hose  cart;  7  hrs.;  hose.  cot.  rub.  lined,  gd., 
4.900  ft.;  inf.,  800  ft;  tot.  hose,  i5,700  ft.;  f.  al., 
Gamewell,  16  bx.;  val.  bldars.,  f  10.000;  exp.  dept, 
$7,000;  tot  mem.  40,  pd.  full  time  6,  pd.  part  time 
3    vol    32 

'water  Supply — Src,  8  wells;  sys.,  pump  to  res. 
ft  stdp.;  stdp.  cap.,  116,000  gals.,  dim.  21  z  86, 
mat  iron;  res.  cap.,  300,000  gals.;  3  pump,  eng., 
class  dup.;  mains,  c.  i.,  23  m.,  4  to  8  in.  dia.; 
220  hyd.;  met,  666;  1,800  serv.;  'pipe,  lead: 
pres.,  dom.  60  lbs.,  f.  110  lbs.;  cons.,  day  480,000 
gals.;  cost  $126,000;  wks.  owned  by  city. 


MONTIOELLO,  p.  1,981;  f.  area,  19  blodkm; 
mere,  bidgs..  bk.,  1  ft  2  «tor.;  priv.,  wd.,  1  ft  I 
8fx>r. ;  wd.  ris.  not  perm.  F.  dept — 1  h.  ft  1.  trk., 
2  hose  wag.,  hose  reek;  hoae,  cot,  rub.  lined,  gd., 
1,600  ft;  f.  aL,  telp.,  6  bx.;  t«1.  equip.,  $2,060; 
vaL  bldga.,  $200;  exp.  dept,  $600;  to<t  mem., 
18  VOL 

Water  Supply — Src..  wells;  ays.,  pump  to  res.; 
stdp.  cap.,  86,000  arala.,  dim.  12  z  48,  mat.  iron; 
rea.  cap.,  66,000  gus.;  pump,  eng.,  class  dup.,  cap. 
day  210,000  gals.;  mains,  6  m.,  4  to  8  in.  dia.; 
62  hyd.;  met.  38;  304  serv.;  pipe,  iron;  pres., 
dom.  30  lbs.,  f.  160  lbs.;  cons.,  day  80,000  gals.; 
cost  $30,760;  cost  mtce.,  $400;  wks.  owned  by 
city. 

MORGAN  PARK,  p.  8,694;  f.  area,  10  a.;  mere, 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  srea;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  c.  eng.  on  wis.,  2 
c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft.;  inf.,  600 
ft;  tot  hose,  1,700  ft.;  f.  si.,  wh.;  val.  equip., 
$8,000;  exp.  dept,  $600;  tot  mem.,  30  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  300,000  gala,  day,  loc. 
at  station;  2  pump,  eng.,  cap.  day  860,000  gala.; 
pump,  cap.,  860,000  gals.;  mains,  c.  1.;  met,  676; 
pres.,  dom.  40  lbs.,  f.  90  lbs.;  wks.  owned  by 
city. 

MORRIS^  p.  4,663;  f.  area,  1,200  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  ft  3  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f,  inv.  F.  dept. — 1  str.,  1  c.  eng.,  2 
c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1  bote 
reel,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft.; 
inf.,  600  ft;  tot  hose,  3,600  ft;  f.  al..  Game* 
well,  18  bx.;  val.  equip.,  $6,000;  val.  bldgs., 
$7,000;  exp.  dept,  $2,000;  tot  mem.,  26  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  106,000  gals.,  dim.  12  x  126, 
mat  stl.;  res.  cap.,  188,000  gals.;  2  pump,  eng., 
class  eomp.  dup.,  cap.  day  2,000,000  gals.;  mains, 
12 H  m.,  4  to  12  in.  dia.;  116  hyd.;  met.,  600; 
950  eerv. ;  pipe,  galv.  i. ;  pres.,  dom.  60  lb«..  f.  126 
lbs.;  cons.,  day  160,000  gals.;  cost  $46,000;  cost 
mtce.,   $5,600;  wks.   owned  by  city. 

MORRISON,  p.  2,410;  f.  srea,  700  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  comb,  c  ft  h.  wag.,  1  h.  ft  1. 
trk.,  8  hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd., 
1.600  ft;  inf.,  1.000  ft;  tot  hose,  2,600  ft; 
f.  al.,  wh.;  val.  equip.,  $1,000;  val.  bldgs.,  $2,000; 
exp.   dept,  $600;  tot.  mem.,   18  vol. 

Water  Supply — Src,  spr,  ft  wells,  %  m.  bus. 
cent;  sys.,  grav.  pump  to  stdp.  flt  dir.;  stdp.  cap., 
340,000  gab.;  2  pump,  eng.,  cap.  day,  480,000 
gals.;  mains,  c  1.,  10  m.,  4  to  8  in.  dia.;  109 
hyd.;  73  v.;  met,  397;  719  serv.;  pipe,  wrt  i.; 
pres.,  dom.  88  to  66  lbs.,  f.  200  lbs.;  cons,  day 
260,000  gals.;  cost,  $86,000;  cost  mtce.,  $4,600; 
wks.  owned  by  city. 

MORRISON VILLE,  p.  1,126;  bldgs.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F. 
dept. — 1  h.  ft  1.  trK.,  C  hose  car.;  hose,  cot,  rub. 
lined,  gd..  1,200  ft;  f.  al.,  bell;  tot  men.,  24 
vol.;  undrs.  rating,  third  class. 

Water  Supply — -Src,  wells;  ays.,  pump  to  stdp. 
ft  dir.;  stdp.  cap..  87,000  gals.,  dim.  20  z  16, 
mat.  wd.;  pump,  eng.,  class  oup.,  cap.  day  600.000 
gala.;  maina,   H   m.;  10  hyd.;  pipe,  galv.  L;  pres.. 


dom.  88  lbs.,  f.  66  to  80  lbs.;  cons.,  dsy  16,760 

gals.:  cost,  $8,000;  cost  mtce.,  $800;  wks.  owned 
y  village. 

MOUNDS,  p.  8,600.  F.  dept — 3  hose  carts.  1,600 
ft.' hose;  vol. 

Water  Supply — Not  reported. 

MOUND  CITY,  p.  2,887;  f.  area,  600  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  band 
eng.,  1  c  eng.  on  wis.,  1  h.  ft  1.  trk.,  8  hose 
car.;  hose,  rub.,  gd.,  1,800  ft;  inf.,  200  ft.;  tot 
hose,  2,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$2,600;  val.  bldgs.,  $8,000;  exp.  dept,  $600;  tot 
mem.,  60,  pd.  part  time. 

Water  Supply— Src,  well;  ays.,  dir.;  res.  cap., 
260,000  gals.,  loc  at  pump,  station;  2  pump, 
eng.,  claas  comp.  dup.,  cap.  day  1,600,000  gals.; 
mains,  c  i.,  6  m.,  4  to  10  in.  dia.;  3y  hyd.;  20 
v.;  360  serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs., 
f.  100  lbs.;  cons.,  day  800,000  gals.;  cost  $46,- 
000;  cost  mtce.,  $7,000;  wks.  owned  by  Western 
Ry.  ft  Light  Co. 

MT.  CARMEL,  p.  6,984;  f.  area,  700  a.;  mere 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  hose  wag.,  2  hra.;  hose,  cot, 
rub.  lined,  gd.,  1.000  ft.;  v«l.  equip.,  $1,200;  vaL 
bldgs.,  $2,000;  exp.  dept,  $1,400;  tot  mem.,  8  voL 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  160.000  gals., 
4  pump,  eng.,  cap.  day  6,250,000  ga1.s.;  mains,  c  i., 
20  m.,  4  to  14  in.  dia.;  126  hyd.;  met,  16;  1,300 
serv.;  pres.,  dom.  40  lbs.,  f.  90  lbs.;  cost,  $130,000; 
cost  mtce.,  $6,000;  wks.  owned  by  Co. 

MT.  CARROLL,  p.  1,769;  f.  area,  280  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 1 
h.  ft  L  triK.,  8  hose  oar.;  hose,  cot,  rub.  lined,  gd., 
1,460  ft;  val.  equip.,  $3,860;  val.  bldgs.,  $6,000; 
exp.  dept,  $800;  tot  mem.,  40  voL 

Water  Suppli^--Src,  wells;  sys.,  pump  to  res.  ft 
dir.;  stdp.  cap.,  62.000  gals.;  res.  cap.,  27,640 
gals.;  pump,  eng.,  cap.  dav  1,000.000  gala.;  mains, 
4  m.,  4  to  8  in.  dia.;  38  nyd.;  10  v.;  met,  7;  160 
serv.;  pipe,  galv.  i.;  prea.,  dom.  70  lbs.,  f.  100 
lbs.;  cost,  $36,000;  cost  mtce.,  $700;  wks.  owned 
oy  dty. 

MT,  MORRIS,  p.  1.132.     F.  dept. — ^Not  reported. 

Water  Supply — Src,  deep  well  in  village,  dim. 
20  z  20,  mat  stl.,  tower;  1  pump,  eng.,  class 
gasoline;  maina,  26  blocks,  10  to  4  in.  dia.;  14 
hyd.;  wks.  owned  by  city. 

MT.  OLIVE,  p.  3,601;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  stor.:  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  4  hose  reels,  1  hand  eng.; 
hose,  cot.,  rub.  lined,  gd.,  1,800  ft;  inf.,  850  ft.; 
tot.  hose,  2,660  ft.;  f.  aL,  bell;  val.  equip., 
$3,000;   exp.  dept,  $195;   tot.  mem.,   67   vol. 

Water  Supply — Src,  wells;  waterwks.  in  course 
construction;  mains,  2%  m.;  2  pumps,  daily  cap., 
1,000,000  gals.  each. 

MT.  PULASKI,  p.  1,611;  f.  area,  600  a.:  mere 
bldgs..  bk.  ft  wd..  1  to  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwKs.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2 
comb,  c  ft  h.  wag.,  2  hose  wag.;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft.;  f.  al.,  Oamewell,  10  bz.; 
vaL  equip.,  $3,000;  val.  bldgs.,  $4,000;  exp.  dept, 
$600;  tot.  mem.,  27  voL 

Water  Supply — Src,  wells,  6  blocks  bus.  cent; 
sys.,  pump  dir.;  stdp.  cap..  60,000  gals.,  dim.  20  x 
26.  met  stl.;  3  pump,  eng.,  cap.  day,  1,000,000 
gale.;  mains,  c  i.,  6  m.,  4  to  8  in.  die.;  87  hyd.; 
40  v.;  210  met;  226  eerv.;  pipe,  galv.  L;  pres., 
dom.  40  to  66  lbs.,  f.  110  lbs.;  oons.  dsy.  40,000 
gals.;  cost  $86,000;  cost  mtce.,  $1,860;  wks. 
owned  by  city. 

MT.  STERLING,  p.  1.986;  f.  area.  2  blocks; 
mere  bldgs..  bk.,  2  stor.;  priv.,  wa.,  1  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  ft  combt  ord.;  cauaes 
of  f.  inv.  F.  dept — 1  e  eng.,  1  h.  ft  L  trk.,  1 
hose  wag.,  1  hose  car..  2  hra.;  hose,  cotton,  rub. 
lined,  ko.,  1,000  ft;  f.  aL,  bell;  vaL  equip.,  $600; 
vaL  bldgs.,  $2,000;  exp.  dept,  $400;  tot.  mem.,  26, 
pd.  part  time. 

Water  Supply — Src.  artesian  wells.  1  block  bos. 
cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap..  88,000 
gails.,  dim.  12  x  40,  met  bk.  ft  stl.;  res.  cap., 
1,600,000  gale.,  loc.  %  m.  eoutheest  city;  2 
pump,    eng.,   claas   dup.,    cap.   dsy,    664,400   gels.; 
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mains,  c.  i.,  2H  m..  4  to  8  in.  dia.;  36  hyd.;  11 
v.;  125  aerv.;  96  met;  pipe,  galv.  i.;  pres.,  dom. 
40  lb6.,  f.  100  lbs.;  cone,  day,  20,000  giie.;  cost, 
$10,600;   oo6t  mtce.,  $1,200;  wks.  owned  by  city. 

MT.  VERNON,  p.  8.007;  f.  area,  640  a.;  mere, 
bldffs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfa. 
penn.;  fwka.  ft  combt.  ord.;  causea  of  f.  inv.  F. 
dept — 1  comb.  c.  ft  h.  vraLg.^  1  hoee  wa^.,  2  brs. ; 
hoae,  cot.,  gd.,  8,000  ft.;  f.  al.,  elec,  9  bx.;  vaI. 
equip.,  $5,000;  val.  bldgs.,  $2,000;  exp.  dept., 
$2,000;  tot  mem.,  8,  pd.  full  time;  undra.  rating, 
third    class. 

Watar  Supply — Src,  lakes;  sya.,  pump  dir.;  res. 
cap.,  850,000,000  gals.;  stdp.  cap.,  150,000  gals.; 
4  pump,  eng.,  -class  comp.  dup.,  cap.  day  4,500,- 
000  gala.;  mains,  e.  L,  16%  m.,  2%  to  12  in. 
dia.;  90  hyd.;  1,200  serv.;  pipe,  galv.  L;  pres., 
dom.  40  lbs.,  f.  100  to  125  lbs.;  cons,  day,  600,- 
000  gals.;  cost,  $97,000;  cost  mtce.,  $2,500;  wks. 
owned  by  Co. 

MOWEAQUA,  p.  1,518.     F.  dept.— Not  reported. 

Water  Supply— <Src.,  wells,  2  m.  bus.  cent.; 
sya.,  pump  to  stdp.;  cap.,  50,000  gals.;  dim.,  52 
X  18;  mat.,  bk.  ft  at!.;  1  pump,  eng.,  cap.  day, 
200,000  gals.;  mains,  4  m.,  4  ft  6  in.  dia.;  65 
met.;  82  hyd.;  pipe,  iron;  ptres.,  dom.  15  lbs.,  f. 
30  lbs.;  cons,  day,  80,000  gals.;  cost,  $15,000; 
coat  mtce.,   $900;   wks.   owned  by  city. 

MURPHYSBORO,  p.  7,845:  f.  area,  8H  m.;  mere, 
bldgs.,  bk.,  2  to  8  ator.;  pnv.,  bk.  ft  wd.,  2  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.inv.  F.dept.^1  auto.  «tr.,  1  comb,  c 
ft  h.  waff.,  1  hose  wag.,  1  hose  reel.  1  chief's  auto, 
2  hrs.;  nose,  cot.,  rub.  lined,  crd.,  2,800  ft.;  f.  al., 
telp.;  val.  equip.,  $9,500;  tsL  bldgs.,  $25,000;  exp. 
dept.,  $5,000;  tot.  mem.  4,  pd.  full  time. 

Watar  Supply — Src,  riv.,  Vi  m.  bua.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  80,000  gals.;  8  pump, 
eng.,  combined  cap.  day  4,500,000  gals.;  mains, 
c.  i.,  15  m.,  4  to  12  in.  dia.;  130  hyd.;  125  v.; 
met.,  20;  1,200  serv.;  pres.,  dom.  4i5  to  60  Iba., 
f.  90  to  125  lbs.;  cons.  da}'.  1,500,000  gals.;  cost, 
$160,000;  wks.  owned  by  priv.  Co. 

NAPERVILLE,  p.  8,449;  f.  area,  40  a.;  mere, 
bldga.,  stn.,  bk.  ft  wd.,  2  stor.;  priv..  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  eauaes  of  f.  inv.  F.  dept, — 1  atr.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  c.  wag..  8  hose  carta;  hose,  rub., 

fd.,    8,500    ft.;    f.    al.,    oell    ft    wh.;    vaL    bldas.. 
4,000;  exp.  dept.,  $800;  tot.  mens.  66,  pd.  full 
time  5,  61  vol. 

Watar  Supply — Src.,  well,  1  block  bus.  cent.; 
QTB.,  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,   lOO,- 

000  gals.;  mat.,  metal;  res.  cap.,  110,000  gals.;  1 
pump,  eng.,  class  stm.;  mains,  metal,  12  m.,  4  to 
12  in.  dia.;  125  hyd.;  608  aerv.;  pipe,  lead;  pres., 
dom.  65  lbs.,  f.  126  lbs.;  cost,  $62,000;  wks. 
owned  by  city. 

NASHVILLE,  p.  2,186;  f.  area,  820  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  S 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  gasolina 
eng.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  car.;  hose, 
cot.,  2,000  ft;  f.  aL,  bell;  val.  equip.,  $6,500; 
val.  bldgs.,  $2,000;  exp.  dept.,  $400;  tot.  mem.,  16 
vol.:  undrs.  rating,  thurd  class. 

Water  Supply — Src.,  wells  ft  cisterns;  2  pump, 
eng.;  cost,  $8,000;  wks.  owned  by  city. 

NAUVOO,  p.  1,020;  f.  area,  400  a.;  mere,  bldga., 
bk.,  iron  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm.;  fwks.  ft  oombt.  ord.; 
eauaes  of  f.  inv.  F.  depL — 1  hand  eng.,  8  c.  eng., 
10  c  hand  ex.,  1  h.  ft  1.  trk.,  supply  wag.,  1  hose 
ear.,  reela,  ftc;  hose,  cot.,  rub.  lined,  gd.,  800  ft.; 
f.  aL,  bell  ft  wh.;  vaL  equip.,  $2,200;  val.  bldga., 
$250;  exp.  dept.,  $1,800;  tot.  mem.,  50  voL; 
undrs.  rating,  third  clasa. 

Water  Supply — Src.,  cistems  in  bus.  cent;  mains, 
e    i.,  5  m.;  82  hyd. 

NEOQA,  p.  1,200;  f.  area,  800  a.  F.  dept. — 1 
hose  cart,  600  ft.  hose;  vaL  equip.,  $500;  val. 
bldgs.,  $75;  tot.  mem.,  21  voL 

Water  Supply — Src,  well;  sys.,  dir.  pres.;  1 
pump,  eng.,  cap.  day  288,000  gals.;  29  hyd.;  8  v.: 
cost,  $10,000;  wks.  owned  by  city. 

NEPONSET,  p.  542.  F.  dept. — 1  h.  ft  1.  trk.,  2 
hose  reels,  500  ft  hose;  f.  al.,  bell.;  tot  mem.,  66 
vol. 

NEW  ATHENS,  p.  1.181.     F.  dept— 10  e.  «i., 

1  hand  eng.,  1  h.  ft  L  trk.;  hoie,  660  ft;  tot 
mem.,  60  vol 


Water  Supply — Src,  riv.,  1-10  m.,  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  70,000  gals.;  1 
pump,  eng.,  cap.  72,000  gala,  day;  mains,  c.  i., 
5H  m.,  4  to  8  in.  dia.;  82  hyd.;  8  v.:  4  met; 
250  aerv.;  pres.,  dom.  55  ttn.,  f.  120  Ins.;  cona 
day.  45,000  gals.;  cost,  $80,000;  coat  mtce, 
$1,000;  wks.  owned  by  dty. 

NEW  HOLLAND,  p.  887.  F.  dept— 600  ft 
hose;  telp.  ft  bell  al.;  voL 

NEWTON,  p.  2,108;  f.  area,  IH  «•;  men, 
bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  bk.  ft  wd.,  t 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  eombt 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  t 
hose  car.;  hose,  oot.,  rub.  lined,  gd.,  1,500  ft; 
hif..  600  ft.:  tot  hoee,  2,000  ft;  L  at,  bdl;  vaL 
equip.,  $2,000;  val.  bldga.,  $2,600;  exp.  dept, 
$700;  tot.  mem.,  16  voL 

Water  Supply — Src.,  riv.,  800  yda.  bua.  cent; 
ays.,   pump   dir.;   pump,   eng.,   cap.   day   5,000,000 

fala.;  mains,  iron,  6  m.,  4  to  3  in.  dia.;  85  hyd.; 
0   aerv.;   prea.,   dom.    60   Iba.,   f.    200   Iba.;   ooat, 
$6,000. 

NOKOMIS,  p.  1,872;  f.  area,  100  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  onL;  causea  of  f.  inv.  F. 
dept— 6  c.  hand  ex.,  1  h.  ft  L  trk.,  2  hoae  wag.; 
hoee,  rub.,  gd.,  1,200  ft;  f.  al.,  bell;  tot.  mem.. 
18  voL 

Water  Supply — Src,  wella:  ays.,  pump  to  stdp. 
ft  dir.;  atdp.  cap.,  46,000  gala.;  dim.,  18  z  52; 
mat.,  iron;  pump,  eng.,  cap.  day  240,000  gala.; 
maina,  2%  to  4  in.  dia.:  19  hyd.;  67  serv.;  pipe, 
iron;  prea.,  dom.  80  Iba.,  f.  100  Iba.;  cons,  day, 
15,000  gala.;  coat,  $18,000;  ooat  mtce.,  $860; 
wka.  owned  by  city. 

NORMAL,  p.  4,024;  f.  area,  2,660  a.;  mere 
bldga.,  wd.  ft  ok.,  1  to  8  stor.;  priv..  wd.  ft  bk.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  oombt 
ord.:  cauaea  of  f.  inv.  F.  dept. — 2  c  hand  ex.,  1 
comb,  c  ft  h.  wag.,  1  hose  car.,  3  hrs. ;  hoae,  cot,  rub. 
lined,  gd..  1,200  ft;  rub.,  gd..  400  ft;  inf.,  800 
ft;  tot.  hose.  1,900  ft;  f.  al.,  bell;  vaL  equip., 
$2,500;  vaL  bldgs.,  $200;  exp.  dept,  $1,260;  tot 
mem.  12,  pd.  full  time  1,  vol.  11. 

Water  Supply — Src,  8  wells,  M  m.,  bus.  cent; 
sys.,  pump  to  stdp.  ft  res.;  stdp.  cap.,  50,000  gals.; 
dim.,  18  X  50;  mat.,  stL;  sea.  cap..  190,000  gals.; 

1  pump,  eng.,  clasa  trip.,  cap.  day  1,500,000  gals.; 
mains,  c.  i.,  15  m.,  4  to  1'2  in.  dia.;  116  nyd.; 
75  v.;  met,  850;  860  serv.;  pipe,  lead;  prea.; 
dom.  50  Iba..  f.  120  Iba.;  cona.  day,  380,000 
gak.;  cost,  $40,000;  cost  mtce.,  $6,000;  wks. 
owned  by   city. 

NORTH  CHICAQOi,  p.  4,800.  F.  dept — 1  hosa 
wag.,  2  hose  carta,  2  hrs.;  val.  equip.,  $2,600;  exp. 
dept,  $2,800;  tot  mem.  9,  pd.  full  time  1,  voL  8. 

Water  Supply — Src,  Lake  Michigan;  aya.,  grav.; 

2  pump,  eng.,  cap.  day  700,000  gala.;  145  nyd.; 
pres.,  dom.  40  lbs.,  f.  70  lbs.;  wks.  owned  by  city. 

OAK  PARK,  p.  20,000;  L  area,  4V&  aq.  m.; 
mere  bldgs.,  bk.  ft  wd.,  all  4  stor.:  priv.,  bk.  ft 
wd.,  all  4  ator.;  wd.  rfa.  not  perm,  in  f.  area:  no 
fwks.  ft  combt  ord.;  cauaea  of  f.  inv.     F.  dept — 

1  e  hand  ex.,  1  comb,  c  ft  h.  wag..  1  h.  ft  1.  ttk., 

2  hoae  wag.,  6  bra.:  hose,  cot,  lined,  2,900  ft; 
f.  al.,  Gamewell,  26  bx.,  ft  telp.;  vaL  equip.,  $11.* 
900;  vaL  bldgs.,  876,000;  tot  mem.  IS,  pd.  full 
time:  exp.  dept.,  $48,000. 

Water  Supply^-€rc,  Lake  Michigan,  9  m.,  ham. 
cent;  ays.,  dir.  pres.;  4  pump,  eng.;  combined  cap. 
day,  8,500,000  gals.;  mains,  c.  i.,  80  m.,  4  to  16 
in.  dia.;  515  v.;  800  hyd.;  met.,  7,000;  6.950  aerv.; 
pipe,  lead;  prea.,  dom.  45  Iba.,  f.  70  Iba.;  eons, 
day,  2,000,000  gals.;   wka.  owned  by  city. 

OAKLAND,  p.  1,200;  f.  area,  40  a.  F.  dept. — 
2  hose  carts;  800  ft.  hose;  laddera;  tot  mem.,  16, 
vol. 

Watar  Supply — Src,  2  wella  in  city;  aya.,  pump 
to  stdp.;  stdp.  cap.,  48,000  gala.;  2  pump.  cag.. 
cap.  day  86,400  gals.;  wks.  owned  by  city. 

OAKVILLE,  p.  544.  F.  dept. — 1  hand  eng..  1 
hoae  cart;  hoae.  500  ft;  f.  al.,  belL 

Water  Supply — Src,  wella  ft  eistema. 

ODELL^  p.  1,085;  mere  bldga.,  1  to  S  ator.; 
priv.,  wd.,  1  to  2  stor.;  wd.  ria.  not  perm,  in  f. 
area;  fwlu.  ft  combt.  ord.;  cauaea  of  f.  inv.  F. 
dept — 1  comb,  c  ft  h.  wag..  10  e  hand  ex.,  1  h. 
ft  1.  trk.,  2  hoee  wag.,  2  nose  reda;  hoae,  gd., 
1,000  ft;  f.  al.,  wh. ;  mem.,  voL 

Watar  Supply — Sre,  drilled  well  in  cent  tillage ; 
aya.,    air    lift    stdp.,    cap.    45,000    gala.;    mat^ 
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wd.  tank,  sU.  tower;  res.  cap.,  50»000  gals.;  pump; 
mains,  wrt.  i.;  200  v.;  pres.,  f.  150  lbs.;  cons., 
80,000  gals.;  cost,  910,000;  wks.  owned  by  city. 

ODIN,  p.  1,180;  f.  area,  00  a.;  mere,  bldgs.,  bk. 
k  wd.,  1  to  8  Btor.;  priv.,  wd.,  1  stor.;  wd.  rfs. 
perm.;  fwks.  &  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hand  eng.,  1  c  eng.,  12  c.  hand  ex.,  1 
h.  &  1.  trk.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
500  ft.;  f.  al.,  bell  k  wh.;  val.  equip..  $1,400; 
tot.  mem.,  20  vol. 

Water  Supply — Src,  wells,  cisterns  &  res. 

OTALLON,  p.  2,018;  f.  area,  350  a.;  mere, 
bldgs.,  wd.  k  bk.,  1  to  8  stor.;  priv.,  wd.,  1^4 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  25  c. 
hnnd  ex..  1  h.  &  1.  trk.,  1  hose  reel;  hose,  cot., 
rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell;  val.  equip., 
$1,000;  exp.  dept.,  $75;  tot.  mem..  24  vol. 

Water  Supply  —  Src,  wells;  sys.,  grav.,  pump 
dir. ;  1  pump,  eng.,  class  dup.,  size  14  x  8H  x  12, 
10  X  6  X  10,  cap.  day  696,000  gals.;  mains,  c.  i., 
2%  m.,  4  in.  dia.;  24  hyd.;  met.,  8;  pres.,  dom. 
40  lbs.,  f.  100  lbs.;  cons,  day,  60,000  gals.;  wks. 
owned  by  Co. 

OHIO,  p.  627.  F.  dept. — 1  h.  k  1.  trk.,  800  ft. 
hose:  wh.  k  bell  al.;  vol. 

OLNEY,  p.  6,011;  f.  area,  1,280  a.;  mere,  bldgs., 
bk.  k  wd.,  2  k  8  stor.;  priv.,  wd.,  1  k  2  stor.;  wd. 
rfs.  perm.;  fwks.  k  combt.  ord.  F.  dept. — 1  c. 
eng.,  2  c.  hand  ex.,  1  h.  &;  1.  trk.,  2  hose  wag.,  2 
hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft.;  rub.,  gd.,  150  ft.;  tot.  hose,  1,150  ft.;  f.  al., 
bell;  val.  equip.,  $5,600;  val.  bldgs.,  $2,000;  exp. 
dept.,  $1,000;  tot.  mem.,  15  vol. 

Water  Supply — Src,  riv.,  2^  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  48,000  gals.;  loc. 
in  cent,  city;  mat.,  bk.  k  stl.;  res.  cap.,  250,000,- 

000  gals.;  loc.  2H  m.  northwest  city;  2  pump, 
eng.,  class  dup.  comp.,  cap.  day  2,220,000  gals.; 
mains,  iron,  16^  m.,  4  to  10  in.  dia.;  61  nyd.; 
met.,  200;  pres.,  dom.  60  lbs.,  f.  70  lbs.;  cons, 
day,  250,000  gals.;  cost,  $29,000;  cost  mtce.. 
$2,600;  wks.  owned  by  city. 

ONARQA,  p.  1,278;  f.  area,  160  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1  k  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 2  c 
eng.,  2  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  carts; 
hose,  cot.,  lined,  gd.,  1,000  ft.:  f.  al.,  8  bells:  val. 
equip.,  $1,600;  val.  bldgs.,  $350;  tot.  mem.  12,  pd. 
part  time. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sy«., 
pump  to  res.;  res.  cap.,  55,000  gals.;  1  pump, 
eng.,  cap.  day  25,000  gals.;  mains,  c.  i.,  14  m., 
4  to  6  in.  dia.;  16  v.;  145  met.:  200  hyd.;  25 
serv. :  pres.,  dom.  46  lbs.,  f.  100  lbs.;  cons,  daj', 
50,000  gals.;  cost,  $.12,000;  cost  mtce.,  $500;  wks. 
owned  by  city. 

OQUAWKA,  p.  907;  f.  area,  640  a.;  mere,  bldgs.. 
bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  IH 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  c.  hand 
ex.,  1  hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  600 
ft.;  f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldgs., 
$1,500;  exp.  dept.,  $100;  tot  mem.,  82  vol. 

Water  Supply — Src,  riv.  k  wells;  tank,  SO  ft. 

ORANGEVILLE,  p.  870.  F.  dept. — 1  hose  cart, 
700  ft.  gd.  hose;  vol. 

Watar  Supply — Src,  wells';  sys.,  dir.  pres.;  res. 
cap.,  63,000  gals.;  mains.  1  m.,  4  to  6  in.  dia.;  18 
hyd.;  wks.  owned  by  town. 

OREGON,  p.  2,180;  f.  area,  640  a.;  mere  bldgs., 
bk.  k  wd.,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,   in  f.  area;  fwks.  k  combt.  ord.     F.  dept. — 

1  h.  ft  1.  trk.,  4  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  2,000  ft.;  f.  al.,  bell  k  wh.;  exp.  dept.,  $200; 
tot.  mem.   12,  pd.  part  time. 

Water  Supply — Src,  well;  ays.,  pump  to  res.; 
res.  cap.,  1,600,000  gals.;  pump,  eng.,  cap.  day 
1,500.000  gals.;  mains,  6  m.,  4,  6  &  8  in.  dia.; 
60  hyd.;  15  v.;  met.,  10;  247  serv.;  pipe,  lead; 
pres.,  f.  90  lbs.;  cons,  day,  400,000  gals.;  cost, 
$45,000;   cost  mtce.,   $3,000;  wks.  owned  by  city. 

OTTAWA,  p.  9,535;  f.  area,  60  a.;  mere  bldgs., 
bk.,  2  to  5  stor.;  priv.,  bk.  k  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  i.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  stm.  f.  eng.,  1  h.  ft 
1.  trk.,  2  hose  wag.,  1  hose  cart,  2  hrs.;  hose,  cot., 
rub.  lined,  gd.,  2,450  ft.;  fair,  1,500  ft.;  tot.  hose, 
3.950  ft.;  f.  al.,  bell,  elec,  23  bx.;  val.  equip., 
$7,760;  val.  bldgs.,  $4,000;  exp.  dept.,  $7,712; 
tot.  mem.  29,  pd.  full  time  4,  26  vol. 


Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  125,000  gals.; 
dim.,  20  X  100;  mat.,  stl.;  res.  cap.,  1,250,000 
gals.;  loc.  at  pump,  station;  2  pump,  eng.;  mains, 
c.  i.,  37  m.,  4  to  16  in.  dia.;  174  hyd.;  168  v.; 
met.,  1,600;  1,600  serv.;  pipe,  lead;  pres.,  dom. 
80  lbs.,  f.  100  lbs.;  cost,  $160,000;  cost  mtce., 
$19,000;   wks.  owned  by  city. 

PALATINE,  p.  1,144;  f.  area,  6,500  a.;  mere, 
bldgs.,  wd.,  3  stor.;  priv.,  wd.,  2  ft  2V&  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
!•'.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,600  ft.;  inf.,  600  ft;  tot 
hose,  2,200  ft;  f.  al.,  bell;  val.  equip.,  $2,600;  tot. 
mem.  18,  pd.  part  time. 

Water  Supply — Src,  wells,  1,000  ft.  bus.  cent.; 
sys.,  pump  from  res.  to  stdp.;  stdp.  cap.,  76,600 
gals.;  dim.,  95  x  12  ft:  loc.  2.000  ft.  cent,  town; 
mat,  c  i.;  res.  cap.,  88,000  gals.;  loc.  at  station; 
2  pump,  eng.,  cap.  day  760,000  gals.;  mains,  c  i., 
4  m.,  4  to  8  in.  dia.;  62  hyd.;  met,  160;  170 
serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  140  lbs.; 
cons,  day,  75,000  gals.;  cost  mtce.,  $800;  wks. 
owned  by  city. 

PAN  A,  p.  6,055;  f.  area,  1,000  a.;  mere  bldgs., 
bk.,  2  ft  3  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept-— 
2  c.  hand  ex.,  1  comb,  hose  ft  1.  wag..  4  hose  reels, 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  8.500  ft;  f.  al., 
elec,  Gamewell,  20  bx.;  val.  equip.,  $2,000;  val. 
bldgs.,  $5,000;  exp.  dept,  $1,200;  tot  mem.  16, 
pd.  part  time. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  266,000  gals.;  dim., 
20  X  100;  mat.,  iron;  2  pump,  eng.,  cap.  day  1.600,- 

000  gals.;  mains.  10  m.,  10,  6  ft  4  in.  dia.;  87  hvd.; 
met,  100;  442  serv.;  pres.,  dom.  50  lbs.,  x.  60  lbs.; 
cons,  day,  200.000  gals.;  cost,  $58,000;  cost  mtce., 
$1,500;  wks.  owned  by  city. 

PARIS,  p.  7,664;  f.  area,  2,000  a.;  mere  bldgs., 
bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 2  c  hand  ex.,  1  comb,  c  ft  h. 
wag.,  1  hose  reel,  5  hrs.;  hose,  cot,  rub.  lined,  gd., 
2,650  ft;  inf.,  350  ft.;  tot  hose,  3,000  ft;  f.  al.. 
bell;  val.  equip.,  $3,000;  val.  bldgs.,  $2,000;  exp. 
dept..  $3,500;  tot.  mem.  5,  pd.  full  time. 

Water  Supply — Src,  creek,  1\  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  106,000  gals.; 
dim.,  22  x  30;  mat,  stl.;  res.  cap.,  100,000,000 
gals.;  3  pump,  eng.,  cap.  day,  1,800,000  gals.; 
mains,  c  i.,  25  m.,  4  to  12  in.  dia.;  210  nyd.; 
107  v.;  met,  14;  800  serv.;  pres.,  dom.  50  lbs., 
f.  125  lb«.;  cost  $80,000;  cost  mtce,  $8,000; 
wkjs.  owned  by  'city. 

PAW  PAW.  p.  800;  f.  area.  20  a.  P.  dept.— « 
hose  carts.  800  ft.  hose;  val.  equip.,  $600;  vol. 

Water  Supply — Src,  deep  well,  1  m.  bus.  cent; 
sys.,  grav.  ft  dir.;  2  pump,  eng.,  cap.  da/  1.000,00$ 
gals.;  80  hyd.;  pres.,  dom.  60  lbs.,  x.  100  lbs.; 
cost,  $15,000;  cost  mtce.,  $1,600;  wks.  owned  by 
city. 

PAWNEE,  p.  1,899.  F.  dept. — 1  e  eng.,  800  ft 
gd.  hose;  vol. 

Wster  Supply — Src,  wells  ft  cisterns. 

PAXTON,  p.  2.912;  f.  area,  860  a.;  mere,  bldgs., 
bk.,  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  hand  eng.,  4  c  hand  ex.,  1  h.  ft  1.  trk., 

1  aer.  trk.,  1  hose  wag.,  1  hose  reel,  4  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,200  ft.;  rub.,  gd.,  600  ft; 
inf.,  800  ft;  tot  hose,  3,000  ft;  f.  al.,  wh.  ft 
telp.;  val.  equip.,  $4,000;  val.  bldgs.,  $6,000;  exp. 
dept.,  $600;  tot  mem.,  10  vol.;  undrs.  rating,  sec- 
ond class. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.   cap.,   64.000  gals.;  pump,   eng.,  cap.   day   70,- 

000  gals.;  mains,  1%  m..  4  to  6  in.  dia.;  26  hyd.; 
6  v.;  met,  10;  600  serv.;  pipe,  c  i. ;  pres.,  dom. 
35  lbs.,  f.  45  lbs.;  cons.  day.  60,000  gals.;  cost, 
$14,000;  cost  mtce.,  $500;  wks.  owned  by  city. 

PEARL  CITY,  p.  486;  f.  area,  16  a.  F.  dept. — 
12  c  hand  ex.,  2  hose  carts;  hose,  1,000  ft;  vaL 
equip.,  $700;  tot.  mem.,  28  vol. 

Water  Supply — Src,  wells,  with  pres.  to  stdp.; 

1  trip,  pump;  cost  mtce.,  $600;  wks.  owned  Of 
city. 

PECATONICA,  p.  1,022;  f.  area,  120  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd..  2  ft  8  stor.;  priv.,  wd.,  1 
ft  2  stor. ;  wd.  rfs.  perm.  F.  dept. — 1  hand  eng., 
8  hose  car.,  reels,  ftc;  hose,  cot,  rub.  lined,  go., 
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200  ft.;  rub.,  grd.,  1,000  ft.;  inf.,  200  ft.;  tot. 
hos«,  1,400  ft.;  f.  al.,  bell;  val.  equip.,  $2,000; 
▼al.  bldga.,  $1,000;  exp.  dept.,  $600;  tot.  mem.  18, 
pd.  full  time  1,  vol.  17. 

Water  Supply — Src,  wells;  lys.,  pump  to  stdp.; 
■tdp.  cap.,  26.600  gals.;  piunp.  eng.,'  cap.  day  180,- 

000  gals.;  mains,  4,000  ft.,  4  to  8  in.  dia.;  10 
hyd.;  6  t.;  pres.,  f,  56  lbs.;  cost,  $8,614.92;  cost 
mtce.,  $400;  wks.  owned  hj  city. 

PEKIN,  p.  9,807;  f.  area,  2,640  a.;  mere,  bldga., 
bk.  k  stn.,  1  to  8  stor.;  priv.,  bk.  Ac  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inT.  F.  dept. — 1  str.  in  reserve, 
4  c.  hand  ex.,  2  boee  wag.,  2  hose  carts,  4  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  4,600  ft.;  rub.,  gd.,  100 
ft;  inf.,  2,000  ft.;  tot.  hose,  6,600  ft.;  f.  al.. 
Oamewell,  19  bz.  k  65  telp.  stations  used  with 
transmitter  on  f.  al.  circuit;  val.  equip.,  $16,000; 
val.  bldgs.,  $12,000;  exp.  dept.,  $11,032.24;  tot. 
mem.  10,  pd.  full  time  6,  pd.  part  time  6. 

Water  supply — Src,  wells  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  127,000  gala.;  dim.,  20  z 
56;  pump,  eng.,  cap.  day  8,760,000  gals.;  mains, 
«.  k  galv.  L,  21  m.,  4  to  14  in.;  wrt.  i.,  12  m.,  1 
A  2  m.  dia.;  184  hyd.;  126  v.;  met.,  260;  2.060 
serv.;  pipe,  c.  k  galv.  i.;  pres.,  dom.  60  lbs.,  f. 
120  lbs.;  cons,  day,  1,800,000  gals.;  cost,  $220,- 
000;  wks.  owned  by  Co. 

iPEORkA,  p.  66,950;  f.  area,  6,000  a.;  mere. 
bldg«.,  stn.,  bk.,  iron  k  wd.,  2  to  12  stor.;  priv., 
bk.  k  wd.,  1  to  4  stor.;  wd.  rfs.  not  penn.  in  f. 
area;  fwks.  k  combt.  ord.;  causes  of  f.  in  v.  F.  dept. 
— 1  auto.  comb,  pump  k  hose  wag.,  1  auto.  comb.  c. 
k  h.  wag.  k  trk.,  1  auto,  hose  wag.,  2  auto,  chief's 
oar.,  1  asst.  chief's  horse  k  buggy,  1  str.,  1  c. 
eng.,  <12  c.  hand  ex.,  2  h.  i&  1.  trk.,  1  aer.  trk.,  7 
hose  wag.,  2  comb.  c.  k  h.  wag..  82  hrs.  (in  re- 
serve, 1  str.);  hose,  cot.,  rub.  lined,  gd.,  10,000  ft.; 
fair,  6.000  ft.;  inf.,  3,000  ft.;  chem.  hose,  gd., 
1.600  ft.;  inf..  600  ft.;  tot.  hose,  20,000  ft.;  f.  al., 
Gamewell,  95  bx.;  val.  equip.,  $110,900;  val.  bldgs., 
$86,676;  exp.  dept.,  $112,000;  tot.  mem.  88,  pd. 
full  time. 

Water  Supply — Src,  wells,  8  m.  bus.  cent.;  nrs., 
pump  to  res.  k  dir.;  res.  cap.,  19,000,000  ffals.;  loc 

1  m.  northwest  station;  4  pump,  eng.,  class  ver. 
comp.  dun.  k  trtole  expansion,  cap.  day  81,600,000 


ffals.;  mains,  c  i.,  120  m.,  4  to  30  in.  dia.;  1.588 
nyd.;  1,000  v.;  met..  4.600;  14.676  serv.;  pipe, 
lead;  pres.,  dom.  40  to  120  lbs.,  f.  40  to  120  lbs.; 


cons.  day.  9,413,000  gals.;  wks.  owned  by  Co. 

PEOTONE.  p.  1,207;  f.  area,  100  a.;  mere  bldgs., 
wd.  k  bk.,  2  stor.;  priv.,  stn.  k  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area.  F.  dept. — 1  c.  eng.,  1  h.  &  L 
trk.,  3  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  800 
ft.;  inf.,  200  ft.;  tot.  hose,  1,000  *ft.;  val.  bldgs., 
$800;  tot.  mem.,  10  vol. 

Water  6upply — Src,  wells,  1,200  ft.  bus.  cent.; 
sys.,  grav.,  pump  dir.;  stdp.  cap.,  60,000  gals.; 
dim.,  22  X  24 r  mat.,  bk.  k  wd.;  1  pump,  eng., 
,  cap.  day  40,000  gals.;  mains,  c  i.,  2\^  m.,  6  k 
4  in.  dis.;  22  hyd.;  6  v.;  met.,  220;  280  serv.; 
pipe,  galv.  k  wrt.  i.;  pres.,  dom.  k  f.,  45  lbs.; 
cons,  day,  40,000  gals.;  cost,  $10,000;  wks.  owned 
by  city. 

PERU,  p.  7,984;  f.  area.  640  a.;  mere  bldgs., 
stn.,  wd.  s  bk.,  1  to  5  stor.;  priv.,  wd.,  1  to  8 
stor.:  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.  F. 
dept.-^l  h.  k  1.  trk.,  1  hose  wag.,  8  hrs.;  tioee, 
cot.,  nib.  lined,  gd.,  1,600  ft.;  rub.,  gd.,  700  ft.; 
tot.  hose,  2,200  ft.;  f.  al.,  elec,  89  bx.;  val.  bldgs., 
$10,000;  exp.  dept.,  $2,600;  tot.  mem.  18,  pd. 
full  time  1,  pd.  part  time  12;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  200,000  gals.;  dim., 
18  X  100;  mat.,  sti.;  res.  cap.,  360,000  gals.;  2 
pump,  eng.,  class  comp.  dup.,  cap.  day  2,000,000 
gals.;  mains,  c  1.,  17  m.,  4  to  14  in.  dia.;  108 
Eyd.;  42  v.;  met.,  1,200;  1,200  eerv.:pipe.  galv.  i.; 
pres.,  dom.  85  to  102  lbs.,  f.  126  to  140  lbs.; 
eons,  day,  600,000  gals.;  cost,  $90,000;  cost 
Dftcc,   $6,000;   wka.   owned   by   city. 

PETERSBURG,  p.  2,687;  mere  bldgs.,  bk.  k  stn.. 
t  stor.;  priv.,  bk.  k  stn.,  1  k  2  stor.;  wd.  rfa.  not 
perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 26  c.  hand  ex.,  1  hose  wag.,  1  hose  reel, 
2  bra.;  hose,  nib.,  gd.,  1,000  ft.;  f.  aL,  wh.;  tot 
mem.,  7,  vol. 

Water  Supply — Src,  wells;  ays.,  pump  to  stdp.; 
stdp.  cap.»  200,000  gals.;  dim.,  80  z  86;  S  punp. 
cn«.,  cap.  day  2,600,000  gals.;  mains,  5^  m.,  4  to 


10  in.  dia.;  68  hyd.;   met,   10:   800  w^^., 
dom.  60  lbs.,  f.  80  lbs.;  cons,  day,  700.000 
cost,  $88,000;  coet  mtce.,  $2,000;  wks.  owned  t>y 
city. 

PINCKNEYVILLE,    p.    8,72S;    f.    area,    240    a.: 

mere,  bldgs.,  bk.,  2  stor.;  priv.,  wdL,  1  etor.;  wd. 
rfs.  perm,  in  f.  area.  F.  dept. — 1  h.  4  L  trk..  S 
hose  car.,  2  hrs.;  hose,  cot.  rub.  lined,  gd.,  1,800 
ft.;  f.  al.,  bell;  exp.  dept,  $169;  tot  mem.,  10  voL 

Water  Supply — ^Src,  lake  k  riv.,  1%  m.  boa. 
cent;  sys.,  pump  dir.;  stdp.  cap.,  89,760  gale.; 
dim.,  16  z  86;  mat.,  iron;  2  pump,  eng.,  class  diq;>., 
cap.  day  2,000,000  gals.;  mains,  c  i,  6  m.,  4  to 
6  in.  dis.;  42  hyd.;  21  v.;  met,  16:  600  serr.; 
pipe,  galv.  L;  pres.,  dom.  80  lbs.,  x.  160  lbs.; 
cons,  day,  600,000  gals.;  cost,  $26,000;  cost 
mtce^  $2,200;  wks.  owned  by  city. 

PITTSFIELD,  p.  2,096;  f.  area,  480  a.;  mere 
bldgs.,  bk.,  2  k  S  stor.;  priv.,  wd.,  1  ft  S  etor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  8  c.  hand  ex..  1  h.  ft 
1.  trk.,  3  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft;  rub.,  ffd.,  600  ft;  inf.,  600  ft;  tot  hose,  S.OOO 
ft.;  f.  al.,  oell;  val.  equip.,  $5,000;  val.  bldgs.,  fl5.< 
000;  exp.  dept..  $iOO;  tot.  mem.,  42  vol.;  undzB. 
rating,  second  class. 

Water  Supply — Src,  wells,  in  bus.  cent;  sya., 
pump  to  stdp.;  stdp.  cap.,  48,000  gals.;  dim.,  SO  z 
10;  mat,  iron;  pump,  eng.,  cap.  day  24,000  gala.; 
maina,  1  m.,  6  in.  dia.;  16  hyd.;  pres.,  f.  66  lbs.; 
cost,  $26,000;  cost  mtce.,  $650;  wks.  owned  by 
town. 

PLAINFIELD,  p.  1,009;  f.  area,  5  a.;  mere 
bldgs.,  stn.  k  bk.,  1  k  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 20  c.  hand  ex.,  1  h.  jc  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft.;  f.  al.,  bell; 
val.  equip.,  $1,800;  val.  bldgs.,  $75,000;  exp., 
dept.,  $25;  tot.  mem.,  28  vol. 

Water  Supply — Src,  well,  1  block  bus.  cent; 
sys.,  pump  to  res.  k  dir.;  stdp.  cap.,  60,000  gals.; 
pump,  eng.,  cap.  day  116,200  gals.;  mains,  c  L,  S 
m.,  4  to  8  in.  dia.;  28  hyd.;  40  serv.;  pres.,  dom. 
40  lbs.,  f.  60  lbs.:  cost,  $10,000;  coet  mtce.,  $160; 
wks.  owned  by  viuagc. 

PLANO,  p.  1,627;  f.  area,  832  a.;  mere,  bldga., 
bk.,  2  stor.:  priv.,  wd.,  2  stor.;  wd.  rfs.  not  penn.  in 
f.  area;  fwks.  k  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  k  1.  trk.,  2  hose  car.:  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  f.  al.,  wh.;  val.  equip.,  $2,600; 
val.  bldgs..  $2,000;  exp.  dept.,  $100;  tot  mem. 
26.  pd.  part  time. 

Water  Supply — ^Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gals.;  res.  cap.,  60,000  sals.; 
pump,  eng.,  cap.  day  180,000  gals.;  maina,  5  m., 
4  to  6  in.  dia.;  26  hvd.;  800  serv.;  pipe,  galv.  L; 
pres.,  dom.  46  lbs.,  f.  80  lbs.;  cons,  day,  90,000 
gals.;  cost,  $26,000;  cost  mtce.,  $600;  wks.  owned 
by  city. 

PLYMOUTH,  p.  1,200;  f.  area,  10  a.  F.  dept— 
Hoae  cart  k  ladders;  val.  equip.,  $600;  voL;  no 
waterwks. 

POLO,  p.  1,828;  f.  area,  1,000  a.;  mere,  bldga., 
mostly  bk.,  1  to  4  stor.;  priv.,  stn.,  bk.  k  wd..  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept— S  c.  hand  ex.,  1 
h.  k  I.  trk.,  1  hose  wag.,  2  hrs.;  hose,  cot.  rub. 
lined,  gd.,  700  ft;  rub.,  gd.,  700  ft;  inf.,  100  ft: 
tot  hose,  1,600  ft;  f.  al..  bell;  val.  equip.,  $2,600; 
vaL  bldgs.,  $2,000;  exp.  dept,  $800;  tot  mem.  20. 
pd.  full  time  1.  vol.  19. 

Water  Supply — Src,  well;  sys.,  pump  to  res.,  to 
stdp.  k  dir.;  stdp.  cap.,  27,000  ^ils.;  dim.,  11  s 
86;  mat.,  stl.;  res.  cap.,  80.000  gals.;  2  pump 
eng.,  class  dup.,  cap.  day  626,000  gals.;  mains,  5H 
m.,  4  to  8  in.  dia.;  87  hyd.;  met,  6;  826  aenr.;  pipe, 
galv.  i.;  pres..  dom.  60  lbs.,  f.  60  to  100  lbs.; 
cons.  day.  75,000  srala.;  cost,  $27,000;  cost  mtce.. 
$1,100;  wks.  owned  by  city. 

PONTIAC,  p.  6,000;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  9  stor.;  wd.  , 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt  ord.; 
csuses  of  f.  inv.  F.  dept — 1  str.,  2  c.  hand  ex., 
1  comb.  c.  k  h.  wag.,  2  hose  wag.,  2  hra.;  hose,  cot. 
rub.  lined,  gd.,  1,400  ft;  rub.,  gd.,  600  ft.;  tot 
hose,  2,000  ft;  f.  al..  Oamewell,  24  bz.;  vaL 
equip.,  $8,500;  val.  bldgs.,  $10,000;  exp.  dept, 
$1,500;  tot  mem.  11,  pd.  part  time. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  m, 
pump  to  atdp.;  mains,  c  i.,  9  m.,  4  to  IS  in.  dia.; 
68  hyd.;  12  v.;  met,  781;  947  serv.;  pipe,  galv.  i; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  oona.  day,  SrlO.OOO 
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nls.;  cost,  190,000;  cost  mtce.,  $600;  wks.  owned 
by  Co. 

POTOMAC,  p.  1,000;  f.  area,  100  a.;  mere, 
bldgs.,  bk.,  1  a  2  stor.;  priv  wd.,  1  A  2  stor.; 
wd.  rfs.  not  penn.  in  f.  area;  xwkB.  A  combt.  ord.; 
causes  of  f.  inv.  T.  dept. — 8  hose  reels;  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft.;  rub.,  gd.,  400  ft.; 
tot.  hose,  1,400  ft.;  f.  aL,  wh.;  val.  equip.,  |1,740; 
vaL  bldffs.,  $2^500;  tot.  mem.,  19  vol.;  undrs. 
rating,  Ifzth  class. 

Water  Supply — Src,  IS  cisterns,  1  m.  bus.  cent.; 
sys.,  grar.;  cost,  $8,600;  wks.  owned  by  eity. 

PRINCETON,  p.  4.181;  f.  area,  400  a.;  mere, 
bldgs.,  bk.,  2  to  4  stor.;  priT.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c.  eng.  on  wis.,  10  c. 
hand  ex..  2  h.  ft  1.  trk.,  1  auto.  h.  k  1.  trie.,  2  hose 
wag.,  2  nose  carts;  hose,  cot.,  rub.  lined,  gd.,  2,400 
ft.;  mb.,  gd.,  200  ft.;  inf.,  900  ft.;  tot.  hose,  8,500 
ft.;  f.  al.,  wh.;  val.  equip.,  $10,000;  val.  bldgs., 
$86,000;  exp.  dept.,  $850;  tot.  mem.,  46  vol. 

Water  Supply-— Src,  well;  sys.,  pump  to  res.  k 
stdp.;  stdp.  cap..  66,000  gals.;  dim.,  14  z  60;  res. 
cap.,  160,000  gals.;  2  pump,  eng.,  class  comp.  dup., 
cap.  day  656,000  gals.;  mains,  9^  m.,  4  to' 8  in. 
dia.;  119  hyd.;  88  v.;  met.,  26;  1,000  serv.;  pipe, 
galv.  1.;  pres.,  dom.  85  to  40  lbs.,  f.  126  lbs.; 
cons,  day,  06,000  gals.;  cost,  $90,000;  cost  mtce., 
$4,600;  wks.  owned  by  city. 

PROPHETSTOWN,  p.  1.088;  bldgs.,  wd.,^2  stor.; 
fwks.  k  combt.  ord.  F.  dept. — 2  c.  eng.,  2  hose 
carts;  hose,  rub.,  gd.,  800  ft.;  f.  al.,  bell;  val. 
equip.,  $1,600^  val.  bldgs.,  $600;  tot.  mem.,  26 
vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells. 

PULLMAN.— -Now  part  of  the  city  of  Chicago. 

Water  Supply — Src,  lakes,  6  m.  bus.  cent.;  sys., 
pump  dir.,  water  brought  by  met.  from  Chicago; 
mains,  16  m.,  4  to  15  in.  dia.;  186  hyd.;  pres., 
dom.  25  to  35  lbs.,  f.  60  lbs.;  cost,  $226,000; 
wks.  owned  by  city  of  Chicago. 

QUINCY,  p.  80,687;  f.  area,  8,840  a.;  mere, 
bldgs.,  bk.  k  stn.,  2  to  6  stor.;  priv.,  bk.  k  stn.,  2 
k  8  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 6  str.,  2  comb,  c  ft  h. 
wag.,  1  c  eng.,  12  c  hand  ex.,  1  aer.  trk.,  5  supply 
wag.,  6  hose  car.,  81  hrs.,  1  auto.  comb,  c  ft  h. 
wag.,  1  chief's  auto.,  1  auto.  pump,  wag.;  hose, 
cot.,  rub.  lined,  gd.,  12,i500  ft.;  f.  aL,  telp.;  vaL 
equip.,  $40,135;  vaL  bldgs.,  $80,000;  exp.  dept., 
$49,000;  tot.  mem.  48,  pd.  full  time  43,  pd.  part 
time    5. 

Water  Supply — ^Src,  riv.,  \i  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  20,000,000  gals.;  loc.  2H 
m.  station;   4  pump,  eng.,  comb.  cap.   day   24,000,- 

000  rals.;  mains,  c.  i.,  78 H  m.,  4  to  24  in.  dia.; 
424  n/d.;  600  v.;  met.,  4,287;  7.200  serv.;  pipe, 
galv.  1.  ft  lead;  pres.,  dom.  ft  f.  i50  to  115  lbs.; 
cons,  day,  2,000,000  gals.;  cost,  $7,000,000;  wks. 
owned  by  priv.   Co. 

RANSOM,  p.  870.     F.  dept. — 600  ft.  hose;  voL 

RANTOUL,  p.  1,384;  f.  area.  30  a.;  mere,  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 3  c.  eng.  on  wis.;  2  hose  wag.; 
hose,  cot.,  mb.  lined,  gd.,  1,000  ft.;  rub.,  gd., 
300  ft.;  inf.,  160  ft.;  tot.  hose,  1,450  ft.;  f.  aL, 
bell  ft  wh.;  vol.  equip.,  $2,500;  vaL  bldgs.,  $2,000; 
exp.   dept.,  $250;  tot.  mem.,   13  voL 

Water    Supply — Src,    wells;    res.    cap.,    75,000 

fals.;  2  pump,  eng.,  cap.  day  460,000  gals.;  mains, 
m.,  8  in.  dia.;  12  hyd.;  500  serv.;  pipe,  galv.  L; 
pres.,  dom.  60  lbs.,  f.  60  to  100  lbs.;  cons,  day, 
76,000  gals.;  cost,  $12,000;  cost  mtce.,  $1,200; 
wks.  owned  by  city. 

REDBUD,  p.  1.240;  f.  area,  640  a.;  mere  bldgs., 
bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area.     F.  dept. — 1  hand  eng., 

1  c.  eng.,  1  h.  ft  1.  trie.;  hose,  cot.,  rub.  lined, 
gd.,  1,050  ft;  f.  aL,  bell;  val.  equip.,  $8,000; 
exp.  dept.,  $125;  tot.  mem.,  80  voL 

Water  Supply— Src,  artesian  well,  1  block  bus. 
cent.;     sys.,    punvp    to    stdp.;    stdp.     cap.,     75,000 

fals.;  1  pump,  eng.,  cap.  day  75,000  gals.;  mains, 
,  5  m.,  4  to  8  in.  dia.;  43  hyd.;  42  v.;  pres., 
f.  90  lbs.;  cost,  $20,000;  wks.  owned  by  city. 
RIVERSIDE,  p.  1,702.  F.  dept. — ^Not  reported. 
Water  Supply — Src,  2  wells  in  cent,  villaga; 
sys.,  air  lift,  stdp.,  cap.  100.000  gals.;  dim.,  86  x 
16  ft.;  mat.,  bk.  tower,  tank  wd.;  res.  cap.,  260,- 
000  gals.;  2  pump,  eng.,  csp.  day  1,600,000  gals.; 


ntains,  c  L.  17  m..  12  to  4  in.  dia.;  liyd.,  122;  v., 
SO;  met.,  880;  pipe,  c  L;  pres.,  dom.  86  lbs.,  t. 
85  lbs.;  cons,  day,  280,000  gals.;  cost,  $160,000; 
cost  mtce.,  $4,200:  wks.  owned  by  village. 

RIVER  FOREST,  p.  2,456.  F.  dept— Not  im- 
ported. 

Watar  Supply — Src,  artesian  well,  in  bua.  cent; 
sys.,  pump  to  stdp.;  *8tdp.  cap.,  54,000  gals.; 
dim.,  12  X  60  ft;  mat,  bk.  ft  L;  res.  cap., 
22,500  gals.;  2  pump,  eng.,  dase  dup.,  cap.  day 
86,000  gals.;  mains,  c  L,  80  m.,  12  to  4  in.  dia.; 
110  hyd.;  8ti  v.;  680  met.;  680  serv.;  pres.,  dom. 
35  lbs.,  f.  90  to  105  Ibe.;  cost  $980,000;  cost 
mtce.,   $9,300;   wks.   owned  by  village. 

RIVERTON,  p.  1,911;  f.  area,  640  a.    F.  dept— 
1  h.  ft  L  trk.,  2  c  eng.,  800  ft  hose;  8  toL 
Watar  Supply — Src,  wells  ft  cisterns. 

ROANOKE,  p.  1,811;  f.  area,  12  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F  dept. — c.  hand  ex.,  1  hose  wag.: 
hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  rub.,  gd.,  200 
ft;  tot.  hose,  1,200  ft.;  f.  aL,  bell;  val.  equip., 
$1,000;  vaL  bldgts.,  $800;  exp.  dept,  $200;  tot 
mem.,  24  vol. 

Water  Supply — Src,  4  wells,  2  blocks  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  40,000  gals.; 
1  pump,  eng.;  cap.  day,  is 50,000  gals.;  maina,  c 
>.,  2  m.,  4  to  8  in.  dia.;  21  hyd.;  10  v.;  85  serv.; 
pipe,  L;  pres.,  dom.  45  lbs.,  f.  57  lbs.;  cons,  day, 
1. 000  gals.;  cost,  $13,600;  cost  mtce.,  $200;  wks. 
owned    r>y   village. 

ROBINSON,  p.  3,868;  f.  area.  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.     No  org.  f.  dept— 

1  h.  ft  1.  trk.,  8  hose  wag.;  hose,  cot,  rub.  lined, 
gd.,  900  ft;  val.  equip.,  $500;  vaL  bldgs.,  $800. 

Water   Supply — Src,    Wabash  riv.,   res.   ft   tank, 

2  blocks  bus.  cent.;  stdp.  cap.,  76,000  gala.;  mat, 
stL;  res.  cap.,  60,000  gals.;  8  pump,  eng.,  dasi 
comp.,  cap.  day  2,000,000  gals.;  mains,  iron,  4  m.; 
54  hyd.;  85  v.;  met.,  50  pres.,  dom.  60  lbs.,  f. 
100  lbs.;  wks.  owned  by  Co. 

ROOHELLE,  p.  2,782;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd:,  1 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ora.; 
causes  of  f.  inv.  F.  dept — 1  auto.  comb.  c.  ft 
h.  wag.,  1  h.  ft  1.  trk.,  2  hose  carts;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  rub.,  gd.,  750  ft;  inf., 
500  ft;  tot  hose,  2,250  ft;  f.  aL,  wh.;  val. 
enuip.,  $7,500;  val.  bldgs.,  $3,000;  exp.  dept, 
$300;  tot.  mem.,  19,  pd.  full  time  2,  vol  17; 
undrs.    rating,    fourth    class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
s>-9.,  pump  to  res.;  res.  asp.,  240,000  gals.;  2 
pump,  eng.,  cap.  day  800,000  gals.;  mains,  10  m., 
4  to  6  ft  8  in.  dia.;  80  hyd.;  met,  600;  675  serv.; 
pres.,  dom.  50  lbs.,  f.  90  lbs.;  cost.  $60,000;  cost 
mtce.,    $5,000;    wks.    owned   b^    city. 

ROCK  FALLS,  p.  2,657;  mere  bldgs.,  bk.,  I 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt.  ord.  F.  dept — 1  h.  ft  1.  trk.,  1  hose  wag., 
4  hose  car.,  2  hrs.,  2  c.  hand  ex.;  hose,  cot,  rub. 
lined,  8,000  ft;  inf.,  1.000  ft;  tot  hose,  4,000 
ft.;  f.  aL,  Camewell,  2  bx.  ft  telp.;  \'al.  equip.. 
$6,000;  -val.  bldgs.,  $5,000;  exp.  dept.,  $2,200; 
tot  mem.,  21.  pd.  full  time  2,  voL  19;  undia. 
rating,   third   class. 

Water  Supply — Src,  supplied  by  Sterling. 

ROCKFORD.  p.  46,401;  f.  area,  8  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  6  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 5  auto,  str.,  8 
auto.  comb.  c.  ft  h.  wag.,  1  chief's  auto.,  1  auto, 
aer.  h.  ft  1.  trk.,  1  auto,  hose  wag.,  1  str.,  2 
comb.  c.  ft  h.  wag.,  1  chief's  buggy,  1  fuel  wag.,  8 
exercise  wag.,  2  f.  al..  wag.,  15  hrs.  (in  reserve,  2 
comb,  hose  wag.,  1  hose  wag.,  1  chief's  war.,  2 
hrs.,  1,000  ft,  hose,  5  ex.,  2  hand  pumps) ;  nose, 
cot.,  rub.  lined,  gd.,  14,300  ft;  chem.  hose.  800 
ft;  tot.  hose,  15,100  ft;  f.  aL,  Gamewell,  88  bx.; 
val.  bldgs.,  $56,300;  exp.  dept,  $87,a22;  tot 
mem.    67,   pd.   full   time;    undrs.    rating,   first  class. 

Water  Supply — Src,  wells;  sys.,  pump  dir.  to 
mains;  2  res.,  cap.  1,775,000  gals.,  8  pump.  eng. 
comb.  cap.  day  37,000,000  gals.;  mains,  c  L, 
107.77  m.,  2  to  30  in.  dia.;  709  hyd.;  1,8'5«  v.; 
met.,  9,058;  9,914  serv.;  pipe,  lead  ft  c  L;  pres., 
dom.  67  lbs.,  f.  90  lbs.;  cons,  day,  2,643,000  gals.; 
cost,  $750,499;  cost  mtce.,  $47,158;  wks.  owned 
by  city. 
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ROCK  ISLAND,  p.  24,885;  f.  area,  1,280  a.; 
mere,  bldgi.,  stn.  ft  bk.,  2  to  6  stor.;  prir.,  atn., 
bk.  ft  w(L,  2  ttor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 0  c. 
hand  ex.,  1  h.  ft  L  trk.,  8  hoae  waf.,  9  hra.;  hose, 
cot.,  rub.  lined,  gd.,  4,876  ft.:  inf.,  600  ft.;  tot. 
hoae,  6,876  ft.;  f.  al.,  Oam^ell,  62  bz.;  val.  equip., 
$7,460;  val.  bldga.,  $66,000;  exp.  dept.,  120,000; 
lot.  mem.  20,  pd.  full  time  19,  pd.  part  time  1. 

Watar  Supply— Sre.,  riv.,  ^  m.  Sua.  cent.;  aya., 
grav.,  pump  to  atdp.;  stdp.  cap.,  500,000  gtiis.; 
mat.,  atl.;  rea.  cap.,  10,220,000  gala.;  loc.  at  22d 
at.  ft  16th  av.;  2  pump,  eng.,  cap.  day  8.000.000 
rals.;  mains,  c.  1.,  61  m.,  4  to  20  in.  dia.;  .350 
hyd.;  250  t. ;  met.,  1,000;  5.000  tsen*. ;  pipe,  lead; 
prea.,  dom.  60  Iba.,  f.   110  Iba.;  cons,  day,  3,325,- 

000  gals.;  coat,  $900,000;  cost  mtce.,  $40,000; 
wks.  owned  by  dty. 

ROCKTON,  p.  841;  f.  area,  16  a.;  bldga.,  bk., 
•tn.,  1  to  8  aior.;  wd.  rfa.  not  perm,  in  f.  area^ 
fwka.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept. — 

1  hoae  wag.,  2  hoae  carta,  2  h.  ft  L  trk.,  4  c.  ex.,  1 
hoae  reel,  1,000  ft  hose;  f.  al.,  wh.;  val.  equip., 
$1,126;  val.  bldgs.,  $2,000;  tot.  mem.,  26  vol. 

Watar  Supply — Wells:  pump;  mains,  H  m.,  0  In. 
dia.:  7  hyd.;  prea.,  46  Iba. 

ROODHOUSE,  p.  2,171;  f.  area,  0  a.;  mere, 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  1  to  2  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  comoL  ord.     F.  dept.— 

1  hand  eng.,  1  hose  wag.;  hoae,  cot.,  rub.  lined, 
gd.,  800  ft.;  inf.,  200  ft.;  tot.  hoae,  600  ft.;  f.  al., 
bell;  val.  equip.,  $900;  tot.  mem.,  20  vol. 

Watar  Supply — Src,  wells. 

ROSEVILLE,  p.  882;  mere,  bldgs.,  bk.;  wd.  rfs. 
not  perm,  in  f.  area.  F.  dept. — 1  c.  eng.,  1  h.  ft 
L  trk.,  2  hoae  car.;  hoae,  1,700  ft.;  f.  aL^  telp.; 
tot.  mem.  26,  pd.  part  time. 

Watar  Supply — Src,  well,  600  ft.  bua.  cent.; 
aya.,  pump  to  atdp.;  stdp.  cap.,  69,000  gala.;  dim., 
10  X  100;  mat.,  atl.;  2  pump,  eng.,  cap.  day  144,- 

000  gals.;  mains,  c  L,  2  m.,  4  to  8  in.  dia.;  23 
hyd.;  0  v.;  met.,  75;  60  serv.;  pres..  dom.  48  lbs., 
f.  48  lbs.;  cost,  $16,000;  wks.  owned  by  city. 

ROSSVILLE,  p.  1,422;  f.  area,  600  a.    F.  dept. — 

2  hoae  carts.  1  ladder  wag.,  1,000  ft.  hoae;  val. 
equip.,  $2,000:  exp.  dept.,  $500;  tot.  mem.,  20  voL 

Water  Supply — Src,  wella;  sys.,  grav.;  2  pumps, 
cap.  day  800,000  gala.;  22  hyd.:  6  v.;  1,200  ft. 
maina;  prea.,  dom.  40  Iba.,  f.  80  lbs.;  cost,  $9,000; 
cost  mtce.,  $500;  wks.  owned  by  city. 

RUSHVILLE,  p.  2,422;  f.  area,  040  a.;  mere 
bldgs.,  bk.  ft  wd.,   1  to  8  stor.;  pdv.,  bk.  ft  wd., 

1  to  2^  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  P.  dept. — 1  h. 
ft  L  trk.,  2  hose  wag.,  2  hoae  car.,  2  hrs. ;  hose, 
oot,  rub.  lined,  gd.,  2,000  ft.;  inf.,  100  ft.;  tot. 
boae,  2,100  ft;  f.  al.,  bell;  val.  equip.,  $2,700; 
val.  bldga.,  $1,250;  exp.  dept.,  $1,150;  tot.  mem., 
T5,   pd.  part  time. 

Watar  Supply — Src,  well,  800  ft.  bua.  cent.;  aya.. 

Sump  to  atdp.  ft  dir.;  atdp.  cap.,  116,000  gala.; 
im.,  14  X  100;  mat.,  boiler  plate;  8  pump,  eng., 
claaa  dup.,  cap.  day  260,000  gala.;  mains,  c.  i.,  11 
m.,  A  to  10  in.  dia.;  29  hyd.;  met.,  20;  60  serv.; 
pres.,  dom.  48  lbs.,  f.  160  lbs.;  cost,  $800,000; 
cost  mtce.,  $1,200;  wks.  owned  by  city. 

RUTLAND,  p.  764.  F.  dept. — 1  hand  ft  c  eng.. 
200  ft.  hoae;  telp.,  wh.  ft  bell  al.;  17  vol. 

SALEM,  Marion  Co..  p.  2,669.  P.  dept. — 1  hoae 
cart,  1  hand  pump;  val.  equip.,  $1,200;  tot.  mem.. 
16  vol. 

Watar  Supply — Src,  wella;  1  pump;  coat  mtce., 
$600;  wka.  owned  by  Co. 

SANDOVAL,  p.  1,668;  f.  area.  1  aq.  m.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  2  ator.;  priv..  bk.  ft  wd.,  1 
to  2  ator;  wd.  rfa.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.:  causes  of  f.  inv.  F.  dept. — 1  gasoline  eng.,  1 
hand  eng.,  10  c.  hand  ex..  1  h.  ft  1.  trk.,  2  hoae 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.;  f.  al., 
bells;  vaL  equip.,  $2,000;  exp.  depL.  $60;  tot. 
mem.,  80  vol. 

Watar  Supply — Src,  wells. 

SANDWICH,  p.  2,667;  f.  area,  16  a.;  mere 
bldga.,  bk.,  2  to  8  ator.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area.  F.  dept. — 1  h.  ft 
1.  trk.,  2  hoae  carU;  hoae,  cot.,  rub.  lined,  gd..  400 
ft.;  rub.,  gd.,  1,600  ft.;  tot.  hoae.  1.900  ft.;  f.  al., 
wh.;  val.  equip.,  $8,600;  val.  bldga.,  $2,600;  exp. 
dAt.,  $600;  tot.  mem.,  47  vol. 

Watar  Supply — ^Src,  well,  200  ft.  bua.  eent.; 
aya.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  84,000  gala.; 
dim.,   12  X  100;   2  pump,  eng.,  class  comp.,  capb 


day  1,000,000  gala.;  66  hyd.;  met.,  286;  700 
aerv.;  pres.,  dom.  40  lbs.,  f.  40  to  160  Iba.;  coim. 
day,  175,000  gala.;  cost,  $86,000;  coat  mtce.,  $2,- 
000;  wks.  owned  by  city. 

SAVANNA,  p.  8,691;  f.  area,  1  a.;  mere  bldga., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  1  hoae  wag.,  4  hoae  earu, 
8  hrs.;  hoae,  cot.,  rub.  lined,  gd.,  8,000  ft.;  nib., 
gd.,  1,600  ft.;  inf.,  1.000  ft;  tot.  hoae,  6.600  ft.; 
f.  a.,  bell  ft  wh.;  vaL  equip.,  $2,600;  val.  bldga., 
$8,000;  exp.  dept.,  $400;  tot.  mem.,  60  voL 

Watar  Supply — Src,  wells;  sya.,  pump  to  rea.; 
res.  cap.,  750,000  gala.;  2  pump,  eng.,  claaa  comp., 
cap.  day  2,750,000  gala.;  maina,  kaJamein  ft  c.  L. 
7 H  m.,  4  to  10  in.  dia.;  78  hyd.;  met,  16;  1.000 
serv.;  pipe,  galv.  i.;  pres.,  dom.  80  Iba.,  f.  86  Iba.; 
cons,  day,  600,000  gala.;  coat,  $76,000;  coat 
mtce.,  $5,000;  wka.  owned  by  city. 

SENECA,  p.  1,086;  f.  area,  80  a.;  mere  bldga.. 
bk.  ft  wd.,  2  ator.;  priv.,  wd..  2  ator.;  wd.  rfa. 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  atr.,  1  b. 
ft  L  trk.,  1  supply  wag.,  1  hoae  car.:  hoae,  cot, 
rub.  lined,  gd.,  1,000  ft;  rub.,  go.,  600  ft; 
tot  hose,  1,600  ft;  f.  al.,  bell;  val.  equip..  $2,500; 
vaL  bldga.,  $2,000;  tot.  mem.  26,  pd.  full  time  1, 
voL  24;  undrs.  rating,  fourth  daaa. 

Watar  Supply— Src,  wella;  aya.,  pump  to  8  cia- 
tema;  cap..  8,000  bbls.;  9  v.;  600  aarv.;  pra*.,  f. 
26  Iba.  ' 

SHABBONA.  p.  604.  F.  dept. — 1  hand  eng..  1 
hoae  cart;  hoae,  600  ft. 

Watar  Supply — Src.  wella;  ays.,  air  lift  to  tanka; 
maina,  2  m.;  22  hyd. 

SHEFFIELD,  p.  1,009;  mere,  bldga.,  bk.,  S  stor.; 

8 riv.,  wd..  2  ator.  F.  dept — 1,060  ft  hoae.  1  h. 
\  1.  trk.,  1  hoae  car.;  val.  equip.,  $2,000;  vaL 
bldga.,  $1,200;  exp.  dept.,  $860;  tot  mem..  t6 
vol. 

Watar  Supply — Src,  well,  600  ft.  bua.  cent;  ays., 
pump  to  atdp.;  atdp.  cap.,  1,900  bbla.;  dim..  2S  x 
20;  mat,  wd.;  pump,  eng.,  cap.  day  180,000  gals.; 
maina,  16,000  ft.,  6  to  4  in.  dia.;  88  hyd.;  90  aerv.; 
pipe.  galv.  L;  prea.,  dom.  20  to  40  iba.,  1.  20  to 
40  Iba.;  coat,  $12,000. 

SHELBYVILLE,  p.  8,690;  f.  area,  600  a.;  mere 
bldga.,  bk.,  2  ator.;  priv..  wd.,  2  ator.;  wd.  rfa. 
perm.;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  8  hoae  ear.;  hoae,  cot.  mb. 


lined,  gd.,  1,600  ft;  rub.,  gd.,  2,000  ft.;  tot  h( 
8,600  ft;  f.  al.,  elec;  val.  equip..  $500:  vaL  bldgs-. 
$100;  exp.  dept.  $81;  tot  mem.,  46  vol 

Watar  Supply---Src.,  wella,  H  m.,  bus.  cent;  ays., 
pump  to  res.;  rea.  cap..  2,000,000  gala.;  2  pump, 
eng.,  daJsa  comp.  dup.;  oap.  day,  2,500,000  gals.; 
UMuna,  11  m.,  2  to  14  in.  dia.;  80  hyd.;  met, 
450;  860  aerv.;  prea.,  dom.  50  Iba..  f.  100  ItM.; 
oona.  day.  400,000  gals.;  ooat,  $46,000;  eoat 
mtce.,  $4,000;  wka.  owned  by  priv.  Go. 

SHELDON,  p.   1,148;  f.  area.   1  aq.   m.;  mere. 

bldga.,  bk.  ft  wd.,  2  ator.;  priv.,  bk.  ft  wd.,  S  ator.; 
wd.  rfa.  not  perm,  in  f.  area:  fwka.  ft  combt  onL; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  1  h.  ft  L  trk.. 
2  hose  car.;  hoae.  cot.,  rub.  lined,  gd..  1.600  ft.; 
f.  al.,  wh.;  val.  equip.,  $1,000;  vaL  bldga.,  $8,000; 
tot.  mem.,  18  vol. 

Watar  Supply — Src.  wella;  aya..  pump  to  atdp.: 
atdp.  cap.,  1.000  bbls.;  1  pump,  eng.;  mains.  6  m.; 
40  hyd.;  coat.  $1,800;  wka.  owned  oy  city. 

SOMONAUCK.  p.  691.  F.  dept — 1  h.  ft  L  trk.,  2 
hoae  carta,  2  c  ex.,  1.200  ft  hoae;  f.  aL,  bdl; 
tot   mem..    20   voL 

Water  Supply — Src.  wella;  aya.,  pump  to  rea.; 
rea.  cap..  2,400  bbla.;  maina.  4  m.;  40  hyd. 

SORENTO,  vp.  1,500;  f.  area,  10  a.  P.  dept— 
1  c.  eng.,  250  ft.  hose;  val.  equip.,  $600;  val 
bldga.,  $8>5;  exp.  dept,  $42;  tot  mem.,  16  voL 

Water  Supply — Src,  well;  sya.,  pump  to  atdp.; 
5  pump,  eng.;  cap.  day,  76,000  gau.;  prea.,  dom. 
75  lbs.,  f.  90  lbs.;  wks.  owned  by  priv.  Co. 

SPARTA,  p.  8.081;  f.  area,  8  blocka;  bldga.,  bk., 
atn.  ft  iron;  wd.  rfa.  not  {term.  F.  dept.— ->1  c 
eng.,  1  h.  ft  1.  trk.,  1  hoae  ear.;  hoae,  860  ft;  t  aL. 
wh.;  tot  mem.,  20  voL 

Water  Supply— -Src,  wella  ft  datenia  in 
cent  qns.,  pump  to  res.;  4  m..  6  ft  4  in.  mail 
1  pump,  eng.,  claaa  dup.,  eap.  260  gala,  min.; 
cap.,  7,000  gala.;  7  hyd.;  8  met;  60  aerv.;  pfML, 
dom.  ft  f.  40  Iba.;  oona.  day,  10,000  galau;  wkac 
owned   by   priv.    Co. 

SPRINGFIELD,  p.  61,678;  f.  area.  4.460  a.: 
mere,  bldga.,  pdi.,  ok.  ft  wd.,  1  to  7  stor.;  pviv^ 
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8tn.,  bk.  k  wd.,  1  ft  2  stor.:  wd.  rfs.  perm.;  fwki. 
&  combt.  ord. ;  causes  of  f.  Inv.  F.  dept. — 1  auto, 
str.,  1  auto.  comb.  c.  &  h.  wa;.,  2  chief's  auto.,  4  str., 
3  comb.  c.  ft  h.  was;.,  2  c.  eng.,  20  c.  hand  ex.,  1  h. 
ft  1.  trk.,  1  aer.  trk.,  8  hose  reels,  1  fuel  wug.  (in 
reserve.  1  chiefs  wag.,  2  hrs.);  28  hrs.;  hose, 
rub.  gd.,  11,750  ft;  chem.  hose,  1,200  ft.;  tot. 
hose,  12,050  ft.;  f.  aL,  Oamewell,  lOi  bx.,  exp. 
dept.,  $77,070;  tot.  mem.   85,  pd.  full  time. 

Watsr  Supply — Src,  wells  ft  galleries,  4  m.  bus. 
cent.;  sys.,  pump  to  res.  ft   dir.;  res.  cap.,   4,500,- 

000  gals.;  loc.  1^  m.  northeast  bus.  cent.;  8 
pump,  eng.,  class  vertical,  trip,  ft  comp.,  cap.  day 
22,000,000  gala.;  mains,  c.  i.,  ^4.97  m.,  4  to  24 
in.  dia.;  78e  hyd.;  866  v.;  met.,  7,898;  7.948 
serv.;  pipe,  lead  ft  c.  L;  pres.,  dom.  80  lbs.,  f.  80 
lbs.;  cons.  day.  4,923,000  gals.;  cost,  $1,500,000; 
cost  mtce.,  $27,000;  wks.  owned  by  city. 

SPRING  VALLEY,  p.  7,085;  f.  area,  600  a.; 
mere,  bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  2  c.  hand 
ex.,  1  hose  oar.,  2  hrs.;  hose,  1,500  ft.  gd.,  1,000 
ft.  fair;  tot.  hose,  2,500  ft.;  f.  al.,  bell;  val.  equip., 
16.000;  tot.  mem.  18,  pd.  full  time  1,  vol.  17. 

Watsr  Supply — Src,  spr.  ft  wells,  H  m.  bus. 
cent.;  lys.,  grav.  ft  pump  to  stdp.;  cap.,  150,000 
gals.;  res.  cap.,  50,000  gals.;  2  pump,  eng.,  cap.  day 
1,000,000  gals.;  mains,  6  m.,  4  to  10  in.  dia.;  51 
liyd.;  7  v.;  met.,  25:  800  sen*.;  pipe.  galv.  i. 
pres.,  dom.  40  to  80  lbs.,  f.  40  to  100  lbs.;  cost, 
$22,000;  wks.  owned  by  city. 

ST.  ANNE,  p.  1,066.  F.  dept— 1  hand  eng.,  1 
hose  wag.;  hose,  1,000  ft;  f.  al.,  bell  ft  telp.;  tot 
mem.  8,  pd.  part  time. 

Water    Supply — Src,    well;    stdp.    cap.,    88.000 

fals.;  res.  cap.,  14,000  gals.;  pres.,  dom.  45  lbs., 
95  lbs. 

ST.  CHARLES,  p.  4,046.  F.  dept. — 2  hose  cart 
reels;  hose,  1,500  ft.;  f.  al.,  telp.  ft  wh. 

Water  Supply — Src,  wells;  res.  cap.,  100,000 
gals.;  1  pump,  eng.,  class  dup.,  cap.  day  144,000 
gals.;  mains,  12  m.,  6  to  10  in.  dia.;  79  hyd.; 
pres.,  dom.  72  lbs.,  f.  150  lbs. 

ST.  ELMO,  p.  1,227;  mere,  bldgs.,  2  to  8  stor.; 
priv.,  wd.,  1  to  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
Hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
inf..  500  ft;  tot  hose,  1,500  ft.;  €  aL,  wh.;  vaL 
equip.,  91,000;  val.  bldgs.,  $500;  exp.  dept,  $200; 
tot  mem.,  24  vol. 

ST.  FRANCISVILLE,  p.  1,891.  F.  dept.— 1  h. 
ft  L  trk.,  2  c.  eng.,  200  ft  hose;  80  voL 

STAUNTON,  p.  5,048;  mere  bldgs.,  bk.  ft  iron, 
2  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area.  F.  dept — 80  c.  hand  ex.,  2  h.  ft  L  trk.,  2 
hose  carts;  nose,  cot.,  rub.  lined,  gd.,  2,800  ft; 
f.  aL,  bell;  vaL  equip.,  $2,000;  vaL  bldgs.,  $8,000; 
exp.  dept,  $200;  tot  mem.,  42  voL;  undn.  rathig, 
fourth  class. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  stdp. 
cap.,  54,000  8^8.;  dim.,  16  x  82;  2  pump,  eng., 
class  comp.  dup.,  cap.  day  1,000,000  gals.;  mains, 
5^  m.,  4  to  8  in.  dia.;  86  hyd.;  pipe,  galv.  L; 
pres.,  dom.  60  lbs.,  f.  115  lbs.;  cost,  $19,600. 

STERLING,  p.  7,467;  f.  area,  60  a.;  mere  bldgs., 
bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
I.  inv.     F.  dept — 5  c  hand  ex.,  1  comb.  auto,  trk., 

1  h.  ft  1.  trk.,  2  hose  wag.,  2  hose  reels,  2  hrs.; 
bose,  cot,  rub.  lined,  gd.,  1,900  ft;  f.  al.,  Oams- 
well,  18  bx.;  val.  equip.,  $18,000;  vad.  bldgs.,  $18.- 
000;  exp.  dept,  $8,000;  tot.  mem.  16,  pd.  full 
time  5,  pd.  part  time  10. 

Watsr  Supply — Src,  wells,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  285,000  gals.; 
dim.,  20  X  100;  mat,  stl.;  res.  cap.,  2,000,000 
gals.;  2  pump,  eng.,  class  comp.,  cap.  day  5,000,« 
000  gals.;  mains,  c  L,  25  m.,  4  to  12  in.  dia.; 
156  hyd.;  180  v.;  met,  460;  1,282  serv.;  pipe, 
lead  ft  wrt.  L;  pres.,  dom.  60  lbs.,  f.  125  lbs.; 
cons,  day,  561,480  gals.;  wks.  owned  by  priv.  corp. 

STEWARDSON,  p.  720.  F.  dept.— 1  hand  eng., 
300  ft.  hose;  bell  al.;  voL 

STOCKtON,  p.  1,200;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  ord.;  causes  of  f.  inv.  F. 
dept. — 1   c   eng.,    1   h.  ft  1.  trk.,   20   c  hand  ex., 

2  nose  carts;  hose,  cot,  rub.  lined,  gd.,  1,200  ft; 
f.  aL,  bell;  vaL  equip.,  $19,000;  vaL  bldgs.,  $600: 
exp.  dept,  $100;  tot.  mem.,  20  vol. 


Watsr  Supply — Src*  well;  sys.,  pump  to  res.;  res. 
cap.,  103,700  gals.;  pump,  eng.,  cap.  day  216,000 
sals.;  mains,  8  m.,  4  to  8  in.  dia.;  14  hyd.;  cost, 
$12,000;  cost  mtce.,  $800;  wks.  owned  by  villagt. 

STONINQTON,  p.  1,118.  F.  dept— 2  c  eng., 
750  ft.  hose;  f.  al.,  bell  ft  wh. ;  voL 

STREATOR,  p.  14,258;  f.  area,  1,280  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  1 
inv.  F.  dept. — 1  patrol  wag.,  7  c  hand  ex.,  1  h. 
ft  L  trk.,  1  aer.  trk.,  2  hose  wag.,  2  hose  car.,  reels, 
ftc,  6  hrs.;  hose,  cot,  rub.  luied,  gd.,  4,200  ft; 
inf..  2,000  ft;  tot  hose,  6,200  ft;  f.  al..  Gams* 
well,  80  bx.;  val.  equip.,  $12,600;  vaL  bldgs., 
$9,000;  exp.  dept,  $11,500;  tot.  mem.  10,  pd. 
full   time;   undrs.   rating,  second   class. 

Watsr  Supply — Src,  riv.,  4  m.  bus.  cent.;  sys., 
pump  dir.;  res.  cap.,  250,000,000  gals.;  loc  %  m. 
station:  2  pump,  eng.,  cap.  day  ^,000,000  gals.; 
mains,  c  L,  38  m.,  4  to  24  in.  dia.;  298  hyd.;  406 
v.;  met.,  1,200;  3,900  serv.;  pipe,  galv.  i.;  pres., 
dom.  50  lbs.,  f.  90  lbs.;  cons,  day,  1,800,000  gals.; 
cost,  $625,000;  cost  mtce.,  $22,000;  wks.  owned 
by  Co. 

SUBLETTE,  p.  287.  F.  dept — 600  ft  hose; 
vol. 

Water  Supply — Src,  well,  2  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  86,000  gals.;  dim., 
20  X  16;  res.  cap.,  64,000  gals.;  1  pump,  eng.,  cap. 
day  100,000  gals.;  mains,  c  L,  1  m.,  4  to  6  in. 
dia.;  20  hyd.;  met.,  25;  pipe,  c  L;  pres.,  dom.  10 
lbs.,  f.  100  lbs.;  wks.  owned  by  city. 

SULLIVAN,  p.  2,621;  f.  area,  9  blocks;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm.;  fwks.  ord.  F.  dept.— 1  h.  ft  L 
trk.,  1  hose  car.;  hose,  linen,  gd.,  500  ft.;  inf., 
400  ft;  tot.  hose,  900  ft;  tot  mem.,  46  vol.; 
undrs.  rating,  second  class. 

Watsr  Supply — Src,  wells. 

SUMNER,  p.   1,500.     F.  dept — 1  c  hand  eng.; 

TOL 

Watsr   Supply— Src,   wells. 

SYCAMORE,  p.  8,926;  mere,  bldgs.,  bk.  ft  stn., 
2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.  F.  dept. — 1  h.  ft  L 
trk.,  3  hose  wag.;  hose,  oot,  rub.  lined,  gd., 
1,500  ft;  f.  aL,  Gamcwell,  24  bx.;  vaL  equip., 
$8,500;  vaL  bldgs.,  $2,500;  exp.  dept,  $1,500; 
tot  mem.,   48  voL;   undrs.  rating,  thbil  class. 

Watsr   Supply — Src,    well,    in   bus,    cent;   ays., 

?ump  to  stdp.;  stdp.  cap.,  165,000  gals.;  res.  cap., 
5,000  'gals.;  2  pump,  eng.,  cap.  day,  720.000 
gals.;  mains,  c  L,  15V&  m.,  4  to  10  in.  dia.;  122 
yd.;  144  v.;  met,  648;  815  serv.;  pipe,  lead; 
pres.,  dom.   55  lbs.,   f.    100   lbs.;   cons,   day,    850.> 

000  gals.;    cost,    $100,000;    cost    mtoe.,    $6,000; 
wks.  owned  by  priv.  Co. 

TAMPICO — F.  dept.  not  reported. 

Watsr  Supply — Src,  3  wells,  1  block  bus.  cent; 
sys.,  grav.;  stdp.  cap.,  50,000  gals.;  mat,  stL;  1 
pump,  eng.,  cap.  day  200,000  gius.;  mains,  c  L,  2 
m.,  4  to  8  in.  dia.;  24  hyd.;  12  v.;  pipe,  c  L;  pres., 
dom.  50  lbs.,  f.  100  lbs.;  cons,  day,  50,000  gals.; 
cost,  $18,000;  cost  mtce.,  $800;  wks.  owned  by 
city. 

TAYLORVILLE,  p.  5.446;  f.  area,  1,920  a.; 
mere  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  IH  stor.; 
wd.  rfs.  not  perm.;  causes  of  f.  inv.  F.  dept — 1 
comb.  c.  ft  h.  wag.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1.000  ft;  200  ft  cot.  fair;  700  ft  rub., 
fair;  tot  hose,  1,900  ft;  val.  equip.,  $4,500; 
vaL  bldgs.,  $3,000;  exp.  dept,  $2,500;  tot.  mem. 
9,  3  pd.  full  time,  6  vol.;  undra.  rating,  fourth 
class. 

Watsr  Supply — Src,  wells,  6  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  36,000  gals.;  dim., 
20  X  110;  mat,  bk.  ft  sheet  L;  2  pump,  eng.,  class 
horizontal;  cap.  day,  1,000,000  gals.;  res.  cap., 
60,000  gals.;  mains,  c  L,  35  m.,  2  to  8  in.  dia.; 
hyd.;  125  v.;  met,  400;  1,100  serv.;  pipe,  wrt.  L; 
pres.,  dom.  60  lbs.,  f.  80  to  90  lbs.;  cons,  day, 
600.000  gals.;  cost.  $40,000;  cost  mtce..  $6,000; 
wks.   owned  by   city  ft   Co. 

TENTOPOLIS,   p.   592.     F.   dept— 1   hand  eng.. 

1  h.  ft  L  trk.,  600  ft  hose;  25  voL 

TISKILWA,  p.  965;  f.  area,  800  a.:  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose 
car.,  8  c.  eng.,  1  80-gaI.  c  eng.;  hose,  cot,  rub. 
lined,  gd.,   800  ft;  f.  al.,  bell;   vaL  equip.,  $800; 
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vaL  bidgi.,  91,000;  tot.  mem.  15,  vol.;  undn.  rat* 
ing,  foi^th  daBS. 

Water  Supply — Src.,  spr.,  1  m.  bus.  cent.;  ays., 
frav.;  maina,  2H  m.,  4  ft  6  in.  dia.;  25  hyd.;  22 
•err.;  prea.,  f.  48  Iba.;  coat,  $6,000;  coat  mice., 
$100;  wka.  owned  by  village. 

TOLONO,  p.  760.  F.  dept. — 1  c  hand  ex.,  1  h. 
k  L  trk.,  2  hoae  carta;  hoae,  1,000  ft.;  tot.  mem., 
SO. 

Watar  Supply — Not  reported. 

TOLUCA,  p.  8,000:  f.  area,  240  a.  F.  dept. — 
1  c.  eng.,  2  hose  reele;  hoee,  cot.,  rub.  lined,  gd., 
1,850  ft:  inf.,  800  ft.;  tot.  hoee.  2.150  ft;  val. 
equip..  $2,000;  tot.  mem.,   12,  pd.  part  time. 

Water  Supply — Src,  well;  ays.,  pump;  2  pump, 
eng..  cap.  day  80,000  gals.;  16  hyd.;  prea.,  dom. 
40  Iba.;  cost,  $16,000;  coat  mtce.,  $2,000;  wka. 
owned  by  city. 

TONICA,  p.  488.  F.  dept — 1  h.  k  1.  trk.,  600 
ft.  hoae;  bell  al.;  76  vol. 

Water  Supply — Src,  wella;  aya.,  dir.  prea.;  mains, 

1  m.,  4  to  6  in.  dia.:  14  hyd.;  prea.,  dom.  60  Iba., 
f.  80  lbs.;  wks.  ownea  by  town. 

TOULON,  p.  1,208.  F.  dent. — 2  comb.  c.  k 
hose  wag.,  1  h.  ft  1.  trk.;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $8,000;  val.  bldgs.,  $2,000;  eip.  dept, 
$100;   vol. 

Water  Supply — Src,  wells,  H  m>  bus.  cent; 
sys.,  stdp.;  stdp.  cap.,  68,400  gala.;  dim.,  22  x  24 
ft.;  mat,  wd.;  2  pumps,  cap.  day  204,000  gals.; 
maina,  c.  i.,  6  to  8  in.  dia.;  20  hyd.:  7  v.;  prea., 
dom.  85  Iba..  f.  60  Iba.;  cons,  day,  270,000  gals.; 
cost  mice.,  $700;  wks.  owned  by  city. 

TREMONT,  p.  782.  F.  dept — 1  hand  eng.,  1  c 
eng.,  16  c  ex.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose, 
760  ft;  f.  aL,  bell;  tot  mem.  40,  pd.  part  time. 

Water  Supply — Src,  wella  ft  ciatems. 

TRENTON,  p.  1,694;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  1  to  4 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept. 
— 1  hand  eng.,  1  c  eng.,  16  c  hand  ex.,  1  h.  ft  1. 
trk.,  1  hoae  car.;  hose,  rub.,  gd..  1,000  ft;  f.  al., 
bell;  vaL  equip.,  $2,600;  val.  bldga.,  $4,400;  exp. 
dept.,  $600;  tot  mem.,  84  voL;  undrs.  rating, 
third  daas. 

Water  Supply — Src,  wella  ft  dstems;  res.  cap., 
400,000   n^.;  pump,  cap.   500  gals,  min.;  mains, 

2  m.,  8,  6,  4  in.  dia.;  14  hyd.;  pres.,  dom.  60  lbs., 
f.  100  lbs. 

TROY,  Madison  Co.,  p.  1,447.  F.  dept. — 1  comb, 
c  ft  h.  wag.,  1  hose  cart,  3  c.  eng.;  hoae,  700  ft; 
f.  al.,  wh. ;  tot  mem.,   80  vol. 

Water  Supply — Src,  ciatema. 

TROY  GROVE,  p.  289.  F.  dept. — 1  comb,  c  ft 
h.  wag.,  8  c.  eng.,  1  hoae  wag.,  700  ft  hose;  wh. 
al.;  30  voL 

TUSCOLA,  p.  2,453;  f.  area,  05  a.;  mere  bldga., 
bk.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfa. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  in  v.  F.  dept. — 1  h.  ft  L  trk.,  2  c  eng.,  2  c.  hand 
ex.,  1  aer.  trk.,  2  hose  reela,  8  hrs.;  hose,  cot, 
rub.  lined,  gd.,  900  ft.;  rub.,  gd.,  800  ft;  tot  hose, 
1,700  ft;  f.  aL,  bell  ftwh.;  val.  equip.,  $5,125; 
val.  bldga.,  $6,000;  exp.  dept,  $600;  tot  mem.,  25 
vol. 

Water  Supply — Src,  well,  in  bus.  cent;  loc.  at 
atation;  2  pump,  eng.,  cap.  day  250.000  gals.; 
mains,  c  L,  5  m.;  53  hyd.;  18  v.;  met,  186;  60 
serv.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons,  day, 
100,000  gals.;  cost,  $40,000;  cost  mtce.,  $5,000; 
wks.  owned  by  Co. 

UNION,  p.  482.  F.  dept — 2  c  hand  ex.,  2  h. 
ft  L  trk.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft;  inf.,  250  ft;  tot  hoae,  1,250  ft;  f.  aL. 
elec,  4  bx.;  vaL  equip.,  $8,500;  val.  bldg^,  $2^ 
000;  exp.  dept,  $100;  tot  mem.  16,  pd.  part 
time  14,  voL  2. 

URBANA,  Champaign  Co.,  p.  8,245;  mere,  bldga., 
bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  cauaea  of  t  ™v.  F. 
dept. — 4  c  hand  ex.,  1  comb.  c.  ft  h.  ft  1.  trk.,  1 
comb,  c  ft  h.  wag.,  1  hoae  wag.,  6  hrs.;  hoae.  cot, 
rub.  lined,  gd.,  2,100  ft;  f.  al.,  telp.  ft  bell;  val. 
equip.,  $6,000;  val.  bldga.,  $6,000;  exp.  dept. 
$10,000;  tot  mem.  20,  pd.  full  time  4.  voL  16; 
undra.  rating,  second  daaa. 

Water  Supply — Src,  1  m.  bua.  cent;  aya..  pump 
dir.;  rea.  cap.,  1,000,000  gala.;  4  pump,  eng.,  cap. 
day.  1.000,000  gals.;  maina,  c.  L,  14  m.,  4  to  8 
InTdia.;  126  byd.;  40  v.;  met,  2,200;  2,800  aerv.; 


pipe,  galv.  i.;  prea.,  dom.  45  Iba.,  f.  80  to  126 
Iba.;  wka.  owned  by  Co. 

UTICA,  La  Salle  Co.,  p.  1,150;  mere,  bldga., 
bk.  ft  atn.,  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfa. 
not  perm.;  fwka.  ord.;  cauaea  of  f.  inv.  F.  dept — 
1  hand  eng.,  1  hoae  car.;  hose,  cot,  gd»,  700  ft; 
inf.,  200  ft:  tot.  hose,  900  ft;  val.  equip.,  $1,400; 
val.  bldgs.,  $1,000:  exp.  dept,  $800;  voL 

Water  Supply — ^Src,  flowing  wella. 

VANDALIA,  p.  2,974;  mere  bldgs.,  bk.,  1  to  8 
ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  perm,  in  f.  area; 
ccmbt.  ord.;  causes  of  f.  inv.  F.  d^pt — 1  h.  Jc  L 
trk.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500 
ft;  f.  al.,  bell;  vaL  equip.,  $2,000;  vaL  bldca., 
$1,500;  tot.  mem.,  21  vol. 

Water  Supply — Src,  rlv..  1  m.  bua.  cent;  ara., 
grav.,  pump  to  atdp.;  atap.  cap.,  75,000  gala.: 
dim.,  19  X  20;  mat,  all.;  2  pump,  eng.,  daas  gaso- 
line ft  atm.,  cap.  day  85,000  gala.;  mains,  c  L.  10 
m.,  6  to  12  in.  dia.;  60  hyd.;  met,  25;  prea.,  dom. 
56  lbs.,  f.  75  lbs.;  cost,  $50,000;  cost  mtce.. 
$1,250;  wks.  owned  by  dty. 

VENICE,  p.  3,718;  f.  area.  2H  m.;  mere  bldga.. 
bk.  ft  wd.,  8  ator.;  priv.,  wd.:  wd.  rfa.  perm.;  no 
fwka.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept — 

1  h.  ft  1.  trk.,  5  hose  carts;  hose,  cot.,  rub.  lined, 
gd..  4,000  ft;  f.  al..  bell;  tot  mem.,  44  vol. 

Water  Supply — Src,  riv.,  8  m.  bua.  cent;  sja.. 
pump  to  rea.;  rea.  cap.,  16,000,000  gala.;  puBi|i. 
eng.,  cap.  day  12,000,000  gala.;  maina,  c  L,  6  m., 
6  to  10  in.  dia.;  07  hyd.;  met..  10;  prea..  dom.  50 
Iba.,  f.  80  to  100  lbs.;  cost,  $250,000;  cost  mtce., 
$3,800;  v/ks.  owned  by  Co. 

VIRDEN.  p.  4,000;  f.  area,  640  a.;  mere  bldga., 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd. 
rfn.  not  pprm.  in  f.  area:  fwks.  ft  combt  ord.: 
cauaea  of  f.  inv.  F.  d^t — 1  gaa.  eng.,  2  hoae 
carts;  hose,  cot,  rub.  lined,  gd.,  900  ft;  f.  aL, 
bell  ft  wh.;  vaL  equip.,  $2,500;  vaL  bldgs.,  $4,000; 
tot.  mem.,  18  vol.;  undra.  rating,  fifth  daas. 

Water   Supply — Water  works   to   be   installed. 

VIRGINIA,  p.  1,501;  f.  area,  2H  tq*  ni.;  mere 
bldga.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causea  of  f. 
inv.     P.  dept. — 1  gas  eng.,  1  c  eng.,  1  h.  ft  L  trk.. 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1.100  ft; 
rub.,  gd..  500  ft.;  tot  hose,  1,600  ft.;  f.  aL.  bell; 
val.  equip.,  $7,000;  val.  bldgs.,  $600;  exp.  dept, 
$500;  tot.  mem.,  14  vol.;  undrs.  rating,  third  daas. 

Water  Supply — Src.  wella. 

WARREN.  Jo  Davieaa  Co.,  p.  1,881;  f.  area,  400 
a.;  mere  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  ris.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 9  c  hand  ex.,  1  h.  ft 
1.  trk.,  1  water  tower,  3  hoae  car.;  hose,  cot,  nib. 
lined,  gd.,  1.500  ft.;  f.  al.,  bell;  vaL  equip..  $3,000; 
vaL  bldgs.,  $2,000;  exp.  dept,  $800;  tot  mem.,  SO 
vol.;  imdra.  rating,  third  class. 

Water  Supply — Src.  wella,  in  bua.  cent;  ays.. 
pump  to  atdp.;  atdp.  cap.,  61,000  gala.;  dim.,  20  x 
24;  loc.  50  ft.  from  wella;  mat,  atn.  ft  wd.;  2 
pump,  eng.,  aize  12  x  36,  cap.  day  40,000  gala.; 
maina,  e  L,  4%  m.,  4  to  10  in.  dia.;  44  hyd.;  17 
v.;  400  serv.;  pipe,  galv.  L;  prea.,  dom.  50  Iba.. 
f.  120  lbs.;  cons,  day,  40,000  gala.;  coat,  $86,000; 
cost  mtce..  $1,650;  wks.  owned  by  city. 

WARSAW,  p.  2,254;  f.  area.  50  a.;  mere  bldga.. 
bk.,  1  to  8  stor.; -priv.,  bk.  ft  wd.,  1  to  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  e  eng. 
on  wis.,  4  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hoee  car.; 
hose,  cot.,  1,500  ft;  f.  aL,  bell;  val.  equip.,  $2,S00; 
vaL  bldgs.,  $2,000;  exp.  dept,  $200;  tot  mem., 
100  vol. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  pump. 
eng.;  mo  ins,  3  m.,  6  to  8  in.  dia.;  36  hyd.;  pun^ 
cap.  860,000  gals,  day;  stdp.  cap.,  76,000  gals.; 
pres.,  dom.  50  to  55  Iba.,  f.  140  lbs.;  cona.  day, 
60,000  gals.;  cost,  $10,000;  coat  mtce,  $110; 
wks.   owned   by   city. 

WASHINGTON.  Tazewell  Co.,  p.  1,580;  mere 
bldga.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea  of 
f.  inv.  F.  dept. — 2  hoae  car.;  hoae,  cot.,  rub.  lined, 
gd.,  850  ft;  f.  aL,  bell;  tot.  mem.,  15  voL 

Water  Supply — Src,  wella,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap..  28.000  gale;  2  pump, 
eng.,  daaa  trip.,  cap.  day  860,000  gala.;  maina,  I 
m.,  4  to  6  in.  die;  82  hyd.;  850  aerv.;  prea.,  doA. 
45  Ibe,  f.  45  Iba. 

WATERLOO,  p.  2,001;  mere  bldga..  bk.,  1  to  4 
ator.;  priv.,  bk.  ft  wd.,  1  ft  2  ator.;  wd.  rfe 
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in  f.  area;  fwks.  &  combt.  ord.;  causee  of  f.  inT. 
F.  dept. — 1  h.  ft  1.  trk.,  6  c  hand  ex.,  4  hose  reda 
As  carts;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  f.  al., 
bell;  exp.  dept.,  $75;  tot.  mem.,  80  vol. 

Water  Supply — Src,  spr.  &  lake,  1^  m.  bna. 
cent.;  sya.,  pump  dir.  to  mains;  2  pump,  eng.,  daas 
dup.  k  comp.,  cap.  day  1.00d,000  gals.;  mains,  c.  i., 
4  m.,  4  to  8  in.  dia.;  86  hyd.;  met.,  4;  160  aerv.; 
pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  160  lbs.;  cona. 
day.  1.200,000  gals.;  cost,  $18,000;  coat  mtce., 
$4,000;  wks.  owned  by  city. 

WATSEKA,  p.  2,478;  f.  area,  200  a.;  mere, 
bldgs.,  bk.,  1  to  8  ator.;  priT.,  wd.,  1^  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  12  c.  hand  ex., 
2  hose  carts;  hose,  cat.,  rub.  lined,  gd.,  1,900  ft.; 
inf.,  600  ft.;  tot.  hose,  2,400  ft.;  f.  ai.,  wh.,  2  bx.; 
val.  equip.,  $1,500;  val.  bldgs..  $100;  exp.  dept, 
$200;  tot.  mem.  15,  pd.  part  time. 

Water  Supply — Src,  wells,  200  ft.  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000 
gala.;  dim.,  10  x  12  x  110;  mat.,  stl.;  2  pump, 
eng.,  class  dup.,  cap.  day  700,000  gals.;  mains, 
c.  1,  12  m.,  8H  to  12  in.  dia.;  70  hyd.;  10  v.;  800 
serv.;  pipe,  lead  ft  iron;  pres.,  dom.  60  lbs.,  f.  50 
lbs.;  cons,  day,  800,000  gals.;  cost,  $20,000;  coat 
mtce.,  $1,600;  wks.  owned  by  city. 

WAUKEGAN,  p.  16.060;  f.  area,  2,560  a.;  mere, 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  ord.;  F.  dept. — 1  auto, 
comb,  c  ft  h.  was.,  1  c.  ft  h.  wag.,  6  c.  hand  ex., 
1  h.  ft  1.  trk.,  1  hose  wag.,  4  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  8,200  ft.;  f.  al.,  elec,  50  bx.;  val.  equip., 
$15,000;  val.  bldgs.,  $84,000;  exp.  dept.,  $14,- 
215;  tot.  mem.  16,  pd.  full  time  18,  substitutes  8; 
undrs.    rating,    third   claas. 

Water  Supply — Src.,  lake,  1%  m.  bus.  cent.; 
sys.,  grav.,  pump  dir.;  8  pump,  eng.,  cap.  day  12,- 
000,000  gals.;  mains,  c.  i.,  50  m.,  6  to  16  in.  dia.: 
850  hyd.;  met.,  50;  8,000  aerv.;  pres.,  dom.  60 
lbs.,  f.  125  lbs.;  cons,  day,  2,558,677  gals.;  cost, 
$190,126;  cost  mtce.,  $16,200;  wks.  owned  by  city. 

WAVERLY,  Morgan  Co.,  p.  1,588;  mere,  bidga., 
bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
c.  eng.;  hose,  cot.,  rub.  lined,  gd.,  500  ft.;  f.  al., 
bell;  val.  equip.,  $850;  val.  bldgs.,  $50;  tot.  mem., 
16  vol. 

Water  Supply — Src,  wells  ft  cisterns. 

WENONA,  p.  1,442;  mere  bldgs.,  bk.,  1  ft  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 4  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1.900  ft;  f.  al.,  wh.;  val.  equip.,  $8,500; 
val.  bldga.,  $6,000;  exp.  dept,  $500;  tot.  mem.,  15 
vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  35,000  gala.;  dim.,  10  x  45;  mat,  stl.; 
res.  cap.,  76,000  gala.;  pump,  eng.,  cap.  day  648,000 
gals.;  mains,  8,000  ft,  4  to  8  in.  dia.;  27  hyd.; 
pres.,  dom.  35  to  45  lbs.,  f.  45  lbs.;  cost,  $22,000; 
cost  mtce.,  $800;  wka.  owned  by  city. 

WEST  CHICAGO,  p.  2,878;  f.  area,  600  a.:  mere 
bldga.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  atn.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area.  F. 
dept — 1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  car.; 
hose,  rub.,  gd.,  1,400  ft;  f.  al.,  wh.;  tot  mem.,  18 
vol. 

Water  Supply — Src,  2  wells,  in  bus.  cent; 
sya.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  178.000 
gals.;  dim.,  16  x  115;  mat,  stl.;  res.  cap.,  48.000 
gaK:  loc  centrally;  2  pump,  eng.,  oap.  day, 
500,000  gals.;  in  addition,  2  high  pres.  pumps,  for 
res.  to  -stdp.,  cap.  900,000  gals,  per  day;  mains, 
c  i.,  15  m.,  4  to  8  in.  dia.;  80  hyd.;  36  v.;  met. 
528;  530  serv.;  pipe,  lead;  pres..  dom.  55  lbs.; 
cons,  day,  90,000  gals.;  cost,  $75,000;  cost  mtop.. 
$3,500;    wks.    owned    by    city. 

WEST  DUNDEE,  p.  1,880;  f.  area,  64  a.;  mere 
bldga.,  bk.  ft  atn.,  2  to  8  ator.;  priv.,  bk.,  stn.  ft 
wd.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1  hose 
wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft;  f.  al.,  bell  ft  telp.,  9  bx.;  val.  equip.,  $1,000; 
val.  bldgs.,  $500;  exp.  dept,  $200;  tot.  mem..  18 
vol. 

Water  Supply — Res.  cap.,  800,000  gals.;  stdp. 
size,  20  X  40;  pres.,  dom.  45  lbs.,  f.  90  lbs.;  2 
trip,  pumps,  dim.  10  x  10;  mains,  6  m.,  6  to  8  in. 
dit.;  H6  hyd.:  325  met.;  346  serv.;  wks.  owned 
by  city. 


WEST  FRANKFORT,  p.  10.000.  F.  dept— 1 
auto.  comb.  trk.  ft  eng.;  vaL  equip.,  $5,000;  exp. 
dept,  $850;  tot  mem.,  10  vol. 

Water  Supply — Src,  wells.  Water  works  to  be 
instaUed. 

WHEATON,  Dupage  Co.,  p.  8,428;  mere,  bldga., 
bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfs.  not  perm. 
F.  dept. — 2  c  hand  ex.,  2  hose  wag.,  2  bra.,  1  h. 
ft  1.  trk.;  hoae.  1,600  ft.;  tot  mem.,  24  vol. 

Water  Supply — Src,  wells.  8  blocks  bua.  cent; 
ays.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  144,000  gala.; 
dim.,  14  X  125;  mat,  atl.;  pump,  eng.,  cap.  day 
500,000  gals.;  mains,  18^  m.,  6  to  10  in.  dia.; 
122  hyd.;  met.,  550;  650  serv.;  pipa^  lead;  pres., 
dom.  54  lbs.,  f.  56  to  145  lbs.;  cons,  day,  85,000 
gals.;  cost,  $87,000;  cost  mtce.,  $880;  wks.  owned 
by  city. 

WHITE  HALL,  p.  2,854;  f.  area,  80  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept — 1 
hand  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hoae,  cot, 
rub.  lined,  gd.,  800  ft;  rub.,  -gd.,  1,000  ft;  tot 
hoae,  1,800  ft;  f.  aL,  bell;  val.  equip.,  $1,200; 
val.  bldga.,  $1,400;  tot  mem.,  48  vol.;  undra.  rat- 
ing, third  class. 

Water  Supply — Src,  res.,  1^  m.  bus.  cent;  ira., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  80,000  gala.; 
dim.,  24  x  21;  mat,  stl.;  res.  cap.,  53,000,000 
gala.;  loc  1%  m.  city;  1  pump,  eng.,  daaa  dee, 
cap.  day  860,000  gals.;  mains,  e  i.,  5  m.,  4,  6  ft 
8  in.  dia.;  40  hyd.;  met.,  617;  pipe,  lead;  pres., 
dom.  48  lbs.,  f.  43  to  136  lbs.;  cona.  day,  126,000 
gals.;  cost,  $25,000;  coat  mtce.,  $1,200;  wka. 
owned  by  city. 

WILMETTE,  p.  4,943;  f.  area,  2  sq.  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
1  to  8  stor.,  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
c  ft  h.  wag.,  c  hand  ex.,  1  fa.  ft  1.  trk.,  1  c  wag., 
1  hose  oar.,  8  hrs.;  hose,  cot,  rub.  lined,  gd., 
2,150  ft:  cot,  200  ft;  tot  hose,  2,850  ft;  I. 
al.,  telp.;  val.  equip.,  $4,000;  val.  bldgs.,  $2,600; 
exp.  dept.,  $1,800;  tot.  mem.,  9,  pd.  full  time  X, 
pd.  part  time  8. 

Water  Supply — Sre,  Lake  Michigan,  4  m.  bus. 
cent.;  water  supplied  by  dty  of  Evanaton;  maina, 
iron,  28  m.,  6  to  8  in.  dia.;  hyd.;  v.*  met,  100; 
640  aerv.;  pipe,  lead  ft  nlv.  i.;  prea.,  dom.  40  Iba., 
f.  80  lbs.;  cona.  day,  104,888  gals. 

WILMINGTON,  WiU  Co.,  p.  1,460;  mere  bldga., 
bk.,  atn.,  wd.,  2  stor.;  priv.,  wd.  2  stor.;  wd.  rfs. 
not  perm,  in  bus.  portion.  F.  dept — 1  e  eng.,  1 
h.  ft  1.  trk.,  2  hose  car.;  hoae,  cot,  rub.  lined,  gd., 
800  ft;  rub.,  gd.,  1,800  ft;  tot.  hose,  2,600  ft; 
f.  al.,  elec;  val.  equip..  $3,000;  val.  bldgs.,  $5,000; 
exp.  dept,  $1,000;  tot  mem.  45,  pd.  part  time. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  dee 
pump,  eng.,  cap.  144,000  gals,  day;  mains,  5  m., 
4  to  10  in.  dia.;  27  hyd.;  2  v.;  pres.,  f.  80  lbs.; 
cost,  $10,000;  cost  mtce.,  $200;  wks.  owned  by 
dty. 

WINCHESTER,  p.  1,700;  f.  area,  6  a.  F.  dept 
— To    be    Installed. 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
sys.,  pump;  3  pump,  eng.,  cap.  day,  216,000  gals.; 
40  hyd.;  pre$.,  dom.  ft  f.  70  lbs.;  cost,  $80,000; 
wks.   owned   by   city. 

WINCHESTER,  Scott  Co.,  p.  1,689;  mere  bldga., 
bk.,  2  stor.;  priv.,  bk.  ft  wd..  1  ft  2  stor.;  wd.  rfa. 
not  perm.  F.  dept — 1  h.  ft  1.  trk.,  2  e  eng.,  2 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  val.  equip.,  $2,000;  tot  mem.,  41  voL 

Water  Supply — Not  reported. 

WINNETKA.  p.  3.168;  mere  bldgs.,  wd.  ft  bk., 
1  to  2V&  stor.  F.  dept — 1  hoae  cart,  1  hose  wag., 
1  hrs.;  tot.  mem.,  24  vol. 

Water  Supply — Src,  lake;  btb.,  pump  to  atdp.; 
mat,  stl.;  2  pump,  eng.,  cap.  day  8.000,000  gala.; 
maina.  25  m.;  250  hyd.;  met,  847;  847  aerv.; 
pipe,  lead;  prea.,  dom.  70  lbs.,  f.  60  lbs.;  cona. 
day,  1,250,000  gals.;  cost,  $103,000;  coat  mtce., 
$8,482.58;  wks.  owned  by  village. 

WOODSTOCK,  p.  4.881;  mere  bldgs.,  bk.,  2  ft  8 
stor.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  not  perm.: 
fwks.  ft  combt.  ord.  F.  dept. — 8  c  hand  ex.,  1 
comb.  c.  ft  h.  wag..  1  h.  ft  1.  trk.,  1  hose  wag.,  2 
hose  reels:  hojiie,  rub.  lined,  gd.,  2,000  ft;  f.  al., 
wti.,  bell  ft  Gamewell,  18  bx.;  val.  equip.,  $4,000; 
tot.    mem.,    26    vol. 

Water  Supply — Src,  wells;  ays.,  pump  to  stdp.; 
stdp.  cap..  120.000  gals.:  res.  cap..  84  000  gals.:  2 
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ftir  comp.  pumps;  mains,  8  m.,  4  to  8  in.  dia.; 
78  hyd.:  met.,  50;  200  serv.;  pres.,  dom.  60  lbs., 
f.  120  lbs.;  cost,  $35,000;  wks.  owned  by  city. 

WORDEN,  p.  1,082;  f.  area,  120  a.  F.  dept. — 
1  str.,  1  c.  fing.f  1  hose  cart,  ladders,  hand  pump; 
1,000  ft.  ho«e;  f.  al.,  bell;  val.  equip.,  $2,800; 
vaL  bldgs.,  $4,000;  exp.  dept.,  $120;  tot.  mem., 
18,    pd.    full    time. 

Watsr  Supply — Src,  wells. 

WYANET,  p.  872;  f.  area,  3  a.;  mere,  bldgs.,  bk., 
atn.  &  wd.,  1^2  stor.;  priv.,  bk.  &  wd.,  1  ft  2 
BTor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  enff.,  1  h.  ft 
1.  trk.,  1  hose  wag.,  1  hose  reel,  1  hrs.;  hose,  cot., 
rub.  lined,  gd.,  600  ft.;  f.  al.,  bell;  val.  equip., 
$800;  tot.  mem.,  25  vol. 

Water   Supply — Src,   wells   in   town. 

WYOMING,  p.  1,506;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs. 
perm.  F.  dept. — 2  h.  ft  1.  trk.,  2  car.;  hose,  cot., 
rub.  lined,  gd.,  1,400  ft.;  f.  al.,  bell  ft  wh. ;  val. 
equip.,  $1,500;  val.  bldge.,  $1,000;  exp.  dept., 
$200;    tot.    mem.,    20,   pd.    part    time. 

Watsr.  Supply — Src,  wells,  2  blocks  bus.  cent.; 
cys.,  pump  to  stdp.  ft  dir.;  atdp.  cap.,  36,000  gals.; 
dim.,  1*2  X  40;  mat.,  bk.;  res.  cap.,  84,000  gald. ; 
loc.  2  blocks  bus.  cent.;  2  pump,  eng.,  class  trip., 
cap.  day  648,000  gals.;  mains,  c  i.,  6  m.,  4 
to   8    in.    dia.;    54    hyd.;    12    v.;    met.,    300;    pipe, 

falv.  i.;  pres.,  dom.   34  lbs.,  f.  80  lbs.;  cons,  day, 
0,000   gals.;    cost   mtce.,    $1,200;    wks.   owned   by 
city. 


XENIA,  p.  634.  F.  dept — 1  slm.  eng.,  1  comb. 
c.  ft  hose  wag.,  6  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  reel;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.; 
inf.,  350  ft.;  tot.  hose,  1,550  ft.;  val.  equip., 
$4,500;  val.  bldgs.,  $500;  exp.  dept.,  $200;  tot. 
mem.,    25    vol. 

Water  Supply — ^Wells,  ciBtems  ft  pond. 

ZION  CITY,  p.  4,789;  f.  area,  8  blocks;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  wd.  ft 
cone,  1  to  3  stor.;  wd.  rfis.  not  perm,  in  f.  afe«; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  d«pt. — 
2  comb.  c.  ft  h.  wag.,  10  c.  hand  ex.,  1  h.  ft  1. 
tDrk.,  1  «tr..  1  hose  wag.,  1  hose  oar,  2  hrs.;  hose, 
oot.,  rub.  lined,  gd.,  1,000  ft.;  rub.,  gd.,  1,000  ft.; 
inf.,  300  ft.;  tot.  hose,  2.800  ft;  f.  al.,  telp. ; 
val.  equip.,  $3,500;  val.  bldgs.,  $2,400;  exp.  dept.. 
$3,00C;  tot.  mem.,  30,  pd.  full  time  6,  vol.  z4; 
undra.    rating,    fourth    class. 

Water  Supply— Src,  wells,  in  bus.  cent;  era^, 
pump;  1  pump,  eng.,  class  dup.;  1  cistern,  cap., 
500  bbl>fl.;  mains,  3  m.,  3,  4,  6  ft  10  in.  dia.;  14 
hyd.;  pres.,  doid.   65  lbs.;   wks.  owned  by  town. 

Places  with  a  population  of  1,000  or  more  havinv 
no  organized  lire  dept. — Augusta,  Brooklyn,  Car- 
pentensville,  Centerville,  Cofieen,  East  Holine, 
Elimburg,  Eldorado,  Elizabethtown,  Equality,  Find- 
lay,  Georgetown,  Girard,  Grafton,  Harrisburg,  Homer, 
Kangley,  Kinmundy,  Mansfield,  Marion,  Newman, 
Nilwood,  Norris  City,  Peotone,  'Rankin,  Raymond, 
Ridge  Farm,  Saybrook,  Shawneetown,  St.  Charles, 
Toledo,  Toluca,  Upper  Alton,  Vermont,  Vienna, 
Washburn,   Westfleld,   Westville,  Yoluca. 
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ALBANY,  p.  1,289;  f.  area,  160  a.;  mere,  bldga., 
bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  wh.; 
val.  equip.,  $1,000;  val.  bldgs.,  $1,000;  exp.  dept, 
$40;  tot.  mem.,  20  vol. 

Water  Supply — Src,  wells;  sys.,  pump  dir.,  1,200 
ft.  bus.  cent;  2  pump,  eng.;  mains,  4  to  10  in. 
dia.;  45  hyd.;  met,  10;  pres.,  dom.  60  lbs.,  f.  80 
to  100  lbs.;  cost,  $88,000;  wks.  owned  by  Co. 

ALBION,  p.  1,218;  f.  area,  275  a.;  mere,  bldgs., 
bk.,  2  to  3  stor.;  priv.,  wd.,  1^  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  combustibles  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  3 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,400  ft; 
inf.,  600  ft:  tot.  hose,  1,900  ft;  f.  al.,  bell,  wh. 
ft  elec,  9  bx.;  val.  equip.,  $2,000;  val.  bldgs., 
$500;  ezp.  dept,  $76;  tot  mem.,   36  vol. 

Water  Supply — Src.  wells,  M  m.  bus.  cent; 
sys.,  pump  dir.  to  mains;  2  pump,  eng.,  cap.  day 
600.000  gals.;  mains,  c  i.,  2  Vfe  m.,  4  to  12 
in  dia.;  22  hyd.;  34  v.;  met,  2;  180  serv.;  pipe, 
lead;  pres.,  dom.  75  lbs.,  f.  120  lbs.;  cons,  day, 
89,000  gals.;  cost,  $14,850;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

ALEXANDRIA,  p.  5,096;  f.  area,  4^  sq.  m.; 
mere  bldgs.,  bk.,  1  to  S  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c  eng.,  6  c.  hand  ex.,  1 
h.  ft  1.  trk.,  2  hose  wag.,  1  comb,  c,  h.  ft  1.  wag., 
4  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,050  ft;  rub., 
fair,  760  ft.;  tot  hose,  1,800  ft;  f.  al.,  Game- 
well,  9  bx.;  vaL  equip.,  $8,000;  val.  bldgs.,  $5,000; 
ezp.  dept,  $3,500;  tot  mem.,  7,  pd.  full  time  3, 
pd.  part  time  4. 

Water  Supply — Src,  wells,  1-3  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  235,000  gals.,  dim. 
20  z  100,  loc.  near  station,  mat  stn.  ft  stl.;  2 
pump,  eng.,  cap.  day  8,000,000  gals.;  mains,  c  i., 
8  m.,  4  to  16  in.  dia.;  94  hyd.;  met,  15;  600 
serv.;  pipe,  gal  v.  i.;  pres.,  dom.  65  lbs.,  f.  110  lbs.; 
cost,  $50,000;  cost  mtce.,  $4,000;  wks.  owned  by 
city. 

lANOBRSON,  p.  23,476;  f.  area,  3  a.;  mere 
bldgs.,  bk.,  1  to  6  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — )1  auto.  comb,  hose  ft  pump,  eng., 
1  chief's  auto..  1  comb.  h.  ft  c  wag.,  12  c  hand 
ex.,  1  h.  ft  1.  trk.,  3  hose  wag.,  8  hrs.;  hose,  oot., 
rnb.  lined,  gd.,  6,000  ft;  f.  al..  Gamewell,  95  bx.; 
vaL  eouip.,  $45,000;  val.  bldgs.,  $25,000;  ezp. 
dept,  $2^,909;  tot.  mem.  23.  pd.  full  time. 


Water  Supply — Src,  Tlliite  River,  %  m.  bus. 
cent;  syts.,  pump  dir.  to  mains;  res.  o^^.,  500,000 
gals.;  3  pump,  eng.,  class  comp.;  cap.  day,  11,- 
000,000  gals.;  mains,  c.  L,  43.69  m.,  2  to  20  in. 
dia.;  385  hyd.;  214  v.;  met,  475;  8,200  serr.; 
pipe,  lead  ft  gal  v.  i.;  pros.,  dom.  65  Ibe.,  f.  115 
iba.;  cons,  day,  1,617,415  gals.;  cost,  $870,986; 
wks.  owned  by  city. 

ANDREWS,  p.  957.  F.  dept — 1  hand  eng..  1 
hose  reel;  hose,  600  ft;  tot.  mem.,  16. 

Water  Supply — Src,  wells  ft  cisterns,  in  bus. 
cent 

ANGOLA,  p.  2,610;  f.  area,  2.000  a.;  mere 
bldgs.,  bk..  2  ft  S  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1 
c.  eng.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  1,500  ft;  rub.,  gd.,  600  ft; 
tot  hose,  2,100  ft.;  f.  al.,  bell;  val.  equip.,  $4,500; 
▼al.  bldgs.,  $2,000;  exp.  dept,  $600;  tot  mem.  15. 
pd.  full  time  1,  14  voL;  undre.  rating,  third  cUas. 

Water  Supply — Src.  wells,  Vs  ni.  bus.  cent: 
■ys.,  pump  dir.;  1  pump,  eng.;  cap.  day,  8,000,000 
gala.;  mains,  c  i.,  16 ^  m.,  4  to  14  in.  dia.;  75 
hyd.;  met,  18;  700  serv.;  pres.,  dom.  60  lbs.,  f. 
100  Ibe.;  cost,  $40,000;  wks.  owned  by  Co.  ft  dty. 

ARG08,  p.  1,088;  f.  area,  6  a.;  mere  bldgs.,  bk.. 
1  to  8  stor.;  priv.,  wd.  ft  bk.,  1  to  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept— -1  hand  ex.,  1  h.  ft 
1.  trk.,  1  hose  wag.;  hose,  cot.,  rub.  lined  gd., 
960  ft;  inf.,  400  ft.;  tot  hose.  1,800  ft;  f.  al.. 
telp.;  val.  equip.,  $900;  vaL  bldga.,  $400;  tot 
mem.,  30  voL 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  2 
dup.  pumps,  siae  12  z  7,  cap.  600,000  gala,  dtey; 
prea.,  dom.  40  to  50  lbs.,  f.  70  to  80  lbs.;  16,500 
ft  mains.  4  to  6  in.  dia.;  14  v.;  26  hyd. 

ASHLEY,  p.  639;  mere  bldgs.,  stn.,  bk.  ft  wd., 
1  to  2  stor.;  priv.,  stn.,  bk.  ft  wd.,  24  ft  high; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  hand  eiu^.,  1  comb.  c.  ft  h.  wag.,  1  e 
hand  ez.,  1  h.  ft  L  trk.,  1  hose  wag.,  1  hose  cart; 
hose,  cot,  rub.  lined,  gd..  600  ft;  f.  aL,  bell, 
wh.  ft  telp.;  vaL  equip.,  $1,200;  vaL  bldga.,  $600; 
tot  mem.,  28  vol. 
"  Water  Supply — Src,  cisterns. 

ATTICA,  p.  3,386;  f.  area.  820  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd..  2  stor.:  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  comb,  c  ft  h.  wag.,  6  e  hand  ez.,  1  h.  ft  1.  trk., 
4  hose  wag.,  4  hose  reels,  1  hrs.;  hose,  cot.,  mb. 
lined  gd.,  1,800  ft;  f.  al.,  bell  ft  wh.;  vaL  equip.. 
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98,600;  v«l.  bldgs.,  $5,000;  exp.  dept.,  fOOO;  tot. 
mem.,  25,  pd.  full  time  1,  vol.  24;  undrs.  ratiag, 
second    class. 

Water  Supply — Src,  wells,  8  blocks  bus.  cent.; 
ays.,  pump  to  res.;  res.  cap.,  5,000,000  gals.,  loc. 
on  hill  above  town;  2  pump,  eng.,  cap.  day  1,000,* 

000  ffals.;  mains,  e.  i.,  16  m.,  4  to  14  in.  dia.; 
668  hyd.;  40  v.;  60  serv.;  pres.,  dom.  86  lbs., 
f.  86  iW;  cons,  day,  2'50.000  gals.;  cost.  94<6,68>8; 
cost  mtce.,  91,180j83;  wks.  owned  by  city. 

AUBURN,  p.  8,919;  f.  area,  1,200  a.;  mere, 
bldgs.,  9tn.,  bk.  &  wd.,  1  to  4  stor. ;  priv.,  bk.  & 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwkis.  ord.;  causes 
of  f.  inv.  P.  dept. — 1  hose  wag.,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  1,200  ft.;  inf.,  300  ft.;  tot. 
hose.  1,600  ft.;  f.  al.,  elec,  8  bx.;  val.  equip., 
92,500;  vaL  bldgs.,  |2,600;  tot  mem.,  14,  pd. 
full  time  2,  vol.  12;  undrs.  rating,  second  class. 

Water  Supply — Src.,  wells,  ^  m.  bus.  cent.; 
sys.,  pump  dir.;  2  pump,  eng.,  class  comp.  dup., 
size  10  z  16  X  10  X  18,  cap.  day  2,000,000  ffals.; 
mains,  c.  i.,  11  Vi  m.,  4  to  12  in.  dia.;  106  hyd.; 
64  v.;  686  serv.;  pipe,  lead;  pres.,  dom.  40  lbs., 
I.  90  lbs.;  cost,  9M,600;  wks.  owned  by  city. 

AURORA.  >p.  4,410;  f.  area,  2,660  a.;  mere, 
bldga.,  bk.  it  wd.,   1  to  8   stor.;  priv.,  bk.  &  wd., 

1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  str., 
6  c.  hand  ex.,  1  h.  A  I.  trk.,  1  hose  wag.,  2  hose 
reels,  3  hrs.;  hose,  cot.,  rub.  lined,  gd..  1,400  it.; 
rub.,  gd.,  600  ft;  inf.,  800  ft.;  tot.  hose,  2,700 
ft;  f.  al.,  bell;  val.  equip.,  $12,000;  val.  bldgs., 
$12,000;  exp.  dept,  $1,000;  tot  mem.,  22  vol. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  to  res.;  4  pump,  eng.,  class  centrif.  ft  dir., 
cap.  day  1,000,000  gals.;  mains,  c  i.,  10  m., 
4  to  10  in.  dia.;  89  liyd.;  514  serv.;  pipe,  galv. 
i.;  pres.,  dom.  180  lbs.,  f.  ISO  lbs.;  cost,  $95,000; 
wks.  owned  by  Co. 

BATESVILLE,  p.  2,151;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  cone,  1  to  4  stor.;  priv.,  bk.  ft  wd.. 
IH  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  comb.  c.  ft  h.  wag.,  2  c.  hand  ex.,  1  h.  ft 
1.  trk.,  1  hose  wag..  1  hose  reel;  hose,  cot,  rub. 
lined,  gd.,  1,600  ft;  f.  al.,  bell;  val.  equip., 
$2,500;   val.  bldgs.,   $2,000;   tot   mem.,    60   vol. 

Water  Supply — Src.  res.;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  60,000  gals.,  dim.  16  x  16,  mat. 
stl. ;  2  pump,  eng.;  mains,  c.  i.,  3*4  ni.,  2%  to  8 
in.  dia.;  45  hyd.;  met,  17;  76  serv.;  pipe,  galv.  i.; 
pres.,  dom.  40  lbs.,  f.  120  lbs.;  cons,  day,  40,000 
gals.;  cost  $28,000;  cost  mtce.,  $1,600;  wks. 
owned  by  Corp. 

BEDFORD,  p.  8,716;  f.  area,  960  a.;  mere 
bldgs.,  stn.  ft  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  1 
hose  wag.,  2  hose  car.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  1,700  ft;  inf.,  400  ft;  tot  hose,  2,100 
ft.;  f.  al.,  elec;  val.  equip.,  $2,600;  val.  bldgs., 
$1,500;  exp.  dept,  $1,600;  tot  mem.,  15,  pd.  full 
time  8,  pd.  part  time  12;  undrs.  rating,  second 
class. 

Water  Supply — Src,  riv.,  3  m.  bus.  cent.;  sys., 
pump  to  mains  ft  stdp.;  stdp.  cap.,  36,000  gal.^., 
mat  iron  ft  bk.;  2  pump,  eng.,  cap.  day  4.082,000 
gals.;  mains,  c  i.,  8  m.,  4  to  12  in.  dia.;  121 
nyd. ;  met.,  20;  1,200  serv.;  pipe,  wrt.  i.,  pres., 
dom.  65  lbs.;  wks.  owned  by  city. 

BERNE,  p.  1,316;  f.  area,  540  a.;  mere  bldgs., 
bk.,  1  to  2  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  hand  eng.,  12  c  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  cart;  hose,  cot,  rub.  lined,  gd.,  2.000 
ft;  f.  al.,  bell;  val.  equip.,  $1,200;  val.  bldgs., 
$2,000;  exp.  dept.  $300;  tot  mem.,  85  vol. 

Water  Supply — Src,  16  cisterns  in  various  parts 
of   town. 

BICKNELL,  p.  4,005;  f.  area,  1.000  a.;  mere 
bldgs.,   bk.   ft  stn.,   2   ft  3   stor.;   priv.,   bk.   ft  wd., 

1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks. 
ft  combt.  ord.;  causes  of  f.  are  not  inv.     F.  dept — 

2  c  eng..  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined, 
gd.,  300  ft;  f.  al..  bell;  val.  equip.,  $1,000;  val. 
bid  ATS.,  $25;  vol.;  undrs.  rating,  fifth  class. 

Water  Supply — ^No  waterwks. 

BLOOMFIELD,  Greene  Co.,  p.  2,069;  mere 
bldgs.,  bk..  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of 
f.  not  inv.  F.  dept. — 2  hose  reels;  hose,  cot, 
rub.  lined,  gd.,  2,500  ft.;  inf.,  1,000  ft;  tot.  hose. 
8,500  ft;  f.  al.,  bell;  val.  equip.,  $600;  tot  mem., 
12,   pd.  part  time;  undrs.  rating,   fourth  class. 


Water  Supply — Src,  deep  wells,  hi  no.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  36.000  gals., 
dim.  12  X  40,  mat.  stl.;  res.  cap.,  95,000  gals., 
loc.  at  power  house;  2  pump,  eng.,  class  dup.,  cap. 
day  1,600,000  gals.;  mains,  c.  i.,  4^  m.,  4  to  8 
in.  dia.;  44  hyd.;  80  v.;  met.  170;  pipe,  galv.  i.; 
pres.,  dom.  40  to  60  lbs.,  f.  120  lbs.;  cost,  $42,000; 
wks.  owned  by  Co. 

BLOOM INGTON,  Monroe  Co.,  p.  8,888;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.;  ao 
cpmbt  perm,  by  ord.,  only  by  State  law.  F. 
dept. — 1  str.,  2  c.  hand  ex.,  1  h.  ft .  1.  trk.,  1 
hose  wag.,  1  hose  reel;  hose,  cot.,  rub.  lined,  gd., 
450  ft;  rub.,  gd.,  1,600  ft;  tot  hose,  2,050  ft; 
f.  al.,  bell;  val.  equip.,  $7,000;  val.  bldgs.,  $4,800; 
exp.  dept,  $7,000;  tot  mem.,  6,  pd.  full  time. 

Water  Supply — ^Sre,  spr.,  2^  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  200,000,000  gals.;  8 
pump,  eng.,  cap.  day  6.000,000  gals.;  mains,  16 
m.,  4  to  12  in.  dia.;  160  hyd.;  1,600  serv.;  86  v.; 
pipe,  galv.  1.;  pres..  dom.  66  lbs.,  f.  120  lbs.; 
cost,  $100,000;  cost  mtce.,  $6,000;  wks.  owned  by 
city. 

BLUFFTON,  p.  4,987;  f.  area,  1  sq.  m.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  auto,  trk.,  2  comb,  c  ft  h.  wag.,  8  e  hand 
ex.,  8  hose  carts;  hose,  cot.,  rub.  lined,  gd,,  8,000 
ft;  rub.,  300  ft;  inf.,  1,000  ft;  tot  hose,  4,800 
ft;  f.  al.,  telp.,  610  bx.;  val.  equip.,  $12,000; 
val.  bldgs.,   $8,000;   tot   mem.,   18   vol. 

Water  Supply — Src,  wells  ft  riv.,  H  m.  bus. 
cent;  ays.,  dir.  pres.;  res.  cap..  750,000  gals., 
loc.  at  station*  2  pump,  eng.,  class  hor.  dup.  ft 
centrif.;  cap.  day,  806,400  gals.;  mains,  e  i.,  15  m., 
4  to  12  in.  dia.;  108  hyd.;  60  v.;  met,  800;  800 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  90  to  100 
lbs.;  daily  cons.,  300,000  gals.;  cost,  $75,000; 
cost  mtce.,  $5,000;  wks.  owned  by  city. 

BOONEVILLE,  p.  3.934;  f.  area.  600  a.;  mere, 
bldgs..  bk.,  2  to  3  stor.;  priv.,  wd.,  1  ft  2  stor.: 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  c  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  car.;  hoee,  cot,  rub.  lined,  gd.,  1,600  ft;  inf., 
400  ft;  tot  hose,  2,000  ft;  f.  al.,  telp.,  2  bx.; 
val.  equip.,  $2,000;  val.  bldgs.,  $6,000;  exp.  dept., 
$800;  tot.  mem.,  7  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  lake.  6  blocks  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  110,000 
gals.,  dim.  25  x  32.  mat  iron;  pump,  eng.,  class 
dup.,  cap.  day  1,000,000  gals.;  mains,  6%  m.,  4 
to  10  in.  dia.;  212  hyd.;  220  serv.;  pres.,  dom. 
78  lbs.,  f.  100  lbs.;  cost,  $35,000;  cost  mtce., 
$2,500;  wks.  owned  by  Co. 

BOSWELL,  p.  814:  f.  area,  600  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1  &  3  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1  hand  eng., 
4  e  hand  ex.,  1  hose  wag.,  1  hose  car.;  hose, 
rub.,  gd.,  300  ft;  f.  al.,  bell;  val.  equip.,  $800; 
val.   bldgs.,    $200;    tot.   mem.,    16    vol. 

Water  Supply — Src,  cisterns,  1  hand  pump,  2 
hyd.;  cost,  $1,000;  cost  mtce.,  $25. 

BOURBON,  p.  1,163;  f.  area,  200  a.;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  h.  ft  1.  trk.;  2  hose  carts; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft;  inf.,  400  ft; 
tot.  hose.   1,600  ft.;  f.  al.,  bell;  tot.  men,  72  vol. 

Water  Supply — Src.  wells;  sj's.,  pump  to  stdp.  ft 
res.;  stdp.  cap.,  65,000  gals.,  dim.  10  x  100.  mat. 
stl.;  res.  cap.,  60,000  gals.,  loc  beside  stdp.;  1 
pump,  eng.,  class  dup.,  cap.  day  288,000  gals.; 
mains,  c  i.,  4  m.,  4  to  8  in.  dia.;  26  hyd.;  met, 
1;  43  serv.;  pres.,  dom.  43  lbs.,  f.  60  to  100 
lbs.;   wks.  owned  by  Co. 

BRAZIL,  p.  9,340;  f.  area,  1,500  a.;  mere  bldgs., 
bk.,  2  ft  3  stor.;  priv.,  wd.  ft  bk..  1  ft  2  stor.; 
wd.  rfs.  not  perm.:  fwks.  ft  combt.  ord.  F.  dept. — 
2  e  hand  ex.,  1  h.  ft  1.  trk..  1  hose  car.,  4  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  Oame- 
well,  16  bx.;  val.  equip.,  $6,000;  val.  bldgs., 
$8,000;  exp.  dept,  $4,000;  tot  mem.,  15,  pd.  full 
time  5,  pd.  part  time  10;  undrs.  rating,  second 
class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  dir.  to  mains;  res.  loc  near  plant;  2 
pump,  eng.,  cap.  dav  2  000,000  gals.;  mains,  c  i,, 
12  m.,  4  to  16  in.  dia.;  136  hyd.;  met,  925; 
925  serv.;  pipe,  lead  ft  iron:  pres.,  dom.  60  lbs. 
f.  135  lbs.;  cons.  day.  500,000  gals.;  cost,  $150,- 
000:  cost  mtce.,  $9,800;  wks.  owned  by  city. 
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BREMEN,  p.  2.008;  f.  area,  600  a.;  mere,  bldgs.. 
bk.,  cem.,  k  wd.,  1  to  3  stor.;  priv.,  bk.,  cem.  & 
wd.,  1  to  2  ctor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwki.  k  combt.  ord. ;  causes  of  f.  inv.  F.  dept. — 
2  c.  band  ex.,  1  h.  &  1.  trk.,  4  war.  carts;  nose, 
cot.,  rub.  lined,  fl[d.,  1,800  ft.;  rub.  gd^,  200  ft.;  tot. 
hose,  2,000  ft.;  f.  al.,  bell  ft  wh.,  2  bx.;  val.  equip., 
$8,250;  val.  bldm.,  |1,000;  exp.  dept,  $1,000; 
tot.   mem..  80  vol. 

Water  supply — Src,  artesian  wells  &  riv.;  sys., 
pump  to  stdp.;  stdp.  cap.,  28,000  gals.;  dim.,  12  z 
80;  2  pump,  eng.,  class  comp.,  cap.  day  1,260,000 
gals.;  mains,  ihi  m.,  2  to  6  in.  dia. ;  SO  hyd.; 
met.,  60;  280  serv.;  pipe,  wrt.  i. ;  pres.,  dom.  45 
lbs.,  f.  100  lbs.;  cons.,  day  860,000  gals.;  cost, 
$12,000;  cost  mtce.,  $750;  wks.  owned  by  city. 

BROOKSTOWN,  p.   1,007.      F.   dept. — 2   c.  eng., 
1  h.  &  1.  trk.;  hose,    1.000  ft;  bell  al. 
Water  Supply — Src,  wells  k  cisterns. 

BROOKVILLE,  p.  2,169;  f.  area,  400  a.;  mere, 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.  k  wd.,  1  &  2 
stor.;  wd.  rfs.  not  perm.;  no  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  h.  &  1. 
trk.,  1  hose  wag.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,400  ft;  rubber,  gd.,  300  ft:  tot 
hose,  1,700  ft.;  val.  equip.,  $2,600;  val.  bldgs., 
$500;  exp.  dept.,  $200;  tot.  mem.,  18,  pd.  part 
time;  undrs.  rating,  third  class. 

Water  Supply — Src.  riv.  k  wells,  1  m.  bus. 
cent;  eye.,  pump  to  res.  k  dir.;  res.  cap.,  305,000 

Sals.,  loc.  ^  m.  town;  2  pump,  eng.,  class  comp. 
up.,  cap.  day  1,650,000  gals.;  mains,  c.  1.,  0 
m.,  4  to  10  in.  dia.;  54  hyd.;  34  v.;  met,  6; 
600  serv.;  pipe,  lead  k  galv.  i.;  pres.,  dom.  06  to 
90  lbs.,  f.  65  to  90  lbs.;  cons,  day,  265,000  gals.; 
cost,  $36,000;  cost  mtce.,  $2,000;  wks.  owned  by 
town. 

BROWNSTOWN,  p.  1,492;  f.  area,  60  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  k  wd., 
IH  stor.;  wd.  rfs.  perm.  In  f.  area.  F.  dept — 2 
hose  carts;  hose,  cot,  niti.  lined,  gd.,  1.000  ft; 
f.  al.,  bell  k  wh.;  val.  equip.,  $1,000;  val.  bldgs., 
$100;   exp.   dept,   $260;   tot.   mem.,    10   vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
pump  dir.  to  stdp.;  stdp.  cap.,  90,000  gals.,  mat. 
sti.;  res.  cap.,  90,000  gals.,  loc.  75  ft.  above 
pump,  station;  2  pump,  eng.,  cap.  day  150,000 
gals.;  mains,  c.  i.,  8  m.,  4  to  8  in.  dia.;  29 
hyd.;  115  serv.;  pres.,  dom.  75  lbs.,  f.  90  lbs.; 
cons,  day,  60,000  gals.;  cost,  $28,000;  cost  mtce., 
$4,000;  wks.  owned  by  Brownstown  Water  k 
Light  Co. 

BUTLER,  p.  1,818;  f.  area,  4  a.;  mere,  bldgs., 
bk.,  1  to  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept. — 2  c.  hand 
ex.,  1  hose  cart;  hose,  cot,  rub.  lined,  gd.,  800 
ft;  inf.,  200  ft;  tot  hose,  1,000  ft;  f.  al.,  wh.; 
val.  equip.,  $4,000;  val.  bldgs.,  $1,000;  exp.  dept, 
$50;  tot.  mem.,  12  vol. 

Water  Supply — Src,  welis,  300  ft.  bva,  cent^; 
sys.    pump  dir.;   2  pump.  i;ng.,  cap.  day   1,000,000 

fals.;   mains.   4^    m..    4   to   12   in.   dia.;    48   hyd.; 
24  v.;  pipe,  c.  i.;  pres.,  dom.   50  lbs.,  f.  80  loa.; 
cost,  $26,000;  wks.  owned  by  city. 

CAMBRIDGE  CITY,  p.  2,287;  f.  area,  640  a.; 
mere  bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  k 
wd.,  1  to  8  stor.:  wd.  rfs.  perm.;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  4  c  hand  ex., 
1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,800  ft;  f.  al.,  wh.,  bell;  tot.  mem.,  12, 
pd.   full  time;   undrs.   rating,  second  class. 

Water  Supply — Src,  welle,  canal  ft  r!v.;  sys., 
pump  dir.;  2  pump,  eng.,  cap.  day  2,000,000 
gals.;   mains,   4   m.;    47  hyd.;   cost,  $26,000. 

CANNELTON,  p.  2,180;  f.  area,  80  a.;  mere, 
bldgs.,  stn.  ft  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F. 
dept — 1  hand  eng.,  1  h.  ft  1.  trk.,  8  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  900  ft;  f.  al.,  8  bells 
ft  wh. ;  tot.   mem.,   80  vol. 

Water  Supply— -Src,  2  wells,  ^  m.  bus.  cent; 
ayu..  pump  to  res.;  res.  cap.,  1,000,000  nle.;  loc 
on  hill;  2  pump,  eng.,  class  dup.,  cap.  day,  800,- 
000  gals.;  mains,  wd.  ft  iron,  2  m.,  4  to  12  in. 
dia.;  46  hyd.;  400  serv.;  pipe,  iron;  pree.  dom.  ft  f. 
85  lbs.;  cons,  day,  300,000  gals.;  cost,  $36,000; 
coat  mtce.,  $1,900;  wks.  owned  by  Co.  ft  city. 

CARBON,  p.  493:  f.  area,  80  a.  F.  dept — 1 
comb,  hand  ft  c  eng.,  1  hand  ladder  trk.,  1  hose 
wag.;  hose,  300  ft;  val.  equip.,  $1,000;  tot  mem., 
17   vol. 

Water  Supply — Src,  priv.  wells. 


CARTHAGE,  p.  873.  F.  dept — 1  str.,  .1  h.  ft 
1.  trk.,  0  c  hand  ex.,  2  hose  carts;  hoee,  cot.,  rob. 
lined,  gd.,  1.000  ft;  inf.,  500  ft;  tot  hoee,  1,500 
ft;  f.  al.,  bell;  val.  equip.,  $5,000;  vaL  bldge., 
$2,000;   exp.  dept,  $200;  tot   mem.,   25  voL 

Water  Supply — Not  reported. 

CENTER VI LLE,  p.  1,019.  F.  dept — 1  etr.,  1 
hand  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  1,600 
ft;  f.  al.,  bell;  tot.  mem.,  25  vol. 

Water  Supply — Src,  wells  ft  cisterns. 

CHARLESTOWN,  p.  864.  F.  dept— 1  eng.,  1 
hand  eng.;  hose,  350  ft.;  f.  al.,  wn.;  tot.  mem., 
17    vol. 

Water  Supply — Six  f.  ciatema. 

CHESTERTON,  p.  1.400.  F.  dept— 1  hoee  wag., 
1  reel;  hose,  1,900  ft;  f.  al.,  bell  ft  wh.;  tot 
mem.,    17  vol. 

Water  Supply — Src,  well;  stdp.  cap.,  60,000 
gals.;  1  pump,  eng.,  cap.  day  400,000  gala.: 
mains,  3^  m.,  8,  6  ft  4  in.  dia.;  32  hyd.;  24 
v.;    pres.,    dom.    45    lbs.,    f.    60    lbs. 

CHURUBUSCO.  p.  870.  F.  dept. — 1  hand  eng., 
1  hose  car.,  1  hose  cart;  hose,  1,400  ft;  tot 
mem.,   37   vol. 

Water  Supply — Src,  7  large  cisterns  ft  White 
riv.;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  80,000 
bbls. ;  1  pump.,  cap.  day  460,000  gals.;  maina,  t 
to   10  in.  dia.;   28  hyd.;  pres.,  100  lbs. 

CICERO,   p.    1,600;   f.   area,  800  a.     F.  dept. — 

1  c.  eng.;  val.  equip..  $300;  tot  mem.,  8  vol.; 
undrs.   rating,   fourth   class. 

Water   Supply — Src,  wells. 

CLAY  CITY,  p.  1.218.     F.  dept— 1  h.  ft  L  tik., 
1  small  double  cylinder  c  eng.;  val.  equip.,  $750 
Water  Supply — Not  reported. 

CLINTON,  Vermilion  Co.,  p.  2ifi.  F.  dept — 1 
hose  wag.,  1  h.  ft  1.  trk.,  1  hose  cart;  hose,  2,000 
ft.:  tot.  mem.,  17  vol.,  1  pd.  driver. 

Water  Supply — Src,  driven  wells;  sys.,  pump 
dir.;  2  pump,  eng.,  comp.  dup.,  cap.  day  l.> 
500,000  gals.;  mains,  6%  m.;  66  hyd.;  prea.,  dom. 
40  to  60  lbs.,  f.  80  to  100  lbs. 

COCHRAN,  p.  858.  F.  dept. — 1  str.,  1  hand 
eng.,  1  h.  ft  1.  trk.,  <1  hose  reel;  hose,  1,100  ft; 
f.  al.,  bell:  tot.  mem.,  17  toI. 

Water  Supply — Src,  ciatems  ft  ponda. 

COLUMBIA  OITY,  p.  8,448;  f.  araa,  950  a.; 
mere  bldgs.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  prir., 
bk.  ft  wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2 
hose  car.,  2  hrs.;  hoee,  cot,  rub.  lined,  gd.,  2,000 
ft;  inf.,  1,000  ft;  tot  hose,  8,000  ft;  f.  aL. 
bell,  wh.  ft  telp.;  val.  eouip.,  $6,000;  vaL  bldgs., 
$10,000;  exp.  dept,  $1,760;  tot  mem.,  42,  pd. 
full  time  8,  pd.  part  time  39. 

Water  Supply — Src,  wells,  cisterns  ft  pond: 
sys.,  pump  direct;  2  pump,  eng.,  class  comp.,  cap. 
day  2,000,000  gals.;  mains,  8  m.,  4  to  12  in. 
dia.;  82  hyd.;  met,  22;  609  aerv.;  pipe,  lead; 
pres.,  dom.  60  lbs.,  f.  120  lbs.;  cost,  $38,000; 
cost  mtce.,  $2,820;  wks.  owned  by  dty. 

COLUMBUS,  p.  8,818;  f.  area.  16,000  a.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord. 
F.  dept. — 1  comb.  h.  ft  1.  trk.  ft  c  eng.,  4  e. 
hand  ex.,  8  hose  wag.,  7  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  6,200  ft;  f.  al.,  Gamewell,  80  bx.; 
val.  equip..  $4,600;  val.  bldge.,  $6,000;  tot  mem., 
24,  pd.  full  time  8,  vol.  10. 

water  Supply — Src,  riv.,  6  blocks  bua.  cent; 
sys.,  pump  dir.  to  mains:  2  pump,  eng.,  cap.  day 
8.000,000  gals.;  mains,  iron,  20  m.,  4  to  20  in. 
dia.;  166  hydrants;  168  v.;  1,800  aerv.;  pipe, 
iron;  pres.,  dom.  60  to  66  lbs.,  f.  100  to  110 
lbs.;  cons.  day.  2,500.000  gals.;  cost,  $200,000; 
cost  mtce.,  $9,000;  wks.  owned  by  city. 

CONNORSVILLE,  p.  7.738;  f.  area,  22  blocks: 
mere  bldgs.,  bk.,  2  to  4  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.:  causes  of  f.  inv.  F.  dept. — 8  c  hand  ex.,  2 
comb.  c.  ft  h.  wag.,  1  h.  ft  L  trk.,  2  hoee  wag.; 
hose,  cot.,  rub.  lined,  gd.,  4,600  ft;  f.  al..  Game- 
well,  32  bx.;  val.  equip.,  $20,000;  val.  bldgs.. 
$16,000;  exp.  dept,  $10,0Q0;  tot  mem.  10,  pd. 
full  time. 

Water  Supply— Src,  well,  H  m.  bus.  cent;  sya., 
grav.  ft  dir.  pres.;  res.  cap.,  1,500,000  gala.;  2 
pump,  eng.,  cap.  day  8,000,000  gals.;  mains,  c  t. 
19  ni.,  4  to  16  in.  dia.;  200  hyd.;  110  v.;  1.350 
serv.;   pipe,  lead;   pres.,   dom.   60  lbs.,  f.   00  lbs.; 
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cons,  day,  1,000,000  gals.;  cost,  $42,000;  cost 
mtce.,  $2,000;  wks.  owned  by  city. 

CONVERSE,  Miami  Co.,  p.  1,164;  f.  area,  1,280 
a.:  mere,  bldgs.,  bk..  2  to  8  stor.;  priv.,  bk.  di 
wd.,  2  stor.;  wd.  ris.  perm,  in  f.  area;  combt. 
ord/;    causes  of  f.   inv.      F.   dept. — 1   h.   Jc  L   trk., 

1  hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft; 
f.  aL,  wh.;  val.  equip.,  $1,000;  exp.  dept,  $100; 
tot   mem.,   11   vol. 

Water  Supply — Src,  well,  8  blocka  bus.  cent; 
«yB.,  pump  dir.  to  mains  k  stdp.;  atdp.  cap.,  80,000 
gals.,  mat.  wd.  A  sti.;  1  pump,  eng.,  cap.  day  170,- 

000  gals.;  mains,  c.  i.,  8  m.,  4,  6  ft  8  in.  dia.; 
31  hyd.;  12  t.;  226  serv.;  pres.,  dom.  86  lbs.,  f. 
126  lbs.;  cons,  day,  20,000  gals.;  cost  mtce., 
$1,000;  wks.  owned  by  city. 

CORYDON,  p.  1,708.  F.  dept. — 4  hose  carts, 
4  reels;  hose,  1,000  ft;  vol.  dept 

Watar  Supply — Src.,  spring,  1  m.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  225,000  gals.;  2 
pump,  cng.;  cap.  day,  76,000  gals.;  mains,  c.  L, 
6  m.,  4  to  10  in.  dia.;  43  hj'd.;  40  v.;  2  met;  2 
serv.;  pipe,  c.  i.;  pres.  dom.  dc  f.,  80  lbs.;  cons, 
day,  76,000  gals.;  cost,  $17,000;  cost  mtce., 
$1,471;   wks.  owned  by  town. 

COVINQTON,  p.  2,069;  f.  area,  600  a.;  mere, 
bldgs.,  bk.,  stn.  is  wd.,  1  to  8  stor.;  priv.,  bk., 
stn.  it  wd.,  1  to  2  stor.;  wd.  rfs.  not  perm.;  in  f. 
area;  fwks.  ft  combt.  <»'d.;  causes  of  f.  inv.  F. 
dept. — 2  hose  carts,  2  c.  hand  ex.;  hose,  cot, 
rub.  lined,  gd..  1,000  ft;  rub.,  gd..  400  ft;  inf., 
600  ft;  tot  hose,  1,900  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $2,000;  exp.  dept,  $850;  tot  mem., 
10  VOL 

Watar  Supply — Src.,  wells;  sys.,  pump  to  stdp. 
ft  dir.;   stdp.  cap.,   160,000  gals.,  dim.   16  x  100; 

2  pump,  eng.,  class  comp.  dup.,  cap.  day  1,600,000 
gak.;  main&  5  m.,  4  to  8  in.  dia.;  47  hyd.;  16 
v.;  serv.;  pipe,  iron;  pres.,  dom.  40  lbs.,  f.  126 
lbs.;  cost,  $40,000;  cost  mtce.,  $2,600;  wks. 
owned  by  Co. 

CRAWFORDSVUjLE,  p.  9,371;  f.  area,  1,600  a.; 
mere,  bldgs.,  stn.,  bk.  ft  cone,  2  to  6  stor.;  priv., 
bk.  ft  wd.,  IH  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord. ;  causes  of  f.  inv.     F.  dept. — 

1  comb.  c.  ft  h.  wag.,  1  aer.  trk.,  7  c.  hand  ex., 
1  h.  ft  1.  trk.,  2  hose  wag.,  2  hose  reels,  4  hrs. ; 
hose,  cot,  rub.  lined,  gd.,  4,000  ft,  fair  1.000  ft; 
tot.  hose,  6,000  ft;  f.  al.,  GamewelU  17  ox.;  val. 
equip.,  $10,000;  val.  bldga.,  $12,000;  exp.  dept, 
$11,000;  tot.  mem.  11,  pd.  full  time. 

Water  Supply — Src,  well  ft  spr.  ^  m.  bus. 
cent.;  sys.,  pump  dir.;  4  pump,  eng.,  cap.  day 
600,000  gals.;  mains,  c.  i.,  21  m.,  6  to  16  in.  dia.; 
203  hyd.;  met,  050;  2,800  serv.;  pipe,  galv.  i.; 
pres.,  dom.  4i6  lbs.,  f.  100  lbs.;  cons,  day,  800,000 
gals.;  wks.  owned  by  priv.  Co. 

CROWN  POINT,  p.  2,626;  f.  area,  820  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd..  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  8  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,100  ft.;  inf., 
400  ft;  tot.  hose,  1,600  ft;  f.  al.,  bell  ft  elec; 
val.  equip.,  $2,000;  val.  bldgs.,  $2,600;  tot.  mem., 
46  vol. 

Water  Supply — Src.,  wells,  H  m.  bus.  cent; 
sys.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  85,000 
gals.,  dim.  12  x  100,  mat  stl. ;  res.  cap.,  10.000 
gals.;  2  pump,  eng.,  cap.  day  1,500,000  ffals.; 
mains,  c.  i.,  6%  m.,  4  to  8  in.  dia.;  68  nyd.; 
met,  6;  260  serv.;  pipe,  lead;  pres.,  dom.  40 
lbs.,  f.  42  to  126  lbs.;  cons,  day,  198,000  gals.; 
cost,  $42,660;  cost  mtce.,  $1,600;  wks.  owned  by 
city. 

CULVER,  p.  810;  mere,  bldgs.,  bk.,  cem.  ft  wd., 
1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  r.  hand  ex., 
1  hose  reel;  hose,  cot,  rub.  lined,  gd..  1.000  ft; 
fair,  600  ft;  tot  hose.  1.600  ft;  f.  aL,  bell; 
vaL  equip.,  $1,600;  vaL  bldgs.,  $2,000;  tot  mem., 
16  vol.;  undrs.  rating,  4^   class. 

Water  Supply — ^Not  reported. 

DANA,  p.   748.     F.  dept. — 1   c.  eng.,   1  h.  ft  L 
trk.;  hose,  800  ft;  tot  mem.,  24. 
Water  Supply — Src.,  wells. 

DANVILLE,  p.  1,640;  f.  area,  20  a.;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  wd.  ft  bk.,  1  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
Inv.  F.  dept. — 2  hose  wag.,  1  hose  reel,  1  hrs.; 
hose,    cot,    rub.    lined,    gd.,    600    ft;    f.    «L,   wh.; 


exp.    dept,    $300;    tot    mem.,    7,    pd.    part   time; 
undrs.  rating,  second  class. 

Water  Supply— Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  88,000  gals.,  dim. 
12  X  100,  mat  stl.;  2  pump,  eng.,  class  comp. 
dup.,  cap.  day  1,000,000  gals.;  mains,  c  L,  8 
m.  1^  to  8  in.  dia.;  60  hyd.;  met,  180;  1,200 
serv.;  pipe.  galv.  i.;  pres.,  dom.  80  lbs.,  f.  120 
Ibg.;  cost,  |28,C 
by  town. 


,000;  cost  mtce.,  $1,600;  wks.  owned 


DARLINGTON,  p.  780.  F.  dept— 2  hand  eng., 
1  h.  ft  L  trk.,  2  nose  reels;  hose,  1,000  ft;  tot 
mem.,  10,  part  pd. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  1 
pump,  eng.,  dup.,  cap.  day,  600,000  gals.;  mains, 
8  m.,  2  to  4  in.  dia.;  26  hyd. 

DECATUR,  p.  4,471;  f.  area,  80  a.;  mere  bldgs., 
bk.  ft  atn.,  2  stor.;  priv.,  bk.  ft  wd.,  1%  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  auto,  trk.,  8  c  hand  ex.,  1  h. 
ft  1.  trk.,  1  hose  wag.;hoee,  cot,  rub.  lined,  gd., 
1,800  ft;  f.  al.,  bell  ft  telp.;  vaif.  equip.,  $7,000; 
vaL  bldgs.,  $10,000;  exp.  dept,  $2,400;  tot 
mem.,  21,  pd.  full  time  8,  pd.  part  time  18. 

Water  Supply — Src,  wells,  5  sq.  from  bus.  cent; 
sys.,  pump  dir.  to  mains;  res.  cap.,  160,000  gals., 
loc.  at  plant;  2  pump,  eng.,  class  comp.  dup.,  cap. 
day  1,600,000  gals.;  mains,  c  L,  16  m.,  2  to 
16  in.  dia.;  104  hyd.;  91  v.;  607  serv.;  pipe, 
lead;  ores.,  dom.  86  to  40  lbs.,  f.  60  to  126  lbs.; 
cons,  day,  60,000  gals.;  cost,  $77,000;  cost  mtce., 
$2,500;  wks.  owned  by  dty. 

DELPHI,  p.  2,161;  mere,  bldgs.,  bk.,  2  ft  8 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.;  caus^  of  f.  inv.     F.  dept. — 1  c  eng., 

1  h.  ft  1.  trk.,  8  hose  car.;  hose,  rub.,  gd.,  1,800 
ft.;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $5,000;  vaL 
bidgrs.,  $1,800;  exp.  dept,  $900;  tot  mem.,  16, 
pd.  part  time;  undrs.  rating,  second  class. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
grav.,    pump   to   stdp.   ft   dir.;    stdp.    cap.,    68,000 

Jrals.,  mat.  c  L;  res.  cap.,  860.000  gals.,  loc.  at 
oot  Union  st;  mains,  c  L,  6H  va.;  66  hyd.; 
675  serv.;  pipe,  lead;  pres.,  dom.  40  lbs.,  f.  100 
lbs.;  cons,  aay,  200,000  gals.;  cost,  $86,000;  cost 
mtce.,  $6,000;  wks.  owned  by  city. 

DENVER,  p.  776.  F.  dept— 1  c  cng.,  1  h.  ft  1. 
trk. 

Water  Supply — Src,  wells  ft  cisterns. 

DUGQER,  p.  1,226;  f.  area,  4  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  are  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — O.  hand  ex.;  7 
vol.;  val.  equip.,  $600;  undrs.  rating,  fifth  class. 

Water  Supply — Not  reported. 

DUNKIRK,  p.  8,031;  mere  bldgs.,  bk.,  1  to  8 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.  In  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 6  c  hand  ex.,  1  h.  wag.,  2  hrs.;  hose,  cot, 
rub.  lined,  ffd.,  1,100  ft.;  inf.,  400  ft;  tot.  hose, 
1,600  ft;  I.  aL,  bell  ft  wh.;  vaL  equip.,  $1,800; 
val.  bldgs.,  $6,000;  exp.  dept,  $820;  tot  mem.,  16 
vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump,  dir.;  2  pump,  eng.,  class  vert,  cap.  day 
1.725.000  gals.;  mains,  iron,  10  m.,  4  to  8  in. 
dia.;  62  hyd.;  826  serv.;  pipe,  iron;  pres.,  dom. 
60  lbs.,  f.  120  lbs.:  cost,  $86,000;  cost  mtce., 
$1,800;   wks.  owned  by  city. 

EAST  CHICAGO,  p.  19,098;  f.  area,  8,500  a.; 
mere  bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;   causes  of  f.   inv.     F.   dept. — 2  h.  ft  1.  trk., 

2  hose  wag.,  2  f.  eng.,  1  hose  cart,  6  hrs.;  hose, 
cot.  rub.  lined,  gd.,  8,000  ft;  f.  aL,  wh.;  vaL 
equip.,  $4,600;  vaL  bldgs.,  $40,000;  tot  mem.,  18 
vol. 

Water  Supply — Src,  lake,  2  m.  bus.  cent;  lys., 
pump  to  stdp.;  stdp.  cap.,  260,400  gals.,  dim. 
16  X  100,  mat.  iron;  4  pump,  eng.,  cap.  day  9,- 
000,000  gals.;  mains,  e  L,  197,000  ft,  4  to  80 
in.  dia.;  294  hyd.;  met,  42;  2,144  serv.;  pipe, 
lead;  pres.,  dom.  55  Ib^.,  f.  70  lbs.;  cons,  month, 
3.000,000  gals.;  cost,  $143,000;  cost  mtce.,  $8,- 
400;  wks.  owned  by  C.  H.  Oeist  Co.  of  Phila., 
Pa. 

EATON,  p.  1,428;  f.  area,  2  blocks;  mere  bldgs., 
mostly  bk. ;  height  of  mere  bldgs.,  1  to  2  stor.; 
priv.  dwellings,  wd.,  1  to  2  stor.;  wd.  rfs.  perm, 
m  f.  area;  iwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  2  c.  hand  ex.,  1  h.  ft  L  trk.; 
hose,  cot.,  rub.  lined.  »d.,  100  ft;  rub.,  ed..  200 
ft;  inf.,  200  ft;  tot  hose,  600  ft.;  f.  aL,  bell;  vaL 
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equip.,   $000;  ^val.  bldgs.,   $1,000;   tot   mem.,    12 

TOl. 

Wtter  Supply — Src,  wells,  in  bus.  cent.,  cap. 
12,000  gals.;  dim.,  12  x  12  ft;  mains,  iron,  2 
to  4  in.  dia.;  pres.,  dom.  25  lbs.,  f.  SO  lbs.;  cost, 
98,000;    wka.    owned   by    Co. 

EDINBURG,  p.  2,040;  f.  area,  550  a.;  mere, 
bldgs.,  bk.  A  etn..  1  to  3  stor. ;  priv.,  bk.,  stn.  A 
wd.,  1  &  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept —  1  comb, 
h.  ft  I.  trk.,  1  c.  hand  ex.,  1  hoee  wag.,  1  hrs.; 
hose,  1,500  ft;  f.  al.,  bell  ft  wh. ;  val.  eouip., 
91,876;  exp.  dept.,  |2,500;  tot.  mem.,  15  vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sys., 
pump  to  atdp.;  stdp.  cap.,  42,000  gala.;  dim.,  18  x 
60;  mat,  aheet  i.;  loc  on  hill,  70  ft  above  main 
at;  2  pump,  eng.,  class  comp.  dup.,  cap.  day  8,000,' 

000  gals.;  mains,  c.  i.,  8  m.,  4  to  8  in.  dia.;  88 
hyd.;  176  serv.;  pipe,  lead;  pres.,  dom.  45  lbs.,  f. 
90  lbs.;  cost,  $21,000;  cost  mtce.,  $650;  wks. 
owned  by  city. 

ELKHART,  p.  19.282;  f.  area,  8,700  a.;  mere, 
bldgs.,  stn.  ft   Dk.,  2   to   6   stor.;  piv.,  bk.  ft  wo., 

1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwKs. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
auto,  str.,  1  auto.  h.  ft  L  trk.,  2  comb.  c.  ft  h.  wag., 
12  c.  hand  ex.,  1  h.  ft  1.  trk.,  3  hose  wag..  6  hrs.; 
hose,  cot,  rub.  lined,  gd.,  -5,000  ft.;  inf.,  2,600 
ft;  tot.  hose,  7,600  ft;  f.  al.,  Gamewell,  50  bx.; 
val.  equip.,  $27,812;  val.  bldgs.,  |2«,700;  exp. 
dept,  |2<6,944;  tot.  mem.  25,  pd.  full  time;  undrs. 
rating,  second  class. 

Watsr  Supply — Src,  wells,  ^  m.  bus.  cent;  sys., 
pump  dir.;  5  pump,  eng.,  class  dup.,  cap.  day  21,- 
000,000  gals.;  mains,  iron,  49^  m.,  6  to  24  in. 
dia.;  386  hyd.;  met,  8,000;  pipe,  lead;  pres.,  dom. 
50  lbs.,  f.  80  to  100  lbs.;  cons,  day,  8,000,000 
gals.;  cost,  $476,000;  cost  mtce.,  $21,000;  wks. 
owned  by  Co. 

ELWOOD,  p.  11,028;  f.  area,  80  a.;  mere,  bldgs., 
bk.,  stn.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  comb,  c  ft  h.  wag.,  4  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  5  hrs.;  hose,  cot, 
rub.  lined,  gd.,  4,000  ft;  inf.,  600  ft;  tot  hose, 
4.500  ft;  f.  al.,  Gamewell,  20  bx.;  val.  equip., 
$9,000;  val.  bldgs.,  $45,000;  exp.  dept,  $6,000; 
tot.  mem.  8,  pd.  full  time;  undrs.  rating,  fourth 
class. 

Watsr  Supply — Src,  wells,  %  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  1,500,000  gals.;  8  pump,  eng., 
cap.  day,  5,000.000  gals.;  mains,  c.  i.,  12  m.,  4  to 
14  in.  dia.;  152  hyd.;  51  v.;  met,  810;  1.148 
serv.;  pipe,  iron;  pres.,  dom.  40  lbs.,  f.  100  lbs.; 
cons,  day,  750,000  gals.;  cost  mtce.,  $8,000;  wks. 
owned  by  Co. 

ENGLISH,  p.  688;  f.  area,  850  a.  F.  dept. — 1 
hose  cart,  500  ft.  hose;  al.,  bell. 

Water  Supply— Src,  spr.;  sys.,  dir.  pres.;  mains, 
2^  m.,  4  to  6  in.  dia.;  2  hyd.;  pres.,  dom. 
45  lbs.,  f.  55  lbs.;  cost,  $15,000;  cost  mtce., 
$200;  wks.  owned  bv  priv.  Co. 

EVANSVILLE,  p.  69,647;  f.  area,  ;$8,000  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  7  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm.;  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 5  str.,  1  c  eng.,  24  c. 
hand  ex.,  1  auto.  h.  ft  1.  trk.,  1  comb.  auto.  c.  ft  h. 
wag.,  1  aer.  trk.,  10  hose  wag.,  2  combined  c.  ft  h. 
wag.,  45  hrs.;  hose,  cot,  rub.  lined,  gd.,  18,000  ft.; 
inf.,  1,000  ft.;  tot.  hose,  19,000  ft;  f.  al..  Game- 
well,  84  bx.:  val.  equip.,  $70,000;  val.  bldgs.,  $80,- 
000;  exp.  dept,  $85,000;  tot  mem.  87,  pd.  full 
time;  undrs.  rating,  first  class. 

Watsr  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys.. 
pump  dir.;  4  pump,  eng.,  cap.  day  50,000,000 
gals.;  mains,  c.  i.,  120  m.,  4  to  80  in.  dia.;  849 
hyd.;  met,  2,200;  18,586  serv.;  1,668  v.;  pipe,  galv. 
ft  wrt.  i. ;  pres.,  dom.  <50  lbs.,  f.  75  to  100  lbs.;  cons, 
day,  8,000,000  gals.;  cost,  $1,750,000;  cost  mtce., 
$85,000;  wks.  owned  by  city. 

FAIRMOUNT,  p.  2,606;  f.  area,  080  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  stor.:  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm. ;  fwks.  ft  combt.  ord. ;  causes  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  1 
hose  reel,  1  hrs.;  hose,  cot,  rub.  lined,  gd., -2,000 
ft;  f.  al.,  telp.;  val.  equip.,  $2,000,  val.  bldgs., 
$1,000;  exp.  dept,  $800;  tot  mem.,  10  voL; 
undrs.  rating,  first  class. 

Watsr  Supply — Src.  7  wells,  1  sq.  bus.  cent; 
sys.,  pump  dir.  to  mains:  2  pump,  eng.,  cap.  day, 
760,000  gals.;  mains,  c  1.,  4  m.,  4  to  10  in.  dia.; 
41    hyd.;    660    aerv.;    pipe,    galv.    i.;    pres.,    dom. 


45    lbs.,    f.    65    lbs.;    cost,    $16,000;    cost    mtce., 
$3,500;  wks.  owned  by  city. 

FARMERSBURQ,  p.  1,116;  f.  area,  640  a.  F. 
dept. — 1  c  eng.;  hose,  cot.,  rub.  lined,  1,000  ft: 
tot  mem.  15,  pd.  part  time;  val.  equip.,  $1,200; 
val.  bldgs.,  $1,000;  exp.  dept,  $100;  undrs.  rat- 
ing, fourth  class. 

FARMLAND,  p.  907.  F.  dept. — 1  c  eng..  1  band 
eng.,  1  comb.  c.  ft  h.  wag.,  1  h.  ft  L  trie;  hose, 
1,000  ft;  tot.  mem.  25,  pd.  part  time. 

Water  Supply — Src,  cisterns. 

FLORA,  p.  1,886;  f.  area,  4^  a.  F.  dept — 1 
comb,  hand  ft  c.  eng.,  1  h.  .ft  1.  trk.,  1  hose  csrt; 
vol.  dept;  600  ft  hose;  bell  aL;  val.  equip.,  $1,000; 
val.  bldgs.,  $500. 

Water  Supply — Src,  2  wells  in  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  60,Q00  gals.;  2  pump.  eng.. 
cap.  day  1«8.000  gals.;  pres.,  dom.  60  lbs.,  f.  85 
lbs.;  cost,  $25,000;  wks.  owned  by  Co. 

FORTVILLE.  p.  1,174;  bldgs.,  wd.  ft  bk.;  wd. 
rfs.  perm.  P.  dept. — 1  hand  eng.,  1  h.  ft  L  trk.; 
hose,  cot,  rub.  lined,  gd.,  200  ft;  f.  aL,  bell;  tot. 
mem.,  8  vol. 

Water  Supply — Src.  wells. 

FT.  WAYNE,  p.  68,938;  mere,  bldgs..  bk.  ft  stn., 
8  to  6  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.  F.  dept. — 8  str..  1 
c  eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  aer.  trk..  3 
hose  wag.,  6  comb,  c  ft  h.  wag.,  1  supply  wag.,  43 
hrs.;  hose,  cot,  rub.  lined,  gd.,  15,000  ft;  f.  al., 
Gamewell,  108  bx.;  val.  equip.,  $80,000;  vaL  bldgs.. 
$150,000;  exp.  dept,  $86,000;  tot  mem.  82,  pd. 
full  time;  undrs.  rating,  first  class. 

Water  Supply — Src,  47  wells,  %  m.  bus.  cent-; 
sy«.,  pump  to  res.  ft  dir.;  res.  cap.,  6,000,000 
gals.;  loc  1  m.  south  city;  8  pump,  eng.,  cap.  dav 
13,000,000  gals.;  mains,  c  i.,  144  m.,  8  to  30  in. 
dia.;  950  hyd.;  1,200  v.;  met,  15,000;  15.000  sen.; 
pipe,  lead;  pres.,  dom.  ft  f.  35  to  38  lbs.;  cons,  dav, 
5.000,000  gals.;  cost,  $1,>3>38,000;  cost  mtc-c., 
$12,000;  wks.  owned  by  city. 

FOWLER,  Benton  Co.,  p.  1,491;  mere  bldgs.,  bk.. 
stn.  ft  iron,  2  stor.;  wd.  rfs.  not  perm.;  no  fwks. 
ft  combt.  ord.  F.  dept — 1  eng.,  1  h.  ft  L  trk.,  8 
hose  wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,500  ft;  inf.,  400  ft;  tot  hose,  1,900  ft;  t 
aL,  telp.  ft  wh.;  val.  equip.,  $2,500;  vaL  bldgs., 
$500;  exp.  dept,  $1,800;  tot  mem.,  20  vol. 

Water  Supply — Src,  wells,  100  rods  bus.  cent.: 
sys.,  pump  to  res.,  to  stdp.  ft  dir.;  stdp.  cap.,  94.- 
600  gals.;  res.  cap.,  9,450  gals.;  2  pump.  eng..  cap. 
day  500,000  gals.;  mains,  5  m..  4  to  8  in.  (Ua.;  51 
hys.;  300  serv.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cost, 
$85,000:  cost  mtce.,  $1,200;  wks.  owned  by  Co. 

FRANKFORT,  Clinton  Co.,  p.  8,684;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  mv.  F.  dept. — 1  auto,  trk.,  2  c.  baud 
ex.,  2  hose  wae.  with  ladders  attached,  2  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  2,800  ft;  rub.,  gd.,  500 
ft;  tot  hose,  2,800  ft.;  f.  al.,  bell;  vaL  equip., 
$3,600;  vaL  bldgs.,  $5,500;  exp.  dept,  $4,9S5; 
tot.  mem.   6,  pd.  full  time. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  res. 
cap.,  1,000,000  gals.;  2  pump,  eng.,  class  comp. 
dup.,  cap.  day  7,000.000  gals.;  mains,  wrt  ft  c  i.. 
26  m.;  259  hyd.;  190  v.;  met,  216;  2.600  serv.; 
pipe,  galv.  ft  wrt.  L;  pres.,  dom.  56  lbs.,  f.  66  to 
100  lbs.;  cons,  day,  1,000.000  gals.;  cost,  $225,- 
000;  cost  mtce.,  $8,000;  wks.  owned  by  Go. 

FRANKLIN,  Johnson  Co.,  p.  4,602;  f.  area  1,000 
a.;  mere  bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  comb,  c  ft  h.  wag., 
1  h.  ft  I.  trk.,  1  hose  wag.,  2  hrs.;  hose,  cot,  nib. 
gd.,  1,260  ft;  inf.,  500  ft;  tot  hose.  1.750 
It;  f.  al.,  bell;  vaL  equip.,  82,600;  exp.  dept. 
$2,400;  tot  mem.,  9,  pd.  full  time  8,  vol.  6;  undn 
rating,  third  class. 

Watsr  Supply — Src,  wells;  sya.*  pump  to  res.  ft 
stdp.;  stdp.  cap.,  150.000  gals.;  dim.,  12 H  x  40; 
mat,  stl.;  res.  cap.,  200,000  gals.;  2  pump,  eng., 
class  comp.  dup.,  cap.  day  2,000,000  gals.;  mains, 
24  m.,  4  to  12  in.  dia.:  90  hyd.;  met.,  25;  1,000 
serv.;  pres.,  dom.  60  lbs.,  f.  60  lbs.;  cons.  day. 
800,000  gals.;  cost,  $200,000;  cost  mtce.,  $12,000; 
wks.  owned  by  Co. 

FRENCH  LICK,  p.  8,170;  f.  area.  25  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  srea;  fwks.  ft  eombt 
ord.;  causes  of  f.  inv.     F.  dept — 2  h.  car.;  hose, 
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cot.,   rub.  lined*  gd.,   1,250   ft.;   f.  al.,   bell;   val. 
equip.,  91,600;  ezp.  dept.,  $66;  tot.  mem.  72,  pd. 
part  time  22,  vol.  60;  undrs.  rating,  fifth  daaa. 
Water  Supply — Not  reported. 

GARRETT,  p.  4,149;  f.  area,  1,000  a.;  mere, 
bidga.,  bk.,  2  ator.;  priv.,  wd.,  1  to  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  oombt.  onL;  eaiiaea  of  f.  inr.  F. 
dept.<^l  hand  eng.,  20  e.  hand  ex.,  2  hoae  carta,  2 
hra.;  hoae,  cot.,  rub.  lined,  gd.,  2,600  ft.;  rub.,  gd., 
800  ft;  mf.,  1,000  ft.;  tot.  hoae,  S,800  ft.;  f.  al., 
wh.  k  telp.;  val.  equip.,  $2,000;  val.  bldga.,  $500; 
exp.  dept.,  $300;  tot.  mem.,  80  vol. 

Water  Supply — Src,  wella,  700  ft.  bua.  cent.; 
■ya.,  pump  dir.;  2  pump,  eng.,  cap.  day  2,000,000 
gala.;  maina,  18  m.,  4  to  12  in.  dia.;  68  hyd.;  800 
eerv.;  prea.,  dom.  46  Iba.,  f.  70  to  00  lbs.;  coat, 
$66,000;  cost  mice.,  $4,000;  wka.  owned  by  city. 

GARY,  p.  10,802;  f.  area,  800  a.;  mere,  bldga., 
bk.,  atn.  k  wd.,  2  to  8  ator.;  priv.,  bl(.,  atn.  fc  wd., 

1  to  3  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
k  combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  auto, 
atr.,  1  plain  h.  ft  1.  trk.,  1  auto.  comb.  trk.  k  aquad 
wag.  with  c.  tank,  8  auto,  hoae  trk.,  1  auto,  hoae 
trk.  with  c  tank,  2  c.  hand  ex.,  4  bra.;  hoae,  cot., 
rub.  lined,  gd.,  12,000  ft.;  c  000  ft.;  tot.  hoae, 
12,600  ft.;  I.  al.,  telp.,  20  bx.;  val.  equip.,  $56,000; 
vaL  bldga.,  $80,000;  exp.  dept,  $60,820;  tot.  mem. 
118,  pa.  full  time  48,  voL  76;  undra.  rating,  third 
claaa. 

Water  Supply — Src,  Lake  Michigan;  dir.  prea. 
■ya.  with  atdp..  cap.  800,000  gala.;  4  pump,  eng., 
cap.  day  20,000,000  gala.;  860  hyd.;  maina,  40  m., 
0  to  80  in.  dia. 

GAS  CITY,  p.  8,224;  f.  area,  640  a.;  mere, 
bldga.,  bk.,  2  ft  8  ator.;  prlv.,  wd.,  1  ft  2  stor.; 
wd.  rfa.  not  perm.;  no  fwka.  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept. — 2  h.  ft  L  trk.,  1  aupply 
wag.,  2  hoae  car.,  1  hra.;  hoae,  cot.,  rub.  lined,  gd., 
900  ft.;  f.  al.,  telp.  ft  bell,  16  bx.;  val.  equip., 
$2,000;  exp.  dept,  $1,000;  tot.  mem.  10,  pd.  full 
^me  6,  vol.  14;  undra.  rating,  aecond  claaa. 

Water  Supply — Src,  wella,  1  m.  bua.  cent;  aye., 
pump  dir.;  res.  cap.,  250,000  gala.;  2  pump,  eng., 
claaa  comp.,  cap.  dav  1,600,000  gals.;  mains,  c.  1., 
12  m.,  4  to  12  in.  dia.;  60  hvd.;  90  v.;  660  serv.; 
pipe,  galv.  i.;  prea.,  dom.  80  lbs.,  f.  120  Iba.:  cost, 
$88,000;  coat  mtce.,  $8,600;  wka.  owned  by  city. 

GENEVA,  Adama  Oo.,  p.  1,140;  mere,  bldga.,  bk., 

2  ator.;  priv.,  bk.,  1  to  2  ator.;  wd.  rfa.  not  pernu 
in  f.  area;  cauaea  of  f.  inv.  F.  dept. — 2  c.  eng., 
12  c.  hand  ex.,  1  h.  ft  1.  trk.;  f.  al.,  telp.,  16  bx.; 
val.  equip.,  $1,000;  exp.  dept,  $100;  tot  mem., 
26;  undra.  rating,  fifth  claas. 

GOSHEN,  p.  8,614;  f.  area,  820  a.;  mere  bldgs., 
bk.,  1  to  8  stor.;  priv.,  bk.,  2  ator.;  wd.  rfa.  not 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 12  c.  hand  ex.,  2  h.  ft  1.  trk.,  6 
hose  car.,  1  hoae  reel,  6  bra.;  hose,  cot.,  rub.  lined, 

fd.,  6,000  ft;  f.  al.,  Gamewell,  29  bx  ;  val.  equip., 
2.640;    val.    bldga.,    $8,000;    exp.    dept,    $0,998; 
tot  mem.  27,  pd.  full  time  0,  pd.  part  time  21. 

Water  Supply — Src,  wella;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  266,000  gala.;  dim.,  18  x  140; 
mat.,  iron;  2  pump,  eng.,  cap.  day  8,000,000  gals.; 
mains,  iron  ft  wd.,  26  m.,  6  to  20  in.  dia.;  208 
hyd.;  71  v.;  met,  918;  1,902  serv.;  pipe,  galv.  i. 
ft  lead;  prea.,  dom.  60  lbs.,  f.  00  to  100  Iba.;  cons, 
day,  1,222,776  gala.;  coat,  $8,262;  wka.  owned 
by  city. 

QREENCASTLE,  p.  8,790;  f.  area,  8U  m.;  mere, 
bldga.,  bk.  ft  stn.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 4  c.  hand  ex.,  2  h.  ft  L 
trk.,  1  hose  wag.,  4  hrs.;  hoae,  cot,  rub.  lined,  gd., 
1,200  ft;  f.  a].,  Gamewell,  16  bx.;  vaL  equip., 
$5,600;  val.  bldgs.,  $7,000;  exp.  dept,  $2,850; 
tot.  mem.  4.  pd.  full  time. 

Water  Supply — Src,  creek,  2  m.  bua.  cent;  aya., 
pump  to  atdp.;  stdp.  cap.,  400,000  gals.;  dim.,  22 
X  140;  loc  in  town;  mat,  stl.;  2  pump,  eng.,  cap. 
day  2,600,000  gals.;  mains,  c  L,  14  m.,  6  to  16 
in.  dia.;  100  hyd.;  62  v.;  met.,  200;  700  serv.; 
pipe,  wrt.  i.;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cons, 
day.  700.000  gals.;  wks.  owned  by  Co. 

GREENFIELD,  p.  4,448;  f.  area,  800  a.;  mere, 
bldga.,  bk..  2  to  6  stor;  priv.,  wd.,  1  to  8  stor.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.;  cauaea  of 
f.  inv.  F.  dept. — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  1 
hoae  wag.,  4  hra.;  hoae.  cot,  rub.  lined,  gd.,  2,600 
ft;  inf.,  600  ft;  tot  hose,  8,000  ft.;  f.  al.,  wh.; 
val.  equip.,  $4,000;  val.  bldga.,  $3,000;  exp.  dept, 
$1,600;  tot  mem.,  12  vol. 


Water  Supply — Src,  wella;  sya.,  pomp  dir.;  rea. 
cap.,  60,000  gala.;  2  pump,  eng.,  claaa  comp.  dup., 
cap.  day  1,000.000  gala.;  mains,  c  i.,  8  m.,  4  to  12 
in.  dia.;  89  hyd.;  met,  826;  800  serv.;  pres.,  dom.  46 
lbs.,  f.  120  Iba.;  eona.  day,  225,000  gala.;  coat, 
$61,000;  coat  mtcc,  $6,000;  wka.  owned  by  city. 

GREENSBURG,  p.  6,420;  f.  area,  400  a.;  mete 
bldaa.,  bk.  ft  atn.,  2  to  4  stor.;  priv..  bk.  ft  wd.,  1 
to  2  stor.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  atr.,  4  c  hand 
ex.,  1  h.  ft  1.  trk..  1  hoae  wag.,  1  hose  osct,  4 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al., 
telp.;  val.  equip.,  $10,000;  val.  bldga.,  $7,000;  exp. 
dept.  $2,260;  tot  mem.,  16,  pd.  full  time  2,  14 
vol 

Water  Supply — Src,  wella,  1  to  2  m.  bua.  cent; 
eys.,  pump  dir.;  2  res.  cap.,  600,000  gals.;  loc. 
IH  m.  court  houae;  2  pump,  eng.,  cap.  day  8,000,- 
000  gals.;  maina,  c  i.,  18  m.,  4  to  12  in.  dia.; 
166  hyd.;  85  v.;  met,  7'5;  1,500  serv.;  pipe,  galv. 
i.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons,  day,  600,- 

000  gals.;  cost  $210,000;  wks.  owned  by  Co. 

GREENTOWN,  p.  1,166;  f.  area,  280  a.;  mere' 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  oauaes  of  f.  inv.  F.  dept. —  1  comb,  c 
ft  h.  wag.,  1  c  eng.,  1  h.  ft  L  trk.;  hose,  cot, 
rub.  lined,  gd.,  1,100  ft;  f.  al.,  wh.;  val.  equip., 
$1,000;  val.  bldga.,  $60;  exp.  dept,  $80;  vol.; 
undns.  rating,  second  claas. 

Water  Supply— Src,  8  wella,  H  m.  bua.  cent; 
sys.,  pump  to  stdp.;  atdp.  cap.,  40,000  gala.; 
2  pump,  eng.,  cap.  day  140,000  rals.;  160  hvd.; 
6  v.;  180  serv.;  pres.,  dom.  40  Ids.,  f.  100  lbs.; 
cost,   $7,000;   wks.   owned  by  priv.   Co. 

GREENWOOD,  p.  1,608.  F.  dept — 4  c  ex.,  2 
hoae  car.;  hoae,  2,000  ft;  al.,  bell  ft  wh. 

Water  Supply — Sya.,  pump.;  2  pumpa,  dup.,  cap. 
2,000,000  gala,  day;  maina,  8  m.,  4  to  12  in.  dia.; 
42  hyd.;  prea.,  dom.  66  to  66  Iba.,  f.  100  to  110 
Iba. 

iHAGERSTOWN,  p.  986;  f.  area,  400  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm.;  no  fwks.  or  combt  ord.; 
causes  of  f.  inv.     F.  dept — 1  c  eng.,  1  hose  wag., 

1  h.  ft  1.  trk.;  hoae,  cot,  rub.  lined,  600  ft; 
f.  al.,  bell;  %'al.  equip.,  $900;  val.  bldga.,  $1,000; 
exp.  dept,  $70;  tot  mem.,  20;  undra.  rating, 
fourth   clasa. 

Water  Supply — Src,  apr. 

HAMMOND,  Lake  Co.,  p.  20,926;  mere  bldga., 
Atn.  ft  bk.,  2  to  6  stor.;  priv.,  wd.  ft  bk.,  1  to  8 
stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept— '1  auto.  comb, 
chem.  ft  h.  ft  I.  trk.,   2  str.,  8  comb,  c  ft  h.  wag., 

2  c.  eng.,  10  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
wag.,  16  hra.;  hose,  cot,  rub.  lined,  gd.,  7,300 
ft;  rub.,  gd.,  400  ft;  chem.,  1,200  ft;  tot  hose, 
8,000  ft.;  f.  aL,  Gamewell,  41  bx.;  vaL  equip., 
$49,000;  val.  bldgs.,  $44,824;  exp.. dept,  $40,500; 
tot.  mem.  86,  pd.  full  time. 

Water  Supply — Src,  Lake  Michigan,  5  m.  bua. 
cent;  sys.,  dir.  pres.;  4  pump,  eng.,  cap.  day  28,- 
000,000  gals.;  mains,  c  i.,  85  m.,  4  to  84  in. 
dia.;  485  hyd.;  470  v.;  met,  750;  5,800  serv.; 
pipe,  c.  i.;  pres.,  dom.  ft  f.  65  lbs.;  cons,  day, 
9,000,000  gals.;  cost,  $900,000;  cost  mtce.,  $46,- 
000;  wks.  owned  by  city. 

HARTFORD  CITY,  p.  6.187;  f.  area,  1,280  a.; 
mere  bldea.,  bk.  ft  stn.,  2  ft  8  ator.;  wd.  rfa.  not 
perm.:  fwlca.  ft  combt.  ord.  F.  dept.— 1  hand  eng., 
2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  1  hoae 
wag.,  1  aupply  wag.;  hoae,  cot,  rub.  lined,  gd., 
8,000  ft;  rub.,  gd.,  800  ft;  inf.,  700  ft;  tot 
hose,  4,500  ft.;  f.  al.,  wh.  ft  bell;  vaL  equip., 
$5,000;  val.  bldsa.,  $10,000;  exp.  dept,  $1,160; 
tot.  mem.  18,  pd.  full  time  1;  undrs.  rating,  aeo* 
ond  claaa. 

Water  Supply — Src,  wella,  H  m.  bua,  cent.;  m., 
pump  to  res.  ft  dir.;  rea.  cap.,  800,000  gala.;  foe. 
near  atalion;  2  pump,  eng.,  size  16  x  18  x  12,  cap. 
day  2,000,000  gals.;  maina,  iron,  20  m.,  4  to  12 
in.  dia.;  85  hyd.;  26  v.;  met,  1,046;  1,046  aerv.; 
pipe,  lead;  prea..  dom.  76  to  80  Iba.,  f.  100  to 
150  Iba.;  cona.  day,  800,000  gala.;  wka.  owned  by 
city. 

HEBROfI,  p.  821;  f.  area,  160  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  comb,  c  ft  h.  wag., 
c  hand  ex.,  1  h.  ft  1.  trk.;  hoae,  cot.,  rub.  lined. 
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d.,    260    ft.;    f.   al..   bell;    val.    equip.,    $500;    vaL 
Idn.,  $600;  exp.  dept..  flOO;  tot.  mem.,  25  vol. 
waterwks.  to  be  installed. 

HOBART,  p.  1,758;  f.  area,  6  a.;  mere,  bidgs., 
bk.  JE  wd.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
penn.:  fwka.  k  combt.  ord.  F.  dept. — 2  hand  eng., 
6  c  hand  ex.,  1  h.  A;  I.  trk.,  25  rub.  buckets,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  600  ft.;  val. 
equip.,  91,500;  val.  bidgs.,  $600;  tot.  mem.,  SO 
vol. 

Watw  Supply — Src.,  creek,  3  blocks  bus.  cent.; 
sys.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  51,000  gals.; 
res.  cap.,  10,500  ^als.;  1  pump,  eng.,  cap.  day, 
144.000  gals.;  main«,  c.  i.,  4  m.,  4  to  8  in.  dia.; 
88  hyd.;  125  serv.;  6  v.;  6  met.;  pres.,  dom.  40 
lbs.,  f.  60  lbs.;  cost,  $28,000;  cost  mtce.,  $1,250; 
wka.   owned  by   city. 

HOWELL,  p.  1,421;  annexed  to  Evansville. 
Ko  water  supply. 

HUNTINQBURG,  p.  2,464;  f.  area,  1,040  a.; 
mere,  bldgs.,  bk.  &  wd.,  1  to  3  stor.;  priv..  bk.  k 
•  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  h.  ft  L  trk.,  8  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft;  inf.,  800  ft.;  tot.  hose,  1,800 
ft.;  f.  al.,  bell;  val.  equip.,  $1,500;  val.  bldgs., 
$7,000;  exp.  dept,  $205;  tot  mem.  10,  pd.  part 
time. 

Water  Supply — Src,  2  artificial  lakes,  cap.  100,- 
000,000  gals.,  1%  m.  bus.  cent;  sys.,  pump  to 
stdp.  ft  dir.;  2  stdp.,  cap.  247,000  gals.;  2  pump, 
eng.,  class  dup.,  cap.  day  1,000,000  gals.;  mains, 
c.  i.,  10  m.,  4  to  12  in.  dia.;  50  hyd.;  met,  00; 
425  serv.;  pres.,  dom.  65  lbs.,  f.  85  to  100  lbs.; 
cost,  $52,000;  cost  mtce.,  $2,600;  wks.  owned  by 
city. 

HUNTINGTON,  p.  10.272;  f.  area,  6,600  a.; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  4  c.  hand  ex., 
2  comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  6  hrs.;  hose, 
cot,  rub.  lined,  cd.,  4,000  ft.;  rub.,  gd.,  860  ft; 
tot.  hose,  4,350  ft.;  f.  al.,  Oamewell,  20  bx.;  vaL 
equip.,  $15,860;  val.  bldgs.,  $11,000;  exp.  dept, 
$8,800;  tot.  mem.  11,  pd.  full  time. 

Water  Supply — Src,  wells,  1%  m.  bu3.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  3^6,500  gak.;  res. 
cap.,  37i5,000  gals.;  8  pump,  eng.,  cap.  day  4,500,- 
000  gals.;  mains,  c.  i.,  28  m.,  4  to  14  in.  dia.; 
274  hyd.;  252  v.;  met.,  2,121;  2,774  serv.;  pipe, 
lead;  pres.,  dom.  ft  f.  60  lbs.;  cons,  day,  1,200,000 
gals.;  cost,  $299,805;  cost  mtce.,  $11,3>46;  wks. 
owned  by  city. 

HYMERA,  p.  1,515;  mere,  hides.,  bk.,  1  to  8 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wo.  rfs.  not  perm, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  4  hrs.;  hose,  cot,  rub.  lined.,  gd.,  4,000 
ft;  f.  al.,  telp.;  vaL  equip.,  $2,000;  vaL  bldgs., 
$8,500;  exp.  dept,  $100;  tot  mem.,  11  vol. 

Water   Supply — Not   reported. 

INDIAN  HARBOR.  F.  dept— 8  hose  carts; 
hose,  3,000  ft;  f.  al.,  wh. 

Water  Supply — Src,  Lake  Michigan;  sys.,  pump 
dir.;  8  pumps,  cap.  dav  600,000  gals.;  mains,  8 
m.;  80  hyd.;  pres.,  00  lbs. 

INDIANAPOLIS,  p.  238,650;  f.  area,  86  m.; 
mere  bldgfs.,  bk.,  1  to  12  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1  to  4  stor.;  wd.  rfs.  perm,  in  f.  area.;  fwka. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept 
— 14  str.,  1  in  reserve,  8  c  eng.  on  wis., 
2  auto.  comb,  wag.,  77  c  hand  ex.,  1  auto.  h.  ft  1. 
trk.,  4  h.  ft  1.  trk.,  4  comb,  trk.,  2  aer.  trk.,  1 
water  tower,  2  auto,  squad  wag.  with  c  tk.,  2 
chiefs  auto.,  8  chiefs  wag.,  1  fuel  wag.,  1  supply 
wag.,  25  hose  wag.,  8  in  reserve,  118  hrs.;  hose, 
65,184  ft;  f.  al.,  Gamewell,  820  bx.:  exp.  dept, 
$847,408;  tot  mem.,   812,  pd.  full  time. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.  18,000,000  gals.,  loc 
near  station;  13  pump,  eng.,  class  cross  comp., 
cap.  day  00,000,000  gals.;  mains,  c  i..  840.24  m., 
4  to  86  in.  dia.;  2,886  hyd.;  2,642  v.;  met, 
8,082;  28,841  serv.;  pipe,  lead;  pres.,  dom.  66 
to  76  lbs.,  f.  120  lbs.;  cons.  day.  20.211,000  gals.; 
cost,  $5,000,000;  wks.  owned  by  Co. 

JASON VILLE,  p.  8,205;  f.  area.  400  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
causes  of  f.  inv.  F.  dept. — 1  comb,  c  ft  hose 
wsg.,  2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  600 
ft;  rub.,  gd.,  260  ft;  inf.,  200  ft;  tot  hose,  060 


ft;  f.  al.,  bell;  val.  equip.,  $a,600;  ral.  bldgs., 
$2,000;  exp.  dept,  $400;  tot  mem.,  5  vol. 

Water  Supply — Src,  8  deep  wells,  1  m.  boa 
cent;  sys.,  dir.  pres.:  res.  cap.,  250,000  gals.:  1 
pump,  eng.;  cap.  day,  860,000  gala.;  masoa, 
c  i.,  6  m.,  4  to  8  in.  dia.;  60  hyd.;  25  v.;  met, 
12;  pipe,  galv  i.;  pres.,  dom.  66  lbs.,  f.  120  lbs.; 
cons,  day,  7,000  gals.;,  cost,  $80,000;  wks.  owned 
by   Corp. 

JASPER,  p.  2,106;  f.  area,  800  a.;  mere  bldga., 
bk.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.; 
combt.    ord.;    causes    of    f.    not    inv.     F.    dept — 

1  h.  ft  1.  trk.,  4  hose  car.,  8  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  2,400  ft.;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $500;  exp.  dept,  $50;  tot  mem. 
15,  pd.  part  time;   undrs.  rating,  first  class. 

Water  Supply — Src,  riv.,  \i  m.  bus.  cent;  m^ 
pump  to  res.;  res.  cap.,  1,800,000  gals.,  loc 
on  hill  near  town;  2  pinnp.  eng.,  cap.  day  l.SOO,- 
000  gals.;  mains,  8%  m.,  4  to  10  in.  dia.;  68 
hyd.;  met,  125;  82  serv.;  pipe,  iron;  pres.. 
dom.  60  lbs.,  f.  120  lbs.;  eons,  day,  250,000 
gals.;  cost,  $25,000;  cost  mtce.,  $800;  wka. 
owned  by  town. 

JEFFERSONVILLE,  p.   10,412;  f.   area,   600   a.; 

mere  bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd. 
ft  bk.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  4  hand 
ex.,  1  comb,  c  ft  h.  wag.,  1  c.  eng.,  2  c  hand 
ex.,  2  hose  carts,  2  hose  car.,  8  hrs.;  hose,  cot^ 
rub.  lined,  gd..  8,100  ft.;  f.  aL,  telp.;  vaL  eoidp.. 
$6,500;  vaL  bldgs.,  $6,650;  exp.  dept,  $4,760; 
tot  mem.  15,  pd.  full  time  11,  pd.  part  time  4. 
Water  Supply — Src,  wells:  sys.,  pump  to  stdp.; 
stdp.  cap.,  260,000  gals.;  dim.,  16  x  150;  pmnp. 
eng.,  class  comp.  dup.,  cap.  day  8,500,000  gala.; 
mains,  15  m.,  6  to  16  in.  dia.;  140  hyd.;  1,100 
serv.;  pres.,  dom.  55  lbs.,  f.  00  to  100  lbs.;  cost 
$200,000;  cost  mtce,  $4,500;  wks.  owned  faj 
priv.  Corp. 

JONESBORO,  p.  1,678;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfe  perm,  in  f.  area.  F.  dept— 1  h.  ft  L 
trk.,  6  c  hand  ex.,  1  hoae  cart;  nose,  oot,  rub. 
lined,  gd.,  1,000  ft;  f.  aL,  bell;  vaL  equip., 
$1,600;  vaL  bldgs.,  $800;  exp.  dept.  $80;  tot 
mem.,   20  voL 

Water  Supply — Src,  wells;   S3's.,   2  pump  e 
mains,     4H     >»•;    37    hyd.;    cost,    $81,000; 
owned  by  Co. 

KENDALLVILLE,    p.     4,081;    f.    area,    126     a.; 

bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.  F.  dept — 4  hand  ex.,  1  h.  ft  L 
trk.,  1  comb.  c.  ft  h.  trk.,  2  hose  carts;  hose  cot, 
rub.  lined,  gd.,  2,700  ft;  fair,  800  ft;  tot  hose. 
3,000  ft;  f.  al.,  bell;  val.  equip.,  84,700;- val.  bldgs., 
$30,000;  tot  mem.,  17,  2  pd.  full  time,  16  voL; 
undrs.   rating,   first  class. 

Watsr  Supply — Src,  wells  ft  lake;  aje,  pump. 
dir.;  2  pump,  eng.,  class  comp.  dup.,  cap.  day 
1,750,000  gals.;  mains,  e  L,  12  m.,  4  to  12 
in.  dia.;  76  hyd.;  50  v.;  750  aerv.;  pipe,  galv.  L; 
pres.,  dom.  50  lbs.,  f.  80  to  110  lbs.;  co«t 
$76,000;  cost  mtce.,  $2,500;  wks.  owned  by  dty. 

KENTLAND,  p.  1,200;  f.  area,  40  a.;  mtrc. 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not   perm.     F.    dept. — 1    e    en^^.,    1    h.   ft   1.    trk. 

2  hose  carts;  hose,  cot,  rub.  hned,  gd.,  1,200  ft. 
f.  aL,  bell;  val.  equip.,  $1,200;  val.  bldgs.,  $500 
exp.  dept.,  $200;  tot.  mem.,  12  vol. 

Watsr  Supply — Src,  2  deep  wells;  sys.,  pump 
to  stdp.  ft  dir.;  stdp.  cap.,  47,000  gals.;  dim., 
20  X  20;  mat.,  pine  ft  stL;  res.  cap.,  30,000  sals.; 
8  pump,  eng.,  class  dup.,  cap.  day  1,1 5 f, 000 
gals.;  mains,  5  m.,  4  to  8  in.  dia.;  80  hyd.;  60 
%'.;  425  serv.;  pipe,  galv.  L;  pres.,  dom.  60  Iba., 
f.  85  to  180  Ids.;  cons,  day,  80,000  gals.;  coat 
$25,000;  cost  mtce.,  $1,000;  wks.  owned  by  city. 

KIRLIN,  p.  609.  F.  dept — 2  hand  c  m^»i 
hose,   100   ft 

Watsr   Supply — Src,  wella. 

KNIGHTSTOWN,  p.  2,008:  mere  bldgs..  bk.. 
2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  ifi. 
perm.:  fwks.  ft  combt  ord.  F.  dept — 1  h.  ft  L 
trk.,  2  hose  wag.;  hose,  cot,  gd.,  1,000  ft:  f.  aL, 
bell  ft  wh.;  vaL  equip.,  $1,600;  val.  bldga.,  $8,000i 
tot.  mem.,  15  vol. 

Watsr  Supply — Src,  wells,  H  m.  but.  oeut.; 
sys.,  pump,  to  stdp.  ft  dir.;  stdp.  cap.,  100,000 
ffals.,  dim.  12  x  115,  loc  22  ft  above  high  point 
in  town;   mat.,  boiler  L;  res.   cap.,   800,000  gala., 


FIRE   DEPARTMENTS   AND    WATER    SUPPLY— INDIANA. 


C-79 


loc.  at  station;  2  pump,  en^.,  class  horizontal 
comp.  dup.,  cap.  day  2,000,000  gals.;  mains, 
c.  i.,  7  m.,  4  to  12  in.  dia.;  65  hyd.;  26  v.;  met., 
58;  400  serv.;  pipe,  galv.  i.;  pre«.,  dom.  60  lbs., 
f.  115  lbs.;  c«na.  day,  150,000  gals.;  cost,  $26,- 
000;   cost   mtce.,   $2,000;   wks.  owned  by  city. 

KNOX,  p.  1,644;  f.  area,  over  1  sq.  m.;  bldgs., 
bk.  &  wd.;  wd.  rfs.  perm.  F.  dept. — 1  c  eng.,  1  h. 
ft  1.  trk.,  2  hoee  carta;  hose,  cot.,  rub.  lined,  gd., 
1,150  ft.;  f.  al..  bell;  tot.  mem.,  20  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys.. 
pump  to  stdp.  ft  dir.  pre«.;  stdp.  cap.,  40,000 
gals.:  1  pump,  eng.,  class  dup.;  42  hyd.;  pres.,  dom. 
47   lbs. 

KOKOMO,  p.  17,010;  f.  area,  2.000  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  comb.  c.  ft  h. 
wag.,  6  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  5  hose 
car.,  9  hrs. ;  hose,  cot.,  rub.  lined,  gd.,  4,500  ft.; 
inf..  1,000  ft.;  tot.  hose,  5,600  ft.;  f.  al..  Game- 
well;  val.  equip.,  |8,560;  val.  bldgs.,  920,000; 
exp.  dept.,  $9,687.50;  tot.  mem.  16,  pd.  full  time. 

Water  Supply — Src,  wells,  1^  m.  bus.  cent.; 
sys.,  pump  dir.;  res.  cap.,  750,000  gals.;  8  pump, 
eng.,  cap.  day  8,500,000  gals.;  mains,  47^  m., 
2  to  12  in.  dia.;  407  hyd.;  met.,  561;  4,252 
serv.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons.  day. 
1,850,000  gals.;  cost,  $102,000;  wks.  owned  by  Co. 

LADOGA,  p.  1,148;  f.  area,  3  blocks;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.  P.  dept. — 2  hand 
eng.,  2  hose  carts,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  600  ft.;  inf.,  300  ft.;  tot.  hose,  900  ft.;  f.  al., 
bell;  val.  equip.,  $1,500;  exp.  dept.,  $80;  tot.  mem., 
2(1  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  cisterns  ft  wells. 

LAFAYETTE,  p.  20,081;  f.  area,  1,280  a.;  mere. 
bldgs.,  stn.  ft  bk.,  1  to  8  stor;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
1  auto,  trk.,  1  c.  eng.,  3  comb.  c.  ft  h.  wag.,  17  c. 
hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1  hose  cart, 
14  hrs.;  hose,  cot.,  rub.  lined,  gd.,  7,000  ft.;  inf., 
2,700  ft.;  tot.  hose,  9,700  ft.;  f.  al.,  Gamewell, 
46  bx.;  val.  equip.,  $40,000;  val.  bldgs.,  $50,000; 
exp.  dept.,  $35,793;   tot.  mem.  31,  pd.  full  time. 

Water  Supply — Src,  wells,  H  m.  bus.  cent.:  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  4,200,000  gals.;  4 
pump,  eng.,  cap.  day  16,000,000  gals.;  mains,  c.  i., 
57  m.,  4  to  20  in.  dia.;  357  hyd.;  473  v.;  met., 
9S2;  5,034  serv.;  pipe,  lead;  pres.,  dom.  ft  f.  65 
to  90  lbs.;  cons,  day,  3,574,000  gals.;  cost,  $1,'55U,- 
766;   cost  mtce.,   $31,433;  wks.   owned  by   city. 

LA  GRANGE,  La  Grange  Co.,  p.  1,772;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  4  stor.;  priv.,  wd.  ft  bk.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  2,500  ft.;  f.  al.,  telp.;  val. 
equip.,  $1,000;  vaL  bldgs.,  $500;  tot.  mem.,  44 
vol. 

Watar  Supply — Src,  wellA;  sys.,  pump  dir.;  2 
pump,  en^.,  cap.  day  1,500,000  gals.;  mams,  6  m., 
4  to  10  m.  dia.;  58  hyd.;  275  serv.;  pipe,  galv.  i.; 
pres.,  dom.  60  to  80  lbs.,  f.  125  lbs.;  cost.  $20,- 
800;  cost  mtce.,  $6,500;  wks.  owned  by  town. 

LA  PORTE,  p.  10,626;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.,  1  to  5  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwka.  ft  combt.  ord.;  causes  of  f. 
not  in%'.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  1  auto, 
comb.  c.  eng.  ft  h.  wag.,  1  hand  hose  reel,  1  chiefs 
buggy,  5  hrs.;  hose,  ruo.  lined,  gd.,  5.600  ft.;  f.  al., 
Oamewell,  80  bx.;  val.  equip.,  $26,045;  vaL  bldgs., 
$17,000;  exp.  dept.,  $15,000;  tot  mem.  16,  pd. 
full  time. 

Water  Supply — Src,  wells,  4H  "»•  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  1,000,000  gals.;  3  pump, 
eng..  class  comp.  cond.,  cap.  day,  7,000,000  gals.; 
n>ains,  c.  i.,  35  m.,  4  to  18  in.  dia.;  264  nyd.; 
249  v.;  met,  43;  3,000  serv.;  pipe,  galv.  i.  ft 
lead;  pres.,  dom.  50  lbs.,  f.  100  lbs.;  cons,  day, 
2,500,000  gals.;  cost.  $515,000;  cost  mtce.,  $20,- 
000  wks.  owned  by  city. 

LAWRENCEBURG,  p.  8.930;  f.  area,  800  a.; 
mere  bldgs.,  bk.  ft  wd.,  2  ft  8  ster.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  1  in  reserve,  6 
c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  carts,  6  hrs.;  hose, 
cot,  rub.  lined,  gd.,  4,000  ft;  inf.,  500  ft.;  tot. 
hoee,  4,500  ft;  f.  al.,  bell;  vaL  equip.,  $10,000; 
val.  bldge.,  $8,000;  exp.  dept,  $500;  tot  mem.,  90 
▼oL 


Water  Supply — Priv.  water  Co. 

LEBANON,  p.  6.474;  f.  area,  800  a.;  mere  bldgs., 
bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwka.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 2  c.  hand  ex.,  1  hose  wag.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,400  ft;  f.  al., 
telp.;  vaL  equip.,  $2,920;  vaL  bldgs..  $15,000;  exp. 
dept,  $2,910;  tot.  mem.  ^,  pd.  full  time;  undn. 
rating,  third  claas. 

Water  Supply — Src.  deep  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  147,000  gals.;  dim., 
20  X  120;  mat,  iron;  res.  cap.,  500,000  gala.;  2 
pump.  eng..  cap.  day  2.000,000  gals.;  mains,  c.  i., 
18  m.,  4  to  12  in.  dia.:  145  hyd.;  110  v.;  met., 
102,  1,250  serv.;  pipe,  lead;  pres.,  dom.  ft  f.,  65 
lbs.;  cons,  day,  450,000  gals.;  cost,  $75,000;  cost 
mtce.,  $8,000;  wks.  ov^Tied  by  city. 

LEESBURQ,  p.  401;  f.  area,  80  a.  F.  dept.— 1 
hand  eng.,  1  c.  eng.,  1  h.  ft  1.  trk.,  1  hose  cart; 
hose,  500  ft;  f.  al.,  bell;  val.  equip.,  $1,150; 
vaL  bldgs.,  $200;  tot  mem.,  24  vol. 

Water  Supply — Src,  cisterns. 

LIBERTY,  p.  I,a3'8;  f.  area,  200  a.;  mere,  bldgs., 
bk.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  2  ptor.;  wd.  rfs. 
perm,  in  f.  area;  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  15  c.  hand  ex.,  1  hose  wag.,  X 
hrs.;  hose,  1,000  ft.;  f.  al.,  wh. ;  val.  equip., 
$1,500;  vaL  bldgs.,  $800;  exp.  dept,  $150;  tot 
mem.   7,  pd.  part  time. 

Water  Supply — Src,  spr.,  4  blocks  bus.  cent.; 
sys.,  dir.  pres.  ft  pump  1o  stdp.;  stdp.  cap.,  75,000 

5als.;  2  res.,  cap.  600,000  gals.;  2  pump,  eng.,  cap. 
ay  500,000  gals.;  mains,  4  m..  4  to  8  in.  dia.; 
55  hyd.;  300  serv.;  31  met.;  pres.,  dom.  60  Ibg., 
f.  112  lbs.;  cons,  day,  85,000  gals.;  cost,  $23,000; 
cost  mtce.,   $2,500;  wks.  owned  by  municipality. 

LIQONIER,  p.  2,173;  f.  area,  150  a.;  mere,  bldgs., 
bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ord.;  cauaes  of  f.  not  inv.  F.  dept. — 
1  h.  ft  1.  trk.,  3  hose  carta;  hose,  cot,  rub»  lined, 

fd.,  2,000  ft;  f.  al.,  beU  ft  wh.  ft  telp.;  exp.  dept, 
460;  tot  mem.,  48  vol. 

Water  Supply — Src.  wells,  U  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  galsi}.  dim., 
20  X  30;  mat.,  atl.  ft  wd.;  pump,  eng.,  clasi  dup., 
eize  14  X  8H  z  10,  cap.  day  1,500,000  gals.; 
mains,  c  i.,  9  m.,  4  to  8  in.  dia.;  40  hyd.;  I2  v.; 
met,  111;  450  serv.;  pipe.  galv.  i.;  pres.,  dfljn.  45 
lbs.,  f.  125  lbs.;  cost,  $90,000; 'cost  mtce.,  $ti400; 
wks.   owned  by  city. 

LINDEN,   p.    556.     F.   dept — 1    c   eng.,    1  fe^nd 
entr.:  hose,  350  ft.;  tot.  mem.,  20  vol. 
Water   Supply — Src,    cisterns. 

LINTON,  p.  5,906;  mere  bldgs.,  bk..  1  to  1 
stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.  F.  dept. — 1  hand  enp.,  1  comb,  e  ft  h. 
wag.,  2  e  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2 
hrs.;  hose,  cot,  rub.  lined,  1,500  ft.;  f.  al.,  bell; 
val.  equip.,  $3,000;  val.  bldgs.,  $1,000;  exp.  dept, 
$1,800;  tot.  mem.,  10  vol. 

Water  Supply — Src,  wells,  8  m.  bus.  cent.; 
sys.,  pump  dir.;  2  pump,  eng.,  class  comp.  dup., 
cap.  dav  1,000,000  gals.;  mains,  c  {.,  12.2  m., 
4  to  12  in.  dia.;  79  hyd.;  66  v.;  met,  65;  900 
serv.;  pipe,  galv.  ft  wrt.  i. ;  pres.,  dom.  60  lbs., 
f.    90   lbs.;    cost.   $114,000;   wks.   owned   by   Co. 

LOGANSPORT.  p.  19,050;  f.  area,  2,200  a.; 
mere  bldgs.,  bk.  ft  stn.,  3  ft  4  stor.;  priv  bk.  ft 
wd.,  2  ft  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  str.,  4  c.  eng.,  6  comb,  c  ft  h.  wag.,  10  e 
hand  ex.,  1  h.  ft  1.  trk.,  1  chief's  wag.,  1  auto, 
comb.  c.  ft  h.  wag.,  4  hose  wag.,  9  hrs.;  hose,  cot., 
nib.  lined,  gd.,  7,500  ft;  inf.,  1,500  ft;  tot  hose, 
9.000  ft.;  f.  al.,  Gamewell,  62  bx.;  val.  equip., 
$30,000;  val.  bldgs.,  $35,000;  exp.  dept,  $27,000; 
tot.  mem.  24,  pd.  full  time;  undrs.  rating,  first 
cla>ss. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  dir.:  5  pump,  eng.,  cap  day  15.000,000 
flrals.;  mains,  c.  i.,  43  m.,  2  to  20  in.  dia.;  219 
hyd.;  340  v.;  met.,  2;  4,000  serv.;  pipe,  lead; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons.  day.  5,500,000 
gals.;  cost,  $260,000;  cost  mtce.,  $19,000;  wks. 
owned  by  city. 

LOOGOOTEE,  p.  2,154;  f.  area.,  600  a.:  mere, 
bldgs.,  bk.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  1% 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept. — 3  c  eng.,  2  c  hand 
ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hrs.;  hoRe,  cot, 
rub.   lined,   gd.,    1,450   ft;   rub.,  gd.,   800    ft;   tot 
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hose,  1.750  ft.;  f.  al..  bell  k  wh.;  val.  equip.. 
$1,000;  exp.  dept,  $300;  tot.  mem.,  17  vol. 

Water  Supply — Src,  wells;  sys.,  pump,  to  «tdp.; 
stdp.  cap.,  40,000  gal«.;  res.  cap.,  50,000  gala.;  1 
pump,  eng.,  cap.  day  47,250  gala.:  mains,  1  m.;  14 
hyd.;  cost,  |S,000;  cost  mtce.,  $250;  wks.  owned 
by  city. 

LOWELL,  p.  1,285;  f.  area,  120  a.;  mere,  bldg^., 
bk.  ft  wd.,  1  to  2  stor.;  priv.,  bk.  ic  wd.,  2  stor.; 
wd.  bidgi.  not  perm,  in  f.  area;  combt.  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  900  ft.;  f.  al., 
bell,  14  bx.:  val.  equip.,  $1,400;  val.  bldgs.,  $800; 
exp.  dept.,  $50;  tot.  mem.,  30  vol. 

Water  Supply — Bra,  well;  aya.,  grav.  ft  pump 
to  atdp.;  stdp.  cap.,  70,000  gala.;  dim.,  100  x  10; 

2  pump,  eng.;  mains,  8  m. ;  24  hyd.;  350  serv.; 
pres.,  dom.  40  lbs.,  f.  120  lbs.;  cost,  $17,000; 
«08t  mtce.,  $1,500;  wks.  owned  by  town. 

MADISON,  p.  6,034;  mere,  bldga.,  bk.,  2  to  4 
ator.;  priv.,  blc.  ft  wd.,  2  ator.;  wd.  rfs.  perm.; 
fwka.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept. — 

3  str.,  1  h.  ft  1.  trk.,  1  hoae  wag.,  6  hose  car., 
12  bra.;  hose,  rub.,  gd.,  4,000  ft.;  inf.,  1,000  ft; 
tot  hose,  6,000  ft;  f.  al.,  Gamewell,  24  bz.;  val. 
equip.,  $25,000;  val.  bldga.,  $10,000;  tot  mem., 
158  vol. 

Watar  Supply — Src  riv.;  sya.,  pump  to  res.; 
rea.  cap.,  1,440,000  gals.;  2  pump,  eng.,  claaa 
vert  comp.  cond.,  cap.  day  2,000,000  gals.;  mains. 
14  m.,  4  to  12  in.  dia.:  125  hyd.;  900  serv.;  pipe, 
iron;  pres.,  dom.  60  lbs.,  f.  60  Iba.;  cons,  day, 
600,000  gala.;  cost,  $100,000;  cost  mtce.,  $7,600; 
wks.  owned  by  city. 

MARION,  Grant  County,  p.  19,850;  mere  bldga., 
bk.  ft  wd.,  1  to  5  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 5  auto.  comb.  c.  &  h. 
wag.,  1  auto,  tractor,  1  h.  ft  1.  trk.,  12  c.  hand 
ex.,  1  hose  reel;  hose,  cot.,  rub.  lined,  gd.,  1,200 
ft;  inf.,  5,000  ft;  tot  hose  6,200  ft;  f.  al., 
Qamewell,  4»5  bx.;  vaL  equip.,  $35,000;  val.  bldgs., 
$22,000;  exp.  dept,  $83,000;  tot  mem.  46,  pd. 
full  time  26,  vol.  20. 

Water  Supply — Src,  wells;  ays.,  pump  dir.; 
res.  cap.,  8,000,000  gals.;  2  pump,  eng.,  class 
trip,  ft  dup.,  cap.  day  9,000,000  gala.;  mains,  c  i., 
42  m.,  4  to  20  in.  dia.;  846  hyd.;  286  v.;  met, 
798;  3,400  serv.;  pipe,  lead;  pres.,  dom.  50  lbs., 
f.  130  Iba.;  cons,  (fay,  1,704,790  gals.;  cost  $810,- 
000;  cost  mtce.,  $17,500;  wks.  owned  by  city. 

MARKLE,  p.  820;  f.  area,  640  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area.;  fwks.  ft  comb,  ord.;  causes 
of  f.  Inv.  F.  dept. — 1  gas  eng.,  1  hoae  reel,  c. 
hand  ex.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft; 
val.  equip.,  $2,500;  val.  bides.,  $400;  exp.  dept, 
$25:  tot.  mem.,   16  vol.;  undrs.  rating,  fifth  class. 

Water  Supply — Src,  cisterns  ft  riv.,  %  m.  bus. 
cent;  ays.,  pump;  cistern  cap.,  1,400  bbls.;  1 
pump,  eng.;  cost,   $5,000;  wks.  owned  by  city. 

MARTINSVILLE,  p.  4,529;  f.  area,  10  a.;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv..  bk.  ft  wd.,  1  to  2 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
rombt.  ord.;  causes  of  f.  inv.  F.  dept — 2  c. 
hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  3  hrs.;  hose, 
cot.  rub.  lined,  gd.,  500  ft;  1,000  ft  rub.;  inf., 
200  ft;  tot  hose,  1,700  ft;  f.  al.,  telp.;  val. 
equip.,  $2,000;  exp.  dept,  $1,000;  tot  mem.  20. 
pd.  part  time. 

Watar  Supply — Src.  well,  %  m.  bus.  cent; 
sys.,  pump  dir.;  3  pump,  en^.,  daaa  comp.  dup.. 
cap.  day  2,000,000  gals.;  mains.  11  m,,  4  to  10 
in.  dia.;  84  hyd.;  600  serv.;  pipe,  galv.  I.;  Pres., 
dom.  60  Iba.,  f.  80  to  120  lbs.;  cons,  day,  500,000 
gala.;  coat  $33,000;  cost  mtce,  $5,000;  wks. 
owned  by  city. 

MATTHEWS,  Grant  County,  p.  688.  F.  dept-— 
8  e  hand  ex.,  1  c.  ensr.,  1  h.  ft  1.  trk.;  f.  al., 
telp..  bell;   val.   equip.,   $500;  tot   mem.,  20, 

Water  Supply — Not  reported. 

MICHIGAN  CITY.  p.  10,027;  f.  area,  200  a.; 
mere   bldgs.,   bk.,   2   to  4    stor.;    pnv..    wd.  ft  bk., 

1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt  ord.;  causes  of  f.    inv.     F.  dept. — 2  atr., 

2  auto.  comb.  c.  ft  h.  wag.,  1  chiefs  auto.,  5  c 
hand  ex.,  c  eng.,  1  h.  ft  1.  trk.,  2  hoae  wag.,  i 
hoae  reels,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,000 
ft;  inf.,  500  ft;  tot  hose,  6.500  ft;  f.  al.,  Game- 
well,  84  bx.;  val.  equip..  $20,000;  val.  bldga., 
$26,000;  exp.  dept,  $21,000;  tot  mem.  42.  pd. 
full  time  16,  pd.  part  time  26. 


Watar  Supply — Src,  Lake  Michigan,  ^  m.  bua. 
cent;  sys.,  pump  dir.;  8  pump,  eng.,  cap.  day 
10,000,000  gals.;  mains,  c.  1.,  42  m.  4  to  SO  in. 
dia.;  350  h^d.;  60  v.;  met.,  20;  1,800  aerv.;  pipe, 
lead,  ffalv.  i.;  pres..  dom.  40  lbs.,  f.  80  lbs.;  cons, 
day.  7.000,000  gala.;  cost  mtce,  $3,000;  wks. 
owned  by  city. 

MIDDLETOWN,  p.  1,174;  mere  bldga.,  bk.,  1 
to  3  ator.;  priv.,  bk.  ft  wd.  1^  ator.;  wd.  rfs. 
not  perm.;  no  fwks.  ft  comot  ord.;  cauaea  of  f. 
inv.  F.  dept. — 2  hose  wag.,  1  hose  reel;  hose, 
cot,  rub.  lined,  gd.,  1,800  ft.;  rub.,  gtL,  1,800  ft; 
tot  hoae,  2,600  it;  f.  al.,  wh.;  val.  equip.,  $1,080; 
val.  bldgs.,  $400;  tot  mem.  21,  pd.  part  time 

Watar  Supply — Src,  wella,  H  m.  bua.  cent; 
sya.,  pump  dir.  to  mains;  res.  cap.,  120.000  gala.; 
loe  at  pump  atation;  2  pump,  eng.,  daaa  oomp. 
dup.;  cap.  day,  150,000  gals.;  mains,  c.  i.,  5  m.,  4 
to  10  in.  dia.;  40  hyd.;  20  v.;  265  serv.;  pipe, 
galv.  i.;  pres.,  dom.  40  lbs.  f.  80  lb?.;  cons.  day. 
120,000  gals.;  cost.  $25,000;  coat  mtce.,  $2,009; 
wks.   owned  by   city. 

MILFORD,  p.  169.  F.  dept— 1  h.  ft  L  triL. 
2  hoae  carta;  f.  aL,  telp.;  hoae,  500  ft.  cot,  mb. 
lined;    tot    mem.,    83. 

Watar  Supply — Sya.,  pump  to  atdp.  ft  dir.;  atdp. 
cap.,  88,000  gala.;  1  pump,  cap.  720,000  gala, 
day;  mains,  2  1-8  m.,  8  to  4  in.  dia.;  22  hyd.; 
pres.,  00  lbs. 

MILLER,  p.  800;  f.  area,  4,586  a.;  mere  bldga., 
stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt  ord.; 
causes  of  f.  not  inv.  F.  dept. — 1  comb,  e  ft  h. 
wag.,  1  e  eng.,  2  e  hand  ex.;  f.  aL,  bell;  TaL 
equip.,  $500;  exp.  dept,  $100:  tot  mem.,  20  toL 

Water   Supply — ^Not  reported. 

MILLERSBURG,  p.  428.  F.  dept — 1  h.  ft  I 
trk.;  hose,  200  ft;  t.  al.,  bell;  voL 

Watar   Supply — ^Not   reported. 

MISHAWAKA,  p.  11,88«;  f.  area,  1,600  a.; 
mere  bldga.,  stn.  ft  bk.,  1  to  8  ator.;  priv.,  at,  bk. 
ft  cone,  1  to  8  stor.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.:  cauaes  of  f.  inv.  F.  dept — 
6  c.  hand  ex..  1  h.  si.  trk.,  1  comb,  hoae  wag..  1 
auto.  comb.  c.  trk.;  hose,  cot.,  rub.  lined.  6,000 
ft.;  f.  aL,  Gamewell,  29  bx.;  val.  equip.,  $20,000; 
vaL  bldgs.,  $25,000;  tot.  mem.  52.  pd.  full  time 
12.   vol,   40. 

Water  Supply — Src.,  wells;  sya..  pump  dir.;  2 
pump,  eng.,  cap.  day  8,000,000  gals.;  maina,  e  i.. 
29^  m..  4  to  20  in.  dia.;  228  hyd.;  270  v.:  1,826 
met;  2,800  serv.;  pipe,  c.  L;  prea..  dom.  65  Iba., 
f.  105  Iba.;  cons,  day,  1.400,000  gala.;  cost,  $260.- 
000;  cost  mtce,  $14,500;  wks.  owned  by  dtj. 

MONON,  p.  1,184;  f.  area,  180  a.;  mere  bldga., 
bk.  ft  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfe  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea  of 
I.  inv.  F.  dept. — 2  hand  eng.,  2  e  eng.  on  wla., 
1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  200  ft; 
inf.,  250  ft;  tot  hose,  450  ft;  f.  aL,  bell;  vaL 
equip.,  $1,800;  vaL  bldga.,  $1,500;  exp.  dept, 
$95;  tot.  mem.,  15  voL 

Water  Supply — Sre,  wella  ft  creek. 

MONROEVILLE,  n.  910.  F.  dept  —  1  hand 
eng.,  1  hose  cart,  1  n.  ft  1.  trk.,  6  Babcock  e  ex.; 
hose,  cot,  rub.  lined,  1,000  ft;  tot  mem.,   16. 

Water  Supply — Src,  wella  ft  ciateroa,  500  bbla. 
cap.  each. 

MONTICELLO,  p.  2,168;  mere  bldga..  bk.,  2  ft 
8  stor.;  priv..  wd..  1  ft  2  stor.;  wd.  rfe  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept— 
8  e  hand  ex..  1  h.  ft  L  trk.,  2  hoae  car.;  hoae, 
cot,  rub.  lined,  gd.,  1,600  ft;  vaL  equip.,  $1,850; 
val.  bldgs.,  $800;  tot  mem.,  25  toL;  undn.  rating, 
aecond   class. 

Watar  Supply — Sre,  wells,  1,000  ft  bua.  cent; 
sys.,    pump   to   atdp.    ft   dir.;    atdp.    cap.,    124,650 

fala.;  dim.  14  x  110,  loe  centrally,  mat  atecL; 
comb.  dup.  pump,  eng.,  cap.  day  1,000,000 
gals.;  mains,  c  i.,  6^  m.,  4  to  10  in.  dia.;  55 
hyd.;  15  v.;  met,  15;  290  serv.;  pipe,  lead  ft 
iron;  prea.,  dom.  88  Iba.,  f.  60  Iba.;  coat,  $32,000; 
wks.    owned   by   city. 

MONTPELIER,  p.  2,786;  f.  area,  800  a.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  1  to  8  ator.:  priv.,  wd.,  2 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.  F.  dept — 1  hand  eng.,  1  e  eng.  on  wlii, 
4  e  hand  ex.,  1  h.  ft  L  trk..  1  hoae  wag..  2  hoae 
carts;  hose,  cot,  rub.  lined,  gd..  1,800  ft;  inf.,  €00 
ft;  tot  hose,  2.400  ft:  f.  al.,  bell  ft  wh.;  tsL 
equip.,  $1,000;  vaL  bldga.,  $8,000;  exp.  dept, 
$850;    tot.   mem.,    40   voL 
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Watar  Supply — Src,  wells;  lyc,  pump  dir.;  ret. 
cap.,  400,000  sals.;  2  pump,  eng.,  class  comp. 
dnp.,  cap.  day  2,000,000  gals.;  mains,  6  m.;  40 
hyd.;  40  serv.;  pipe,  lead;  prea.,  dom.  40  Ibs^  f. 
40  to  100  lbs.;  coat,  $41,500;  wka.  owned  by  Co. 

MOORESVILLE.  p.  1,608.  F.  dept. — 8  hoae 
reels;  hose,  1,600  ft.;  f.  al.,  telp.  s  wh.;  tot. 
mem.,  12,  part  pd.  A  voL 

Water  Supply — Src,  wells;  sya.,  pump  to  res.; 
res.  cap.,  60,000  gals.;  1  pump.,  class  dup.,  cap. 
day,  600,000  gals.;  maina,  S  m.,  4  to  8  in.  dia.; 
26  hyd.;  7  v. 

MOROCCO,  p.  927.  F.  dept. — 2  c.  et»g.,  1  h. 
k  1.  trk.;  hose,  cot.,  rub.  lined,  gd.,  200  ft.;  tot. 
mem.,  18  vols. 

Watar   Supply^— Not  reported. 

MT.  VERNON,  Posey  Co.,  p.  6,568;  mere, 
bldgs.,  bk.,  2  to  8  stor.;  prlv.,  bk.  ft  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  mv.  F.  dept. — 2  c.  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  1  hose  cart,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  1,700  ft.;  f.  al.,  bell,  wh.  ft 
telp.;  val.  eouip..  $8,600;  ezp.  dept.,  $1,460;  tot. 
mem.,  11,  po.  full  time. 

Water  Supply — Src,  rlr.,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  196,000  gals.;  dim.  16 
X  180,  loc  1^  m.  station,  mat  stl.;  4  pump,  eng., 
daas  8  high,  1  low  aenr.,  cap.  day  4,000,000  flrala.; 
15  m.  mains,  c  L,  6  to  12  in.  dia.:  100  hyd.; 
1,186  serv.;  met,  99;  pipe,  lead  ft  nlv.  L;  pres., 
dom.  75  lbs.,  f.  116  Iba.;  wks.  owned  by  Oo. 

MUNCIE,  p.  24,005;  f.  area,  60  a.;  mere,  bldgrs., 
stn.  ft  bk.,  2  to  6  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 2  str.,  2  comb.  c.  ft  h.  w«g.,  1  auto, 
triple  comb.  chem.  hose  ft  pumper,  4  c.  hand  ex., 
1  auto,  aer.,  tractor  with  trk.,  8  hose  wag.,  1  chiefs 
auto.,  7  hra.;  hose,  cot,  rub.  lined,  gd.,  6,600  ft; 
rub.,  gd.,  250  ft;  inf.,  700  ft;  tot  hose,  7,450  ft; 
f.  al.,  Oamewell,  50  bx.;  val.  equip.,  $25,000; 
TaL  bldgs.,  $16,000:  cxp.  dept,  $24,882.41;  tot 
mem.   22,  pd.  full  tune;  undrs.  rating,  third  class. 

Water  Supply — Src.,  wells  ft  riv.;  sya.,  pump 
dir.;  5  pump,  eng.,  cap.  day  15,000,000  gals.; 
mains,  89  m.,  4  to  16  in.  dia.;  259  hyd.;  60 
▼.;  2,792  aerv.;  prea.,  dom.  40  lbs.,  f.  125  to  160 
lbs.;  wks.  owned  by  Go. 

NAPANEE,  p.  2,260;  f.  area,  640  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  to  2  stor.;  priT.,  bk.  ft  wd.,  1^  stor.; 
wd.  rfs.  perm,  in  f.  area;  cauaes  of  f.  inv.  F.  dept 
— 1  h.  ft  1.  trk.,  2  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  1,800  ft;  inf.,  500  ft;  tot  hose,  2,300  ft; 
f.   al.,  bell  ft  wh.;  tot  mem.,  25  vol. 

Watar  Supply — Src,  well,  1^  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  76,000  gals.:  dim., 
20  z  24;  mat,  stl.;  1  pump,  eng.,  cap.  day  870,000 
gala.;  mains,  6  m.,  4  to  8  in.  dia.;  42  hyd.;  met., 
85;  810  serv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f. 
126  lbs.;  cons,  day,  85,000  gals.;  cost,  $22,000; 
cost  mtce.,  $2,800;  wks.  owned  by  city. 

NEW  ALBANY,  p.  20,629;  f.  area,  8,840  a.; 
mere,  bldgs.,  bk.  ft  wd.,  2  ft  5  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  hand  eng.,  1  h.  ft  1.  trk.,  2 
hose  wag.  with  ladders,  8  hose  reels,  14  hrs.;  hose, 
rub.,  gd.,  6,000  ft;  inf.,  1,400  ft;  tot.  hose,  7,400 
ft.;  f.  al.,  Oamewell  ft  Gaynor,  38  bz.;  val.  equip., 
$12,000;  val.  bldgs.,  $24,500;  ezp.  dept,  $19,500: 
tot  mem.  22,  pd.  full  time;  undrs.  rating,  second 
class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
grav.  ft  pump  to  res.;  res.  cap.,  27,000,000  gals.; 
foe  800  ft  above  level  of  riv.;  pump.  eng.  ft  motors, 
cap.  day  5,000,000  gals.;  mains,  c  i.,  25  m.,  1  to 
24  in.  dia.;  220  hyd.;  met,  370;  8,600  serv.;  pipe, 
lead  ft  galv.  i.;  prea.,  f.  80  lbs.;  wks.  owned  by  Co. 

NEWBURG,  p.  1,097;  mere  bldgs.,  bk.  ft  wd.  F. 
dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose, 
700  ft;  f.  aL,  bell. 

Watar  Supply — Src,  cisterns. 

NEW  CARLISLE,  p.  612.  F.  dept— 1  h.  ft  1. 
trk.,  1  hose  cart,  1  hose  car.;  hose,  cot,  rub.  lined, 
1,000  ft;  f.  al.,  bell;  tot  mem.,  20. 

Watar  Supply — Src,  5  wella;  sya.,  pump  dir.; 
stdp.  cap.,  88,000  gals.;  2  pumps,  class  dup.,  cap. 
760,000  gala,  day;  2^  m.  mains,  4  to  6  in.  dia.; 
18  hyd. 

NEW  CASTLE,  Henry  Co.,  p.  9,446;  mere  bldgs., 
bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  ris.  perm.; 
no  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  comb,  c  ft  h.  wag.,  2  ladders,  2  hra.;  hoae,  cot., 


rub.  lined,  gd.,  2,500  ft;  rub.,  inf..  1,600  ft;  tot 
hose,  4,000  ft;  f.  al.,  elec,  85  bz.;  tot.  mem.  88, 
pd.  full  time  5,  vol.  88. 

Water  Supply — Src,  13  weUs,  %,  m.  bus.  cent; 
<sys.,  pump  dir.;  res.  cap.,  2,000,000  gals.;  2  pump, 
eng.,  class  hor.  dup.,  cap.  day  4,600,000  gals.;  mains, 
c.  i.,  26  m.,  4  to  12  in.  dia.;  139  hyd.;.  met,  800; 
2,800  serv.;  pres.,  dom.  80  lbs.,  f.  ItoO  lb*.;  cons, 
day,  1,100,000  gals.;  cost,  $li25,000;  cost  mtce., 
$18,000;  wks.  owned  by  city. 

NEW  HARMONY,  p.  1,229;  f.  area,  225  a.;  mere 
bldgis.,  bk.,  1  to  3  stor.;  priv.,  bk.  ft  cone,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  gaa.  eng.,  1 
hand  eng.,  60  e  hand  ex.,  1  h.  ft  1.  trk.,  1  aer. 
trk.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  inf.,  1,500  ft;  tot  hose,  2,500  ft;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $2,200;  vaL  bldga., 
$300;  exp.  dept,  $75;  tot  mem.  19,  pd.  full 
time  1,  vol.  18. 

Water  Supply — Src,  wells,  riv.  ft  cisterns;  5  hyd.; 
waterwka.  contemplated. 

NEW  HAVEN,  p.  1,038.  P.  dept.~l  h.  ft  L  trk., 
2  hose  carts;  f.  al.,  bell;  hose,  cot.,  rub.  lined,  gd., 
1,200  ft;  val.  equip.,  $1,500:  val.  bldgs.,  $10,000; 
exp.  dept,  $125;  tot.  mem.,  20  voL 

Watar  Supply — Src,  artesian  wells;  sya.,  pump  to 
res.  ft  dir.;  8  pump,  eng.,  cap.  day  340,000  gals.; 
mains,  8  m.,  4  to  8  in.  dia.;  20  hyd.;  8  v.;  pres., 
dom.  25  to  40  lbs.,  f.  80  to  100  lbs.;  wks.  owned 
by   city. 

NEW  PALESTINE,  p.  450.  F.  dept— 1  e  eng., 
1  hand  ens.,  1  hose  cart,  1  h.  ft  1.  trk.;  hoae,  800 
ft:  elee  si.,  6  bz.;  tot  mem.,  20  vol. 

Water  Supply — Src,  cistema. 

NOBLESVILLE,  p.  6,078;  f.  area,  686  a.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft 
wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
f^K'ka.  ft  combt  oxd.;  cauaea  of  f.  inv.     F.  dept. — 

1  comb.  c.  ft  h.  wag.,  2  e  hand  ex.,  8  hoae  carts,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,500  ft.;  rub.,  ffd., 
1,000  ft;  inf.,  200  ft;  tot  hoae,  3,700  ft;  f.  aL, 
Oamewell,  8  bz.;  val.  equip.,  $7,755;  val.  bldgs., 
$4,000;  ezp.  dept,  $2,679;  tot  mem.  8,  pd.  full 
time. 

Watar  Supply — Src,  wella,  ^  m.  bua.  cent;  sys., 
dir.  pres.;  res.  cap.,  300,000  gals.;  pump,  eng., 
cap.  day  3,000,000  gals.;  mains,  c.  i.,  13  m.,  4 
to  12  in.  dia.;  108  hyd.;  met,  100;  800  serv.; 
pipe,  galv.  L;  pres.,  dom.  46  lbs.,  f.  100  lbs.;  cons, 
day,  20,000  bbls.;  cost,  $110,000;  cost  mtce., 
$6,200;  wks.  owned  by  priv.  Co. 

NORTH  JUDSON,  p.  1,143.  F.  dept— 1  gaa. 
eng.,  1  hose  reel,  12  e  hand  ez.;  f.  al.,  bell;  val. 
equip.,  $15,000;  val.  bldgs.,  $5,000;  exp.  dept, 
$50;   tot.   mem.,   12  vol. 

NORTH  MANCHESTER,  p.  2,428;  f.  area,  640 
a.;  mere  bldga.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 

2  stor.  F.  dept. — 1  comb,  c  ft  h.  wag.,  2  c  hand 
ex.,  1  c.  eng.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose 
reel,  8  hoee  car.;  hose,  cot.,  rub.  lined,  gd.,  1,500 
ft;  rub.,  gd.,  1,200  ft;  inf.,  400  ft;  tot  hose, 
3,100  ft;  val.  equip.,  $3,000;  val.  bldgs., 
$4,000;  exp.  dept,  ^1,500;  tot.  mem.  11,  pd. 
full  time  1,  pd.  part  time  2,  voL  8;  undrs.  rating, 
third  class. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  160,000  gals.;  dim.,  18  x  110; 
mat,  stl.;  res.  cap.,  65,000  gals.;  2  pump,  eng., 
class  dup.,  cap.  day  3*25,000  gals.;  mains,  8  m., 
4  to  10  in.  dia.;  63  hyd.;  28  v.;  met.  425;  224 
serv.;  pipe,  galv.  i.;  pres.,  dom.  48  lbs.,  f.  100 
lbs.;  cons,  day,  325,000  gals.;  cost,  $30,000;  cost 
mtce.,  $3,000;  wks.  owned  by  city. 

NORTH  VERNON,  p.  2,915;  f.  area,  250  a.; 
bldga.,  frame  ft  bk.,  1,  2  ft  8  stor.;  wd.  rfs.  not 
perm,  in  f.  area.  F.  dept — 1  str.,  2  h.  ft  1.  trk.,  2 
hose  car.,  4  c  ex.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft;  f.  al.,  telp.;  vaL  equip.,  $7,600;  val.  bldgs., 
$800;  exp.  dept,  $250;  tot  mem.  23,  pd.  part 
time  1,'  vol.  22;  undrs.  rating,  second  class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  85,000  gals.;  dim.,  12  x  100;  mat, 
stl.  ft  stn.;  res.  cap.,  30,000,000  gals.;  2  pump, 
eng.,  class  comp.  dup.,  cap.  day  2,325,000  gals.; 
mains,  5  m.,  4  to  10  in.  dia.;  55  hyd.;  12  v.;  250 
serv.;  pipe,  galv.  i. ;  pres.,  dom.  65  lbs.,  f.  140 
lbs.;  cons,  day,  255,000  gals.;  coat,  $30,000;  cost 
mtce.,  $1,200;  wks.  owned  by  city. 

OAKLAWD  CITY,  p.  2,370;  f.  area,  1,500  a.; 
mere  bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  2 
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Bior. ;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F,  dept. — 1  hose  wag.,  1  hose  cart,  6 
hand  ladders;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  bell  ft  wh. ;  tot.  mem.,  12  vol.;  undrs.  rating, 
fourth   cla«8. 

Watsr  Supply — Src,  lake,  %  m.  bus.  cent.;  sfs., 
pump  to  stdp.  ft  dir.;  etdp.  cap.,  65,000  gals.;  dim., 
19  X  30;  mat.,  stl. ;  res.  cap.,  76,000,000  gals.; 
loc.  %  m.  city;  2  pump,  eng.,  cap.  dar  2,000,000 
gals.;  mains,  c.  i.,  6'^  m.,  6  to  10  in.  dia.;  11 
met.;  40  hyd.;  14  v.;  450  serv.;  pipe,  gaslv.  i.,  pres., 
dom.  60  lbs.,  f.  SO  to  100  lbs.;  cost,  $40,000;  cost 
mtce.,  $600;  wks.  leased  by  Co.  to  city. 

ODON,  p.  1,064.     F.  dept. — 2  c.  eng.,  1  h.  ft  L 
trk.;  hose,  200  ft.;  f.  al.,  wh.;  32  vol. 
Watar  Supply — Src,  wells. 

OLDENBURG,  p.  956;  f.  area,  160  a.    F.  dept. — 

2  hand  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  400  ft.;  f.  al.,  bell;  val.  equip., 
$2,000;  val.  bldgs.,  $1,000;  exp.  dept.,  $10;  vol. 
dept.;  imdrs.  rating,  fourth  class. 

Water  Supply — ^Src,  cisterns  ft  wells;  sys.,  hand 
pumps. 

ORLEANS,  p.  1,367;  f.  area,  240  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.  F.  dept. — 12  c  hand  ex.,  1  h. 
ft  I.  trk.;  f.  al.,  bell;  tot.  mem.,  25  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  2  pump,  eng.;  mains,  5  m..  4  to  8 
in.,  dia.;  40  hyd.;  pres.,  70  lbs.;  cost,  $50,000; 
wks.   owiieii  by   town. 

OSGOOD,  p.  1,500;  f.  area,  260  a.;  mere,  bldgs., 
bk.,  4  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm. 
F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  1  hose  wag., 
1  hose  reel;  hose,  cot.,  rub.  lined,  gd.,  800  ft.;  inf., 
250  ft.;  tot.  ho*e,  1,050  ft.;  f.  al.,  bell;  val.  equip., 
$2,500;  vaL  bldgs.,  $1,000;  exp.  dept.,  $50;  tot. 
mem.  32,  pd.  part  time  4,  vol.  28;  undrs.  rating 
second  class. 

Watar  Supply — Src,  wells  ft  cisterns. 

OWENSVILLE,  p.  1,237;  f.  area,  100  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  1% 
stor.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept. — 2  c. 
eng.  on  wis.,  4  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
waff.,  8  hose  carts;  hose,  rub.,  gd.,  600  ft.;  f.  al., 
bell;  vaL  equip.,  $1,600;  val.  bldgs.,  $900;  exp. 
dept.,  $60;  tot.  mem.  100,  pd.  part  time  26,  76 
vol. 

Water  Supply — Src,  wells  ft  cisterns;  1  pump, 
eng.:  36  hyd. 

OXFORD,  p.  1,010;  f.  area,  1  sq.  m.  F.  dept — 
1  c  eng.,  2  h.  ft  1.  trk.,  2  hose  wag.;  hose,  gd., 
1,000  ft;  f.  al.,  bell;  vaL  equip.,  $2,100;  val.  bldgs., 
$1,000;  exp.  dept,  $50;  tot  mem.  12,  pd.  part 
time;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  16,000  gals.;  mains,  2Vi  m.; 
30  hyd.;  16  v.;  pres.,  dom.  65  lbs.,  f.  100  lbs.; 
cost  $40,000;  cost  mtce.,  $6,000. 

PAOLI,  p.  1,278;  f.  area,  620  a.;  mere,  bldgs., 
wd.  ft  bk.  F.  dept — 2  h.  ft  1.  trk.,  8  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft;  inf.,  200  ft; 
tot.  hose,  1,400  ft;  f.  aL,  bell;  20  voL 

Water  Supply — Src,  creek,  ^  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  200,000  gals.;  loc  on  hill; 
1  pump,  eng.,  cap.  day  150,000  gals.;  mains,  c  L, 

3  m.,  4  to  6  in.  dia.;  24  hyd.;  200  serv.;  pipe,  galv. 
L;  pres.,  dom.  65  lbs.,  f.  76  lbs.;  cons,  day,  60,000 
gals.;  coet,  $9,000;  cost  mtce.,  $1,200;  wks.  owned 
by  town. 

PARKEiR  CITY,  p.  800;  f.  area,  200  a.;  mere 
bIdgB.,  bk.,  2  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfis. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c  eng.,  1  comb.  c.  ft  hose 
wag.,  1  h.  ft  1.  trk.,  1  hose  reel;  hose,  rub.,  gd., 
500  ft;  f.  al.,  bell;  vaL  equip.,  $3,500;  vaL 
bldgs.,   $800;   tot   mem.,    20   voL 

Water  Supply — Src,  wells;  1  pump,  cap.  10,000 
gals,  day;  mains,  2  m. 

PENDLETON,  p.  1,293;  f.  area,  400  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  gas. 
eng.,  1  comb,  c  ft  h.  wag.,  1  hose  wag.,  1  h.  ft  1. 
trk.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  rub., 
gd.,  500  ft;  inf.,  700  ft;  tot  hose,  2,200  ft; 
f.  aL,  bell;  vaL  equip.,  $3,000;  vaL  bldgs.,  $3,000; 
tot.  mem.,  20  voL 

Water  Supply — Src,  3  wells;  sys.,  grav.;  pres. 
f.,  80  lbs.;  wks.  owned  by  city. 

PERU,  p.  10.910;  f.  area.  1,920  a.;  mere  bldgs., 
bk.,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.; 


fwks.  ft  combt.  ord.  F.  dept — 1  c.  band  ex.,  2 
comb.  auto,  c  ft  h.  wag.,  1  h.  ft  L  trk.,  2  hose  car., 
4  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,600  ft;  inf., 
1,500  ft;  tot  hose,  6,000  ft;  7.  al.,  Gamewell,  16 
bx.;  tot  mem.  16,  pd.  full  time  8,  pd.  part  time  8; 
undrs.  rating,  first  class. 

Water  Supply — Src,  wells,  %  m.  bos.  cent; 
sys.,  pump  to  res.;  res.  cap.,  1,600,000  gals.;  loe 
south  pump,  station;  5  pump,  eng.,  class  comp. 
dup.  ft  centrif.,  oap.  day  6.000,000  gals.;  mains, 
c  L,  32^  m.,  3  to  16  in.  dia.;  287  hyd.;  186  v.; 
met,  75:  3,255  serv.;  pipe,  lead;  pres.,  dom.  42 
lbs.,  f.  100  lbs.;  cons,  day,  1,500,000  gals.;  cost 
$250,000;  cost  mtce.,  $18,000;  wks.  owned  by 
city. 

PETERSBURG,  p.  2,170;  f.  area,  600  a.;  mere 

bldgs.,  bk.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.  F.  dept. — 1  h.  ft  L  trk.,  1  hose  wag.,  2  bra.; 
hose,  cot.,  nib.  lined,  gd.,  1,600  ft;  vaL  equip., 
$1,000;  tot  mem.,  12  voL 

Water  Supply — Src,  riv.,  1%  ro.  bus.  cent;  ays., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  120,000  gals.; 
dim.,  15  X  90;  mat,  iron;  2  pump,  eng.,  cap.  day 
1,500,000  gala.;  mains,  5%  m.,  4  to  10  in.  dia.;  52 
hyd.;  met,  12;  175  serv.;  pipe,  galv.  L;  pres.,  dom. 
66  lbs.,  f.  156  lbs.;  cons,  day,  45,617  gals.;  cost, 
$38,000;  cost  mtce.,  $1,000;  wks.  owned  by  cftj. 

PIERCETON,  p.  817.  F.  dept. — 1  hose  cart; 
hose,  1.100  ft 

Water  Supply — Src,  well,  in  bus.  cent;  sys.; 
pump  to  stdp.;  stdp.  cap.,  15,000  gals.;  24  hyd.; 
pres..  dom.  40  lbs.,  f.  60  to  80  lbs.;  wks.  owned 
by  city. 

PLYMOUTH,  p.  8,838;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  bk.,  stn.  ft  wd.,  1  ft 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  onL; 
causes  of  f.  Inv.  F.  aept — 1  auto.  comb.  c.  ft  fa. 
wag.,  8  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  2 
hose  car.;   hose,  cot,  rub.  lined,  gd.,   600  ft;  nib. 

fd.,  2,000  ft;  inf.,  100  ft;  tot  hose.  2,600  ft; 
al.,  GameweU,  20  bx.;  val.  equip.,  $11,000;  TaL 
bldgs.,  $8,000;  exp.  dept,  $2,000;  tot  mem.,  22, 
pd.  full  time  2,  vol.  20. 

Water  Supply — Src,  6  wells,  in  bus.  eent;  srs., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  66,000  gals.; 
res.  oap.,  50,000  gals.;  4  pump,  eng.,  dsss  hor. 
dup.,  cap.  day,  l,o00,000  gals.;  mams,  galv.  L, 
9^  m.,  4  to  10  in.  dia.;  72  hyd.;  74  v.;  620  met: 
620  serv.;  pipe,  c  L;  pres.,  dom.  60  lbs.,  f.  120 
lbs.;  cons,  day,  100,000  gala.;  cost,  $53,000;  cost 
mtce.,   $3,500;   wks.  owned  by  dty. 

PORTLAND,  Jay  Co.,  p.  6,180;  mere  bldgs.,  bk. 
ft  wd.,  1  to  4  stor.;  pnv.,  bk.  ft  wd„  IH  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  onL: 
causes  of  f.  inv.  F.  dept — 1  e  eng.  on  wis.,  4  e 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8  hrs.;  hose. 
cot,  rub.  lined,  gd.,  2,500  ft;  inf.,  700  ft.;  tot 
hose,  3,200  ft;  f.  aL,  telp.;  vaL  equip.,  $4,000; 
val.  bldgs.,  $3,000;  exp-  dept,  $3,061;  tot.  mem. 
15,  pd.   full  time  3,  pd.  part  time  1,  vol.  11. 

Water  Supply — Src,  wells,  8  blocks  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  class  dup.,  cap.  day 
2,000,000  gals.;  mains,  12  m.,  4  to  12  in.  dia.; 
128  hyd.;  425  serv.;  pipe,  galv.  L;  pres.,  dom.  60 
lbs.,  f.  90  lbs.;  cost,  $56,000;  cost  mtce,  $8,000: 
wks.  owned  by  city, 

POSEYVILLE,  p.  780.     F.  dept— 1  comb,  e  ft 
hand  eng.,  1  hand  h.  ft  1.  trk.;  hose,  600  ft 
Water  Supply — Src,  cistern. 

PRINCETON,  p.  6,448;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  onL; 
causes  of  f.  inv.  F.  dept — 1  comb,  e  ft  h.  wsff..  2 
c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  nose 
reels,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
f.  aL,  OameweU,  16  bx.;  val.  equip.,  $8,000;  taL 
bldgs.,  $5,000;  exp.  dept.,  $3,000;  tot  mem.  8,  pd. 
full  time  2,  6  voL 

Water  Supply — Src,  riv.,  2H  m.  bus.  cent;  aya., 
pump  to  stdp.;  stdp.  cap.,  175,000  gala.;  S  pump, 
eng.,  class  comp.  dup.,  cap.  day  8,125,000  vala.; 
mains,  c.  L,  21  m.,  4  to  12  in.  dia.:  166  nyd.; 
85  v.;  met.,  100;  1,100  *crv.;  pipe,  galv.  L;  pres., 
dom.  '50  lbs.,  f.  185  lbs.;  cons,  dav,  1,250,000 
gals.;  cost,  $150,000;  cost  mtce.,  $9,000;  wfcs> 
owned   by  Co. 

RED  KEY,  p.  1,714;  mere  bldgs.,  bk.,  1  to  2 
stor.;  priv.,  wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  ia 
f.  area;  causes  of  f.  inv.  F.  dept — 1  e  en^.,  6  e 
hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.;  vaL  Udgs.. 
$800;  tot.  mem.,  20  voL 
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REMINGTON,  p.  082;  f.  area,  160  a.;  mere, 
bldgs.,  bk.  k  wd.;  wd.  rfs.  perm.  F.  dept. — 1  hand 
eng.,  1  hose  car.,  water  tower;  hoae,  cot.,  rub.  lined, 
gd.,  800  ft.;  f.  al.,  bell;  tot.  mem.,  12  vol. 

Water  Supply — Src,  deep  wells;  ays.,  pump  to 
stdp.;  Btdp.  cap.,  60,000  gala.;  1  pump,  eng.,  class 
trip.,  cap.  day  28,800  gals.;  mains,  c.  i.,  o  m.,  4 
to  8  in.  dia.;  25  hyd.;  10  v.;  met;,  106;  176  serv.; 
pipe,  wrt.  i.;  pres.,  dom.  46  lbs.,  f.  00  lbs.;  cons, 
day,  10,000  gals.;  cost,  $14,000;  cost  mtce.,  $600; 
wks.  owned  by  city. 

RENSSEIJkER,  p.  2,308;  f.  area,  640  a.;  mere. 

bldgd.,  bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;   combt.   ord. ;   causes  of  f.   inv.      F.   dept. — 

1  h.  ft  1.  trk.,  2  c.  hand  ex.,  1  c.  hose  k  c.  wag., 

2  hose  car.  ft  reels,   2  hrs.;  hose,  cot.,  rub.  lined, 

fd.,  2,700  ft.;  f.  al.  telp.  ft  wh.,  70  bx.;  >»1.  equip., 
8,000;  exp.  dept.,  $1,000;  tot.  mem.,  10,  1  pd.,  0 
vol.:  undrs.  rating,  aecond  class. 

Watar  Supply — Src.,  wells,  4  blocks  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  106,000  gala.; 
dim.,  22  x  40;  mat.,  iron;  3  pump,  eng.,  cap.  day, 
2,160,000  gala.;  mains,  c.  i.,  8  m.,  4  to  10  in. 
dia.;  73  hyd.;  270  serv.;  2  relief  v.;  pipe,  galT.  i. 
ft  lead;  pres.,  dom.  60  lbs.,  f.  60  to  110  lbs.;  cost, 
$48,000;  cost  mtce.,  $1,000;  wks.  owned  by  dty. 

RICHMOND.  Wayne  Co.,  p.  22,824;  mere,  bldgs., 
bk.,  1  to  6  stor.;  priv!,  wd.  ft  bk.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  str.,  1  auto.  comb,  ladder  ft  hose  wag.,  4 
comb,  ladder  ft  hose  wag.,  1  c.  eng.,  16  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag;,  11  hrs.;  hose,  cot., 
rub.  lined.  8.160  ft.;  f.  al.,  Oamewell,  62  bx.;  vaL 
equip.,  $33,666;  val.  bldgs.,  $20,000;  exp.  dept., 
$26,622;  tot.  mem.  26,  pd.  full  time;  undrs.  rating. 

Water  Supply — Src.,  wells,  8  m.  bus.  cent.;  m., 
pump  to  res.  ft  dir.;  res.  cap.,  10,000,000  gals.;  loc. 
1  m.  pump,  station;  3  pump,  eng.,  class  hor.  comp., 
cap.  oay  16,000,000  gals.;  mains,  c.  i.,  50  m.,  4 
to  20  in.  dia.;  838  hyd.;  «78  v.;  met.,  3,742"; 
5,100  serv.;  pipe,  galv.  i.  ft  lead;  pres.,  dom.  66 
lbs.,  f.  110  lbs.;  cons,  day,  2,600,000  gals.;  wks. 
owned  by  Co. 

RIDQEVILLE,  p.  1,802;  mere,  bldgs.,  bk.  ft  wd., 
1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
not  inv.  F.  dept. — 1  c  eng..  1  c.  hand  ex.,  1  h.  ft 
I.  trk.;  hose,  cot.,  rub.  lined,  gd.,  400  ft;  U  al., 
bell;  val.  equip.,  $460;  vol. 

No  waterwka. 

RISING  SUN,  p.  1,613;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 4  str.,  1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  1,800  ft.;  rub.,  gd.,  1,600 
ft. I  tot.  hose.  8,300  ft.;  f.  al.,  bell;  val.  equip., 
$8,000;  val.  bldgs.,  $1,000;  exp.  dept.,  $300;  tot. 
mem.,  40  vol.;  undrs.  rating,  fourth  dass. 

Water  Supply— €rc.,  wells,  ^  m.  bus.  cent; 
sys.,  pimip  to  stdp.;  stdp.  cap.,  60,000  gals.;  3 
pump,  eng.,  cap.  dav  600.000  gals.;  mains,  c.  i., 
6  m.,  4  to  8  in.  dia.;  31  hyd.;  26  v.;  50  met; 
100  serv.;  pres.,  dom.  60  lbs.,  f.  125  lbs.;  wks. 
owned  by  priv.  Co. 

ROCHESTER,  p.  3,364;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 1  c  h.  ft  1.  wag.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  bell  ft  wh.;  exp.  dept, 
$1,200;  tot.  mem.   8,  2  pd.,  «  vol. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  106,000  gals.;  dim.,  12  x 
126;  mat.,  atl.;  2  pump.  eng..  cap.  day  2,000,000 

gals.;  maina,  c.  i.,  12  m.,  4  to  12  in.  dia.;  00 
yd.;  80  v.;  met,  80;  600  serv.;  pipe,  lead  ft  galv. 
i.;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  cons,  dav,  400,- 
000  gals.;  cost  mtce.,  $2,800;  wks.  owned  by  city. 

ROCKPORT,  p.  2,786;  f.  area,  700  a.;  mere, 
bldgis.,  bk.,  2  to  4  stor.;  priv.,  wd.  ft  bk.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 12  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  1  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft;  Tub.,  gd.,  600  ft.;  tot  hose,  1,500 
ft.;  f.  al.,  bell;  val.  equip.,  $1,000;  val.  bldgs., 
$3,000;  exp.  dept,  $300;  tot  mem.,  8  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  grav.  ft  dir.;  stdp.  cap.,  60,000  gals.;  dim., 
20  X  24;  loc.  on  hill  st  edge  of  town;  mat.,  stl.; 
res.  cap.,  260,000  gals.;  2  pump,  eng.,  class 
dup.,  cap.  day,  2,600,000  gals.;  mains,  c.  i.,  5% 
m.,    4    to    10   in.   dia.;    87    hyd.;    660    serv.;    pipe. 


galv.  i.;  pres.,  dom.  86  to  66  lbs.,  f.  80  to  100  lbs.; 
cons,  day,  250,000  gals.;  cost  $y 6,000;  cost  mtce., 
$13,600;  wks.  owned  by  Co. 

ROOKVILLE,  p.  1.048;  mere,  bldgs.,  bk.  ft  stn., 

2  to  3  stor.;  priv.,  bk.  ft  wd.,  1  to  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  auto.  comb.  c.  ft  h.  wag.,  1  c. 
eng.,  1  h.  ft  1.  trk.,  1  hose  wag.;  hose  cot.,  rub. 
linen,  gd.,  1,200  ft.;  f.  al.,  bell;  tot  mem.,  18  voL 

Watar  Supply — Src,  well,  2%  m.  town;  sys., 
pump  to  res.,  to  stdp.  ft  dir.;  stdp.  cap.,  80,000 
gals.;  dim.,  18  x  16;  loc.  at  station;  mat,  wd.  ft 
stl.;  res.  cap.,  20,000  gals.;  loc.  at  station;  8  pump, 
eng.,  class  dup.;  cap.  day,  120,000  gals.;  maina, 
c.  i.,  8^  m.,  4  to  8  in.  dia.;  63  hyd.;  280  serv.; 
280  met;  16  v.;  pres.,  dom.  46  lbs.,  f.  76  lbs.; 
cons,  day,  40,000  gals.;  cost,  $36,000;  cost  mtce., 
$370;   wks.   owned   by   city. 

ROYAL  CENTER,  p.  000.  F.  dept — 1  h.  ft  I. 
trk.,  8  hose  carts;  hose,  cot,  rub.  lined,  gd.,  2,400 
ft.;  inf.,  160  ft;  tot  hose,.  2,560  ft;  f.  al., 
bell;  val.  equip.,  $1,500;  val.  bldgs.,  $1,000;  exp. 
dept,  $1'50;  tot  mem.,  26  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  lank 
ft  dir.;  1  pump;  mains,  6  m.,  6  in.  dia.;  10  hyd.; 
pres.,  40  lbs. 

RUSHVILLE.  p.  4,025;  f.  area,  800  a.;  mere 
bldga.,  bk.  ft  stn.,  2  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept.-~2  stnu,  2  h.  wag.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  al.. 
elec,  24  bx.;  val.  equip.,  $11,880;  val.  bldgs., 
$4,000;  tot  mem.  14,  pd.  full  time  2,  part  time  18. 

Watar  Supply — Src,  well,  800  ft.  bus.  cent.;  sys.. 
pump  to  stdp.  ft  dir.  to  mains;  stdp.  cap.,  116,000 
gals.;  dim.,  14  x  100;  mat,  boiler  plate;  pump, 
eng.,  dass  dup.,  cap.  day  260,000  gals.;  maina,  c  L, 

15  m.,  4  to  12  in.  dia.;  20  hyd.;  met,  20;  60  serv.; 
pres.,  dom.  60  lbs.,  f.  60  to  76  lbs.;  cost,  $800,- 
000;  cost  mtce.,  $1,200;  wks.  owned  by  city. 

SALEM,  Washington  Co.,  p.  2,288;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  cauaes  of  f.  inv.  F. 
dept. — 1  str.,  1  c  eng.,  1  h.  ft  1.  trk.;  hose,  rub., 
gd.,  8,000  ft.;  f.  al.,  bell;  tot  mem.',  40  voL; 
undrs.  rating,  third  dass. 

Watar  Supply — Src,  spr.;  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  260,000  gals.;  2  pump,  eng.,  cap. 
day  126,000  gals.;  mains,  6^  m.,  4  to  8  in.  dia.; 
86  hyd.;  260  serv.;  pipe,  wrt.  i.;  pres..  dom.  20  to 
70  lbs.,  f.  80  to  00  lbs.;  cons,  day,  60,000  gals.; 
cost,  $28,000;  cost  mtce.,  $0,000;  wks.  owned  by 
dty. 

SEYMOUR,  p.  6,806;  f.  area,  1,200  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  bk.  ft  wd.,  1 
ft   2  stor.     F.  dept — 1   str.,  1   comb.  c.  ft  h.  wag., 

3  c.  hand  ex.,  1  hose  reel,  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  Gamewell;  vaL  equip., 
$0,000;  vaL  bldgs.,  $16,000;  exp.  dept,  $2,088; 
tot.  mem.  10,  pd.  full  time  4,  voL  6;  undrs.  rating, 
second  class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  1<60,400  gals.;  3  pump,  eng., 
class  comp.  dup.,  cap.  day  8,000,000  gals.;  mains, 
c.  i.,  16  m.,  6  to  12  in.  dia.;  150  hyd.;  70  v.; 
met,  105;  1^100  serv.;  pipe,  galv.  i.;  pres.,  dom. 
50  to  60  lbs.,  f.  80  tO' 100  lbs.;  cons,  day,  750,000 
gals.;  wks.  owned  by  Co. 

SHELBURN,  p.  2,066;  f.  area,  180  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c  eng.,  1  h.  ft  1.  trk.;  hose, 
cot,  rub.  lined,  gd.,  600  ft;  inf.,  200  ft;  tot.  hose, 
800  ft.;  f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldga.. 
$600;  exp.  dept,  $60;  tot  mem.,  20  voL;  undrs. 
rating,  fifth  class. 

No  waterwka. 

SHELBYVILLE,  p.  0.600;  f.  area,  2  sq.  m.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 2  comb.  c.  ft  hose  wag.,  1  h.  ft  1.  trk.,  2 
hose  wag.,  6  hrs.;  hose,  cot,  rub.  lined,  gd., 
4,000  ft;  f.  al.,  Gamewell,  36  bx.;  val.  equip., 
$4,000;  exp.  dept,  $4500;  tot.  mem.  18,  pd.  full 
time. 

Watar  Supply — Src,  wells.  %  m.  bus.  cent.;  sys., 
grav.,  pump  to  stdp.  ft  dir. ;  7  wells,  cap.  8,000,000 
gals.;  2  pump,  eng.,  class  cross-comp.  ft  comp.  dup.. 
cap.  day  6,600.000  gals.;  maina,  c  i.,  16  m.,  4  to 

16  in.  dia.;  180  hyd.;  67  v.;  met.,  40;  1,600  aerv.; 
pipe,  galv.  L;  pres..  dom.  66  lbs.,  f.  120  lbs.;  cona. 
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day.   1,000,000  gals.;  cost,  $125,000;  wks.   owned 
by  Co. 

SHERIDAN,  p.  1,768;  f.  area  16  a.;  mere,  bldga., 
bk.  8tn.  ii  wd.,  1  to  8  ator.;  priv..  wd.,  1  ft  2  aior.; 
wd.  rffl.  not  perm,  in  f.  area;  fwks.  ft  oombt  ord.; 
causes  of  f.  in  v.  F.  dept — 1  c.  eng.,  1  h.  ft  L 
trk.,  2  hose  wag.,  2  hose  carts:  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  rub.,  gd.,  1,000  ft.;  tot.  hose, 
2.000  ft.;  f.  al.,  wh.;  vtal  equip.,  $1,800;  vaL 
bldgs..  $7J}00;  tot  mem.,  25  vol. 

Watsr  Supply — Src,  2  wella,  1  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  19,000  gals.;  dim., 
9  X  41;  mat.,  stl.,  res.  cap.,  12,000  gals.;  2  pump, 
en^.;  cap.  day,  432,000  g«Ia.;  mains,  5  m.,  4  to 
8  in.  dia.;  58  hyd.;  12  v.:  2  met;  95  serv.:  pipe, 
lead  ft  galv.  i.,  pres.,  aom.  85  to  40  lbs.,  f. 
40  lbs.;  cons,  daj',  25,000  gals.;  cost,  $35,000; 
wks.  owned  by  private  Co. 

SHOALS,  p.  1,200;  f.  area,  200  a.  F.  dept — 
3  c.  eng.:  f.  al.,  bell;  val.  equip.,  $600;  vaL  bldgs., 
$100;  vol. 

No   Water  Works. 

SOUTH  BENiD,  p.  53,68.4;  f.  area,  1,4>56  a.; 
mere,  bldgs.,  stn.  ft  bk.,  8  to  4  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
5  auto,  hose  wag.,  1  auto.  h.  ft  1.  trk.,  1  auto, 
chief's  car.,  1  c.  hand  ex.,  2  h.  ft  I.  trk.,  4  hose 
reels,  15  hrs.;  hose,  rub.  lined,  rd.,  20,000  ft; 
inf.,  300  ft.;  tot.  hose,  20,300  ft;  r.  al.,  Gamewell, 
167  bx.;  val.  equip.,  $61,500;  val.  bldgs.,  $70,600; 
exp.  dept.,  $75,000;  tot.  mem.  66,  pd.  full  time. 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  80,000  gals.; 
res.  can.,  6,320,000  gals.;  loc.  cent,  city;  6  pump, 
eng.,  cisisi  dup.,  cap.  day  24,000,000  gals.;  mains, 
c.  i.,  122  m.,  4  to  24  in.  dia.;  1,095  hyd.; 
1,036  v.;  met,  4,500;  13,000  serv.'  pipe,  lead  ft 
galv.  i. ;  pres.,  dom.  75  lbs.,  f.  12^  lbs.;  cons,  day 
5,000,000  gals.;  cost,  $572,641;  cost  mtce.,  $33,- 
967 ;   wks.  owned   by  'city. 

SOUTH  WHITLEY,  p.  1,170;  f.  ai«a,  840  a.; 
mere,  bldgs.,  bk.  ft  wd.,  2  stor.;  priy.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm.;  oombt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  L  trk.,  1  hose  reel;  hose, 
cot.,  rub.  lined,  gd.,  900  ft;  rub.,  gd.,  600  ft; 
tot.  hose,  1,500  ft;  f.  al.,  wh.;  val.  equip.,  $1,200; 
val.  bldgs.,  $800;  ezp.  dept,  $72;  tot  mem.,  20 
vol. 

Watsr  Supply — Src.,  wells;  sys.,  pump  dir.;  2 
pump,  eng.,  class  comp.,  cap.  day  600,000  gals.; 
mains,  8  m.,  8  to  10  in.  dia.;  46  hyd.;  47  serv.; 
pipe,  lead;  pres.,«dom.  40  lbs.,  f.  100  lbs.;  cost, 
$15,000;  cost  mtce.,  $1,000;  wks.  owned  by  town. 

SPENCER,  p.  2,150;  f.  area,  180  a.;  mere,  bldgs., 
«tn.,  wd.  ft  bk.;  wd.  rfs.  perm.  F.  dept. — 1  h.  ft 
1.  trk.,  4  hose  leels;  hose,  cot.,  rub.  lined,  gd., 
2,200  ft;  f.  al.,  bell  ft  wh.;  exp.  dept,  $325;  tot. 
mem..  17  vol. 

Watsr  Supply — Src,  cisterns  ft  wells;  sys.,  pump; 
2  pump.  eng.  class  dup.,  cap.  day,  1,000,000  gals.; 
mains,  5  m.,  4  to  8  in.  dia.;  25  v.;  41  hyd.;  pres., 
dom.  50  lbs.;  wks.  owned  by  private  Co. 

SPICELAND,  p.  622;  f.  area,  820  a.  F.  dept. — 

2  c  eng.,  1  h.  ft  1.  trk.;  val.  equip.,  $500;  val. 
bldgs.,  $600;  tot.  mem.,  20  toI. 

No  waterwks. 

SULLIVAN,  p.  4,115;  f.  area,  1,000  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1  to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. —  1  str.,  1 
comb,  c  ft  h.  wag.,  1  h.  ft  1.  trk.,  1  hose  reel; 
hose,  cot,  rub.  lined,  gd..  750  ft;  rub.,  gd..  500  ft; 
tot.  hose,  1,250  ft;  f.  al.,  telp.;  vaL  equip.,  $3,500 
val.  bldgs.,  $15,000;  ezp.  dept,  $8,000;  tot.  mem., 
8,  pd.  full  time  1,  part  time  7. 

Watsr  Supply — Src,  creek,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  165,000  gals.;  dim.,  12  x 
100;  mat,  atl.;  2  pump,  eng.,  cap.  day  1,600,000 

fals.;  mains,  c  i.,  8  m.,  4  to  12  in.  dia.;  44  hyd.; 
serv.;   pipe,   galv.  i.;  pres.,  dom.   40  lbs.,  f.   125 
lbs.;  cost,  $88,500;  wks.  owned  by  city. 

SUMMITVILLE,  p.  1,387;  bldgs.,  bk.  ft  wd.  F. 
dept — 1  h.  ft  1.  trk.,  1  hose  cart;  hose,  600  ft;  f. 
al..  wh.;  tot.  mem.,  7  vol. 

Watsr  Supply — Src,  wells;  sys.,  pump.;  cap.  day, 
750,000  gala.;  res.  cap.,  110,000  gals.;  26  hyd. 

SYRACUSE,  p.  1,879.  F.  dept— 2  hand  hose 
reels,  1  h.  ft  1.  trk.;  hose,  900  ft;  f.  al.,  telp.;  22 
vol. 

Watsr  Supply — Src,  Syracuse  lake:  stdp.  cap., 
46,000  gala.;   2  pump,  eng.,   class  trip.,   cap.   day 


1,000,000  gals.;  mains,  4  m.,  4  to  8  in.  dia.;  22 
hyd.;  pres.,  dom.  85  to  40  lbs.,  f.  100  lbs. 

TELL  CITY,  p.  8,869;  f.  area.  IH  sq.  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd..  1 


to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  t 
inv.  F.  dept.— 1  hand  eng.,  1  h.  ft  L  trk.,  2  reels. 
6  hose  carts;  hose,  rub.,  gd..  2,000  ft;  inf.,  500 
ft.;  tot  hose,  2,500  ft;  f.  al.,  bell  ft  wh.;  lot. 
mem.,  28  vol. 

Watsr  Supply — Src,  well,  %  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  110,000  gaJs.; 
dim.,  28  x  87;  loc  166  ft  above  sUtion;  mat,  stL: 
2  pump,  eng.,  class  comp.,  size  12  z  18;  mains,  7 
m.,  4  to  10  in.  dia.;  80  hrd.;  26  ▼.;  met.  60; 
376  senr.;  pres.,  dom.  80  lbs.,  f.  100  lbs,;  cost 
$44,000;  wks.  owned  by  Co. 

TERRE  HAUTE,  p.  68,167;  f.  area,  9%  sq.  m.; 

mere  bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  bk.  ft 
wd..  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — S 
str.,  -6  comb.  h.  ft  c  auto,  wag.,  1  auto.  aer.  trk.. 
10  comb.  h.  ft  c.  wag.,  1  in  reserve,  19  c  hand  ex.. 
2  h.  ft  L  trk.,  1  aer.  trk.,  20  hrs.;  hose,  cot,  rub. 
lined,  gd.,  18,800  ft;  inf..  500  ft.;  tot  hose, 
18,800  ft;  f.  al..  Gamewell,  111  bx.;  vaL  equip., 
$80,000;  vaL  bldgs.,  $lf20,000;  exp.  dept.  $98.- 
000:  tot.  mem.  79,  pd.  full  time. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  1,500,000  gals.;  6  pump.  eng.. 
cap.  day  26,000,000  gals.;  mams,  c.  i.,  97  m..  i 
to  1'6  in.  dU.;  1,125  hyd.;  951  v.;  met,  8,2'S5; 
6,829  serv.;  pipe,  lead  ft  galv.  i.;  prea.,  dom.  70 
lbs.,  f.  130  lbs.;   wks.  owned  by  Co. 

THORNTOWN.  p.  1,508;  mere  bldgs..  bk.  ft  wd.. 
1  to  8  stor.;  priv.,  wd.,  1%  to  2%  stor.;  wd.  rfa. 
perm.;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  comb,  c  ft  h.  wag.,  2  hose  reels;  hose, 
rub.  lined,  gd.,  1,100  ft;  f.  aL,  wh.;  vaL  equip.. 
$500;  undrs.  rating  4%   dass;   tot  mem.,  26  toL 

Water  Supply — Src,  wells  ft  cisterns,  in  bua 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.; 
mat,  StL;  res.  cap..  600,000  gals.;  1  pump,  eng.; 
maina,  4  to  6  in.  dia.;  85  hyd.;  pres..  f..  36  lbs.; 
wks.  owned  by  town. 

TIPTON,  p.  4,076;  f.  area,  20  m.;  mere  bldgs.. 
bk.,  2  to  8  stor.;  priv..  wd.,  2  to  8  stor.;  wd.  rfs. 
not  perm,  in  f.  area.  F.  dept. — 10  c.  hand  ex., 
1  h.  ft  L  trk.,  1  hose  wag.,  1  hose  reel.  3  hrs.; 
hose,  cot,  rub.  lined,  gd.,  3,000  ft.;  rub.,  gd., 
1,000  ft;  tot  hose,  4,000  ft;  f.  ah,  telp.;  vaL 
equip.,  $8,000;  exp.  dept,  $2,150;  tot  mem.  9, 
pd.  full  time  2,  7  vol. 

Water  Supply — ^Src,  wells,  in  bus.  cent;  o»., 
pump  to  res.  ft  dir.;  res.  cap.,  366,000  gals.;  foe 
near  station-  2  pump,  eng.,  size  10  x  16  x  10. 
cap.  day,  1.600,000  gals.;  mains,  c  ft  wrt  L,  12 
m.,  4  to  12  in.  dia.;  94  hyd.;  125  v.;  998  met; 
1,200  serv.;  pipe,  lead  ft  wrt.  L;  pres.,  dom.  55 
lbs.,  f.  120  lbs.;  cons,  day,  600,000  i^s.;  cost, 
$100,000;  wks.  owned  by  city. 

TROY.  p.  610.     F.  dept — 1  hand  eng.,  1  comb, 
hose  ft  ladder  trk.;  hose,  400  ft;  tot.  mem.,  16. 
Watsr  Supply — Src,  cisterns. 

UNION  CITY,  p.  8,20.9;  f.  area.  900  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm.  F. 
dept. — 1  comb.  o.  ft  hose  wag.,  2  c.  hand  ex.,  1  li- 
ft 1.  trk..  2  hose  reels,  1  hose  wag.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd..  5,000  ft;  inf.,  1,000  ft;  tot 
hose,  6,000  ft.;  f.  al.,  bell  ft  wh.,  2  bx. ;  val.  equip., 
$6,000;  val.  bildgs.,  $4,000;  exp.  dept.  $2,000; 
tot  mem.  86,  pd.  full  time  time  3,  pd.  part  time 
12,   voL    21. 

Watsr  Supply — Src,  wells,  H  ni.  bus.  cent;  sys.. 
drr.  pros.;  res.  cap.,  860,000  gals.;  2  pump,  eng., 
class  comp.  dup.,  cap.  day,  8,000,000  gals.;  mains, 
8%.  m.,  4  to  16  in.  dia.;  72  hyd.;  711  met;  900 
serv.;  pres.,  dom.  45  lbs.,  f.  66  to  100  lbs.;  cons, 
day,  450,000  gals.;  cost,  $120,000;  cost  mtce, 
$4,000;   wks.   owned  by  city. 

UPLAND,  p.  1,080.  F.  dept — 1  gaa.  eng.,  1  h. 
ft  1.  trk.,  1  hose  wag.,  hose  reel;  hose,  600  ft; 
al.,  bell;  tot.  mem.  11,  pd.  part  time  1.  vol.  10. 

Watsr  Supply — Src,  cisterns. 

VALPARAISO,  p.  6.987;  f.  area.  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F. 
dept. — 2  c  hand  ex.,  1  h.  ft  I.  trk.,  1  hose  wag..  1 
hose  car.,  8  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,500 
ft.:  f.  al.,  elec,  88  bx.;  Tal.  equip.,  $8,600;  vaL 
bldgs.,  $6,000;  ezp.  dept,  $8,200;  tot  mem.  18, 
pd.  full  time  2,  voL  16. 
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Wattr  Supply — Src,  lake  ft  wells,  2%  m.  bus. 
cent.;  sys.,  pump  dir.;  lake  2  sq.  m.;  3  pump,  eng., 
class  diip.  St  comp.;  cap.  day,  4,600,000  gala.; 
mains,  cone,  wd.  &  sti.,  23  m.,  4  to  12  in.  dia.; 
148  hyd.;  127  v.;  760  met;  1,640  serv.;  pipe,  lead; 
pres.,  dom.  40  to  60  lbs.,  f.  70  to  90  Iba.;  cona. 
day,  850,000  grala.;  wks.  owned  by  Co. 

VAN  BUREN,  p.  1,189.  F.  dept— 1  c.  eng.,  1 
hoee  reel;  hose,  750  ft. 

Water  Supply — Src.  ft  sys.  not  reported;  mains, 
2  m.,  2  to  6  in.  dia.;  16  hyd. 

VEEDERSBURG,  p.  1.767;  mere,  bldga.,  bk.  ft 
wd.,1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hose 
wag.;  hose,  cot.,  rub.  lined,  gd.,  800  ft.;  inf.  400 
ft.;  tot.  hose,  1,200  ft.;  f.  al.,  wb.,  elec  ft  telp.; 
tot.  mem.,  80  vol. 

Water  Supply— ^ys.,  pump  ft  grav.:  stdp.  cap., 
90,000  gals.;  2  pump,  eng.,  cap.  day  60,000  gals.; 
mains,  c  {.,  6%  m.,  4  to  8  in.  dia.;  22  hyd.;  pres., 
dom.  68  lbs.,  f.  110  lbs.:  cons,  day,  40,000  gals.; 
cost,   $6,600;  wks.   owned  by  city. 

VEVAY,  p.  1,266;  mere,  bldgs.,  bk.,  2  ft  8  stor.; 
priy.,  wd.,  2  stor.;  wd.  rfs.  not  perm.;  combt.  ord.; 
cauaes  of  f.  Inv.  F.  dept. — 2  h.  ft  1.  trk.,  2  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,160  ft.;  Inf.,  850 
ft.:  tot.  hose,  1,500  ft.;  t  al.,  bell;  val.  equip., 
$2,600;  val.  bldgs.,  $300;  ezp.  dept.,  $100;  tot. 
mem..  50  vol. 

Water  Supply — Src,  riv.,  1,600  ft.  bua.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  1,800,000  gals.;  1 
puhip.  eng.,  class  comp.  dup.,  siae  10  x  18,  cap. 
day  1,000,000  gals.;  mains,  c  i.,  4  m.,  4  to  8  in. 
dia.;  28  hyd.;  82  v.:  met.,  6;  230  serv.;  pipe.  galv. 
i.;  pres.,  dom.  79  lbs.,  f.  79  lbs.;  cost,  $20,000; 
wks.  owned  by  city. 

VINCENNES,  p.  14,896;  f.  area,  2,000  a.;  mere, 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  auto.  comb,  c  ft  h.  trk.,  10  c.  hand  ex., 
1  comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  2  hose  wag., 
10'  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft;  f. 
aL,  Gamewell,  48  bi.;  val.  equip.,  $19,000;  val. 
bldgs.,  $18,000;  tot.  mem.  16,  pd.  full  time;  undrs. 
rating,  third  class. 

Water  Supply — Src,  riv.,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  675,000  gals.;  res.  cap. 
1,000,000  gals.;  4  pump,  eng.,  cap.  day  11,000,000 

§al8.;  mains,  c.  i.,  21  ro.,  6  to  22  in.  dia.;  289 
yd.;  90  v.;  met,  500;  2,000  serv.;  pipe,  galv.  i.; 
pres.,  dom.  65  lbs.,  f.  100  lbs.;  wks.  owned  by 
priv.   Co. 

WABASH.  Wabash  Co.,  p.  8,687;  f.  area,  2,900 
a.;  mere,  bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv., 
wd.,  2  to  2V^  stor.;  wd.  rfs.  not  perm,  in  1.'  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  auto,  trk.,  1  c.  eng.,  1  c.  hand  ex.,  1  comb.  c.  ft 
h.  wag.;  1  hose  wag.;  hose,  cot, rub.  lined,  gd.,  8,000 
ft;  rub.,  gd.,  1,000  ft.;  tot  hose,  4,000  ft.;  f.  al., 
Gamewell,  24  bx.;  exp.  dept,  $23,000;  tot.  mem. 
2)4,  pd.  full  time  8,  pd.  part  time  8.  vol.  8;  undrs. 
rating,  third  class. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.  860,000  gala.,  dim. 
25  z  100,  mat  iron;  rea.  cap.,  3,750,000  gals.;  2 
pump,    eng.,    class   hor.    dup.,    cap.    day,    6,000,000 

fals.;  mains,  c.  i.,  24  m.,  6  to  12  in.  dia.;  251  hyd.; 
09  v.;  met.,  725;  1,950  serv.;  pipe,  lead;  pres., 
dom.  60  lbs.,  f.  90  to  110  lbs.;  cons.  day.  700,000 
gals.;  cost,  $200,000;  cost  mtce.,  $6,500;  wks. 
owned  by  Co. 

WAKARUSA,  p.  859.  F.  dept— 1  hand  c. 
eng.,  1  hand  h.  ft  1.  trk.,  1  hose  cart;  hoae,  600 
ft:  f.  al.,  bell. 

Water   Supply — Src,    cisterns. 

WALKERTON,  p.  1,003.  F.  dept— 2  hose  carta, 
1  h.  ft  1.  trk.;  hose,  750  ft.:  tot  mem.,  7  vol. 

Water  Supply — Src,  wells;  sys.,  pump  dir.  ft 
stdp.;  stdp.  cap.,  1,000  bbls.;  2  pumps,  cap.  dav 
700,000  gals.;  mains,  3^  m.,  4  to  6  in.  dia.;  23 
hyd. 

WARREN,  p.  1,189;  mere  bldgs.,  bk.  ft  wd. 
F.   dept — 1    hose   car. 

Water  Supply — Src,  wells;  sys.,  pump;  pump, 
cap.,    144,000    gals. 

WARSAW,  p.  4,430;  mere  bldgs.,  bk.,  cem. 
ft  wd.,  2  to  8  stor.;  priv.,  bk.,  stn.  £  wd.,  2  stor.: 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 4  c  hand  ex.,  1  h.  ft  1.  trk.,  4 
hoce  ear..  1  comb,  c  ft  h.  wag..  2  hrs.;  hoee,  cot, 
rub.  lined,  gd.,  8,000  ft;  inf.,  1,000  ft;  tot.  hose. 


4,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $2,500; 
val.  bldgs.,  $8,600;  exp.  dept,  $1,800;  tot  mem., 
100,  pd.  full  time  1,  pd.  part  time  1.  98  vol. 

Watsr  Supply — Src,  lake,  1-5  m.  bus.  cent;  sys., 
pump  to  stdp.  and  dkr.;  stdp.  cap.,  18.360  gals., 
dim.,  5  X  125;  2  pump,  eng.,  cap.  dsy,  2.000,000 
gals.;  mains,  11  m.,  4  to  10  in.  dia.;  88  hyd.;  40 
v.;  met.,  2;  1,000  serv.;  pipe,  iron;  pres.,  dom. 
40  Iba.,  f.  80  lbs.;  cons,  day,  800,000  gals.;  cost, 
$80,000;  wks.  owned  by  Co. 

WASHINGTON,  p.  7,854;  f.  area,  900  a.;  mere 
bldgs.,  bk.,  1  to  8  Btor.;  priv.,  stn.,  bk.  ft  wd.,  1 
to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
2  c  hand  ex.,  1  comb,  c  ft  h.  wag.,  8  hrs.;  hose, 
rub.,  gd.,  1,000  ft;  inf.,  1.000  ft;  tot  hose.  2,000 
ft;  f.  al.,  Gamewell,  26  bx.;  vaL  equip.,  $9,000; 
exp.  dept.  $3,738;  tot  mem.  9,  pd.  full  time  4, 
pd.  part  time  3. 

wstsr  Supply — Src,  riv.,  8  m.  bus.  cent;  sys., 
piunp  to  stdp.  ft  dir.;  stdp.  cap.  265,000  gids., 
dim.  20  z  100,  loc  in  city,  mat  iron;  8  pump, 
eng.,  cap.  day,  4,000,000  gals.;  mains,  c  L,  16 
m.;  194  hyd.;  met,  200;  980  serv.;  pipe,  galv. 
i.;  pres.,  dom.  68  lbs.,  f.  126  lbs.;  cons,  day, 
1,200,000  gals.;  wks.  owned  by  Co. 

WATERLOO,  DeKalb  Co.,  p.  1,167;  mere  bldgs., 
bk.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
Inv.  F.  dept — 1  hand  eng.,  2  c  hand  ex.,  1  h.  ft 
1.  trk.,  1  hoae  wag.,  1  hose  cart.;  hose,  cot,  rub. 
lined,  gd.,  1,600  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$2,000;  vaL  bldga.,  $6,000;  exp.  dept,  $900;  tot. 
mem.,  45  voL 

Water  Supply — Src,  w^ls  ft  cisterns,  1  block 
bus.  cent;  sys.,  pump  to  stdp.  or  mains;  stdp. 
cap.,  100,600  gals.;  dmi.,  12  z  120;  mat,  iron  ft 
stl.;  1  pump,  eng.,  class  dup.,  cap.  day  500,000 
gals.;  mains,  e  i,  1%  m.,  4  to  8  in.  dia.;  15 
hyd.;    12    v.;    met,    1;    25    serv.;    pipe,    galv.    L: 

Sres.,  dom.  45  lbs.,  f.  80  to  100  lbs.;  wks.  ownea 
y  Co. 

WAVELAND,  p.  676;  f.  area,  320  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  c  eng.,  e  hand  ex.;  hose,  850 
ft;  f.  aL,  bell;  vaL  equip.,  $-800;  val.  bldgs., 
$300:  tot  mem.,  16  voL 

Wstsr  Supply — Src,   cisterns. 

WAYNETOWN,  p.  784;  f.  area,  400  acres.  F. 
dept. — 1  comb,  c  ft  hand  eng.;  hose,  600  ft;  val. 
equip.,  $1,000;  tot  mem.,  24  voL 

Water  Supply — Src,   creek  ft  cisterns. 

WESTVILLE,  p.  608.  F.  dept. — 1  hand  eng.,  1 
hose  cart,  1  h.  ft  1.  trie.;  hose,  1,200  ft:  vnl. 
equip.,  $2,700;  vaL  bldgs.,  $6,000;  tot.  mem.,  26 
vol. 

Water   Supply — Src,   cisterns. 

WHITING,  p.  6,687;  f.  area,  9,826  a.;  mere 
bldga.,  stn.,  bk.  ft  wd.,  1  to  4  stor.:  priv.,  bk.,  1 
to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
a  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  auto, 
comb,  c  ft  h.  wag.,  4  c  hand  ex.,   1  h.  ft  1.  trk., 

1  comb,  c  ft  h.  wag.,  2  hose  carta,  2  hrs.;  hose, 
cot,  rub.  lined,  fl[d.,  2,700  ft.;  rub.,  gd.,  300  ft; 
tot  hoee,  3,000  ft;  f.  al.,  Gamewell,  42  bx.;  val. 
equip.,  $18,000;  vaL  bldgs.,  $8,000;  exp.  dept, 
$7,831;  tot  mem.,  6,  pd.  full  time. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
pump  dir.  to  maina;  pump,  eng.,  cap.  day  5,000,- 
000  gals.;  maina,  c  L,  6  to  10  in.  dia.;  88  hyd.; 
100  v.;  pres.,  dom.  80  lbs.,  f.  120  lbs.;  cons,  day, 
700,000  gals.;  mains  owned  by  city;  balance 
owned  by  Standard  OU  Co. 

WILLI AMSPORT,  p.  1,243;  f.  area,  1,280  a.; 
bldgs.,  stn.,  bk.  ft  wd.;  wd.  rfs.  not  perm.  F. 
dept — 1  h.  ft  L  trk.,  2  hose  car.:  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  inf.,  1,000  ft;  tot  hose, 
2,000  ft;  f.  al.,  wh.;  tot  mem.,  20  voL 

Water  Supply — Src,  wells;  sys.,  errav.,  pump 
to  res.  ft  stdp.;  stdp.  cap.,  75,000  gals.;  rea.  cap., 
36,000  gals.;  2  pump,  eng.;  85  hyd.;  met,  30; 
200  serv.;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  cons, 
day,  60,000  gala.;  cost,  $85,000;  wks.  owned  by 
city. 

WINAMAC,  p.  1,607;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv..  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;    causes  of  f.   inv.     F.   dept — 1   h.   ft  L   trk., 

2  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  aL,  bell;  val.  bldgs.,  $1,600;  exp.  dept,  $100; 
tot.   mem.,    10   vol. 


I 
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Water  Supply-^rc.,  riv.,  H  m.  bus.  cent;  ays., 
pump,  to  8tdp.;  etdp.  cap.,  100,000  gals.;  2  pump, 
eng.,  claaa  dup.,  cap.  day  1,60'0,006  gala.;  mams,  c. 
L,  4^  m.,  3  to  10  in.  dia.;  46  hyd.;  met.,  8;  100 
aenr.;  pres.,  dom.  60  Iba..  f.  90  Iba.;  coat,  $86,500; 
cost  mtce.,  $4,500;  wka.  owned  by  city. 

WINCHESTER,  p.  4,266;  f.  area,  16  a.;  bldge., 
wd.,  1  &  4  Btor.;  metal  rfs.  perm.  F.  dept. — 
6  c.  hand  ex.,  1  h.  Jk  1.  trk.,  1  bucket  wag.,  1  hose 
wag.,  S  birB.;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft.; 
f.  al.,  bell;  val.  equip.,  $3,105;  val.  bldga.,  $14,- 
000;  exp.  dept.,  $8,000;  tot.  mem.,  18,  pd.  full 
time  8,  vol.   10. 

Water  Supply — Src,  wells,  %  mile  bus.  cent; 
syts.,  pump  dir.;  2  pump,  eng.,  cap.  day,  260,000 
gala.;  main*,  c.  1.,  10  m.,  4  to  12  in.  dia.;  66  hyd.; 
176  met.;  500  aerv.;  pipe,  galv.  i.  k  lead;  pres., 
dom.  46  lbs.,  f.  100  lbs.;  coat,  $76,000;  wka. 
owned  by  private  Co. 

WOLCOTTVILLE,  p.  627;  f.  area,  1  «q.  m.; 
mere,  bldga.,  bk.  i  wd.,  1  &  2  stor.;  priv.,  bk., 
atn.  k  wd.,  1  je  2  ator.;  wd.  rfs.  perm,  in  f.  area; 
fwka.  k  combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 
1  h.  &  L  trk.,  2  c.  hand  ex.,  1  hose  reel,  1  hand 
eng.;  hose,  cot.,  rub.  lined,  gd.,  650  ft.;  cot,  100 
ft;  inf.,  800  ft;  tot.  hose,  950  ft;  f.  al.,  bell; 
val.  equip.,  $800;  val.  bldgs.,  $200;  exp.  dept., 
$50;    tot.    mem.,    11    vol.:    undrs.    rating,    fourth 


Water    Supply — ^Not    reported. 


WORT<HINGT0N,    p.    1,782:    f.    area,    200    a.; 

mere  bldgs.,  bk.  dc  wd.,  1  ft  2  stor.;  priv.,  wd.  ft 
bk.,  1  ft  2  stor.:  wd.  rfs.  perm.;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — c.  hand  ex.,  1 
hose  wag.,  2  bra.;  hoae,  cot.,  rub.  lined,  gd.,  2,000 
ft;  inf..  600  ft;  tot.  nose.  2,500  ft;  f.  •L,  wh.; 
val.  equip.,  $2,000;  val.  blaga.,  $1,000;  exp.  dept. 
$600;  tot.  mem.,  10,  voL;  undra.  rating,  aecood 
dasa. 

Water  Supply — Sre..  weUa,  in  bua  cent:  aya^ 
pump,  to  etdp.;  etdp.  cap.,  86,000  gala.,  dun.  IS 
X  100,  loc.  near  station,  mat  iron;  2  pump,  eog., 
size  18  X  24,  cap  day  4,000,000  gala.;  maina,  iron. 
12  m.,   4  to  8  in.  dia.;   40  hyd.;   108  aerv.;  pipe. 

falv.  il;  prea.,  dom.  40  Ibe.,  f.  110  Iba.;  cona.  day, 
,000,000    gate.;    coat,    $60,000;    wka.    owned    bj 
Co. 

ZIONVILLE,  p.  840.     F.  dept— Not  reported. 

Water  Supply^— Src,  wells,  %  m.  bua.  cent; 
ays.,  dir.  pres.;  pump,  eng.,  cap.  day  300,000  gals.; 
mains,  wrt.  i.,  4,000  ft,  >1  to  8  in.  dia.;  21  nyd.; 
16  v.;  2  met.;  >100  serv.;  pres.,  dom.  60  lbs.,  f. 
80  lbs.;  wks.  owned  by  priv.  Co. 

Placee  with  a  population  of  1,000  or  more 
having  no  organiaed  fire  dent. — ^Arcadia,  Atlanta. 
Hope,  KnightaviUe,  Mitchell,  Montezuma,  Port  Ful- 
ton,  Ridgeville,  Scottaburg,   Swayzee. 

Placeawith  a  population  of  1,000  or  more  not  re- 
ported Frankton,  Irvington,  Lapel,  Lowell,  Red  Key. 
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ACKLEY,  p.  1,244;  f.  area,  1  aq.  m.;  mere, 
bldga.,  bk.  ft  wood,  2  ator.;  priv.  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfA.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  c.  eng.,  1  hand 
eng.,  16  c,  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  carts; 
hoae,  cot,  rub.  lined,  gd.,  1,800  ft;  f.  al.,  elcc,  wh. 
ft  bell;  val.  equip.,  $4,000;  val.  bldgs.,  $1,000;  tot 
mem.,    24    vol. 

Water  Supply  —  Src,  well  in  bua.  cent;,  aya., 
pump  to  rea.  ft  dir.;  tank,  20  x  24  x  00,  cap.  65,000 
gala.;  dim.,  12%  x  60;  mat,  iron;  1  pump.  en^.. 
cap.  dav  84,000  gala.;  mains,  8,810  ft,  8  to  4  in. 
dia.;  10  hyd.;  met.,  2;  72  serv.;  pipe,  iron;  prea.,  f. 
120  Iba.;  cona.  day,  20,000  gals.;  cost,  $10,000; 
cost  mtce.,  $700;  wks.  owned  oy  Co. 

ADAIf),  p.  900.  F.  dept. — 4  c.  hand  ex.,  1 
hand  eng.,  1  h.  ft  1.  trk.,  2  hoae  carts,  10  buckets; 
hose,  cot.  600  ft;  inf.,  200  ft;  tot  hose,  800  ft.; 
f.  al.,  bell  ft  wh.;  tot.  mem.,   84  vol. 

Water  Supply — Src.,  ciatema,  combined  cap. 
1,800  bbla. 

ADEL,  p.  1,289;  f.  area,  820  a.;  mere,  bldga., 
bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfa.  not 
perm.;  fwka.  ft  combt.  ord.  F.  dept. — '1  h.  ft  1. 
trk.,  2  hose  carts;  hoae,  rub.,  gd.,  1,600  ft;  inf., 
500  ft.;  tot  hose,  2,000  ft;  f.  al.,  bell;  val.  equip., 
$3,000;  val.  bldga.,  $1,000;  exp.  dept,  $400;  tot 
mem.,   36   vol. 

Water  Supply — Src,  wella;  ays.,  pump  to  atdp.; 
Btdp.  cap.,  90,000  gala.;  2  pump,  eng.,  cap.  day 
140,000  gals.;  mains,  3^  m.,  4  to  6  in.  dia.;  31 
hyd.;  IS  v.;  met,  100;  180  scrt'.;  pres.,  dom.  ft  f., 
60  lbs.;  cona.  day,  80,000  gals.;  cost,  $20,500;  wks. 
owned  by  city. 

AFTON.  p.  1,000;  f.  area,  200  a.  F.  dept.— 
1  c.  eng.,  500  ft  hose;  val.  equip.,  $500;  exp. 
dept,    $50;    vol. 

Water  Supply— Src,  stdp.;  cap.,  60,000  gals.; 
ays.,  pump  dir.;  1  pump,  eng.,  cap.  day  20,000 
Als.;  27  hyd.;  6  v.;  maina,  3  m.;  pres.,  f.,  60 
Iba.;  cost,  $20,000;  wks.  owned  by  citj'. 

AINSWORTH,  p.  408.  F.  dept— 1  hoae  cart,  1 
h.  ft  1.  trk.,  10  buckets;  hose,  cot,  1,000  ft;  f.  al., 
bell  ft  wh.;  tot  mem.,  20  vol. 

Water  Supply— -Src,  weU;  aya..  grav.;  rotary  gaao- 
line  erg.,  cap.  75  gala,  min.;  tank,  8  x  34,  cap. 
18,686  gals.;  mains,  1-8  blocks,  8  in.  dia.;  pres.. 
dom.  70  Ibe.,  f.  100  Ibe.;  7  hyd.;  wka.  owned  by 
town. 

AKRON,  p.  1,130.  F.  dept — 2  hoae  carta;  hoae, 
cot,  1,600  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$1,800;  val.  bldga.,   $200;  tot  mem.,   16  vol. 

Water  Supply— Src,  wella;  aya.,  grav.  ft  pump 
dir.;  1  pump,  claaa  comp.,  rea.  cap.  80,000  gala.; 
maina.  1%  m.,  4  to  6  in.  dia.;  18  hyd.;  pres.,  dom. 
63  Iba.,  f.  120  Iba. 


ALBIA,  p.  4,969;  f.  area,  10  a.;  mere  bldga.. 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  to  8  ator.;  wd. 
rfs.  not  perm,  in  i.  area.  fwks.  ft  comb,  ord.;  cauaea 
of  f.  inv.  F.  dept — 1  str.,  1  c  eng.  on  wis.,  2  c. 
hand  ex.,  1  h.  ft  1.  trk.,  1  hoae  wag.,  1  hoae  reel, 
2  bra.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft.; 
fair  600  ft;  tot  hoae,  2.000  ft;  f.  al.,  telp.  bell  ft 
wh.;  val.  equip.,  $6,000;  val.  bldga.,  $6,000;  ezp. 
dept,  $1,760;  tot.  mem.,  30  voL 

Water  Supply  —  Waterwka.  through  bua.  cent; 
sya.,  pump;  rea.  cap.,  100,000,000  gala.;  maina.  4 
m.,  10  in.  dia.;  prea.,  dom.  66  to  62  Iba.;  40  tayd. 

ALDEN,  p.  699.  F.  dept — 1  hand  eng.  out  of 
aerv.,  2  hoae  carta,  laddera;  hoee,  cot.,  rub.  lined. 
1,000  ft;  f.  al.,  bell;  tot  mem.,  12  vol. 

Water  Supply — Src,  well;  sya.,  grav.  ft  pump  to 
tank;  tank  cap.,  47,000  gala.;  dim.,  20  x  20; 
pump,  eng.;  mains,  1  m.,  4  to  6  in.  dia.;  16  hyd.; 
prea.,  dom.  ft  f.  40  Iba.,  wka.  owned  by  city. 

ALQONA,  p.  2,908;  mere  bldga.,  atn.,  bk.  ft  wd., 
2  ator.;  priv.,  wd.  ft  bk.,  2  ator.;  wd.  rfa.  not  perm.; 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept— 
6  c  hand  ex..  1  h.  ft  1.  trk.,  1  hoae  wag.,  1  hoae 
cart;  hoae,  cot,  rub.  lined,  gd.,  1,676  ft.;  inf.. 
900  ft;  tot  hoae.  2.676  ft;  f.  al..  bell  ft  wh.; 
vaL  equip.,  $1,360;  val.  bldga.,  $1,000;  ezp.  dept, 
$300;  tot  mem.  20,  pd.  part  time. 

Water  Supply — Src,  wella,  in  bua.  cent;  aya.. 
pump  to  atdp.:  atdp.  cap.,  90,000  gala.;  pump.  eng.. 
cap.  day  160,000  gala.;  maina,  8%  m.,  2  to  8  in. 
dia.;  82  hyd.;  6  v.;  met,  100;  260  aerv.;  pipe, 
lead  ft  wrt.  i.;  prea.,  dom.  48  Iba.,  f.  48  Iba.;  coat, 
$16,000;  coat  mtce.,  $760;  wka.  owned  by  city. 

ALLISON,  p.  496.  F.  dept. — 1  hand  eng..  S 
hoae  carta,  1  n.  ft  1.  trk.,  12  bucketa;  hoee,  1.800 
ft:  f.  al.,  bell;  tot.  mem.,  14  vol. 

Water  Supply — Src,  ciatema  ft  well;  aye.,  pump 
to  tank;  tank  cap..  1,600  bbla.;  dim.,  20  z  10; 
pump,  eng.;  mains,  2.560  ft,  4  to  8  in.  dia.;  7 
hyd.;   pres.,    46   lbs.;    wka.   owned   by  town. 

ALT  A,  p.  959.  F.  dept. — 2  hoae  carta;  hoae,  cot, 
rub.  lined,  600  ft;  rub.,  860  ft;  tot.  hoae,  860 
ft;  f.  al..  bell  ft  wh.;  tot  mem.,  26  voL 

Water  Supply — Src,  wella;  ejra.,  grav.  ft  pump  to 
tank;  tank  cap.,  47,000  fnlB.;  dim..  10  z  20;  1 
pump;  maina,  1  m.,  4  to  8  in.  dia.;  12  hyd.;  pres:. 
dom.  ft  f.  40  Ibe. 

ALTON,  Siouz  Co.,  p.  1,046;  bldga.,  wd.,  1  ft 
2  ator.  F.  dept — 1  h.  ft  1.  trk.,  1  hoee  car. ;  f.  aL. 
bell;  vol.;  undira.  rating,  first  claaa. 

Water  Supply — Src,  well;  aya.,  pump  to  etdp.  ft 
dir.;  atdp.  cap.,  66,000  gala.;  dim.,  66  z  12;  mat, 
atl.;  1  pump,  eng.,  cap.  day  600,000  gala.;  14 
hyd.;  67  aerv.;  pipe,  galv.  i.;  coat,  $12,000;  wka. 
owned  by  city. 
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ALVORD,  p.  288.  F.  dept. — 1  hose  cart,  1  e. 
eng.;  ho«e,  cot.,  nib.  lined,  600  ft.;  rub.,  100  ft.; 
tot.  boee,  000  ft.;  f.  aL,  bell;  tot.  mem.  12,  pd. 
part  time. 

Water  Supply — Src.,  well;  eya.,  grar.;  1  pmnp, 
cap.  800  gala,  min.;  tank  dim.,  0  z  86.  cap.  18,000 
gals.;  mains,  18  blocks,  4  to  0  in.  dia.;  14  byd.; 
pres.,  dom.  it  100  lbs. 

AMES,  p.  4,228;  f.  area,  800  a.;  bldgs.,  bk.  t 
wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  dE  combt. 
ord.     F.  dept. — 1  boee  car.;  bose,  cot.,  rub.  lined, 

Sd..  1,000  ft.;  f.  aL,  bell;  yaL  equip.,  $1,000;  vaL 
Idgs..  $800;  tot.  mem.,  20  toL;  undn.  rating,  sec- 
ond class. 

Water  Supply — Sra,  wells;  %  m.  bua.  cent; 
sya.,  pump  to  atdp.;  stdp.  cap.,  60,000  gala.;  mat. 
stl.;  res.  cap.,  100,000  gala.;  6  pump,  eng;  cap. 
day,  8,268,800  gals.;  mams.  c.  i.,  10  m.;  4  to  12 
in.  dia.;  86  byd.;  650  met  pipe,  galv.  L  ft  lead; 
pres.  dom.  46  to  80  lbs.;  f.  80  lbs.;  tons,  day  140,- 
000  gals.;  cost,  $75,000;  wks.  owned  by  city. 

ANAMOSA,  p.  2,083;  f.  area,  600  a.;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priT.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  bose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,200  ft;  f.  al.,  bell,  wh.  ft 
elec;  val.  equip.,  $2,800;  val.  bldga.,  $6,000;  exp. 
dept,  $400;  tot.  mem.,  70  voL 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  grav.  to  res.;  res.  cap.,  90,000  gals.;  loc.  on 
hill;  1  pump,  eng.,  class  comp.  dup.,  cap.  day 
760,000  grala.;  mains,  c.  L,  8  m.,  4  to  6  in.  dia.; 
16  byd.;  SO  ▼.;  met,  66;  226  serv.:  pipe,  galv.  L; 
pres.,  dom.  88  lbs.,  f.  120  to  140  lbs.;  cons,  day, 
60,000  gals.;  cost,  $30,000;  wks.  owned  by  Co. 

ANITA,  p.  1,118.  F.  dept. — 2  hose  carts,  1  h.  ft 
L  trk.,  8  buckets,  2  c.  cjl;  hose,  1,200  ft;  f.  al., 
bell;  tot.  mem.,  27  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  dim.,  12  x  40;  1  pump,  cap.  86,000  gals.; 
mains,  1  m.,  4  to  6  in.  dia.;  8  hyd.;  pres.,  60  lbs.; 
wks.  owned  by  town. 

ANTHON,  p.  685.  F.  dept. — 1  hose  cart,  1  h. 
ft  L  trk.,  24  buckets;  hose,  1,000  ft;  f.  aL,  bell; 
tot  mem.,  24  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  res.; 
res.  cap.,  14,684  gals.;  dim.,  10  x  26;  1  pump; 
mains,  4,620  ft,  4  ft  6  in.  dia.;  9  hyd.;  pres.,  66 
lbs.;  wks.  owned  by  town. 

ARLINGTON,  p.  678.  F.  dept— 1  hose  cart,  1 
comb,  c  eng.;  hose,  1,000  ft.;  f.  al.,  bell;  14  voL 

Water  Supply — Src,  well;  sys.,  pump  to  tank; 
tank  cap.,  28,000  gals.;  dim.,  16  x  18;  1  pump, 
eng.;  mains,  2,400  ft,  4  ft  6  in.  dia.;  prea.,  dom. 
85  lbs.,  f.  46  lbs.;  wks.  owned  by  town. 

ARTHUR — F.  dept.  not  reported. 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  40,000  gals.;  dim.,  18  x 
18;  mat,  stl.;  1  pump,  eng.,  class  trip.,  cap.  day 
417,600  gals.;  mains,  4  m.,  4  to  6  in.  dia.;  pipe, 
iron;  pres.,  dom.  70  lbs.,  f.  70  lbs.;  cost,  $10,000; 
wks.  owned  by  city. 

ASH  TON,  p.  618.  F.  dept — 1  hose  cart;  hose, 
cot.,  rub.  lined,  700  ft;  tot.  mem.  0,  pd.  part  time. 

Water  Supply — Src,  wells;  sys.,  grav.;  air  pres. 
tank,  8  x  36,  cap.  11,000  gals.;  1  pump,  cap.  80 
gals,  min.;  mains,  17  blocks,  4  to  6  in.  dia.;  16 
hyd.;  pres.,  dom.  ft  f.  66  lbs. 

ATLANTIC,  p.  4,660;  t  area,  8,840  a.;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv..  wd.,  1  to  3  stor; 
wd.  rfs.  not  perm.;  fwkis.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  ho«e 
wag.;  3  hose  car.;  2  bra.,  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  inf.,  1,000  ft,  tot.  hose,  3,000  ft;  f.  al.. 
bell  ft  wh.;  val.  equip.,  $3,300;  val.  bldgs.,  $600; 
exp.,  dept,  $2,000;  tot  mem.;  80,  pd.  full  time  x, 
vol.  79. 

Water  Supply — Src,  well;  1  m.  bus  cent;  sys., 
dir.  pres.,  2  pump,  eng.,  class  quad.,  cap.  day  3,000,« 
000  gals.;  msins,  9  m.,  4  to  16  in.  dia.;  120  hyd.; 
S3  v.;  1,000  met  1,000  sen'.;  pipe,  wrt.  i.;  pres., 
dom.  80  lbs.,  f.  120  lbs.;  cons,  day,  700,000  gals.; 
cost,  $100,000;  cost  mtce.,  $10,000;  wks.  owned 
by  city. 

AUDUBON,  Audubon  Co.,  p.  1,928;  mere  bldgs., 
wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,600  ft;  hif.,  600  ft.;  tot  hose,  2,100 
ft.;  f.  al.,  bell;  tot.  mem.,  41  voL 


Water  Supply — Src,  wella  ft  creek;  sys.,  grav.  ft 
pump  to  rea.;  stdp.  cap.,  100,000  gals.;  dim.,  80  z 
20;  res.  cap.,  66,000  gala.;  1  pump,  eng.,  class 
dup.,  cap.  day  720,000  gals.;  mains,  8  m.,  4  to  8 
in.  dia.;  18  hyd.;  8  v.;  90  serv.;  pipe,  wrt.  L; 
pres.,  dom.  70  lbs.,  f.  126  lbs.;  cons,  day,  40,000 
gala.;  cost,  $16,000;  cost  mtce.,  $1,200;  wks. 
owned  by  town. 

AURELIA,  p.  626.  F.  dept. — 1  hos^  cart;  hose, 
900  ft;  f.  al.,  bell:  tot  mem.,  16  vol. 

Water  Supply — Src,  well;  sys.,  grav.;  2  tanks, 
cap.  22,000  gals.;  2  pump,  eng.;  mains,  14  blocks, 
4  to  6  in.  dia.;  il4  hyd.;  pres.,  40  to  80  lbs.; 
wks.  owned  by  town. 

AVOCA,  p.  1,620;  f.  area,  640  a.;  mere  bldga., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  no  fwks.  ft  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept — 1  str.,  8  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2,600  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$6,000;  vaL  bldgs.,  $8,000;  exp.  dept,  $8,000; 
tot  mem.,  88  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  69,227  gals.;  dim..  70  x  18:  1  pump, 
eng.,  class  hor.  dup.,  cap.  day  760,000  gals.;  mains, 
4  m.,  4  to  8  in.  dia.;  32  hrd.;  met.,  6;  106  serv.; 
pipe,  lead;  pres.,  dom.  68  lbs.,  f.  80  to  100  lbs.; 
cons,  day,  60,000  ffals.;  cost,  $17,600;  cost  mtce., 
$900;  wks.  owned  by  town. 

AYRSHIRE,  p.  837.  F.  dept. — 1  str..  1  comb, 
hand  eng.  ft  hose  cart;  hose,  rub.,  600  ft;  tot. 
mem.,  12  vol. 

Water  Supply — Src.  cisterns  ft  welL 

BANCROFT,  p.  880.  F.  dept — 1  hose  cart, 
h.  ft  1.:  hose,  cot,  rub.  lined,  700  ft;  f.  al.,  bell; 
tot  mem.  24,  pd.  part  time. 

Water  Supply — Src,  well;  sya.,  grav.;  1  pump: 
tank  dim.,  16  x  20,  cap.  88,088  gals.;  maina,  0 
blocks,  4  to  8  in.  dia.;  8  hyd.;  pres.,  dom.  ft  f. 
40  lbs. 

BATTLE  CREEK,  n.  627.  F.  dept— 2  hose 
carts;  hose,  cot,  rub.  lined,  1,000  ft;  f.  al.,  bell; 
tot.  mem.,  16  voL 

Water  Supply — Src,  wells;  in  bus.,  cent;  sys., 
grav.  ft  pump  to  stdp.;  stdp.,  dim.,  18  x  SO,  cap. 
60,000  gals.;  1  pump,  eng.,  cap.  day,  200,000 
gals.;  mains,  c  i..  2.44  m.,  4  to  6  in.  dia.;  28 
hyd.;  6  v.;  127  met;  pree.,  dom.  ft  f.,  42  lbs.; 
cons,   day,   80,000  gain.;   wks.   owned  by   city. 

OEDPORO,  p.  1,1883;  f.  area,  173  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1^  stor.;  wd.  rffe. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  cauaes 
of  f.  inv.  F.  dept. — 2  c  eng.  on  wis.,  2  comb,  e 
eng.,  2  h.  ft  1.  trk.,  2  hrs.;  hose,  cot,  rub.  lined. 
1,000  ft.;  rub.,  gd.,  260  ft;  tot  hose,  1,260  ft; 
f.  al.,  bell;  val.  equip.,  $3,000;  vaL  bldgs.,  $5,000; 
tot.  mem.,  82  voL 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  92,000  gala.;  dim., 
14  X  80;  mat,  stl.;   1  pump,  eng.,  cap.  day   676.- 

000  gals.;  mains,  2  1-5  m.,  4  to  8  in.  dia.;  23 
hyd.;  pres.,  dom.  ft  f.,  80  lbs.;  cost,  $18,000;  cost 
mtce.,   $800;   wks.   owned  by   city. 

BELLE  PLAINE,  p.  3,121;  f.  area,  746  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  3  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  reel,  1  hand  hose  car.,  6  hrs.;  hose,  rub.,  gd., 
1,300  ft.;  f.  al.,  bell  ft.wh.;  val.  equip.,  $6,000; 
val.  bldgs.,  $3,500;  exp.  dept,  $300;  tot  mem.  60 
vol. 

Water  Supply — Src,  wells  ft  cisterns. 

BELLEVUE,  p.  1,776;  f.  area,  2  a.;  mere  bldgs., 
stn.,  bk.  ft  wd.,  1  to  4  «tor.;  priv.,  bk.  stn.,  ft  wd., 

1  &  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
&  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  aer. 
Irk.,  2  hoae  wag.;  hose  reels,  hcwe,  cot,  rub.  lined, 
gd.,  1,300  ft;  inf.  400  ft;  tot  hose,  1,700  ft;  f. 
al.,  bell;  val.  equip.,  $1,000;  val.  bldgs.,  $1,500; 
exp.  dept.  $100;  tot.  mem.,  20  vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sys., 
pump  to  res.,  to  stdp.  ft  dir.;  res.  cap.,  150,000 
gals.;  loc.  on  hill;  2  pump,  eng.;  mains,  8%  m.; 
114  hyd.;  30  v.;  met.,  100;  74  serv.;  pipe,  galv.^i.; 
pres.,  dom.  90  lbs.,  f.  135  lbs.;  cons,  day,  30,000 
gals.;  cost,  $18,000;  cost  mtce,  $1,600;  wks. 
owned  by  city. 

BELMOND.  p.  1,224;  f.  area,  200  a.;  ^mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1 . n.  &  I. 
trk.,  12  buckets,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,200;  exp. 
dept,  $100;  tot.  mem.,  36  voL 
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Water  Supply — Src,  well;  ays.,  pump  to  stdp.; 
Btdp.  cap.,  2,000  bbls.;  1  pump,  eng.,  cap.  day  84,- 
000  bbls.;  mains,  iron,  5  m>,  4  to  8  in.  dia.;  35 
hyd.;  84  v,;  152  met.;  152  serv.;  pre«.,  f.,  89  lbs.; 
cost,  $25,000;  cost  mtce.,  |600;  wks.  owned  by 
town. 

BLOOMFIELD,  p.  2,028;  f.  area,  700  a.;  mere 
bidgs.,  bk.,  2  &  3  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inT.  P.  dept. — 1  hand  eng.,  1  c.  eng.,  1  h.  ft  1. 
trk.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,800 
ft.;  inf.,  200  ft.;  tot.  hose.  1,500  ft.;  f.  al.,  bell; 
▼al.  equip.,  $1,000;  val.  bldgs.,  $50;  tot.  mem.  80, 
pd    part  time  1,  vol.  W. 

water  Supply — Src,  well;  ays.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  58,000  gals.;  dim.,  10  x  24;  res. 
cap.,  56.000  gals.;  2  pump,  eng.,  cap.  day  1,108,- 
000  gals.;  mains,  c.  1.,  3  m.,  4  to  6  in.  dia.;  44 
hyd.;  10  v.;  125  met.,  125  serv.;  pipe,  lead;  pres., 
dom.  45  lbs.,  f.  45  to  100  lbs.;  cost,  $15,000;  cost 
mtce.,  $940;  wks.  owned  by  city. 

BODE,  p.  419.  F.  dept. — 1  hose  cart;  hose,  cot., 
rub.  lined,  600  ft.;  f.  al.,  bell;  tot.  mem.,  12  vol. 

Watar  Supply — Src,  well;  sys.,  grav.  ft  pump  to 
tank;  tank  dim.,  10  x  18,  cap.  28,224  gals.;  1 
pump;  mains,  1  m.,  4  ft  6  in.  dia.;  0  hyd.;  pres., 
dom.  ft  f.  40  lbs. 

BONAPARTE,  p.  697.  P.  dept. — 1  hose  cart; 
hose,  1,200  ft.;  f.  al.,  wh.;  tot.  mem.,  10  vol. 

Water  Supply — Src,  well  ft  riv.;  sys.,  pump  to 
stdp.;  stdp.  cap.,  85,000  gals.;  dim.,  10  x  60;  2 
pumps;  mains,  2  m..  4  to  8  in.  dia.;  28  hyd.;  pres., 
dom.  65  lbs.,  f.  126  lbs.;  wks.  owned  by  town. 

BOONE,  Boone  Co.,  pop.  10,847;  mere  bldgs., 
bk.,  1  to  4  stor.;  priv.,  wd.,  1^  stor.;  wd.  rfs.  not 
perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 2  h.  ft  1.  trk.,  3  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  3,500  ft.;  rub.,  gd.,  700  ft;  inf.,  500 
ft.;  tot.  hose,  4,<r00  ft;  f.  al.,  bell  ft  wh.;  exp. 
dept.,  $6,610;  tot.  mem.  75,  pd.  part  time;  undrs. 
rating,  third  class. 

Water  Supply — Src,  wells.  4  m.  bus.  cent.;  sys.. 
pump  to  res.,  to  stdp.   ft  dir.;   stdp.   cap.,   20,000 

Sals.;  res.  cap.,  4,000,000  gak.;  3  pump.  eng..  cap. 
ay  8,500,000  gals.;  mains,  c  i.,  17  ni..  4  to  14 
in.  dia.;  227  hyd.;  140  v.;  met.,  1,300;  1,300  serv.; 
pres.,  dom.  40  lbs.,  f.  125  lbs.;  coris.  day,  000,- 
000  gals.;  cost.  $326,000;  cost  mtce.,  $20,000; 
wks.  owned  by  city. 

BRITT,  p.  1,803;  mere  bldgs.,  bk.  ft  wd.,  1  ft 
2  stor.  F.  dept. — 2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,200  ft.;  f.  al.,  wh.;  tot.  mem.,  15  vol. 

Water  Supply — Src,  wells,  630  ft.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60.000  gals.;  dim., 
24  X  18;  loc.  at  station;  mat,  wd.  ft  sti.;  2  pump, 
eng.,  class  dup.  ft  trip.,  size  12  x  7  x  12,  cap.  day 
700,000  gals.;  mains,  c  i.,  2%  m.,  4  to  8  in.  dia.; 
19  hyd.;  6  v.;  200  serv.,  pipe,  galv.  i.;  pres,,  dom. 
80  lbs.,  f.  100  lbs.;  cone,  day,  50,000  gals.;  wks. 
owned  by  town. 

BROOKLYN,  p.  1,288;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.  F.  dept. — 2  c  hand 
ex.,  1  str.,  1  c  eng.,  2  hose  car.,  ladders;  hose, 
cot,  rub.  lined,  gd.,  1,200  ft.;  f.  al.,  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $7,000;  tot  mem.,  20 
vol. 

Water  Supply — Src,  well,  216  ft.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  45,000  gals.; 
pump,  eng.,  cap.  day  80.000  gals.;  mains,  2^  m., 
4  to  8  in.  dia.;  17  hyd.;  met,  150;  154  serv.;  pres., 
f.  60  lbs.;  cost,  $12,500;  cost  mtce.,  $550;  wks. 
owned  by  city. 

BUFFALO  CENTER,  p.  768.  F.  dept— 1  hose 
cart,  8  ladders;  hose,  cot,  rub.  lined,  1,000  ft;  f. 
al..  bell  ft  telp.;  tot.  mem.,  20  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  tank; 
tank  cap.,  1.800  gals.;  dim.,  18  x  22;  pres.,  dom. 
45  lbs.;  mains,  3,026  ft,  4  to  8  in.  dia.;  10  hyd.; 
wks.  owned  by  town. 

BURLINGTON,  p.  24,824;  f.  area,  12  sq.  m.; 
mere  bldgs.,  bk.,  1  to  6  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2 
comb.  c.  ft  h.  wag.,  1  auto.  comb,  c  eng.  &  trk., 
6  c  hand  ex.,  1  aer.  trk.,  3  hose  wag.,  2  hose 
reels  (1  hose  leel  in  resene),  IS  hrs. ;  hose,  cot., 
rub.  lined,  gd.,  8,000  ft.;  inf.,  2,000  ft;  tot 
hose.  10.000  ft.;  f.  al..  Gamewpll.  43  bx.;  val. 
equip.,    $35,000;    val.    bldgs.,    $60,000;    exp.    dept.. 


$22,000;   tot  mem.   22,  pd.  full  time  18,  pd.  part 
time  4. 

Water  Supply  —  Src,  riv.,  In  bue.  cent.;  eye., 
pump  dir.;  5  pump,  eng.,  class  cross  comp.  hor. 
quadruplex  centrif.,  cap.  day  28,500,000  gals.; 
mains,  c  i.,  52  m..  4  to  16  in.  dia.;  51<5  hyd.; 
met,  225;  4,855  serv.;  pipe,  c  i.;  pres.,  dom. 
100  lbs.,  f.  140  lbs.;  cons.  day.  2.281,468  gala.; 
cost  $760,000;  wks.  owned  by  Co. 

CALMAR,  p.  849;  f.  area,  200  a.;  mere  bldgs.. 
bk.  ft  stn.,  £  stor.;  priv.,  wd..  2  stor.;  wd.  rfs 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk..  1  water  tower,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd..  700  ft;  f.  al..  bell;  tot 
mem..  30  voL 

Water  Supply — Sre.  wells.  3  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  mains;  stdp.  cap..  70.000 
gals.;  dim.,  24  x  24;  mat,  stl.  ft  wd.;  1  pump, 
eng.,  cap.  day  42.000  gals.;  mains,  iron.  2^  m., 
4.  6  ft  8  in.  dia.;  28  hvd.;  met,  11;  78  serv.;  pipe, 

falv.  i.  ft  lead;  pres.,  dom.  68  lbs.,  f.  70  lbs.;  coat, 
17,000;  cost  mtce.,  $600;  wks.  owned  by  city. 

CAMBRIDGE,  p.  696.  F.  dept. — 1  hose  cart.  1 
hand  ft  e  eng..  60  buckets;  hose,  1.000  ft.;  f.  sL. 
bell;  tot.  mem.,  16  vol. 

Water  Supply — Src,  well;  sys..  pump  to  tank; 
tank  cap.,  11,000  gals.;  dim..  8  x  86;  mains,  2 
m.,  4  to  6  in.  dia.;  0  hyd.;  pres..  40  lbs.;  wka. 
owned  by  town. 

CARROLL,  p.  8,546;  f.  area.  20  a.;  mere  bldgs.. 
bk.,  1  ft  2  ator.;  priv.,  wd..  2  stor.;  wd.  rfs.  not 
perm.;  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
hand  eng.,  1  h.  ft  L  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2^000  ft;  inf.,  800  ft;  tot  hose, 
2,300  ft;  f.  al.,  bell  ft  wh.;  vaL  equip..  $4,000; 
val.  bldgs.,  $8,000;  tot  mem..  70  voL 

Water  Supply — Sre,  wells,  %  m.  bus.  cent.;  ssns., 
pump  by  elee  into  res.;  stdp.  cap..  146,620  gals.; 
dim.,  16  X  111;  mat.  stl.;  res.  cap.,  100.000  gals.; 
loc.  al  pump,  atation:  4  piunp.  eng.,  cap.  day  696.- 

000  gals.;  mains,  e  L,  4%  m.,  4  to  8  in.  dia.;  41 
hyd.;  11  v.;  met,  88;  860  serv.;  pipe.  galv.  i.; 
pres..  dom.  76  lbs.,  f.  76  lbs.;  cons.  day.  226,000 
gals.;  cost,  $60,000;  cost  mtce.,  $6,000;  wks.  owned 
oy  city. 

CASCADE,  p.  1,268;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.  ft  wd..   1   to  3  stor.;  priv..  bk.  ft  wd., 

1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft 
1.  trk..  3  hose  car..  1  water  tower  in  reserve: 
hose,  cot,  rub.  lined,  gd..  1,960  ft;  f.  sL.  bell  ft 
wh.;  vaL  equip.,  $1,800;  val.  bldgs.,  $1,000;  exp. 
dept,  $150;  tot.  mem..  25  voL 

Water  Supply — Sre.  spr.,  4  blocks  bus.  cent.; 
sys..  pump  to  stdp.;  stdp.  cap..  70.000  gala., 
mat.  iron;  2  pump,  eng.,  class  dup..  cap.  day 
834,000  gals.;  mains,  iron,  1  Vi  m.,  4  to  8  in. 
dia.;  23  hyd.;  met..  14;  74  serv.;  10  v.;  pres.. 
dom.  84  lbs.,  f.  84  lbs.;  cost  $10,000;  cost  mtce.. 
$800;  wks.  owned  by  city. 

CEDAR  FALLS,  p.  5,012;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  stn.,   1  to  8  stor.;  priv..  wd.  ft  bk., 

2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 4  hose  car.,  1  h.  ft  L 
trk.;  hose,  cot,  rub.  lined,  gd..  8,600  ft;  f.  al.. 
bell  ft  wh.;  vaL  equip.,  $8,600;  val.  bldga..  $6,000: 
exp.  dept,  $425;  tot.  mem..  80  vol.;  undrs.  ratine* 
second  class. 

Water  Supply — Src,  8  wells,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  il 00.000 
gals.;  3  pump.  eng..  cap.  day  4,500,000  gala.; 
mains,  c.  i.,  20  ni.,  4  to  10  in.  dia.;  180  ayd.; 
160  v.;  met,  1,022;  1,620  serv.;  pipe,  galv.  i.; 
pres.,  dom.  85  lbs.,  f.  126  lbs.;  cona.  day,  600.000 
gak.;  cost,  $125,000;  wks.  owned  by  city. 

CEDAR  RAPIDS,  p.  82.811;  f.  area,  18  sq.  n.; 
mere  bldga.,  bk..  2  to  8  stor.;  priv.,  wd..  1  to  S 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb.  pump, 
eng.  chem.  ft  hose  wax.*  1  auto.  comb,  e  ft  n. 
wag.,  1  chiefs  auto.,  1  h.  ft  L  trk.,  17  e  hand 
ex..  Il  comb,  c  ft  h.  wag.,  8  hose  wag..  10  his. 
(in  reserve.  1  hose  wag.,  1  hrs.);  hose,  cot.  rub. 
lined,  gd.,  9,600  ft;  chem  hose,  600  ft;  tot.  hose. 
10,100  ft;  f.  al.,  Oamewell.  68  bx.;  val.  equip., 
$30,500;  val.  bldgs.,  $26,454;  exp.  dept,  $42,987; 
tot.  mem.   87.  pd.  full  time. 

Water  Supply — Src,  riv.  ft  wells.  H  m.  bua. 
cent.;  sys.,  pump  dir.;  res.  cap..  620,000  gals.:  6 
pump,  eng.,  class  comp.,  cap.  day  14,400,000  oals.; 
maina,  c  i.,  75.8  m..  4  to  80  in.  dia.;  666  nyd.; 
516  v.;  met.,  6,500;  7,827  serv.;  pipe,  lead;  pres.. 
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dom.  60  lb«.,  f.   80  to  120  lbs.;  cons,  day,  2,800,- 

000  gals.;  cost,  $900,000;  wks.  owned  by  city. 

CENTERVILLE,  Appanoose  Co.,  p.  6,936;  f.  area, 
1,500  a.;  mere,  bldgs.,  bk.,  stn.  JE  wd.,  2  to  8  stor.; 
priv.,  bk.,  cem.  Sl  wd.,  1  Ac  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  A  combt.  ord.;  caiaes  of  f. 
inv.  F.  dept. — 4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  1  hose  reel,  2  hrs.;  hose,  cot.,  rub.  lined,  gd., 
2,600  ft.;  inf.  1,000  ft.;  tot  hose,  3,500;  f.  al., 
bell  ft  wh.;  val.  equip.,  $3,600;  exp.  dept.,  $2,600; 
tot.  mem..   15  vol. 

Water  Supply — Src.  well,  1%  m.  bus  cent;  sys., 
pump  to  stdp.;  stdp.  cap.  84,600  gals.,  dim.  12  x 
100,  loc.  at  station,  mat  stl.  ft  iron;  res.  cap.,  80,- 
000,000  gate.,  loc.  At  station;  2  pump,  eng.,  class 
dup.,  cap.  dsy  1,044,000  gate.;  mains,  c,  i.,  11.64 
m.,  4  to  12  in.  dia.;  75  hyd.;  460  met.;  476  serv.; 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  ft  f.  45  lbs.;  cons, 
day,  175,000  gals.;  cost,  $160,000;  cost  mtce., 
$4,000;  wks.  owned  by  Co. 

CHARITON,  p.  8,794;  f.  area,  829  a.;  mere, 
bldgs.,  bk.,  2  ft  S  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  ris.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  6  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  2  hose  car.,  8  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  2,100  ft;  rub.,  gd.,  200  ft; 
inf.,  600  ft.;  tot  hose.  2,800  ft;  f.  al.,  bell;  val. 
equip.,  $6,000;  vaL  bldgs.,  $4,000;  tot  mem.,  110 
vol. 

Water  Supply — Src,  mill,  cap.  80,000  gals.  day. 

CHARLES  CITY,  p.  6,892;  mere  bldgs.,  stn., 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  8  hose  carts, 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,260  ft;  val. 
equip.,  $6,000;  vaL  bldgs.,  $6,000;  exp.  dept, 
$8,000;  tot  mem.,  19,  pd.  full  time  1,  18  vol.; 
undrs.  rating,  second  class. 

Water  Supply — Src.,  artesian  wells,  ^  m.  bus. 
cent;  sys.,  dir.,  pres.;  stdp.  cap.,  180,000  gala.; 
res.  cap.,  800,000  gals.;  4  pump,  eng.,  cap.  day 
2,270,000  gals.;  mains,  c.  i.,  20  m.,  4  to  12  in. 
dia.;  109  hyd.;  1,000  met;  985  serv.;  pipe,  lead; 
pres.,  dom.  55  lbs.,  f.  125  lbs.;  cons,  day,  8>50,000 
gals.;  cost,  $160,000;  cost  mtce.,  $2,000;  wks. 
owned  by  city. 

CHARTER  OAK,  p.  784.  F.  dept. — 1  hose  cart, 
6  buckets;  hose,  800  ft;  f.  al.,  bell;  tot  mem.,  16 
vol. 

Water  Supply — Src.,  driven  well;  sys.,  pump  to 
tk.;  tk.  dim.,  18  x  20;  pump;  mains,  1^  m.,  4  to 
6  in.  dia.;  14  hyd.;  pres.,  dom.  06  lbs.,  f.  100 
lbs.;  wks.  ovmed  by  town. 

CHEROKEE,  p.  4,884;  f.  area,  1,280  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
comb.  h.  ft  c.  wag.  1  hand  eng.,  2  c  hand  ex..  1 
h.  ftl.  trk..  2  hose  car.;  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  2,200  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$2,000;  val.  bldgs.,  $10,000;  exp.  dept,  $100;  tot 
mem.,    20   vol. 

Watsr  Supply — Src,  wells,  3.000  ft.  bus.  cenr. : 
sys.,  pump  to  stdp.;  stdp.  cap.,  164.000  gals., 
dim.  18  X  80.  mat  iron;  2  res.  cap.,  276,000 
gsK;  2  pump,  eng.,  cap.  day  1,877,760  gals.; 
mains,  c  i.,  9.70  m.,  4  to  10  in.  dia.;  64  hyd.; 
met.,  715;  725  serv.;  pipe,  iron;  pres.,  dom.  60 
to  85  lbs.,  f.  160  lbs.;  cons.  day.  150,000  gals.; 
cost,  $66,660;  cost  mtce.,  $4,966';  wks.  owned  by 
city. 

CINCINNATI,  p.  1,366;  f.  area,  1,120  a.;  bldgs., 
bk.  &  wd.;  wd.  rfs.  perm.;  fwfcs.  ft  combt.  ord.; 
causes  of  f.  inv.     F.  dept. — 1  comb,  c  ft  h.  wag., 

1  c.  eng.,  1  c.  hand  ex..  1  h.  ft  1.  trk.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,100  ft.;  inf.  500  ft: 
tot  hose,  1,600  ft;  f.  al.,  bell;  val.  equip.,  $1,000; 
exp.  dept,  $100;  tot.  mem.,  20  vol.;  undrs.  rating, 
second   class. 

Water  Supply — Src,  wells. 

CLARE,  p.  299.  F.  dept — 1  hose  cart;  hose, 
cot,  rub.  lined,  500  ft.;  f.  al.,  beU. 

Water  Supply — Src,  well;  sys.,  grav.  ft  pump  to 
tk.;  tk.  dim.  8  x  40,  cap.  14,400  gals.;  1  pump; 
mains,  2,626  ft.,  6  ft  8  in.  dia.;  9  hyd.;  pres., 
dom.  ft  f.  65  lbs. 

CLARENCE,  p.  662.  F.  dept. — 2  hose  carts,  1 
h.  ft  1.  trk.;  hose,  cot.,  rub.  l.ned.  950  ft;  f.  al., 
bell:  tot.  mem.,   18  vol. 

Water  Supply — Src,  well;  sys.,  grav.;    1  pump; 


tk.,   18  X  20  ft  cap.  88,070  gals.;  mains,   2  m., 
2  to  6  in.  dia.;  7  hyd.;  pres.,  dom.  ft  f.  40  lbs. 

CLARION,  p.  2,066.  F.  dept. — 2  hose  wag.,  1 
hose  reel;  hose,  cot,  rub.  lined  gd.,  1,100  ft.;  rub. 
gd.,  200  ft;  tot.  hose  1,800  ft.,  f.  aL,  bell  ft  wh. 
tot.   mem.,    22   vol. 

Water  Supply — Src,  well  ft  cisterns,  in  bus.  cent; 
sys.,  grav.  ft  pump  to  stdp.,  stdp.  dim.  19  x  24,  cap. 
50,000  gals.;  1  pump.,  class  comp.  dup.,  cap.  600 
gals,  min.;  mains,  4  blocks,  4  to  10  in  dia.;  5  hyd.; 
pres.,  dom.  50  lbs.,  f.  100  lbs.;  wks.  owned  by  town. 

OLARINDA,  p.  8,882;  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  1^  to  8  stor.;  priv.,  wd.  ft  bk.,  1%  to 
2  stor.;  wd.  rfs.  not  perm,  in  1  area;  fwks.  ft  combt 
ord. ;  causes  of  f .  inv.  F.  dept. — 4  c  hand  ex.,  1  c 
eng.  on  wis.,  1  h.  ft  L  trk.,  1  comb,  wag.,  1  hose 
reel,  2  hrs.,  hose.,  cot,  rub.  lined,  gd.,  2,000  ft; 
inf.,  1,000  ft;  tot  hose,  3,000  ft;  t  «1.,  bell  ft  wh., 
2  telp.;  val.  equip.,  $8,000;  val.  bldgs.,  $4,000;  exp. 
dept,  $1,500;  tot  mem.,  21  voL 

Water  Supply — Src,  wells;  srs.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  126.000  gals.;  2  pump,  eng., 
class  comp.  cond.,  cap.  day  2,600,000  gals.;  mains. 
10  m.,  4  to  12  in.  dia.;  66  hyd.;  met.,  110;  126 
serv.;  pipe,  lead  ft  galv.  L;  pres.,  dom.  76  Iba., 
f.  150  lbs.;  cost,  $40,000;  cost  mtce.,  $1,800;  wks. 
owned  by  city. 

CLARKSVILLE,  p.  896.  F.  dept— 2  hose  carts, 
1  h.  ft  1.  trk.,  24  buckets;  hose,  2,800  ft;  f.  al., 
bell  ft  wh.;  tot  mem.,  20  vol. 

Water  Supply — Src.  wells;  sys.,  pump  to  tk.; 
tk.  dim.  20  x  24,  cap.  61,7A0  gals.;  1  pump, 
cap.  100  bbls.  hour;  msins,  6,&50  ft,  4  to  8  in. 
dia.;  21  hyd.;  pres.,  50  lbs.;  wks.  owned  by  town. 

CLEAR  LAKE,  p.  2,014;  f.  area,  820  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  IH 
to  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hoM 
carts;  hose,  cot,  rub.  luied,  gd.,  1,500  ft.;  f.  aL, 
wh.  ft  bell;  vaL  equip.,  $15,000;  val.  bldgs.,  $2,- 
000;  tot  mem.,  20  vol. 

Water  Supply — Src,  lake;  sys.,  pump  to  stdp.  ft 
dir.  pres.;  stdp.  cap.,  70,000  gals.;  pump,  eng.,  cap. 
day  750,000  gals.;  mains,  8  m.,  4  to  8  in.  dia.; 
85  hyd.;  met,  8;  pres.,  dom.  88  lbs.,  f.  126  lbs.; 
cost,  $12,000;  cost  mtce.,  $1,000;  wks.  owned  by 
city. 

CLINTON,  p.  26,577;  f.  area,  40,000  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  6  stor.;  priv.,  bk.  ft 
wd.,  1  to  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
1  hand  eng.,  1  c  eng.,  12  c  hand  ex.,  1  h.  ft  1. 
trk.,  4  hose  wag.,  4  hose  carts  in  reserve,  10  his.; 
hose,  cot,  rub.  lined,  gd..  10.000  ft;  f.  al..  Game- 
well.  60  bx.;  vaL  equip.,  $40,000;  vaL  bldgs., 
$80,000;  exp.  dept,  $11,000;  tot  mem.,  24,  pd. 
full  time. 

Water  Supply — Src,  wells  ft  riv.,  %  m.  bus. 
cent.;  sys.,  pump  to  res.  ft  dir.;  res.  cap.,  1,000,000 
gals.;  5  pump,  eng.,  cap.  day  15,600,000  g^*; 
mains,  o.  i.  ft  wrt.  1,  52  m.,  2  to  14J  in.  dia.;  892 
hyd.;  met.,  2r684;  4,000  serv.;  pipe,  iron;  pre*., 
dom.  65  lbs.,  f.  110  lbs.;  cons,  day,  1,760,000 
gals.';  wks.  owned  by  Co. 

CLUTIER.  p.  186;  f.  area  100  a.  F.  dept — 1 
hose  cart;  hose,  rub.  lined  gd.,  1,250  ft.;  f.  aL,  bell 
ft  wh.;  tot.  mem.,  21  voL 

Water  Supply— -Src,  w^ell;  sys.,  grrav.  ft  pump  to 
tk.;  tk.  dim.  14  x  16,  cap.  17,840  gals.;  1  pump; 
mains,  2.100  ft.,  4  ft  6  in.  dia.;  6  hyd.;  pres.,  dom. 
30  lbs.,  f.  40  lbs. 

COQGON,  p.  471.  F.  dept — 1  hose  cart,  1 
h.  ft  1.  trk.,  12  buckets;  hose,  cot,  rub.  lined, 
800  ft.;  f.  al.,  bell;  tot  mem.,  30  voL 

Water  Supply — Src,  well;  sj's.,  grav.;  1  pump; 
tk.  dim.  16  X  20,  cap.  30.080  gals.;  mains,  3,000 
ft,  4  ft  6  in.  dia.;  9  hyd.;  pres.,  dom.  ft  f.  48  lbs. 

COIN,  p.  591;  f.  area,  160  a.;  mere  bldgs.,  bk. 
ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept.,  1  comb,  c  ft  h.  wsg.,  c 
hand  ex.;  hose,  cot,  rub.  lined,  gd.,  400  ft;  f. 
al.,  bell;  vaL  equip.,  $900;  vol. 

Water  Supply — Not  reported. 

COLFAX,  p.  2,524;  f.  area,  12  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.  In  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk..  6  c  hand 
ex.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,260 
ft;  rub.,  gd..  500  ft.:  inf.,  200  ft.;  tot.  hose,  1,960 
ft;    f.    al.,   bell   ft   wh.;   val.    equip.,   $2,600;   raL 
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bldn..  12,600;  exp.  dept.,  $75;  tot.  mem.,  30  vol. 
Watftr  Supply — Src,  well,  S  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  90,000  gals.,  mat. 
stl.;  1  pump,  eng.,  size  14  x  8  x  12,  cap.  day 
500,000  ffals.;  mains,  c.  i.,  3  %  m.,  4  to  6  in. 
dia.;  85  nyd. ;  15  v.;  met.,  21;  155  serv.;  pres., 
dom.  100  lbs.,  f.  100  lbs.;  cons.  day.  90,000 
gala.;  cost,  $22,000;  coat  mice.,  $1,200;  wks. 
owned  by  city. 

COLLINS,  p.  521.  F.  dept. — 2  hose  carts;  hose, 
1,200  ft.;  f.   al.,  bell;  toL 

Watar  Supply — ^Src,  well;  sys..  grav.;  tk.  dim. 
8  X  86,  cap.  11,000  gals.;  1  pump;  mains,  2,800 
ft.,  4  A  6  in.  dia. ;.9  hyd. ;  pres.,  65  lbs.;  wks. 
owned  by  town. 

COLUMBUS  JUNCTION,  p.  1,185;  mere,  bldgs., 
bk.,  2  ator. ;  priv.,  wd.,  1^2  stor. ;  wd.  rfs.  not 
perm.;  fwks.  h  combt.  ord. ;  causes  of  f.  inv.  F. 
dept.^1  hand  eng.,  1  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  f.  al.,  bell;  tot.  mem.,  20 
vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  57,000  gals.,  mat.  wd.  Sl  stl.;  2  pump, 
eng.,  cap.  day  900.000  gals.;  mains,  1^  m. ;  40 
serv.;  pipe,  galv.  i.;  pres.,  dom.  90  lbs.,  f.  120 
lbs.;  cost,  $11,000. 

CONIRAID,  p.  549;  f.  area,  50  a.  F.  dept. — 
1  c.  eng.,  2  comb.  c.  A;  hose  wag.,  2  hoae  carta; 
hose.  900  ft.;  f.  al.,  bell;  tot.  mem.,  16  vol. 

Water  Supply — Src,  cisterns  k  well;  sys.,  pump 
to    tk.;    tk.    dim.    16    x    16,    cap.    23.943    gals.;    1 


pump,    cap.    50   gals,   min.;   mains,    2,880    ft.,    4    k 
6     in.    dia.;    9 
owned  by  town. 


gais. 
hyd. ; 


pres.,    dom.     40    lbs.;    wka. 


COON  RAPIDS,  p.  1,084;  f.  area,  200  a.;  mere 
bldgs.,  bk.  &  wd.,  1  &  2  stor.;  priv.,  wd.,  1  &  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord., 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  60  c. 
hand  ex.,  1  h.  &  1.  trk.,  2  hose  wag.;  hose,  cot., 
rub.  lined,  gd.,  1,800  ft.;  f.  al.,  bell  k  wh.;  val. 
equip.,  $1,2P0;  val.  bldgs.,  $1,800;  tot.  mem.,  40 
vol. 

Water  Supply — Src,  well,  2  blks.  bus.  cent.; 
ays.,  grav.,  pump  to  stdp.  k  dir. ;  stdp.   cap.,   945,- 

000  gals.;  pump,  eng.,  cap.  day  25,000  galA.; 
mains,  iron,  2^  m.,  6  in.  dia.;  14  hyd.;  6  v.; 
met.,  60;  125  serv.;  pres.,  dom.  62  lbs.,  f.  52 
lbs.;  cons,  day,  3,000  gals.;  cost,  $6,000;  cost 
mtce.,  $1,800;  wks.  owned  by  city. 

CORNING,  p.  1,702;  f.  area,  640  a.;  bldgs., 
bk.  k  wd.,  1  &  2  stor.;  wd.  rfs.  perm.;  fwks.  k 
comb.  ord.  F.  dent. — 1  h.  k  1.  trk..  3  hose  car.: 
hose,  cot.,  rub.  lined,  gd.,  1.700  ft.;  inf.,  300 
ft.;  tot.  hose,  2.000  ft.;  f.  al.,  bell;  val.  equip., 
$2,600;  val.  bldgs..  $4,000;  exp.  dept.,  $150; 
vol. 

Water  Supply — Src.  well,  M  m.  bus.  cent.;  pvr.. 
pump  to  stdp.;  stdp.  cap.,  80,000  gals.,  dim.  18  x 
25.  mat.  stl.;  2  pump,  eng.,  cap.  day  250.000 
gals.;  mains,  c  i.,  8  m.,  4  to  6  in.  dia.;  80 
hyd.;  met.,  78;  283  serv.;  pipe,  galv.  i.;  pres.. 
dom.  30  to  80  lbs.,  f.  30  to  100  lbs.;  cons, 
day.  82.000  gals.;  cost,  $85,000;  cost  mtce.,  $1,- 
800;  wks.  owned  by  city. 

CORRECTIONVILLE,  p.  893.  F.  dept.— 3  hose 
carts,  1  h.  ft  I.  trk.;  hose,  cot.,  rub.  lined,  950 
ft.;  f.  al..  bell;  tot.  mem..  16  vol. 

Water  Supply — Src,  well;  sys.,  grav.  k  dir.  pres.; 

1  pump;  tk.  dim.  16  x  20  ft.,  cap.  30,080  gals.; 
mainfl,  m  m.,  4  to  8  in.  dia.;  14  hyd.;  126  met.; 
pres.,  dom.  k  f.,  100  lbs.;  cost,  $10,000;  cost 
mice.,   $800;   wks.   owned  by  city. 

CORWITH.  p.  455.  F.  dept. — 1  hose  cart;  hose, 
cot.,  rub.  Ined,   1,000  ft.;  f.  al..  bell;  vol. 

Water  Supply — Src.  well:  sys.,  grav.;  1  pump; 
Ik.  dim.  18  x  20.  cap.  42.300  arals. :  mains,  2.200 
ft.,  4  &  6  in.  dia.;  8  hyd.;  prea.,  dom.  45  lbs.,  f. 
45  lbs. 

CORYDON,  p.  1.669;  f.  area,  640  a.;  mere 
bldgs..  bk.  k  wd.,  1  to  2  stor.;  priv.,  bk.  k  wd., 
1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ord.;  causes  of  f.  inv.  F.  dept. — 6  c  hand  ex.,  1 
h.  k  1.  trk.,  2  c  eng.;  hose,  cot.,  nib.  lined,  ird.. 
800  ft;  inf.,  150  ft.;  tot.  hose,  950  ft.:  f.  al.,  bell 
k  wh.;  val.  equip.,  $800;  val.  bldgs.,  $3,000;  exp. 
dept.,  $300;  tot.  mem.,   29  vol. 

Water  Supply — Src.  wells  k  cisterns. 

COUNCIL  BLUFFS,  p.  25.802;  mere  bldgs..  stn.. 
bk.  k  wd.,  1  to  8  stor.;  priv.,  stn..  bk.  k  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c  eng.,  6  c  hand  ex.,  1  chiefs 
wag.;   1   supply  wag.,    1   h.   ft  I.   trk.,   1   aer.   trk., 


3  hose  wag.,  2  in  res.,  1  comb,  c  ft-  h.  auto.  wa«r.. 

11  hrs.;  2  in  res.;  hose,  cot.,  rub.  lined,  gd.,  6,460 
ft.;  f.  aL,  Oamewell  storage,  41  bx.;  viL  equip., 
$31,000;  val.  bides.,  $90,000;  exp.  dept.,  |28.- 
000;  tot.  mem.,  25;  pd.  full  time. 

Water  Supply — Src,  riv.,  8  m.  bua.  cent.;  ays., 
pump  to  re«.  ft  dk.;  res.  cap.,  8,260,000  gmls.; 
8  pump,  eng.,  cap.  day,  28,000,000  gals.;  mains, 
c  i.,  52  m.,  4  to  30  in.  dia.;  370  hyd.;  851  v.; 
met.,  2,584;  5,417  aerv.;  pipe,  lead  ft  iron;  pres., 
dom.  90  lbs.,  f.  120  to  140  lbs.;  cona.  day,  8,- 
000.000  gals.;  wka.  owned  by  city. 

CRESCO,  Howard  Co.,  p.  2,668;  mere,  bldgs.. 
bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot.,  mb. 
lined,  gd.,  1,600  ft;  f.  al.,  bell  ft  wh.;  val.  equip.. 
$2,000;    v<a].    bldgs.,    $1,000;    tot    mem.,    60    voL 

Water  Supply--Src.,  wells.  4  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  90,000  gals.,  dim. 

12  x  100,  mat.  stl.;  2  pump,  eng.,  cap.  day  100,- 

000  gals.;  mains,  c.  i.,  4  m.,  4  to  8  in.  dia.; 
27  hyd.;  8  v.;  240  serv.;  pipe,  galv.  i.;  pres.,  dom. 
•38  lbs.,  f.  140  lbs.;  cons,  day,  60,000  gals.;  cost, 
^22,000;    cost  mtce.,   $1,700;    wks.  owned  by  city. 

CRESTON,  p.  6,924;  f.  area,  4,000  a.;  mere, 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  1%  ft  2  stor.; 
wd.  rfs.  perm. ;  no  fwks.  ft  combt  ord. ;  causes  of 
f.  inv.  F.  dept. — 1  c  eng.,  1  h.  ft  1.  trk.,  8  hose 
carta,  1  hose  car.,  4  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1,500  ft.;  linen,  gd.,  1,500  ft.;  tot  hose, 
8,000  ft.;  f.  al.,  bell  ft  telp.;  tot  mem.  100,  pd. 
full  time   2,  pd.   part  time  1,  vol.   07. 

Water  Supply — iSrc,  riv.,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  140,000 
gale.;  res.  cap.,  500,000  gals.;  2  pump,  eng.,  class 
comp.,  size  14  x  20  x  12,  cap.  day  3.000,000 
gals.;  mains,  c  i.,  12  m.,  4  to  12  in.  dia.;  141 
hyd.;  met,  100;  860  serv.;  pipe,  galv.  i.;  pres.. 
dom.  80  lbs.,  f.  140  lbs.;  cost,  $200,000;  cost 
mtce.,  $5,000;  wks.  owned  by  Co. 

CUMBERLAND,  p.   552.     F.  dept— 1  hose  cart 

1  h.  ft  1.  trk.;  hose,  cot.,  rub.  lined,  600  ft.; 
f.   al.,  bell;   tot   mem.,   43   vol. 

Water  Supply — Src,  well;  sys.,  grav.;  1  pump, 
cap.  40  gals,  min.;  tk.  dim.  16  x  18,  cap.  27,070 
gals.;  mains,  1.900  ft,  4  ft  6  in.  dia.;  6  hyd.: 
pres.,  dom.   ft  f.,    62   lbs. 

DAN  BURY,  p.  558.  F.  .dept — 1  c  eng.,  1 
hose  cart,  6  c  hand  ex.,  1  hrs.;  hose,  cot,  rub, 
lined,  600  ft;  f.  al.,  bell;  val.  equip.,  $800;  tot 
mem.,  20  vol. 

Water  Supply — Sys.,  grav.;  tk.  cap.,  12,000  gals.: 

1  pump;  maina,  IH  m.,  1^  to  4  in.  dia.;  18 
hyd.;   pres.,  65  lbs.;  wks.  owned  by  town. 

DAVENPORT,  p.  43,028;  f.  area.,  10  aq.  m.; 
mere,  bldgs.,  bk.  ft   stn.,    2   to  8    stor.;   priv..  wd.. 

2  ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  dbicTa 
auto..  1  aaat  chief's  auto.,  16  c  hand  ex.,  1  h.  ft 
1.  tark.,  1  aer.  trk.,  1  auto,  tractor  for  aer.  trk.,  6 
hose  wag.,  1  auto,  hose  wag.,  1  comb.  auto,  hose 
wag.  ft  trk..  11  hrs.;  hose,  cot,  rub.  lined,  gd.,  15.000 
ft;  inf.,  500  ft;  tot  hose,  US. 500  ft:  f.  al.. 
Gamewell,  86  bx.;  val.  equip.,  $71,000;  val.  bldgs., 
$100,000;  exp.  dept,  $65,000;  tot  mem.  45,  pd. 
full   time;    undrs.    rating,  first   class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  s^, 
pump  to  res.  ft  dir.;  res.  cap.,  5.000,000  gala.. 
IOC  on  elevation;  8  pump,  eng.,  class  comp.  cond.. 
cap.  day  45,000,000  gals.;  mains,  c  1..  98  m..  6 
to  24  in.  dia.;  924  hyd.;  1,800  v.;  met,  7,500; 
10,000  serv.;  pipe,  lead  ft  wrt.  i.;  pres,,  dom.  40 
to  80  lbs.;  f.  90  lbs.;  cons,  day,  8,900,000  gaU.: 
cost,   $2,200,000;   wks.  owned  by  Co. 

DAYTON,  p.  717.  F.  dept.— 2  hose  carU;  hose, 
1,000  ft;  f.  al.,  bell;  tot  mem..  21  vol. 

Water  Supply — Src,  wells,  2  pumps;  tk.  dim. 
20  X  20,  cap.  57.000  gals.;  mains,  1  m.,  4  to 
6  in.  dia.;  16  hyd.;  pres.,  40  lbs.;  wka.  owned 
by  town. 

DECORAH,  p.  8,692;  mere  bldgs.,  mostly  bk.. 
1  to  8  stor.;  priv.,  bk.  ft  wd..  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  h.  ft  I.  trk.,  2  c  hand  ex..  8 
hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,800 
ft:  f.  al.,  bell  ft  wh.;  tot.  mem.,  66  vol. 

Water  Supply — Src.  wells;  sys.,  grav.  ft  punsp 
dir.;  res.  cap.,  500,000  gals.;  2  pump,  eng.,  cap. 
day  1.015.000  gals.;  mains,  8%  m.,  0  to  8  in. 
dia.;  40  hyd.;  met.,  80;  prea..  dom.  90  to  100  lbs.. 
f.  90  to  100  lbs.;  cost  $24,000;  cost  mtce.. 
$2,000;  wks.  owned  by  city. 
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DEEP  RIVER,  p.  500.  F.  dept.— 1  bote  cart.  8 
ladders;  hose,  cot.,  rub.  lined,  500  ft.;  f.  al.»  wo.; 
tot.  mem.,  8  voL 

Water  Supply — Src,  well;  sya.,  grzy.;  2  pumps, 
cap.  295  gals,  min.;  air  pres.  tk.  8  x  36,  cap. 
11,000  gals.;  mains,  1  m.,  4  &  6  in.  dia. ;  11 
hyd. ;  pres.,  f.  65  lbs. 

DEFIANCE,  p.  400.  F.  dept. — 1  hose  cart;  600 
ft.  hose;  f.  al.,  bell;  val.  equip.,  $600;  val.  bldgs., 
$500;   tot.   mem.,   10   vol. 

Water  Supply---Src.,  wells,  1  m.  bus.  cent.;  nrs., 
dir.  pres.;  1  pump,  eng.,  class,  trip.;  cap.  day, 
115,200  gals.;  nrafns,  1V&  m.;  11  hyd.;  8  v.;  16 
serv.;   cost,   $9,500;   wks.  owned  by  city. 

DENISON,  p.  8,188;  f.  area,  640  a.;  mere,  bldgs., 
bk.  A  wd.,  1  &  2  Btor.;  priv.,  bk.  &  wd.,  2  stor.; 
combt.  ord.;  causes  of  f.  inv.     F.  dept. — 1  c.  eng., 

1  h.  &  1.  trk.,  2  hose  reels;  hose,  cot.,  rub.  lined, 
gd.,  2.200  ft.;  inf.,  800  ft.;  tot.  hose.  2,500  ft;  f. 
al.,  bell;  val.  equip.,  $2,000;  val.  bldgs.,  $5,000; 
exp.  dept.,  $100;  tot.  mem.,  100  vol.;  undrs.  rating, 
second    class. 

Water  Supply — Src,  wells.  %  m.  bus.  cent.;  sys., 
pump  to  etdp.;  stdp.  cap.,  100,000  gals.;  dim.  16  z 
60,  mat.  stl.;  res.  cap.,  500,000  gals.;  2  pump, 
eng.,  cap.  day.  1,000,000  gals.;  mains,  c.  i.,  15  m.. 

4  to  8  in.  dia.;  55  hyd.;  15  v.;  met.,  520,  500 
serv.;  pipe,  gal  v.  i.,  pres.,  dom.  50  lbs.,  f.  90  to 
150  lbs.;  cons,  day,  82,000  gals.;  cost,  $30,000; 
cost  mtce.,  $2,000;  wks.  owned  by  city. 

DES  MOINES,  p.  86,368;  f.  ares,  88.000  a.; 
mere,  bldgs.,  stn.  k  bk.,  1  to  14  stor.;  priv.,  wd. 
*  bk.,  1  to  4  stor.:  wd.  rfs.  not  perm,  in  f.  area. 
F.  dept. — 3  auto,   str.,  8  auto.  comb,  c  &  h.  wag., 

5  auto.  aer.  trk.,  2  chief's  auto.,  2  c.  eng.,  36  c. 
hand    ex.,    4    comb.    c.   «fe    h.    wag.,    1    chief's    wag., 

2  f.  al.  wag.,  16  hrs. ;  in  reserve,  1  comb.  c.  &  n. 
wag.,  6  hose  wag.,  4  aer.  trk..  5  hrs.;  150  ft. 
chem.  hose;  hose,  cot.,  rub.  lined,  gd.,  25,900  ft.; 
chem.  hose,  3,500  ft.;  tot.  hose,  29,400  ft.;  f.  al., 
Gamewell,  83  bx.,  aux.  33  bx.;  val.  equip.,  $200,- 
000;  val.  bldgs.,  $203,833;  exp.  dept,  $153,100; 
tot.  mem.   119,  pd.   full  time. 

Water  Supply — Src,  infiltration  galleries,  1  m. 
bus.  cent;  sys.,  grav.,  pump  to  stdp.  or  dir.; 
stdp.  cap.,  530,000  gals.,  mat  stl.;  4  pump,  eng., 
cla^s  comp.  cond.,  cap.  day  30,000,000  gals.;  mains, 
c  i.,  179  m.,  4  to  20  in.  dia.;  1,905  hyd.;  1,286 
v.;  met,  17,573;  17,929  serv.;  pipe,  lead:  pres., 
dom.  100  lbs.,  f.  120  to  140  lbs.;  cons,  day,  6,- 
141,000  gals.;  cost,  $3,100,000;  cost  mtce.,  $140,- 
000;  wks.  owned  by  Co. 

DEWITT.  p.  1,684;  75  per  cent  bldgs.  wd.  F. 
dept. — 1  hose  cart,  1  h.  dc  1.  trk.,  2  hand  c  ex.,  2 
hrs.;  hose,  1.000  ft.;  f.  al.,  elec;  tot.  mem.,  32  vol. 

Water  Supply— ^rc,  well;  sys.,  pump  to  stdp.; 
stdp.  cap..  200,000  gals.;  nrains,  2  m.,  4  to  8  in. 
dia.;  55  hyd.;  pres.,  dom.  35  lbs.,  f.  45  lbs.;  cons, 
day,   100,000  gals.;  wks.  owned  by  town. 

DOON,  p.  581.  F.  dept. — 2  hose  carts,  ladders; 
hose,  cot,  rub.  lined,  1,200  ft;  f.  al.,  bell;  tot. 
mem.,  24  vol. 

Water  Supply — Src,  well;  sys.,  grav.  &  dir. 
pres.;  1  pump,  cap.  750.000  gals,  day;  tk.  dim. 
18  X  20,  cap,  41,000  gals.;  mains.  1  m.,  6  to  8 
in.   dia.;   12  hyd.;  pres.,  dom.   65   lbs.,  f.    120  lbs. 

DOUGLAS,  p.  7,000.  F.  dept. — 1  comb.  trk.  & 
c  eng.,  1  str.,  1  hose  wag.,  1  reel;  hose,  2,150  ft; 
1.   al.,   telp. 

Water  Supply — Src,  wells;  stdp.  cap..  188,600 
gals.;  2  pump,  eng.,  cap.  dav  1,008,000  gals.; 
mains,  2   to   8   in.  dia.;   42  hyd. 

DOWS,  p.  892.  F.  dept. — 1  hose  cart,  1  h.  J£  1. 
trk.;  hose,  1,000  ft;  f.  al.,  bell;  tot.  mem.,  20 
vol. 

Water  Supply — Src,  well;  qrs.,  grav.;  tk.  dim., 
20  X  22;  mains,  2  m.,  4  &  6  in.  dia.;  23  hyd.; 
pres.,  dom.  50  lbs.,  f.  100  lbs.;  wks.  owned  by 
town. 

DUBUQUE,  p.  88,494;  f.  area,  10%  sq.  m.; 
mere  bldgs.,  bk.  &  wd.,  2  to  8  stor.;  priv.,  bk.  k 
wd.,  1  to  8  stOT.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt  ord.;  causes  of  f.  inv.  F.  dept. — 3  str., 
8  comb,  c  k  h.  wag.,  1  c.  eng.,  1  chief's  auto.,  2 
auto,  str.,  comb.  c.  k  h.  wag.,  12  c.  hand  ex.,  1 
h.  k  1.  trk.,  1  aer.  trk.,  1  hose  wag.,  2  hose  car., 
I'S  hrs.;  hose,  cot.,  rub.  lined,  gd.,  5,000  ft;  rub. 
lined,  gd.,  5,000  ft.;  inf.,  1,000  ft;  tot.  hose, 
11,000  ft.;  f.  al.,  Gamewell.  59  bx.;  val.  equip., 
$92,000;  val.  bldgs.,  $150,000;  exp.  dept,  $62,- 
000;  tot.  mem.  52,  pd.  full  time;  undrs.  rating, 
flnst  class. 


Water  Supply — Src,  wells,  2  m.  bus.  cent;  sys., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  450,000  gals., 
res.  cap.,  1,080,000  gals.,  loc  8  m.  city;  2  pump, 
eng.,  cap.  day  11,000,000  gals.;  mains,  iron.  59 
m.,  6  to  20  in.  dia.;  486  hyd.;  862  v.;  met,  4,625; 
pipe,  lead;  pres.,  dom.  k  t.  90  lbs.;  cost,  $800,000; 
wks.  owned  by  city. 

DUNCOMBE,  p.  418^.  F.  dept. — 1  hose  cart; 
hose,  cot,  rub.  lined,  600  ft;  f.  al.,  bell;  vaL 
equip.,  $200;  val.  bldgs.,  9^1,000;  tot.  mem.,  10 
vol. 

Water  Supply — So-c,  well;  sys.,  grav.;  l  pump, 
eng.,  cap.  4<5,000  gals,  day;  tk.  cap.,  500  bbl.; 
mains,  1  m.,  4  &  6  in.  dia.;  13  hyd.;  pres.,  dom. 
60  lbs.,  f.  70  lbs.;  cost,  $7,000;  cost  mtce.,  $300. 

DUNLAP,  p.  1,155;  f.  area.  12  to  15  a.;  mere 
bldgs.,  bk.  k  wd.,  1  k  2  stor.;  priv.,  wd.,  1  &  2 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c  eng.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  800  ft;  f.  al.,  bell;  val. 
equip.,  $1,810;  val.  bldgs.,  $800;  tot  mem.,  25 
vol. 

Water  Supply — Src.  well,  2,200  ft.  bus.  cent; 
sys.,  grav.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  42,000 
gals.,  dim.  10  x  15,  mat.  iron;  1  pump,  eng., 
cap.  day  72.000  gals.;  mains,  2%  iQm  6  to  8 
in.  dia.;  16  hyd.;  70  serv.;  pipe,  lead;  pres.,  dom. 
50  lbs.,  f.  50  lbs.;  cost,  $15,000;  wks.  owned  by 
town. 

DURANT,  Cedar  Co..  p.  720.  F.  dept. — 2  hose 
carts;  hose,  cot.  rub.  lined,  1,500  ft.;  f.  aL,  bell; 
tot  mem.,   18  vol. 

Water  Supply — Src,  well:  sys.,  en^av.;  1  pump; 
tk.  dim.  20  x  24.  cap.  6y.680  gals.;  mains.  2 
m.,  4  ft  6  in.  dia.;  24  hyd.;  pres.,  dom.  k  f.  46  lbs. 

DYERSVILLE.  p.  1,511.  F.  dept— 1  hand  eng., 
2  c  eng.,  1  h.  i8c  1.  trk.,  8  hose  carts,  24  buckets; 
hose,  1,500  ft.;  f.  al.,  bell  6c  wh.;  val.  equip., 
$2,500;  vvii.  bldgs.,  $10,000;  exp.  dept,  $150; 
tot.   mem.,    52   vol. 

Water  Supply— iSrc,  spring,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  1  pump, 
eng.;  mains,  3  m.,  4  to  10  in.  dia.;  38  hyd.;  10  v.; 
130  met.;  pres..  dom.  55  lbs.,  f.  80  lbs.;  cons, 
day.  50,000  gals.;  cost.  $2>5,000;  cost  mtce., 
$^1,500;   wks.  owned  by  city. 

DYSART,  p.  90«;  f.  area,  400  a.  iF.  dept. — 
1  h.  &  1.  trk.,  2  hose  carts;  hose,  cot.,  rub.  lined, 
500  ft;  rub.,  500  ft.;  tot  hose,  i,000  ft;  f.  al., 
bell  k  wh.;  tot.  mem.,  30  vol. 

Water  Supply— «Src.,  well,  in  bus.  cent.;  sys.,  dir. 
pres.;  stdp.  cap.,  60,000  gals.;  mains,  4  m.,  4  to  8 
in.  dia.;  25  hyd.;  70  met.;  pres.,  dom.  54  lbs.,  f. 
54  to  225  lbs.;  cost,  $18,000;  wks.  owned  by  city. 

EAGLE  GROVE,  p.  8,387;  f.  area,  700  a.;  mere 
bldgs .  bk.  k  stn..  1  to  8  stor. :  nriv.,  wd.,  2  stor. ; 
wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  n.  k  l..trk.,  2  hose  car.;  hose,  cot.  nib. 
lined,  gd.,  1,800  ft;  f.  aL,  wh.;  val.  equip., 
$2,000;   vaL  bldgs.,   $1,500;  tot.   mem.,   45  voL 

Water  Supply — Src,  well,  300  ft.  bus.  cent: 
sys.,  pump  to  stdp.  k  dir.;  stdp.  cap.  188.000 
gals.,  dim.  15  x  100,  loc.  16  ft.  station,  mat.  stl.; 
res.  cap.  90.000  gals.,  loc  50  ft.  station;  1  pump. 
enff.,  class  dup.,  size  10  x  14  x  18,  cap.  day  750,006 
gals.;  mains,  c  i.,  1%  m.,  4  to  12  in.  dia.;  20 
hyd.;  12  v.;  met,  8;  70  serv.;  pipe,  lead;  pres., 
dom.  40  lbs.,  f.  100  lbs.;  cost,  $16,000;  cost  mtce., 
$700;  wks.  owned  by  city. 

EARLING,  p.  828;  bldgs.,  frame  k  bk.  veneered. 
F.  dept. — 1  hose  cart;  hose,  600  ft;  f.  al.,  bell; 
tot.  mem.,  14  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  tk.;  tk. 
dim.  16  X  16,  cap.  700  bbls.;  pump;  mains,  1.800 
ft,  4  ft  6  in.  dia.;  7  hyd.;  pres.,  dom.  50  lbs.,  f. 
100  lbs.;  wks.  owned  by  town. 

EARLVILLE.  p.  552.  F.  dept — 1  comb,  c  eng., 
1  h.'ft  1.  trk.,  hose  cart,  18  buckets;  hose,  650 
ft;  f.  al..  bell;  vol. 

Water  Supply — Src.  well;  sys..  pump  to  res.;  res. 
cap.,  112,000  gals.;  1  pump;  mains.  1  m..  4  ft 
6  in.  dia.;  11  hyd.;  pres.,  39  lbs.;  wks.  owned  by 
town. 

EARLY,  p.  500;  bldgs.,  frame  ft  bk.  veneered. 
F.  dept — 1  hose  cart,  1  h.  ft  1.  trk.;  hose,  800 
ft:  f.  al.,  bell:  tot   mem.,  20  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  tk.;  tk. 
dim.  16  X  20.  cap.  40.000  gals.;  1  pump;  mains, 
1  m.,  4  ft  6  in.  dia.;  12  hyd.;  pres.,  60  lbs.;  wk«. 
ow»ipd   bv   town. 

EDDYVILLE,    p.    1,085;    mere    bldgs.,    bk.      F. 
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dept. — 1    c.    eng.;   hose,   cot.,   rub.   lined,   gd.,   550 
ft.;   f.   al.,  bell  ft  wh. ;  tot.  mem.,   15  vol. 
Water  Supply — Src,  priv.;  lys.,  grav. 

ELDON,  p.  2,024;  f.  area,  300  a.;  mere,  bldgs., 
bk.,  1  ft  2  8tor.;  priv.,  wd.,  1  ft  2  stor. ;  wd.  rfs. 
perm.:  no  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 7  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag., 
2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.; 
f.  al.,  wh.;  val.  equip.,  $1,500;  val.  bldgs.,  $1,200; 
tot.  mem.,  SO  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  res.;  stdp.  dim.  8.6  x  50,  mat 
rock  ft  cem.;  1  pump.  eng..  class  dup.,  cap.  day 
300,000  gals.;  mains,  c.  L,  1  ^  m.,  8  in.  dia.;  22 
hyd.;  met.,  62;  80  serv.;  pipe,  iron;  pres.,  dom. 
65  lbs.,  f.  120  lbs.;  cons,  dav,  25,000  gaU.;  cost, 
$12,000;  cost  mtce.,  $700;  wlcs.  owned  by  city. 

ELDORA,  p.  1,095;  mere,  bldgs.,  bk.,  2  ft  3 
Btor.;  priv.,  wd.  ^  bk.,  1  ft  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  8  hose  car.;  hose,  coL,  rub. 
lined,  gd.,  2,250  ft.:  rub.,  gd.,  750  ft.;  tot.  hose, 
3,000  ft;  f.  al.,  bell  ft  wh.;  vaL  equip..  $2,000; 
val.  bldgs.,  $2,000;  tot  mem.,  45  vol.;  undrs. 
rating,  ftrst  class. 

Water  Supply — Src.,  wells,  1  block  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.  to  mains;  stdp.  cap., 
100,000  gals.,  dim.  13 H  x  100,  mat  stl.;  4  pump, 
eng.,  class  dup.,  cap.  day  14,400  srals.;  mains, 
c.  L,  8>4  m.,  4  to  6  in.  dia.;  30  nyd.;  11  v.; 
met,  200:  351  serv.;  pipe,  raHv.  1.  ft  lead;  pres., 
dom.  40  lbs.,  f.  40  to  100  lbs.;  cons,  day,  68,000 
gals.;  cost,  $86,000;  cost  mtce.,  $8,300;  wks. 
owned  by  city. 

ELDRIDQE,  p.  217;  1  bk.  bldg.  F.  dept— 1 
hose  cart,  h.  ft    L;  hose,  500  ft;  tot  mem.,  12  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  tk.;  tk. 
dim.  20  X  22,  cap.  53,000  gals.;  mains,  5,000 
ft,  4  to  8  in.  dia.;   15  hyd.;  wks.  owned  by  town. 

ELKADER,  p.  1,181;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.  bldgs.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area.  F. 
dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  reel; 
hose,  cot,  rub.  lined,  gd..  600  ft;  inf.,  150  ft; 
tot.  hose,  750  ft;  f.  aL,  bell;  val.  equip.,  $1,000; 
val.  bldgs.,  $200;  tot.   mem.,   15  vol. 

Water  Supply — Src,  wells,  M  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  175,000  gals.,  loc 
240  ft.  above  tower;  1  pump,  eng.,  class  gas.,  cap. 
day  150,000  gals.;  mains,  c  i.,  4  m.,  4,  6  ft  8 
in.  dia.;  34  hyd.;  12  v.;  met,  210;  233  serv.;  pipe, 
galv.  i.;  pres.,  dom.  ift  f.  105  lbs.;  cons,  day, 
50,000  gals.;  cost,  $26,000;  cost  mtce.,  $150;  wks. 
owned  by  city. 

ELLIOTT,  p.  528.  F.  dept. — Vol.,  18  men; 
1  hose  cart  A 00  ft  hose;  f.  aL,  belL 

Water  Supply — Src,  wells;  1  trip,  pump,  cap. 
422,000  gals,  day;  900  ft  0-in.  mains;  5  hyd.; 
pres.,   90  lbs. 

EMMETSBURG,  p.  2,825;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng.  on 
wis.,  2  h.  ft  1.  trk.,  3  hose  carts;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  rub.,  gd.,  500  ft;  inf.,  500 
ft.;  tot  nose,  2,500  ft:  f.  al.,  bell  ft  wh.;  val., 
eouip.,  $3,000;  val.  bldgs.,  $10,000;  exp.  dept. 
$250;  tot  mem.,  51  voL;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells;  sys.,  grav.,  pump  to 
stdp.;  stdp.  cap.,  70,400  gals.,  dim.  12  x  80; 
pump,  eng.,  cap.  day  760.000  gals.;  mains,  7H 
m.,  4  to  8  in.  dia.;  36  hyd.;  50  v.;  met,  '150; 
297  serv.;  pipe,  galv.  }.;  pres.,  dom.  35  lbs.,  f. 
120  lbs.;  cost  $34,703.58;  cost  mtce.,  $1,100; 
wks.  owned  by  city. 

ESTHERVILLE,  p.  8,404;  f.  area,  3,000  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.  ft  bk., 
1%  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  not  inv.  F.  dept. — 1  hand  eng.,  50  c. 
hand  ex.,  1  h.  ft  1.  trk.,  3  hose  wag.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  rub., 
yd.,  200  ft.;  inf.,  400  ft;  tot  hose,  2,100  ft; 
f.  al..  elec,  10  bx.;  val.  equip.,  $3,000;  val.  bldgs., 
$6,000;  exp.  dept,  $1,200:  tot  mem.,  50  vol. 

Water  Supply — Src,  wells  ft  riv.,  6  blocks  bus. 
cent;  sys.,  pump  dir.;  res.  cap.,  100.000  gals., 
loc.  at  station;  1  pump,  eng.,  class  comp.  dup., 
cap.  day,  76,000  gals.;  mains,  c  i.,  7  m.,  4  to  10 
in.  dia.;  33  hyd.;  10  v.;  200  met;  272  serv.; 
pipe,  galv.  1.;  pres.,  dom.  60  lbs.,  f.  126  lbs.; 
cost,  $12,500;  wks.  owned  by  city. 


ESSEX,  p.   776.      F.  dept — 2   hose  wag.,  1,500 
ft.  hose ;  f.  al.,  bell  ft  telp. ;  val. 
dept.,    $50;    tot.    mem.,    20    vol. 


wag.,  1 
..  $fiOO; 


exp. 


Water  Supply — Src,  well;  sys.,  grav.;  2  tks., 
dim.  8  X  36,  cap.  27,000  gals.;  mains,  4  m.,  4  ft 

6  in.  dki.;  65  hyd.;  pres.,  dom.  ft  f.,  65  lbs.; 
cons.  6tiy,  8,000  gals.;  cost,  $3,500;  wks.  owned 
by  town. 

•EXIRA,  p.  787.  F.  dept — 1  hose  cart  1  hand 
eng.,  600  ft  2-in  cot  jacket  hose;  t  aL,  bell; 
VOL.  30  men. 

Water  Supply — Src,  well;  sys.,  grav.;  1  pump; 
tk.  dim.  12  x  30,  cap.  22,380  gals.;  1  m.  S  ft 
4-in.  mains;  7  hyd.;  pres.,  20  lbs. 

FAIRBANKS,  p.  618:  95  per  cent  of  bldgs. 
frame.  F.  dept. — 1  hand  eng.,  1  hose  cart  1  h.  ft 
1.  trk.;  hose,  cot,  600  ft. 

Water  Supply — Src,  tk.;  dim.  8  x  86;  1  pump; 
mains,  5  blocks,  6  in.  dia.;  6  hyd.;  pres.,  160  lbs.; 
wks.  owned  by  town. 

FAIiRFICLO,  p.  4,970;  f.  •rea,  1,900  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  ft  3  stor.:  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 3  c  hand  ex.,  1  hose  wag.,  3 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.; 
rub.,  gd.,  1,000  ft;  inf.,  500  ft;  tot.  hose,  8,500 
ft;  f.  al.,  bell  ft  telp.;  vaL  equip.,  $2,000;  vaL 
bldgs.,  $4,000;  exp.  dept,  $1,500;  tot  mem.,  17, 
pd.  full  time  1,  vol.  16. 

Water  Supply — Src,  res.,  1  m.  bus.  cent.; 
sys.,  grav.,  pump  from  res.  to  stdp.  ft  dir.;  stdp. 
cap.,  150,000  gals.,  dim.  28  x  28,  mat  stL;  res. 
cap.,  200,000,000  gals.,  loc  1^  m.  bus.  cent; 
5  pump,  eng.,  cap.  day,  2,250,000  rals.;  mains, 
c  L,  10  m.,  4  to  10  in.  difa.;  67  nyd.;  80  v.; 
met,  500;  625  serv.;  pipe,  iron  ft  lead;  pres.^ 
dom.  50  lbs.,  f.  125  lbs.;  cons,  day,  800,000  gals.; 
cost,  $150,000;  cost  mtce.,  $6,000;  wks.  owned  by 
city. 

FARLEY,  p.  676.  F.  dept— 1  h.  ft  L  trie,  1 
comb,  hand  ft  c  eng.,  1  nose  cart,  8  buckets, 
400  ft  2-in.  cot  lacket  hose,  800  ft  2%-in. 
cot.  jacket  hose;  f.  aJ.,  bell;  vol.,  46  men. 

Water  Supply — Src,  well;  sys.,  grav.;  1  pump; 
tk.  18  X  20,  cap.  38,000  gals.,  elevation  86  ft; 
mains,  %  m.,  4  ft  6  in.  dia.;  12  hyd.;  pres., 
dom.  ft  f.  40  lbs. 

.FARMINQTON,  p.  1,165;  f.  area,  160  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  IH  ator. ;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 20  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft.:  f.  aL.  bell  ft  wh.;  vaL  equip.,  $3,000;  vaL 
bldgs.,  $500;  exp.  dept,  $200;  tot  mem.,  30  voL; 
undrs.  rating,  third  class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.; 
res.  cap.,  300.000  gals.;  1  pump,  eng.,  class  comp., 
cap.  day  500,000  gals.;  nvains,  8  m.,  4  to  « 
to  8  in.  dia.;  '15  hyd.;  met,  5:  60  serv.;  pres., 
dom.  86  lbs.,  f.  112  lbs.;  cons,  day,  76,000  gala.; 
cost,  $10,000;  cost  mtce.,  $1,000;  wks.  owned  by 
city. 

FAYETTE,  p.  1,112;  mere  bldgs.,  bk.;  priv.. 
wd.  F.  dept — 1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose 
reel;  hose,  cot,  rub.  lined,  gd.,  750  ft;  inf.,  70 
ft:    tot  hose,   820   ft;   f.  al.,   wh.;    25  voL 

Water  Supply — Src,  wells;  sys.,  pump;  pmnp. 
cap.  day,  500,000  gals. 

FONDA,  p.  978;  f.  area,  140  a.;  mere  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f.  Idt. 
F.  dept. — 1  h.  ft  1.  trk.,  2  hose  carts;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  inf.,  1,000  ft; 
tot.  hose,  2,000  ft;  f.  al.,  bell;  vaL  equip.,  $800; 
vaL  bldgs.,   $2,500;   tot   mem.,   16  voL 

Water  Supply — Src,  well,  in  bus.  cent;  eya., 
pump  to  stdp.;  stdp.  cap.,  68,000  gala.,  diBL  20 
X  85,  mat.  stL;  2  pump,  eng.,  cap.  day  100,000 
gals.;  mains,  c  L,  8  m.,  4  to  8  in.  dia.;  16  hyd.; 

7  v.;  101  met;  101  serv.;  pipe,  wrt  L;  pres.. 
dom.  42  lbs.,  f.  100  lbs.;  cons,  diy,  85,000  gals.; 
co9t,  $16,000;  cost  mtce.,  $850;  wks.  owned  bj 
city. 

FONTAtNGLLE.  p.  789;  f.  area,  820  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  i>riv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  T.  dwpt. — 2  e. 
eng.,  2  hose  carts,  1  h.  ft  1.  trk.,  ladders;  boee.  cot, 
rub.  lined,  gd.,  600  ft;  f.  aL,  bell;  v«L  equip.. 
$1,480;  tot  mem.,  21  vol. 

Water  Supply— 6rc.,  well,  1  m.  bos.  cent;  eye.. 
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pump  to  stdp.;  1  pomp.  tDg.»  cap.  day  860,000 
ra]«.;  maim,  c.  i.,  2%  m.;  3S  hyd.;  6  ▼.;  pfes., 
dom.  k  f.,  40  lbs.;  coat,  $17,000;  wka.  owned  by 
city. 

FOREST  CITY.  p.  1,601;  f.  area.  6  blocks; 
mere,  bldga.,  bk.  ft  wd.,  2  ator.:  priv.,  wd.,  2 
ator.;  wd.  ris.  perm.;  fwka.  &  combt  ord.;  caoaea 
of  f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  1  aer.  trk.,  2 
hoae  car.;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft; 
inf.,  800  ft.;  tot.  hose,  2,100  ft;  f.  al.,  bell; 
val.  equip.,  |2,000;  val.  bldgs.,  $500;  tot  mem., 
27    vol. 

Water  Supply — Src.,  wella,  %  m.  bua.  eent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  116,000  gala.,  dim. 
100  X  14;  res.  cap.,  60,000  gals.;  2  pump.  eng.> 
cap.  day  687,600  gals.;  mains,  4  m.,  4  to  8  in. 
dia.;  26  hyd.;  200  aerr.;  pres.,  dom.  80  lbs.,  f. 
100  lbs.;  cost,  $19,000;  cost  mtce.,  $1,000;  wka. 
owned  by  city. 

FORT  DODGE,  p.  16,548;  mere,  bldga..  bk.  A 
cone,  1  to  6  ator.;  priv.,  wd.,  bk.  ft  cem.,  1  to 
8  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt  ord. 
F.  dept. — 1  comb.  c.  ft  h.  wag.,  1  hose  wag.,  4 
c.  hand  ex..  2  h.  ft  1.  trk.,  8  hoae  reela,  4  hrs.; 
hoae,  rub.  lined,  gd.,  2,500  ft;  cot,  rub.  lined, 
2,000  ft;  tot  hose,  4,600  ft;  f.  al.,  Gamewell, 
18  bx.;  Tal.  equip.,  $10,000;  val.  bldga..  $8,000; 
exp.  dept,  $0,600;  tot.  mem.,  60,  pd.  full  time  6, 
▼01.  64;  undra.  rating,  third  class. 

Water  Supply — Src,  filter  galleries  on  ialand  ft 
8  wella,  %  m.  bua.  cent;  ays.,  grav.,  pump  to 
stdp.;  stdp.  cap.  106.000  gals.,  dim.  24  x  82,  mat 
Btl.;  2  pump,  eng.,  dass  comp.  dup.,  size  14  x  24 
z  12  z  18,  17  X  12  X  16  X  20,  cap.  day  4,600,000 
gala.;  maina,  c.  L,  17  m.,  4  to  12  in.  dia.;  166 
hyd.;  09  ▼.;  met,  1,900;  2,000  aenr.;  pipe,  lead 
ft  iron;  pres.,  dom.  100  lbs.,  f.  140  lbs.;  cona. 
day,  2,000,000  gals.;  cost,  $102,000;  coat  mtce., 
$6,960;  wks.  owned  by  city. 

FORT  MADISON,  p.  8,900;  f.  area,  1.147  a.; 
mere,  bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt.  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  atr.,  1  h.  ft  1.  trk., 
6  hoae  car.,  6  bra.;  hose,  cot,  rub.  lined,  gd.,  6,400 
ft;  rub.  gd..  1,500  ft;  inf.,  1,0 pO  ft;  tot  hose, 
S,900  ft;  f.  al.,  bell;  val.  equip.,  $11,000;  val. 
bldga.,  $6,500;  exp.  dept,  $8,800;  tot  mem.,  189 
vol.;   undrs.   rating,   third   daaa. 

Water  Supply — ^Src,  wella  ft  riv.,  1  m.  bus. 
cent.;  sys.,  pump  to  rea.  ft  dir.;  res.  cap.,  80,000,- 
000.  gal«.,  loc.  on  bluff  1&5  ft.  above  riv.;  1 
pump,  eng.,  dass  comp.  dup.,  size  18^^  x  29  x 
16  X  18,  cap.  day  5,000,000  flpals.:  mains,  c.  i., 
14  m..  4  to  14  in.  dia.;  Ii8i8  hyd.;  met,  210; 
560  serv.;  pipe,  black  ft  galv.  i.;  pres.,  dom.  70 
lbs.,  f.  120  to  140  Iba.;  cons,  day,  8,000,000 
gala.;   cost  mtce.,  $8,000;  wka.  owned  by  Co. 

FREMONT,  p.  501.  F.  dept — 1  gasoline  eng., 
500  ft.  gd.  cot  hose;  vol.,  6  men. 

Water  Supply — Src,  wella. 

GALV  A,  p.  867;  all  bldgs.  frame  but  2.  F. 
dept — 1  hoae  cart,  600  ft  hose;  f.  al.,  bell; 
voL.  18  men. 

Water  Supply — Src,  wells;  tk.,  16  x  16  ft;  1 
pump;  mains.  3,600  ft,  6  ft  4  in.  dia.;  14  hyd.; 
pres.,  dom.  55  lbs.,  f.  100  Iba.;  wks.  owned  by 
town. 

GARDEN  GROVE,  p.  611.  F.  dept.— 1  c 
eng.  in  reaerve.  200  ft  hoae;  f.  aL,  bell. 

Water  Supply — Src,  priv.  wells;  priv.  tk.,  10 
ft  in  dia.,  100  bbls.  cap.;  water  elevated  to  tk. 
by   windmills;   2   hyd.;    1   block   1-in.   mains. 

GARNER,  p.  1,028;  f.  area.  100  a.;  mere  bldga., 
wd.  ft  bk.,  2  ator.;  priv.,  wd.,  1^  ator.;  wd.  rfa. 
not  perm,  in  f.  area.;  fwka.  ft  combt  ord.;  causea 
of  f.  inv.  F.  dept — 2  h.  ft  1.  trk.,  2  hoae  carta; 
hose,  cot,  rub.  lined,  gd.,  1,800  ft;  f.  al.,  bell, 
wh.,  elec,  6  bx.;   tot  mem.,   20,  pd.  part  time. 

Water  Supply — Src.  wella,  5  blocks  bus.  cent; 
ays., '  pump  to  atdp.;  atdp.  cap.,  60,000  gala.; 
elevation,  120  ft;  mat,  atl.;  1  pump,  eng.,  class 
gaa,  cap.  day  129,600  gala.;  maina,  c.  i.,  6  to  10 
in.  dia.;  10  hyd-j  m«t,  82;  75  aerv.;  pipe,  galv.  L; 
prea.,  dom.  60  iba..  f.  126  Iba.;  cone,  day,  12,000 
gala.;   coat,   $8,000;   wka.   owned  by   city. 

GILMAN.  p.  480;  all  bldga,  frame  but  2.  F. 
dept — None  organized;  hand  eng.  (unaerviceable), 
600  ft   2-in.  cot.  Jacket  hoae;  f.  al.,  belL 

Water  Supply — Src,  apr.;  aya.,  grav.  ft  dlr.  pres.; 
1  etm.  pump,  8  blocka  2-in.  maina;  prea.,  dom.  ft 
t  16  lbs. 


GILMORE  CITY,  p.  760;  f.  area,  20  a.;  priv. 
dwdlinga,  atn.,  1  ft  2  ator.;  wd.  rfa.  not  perm, 
in  f.  area;  no  fwka.  ft  combt  ord.;  causea  of  f. 
inv.  F.  dept. — 1  c  ft  h.  wag.,  1  h.  ft  1.  trk.,  2 
hoae  car.;  noae,  cot,  rub.  lined,  gd.,  900  ft;  f. 
al.,  bell;  val.  equip.,  $1,700;  val.  bldga.,  $2,500; 
tot  mem..  150  vol. 

Water  Supply — Src,  well,  in  cent.;  aya.,  pump, 
to  stdp.;  atdp.  cap.,  60,000  gala.;  rea.  cap.,  60,000 
gala.;  prea.,  dom.  48  Iba.;  coat,  $16,000;  wka. 
owned   oy   city. 

GLADBROOK,  p.  869.  F.  dept— 1  h.  ft  I.  trk., 
2  hose  carts,  1,000  ft  2% -in.  cot.  jacket  hoae;  f. 
al..  bell;  vol.,  28  men. 

Water  Supply — Src,  well:  m.,  grav.;  1  atm. 
pump,  cap.  80  gala,  min.;  tk.  dim.  16  x  16,  cap. 
25,000  gala.;  l\k  m.  4  ft  6-in.  maina;  10  hyd.; 
prea.,  dom.  ft  f.  86  Iba. 

QLENWOOD,  p.  4,052;  f.  area,  20  a.;  mere 
bldga.,  bk..  2  ator.;  priv.,  bk..  2  ator.;  wd.  rfa. 
not  perm,  in  f.  area;  combt.  ord.;  cauaea  of  f.  inv. 
F.  dept-^1  h.  ft  1.  trk.,  2  hoae  car.;  hose,  cot., 
rub.  lined,  gd.,  1,600  ft;  f.  aL,  wh.;  val.  equip., 
$1,500;  val.  bldga.,  $800;  tot  mem.,  40  vol. 

Water  Supply — Src,  well,  %  m.  bua.  cent;  aya., 
grav.,  pump  to  atdp.;  atdp.  cap..  90,000  gals.;  dim., 
12  X  40  ft  16  X  40;  mat,  atl;  rea.  loc  on  high 
hill;  1  pump,  eng.,  cap.  day  66,000  gala.;  maina, 
c  i..  2H  m.,  4  to  8  in.  dia.:  20  hyd.;  10  v.;  met., 
182;  162  aerv.;  pipe,  galv.  i.;  prea.,  dom.  96  lbs., 
f.  96  Iba.;  coat,  $25,000;  coat  mtce.,  $1,400; 
wka.  owned  by  city. 

GOLDFIELD,  p.  618;  all  bldga.  frame  ft  bk. 
veneered  but  2.  F.  dept. — 1  atr.,  1  hoae  cart, 
1,200  ft  hoae,  1  comb,  c,  cap.  100  gala.;  f.  al., 
bell;  vol.,  25  men. 

Water  Supply — Src,  wella,  datema  ft  rea. 

GOWRIE,  p.  829;  all  bldga.  wd.  but  8.  F. 
dept. — 1  hoae  cart;  hoae,  600  ft;  voL,  20  men. 

Water  Supply — Src,  well;  aya.,  grav.;  tk.  dim. 
20  X  20,  cap.  47,000  gala.:  1  pump;  maina.  9 
blocka,  4  ft  6  in.  dia.;  9  hyd.;  prea.,  48  Iba.; 
wka.  owned  by  town. 

GRAND  JUNCTION,  p.  1.012.  F.  dept— 1 
hand  eng.,  1  c  eng.,  1  comb,  c  ft  hose  wag.,  15 
c  hand  ex.,  1  h.  ft  1.  trk.,  1  hoae  cart;  hoae,  cot., 
rub.  lined,  gd.,  200  ft;  rub.,  gd.,  400  ft;  tot 
hoee.  600  ft.;  f.  al.,  bell;  tot  mem.,  24  voL 

Water  Supply — Src,  well;  aya.,  pump  to  stdp. 
ft  maina;  2  pumps;  2  tka.,  75,000  gala.  cap.  each; 
maina,  4  blocka,  8  in.  dia.;  8  h^-d. 

GRAND  MOUND,  p.  428.  F.  dept. — 1  hoae  cart. 
1  hose  reel,  1  h.  ft  1.  trk.,  16  f.  buckets;  hoae, 
cot..  800  ft;  f.  al.,  bell;  tot  mem.,   20  vol. 

Water  Supply — Src.  8-in.  well,  22  ft  deep;  aya., 
grav.;  1  pump;  tk.  dim.  20  x  16,  cap.  85,600 
gala.;  maina,  1  m.,  4  ft  6  in.  dia.;  12  hyd.;  prea., 
dom.  ft  f.  80  Iba. 

GRANVILLE,  p.  400;  all  bldga.  frame.  F.  dept 
— 1  hoae  cart;  hoae,  500  ft;  f.  aL,  bell;  12  voL 

Water  Supply — Src,  ahallow  well;  tk.  dim.  18 
X  22,  cap.  1,800  bba.;  1  pump;  maina,  1,000  ft, 
4  ft  6  in.  dia.;  8  hyd.;  prea..  80  Iba. 

GREENE,  p.  1,150;  f.  area,  640  a.;  mere  bldga.. 
bk.  ft  atn..  1  to  2  ator.;  priv.,  wd.,  1%  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
cauaes  of  f.  inv.  F.  dept — 2  c  hand  ex.,  1  h.  ft 
I.  trk.,  2  hose  wag.;  nose,  cot,  rub.  lined,  gd., 
1,500  ft;  Tub.,  gd.,  1,200  ft;  inf.,  800  ft;  tot 
hose,  3,000  ft;  f.  al.,  bell;  val.  equip.,  $1,500; 
vaL  bldgs.,  $200;  exp.  dept.,  $75;  tot  mem.,  14 
vol. 

Water  Supply — Src,  well;  ays.,  pump  to  atdp. 
ft  dir.;  atdp.  cap.,  51,000  gala.;  dim.,  20  x  22; 
mat.,  atl.;  1  pump,  eng.,  daae  comp.,  cap.  750 
gals,  min.;  mains,  2  m.,  4  to  8  in.  dia.;  21  hvd.; 
44  serv.;  prea.,  dom.  60  Iba.,  f.  100  to  150  Iba.; 
cona.  day,  80,000  ffala.;  cost,  $14,000;  coat,  mtce., 
$700;  wks.  owned  oy  city. 

GREENFIELD,  p.  1,879;  f.  area.  160  a.;  mere 
bldga.,  bk.,  2  stor.;  priv.,  wd.,   1^   ator.;  wd.  rfa. 

fierm.  F.  dept — 1  h.  ft  1.  trk.,  1  hose  car.;  hoae, 
inen,  gd.,  300  ft;  rub.,  gd.,  100  ft;  inf.,  100 
ft;  tot  hoae,  500  ft;  vaL  equip..  $400;  val.  bldg^.. 
$600;  tot  mem.,  25  voL;  undrs.  rating,  third 
class. 

Water  Supply — Src,  well;  1  pump,  eng.,  cap.  80 
bbla.  hour. 

GRIMES,  p.  788.  F.  dept. — 1  comb,  hand  ft  c 
eng.,  1  hose  cart,  700  ft  hoae;  f.  aL,  wh. 

Water  Supply — Src,  well;  aya.,  grav.;   1  pump; 
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tk.,  dim.  12  x  14,  ctp.  11,844  gals.;  mains,  2% 
blocks,  6  in.  dia.;  4  byd.;  pres.,  dom.  Si  lbs.,  f. 
82  lbs. 

QRINNELL,  p.  6,086;  f.  area,  8  sq.  m.;  mere, 
bldgs.,  Btn.  k  ba.,  1  to  4  stor.;  priv.,  wd.,  1%  to 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb.  c.  ft  fa.  wag.,  1  h.  ft  1.  trk.,  2  c.  hand  ex., 

5  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.; 
inf.,  600  ft.;  tot  nose,  2,500  ft;  f.  al.,  bell  ft  wh.; 
vaL  eouip.,  $10,000;  val.  bldgs.,  $8,500;  exp. 
dept,  $646;  tot  mem.,  50,  pd.  full  time  1,  pd. 
part  time  8,  46  vol. 

Water  Supply — Src.,  wells,  1  block  bus.  cent; 
sys.,  pump  to  res.  ft  stdp.;  etdp.  cap.,  85,000  gals.; 
dim.,  11  X  48:  mat,  Btl.;  res.  cap.,  176,000  gals., 
loc  1  blodc  bus.  cent;  8  pump,  eng.,  cap.  day 
1.125,000  gals.;  mains,  c.  L,  14  m.,  4  to  10  in. 
dia.;  76  hyd.;  25  ▼.;  met,  750;  075  serv.;  pipe, 
galv.  L  ft  lead;  pres.,  dom.  80  to  46  lbs.,  f.  100 
to  185  lbs.;  cons,  day,  115.000  gals.;  cost,  $60.- 
000;  cost  mtce.,  $5,000;  wks.  owned  by  city. 

QRISWOLD,  p.  049;  f.  area,  160  a.;  mere, 
bldgs.,  wd.  ft  bk.,  2  ft  8  stor.;  priy.,  wd.,  2  stor.; 
wd.  rxs.  perm.;  no  fwks.  ft  combt  ord.     F.  dept — 

1  hand  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  600  ft:  rub.,  gd.,  450  ft;  tot 
hose,  050  ft;  f.  al.,  bell;  vat  equip.,  $800;  vaL 
bldga.,  $200;  exp.  dept,  $25;  tot  mem.,  80  vol. 

Water  Supply — Src.,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.4  stdp.  cap.,  60,000  gals.; 
dim.,  10  X  100;  pump,  eng.,  cap.  day,  100,000 
gals.;  mains,  1^  m.,  4  to  6  in.  dia.;  11  hyd.;  25 
serv.;  pipe,  galv.  i.;  cost.  $7,000. 

GRUNDY  CENTER,  p.  1,854;  f.  srea,  6  blocks; 
mere,  bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd., 
iVi  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.     F.  dept. — 2  c.  eng., 

2  hose  car.,   1  h.   ft  L   trk.;   hose,  cot,  rub.   lined, 

S'd.,  1,400  ft;  f.  al.,  wh.;  val.  equip.,  $3,200;  exp. 
ept,  $850;  tot  mem.,  20  voL 
Water  Supply — Src,  well,  in  bus.  cent;  svs., 
pump  dir.  to  mains  ft  stdp.;  stdp.  cap.,  06,000  gals.; 
dim.,  12  X  100;  mat,  stl.:  1  pump,  eng.,  cap.  day, 
100,000  gals.;  mains,  c.  I.  2%  m.,  4,  6  ft  8  in. 
dia.;  24  hyd.;  7  v.;  met.  2;  100  serv.;  pipe,  galv. 
i.;  pres.,  dom.  55  lbs.,  f.  55  lbs.:  cost,  $20,000; 
cost  mtce.,   $1,000;   wks.   owned  Sy   city. 

GUTHRIE  CENTER,  p.  1,887;  f.  area,  40  a.; 
mere,  bldgs.,  mostly  bk.,  1  to  8  stor.;  priv.,  mostly 
wd.,  1^  stor.;  wd.  rfs.  not  perm,  in  f.  area.  F. 
dept. — 2  c.  eng.  on  wis.,  3  c.  hand  ex.,  2  ho**e 
car.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd., 
150  ft;  inf.,  450  ft;  tot  hose,  1,400  ft;  f.  aL, 
bell  ft  wh.;  val.  equip.,  $8,600;  val.  bldgs.,  $8,000; 
tot  mem.,  86,  pd.  part  time. 

Water  Supply — iS«rc..  wells;  sj-a.,  pump  to  stdp.; 
stdp.  cap.,  50,000  gals.;  2  pump,  eng.,  class  hor. 
dup.,  cap.  day  100,000  gals.;  mains,  iron,  %  m., 
4  to  6  in.  dia.;  50  hyd.;  40  v.;  50  serv.;  pipe, 
c.  i. ;  pres.,  dom.  90  lbs.,  f.  90  to  110  lbs.;  cons, 
day,   100,000   gals.;  wks.   owned   by  city. 

QUTTENBERG,  p.  1,878;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  stn.,  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.  F.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  4 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
f.  al.,  elec,  10  bx.;  vaL  equip.,  $16,460;  val. 
bldga.,  $1,650;  exp.  dept,  $100;  tot.  mem.,  86 
vol. 

Water  Supply — Src.,  wells,  2  blocks  bus.  cent; 
sys.,  pump  to  res.  ft  dir.;  res.,  cap.  15,000,000 
gals.,  loc.  on  bluff  264  ft  above  pump*  1  pump, 
eng.,  class  oomp.,  cap.  day,  750,000  i^s.;  mains, 
c.  L,  8  m.,  4,  6,  S  ft  10  in.  dia.;  50  hyd.;  met., 
102;  102  serv.;  pipe,  iron  ft  lead;  pres.,  dom.  110 
lbs.,  f.  160  lbs.;  cons,  day,  200,000  gals.;  cost, 
$14,600;  cost  mtce.,  $900;  wks.  owned  by  city. 

•HAMBURG,  p.  1,817;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  iron.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 2  hose  wag.;  hose,  cot,  rub. 
lined,  ffd.,  1,800  ft;  f.  al.,  bell;  val.  equip.,  $2,500; 
val.  bldgs.,  $7,000;  tot  mem.,  22  vol.;  undrs. 
rating,  second  class. 

Watsr  Supply — Src,  spr.  ft  wells,  %  m.  bus. 
cent.;  sys.,  pump  to  res.  ft  dir.;  res.  cap.  200,- 
000  gals.,  loc.  on  high  elevation;  1  pump,  eng., 
cap.   day,  220,000  gals.;   nsains,  c.   i.,   8   m.,   4   to 

6  in.  dia.;  SO  hyd.;  14  v.;  met,  142;  185  serv.; 
pipe.,  galv.  i.;  pres.,  dom.  ft  f.,  80  lbs.;  cons,  day, 
50,000  gals.;  cost,  $20,000;  cost  mice.,  $1,200; 
wkii.  owned  by  city. 


HAMPTON,  p.  2,617;  f.  area,  820  a.;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  f^i^s.  ord.; 
causes  of  f.  inv.    F.  dept — 1  h.  ft  1.  trk.,  1  c  eng., 

1  comb.  c.  ft  hose  wag.,  8  c  hand  ex.,  1  hose 
reel,  2  hrsw;  hose,  cot,  rub.  lined,  gd.,  2.600  ft; 
inf.,  500  ft;  tot  hose,  8,000  ft.;  f.  al.,  bell  ft 
wh.;  val.  equip.,  $2,500;  val.  bldgs.,  $^00;  exp. 
dept,  $800;  tot.  mem.,  80  vol. 

Water  Supply — Src,  well.  1  nu  bus.  cent;  ars., 
grav.,  pump  to  stdp.  dir.:  stdp.  cap.,  60,000  gala.; 
dim.,  10  X  110;  mat,  stl.;  res.  cap.  200,000  gala., 
loc  at  pump,  station;  2  pump,  eng.,  cap.  day, 
1,600,000  gals.;  maina,  c  L,  8%  m.,  4  to  8  in. 
dia.;  84  hyd.;  16  v.;  met,  106;  280  serv.;  pipe, 
lead;  pres.,  dom.  48  lbs.,  f.  125  lbs.;  cons,  dsy, 
125,000  gals.;  cost,  $81,000;  cost  mtce.,  $2,700; 
wks.  owned  by  city. 

HARLAN,  p.  2,670;  f.  area,  26  a.;  mere:  bldgs., 
bk.,  1  to  6  stor.;  priv.,  wd.,  1%  stor.;  wd.  rft. 
not  perm,  in  f.  area.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,560  ft;  f.  aL, 
bell  ft  wh.;  vaL  equip.,  $6,000;  val.  bldgs.,  $2,000; 
exp.  dept,  $200;  tot  mem.,  68  voL 

Water  Supply — Src,  wells,  1  m.  bua.  cent; 
sys.,  grav.,  pump  to  stdp.   ft  dir.;  stdp.  cap.,   46,- 

000  gals.;  dim.,  10  x  75;  2  pump,  eng.,  cap.  day, 
900,000  gals.;  mains,  c  L,  10  m.,  4  to  8  in.  dia.; 
40  hyd.;  30  v.;  159  met;  879  serv.;  pres.,  dom. 
50  lbs.,  f.  85  lbs.;  cons,  day,  250,000  gala.;  cost 
$33,000;  cost  mtce.,  $8,600;  wks.  owned  by  town. 

HARTLEY,  p.  1.106;  mere  bldgs.,  wd.  P. 
dept — 1  c.  eng.,  1  h.  ft  L  trk.,  8  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  800  ft;  f.  aL,  bell  ft  wh.; 
tot   mem.,  25  vol. 

Water  Supply — Src,  well;  pump.  cap.  day,  04,- 
500  gala. 

HARPER,  p.  880.     F.  dept — 1  hand  eng.,  80  ft 
hose;  no  organized  company. 
Water  Supply — Src,  weU. 

HAWARDEN,  p.  2,107;  f.  area,  640  a.:  mere 
bldgs.,  bk.  ft  wd.,  1  to  2%  stor.;  priv.,  wd.,  1  to 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  cauaes  of  f.  not  officially  inv.  F.  dept 
— 1  h.  ft  1.  trk.,  2  hose  carts,  1  supply  eart;  hose, 
cot,  rub.  lined,  gd.,  1,200  ft;  f.  aL,  telp.  ays.  ft 
wh.;  vaL  equip.,  $2,000;  vaL  bldgs.,  $1,000;  exp. 
dept,  $100;  tot.  mem.,  80  voL 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  stdp. 
cap.,  60,000  gala.;  2  pump,  eng.,  cap.  day,  260,000 
gala.;  mains,  2%  m.;  20  hyd.;  met,  100;  76 
serv.;  pres.,  dom.  80  lbs.,  f.  120  lbs.;  cost,  $25,- 
000;  wks.  owned  by  city. 

HAWKEYE,   p.    510.     F.   dept— 1    c   eng.,   160 
ft  hose;  f.  aL.  bell;  16  voL 
Water  Supply — Src,  wells. 
HEDRICK,  p.   978;   f.  area,   640  a.     F.  dept — 

1  c  cart.  1  hose  cart;  f.  al.,  bell;  v«L  equip., 
$1,500;  vaL  bldgs.,  $8,000;  exp.  dept,  $250; 
tot.   mem.,   23  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys.. 
pump  to  stdp.;  stdp.  cap.,  50,000  gals.;  2  pump, 
eng.,  cap.  day  25,000  gals.;  mains,  8  m.,  4  to  8 
in.  dia.;  25  hyd.;  12  v.;  25  met;  pres..  dom.  60 
lbs.,  f.  60  lbs.;  cost,  $19,000;  cost  mtce.,  $800; 
wks.  owned  by  city. 

HOLSTEIN,  p.  086;  f.  area,  16  blocks;  mere. 
bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  no  fwka.  ft  combt  ord.  F. 
dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  nb. 
lined,  gd.,  1.000  ft;  inf.,  600  ft.;  tot  hose,  1.500 
ft.;  f.  aL,  bell;  vaL  equip.,  $1,600;  vaL  bldga., 
$4,000;  tot.  mem.,  26  voL 

Water  Supply — ^Src,  spr.;  sys.,  pump  to  res.  ft 
stdp.;  stdp.  cap.,  60,000  gals.;  res.  cap.,  176,000 
gals.;    pump,    eng.,    cap.    day    75,000    gals.;    mains, 

2  %  m.,  4  to  6  in.  dia.;  42  hyd.;  8  v.;  62  serr.; 
pres.,  dom.  45  lbs.,  f.  120  lbs.;  cost,  $20,000; 
cost  mtce.,  $^,000;  wks.  owned  by  city. 

HOPKINTON,  p.  7'97.  F.  dept. — 1  comb-  c  ft  h. 
wag.,  1  hose  cart,  600  ft  hose;  f.  aL,  bell;  tO 
vol. 

Water  Supply — Src,  well;  aya.,  grav.;  1  pump; 
tank  dim.,  20  x  20,  cap.  28,600  gala.:  mains,  8,800 
ft.,  6  in.  dia.;  7  hyd.;  pres.,  dom.  66  lbs.,  t.  65  Iba^ 

HORNICK,  p.  245;  all  bldgs.  frame.     F.  dept — 
1  c.  eng.,  120  ft  hose;  14  voL 
Water  Supply — Not  reported. 
HUBBARD,    p.    668.      F.    dept — S    boae    carta. 
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1,230    ft.    hose;    f.    al.,   bell;    vjU.    equip.,    $1,500; 
val.  bidgs.,  $500;   16  vol. 

Water  Supply — iStc,  well;  S7«.»  grav.;  atdp.  oap., 
26,000  gals.;  1  pump,  en^.,  cap.  day  216,000  gals.; 
maine,  9  blocks,  4  to  8  in.  dia.;  9  hyd.;  a  v.;  63 
met.;  65  aeir.;  pres.,  dom. &  f.,  io  lbs.;  cons,  day, 
6,000  gals.;  cost,  $4,000;  cost  mice.,  $250;  wks. 
owned  By  city. 

HUDSON,  p.  872.  F.  dept. — 2  hose  carta,  700 
ft.  hoee;  f.  al.,  bell;  14  vol. 

Wattr  Supply — Src,  wells;  sya.,  grav.;  1  pump; 
tk.  cap.,  40,000  gals.;  mains,  17  Dlocu,  1,  1^ 
Ac  6  in.  dia.;  6  hyd.;  pres.,  dom.  ft  f.  48  lbs. 

HULL,  p.  668.  F.  dept. — 8  hose  carts,  1  c.  eng., 
1,500  ft.  hose;  t.  al.,  wh.;  16  voL 

Watar  Supply — Src.,  well;  ays.,  grav.;  1  pump; 
tk.,  14  z  19,  cap.  20,604  gals.;  mains,  1,400  ft., 
4  to  6  In.  dia.;  4  hyd.;  prea.,  dom.  ft  f.  86  lbs. 

HUMBOLDT,  p.  1,800;  mere,  bldgs.,  stn.,  bk.  ft 
wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  1  ft  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  no  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 6  c  hand  ex.,  1  h.  ft  1.  trk., 
8  hose  car.;  hose,  coL,  rub.  lined,  gd.,  2,000  ft.; 
inf.,  200  ft.;  tot.  hose,  2,200  ft.;  f.  al.,  bell;  Tal. 
equip.,  $8,000;  val.  bldgs.,  $500;  ezp.  dept.,  $260; 
tot.  mem.  22,  pd.  part  time. 

Water  Supply — Src.,  spr.;  ays.,  ptmp  to  res.; 
cap.,  117,500  gals.;  2  pump,  eng.,  class  dup.,  cap. 
day  600,000  gals.;  mains,  8  m.,  4  to  8  in.  dia.; 
28  hyd.;  4  .▼.;  met,  84;  126  aerr.;  pres.,  dom.  60 
lbs.,  f.  80  to  100  lbs.;  cost,  $12,600;  cost  mtce., 
$800;  wks.  owned  by  dty. 

HUMESTON,  p.  1,006.     F.  dept. — 1  comb,  a  ft 

hand  eng.,  1  h.  ft  1.  trk.,  6  c.  hand  ex.,  1  c.  tank 

with  150  ft.  c.  hose;  hose,  cot.,  rub,  lined,  gd.,  750 
ft.;  f.  al.,  bell:  20  voL 

Water  Supply— Src,  res.,   2   m.  bus.   cent.;  sys., 

pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  res.  cap., 

45,000     gals.;     1     pump,     eng.,     cla^a     dup.,  cap. 

day   268,000   gals.;   mains,  c.  i.,   4   m.,   4   to  6   in. 

dia.;    27    hyd.;    16    v.;    pres.,    dom.    ft   f.,    43  lbs.; 
cost,  $30,000;  wks.  owned  by  city. 

IDA  GROVE,  p.  1,874;  f.  area,  200  a.;  mere. 
bldgB.,  atn.,  bk.  ft  wd.,  1  to  2  ator.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft.;  f.  al., 
bell  ft  wh.;  val.  equip.,  $2,000;  val.  bldgs.,  $1,200; 
tot.  mem.,  28  voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  125,000  gals.:  dim.,  20 
X  90;  2  pump,  eng.,  cap.  day,  150,000  gals.;  mains, 
12  m.,  4  to  6  in.  dia.;  48  hyd.;  35  v.;  met,  300; 
300  serv.;  pres.,  dom.  75  lbs.,  f.  80  lbs.;  cons, 
day,  75,000  gals.;  cost,  $75,000;  cost  mtce., 
$2,700;  wks.  owned  by  city. 

INDEPENDENCE,  p.  8,517;  f.  area,  1,850  a.; 
mere,  bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  1%  ator.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  c  hand  ex.,  4  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  2,800  ft;  inf..  200  ft.;  tot. 
hose,  8,000  ft;  f.  al.,  wh.;  val.  equip.,  $6,000;  val. 
bldgs.,  $6,000;  exp.  dept,  $866;  tot  mem.,  70 
vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  dir.  to  mains;  3  pump,  eng.,  class  comp. 
dup.  ft  trip.;  cap.  day,  3,000,000  gals.;  mains,  6 
m.,  6  to  12  in.  dia.;  65  hyd.;  18  v.;  met,  600; 
580  serv.;  pipe,  lead  ft  c.  i.;  pres.,  dom.  60  lbs., 
f.  150  lbs.;  cons,  day,  1,500,000  gals.:  cost,  $95,- 
000;  cost  mtce.,  $6,500;  wks.  owned  by  city. 

INDIANOLA,  p.  8,288;  f.  area,  80  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  and  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c.  hand  ex.,  1  h. 
ft  1.  trk.,  2  hose  wag.;  hose,  rub.,  cot.  lined,  gd., 
1,000  ft;  rub.,  gd.,  200  ft;  tot  hose,  1,200  ft; 
f.  al.,  bell;  val.  equip.,  $2,600;  val.  bldgs.,  $8,600; 
exp.  dept.,  $200;  tot.  mem.,  40  vol. 

Water  Supply — Src,  riv.,  1%  m.  bus.  cent;  sys., 
grav.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  30,000  gals.; 
mat,  ok.  ft  stl.;  res.  cap.,  800,000  gals.;  3  pump, 
eng.,  class  dup.,  cap.  day,  500.000  gals.;  mains, 
6  m.,  4  to  10  in.  dia.;  70  hyd.;  150  met;  150 
serv.;  pres.,  dom.  95  lbs.,  f.  140  lbs.:  cost,  $50,- 
000;  cost  mtce.,  $3,000;  wks.  owned  by  city. 

IN  WOOD,  p.  595;  f.  area,  820  a.;  mere,  bldgs., 
wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept.— c.  hand  ex., 
2  hose  reels;  hose,  cot,  rub.  lined.,  gd.,  1,000  ft.; 
rub.,  gd.,  300  ft.;  tot.  hose,  1,300  ft;  f.  al.,  bell; 


val.  equip.,  $1,200;  val.  bldgs.,  $1,000;  tot  mem., 
15  vol. 

Water  Supply — Src,  4  cisterns;  ays.,  pump  to 
stdp.;  atdp.  cap.,  60,000  gals.;  pump,  cap.,  60  gals, 
min. 

IOWA  CITY,  p.  10,091;  f.  area,  80  a.;  mere 
bldgs.,  atn.  ft  bk.,  1  to  6  stor.;  priv.,  bk.  ft  wd.,  1 
to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept.^1  auto, 
comb,  c  ft  h.  wag.,  1  chief's  auto.,  9  c.  hand  ex., 
1  h.  ft  I.  trk.,  1  hose  wag.,  4  hrs.;  hose,  cot,  rub. 
lined,  gd.,  5,000  ft.;  f.  al.,  Gamewell,  14  bx.; 
val.  equip.,  $16,000;  val.  bldgs.,  $12,000;  toe.  mem. 
58,  pd.    full  time  3,   vol.    55. 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.  to  mains;  atdp.  cap.,  80,000 
gals.;  8  pump,  eng.,  cap.  day,  6,500,000  eals.; 
maina,  c  i.,  20%  m.,  4  to  20  in.  dia.;  282  h>'d.; 
160  v.;  met.,  750;  2,000  serv.;  pipe,  lead  ft  galv. 
i.;  pres.,  dom.  65  lbs.,  f.  120  lbs.;  cons,  day, 
1,500,000  gals.;  cost,  $291,000;  cost  mtce.,  $17,- 
110;  wks.  owned  by  Co. 

IOWA  FALLS,  p.*  2,707;  f.  area,  7  blocks;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn..  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 2  c.  hand 
ex.,  1  h.  ft  1.  trk.,  1  hose  wag.;  hose,  gd.,  2,500  ft; 
f  al.,  bell  ft  wh.;  val.  equip.,  $6,600;  val.  bldgs., 
$1,000;  tot  mem.  24,  pd.  full  time  1,  vol.  28. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  atdp.  cap.,  84,600  gals.;  dim., 
12  X  100;  mat,  stL;  res.  cap.,  90,000  gala.;  8 
pump,  eng.,  cap.  day  1,200,000  gals.;  mams,  4% 
m.,  4  to  10  in.  dia.;  64  hyd.;  12  v.*  met,  18;  800 
serv.;  pipe,  galv.  L;  pres.,  dom.  66  lbs.,  f.  66  lbs.; 
cons,  day,  65,000  gals.;  cost,  $35,000;  cost  mtce., 
$1,800;  wks.  owned  by  city. 

IRETON,  p.  681;  sU  bldga.  frame  but  2.  F. 
dept — c  hand  ex.,  1  c.  eng.,  1  hose  wag.,  1,200 
ft  hose;  f.  al.,  bell;  val.  equip.,  $1,800;  val.  bldgs., 
$1,500;  tot.  mem.,  25  vol. 

Water  Supply — Src,  well;  ays.,  pump  to  tank;  1 
pump;  mains,  1  m.,  4  to  8  in.  dia.;  18  hyd.;  pres., 
36  lbs. 

JAMAICA,  p.  879.  F.  dept. — 1  c  eng.,  1  h.  ft 
1.  trk.,  30  f.  buckets;  f.  al.,  bell;   20  voL 

Water  Supply-^rc,  well. 

JEFFERSON,  Greene  Co.,  p.  2,477;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfs.  not 
perm.;  fwks.  ord.  F.  dept. — 1  hand  eng.,  1  h.  ft  1. 
trk.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd.,  460 
ft:  rub.,  gd.,  550  ft;  inf.,  450  ft:  tot.  hose,  1.460 
ft;  f.  al.,  bell;  val.  equip.,  $8,000.;  tot.  mem.,  50 
vol. 

Water  Supply — Src,  well;  sys.,  grav.  ft  pump  to 
res.;  atdp.  cap.,  100,000  gals.,  120  ft  hign;  mat., 
stl.;  res.  cap.,  100,000  gals.;  pump,  eng.,  cap.  day 
60,000  gals.;  mains,  4  m.,  6  to  10  in.  dia.;  21  hyd.; 
met,  155;  170  serv.;  pipe,  galv.  i.;- pres.,  dom.  60 
lbs.,  f.  60  lbs.;  cons,  day,  80,000  gals.;  cost,  $21,- 
000;  coat  mtce.,  $1,600;  wks.  owned  by  dty. 

JESUP,  p.  697.  F.  dept. — 1  hose  cart,  1,100 
ft.  hose;   f.  al.,  bell;   10  vol. 

Water  Supply — Sre,  well;  aya.,  grav.;  1  pump, 
cap.  126  gals,  min.;  tank,  8  x  36,  cap.  11,000  gala.; 
maina,  3,800  ft,  4  to  6  in.  dia.;  9  hyd.;  prea.,  70 
Iba. 

JEWELL  JUNCTION,  p.  941.  F.  dept. — 1  h.  ft 
1.  trk.,  3  c.  hand  ex.,  2  hoj^e  carts;  hoee,  cot.,  rub. 
lined,  gd.,  2,000  ft;  inf.,  1,000  ft:  tot  hose, 
3,000  ft;  f.  al.,  bell;  val.  equip.,  $1,000;  val. 
bldffs.,   $3,000;    16   vol. 

Water  Supply— ^rc,  wells;  sys.,  grav.;  res.  cap., 
200,800  s«ls.;  1  pump,  eng.,  oap.  250  bbls.  hr.; 
mains,  1  Dlock,  4  to  6  in.  cKa.;  13  hyd.;  4  v.;  60 
met.;  pres.,  dom.  60  lbs.,  f.  80  lbs.;  cons,  day, 
1,000  gals.;  cost,  $8,000;  cost  mtce.,  $400;  wks. 
owned  by  city. 

KANAWHA,  p.  525;  f.  area,  16  blocks.  F.  dept. 
— 6  hand  ex.,  ladders,   1,000  ft.  hose;  vol. 

Water  Supply — Src,  well;  sys.,  pump  dir.;  1 
pump,   eng.;   4  hyd.;  wks.   owned  by  town. 

KELLOGG,  p.  610.  F.  dept. — 1  comb,  c  ft  hand 
eng.,  1  hose  cart,  500  ft.  hose;  f.  al.,  bell;  24  vol. 

Water  Supply — Src,  wells;  2  pump,  eng.,  tank 
dim.,  10  X  20,  cap.,  500  bbls.;  mains,  %  m.,  4  in. 
dia.;   4  hyd.;  wks.  owned  by  town. 

KEOKUK,  p.  14,008;  f.  area,  1%  sq.  m.;  mere 

bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn.,  bk. 

ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft 

•  combt.   ord.     F.   dept. — 2   str.,   1    in  reserve,    1   c. 
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eng.,  1  h.  &  1.  trk.,  1  hose  wag.,  3  hose  reels,  8 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  4,000  ft.;  inf.,  l.OOU 
ft.;  tot.  hose.  6,000  ft.;  f.  al.,  bell  &  telp.;  val. 
equip..  $10,000;  val.  bldgs.,  $20,000;  exp.  dept., 
$7,500;  tot.  mem.  19,  pd.  full  time  8,  pd.  part 
time  11. 

Water  Supply-^Src,  riv.,  %  m.  bus.  cent.;  sys., 
pump  dir.;  4  pump,  eng.,  cap.  day  9,000.000  gus.; 
mains,  c.  i.,  26  m.,  4  to  14  in.  dia.;  160  hyd.;  met., 
1,567;  2,360  serv.;  pipe,  galv.  i. ;  pres.,  dom.  60 
lbs.,  f.  110  lbs.;  cons,  day,  1,500,000  gals.;  wks. 
owned  by   Co. 

KEOSAUQUA,  p.  1,009.  F.  dept. — 1  hose  cart, 
800  ft.  hose;  f.  al.,  bell;  20  vol. 

Water  Supply — Src,  riv.;  sys.,  grav.  k  pump  dir.; 
tk.,  14  X  33,  cap.  70,000  gala.;  1  pump,  cap.  80^- 
000  gals,  hr.;  mains,  1%  m.,  4  to  8  in.  dia.;  17 
hyd.;  prea.,  dom.  45  lbs.,  f.  200  lbs.;  wks.  owned 
by  town. 

KEOTA.  p.  988;  f.  area,  180  a.;  mere,  bldgs., 
bk.  &  wd.,  1  to  3  stor.;  priv.,  wd.,  1  &  2  stor.;  wd. 
rfs.  perm.;  fwks.  k  combt.  ord.  F.  dept. — 3  hose 
carts,  4  c.  hand  ex.,  hooks,  ladders  k  buckets;  hose, 
1,700  ft;  f.  al.,  bell;  val.  equip.,  $1,800;  tot.  mem,. 
83  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  atdp.; 
dim.,  20  X  24;  met.,  65;  pres.,  f.  66  lbs.;  cost. 
$8,600. 

KEYSTONE,  p.  412;  all  bldgs.  bk.  k  wd.  F.  dept. 
— 1  h.  k  1.  trk.,  3  hose  carta,  1,100  ft.  hose;  f.  al., 
bell;  12  vol. 

Water  Supply — Src,  weHs,  4  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  1,200  gals.;  1 
pump,  eng.;  cap.,  80  bbls.  hour;  mains,  i.,  %  m., 
6  to  8  in.  dia.;  12  hyd.;  4  v.;  22  met.;  pres., 
dom.  k  f.  40  lbs.;  cons,  day,  250  gala.;  cost,  $4,- 
500;  cost  rotce.,  $230;  wks.  owned  by  city. 

KINGSLEY.  p.  977.  F.  dept. — 1  comb.  c.  k 
hand  eng.,  1  hose  cart,  1  hose  wag.,  900  ft.  hose; 
f.  al.,  bell;  24  vol. 

Water  Supply — Src,  wells;  ?>'s.,  grav.;  1  pump; 
tk.,  20  X  22,  cap.  50,700  gals.;  mains,  %  m.,  4  to  6 
in   dia.;  14  hyd.;  pres.,  dom.  k  f.  46  lbs. 

KIRKMAN,  p.  180;  all  bldgs.  frame  but  2.  F. 
dept. — 1  hose  cart,  500  ft.  hose,  4  c.  hand  ex.; 
f.  al.,  bell;  12  vol. 

Water  Supply — Src,  well;  sys.,  air  pres.;  tk. 
8  X  30,  cap.  12,000  gala.;  1  pump;  mains,  2,800 
ft.,  4  in.  dia.;  7  hyd.;  pres.,  66  lbs. 

KLEMME,  p.  806.  F.  dept. — 1  hose  cart,  700  ft. 
hose;  f.^al.,  bell;  16  vol. 

Water  Supply — Src,  well;  sys.,  air  pres.;  1  pump; 
tk.,  8  X  36.  cap.  11,000  nls.;  mains,  1,000  ft., 
6  in.  dia.;  4  hyd.;  pres.,  66  lbs. 

KNOXVILLE,  p.  3,190;  f.  area,  whole  town;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  k  wd.,  1%  stor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt.  ord.  F.  dept. — 2  c 
hand  ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  2  hrs.;  hose, 
cot.,  nib.  lined,  gd.,  1,000  ft.;  rub.,  gd.,  300  ft.; 
tot.  hose,  1,300  ft.;  f.  al.,  bell;  val.  equip.,  $2,600; 
val.  bldgs.,  $1,000;  exp.  dept.,  $1,000;  tot.  mem., 
13,  pd.  full  time.  1,  vol.  12. 

Water  Supply — Src,  riv.,  2%  m.  bus.  cent.;  sys., 
grav.,  pump  to  res.  k  stdp.;  stdp.  cap.,  98,000  gals.; 
mat.,  iron;  res.  cap.,  8,000,000  gals.;  pump,  eng., 
cap.  day  1,125,000  gals.;  mains,  c.  i.,  8%  m.,  4  to 
10  in.  dia.;  52  hyd.;  20  v.;  met.,  80;  200  aenr.; 
pipe,  iron;  pres.,  dom.  50  lbs.,  f.  SO  to  100  lbs.; 
cost,  $41,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

LAKE  CITY,  p.  2,043;  f.  area,  400  a.;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  1%  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  hose  carts;  hose,  cot.,  rub. 
lined,  gd.,  600  ft.;  inf.,  1,500  ft.;  tot.  hose,  2,000 
ft.;  f.  al.,  wh.;  tot  mem.,  30  vol. 

Water  Supply — Src,  well,  1  block  bus.  cent; 
sys.,  grav.,  pump  to  stdp.;  stdp.  cap.,  67,000  gals.; 
dim.,  80  z  12;  mat,  stl.;  2  pump,  eng.,  cap.  day 
108,000  gals.;  mains,  6  m.,  4  to  10  in.  dia.;  18 
hyd.;  pipe,  iron;  cost,  $8,000;  cost  mtce.,  $1,300; 
wks.  owned  by  city. 

LAKE  MILLS,  p.  1.214.  F.  dept.— 1  h.  k  1.  trk.. 
2  hose  carts;  1,600  ft  hose;  f.  aL,  bell  k  wh.;  20 
vol. 

Water  Supply  —  Src,  well;  Unk  cap.,  56,400 
gals.;  1  pump.,  cap.  72,000  gals,  day:  mams,  1% 
m.,   4   to  8   in.  dia.;   16  hyd.;   pres.,  dom.   40  lbs., 

LAKE  PARK,  p.  552.  F.  dept.— 2  hose  reels,  1 
h.  k  L  trk.,  1,000  ft  hose,  9  c  hand  ex.;  f.  al., 
bell;  20  voL 


Water  Supply — Src,  Silver  lake;  sys.,  grav.;  stdp. 
cap.,  90,000  gals.;  1  pump,  class  trip.;  mains.  S.OOO 
ft.,  4  to  6  in.  dia.;  12  nyd.;  pres.,  dom.  60  lbs.; 
wks.  owned  by  town. 

LAKEVIEW,  p.  514.  F.  dept— 1  hose  cart.  600 
ft.  hose,  6  f.  buckets;  f.  aL,  bell;  16  voL 

Water  Supply — Src,  well;  tk.,  16  z  22,  cap. 
40,000  gals.;  mains,  2  m.,  4  to  6  in.  dia.;  20  hyd.; 
pres.,  46  lbs.;  cost  mtce.,  $600;  wks.  owned  by 
town. 

LAMONT,  p.  671;  f.  area,  480  a.;  mere  bldgs.. 
bk.  k  wd.,  1  k  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  no  fwks.  k  combt.  ord.;  causes  of  f.  not 
inv.  F.  dept. — 1  comb.  c.  &  h.  wag.,  1  c  eng.,  1 
h.  iSc  1.  trk.;  hose,  cot.,  rub.  lined,  g^.,  700  ft.; 
f.  al.,  bell;  tot.  mem.,  25,  pd.  part  time. 

Water  Supply — ^Src,  wells,  %  block  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  30,000  gals.;  1 
pump,  eng.,  cap.  day  72,000  gals.;  mains,  c.  i..  2 
m.,  4  in.  dia.;  20  hyd.;  cons,  day,  10,000  gals.; 
cost,  $9,000;  cost  mtce.,  $500;  wks.  owned  by 
city. 

LA  MOTTE,  p.  288.  F.  dept — 2  hose  carU.  700 
ft.  hose;  vol. 

Water  Supply— Src,  wells;  sys.,  dir.  pres.;  stdp. 
cap.,  15,000  gals.;  1  pump;  mains,  1^  m..  4  to 
6  in.  dia.;  10  hyd.;  pres.,  54  lbs.;  cost,  $7,000; 
cost   mtce.,    $350;    wks.    owned   by   tovm. 

LANSING,  p.  1,542;  mere  bldgs.,  stn.,  bk.  k 
wd.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  k  combt  ord.:  causes  of  f.  inv.  F.  dept. — 
1  str.,  3  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  2.000 
ft:  f.  al.,  bell;  val.  equip.,  $8,500;  tot  mem..  30. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  150.000  gals.;  loc.  260  ft. 
above  town;  2  piunp.  eng.,  class  trip,  dup.,  cap.  day 
850,800  eals.;  mains,  c  !.,  iM  m.,  4,  6  jc  8  in. 
dia.;  18  hyd.;  met,  9;  120  serv.;  pipe,  galv.  L; 
pres.,  dom.  76  to  90  lbs.,  f.  150  lbs.;  cost,  $2£,- 
000;  cost  mtce.,  $400;  wks.  owned  by  ci^. 

LA  PORTE,  p.  1,238;  f.  area.  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1^  k  2  stor.;  wd. 
rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — c.  hand  ex.,  1  h.  &;  1.  trk.,  2  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  1,800  ft;  inf.,  200  ft; 
tot  ho«e,  2.000  ft;  f.  al.,  bell;  val.  equip.,  S2,000; 
val.  bldgs.,  $1,500;  exp.  dept,  $150;  tot.  mem..  16 
vol.;   undrs.    rating,   second   class. 

Water  Supply — Src,  wells,  1,000  ft.  bus.  cent: 
sys.,  pump  to  res.;  stdp.  cap.,  60,000  gals.;  dim.. 
20  z  24;  mat,  wd.  k  stL;  2  pump,  eng.,  cap.  day 
1.000,000  gala.;  mains,  c.  i.,  3Vi  m.,  4  to  8  in. 
dia.;  88  hyd.;  met,  30;  120  serv.;  pipe,  iron;  pres.. 
dom.  46  lbs.,  f.  80  lbs.;  cost,  $30,000;  wks.  owned 
by  Co. 

LATIMER,  p.  378.  F.  dept. — 1  hose  cart.  500  ft 
hose;  f.  al.,  bell;  val.  equip.,  $500;  val.  bldgs.. 
$500;    tot.    mem.,    14    vol. 

Water  Supply — Sre,  well;  sys.,  grav.;  1  pump, 
cap.    176    gals,    min.;    tk.,    8    x    86.    cap.    12,636 

Sals.;   mains,   1,600   ft.,   6  in.   dia.;   5  hyd.;   pres.. 
om.  66  lbs.,  f.  80  lbs.;  wks.  owned  by  town. 

LAURENS,  p.  817.  F.  dept— 1  K  k  h  tik..  1 
hose  cart,  800  ft  hose.;  f.  al.,  bell;  12  voL 

Water  Supply — Sre,  well;  sys.,  grav.;  1  pump, 
cap.    100    gals,    min.;    tk..    18    z    22.    cap.    41.877 

Sals.;   mains,   1,850  ft.,  0  in.  dia.;   7  hyd.;   pres., 
om.  dc  f.  40  lbs. 

LAWLER,  p.  601.  F.  dept— 1  h.  *  L  trie,  1 
hose  cart,  600  ft.  hose;  f.  al.,  bell;  20  voL 

Water  Supply — Src,  well;  tk.,  Id  z  SO,  cap. 
1.208  bbls.;  mains,  2,400  ft,  4  ft  6  in.  dia.;  13 
hyd.;  prea.,  40  Iba. 

LE  MARS,  p.  4,167;  f.  area,  600  a.;  mere  bldgs.. 
bk.,  2  k  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  k  combt.  ord.  F.  dept. — 1  h.  k  1.  trk.. 
4  hose  car.;  hose,  cot,  rub.  lined,  gd..  3,500  ft; 
inf.,  600  ft;  tot.  hose,  4.100  ft;  f.  al.,  Oamewell. 
6  bx.;  val.  equip.,  $2,600;  val.  bldgs.,  $1,000;  exp. 
dept,  $800;  tot  mem.,  42  vol. 

Water  Supply — Src,  wells,  0  blocks  bus.  cent.; 
sys.,  grav.,  pump  dir.;  res.  cap.,  600,000  gals.;  5 
pump,  eng.,  class  comp.  dup.,  cap.  day  2.600,000 
gals.;  mains.  10  m.,  4  to  10  in.  dia.;  97  hyd.;  20 
v.;  met.,  40;  865  serv.;  pres.,  dom.  60  to  60  ll>s., 
f.  90  to  100  lbs.;  cons,  day  600,000  gals.;  coat. 
$140,000;  cost  mtce.,  $9,000;  wks.  owned  by  Co. 

LENOX,  p.  1.400;  f.  area.  120  a.  VoL  f.  dept. 
12  mem. 

Water    Supply — ^Src,    pond;    sya,    dir.    pres.;    50 
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hyd.;    600    ft.    maiiw;    cost,    $40,000;    wks.    owned 
by  city. 

LEON,  p.  1,991;  f.  area,  640  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rta.  not  perm.; 
fwks.  ft  combt.  ord;  causes  of  f.  inv.  F.  dept. — 1 
comb.  c.  ft  h.  w«g.,  12  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  cart;  hose,  cot.,  rub.  lined,  gd.,  1,500 
ft.;  f.  al.,  wh.;  val.  equip.,  $2,000;  val.  bides., 
$3,000;  ezp.  dept.,  $60;  tou  mem.,  14  vol.;  unors. 
rating,  first  class. 

Water  Supply — Src,  cisterns  ft  well,  in  bus. 
cent.;  sys.,  pump  to  res.,  to  stdp.  ft  dir.;  stdp.  cap., 
70,000  gals.;  res.  cap.,  110,000  gals.;  loc  at 
station;  pump,  eng.,  mains  c.  i.,  6  m.,  4  to  10 
in.  dia.;  05  nyd.;  12  v.;  182  met.;  pres.,  dom.  ft 
f.  60  to  100  lbs.;  cons,  day,  25,000  gab.;  cost, 
$45,000;  wks.  owned  by  city. 

LEWIS,  p.  608.  F.  dept. — 1  b.  ft  L  trk.,  1  hose 
cart,  900  ft.  hose,  20  f.  buckets;  f.  al.,  bell;  14 
▼oL 

Water  Supply — Src,  well;  sys.,  grsT.;  1  pump, 
cap.  00  gals,  min.;  tk.,  16  x  20,  cap.  80,866 
gals.;  mains,  %  m.,  l)i  to  6  in.  dia.;  8  hyd.; 
prear,  dom.  48  lbs. 

LISBON,  p.  846;  f.  area,  6  a.;  mere,  bldgs.,  bk., 
1  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not' 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hand  eng.,  2  hose 
carts;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  f.  al., 
bell  ft  wh.;  vaL  equip.,  $2,000;  exp.  dept.,  $150; 
tot.  mem.,  40  vol. 

Water  Supply — Src,  spr.  ft  well,  ^  m.  bus. 
cent.;  sys.,  pump  to  res.,  stdp.  ft  dir.  to  mains; 
stdp.  cap.,  86,000  gals.;  dim.,  12%  x  40;  mat.,  bk. 
ft  iron;  res.  cap.,  40,000  gals.;  loc.  in  bus.  part  of 
town;  1  pump,  eng.,  class  trip.,  cap.  day  190,080 
gals.;  mains,  c.  1.,  2  m.,  4  to  6  in.  dia..;  15  hyd.; 
met.,  8;  125  serv.;  pipe,  galv.  i.;  pres.,  dom.  40 
lbs.,  f.  80  lbs.;  cons,  day,  15,000  gals.;  wks. 
owned    by    city. 

LIVERMORE,  p.  578.  F.  dept — 1  comb,  c  ft 
hand  eng.,  1  b.  ft  1.  trk.,  1  hose  cart,  8  f.  buckets, 
900  ft.  nose;  f.  al.,  bell;  no  org.  dept. 

Water  Supply — Src,  well;  sys.,  grav.;  1  pump; 
tk.,  12  X  22,  cap.  18,612  gals.;  mains,  1  m.,  4  to 
6  in.  dia.;  12  hyd.;  pres.,  dom.  ft  f.  44  lbs. 

LOQAN,  p.  1,4>58.  F.  dept. — (Ladders,  8  hose 
carts,  10  f.  buckets,  1,700  ft.  hose;  f.  al.,  bell;  80 
vol. 

Water  Supply — Src,  artesian  well;  sys.,  grav.  ft 
dir.  pres.;  stdp.  cap.,  115,000  gals.;  1  pump,  cap. 
day  150,000  gals.;  res.  cap.,  50,000  gals.;  mains, 
3  m.,  4  to  8  in.  dia.;  "27  hyd.;  pres.,  dom.  ft  f., 
100  lbs.;  cons,  day,  75,000  to  100,000  gals.; 
cost,  $25,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

LOHRVILLE,  p.  674.  F.  dept.— 1  h.  ft  1.  trk.,  1 
hose  cart,  500  ft.  hose,  12  f.  buckets;  f.  al.,  bell;  20 
vol. 

Water  Supply — Src,  well;  tk.,  27  z  20,  cap. 
50,000  gals.;  1  pump;  mains,  8,400  ft.,  4  to  8 
in.  dia.;  12  hyd.;  pres.,  45  lbs. 

LOWDEN,  p.  584.  F.  dept. — 1  comb.  c.  ft  hand 
eng.,  1  hand  eng..  2  hose  carts,  1  h.  ft  L  trk.,  800 
ft.  hose;  f.  al.,  bell;  15  vol. 

Water  Supply — Src,  8  cisterns.  (C.  ft  N.  W. 
Railway  water  supply  available  in  case  of  f.) 

LUCAS,  p.  666;  f.  area,  640  a.;  mere  bldgs.,  bk. 
ft  wd.,  1  to  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  c  hand  ex.,  1  hose 
wag.,  1  hose  cart;  hose,  cot.,  rub.  lined,  gd.,  400 
ft.;  val.  equip.,  $3,000;  val.  bldgs.,  $500;  exp. 
dept.,  $400;  tot.  mem.,  87  vol. 

Water  Supply — Src,  wells. 

LYONS  (supplied  by  Clinton),  p.  6,000;  mere 
bldgs.,  bk.,  8ft  4  stor.;  priv.,  1V6  ft  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  comM.  ord.  F.  dept. — 1  str., 
1  hand  eng.,  1  c  eng.,  2  h.  ft  1.  trk.,  3  hose  car., 
8  hrs.;  hose,  linen,  gd.,  5,000  ft.;  rub.,  gd.,  500 
ft.;  inf.,  700  ft.;  tot.  hose,  6.200  ft.;  f.  al.,  Oame- 
well,  60  bx.;  val.  equip.,  $15,000;  val.  bldgs., 
$100,000;  exp.  dept.,  $8,500;  tot.  mem.  125,  pd. 
full  time  18,  vol.  112. 

Water  Supply — Src,  from  city  of  Clinton. 

McGregor,  p.  1.259;  f.  area,  4  blocks;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.;  wd. 
rfs.  not  perm.  F.  dept. — 1  hand  eng.,  1  h.  ft  1. 
trk.,  8  hose  car.;  hose,  cot.,  rub.  lined,  400  ft.; 
rub.,  gd.,  1.000  ft.;  tot.  hose,  1,400  ft.;  f.  al., 
bells;  tot.  mem.,  25  vol. 


Water  Supply — Src,  flowing  wells.  Vie  m*  bus. 
cent.;  ^ys.,  pump  to  res.;  res.  cap.,  850,000  gals.; 
loc  on  top  of  bluff;  1  pump;  mains,  c  L,  2^  m.; 
23  hyd.;  met.,  125;  127  serv.;  pres.,  dom.  75  to 
100  lbs.,  f.  100  lbs.;  cons,  day,  45,000  gals.;  cost, 
$28,000;  cost  mtce.,  $800;  wks.  owned  by  city. 

MACEDONIA,  p.  857;  f.  srea,  80  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
to  s  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hose  reel;  hose, 
cot.,  rub.  lined,  gd.,  500  ft.;  inf.,  100  ft;  tot. 
hose,  600  ft.;  f.  aL,  telp.;  vaL  equip.,  $500;  v^ 
bldgs.,  $200;  tot.  mem.,  9  vol. 

Water  Supply — Src,  5  cisterns,  200  bbls.  each. 

MADRID,  p.  1,191;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  hose  wag.,  1  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  950  ft.;  f.  al.,  wh. 
ft  elec;  val.  equip.,  $1,000;  val.  bldgs.,  $5»000; 
tot.  mem.,  20  vol. 

Water  Supply — Src,  well,  5  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  50,000  gala.;  1 
pump,  eng.,  cap.  day  864,000  gals.;  mains,  1^ 
m.,  4  to  6  in.  dia.;  23  hyd.;  8  v.;  120  met.;  pres., 
dom.  ft  f.  45  lbs.;  cons,  day,  ^00  gals.;  cost,  $14,- 
000;   cost  mtce,  $480;  wks.  owned  by  city. 

MALCOM,  p.  377.  F.  dept — 1  hose  cart,  700  ft. 
hose;  f.  al.,  beU;  20  vol. 

Water  Supply — Src,  8  wells;  1  pump;  tk.,  18  z 
20,  cap.  12,000  gals.;  mains,  1%  m.,  8  to  6  in. 
dia.;  10  hyd.;  pres.,  dom.  60  lbs.,  f.  100  lbs. 

MALVERN,  p.  1,154;  f.  area,  640  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hose  carts;  hose,  cot.,  rub.  lined,  gd., 
1,800  ft;  f.  al.,  bell;  val.  equip.,  $1,500;  vaL 
bldgs.,  $1,200;  tot.  mem.,  85  vol. 

Water  Supply — Src.  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  65,000  gals.;  mat.,  iron;  20  hyd.;  46 
serv.;  cons,  day,  0,450  gals.;  cost,  $8,000;  wks. 
owned  by  city. 

MANCHESTER,  p.  2,758;  mere  bldgs.,  bk.,  2 
stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfs.  not  perm.; 
no  fwks.  ft  combt.  ord.  F.  dept. — 1  str.,  1  e  eng., 
2  h.  ft  1.  trk.,  8  hose  car.,  1  reel;  hose,  cot.,  nu). 
lined,  gd.,  2,200  ft.;  rub.,  gd.,  700  ft;  tot  hose, 
2,900  ft;  f.  aL,  bell;  val.  equip.,  $17,000;  tot 
mem.,  60  vol.;  undrs.  rating,  first  class. 

Water  Supply — Src,  spr.  ft  well,  1,000  ft.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  115,000  gals.; 
dim.,  15  X  80;  loc  5  blocks  bus.  cent;  mat,  iron; 
res.  cap.,  70,000  gals.;  loc  on  riv.  bank;  8  pump, 
eng.,  class  dup.,  cap.  day  2,160.000  gals.;  mains, 
iron,  6  m.,  4  to  8  in.  dia.;  38  hyd.;  15  v.;  met, 
480;  550  serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f. 
125  lbs.;  cons,  day,  250,000  gals.;  cost,  $40,000; 
cost  mtce,  $8,000;  wks.  owned  by  city.    . 

•  MANILLA,  p.  875.  F.  dept. — 1  hose  cart,  12 
f.  buckets,  850  ft.  hose;  f.  al.,  bells;  16  vol. 

Water  Supply — Src,  2  wells;  oys.,  grav.  ft  dir.; 
pres.;  stdp.  cap.,  80,000  gals.;  mains,  8  m.,  4  to  8 
in.  di«.;  28  hyd.;  5  v.;  SO  met;  80  serv.;  pres., 
dom.  70  lbs.,  f.  70  to  100  lbs.;  cons,  day,  10,000 
gals.;  cost,  $11,000;  cost  mtce,  $600;  wks.  owned 
by  city  (mains  connected  with  C.  iM.  ft  St.  P.  R.  R. 
pump,  station). 

MANNING,  p.  1,434;  f.  area,  190  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 

CeroL  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
IV.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  carts;  hose, 
cot.  rub.  lined,  gd.,  900  ft.;  f.  al.,  bell  ft  wh.;  vaL 
equip.,  $815;  vaL  bldgs.,  $150;  tot.  mem.,  81  vol. 

Waier  Supply — Src,  wells,  8  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  2 
pump,  eng.,  cap.  day  1,180,800  gals.;  mains,  12  m., 

4  to  6  in.  dia.;  27  hyd.;  320  met.;  pres.,  dom.  85 
lbs.,  f.  125  lbs.;  cons,  day,  80,000  gals.;  cost, 
$100,000;   wks.  owned  by  priv.   Co. 

MANSON,  p.  1.286.  F.  dept — 1  h.  ft  L  trk.,  1 
hose  cart,  12  f.  buckets,  1,000  ft  hose;  f.  al.,  bell 
ft  wh.;  10  vol. 

Water  Supply — Src,  well;  sys.,  grav.;  1  pump, 
cap.  250,000  gals,  day;  2  tks.,  each  8  x  86,  com- 
bined cap.  22,000  gals.;  mains,  8,000  ft.,  2  to  6  in. 
dia.;  27  hyd.;  pres.,  dom.  50  lbs.,  f.  80  lbs. 

MAPLETON,  p.  1,100;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
fwlu.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept — 

5  e  hand  ex.,  1  h.  ft  L  trk.,  8  hose  carts;  hose,  cot, 
rub.  lined,  gd.,   1,>500  ft;  inf.,   400  ft;  tot.   hose. 
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1,900  ft;  f.  al.,  bell  A  wh.;  val.   equip.,   $1,000; 
tot.  mem.,  85  vol. 

Water  Supply— Src.,  welle,  ^  m.  bus.  cent; 
^w.,  gTftV.;  res.  cap.,  70,000  gale.;  1  pump,  eng., 
elaea  dup.,  cap.  day  390,000  gals.;  mains,  2  m., 
4  to  8  in.  di<a.;  21  hyd.;  150  met.;  pree.,  dom. 
65  lbs.,  f.  100  lbs.;  cons,  day,  10,000  gala.;  cost, 
$15,000;   cost  mtce..   $1,100;   wks.   owned  by  city. 

MAQUOKETA,  p.  8,670;  mere,  bldgs.,  bk.,  2  ft  8 
ator.;  priv.,  wd.  &  bk.,  2  stor.;  wd.  rfa.  not  perm.: 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
h.  ft  1.  trk.,  1  aer.  trk.,  4  hose  car.;  hose,  oot.,  rub. 
lined,  gd.,  2,500  ft.;  f.  aL,  bell;  val.  eouip.,  $5,000; 
tot.  mem.,  00  vol.;  undrs.  rating,  fourtn  class. 

Water  Supply — Src,  well,  V6  m-  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  188,000  gals.;  dim.,  20 
X  80:  mat.,  stl.;  2  pump,  eng.,  class  comp.,  cap. 
day  2,500,000  gala.;  mainB,  c  i,  18  m.,  4  to  10 
in.  dia.;  112  hyd.;  75  v.;  850  met:  850  serv.; 
pees.,  dom.  80  lbs.,  f.  140  lb*.;  cons,  day^  200,000 
gals.;  cost,  $100,000;  cost  mtce.,  $8,500;  wks. 
owned  by  city. 

MARATHON,  p.  682.  F.  dept. — 1  comb,  c  ft 
hand  eng.,  2  hose  carts,  800  ft.  hose;  f.  aL,  bell; 
vol. 

Water  Supply — Src.,  well;  ays.,  dir.  pres.;  tk. 
cap.,  15,000  gals.;  mains,  4  in.  dia.;  4  hyd. 

MAIRBiLE  ROCK.  p.  480.  F.  dept — ^hose  reels, 
6  f.  buckets,  850  ft  hose;  f.  al.,  bell;  val.  equip., 
$800;  val.  bldgs.,  $500;  tot   mem.,   14  vol. 

Water  Supply — Sra,  well;  sys.,  grav.;  tk.,  18  i 
22,  cap.  50,000  gals.;  1  pump;  mains,  5,100  ft, 
4  to  6  in.  dia.;  10  hyd.;  pres.,  dom.  ft  f.,  50  lbs.; 
cost,  $8,000;  wke.  owned  by  municipality. 

MARCUS,  p.  890.  F.  dept — 1  comb,  c  ft  hand 
eng.,  1  c  eng.,  1  h.  ft  1.  trk.,  2  hose  carts,  1,200 
ft  hose;  f.  al.,  bell  ft  wh.;  20  vol. 

Water  Supply — Src,  8  wells,  ^  m.  bus.  cent; 
sys.,  dlr.  pres.;  stdp.  cap.,  50,000  gals.;  mains,  2 
m.,  2  to  0  in.  dia.;  10  hyd.;  45  met;  90  serv.; 
pres.,  dom.  ft  f.,  40  lbs.;  cons,  day,  8,000  gals.; 
cost,  $lil,000;  cost  mtce.,  $600;  wks.  owned  by 
priv.  Co. 

MAiRENOO,  p.  1.786;  f.  area,  100  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1V6  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwk<s.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  wag.,  1  c. 
cart;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  rub.,  gd., 
500  ft;  tot  hose,  2.000  ft;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $3,500;  val.  bldgs.,  $4,000;  tot  mem.,  77 
vol. 

Water  Supply — Src.  wells.  ^  m.  bus.  cent;  sys., 
grav.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,000 
gals.;  dim.,  20  x  24;  mat,  «tl.;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  1,000,000  gals.;  mains,  4 
m.,  4  to  8  in.  dia.;  85  hyd.;  5  v.;  pipe,  galv.  i.  ft 
lead;  pres;,  dom.  42  lbs.,  f.  150  lbs.;  cost  mtce., 
$900;  wIoB.  owned  by  city. 

MARION,  p.  4,400;  f.  area,  1,800  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  csjises 
of  f.  inv.  F.  dept. — 2  hand  ex.,  1  h.  ft  1.  trk.,  4 
hose  car.;  hose,  oot,  rub.  lined,  rd.,  2,000  ft;  inf., 
1,800  ft;  tot  hose,  8,800  ft;  i.  al.,  wh.  ft  elec, 
14  bx.;  vaA.  equip.,  $4,000;  val.  bldgs.,  $9,000; 
exp.  dept,  $800;  tot  mem.,  160,  pd.  part  time  8, 
147   vol. 

Water  Supply — Src,  spr.;  sys.,  pump  dir.;  res. 
cap.,  10,000  gals.;  8  pump,  eng.,  cap.  day  1,000,000 
gals.;  mains,  9  m.;  71  hyd.;  met.,  10;  600  serv.; 
pres.,  f.  45  to  120  lbs.;  cost,  $126,000;  cost  mtce., 
$4,000;  wks.  owned  by  Go. 

•MARNE.  p.  266.  F.  dept. — 1  hose  wag.,  1  h.  ft 
1.  trk.,  30  buckets.  500  ft  hose;  f.  al.,  bell;  val. 
equip.,  $150;  val.  oldgs.,  $50;  tot  mem.,  0  vol. 

Water  Supply — Src.  well;  sys.,  grav.;  tk.,  16  i 
20.  cap.  87,600  gals.;  mains,  0%  blocks,  4  in.  dia.; 
6  hyd.;  pres.,  dom.  25  lbs. 

MARSHALLTOWN,  p.  18,874;  mere  bldgs.,  stn.. 
bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  auto.  comb.  c.  ft  h. 
wag.,  4  c  hand  ex.,  1  auto.  h.  ft  1  trk.;  hose,  cot, 
nd).  lined,  gd.,  4,000  ft.;  inf.,  1,000  ft;  tot  hose, 
6,000  ft;  f.  al.,  Ganiowell.  22  bx.;  val.  equip., 
$18,000;  vaL  bld^grs.,  $1.5.000;  exp.  dept..  $10,000; 
tot.  mem.  11,  pd.  full  time. 

Water  Supply — Src,  60  wells,  1%  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  6,000,000  gals.;  t  pump, 
eng.,  cap.  day  6,000.000  gals.;  mains.  89  m.,  4  to 


12  in.  dia.;  812  hyd>.;  866  v.;  met,  2,300;  2,509 
serv.;  pipe,  iron;  pres.,  dom.  80  lbs.,  f.  120  to  186 
lbs.;  cons,  day,  1,800,000  gals.;  cost  $896,000; 
cost  mtce.,  $10,000;  wks.  owned  by  dty. 

MASON  CITY,  p.  11,280;  f.  area,  2,640  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  1V&  to  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  card.  F. 
dept. — 1  comb,  c  ft  h.  wag.,  4  c  hand  ex.,  1  h.  ft 
1.  trk.,  1  hose  wag.,  2  hose  car.,  4  hni.;  hose,  cot, 
rub.  lined,  gd.,  5,800  ft;  inf.,  600  ft;  tot.  hose. 
5,800  ft;  f.  aL,  Oamewell,  6  bx.;  vaL  equip.. 
$7,000;  val.  bldn.,  $8,000;  exp.  dept,  $4,500;  tot 
mem.  16,  pd.  full  time  8,  voL  8. 

Water  Supply — Src,  wells.  %  m.  bus.  cent;  sysu, 
dir.  pres.;  stdp.  cap.,  350,000  gals.;  res.  cap., 
1.000,000  gals.;  2  pump,  eng.,  class  oomp.,  cap. 
day,  5,000,000  gals.;  mains,  c  i.,  80  m.,  4  to  10 
in.  dia.;  250  hyd.;  800  v.;  2,500  serv.;  met,  S,600; 
pres.,  dom.  70  lbs.,  f.  120  lbs.;  cons,  day,  800,000 
gals.;  cost,  $860,000;  cost  mtce.,  $12,000;  wks. 
owned  by  city. 

MASSENA,  p.  490.  F.  dept. — 800  ft  hoee;  no 
organization. 

Water  Supply  —  Src,  public  cisterns,  combined 
cap.  12,700  gals. 

MAXWELL,  p.  754.  F.  dept.— 1  h.  ft  L  tik.,  1 
hose  cart,  12  f.  buckets,  2,000  ft  hose;  f.  aL,  bell; 
18  voL,  1  pd. 

Water  Supply — Src,  wells;  tk.,  20  x  22,  cap. 
57,466  gals.;  2  pumps;  mains,  %  m..  4  to  6  in. 
dia.;  18  hyd.;  pres..  40  lbs. 

MECHANICSVILLE,  p.  817.  F.  dept — 1  h.  ft  L 
trie.,  1  comb,  c  ft  hand  eng.,  8  hose  carts,  1,800 
ft  hose.  18  f.  buckets;  f.  aL,  bell  ft  teip.;  SO  toL 

Water  Supply — Src,  well,  in  bus.  cent;  syv-t 
pump  to  etdp.;  1  pump,  cap.  60  gals,  min.;  stop, 
cap.,  50,000  gals.;  mains,  1%  nu,  4  to  6  in. 
dia.;  27  hyd.;  127  serv.;  pres.,  46  to  60  lbs.; 
wks.  owned  by  .city. 

MEDIAPOLIS,  p.  858.  F.  dept — 1  comb.  c.  ft 
hand  eng.,  700  ft  hose;  f.  al.,  bell;  no  organisation. 

Water  Supply — Src,  1  well;  sys.,  dir.  pres.;  stdp. 
cap.,  640  bbls.;  16  blodcs  6-in.  mains;  18  hyd. 

MELBOURNE,  p.   428.     F.  dept. — 1   comb,   c  ft 
hand  eng..  6  c  hand  ex.,  180  ft  hose;  80  toL 
Water  Supply — Src,  wells. 

MERIDEN,  p.  246.     F.  dept — 1  comb,  c  ft  hand 
enff.,  500  ft  nose;  f.  al.,  bell;  80  vol. 
Water  Supply — Src.  wells. 

MERRIL,  p.  520.  F.  dept — 1  c  eng..  2  boss 
carts,  200  ft.  c  hose.  1.200  ft  oot,  rub.  lined, 
hose;  tot.  hose,  1,400  ft;  tot  mem.,  20  voL 

Water  Supply — ^Src,  wells  ft  res.;  res.  cap.,  40,> 
000  gals.;  loc  on  hill. 

MILES,  p.  884.  F.  dept. — 1  comb,  c  ft  baad 
eng.,  24  c  hand  ex.,  1  h.  ft  L  trk.,  200  ft  boae; 
26  vol. 

Water  Supply — Not  reported. 

MILTON,  p.  918.  F.  dept. — 1  comb,  c  ft  hand 
eng.,  10  c  hand  ex.,  800  ft.  hose;  16  voL 

Water  Supply — Not  reported. 

MIN  DEN,  p.  428.  F.  dept — 1  hose  cart  800  ft 
hose;  f.  al.,  bell;  20  voL 

Water  Supply — Src,  well;  sys..  grav.;  stdp.,  IS  z 
66.  cap.  47,630  gals.;  1  pump;  mains,  %  m.,  4  to 
6  in.  dia.;  11  hyd.;  pres.,  40  lbs. 

MITCHELLVILLE,  p.  869.  F.  dept. — 8  c  hand 
ex..  1  h.  ft  1.  trk.,  800  ft  hose;  f.  aL,  bell;  SO 
voL 

Water  Supply — iSrc,  wells,  %  m.  bus.  eent; 
sys.,  pump  to  stdp.;  stdp.  oap.,  50,000  gals.;  res. 
cap.,  50,000  gals.;  1  pump,  eng.,  cap.  day  26^9,- 
2S0  gals.;  mains.  4  to  8  in.  dia.;  19  hyd.;  9  t.; 
pres.,  f.,  70  to  80  lbs.;  cost,  $16,600;  i^s.  owned 
by  city. 

MISSOURI  VALLEY,  p.  8,187;  f.  area,  10,240  a.; 
mere  bldgs..  bk.  ft  wd.,  1  ft  2  stor.;  prlr..  bk.  ft 
wd..  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  oonabt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trie,  1 
hose  wag,  2  hrs.;  hose,  rub.,  gd.,  1,600  ft;  f.  aL. 
Oamewell;  val.  equip.,  $8,800;  vaL  bldgs.,  $8,000; 
exp.  dept,  $600;  tot.  mem.  86,  pd.  full  time  t,  pd. 
part   time    3,    vol.    SO. 

Water  Supply — Src,  wells,  in  bus.  cent;  agrs., 
pump  to  res.  ft  dir.;  res.  cap.,  800.000  gala.;  2 
pump,  eng.,  cap.  day  2.260,000  gals.;  mains,  c  L, 
6  m.,  4  to  12  in.  dia.;  57  hyd.;  26  v.;  met,  86; 
453  serv.;  pipe,  lead  ft  iron;  pres..  dom.  100  lbs., 
f.  150  to  176  lbs.;  cons,  day,  186,000  gals.;  cost, 
$20,000:   cost   mtce.,   $3,000;   wks.  owned  by  city. 
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MODALE,  p.  S87.     F.  dept — 1  oomb.  c.  ft  hand 
enff.,  1  hose  cart,  1,000  ft  hoM;  no  organization. 
Water  Supply — Sre.,  wella. 

MONDAMIN,  p.  400;  f.  area,  40  a.;  mere,  bidgs., 
bk.,  2  stor.;  priv.,  wd.,  1  ft  2  «tor.:  wd.  rfa.  perm. 
In  f.  area;  no  fwks.  ft  combt.  ord.;  caueea  of  f. 
Inv.     F.  dept. — 1  c.  eng.;  val.  equip.,  $400;  vol. 

Water  Supply — ^Not  reported. 

MONONA,  p.  792.  F.  dept. — 1  c.  eng..  1  h.  ft  1. 
trk.,  24  f.  bucketa,  200  ft.  boee;  f.  ah.  Sell;  2ft  voL 

Water  Supplyw-J9rc.,  well,  1  block  bus.  cent; 
ays.,  grav.;  irea.  cap.,  00,000  gala.;  1  pump,  eng., 
CM>«  36,000  gals.;  mains,  c.  L,  4  m.,  4  to  8  ink 
dia.;  30  hyd.;  80  met;  80  serr.;  cost,  $18,000; 
wkfl.  owned  by  city. 

MONTEZUMA,  p.  1,172;  f.  area,  20  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.;  wd.  Hb,  perm.;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 6  c.  hand 
ex.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft;  inf.,  60  ft;  tot  hose.  1,260  ft.;  f.  al.,  bell; 
val.  equip.,  $800;  val.  bldgs.,  $2,000;  ezp.  dept, 
$150;  tot  mem.,  S2  vol. 

Water  Supply — Src.,  spr.,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  68,000  gals.;  dim.,  24  x 
22;  mat,  wd.  ft  stl.;  1  pump,  eng.,  cap.  day  72,000 
gals.;  mains,  2  m.,  6  to  8  in.  dia.;  17  hyd.;  4  serv.; 
pres.,  dom.  60  lbs.,  f.  60  lbs.;  cost,  $10,000;  wks. 
owned  by  town. 

MONTICELLO,  p.  2,048;  f.  area,  640  a.;  mere, 
bldgs.,  wd.  ft  bk..  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord. 
F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  inf.,  200  ft; 
tot  hose,  1,200  ft;  f.  al.,  bell;  tot  mem.,  88  voL 

Water  Supply — Src,  well.  ^  m.  bus.  cent;  sya*>' 
pump  to  res.;  res.  cap.,  600,000  gals.;  loc.  %  m. 
station;  1  pump,  eng.,  cap.  day  650,000  gals.; 
mains,  c.  i.,  15  m.,  8  to  8  in.  dia.;  40  hyd.;  50  v.; 
550  met;  600  serv.;  pres.,  dom.  67  lbs.,  f.  57  to 
80  lbs.;  cons,  day,  150,000  gals.;  cost,  $30,000; 
cost  mtce.,   $2,500;   wks.   owned  by  dty. 

MONTOUR,  p.  888.  F.  dept. — 160  ft.  hose;  no 
organization. 

Water  Supply — Src,  well;  tk.,  10  z  10,  cap. 
6,868  gals.;  1  pump;  mains,  1,900  ft,  8  ft  4  in. 
dia.;  4  hyd.;  pres.,  86  lbs.;  wks.  owned  by  Co. 

MORMINQ   SUN,   p.    8i97.      F.   dept-— 1    c.   eng., 
hooks  ft  ladders;  f.  al.,  bell;  val.  equip.,  $700;  vol. 
Water  Supply — Src.,  well  ft  cisterns. 

MOULTON,  p.  1,288.  F.  dept — 1  oomb.  e.  ft 
hand  eng.,  1  h.  ft  1.  trk.,  600  ft.  hose;  f.  al.,  bell; 
10  vol. 

Water  Supply — Src,  wells. 

MOUNT  AYR,  p.  1,646;  f.  area,  400  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd..  IH  ator.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ora.;  causes  of  f. 
inv.  F.  dept. — 1  c.  eng.,  6  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  car.,  reels,  ftc;  hose,  oot..  rub.  lined, 
gd.,  460  ft;  f.  al.,  bell;  vaL  equip.,  $8,400;  exp. 
dept,  $100;  tot.  mem.,  28  vol. 

Water  Supply — Src,  wells  ft  cisterns. 

MT.  PLEASANT,  p.  8,874;  mere  bldgs.,  bk.,  8 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.  F. 
dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  2  hrs.:  hose, 
cot,  rub.  lined,  gd.,  1,400  ft.;  f.  al.,  bell;  vaL 
equip.,  $1,800;  val.  bldgs.,  $8,000;  exp.  dept., 
$860;  tot.  mem.  10,  pd.  part  time. 

Water  Supply — Src,  wells;  sys.,  grav.,  pump  to 
stdp.  ft  dir.;  stdp.  cap.,  50,000  gals.:  dim.,  10  x 
80;  2  pump,  eng.,  class  trip.,  cap.  day  1.000,000 
gals.;  mains,  0  m.,  4  to  10  in.  dia.;  76  nyd.;  20 
v.;  met,  416;  435  serv.;  pipe,  gal  v.  i.,  pres.,  dom. 
86  lbs.,  f.  100  lbs.;  cost,  $41,000;  cost  mtce., 
$8,000;  wks.  owned  by  city. 

MT.  VERNON,  p.  1,682;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.  P.  dept. — 1  c  eng.,  1 
set  of  ladders,  1  hose  cart;  hose,  cot.,  rub.  Imed, 
gd.,  800  ft;  rub.,  gd.,  800  ft.;  tot.  hose,  1,100 
ft;  val.  equip.,  $800;  tot.  mem.,  17  vol. 

Water  Supply — Src,  2  wells,  1,500  ft.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  50,000  gals.;  pump. 
eng.,  cap.  day  100,000  gals.;  mains,  c  i.,  8  m., 
4  to  8  in.  dia.;  42  hyd.;  met,  887;  pres.,  f.  77 
lbs.;  cost,  $11,000;  cost  mtce.,  $1,000. 

MOVILLE,  p.  652.  F.  dept— 2  hose  carte,  800 
ft.  hose;  f.  al.,  bell;  14  vol. 

Water  Supply — Src,  well;  tank,  16  z  24,  cap. 
65,804  gals.;  1  pump;  mains,  2  m.,  6  in.  dia.;  26 
hyd.;  pres.,  46  lbs. 


MURRAY,  p.  706.  F.  dept — 1  oomb.  c  ft  hand 
eng.,  1  h.  ft  I.  trk.,  1  hose  cart,  600  ft  hoee;  f.  aL, 
beU;  14  vol. 

Water  Supply — ^Src,  8  cisterns,  combined  cap. 
60,000  gals. 

MUSCATINE,  p.  16,178;  f.  area.  It  m.;  mere 
bldgs.,  bk.,  1  to  6  stor.;  priv..  wa.,  8  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 0  c  hand  ex.,  8  comb, 
c  ft  h.  wag.,  2  hand  h.  ft  1.  trk;  hose,  cot,  nd>. 
lined,  gd.,  6,000  ft;  f.  al.,  telp.;  vaL  equip.,  $20,- 
000;  vaL  bldgs.,  $80,000;  exp.  dept,  $12,000; 
tot   mem.   18,  pd.   full  time. 

Water  Supply — Src,  wells,  2  m.  bos.  cent;  sys., 
pump  to  res.;  2  res.  cap.,  6,000,000  gals.;  stdp. 
oap.,  200,000  finals.;  2  pump,  eng.,  cap.  day  0,000,- 
000  gals.;  mams,  c.  i.,  41  m.,  0  to  20  in.  dia.; 
422  hyd.;  440  v.;  2,000  met;  8,200  serv.;  pipe, 
lead  ft  iron;  pres.,  dom.  85  lbs.,  f.  IJO  lbs.;  cons, 
day,  1,500,000  gals.;  cost,  $396,000;  cost  mtce., 
$10,000;    wks.    owned    by   city. 

MYSTIC,  p.  2,668;  mere  bldgs.,  wd.,  1  ft  2 
stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.;  causes 
of  f.  inv.  F.  dept. — 1  hand  eng.,  1  h.  ft  L  trk.,  1 
hose  wag.;  1  hyd.;  val.  equip.,  $900;  val.  bldgs., 
$600;  vol. 

Water  Supply — Src,  wells. 

NASHUA,  p.  1,102;  f.  area,  80  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfk  not  perm.; 
fwks.  ft  combt.  ord.  >F.  dept. — 1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  900  ft;  inf.,  200  ft;  tot 
hose,  1,100  ft;  f.  aL,  bell;  tot  mem.,  26;  undra. 
rating,  first  claes. 

Water  Supply — Src,  riv.,  40  rods  bus.  cent;  sys., 
grav.,  pump  dlr.;  mains,  iron,  2 )&  m.,  4  to  8  in.  dia.; 
81  hyd.;  80  serv.;  pipe,  galv.  L;  pres.,  dom.  4ft 
lbs.,  f.  100  lbs.;  cost,  $18,000;  cost  mtce,  $880; 
wks.  owned  by  dty. 

NEOLA.  p.  926.  F.  dept — 2  hose  carts,  1,700 
ft.  hose;  f.  al.,  bell;  18  voL 

WatOr  Supply — Src,  19  wells;  sys.,  grav.  ft  dlr. 
pres.;  1  pomp,  cap.  12,000  galk.  min.;  tk.,  16  z 
84,  cap.  66,000  gals.;  mains.  4  m.,  4  to  6  in.  dia.; 

0  hyd.;  pree,  dom.  76  lbs.,  x.  100  Ibe 

NEVADA,  p.  2,188;  f.  area,  240  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfe  not  perm.; 
fwke  &  combt  ord.:  causes  of  f.  inv.     F.  dept— 

1  c  wag.,  1  h.  ft  L  trk.,  8  hose  car.,  2  hrs.  ft  wag.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  nib.,  g^, 
800  ft;  inf.,  200  ft;  tot  hose,  2,000  ft;  f.  siL, 
wh.  ft  bell;  vaL  equip.,  $5,000;  rtX,  bldgs.,  $8,000; 
tot.  mem.,  41  voL 

Water  Supply-— Src,  wells,  8  blocks  bus.  cent; 
sys.,  pump  to  res.  ft  dir.;  stdp.  cap..  100,000  gale; 

2  pump,  eng.,  cap.  day,  250,000  gais.;  nuiins,  iron, 
4^  m.,  4  to  10  in.  dia.;  52  hyd.;  20  v.;  met, 
200;  206  serv.;  pipe,  lead  ft  iron;  pres.,  dom.  ft  f. 
50  lbs.;  cons,  aay,  85,000  flrals.;  cost,  $30,000; 
cost  mtce,  $200;  wke  owned  oy  city. 

NEWELL^  p.  728.  F.  dept.— 1  hose  cart,  1  lad- 
der wag.,  800  ft.  hose;  f.  al.,  bell;  20  vol. 

Water  Supply — Src,  well;  sys.,  grav.;  tk.,  20 
X  20;'  mains,  18  blocks,  4  to  8  in.  dia.;  18  hyd.; 
pres.,  dom.  46  lbs.,  f.  100  lbs. 

NEW  HAMPTON,  p.  2,275;  mere  bldgs.,  bk.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f. 
•area;  fwks.  <k.  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  1  comb.  c.  ft  hose  wag.,  2 
hose  oar.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f.  al., 
bell  ft  wh.;  val.  equip.,  $5,300;  val.  bldgs.,  $20,- 
000:  tot.  mem.,  100  vol. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  67,000  gals.;  dim., 
18  X  24;  mat.,  wd.;  2  pump,  eng.,  cap.  day  800,- 
000  gals.;  mains,  c.  L,  B%  m.,  4  to  8  in.  dia.;  4S 
hyd.;  8  v.;  met.,  161:  150  serv.;  pipe,  iron;  pree, 
dom.  46  lbs.,  f.  126  lbs.;  cons,  day,  110,000  gals.; 
cost,  $10,000;  cost  mtce,  $1,600;  wks.  owned  bf 
city. 

NEW  HARTFORD,  p.  482.  F.  dept— 1  hose 
cart,  800  ft  hose;  13  vol. 

Water  Supply — Src,  well;  sys.,  |nrav.;  tk.,  18  z 
22,  cap.  41,877  gala.;  1  pump;  mams,  6  blocks,  6 
in.  dia.;  5  hyd.;  pres.,  47  lbs. 

NEW  LONDON,  p.  1.144;  f.  area,  700  e  F. 
dept. — 1  comb,  c  ft  hand  eng.,  1  hose  cart,  10 
bucketo,  600  ft  hose;  vaL  equip.,  $700;  vaL  bldge, 
$200;  f.  aL,  bell;  24  vol. 

Water  Supply— €rc.,  well;  enre.  dir.  pres.;  stdp. 
cap.,  50,000  gals.;  mains,  c  i.  ft  stL,  8%  m.,  4 
to  6  in.  die;  86  hyd.;  wks.  owned  by  town. 
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NEW  SHARON,  p.  1.122;  mere,  bidgs..  bk.,  2 
■tor.;  priv.,  wd.,  IH  Ac  2  at  or.;  wd.  rfs.  perm.;  no 
fwks.  Ac  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  bajid  eng.,  1  h.  Ac  1.  trk.;  hose*  cot.,  rub.  lined, 
ed.,  700  ft.;  rub.,  gd.,  100  ft.;  tot.  hose,  800  ft.; 
i.  aL,  bell;  val.  equip.,  $1,6Q0;  val.  bldgs.,  $1,200; 
ezp.  dept.,  $20;  tot.  mem.,  26  vol. 

Water  Supply — Src,  2  wells  in  bus.  cent.;  sys., 
pump  dir.;  res.  cap.,  50,000  gals.;  pump,  eng.,  cap. 
day  16,000  eals.;  mains,  2  m.,  4  to  8  in.  dia.;  21 
hyd.;  met.,  2;  91  serv.;  pres.,  dom.  46  lbs.,  f.  46 
lbs.;  cost,  $9,000;  cost  mtce.,  $200. 

NEWTON,  p.  4,616;  f.  area,  60  a.;  mere,  bldgs., 
bk.,  1  to  8  stor.;  prir..  wd.,  1  &  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  JC  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  c.  eng.,  1  h.  &  1.  trk.,  2  hose 
em.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft:  f.  aL, 
wh.;  val.  equip.,  $7,000;  val.  bldgs.,  $40,000;  exp. 
dept,  $900;  tot  mem.,  32,  pd.  full  time  1,  pd. 
part  time  1,   SO  vol.;   undra.  rating,  third  class. 

Water  Supply — Src,  well8>  6  m.  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  90,000  gals.;  dim.,  16  x 
80;  mat,  stn.  ft  stl.;  pump,  eng.,  cap.  day  1,000,000 

fals.;  mabis,  c.  i.,  10  m.,  4  to  8  in.  dia.;  61  hyd.; 
6  v.;  met.,   13;  26  serv.:  pres.,  f.  125  lbs.;  cost, 
$86,000;  wks.  owned  by  city. 

NORA  SPRINGS,  p.  986.  F.  dept — 2  hose  carts, 
1  h.  &  1.  trk.,  12  buckets,  1,600  ft  hose;  f.  aL, 
bell;  18  vol. 

Water  Supply — Src.,  wells;  tk.,  20  x  22,  cap. 
1,600  bbls.;  maiirs,  6,000  ft.,  6  in.  dia.;  22  hyd.; 
pres.,  dom.  &  f.,  60  lbs.;  wks.  owned  by  city. 

NORTH  ENGLISH,  p.  848.  F.  dept. — 25  c 
hand  e.x.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft;  inf.,  200  ft;  tot  hose,  1,200  ft;  f.  al., 
bell  &  wh.;  val.  equip.,  $«1,000;  tot  mem.,  30  vol. 

Water  Supply — Src,  air  pres.;  sys.,  bk.  pump. 
sUtion:  gosoline  eng.,  cap.  16,000  gals.;  mains, 
6,000  ft;  11  hyd.;  pres.,  dom.  &  f.  60  to  90  lbs. 

NORTHWOOD,  p.  1,264;  f.  area,  300  a.;  mere 
bldgs..  bk.  k  wd.,  1  to  3  stor.;  priv.,  wd.,  1^  stor.; 
wd.  rfs.  not  perm,  in  f.  area.  F.  dept — 1  h.  &  L 
trk.,  2  c  hand  ex.,  2  hose  carts:  hose,  cot,  rub. 
lined,  gd.,  1,200  ft;  f.  al..  wh.;  val.  equip.,  $1,600; 
val.  bldgs.,  $2,000;  exp.  dept,  $26;  tot  mem.,  86 
vol. 

Watar  Supply — Src,  well,  600  ft.  bus.  cent;  sys., 
well  to  tank;  stdp.  cap.,  66,000  gals.;  dim.,  22  x 
26;  mat,  stl.;  mains,  c  L,  1%  m.,  4  to  8  in.  dia.; 
21  hyd.;  9  v.;  met,  7;  76  serv.;  pipe,  galv.  i.; 
pres.,  dom.  ft  f.  51  lbs.;  cons,  day,  26,000  gals.; 
cost,  $11,000;  cost  mtce.,  $1,000;  wks.  owned  by 
city. 

NORWAY,  p.  479.  F.  dept— 2  hose  carts,  1  Ud- 
der wag.,  900  ft.  hose;  33  vol. 

Water  Supply — Src,  8  wells;  2  res.,  cap.  48,000 
gals.;  8  pumps;  mains,  5,526  ft,  6  to  8  in.  dia.; 
17  hyd.;  pres.,  58  lbs.;  cons,  day,  6,580  gal«.;  cost, 
$18,371;  cost  mtce.,  $512;  wks.  owned  by  city. 

OAKLAND,  p.  1,106.  F.  dept.— 2  hose  carts, 
1,000  ft.  ffd.  hose;  f.  al.,  bell:  20  voL 

Water  Supply — Src,  17  wells;  sys.,  grav.  ft  dir. 
pres.;  1  pump;  stdp.,  10  x  60,  cap.  28,760  gals.; 
mains,  22  blocks,  4  to  6  in.  dia.;  17  hyd.;  piee., 
dom.  71  lbs.,  f.  100  lbs. 

OCHEYEDAN,  p.  595;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
■tor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt 
■rd.:  eaiuea  of  t  inv.  F.  dept — 2  c  eng.,  2  hoee 
carts,  c.  hand  ex.,  2  ladders;  hose,  cot,  rub.  lined, 
gd.,  750  ft;  f.  al.,  bell;  val.  equip.,  $16,000;  val. 
bldgs.,  $1,000;  exp.  dept,  $150;  tot  mem.,  15 
vol. 

Water  Supply — iSrc,  wells,  U  m.  bus.  cent; 
iys.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  50,000 
gflls.;  dim.,  18  x  20;  mat,  stL;  res.  cap.,  60,000 
gals.;  1  pump,  eng.,  cap.  min.  250  gale.;  mains, 
1  m.,  4  to  6  in.  dia.;  20  hyd.;  6  v.;  met,  20; 
pres.,  dom.  ft  f.  55  lbs.;  cons,  day,  4,260  gals.; 
cost,  $16,000;  cost  mtce.,  $200;  wks.  owned  by 
city. 

ODEBOLT,  p.  1,288;  f.  area,  200  a.;  mere  bldgs., 
bk.  ft  wd.;  priv.,  wd.;  wd.  rfa,  not  perm.  F.  dept. — 
1  h.  ft  1.  trk.,  3  hose  reels;  hose,  ffd.,  2.000  ft;  inf., 
600  ft.;  tot  hose,  2,600  ft;  f.  al.,  bell;  tot  mem., 
40  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  dim.,  20  x 
80;  mat,  wd.;  2  pump,  eng.;  mains,  c.  i.,  2%  m., 
6  in.  dia.;  18  hyd.;  4  v.;  pres.,  f.  62  lbs.;  cons, 
day,  80.000  gals.;  coat  $16,000;  cost  mtce.,  $700; 
wks.  owned  by  city. 


OELWEIN,  p.  6,684.    F.  dept  not  reported. 

Water  Supply — Src,  well;  sys.,  pump  to  stdpu; 
stdp.  cap.,  96,000  gaJs.,  14  x  80;  mat,  stL;  2 
pump,  eng.,  cap.  day  1,760.000  gals.;  mains,  6  m.; 
66  hyd.;  766  serv.;  pres.,  dom.  76  lbs.,  f.  126  lbs.; 
cons,  day,  100,000  gals.;  cost,  $85,000;  wks. 
owned  by  city. 

OGDEN,  p.  1,298.  F.  dept— 20  c  hand  ex.,  1 
h.  ft  I.  trk.,  1  hose  cart,  20  buckets,  400  ft  boae; 
20  vol. 

Water  Supply — Src,  well;  tk..  20  x  20,  cap. 
46,000  gals.;  1  pump;  mains,  %  m.,  6  to  8  in.  dia.; 
6  hyd.;  pres.,  40  lbs. 

OLIN,  p.  669.  F.  dept — 1  hose  cart,  600  ft 
hose;  f.  aL,  bell;  20  vol. 

Water  Supply — Src,  2  wells;  tk.  cap.,  66,000 
gals.;  mains,  6,700  ft,  4  to  6  in.  dia.;  19  hj±; 
pres.,  dom.  46  lbs.,  f.  80  lbs. 

ONAWA,  p.  2,026;  f.  area;  mere  bldgs.,  bk.,  1 
ft  2  stor.;  priv.,  wd.,   IH   ft  2  stor.;  wd.  rfs.  not 

ferm.;  no  fwks.  ft  combt  ord.;  causes  of  f.  tnv. 
'.  dept. — 1  hand  eng.,  200  hand  ex.,  1  h.  ft  L  trie, 
2  hose  car.;  hose,  cot,  rub.  lined,  gd..  900  ft; 
linen,  gd.,  800  ft;  tot  hose,  1,200  ft;  t  aL, 
bell.;  vaL  equip.,  $2,600;  vaL  bldgs.,  $1,600; 
tot.   mem.,   50   vol. 

Water  Supply — Src,  wells;  cys.,  pump  dir.; 
2  pump,  eng.,  daas  dup.,  cap.  800  gdlB.;  mains,  8 
m.,  4  ft  6  in.  dia.;  40  hyd.;  pres.,  f.  160  lbs.; 
cost,   $12,000. 

ORANGE  CITY,  p.  1.874;  f.  area,  20  a.:  mere, 
bldgs.,  wd..  2  ft  3  stor.:  priv..  wd.,  1  ft  2  etor.; 
wd.  rfs.  not  perm.;  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  h.  ft  L  trk.,  1  hose  wag.,  1  hose  reel; 
hose,  cot,  rub.  lined,  gd..  1,450  ft;  f.  aL,  bell; 
vaL  equip.,  $2,600;  vaL  bldgs.,  $8,000;  tot  mem., 
18  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  66,000  gals.;  dinL,  20  x  24;  mat,  wd. 
ft  StL;  pump,  eng.,  cap.  day  85,000  gals.;  maina, 
e  L,  1  m.,  8  in.  dia.;  11  hyd.;  pres.,  f.  60  lbs.; 
cost,  $10,000;  cost  mtce.,  $400;  wks.  owned  by 
city. 

OSAQE.  p.  2,446:  mere  bldgs..  stn.  ft  bk.,  2  ft 
8  stor.;  priv.,  wd.  s  bk.,  2  stor.;  wd.  rfs.  perm.: 
fwks.  ft  combt  ord.  F.  dept — 1  str.,  2  c  hand 
ex.,  1  h.  ft  L  trk..  8  hose  car.;  hose,  cot,  nib. 
lined,  gd.,  1,800  ft;  f.  al.,  bell;  val.  equip..  $12.- 
000;  vaL  bldgs.,  $1,000;  exp.  dept,  $150;  tot 
mem.,   30  vol. 

Water  Supply — Src,  well,  in  bus.  cent;  mn., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  80,000  gals.; 
mat,  iron:  res.  cap.,  226,000  gale;  2  pump,  en^., 
cap.  day  720,000  gala.;  mains,  4  nu,  4  to  8  in. 
dia.;  40  hyd.;  met,  35;  250  serv.;  pipe,  galv.  L; 
prea.,  dom.  60  lbs.,  f.  100  Ibe;  cost,  $25,000; 
cost  mtce.,   $1,000;    wks.   owned   by   city. 

OSCEOLA,  p.  2,416;  f.  area.  9  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 2  c.  hand  ex..  1  e  enp^.,  1  h.  ft  1.  trk..  S 
hose  carts;  hose,  cot.  rub.  lined,  gd.,  1,000  ft; 
rub.,  gd.,  350  ft;  inf.,  200  ft;  tot.  hose,  1,550 
ft;  f.  al.,  bell,  wh.  ft  elec  telp.;  val  equip.,  $2,600; 
\*al.  bldgs.,  $6,000;  exp.  dept,  $800;  tot  mem., 
60  vol. 

Water  Supply — Src,  well,  in  hue  cent;  aye., 
pump   to   rea.     ft   stdp.;   stdp.    cap..   60.000 


OSKALOOSA,  p.  9,466;  f.  area,  8%  m.;  mere 
bldg6.,  stn.,  bk.  ft  wd.,  3  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfe  not  perm,  in  f.  area;  fwkia.  ord.; 
cauaes  of  f.  inv.  F.  dept — 1  auto.  comb,  e  ft  h. 
ft  L  trk..  4  e  hand  ex.,  1  comb,  c  ft  h.  wag.,  t 
hrs. ;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  rub.,  gd., 
500  ft;  inf..  450  ft;  tot  hose,  2,950  ft;  f.  sL. 
telp.;  val.  equip.,  $9,500;  val.  bldgs.,  $10,000; 
exp.  dept,  $4,500;  tot.  mem.  11,  pd.  full  time,  5, 
pd.   part  time  6. 

Weter  Supply^^rc,  riv.  ft  wells,  4  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap..  280,000  gala.; 
loe  in  city;  res.  cap.  6,000,000  gale,  loe  at 
station;  8  pump,  eng.,  cap.  day  4,000,000  nle; 
mains.  25  m.,  4  to  12  in.  dia.;  ISO  hyd.;  86  v.; 
459  met;  1,688  serv.;  pipe,  lead  ft  wrt.  L;  pres., 
dom.  40  lbs.,  f.  80  to  126  lbs.:  cone  dsy,  1,2^6,- 
000  gale;  cost,  $860,000;  wks.  owned  by  priv. 
Co. 
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OSSiAN,  p.  749.     F.  dept. — 2  c.  eng.,  1  h.  It  L 
trk.,  200  ft.  hoM;  f.  al.,  bell;  22  roL 
water   Supply— -Src,  wells. 

OTO,  p.  208.  F.  dept. — 1  comb.  c.  &  hand  eng., 
1  hoee  cart,  600  ft  hose;  f.  al.,  bell;  24  vol. 

Water  Supply — Src,  5  cisterns;  res.  cap.,  800 
bbls.;  1  pump;  mains,  ^,000  ft.,  4  to  0  iiu  dia.; 
10  hyd.;  pres.,    80  lbs.;  wks.  owned  by  town. 

OTTUMWA,  p.  22,012;  f.  area.  800  a.;  mere, 
bldffs.,  bk.  k  wd.,  1  to  6  stor.;  priv.,  bk.  &  wdL,  1 
to  8  stor.;  wd.  ns.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 6  c.  hand 
ex.,  1  hose  was.,  1  in  reserve,  1  c.  eng.,  1  comb, 
c.  ft  h.  wsg.,  7  hrs.;  hose,  cot.,  rub.  lined,  gd., 
ft.OOO  ft.;  f.  al.,  elec.:  vaL  eauip.,  $17,000;  val. 
bldgs..  $18,000;  ezp.  diept,  $12,500;  tot.  mem.  9, 
pd.  full  time. 

Water  Supply — Src,  riv.,  1%  m.  bus.  cent; 
ays.,  pump  to  res.  ft  dir.;  8  pump,  eng.,  cap.  day 
10,000,000  gals.:  mains,  c.  i.,  Sihk  m.,  4  to  24 
in.  dia.;  324  hyd.;  1,500  met.;  2,100  serv.;  pros., 
dom.  90  lbs.,  f.  90  to  150  lbs.;  cons,  day,  1.- 
750,000  gals.;  cost,  $600,000;  cost  mtce.,  $20,000; 
wks.  owned  by  city. 

OXFORD,  p.  -614.  F.  dept — 1  hand  entt.,  1  h. 
ft  L  trk.,  8  hose  carts,  800  ft  hose;  f.  al.,  bell; 
65   vol. 

Water  Supply^^rc,  well;  eys.,  grav.;  1  pump; 
tk.  20  X  20,  cap.  47,000  gals.;  mains,  1^  hl, 
4  to  8  in.  dia.;   16  hyd.;  pres.,  65  lbs. 

OXFORD  JUNCTION,  p.  822.  F.  dept— 1  hoee 
cart,  1,000  ft.  hose;  f.  al..  bell;  24  vol. 

Water  Supply — Src,  wells;  sys.,  grav.:  tk.  14  z 
16,  cap.  20,000  gals.:  1  pump,  class  trip.;  mains, 
1^  m.,  4  to  6  in.  aia.;  12  hyd.;  pres.,  50  lbs.; 
wlcs.  owned  by  town. 

PANORA.  p.  1,080.  F.  dept — 1  h.  ft  I.  trk., 
8  hose  carts;  hose,  cot,  rub.  Uned,  gd.,  1,200  ft; 
inf.,  300  ft;  tot  hose,  1,500  ft;  f.  aL,  bell  ft  telp.; 
SO  vol. 

Water  Supply — Src,  well;  sys.,  grav.  ft  pump 
dir.;  1  pump,  cap.  750,000  gals  day;  tk.  18  x  24, 
cap.  60,000  gals.;  mains,  1^  m.,  8  to  6  in.  dia.; 
12  hyd.;  pres.,  dom.  50  lbs.,  f.   100  lbs. 

P/MRKGR3BUiRQ,  p.  938;  mere  bldgs.,  bk.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area.;  tvika.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  1  ho«e  car.;  hose,  cot,  rub. 
lined,  gd..  1,200  ft;  inf.,  ^00  ft;  tot  hose.  1,500 
ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $1,600;  val. 
bldgs..  $1:500:  tot  mem.,  22  vol. 

Water  Supply— -Src,  well;  «ys.,  pump  to  stdp.; 
stdp.  cap.,  60,000  gwiB.;  dim.,  24  z  20;  mat,  wd.; 

1  pump,  eng.,  class  vert,  cap.  day  75,000  gals.; 
mains,  2  m.;  12  hyd.;  cost,  $8,000. 

PAULLINA,  p.  796;  f.  area,  50  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  comb.  c.  ft  h. 
wag.,  c.  hand  ex.,  2  h.  ft  1.  trk.,  1  hose  reel; 
hoee,  cot,  rub.  lined,  gd.,  650  ft;  f.  al.,  bell; 
val.  equip.,  $500;  val.  Bldgs.,  $1,200;  tot  mem., 
16  vol. 

Water  Supply — Src,  well;  tk.  18  z  24,  cap. 
60,000  gals.;  1  pump;  mains,  2  m.,  4  to  6  in. 
dia.;  pres.,  dom.  85  lbs.,  f.  86  to  100  lbs.;  wks. 
owned  by  town. 

PELLA,  p.  8,021;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept. — 1  c  eng., 
1  hand  eng.,  2  c  hand  ex.,  1  b.  ft  1.  trk.,  2  hose 
cssr.;  hose,  rub.,  gd.,  1,400  ft:  f.  al.,  bell;  val. 
equip.,  $3,000;  val.  bldgs.,  $2,500;  exp.  dept, 
$600;  lot.  mem.,  100  vol 

Water  Supply — Src,  wells,  4  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  68,000  gals.;  dim., 
22  X  24;  ntat,  «tl.;  2  pump,  eng.,  cap.  day  720,- 
000  gals.;  mains,  c  L,  9%,  m.,  4  to  10  in.  dra.; 
60  hyd.;  50  v.;  225  met;  254  serv.;  pipe,  lead  ft 
i.;  pres.,  dom.  50  lbs.,  f.  80  lbs.;  cons,  day,  150,000 
gals.;  cost,  $85,000;  cost  mtce.,  $2,500;  wks. 
owned  by  city. 

PERRY,  p.  4,6<80;  f.  area,  1,280  a.;  mere  bldgs., 
stn.  ft  bk.,  1  to  4  stor.:  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  P.  dept — 1  h.  ft  I.  trk.,  12  c  hand 
ex.,  2  hose  carts;  hose,  cot,  mb.  lined,  gd.,  1,500 
ft;  inf.  kinds,  600  ft;  tot  hose,  2,100  ft.;  2  f . 
al.;  val.  bldgs.,  $5,000;  exp.  dept,  $600;  tot 
mem.,   86  vol. 

Water  Supply — Src,  wells,   4  blocks  bus.  cent; 


sys.,  grsT.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,- 
000  gals.;  dim.,  10  z  100;  mat,  stL;  2  pump, 
eng.,  class  comp.  ft  dup.,  cap.  day  1,600,000  gals.; 
mains,  11  m.,  4  to  8  in.  dia.:  50  hyd.;  20  t.; 
met,  550;  850  serv.;  pipe,  galv.  L;  pres.,  dom. 
60  lbs.,  f.  60  lbs.;  cons,  day,  750,000  gals.;  cost, 
$46,000;  cost  mtce.,  $2,500;  wks.  owned  by  dty. 

PETERSON,  p.  480.  F.  dept — 2  hose  carts, 
800  ft  hose;  f.  al.,  bell;  16  voL 

Water  Supply^Src,  well;  ay*,,  grav.;  1  pump, 
cap.  20  gals,  min.;  res.,  20  z  24,  cap.  77,000 
gals.;  mains,  )&  m.,  4  to  6  in.  dia.;  0  hyd.;  pret., 
70  lbs. 

PIERSON,  p.  416.  F.  dept — 1  hose  cart,  600 
ft    hoee;    15    vol. 

Water  Supply— 6rc.,  well,  %  m.  bus.  cent;  nrs., 
grav.;  stdp.  cap.,  16,000  gals.;  1  pump;  mains, 
8,500  ft,  4  to  6  in.  dia.;  14  hyd.;  pres.,  55  to  100 
lbs.;  wks.  owned  by  city. 

POCAHONTAS,  p.  987.  F.  dept— 2  hoM  carta, 
1,000  ft  hose;  f.  aL,  wh.;  20  voL 

Water  Supply — Src,  well;  syi.,  grav.;  1  pump, 
cap.  170  gals,  min.;  tk.,  8  z  88,  cap.  11,000  gals.; 
mains,  1,644  ft,  4  to  8  in.  dia.;  8  hyd.;  pret., 
dom.   M   lbs.,   f.   80   lbs. 

POMEROY,  p.  816.  F.  dept — 1  hose  cart,  500 
ft  hose;  12  vol. 

Water  Supply — Src,  artesian  well;  «ys.,  gray.; 
res.  cap.,  80,000  gals.;  2  stdp.,  8  z  <84;  1  pump; 
mains,  2  m.,  4  to  6  in.  dia.;  18  hyd.;  pres.,  100 
to  150  lbs. 

PORTSMOUTH,  p.  847.  t,  dept — 2  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  800  ft;  inf.,  200  ft; 
tot  hose;  1,000  ft;  f.  al.,  bell;  16  vol. 

Water  Supply — Src,  well;  tk.,  10  z  75,  eap^ 
2,000  bbls.;  1  pump,  eng.;  cap.  dsy,  8,640  bbli.; 
mains,  3,800  ft.,  4  in.  du.:  7  hyd.;  pres.,  dom.  ft 
f.  85  lbs.;  cost,  $5,000;  wks.  owned  by  city. 

POSTVILLE,  p.  952.  F.  dept— 1  h.  ft  L  trk., 
2  hose  carts,  24  buckets,  1,000  ft  hose;  f.  aL, 
bell;   85  voL 

Water  Supply — Src,  well;  «ys.,  grav.;  1  pump; 
tk..  20  z  80,  cap.  70,600  gala.:  mians,  8  m.,  4  to 
8  in.  dia.;  22  hyd.;  pres.,  42  Ids. 

PRAIRIGBURQ.  F.  area,  80  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm. 
in  f.  area;  fwks.  ft  combt.  ord.;  caixses  of  f.  inT. 
F.  dept. — 1  hose  reel,  500  ft.  cot.,  rub.  lined  hose; 
f.  al.,  bell;  val.  equip.,  $500;  v<aL  bldgs.,  $50; 
tot.  mem.,  14  vol. 

Water  Supply — Src,  well,  1  blodc  bos.  cent: 
sys.,  dir.  pres.:  stdp.  cap.,  14,000  gals.;  dim.,  8 
z  86;  mat,  sti.;  res.  cap.,  14,000  gak.;  1  pump, 
eng.,  cap.  min.  150  gals.;  mains,  c  L,  8,000  ft, 
2  to  4  in.  dia.;  7  hyd.;  4  v.;  pres.,  dom.  80  Iba.,  f. 
^25  lbs.;  cost,  $6,000;  wks.  owned  by  dty. 


PRAIRIE  CITY,   n.    764.     F.   dept— 1   h.   ft  L 
trk.,   2   hose  carts,   24   f. 
f.  al.,  bell;   26  vol. 


buckets,  1,000  ft  hose; 


Water  Supply — Src,  wells;  sys.,  grav.;  res.  ouu 
00,000  gals.;  1  pump;  tk.,  20  z  24.,  cap.  60,680 
gals.;  mains,  1  ^  m.,  4  to  'i  in.  dia.;  15  hyd.;  40 
met;  pres.,  43  lbs.;  coat,  $8,000;  wks.  owned  by 
city. 

PRESCOTT,  p.  426.     P.  dept — 1  gas  eng.,  SOO 

ft.  hose;  no  organization. 

Water  Supply — Src,  wells  ft  eistems;  1  pump, 
mains,  2  blocks,  2%  in.  dia.;  ^  hyd.;  wks.  owned 
by  Co. 

PRESTON,  p.  642.  F.  dept— 1  h.  ft  1.  trk.,  t 
hose  carta,  1,200  ft  hose;  f.  al.,  bell;  25  vol. 

Water  Supply — Src,  well;  tk.,  20  z  24,  cap. 
67,000  gals.;  1  pump;  mains,  1^  m.,  4  to  6  in. 
dia.;  10  hyd.;  pres.,  55  lbs. 

PRIMQHAR.  p.  783.  F.  dept— 2  hose  carta, 
1,000  ft  hose:  f.  al.,  bell:  10  vol. 

Water  Supply— ^-c,  wells,  1  block  bus.  cent; 
sys.,  dir.  pres.;  tos.  cap.,  157,500  gak.;  dim.,  40 
z  40,  mat,  cem.;  2  pump,  eng.,  cap.  day,  40,000 
gals.;  mains,  c  i.;  2  m.,  4  to  6  in.  dia.;  24  hyd.; 
8  v.;  85  met;  85  serv.;  pres.,  80  lbs.;  cons,  day, 
10,000  gals.;  cost,  $17,000;  cost  mtce.,  $600; 
wks.  owned  by  city. 

RADCLIFFE,  p.  660.  F.  dept— 1  comb.  h.  ft 
c  eng.,  1  h.  ft  1.  trk.,  1  hose  cart,  1,100  ft  hose; 
f.   al.,  bell;   25  voL 

Water  Supply — Src,  wells  ft  cisterns;  2  pumps, 
cap.  55  gals,  min.;  tk.,  20  z  20;  mains,  8,960  ft, 
6  to  8  in.  dia.;   9  hyd. 
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REDFIELD,  p.  800.  F.  dept — 1  hose  cart;  600 
ft  hose;   f.  «!.,  bell;  yal.  equip.,   $500. 

Water  Supply — Src.,  well,  1  m.  bua.  cent.;  sri., 
dk.  pres.;  1  pump,  ens.;  cap.  day,  70,000  gals.; 
mains,  2  m.;  36  hyd.:  8  v.;  pres.,  dom.  40  to  126 
lbs.;  ooot  $11,000;  was.  owned  by  city. 

RGD  OAK,  p.  4,830;  f.  area,  30  a.;  mere  bldgs., 
stn.  iSc  bk.,  1  to  8  stor.;  priv.,  wd.  k  bk.,  1  to  2V& 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwlts.  A 
combt  ord.;  causes  of  f.  inv.  F.  dn)t. — 4  c  hand 
ex.,  1  h.  &  1.  trk.,  2  hose  carts,  1  nose  wag^.  jc  2 
fan.;  hope,  cot.,  rub.  lined,  gd.,  2,900  ft.;  f.  aL, 
telp.  &  wh.;  val.  equip.,  $4,670;  val.  bldgs., 
$10,000;  exp.  dept.,  $2,400;  tot.  mem.,  62,  pd. 
lull  time  2,  pd.  part  time  4,  vol.  46. 

Water  Supply---Src.,  welle,  1  m.  bua.  cent;  eye., 
pump  to  stdp.;  etdp.  cap.,  2&6,000  gals.;  dim., 
20  X  100;  mat,  sti.;   2  pump.  eng..  claes  dup.  Ac 


trip.,  cap.  day  1,600,000  gals.;  mains,  c.  i.,  9% 
m.,  4  to  10  in.  dia.;  66  hyd.;  62  r.;  met,  400; 
600  serv.;  pipe,  galv.  L  Ac  lead;  pres.,  donu  100 
Ibi.,  t  100  lbs.;  cons,  day,  100,000  gals.;  cost, 
$76,000;  cost  mice.,  $4,600;  wks.  owned  by  dty. 

REIN  BECK,  p.  1»206.  F.  dept — 1  b.  ft  L  trk., 
2  hose  carts;  f.  a1.,  bell;   20  vol. 

Water  Supply — Src.,  welle,  %  m.  bus.  cent; 
eye.,  grar.  Ac  pump  to  stdp.;  bk.  pump,  etation;  stdp. 
cap.,  60,000  gals.;  dim.,  20  x  24;  mat,  stl.;  1 
pump,  eng.;  mains,  iron,  11,400  ft.  4  to  6  in.  dia.; 
22  l^d.;  210  serv.;  pree.,  dom.  k  (,,  46  to  60  Ibe.; 
eost,  $14,000;  cost  mtoe.,  $1,200;  wks.  owned  by 
city. 

REMSEN,  p.  1,076.  F.  dept— 1  h.  Ac  L  trk.,  2 
hose  carts,  10  buckets,  1,100  ft  hose;  f.  aL,  bell; 
18  vol. 

Water  Supply — 9rc,  well;  eys.,  grav.;  1  pump, 
cap.  860  gals,  per  min.;  tk.,  18  x  22,  cap.  61,174 
pJa.,;  mains,  1  m.,  6  to  6  in.  dia.;  9  hyd.;  pres., 

AICEVILLE,  p.  844.  F.  dent — 1  hose  cart 
900  ft  hose;  f.  al.,  telp.;  26  voL,  1  pd. 

Water  Supply — Src.,  mill  pond;  tk.,  20  x  22, 
cap.  61,700  gale.;  1  pump;  mains,  1,218  ft,  4  to 
8  in.  dia.;  4  hyd.;  pres.,  dom.  60  lbs.,  f.  126  lbs. 

ROCKFORD,  p.  916:  f.  area,  <6  a.;  mere,  bldgi., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  A  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1^00  ft;  f.  al.,  bell;  val.  equip.,  $9,000; 
vaL  bldgs.,  $600;  exp.  dept,  $1,200;  tot  mem., 
12  vol. 

Water  Supply — Src,  riv.;  eye.,  pump  to  stdp.; 
stdp.  cap.,  90,000  gale.;  res.  cap.,  1,600  bbls.:  8 
pump,  eng.,  daes  trip.,  cap.  day ^800,000  gala.; 
mains,  1%  m.,  4  to  8  in.  dia.;  21  hyd.;  41  serv.; 
pree.,  dom.  40  lbs.,  f.  186  Ibe.;  cons,  day,  80,- 
000  sals.;  cost,  $10,000;  coet  mtce.,  $1,200;  wks. 
owned  by  dty. 

ROCK  RAPIDS,  p.  2,006;  f.  area,  200  a.;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  1  ft  1%  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept — 6  c  hand 
ex.,  1  aer.  trk.,  8  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,800  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $1,700; 
val.  bldge..  $2,000;  tot.  mem.,  60  vol. 

Water  supply — Src.,  wells,  1  m.  bus.  cent;  rare., 

?umpto  stdp.;  stdp.  oap.,  87,000  gals.;  dim.,  8  x 
00  ft;  2  pump,  eng.,  dass  trip.,  cap.  day,  900,000 
gals.;  mains,  6  m.,  4  to  8  in.  dia.;  68  hyd.;  16  v.; 
met,  260;  420  serv.;  pipe,  gal  v.  i.;  pres.,  dom. 
66  lbs.,  f.  76  lbs.;  cons,  day,  80,000  gals.;  cost 
$82,000;  cost  mtce.,  $1,400;  wks.  owned  by  city. 

ROCK  VALLEY,  p.  1,198;  mere,  bldgs.,  bk.  ft  wd. 
F.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,400  ft;  f.  al.,  bdl  ft  wh.;  tot 
mem.,  26  vol. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent; 
cys.,  pump  to  stdp.;  stdp.  cap.,  42,000  gals.;  dim., 
18  X  20;  loc.  2  blocks  station;  mat,  stt.;  1  pump, 
eng.,  cap.  day  676,000  gals.;  mains,  c.  i.,  2  m., 
4  to  6  in.  dia.;  26  hyd.;  7  v.;  100  serv.;  pres., 
dom.  40  lbs.,  f.  90  lbs.;  cons,  day,  86,000  gals.; 
cost  $8,000;  cost  mtce.,  $600;  wks.  owned  by 
dty. 

ROCKWELL,  p.  700.  F.  dept. — 1  comb.  e.  ft 
h.  cart,  1  hose  cart,  1,260  ft  hoee;  t  aL,  bdl;  26 
vol. 

Water  Supply— €rc.,  wells,  in  bus.  cent.;  sys., 
air  pres.;  tk.,  8  x  36;  1  pump;  mains,  4,000  ft, 
4  to  6  in.  dia.:  11  hyd.;  6  v.;  80  met;  80  serv.; 
pres.,  dom.  60  Ids.,  f.  126  lbs.;  wks.  owned  by  dty. 

ROOKWEUL  OITY,  p.  1.528.  F.  dept.—l  c.  eng., 
c  hand  ex.,  1,000  ft  hose;  f.  aL,  bell;  20  voL 


.  Wafer  Supply — Src.,  wells;  eys.,  grav.  ft  dir. 
pres.;  8  pumps,  combined  cap.  600,000  gals,  day; 
stdp.,  12  X  100,  cap.  84,600  gals.;  mains,  2  m.,  4 
to  6  in.  dia.;  16  hyd.;  pree.,  dom.  42  Ibe.,  f.  90  lbs. 

ROLFE,  p.  064.  F.  dept— 1  h.  ft  1.  trk.,  S  hoee 
carts,  26  buckets,  1,600  ft  hose;  f.  aL,  bell;  17 
vol. 

Water  Supply — Src,  wells;  tank  cap.,  40,000 
gals.;  1  pump;  mains,  1  m.,  4  to  6  in.  dia.;  12 
hyd.;  prea.,  dom.  86  lbs.,  f.  120  lbs. 

RUSSELL,  p.  612.  F.  dept.—l  gas.  eng.,  left 
1.  trk.,  J2  c.  hand  ex.,  1  hose  cart,  »50  ft  hoee;  f. 
aL,  bell;  vaL  equip.,  $1,800;  vaL  bldgs.,  $1,200; 
tot.   mem.,   80  vol. 

Water  Supply — 2  cisterns,  combined  cap.  10,162 
gals. 

RUTHVEN,  p.  666.  F.  dept.— 8  hose  carte,  1.600 
ft  hose;  f.  al.,  bells;  22  vol. 

Water  Supply — Src,  wells;  eys.,  grav.;  res.  cap., 
1,600  bbls.;  1  pump,  cap.  600  gala,  min.;  tk., 
8  X  86,  cap.  18,686  gals.;  mains,  4,900  ft,  4  to  6 
in.  dia.;  14  hyd.;  pres.,  dom.  70  lbs.,  f.  100  Ibe. 

RYAN,  p.  611.  F.  dept — 1  hose  *cart,  1,000  ft 
hose:  f.  al.,  bell  ft  wh.;  15  voL 

Water  Supply— Src,  well;  ays.,  grav.;  stdp.  c^., 
16,000  gal«.;  mains,  hi  m.,  8  to  4  in^  dia.;  8  hyd.; 
pres.,  dom.  60  lbs.,  f.  70  lbs.;  cons,  day,  6,000 
gals.;  cost,  $2,500;  cost  mtce.,  $700;  wks.  owned 
by  city. 

SABULA,  p.  918;  mere  bldgs.,  bk.  ft  wd.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  ris.  perm.:  no  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — ^Few 
c.  band  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot. 
rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell;  val.  equip., 
$1,000;  val.  bldgs.,  $600;  tot  mem.,  86  voL 

Water  Supply— <Src.,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.;  stdp.  cap.,  10,000  gals.;  1  pomp, 
eng.,  cap.  min.  400  gals.;  mains,  c  L,  4  m.,  4  to 
8  in.  die.;  80  hyd.;  10  v.;  172  serv.;  pipe,  galv.  L; 
pres.,   dom.  ili8   lbs.,   f.    70  lbs.;   cons,   day,   60,000 

gals.;  cost,  $16,000;  cost  mtce.,  $800;  wke.  owned 
y  dtjr. 

SAC  CITY,  p.  2,201;  f.  area,  700  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  2H  stor.;  pnv.,  wd^ 
stn.  ft  bk.,  1  to  8  etor.;  wd.  rfs.  not  perm,  in  t 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 2  h.  ft  1.  trk.,  2  c  eng.,  60  c  hand  ex.,  2 
h.  ft  L  trk..  8  hose  carts;  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  inf.,  1,250  ft;  tot  hose,  8,260  ft;  f.  eL, 
telp.;  val.  equip.,  $4,000;  vaL  bldgs.,  $6,000;  exp^, 
dept,  $500;  tot  mem.,  78  voL 

Water  Supply— Src,  spr.,  1  m.  bus.  cent;  ays., 
pump  to  stdp.  ft  dir.;  res.  oap.,  48,000  gala.;  pumiiL 
eng.,  cap.  day,  48,200  gals.;  mains,  8  m.,  S  to  8 
in.  dia.;  130  hyd.;  160  serv.;  870  met;  pres.,  dom. 
45  Iba.,  f.  45  to  05  lbs.;  cost  $16,000;  coet  mtce., 
$2,200;  wks.  owned  by  dty. 

SANBORN,  p.  1,174;  f.  area,  40  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  combt  ord.  F.  dept — 6  h. 
ft  1.  trie,  2  hoee  carte;  hose,  oot,  rub.  Imed,  gd., 
600  ft;  rub.,  gd.,  400  ft.;  inf.,  200  ft;  tot  hoee, 
1,200  ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $1,600; 
vaL  bldgs.,  $1,000;  tot  mem.,  12  vol. 

Water  Supply — Src,  wdls,  %  m.  hue.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  100,800  gala.;  dim..  22  x 
22;  mat,  stl.  ft  wa.;  1  pump,  eng.,  cap.  day  60,000 

fls.;  mains,  c.  L,  4H  m.,  4  to  8  in.  dia.;  26  hf±; 
v.;  met,  66;  76  serv.;  pres.,  dom.  46  Ibe.,  f.  46 
Ibe.;  cost,  $8,000;  coet  mtce.,  $600;  wks.  owned 
by  city. 

SCHALLER,  p.  646.  F.  dept — 2  hoee  carta, 
1,000  ft  hose;  f.  al.,  bdl;  20  vol. 

Water  Supply — Src,  well;  eye.,  pmnp  to  aCdp.; 
tk.,  20  X  20,  cap.  47,000  gala.;  1  ptmip;  IS  hyd.; 
pres.,  80  lbs. 

SCHLESWIQ,  p.  466.  F.  dept— 2  hoee  carta,  4 
bucketa,  1,000  ft.  hoee;  17  voL 

Water  Supply — Src,  well  ft  cietem;  sya.,  pump 
to  stdp.;  stdp.  cap.,  60,000  gala.;  1  pump;  maine, 
16  blocks,  4  to  6  in.  dia.;  18  hyd.;  pree.,  60  Ibe. 

8CRANT0N,  p.  846;  f.  area,  40  a.;  mere  bldga.. 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  etor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  hand  eng.,  2 
hoee  carts;  hoee,  cot,  rub.  lined,  gd.,  1,600  ft; 
inl,  200  ft;  tot  hose,  1.700  ft;  f.  al,  bdl;  vaL 
equip.,  $800;  vaL  bldga.,  $800;  tot  mem.,  24  voL 

Water  Supply — Src,  wdla,  in  bus.  cent;  m.. 
pump  to  stdp.;  stdp.  cap.,  48,000  gala.;  dim.,  SO  x 
26;  mat,  stL;  1  pump,  daas  stm.;  mains,  e  L.  2 
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m.,  4  in.  dia.;  10  bjd.;  met.,  2;  60  lenr.;  pipe, 
wrt.  i.;  cott,  |8,600;  coot  mtce.,  $800;  wks.  owned 
by  dty. 

SEYMOUR,  p.  2,200;  f.  area,  100  a.;  bldffi., 
bk.  i&  wd.,  1  &  2  stoir.;  wd.  rfa.  perm.  F.  dept.— 
1  band  eng.,  1  h.  &  1.  trk.,  2  hose  wag.;  hoae,  cot, 
rab.  lined,  gd.,  1,000  ft.;  f.  al.,  wb.;  val.  equip., 
$1,000;  val.  bldgs.,  $100;  tot.  mem.,  28  vol. 

Water  Supply — Src.,  wells  ft  cisterns;  mjb.,  pump 
to  res.  &  dir.,  res.  cap.,  30,000  gals.;  3  pump,  eng., 
class  trip.;  38  hyd.;  12  v.;  mains,  3  m.;  pres.,  dom. 
50  lbs.,  f.  160  lbs.;  cost,  $45,000;  wks.  owned  by 
city. 

SHEFFIELD,  p.  1,100.  F.  dept. — 1  h.  k  1. 
wag.,  1   hose  cart,  800  ft.  hose;  tot.  mem.,  iO  vol. 

Water  Supply — Src,  well;  sys.,  pump  dir.;  1 
pump,  eng.;  21  hyd.;  wks.  owned  by  town. 

SHELDON,  p.  2,941;  f.  area,  480  a.;  mere,  bldgs., 
bk.  k  Btn.,  1  to  8  ator.;  priv.,  wd.,  1  to  8  stor.;  wd. 
rfs.  not  perm.;  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  k  1.  trk.,  8  hose  carte;  hose,  coL,  rub. 
lined,  gd.,  1,000  ft.;  rub.,  gd..  200  ft.;  inf.,  800 
ft.;  tot.  boee,  1,600  ft.;  f.  al.,  Gamewell;  val.  equip., 
$1,200;  val.  bldgs.,  $8,500;  exp.  depL,  $200;  tot. 
mem.,  25  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  oenL;  «ys., 
pump  to  stdp.;  stdp.  cap.,  61,000  gals.;  dim.,  20  2 
24;  mat.,  wd.;  2  pump,  en^.,  class  oomp.  dup., 
cap.  day  1,100,000  gals.;  mains,  c.  1.,  6  m.,  4  to 
10  in.  dia.;  80  hyd.;  21  v.;  met.,  268;  240  serv.; 
pipe,  galv.  i.;  pres.,  dom.  41  lbs.,  f.  40  to  100 
lbs.;  cons,  day,  100,000  gals.;  cost,  $84,000;  cost 
mtce..  $2,800;  wks.  owned  by  city. 

SHELL  ROCK,  p.  741.  F.  dept. — 2  hose  carts, 
1  h.  ft  L  trk.,  1,100  ft.  hose;  20  vol. 

Water  Supply — Src,  riv.;  sys.,  grav.  ft  pump  dir.; 
1  pump:  stdp.  cap.,  42.000  gals.;  mains,  8,600  ft., 
4  to  8  in.  dia.;  11  hyd.;  pres.,  dom.  46  lbs.,  f.  00 
lbs. 

8HELLSBURG,  p.  627.  F.  dept.— 1  b.  ft  1.  trk., 
1  hand  eng.,  2  hose  carts,  000  ft.  hose;  f.  aL,  bell; 
88  vol. 

Water  Supply — Src,  well;  sys.,  air  pres.;  tank 
cap.,  18,686  gals.;  1  trip,  pump,  cap.  240  gals, 
min.;  mains,  1\  m.,  4  to  6  in.  dia.;  11  hyd.;  4 
v.;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  wks.  owned  by 
city. 

SHENANDOAH,  p.  4,976;  f.  area,  660  a.;  mere 
bldgs.,  bk.,  1  to  2H  stor.;  priT.,  wd.,  1  to  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  oombt.  ord.; 
oauses  of  f.  inv.  F.  dept. — 4  c.  hand  ex.,  1  h.  ft  L 
trk.,  2  hose  wag.,  4  tiose  carts,  4  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  2,200  ft.;  inf..  1,000  ft.;  tot.  hose,  3.200 
ft.;  I.  al.,  bell,  .wh.  ft  telp.;  val.  equip.,  $8,000;  val. 
bldgs.,  $15,000;  exp.  dept.,  $2,200;  tot.  mem.,  21, 
pd.  full  time  1.  pd.  part  time  20. 

Watar  Supply-— Src.  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stop,  cap.,  144,000  gala.;  dim., 
20  z  60;  mat.,  iron;  2  pump,  eng.,  class  comp. 
dup.,  cap.  day,  2,500,000  gals.;  mains,  c  i.,  14  m., 
4  to  10  in.  dia.;  105  hyd.;  71  v.;  met.,  890;  892 
serv.;  pipe,  galv.  L  ft  lead;  pres.,  dom.  ft  f.,  62  Ibe.; 
cons,  day,  300,000  gals.;  cost,  $86,000;  wks. 
owned  by  city. 

SIBLEY,  p.  1,880;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rte.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c  eng.  on  wis.,  1  h.  ft  1. 
trk.,  2  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,800 
ft.;  f.  aL,  bell;  val.  equip.,  $2,600;  vaL  bldgs., 
$5,000;  exp.  dept.,  $800;  tot.  mem.,  50  vol. 

Water  Supply— -Src,  wells,  H  m.  bus.  cent.; 
sys.,  pump  to  stdp.:  stdp.  cap.,  68,000  gisls.;  res. 
cap.,  36;200  gals.:  2  pump,  eng.,  cap.  day  204,000 
nls.;  mains,  c  i.,  4.88  m.,  4  to  8  in.  dia.;  52 
nyd.;  19  v.;  160  met.;  225  serv.;  pipe,  galv.  i.; 
pres.,  dom.  45  lbs.,  f.  90  lbs.;  cons,  day,  45,000 
gals.}  cost,  $15,000;  cost  mtce.,  $100;  wks.  owned 
by  city. 

SIDNEY,  p.  1,019.  F.  dept.— 1  hose  cart,  1,000 
ft.  hose;  no  organization. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  sys., 
g!pav.;  stdp.  cap.,  58,000  gals.;  res.  cap.,  50,000 
gals.;  1  pump,  eng.,  cap.  day  288,000  gals.;  mains, 
c  L,  4  to  6  in.  dia.;  cost,  $20,000;  wks.  owned  by 
city. 

SIGOURNEY,  p.  2,082;  f.  area,  800  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  ator.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — 
1  c  eng.  on  wis.,  2  nose  carts;  hose,  cot.,  rub. 
lined,  gd.,  1,200  ft.;  inf.,  200  ft.;  tot.  hose,  1,400 


ft.;  f.  al.,  wh.;  val.  equip.,  $2,000;  tot.  mem.,  26 
vol. 

Water  Supply — Src.  riv..  2  m.  bus.  cent.;  sya., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  50,000  gals.;  dim., 
20  X  16;  loc  in  cent,  town;  mat.,  iron  ft  wd.;  S 
pump,  eng.,  class  comp.,  cap.  day  1,224,000  gals.; 
mains,  c  i.,  6H  m«.  4  to  8  in.  dia.;  24  hyd.;  met., 
4;  16  serv.;  pres.,  dom.  50  lbs.,  f.  50  to  140  lbs.; 
cost,  $80,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

SIOUX  CITY,  p.  47,828;  f.  area,  84,000  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  7  stor.;  priv.,  wd.,  t 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto,  str.,  1  auta 
triple  comb.  pump,  eng.,  c  ft  b.  wag.,  2  auto, 
oomb.  c  ft  h.  wag.,  1  str.,  8  comb,  c  ft  h.  wag., 
1  c  eng.  in  reserve,  13  c  hand  ex.,  1  h.  ft  1.  tek., 

1  aer.  trk.,  8  hose  wag.,  8  diief's  wag.,  '2  fuel  wag., 
5  exercise  wag.,  22  hrs.  (2  in  reserve);  hose,  cot., 
rub.  lined,  gd.,  15,150  ft.  (500  ft.  in  reserve);  f. 
al.,  Gamewell,  89  bx.;  vaL  equip.,  $8-2,000;  vaL 
bldgs..  $80,000;  exp.  dept.,  $48,028;  toL  mem., 
49,  pd.  full  time. 

Water  Supply — Src.  wells,  %  m.  bus.  cent.;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  8.000,000  gals.;  loc 
IH  m.  bus.  cent;  9  pump,  eng.;  cap.  day,  12,250,- 

000  gale.;  mains,  c.  i.,  78  m.,  4  to  12  in.  dia. 
&15  nyd.;  503  v.;  met.,  6,458;  6,45S  secv.;  pipe, 
lead;  pres.,  dom.  100  lbs.,  f.  100  lbs.;  cons,  day, 
2,800,000  gals.;  cost,  $775,000;  cost  mtce.,  $80,- 
000;  wk«.  owned  by  city. 

SIOUX  RAPIDS,  p.  868;  f.  area,  20  a.;  mere 
bldga.,  bk.  ft  wd.,  2  stor;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1 
hsnd  eng.,  48  e  hand  ex.,  1  h.  ft  L  trk.,  2  hoae 
wag.;  hose,  coL,  rub.  lined,  gd.,  10,000'  ft.;  inf., 
8,000  ft.;  tot.  hose,  18,000  ft;  f.  al.,  bell  ft  wh.; 
vaL  equip.,  $85,000;  val.  bldgs.,  $65,000;  toL 
mem.,  20  vol. 

Water  Supply — Src,  wells,  500  ft.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  75,000  gals.;  2  pump, 
eng.,  class  trip.,  cap.  day  500,000  gals.;  maina, 
3  in.,  4  to  6  in.  dia.;  24  hyd.;  6  v.;  180  serv.; 
pres.,  dom.  70  lbs.,  f.  120  lbs.;  cons,  day,  35,000 
gals.;  cost,  $14,000;  cost  mtce.,  $1,400;  wks. 
owned  by  city. 

SLOAN,  p.  547.  F.  dept. — 2  hose  csrts;  hoae, 
cot.,  rub.  lined,  gd.,  500  ft.;  inf.,  .500  ft;  toC 
hose,  1,000  ft.;  f.  aL,  beB;  20  voL 

Water  Supply — 6rc.,  4  wells,  2  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.,  stdp.  cap.,  50,000  gala.; 
mat.,  atl.;  1  pump,  eng.,  cap.  day,  50,000  gala.; 
main«,  1^  m..  4  to  6  in.  dia.;  24  hyd.;  25  met; 
pres.,  dom.  ft  f.  50  Iba.;  cons,  day,  1,000  gsla.; 
cost  $10,000;  cost  mice.,  $250;  wks.  owned  by 
city. 

SOLON,  p.  450.  F.  dept — 1  hand  eng.,  1  horn 
cart,  600   ft  hose;   f.   aL,  bell;    16  vol. 

Water  Supply— fire,  well:  tank.  16  x  IS,  cap.. 
27,000  ^als.;  1  pump,  cap..  30  gals,  min.;  mains, 
2,200  ft,  6  to  8  in.  dia.;  7  hyd.;  pros.,  40  Iba. 

SPENCER,  p.  8,005;  f.  area,  820  a.;  mere  bldgs., 
bk.,  stn.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot.,  mb. 
lined,  gd.,  2,000  ft;  f.  al.,  bell,  2  bx.;  val.  equip., 
$2,700;  val.  bldga.,  $800;  exp.  dept.,  $100;  tot 
mem.,  41  toI. 

Water  Supply — Src,  wells,  in  bus.  cent;  qrs., 
pump  to  stl.  tank,  cap.  78,000  gala.;  1  pump,  eng., 
cap.  day  1,500,000  gals.;  mains,  c  i.,  4%  m.,  6  to 
8  in.  dia.;  21  hyd.;  met,  125;  165  serv.;  pipe,  galv. 
L;  pres.,  dom.  50  lbs.,  f.  120  lbs.;  cost,  $11,000; 
cost  mtce.,  $860;  wks.  owned  by  city. 

SPIRIT  IJ^KE.  p.  1,162;  mere  bldgs.,  bk.  ft  wd., 

2  ft  S  stor.;  priT.,  wd.,  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwas.  ord.;  cauaea  of  f.  inv.     F.  dept — 

1  hand  eng.,  1  c  eng.  on  wla..  1  h.  ft  1.  trk.,  2  hoaa 
carts;  hose,  cot.,  rub.  lined,  gd.,  1,100  ft;  f.  al., 
wh.;  tot.  mem.,  21   vol. 

Water  Supply — <Src.,  well  ft  lake,  %  m.  bua. 
cent;  sys.,pump  dir.;  stdp.  cap.,  75,000  gala.;  res. 
cap.,  200,000  gals.;  1  pump,  eng.,  cap.  day  860,- 
000  gals.;  mains,  c.  i.,  3^  m.,  4  to  8  ita.  dia.; 
23  hyd.;  met,  210;  44  serv.;  pres.,  dom.  60  Iba.,  f. 
150  lbs.;  cost,  $22,000;  cost  mtce.,  $1,200;  wks. 
owned  by  dty. 

8PRINOVILLE,  p.  820;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.:  priv..  bk.  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes 
of  f.   inv.     F.  dept — 1   c  eng.,    1   comb,   e  ft  h. 
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wag.,  c.  band  ex.,  1  h.  &  1.  trk.,  1  hoee  reel:  hose, 
cot,  rub.  lined;  gd.,  1,200  ft.;  f.  al.,  bell;  val. 
equip..  $800;  val.  bldgs.,  $500;  tot.  mem.,  48  vol. 
Water  Supply — Src,  well;  ays.,  grav.  &  pump 
dir.;  1  pump,  cap.  180  gals,  min.;  tk.  cap..  41,877 
gate.;  mains,  1  m.,  4  to  6  in.  dia.;  9  hyd.;  pres., 
oom.  ft  f.,  45  lbs.;  cost,  $4,400;  codt  mtce.,  $600; 
wk8.  owned  by  Co. 

STANWOOD,  p.  511.  F.  dept. — 2  hose  carta,  1 
e.  eng.,  700  ft.  hose;  f.  al..  bell  k  wh.;  17  vol. 

Water  Supply — Src,  well;  1  pump;  tk.  cap.,  1,- 
020  gals.;  mains,  60  ft.,  2  in  dia.;  2  hyd.;  pres., 
40  lbs. 

STATE  CENTER,  p.  898.  F.  dept. — 8  str.,  1 
h.  &  L  trk.,  2  hose  carts,  1  c.  &;  aer.  trk.,  10  c 
hand  ex.;  hose,  cot.,  rub.  lined,  gd.,  600  ft.;  rub., 
gd.,  225  ft;  tot  hoae,  825  ft;  f.  al.,  bell  &  wh.; 
▼al.  equip.,  $2,500;   tot  mem.,  45  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  tk.; 
dim.  of  tk.,  22  x  15  ft;  14  hyd.;  1  pump;  coat, 
$6,000;   wks.   owned  by   city. 

ST.  AN  SOAR,  p.  747.  F.  dept. — 2  hoae  carts, 
800  ft  hose;  f.  al.,  bell;   15  vol. 

Water  Supply — Src,  well;  sya.,  grav.  &  pump 
dir.;  tk.  cap.,  51,700  gals.;  mains,  4,900  ft,  4  to 
6  in.  dia.;  8  hyd.;  prea.,  dom.  45  lbs.,  f.  60  lbs. 

ST.  OLAF,  p.  170.  F.  dept — 1  hose  cart,  800 
ft  hoae;  f.  al.,  bell;  10  vol. 

Water  Supply — Src,  well;  aya.,  grav.;  1  pump; 
res.  cap.,  55,482  gals.;  maina,  2,100  ft,  4  in.  dia.; 
4  hyd.;  pree.,  86  Iba. 

STORM  LAKE,  p.  2,428;  f.  area,  640  a.;  mere 
bldga.,  atn.  A  bk.,  2  ator.:  priv.,  wd.,  2  stor.;  wd. 
rfa.  not  perm.;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  h.  ft  1.  trk.,  8  hose  car.;  hose,  rub.,  gd., 
900  ft;  inf.,  500  ft;  tot  hoae,  1,400  ft:  f.  al., 
bell;  val.  equip.,  $2,000;  val.  bldga.,  $2,000;  tot 
mem.,   85  vol. 

Water  Supply — Src,  lake,  5  blocks  bus.  cent; 
eye.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  55,000  gals.; 
dim.,  10  z  100;  2  pump,  eng.,  cap  day  1,220,000 
gala.;  maina,  2%  m.,  4  to  8  in.  dia.;  26  hyd.; 
11  v.;  met,  50;  81  aerv.;  pipe,  galv.  i,;  prea., 
dom.  40  lbs.,  f.  120  lbs.;  cost,  $18,000;  coat 
mtce.,  $2,800;  wka.  owned  by  city. 

STORY  CITY,  p.  1,387;  f.  area,  200  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 1  c.  hand  ex.,  3  hose  oar.;  hose,  cot.,  rub. 
lined,  gd.,  1,600  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$7,000;  val.  bldgs.,  $200;  exp.  dept,  $1,200;  tot 
mem.,  26  vol. 

Water  Supply — Src,  wells;  aya.,  grav.,  pump  to 
■tdp.;  etdp.  cap.,  51,000  gala.;  dim.,  20  x  22; 
mat,  wd.;  1  pump,  eng.,  cap.  day  850,000  gale.; 
maina,  1  m.,  6  in.  dia.;  12  hyd.;  15  serv.;  pipe, 
galv.  L;  pres.,  dom.  40  lbs.,  f.  150.  lbs.;  coat, 
$6,000;   coat  mtce.,   $860;   wka.   owned  by  Co. 

STRATFORD,  p.  600;  f.  area,  40  a.  F.  dept. — 
1  c  eng.,  500  ft  hose;  val.  equip.,  $1,500;  val. 
bldgs..  $650;  tOt.  mem.,  IS  vol. 

Water  Supply — ^Src,  well;  sy.s..  dir.  pres.;  1  pump, 
eng.,  cap.  day  100,000  gals.;  15  hyd.;  pres.,  dom. 
ft  f.,  80  lbs.;  cost,  $5,500;  cost  mtce.,  $365;  wks. 
owned  by  city. 

STRAWBERRY  POINT,  p.  1,062;  f.  area,  860 
a.;  mere  bldga.,  bk.,  2  ft  3  ator.;  priv.,  wd.,  2  etor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 2  hose  wag.,  2  hoae  carta;  hoae,  cot,  rub. 
lined,  gd.,  700  ft;  f.  al.,  bell;  val.  equip.,  $600; 
val.  bldgs.,  $200;  exp.  dept,  $60;  tot  mem.,  25 
vol. 

Water  Supply — Src,  wells,  20  roda  bus.  cent; 
aya.,  pump  to  stdp.;  stdp.  cap.,  80,000  gals.;  2 
pump,  eng.,  cap.  day  1,560,000  gate.;  mains,  c.  i., 
4  m.,  4  to  6  in.  dia.;  45  hyd^;  1.8i5  met;  185 
aerv.;  pipe,  galv.  i. ;  pres.,  dom.  ft  f.  50  lbs.; 
eost,  $20,000;  coat  mtce.,  $600;  wks.  owned  by 
town. 

STUART,  p.  1,826;  f.  area,  700  a.;  mere  bldga., 
bk.,  2  stor.;  priv.,  wd.,  1%  ft  2  stor.;  wd.  rfs.  not 
perm.;  fwke.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  str.,  1  h.  ft  1.  trk.,  2  hose  car.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd.,  500 
ft;  inf.,  200  ft;  tot.  hose,  1,500  ft;  f.  al.,  wh.; 
val.  equip.,  $7,000;  val.  bldgs.,  $3,000;  exp.  dept, 
$200;  tot.   mem.,   44   vol. 

Water  Supply — Src,  wells,  cap.  12,000  gala, 
each;  tk.    with  6-in.  mains;   4  hyd. 

SUMNER,  p.  1,404;  bldgs.,  bk.  ft  wd.  F.  dept 
— 2   hose   carts;   hose,    1,000   ft. 


Water  Supply — Src,  tk.;  sya.,  pump;  cap.  day, 
50,000  gala.;   rea.   cap.,   20,000   gala. 

SUTHERLAND,  p.  664.  F.  dept — 1  c  eng.,  1 
h.  ft  1.  trk.,  2  hoae  carts,  12  buckets,  700  ft 
hose;   SO  vol. 

Water  Supply — Src,  well;  ays.,  grav.;  l  pomp; 
mains,  1,000  ft,  4  to  6  in.  dia.;  5  hyd.;  prea., 
65  Iba. 

SWEA  CITY,  p.  402.  F.  dept-— 1  hoa«  cart, 
600  ft  hoae;  14  voL 

Water  Supply — Src,  well;  eye.,  grav.:  1  pomp, 
cap.  40  gala,  min.;  tk.  cap.,  1,000  bbfa.;  maina, 
1,000  ft;  12  hyd.;  pres.,  48  lbs.;  wks.  owned  by 
city. 

TABOR,  p.  909.  F.  dept — 1  comb,  c  ft  h. 
eng.,  2  hose  carta.  1  h.  ft  1.  trk.,  1,600  ft.  hose; 
f.  al.,  bell;  20  vol. 

Water  Supply — Src,  2  wells;  sya.,  grav.;  8 
pump,    eng.,   cap.   day   72,000   gals.;   tk.   cap.,    40,- 

000  gala.;   maina,   8,000   ft,    4    to  6   in.   dia.;    10 
hyd.;  pres.,   10  lbs. 

TAMA,  p.  2,290;  mere,  bldgs.,  bk.  ft  wd.,  1  to 
8  ator.;  priv.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  wd. 
rfa.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  caiisea 
of  f.  inv.  F.  dept. — 1  hand  eng.,  8  c  hand  ex.,  1  h. 
ft  1.  trk.,  2  hose  wag.,  1  hose  reel;  hose,  cot., 
rub.  lined,  gd.,  1,500  ft:  rub.,  gd.,  500  ft;  tot 
hose,  2,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$2,500;  val.  bldgs.,  $2,000:  tot  mem.,  52  voL 

Water  Supply — Src,  wells,  in  bus.  cent.;  sya., 
pump  dir.  ft  stdp.;  stdp.  cap.,  60,000  gals.;  2 
pump,  eng.,  cap.  day,  1,200,000  gals.;  mains,  6 
m.,  4  to  8  in  dia.:  89  hyd.;  21  v.-  300  a»v.:  10 
met;  pres.,  dom.  75  ihs.,  f.  180  lbs.;  cost  $40,- 
000;  cons,  day,  200,000  gals.;  cost  mtce.,  $2,500; 
wks.  owned  by  city. 

TEMPLETON,   p.    278.     P.    dept. — 1    hand   eng.. 

1  h.  ft  L  trk.,  800  ft  hose;  f.  al.,  bell;  20  voL 
Water    Supply — Src,    5    cisterns,    combined    cap. 

500  bbls.;  eys.,  pump  to  stdp.,  75  z  12;  7  hyd. 

T>HOMPSON.  p.  600.  P.  dept — 1  hoae  cart 
1,000  ft  hoae;  f.  al.,  bell;  20  vol. 

Water  Supply — Src,  well;  tk.,  20  x  20,  cap 
1,500  bbla.;  mains,  6,250  ft,  4  to  0  in.  disu; 
14  hyd.;  pres.,  60  lbs. 

T«N'8LEY,  p.  380.  F.  dept. — c  hand  ex.,  1  h. 
ft  1.  trk.,  1  hose  cart,  15  buckets,  650  ft  hose;  f. 
al.,  bell;  val.  equip.,  $2,000;  val.  bldgs.,  ^1.000; 
exp.  dept,  $50;  vol. 

Water  Supply — Src,  well. 

TIPTON,  p.  2,048:  f.  area,  40  a.;  mere  bldfa., 
*i>k.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa.  not 
perm.  F.  dept — 2  c  eng.,  8  hoae  carts;  hose, 
cot,  rub.  lined,  gd.,  1,500  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $5,500;  vat  bldgs.,  $8,500;  exp.  dept, 
$850;  tot  mem.,  40  vol. 

Water  Supply — Src,  2  wells,  1  block  bus.  cent; 
sys..  pump  to  res.,  to  stdp.  ft  dir.:  stdp.  oap., 
80,000  gals.;  res.  cap.,  150,000  gtala.;  2  pump. 
eng.,  oap.  day,  350,000  gals.;  mama,  4V&  m.,  4 
to  8  in.  dia.;  58  hyd.;  410  serv.;  pipe.  galv.  L; 
pres.,  dom.  85  lbs.,  f.  125  tt>s.;  cons,  day,  7,971 
gals.;  cost,  $82,000;  cost  mtce.,  $2,500;  wks. 
owned  by  city. 

TOLEDO,  p.  1,626;  f.  area,  5  blocks;  mere 
bldgs..  bk.,  1  to  3  stor.;  priv.,  wd.,  1  to  S  stor.; 
wd.  ris.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  hand  eng.,  8  e  tMtnd 
ex.,  1  h.  ft  1.  trk.,  3  hose  car.;  hose,  cot,  nib. 
lined,  gd.,  2,600  ft;  f.  al..  bell  ft  wh.;  vaL  eqiuip., 
$9,000;  val.  bldgs.,  $4,000;  exp.  dept,  $400;  tot 
mem.,  33  vol. 

Water  Supply — Src,  well,  two  blocks  bus.  eent; 
sys.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  27,000 
gals.;  dim.,  10  x  108,  loc  eastern  part  city; 
mat,  bk.  ft  stl.;  res.  cap.  150,000  gals.,  loc.  at 
station;  3  pump,  eng.,  size,  10  x  6  x  10,  cap. 
day  200,000  gals.;  maina,  c  i.,  4%  m.,  4  to  8  in. 
dia.;  86  hyd.;  16  v.;  met.  154;  180  serv.;  pipe, 
galv.  i.;  pres.,  dom.  80  lbs.;  cons,  day,  60,000 
gals.;  cost,  $24,000;  cost  mtce.,  $1,400;  wka. 
owned  by  city. 

TRAER,  p.  1,288;  mere  bldga.,  bk.,  1  to  8 
stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs.  not  perm.; 
no  fwks.  ft  combt  ord.:  cauaee  of  f.  inv.  F.  depL 
— 1  h.  ft  1.  trk.,  2  nose  reels;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft;  rub.,  gd.,  600  ft;  inf.,  800 
ft;  tot.  hose,  1,900  ft:  f.  al.,  bell  ft  wh.;  vaL 
equip.,  $2,000;  val.  blags.,  $2,000;  exp.  dept, 
$400;  tot.  mem.,  80  vol. 

Water    Supply — Src,    well,     U,    m.    bus.    ccat; 
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■ys.,  grav.,  pump  to  fltdp.;  stdp.  dim.,  26  x  20, 
loc.  near  cent  of  town;  mat.,  wd.  jc  stl.;  1  pump, 
eng.;  mains,  c.  L,  3  m.,  4  to  8  in.  dia.;  19  hyd.; 
6  v.;  met.,  40;  pres.,  dom.  25  to  80  lbs.,  f.  26 
to  80  lbs.;  cons.  day.  25,000  gala.;  cost,  $11,000; 
cost   mtce.,   $800;   wks.   owned   by   city. 

TRIPOLI,  p.  755.  F.  dept— 1  h.  k  1.  trk.,  1 
hoae   cart,    1,000   ft  hose;   f.    al.,  bell;    25   vol. 

Water  Supply — <>rc.,  2  wells,  4  blocks  bua.  cent.; 
eye.,  dir.  prea.;  res.  cap.,  6,500  gals.;  2  pump,  eng., 
cap.  4  50  bbls.  hoitr;  nmiiis,  iron,  2  m.,  4  to  8  in. 
dia.;  35  hyd.;  70  v.;  125  met.;  130  serv.;  pres., 
dom.  &   f.,'  50   lbs.;   wks.   owned  by   city. 

UNION,  p.  640.  F.  dept. — 1  hand  eng.,  1  bote 
cart,  600  ft.  hose;  f.  al.,  bell;   20  vol. 

Watar  Supply — Src.,  well;  sys.,  grav.;  1  pump, 
cap.  64  gals,  min.;  tk.,  18  x  18,  cap.  34,470  gals.; 
mains,  1 H   m.,  6  in.  dia.;  6  hyd.;  pres.,  44  lbs. 

UTE,  p.  490.  F.  dept — 1  hose  cart,  700  ft. 
hose;   f.   al.,  bell;   30  vol. 

Water  Supply — Wells,  in  bus.  cent.;  sys.,  grav.; 
«ldp.  cap.,  65,000  gals.;  le^.  cap.,  60,000  gals.;  1 
fump.  eng. 

VAIL,  p.  631.  F.  dept — 2  hose  cart»,  1  h.  *  L 
trk.,   1,400  ft  hose;   20  vol. 

Water  Supply — Src,  6  wells;  «ys.,  grav.;  stdp.. 
18  X  20,  cap.  65,000  gal-s.;  res.  cap.,  60,000  gals.; 
1  pump,  eng.,  cap.  day  75,000  gaK;  mains,  iron, 
3,100  ft.,  6  in.  dra.;  20  hyd.;  60  serv.;  pres.,  dom. 
65  lbs.,  f.  75  IbB.;  cons,  day,  25,000  gals.;  cost, 
$15,000;   cost  mtce.,   $300;   wks.   owned  by   city. 

VAtLLEY  JUNCTIOW,  p.  2,573;  f.  area,  650  a.; 
mere,  bldgs.,  bk.  &  wd.,  1  &  2  stor. ;  priv.,  bk.  & 
wd.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 1  h.  k  1.  trk.,  c.  h.ind  ex.,  8  hose 
carts;  hose,  cot.,  rub.  lined,  gd.,  1,250  ft;  inf., 
300  ft;  tot  hose,  1,550  ft.;  f.  al.,  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $2,500;  tot  mem., 
15.  pd.  part   time. 

Water  Supply — Src,  well;  sys.,  grav.,  pump  to 
stdp.;  stdp.  cap.,  32,000  gals.;  2  pump,  eng.;  17 
hyd.;  cost,  $24,000;  wks.  owned  by  city. 

VAN  HORNE,  p.    600.     F.   dept. — 1    comb.   c.   k 
h.  eng.,  500  ft.   hose;   f.  al.,  bell;   15   vol. 
Water   Supply — Src,   wells. 

VICTOR,  p.  640.  F.  dept — 1  hose  cart,  800 
ft   hose;   f.   al.,  bell;  no  organization. 

Water  Supply — Src,  well;  eys.,  grav.  k  dir. 
pres.;  1  pump;  tk.,  18  z  20,  cap.  42,800  gals.; 
mains,  4  to  6  in.  dia.;  19  hyd.;  pres.,  dom.  60 
lbs.,  f.    100  lbs. 

VILLISCA,  p.  2,039;  f.  area,  760  a.;  mere 
bldgs.,  bk.  k  wd.,  1  &;  2  stor.;  priv.,  bk.  k  wd.,  1 
k  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  k 
1.  trk.,  3  hose  carts;  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  inf.,  600  ft;  tot  hose,  2,500  ft;  f.  al., 
bell,  elec;  val.  equip.,  $1,000;  val.,  bldgs.,  $3,500; 
exp.  dept,  $600;  tot  mem.,  45  voL 

Water  Supply — Src,  spr.,  6  blocks  bus.  cent; 
6yi.,  grav.y  pump  to  tk.;  tk.  cap.,  100,000  gals.; 
dim.,  20  X  30;  mtl.,  wd.;  res.,  cap.  50,000  gals., 
loc  at  riv.-  2  pump,  eng.,  class  dup.,  cap.  day, 
350.000  gals.;  mains,  S\  m.,  2^  to  6  in.  dia.: 
30  tiyd.;  14  v.;  met,  225;  230  serv.;  pipe,  lead 
k  galv.  i.;  pres.,  dom.  65  lbs.,  f.  100  lbs.;  cost, 
$18,000;   cost  mtce.,   $2,000;   wks.  owned  by  city. 

VINTON,  p.  3,336;  f.  area,  650  a.;  mere  bldgs., 
mostly  bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  k  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  hand  eng.  2  c.  hand  ex.,  1  h.  ft  L  trk., 
4  hose  car.,  2  c.  trk.,  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  2,600  ft;  f.  al.,  wh.  k  bell;  val.  equip., 
$3,000;  val.  bldgs.,  $6,000;  exp.  dept,  $306.45; 
tot   mem.,  90  vol. 

Water  Supply — Src,  wells  k  riv.,  2  blocks  bus. 
cent;  sys.,  pump  dir.  to  mains;  3  pimip.  eng.,  cap. 
day  1,600,000  gals.;  mains,  c  L,  9  m.;  66  hyd.; 
met,  400;  500  serv.;  pres.,  dom.  60  lbs.,  f.  120 
lbs.;  cons,  day,  160,000  gals.;  wks.  owned  by  city. 

WALCOTT,  p.  416.  F.  dept — 2  hose  carta, 
1,250  ft  hose;  f.  al.,  bell;   12  vol. 

Water  Supply — Src,  well;  sys.,  grav.,  1  pump, 
cap.  300  bbls.  hour;  tk.,  20  x  22,  cap.  61,700 
gais.;  mains,  6,610  ft,  2%,  4  &  6  in.  dia.;  15 
hyd.;  pres.,  40  lbs. 

WALKER,  p.  517.  F.  dept — 1  hose  cart,  600 
ft  hose;  f.  al.,  bell;    14  vol. 

Water  Supply^— ^rc,  well;  sys.,  grav.;  res.  cap., 
40,000  gals.;  mains,   4.000   ft,  6   in.   dia.;    9  hyd.; 


6    v.;    40    met;    pres.,    dom.    &    f.,    52    lbs.;    cost 
mtce.,  $250;  wks.  owned  by  city. 

WALNUT,  p.  960.  F.  dept— -1  hose  cart,  1  c 
eng.,    1,200    ft   hose;    f.   al.,   bell;    19   vol. 

Water  Supply — Src,  well;  sys.,  grav.;  stdp.  cap., 
58,900  gals.;  res.  cap.,  54,579  gal-s. ;  1  pump,  eng.; 
mains,  c.  i.,  2  m.,  4  to  8  in.  dia.;  pros.,  dom.  50 
lbs.,  f.  50  to  150  lbs.;   wks.  owned  by  city. 

WALL  LAKE,  p.  561.  F.  dept. — 1  h.  &  L  trk., 
2  hose  carts,  6  buckets,  1,200  ft  hose;  f.  al.,  bell; 
25  VOL 

Water  Supply — Src.  well;  tk.,  16  x  20,  cap. 
60,000  gals.;  1  pump;  mains,  6  m.,  2  to  6  in. 
dia.;  18  hyd.;  pres.,  fr6  lbs. 

WAPELLO,  p.  1,326;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  1 
k  2  stor.;  wd.  rfs.  perm,  in  f.  area.;  fwks.  k  combt 
ordL;  causes  of  f.  inv.  F.  dept — 1  comb.  h.  A;  c. 
eng.  on  wis.,  2  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  600  ft;  inf.,  200  ft;  tot  hose,  700  ft;  f. 
aL,  bells;  val.  equip.,  $1,400;  vaL  bldgs.,  $8,000; 
exp.  dept,  $90;  tot  mem.,  30  voL 

Wat«r  Supply — Src,  wells;  sys.,  compressed  air 
k  pump  to  stdp.;  2  pump,  eng.,  class  trip.;  mains, 
c.  i.,  3  m.,  4  to  6  in.  dia.;  125  hyd.;  wks.  owned 
by  city. 

WASHINGTON,  p.  4,380;  f.  area,  1.280  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  outside  of  f.  area;  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. —  1  h.  k  1.  Irk.,  2  hose  wag., 
2  hofio  reels;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft; 
inf.,  600  ft;  tot.  hose,  3.100  ft.;  f.  al.,  automatic, 
val.  equip.,  $2,500;  val,  bldgs.,  $6,000;  exp.  dep^., 
$600;  tot.   mem.,  75  vol. 

Water  Supply — Src,  wells,  6  blocks  bus.  cei.t; 
sys.,  pump  to  res.  k  stdp.;  stdp.  cap.,  130,000 
gals.;  dim.,  14  x  110;  mat.,  iron;  res.  cap.,  30,000 
gal8. ;  loc.  at  station;  4  pump,  eng.,  class  dup., 
cap.  day,  1,800,000  gals.;  mains,  c  i.,  12  m.,  4  to 
10  in.  dia.;  115  hyd.;  38  v.:  met.,  800;  800  serv.; 
pipe,  lead;  pres.,  dom.  45  lbs.,  f.  80  to  100  lbs.; 
cons,   day,    200,000  gals.;   wks.  owned  by  city. 

WATERLOO,  p.  26,693;  f.  area,  8,640  a.;  mere, 
bldgs.,  bk.,  stn.  k  cone,  1  to  8  stor.;  priv.,  wd.,  1 
to  3  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord. 
F.  dept. — 1  str.,  2  comb,  c  k  h.  wag.,  1  chief's 
auto.,  2  auto.  comb.  c.  k  h.  wag.,  2  c  hand  ex., 
1  aer.  trk.,  2  hose  carts,  7  hrs.;  hose,  cot.,  rub. 
lined,  gd..  6,760  ft.;  f.  al.,  Oamewell,  81  bx.;  vaL 
equip..  $32,010;  val.  bldgs.,  $47,000;  exp.  dept, 
$31,000; -tot  mem.  72,  pd.  full  time  26,  pd.  part 
time  46. 

Water  Supply — Src,  deep  wells  in  bus.  cent; 
sys.,  pump  dir.;  res.  cap..  2,000,000  gals.;  loc.  near 
plant;  3  pump,  eng.,  class  comp.  cond.,  cap.  day 
11,000,000  gals.;  mains,  c.  i.,  56  m.,  4  to  24  in. 
dia.;  570  hyd.;  565  v.;  met,  5,000;  5,100  seer.; 
pip^>  gal^-  i-;  pre«.,  dom.  60  lbs.,  f.  120  lbs.; 
cons,  day,  1,000.000  gals.;  cost,  $700,000;  wks. 
owned   by   city. 

WAUKON,  p.  2,025;  f.  area.  40  a.;  mere  bldgs., 
stn.  k  bk.,  2  k  3  stor;  priv.,  bk.  k  wd.,  1%  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.: 
causes  of  f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  2  c  hand 
ex.,  3  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft;  inf.,  500  ft.;  tot.  hof^e,  1.700  ft.;  f.  al..  elec 
k  te4p.;  val.  equip.,  $2,8U0;  vaL  bldgs.,  $10,000; 
exp.  dept.,  $50;  tot   mem..   49  voL 

Water  Supply — Src,  wells,  H  m.  bus.  cent;  sjrs., 
pump  to  stdp.  k  dir.  to  mains;  stdp.  cap.,  115,000 
gals.;  dim.,  14  x  100;  mat.,  iron;  1  pump.  eng.. 
cap.  day,  108.000  gals.;  mains,  c  i.,  6H  m.,  4  to 
10  in.  dia.;  65  hyd.;  met,  325;  350  serv.;  pipe, 
galv.  i.'  pres.,  dom.  65  lbs.,  f.  100  lbs.;  coos, 
day,  65,000  gals.;  cost,  $46,000;  cost  mtoe., 
$1,800;  wks.  owned  by  city. 

WAVERLY,  p.  3,205;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  1  &  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 3  c.  hand  ex..  1  h.  &  1.  trk.,  8 
hose  reels;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft; 
rub.,  gd.,  300  ft.;  inf.,  100  ft;  tot.  hose.  2,200  ft; 
f.  al.,  elec;  val.  equip.,  $4,000;  ^tiI.  bldgs.,  $7,000; 
exp.  dept,  $350;  tot.  mem.,  52  voL 

Water  Supply — Src,  well,  %  block  bus.  cent.; 
sys.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  60,000  gals.; 
mat,  wd.  k  stL;  res.  cap.,  6.000.000  gals.;  2  pump, 
eng.,  cap.  day  4,600,000  gals.;  mains,  c  i.,  8  m., 
4  to  10  in.  dia.;  08  hyd.;  25  v.;  met,  820;  850 
serv.;  pipe,  c  i.;  pres.,  dom.  66  lbs.,  f.  100  to  130 
lbs.;  cost  mtce.,  $1,000;  wks.  owned  by  dty. 
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WEBSTER  CITY,  p.  6.208;  f.  area.  2.400  a.; 
mere,  bldga..  bk.  &  wd.,  1  to  S  stor.;  priv..  wd.  ft 
bk..  2  ator.;  wd.  rfa.  perm.;  fwka.  &  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  comb.  c.  &  h.  wag.. 
1  comb.  c.  h.  A  1.  irk.,  4  c.  hand  ex..  1  h.  &  1.  trk., 
1  boae  wag..  2  hx«.;  hoae,  cot.,  rub.  lined,  gd.,  8.000 
ft.;  f.  al.,  bell  8t  wh.,  10  bx.;  val.  equip.,  $8,000; 
val.  bldga..  $10,000;  exp.  dept.,  $1,500;  tot.  mem. 
18,  pd.  part  time  12,  pd.  full  time  1;  undrs.  rating, 
aecond  class. 

Water  Supply — Src,  4  wells,  1,000  ft.  bus.  cent.; 
■ys.,  pump  to  stdp.;  etdp.  cap.,  65,000  gala.;  loc. 
at  station;  mat,  stl.;  2  pump,  eng.,  class  trip.,  size 
10  X  12,  cap.  day  1,440.000  gals.;  maina.  c.  i.,  18 
m.,  4  to  10  in.  dia.;  02  byd.;  44  v.;  met.,  251;  780 
aerv.;  pipe,  (palv.  {.;  pres.,  dom.  45  lbs.,  f.  110  Ibe.; 
cost,  $04,820;  cost  mtce.,  $2,100;  wks.  owned  by 
d^. 

WELLMAN,  p.  724.  F.  dept. — 2  hose  carU,  1  b. 
k  1.  trk..  1.250  ft.  hoae;  f.  al.,  bell;  82  vol. 

Water  Supply — Src.  8  wella;  sys..  grav.;  1  pump, 
claaa  trip.;  atdp.  cap.,  85.000  gals.,  16  x  18;  mat., 
stl.;  mains,  5,000  ft..  4  to  6  in.  dia.;  12  hyd.; 
pres..  75  Iba. 

WEST  BEND.  p.  679.  F.  dept. — 1  hand  eng.. 
1  hose  cart,  750  ft.  hose;  no  organization. 

Water  Supply — Src.  well;  stdp..  22  x  84,  cap. 
1,800  bbla.;  1  pump;  mains,  1V&  m**  4  to  6  in. 
dia.;  17  hyd.;  pres.,  40  lbs. 

WEST  BRANCH,  p.  657.  F.  dept. — 1  hand  enr., 
1  hoae  cart.  1  h.  jc  I.  trk.,  2  Babcock'a,  950  ft. 
hose,  22  hyd.;  f.  al.,  bell;  25  vol. 

WEST  BURLINGTON,  p.  1,206.  F.  dept.— 1  h.  Ac 
1.  trk.,  2  hose  car.,  1  c  eng.;  hose,  1.200  ft.;  tot. 
mem.,  80  voL 

Water  Supply — Src,  priv.  wells,  res.;  4,400  ft. 
mains,   6  in.  dia.;   12  hyd. 

WEST  LIBERTY,  p.  1,666;  f.  area,  320  a.; 
mere  bldgs..  bk.  ft  atn.,  1  ft  2  «tor.;  priv.,  bk.. 
stn.  ft  wo.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwka.  ft  combt.  ord.:  caiwcs  of  f.  inv.  F.  dept. — 
1  hand  eng..  1  c.  eng.,  1  h.  ft  1.  trk.,  2  hose  carts; 
hose.  cot.,  rub.  lined,  gd..  1,500  ft.;  inf.,  400  ft.; 
tot  hoee.  1,900  ft;  f.  al.,  bell,  wb.  ft  telp.;  val. 
equip.,  $25,000;  val.  bldgs.,  $8,000;  exp.  dept. 
$800:  tot.  mem..  80  vol. 

Water  Supply — Src,  wella,  102  ft  above  bus. 
diatrict;  sya.,  grav.  ft  dir.  pres..  pump  to  tk.  ft  dir.; 
station  also  used  aa  an  elec  light  plant;  2  pumps, 
cap.  600  gala,  min.:  tk.  cap.,  60,000  gala.;  mat, 
stl.;  res.  cap..  800,000  gals.;  2  pump,  eng.,  claaa 
dup.;   cap.  day,   800,000   gals.;    mains,   8   m.,   8   to 

19  in.  dia.:  88  hyd.;  5  v.;  met,  10;  440  serv.; 
pipe.  galv.  1.;  prea.,  dom.  40  lbs.,  f.  100  lbs.;  cona. 
day,  88.000  gala.;  cost,  $19,000;  cost  mtce., 
$1,800;  wks.  owned  by  city. 

WEST  SIDE,  p,  867.  F.  dept — 1  hose  cart. 
1  c  eng.,  6  f.  bucketa.   600  ft  nose;   f.   al.,  bell; 

20  vol. 

Water  Supply — Src,  wells;  pres.,  72  Iba. 

WEST  UNION,  p.  1,652;  f.  area,  1%  sq..  m,; 
mere  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  not  perm.  F.  dept. — 1  c  eng.,  8  c  hand 
ex.,  1  h.  ft  1.  trk.,  8  hose  wag.;  hoae,  cot,  rub. 
lined,  gd.,  1,500  ft;  inf.,  200  ft;  tot  hose, 
1,700  ft;  f.  al..  bell  ft  wh.;  vaL  equip.,  $8,000; 
exp.  dept,  $75;  tot.  mem.  56  vol.,  2  pd.  men. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  84,000  gala.:  dim., 
12  X  100;  mat,  stl.;  pump,  eng.,  cap.  day  1,- 
400.000  gals.;  mains,  c  i.,  0^  m.,  4  to  8  in.  dia.; 
80  hyd.:  15  v.;  met.  4;  400  aerv.;  pipe,  galv.  1.; 
pres..  dom.  60  lbs.,  f.  100  lbs.;  cost  $20,000; 
cost  mtce.,  $1,200;  wks.  owned  by  city. 

WHAT  CHEER,  p.  1.720;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.  F. 
dept. — '1  str.,  0  c  hand  ex.,  8  hose  reels;  hoae, 
cot.,  rub.  lined,  gd.,  1,150  ft;  f.  al.,  bell;  tot 
mem.,  25  vol. 


Water  Supply — Src,  creeic;  ays.*  pump  to  stdp.; 
stdp.  cap.,  1.500  bbla.;  maina,  608  yda.,  4  in.  dia.; 
2  hyd.;  1  v.;  2  aerv.;  pres.,  f.  15  lbs.;  cost,  $SS5; 
wks.  owned  by  city. 

WHEATLAND,  p.  589.  F.  dept— 1  hoae  cart. 
1.100  ft.  hose;  f.  aL,  bell;  26  vol 

Water  Supply — Src,  2  wells;  tk.,  8  z  4;  1 
pump.;  maina,  1  m.,  0  in.  dia.;  12  hyd.;  prea.,  f. 
60  Iba. 

WILLIAMS,  p.  467.  F.  dept— 1  hoae  cart  ft 
ladder  wag.,  000  ft  hoae;  f.  aL,  bell;   18  toL 

Water  Supply — Src,  arteaian  well;  tk.,  20  x  20. 
cap.  49,990  gala.;  1  pump:  mains,  1,560  ft,  4  to 
8  in.  diju;  7  nyd.;  prea.,  40  Iba. 

WILLIAMSBURG,  p.  1,«00;  f.  area,  100  a.; 
mere  bldga.,  stn.,  bk.  ft  wd..  1  ft  2  ator.:  priv^ 
bk.  ft  wd.,  m  ator.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 
2  c  hand  ex.,  1  h.  ft  1.  trie..  2  hoee  carta:  noee. 
cot.  rub.  lined,  gd.,  1.200  ft;  f.  al.,  bell;  vaL 
equip..  $1,000;  \'al.  bldgs.,  $1,000;  tot  mem., 
80  vol. 

Water  Supply — Src,  wella;  aya..  pump  to  atdp.; 
atdp.  cap,  03,000  gala.;  mat,  wd.;  rea.  cap.,  00,- 
000  gals.;  1  pump,  eng.,  cap.  day  0^3,000  gala.; 
maina,  8  m.,  4  to  0  in.  dia.;  27  hyd.;  met,  4;  120 
aerv.;  pipe,  galv.  L:  prea..  dom.  40  Iba.,  f.  100 
Iba.;  cons,  day,  15,750  gala.;  coat,  $16,000;  coat 
mtce.,  $1,000;  wka.  owned  by  city. 

WILTON,  p.  1,157;  f.  area,  204  a.;  mere  bldga., 
stn.,  bk.  ft  wd.,  1  to  -8  stor.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  perm.;  fwka.  ft  combt  ord.;  cauaea  of  t 
inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hoae  car.;  hoee^ 
cot,  rub.  lined,  gd.,  1,150  ft;  f.  al.,  bell  ft  wb.; 
val.  equip.,  $2,500;  val.  bldgs..  $2,000;  exp.  dq>t, 
$40:  tot.  mem.,  0-8  vol. 

Water  Supply — Src.  well;  ayB>f  pump  to  rea.; 
rea.  cap..  50,000  gala.;  1  pump,  eng.,  cap.  day 
482,000  gala.;  mains,  40  blocks,  2  to  0  in.  dia.; 
19  hyd.;  5  v.;  169  serv.;  pres..  dom.  40  Iba.,  f. 
120  lbs.:  cost  $12,000;  wka.  owned  by  town. 

WINTERSET.  p.  2,818;  f.  area,  22%  a.;  mere 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  cauaea  of  f.  inv.  F. 
dept — 1  str.,  1  c  eng.,  1  h.  ft  L  trk.,  1  hoae  cart; 
hose,  cot,  rub.  lined,  gd.,  2.500  ft;  f.  al.,  wh.  ft 
bell;  val.  equip..  $R.000;  val.  bldga.,  $8,000;  tot 
mem.,   80  vol. 

Water  Supply — Src.  wells,  1  m.  bus.  cent;  sra.. 
pump  to  atdp.;  atdp.  cap.,  100,000  gala.; 
2  tnp.  pumps,  8  x  10;  cap.,  986,000  gala.:  mAioa, 
10  m.,  4  to  8  in.  dia.;  48  hyd.;  pres..  dom.  60 
lbs.;    cost,    $60,000;   wks.    owned  by   city. 

WINTHROP,  p.  529.  F.  dept — 1  hoae  earl. 
600  ft  hoae;  f.  al.,  beU;  18  voL 

Water  Supply — Src,  well;  aye.,  gray.;  1  pump; 
cap.,  1.1,000  gals.;  maina,  1%  m.,  4  to  6  in.  dia.; 
18  hyd.;  8  v.;  pres..  dom.  ft  f.,  50  to, 80  Iba.;  cona. 
day,  10,000  gal«.;  cost,  $8,000;  cost'  mtce.,  $000; 
wka.  owned  by  city. 

WOODBINE,  p.  1,588;  mere  bldga.,  bk.  ft  wd. 
F.  dept — 1  h.  ft  1.  trk.,  1  hoae  car.;  hoae,  cot. 
rub.  lined,  gd.,  750  ft;  f.  aL,  bell;  tot  mem.,  27 
voL 

Water  Supply — Src,  4  wells,  %  m.  bus.  eent; 
By*.,  pump  to  stdp.;  stdp.  cap.^  100,000  gala.;  mat, 
atl. ;  1  pump,  eng.;  mains,  c  i.,  3^  m..  4  to  0  in. 
dia.;  80  hyd.;  11  v.;  160  met:  168  cerv.;  prea., 
dom.  ft  f.,  50  lbs.;  cona.  day,  80,000  gala.;  coat, 
$15,000;   cost  mtce.,   $1,000;  wks.  owned  by  city« 

WYOMING,  p.  788.  F.  dept— 1  comb,  e  ft 
h.  eng.,  2  hose  carta,  1  h.  ft  1.  trk.,  400  ft  boae; 
t  aL,  bell;  25  voL 

Water  Supply — Src,  well;  era.,  grav.  ft  poBap 
dir.;  1  pump;  res.  cap.,  1,500  bbla.:  maina,  t  m., 
4  to  6  in.  dia.;  16  hyd.;  prea.,  56  Iba. 

Placea  with  a  population  of  1,000  or  more  not 
reported — lEddyville.  Elkader,  Hartley,  T<oat  Nation, 
Wittemore. 
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ABILENE,  p.  4,118;  f.  a.,  640  a.;  mera  bldgB., 
bk.  &  wd.,  1  to  8  Btor.j  priv..  bk.  9l  wd..  1  &  2  stor.; 
wd.  rfa.  not  perm.  In  f.  area;  fwk«,  k  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  comb.  c.  ladder  ft 
hose  wair.;  4  c  hand  ei-,  1  hoae  reel;  hose,  cot., 
rub.  Un^,  jfd.,  1.700  ft.;  inf.,  800  ft.;  tot  hose; 
J.OOO  ft,;  f.  al..  telp.  k  wh.;  TaL  equip.,  Mi376; 
*aL  bldgB«  $16,000;  eip.  dept,  $1,980;  tot  mem., 
14,  pd.  full  time  2,  vol.  12;  undra.  rating, 
«econd    class.  ^  .  .      

Water  Supply — Src.,  spr.,  4  m.  bus.  cent;  sjrs., 
pump  to  stdp.;  stdp.  cap.,  150,000  gals.;  2  pump, 
eng.,  cap.  day  2,500,000  gals.;  mains,  15  n^;  80 
hyd.;  1,166  met.,  1,200  serv.;  pres.,  dom.  40  lbs.,  f. 
100  lbs.;  cons,  day,  760,000  gals.;  wks.  owned  by 
city. 

ALMA,  p.  1.010;  f.  area,  600  a.;  "?««•  W«g:» 
Btn.,  1  to  2  stor.;  priv.,  wd.  ft  stn.,  2  ■«>'••  ^o? 
rfs.  not  perm,  in  f.  area.  P.  dept—l  hand  eng..  1 
c.  eng.  Sn  wis.,  1  h.  ft  I.  trk.,  2  bow  carw;  fiose. 
cot,  rub.  lined,  gd.,  1.000  ft;  rob.,  260  ft.;  tot 
hosi.  1.260  ft.:  \  aL,  bell  *  elec.  12  bi.;  r^ 
equip.,   $8,000;   val.  bldgs.,  $000;  tot   mem.,  SO 

vol. 

Water  Supply — Src.  8  dsterns  ft  weUa. 

ALTOiN.  p.  425;  f.  area,  M  sq.  m.  F.  dept-— 
2  hose  carts,  1  c  enjf.,  1  ladder  trk.;  hose.  cot. 
rub.  lined,  gd..  600  ft;  f.  al..  beU  ft  telp.;  val. 
equip.,  $1,500;  tot  mem..  26  vol.;  undrs.  ratmg, 
4^  class.  .  .^ 

Water  Supply — Src.  well;  sys..  grav.  ft  pump  to 
»tdp.;  stdp.  c«p.,  50,000  gals.;  1  pump,  eng.,  cap. 
dav  824,000  gals.;  mains,  c  i.,  1.8  m.,  4  to  6 
in.*  dia.;  18  hyd.;  pres.,  50  lbs.;  wks.  owned  by 
city. 

ALTOONA.  p.  1.700;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk.,  stn.  ft  wd..  1  ft  2  stor.;  priv..  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  m  t.  area;  no 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 2 
hand  hose  reels,  1  comb,  c  ft  hand  pump,  eng.; 
hose,  cot,  rub.  lined,  gd.,  1,800  ft;  f.  al.,  bell; 
tot  mem.,  16  voL  ,      ^ 

Water  Supply — Src,  well.  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  70,000  gals.;  2  pump, 
eng..  cap.  day  720,000  gals.;  mains,  4  m.,  4  to 
6  in.  dia.;  17  hyd.;  .pres.,  dom.  56  to  66  lbs.,  f. 
110  lbs.:  wks.  owned  by  city. 

ANTHONY,  p.  2.«69;  f.  area.  1%  sq.  m.;  mere 
bldgs.,  wd.,  bk.  ft  stn..  1  ft  2  stor.;  frame  bldga. 
not  perm.  F.  dept. — 1  c.  eng..  2  hose  car.;  hose, 
cot.  rub.  lined,  gd.,  960  ft;  f.  al.,  bell  ft  Ulp.; 
val.  equip..  $2,000;  exp.  dept,  $200;  tot  mem.. 
SO  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells;  sys..  pump  dir.;  stdp. 
cap.,  1-60,000  gals.;  2  pump,  eng.,  cap.  day  1,5 00,- 

000  gals.;  mains.  7>A  m.,  6  to  10  in.  dia.;  69 
hyd.;  met.  450;  pres.,  dom.  «0  to  80  lbs.;  f.  120 
lbs.;  cost  $40,000;  cost  mtce.,  $3,000;  wks.  owned 
by  city. 

ARGENTINE,  consolidated  with  Kansas  City.  Kan. 

ARKANSAS  CITY.  p.  7,608;  f.  area,  640  a.; 
mere,  bldgs..  stn.  ft  bk.,  1  to  6  stor.;  priv.,  wd..  1 
stor.:  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
not   inv.      F.    dept. — 1    auto.   comb.   c.    ft  h.   wag.. 

1  h.  ft  1.  trk.,  4  c  hand  ex.,  1  hose  wag..  1  hose 
reel,  8  hrs.;  hose,  cot,  rub,  Uned,  gd.,  2,400  ft; 
f.  ai.,  telp.;  val.  equip.,  $8,000;  val.  bldgs.,  $8,000; 
tot.  mem.  14,  pd.  full  time  2,  pd.  part  time  2, 
vol,  10;  undrs.  rating,  third  class. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  78,600  gals.; 
dim.,  10  X  12'5;  loc  %  block  bus.  cent;  mat, 
iron;  res.  cap.,  126,000  gals.;  2  pump,  eng.,  cap. 
dsy  1,846,488  gals.;  maire.  c  i..  16  m..  4  to 
10  in.  dia.;  204  hyd.;  met,  401;  1.1?0  serv.; 
pipe,  galv.  i;  pres.,  dom.  68  lbs.,  f.  126  lbs.; 
cons.  day.  260.000  gals.;  cost  mtce.,  $5,200;  wks. 
owned  by  city. 

ASHLAND,  p.  910;  f.  area.  1%  aq.  m. ;  mere 
bldgs..  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs,  perm,  to  f.  area;  no 
fwks.  ft  combt  ord.;  causes  of  f.  tov.  F.  dept — 1 
h  ft  1.  trk.,  2  hand  hose  carts,  1  c  hose  cart;  hose, 
cot.  rub.  lined,  gd..  1,000  ft;  f.  al.,  telp.  ft  bell; 
val.  equip.,  $1,000;  val.  bldg..  $60;  tot  mem., 
16  vol.;  undrs.  rating,  4%  cla«s. 

Water  Supply — Src,    4    wells,    1   m.  bus.   cent; 


sys..  pump  to  stdp.;  stdp.  cap..  50.000  gals.;  >1 
pump,  eng.,  class  trip.,  cap.  day  604,000  gals.; 
mains.  2.7  m..  4  to  8  in.  dia.;  20  hyd.;  pres..  dom. 
ft  f.  46  to  •60  lbs.;  cons,  day,  20,000  gals.;  wks. 
owned  by  city. 

ATCHISON,  p.  16,429;  f.  area.  140  a.;  mere, 
bldgs..  bk.  ft  stn..  1  to  6  stor.;  priv..  bk.,  stn.  ft 
wd..  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.:  causes  of  f.  tov.  F.  dept — 2  str..  1  auto, 
comb.  pump.  eng.  ft  hose  wag.,  1  auto.  comb,  c 
ft  h.  wag.,  2  str.  to  reserve,  4  c  hand  ex.,  1  chiefs 
auto.,  1  aer.  trk.,  1  hose  wag.,  1  hose  reel,  6  hrs.; 
hose,  cot,  rub.  Imed,  gd..  6,000  ft.;  f.  al.,  telp. 
ft  wh.;  vaL  equip..  $82,000;  val.  bldgs..  $26,000; 
exp.  dept.  $18,000:  tot.  mem.  16,  pd.  full  time; 
ondrs.  ratmg,  second  class. 

Water  Supply — Src,  riv,,  l-io  m.,  bus.  cent; 
sys..  grar.  ft  dir.  pres.;  res.  cap..  9.000,000  gals.; 
loc  6,000  ft.  station;  stdp.  cap..  200.000  gals.; 
8  pump,  eng.,  cap.  day  4,000.000  gals.;  mains, 
c.  ft   wrt.   L.   86  m..   4   to   14   in.  dia.;   181  hyd.; 


*45  v.;  met,  400;  2,600  serv.;  pipe,  wrt.  i.;  pres., 
dom.  ft  f.  45  to  125  lbs.;  cons,  day  1.800,000 
gals.;  cost,  $400,000;  wks.  owned  by  Go. 


ATWOOD,  p.  680.  F.  dent — 2  hose  carte  600 
ft.  new  hose,  1.400  ft  old  nose;  tot  hose.  1,900 
ft:  f.  al.,  telp.  ft  wh.;  tot.  mem.,  80  vol. 

Water  Supply — Src.  wells;  qrs..  nump  to  stdp.; 
stdp.  cap.,  18,600  gals.;  loc  at  sUtion:  mat.  sU.; 
2  pump.  eng..  class  trip.;  18  hyd.;  mains,  c  L.  t 
m..  4  to  6  in.  dia.;  cons,  day,  80.000  gals.;  wks. 
owned  by  dty. 

AUGUSTA,  p.  1,600;  f.  area,  820  a.  F.  dept — 
2  hose  carte;  hose,  cot.  rub.  Itoed.  gd..  1.000  ft; 
f.  al..  bell.;  vaL  equip.,  $1,000;  val.  bldgs.,  $760; 
exp.  dept,  $100;  tot  mem.  80;  pd.  part  time; 
ur.drs.  rating.  4V6  class. 

Water  Supply — Src.  Walnut  riv.,  1  m.  bus.  cent; 
■sys.,  grav.;  stdp.  cap..  60,000  gals.;  2  pump, 
eng..  c^p.  day  6.876,200  gals.;  mains,  7  m.;  66 
hyd.;  200  serv.;  pres.,  dom.  60  lbs.,  f.  226  lbs.; 
cost.  $60,000;  cost  mtce.  $1,000;  wks.  owned  by 
city. 

BALDWIN,  p.  1^86.  F.  dept. — 14  c  ex.,  1  h. 
ft  1.  trk.,  2  hose  car.;  hose,  cot.  rob.  Itoea.  gd., 
1,200  ft;  f.  al..  bell  ft  wh.;  vaL  equip..  $1,600; 
val.  bldg..  $25;  tot  mem.,  26  voL;  undra.  rating. 
4H  class. 

Water  Supply — Src,  8  spr.,  8^  m.  bus.  cent; 
sys.,   grav.  ft  dir.;  res.  cap.,   8,000,000  gals.;  loc 

1  m.  south  east  of  town;  stdp.  cap.,  46,000  gala.: 

2  pump,  ene.,  cap.  day  4»0,680  gals.;  mains,  6 
m.,  4  to  6  In.  dia.;  46  hyd.;  pres.,  40  lbs.;  wks. 
owned  by  town. 

BAXTER  SPRINGS,  p.  1,698;  f.  area.  80  a.; 
mere  bldgs.,  bk.  ft  stn..  1  to  8  stor.;  priv..  1  ft  2 
stor.;  wd.  rfs.  not  perm,  to  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 2  c  eng.,  ladders, 
f.  hooks,  ftc;  hose,  rob.,  gd..  160  ft.;  val.  equip., 
$1,348;  val.  bldgs..  $1,960;  tot  mem..  21  vol.; 
undrs.  rating,  fourth  class. 

BELLE  PLAINE,  p.  850;  f.  area,  1  sq.  m.; 
mere  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
no  fwks.  ft  combt  oird. ;  causes  of  f.  inv.  F.  dept 
— 2  hose  carte,  1  h.  ft  1.  trk.,  1  c  eng.;  hose, 
oot.  rob.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  vaL 
equip.,  $1,700:  tot  mem.,  20  vol.;  undrs.  rattog, 
4H    dsos. 

Watsr  Supply — Src.  2  wells.  1  m.  bus.  cent; 
sys..  grav.;  stdp.  cap..  60.000  gals.;  dim.,  18^ 
X  17^;  mat,  stL;  "2  pump,  eng.,  class  trip,  ft 
centrif. ;  cap.  day,  604.000  gals.;  mains,  c  i.,  4 
m.,  2  to  8  to.  dia.;  27  hyd.:  116  met;  126  serv.; 
pros.,  dom.  26  lbs.,  f.  48  Ids.;  cons,  day,  10,000 
gals,  in  winter,  76,000  gals,  in  summer;  cost, 
$45,000;  wks.  owned  by  city. 

BELLEVILLE,  p.  2,224;  f.  area,  1^  sq.  m.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  2  stor.;  priv..  wd.  ft 
bk.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  tov.  F.  dent— 
22  c  hand  ex..  1  h.  ft  L  trk.,  2  hose  car.;  hose, 
cot.,  rob.  Itoed,  gd..  1.800  ft;  f.  al.,  bell  ft  telp.; 
vaL  equip..  $1,600;  vaL  bldgs.,  $800;  exp.  dept, 
$59:  tot  mem.  20  vol.;  undrs.  rating,  fouith  dsas. 

Wster  Supply^— Src,  well.  ^  m.  bus.  cent;  sys., 
pump   to   res.    ft   stdp.;    stdp.   cap.,    08,000    gals.; 
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dim.,  12  X  110;  loc.  at  station;  mat.,  stl.;  res. 
€at>.t  100,000  gals.;  loc.  at  station;  2  pump,  eng., 
oap.,  day,  76,000  gals.;  mains,  c.  i.,  5  m.  4  to  8  in. 
dia.:  66  hyd.;  10  v.;  24  met.,  450  serv. ;  pres.,  dom. 
48  lbs.,  f.  120  lbs.;  cons,  day,  50,000  gals.;  cost, 
$60,000;  cost  mtce.,  $1,000;  wks.  owned  by  city. 

BELOIT,  p.  8,082;  f.  area,  650  a.;  mere,  bldgs., 
stn.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  &  1.  trk.,  1  water  tower,  8  hose  car.; 
hose,  rub.  lined,  1,500  ft.;  inf.,  500  ft.;  tot.  hos^ 
2,000  ft;  f.  al.,  bell  &  wh.;  val.  equip.,  $2,600 
vaL  bldgs.,  810,000;  ezp.  dept,  $500;  tot.  mem., 
85    vol. 

Watsr  Supply — Src,  riv.,  1,000  ft.  bus.  cent.; 
sys.,  pump  to  stdp.  &  dir.;  sidp.  cap.,  100,000 
gals.;  dim.,  SO  x  20;  loc.  on  hill;  mat,  stn.;  res. 
cap.,  760,000  gals.;  loc.  near  station;  2  pump, 
eng.,  cap.  1,250,000  gals,  day:  mains,  8%  m., 
c.  L,  4  to  10  in.  dia.;  76  hyd.;  pres.,  dom.  66 
lbs.,  f.  160  lbs.;  wks.  owned  by  Co. 

BENNINGTON,  p.  886;  f.  area,  1  sq.  m.  F. 
dept. — 1  h.  k  1.  trk.,  1  hose  cart,  600  ft  hose; 
val.  equip.,  $1,000;  f.  al.,  bell  &  telp.;  tot  mem., 
21  vol. 

Water  Supply — Src,  2  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  1  pump, 
eng.,  cap.  day  230,400  gals.;  mains,  2  m.,  4  to 
6  in  dia.;  25  hyd.;  pres.,  60  lbs.;  wks.  owned  by 
city. 

BLUE  RAPIDS,  p.  1,766;  f.  area,  600  a.;  mere 
bldgs.,  stn.,  bk.  &  wd.,  l^A  k  2  stor.;  priv.,  stn. 
&  wd.,  1%  stor.;  wd.  rfs.  perm.;  fwks.  &  combt. 
ord.;   causes  of  f.   inv.     F.   dept — 1   h.   &   1.   trk., 

1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,200  ft; 
f.  al.,  bell;  val.  equip..  $1,250;  val.  bldgs.,  $300; 
tot.  mem.,  25  vol.;  undn.  rating,  fourth  class. 

Watsr  Supply — Src..  wells;  sys.,  pump  to  res.; 
res.  cap.,  260,000  gals.;  1  pump,  eng.,  class  dup., 
cap.  day  250,000  gals.;  mains,  8  m.,  4  to  6  in. 
dia.;  28  hyd.;  170  serv.;  pres.,  f.  120  lbs.;  cons, 
day,  16,000  gals.;  cost,  $20,000;  cost  mtce., 
$1,200;  wks.  owned  by  city. 

BONNER  SPRINGS,  p.  1,462;  f.  area,  1  sq.  m.; 
mere,  bldgs.,  bk.  &;  stn.,  1  A;  2  stor.;  priv.,  bk.,  stn., 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no 
fwks.  k  combt  ord.:  causes  of  f.  inv.  F.  dept. — 2 
hose  reels,  1  hand  n.  ft  L  tx^;  hose,  cot.  jacket, 
gd..  1,000  ft.;  f.  aL,  telp.;  tot.  mem.  22,  pd.  $1.50 
each  per  call. 

Watsr  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  grav.;  stdp.  cap.,  60,000  gals.;  dim.,  18  x 
26;  mat.,  stl.;  1  pump,  eng.,  dass  trip.,  cap.  day 
4.^2,000  gals.;  mains,  4  m.,  4  to  6  in.  dia.;  87 
hyd.;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  wks.  owned 
by  city. 

BUCKLIN.  p.  1,000;  f.  area,  H  ■<!•  m-;  mtro, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  hose  carts,  1  c 
cart,  1  h.  ft  1.  trk.,  buckets,  axes,  rope,  hooks,  ftc; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  c  100  ft;  tot 
hose,  1,100  ft;  f.  aL,  bell;  vaL  equip.,  $2,000;  tot 
mem.,  80  vol. 

Water  Supply — Src,  well;  sye.,  grav.;  stdp.  cap., 
66,000  gals.;  mat,  stL;  1  pump,  enr.,  cap.  110 
gals,  min.;  mains,  8H  m.,  2  to  8  in.  dia.;  28  hyd.; 
125  met;  pres.,  60  to  62  lbs.;  cons,  day,  25,000 
gals.;  cost,  $18,000;  wks.  owned  by  city. 

BURDEN,  p.  660;  f.  area,  %  sq.  m.;  mere, 
bldgs.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  stn.  ft  wd., 
1  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng., 
1  hand  hose  reel;  hose,  cot.,  rub.  lined,  gd., 
500  ft. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent; 
sys.,  gr.  ft  pump  to  stdp.;  stdp.  cap.,  60,000  gals.; 
dim.,  100  X  20;  mat,  stL;  1  pump,  eng.,  dass 
trip.,  cap.  day  860,000  gsls.;  mains,  c  L,  8  2-8  m.. 
4  to  6  in.  dia.:  16  hyd.;  pres.,  dom.  60  lbs.,  f. 
60  lbs.;  cons,  day,  20,060  gals.;  wks.  owned  by 
dty. 

BURLINGAME,  p.  1.422;  f.  area,  8  a.;  mere 
bldgs..  stn.  ft  bk.,  1  to  8  stor.;  wd.  rfs.  not  perm.: 
coinDt  ord.;  causes  of  f.  inv.  F.  dept — 2  hand 
hose  reels,  1  c  eng.,  24  c.  hand  ex.,  1  h.  ft  L 
trk.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL, 
telp.  ft  wh.;  val.  equip.,  $1,400;  vaL  bldgs.,  $1,- 
200;  exp.  dept,  $70;  tot  mem.,  12  vol.;  undrs. 
rating,  fifth  class. 

Water  Supply — ^Welle,  t%  m.  bus.  cent;  sys., 
grav.;    2    pump,    eng.,    cap.    day    7,200,000    gals.; 


stdp.  cap.,  60,000  gals.;  mains,  5%  m.,  4  to  8 
in.  ilia.;  36  hyd.;  pres.,  dom.  45  to  55  lbs.,  f.  68 
to  70  lbs.;  wks.  owned  by  dty. 

BURLINGTON,  p.  2,180;  f.  area,  40  a.;  mere 
bldgs.,  stn.  ft  bk.,  2  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  onL; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  wzg.,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  600  ft;  mb., 
gd.,  1,000  ft;  tot  hose,  1,600  ft;  f.  aL,  wh.; 
val.  equip.,  $1,800;  vaL  bldgs.,  $200;  tot  mem.. 
80  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  60,000  gala.;  4  pump,  eng.,  ca|i. 
day  2,500,000  gals.;  mains.  5  m.,  4  to  10  ia. 
dia.;  70  hyd.;  16  v.;  167  serv.;  pres.,  dom.  60  lbs., 
f.  100  lbs.;  cons,  day,  76,000  gals.;  cost,  $70,000; 
cost  mtce.,  $2,000. 

BURRTON,  p.   800;  f.   area;   320  a.     F.  dept — 

1  c.  eng.,  2  hose  carts,  1,000  ft.  hose;  f.  aL, 
bell;  vuL  equip.,  $1,500;  val.  bldgs.,  $1,000;  tot. 
mem.   15,   pd.    part  time;   undrs.  rating,   4^   dass. 

Water  Supply — Src,  2  wells;  sys.,  pump  dir.; 
stdp.  cap.,  50,000  gals.;  2  pump,  eng.,  cap.  day 
400,000  gal««.;  39  hyd.;  28  v.;  75  serv.;  mains. 
7  m.,  4  to  8  in.  dia.;  pres.,  dom.  56  lbs.,  f.  120 
lbs.;  cost,  $28,000;  wks.  owned  by  city. 

CALDWELL,  p.  2,206;  f.  area,  260  a.;  mere 
bldgs.,  stn.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  t 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk., 
3  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft; 
f.  al.,  bell;  val.  equip.,  $1,800;  val.  bldgs.,  $S,000; 
exp.  dept,  $180;  tot  mem.,  20  voL 

Water  Supply-— Sre,  wells,  1  m.  bus.  cent;  sy«- 
pump   to   stdp.    ft   dir.;    stdp.    cap.,    190,000    gals. 
dim.,   IS  X  100;  mat,  stl.;  res.  rap.,  70,000  gala. 
3  pump,  eng.,  cap.  day  2,160,000   gals.;   mains,  c 
i.,  856  m.,   4  to  10   in.  dia.;   77  hyd.;   22  v.;   875 
met.;   400  sen.;  pipe,  c.   i. ;  pres.,  dom.   40   to  80 
lbs.,  f.   50  to  100  lbs.;  cost,  $46,000;  cost  mtce.. 
$4,000;  wks.  owned  by  dty. 

OANEY,  p.  8,597;  f.  area,  1  so.  m.;  mere  bldfea.. 
bk.,  stn.  ft  wd.,  1  to  8  stor.;  pnv.,  bk.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwksL  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  hoos 
wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  600  ft.;  fair, 
1,000  ft;  tot  hose.  1,600  ft.;  f.  aL,  tdp.  ft  bell; 
val.  equip.,  $1,600;  tot.  mem.  14,  pd.  full  time 
1,  pd.  part  time  IS;  voL  pd.  $2  per  f.;  undca. 
rating,  fourth  class. 

Water  Supply — ^Src.  Little  Caney  riv..  1  m.  bos. 
cent;  sys.,  grav.  ft  dir.;  stdp.  cap.,  871,000  gala.: 
dim.,  80  X  70;  mat,  iron;  8  pump,  eng.,  eap.  day 
4,666,000  gals.;  mains,  10  m.,  4  to  IS  in.  dia.; 
mat,  c  L;  hyd.,  68;  pres.,  dom.  65  to  76  Iba.; 
cons,  day,  600,000  gals.;  wks.  owned  by  dty. 

CAWKER  CITY,  p.  870;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  stn.  ft  w<d.^  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area.;  twku. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dn>t — 1  lad- 
der wag.,  2  hose  reels;  hose,  cot,  mb.  lined,  gd., 
1,000  ft;  f.  aL,  telp.  ft  bell;  vaL  equip.,  ^1.600; 
vaL  bldgs.,  $2,500;  tot.  mem.,  26  voL,  pd.  $0.60 
per  f.;  undrs.  rating,    4H   class. 

Water  Supply — Src,  well,  1%  m.  bus.  cent.; 
sya.,  grav.  ft  pump  to  stdn.;  stdp.  cap.,  76.000 
gals.;  dim.,  25  x  25  x  100  ft.;  mat.,  stL;  1  pump, 
eng.,  class  trip.;  mains,  4%  m.,  4  to  6  hn.  dia.;  mat, 
e  L;  16  hyd.;  pres.,  dom.  65  to  60  lbs.,  f.  100 
lbs.;  wks.  owned  by  city. 

CEDARVALE,  p.  982;  f.  area,  1^  aq.  nu  F. 
dept — 2  hand  hose  reels;  hose,  cot,  mb.  lined, 
gd.,  900  ft;  fair,  800  ft;  tot  hoae,  l.SOO  ft; 
f.  aL,  telp.;  val.  equip.,  $660;  voL;  undm.  rating. 
4%  daas. 

Water  Supply — 6rc.,  riv.,  M  m.  biM.  cent;  ays., 
pump  dir.  ft  grav.;  stdp.  cap.,  75,000  gala.;  mat, 
StL;  2  pump,  eng.,  class  dup.,  cap.  day  720,000 
gala.;  mains,  c.  i.,  1V&  m.,  6  in.  dia.;  tO  hyd.; 
pres.,  dom.  ft  f.,  60  Iba.;  cons,  day,  40,000  sals.; 
cost,  $20,000;  cost  mtce.,  $1,200;  wks.  owned  by 
city. 

CHANUTE,  p.  9,272;  f.  area,  1,600  a.:  ncie 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  w«U  IH 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  eonbt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  txk..  4 
e  hand  ex..  1  hoae  wag.,  1  hoae  cart,  2  bra.;  boae. 
cot.,  rub.  lined,  gd.,  8,000  ft;  faif.,  600  ft;  tot 
hoae,  8,600  ft;  f.  al.,  bell,  wh.  ft  dee;  vaL  equip., 
$8,600;  val.  bldaa.,  $7,000;  exp.  dept,  $2,606; 
tot  mem.  10,  pd.  full  time  4,  pd.  part  time  6: 
undrs.  rating,  fourth  daaa. 
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Water  Supply — Src.,  riv.,  1^  m.  bus.  cent.;  sys., 
dir.,  pump  to  res.;  pump,  ens.,  dup.,  size  17  z  15, 
cap.  any  2,000,000  gala.;  mama,  21  m.,  4  to  10  in. 
dia.;  143  hyd.;  1,500  met.;  1.500  aerv.;  pres.,  f. 
100  to  120  lbs.;  cons,  day,  700,000  gala.;  cost, 
$120,000;  coat  mtce.,  $6,000;  wks.  owned  by 
city. 

CHAPMAN,  p.,  750;  f.  area,  2  sq.  m.;  mere. 
bldgB.,  bk.,  Btn.  &  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  ator.;  wd.  rfs.  penn.  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  iny.  F.  dept. — 2  hoee  reels;  lad- 
ders; hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f. 
al.,  bell;  val.  equip.,  $900;  tot.  mem.,  28;  vol.; 
undrs.  rating  4^    claaa. 

Water  Supply — Src.,  S  welk,  ^  m.  bua.  cent.; 
sys.,  grav.;  res.  cap.,  100,000  gals.;  1  pump.  eng. 
class  trip.;  cap.  day,  288,000  gals.;  mains;  2  m.;  4 
to  6  in.  dia.;  28  hyd.;  pres.,  dom.  ft  f.  68  lbs.; 
wk«.  owned  by  city. 

CHEROKEE,  p.  1,452;  f.  area,  10  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept. — 1 
h.  ft  1.  trk.,  1  hose  cart;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft.;  inf.,  800  ft.;  tot.  hose,  1,300  ft.;  f.  al., 
bell;  val.  equip.,  $1,500;  exp.  dept.,  $50;  tot. 
mem.,  18  vol. 

Water    Supply — Src,    well,    in    bua.    cent.;    aya., 

pump  to  atdp.;  stdp.  cap.,  60,000  gals.;  dim.,  20  x 
23;  mat.,  bk.  ft  stl.;  res.  cap.,  270.000  gals.;  3 
pump,  eng.,  cap.  day  500.000  gals,;  mains,  c.  i.. 
5^  m.,  4  to  8  in.  dia.;  34  hyd.;  9  v.;  met.,  112; 
385  serv.;  pipe,  galv.  i. ;  pres.,  dom.  40  lbs.,  f.  75 
lbs.;  cons,  day,  100,000  gals.;  cost.  $4  0,000;  cost 
mtce.,   $3,500;   wks.   owned  by  city. 

CHERRYVALE,  Montgomery  Co.,  p.  4,304;  bldgs., 

b.  ft  wd.,  1  ft  2  stor.  F.  dept. — 2  c.  hand  ex., 
1  hose  waf.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft.;  f.  aL,  wh.  ft  bell;  tot.'  mem.  5,  pd.  full 
time  3,  pd.  part  time  2;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  res.  1%  m.  s.  w.  bus.  cent.; 
sys.,  pump,  to  stdp. ;  stdp.  oap.,  120,000  gals.;  dim., 
16  X  80;  loc.  in  cent,  city;  mat.,  stl.;  res.  cap., 
1,250,000  gals.;  loc.  IH  m*  eoutn  city;  4  pump, 
eng.,  cap.  day  4,680,000  gals.;  mains,  c.  l.,  20 
m.,  4  to  12  in.  dia.;  107  hyd.;  45  v.;  met.,  4;  500 
serv.;  pipe,  galv.  i.;  prea.,  dom.  90  lbs.,  f.  120 
lbs.;  cost,  $85,000;  wks.  owned  by  city. 

CHETOPA,  p.  1,548;  f.  area,  7  a.;  mere,  bldga., 
8tn.  ft  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft.;  inf.  500  ft.;  tot. 
hose,  1,700  ft.;  f.  al.,  bell  ft  wh.;  val.  equip., 
$1,200;  val.  bldgs.,  $600;  tot  mem.,  16  vol.; 
undrei.    rating   second    class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  rea.; 
res.  cap.,  1,200,000  gals.;  2  pump,  eng.,  cap.,  500 
gals.,  min.,  each;  3  m.  mains,  4  to  8  in.  dia.;  27 
hyd.;  10  serv.;  pres.,  dom.  50  lbs.,  f.  100  lbs.; 
wks.  owned  by  city. 

CLAY  CENTER,  p.  8,488;  f.  area,  200  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  5  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  mv.     F.  dept. — 1  h.  ft  1.  trk.,  3 

c.  hand  ex.,  Babcock,  3  hose  car.;  hose,  cot.,  rub. 
lined,  gd..  1,500  ft;  rub.,  gd.,  400  ft:  inf.,  700 
ft.;  tot.  hose,  2,600  ft;  f.  al.,  bell,  wh.  ft  elec; 
val.  equip.,  $3,000;  val.  bldgs.,  $3,000;  exp.  dept, 
$400;  tot  mem.,  45  vol. 

Water  Supply — Src,  wella,  %  m.  bua.  cent; 
eys.,  dir.  pres.;  2  pump,  eng.,  class  hor.  dup.,  cap. 
day  2,000,000  gals.;  mains,  10  m.,  2  to  10  in.  dia.; 
58  hyd.;  64  v.;  330  met;  660  serv.;  pipe,  galv.  i.; 
pres..  dom.  65  lbs.,  f.  100  lbs.;  cost,  $45,000; 
cost  mtce.,  $4,500;  wks.  owned  by  city. 

CLIFTON,  p.  614;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd,  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
Old.  F.  dept. — 4  comb.  c.  ft  hose  wag.,  1  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  inf.,  300  ft.;  tot.  hose, 
1,300  ft;  f.  al.,  bell;  val.  equip.,  $1,S00;  val. 
bldg^s.,    $200;   exp.   dept,   $100;    tot.   mem.,    27    vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
grav.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  85,000 
gals.;  dim.,  12  x  100;  mat.  stl.;  mains,  2  m.,  4 
to  8  in.  dia.;  25  hyd.;  2  pump  eng.,  cap.  400  gals, 
min.;  pres.,  55  lbs.;  cons,  day,  90,000  gals.;  wks. 
owned   by   city. 

CLYDE,  p.  1,057;  f.  area,  960  a.;  mere  bldga., 
bk.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.     F.  dept. — 2  hand  hose  reels; 


1  ladder  trk.;  hose,  cot,  rob.  lined,  fair,  1,000 
ft;  f.  al.,  bell;  val.  equip.,  $600;  val.  bldgs.,  $600; 
exp.  dept,  $150;  tot  mem.,  17  vol.;  undra.  rating, 
4H  class. 

Water  Supply — Src,  wells.  1  block  bus.  cent.; 
sys.,  grav.,  pump  to  stdp.;  stdp.  cap.,  100,000  gala.; 
mat.,  stl.;  1  pump,  eng.,  claaa  trip.,  cap.  day  460,- 
800  gals.;  mains,  c.  i.,  4%  m.,  4  to  12  in.  dia.; 
40  hyd.;  14  v.;  met,  7;  100  serv.;  pipe,  galv.  i.; 
pres.,  dom.  60  to  70  Iba.,  f.  100  lbs.;  cons,  day, 
180,000  gals.;  cost,  $80,000;  cost  mtce.,  $1,200; 
wks.  owned  by  city. 

COFFEYVILLE,  p.  12,687;  f.  area,  26  a.;  mere, 
bldga.,  bk.  k  stn.,  1  to  4  stor.;  priv.,  wd.  ft  bk.,  1 
to  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  chief's  auto.,  1  c 
eng.,  1  h.  ft  1.  trk.,  2  hose  wag.,  6  hrs.;  hose,  cot, 
rub.  lined,  gd.,  8,250  ft;  f.  al.,  telp.;  val.  equip., 
$3,800;  val.  bldgs.,  $1,200;  exp.  dept,  $12,000; 
tot  mem.   10,  pd.  full  time. 

Water  Supply — Src,  Verdiflnia  riv.,  2^  m.  bua. 
cent;  sya.,  pump  to  res.  ft  dir.;  res.  cap.,  3,000,- 
000  gals.,  loc  8  m.  city;  2  pump,  eng.,  cap.  day 
8,000,000  gals.;  mains,  c.  i.,  40.61  m.,  4  to  16 
in.  dia.;  179  hyd.;  207  v.;  met,  911;  1,975  serv.; 
pipe,  galv.  i.;  pres.,  doin.  50  lbs.,  f.  90  lbs.;  cons, 
day,  2,313,500  gals.;  cost,  $266,000;  cost  mtce., 
$10,566;   wks.   owned  by  city. 

COLBY,  p.  1.130;  f.  area,  2  aq.  m.;  mere  bldgs., 
bk.  ft  wd.,  1  to  3  stor.:  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt. 
ord.;  cauaes  of  f.  inv.  F.  dept. — 2  hand  hoee 
carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  vaL 
equip.,  $1,000;  tot.  mem.,  25  vol.;  undra.  rating, 
4  H   claaa. 

Water  Supply — Src,  2  wella,  1  m.  bua.  cent; 
sys.,  grav.;  stdp.  cap.,  70,000  gala.;  dim.,  20  x  70 
X  100;  mat,  stl.;  1  pump,  eng.,  cap.  day  108,000 
gals.;  mains,  5%  m.,  4  to  10  in.  dia.;  46  hyd.; 
pres.,  dom.  45  Iba.;  wka.  owned  by  city. 

COLDWATER,  p.  684;  f.  area,  1  sq.  m.  F.  dept 
— 1  h.  ft  1.  trk.,  2  hose  wag.;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  wh.;  val.  equip., 
$1,250;  val.  bldgs.,  $250;  exp.  dept.,  $150;  tot 
mem.,    12    vol.;    undrs.   rating,    4H    class. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  i^s., 
grav.  ft  dir.;  stdp.  cap.,  50,000  gala.;  dim.,  18  x 
29;  mat,  stl.;  maina,  1%  m.,  4  to  8  in.  dia.;  20 
hyd.;  pres.,  dom.  45  to  50  lbs.,  f.  75  lbs.;  wka. 
owned  by  city. 


COLUMBUS,  p.  8,064; 
bldgs.,  stn.,   cone  ft   bk., 
bk.,  stn.  ft  cone,   1  to  3 
fwks.  ft  combt  ord.;  causes 
4    c    hand    ex.,    1    h.    ft    1. 


f.  area,  2^  sq.  m.;  mere. 

1   to  3  stor.;   priv.,   wd., 

stor.;  wd.  rfs.  not  perm.; 

of  f.  inv.      F.   dept. — 

trk.,    2    hose    car.,    2 


hrs.;  hose,  cot,  rob.  lined,  gd.,  1,000  ft.;  f.  aL, 
bell;  val.  equip.,  $2,025;  val.  bldgs.,  $5,300;  exp. 
dept,  $1,330;  tot  mem.  13,  pd.  full  time  1,  pd. 
part  time  7,  vol.  5;  undrs.  rating,  first  class. 

Water  Supply — Src,  2  wella,  %  m.  bua.  cent; 
sys.,  grav.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  120,- 
000  gals.;  dim.,  12  z  150;  mat.,  iron;  res.  cap., 
300,000  gals.;  8  pump,  eng.,  cap.  day,  1,400.000 
gals.;  mams,  6  m.,  4  to  8  in.  dia.;  70  hyd.;  15  v.; 
met.,  80;  240  serv.;  pipe,  galv.  i.;  pres.,  dom.  60 
lbs.,  f.  125  lbs.;  cons,  day,  90,000  gals.;  cost, 
$60,000;  cost  mtce.,  $2,800;  wks.  owned  by  city. 
CONCORDIA,  p.  4,415;  f.  area,  640  a.;  mere 
bldgs.,  stn.  ft  bk.,   1   to   3  stor.;   priv.,  bk.   ft  wd., 

rfs.  not  perm,  in  f.  area.  F. 
1  e  eng.  on  wis.,  1  h.  ft  1.  trk., 
cot,  rub.  lined,  gd.,  1,100  ft; 
val.  equip.,  $3,000;  val.  bldgs., 
$400;   tot.   mem.,   28  vol. 

pump  to  stdp.; 
eng.,  cap.  500,- 


1    to    3    stor.;    wd. 
dept. — 1  hand  eng., 
1  nose  carts;  hose, 
f.  al.,  bell  ft  wh.; 
$1,000;   exp.   dept.. 

Water  Supply — Src,  wells;  sys 
stdp.  cap.,  100,000  gals.;  2  pump 


000  gals.:  mains,  6H  m.,  4  to  8  in.  dia.;  62  hyd.; 
met.,  4  86;  486  serv.;  pres.,  dom.  50  lbs.,  f.  100 
lbs.;  cons.  dav.  250,000  gals.;  wks.  owned  by  city. 

COUNCIL  GROVE,  p.  2,545;  f.  area,  1.000  a.; 
mere  bldgs.,  bk.  ft  stn.,   2  stor.;  priv.,  wd.  ft  bk., 

1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.  F.  <]ept. — 2  hoso  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,200  ft;  f.  al.,  wh.  ft  telp.;  vaL  equip., 
$1,000;  val.  bldg.,  $400;  exp.  dept,  $130;  tot 
mem.  16,  pd.  part  time;  undrs.  rating,  fourth 
clflss. 

Water  Supply — Src.  riv.  ft  wells.  %  m.  bus. 
cent.;  svs.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  176,- 
000  gals.;  dim.,  20  x  75;  loc  in  city  limits  on 
hill;  mat.  stl.;  2  pump,  eng.,  cap.  day  2.000,000 
gals.;  mains,  c.  i.,  5.04  m.,  4  to  12  in.  dia.;  64 
hyd.;    20    v.;    met.,    26;    195    serv.;   pipe,   galv.    L; 
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pres.,  dom.  65  lbs.,  f.  85  to  150  lbs.;  cons,  day, 
200,000  gals.;  wks.  owned  by  Co. 

QEILPHOS,  p.  767;  f.  area,  10  blocks;  mere, 
bldgs.,  bk.  &  wd.,  1  &;  2  stor.;  wd.  rfs.  not  perm, 
in  I.  a^ea;  fwks.  k  combt.  ord. ;  causes  of  f.  inv. 
P.  dept. — 1  h.  &  1.  trk.,  8  hose  reels,  1.600  ft. 
cot.,  rub.  lined  hose;  f.  al.,  bell;  val.  equip.,  $2,- 
600;  val.  bldgs.,  $250;  exp.  dept.,  $100;  tot. 
mem.,  80  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  50,000  gals.;  20  ft.  high;  mat.,  iron 
&  stl.;  1  pump,  eng.,  class  trip.,  cap.  day  482,000 
gals.;  mams,  c.  i,  8  2-5  m.,  4  to  8  in.  dla.;  27 
fiyd.;  pres.,  dom.  45  lbs.,  f.  126  lbs.;  wks.  owned 
by  city. 

OODQE  CITY,  p.  8,214;  mere,  bldgs.,  bk.  ft  wd., 

1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  4  hose  carts;  hose, 
oot.,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  |4,200;  val.  bldgs.,  $20,000;  tot.  mem., 
24  VOL 

Watar  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  175,000  galfs.; 

2  pump,  eng.,  class  comp.  dup.,  cap.  day  4,680,000 
galB.;  mains,  10  m.,  4  to  12  in.  dia.;  76  hyd.; 
82  v.;  met.,  220;  500  serv.;  pres.,  dom.  50  lbs., 
f.  100  to  120  lbs.;  cons,  day,  700,000  gals.;  cost, 
$285,000;  wks.  owned  by  city. 

DOUGLASS,  p.  700;  f.  area,  250  a.     F.  dept — 

1  c.  eng.,  2  hose  carts.  1,000  ft.  hose;  vaL  equip., 
$1,500;  val.  bldgs.,  $1,200;  tot .  mem.,  1«  pd. 
part  time;  undrs  rating,  4V^  class. 

Water  Supply — (Src.,  wells;  sys.,  pump  to  stdp.; 

2  pump,  eng.,  cap.  10  hours  150,000  gals.;  80 
hyd.;  80  v.;  68  serv.;  mains,  4%  m.;  pres.,  dom. 
45  tbs.,  f.  81  lbs.;  cost,  $82,000;  cost  mtce., 
$9*50;  wks.  owned  by  city. 

DOWNS,  p.  1,427;  f.  area,  160  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  f.  al., 
bell  ft  wh.;  val.  equip.,  $1,155;  val.  bldgs.,  $400; 
tot  mem.,  80  vol. ;  imdrs.  rating,  4  ^  class. 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  200,000  gals.;  mains,  c.  i.,  6 
m.,  2  to  6  in.  dia.;  31  hyd.;  met,  255;  160  serv.; 
pres.,  dom.  60  lbs.;  f.  75  lbs.;  cons,  day,  100,000 
gals.;  cost  $85,000;  cost  mtce.,  $9,000;  wks. 
owned  by   city. 

EL  DORADO,  p.  8,120;  f.  area,  4  blocks;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  stn..  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
1  comb.  c.  ft  h.  wag.,  2  c.  hand  ex.,  1  h.  ft  1. 
tik.,  8  hose  carts,  2  hns.;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  inf.,  800  ft;  tot  hose,  1,800  ft;  f.  al., 
bell;  val.  equip.,  $2,500;  vaL  bldgs.,  $8,000;  exp. 
dept,  $1,800;  tot  mem.,  21,  pd.  full  time  1,  pd. 
p^  time  4,  vol.  16. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  125,000  gals.;  2 
pump,  eng.,  cap.  day  100.000  gals.;  mains,  14  m., 
4  to  12  in.  dia.;  70  hyd.;  40  v.;  425  met;  500 
serv.;  pres.,  dom.  85  lbs.,  f.  125  lbs.;  cons,  day, 
800,000  gals.;  cost,  $80,000;  cost  mtce.,  $8,000; 
wks.  owned  by  Co. 

ELLIS,  p.  1,404:  f.  area,  1  sq.  m.;  mere,  bldgs., 
bk.  ft  wd.;  no  fwks.  ft  combt.  ord.  F.  dept. — 8 
hand  hose  carts,  1,000  ft  cot,  rub.  lined  hose;  f. 
al.,  wh.;  vaL  equip.,  $1,000;  tot.  mem.,  16  voL 

Water  Supply — Src,  2  weUs  ft  creek;  sys.,  grav. 
ft  pump  to  stdp.;  stdp.  cap.,  117,000  sals.;  20  ft 
hign;  mat,  stl.;  2  pump,  eng.,  class  dup.  ft  trip., 
cap.  day  576,000  gals.;  mains,  4  m.,  2  to  6  in. 
dis.;  27  hyd.;  pres.,  dom.  40  to  50  lbs.,  f.  86  lbs.; 
wks.  owned  by  city. 

ELLSWORTH,  p.  2,041;  f.  area,  2  sq.  m.;  mere, 
bldgs.,  stn.  ft  bk.,  S  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept— <1  hand  ladder  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  fair,  il,200  ft.;  f.  aL,  telp. 
ft  wh.;  vaL  equip.,  $1,500;  val.  bldgs.,  $2,500; 
exp.  dept.,  $2i50;  tot  mem.,  46  vol.,  pdL  $50  per 
year:   undrs,   rating,    fourth   dsss. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  90 
ft  nigh;  mat,  stn.  ft  stl.;  2  pump,  eng.,  cap. 
day  1,800,000  gals.;  mains,  c.  i.,  6.4  m.,  4  to  8  in. 
dia.;   M  hyd.;  met,  887;   Mi  serv.;   pipe,  lead  ft 


galv..  i.;  pres.,  dom.  50  to  70  lbs.,  f.  a<&5  His.; 
cons,  day,  58,000  gals.;  cost,  $60,000;  cost  mtce, 
$2/500;   wks.   owned  by  city. 

ELK  CITY,  p.  669.  F.  dept — 1  e.  eng.;  hose, 
100  ft;  f.  al.,  bell. 

Water  Supply — Src,  wells. 

EMPIRA,  p.  6,000;  f.  irea,  120  a.  F.  dept — i 
band  ex..  1  c.  wag.,  2  hose  wag.,  1  h.  ft  L  trie; 
val.  bldgs.,  $10,000;  vaL  equip.,  $7,000;  exp.  dept, 
$3,500;  tot.  mem.  101,  pd.  part  time  2,  voL  99. 

Water  Supply — ^Src,  res.;  sys.,  grav.;  «  pumps, 
cap.  day  200,000  gals.;  181  hyd.;  cost,  $30,000. 

EMPORIA,  p.  9,068;  f.  area,  1.260  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  S  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.  F.  dept. — 1  h. 
ft  1.  trk.,  1  comb,  c  ft  h.  wag.,  1  hose  reel,  4  hrs.; 
hose,  cot,  rub.  lined,  gd.,  8,400  ft;  inf..  SCO  ft; 
tot  hose,  8,900  ft;  val.  equip.,  $6,000;  vaL  bldgs., 
$7,550;  «xp.  dept,  $2,788;  tot  mem.  11,  pd.  foil 
time  2,  pd.  part  time  9;  imdra.  rating,  third  dsai. 

Water  Supply — Src,  riv.,  4  m.  bus.  cent.;  ay%^ 
pump  to  res.;  res.  cap.,  15,000,000  gala.;  loc 
8  m.  northwest  city;  8  pump,  eng.,  cap.  day 
6,000,000  gals.;  mains,  c  L,  40  m.,  8  to  16  is. 
dia.;  101  hyd.;  864  v.;  2,300  serv.;  28  met; 
pipe,  galv.  i.;  pres.,  dom.  83  lbs.,  f.  70  to  100 
lbs.;  cons,  dsy,  1,800,000  gals.;  cost,  $300,000; 
coat  mtce.,  $15,000;  wks.  owned  by  city. 

ENGLEWOOD,  p.  825;  f.  area.  %  sq.  m.  F. 
dept — 2  hosA  reels;  hose,  rub.  lined,  gd.,  1.000 
ft;  f.  al.,  telp.;  val.  equip.,  $1,200;  tot  mem.,  18 
vol.;  undrs.  rating,  4H   dsss. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  sys.. 

frav.  ft  dir.;  stdp.  cap.,  5,000  gals.;  dim.,  18  z 
0;  mat,  stl.;  1  pump,  eng.,  cap.  min.  850  gak.; 
mains,  1%  m.,  2  to  8  in.  dia.;  10  hyd.;  pres.,  dom. 
46  to  50  lbs.,  f.  75  lbs.;  wks.  owned  by  dtj. 

ENTERPRISE,  p.  706;  f.  area,  86  a.;  mere, 
bldgs.,  stn.  ft  bk.,  2  stor.;  priv.,  wd.,  IH  ^  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  onL  F. 
dept. — 1  h.  ft  1.  trk.,  1  hose  car.;  hose,  coL,  rob. 
lined,  gd.,  1,000  ft;  f.  aL,  bell;  val.  equip.,  91,000; 
vaL  bldgs.,  $200;  exp.  dept,  $200;  tot  m«m.,  14 
vol.;  undrs.  rating,  fifth  dsss. 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  sy«-, 
pump  dir.,  stdp.;  cap.,  50,000  gals.;  pump.  eng.. 
csp.  day,  1,000,000  gals.;  mains,  7H  m.,  8  to  8 
in.  dia.;  19  hyd.;  110  met;  112  serv.;  pres.,  dom. 
46  lbs.,  f.  80  lbs.;  cons.  day.  60,000  gala.;  oc»t. 
$18,000;  cost  mtce.,  $600;  wks.  owned  by   city. 

ERIE,  p.  1,800;  f.  area,  bus.  cent;  mere  bldgs.. 
bk.  ft  stn.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  S 
stor.;  no  fwks.  ft  combt.  ord.  F.  dept — Organisa- 
tion not  completed;  2  hand  hose  reels;  hose.  1,000 
ft.;  f.  al.,  telp.  ft  wh.;  val.  equip..  $1,160;  undia. 
rating,  4^  dsss. 

Water  Supply — Src,  large  dug  well,  %  m.  bos. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  .70.000  gals.; 
dia.,  20  ft.;  mat,  stl.;  loc  at  pump  house;  2  pomp, 
eng.,  class  comp.  dup.,  cap.  day  1,000,000  gals.; 
mains,  8  1-7  m.,  1  to  8  in.  dia.;  86  hyd.;  pies., 
dom.  63  lbs.,  f.  76  to  100  lbs.;  cons,  day,  150,000 
gals.;  cost,  $75,000;  wks.  owned  by  town. 

ESBON,  p.  847;  f.  area,  1  sq.  m.  F.  dept~ 
1  c  eng.,  1  h.  ft  L  trk.,  1  hose  oart,  600  ft  cot. 
rub.  lined  hose,  1,000  ft  c  hose;  vaL  e<|uip., 
$1,000;  f.  al.,  bell;  tot  mem.,  17  vol. 

Water   Supply — Src.    well,    in    bus.    cent;    ey«-t 

rav.;   1  pump,  eng.,  class  trip.;  mains,  8  m.,  4  to 
in.    dia.;    stdp.    cap.,    50,000    gals.;     20    liyd.; 
pres.,  48  to  50  lbs.;  wks.  owned  by  city. 

EUREKA,  p.  2,888;  f.  area,  850  a.;  mere,  bldga., 
stn.  ft  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfis.  not 
perm.;  fwks.  ft  combt.  ord.    F.  dept — 2  c  hand  ex., 

1  h.  ft  1.  trk.,  4  hose  car.;  hose,  eot.  rub.  lined, 
ed..  1,400  ft;  linen,  gd.,  100  ft;  tot  boee,  1.60$ 
ft;  f.  al.,  telp.;  val.  equip.,  $1,400;  vaL  blo^SL. 
$5,000;  exp.  dept,  $100;  tot  mem.,  62  voL 

Water  Supply — Src,  wells  ft  riv.;  sys.,  pmnp  to 
stdp.  ft  dir.;  stdp.  cap.,  96,000  gals.;  dim.,  ISH  x 
50;  mat,  iron;  pump,  enx.,  cap.  hour  40,000  nm.; 
mains,  8  m.,  4  to  12  m.  dia.;  80  byd.;  26  v.; 
met.  76;  200  serv.;  pipe,  iron;  pres.,  dom.  80  Iba.^ 
f.  100  Ibe.;  cons,  dsr,  40,000  gels.:  ooet,  $66,000; 
cost  mtce.,  $860;  wks.  owned  by  city. 

FLORENCE,  p.  1,168;  mere  bldgs.,  wd.  ft  sta^ 

2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ofd.; 
causes  of  f.  not  inv.  F.  dept — 2  hoee  carts;  boss, 
gd.,  1,200  ft;  f.  al.,  bell;  tot  mem.,  16  voL 

Water  Supply — Src.  well  ft  riv.;  ay*.,  pvnp  to 
stdp.;  stdp.  cap.,  88,000  gals.;  dim.,  16  x  86;  mat. 
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stl.;  2  pomp,  eag.,  emp.  day  800,000  gals.;  mains, 
S%  m,.  i  to  S  in.  dla.;  26  hyd.;  met.,  60;  110 
•enr.;  pipe,  nlv.  i.;  pres.,  dom.  65  Iba.,  f.  100  Iba.; 
CODS,  aaj,  20,000  njB.;  cost,  $42,000;  coat  mtce., 
$1,210;  wka.  ownea  by  Co. 

FT.  RILEY,  p.  8,100;  mere,  bldga.,  atn.,  1  &  2 
ator.;  wd.  rfa.  not  perm.;  fwka.  A  oomot.  ord.; 
cauaee  of  f.  inv.  F.  dept. — 4  h.  ft  L  trk.,  7  boee 
car.,   182  hand  ex.,   1  band  c.  eng.;  boee,  doable 

ftcket,  rub.  lined,  gd.,  8,400  ft.;  rub.,  gd.,  600 
.;  tot.  hoae,  4.000  ft.;  thia  ia  a  military  poet  Ac 
the  oitire  garrison  ia  a  f .  dept.  idien  necesai^ 
demanda. 

Water  Supply — Src.,  wella,  1  m.  bua.  cent.;  aya., 
pump  to  rea.;  rea.  cap.,  600,000  gala.;  8  pump, 
eng.,  daas  comp.,  cap.  day,  8.000,000  gala.;  maina, 
c.  L.  6  m.,  4  to  8  in.  dia.;  78  byd.;  28  v.;  160 
aenr.;  pipe,  galv.  i.;  prea..  dom.  76  lbs.,  f.  1-80  Iba.; 
cona.  day,  800,000  gale.;  coat,  $86,000;  wka. 
owned  1^  U.  S.  government. 

FT.  SCOTT,  p.  10,468;  f.  area,  820  a.;  marc, 
bldga.,  bk.  ft  atn.,  8  ft  4  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt.  ord.; 
oauaea  of  f.  iiwr.  F.  dept.— ^1  auto  comb.  c.  ft  h. 
wa^.,  4  c.  hand  ex.,  il  comb,  c  ft  h.  wag.,  1  hoae 
reel,  8  hra.;  hoae,  cot.,  rob.  lined,  gd.,  2,000  ft.; 
old,  600  ft.;  tot  hoee,  2,500  ft;  f.  al.,  Oamewell. 
16  bx.;  val.  equip.  $1-9,000;  exp.  dept.,  $8,000; 
tot    mem.    8,   pd.    full   time;    undrs.    rating,    third 

Water  Supply — Src,  well,  in  bua.  cent;  aya., 
cent;  sys.,  pump  to  rea.,  to  stdp.  ft  dir.  ft  grav.; 
atdp.  cap.,  il<10,000  gala,  ft  150,000  gala.;  rea. 
cap.,  6,000,000  gala.;  2  pump,  eng.,  dasa  dup., 
cap.  dtty  8,000,000  gala.,  mains,  c  i.,  80  m.,  4 
to  1«  in.  dia.;  201  hyd.;  ^20  v.;  met.,  1.780; 
2,000  aerv.;  pipe,  galv.  i.;  prea.,  dom.  8<6  Ibis.,  f. 
100  lbs.;  cost,  $lr9 5,000;  cost  mtce.,  ^18,000; 
wks.   owned  by  city. 

FOWLER,  p.  696.  F.  dept — 1  hand  boee  red, 
500  ft.  hose;  vol. 

Water  Supply — Src,  well,  in  boa  cent.;  ay«.» 
grav.  ft  dir.;  2  pump,  eng.,  cap.  dav  482,000  gals.; 
stdp.  cap.,  70,000  gala.;  mains,  2^  m.,  4  to  8 
in.  dla.;  28  hyd.;  pres.,  dom.  2^2  lbs.,  f.  70  lbs.) 
wka.   owned   by   city. 

FRANKFORT,  p.  1.426;  f.  area.  400  a.;  mere 
bldga.,  stn..  2  ator.;  priv.,  wd.,  1^  ator.;  wd.  rfa. 
not  perm.;  no  fwka.  ft  combt  ord.  F.  dept— -1  c. 
eng.,  12  c.  hand  ex.,  8  hoee  carta,  1  h.  ft  L  trk., 

1  hoae  cai.;  hose,  cot,  rub.  lined,  gd.,  1.600  ft; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $2,700;  val.  bldga., 
$200;  exp.  dept,  $76;  tot  mem.,  80  vol.;  undra. 
rating  fifth   dasa. 

Water  Supply — Src,  wells,  IH  blocks  bus.  cent; 
aya.,  grav.   ft  dir.  prea.;   atdp.   cap.,   70,000  gala.; 

2  pump,  eng.,  cap.  day  688,200  gals.;  mains,  8 
m.,  4  to  8  in.  dia.;  88  hyd.;  prea.  60  Iba.;  wka. 
owned  by  city. 

FREDONIA,  p.  8,040;  f.  area,  880  a.;  mere 
bldga.,  bk.  ft  atn.,  1  to  8  ator.;  priv.,  bk.,  atn.  ft 
wd.,  1  ft  2  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt. 
ord.;  cauaea  of  f.  inr.  F.  dept — 1  auto.  comb.  c.  ft 
h.  wag..  2  hose  oar.;  hoae,  rub.,  gd.,  1.600  ft;  inf., 
400  ft;  tot  hose,  2,000  ft;  f.  al.,  bell;  val.  equip., 
$8,000;  val.  bldga.,  $2,000;  exp.  dept.  $800;  tot 
mem.,    18   vol. 

Water  Supply — Src,  riv.,  1%  m.*bua.  cent:  aya., 
grav.,  pump  to  rea.;  res.  cap,  1,800,000  gals.;  2 
pump,  eng.,  class  comp..  cap.  day  1.500.000  gala.; 
maina.  10  m.,  4  to  10  in.  dia.;  76  hyd.;  40  v.; 
375  met;  900  serv.;  pipe,  galv.  i.;  pres.,  dom.  65 
lbs.,  f.  85  lbs.;  cona.  day,  326,000  gala.;  coat, 
$59,000;  cost  mtce..  $6,000;  wka.  owned  by  dty. 

FRONTENAC,  p.  8,396;  f.  area,  40  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd..  1  ft  2 
ator.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — ^hoae  reels.  1 
hand  pump;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft;  f. 
al.,  bell  ft  telp.;  tot.  mem.,  36  vol. 

Water  Supply— <Src.,  well,  600  ft  bus.  cent; 
qrs.,  pump  to  stdp.;  stdp.  cap..  75,000  gals.; 
rea.  cap.,  350,000  gals.;  2  pumps,  cap.  day,  200,- 
000  gals.;  mains,  10  m.,  1^  to  8  In.  dia.;  29 
hyd.;  15  met;  pres.,,  dom.  35  lbs.,  f.  45  lbs.; 
cons,  day,  70.000  gals.;  ooat,  $35,000;  cost  mtce., 
$3,000;    wks.    owned   by   city. 

GALENA,  p.  6.096;  f.  area,  4  eq.  m.;  mere, 
bldga.,  bk.,  iron  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1 
ft  2  ator.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
cauaea  of  f.  inv.     F.  dept. — 1  h.  ft  1.  trk.,  5  hoae 


car.;  hoee,  2,000  ft;  f.  al.,  bell;  val.  equip.,  $1,700; 
val.  bldga.,  $8,000;  exp.  dept,  $100;  tot  mem.,  86 
voL;  undra.  rating,  third  daaa. 

Water  Supply — Src,  creek,  2%  m.  bua.  cent; 
aya.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  116,000 
gala.;  dim.,  12)&  z  126;  mat,  atl.;  2  pump,  eng., 
daaa  dup.,  cap  day  1,600.000  gala.;  maina.  c.  i.,  20 
m.,  4  to  10  in.  dia.;  90  byd.;  met,  ISO;  1,050  aerv.; 
prea.,  dom.  60  Iba..  f.  100  Iba.;  wka.  owned  by 
dty. 

GARDEN  CITY,  p.  8,171;  f.  area,  1.000  a.;  mere 
bldga.,  atn..  bk.  ft  wd.,  1  to  4  ator.;  priv.,  wd.,  1  to 
8  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hoae 
carta:  hoee,  cot,  rub.  lined,  gd.,  1.700  ft;  f.  al., 
bell  ft  telp.;  val.  equip.,  $4,000;  val.  bldga..  $1,600; 
exp.  dept.  $400;  tot  mem.,  82  voL 

Water  Supply — ^Sre.  wella,  8  blocka  bua.  cent; 
aya.,  pump  to  rea.  ft  dir.;  rea.  cap.,  2.000,000  gala.; 
stdp.  cap.,  220,000  gala.;  mat,  atL;  6  pump,  eng., 
daaa  comp.  dup..  cap.  day,  2,860,000  gals.;  maina, 
c.  L,  6%  m..  4  to  12  in.  dia.;  60  hyd.;  24  y.; 
160  met;  150  aerv.;  pipe,  galv.  i.;  prea.,  dom. 
40  lbs.,  f.  80  Ibe.;  cons,  day,  800,000  gala.;  coat, 
$60,000;  coet  mtce.,  $8,000;  wka.  owned  by  city. 

GARNETT,  p.  2,884;  f.  area,  20  a.;  mere  bldga., 
atn.  ft  bk.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfe  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hoee 
wag.,  3  hoae  carta,  1  c  outfit;  hoae.  cot,  rub. 
lined,  gd.,  1.800  ft.;  f.  al.,  bell  ft  wh.;  val.  equip., 
$8,000;  tot  mem.,  86  vol. 

Water  Supply— Sre.  creek,  apr.  ft  lake,  4  m.  bua. 
cent;  aya..  pump  to  atdp.  ft  dir.;  atdp.  cap.,  70,- 
000  gala.;  mat,  iron  ft  bk.;  2  pump,  eng.,  cap. 
min.  1,000  gala;  maina,  e  i.,  10  m.,  2,  4.  6  ft  8 
in.  dia.;  61  hyd.;  met,  90;  860  aerv.;  pipe,  galv. 
i.;  prea.,  dom.  40  Iba.,  f.  80  Iba.;  cona.  day.  600,- 
000  gals.;  coet,  $66,000;  coet  mtce.,  $21,000; 
wka.  owned  by  city. 

GIRARD,  pop.  2,446;  f.  area,  2  aq.  m.;  mere 
bldga.,  bk.,  2  ator.;  prir.,  wd.,  IH  ator.;  wd.  rfa. 
not  perm.;  fwka.  ft  combt  ord.;  cauaee  of  f.  inv. 
F.  dept — 1  hand  eng.,  2  hoae  car.;  hoae,  cot,  rub. 
lined,  gd.,  1.000  ft.;  f.  al.,  bell:  val.  equip.,  $1,600; 
val.  bldga.,  $800;  exp.  dept,  $200;  tot.  mem.  10, 
pd.  part  time. 

Water  Supply — Src,  well,  %  m.  bua.  cent.;  aye, 
pump  to  rea.  ft  atdp.;  atdp.  cap.,  74.000  gale; 
dim.,  23  x  24;  mat.  bk.  ft  atL;  rea.  cap.,  500,000 
gala.;  loc.  at  station;  2  pump,  eng.,  claas  dup., 
cap.  day  1,877.700  gale;  maina,  c  i.,  12  m.,  4 
to  8  in.  die;  62  hyd.;  24  v.;  met,  265;  820 
serv.;  pres.,  dom.  40  to  45  Iba.,  f.  70  to  90  Iba.; 
cons,  day,  120,000  gals.;  cost,  $40,000;  coat  mtce. 
$500;  wice  owned  by  city. 

GLASOO,  p.  750;  f.  area,  2  aq.  m.  F.  dept— - 
2  hoae  reda;  hoee,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  val.  equip.,  $1,160;  tot  mem.,  24  voL; 
undrs.  rating.  4^  daaa. 

Water  Supply — Sre,  well,  1  m.  boe  cent;  aye, 
grav.;  atdp.  cap.,  60,000  gale;  mat,  atL;  1  pump, 
eng.,  daaa  trip.,  cap.  min.  180  gala.;  maina,  2% 
m.,  4  to  6  in.  die;  24  hvd.;  cone  day,  18,000 
gale;  wke  owned  by  municipally. 

OLEN  ELDER,  p.  665;  f.  area,  1  sq.  m.;  mere 
bidge,  bk.,  stn.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1 
hoee  cart;  hose,  cot,  rub.  lined,  gd.,  600  ft; 
voL;  undra.  rating.  4%    claas. 

Water  Supply — Src.  well,  2400  ft  bus.  cent; 
«ye,  grav.  ft  dir.;  atdp.  cap.  63,460  gale,  dim.  12 
X  76,  mat  atl.;  1  pump,  eng.,  daaa  trip.,  cap.  day. 
504,000  sale.;  mains,  c.  i.,  2  2-6  m.,  4  to  6  ie 
die;  28  nyd.;  pree,  dom.  80  Iba.,  f.  66  lbs.;  wke 
owned  by   dty. 

GOODLAND,  p.  1,998;  f.  area,  160  e;  mere 
bldga.,  wd.  ft  bk.,  1  ft  2  ator.;  priv.,  wd.  ft  bk.,  1 
ft  2  ator.;  wd.  rfa.  perm.;  fwu.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  2  hose 
car.;  hoee,  cot,  rub.  lined,  rd.,  900  ft;  f.  al.,  bell; 
vaL  equip.,  $1,500;  val.  bldga..  $1,000;  tot.  mem., 
20  ToL;  undrs.  rating,  fourth  daae 

Water  Supply — Src,  8  wella,  1  block  hue  cent; 
aye,  pump  to  atdp.;  atdp.  cap.,  226,000  gals.;  8 
pump,  eng.,  cap.  day  845,600  gals.;  mains,  10  m., 
4  to  6  in.  die;  2,800  aerv.;  480  met;  600  hyd.; 
26  ▼.;  pree,  dom.  ft  f.  40  lbs.;  cona.  day,  80.000 
gale;  cost,  $20,000;  cost  mtce,  $7,500;  wke 
owned  by  city. 
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QRAND  BEND,  p.  4,622;  f.  area.  1  aq.  m.;  mere, 
bldga.',  wd.  ft  bk.,  1  to  8  ator.;  prir.,  wd.,  1  ft  S 
ator.;  xvd.  rfa.  perm.;  fwka.  ft  combt.  ord.:  cauaea 
o^  f.  inT.  F.  dept. — 1  c.  eng.,  comb.  c.  ft  n.  wag., 
2  hoae  carta;  hoae,  cot.,  rub.  lined,  g^d.,  2,000  ft.; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $8,000;  tot.  mem., 
16  vol. 

Water  Supply — Src,  wella,  %  m.  bua.  cent.;  aye., 
pump  to  atdp.;  atdp.  cap.,  180,000  gala.;  dim..  IS 
X  150;  mat.,  atl.;  2  pump,  eng.,  claaa  comp.  dup., 
cap.  day  2,000,000  gale.;  maina,  c.  L,  6%  m.,  4 
to  10  in.  dia.;  67  hyd.;  28  t.;  met.,  62;  826  aerr.; 
pipe,  galv.  i.;  prea.,  dom.  60  Iba.,  f.  120  Iba.;  oona. 
day,  186,600  gala.;  coat,  $60,000;  coat  mtce., 
$6,000;  wka.  owned  by  Co. 

QREENLEAF,  p.  781;  f.  area,  1  aq.  m.  F.  dept. 
— 1  h.  ft  1.  trk.,  2  hoae  carta,  buckets,  ladders, 
etc.,  1,000  ft.  cot.,  rub.  lined,  hose,  250  ft  fair 
hoee;  f.  al.,  bell;  val.  equip.,  $1,400;  tot.  mem.  9, 
pd.  part  time. 

Water  Supply — Src,  wells,  in  bua.  cent.;  sys., 
grav.;  atdp.  cap.,  84,600  gals.;  2  pump,  eng.,  cap. 
day  57,600  gals.;  mains,  2  m.,  6  to  8  in.  dia.; 
20  hyd.;  pres.,   48  lbs.;  wka. 'owned  by  city. 

HALSTEAD,  p.  1.004.  F.  dept. — 1  oomb.  h.  ft 
1.  wag.;  hoae,  300  ft.;  f.  al.,  bell. 

Water  Supply — Src,  wella,  1  m.  bua.  cent;  a^a., 
pump  to  stdp. ;  stdp.  cap.,  802,400  gal3.;  mams, 
i.,  10  m.,  4  to  12  in.  dia.;  35  hyd.;  247  met.; 
pipe,  galv.  i. ;  pres.,  dom.  45  lbs.,  f.  250  lbs.;  cons, 
day,  40,000  gals.;  wks.  owned  by  city. 

HANOVER,  p.  1,000;  f.  area,  2  aq.  m.;  mere, 
bldga.,  bk.,  stn.  ft  wd.,  1  to  3  ator.;  prir.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfa.  perm.;  no  fwka.  ft  combt. 
ord.  F.  dept — 2  hand  hoae  reels;  hoee,  cot.,  rub. 
lined,  gd.,  500  ft;  rub.,  gd.,  500  ft:  tot.  hose, 
1,000  ft;  1  ladder  waf.,  2  laddera,  bucketa,  hooka, 
azea,  etc;  f.  aL,  bell;  vaL  equip.,  $2,000;  tot 
mem.,  86  vol. 

Water  Supply — Src,  well,  1  m.  bua.  cent; 
sya.,  grav.  ft  pump  to  atdp.;  atdp.  cap.,  68,000 
gala.;  dim.,  10  x  100;  mat,  atl.;  2  pump,  eng., 
claaa  trip.,  cap.  870  gala,  min.;  mama,  8Vi  m.,  4  to 
8  in.  dia.;  81  hyd.;  pres.,  78  Iba.;  cone,  day,  40,> 
000  gala.;  wka.  owned  by  municipality. 

HARPER,  p.  1,688;  mere  bldga.,  atn.  ft  bk.,  1  to 
8  ator.;  priv.,  wd.,  1  etor.;  wd.  rfa.  perm.;  no  fwka. 
ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  h.  ft 
1.  trk.,  1  hose  cart;  hose,  gd.,  1,500  ft.;  f.  al., 
bell;  val.  equip.,  $2,500;  val.  bldgs.,  $500;  tot 
mem.,  20  vol.;  undrs.  rating,  third  culsb. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
sya.,  pump  to  stdp.;  stdp.  cap.,  160,000  gals.; 
dim.,  16  X  100;  mat,  atl.;  rea.  cap.,  700,000 
gals.;  1  pump,  eng.,  class  comp.  dup.,  cap.  day 
750,000  gals.;  mains,  c  i.,  6  m.,  1  to  8  in.  dia.; 
65  hyd.;  15  v.;  met,  140;  121  serv.;  pipe,  galv. 
i.;  prea.,  dom.  50  lbs.,  f.  150  Iba.;  cons,  day,  150,- 
000  gals.;  cost,  $61,000;  cost  mtce.,  $1,000;  wks. 
owned  by  city. 

HAVENSVILLE,  p.  412;  f.  area,  M,  sq.  m.  F. 
dept. — 2  nozzles,  2  axes,  500  ft.  hose;  f.  aL,  bell; 
tot.   mem.,   15  vol. 

Water  Supply — 'Src  well,  in  bus.  cent;  ays., 
grav.;  stdp.  cap.,  80,000  gals.;  1  pump,  eng.,  cap. 
day  24,000  gals.;  mains,  4,200  ft.,  4  to  6  in. 
dia.;  14  hyd.;  pres.,  22  to  45  lbs.;  wks.  owned  by 
city. 

HAYS,  Ellis  Co.,  p.  1,061;  mere  bldgs.,  atn.,  bk. 
ft  wd.,  1  to  8  ator.;  priv.,  stn.,  bk.  ft  wd.,  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  combt.  ord.;  cauaea  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hoae  carts; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell; 
val.  equip.,  $2,300;  tot.  mem.,  32  vol. 

Water  Supply — Src,  10  wella;  sya.,  pump  to 
stdp.;  stdp.  cap.,  55,000  gala.;  2  pump,  eng.,  cap. 
day  1,621,440  gala.;  mains,  6  m.,  4  to  8  in.  dia.; 
60  hyd.;  16  v.;  200  met;  200  ser%'.;  pipe,  galv. 
i.;  pres.,  dom.  60  lbs.,  f.  125  lbs.;  cons,  day,  100,- 
000  gals.;   cost,  $48,000;  wks.   owned  by  city. 

HERINQTON,  p.  8,278;  f.  area,  250  a.;  mere 
bldga.,  bk.  ft  wd..  1  to  8  etor.;  priv..  wd.,  1  to  2 
stor.;  wd.  rfa.  perm,  in  f.  area.  F.  dept. — 2  c.  hand 
ex.,  1  comb.  h.  ft  1.  trk.  ft  ho>e  wag.,  1  hose  cart; 
hose,  cot,  rub.  lined,  gd.,  1.000  ft;  fair,  600  ft.; 
tot.  hose,  1,600  ft.;  f.  al..  wh.  ft  telp. ;  val.  equip., 
$2,000;   val.   bidg.s.,   $400;   tot.   mem..    10   vol. 

Water  Supply — Src.  spr.;  sys..  pump  dir.;  pump, 
eng.,  cap.  day  600,000  gals.;  maina,  2V^  m.,  4  to 
5  In.  dia.;  20  hyd.;  pres.,  dom.  60  lbs.,  f.  SO  Iba.; 


coat,  $20,000;  coat  mtce.,  $1,000; 
dty. 

HIAWATHA,  p.  2,974;  f.  area,  400  a.;  mere, 
bldga.,  atn.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  atn..  bk. 
ft  wd.,  1  ft  2  ator.;  wd.  rfa.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.   dept. — 

3  c  hand  ex.,  1  h.  ft  L  trk.,  1  hoee  wag.,  2  hoee 
carta;  hoee,  cot.,  rub.  lined,  gd.,  2,650  ft.;  inL 
500  ft.;  tot  hoae,  8,150  ft;  f.  al.,  bell  ft  elec; 
val.  equip.,  $3,000;  val.  bldga.;  $2,000;  tot.  mem., 
30  vol. 

Water  Supply — Src,  wella,  %  m.  bus.  cent.;  ^ys., 
pump  to  stdp.  ft  mains;  stdp.  dim.,  IS  z  ISO,  cap. 
109,980  gala.;  mat,  iron;  res.  cap.,  450,000  gala.; 
res.  loc  $outh  Mde  city;  4  pump,  eng.,  class  comp. 
dxsp.  ft  centrif.,  cap.  day,  2,304,000  ^da.;  mains,  c 
i.;  6H  m.,  4  to  8  in.  dia.;  48  hyd.;  55  v.;  met. 
388;  pipe,  galv.  i.;  prea.,  dom.  60  lbs.,  f.  100  lbs.; 
cons,  day,  200,000  gala.;  cost  mtce.,  $3,500;  wks. 
owned  by  city. 

HIGHLAND,  p.  768;  f.  area,  H  SQ-  m.  F.  dept 
— 1  hoae  reel,  1  c  eng.,  600  ft.  hoae;  f.  al.,  bell; 
tot  mem.,  21  vol. 

Water  Supply — Src,  well  in  bus.  cent.;  aja., 
grav.;  atdp.  cap.,  50,000  gala.:  2  pump,  eng.,  cap. 
day  4,868,000  gals.;  maina.  8Vs  m.,  4  to  8  in.  dia.; 
39  hyd.,  prea.,  49  to  62  Iba.;  wka.  owned  by  city. 

HILL  CITY,  p.  988;  f.  area,  1  aq.  m.     F.  dnt. — 

1  c  eng.,  h.  ft  L  trk.,  i  hrs.;  hoae,  cot,  rub.  lined. 

rl.,    1,000    ft;    f.    aL,    bell   ft    telp.;    val.    equip.. 
1,250;    val.    hides.,    $1,500;    tot    mem.,    25    voL; 
undrs.  rating,  4^  class. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  aye.. 
grav.  ft  dir.;  atdp.  cap.,  75,000  gals.;  dim.,  22  x 
28;  mat,  atL;  1  pump,  eng.,  class  trip.,  cap.  mla. 
350  gala.;  maina,  7Vi  m.,  4  to  8  in.  dia.:  88  hyd.; 

Crea.,  dom.  50  to  55  Iba.,  f.  75  lbs.;  wka.  owned 
y  city. 

HOISINQTON,  p.  1.975;  f.  area,  1  sq.  m.;  mere 
bldga.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  prir.,  bk.  ft 
wd.,  1  ft  2  ator.;  wd.  rfs.  not  perm,  in  L  area; 
no  fwks.  ft  combt  ord. ;  causes  of  f.  inv.    F.  dept. — 

2  hoee  carts,  1  h.  ft  1.  trk.,  axes,  bara,  bodceta, 
etc.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.;  fair, 
600  ft;  tot  hose,  1,800  ft.;  f.  aL,  bell  ft  telp.; 
viaL  equip.,  $2,400;  tot  mem.,  15  vol.;  imdn. 
rating,    fourth   class. 

Water  Supply — Stc.  wella,  1  m.  bus.  cent.;  wjm., 
grav.  ft  dir.;  stdp.  cap.  132,000  gala.,  dim.  15  x 
100,  mat.  stL;  2  pump,  eng.,  class  centrif.,  cap. 
day,  446,400  gals.;  mains,  c.  L,  8  m.,  4  to  8  in. 
dia.;  54  hyd.;  prea.,  dom.  20  Iba..  f.  80  Iba.;  cooa. 
day,    160,000  gals.;    wks.  owned  by  city. 

HOLTON,  p.  2,842;  f.  area,  10  a.;  mere  bldga.. 
stn.  ft  bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.: 
wd.  rfa.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept.^ 
1  c  eng..  4  c  hand  ex..  1  h.  ft  L  trk.,  1  hose 
reel,  1  hose  wag.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd., 
1,800  ft;  f.  al.,  bell;  val.  equip.,  $4,000;  val 
bldgs.,    $3,000;   tot.    mem.,   35   vol.;    undra.  rating, 

4  \a   cla^s. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.;  aye., 
dir.  pres.;  cap.  wells.  200.000  gala.;  2  pump,  eng., 
cap.  day.  2,376,000  gala.;  mains,  iron,  7V&  m-; 
4  to  8  in.  dia.;  33  hyd.;  40  v.;  816  met.;  816 
nerv.;  pres.,  dom.  O'o  to  80  lbs.,  f.  90  to  100  !».; 
cons,  day,  150.000  gals.;  cost,  $45,000;  wks.  owned 
by  city. 

HORTON,  p.  8,600;  f.  area,  800  a.;  mere  bldgs., 
bk.,  2  ator.:  priv.,  wd.,  2  stor.;  wd.  rte.  not  perm,  is 
f.  area;  fwks.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept. — 1  h.  ft  L  trk.,  8  hose  carts;  hose,  cot.,  ratal 
lined,  gd..  1,500  ft.;  f.  al.,  telp.  ft  bell;  vaL 
equip..  $2,000;  exp.  dept  $200;  tot.  mem.,  20  voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sjrs., 
pump  to  stdp.;  stdp.  cap.,  125,000  gala.;  dim.,  12 
X  165;  loc.  155  ft  cent,  town;  mat.,  stL;  2  pnmp. 
eng.,  cap.  day,  400,000  gals.;  mains,  c  i.,  5  m.. 
4  to  10  in.  dia.;  52  hyd.;  200  met;  200  serv.; 
pipe,  galv.  i.;  pres.,  dom.  SO  lbs.;  f.  80  lbs.;  cons. 
day,  60,000  gals.;  cost,  $75,000;  coat  mtce., 
$1,000;  wks.  owned  by  city. 

HOWARD,  p.  1,168;  f.  area.  2  blocks;  ntcre 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  pxiv.,  wd.,  l\% 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt,  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  15  c  hand 
ex.,  1  hoae  cart;  hose,  cot.,  rub.  lined,  gd.,  1.000 
ft.;  val.  equip.,  $1,350;  exp.  dept.,  $200;  tot 
mem.,  20  vol. 

Water  Supply — Not  reported. 
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•  HUMBOLDT,  p.  2,648;  t  area,  640  a.;  mere, 
bldgs.,  wd.,  bk.  k  stn.,  1  ft  2  stor.;  priv.,  wd.,  2 
Btor.;  wd.  rfa.  perm.;  fwkg,  &  combt.  ord.  F.  dept. 
— 1  comb.  c.  &  h.  wair.,  2  c.  hand  ex.,  1  hoee 
wag.;  hose,  rub.  lined,  gd.,  1,600  ft.;  rub.,  gd.,  200 
ft.;  tot.  hose,  1,700  ft.;  f.  al.,  telp.  k  bell;  val. 
equip.,  18,000 ;  vaL  bldgs.,  $600;  exp.  dept.,  $100; 
tot.  mem..  28  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sya., 
pump  to  stdp.;  stdp.  cap.,  70,000  gals.;  mat.,  stl.; 
2  pump,  eng.,  class  comp.  dup.,  cap.  day  2,160,000 
gals.;  mains,  6  m.,  c.  i.,  6  to  10  in.  dia.;  62  hyd.; 
26  v.;  12  met.;  pres.,  dom.  67  lbs.,  f.  100  lbs.; 
cons,  day,  60,000  gals.;  cost,  $40,000;  cost  mtce., 
$2,600;  wks.  owned  by  city. 

HUTCHINSON,  p.  16,864;  f.  area,  2,000  a.; 
mere,  bldgs.,  stn.  &  bk.,  1  to  8  stor.;  priv.,  wd., 
1%  stor.;  wd.  rfs.  not  perm.;  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 6  c.  hand  ex.,  1  auto, 
comb,  c  eng.,  h.  ft  1.  wag.,  2  auto.  comb,  eft  h. 
wag.,  1  hose  wag.,  2  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  6,000  ft.;  f.  al.,  wh.  ft  bell;  val.  equip..  $18;- 
500;  val.  bldgs.,  $5,000;  exp.  dept,,  $12,000;  tot. 
mem.   13,  pd.  full  time;  undrs.  rating,  third  class. 

Water  Supply — Src,  welle,  H  n\.  bus.  cent; 
sys.,  pump  dir.;  4  pump,  eng.,  class  hor.  dup., 
fiap.  dav  18,000,000  gale.;  mains,  c.  i.,  45  m., 
4  to  12  in  dia.;  400  hyd.;  6'2  v.;  met.,  3,300: 
3,40r0  serv.;  pipe,  galv,  i.  ft  lead;  pres.,  dom. 
60  lbs.,  f.  1'20  lbs.;  cons,  day,  300,000  gate.;  wks. 
owned    by  priv.    Co. 

INDEPENDENCE,  p.  10,480;  f.  area,  4,000  a.; 
mere,  bldgs.,  bk.,  1  to  -5  stor.;  priv.,  bk.  ft  wd.,  1 
to  3  stoT.;  wd.  rfs.  not  perm,  in  f,  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 5  c.  hand  ex.,  1  c.  eng., 
1  comb.  c.  &  h.  wag.,  1  hose  wag.,  1  auto.  comb, 
pump,  eng.;  hoee,  cot.,  rub.  lined,  gd.,  3,500  ft.; 
inf.,  500  ft.;  tot.  hose,  4,000  ft.;  f.  al.,  telp.;  v^al. 
equip.,  $20,000;  val.  bldgs.,  $18,000;  exp.  dept., 
$5,000;  tot.  mem.  12,  pd.  full  time  6,  substi- 
tutes 6. 

Water  Supply — Src,  riv.,  1%  m.  bus.  cent.;  sys., 
dir.  pres.;  res.  cap.,  8,000,000  gals.;  6  pump,  eng., 
class  comp.  dup.  &  turbine,  cap.  day,  8,800,000 
gals.;  m-ains,  c.  i.,  19  m..  4  to  14  in.  dia.;  104 
hyd.;  75  v.;  met.,  190;  2.2.50  se^^'.;  pipe,  galv. 
i.;  pres.,  dom.  65  lbs,,  f.  100  to  130  lbs.;  cons. 
day,  1,500,000  gals.;  cost,  $220,000;  wks.  owned 
by  city. 

lOLA,  p.  9,032;  f.  area,  1  1-8  sq.  m.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fw'ks.  ord.;  causes  of  f.  inv.  F. 
dept. — 8  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  comb.  c.  ft  h. 
wag.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  3,000  ft.; 
f.  fi.,  telp.;  vaL  equip.,  $7,092;  val.  bldgs.,  $2,500; 
tot.  mem.  9.  pd.  full  time  2,  vol.  7. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
pump  dir.;  4  pump,  eng.,  class  dup.,  cap.  day 
6,000,000  gals.;  mains,  c.  i.,  16  m.,  4  to  14  in. 
dia.;  100  hyd.;  85  v.;  met.,  100;  pipe,  galv.  i.; 
pres.,  dom.  60  lbs.,  f.  120  lbs.;  wks.  owned  by 
city. 

JEWELL  CITY,  p.  839;  f.  area,  1  sq.  m.  F. 
dept. — 2  hose  carts,  1  h.  &  1.  trk.;  1  c.  eng., 
1,000  ft.  cot.,  rub.  lined,  hose;  f.  al.,  bell.;  val. 
equip.,  $1,650:  tot.  mem.,   20  vol. 

Water  Supply — Src.  artificial  lake,  in  bus.  cent.; 
cap.  lake,  30,000,000  gals.;  sys.,  grav.  &  dir. 
pres.;  stdp.  cap.,  50,000  gals.;  2  pinnp.  eng.,  cap. 
day,  82i9,200  gals.;  mains,  4  m.,  4  to  8  in.  dia.; 
40  hyd.:  prea.,  40  to  50  lbs.;  cons,  day,  12,000 
gals.;  wks.  owned  by  city. 

JUNCTION  CITY,  p.  5,598;  mere,  bldgs.,  stn.  ft 
bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1 
comb,  c  ft  h.  wag.,  4  c  hand  ex.,  1  hose  cart,  2 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,600  ft.;  f.  al., 
bell  ft  telp.;  val.  equip.,  $4,000;  val.  bldgs.,  $3,600; 
tot.  mem.  18,  pd.  full  time  2,  vol.  16;  undrs.  rating, 
third  cLiiss. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  500.000  gals.;  2  pump,  eng.,  cap. 
day  4,500,000  gals.;  mains,  14  m.,  4  to  12  In  dia.; 
97  hyd.;  84  v.;  met.,  1,400;  1,400  serv.;  pres., 
dom.  70  lbs.,  f.  120  to  126  lbs.;  cons,  day,  760,- 
000  gals.;  cost,  $100,000;  cost  mtce.,  $5,100;  wks. 
owned  by  city. 

KANAPOLIS,  p.  450;  f.  area,  1  sq.  m.  F.  dept. 
— 2  hose  carts,  1,000  ft.  hose;  f.  al.,  bell;  val. 
equip.,   .S  1,000;    tot.    mem.,    15   vol. 

Water    Supply — ^Src,    well,    in    bus.    cent.;    sys.. 


grav.;  stdp.  cap.,  60,000  gals.;  1  pump,  eng.; 
mains,  3  m.,  4  to  8  in.  dia.;  31  hyd.;  pres.,  38 
to  66  lbs.;  wks.  owned  by  city. 

KANSAS  CITY,  p.  82,881;  f.  area,  18%  sq.  m.; 
mere,  bldgs.,  bk.  ft  stn.,  2  to  4  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor,;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.;  causes  of  i.  inv.  F.  dept. — 5  auto.  comb.  c. 
ft  h.  wag.,  8  auto,  chief's  car.,  3  str.,  2>6  c.  hand 
ex.,  1  h.  ft  1.  trk.,  1  auto.  h.  ft  1.  trk.,  1  aer.  trk., 
1  hose  wag.,  3  comb,  c  ft  h.  wag.,  22  hrs.;  hoee, 
cot.,  rub.  lined,  gd.,  18,800  ft.;  f.  al.,  telp.; 
tot.  mem.  109,  pd.  full  time;  undrs.  rating,  first 
class. 

Water  Supply — Src,  Missouri  riv.,  4  m.  bus. 
cent;  ays.,  pump  dir.;  stdp.  cap.,  276,000  gsls.; 
res.  cap.,  6,000,000  gate.;  7  pump,  eng.,  class 
comp.  cond.,  centrif.  ft  elec,  cap.  day  66,000,000 

?a.ls. ;  mains,  c.  i.,  117.46  m.,  4  to  30  in.  dia.; 
00  v.;  912  hyd.;  met..  6,388;  11,502  serv.;  pipe, 
lead:  pres.,  dom.  130  lbs.,  f.  170  lbs.;  cons,  day, 
9,000,000   gals.;   wks.  owned  by  Co. 

KENSINGTON,  p.  497;  f.  area,  %  aq.  m.;  mere 
bldgs.,  bk.,  stn.  ft  wd..  1  to  8  stor.;  priv.,  stn.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  h. 
ft  1.  trk.,  1  c  tk.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft.;  inf.,  600  ft.;  tot.  hose,  1,600  ft.;  f.  aL,  bell 
ft  telp.;  val.  equip.,  $2,880;  tot.  mem.  21,  pd. 
part  time  8,  toL  18. 

Water  Supply — Src.»  well,  %  m.  bus.  cent.;  sys., 
grrav.;  stdp.  cap.,  75,000  gals.;  dim.,  20  %  126; 
maL,  stl.;  2  pump,  eng.,  class  trip,  ft  dup.;  madns, 
3^  m.,  2  to  6  in.  dia.;  25  hyd.;  19  v.;  180  met.; 
140  serv.;  pres.,  dom.  50  lbs.,  f.  60  lbs.;  cons,  day, 
40,000   gals.;   cost,    $20,000;   wks.   owned  by   city. 

KINGMAN,  p.  2,670;  f.  area,  160  a.;  mere  bldgs., 
bk.,  I  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  oid.  F.  dept. — 1  c.  eng..  2 
c.  band  ex.,  1  comb,  c  ft  h.  was.,  1  hand  ladder 
trk.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  il,600  ft.; 
f.  al.,  wh.  ft  telp.;  val.  equip.,  $3,700;  val.  bldgs., 
$10,000;  exp.  dept.,  $200;  tot.  mem.  17,  pd.  full 
time  1,  vol.    16;  undrs.  rating,  fourth  class. 

Water  Supply-^rc,  spr.,  3  m.  bus.  cent.;  sy>.> 
grav.  ft  dir.  pres.;  stdp.  cap.,  70,000  gal«.;  res. 
cap.,  123,800  gals.;  2  pump,  eng.,  class  trip.,  c^. 
(lay  864,000  gals.;  mains,  c  i.,  5  m.,  4  to  10  in. 
dia.;  42  hyd.;  30  %.;  660  met.;  660  serv.;  pres., 
dom.  60  lbs.  f.  130  lbs.;  cons,  day,  225,000  gals.; 
wks.  owned  ny  city. 

KINSLEY,  p.  1,800;  f.  area,  2  so.  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  hand  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  f.  al.,  bell; 
val.  equip.,  $1,900;  tot.  mem.,  82  vol. 

Water  Supply — Src,  3  wells,  %  m.  bus.  cent.; 
sys.,  grav.;  stdp.  cap.,  180.000  gals.;  dim.,  16  x 
120;  mat.,  stl.;  res.  cap.,  720,000  galf;.;  2  pump, 
eng.,  class  comp.  dup.,  cap.  day  720,000  gals.; 
mains,  C  m.,  4  to  10  in,  dia.;  39  hyd.;  22  v.; 
210  met.;  250  serv.;  pres.,  dom.  40  lbs.,  f.  100 
lbs.;  cons,  day,   80,000  gals.;   w^ks.   owned  by  city. 

KIOWA,  p.  1,620;  f.  area.  1  sq.  m.  F.  dept. — 
1  h.  ft  1.  trk.,  2  c  hand  ex.,  10  buckets,  1  hose 
wag.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  1,400  ft.; 
f.  al.,  wh.  ft  telp.;  tot.  mem.,  14  vol.;  undrs.  rating, 
fourth  class. 

Water  Supply — Src,  Medicine  riv.,  1  m.  bus. 
cent.;  sys.,  grav.  ft  dir.;  stdp.  cap.,  70,000  gals.; 
dim.,  80  X  20;  mat.,  stL;  8  pump,  eng.,  class  comp. 
dup.  ft  trip.,  cap.  min.  1,260  gals.;  mains,  4.4  m., 
4  to  8  in.  dia.;  31  hyd.;  pres.,  dom.  60  lbs.,  f.  100 
lbs.;  corn,  day,  76,000  gals.;  wks.  owned  by  munic- 
ipality. 

KIRWIN,  p.  626;  f.  area.  %  sq.  m.  F.  dept. — 
1  h.  ft  1.  trk.,  2  hose  carts,  1,000  ft.  hose;  f.  al., 
bell;   tot.  mem.,  26  vol. 

Water  Supply — -Src,  well,  in  bus.  cent.;  sys., 
grav.  ft  dir.  pres.;  stdp.  cap.,  70,000  gals.;  1  pump, 
eng.,  cap.  day  288,000  gals.;  mains,  2%  m.,  4  to 
6  in.  dia.;  23  hyd.;  pres.,  68  lbs.;  wks.  owned  by 
city. 

LA  CYGNE,  p.  967;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  stn.,  1  ft  2  stor.;  priv..  stn.,  bk.  ft  wd.,  IH 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  3 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft.; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $1,800;  val.  bldgs., 
$800;  exp.  dept.,  $240;  tot.  mem.,  16  voL 

Water  Supply — Sre,  wells,  %  m.  bus.  cent.; 
sys.,  dir.  pres.;  stdp.   cap.,   72,000   gals.;    1    pump. 
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en^.,  dua  comp.  dup.,  cap.  700  nls.  min.:  6  m. 
mains,  4  to  8  in.  dia.;  ilO  fayd.:  70  met;  86  aerv.; 
prea.,  dom.  48  lbs.,  f.  100  uw.;  coet,  $88,000; 
cost  mtce.,  $8,000;  wka.  owned  by  city. 

LA  HARPE-  p.  2,080;  f.  area,  40  a.  F.  dept. — 
hose,  cot,  rub.  lined,  id..  1,400  ft;  f.  al.,  bell; 
vaL  equip.,  $1,000;  vaL  bldgs.,  $600;  tot  mem., 
12    vol. 

Water  Supply — Src.,  Elm  creek,  2H  m.,  bus. 
eent;  fly*.,  pump  to  stdp,;  stdp.  cap.,  70,000  gala.; 
2  pump,  eng.,  cap.  884.000  gals,  day;  mains,  c 
i«t  %  to  8  in.  dia.;  80  nyd.;  12  t.;  pres.,  dom.  k 
f.,  86  lbs.;  wks.  owned  by  dty. 

LANSING,  p.  1,800.  F.  dept — 2  hand  hose 
reels,  c.  hand  ex.,  1,000  ft.  hose;  f.  al.,  wh.;  18 
vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sya., 
grav.;  res.  cap.,  2,000,000  gals.;  2  pump,  enf., 
cap.  dsy  800,000  gals.;  mains,  c.  i.,  8  m.,  8  to  10  m. 
dia.;  20  hyd.;  pres.,  dom.  46  lbs.,  f.  90  lbs.; 
cons,  day,  226,000  gals.;  cost,  $20,000;  wks. 
owned  by  state. 

LARNED,  p.  2,011;  f.  area,  040  a.:  mere,  bldgs., 
stB.,  bk.  A  wd..  2  stor.;  prir.,  atn.,  bk.  k  wd.,  1  k 
2  stor.;  wd.  ris.  not  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk..  8  hose 
car.,  1  comb.  h.  ft  c  wag.;  hose,  cot.,  rub.  lined, 

Ed.,  1,800  ft;  f.  al.,  bell;  val.  equip.,  $8,000;  vaL 
Idgs.,    $4,000;    eip.   dept,    $200:   tot    mem.,    14 
vol.;  undrs.  rating,  fourth  claM. 

Watar  Supply — Src.,  wells;  sys.,  pump  to  stdp., 
stdp.  cap.,  86,000  gals.;  dim.,  12  x  100;  2  pump, 
eng.,  cap.  day  1,600,000  gals.;  mains,  10  m.,  4  to 
12  in.  dia.;  117  hyd.;  66  v.;  met,  626;  660  serv.; 
pres.,  dom.  70  lbs.,  f.  100  lbs.;  cons,  day,  800,000 
gala.;  cost,  $60,000;  cost  mtce.,  $8,600;  wks. 
owned  by  city. 

LAWRENCE,  p.  12,874;  f.  area,  040  a.;  mere, 
bldgs.,  bk.  ft  sin.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  in  reserve,  1  comb.  h. 
ft  L  tk.  trk..  2  hose  car.,  6  hra.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  inf.,  1,000  ft;  tot  hose,  8.000 
ft.;  f.  al.,  bell  ft  wh.,  telp.  bz.;  vaL  equip.,  $10,000; 
val.  bldgs.,  $10,000;  ezp.  dept,  $8,600;  tot.  mem. 
18,  pd.  full  time  2,  pd.  part  time  11. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
grav.,  pump  to  etdp.  ft  dir.;  stdp.  cap.,  2i60,000 
gals.;  cap.  plant,  4,000,000  gals.;  2  pump,  eng., 
cap.  day  4,600,000  gals.;  mains,  c  i.,  22  m.,  4 
to  16  in.  dia.;  167  hyd.;  68  v.;  met,  1,700; 
2,660  eerv.;  pres.,  dom.  ft  f.  120  ibe.;  cons,  day, 
1,400,000  gals.;  cost,  $260,000;  cost  mtce.,  $21,- 
000;  wks.  owned  by  Co. 

LEAVENWORTH,  p.  10,808;  f.  area,  7  to.  m.; 
mere  bldge.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  ok.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  combt.  ord.;   causes  of  f.  inv.     F.  dept. — 

1  auto.  h.  ft  L  trk.,  10  c.  hand  ex.,  2  comb,  c  ft 
h.  wag..  1  hose  wag.;  hose,  cot,  rub.  lined,  gd., 
4,600  ft;  inf.,  600  ft;  tot  hose,  6,100  ft;  f. 
aL,  telp.;  vaL  equip.,  $26,000;  val.  bldgs.,  $28,000; 
exn.  dept,  $14,886;  tot  mem.  16,  pd.  full  time. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sya., 
pump  to  res.;  res.  cap.,  26,000,000  gals.;  pump, 
eng.,  class  comp.,  cap.  day  18,000,000  gals.;  mains, 
2<8  m.,  4  to  20  in.  dia.;  149  hyd.;  met,  1,800; 
2,100  serv.;  pipe,  lead  ft  galv.  i.;  pres.,  dom.  185 
lbs.,  f.  186  lbs.;  cons,  day,  4,600,000  gals.;  wka. 
owned  by  Co. 

LEBANON,  p.  800;  f.  area,  %  sq.  m.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.     F,  dept — 1  c  eng.,  1  h.  ft  1.  trk., 

2  hra.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  f.  al., 
wh.  ft  bell;  val.  equip.,  $1,600;  val.  bldgs.,  $100; 
tot.  mem.,  26  vol. 

Water  Supply — Src,  wells,  8  m.  bus.  cent.;  sys., 
grav.  ft  dir.  prea.;  stdp.  cap.,  66,000  gala.;  dim.,  19  x 
20;  mat,  sti.;  1  pump,  eng.,  class  trip.,  cap.  day 
482,000  gals.;  mains,  8H  m..  2  to  6  in.  dia.;  16 
hyd.;  pres..  dom.  40  to  45  los.,  f.  75  lbs.;  cons, 
day,  16,000  gals.;  wks.  owned  by  city. 

LIBERAL,  p.  2,100;  f.  area,  1  sq.  nu;  mere 
bldgs.,  wd.,  stn.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.  ft 
bk.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dmt — 
1  c  eng.,  2  hose  carts;  1,000  ft  cot,  rub.  fined, 
hose;  f.  al.,  wh.;  vol. 

Water  Supply — Src,  wells,  cap.  240  gals,  min.,  1 
m.  bus.  cent;  sys.,  grav.;  stdp.  eap.,  new  80,000 
gals.,  old  50,000  gals.;  dim.,  new  21  z  24,  old  22  x 


18;  mat,  new,  stl.;  old,  stl.;  4  pump.   __^., 

blued  cap.  day  846,000  gals.;  mains,  4  m.,  4  to  8 

in.  dia.;  28  hyd.;  prea.,  dom.  48  to  49  Iba.;  coat, 
$80,000;  wks.  owned  by  dty. 

LINCOLN,  p.  1,608;  f.  area,  4  blocks;  mere 
bldgs.,  stn.,  1  ft  2  stor.:  priv.,  wd.,  IH  stor.;  wd. 
rfs.  not  perm. ;  combt  ord.  F.  dept — 2  c  eng.,  1  h. 
ft  1.  trk.,  8  hose  carts;  hose,  cot,  nib.  lined,  gd.. 
1,800  ft;  f.  al.,  bell;  val.  equip.,  $1,760;  vaL 
bldga.,  $1,000;  tot  mem.,  18  vol.;  undzs.  rating, 
third  daaa. 

Water  Supply — Src,  wells:  qrs.,  pump  to  stdp., 
grav.  ft  dir.:  stdp.  cap.,  72,000  gals.;  dim.,  22  z 
28;  mat,  atl.;  2  pump,  eng.,  cap.  min.  1,050  gals.; 
20  hyd.;  mains,  SH  m**  4  to  8  in.  dia.;  met,  SCO; 
3,000  serv.;  pres.,  f.  80  to  66  lbs.;  cobs,  day,  80.- 

000  gala.;    cost,    $876,000;   cost  mtce.,    $8S,000; 
wks.  owned  by  dty. 

LINDSBORG,  p.  1,089;  f.  area,  10  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rCs.  not 
perm,  in  f.  area;  combt  ord.;  oauaea  of  f.  inT. 
F.  dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  cart; 
hose,  cot,  rub.  lined,  1,700  ft;  f.  aL,  wh.;  vaL 
equip.,  $3,300  val.  bldgs.,  $2,000;  tot  mem., 
30  voL;  undrs.  rating,  fourtii  class. 

Water  Supply — Src,  wells,  226  ft  bus.  ecnt; 
ays.,  pump  to  tk.  ft  dir.  pres.;  tk.  cap.,  8,000  gala.; 
mat,  galv.  L  ft  wd.;  rea.  cap.,  240,000  gals.;  8 
dup.  pump,  eng.,  can.  day  500,000  gals.;  maina, 
c  L,  6  m.,  4  to  8  in.  dia.  38  hyd.;  29  v.;  200 
met;  810  serv.;  pres.,  dom.  60  Iha.,  f.  100  to  110 
lbs.;  coat,  $16,000;  cost  mtce.,  $4,000  wks. 
owned  by  dty. 

UTTUE  RIVBR,  p.  800;  f.  area,  %  sq.  nu 
F.  dept. — 2  hose  carts.  1,000  ft  cot,  rub.  lined 
hose;  f.  al.,  bell  ft  telp.;  val.  equip.,  $660;  tot 
mem.,   18   vol.;  undrs.  rating  4^  daaa.     * 

Water  Supply— €rc.,  weU;  ays.,  0rav.;  atdp. 
cap.,  60,000  gals.;  2  pump,  eng.,  cap.  day  345,000 
gals.;  mains,  8  m.,  4  to  0  in.  dia;  84  hyd.;  prea., 
64  lbs.;  wks.  owned  by  dty. 

LOQAN,  p.  734;  f.  area,  1-3  aq.  m.     F.  dept — 

1  hose  wag.,  1  hose  cart,  700  ft  hose;  f.  aU,  wh. 
ft  bell;  tot  mem.,   12  vol. 

Water  Supply — Src,  2  wells,  in  bus.  cent;  aya., 
grav.  ft  dir.  prea.;  stdp.  cap.,  80,000  gals.,  dim. 
Ii6  X  l-S,  mat  stL;  H  pump,  eng.,  cfaaa  comp. 
dup.  ft  trip.,  cap  day  828,000  gals.;  mains,  c  i.. 
1'.^  m.,  4  to  6  in.  dia.;  pres.,  dom.  41  lbs.,  f. 
60  lbs.;   16  hyd.;  wks.  owned  by  city. 

LUCAS,  p.  678;  f.  area,  1  aq.  m.;  mere  bldgs., 
bk.  ft  wd.;  no  fwks.  ft  combt.  ord.  F.  d^t. — 4  hand 
hoae  carta,  1,600  ft  cot,  rub.  lined,  hoae;  f.  aL, 
bell  ft  telp.;  val.  equip.,  $1,600;  val.  bldga..  $26; 
tot.  mem.,  22  voL 

Water  Supply — Src,  wells  ft  spring,  ^  ft  %  m. 
bua.  cent;  sya.,  pump  to  atdp.;  stdp.  cap.,  60,000 
gals.;  mat,  stL;  res.  cap.,  110,000  gals.;  2  pump, 
eng.,  class  trip.,  cap.  day  02,000  gals.;  mains,  c  i., 
4  m.,  4  to  8  in.  dia.;  23  hyd;  14  v.;  140  met;  140 
serv.;  pres.,  dom.  60  lbs.,  f.  126  lbs.;  cons,  dmj, 
16,000  gals.;  wks.  owned  by  city. 

LURAY,  p.  860;  f.  area,  1  sq.  m.  F.  dept — 1 
c  eng.,  2  hoae  carts;  hose,  cot,  rub.  lined,  gd., 
700  ft.;  c,  100  ft;  tot  hoae,  800  ft;  f.  al..  bell 
ft  telp.;  val.  eouip.,  $1,470;  tot  mem.,  20  woLi 
undrs.  rating,  A%  daaa. 

Water  Supply-— Src,  wells,  M  m.  bus.  cent;  ays., 
grav.;  atdp.  cap.,  60,000  gala.;  dim.,  20  x  28; 
mat,  «tL;  1  pump,  eng.,  class  trip.;  mains.  1^  m., 
4  to  6  in.  dia.;  28  hyd.;  pres.,  dom.  60  to  06  Iba., 
f.  76  lbs.;  cost,  $20,000;  cost  mtce.,  $800;  wks. 
owned  by  dty. 

LYNDON,  p.  824;  f.  area,  Vi  sq-  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.,  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F. 
dept — 2  hose  carta,  2,000  ft  hoae;  f.  aL,  bdl; 
val.   equip.,   $1,076;  tot   mem.,   20  vol. 

Water  Supply — Src,  Slate  Creek,  1  m.  boa. 
cent;  ays.,  pump  to  stdp.;  stdp.  cap.,  60,000  gala.; 
dim.,  60  x  »8;  mat,  stL;  2  pump,  eng.,  cap.  1,600 
gals,  min.;  mains,  c  i.,  7  m.,  4  to  6  in.  dia.;  80  hyd.; 
100  met;  pres.,  dom.  65  lbs.,  f.  60  to  70  lbs.; 
cons,  day,  85,000  gals.;  cost,  $80,000;  wks.  owned 
by  dty. 

tYONS,  p.  2,071;  f.  area,  640  a.  mere  bld^k. 
bk.  ft  stn.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  S  atar.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  Old.;  oaoMS  at 
t.  not  inv.     F.  dept. — 1  c  hand  ex.,  1  h.  ft  1  trk« 

2  hose  wag.,   2   nose  car.:  hose,  oot,  nib.  lined. 
gd.,  1,400   ft;  int,   800  ft  tot  boae,   1,700  ft: 
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f.  ml.,  bell;  val.  equip.,  $3,000  val.  bldga.,  $6,000; 
exp.  dept.,  $620;  tot.  inem.»  12  vol.;  undn.  rating, 
fourth  cImb. 

Water  Supply — Sr&,  wella,  ^  m.  bus.  cent.;  ^s., 
dir.  pres.;  res.  oap.,  100,000  gals.  8  pump,  eng., 
elasa,  dup.  A  almp.;  cap.  day,  1,000,000  gale.; 
mains,  c.  1.,  0%  m.;  4  to  8  in.  dia.;  68  nyd.; 
20  T.;  4  met.;  610  aerr.;  pipe,  galv.  i;  prea.,  dom. 
40  Iba..  f.  120  Iba.;  cons,  day,  160,000  gala.;  wka. 
owned  oy  dty. 

iMdCUNE,  p.  786;  f.  area.  ^  aq.  m.  F.  dept — 
2  hand  hoae  reels,  1,000  ft  noee;  f.  aL,  bell  & 
telp.;  val.  equip.,  $1,800;  tot.  mem.,  24  vol.; 
undrs.    rating,    4^    class. 

Water  Supply----Src.,  well;  ays.,  grav.  ft  dir.; 
stdp.  csf).,  60,000  gals.;  2  pump,  eng.,  cap.  day 
648,000  gala.;  mains,  2  2-8  m.,  4  to  8  in.  dia.; 
82  nyd.;  pres.,  48  lbs.;  cone,  day,  60,000  gala.; 
wks.  owned  by  city. 

MoPHERSON,  p.  8,646;  f.  area,  100  a.;  mere, 
bldgs.,  stn.  ft  bk.,   1  to  8  stor.;  priv.,  bk.  ft  wd., 

1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept.-— 1  comb, 
c.  ft  h.  wag.,  5  c.  hand  ex.,  1  hose  wag.,  1  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  inf., 
600  ft.;  tot.  hose,  2,000  ft.;  f.  al.,  wh.;  vaL  equip., 
$4,600;  val.  bldgs.,  $4,600;  ezp.  dept.,  $400;  tot 
mem.,   18  vol. 

Water  Supply — Src.,  8  deep  wells. 

MADISON,  p.  721;  f.  area,  ^  so.  m.     F.  dept. — 

2  hand  hose  reels;  600  ft.  hose;  ral.  equip.,  $1,070; 
f.  al.,  bell;  tot.  mem.,  80  vol. 

Water  Supply — Src,  well,  in  bus.  cent;  sys.,  grav. 
ft  dir.  stdp.  cap.,  50,000  gals.;  2  pump,  eng.; 
cap.  day  482,000  gals.;  mains,  8H  m.,  4  to  8  m. 
dia.;  88  hyd.;  pres.,  60  to  66  lbs.;  wks.  owned  by 
city. 

MANHATTAN,  p.  6,722;  f.  area,  8  sq.  m.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  comb, 
h.  ift  1.  trie,  ft  hose  wag.,  1  hose  cart,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,800  ft;  f.  al.,  bell  ft  elec; 
val.  equip.,  $6,000;  val.  bldgs.,  $9,000;  ezp.  dent, 
$1,000;  tot.  mem.  10,  pd.  full  time  2,  vol.  8;  unars. 
rating,  fourth  class. 

Water  Supply — Src.,  wella,  1  m.  bus.  cent;  qra., 
pump  to  res.  ft  dir.;  res.  cap.,  690,074  gals.;  dim.* 
12  z  62  z  62;  mat,  stn.  ft  cone;  2  pump,  eng., 
class  comp.,  cap.  day  1,600,000  gals.;  maina,  c.  ft 
galv.  i.,  10  m.,  4  to  10  in.  dia.;  68  hyd.;  62  v.; 
met,  600;  660  serv.;  pipe,  galv.  i.;  pres.,  dom.  80 
to  90  lbs.,  f.  96  lbs.;  cons,  day,  500,000  gals.;  cost, 
$62,000;  cost  mice.,  $8,000;  wks.  owned  by  city. 

MANKATO,  p.  1,800;  f.  area,  ^  sq.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt 
ord.  F.  dept. — 2  hand  hose  reels,  1  h.  ft  L  trk.,  8 
ladders,  2  pikes,  1  az,  10  pails,  1,000  ft  new 
hose,  600  ft  old  hose;  tot.  hose,  1,600  ft;  f.  aL, 
bell  ft  telp.;  val.  equip.,  $1,400;  tot  mem.,  16  vol. 

Water  Supply — Src,  wells,  1  m.  bua.  cent;  sys., 
grav.  ft  dir.;  stdp.  cap.,  67,000  gals.;  dim.,  12  z 
80;  mat,  iron;  2  pump,  eng.;  mains,  4  to  8  in. 
dia.;  86  hyd.;  prea.,  48  Iba.;  wks.  owned  by  mu- 
nicipal!^. 

MARION,  p.  1.841;  f.  area,  640  a.;  bldgs.,  stn. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm.  F.  dept — 1  h. 
ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  f.  al.,  bell  ft  wh.;  tot  mem.,  17  vol.; 
undrs.   rating,   fourth   class. 

Water  Supply — Src,  well,  H  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  42,000  gals.;  dfin., 
20  z  20;  mat,  sti.  ft  wd.;  2  pump,  eng.,  class  oomp. 
ft  h.  d.,  cap.  day  2.000,000  gala.;  maina,  wrt  i.,  6 
m.,  4  to  12  in.  dia.;  62  hyd.;  20  v.;  200  serv.; 
pipe,  galv.  i.;  prea.,  dom.  60  to  60  lbs.,  f.  60  to 
140  lbs.;  cons,  day,  200,000  gala.;  coat,  $66,000; 
coat  mtce.,  $6,000;  wks.  owned  by  Go. 

MARYSVILLE,  Marshall  Co.,  p.  2,260  f.  area, 
1  sq.  m.;  mere,  bldgs.,  bk.  ft  stn.,  1  to  8  stor.; 
priv.,  bk.,  stn.  ft  wd.,  1  to  2H  stor.;  wd.  rfs.  not 
perm.;  fwks.  &  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  comb,  c  ft  h.  wag.,  1  auto.  comb,  trk., 
1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,800  ft  inf.,  450  ft;  tot  hose.  2,260  ft; 
f.  al.,  bell;  val.  equip.,  $3,000;  val.  bldgs.,  $5,500; 
tot.  mem.,  40  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells,  M  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  67,760  nls.;  dim.,  10  z 
100;   mat,  stl.;   8   pump,  eng.,   class   comp.,  cap. 


day  1,760,000  gals.;  mains,  c  1.,  6^  m.,  4  to  10 
in.  dia.;  64  hyd.;  22  v.;  met,  76;  188  serv.;  pipe, 
&  i.;  pres.,  dom.  86  lbs.,  f.  100  lbs.:  cost,  $60,000; 
cost  mtce.,  $2,000;  wks.  owned  by  Co. 

MEDICINE  LODGE,  p.  1,229;  1  area,  6  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd..  1  ft  IH 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hose  cart:  hose, 
cot,  rub.  lined,  akI.,  600  ft.;  L  aL,  telp.  ft  alec.,  1 
bz.;  val.  bldgs.,  $1,000;  tot  mem.,  16  voL 

Water  Supply — Src,  creek;  sys.,  grav.  ft  dir.;  res. 
can.,  276.000  gala.;  2  pump,  eng.,  cap.  min.  872 
gals.;  mains,  4vi  m.,  4  to  8  in.  dia.;  80  hyd.;  16 
v.;  116  serv.;  pres.,  dom.  20  to  40  lbs.,  f.  00  lbs.; 
wks.  owned  l^  city. 

MILTONVALE,  p.  1,200;  f.  area,  600  a.  F. 
dept. — 2  hose  carts,  1  c  eng.;  hose,  cot,  rvA). 
lined,  gd.,  1,000  ft;  f.  aL,  bell;  val.  equip.,  $1,700; 
vaL  Dldgs.,  $50;  voL 

Water  Supply — Src,  2  wells,  in  bus.  cent;  sys., 
dir.  pres.;  stdp.  cap.,  50,000  gals.;  2  pump,  eng.; 
cap.  day,  288,000  gals.;  maina,  6  m.,  2  to  6  in.  dia.; 

21  hyd.;  21  v.;  70  aerv.;  70  met;  pres.,  dom.  ft  f., 
60  lbs.;  cons,  day,  20,000  gals.*  cost,  $86,000; 
cost  mtce.,   $1,000;   wks.   owned  by   dty. 

MINNEAPOLIS,  p.  1,895;  f.  area.  100  a.;  mere 
bldgs.,  bk.  ft  stn..  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.  F.  dcot — 8  hose  car., 
1  ladder  trk.;  hose,  cot.,  rub.  lined,  gd.,  1,800 
ft:  f.  al.,  bell  ft  telp.;  vaL  equip.,  $8,'5O0;  vaL 
bldgs.,  $6,000;  ezp.  drat,  $160;  tot  mem.,  60 
vol.;  undrs.  rating,  foxutn  class. 

Water  Supply — Src,  well,  %  m.  bus.  cent;  sys., 

riv.,  pump  to  stdp.;  stdp.  cap.,  219,000  gsJa.; 
pump,  eag.,  dass  comp.  dup.  ft  dup.;  cap.  day, 
2,804,000  gals.;  mains,  6  m.,  4  to  10  in.  dia.; 
64  hyd.:  2«  v.;  500  met;  pres.,  dom.  46  B>b., 
f.  126  Ids.;  cons,  day,  100.000  gals.;  cost,  $92,> 
000;  cost  mtce..  $3,000;  wks.  owned  by  dty. 

MOLINE,  p.  808;  f.  area,  H  sq.  m.  F.  dept — 1 
b.  ft  1.  trk.,  1  hose  reel.  1  c.  eng.;  750  ft  hose; 
f.  al.,  bell;  v<aL  equip.,  $1,400;  tot.  mem.,  20  voL 

Water  Supply — Src,  well,  in  bus.  cent;  sys.; 
grav.  ft  dir.  pres.;  stdp.  cap.,  60,000  gals.;  1  pump, 
eng.,  class  trip.,  cap.  day  216.000  gals.;  mains,  c 
i.,  1.68  m.,  4  to  8  in.  dia.;  22  hyd.;  pres.,  46  to 
52  lbs.;  wks.  owned  by  city. 

MOUND  CITY,  p.  698;  f.  area,  820  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;   causes  of  f.  inv.     F.  dept. — 2  str., 

1  comb,  c  ft  h.  wag.,  1  h.  ft  1.  trk.,  1  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  900  ft;  f.  al.,  elec.  2  bz.; 
vaL  equip.,  $1,500;  val.  bldgs.,  $300;  ezp.  dept, 
$1,000;  cot.  mem.,  16,  pd.  part  time  10;  vol.  6; 
undrs.  rating,  4H   claas. 

Water  Supply— Src,  Sugar  Ck'eek.  ^  m.  bus. 
cent;  eye.,  grav.  ft  dir.  pres.;  1  res.,  cap.,  126.000 
gals.  2  pump,  eng.,  class  dup.  cap.  day,  1,015,- 
200   gals.;   mains,  c  L.   5H   m.,   4   to  6  in.   dia.; 

22  hyd.;  pres.,  dom.  ft  f.  60  to  66  lbs.;  wks.  owned 
by  city. 

MULBERRY,  p.  997;  f.  area,  %  sq.  m.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  hand 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell:  vol.;  undrs.  rating,  4Vi   class. 

Water  Supply — Src,  wells,  800  ft  bus.  cent.; 
e>'8.,  grav.  ft  dir.  pres.;  res.  cap.,  100,000  gals.; 
etdp.  cap.,  60,000  gals.;  dim..  20  x  25;  mat,  stl.; 

2  pump.  eng..  class  comp.  dup.;  cap.  Hay,  1,000.- 
000  gals.;  mains,  c  i.,  2H  m.,  2  to  8  in.  dia.;  2i5 
hyd.;  34  v.;  47  met;  281  serv.;  pres.,  dom.  60 
lbs.,  f.  145  lbs.;  cons,  day,  60,000  gals.;  cost, 
$30,000;   cost  mtce.,   $2,800;   wks.  owned  by  city. 

MULVANE,  p.  1,000.  F.  dept. — 4  c  ez.,  1  e. 
eng.  with  160  ft  of  c  hose,  2  hose  reels,  1  h.  ft  L 
trk.,  eztension  ladders,  hooks,  azes,  ftc;  1,000  ft. 
cot.,  rub.  lined,  hose;  f.  aL.  telp.  ft  wh.;  vaL  equip., 
$2,386;  tot  mem.,  86  vol. 

Water  Supply — Src,  wells.  %  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  50,000  gals.;  1  pump,  eng.,  claas 
trip.,  cap.  350  gals,  min.;  mains,  c.  L,  4  m.,  4  to 
8  in.  dia.;  35  hyd.;  pres.,  dom.  45  to  50  lbs., 
f.  160  lbs.;  CODS,  day,  100,000  gals.;  cost,  $80,- 
000;  wks.   owned  by  city. 

NATOMA,  p.  600;  f.  area,  %  aq.  m.  F.  dept. — 
2  hose  carts,  4  ladders.  1,000  ft.  hose;  f.  aL,  bell; 
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val.  eqiiip.,  $1^00;  tot  mem.,  24  voL;  undra. 
rating.    4  H    class. 

Water  Supply — Src.,  well;  Bys.,  grar.;  etdp.  cap., 
50,000    gala.;    1    pinnp.    eng.;    cap.    day,    dl'C.OOO 

gals.;  mains,  c.   i.,   2   4-5   m.;   4  to  6  in.   dia.;   29 
yd.;  pres.,   47  lbs.;  cons,  day,  25,000  gals.;  wks. 
owned  by  city. 

NE0DE8HA,  p.  2,872;  f.  area,  100  a.;  mere, 
bldgs.,  bk.  &  stn.,  1  ft  2  stor.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.; 
causei  of  f.  inv.  F.  dept. — 1  auto.  comb,  c  k  h. 
wag.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  S  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  8,500  ft.;  f.  aL,  Qamewell.  elec. 
k  telp.;  val.  equip.,  $6,700;  val.  bldgs.,  $8,600; 
tot.  mem.,  81  vol.;  undrs.  rating,  third  class. 

Water  Supply— ^Src.,  riv.,  H  ni.  bus.  cent.;  res. 
cap.,  2,000,000  gals.;  ays.,  pump  dir.,  8  pump, 
eng.;  class  comp.  dup.;  cap.  day,  8,260,000  gals.; 
mains,  wrL  i.,  8.6  m.,  4  to  8  in.  dia.;  50  nyd.; 
30  v.;  80  met.;  pres.,  dom.  60  lbs.,  f.  125  lbs.; 
oost,  $40,000;  coat  mtce.,  $8,000;  wks.  owned  by 
city. 

NEWTON,  p.  7.862;  mere,  bldgs..  stn.  k  bk..  2  k 

3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2 
c.  hand  ex.,  1  h.  ft  1.  trk.,  1  comb.  c.  ft  h.  wag..  1 
hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined,  4,000  ft; 
f.  al.,  bell  ft  telp.;  val.  equip.,  $8,745;  val.  bldgs., 
$900:  exp.  dept,  $1,800;  tot  mem.  8,  pd.  full  time. 

Water  Supply — Src.,  wells,  8  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  686,000  gals.;  dim.,  80  x 
126;  mat.  iron;  res.  cap.,  400,000  gals.;  loc  near 
pump,  sta.;  2  pump,  eng.,  class  dup.,  cap.  day 
4.000,000  gals.;  mains,  c  i.,  26  m..  4  to  12  in. 
dia.;  126  hyd.;  14  v.;  met,  860;  1,200  serv.;  pipe, 
gal  v.  i.;  pres.,  dom.  60  lbs.,  f.  160  lbs.;  cons,  day, 
1,000,000  gals.;  cost.  $400,000;  cost  mtce.,  $7,000; 
wks.  owned  by  city. 

NICKERSON,  p.  1,196;  f.  area,  820  a.;  mere 
bldgs.,  bk.,  2  stor.;  wd.  rfs.  or  cem.  not  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
1  hand  eng.,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined. 

fd.,     860    ft;    val.    equip.,    $1,200;    val.    bldgs., 
1,000;  exp.  dept,  $30. 
Water  Supply — Src,  wells  ft  cisterns. 

NORTON,  p.  1,787;  f.  area,  200  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk..  2  stor.;  wd.  rfs. 
noi  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  4  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  2,000  ft.;  f.  al.,  bell;  val.  equip., 
$2,500;  val.  bldgs.,  $1,000;  tot  mem.,  86  vol. 

Water  Supply — Src,  wells,  1,200  ft.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap..  84,500 
gals.;  dim.,  12  x  100;  mat,  stl.;  res.  cap.,  20.- 
000,000  gals.;  loc  on  hill  above  city;  5  pump, 
eng.,  cap.  day  3,000,000  gals.;   mains,  c  1.,  6  m., 

4  to  12  in.  dia.;  39  hyd.;  50  v.;  3S0  scrv.;  380 
met.;  pres.,  dom.  60  lbs.,  f.  110  lbs.;  con«.  day, 
200,000  grals-;  cost,  $72,000;  cost  mtce.,  $4,800; 
wks.  owed  by  city. 

OAKLEY,  p.  760;  f.  area,  IH  so.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd./  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  hose  carts,  2 
hose  reels;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft; 
f.  al.,  telp.  ft  bell;  val.  equip.,  $1,000;  tot  mem., 
12  vol. 

Water  Supply — Src.  wells,  1  m.  bus.  cent;  sys., 
dir.  pres.;  stdp.  cap.,  70,000  gals.;  dim.,  20  z  22; 
mat,  stl.;  2  pump,  eng.,  cap.  day  216,000  gals.; 
mains,  4  m.,  4  to  8  in.  dia.;  86  hyd.;  pres.,  dom. 
45  to  60  lbs.,  f.  76  lbs.;  wks.  owned  by  city. 

OBERLIN,  p.  1,167;  f.  area,  H  eq.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  8  stor.;  priv.,  bk.  ft  wd..  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  i.  inv.  F.  dept. — 8  hose 
carts,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd., 
1,100  ft;  f.  al.,  telp.  ft  bell;  val.  equip.,  $2,000; 
tot.  mem.,  25  vol.,  pd.  $1  per  f.;  undrs.  rating, 
class  4%. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
grav.  ft  dir.;  stdp.  cap.,  86,000  gals.;  dim.,  12  x 
100;  mat,  stl.;  5  pump,  eng.,  cap.  day  2,469,600 
gals.;  mains,  8  m.,  4  to  12  in.  dia.,  c  i.;  hyd.,  32; 
pres..  dom.  60  to  70  lbs.,  f.  100  lbs.;  cons,  day, 
17,000  gals,  in  winter,  127,000  in  summer;  wks. 
owned  by  city. 

OLATHE,  p.  3,272;  f.  area,  12  sq.  m.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.   dept. — 1   auto.    comb.    c.   &   h.    wag.,    2    c    hand 


ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1,850  ft.;  f.  al.,  bell  ft  telp.; 
val.  equip.,  $6,600;  val.  bldg^..  $2,000;  exp.  dept.. 
$431;  tot  mem.   10,  pd.  full  time  1,  vol.  9. 

Watar  Supply — Src,  surface  water  ft  spr.;  agrsn 
pump  dir.  pres.;  stdp.  cap.,  100,000  pals.;  ren.  cap.. 
86,000,000  gals.;  2  pump,  eng.,  class  dup.,  cap. 
mia  7)50  gala.;  mains  Id.^  m.,  2  to  8  in.  dia.;  M 
hyd.;  16  v.;  met,  410;  serv.  pipe,  lead  ft  iron; 
pres.,  dom.  65  lbs.,  f.  90  to  120  lbs.:  cost  $30,- 
000;   cost  mtce.,  $2,000;  wks.  owned  by  city. 

ONAGA,  p.  800;  f.  area,  H  sq.  m.;  mere  bldgs., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv..  bk.  ft  wd..  1  ft 

2  stor.;  wd.  rfs.  not  perm,  in  i.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  hand 
pump,  1  c  eng-,  2  hand  hose  carts;  hose,  cot, 
rub.  lined,  gd.,  1,600  ft;  f.  al.,  bell;  vol. 

Watar  Supply — Src,  creek,  1  m.  biia.  cent;  aya., 
grav.;  stdp.  cap.,  60,000  gals.;  dim.,  25  z  16; 
mat,  stl.;  1  pump,  eng.,  class  trip.,  cap.  day  SS,- 
800  gals.;  mains,  8  m.,  4  to  6  in.  dia.;  23  hyd.; 
prea.,  dom.  60  to  66  lbs.,  f.  60  to  65  lbs.;  wks. 
owned  by  city. 

OSAGE  CITY,  p.  2,482;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.. 
1  ft  2  stor.;  wd.  rfs.  not  perm.;  combt  ord.  F. 
dept. — 1  c.  eng.,  4  c  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  wag.,  1  hose  cart;  hoec;  cot,  rub.  lined,  gd., 
1,200  ft;  inf.,  700  ft;  tot  hose,  1,900  ft;  f.  aL. 
wh.  ft  telp.;  val.  equip.,  $3,500;  val.  bldgs., 
$5,000;  exp.  dept,  $500;  tot.  mem.,  13  vol.;  undrs. 
rating,  third  cliuss. 

Watar  Supply — Src.  artificial  rca.;  sys.,  grav. 
ft  dir.;  stdp.  cap.,  70,000  gals.;  mat,  stL;  dun.,  SO 
z  23;  2  pump,  eng.,  class  trip.,  cap.  day  1,182,000 
gals.;    1    elec    centrif.    pump,    cap.    day    1,296,000 

fals.;  mains.  10  m.,  4  to  10  in.  dia.;  mat,   e.  L: 
2  hyd.;  33  v.;  350  met.;  350  serv.;  pres.,  dom.  3S 
to  47  lbs.,  f.  160  lbs.;  wks.  owned  by  city. 

OSAWATOMIE,  p.  4,046;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  IH  ator.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  c  eng.,  6  c.  hand  ez.,  1  h.  ft  L  trk., 
1  hose  wag.,  1  hose  car.;  hoae,  cot,  rub.  lined,  gd.. 
1,400  ft;  rub.,  gd.,  100  ft;  tot.  hose,  1,600  ft; 
f.  al.,  bell  ft  wh.,  val.  equip.,  $2,490;  val.  bldgs.. 
$6,000;  exp.  dept,  $22.25;  tot.  mem.,  22  vol.; 
undrs.  rating,  fouoth  class. 

Water  Supply — Src,  riv.,  6  blocks  boa.  cent; 
sys.,  pump  dir.;  res.  cap.,  2,050,000  gala.;  loc  at 
station;  4  pump,  eng.,  cap.  day,  600,000  gals.; 
mains,  c  i.,  6H  m.,  4  to  10  in.  dia.;  55  hyd.;  26 
v.;  211  met;  89  serv.;  pipe,  gal  v.  i.  ft  lead;  prea.. 
dom.  60  lbs.,  f.  60  to  160  lbs.;  cons,  day,  500.000 
gals.;  cost,  $48,026;  cost  mtce.,  $6,000;  wksL 
owned  by  city. 

OSBORNE,  p.  1,666;  f.  area,  800  a.;  mere 
bldgs.,  stn.  ft  Dk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1  supply 
wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  600 
ft;  inf.,  600  ft;  tot  hose.  1,200  ft;  f.  al.,  bell; 
val.  equip.,  $1,200;  val.  bldgs.,  $1,600;  exp.  dept. 
$2,000;  tot  mem..  25  vol.;  undms.  rating,  fourth 
class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys..  class  dup.  ft  trip.,  pump  dir.;  stdp.  cap., 
82,000  grals.;  2  pump,  eng.,  cap.  day,  684,000 
gals.;  mains,  3  m.,  4  to  6  in.  dia.;  SO  hyd.; 
met.,  66;  150  serv.;  pipe,  iron;  pres.,  dom.  40  lbs., 
f.  40  to  100  lbs.;  cons,  day,  60,000  gals.;  cost 
$18,000;  cost  mtce.,  $1,200;  wks.  owned  by  dty. 

OSKALOOSA,  p.  851;  f.  area,  4  blocks;  mere 
bldg^.,  bk.  ft  stn.,  2  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  hand 'eng.,  1  c.  eng.,  1  h.  ft  1.  trk., 
1  hose  car.;  hose,  cot.,  rub.  lined,  gd..  400  ft;  inL, 
150  ft.;  tot  hose,  550  ft.;  f.  al.,  bell;  val.  equip., 
$1,700;  %al.  bldgs.,  $2,000:  exp.  dept,  $300;  tot 
mem.,   14   vol.;   undrs.  rating,   third   class. 

Water  Supply — Src,  cisterns,  600  bbls.  each. 

OSWEGO,  p.  2,817;  mere  bldgs.,  bk.,  1  ft  3 
stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  ris.  not  perm, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 13  hand  ez.,  2  hose  reels;  hose,  cot,  nri>. 
lined,  gd.,  1,500  ft;  f.  al.,  elec,  2  bz.;  val.  equip.. 
$4,000;  val.  bldgs..  $6,000;  exp.  dept,  $260;  tot 
mem.,  16  vol. 

Water  Supply — Src,  riv.,  \  m.  bua.  cent.;  tn^ 
pump   to   stdp.    ft   dir.;    stdp.    cap..    85,000    gals.; 

3  pump,    eng.,    cap.    day    1,500,000    gala.;    maina. 
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8  m.,  4  to  10  in.  dia.;  74  hyd.;  28  v.;  $00  serr.; 
pipe,  galv.  i.;  pres.,  dom.  40  to  60  lbs.,  f.  140  to 
150  lbs.;  cons.  day.  800,000  «Qb.;  coat,  $70,000; 
coat  mtce.,  $8,000;  wka.  owned  by  Co. 

OTTAWA,  p.  7,650;  f.  area,  1,600  a.;  mere, 
bldgs.,  bk.  k  stn.,  1  to  8  ator.;  priv.,  bk.,  atn.  k 
wd.,  1  &  2  8tor.;  wd.  rfa.  not  penn.  in  f.  area; 
fwka.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
atr.,  1  h.  ft  L  trk.,  1  c.  eng.,  2  c.  band  ex.,  2  hoae 
wag.,  1  hose  cart,  4  hrs.;  bose,  cot,  rub.  lined,  gd., 
2,000  ft.;  fair,  600  ft.;  tot.  hose,  2,600  ft.;  f.  ai,, 
telp.;  val.  equip.,  $6,000;  val.  bldgs.,  $6,200;  cxp. 
dept,  $2,271;  tot  mem.,  17,  pd.  full  time  2,  pd. 
pert  time  1,  14  vol.  ^ 

Water  Supply— Src.  Marias  Des  Cygnes  rir.; 
•ys.,  dir.  prea.;  res.  cap.,  6,000,000  gals.;  stdp. 
cap.,  60,000  gala.;  2  pumps,  class  comp.  dup.,  cap. 
2,000,000  gsM.;  mains,  17  m.,  4  to  10  in.  dia.; 
128  hyd.;  prea..  dom.  65  to  75  lbs.,  f.  110  lbs.; 
1,000  serv.;  cons,  day,  800,000  gals.;  cost,  $125.- 
000;   wks.   owned  by   city. 

OXFORD,  p.  660;  f.  area,  %  «q.  m.     F.  dept— 

1  hand  hose  reel,   2   c.   eng.,   600   ft  hose;   f.   al., 
bell;  voL 

Water  Supply — Ore,  wells,  in  bus.  cent;  sys., 
grav.;  stdp.  cap.,  50,000  gals.;  1  pump,  eng., 
cap.  day  216,000  gals.;  mains,  8  m.,  4  to  6  in. 
dia.;    27   hyd.;   wks.   owned  by   city. 

PAOLA,  p.  8,207;  f.  area,  800  a.;  mere,  bldn., 
stn.  k  bk.,  1  to  8  stor.;  priTv  stn.,  bk.  k  wd.,  IH 
stor.;  wd.  rfs.  not  perm.  In  f.  area.  F.  dept. — 1 
hand  h.  k  1.  trk.,  1  hose  wag.;  hose,  cot,  rub. 
lined,  gd.,  1,200  ft;  f.  al„  bell  k  wh.;  val.  equip., 
$1,600;  tot.  mem.,  14  vol. 

Water  Supply — Src,  creek;  vys.,  pump  to  res., 
to  stdp.  k  dir.;  stdp.  cap.,  96,000  gals.;  res.  cap., 
2,000,000  gals.;  2  pump,  eng.,  claas  comp.,  cap. 
day  2,000,000  gals.;  mains,  7^  m.,  4  to  10  in. 
dia.;  78  hyd.;  pres.,  dom.  56  Iba.,  f.  120  lbs.;  wks. 
owned  by  city. 

PAASOiNS,  p.  18,600;  f.  sa-ea,  2,560  a.;  mere, 
bldgs..  bk..  1  to  6  stor.;  priv..  wd..  1  &  2  stor.; 
wd.  rfs.  not  perm,  in  f.  airea;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  2  auto, 
comb.  c.  ft  h.  wag.,  7  c.  hand  ex.,  1  auto.  aer.  trk.; 
hose,  cot,  rub.  lined,  gd.,  4,000  ft;  f.  al.,  Game- 
well  sys.,  24  bx.;  val.  equip..  $17,000;  vaL  bldgs., 
$8,000;  exp.  dept,  $10,000;  tot  mem.  1>2,  pd. 
full  time  10,  pd.  part  time  2. 

Water  Supply — Src.,  rir.,  0  m.  bus.  cent;  ays., 
grav.  k  dir.  pres.;  atdp.  cap.,  876,000  gala.;  res. 
cap.  17,000,000  gala.,  4  pump,  eng.,  cIsbb  croas- 
oomp.,  comp.  dup.  k  trip.,  comb.  c^.  day  8,2'83,- 
OOO  gels.;  mains,  c.  i.,  2i8  m.,  4  to  14  in.  dia.; 
161  hyd.;  60  v.;  met,  2,200;  2,700  acrv.;  pipe, 
lead  k  galv.  i.;  pres.,  dom.  60  lbs.,  f.  120  lbs.; 
cons,  day,  2,500,000  gals.;  coat,  $270,000;  wks. 
owned  by  priv.  Co. 

PAiRYSVILLE,  p.  2,260;  f.  «rea,  1  sq.  m.;  mere, 
bldgs.,  stn.,  bk.  k  wd.,  1  to  8  ator.;  priv.,  bk. 
k  wd.,  1  k  2  ator.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  k  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
3  hand  hcee  carts,  1  in  reserve,  1  hand  h.  k  1. 
trk.;  hose,  rub.  lined,  gd.,  2,200  ft;  linen  lined, 
400  ft.;  tot  hose,  2,600  ft;  f.  al.,  bell;  val.  equip., 
$2,575;  tot.  mem.,  40  vol.;  undrs.  rating,  fourth 
class. 

Water  Supply— €rc.,  well  k  river,  4%  blocks 
bus.  cent.;  aya.,  grav.  k  pump  to  atdp.;  atdp.  cap., 
60,000  gals.;  dmi.,  10  x  100;  mat,  iron;  8 
pump,  eng.,  cla^s,  comp.,  dup.  k  trip.;  cap.  day, 
2.279,080  gals.;  mains,  c.  i.,  7^  m.;  4  to  10  in. 
dia.;  57  hyd.;  pres.,  dom.  70  lbs.;  f.  90  lbs.; 
cons,   day  125,000  gals.;  wka.  owned  by  priv.   Co. 

PEABODY.  p.  1,416;  f.  area,  %  aq.  m.;  mere 
bldgs.,  stn.,  2  stor.;  priv.,  wd.,  2  star.;  wd.  rfs.  not 
perm.;  fwks.  k  combt  ord.  F.  dept. — 2  hose  car.; 
hose,  rub.,  gd.,  900  ft;  800  ft.  in  reserve;  tot. 
hose,  1,200  ft.;  f.  al.,  bell;  val  equip.,  $1,700; 
v«l.  bldgs.,  $6,000;  tot.  mem.,  16  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.;  res.  cap.,  60,000  gals.; 

2  pump,  eng.,  class,  trip.;  cap.  day,  482,400  gala.; 
maina,  c.  i.,  8  m.,  4  to  8  in.  dia.;  40  hyd.;  met, 
1;  65  eerv.;  pres.,  dom.  60  lbs.,  f.  60  lbs.;  cons. 
day,  20,000  gala.;  cost,  $20,000;  coat  mtce.,  $500; 
wkis.  owned  by  city. 

PHIL>UiPSdl>RQ,  p.  <1.802;  f.  area,  2,400  a.; 
mere,  bldgs.,  bk.,  cem.  k  stn.,  1  &  2  ator.;  priv., 
wd.,  IH  stor.;  wd.  rfs.  not  perm.;  fwka.  k  combt. 
ord. ;  causes  of  f.  inv.    F.  dept — 1  h.  k  1.  trk. ;  hose. 


cot.,  rub.  lined,  gd.,  1,850  ft;  f.  al.,  bell;  val. 
equip  $1,200;  val.  bldgs.,  $100;  tot.  mem.,  21  vol. 
Water  Supply — Src,  wells;  sys.,  pump  to  stdp.  k 
dir.;  stdp.  cap.,  103,680  gals.;  2  pump,  eng.,  cap. 
day  1,000,000  gals.;  mains,  c  i..  6^/6  m.,  2  to  6  in. 
dia.;  30  hyd.;  10  v.;  met.  6;  111  serv.;  pres., 
dom.  afo  lbs.,  f.  35  to  100  lbs.;  coat,  $40,000; 
cost   mtce.,   $3,000;   wks.   owned   by   city. 

ui/'"'"''"??*^?^/  P-  14.766;  f.  area,  4  sq.  m.;  mere 
bldgs.,  bk.  k  iron,  1  to  4  stor.;  priv.,  wd.  k  bk., 
1  &  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h. 
k  1.  trk.,  6  c  hand  ex.,  2  hoae  wag.,  8  bra.;  hoae, 
cot,  rub.  lined,  gd.,  8,000  ft;  inf.,  800  ft;  tot 
hoae,  8,800  ft;  f.  aL,  Qamewell  k  telp.,  8  bx.; 
viU.  equip.,  $9,155;  val.  bldgs..  $11,000;  tot  mem. 
1'2,  pd.  full  time  1.1,  vol.  1.;  undrs.  rating,  third 
das-i. 

Water  Supply — Src,  well,  2  blocks  bus.  cent.; 
aya.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.; 
res.  cap.,  2,500,000  gals.;  loc,  at  station;  8  pump, 
enif..  cap.  day  5,^60,000  gala.;  mains,  c  i.,  4<9.»6 
m.,  4  to  12  in.  dia.;  282  hyd.;  480  v.;  met,  1,091; 
4,402  sen.;  pipe,  galv.  i.  k  lead;  prea.,  dom.  46 
lbs.,  f.  .'110  lbs.;  cons,  day,  1,250,000  gala.;  cost 
$sai,O00;  wkjj.  owned  by  city. 

PLAIN VILLE,  p.  1,090;  f.  area.  1%  sq.  m.; 
mere,  bldgs.,  bk.  ft  wd.;  no  fwks.  k  combt.  ord.  F. 
dept— 8  liose  carts.  1  c  eng.,  1,600  ft  cot.,  rub. 
lined,  hose;  f.  aL,  wh.  k  telp.;  vaL  equip.,  $2,350; 
vaL  bldgs.,  $600;  tot  mem.,  28  voL 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gals.;  mat,  stL;  1  pump,  eng., 
class  trip.;  maina,  6%  m.,  2  to  6  in.  dia.;  27  hyd.; 
pres.,  dom.  47  lbs.,  f.  125  lbs.;  wks.  owned  by 
city. 

PLEASANTON,  p.  1,878;  f.  area,  160  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  k 
wd.,  1  to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  cauaes 
of  f.  inv.  F.  dept. — 2  hose  wag.;  hose,  rub.,  gd., 
1,000  ft;  inf.,  400  ft;  tot  hose,  1,400  ft;  f.  al., 
telp.  &  bell;  vaL  equip..  $1,300;  vaL  bldgs.,  $2,600; 
exp.  dept,  $200;  tot  mem.,  12  voL 

Water  Supply — Src,  lake,  1%  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  160,000  gals.;  loc. 
cent  city;  1  pump,  eng.,  class  dup.,  cap.  day  60,- 

000  gals.;  mains,  c.  i.,  4  m.,  4  to  8  in.  dia.;  54 
hyd.;  7  v.;  18  met.;  prea.,  dom.  50  lbs.,  f.  60 
lbs.;  cons,  day,  40,000  gals.;  cost  $82,000;  cost 
mtce.,    $1,200;    wks.   owned   by   city. 

PRATT,  p.  8,302;  f.  area,  100  a.;  mere  bldgs., 
bk.  k  stn.,  1  to  3  stor.;  priv.,  wd.,  1  k  2  stor.; 
wd.  rfs.  perm,  in  f.  area;   fwka.  ord.     F.   dept. — 

1  comb.  c.  k  1.  trk.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  700  ft;  f.  aL,  telp.  k  bell;  val.  equip., 
$3,000;  vaL  bldgs..  $6,000;  tot  mem.,  15,  pd. 
full   time   1,   vol.    14. 

Water  Supply — Src,  wells,  4  blocks  bus.  cent.; 
sy«.,  pump  to  stdp.;  stdp.  cap.,  150,000  gala.; 
mat.,  «tl.;  2  pump,  eng.,  cap.  day,  120,000  gala.; 
mains,  c.  i.,  8  m.,  4  to  6  in.  dia.;  96  hyd.;  46 
v.;  met,  450;  500  serv.;  prea.,  dom.  60  lbs.,  f. 
75  lbs.;  cons,  day,  100,000  gala.;  coat  mtce., 
$8,500;  wks.  owned  by  city. 

(PROTECTION,  p.  400;  f.  area,  1  aq.  m.  F. 
dept. — 2  hose  carts,  1,000  ft.  cot,  rub.  lined  hose; 
v«L  equip.,  $1,150;  tot  mem.,  31  voL;  undra. 
rating,  4^  class. 

Water  Supply — Src,  well;  aya.,  grav.  k  dir.; 
atdp.  cap.,  60,000  gals.;  1  pump,  eng.,  cap.  day 
172,800  gala.;  mains,  c.  L,  2.6  m.,  4  to  8  in.  dia.; 
22  hyd.;  prea.,  53  to  65  lbs.;  wka.  owned  by 
cit.v. 

ROSEDALE^p.  6,960;  f.  area,  4  sq.  m.t  mere 
bldgs.,  stn.,  bk.  k  wd.;  wd.  rfa.  perm.  F.  dept — 
1  comb,  hose  k  ladder  trk.;  hose,  cot,  rub.  lined, 
ed.,  1,500  ft;  inf.,  500  ft;  tot  hose,  2,000  ft; 
f.  al.,  telp.;  exp.  dept,  $250;  tot  mem.,  8  voL; 
undrs.  rating,  third  class. 

Water  Supply— Src,  creek  k  wells  (supplied  by 
Kansas  Gi^,  Mo.,  Waterwks.);  sys.,  pump  to 
mains;  maina,  c.  L,  25  m.,  4  to  8  in.  dia.;  187 
hyd.;  275  v.;  met,  1,460;  1,491  serv.;  pres.,  dom. 
k  f.  40  to  1<15  Iba.;  cons,  day,  625,000  gals.; 
cost,  $95,000;  cost  mtce.,  $3,600;  wka.  owned  by 
city. 

RUSSELL,  p.  1,692;  f.  area,  160  a.;  mere 
bldgs.,  stn.  k  wd.,  1  to  8  ator.;  priv.,  stn.  k  wd., 
t  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 2  c 
eng.  on  wis.,  2  hand  hoae  reels.  4  c  hand  ex.,  1 
h.   ft  L  trk.;   hose,   rub.,   gd.,   1,000   ft;   c,   gd., 
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800  ft.;  tot.  hose,  1,800  ft.;  f.  al.,  bell;  val.  equip., 
$8,000;  vaL  bldgs.,  $2,500;  tot.  mem.,  60  vol. 

Water  Supply — Src,  creek.  2%  m.  bus.  cent.; 
eys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  dim., 
20  X  80;  mat.,  stl.;  8  pump,  eng.,  cap.  day  1,728,- 
000  gals.;  res.  oap.,  100,000,000  gals.;  mains, 
c,  i.,  7  m.,  4  to  8  in.  dia.;  40  hyd.;  160  sen'.; 
pres.,  dom.  50  lbs.,  f.  125  lbs.;  wks.  owned  by 
city. 

SABETHA,  p.  1,768;  f.  area,  12  a.;  mere  bldgs., 
wd.,  bk.  &  stn.,  1  &  2  stor.;  prir.,  wd.,  I  k  t 
stor.;  wd.  rfs.  not  perm.;  fwks.  &  combt.  ord. 
P.  dept. — 1  c.  eng,,  1  band  eng.,  8  hose  carta, 
8  hand  ex.,  1  h.  &  1.  trk.;  hose,  cot.,  rub.  lined, 
gd.,  1,600  ft,;  f.  al.,  Gamewell,  elec,  2  bx.;  val. 
equip.,  $9,000;  val.  bldgs..  $8,000;  exp,  dept., 
$685;  tot.  mem.,  30  vol.;  undrs.  rating,  4^  class. 

Water  Supply — Src,  wells  ft  dstems  in  bus. 
cent.;  sys.,  grav.,  pump  to  res.,  to  stdp.  ft  dir.; 
res.  cap.,  200,000  gals.;  stdp.  cap.,  70,000  gals.; 
6  pump,  eng.,  cap.  day  1,440,000  gab.;  mains, 
c.  I.,  9  m.,  4  to  10  in.  dia.;  59  hyd.;  pres.,  dom. 
65  lbs.,  f.  175  lbs.;  wks.  owned  by  city. 

ST.  FRANCIS,  p.  492;  f.  area,  H  aq-  m.;  mere, 
bldgs.,  wd„  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f,  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  mv,  F.  dept. — 2  hose  carts,  1  h.  ft  L 
irk.;  hose,  cot.,  rub.  hned,  gd.,  1,000  ft.;  f.  ml., 
telp.  ft  bell;  val.  equip.,  $1,800;  tot.  mem.,  88 
vol.;  undrs.  rating,  4^  <dass. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sys., 
dir.  pres.;  1  pump,  eng.,  class  trip.,  cap.  day  860,- 
000  gals.;  mains,  c.  i.,  8  m.,  4  to  6  in.  dia.;  22 
hyd.;  12  v.;  85  met.;  105  serv.;  pres.,  dom.  40  to 
70  lbs.;  wks.  owned  by  city. 

ST.  MARYS,  p.  1,897;  mere  bldgs.,  stn.  ft  bk., 

2  stor.;  priv.,  stn.  ft  wd.,  1  stor,;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — 1  hand  eng.,  1 
comb,  c  ft  h;  wag.,  1  c  eng.,  12  c.  hand  ex.,  1  h. 
ft  1.  trk.;  hose,  cot.,  rub.  lined,  gd..  150  ft.;  rub., 

gd.,  100  ft.;  inf.,  26  ft.;  tot.  hose,  275  ft.;  f.  al., 
ell;    val.    equip.,    $1,600;    tot.    mem.,    80    voL; 
undrs.   rating,  fifth  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  «tdp.;  stdp.  cap.,  70,000  gals.;  2 
pump,    eng.,   cap.   day   432,000   gals.;   mains,    c.    i., 

3  m.,  4  to  8  in.  dia.;  55  hyd.;  12  v.;  170  met.; 
17'8  serv.;  pres.,  dom.  ft  f.,  80  to  85  lbs.;  cone, 
day,   15,000  gals.;   wks.   owned  by   city. 

SALINA,  p.  9,688;  f.  area,  2,500  a.;  mere, 
bldgs..  bk.  ft  stn.,  1  to  5  stor.;  priv.,  wd.,  2  ft 
3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  Inv.  F.  dept. — 2  auto, 
comb,  trk.,  3  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.;  hose,  cot.,  rub.  lined,  gd.,  3;000  ft.;  inf., 
2,000  ft;  tot.  hose,  5,000  ft:  f.  aL,  telp.;  val. 
equip.,  $9,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$6,000;  tot  mem.  6,  pd.  full  time;  undrs.  rating, 
third    class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  250,000  gals.;  loc  at 
station;  2  pump,  eng.,  cap.  dajr  4.000,000  gals.; 
mains,  c  i.,  18  m.,  4  to  12  in.  dia.;  148  hyd.; 
80  v.;  met,  760;  1,100  serv.;  pipe,  galv.  i.;  pres., 
dom.  43  lbs.,  f.  100  lbs.;  cost,  $200,000;  wks. 
owned  by  Co. 

SCAMMON,  p.  2,233;  f.  area,  320  a.;  mere 
bldgs..  bk.  ft  wd.,  1  ft  2  stor.;  priv..  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 276  hand  c  ex., 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,100  ft; 
inf..  400  ft;  tot  hose.  1,600  ft;  f.  al.,  bell;  vaL 
equip.,  $2,000;  val.  bldgs.,  $860;  exp.  dept,  $600; 
tot.  mem.,  24  vol. 

Water  Supply — Src,  wells;  res,  cap.,  70,000 
gals.;  wks.  owned  by  city. 

SCANDIA,  p.  750;  f.  area,  %  sq.  m.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
no  fwks.  s  combt  ord.;  causes  of  f.  inv,  F,  dept — 
2  hand  hose  reels,  1  h.  ft  L  trk.;  hose,  cot.,  rub. 
lined,  gd.,  1.000  ft.;  f.  al.,  bell;  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
grav.  ft  dir.  pres.;  stdp.  cap.,  82,000  gals.;  dim., 
16  X  26;  mat.,  stl.;  1  pump,  eng.,  class  trip.,  cap. 
day  618,400  gals.;  maina,  3  m.,  4  to  8  in,  dia.;  28 
hyd.;  pres.,  dom.  40  to  45  lbs.,  f.  75  lbs.;  wks. 
owned  by  city. 

SCOTT  CITY,  p.  918;  f.  area,  1  sq.  m.  F.  dept, 
— 2  hose  carts,  1.000  ft  hose;  f.  al.,  bell;  v<al. 
equip.,  $1,000;  tot.  mem.,  33  vol. 

Water    Supply — ^Src,    wells,    in   bus.    cent.:    sys.. 


grav.;  stdp.  cap.,  50,000  gals,;  1  pump,  eng.,  cap. 
day  288,000  gals.;  mains.  4  m.,  4  to  8  in.  dia.; 
32  hyd.;  pres..  47  to  51  lbs.;  wks.  owned  by  city, 

SCRANTON,  p,  770;  bldgs.,  1  ft  8  stor.;  wd. 
rfs.  perm.     F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk., 

1  supply  wag.,  1  hose  car.;  hose,  linen,  gd.,  600 
ft;  X.  al.,  bell;  val.  equip.,  $1,500;  val.  bldgs.. 
$1,000;  vol. 

Water  Supply — Not  reported. 

SEDAN,  p.  1,211;  f.  area,  200  a.;  mere  bldgs., 
stn,,  bk,  ft  wd,;  wd,  rfs.  not  perm.  F.  dept — 1  e 
eng.,  1  hand  h.  ft  1,  trk.,  2  hose  carts;  hose,  cot., 
rub.  lined,  gd.,  1,200  ft;  f.  al.,  bell;  vaL  equip., 
$1,200;   exp.   dept,   $150;   tot.   mem.,   16   vol. 

Water  Supply — -Src,  wells  ft  cisterns;  sys.,  pnmp 
to  stdp.;  stdp,  cap.,  117,500  gals.;  2  pump,  eng., 
cap.  day  2,246,400  gals.;  mains,  c  i,.  5.87  m., 
4  to  6  in.  dia.;  39  hyd.;  pres.,  45  to  77  lbs.; 
wks,   owned  by   city, 

SED<3WIOK,  p.  626;  f,  area.  H  sq,  m.  F, 
dept, — 2  hand  hose  carts,  1  nand  ladder  trk., 
ladders,  nozzles,  pails,  axes,  poles,  etc,  1,000  ft 
hose;   f.   al.,  bell  ft  telp.;  vol. 

Water  Supply— ^re,  wells,  in  bus.  cent;  S7«., 
grav.  ft  dir.  pres.;  stdp.  cap.,  60,000  gals.;  2 
pump,  eng.,  cap.  day  374,400  gals.;  mains,  1  m.. 
4  to  8  in.  dia.;  41  hyd.;  pres.,  58  to  60  lbs.;  wks. 
owned  by  city. 

SENECA,  p.  1,806;  f.  area,  600  a.;  mere,  bldgs., 
bk.,  stn.  ft  wd,.  2  stor,;  priv.,  bk.,  stn.  ft  wd..  1  ft 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept — 
1  c  eng..  1  h.  ft  1.  trk.,  3  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft,  fair  500  ft;  tot  hose, 
1,500  ft;  f.  al.,  wh.  ft  telp.;  val.  equip.,  $4,000; 
val.  bldgs.,  $500;  tot.  mem.,  36  vol.;  undrs.  rating, 
fourth  claf>$>. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sgrs., 
pump  to  stdp.;  stdp.  cap.,  84,000  gals.:  dim.,  12  x 
100;  mat,  stl.;  3  pump,  eng.,  class  dup.  ft  trip., 
cap.  day  4,187,000  gals.;  mains,  c.  i.,  4  m.,  4  to 
10  in.  dia.;  86  hyd.;  met,  108;  132  serv.;  pres., 
dom.  40  to  50  lbs.,  f.  76  to  85  lbs.;  cons.  d«r, 
100,000  gale.;  cost,  $8'6,000;  cost  mtce.,  ^1,800; 
wks.  owned  by  city. 

SIMPSON  p.  826;  f.  area,  80  a.  F.  dept. — 2 
hose  carts,  1,000  ft.  hose;  val.  equip.,  $1,500;  v:il 
bldgs.,   $1,000:    vol. 

Water  Supply — Src,  well;  svs.,  pump  dir.;  1 
pump,  eng.,  cap.  day  144,000  gals.;  80  hyd.;  14  v.; 
58  serv.;  mains,  1  8-5  m.;  pres.,  dom.  ft  f.  53 
lbs.;  cost,  $16,000;  cost  mtce.,  $600;  wks.  owned 
by  city. 

SMITH  CENTER,  p.  1,202;  f.  area,  620  a.; 
mere  bldgs.,  stn.,  wd.  ft  bk.,  1  ft  8  stor.;  priv., 
wd.,  2  stor.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept.— rl  00  e  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
car.;  h<we,  cot,  rub.  lined,  gd.,  1,200  ft;  vaL 
equip.,  $1,500;  val.  bldgs.,  $100;  tot  mem.,  2S 
vol. 

Water  Supply — Src.  well,  IH  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  air.:  stdp.  cap.,  96,000  gals.; 
dim.,  12  X  110;  mat,  stl.;  res.  cap.,  100.000,000 

Sals.;  loc.  1^  m.  east  town;  1  pump,  eng.,  capi 
ay  145,000  gals.;  mains,  e  i.,  6  m.,  8  in.  dia.; 
28  hyd.;  met,  180;  800  serv.;  pipe,  galv.  i.; 
pres.,  dom.  60  lbs.,  f.  180  lbs.;  cons,  day,  76,000 
gals.;  cost,  $47,000;  cost  mtce.,  $1,000;  wks. 
owned  by  city. 

SPEARVILLE,  p.  1,000;  f.  area,  85  a.  F.  dept 
— 2  hose  carts  with  hose;  val.  equip.,  $600;  vaL 
bldgs.,   $1,500;   vol. 

Water  Supply — Src,  well;  sys.,  pump  dir.;  S 
pump,  eng.,  cap.  day  48,000  srals.;  80  hyd.;  40 
v.;  pres,,  dom.  100  lbs.,  f.  225  lbs.;  cost,  $30,000; 
wks.   owned   by   city. 

STAFFORD,  p.  1,600;  f.  area.  1  sq.  m.;  mere 
bldgs.,  bk.,  cem.  ft  wd.,  1  to  8  stor.;  priv.,  bk. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept— 
1  hand  hose  cart;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft;  f.  al.,  telp,  ft  wh.;  val.  equip,,  $1,400;  vaL 
bldgs,,  $100;  tot  mem,,  12  voL;  undrs.  ratine 
4  H   class. 

Water  Supply — Src,  wells  ft  river,  1  m.  bus. 
cent;  sys,,  grav.  ft  dir.  pres.;  stdp.  cap.,  60,000 
gals.;  dim.,  20  x  20;  mat.  stl.;  2  pump,  eng.,  claca, 
comp.  ft  centrif.;  cap.  day,  1,008,000  gala.;  maina, 
e  i.,  7  m.:  4  to  8  in.  dia.;  59  hyd.;  oons.  day, 
60,000  gals.;  wks.  owned  by  city. 

STERLING,  p.  2,188;  f.  area,  600  a.;  mere 
bldga.,  bk.,   1   ft  2  stor.;  priv.,  wd.,   1  ft  2  stor.: 
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wd.  rfs.  not  perm.;  iwks.  ft  combt.  ord.;  eauses  of  f. 
inv.  F.  dept. — 1  comb.  c.  <&  h.  wag.,  1  auto,  trk., 
I   h.  ft  1.  trk.,  2  hose  car.;  hose,  cot.,  rub.   lined. 

d.,   1,500   ft.;   inf.,   300   ft.;   tot.  hose,    1.800    ft.; 

.  al.,  telp.;  val.  equip.,  $5,500;  val.  bldgs.,  $2,000; 
exD.  dept.,  $300;  tot.  mem.,  17  vol. 

Water  Supply — Src,  wellt;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  da^  2,600,000  gals.;  mains,  galv. 
L,  7  m.,  2  to  10  m.  dia.;  60  nyd.;  21  t.;  met., 
26;  826  aerv.;  prea.,  dom.  20  lbs.,  f.  80  to  160 
Iba.;  cooa.  day,  250,000  gala.;  coat,  $60,000;  coat 
mtce.,  $8,600;  wka.  owned  by  city. 

STOCKTON,  p.  1,317;  f.  area,  240  a.;  mere, 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  1^  ator.;  wd.  rfs. 
not  perm.;  fwka.  &  combt.  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  h.  ft  I.  trk.,  2  hose  carts;  hose,  oot., 
rub.  lined,  gd.,  900  ft.;  inf.,  100  ft.;  tot.  hose, 
1,000  ft.;  f.  al.,  bell;  val.  equip.,  $^1,000;  val. 
bMgii.,  $400;  tot.  mem.,  .16  vol.;  undra.  rating, 
fooirth  dass. 

Water  Supply — Src,  well,  40  roda  boa.  cent.; 
aja.,  pump  to  stdp.;  atdp.  cap.,  86,000  nUa.;  dim., 
12  X  100;  mat.,  iron;  2  pump,  eng.,  claaa  comp. 
dup.,  cap.  day  700,000  gala.;  mains,  c.  ft  vtrrt.  i.,  6 
m.,  2  to  8  in.  dia.;  27  nyd.;  met.,  860;  270'  aerv.; 

{>ipe,   wrt.   L   ft  lead;   prea.,   dom.    85   Iba.,   f.   86 
ba.;    coat,    $40,000;    coat    mtce.,    $2,600;    wka. 
owned  by  dty. 

STROMQ  OITY,  p.  762.  F.  dept. — 2  hose  carts, 
1  c  hand  ex.;  hose,  1,500  ft;  f.  al..  bell. 
.  Water  Supply— Src.,  well,  ^  m.  Sub.  cent.;  sys.. 
grav.;  res.  cap.,  70,000  gals.;  1  pump,  eng.,  cap 
Wy  210,000  galrs.;  mains,  c.  i.,  4  m.,  2  to  8  in. 
dia.;  29  hyd.;  14  v.;  35  met.;  35  serv.;  pres.,  dom. 
ft  f.,   70  lbs.;   cost,   $26,000;  wks.   owned  by   city 

ST.  PAUL,  p.  027;  mere  bldga.,  bk.  ft  stn.  F. 
dept. — 1  c.  eng.;  hose,  cot.,  rub.  lined,  gd.,  100 
ft.:  f.  al.,  bell. 

Water  Supply — Src,  wells;  no  wka. 

SYLVAN,  p.  464;  f.  area.  ^  aq.  m.  F.  dept. — 
1  c  eng.,  2  hoee  carta,  1  n.  ft  1.  trk.;  hoae,  cot., 
rub.  lined,  gd..  1,000  ft.;  c,  100  ft.:  tot.  hose, 
1,100  ft.;  f.  al.,  bell  ft  telp.:  TaL  equip.,  $1,600; 
tot.  mem.,  28  vol.;  undrs.  ratmg,  4}^  claaa. 

Water  Supply — Src,  wella,  1  m.  bus.  cent.;  ^'a., 
dir.  pres.;  stdp.  cap..  50,000  gals.;  dim.,  19  z  27; 
mat,  sti.;  2  pump,  eng.,  class  trip.,  cap.  288,000 
gals,  day;  mains,  8  m.,  4  to  6  in.  dia.;  19  hyd.; 
142  met;  4'2  serv.;  pres.,  dom.  65  to  75  lbs.,  f.  75 
lbs.;  cons,  day,  85,000  gals.;  cost,  $35,000;  cost 
mtce.,   $2,760;   wks.   owned  by  city. 

SYRACUSE,  p.  1,126;  f.  area,  200  a.;  mere, 
bldga.,  bk.,  1  to  8  ator.:  priv.,  bk.  ft  wd.,  1  to  8 
ator.;  wd.  rfa.  perm,  in  f.  area;  no  fwka.  ft  combt. 
ord.;  causes  of  f.  not  inv.  F.  dept — 2  hose  reels; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft.:  f.  al.,  bell, 
telp.  ft  wh.;  vaL  equip.,  $1,250;  val.  bldgs..  $100; 
18  vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  75,000  gals.;  dim.,  20 
X  26;  mat.,  stl.;  res.  cap.,  100,000  gal«.;  1  pump, 
eng.,  class  trip.,  cap.  day  860,000  gals.;  maina, 
3.8  m.,  4  to  8  in.  dia.;  27  hyd.;  19  v.;  134  met; 
184  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  to  65  lbs., 
f.  125  lbs.;  cons,  day,  30,000  gals.;  cost,  $30,000; 
wks.  owned  by  city. 

TOPEKA,  p.  43,684;  f.  area,  8^  sq.  m.;  mere 
hldgs.,  stn.,  bk.  ft  cone,  2  to  10  stor.;  priv.,  wd. 
ft  bk.,  2  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area: 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2 
str.,  3  auto.  comb.  c.  ft  h.  wag.,  1  auto.  comb.  c. 
ft  h.  trk.,  1  chiefs  auto.,  2  comb.  c.  ft  h.  wag.,  2 
c  eng.,  15  c.  hand  ex.,  2  h.  ft  1.  trk.  equipped 
with  motor  tractors,  1  aer.  trk.,  12  hose  reels, 
22  hrs.;  hose,  cot.,  rub.  lined,  gd.,  10,500  ft;  f. 
a  I.,  Ganiewell,  67  bx.;  val.  equip.,  $93,000;  val. 
bldgs.,  $75,000;  exp.  dept,  $60,000;  tot  mem. 
77,   pd.   full  time. 

Water  Supply — Src,  wells,  8  m.  bua.  cent;  aya., 
pump  dir.  to  mains;  3  pump,  eng.,  class,  dup.;  cap. 
day,  20,000.000  gals.;  mains,  c.  i.,  72.83  m.,  4 
to  18  in.  dia.;  633  hyd.;  618  v.;  met,  7,475; 
7,475  serv.;  pipe,  wrt.  i.  ft  lead;  pres.,  dom.  90 
lbs.,  f.  150  Ids.;  cons,  day,  2,805,539  gals.;  cost, 
$926,000;  cost  mtce.,  $40,800;  wks.  owned  by 
city. 

TURON,  p.  672;  f.  area,  1  sq.  m. ;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hose  cart, 
nozzles,   etc.;   hose,   cot.,   rub.   lined,   gd.,    600    ft; 


f.   al.,   wh.;   val.   equip.,   $700;   vol.;   undrs.   rating, 
4  ^    class. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sya., 
grav.  ft  dir.;  atdp.  oap.  50,000  gals.,  dim.  19  x 
17 H  X  9%,  mat  stL;  1  pump,  eng.,  class  dup., 
cap.  day,  604,000  gals.;  mains,  e  i.,  2%  m.,  4 
to  6  in.  dia.;  28  hyd.;  pres.,  dom.  27  to  88  Ibe., 
f.   48  Ibe.;  wks.  owned  by  city. 

VALLEY  FALLS,  p.  1,129;  f.  area,  %  sq.  m.; 
mere  bldgs.,  atn.  ft  bk.,  1  ft  2  ator.;  priv.,  wd..  2 
stor.;  wd.  rfa.  not  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  500  ft;  rub.,  gd.,  500  ft;  old,  500  ft;  tot 
hose,  1,500  ft;  f.  al.,  bell;  val.  equip.,  $1,650; 
wal.  bldgs,,  $800;  exp.  dept.  $100;  tot  mem.,  16 
vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  8  spr.;  eys.,  grav.,  pump 
to  res.  ft  dir.;  res.  cap.,  121,624  gals.;  1  pump, 
eng.,  class  trip.,  cap.  day  221,760  gals.;  mains,  c 
i.,  6  m.,  4  to  6  in.  dia.;  27  hyd.;  12  v.;  48  serv.; 
pipe,  galv.  L;  pres.,  dom.  40  lbs.,  f.  68  lbs.;  cona. 
day,  80.000  gals.:  cost,  $20,000;  cost  mtce., 
$700;  wka.  owned  by  city. 

VERMILLION,  p.  400;  f,  area,  160  a.  F.  dept — 
1  hand  eng.;  hose,  cot,  rub.  lined,  gd..  500  ft.; 
f.  al.,  bell;  vaL  equip.,  $1,000;  val.  bldgs.,  $76; 
tot.    mem.,    16    voL 

Wster  Supply— Src,  cistern;  sys.,  dir.  pres.; 
maina,  400  ft.  2H   in.  dia.:  8  hyd. 

WAKEFIELD,  p.  614;  f.  area,  1  aq.  m.;  mere 
bldgs.,  bk.,  atn.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  ft 
wd.,  1  ft  2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  hand 
hose  carts;  hose,  cot,  rub.  lined,  fair,  1,000  ft; 
f.  al.,  bell  ft  telp.;  val.  equip.,  $800;  vx)l.;  undra. 
rating,   4^   class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
ay«.,  pump  to  stdp.;  stdp.  cap.,  30,000  gals.;  mat, 
stl.;  1  pump,  eng.,  class  trip.,  cap.  day  829,200 
gals.;  maina,  e  i.,  2  m.,  4  to  6  in.  dia.;  2^2  hyd.; 
120  met;  120  eerv.;  pres.,  dom.  ft  f.,  80  Ibe.; 
cons,  day,  20,000  gals.;  cost,  $18,000;  wks.  owned 
by  city. 

WAKENNEY.  p.  888;  f.  area,  2  aq.  m.;  mere 
bldgs.,  bk.  ft  wd.;  no  fwks.  ft  combt  ord.  F.  dept 
— 2  hose  carts,  1,000  ft  cot.,  rub.  lined,  hose; 
f.  al.,  bell;  val.  equip.,  $1,050;  tot  mem.,  22  vol. 

Water  Supply — Src.  wells;  sys.,  pump  to  atdp.; 
stdp.  cap.,  80.000  gals.;  mat,  stl.;  1  pump,  eng.; 
mains,  4  ra.,  4  to  6  in.  dia.;  SO  hyd.;  pres.,  dom. 
60  lbs.,  f.  125  lbs.;  wks.  owned  by  city. 

WAMEQO.  p.  1,714;  f.  area,  640  a.;  mere  bldga., 
stn.  ft  bk.,  2  ft  8  stor.;  priv.,  wd..  8  stor.;  wd. 
rto.  not  perm.  F.  dept — 16  c  hand  ex..  1  h.  ft  1. 
trk.,  3  hose  wag.,  3  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  1,800  ft;  f.  al.,  automatic  bell  ft  wh.; 
vaL  equip.,  $2,500;  val.  bldgs..  $2,000;  tot.  mem., 
40   vol.;   undrs.  rating,   third   class. 

Water  Supply — Src,  wells,  8,000  ft  bua.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap.,  67,000  gals.;  dim., 
12  X  80;  mat.,  atl.;  2  pump,  eng.,  class  comp.  dup., 
cap.  day,  826,000  gals.;  mains,  c.  i.,  5V6  m.,  4  to  8 
in.  dia.;  42  hyd.;  14  v.;  385  met;  401  serv.;  pipe, 
galv.  i.;  pres.,  dom.  55  lbs.,  f.  100  lbs.;  cons, 
day,  100,000  gals.;  cost,  $26,000;  cost  mtce.. 
$1,500;   wks.   owned  by  city. 

WASHINGTON,  p.  1,547;  f.  area.  820  a.;  mere 
bldga.,  stn.  ft  bk.,  1  ft  2  stor.;  priv.,  stn..  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  h.  ft  I.  trk.,  24 
c  hand  ex.,  2  hoae  carta;  hose,  cot.,  rub.  lined,  gd., 
600  ft;  f.  al..  bell,  wh.  ft  elec;  exp.  dept.,  $160; 
tot  mem.,  20  voL 

Water  Supply— Src,  iTill  Oreek  Dam.,  %  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  110,000  gale.; 
dam  cap.,  50,000,000  gals.;  res.  cap.,  50,000,- 
000  gals.;  2  pump,  eng.,  oap  day  2,000,000  gala.; 
mains,  c  i.,  6  m.,  4  to  8  ii>.  dia.;  42  hyd.;  15  v.; 
200  met;  300  serv.;  pipe,  galv.  i.;  pres.,  dom.  46 
lbs.,  f.  80  to  130  lbs.;  cons,  day,  1,000,000  gals.; 
cost.  $€0,000;  cost  mtce.,  $2,500;  wks.  owned  by 
dty. 

WATERVILLE,  p.  800;  f.  area,  1  aa.  m.  F. 
dept — 2  hand  hose  carta,  2  c  carts,  1  ladder  wag.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  f.  aL,  beU  ft 
telp.;  vaL  equip.,  $1,400;  tot  mem.,  22  vol.; 
unars.  rating,  4Vi   claaa. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sys., 
grav.;  stdp.  cap.,  75,000  gals.,  dim.  16  x  26, 
matl.,  stl.;  1  pump,  eng.,  cap.  day  504,000  gala.; 
mains,  c  i.,  2%   m.,  4  to  8  in.  dia.;  20  hyd.;  16 
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T.;  40  met;  89  serv.-  pres.,  dom.  57  lbs.,  f.  64  lbs.; 
COM.  day,  3,000  nte.;  cost,  $20,000;  coet  mtce., 
$600;  wk«.  owned  by  city. 

WAVERLY,  p.  800;  f.  area.  1^  aq.  m.;  mere 
bldgs.,  atn.  k  wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd., 

1  ft  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwlca. 
ft  oombt.  ord.;  causea  of  f.  inv.  F.  dept. — 1  band 
hoae  reel,  1  h.  ft  1.  trie,  8  band  ex.;  hoee,  eot.,  rub. 
lined,  grd.,  760  ft.;  f.  al.,  telp.  ft  bell;  vaL  equip., 
9750;  yal.  bldga.,  $160;  tot.  mem.,  21  vol. 

Water  Supply — Src,  well,  1  m.  bua.  cent.;  ^ya., 
grav.;  atdp.  cap.,  88,000  gala.;  dim.,  16  z  26; 
mat.,  atl.;  res.  cap.,  200,000  gala.;  1  pump,  eng., 
claaa  comp.   dup.,   cap.   day   062,400   sala.;   maina, 

2  m.,  2  to  6  in.  dia.;  IS  hyd.;  prea.,  aom.  46  Iba., 
f.  100  to  12<5  Iba.;  cona.  day,  10,000  gale.;  wks. 
owned  by  city. 

WEIfi,  p.  2,280;  f.  area,  200  a.;  mere  bldga., 
bk.,  1  to  8  ator.;  priv.,  wd.,  1  to  2  ator.;  wd.  rfs. 
perm.;  fwka.  ft  combt.  ord.;  caueee  of  f.  inv.  F. 
dept. — 4  hoae  carta;  hose,  cot,  rub.  lined,  gd.,  000 
ft;  inf.,  1,100  ft;  tot  hoee,  2,000  ft.;  f.  al.,  beU; 
val.  equip.,  $1,600;  ezp.  dept,  $60;  tot  mem.,  48 
vol.;   undrs.   rating,   fourth   claes. 

Water  Supply — Src.,  wella;  aya.,  pump  to  rea.,  to 
atdp.  ft  dir.;  atdp.  cap.,  60,000  gala.;  rea.  cap., 
760,000  gala.;  1  pump,  eng.,  class  dup.,  cap.  day 
1,4>4 0,000  gals.;  mains,  5  m..  2  to  8  in.  dia.;  29 
hyd.;  20  ▼.;  78  serv.;  pres.,  dom.  40  lbs.,  f.  100  to 
150  Iba.;  coet,  $85,000;  coet  mtce.,  $2,000;  wks. 
owned  by  Co. 

WELLINGTON,  p.  7,084;  f.  area.  18  a.;  mere 
bldga.,  atn.  ft  bk.,  1  to  8  ator.;  priv.,  atn..  bk.  ft 
wd.,  1  to  8  ator.;  wd.  rfa.  not  perm.;  fwka.  ft 
oombt  ord.;  cauaea  of  1  Inr.  F.  dept — 2  c  hand 
ex.,  1  b.  ft  L  trk.,  1  comb,  e  ft  h.  wac.,  2  hoae 
reela,  1  e  cart,  2  bra.;  hoae.  cot,  rub.  lined,  gd., 
1,700  ft;  old,  800  ft;  tot  hoae,  2,600  ft;  f.  al., 
bell  ft  telp.;  vaL  eoulp.,  $8,000;  ezp.  dept,  $786; 
tot  mem.  6,  pd.  full  time  2,  pd.  part  time  8. 

Water  Supply — Sre.  creek  ft  wella,  1  m.  boa. 
cent;  ays.,  gniv.  dir.  k  pump  to  atdp.;  atdp.  cap., 
160,000  gab.;  mat,  atl.;  aim.,  22  z  100;  loc. 
centrally;  rea.  cap.,  888,400  gala.;  loc.  1  m.  town; 
8  pump.  eng..  daaa  comp.  dup.  ft  trip.,  cap.  1,276 
gals,  min.;  maina,  16  2-8  m.,  4  to  10  m.  ola.;  100 
hyd.;  42  v.;  met,  426;  426  aenr.;  pipe,  galr.  L; 
pres.,  dom.  40  lbs.,  f.  06  to  100  Iba.;  cona.  day, 
1,760,000  gala.;  oost,  $40,000;  wka.  owned  laj 
city. 

WEST  MINERAL,  p.  1,700;  f.  &rea,  2  aq.  m.; 
mere,  bldga.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  ama; 
fwka.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
2  hand  hose  cafts;  hoee,  cot,  rub.  lined,  gd., 
1.000  ft;  f.  aL,  bell;  vol.;  undra.  rating.  4% 
class. 

Water  Supply — Src.,  well,  1  m.  bua.  cent; 
eye.,  grav.  ft  dir.  pres.;  stdp.  cap.,  60,000  gals.; 
dim.  10  z  100;  mat,  stl.;  2  pump.  eng.  class, 
dup.;  cap.  day,  216,000  gala.;  mains,  c.  i.,  2  m.; 
4  to  6  in.  dia.;  18  hyd.;  pres.,  dom.  ft  f.  30  lbs.; 
oons.  day,  80,000  gala.;  wks.  owned  by  city. 

WICHITA,  p.  62,460;  f.  area,  20  sq.  m.;  mere 
bldgs.,   stn.,   wd.   ft  bk.,    1   to   10   stor.;    priv.,   bk. 


ft  wd.,  1  £0  3  stor.;  wd.  rfs.  not  perm.;  fwka.  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept — 2  str. 
(in  reserve),  1  auto.  comb,  e  ft  pump,  eni;.,  1  anto. 
hose  trk.,  4  comb,  e  ft  h.  auto,  trk.,  1  diief  a 
auto..  1  c.  eng.,  24  c.  hand  ex.,  1  auto.  aer.  trk. 
with  tractor,  1  auto,  trk.,  4  comb.  h.  ft  e  wag.,  6 
hose  wag.,  20  hrs.;  hoae,  cot,  rub.  lined,  gd., 
8,550  ft;  f.  al..  elee  ft  telp.,  64  bx.:  vaL  equip., 
$46,000;  val.  bldgs.,  $88,000;  ezp.  dept,  $60,000; 
tot.  mem.  50,  pd.  full  time;  undrs.  rating,  second 
class. 

Water  Supply — Sre,  wella;  aya.,  punp  dir.;  res. 
cap..  160,000  gals.;  6  pump,  eng.,  daaa  hor.,  cap. 
day  20.250,000  gala.:  maina,  121  m.,  6  to  16  in. 

dia.;  681  hyd.;  7,101  serv.;  485  v.;  met,  8.107: 
pres.,  dom.  36  to  50  lbs.,  f.  80  to  100  lbs.;  cona. 
day,  4,000.000  gals.;  wks.  owned  by  Co. 

WILSON,  p.  081;  f.  limits,  8  blodca;  mere  bldga.. 
stn.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  stn.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
ft  combt  ord.;  cauaea  of  f.  inr.  F.  dept — 1  h. 
ft  1.  trk.,  2  e  eng.  on  wla.,  10  e  hand  ex..  2  band 
hose  reels;  hoae,  rub.  lined,  gd..  1,000  ft;  rub., 
small.  200  ft;  tot  hoae.  1,200  ft;  1  aL,  bell; 
val.  equip.,  $2,800;  vaL  bldga.,  $8,000;  exp.  dept., 
$88;  tot  mem.,  41  voL 

Water  Supply — ^Sre,  wella  ft  datema:  qra.,  pomp 
to  elevated  stL  tk.;  tk.  cap.,  70,000  gala.;  8  pmnp. 
eng.,  cap.  day  676,000  gala.;  pres.,  60  Iba.;  4H  m. 
maina,  4  to  6  in.  dia.;  40  nyd.;  wka.  owned  by 
town. 

WIMFI^ELD.  p.  6,700;  f.  area,  1,600  a.;  mere, 
bldga.,  stn.  ft  bk.,  1  to  4  ator.;  priv.,  bk..  stn.  ft 
wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
1  auto.  c.  eng.,  8  c.  hand  ex.,  1  auto,  hoae 
wag..  1  hose  reel,  1  h.  ft  1.  trk..  1  comb,  e  ft  h. 
wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft; 
f.  al.,  telp.;  val.  equip.,  $4,000;  vaL  bld^,  $10.- 
000;  exp.  dept,  $2,860;  tot  mem.  6,  pd.  fall 
time  8,  pd.  part  time  2. 

Water  Supply — Sre,  riv.,  1%  m.  boa.  cent.:  aya., 
pump  to  rea.;  rea.  cap.,  2,000,000  gala.;  2  pomp, 
eng..  class  comp.,  cap.  day,  5,000,000  gals.;  mains, 
c.  i.,  26  m.,  4  to  12  in.  dia.;  178  hyd.;  141  v.; 
met,  185;  1,600  serv.;  pipe,  iron;  pres.,  dom.  65 
lbs.,  f.  120  lbs.;  cons,  day,  2,000.000  gals.;  coat 
$195,000;  cost  mtce.,  $2,500;  wks.  owned  by 
city. 

YATES  CENTER,  p.  2,024;  f.  area,  aU  town; 
mere  bldga.,  atn.  ft  wd.,  2  ator.;  ptiv.,  wd.,  2  stor.; 
wd.  rfa.  perm.;  no  fwka.  ft  oombt  oid.;  cauBca  of 
f.  inv.  F.  dept. — 1  e  eng.,  1  h.  ft  L  trk.,  2  hose 
carta,  10  hand  ex.;  hoae.  cot,  rub.  lined,  gd., 
1,150  ft;  f.  al.,  bell;  val.  equip.,  $2,480;  tot 
mem.,   24   vol. 

Water  Supply — Src,  res.  IH  m.  bus.  cent;  aye. 
pump  to  stdp.;  atdp.  cap.,  80,000  gala.;  rea.  cap.. 
600,000  gala.;  2  pump.  eng..  claaa  comp.  dup.. 
cap.  day,  864,000  gals.;  mains,  e  i.,  4  m.,  4  to 
8  in.  dia.;  41  hyd.;  103  met;  108  serv.;  pipe, 
c.  i.;  pres.,  dom.  60  lbs.,  f.  150  lbs.;  cona.  day. 
325,000  gals.;  wka.  owned  by  city. 

Places  with  a  population  of  1,000  or  more  not 
reported ;    Arma. 
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ADAIRVILLE,  p.  683;  f.  area,  4  blocks;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv..  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  penii.  in  f.  area  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  hose  reel;  hose, 
600  ft;  f.  al.,  bell  ft  firearms;  val.  equip.,  $500; 
val.  bldgs.,  $800;  tot  mem.,  25  vol.;  undrs.  rating, 
fifth  class. 

Water  Supply — Src,  spr.,  '>4  m.  bus.  cent; 
sys.,  grav.  ft  dir.  pres.;  stdp.  tap.,  86,000  gals., 
dim.  16  x  20  ft.,  mat.  metal  ft  wd.;  res.  cap., 
30,000  gals.;  1  pump,  eng.,  class  dup.,  cap.  day 
75.000  gals.;  mains,  3  m.,  IH  to  3  in.  dia.;  24 
hyd.;  6  v.;  pressure,  dom.  30  lbs.,  f.  90  lbs.; 
cons,  day,  30,000  gals.;  cost  $7,500;  cost  mtce, 
$900;   wks.  owned  by   city 

ASHLAND,  p.  8.688;  f.  area,  800  a.;  mere. 
bJdge,  bk.,  wd.  ft  stn.,  1  to  4  stor.;  priv.  mostly 
bk.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 4  c.  hand  ex.,  2  hose 
wag.,    1    comb.   c.  h.  ft  1.  wag.,   5   hrs.;  hose,  cot, 


rub.  lined,  gd.,  3,000  ft;  e,  260  ft;  inf..  1.000 
ft;  tot  hose.  4.260  ft;  f.  al.,  Oamewell;  vaL 
equip.,  $0^000:  vaL  bldga.,  $8,000;  tot  menu,  18, 
pd.  full  time  7,  pd.  part  time  6. 

Water  Supply — Src,  riv..  6  m.  bua.  cent;  aye- 
pump  to  res.;  ree  cap.,  20,000,000  gala.,  loe  on 
hill;  4  pump,  eng.,  comp.  dup.,  cap.  day  7,000.000 
gala.;  2  pumpa.,  1,600,000  gals,  cap.,  in  reserve, 
and  1,500,000-gaL  res.;  maina,  e  i.,  10  m.,  4  to 
12  in.  dia.;  146  hyd.;  met,  00;  1,740  aerv.;  pipe, 
galv.  L;  pres.,  f.,  00  lbs.;  oost,  $276,820;  coat 
mtce.,  $12,000;  wka.  owned  by  Co. 

AUQUSTA,  p.  1.787;  f.  area,  400  a.;  bldga.,  bk. 
ft  wd.,  2  stor.;  wd.  rfa.  perm.;  fwka.  ft  combt 
ord.  F.  dept — 1  hand  eng..  1  atr.,  1  hoae  car.; 
hoae.  cot,  rub.  lined,  gd..  1,200  ft;  f.  aL,  elee 
ft  wh.;   undrs.  rating,   fifth  class. 

Water  Supply — Sre,  21  cisterns;  cap..  800  bbla. 
each. 

BARBOURVILLE,    p.    1,688;    f.    area,    700    a.; 
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mere,  bidgs.,  bk.  stn.  k  wd.,  1  to  3  ator.;  priv., 
bk.  JE  wd.,  1  to  4  stor.;  wd.  vis.  not  perm,  in  f. 
area;  fwks.  A  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hose  wag.;  hoee,  cot.,  rub.  lined,  500  ft.; 
f.  al.,  bell  ds  wh.;  val.  equip.,  9800;  val.  bldgs., 
$100;  tot.  mem.,  22  vol. 

Water  Supply— -Src,  riv.,  in  bus.  cent.;  qrs., 
pump  to  res.  res.  cap.,  SoO.OOO  gals.;  2  pump, 
eng.,  cap.  day.,  482,000  gals.;  40  hyd.;  10  v.; 
15  met.;  mains,  c.  i.,  4  m.,  4  to  8  in.  dia.; 
pres.,  dom.  &  f.  135  lbs.;  coat,  $80,000;  wka. 
owned  by  private  Co. 

BARDSTOWN.  p.  2.126;  mere,  bldgs.,  bk.,  1  & 
i  stor.;  priv.,  wd.,  1  jc  2  stor.;  wd.  rfs.  not  perm.; 
fwks.  k  combt.  ord.;  causes  of  f.  inv,  F.  dept. — 
3  hose  wag.,  2  hose  car.;  hose,  cot.,  rub.  lined, 
^d.,  1,800  ft.;  f.  al.,  bell;  val.  equip.,  $5,000;  val. 
bldgs.,  $2,500;  exp.  dept.,  $1,000;  tot.  mem., 
25  vol.;  undrs.   rating,  fifth  class. 

Water  Supply— Src,  lake,  %  m.  bus.  cent.;  sys., 
pump  dir.  to  mains  k  grav.;  res.  cap.,  150,000,000 

Sals.,  loc.  north  city;  2  pump,  eng.,  class  conip. 
up.,  cap.  day  750,000  gals.;  mains,  c.  i.,  3\^ 
m.,  4  to  10  in.  dia.;  27  hyd.;  20  v.;  30  serv.; 
pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  150  lbs.; 
cost,  $26,000;  cost  mtce.,  $1,000;  wks.  owned  by 
city. 

BARDWELL,  p.  1,087;  mere,  bldgs.,  bk.,  1  &  2 
stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.;  fwks.  A 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1. 
trk.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft.;  f.  al.,  bell;  vaL  equip.,  $1,000;  tot.  mem.. 
80  vols. 

Water  Supply — Src,  wells,  Vi  m.  bus.  cent.; 
sys.,  pump  to  stdp.  Sl  dir.;  stdp.  cap.,  75,000  gals., 
dim.  10  X  85,  mat.  stl.;  res.  cap.,  40,000  gals., 
loc.  at  station;  8  pump,  eng.,  cap.  day  500,000 
gals.;  mains,  c.  I.,  2%  m.,  6  in.  dia.;  28  hyd.; 
10  v.;  250  serv.;  pipe,  galv.  i.;  pres.,  dom.  50 
lbs.,  f.  80  lbs.;  cons,  day,  40,000  gals.;  cost, 
$15,000;   cost  mtce.,  $3,000;   wks.   owned  by  city. 

BARLOW,  p.  532;  mere,  bldgs.,  bk.  k  wd.,  1  & 
2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.    are  not  inv.      F.   dept. — 1    comb.   c.   ft  h.   wag., 

1  c.  eng.,  12  c.  hand  ex.,  2  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,000  ft.;  vol. 

BEATTYVILLE.  p.   1,860;  no  f.  dept. 
Water  Supply — Src,  wells  ft  cistems. 

BELLEVUE,  p.  6,688;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  P.  dept. — 6  c.  hand  ex.,  1 
h.  ft  L  trk.,  1  hose  wag.,  1  hand  reel,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  1,400  ft.;  f.  al., 
Floyd.  15  bx.;  val.  equip.,  $4,200;  val.  hides.. 
$1,000;  exp.  dept,  $2,000;  tot  mem.,  6,  pd.  full 
time;  undrs.  rating,  second  class. 

Water  Supply — Src,  Ohio  riv.,  supplied  by  New- 
port Water  Wks.;  sys.,  grav.;  mains,  8  m.,  4 
to  10  in.  dia.;  69  hyd.;  800  v.;  met,  400;  1,300 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  80  lbs.; 
cost,  $75,000;  cost  mtce.,  $4,000;  wks.  owned 
by   Co. 

BENTON,  p.  1.000;  f.  area,  500  a.;  mere  bldgs., 
bk.,  1  to  4  stor.;  priv.,  wd.,  1  to  3  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  c.  eng.,  1.5  c.  hand  ex.,  1 
hose  car..  1  hrs.;  hose,  cot.,  rub.  lined,  gd.,  600 
ft.;  f.  al.,  bell:  val.  equip.,  $1,300;  tot  mem., 
15.  pd.  part  time;   undrs.   rating,  fifth   class. 

Water  Supply — Src.  wells  and  cistems. 

BEREA,  p.  1,510;  f.  area,  600  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area.  P.  dept. — 1  hose 
car.;  hose.  750  ft;  val.  equip.,  $1,000;  val. 
bldgs.,  $300;  exp.  dept,  $100;  tot  mem.,  60  vol.; 
undrs.  rat  ng,  fifth  class. 

Water  Supply — Src,  moimtain  spr.,  6  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  300,000  gals.;  1 
pump.  eng..  cap.  day  30,000  srals. ;  mains,  c  i., 
7  m.,  2  to  6  in.  dia.;  27  hyd.;  8  v.;  30  met;  pres., 
dom.  ft  f.  90  lbs.;  cons.  day.  15,000  gals.;  cost, 
$65,000;  cost  mtce.,  $785;  wks.  owned  by  college. 

BLOOMFIELD,  p.  352.     No  f.  dept 
Water  Supply — Src.  wells  &  cisterns. 

BOWLING   GREEN,  p.   9,173;   mere   bldgs.,  bk.. 

2  to  4  stor.;  priv..  bk.  ft  wd.,  1  to  8  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  comb,  c  ft  h.  wag., 
.1  auto.  comb.  h.  ft  L  trk.  ft  c  eng.,  1  h.  ft  1.  trk., 
1    hose   car.,    6    hrs.;    hose,    cot,    rub.    lined,    gd.. 


8,;500  ft;  inf.,  1,000  ft;  tot  hose,  4,'500  ft; 
f.  al.,  telp.;  vaL  equip.,  $il>5,000;  val.  bldgs., 
$10,000;  exp.  dept,  $Ll,0O0;  tot  mem.  11,  pd. 
full  time;  undrs.  rating,  first  class. 

Water  Supply — Src,  nv.,  1  m.  bus.  cent;  eys., 
grav.,  pump  to  res.;  res.  cap.,  1,500.000  gals.;  2 
pump,  eng.,  class  comp..  cap.  day  5,000,000  gals.; 
mains,  25  m.;  4  to  16  in.  dia.;  135  hyd.;  met, 
105;  pres.,  f.  70  to  80  lbs.;  cost,  $90,000;  cost 
mtce.,  $4,000;  wks.  owned  by  city. 

BRANDENBURG,  p.  482.  F.  dept— 1  hose 
cart:  hose.   600   ft;   tot.  mem.,   16  vol. 

Water  Supply — Sys.,  grav.  to  res.;  mains,  4  to 
6  in.  dia.;  17  hyd.;  pres..  60  to  80  lbs. 

BURNSIDE,  p.  1.117.  F.  dept— 2  hose  reeU; 
hose.  1,000  ft;  pd.  P.  dept. 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  '250,000  gals.;  8  pump. 
eng.,  class  dup.  ft  simp.,  cap.  day  4'4,00O  gals.; 
miains,  4%  m.,  4  to  6  in.  dia.;  SO  h^'d.;  1-6  v.; 
216  met;  1*63  serv.;  pipe,  galv.  i.;  pres.,  dom.  ft 
f.  60  to  135  lbs.;  cons,  day,  40,000  gals.;  wks. 
owned  by  priv.  -Co. 

CADIZ,  p.  1,005.  F.  dept — 4  hose  carts;  hose, 
1,000  ft.;  tot  mem.,  16  vol. 

Water  Supply^-^rc,  riv.,  %  m.  bus.  cent;  sys., 
pump  to  etdp.;  stdp.  cap.,  120,000  gals.;  2  pump. 
eng.,  cap.  day  240.000  grals.;  mains,  3^  m.,  2  to 
6  in.  dia.;  26  hyd.;  8  v.;  120  serv.;  pres.,  dom. 
25  to  65  lbs.,  f.  180  lbs.;  cons,  day,  50,000  to 
100,000   gals.;   wks.   owned   by  priv.   Co. 

CALHOUN,  p.  742.  P.  dept. — 1  comb,  hand 
pump  ft  c  eng. 

CAIWPBEULSVUIjE.  p.  1,206;  f.  area,  2  m.  P. 
dept — .1,500  ft.  hose;  tot  mem..  12  vol. 

Water  Supply^-«rc,  stdp.;  sys.,  grav.;  24  hyd.; 
pres.,  62  to  69  lbs.;  wks.  owned  by  priv.  eorpn. 

CARLISLE,  p.  1,293;  f.  area.  75  a.;  mere 
bldgs..  stn.  ft  bk..  1  to  8  stor.;  priv..  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng.,  50  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag., 
8  hose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,800 
ft.;  rub.,  gd.,  500  ft;  tot  hose,  2.300  ft;  t 
al.,  bell;  val.  equip.,  -$8,550;  val.  bldgs.,  $3,000; 
exp.  dept.  $825;  tot  mem..  30  vol. 

Water  Supply — Src,   14  cistems. 

CARROLLTON,  p.  1.906;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.  ft  bk.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  car.,  S 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2.500  ft.;  f.  aL, 
telp.;  vaL  equip..  $7,000;  val.  bldgs.,  $2,000;  tot. 
mem..  7,  pd.  full  time;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.,  V6  m.  bus.  cent; 
ays.,  pump  dir.;  res.  cap.,  1,000,000  gals,,  loc.  on 
hill  near  city;  1  pump,  eng.,  class  vertical,  cap. 
day,  1.000.000  gals.;  mains,  a  i.,  6  m.,  4  to  12 
in.  dia.;   40  hyd.;  22  v.;  met,  4;  600  serv.;  pipe, 

Slv.   i.;   pres.,   dom.    105   lbs.,    f.    140   lbs.;    cons, 
y,  600,000  gals.;  cost,  $27,000;  wks.  owned  by 
city. 

CATLETTSBURQ,  p.  8,520;  f.  area,  1,200  a.; 
mere  bldgs.,  bk.  ft  stn.,  2  ft  3  stor.:  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  not  inv.  P.  dept. — '1  str.,  1 
hose  wag.,  2  hose  car.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2,500  ft.;  rub.,  gd.,  600  ft;  tot.  hose, 
3.000  ft;  f.  al.,  bell  ft  telp.;  val.  equip.,  $7,500; 
val.  bldgs.,  $4,000;  exp.  dept.  $1,000;  tot.  mem., 
12,    pd.    part    time. 

Water  Supply — Src.  riv.,  1  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap..  14,000.000  gals.,  loc  1 
m.  station;  4  pump,  eng.,  class  comp.  dup.,  centrif. 
ft  triple  expan.  cond. ;  cap.  day,  14.000,000  gab.; 
mains,  c  i.,  11  m..  4  to  20  in.  dia.;  118  nyd.; 
met,  7;  pipe,  galv.  1.;  pres.,  dom.  120  lbs.;  cost, 
$372,392;   wks.   owned  by   Co. 

CENTRAL  CITY,  p.  2,545;  f.  area.  60  a.; 
mere,  bldgs..  bk.  ft  wd..  1  to  2  stor.;  priv.,  bk. 
ft  wd..  1  to  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.  F.  dept. — 2  c  hand  ex.,  S 
hose  reels;   hose.   500   ft;    20  vol. 

Water  Supply — Src.  riv.,  2%  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap..  400.000  gals.;  8 
pump.  eng..  cap.  day  200,000  gals.;  mains,  c  ft 
wrt.  i.,  4  m.,  2  to  10  in.  dia.;  15  hyd.;  met,  4: 
538  serv.;  pipe,  wrt.  i.;  pres.,  dom.  76  lbs.;  wks. 
owned  by   Co. 

CENTRAL  COVINGTON.  Fire  dept— 1  hose 
car.;  hose,  1,000  ft;  f.  al.,  bell. 
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Water  Supply — Src,  from  city  of  Covini^on. 

CLINTON,  p.  1,407;  f.  area,  860  a.;  mere, 
bidgi.,  bk.,  1  A  2  stor. ;  priv.,  bk.  k  wd.,  IVi 
■tor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  &  combt. 
ord.  F.  dept. — 1  h.  &  1.  trk.,  1  hose  wa^.,  1  hose 
car.;  hose,  cot,  rub.  lined,  gd..  800  ft;  inf.,  500 
ft;  tot  hose,  1,800  ft;  f.  al.,  wh.;  ral.  equip., 
12,000;  val.  bldgs.,  $600;  exp.  dept,  $600;  tot 
mem.,  10,  pd.  part  time. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent; 
ays.,  pump  to  res.  &  stdp.;  stdp.  cap.,  40,000  gals., 
mat  aheet  L;  res.  cap.,  60,000  gals.,  loc  12 
ft  from  wells;  2  pump,  eng.;  mams,  c.  i.,  8% 
m.,  4  to  8  in.  dia.;  24  hyd.;  pres.,  dom.  60  lbs., 
f.  126  lbs.;  cost,  $16,000;  cost  mtce.,  $1,000; 
wka.  owned  by  Co. 

CORBIN,  p.  2,580;  f.  area,  64  a.;  mere  bldgs., 
bk.  k  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  1  c.  eng.,  6  c.  hand 
ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  1  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  600  ft;  rub.,  gd.,  200  ft; 
tot  hose,  800  ft;  val.  equip..  $1,000;  exp.  dept, 
$180;  tot.  mem.,  26,  pd.  full  time  1,  vol.   24. 

Water  Supply — Src,  wells;  res.  owned  by  L.  ft 
N.  R.  R.;  hyd.  owned  by  R.  R.  Co. 

OORYDON,  p.  042.  F.  dept — 1  comb.  c.  k 
hand  eng.,  800  ft.  hose;  vol. 

COVINGTON,  p.  58,270;  f.  area,  1,405  a.;  mere, 
bldgs.,  etn.,  bk.  k  wd.,  1  to  6  stor.;  priv.,  stn., 
bk.  k  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ord.;  causes  of  f.  inv.  F.  dept. — 8  str.  (1  in 
reserve),  1  c.  eng.  on  wis.,  18  c.  hand  ex.,  1 
h.  ft  L  trk.,  2  comb.  c.  ft  h.  wag..  6  hose  wag., 
22  hrs.;  hose,  cot,  rub.  lined,  gd.,  18,260  ft.; 
c,  gd.,  400  ft.;  tot  hose,  18,650  ft;  f.  al., 
Oamewell,  106  bx.;  vaL  equip.,  $85,000;  val. 
bldgs.,  $45,000;  exp.  dept,  $86,000;  tot  mem., 
51.  pd.  full  time. 

Water  Supply — Src,  riv.,  8  m.  bus.  cent:  ays., 
pump  to  res.;  res.  cap.,  111,000,000  gals.;  2 
pump,  eng.,  dass  vertical  comp.,  cap.  day  10,000,- 

000  g«ls.;  mains,  c  i.,  48  m.,  4  to  80  in.  dia.; 
480  hyd.;  752  v.;  met,  6,078;  7,742  serv.;  pipe, 
lead;  pres.,  dom.  70  lbs.,  f.  110  lbs.;  cons,  day, 
8,042,007  gals.;  cost,  $1,118,012;  cost  mtce.,  $71,- 
260.80;  wkis.  owned  by  city. 

CYNTHlANA,  p.  8,608;  f.  area,  2  sq.  m.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 2  hand 
ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8  hose  reels,  2 
hrs.;  hoee,  cot,  rub.  lined,  gd.,  2,000  ft;  vaL 
eoroip^    $1,600;    val.    bldgs.,    $8,000;    tot    mem.. 

Water  Supply — Src,  riv..  H  m.  bus.  cent.;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  300,000  gals., 
dim.  25  x  110,  mat  eti.;  2  pump,  eng.,  class 
dup.,  cap.  day  672,000  gals.;  mains,  c.  i.,  8  m., 
4  to  10  in.  dia.;  80  hyd.;  4'5  v.;  met,  20;  425 
serv.;  pres.,  dom.  ft  f.,  00  lbs.;  cost,  $60,000;  cost 
mtce.,   $8,000;   wks.   owned  by   city. 

DANVILLE,  p.  5.420;  mere  bldgs.,  bk.  ft  stn., 
3  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c  tk.,   2  c  hand  ex.,   1  h.  ft  1.  trk., 

1  hose  reel,  1  hose  wsg.,  1  ladder  wag.;  hose.  cot. 
rub.  lined,  gd.,  2,000  ft;  c,  200  ft;  inf.,  500  ft; 
tot  hose,  2,700  ft.;  f.  al..  elec  al.  connected  with 
Telephone  Exchange;  val.  equip.,  $2,500;  val. 
bldgs.,  $2,600;  exp.  dept.,  $800;  tot.  mem..  22, 
pd.  full  time  2,  vol.  20;  undrs.  rating,  second 
class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.; 
etdp.  cap.,  )2'2i5,000  gals.;  3  pump,  eng.,  cap.  day 
4,000,000  gals.;  mains,  c  i.,  12.08  m.,  4  to  >12 
in.  dia.;  120  hyd.;  6il  v.;  met,  S60;  87.1  serv.; 
pipe,  lead;  pres.,  dom.  60  to  80  lbs.,  f.  100  Ibe.; 
cons,  day,  6<64,000  gals.;  cost,  $1*62,000;  wks. 
owned  by  city. 

DAWSON  SPRINGS,  p.  1,500;  f.  area,  20  a.; 
mere  bldgs.,  bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd.. 
1  to  8  stor.;  wd.  ris.  are  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
80  c.  hand  ex.,  2  hose  reels,  1  h.  ft  1.  trk.,  1,000 
ft  hose;  val.  equip.,  $800;  val.  bldgs.,  $250;  tot 
mem.,  26  vol. 

Water  Supply — Src,  res.;  sys.,  grav.;  14  hyd.; 
pres.,  40  to  65  lbs.;  cost,  $10,000;  wks.  owned  by 
priv.  Co. 

DAYTON,  p.  6.070;  mere,  bldgs.,  bk.  ft  wd.,  2 
ft  8  stor.;  priv.,  bk.  ft  wd.,  1  to  3  stor.;  wd.  rfs. 
perm,  in  f.  area;  causes  of  f.  inv.     F.  dept. — 8  c 


hand  ex..  2  comb.  h.  ft  1.  trka.,  1  comb,  c  ft  b. 
wag.,  1  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft; 
f.  al.,  bell,  elec,  12  Stevenson  ox.;  vaL  equip., 
$800;  val.  bldgs.,  $700;  exp.  dept,  $876;  tot 
mem.,  7,  pd.  full  time  1,  vol.  6. 

Water  Supply — Src,  Ohio  riv.;  ^ya.,  pmnp  to 
res.;  mains,  8  m.,  4  to  8  In.  dia.;  lOi  ajd.; 
300  v.;  pres.,  f.  100  lbs. 

DIXON,    p.    741.      F.    dept — 1    comb,    c    faaiid 
eng.;  bose^  400  ft;  f.  aL,  bell. 
Water  Supply — Src,  cisterns. 

DOVER,  p.  886.  F.  dept — ^Vol.,  12  men;  I  c 
eng.,  150  ft  hose. 

Water  Supply — ^Wells  ft  dsterna. 

EARLINGTON,  p.  8,081;  mere  bldgs.,  bk..  1  to 
8  stor.:  priv.,  bk.  ft  wd.,  1  to  8  stor.;  wd.  rfa.  not 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  comb,  c  ft  h.  wag.,  e.  hand 
ex.,  1  h.  ft  1.  tft.,  1  hose  wag.;  hose,  rob.  gd., 
2.000  ft;  f.  al.,  wh.;  val.  equip.,  $1,000;  vmL 
bldge.,  $8,000    tot  niem.,   10  voL 

Water  Supply — Src,  lake,  H  m.  bus.  cent.; 
sys.,  pump  to  res.  ft  dir.;  res.  cap.,  100,000  gala.; 
2  pump,  eng.,  cap.  day,  120,000  nls.;  maina,  iron, 
8  m.,  4  to  8  in.  dia.;  18  hyd.;  met,  200; 
875  serv.;  pipe,  wrt.  L;  pres.,  dom.  20  to  45  Iba.. 
f.  46  lbs.;  wks.  owned  bv  Co. 

EDDYVILLE,  p.  1,600;  f.  area,  20  a.  F.  dept — 
1  hose  cart;  vftl.  equip.,  $250;  voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  ija., 
stdp.,  loc  on  high  hill;  wka.  owned  by  city. 

ELIZABETHTOWN,  Hisrdin  Co.;  p.  1,070;  1 
area,  1  m.;  mere  bldga.,  bk.,  S  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwka.  ft  oombt  ord.;  cauaw 
of  f.  inv.  F.  dept — '1  h.  ft  1.  trk.,  2  hoee  carta; 
hoae,  cot,  rub.  lined,  gd.,  1,200  ft:  inf.,  200  ft.; 
tot.  hoae,  1,400  ft;  f.  al.,  bell  ft  telp.;  vaL  eqidp., 
$2,000;  val.  bldga..  $7,600;  tot  menu,  SO  voL; 
undra.  rating,  fourth  daaa. 

Water  Supply — Src.  spr.,  1^  m.  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  160,000 
gals.,  dim.  16  x  100,  mat.  stL;  2  pump,  eng., 
dass  dup.,  cap.  day  500,000  gals.;  mains,  c  1.. 
4H  m..  4  to  8  In.  dia.;  40  hyd.;  16  v.;  825 
serv.;  pipe,  galv.  L;  pres.,  dom.  46  lbs.,  f.  80  Iba.; 
cost,  $26,000;  cost  mtce.,  $2,600;  wks.  owned  by 
city. 

ELKTON,  p.  1,228;  f.  area,  10  a.;  mere  bldgs.. 
bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfa. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  hand  eng.;  hoae,  oot.  rub.  lined,  gd.. 
400  ft;  f.  al.,  bell;  val.  equip.,  $700;  tot  mem.. 
80  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells  ft  cistema. 

EMINENCE,  p.  1,274;  f.  area,  100  a.;  mere. 
bldge.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  2  ft  S  ator.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  eanaea  ef 
f.   inv.     F.   dept — 1   str.,   1   comb,   c  ft  h.   wag., 

1  h.  ft  1.  trk.,  2  hose  csr.;  hose,  eot,  rub.  lined, 
fd.,  1,200  ft;  inf.,  600  ft;  tot  hose,  1,700  ft; 
.  al.,  telp.;  val.  equip.,  $6,000;  vaL  bldga.,  $1,600; 

tot   mem.,   8,  pd.   full   time. 
Water  Supply — Src,  ciatems  ft  weUs. 

FALMOUTH,  p.  1,180;  f.  area.  %  m.;  mere 
bldgs.,  bk.   ft  wd.,   2   ft  8   stor.;  priv.,  bk.  ft  wd.« 

2  stor.;  wd.  rfs.  perm,  in  1  area;  fwks.  ft  oombt 
ord.;  cauaes  of  f.  inv.  F.  dept — 1  hand  ens.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  1  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,100  ft;  rub.,  gd.,  600  ft; 
inf.,  600  ft;  tot  hose,  2,200  ft;  f.  al..  beU;  val 
equip.,  $2,000;  vaL  bldga.,  $1,600;  ezp.  dept., 
$600;  tot  mem.,  il7  pd. 

Water  Supply — Src,  riv.,  \i  m.  bua.  cent;  tft^ 
pump  to  res.;  res.  cap.,  600,000  gala.,  aeooad 
res.  OH  X  101  ft.  loc  on  hlU  near  dty;  1 
pump,  eng.,  class  dup.,  cap.  day  760,000  gala.; 
mains,  4  m.,  4  to  8  in.  dia.;  28  hyd.:  150  acrr.; 
pipe,  galv.  1.;  pres.,  dom.  100  Ibe.,  f.  100  lbs.: 
cons.  day.  80,000  gals.;  coat,  $14,000;  cost  ntee., 
$1,860;  wks.  owned  by  dty. 

FLEMINGSBURQ,    p.    1,210;    f.    area,    640    a.: 

mere  bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  ator.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str..  2  hand 
eng.,  1  c  eng.,  6  c  hand  ex.,  1  h.  ft  i.  trk.,  8 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  1.700  ft: 
inf.,  800  ft;  tot  hoae,  2,600  ft;  f.  aL,  beD;  vaL 
equip.,  $0,000;  exp.  dent,  $1,000;  tot 
108  vol.;  undra.  rating,  third  class. 
Water  Supply — Src,  wells,  creeks  ft  daterae. 
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FRANKFORT,  p.  10,465;  f.  area,  600  a.;  mere, 
bldgs.,  bk.  &  w<L,  1  to  4  ator.;  priT.,  stn.,  bk.  ft 
wcL,  2  ator.;  wd.  rfa.  perm,  in  f.  area;  oombt.  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  atr.,  2  c.  hand  ex., 
1  h.  ft  L  trk.,  1  Auto.  n.  ft  1.  trk.,  2  hoae  wag.* 
4  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f. 
al.,  elec.  21  bx. ;  val.  equip.,  $5,000;  val.  bldffs., 
$10,000;  exp.  dept.,  $3,500;  tot.  mem.,  6,  pd.  full 
time. 

Water  Supply — Src,  riv..  1  m.  bus.  cent.;  ays., 
pump  to  rea.;  res.  cap.,  6,500,000  gals.;  2  pump, 
eng.,  cap.  day  11,000,000  gals.;  mains,  c.  1.,  20 
m.,  6  to  20  in.  dia.:  1*20  hyd.;  100  v.;  ntet.,  100; 
2,000  servw;  prea.,  dom.  ft  f.  il'20  lbs.;  cons,  day, 
a,600,000  gals.;  coat,  ^200,000;  cost  mtce., 
$5,000;  wka.  owned  by  Oo. 

FRANKLIN,  p.  8,068;  f.  area,  640  a.;  mere, 
bldgs.,  wd.  ft  bk.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  i^  perm.;  fwka.  ord.  F.  dept. — 1  h. 
ft  L  trk.,  8  hose  carta;  hoae,  1,500  ft.;  f.  al.,  bell; 
ft  wh.;  TaL  equip.,  $1,600;  tot.  mem.,  16,  pd. 
part  time. - 

Water  Supply — Src..  creek,  1  m.  bua.  cent; 
aye.,  pump  to  atdp.  ft  air.;  etdp.  cap.,  60,000  gals., 
dim.  25  X  80,  mat.  iron  ft  stl.;  2  pump,  eng.,  cap. 
day  600,000  gak.;  maina,  6  m.,  4  to  8  in.  dia.; 
87  hyd.;  prea.,  dom.  60  lbs.,  1  50  to  100  Iba.; 
cona.  day,  210,000  gala.;  cost,  $24,000;  coat  mtoe., 
$8,600;  wks.  owned  by  city. 

'FULTON,  p.  2,675;  f.  area,  600  a.;  mere, 
bldgs.,  bk.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm,   in  f.   area.     F.  dept. — 

1  hand  eng.,  1  h.  ft  1.  trk..  2  hose  carta,  8 
hoae  car.,  1  hra.;  hose,  cot,  ruo.  lined,  gd.,  1,000 
ft;  rub.,  gd.,  600  ft:  tot  hose,  1.600  ft;  f. 
aL,  telp.;  TaL  eauip.,  $2,000;  vaL  bldga.,  $200; 
tot.  mem.,  12  vol. 

Water  Supply — Src.,  wella,  8  blodce  bus.  cent; 
ays.,  pump  to  etdp.  ft  dir.;  atdp.  cap.,  82,600  gala., 
rea.  cap.,  28.000  gala.;  2  pomp,  csur.,  cap.  day, 
1,500,000  gais.;  maina,  c.  ft  wrt  L,  8  m.,  2  to  8 
in  dia.;  61  hjrd.;  14  ▼.;  met,  88;  878  serv.;  pipe, 

Ely.    L;    prea.,   dom.    80   lbs.,   f.    110   lb*.;    cons, 
y,    860,000    gala.;    coat,    $80,000;    ooat    mtce., 
$7,000;  wka.  owned  by  elly. 

GEORGETOWN,  p.  4,688;  f.  area,  600  a.;  mere, 
bldga.,  bk.,  2  ft  8  ator.;  priT.,  bk.,  1  ft  2  ator.; 
wd.  rfa.  perm.;  fwka.  ft  oombt.  ord.  F.  dept — 1 
comb.  c.  ft  h.  ft  1.  wag.,  1  hoae  wag.,  2  c.  ex.,  2 
hra.;  hoae,  cot,  rub.  fined,  gd.,  1,600  ft;  f.  al., 
Gamewell,  0  bx.;  vaL  equip.,  $1,400;  val.  bldn.. 
$16,000;  exp.  dept.,  $800;  tot  mem.,  8;  pd.  full 
time  1,  pd.  part  time  7;  undra.  rating,  second 
claaa.. 

Water  Supply — Src,  apr.  ft  ciatema,  1,000  ft. 
bua.  cent;  aya.,  pump  air.;  1  pump,  eng.,  cap. 
day  2,800,000  gals.;  mains,  c.  i.,  10  m.,  4  to  8 
in.  dia.;  82  hyd.;  88  v.;  800  serv.;  pres.,  dom. 
80  to  70  lbs.,  f.  100  to  135  lbs.;  coat,  $74,000; 
cost  mtce.,  $4,000;  wka.  owned  by  Co. 

GLASGOW,  p.  2,816;  mere,  bldgs.,  ironclad  ft 
bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept— 2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  cart, 

2  hoae  car.:  hoae,  cot,  rub.  lined,  gd.,  1,500 
It;  linen,  go.,  2,000  ft;  inf.,  100  ft;  tot.  hose, 
8.600  ft;  f.  al.,  bell;  val.  equip.,  $1,500;  vaL 
bldgs.,  $200;  tot  mem.,  20  voL;  undrs.  rating, 
third  class. 

Water  Supply — Src,  creek;  sys.,  pump  to  stdp.; 
atdp.  cap.,  117,000  gals.,  dim.  60  x  24,  mat 
wd.;  2  pump,  eng.,  cap.  day  500,000  gals.;  mains, 
6  m.,  4  to  8  in.  dia.;  30  hyd.;  6  v.;  met.  2; 
aerv.;  pipe,  iron;  prea.,  dom.  60  lbs.,  f.  100  lbs.; 
cons,  day  40,000  gals.;  cost,  $28,000;  cost  mtce., 
$1,200;  wks.  owned  by  city. 

GREENUP,  p.  680.  F.  dept. — 1  comb.  c.  ft 
band  eng.;  tot  mem.,  80  vol. 

Water  Supply — Src,   wella  ft   2   cisterns. 

GREENVILLE,  p.  1,604;  f.  area,  16  a.  F. 
dept. — 2  hose  carts,  2  f.  ladders,  1,000  ft.  hoae; 
val.  equip..  $1,500;  tot  mem.,  24  voL 

Water  Supply — Src,  lake;  ays.,  dir.  pnu.;  2 
pumps,  cap.  day,  600,000  gala.;  15  hyd.;  6  v.; 
maina,  10  m.;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  ooat, 
$20,000;   wka.  owned  by  private  Go. 

GUTHRIE,  p.  1,096;  f.  area,  10  a.  F.  dept— 
1  hoae  cart;   noae,    1,000   ft;   tot.   mem.,    20   voL 

Water  Supply — Src,  waterwka.  owned  by  L.  ft 
N.  R.  R.  Co.;  used  only  in  case  of  f. 

HARDINSBURG,  p.  737.  F.  dept— Hawkina 
f.  ex.;  voL 


HARRODSBURQ.  p.  8,147;  mere  bldga.,  bk.,  1 
to  8  stor. :  priv.,  bk.  ft  wd.,  2  stor. ;  wd.  rfa.  not 
perm.;  fwka.  ft  combt  ord.:  cauaes  of  f.  inv. 
F.  dept — 1  c  eng.,  1  h.  ft  1.  trk.,  2  hose  reels, 
2  hrs.;  hose,  rub.,  gd.,  1,000  ft;  inf.,  500  ft; 
tot.  hose,  1,500  ft;  f.  aL,  bell;  vaL  equip.,  $5,- 
000;  val.  bldgs.,  $6,000;  tot  mem.,  15,  pd.  ftdl 
time  1,  pd.  part  time  14;  undrs.  rating,  aecond 
dass. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  297,500  gals.,  dim. 
100  X  22 V^,  mat.  stl.;  2  pump.  eng..  class  corop. 
dup.,  cap.  day  3,000,000  gals.;  mains,  8^  m., 
4  to  12  in.  dia.;  92  hyd.;  43  v.;  met,  85;  160 
serv.;  pipe,  galv.  i.  ft  lead;  pres.,  dom.  60  to  80 
lbs.,  f.  76  lbs.;  cons,  day,  65,000  gala.:  cost. 
$80,000;   cost  mtce.,   $1,800;   wks.   owned   by   Co. 

HARTFORD,  p.  976.     No  f.  dept 
Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gala.,  dim.   12  x  15  ft 

HAWESVILLE,  p.  1,002;  f.  area,  100  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv..  bk.  ft  wd., 
1^  stor.;  wd.  rfs.  perm.;  fwks.  ora.;  causes  of 
f.  not  inv.  F.  dept. — 3  hose  reels;  hose,  cot, 
rub.  lined,  gd.,  900  ft;  rub.,  gd.,  100  ft;  tot 
hose,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,000; 
val.  bldgs.,  $500;  exp.  dept,  $50;  tot  mem.,  24. 
pd.  part  time;  undra.  rating,  fourth  class. 

Water  Supply — Src,  riv.,  1  block  bua.  cent; 
gys.,  grav.,  piunp  to  res.  ft  dir.;  res.   cap.,   1,000,- 

000  gals.,  loc  on  hill  above  town.,  2  pump,  eng., 
class  comp.  ft  dup.,  cap.  day  1,000,000  grals.; 
mains,  c  i.,  2  m.,  4  to  8  in.  dia.;  Ill  hyd.;  18 
v.;  met,  9;  160  serv.;  pipe,  galv.  i.;  pres.,  dom. 
ft  f.  .100  lbs.;  cona.  day,  100,000  gals.;  coat, 
$11,800;  coat  mtce.,  $1,200;  wka.  owned  by  Oo. 

HENDERSON,  p.  11,452;  f.  area,  2,600  a.; 
mere  bldgs.,  atn.,  bk.  ft  wd.,  1  to  -5  ator.;  priv., 
bk.«  stn.  ft  wd.,  l  to  8  stor.;  wd.  rfs.  not  perm, 
in  f.  area,  fwka.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  comb,  c  ft  h.  wag.,  .1  c  eng.,  4  c. 
hand  ex.,  1  h.  ft  1.  trk.,  8  hose  wag.,  1  hoae  car., 

1  chief's  bugtty,  8  hrs.;  hose,  cot,  rob,  lined,  gd., 
4.000  ft;  rub.,  gd.,  2,000  ft;  inf..  2,000  ft;  tot 
hoae,  8,000  ft;  f.  al..  Qameweli,  24  bx.;  val. 
equip.,  $20,000;  vaL  bldga.,  $18,000;  exp.  dept, 
$113,^500;  tot  mem.  18,  pd.  full  time;  undra. 
rating.   Ant   daaa. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  aya., 
pump  to  rea.  ft  atdp.;  atdp.  cap.,  868,000  gala., 
dim.  25  X  100.  mat  stL;  res.  cap.,  8,000,000 
gals.,  loc.  on  hill  8,000  ft.  pump,  station;  8 
pump,  eng.,  claaa  vertical,  comp.  ft  dup.,  cap.  day 
6,600,000  gals.;  mains,  c  L,  27  m.,  8  to  24  in. 
dia.;  1T8  hyd.;  216  v.;  met,  54;  2,860  aerv.; 
pipe,  ffalv.  L;  pres.,  dom.  40  lbs.,  f.  85  Iba.; 
cona.  day,  18,000,000  gala.;  coat,  $250,000;  coat 
mtce.,  $7,500;  wks.  owned  by  city. 

HICKMAN,  p.  2,736;  f.  area.  1,000  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  ok.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  Inv.  F.  dept. — 4  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  1.600  ft;  f.  al., 
bell   ft   wh.;    vsl.    equip.,   $2,500;    voL 

Water  Supply — Src,  artesian  well,  2  Mocka  bua. 
cent;  aya.,  pump  to  atdp.;  atdp.  cap.,  85,000  gala., 
dim.  10  X  60;  4  pump,  engr.,  class  comp.  dup., 
cap.  day,  1,052,000  gala.;  maina,  4  m.,  8  to  8  in. 
dia.;  85  hyd.;  6  v.;  100  met;  prea.,  dom.  90  Iba., 
f.  120  Iba.;  cons,  day,  800,000  gala.;  coat,  $86,* 
000;  cost  mtce.  $8,000;  wka.  owned  by  private  Co. 

HODGENSVILLE,  p.  744;  mere  bldgs.,  bk.  ft 
wd.,  1  ft  2  ator.;  pnv.,  bk.,  wd.  ft  cone,  1  ft  2 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 12  band  ex.,  1 
hose  cart,  1  h.  ft  1.  trk.;  hoae,  cot,  rub.  lined,  gd., 
600  ft;  rub.,  rd.,  800  ft:;  inf.,  1,000  ft;  tot  hoae, 
1,800  ft;  f.  al.,  bell;  val.  equip.,  $800;  exp.  dept, 
$50;  tot.  mem.,  13,  small  allowance  made  by  town 
to  mem. 

Water  Supply — Src,  wells,  cisterns  ft  creek. 

HOPKINSVILLE,  p.  9,419;  f.  area,  60  a.;  mere 
bldgs.,  bk.  ft  stn.,   2  ft  8   stor.;  priv.,  wd.  ft  bk., 

2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 1  str.,  35  c  hand  ex.,  8  hose  carta,  k 
hose  car.,  3  hrs.;  hose,  cot,  rub.  lined,  gd.,  700 
ft;  rub.,  gd.,  2,000  ft;  tot  hose,  2,700  ft;  f. 
aL,  telp.  ft  bell;  val.  equip.,  $7,500;  vaL  bldgs.. 
$6,500;  exp.  dept,  $2,500;  tot  mem.,  10,  pd.  full 
time  8,  pd.  part  time  7;  undrs.  rating,  aecond 
class. 

Water    Supply — Src,    riv.    ft    lake,    4    m.    town: 
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sys.,  pump  to  stdp.;  stdp.  cap.,  150,000  gale., 
dim.  16  X  100,  mat.  at!.;  res.  cap.,  175,000,000 
gala.;  3  pump,  eng.,  class  comp.  dup.  k  cross 
comp.,  cap.  day  4,000,000  gals.;  mains,  c.  i.,  19 
m.,  4  to  12  in.  dia.;  135  hyd.;  met.,  676; 
1,596  serv. ;  pipe,  galv.  i.  &  lead;  pres.,  dom.  95 
lbs.,   f.    100   lbs.;   wks.   owned  by   Co. 

JUNCTION  CITY,  p.  747.  F.  dept. — Buckets; 
r.  al.,  firearms;  vol. 

KUTTAWA,  p.  889.  F.  dept. — 2  hose  carts; 
hose.   1,000   ft.;   f.    al.,  bell  k  telp. 

water  Supply — Src,  lake;  sys.,  pump  to  res.; 
res.  cap.,  196,000  gals.;  2  pumps,  cap.  day,  200,- 

000  gals.;  pres.,  80  lbs. 

ILA  GRANGE,  p.  1,152.  F.  dept.^1  chief* 
auto.,  5  c.  hand  ex.,  1  hose  wag.,  1  gta.  eng.; 
hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  inf.,  600  ft; 
tot.  hose,  2,000  ft.;  f.  al.,  telp.;  val.  equip.,  $4,000; 
val.  bldgs.,  $2,000;  exp.  dept.«  $500;  tot.  mem., 
22,  pd.   full   time   1,   vol.    21. 

Water  Supply— ^rc,  cisterns. 

LANCASTER,  p.  1,507;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  &  8  stor. ;  priv.,  bk.  &  wd.,  1% 
k  2  stor.;  wd.  rfs,  not  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  in  v.  .  F.  dept. — 1  c.  eng.  on  wis.,  1 
h.  k  I.  trk.,  1  hose  wag.,  1  comb.  c.  k  h.  wag.; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  rub.,  ga., 
100  ft.;  tot.  hose,  1,100  ft.;  f.  al.,  bell;  val. 
equip.,  $2,000;  val.  bldga.,  $2,500;  tot.  mem.,  10, 
pd.  full  time. 

Water  Supply — Src.,  lake,  1%  m.  bus.  cent.; 
ays.,  pump  dir.  to  mains;  res.  cap.,  26,000,000 
gals.;  2  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  c.  i.,  4M  m.,  4  to  8  in.  dia.;  40  hyd.;  13 
v.;  met,  11;  100  scrv.;  pipe,  galv.  i.;  pres.,  dom. 
40  lbs.,  f.  160  lbs.;  cost,  $30,000;  cost  mtce., 
$2,600;  wks.  owned  by  city.     • 

LATONIA,  p.  1,882:  mere  bldgs.,  wd.  F.  dept 
— 1  h.  &  1.  trk.,  1  nose  car.,  1  comb,  wag.,  2 
hand  reels.  2  hrs.;  hose,  1,500  ft;  f.  al..  Game- 
well;   2  pd.  men. 

Water  Supply — Not  reported. 

LAWRENCEBURG,  p.    1,723;   mere,   bldgs.,   bk., 

1  &  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.; 
fwks.  k  combt.  ord.;  cause  of  f.  inv.  F.  dept. — 1 
comb.  c.  k  h.  wag.,  2  hrs.;  hoee,  cot,  rub.  lined, 
gd.,  1,000  ft;  f.  al..  bell;  vol. 

Water  Supply — Src,  wells  k  river;  sys.,  pump 
to  stdp.;  stdp.  cap.,  60,000  gals.;  res.  cap.,  212,- 
000  gals.;  8  pumps;  mains,  8H  n*.. ,  1%  k  6 
in.  dia.;  38  hyd. 

LEBANON,  p.  8,077;  f.  area,  1,920  a.;  mere, 
bldgs.,  bk.  k  stn..   2  k  3  stor.;   priv.,  wd.  k  bk., 

2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord. 
F.  dept — 1  hand  eng.,  1  h.  ^  1.  trk.,  8  hose  car.; 
hose,  cot,  rub.  lined,  gd..  2,000  ft;  f.  al.,  telp.; 
val.  equip.,  $2,500;  vaL  bldgs.,  $8,000;  exp.  dept, 
$350;  tot.  mem.,   20,  pd.   full  time  1,  voL   19. 

Water  Supply — Src,  riv.;  ays.,  pump  to  res.; 
res.  cap.,  1.000,000  gals.;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  1.000,000  gals.;  mains,  c.  i., 
12  m.,  4  to  12  in.  dia.;  45  hyd.;  44  v.;  met, 
50;  275  serv.;  pres..  dom.  120  lbs.,  f.  126  lbs.; 
cost,  $72,000;  cost  mtce.,  $4,000;  wks.  owned  by 
city. 

LEXINGTON,  p.  85,099;  f.  area,  6^  sq.  m.; 
mere,  bldgs.,  bk.,  2  to  15  stor.;  priv.,  bk.  k  wd.,  2 
k  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  oauses  of  f.  inv.  F.  dept— •!  auto, 
str.,  1  auto.  comb.  c.  k  h.  wag.,  1  auto.  aer.  trk., 
10  c.  hand  ex.,  1  h.  &  1.  trk.,  1  hoee  wag.,  4  comb, 
c.  k  h.  wag.,  10  hrs.;  hose,  cot,  rub.  lined,  gd., 
9,200  ft;  rub.,  gd.,  4,000  ft;  tot.  hose,  13.200 
ft;  f.  al.,  Oamowell,  62  bx.;  val.  equip.,  $40,000 ; 
val.  bldgs.,  $26,000;  exp.  dept,  $50,000;  tot. 
mem.  43,  pd.  full  time. 

Water  Supply — Src,  impounding  res.,  8  m.  bus. 
cent,  and  creek;  sys.,  pump  dir.;  res.  cap.,  1,860,- 
000  gals.,  loc  3  m.  east  city;  4  pump,  eng.,  cap. 
day  12,000,000  gain.;  mains  (triplicate  mains  from 
pump,  station  in  city),  c.  i.,  82  2-5  m.,  4  to  24 
in.  dia.;  648  hyd.;  850  v.;  met,  6,565;  7.808 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  120  lbs.; 
cons,  day,  2,800,000  gals.;  wka.  owned  by  priv.  Co. 

LOUISA,  p.  1,856.  F.  dept. — 2  hose  carts; 
hose,   500  ft;   tot.  mem.,   28  toL 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys., 
pump  dir.  k  grav.;  res.  cap.,  2,000,000  gal.;  2 
pump,  eng.,  cap.  day  2,500,000  gals.;  mains,  c.  i., 
6  m.,  4  to  8  in.  dia.;  40  hyd.;  25  v.;  80  met;  8S0 
serv.;  pres.,  dom.  120  lbs.,  f.  150  lbs.;  cone,  day, 
300,000  gals.;  cost  mtce.,  $1,000;  wks.  owned  by 
priv.  Corpn. 


LOUISVILLE,  p.  228.928;  f.  area,  25  sq. 
mere  bldgs.,  stn.  k  bk.,  1  to  18  stor.;  priv., 
bk.  k  wd.,  1  to  4  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 22  str.,  1  auto.  comb,  trk.,  1  aoto.  comb. 
c.  k  h.  wag.,  2  auto.  aer.  trk.,  3  chiera  auto..  1 
water  tower,  9  c.  hand  ex.,  3  h.  &  1.  trk.,  2  aer. 
trks.,  1  supply  wag.,  16  hose  reels,  7  comb.  c.  k 
h.  wag.,  106  hns.,  4  chiefs  wag.,  6  fuel  wag.  (in 
reser\-e,  2  «tr.,  1  comb.  c.  k  h.  wag.;  <3  hose  re^a, 

1  h.  &  L  trk.,  1  chief's  wag.,   1  fuel  war.,  S2  hi*,. 

2  c.  hand  ex.);  hose,  cot,  lined,  gd.,  60,000  ft; 
f.  al,  elec,  600  bx.;  val.  equip.,  $265,000;  exp. 
dept,  $370,98<6;  tot  mem.  271,  pd.  full  time. 

Water  Supply — Src,  Ohio  riv.;  asrs.,  pump  to 
res.,  to  atdp.  k  elevated  tk.;  stdp.  cap.,  1,200,000 
gala.;  dim.  tk.,  60  x  06;  dim.  atdp.,  52  x  155; 
mat.,  iron;  res.  No.  1  cap.,  100,000,000  gala.; 
rea.  No.  2  cap.,  26,000,000  gala.;  0  pmnp.  en^ 
cap.  day  1*42,000,000  gals.;  mains,  886.78  m.,  8 
to  48  in.  dia.;  1,286  hyd.;  OS-l  cisterns;  5,99«  ▼.; 
5,621  met;  42,000  serv.;  pipe,  lead;  prea.»  dom. 
ft  f.  70  to  7.5  lbs.;  cons,  day,  2^,249,1 24  gmla.; 
cost,  $8,500,000;  cost  mtce.,  $800,000; 
led  oy 


owned 
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LUDLOW,  p.  4,168;  bldgs.,  bk.  k  wdL,  2  stor. 
F.  dept. — 1  h.  k  1.  trk.,  2  hose  reels,  1  hra: 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  inf.,  200 
ft;  tot.  hose,  1,800  ft;  f.  al.,  elec,  15  bx.;  vaL 
equip.,  $2,000;  exp.  dept,  $207;  tot  mem.,  40 
vol.;   undrs.   rating,   first  daas. 

Water  Supply — Src,  riv..  7  m.  bus.  cent;  sya., 
pump  to  res.;  res.  cap.,  85,000,000  gals.,  loc.  at 
Fort  Thomas;  2  pump,  eng.,  cap.  day  10,OOO.OAO 
sals.;  mains,  c  i.,  9  m.,  6  to  12  in.  dia.:  51 
h>d.;  140  v.;  met,  789;  780  serv.;  pipe,  lead; 
pres,,  dom.  119  lbs.,  f.  119  lbs.;  coist,  $30»000: 
oost  mtce.,  $1,000;   wks.  owned  by  city. 

MADISON VILLE,  p.  4,966;  f.  area,  820  a.;  mere 
bldgs.,  bk.  k  metal,  2  stor.;  priv.,  bk.  k  wd.,  1 
k  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  comM.  ord. 
F.  dept. — 1  hand  eng.,  6  c  hand  ex.,  1  h.  ft  L 
trk.,  2  hose  carta,  1  hose  car.,  2  hrs.;  hose,  cot. 
rub.  lined,  gd.,  1,600  ft;  rub.,  gd.,  800  ft;  inf, 
100  ft;  tot  hose,  1,900  ft;  f.  aL.  bell;  tot 
mem.,  10  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src.  lake,  %  m.  boa.  cent.: 
sya.,  pump  dir.;  stdp.  cap.,  100,000  gals.;  res. 
cap.,  65,000,000  gala.;  pump,  eng.,  cap.  day. 
180,000  gals.;  mams,  c  i.,  10  m.,  4  to  10 
in.  dia.:  80  hyd.;  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cons,  oay,  160,000  gsls.;  cost,  $75,000;  wka. 
owned  by  Co. 

MAYFIELD,  p.  6,916;  f.  area,  600  a.;  men. 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  ccmbt.  ord.;  cauaes  of  f.  inv.  P.  dept — 
1  c  eng.  on  wis.,  2  c  hand  ex.,  1  hose  wag..  1 
hose  cart,  1  comb,  c  ft  h.  wag.,  2  hrs.;  hose.  cot. 
rub.  lined,  gd..  1,800  ft.:  i.  aL,  bell,  18  bx.; 
val.  equip.,  $3,000;  val.  bldga.,  $4,000;  exp.  dept, 
$2,600;   tot.  mem.,   8,   pd.   full   time 

Water  Supply — Src.  wells;  sys.,  air  lift,  pump 
to  stdp.;  stdp.  cap.,  126,000  gals.;  res.  cap.,  800.- 

000  gals.;  2  pump,  eng.,  cap.  day  8.500.000  nls.; 
mains,  c  i.,  12  m.,  4  to  10  in.  dia.;  121  iiyd.: 
26  v.;  pres.,  dom.  40  lbs.,  f.  100  to  140  lbs.;  co>t. 
$25,000. 

MAYSVILLE,   p.    6,141;   mere   bldgs.,  bk.,    2   to 

5  stor.;  priv.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfa 
not  perm.  In  f.  area;  fwks.  ft  combt.  ord.  F. 
dept. — 1  h.  ft  1.  trk..  2  auto.  comb,  c  ft  h.   wag., 

6  hose  reels;  hose,  8,000  ft:  f.  al.,  Gamewell.  SI 
bx.,  ft  telp.;  vaL  equip.,  $14,880;  val.  bldgs.. 
$60,000;  exp.  dept.  $8,800;  tot.  mem.,  175,  pd. 
full  time  8.  167  vol.;  undrs.  rating,  first  class. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys., 
ffrav.  ft  pump  to  res.;  2  rea.  cap.,  3,000,000  gaJa, 
Toe.  1  m.  pump  house;  2  pump,  eng.,  csp. 
day  3,600,000  gala.;  mains,  c  L,  14\4  n-, 
4  to  .16  in.  dia.;  90  brd.;  90  v.;  met,  115;  1,200 
serv.;  pipe,  lead  ft  galv.  i.:  prea,  dom.  ft  f.  156 
lbs.;  cons,  day,   750,000  gals.;  wks.   owned  by  Ca 

MIDDLESBORO,  p.  7,306;  f.  area,  800  a.  m&n. 
bldgs..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  Ac  wd., 

1  ft  z  stor.;  wd.  rfs.  not  perm.;  t'wkB.  ft  eombt 
ord.;  causes  of  f.  inv.  F.  dept — 2  comb.  e.  ft 
h.  wag.,  1  h.  ft  1.  trk.,  1  hose  osit,  8  brs.:  hose., 
cot,  rub.  lined,  gd.,  2,000  ft;  rub.,  gd.,  200 
ft;  tot  hose,  2,200  ft.:  f.  aL.  wh.  ft  tdp.;  vaL 
equip.,  $8,000;  vaL  bldgs.,  $20,000;  exp.  dept. 
$2,400;    tot   mem.,   4,  pd.   full  time   2.   voL    2. 

Water  Supply — Src,   creek.   1\    m.    dub.   ccbL: 
sys.,  pump   to   stdp.;   stdp.   cap.,    1,600,000  s^a: 
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dim.  76  z  87,  mat.  iron;  res.  cftp.,  7,000,000 
galB.;  2  pump,  eng.,  dmes  hor.,  cftp.  day  7,000,000 
gals.;  mains,  8^  m.,  4  to  24  in.  dia.;  60  hyd.; 
met.,  68;  189  serv.;  pipe,  galv.  i.;  pres.,  dom.  110 
lbs.;  cons,  day,  600,000  gals.;  cost.  $800,000; 
cost  mtce.,   $6,000;  wks.   owned  by  Co. 

MIDWAY,  p.  937;  mere,  bldgs.,  bk.,  1  «e  2  itor.; 
priv.,  wd.,  2  stor. ;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  str.,  6  c  hand  ex.,  2  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  2.000  ft;  inf.,  400  ft;  tot  hose,  2,400 
ft;  f.  al.,  Dell;  val.  equip.,  $6,000;  raL  bldgs., 
$2,000;  tot.   mem.,   16,  nd.  part  time. 

Water  Supply — Src.  cisterns,  cap.  100.000  gals. 

MILLERSBURQ,  p.  799;  f.  area,  100  a.  F. 
dept. — 2  str.,  1  c.  eng.,  1  comb,  c  dt  h.  wag., 
1  h.  ft  1.  trk.,  1  hose  reel;  hose,  cot,  rub.  lined, 

fd.,    1,200    ft;    val.    equip.,    $4,675;    val.    bldgs., 
1,200;    exp.    dept,    $100;    tot    mem.,    28,    pd. 
part   time. 

Water  Supply — Src.,   cisterns. 

MORGANFIELD,  p.  2,725;  f.  area,  10  a.;  mere 
bldgs.,  bk.,  1  to  2^  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft 
1.  trk.  with  hose,  2  c.  hand  ex..  1  hose  reel,  2 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  800  ft;  rub.,  gd., 
500  ft;  tot  hose.  1,800  ft;  f.  al.,  wh.;  vaL 
equip.,  $1,800;  val.  bldgs.,  $2,000;  exp.  dept^ 
$911 ;  tot.  mem.,  S,  pd.  full  time  1,  pd.  part  time  7. 

Water  .Supply — Stc,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  60,000 
gals.,  dim.  40  x  16,  mat.  iron;  res.  cap.,  250,000 
gals.;  2  pump,  eng.,  class  dup..  cap.  day  1,000,000 
gals.;  mains,  5  m.,  4  to  12  in.  dia.;  45  hyd.;  115 
serv.;  pipe,  lead  ft  galv.  i. ;  pres.,  dom.  60  lbs., 
f.  65  to  120  lbs.;  cons,  day,  25.000  gals.;  cost 
$22,000;  cost  mtce.,   $750;  wks.  owned  by  city. 

MT.  STERLING,  p.  8,982;  f.  area.  1,000  a.; 
mere,  bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.  F. 
dept — 2  c.  eng.,  1  h.  ft  1.  trk..  2  hose  car.,  1 
hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  2,250  ft; 
f.  al.,  bell;  val.  equip.,  $10,000;  val.  bldgs.,  $8.- 
000;  exp.  dept,  $1,200;  tot  mem.,  12,  pd.  full 
time. 

Water  Supply — Src,  creek,  6  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap..  250,000  gals.,  dim. 
16  X  150,  mat.  iron;  1  pump,  eng.,  class  dup. 
comp..  cap.  day  720,000  gals.;  mains,  iron,  12 
m.,  4  to  12  in.  dia.;  100  hyd.;  50  v.;  met.,  Z0%; 
800  serv.;  ppe.  iron;  pres.,  dom.  65  to  85  lbs.,  f. 
65  to  85  lbs.;  cons,  day,  100,000  gals.;  wks. 
owned   by   Co. 

MOUNT  OLIVET,  p.  821;  f.  area.  160  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
Btor. ;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  comot 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c.  ft  h. 
waiar.;  hose,  300  ft.;  vaL  equip.,  $800;  toI.;  undrs. 
rating,  sixth  class. 

Water  Supply — Src,  cisterns. 

MURRAY,  p.  2,089;  mere  bldgs.,  stn.,  bk.  ft 
wd.  F.  dept. — 2  hand  eng.,  1,050  ft.  hose;  f.  al., 
wh.;   val.   equip.,    $1,000;   tot.    mem.,   9   vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap..  36,000  gale. 

NEW   OASTLE,    p.    468.  F.    dept. — 1    gas.    eng., 

1  h.  ft  1.  trk..  500  ft.  hose,  1  hr^.;  f.  al.,  telp. ;  val. 

equip..  $2,500;  val.  bldgs.,  $800;  exp.  dept,  $50; 
tot.    mem.,    18    vol. 

NEW  HAVEN,  p.  405.  F.  dept.—l  hand  eng., 
500  ft.  hose;  bell  al.;  val.  equip.,  $600;  exp.  dept, 
$40;   vol. 

NEWPORT,  p.  80.809;  f.  area,  900  a.;  mere 
bldgs..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd., 
1  to  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 7  c.  hand  ex..  1  auto, 
hose  wag.,  1  h.  ft  1.  trk.,  4  hose  wag.,  6  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  4,860  ft;  f.  al.,  elec,  45  bx.; 
exp.  dept.  $12,942;  tot.  mem.  16.  pd.  full  time. 

Water  Supply — Src,  riv.,  6  m.  bus.  cent.;  sys.. 
pump  to  res.  dir.  ft  grav.;  res.  cap.,  60,000.000 
gnls. ;  loc  3  m.  city;  2  pump,  eng.,  class  vertical, 
triple  expansion  ft  vertical  twin  (frosa-comp.,  cap. 
day  9,000,000  gals.;  mains,  c.  i..  46  m.,  4  to  20  in. 
dia.;  310  hyd.;  met,  2,260;  6,297  serv.;  658  v.; 
pipe,  lead;  pres.,  dom.  85  lbs.,  f.  85  lbs.;  cons, 
day,  2,707,000  gals.;  cost,  $850,000;  cost  mtce., 
$25,000;  wks.  owned  by  city. 

NICHOLASVILLE,  p.  2,936:  f.  area,  260  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft 


wd.,  1  to  8  ator.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  hose 
wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
inf.,  800  ft;  tot.  hose,  2,800  ft;  f.  al.,  bell  ft 
elec,  16  bx.;  val.  equip.,  $2,000;  ral.  bldgs., 
$6,000;  exp.  dept,  $760;  tot  mem.  18,  pd.  fall 
time  2,  pd.  part  time  11. 

Water  Supply — Src,  creek  ft  wells.  2%  m.  bus. 
cent.;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  160,* 

000  gals.;  res.  cap.,  6,000,000  gala.;  2  pump,  eng., 
class  dup.,  cap.  day  1,600,000  gals.;  nudns,  c  1.. 
4V^  m.,  4  to  10  in.  dda.;  66  hyd.;  met,  60.:  176 
serv.;  pipe,  gal  v.  L  ft  lead;  pre*.,  dom.  50  lbs.,  f. 
60  to  80  lbs.;  cons,  day,  76,000  gals.;  cost,  $66,- 
000;  cost  mtce.,  $2,800;  wks.  owned  by  Oo. 

NORTH  MIDDLETOWN.  p.  890.  F.  dept— 1  h. 
ft  L  trk.;  vol. 

OWENSBORO.  p.  16,011;  f.  area,  960  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.  ft  bk.,  1 
to  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.: 
causes  of  f.  inv.  F.  dept — 1  c.  eng.,  4  e  hand 
ex.,  1  h.  ft  L  trk.,  2  hose  car.,  1  hose  wag.,  10 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft.:  rub.,  gd., 
1,000  ft;  tot  hose,  8,000  ft;  f.  al.,  Oaynor,  28 
bx.;  val.  equip.,  $12,000;  val.  bldgs.,  $10,000;  exp. 
dept,  $17,000;  tot  mem.  18,  pd.  full  time. 

Water  Supply — Sre.  wells;  36  strainers  in  sand 
bar  opposite  pump,  station;  sys.,  pump  dir.;  8 
pump,  eng.,  class  vertival,  comp.  condensing,  size 
15  X  80  X  26,  20  X  40  x  86,  cap.  day  8.000,000 
gals.;  mains,  c.  i.,  86  m.,  4  to  20  in.  dia.;  840 
hyd.;  200  v.;  met,  90;  1,900  serv.;  pipe,  lead  ft 
iron;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  cons,  day, 
1,000,000  gals.;  wks.  owned  by  Co. 

OWENTON,  p.  1,014.  F.  dept — 1  str.,  1  gasoline 
f.  eng.,  2  c  eng.,  2  bose  carts,  1  h.  ft  L  trk.;  hose, 
1,600  ft.;  tot  mem.  26  vol..  pfl.  part  time. 

Water  Supply^ — Src,  cisterns. 

OWINGSVILLE,  p.  042:  voL  F.  dept. — 1  comb, 
auto,  gasoline  eng.,  800  ft  gd.  hose;  f.  al.,  elec; 
vol. 

Water  Supply — Sre,  wells  ft  cisterns. 

PADUCAH,  p.  22,760;  f.  area,  12  a.;  mere, 
bldgs.  stn.,  bk.  ft  wd..  1  to  10  stor.;  priv..  bk.  ft 
wd.,  1  to  8  stor.;  wa.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept.— 

1  str.,  10  c  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk., 
4  comb,  c  ft  hose  wag.,*  2  hose  car.;  1  chief's 
auto.,  16  hrs.;  hose,  ocn.,  rub.  lined,  gd.,  14,100 
ft;  rub.,  gd.,  800  ft;  tot  hose,  14,900  ft;  f.  sL, 
Gamewell,  88  bx.;  val.  equip.,  $64,670;  val.  bldgs., 
$45,500;  exp.  dept,  $40,000;  tot  mem.,  88,  pd. 
full  time. 

Water  Supply — Src,  riv.;  nrs.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  600,000  gals.;  dim.,  26  x  80; 
mat,  stl.;  res.  cap.,  6,000,000  gals.;  7  pump,  eng., 
class  vertical,  cap.  day  28,600,000  gals.;  mains, 
c  i.,  89 Vi  m.,  6  to  18  in.  dia.;  451  hyd.;  met., 
224;  4,400  serv.;  188  v.;  pipe,  lead  ft  galv.  i.; 
pres.,  dom.  40  lbs.,  f.  140  lbs.;  cons,  day,  8,000,- 
000  gals.;  wks.  owned  by  Co. 

iPARIS,  p.  5,8<59;  f.  area,  10  a.;  mere  bldgs., 
stn.  ft  bk.,  1  to  5  stor.;  priv.,  bk.  ft  wd..  1  to  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  comot  ord.; 
cau.ses  of  f  inv.  iF.  dept. —  1  str.,  1  comb.  c. 
ft  h.  wag.,  2  c  hand  ex.,  1  hose  wag.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,100  ft;  inf.,  500  ft;  tot 
hose,  2,600  ft;  f.  al.,  Gamewell,  21  bx.;  vaL 
equip.,  $8,000;  val.  bldgs.,  $6,000;  exp.  dept, 
$3,500;  tot.  mem.  8,  pd.  full  time  3,  pd.  part 
time   2,   vol.   3;  undrs.   rating,  fourth   class. 

Water  Supply^Src,  riv.,  a  m.  bus,  cent;  sys., 
pump  to  Btdp. ;  stdp.  cap.,  300,000  gals.;  2  pump, 
eng.,  cap.  day  2,000,000  gal^. ;  mains,  c  i.,  12  m., 
4  to  12  in.  dia.;  120  hjd.;  met.,  40;  1,100  serv.; 
pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  100  lbs.;  cons, 
day,  300,000   gals.;  wks.  owned  by  priv.  Co. 

PERRYVILLE,  p.  407.     No  f.  dept 
Water    Supply — Src,    Chaplin    riv.    runs    through 
town. 

PIKEVILLE,  p.  1,280.  F.  dept — 4  hose  carts, 
1,500  ft.  hose,  1  h.  ft  1.  trk.;  f.  al.,  bell  ft  wh.; 
tot.  mem.,   27  voL 

Water  Supply — Src,  riv.;  sys.,  grav.  ft  pump  to 
stdp.;  res.  cap.,  200,000  gals.;  stdp.,  12  x  60,  cap. 
200.000  gals;  2  pumps,  cap.  1,200,000  gals,  day; 
pres.,  120  lbs.;  mains.  7.000  ft.,  4  to  6  in.  dia.; 
18  hyd. 

PINEVILLE,  p.  2.161;  mere  bldgs.,  stn.,  bk.  ft 
wd.,  2  stor.;  pnv.,  wd.,  IH   stor.;  wd.  rfs.  penr.; 
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fwki.  ft  combt.  ord.;  eauaes  of  f.  inv.     F.  drnt.— 

1  b.  ft  L  trk.,  1  bose  cart;  boae,  eot.»  rub.  lined, 
Kd.,  800  ft;  mb.,  gd.,  400  ft;  tot  boae,  700  ft; 
f.  al.,  wb.;  val.  eouip.,  $260;  tot  mam.,  25  toL; 
uidra.  ratins^,  fourth  daaa. 

Water  Supply — 6rc.,  apr.,  %  m.  bus.  cent;  ija., 
graT.,  pump  to  rea.;  tea.  cap.,  200,000  gala.,  loc. 
OB  bill  above  city;  1  pump,  eng.,  cap.  day  720,000 
gala.;  maina,  c.  i.,  8  m.,  2  to  8  in.  dia.;  25  byd.; 
50  y.;  2  met;  200  aerr.;  pipe,  galv.  L;  prea.,  dom. 
40  Iba.,  f.  00  lbs.;  eoua.  day,  260,000  gals.;  coat, 
$55,000;  coat  mtce.,  $1,600;  wka.  owned  by  priv. 
Oorpn. 

PRINCETON,  p.  8,015;  f.  area,  160  a.;  mere, 
bldga.,  bk.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inT.  F.  dept — 10  c.  band  ex.,  1  boae 
reel;  bose,  oot.,  rub.  lined,  1,000  ft;  1  aL,  bell; 
▼al.  equip.,  $1,200;  eip.  dept.  $500;  tot  mem.  12, 
p<L  full  time  1,  pd.  part  time  11;  toL  pd.  for 
actual   ser. 

Water  Supply — Sra,  wella,  ^  m.  bua.  cent;  sya., 
pump  dir.;  rea.  cap.,  250,000  gala.;  2  pumpa,  claaa 
oomp.,  cap.  day  750,000  gala.;  maina,  c.  L,  6  m., 
4  to  8  in.  dia.;  67  byd.;  58  v.;  met,  15:  15  aerv.; 

Sipe,  lead;  prea..  dom.   50  Iba.,  f.  100  Iba.;  oona. 
ay,  100,000  gala.;  coat,  $85,000;  wks.  owned  by 
city. 

PROVIDENCE,  p.  2,084;  f.  area,  4  aq.  m.;  mer& 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  oauaes  of  f.  inv.  F.  dept— 1  comb.  c.  ft  b. 
wag.,  1  hand  wag.;  boae,  oot,  rub.  lined,  gd., 
500  ft;  f.  al.,  wb.;  val.  equip.,  800  voL 

Water  Supply — Src.,  datema. 

RICHMOND,  p.  5,840;  f.  area,  640  a.;  mere, 
bldga.,  bk.,   2  ft  8  ator.;  priv.,  bk.  ft  wd.,  IH   A 

2  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.  F. 
dept — 1  bose  wag.,  1  reel;  boae,  oot,  rub.  lined, 
gd.,  2,000  ft;  f.  al.,  bell;  val.  equip.,  $1,600;  val. 
bldgs.,  $5,000;  exp.  dept,  $600;  tot  mem.  15, 
2  pd.  full  time,  18  pd.  part  time;  undra.  rating, 
tecond  class. 

Water  Supply — Src,  apr.  ft  creek,  2H  m.  bua. 
cent;  sys.,  grav.,  pump  to  stdp.  ft  diir.;  atdp.  cap., 
136,000  gals.;  res.  cap.,  100,000,000  gala.;  2 
pump,  eng.,  claaa  comp.,  cap.  day  8,000,000  gala.; 
mains,  c.  i.,  16  m.,  6  to -12  in.  dia.;  Ill  hyd.;  66 
v.;  met,  70;  78'5  serv.;  pipe,  galv.  1.;  prea.,  dom. 
66  lbs.,  f.  75  to  100  lbs.;  cons,  day,  400,000  gals.; 
cost,  $100,000;  cost  mtce.,  $10,000;  wka.  owned 
by  Co. 

ROCHESTER,  p.  487.    No  f.  dept 
Water  Supply — Src,  well;  res.  cap.,  10,000  gala.; 
15  hyd. 

RUSSELLVILLE,  p.  8,111;  f.  area,  268  a.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft 
wd.,  2  ator.;  wd.  rfa.  perm.;  fwks.  ord.;  cauaea  of 
f.  inv.  F.  dept — 1  hand  eng.,  1  c  eng.,  4  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  boae  reela;  boae,  cot.,  rub. 
lined,  gd.,  800  ft;  rub.,  gd.,  800  ft.;  inf.,  400  ft; 
tot  hoae,  1,500  ft;  val.  equip.,  $1,800;  val.  bldga., 
$1,000;  exp.  dept,  $120;  tot.  mem.  24,  pd.  part 
time;  undra.  rating,  third  dass. 

Water  Supply — Src,  wella,  in  bua.  cent;  aya., 
pump  to  rea.  ft  dir.;  rea.  cap.,  56,000  gaJa.;  2 
pump,  en^.,  class  comp.  dup.;  cap.  day,  160,000 
trails.;  mama,  c.  i.,  4  m.,  6  to  8  in.  dia.;  82  hvd.; 
8  v.;  180  met;  prea.,  dom.  75  lbs.,  f.  160  lbs.; 
cona.  day,  75,000  gak.;  cost,  $10,000;  cost  mtce., 
$5,000;  wka.  owned  by  city. 

SADIEVfLLE,  p.  467;  f.  area,  20  a.;  mere  bldga., 
bk.,  atn.  ft  wd.,  1  to  8  ator.;  priv.,  bk.,  atn.  ft  wd., 
1  to  8  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  comb.  c. 
ft  h.  waff.,  88  c  hand  ex..  1  h  ft  1.  trk.,  1  hoae 
wag.,  1  noae  car.;  hoae,  450  ft.;  f.  al.,'  bell;  val. 
equip*,  $1,200;  vaL  bldga.,  $850;  exp.  dept,  $30; 
tot  mem.,  82  vol. 

Water  Supply — Src,  cietema,  cap.  15,000  gala. 

8EBREE,  p.  1,500.     F.  dept — Vol.;  1  hand  eng., 
500  ft.  hoae. 
Water  Supply — Ciatema. 

SHARPSBURQ.  p.  410.  F.  dept — 1  oomb.  c 
eng.  ft  hoae  wag.;  voL 

8HELBYVILLE,  p.  8,412;  f.  area,  400  a.;  mere 
•Idga..  bk.  ft  atn..  2  ator.;  priv.,  bk.  ft  wd.,  2  ator.j 
wd.  rfa.  perm.;  fwka.  ft  combt  ord.  F.  dept. — 1 
atr.,  2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hoae  wag.,  2 
aoaa  car.;  hoae,  cot,  rub.  lined,  gd.,  1,100  ft;  f. 


al.,  bell;  val.  equip.,  $10,000;  val.  bldga.,  $2,000; 
exp.  dept,  $700;  undra.  rating,  fourth  daaa. 

Water  Supply — Src,  creek,  1  m.  bua.  cent;  aya.. 

Sump  to  atdp.;  atdp.  cap.,  60,000  gala.;  dim..  116 
t.  high,  loc  600  ft.  aUtion;  mat,  bk.  ft  atL;  reau 
cap.,  26,000,000  gala.,  loc  at  atation;  2  pump.  e&r.. 
cap.  day  1.000,000  gpda.;  malna,  5  m.,  4  to  8  m. 
dia.;  55  hyd.;  5  v.;  met,  100;  250  aerv.;  pipe, 
iron;  prea.,  dom.  40  to  80  Iba.,  f.  40  to  80  Iba.; 
cona.  day,  100,000  gala.;  wka.  owned  by  Co. 

SOMERSET,  p.  4,491;  f.  area,  800  a.;  mere 
bldga..  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  perm.;  no  fwka.  ft  combt  ord.  F.  dept. — 
1  h.  ft  1.  trk.,  2  hoae  carta,  2  hoae  car.;  boae,  900 
ft.;  f.  al.,  bell;  val.  equip.,  $1,600;  tot  mem.,  20 
vol.;  undra.  rating,  aecond  daaa. 

Water  Supply — Src,  creek,  1^  m.  bua.  cent; 
ajra.,  pump  to  rea.;  rea.  cap.,  12,000,000  gals.;  2 
pump,  eng.,  aize  16  x  8  x  10,  14  x  0%  x  18.  capw 
day  720,000  gala.;  maina,  e  L,  5V4  m.;  50  hyd.; 
met..  40:  1,500  serv.;  pipe,  galv.  1.;  prea.,  dom. 
72  lbs.,  f.  140  lbs.;  cona.  day,  800,000  gals.;  coat, 
$45,000;  coat  mtce.,  $4,000;  wks.  owned  by  Co. 

SPRINQFIELD,  p.  1,829;  f.  area.  8  blocka:  mere 
bldga.,  bk.,  2  ator.:  priv.,  wd.,  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  fwxa.  ft  combt  ord.;  cauaes  of  f. 
mv.  F.  dept. — 26  c  hand  ex.,  2  h.  ft  1.  trk.,  1 
hoae  wag.,  2  hoae  car.;  hose,  1,200  ft;  f.  aL,  bell; 
exp.  dept.,  $76;  tot  mem.,  80  vol. 

Water  Supply — Src,  surface  water,  %  m.  bua. 
cent;  aya.,  pump  dir.  to  maina;  rea.  cap.,  80,000,- 

000  gala.;  2  pump,  eng.,  cap.  day  850,000  ipiJe.; 
maina,  c  L,  4H  m.,  4  to  8  in.  dia.;  27  hyd.;  16 
v.;  6  met;  260  serv.;  pipe,  galv.  L;  pres..  dom. 
80  Iba.,  f.  125  lbs.;  cons,  day,  75,000  gala.;  coat, 
$20,000;  wka.  owned  by  Co. 

STANFORD,  p.  1,582;  f.  area.,  640  a.;  mere 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
perm.;  fwka.  ft  combt.  ord.  F.  dept — 1  b.  ft  L 
trk.,  2  hoae  car.;  hose,  cot,  rub.  lined,  gd..  750  ft: 
inf.,  50  ft;  tot  hoae.  800  ft;  f.  al.,  bell:  vmL 
equip.,  $1,000:  val.  bldgs.,  $500;  tot  mem..  85 
vol.;  undra.  ratmg,  fourth  daaa. 

Water  Supply — Src,  apr.,  H  m.  bua.  eent;  eja.. 
pump  dir.;  rea.  cap.,  7,000,000  gtlm.;  loe.  ISO  ft. 
atation;  2  pump,  eng.,  cap.  day  1,000,000  gaia,: 
maina,  iron,  7  m.,  4  to  8  in.  dia.;  42  hyd.;  85o 
aerv.;  pipe,  galv.  L;  prea.,  dom.  70  Iba.,  f.  100  Iba.; 
coat,  $62,824;  coat  mtce,  $700;  wka.  owned  bv 
Co. 

UNIONTOWN,  p.  1,856;  mere  bldga..  bk.  F. 
dept. — 2  c  eng..  1  h.  ft  1.  trk.,  1  hoae  car.;  boae, 
1,000  ft.;  f.  al.,  bell;  tot  mem..  16  vol. 

Water  Supply — Src,  riv.  ft  clateni;  aya..  pmnp. 

VANCEBUR<3,  p.  1,145;  t  area,  250  a.;  bldga.. 
atn.,  bk.  ft  wd.,  2  ator.  F.  dept — 1  atr.,  12  c 
hand  ex.,  2  hoae  car.;  hoae,  oot,  rub.  lined,  gd., 
1,000  ft.;  val.  equip.,  $1,600;  vaL  bldga.,  $100; 
vol.;  undra.  rating,  flrat  claaa. 

Water  Supply — Src,  wella  ft  datema. 

VERSAILLES,  p.  2,268;  mare  bldga.,  bk.  ft  ate. 

1  to  8  ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  perm, 
in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept — 1  atr.,  1  h.  ft  L  trk.,  2  boae  car.,  2  bra.: 
hoae,  rub.  lined,  gd.,  1,200  ft;  500  ft  oot  bose: 
tot  hoae,  1,700  ft;  f.  al.,  bell;  vaL  bldga..  $7,000; 
tot  mem.  12,  pd.  part  time 

Water  Supply — Src,  rea.  ft  wella;  wdla  cap*.  75 
gala,  min.;  6  ciatema,  cap.  48,000  gala.;  4  pump, 
eng.,  daaa  dup.,  cap.  1,831,200  gala,  day;  mama.  5 
m.,  10  in.  dia.;  65  hyd.;  prea.,  dom.  60  to  70  Ifaa.. 
f.  80  to  150  Ibe 

WARSAW,  p.  900;  voL  dept.;  1  b.  ft  1.  tik..  1 
enff..  1,000  ft.  hoae. 
Water  Supply — 5  cisterns. 

WEST  POINT,  p.  782;  f.  area,  20  a.;  mere 
bldga.,  wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  e  eng..  e  band 
ex.,  1  h.  ft  1.  trk.,  1  hoae  wag.;  f.  al*.  bcU;  vaL 
equip.,  $500;  vol. 

WICKLIFFE,  p.  989.  F.  dept.~8  hoae  carta: 
boae,  1,500  ft;  tot  mem.,  9. 

Water  Supply — Src,  deep  well;  aya..  pump  to 
atdp.  ft  dir.;  atdp.  cap.,  40,000  gala.;  rea.  cap., 
42,000  gala.;  maina,  4  m.;  27  hyd.;  prea.,  125  lbs. 

WILLIAMSBURG,  p.  2,004;  f.  area.  400  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  ok.  ft  wd.,  1  4 

2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwke  ft  combt 
ord.;  cauaea  of  f.  Inv.  F.  dept — 1  e  eng.  on  wla.. 
1  h.  ft  1.  trk.,  25  c  hand  ex.,  1  boae  oar.;  boae. 
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oot.,  nib.  Uned,  gd.,  600  ft.;  f.  aL,  bdl;  vnL  bldgs., 
$1,000;  tot.  mem.,  20  vol. 
Water  Supply — ^Not  reported. 

WILLIAMSTOWN.  p.  800.  F.  dept.~l  e.  enf.. 
1  hand  eng.,  1  h.  jfc  L  trk.,  1  hose  cart;  hose,  000 
ft.;  tot.  mem.,  26  toL 

Water  Supply — Src.,  wells  &  datems. 

WIUMORE,  p.  3,000;  f.  .area,  150  a.  F.  dept — 
1  8tr.,  700  ft.  hose;  v&l.  equip.,  $700;  tot.  mem.,25 
vol. 

Water  Supply — Src,  cisterns. 

WINCHESTER,  p.  7,166;  f.  area,  1,181  a.;  mere, 
bldgs..  bk.,  1  to  4  stor.;  priv.,  bk.  &  wd.,  2  stor.; 
wd.  ru.  not  perm,  in  f.  area;  fwks.  k  oombt.  ord.; 
causes  of  f.  inr.  P.  dept. — 4  c.  hand  ex.,  1  h. 
A  h  trie.,  1  auto.  comb,  c  ft  h.  wa|^..  1  hoee  wag., 
1  hose  car.,  2  hrs.;  hose,  cot.,  rub.  Imed,  gd.,  8,500 
ft.;  rub.,  gd.,  600  ft.;  tot.  hose,  4,000  ft;  f.  al.. 


elee.,  9  bx.;  vaL  equip.,  $10,000;  val.  bldgs.,  $26,- 
000;  exp.  dept.,  $2,500;  tot.  mem.  67,  pd.  full 
time  2,  vol.  66. 

Water  Supply — Src.  creeks  k  spr.,  1  m.  bus. 
cent.;  87i*t  pump  to  stop.;  stdp.  cap.,  276,000  gals.; 
dim.,  26  z  76;  mat.,  iron;  2  pump.  eng..  class  dup., 
cap.  day  9,000,000  gals.;  mains,  c.  i.,  10  m.,  6 
to  12  in.  dia,;  88  hyd.;  37  v.;  met,  7;  180  serv.; 
pipe,  galr.  L;  pres.,  dom.  00  lbs.,  f.  00  lbs.;  cons, 
day,  107,426  gals.;  cost,  $108,604;  wks.  owned  l^ 
Co. 

Places  with  a  population  of  1,000  or  more  hav- 
ing no  organized  fire  dept. — Cloverport,  Columbus, 
Harlan,  Irvine,  Jackson,  Livennore,  London,  Marion, 
Monticello,  Morebead.  Mt.  Yenion,  Mt.  Washington, 
Pembroke,  Sebree,  Sturgiss. 

Places  with  a  population  of  1,000  or  more  not 
repofTted — lErlanger,  Greeiwburg,  Lebanon  Junction, 
Wingo. 
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ABBEVILLE,  p.  2,907.  F.  dept— 1  hand  eng., 
1  h.  Ae  L  trk.,  6  hose  reek;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  new  cotton-lined  standard  hose, 
1,750  ft;  tot  hose,  2,750  ft;  f.  aL,  bell;  tot 
mem.,  60  voL;  undrs.  rating,  third  class. 

Water  Supply — Src,  riv.  &  8  artesian  wells; 
mains,  10  in.  dia.;  pres.,  dom.  45  lbs.,  constant  100 
lbs.,    f.     125    lbs. 

ALEXANDRIA,  p.  11,213;  f.  area.  1.000  a.; 
mere,  bldgs.,  bk.,  stn.  &  wd.,  1  to  6  stor.;  priv., 
bk.,  stn.  &  wd.,  1  &  2  stor.;  wd.  irCs.  perm,  in  f. 
area;  fwks.  k  oombt.  ord.;  causes  of  f.  inv.  F.  dept. 
— 6  c.  hand  ex.,  2  hose  car.,  7  hfs.;  hose,  cot., 
rub.  lined,  gd.,  5,000  ft.;  f.  aL,  GAmewell  &  elec, 
18  bx. ;  val.  equip.,  $8,000;  vaL  bldgs.,  $40,000; 
exp.  dept.,   $12,000;  tot.  mem.,   10,  pd.   full  time. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
&  dlT.;  stdp.  cap.,  210,560  gals.;  dim.,  140  x  16; 
res.  cap.,  300,000  gals.;  2  pump,  eng.,  class  dup., 
cap.  day  2,000,000  gals.;  mains,  8%  m.,  4  to  10 
in.  dia.;  73  hyd.;  55  senr.;  pipe,  galv.  L;  pres., 
dom.  26  lbs.,  f.  100  lbs.;  cons,  day,  500,000  gals.; 
cost,  $40,000;  wks.  owned  by  dty. 

ALGIERS     (Part  of  New  Orleans  5th  Dist) 

AMITE,  p.  1.677;  f.  area,  1,280  a.;  bldgs.,  wd., 
1  ft  2  stor.;  wo.  rfs.  not  perm,  in  f.  area;  no  fwks. 
k  combt  ord.:  causes  of  f.  inv.  F.  dept — 1  hand 
eng.,  2  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  car.;  hose, 
rub.,  gd.,  500  ft;  f.  al.,  bell;  vaL  equip.,  $1,200; 
val.  bldgs.,  $500;  tot  mem.,  70  vol.;  undrs.  rating, 
fourth  class. 

Water  Supply — Src,  5  underground  tk.,  cap.  8,- 
000  gals,  each;  cost,  $350. 

BATON  ROUQE,  p.  14,897;  f.  area,  1,400  a.; 
mere  bldgs.,  bk.,  wd.  &  cone,  1  to  6  stor.;  priv., 
wd.,  bk.  ft  cone,  1  ft  3  stor.;  wd.  rfs.  perm, 
outside  bus.  portion;  fwks  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  aer.  trk.,  4  hose  wag.,  10  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,100  ft:  rub.  lined, 
fair,  250  ft;  tot  hose,  2,350  ft;  f.  aL,  Gamewell, 
25  bx.;  vaL  equip.,  $5,000;  vaL  bldgs.,  $20,000; 
exp.  dept,  $7,700;  tot.  mem.  180,  pd.  full  time  5, 
vol.   125;  undrs.  rating,  second  class. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  132,000  gala.; 
dim.,  15  X  100;  mat.,  stL;  res.  cap.,  1,000.000 
gals.,  loc.  near  pump,  station;  3  pump.  eng..  class 
comp.  dup.,  cap.  day  4,000,000  gals.;  mains,  c  L, 
16  m.,  4  to  12  in.  dia.;  150  hyd.:  40  v.;  met,  1,- 
600;  2,000  serv.;  pipe,  lead  ft  galv.  i.;  pres.,  dom. 
40  lbs.,  f.  110  lbs.;  cons,  day,  750,000  gals;  cost, 
$200,000;    cost  mtce.,    $15,000. 

BASTROP,  p.  854;  voL  dept,  20  men;  1  hose 
cart,  1,000  ft.  hose. 

Water  Supply — Src,  wells  ft  tk.;  sys.,  grav.; 
stdp.    cap.,    4  2,000    gals.;    1    pump,    cap.    120,000 

gals,    day;    mains,    1^    m.,    2    to    4    m.    dia.;    8 
yd.;  dom.  pres.  25  lbs.,  f.  pres.  60  lbs. 

BAYOU  SARA,  p.  630;  voL  dept,  100  men;  8 
hose  carts,   1,500   ft   hose;   telp.   aL 

Water  Supply — Src,  wells,  cap.  86,000  gals.; 
sys.,  grav.:  2  pumps,  cap.  day  875,000  gals,  each; 
pres.,  48  lbs.;  19,000  ft.  mains.  4  to  8  in.  dia.;  28 
hyd. 

BOGALUSA,  p.  1,000.  F.  dept — 2  c.  eng., 
6,000  ft.  hose;  voL 


Water  Supply — Src,  wells;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  2,160,000  gals.;  52  hyd.; 
100  v.;  600  serv.;  mains,  9  m.;  pres.,  dom.  60 
lbs.,  f.  120  lbs.;  wks.  owned  by  priv.  Co. 

BUNKIE,  p.  8.000.  F.  dept. — 3  hose  reels,  1 
h.  ft  L  trk.;  f.  al.,  bell;  val.  equip.,  $18,000;  voL 

Wa4ar  Supply— Src,  wells,  1  m.  bus.  cent; 
sya.,  dir.  pres.;  1  pump,  eng.;  20  hyd.;  ooBt, 
$18,000;    cost   mtoe.,   $600;    wks.    owned  by   city. 

COVINGTON,  p.  2,601.  F.  dept.— 2  hand  eng., 
1  c  eng.,  4  c  hand  ex.,  1  h.  ft  l.  trk..  2  hose 
reels,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  700  ft; 
f.  aL,  telp.,  82  bx.;  vaL  equip.,  $3,000;  tot  mem., 
60   vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  tk. 
dir.  ft  grav.;  tk.  cap.,  80,000  gals.;  2  pumps, 
cap.  day  250,000  gals.;  pres.,  100  lbs.;  wks. 
owned  by  Co. 

CROWLEY,  p.  6,090;  mere  bldss.,  wd.  ft  bk.,  1 
ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  Inv. 
F.  dept — 6  c.  hand  ex.,  1  h.  ft  L  trk.,  8  hose  carts, 
6  hre.;  hose,  oot,  rub.  lined,  gd.,  2,000  ft;  inf., 
800  ft;  tot  hoee.  2,800  ft;  f.  aL,  bell  ft  wh.,  4 
bx.;  val.  equip.,  $3,500;  val.  bldgs.,  $850;  exp. 
dept.  $1,600;  tot  mem.,  55  voL;  undra.  rating, 
third  class. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  dim.,  16  x  110;  mat, 
stL;  2  pump,  eng.,  class  dup.;  mains,  c  L,  6  to  8 
in.  dia.;  87  hyd.;  278  serv.;  pipe,  galv.  L;  pres., 
dom.  43  lbs.,  f.  76  lbs.;  wks.  owned  by  city. 

DELHI,  p.  686;  mere,  bldgs.,  bk.,  1  to  2  stor.; 
priv.,  wd.,  1  to  2  stor.;  fwks.  ft  combt  ord.;  causes 
of  f.   inv.     F.   dept. — Good   bucket  brigade. 

Water  Supply — Src,  well,  100  yds.  bus.  cent; 
1  gasoline  eng.,  12,000  gal.  tk. 

DE  RIDDER,  p.  8,500;  f.  area,  200  a.  F.  dept 
— 2  hose  reels,  1  h.  ft  1.  trk.;  val.  equip.,  $1,500; 
val.  bldgs.,  $250;  tot.  mem.,  25  voL;  undrs.  rating, 
third  class. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000  gals.; 
3  pump,  eng.,  cap.  d&y,  2,304,000  gals.;  mains,  4 
m..  2  to  8  in.  dia.;  9  hyd.;  6  v.;  6  serv.;  pres., 
dom.  45  lbs.,  f.  135  lbs.;  cons,  day,  400,000 
gals.;  cost,  $18,000;  cost  mtce.,  $3,500;  wks. 
owned  by  priv.   Co. 

DONALDSONVILLE,  p.  4,090;  f.  area,  900  a.; 
mere  bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  1  hand  eng.,  2  c  eng. 
on  wis.,  1  h.  ft  L  trk.,  2  hose  wag.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gid.,  500  ft;  rub.,  1,200  ft; 
tot  hose,  1,760  ft;  f.  aL,  bell  ft  wh.;  val.  equip., 
$28,000;  val.  bldgs.,  $10,000;  exp.  dept,  $700; 
tot  mem.,  125  vol. 

Water  Supply — Src,  Mississippi  riv.,  %  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  75,000  gals.; 
dim.,  90  X  9;  2  pimtip.  eng.,  class  comp.  dup.,  cap. 
day  4,000,000  gals.:  mains,  8  m.,  4  to  8  in.  dia.; 
86  hyd.;  met.  8;  226  serv.;  pipe,  galv.  L;  pres., 
dom.  88  lbs.',  f.  140  lbs.;  cost,  $26,000;  cost  mtce., 
$1,066;  wks.  owned  by  city. 

EUNICE,  p.  1,684;  f.  area,  75  a.;  mere  bldgs., 
wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2  stor.;  wd.  rfs. 
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perm,   in  f.  a.;  fwks.  k  oombt.  ord.;   caoaes  of  f. 
inv.     F.  dept. — 10  c.  hand  ex.,  8  hoae  waff.;  hoae, 
1,800  ft.;  val.  bldga..  $800;  tot  mem.,  68  toI. 
Watar    Supply — -Waterwka.   aja.    being   inatalled. 

FARMERVILLE,  p.  598.  F.  dept— Bucket  bri- 
gade. 

Water    Supply — Src,    wells. 

FRANKLIN,  p.  8,857;  mere,  bldga.,  bk.,  2  ator.; 
priv.,  wd.,  2  ator.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  eauaea  of  f.  Inv.  F.  dept — 
1  Btr.,  1  hand  eng.,  1  h.  &;  1.  trk.,  6  hoae  car.: 
hoae,  cot,  rub.  lined,  gd.,  2,000  ft:  f.  al.,  bell 
ft  wh.;  vaL  equip.,  $7,000;  val.  blaga.,  $8,000; 
tot  mem.,  71  voL 

Water  Supply — Src,  wella  ft  Bayou  Teche;  sya., 
pump  to  atdp.;  atdp.  cap.,  105,000  gals.;  dim., 
120  X  12;  2  pump.  eng..  class  dup.,  cap.  day  1,« 
440,000  gala.;  mains,  c.  l.,  5  m.,  4  to  10  in.  dia.; 
58  hyd.;  prea.,  dom.  55  lbs.,  f.  100  lbs.;  cost, 
$25,000. 

GRETNA,  p.  4,000;  f.  area,  8  m.;  mere  bldga., 
wd.,  2  ator.;  priv.,  wd.,  2  ator.:  wd.  rfa.  perm.; 
no  fwka.  ft  combt  ord.;  causes  of  i.  inv.  F.  dent — 
4  etr.,  1  hand  eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
aer.  trk.,  1  water  tower,  2  hoae  wag.,  2  hoae  reela; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  inf.,  1,500 
ft;  tot  hose,  2,500  ft;  f.  aL,  bell;  val.  equip., 
$5,000;  val.  bldga.,  $6,000;  exp.  dept,  $500;  tot 
mem.,  100  vol. 

Water  Supply — Src.,  wella. 

HAMMOND,  p.  2,942;  f.  area,  125  to  150  a.: 
mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2 
ator.;  wd.  rfs.  perm,  in  f.  area;  cauaes  of  f.  inv. 
F.  dept. — 2  c.  enK.  on  wis.,  1  str.,  2  hand  eng., 
22  c.  hand  ex.,  1  n.  ft  1.  trk.,  2  hose  wag.,  1  hoae 
car.;  hose,  cot,  rub.  lined,  1,200  ft;  f.  al.,  bell 
ft  wh.,  10  bx.;  val.  equip.,  $4,000;  vaL  bldga., 
$1,000;  tot.  mem.,  40  voL 

Water  Supply — Src,  wells,  cap.  700  gals,  min.; 
sys.,  pump  to  stdp.  ft  res. ;  ^tdp.  cap.,  60,000 
gsH^,',  mat.,  stl. ;  res.  cap.,  120,000  gals.;  2  pump, 
eng.,  cap.  720,000  galo.  day;  8%  m.  mains,  4  to 
10   in.;    38   hyd. 

HOMER,  p.  1,855;  mere,  bldgs.,  bk.  ft  wd.  F. 
dept. — 1  h.  ft  1.  wag.,  8  hoae  carta,  1,500  ft  new 
hose,  bucket  brigade;  f.  al.,  bell  ft  wh. 

Water  Supply — Src.,  wells  ft  cisterns. 

HOUMA,  p.  5,024;  f.  area,  640  a.;  mere,  bldga., 
wd.  ft  bk.,  1  stor.;  priv.,  wd.,  1  ator.:  wd.  rfa. 
perm.;  fwka.  ft  combt  ord.;  eauaea  of  f.  inv.  F. 
dept. — 1  str.,  1  hand  eng.,  1  comb.  h.  ft  1.  trk.  ft 
c  ene.,  1  c.  eng.,  15  c.  hand  ex.,  1  hose  car.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  rub.,  gd., 
600  ft;  tot  hose,  1,600  ft;  f.  al.,  bell;  vaL  equip., 
$8,000;  val.  bldga.,  $8,500;  exp.  dept,  $500;  tot 
mem.,  50  vol. 

Water  Supply — Src.,  riv.,  at  bua.  cent;  ays., 
pump  to  stpd.;  stpd.  cap.,  40,000  gala.;  dim.,  9% 
X  48,  loc.  centrally;  mat,  stl.;  2  pump,  eng.; 
mains,  c.  i.,  6^  m.,  4  to  8  in.  dia.;  57  hyd.;  cost. 
$81,000;  coat  mtce.,  $1,000;  wka.  owned  by  city. 

JEANERETTE,  p.  2,206;  f.  area,  560  a.;  mere 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfa.  perm.  F.  dept. — 1  str.,  8  c  hand  ex.,  1  h.  ft 
L  trk.,  8  hose  car.,  4  hrs.:  hose,  cot,  rub.  lined, 
gd.,  1,500  ft;  f.  al.,  bell;  vaL  equip.,  $7,000; 
val.  bldga.,  $1,500;  exp.  dept,  $100;  tot  mem., 
85  vol.;  undrs.  rating,  third  claas. 

Water  Supply — Sre,  well  ft  Bayou  Teche;  sya., 
pump  to  stdp.;  stdp.  cap.,  24,000  gala.;  pump, 
eng.,  cap.  day  18,000  gals.;  maina,  c.  i.,  5  m.,  4 
to  8  in.  dia.:  80  hyd.;  142  serv.;  pres.,  dom.  55 
Iba.,  f.  110  lbs.;  cost,  $12,000;  coat  mtce.,  $600; 
wka.  owned  by  city. 

JENNINGS,  p.  8,925;  mere,  bldgs.,  bk.  ft  wd. 
F.  dept. — 1  h.  ft  1.  trk.,  2  hoae  car.,  1  hose  wag.; 
hoae,  2,000  ft;  f.  aL,  bell  ft  wh.;  tot  mem.,  24 
voL 

Water  Supply — Src.,  2  10*in.  wella;  sys.,  grav. 
ft  pump.;  stdp.  cap.,  75,000  gala.;  prea.,  70  Iba.; 
mains,  2%  m.,  6  to  8  in.  dia.;  81  hyd. 

KENTWOOD,  p.  4,000;  f.  area,  40  a.  F.  dept 
— 1  b.  ft  L  wag.,  2  hose  carta,  fl,<500  ft.  hoae;  val. 
equip.,  $1,500;  val.  bldgs.,  $150;  tot  mem.,  38  voL 

Water  Supply — Src,  well,  in  bus.  cent.;  aye., 
grav.;  2  pump,  eng.,  cap.  day  400,000  gals.;  41 
nyd. ;  260  serv.;  mains,  4  m.;  pres.,  dom.  70  lbs., 
f.   120  lbs.;  cost,   $50,000;   wks.  owned  by  city. 

LAFAYETTE,  p.  6,392.  F.  dept. — 3  comb.  c.  ft 
h.  wag.,   1   c.  hand  ex.,  1   h.  ft  1.  ttrk.;  hose,  cot. 


rub.  lined,  gd.,  8,500  ft;  f.  al.,  bell,  telp.  ft 
wh.;  val.  equip.,  $8,000;  exp.  dept.,  $1,500;  tot 
mem.,    175    vol.;    undrs.   rating,    thiand    rtiiain 

Watar  Supply — Src,  8  6-in.  wella,  H  m.  bus. 
cent;  aya.,  air  lift  grav.,  pump  to  rea.,  to  atdp. 
ft  dir.;  atdp.  cap.,  106,000  gala.;  dim.,  126  z  12, 
loe  at  station;  mat,  iron;  rea.  cap.,  90,000  gals., 
loc.  at  station;  2  pump,  eng.,  daaa  dup.,  size  20 
X  15  X  18,  cap.  day  2,500,000  gala.;  main*,  6  2-5 
m.,  4  to  8  in.  dia.;  65  hyd.;  prea.,  dom.  80  lbs., 
f.   160  lbs.;   wka.   owned  by  city. 

LAKE  CHARLES,  p.  1,149:  f.  area,  12  a.;  mere. 
bldgs..  bk.,  1  to  8  ator.;  pnv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
eauaea  of  f.  inv.  F.  dept — 1  str.,  2  comb.  e. 
hose  ft  1.  trk.,  .1  hose  reel,  9  hrs.*,.  hose,  cot,  mb. 
lined,  gd.,  4,500  ft;  f.  al.,  'Gamewell,  20  bx.;  vxL 
equip.,  $11,000;  val.  bldga.,  $4,000;  tot  mem^ 
7,   pd.   full  time. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent; 
ays.,    pump   to   atdp.    ft   dir.;    atdp.    cap.,    169,000 

Sals.:  8  pump,  eng.,  class  dup.  ft  centrif.,  cap. 
ay  7,500,000  gals.;  mains,  c.  i.,  10  m.,  6  to  12 
in.  dia.;  162  hyd.:  41  v.;  8^0  met;  700  serv.; 
pipe,  c.  L;  pres.,  dom.  52  lbs.,  f.  100  lbs.;  com. 
day,  350,000  gals.;  cost  $96,000;  cost  mtce., 
$500;  wka.  owned  by  city. 

LAKE   PROVIDENCE,  p.   1,568;   f.   area,    15   a.; 

mere,  bldgs.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1 
stor.;  wd.  ria.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  atr.,  8  hoae  r«ela,  2 
hose  wag.,  2  hre.;  hoae,  cot,  rub.  lined,  gd.,  800 
ft;  inf.,  800  ft;  tot  hose,  1,600  ft;  i.  al.,  bell; 
val.  equip.,  $4,000;  vaL  bldga.,  $1,500;  vol. 

Water  Supply — Src.,  well,  %  m,  bua.  cent;  ays.. 
grav.  ft  pump  to  atdp.;  atdp.  cap.,  60,000  gaJa.; 
dim.,  20  X  27;  mat,  stl.;  rea.  cap.,  28,000  gala.; 
1  pump;  maina,  e  L,  8  m.,  4  to  8  in.  dia.;  82 
hyd.;  22  v.;  12  met;  prea.,  dom.  50  Iba.,  f.  100 
Iba.;  cons,  day,  50,000  gala.;  cost  $42,000;  coat 
mtce.,  $5,110;  wks.  owned  by  city. 

LEESVILLE,  p.  2,048.  F.  dept— 1  c.  eng.,  1 
oomb.  c.  ft  h.  wag.,  2  c.  hand  ex.,  1  h.  ft  L  trk.. 
1  (hose  cart;  ho«e,  cot,  rub.  lined,  gd.,  1,500  ft; 
f.  al.,  telp.  ft  wh.;  val.  equip.,  $4,600;  val.  bldga.. 
$8,000;  exp.  dept.,  $700;  tot  mem.,  32.  pd.  full 
time  2,  voL    80. 

Water  Supply — Src,  wells,  1  m.  bua.  cent; 
sys.,  pump  to  stdp.  ft  diar. ;  stdp.  cap.,  65.000 
gals.;  les.  cap.,  40.000  gals.;  2  pumps,  cap.  6aj, 
500,000  gals.;  mains,  8  m.,  2  to  6  in.  dia.:  25 
hyd.;  pipe.  c.  i.;  pres.,  dom.  60  lbs.,  f.  lOO  lbs.; 
owned    by   priv.    Co. 

MIN  DEN,  p.  8,002;  mere,  bldga.,  bk.  F.  dept — 
4  hoae  car.;  hose,  1,900  ft;  f.  al.,  bell. 

Watar  Supply — Src,  wells,  %  m.  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  100.000  gals.: 
res.  cap.,  162,000  gals.;  1  pump,  eng.,  class  comp., 
dvup.,  cap.  day,  1.000.000  gala,  mains,  c.  L,  6  m., 
4  to  10  in.  dia.;  55  hyd.;  60  met;  280  senr. ; 
pipe,  galv.  {.;  pres.,  dom.  ft  f.  50  to  85  lbs.  cona. 
day,  50,000  gals.;  cost,  $39,000;  wks.  owned  by 
dty. 

MONROE,  p.  10,209;  f.  area.  1,200  a.;  mere. 
bldgs.,  bk.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft  S 
stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  oombt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto.  comb, 
c.  ft  h.  wag.,  1  comb.  c.  ft  h.  wag.,  1  h.  ft  L  trk., 
1  hose  wag.,  6  hrs.;  hose,  cot,  rub.  lined,  gd.. 
4,500  ft;  f.  al.,  Oamewell  ft  telp.,  21  bx.;  vaL 
equip.,  $40,500;  val.  bldgs.,  $10,UUO;  e:^.  depL, 
$17,000;  tot  mem.   14,  pd.  full  time. 

Watar  Supply — Src.,  riv.,  ^  m.  Dua.  cent;  ara.. 
pump  to  rea.  ft  atdp.;  stdp.  cap.,  185,000  gala.; 
dim.,  16  X  120;  mat,  atl.;  rea.  cap.,  225,000  giUs., 
loe  at  rear  of  plant;  2  pump,  eng.,  claaa  elec. 
trip.,  cap.  day  500,000  gals.;  maina,  e  L  ft  atL,  S 
m.,  4  to  12  in.  dia.;  88  hyd.;  met,  10;  1.750 
serv.;  pipe,  galv.  L  ft  lead;  prea.,  dom.  40  lbs., 
cons,  day,  200,000  gals.;  cost,  $40,000;  wks. 
f.  120  lbs.;  cons,  day,  250,000  gala.;  cost,  $115,- 
000;  cost  mtce.,  $28,000;  wka.  owned  by  city. 

MORGAN  CITY,  p.  5,477;  f.  area,  400  a.;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  IH 
stor.;  wd.  rfs.  not  perm.;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — -1  str.  (in  reaerve, 
1  comb.  c.  ft  h.  wag.),  1  h.  ft  1.  tik.,  8  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  2,400  ft;  f.  aL,  Oame- 
well, 18  bx.;  vaL  equip.,  $10,000;  vaL  bldgs.,  $12.- 
000;  exp.  dept,  $2,500;  tot  mem.  100,  pd.  tell 
time  8,  voL  97;  undra.  rating,  second  daaa. 

Watar     Supply — Src,     Atchafaloya     riv.;     ^js., 
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pump  to  itdp.:  stdp.  cap.,  100,000  gtls.;  2  pomps, 
class  comp.  aup.,  cap.  1,000  gals,  mia,;  10  m. 
mains,  e.  L,  4  to  8  in.  dia. 

NAPOLEOMVILLE,  p.  1,201.  F.  dept.— 1  c. 
hand  ex.,  4  hose  carts;  hose,  cot.,  rub.  lined,  ffd., 
1,800  ft.;  val.  equip.,  ^8,000;  tot.  mem.,  48  toL 

Water  Supply — Src,  artesian  well;  sys.,  pump 
to  res.;  res.   cap.,   400,000  gals.;  tk.   cap.,   60,000 

?als.;  1  pump,  eng.,  cap.  day  750,000  gals.;  mains, 
m.,  6  to  8  in.  dia.;  16  hyd. 

NATCHITOCHES,  p.  2,682;  mere,  bldge.,  bk., 
1  &  2  stor.:  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.; 
fwks.  &  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
1  str.,  1  hand  eng.,  1  h.  Jc  1.  trk.,  4  hose  car.,  8 
hrs.;  ho«e,  cot.,  rub.  lined,  gd.,  650  ft.;  rub.,  gd., 
1,100  ft;  tot.  hose,  1,650  ft.;  f.  al.,  bell;  vaL 
equip.,  $10,000;  val.  bldgs.,  $2,000;  exp.  dept., 
$500;  tot.  mem.,  100  roL;  undrs.  rating,  second 
class. 

Water  Supply — &rc.,  wells  Ae  epr.,  1  m.  bus. 
cent.  «ys.,  pump  to  «tdp.;  «tdp.  cap.,  90,000  gnls.; 
loc.  on  hill,  cent,  town    mat.,  ctl.;  res.  cap.,  188,- 

000  gals.;  2  pump,  eng.,  class  comp.  dup.,  60.000 
gals.  cap.  day;  mains,  c.  i.,  8H  m.,  4  to  8  in. 
dia.;  37  hyd.;  10  v.;  88  met.;  prea.,  dom.  85  lbs., 
f.  110  lbs.;  cost,  $40,000;  cost  mtce.,  $5,400; 
wks.   owned  by  city. 

NEW  IBERIA,  p.  7,409;  f.  area,  2,500  a.;  mera 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  As  combt  ord.; 
causes   of   f.   inv.     F.   dept — 2   str.,    1    hand   eng., 

1  h.  ft  1.  trk.,  2  hose  wag.,  6  hose  car.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft;  rub.,  gd., 
1,000  ft;  inf.,  1,000  ft:  tot  hose,  5,000  ft;  f. 
al.,  bell  &  wh.;  val.  equip.,  $10,000;  val.  bldgs., 
$8,50.0;  exp.  dept,  $2,000;  tot  mem.  260,  pd. 
full  time  8,  vol.   247. 

Water  Supply — Src,  wells,  1-5  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  100,000  gals.;  3  pump, 
eng.,  cap.  day  1,250,000  gals.;  mains,  c.  i.,  14^ 
m.,  4  to  10  in.  dia.;  140  hyd.;  8.1  v.;  75  met; 
800  serv.;  pres.,  dora.  40  lbs.,  f.  100  lbs.;  cons, 
day,  400,000  gal«.;  cost,  $100,000;  cost  mtce., 
$21,000;    wks.   owned   by  city. 

NEW  ORLEANS,  p.  889,075;  f.  area,  196^  sq. 
m.;  mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  11  stor.; 
priv.,  stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm, 
in  f.  limits;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 30  str.,  1  auto,  hose  str.  (8  str.  in 
reserve),  2  auto.  c.  eng.,  4  auto,  hose  wag.,  8 
chiefs  auto.,  7  chief's  wag.  (1  in  reserve),  6  fuel 
wag.,  1  auto.  comb.  c.  ft  h.  wag.,  6  c.  eng.  (4  in 
reserve),  29  c.  hand  ex.,  9  h.  ft  1.  trk.  (1  in  re- 
serve),   2    aer.    trk.,   with   tractor,    1    water   tower, 

1  auto,  water  tower,  26  hose  wag.,  8  hose  reels  (8 
in  reserve),  146  hrs.  (22  hrs.  in  reserve);  hose,  cot, 
rub.  lined,  46,950  ft;  f.  al.,  Gamewell  storage,  828 
bx.;  vaL  equip.,  $402,457;  val.  bldgs.,  $350,000; 
exp.  dept,  $482,170;  tot  mem.,  460,  pd.  full  time. 

Water  Supply — Src.,  Mississippi  riv.,  8  m.  bus. 
cent.;  ays.,  pump  dir.;  res.  cap.,  16,000,000  gals.; 
14  pump,  eng.,  class  vertical  trip,  expansion,  hor. 
comp.  dup.  ft  turbine,  cap.  day  237,500,000  gals.; 
mains,  c.  i.,  584  m.,  4  to  .48  in.  dia.;  6,517  hyd.; 
5,2'44  v.;  51,000  met;  70,000  serv.;  pipe,  lead; 
pres.,  dom.  ft  f.  60  to  70  lbs.;  cons.  day.  26,000,- 
000  gals.;  cost,  $9,242,000;  cost  mtce.,  $29<6,870; 
wks.  owned  by  city. 

NEW  ROADS,  p.  1,862.     F.  dept — 2  hose  reels, 

2  hrs.;  f.  al.,  telp.,  bell  ft  wh. 

Water  Supply---Src.,  wells  ft  riv.;  stdp.  cap.,  60,- 
000  gals.;  1  pump,  eng.,  class  dup.,  cap.  day,  884,- 
160  gals.;  mains,  2  m.,  6  to  8  in.  dia.;  80  hyd.; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day,  26,000 
gals. 

OPELOUSAS,  p.  4,628.  F.  dept — 1  str.,  1 
hand  eng.,  1  h.  ft  1.  trk.,  1  hose  car.,  5  hose  reels; 
hose,  cot,  rub.  lined,  2,200  ft;  f.  al.,  bell;  tot 
mem.,   100  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  sys., 
pump  to  res.;  stdp.  cap.,  75,000  gals.;  res.  cap., 
80,000  gals.;  2  pump,  eng.,  class  dup.,  cap.  day 
862.000  gals.;  mains,  c.  i.,  6  m.,  4  to  10  in.  dia.; 
06  hyd.;  325  met.;  325  serv.;  pres.,  dom.  62  lbs., 
f.  75  lbs.;  cons,  day,  260,000  gals.;  wks.  owned 
by  city. 

PLAQUEMINE,  p.  4,956;  f.  area,  850  a.;  mere, 
bldgs.,  ok.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs. 
not  perm.  F.  dopt. — 1  c.  eng.,  2  comb.  c.  ft  h. 
wag.,  1  h.  ft  I.  trk..  2  hose  wag.,  3  hose  reels;  hose, 
cot.,   rub.    lined,    gd.,    2,500    ft.;    f.    al.,   bell;    val. 


equip.,  $6,000;  val.  bldgs.,  $1,500;  tot  mem.,   40 
vol.;    undrs.   rating,   third   class. 

Water  Supply— -Src,  wells,  in  bus.  cent:  sys., 
grav.  ft  pump  dir.;  res.  cap.,  80,000  gals.;  loc  at 
station;  2  pump,  eng.,  cap.  day  180,000  gals.; 
mains,  lead,  6  m.,  2  to  6  in.  dia.;  54  hyd.;  met., 
1;  228  Berv.;  pipe,  galv.  1.;  pres.,  dom.  40  lbs.,  f. 
120  lbs.;  cons,  day,  40.000  gals.;  cost,  $100,000; 
cost  mtce.,   $1,200;  wks.  owned  by  city. 

P>ROVIDENCE. — ^Flre  dept  not  reported. 

Water  Supply — Src,  artesian  well,  in  bus.  cent: 
■ys.,  grav;  stdp.  cap.,  60,000  gals.;  dim.,  27  z  20 
ft;  mat,  stl.;  res.  cap.,  28,000  gals.;  1  pump, 
eng.,  cap.  day  25,000,000  gals.;  mams,  c  L,  8  m., 
4  to  8  In.  dia.;  hyd.,  82;  v.,  22;  met,  8;  pipe, 
»dv.  i.;  pres.,  dom.  50  lbs.,  f.  150  lbs.;  cons, 
day,  50,000  gals.:  cost,  $42,000;  cost  mtce.,  $6,- 
110;  wks.  owned  by  city. 

RAYNE,  p.  2,247;  mere  bldgs.,  bk.  ft  wd.,  1  ft 
2  stor.;  priv.,  wd.,  1  ft  2  stor.:  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  h.  ft  1.  trk.  with  side  wall,  rf.  ft  aer. 
ladder,  3  hose  car.,  1  water  tower;  hose,  cot  rub. 
lined,  gd,  2,000  ft;  f.  al.,  bell  ft  wh.:  val.  equip., 
$2,000;  val.  bldgs.,  $2,600;  exp.  dept,  $100; 
tot  mem.,  44  vol. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  50,000  gals.  res. 
oap.,  160,000  gals.;  2  pump,  claas  comp.,  cap. 
day,  1,152,000  gals.;  mains,  2^  m.,  6  to  8  in. 
dia.;  25  hyd.;  7  v.;  80  met;  80  serv.;  pres.,  dom. 
40  lbs.,  f.  100  lbs.;  cons,  day,  150,000  gals.; 
wks.   owned   by    city. 

RUSTON,  p.  8,877.  F.  dept— 1  h.  ft  L  trk..  2 
hrs.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft.;  f.  al.,  bell,  wh.;  tot  mem.,  21  vol.;  undrs. 
rating,  third  class. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent;  bj*,, 
pump  to  res.,  to  stdp.  ft  dir.;  stdp.  cap.,  80,000 
gals.,  loc  500  ft  cent,  town;  mat.,  stL;  res.  cap., 
90,000  gals.;  2  pump,  eng.;  mains,  c.  i.,  7  m.,  2 
to  8  in.  dia.;  72  hyd.;  met,  400;  500  serv.;  pres.» 
dom.  40  lbs.,  f.  125  lbs.  cons,  day,  500,000  gals.; 
wks.    owned   by   city. 

ST.  FRANCISVILLE,  p.  966.  F.  dept— 1  hose 
wag.,  2  hose  carts;  hose,  2,000  ft.;  f.  al.,  bell, 
telp.  ft  wh.;  tot.  mem.,  90  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  tk.;  tk. 
cap.,  35,000  gals.;  2  pumps,  cap.  day  875,000 
gals. ;  mains,  2li  m.,  4  to  8  in.  dia. ;  88  hyd. ;  dom. 
pres.  65  to  75  lbs.,  f.  80  to  126  lbs. 

ST.  MARTINSVILLE,  p.  2,818;  f.  area,  800  a.; 
mere,  bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept. — 1 
str.,  2  hand  eng.,  1  h.  ft  L  trk.,  6  hose  car.:  hose, 
cot,  rub.  lined,  gd.,  850  ft;  rub.,  gd..  2,000  ft; 
inf.,  150  ft;  tot  hose,  2,600  ft;  f.  al.,  bell;  val. 
equip.,  $8,000;  val.  bldgs.,  $400;  exp.  dept,  $700; 
tot  mem.,  100  voL;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  Bayou  Teche;  sys.,  pump; 
2  pump,  eng.;  mains,  8%  m.,  4  to  10  in.  dia.;  65 
hyd.;  10  v.;  pres.,  f.  100  lbs.;  cost,  $30,000;  cost 
mtce.,  $3,686;  wks.  owned  by  city. 

SHREVEPORT,  p.  28,015;  f.  area,  9%  m.:  mere 
bldgs.,  stn.  ft  bk.,  1  to  10  stor.;  priv.,  wd.,  1^ 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  3  str.,  16 
c  hand  ex.,  1  triple  comb,  wag.,  1  chief's  auto.,  1 
auto.  str.  with  tractor,  1  auto.  aer.  trk.  with  tractor, 
2  auto.  comb,  c  ft  h.  wag.,  1  auto.  trip.  comb,  c  ft 
h.  wag.,  1  auto,  pumper  ft  hose  wag.,  1  auto,  electri- 
cian's wag.,  1  auto.  wag.  in  reserve,  6  comb,  c  ft  h. 
wag.,  11  nrs.;  hose.,  cot,  rub.  lined,  gd.,  10,000  ft; 
fair,  1,160  ft;  tot  hose,  11,160  ft:  f.  al.,  elec, 
58  hx.;  val.  equip.,  $62,000;  val.  bldgs.,  $41,000; 
exp.  dept,  $47,000;  tot.  mem.  48,  pd.  full  time. 

Water  Supply — Src,  riv.;  «ys.,  pump  io  stdp.; 
stdp.  cap.,  258,491  gals.;  dim.,  110  x  20;  mat, 
iron;  2  res.,  cap.  4,000,000  gals.;  5  pump,  eng., 
class  dup.,  cap.  day  12,600,000  gals.;  mains,  c  i., 
84  m.,  6  to  16  in.  dia.;  898  hyd.;  met,  650; 
8,190  serv.;  260  v.;  pres.,  dom.  70  lbs.,  f.  80  to 
90  lbs.;  cons,  day,  8,154,000  gals.;  wks.  owned 
by  priv.  Co. 

THIBODAUX,  p.  3,824;  f.  area,  640  a.:  mere 
bldgs.,  bk.,  8  ft  4  stor.;  priv.,  bk.  ft  wd.,  1^  stor.; 
wd.  ris.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  h.  ft  1.  trk., 
4  hose  car.,  1  hrs.;  hose,  rub.,  sd.,  1,250  ft; 
f.  al.,  bell;  val.  equip.,  $9,000;  val.  bldgs.,  $6,000; 
exp.  dept,  $720;  tot  mem.,   150  vol. 
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Water  Supply — Src,  welto  k  Bayou  Teche;  sys., 
pump  to  fltdp.;  atdp.  cap.,  08,000  gait.;  dim.,  12 
X  116;  mat.,  otl.;  4  pump,  eng.,  cIibjbb  comp.  dup., 
cap.  day,  1,180,800  gals.;  mains,  c  1.,  7%  m., 
4  to  8  in.  dia.;  92  nyd.;  2k65  serv.;  pipe,  galy. 
i.;  pres.,  dom.  55  lbs.,  f.  75  lbs.;  oons.  day, 
150,000  gAls.;  cost,  $22,500;  coet  mtce.,  $120; 
wks.    owned   by   town. 

VI.DALIA,  p.  1,845.  F.  dept. — 8  hose  carts,  1 
h.  &  L  trk.,  1  c.  eng.,  1,800  ft.  hose;  f.  aL,  telp.; 
tot.   mem.,    15   voL 

Water  Supply — Src,  lake;  ays.,  pump  to  res.; 
stdp.  cap.,  50,000  gala.;  1  dup.  pump.  cap.  .748,- 
800  gala,  day;  25  hyd.;  dom.  prea.  45  lbs.,  f.  prea. 
110  Iba. 

WASHINGTON,  p.  1,528;  mera  bldga.,  wd.  F. 
dept. — 2  hose  car.;  hose,  1,000  ft.;  x.  al.,  bell; 
tot.  mem.,  40  yol. 

Water  Supply—^c.,  wells;  cap.  400  gals,  min.: 
sys.,   pump. 

WHITE  CASTLE,  p.  2,289.  F.  dept  not  re- 
ported. 

Water  Supply — Src,  well,  in  bus.  cent.;  ays., 
pump  to  stdp.;  stdp.  cap.,  80,000  gala.;  res.  cap., 
80,000  gals.;  1  pump,  eng.,  cap.  day  260,000  gala.; 


prea.,  dom.  60  to  126  Iba.,  f.  125  Iba.;  cons.  day. 
250,000  gale.;  cost,  $10,000;  ooat  mtce.,  $1,200; 
wka.  owned  by  city. 


WINNFIELD,  p,  8,000;  f.  area,  400  a.; 
bldgs.,  bk.  &  wd.,  1  to  8  stor. ;  prir.,  wd.,  1^2 
etor. ;  wd.  rte.  perm,  in  f.  area;  fwka.  &  combC 
ord.;    causes  of  f.    inv.     F.   dept. — 2   c   hand   ex. 

1  band  h.  ft  1.  trk.;  8  band  liaise  cartas;  ho«e.  cot. 
rub.    lined,    gd.,    1,000    ft;    inf..    2,000    ft;    tot. 
boee,   8,000   ft;   f.  aL,  telp.;   val.   equip.,  $3,000 
tot    mem.,    30    vol.;    undrs.    mting,    fourth    dass. 

Water    Supply — Src,    wells,    V4    m.    bos. 
«ym.  pump  to  stdp.  k  dir.;8tdp.  cap.,  65.000 
dim.   80  X  9;  mat,  «tl.;  res.  cap.,   150,000 

2  pump,  eng.,  cap.  day,  1,080,000  gals.;  mains,  c 
i.,  8  m.,  6  to  8  in.  dia.;  50  hyd.;  pres.,  dom.  45 
lbs.,  f.  110  Ibe.;  cons,  day,  75,000  gals.;  coat, 
$40,000;   cost  mtce.,  $8,200;   wka  owned  by   city. 

Placea  with  a  population  of  1,000  or  mwe  hav- 
ing no  organized  fire  dept — Jackson,  Kenner,  Pon- 
chatoula,  Boseland,   Slidell. 

Places  with  a  population  of  1,000  or  more  not 
reported — Oolfax,  Gueydon,  Haynesville,  Lake  Arthur, 
Logansport,  Marksville,   iPatterson,  iRayrille,    Welsh. 
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ALFRED,  p.  1,000;  f.  dept  not  reported. 

Water  Supply — Src,  pond.  1  m.  bus.  cent; 
sys.,  dir.  pres.;  stdp.  cap.,  is78,000  gals.;  2  pump, 
eng.,  comb.  cap.  day  720,000  gals.;  mains,  c.  i., 
5  m.,  2  to  8  in.  dia.;  22  hyd.;  20  v.;  12  met; 
110  «erv.;  pipe,  galv.  i.;  pres.,  dom.  98  Iba.,  f. 
90  lbs.;  cons,  day,  80.000  g&U.;  cost,  $82,000; 
cost  mtce.,  $2,000;  wks.  owned  by  Alfred  Wat 
Co. 

ANSON,  p.  1,830;  f.  area,  100  a.;  mere  bldgs., 
wd.,  2  stor.;  priv.,  wd..  1^  stor.;  wd.  rfs.  perm.; 
fwka.  k  combt.  ord.  No  org.  f.  dept. — 1  hose  car.; 
hose,  cot,  rub.  Imed,  gd.,  600  ft;  inf.,  200  ft; 
tot.  hose,  800  ft;  f.  al.,  wh. 

Water  Supply — Src,  creek;  sys.,  pump  dir.; 
pump,  eng.,  cap.  day  576,000  gals.;  mains,  ^ 
m.,  8  in.  dia.;  5  hyd.;  6  v.;  pves.,  f.  100  lbs.; 
cost,  $1,602;  wks.  owned  by  village. 

AUBURN,  p.  15,064;  f.  area,  1,280  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  5  stor.;  priv.,  bk.,  wd.  k 
stn.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
1  h.  &  1.  trk.,  20  c.  hand  ex.,  1  comb.  c.  k  h. 
wag.,  4  hose  wag.,  1  hose  reel,  12  hrs. ;  hose,  cot, 
rub.  lined,  gd.,  12,600  ft;  f.  al.,  bell,  wh.  k  elec, 
31  bx.;  exp.  dept,  $18,689,  tot.  mem.,  56,  pd. 
full    time    9,    pd.    part   time    47. 

Water  Supply — Src,  lake.  8  m.  bus.  cent.;  sys., 
grav.,  pump  to  res.;  res.  cap.,  6,500,000  gals.;  1 
pump.  eng..  class  comp.,  cap.  day  2.000^000  gals.; 
maine,  c.  i.,  85  m.,  2  to  Ss4  in.  dia.;  1'65  hyd.; 
662  v.;  met,  50;  2,100  serv.;  pipe,  galv.  i.  k 
lead;  pres.,  dom.  20  to  60  lbs.,  f.  100  lbs.;  cons, 
day,    205,472    gals.;    wks.    owned   by   city. 

AUGUSTA,  p.  13.211;  f.  area,  1,295  a.;  mere 
bldgs.,  bk.,  3  to  7  stor.;  priv.,  wd.,  2%  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  1  comb.  c.  k  h.  wag., 
10  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  wag.,  6  hoce 
carta,  6  hrs.;  hose,  cot,  rub.  lined,  gd.,  8.500  ft.; 
rub.,  gd.,  250  ft;  tot.  hose,  8,750  ft.;  f.  al.,  Came- 
well,  36  bx.;  val.  equip,,  $15,000;  val.  bldgs., 
$«,000;  exp.  dept,  $11,000;  tot.  mem.  70,  pd. 
full  time    4.   vol.    66. 

Water  Supply^-Src,  Carlton  pond,  9  m.  bus. 
cent;  sys.,  pump  k  grav.  to  res.;  res.  cap.,  6,000,- 
000  gals.;  8  pumps,  cap.  day  7,000,000  gals.; 
mains,  c.  &  wrt.  i.,  46.58  m.,  2  to  24  in.  dia.; 
172  hyd.;  298  v.;  met,  153;  2,188  serv.;  pipe, 
lead  lined;  pres.,  dom.  k  f.  180  lbs.;  cons,  day, 
1,870,411  gals.;  cost  $916,709;  cost  mtce,  $9,- 
681;  wks.  owned  by  Augusta  Water  District. 

BANGOR,  p.  24,808;  f.  area,  8,900  a.;  mere 
bldgs..  bk..  4  to  8  stor.;  priv.,  wd.,  2 Mb  stor.; 
wd.  rfa.  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 3  str.,  20  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  aer.  trk.  with  water  tower,  1  triple  comb, 
b.  ft  c  &  1.  trk.,  6  hose  carts,  24  hrs.;  hose,  cot, 
rub.  lined,  gd.,  17.600  ft;  f.  al.,  Gamewell,  81 
bx.;  val.  equip..  $65,000;  val.  bldgs.,  $92,000; 
exp.  dept.,  $67,780:  tot  mem..  109,  pd.  full  time 
81,  pd.  part  time  78. 


Water  Supply — Src,  riv.,  1V4  m.  bus.  c«nt: 
sys.,  pump  to  stdp.;  stdp.  cap.,  1,500,000  gals., 
dim.  50  X  75,  mat.  stl.;  8  pump,  eng.,  cap.  day 
8,000,000  gala.;  mains,  c  i.,  52 H  m-;  300  li^d.; 
496  v.;  met,  100;  6,012  serv,;  pipe,  galv.  L; 
pres.,  dom.  35  to  120  Iba.,  f.  85  to  120  Iba,: 
cons,  day,  4,000,000  gals.;  cost  mtce.,  $60,000; 
wks.  owned  by  city. 

BAR  HARBOR,  p.  4,500;  f.  area,  600  a.;  mere, 
bldgs.,  bk  ft  wd.,  1  to  6  stor.;  priv.,  bk  ft  wd., 
2  to  4  stor.;  fwks.  ord.;  causes  of  f.  inv.  F. 
dept. — 2  sir.,  18  c  hand  ex.,  1  h.  ft  1.  trk.,  2 
hose  wag.,  6  brs.;  hose,  cot,  rub.  lined,  gd. 
6,000  ft;  f.  al..  Gamewell  ft  wh.,  14  bx.,  vaL  e<;mp., 
$25,000;  val.  bldgs.,  $^,500;  exp.  dept,  $8,500; 
tot  mem.     60,  pd.  full  tim«  5,  voL  55. 

Water  Supply — Src,  lake;  2^  m.  bus.  cent,  sya, 
grav.;  mains  c  &  galv.  i.;  25  m.,  2  to  24  in.  dia.; 
55  hyd.;  1,000  serv.;  pres.  dom.  75  lbs.,  f.  106 
lbs.;  cons,  day,  1,750,000  gals.;  cost,  $300,000; 
cost  mtce.,  $5,000;  wka.  owned  by  priv.  Co. 

BATH,  p.  9,396;  f.  area,  3,200  a.;  mere,  bldgs.. 
wd.  ft  bk.,  8  to  5  stor.;  priv.,  wd.  ft  bk.,  2  and  3 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  1  comb.  c.  ft  b. 
wag.,  1  c.  eng.,  8  c.  hand  ex.,  2  h.  ft  1.  trk.,  8 
hose  wag.,  3  hose  car.,  7  hrs.;  hose,  cot,  rnbi 
lined,  gd.,  8,700  ft.;  inf.,  200  ft;  tot  hose,  8,900 
ft.;  f.  al.,  Gamewell,  21  bx.;  val.  equip..  $19,000; 
val.  bldgs.,  $17,000;  exp.  dept,  $6,000;  tot  mem.. 
63,  pd.  full  time  8,  pd.  part  time  00. 

Water  Supply — Src,  lake,  at  Woolwich;  sys., 
pump  to  stdp.;  stdp.  cap.,  600,000  gals.,  mat  iron; 
8  pump,  eng.,  cap.  day  6,000,000  gals.;  mains, 
c.  i.,  34^  m.,  2  to  20  in.  dia.;  168  hyd.;  160 
v.;  met,  150;  2,200  serv.;  pipe,  galv.  i.;  pres.. 
dom.  80  lbs.,  f.  80  to  180  lbs.;  cons,  day,  1.500.- 
000  gals.;  cost,   $600,000;  wks.  owned  by  Co. 

BELFAST,  p.  4,618;  f.  area,  716  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  oonibt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  gasoline 
eng.,  6  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hoee  carts* 
2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  6.000  ft; 
f.  al.,  wh.,  11  bx.;  val.  equip.,  $6,000;  val.  bldgs., 
$15,500;  exp.  dept,  $3,900;  tot  menL,  50  toL 

Water  Supply — Src,  riv.  ft  spr.;  sysL,  grav., 
pump  to  res.,  to  stdp.  dir.;  stdp.  cap..  263,000 
gal».,  dim.  45  x  35.  loc.  on  Wilson  Hill,  mat. 
iron;  2  pump,  eng.,  daas  dup.,  cap.  day  l,750.0O(i 
gals.;  mains,  10  m..  4  to  10  in.  dia.;  68  hyd.: 
<)5  v.;  met,  37;  820  serv.;  pipe,  %  in.  galv.  t; 
pres.,  dom.  80  lbs.,  f.  80  to  135  lbs.;  cona.  day. 
400,000  gals.;   cost,  $235,000;  wks.  owned  by  Col 

BERWICK,  p.  2.300;  f.  area,  20  a.;  mere  bldgs. 
bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd..  2  stor;  vrd 
rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  comb.  c.  ft  h.  wa«- 
5  c.  hand  ex.,  1  hose  reel,  1  hrs.;  hose,  cot,  rob. 
Unci,  jrd.,  1.200  ft.;  inf..  600  ft  :  tot  hoee,  1,800 
ft.;  f.  al.,  brll  ft  wh.;  val.  equip.,  $2,200;  vaL  bide*-* 
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$1,600;  csik  dept,  $400;  tot  mem.,  t6,  pd.  fidl 
time. 

Water  Supply — Berwick  Water  Ck>.;  80  hyd. 

BETHEL,  p.  8S4;  f.  area,  1%  sl;  mere,  bldgs., 
wd.,  1  to  8  8tor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  T.  area;  fwks.  k  combt.  onL;  causes  of  f.  Inv. 
F.  dept. — 1  h.  &  1.  trk.,  18  c.  hand  ex.,  2  hose 
waff.;  hose,  cot.,  rub.  lined,  gd..  1,400  ft.;  L  al., 
bell;  val.  Sldga.,  $2,000;  ezp.  aept.,  91,000;  tot. 
mem.,   40,   pd.  part  time. 

Water  Supply— Sra,  Mountain  strm.,  4^  m.  bos. 
cent.;  sys.,  grav.;  res.  No.  1  cap.  100,000  gals., 
Na  2  cap.  600,000  gals.;  mains,  c.  i.,  8  m.,  4  to  10 
in.  dia.;  80  hyd.;  r.;  226  sery.;  pipe,  galv.  i; 
pres.,  dom.  ft  f.  85  lbs.,  cost,  $60,000;  cost  mtoe., 
$600;  wks.  owned  by  priv  Go. 

BIDDEFORD,  p.  17,079;  f.  area,  10  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  S  stor.;  priv.,  wd.,  8  stor. : 
wd.  rfs.  perm.;  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 8  str.,  10  c.  hand  ex.,  1  comb.  c.  ft  h.  wag., 

1  n.  ft  1.  trk.,  1  chief's  wag.,  8  hose  wag.,  5  hose 
car.,  0  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,000  ft.; 
inf..  1,500  ft.;  tot.  hose,  9,600  ft.;  f.  a1.,  Game- 
well,  ^9  bx.;  val.  equip.,  $25,000;  val.  bldgs., 
$32,600;  exp.  dept.,  $18,000;  tot.  mem.  53,  pd. 
full  time  8,  pd.  part  time  45. 

Water  Supply — Src,  riv.,  2^/4  m.  bus.  cent.; 
sys.,  pump  to  res.  ft  stdp.;  res.  cap.,  8,000,000  gals.; 

2  stop.  comb,  cap.,  1,671,000  ga1<s.;  2  pump,  eng., 
cap.  day  7,500,000  gals.;  mains,  c.  1.,  70  m.,  4  to 
20  in.  dia.;  296  hyd.;  668  v.;  met..  571;  4,390 
serv.:  pipe,  galv.  ft  wrt.  i.;  pres.,  dom.  ft  f.  25  to 
85  lbs.;  cons,  day,  1,804,905  gals.;  wks.  owned 
by  Oo. 

BOOTHBAY.  Lincoln  Co.,  p.  1,766.  F.  dept.— 2 
comb.  c.  eng.,  2  c.  hand  ex.,  2  h.  ft  I.  trk..  1 
hose  cart;  hose,  oot.,  rub.  lined,  gd..  1,800  ft.,  inf., 
200  ft.;  tot  hose,  2,000  ft;  f.  al.,  Sell;  val.  equip., 
$1,800;  v«l.  hidgs.,  $2,000;  exp.,  dept,  $160; 
tot  mem.,   90  vol. 

BOOTHBAY  HARBOR,  p.  2,000;  f.  area,  250  a.; 
mere,  bldgs.,  wd.  ft  bk.,  1  to  4  stor.;  priv..  wd. 
ft  bk.,  2  stor.;  wd.  rfs.  perm.;  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk..  4 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  4^00  ft.,  inf. 
260  ft;  lot  hose,  4,760  ft;  f.  aL,  Gamewell,  elec, 
46  bx.;  val.  equip.,  $6,000;  val.  bldga.,  $2,600; 
exp.  di^t,  $800;  tot  mem.,  80,  pd.  when  attend- 
ing f. 

Water  Supply — Src,  lake,  2  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  250,000  gals.,  dim.  30  x 
45,  mat  stl.;  2  pump,  eng.,  class  comp.,  eap.  day 
1,000,000  gals.;  mains,  c.  1.,  7  m.,  4  to  10  ixL 
dia.;  61  hyd.;  25  v.;  met,  12;  350  serv.;  pipe,  galv. 
L;  pres.,  dom.  ft  f.  75  to  85  lbs.;  cons,  day, 
100,000  gals.;   cost,  $85,000;  wks.  owned  by  city. 

BOWDOINHAM.— Fire  dept — 1  hand  eng.,  1 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  550  ft; 
tot  mem..  85  vol. 

Water  Supply — Src,  riv.,  wells  ft  S  res. 

BREWER,  p.  6,667;  mere  bldgs.,  wd.,  1  to  4 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f. 
area;  combt.  onl. ;  causes  of  f.  inv.  F.  dept. — 2 
str.,  2  h.  ft  1.  trk.,  8  c  hand  ex.,  2  hose  wag.,  2 
hose  reels,  3  hrs.;  hose,  cot,  rub.  lined,  gd.,  7,000 
ft;  f.  al.,  bell.  wh.  ft  elec,  17  bx, ;  val.  equip., 
$15,000;  val.  bldgs.,  $4,000;  exp.  dept,  $35,000; 
tot.  mem.,  60.  pd.  part  time. 

Water  Supply — Src,  riv.,  4  m.  bus.  cent;  sys., 
grav.,  pump  to  res.,  to  stdp.  ft  dir.;  stdp.  cap., 
528,768  gals.,  dim.  30  x  100.  mat.  stl.;  3  pump, 
eng.,  cap.  day  4.000,000  jfals. ;  mains,  iron,  20 
m.,  4  to  12  in.  dia.;  66  hyd.;  96  v.;  met,  2i; 
1.430  serv.;  pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f. 
80  to  100  lbs.:  cons,  day,  1,000,000  gals.;  wks. 
owned  by  prif.  0«. 

BRIDGTON,  p.  2.660.  F.  dept — 1  str.,  1  c 
eng.,  1  h.  &  1.  trk.,  1  hose  cart,  3  liose  reels; 
hose,    2,500   ft.;   tot.   mem..   43,   pd.   part  time. 

Water  Supply — Src.  lake,  H  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  400,000  gals.,  dim. 
36  to  66  ft.,  mat  stl.;  1  pump,  eng.,  cap.  day 
300,000  gal«!. ;  mains,  c.  i..  7  i^j  m.,  6  to  10  in. 
dia.;  45  hyd.;  met,  30;  300  serv.;  pipe,  galv.  i. ; 
pres.,  dom.  45  to  100  lbs.,  f.  45  to  TOO  lbs.; 
cons,  day,  150,000  gals.;  wks.  owned  by  Co. 

BROOKS,  p.  669.  F.  dept — 1  c  eng.,  1  hose 
cart;  f.  al..  bell;  tot.  mem.,  80  vol. 

BROWNSVILLE,  p.  1,670;  f.  area,  100  a.;  mere 
bldgs.,  wd.,  2  stor.;  priv..  wd.,  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f.  not  inv. 


F.  dept — 1  band  eng.,  1  hose  ear.;  hose,  cot.,  rob. 
lined,  gd.,  1,700  ft;  1  aL,  beU  ft  wh.;  tot  mem., 
60  vol.;  also  2  priv.  f.  depts. 

Water  Supply — Src,  spr.,  cisterns  ft  riv.;  sys.^ 
grav. 

BRUNSWICK  and  TOPSHAM,  p.  6,621;  f.  area, 
1,280  a.;  mere  bldgs.,  bk.  ft  wd.,  t  ft  8  stor.; 
priv.,  wd.,  2^  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
2  hand  eng.,  2  c  hand  ex.,  1  h.  ft  L  trk.,  t 
hose  wag.,  7  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  4,000  ft.;  rub.,  gd.,  200  ft;  inf.,  650  ft: 
tot  hose,  4,850  ft;  f.  al.,  wh.  with  Gamewell 
attachment;  vaL  equip.,  $8,800;  vaL  bldgs.,  $2,- 
600;  exp.  dept,  $4,482;  tot  mem.,  08  vol. 

Water  Supply — Src,  80  driven  wells,  1%  m. 
bus.  cent;  syg.,  pump  to  stdp.;  stdp.  cap.,  2,600.' 
000  gals.,  dim.  97  x  50,  mat  cone;  pump,  eng., 
cap.  day  8.500,000  gals.;  mains,  e  i.,  17  m.,  2 
to  14  in.  dia.;  101  nyd.;  1,000  serv.;  pipe,  galv. 
L;  pres.,  dom.  76  lbs.,  f.  65  to  76  lbs.;  wk^ 
owned  by  Brunswick  ft  Topsham  Water  Dist. 

BUCKFIELD,  p.  1,189;  mere  bldgs..  wd.  ft  bk., 
2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  not  inv.  P.  dept — 1  h.  ft  L  trk.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  inf., 
800  ft:  tot  hose,  1,100  ft.;  vaL  equip.,  $600; 
tot.  mem..  16  voL 

Water  Supply — ^Src,  North  Pond,  2%  m.  bus. 
cent;  sv«,.  grav.;  res.  cap.,  1,000.000  gals.;  mains, 
c.  1.,  22,000  ft.  6  to  10  in.  dia.;  21  hyd.;  7 
v.;  64  serv.;  pipe,  galv.  i.;  pres.,  f.  86  lbs.;  cost, 
$32,000;  wks.  owned  by  Co. 

BUCKSPORT,  p.  2.900;  f.  area,  800  a.;  mere 
bldgs.,  wd.,  1^  to  4  stor.;  priv.,  wd.,  2%  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 8  hsnd  eng.,  24  e  hand  ex.,  8  hose  wag., 
6  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1.800  ft; 
rub.,  gd.,  260  ft;  inf..  200  ft;  tot  hose,  2,260 
ft;  f.  al.,  bell  ft  wh.;  exp.  dept,  $298;  tot.  mem., 
100,    pd.    part    time. 

Water  Supply — Src,  lake.  1  m.  bus.  cent.;  sys., 
grav.;  mains,  iron,  6  m..  2  to  10  in.  dia.;  10 
nyd.;  20  v.;  100  serv.;  pipe,  galv.  i. ;  pres.,  dom. 
40  lbs.,  f.  86  lbs.;  cost,  $22,000;  cost  mtce., 
$600;  wks.  owned  by  Co. 

CALAIS,  p.  6,110;  f.  area,  800  a.;  mere  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  ft  8  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  str.,  1  band  eng.,  4  e  hand  ex.,  1  h.  ft 
L  trk.,  2  hose  wag.,  4  hose  car.,  4  hrs.;  hose,  oot, 
rub.  lined,  gd.,  4,800  ft;  Inf.,  400  ft;  tot  boae^ 
6,200  ft;  I.  al.,  Gamewell,  16  bx.:  vaL  equip., 
$15,000;  vaL  bldga.,  $9,600;  exp.  dept,  $6,500; 
tot  mem.  81,  pd.  full  time  8,  voL  28. 

Watar  Supply — Sre,  riv.;  sys.,  pump  to  res.;  rea. 
cap.,  8,600,000  gals.;  8  pump,  eng.,  class  comp. 
dup.,  cap.  day  8,000,000  gals.;  mains,  16  m.,  2  to 
12  in.  dia.;  139  hyd.;  62  v.;  1,600  serv.;  pipe,  galv. 
L;  pres.,  f.  86  to  110  lbs.;  cons,  day,  860,000  gals.; 
wks.  owned  by  Co. 

CAMDEN,  p.  8,016;  f.  area,  800  a.;  mere  bldgs., 
bk.,  8  ft  4  stor.;  priv.,  wd.,  IH  ft  2  stor.;  wd.  rfe. 
not  perm. ;  fwks.  ft  combt  ord.  F.  dept.^1  str.,  1 
hand  eng.,  2  Bangor  ex.  ladders,  1  h.  ft  1.  trk.,  1 
hose  wag.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd., 
8,000  ft;  f.  al.,  bell;  val.  equip.,  $8,000;  val. 
bldgs..  $2,500;  exp.  dept,  $500;  tot  mem.,  62  voL 

Water  Supply — Sre,  supply  from  Mirrow  Lake; 
sys.,  grav.:  stdp.  cap.,  660,000  gals.;  dim.,  80  x  86, 
ioe  on  side  of  mountain;  mat,  stL;  47  hyd.;  pres., 
dom.  120  lbs.,  f.  120  lbs. 

CARIBOU,  p.  6,877;  mere  bldgs.,  bk.  ft  wd.,  1 
to  8  stor.;  pnv.,  wd..  m  stor.;  wd.  rfs.  perm.  In 
f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  1  aer.  trk.,  2  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  2,600  ft.;  inf.,  500  ft;  tot. 
hose.  3.100  ft;  f.  al.,  Gamewell,  11  bx.;  val. 
equip.,  $3,000;  val.  bldgs.,  $1,600;  tot  mem.,  28, 
pd.  part  time. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.:  stdp.  cap.,  160,000  gals.,  dim., 
30  X  29 V^;  2  pump,  eng.,  cap.  day,  1,000,000  gals.; 
mains,  c  L,  7  m.,  2  to  8  in.  dia.;  82  hyd.;  22  v.; 
200  serv.;  pres.,  dom.  85  lbs.,  f.  160  lbs.;  cons, 
day,  200,000  gals.:  cost,  $125,000;  cost  mtce., 
$1,500;   wks.   owned   by   Co. 

CASTINE,  p.  926.  F.  dept— 1  h.  ft  L  trk.,  1 
hand  eng.,  2  hose  carta. 

CLINTON,  p.    1,800.     F.   dept — 2   hand  pumps, 
200  ft  hose,  12  ladders;  vaL  equip.,  $200;  voL 
Water  Supply--<Src.,  riv.  ft  wells. 
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CORINNA,  p.  1,170;  mere,  bldga.,  wd.  F.  dcpt. 
— 1  band  eng,,  1  h.  &  L  trk.,  I  hose  car.;  hoae, 
eot,  rub.  lined,  gd.,  500  ft.;  tot.  mem.,  40  voL 

Water  Supply — Src.,  strm.;  sys.,  pump.;  pump, 
cap.  min.,  760  gala. 

CUMBERLAND,  p.  1.404;  mere,  bldga.,  wd.  F. 
dept. — 4  c.  hand  ex.,  1  c.  eng.,  1  hose  reel;  f.  aL, 
telp. 

Water  Supply — ^Not  reported. 

OAMARISCOTTA.  p.  876.  F.  dept— 1  hand 
eng.,  1  h.  &  L  trk.,  2  hose  earts;  hoee,  2,000  ft.; 
tot.  mem.,  00;  vaj.  equip.,  $2,500;  val.  bldgs., 
$500;  exp.  dept.,  $200. 

Water  Supply — Src,  Little  Pond;  sya.,  pump.; 
2  pumps,  cap.  day  800,000  gals.;  20  hyd.;  360 
•erv.;  mains,  10  m.;  pres.,  dom.  100  lbs.:  cost, 
$100,000;  cost  mtce.,  $1,000;  wks.  owned  by  Go. 

DANFORTH,  p.  1,202;  mere,  bldgs.,  wd.,  2  stor.; 
priv.,  wd.,  1%  &  2  stor.;  wd.  rfs.  perm.;  fwks.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept.— 1  hand 
ing.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,600 
ft:  f.  aL,  bell;  tot  mem.,  20  vol. 

Water  Supply — Src,  wells  ac  riv.;  res.  cap.,  600,- 

000  gals.;  20  hyd.;  pres.,  00  lbs. 

DEERIfl4  p.  5,853.  F.  dept — 1  h.  &  L  trk.,  16 
hand  ex.,  9  hose  car.;  f.  aL,  Gamewell;  tot  mem., 
100  voL 

Water  Supply — Supplied  by  Portland  Water  Dis- 
trict. 

DEXTER,  p.  8.580;  mere,  bldgs.,  bk.  ft  wd.,  1 
to  5  stor.;  priT.,  bk.  k  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  combt  ord.  F.  d<ept. — 0  c  hand  ex.,  1 
h.  ft  L  trk.,  4  hose  wag.,  hose,  cot,  nib.  lined,  gd., 
8.000  ft;  inf.,  1.000  ft;  tot  hose.  4,000  ft;  f. 
aL,  Oamewell,  10  bx.;  vaL  equip.,  $4,-500;  vaL 
bldgs.,  $4,000;  exp.  dept.,  $1,200;  tot  mem.  76, 
pd.  part  time. 

Water  Supply — Src.,  lake,  1-8  m.  bus.  cent; 
ays,,  pump  to  res.;  res.  cap.,  600,000  g^als.;  pump, 
eng.,  cap.  10  hours  860,000  gals.;  mains,  iron,  6 
m.,  6  to  12  in.  dia.;  70  hyd.;  82  v.;  pres.,  100  to 
160  lbs.;  wks.  owned  by  town. 

DOVER  AND  FOXCROFT,  p.  8,000;  mere  bldga., 
bk.  ft  wd.     F.  dept — 2  hand  eng.,  1  h.  ft  L  trk., 

4  hoee  oar.;  hose  rub.  lined,  gd.,  3,000  ft;  inf.. 
1,000  ft.;  tot  hose,  4,000  ft.:  f.  aL,  wh.,  bell  ft 
Oamewell,  14  bx.;  exp.  dq>t,  $1,500;  45  vol. 

Water  Supply — Src.,  riv.;  1^  m.  bus.  cent.;  aju,, 
dir.  pres.,  ree.  cap.,  1,000,000  gals.,  2  pump.  eng. 
cap.,  day,  1,000,000  gals.;  mains,  c.  i.,  11  m.,  4 
to  10  in.  dia.;  55  hyd.;  62  v.,  600«erv.;  pipe,  galv. 
L;  pres.,  dom.  ft  f.  80  lbs.,  cons,  day,  800,000 
gals.;  cost,  $146,000;  cost  mtce.,  $1,500;  wks. 
owned  by  city. 

EAST  LIVERMORE,  p.  2,641;  bldgs.,  wd.  ft  bk., 

5  stor.;  wd.  rfs.  perm.  F.  dept. — 1  str.,  1  hand 
eng.,  priv.  f.  ptmips  ft  hose,  1  hose  w^.,  2  hose 
car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
linen,  gd.,  500  ft;  inf.,  800  ft;  tot  hose,  1,800  ft; 
f.  aL,  Gamewell;  vaL  equip.,  $2,000;  exp.  dept, 
$1,600;  tot  mem.  2-6  voL,  1  pd. 

Water  Supply— 'Src.,  Lake,  4  m.  bus.  cent;  iys., 
grav.;  ree.  cap.,  1,000,000  gals.;  1  pump,  eng.,  cap. 
day  860,000  gals.;  mains,  c.  L,  10  m.,  6  to  12  in. 
dia;  38  hyd.;  4  v.,  200  met;  pres.,  dom.  60  lbs.,  f. 
75  lbs.;  cost,  $150,000;  wks.  owned  by  city. 

EASTON,  p.  1,215.  F.  dept. — 2  c.  eng.,  20  e. 
hand  ex.;  f.  al.,  bell;  tot  mem.,  20  voL 

EASTPORT,  p.  4,961;  mere,  bldgs.,  bk.  ft  wd., 
2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.; 
fwks.    ft    combt.    ord.      F.    dcpt. — 4    c    hand    ex., 

1  h.  ft  L  trk.,  5  hose  car.;  2  hrs.,  hoee,  cot.,  rub. 
lined,  gd.,  2.600  it;  inf.,  1,000  ft;  tot  hose,  8,- 
500  ft;  f.  aL,  Oamewell,  12  bx.;  vaL  equip.,  $3,- 
000;  vaL  bldgs.,  $3,500;  exp.  dept,  $1,800;  tot 
mem.,  80  voL 

Watar  Supply— Src.,  lake,  8  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  600,000  gals.;  2  pump. 
enfiT**  cap.  day  1,000,000  gals.;  mains,  iron,  20  m., 
8  to  10  in.  dia.;  64  hyd.;  600  serv.;  pres.,  dom.  80 
lbs.,  f.  80  lbs.;  cost,  $126,000;  cost  mtce.,  $10,- 
600;  wks.  owned  by  Co. 

EDEN,  p.  4,411;  f.  area,  640  a.;  mere  bldgs., 
wd.,  1%  to  6  stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 2  str.,  1  c.  eng.,  2  c.  hand  ex.,  1  h.  ft  L 
trk.,  6  hose  csr.,  4  hrs.;  hose,  cot,  nib.  lined,  gd., 
6,300  ft;  f.  aL,  bell;  val.  equip.,  $12,600;  vaL 
bldgs.,  $1,800;  exp.  dept,  $8,600;  tot  mem.  4)2, 
pd.  full  time  4,  VOL  48. 


Water  Supply — Src,  Eagle  Lake.  2%  m,  hm. 
cent;  sys.,  grav;  pres.,  76  to  00  lbs.;  cost,  $80,- 
000;  wks.  owned  by  Bar  Hsrbor  Water  Go. 

ELLSWORTH,  p.  8,649;  f.  area,  1,000  a.;  mere. 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  t  stor.; 
wd.  jfs.  perm,  in  L  area;  causes  of  f.  iar.  F. 
dept — 1  h.  ft  L  trk.,  8  hand  eng.,  7  hose  oarts; 
hose,  cot.,  rub.  lined,  gd.,  8,800  ft.;  inf.,  1,100 
ft.;  tot  hose,  4,900  ft;  f.  aL,  bell;  vaL  eqtdp., 
$7,000;  vaL  bldgs.,  $4,000;  exp.  dept,  $1,800; 
tot  mem.,  40  voL 

Water  Supply — Src.,  lakes,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  800,000  gala.;  ii*™., 
25  X  80;  2  pump,  eng.,  cap.  day  2,200,000  gala.; 
mains,  iron,  16  m.,  2  to  16  in.  dia.;  56  hyd.;  110 
v.;  met,  10;  600  serv.;  pipe,  galv.  L;  prea.,  dom. 
115  lbs.,  f.  116  lbs.;  cons,  dsy,  700,000  gala.;  vka. 
owned  by  Co. 

FAIRFIELD,  p.  4,486;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.:  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  str.,  2  h.  ft 
L  trk.,  6  c.  hand  ex.,  1  hose  wag.,  4  hose  carta, 
hoee,  cot,  rub.  lined,  gd.,  8,600  ft;  f.  &L,  Game- 
well,  10  bx.;  val.  equip.,  $10,000;  val.  bldgs.,  $8- 
000;  exp.  dept,  $1,000;  tot  mem.,  25  voL 

Water  Supply — Src.,  riv.  (see  Waterville);  aya., 
pump  to  res.;  res.  cap.,  8,000,000  gala.;  2  pump. 
eng.,  cap.  day  4,500,000  gala.;  82  hyd.;  met,  10; 
pres.,  f.  96  lbs.;  wks.  owned  by  Co. 

FALMOUTH,  p.  1,611.  F.  dept. — I  c.  eng.,  10 
hand  ex.;  tot.  mem.,  10  vol. 

FARMINQTON,  p.  8,210;  f.  area,  200  a.;  mere. 
bldgs.,  bk.,  2  stor.;  priv.,  wd..  2  stor.;  wd.  rfa. 
perm.  F.  dept — 1  str.,  1  h.  ft  L  trk.,  1  ex.  ladder. 
1  supply  wag.,  2  hose,  car.;  hose,  rub.,  gd.,  2,800 
ft;  inf.,  1,600  ft;  tot  hose,  3,800  ft;  f.  aL,  elec. 
6  bx.;  vaL  equip.,  $12,000;  vaL  bldga.,  $2,000; 
exp.  dept,  $600;  tot  mem.,  20  vol.;  undn.  rat&ni^ 
first  class. 

Water  Supply — Src.,  pond,  6%  m.  bus.  cent;  sya., 
grav.;  stdp.  cap.,  2-60,000  gals.;  dim.,  25  z  40, 
loa  at  Powder  House  Hill;  mat,  iron;  1  pumpu 
eng.,  cap.  day  1,000,000  gaU.:  mains,  c.  L,  16 
m.,  4  to  10  in.  dia.;  51  hyd.;  (net.  8;  566  serv.; 
pipe,  galv.  L;  pres.,  dom.  85  lbs.,  f.  86  to  100  Iba.; 
cons,  day,  92,072  gals.;  coet,  $146,500;  cost  mice., 
$450;  wks.  owned  by  Corpn. 

FORT  FAI-RFIELD,  p.  4,881;  f.  area,  900  a.; 
mere,  bldgs.,  wdL,  1  to  4  stor.;  priv.,  wd.,  2  star.; 
wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  hand  eng.,  1  h.  ft  L  trk.,  8 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  2,700  ft; 
inf..  300  ft.;  tot.  hose,  3.000  ft;  f.  al..  Game- 
well,  12  bx.;  vaL  equip.,  $2,000;  vaL  bldgs..  $1,- 
000;  exp.  dept,  $400;  tot  mem.  23,  pd.  part  time. 

Water  Supply — Src,  brook;  ays.,  grav.;  maina, 
3  m.,  10  in.  dia.;  20  hytd.;  8  v.;  8  hose  pipes;  0 
nozzles;  met,  2;  66  serv.;  pres.,  dom.  66  Iba.,  f. 
65  lbs.;  cost,  $30,000;  wks.  owned  by  Co. 

FORT  KENT,  p.  8,810;  f.  area,  160  a.  F.  dept — 
8  hose  carts,  c.  hand  ex.,  axes,  hooks  ft  ladders; 
vaL  equip.,  $3,000;  tot.  mem.,  36,  pd.  part  time. 

Water  Supply — ^Src,  strm.,  in  bus.  cent;  ^ya., 
grav.;  40  hyd.;  4  v.;  mains,  2,200  ft;  prea.  110 
lbs.;  cost  $55,000;  wks.  owned  by  priv.  Ca 

FREEPORT,  p.  2,339.     F.  dept — 2  c  hand  ex., 

1  h.  ft  1.  trk.,  s  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  2,000  ft;  inf.,  200  ft;  tot  hose,  2.200  ft.; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $2,200;  vaL  bldga., 
$700;  exp.  dept,  $400;  tot  mem.,  25  voL;  unSra. 
rating,    second    class. 

Water  Supply — 18  hyd.;  pres.,  60  Iba. 

FRYEBURG.  p.  1,876;  bldgs.,  wd.,  1^  ft  2 
stor.;  wd.  rfs.  perm.  No  org.  f.  dept— 1  h.  ft  L 
trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft;  f.  aL,  bell;  vaL  equip.,  $8,000;  vaL  bldgii* 
$2,000. 

Water  Supply — Src.,  mountain  atrm.;  aya.,  grav.; 
res.  cap.,  600,000  gals.;  maina,  7  m.,  6  to  10  in. 
dia.;  19  hyd.;  10  v.:  200  aerv.;  pipe,  c  L;  prea.« 
dom.  60  Iba.,  f.  60  lbs.;  coat,  $88,000;  coat  mtet^ 
$140;  wks.  owned  by  Co. 

GARDINER,  p.  6,811;  f.  area,  1,280  a.;  mere. 
bldgs.,  bk.,  8  stor.;  pnv.,  wd.,  2  stor.;  wd.  rfto. 
perm.;  fwks.  ft  combt  ord.  F.  dept — 8  str.,  10  e. 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  6  hoee  car.; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f.  aL,  wh.  ft 
telp.,  6  bx.;  vaL  equip.,  $20,000;  vaL  bldgs.,  $6,* 
000:  tot  mem.,  87  vol. 

Water  Supply — Src.,  Cobbosaee  Oontea  riv.;  nya., 
pump  to  res.  ft  dir.;  rea.  eap.,  2,000,000  gua.;  t 
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pump,  cng.,  clAfli  trip.,  cap.  dty  ^,400,000  nls.; 
maim,  e.  U  15  m.,  2  to  12  in.  dia.;  76  hyd.; 
1,870  senr.;  pipe,  galT.  i;  pica.,  dom.  40  to  06  iba., 
f.  40  to  96  lbs.;  cona.  day,  640,000  gala.;  wka. 
owned  by  Gardiner  Water  Diatrict 

QORHAM,  p.  2,822;  mere,  bldn.,  bk.  ft  wd.,  2  k 
S  ator.;  priv.,  2  ator.;  oauaee  of  x.  inv.  F.  dept. — 
1  h.  &  L  trk.,  8  hoae  car.,  reela,  kc;  hoee,  cot., 
rub.  lined.  «l.,  1,800  ft.;  f.  al..  bell  ft  wh.;  yal. 
equip.,  $1,600:  tot  mem.,  88  vol. 

Water  8uppiy--Src,  lake,  8  m.  bna.  cent;  aya., 
pump  to  atdp.;  atdp.  cap.,  840,000  gala.;  dim.,  85 
X  60;  mat,  iron;   2  pump,  eng.,  cap.  day  1,600,- 

000  gala.;  maina,  iron,  6,  to  8  in.  dia.;  85  hyd.; 
cost   160,000;   wka.  owned  by  Co. 

QOULDSBORO,  p.  1,269;  f.  area,  500  a.;  mere, 
bldga.,  wd.,  1  to  8  ator.;  prir.,  wd..  1%  *  2  ator.; 
wd.  rfa.  perm.;  no  fwka.  ft  combt  ord.  No  org.  f. 
dept. 

Water  Supply — Src,  pond,  2%  m.  bua.  cent; 
ays.,   grar.    ft   pump,   to   stdp.;   stdp.    cap.,   28,000 

fals.;  pump,  eng.,  cap.  day  860,000  gala.;  mains, 
m..  6  to  8  in.  dia.;   6  hyd.;   60  serr.;  pres..  f. 
100  lbs.;   cost  mtce.,  $1,000;  wka.  owned  by  Co. 
GRAY,  p.   1,000.     F.  dept — 2   c.  hand  ex.;   vaL 
equip.,  $600;  vol. 
No  water  works. 

QUILFORD,  p.  1,800.  F.  dept — 8  hose  carU; 
hoae,  cot.,  rub  lined,  gd.,  1.600  ff.;  inf.  600  ft.; 
tot  hose.  2,200  ft;  val.  equip.,  $1,300;  val.  bldgs., 
$500;  exp.  dept.  $150;  tot  mem..  16.  pd.  part 
time. 

Water  Supply — Two  pumps  (belong  to  factory), 
cap.  500,000  gala,  day;  7  hyd.;  pree.,  80  lbs. 

HALLOWELL,  p.  2,864;  f.  area,  1,280  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  8  ft  4  stor.;  priv.,  wd.,  2  ft 
2^  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  cauaee  of  f.  iny.  F.  dept — 1  str.,  1  c.  eng. 
on  wis.,  1  hand  eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk., 

1  hose  wag.,  8  hoae  reela,  12  hrs.;  hoae,  cot,  rub. 
lined,  gd.,  2.000  ft;  inf.,  500  ft;  tot  hoae,  2,600 
ft;  f.  al.,  bell;  Tal.  equip.,  $15,000;  val.  bldga., 
$6,000;  exp.  dept,  $1,200;  tot  mem.,  40  vol. 

Water  Supply — Src,  apr.,  1^  m.  bua.  cent;  aya., 
grav.  ft  pump  to  rea.;  rea.  cap..  4,000,000  gala.; 
foe.  back  of  city;  1  pump,  cap.  d»  400,000  gals.; 
mains,  c.  i.,  7  m.,  6  to  12  in.  dia.;  58  hyd.;  48 
▼.;  met,  1;  600  serv.;  pipe,  wrt.  ft  galy.  i.;  prea., 
dom.  40  to  110  lbs.;  cons,  day,  180,000  gala.;  cost, 
$68,104;  coat  mtce.,  $2,200;  wka.  owned  by  city. 

HAffRliNQTON,  p.  1,000.  F.  dept — 2  hand 
pumps,  500  ft  hose;  vaL  equip.,  $500;  voL 

Water  Supply — Src,  wells;  sya.,  gmv.;  6  hyd.; 
cost,  $12,000;  cost  mtce..  $250;  was.  owned  by 
priv.   Co. 

HARTLAND,  p.  1,116;  f.  area,  200  a.;  mere, 
bldga.,  wd.,  2  ft  8  stor.;  priv.,  wd.,  8  ator.;  wd. 
rfa.  perm.;  fwka.  ft  combt  ord.  F.  dept. — 2  str., 
1  hfljid  eng.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  linen, 
gd.,  500  ft:  inf.,  600  ft;  tot  hose,  2,100  ft; 
val.  equip.,  $1,800;  vaL  bldga.,  $400;  tot  mem., 
vol. 

Water  Supply — Src,  riv.  ft  datema,  in  bua.  cent; 
ays.,  pump,  water-wheel  in  mills;  maina,  2,400  ft, 
iron,  4  in.  dia.;  7  hyd.;  prea.,  from  force  pump  in 
water-wheel  ft  atm.  pump  in  milla. 

HEBRON,  p.  494.  F.2  dept  (belongs  to  He- 
bron Acad.) — 16  c  hand  ex.,  2  hoae  carta;  f.  aL, 
bell;  tot  mem.,  125. 

Water  Supply — Src,  pond,  8  m.  bus.  cent;  aya. 
grav.  mains,  8  m.,  6  to  8  in.  dia.;  pres.,  dom.  ft  f. 
100  lbs.;  was.  owned  by  priv  Co. 

HOULTON,  p.  6.845;  f.  district.  20  a.;  mere 
bldga.,  wd.  ft  bk..  1  to  8  ator.;  priv.,  wd.,  2^ 
ator.;  wd.  rfa.  perm.;  no  fwka.  ft  combt.  ord.;  cauaea 
of  f.  inv.  F.  dept — 1  atr.,  1  hand  eng.,  2  c.  hand 
ex.,  1  h.  ft  L  trk.,  2  hoae  wag.,  5  hoee  cara.,  4  hra. ; 
hoae,  cot,  rub.  lined,  gd..  4,200  ft;  inf.,  1,000  ft; 
tot  hoae,  6.200  ft;  £  al.,  Oamewell,  21  bx.;  vaL 
equip..  $10,000;  val.  bldga.,  $18,000;  exp.  dept, 
$7,600;  tot  mem.  28,  pd.  part  time;  undra.  ratmg. 
aeoond  class. 

Water  Supply — Src,  apr.  ft  strm.,  H  tn,  bua. 
cent;  «ya..  pump  to  rea.,  loc  on  Pearce  Hill,  1  m. 
bua.  cent;  rea.  cap.,  2,220,000  gala.;  8  pump,  eng., 
cap.  day  8,760,000  gala.;  mains,  c  i.,  15  m.,  4 
to  12  in.  dia.;  105  hyd.;  200  v.;  980  aerv.;  pipe, 
galv.  i.;  pres.,  70  to  100  lbs.;  cons,  day,  6,000,- 
000  gals.;  wka.  owned  by  town. 

ISLAND    FAiJ-S.   p.    1.700;    f.    area,    10   a.      F. 


dept. — 2  c  eng.,  2  hose  reels,  2,500  ft  hose;  1  aL, 
wh.;  val.  equip.,  $2,600;  val.  bldga.,  $2,600;  eip. 
dept,  $800;  tot  mem.,  16  voL 

Water  Supply — Src,  brook,  1  m.  bua.  cent.:  aya., 
pump;  1  pump,  cap.  day  200,000  gala.;  maina,  8 
m.;  28  hyd.:  prea.,  dom.  05  Iba^  f.  96  Iba.;  wka. 
owned  by  private  Ck>. 

JAY.  p.  2,987.  F.  dept — 1  hoae  cart;  f.  al.,  beU; 
tot.  mem.,  40  vol. 

KENNEBUNK,  p.  8,099;  mere,  bldga.,  bk.  ft  wd., 

1  to  4H  stor.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept. — 2  hand  eng.,  8  c.  hand  ex.,  1  hoae 
wag.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd..  8,600 
ft:  f.  aL,  Oamewell,  18  bx.;  val.  equip.,  $9,000; 
vaL  bldgs.,  $7,000;  exp.  dept.,  $2,200;  tot  menu 
75,  pd.  part  time. 

Water  Supply — Src.  brooka  ft  apr.,  2%  m.  bua. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  660,000  gala.; 
dim..  SO  X  105;  mat.  atL;  2  pump,  eng.,  cap.  day 
2,000,000  gals.;  mains,  c  L,  60  m.,  2  to  12  in. 
dia.;  82  hyd.;  met,  16;  prea.,  dom.  66  to  70  Iba., 
f.  70  to  90  lbs.;  wks.  owned  by  Co. 

KINGFIELD,  p.  1.000;  f.  area,  800  a.  F.  dept 
— 1  h.  ft  1.  trk.,  1  hose  wag.;  hose,  1,200  ft;  t 
aL,  Oamewell,  6  bx.;  vaL  equip.,  $800;  exp.  dept., 
$75  to  $1^5;  tot.   mem.,   25  voL 

Water  Supply — Src,  pond;  sys.,  grav.;  27  hyd.; 
mains,  6  m.:  prea.,  dom.  86  Iba.;  coat  mtce.,  $600; 
wks.  owned  by  Co. 

KITTERY,  p.  8,588;  f.  area,  1,800  a.;  mere. 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  2  ft  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 2  comb,  h  ft  1.  trk. 
ft  hose  wag.,  1  hose  reel,  4  brs.;  hose,  cot,  rub. 
lined,  1,500  ft;  inf.,  800  ft;  tot  hose.  1,800  ft; 
f.  al.,  bell  ft  wh.;  21  bx.;  val.  equip.,  $2,000;  vaL 
bldgs.,  $2,000;  exp.  dept,  $200;  tot.  mem.,  86. 
pd.  part  time  20,  vol.  66. 

Water  Supply — Src,  pond;  sys.,  grav.;  res.  eap., 
200,000,000  gala.;  maina,  c  L,  8%  nu,  12  in.  dia.; 
56  hyd.;  met,  1;  86  aerv.;  pipe,  galv.  L;  prea.,  dom. 
95  Iba.,  f.  95  Iba.;  oona.  day,  180,000  gala.;  coat, 
$100,000;  cost  mtce.,  $1,500;  wka.  owned  by  town. 

LEWISTON,  p.  26.247;  f.  area,  16  m.;  mere. 
bldg<s.,  stn.,  wd.  ft  bk.,  1  to  7  stor.;  priv.,  wd.,  2^ 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.:  cauaea 
of  f.   inv.     F.  dept. — 1  auto.  comb,  c  ft  h.  wag., 

2  str.,  1  c.  eng.,  82  c  hand  ex.,  1  h.  ft  L  trk.,  1 
aer.  trk.,  5  hose  wag.,  2  hoae  reels,  1  chiers  wag., 
15  hrs.;  hose,  cot,  rub.  lined,  gd.,  16,000  ft; 
inf.  800  ft.;  tot  hose,  16,800  ft;  f.  al.,  Oame- 
well. 69  bx.;  vaL  equip.,  $47,715;  val.  bldga.,  $89.- 
525;  exp.  dept,  $26,000;  tot.  mem.  88,  pd.  full 
time  9,  pd.  part  time  79:   undre.  rating,  first  dasa. 

Water  Supply — Src,  lake,  3  m.  bus.  cent.;  sya.. 
grav.  pump  to  res.  ft  dir.;  res.  cap..  12,000,000 
gals.;  loc.  2H  m.  station;  8  pump,  eng.,  cap.  day 
6,000.000  gals.;  maina,  c  L.  48  m.,  4  to  24  in. 
dia.;  2*20  hyd.;  400  v.;  met.  275:  8.260  serv.;  pipe, 
lead;  pres.,   dom.  &  f.   85  lbs.;   cons.   day.   5,000,- 

000  gals.;  cost,  $859,868;  cost  mtce.,  $12,000; 
wks.   owned  by  dty. 

LIMERICK,  p.   874.     F.  dept.— 2  hoae  carta.  6 
hand  ex.;  f.  al.,  bell  ft  elec;  tot.  mem.,  80  voL 
LIMESTONE,  p.  1.181.     F.  dept. — 1  h.  ft  L  trk., 

1  hose  wag.,  2  hose  reels,  2  hrs.;  hose,  cot  rub. 
lined,  gd..  1,800  ft.;  f.  aL,  bell;  val.  equip.,  $1,100; 
val.  bldgs.,  $700;  exp.  dept,  $100;  tot.  mem.,  28 
vol. 

LINCOLN,  p.  1,781.     F.  dept— 1  c  eng.,  1  hand 
eng.,  1  hoae  cart;  hoee,  1,500  ft;  tot.  mem.,  60. 
Water  Supply — 6  rea.  ft  6  hyd.  in  village. 

LISBON,  p.  4.116;  f.  area,  200  a.;  mere  bldga., 
bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  IH  ator.;  wd.  rfa. 
perm.;  no  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  hand  eng.,  1  h.  ft  L  trk.;  hoae,  cot, 
rub.  lined,  gd.,  1,400  ft.;  linen,  gd.,  400  ft.;  tot. 
hose,  1,800  ft.;  mill  has  2,000  ft  hoae  ft  1  hand 
eng.;  val.  bldgs.,  $1,600;  tot  mem.,  16. 

Water  Supply — Src,  riv.  ft  res. 

LISBON  FALLS,  p.  1,600;  mere  bldgs.,  bk.,  1  ft 
1%  stor.;  priv.,  wd.,  IH  ator.;  wd.  rfa.  perm.;  no 
fwks.  ft  combt.  ord.  F.  dq)t. — 1  str.,  1  hose  wag., 
12  c.  hand  ex.,  2  hose  car.;  hose,  cot.,  rub.  lined, 

gd.,  8,500  ft;  f.  aL,  bell;  vnL  equip.,   $6,000;  val. 
Idga.,  $2,000;   exp.  dept,  $1,000;  tot  mem.,   19, 
pd.  part  time. 

Water  Supply — Src,  wells,  H  m.  bua.  cent.;  sys. 
pump  to  stdp.;  stdp.  cap.,  900.000  gals.;  dim., 
50  X  63;  mat  cone;  2  pump,  eng.;  cap.  day  860,- 
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000  gals.;  mains  c.  i.;  7  m.;  «  to  12  in.  dia.;  67 
nyd.;  200  met;  299  serv.;  pipe,  g»\v.  &  wrt  i.; 
prea.  dom.  &  f.  80  lbs.;  coat,  $80,000;  wks. 
owned  by  town. 

LIVERMORE  FALLS,  p.  2,600;  f.  area,  2  aq.  m.; 

?i^^*^-_^^^*"".  ^4'  *  ^^'»  1  to  4  Btor.;  priv.,  wd., 
1%  at  or.;  wd.  rfa.  perm,  in  f.  area;  fwka.  A  combt. 
ord.;  OTuaea  of  f.  inv.  P.  dept.— 1  atr..  1  h.  &  1. 
inc.,  12  c.  hand  ex.,  i  »>obc  wag.,  2  hose  reela,  2 
hra.,  hoee,  cot.,  nib.  lined,  g±,  600  ft.;  inf.,  2,000 
ft.;  tot.  hoae,  2,600  ft.;  f.  al.,  wh.,  8  bx.;  vaL 
ea«dp.,  $8,000;  vaL  bldga.,  $4,000;  exp.  Wt, 
$800;  tot.  mem.  80,  pd.  part  time.  ^^  * 

Water  Supply— 9re.,  Mooae  Hill  Pond,  8  m.  bua. 
cent.;  ays.,  grav.  res.  cap..  800,000  gals.,  1  pump, 
eng.  cap.,  360,000  gals.:  day»  maina,  iron,  8% 
m.,   fl    to    12    in.    dia.;    37   hyd.;    661   aorv.;   pipe, 

R^Afti-ii  ^^-^  ^°"'-  *®  ^^^»  '•  115  lbs.  eona.  day 
200,000    gals.,    cost    mtce.,    $500;    wks.    owned    by 

-^*""?i?^vP«  *'*®®'  f.  area,  160  a.;  mere,  bldgfc. 
wd..  1%  ft  2  Btor.;  priv.,  wd.,  IH  ft  2  ator.;  wd. 
rra.  perm.;  fwka.  ft  combt.  ord.;  cauaee  of  f.  inv. 

£.ir^®?*C~^  ^^^  ^*  2*  c.  hand  ex.,  1  h.  ft  1. 
trk.,  4  hoae  car.;  hoee,  cot.,  rub.  lined,  gd.,  8,400 
ft;    f.    al.,    bell;    val.    equip.,    $2,000;    val.    bldga., 

fime''26!'^vol.'7o:'    ^''''    *°'-    "'^'"-    '*'   ^-   ^"' 

nnKlfjf*!^  8uPPly--Src,  apr.,  2%  m.  bua.  cent;  ara., 

^^^o^K    "^R*   "t^Pv    «*^P-   <»P-»   «00.000   gala, 
dim.,  26  X  95;  mat,  iron;  rea.  cap.,  600,000  gala., 

SfA  t2?  ™-  '^^^^  ,*°^»  ^  P"™P'  cap-  <*«y  1,000.- 
000  gala.;  maina,  iron,  9  m..  4  to  10  in/dia.;  80 

K2*'  ?ifi"nA^'  P'f""  **™'  '^^  J^"  '•  85  Iba.;  oona. 
•S^AAn^^^'i?^^  ^1  ®°»*'  >«0.000;  coat  mtce., 
$2,000;  wka.  owned  by  town. 

MACHIA8,  p.  2,082;  f.  area,  660  a.;  mere,  bldga., 
wd.  1  to  3  ator.;  pnv.  wd.,  2  ator.;  wd.  rfa.  pci5i. 
fwka.  ft  combt  ord.  F.  dept— 2  hand  eng.,  25  c! 
hand  ex.,  1  h.  ft  L  trk..  1  hoae  wag..  6  hose  car.; 
hoae,  oot.  rob.  lined,  gd..  2,000  ft:  rub.,  gd..  800 
ft.;  inf.,  750  ft;  totTioee.  8,060  k.;  f.  J.,  elec., 

time  12.  pd.  part  time  20;  nndro.  rating,  flret  class. 

nnmn*fo  fn^^^'^T;^"^'  ^''"  ^  "'  buj'cent;  w. 
pump  to  atdp.;  etdp.  cap.,  860,000  gala.;  dim.    26  x 

lJiooo?S"2Si  «"«-.cl»«a  dup..  ft  comp.  cap.  day 
M  h^?^??^'  °"*'^'  ^"'°»  8  m..  6  to  10  in.  dia^ 

wL'^Sane^^ty  $?i^;.  IT''  '^^'^   ^^'^   ^^^'^^^ 
MACHIASPORT.  p.   1,200.     T.  dept.— 1  c    enir 

WaUr  Supply— Src.,  res. 
DK    s  Wd.,  1  to  8  ator.;  priv.,  wd..  lU  ator  •  wd 

l.SOO  ft;  tot.  how  3,600  ft. :  f ■  aY',!'    0  hi'    ~(" 

nS^-6; U^iCio-ir-  ^.-^'-p^e^'t!: 

5  .  •%«    *°*'  *  .™'»  ^  to  10  in.  dia.;  80  hyd  •  18 

l6  to  fin^fhli  Pl^^'  ^'^t•  P"*-'  dim!  60^1bi.,  f. 
60  to  80  Iba.;  wka.  owned  by  Madiaon  Water  Co^ 

MARS  HILL.  p.  1,188.     P.  dept— 2  c  emr  *  12 

hand  ex.,  2  hose  reels,  2  sleds.  12  ft  hose-  Sf** 

Water  Supply-Src!,  YouS  laker4  ^C  cent 

MECHANIC  FALLS,  p.  1.686:  bldaa    wd    «  .tni- . 

wd.  rfa.  perm.;  no  fAl  ft*  combt Tdl     F.'  deS^!:: 

gd..    8.000   ft;   f.   al.,    Oamewell.   val.   equip.,    $2 
500;    vaL    bldga,    $2,000;    exp.    dept,    $500-    tot 
»em-  8«.  pd.  full  time  8,  voL  88.  ' 

Water  Supply— Src.,  spr.,  %  m.  bus.    cent  •  sv* 

Si^^  aS  •.**']?«.*  ''*'••  ■***?•  «P^  «18,000-'g3?.7 
i?K*nJL*  ?^*  P"?P-  *°ff-  «1«"  dup.,  cap:  da; 
1.760,000  gala.;  maina,  6%  m..  4  to  12  in  dia- 
60  hyd.;  met,  86;  418  ee^.;  pipe,  ialT:  U  mSi' 

h;VJ?i-^^^22J^"  t  ^i  *<»  100  Iba^^ki'o^ 
by  Portland  Savings  Bank. 

hJl'l:fJ?"?\''-  ®*®-,    !!•  ^*Pil-20  c-  hand  ex.,  1 

SST  m?« '  Ia*"***  "*^'  h***'  2»^^0  ft.;  f.  al.,  biU; 
tot.  mem.,  26. 

Water  Supply— 26  hyd.;  pre^,  80  lbs. 

MILLBRIDGE,  p.  1,921.    No  f.  dept 
^^^VL  S"PP*y— Sw-»    «Pr.    ft    wefie.    2    m.    bua. 
*f?*"  P^""'  *"^^-»  P""P  to  rea.  ft  dir.;  rea.  loc.  at 
■pr.;  8  pump,  eng.,  cap.  day  60,000  gala.;  maina 


c    i.,  2%  m.,  6  in.  dia.;  120  aenr.;  pipe.  galv.  L: 

2^J^k'    *'?'"•    **    }^'*    «>«*•    $16,000;    coat    mtce., 
$200;  wks.  owned  by  Millbridge  Water  Co. 

MILLINOCKETT,  p.  8.868.  P.  dept— 1  h.  ft  L 
trk.,  1  hoae  reel.  1  hoae  wag.;  hoee.  4.000  ft;  f. 
al..  wh.;  tot  mem.,  40. 

Water  Supply — Src.  ft  aye.  not  reported;  85  hyd.; 
prea..  95  Iba. 

MONMOUTH,  p.  1.236.  F.  dept— 2  h.  ft  L  trk^ 
4  hand  ex.,  1  hand  eng.,  8  hoae  carts;  f.  aL,  bell; 
tot   mem.,  40  voL 

MONSON,  p.  1,116;  mere,  bldga..  wd,.  1  ft  8 
St  or.;  priv.,  wd.,  1%  stor.;  wd.  rfa.  perm,  in  1 
area;  fwka.  ord.;  cauaea  df  f.  inv.  P.  dept — 1  »tr., 
1  hand  eng.,  1  hoae  car.;  hoae,  cot,  rub.  lined,  gd.. 
1.000  ft.;  f.  aL,  bell;  vaL  equip..  $1,000;  vaL 
bldga..  $1,000:  tot  mem.,  50  vol. 

Water  Supply — Src,  pond,  in  bua.  cent;  eys.,  1 
pump.  eng.  ft  hand  ex.;  5  hyd. 

MOUNT  DESERT,  p.  1.600.  F.  dept. — 8  hand 
ex..  2  hose  carts;  f.  al..  bell;  tot  mem.,  80  voL 

NEWCASTLE,  p.  1,075;  f.  area,  800  a.;  mere 
bldga.,  bk.  ft  stn.,  2  stor.;  priv..  wd.,  2  stor.;  wd. 
rta.  perm.;  fwka.  ft  combt  ord.  F.  dept — 2  hand 
eng.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft;  inf..  600  ft;  tot  hose.  1,700  ft.;  f.  al.,  bell; 
vaL   equip.,    $1,600;   val.   bldga..    $600;   tot. 


45,  pd.  full  time  30.  voL  15. 


/ater  Supply — Src,     from  Damariacotta,  Me. 

NEWPORT,  p.  1,800;  mere,  bldga.,  wd.,  1  to  8 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfa.  not  perm,  in 
f.  area;  causes  of  f.  inv.  F.  dept. — 1  auto.  str. 
6  c.  hand  ex.,  1  hand  eng.,  1  h.  ft  L  trk.,  2  boee 
carts;  hose  rub.  lined,  gd.  8,200  ft;  f.  aL,  wh.; 
tot.  mem.,  38  vol. 

Water  Supply — Src.  lake.  8  m.  bus.  cent;  «ya.. 
grav.;  mains,  c  i.;  10  m..  6  to  12  in.  dia.;  18 
hyd.;  21  met..  150  aerv.;  pipe,  galv.  L;  pree.,  dom. 
ft  f.,  60  Iba..  cost  $100,000,  cost  mtce..  $100; 
wks.  owned  by  pdv.  Co. 

NORTH  ANSON,  p.  1,000.  F.  dept — 1  h.  ft  L 
trk.,  1  hoae  car.,  2  c  eng.;  hose,  cot,  rub.  lincd« 
gd.,  1  600  ft 

Water  Supply — Src,  riv.;  waterwka.  lya.;  1<5  byd. 

NORTH  BERWICK,  p.  1,900.  F.  dept— 2  hoae 
car.,  1  h.  ft  L  trk.;  hose,  cot.,  rub.  lined,  gd.,  2,500 
ft.:  exp.  dept,  $400;  tot  mem.,  40  toL 

Water  Supply — Src,  brook.  1  ro.  bua.  cent;  ayii, 
pump:  prea^  dom.  90  Iba.,  f.  90  lbs.;  wka.  owned 
by  pnvate  Co.  ^ 

NORRIDGEWOCK,  p.  1.600;  bldga.,  bk.  ft  vd.. 
2  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.  F. 
dept. — 1  auto,  str.,  1  hand  eng.,  1  c  eng.,  15  e. 
hand  ex.,  1  aer.  trk.,  1  aupply  was.,  1  hoae  oar.. 
2  hra.,  1,500  ft;  rub.  hoae,  f.  al..  bell  ft  wh.; 
val.  equip.,  $2,200;  tot.  mem.  60  voL 

Water  Supply — Src,  brook,  ^  m.  bua.  cent; 
aya.,  pump  to  stdp.;  stdp.  cap.,  12,000  gala.;  dim., 
18  x  16;  mat  wd.  ft  cem.;  1  pump,  enff.;  capL 
day  24,000  gals.;  mains,  iron,  1^  m.;  IH  to  8 
in.  dia.;  70  serv.;  pipe,  galv.  i.;  prea.  dom.,  SO 
lbs.;  cona.  day -5,000  gala.;  cost,  $6,000;  cost  mtee.. 
$200;   wks.   owned   by  priv.   Co. 

NORWAY,  p.  8,002;  f.  area,  260  a.;  mere  bldga.. 
bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  1  to  8  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaes 
of  f.  inv.  F.  dept — 1  hand  eng.,  1  c  eng.,  1  h. 
ft  1.  trk.,  5  c  hand  ex.,  4  hose  oar.;  hoee,  eoc, 
rub.  lined,  gd.,  8,800  ft;  inf.,  800  ft;  tot  hoae. 
4,100  ft;  f.  al.,  elec,  8  bx.;  v«L  equip.,  |e,600; 
val.  bldga.,  $2,000;  exp.  dept.  $1,500;  tot. 
64  vol. 

Water  Supply — Src,  lake;  «ya.,  pump  to  reu, 

cap.,  500,000  ^la.;  2  pump.  eng..  cap.  day  l.OOO.- 

000  gals.;  mama,  c  L,  4  m.,  4  to  10  in.  dia.;  S4 
hyd.;  10  v.;  met,  4;  860  aerv.;  pipe^  galv.  L;  presL, 
dom.,  85  lbs.,  f.  90  lbs.;  cons,  day,  260.000  gala.; 
coat  $66,000;  coat  mtce.,  $2,868;  wks.  owned  by 
Co. 

OAKLAND,  p.  2,400;  f.  area,  640  a.;  mere  bldga., 
bk.  ft  wd.,  1  ^  to  8  ator. ;  priv.'  wd. ,  wd.  rfk.  penn. 
in  f.  area;  fwka.  ft  combt  ora.;  cauaea  of  f.  biv. 
F.  dept. — 1  hand  eng.,  1  h.  ft  L  trk..  6  boae  ear., 

1  hra.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft.;  f.  al., 
wh.,  12  bx.;  exp.  dept,  $2,000;  tot.  mem.,  65  voL 

Water  Supply— Src,  rtv.  ft  strm.;  sye.,  piunp  to 
rea.;    rea.    cap.,    2,000,000    gala.;    S    pump,    cog.: 
maina,  7  m.;  86  hyd.;  prea.,  80  to  126  Ibc;  oaet 
mtee.,  $8,600;  wka.  owned  bgr  Co. 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— MAINE. 


C-136 


OLD  ORCHARD,  p.  1,000;  f.  area.  1,000  a.; 
mere,  bldgs.,  wd.  &  cem.,  1  to  4  stor.;  priv.,  wd.  jt 
cem.,  IH  to  3  stor.:  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 1  comb,  ladder  ft  hose 
wagr.,  1  chiefs  auto.;  1  str.,  1  h.  &  1.  trk.,  6  c. 
hand  ex.,  2  hose  wag.,  3  hose  reels,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  5.000  ft.;  f.  al..  compressed  air 
sys.,  12  bx.  &  wh.;  val.  equip.,  $8,000;  val.  bldga., 
$16,000;  exp.  dept.,  $2,500;  tot.  mem.,  16,  pd.  full 
time  2.  vol.  14. 

Water  Supply — Src,  riv.;  sys.,  grrav.,  pump  dir.; 
res.  cap.,  10,000,000  gals.;  pump,  eng.,  cap.  day 
1,000,000  gals.;  mains,  10  m.,  4  to  12  in.  dia.;  47 
hyd.;  25  v.;  met.,  1;  667  serv.;  pipe,  galv.  i.;  pret., 
dom.  40  lbs.,  f.  90  to  100  lbs.;  cost,  $170,000;  cost 
mtce.,  $1,600;  wks.  owned  by  Co. 

OLD  TOWN.  p.  6,317;  f.  area,  1,000  a.;  mere 
bldg^.,  bk.  &  wd.,  2  (fc  3  stor.;  priv.,  wd.,  2^t  stoi,; 
wd.  rfs.  perm,  in  f.  area;  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  k  1.  trk.,  1  str.,  1  hand  eng., 
6  c.  hand  ex.,  1  comb.  c.  ft  h.  wag.,  1  hose  wag.,  4 
hose  car..  3  hrs.;  hose,  cot.,  rub.  lined,  gd.,  9,000 
ft.;  inf.,  6,000  ft.;  tot.  hose,  15.000  ft.;  f.  al.,  bell, 
26  bx.;  val.  bldgs.,  $9,500;  exp.  dept.,  $12,000; 
tot.  mem.  105,  pd.  full  time  11,  vol.  94. 

Water  Supply — Src,  riv.,  in  bus.  cent.;  sys.,  pump 
to  stdp.;  stdp.  cap.,  52'8, 000  gals.;  dim.,  80  x  100; 
loc.  %  m.  city;  mat.,  stl.;  4  pump,  eng.,  cap.  day 
4,000.000  gals.;  mains,  c.  i..  18  m..  4  to  12  in. 
dia.;  98  hyd.;  116  v.;  met.,  74;  1,201  «erv.;  pres., 
dom.  SO  lbs.,  f.  SO  to  130  lbs.;  cons,  day,  800,000 
gals.;   wks.   owned  by  Co, 

ORONO,  p.  3,555;  f.  area,  800  a.;  mere,  bldgs., 
wd.,  2  stor.;  priv.,  wd.,  1 14  ft  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 2  hand  eng.,  1  h.  ft  1.  trk.,  8  hose  reels; 
hose,  linen,  gd.,  2,800  ft.;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $5,000;  val.  bldgs.,  $25,000;  exp.  dept., 
$1,350;  tot.  mem.  40,  pd.  full  time. 

Water  Supply — Src,  pond,  2  m.  bus.  cent;  gys., 
pump  to  stdp.;  stdp.  cap.,  401,800  g^als.;  2  pumps, 
cap.  day  1,500,000  gals.;  mains,  c.  i.,  12  m.,  6  to 
12  in.  dia.;  68  hyd.;  50  v.;  177  met.;  400  serv.; 
pipe,  galv.  i.;  pres.,  dom.  ft  f.,  ]00  lbs.;  cost, 
$120,000;  wks.  owned  by  priv.  Co. 

OXFORD,  p.  1,331;  f.  area,  640  a.;  mere,  bldgs.. 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  str.,  1  hand  eng.,  1  h.  ft  1.  trk..  1  hose 
wag.,    1   hose   car.,   6   hrs.;   hose,   cot.,   rub.   lined, 

?:d..  1,000  ft.;  linen,  gd.,  600  ft.;  tot.  hose,  1,600 
t.:  f.  al.,  bell;  tot.  mem.  75,  pd.  part  time. 
Water  Supply — Src,  wells  ft  cisterns. 

PARIS,  p.  8,486.  F.  dept. — 10  c.  hand  ex.,  1  h. 
ft  1.  trk.,  5  hose  carts;  hose.  8,000  ft.;  f.  al.,  bell; 
tot.  mem.,  68  pd.  men. 

Water  Supply — Src.  wells;  sys.,  grav.;  2  res., 
cap.  8,000,000  gals.;  2  dams;  26  hyd.;  pres.,  90 
lbs. 

PATTEN,  p.  1,200;  mere  bldgs.,  wd.,  2  stor.; 
priv.,  wd..  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  100 
c.  hand  ex.,  1  hose  wag.,  1  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1.000  ft.:  val.  equip.,  $1,000;  val. 
bldn..  $500;  exp.  dept.,  $100;  tot.  mem.,  15  voL 

Water  Supply — ^Src,  spr.;  sys.,  grav.;  mains,  galv. 
i.,  1  m.,  2^/^  in.  dia.;  86  serv.;  pipe,  galv.  L;  cost, 
$3,200;  wks.  owned  by  Co. 

PHILLIPS,  p.  1,500.  F.  dept. — 4  c  hand  ex., 
1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  reel;  hose,  cot., 
rub  lined,  gd.,  2,500  ft.;  f.  al.,  wh.;  exp.  dept., 
$150;  tot.  mem.,  40,  pd.  part  time. 

Water  Supply — Src,  Blue  pond,  68  ft.  bus.  cent.; 
sys..  grav.;  24  hyd.;  pres.,  80  lbs. 

PITTSFIELD,  p.  2,891;  f.  area,  200  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv..  wd.,  1%  to  2H 
stor.;  fwks.  ft  combt.  ord.  F.  dept. — 1  h.  ft  1. 
trk.,  10  c  hand  ex..  5  hose  wag.,  8  hrs.;  hose,  cot., 
rub.  lined,  gd.,  6,500  ft.;  f.  al.,  elec,  12  bx.;  tot. 
mem.  100,  pd.  part  time. 

Water  Supply — Src,  riv..  1  m.  bus.  cent.;  sys.. 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  220,000  gals.; 
dim.,  25  X  60;  mat.,  iron;  1  pump,  eng.,  class  dup.. 
cap.  day  750,000  gals.;  mains,  c  i.,  10  m.,  4  to 
10  in.  dia.;  88  hyd.;  55  v.;  569  serv.;  pipe,  galv. 
i.;  pres.,  dom.  76  lbs.,  f.  75  to  100  lbs.;  cons,  day, 
260,000  gals.;  cost,  $60,000;  cost  mtce.,  $4,000; 
wks.  owned  by  town.  . 

POLAND,  p.  1.648;  f.  area,  400  a.;  bldgs.,  wd., 
1  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord. 
No  f.  dept. 


Water  Supply — Src,  well,  in  bus.  cent.;  en., 
pump  dir.;  pump,  eng.,  cap.  day  74-8,800  gals.; 
mains,  wrt.  i.,  500  ft..  6  in.  dia.;  8  hyd.;  pres.,  f. 
150  lbs.;  cost,  $2,000;  wks.  owned  by  Co. 

•PORTLAND,  p.  58,671;  f.  area,  18  sq.  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  11  stor.,  priv.,  bk.  ft  wd.,  1 
to  4  stor.;  wd.  rfs.  perm.  in.  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  f.  boat, 
8  comb.  aer.  ft  ladder  trk.,  8  sir.,  2  in  reserve,  2 
h.  ft  1.  trk.,  4  chiefs  w<ag.,  10  fuel  ft  exercise  wag., 
10  exercise  sleds,  10  hose  sleighs.,  1  c  eng.  on 
wis.,  55  c  hand  ex.,  1  aer.  trk.,  10  hose  wag.,  2 
in  reserve,  1  hose  reel,  in  reserve,  51  hrs.;  hose, 
oot,  rub.  lined,  gd.,  1S,700  ft;  1,700  ft;  in 
reserve;  15,850  ft;  inf.,  hose;  f.  al.,  Oamewell. 
148  bx.;  val.  equip.,  $11.4,700;  val.  bldgs.,  $91,- 
600;  exp.  dept,  $185,'518;  tot.  mem.  225.  pd. 
fuU  time  96,  pd.  part  time,  87,  substitutes  82  pd., 
10  pd.  vol. 

Water  Supply — Src,  lake,  17  m.  bus.  cent;  sys., 
grsr.;  stdp.  cap.,  658,000  gals.;  dim.,  40  x  70, 
loc  on  hUl;  mat,  stl.:  res.  cap.,  88,680,000  gals.; 
pump.  eng..  cap.  15,000,000  gfals.  day.  mains,  cem. 
ft  c  i.,  241  2-5  m.,  %  to  48  in.  dia.;  1,084  hyd.; 
1,446  v.;  met,  8,721;  13,533  serv.;  pipe,  galv. 
i.  ft  lead;  pre«i.,  dom.  40  to  100  lbs.,  f.  65  lbs.; 
cons,  day,  8,300,000  gals.;  cost.  $5,000,000;  wks. 
owned  by   Portland    Water  District. 

PRESQUE  ISLE,  p.  6,179;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. 
— 1  h.  ft  1.  trk.,  3  c.  hand  ex.,  1  hose  wag.,  2  hose 
reels:  hose.  cot.,  rub.  lined,  gd.,  8.000  ft:  inf..  800 
ft;  tot.  hose.  8,800  ft;  f.  al.,  wh.  ft  Gamewell,  6 
bx.;  val.  equip.,  $5,000;  val.  bldgs.,  $12,000;  exp. 
dept,  $5,000;  tot  mem.  40,  pd.  part  time. 

Water  Supply — Src,  brook,  1  m.  bus.  cent.;  sys.. 
grav.   ft  pump  dir.;  res.   cap..   25,000,000  gals.;    1 

?ump.  eng.,  cap.  day  1,250,000  gals.;  mains,  e  i., 
m.,  %  to  8  in.  dia.;  19  hyd.;  met,  2;  206  senr.; 
pipe,  galv.  i.;  pres.,  dom.  45  lbs.,  f.  100  lbs.;  cost, 
$55,000;  wks.  owned  by  Co. 

PRINCETON,  p.  1,094.  F.  dept — 1  c  eng.,  1 
hand  eng.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
600  ft 

Water  Supply— Src,  riv.,  lake  ft  cisterns,  %  m. 
bus.  cent.;  no  waterwks.  sys. 

RANDOLPH,  p.  1,086;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  S 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hose  wag.,  2  hose  reels;  hose, 
cot.,  rub.  lined,  gd.,  2,600  ft;  f.  aL,  bell;  val. 
equip.,  $1,700;  val.  bldgs.,  $1,000;  exp.  dept., 
$400;   tot.  mem..   18.  pd.   $20   each  per  yr. 

Water  Supply — Src,  from  Gardner  water  district 
on  opposite  side  of  riv.;  sys.,  pump  to  res.;  res. 
cap.,  2,000.000  gals.;  pump.  eng..  cap.  day  4,000,- 

000  gals.;    mains,    2    m..;    18   hyd.;    pres.    90   lbs; 
wks.  owned  by  Water  District 

RANQELEY,  p.  981.  F.  dept — 1  hand  eng..  S  e 
hsnd  ex.,  1  Udder  wag.,  1  hose  cart;  hose,  1,200 
ft:  f.  al.,  bell;  tot.  mem.,  20. 

Water  Supply — Src,  Saddleback  strm.;  sys..  dam 
ft  res.;  res.  cap.,  850,000  gals.;  mains,  6  to  10  In. 
dia.;  2  hyd.;  pres.,  dom.  70  lbs.,  f.  106  lbs. 

READFIELD,  Kennebec  Co..  p.  994.  F.  dept. — 
6  c  hand  ex..  1  b.  ft  1.  trk.;  f.  al..  bell;  tot  mem., 
15. 

Water  Supply — No  waterworks. 

RICHMOND,  p.  2.049;  f.  area,  225  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1% 
stor.;  wd.  rfs.  perm.;  fwks.  ft  .combt  ord.;  causes 
of  f.  inv.  P.  dept. — 1  hand  eng.,  6  c.  hand  ex..  1  h. 
ft  1.  trk..  2  hose  wag.,  1  hose  reel;  hose,  cot,  rub. 
lined,  gd..  2.000  ft;  inf.,  800  ft;  tot  hose,  2,800 
ft;  f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldgs., 
$1,600;  exp.  dept,  $350;  tot  mem.,  48  voL 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.,  cap. 
760,000  gals.;  2  pump,  eng.,  cap.  day  600,000 
gals.;  mams,  4^  m.,  2  to  10  in.  dia.;  41  hyd.; 
800  serv.;  pipe,  galv.  L;  pres.,  dom.  70  lbs.,  f.  80 
lbs.;  cons,  day,  67,000  gals.;  cost,  $42,000;  wks. 
owned  by  Go. 

ROCKLAND,  p.  8,174;  mere  bldgs.,  bk.  ft  wd., 

1  to  6  stor.;  pnv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  combt.  ord.;  causes  of  f.  inv.  F.  dept — 2 
str.,  1  b.  ft  L  trk.,  0  e  hand  ex.,  8  hose  wag.,  8 
hrs.;  bose,  cot,  rub.  lined,  gd.,  4,000  ft.;  f.  al., 
elec,  18  bz.;  val.  bldgs.,  $9,000;  exp.  dept,  $6,275; 
tot.  mem.,  45  voL 

Water  Supply — Src,  lake,  7  m.  bus.  cent;  syt.i 
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frav.;  res.  cap.,  2,500.000  icals.;  mains,  68  m.,  2 
to  24  in.  dia.;  7il  hyd.;  pipe,  c.  A  gnlv.  i.;  prea.. 
dom.  95  Iba.,  f.  95  lbs.;  wks.  owned  by  Co. 

ROCKPORT,  p.  2,314;  mere,  bldga.,  bk.,  2  stor.; 
prir.,  wd.,  2  ator.;  wd.  rfa.  perm.;  fwks.  &  combt. 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  hand  ens.,  1 
gasoline  eng.,  1  h.  A  I.  trk.,  5  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  2,800  ft.;  val.  cqu.p..  $3,900; 
▼al.  bldga.,  $2,800;  exp.  dept.,  $450;  tot.  mem., 
45  vol. 

Water  Supply — Src,  wells  k  ciatems;  nys.,  grav.; 
mains,  2  to  10  in.  dia.,  galv.  ft  c  i.;  38  hyd.;  4 
res.,  cap.  40,000  gals,  each;  prea..  dom.  100  lbs., 
f.  100  lbs. 

RUM  FORD,  p.  6,777.  P.  dept. — 1  comb.  h.  dc  c. 
wag.,  1  c.  wag.,  1  h.  ft  1.  trk..  2  c.  hand  ex.,  5 
hoae  reels,  1,000  ft.  cot.,  rub.  lined,  hoae;  c,  200 
ft;  tot.  hoae,  1,200  ft.;  exp.  dept.,  $5,500;  f.  al.. 
bell  ft  wh.  ft  Gamewell,  21  bx. ;  tot.  mem.  70,  pd. 
full  time  2.  vol.  68. 

Wattr  Supply — Src,  wella;  ays.,  grav.;  rea.  cap., 
6,600,000  gals.;  atdp.  cap.,  120,000,000  gals.;  wks. 
owned  by  city. 

ST.  OEORQE,  p.  2,202.     F  dept. — 2  c.  eng.;  val. 
equip.,  $900;  vol. 
No  water  works. 

SACO,  p.  6,583;  f.  area.  700  a.;  mere,  bldga.. 
bk.  ft  wd.,  6  stor.;  priv.,  bk.  ft  wd.,  2V^  stor.;  wd. 
rfs.  perm.;  fwka.  ft  combt.  ordu;  causes  of  f.  inv. 
F.  dept. — 2  str.,  4  c.  hand  ex.,  1  h.  k  1.  trk.,  2 
supply  wag.,  8  hose  car.  ft  reels,  6  hrs. ;  hose, 
oot,  rub.  fined,  gd.,  3,500  ft;  inf.,  1,600  ft.;  tot. 
hoae,  5,100  ft.;  f.  al.,  Gamewell,  20  bx.;  val. 
equip.,  $10,000;  val.  bldgs.,  $5,000;  exp.  dept., 
$7,0aO;  tot  mem.  42,  pd.  full  time  3,  pd.  part 
time  39. 

Water  Supply — Src.,  riv.,  2^  m.  bus.  cent;  aya., 
pump  to  rea.;  rea.  cap..  10,000,000  gala.;  pump, 
eng.,  cap.  day  7,500,000  gals.;  mains,  galv.  ft  c. 
i..  84  m.,  2  to  20  in.  dia.;  67  hyd.;  met,  20;  pipe, 
galv.  i.;  prea.,  dom.  26  to  85  lbs.,  f.  26  to  86  lbs.; 
wka.  owned  by  Co. 

SANFORD,  p.  9,049;  f.  area,  200  a.;  mere,  bldga., 
wd.,  1  to  8  ft  4  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.   area;  fwks.  ft  combt.  ord.;   causes 

01  f.  inv.  F.  dept — '2  c.  eng.,  1  comb.  c.  ft  h. 
wag.;   To  c.  hand  ex.,  2   h.  ft  1.  trk.,  3  hose  wag.. 

2  hoae  reels,  3  hrs.;  hose,  cot.,  rub.  lined,  gd., 
3,'600  ft;  rub.  lined,  gd.,  2,500  ft;  inf.,  1,000 
ft;  tot  hose,  7.0O0  ft;  f.  aL,  Gamewell,  45  bx.; 
vaL  equip.,  $12,000;  vaL  bldga.,  $18,000;  exp. 
d«pt,  $il 0,000;  tot  mem.  TO,  pdu  full  time  5,  pd. 
part  time   65. 

Sanford  Mills,  in  town  of  Sanford,  has  a  priv. 
Co.,  which  answers  all  al.,  equipped  as  follows:  F. 
dept. — 1  str.,  1  h.  ft  1.  trk..  1  hoae  wag.,  2  hoee 
carta;  hoae,  linen,  rub.  lined,  gd.,  6,000  ft.;  vaL 
equip.,  $5,000;  val.  bldga.,  $1,500;  ezp.  dept, 
$500;  tot  mem.  60.  pd.  part  time;  undra.  rating, 
second  daaa. 

Water  Supply — Src,  apr.  ft  wella;  aya.,  grav.  ft 
pump  to  res.;  cap.,  1.000.000  gals.;  3  pump.  eng.. 
daaa  trip.,  cap.  day  432,000  gala.;  maina,  c  ft 
galv.  i.,  12  m.;  56  hyd.;  20  v.;  met,  47;  1,500 
aerv.;  prea.,  f.  100  lbs.;  cost,  $180,000;  coat  mtce., 
$2,000;  wka.  owned  by  Co. 

SANGERVILLE.  p.  1,294.  F.  dept— 1  h.  ft  1. 
trk.,  1  hose  cart;  hoae,  1,200  ft;  tot  mem.  20, 
part  pd. 

Water  Supply — Src  ft  aya.  not  reported;  26  hyd.; 
pres.,  80  lbs. 

SEBAQO,  p.  576.  F.  dept — 2  atr.,  1  c  eng., 
25  hand  ex..  1  hand  eng.,  2  h.  ft  1.  trk.;  tot.  mem., 
20  vol. 

SEARSPORT,  p.  1,349;  f.  area,  1,280  a.;  mere 
bldga.,  wd.,  2  ator.;  priv.,  wd.,  1^  ator.;  wd.  rfa. 
perm.;  fwks.  ft  combt.  ord.  F.  dept — 2  hand  eng^, 
6  laddera,  4  hooka,  8  hoae  car.;  hoae,  cot.,  ruo. 
lined,  gd.,  2.000  ft;  rub.,  gd.,  60  ft.;  linen,  gd., 
1,100  ft;  tot  hoae,  8,160  ft;  f.  al.,  bell;  val. 
equip.,  $8,000;  val.  bldga.,  $2,000;  tot  mem.,  86 
vol. 

Water  Supply — Src,  Half  Moon  pond;  aya..  gnt^*: 
mains,  12  in.  dia.;  rea.  cap.,  1.000,000  gala.;  71 
hyd.;  ciatema  scattered  all  over  town,  cap.  116,580 
gala. 

SKOWHEGAN,  p.  6,341;  f.  area,  2%  »<!• .  "»v 
mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  pnv..  bk,  ft 
wd.,  1  to  3  stor.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.   ft  combt.  ord.;  cauaea  of  f.  inv.     P.  dept — 


1  str.,  1  h.  ft  1.  trie,  6  c  hand  ex.,  S  hose  carta, 

2  hose  reels;  hoae,  cot,  rub.  lined,  gd.,  4,000  ft; 
inf.,  500  ft;  tot  hoae,  4,500  ft;  f.  aL,  Gaaoe- 
weJl,  dec,  12  bx.;  val.  equip.,  $10,000;  vaL  bldga.. 
$15,000;  exp.  dept,  $4,000;  tot  mem.  60,  pd 
part  time. 

Water  Supply — Src,  apr.,  %  m.  bua.  cent;  wtb-, 
pump  to  Bldp.;  atdp.  cap.,  250.000  gala.;  dim.,  25 
X  75;  mat,  iron;  4  pump,  eng.;  mains,  c  L,  12 
m.,  4  to  12  in.  dia.:  82  hyd.;  600  aerv.;  pipe,  galv. 
i.;  prea.,  dom.  70  iba.,  f.  80  lbs.;  coat,  $1S6.000; 
coal  mtce.,  $7,000;  wka.  owned  by  Co. 

SORRENTO,  p.  117.  F.  dept — 1  hoae  waff.,  TOO 
ft.  hoae;  vaL  equip.,  $460;  vaL  bldga.,  $100;  tot. 
mem.,  12  vol. 

SOUTH  BERWICK,  p.  2.986;  f.  area,  640  a.; 
mere,  bldga..  stn.,  bk.  ft  wd.,  2  to  4  ator.;  priv., 
wd.,  2%  ator.;  wd.  rfa.  perm.;  no  fwka.  ft  oombt 
ord.;  causes  of  f.  not  inv.  F.  dept. — 2  hand  eng.. 
2  c.  hand  ex.,  1  h.  ft  1.  trk..  1  hoae  wag.,  S  hoae 
carta;  hof^e,  cot,  rub.  lined,  gd.,  2,000  ft;  f. 
al.,  bell;  vaL  equip.,  $2,600;  exp.  dept,  $1,619; 
tot.  mem.  70,  pd.  part  time;  undra.  rating,  third 
daaa. 

Water  Supply — Src.  riv.  ft  ponda,  %  m.  boa. 
cent;  aya.,  pump  to  rea.;  rea.  cap.,  8,600,000  gala.; 
loc.  on  hill  Mb  m.  town;  2  pump,  eng.,  cap.  day 
1,000,000  gala.;  maina,  iron,  5  m.,  6  to  8  in.  dia.: 
27  hyd.;  met,  12;  225  aerv.;  pipe,  galv.  i: 
prea.,  dom.  80  to  90  Iba..  f.  80  to  90  Iba.;  cona. 
day,  150,000  gala.;  coat.  $60,000;  coat  mtce, 
$2,000;  wka.  owned  by  Co. 

SOUTH  PARIS,  p.  2,000:  f.  area,  600  a.;  mere 
bldga..  wd..  2  ft  8  ator.;  priv.,  wd.,  1%  ft  2  ator.; 
wd.  rfa.  perm.;  fwka.  ft  combt.  ord.  F.  dept — 1 
hand  eng.,  10  c  hand  ex..  1  h.  ft  1.  trk.,  5  boee 
car.;  hose,  cot,  rub.  lined,  gd..  3,000  ft;  f.  aL. 
bell;  vaL  equip.,  $3,500;  vaL  bldga.,  $1,200;  exp. 
dept,  $1,200;  tot.  mem,,  75  voL 

Water  Supply — Src,  2  dama..  cap..  750, OCO 
gals.,  each;  <sys.,  grav.;  2  res.;  No  1  cap.,  1,000.- 
000  gala.;  No  2  cap.,  8,000,000  gals.;  mains.  3 
m..  4  to  12  in.  dia.;  38  hyd.;  247  serv.;  pres.,  dom. 
ft  f.  84  to  100  lbs.;  cost.  $78,000;  cost  oitcr.. 
$1,500;   wks  o^i-ned  by  Corpn. 

SOUTH  PORTLAND,  p.  7,471;  f.  area,  4,000  a.; 

mere  bldga..  bk.  ft  wd.,   2   ator.;   priv.,   wd.,    2H 

ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ord.;  canacs 

of  f.  inv.     F.  dept. — 5  h.  ft  1.  trk.,  50  c  hand  ex:.. 

6  hoae  wag.,  12  hoae  car.,  10  hrs.;  hoae,  cot,  rob. 

lined,  gd.,  1,000  ft;  f.  al..  bell;  val.  equip.,  |6,000; 

vaL  bldga..  $5,000;  exp.  dept,  $800;  tot  mem.  250, 

pd.  part  time. 

Water  Supply — Src,  lake,  17  m.  bus.  cent:  avp- 
ly  received  from  Portland  Water  District,  of  Portp 
and;  sys.,  grav.;  atdp.  cap.,  660.000  gals.;  mains, 

c   i.,  87   m.,   4   to  12   in.  dia,;   15«8  hyd.;    247    v.; 

met,    107;  .1,4.32  serv.;   pres.,  dom.   60   U>s.;    wka. 

owned  by  Co. 

SOUTHWEST  HARBOR,  p.  2,010;  bldgs..  wd..  S 
ator.;  wd.  rfa.  perm.;  no  fwks.  ft  oombt  ord.  VdL 
f.  dept 

Water  Supply — Src,  wella  ft  lake,  2%  m.  bua. 
cent.;  aya.,  pump  to  atdp.;  atdp.  cap.,  106,000  gmls.; 
mat,  iron;  pump,  eng.,  cap.  day  40,000  gals.;  mftiaa, 
iron,  4  m.,  6  in.  d.a.;  8  hyd.;  4  v.;  met,  8;  ptea.. 
dom.  100  lbs.,  f.  160  Iba.;  coat  $40,000; 
mtce.,  $600;  wks.  owned  by  Go. 

SPRINGVALE,  p.  2.000;  f.  area,  200  a.; 
bldga.,  wd.,  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rfs. 
perm,  in  f.  area;  cauaea  of  f.  inv.  F.  dept — 1  band 
eng.,  1  c  eng.  on  wis.,  1  c  hand  ex.,  1  h.  &  L 
trk..  2  hose  wag.;  hose,  rub.,  gd.,  2,400  ft.;  inf.. 
400  ft;  tot.  hose,  2,300  ft;  f.  aL,  Qamewdl, 
11  bx.;  val.  equip.,  $3,000;  vaL  bldga.,  $2,000; 
exp.  dept.  $1,400;  tot  mem.  83,  pd.  part  time. 

Water  Supply — Src,  spr.,  1  Vi  m.  bua.  cent;  sjra^. 
grav.;  atdp.  cap.,  150,000  nls.;  mat,  stn.  ft  ceao.; 
res.  cap.,  1,500,000  gala.,  loc  m  m.  town;  mains, 
iron,  5  m.;  32  hyd.;  met,  100;  600  serr.;  pipe, 
iron;  pres..  dom.  76  lbs.,  f.  76  Iba.;  cost,  fOO.OOO; 
wks.  owned  by  Co. 

STOCKTON  SPRINGS,  p.  872.  F.  dept — 4  hose 
carts;  hose,  cot,  rub.  lined,  gd..  1,600  ft;  1  sL« 
bell;  val.  equip.,  $1,000;  val.  bldgs..  $600;  cxpi 
dept..  $50;  tot.  mem.,  40  voL 

Water  Supply — Src,  springs;  aya.,  frav.;  prsaL. 
60  to  100  lbs. 

STONINQTON.    F.  dept  not  reported. 

Water  Supply — Src,  pond,  1  m.  bus.  cent;  STs.. 
pump   to   atdp.;    atdp.    cap.,    860.000   gala.; 
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60  z  86  ft.;  mat.,  itl.;  1  pump,  eng.,  cap.  day  90,- 

000  gala.;  maioa,  c.  i.»  8  m.;  20  hyd.;  met.,  1;  12t 
seiT.;  pipe,  c.  i.;  pres.,  dom.  84  Iba.,  f.  84  Iba.; 
cons.  day.  12,000  gals.;  cost,  ^42,000;  cost  mtce., 
91,200;  wks.  owned  by  town. 

SULLIVAN.     F.   dept. — Not   reported. 

/Water  Supply — Src,  Long  pond,  3  m.  bus.  cent.; 
ays.,  griLV.;  mains,  c.  A  wrt.  i.,  3%  m.,  8  to  2H 
in.  dia.;  16  v.;  pipe,  c.  k  wrt.  iron;  pre*.*  dom. 
60  lbs.;  cost,  911,000;  wks.  owned  by  Co. 

THOMASTON,  p.  2.688;  f.  area,  8,200  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  prjv.,  wd.,  1  ft  2 
si  or.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.  F. 
dept.— <1  str.,  2  hand  eng.,  4  c.  band  ex.,  1  b.  ft  L 
trk.,  4  hotie  wag.,  2  bose  reels;  hose  cot.,  fub. 
lined,  gd.,  4,000  ft;  f.  al.,  bell  ft  Gamewell;  vaL 
equip.,  $9,000;  val.  bldgs.,  $5,700;  exp.  dept., 
$750;   tot.   raem.,   115  vol. 

Water  Supply — Src,  lake,  10  to  11  m.  bus.  cent.; 
sys.,  grav.;  mains,  c.  I.,  5  m.,  6  to  10  in.  dia.:  S3 
hyd.;  pres.,  dom.  80  to  140  lbs.,  f.  80  to  140  lbs.; 
cost  mtce.,  $1,160;  wks.  owned  by  Co. 

TOPSHAM,  p.  2.097;  mere,  bldgs.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.  F. 
dept. — 2  hand  eng.,  5  hand  ex.,  1  h.  ft  1.  trk.,  4  bose 
car.;  hoee,  cot.,  rub.  lined,  gd.,  2.300  ft.;  f.  aL, 
bell  ft  wh.;  val.  equip.,  $2,800;  val.  bldgs.,  $600; 
tot.   mem.,   60  vol. 

Water  Supply — Src,  cisterns  in  city;  sys.,  grav.; 
mains,  galv.  i.,  1  In.  dia. 

TURNER,  p.  500.     F.  dept. — 1  hand  eng.;  voL 
VVater  Supply — Src.,  river. 

UNION,  p.  1,248;  f.  area,  600  a.;  mere,  bldgs., 
wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;   causes  of  f.  inv.     F.  dept. — 

1  hose  reel;  hose,  cot.,  rub.  lined,  gd.,  600  ft.;  vol. 
Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  sys., 

frav.;  mains,  iron,  2  m.,  6  ft  8  in.  dia.;  3  hyd.; 
0  serv.;  pipe,  galv.  i.;  pres.,  dom.  60  to  80  lbs., 
f.  70  lbs.;  cost,  $10,000;  cost  mtce.,  $100;  wks. 
owned  by  Co. 

VAN  BUREN,  p.  8,065.  F.  depL— 1  h.  ft  1.  trk., 
4  hose  carts;  bose,  rub.  lined,  gd.,  2,000  ft.;  f.  al., 
bell;  val.  equip.,  $3,000;  val.  oldgs.,  $1,600;  exp. 
dept.,  $600;  tot.  mem.,  80  vol. 

VINAL  HAVEN,  p.  2,858;  mere  bldgs.,  wd.,  1  to 
8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f. 
area;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng.,  4  c  band  ex.,  1  h.  ft  1.  trk.,  7  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1,400  ft.;  inf.,  600  ft.;  tot. 
hose,  2,000  ft.;  f.  al.,  bell  ft  wh.;  exp.  dept.,  $800: 
tot.  mem.,  46  voL 

Water  Supply — Src,  pond,  3  m.  bus.  cent.;  sya. 
pump  to  stdp.;  stdp.  cap.,  312,000  gals.;  dim..  25 
X  SO;  mat.  sU.;  2  pump,  eng.;  cap.  day,  800,000 
gals.;  mains,  c  i.;  7  m.;  6  to  10  in.  dia.;  21 
hyd.;  6  met.;  283  serv.;  pipe,  galv.  i. ;  pres.  dom., 
68  lbs.;  f.   70  lbs.;   cons,   day,   80,000  gals.;   cost, 

S 81,000;   cost  mtce.,  $8,600;  wks.   owned  by  priv. 
o. 

WALDOBORO,  p.  2.656;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  IH  to  8  stor.;  priv.,  wd.,  1^ 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. 
— 2  hand  enir.,  3  c  hand  ex.,  2  hose  car.,  2  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  1,500  ft;  inf.,  600  ft.; 
tot.  hose,  2,000  ft.;  f.  aL,  bell;  val.  equip.,  $8,000; 
val.  bldgs.,  $1,200;  voL 

Water  Supply — Src,  wells,  cisterns  ft  res. 

WARREN,  p.  2,069;  f.  area,  640  a.;  bldgs.,  wd., 
2H  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  2  hand 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  600  ft.;  f. 
al.,  bell;  vol. 

Water  Supply — Src,  wells,  2  m.  bus.  cent.;  sys., 
grav.  ft  punp  to  res.;  res.  cap.,  1,600,000  gals.; 
mains,  c  i.,  2%  m.,  6  to  8  in.  dia.;  10  hyd.;  200 
serv.;  pres.,  f.  60  lbs.;  cost,  $26,000;  wks.  owned 
by   Co. 

WATERVILLE,  p.  11,468;  f.  area,  1.200  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  riPs.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  1  comb.  c.  ft  h.  wag., 
1  auto,  chem.,  24  c.  hand  ex.,  H  h.  ft  1.  trk.,  6 
bose  w«g.,  6  hrs.;  hose,  coL,  rub.  lined,  gd.,  6,000 
ft.;  inl.,  2.000  ft;  tot.  hose,  8,000  ft.;  f.  al., 
Gamewell,  37  bx.;  val.  equip.,  $140,000;  val.  bldgs., 
93'5,000;  exp.  dept.,  $tl<4,000;  tot.  mem.  68,  pd. 
full  time  6,  pd.  part  time  i62. 

Water  Supply — Src,  China  lake;  sys.,  pump  to 
res.;  ret.  cap.,  8,000,000  gals.;  8  pump,  eng.,  cap. 


day  7,600,000  gals.;  mains,  27  m.,  4  to  16  in.  dia.; 
128  hyd.;  227  v.;  met.,  26;  2,112  serv.;  pipe,  galv. 
i.;  pres.,  dom.  98  lbs.,  f.  98  lbs.;  cons,  day,  2,000- 

000  gals.;  wks.  owned  by  the  Kennebec  Water  Dis- 
trict. 

WELLS,  p.  2,007.  F.  dept.— 1  hoee  cart,  2  hose 
wag.;  hose,  2,600  ft;  tot.  mem.,  40  vol.;  vaL 
equip.,  $600;  exp.  dept,  $26. 

Water  Supply — Src,  Branch  riv.;  sys.,  Monsam 
Water  Co. 

WEST  BROOK,  p.  8,281;  f.  area,  11,000  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 4  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  8  hrs.;  hose,  cot., 
rub.  lined,  gd.,  4,600  ft;  inf.,  600  ft;  tot  hose, 
6,000  ft.;  f.  al.,  beU  ft  wh.,  10  bz.;  val.  equip., 
$9,000;  vaL  bldgs..  $7,000;  exp.  dept,  $3,439; 
tot  mem.  60,  pd.  full  time  2,  pd.  part  time  48. 

Water  Supply — Src,  lake,  10  m.  bus.  cent;  sys., 
grav.;  mains,  c  i.,  16  m.,  6  to  12  in.  dia.;  79 
byd.;  49  v.;  met,  88;  1,140  serv.;  pipe,  galv.  i.; 
pres.,  dom.  68  lbs.,  f.  68  lbs.;  wks.  owned  ^  Co. 

WILTON,  p.  1,647;  f.  area,  320  a.;  mere  bldgs., 
wd.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combt.  ord.  No  ore.  f.  dept. — 
hose,  cot.,  gd.,  2,000  ft;  val.  equip.,  $1,600. 

Water  Supply — Src,  lake,  4%  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  500,000  gals.,  loc  \i  m.  bus. 
cent.;  1  pump,  eng.;  mains,  c.  i.  ft  galv.  i.,  8  8-5 
m.,  IH  to  8  in.  dia.;  53  hyd.;  SO  v.;  160  serv.; 
pipe,  galv.  i.;  pres.,  dom.  85  lbs.,  f.  85  lbs.;  cost, 
$60,000;  wks.  owned  by  Co. 

WINTERPORT,  p.  1,623;  mere  bldgs.,  wd.  ft 
bk.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
2  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  val.  equip.,  $200;  val.  bldgs.,  $800; 
tot.  mem.,  40  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  brooks  ft  spr.,  H  nu  bus. 
cent, ;  sys.,  pump  to  stdp. ;  stdp.  cap.,  200,000  gals. ; 
dim.,  26  x  50;  mat,  iron;  res.  cap.,  920,000  gals.; 
loc  northern  edge  of  village;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  700,000  gals.;  mains,  c  i.,  4 
nt.,  4  to  10  in.  dia.;  20  hyd.;  met..  2;  226  serv.; 
pipe,  galv.  i.;  pres.,  dom.  40  to  76  lbs.,  f.  90  lbs.; 
wks.  owned  by  Co. 

WINTHROP,  p.  2,088;  mere  bldgs.,  bk.  ft  wd. 
rfs.  perm.  F.  dept — 1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  Imed,  gd.,  1,800  ft.;  f.  aL,  wh.; 
exp.  dept.,  $300:  tot.  mem.  26,  pd.  full  time. 

Water  Supply — Src,  force  pump;  sys.,  grav.  ft 
pump  dir.;  mains,  1^  m.,  6  in.  dia.;  13  hyd.;  cost, 
$5,000;  cost  mtce.,  $300;  wks.  owned  by  town. 

WISCASSET,  D.  1,278;  f.  area,  40  a.;  bldgs.,  bk., 

1  to  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 2  hand  eng.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  bell  ft  wh.;  exp.  dept, 
$800;  tot  mem.,  100  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  riv.  ft  wells. 

YARMOUTH,  p.  2,274;  mere  bldgs..  bk.  ft  wd., 
1  to  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  causes  of  f.  inv.  F.  dept. — 7  c.  hand  ex., 
1  h.  ft  1.  trk.,  2  hose  wag.,  1  hose  reel,  1  hrs.;  hose, 
cot,  rub.  lined,  gd.,  3,000  ft;  f.  al.  Gamewell,  11 
bx.:  val.  equip.,  $3,000;  val.  bldgs.,  $2,000;  tot 
mem.,  40,  pd.  full  time. 

Water  Supply — Src,  spr.  ft  riv.,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  350,000  gals.;  dim., 
30  X  50,  loc.  on  hill;  mat.,  stl.,  2  pump,  eng.,  mains, 
c  i.,  12  m.,  6  to  10  in.  dia.;  65  hyd.;  600  serv.; 
pipe,  galv.  i. ;  pres..  dom.  50  to  90  Ibn.,  f.  100  to 
150  lbs.;  cons,  day,  200,000  gals.;  co^,  $60,000; 
cost  mice.,  $4,500;  wks.  owned  by  town. 

YORK,  p.  2,802.  F.  dept — 1  h.  ft  L  trk.,  2  hose 
wag.;  hose,  3,900  ft;  tot.  mem.,  72. 

Water  Supply — Src,  lake,  4  m.  bus.  cent;  ays., 
grav.;  res.  cap.,  400,000  gals.;  mains,  c  L,  21 H 
m.,  6  to  16  in.  dia.;  90  hyd.;  1,000  8er\'.;  pipe,  galv. 
i.;  pres.,  dom.  ft  f.  60  lbs.;  cost,  $225,000;  cost 
mtce.,  $3,000;  wks.  owned  by  priv  Co. 

Places  with  a  population  of  1,000  or  more  having 
no  ornnised  fire  dept — Belgrade,  Benton,  Blue 
Hill,  Bristol,  BuxUfl,  Ohearryfleld,  Corinth,  Deer 
Isle,  Gouldsboro^  Hampden,  Harpwell,  HermoA, 
Hiram,  Jay,  Jefferson,  Jonesport,  Lebanon,  Leeds- 
Limington,  Lincolnvitle,  Litchfield,  Madawoiska. 
MillbrTdge,  Ifilo,  Monticello,  New  Portland,  Orring- 
ton,  iParsonfleld,  Penobscot,  Pittston,  St  Agatha, 
St  Albans,  Sidney,  6o.  Anson,  Standish. 


c-138 


FIRE   DEPARTMENTS   AND   WATER   SUPPLY—MARYLAND. 


MARYLAND 


ABERDEEN,  p.  616.  F.  dept. — 2  c.  hand  ».,  2 
hose  wag.;  hose,  1,500  ft.;  f.  al.,  bell;  tot.  mem., 
50  vol. 

Water  Supply — Src,  spr.;  stdp.  cap.,  85,000 
gala.;   1  pump,  eng.,  claaa  dup.,  cap.  day  864,000 

Sala.;   mains,    3,   4   to   8   in.   dia.;    8S    hyd.;   pres., 
om.   60  lbs.,  f.   00  lbs. 

ANNAPOLIS,  p.  8,609;  bldgs.,  bk.  &  wd.,  2  & 
3  stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  auto.  comb,  c  &  h.  wag.,  1 
8tr.,  8  c.  hand  ex.,  1  h.  k  I.  trk.,  1  aer.  trk.,  2  hose 
wiag.,  2  hose  car.,  3  hrs. ;  hose,  cot.,  rub.  lined,  gd., 
4,000  ft.;  inf.,  600  ft;  tot.  hose,  4,-500  ft.;  f.  al., 
bell  ii  telp.;  val.  equip.,  $8>2,000;  val.  bldgs., 
$2:2,000;  exp.  dept,  $4,000;  tot  mem.  160,  pd. 
full  time  8,  pd.  part  time  2,  vol.  il55;  apparatus  of 
naval  academy  available  in  case  of  emergency. 

Water  Supply — 9rc.,  spr.,  4%  m.  bus.  cent; 
sys.,  grav.,  pump  to  rea.;  res.  cap.,  7,500,000  gals., 
loc*  at  wks.;  2  pump,  eng.,  class  hor.  cross  comp., 
cap.  day  4,500,000  gals.;  mains,  c.  i.,  6%  m.,  4 
to  14  in.  dia.;  55  hyd.;  met,  60;  750  serv.;  pipe, 
galv.  i.;  pres.,  dom.  85  lbs.,  f.  SO  to  60  lbs.;  cons, 
day,  1,000,000  gals.;  cost,  $175,000;  wks.  owned 
by  Co. 

BALTIMORE,  p.  658,485;  f.  area,  33  sq  m.; 
mere,  bldgs.,  stn.  &  bk.,  2  to  16  stor.;  priv.,  stn. 
k  bk.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 39  str., 
15  aer.  trk.,  1  flreboat  6  h.  &  1.  trk.,  15  hose  car., 
50  comb.  c.  k  h.  wag.,  252  hrs.;  hose,  cot,  rub. 
lined,  gd.,  116,600  ft:  f.  al.,  elec,  557  bx.;  val. 
equip.,  $850,000;  vaL  bldgs.,  $510,000;  exp.  dept, 
$840,867;  tot.  mem.,  786,  pd.  full  time. 

Water  Supply — Src,  falls  k  riv.,  6  ft  10  m.  bus. 
cent;  sys.,  grav.,  pump  to  res.,  to  stdp.  ft  dlr. ;  2 
stdp.,  one  cap.  829,000  gals.,  dim.  25  x  90; 
other  cap.  210,600  gals.,  dim.  20  x  90,  loc.  in 
city  limits;  mat.  stl.  ft  stn.;  res.  cap.,  2, 236, 875,- 
000  gals.,  loc.  at  soin-ce  of  supply;  7  pump,  eng., 
class  trip.  exp.  hor.  dup.,  cap.  day  85,000,000  ffals.; 
miiins,  c.  i.,  8,856  m.,  4  to  48  in.  dia.;  3,824  nyd.; 
met,  3,600;  143,000  serv.;  260  v.;  pipe,  c.  L,  wrt. 
i.  ft  lead.;  pres.,  dom.  30  to  100  lbs.;  cons,  day, 
73,066,444  eals.;  cost,  $15,000,000;  cost  nUce., 
$400,000;   wks.   owned  by   city. 

BEL  AIR,  p.  1,006;  f.  area,  400  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  or  combt.  ord.;  causes  of 
f.  not  Inv.  F.  dept — 1  h.  ft  1.  trk.,  6  ladders, 
hooks  ft  buckets,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,000;  vaL 
bldgs.,  $200;  tot.  mem.,  75  vol. 

Water  Supply — Src,  spr.,  wells  ft  strm.,  8  m. 
bus.  cent;  ays.,  grav.;  2  res.,  oap.,  1,600.000  gals. 
ft  90,000  gals.;  mains,  c  i.,  3  m.,  4  to  8  in.  dia.; 
40  hyd.;  36  v.;  met,  47;  375  serv.;  pipe,  galv.  L; 
pres.,  dom.  40  lbs.;  cost,  $66,000;  cost  mice., 
$1,300;  wks.  owned  by  Oo. 

BRUNSWICK,  p.  8.721;  f.  area,  250  a;  mere 
bldgfs.,  bk.  ft  wd.,  2  to  3  stor.;  priv.,  bk.  ft  wd.,  2 
to  3  ertor.;  wd.  rfs.  pewm.  in  f.  area;  fwks.  &  combt. 
ord.;  causes  of  f.  inv.  F.  dept —  6  c.  hand  ex.,  1 
h.  ft  1.  trk.,  6  hose  car.;  hose,  cot,  rub.  lined, 
4,000  ft;  f.  al.,  wli.;  val.  equip.,  $1,800;  val. 
bldgs.,  $2,300;  exp.  dept,  $100;  tot.  menl, 
150    \ol. 

Water  Supply — Src,  wells,  cisterns  ft  riv.;  sys., 
pump  to  res.;  res.  cap.,  100,000  gals.;  pump,  en^., 
cap.  day  912,000  gals.;  mains,  iron,  1  m.,  10  m. 
dia.;  40  hyd.;  pres.,  dom.  60  lbs.,  f.  110  lbs.; 
cost,  $13,000;  wks.  owned  by  Co. 

CAMBRIDGE,  p.  6,407;  mere,  bldgs.,  bk.,  wd.  ft 
iron,   2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 

Krm.;  fwks.  ft  combt  ord.  F.  dept. — 1  str.,  1 
nd  eng.,.  2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  supply 
wag.,  2  nose  car.;  hose,  cot,  rub.  lined,  gd.,  2,500 
ft.;  f.  al.,  bell;  val.  equip.,  $12,000;  vaL  bldgs., 
$3,000;  exp.  dept,  $700;  tot  mem.,  90  voL 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pimip  to  stdp.:  stdp.  cap.,  143,000  gals.;  4  pump, 
eng.,  class  comp.  dup.,  cap.  day  8,500,000  gals.; 
iitains,  c.  I.,  26  m.,  4  to  10  in.  dia,;  iSO  nyd.; 
64  v.;  met.,  100;  1,960  serv.;  pipe,  galv.  i.;  pres., 
dom.  ft  f.  53  lbs.;  cons,  day,  750,000  gals.;  cost, 
$94,600;   wks.  owned  by  Co. 


CATONSVILLE,  p.  2,000.  F.  dept — 1  aulo. 
comb,  hose,  c.  ft  pump,  trk.,  3  c.  hand  ex., 
1  hoee  reel;  hose,  cot,  rub.  lined,  gd.,  S.SOO 
ft.;  f.  aL,  Gamewell,  100  bz.;  val.  equip.,  $15,000; 
tot   mem.,   6,  pd.  full  time. 

Water  Supply — Src,  spr.;  pump,  eng.,  cap.  day 
20,000  gals.;  mains,  4  m.;  21  hyd.;  pres.,  dom. 
80  lbs.,  f.  100  lbs. 

CENTERVILLE,  p.  1,485;  f.  area,  100  a.;  bldgs., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  coinbt 
ord.  F.  dept. — 1  h.  ft  L  trk.,  2  extension  ladders, 
buckets  ft  axes,  1  hose  car.,  1  hose  reel;  hose,  cot, 
rub.  lined,  gd.,  1,800  ft;  f.  al.,  bell;  vaL  equip., 
$1,000;  tot  mem.,   66  voL 

Water  Supply— ^Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  40,000  gal^s.;  dim.,  10  x  100;  res.  cap., 
80,000  g^l-s. ;  2  pump,  eng.,  cap.  day  1,355.600 
gals.;  mains,  c.  i.,  3  m.,  4  to  8  in.  dia.;  35  hyd.; 
5  met;  300  serv.;  pres.,  dom.  ft  f.,  40  lbs.;  cons, 
day,  100,000  gals.;  cost,  $18,000;  cost  mtce., 
$200;  wks.  owned  by  ciry. 

OHESTERTOWN,  p.  2,786;  f.  area,  250  a.; 
mere  bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.,  2 
ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.     F.  dept — 4  c  hand  ex.,  1  h.  ft 

1  trk.,  4  hose  car.:  hose,  rub.,  gd.,  1,200  ft.;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $18,000;  val.  bldgs., 
$4,000;   tot.   mem.,   40   vol. 

Water  Supply — Src,  spr.;  sys.,  pump  to  res,;  res. 
cap.,  1,000,000  gals.;  pump,  eng.,  class  comp.  dup., 
cap.  day  240,000  gals.;  mains,  6  m.,  3  to  4  in. 
dia.;  50  hyd.;  16  v.:  260  serv.;  pipe,  galv.  L;  pres., 
dom.  25  to  80  lbs.,  i.  30  to  60  lbs.;  cons,  day,  100,- 

000  gals.;  cost,  $26,000;  cost  mtce.,  $2,000;  wks. 
owned  by  Co. 

CRISFIELD,  p.   3,468;   mere  bldgs.,  wd.  ft   bk., 

2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept — 1  str.,  1  h.  ft  1.  trk.,  3  hose  reels,  6  h<»e 
carts;  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  900  ft.;  t 
al.,  bell  ft  wh.;  vaL  equip.,  $6,000;  val.  bldgs.* 
$750;  exp.  dept,  $600;  tot  mem.,  35  vol.;  undrs. 
rating,  tj^lrd  class. 

Water  Supply — Src,  well;  sys.,  pump  to  stilp.; 
stdp.  cap.,  150,000  gals.;  2  pump,  eng.;  mmios, 
c  i.,  2%  m.,  4  to  8  in.  dia.;  37  hyd.;  met,  100, 
pipe,  lead;  pres.,  dom.  ^0  lbs.,  f.  60  lbs.;  cons. 
da>',  40,000  gals.;  cost,  $22,000;  cost  mtoe., 
$1,500;  wks.  owned  by  town. 

CUMBERLAND,  p.  21,889;  f.  area,  4,000  a.; 
mere  bldgs.,  bk.  ft  stn.,  1  to  6  stor.;  priv.,  bk.,  1 
to  4  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.     F.  dept. — 1  str.,  8  c  hand  ex., 

1  h.  ft  L  trk.,  3  comb,  c  ft  h.  wag.,  6  hose  car.,  S 
hrs.;  hose,  cot,  rub.  lined,  gd.,  4,200  ft;  inf.,  2.« 
100  ft:  tot  hose,  6,800  ft;  f.  al.,  Oamewell,  22 
bx.;  val.  equip.,  $40,000;  vaL  bldgs.,  f 86,000; 
exp.  dept,  $12,000;  tot  mem.  218,  pd.  full  time 
18,   200  voL 

Water  Supply — Src,  Lake  Gordon.  9  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  5,000,000  gals.;  S 
pump,  eng.,  oap.  day  12,000,000  gals.;  mains,  c 
i.,  31%  m.,  4  to  30  in.  dia.;  370  hyd.;  177  v.; 
met,  410;  5,000  serv.;  pipe,  galv.  i.;  pres.,  dom. 
ft  f.  8>5  lbs.;  com;.,  6,000,000  gals,  day;  cost, 
$'579,000;  cost  mtce.,  $2*5,000;  wks.  owned  by  city. 

CURTIS  BAY,  p.  2,000;  f.  area,  10  m.  K. 
dept. — -'2  c  eng.,  2  hose  reels  with  hose,  1  h. 
ft  1.  trk.;  val.  equip.,  $1,000;  val.  bldgs.,  $2,500; 
tot  mem.,   72  voL 

Water  Supply — Src,  wells;  ays.,  grav.;  50  hyiL; 
cost,  $10,000;  wks.   owned  by  Corpn. 

DENTON,  p.  1.481.  F.  dept — 2  hand  eng.,  1 
hose  reel;  hose,  400  ft;  f.  al.,  bell;  tot.  menu, 
40  vol. 

Water  Supply — Src,  artesian  wells,  H  m.  bosL 
cent.;  sya.,  pump  to  stdp.;  res.  cap..  65,000  gals.; 

2  pump,  eng.,  class  trip.;  wks.  owned  by  city. 

EASTON,  p.  8,083;  f.  area,  480  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.  F.  dept — 1  str.,  1  h- 
ft  1.  trk.,  6  hose  car. ;  hose,  cot,  rub.  lined,  gd.,  SCO 
ft;  rub.,  gd.,  1,650  ft;  inf.,  700  ft;  tot.  hose, 
2,«50  ft;  f.  aL,  bell;  val.  equip.,  $6,500;  vsL 
bldgs..  $8,000;  tot  mem.,  44  voL 

Water  Supply — Src,  wells,  H  m.  bos.  cent;  am, 
pump  to  res.  ft  stdp.;  stdp.  cap.,  86,000  gala.: 
dim..  12  X  100;  mat,  iron;  rea  cap.,  140,000  gala. 
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loe.  %  m.  cent  of  town:  t  pmnii.  «ng.,  cap.  day 
500,000  gm]<.;  mains,  c  L,  6  m.,  4  to  8  in.  dia.; 
44  hyd.;  oO  v.;  440  aenr.;  pipe,  gur,  L;  prea.,  dom. 
40  Iba.,  f.  126  Iba.;  cona.  day,  200,000  ffAla.:  cost, 
$6S,000;  cost  mtce.,  $t,000;  wks.  owned  oy  Co. 

ELKTON,  p.  2,487:  f.  area,  600  a.:  mere,  bldgs., 
wd.,  2  to  4  stor.;  priv.,  wd.  ft  bk.,  2^  stor.;  wd. 
lis.  perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  2  hand  ens.,  1  comb.  c.  ft  h.  wag., 
5  c.  nand  ex.,  1  h.  ft  I.  trk.,  2  hose  wag.,  8  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft.;  f.  al., 
bell  ft  elec.;  val.  equip.,  $3,000;  vaL  bldgs.,  96,' 
000;  exp.  dept,  $200;  tot   mem.,   125  vol. 

Water  Supply — Src,  wells  ft  creek;  sys.,  pump 
to  res.;  res.  cap.,  800,000  gala.;  pump,  eng.,  class 
dup.,  cap.  day  750,000  gals.;  maina,  5^  m.,  4  to 
10  in.  aia.,  c.  i.;  50  hyd.;  25  v.;  pres.,  dom.  66 
lbs.,  f.  75  lbs.;  cost,  $80,000;  wks.  owned  by  Co. 

ELLICOTT  CITY.  p.  1,151;  f.  area,  1,280  a.; 
bldgs.,  Btn.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  penn.  F. 
dept — 1  hand  eng.  ft  c.  eng.  comb.,  2  c.  hand  ex., 
1  h.  ft  1.  trk.,  2  hoae  car.,  50  rub.  buck  eta;  hose, 
cot,  rub.  lined,  gd.,  900  ft;  f.  al.,  bell;  va). 
equip.,  $2,000;  val.  bldga.,  $500;  tot  mem.,  76 
vol. 

Water  Supply — Src,  wells  ft  spr.,  %  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  660,000  gala.;  mains, 
c.  i.,  8  m.,  8  to  6  in.  dia. 

FREDERICK,  p.  10,411:  mere  bldga.,  bk.,  2,  8 
ft  4  stor.:  priv.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfa. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  not  inv. 
F.  dept — 1  str.,  2  auto,  str.,  2  comb.  h.  ft  1.  trk., 
8  c.  hand  ex.,  4  hose  car.,  6  hose  reels.  4  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  2,950  ft;  vaL  equip., 
$20,000;  val.  bldgs.,  ^20,000;  tot.  mem.,  426 
vol.;  undrs.   rating,  second  daas. 

Wai6r  Supply^---Src.,  mountain  strm.,  11  m.  buti. 
cent;  sys.,  pump  to  res,  ft  grav.;  2  res.  cap.,  {12,000* 
000  gals.;  mains,  c.  i.,  80  m.,  8  to  12  in.  dia.; 
1'42  hyd.;  200  v.;  met,  75;  1,500  serv.;  pipe, 
lead;  pres.,  dom.  ft  f.  40  lbs.;  cons,  daj',  700.000 
gals.;  cost,  $400,000;  cost  mtce.,  $4,000;  wks. 
owned  by  city. 

•FROSTBURG,  p.  6,028;  f.  area,  8,200  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  ft  ^  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept — 2  h.  ft  1.  trk.,  6  hose  car..  1  c.  eng.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  rub.,  gd.,  2,000  ft; 
tot  hose,  8,000  ft;  f.  al.,  bell  ft  wh.;  vaL  equip., 
$4,500;  val.  bldga.,  $4,000;  exp  dept,  $300;  tot 
mem..   100  vol. 

Water  Supply — Src,  apr.,  8  m.  bua.  cent;  sya., 

rv.  ft  pump  to  res.;  res.  cap.,  1,000,000  gals.; 
pump,  eng.,  cap.  day  700,000  gals.;  nwlns,  0 
m.,  2  to  8  in.  dia.;  >57  hyd.;  3il  v.;  met,  9;  900 
serv.;  pU>e,  galv.  i.;  pres.,  dom.  r20  lbs.,  f.  1^0 
lbs.;  cons,  day,  li5O,000  gals.;  cost  $55,000;  cost 
mtce.,  $1,800;   wks.  owned  by  city. 

HAGEASTOWN,  p.  16,607;  f.  area,  2  sq.  m.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  2  stor.;  priv.,  mosthr 
bk.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 2  str.,  2 
auto.  comb,  str.,  2  comb.  c.  ft  h.  wag.,  1  c  eng.  on 
wis.,  16  c  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  wag.,  6 
hose  car.,  6  hrs.;  hose,  cot,  rub.  lined,  gd..  10,000 
ft.;  f.  al.,  Oamewell,  42  bx.;  vaL  equip.,  $46,000; 
val.  bldgs..  $150,000;  exp.  dept,  $8,000;  tot  mem., 
210,  pd.  full  time  10,  vol.  200. 

Water  Supply — Src,  mountain  spr.,  11  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  185,000,000  gala.,  loc 
Smithaburg,  Md.;  1  pump,  eng.,  class  comp.,  cap. 
day  8,000.000  gals.;  maina,  c  i.,  48  m.,  4  to  20  in. 
dia.;  100  hyd.;  112  v.;  met,  2,600;  8.000  serv.; 
pipe,  galv.  i.;  pres.,  dom.  65  lbs.,  f.  00  lbs.;  cons, 
day,  2,500,000  gals.;  cost  $860,000;  wks.  owned 
by  Co. 

HAVRE  DE  GRACE,  p.  4.212;  f.  area,  600  a.; 
mere,  bldss.,  bk.,  atn.  s  wd.,  1  to  4  stor.;  priv., 
bk.,  stn.  ft  wd.,  1  to  4  stor.;  wd.  rfs.  perm,  in  f. 
■rea;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk..  8  hose  wag.;  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,100  ft;  rub.,  gd., 
400    ft.;    tot    hose,    2.600    ft;    f.    al.,    telp.;    val. 

nuip.,    $4,000;    val.    bldga.,    $1,000;    exp.    dept, 
50;  tot  mem.,  56  vol. 

Water  Supply---Src,  riv.,  ^  m.  bua.  cent;  «ya., 
pump  to  res.;  res.  cap.,  4,000,000  gala.;  1  pump, 
eng.,  cap.  day  360,000  gala.;  mains,  c  f.,  10  m., 
4  to  10  in.  dia.;  60  hyd.;  170  ▼.;  met,  9;  460 
serv.;  pipe,  galv.  i.;  pres.,  dom.  100  lbs.,  f.  140 
lbs.;  cost,  $100,000;  cost  mtce.,  $2,000;  wks. 
owned  by  Co. 


HYATTSVILLE,  p.  1,017;  mere  bldga.,  bk.,  t 
ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  d«>t— 

1  h.  ft  1.  trk.,  8  hose  reels;  hoee,  cot,  rub.  lined* 

5d.,  1,200  ft;  f.  sL,  bell;  vaL  equip.,  $700;  cxpu 
ept,  $450;  tot  mem.,  86  vol. 
Water  Supply — Src,  wells,  6  arteeian,  at  edge  of 
town;  ays.,  pump  to  stdp.;  stdp.  cap.,  100,000  gala., 
loc  1,800  yds.  m>m  wells;  mat,  atL;  rea.  cap.,  100^ 

000  gals.,  loc  at  station;  2  pump,  ens.,  dMs  trip.* 
cap.  day  90.000  gals.;  maina,  iron,  6  m.,  4  to  S 
in.  dia.;  70  nyd.;  50  v.;  400  met;  450  serv.;  pres., 
f.,  60  lbs.;  cons,  day,  70,000  gals.;  cost,  $82,000; 
cost  mtce.,   $4,500;   wks.  owned  by  city. 

LA  PLATA,  p.  269:  t  area,  80  a.:  mere  bldgk, 
wd.,  1  to  2  stor.;  priv.,  wd.;  wd.  rn,  perm,  in  L 
area.  F.  dept — 1  hand  c  eng.,  1  hose  wag.;  hossb 
cot,  rub.  lined,  gd.,  200  ft;  vaL  equip.,  $600; 
exp.   dept,  $126,000;  tot  menu,   100  voL 

Water  Supply — Src,  wells. 

LAUREL,  p.  2,416;  mere  bldgs.,  stn.,  bk.  ft  wd^ 

2  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfa. 
perm.  F.  dept — 1  h.  ft  L  trk.,  3  hose  car.,  4  e. 
hand  ex.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f. 
al.,  ^h.,  16  bx.;  tot  mem.,  67  voL 

Water  Supply — Src,  lake;  sya.,  pump  to  stdpu; 
stdp.  cap.,  185,000  gals.;  res.  cap.,  12,000  gab.; 
mains,  4  m.,  4  to  8  in.  dia.;  88  hyd.;  prea.,  dom. 
60  lbs.,  f.  60  Iba.;  cona.  day,  40,000  gals.;  cost* 
$35,000;   wka.   owned  by  town. 

LIBERTYTOWN,  p.   1,864;   f.   area,   76  a.;  wd. 

rfa.  perm.;  fwka.  ft  combt  ord.;  cauaea  of  L  Ibt. 
F.  dept — 1  hand  eng.;  hoae,  cot,  rub.  lined,  gd.* 
860  ft;  val.  equip.,  $760;  vaL  bldga.,  $400; 
tot  mem.,  50  voL 

Water  Supply — Src,  wells;  no  waterwks. 

LONACONINQ,  p.  1,668;  f.  area,  t67  a.;  mere, 
bldgs.,  wd.  ft  bk.,  2  ft  3  stor.;  priv.,  wd.  ft  bk.,  t 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.   inv.     F.   dept. — 1   hand  eng.,  2  c  band  ex., 

1  h.  ft  1.  trk.,  8  hose  oar.:  hose,  cot,  rub.  lined* 
gd.,  8,000  ft;  f.  al.,  bell  s  wh.;  v«L  equip.,  $4,- 
750;  v«a.  bldgs.,  $1,000;  exp.  dept,  $300;  tot 
mem.,  60  voL 

Water  Supply — Src,  spr.,  8  m.  bos.  cent;  qra., 
grav.;  rea.  cap.,  5,000,000  gals.;  mains,  iron,  4% 
m.,  4  to  12  In.  dia.;  86  hyd.:  met,  7:  <600  serv.; 
pipe,  galv.  L;  prea.,  dom.  <iO  lbs.,  t.  110  lbs.;  oont. 
day,  50,000  gals.;  coat,  $86,000;  oost  mtce.,  $1^ 
200;  wks.  owned  by  Co. 

MT.  WASHINGTON,  p.  1,600;  f.  srea,  6,000  ft; 
mere,  bldgs.,  wd.  ft  stn.,  2  stor.;  priT.,  wd.  ft  stn.« 

2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  c  eng.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft.;  8  c  hand  ex.,  hose  car., 
reels,  ftc,  2  hrs.;  f.  aL,  elec,  0  bx.;  vaL  equip., 
$1,200;  val.  bldgs.,  $2,000;  exp.  dept,  $2,600; 
tot.  mem.,  2,  pd.  full  time 

Water  Supply — ^Sre,  wella,  1  m.  bus.  cent;  sya., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  46,000  gala.;  mat, 
wd.  ft  iron,  8  pump,  oig.;  mains,  e  ft  wrt.  L, 
27  hyd.;  met,  107;  wks.  owned  by  Co. 

NORTHEAST,  p.  974;  f.  area,  26  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2%  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  1  c  eng.  on  wis.,  1 
comb,  c  ft  h.  wag.;  hose,  cot,  rub.  lined,  gd.,  160 
ft:  val.  equip.,  $400;  tot  mem.,  20  voL 

Water   Supply — Src,   welL     No  waterwka.   aye, 

OAKLAND,  p.  1,866;  f.  area,  400  a.;  bldgs..  wd., 
2  stor.;  wd.  rfe  perm.;  fwks.  ft  combt  ord.  F. 
dept — 1  c.  eng.,  1  hose  cart  6  c  hand  ex.,  1  h.  ft 
I.  trk.;  hose,  linen,  gd.,  160  ft;  f.  aL,  bell:  vaL 
equip.,  $1,200;  val.  bldgs.,  $800;  exp.  dept,  $100; 
tot  mem.,  50  voL 

Wster  Supply — Src,  wells,  cisterns  ft  riv. 

OXFORD,  Talbot  Co.,  p.  1,191;  mere  bldga.. 
wd.;  wd.  rfa.  perm.  .  F.  dept. — comb,  gas  hand 
eng.,  1  h.  ft  1.  trk.,  2  hose  wag.:  hose,  cot,  nd>. 
lined,  gd.,  1,000  ft;  f.  al..  bell:  val.  equip.,  $8,000; 
raL  bldgs.,  $800;  exp.  dept,  $'150;  tot  mem.,  66 
vol. 

Water  Supply — Src,  riv.  ft  wells. 

POCOMOKE,  p.  2,869;  mere  bldgs.,  bk.,  2  stor.; 
priv.,  wd.,  2H  stor.;  wd.  rfe  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inr.  F.  dept — 1  str.,  1 
h.  ft  1.  trk.,  2  hose  carta,  2  hrs.:  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  inf.,  1,000  ft;  tot  hose,  8,- 
000  ft;  f.  al,  wh.;  vaL  equip.,  $8,000:  vaL  bldga., 
$6,000;  exp.  dept,  $800;  tot  mem.,  26  voL 

Water  Supply — Src,  well;  ays.,  pump  to  stdp.; 
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•tdp.  cap.,  80,000  ffals.;  pump,  eng.,  cap.  day  1,* 
000,000  g«l&;  maiss,  c  L,  2  m.,  4  to  8  in.  dia.; 
42  hyd.;  pres.,  f.  48  to  60  lbs. 

PORT  DEPOSIT,  p.  1,894;  f.  area,  100  a.;  bldza., 
wd.  &  bk.,  2^  ator.;  wd.  rfa.  perm.;  fwka.  &  cotnbt. 
<»tl.  F.  dept. — 2  atr.,  4  aeta  of  laddera,  2  hoae 
car.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft;  t  aL, 
bell  k  wh.:  tot.  mem.,  60  vol. 

Water  Supply — Src,  spr.,  1-3  m.  bus.  cent.; 
ay«.t  grar.  St  pump  to  res.;  res.  cap.,  800,000  gala.; 
mains,  c.  i.,  2  m.,  4  to  6  in.  dia.;  16  hyd. ;  2  met.; 
110  serv.;  pipe,  galv.  i. ;  pres.,  dom.  70  Ibc,  f. 
110  lbs.;  eons,  day,  75,000  gals.;  cost.  ^20,000; 
cost  rotce.,  9600;  wks.  owned  by  city. 

ROCKVILLE,  Montgomery  Co.,  p.  1,181.  F. 
dept. — 1  h.  ft  1.  trk.,  1  hoee  cart;  hose,  cot.,  800 
ft 

Water  Supply — Src.,  wells,  Vi  m.  bus.  cent.: 
agrs.,  pump  to  stdp.;  cap.,  62,000  gals.;  18  z  52 
ft.;  mat.  bk.,  stL  tower;  8  pump,  eng.,  cap.  mJn. 
200  gala.;  maina,  c.  *i.,  8  m.,  4  to  8  in.  dia.;  ^Z 
hyd.  12  v.;  pipe,  iron;  prea.,  dom.  60  lbs.,  f.  80 
to  100  lbs.;  cons,  day,  20,000  gala.;  coat  mtce., 
$1,200;  wks.  owned  by  city. 

SALISBURY,  p.  6,690;  f.  area,  600  a.;  mere, 
bldgs.,  bk.,  2  to  6  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 2  str.,  2  h.  &  L  trie,  1  hose  wag.,  2  hoae 
car.,  6  hrs.;  hose,  cot.  rub.  lined,  gd.,  8,000  ft; 
f.  aL,  bell;  vaL  equip.,  $10,000;  vaL  bldga.,  $6,- 
000:  tot  mem.,  40  voL 

Water  Supply — Src.,  wells,  H  ni.  bus.  cent; 
•ys.,  pump  to  stdp.  &  air.;  atdp.  cap.,  86,500  gala.; 
dim.,  12  X  100;  mat,  wrt  L;  2  pump,  eng.,  cap. 
day  1,000,000  gals.;  mains,  c.  L,  8  m.,  4  to  8  in. 
dia.;  26  hyd.;  68  v.;  met,  2;  pipe,  galv.  L  k  lead; 
pres.,  dom.  50  lbs.,  f.  185  lbs.;  cons,  day,  200,000 
gala.;   cost   $39,700;  wks.  owned  by  Go. 

SNOW  HILL,  p.  1>844;  f.  ai«a,  800  a.;  mere, 
bldga.,  bk.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  2  ator.: 
wd.  rfa.  not  perm,  in  f.  area;  oombt  ord.;  causes  ox 
f.  inv.  F.  dept. —  c  hand  ex.,  2  hose  car.,  1  h.  ft 
L  trk.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  1,250  ft; 
f.  al.,  wh.;  val.  equip.,  $1,600;  vaL  bldga.,  $4,000; 
czp.  dept,  $300;  tot  mem.,  24  vol. 

Water  Supply — Src.,  wells;  ays.,  pump  to  atdp. 
ft  dir.;  atdp.  cap.,  84,000  gala.;  8  pump,  eng., 
daaa  nor.   dup.,   c^p.  day   1,200,000   gUB.;  maina, 

0  m.,  4  to  6  in.  dia.;  82  hyd.;  100  aerv.; 
pres.,  dom.  30  lbs.,  f.  80  to  140  lbs.;  cost,  $85,000; 
cost  mtce.,  $1,000;  wka.  owned  by  town. 

ST.  MICHAELS,  p.  1,517;  f.  area,  60  a.;  mere, 
bldga.,  wd.  ft  bk.,  1  to  8  ator.;  priv.,  wd.  ft  bk.,  8 
ator.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.;  causes 
of  f.  inv.     F.  dept.— -6  c.  hand  ex.,  1  h.  ft  1.  trk., 

1  water  tower,  8  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  600  ft;  f.  aL,  bell;  vaL  equip.,  $2,600;  v^aL 
bldgs.,  $1,800;  tot  mem.,  60,  pd.  full  time  1, 
voL  59. 

Water  Supply — Src.,  50  wella  ft  riv.;  also  stdp., 
cap.    67,000  gaL;  1  pump. 

TANEYTOWN.  p.  824.  F.  dept— 1  band  trk.,  8 
bose  reela;  hose,  1,000  ft.;  tot.  mem.,  40  vol. 

Water  Supply — <9rc.,  wells,  H  m.  bus.  cent; 
aye.,  pump  to  stdp.;   stdp.  cap.,   115,000  gals.;   1 


pump,  eng.;  mains,  2  m.,  4  to  8  in.  dia.;  21  hyd.; 
pres.,  dom.  60  lbs.,  f.  100  Iba.;  cost,  $1>1,000;  east 
mtce.,   $1,150;   wk<s.   owned  by  city. 

Water  Supply — Src.,  apr.,  well  ft  creek;  etdpu 
cap.,  115,000  gala.;  1  pump,  eng.;  mAisa,  8  m., 
4  to  8  in.  dia.;  21  hyd.;  prea.,  dom.  60  Uml,  t 
100    Iba. 

THURMONT,  p.  908.  F.  dept — 1  h.  ft  L  trk.,  8 
hose  reels;  hose,  1,500  ft;  f.  al.,  bell;  vaL  equip.. 
$1,000;  v«L  bldg^.,  $2,500;  tot  mem.,   100  voL 

Water  Supply—iSrc,  mountain  atrm.,  1%  m. 
bus.  cent.;  sys.,  grav.;  res.  cap.,  180,000  gala.; 
mains.  6  m.,  4  to  6  in.  dia.;  27  byd.;  It  v.;  8 
met;  150  sen'.;  pres.,  dom.  50  lbs.,  f.  80  Iba.; 
cons.  day.  80,000  gals.;  cost,  $16,000; 
$360;  wks.  ovnied  oy  priv.  Co. 


TOWSON,  p.  2,500;  f.  area,  4  sq.  m.; 
bldgs.,  bk.  ft  stn.,  2  ator.;  priv.,  wdl,  8)fc  aitor.; 
causes  of  f.  inv.  F.  dept — 1  auto,  atr.,  1  e.  eng. 
on  wis.,  2  h.  ft  L  trk.,  1  hose  wag.,  2  bra.;  boee. 
cot,  rub.  lined,  gd.,  1,600  ft;  rub.,  gd.,  800  ft; 
inf.,  800  ft;  tot  hose,  2,700  ft;  f.  aL,  bell,  5  bx.; 
vsL  equip^  $16,000';  vaL  bldga.,  $12,000;  cxp^ 
dept.,  $2,600;  tot  mem.,  100,  pd.  full  time  8, 
vol.  98. 

Water  Supply — Src,  river,  1  m.  bua.  cent;  ay*., 
pump  to  stdp.;  stdp.  cap.,  200,000  gala.;  mat^ 
atl.;  res.  cap.,  4.000,000  gals.;  2  pump,  eng.,  cap. 
day..  2,000,000  gels.;  mains,  c.  ft  wrt  i.,  2  to  10 
in.  dia.;  pres.,  dom.  ft  f.  SO  lbs.;  wka.  owned  by 
city. 

UNION  BRIDGE,  p.  804:  1  area,  250  a.;  mere. 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  t  ft 
8  stor.;  wd.  rfs.  perm,  in  f.  area;  causea  of  L  isv. 
F.  dept — 6  c.  hand  ex.,  1  h.  ft  L  trk..  4  hoee  car. 
hose,  cot,  lined,  gd.,  1,600  ft;  rub.  lined,  500  ft 
tot  hose,  2,000  ft;  f.  aL,  bell;  vaL  eouipL,  $2,000 
val.  bldga.,  $4,000;  tot  mem.,  45  voL 

Water  Supply — Src,  apr.  ft  wella,  500  yds.  boai 
cent;  ays.,  pump  to  res.  ft  dir.;  rea.  cap.,  425,- 
000  gals.;  pump,  eng.,  daas  comp.,  cap.  day  150,- 
000  ^a.;  mains,  2^4  m.,  4  to  6  in.  dia.;  28  hrd.: 
40  v.;  met,  8;  100  serv.;  pipe,  galv.  L;  pres..  dom. 
60  lbs.,  f.  100  lbs.;  cons,  day,  125,000  gala.:  c 
$24,500;  cost  mtce.,  $600;  wks.  owned  oy  Co. 

WESTMINSTER,    p.    8,295;    f.    area,    1,800    a.; 

mere  bldga.,  stn.,  bk.  ft  wd.,  8  ft  8  stor.;  priv., 
stn.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfa.  perm,  in  1 
area;  fwka.  ft  combt  ord.;  cauaee  of  f.  inr.  F. 
dept — 4  c  hand  ex.,  1  h.  ft  L  trk.,  5  hose  wa^,  5 
hoee  car.;  hoae,  cot,  rub.  lined,  gd.,  8,500  ft;  L 
aL,  bell;  vaL  equip.,  $5,000;  val.  bldga.,  $12,000; 
exp.  dept,  $200;  tot  mem..  50  vol. 
Water    Supply — Src,    wella    ft   apr.,    8    m. 


cent;  sys.,  pump  to  res.;  res.  cap.,  1,000,000 
loc.  1^  m.  town;  8  pump,  eng.,  cap.  day  2,000.- 
000  gal9.;  mains,  c.  i.,  7  m.,  4  to  10  in.  dia.;  56 
hvd.;  100  v.;  met.,  200;  1,021  serv.;  pipe,  galv.  t; 
prea.,  dom.  75  Iba.,  f.  100  Iba.;  coat,  $105,000; 
wks.  owned  by  CSa 

Placea  of  a  population  of  1,000  or  more  having 
no  organized  fire  dept — ^Berten,  Sharpaburg,  West- 
emport,  WilUamai)ort 

Places  of  a  population  of  1,000  or  more  not  w- 
ported — Cheaapeake,  Sharon,  St  Denia. 
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ABINGTON,  p.  5,455;  mere  bldga.,  wd.,  8  ft  4 
stor.;  priv.,  wd.,  1%  to  2^  stor.;  wd.  rfs.  perm. 
F.  dept. — 2  h.  ft  L  trk.,  5  hose  car.,  8  hrs.;  bose, 
cot,  rub.  lined,  gd.,  4,500  ft;  inf.,  1,500  ft; 
tot.  hose,  6,000  ft;  f.  aL,  Gamewell,  21  bx.; 
val.  equip.,  $9,000;  vaL  bldgs..  $5,000;  exp.  dept, 
$4,600;   tot.  mem.,  96,  pd.  full  time  66. 

Water  Supply — Src,  pond,  8  m.  bus.  cent;  eys.. 

Sump  to  stdp-;  2  stdp..  No.  1  cap.  867.000  gus., 
o.  2  cap.  1,205,000  gals..  No.  1  dim.  25  x  100, 
No.  2  46  X  104,  loc.  on  Beech  Hill,  mat.  stL  ft 
cone;  2  pump,  eng.,  cap.  day  4,600,000  gals.; 
mains,  c  i.,  25'  m.,  6  to  16  in.  dia.;  151  nyd.; 
98  v.;  met,  800;  1,017  serv.;  pipe,  cem.  lined; 
pres.,  dom.  70  lbs.,  f.  70  lbs.;  cons,  day,  408,449 
gals.;  cost,  $150,000;  cost  mtce.,  $4,198.50;  wks. 
owned  by  town. 

ACTON,  Middlesex  Co..  2,120;  mere  bldgs.,  wd., 
IH  ator.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 8  hand  eng..  1  c 
eng.,  11  c  hand  ex.,  4  h.  ft  1.  trk.,  hoae  carried 


on  eng.,  pails  ft  Johnaon  band  pump;  hoee,  cot, 
rub.  lined,  gd.,  850  ft;  rub.,  go.,  60  ft;  Unen. 
gd.,  650  ft;  inf.,  200  ft;  tot  hoae,  1.160  ft;  L 
aL,  bell;  vaL  equip.,  $1,500;  vaL  bldgs.,  $500: 
tot.   mem.,   100  vol. 

Water  Supply — 6tc,  wella,  H  m.  bua.  cent;  ^fs., 
pump  to  stdp.;  stdp.  cap..  504,000  spala.;  mat,  n^; 
2  pump,  eng.;  cap.  day,  864,000  gal&;  mains,  c  L, 
11  m..  6  to  12  in.  dia.;  100  hyd.;  800  met;  800 
serv.;  pipe.  etl.  ft  cem.;  pres.,  dom.  ft  f.  80  ts 
100  lbs.;   cost,  $100,000;  wka.  owned  by  city. 

AOU9HNET,  p.  2,000;  f.  area,  10,000  a.  F. 
dept — 1  auto.  trk.  with  ex.;  vaL  equip.,  $1,000; 
val.  bldgs..  $100;  voL 

No  weter  works. 


ADAMS,  p.  18,026;  f.  area,  1,600  a.; 
bldga.,  bk..  2  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  ifa. 
perm,  in  f.  area:  fwks.  ord.;  causes  of  f.  inv.  F. 
dept.— ^  c  hand  ex.,  1  comb,  c  ft  h.  wag.,  8  li. 
ft  1.   trk.,  1  hose  wag.,  6  hose  car.,  2   hn.; 
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cot.,  rub.  lined,  gd.,  5,000  ft.;  f.  al.,  elec,  80  bx.; 
val.  equip.,  ^7,500;  vaL  bldgi.,  $10,000;  exp.  dept., 
$2,000;  tot.  mem.,  45  vol. 

lWai*r  S«ipply — Src.,  wella,  2%  m.  bus.  cent.; 
47B.,  ffrav.,  2  rea.  cap.,  4,200,000  gala.  loc.  at 
Cfaeeh&e,  2%  m.  diatant;  2  pump,  eng.,  cap.  day 
4,500,000  gals.;  mains,  c.  L,  26  m.,  4  to  18  in. 
dia.;  822  hyd.;  150  v.;  met.,  82;  1.460  serv.;  pipe, 
galv.  i.;  prea.,  dom.  100  to  105  lbs.,  f.  180  Iba.; 
coat,  $500,000;  coat  mtce.,  $8,000;  wka.  owned 
by  f.  district. 

AGAWAN,  p.  8.200.  F.  dept. — 1  auto,  trk.,  3 
hose  carta,  2  hand  trk.;  val.  equip.,  $2,800;  viaL 
bldga.,  $2,000;  exp.  dept,  $1,000;  tot.  mem.,  75, 
pd.  part  time. 

Water  Supply — Src,  from  Springfield;  aya..  grav.; 
roaina,  25  m.;  250  hyd.;  pres.,  dom.  90  Iba.;  f. 
120  lbs.;  cost,  $150,000;  wiEa.  owned  by  town. 

AMESBURY,  p.  9,894;  1  area,  1,500  a.:  mere, 
bldga.,  atn.,  bk.  ft  wd.,  8  ator.;  prir.,  wd.,  2H 
stor.;  wd.  rfs.  perm.;  fwka.  ft  combt.  ord.;  cauaea 
of  f.  inv.  F.  dept. — 1  auto,  chem.,  1  str.,  8  hand 
eng.,  12  c.  hand  ex.,  1  h.  &  I.  trk.,  4  hose  wa^.,  3 
hose  car.,  reel,  ftc,    8  hra. ;  hose,   cot.,   rub.    lined, 

fd.,  7,000  ft.;  f.  al.,  Gamewell,  25  bx.;  val.  equip., 
20,000;  \*al.  bldgs.,  $15,000;  exp.  dept.,  $7,300; 
tot.  mem.,  152,  pd.  part  time  52,  vol.  100;  undra. 
rating,  first  claaa. 

Water  Supply — Src,  wella,  1 V^  m.  bus.  cent.; 
syR.,  pump  to  res.  ft  dir.;  rea.  cap.,  8.800,000 
gals.;  2  pump,  eng.,  cap.  day  2,000,000  gals.; 
mains,  c.  i.,  16  m.,  4  to  12  in.  dia.;  155  nyd.; 
met.,  85;  1,900  serv.:  pipe,  galv.  i.  ft  lead;  prea., 
dom.  55  lbs.,  f.  115  Iba.;  cons,  day,  500,000  gals.; 
wks.   owned  by  town. 

AMHERST,  p.  5.112;  f.  area,  10  sq.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  auto.  comb.  c. 
hose  ft  pump,  eng.,  36  c.  hand  ex.,  1  h.  ft  1.  trk., 
4  hose  wag.,  2  nose  reels;  hoee,  cot,  rub.  lined, 
rd.,  <5,500  ft.;  f.  al.,  Gamewell,  20  bx.;  val.  equip., 
$8,000;  val.  bldgs.,  $4,000;  exp.  dept,  $3,800; 
tot.  mem.   40.  pd.  part  time. 

Water  Supply — .3rc.,  brook,  4  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  12,000,000  gals.;  pump, 
eng.;  mains,  cem.  ft  iron,  21  m.,  2  to  12  in.  dia.; 
69  hvd.;  400  serv.;  prea.,  dom.  100  lbs.,  f.  66  to 
150  lbs.;  cost,  $85,000;  wks.  owned  by  Co. 

ANDOVER,  p.  7,801;  f.  area,  20,098  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.: 
cauaes  of  f.  inv.  F.  dept — 1  atr.,  11  c.  band 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1  auto.  comb, 
pump.  c.  ft  h.  wag.,  4  hrs.;  hose,  cot,  rub.  lined, 
gd.,  4,000  ft;  c.  hose,  400  ft;  inf.,  1,300  ft; 
tot.  hose,  5,700  ft;  f.  al.,  Gamewell,  40  bx.; 
val.  equip.,  $23,000;  val.  bldgs.,  $26,060;  exp. 
dept,  $10,000;  tot.  mem.  35,  pd.  full  time  5, 
vol.   80. 

Water  Supply — Src,  pond,  4  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  res.;  2  res.  cap.,  1,500,000 
gals,  ft  500,000  gals.:  loc.  IH  ")•  8.  of  cent,  of 
town;  2  pump,  eng.,  class  dup.,  cap.  day  3.600,000 
gala.;  mams.  c.  i.,  50  ro.,  4  to  12  in.  dia.;  435  hyd.; 
met,  1,250;  1,520  serv.;  pipe,  cem.  ft  lead;  pres., 
dom.  5  to  125  lbs.;  cons,  day,  600,000  gals.; 
cost,  $355,000;  cost  mtce.,  $10,000;  wks.  owned 
by   town. 

ARLINGTON.  Middlesex  Co..  p.  11.187;  mere, 
bldgs.,  wd.  ft  bk.,  1  to  4  stor.;  priv..  wd.,  2  to 
3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  cauaes 
of  f.  inv.  F.  dept. — 1  c.  eng..  8  c.  hand  ex.,  1 
h.  ft  1.  trk.,  2  hose  wag.,  8  hrs.;  1  auto.  comb, 
c.  ft  h.  wag.,  1  auto.  trip.  pump.  comb.  c.  ft  h. 
wag.;  hose,  cot.,  rub.  lined,  gd.,  6,500  ft;  inf., 
1.300  ft;  tot  liose,  7,800  ft;  f.  al.,  Gamewell, 
35  bx. ;  ^al.  equ'p.,  $25,000;  val.  hlilfrn..  $40,000; 
exp.  dept.  $12,600;  tot.  mem.,  48,  pd.  full  time 
6,  pd.  part  time  42. 

Water  Supply — Src,  Metropolitan,  80  m.  bus. 
rent. ;  sys.,  grav..  pump  to  stdp. :  stdp.  cap.,  562.- 
000  gals.;  2  pump,  eng.;  mains,  c.  i.  ft  cem.  lined. 
46.38  m.,  4  to  12  in.  dia.:  461  hyd.;  415  v.; 
met,  2,540;  2,522  serv.;  pipe,  cem.  lined  ft  wrt. 
i.;  pres.,  dom.  90  lbs.,  f.  60  to  120  lbs.;  rona. 
day.  800,500  gals.;  cost,  $576,156;  cost  mtce., 
$12,774;   wks.   owned   by  town. 

ASHBURNHAM,  p.  1,882;  f.  area,  1.280  a.; 
mere  bldga..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.. 
IH  stor.;  wd.  rfa.  perm.;  no  fwka.  ft  combt  ori.; 
causes   of   f.    inv.      F.    dept — 1    auto,    str.,    2   hand 


eng..  1  boM  wag.,  2  hoae  car.;  hose,  cot,  mb. 
lined,  gd.,  4,000  ft;  inf.,  600  ft;  tot  hose,  4,600 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $10,000;  vat 
bldgs.,  $8,600;  exp.  dept,  $2,000;  tot.  mem.,  40 
pd.  part  time. 

Water  Supply — Src,  apr.,  H  m.  bus.  cent;  ays., 
grav.;  atdp.  cap.,  417,600  gi^a.;  dim..  20  z  40; 
mat,  cem.;  res.  cap.,  1,600,000  g^ls..  loc  on  side 
of  hill;  maina,  iron,  9  m.,  6  to  8  in.  dia.;  64  hyd.: 
202  serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  186 
to  196  lbs.;  cost,  $12,600;  cost  mtce.,  $100;  wks. 
owned  by  town. 

ASHBY,  p.  867.  F.  dept — 1  c  eng..  2  hand 
eng.,  50  hand  ex.,  1  hoae  wag.;  hose,  cot,  rub. 
lined,  gd.,  500  ft;  rub.,  gd.,  200  ft;  inf.,  100  ft; 
tot  hose,  800  ft;  val.  equip.,  $2,000;  val.  bldga., 
$•1,000;  exp.  dept,  $200;  tot  mem.,  65,  pd.  part 
time. 

Water  Supply— 'Priv.  wells. 

ASHFIELD,  p.  959.  F.  dept — 1  hose  cart  800 
ft  hose;  pres.,  f.  100  lbs.;  22  voL 

ASHLAND,  p.  1,685;  mere  bldgs.,  bk.  ft  wd.,  8 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
10  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  reels,  7 
hrs.;  hoae,  cot,  rub.  lined,  gd.,  3.000  ft;  f.  al., 
bell  ft  air  wh.;  val.  equip.,  $5,200;  ytd.  bldgs., 
$6,000;  exp.  dept,  $1,800;  tot  mem.,  88,  pd. 
part  time. 

ATHOL,  p.  8,536;  f.  area,  2,000  a.;  mere  bldgs., 
bk.,  iron  ft  wd.,  3  ft  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  t 
inv.  F.  dept. — 2  str.,  1  hand  eng.,  8  c  hand  ex., 
2  h.  ft  1.  trk.,  3  hose  wag.,  1  comb,  wag.,  20 
hrs.;  hose,  cot,  rub.  lined,  gd..  7,000  ft;  int.  700 
ft;  tot.  hose.  7.700  ft;  f.  al.,  Stevens,  80  bx.; 
val.  eouip.,  $17,000;  val.  bldgs.,  $80,000;  exp. 
dept.,   $5,000;  tot   mem..   60,  pd.  part  time. 

Water  Supply — Src,  brooks  ft  spr.,  4  m.  bus. 
cent;  sys.,  grav.  ft  pump  to  res.;  3  res.  cap.,  180,- 
000.000  gate.;  mains,  c.  i.,  30  m.,  2  to  12  in. 
dia.;  90  nyd.;  met,  70;  1,300  aerv.;  pipe,  galv. 
ft  wrt.  i.;  pres.,  dom.  100  lbs.,  f.  150  lbs.;  cons, 
day,  600,000  gala.;  coat,  $500,000;  coat  mtce., 
$4,500;  wks.  owned  by  town. 

ATTLEBORO,  p.  16,215;  mere  bldga.,  bk.  ft 
wd.,  1  to  5  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of 
f.  inv.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  2  auto, 
comb,  c  ft  h.  wag.,  17  c  hand  ex.,  8  h.  ft  1.  trk., 
8  hose  wag.,  2  hose  reels,  10  hrs.;  hose,  cot,  rub. 
lined,  gd.,  10,000  ft;  inf.,  2.000  ft;  tot  hose, 
12.000  ft;  f.  al.,  elec,  73  bx.;  vaL  equip.,  $80,- 
700;  val.  bldgs.,  $62,600;  exp.  dept,  $24,000; 
tot  mem.,  106,  pd.  full  time  12,  pd.  part  time  84. 

Water  Supply — Src,  wells  ft  riv.,  4  m.  bus. 
cent.;  sys..  pump  to  stdp.  ft  dir.;  stdp.  cap., 
1,500,000  gals.,  dim.  50  x  100,  loc.  in  town, 
mat  cone;  res.  cap.,  145,000,000  gals.;  2  pump, 
eng.,  cap.  dav  5,000,000  gals.;  mams,  e  i.,  64.2 
m.,  1  to  24  m.  dia.;  480  hyd.;  met..  2,782;  2,640 
serv.;  prea.,  dom.  85  to  100  lbs.,  f.  110  lbs.; 
cons,  day,  1,000.000  gals.;  cost,  $840,867;  coat 
mtce.  $75,000;  wks.  owned  by  town. 

AVON,  p.  1,915;  f.  area.  1,280  a.;  mere  bldga., 
wd.,  2  ft  3  stor;  priv.,  wd..  1 '/^  ft  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.  F.  dept — 1 
str.,  1  light  wag.,  with  500  ft.  hose  ft  hanging 
harness,  1  hose  wag.,  1  hose  reel,  1  h.  ft  1.  wag., 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1.800  ft;  inf., 
500  ft.;  tot  hose,  2.300  ft;  f.  al.,  Gamewell, 
6  bx. ;  val.  equip.,  $8,000;  val.  bldgs.,  $2,000; 
exp.  dept.,  $500;  tot.  mem.,   18  vol. 

Water  Supply — Src,  well  ft  spr.;  sys.,  pump  to 
stdp.;  stdp.  cap.,  212,670  gal.,  dim.  20  x  90, 
mat.  wrt.  i.;  1  pump,  eng.,  class  comp.,  cap.  day 
1.000,000  gals.;  mains.  6^  m.,  6  to  10  in.  dia.; 
63  hyd.;  35  v.;  met.,  87;  434  serv.;  pipe,  iron; 
pres.,  dom.  65  lbs.,  f.  65  lbs.;  cons,  day,  61,921 
gals.:  cost.  $73,667.20;  cost  mtce.,  $1,800;  wks. 
owned   by   town. 

AYER,  p.  2,797;  f.  area,  200  a.;  mere  bldga., 
bk.  ft  wd..  1 V^  to  3  stor.;  priv..  wd.,  3  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks."  ft  combt  ord.; 
causes  of  f.  inv.  F.  deyt. — 1  hand  eng.,  6  c 
h-ind  rx.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1  hose  car.; 
hose.  cot.,  rub.  lined,  gd.,  2.500  ft.;  f.  al.,  elec, 
19  bx. ;  val.  equip.,  $3,500;  tot  mem.,  41,  pd.  by 
the  year. 

Water  Supply — Src,  well,  fed  by  spr.;  sys., 
pump  to  res.;  res.  cap.,  1,250.000  gals.;  pump, 
eng.,  cap.  day   1,000,000  gals.;  mains,   9   m.,   4  to 
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14  in.  dia.;  69  hyd.;  met.,  825;  627  lerv.;  pret., 
f.  86  lbs.;  cons,  day,  119,682  gals.;  cost,  $112,- 
905.96;  cost  mtce.,  $4,652.66;  wks.  owned  by 
town. 

BALDWINSVILLE.  p.  1,200.  F.  dept.— 2  str., 
8  c.  band  ex.,  2  hose  carts,  2  hose  reels,  hose, 
6,000  ft.;  ezp.  dept.,  $1,800;  tot.  mem.,   104  Yol. 

Wattr  Supply — Src.,  Hy.;  ays.  not  reported. 

BARNSTABLE,  p.  1,600;  f.  area,  640  a.  F. 
dept — 2  c  eng.,  12  c.  hand  ex.,  1  h.  ft  1.  trk., 
1  ooae  car.,  1,460  ft.  hoae;  val.  equip.,  $7,000; 
▼al.  bldga.,  $1,000;  exp.  dept..  $500;  tot.  mem.,  46 
▼ol. 

Watar  Supply — Src,  well,  1  m.  bus.  cent,;  sys., 
pmnp  to  stdp.;  1  pump,  eng.,  cap.  day  1,000,000 
gala.;  maina,  9  m.;  70  hyd.;  85  v.;  00  aerv.; 
pipe,  c.  i.;  pres.,  dom.  80  Iba.,  f.  80  lbs.;  wks. 
owned  by  priv.  Go. 

BARRE,  p.  2,967;  f.  area,  7  aq.  m.;  mere, 
bldgs.,  wd.  &  bk.,  2  ator.;  priv.,  wd.,  S  stor.;  wd. 
rfa.  perm.;  fwks.  &  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  hand  eng.,  1  c  eng.,  42  c.  hand  ex., 
1  h.  &  1.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  2,400  ft.;  f.  al.,  bell;  exp.  dept,  $1,486.88; 
tot.  mem.,   09.  pd.   part  time. 

Watar  Supply — Src,  spr..  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  16,000,000  gals.;  maina,  iron,  4 
m.,  8  to  12  in.  dia.;  85  hyd.;  12  ▼.;  met,  18; 
178  serv.;  pipe,  cem.  lined;  pres.,  dom.  80  lbs.,  f. 
70  to  150  lbs.;  cons,  day,  100,000  gala.;  coat, 
$40,000;   cost  mtce.,   $200;   wks.   owned  by  town. 

BEDFORD,  p.  1,208;  mere  bldgs.,  wd.,  2  to  4 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwka.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  hand 
eng..  18  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  c.  eng.,  1 
comb,    wag.,    2    hose    car.;    hose,    cot,    rub.   lined, 

fd.,   1,680  ft;   inf.,   600   ft;   tot  hose,   2,080  ft; 
al.,  bell;  exp.   dept,  $800;   tot.  mem.,   42,  pd. 
part  time. 

Water  Supply — Src,  large  collecting  well  ft 
storage  basin;  stdp.  cap.,  285,000  gals.;  res.  cap., 
8,760.000  gals.;  2  pumpa,  cap.  day  720,000  gals.; 
45  hyd.;  pres.,  dom.  70  lbs.,  f.  70  to  90  lbs. 

BELCMERTOWN,  p.  2,292;  mere  bldgs.,  bk.' ft 
wd.,  2  stor.;  priv.,  wd.,  1^^  stor.;  causes  of  f. 
inv.  F.  dept — 1  hand  eng.,  1  c  eng.  on  wis.,  2 
c  hand  ex.,  1  h.  ft  I.  trk.,  1  hose  wag.;  hose, 
600  ft;  f.  al.,  bell;  val.  equip.,  $1,600;  tot.  mem., 
26    vol. 

Water  Supply — Src,  wells  ft  cisterns. 

BELMOMT,  p.  6,542;  f.  area  6  sq.  m.;  mere, 
bldgs.,  Btn.  wd.  ft  bk.,  1  ft  8  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  to  8  stor.;  wd.  rfa.  perm,  in  f.  area.;  fwka. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 10  c. 
hand  ex.,  1  h.  ft  1.  trie.,  1  hose  wag.,  1  auto.  trip, 
comb,  hose,  c  ft  pump  trk.,  8  hrs.;  hooe,  cot,  rub. 
lined,  gd..  2,800  ft;  inf.,  400  ft;  tot  hoae.  8.200 
ft.:  f.  al.,  Gamewell,  46  bx.;  val.  equip.,  $18,- 
717;  val.  bldgs..  $16,000;  exp.  dept,  $9,000; 
tot  mem.,  82,  pa.  full  time  4,  pd.  part  time,  28. 

Water  Supply — Src,  Metropolitan  Water  Board; 
sys.,  grav.;  mains,  c.  i.,  81.54  m.,  2  to  12  in.  dia.; 
2M  hyd.;  460  v.;  met,  1,480;  1.480  serv;  pipe, 
e.  ft  wrt.  L  ft  cem.  lined;  pres.,  dom.  ft  f.  80  to 
iLi60  lbs.;  cons,  day,  46<8,'600  gala.;  cost  mtce., 
$4,016;   wka.  owned  by  town. 

BCVERLY,  p.  1>8,6>60;  f.  area,  9,000  a.;  mere, 
bldgs.,  wd.  ft  ok.,  1  to  6  stor.;  priv.,  wd.,  2  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.: 
causes  of  f.  inv.  F.  dept — 4  str.,  80  c.  hand 
ex.,  2  auto.  comb,  c  ft  h.  wa^.,  2  h.  ft  1.  trk.,  4 
ho»e  wag.,  1  c  eng.,  11  hrs.;  hose,  cot,  rub. 
lined,  gd.,  12,000  ft;  ni>.,  gd.,  1,000  ft.;  tot. 
hose,  13,000  ft.;  f.  al.,  Gamewell,  79  bx.;  val. 
equip.,  $S5,000;  val.  bldgs.,  $77,000;  exp.  dept, 
$44,000;  tot  mem.  115,  pd.  fulL  time  i20,  pd.  psrt 
time  95;  undrs.  rating,  third  class. 

Water  Supply--8rc.,  lake.  IV^  m.  bus.  cent.; 
sys.,  pump  to  res.  ft  dir.;  res.  cap.,  8,200,600 
rals. ;  loc  at  North  Beverly;  2  pump,  eng.,  class 
nor.  comb.,  cap.  day  4,000,000  gals.;  mains,  c.  i. 
ft  cem.,  82.5  nu,  IV^  to  24  in.  dia.;  5il0  fayd.; 
S2S  v.;  met,  1,240;  i6,002  serv.;  pipe,  galv.  i.  ft 
lead;  pres.,  dom.  ft  f.  82  to  75  lbs.;  cons,  day, 
1,800,000  gala.;  cost,  $6-91,408;  cost  mtce.,  $67,- 
628;  wks.  owned  by  ci^. 

BILLERICA  (including  North  Billerica),  p. 
2,789;  f.  area,  17,000  a.;  mere  bldgs.,  wd.  ft  bk., 
4  stor.;  priv..  wd.,  2  ft  2H  stor.:  wd.  rfs.  perm.: 
fwka.;  ft  combt.  ord.;  F.  dept — 1  str.,  24  c.  hand 
ex.,  2  h.  ft  1.  trka.,  4  rotaiy  force  pumps,  2  hose 
wags.,  2  hose  car.,  2  forest  f.  wag.;  nose,  cot,  rub. 


lined,  gd.,  8,160  ft:  inf.,  400  ft;  toC  boac^ 
8,550  ft;  f.  al.,  bell;  vaL  equip.,  $6,^00;  vaL 
bldgs.,  $5,000;  exp.  dept,  $2,800;  tot  mem.,  60, 
pd.    part   time. 

Watar  Supply — Src,  driven  wella;  ays.,  pomp  to 
stdp.;  stdp.  cap.,  480,000  gal&;  2  pump,  eng., 
cap.  day  60,.1'27  gals.;  mains,  c  i.,  17 Ml  m.^  6  to 
12  in.  dia.;  160  hyd.;  107  v.;  met,  4>50;  457 
serv.;  pipe,  wrt  i.  ft  cem.;  pres.,  dom.  ft  f.  54  to 
12i5  lbs.;  cons,  da^',  24^,066  gals.;  cost,  $145,969; 
cost  mtce.,  $4.<6^60;  vHcs.  owned  bj  towDL 

BLACKINGTON.  p.  1,060;  bldga.,  wd..  2  to  4 
stor.;   wd.    rfs.   perm.      F.    dept. — 50   c  nand   ex.^ 

1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  760  ft; 
linen,  gd.,  260  ft:  tot  hose,  1,000  ft;  L  aL, 
automatic;   val.  equip.,   $1,000. 

Water  Supply — Src,  brook  ft  mountain  spr.; 
sys.,  grav.  ft  pump  dir.;  rea.  cap..  260,000  nJa.: 

2  pumps;  mains,  %  m.,  H  to  6  in.  dia.;  11  nyd.; 
8  v.;  pres.,  f.  141  lbs.;  cost,  $7,000. 

BLACKSTONE,  p.  6,648;  f.  area,  4  sq.  m.:  mere 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  80  ft  bigfa;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  6  c  hand  ex.,  2  hose 
wag.,  6  hose  car.,  1  comb,  c  ft  h.  wag.,  6  hza.: 
hose,  cot.,  rub.  lined,  gd.,  2,000  ft;  t  al.»  vfa.^ 
2  bx.;  val.  equip.,  $10,000;  val.  bldga.,  $8,000; 
exp.   dept,   $1,800;  tot  mem.,   88,  pd.   part   time. 

Water  Supply — Src,  supplied  by  Hillville  ft 
Woonsocket  Water  Wka. 

BLANDFORD,  p.  746.  F.  dept — i  hose  carta. 
6  hand  ex.;  bell  al.;  vol. 

BOLTON,  p.  770;  f.  area,  12,000  a.  F.  dept— 
1  hand  eng.,  1  h.  ft  1.  trie.;  tot  mem.,  20  toL; 
vaL  equip.,  $1,200. 

Water  Supply — Src,  brooks  ft  wells. 

BOSTON,  p.  670,585;  f.  area,  47.S4  sq.  m.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  14  ator.;  priv., 
stn.,  bk.  ft  wd.,  12  stor.;  wd.  rfa.  not  penn.  ta 
f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 46  str.  (6  in  reserve),  4  comb,  cl  Ik  h. 
wag.  (1  in  reserve),  49  hose  wag.,  6  aer.  trk. 
(2  in  reserve),  21  comb.  b.  ft  L  trk.,  10  h.  ft  L 
trk.,  14  c  eng.,  2  supply  wag.,  41  fuel  wa^.,  24 
chiefs  auto,  ft  wag.,  4  water  towera,  160  c  ex., 
8  f.  boata,  416  bra.;  hoae,  cot,  rub.  lined,  gd., 
182,720  ft.  (8,586  in  reserve);  tot  hose,  lue,- 
266  ft;  f.  al.,  Gamewell,  817  bx.;  val.  equip.,  $1.- 
116,256;  vaL  bldgs.,  $2,128,712;  exp.  dept^  $1.- 
746,220;  tot  mem.  1,056,  pd.  full  time. 

Water  Supply — Src,  water  delivered  into  dtr 
maina  from  tbe  Metropolitan  Water  Wks^;  10 
res.,  comb.  cap.  day  81,000,000,000  gals.;  i 
pump,  eng.,  cap.  day  211,000,000  gals.;  mains, 
c  L,  888.6  m.,  4  to  48  in.  dia.;  9,182  byd.; 
ia,5&8  v.;  met,  48,063;  104,627  aerv.;  pipe,  c 
i.  ft  lead;  presw,  dom.  80  to  90  lbs.,  f.  80  to  90 
lbs.;  cost,  $16,769,919;  oost  mtoe.,  $840,000; 
wks.   owned  by    city. 

BRAINTREE,  p.  8,066;  mere  bldga.,  wd.,  2  to 
6  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  t 
area;  causes  of  f.  inv.  F.  dept — '14  c  hand  ex^ 
8  h.  ft  1.  trk.,  2  hose  wag.,  1  comb,  c  ft  h.  wag.; 
hose,  cot.,  rub.  lined,  gd.,  idjOOO  ft;  f.  aL,  Game- 
well,  87  bx.;  vaL  equip.,  $6,000;  vsL  bldga.. 
$5,000;  exp.  dept,  $3,835;  tot  menk  61.  pd 
fuU  time   1,  voL  60. 

Water  Supply — Src,  apr.  ft  pond,  V&  m.  bos. 
cent;    sys.,    pump    to    stdp.;    stdp.    cap.,    620.000 

Sals.,  dim.  100  x  80,  mat.  stl.;  2  pump,  eng.,  cap. 
ay  2,000,000  gals.;  maina,  29  m.,  4  to  12  is. 
dia.;  199  hyd.;  264  v.;  met,  14;  1,808  serr.; 
pipe,  lead  ft  iron;  pres.,  dom.  80  lbs.,  f.  85  lbs.: 
cons,   day,   688,448   gals.;   wka.  owned  by  town. 

BRIDGEWATER,  p.  7,688;  f.  area,  entire  town: 
mere  bldgs.,  wd.  ft  bk.,  3  stor.;  priv.,  wd..  S 
stor.;  wd.  rfs.  perm.;  no  fwka.  ft  combt  oid.. 
causes  of  f.  inv.  F.  dept — 1  str.,  1  hand  eng.,  4 
c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag..  S  foos« 
reels,  7  hrs.;  hose,  cot,  rub.  lined,  sd.,  S.OOO 
ft;  inf.,  1,000  ft;  tot.  hose,  4,000  ft:  f.  al.. 
elec.  22  bx.;  vaL  equip.,  $9,000;  val.  bldgiu 
$2,500;  exp.  dept,  $2,600;  tot  mem.,  64.  pd 
part  time. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.: 
sys.,  pump  to  stdp.;  stdp.  cap.,  276,000  gala.. 
dim.  26  x  76,  mat.  iron;  2  pump.  enir-»  daas 
comp..  cap.  day  2,000.000  gala.;  mains,  c.  L,  27 
m.,  4  to  10  in.  dia.;  110  hyd.;  00  v.;  met.,  226: 
1,070  serv.;  pipe,  galv.  L;  pres.,  dom.  60  to  90 
lbs.,  f.  60  to  90  lbs.;  cons,  day,  226.000  gal&: 
wks.  owned  by  Co.,  ft  alao  supply  East  Bndge* 
water. 
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BROCKTON,  p.  66,878;  f.  area,  18,824  a.; 
mere,  bldge.,  stxk.  &  bk.,  4  to  8  stor. ;  priv.,  atn., 
bk.  A  wd.,  2  to  4  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  A  «oini>t.  ord.;  causes  of  f.  inv^  F. 
dept. — i  sir.,  2  gasoline  eng.,  1  c.  eng.  (2  in 
reserve),  7  auto.  comb.  c.  &  h.  wag.,  24  c. 
hand  ex.,  a  city  trk.  (il  in  reserve),  2  aer.  trk., 
rapid  hoist  (2  bose  wag.  in  reserve),  2  hose  car.,  15 
hrs.;  bose.  cot,  rub.  lined,  gd.,  14,000  ft;  f.  al., 
GameweU,  180  bx.;  vaL  equip.,  fll«,000;  val. 
bldge.,  f 7.1,000;  exp.  dept,  $110,000;  tot.  mem., 
77.  pd.   full  time. 

Water  Supply — Src,  lake,  14  m.  bus.  cent; 
ays.,  pump  to  res.;  2  res.,  dim.  160  x  26.6,  mat 
cone,  cap.  8,000,000  gals.;  8  pump,  eng.,  cap. 
day  18,000,000  gals.;  nwdns,  c.  i.,  125  m.,  6  to 
80  in.  dia.;  I,li57  hyd:  1,908  v.;  met,  9,4tl6; 
0,455  serv.;  pipe,  cem.  lined  &  c.  i.;  pres.,  dom. 
&  f.  '60  to  90  R>s.;  cons,  day,  2,949,000  gals.; 
cost,  $2,>292,&94;  cost  mtce.,  $61,'500;  wks.  owned 
by  dty. 

BROOKfiELD,  p.  2,888;  f.  area,  1,000  a.;  mere 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2 
6tor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  &  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  1  hand 
eng.,  24  c.  hand  ex.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  3,200  ft;  f.  al.,  bells  &  wh.;  val. 
equip.,  $8,500;  val.  bldgs.,  $2,000;  exp.  dept, 
$900;  tot.  mem.,  88  vol. 

Water  Supply — Src,  spr.,  IH  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  6,200,000  gals.;  loc.  north- 
east of  town;  1  pump,  eng.,  class  comp.,  cap.  day 
180,000  gals.;  mains,  c.  i.,  15.716  ft,  6  to  12 
in.  dia.;  86  hyd.;  16  v.;  met,  85;  160  serv.;  pipe, 

SIv.   i.   ft  lead;   pres.,   dom.    56  to  76  lbs.,   f.    56 
100  lbs.;  cons,  day  160,000  gala.;  cost,  $87,- 
684;  wks.  owned  by  town. 

BROOKLINE,  p.  27,792;  f.  area,  6.8  sq.  m.; 
mere,  bldgs.,  bk.  ft  wd.,  8  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2%  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of 
f.  inv.  F.  dept. — 2  str.,  1  c  eng.  on  wis.,  18  c. 
hand  ex.,  2  h.  ft  1.  trks.,  1  aer.  trk.,  6  hose  wag., 
4  comb.  c.  ft  h.  wag.,  1  auto.  comb.  c.  ft  n. 
wag.,  38  hrs.;  hose,  cot,  rub.  lined,  gd.,  12,800 
ft;  f.  al.,  bell,  78  bx.;  val.  equip.,  $65,000;  val. 
bldgs.,  $152,000;  exp.  dept,  $20,000;  tot  mem., 
81,  pd.  full  time  78,  8  vol. 

Water  Supply — Src,  iUtering  galleries  ft  driven 
wells,  7  m.  bus.  cent.:  vys.,  pump  to  res.  ft  stdp.; 
2  low  service  res.,  Fisher  Hill,  Brookline,  combined 
cap.  7,600,000  guB.;  hl^  aerrice  res.  ft  stdp.,  Sin- 
gletree Hill,  Brookline,  cap.  4,760,000  gals.;  4 
pump.  eng.  at  low  serr.  pump,  station,  cap.  day  18,- 
600.000  gal.;  2  pump.  eng.  at  high  service  pump, 
station,  cap.  day  4,000,000  gals.;  mains,  c  ft 
wrt.  i.,  02  m.,  6  to  24  in.  dia.;  700  hyd.;  6,117 
serv.;  pipe,  iron,  cem.  lined;  pres.,  dom.  40  to 
100  lbs.,  f.  40  to  100  lbs.;  cons,  day,  1012, 
2,640,226  gals.;  cost,  $1,408,061;  cost  mtee., 
1012,  $89,600;  wks.  owned  by  town. 

BRYANTVILLE,  p.  included  in  Pembroke.  F. 
dept. — 1  hose  cart,  48  hand  ex.;  bell  al.;  40  toI. 

BUCKLAND,  p.  1,446;  mere  bldgs.,  bk.  F. 
dept. — 1  str.,  1  hand  eng.,  1  h.  ft  1.  trk.,  2  hose 
car.;  hose,  8,000  ft;  f.  al.,  Gamewell;  pd.  f.  dept. 

Water  Supply — Src,  wells;  bvb.,  grav.;  16  m. 
mains,   6   to   10   in.   dia.;   85  hyd. 

CAMBRIDGE,  p.  104,889;  f.  area,  4,816  a.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  7  stor.;  priv., 
bk.  ft  wd.,  8^  to  7  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 8  str.,  2  c  eng.  on  wis.,  29  c.  hand 
ex.,  4  h.  ft  1.  trk.,  1  aer.  trk.,  7  hose  wag.,  2 
comb,  wag.,  52  hrs.;  hose,  cot,  rub.  lined,  gd., 
15,400  ft.;  rub.,  gd.,  1,150  ft;  tot  hose,  16,550 
ft;  f.  al.,  bell,  wh.  ft  elec.  100  bx.;  val.  equip., 
$90,899;  val.  bldgs.,  $158,600;  exp.  dept,  $147,- 
500;  tot  mem.  127,  pd.  full  time  105,  pd.  part 
time  »2. 

Water  Supply — Src,  brooks  ft  pond,  13^^  m. 
bus.  cent.;  sys.,  grav.,  pump  to  res.;  res.  cap., 
2,270,000,000  gals.;  4  pump,  eng.,  cap.  day  82,- 
2(50,000  gals.;  mains,  c  i.  ft  stl.,  189%  m.,  2 
to  40  in.  dia.;  1,1 5«  hyd.;  2,2>67  v.;  met,  6,586; 
16,54^  serv.;  pipe,  galv.  1.  ft  lead  lined;  pres., 
dom.  ft  f.  '55  to  60  lbs.;  cods,  day,  9,40<9,873 
gflls.;  cost,  $6,663,567;  cost  mtce.,  $3T7,9t29; 
wks.  owned  by  city. 

CANTON,  p.  4,797;  f.  area.  1,800  a.;  mere 
bldgs..  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  i.   inv.     F.  dept. — 


1  str.,  2  hand  eng.,  12  e  band  ex.,  2  h.  ft  L 
trk.,  8  hose  wag.,  1  hose  car.,  7  hrs.;  hose,  cot, 
rub.  lined,  gd.,  6,000  ft;  inf.,  260  ft;  tot  hose, 
5,250  ft;  r.  al.,  bell  ft  wh.,  28  Gamewell  bx.; 
val.  equip.,  $7,800;  val.  bldgs.,  $7,000;  exp.  dept, 
$3,605;  tot  mem.,  60,  pd.  part  time  ft  vol. 

Water  Supply — Src,  springs,  2%  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  468,000 
gals.,  dim.  65  x  86,  loc  High  st.;  2  pump,  eng., 
class  comp.  con.,  cap.  day  2.000,000  gals.;  mains, 
e  I.,  28  m.,  4  to  12  in.  dia.;  177  hyd.,  74  v.; 
met.  456;  923  serv.;  pipe,  cem.  lined;  pres.,  dom. 
80  lbs.,  f.  48  to  98  lbs.;  cons,  day,  260,000 
gals.;  cost,  $288,369;  cost  mtce.,  $4,600;  wks. 
owned  by  town. 

CHARLTON  CITY,  p.  2,400.  F.  dept— 1  e 
enff.,  76  c  hand  ex.,  axes,  ladders,  ftc;  hose,  cot, 
rub.  lined,  gd.,  8,000  ft;  f.  al.,  bell;  val.  equip., 
$6,000;  tot   mem.,   100  vol. 

Water  Supply — Sre,  res.,  1  m.  bus.  cent;  sys., 
pump  to  res.;  4  pump,  eng.;  16  hyd.:  82  v.;  pres.. 
dom.  40  lbs.,  t  140  lbs.;  wks.  owned  by  priv. 
Co.  ft  city. 

CHELMSFORD,  p.  6,010;  mere,  bldgs.,  bk.,  2 
stor.;  priv.,  wd.,  1  to  2%  ator.;  wd.  rfs.  perm  in  f. 
area;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  hand  e  eng.,  2  comb,  e  ft  b.  wag.,  80 
c.  band  ex.,  2  h.  ft  1.  trks.,  1  comb,  c  ft  1.  trk., 
4  hose  reels;  hose,  cot,  rub.  lined,  gd.,  2,800  ft; 
inf.,  800  ft:  tot.  hose,  8.100  ft;  f.  al.,  bell  ft 
wh.;  val.  blags.,  $2,500;  tot  mem.,  60,  pd.  part 
time. 

Water  Supply — Not  reported;  10  hyd. 

OHEILSEiA,  p.  82,452;  f.  area,  1,400  a.;  mere 
bldgs.,  bk.,  3  to  4  stor.;  priv..  wd.,  2  to  5  stor.; 
wd,  rfs.  not  perm,  in  f.  area;  fwks.  ft  conilbt.  ord.; 
causes   of   f.   inv.     F.   dept. — 1    auto.   pump,    eng., 

2  comb.  c.  ft  h.  wag.,  8  str.,  1  c  eng.  on  wte., 
16  c.  hand  ex.,  2  h.  k  1.  trk.,  4  hose  wag.,  1  chief's 
wag.,  1  auto.  comb,  c  ft  hu  wag..  1>5  bra.;  hose, 
cot,  rub.  lined,  gd.,  8,000  ft;  run.,  gd.,  a 00  ft; 
inf.,  8v500  ft;  tot  hose,  11,600  ft;  f.  al.,  Gamewell, 
64  bx.;  vial,  equ^.,  $90,000;  val.  bldjgs.,  ^180,000; 
exp.  d«pt,  $67,000;  tot.  mem.  6i9,  pd.  full  time 
42,  pd.  part  time   27. 

Water  Supply — Src,  Metropolitan;  ays.,  grav.; 
res.  cap.,  1,000,000  gals.,  loc  Powder-horn  hill; 
mains,  c  i.,  4'S.87  m.,  4  to  16  in.  dia.;  884  hyd.; 
494  v.;  met,  4,9i5i5;  6.024'  serv.;  pipe,  lead;  pres., 
dom.  55  to  60  lbs.,  f.  80  to  90  lbs.;  cons,  day 
2.900,000  gals.;  cost,  $660,096;  cost  mtce.,  $12,- 
000;  wks.  owned  by  city. 

CHESHIRE,  p.  1,800;  f.  area,  900  a.  F.  dept-- 
1  h.  ft  1.  trk.,  1  hose  cart,  1  c  eng.,  4  hand 
ex.;  hose,  800  ft;  vaL  equip.,  $1,000;  tot.  mem.» 
80   vol. 

Water  Supply — Sre,  res.;  sys.,  grav.;  28  hyd.; 
20  v.;  200  serv.:  mains,  20.000  ft;  pres.,  dom. 
90  lbs.,  f.  100  lbs.;  cost,  $25,000;  cost  mtce., 
$200;  wks.  owned  by  Co. 

CHESTER,  p.  1,460;  bldgs.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  comot  ord.  F.  dept. — 2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,100  ft; 
val.  equip.,  $600;  ▼ol. 

Watsr  Supply — Sre,  res.,  %  m.  bus.  cent; 
sys.,  grav.;  mains,  iron,  8%  m.,  4  to  8  in.  dia.; 
83  hyd.;  met,  2;  220  serv.;  pipe,  iron;  pres., 
dom,  108  lbs.,  f.  198  lbs.;  cost,  $22,000;  wks. 
owned  by  town. 

CHICOPEE,  p.  26,401;  f.  area,  8,800  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  wd.,  2^ 
to  4  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  comlbt 
ord.;  causes  of  f.  invw  F.  dept. — 1  chiefs  auto.,  4 
auto.  trip.  comb,  c  ft  pump,  eng.,  4  auto.  comb, 
c  ft  h.  wag.;  1  auto.  h.  ft  k  trk.,  2  h.  ft  L  trk., 
4  hrs.;  hose,  cot,  rub.  lined,  gd.,  9,000  ft;  f.  aL, 
Gamewell,  7i6  bx.;  exp.  dept,  $48,000;  tot  mem. 
105,  pd.  full  time  26,  pd.  part  time  71). 

Water  Supply— fire,  brooks  ft  spr.,  8  m.  bus. 
cent;  sys.,  dlr.  ft  pump,  to  stdp.;  stdp.  cap.,  1,- 
0816,000  gals.;  res.  cap.,  10,000,000  gals.,  loc  ^ 
m.  station;  2  pmnp.  eng.,  class  dup.,  cap.  day 
6,000,000  gals.;  mains,  e  i.,  66  m.,  4  to  20  in. 
dia.;  860  byd.;  276  v.;  met.,  I,i600:  2,800  serv.; 
pipe,  lead  ft  iron;  pres.,  dom.  ft  f.  <70  9>s.;  oons. 
day,  .1,700,000  gals.;  cost,  $460,000;  cost  mtce., 
$24,000;  wks.  owned  by  city. 

CLINTON,  p.  18,076;  f.  area,  6,600  a.;  mere 
bldgs..  bk.,  1  to  4  stor.;  priv.,  wd.,  8  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  11  c.  hand  ex.,  1 
h.  ft  1.  trk.,  6  hose  wag.,  8  hrs.;  hose,  cot,  rub. 
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lined,  gd.,  9,600  ft.;  f.  al.,  wh.,  87  bz.;  val. 
equip.,  $18,000;  vaL  bldgs..  $18,000;  exp.  dept., 
$.13,000;  tot.  mem.  7*2,  pd.  full  time  4,  pd.  part 
time  68. 

Water  Supply — Src.,  spr.,  7  m.  bus.  cent.;  ays., 
graT.;  stdp.  cap.,  200,000  gala.,  dim.  28  z  80, 
mat.  iron;  res.  cap.,  86,700,000  gala.;  loc  1  at 
Clinton,  6  at  Sterling;  pump,  eng.,  cap.  min.  4,000 
gals.;  mains,  c.  i.,  84 H  <"•>  i  to  16  in.  dia.; 
832  hyd.;  met.,  610;  2,170  serv.;  pipe,  wrt.  i.; 
pres.,  dom.  30  to  116  lbs.,  f.  80  to  116  lbs.; 
cons,  day,  1,610,068  gals.;  coat,  $471,485;  cost 
mtce.,  $21,486;  wks.  owned  by  city. 

COCHITUATE  (part  of  township  of  Wayland), 
p.  2,800;  mere,  bldga.,  wd.,  2%  ator.;  priv.,  wd., 
2  stor.;  wd.  rfs.  perm.  F.  dept. — 2  h.  ft  1.  trk., 
2  hose  car.;  hose,  cot.,  rub.  lined,  sd.,  1,600 
ft;  f.  al.,  Stevens,  9  bz.;  vaL  equip.,  $1,000;  TaL 
bldgs.,  $2,000;  exp.  dept,  $800;  tot  mem.,  40 
vol. 

Water  Supply — Src,  brook;  sys.,  grav.  ft  pump 
dir.;  rea.  cap.,  16,000,000  gala.;  1  pump;  inains, 
6V^  m..  4  to  10  in.  dia.;  87  hyd.;  18  ▼.;  274 
serv.;  pres.,  dom.  80  lbs.,  f.  85  lbs.;  cost,  $48,> 
000;  cost  mtce.,  $776;  wks.  owned  by  town. 

COHASSET,  p.  2,686;  mere  bldga.,  bk.  ft  wd., 
2  to  6  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea  of 
f.  inv.  F.  dept. — 1  auto.  comb.  c.  ft  h.  wag.,  28 
c.  hand  ex.,  2  h.  ft  1.  trk.,  2  hose  wag.,  8  hose 
reels.;  hose,  cot,  rub.  lined.,  gd.,  6,900  ft;  rub., 
gd.,  200  ft;  inf.,  1,000  ft;  tot  hoee,  7,100  ft; 
f.  al.,  Oamewell,  28  bx.;  val.  equip.,  $15,600; 
val.  bldgs.,  $5,000;  exp.  dept,  $8,000;  tot  mem., 
66,  pd.  full  time  1,  pd.  part  time  2,  68  vaL 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  1,600,000  gala.;  4 
pump,  eng.,  cap.  day  800,000  nls.;  mains,  c  L, 
16^  m.,  4  to  12  in.  dia.;  96  hyd.;  20  met;  600 
serv.;  pipe,  gal  v.  ft  wrt.  L;  pres.,  60  Iba.;  cons,  day, 
500,000  gals.;  cost,  $146,000;  coat  mtce.,  $2,600; 
wka.  owned  by  private  Oo. 

COLERAIN,  p.  165;  f.  area,  66  a.  F.  dept. — 
1  hose  cart,  ladders,  axea;  hose,  800  ft;  vaL 
equip.,  $5,000;  exp.  dept,  $800;  tot  mem.,  26 
vol. 

Water  Supply — Src,  res.;  sys.,  grav.;  12  hyd.; 
pres.,  85  lbs.;  cost  $5,500;  exp.  dept,  $276; 
wks.  owned  by  village. 

CONCORD,  p.  6,421;  f.  area,  16,268  a.;  bldga., 
wd.,  1  to  3  stor.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  auto, 
comb.  c.  ft  h.  wag.,  1  comb.  h.  ft  1.  trk.  ft  hose 
car.,  80  c.  hand  ex.,  2  h.  ft  1.  trk.,  1  hose  reel,  1 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  4,200  ft.; 
f.  al.,  elec,  19  bx.;  vaL  equip.,  $16,000;  val. 
bldgs.,  $15,000;  exp.  dept,  $4,000;  tot.  mem.,  64, 
pd.   part  time. 

Water  Supply — Src,  2  ponds,  2^  ft  6  m.  bua. 
cent;  ays.,  grav.  ft  pump  to  res.;  2  res.  cap.,  2,000,- 

000  sals,  ft  2,500,000  gals.;  1  pump,  eng.,  class 
centrn.,  cap.  day  600.000  gala.;  mains,  c.  ft  wrt 
i.,  47  m.,  3  to  16  m.  dia.;  239  hyd.;  289  v.; 
met,  46;  1,299  serv.;  pipe,  c.  i.,  wrt.  i.  ft  cem. 
lined;  prea.,  dom.  ft^  f.  30  to  100  lbs.;  cona.  day, 
500,000  gals.;  cost,  $453,197;  cost  mtce.,  $5,600; 
wks.  owned  by  town. 

CONWAY,  p.  1,468;  mere  bldgs.,  wd.;  wd.  rfs. 
perm.  F.  dept. — 1  hand  eng.,  12  c  hand  ex.,  1 
hose  car.,  reel,  ftc;  hoae,  cot,  rub.  lined,  gd., 
1.500  ft;   f.  al.,  bell;  tot.  mem.,   80  vol. 

Water  Supply — Src,   riv.,  spr.  ft  wells. 

COTTAGE  CITY,  p.  1,100;  f.  area,  60  a.;  mere 
bldgs.,  wd.,  2  ft  3  stor.;  priv.,  wd.,  1  V&  ft  2  ator.; 
wd.    rfs.    perm.;    fwks.    ft    combt.    ord.      F.    dept. — 

1  str.,  1  h.  ft  1.  trk.,  4  hose  reels;  hoee,  6,000  ft; 
f.  al.,  Camewell,  19  bx.;  val.  equip.,  $5,000;  exp. 
dept,  $2,000;  tot.  mem.,  90  vol. 

Water  Supply — Src,  spr.,  8  m.  bua.  cent;  ays., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  226.000  gals., 
dim.  20  X  70,  mat.  iron;  pump,  eng.,  daas  comp. 
dup.,  cap.  day  4,000,000  gals.;  mains,  vnt.  ft  c  i, 
14  m.,  1  to  12  in.  dia.;  68  hyd.;  78  v.;  met,  2; 
1,000  serv.;  pipe,  galv.  i.;  pres.,  dom.  70  lbs.,  f. 
70  to  78  lbs.;  cons,  day,  60,600  gala.;  cost,  $140,< 
000;  wks.  owned  by  Co. 

DALTON,  p.  3,568;  f.  area,  1,000  a.;  mere 
bldgs.,  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 2  e 
hand  ex..  1  h.  A:  1.  trk.,  7  hose  car.,  2  hrs.;  hose. 
8,000  ft;  f.  al.,  wh.:  vsl.  equip..  $1,000;  exp. 
dept,  $150;  undrs.  rating,  second  clasa. 


Water  Supply — Src,  apr.;  aye,  grav.;  rea.  csp.. 
16,600,000  nda.;  mains,  17  m.,  4  to  12  in. 
dia.;  101  hyd.;  84  v.;  498  aenr.;  prea..  f.  140  to 
150  Ibe;  cost  $87,760;  coat  mtce.,  $600;  wka. 
owned  by  town. 

DANA,  p.  800;  f.  area,  10  a.;  mere  bldga.,  wd., 
8  stor.;  priv.,  wd.,  1,  2  ft  8  ator.;  wd.  rfa.  perm. 
in  f.  area.  F.  dept — 1  hand  eng.,  16  e  hand  ez., 
2  hra.;  hoae.  500  ft.;  f.  al.,  bell;  val.  equips, 
$1,500;  \al.  bldga.,  $1,600;  exp.  dept»  $825;  tot 
mem.,  21:  pd.  part  time  21. 

Water  Supply — Src,  wells  ft  riv. 

DAN  VERS,  p.  9,407;  mete,  bldga.,  bk.  ft  wd.,  1 
to  6  ator.;  priv.,  wd.,  2  ston:  wd.  rfa.  perm.; 
fwka.  ft  combt  ord.:  causes  of  f.  inv.  F.  dept — 
12  c.  hand  ex.,  1  h.  ft  1.  trk.,  6  hose  waff.,  2 
auto.  comb,  e  ft  h.  wag.,  4  hoae  reela,  6  hra.;  hoae, 
cot,  rub.  lined,  gd.,  12,000  ft;  inf.,  800  It; 
tot  hose,  12,800  ft;  f.  aL,  elee,  84  bz.;  vaL 
equip.,  $11,000;  val.  bldgs.,  $12,900;  ezp.  dept, 
$8,870;   tot.   mem.,   98  vol. 

Water  Supply — Src,  pond,  6  m.  bua.  cent;  agra,, 
pump  to  res.,  res.  cap.,  6,500,000  gals.;  2  pinnp. 
eng.,  class  comp.  dup.,  cap.  day  8,000,000  gala.; 
mains,  lead  ft  c.  i.,  60  m.,  4  to  20  in.  dia.;  SOS 
hyd.;  563  v.;  met,  40;  2,408  serv.;  pipe,  L  ft 
cem.  lined;  pres.,  dom.  80  lbs.,  f.  65  to  100  lbs.; 
cons,  day,  1,1.18,000  gala.;  cost,  $522,000;  coat 
mtce.,  $12,352;  wks.  owned  by  town. 

DEDHAIM,  p.  9,284;  f.  area,  20  a.;  mere  bldgs., 
bk.  ft  wd.,  2%  stor.;  priv.,  wd.,  2%  stor.;  wd. 
rfs.  perm,  in  f.  ^ea;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  atr.,  20  e  hand  ex.,  2 
h.  ft  I.  trk.,  2  comb,  hose  ft  e  wag.,  2  hoae  wag., 
12  hrs.;  hose,  cot,  rub.  lined,  gxL,  8,000  ft; 
f.  al.,  Oamewell,  40  bx.;  vaL  equip..  $12,000;  vaL 
bldga.,  $18,000;  exp.  dept.  $18,000;  tot  mem.  69. 
pd.  full  time  6,  pd.  part  time  53. 

Water  Supply — Src,  wella,  %,  m.  boa.  cent: 
sys.,  grav.  ft  pump  to  atdp.;  atdp.  cap.,  805,500 
gals.,  dim.  42  x  61,  mat  iron;  2  pump,  eng.,  claaa 
comp.  dup.,  cap.  day  2,400,000  gala;  maina,  e  i., 
81  m.,  2  to  10  in.  dia.;  171  hyd.;  176  v.;  met, 
1,100;  1,570  aerv.;  pipe,  cem.  lined;  prea.,  dom. 
50  lbs.,  f.  68  lbs.;  cons,  day,  1,020,858  gala.; 
cost,  $812,580;  cost  mtce,  $82,507;  wka.  owned 
by  Co. 

DEERFIELD,  p.  2,112;  f.  area,  2  aq.  ul;  mere 

bldga.,  stn.,  bk.  ft  wd.,  2%  stor.;  priv.,  atn.,  bk. 
ft  wd..  2  ator.;  wd.  rfs.  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft 
L  trk.;  f.  aL,  bell;  vaL  equip.,  $160;  vaL  bldga^. 
$500;  tot  mem.,  20  voL 

Water  Supply — Src,  wella  ft  spr.,  \  m.  bo. 
cent;  ays.,  grav.;  res.  cap.,  110,000  gala.;  1  pomp. 
eng.;  cap.  day,  72,000  gals.;  maina,  e  L,  5  m..  6 
to  8  in.  dia.;  38  hyd.;  14  v.;  80  serv.;  p^,  wrt  L; 
pres.,  dom.  95  lbs.,  f.  95  to  100  Iba.;  oon&  day, 
25,000  gala.;  cost,  $81,000;  coat  mtce,  $2,000; 
wks.  owned  by  dty. 

DOUGLASS,    p.    2,118;    f.    area,    all   the    town; 

mere  bldgs.,  atn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.^ 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwka.  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  band 
eng.,  hand  grenadea,  1  h.  ft  L  trk.,  2  hoae  car.; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft.;  nib.,  gd, 
1,500  ft;  tot  hose,  8.000  ft;  f.  aL,  bell;  Tal 
equip.,  $800;  val.  bldga.,  $1,850;  ezp.  dept. 
$850;  tot.   mem.,   40  vol. 

Water  Supply — Src,  driven  welle 

DRACUT,  p.  8,461;  mere  bldga.,  bk.  ft  atn.^  t 
ft  6  ator.;  priv.,  wd.,  2  ft  8  ator.;  wd.  rfa.  perm.; 
fwka.  ft  combt.  ord.  F.  dept. — 2  comb.  h.  ft  1. 
trk.  ft  e  extension,  1  hoae  car.;  hoae,  oot,  mb. 
lined,  gd.,  2,000  ft:  inf.,  600  ft;  tot  hoae,  2,500 
ft.;  f.  aL,  bell;  val.  equip.,  $8,000;  vaL  bld0L, 
$500;  exp.  dept,  $600;  tot  mem.,  48,  pd.  part 
time. 

Water  Supply — Sre,  wella;  hyd.,  prea.,  42  to  80 
lbs. 

DUDLEY,  p.  4,267;  mere  bldga.,  wd.  F.  dept 
— F.  al.,  bell  ft  wh.;  vol. 

Water  Supply — ^Sre,  wella;  sva,  grar.  ft  poniv 
to  atdp.;  stdp.  cap.,  770,000  gsJe;  2  pump,  eng.; 
mains,  e  L,  9.68  m.,  6  to  12  in.  dia.;  82  hyd.;  60 
v.;  287  serv.;  pipe,  galv.  L;  pres.,  f.  90  lbs.;  wka 
owned  by  dty. 

DUXBURY,  p.  2,028;  bldgs.,  wd.,  1  to  S  ator.; 
causes  of  f.  inv.  F.  dept — 2  e  eng.,  100  e 
hand  ex.,  6  f.  wag.  with  cans  of  water;  S  voL 
companies. 

Water  Supply — Priv.  weUa  ft  dsteme 
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EAST  BRIDGEWATER.  p.  8,868;  bldga.,  wd., 
1%  &  2%  stor.;  wd.  rfs.  perm.  F.  dept. — 12 
c  band  ex.,  2  h.  JE  1.  trk.,  2  hose  wair.,  4  hose 
reels;  hose,  cot,  rub.  lined,  gd.,  8,000  It.;  f.  aL, 
bell  &  telp.;  val.  equip.,  ?4.e00;  val.  bldgs., 
18.000;   exp.   dept.,   $1,200;   tot.  mem.,   60  voL 

Water  Supply — Src.,  see  Biidgewater. 

EASTHAMPTON,  p.  8,624;  mere  bldgs.,  bk..  1 
to  3  stor.;  priv.,  bk.  &  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  &  combt.  ord.;  causes  of  f.  !»▼. 
F.  dept. — 8  c.  hand  ex.,  2  h.  &  1.  trk,,  8  hose 
wag.,  1  hose  reel,  3  hrs.;  hose,  cot.,  rub.  lined, 
ffd..  4,600  ft.;  inf.,  400  ft;  tot.  hose,  4,900  ft.; 
f.  al..'  bell;  val.  equip.,  f  10,076;  val.  bidffs., 
$7,000;  exp.  dept.,  $8,026;  tot  mem.,  62,  vol. 
48,  pd.   full  time   4. 

Watar  Supply — Src,  wellg,  2%  m.,  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  2,000,000  gals.; 
pump,  eng.,  cap.  day  2,000,000  gals.;  mains,  c.  i., 
28  m.,  2  to  12  in.  dia.;  ^26  hyd.;  il20  v.;  met, 
960;  1,400  «erv.;  pipe,  c.  I.;  pres.,  dom.  <Sc  f. 
100  lbs.;  cons.  day.  600,000  gals.;  cost,  $278,000; 
coat  mtce.,  $11,000;  wka.  owned  by  town. 

EAST  LONQ  MEADOW,  p.  2,000.  F.  dept. — 2  c. 
tanks,  2  hose  reels,  800  ft  hose  (400  ft  hose  in 
reserve);   val.   equip.,   $1,200;   vol. 

Water  Supply — ^From  Springfield;  sys.,  grav.;  70 
hj'd.;  130  serv.;  mains,  8  m.;  pres.,  dom.  &  f.,  35 
to   100   lbs.;   cost,   $45,000;   wks.   owned  by  town. 

EASTON,  p.  6,139;  f.  area.  500  a.;  mere,  bldgs., 
stn.  k  wd.,  2  stor.;  priv.,  wd.  k  stn.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
Inv.  F.  dept — 1  c.  eng.,  1  auto.  comb.  c.  k  h. 
wag.,  0  c.  hand  ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  2 
hoae  reels;  hose,  cot.  rub.  lined,  gd.,  2,600  ft; 
nib.,  gd.,  500  ft;  Inf..  800  ft;  tot  hose,  3,800 
ft;  f.  al.,  Gamewell,  22  bx.;  val.  equip.,  $9,500; 
val.  bldgs.,  $6,000;  exp.  dept,  $1,800;  tot.  mem. 
SO,  pd.   full  time  2,  pd.   part  time  28. 

Water  Supply — Src,  wells,  1-3  m.  bus.  cent; 
sys.,  pump  to  stdp. ;  stdp.  cap.,  240,000  gals.; 
res.  cap.,  1,600,000  gala.;  2  pump,  eng.,  cap.  day 
1,500,000  gals.;  mains,  c.  i.,  9%  m.,  4  to  10 
in.  dia.;  81  hyd.;  150  v.;  met,  850;  650  serv.; 
pipe,  iron;  pres.,  dom.  60  to  90  lbs.,  f.  60  to  90 
lbs.;  cons,  day,  138,000  gala.;  coat,  $100,000; 
cost    mtce.,  $110;   wks.   owned  by  village. 

EDGARTOWN.  p.  1,175;  f.  area,  1,000  a.;  mere, 
bldgs.,  wd.,  2H  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  bi  f.  area;  fwks.  k  combt  ord.;  causes 
of  f.  inv.  F.  dept — 10  c.  hand  ex.,  1  hand  eng., 
1  h.  ift  I.  trk.,  3  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  2,000  ft.;  f.  al.,  Oamewell,  elec.  sys.,  6  bx. ; 
val.  equip.,  $2,350;  val.  bldgs.,  $1^500;  exp.  dept, 
$600;  tot  mem.  82,  pd.  part  time. 
•  Water  Supply — Src,  wells,  water  from  stdp.;  60 
lbs.  pres.  at  hyd. 

ENFIELD,  p.  1,036;  mere  bld^s.,  wd.  F.  dept 
— 1  str.,  1  hand  eng.,  8  c.  ex.,  3  hose  car.;  hose, 
2,600  ft;  tot.  mem.,  83  vol. 

Water  Supply — Src,  riv. 

ERVING,  p.  1,086;  f.  area,  100  a.  F.  dept. — 
1  c.  eng.,  37  c.  hand  ex.;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft;  f.  al.,  telp.  k  gong;  val.  equip.,  $1,250; 
val.  bldgs.,  $200;  tot  mem.,  50,  pd.  part  time. 

Water  Supply — Not  reported. 

ESSEX,  p.  1,700;  f.  area,  7,863  a.;  mere,  bldgs., 
wd.,  IH  to  3  stor.;  priv.,  wd.,  2H  stor.;  wd. 
rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hand  eng.;  6  hand  ex.,  1  h.  ft  1. 
trk.,  2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  860 
ft;  inf.,  200  ft.;  tot  hose,  1,060  ft.;  f.  al.,  bell; 
val.  equip.,  $4,000;  val.  bldgs.,  $2,800;  exp.  dept, 
$1,000;   tot.    mem.,    105   vol. 

Water  Supply — Src,  wells,  cisterns,  riv. 

EVERETT,  p.  33.484;  f.  area,  2,300  a.;  mere, 
bldgs.,  wd.,  1  to  4  8tor. ;  priv.,  wd.,  1  to  3  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  2  h.  &  1.  trk,,  1 
c.  eng.,  8  c  hnnd  ex.,  2  hose  wag.,  2  comb, 
trks.,  16  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,000 
ft;  inf.,  400  ft;  tot.  hose,  6,400  ft;  f.  al.,  Delia 
k  wh..  63  bx. ;  val.  equip.,  $17,000;  val.  bldgs., 
$30,800;  exp.  dept,  $27,550;  tot  mem.,  46,  pd. 
full  time  17,  pd.  part  time  29. 

Water  Supply — Src.  Metropolitan,  4%  m.  bus. 
cent.;  sys.,  grav.  k  pump  to  mainn;  mains,  c.  i., 
46.96  ro.,  4  to  24  in.  dia.;  640  hyd.;  met,  2,800; 
5,600  serv.;  pipe,  lead;  pres.,  dom.  k  f.,  45  to 
90  lbs.;  cons,  day,  2,700,000  gals.;  cost  $790,000; 
cost  mtce.,  $18,000;  wks.  owned  by  city. 


FAIRHAVEN,  p.  5,122;  f.  area,  6,000  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  IH  to  ZVt  stor.;  priv., 
stn.,  bk.  k  wd.,  1  to  SH  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  ord.;  cauRcs  of  f.  inv.  F.  dept — 
20  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  comb.  c.  ft  h. 
wag.,    2   hose   wag.;  4   hrs.;    hose,   cot.,  rub.  lined, 

fd.,  8,000  ft;  f.  al.,  Gamewell,  28  bx.;  val.  equip., 
11,000;   val.   bldgs.,    $2,000;    exp.   dept,   $8,000; 
tot.  mem.  80,  pd.  fUU  time  45,  voL  3>5. 

Water  Supply — Src,  wells,  2  m.  bus.  cent.;  vvs., 
pump  to  stdp.;  stdp.  cap.,  500,000  gals.,  dim. 
86  X  60,  mat.  stl.;  2  pump,  en^.,  class  dup.  comp., 
cap.  day  6,000,000  gals.;  mams,  c  i,  20.'5  m., 
4  to  12  in.  dia.;  102  hyd.;  met,  1,118;  1.187 
serv.;  pipe,  tin  ft  lead;  pres.,  dom.  ft  f.  74  lbs.; 
cons,   day,  400,000  gals.;  wks.  owned  by  priv.  Co. 

FAIR  VIEW.     F.  dept  not  reported. 

Watar  Supply — Src,  driven  wells,  1  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  188,000 
gala. 

FALL  RIVER,  p.  119,295;  f.  area,  26,240  a.; 
mere,  bldgs.,  stn.  ft  wd.,  3  to  6  stor.;  priv.,  stn., 
bk.  ft  wd.,  2%  stor.;  wd.  rfs.  perm.;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 6  str.,  34  c.  hand  ex. 
(2  in  reserve),  2  como.  c  ft  h.  wag..  3  auto, 
comb.  c.  ft  h.  wag.,  2  chief's  auto.,  1  auto,  squad 
wag.,  2  fuel  veag.,  10  exerci^se  wag.,  1  auto.  aer. 
trk.,  8  aer.  trk.  (1  h.  ft  1.  trk.  in  reserve).  6  hose 
wag.  (2  in  reserve),  (1  hose  reel  in  reserve),  46 
hrs.  (1  hrs.  in  reserve);  hose,  cot,  rub.  lined,  gd., 
20,100  ft;  chem..  1.750  ft  (in  reserve,  1,800  ft. 
cot.,  rub.  lined  hose.  1,000  ft.  c  hose);  f.  al., 
G«mewell,  2'02  bx.;  val.  equip.,  $91,000;  val. 
bldgs.,  $284,000;  exp.  dept,  $174,783;  tot.  mem. 
140;  pd.  full  time  124,  pd.  part  time  16;  undn. 
rating,    first    class. 

Water  Supply — Src,  lake,  2  m.  bus.  cent.;  sys., 
pump  to  stdp.  ft  tks.;  stdp.  cap.,  6;306,693  gals., 
loc.  in  city;  mat.,  iron;  6  pump,  eng.,  claas  comp., 
cap.  day,  88,000,000  gals.;  mains,  c.  L,  123.97  m., 
6  to  24  in.  dia.;  1.626  hyd.;  1.634  v.;  met,  9,588; 
9/497  serv.;  pipe,  lead;  pres.,  dom.  19  lbs.,  f.  110 
lbs.;  cons,  day,  5,965.000  gals.;  cost,  $2,306,000; 
cost  mtce.,  $108,000;  wks.  owned  by  city. 

FALMOUTH,  p.  3,144.  F.  dept — 8  hose  reels; 
hose,  6,000  ft;  f.  alt,  Oamewell;  tot  mem.,  120 
vol.;  exp.  dept,  $2,600. 

Water  Supply — Src,  Long  Pond;  sya.,  pump  to 
stdp.;  3  pumps,  cap.  2.000.000  gals,  day;  160 
hyd.;  pres.,  80  lbs.;  cost,  $253,464;  wks.  owned 
by  town. 

FITCHBU<RG,  p.  87,826;  f.  area,  16,»60  s.; 
mere,  bldgs.,  bk.  ft  wd.,  1  to  7  stor.j  priv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  m  f.  area; 
fwkfi.  ft  combt  ord.:  causes  of  f.  inv.  F.  dept. — 
2  auto.  comb,  c  ft  h.  wag.,  1  chief's  auto.,  2 
str.,  1  c.  eng..  2'4  c.  hand  ex..  3  h.  ft  1.  trk..  1  aer. 
trk.,  8  iiose  wag.,  3  comb,  c  ft  h.  wag.,  18  hrs.; 
hose,  cot,  rub.  lined,  gd.,  16,800  ft.;  f.  al.,  Game- 
well,  elec.  90  bx.;  vaL  equip.,  $74,642;  val.  bldgs., 
$92,219;  exp.  dept,  $71,744;  tot  mem.  103,  pd. 
full  time  43.  voL  60. 

Watsr  Supply — Src,  brooks  ft  ponds,  2  to  8 
m.  bus.  cent;  sys.,  grav.;  res.  cap.,  1.000,000,000 

?als.,  loc.  n.  ft  w.  of  city;  mains,  o.  i.,  84.87  m., 
to  30  in.  dia.;  896  hyd.;  894  v.;  met,  4,981; 
5,749  serv.;  pipe,  wrt.  i.;  pres.,  dom.  30  to  180 
lbs.,  f.  30  to  180  lbs.;  cons,  day,  3,500,000  gals.; 
cost,  $1,494,000;  cost  mtce.,  $37,000;  wks.  owned 
by  city. 

FOXBORO,  p.  8,868;  f.  area,  12,460  a.;  mere, 
bldgs.,  wd.,  1  to  3  stor.;  priv.,  wd.,  1  to  8  stor.; 
wd.  rfs.  perm.  F.  dept. — 1  str.,  1  c  eng.,  16 
5-gal.  ex.,  1  h.  ft  1.  trk.,  1  supply  wag..  1  hose 
car.,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  3,600  ft; 
inf..  200  ft;  tot  hose,  3,700  ft;  f.  al..  Game- 
well,  28  bx.;  val.  equip.,  $8,500;  val.  bldgs., 
$1,000;  exp.  dept,  $1,700;  tot  mem.,  ZZ,  pd. 
part  time;   undrs.  rating,  first  cl«e9. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  282,000  gals., 
dim.  20  X  120,  mat  iron;  2  pump,  eng.,  cap.  day 
720,000  gals.;  mains,  iron,  13  m.,  4  to  12  in. 
dia.;  98  hyd.;  75  v.;  met,  891;  569  serv.;  pipe, 
iron;  pres.,  dom.  60  lbs.,  f.  110  lbs.;  cons,  day, 
200,000  gals.;  cost,  $94,000:  cost  mtce.,  $6,000; 
wks.  owned  by  district. 

FRAMINQHAM,  p.  12,948;  f.  area.  il4,936  a.; 
mere  bldgs.,  bk.  ft  wd.,  4  stor.;  priv.,  bk.  ft  wd.,  4 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  P.  dept. — (3  str. 
in  reserve),  18  c  hand  ex.,  1  h.  ft  1.  trk.,  2 
hoae   wag.,    1    auto.    comb.    c.    ft   h.    wag.,    7   hrs.; 
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hose,  cot.,  rob.  lined,  gdi,  8,000  ft;  f.  ^L, 
Gamewell,  50  bx.;  val.  eouip.,  $87,600;  vaL  bldss., 
936,000;  exp.  dept.,  f 26,000;  tot.  mem.  68,  pd. 
full  time   10,  pd.  part  time  48. 

Water  Supply— -Src,  Filter  Galleriea  it  Metro- 
politan Oondicut,  1  m.  bus.  cent.;  ays.,  pump  to 
fltdp.  &  dir.;  stdp.  cap.,  760,000  galfl.;  8  oumpa, 
cap.  day  6,000,000  skis.;  mains,  c.  i.,  46^  m., 
%  to  16  in.  dia.;  276  hyd.;  616  v.;  2,469  met.; 
2,8i97  serv.;  pipe,  galv.  ft  wrt.  i.;  pres.,  dom.  & 
f.  60  to  106  lbs.;  cons,  day,  788,816  gala.;  cost 
mtce.,    $21,860;    wks.   owned  by  town. 

FRANKLIN,  p.  6,641;  f.  area,  27  sq.  m.;  mere, 
bldgs.,  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  50  c.  hand  ex.,  1  auto, 
comb.  c.  k  h.  wag.,  1  h.  ft  1.  trk.,  4  hose  wag.;  hose, 
cot.,  rub.  lined,  gd.,  7,000  ft.;  f.  al.,  Gamewell, 
l^  bx.;  val.  equip.,  f  18,000;  vaL  bldgs.,  f 8,000; 
exp.  dejjt.,  $4,000;   tot.  mem.   66,  pd.  part  time. 

Water  Supply— -Src.,  20  driven  2\^-in.  wells 
ft  1  open  well,  IH  m*  bus.  cent.;  sys.,  pump  to 
■tdp.;  Btdp.  cap.,  600,000  gals.,  loc  in  town; 
4  pump,  eng.,  cap.  day  6,600,000  gals.;  mains, 
cem.  ft  c.  i.,  25  m.,  4  to  12  in.  dia.;  148  hyd.; 
125  v.;  met.,  148;  148  serv.;  pipe,  wrt.  i.;  pres., 
dom.  ft  f.  60  to  00  lbs.;  cons,  day,  8>60,000  gals.: 
co6t,  $260,000;  cost  mtce.,  $7,100;  wks.  owned 
by   town. 

FREETOWN,  p.  1,470;  f.  area,  660  a.;  mere, 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.     F.  dept. — 

1  c.  eng.,  1  hand  eng.,  1  h.  ft  1.  trk.,  1  hose 
reel,  8  c.  ex.;  hose,  cot.,  rub.  lined,  gd.,  800 
ft.;  f.  al.,  church  bell;  val.  equip.,  $1,826;  val. 
bldffs.,   $4,000;   exp.   dept.,  $75;   tot.  mem.,   6  vol. 

Water  Supply — Src,  riv.  ft  wells;  ays.,  grav.; 
mains,  iron,    %   m. 

GARDNER,  p.  14,699;  f.  area,  18,000  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  priv.,  wd.,  IH  to  8 
■tor.;  wd.  rtB.  penn.  in  f.  area;  fwks.  ord.:  causes 
of  f.    inv.     F.   dept. — 2   auto.   comb.    c.  &  h.    wag., 

24  c.  hand  ex.,  2  h.  ft  L  trk.,  6  hrs. ;  hose,  cot., 
rub.  lined,  gd.,  7,800  ft.;  f.  al.,  Gamewell,  58  bx.; 
val.  eouip.,  $22,000;  val.  bldgs.,  $35,000;  exp. 
dept,  $85,000;  tot  mem.,  66  vol. 

Water  Supply — Src,  lake,  %  m,  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  6,109,000  gals.;  8 
pump,  eng.,  class  comp.,  cap.  dav  7,000,000  gals.; 
mains,  c  i.,  29.28  m.,  1  to  24  m.  dia.;  282  hyd.; 
211  v.;  met.,  180;  1,868  wrr.;  pipe,  wrt  L  ft 
cem.  lined;  pres.,  dom.  45  lbs.,  f.  140  lbs.;  cons, 
day,    750,250  gals.;   wks.   owned  by   town. 

GEORGETOWN,  p.  1,840;  bldgs.,  bk.  ft  wd.,  2H 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept. —  I  str.,  2  hand  eng..  12  c  hand  ex.,  1 
h.  ft  I.  trk.,  8  hose  car.;  nose,  cot,  rub.  lined, 
gd.,  2,500  ft;  rub.,  ed.,  600  ft;  inf.,  200  ft.; 
tot.  hose,  8,200  ft;  val.  equip.,  $8,000;  val.  bldgs., 
$5,600;  exp.  dept,  $1,000;  tot.  mem.,  125  voL 

Water  Supply — Src,  14  cisterns,  16  lakes,  2 
lakes  of  200  a.   each  ft   10  strm. 

GLOUCESTER,  p.  24,898;  f.  area,  28.000  a.; 
mere  bldgs.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  bk.  ft 
wd.,  2V&  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  f. 
boat,  6  str.,  2  c  eng.  on  wis.,  29  c  hand  ex.,  2  h. 
ft  L  trk.,  1  aer.  trk.,  6  hose  wag..  2  auto.  comb, 
c.  ft  h.  wag.,  1  chief's  auto..  8  comb,  c  ft  h.  wag., 
81  hrs.;  hose,  cot,  rub.  linea,  gd.,  21,800  ft;  f.  al., 
eiec,  70  bx. ;  val.  equip..  $87,121;  val.  bldg^s., 
$45,000;  exp.  dept,  $48,585;  tot  mem.  178,  pd. 
full  time  22,  pd.  part  time  2,  vol.  154. 

Water  Supply — Src,  res.,  2  to  4  m.  bus.  cent; 
sys.,   pump   from   res.;   res.    cap.,    8,000.000   g&ls.; 

2  pump,  eng.,  cap.  day  7,000.000  gals.;  mains, 
c  1.  ft  cem.  lined,  70  m.,  1*4  to  20  in.  dia.;  886 
hyd.;  672  v.;  met,  846;  4,668  serv.;  pipe,  galv. 
i.  ft  cem.  lined;  pres.,  dom.  80  to  76  lbs.;  cost,  $1,* 
486,864;  cost  mtce.,  $26,000;  wks.  owned  by  city. 

GRAFTON,  p.  6,705;  f.  area,  8,000  a.;  bldgs., 
wd.,  f.  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 8  hand  eng.,  1  comb.  c.  ft  h.  wag., 
17  c.  hand  ex.,  1  h.  ft  L  trk.,  6  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  3,000  ft;  f.  aL,  wh.;  val. 
equip.,  $6,000;  val.  bldgs.,  $8,000;  exp.  dept, 
$1,200;  tot  mem.,  85,  pd.  part  time  12,  vol.   78. 

Water  Supply — Src,  spr.,  H  m.  bus.  cent;  sjrs., 
pump    to    stdp.;    stdp.    cap.,    110,000    gals.,    dim. 

25  X  80,  mat  wrt  i.;  pump,  eng.,  cap.  day  1,000,- 
000  gals.;  mains,  c  i.,  4  to  10  in.  dia.;  98  hyd.; 
47  ▼.;  met,  6;  888  serv.;  pipe,  wrt  i.;  pres.,  dom. 
80   to   126  lbs.,  L    1S6  Ibt.;   oom.  6mj,   100,000 


gals.;    cost    $68,000;    cost    mtce.,    $8,000;    wka 
owned  by  Co, 

GREAT  BARRINGTON,  p.  6.926;  f.  area,   1.286 

a.;  bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  2 
ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  hand  eng.,  1 
c.  eng.,  1  c  hand  ex.,  1  h.  ft  1.  trk.,  1  boss 
wag.,  6  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  4,600 
ft;  inf.,  1,000  ft;  tot  hose,  5.500  ft;  f.  aL. 
bell,  10  bx.;  val.  equip.,  $18,000;  vaL  bldga, 
$12,276;  exp.  dept,  $2,600:  tot  mem.,  81,  part  pd. 
Water  Supply — Src,  brooks,  riv.  ft  lake,  %  m. 
bus.  cent.;  sys.,  grav.,  pump  to  res.;  res.  cap., 
2,600,000  gals.;  2  pump,  eng.,  cap.  day  660,000 
gals.;  mains,  8  m.,  2  to  12  in.  dia.;  70  hyd.; 
met,  17;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  cons, 
da^',  450.000  gals.;  cost,  $110,000;  cost  mtce.. 
$6,000;  wks.  owned  by  city. 

GREENFIELD,  p.  10,427;  f.  area,  2.500  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  5  stor.;  pnv.. 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  auto, 
comb,  trk.,  14  c  hand  ex.,  1  h.  ft  L  trk.,  2  hose 
wag.,  1  hose  oar.,  3  comb.  c.  ft  h.  wag.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  6,500  ft;  inf.,  500  ft;  tot 
hose,  7,000  ft;  f.  «!.,  GameweU,  47  b.x.;  tot.  mem. 
57,  pd.  full  time  3,  pd.  part  time  54. 

Water  Supply — Src,  brooks,  4%  m.  bus.  cent; 
qrs.,  grav.;  res.  cap.,  70,000,000  gals..  loc  at 
Leyden;  1  pump.  eng..  class  dup.,  cap.  day  8.000.- 
000  gals.;  niaiite,  c.  i.,  49  m.,  1  to  30  'in.  dia.; 
307  nyd.;  442  v.;  met,  268;  2,600  serv.;  pipe, 
ffalv.  i.;  pres.,  dom.  ft  f.  90  to  150  lbs.;  cons, 
day,  1,200,000  gals.;  cost,  $260,000;  coct  mtce.. 
$3,500;  whs.  owned  ft  operated  by  Fire  District 
No.  1. 

QROTON,  p.  2,258;  mere  bldgs.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept — ^t 
hsnd  eng.,  1  c  eng..  1  h.  ft  I.  trk.,  S  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f.  aL,  bdl; 
exp.  dept,  $1,200;  tot  mem.  76,  pd.  part  time. 

Water  Supply--Src,  well;  qra,  pomp  to  re*.; 
res.  cap.,  800,000  gals.;  pump,  ens.,  cap.  day  500,- 
000  gals.;  mains,  0  m.,  4  to  IS  m.  dia.:  46  hgrd.; 
met,  200;  210  serv.;  pres.,  dom.  90  Iba,,  f.  fO 
lbs.;  cons,  day,  60,000  gals.;  cost,  $70,000;  wks. 
owned  by  Oo. 

GROVELAND,  Essex  Co..  p.  2,450.  F.  dept — 1 
hand  eng.,  2  c  eng.,  25  hand  c  ex.,  2  hose  car., 
2  h.  ft  L  trk.,  1,500  ft  hose;  i.  al.,  bell;  55  voL 

Water  Supply — ^Not  reported;  21  hyd. 

MADLEY,  p.  2,000.  F.  dept — 6  hose  war.. 
ladders;  hose,  cot,  rub.  lined,  ed.,  600  ft;  f.  lU.. 
bell;  val.  equip.,  $1,500;  val.  bldgs.;  $1,000;  exp. 
dept,   $250;  tot.   mem.,   75   voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys.. 
grav.;  70  hyd.;  pres.,  dom.  ft  f.  65  to  75  lbs.;  wka 
owned  by  town. 

HAMILTON,  p.  1,650.  F.  dept — 6  hand  ex.,  1 
h.  ft  L  trk.;  20  voL 

•HANOVER,  p.  2.176.  F.  dept. — 1  comb.  c.  b. 
ft  1.  trk.,  1  b.  ft  1.  trk.,  6  express  wag.  with  18 
hand  ex.  each;  2  vol.  companies  of  60  men. 

HANSON,  p.  1,850.  F.  dept — 80  band  ex.,  1 
auto.  comb,  tn.,  1  c.  wag.,  2  comb,  c  ft  h.  wag.. 
8,000  ft  hose;  f.  aL,  wh.;  90  voL 

Water  Supply — Not  reported;  21  hyd.;  pres.,  86 
lbs. 

HARVARD,  p.  1,189;  mere  bldn.,  bk.  ft  wd.,  S 
ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  do 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — ^t 
c  eng.,  6  c  hand  ex.,  2  h.  ft  1.  trk.  ft  buckets. 

Water  Supply — Src,  spr.  ft  driven  wells,  H  m. 
bus.  cent;  sys.,  grav.;  res.  cap.,  1,000,000  gals., 
pump,  eng.,  cap.  day  216.000  gals.;  mains,  lead: 
8  serv.;  pipe,  lead;  cost  $1,000;  cost  mtce,  $26; 
wks.  owned  by  private  Co. 

HATFIELD,  p.  1,779;  mere  bldgs.,  bk.  *  wd.. 
2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2%  stor.;  wd.  r<s. 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 1  h. 
ft  1.  trk.,  6  hose  wag.;  hose,  cot,  rub.  lined,  gd^ 
8,000  ft;  inf.,  600  ft;  tot  hose,  8,600  ft;  f.  aL, 
bejl;  vaL  equipw,  $8,000;  exp.  dept,  $60;  tot 
mem.,  70  vol. 

Water  Supply — Src,  brook,  4  m.  bus.  cent;  agra.. 
grav.;  small  res.;  mains,  c  L,  22  m.,  2  to  8  in.  dia.; 
98  hyd.;  861  serv.;  pres.,  dooL  ft  f.  42  lbs.;  coos. 
day,  120,000  gals.;  cost  $61,000;  cost  mteeL« 
$300;  wks.  owned  by  town. 

HAVERHILL,  p.  44,116;  i  aisa,  81  sq.  ■.: 
mere,  bldgs.,  bk.,  cem.  ft  wd.,  1  to  6  star.;  pttv^ 
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bk.  ft  wd.,  2H  ator.;  wd.  ita,  perm,  io  L  uca; 
fwka.  ft  comM.  ord.;  causes  of  L  inv.  F.  dept.— 
6  «tr.,  8  hand  encr.,  14  c.  hand  ex.  (8  in  naene), 
1  c.  eng  on  ivls.,  1  diiers  auto.,  2  auto,  hose  wag., 

1  auto.  comb.  c.  ft  b.  wag.,  1  auto.  h.  ft  1.  trk.,  1 
aer.  trk.,  2  h.  ft  1.  trk.,  2  comb.  c.  eog.,  6  hose 
wag.,  6  hoee  reels,  1  chief's  wag.,  4  fuel  ft  exercise 
wag.,  4  hose  ft  ladder  sleighs,  19  bra.  (5  in  re- 
serve); hose,  cot.,  rub.  lined,  gd.,  10.400  ft. 
(6,200  ft.  in  reserve);  f.  al.,  elec,  72  bx.;  val. 
equip.,  $117,962;  vaL  bldgs.,  $109,000;  exp.  dept, 
$^,000;  tot.  mem.,  140,  pd.  full  time  88,  pd. 
part  time  102. 

Wtisr  Supply — Src.,  ponds,  1  to  4  m.  bus.  cent.; 
sys.,  grav.,  pump  to  res.;  2  res.,  cap.  12,000,000 
gals.,  loc.  on  hill;  4  pump,  eng.,  cap.  day  22,000,- 

000  gals.  (1  pump,  eng.,  cap.  2,000,000  gals.,  in 
reserve);  mains,  c.  i.,  109.06  m.,  2  to  24  in.  dia.; 
411  hyd.;  1,885  v.;  met.,  2,012;  7y609  serv.; 
pipe,  lead;  pres.,  dom.  ft  f.  SO  to  120  lbs.;  cons, 
day,  5,864,478  gals.;  cost,  $1,528,101;  cost  mtce., 
$88,621;  wks.   owned  by  city. 

HEBRONVILLE,  p.  included  in  Aitleboro.  F. 
dept — Supplied  by  Attleboro. 

HINQHAM,  p.  4,966;  f.  area,  640  a.;  mere,  bldgs., 
wd.,  1  to  8  stor.;  priv.,  wd.,  2H  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  str.,  1  band  eng.,  2  comb,  c  ft  b.  wag., 

2  c.  eng.,  10  c.  band  ex.,  1  h.  ft  1.  trk.,  2  hoss 
wag.,  2  nose  car.;  hose,  cot,  rob.  lined,  gd.,  6,000 
ft.;  rub.,  gd.,  800  ft.;  tot.  hose,  6,800  ft.;  f.  aL, 
Gamewell  storage,  26  bx.;  val.  equip.,  $6,000;  tsL 
bldgs.,  $10,000;  exp.  dept,  $2,600;  tot  mem., 
125  vol. 

Water  Supply — Src,  ponds,  6  m.  bus.  cent;  sys., 
grav.,  pump  to  stdp.   ft  dir.;  stdp.   cap.,    687,218 

Sis.;  dim.,  40  x  67,  loc.  on  Strawberry  Hill;  mat, 
m;  2  pump.  eng.»  cap.  day  2,600,000  gals.;  mains, 
cem.  ft  c  i.,  67^  m.,  2  to  16  in.  dia.;  240  hyd.; 
860  v.;  met,  16;  2,892  serv.;  pipe,  galv.  ft  wrt  i.; 
pres.,  dom.  62  lbs.,  f.  70  lbs.;  cost,  $260,000; 
cost  mtce..  $5,000;  wks.  owned  by  Co. 

HINSDALE,  p.  1,486;  f.  area,  640  a.;  mere, 
bldgs.,  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  of  f. 
not  uiv.  P.  dept — 8  hoee  car.:  hose,  cot,  rub. 
lined,  gd.,  1,600  ft;  f.  aL,  bell;  tot  mem.,  20 
vol. 

Water  Supply — Src,  brooks,  1%  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  84,000,000  gals.;  mains,  c  L, 
4%,  m..  4  to  10  in.  dia.;  60  hyd.;  pipe,  galv.  L; 
pres.,  dom.  108  to  165  lbs.,  f.  108  to  166  lbs.; 
cost,  $86,000;  cost  mtce.,  $165;  wks.  owned  by 
f    district 

HOLBROOK,  Norfolk  Co.,  p.  2,816;  mere  bldgs., 
wd.,  2  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  hand  eng.,  6  c  hand  ex.,  1  h.  ft  1.  trk., 
8  hose  wag.,  2  hose  car.,  1  hrs.;  tioee.  cot,  rub. 
lined,  gd.,  4,500  ft;  inf.,  600  ft;  tot.  hose,  6,000 
ft.;  f.  al.,  bell,  16  bx.;  val.  equip.,  $6,000;  val. 
bldgs.,  $8,000;  exp.  dept,  $1,200;  tot  mem.,  28 
vol. 

Water  Supply — Src,  pond,  6  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  698,760  gals.;  dim.,  80 
x  112;  mat,  wrt  L;  res.  loc.  1  m.  bus.  cent;  8 
pump,  eng.,  class  dup.,  cap.  day  1,600,000  gals.; 
mains,  c.  1.,  9  m.,  4  to  12  in.  dia.;  78  hyd.;  60  v.; 
met,  1;  684  serv.;  pipe,  cem.  lined;  pres.,  dom. 
70  lbs.,  f.  70  lbs.;  cons,  day,  267,826  gals.;  cost, 
$18S,000;  cost  mtce.,  $14,3^5;  wks.  owned  by 
town. 

HOLDEN,  p.  2,464;  f.  area,  20.000  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 2  h.  ft  1.  trk.,  20  c  hand  ex., 
2  hose  wag.;  hoee,  1,800  ft;  f.  aL,  bell;  vtal. 
equip.,  $2,000;  vaL  bldgs.,  $8,000;  exp.  dept, 
$200;  tot  mem.,  60  voL 

Water  Supply — Not  reported. 

•HOLLISTON,  p.  2,711;  f.  area,  12,100  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.     F.  dept — 1  str.,  46  c  hand  ex., 

1  h.  ft  1.  trk.,  2  hose  wag.,  2  hose  car.,  8  hrs.; 
hose,  cot,  rub.  lined,  gd.,  5,600  ft;  f.  aL,  Game- 
well,  25  bx.;  val.  equip.,  $9,400;  vaL  bldgs., 
$3,000;  exp.  dept,  $3,800;  tot  mem.,  42,  pd.  part 
time. 

Water  Supply — Src,  spr.,  %m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  817,000  gals.;  dim.,  80 


z  60:  mat,  boUer  L;   60  hyd.;   200  serv.;   pipe, 
galv.  i;  pres.,  f.  96  lbs.;  wks.  owned  by  Oo. 

HOLYOICE,  p.  57,780;  f.  area,  900  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft 
wd.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 4  auto, 
hose  wag.,  2  chiefs  auto.,  7  str.,  2  c.  eng.  on  wis., 
26  c.  hand  ex.,  2  h.  ft  1.  trk.,  2  aer.  trie,  with 
tractor,  5  hose  wag.»  1  comb.  c.  ft  h.  wag.,  ,24 
hrs.;  hose,  cot.  rub.  lined,  gd.,  17,000  ft;  fair 
6,000  ft;  tot  hose,  28,000  ft;  f.  al.,  Oamewell, 
14'4  bx.;  vaL  equip.,  $90,000:  vaL  bldgs.,  $225,- 
000;  exp.  dept,  $188,000;  tot  mem.  107,  pd. 
full  time  98,  pd.  part  time  9. 

Water  Supply — Src,  ponds,  stnn.  ft  storage  res., 
2,  8  ft  14  m.  bus.  cent;  sys.,  grav.;  res.  eap., 
8,076,000,000  gals.;  mains,  c.  L,  90.72  m.,  4  to 
30  in.  dia.;  722  hyd.;  1,218  v.;  met,  409;  4,546 
serv.;  pipe,  c.  L;  pres.,  dom.  50  lbs.,  f.  100  Um.; 
cons,  day,  7,249,000  gals.;  cost,  $1,409,268;  cost 
mtce,  $89,366;  wks.  owned  by  city. 

HOPEDALE,  p.  1,966.  F.  dept. — 1  auto.  oomb. 
b.  ft  L  trk.  with  c  tk.,  1  auto,  triple  eomb.  wag.,  1 
auto,  tk.,  1  hose  wag.,  40  c  ex.;  f.  aL,  Gamewell; 
tot  mem.  29,  pd.  fuu  time. 

Water  Supply — ^MUford  Water  Ca;  46  hyd.;  pres., 
100  lbs. 

HOPKINTON,  p.  2,685;  mere  bldgs.,  wd.,  1%  to 
8  stor.;  priv.,  1^  to  2%  stor.;  wd.  rfs.  perm.; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept — 8  hand  eng., 
12  c  hand  ex.,  1  h.  ft  1.  trk.,  4  hoee  wag.;  hose, 
cot,  rub.  lined,  gd.,  6,000  ft;  f.  al.,  4  bx.,  bell; 
vaL  equip.,  $5,000;  val.  bldgs.,  $6,000;  exp.  dept, 
$1,600;  tot.  mem.,  82  voL 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.'  cap.,  258,000  gals.;  dim.,  86  x  86;  mat, 
iron;  pump,  eng.,  cap.  day  800,000  gals.;  mains, 
c  L,  7  m.,  6  to  8  in.  dia.;  64  hyd.;  met,  27:  700 
serv.;  pipe,  wrt  L;  pres..  dom.  77  lbs.,  f.  77 
to  120  lbs.;  cons,  day,  21,686  gals.;  cost,  $60,000; 
cost  mtce.,  $1,500;  wks.  ownea  by  town. 

H0U8AT0NIC,  p.  2,000;  mere  bldgs..  bk.  ft  wd., 
2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 8  c  hand  ex.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft.;  inf.,  500  ft;  tot  hose,  1,600 
ft:  f.  al.,  bell;  tot  mem.,  46  vol. 

Water  Supply — Src,  res.,  6%  m.  bus.  cent.;  sys., 
grav.;  mains,  c  L,  18  m.,  4  to  14  in.  dia.;  20 
hyd.;  2  v.:  met.,  6;  400  serv.:  pipe,  galv.  ft  wrt 
L;  pres.,  dom.  66  lbs.,  f.  66  lbs.;  cost,  $74,000; 
cost  mtce.,  $2,650;  wks.  owned  by  Co. 

HUBBARDSTOWN,  p.  1,227;  bldgs.,  wd.,  1  ft  S 
stor.;  wd.  rfs.  perm.:  fwks.  ft  combt  ord.  F.  dept 
— 1  hand  eng.,  .1  c  eng.,  18  c  ex.,  1  hose  car..  1 
h.  ft  L  trk.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft; 
t  al.,  bell;  vaL  equip.,  $1,600;  vaL  bldgs.,  $400; 
exp.  dept,  $600;  tot  mem.  40,  pd.  part  time. 

water  Supply — Src.  6  large  wells  in  village. 

'HUDSON,  p.  6,748;  mere  bldgs.,  bk.  ft  wd.,  1  to 
5  stor.;  priv.,  wd.,  2  stor.;  wd.  rfe  perm.;  fwks. 
ft  combt  ord.;  causes  of  f.  Inv.  F.  dept. — 1  auto, 
hose  wag.,  1  auto,  triple  comb.  pump.  c.  ft  h.  wag., 
1  str.,  1  h.  ft  1.  trk.,  8  hose  wag.;  nose,  cot,  rub. 
lined,  gd.,  8,100  ft;  inf.,  1,000  ft;  tot  hoee, 
4.100  ft;  f.  aL,  beD  ft  wh.,  24  bx.;  vaL  equip., 
$14,000;  val.  bldge.,  $27,600;  exp.  dept,  $5,500; 
tot  mem.  86,  pd.  full  time  1,  pd.  part  time  8^. 

Water  Supply — Src,  pond,  8  m.  bus.  cent;  nrs., 
grav.;  mains,  c  L,  26  m.,  4  to  18  in.  dia.;  182 
hyd.;  296  v.;  met,  1,187;  l,l7l  serv.;  pipe,  iron  ft 
cem.  lined;  pres..  dom.  46  to  60  lbs.,  f.  45  to  60 
lbs.;  cost,  $256,096;  cost  mtce.,  $12,070;  wks. 
owned  by  town. 

HULL,  p.  2,000;  f.  area,  4,880  a.;  mere  bldgs., 
wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  comb.  c.  ft  h.  wag.  ft  pump,  1  str., 
15  c.  hand  ex.,  1  h.  ft  1.  trk..  3  nose  reels.  2 
hope  wasr.;  hose,  cot,  rwb.  lined,  gd.,  8,000  ft; 
f.  aL,  telp.;  vaL  equip.,  $82,000;  vaL  bldgs.,  $19,- 
000;  exp.  dept,  $15,000;  tot  mem.,  45,  pd.  full 
time  8.  pd.  part  time  1,  voL  41. 

Water  Supply — Src,  Hingham  Water  Co.  (see 
Hingham);  mains,  8  m.;  98  hyd.;  pres.,  f.  66  lbs. 

HUNTINGTON,  p.  1,600;  mere  bldgs.,  bk.,  stn. 
ft  wd.  F.  dept. — 1  hose  wag.,  2,000  ft  cot,  rub. 
lined  hose;  f.  aL,  bell;  tot  mem.,  20  voL 

Water  Supply— Src,  brook  ft  wells,  2  m.  bus. 
cent;  sy.,  grav.;  res.  cap.,  1,000,000  gals.,  loc. 
at  Blanford;  1  pump,  eng.,  cap.  day,  144,000  gals.; 
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maina,  e.  L,  5  m.,  4  to  8  in.  dia.;  88  byd.;  16 
v.;  met,  8;  161  serv.;  pipe,  galv.  1.;  pres.,  dom. 
&  f.  96  Ibi.;  cost,  $82,000;  cost  mtoe.,  $100; 
wka.  owned  by  f.  district. 

HYANNIS,  p.  1,560;  t  ■!«&,  640  a.;  mere,  bldgs., 
wd.,  1  to  8  stor.;  pm.,  wd.,  2%  stor.;  wd.  rfs. 
penn.;  no  fwks.  A  oombt.  ord.;  causes  of  f.  inv.  F. 
dept. — 2  c.  eng.,  12  c  hand  ex.,  1  h.  ft  1.  trk.,  2 
boss  car.;  hose,  cot.,  rub.  lined,  cd.,  1,000  ft.;  t 
aL,  bell,  1  bz.;  raL  equip.,  $6,600;  TaL  bldgs., 
$1,000;  ezp.  dept.,  $486.0o;  tot.  mem.,  46  toL 

Water  Supply — Src.,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  400,000  gals.;  dim., 
25  z  100;  nrat.,  stl.;  1  pump,  eng.;  cap.  day, 
1,000,000  ffals.;  mains,  10  m.,  6  to  16  in.  dia.; 
70  hyd.;  85  v.;  9  met.;  pres.,  dom.  ft  f.  88  lbs.; 
wks.    owned   by   private  Co. 

HYDE  PARK,  p.   15,507;  annexed  to  Boston. 

IPSWICH,  p.  6,777:  t  area,  1,280  a.;  mere, 
bidgs.,  wd.,  8  stor.:  priv.,  wd.,  8%  stor.;  wd.  rCs. 
perm,  in  f.  area;  fwlo.  k  combt.  onL;  causes  of  f. 
inv.     F.  dept. — 1  auto.  comb,  c  ft  h.  wag.,  1  str., 

1  hand  eng.,  1  c.  hand  ex.,  1  h.  ft  L  trk.,  2  hose 
wag.,  ^  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
■5^300  ft.;  rub.,  gd.,  800  ft.;  inf..  900  ft.;  tot 
hose  7,000  ft;  f.  aL,  Gamewell,  I'd  t>z.;  val.  equip.. 
$1^,000;  vaL  bIdgs.,  $25,000;  ezp.  dept,  $6,100; 
tot.  mem.    40,  pd.  full  time   4,  vol.   36. 

Water  Supply — Src,  brook,  2  m.  bus.  cent.;  rars., 

8ump  to  res.;  res.  cap.,  8,000,000  gals.,  loc.  on  nill 
1  town;  2  pump,  eng.,  class  oomp.  dup.,  slxe  18  z 
10  z  12,  cap.  day  1,500,000  gals.;  mains,  c.  L, 
15  m.,  4  to  14  in.  dia.;  148  hyd.;  186  v.;  met, 
180;  738  serv.:  pipe,  lead;  pres.,  dom.  20  to  70 
lbs.,  f.  20  to  70  lbs.;  cons,  day,  119,618  gals.; 
cost.  $162,480;  cost  mtce.,  $8,205.46;  wks.  owned 
by  town. 

KINGSTON,  p.  2,205;  f.  area,  2,660  a.;  mere, 
bldgs.,  wd.,  IH  ft  2H  «tor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 24  c  hand  ex.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,100  ft;  inf., 
300  ft.;  tot  hose,  2,400  ft;  f.  aL,  bell;  val. 
equip.,  $2,400;  val.  bldgs.,  $4,500;  ezp.  dept, 
$887;   tot   mem.,   47,  pd.  part  time. 

Water  Supply — ^Src,  wells,  1%  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  800,000  gals.;  2  trip, 
pump,  eng.,  class  dup.,  cap.  day  482,000  gals.; 
mains,  c.  i.,  12  m.,  4  to  8  in.  dia.;  90  hyd.;  44 
v.;  10  met;  570  serv.;  pipe,  iron  ft  lead;  pres., 
dom.  80  lbs.,  f.  90  lbs.;  cons,  day,  250,000  gals.; 
cost  $75,000;  cost  mtce.,  $2,500;  wks.  owned  by 
town. 

LANCASTER,  p.  2,406;  bldgs.,  bk.  ft  wd.,  IH  ft 

2  stor.:  wd.  rfs.  perm.  F.  dept-^-l  c.  eng.,  1  h. 
ft  L  trk.,  4  hose  car.,  2  hrs.;  hose,  gd.,  4,000  ft; 
f.  al.,  bell;  vaL  equip.,  $4,000;  ezp.  d€|>t, 
$2,000;  tot  mem.,  86,  pd.  $25  eadi  per  year. 

Water  Supply — Secured  from  town  of  Clinton; 
sys.,  grav.;  mains,  20  m.;  62  hyd.;  met,  855; 
440  serv.;  pres.,  dom.  ft  f.  110  lbs.;  cons,  day, 
116,228  gals.;  cost,  $55,000;  wks.  owned  by  town. 

LAWRENCE,  p.  85,892;  f.  area,  4,185  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  1  to  4 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 4  str.,  4  comb,  c  ft  h.  wag. 
(1  comi).  c.  ft  h.  wag.  in  reeen'e),  1  c.  eng.,  1 
comb,  salviage  wag.,  2  chief's  wag.,  1  supply  wag., 
5  ezerdse  ft  fuel  wag.,  83  c.  lumd  ez.,  8  h.  ft  1. 
trk.  (1  h.  ft  L  trk.  in  reserve),  1  aer.  trk.  (1  water 
tower  in  reserve),  4  hose  wag.  (1  hose  wag.  in 
reserve),  42  hrs.  (4  hrs.  in  reserve) ;  hose,  cot, 
rub.  lined,  gd.,  17,950  ft;  chera  ho«e,  1,400  ft 
(in  reserve,  2,650  ft  cot,  rub.  lined  hoee) ;  f.  al.. 
Gamewell,  l'2-6  bz.;  vaL  equip.,  $81,1'58;  vaL 
bldgs.,  $18i6,100;  e.xp.  dept,  $7'5,228;  tot  mem. 
J 18  5,  pd,  full  time  70,  pd.  part  time  6'6,  substitutes 
59,  pd.  50c.  per  hour  when  attending  f. 

Water  Supply — Src.,  riv.,  1  m.  bus.  cent;  «ys., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  688,000  gals.; 
rea  cap.,  40,000,000  gals.,  loc.  west  of  town;  6 
pump,  eng.,  csp.  day  115,000,000  gal«.;  mains,  c. 
i.,  10i2  m.,  1  to  30  in.  dia.;  8*7  hyd.;  1,755  v.; 
met.,  7,618;  8,160  serv.;  pipe,  lead,  galv.  i.  ft 
tin-lined  lead  ft  block  tin;  pres.,  dom.  ft  f.  85  to 
12i5  lbs.;  COD0.  day,  4^182,277  gals.;  cost,  $2,035,- 
608;  cost  mtce.,  $60,005;  wks.  ovmed  by  ci^. 

LEE,  p.  4,106;  f.  area,  6,000  a.;  mere,  bldgi., 
stn.,  bk.  ft  wd.,  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes   of   f.    inv.      F.  .dept. — 2   str.,    1    c.    eng.    on 


wis.,  1  h.  ft  1.  trk.,  1  hose  wag..  6  hose  reels: 
hose,  cot,  rub.  lined,  gd.,  1,500  ft;  rub.,  gd., 
200  ft;  inf.,  250  ft.;  tot.  hose,  1,950  ft;  f.  aL. 
wh.;   val.   bldgs.,   $15,000;   tot   mem.,   80  voL 

Watar  Supply — Brc,  res.,  8  m.  bus.  cant;  nfs., 
grav.;  res.  cap.,  40,000,000  gala.;  pump,  ei^.,  capu 
750  gals,  mio.:  mains,  cem.  ftcL,  6m.,StoS 
in.  dia.;  62  hyd.;  met,  2;  600  serv.;  pipe,  galv.  L; 

Sres.,  dom.  46  to  05  lbs.,  f.  46  to  95  Iba.;  cost, 
76,000;  cost  mtce.,  $2,000. 

LEICESTER,  p.  S,2S7;  t  ana,  14,818  a.;  mcfc 
bldgs..  bk.  ft  wd.,  1  to  4  ator.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept 
— 2  atr.,  1  hand  eng.,  12  c.  hand  ex.,  8  hose  wag., 
4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  7,160  ft; 
inf.,  200  ft:  tot  hose,  7,860  ft:  f.  aL,  Gamewell; 
▼aL  eauip.,  $12,000;  vaL  bldgs.,  $8,600;  ezp.  dept^ 
$1,600;  tot  mem.  48,  pd. 

Water  Supply — Src.,  spr..  5  m.  bus.  cent;  sys.. 
arav.  ft  pump  to  stdp.;  stop,  cap.,  175,000  gals.; 
dim.,  80  z  40;  mains,  c  L,  8  m.,  4  to  12  in.  dia.; 
20  hyd.;  64  v.;  met,  100;  226  aenr.;  pres.,  dom. 
ft  f.  60  to  100  lbs.;  cost,  $66,868;  cost  mtce.. 
$600;  wks.  owned  by  village. 

LENOX,  p.  8,060;  f.  area,  640  a.;  mere,  bidga., 
stn.,  bk.,  cone  ft  wd.,  1  to  4  stor.:  priv.,  stn..  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  i>erm.  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  12 
c  hand  ez.,  1  h.  ft  L  trk.,  1  auto.  comb,  c  hose 
ft  ladder  wag..  2  hose  carts;  hose,  cot.  lined,  gd.. 
5,000  ft;  f.  aL,  Gamewell,  18  bz.;  vaL  equip.. 
$21,000;  vaL  bldgs.,  $18,000;  ezp.  dept,  $300; 
tot  mem.,  120,  pd.  full  time  2,  vol.  118. 

Watar  Supply — Src,  spr.,  4  m.  bus.  cent;  «ya., 
grav.;  res.  oap.,  65,000,000  gals.;  1  pump,  eng.. 
cap.  day  800,000  gals.;  mains,  c  L,  7  m.,  2  to  10 
in.  dia.;  43  hyd.;  40  met;  304  serv.;  pipe,  iron; 
pres.,  .lom.  ft  f.,  80  lbs.;  cons,  day,  800,000  gals.; 
cost  mtce.,  $2,000;   wks.   owned  by  Co. 

LEOMINSTER,  p.  17,680;  t  area,  8,200  a.;  mere. 
bldga.,  stn.,  bk.  ft  wd.,  8  to  6  stor.;  priv.,  ata., 
bk.  ft  wd.,  2%  ft  3  stor.;  wd.  rfa.  perm,  in  L 
area;  fwks.  ft  combt  ord.;  causes  of  f.  Iut.  F. 
dept. — 1  str.,  16  c.  band  ex.,  1  h.  ft  L  txk.,  1  eomb. 
wag.,  1  auto.  comb.  c.  ft  h.  wag.,  6  hose  wa^.,  14 
hrs.;  hose,  cot,  rub.  lined,  gd.,  7.100  ft;  inf , 
1,050  ft;  tot  hose,  8,150  ft;  f.  aL,  bell,  wfa.  ft 
elec,  47  bz.;  val.  eouip.,  $14,600;  vaL  bldga., 
$74,000;  ezp.  dept,  $14,600;  tot  mem.  7S,  pd. 
full  time  8.  voL  70. 

Water  Supply — Src,  brooka,  2  m.  bua.  cent; 
•ys-t  grav.;  res.  cap.,  600,000,000  gala.,  loa  in 
town:  mains,  c  L,  49.86  m.,  4  to  20  In.  dia.; 
387  hyd.;  467  v.;  met,  1.526;  2,776  serr.;  pipe, 
wrt  i.;  pres.,  dom.  80  lbs.,  f.  100  lbs.;  coat, 
$598,829.17;  cost  mtce,  $6,500;  wka.  owned  by 
city. 

LEXINGTON,  p.  4,018;  f.  area,  1,160  a.;  mere 
bldgs.,  wd.,  2  to  5  stor.;  priv.,  wd.,  IH  vtor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  auto,  str.,  1  c.  eng.,  2  comb,  c  ft  h. 
wag.,  1  h.  ft  1.  trk.,  1  hose  wag.,  5  brs.;  hose,  cot.. 
rub.  lined,  gd.,  5.200  ft.;  f.  aL,  Gamewell,  3i 
bz.;  val.  equip.,  $15,000;  vaL  bldga..  $10,000; 
ezp.  dept,  $6,400;  tot  mem.,  87,  pd.  full  time. 

Water  Supply — Src,  Metropolitan,  3  m.  boL 
cent;  sys.,  pump  to  res.  ft  stdp.  ft  dir.;  atdp. 
cap.,  685,000  gals.;  mains,  c  1.,  33  m.,  4  to  13  in. 
dia.;  187  hyd.;  175  v.;  met,  947;  1,118  Ber\'.;  pipe, 
lead;  pres.,  dom.  ft  f.,  85  lbs.;  cons,  day,  878,800 
gals.;  cost,  $378,100;  cost  mtce.,  $13,800;  wks. 
owned  by  city. 

LINCOLN,  p.  1,127;  mere,  bldgs.,  wd.,  4  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm.  F.  dept— -8 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft; 
val.  equip.,  $2,000;  tot  mem.,  36  vol. 

Water  Supply — Src,  pond,  ^  m.  bus.  cent: 
ays.,  pump  to  res.;  res.  cap..  1,600.000  gals.: 
2  pump,   eng.,  class  comp.  cond.,  cap.  day    1.750.- 

000  gals.;  mains,  27  m.;  4  to  12  in.  dia.:  14S 
hyd.;  140  v.;  60  met;  800  serv.;  pipe.  galv.  i.; 
pres.,  dom.  ft  f.  40  to  00  lbs.;  oons.  day.  2^.000 
gals.;  cost,  $160,000;  co3i  mtce.,  $5,800;  wka 
owned  by  town. 

LITTLETON,  p.   2.200.     F.  dept— 8  hose  cans. 

1  hand  pump  ft  wag.,  6  nosaels;  hose,  cot.,  rub. 
lined,  gd.,  1,500  ft.;  f.  al.,  wh.;  val.  equip.. 
$1,000;  ezp.  dept,  $80;  tot.  mem.,   16   vol. 

Watar  Supply — Src,  wella.  1  m.  bus,  cent.; 
sys.,  pump,  to  stdp.;  1  pump.  eng..  cap.  day 
290.000  gals.;   mains,    7   m.;   46  hyd.;   22    v.;    144 
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met;  158  serv.;  pres.,  dom.  66  to  100  lbs.,  f. 
66  to  100  lbs.;  cons,  dty,  45,000  gal%;  cost,  960,- 
000;   wks.  owned  by  town. 

LOWELL,  p.  11016,294;  f.  area,  a 4  a.;  mere. 
b]dgs.,  stn.,  bk.  &  wd.,  1  to  10  stor.;  priv.,  stu., 
bk.  &  wd.,  1  to  5  stor.;  wd.  rfs.  not  perm,  in  1 
area;  causes  of  f.  inv.  F.  dept. — 6  str.,  3  chief's 
auto.,  2  c.  eng.,  3  h.  k  1.  trk.,  1  auto,  protective 
car,  8  auto.  comb.  c.  Jt  h.  wag.,  29  c.  hand  ex.,  2 
aer,  trk.,  9  hose  wag.,  5-1  hrs. ;  hoee,  cot.,  rub. 
lined,  gd.,  28,000  ft.;  inf.,  1,700  ft;  tot.  hose, 
24,700  ft;  f.  aL,  Oamewell,  1&6  bx.;  val.  equip., 
$254,000;  vaL  bldgs.,  $2915,000:  exp.  dept,  $198.- 
9i96;  tot  mem^  167,  pd.  full  time  133.  pd.  part 
time   34. 

Watar  Supply — Src,  wells,  3  m.  bus.  cent.; 
87S.,  grav.,  pump  to  res.  it  dir.;  res.  cap.,  80,000,- 

000  gals.;  7  pun^.  eng.,  cap.  day  37,500,000  gals.; 
(2  pump,  eng.,  cap.  6.000,000  gals.,  in  reserve); 
mains,  c.  i.,  155  m.,  4  to  30  in.  dia.;  1,380  hyd.; 
met,  10,863;  13,108  serv.;  1,867  v.;  pipe,  iron  k 
lead;  pres.,  dom.  72  lbs.,  f.  72  lbs.;  cons,  day, 
5,799,000  gals.;  cost,  $3.1 6*1,86  4;  cost  mtce., 
$119,440;  wks.   owned  by  city. 

LUDLOW,  p.  4,948;  mere  bldgs.,  wd.     F.  dept. 
— 2  hose  car.;  hose,  1,600  ft;  f.  al.,  wh. 
Water  Supply — See  Springfield. 

LYNN,  p.  89,886;  f.  area,  11%  sq.  m.;  mere 
bldgs.,  bk.  k  stn.,  .1  to  8  stor.;  priv.,  wd..  2% 
to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
oombt.  ord.;  causes  of  f.  inv.  F.  dept. — HO  auto, 
str.,  1  auto.  str.  with  hose,  4  auta  a  eng.,  84  c. 
band  ex.,  2  auto.  h.  k  I.  trk.,  1'  auto.  aer.  trk., 

1  comb.  aer.  ft  h.  &  1.  trk.,  5  auto,  hose  wag.  (8 
in  reserve),  4  mita  hose  car.,  4  auto.  comb.  c.  k 
h.  wiag.,  '2  chief's  wag.  (2  in  reserve),  3'  fuel  k 
exercise  wtag.,  1  supply  wag.,  (4  faars.  in  reserve); 
hose,  cot,  rub.  lined,  gd.,  a8.<500  ft.  (2.800 
ft  in  reserve);  f.  aL.  Otamewell,  >16i5  bx.;  val. 
equip.,  $l7i4,000;  yal,  bldgs.,  $98,000:  exp.  diept, 
$140,000;  tot  mem.  Ii5'4,  pd.  full  time  79,  pd. 
part  time  75. 

Watsr  Supply — Src,  ponds  k  riv.,  2  to  4  m. 
bus.  cent;  sys.,  grav.,  pump  to  res.  k  stdp.;  res. 
cap.,  20.000,000  gals.,  loc.  on  Pine  Hill;  stdp. 
oep.,  500,000<  gals.;  8  pump,  eng.,  cap.  day  87,- 
7150,000  gals.;  mains,  cem.  k  c.  i.,  160  m.,  4  to 
80  in.  dia.;  1,189  hyd.;  a,4<48  v.;  met,  8,2>58; 
16,9>11  serv.;  pipe,  lead  k  cem.  lined;  pres.,  dom. 
65  to  65  lbs.,  f.  70  lbs.;  cons,  day,  6,7'60,000 
gals.;  cost,  $8,678,358;  cost  mtce.,  $1*62^4)60;  wks. 
owned  by  ci^. 

LYNN  FIELD,  p.  900.  F.  dept— 2  c.  eng..  1 
hand  c.  eng.,  20  hand  ex.;  tot.  mem.,  80  voL; 
f.  al.,  bell. 

Watsr  Supply — ^Not  reported. 

MALDEN,  p.  44,404;  f.  area,  84.25  m.;  mere, 
bldgs..  stn.,  bk.  k  wd..  1  to  5  stor.;  priv.,  bk.  k 
wd.,  2  to  5  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt  ord.;  causes  of  f.  inv.  F.  dept — (2 
str.  in  reserve),  1  c.  eng.  (2  c.  tng.  in  reserve), 
13  c.  hand  ex.,  2'  h.  ft  L  trk.  (2  hose  wag.  in 
reserve),  2  oomb.  c  k  h.  wag.,  8  auto,  ccmnb.  c. 
k  h.  wag.,  1  chief's  auto.,  14  hrs.;  hose,  cot,  rub. 
lined,  gd.,  8.8t50'  ft;  c.  hose,  !l,300  ft;  f.  al., 
Oamewell,  ia7  bx.;  viaL  equip.,  $42,900;  val. 
bldgs.,  $il 20,000;  exp.  dept,  $50,000-;  tot  mem. 
67,  pd.    full  time  47,  pd.  part  time   10. 

Water  Supply — Src.,  res.;  sya.,  grav.,  pump  from 
res.;  stdp.  cap.,  1,1'58,000  gals.,  mat  iron;  mains, 
c.  i.  k  cem.  lined,  89.59  m.,  4  to  16  in.  dia.;  531 
hyd.;  '1,8'65  v.;  met,  7,6^09;  7,934  serv.;  pipe, 
lead;  pres.,  dom.  65  lbs.,  f.  105  lbs.;  cons,  day, 
2.2-87,900  gals.;  cost,  $1,089,144;  cost  mtce., 
$22,299;  wks.   owned  by  city. 

MANCHESTER,  p.  2.678;  mere,  bldgs.,  wd.,  2% 
stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs.  perm,  fn  f. 
area;  causes  of  f.  inv.  F.  dept —  1  str.,  1  auto, 
comb.  c.  k  h.  wag.,  8  c.  hand  ex.,  1  h.  ft  L  trk., 
1  hose  wag..  2  hose  car.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd..  5,800  ft;  inf.,  600  ft;  tot  hose,  6,800 
ft;  f.  al.,  Oamewell.  12  bx.;  val.  equip.,  $12,000; 
val.  bldgs.,  $12,000;  exp.  dept,  $6,000;  tot.  mem., 
40.  pd.   full  time  2.  pd.  part  time  38. 

Waitsr  Supply — Src.  driven  wells  k  pond,  %  k 
2V^  m.  bus.  cent;  sys.,  pump  to  stdp.;  stdp.  cap., 
1,080,000  gals.,  dim.  50  x  72;  4  pump,  eng.,  cap. 
day,  8.500,000  gals.;  mains,  c.  i..  21  m.,  6  to  16 
in.  dia.;  202  hyd.;  met,  766;  766  serv.;  pipe, 
wrt.  i..  k  cem.  lined;  pres..  dom.  k  f.  106  lbs.; 
CODS.  day.  12,500,000  gals.;  cost,  $447,048;  cost 
mtce..  $12,600;  wks.  owned  by  town. 


IMAIN'SFIELD,  p.  5,188;  f.  area,  1,800  a.;  mere 
bldgs.,  bk  k  wd.,  1  to  4  stor.;  priv.,  wd..  1  to  8 
stor.;  wd.  rfs.  not  penn.  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  auto.  comb. 
e.  k  h.  wag..  1  h.  &  1.  trie..  1'8  c.  hand  ex.,  1  hoee 
wag.,  1  hose  car.;  hose.  cot.  rub.  lined',  gd.,  8,500 
ft.;  rub.,  gd.,  500  ft;  tot  nose,  4,000  ft;  f.  al., 
elec.,  27  bx. ;  val.  equip.,  $2-2.000;  val.  bldgs., 
$4,000;  exp.  dept,  $6,000;  tot.  mem.  89,  pd.  full 
time  ^.  pd.   part  time   3-7. 

Watsr  Supply — Src.,  spr..  1%  m.  bus.  cent; 
sys..  pump  to  res.;  res.  cap.,  1,500,000  gals.; 
8  pump,  eng.,  cap.  dty  ^,600,000  gals.;  mains,  c. 
i.,  2<8  m.,  4  to  14  in.  dia.;  147  hyd.;  met,  700; 
1,11)5  serv.*  pipe,  galv.  i.  k  cem.  lined;  pres.,  dom. 
76  lbs.,  f.  76  to  86  lbs.;  cons,  day,  600,000  gals.; 
cost.  $2(50,000;  cost  mtce.,  $10,000;  wks.  owned 
by  district 

'MARGLGHGAO,  p.  7,338;  mere,  bldgs.,  wd.,  8 
stor.;  priv.,  wd.,  2V4  stor.;  wd.  rfs.  perm,  in  f. 
area;  causes  of  f.  inv.  F.  dept — 2  str.,  1  h.  ft 
1.  trk..  10  c  hand  ex.,  2  hose  wag..  i5  hose  car., 
2  auto.  comb.  c.  eng.  ft  h.  wag.,  !2  bra.; -hose,  cot, 
rub.  lined,  gd.,  7,000  ft.;  f.  al.,  Gkunewell,  43  bx.; 
val.  equip..  $40,000;  vaL  bldgs.,  $'25,000;  exp. 
dept.  $13,000;  tot  mem.  52,  pd.  full  time  '5,  pd. 
part  time  4>7. 

Watsr  Supply — Src.,  wells.  8  m.  bus.  cent;  sys.. 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  5>80,000  gals.; 
res.  cap..  2.500,000  gals.;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  3,000,000  gals.;  mains,  iron, 
38  m.,  4  to  14  iii.  dia.;  380  hyd.;  890  v.;  met.. 
1.150;  2,550-  serv.;  pipe.  galv.  L;  pres.,  dom.  65 
to  70  lbs.,  f.  6*5  to  75  lbs.;  cons,  day,  6150,000 
gals.;  cost,  $476,000;  cost  mtce.,  $1.8,500;  wks. 
owned  by  town. 

MARION,  p.  1,900;  mere,  bldgs..  wd.,  2  to  8 
star.;  priv..  wd..  1  to  3  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1   auto.  comb.   c.   ft  h.   wag.,   3   hose  waff., 

1  h.  ft  1.  trk.,  1  hose  reel,  20  hand  ex.;  2,7S0 
ft  cot,  rub.  lined,  hose;  f.  aL,  bell  ft  Gkimewdl 
elec,  14  bx.;  val.  equip.,  $7,850;  val.  bldgs..  $4.> 
600;  exp.  dept.  $1,000;  tot  mem.,  40,  pd.  full 
time. 

Watsr  Supply — Src,  wells.  2  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap., 
235.000  gals.;  dim.,  20  x  100;  2  pump,  eng.;  cap. 
day,  4.000,000  gals.;  mains,  lead  ft  L.  14%  m., 
4  to  12  in.  dia.;  72  hyd.;  350  serv.;  pipe,  galv. 
i.;  pres.,  dom.  60  lbs.,  f.  88  lbs.:  cost,  $125,000; 
cost  mtce.,   $6,800;   wks.   owned  oy  tovm. 

MARLBORO,  p.  14.679;  f.  area,  18,000  a.; 
mere,  bldgs.,  bk.  ft  wd.,  1^  to  4  stor.;  priv..  wd.. 
1V&  to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 16  c. 
hand  ex.,  1  h.  ft  1.  trk.,  4  hose  wag..  1  spare 
wag.,  1  comb.  c.  ft  h.  wag.,  10  hrs.;  hose,  cot. 
rub.  lined,  gd..  9,000  ft;  rub.,  gd.,  200  ft;  tot 
hose,  9.200  ft;  f.  al.,  Oamewell  storage  bat- 
teries. 40  bx.;  vaL  equip.,  $20,000;  val.  bldgs.. 
$46,000;  exp.  dept,  $16,000;  tot.  mem.,  61.  pd. 
full  time  6,  pd.  part  time  1.  vol.  54. 

Watsr  Supply — Src,  lakes.  %  ft  8  m.  bus.  cent; 
sys.,  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,  200,- 
000  gals.,  dim.  80  x  85,  mat  wrt.  L;  res.  cap., 
5,500.000  gals.,  loc.  ^  m.  bus.  cent;  8  pump, 
eng..  class  comp.,  cap.  day  6,500,000  gals.;  mains, 
c.  i..  40  m..  4  to  16  in.  dia.;  366  hyd.;  419  v.; 
met,  1,400;  2,420  serv.;  pipe,  lead;  pres.,  dom. 
60  to  142  lbs.,  f.  80  to  142  lbs.;  cons.  day. 
579,450  gals.;  cost,  $6116,642;  cost  mtce..  $11,- 
000;  wks.  owned  by  city. 

MARSHFIELD,  p.  1.800;  f.  area.  9  m.  F. 
dept. — 3  h.  ft  1.  trk.,  2  c  eng.,  12  c.  hand  ex.: 
val.   equip.,   $2,000;   tot.  mem..  80  vol. 

Water  Supply — Src,  well  ft  pond. 

MATTAPOiSETT,   p.    1.180;    mere    bldgs..    wd., 

2  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.  F.  dept — 2  hand  eng.,  1  h.  ft  1. 
trk..  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft;  inf.,  800  ft;  tot  hose,  1.500  ft;  f.  al.,  bell; 
val.  equip.,  $1,500;  val.  bldgs.,  $8,000;  exp.  dept, 
$800;  tot.  mem.,  50,  pd.  part  time. 

Watsr  Supply^-— Src.  15  wells,  2  m.  bus.  cent.; 
svR..  grav.  ft  pump  to  stdp.;  stdp.  cap.,  330.000 
gals.;  2  pump.  eng..  cap.  day  360,000  gals.;  mains, 
c.  i.,  14  m..  6  to  10  in.  dia.;  75  hyd.;  110  v.; 
2  met.;  340  serv.;  pipe,  wrt.  L;  pres..  dom.  66 
to  78  lbs.,  f.  75  KM.;  cost,  $98,000;  cost  mtce., 
$3,250;  wks.  owned   by  town. 
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MAYNARD,  p.  6,890;  f.  ire&.  8,000  a.;  mere, 
bldgs.,  bk.  &  wd.,  1  to  6  stor.;  priv.,  wd.,  2% 
stor.;  wd.  rfs.  perm.;  fwkj.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 8  c.  hand  ex.,  1  h.  ft  L 
trk.,  1  hoae  wag.,  1  hose  car.,  2  hrs.;  hose,  cot., 
rub.  lined,  gd.,  2,200  ft.;  inf.,  SOO  ft.;  tot  hose, 
2,500  ft.;  f.  al.,  Gamewell,  IS  bz. ;  val.  equip., 
$2,500;  val.  bldgs.,  f 5,000;  ezp.  dept..  f 3,000; 
tot.  mem.,  83,  pd.  fuU  time  1;  usdrs.  rating,  fourth 
class. 

Water  Supply — Src,  pond,  8  m.  bus.  cent.; 
sys.,    grav.p    pump    to    res.;    res.    cap.,    1,500,000 

Sals.,  loc.  on  Summer  hill;  2  pump,  eng.,  cap. 
ay,  1,500.000  gala.;  mains,  c.  1.,  12  m.,  4  to  12 
in.  dia.;  pipe,  c.  L;  118  hyd.;  180  ▼.;  met,  966; 
964  serr.;  pres.,  dom.  90  lbs.,  t  90  lbs.;  cost  mtcc, 
$4,000;  wks.  owned  by  town. 

MEDFiELD,  p.  3,466;  mere,  bldgs..  wd.  ft  bk., 
2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept — 1  gas  eng., 
8  c.  hand  ex.,  1  h.  ft  1.  trk.,  I  hose  wag.,  1  hose 
reel;  hose  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $5,600;  val.  bldgs.,  $1,500; 
exp.  dept,   $1,200;  tot.  mem.,  25,  pd.  part  time. 

Watsr  Supply — Src,  spr.;  stdp.  cap.,  25,000 
gals. 

MEDFORD,  p.  23,150;  f.  area,  11.500  a.;  mere, 
bldgs.,  bk.  ft  wd.,  3  ft  4  stor.;  priv.,  wd.,  2^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  auto, 
h.  ft  1.  trk.,  8  comb.  c.  ft  h.  wag.,  16  c.  hand 
ex.,   8   hose   wag.,    14   hrs.;  hose,   cot,   rub.   lined. 

frd.,  9,500  ft;  inf.,  450  ft;  tot.  hose,  9,950 
t;  f.  al.,  Gamewell,  66  bx.;  val.  equip.,  $82,000; 
val.  bldgs.,  $83,460;  exp.  dept.,  $87,600;  tot 
mem.,  59.  pd.  full  time  13,  pd.  part  time  46. 

Water  Supply — Src,  Charles  River  ft  wells,  in  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  436,000  gals.; 
dim.,  30  X  SO;  mat,  stl.;  2  pump,  eng.,  cap.  day, 
1,000,000  jrals.;  mains,  c.  i.,  12.35  m.,  4  to  12 
in.  dia.;  11  hyd.;  87  v.;  200  met.;  400  serv.; 
ipe,  wrt.  i.  ft  com.;  prcs.,  dom.  &  f.  55  lbs.  to  100 
lbs.;  cons,  day,  100,000  gals.;  cost,  $113,000;  cost 
mtce.,  $2,000;  wks.  owned  by  town. 

•  MEDWAY,  p.  2.696;  mere,  bldgs.,  wd.,  1%  to  4 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 8 
hand  eng.,  50  c.  hand  ex.,  1  h.  ft  I.  trk.,  4  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft;  rub., 
ffd.,  1,000  ft.;  tot  hose,  3,500  ft.;  f.  al.,  bell 
ft  wh.;  val.  bldgs.,  $3,500;  exp.  dept,  $2,400; 
tot   mem.,    128   vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
8VS.,  pump  to  stdp.;  stdp.  cap.,  436,000  gals.;  2 
pump,  eng.,  cnp.  day  1,000,000  gals.;  mains,  c.  i., 
12.36  m.,  4  to  12  in.  dia.;  113  hyd.;  87  v.;  178 
met;  450  serv.;  pres.,  dom.  ft  f.,  50  to  90  lbs.; 
cons,  day,  .160.000  gals.;  cost,  $113,000;  cost 
mtce.,  $6,000;   wks.  owned  by  town. 

MELROSE,  p.  15.715;  f.  area,  8.114  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  10  c. 
hand  ex.,  1  h.  &  1.  trk.,  4  hose  wag.,  10  hrs.; 
hose,  cot,  rub.  lined,  gd.,  6.900  ft;  inf.,  1,800  ft; 
tot.  hose,  8,700  ft. ;  f.  al.,  dec,  46  bx.;  val.  equip., 
$13,000;  val.  bldgs..  $27,390;  exp.  dept,  $12,790; 
tot.  mem.,  46,  pd.  full  time  7,  pd.  part  time  89. 

Water  Supply — Src,  riv..  Metropolitan  sys.,  1^ 
m.  bus.  cent;  sys.,  pump  to  res.  ft  dir.;  mains, 
62.25  m.,  4  to  16  in.  dia.;  384  hyd.;  566  v.; 
met,  3,949;  8.741  serv.;  pipe,  Iron  ft  lead;  pres., 
dom.  95  lbs.,  f.  95  lbs.;  cons,  day,  1,182,100 
gals.;  cost,  $428,476;  cost  mtce.,  $9,000;  wks. 
owned  by   city. 

MTENDON,  p.  922.  F.  dept — 24  buid  ex.,  1  b. 
ft  I.  trk.;  bell  al.;  val.  equip.,  $700;  26  toL 

MERRIMAC,  p.  1,950;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  ft  3 
stor.;  wd.  rfs.  perm.  F.  dept. — 1  str.,  7  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1  hose  reel,  8 
hrs.;  hose,  cot,  rub.  lined,  gd.,  3,000  ft.;  f.  al., 
elec,  18  bx.;  val.  equip..  $6,000;  val.  bldgs., 
$2,000;  exp.  dept,  $1,500;  tot.  mem.,  80,  pd. 
full   time. 

Water  Supply — Src,  well,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  420,000  gals., 
dim.    40   X   45;    2   pump.   eng..   cap.   day  2,260,000 

Sals.;  mains,  c  i.,  9%  m.,  6  to  12  in.  dia.;  67 
yd.;  83  v.;  met,  300;  500  serv.;  pipe,  ccm. 
lined;  pres.,  dom.  ft  f.  84  to  117  lbs.:  cost  $86,- 
600;  cost  mtce.,  $7,600;  wks.  owned  by  town. 


METHUEN,  p.  11,488;  mere  bldgs.,  bk.  ft  wd.. 
2  to  4  stor.;  priv.,  wd.,  2  ft  8  stor.;  wxL  rfs. 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 1 
str.,  6  c  hand  ex.,  1  comb,  trk.,  1  h.  ft  L  trk.,  1 
hose  waff.,  7  hose  reels,  6  hrs.;  hose,  cot,  rtib. 
lined,  gd.,  6.500  ft;  f.  aL,  elec.  88  bz.;  vaL 
equip.,  $70,000;  vaL  bldgs.,  $15,000;  exp.  dept^ 
$3,500;    tot    mem.    26,   pd.    full    time    2.   voL    24. 

Water  Supply — Src,  wella,  3  m.  bus.  cent;  V9^ 
pump  to  res.;  res.  cap..  1,018,000  gals.;  2  pump, 
eng.,  size  12  x  24  x  18.  cap.  day  1,500.000  gala, 
mains,  c  i.,  28  m.,  4  to  16  in.  dia.;  800  nyd. 
190  v.;  met,  l,4o4;  1,776  serr.;  pipe,  oem. 
pres.,  dom.  96  lbs.,  f.  125  lbs.;  cons,  day,  850,500 
gala.,  cost  $800,578;  cost  mtce.,  $6,200;  wks. 
owned  by  town. 

MIDDLEBORO,  p.  8,814;  f.  area.  2,600  a.; 
mere  bldgs.,  wd.  ft  bk.,  2  to  4  stor.;  priv..  wd^  1 
to  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  oonbt.  ord. 
F.  dept — 1  comb,  c  ft  h.  suto.  w«t-*  1  h.  ft  1.  trk., 
1  bose  wag.,  hose,  cot.  nib.  linel,  gd.,  6,600  ft; 
t    sL,    Ommewell,    81    bz.;    tsL    equip.,    $1S.000; 


vaL  bldgs.,  $7,600;  exp.  dept,  $5,000;  tot 
66.  pd.  by  year. 

water  Supply — Src,  wells,  %  m.  bos.  eent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.  S8 6.000 
finds.,  dim.  20  z  108,  mat  iron;  2  pump,  en^.,  ea^ 
day,  2,304.000  gals.;  mains,  c  L,  80.88  m.,  2  to 
12  in.  dia.;  141  hyd.;  220  v.;  met,  1,091;  1.088 
serv.;  pipe,  wrt  L;  pres.,  dom.  60  to  70  Ibsw.  f. 
100  to  no  lbs.;  cons,  day,  888,068  gals.;  cost, 
$108,181;  cost  mtce.,  $8,142;  wks.  owned  by  f. 
district 

MIDDLETOWN,  p.  1,068.  F.  dept — 1  c  ex., 
1  h.  ft  1.  trk.,   1  hose  cart   20  vol. 

Water  Supply — Src,  pond,  %  m.  bus.  cent; 
sys.,  pump  dir.;  mains,  8  m.,  4  to  8  in.  diju;  89 
hyd.;  20  v.;  pipe,  c  i.:  pres.,  f.  76  lbs.;  cost 
mtce.,  $75;   wks.   owned  by  town. 

MILFORD,  p.  18.065;  f.  area,  12,160  a.;  mcTC; 
bldgs.,  bk.  ft  wd.,   1  to   4  stor.;  priv.,  bk.  Ik  wdL, 

1  to  4  stor.;  wd.  rfs.  perm,  in  f.  area;  fvrks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  str., 
12  c  hand  ex.,  1  h.  ft  L  trk.,  8  hose  wss^>t  1 
comb,  c  ft  h.  wag.,  8  hrs.;  hose,  cot,  rub.  Kned, 
gd.,  6,800  ft;  inf.,  200  ft;  tot  hose.  7,000  ft; 
L  oL,  bell  ft  wh.,  26  bz.;  vaL  eavu.,  $6,900; 
val.  bldgs.,  $10,000;  ezp.  dept,  $18,000;  tot 
mem.,  72,  pd.  full  time  1,  pd.  part  time  71. 

Watsr   Supply — Src,   Echo   Lake  ft   wells.    4    ra. 
bua.    cent.;   sys.,   pump   dir.    to   mains;   stdp.    osp., 
100,000   gals.;   res.   cap.,    400,000   gall.;    8   pumpw 
eng.,   class   comp.   dvp.,   cap.   day  6,000,000    gala. 
mains,   c   i.,    34    m.,   4   to   14   in.,  dia.;    190    hyd. 
415  v.;  met,  1,751;  2,415  aerv.;  pipe,  lead,  vrrt,  i 
pres.,   dom.    75    lbs.,   f.    110    lbs.;    cons,   day,    898. 
019  gale.;   wks.  owned  by  Co. 

MILLBURY,  p.  4,740;  mere  bldn.,  wd.,  stn.  ft 
bk.,  2  to  5  stor.;  priv.,  bk.,  stn.  ft  wd.,  1  to  4 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.:  causes  of  f.  inv.  F.  dept-T-2  str..  1  auto, 
comb,  c  ft  h.  wag.,  8  c  hand  ex.,  2  hose  wag.,  8 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  4,900  ft;  L 
al.,  Gamewell,  elec,  20  bx.;  val.  equip.,  $15,000; 
val.  bldgs.,  $5,000;  exp.  dept,  $8,000;  tot  mem.« 
SO,  pd.  part  time. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  1,600,000  gala.;  2  pvmp. 
eng.,  cla.<)s  trip,  ft  comp.,  cap.  day  17,500,000 
gals.;  mains,  c  L,  13  m.,  6  to  16  in.  dia.;  76 
hyd.;  met,  4,011;  490  serv.;  pipe,  cem.  lined: 
pres.,  dom.  ft  f.  42  to  130  lbs.;  cost,  $220,000; 
wks.  owned  by  Co. 

MILLER'S    FALLS,    p.    included    in    Montacoe. 

F.  dept. — 2  hose  carts,  4  hand  ex.;  wh.  al.;  60 
vol. 

MiLLIS,  P.  1,252;  f.  area,  1,600  a.;  bldgs.,  «d., 

2  stor.;  wd.  rfs.  perm.  F.  dept — 2  hand  eag., 
15  c  hand  ex.,  1  hose  wae.,  1  h.  ft  1.  trk.,  2  hmd 
hose  carts;  hose,  cot,  run.  lined,  gd.,  2,700  ft; 
f.  al.,  wh.;  val.  equip.,  $4,750;  val.  bldigs.,  $2,000; 
exp.    dept,   $500;    tot   mem.,    46. 

Water  Supply--— Src,  spr.;  sts.,  gn^**  pinnp  to 
stdp.;  stdp.  cap..  200,000  gals.,  dim.  20  z  80. 
mat.  iron;  2  pump,  eng.,  cap.  day  760.000  gals.; 
mains,  10  m.;  66  hyd.;  pipe,  iron;  cort,  $42,000: 
wks.   owned  by   city. 

MILLVILLE,  p.  2,400:  bldgs.,  bk.  ft  wd.,  2  to  4 
■tor.  F.  dept. — 1  comb,  hose  ft  1.  trk.,  8  boss 
car.;  hose,   cot,   rub.  lined,  gd.,    2,000   ft;  linen. 

r.,    2,000    ft;    tot    hose,    4,000    ft;    f.    si.,   bell 
wh.;  tot.  mem.,  80  vol. 
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Water  Supply — Src,  riv..  in  bus.  cent.;  ^ys., 
Dump  dir.;  mains,  c.  i.,  6  m.,  8  to  12  in.  dia.; 
26  hyd.;  prea.,  1.  110  lbs.:  cost,  $16,000;  cost 
mtce.,   $2,000;  wks.  owned  by  town. 

MILTON,  p.  7,924;  f.  area,  6,000  a.;  mere. 
bldfiTS..  stn.,  bk.  k  wd.,  1  to  5  stor.;  priv.,  stn., 
bk.  *  wd.,  8  stor.  wd.  rfs.  perm.  In.  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
h.  A  I.  trk.,  1  auto.  comb.  c.  «Sc  b.  wag.,  1  chief's 
auto.,  1  str.,  20  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose 
wag.,  2  comb.  c.  8c  h.  wag.,  11  hrs.;  hose,  cot., 
rub.  lined,  gd.,  7,500  ft.;  f.  al.,  Oamewell,  68  bx.; 
vaL  equip.,  f 26,000;  val.  bldgs.,  $85,000;  exp. 
dept.,  $26,600;  tot  mem.  47,  pd.  full  time  lo, 
vol.  82. 

Water  Supply — Src.,  Metropolitan  Water  Board; 
sys.,  pump  dir.;  mains,  c.  i.,  60.54  m.,  2  to  16 
in.  dia.;  420  hyd.;  649  v.;  met,,  1,92'6;  1.807 
serv. ;  pipe,  lead,  galv.  i.  k  cem.  lined;  prea.,  dom. 
&  f.  50  to  188  lbs.;  cons,  day,  3ai,896  gals.; 
cost,  $500,000;  cost  mtce.,  $41,000;  wks.  owned 
by  town. 

MONSON,  p.  4,758;  f.  area,  all  the  town;  mere, 
bldgs.,  wd.,  1  to  S  stor.;  priv..  wd.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  hand  eng.,  2  c.  eng.,  36 
e.  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  reels;  hose,  cot., 
rub.  lined,  gd.,  2,000  ft;  c,  gd.,  200  ft;  inf., 
300  ft;  tot  hose.  2,500  ft;  f.  al.,  Oamewell,  16 
bx.;  val.  equip.,  $6,026;  val.  bld^,  $2,000;  exp. 
dept,  $1,000;  tot.  mem.,   51  vol. 

Water  Supply — Src,  wells,  8  m.  bus.  cent; 
sy«.,  grav.;  res.  cap.,  700,000  gala.;  mains,  c.  i'., 
16  m.,  6  to  12  in.  dia.;  100  hyd.;  met,  880; 
460  serv.;  pipe,  wrt  iron;  cost,  $69,000;  wks. 
owned  by  town. 

MONTAGUE,  p.  6,866;  mere,  bldga.,  bk.,  8  stor.; 
urtj.,  bk.  ft  wd.,  2%  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.;  cauaes  of  f.  inv.  F.  dept — 4  c 
hand  ex.,  1  h.  ft  1.  trk.,  8  hoae  car.,  8  hra.;  hose, 
cot,  rub.  lined,  gd.,  5,t)00  ft;  rub.,  gd.,  1,000  ft; 
tot  hose,  6,000  ft;  f.  al.,  telg.,  12  bx.;  exp.  dept, 
$4,000;   tot  mem.,  85. 

Water  Supply — Src.,  priv.  waterwks. 

NAHANT,  p.  1,158;  f.  area,  450  a.;  mere,  bldgs., 
wd.:  wd.  rfs.  perm.;  no  fwks.  &  combt.  ord.;  oftu«e> 
of  f.  inv.  F.  dept — 2  c.  eng.,  1  h.  ft  1.  trk.,  8 
hose  car.;  hose,  cot,  rub.  lined,  gd..  4,000  ft; 
inf.,  1,000  ft;  tot.  hose,  6,000  ft;  f.  al.,  Gamewell, 
16  bx.;  exp.  dept,  $4,500;  tot  mem.  52,  pd.  part 
time. 

Watar  Supply — Src,  Metropolitan,  Water  Board; 
sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  400,000 
gals.;  14  m.  mains;  100  hyd.;  met.,  377;  65^  serv.; 

grea.,  dom.  60  lbs.,  f.  80  to  100  lbs.;  wks.  owned 
y  town. 

NANTUCKET,  p.  2,962;  f.  area.  640  a.;  mere 
bldgs^  bk.  ft  wd..  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  2  hand 
eng.,  1  c.  eng.,  2  h.  ft  I.  trk.,  10  hose  car.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  4,000  ft;  f.  al.,  bell; 
val.  equip.,  $8,600;  val.  bldgs.,  $4,000;  exp.  dept, 
^6.700;  tot  mem.  210,  pd.  part  time. 

Water  Supply — Src,  pond,  2  m.  bua.  cent;  sva., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  424,000  gals.; 
dim.,  30  X  80;  mat,  stl. ;  4  pump,  eng.,  class  trip., 
rap.  day.  2,0O0.O0n  gals.;  maiii«,  c.  i.,  12  m.,  4  to 
10  in.  dia.;  8.3  hyd.;  125  v.;  mot..  1;  1,000  serv.; 
pipe,  lead  ft  galv.  i. ;  prea.,  dom.  50  lbs.,  f.  76  lbs.; 
cons,  day,  400,000  gals.;  wks.  owned  by  Go. 

NATICK.  p.  9,866;  mere  bldgs.,  bk.,  S  stor.; 
priv.,  wd.,  2Vib  ator.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.  F.  dept — 2  str.,  1  h.  ft  i.  trk.,  4  hose  wag.,  2 
hose  reels,  10  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,- 
000  ft;  inf.,  2,000  ft;  tot  hose,  10,000  ft;  f.  al., 
Oaniowcll,  35  bx. :  val.  equip.,  $18,000;  val.  bldgs., 
$54,830;  exp.  dept,  $10,000;  tot  mem.,  56  vol. 

Water  Supply — Src,  pond,  elevated  wells,  IH 
m.  bus.  cent;  sys.,  pump  to  res.;  res.  cap.,  8,500 
gals.;  2  pump,  eng.,  class  comp.  vertical,  cap.  day 
5,000,000  gala.;  mains,  c  i.  ft  cem.  lined,  38 ^ 
m.,  1  to  12  in.  dia.;  206  hyd.;  327  v.;  met,  1,063; 
1,925  aerv.;  pipe,  galv.  i.;  pres.,  dom.  60  to  90 
lbs.,  f.  60  to  90  lbs.;  cost,  $450,894;  cost  mtce., 
$8,592;  wks.  owned  by  town. 

NEEDHAM,  p.  5.026;  f.  area,  7,500  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  stn., 
bk.  ft  wd.,  2^  stor.;  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
wag.,  2  comb.  c.  ft  h.  wag.,  1  hoae  reel;  hoee,  cot, 
rub.  lined,  gd.,  9.000  ft;  f.  al.,  bell,  86  bx.;  val. 


equip.,  $16,845;  vaL  bldgs.,  $7,100;  exp.  dept, 
$2,500;  tot  meoL  58,  pd.  part  time. 

Watar  Supply — Src,  spr.;  ays.,  pump  to  stdp.; 
stdp.  cap.,  801,000  gals.;  dim.,  26  x  86;  mat, 
iron;   2  pump,  eng.,  comp  dup.,  cap.  day  760,000 

Sals,  eadi;  maina,  c  i.,  38.76  m.,  4  to  12  in. 
ia.;  828  hyd.;  808  v.;  met,  1,221;  1,268  serv.; 
pipe,  c.  i.  ft  lead;  pres.,  dom.  85  to  120  lbs.,  f. 
86  to  120  lbs.;  cons,  day,  855,876  gals.;  cost, 
$284,156;  cost  mtce.,  $8,887;  wks.  owned  by  town. 

NEW  BEDFORD,  p.  96,662;  f.  area,  12  aq.  m.; 

mere,  bldge.,  bk.  ft  wd.,  1  to  5  stor.;  priv.,  wd.,  1 
to  4  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 3  str., 
4  auto,  str.,  8  auto.  comb.  c.  &  h.  wag.,  1  comb, 
c.  ft  h.  wag.,  80  c  hand  ex.,  1  auto.  comb.  b.  ft  1. 
trk.,  4  h.  ft  1.  trk.,  3  aer.  trk.,  1  hose  wag.,  80 
lura. ;  hose,  cot,  rub.  lined,  gd.,  18,000  ft;  f.  al.. 
Gamewell,  167  bx.;  val.  equip.,  $130,000;  val. 
bldgs.,  $180,000;  exp.  dept,  $164,000;  tot  mem. 
187,  pd.  full  time  108,  pd.  part  time  7*9. 

Water  Supply — ^Src,  Quittaca  Ponda,  11 H  m. 
bus.  cent:  sys.,  grav.  ft  pump  to  res.;  res.  cap., 
67,000,000  gala.,  loc  at  North  Dartmouth;  iS 
pump,  eng.,  class  comp.  comb.,  cap.  day  30,000,- 
000  gals.;  mains,  c.  i.  ft  stl.,  165^  m.,  4  to  48 
in.  dia.;  1,737  hyd.;  2,207  v.;  met,  14,140; 
14,770  aerv.;  pipe,  lead;  pres.,  dom.  ft  f.  26  to 
90  lbs.;  cons,  day,  7,650,000  gals.;  cost,  $4,780,- 
909;  cost  mtce.,  $117,479;  wks.  owned  by  city. 

NEWBURYPORT,  p.  14,949;  mere  bldgs.,  bk. 
ft  wd.,  8  to  6  stor.;  priv.,  wd.,  2%  ft  8  ator.;  wd. 
rf^  perm.;  fwks.  ft  combt.  ord.  F.  4cpt. — i  atr., 
14  c  hand  ex.,  2  h.  ft  1.  trk.,  6  hose  wag.,  1  hose 
reel.  18  hra.;  hoae,  11,500  ft;  f.  al.,  Gamewell, 
40  bx.;  val.  equip..  $12,000;  val.  bldgs.,  $14,000; 
exp.  dept.  $12,000;  tot.  mem.,  80  vol. 

Wttar  Supply — Src,  wells  ft  ponda,  2H  m*  boa. 
cent;  sya..  pump  to  stdp.;  stdp.  cap.,  600,000  gala.; 
dim.,  40  z  66;  mat,  atl.;  8  pump,  eng.,  claaa  comp. 
dup.*trip.,  cap.  day  6,000,000  gala.;  maina,  c  L  ft 
cem.  lined,  42.1  m.,  2  to  16  in.  dia.;  248  hyd.; 
245  v.;  met.,  100;  3,683  serv.;  pipe,  cem.  lined; 
pres.,  dom.  65  lbs.,  f.  56  lbs.;  cons,  day,  1,126,- 
000  gals.;  cost,  $742,000;  cost  mtce.,  $15,000; 
wks.  ownod  by  city. 

NEWTON,  p.  30.800;  f.  area,  11,4.16  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  stn.,  bk.  ft 
wcl.,  '^'l^  «*t()r.;  \v(l.  rfs.  not  perm,  in  f.  urea;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept— '2 
chief's  atito.,  2  str.,  1  pump.  eng.  (2  c.  eng.  in 
reserve),  30  c.  hand  ex.,  1  auto.  h.  ft  1.  trk.,  1 
auto.  aer.  trk.,  -6  auto.  comb.  c.  ft  h.  wag.,  1  hose 
wag.,  1  conib.  c.  k  h.  wag.,  13  hre.;  hoae,  cot, 
rub.  lined,  gd.,  14,600  ft;  inf.,  8,250  ft;  tot. 
hose,  22,850  ft;  f.  al.,  Gamewell,  170  bx.;  val. 
equip.,  $80,000;  val.  bldgs.,  $182,760;  exp.  dept., 
$97,38>6;  tot  mem.  96,  pd.  full  time  54,  pd.  part 
time  42. 

Watar  Supply — Src,  wella  ft  covered  conduit,  4 
m.  bua.  cent;  sys.,  pump  to  res.;  res.  cap..  4,600.- 

000  gala.;  2  pump,  eng.,  class  dup.  ft  vertical,  cap. 
day  11,000,000  gals.;  mains,  c.  i.,  157  m.,  4  to 
24  in.  dia.;  1.100  hyd.:  1,000  v.;  met,  8,400; 
9,*100  serv.;  pipe,  lead  ft  grav.  L;  pres.,  dom.  86 
lbs.,  f.  85  lbs.;  cons,  day,  2,759,000  gaU.;  cost, 
$2,440,000;  cost  mtce.,  $40,000;  wks.  owned  by 
city. 

NORTH  ADAMS,  p.  22,019;  f.  area,  6,500  a.; 
mere  bldga.,  bk.,  4  to  6  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  cauaes  of  f.  inv.  F.  dept — ^1 
comb,  c  ft  h.  wag.,  1  c  eng.,  6  c  hand  ex.,  1  b.  ft 
1.  trk.,  1  hoae  wag.,  2  hoae  carts,  7  hrs.;  hose, 
cot,  rub.  lined,  gd.,  6,960  ft;  f.  al.,  Gamewell,  48 
bx.;  val.  equip.,  $11,000;  val.  bldga.,  $34,500; 
exp.  dept,  $14,600;  tot.  mem.  78,  pd.  full  time 
7,  pd.  part  time  66;  undrs.  rating,  first  class. 

Water  Supply — Src,  brooks,  3  to  7  m.  bua. 
cent;    sys.,  grav.;    3    res.   cap.,   298,000.000   gala.; 

1  pump,  eng.,  cap.  day  1,000,000  gals.;  maina, 
c.  I.,  46.8  m.,  4  to  24  in.  dia.;  340  hyd.;  met, 
91;  3.274  serv.;  pres.,  dom.  10  to  160  lbs.;  f. 
10  to  1'62  lbs.;  cons,  day,  3,000,000  gala.;  coat, 
$460,000;  cost  mtce,  $10,000;  wka.  owned  by 
city. 

NORTHAMPTON,  p.  19,431;  f.  area,  12,600  a.; 
mere  bldga.,  bk.,  2  to  6  ator.;  priv.,  bk.  ft  wd.,  t 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  1  auto, 
comb,  c  ft  h.  wag.,  1  hand  eng.,  2  comb,  c  ft  h. 
waff.,  14  c  band  ex.,  2  h.  ft  1.  trk.,  2  hose  wag., 
1  hand  eng.,  7  hrs.;  hose,  cot,  rub.  lined,  gd.. 
11,000    ft;    inf.,    700    ft.;    tot    hoee,    11,700    ft; 
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f.  al.,  Oamewell,  58  bx.;  val.  equip.,  $84,904;  val. 
bldgB.,  $25,0p0;  ezp.  dept.,  $20,000;  tot  mem.  78, 
pd.  full  time  12,  pd.  part  time  64. 

Water  Supply — Src.,  mountain  strm.,  10  m.  bug. 
cent.;  ays.,  grav.;  8  res.  cap.,  500,000,000  Kals.; 
roaina,  c.  i.,  76  1-3  m.,  3  to  24  in.  dia.;  492  hyd.; 
met.,  138;  3,700  serv.;  pipe,  galv.  1;  pres.,  dom. 
&  f.  120  lbs.;  cons,  day,  2,662,646  gals.;  cost, 
$927,000;  cost  mtce.,  $17,368;  wks.  owned  by 
city. 

NORTH  ANDOVER.  p.  6,629;  f.  area,  16,196  a.; 
mere,  bldgs..  bk.,  8  ft  4  ator.;  priv.,  wd.,  2  &  8 
■tor.;  wd.  rfa.  perm.;  no  fwks.  A  combt.  ord.  F. 
dept. — 2  atr.,  2  hose  wag.,  1  comb,  c  &  h.  wag., 
6  hrs.;  hoae,  cot.,  rub.  lined,  gd.,  8,200  ft.;  f.  al., 
Oamewell,  28  bz.;  val.  equip.,  $47,069;  ezp.  dept., 
$6,500;  tot.  mem.  88,  pd.  full  time  S,  pd.  piart 
time  80. 

Water  Supply — Src,  pond,  SH  ni.  bus.  cent.; 
qrs.,  pump  to  rea.;  rea.  cap.,  1,600,000  gala.,  loc 
top  of  hill;  2  pump,  eng.,  elaaa  dup.  comp.,  cap. 
day  1,600,000  sala.;  muna,  c.  i.,  88.8  m.,  6  to 
12  in.  dia.;  216  hyd.;  289  ▼.;  met.,  809;  921  aerr.; 
pipe,  lead  k  cem.  lined;  prea.,  dom.  160  lbs.,  f. 
160  Ibe.;  cona.  day,  270,000  gala.;  cost,  $202,000; 
coat  mtce.,  $5,062;  wka.  owned  by  town. 

NORT<H  ATTLEBORO,  p.  9,662;  f.  area,  12,248 
a.;  mere,  bldga.,  wd.,  8  &  4  ator.;  priv.,  wd.,  1  to 
4  ator.;  wd.  rfa.  perm.;  fwka.  &  combt.  ord.  F. 
dept. — 1  comb.  c.  ft  h.  wag.,  1  atr.,  2  aupply  wag., 
18  c.  hand  ex.,  8  h.  ft  1.  trk.,  8  hoae  wag.,  2  chiera 
buggiea,  9  hra.;  hose,  cot.,  rub.  lined,  gd.,  7,000 
ft.;  f.  al.,  Oamewell,  48  bz.;  val.  equip.,  $28,000; 
val.  bldga.,  $12,000;  ezp.  dept.,  $12,000;  tot.  mem. 
62.  pd.  full  time  6,  pd.  part  time  46. 

Water  Supply — Src.,  2  wella;  aya.,  pump  to  atdp.; 
atdp.  cap.,  664,000  gala.;  dim.,  40  z  60;  mat., 
iron;  8  pump,  eng.,  ciaaa  comp.,  cap.  day  6,000,000 

Sala.;  mains,  iron,  81.9  m.,  4  to  16  in.  dia.;  290 
yd.;  met,  1.682;  1,682  aerv.;  pipe,  iron  ft  lead; 
prea.,  dom.  85  to  110  Iba.,  f.  86  to  110  Iba.;  cons. 
day,  '482,000  gals.;  cost,  $460,000;  cost  mtce., 
$15,971;  wks.  owned  by   municipality. 

NORTHBOROUQH,  p.  1,947;  mere,  bldga.,  bk. 
ft  wd.,  2  ft  8  ator.;  priv.,  wd.,  2  ft  2H,  ttor.;  wd. 
rfa.  perm.;  no  fwka.  ft  combt.  ord.  F.  dept— 1 
hand  eng.,  1  hoae  reel,  1  b.  ft  L  trk.,  1  hoae  wag., 
1  c.  eng.;  hoae,  cot.,  rub.  lined,  gd.,  1,900  ft;  inf., 
860  ft.;  tot  hoae,  2,260  ft.;  f.  al.,  wh.;  val.  equip., 
$2,600;  val.  bldga.,  $2,400;  ezp.  dept,  $1,169.68; 
tot  mem.  28,  pdi.  part  time. 

Water  Supply — Src,  brook,  8  m.  bua.  eent;  aye., 
grav.;  rea.  cap.,  80,000,000  gala.;  maina,  wrt  i., 
cem.  ft  iron,  11^  m.,  1  to  10  in.  dia.;  70  hyd.; 
68  v.;  met,  46;  889  aerv.;  pipe,  enameled  ft  galv. 
L;  prea.,  dom.  65  to  90  Iba.,  f.  65  to  90  Iba.;  cons, 
day,  800,000  gala.;  coat,  $85,000;  cost  mtce., 
$900;  wka.  owned  by  town. 

NORTHBRIDQE,  p.  8,807;  mere,  bldga..  bk.,  atn. 
ft  wd..  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  perm.; 
no  fwka.  ft  combt  ord.  r.  dept. — 1  auto.  h.  ft  1. 
trk.,  12  c  hand  ez.,  6  hose  car.;  hoae,  linen,  gd., 
18,800  ft.;  f.  al.,  wh.  ft  elec;  ezp.  dept,  $1,000; 
tot.  mem.  58,  pd.  part  time. 

Wttar  Supply — Src,  rea.,  8  m.  bua.  cent;  aya., 
grav.;  rea.  cap.,  80,000,000  gala.;  2  pump,  eng., 
cap.  min.  8,000  ffala.;  maina,  iron,  18  H  n.,  4  to 
12  in.  dia.;  165  hyd.-;  128  v.;  prea.,  dom.  48  Iba., 
f.  100  Iba.;  cost  mtce.,  $1,000;  wka.  owned  by  Co. 

NORTH  BROOKFIELD,  p.  8,075;  f.  area,  66  aq. 
m.;  mere,  bldga.,  wd.,  2  to  4  stor.;  priv.,  wd.,  2H 
ator.;  wd.  rfa.  perm.;  fwka.  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  8tr.,  1  c.  eng.,  8  c.  hand  ex.,  1  h.  ft 
1.  trk..  1  hose  wag.,  2  hose  car.,  6  hrs.;  hoae,  cot., 
rub.  lined,  gd.,  4,100  ft;  inf.,  2,000  ft;  tot.  hose, 
6,100  ft;  f.  al.,  elec.  1  bx.;  val.  equip.,  $6,000; 
val.  bldgs.,  $4,000;  exp.  dept,  $1,500;  tot.  mem., 
34    vol.;   undra.  rating,   second    class. 

Water  Supply — Src,  apr.  ft  ponda;  aya.,  pump  to 
rea.;  rea.  cap.,  407,000,000  gala.;  1  pump,  eng., 
claaa  dup.,  cap.  day  940,000  gala.;  maina,  c.  i.,  8 
m..  4  to  16  in.  dia.;  106  hyd.;  met,  2;  524  aerv.; 
pipe,  lead  ft  iron;  prea.,  dom.  85  Iba.,  f.  120  Iba.; 
cons,  day,  174.000  gala.;  coat,  $194,620;  coat 
mtce.,  $3,220;  wka.  owned  by  town. 

NORTH  CHELMSFORD,  p.  4,654;  mere,  bldga., 
wd.  F.  dept — 2  h.  ft  1.  trk.,  20  hand  ex.,  1  hoae 
cart  ft  hose;  f.  al.,  bell. 

Water  Supply — Src,  wells,  situated  \  m.  bua. 
cent;  ays.,  pump  to  stdp.;  atdp.  cap.,  850,000 
gala.;  dim.,  22  z  125;  mat,  atl.;  2  pump,  eng., 
cap.  day  600.000  gals.;  maina,  c  i.,  5  m.,  4  to  12 
in.  dia.;   60  byd.;   27  v.;   318  serv.;  pipe,  tin-lead; 


pres.,    dom.    85   Iba.,    f.    120    lbs.;    coat,    $80,000; 
wka.  owned  by  North  Ohelmaford  f.  district 

NORT«  EASTON,  p.  8,600;  t  area,  500  a.: 
mere,  bldga.,  stn.  ft  wd.,  1  to  4  ator.;  priT.,  bk.. 
atn.  ft  wd.,  1  to  3  stor.;  wd.  rlla.  perm.;  no  fwka. 
ft  combt  ord.  F.  dept —  1  c  eng.,  14  c  hand 
ex.,  1  comb,  c  fa.  ft  L  trk.,  1  hoae  car.,  S  bra.; 
hoee,  cot,  rub.  lined,  gd.,  8,000  ft;  inf.,  1,000 
ft.:  tot  hose,  4,000  ft;  f.  al.,  bell,  wh.  ft  Game- 
well,  22  bx.;  val.  equip..  $6,000;  TaL  bldga.. 
$6,500;  exp.  dept.  $1,600;  tot  mem.,  83,  pd. 
part  time. 

Water  Supply — Src,  apr.,  %  m.  bus.  eent;  vs.. 
pump  to  atdp.;  atdp.  cap..  286,000  gals.;  dlnu,  20 
X  102;  rea.  cap.,  8,000,000  gala.;  8  pomp,  eng., 
claaa  comp.,  cap.  day  1,600,000  gala.;  mains,  iron, 
10  m.,  4  to  10  in.  dia.;  96  hyd.;  126  v.;  met,  178: 
507  serv.;  prea.,  dom.  60  lbs.,  f.  90  Iba.;  cost 
$75,000;   wks.   owned  by  district 

NORTHFIELD,  p.  2,017;  mere  bldgfc,  wd.,  2  ft 
8  ator.;  pnv..  wd.,  1%  to  2%  stor.;  wd.  rla.  perm.; 
no  fwka.  ft  combt  ord.  F.  dept — 1  h.  ft  L  trk.; 
f.  al.,  bell;  tot.  mem.,  20  vol. 

Water  Supply — Src,  brook,  1  m.  bus.  cent-;  aya.. 
grav.;  res.  cap.,  850.000  gals.,  loc  1  m.  east  of 
town;  mains,  iron,  2^  m.,  4  to  6  in.  dia.;  60  aerv.: 
pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  60  lbs.:  cost 
$6,400;   cost  mtce.,   $200;   wka.   owned  by  Co. 

NORTH  READING,  p.  908.  F.  dept. — 1  h.  ft  L 
trk..  1  hand  ez.,  1  hose  cart;  bell  aL;  80  voL 

NORTON,  p.  2,544;  f.  area,  whole  town;  bldgs.. 
wd..  2  ator.;  wd.  rfa.  perm.;  no  fwka.  ft  combt  ord. 
F.  dept. — 1  hand  eng.,  1  hose  car.;  hose,  cot. 
rub.  lined,  gd.,  1,000  ft:  inf.,  600  ft;  tot  hose, 
1,500  ft;  val.  equip.,  $2,000;  val.  bldgs.,  $100; 
tot.  mem.,  12  voL 

Water  Supply — Src,  wells,  2  m.  hue.  cent; 
sys.,  grav.,  pump  dir.;  stdp.  cap.,  200,000  gals.; 
dim.,  32  z  25;  2  pump,  eng.;  cap.  day>  432,000 
gala.;  mains,  13  m.,  4  to  16  in.  dia.;  61  hyd.; 
30  v.;  5  met;  180  serv.;  pipe,  galv.  i.  ft  cem.; 
pres.,  dom.  00  lbs.,  f.  120  lbs.;  cona.  day,  liSO.OOO 
gale.;    cost  mtce.,   $1,800;   wks.   owned   by   private 

NORWOOD,  p.  8,014;  f.  area,  6,886  a.;  mete, 
bldga.,  bk.,  2  ft  8  ator.;  priv.,  wd.,  2^  ator.;  wd. 
rfa.  perm.;  no  fwka.  ft  combt  ord.  F.  dept. — 4  c 
ens..  14  c.  hand  ez.,  1  h.  ft  1.  tark.,  2  hose  wag.. 
a  hose  reels;  hoee,  cot.,  rub.  lined,  gd.,  5.600  ft; 
f.  al.,  telg.;  vaL  equip.,  $10,060;  val.  bldga.,  flS.- 
time. 

Water  Supply — Src,  pond  ft  mt.;  «ya.,  pmnp  to 
rea.;  rea.  cap.,  2,000,000  gala.;  t  pump,  eng.,  cap. 
day  1,500,000  gala.;  maina.  c  L,  26  m.,  2  to  14 
fai.  dia.;  168  hyd.;  86  v.;  met,  607;  800  aerv.: 
pipe,  lead;  pres.,  dom.  68  lbs.,  f.  68  11m.;  oon. 
di^,  169,000  gala.;  cost,  $169,816;  coat  mtee^ 
$8,600;  wka.  owned  by  town. 

OAK  BLUFFS,  p.  1,188.  F.  dept— 1  h.  ft  L  tik.. 
1  atr.,  1  c  eng.,  8  hose  carts;  Oamewell  al.;  70 
vol. 

ORANQE,  p.  6,282;  f.  area,  1  sq.  m.;  mere. 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.  1%  to 
2%  stor.;  wd.  rfs.  |[»erm.  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  22  hand 
ex.,  1  h.  ft  1.  trk.,  1  comb.  h.  ft  c  wag.,  1  hose 
wag.,  2  hose  reels;  hoee,  cot,  rub.  lined,  gd..  7,SO0 
ft;  inf.,  1,000  ft;  tot  hose,  8,300  ft;  f.  aL, 
Gamewell.  22  bx.;  vuL  equip.,  $18,000;  vaL  bldgs.. 
$3,000;  exp.  dept.,  $3,700;  tot  mem.  43,  pd.  part 
time. 

Water  Supply — Src,  spr.  ft  brook,  2  m.  b«. 
cent;  sya.,  pump  to  res.  ft  dir.;  res.  cap.,  1,760,000 
gals.,  loc  1  m.  cent,  town;  2  pump,  eojg,,  daai 
comp.  cond.,  cap.  day  1.760,000  gals.;  maina,  c  L, 
15  m..  6  to  16  in.  dia.;  138  hyd.;  169  ▼.;  met., 
876;  875  aerv.;  pipe,  galv.  L;  prea.,  dom.  80  to 
180  Iba.,  f.  80  to  180  Iba.;  cons.  day.  156,017 
gals.;  cost,  $159,126;  coat  mtce,  $5,000;  wks. 
owned  by  city. 

ORLEANS,  p.  1,052;  f.  area,  6,600  a.;  mere. 
bldga.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  IH  ft  2  ator.; 
wd.  rfa.  perm.;  no  fwka.  ft  oombt  cod.  F.  dc|yt — 1 
comb,  hand  ft  c  sng.,  1  hoae  car.;  hoae,  linen,  gd., 
700  ft;  1  bz.;  vaL  equip.,  $1,000;  vaL  bMga., 
$300;  exp.  dept,   $60;  tot.  mem..  12  voL 

Water  Suppry---Src,  wella  ft  dstems. 

08TERVILLE,  p.  included  in  Barnstable.  F. 
dept. — Covered  by  Bamatable. 

OXFORD,  p.  8,861;  f.  area,  1.600  a.;  OMie. 
bldgs.,  bk.  ft  wd.,  1  to  8  ator.;  priv..  wd..  1  to  8 
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•tor.;  wd.  rfs.  perm.;  fwlu.  k  combt.  ord.;  causea 
of  i.  inv.  F.  dept. — 1  Btr.,  1  hand  eng.,  6  c.  hand 
ex.,  1  hose  wag..  1  hose  reel;  hose,  cot.,  rub.  lined, 
ffd..  2,000  ft.;  inf.,  600  ft;  tot.  hose,  S,600  ft.; 
r.  al.,  bell;  vaL  equip.,  $8,000;  Yal.  bldgs.,  f4,600; 
exp.  dept.,  $1,000;  tot.  mem.  4,  pd.  part  time. 

Water  Supply — Src,  8  driven  wells;  stdp.  cap., 
150.000  gals.;  2  pumps,  2  40-hp.  ftiel  oil  eng.; 
wka.    owned   by   private   Co. 

PALMER,  p.  8,610;  mere,  bldgs.,  bk.  k  wd..  2  to 
4  stor.;  priv.,  wd.,  2H  stor.;  wd.  rfs.  penn.  in  f. 
area;  fwu.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
1  auto.  comb,  irk.,  80  c.  hand  ex.,  1  h.  ft  1.  trie., 
1  hose  wag.,  1  hose  car.;  hose,  cot.  rub.  lined,  gd., 
3,500  ft;  f.  al..  bell  k  wh.,  19  bx.;  val.  equip., 
$10,500;  val.  bldgs.,  $5,000;  exp.  dept.,  $7,000; 
tot  mem.,  25  vol. 

Water  Supply — Src,  res.  ft  spr.;  sys.,  grav.;  8 
res.,  cap.  15,000,000  gals.;  mains,  8  m.,  4  to  12 
in.  dia.;  60  hyd.;  25  v.;  met,  68;  190  senr.;  pres., 
dom.  70  lbs.,  f.  76  lbs.;  cost  mtce.,  $1,200;  wks. 
owned  by  Co. 

PAXTON,  p.  444.  F.  dept— 1  h.  ft  L  trk.,  11 
hand  ex.;  bell  al.;  16  voL 

PEABODY,  p.  16,721;  f.  area,  10,000  a.;  mere 
bldgs.,  bk.  ft  wd..  1  to  9  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  auto.  comb.  c.  ft  h.  wag.,  1  comb, 
c  ft  h.  wag.,  1  c.  eng.,  9  c.  hand  ex.,  1  h.  ft  I. 
trk.,  5  hose  wag.,  8  hose  car.,  14  fars.;  hose, 
cot,  rub.  lined,  gd.,  14,000  ft.;  inf.,  2,000  ft; 
tot  hose,  16,000  ft.;  f.  al.,  Gamewell,  50  bx.; 
val.  equip.,  $5,615;  val.'  bldgs.,  $40,200;  exp. 
dept,  $83,000;  tot  mem.,  92,  pd.  full  time  10. 
vol.  82;  undrs.  rating,  second  class. 

Water  Supply — Src.,  epr.,  pond  ft  Sauntaug  lake, 
3  ft  5  m.  bus.  cent.;  svs.,  pump  to  res.  «  dir. ; 
stdp.  cap.,  500,000  gals.;  res.  cap.,  3,086,000 
gels.,  loc.  3  m.  cent,  town;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  10,000,000  ^ak. ;  mains,  cem., 
c.  ft  galv.  i.,  47.71  m.,  I  to  24  m.  dia.;  427  hyd.; 
390  v.;  met,  1,882;  8,180  serv.;  pipe,  galv.  i.; 
pres.,  dom.  80  to  85  lbs.,  f.  60  to  86  lbs.;  cons, 
day,  2,629,000  gals.;  cost  $893,460;  cost  mtce., 
$21,23o;  wks.   owned  by   city. 

PEKfBROKE.  p.  1,280.  F.  dept. — 1  comb.  c.  ft 
hose  wag.,  1  c  wag.;  hose,  650  ft.;  v<al.  equip., 
$700;   val.  bldgs.,  $4,500;  tot.   mem.,  73   vol. 

Water  Supply — Src,  pond,  situated  8  m.  bus. 
cent;  sys.,  pump.;  stdp.  cap.,  865,000  gals.;  dim., 
26  X  100  ft.;  mat,  stL;  2  pumps,  cap.  dav  2H  to 
3,000,000  gals.;  mains,  c  1.,  6  m.;  met,  13;  61 
serv.;  pres.,  dom.  76  lbs.,  f.  100  lbs. 

PEPPERELL,  p.  2,068;  f.  area,  whole  town; 
mere  bldgs.,  wd..  2  to  6  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  str..  1  h.  ft  1.  trk.,  2  hose  wag., 
1  hose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.. 
3.000  ft;  f.  al.,  Gamewell,  12  bx.;  val.  equip., 
$7,000;  val.  bldgs.,  $7,000;  exp.  dept,  $2,250: 
tot.  mem.,  34,  pd.  full  time  1,  pd.  part  time  83. 

Water  Supply — Src,  wells,  8H  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  500,000 
gals.;  dim.,  40  x  50;  mat.  stl. ;  2  pump,  eng., 
class  dup.;  cap.  day,  360,000  gain.;  mains,  c  i., 
21  m.,  6  to  12  in.  dia.;  144  hyd.;  1*2  v.;  477 
met.;  530  serv.;  pipe,  pralv.  i.;  pres.  dom.  ft  f. 
100  lbs.:  cons,  day,  115,000  gals.;  cost.  $162,- 
323;    cost   mtce.,    $3,000;    wka.    owned   by   town. 

PETERSHAM,  p.  855.  F.  dept. — 1  c.  eng..  88  c 
hand  ex..  950  ft.  hose;  f.  al.,  bell;  val.  equip., 
$2,000;    exp.    dopt.,    $100;    vol. 

PHILLIPSTON,  p.  442.  F.  dept— -14  hand  ex.. 
26  vol. 

PITTSFIELD,  p.  32.121;  f.  area,  82.88;  mere 
bldgs.,  stn.  ft  bk.,  4  to  7  stor.;  priv..  bk.  ft  wd., 
1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  sta*. 
(3  in  reserve),  1  auto.  comb.  c.  ft  h.  wag.,  1 
rhicf's  auto.,  1  auto.  comb,  pump.,  c.  ft  h.  wag., 
1  auto.  aer.  trk..  1  h.  ft  1.  trk.,  2  hose  reels,  1  f. 
al.  wag..  2  exercise  wag.,  9  hrs.;  hose,  cot,  rub. 
lined,  gd.,  9,850  ft.;  f.  al.,  Gamewell.  72  bx.;  vaL 
equip.,  $53,669;  val.  bldgs.,  $60,900;  exp.  dept, 
$40,445;  tot.  mem.,  50,  pd.  full  time  31,  pd.  part 
time    19;  undrs.  rating,  second   class. 

Water  Supply — Src,  Pohley  lake,  8  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  24,000,000  gals.;  mains,  wrt 
i.,  84.71  m.,  3  to  20  in.  dia.;  7,500  serv.;  512 
hyd.;  759  v.;  met.,  209.;  pipe.  galv.  i. ;  pres.,  dom. 
60    lbs.,    f.    70    lbs.;    cons,    day,    6,100,000    gals.; 


cost,  $750,000;  cost  mtce,  $8,000;  wks.  owned 
by  city. 

PLAINVILLE,  p.   2,189.     F.   dept.— 4   hand  ex., 

2  hose  car.;  f.  aL,  elec;  tot  mem.,  35  vol. 
Wttsr  Supply — Src,  wells,  %  m.  bus.  cent;  sys., 

pump  to  stdp.;  stdp.  cap.,  246,000  gals.:  dim.,  26  z 
67  ft;  mat,  stl.^  2  pump,  eng.,  cap.  day  526,000 
gals.;  mains,  c.  l,  6^  m.,  4  to  12  in.  dia.;  51 
nyd.;  56  v.;  met..  189;  201  serv.;  pipe,  galv.  ft  wrt. 
i.;  pres.,  dom.  74  lbs.;  cons,  day,  25,000  gals.; 
cost,  $86,000;  wks.  owned  by  town. 

PLYMOUTH,  p.  12,141;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  piiv.,  wd.,  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept— ^4  str.,  2  c.  eng.,  10  c  hand  ex., 
1  comb.  c.  ft  h.  wag.,  1  auto.  c.  trk.,  2  h.  ft  1. 
trk.,  2  hose  wag.,  2  hose  car.,  12  hrs.;  hose, 
cot,  rub.  lined,  gd.,  S.-oOO  ft.;  f.  al.,  Oamewell.  46 
bx.;  val.  equip.,  $30,000;  val.  bldgs.,  $55,000;  exp. 
dept.,  $14,500;  tot  mem.  62,  pd.  full  time  6, 
vol.   56. 

Water  Supply — Src,  ponds,  4  m.  bus.  cent.:  sys., 
grav.,  pump  to  res.;  res.  cap.,  8,000,000  gals.:  2 
pump,  eng.,  class  dup.,  cap.  day  8,600,000  gals.: 
mains,  cem.  lined,  68 ^  m..  4  to  16  in.  dia.;  220 
hyd.;  625  v.;  met.,  880;  2,600  serv.;  pipe,  lead: 
pres.,  dom.  40  lbs.,  f.  80  lbs.;  cost,  $828,876;  cost 
mtce.,  $11,000;  wks.  owned  by  town. 

PRINCETON,  p.  026.  F.  dept— 2  c  eng.,  1  h. 
ft  I.  trk.;  tot.  mem.,  50  vol.;  val.  equip.,  $1,000; 
val.  bldgs.,  $1,600;  exp.  dept,  $300. 

Water  Supply — Src,  spring,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  1 
pump,  eng.,  cap.  day  24,000  gals.;  mains,  c  i., 
1  m.,  1^  in.  dia.;  3  hyd.;  pres.,  dom.  ft  f.,  20 
lbs.;  cons,  day,  5,000  gals.;  cost,  $5,000;  cost 
mtce.,    $400;    wks.    owned    by   priv.    Co. 

PROVINCETOWN,    p.    4,869;    f.    area,    300    a.; 

mere  bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  8  hand  eng.,  1 
c  eng.,  15  c  hand  ex.,  1  h.  ft  1.  trk..  1  hose  waff., 
6  hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd., 
7,000  ft;  inf.,  1.000  ft;  tot  hose,  8,000  ft;  f. 
al.,  bell;  val.  equip.,  $14,000;  val.  bldgs.,  $12,- 
500;  exp.  dept.,  $1,500;  tot.  mem.,  126  vol. 

Water  Supply — Src,  wells,  5  m.  bus.  cent.;  srs., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  460,000  gals.; 
dim.,  100  X  28.  loc.  near  cent  town;  mat,  iron;  2 
pump,  eng.,  class  comp.  dup.,  cap.  day  1,000.000 
gals.;  mains,  c.  i..  12  m.,  4  to  12  in.  dia.;  80 
hyd.;  150  v.;  met.,  350;  1,150  serv.;  pipe,  wrt.  i.: 
pres.,  dom.  70  lbs.,  f.  75  lbs.;  cons,  day,  150,000 
gak. ;  cost,  $125,000;  cost  mtce.,  $4,500;  wks 
owned  by  town. 

OUINCY,  p.  32,642;  f.  area,  16.7  sq.  m.;  mere 
bldgs.,  bk.  ft  wd.,  1 V^  to  4  stor.;  priv..  wd.,  1 
to  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  auto.  comb,  c  ft  h. 
wag.,  1  chief's  auto.,  1   str.,  2  comb,  e  ft  h.  wag., 

3  h.  ft  1.  trk.,  23  c.  hand  ex.,  2  hose  wag.,  24 
hrs.;  hose,  cot,  rub.  lined,  gd.,  12,000  ft;  f.  al., 
Gamewell.  134  bx. ;  val.  equip.,  $69,500;  val. 
bldgs.,  $50,000;  exp.  dept,  $45,000;  tot  mem., 
83,  pd.  full  time  SO,  pd.  part  time  53,  undrs. 
rating,  first  class. 

Water  Supply — Src,  Metropolitan  Water  Sys.;  2 
stdps.,  cap.  750,000  gals.;  mat.,  iron;  mains,  c  i., 
125  m.,  4  to  20  in.  dia.;  800  hyd.;  1,4-50  v.;  met, 
5,800;  8,400  serv.;  pipe,  lead;  pres.,  dom.  90  lbs., 
f.  90  lbs.;  wks.  owned  by  city. 

RANDOLPH,  p.  4,301;  mere  bldgs.,  wd.,  2  to 
5  stor.;  priv.,  wd.,  2  ft  3  stor.;  wd.  rfs.  perm.  F. 
dept. — 1  str.,  1  e  hand  ex.,  1  h.  ft  1.  trk.,  8  hose 
car.,  reels,  ftc,  6  hrs.;  hose,  cot,  rub.  lined,  gd., 
8,500  ft;  f.  al.,  Gamewell,  17  bx.;  exp.  dept, 
$2,200;  tot  mem.  52,  pd.  part  time. 

Water  Supply — Src,  ponds,  8  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  750,000  gals.;  2  pump, 
eng.,    cap.    day    4,000,000    gals.;    mains,    c.    i.,    18 
m.;    155   hyd.;    met.    180;    875    serv.;    pipe,    cem 
lined;  pres.,  dom.   80  lbs.,  f.   100  lbs.;   cons,   day 
826,690    gals.;   cost,    $158,000;    cost    mtce.,    $12. 
752;  wks.  owned  by  town. 

READING,  p.  5,818;  f.  area.  9^  sq.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  5  stor.;  priv.,  wd.,  2  stor.l 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  8  c  hand  ex., 
1  h.  ft  1.  trk.,  4  hose  wag.,  3  hose  car.;  hose,  cot, 
rub.  lined,  gd..  5,000  ft.;  inf.,  2,000  ft.;  tot.  hose, 
7,000   ft.;   f.   al.,   bell   ft   wh.,    34   bx.;   val.   equip.. 
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$8,200;   val.   bldgs.,   $12,000;   ejp.   depi.,   $8,800; 
tot.  mem.  66,  pd.  part  time  66,  vol.  10. 

Wtter  Supply — Src,  wells,  2%  m.  bus.  cent.; 
gjB.,  pump  to  stdp.;  itdp.  cap.,  680,000  gals.; 
2  pump.  eng..  cap.  day  1,800,000  gate.;  mains, 
c.  L,  88  m.,  6  to  12  in.  dia.;  179  hyd.;  800  v.; 
met.  1,650;  1,960  scrv.;  pipe,  1.,  lead  &  cem. 
lineo;  pres.,  dom.  k  f.  73  lbs.;  cons,  day,  250,000 
gals.;  cost,  $354,382;  cost  mtce.,  $18,206;  wks. 
owned  by  town. 

REVERE,  p.  18,210;  f.  area,  8,200  a.;  mere, 
bldgs.,  bk.  &  wd.,  1  to  4  stor.;  priv.,  bk.  &  wd.,  S 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  star.,  6  c.  hand  ex.,  2  h.  & 
1.  trk.,  1  hose  car.,  2  auto.  comb.  c.  ft  h.  wag., 
1  diiefs  auto.,  14  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  6.000  ft;  inf.,  4,000  ft;  tot.  hose.  10,000 
ft;  f.  al.,  Gamewell,  68  bx.;  val.  bldgs.,  $100,000; 
ezp.  dept,  $40,000;  tot  mem.,  47,  pd.  full  time 
18.  pd.   part  time  29. 

Wttsr  Supply — Src,  Metropolitan  water  supply, 
6  m.  bus.  cent;  sys.,  grav.;  res.  cap.,  1,600,000 
gals.,  loc.  Prospect  av.;  mains,  cem.  lined,  c.  L  ft 
wrt  i.,  67  m.,  1  to  16  in.  dia.;  288  hyd.;  622  v.; 
met.,  8,187;  4,467  serv.;  pipe,  wrt.  i.  ft  cem. 
lined;   pres.,  dom.  ft  f.   70  lbs.;  cons,  day,   1,600,- 

000  gals.;   cost,  $600,000;  wks.  owned  by  town. 

ROCHDALE,  p.  included  in  Leicester.     F.  dept — 

1  str.,  1  hose  cart;  wh.  al.;  12  voL 
ROCKLANO,  p.   6,928;   f.   area,  6,400  a.;   mere. 

bldgs..  bk.  ft  wd.,  2%  stor.;  priv.,  wd.,  IH  ft  2H 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F. 
dept. — 1  str.,  1  hand  eng.,  1  auto.  h.  ft  L  trk.,  1 
h.  ft  1.  trk.,  2  hose  car.,  reels,  ftc.,  8  hired  hrs.; 
hose,  cot,  rub.  lined,  gd..  8,600  ft;  inf.,  896  ft.; 
tot  hose,  8,806  ft;  f.  al.,  Oamewell.  80  bz.;  vaL 
equip.,  $15,000;  val.  bldgs.,  $4,600;  ezp.  dept, 
$6,000;  tot  mem.  70,  pd.  part  time;  undrs.  rating, 
second  class. 

Water  Supply — Src.,  pond,  6  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  867,168  gals.;  pump, 
eng.,  cap.  day  4,600,000  gals.;  mains,  iron,  22% 
m.,  4  to  16  in.  dia.;  148  hyd.;  08  v.;  met,  276; 
1,176  serv.;  pipe,  iron:  pres.,  dom.  76  lbs.,  f.  76 
lbs.;  cons,  day,  811,827  gals.;  cost,  $187,000; 
cost  mtce.,  $6,072.66;  wks.  owned  by  city. 

ROCKPORT,  p.  4,211;  f.  area,  4,260  a.:  mere, 
bldgs.,  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv,  F.  dept — 1  auto, 
comb.  c.  ft  h.  wag.,  2  str.,  4  c.  hand  ex.,  1  h.  ft 
L  trk.,  2  supply  wag.,  4  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  4,600  ft;  inf.,  800  ft;  tot  hose, 
4,800  ft;  f.  al.,  Oamewell;  val.  equip.,  $10,000; 
val.  bldgs..  $3,000;  ezp.  dept,  $2,200;  tot  mem., 
66.  pd.  full  time  6,  vol.  60. 

Vvatsr  Supply — Src,  pond,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  817,000  gals.;  dim., 
80  z  60,  loc  700  ft  station;  mat,  stl.;  2  pump, 
eng.,  class  comp.  dup.,  size  8zl6zl0zl8,  cap. 
day  2,000,000  gals.;  mains,  c  i.,  14^  m.,  4  to 
10  in.  dia.;  180  hyd.;  pipe,  galv.  i.;  pres.,  dom. 
80  lbs.,  f.  100  lbs.;  cons,  day,  827,481  gals.; 
cost  $176,000;  wks.  owned  by  town. 

ROYALSTON,  p.  008.  F.  dept— 1  c  eng..  1 
hand  eng.,  70  hand  ez.;  bell  al.;  27  voL 

RUTLAND,  p.  1,718;  f.  area,  8,840  a.;  mere 
bldgs.,  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 
24  c.  hand  ex.,  1  h.  A  1.  trk.,  1  auto,  trk.;  hose, 
cot.,  rub.  liiK-d,  gd..  1,000  ft.;  inf.,  300  ft.;  tot. 
hose.  1,300  ft.;  f.  al.,  bell;  val.  equip.,  $1,600;  val. 
bidirs.,  $1,000;  tot.  mem.,  30  vol. 

water  Supply — Src,  lake,  1^  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  221,000  gals.; 
mat,  iron;  2  pump,  eng.,  cap.  day  1,106,000  gals.; 
mains,  iron,  3\^  ni.,  4  to  12  in.  dia.;  27  hyd.; 
114  serv.;  65  met.;  5  v.;  pipe,  ffalv.  i.;  pres.,  dom. 
ft  f.  62  lbs.;  cost  $30,000;  cost  mtce.,  $1,800; 
wks.  owned  by  town. 

SALEM,  p.  48,607;  f.  area,  4,600  a.;  mere 
bldgs.,  bk.  ft  wd.,  2%  to  -5  stor.;  priv.,  bk.  ft  wd., 
2^  ft  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept, — A  .str.,  1 
chief's  auto.,  2  auto.  comb.  pump.  c.  ft  h.  wag.,  2 
auto.  comb.  c.  ft  hose  wag.,  30  c.  hand  ex.,  1  c. 
eng..  1  h.  ft  1.  trk.,  1  aer.  trk.,  3  hose  wag.,  16 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  14,3.'>0  ft.;  f.  al., 
Gamewell,  117  bx. ;  exp.  dept.,  $66,800;  tot.  mem. 
89,  pd.  full  time   42,  pd.  part  time  39,  vol.   8. 

Water  Supply — Src,  lake,  4  m.  bus.  cent;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  20,000,000  gw, 
loc    at    Beverly,   Mass.;    2    pump.    eng..   class  hor. 


comp.,  cap.  day  10,000,000  gals.;  mains,  c  L. 
lined,  69  m.,  4  to  86  in.  dia.;  640  hyd.;  925  v.; 
met.  249;  7,500  serv.;  pipe,  galv.  i.  ft  lead;  pres.. 
dom.  18  to  6t  lbs.,  f.  18  to  62  lbs.;  coos.  day. 
3,889,500  gals.;  cost.  $1,964,888.49;  cost  mtce.. 
$88,477;  wks.  owned  by  dty. 

SALISBURY,  p.  1,662;  mere  bldgs.,  wd.,  1  io 
8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  L 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 2  hand  eng.,  4  c  eng.,  18  c  hand  ez.,  1  h. 
ft  1.  trk.,  2  hose  car.;  nose,  rub.  lined,  gd., 
900    ft;    f.    al.,    bell;    val.    eouip.,    $2,000;     ezp. 

nt,   $824;   tot   mem.,   80  vol. 
Vater  Supply — Src,  wells,  ponds  ft  strms. 

SANDWICH,  p.  1,448;  mere  bldgs.,  wd.,  1%  ft 
2  stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs.  perm.;  no 
f^ks.  ft  combt.  ord.  F.  dept — 1  comb,  c  A  h. 
wag.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose,  linen,  gd. 
450  ft;  inf.,  60  ft;  tot  hose,  600  ft;  f.  aL,  bcH; 
tot.  mem.,  40  vol. 

Water  Supply — Src,  wells  ft  ponds,  supplied  by 
spr. 

SAUQUS,  p.  8,047;  f.  area,  11 9&  Bq,  m.;  mere 
bldgs.,  wd.  ft  bk.,  1  to  4  stor.;  priv.,  wd.,  2  Vi 
stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f.  izi«. 
F.  dept. — 26  c  hand  ez.,  1  auto.  comb,  c  lb  L 
trk.,  1  h.  ft  L  trk.,  8  hose  wag.;  hose,  oot,  mb. 
lined,  gd.,  6,000  ft;  f.  al.,  bell.  32  bz.:  vsL  equi|>.. 
$12,000;  val.  bldgs.,  $7,000;  ezp.  dept,  $4,600; 
tot.  mem.  56,  pd.  part  time  44,  vol.  12. 

Watsr  Supply — Src,  supplied  by  Lynn  Watervka. 
Co.,  8^  m.  bus.  cent.;  sys.,  pump  to  rets.;  stdp. 
cap.,  1,000,000  gtals.  (in  reserve  for  fire);  nuiixK. 
c.  i.,  48  m.,  4  to  16  in.  dia.;  209  hyd.;  615  met.; 
1.924  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  Ibs-. 
f.  100  lbs.;  cost,  $245,000;  wks.  ovmed  by  town. 

SAXONVILLE.     (See  Framingham.) 

SCITUATE,  p.  8,600;  f.  area,  4,600  a.;  mere 
bldga.,  wd.,  1  to  2%  stor.;  priv.,  wd.;  wd.  rfs. 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — S  h. 
ft  L  trk.,  80  c  hand  ez.,  2  hose  wag.,  6  hose  car.,  4 
hrs.;  hose,  6.600  ft;  f.  al.,  bell;  vaL  equip.,  $5,000; 
vaL  bldgs.,  $10,600;  ezp.  dept,  $1,000;  tot  mem., 
110. 

Watsr  Supply — Src,  pond  ft  wells,  in  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  276,000  k^lIs.; 
dim.,  25  z  75;  mat,  stl.;  4  pump,  eng.;  cap.  day. 
800,000  gals.;  mains,  c.  i..  SO  m..  4  to  12  in. 
dia.;  140  hyd.;  25  met;  1,000  serv.;  pipe.  galv. 
L;  pres..  dom.  ft  f.  65  lbs.;  cons,  day,  06,000 
gals.;    wks.   owned   by   private   Co. 

SECONK,  p.  2,807.     F.  dept — 1  c  eng.,  1   h.  ft 
L  trk.,  equipped  with  double  band  pumps  ft 
vaL  equip.,  $1,000;  vaL  bldgs.,  $6,000;  tot 
60  vol. 

Water  Supply — ^Wells  ft  riv. 

SHARON,  p.  2,060;  mere  bldgs.,  wd.,  2%  ft  S 
stor.;  priv.,  wd..  2  ft  2^  stor.;  wd.  rfs.  pecm.; 
no  fwks.  ft  combt  ord.  F.  dept — 1  comb.  b.  ft 
1.  wag..  2  c  hand  ez.,  1  hose  wag.,  1  hose  car.,  8 
hrs.,  nired;  hose,  cot,  rub.  lined,  gd.,  S,400  ft; 
inf.,  500  ft;  tot  hose,  2,000  ft:  f.  aL,  QameweD. 
18  bz.;  val.  equip.,  $1,600;  vaL  bldgs.,  $2,000; 
ezp.  dept,  $1,760;  tot  mem.  86,  pd.  part  time 

Water  Supply — Src,  spr.  ft  well,  2-8  nou  bus. 
cent;  sye,  pump  to  stdp.;  stdp.  cap.,  188,006 
gal-3.;  dim.,  20z80;  mat,  iron;  2  pump,  eng.,  claa 
comp.,  cap.  day  1,500,000  gals.;  mains,  e  ft  wrt 
i.,  18  m.,  2  to  12  in.  dia.;  116  hyd.;  127  v.;  met^ 
8;  522  serv.;  pipe,  lead;  pres.,  dom.  ft  f.,  S5  to 
93  lbs.;  cons,  day,  145,000  gala.;  cost  $116,000; 
cost  mtce.,  $8,800;  wks.  owned  by  town. 

SHEFFIELD,  p.  1,782;  mere  bldgs.,  wd.;  wd.  r& 
perm.;  no  fwke  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  hose  car.:  hose,  cot,  rub.  lined,  gd.,  SOi 
ft;  f.  aL,  bell;  tot  mem.,  SO  voL 

Water  Supply — Src,  spr.;  grsv.;  res.  oap.^  SOO,- 
000  gala.;  mains,  c  L,  6  m.,  4  to  8  in.  dia.:  tl 
hyd.;  100  serv.;  prea.,  dom.  46  lbs..  1  SO  lbs.; 
cost,  $28,000;  cost  mtce,  $800;  wks.  owned  bj 
Co; 

SHELBURNE  FALLS,  p.  1,616;  f.  area,  300  e: 

mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 1  str.,  1  band  eng.,  2  e  eng.,  8  e  band 
ez.,  1  h.  ft  L  trk.,  2  hose  car.,  2  hra.;  hoee,  oot. 
rub.  lined,  gd.,  8,000  ft;  inf.,  600  ft;  tot  bose 
8,600  ft;  I.  aL,  bell,  7  bz.;  vaL  equip.,  f 0,000; 
vaL  bldgs.,  $2,000;  ezp.  dept,  $1,000;  tot.  mesL, 
70  VOL 

Watsr    Supply — Src,    mounuin    watershed:    sys^. 
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fP>BV.;    stdp.    cap.,    7,000,000   gals.;    mains,   wrt.    i.,  ! 

10  4-5   m.,   2   to   10   in.   dia.;   63  byd.;   pres.,  dom.  • 

110  to  130  lbs.,  f.  140  to  150  lbs.;  cost,  $88,000;  ! 
wka.   owned   by   Co. 

SHERBORN,  p.  1,879;  mere.  bldgB.,  wd.    F.  depi.    I 

— 20  c.  hand  ex.;  f.  al.,  bell;  tot  mem.,  10  vol.        I 

Water  Supply — Not  reported.  ' 

SHIRLEY,  p.  1,692;  f.  area,  9,328  a.  F.  dept. — 
1  hand  eng.,  1  c.  eng.,  16  c.  hand  ex.,  1  h.  &  1. 
*trk.,  1  hose  car.,  2  brs.,  hired;  hose,  cot.,  rub. 
lined,  gd.,  1,900  ft:  rub.,  gd.,  1,000-  ft;  inf.,  200 
ft;  tot  nose,  8,100  ft;  f.  al.,  Gamewell,  8  bz.; 
val.  equip.,  $1,500;  val.  bldgs.,  $1,800;  exp.  dept, 
$700;  tot  mem.  13,  pd.  part  time. 

Water  Supply — Src,  well,  H  m.  bus.  cent;  svs., 
pump  to  res.  ft  dir.;  res.  cap.,  200,000  gals.,  loc 
H  m.  cent  of  town;  1  pump,  eng.,  class  trip.,  cap. 
day,  120,000  gals.;  mains,  c.  i.,  6.99  m.,  6  to  10 
in.  dia.;  80  hyd.;  78  v.;  met.,  246:  247  scrv.; 
pipe,  iron  &  cem.  lined;  pres.,  dom.  a  f.  75  lbs.; 
cons,  day,  66,227  gals.;  cost,  $56,284;  cost  mtce., 
$2,158;    wks.    owned   by   Tillage. 

SHREWSBURY,  p.  1,866;  mere,  bldgs.,  wd.,  2 
stor.;  priv.,  wd.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. 
— 2  hand  eng.,  11  c.  hand  ex.,  1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  inf., 
250  ft;  tot  hose,  1,250  ft;  f.  sL,  wh.;  exp.  dept, 
$100;    vol. 

Water  Supply — Src.,  wells.  In  bus.  cent;  tya., 
pump  to  tk.;  res.  cap.,  216,000  gals.;  pump,  eng., 
cap.  day  18,000  gals.;  mains,  c.  i.,  1  m.j  2  hyd.; 
pres.,  dom.  86  lbs.,  f.  85  lbs.;  cost,  $6,000;  cost 
mtce.,  $600;  wks.  owned  by  town. 

SOMERSET,  p.  2,798;  bldgs.,  wd.,  2%  stor.; 
wd.  rfs.  perm;  causes  of  f.  inv.  F.  dept — 1  str., 
1  h.  ft  L  trk.,  1  c.  eng.,  1  hose  car.,  reel,  ftc; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  aL,  bell; 
vaL  equip.,  $4,000;  exp.  dept,  $200;  tot  mem., 
65  vol. 

Water  Supply — Src.,  riv.,  near  bus.  cent  Wm 
inatsll  artesian  wells,  with  pumps,  tk.,  ftc.,  for 
water  supply  of  town. 

SOMERVILLE,  p.  77,286;  f.  area,  2,240  a.; 
mere,  bldgs.,  bk.  ft  wd.,  1  to  10  stor.;  priv.,  wd., 
2%  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 4  str.,  1  c.  eng., 
40  c.  hand  ex.,  8  h.  ft  1.  trk.,  6  comb.  c.  ft  h.  wag., 
1  comb.  h.  ft  L  trk.,  2  hose  wag.,  SO  hre.;  hoee, 
rub.  lined,  gd.,  12,000  ft.;  f.  al.,  Garoewell,  127 
bx.;  val.  equip.,  $95,000;  val.  bldgs.,  $200,000; 
exp.  dept,  $107,000;  tot  mem.  94,  pd.  full  time 
76,  pd.   part  time  1.8. 

Water  Supply — Src,  riv.;  mains,  c.  i,  97  m., 
4  to  20  in.  dia.:  1,100  hyd.;  1,640  v.;  met,  7,160; 
12,600  serv.;  pipe,  lead  ft  wrt.  i.;  pres.,  dom.  ft  f. 
86  to  100  lbs.;  cost,  $950,000;  cost  mtce.,  $80,- 
000;  wka.  owned  by  city. 

8OUTHBOR0,  p.  1,981.  F.  dept — 2  c  eng., 
1  hand  eng.,  36  hand  c  ex.,  2  h.  ft  1.  trk.,  1  hose 
car.;  hose,  1,000  ft;  tot  mem.,  75,  pd.  part  time; 
val.   equip.,   $2,000;   exp.   dept,   $500. 

Water  8upply-~Src,  wells. 

SOUTHBRIDQE,  p.  12,692;  mere,  bldgs.,  stn., 
bk.  ft  wd.,  8  to  6  stor.;  priv.,  stn.,  bk.  ft  wd.,  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of 
f.  tnv.  F.  dept — 1  comb.  h.  ft  c.  wag..  2  str.,  1 
hand  eng.,  4  c.  hand  ex.,  2  h.  ft  1.  trk.,  2  hose 
wag.,  8  nose  car.,  14  hrs.;  hose,  cot,  rub.  lined, 
gd.,  8,800  ft;  inf.,  160  ft;  tot  hose,  8,950  ft; 
F.  aL,  wh.,  28  bx.;  val.  equip.,  $12,000;  val.  bldgs., 
$40,000;  exp.  dept,  $5,620;  tot.  mem.  65,  pd. 
part  time. 

Water  Supply — Src,  Metropolitan,  8  m.  bus. 
cent;  sys.,  grav.;  4  res.,  cap.  856,694,000  gals., 
loc  1  m.  cent  of  town;  mains,  c  L,  4  to  16  in. 
dia.;  106  byd.;  met,  19;  968  serv.;  pipe,  galv.  L 
ft  lead:  pres.,  dom.  75  to  112  lbs.,  f.  78  to  112 
lbs.;  wks.  owned  by  Co. 

SOUTH  OARTMOUTH.  p.  5,000.  F.  dept — 1 
comb.  auto.  &  c.  wag.;  val.  equip.,  $2,500;  val. 
bldjcs.,   $.1,000;   vol. 

No  Wator   Works. 

SOUTH  FIELD — ^F.  dept.  not  reported. 

Water  Supply — Src,  brook,  village  mills;  sys., 
grav.;  stdp.  cap.,  500  gals.,  loc.  1  m.  east  village; 
mains,  iron,  2  in.  dia.;  40  serv.;  pipe,  iron;  pres., 
dom.  60  lbs.,  f.  80  lbs.;  cost,  $1,000. 

SOUTH    FRAMINOHAM,      (See    Framingham.) 
Water  Supply — Src,  pond,  1  m.  bus.  cent;  17s., 

5rav.,   pump   to   stdp.;    stdp.    cap.,    750,000   gals.; 
im.,  40  X  81,  loc  on  hill;  mat,  stl.;  2  pump,  eng.. 


cap.  day  1,600,000  gals.;  mains,  c  i.,  2  to  16  in. 
dia.;  168  hyd.;  met,  849:  1,526  serv.;  pipe,  lead  ft 
galv.  L;  pres.,  dom.  90  lbs.,  f.  90  lbs.;  cons,  day, 
600,000  gals.;  wks.  owned  by  Go. 

SOUTH  HADLEY  FALLS,  p.  4,894;  f.  area,  2,- 
500  a.;  mere  bldgs.,  wd.,  8  stor.;  priv.,  wd.,  2^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;    causes   of   f.    inv.     F.    dept — 2   c   hand   ex., 

1  h.  ft  L  trk.,  1  hose  wag.,  3  hose  car.,  4  hrs.; 
hose,  cot,  rub.  lined,  gd.,  3,600  ft.;  inf.,  600  ft; 
tot.  hose,  4,000  ft;  f.  aL,  bell,  12  bx.;  exp.  dept, 
$1,200;  tot.  mem.  35,  pd.  part  time  25,  vol.  10. 

Water  Suppfy — Src,  brook  and  wells;  sys.,  grav.; 

2  res.;  res.  cap.,  89,000,000  gals.;  mains,  iron, 
16  >^  m.,  4  to  12  in.  dia.;  121  hyd.;  62  v.*  met. 
37;  600  serv.;  pipe,  lead;  pres.,  dom.  37  lbs.,  f. 
70  lbs.;  cost,  $101,000;  cost  mtce.,  $3,000;  wks. 
owned  by  f.  district 

SPENCER,  p.  6,740:  mere  bldgs..  bk.  ft  wd., 
2  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
2  str.,  1  c  eng.,  17  c  hand  ex..  1  h.  ft  1.  trk.,  1 
hose  wag.,  2  nose  car.,  reels,  sc,  8  hrs.,  hired; 
hose,  cot,  rub.  lined,  gd.,  6,000  ft;  f.  aL,  Game- 
well  ft  telp.;  val.  equip.,  $15,<000;  val.  bldgs.,  $10,- 
000;  exp.  dept,  $4,000;  tot.  mem.  75,  pd.  part 
time;   undrs.   rating,    second   class. 

Water  Supply — Src,  pond,  3  m.  bus.  cent;  sys., 
grav.  to  stdp.;  stdp.  cap.,  860,000  gals.;  mains, 
cem.  ft  L,  17  m.,  2  to  10  in.  dia.;  108  hyd.;  839 
met.;  885  serv.;  pres.,  dom.  ft  f.  60  to  120  lbs.; 
cone,  day,  170,000  gals.;  cost,  $272,000;  cost 
mtce.,  $2,000;   wks.  owned  by  town. 

SPRINGFIELD,  p.  88,926;  mere  bldgs.,  stn.  ft 
bk.,  1  to  7  stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
mv.  F.  dept — 8  str.,  86  c  hand  ex.,  4  aer.  trk., 
8  h.  ft  1.  trk.,  18  comb,  c  ft  h.  waff.,  86  hrs.;  hose, 
cot,  rub.  lined,  gd.,  28,000  ft;  f.  al.,  elec,  207 
bx.:  vaL  equip.,  $814,788;  vaL  bldgs.,  $862,600; 
exp.  dept,  $240,000;  tot  mem.  177,  pd.  full  time 
174,  pd.  part  time  8. 

Water  Supply — Src,  Little  riv.,  14  m.  bus.  cent; 
ays.,  grav.;  res.  cap.,  2,600,000,000  gals.,  loc 
beyond  Westfleld;  mains,  wrt.  i.,  c.  i.  ft  stl.,  219 
m.,  4  to  54  in.  dia.;  1,970  hyd.;  5,414  v.;  met, 
14,023;  14,642  serv.;  pipe,  galv.  <k  wrt.  L;  pres., 
144  lbs.;  cons,  day,  10,129,000  gals.;  cost,  $5,- 
S8<4,087;  cost  mice.,  $129,762;  wks.  owned  by 
city. 

STERLING,  p.  1,315;  mere,  bldgs.,  wd.,  2  stor.; 
priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  gasoline 
eng.,  3  hand  eng.,  16  c  hand  ex.,   1  h.  ft  L  trk.. 


8  hose  reels;  hose,  cot.  rub.  lined,  gd.,  1,400  ft.; 

18 ;   f.  aL,  "   " 
val.  equip.,  $4,000;  tot  mem.,  21  voL 


vaL  bldgs.,   $1,500;   exp.   dept,  $528;   f.  al.,  bell; 
1.  equip.,  $4,000;  tot  mem.,  21  voL 
Water   Supply — Src,    wells.     No   waterwks.    sys. 


STOCKBRmOE,  p.  2,081:  f.  area,  2,240  a.; 
mere  bldgs.,  bk.  ft  wd.,  8^  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  chief's  auto.,  4  c.  hand  ex., 
1  h.  ft  I.  trk.,  3  hose  car.;  hose,  cot.,  rub.  lined, 
gd..  2,500  ft;  f.  al.,  bell;  vaL  equip.,  $2,500;  val. 
bldgs..  $2,000;  exp.  dept,  $50;  tot  mem..  35  voL 

Water  Supply — Srs.,  lake,  2H  m.  bus.  cent; 
sys.,  pump  to  stdp.;  2  stdps.,  cap.  260,000  gala.; 
6  pump,  eng.,  cap.  day  1,400,000  gals.;  mains, 
c  1.,  7  m.,  6  to  10  in.  dia.;  41  hyd.;  pres.,  dom. 
90  lbs.,  f.  90  lbs.;  cons,  day,  800,000  gala.;  wks. 
owned  by  Co. 

STONEHAM,  p.  7,090;  mere  bldgs.,  bk.  ft  wd., 

1  to  5  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  ft  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  supply  wag., 
8  c.  hand  ex..  1  h.  ft  1.  trk.,  1  hose  was.,  1  avto. 
comb,  c  ft  h.  wag.;  hose,  cot,  rub.  lined,  gd., 
4,500  ft:  inf.,  1,600  ft;  tot  hose,  6,000  ft;  t 
al.,  bell  k  wh.,  28  bx.;  vaL  eauip.,  $18,000;  vaL 
bldgs.,  $5,000;  exp.  dept,  $5,400;  tot  mem.  46, 
pd.  full  time  1,  pd.  part  time  44. 

Water  Supply — Src,  Metropolitan,  1  m.  bus. 
cent;  «ys.,  pump  to  res.;  res.  cap.,  2,500.000  gals.; 

2  pump,  eng.,  cap.  day  80,000,000  gals.;  mains, 
c  1.,  cem.  lined,  26  m.,  4  to  20  in.  dia.;  110  hyd.; 
met.,  400;  1,440  serv.;  pipe,  lead  lined  ft  iron; 
pres.,  dom.  70  lbs.,  f.  70  lbs.;  cost,  $1-25,000;  cost 
mtce.,  $18,000;  wks.  owned  by  town. 

STOUGHTON,  p.  6,816;  f.  area,  1,280  a.:  mere 
bldgs.,  wd.,  2  to  8  stor.;  priv.,  wd.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.     F.   dept. — 1   str.,   16   c   hand   ex.,   1   h.  ft  1. 
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trk.,  1  hose  wag.,  1  bose  reel;  hose,  cot.,  rub. 
lined,  gd.,  8,000  ft;  inf.,  500  ft;  tot  bose,  8,600 
ft;  f.  al.,  Gamewell,  21  bx.;  val.  equip.,  $11,000; 
vaL  bldgs.,  $75,000;  exp.  dept,  $5,000;  tot  mem,. 
40.  pd.  part  time. 

water  Supply — Src,  pond;  sya.,  grav.  ft  pump 
to  stdp.;  Btdp.  cap.,  S  18,000  gala.;  dim.,  80  x  60; 
mat,  iron:  2  pump,  eng.,  cap.  dav  2,000,000  ffals.; 
mains,  c.  i.,  26  2-8  m.,  4  to  12  m.  dia.;  806  nyd.; 
met,  820;  1,210  serv.;  pipe,  iron;  prea.,  dom.  40 
lbs.,  f.  25  to  100  lbs.;  cons,  day,  246,660  giila.; 
cost,  $308,506;  cofit  mtce.,  $115,351;  wks.  owned 
by  town. 

STURBRIDQE.  p.  1,974.     F.  dept— ^  c.  eng..  S 
hose  reels,    12  band   ex.;   T«aL   equip.,  $700;  voL 
Watar  Supply — Src,  wells  ft  apr. 

SUNDERLAND,  p.  010.  F.  dept— 20  hand  ex., 
300  ft  hose;  val.  equip.,  $60;  voL 

SWAMPSCOTT,    p.    6,024;    f.    area,    1,676    a.; 

mere,  bidgs.,  wd.,  1  to  3  stor. ;  priv.,  wd.,  1^  to 
3  etor. ;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  chief's 
auto.,  1  auto.  comb.  c.  ft  h.  wag.,  1  str.,  1  c.  eng., 
10  c.  hand  ex.,  1  ly  ft  L  trk.,  12  hose  wag.,  3 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  7,000  ft.;  rub., 
gd.,  500  ft.;  tot  hose,  7,500  ft;  f.  al.,  Gamewell, 
34  bx.;  val.  equip.,  $80,675;  val.  bldgs.,  $24,000; 
exp.  dept,  $20,000;  tot.  mem.  42,  pd.  full  time  9, 
pd.  part  time  25,  vol.   8. 

Water  Supply — Src.,  Metropolitan,  90  m.  bua. 
cent;  ays.,  pump  dir.  to  mains;  atdp.  cap.,  700 
gals,  min.;  dim.,  65  x  40;  mat,  atl.;  2  pump,  eng., 
cap.  day  1,256,000  gals.;  mains,  c  i,  30  m.,  4  to 
12  in.  dia.;  168  hyd.;  298  ▼.;  1.700  aerv.;  pipe, 
alT.  i;  prea.,  dom.  76  lbs.,  f.  84  Iba.;  coat,  $180,< 
79;  cost  mtce.,  $7,260;  wks.  owned  by  town. 

TAUNTON,  p.  34,259;  f.  area,  43  sq.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  5  stor. ;  priv.,  wd.,  2  to  5 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  5  comb, 
c.  ft  h.  wag.,  1  auto.  comb.  c.  ft  h.  wag.,  40  c. 
hand  ex.,  3  h.  ft  1.  trk.,  1  aer,  trk.,  3  ho9e  wag.,  3 
hoee  oar.,  19  hrs.;  hosie,  cot,  rub.  lined,  gd.,  16,100 
ft:  inf.,  300  ft.;  tot  hose,  lo,400  ft;  f.  aL,  Game- 
well,  130  bx.;  val.  equip.,  $145,000;  vaL  bldgs., 
$7-5,000;  exp.  dept,  $51,000;  tot  mem.  1.18,  pd. 
full  time  32,  pd.  part  time   50,  vol.  86. 

Water  Supply — Src,  Lakeville  ponds,  10  m.  bus. 
cent;  sys.,  dir.  prea.;  4  pump,  eng.,  cap.  day  22,- 
000,000  gals.;  mains,  c.  i.,  95.47  m.,  4  to  20  in. 
dia.;  1,065  hyd.;  772  v.;  met,  3,424;  5,755  serv.; 
pipe,  wrt.  i.  cem.  lined;  pres.,  dom.  70  lbs.,  f.  100 
lbs.;  cons,  day,  2,215,793  gals.;  cost,  $1,537, lai; 
cost  mtce.,  $43,000;  wks.  owned  by  city. 

TEMPLETON.  p.  3.766;  f.  area,  2,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1^  to  3  stor.;  priT.,  bk.  ft  wd., 
1%  to  2%  stor.;  wd.  rfs.  perm,  m  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  tnv.  F.  dept — 2  str., 
4  hand  eng.,  6  c.  hand  ex.,  1  h.  ft  I.  trk..  2  hose 
wag.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  6,400 
ft.;  inf.,  1,000  ft;  tot  hose,  6,400  ft;  f.  al.,  bell 
ft  wh.,  8  bx.;  val.  equip.,  $12,600;  val.  bldgs., 
$6,000;  exp.  dept,  $3,300;  tot  mem.  156,  pd.  part 
time  ft  vol. 

Water  Supply — Src,  riv.  ft  wells. 

TEWKSBURY,  p.  8,750;  f.  area,  1,200  a.  F. 
dept — 1  hose  wag.,  ladders,  ftc.;  80  hand  ex.;  vaL 
equip.,  $^1,500;  exp.  dept.,  $200  to  $300;  vol. 

Water  Supply — No  wka. 

THREE  RIVERS,  p.  2,500;  f.  area,  1  sq.  m. 
mere,  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  1^  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk., 
1  hose  reel.  c.  hand  ex.,  8  nozeela,  ladders,  ropes, 
hand  ex..  ftc:  hose,  cot,  rub.  lined,  gd.,  1,600 
ft;  f.  ai.,  bell,  7  bx.;  val.  equip.,  $6,500;  tot. 
mem.,  18,  pd.  part  time. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  1,000,000  gals.;  2  pump, 
eng.;  cap.  min..  2.000  gals.;  mains,  1  m.;  prea..  f. 
60  to  125  lbs.;  wks.  owned  by  Co.  ft  city. 

TOPSFIELD,  p.  1,150;  mere  bldgs.,  wd.,  2  ft 
8  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs.  perm,  in  f. 
area;  fwka.  ord.;  causes  of  f.  inv.  F.  dept.^-8 
c  hand  ex.,  1  h.  ft  1.  trk.;  f.  al.,  bell;  vaL  equip., 
$1,500;  val.  bldgs..  $860;  exp.  dept,  $160;  tot. 
mem.  8,  pd.  part  time. 

Water  Supply — Src,  wells  ft  springs. 

TOWNSEND.  p.  1,772.  F.  dept— 2  atr.,  1  hand 
eng.,  64  c  hand  ex.,  2  bose  car.;  hoae.  cot,  rub. 


lined,  gd.,  2,600  ft;  exp.  dept,  $1,000;  tot 
60  voL 

Water  Supply — Src,  rir.,  in  bus.  oent;  rei 
15,000  gals.:  pump,  enr.,  cap.  day,  860,000 
wks.  owned  by  private  Uo. 

TURNER'S  FALLS,  p.  6,600;  f.  area,  640  a.; 
bldgs.,  bk.  ft  wd.,  1,  2  ft  8  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt  ord.  F.  dept. — 1  h.  ft  1.  trie, 
1  comb,  c  ft  h.  wag.,  4  hoae  carts;  hoee,  oot,  nib. 
lined,  gd.,  8,800  ft;  f.  al..  elec,  16  bx.;  eqt.  de|»t, 
$1,200;  tot  mem.  86,  pd.  part  time 

Water  Supply — Src,  lake,  6  m.  bus.  cent;  aja^ 
pump  to  res.;  rea.  cap.,  1,270,000  gala.,  loc  at 
Willa  Hill  in  Montague;  2  pump,  eng.,  cap.  day  S,- 
000,000  gala.;  mains,  c  i.,  16  m.,  2  to  16  in.  dia.; 
90  hyd.;  136  v.;  met,  82;  640  serv.;  pipe,  galv.  i.; 
prea.,  dom.  60  to  186  lbs.,  f.  60  to  186  lbs.;  eona. 
day,  «18,004  gals.;  cost,  $lo«,089;  cost  mtce. 
$6,588;  wks.  owned  by  f.  district 

UPTON,  p.  2,000;  f.  area,  8,200  a.;  mere,  bldga., 
wd.,  IH  stor.;  priv.,  wd.,  1%  stor.;  wd.  rtm.  pens. 
in  f.  area;  fwka.  ft  oombt  ord.;  oauaea  of  f.  lor. 
F.  dept — 1  atr.,  1  hand  eng.,  1  hose  waff.*  6  c 
hand  ex.,  1  h.  ft  L  trk..  1  aer.  trk.,  1  hoae  ear.,  6 
bra.;  boae.  cot,  rub.  lined,  gd..  1,600  ft;  f.  •!.« 
wh.  ft  bell,  6  bx.;  vaL  equip.,  $2,000;  rnL  bldgai, 
$2^00;  exp.  dept,  $844;  tot  mem.,  88,  pd.  pan 
time. 

Water  8upply^-43re.,  apr.  ft  weDa;  no  watcnvkai 
sys. 

UXBRIDQE,  p.  4,671;  mere  bldga..  bk.  ft  ^vd.,  S 
stor.;  priv.,  wd..  2  stor.;  wd.  rfa.  penn.  in  f.  area; 
fwka.  ord.;  causes  of  f.  inv.  F.  dept — 2  hand  eog.^ 
1  e  eng.,  14  e  band  ex.,  1  h.  ft  L  txk.,  7  hose  ear.; 
hoae.  cot,  rub.  lined,  gd.,  8,000  ft:  inf.,  100  ft; 
tot  hose,  8,100  ft;  f.  al.,  wh.:  val.  bldgs.,  $2,600; 
exp.  dept,  $1,490;  tot  mem.  68,  pd.  part  time 

Water  Supply— -Src,  spr.,  1%  m.  bus.  cent; 
sya.,  0rav.  ft  pump  to  res.;  res.  cap.,  900,000 
nJs.;  IOC.  on  hill;  2  pump,  eng.,  dasa,  tx^.;  cap. 
day,  900,000  gals.:  maina,  c  l,  12  1-6  m.,  6  to 
12  in.  dia.;  180  hyd.;  119  v.;  met,  S56;  428 
serv.;  pres.,  f.  60  to  128  lbs.;  cons.  day.  210,000 
gals.;  cost,  $130,600;  cost  mtce,  $6,841;  wka. 
owned  by  city. 

VINEYARD    HAVEN,   p.    806;   f.   area.    160    e; 

mere  bldga.,  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  perm.  F.  dept — 2  h.  ft  L  trk.,  Z  hose 
car.;  hoae,  cot,  rub.  lined,  gd.,  1,600  ft:  L  sL, 
bells;  val.  equip.,  $1,600;  exp.  dept,  $160;  tot 
mem.,  52  vol. 

Water  Supply— ^Sre,  apr.:  vya.,  pump  to  stdp.; 
stdp.  cap.,  117,600  gala.;  dim.,  20  z  60;  2  pmopL 
eng.,  class  comp.  cond.,  cap.  day  2,000,000  gals.; 
maina,  e  L,  9^  m.,  4  to  14  in^  dia.;  46  hyd.;  100 
v.;  met,  4;  450  serv.;  pipe,  lead  ft  galv.  i;  pres.. 
dom.  40  lbs.;  f.  40  to  80  lbs.;  cost,  $100,000;  cost 
mtce,  $2,500;  wka.  owned  by  city. 


WAKEFIELD,  p.  11,404;  f.  area,  4,000  a.; 
bldga.,  wd.  ft  bk.,  1  to  6  ator.;  priv.,  wd.,  2  to  8 
ator.;  wd.  rfa.  perm.  In  t  area;  fwks.  ft  eombt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  atr..  li  c. 
hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  2  auta  comb, 
c  ft  h.  wag.,  1  auto,  triple  comb.  pump,  eng.; 
hose,  cot,  rob.  lined,  gd..  5,000  ft;  inf.,  8,000 
ft;  tot.  hose,  13,000  ft;  i.  al.,  Gamewell,  50  bx.; 
val.  equip.,  $30,000;  val.  bldgs.,  $25,000;  <>xp. 
dept,  $12,000;  tot  mem.  62,  pd.  full  time  S,  pd. 
part  time  46. 

Water  Supply — Src,  lake.  1  m.  bua.  cent;  ssbl, 
pump  to  atdp.  ft  dir.:  atdp.  cap.,  666,000  gals.; 
dim.,  40  X  62;  mat,  iron;  2  pump,  eng.,  cap.  d«r 
8,800,000  gala.;  maina,  cem.  lined  ft  iron,  47 
m.,  2  to  16  in.  die;  148  hyd.;  met,  1,800;  t,S00 
serv.;  pipe,  iron  ft  lead;  prea.,  dom.  87  lbs.,  f.  87 
lbs.;  cone  day,  666,919  gale:  cost,  $tS5,000; 
cost  mtce,  $14,4(00;  wks.  owned  by  town. 


WALPOLE,  p.  4,892;  f.  area,  4,480  a.;  m 
bldge,  stn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  2 
stor.;  wd.  rfe  perm.;  fwka.  ft  combt  ord.;  cm 
of  f.  inv.  F.  dept — 1  hand  eng.,  12  e  hand 
2  h.  ft  I.  trk.,  3  hose  wag.,  2  hoae  reela,  4 
hoae,  cot,  rub.  lined,  gd.,  8,600  ft;  inf.,  600  ft; 
tot  hose,  4,000  ft;  f.  ai,  bell  ft  wh.,  46  bx.; 
val.  equip.,  $4,600;  val.  bidn.,  $16,000;  exp. 
dept,  $8,500;  tot.  mem.,  60,  pd.  part  time 

Water  Supply — Src,  wella,  IH  m.  bne  eent; 
sya.,  pump  to  stdp.  ft  dir.;  atdp.  cap.,  750,000 
sale;  dim.,  40  x  46,  26  x  46,  20  x  86:  mat,  stL; 
2  pump,  eng.,  dasa,  oomp.  dap.;  cap.  da7,  l,500v 
000  gals.;  maina,  e  i.,  29.44  m.,  6  to  12  in. 
219  hyd.;   116  ▼.;  met,   700;    1,026 
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cement  lined;  pres.,  dom.  ft  f.  76  Ibe.;  cons,  day, 
664,187  gala.;  cost,  $180,000;  cost  mtce.,  $6,000; 
wks.  owned  by  town. 

WALTHAM,  p.  27,884;  f.  srea,  7,664  s.;  mere. 
bldgB.,  ilk.  ft  wd.,  2  to  >5  stor.;  priv.,  wd.,  2  to 
3  fltor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 2  str.  (.1  in 
reserve),  2  c.  en^r.  (1  in  reserve),  18  c.  band 
ex.,  1  b.  ft  1.  trk.,  1  aer.  trk.,  1  comb.  c.  ft  h. 
WBg.,  1  auto.  comb.  pump,  eng.,  2  auto.  comb, 
c.  ft  h.  w«g.,  1  chief*s  auto.,  V2  bra.;  hoae.  cot., 
rub.  lined-,  gd.,  10,000  ft.;  f.  al.,  Ctamewell,  101 
bx.;  val.  equip.,  $45,000;  val.  bldgs.,  $65,000; 
exp.  dept.,  $85,000;  tot.  mem.  79,  pd.  full  time 
28,  pd.  part  time  66. 

Water  Supply — Src.,  2  wells,  1%  m.  bus.  cent.; 
syts.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  2,000,000 
gals.;  res.  cap.,  6,000,000  gals.;  4  pump,  eng., 
cap.  day  12v500,000  gals.;  mains,  c  !.,  68.7  m., 
2  to  24  in.  dia.;  505  h>'d.;  met.,  1,426;  4,116 
serv.;  pipe,  wrt.  ft  ^v.  i.;  pres.,  dom.  ft  f.  10  to 
91  lbs.;  cons,  day,  2,500,000  gals.;  cost,  $970,000; 
cost  mtce.,   $38,500;   wks.  owned  by   city. 

WARE,  p.  8,774;  mere,  bldge.,  bk.,  2  ft  8  ttor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area:  fwks. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str..  1  hand 
eng.,  1  c.  eng.,  2  c.  hand  ex.,  1  h.  ft  L  trk.,  1  aer. 
trk.,  7  hose  car.,  1  auto.  comb.  c.  ft  h.  wag.,  4 
bra.;  hose,  cot.,  rub.  lined,  gd.,  4,500  fl;  f.  aL, 
Qamewell,  19  bz.;  val.  equip.,  $1,200;  vaL  bldgs., 
$800;  exp.  dept.,  $5,600;  tot.  mem.,  120  vol. 

Water  Supply— -Src,  well;  eye.,  pump  to  res.; 
res.  cap.,  1,557,668  gals.;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  1,500,000  gals.;  maina,  12.87 
m.,  4  to  12  in.  dia.;  125  hyd.;  184  v.;  met.,  778; 
908  serv.;  pipe,  wrt  1.;  pres.,  dom.  40  lbs.,  f.  86 
to  100  lbs.;  cone,  day,  409,514  gals.;  cost,  $187,- 
843;  cost  mtce«  $9,975;  wks.  owned  by  town. 

WAREHAM,  p.  4,102.  F.  dept— 1  h.  ft  1.  trk., 
S  tiose  carts,  8  hand  ex.;  f.  al.,  wh.,  15  bx.;  exp. 
dept.,  $550;  tot.  mem.,  48  vol. 

Water  Supply — Src,  wells,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  dim.,  20  z  100  ft;  mat,  stl.: 
2  pump,  eng.;  c.  i.  mains,  4  to  10  in.  dia.;  86 
hyd.;  met,  75;  220  serv.;  pipe,  wrt  L;  pres.,  dom. 
60  lbs.,  f.  60  lbs.;  cost,  $59,000;  wks.  owned  by 
city. 

WARREN,  Worcester  Co.,  p.  4,188:  mere,  bldgs., 
bk.  ft  wd.,  8  ft  4  stor.;  priv.,  wd.,  2H  stor.:  wd. 
rfs.  perm.  F.  dept — 2  str.,  1  hand  eng.,  z4  c. 
hand  ex.,  2  h.  ft  1.  trk.,  2  hose  wa«r.,  4  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  6,000  ft;  inf.,  1,000 
ft;  tot  hose,  6,000  ft;  f.  al.,  Qamewell,  18  bx.; 
vaL  equip.,  $11,800;  val.  bldgs.,  $6,000;  exp.  dept, 
$2,900;   tot  mem.   66,  pd.  part  time. 

No  water  supply. 

WATERTOWN,  p.  12,876;  f.  area,  2,061  a.; 
mere,  bldgs.,  bk.  ft  wd.,  8  to  6  stor.;  priv.,  wd.  ft 
cem.,  2%  stor.;  wd.  rfs.  perm.;  causes  of  f.  inv. 
F.  dept. — 1  comb,  trk.,  1  auto.  comb.  c.  ft  hose 
wag.,  1  supply  waff.,  1  str.,  1  hose  wag.,  8  hrs.; 
hose,  cot,  rub.  lined,  gd.,  8,700  ft;  c.,  400  ft:  inf.. 
1,850  ft;  tot  hose,  5,450  ft;  f.  al.,  Qamewell,  46 
bz.;  val.  equip.,  $28,900;  val.  bldgs..  $48,600; 
exp.  dept,  $17,000;  tot  mem.  28,  pd.  full  time  8, 
pd.  part  time  20. 

Water  Supply — €rc.,  metropolitan;  sys.,  dir.  pres.; 
nuiins,  cem.  ft  c.  i.,  46.65  m.,  2  to  16  in.  dia.; 
3'79  hyd.;  586  v.;  2,622  met;  2,798  serv.;  pipe, 
c.  i. ;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons,  day, 
1,02'5,285  gals.;  cost,  $568,711;  cost  mtce.,  $21,- 
676;  wks.  owned  by  city. 

WAVERLY,  p.   4,500;  part  of  Belmont 

WAYLAND,  p.  2,220;  mere  bldgs.,  wd.,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt  ord.  F.  dept. — 2  c.  hand  ex.,  1  h.  ft  1. 
trk.,  2  h'ose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600 
ft;  leather,  gd.,  600  ft.;  tot  hose,  2,100  ft;  f. 
al.,  elec,  9  ox.;  val.  equip.,  $8,000;  val.  bldgs., 
$2,000;  exp.  dept,  $400;  tot  mem.,  48  vol. 

Watsr  Supply — Src  not  stated;  sys.,  grav.  ft 
pump  dir.:  mains.  5  m.,  4  to  10  in.  dta.;  S3  hyd.; 
12  v.;  pres.,  f.  88  Ibs^  cost,  $29,000;  cost  mtce., 
$300;  wks.  owned  by  Co. 

WEBSTER,  p.  .ri,50^;  f.  area,  9,6)12  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  wd.,  3  stor.; 
wd.  rfs.  perm,  in  f.  area:  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  19  c.  hand  ex.,  1  h.  ft  L 
trk.,  2  hose  wag.,  1  auto.  comb.  c.  ft  h.  wag.,  2 
hose  car.,  6  hrs.;  hose,  cot.,  rub.  lined,  gd.,  <6,000 
ft;  f.  al.,  Gamewell,  '29  bx.;  val.  equip.,  $15,2150; 


vtal.  bldgs.,  $li5,000;  exp.  dept,  $6,400;  tot.  mem. 
65,  pd.  part  time. 

Water  Supply — Src.,  spr.  ft  wetls,  %  m.  bus. 
eent;  sys.,  pump  to  stdp.:  stdp.  cap.,  600,000  gals.; 
dim.,  80  z  100;  mat,  iron;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  2,040,000  gals.;  mains,  c  i., 
22  m.,  4  to  16  in.  dia.;  177  hyd.;  100  v.;  met,  708; 
1.185  serv.;  pipe,  galv.  L;  pres.,  dom.  66  to  110 
lbs.,  f.  66  to  110  lbs.;  cons,  day,  478,^7  gals.; 
cost,  $208,900;  cost  mtce.,  $9,626;  wks.  owned 
by  town. 

WELLESLEY,  p.,  6.418;  f.  area,  7,500  a.;  mere 
bldgs.,  bk.,  sin.  ft  wd.,  2H  to  8  stor.;  priv.,  bk., 
stn.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.:  causes  of  f.  inv.  F.  dept. — 
1  auto.  comb.  c.  ft  n.  wag.,  1  comb.  c.  ft  h.  wag., 
1  h.  ft  1.  trk.,  15  c.  band  ez.,  8  hose  wag.,  1  hoae 
reel,  6  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,600  ft; 
f.  al.,  Gamewell,  84  bz.;  val.  equip.,  $16,000;  vaL 
bldgs.,  $30,000;  exp.  dept,  $8,500;  tot  mem., 
28,  pd.  full  time  3,  25  vol. 

Water  Supply — Src.,  wells;  aye.,  pump  to  ree.  ft 
dir.;  ree.  cap.,  1,969,000  gala.;  pump,  eng.,  cap. 
day  1,000,000  gals.;  mains,  89  m.,  4  to  12  m.  dia.; 
854  hyd.;  808  v.;  met,  888;  1,247  serv.;  pipe, 
wrt  L;  pres.,  dom.  40  lbs.,  f.  85  to  120  lbs.: 
eons,  day,  864,000  gals.;  cost,  $401,886;  cost 
mtce.,  $6,488;  wks.  owned  by  town. 

WELLFLEET,  p.  968.     P.  dept— 1  h.  ft  1.  trie. 

WENHAM,  p.  900.  F.  dept— 1  hand  eng.,  26 
c.  ex.;  tot  mem.  85,  pd.  part  time;  undn.  rating, 
fourth  class. 

Water  Supply — Src.,   cisterns. 

WESTBOROUOH,  p.  6,446;  f.  area,  12,000  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd., 
2%  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  4  c  hand  ex., 
1  h.  ft  L  trk.,  1  hose  wag.,  8  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  8,000  ft:  inf.,  1,200  ft;  tot 
hose,  4,200  ft;  f.  al..  bell  ft  wh.,  11  bz.;  vaL 
eouip.,  $8,997;  vaL  bldgs.,  $18,000;  ezp.  dept, 
$2,625;   tot   mem.   60,  pd.  part  time. 

water  Supply — Src,  pond,  2  m.  bus.  cent;  sya.. 
grav.;  res.  cap.,  200,000,000  gals.,  loc.  eoutheaat 
town;  mains,  iron,  16  m.,  4  to  16  in.  dia.;  102  hyd.; 
107  v.;  met,  440;  750  serv.;  pipe,  iron;  pres., 
dom.  60  lbs.,  f.  60  lbs.;  cost,  $142,000;  cost  mtce., 
$1,000;  wks.  owned  by  town. 

WEST  BOYLSTON,  p.  1,571:  mere,  bldgs.,  wd. 
F.  dept — 2  hand  eng.,  2  h.  ft  L  trk.,  2  hose  car., 
187  hand  ex.;  hose,  400  ft 

No  water  supply. 

WEST  BROOKFIELD,  p.  1^84;  f.  area,  748  a.; 
mere,  bldga.,  wd.,  2  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.: 
cauaes  of  f.  inv.  F.  dept — 1  str.,  1  hand  eng.,  6 
c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hoae,  cot, 
rub.  lined,  gd.,  2,200  ft:  rub.,  gd.,  600  ft.;  inf., 
800  ft;  tot  hose,  4,600  ft;  f.  aL,  bell;  val.  equip., 
$8,800;  vaL  bldgs.,  $600;  exp.  dept,  $706;  tot 
mem.  35,  pd.  part  time  80,  vol.  6. 

Water  Supply — Src.,  brooks,  IH  m.  bus.  cent; 
sys.,  grav;  mains,  iron,  lead  ft  cem.;  8  hyd.;  4 
serv.;  pipe,  iron,  lead  ft  cem.;  wks.  owned  by 
town  ft  Co. 

WESTFIBLD,  p.  16,044;  f.  area,  4,000  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft 
wd.,  2%  ft  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
20  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  reel,  3  auto, 
comb.  c.  ft  h.  wag.,  1  hose  car.,  2  hrs.;  hoee,  cot, 
rub.  lined,  gd.,  4,400  ft;  chem.  600  ft;  tot  hose, 
5,000  ft.;  f.  al.,  OaraeweU,  S8  bx.;  val.  equip., 
$33,570;  vaL  bldgs.,  $8,1500;  exp.  dept,  $18,000; 
tot.  mem.  50,  pd«  full  time  aO,  pd.  part  time  40. 

Water  Supply — Src,  brooks,  6  ft  8  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  190,000,000  gals.;  maina,  c. 
I.,  62  2-5  m.,  4  to  2*4  in.  dia.;  280  hyd.;  69  met.; 
2,340  serv.;  pres.,  f.  120  lbs.;  cost,  $572,000; 
post   mtoo..   $10,000;   wks.   owned  by   town. 

WESTFORD,  p.  2,700;  f.  area,  18,000  a.;  mere, 
bldgs.,  bk.,  8tn.  ft  wd.,  4  stor.;  priv.  bk.  ft  wd.,  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 8  hose  wag.,  8 
hose  reels,  80  hand  ex.;  hose,  cot,  rub.  lined,  grd., 
2.800  ft:  inf.,  200  ft;  tot  hose,  3,000  ft;  f.  al., 
bell  ft  telp.;  val.  equip.,  $4,200;  val.  bldgs., 
$3,800;  exp.  dept,  $600;  tot  mem.,  40,  pd.  part 
time. 

Water  Supply — Src,  wells.  1  m.  bus.  cent;  srs., 
pump;  1  pump,  eng.;  60  hyd.;  pres.,  dom.,  80  lbs., 
f.  90  lbs.;  cost,  $90,000;  wks.  owned  by  priv.  Co. 
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WESTMINSTER,  p.  1.346;  f.  area.  2.200  a.; 
bldga..  Btn..  bk.  &  wd..  2  stor.;  wd.  xfs.  perm.  F. 
dept. — 3  hand  eng..  8  hoae  car.;  hoae.  cot.,  rub. 
lined,  gd..  600  ft;  f.  aL,  bell  k  wh.;  vaL  equip., 
$700;  vaL  bldg&.  $700;  ezp.  dept.  $250;  tot 
mem.,  60  voL 

Water  Supply — Src,  apr.;  qjra..  grav.;  rea.  cap.. 
20.000  gala.;  maine.  1  m..  2)4  in.  to  6  in.  dia.; 
prea..  f.  80  Ibe.;  coat.  $3,000;  wka.  owned  by  Oo. 

WEST  NEWBURY,  p.  1.405;  mere,  bldga..  wd.. 
1\4  to  8  ator.;  priv..  wd..  2  ator.;  wd.  rfa.  perm.; 
fwka.  k  combt  ord.;  cauaea  of  f.  inv.  F.  dept. — 
1  atr..  1  h.  ft  1.  trk..  1  hose  car.;  hoae.  cot.  rub. 
lined,  gd..  2.750  ft.;  inf..  1.150  ft;  tot  hoae, 
8.900  ft.;  f.  aL.  bell  ft  telp.:  val.  equip..  $2,500; 
▼aL  bldga.,  $1,750;  ezp.  dept,  $272.88;  tot  mem.. 
16  voL 

Water  Supply — Src.,  riv.  ft  wella;  0  rea.,  cap. 
288.604   gala.  each. 

WESTON.  Middleaex  Co..  p.  2.094;  mere,  bldga.. 
wd..  8  ator.;  priv.,  wd.,  8  ator.;  wd.  rfa.  perm.; 
fwka.  ft  combt  ord.  F.  dept. — 2  h.  ft  L  trk..  2 
hose  car.,  reela,  ftc.,  7  hrs.;  hoae,  cot.  rub.  lined. 
gd..  8,000  ft;  f.  aL,  Oamewell.  20  bz.;  vaL  equip.. 
$8,500;  val.  bldn.,  $10,000;  ezp.  dept,  $2,500; 
tot  mem..   48  vot 

Water  Supply — Src,  wella.  IH  m.  bua.  cent; 
S3'8..  pump  to  res.;  rea.  cap.,  500,000  gala.;  loc 
IH  m.  from  wella;  4  pump,  eng.,  clasa  trip.,  cap. 
dia.;  85  hyd.;  60  v.;  met.  225;  800  aorv.;  pipe, 
galv.  i. ;  preB..  dom.  40  lbs.,  f.  50  Iba.;  cons,  day, 
1. 50,000  gals.;  cost  8110,000;  cost  mtce..  $8,000; 
wks.  owned  by  private  Co. 

WEST  SPRINGFIELD,  p.  9,224;  f.  area,  4,480 
a.;  mere,  bldga..  wd.,  8  ator.;  priv.,  wd.,  2Vi  ator.; 
wd.  rfs.  perm.;  fwka.  ft  combt  ord.  F.  dept. — 1 
c  eng..  6  c  hand  ex..  2  h.  ft  1.  trk..  1  supply  wag.. 
1  hose  wag.,  4  hose  car.,  reela,  ftc,  1  hra.;  hose, 
cot.  rub.  lined,  gd.,  5,500  ft;  rub.,  gd..  250 
ft;  inf.,  400  ft;  tot  hoae,  6,150  ft:  f.  al., 
Gamewell,  22  bx.;  val.  equip.,  $10,000;  val.  bldgs.. 
$11,500;  exp.  dept,  $4,000;  tot  mem.  58,  pd. 
part  time  46,  vol.  12. 

Water  Supply — Src,  brook;  aye.,  grav.  ft  pumpa 
to  res.;  2  pump,  eng.,  cap.  day  2.000.000  gala.; 
maina,  40  m.;  221  hyd.;  1,600  aerv.;  prea.,  dom. 
85  lbs.,  f.  95  Iba.;  coat.  $415,000;  wka.  owned 
by  town. 

WEST  STOCKBRIDGE.  p.  1.028;  no  f.  dept 
Water    Supply — Src.    wella    ft    apr.,    1    m.    bua. 

cent;   sys.,  grav.;   rea.   cap.,   4,000   ft   5.000   gala.; 

mains,  iron,   2  m.,  3  to  8  in.  dia.;   4  v.;   50  serv.; 

pipe,  galv.   i.;  prea..  dom.  110  Iba.;   coat.   $4,000; 

wka.  owned  by  Co. 

WESTWOOD,  p.  1,186.  F.  dept— 8  hand  eni.. 
26  hand  ex.,  1  hose  cart,  1  comb,  wag.,  fuUv 
e(iuipped.  2  hrs.;  hose,  2,400  ft;  tot  mem.  68,  pd. 
part  time;   val.  equip..  $6,000;   exp.  dept,   $1,800. 

Water  Supply-^Src,  wells,  ^  m.  bus.  cent: 
sys.,  pump  to  stdp.;  stdp.  cap.,  50,000  gals.;  3 
pump,  eng.,  cap.  day  250,000  jf.ils. ;  mains,  galv. 
i.,  4  m.,  1%  to  8  in.  dia.;  12  hyd.;  125  v.;  6  met; 
110  serv.;  pres.,  dom.  40  to  60  lbs.,  f.  125  lbs.; 
cons,  day,   20,000  grals.;  wks.  owned  by  priv.  Co. 

WEYWOUTH,  p.  12,895:  f.  area,  12,895  a.;  mere. 
bldgs.,  wd.,  2  ft  8  ator.;  priv.,  wd.,  1%  ft  2  ator.; 
wd.  rfa.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
not  inv.  F.  dept. — 1  str.,  1  c.  eng.,  20  c.  hand  e.x., 
3  h.  ft  1.  trk.,  6  hose  wag.,  2  auto.  comb.  c.  & 
h.  wag.;  hoae.  cot,  rub.  lined,  gd..  10,800  ft; 
inf.,  500  ft;  tot  hose.  10,800  ft;  f.  al..  Game- 
well,  66  bx.;  val.  equip.,  $35,000;  val.  bldgs., 
$15,000;  exp.  dept,  $15,000;  tot.  rneni.  lOG,  pd. 
full  time  3,  pd.  part  time   1,  vol.  102. 

Water  Supply — Src,  pond;  sys.,  grav..  pump  to 
atdp.  ft  dlr.;  atdp.  cap.,  700,000  gals.;  2  pump, 
eng.,  cap.  day,  8,000,000  gals.;  mains,  iron,  93  m., 
1  to  20  in.  dia.:  425  hyd.;  581  v.:  met.  17;  8,096 
serv.;  pipe,  lead;  prea..  dom.  65  lbs.,  f.  110  Iba.; 
cost,  $507,953.69;  cost  mtce..  $45,846.14;  wka. 
owned  by  town. 

WHITINSVILLE,  p.  4,000;  mere  bldgs.,  bk.  ft 
wd.,  2%  to  4  stor.;  priv.,  wd.,  1^  ft  2H  ator.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept— 
1  h.  ft  I.  trk.,  8  hose  oar.;  hose,  cot,  lined, 
gd.,  1,000  ft;  f.  al.,  wh.,  28  bx.;  exp.  dept, 
$1,000;  tot.  mem.,  52,  pd.  part  time. 

Water  Supply — Src,  apr.  ft  brook.  %  m.  bua. 
cent;  sys.,  pump  to  res.;  rea.  cap.,  50,000,000 
gails.;  2  pump,  eng.,  cap.  day,  432,000  gals.; 
mains,  8  m.,  4  to  16  In.  dia.;  166  hyd.;  1,050 
serv.;   172  v.;  pipe,  wrt  i.;  prea..  dom.   45  lbs.,  f. 


110  lbs.;  cona.  day.  400.000  gala.;  wka.  owned  by 
private  Co. 

WHITMAN,  p.  7.292;  mere  bldgs.,  bk.  ft  wd.. 
1  to  4  ator.;  priv.,  wd.,  8  ator.;  wd.  rfa.  perm,  fa  t 
area;  fwka.  ft  combt  ord.;  cauaea  of  L  inv.  F. 
dept — 6  c  hand  ex.,  1  h.  ft  1.  trk.,  1  c  eng.,  3 
hoae  wag.,  10  hra.;  hoae.  cot.  nib.  lined,  gd., 
6.000  ft;  inf.,  500  ft;  tot  hoae,  6,500  ft;  L 
aL.  Oamewell,  88  bz.;  vaL  equip..  $8,000;  vaL 
bldga.,  $28,500;  ezp.  dept,  $6,905;  tot  mem., 
58  voL 

Water  Supply — Src.  lake.  9  m.  bua.  cent;  aya^ 
pump  to  atdp.:  atdp.  cap.,  240,000  gala.;  dim.,  20 
z  105;  mat.  iron;   2  pump,  eng.,  cap.  day   2,500,> 

000  gals.;  mains,  c  i.  ft  cem.  lined.  28  ro.,  4  to 
16  in.  dia.;  102  hyd.;  150  v.;  met,  1,150;  1.450 
serv.;  pipe,  galv.  L;  prea.,  dom.  60  to  100  Iba., 
f.  60  to  100  lbs.;  cona.  day.  175.000  gala.;  coat, 
$203,021;  cost  mtce..  $13,518;  wks.  owned  hj 
town. 

WILLIAMSBURG,    p.     1,948;    f.    area.    400    a.; 

mere  bldgs.,  bk.  ft  wd.,  2H  ator.;  priv.,  wd.,  2 
ator.;  wd.  rfa.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 3  hand  eng.,  1 
c  eng..  2  c  hand  ez.,  4  hoae  car.;  hoae,  cot. 
rub.  lined,  gd.,  1,400  ft;  inf.,  700  ft;  tot  hoar, 
2.100  ft;  f.  al..  bell;  vaL  equip..  $2,500;  ^L 
bldga..  $1,000;  ezp.  dept.  $650;  tot  mem.  40, 
pd.  part  time. 

Water  Supply — Src,  brook.  IH  to  8  m.  boa 
cent;  sys.,  grav.;  res.  cap..  9,702,380  graU.;  main*, 
iron,  4  to  8  in.  dia.;  57  hyd.;  20  v.;  1  met;  250 
serv.;  pipe,  iron;  pree.,  dom.  80  to  115  lbs.,  f.  So 
to  115  lbs.;  coat,  $50,000;  wks.  owned  by   town. 

WILLIAMSTOWN.    p.    8.708;    f.    area,    070    a.; 

mere  bldgs.,  bk.  ft  wo..  2  to  4  ator.;  prir.,  bk.  ft 
wd.,  2  ator.;  wd.  rfa.  perm,  in  f.  area;  twkB.  or±\ 
causes  of  f.  inv.  F.  dept. — 4  c  hand  ex..  1  b.  ft 
1.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  stl..  2.- 
300  ft.;  f.  al.,  elec.  18  bx.;  ral.  equip.,  $5,000; 
exp.   dept,   $6,000;  tot   mem.,   88  voL 

Water  Supply — Src.  apr.,  3  m.  bua.  cent;  aya. 
grav.;  rea.  cap.,  14,500,000  gals.,  loc  foot  of  1ft 
Williama;  maina,  iron,  10  m.,  2  to  10  in.  dia.;  63 
hyd.;  50  v.;  pipe,  iron;  prea..  dom.  100  Ibe..  t 
165  Iba.;  wka.  owned  by  Co. 

WILMINGTON,  p.   1,900;   f.   area,   5  aq.   m.     F. 

dept — 2  hose  wag.,  2  comb,  hand  tubs,  5  c   hani 
ex..   2    hrs.;    hose,   cot,   rub.   lined,  gd.,    2,000   ft; 
f.     al.,     telp.;     vaL     equip.,     $8,500;     vaL     bldg*.. 
$1,600;  exp.  dept,  $1,000;  tot  mem.,  30  toL 
No  w^aterworka. 

WINCHENDON,  p.  5.678;  f.  area,  2^  aq.  m.; 
mere,  bldgs.,  bk.  ft  wd.,  1"  to  8  stor.;  priv..  wd.,  J 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  onL; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  auto.  comb.  e. 
ft  h.  wag.,  20  c  hand  ex..  1  h.  ft  1.  trk.,  1  eonb. 
c  ft  h.  wag..  2  hand  reela.  2  hose  wag..  8  hra: 
hoae,  cot.  rub.  lined,  gd..  6,000  ft;  f.  aL,  b^  ft 
wh.,  20  bx.;  val.  equip.,  $14,550;  val.  bldgs.. 
$5,600;  exp.  dept,  $4,600;  tot  mem.  40,  pd. 
part  time. 

Water  Supply — Src,  wells,  2  m.  bua.  cent;  aym.» 
pump  to  rea.;  res.  cap.,  500,000  gals.,  loc  Be»- 
Jamin  hill;  2  pump,  eng.,  clasa  comp.  dup.,  cap. 
day  2,500,000  gals.;  mains,  c  L,  28.32  m.,  2  to 
14  in.  dia.;  l7.S  hyd.;  231  v.;  met.  776;  937  sen 
pipe,  wrt.  L;  pres.,  dom.  40  to  168  Iba.,  L  90  to 
140  lbs.:  cons,  day,  196,978  gala.;  coat  $180,- 
006;  cost  mtce.,  $10,605;  wka.  owned  by  town. 

WINCHESTER,    p.     9,809;    f.     area,    1,500    a.; 

mere  bldga.,  bk.  ft  wd.,  1  to  5  ator.;  priv.,  bk.  ft 
wd..  2H  ator.;  wd.  rfa.  not  perm;  fwka.  orl.; 
oauaea  of  f.  inv.     F.   dept. — 1  atr..  8  c  hand  ex.. 

1  h.  ft  1.  trk..  2  hoae  wag..  1  auto.  comb,  c  ft  b. 
wag..  8  hra.;  hose,  cot.  rub.  lined,  rd..  5,000  ft: 
f.  al.,  elec,  41  bx.;  val.  equip..  $14,000;  vaL  bldfES-. 
$4,000;  exp.  dept,  $11,500;  tot  mem.  32,  pd 
full  time  6,  pd.  part  time  24,  vol.   2. 

Water  Supply — Src,  eurface  water;  aya.,  grav.. 
pump  to  atdp.;  atdp.  cap.,  200,000  gala.;  mat. 
stL;  atdp.  cap.,  400,000  gala.;  mat,  cem..  loc 
on  west  side  of  town;  rea.  cap.,  393,000,000  gals.; 
pump,  eng.,  class  dup.,  cap.  day  2.000.000  rals.: 
mains,  c  L.  35  m..  2  to  24  in.  dia.:  300  hyd .: 
406  v.:  met.  830;  1,800  aerv.;  pipe.  lead,  iron  ft 
cem.  lined;  pres.,  dom.  35  to  60  lbs.,  f.  35  to  60 
lbs.;  coat.  $572,871;  coat  mtce..  $6,750;  wka 
owned  by  town. 

WINTHROP,  p.  10,132;  f.  area;  900  a.;  nncrc 
bldgs..  wd.  ft  bk..  1  to  4  ator.;  priv.,  wd.,  2%  ator.; 
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wd.  rfs.  perm,  in  f.  area;  fwks.  &  oorabt.  ord.; 
onuses  of  f.  in  v.  F.  d^pt. — 1  c.  en^.,  18  c.  hand 
ex.,  2  hose  wag.,  1  auto.  comb.  h.  Jc  1.  trk.,  1 
chief'«  auto.,  1  auto.  comb.  c.  &  h.  wag.,  7  hre.; 
hose,  cot.,  rub.  lined,  gd.,  3,(500  ft.:  inf.,  500  ft.; 
tot.  hose,  4,000  ft.;  f.  al.,  Gamewell,  50  bx.;  val. 
equip.,  $15,000;  val.  bldgs.,  $30,000;  exp.  dcpt., 
$15,000;  tot.  mem.  47,  pd.  full  time  8,  pd.  part 
time     1,  vol.  38, 

Wattr  Supply — Src,  Metropolitan  Water  Co.; 
sys.,  grav.;  stdp.  cap.,  1,000,000  gals.;  mains,  c. 
i..  32  23-176  m.,  4  to  12  in.  dia.;  271  hyd.;  611 
v.;  2,829  met.;  2,904  serv.;  pres.,  dom.  ft  f.  75 
ll>8. ;  wks.  owned  by  town. 

WOBURN,  p.  16,308;  f.  area.  7.686  a.;  mere 
bldgs.,  Btn..  bk.  ft  wd..  1  to  4  stor.;  priv.,  bk.  it 
wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
9  c.  hand  ex.,  1  h.  ft  1.  trk..  6  hose  wag..  1  ladder 
sled,  16  hrs.;  hose.  cot.,  nib.  lined,  gd..  6,000 
ft.;  inf.,  3,750  ft.;  tot.  hose,  9,760  ft.:  f.  al., 
Gamewell.  60  bx.;  val.  equip..  $88,028;  ▼al.  bldgs.. 
$22,000;  exp.  dept.  $17,580;  tot  mem.  65.  pd. 
full  time  5.  pd.  part  time  60. 

Water  Supply — Src,  wells,  1 H  m.  bus.  cent; 
sy«.,  dir.  pres.;  res.  cap..  50,000  gals.;  3  pump, 
eng.,  cap.  day  9,000,000  gals.;  mains,  c.  i.  &  cem., 
53.5  m.,  4  to  16  in.  dia.;  *24  hyd.;  589  v.;  met, 
4  86;  3,314  serv.;  pipe,  galv.  i.  ft  lead;  pres., 
dom.  &  {.  60  to  SO  lbs.;  cons,  dav,  l.S,S3,000 
gals.;  cost,  $665,000;  co6t  mtce.,  $20,101;  wks. 
owned  by  city. 

WORCESTER,  p.  146.986;  f.  area,  21.772  a.; 
mere,  bldgs.,  stn.  ft  bk.,  3  to  9  stor.;  priv..  bk. 
ft  wd.,  8  stor.;  wd.  rfs.  not  perm,  in  f,  area;  fwks. 
ord.;  causes  of  f.  inv.  F.  dept — 8  ttr..  1  in  re- 
serve, 2  c.  eng.,  1  in  reserve.  72  c.  hand  ex.,  4  h. 
ft  1.  trk.,  2  aer.  trk,,  1  in  reserve.  17  hose  wag..  1 
in  resene,  1  supply  wag.,  2  exercise  wag.,  18  h. 
ft  ladder  sleighs  in  reserve,  S  comb.  c.  ft  h.  wag., 


6  chief's  wag.   in   reserve.   2  fuel  wag.  in  reserve, 

84  hrs.,  3  in  reserve;  hose,  cot.,  rub.  lined,  gd.,  86,- 

814  ft,  6,250  ft  in  reserve;  f.  aL,  bell  ft  wh.,  27^ 

bx.;    vaL   equip.,   $204,680;   val.   bldgs.,   $417,918; 

exp.  dept,  $253,209;  tot  mem.  222.  pd.  full  time 

190,  pd.  part  time  82. 

Water  Supply — Src.  brooks.  6  to  8  m.  bus.  cent; 

sys.,    grav.-    res.    cap.,    3,300,000,000    gals.,    loc. 

heuwter,    Paxton,   llolden;    mains,  c.   i.   ft  galv.   i., 

295.729    m.,   2   to  48   in.   dia.;   ^.628  hyd.;    4.808 

v.;     met,    19,488;    20,218    serv.;    pipe,    stl.,    cem. 

lined;  pres.,   dom.   90  lbs.,  f.    150   lbs.;   cons,    day, 

l^^li*^^^  .f^^'*    ^^^>    $7,150,425;    cost    mtce.. 
$02,000;   wks.   owned  by  citv. 

WREHHAM,  p.  l,428j  f. 'area,  1,160  a.;  mera 
bldgs,,  wd,  8  stor.;  pnv.,  wd.,  2  stor.;  wd.  rfs. 
penn.  in  f.  area;  fwks.  ft  combt  ord.:  causes  of 
f.  inv.  F.  dept — 1  hand  eng.,  20  c  hand  ex.,  1 
h.  ft  1.  trk.,  2  hose  wag.,  2  hose  car.,  1  comb.  c.  ft 
h.  wa«.;  hose,  cot,  rub.  Iftjed,  gd.,  2,000  ft;  f. 
al.,  wh.;  val.  equip.,  $3,000;  val.  bldgs.,  $2,000; 
tot  mem.,  70  vol.  •    .   ▼  »        t 

Water  Supply — Src,  9  driven  wells,  situated  1% 
?^^^"*\*^®"^'  *y®-'  P""™P  to  «tdp.;  stdp,  cap.,  266,- 
000  gals.;  dim.,  30  x  50  ft;  mat,  stl.;  2  pumps, 
cap.  day.  720,000  gals.;  mains,  c  i.,  6%  m.,  6 
to  10  in.  dia.;  34  hyd.;  16  v.;  71  met;  serv.,  141; 
pipe,  galv.  L;  pres.,  dom.  88  lbs.,  f.  106  lbs.; 
cons,  day,  44,000  gals.;  cost.  $60,000;  wks. 
owned  by  town. 

Places  with  a  population  of  1,000  or  more  having 
no  organized  fire  dept — Asbury  Grove.  Auburn, 
IkUingh«m,  iBoume,  Brimfleld,  Carver,  Charlemont, 
•('hatham,  Clarksburg.  Dennis,  Dighton,  Hardwick, 
Ihu-widi,  Itolden,  Lunenburg,  Newbury,  Norwell, 
Itiiynham,  Rehoboth,  Rochester,  .Rowley,  Russell, 
Seituate,  Southampton,  Southwick,  Stow,  Sudbuxy, 
Sutton,  Swan.4ea,  Tisbury,  Wareham,  West  Bridge- 
water,  Westport,  West  Stockbridge,  Wilbraham. 
larmouth. 
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ADDISON,  p.   474.     F.  dept — ^Ladders,  buckets. 
Water  Supply — Src,  mill  pond. 

ADRIAN,  p.  10,768;  f.  area.  8,200  a.;  mere, 
bldgs..  bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
I.  inv.  F.  dept. — 3  comb.  h.  ft  c,  wag.,  2  c. 
hand  ex.,  3  hose  wag.,  1  h.  ft  1.  trk.,  6  hrs.;  hose, 
cot,  rub.  lined,  gd.,  6,000  ft;  inf.,  8,000  ft.; 
tot.  hose,  9,000  ft;  f.  nl.,  elec,  (58  bx.;  val.  equip., 
$18,000;  val.  bldgs.,  $10,000;  exp.  dept;  $10,000; 
tot  mem.  24,  pd.  full  time  8,  vol.  16. 

Water  Supply — Src,  creek,  2%  m.  bus.  cent; 
sys..  pump  to  res.  ft  dir.;  res.  cap..  4,000,000 
gals.;    8   pump,   eng.,   class  hor.,   cap.   day   6,000,- 

000  gals.;  mains,  22  m.,  6  to  18  in.  dia.;  158 
hyd.;  met.  428;  2,008  serv.;  pres..  dom.  66  lbs., 
f.  100  lbs.;  cons.  day.  1,288,000  gala.;  cost. 
$260,000;  cost  mtce.,  $7,800;  wks.  owned  by  Oo. 

A-HMEEK,  p.  1,000;  f.  area.  40  «.  V.  dept. — 
2  hose  rarts.  ladders,  1,000  ft.  hose;  val.  equip., 
$1,500;  val.  bldgs..  $4  00:   tot.   mem.,   16   vol. 

Water  Supply — Src,  spr. ;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  500,000  gals.;  mains,  3  4-5 
m.;  pres.,  dom.  40  lbs.,  f.  140  lbs.;  wk-s.  owned 
by  city. 

ALBION,  p.  6,838;  f.  area,  1^  m.;  mere,  bldgs.. 
bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  to  3  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dcpt. — 1  str.,  1  h.  ft  1.  trk.,  1 
hose  wag..  1  hose  cart,  4  hrs.;  hose,  cot,  rub.  lined, 

fd.,  4,000  ft;  inf.,  2.30  ft;  tot.  hoHO,  4  2.')0  ft.; 
al.,  bell  ft  wh.;  val.  equip.,  $3,500;  val.  bld^s., 
$3,000;  exp.  dept,  $4,200;  tot  mem.  15,  pd. 
full  time  8,  pd.  part  time  1,  vol.  11. 

Waier  Supply — Src,  well*,  500  ft.  bus.  cent; 
8.V9..  pump  to  stdp.;  stdp.  cap.,  112,000  gala.; 
res.  cap..  250,000  gals.,  loc.  at  station;  2  pump, 
eng.,  cap.  day  2.000,000  gals.;  mains,  c.  i.,  23.7 
m.,  4  to  10  in.  dia.;  175  hyd.;  170  v.;  900  serv.; 
12  met,  pipe,  galv.  i. ;  pres.,  dom.  60  lbs.,  f,  76 
lbs.;  cons,  day,  500,000  gals.;  cost,  $130,000;  cost 
nitce.,    $4,801);    wks.   owned   by    city. 

ALGONAC,  p.    1.204.     F.   dept— 1   hand  pump, 

1  h.  ft  1.  trk.,  2  hose  carts;  hose.  1.600  ft.;  tot. 
mem..  86. 

Water  Supply — Src,  well;  lys.,  pump  to  stdp.; 
stdp.  cap..  50,000  gals.;   1  pump.  eng..  cap.  760,- 


88°hy?*'   ^'   ™*^'   3%    m..    4   to   8   in.  dia.; 

ALLEGAN,  p.  8,419;  f.  area.  100  a.;  mere 
bldgs.,  wd.  ft  bk..  2  ft  8  stor.;  priv.,  wd.,  lU 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F. 
dept.— 2   c  hand  ex.,   1  h.  ft  L  trk.,   8  hose  car.. 

}  #  o«y*f:'  ^?^*  5^*-'  ^^-  "°«d'  e^-f  2.900  ft.; 
inf.,  800  ft;  tot  hose,  8,200  ft:  f.  al.,  bell  ft 
wh.;  val.  eqidp.,  $4,000;  val.  bldgs.,  $7,000; 
exD    dept,   $700;  tot.  mem..   66  voL 

Water  Supply— Src.  well,  l  block  bus.  cent; 
sys..  pump  dir.;  pump.  eng..  cap.  day  8,000.000 
gals.;  mains,  c  i.,  11\6  m.,  4  to  16  in.  dia.;  107 
hyd.;  78  v.;  20  met;  850  serv.;  pipe,  wrt  i.;  prea.. 
dom.  60  lbs.,  f.  100  lbs.;  cons,  dav,  7.500  gals.: 
cost.  $100,000;  cost  mtce.  $2,600;  wks.  owned 
by  city. 

ALMA,  Gratiot  Co..  p.  2,757;  mere  bldgs.,  bk., 
1  to  3  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  c  hand 
ex..  1  hose  wag.,  2  hose  reels;  hose,  c6t.,  rub. 
hned,    gd.,    4,000    ft;    f.    aJ.,    magnetic    sys.;    yttl. 

lTFr:k  ^?>^^^»  ^al;  Wdgs..  $8,500;  exp.  dept. 
$1,500;  tot  mem.  14.  pd.  part  time. 

Water  Supply  —  Src.  riv.;  sys..  pump  dir.; 
pump,  eng.,  cap.  day  2,260.000  gals.;  mains,  7 
m.,  4  to  10  in.  dia.,  wd.  ft  iron;  89  hyd.;  met., 
376;  60  serv.;  pres.,  dom.  40  lbs.,  f.  100  lbs.; 
cost,  $20,000;  cost  mtce,  $2,000;  wks.  owned 
by  Co. 

ALMONT,  p.  676;  f.  area.  400  a.;  mere  bldgs., 
bk.  ft  wd.,  2  s*or.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hand  eng.,  4  e.  hand  ex.,  1  h.  ft  1.  trk., 
1  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  6.400  ft; 
f.  al.,  bell. 

Water  Supply — Src,  wells,  %  m.  bu.s.  cent; 
sys..  pump  to  res.;  res.  cap.,  69,800  gals.,  loc 
cor.  Main  st.  ft  Centennial  aye.;  1  pump,  eng., 
aip.,  10  hours  10,000  gals.;  mains,  wd.  ft  galv.  i., 
8  m.,  4  to  10  in.  dia.;  90  hyd.;  30  v.;  450  met:  60 
eerv.;  pipe,  i<ron;  pres.,  dom.  45  lbs.,  f.  90  Tba.; 
cons,  day,  275,000  gals.;  cost,  $6,000;  cost  mtce. 
$100  to  $150;  wks.  owned  by  priv.  Oo. 

ALlPEWA,   p.   12,706;   f.    area,   1-5  sq.  m.;   mere. 
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bldgs.,  bk.,  1  to  8  stor.:  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwka.  &  combt.  ord.;  cauees  of 
f.  inv.  F.  dept. — 2  atr.,  2  c.  hand  ex.,  1  h.  &  1.  trk., 
2  comb.  h.  «fc  c.  wag.,  1  hose  wag.,  1  hose  car.,  8 
exercise  wag.,  8  hrs.;  hose,  cot.,  rub.  lined,  gd., 
7,000  ft.;  inf.,  600  ft.;  tot  hose,  7.600  ft.;  f.  al., 
telp.;  val.  equip.,  $1-2,500;  val.  bldge.,  $18,000; 
exp.  dept.,  $18,000;  tot.  mem.  13,  pd.  full  time; 
undrs.   rating,   second   class. 

Watsr  Supply — Src,  lake,  1%  m.  boa.  cent.; 
BjnB.,  pump,   dir.;    2   pump,   eng.,  oap.   day,    8,000.- 

000  gals.;  mains,  wd.  A  i.,  87  m.,  2  to  24  in.  dia.; 
248  nyd.;  8,310  aerv.;  pipe,  lead;  pres.,  dom.  85 
Ibe..  f.  90  Ibe.:  cons,  day,  2,750,000  gals.; 
cost,  $250,000:  wks.  owned  by  city. 

ANN  ARBOR,  p.  14,817;  L  area,  6  iq.  m.; 
mere  bldga.,  bk.,  8  stor.;  prir.,  wd.,  2  ator.;  wd. 
rfa.   not  perm.;   fwka.   ft  combt.   ord.     F.   dept.— 

1  str.,  1  aer.  trk.,  1  comb.  c.  ft  h.  wag.,  0  c. 
hand  ex.,  1  h.  ft  1.  trk.,  8  hose  car..  10  hra.: 
hose,  cot.,  rub.  lined,  gd.,  7,600  ft;  i.  al.,  bell 
ft  telp.;  vaL  equip..  $20,000;  raL  bldgs.,  $18.- 
000;  exp.  dept.,  $18,000;  tot.  mem.  SO,  pd.  full 
time. 

Water  Supply — Src.,  riv.  ft  wells,  2%  m.  bus. 
cent;  sys.,  pump  to etdp.  ft  dir.;  stdp.  cap.,  250,000 
gals.;  res.  cap.,  2,600,000  gals.;  5  pump,  eng., 
cap.  day  8,000,000  gals.;  mains,  c.  i.,  66  m.,  4 
to  16  in.  dia.;  271  hyd-;  met,  387;  3,987  serv.; 
pipe,  galv.  i.;  cons,  day,  2,000,000  gals.;  pres., 
dom.  ft  f.  20  to  100  lbs.;  cost,  $450,000;  wks. 
owned  by  city. 

ARMADA,  p.  748.  F.  dept. — 1  hand  eng.,  2 
hand  hose  carts,  1,000  ft.  hose;  t  aL,  telp.;  tot 
mem.,  25  vol. 

Water  Supply — Src.,  4  wells,  %  m.  bus.  cent.; 
sys.,  grav.  ft  dir.  pres.;  atdp.  cap.,  48,000  gals.; 
res.  cap.,  64,000  gals.;  2  pump,  eng.,  cap.  day 
384.000  gals.;  mains,  c.  i.,  3  m.,  4  to  8  in.  dia.; 
27  hyd.;  15  v.;  180  met;  180  serv.;  pres., 
dom.  40  lbs.,  f.  80  lbs.;  cons,  day,  16,000  gals.; 
cost,  $20,000;  cost  mtce.,  $600;  wks.  owned  by 
city. 

Watar  Supply — Src,  4  weUa;  ays.,  grav.  ft  dir. 
pres.;  mains,  4  m.;  24  hyd.;  pres.,  60  lbs. 

ATHENS,  p.  631.  F.  dept — 2  hose  w«g.,  2  h. 
ft  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al., 
bell;  val.  equip.,  $1,000;  val.  bldgs.,  $2,000;  tot 
mem.,    25. 

Water  Supply — Src.,  wells,  1  block  bus.  cent.; 
ays.,  pump  to  atdp.  ft  dir.  prea.;  stdp.  cap.,  60,- 
000  gala.;  1  pump,  cap.  850  gals,  min.;  mains, 
5  m.,  2  to  6  in.  dia.;  80  hyd.;  met,  100;  prea., 
dom.  60  lbs.,  f.  80  lbs.;  cons.  day.  10,000  gala.; 
cost,  $18,000;  wks.  owned  by  pity. 

ATLANTIC  MINE,  p.  8,869;  mere,  bldga.,  wd. 
F.  dept. — 1  str.,  1  hoaa  car.;  hose,  linen,  gd., 
1,200  ft;  f.  al.,  wh.;  tot.  mem.,  24  voL 

Water  Supply — Src,  dam,  stm.  ft  elec  pumps; 
1,800  ft  2-in.  hose. 

AUGUSTA,  p.  494.  F.  dept. — 1  c  eng.,  26  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1,500  ft 
hose;  f.  al.,  bell;  tot  mem.,  40  vol. 

AU  SABLE,  p.  048.  F.  dept— 1  h.  ft  1.  trk.; 
hoae,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  al.,  bell; 
tot  mem.,  20,  pd.  part  time. 

Water  Supply — Src,  Au  Sable  riv.,  1  m.  bua. 
cent;  sya.,  dir.  prea.;  mains,  6  m.;  80  hyd.;  prea., 
dom.  40  lbs.,  f.  110  Ibe.;  wks.  owned  by  dty. 

BAD  AXE,  p.   1,669;   mere  bldga.,  bk.  ft  wd., 

2  at  or.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  not 
penn.  in  f.  area;  fwka.  ft  combt.  ord.:  cauaea  of 
I.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  noae  carts; 
hoae,  cot,  rub.  lined,  gd.,  1,500  ft;  inf.,  600  ft; 
tot  bcwe,  2.000  ft;  f.  aL,  wh.;  val.  equip.,  $1,500; 
val.  bldgs.  $40,000;   tot   mem.,   40  vol. 

Water  Supply — Src,  wella,  2  blocka  bua.  cent; 
aye.,  pump  to  atdp.;  atdp.  cap.,  100,000  gala.; 
dim.,  12  x  100;  mat,  au.:  2  pump,  eng.,  daae 
dup.,  cap.  day  1,600,000  gala.;  mains,  w£,  4  m., 
4  to  8  in.  die.;  88  hyd.;  met,  60;  350  aerv.; 
pipe,  iron;  pres.,  dom.  48  Ibe.,  f.  80  Ibe.;  cone, 
day,  88,000  gaJe.;  coet,  $17,000;  ooet  mtce., 
$1,000;  wka.  owned  by  city. 

BALDWIN,  p.  502.  F.  dept — 1  hand  c  eng., 
4  c  hand  ex.,  2  band  hoee  carte,  1  hand  ladder 
trk.;  hoae,  rub.  lined,  gd.,  1,200  ft.;  f.  al.,  elec. 
2  bx.;  tot.  mem.,  20  voL 

Water  Supply — Src,  riv. 

BANGOR,  p.  1,168;  f.  area,  86  a.;  mere  bldge.. 
Bin.,  bk.  ft  wd.,  1  to  8  etor.;  priv.,  bk.  ft  wd.,  l^k 


ator.;  wd.  rfa.  perm,  in  L  MKa;  cansee  of  f.  inv. 
F.    dent — 1   h.   ft   L   tik.,    1   hand   eng.,    1    ~ 


cart;  hoae,  rub.,  gd.,   1,200  ft;   f.  aL,  wh.;   vaL 
equip..  $1^00;  val.  bldga.,  $2,000;  40  voL 

Water  Supply — Src,  welle,  800  ft.  boa.  cent.; 
sys.,  pump  to  etdp.;  etdp.  cep.,  60,000  gfJ^i 
mat,  atl.;  S  pump,  eng.,  daee  etm.;  maine,  c  L, 
1%  m.,  4,  0  ft  8  in.  dia.;  i!^  hyd.;  32  v.;  40 
aerv.;  pipe,  galv.  L;  prea.,  dom.  ^6  Ibe.,  i.  !$• 
Iba.;  coat,  $16,000;  wke.  owned  by  Tfllage. 

BARAGA,  p.  1.071;  L  area,  600  a.;  mere  bldge.^ 
wd.,  2  ator.;  wo.  rfa.  perm,  in  f.  area;  fwka.  Ii 
combt    ord.;    eaueee   of    f.    inv.      F.    dept. — Stvk 

[>ump,  h.  ft  L  trk.,  S  hoee  car.;  hoee,  cot,  nifau 
ined,  gd..  1,750  ft.;  inf.,  600  ft:  tot  hoee,  £,260 
ft.;  f.  aL,  bell  ft  wh.;  exp.  oept,  $500;  tot. 
mem.,   26  voL 

BATTLE  CREEK,  p.  25,267;  1  area,  S  m.; 
mere,  bldgs.,  bk.,  1  to  10  stor.;  priv.,  wd.,  1  to  8 
etor.;  wd.  rfe.  not  perm,  in  f.  limite;  fwka.  Ii 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  15 
c.  hand  ex.,  1  h.  ft  L  trk.,  1  aer.  trk.,  5  auto, 
comb.  c.  ft  h.  wag.,  1  c.  ft  h.  pump,  eng.,  0  bra.; 
hose,  cot.,  rub.  lined,  gd.,  12,000  ft;  f.  at.  Game- 
well,  90  bx.;  vaL  equip.,  $60,000;  vaL  bldgs., 
$50,000;  exp.  dept,  $50,000;  tot  mem.  40,  pd. 
full  time  37,  pd.  part  time  8. 

Water  Supply — Src,  lake.  2  m.  southwest  bue. 
cent,  12  wells,  8  m.  nortneast  bus.  cent;  sQra., 
pump  to  stdp.  ft  dir.  to  mains;  stdp.  cap.,  143,000 
gals.;  4  pump,  eng.,  clasa  centrif.,  cap.  day  8,883.- 
833  ffsls.;  mains,  c.  i.,  75  1-8  m.,  4  to  20  in.  dia.; 
760  hyd.;  620  v.;  met,  6,900;  7,128  serv.;  pipe, 
lead  ft  galv.  i.;  pres.,  dom.  ft  f.  65  to  85  lbs.;  cone. 
day,  2,000,000  gale.;  cost,  $740,000;  coet  mtce., 
$27,300;    wks.  owned  by  city. 


BAY  CITY,  p.  46,166;  t  area,  6,440  a.; 

bldge.,  atn.,  bk.  ft  wd.,  1  to  8  etor.;  ptiv.,  bk. 
ft  wd.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  limite; 
fwke.  ft  combt  ord.;  eaueee  of  f.  inv.  F.  dept. — 
8  etr.,  1  auto.  comb,  c  ft  h.  wag.,  1  dilefa  mntoc. 
2  c  eng.,  8  c  hand  ex.,  8  h.  ft  1.  trk.,  9  booe 
wag.,  24  hra.;  hoee,  cot,  rub.  lined,  gd.,  20,660 
ft.;  c,  450  ft;  tot  hoee,  21,100  ft;  i.  aL. 
QamewelL  186  bx.;  vaL  equip.,  $68,815;  vaL 
bldge.,  $66,000;  exp.  dept,  $61,646;  tot  mem. 
61,  pd.  full  time  29,  pd.  part  time  38;  imdxa. 
rating,  second  daae. 

Water  Supply — Src,  bay,  4  m.  bue.  cent;  sye., 
pump    dir.;    7    pump,    eng.,    cap.    day    16,760,000 

f&la.;  maine,  wd.  ft  c  L,  87  nu,  4  to  24  in.  di&.; 
40    hyd.;    1,109    v.;    met,    1,774;    6,647    mtt.; 
f»ipe,   lead   ft  wrt.   L;    prea.,   dom.    40  Ibe.,    L    80 
be.;   cons,   day,   6,414,888  gala.;    coet,   $904,000; 
ooet  mtce.,  $24,600;  wke.  owned  by  dty. 

BEACON,  p.  700;  mere  bldgs.,  wd.     F.  dept — 
140  gals.,  c.   ft  c   hand  ex. 
No  Water   Supply. 

BEAVERTON,  p.  418;  mere  bldge..  wd.  P. 
dept — 2  hoee  car.;  hoee,  rob.,  gd.,  600  ft;  t.  aL, 
bell;  tot.  mem.,   18  voL 

Water  Supply — Src,  welle  ft  riv.;  ^ye.,  paiiq»  to 
atdp.;  mains,  1^  m.;  16  hyd. 

BELDING,  p.  4,119;  f.  area,  80  a.;  mere  bldge., 
bk.  ft  atn.,  2  etor.;  priv.,  wd.,  2  etor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.;  eaueee  of  f.  inv. 
F.  dept. — 2  c  band  ex.,  1  h.  ft  1.  trk.,  1  boee 
wag.;  hose,  cot.  rub.  lined,  gd.,  2,800  ft;  f.  aL. 
telp.;  val.  equip.,  $6,000;  exp.  dept,  $1,000; 
tot  mem.  11,  pd.  part  time 

Water  Supply— Src,  riv..  wells,  1  m.  bus.  cent: 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000 
gals.;  res.  cap.,  107,000  gals.;  2  pump,  eng.,  daae 
comp.  dup.,  cap.  day  2,000,000  gals.;  maine,  iron, 
15  m.,  4  to  12  in.  dia.;  65  hyd.;  72  v.;  700  met; 
700  serv.;  pres.,  dom.  79  lbs.,  f.  110  Ibe;  gobs. 
day,  150,000  gals.;  cost,  $75,000;  cost  mtce, 
$4,223;  wks.  owned  by  city. 

BELLAARE,  p.  1,050;  mere  bldgs.,  bk.  ft  wd, 
1  to  8  etor.;  priv.,  bk.  ft  wd.,  2  etor.;  wd.  rCe.  net 

rn.  in  f.  area;  combt  ord.;  eaueee  of  t.  Ibv. 
dept — 1  h.  ft  L  trk.,  2  hoee  car.;  hoee^  eot, 
rub.  lined,  gd.,  1,200  ft;  inf.,  100  ft;  tot  boee. 
1,800  ft.;  X.  aL,  wh.;  vaL  equip.,  $1,600:  vaL 
bldga.,  $1,026;  exp.  dept,  $260;  tot.  mem.,  30 
vol. 

Water  Supply — Src,  welle  ft  riv.,  in  boe.  «cbL; 
aye.,  pump  to  ree.;  ree  cap.,  100,000  gala.,  loe.  80 
roda  etation;  1  pump,  eng.,  cap.  60,000  gala,  day; 
maine,  iron,  6  m.,  2  to  6  In.  die.:  S3  f^fd.;  100 
serv.;  pres.,  dom.  80  Ibe.,  1   186  iba.;  oona.  day. 
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50,000    gals.;    coat,    $16,000;    ooat    mtce.,    $600; 
wkk  owned  by  Co. 

BELLEVUE,  p.  080;  bldgs.,  bk.  F.  dept.~l 
aato.  atr.,  1  h.  ft  L  trk.,  2  hose  carts;  hose,  1,600 
ft.;  f.  al..  bell:  tot.  mem..  26  voL 

Water  Supply — Src,  wells. 

BENTON  HARBOR,  p.  9485;  f.  area.  100  a.; 
mere  bidgs.,  bk.  k  stn.,  8  stor.;  priv.,  bk.  ft  stn., 
IH  to  4  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.  F.  dept. — 1  str.,  6  c  hand  ex.,  1  h.  ft  1. 
trk.,  1  aer.  trk.,  1  hose  wag.,  2  hose  reels,  8  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  4,200  ft.;  f.  al.,  bell 
ft  telp.;  val.  equip.,  $60,000;  val.  bldgs.,  $12,000; 
exp.  dept.,  $7,000;  tot.  mem.  30,  pd.  full  time  6, 
vol.   24. 

Water  Supply — Src.,  wells,  8  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  107,000  gals.; 
dim.,  12  X  100;  mat.,  stl.;  8  pump,  eng.,  class 
dup.  ft  trip.,  cap.  day  8,600,000  gals.;  mains, 
c.  !.,  25  m.,  4  to  12  in.  dia.;  176  hyd.;  met., 
890;  1,628  serv.;  pipe,  lead;  pres.,  dom.  60  lbs., 
f.  80  lbs.;  cons,  day,  820,782  gals.;  cost,  $144,- 
648;  cost  mtce.,  $6,000;  wks.  owned  by  city. 

BERRIEN  SPRINOS,  p.  880.  F.  dept. — 1  gaso- 
line eng.,  2  hand  hose  reels;  hose,  2,000  ft.;  f. 
al..  bell;  tot.  mem.,  40  vol. 

Watsr  Supply — Src,  riv.;  sys.,  dir.  pres.;  2 
pump,  eng.,  cap.  day  1,440,000  gals.;  mains,  0 
m.,  4  to  10  in.  dia.;  86  hyd.;  pres.,  dom.  86 
lbs.,  f.  100  lbs. 

BESSEMER,  p.  4,688;  f.  area,  040  a.;  mere, 
bldgs.;  wd.,  1  to  2  stor.;  priv.,  wd.,  2  stor,;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  d«pt. — 6  c.  band  ex..  2  comb.  c.  ft  h.  wag., 
4  hps. ;  ho«e,  cot.,  rub.  lined,  gd.,  6,000  ft.;  f.  al., 
bell.  wh.  ft  telp.;  val.  equip.,  $9,807;  val.  bldgs., 
$8,000;  exp.  dept.,  $5,000;  tot.  mem.  28,  pd. 
full  time  3.  vol.   25;  undrs.  rating,  third  claa**. 

Water  Supply — Src,  spr.,  %  m.,  bus.  cent.;  sya., 
pump  dir.:  stdp.  cap.,  1^38,000  gals.;  dim.,  25  x 
SO,  loc.  on  Colby  Hill;  mat,  stl.;  rea.  cap.,  0,012,- 
600  gals.,  loc.  H  ni.  city;  2  pump,  eng.,  cap. 
day  1,750,000  gals.;  mains,  6  m.,  4  to  8  in.  dia.; 
67  hyd.;  26  v.;  met.,  15;  825  aerv. ;  pipe,  lead; 
pros.,  dom.  50  lbs.,  f.  125  lbs.;  cons.  day.  150,000 

gala.;  coat,  $70,000;  cost  mtce.,  $500;  wka.  owned 
y  city. 

BIQ  RAPIDS,  p.  4,619;  f.  area,  1,280  .a.;  mere, 
bldgs.,  bk.  ft  wd..  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  in  v.  F.  dept. — 1  h.  ft  I.  trk., 
6  c  hand  ex.,  6  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  6,000  ft.;  f.  al.,  Oamewell,  28  bx.;  tot 
mem.,  48  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  80,000  gals.;  4  pump,  eng.,  cap. 
day  4,000,000  gals.;  mains,  c.  1.,  14  m.,  4  to 
16  in.  dia.;  ISO  hyd.;  84  v.:  met.,  2;  800  serv.; 
pres.,  dom.  70  lbs.,  f.  110  lbs.;  cost,  $120,000; 
cost  mtce..  $6,000;  wks.  owned  by  city. 

BIRMINGHAM,  p.  1,007:  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  causes  of  f.  in  v.  F. 
dept. — 2  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
1,600  ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $2,000; 
val.  bldgs.,  $1,600;  exp.  dept.,  $800;  vol. 

Water  Supply — arc,  wells;  ays.,  pump  dir.:  8 
pump,  eng.,  -cap.  day,  2,500.000  gala.;  mains,  5% 
m.,  4  to  10  in.  dia.;  50  hyd.;  180  serv.;  pres., 
dom.  40  lbs.,  f.  60  to  80  lbs.;  coat  $20,000;  coat 
mtce.,   $1,200;   wka.   owned  by   town. 

BLISSFIELD,  p.  1,474;  f.  area,  800  a.;  mere 
bldgs.f  bk.,  2  ft  8  stor.;  priv.,  wd.,  IH  stor.;  wd. 
rfs.  not  perm.  In  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  hose  car.; 
hose,  cot.',  rub.  lined,  gd.,  2,600  ft.;  f.  al.,  bell 
ft  elec  gong;  vaL  equip.,  $4,600;  val.  bldgs., 
$4,000;  exp.  dept.,  $600;  tot.  mem.  20,  pd.  full 
time,   80  vol. 

Watsr  Supply — Src,  riv.;  no  waterwks.  sys. 

BOYNE  CITY,  p.  6,218.  F.  dept. — S  hand  hose 
reels,  1  h.  ft  L  trk.;  hose,  cot,  rub.  lined,  gd., 
1,600  ft.;  f.  al.,  )>ell;  tot.  mem.  26,  pd.  part 
time. 

Watsr  Supply — Src,  spr.  ft  Pine  lake,  1  m. 
bus.  cent;  sys.,  2  res.;  mains,  8  m.;  18  hyd.; 
pres..  dom.  40  lbs.;  wks.  owned  by  city. 

BOYNE  FALLS,  p.  826.  F.  dept^Hose,  eot, 
rub.  lined,  gd.,  1,600  ft.;  t  aL,  bell;  tot  mem., 
14  voL 

Watar  Supply — Src,  creek  ft  Boyne  riv. 


BRIGHTON,  p.  767.  F.  dept. — 1  hand  eng.,  S 
hand  hose  carts,  1  hand  ladder  trk.;  hose,  cot, 
rub.  lined,  gd.,  1,600  ft;  f.  aL,  bell;  voL 

Watsr  Supply — Src,  cisterns,  1  m.  bus.  cent; 
nrs.,  res.;  mains,  4  m.,  4  in.  dia.;  pres.,  dom.  80 
lbs.;  wks.  owned  by  city. 

BRONSON,  p.  1,020.  F.  dept. — 1  hand  eng.,  ] 
h.  ft  1.  trk.,  1  gasoline  eng.,  2  hose  carts,  8  Bab> 
cock  h.  ex.;  hose,  1,200  ft;  f.  aL,  bell  ft  wh.; 
tot  mem.  18,  pd.  full  time. 

Water  Supply — Src,  4  wells,  %  m.  bus.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap.,  50,000  gals.;  1 
pump,  eng.,  cap.  day  2,000,000  gala.;  mains,  c.  i., 
5%  m.,  4  to  12  in.  dia.;  SO  hyd.;  25  v.;  pipe,  c.  i.; 
pres.,  dom.  60  Iba.,  f.  100  lbs.;  cost,  $20,000; 
wk«.  owned  by  city. 

BROWN  CITY,  p.  690.  F.  dept.~2  hand  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  aL, 
bell;  vol. 

Water  Supply — Src,  12  cisterns. 

BUCHANAN,  p.  1,881;  f.  area,  10  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 

1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1 
hand  eng.,  2  c  hand  ex.,  1  comb,  c  eng.  ft  ladder 
trk.,  1  h.  ft  1.  trk.,  8  hose  carts;  hose,  cot.,  rub. 
lined,  gd.,  2,800  ft;  c,  260  ft.;  tot  hose,  8,060 
ft.;  f.  aL,  bell  ft  wh.;  val.  equip.,  $8,000;  vaL 
bldgs.,  $6,000;  exp.  dept,  $800;  tot  mem.  20, 
pd.  part  time. 

Watsr  Supply — Src,  flowing  wells;  sys.,  pump 
dir.;  2  pump,  eng.,  cap.  day  2,600,000  eals.; 
mains,  c.  i.,  12  5-33  m.,  4  to  10  in.  dia.;  5S  nyd.; 
8  v.;  349  serv.;  pres.,  dom.  00  lbs.,  f.  100  lbs.; 
cost,  $25,000;  cost  mtce.,  $2,000;  wks.  owned 
by  city.   . 

BURR  OAK,  p.  752.  F.  dept. — 1  hand  eng.,  2 
c  hand  ex.,  1  h.  ft  1.  trk.,  1,600  ft  hose;  f.  al., 
bell;  tot.  mem.,  60  vol. 

CADILLAC,  p.  8,876;  f.  area,  840  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  aer.  trk.,  7  c 
hand  ex.,  1  hose  wag.,  3  hose  carts,  4  hra. ;  hose, 
cot,  rub.  lined,  ed.,  7,000  ft;  f.  al.,  Gamewell,  SO 
bx.;  vaL  eouip.,  $10,000;  vaL  bldgs.,  $28,000;  exp. 
dept.  $4,473;  tot.  mem.  23,  pd.  full  time  8,  vol. 
20. 

Water  Supply — Src,  lake,  H  m.  bus.  cent; 
ays.,  pump  dir.;  stdp.  cap.,  190,000  srals.;  dim., 
20  X  80;  mat.,  stL;  4  pump,  eng.,  class  comp., 
cap.  day  10,000,000  gals.;  mains,  c  i.,t  16 Mr  m., 
4  to  18  in.  dia.;  182  hyd.;  120  v.;  met,  16; 
1,800  serv.;  pipe,  galv.  L;  pres.,  dom.  70  lbs., 
f.  140  lbs.;  cons,  diiy,  2,500,000  gals.;  wks. 
owned  by  priv.  Co. 

CALUMET,  p.  16,000;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  perm.  F.  dept. — 8  str.,  80  e  hand  ex.,  1  h. 
ft  1.  trk.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd., 
4,000  ft;  rub.,  gd.,  8,000  ft;  tot.  hose,  7,000 
ft.;  f.  al.,  wh.;  val.  equip.,  $06,000;  tot  mem., 
68  vol. 

Watsr  Supply — Src,  dam;  sys.,  pump  to  stdp.  ft 
dir.,  cap.  day  30,000,000  gals.;  mains,  4  m.,  4  to 
SO  in.  dia.;  156  hyd.;  met,  2;  pres.,  f.  46  to 
100  lbs.;  wks.  ovimed  by  Co. 

CAPAC,  p.  761.  F.  dept — 1  c  eng.,  1  hose 
cart.  1,000  ft  hose. 

Watsr  Supply — Src,  wells  ft  res.,  dir.  pres. 

CARO,  p.  2,272;  f.  area,  1  sq.  m.;  mere  bldgs., 
bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;    causes  of  f.  inv.     F.  dept — 1  h.  ft  L  trk., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft.; 
f.  al.,  Gamewell,  10  bx.;  vaL  equip.,  $8,000;  vaL 
bldgs.,  $6,000;  exp.  dept,  $600;  tot.  mem.  21, 
pd.  part  time. 

Watsr  Supply — Src,  wells  ft  spr.,  %  m.  bus. 
cent.;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  276,- 
000  gals.;  dim.,  26  x  76;  mat,  iron;  res.  cap., 
1,000,000  gals.,  loc  at  pump  house;  2  pump, 
eng.,  class  comp.  dup.,  cap.  day  1,440,000  gala.; 
maina,  c.  i.,  8^7  m.,  4  to  8  in.  dia.;  48  hyd.;  45 
v.;  met,  108;  527  serv.;  pipe,  iron;  prea.,  dom. 
60  lbs.,  f.  100  lbs.;  cona.  day,  250,000  gala.;  cost, 
$76,543;  cost  mtce.,  $278;  wks.  owned  by  priv.  Co. 

CARROLLTON,  p.  2,400;  mere  bldgs.,  wd.,  1 
to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.     F.  dept. — 1  str.,   1 
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hoee  wag.,  1  hose  car.;  hoae,  cot.,  rub.  lined,  gd., 
1,750  ft.;  inf.,  150  ft.;  tot.  hose,  1,900  ft.; 
f.  al..  bell;  val.  equip.,  $4,000;  val.  bldgs.,  $1,500; 
tot.  mem.   12,  pd.  part  time. 

Watar  Supply — Src,  wells  k  cisterns;  riv.  for 
f.  use. 

CARSON  CITY,  p.  808.  F.  dept. — 2  hose  car.» 
1  ladder  wag.;  hose,  cot.,  rub.  lined,  gd.,  1,700 
ft.;  tot.  mem.  25,  part  pd. 

Water  Supply — Src.,  creek;  sys.,  pump  to  stdp. 
k  dir.;  pres.,  f.  90  lbs.;  cons,  day,  190,000  gals.; 
cost  mtce.,  $800;  wks.  owned  by  town. 

CASEVILLE,  p.  442.  F.  dept. — 1  hose  cart, 
750  ft.  hose. 

CASS  CITY,  p.  1,126.  F.  dept. — 12  c  ex.,  1 
h.  k  1.  trk.;  hose,  950  ft.;  tot.  mem.,  26. 

Water  Supply — Src,  wells;  sjrs.,  pump;  2  pump, 
eng.,  cap.  1,000,000  gals,  day;  mains,  8 Mr  m.; 
82  hyd. 

CASSOPOLIS,  p.  1,885;  mere,  bldgs.,  bk.,  2 
stor.;    priv.,    wd.    k   bk.,    2^    stor.;    wd.    rfs.    not 

Serm.;  fwks.  k  combt.  ord.;   causes  of  f.   inv.     F. 
ept. — 1  h.  k  1.  trk.,  1  comb,  hose  k  ladder  wag., 

1  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft.; 
f.  al..  elec,  8  bx.;  val.  equip.,  $1,500;  val.  bldgs., 
$1,200;  tot.   mem.,   24  vol. 

Wattr  Supply — Src,  lake,  ^  m.  bus.  cent.;  sys., 
pump  dir.;  2  pump,  eng.,  class  dup.,  cap.  daj 
2,000,000  gals.;  mains.  Iron,  0  m.,  4  to  10  in 
dia.;  40  hyd.;  20  v.;  850  serv.;  pipe,  lead  k 
iron;  pres..  dom.  40  lbs.,  f.  90  lbs.;  cost,  $15,000f 
cost  mtce.,  $1,600;  wks.  owned  by  city. 

CEDAR    SPRINGS,   p.    947.      F.   dept. — 1    han4 
eng.,  2  hand  hose  carts;  hose,  cot.,  rub.  lined,  gd.. 
1,600   ft.;   inf.,  500   ft.;  tot.   hose,  2,000  ft.;   tot 
mem.   15,  pd.  part  time. 

Water  Supply — Src,  creek  k  «pr.,  %  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  50,000  gals.; 
dim.,  20  X  22;  mat.,  stl. ;  1  pump,  eng.,  cap. 
da^r,  648,000  gals.;  mains,  c  i.;  1^  m..  4  in. 
dia.;  16  hyd.;  pres.,  dom.  60  lbs.,  f.  90  lbs.; 
cost,    $600;    wks.    owned    by    city. 

CENTERVILLE,  p.  618.  F.  dept. — 1  h.  k  1. 
trk.,  4  c  hand  ex.,  500  ft.  hose. 

Water  Supply — Src,  8  wells;  sys.,  grav.  k  dir 
pres. 

CENTRAL  UVKE,  p.  813.  F.  dept. — Not  re- 
ported. 

Water  Supply — Src,  spr.;  eys.,  grav.;  res.  cap. 
2,000  bbls.;  pump,  eng.,  cap.  day,  1,500  bbls.; 
mains,  iron,  1  '^  to  3  in.  dia. ;  7  hyd. ;  pres.,  dom. 
30  to  45  lbs.,  f.  80  lbs.;  cost,  $3,200;  wks. 
owned  by  Co. 

CHARLEVOIX,  p.  2,420;  f.  area,  443  a.;  mere 
bldgs^,   wd.   k  bk.,    1   to   4   stor.;   priv.,   bk.   k  wd., 

2  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — 1 
sir.,  1  hand  eng,  1  h.  &  1.  trk.,  2  hose  carts; 
hose,  cot,  rub.  flned,  gd.,  1,900  ft.;  inf.,  500  ft.; 
tot.  hose,  2,400  ft.;  f.  al.,  bell  k  wh.,  telp.  bx.; 
val.  equip.,  $7,000;  val.  bldgs.,  $700;  exp.  dept., 
$744;  tot.  mem.,  82  voL 

Water  Supply — Src,  wells,  hi  m.  bus.  cent.; 
sys.,  pump  to  stdp.  k  dir.;  1  pump,  eng.,  class 
centrif.,  cap.  day  1,440,000  gals.;  mains,  c  L, 
10V4  m.,  4  to  10  in.  dia.;  76  hyd.;  45  v.;  met, 
198;  738  serv.;  pipe,  galv.  i.;  pres.,  dom.  80  lbs., 
f.  110.  lbs.;  cons,  day,  l,340,00q  gala.;  cost,  $35,- 
000;   wks.   owned  by   city. 

CHARLOTTE,  p.  4,886;  f.  area,  8H  bo.  m.; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.  k  bk., 
IH  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb,  c  k 
h.  wag.,  1  c  eng.,  4  c  hand  ex.,  1  h.  A:  1.  trk., 
2  hose  wag.,  4  hrs.;  hose,  cot.,  rub.  lined,  gd., 
8.500  ft.;  inf.,  860  ft.;  tot.  hose,  4.850  ft.;  f. 
al.,  Gamewell,  12  bx.;  val.  equip.,  $9,500;  val. 
bldgfl..  $5,500;  exp.  dept,  $3,950;  tot  mem.  20, 
pd.  full  time  4,  pd.  part  time  16. 

Water  Supply  —  Src,  wells  k  cisterns;  sys., 
pump  dir.;  2  pump,  eng.,  cap.  day  8,000,000 
gals.;  mains,  18  m.,  4  to  12  in.  dia.;  85  hyd.; 
125  v.;  met,  5;  843  serv.;  pipe,  lead;  pres.,  dom. 
40  lbs.,  f.  100  lbs.;  cons,  day,  806,850  gals.; 
cost,  $45,000;  cost  mtce.,  $3,792;  wks.  owned 
by  town. 

CHEBOYGAN,  p.  6,859;  f.  area,  4,850  a^;  mere 
bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
mv.  F.  dept. — 1  hand  eng.,  5  c  hand  ex.,  1  h. 
k  L  trk.,  2  f.  tugs,  6  hose  car.;  hose,  cot,  rub. 


lined,  ad.,  8,600  ft;  inf.,  1,000  ft;  tot  hose, 
4,500  ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $9,000; 
vaL  bldgs.,  $65,000;  exp.  dept,  $2,800;  tot 
mem.  175,  pd.  part  time  2,  voL  178. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  res. 
cap.,  75,000  gals.;  pump,  eng.,  cap.  day  4,500,000 
gals.;  mains,  wd.  k  iron,  9  m.,  4  to  14  in.  dia.; 
66  hyd.;  met,  5;  650  serv.;  pipe,  lead;  pres.. 
dom.  40  lbs.,  f.  100  lbs.;  cons.  day.  441,000 
gals.;  cost,  $180,000;  cost  mtce.,  $4,000;  wks. 
owned  by  city. 

CHELSEA,  p.  1,764;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  k  stn.,  1  to  2H  stor.;  priv.,  wd.,  2H 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  oombr. 
ord.;  causes  of  f.  inv.  F.  dept — 1  c  eng.  <n 
wis.,  1  h.  A:  1.  wag.,  2  hose  car.;  hoee,  cot,  rub. 
lined,  gd.,  1,500  ft;  inf.,  500  ft;  tot  hoee,  2,000 
ft;  f.  aL,  wh.;  val.  equip.,  $1,500;  vaL  bldfi.. 
$8,000;  exp.  dept,  $75;  tot.  mem.,  8S  voL 

Water  Supply — Src,  wells,  1,000  ft  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  125.000  gpla.;  2  pomp. 
eng.,  cap.  day,  500,000  gala.;  mains,  iron,  7  m.,  4 
to  8  in.  dia.;  86  hyd.;  250  serv.;   20  v.;   10  met: 

{>ipe  c  i.;  pres.,  dom.   45  to  100  lbs.,   f.  50  to  90 
b6.;  cons,  day,   250,000  gaR ;   cost  $30,000;  cost 
mtce.;    $1,000;    wks.    owned    by   priv.    Oo. 

CHESANINQ,  p.  1,868.  F.  dept— 1  h.  k  1.  trt, 
8  hose  car.;  hoee,  cot,  mb.  lined,  gd.,  1,800  ft; 
tot.  mem.,  25  vol. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  rca 
cap.,  75.000  gals.;  pump,  eng.,  comp.  dup.,  cap- 
day  1.500,000  gals.;  mains,  c  i.,  6  m.,  4  to  10 
in.  dia.;  20  hyd.;  met,  200;  225  serv.;  pipe,  le^d; 
pres.,  dom.  55  lbs.,  f.  100  lbs.;  cons,  day,  50,000 
gals.;  cost,  $14,500;  wks.  owned  by  town. 

CLARE,  p.  1,860;  f.  area,  200  a.;  mere  bldfB.. 
bk.  k  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  ris. 
perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  K 
dept. — 1  h.  k  1.  trk.,  8  hose  car.;  hoee,  cot., 
rub.  lined,  gd..  1.900  ft;  inf.,  400  ft;  tot  hose, 
2,800  ft;  f.  al.,  Gamewell  sys.  k  bell;  vaL  bUfs^ 
$2,000;  exp.  dept,  $150;  tot  mem.,  SB  voL 

Water  Supply — Src,  5  wells;  ays.,  pump  to 
stdp.;  stdp.  cap.,  75,000  gals.;  4  pump,  eng.,  clan 
trip.,  cap.  day  1,440,000  gals.;  mains,  8  rl, 
wd.  k  iron,  8  to  10  in.  dia.;  88  hyd.;  850  serr.; 
pipe,  galv.  i.;  pres.,  dom.  45  Ibe.,  f.  100  lbs.; 
cons,  day,  720,000  gals.;  cost,  $22,000;  coit 
mtce.,   $2,000;   wks.  owned  by  town. 

CLINTON,  p.  1,011;  mere  bldgs.,  bk.,  2  to  S 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.:  combt 
ord.  F.  dept — 1  h.  k  1.  trk.,  2  hose  carti; 
hose.    800   ft.;    voL;    undrs.   rating,   fourth   class. 

Water  Supply — Src,  riv.,  1-5  m.  bus.  cast; 
sys.,  pump  dir.  to  mains;  2  pumps,  cap.  nim 
1,000  gals.;  mains,  c  L,  %  m.,  6  in.  dia.;  < 
hyd.;  1  v.;  pres.,  dom.  40  lbs.,  f.  100  lb«.;  »i>^ 
owned  by  C.   VV.  M.  Co. 

COLDWATER,  p.  5,945;  f.  area.  160  a.;  mere 
bldgs.,  bk.,  3  stor.;  priv.,  stn.,  bk.  k  wd..  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt  ord.: 
causes  of  f.  inv.  F.  dept — 1  str.,  4  c  hand 
ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  2  hose  car.,  4 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  5,000  ft;  f-  *1^- 
bell,  wh.  k  telp.;  val.  equip.,  $11,000;  vaL  bldf>>. 
$10,000;  tot  mem.  25,  pd.  full  time  2,  pd.  pan 
time  18,  vol.  10. 

Water  Supply — Src,  wells,  1  m.  boa.  cent: 
sys.,  pump  dir.;  8  pump,  eng.,  cap.  day,  6,000.000 
gaia.;  mains,  c  i.,  20  m.,  4  to  16  in.  dia.: 
123  hyd.;  1,621  serv.;  pipe,  galv.  i.;  pres.,  dom. 
60  lbs.,  f.  100  lbs.,  cons,  day,  650,000  gaU.: 
cost,  $136,181;  cost  mtce.,  $1,360;  wka.^  o«w<i 
by   city. 

COLEMAN,  p.  909;  bldgs.,  bk.  ft  stn.  F.  dept 
— 1  gasoline  eng.,  1  h.  ft  L  trk.,  1  hose  car.; 
hose,  1,500  ft;  f.  al.,  bell;  tot  mem.,  80. 

Water  Supply— Src,  tk.,  situated  60  rods  b«. 
cent;  res.  cap.,  189,000  gals.;  mains,  wd.,  %  bL' 
5  hyd.;  wks.  owned  by  city. 

CONSTANTINE,  p.  1,244;  f.  area.  160  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd-  ft  bk.,  2  stor.: 
wd.  rfs.  not  perm.  P.  dept. — 12  c  hand  ex-  ' 
hose  car.;  hose,  cot,  rub.  lined,  gd,.  1.500  ft; 
f.  al.,  bell;  val.  equip.,  $1,000;  exp.  dept,  $400; 
tot.  mem.,  20  vol. 

Water  Supply — Src,  riv.;  eys.,  pump  dir.; 
maina,  5  m.,  4  to  10  In.  dia.;  47  hyd.;  11  ];j^ 
240  serv.;  pres.,  dom.  28  to  80  Ibe.,  f.  80  to  100 
lbs.;  cost,  $22,600;  cost  mtce.,  $200;  wka.  o«nw 
by  city. 
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COOPERSVILLE,  p.  814;  mere.  bldgB.,  bk.; 
priT.,  wd.     F.  dept. — 1  stm.  eng.,  1  h.  &  1.  trk.. 

1  c.  eng.,  1  hose  car.;  hose,  1,600  ft.;  f.  al.,  bell 
Ac  wh.;  tot.  mem.,  20  vol. 

Water  Supply — Src,  7  well*;  ays.,  pump  from 
rea.  to  stdp.;  2%  m.  maina;  1  pump,  eng.,  cap. 
day  800,000  gala.;  res.  cap.,  60,000  gala.;  prea., 
85  Iba.;  28  byd. 

CORUNNA,  p.  1,884;  f.  area,  640  a.;  mere, 
bldgs..  bk.  &  wd.,  2  Ac  8  ator.;  priv..  wd.,  bk.  k 
cem.,  2  ator.;  wd.  rfa.  not  perm.     F.  dept. — 1  atr., 

2  c.  hand  ex.,  1  h.  As  1.  trk.,  25  btxrkets,  1 
hose  wag.,  1  hose  car.,  2  hra.;  hoae,  cot.,  rub  lined, 

fd.,  1,800  ft.;  inf.,  400  ft.;  tot.  hose.  2,200  ft;  f.  al., 
•ell  k  wh.;  val.  equip.,  $6,000;  val.  bldga.,  $5,000; 
exp.  dept.,  $2,200;  tot.  mem.  16,  14  vol.,  1  man 
pd.:  undra.  rating,  second  class. 

Water  Supply — Src.,  wella  ft  riv.,  5  blocks  bus. 
cent.;  sya.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,- 

000  gala.;  mat.,  stl.;  wells,  cap.,  200,000  gals.; 
2  pump,  eng.,  cap.  day  700,000  gals.;  mains,  5 
m.,  4  to  8  in.  dia.;  55  hyd.;  170  serv.;  pres.,  dom. 
45  lbs.,  f.  120  lbs.;  wks.  owned  by  city. 

CROSWELL,  p.  1,880;  bldgs.,  bk.  F.  dept. — 1 
h.  ft  I.  trk.,  8  hose  carts;  hose,  1,500  ft.:  f.  al., 
bell  ft  wh.;  val.  equip.,  $1,500;  val.  bldgs.,  $2,000; 
exp.   dept.,   $500;  tot.   mem.,   28  vol. 

Water  Supply*— Src,  rir.,  in  bua.  cent.;  sys., 
pump  dir.;  stdp.  cap.,  76,000  gals.;  2  pumps; 
mains,  wd.,  6  m.;  wks.  owned  by  city. 

CRYSTAL  FALLS,  p.  8,776;  1.  area,  640  a.; 
bldgs.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.  F.  dept. — 2  hose  jacketa  ft  tools,  1 
c.  eng.,  2  c  band  ex.,  1  h.  ft  L  trk.,  8  hose  certs, 

1  hose  sleigh,  carrying  1,000  ft.  hose;  hose,  cot., 
rub.  lined,  gd.,  1,000  ft.;  rub.,  gd.,  1,500  f1.; 
tot.  hose,  2,500  ft.;  f.  al..  elec,  8  bx.;  val.  equip., 
$5,000;  vaL  bldgs.,  $3,500;  exp.  dept.,  $60;  tot. 
mem.,  21  vol.;  imdrs.  rating,  second  class. 

Water  Supply — Src.,  riv.,  %  m.  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  75,000  gals.;  dim.,  60 
X  15;  mat.,  stl.;  2  pump,  eng.,  cap.  day  67,000 
gals.;  mains,  c.  i..  5  m.,  4  to  8  in.  dia.;  51  hyd.; 
82  v.;  1  met;  pipe,  galv.  i.;  pres.,  dom.  415  lbs.,  f. 
120  lbs.;  wks.  owned  by  city. 

DAVISON,  p.  678.  F.  dept. — 1  gas  eng.,  1 
hand  eng.,  1  hose  cart,  1  ladder  trk.;  hose,  cot., 
rub.  lined,  gd.,  1,600  ft.;  f.  al.,  bell;  tot.  mem., 
14  vol. 

Water  Supply — Src.,  wells  ft  cisterns. 

DECATUR,  p.  1,286;  mere  bldgs.,  bk.  ft  wd., 
1  to  3  stor.;  priv.,  bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  c.  eng.,  1  h.  ft  L  trk.,  1  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  800  ft;  inf.,  1,000 
ft;  tot  hose,  1,800  ft.;  f.  aL,  wh.;  val.  equip., 
$2,500;  val.  bldgs.,  $2,500;  tot  mem.,  18  vol. 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  66,000  gaJB.;  dim.,  12  x  66; 
mat,  bk.;  2  pump,  eng.,  cap.  day  600,000  gala.; 
mains,  8H  m.*  4  to  8  in.  dia.;  87  hyd.;  186 
serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  160 
lbs.;  cons,  day,  60.000  gala.;  cost,  $12,000;  wks. 
owned  by  city. 

DECKERVILLE,  p.  628.     F.  dept — 1  hand  eng., 

1  hose  cart,  1,200  ft  hose,  1  hand  ladder  trk. 
Water  Supply — Src,  cisterns. 

DETROIT,  p.  466,766;  f.  area,  46  eq.  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  14  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 26  str. 
(0  in  reserve),  1  c.  eng.  on  wis.,  7  auto.  pump, 
eng.  (2  in  reserve),  2  auto.  oomb.  c  ft  h.  wag., 
110  c.  hand  ex.,  7  comb.  aer.  trk.  (8  in  reserve), 
6  plain  aer.  trie.,  2  h.  ft  L  trk.,  1  water  tower,  24 
comb.  c.  ft  h.  wag.  (6  in  reaerve),  8  hose  wag., 
8  auto,  for  auxilfaiy  squad,  7  cniefs  auto.,  11 
chief's  wag.,  10  fuel  wag.,  24  supply  ft  misc 
vk-ag.,  41  exercise  wag.,  2  f.  boats,  211  hre.  (57  in 
reserve);  hose,  cot.,  ruib.  lined,  gd.,  85,332  ft; 
c,  10,«00  ft;  tot  hose,  96.132  ft;  f.  aL,  Oiinie- 
well,  1,200  bx.;  val.  equip.,  $2,423,3^;  exp.  dept, 
$1,0.217,044;    lot    mem.    800,   pd.    full   time. 

Water  Supply — Src,  riv.,  4  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  80,000,000  yals.;  10  pump. 
€fig.,  class  3  vertical  comp.,  7  vertical  trip,  expan., 
cap.  day  .2'fl7,000,000  gals.;  mains,  c.  i.,  9.57  m., 
4  to  4i8  in.  dia.;  7,2*68  hyd.;  10,57'9  v.;  met, 
29,180;  tl23/13^  eerv.;  pipe,  lead;  pres.,  dom.  ft 
f.     29    lbs.;    cons,    day,    12'2,162,000    gals.;    cost, 


$11,^1,'57.2;  cost  mtce.,  $2>18,888;  wks.  owned 
by  city. 

DOLLAR  BAY,  p.  678.  P.  dept — 8  hand  hoM 
carts;  hose,  cot  jacket,  gd.,  1,600  ft;  f.  al.,  wh.; 
vol. 

W«ter  Supply — Src,  Portage  lake  ft  10  wells; 
eys.,  pump;  2  pump,  eng.,  daaa  dup.,  cap.  day 
1,500,000  gals.;  ;1'2  hyd.;  pres.,  dom.  50  lbs.,  f. 
100  lbs.;  wks.  owned  by  city. 

DOWAGIAC,  p.  6,088;  f.  area,  IH  sq.  m.;  mere 

bldgs.,  bk.,  8  stor.;  priv.,  bk.  ft  wd.,  1%  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  Inv.  F.  dept. — 1  c.  eng.,  -O  c  hand 
ex.,  (1  h.  ft  I.  trk.,  4  hose  car.,  1  auto.  comb,  c 
ft  h.  wag.;  hose,  cot,  rub.  lined,  gd.,  !1,800  ft; 
inf.,  600  ft;  tot  hose,  2,400  ft;  f.  al.,  Gamewell, 
2«  bx.;  val.  equip.,  $10,000;  val.  bldgs.,  $5,000; 
exp.  dept,  $3,000;  tot  mem.  9,  pd.  full  time  8, 
pd.   part  time  6. 

Water  Supply — Src,  wells,  1-8  m.  bus.  cent; 
ays.,  pump  dir.;  2  pump,  eng.,  class  dup.  ftcross- 
comp.,  oap.  day  2,^500,000  gals.;  mains,  c  i.,  14 
m.,  4  to  1^2  in.  dia.;  .110  hyd.;  200  v.;  met  000; 
900  serv.;  pipe,  galv.  wrt  L  ft  lead;  pres.,  dom. 
00-  lbs.,  f.  100  lbs.;  cons,  day,  800,000  gals.; 
cost,  $40,000;  cost  mtce.,  $4,000;  wks.  owned  by 
city. 

DUNDEE,  p.  1,070;  f.  area,  640  a.;  mere  bldge, 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt  ord.;  causes  ox  f.  inv.     F.  dept — 

1  Sim.  eng.,  2  c  hand  ex.,  1  h.  ft  L  trk.,  S  hose 
carts,  2  hre.;  hose,  cot.,  rub.  lined,  gd.,  1,760  ft.; 
f.  al.,  bell;  val.  equip.,  $5,000;  vaL  bldgs.,  $8,600; 
tot.  mem.,  80  vol. 

Water  Supply — Src,  weUs;  sys.,  pump. 

DURAND,  p.  2.816;  f.  area,  -640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk,  ft  wd., 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of 
f.  inv.  F.  dept — 2  c  band  ex.,  1  b.  ft  L  trk.,  S 
hra.;  hose.  cot.  rub.  lined,  gd..  1,700  ft;  f.  aL. 
wh.;  val.  equip.,  $6,000;  val.  bldgs.,  $8,000;  exp. 
dept,  $800;  tot  mem.  14,  pd.  part  time. 

Water  Supply — Src,  wells,  700  ft  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  2.000,000  gals.;  8 
pump,  eng.,  cap.  day  1,500,000  gals.;  mains,  c  L, 
8  m.,  4  to  10  in.  dia.;  48  hyd.;  100  v.;  met.,  24; 
460  serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs.,  f. 
125  lbs.;  cons,  day,  860,000  gaJs.;  cost,  $42,000; 
cost  mtce.,  $6,000;  wks.  owned  by  city. 

EAST  JORDAN,  p.  2,610;  mere  bldgs.,  bk.  F. 
dept. — 1  gasolme  eng.,  1  h.  ft  1.  trk.,  1  comb,  c 
ft  h.  wag.,  2  hose  carts;  hose,  2,000  ft;  f.  aL, 
wh.  ft  telp.;  vaL  equip.,  $8,500;  vaL  bldgs., 
$2,000;  tot.  mem.,  18. 

Watsr  Supply — Src,  wells;  eys.,  pump.;  2  puinp. 
eng.,  cap.  day  1,260,000  gals.:  res.  cap.,  260,000 
gals.;  mains,  8  m.;  pres.,  76  lbs.;  cost,  $40,000; 
cost  mtce,  $8,000;  wks.  owned  by  city. 

EAST  LAKE.  p.  8,000;  f.  area,  640  a.;  mere 
bldgs.,  wd.,  IMi  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  hose  wag.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd..  8,000  ft;  rub.,  gd.,  600  ft;  inf.,  600 
ft.;  tot.  hose,  4,000  ft;  f.  al.,  wh.  ft  bell;  vaL 
equip.,  $2,000;  vaL  bldgs.,  $700;  tot.  mem..  24 
vol.    . 

Water  Supply — ^Not  reported. 

EAST  TAWAS,  p.  1,462;  f.  area,  100  a.;  mere 
bldgs.,  bk.  ft  wd..  1  to  8  stor.;  priv.,  wd.,  2  stor.: 
wd.  rfs.  perm.;  fwke  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk..  8  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  2,400  ft;  f.  al.,  wh.;  val. 
equip.,  $87,000;  exp.  dept,  $226;  tot  mem.,  22 
vol. 

Water  Supply — Src,  bay,  40  rods  bus.  cent.; 
sys.,  pump  dir.;  2  pump,  eng.,  class  hor.,  cap.  day 
1,500,000  gals.;  mains,  8  m.,  6  to  8  in.  dia.;  00 
hyd.;  375  ser\.;  3  met;  pipe,  iron;  pres.,  dom.  40 
lbs.,  f.  90  lbs.;  cons,  day,  100,000  gals.;  cost. 
$30,000;  cost  mtce.,  $4,000;   wks.  owned  by  town. 

EATON  RAPIDS,  p.  2,094;  mere,  bldgs.,  bk. 
stn.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd. ;  1  to  3 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 1  Ktir.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wiog.,  1  hose  oaTt  2  hrs. ;  hose,  cot.,  rub.  lined, 
gd.,  2,500  ft;  inf.,  1,000  ft;  tot  hose,  S.500 
ft;  f.  al.,  bell  wh.  &  telp.;  val.  equip.,  $8,000; 
val.  bldgs..  $3,000;  exp.  dept,  $2,500;  tot.  mem., 
10.  pd.  full  time;  undrs.  rating,  second  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
ays.,    pump    to   stdp.;    stdp.    cap.,    120,000    gals.; 
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dim.,  14  z  100,  loc  on  Plain  St.;  mat.,  stl.;  2 
pump,  eng.,  class  dup.  comp.,  cap.  day  750,000 
nls. ;  mains,  c.  i.,  6  m.,  4  to  10  in.  dia.;  52 
nyd. :  28  v.;  600  sen-.;  pipe,  iron;  pres.,  dom. 
40  lbs.,  f.  90  lbs.;  cons,  day,  180,000  grals.;  cost, 
$26,000;   cost  mtce.,   $1,600;   wks.   owned  by   city. 

EC0R8E,  p.  1,068.  F.  dept. — 2  hose  carts: 
hose,  cot.,  rub.  lined,  gd.,  1,200  ft.;  f.  al.,  bell  & 
wh.:  tot.  mem.,  25  voL 

Water  Supply — Src,  Lake  St.  Clair,  1  m.  bus. 
cent.;  sys.,  grav.;  mains,  8  m.,  4  to  8  in.  dia.; 
89  hyd.;  wks.  owned  by  city. 

EDMORE,  p.  752.  F.  dept. — 1  hand  hose  reel: 
hose,  cot.,  rub.  lined,  gd.,  2.000  ft.;  f.  al.,  bell 
A  wh.;   tot.  mem.  8,  poL  part  time. 

Wattr  Supply— -Src,  wells,  1  m.  bus.  cent.;  sys., 
dir.  pres.;  mains,  %  m.;  10  hyd.;  pres.,  dom.  40 
to  60  lbs.,  f.  80  to  126  lbs.;  wks.  owned  by  city. 

ELK  RAPIDS,  p.  1,673;  f.  area,  640  a.;  mere. 
bldgTB.,  bk.  &;  wd.,  2  &  8  stor.;  prlv.,  bk.  A(  wd.,  2 
St  or.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 8  h.  &;  1.  trk.,  5  hose  wag., 
5  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  5,000  ft.; 
f.  al.,  bell  k  wh.;  exp.  dept.,  $80;  tot  mem.,  60 
vol. 

Water  Supply — Src,  lake,  H  m.  bus.  cent.;  sys., 
pump  dir.;  8  pump,  eng.,  cap.  day  1,600,000 
gals.;  mains,  iron,  7%  m.,  4  to  8  in.  dia.;  62 
hyd.;  54  v.;  met.,  21;  851  serv.;  pipe,  galv.  i.; 
pres.,   dom.    40   lbs.,   f.    100   lbs.;   cons,   day,   800,- 

000  gals.;  cost,  $86,000;  cost  mtce.,  $1,200; 
wks.   owned   by   Co. 

ELKTON,  p.  558.  F.  dept. — 1  hand  eng.,  1 
hand  hose  cart;  hose,  cot.,  rub.  lined,  gd.,  760 
ft.:  f.  al.,  wh.;  tot.  mem.,  26  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
dir.  pres.;  mains,  1  m.,  4  to  6  in.  dia.;  10  hyd.; 
pres.,  dom.  5^0  to  70  lbs.;  wks.  owned  by  city. 

ELSIE,  p.  692.  F.  dept. — 1  gasoline  eng.,  2,000 
ft.  hose:  9  vol. 

Wattr  Supply — Src,  deep  well,  8  cisterns. 

EMPIRE,  p.  800.     F.  dept. — 2  hand  hose  carta, 

1  h.  &  1.  trk.;  hose,  rub.  lined,  gd.,  1,000  ft.;  f. 
al..  elec,  2  bx. ;  val.  equip.,  $800;  tot.  mem.,  6  voL 

Water  Supply — Src,  lake,  1  m.  bus.  cent.;  sys., 
dir.  pres.;  89  v.;  pres.,  f.  80  lbs.;  wks.  owned  by 
city. 

ESCANABA,  p.  18.194;  f.  area,  0,088  a.;  mere, 
bldgs.,  wd.,  bk.  ft  cem.,  2  to  6  stor.;  priv..  wd. 
k  bk.,  1  to  8  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combL    ord.;    causes   of   f.   inv.      F.    dept. — 2   sir., 

2  c  hand  ex.,  1  b.  ft  1.  trk.,  1  comb,  c  ft  h.  wag., 

1  hose  wag.,  8  hose  car.,  6  hrs.;  hose,  cot.,  ruo. 
lined,  gd.,  8,000  ft.;  inf.,  1,650  ft.;  tot.  hose,  4,660 
ft.;  f.  al.,  Gamewell,  80  bx.;  val.  equip.,  $18,000; 
vaL  bldgs.,  $17,750;  exp.  dept.,  $10,000;  tot. 
mem.   16,  pd.   full  time. 

Wattr  Supply — Src,  lake,  1  m.  bus.  cent.;  sys., 
pump  dir.;  res.  cap.,  6,000,000  gals.;  3  pump, 
eng.,    class    comp.    ft    dup.,    cap.    day    6,000,000 

gals.;  mains,  c  i.,  22  m.,  4  to  16  in.  dia.;  221 
yd.;  166  v.;  met.,  877;  2,050  ser\'.;  pipe,  galv.  L; 
pres.,  dom.  60  lbs.,  f.  100  to  160  lbs.;  cons.  day. 
1,800,000  gals.;  cost  mtce.,  $15,000;  wks.  owned 
by  Co. 

ESSEXVILLE,  p.  1,477;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.  ft  wd.,   1  ft  2  stor.;  priv.,  wd.,   IVi    ft 

2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  band  cart,  2  hose 
wag.,  1  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
inf..  800  ft.;  tot  hose,  2,800  ft.;  f.  al.,  Game- 
well,  7  bx.;  vaL  equip.,  $6,400;  val.  bldgs.,  $1,- 
500;  exp.  dept,  $1,000;  tot.  mem.  10,  pd.  full 
time. 

Water  Supply — Src,  riv.;  pipe.  600  ft,  2  in.  dia. 

EVART,  p.  1,886;  f.  area,  80  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  4  c.  hand  ex.,  8 
hose  car.;  nose,  cot,  rub.  lined,  gd.,  2,400  ft; 
inf.,  600  ft;  tot  hose,  8,000  ft;  f.  al.,  elec,  10 
bx.;  vaL  equip.,  $8,000;  val.  bldgs.,  $8,500;  exp. 
dept.,  $160;  tot.  mem.,  25  voL 

Wattr  Supply — Src,  wells:  sys.,  pump  dir.; 
pump,  eng.,  cap.  day  1,600,000  gals.;  mains,  iron 
ft  wd.,  2^  to  10  in.  dia.;  35  hyd.;  50  v.;  800 
serv.j  pres.,  dom.  40  lbs.,  f.  60  to  100  lbs.;  cost, 
$80,000;  cost  mtce.,  $8,000;  wks.  owned  by  village. 

FENNVILLE.  p.  600;  f.  area.  120  a.;  F.  dept.— 
1   hose   cart   ladder  wsg.   ft  ladders,   noaxles,    600 


ft.  hose;  f.  al.,  bell;  val.  equip.,  $560;  vaL  bldgs.. 
$600:  tot.   mem.   26,  pd.  part  time. 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
6}'s.,  pump  dix. ;  1  pump,  eng.;  cap.  ^y.  360,000 
gals.:  mains.  1%  m.;  21  hyd.;  12  v.;  pres.,  dom. 
42  lbs.,  f.  100  lbs.;  cost  $12,000;  wks.  owned 
by  city. 

FENTON,  p.  2,831;  f.  area,  810  a.;  mere  bldgs., 
bk..  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  L 
inv.  F.  dept. — 1  str.,  1  h.  ft  1.  trk..  2  c  hand 
ex.,  1  hose  wag.,  8  hose  car.,  4  hrs.;  hose.  cot. 
rub.  lined,  gd.,  8,000  ft;  f.  al.,  bell  ft  wh.;  vaL 
equip.,  $6,000;  val.  bldgs.,  $8,500;  exp.  dept, 
$660;  tot  mem.   16,  pd.  part  time. 

Wattr  Supply — Src.  well,  in  bus.  cent;  sva, 
pump  dir.;  res.  cap..  55,000  gals.:  2  pump,  eng., 
cap.  day  55,000  gals.;  mains,  8  m.,  4  to  8  in. 
dia.;  58  hyd.;  60  v.;  600  serv.;  pipe,  galv.  i.; 
pres.,  dom.  60  lbs.,  f.  120  lbs.;  cons,  day,  160,000 
gals.;  cost,  $27,000;  cost  mtce.,  $8,000;  wka 
owned  by  city. 

FIFE  LAKE,  p.  840.  F.  dept. — 1  comb.  r.  k 
hand  eng.,  1  hose  wag.;  hose,  cot,  rub.  linetl,  pi.. 
1,000  ft;  f.'  aL,  bell;  vaL  equip.,  $2,000;  val. 
bldgs.,   $500;  tot   mem.,   22   voL 

Water  Supply — Src,  lake. 

FLINT,  p.  38,560;  f.  area,  120'a.;  mere  bldgi.. 
bk.,  2  to  9  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  vd. 
rfs.  not  perm,  in  f.  area:  fwks.  ft  combt  onL; 
causes   of   f.   inv.      F.   dept. — 1    str.,    2    auto,  str., 

1  auto.  comb,  c  ft  h.  wag.,  1  chiefs  auta,  2  h. 
ft  1.  trk.,  1  auto.  aer.  trk.,  17  c  hand  ex.,  3  bose 
wag.,  7  hrs.;  hose,  cot,  rub.  lined,  gd..  9,000 
ft;  f.  al.,  bell,  wh.  ft  Qamewell,  60  bx.;  vaL 
equip.,  $49,500;  val.  bldgs.,  $50,000;  exp.  dept.. 
$80,000;  tot.  mem.  80,  pd.  full  time 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  tyt^ 
pump  dir.:  4  pump,  eng.,  cap.  day  12,500.000 
gals.;  mains,  c  L,  45  m.,  4  to  16  in.  dia.;  SS7 
hyd.;  448  v.;  met.,  4,906;  6,099  serv.;  pipe.  nK- 
L  ft  lead;  pres.,  dom.  40  lbs.,  f.  90  to  125  lbs.: 
cons,  day,  8,804,088  gals.;  cost,  $848,954. 

FLUSHING,  p.  988.  F.  dept — 1  h.  ft  L  trk..  1 
hand  eng.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft; 
f.  aL,  elec,  7  bx. 

FOWLER,  p.  476;  bldgs.,  bk.,  wd.  ft  cem.  F. 
dept. — 1  hand  eng.,  2  hand  c.  ex.,  1  b.  ft  1.  txt.; 
hose.  600  ft;  f.  al.,  bell;  vol.  serv. 

Water  Supply — Src,  tk.;  sys.,  pump.;  res.  cap., 
600  bbls.;  5  hyd.;  mains,   H   m. 

FOWLERSVILLE.  p.  906.  F.  dept — 1  h.  Jt  L 
trk.,  2  hose  reels;  hose,  800  ft;  f.  aL,  bell  ft  vh-; 
tot.  mem.,  15  vol. 

Water  Supply — Src,  wells,  40  rods  bus.  cent: 
sys.,  dir.  pres.;  stdp.  cap.,  100,000  gals.;  mau 
Iron;  pump,  cap.  day  1,000,000  gals.;  mains,  iroo. 
IV^  m.,  4  to  8  in.  dia.;  19  hyd.;  pres.,  dom,  4  i-, 
125  lbs.;   cost,  *1 0,500;   wks.   owned  by   city. 

FRANKENMUTH,  p.  698;  bldgs.,  bk.  F.  dept- 
— 1  stm.  eng.,  1  hand  eng.,  1  hose  cart;  hose,  S50 
ft.:  f.  al.,  wh.;  tot.  mem.,  10. 

Water  Supply — Not  reported. 

FRANKFORT,  p.  1,666;  f.  area,  160  a.;  mere. 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area.  F.  dept. — 10  c  hand 
ex.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gxl.,  l.Si*' 
ft;  rub.,  gd.,  600  ft;  inf.,  200  ft;  tot  hoee. 
2,000  ft;  f.  aL,  wh.;  val.  equip..  $3,000;  ^*i 
hides.,   $1,000;  tot  mem.,   21  voL 

Water  Supply — Src,  wells,  %  m.  bna.  cent.; 
sys.,  piraip  dir.;  2  pump,  eng.,  claas  dup.,  oap.  da;. 
400,000  gals.;  mains,  iron  ft  wd.,  4.80  m..  2H  t^  ^ 
in.  dia.;  42  hyd.;  27  v.;  805  •erv.;  pipe,  iron  i 
wd. ;  pres.,  dom.  50  lbs.,  f.  90  lbs.;  cons.  >ii>. 
470,000  gals.;  cost,  $18,000;   wks.  owned  by  citv 

FREMONT,  p.  2,009;  f.  area.  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  «tL 

2  stor.;  wd.  rfs.  not  perm,  in  I.  area;  fwks.  k 
combt  ord.;  causes  of  i.  inv.  F.  dept — 2  c  eag. 
on  wis.,  1  h.  ft  L  trk.,  4  hose  carta;  hoae,  coc~ 
rub.  lined,  gd.,  2,200  ft;  inf.,  SCO  ft;  tot  hoae. 
2,400  ft;  f.  aL,  elec,  7  bx.;  val.  equip..  $3,000; 
vaL  bldgs..  $2,000;  exp.  dept,  $800;  tot.  meat- 
65.  pd.   part  time. 

Water    Supply — Src,    spr.    ft    wells,    V4    m.   bw. 

cent.;    sys.,    pump    dir.;    stdp.    cap.,    75,000    g*!*-: 

res.  cap.,  56,000  gals.;  pump,  eng.,  cap.  day  i.DOO,- 

000  gals.;  mains,  3  m.,  2  to  10  in.  dia.:   42  fayd> 

48  v.;  245  met;  246  serv.;  pres.,  dom.  70  lbs.,  L 
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125  lbs.;  cost,  $28,000;  C06t  mtce.,  $2,000;  wks. 
owned  by  city. 

GARDEN,  p.  407.  F.  dept. — 1  hand  enff.,  1 
gaa  enr.,  2  c  hand  ex.,  2  hand  hose  carts;  noee, 
cot.,  rub.  lined,  gd.,  900  ft.;  f.  al.,  bell;  vol. 

Water  Supply — Src,  6  wells. 

GAYLORD,  p.  1,688;  mere,  bldgs.,  wd.  k  bk., 
IVi   to  8  Btor.;  piiT.,  wd.,  1  ft  2  stor.;  wd.  rfs. 

Serm.  F.  dept. — 8  c.  hand  ex.,  1  h.  ft  1.  trk.,  8 
oee  car.;  hose,  cot.,  rub.  lined,  gd.,  2,100  ft.;  f. 
al..  bell  ft  wh.;  val.  equip.,  $1,600;  val.  bldgs., 
$600:  tot.   mem.,  20  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
aldp.  cap.,  85,000  gals.;  dim.,  80  x  16;  mains,  4 
m.,  4  to  6  in.  dia.:  28  hyd.;  5  ▼.;  200  serv.; 
pres.,  dom.  80  Ibt..  f.  110  to  186  lbs.;  cost, 
$0,500;   cost  mtce.,  $800;  wks.  owned  by  village. 

GLADSTONE,  p.  4,211;  f.  area,  1,000  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.     F.  dept. — 1  str.,  2  c.  hand  ex., 

1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  reels,  2  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  9,800  ft.;  f.  al.,  Game- 
well,  17  bx.;  val.  equip.,  $5,000;  val.  bldgs., 
$21,500;  exp.  dept.,  $1,500;  tot.  mem.  24,  pd. 
full  time  S.  vol.  21. 

Water  Supply — Src.,  bay,  %  m.  bus.  cent.;  sys., 
pump  dir.;  2  pump,  eng.,  dass  comp.,  size  12  x 
18  X  11^,  cap.  day  260,000  gals,  each;  mains, 
c.  1.,  7  m.,  4  to  12  in.  dia.;  48  nyd.;  80  v.;  met., 
3;  pres..  dom.  40  lbs.,  f.  126  lbs.;  cons,  day,  40,> 

000  gals.:  cost.  $60,000;  cost  mtce.,  $6,500; 
wks.  owned  by  city. 

GLADWIN,   p.    088.      F.   dept— 1   h.   ft  1.   trk., 

2  hose  carts;  nose,  1,000  ft.;  f.  al.,  telp.  ft  wh.; 
tot.  mem.,  17. 

Water  Supply — ^Holly  sys.;  mains,  8  m.;  20  hyd.; 
pres..   76  lbs. 

GOBLEV^LLE,  p.  687.     F.  dept. — 1  hand  pump, 

1  h.  &  1.  trk.,  1  hose  reel:  ho»e,  800  ft.;  f.  al., 
bell;  Vfll.  enuip.,  $600;  vat.  bldgs.,  $1,600;  tot. 
mem..   87   vol. 

Watsr  Supply — Src.,  wells  ft  cisterns. 

GRAND  HAVEN,  p.  6,850;  f.  area,  100  a.;  mere 
bldgs..  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept.— 
1  str.,  2  hand  ex.,  1  h.  ft  1.  trk.,  1  comb,  hose 
wag.  ft  trk.,  2  hose  wag.,  8  hrs.;  hose,  coL,  rub. 
lined,  gd.,  4,000  ft.:  f.  aL,  elec.;  val.  equip., 
$9.0n0;  val.  bldgs.,  $6,000:  exp.  dept.,  $7,000; 
tot.  mem.,  12.  pd.  part  time. 

Water  Supply — Src.,  wells,  %  m.  bos.  cent.; 
sys.,  pump  dir.;  4  pump,  enjgr.,  dass  comp.,  cap. 
day  8,000,000  gals.;  maina,  c.  L,  11  m.,  4  to  12 
in.  dia.;  100  hyd.;  met.,  700;  700  Rer^'.;  pipe,  galv. 
i.;  pres.,  dom.  S7  lbs.,  f.  110  lbs.;  cons,  day, 
400,000  gaK;  cost,  60,000;  cost  mtce.,  $9,000; 
wks,  owned  by  city. 

GRAND  LEDGE,  p.  2,808;  f.  area,  160  a.; 
bldgs.,  bk.  ft  wd.,  2  stor.:  wd.  rfs.  not  perm.  F. 
dept. — 1  supplv  wag.,  1  hose  car.,  2  hrs.;  hose, 
cot.,  rub.  lined,,  gd.,  2.600  ft.;  f.  al.,  wh.;  vaL 
equip.,  $8,000;  val.  bldgs.,  $8,000;  exp.  dept., 
$1,800;  tot.  mem.  8,  pd.  part  time;  undrs.  rating, 
first  class. 

Water  Supply — Src,  wells,  H  m.  bus.  cent.; 
sys.,  pump  dir.;  stdp.  cap.,  100,000  gals.;  4  pump, 
eng.,  cap.  day  2,076,000  gals.;  mains,  c.  L,  8  m., 
4  to  8  in.  dia.;  47  hyd.;  86  serv.;  pres.,  dom.  60 
lbs.,  f.  75  lbs.;  cost,  $44,000;  cost  mtce.,  $1,800; 
wks.  owned  by  city. 

GRAND  MARAI8,  p.  1,000.  F.  dept.— 2  hand 
hose  carts,  1  hand  ladder  trk.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft.;  f.  al.,  telp.;  tot.  mem.,  14 
vol. 

Watsr  Supply — Src.,  Lake  Superior,  1  m.  bus. 
cent.;  sys.,  pump.;  2  pump,  eng.;  mains,  8%  m., 
4  to  8  in.  dia.;  pres.,  dom.  60  lbs.,  f.  120  lbs.; 
wks.  owned  by  city. 

GRAND  RAPIDS,  p.  112,571;  f.  area,  17^  sq. 
m.;  mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  10  stor.; 
priv.,  stn.,  bk.  ft  wd.,  2  stor;;  wd.  rfs.  perm,  in 
f.  area;  combt.  ord.;  causes  of  f.  inv.  F.  dept. — • 
12  str.,  1  in  reserve,  2  c.  eng.  on  wis.,  2  auto, 
comb.  0.  eiiK.,  10  auto.  comb.  c.  vV;  h.  wag.,  2  auto, 
aer.  trk.,  4  h.  ft  1.  trie.,  2  hoae  wag.,  38  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  84,610  ft.;  f.  al..  Game- 
well,  274  b.T.;  val.  equip.,  $24'6,871;  val.  bldgs., 
$208,500;  exp.  dept,  $266,1586;  tot.  mem.  202, 
pd.  full  time. 


Water  Supply — Src,  Grand  riv.,  1  m.  bus.  cent.; 
sys.,  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,  876,- 
400  gals.;  dim.,  80  x  76;  mat.,  stl.;  res.  cap., 
6.000,000  gals.,  loc.  %  m.  station;  8  pump,  eng., 
size  8  X  12  X  16,  cap.  day  86,000,000  gals.;  mains, 
c  1.,  196%  m.,  4  to  86  in.  dia.;  1.084  hyd.; 
2,287  v.;  met,  8,721:  19.861  serv.;  pipe,  lead; 
pres.,  dom.  65  to  90  In.,  f.  66  to  90  lbs.;  cons, 
day,  14,052,001  gals.;  cost,  $2,784,678;  cost 
mtce.,  $56,102;  wks.  owned  by  city. 

GRANDVILLE,    p.    680.      F.    dept.—!    comb.    c. 
ft  hand  eng.,  1  h.  ft  1.  bucket  trk.,  260  ft.  hose. 
Watsr  Supply — Wells. 

GRASS  LAKE,  p.  760.     P.  dept. — 1  c.  eng.,  6  c 
hand  ex.,  1  h.  ft  I.  trk.;  f.  al.,  bell;  vol. 
Water  Supply — ^Not  reported. 

GRAYLING,  p.  1.775;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  Inv. 
F  dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  coL, 
rub.  lined,  gd.,  l-,500  ft.;  tot.  hose,  2,600  ft.; 
f.  al.,  bell,  12  bx.;  val.  equip.,  $500;  val.  bldgs., 
$500;  exp.  dept.,  $100;  tot.  mem.,  20  vol. 

Water  supply — Src,  riv.,  %  m.  bus.  cent.;  sj's- 
srrav.;  mains,  2  5-44  m.;  30  hyd.:  56  «erv.;  pres., 
100   lbs,;   cost,   $3,000;   wk^.   owned  by   Co. 

GREENVILLE,  p.  4,046;  mere,  bldgs.,  wd.  ft 
bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.  F.  dept.— 
1  h.  ft  1.  trk.,  1  hose  car.,  4  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  1.500  ft.;  f.  al.,  bell  ft  wh.;  val.  equip., 
$10,000;  val.  bl^gs.,>  $8,000;  tot.  mem.  11,  pd. 
part  time. 

Water  Supply — Src,  well,  %  m.  bus,  cent.; 
sys..  pump  dir.;  2  pump,  eng.,  cap.  dav  1,000,000 
gals.;  mains,  c.  i.,  10  m.,  4  to  12  in.  dia.;  66 
hyd.;  48  v.;  900  serv.;  pipe,  lead  ft  galv.  i.;  pres., 
dom.  80  lbs.,  f.  100  to  126  lbs.;  cons,  day,  800,- 

000  gals.;  cost.  $80,000;  cost  mtce.,  $6,129; 
wks.  owned  by  city. 

HANCOCK,  p.  8,981;  f.  area,  1,600  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  S 
stor.;  wd.  rfs.  not  perm.;  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  6  c  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  wag.,  8  hose  car.,  6  hrs.;  hose,  cot., 
rub.  lined,  gd.,  8,000  ft.;  rub.,  gd.,  500  ft.;  tot. 
hose,  8,500  ft.;  f.  aL,  Gamewell.  22  bx.;  vaL 
equip.,  $15,000;  val.  bldgs.,  $25,000;  exp.  dept., 
$6,000;  tot.  mem.  21,  pd.  full  time  5,  pd.  part 
time  16. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  res.  ft  grav.;  res.  cap.,  1,800,000  gals., 
IOC  north  city;  8  pump,  eng.,  cap.  day  4,000,000 
gals.;  mains,  c  L,  9  m.;  70  hyd.;  80  v.;  1,600 
serv.;  pres.,  dom.  85  lbs.;  cons.  day.  1,800,000 
gals.;  cost.  $200,000;  cost  mtce.,  $10,000;  wks. 
owned  by  city. 

HARBOR  BEACH,  p.  1.556;  mere  bldgs.,  bk.  ft 
cone.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
rub.,  gd.,  1,700  ft.;  f.  al.,  Qamewell;  tot.  mem., 
82  VOL 

Water  Supply  —  Src,  lake;  pump.  cap.  day, 
1,000,000  gals. 

HARBOR  SPRINGS,  p.  1,806;  f.  area,  626  a.; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.;  causes 
of  f.  inv.     F.  dept. — 1  h.  ft  1.  trk.,  2  hose  carts, 

1  hose  reel:  hose,  cot.,  rub.  lined,  gd.,  600  ft.; 
inf.,  1,100  ft.;  tot.  hose,  1,600  ft;  f.  al.,  wh.,  0 
bx.;  val.  equip.,  $11,000;  val.  bldgs.,  $800;  exp. 
dept.,  $660;  tot.  mem.  IS,  pd.  part  time. 

Water  Supply — Src,  wells,  Vk  m.  bus.  cent.; 
sys.,  dir.  ft  grav.;  stdp.  cap.,  850,000  galfi.;  dim., 
50  X  100;  mat.,  cem.;  fee.  cap.,  850.000  gals., 
loc,  ait  pump.  sta. ;  2  pump,  eng.,  class  cross 
comp.  condensed,  oap.  day,  2,650,000  gals.;  mains, 
stl.  ft  c.  i.,  19  m.,  2  to  8  in.  dia.;  90  hyd.;  126  v.; 
met.,  275;  775  serv.;  pipe,  stl.;  pres.,  dom.  76  lbs., 
f.  126  lbs.;  cons,  day,  250,000  gals.;  cost,  $49,- 
425;    cost  mtce.,  $402;   wks.  owned  by  city. 

HARRISON,  p.  648.  F.  dept. — S  hose  carts; 
hose.  1.000  ft.;  tot.  mem..  16  voL 

Water  Supply — Src,  lake;  pres.,  dom.  60  lbs., 
f.  95  lbs.;  cost,  $7,000;  cost  mtce.,  $900;  wks. 
owned  by  city. 

HART,  p.  1,565;  f.  area,  100  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.  ft  bk.,  1  ft  S 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  c 
hand  ex.,  2  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
2,000  ft;  inf.,  400  ft.;  tot  hose,  2,400  ft.;  f.  aL, 
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telp.    Sc    elec;    val.    equip.,    $2,600;    val.    bldgs., 
$1,200;   tot.   mem.,   21   vol. 

Water  Supply — Sre.,  wells,  1  m.  bm.  cent.;  878., 
grav.,  pump  dir.  to  maini;  2  pump,  eng.,  cap.  day 
760,000  galB.',  mains,  8  m.,  4  to  8  in.  dia.;  82 
hyd.;  260  serv.;  pres.,  dom.  20  lbs.,  f.  100  lbs.: 
cost,  $18,000;  cost  mtce.,  $1,000;  wks.  owned 
by  city. 

HARTFORD,  p.  1,208;  f.  area,  040  a.:  mere, 
bldga.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  c.  hand  ex..  1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  900  ft.;  inf., 
600  ft.:  tot.  hose,  1,400  ft;  f.  aL,  beU;  vaL 
bldn..  $1,000;  tot.  mem.,  20  vol. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent.;  sys., 
pump  to  8tdp.;  stdp.  cap.,  40,000  gals.;  mat., 
stl.;  2  pump,  eng.,  cap.  day  7^0,000  gals.;  mains, 
c.  i.,  5  m.,  4  to  8  in.  dia.;  34  hyd.;  250  serv.; 
pipe,  gralv.  i.;  pres.,  dom.  46  lbs.,  f.  100  lbs.; 
cons,  day,  25,000  gals.;  cost  mtce.,  $700;  wks. 
owned    by    city. 

HASTINGS,  p.  4,888;  f.  area,  040  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose 
wag.,  2  hose  car.,  2  hrs.;  hose,  ooL,  rub.  lined, 
gd.,  8,000  ft.;  inf.,  800  ft.;  tot.  hose,  8,800  ft.; 
f.  aL,  wh.,  16  bx.;  ezp.  dept,  $000;  tot.  mem. 
24.  pd.  part  time. 

Water  Supply — Src.,  wells;  sys.,  pump  dir.;  8 
pump,  eng.,  cap.  day  8,600,000  gals.;  mains,  7 
m.,  4  to  12  in.  dia.;  47  hyd.;  27  v.;  met.,  2;  420 
serv.;  pres.,  dom.  40  lbs.,  f.  90  to  100  lbs.;  cost, 
$46,000;  coat  mtce.,  $8,400;  wks.  owned  by  city. 

HERMANSVILLE,  p.  800;  f.  area,  10  a.  F.  dept. 
— 8  hose  wag.  ft  ladder  irk.;  f.  al.,  bell;  val. 
equip.,    $1,000;   voL 

Water    Supply — Src,    wells. 

HESPERIA,  p.  462.  F.  dept — 2  hand  hose 
carts;  hose,  cot,  rub.  lined.,  gd.,  1,200  ft;  f.  aL, 
bell:  tot.  mem.  20,  pd.  part  time. 

Watar  Supply — Src,  white  riv.;  sys.,  dir.  pres.; 
mains,  1%  m.;  11  hyd.;  pres.,  dom.  40  llw.,  f. 
60  lbs. 

HILLMAN,  p.  411.;  f.  area,  240  a.  F.  dept — 
1  c.  eng.,  1  hose  wag.,  1,500  ft.  hose;  f.  al.  bell; 
7  vol. 

Water  Supply — Src,  river;  sys.,  pump;  2  pumps; 
0  hyd.;  wks.  owned  by  priv.  Co. 

HILLSDALE,  p.  6,001;  f.  area,  700  a.;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv.  F. 
dept. — 24  c.  hand  ex.,  4  hand  c.  1  h.  ft  1.,  1 
hose  wag.,  2  hose  car.,  4  hrs.:  nose,  cot,  rub. 
lined,  gd.,  8,000  ft;  f.  al.,  bell;  vaL  equip., 
$11,000;  vaL  bldgs..  $2,000;  exp.  dept,  $2,200; 
tot  mem.  18,  pd.  full  time  2,  pd.  part  time  4, 
vol.  12. 

Water  Supply — Src.,  lake,  IH  m.  bus.  cent; 
sys.,  pump  dir.;  4  pump,  eng.,  class  comp.  dup.  ft 
cross-oomp.,  cap.  day  10,000,000  gals.;  mains, 
16  m.,  4  to  12  in.  dia.;  116  hyd.;  met.,  68;  1,660 
serv.;  pipe,  c.  L  ft  gal  v.  stL;  pres.,  dom.  40  to 
60  lbs.,  f.  80  to  140  lbs.;  cons,  day,  1,000,000 
gals.;  wks.  owned  by  city. 

HOLLAND,  p.  10,490;  f.  area,  1,000  a.;  mere, 
bldgs.,  stn.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  comb.  c.  ft  h.  wag.,  4  c. 
hand  ex.,  1  hoae  wag.,  8  hose  car.,  4  hrs.;  hose, 
cot,  rub.  lined,  gd.,  6,000  ft.;  inf.,  600  ft;  tot 
hose,  6,500  ft;  f.  al.,  wh.  ft  elec.,  28  bx.;  vaL 
equip.,  $7,000;  vaL  bldgs.,  $10,000;  exp.  dept, 
$6,000;  tot.  mem.  28,  pd.  full  time  2,  pd.  part 
time  26. 

Water  Supply — Src.  wells,  4,900  ft  9,600  ft.  bus. 
cent.;  sys.,  pump  to  stdp.  &  dir.;  stdp.  cap., 
2147,000  guls.;  4  pump,  eng.,  class  centrif.,  cap. 
d>ay  4,lv>00,000  gals.;  mains,  c  i.,  32.1  m.,  4  to  14 
in.  dia.;  308  hyd.;  820  v.;  met.,  2,*31;  2,424 
sen*.;  pipe,  galvo  i.;  pres.,  dom.  4-5  to  65  Ibe., 
f.  100  lbs.;  00ns.  diay,  778,93>3  gals.;  cost,  $^l-4,- 
8^8;  co9t  mtce.,  $13,2^;  wks.  ow-vied  by   city. 

HOLLY,  p.  1,687;  f.  area,  800  a.;  mere  bldgs., 
bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.  inf.  area.  F.  dept — 1  h.  ft  1.  trk.,  1  aer. 
trk.,  2  hose  wag.,  2  hose  carts;  hose,  cot,  rub. 
lined,  fd.,  1,000  ft;  inf.,  600  ft;  tot  hose, 
1,600  ft;  f.  al.,  wh.,  4  bx.;  exp.  dept,  $600; 
tot.  mem.  21,  pd.  part  time. 


Watar  Supply — Src,  wells  ft  pond,  H  m.  boa 
cent.;  sys.,  pump  dir.;  pump,  eng.,  cap.  day 
1,600,000  gals.;  maina,  wd.,  4%  m.,  4  to  8  fai. 
dia.;  27  hyd.;  2  v.;  150  serv.;  pipe,  galv.  L; 
pres.,  dom.  86  lbs.,  f.  100  lbs.;  cons,  day,  600,000 
gals.;  cost,  $18,000;  cost  mtce.,  $2,000;  vki. 
owned  by  city. 

HOMER,  p.  1,008;  f.  area,  8  a.;  mere  bidp., 
wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  IH  ^  2  star.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 
1  stm.  eng.,  1  hand  eng.,  1  c  eng.,  2  e.  hand  ex.. 
1  h.  ft  1.  trk.,  1  hose  car.;  hoae,  cot.,  mb.  lined, 
gd.,  1,600  ft;  inf.,  600  ft;  tot  hose,  2.000  ft.; 
f.  al.,  bell;  vaL  equip.,  $1,900;  val.  bldgs.,  $2,800; 
exp.  dept,  $200;  tot  mem.  00,  pd.  part  time 

Water  Supply — Src,  2  wells;  ajs.,  1  dup.  ponp, 
cap.  800  gals,  min.;  16  dsteina. 

HOUGHTON,  p.  6,118;  f.  area,  500  a.;  mere, 
bldga.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  t 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  I 
inv.  F.  dept. — 1  hoae  sleigh,  1  str.,  1  b.  ft  L  tiL, 
4  c  hand  ex.,  2  hose  wag.,  1  hose  car.,  1  red,  7 
hrs.:  hose,  rub.,  gdL,  8,600  ft;  f.  aL,  Oamevdl, 
21  bx.;  vaL  equip.,  $8,000;  vaL  bldgs.,  $12,000; 
exp.  dept.  $1,626;  tot  mem.  82,  pd.  part  tim« 
10,  16  vol. 

Water  Supply — Src,  spr.;  vys.,  graT.;  4  rea, 
cap.  1,200,000  gals.;  8  pumps,  daas  dup.  ft  trip.; 
mains,  iron,  7%  ni*»  t  to  10  in.  dia.;  76  hyd.; 
97  v.;  met,  1,200;  pres.,  dom.  66  to  76  Iba.,  f. 
140  lbs.;  cost  $166,000;  cost  mtce.,  $2,100; 
wks.  owned  by  city. 

HOWARD  CITY,  p.  1,040;  f.  area,  10  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rtt.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  1  sleigh,  2  hose  car.;  hose, 
linen,  gd.,  2,000  ft;  f.  aL,  bell;  vaL  equip., 
$1,760;  tot  mem.,  80  voL 

water  Supply — Src,  riv.;  sys.,  pump  dir.;  S 
pump,  eng.,  cap.  day  1,600.000  gals.;  maina,  c  U 
4  m.,  4  to  8  in.  dia.;  81  hyd.;  18  v.;   204  seiv.; 

{>ipe,  galv.   L;   pres.,  dom.   40  lbs.,  f.  60  to  ISO 
bs.;    cons,    day,    160,000    gals.;    cost,     $14,000; 
cost  mtce.,  $1,700;  wks.  owned  by  city. 

HOWELL,  p.  2,888;  f.  area,  26  a.;  mere  bldp., 
bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  not  iav. 
F.  dept. — 1  c  eng.,  2  c  hand  ex.,  2  hoae  car.; 
hose,  cot,  rub.  lined,  gd.,  1,400  ft;  f.  aL.  bcQ 
ft  wh.;  val.  equip.,  $2,600;  val.  bldga.,  $2,000; 
exp.  dept,  $200;  tot  mem.,  11  voL 

Water  Supply— Sre,  weUs,  H  m.  bus.  ceat.; 
sys.,  pump  dir.;  2  pump,  eng.,  cap.  day  1,000.000 
gials.;  mains,  c  L,  11 H  m.*  4  to  10  in.  dia.;  65 
hyd.;  met.,  40;  600  serv.;  pipe,  galv.  i,;  pres., 
dom.  40  lbs.,  f.  120  lbs.;  cons,  day,  216,666 
gals.;  cost,  $42,000;  wks.  owned  Iqr  dty. 

HUBBARDSTON,  p.  460.  F.  dept — 1  head 
eng.,  1  hand  hoae  cart,  400  ft  hose;  12  voL 

HUDSON,  p.  2,178;  L  area,  800  a.;  acre, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  ator.;  «d- 
rfs.  not  perm,  in  f.  area:  combt.  ord.;  causes  of 
f.  inv.  F.  dept— 4  c  hand  ex.,  3  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  2,300  ft;  inf.,  150  iv; 
tot.  hose,  2,450  ft;  f.  al.,  bell  ft  vidi.;  val.  equip.. 
$2,000;  val.  bldgs.,  $5,000;  exp.  dept,  $700;  tot 
mem.,    80,   pd.   part   time. 

Watar  Supply — Src,  wella;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  2,000,000  gals.;  1  air  lift, 
cap.,  600,000  gals.;  mains,  7  V&  m.,  4  to  12  in. 
dia.;  66  hyd.;  40  v.;  584  serv.;  pipe,  iron;  pres.. 
dom.  45  to  50  lbs.,  f.  120  lbs.;  cons,  day,  287.70S 
gals.;  cost,  $42,100;  cost  mtce.,  $3,150;  wks. 
owned  by  city. 

IMLAY  CITY,  p.  1,174;  f.  area,  640  a.;  mete 
bldgs.,  bk.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt  ord.  F.  dept — 6  c  hand  ex.,  1  h.  ft  L 
trk.,  1  comb,  c  eng.  ft  hoae  cart,  2  hose  ear.; 
hoae,  cot,  rub.  lined,  gd.,  1,800  ft;  f.  aL,  bell; 
vaL  equip.,  $2,000;  vaL  bldga.,  $1,000;  tot  mcsL, 
86  vol. 

Watar  Supply — Src,  wells,  %  m.  bus.  cent; 
■ys.,  pump  to  stdp.;  stdp.  cap.,  80,000  gala.;  mat, 
bk.  ft  iron;  rca.  cap.,  40,000  gals.;  2  pump,  cng^ 
cap.  day  1,000,000  gals.;  mains,  wd.,  6  m.,  2  to 
8  in.  dia.;  81  hyd.;  8  v.;  100  aerv.;  pipe.  Iroa: 
prea.,  dom.  60  lbs.,  f.  60  lbs.;  coat,  $18,000;  ooat 
mtce.,  $8,600;  wks.  owned  by  city. 

IONIA,  p.  6,080;  f.  area,  120  a.;  mere  bldgs^ 
bk.  ft  stn.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  ator.; 
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wd.  rfi.  not  penn.;  fwks.  k  combt.  oid.  F.  dept. — 
1  h.  ft  1.  trk.,  1  hose  wag.,  4  hn.;  hose,  cot., 
rub.  lined,  gd.,  8,200  ft.;  f.  al.,  elec.,  S2  bz.; 
val.  eouip.,  $8,600;  val.  bldn.,  $4,000;  ezp. 
dept.,  $2,280;  tot.  mem.  22,  pa.  full  time  2,  pd. 
part  time  20. 

Water  Supply — Src.,  wells,  H  m.  bos.  cent.; 
sys.,  pump  dir.;  mat.,  cem.;  res.  cap.,  880,000 
gals.;  8  pump,  eng.,  cap.  day  1,500,000  gala.; 
mains,  wd.  ft  iron,  18  m.,  4  to  10  in.  dia.;  180 
hyd.;  100  v.;  met.,  11;  1,100  ser?.;  pipe,  lead 
ft  iron;  pres.,  dom.  60  lbs.,  f.  50  to  75  lbs.; 
cons,  day,  1,000,000  gals.;  cost,  $125,000;  cost 
mtce.,  $6,600;  wks.  owned  by  city. 

IRON  MOUNTAIN,  p.  0,216;  f.  area,  8,621  a.; 
mere,    bldgs.,    wd.    ft    bk.,    8    stor.;    wd.    rfs.    not 

Eerm.;  fwks.  ft  combt.  ord.     F.  dept. — 2  str.,  1  c. 
and  ex.,  1  h.  ft  L  trk.,  8  hose  wag.,  2  hose  car.,  4 


hrs.;  hose,  cot,  rub.  lined,  gd.,  4,700  ft.;  f.  al., 
elec,  47  bz.;  vaL  equip.,  $15,000;  val.  bldgs.. 
$10,000;  ezp.  dept.,  $4,250;  tot.  mem.  8,  pd.  xull 


time. 

Water  Supply — Src,  wells,  4  m.  bus.  cent.;  sjs., 

pump  to  res.,  to  stdp.;  stdp.  cap.,  000,000  gals.; 
IOC.  in  city;  res.  cap.,  633,000  gals.,  loc.  near 
station;  2  pump,  eng.,  class  comp.,  cap.  day 
4^000,000  gals.;  mains,  c.  i.,  1-9  m.,  6  to  16  in. 
dia.;  ISO  hyd.;  180  v.;  met.,  800;  1,600  aerv.; 
pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  120  Iba. ; 
con«.  day,  500,000  gals.:  cost.  $2Sio,000;  cost 
mice.,   $0,000;    wks.   owned   by   (Jo. 

IRON  RIVER,  p.  2,450;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk.,  cem.  ft  wd.,  1  to  8  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  to  2^  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  V.  dept. — 
2  c  eng.,  1  comb.  c.  ft  hose  wag.,  10  c. 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8  hose  reels, 
2  hrs.,  1  comb,  c  ft  ho^  ladder  aleigrh;  hose,  cot., 
rub.  lined,  gd.,  1,000  ft.;  rub.,  gd..  1.000  ft.; 
inf.,  1,000  ft.;  tot.  hose,  8,000  ft.;  f.  al..  Game- 
well.  15  bx.;  val.  equip.,  $3,000;  val.  bldgs.,' 
$1,000;  cxp.  dept,  $2,650;  tot.  mem.,  28,  pd. 
full  time  1,  Pd.  part  time  1,  vol.  26;  undrs. 
rating,    third    cLaas. 

Water  Supply — Src,  spr.,  75  yards  bus.  cent.; 
sys.,  pump  dir.;  pump,  eng.,  cap.  hour  1,000  g^ls.; 
mains,  c  i.,  1  m.,  4  to  6  &.  dia.;  150  serv.; 
pres.,  f.  120  to  150  lbs.;  cost,  $11,000. 

IRONWOOD,  p.  12,821;  f.  area,  8,720  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 2 
c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  6  hose 
car.,  4  hrs.;  hose,  cot.,  rub.  lined,  gd.,  7,500  ft.; 
f.  al..  Qamewell,  80  bz.;  val.  equip.,  $12,600; 
val.  bldgs.,  $26,000;  ezp.  dept.,  $5,186;  tot.  mem. 
45.  pd.  full  time  5,  40  vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  800,000  gals.;  res. 
cap.,  500,000  gals.;  2  pump,  eng.,  class  comp. 
dup.,  cap.  day  3,000,000  gals.;  mains,  kalemein, 
14  m.,  4  to  12  in.  dia.;  121  hyd.;  met.,  25; 
1,000  serv.;  pipe,  lead;  pres.,  dom.  65  lbs.,  f.  80 
lbs.;  cons,  ds^,  600,000  gals.;  wks.  owned  by  Co. 

ISHPEMINQ,  p.  12,448;  f.  area,  8.S00  a.;  mere 
bldgs.,  bk.,  stn.,  metal,  2  ft  8  stor.;  priv.,  wd.  ft 
bk.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.  F.  dept. — 2  str.,  4  c  hand  ez.,  1  h.  ft  L 
trk.,  1  band  cart,  1  supply  wag.,  8  hose  car.,  4 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  5,000  ft.;  rub., 
1,000  ft.;  tot.  hose,  6,000  ft.;  f.  al.,  Oamewell, 
85  bz.;  val.  equip.,  $25,886;  val.  bldgs.,  $80,000; 
ezp.    dept.,    $8,861;    tot.    mem.    68,    pd.    full   time 


8,  pd.  part  time  60. 
Wat       ' 


fater  Supply — Src,  lake,  2H  m.  bus.  cent.; 
sys.,  grav.,  pump  dir.;  8  pump,  eng.,  cap.  day 
4,500,000  sals.;  mains,  wd.,  28  m.,  2  to  14  in. 
dia.;  185  nyd.;  met.,  1,825;  1,865  serv.;  pipe, 
galv.  i.;  pres.,  dom.  80  lbs.,  f.  90  lbs.;  cons,  day, 
1,120,000  gals.;  cost,  $178,000;  cost  mice., 
$5,600;  wks.  owned  by  city. 

ITHACA,  p.  1,876;  f.  area,  640  a.;  mere  bldgs., 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  comb,  c  ft  h.  wag.,  1  c.  hand  ex.,  1  h. 
ft  1.  trk.,  1  hose  w«g.,  1  hoae  oar.,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  2,000  ft.;  inf.,  500  ft.;  tot 
hose,  2,500  ft.;  f.  al.,  telp.,  wh.  ft  bell;  val.  equip., 
$5,000;  exp.  dept.,  $700;  tot.  mem.,  IS,  pd. 
full  time   1,  pd.  pant  time   17. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;   stdp.   cap.,   141,000  gals.;   dim.,   20   x   60; 


mat.,  stl.;  2  pumps,  cap.  day,  275,000  gals.;  mains, 
c  i.,  6  m.,  4  to  8  in.  dia.;  55  hyd.;  800  serv.; 
4215  met.;  pipe,  iron;  pres.,  dom.  26  lbs.,  f.  100 
lbs.;  oons.  day,  100,000  gals.;  cost,  $85,000;  wks. 
ovmed  by  vilkige. 

JACKSON,  p.  81,488;  f.  area,  0  a.;  mere  bldgs., 
bk.  ft  «tn.,  1  to  7  stor.;  priv.,  bk.  ft  wd.,  1  to 
8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  fire  icv.  1*'.  dept. — 3  str., 
I  aer.  trk.,  1  h.  ft  1.  trk.,  5  comb.  c.  ft  h.  wag., 
22  hro.;  in  reserve,  2  hose  wag.,  1  h.  ft  1.  trk.; 
hose,  cot.,  rub.  lined,  gd.,  15,000  ft.;  inf.,  600  ft.; 
tot.  hose,  15,600  ft.:  I.  al..  Gamewell,  120  bx.;  val. 
equip.,  $50,000;  v^l.  bldgs.,  $60,000;  exp.  dept., 
$50,000;  tot.  mem.,  42,  pd.  full  time. 

Water  Supply — Src,  wells,  %  m.  .bus.  cent.; 
eys.,  grav.,  pump  to  res.  ft  dir.;  res.  cap.,  100,000 
gals.,  loc  at  station;  8  pump,  eng.,  cap.  day 
24,000,000  gals.;  mains,  e  i.,  0.5.5  m.,  4  to  24 
in.  dia.;  •818  hyd.;  met.,  7.700;  7,700  serv.;  pipe, 
lead;  pres.,  dom.  60  lbs.,  i.  80  to  100  lbs.;  cons. 
d«y,  2,^500,000  gnls.;  cost,  $850,000;  cost  mtce.. 
$15,000;  wks.  owned  by  city. 

JENNINQS.  p.  450.  F.  dept. — ^20  voL;  2,650 
ft.  hose;  f.  u.,  magneto,  6  bz. 

Water  Supply — Src,  lake;  sys.,  grav.;  mains, 
8H   m.;  88  hyd. 

JON€SV|iLLE,  p.  1,896;  f.  area,  1,896  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
J*",  dept. — 2  hose  car.,  1  h.  ft  1.  trk.;  hose,  cot., 
nib.  lincil,  gd.,  2,500  ft.;  f.  al.,  wh. ;  val.  equip., 
$1,000;  va).  bldgs.,  $2,500;  exp.  dept.,  $275;  tot 
mem.    Wt,  p<1.  part  time. 

Water  Supply — Src,  wells,  1,000  ft.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  120,000  gals.; 
dim.,  16  z  85;  mat.,  stl.;  pump,  eng.,  class  comp., 
cap.  day  1,500,000  gals.;  mains,  iron,  5^  m.,  4 
to  10  in.  (iia.;  43  hyd.;  met.,  4;  2H2  serv.;  pipe, 
galv.  i.;  pres.,  dom.  55  to  70  lbs.,  f.  72  to  85  lbs.; 
wks.  owned  by  city. 

KALAMAZOO,  p.  80,487;  f.  area,  9%  m.;  mere 
bldgs.,  bk.,  1  to  10  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 5  comb,  c  ft  h.  wag.,  4  str.,  1 
aer.  trk.,  1  h.  ft  1.  trk.,  14  c  hand  ex.,  1  hose 
wag.,  27  hrs.;  hose,  cot.  rub.  lined,  gd.,  18,000 
ft;  inf.,  500  ft;  tot  hose,  18,500  ft.;  f.  aL, 
wh.,  40  bz.;  val.  equip.,  $68,000;  val.  bldgs., 
$76,000;  ezp.  dept,  $64,000*  tot  mem.  58,  pd. 
full  time. 

Water  Supply — Src,  well*,  %  m.  bus.  cent.; 
sys.,  dir.  ft  pump  to  stdp.;  3  stdp.,  oap.,  1,300,- 
000  gals.;  4  pump,  eng.,  cap.  day,  8,500,000 
fl^lef.;  mains,  c.  i.,  87  ui.,  4  to  20  in.  dia.;  732 
nyd.;  1,650  v.;  met,  6,469;  6,392  serv.;  pipe,  lead 
ft  iron;  pres.,  dom.  ft  f.  60  lbs,;  cons,  day,  2,000,- 

000  gals.;  cost  mtce.,  $15,000;  wks.  owned  by 
city. 

KALKASKA,  p.  1,415;  f.  area,  80  a.;  mere 
bldgs..  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft;  inf.,  500  ft;  tot  hose,  2,000  ft.; 
X.  al.,  telp.  ft  wh.;  tot.  mem.,  18  voL 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  pump, 
eng.,  cap.  day  1,560,000  gals.;  mains,  4  m.,  8  to 
10  in.  dia.;  86  hyd.:  105  serv.;  pipe,  galv.  i.; 
pres.,  dom.  20  to  40  lbs.,  f.  100  lbs.:  cost,  $18,- 
000;  cost  mtce.,  $2,000;  wks.  owned  by  town. 

KINQ9LEY,  p.  687.  F.  dept — 1  c  eng.,  1  hand 
h.  ft  1.  trk.,  1,000  ft  hose;  f.  aL,  bell;  val.  equip., 
$1,500;  val.  bldgs.,  $1,000;  exp.  dept,  $200; 
tot.    mem.    25,    pd.    full   time    1,   vol.    24. 

Water  Supply — Src,  wells  ft  creek,  %  m.  bus. 
cent.;  fvs.,  grav.  ft  dir.  pres.;  1  pump,  eng.,  cap. 
day  25,000  gals.;  mains,  c  i.,  1%  m.,  4  to  6  in. 
dia.;  IK  hvd.;  100  serv.;  pres.,  dom.  50  lbs.,  f. 
75  lbs.;  cons,  day,  10,000  gate.;  cost,  $12,000; 
cost  mtce.,  $600;   wks.  owned  by  city. 

KINGSTON,  p.  817.  F.  dept.— 1  hose  cart,  600 
ft    hose. 

Water  Supply — Src,  wells;  sjs.,  grav.  ft  dir. 
pres. 

LAINQSBURQ,  p.  708.     F.  dept— 1  hand  ei«.. 

1  hand  hose  cart,  2  e  hand  ez.,  1  hand  ladder 
trk.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  aL, 
bell:  vol. 

Water  Supply — Src,  wells. 
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lAKE  CITY,  p.  816.  F.  dept — 2  hose  car.; 
hose.  1,000  ft.:  f.  aL,  wh.;  toL 

Water  Supply — Src.,  lake,  20  rds.  bua.  cent.; 
«ys.,  dir.  pres.;  2  pump,  eng.,  cap.  day  50,000 
gals.;  mains,  wd.,  2  m.,  2  to  6  in.  dia.;  IS  hyd.; 
8  v.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  wks.  owned 
by  iMiv.  Co. 

LAKE  LINDEN,  p.  8,000;  f.  area,  180  a.;  mere, 
bldgs.,  8tn.,  bk.  &  wd.;  priv.,  bk.  ft  wd.,  2  to  8 
at  or.;  wd.  rfa.  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1 
aer.  trk.,  2  hose  waff.;  hose,  cot.,  rub.  lined,  gd,, 
8,000  ft.;  inf.,  600  ft.;  tot.  hose,  8,600  ft.;  f.  al., 
bell  ft  wh.;  val.  equip.,  $4,000;  exp.  depL,  $600; 
tot.  mem.  26,  pd.  full  time  12,  voL  18. 

Water  Supply — Src,  spr.  ft  creek;  sys.,  grav.; 
res.  cap.,  480,000  gals.,  loc  ^  m.  city;  2  pump, 
eng.,  cap.  day  85,000  gals.;  mains,  4  m.,  4  to 
12  in.  dia.;  48  hyd.;  278  serv.;  pres.,  dom.  40 
lbs.,  f.  180  lbs.;  cost,  $76,000;  cost  mtce., 
$1,000;  wks.  owned  by  Co, 

LAKE  ODESSA,  p.  1,800.  F.  dept— 1  h.  ft  1. 
trk.,  2  hose  carts:  hose,  2,000  ft.;  f.  al.,  bell  ft 
telp.;  val.  equip.,  f  1,500;  val.  bldgs.,  $1,500;  exp. 
dept.,  $400;  tot.  mem.  20,  pd.  pait  time. 

Water  Supply — Sys.,  pump  dlr.;  mains,  4H  m.; 
52  hyd.;  pres.,  75  lbs. 

LAKEVIEW,  p.  954.  F.  dept. — 1  gas  eng.,  2 
hand  hose  reds;  hose,  cot.,  rub.  lined,  gd.,  1,600 
ft.:  f.  al.,  bell  ft  wh.;  vol. 

Water  Supply — Src.,  Tamarack  lake  ft  6  cis- 
terns, 1  m.  bus.  cent.;  sys.,  dir.  pres.;  mains. 
1,000  ft.;  4  hyd.;  pres.,  dom.  85  lbs.;  wks.  owned 
by  city. 

LANSINQ,  p.  81,229;  f.  area,  7^  sq.  m.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  6  stor.;  priv..  stn.,  bk.  ft 
wd.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
onl.  F.  dept. — 8  auto,  str.,  2  auto.  comb.  c.  ft 
h.  wag.,  1  '  auto.  c.  eng.,  1  auto,  chief's  car., 
1  h.  ft  1.  trk.,  1  ezerdae  wag.,  11  hand  ex.,  2 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft.;  fair, 
2,000  ft.;  tot.  hose,  8,000  ft.;  f.  al.,  Oamewell, 
81  bz.;  val.  equip.,  $60,000;  val.  bldgs.,  $88,000; 
exp.  depL,  $46,000;  tot.  mem.  88,  pd.  full  time. 

Water  Supply — Src,  wells,  M  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stop,  cap.,  800,000  gals.;  mat., 
boiler  plate;  7  pump,  eng.,  cap.  day  15,260,000 
ffals.;  mains,  iron,  74  m.,  6  to  16  in.  dia.;  498 
hyd.;  met.,  2,000;  4,800  serv.;  684  v.;  pipe,  lead; 
pres.,  dom.  65  lbs.,  f.  100  to  125  lbs.;  cons,  day, 
4,000,000  gala.;  cost,  $76,000;  wks.  owned  by 
city. 

LAPEER,  p.  8,600;  mere  bldgs.,  wd.  ft  bk.,  2 
ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  str.,  4  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  oar..  1 
hose  wag.,  2  hrs. ;  hose,  oot.,  rub.  lined,  gd.,  2,500  ft ; 
inf.,  500  ft;  tot.  hose,  3,000  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $8,000;  val.  bldgs.,  $6,000;  exp.  dept. 
$1,600;  tot  mem.,  14  vol.;  uiKirs.  rating,  fourth 
dass. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent; 
sys.,  pump  dir.;  8  pump,  eng.,  cap.  day  4,000,000 
nls.;  mains,  c.  i.,  11  m.,  4  to  10  in.  dia.;  96 
hyd.;  105  v.;  met,  88;  660  serv.;  pipe,  galv.  L; 
pres.,  dom.  40  to  46  lbs.,  f.  100  lbs.;  cons,  day, 
600,000  gals.;  cost  $65,000;  cost  mtce.,  $7,200; 
wks.  owned  by  city. 

iLAURIUM,  p.  8,687;  f.  area,  640  a.;  mere 
bldgs.,  wd.  ft  bk.,  2  ft  4  stor.;  priv.,  stn.  ft  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 6  str.,  1  h.  ft  L  trk.,  1  hose 
wag.,  6  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,600 
ft;  inf.,  400  ft;  tot  hose,  8,000  ft;  f.  al.,  bell, 
wh.  ft  elec,  6  bx.;  val.  equip.,  $8,000;  vaL  bldgs., 
$6,000;  exp.  dept,  $1,296;  tot.  mem.,  18  vol. 

Water  Supply — Src,  lake,  supplied  by  Calumet 
ft  Hecla  Mining  Co. 

4JVrWRiENOE,  p.  6ft3.  F.  dept — I  c.  eng.,  c. 
hand  ex.,  1  hose  wag.;  hose,  cot,  rub.  lined,  gd., 
1,200  ft;  f.  al.,  wh.;  val.  equip.,  $1,500;  val. 
bldgs.,   $7,000;   tot.   mem.,   15  vol. 

Water  Supply— Src,  3  wells,  in  bu3.  cent; 
eya.,  pump  to  stdp.;  stdp.  cap.,  30,000  gals.;  1 
pump,  eng.,  cap.  day  288,000  gals.;  mains,  5  m., 
4  to  6  in.  dia.;  21  hyd.;  8  v.;  125  serv.;  pres., 
dom.  50  lbs.,  f.  80  lbs.;  con«.  day,  40,000  gale.; 
cost,  $15,000;  cost  mtce.,  $1,250;  wks.  owned. by 
village. 

LESLIE,  p.  1,082;  mere  bldgs.,  bk.,  2  stor.; 
prir.,   wd.,   2    stor.;   wd.    rfs.   not   perm.;    fwks.   ft 


combt.  ord. ;  causes  of  f .  inv.  F.  dept— 1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd..  600 
ft;  linen,  gd.,  1.800  ft.;  tot  hose,  1,900  ft;  I 
aL,  bell;  val.  equip.,  $3,000;  vaL  bldgs.,  $4,000; 
exp.  dept,  $800;  tot  mem.  17,  pd.  part  time 

Water  Supply — Src,  wells;  srs.,  pump  dir.;  1 
pump,  eng.,  class  centrif.,  cap.  day  760,000  aJs.; 
mains,  4  m.,  4  to  8  in.  dia.;  24  hyd.;  pres.,!.  90 
lbs.;  cost,  $20,000. 

LEXINGTON,  p.  619;  bldgs.,  bk.  ft  wd.  F. 
dept. — 1  hand  eng.,  1  c  hand  ex.,  1  hose  cart; 
hose,  1,200  ft;  f.  al.,  bell;  4  ladders;  tot  mem.. 
85  vol. 

Water  Supply — Src,  20  tk. 

LINDEN,  p.  660.  F.  dept — 8  c  eng.,  750  fi. 
hose. 

LOWELL,  p.  1,761;  mere  bldgs.,  bk.  ft  wd.,  S 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.  F.  dept. — 1  hand  eng.,  1  h.  ft  L 
trk.,  1  hose  wag.,  1  hose  car.,  2  hrs.;  hose,  oot., 
rub.  lined,  gd.,  3,000  ft.;  f.  al.,  bell;  vaL  equip., 
$2,600;  val.  bldgs.,  $2,000;  tot  mem.  10.  pd. 
part  time. 

Water  Supply — Src.  wella.  1  m.  bus.  cent.; 
sys.,  pump  to  res.  ft  air.;  res.  cap.,  75.000  gala.; 
pump,  eng.,  cap.  day  1,000,000  gala.;  mains,  c  L, 
18  m.,  6  to  8  in.  dia.;  60  hyd.;  85  v.;  met,  20; 
880  serv.;  pipe,  lead  ft  iron;  pres.,  f.  70  lbs.; 
cost,  $66,000;  cost  mtce.,  $1,600;  wks.  owned  hr 
Grand  Rapids  Edison  Co. 

LUDINQTON,  p.  9,182;  mere  bldgs.,  bk.,  stn. 
ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.  F.  dept— 6  c  hasd 
ex.,  2  h.  ft  1.  trk.,  2  sleighs,  4  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  6,500  ft;  f.  al.,  Qamewdl, 
14  bz.;  tot  mem.  27,  pd.  part  time;  undn.  nt* 
ing,  third  class. 

Watsr  Supply — Src,  lake,  IMi  m.  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  dass  oomp.  oood., 
cap.  day  500,000  gala.;  mains,  c  L,  28  m.,  4  to 
16  in.  dia.;  2'»5  hyd.;  110  v.;  met,  1,500;  1,80? 
serv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  1  lOe 
Ibe.;  COD6.  day,  1,250,000  gals.;  cost,  $160,000; 
cost  mtce..   $10,000;    wks.  ovmed   by   city. 

LUTHER,  p.  626.  F.  dept. — 1  hand  ho«e  cirt, 
800   ft   hose;    f.   al.,   bell. 

LYONS,  p.  611;  mere  bldgs.,  bk.  ft  wd.,  2  stor.: 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  & 
combt.  ord.  F.  dept. — 1  h.  ft  1.  trie.  2  host 
car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  iL. 
bell;  tot  mem.,  20  voL 

Water  Supply — Src.  wells;  sys.,  pump  dir.: 
pump,  eng.,  cap.  day  720,000  gals.;  mains,  2,000 
ft;  7  hyd.;  cost  $10,000;  wks.  owned  by  villsgc 

McBAIN,  p.  646.  F.  dept. — 1  hand  1  eng.* 
1,500  ft  hose;  f.  al.,  bell;  voL 

MANCELONA,  p.  1,200;  f.  area.  820  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  ft  8  stor.;  priv.,  wd.,  t  stor.: 
wd.  ris.  perm,  in  f.  area;  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1  hoee  wag.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
inf.,  500  ft;  tot  hose,  1.500  ft;  f.  al.,  beD  k 
wh.;  tot  mem.,  20  vol. 

Vaster  Supply — ^Src,  wells,  1^  m.  bus.  cent.; 
sys.,  pump  dir.;  pump,  eng.,  claes  dup.,  cap.  6ij 
2.300,000  gals.;  maina,  c.  L,  3V^  m.,  S  to  S  in. 
dia.;  38  hyd.;  23  v.;  300  serv.;  pipe,  galv.  L;  pre*., 
dom.  60  Ibe.,  f.  120  lbs.;  cost,  $18,000;  cost  mtee., 
$10,000;  wks.  owned  by  city. 

MANCHESTER,  p.  1,047;  f.  area,  1  m.;  mere 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  wd.,  IH  ator.;  «<i* 
rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  comb,  c  eng.  ft  hose  wag.,  1  hand  eng^ 
3  c  hand  ex.,  1  h.  ft  1.  tik.,  1  hose  wax..  2  hose 
reels  ft  cart,  2  hrs.;  hose,  cot,  rub.  lined,  gd.. 
1,600  ft;  rub.,  gd.,  600  ft;  tot  hose.  2.000  ft; 
f.  al.,  bell;  val.  equip.,  $2,600;  vaL  bldgs.,  $6,000; 
exp.  dept.  $800;  tot  mem.,  16  voL 

Watar  Supply — Src,  riv.,  6  res.;  res.  cap.,  4.800 
bbls. 

MANISTEE,  p.  12,881;  t  area,  2.8  aq,  m.; 
mere  bldgs.,  bk.,  stn.  ft  wd.,  2  to  4  stor.;  priv., 
bk.,  stn.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  not  p«iB. 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  is*. 
F.  dept — 1  comb,  c  ft  h.  wag.,  1  str.,  1  h.  ft  L 
trk.,  8  c  hand  ex.,  1  hose  wag.,  8  hoae  carta  (is 
reserve,  2  hose  reels),  8  hrs.;  hooe,  oot,  nib. 
lined,  gd.,  6,000  ft;  inf.,  1,900  ft;  tot  hose. 
7,900  ft;  f.  aL,  bell;  42  bz.;  vaL  equip..  $87.- 
COO:  val.  bldgs..  $17,890;  tot  mem.  12,  pd.  fall 
time. 
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Water  Supply — Src,  well,  %  m.  bus.  cent.; 
sys.,  pump  dir. ;  stdp.  cap.,  650,000  gvls.;  8  pump, 
eng.,  cap.  d«iy  7,000,000  gals.;  mains,  c.  i.,  20 
m..  4  to  16  in.  dia.;  2"12  hyd.;  804  v.;  met.,  499; 
2,2*69  sen.;  pipe,  gal  v.  i.;  pres.,  dom.  -69  lbs.,  f. 
100  lbs.;  cons,  day,  98^,824  gals.;  cost  mtce., 
|rl2,7l4;   wks.   owned   by  city. 

MANiSTIQUE,  p.  4,722;  f.  area,  2.000  a.;  marc 
bidgs.,  bk.,  2  ft  8  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  b.  ft  L  trk.,  2  str., 
2  c.  hand  ex.,  1  hoae  wag.,  2  hose  car.,  4  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  8,000  ft;  inf.,  6,000 
ft.;  tot.  hoae,  9,000  ft.;  f.  al.»  bell;  vaL  equip., 
$5,000;  val.  bldgs.,  $6,600;  ezp.  dept.,  $5,000; 
tot.  mem.  21,  pd.  full  time  8,  vol.  18. 

Water  Supply — ^Src,  riv.;  sys.,  gra^.,  pump  to 
atdp.;  2  pumps,  daaa  trip.,  cap.  875,000  gala, 
day;  wks.  owned  by  city. 

M ANTON,  p.  1,069;  f.  area,  600  a.;  mere 
bIdgB..  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hose  car.; 
hose,  cot.,  rub.  Imed,  gd.,  8,000  ft.;  f.  al.,  bell; 
val.  equip.,  $1,800;  val.  bldga.,  $1,500;  ezp.  dept., 
$100;  tot.  mem.,  26  vol. 

Water  Supply — Src,  week  ft  wells,  ^  m.  bus. 
cent.;  nrs.,  pump  dir.;  pump,  eng.,  cap.  day  1,500,* 

000  gals.;  maina,  c.  i.,  4%  m.,  4  to  8  in.  dia.; 
24  to'd.;  160  serv.;  pipe,  iron;  prea.,  dom.  40 
lbs.,  f.  80  lbs.;  cons,  dar,  400,000  gala.;  ooat, 
$10,000;  wks.  owned  by  dty. 

MAPLE  RAPIDS,  p.  529.  F.  dept. — 1  hand 
eng.,  1,000  ft.  hose;  f.  al.,  bell:  80  vol. 

MARCELLU8,  p.  1,047;  mere,  bldgs.,  stn.  ft 
bk.,  1  to  8  stor.;  priv.,  stn.  ft  bk.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  combt.  ord.     F.  dcbt.-^ 

1  h.  ft  1.  trk.,  1  hose  cart;  hose,  cot.,  rub.  fined, 

fd.,  1,000  ft.;  f.  al.,  bell  ft  wh.;  val.  eauip., 
1,500;  val.  bldgs.,  $1,000;  tot.  mem.,  14  vol. 
Water  Supply — Src,  wells,  ^  m.  bus.  cent.; 
sys.,  pump  dir.;  2  pump,  eng.,  class  dup.,  cap. 
(lay  850,000  gals.;  mains,  c.  i.,  o  m.,  4  to  8 
in.  dia.;  43  hyd.;  200  sen'.;  200  met;  pipe,  wrt. 
i.;  pres.,  dom.  46  lbs.,  f.  '90  lbs.;  cost,  $1(5,000; 
wks.  owned  by  city. 

MARINE  CITY,  p.  8,770;  f.  area,  600  a.;  mere, 
bld'^,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept. — 1  h.  ft  1. 
trk.,  3  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,450  ft.;  f.  al..  Detroit  elec.,  25  bz.;  val.  equip., 
$4,600;  val.  bldgs.,  $6,600;  ezp.  dept.,  $800; 
tot.   mem..   90  vol. 

Water  Supply — Src.  riv.,  ^  m.  bua.  cent;  ays., 
pump    dir. ;     2    pump,    eng.,    cap.    day,    5,000,000 

TEils.;  mains,  iron,  16  m.,  4  to  8  in.  dia.;  84  hyd.; 
,000  serv.;  pipe,  galv.  i.  ft  lead;  prea.,  dom. 
50  Ibe.,  f.  100  lbs.;  cons,  day,  1,200,000  gals.; 
cost  mtce.,  $8,500;  wks.  owned  by  city. 

MARION,  p.  767.  F.  dept.— 1  str.,  1,000  ft 
hose;  f.  al.,  bell;  12  vol. 

MARLETTE,  p.  1,062;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stoir.;  wd.  Hs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hose 
wag.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $1,-250;  val.  bldgs.,  $1,500; 
ezp.  dept.,  $800;  tot.  mem.  15,  pd.  part  time. 

Water  Supply — S^c,  wella,  8  blocks  bus.  cent; 
ays.,  pump  dir.;  rea.  cap.,  148,000  gala.,  loe.  at 
plant;  2  pump,  eng.,  cap.  day  1,600,000  gals.; 
mains,  iron,  6H  m.,  4  to  10  in.  dia.;  85  nyd.; 
10  met.;  15  v.;  375  serv.;  pipe,  iron;  pres.,  dom.  40 
lbs.,  f.  90  lbs.;  cons,  day,  20,000  gals.;  coat, 
$14,000;  cost  mtce.,  $8,000;  wks.  owned  by  city. 

MARQUETTE,  p.  1.1,603;  f.  area,  300  a.;  mere. 
bldg<s.,  stn.  &  bk.,  2  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwka.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  chief's  auto.,  2  comb.  c. 
ft  h.  wag.,  2  c.  eng.,  6  c.  hand  ez.,  4  h.  ft  1.  trk., 

2  hose  wag.,  9  hrs.;  ho«(e,  cot,  rub.  lined,  gd., 
6,000  ft.;  f.  al.,  Gamewell,  23  bx. ;  val.  equip., 
$11,182;  vaL  bldgs.,  9(18,000;  tot  mem.  30,  pd. 
full  time  5,  pd.  part  time  4,  vol.  21;  undrs.  rating, 
fourth  cla.«(B. 

Water  Supply — Src.,  Lake  Superior,  IMt  m.  bus. 
cent;  sys.,  pump  dir.;  5  pump,  eng.,  cap.  day 
11,500,000  gals.;  mains,  i.,  26  1-3  m.,  4  to 
20  in.  dia.;  220  hyd.;  860  v.;  11,000  met;  2,245 
serv.;   pipe,   galv.   i.;   pres.,    dom.    95    lbs.,    f.    135 


1I)R.;    cons,  capita,   170  gals.;  cost,  $281,624;   cost 
mtcr.,  $12,000;  wks.  owned  by   city. 

MARSHALL,  p.  4,286;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  1 
ft  2%  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  comb, 
c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  6  c.  hand  ex.,  2  hose 
wag.,  1  hose  reel.  4  hre.;  hoae,  cot.,  rub.  lined,  gd., 
5,000  ft;  f.  aJ.,  Gamewell,  9  bx.;  val.  equip., 
$4,000;  val.  bldgs.,  $7,000;  exp.  dept.,  $4,500;  tot. 
mem.,'  35,  pd.   full  time  2,  pd.  part  time  88. 

Water  Supply — Src.,  wella,  %  m.  bua.  cent; 
sys.,  pump  to  stdp.;  atdp.  cap.,  285,000  gala.; 
dim.,  20  X  100;  mat,  iron;  8  pump,  eng.,  cap. 
day  4,000,000  gala.;  maina,  c.  L,  14%  m.,  4  to 
12  in.  dia.;  109  hyd.;  70  v.;  met.,  280;  750 
serv.;  pipe,  lead  ft  galv.  i.;  prea.,  dom.  65  Iba., 
f.  100  lbs.;  cons.  day.  450,280  gala.;  coat,  $60,- 
000;  wka.  owned  by  city. 

MASON,  p.  1,742;  f.  ana,  2,000  a.;  mere,  bldgs., 
bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  bk.,  atn.  ft  wd., 
1  to  3  stor.;  wd.  rte.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  c.  eng., 
1  h.  ft  L  tnrk.,  2  hose  car.;  hose,  cot,  mb.  lined, 
gd.,  2,000  ft;  f.  al.,  telp.;  val.  equip.,  $6,000;  vaL 
bldK«.,  $2,000;  exp.-  dept,  $750;  tot  mem.,  12  vol. 

Water  Supply — Src,  wella,  ^  m.  bua.  cent.; 
ays.,  pump  to  atdp.  ft  dir.;  stdp.  cap.,  186,625 
gals.;  dim.,  15  x  108;  mat,  iron;  2  pump,  eng., 
cap.  day  2,000,000  gala.:  maina,  c.  L,  6%  m.,  4 
to  10  in.  dia.;  6-2  hyd.;  «2  v.;  met,  10;  352 
aerv.;  pipe,  lead;  prea.,  dom.  66  Ibe.,  f.  140  Iba.; 
ooat,  $41,625;  cost  mtce.,  $2,000;  wks.  owned 
by     city. 

MAYVILLE,  p.  687.  F.  dept— 1,000  ft.  hose; 
f.  al.,  wh.  ft  bell;  vol. 

Water   Supply — Src.,  well   ft   cistern;    eya.,   dir. 

prea.;  mains,  4  m.;  18  hyd.;  prea.,  60  Ibe. 

MEMPHIS,  p.  667.  F.  dept — 2  hand  c.  eng., 
buckets;  80  voL 

MEN  DON,  p.   768.     F.  dept. — 1  str.,   1  h.  ft  L 
trk.,  800  ft  hose,  bell  aL 
No  water  aupply. 

MENOMINEE,  p.  10,607;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  f.  boat, 
4  c  hand  ex.,  1  h.  ft  L  trk..  1  comb.  c.  ft  h. 
wag.,  8  hose  wag.,  8  hrs.;  hose,  cot,  rub.  lined, 
ffd.,  6,000  ft;  inf.,  800  ft;  tot  hose,  6,800  ft'.; 
f.  al.,  Gamewell,  66  bz.;  exp.  dept.,  $16,600;  tot 
mem.  20,  pd.  full  time  16,  pd.  part  time  6. 

Water  supply — Src,  bay,  in  bus.  cent;  sva., 
pump  dir.;  4  pump,  eng.,  cap.  day  8,500,000  gala.; 
mains,  c.  L,  26  m.,  4  to  16  in.  dia.;  298  nyd.; 
met,  660;  1,060  serv.:  pipe.  galv.  i.:  prea.,  dom. 
46  lbs.,  f.  90  to  125  Ids.;  wks.  owned  by  Go. 

MERRILL,   p.    605.     F.   dept. — 1   gasoline  eng., 
1  hand  eng.,  2  hand  hose  cares,  1,500  ft  hose. 
Water  Supply — Src,  10  cisterns. 

MICHIGAMME,  p.  1,148;  mere  bldgs.,  wd.  F. 
dept — 1  h.  ft  L  trk.,  1  str.,  1  band  eng.,  2  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  tot 
mem.,  82  vol. 

Water  Supply — Src,  tk. 

MID1.AND,  p.  2,527;  f.  area,  250  a.;  mere 
bldgs.,  wd.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.  ft 
bk.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk..  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,600  it;  int, 
500  ft;  tot.  faose,  2,000  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $1,800;  vaL  bldga.,  $1,000;  tot.  mem. 
14.  pd.  full  time 

Water  Supply — Src,  riv.;  sye,  pump  dir.;  pump, 
eng.,  cap.  day  8,000,000  gals.;  mains,  iron,  7  m., 
6  to  12  in.  dia.;  64  hyd.;  840  serv.;  pipe,  iron; 
pres.,  dom.  40  lbs.,  f.  90  to  125  Ibe:  cost  $26,- 
000;  cost  mtce,  $2,800;  wke  owned  by  city. 

MILAN,  p.  1,855.  F.  dept. — 1  hand  eng.,  S 
hose  carta;  nose,  1,000  ft;  f.  al.,  bell;  tot  mem., 
17,  pd.   $1.50   per  ftre. 

Water  Supply — Src,  wella;  atd.  cap.,  750,000 
gala.;  2  pump,  eng.,  cap.  day  1,000,000  gall.; 
mains,  6  m.,  4  to  10  in.  dia.;  80  hyd.;  pree,  dom. 
40  lbs.,  f.   126  Ibe 

MILFORD,  p.  978;  L  area,  4  m.;  mere  bldge, 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.:  cauaea  of  f. 
inv.     F.  dept — 12  e  hand  ex.,  h.  ft  •!.  trk.,  8  hose 
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car.;  hose,  cot,  rub.  lined,  fd.,  1,400  ft;  f.  aL, 
bell,  wh.  6l  elec;  val.  equip.,  $2,000;  vaL  bldgt., 
$1,200:   exp.   dept,   $100;  tot   mem.,   46   toL 

Water  Supply — Src.,  wells,  cent  bus.  district: 
ays.,  pump  dir.;  2  pump,  eng.,  cap.  day  1,500,000 
gals.;  mains,  c.  ft  wrt.  i.,  6  m.,  4  to  12  in.  dia.; 
320  serv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f. 
100  lbs.;  cost,  $80,000;  cost  mtce.,  $2,600;  wks. 
owned  by  village. 

MILLERSBURG,  p.  519.  F.  dept — 1  hose  cart, 
1,500  ft  hose;  bell  al.:  vol. 

MILLINGTON,  p.  628.  F.  dept — 1  hand  eng., 
1  h.  ft  1.  trk.,  2  hose  carts;  hose,  1,100  ft;  f.  al., 
bell;  20  vol. 

Water  Supply — Thirteen  wells. 

MltNDEN  CITY,  p.  332.  F.  dcpt--2  c.  eug.,  1 
c.  hand  ex.,  8  ladders;  hose,  cot.,  rub.  lined,  gd., 
400  ft.;  rub.,  gd.,  200  ft.;  tot  hose,  600  ft;  f. 
al..  bell;   vol. 

Water  Supply — Src,  res. 

MONROE,  p.  6,898;  f.  area,  60  a.;  mere,  bldgs., 
bk.,  3  stor.;  priv.,  bk.,  2  stor.;  wd.  rfs.  not  perm.; 
fwka.  ft  combt  ord.  F.  dept — 1  sir.,  1  h.  ft  L 
trk.,  2  hose  wag.,  1  hose  car.,  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  4,500  ft;  val.  equip.,  $8,000;  vaL 
bldgs.,  $10,000;  tot  mem.  28  vol.,  pd.  full  time  2. 

Water  Supply — Src,  lake,  2hi  m.  bus.  cent; 
sys.,  pump  dir.;  3  pump,  eng.,  class  comp.  cond.. 
cap.  da^,  5,500,000  gals.;  mains,  c.  i.,  24  m..  4 
to  16  in.  dia.;  150  hyd.;  120  v.;  met,  1.100; 
2,100  serv.;  pipe,  galv.  i.  ft  lead;  pres.,  dom.  46 
lbs.,  f.  150  lbs.;  cons,  day,  1,000,000  gale.;  cost 
$150,000;    cost  mtce.,  $6,000;.  wks.  owaed  by  Co. 

MONTAGUE,  p.  942;  mere  bldgs.,  bk.,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm.     F.  dept — '1  str., 

1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,800  ft:  inf.,  200  ft;  tot  hose,  2.000  ft; 
f.  al.,  wh.  ft  bell;  val.  equip.,  $6,000;  vat  bldgs., 
$5,000;  exp.  dept,  $300;  tot  mem.,  26  voL 

Water  Supply — Src,  creek  ft  spr.;  sys.,  pump 
dir.;   pump,    eng.,   cap.   day   619,200   gals.;   mains, 

2  m.,  4  in.  dta.;  19  hyd.;  wks.  owned  by  city. 

MONTROSE,  p.  443.  F.  dept — 1  hand  eng. 
ft  hose  cart,   1,000  ft  hose;  bell  aL;   SO  vol. 

MORENCI,  p.  1,516;  f.  area,  20  a.;  mere  bldgs., 
bk.  ft  wd.,  2  stor.:  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 2 
band  eng.,  1  c.  eng.,  1  h.  ft  1.  trk.,  1  comb.  aer. 
trk.,  2  hose  car.;  hose,  cot,  .rub.  lined,  gd.,  1,450 
ft;  f.  al.,  bell;  vsl.  equip.,  $18,000;  val.  bldgs., 
$3,500;   exp.   dept,   $300;   tot  mem.,   84   vol. 

Water  Supply — Src,  wells,  1-5  m.  bus.  cent; 
BJ'S.,  dir.  pres.;  res.  cap.,  80,000  gals.;  1  pump, 
eng.,  class  dup.,  oap.  day,  980,000  gals.;  maind, 
c  i.,  4  m.,  4  to  8  in.  dia.;  29  hyd.;  80  met; 
pipe,  iron;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cost, 
$15,500;   WKS.  owned  by  city. 

MORRICE,  p.  470.     F.  dept — 1  hand  eng.;  voL 

MT.   CLEMENS,   p.    7,707;    f.    area,    6    sq.   m.; 

mere  bldgs.,  bk.,  1  to  6  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  peroL  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.     F.   dept — 1  str.,   2  c.  hand  ex., 

1  h.  ft  1.  trk.,  1  comb,  c  hose  wag.,  2  hose  wag., 

2  hose  carts,  6  hrs.;  hose,  cot,  rub.  lined,  gd., 
4,500  ft;  f.  al.,  wh.,  36  bx.;  val.  equip.,  $24,000; 
exp.  dept,  $8,000;  tot  mem.  26,  pd.  full  time  6, 
vol.   20. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.;  4  pump,  eni^.,  class  dup.  ft  trip., 
cap.  day  8,000,000  gals.;  mains,  c  i.,  24  m.,  4  to 
14  in.  dia.;  217  hyd.;  198  v.;  met,  786;  1.690 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  140  lbs.; 
cons,  day,  1,400,000  gals.;  cost,  $146,000;  cost 
mtce.,  $13,000;  wks.  owned  by  city. 

MT.  MORRIS,  p.  613;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.:  priv.,  wd.,  1%  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  hand  eng., 
1  hose  car.;  hose,  cot,  rub.  lined,  gd..  460  ft;  inf., 
100  ft;  tot  hose,  650  ft;  f.  al.,  bell;  vaL  equip., 
$1,000;  val.  bldgs.,  $2,000;  exp.  dept,  $160;  tot 
mem.,  30  vol. 

Water  Supply — Src,  12  wells,  cap.  48,000  gals. 

MT.  PLEASANT,  Isabella  Co.,  p.  3,972;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.  F.  dept — 1  h.  ft  1.  trk.,  1  c.  hand  ex., 
1  comb,  e  ft  h.  wag.,  3  hose  reels,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  3,000  ft;  inf.,  600  ft;  tot 
hose,  3,500  ft;  f.  al.,  bell  ft  elec,  11  bx.;  vaL 
equip.,  $5,000;  val.  bldmi.,  $3,000;  exp.  dept, 
$2,000;  tot  memJ   10,  pd.  part  time. 


Water  Supply — Src,  wells,  %  m.  boa. 
sys.,  pump  dir.;  2  pump,  eng.,  cu>.  day  2,000,000 
gals.;  mains,  c  i.,  8  m.,  4  to  8  in.  dia.;  70  Igrd.; 
45  v.;  375  serv.;  pipe,  galv.  L;  pres.,  dom.  80  Iba., 
f.  80  to  100  lbs.:  cost,  $24,000;  cost  mtce..  $2,- 
000;  wks.  owned  oy  city. 

MUNISINQ,  p.  2,962;  f.  area,  350  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt  ord.; 
causes,  of  f.  inv.  F.  dept — 2  c  hand  ex..  1  hose 
sleigh,  1  hose  cart,  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  2,000  ft;  rub.,  gd.,  300  ft;  tot  horo,  2,300 
ft;  f.  al.,  elec,  26  bx.;  vaL  equip.,  $5,SO0;  vaL 
bldgs.,  $2,000;  exp.  dept,  $1,600;  tot  mem.,  26 
vol. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  ajM^ 
pump  to  stdp.  ft  dir.:  stdp.  cap.,  165,000  gals.; 
dim.,  26  x  40;  mat,  boiler  L;  2  pump,  eng.,  cftp. 
day  1,500,000  gals.;  mains,  e  i.,  6^  m.,  6  in. 
dia,;  50  hyd.;  23  v.;  met,  24;  190  serr.; 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  110  lbs.,  I. 
125  lbs.;  cons,  day,  110,000  gala.;  cost.  $37,000; 
cost  mtce.,  $3,000;  wks.  owned  by  city^. 

MUSKEGON,  p.  24,062;  f.  area,  6  sq.  nn.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  stn., 
bk.  ft  wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in  L 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  str.,  1  h.  ft  L  trk.,  5  c  hand  ex.,  1  »«. 
trk.,  3  comb,  e  ft  h.  wag.,  3  hose  wag.,  1  h.  ft  L 
trk.,  1  aer.  trk.  in  reserve,  19  hrs  (6  in  reserve); 
hose,  cot,  rub.  lined,  gd.,  12,660  ft;  e,  550  ft; 
tot  hose,  13,200  ft;  f.  aL,  OamewelL  46  bx.;  vaL 
equip.,  $60,000;  vaL  bldgs.,  $83,000;  exp.  dept, 
$83,000;  tot  mem.  42,  pd.  full  time  21,  pdL  pan 
time  21. 

Water  Supply — Src,  lake,  4%  m.  bas.  cent.; 
sys.,  dir.  pres.;  3  pump,  eng.,  cla>ss  triple  <s>mp., 
cap.  day,  12,000,000  gaK;  mains,  e  L,  72.04  m., 
4  to  24  in.  dia.;  597  hyd.;  578  v.;  met,  2,0*5; 
4,831  serv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f. 
80  lbs.;  cons,  day,  4,125,000  gals.;  eost.  $536.- 
000;  oost  mtce.,  $13,000;   wks.  owned  by  city. 

MUSKEGON  HEIGHTS,  p.  1,690;  mere.  bldgiL. 
bk.  F.  dept — 3  hose  car..  4  hrs.;  hose,  cot,  rub- 
lined,  gd.,  3,000  ft;  f  aL,  Oamewell;  tot.  mem., 
28,  part  pd. 

NASHVILLE,  p.  1,346;  f.  area,  720  a.;  mm. 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  L 
inv.  F.  dept— 1  h.  ft  1.  trk.,  4  hose  <«r.;  W, 
cot,  rub.  lined,  gd.,  2,000  ft;  f.  aL,  beU  ft  wh.; 
vaL  equip.,  $2,600;  val.  bldgs.,  $1,000;  tot.  mem. 
42,   pd.   part  time.  .       ,, 

Water  Supply — fire,  riv.,  %  m.  bus.  cent;  sys., 
grav.  ft  pump  to  stdp.  ft  dir.:  stdp.  cap.,  70,000 
gala.;  2  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  4Vf  m.,  4  to  8  in.  dia.;  39  hyd.;  SI  v.; 
277  serv.;  pres.,  dom.  60  lbs.,  f.  80  lbs.;  con*, 
day,  100,000  gals.;  cost,  $19,000:  cost  mtce.. 
$1,450;  wks.  owned  by  cit.v. 

NEGAUNEE,  p.  8,460;  f.  area,  80  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  2  ft  3  stor.;  pnv.,  wd..  2 
stor.;  wd.  rfs.  not  perm.;  fwks,  ft  combt.  <«-; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  L  trk.. 
2  hose  wag.,  3  hose  car.,  2  hrs.;  hose,  cot-,  rub- 
lined,  gd.,  3,000  ft;  rub.,  gd.,  800  ft;  inf.,  500 
ft;  tot  hose,  4^800  ft;  f.  aL.  bell;  vaL  eamp-, 
$14,300;  vaL  bldgs.,  $8,000;  exp.  dept,  $2,700; 
tot.  mem.,  60  voL;  undrs.  rating,  third  daa*. 

Water  Supply — Src,  lake,  %  m.  bua.  cent.;  m^ 
pump  dir.;  2  pump,  eng.,  cap.  miiu  2,000  sals.; 
mains,  wd.,  17  m.,  4  to,  10  in.  dia.;  70  Jbyd.; 
70  v.;  1,000  serv.;  pipe,  galv.  L;  pres.,  dom.  65  Ib^ 
f.  100  lbs.;  cost,  $66,098;  cost  mtce.,  $8,500;  wfcs. 
owned  by  city. 

NEWAYGO,  p.  1,207;  f.  area,  300  a.;  mere 
bldgs.,  wd.  ft  bk.,  1  to  3  stor.;  wd.  rfs.  not  perm. 
p,  dept — 1  h.  ft  1.  trk.,  3  hose  car.;  hooc*  coU 
rub.  lined,  gd.,  1,500  ft;  int,  800  ft;  tot.  hoM, 
1,800  ft;  f.  aL,  elee;  val.  equip.,  $2,000;  vaL 
bldgs..  $2,500;  exp.  dept,  $600;  tot  mem..  SO 
vol. 

Water  Supply — Src,  wells  ft  spr.;  sys^,  pump 
dir.;  2  pump,  eng.,  cap.  day  760,000  gale;  mains. 

2   m.,   4   to   8   in.   dia.:    14  hyd.;    6   ▼.;    46 

pres.,  dom.   12  to  40  Ibe;  f.  60  to  90  lb«.; 
$12,000;  cost  mtce.,  $600;  wks.  owned  by  city. 

NEW    BALTIMORE,    p.    920.      F.    dept. — t 
ice's;   lr>se,   cot.,   nib.  lined,  gd.,   1,100   ft:    1  aU 
bell  &  wh.;  tot.  mem.,   12  vol. 
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Wattr  Supply — Src,  St  Glair  rir.,  1  m.  bus. 
cent;  ayi..  dlr.  pres.;  m•i]u^  10  m.;  40  hyd.;  prea.* 
dom.  40  loa..  f.  100  Iba.;  wka.  owned  by  city. 

NEWBERRY,  p.  1,182;  mere,  bidgs.,  wd.,  2% 
■tor.;  priv.,  wd.»  2  stor.  F.  dept — 1  h.  k,  1.  trk.,  1 
hose  car.;  hose,  cot.,  rub.  lined,  fair,  l.oOO  ft.; 
f.  al.,*  wh. ;  tot.  mem.  17,  pd.  part  time. 

Water  Supply — Sra,  wella,  U,  m.  bus.  cent; 
gya.,  pump  din;  8  pump,  eng.,  daaa  dup.;  maina, 
c.  i.,  3V^  m.,  4  to  8  in.  dia.;  24  hyd.;  16  t.; 
200  serv.;  pipe,  g^alv.  i.;  pres.,  dom.  45  to  50  Iba., 
f.  90  to  110  lbs.;  cost,  $15,500;  wks.  owned  by 
city. 

NEW  BUFFALO,  p.  528.     F.  dept.— 1  hand  enj., 

1  hand  ladder  trk.;  boae,  cot,  nib.  lined,  gd.,  1,000 
ft:  f.  al.,  bell;  vol. 

Water  Supply — Src,  6  datems,  cap.  4,000  srala 

NILES,  p.  6,156;  f.  area,  80  a.;  mere,  bldga., 
bk.,  2  &  8  ator.;  priv.,  wd.,  &  bk.,  1  &  2  ator.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.  F.  dept — 
24  c.  hand  ex.,  1  h.  ft  1.  trk.,  5  hoae  car.;  noae, 
cot,  rub.  lined,  gd.,  2,000  ft;  linen,  gd.,  500  ft; 
inf.,  500  ft;  tot  hoae,  8,000  ft;  f.  lU.,  bell;  vaL 
equip.,  $5,000;  val.  bldga.,  $5,000;  exp.  dept, 
$1,200;  tot  mem.  75,  pd.  part  time;  undra.  rating, 
fourth  clasa. 

Water  Supply — Src,  wells,  8  m.  bua.  cent;  aya., 
pump  to  res.;  stdp.  dim.,  20  x  105,  loc.  on  highest 
point  in  city;  mat,  stL;  res.  cap.,  800,000  gala.;  2 
pump,    enjg^.,    size    12    x    18,    cap.    day    1,250,000 

Kla.;  mains,  c  L,  14  m.,  4  to  14  in.  dia.;  166 
.d.;  met,  281;  771  aerv.;  pipe,  wrt  i.  ft  lead; 
pres.,  dom.  76  lbs.,  f.  100  Iba.;  cona.  day,  551,- 
889  gals.;  coat,  $78,000;  cost  mtce.,  $10,548; 
wka.  owned  by  city. 

NORTH  BRANCH,  p.  717.  F.  dept.— 1  hand 
eng.,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd., 
800  ft;  inf.,  200  ft.;  tot  hose,  1.000  ft;  f.  al., 
bell;  val.  equip.,  $500;  val.  bldgs.,  $1,000;  tot 
mem.,  35  vol. 

Water  Supply— Ciatems. 

NORTHVILLE,  p.  1,665;  f.  area.  640  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  stor.;  wd.  rfa.  perm.;  fwka. 
ord.  P.  dept — 1  c.  eng.,  1  h.  ft  1.  trk..  1  hose 
wag.,  1  hose  car..  2  hrt.;  hose,  cot,  mo.  lined, 
gd.,  2,000  ft:  inf.,  200  ft:  tot  hose.  2,200  ft; 
f.  al.,  bell,  wti.  ft  elec;  vol.  equip.,  $2,300;  val. 
bldgs.,  $3,000;  exp.  dept.,  $200;  tot  mem.,  35 
vol. 

Water  Supply — Src,  spr.,  4  m.  bua.  cent;  sya., 
grav.;  rea.  cap.,  2,500,000  gala.;  maina,  &  i.,  12 
m.,  4  to  10  in.  dia.;  54  hyd.;  40  v.;  met,  1;  880 
aerv.;  pipe,  lead;  prea.,  dom.  50  lbs.,  f.  70  Iba.; 
cost,  $48,000;  cost  mtce.,  $200;  wka.  owned  by 
city. 

NORWAY,  p.  4,974;  f.  area,  3  sq.  m.;  mere 
bldgs.,   bk.,   cone   ft  wd.,   1   ft   2  stor.;   priv.,   wd., 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 2  hose  wag.,  3 
hra.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al., 
elec,  25  bx.;  val.  equip.,  $4,000;  val.  bldgs., 
$25,000;  exp.  dept,  $2,640;  tot  mem.  14,  pd. 
full  time  3,  vol.  11. 

Water  Supply — Src,  2  lakes,  5  m.  bus.  cent; 
sya.,  grav.  ft  pump  to  res.;  2  rea.,  comb.  cap. 
488,000  gala.;  8  pump,  eng.,  claaa  trip.,  cap.  day 
1,500,000  gala.;  maina,  wd.  ft  c  i.,  24  m.,  IH 
to  12  in.  dia.:  105  hyd.;  295  v.;  met,  160;  900 
aerv.;  pipe,  galv.  L  ft  lead;  pres.,  dom.  60  Iba.,  f. 
110  lbs.;  cost  mtce.,  $6,500;  wks.  owned  by  city. 

ON  A  WAY,  p.  2,702.  F.  dept— 2  hose  carU,  1 
h.  ft  1.  trk.;  hoae,  2,600  ft;  i.  al.,  telp.  aya.;  tot 
mem.,   20  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  air  lift;  mains,  c  i.,  5  m.,  4  to  10  in.  dia.; 
42  hyd.;  28  v.;  16  met;  365  eerv.;  pipe,  iron; 
pros.,   dom.    45   lbs.,   f.    100   lbs.;    cona.    day,    100,- 

000  gals.;  cost,  $65,000;  cost  mtce.,  $8,000;  wks. 
owned   by   citj'. 

ONTONAGON,  p.  1,964.  F.  dept. — 1  stm.  enff., 
2  h.  ft  1.  trk.,  5  hoae  car.;  hose,  4,200  ft;  f.  u., 
bell  ft  wh. ;   tot  mem.,   48. 

Water  Supply — Src,  Lake  Superior;  eya.,  pump.; 
rea.  cap.,   100,000  gala. 

OPEOHEE,  p.  1,000.  F.  dept. — 2  hand  hose 
carta  ft  reels,  8,000  ft  hose;  voL     No  waterwka. 

ORION,  p.   717;   bldga.,   bk.  ft  wd.     F.   dept— 

1  hand  eng.,  1  hose  cart;  hose,  500  ft;  f.  al., 
bell;  vol.  dept. 

Water  Supply — Src,  wells  ft  lake. 


ORONOKO.  Berrien  Co.     F.  dept — not  reported. 

Water  Supply — Src,  deep  well,  H  m.  bua.  cent; 
ays.,  grav.;  atdp.  cap.,  50,000  gala.;  dim.,  18  z 
26;  mat,  atl.;  1  pump,  eng.,  cap.  day  75,000  gala.; 
maina,  c  L,  4  dl,  4  to  8  in.  dia.;  12  hyd.;  18  v.; 
met,  20;  pipe,  wrt  i;  pres.,  dom.  ft  f.  66  lbs.; 
cona.  day,  45,000  gala.;  cost,  $.19,000;  coat  mtce., 
$750;  wka.  owned  by  city. 

ORTONVILLE,  p.  877.  F.  dept— 1  band  eng., 
250  ft  hoae;  20  voL 

OSCODA,  p.  864;  bldga.,  wd.,  1  ft  2  ator.;  wd. 
rfs.  perm.  F.  dept — 1  h.  ft  1.  trk.,  6  boae  car.; 
hose,  cot,  rub.  Imed,  gd.,  5,000  ft;  f.  al.,  elec 
wh.,  bell;  val.  equip.,  $5,000;  val.  bldga.,  $2,000; 
exp.   dept,   $2,500:   tot  mem.,  14  vol. 

Water  Supply — Src,  lake:  eye.,  pump  to  atdp.  ft 
dir.;  stdp.  cap.,  50,000  gals.;  2  pump,  eng.,  cap. 
day  2,000,000  gala.;  maina,  5  m.,  4  to  8  in.  dia.; 
97  hyd.;  25  v.;  230  serv.;  pipe,  iron;  pres.,  dom. 
40  Iba.,  f.  100  to  160  Iba.;  coat,  $24,000;  coat 
mtce.,  $8,000;  wka.  owned  by  city. 

OTSEQO,  p.  2,812;  f.  area,  800  a.;  mere  bldga., 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  4  c 
hand  ex.,  2  hose  carts,  1  hoae  wag.;  hose,  cot, 
rub.  lined,  gd.,  2,400  ft;  inf.,  500  ft;  tot  hoae, 
2,900  ft;  f.  al.,  bell;  val.  equip.,  $1,000;  val. 
bldffs..  $8,000;  exp.  dept,  $200;  tot  mem.,  70  voL 

Water  Supply — Src,  riv.,  in  bua.  cent;  Kf^* 
pump  dir.;  2  pump,  eng.,  cap.  day  1,500,000  gala.; 
mains,  c  i.,  8  m.,  4  to  14  in.  dia.;  62  hyd.;  25 
v.;  525  serv.;  1  met  ;  pipe,  iron;  pres.,  dom.  50  lbs., 
f.  120  lbs.;  cons,  day,  30,000  gals.;  cost,  $10,000; 
cost  mtce.,  $700;  wks.  owned  by  city. 

OVID,  p.  1,078;  f.  area,  700  a.;  mere  bldgs.. 
bk.,  1  to  3  stor;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm,    in    f.    area;    cauNi-s    of    f.    inv.       F.    dept. — 

1  c.  eng.,  1  h.  ft  I.  trk.,  1  hose  sleigh;  hose,  cot., 
rub.  lined,  gd.,  1,400  ft;  inf.,  100  ft.;  tot.  hose, 
1,500  ft;  f.  al.,  telp.;  val.  equip.,  $4,000;  val. 
bldgs.,  $3,000;  exp.  dept,  $150;  tot  mem.,  10, 
pd.   part  time    1,   vol.   9. 

Water  Supply — Src,  well,  in  bua.  cent;  aya., 
pump  to  stdp.;  stdp.  cap.,  60,000  gala.,  loc  at 
station;  mat,  white  pine;  2  pump,  eng.,  class  dup., 
cap.  day  1,500,000  gala.;  mains,  wd.  ft  stl.;  85 
hyd.:  23  v.;  175  serv.;  pipe,  iron;  prea.,  dom. 
38  lbs.,  f.  90  lbs.;  cost  $80,000;  coat  mtce., 
$1,500;  wks.  owned  by  city. 

OWOSSO,  p.  9,689;  f.  area,  1,280  a.;  mere 
bldgs.,  bk.,  1  to  5  stor.;  priv.,  wd.,  8  stor.;  wd. 
rfs.  perm.;  combt  ord.;  causea  of  f.  inv.  F.  dept 
— 1  str.,  2  comb,  wag.,  1  h.  ft  I.  trie.,  1  hoae  wu., 

2  hose  car.,  6  hrs.;  hose,  cot,  rub.  lined,  gcL, 
4,500  ft;  f.  al.,  Oamewell,  29  bx.;  val.  eqmp., 
$12,000;  val.  bldgs..  $10,000;  exp.  dept,  $10,000; 
tot  mem.  10,  pd.  full  time;  undrs.  rating,  flnt 
class. 

Water  Supply-^Src,  wells  ft  spr.,  1%  m.  bua. 
cent;  sys.,  grav.,  pump  dir.:  rea.  cap.,  460,000 
gak. ;  3  pump,  eng.,  cap.  day  5,000,000  sals.; 
mains,  c  i.,  2«  1-3  m.,  4  to  12  in.  dia.;  2^8  hyd.; 
29(8  v.;  met,  il,04'9;  1,9^5  serv.;  pres.,  dom.  65 
lbs.,  f.  100  lbs.;  cons,  day,  730,343  gals.;  coat, 
$223,34-2;  cost  mtce.,  $14,650;  wks.  owned  by  city. 

OXFORD,  p.  1,191;  f.  area,  400  a.;  mere  bldga., 
bk.  ft  wd.,  2  stor.:  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
ris.  not  perm.;  fwxs.  ft  combt  ord.;  caueea  of  t 
Inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hoae  car.,  12  paila; 
hoae,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  al.,  bell  ft 
wh.;  val.  bldgs.,  $2,600;  exp.  dept,  $800;  tot 
mem.   25,  pd.   part  time 

Water  Supply — Src,  wella;  aya.,  pump  dir.;  pump, 
eng.,  cap.  day  1,500,000  gala.;  maina,  stL,  5ft  m., 
4  to  10  in.  dia.;  36  hyd.:  150  serv.;  prea.,  dom. 
35  Iba.,  t  100  to  160  lbs.;  coat,  $6,000;  wka. 
owned  by  city. 

PAW  PAW,  p.  1,648;  mere  bldga.,  bk.  ft  wd., 
1  to  8  ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfs. 
perm,  in  f.  area;  fwka.  ft  combt  ord.;  eauaea  of 
f.  inv.  F.  dept — 1  atr.,  1  h.  ft  1.  trk.,  26  e 
hand  ex.,  2  hose  carts  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2,200  ft;  inf.,  200  ft;  tot  hose,  2,400 
ft;  f.  al.,  bell,  wh.  ft  elec,  9  bx.;  val.  equip., 
$4,000;  val.  bldgs.,  $2,000;  exp.  dept,  $400;  tot 
mem.,  60  vol. 

Water  Supply — Src,  wella,  %  m.  bus.  cent; 
aye.,  pump  to  stdp.;  atdp.  cap.  65,000  gale;  mat, 
iron;  res.  cap.,  300,000  g^la.;  8  pump,  eng.,  cap. 
day  1,440,000  gala.;  mama,  iron,  6  m.,  4  to  10 
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in.  dia.;  40  hyd. ;  23  v.;  met.,  395;  pres.,  dom.  65 
lbs.,  f.  125  lbs.;  cons.  day.  255,000  gals.;  cost, 
920,000;  cost  mtce.,  91,500;  wks.  owned  by 
vOlkge. 

PENTWATER,  p.  1,129;  f.  ares,  80  a.;  mere, 
bldgs.,  bk.,  2  k  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  cauaes  of  f.  Idt. 
F.  dept — 1  str.,  1  h.  ft  1.  trk.,  2  bose  car.,  S  hrs.; 
hose,  cot,  nib.  lined,  gd.,  1,950  ft.;  f.  al.,  bell; 
val.  bldgs.,  $4,000;  ezp.  dept.,  9500;  tot.  mem., 
81  vol 

Water  Supply — Src,  wells,  2  blocks  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  70,000  gals.;  pump. 
eng>»  cap.  day  350,000  gals.;  mains,  iron,  8% 
m.,  4  to  8  in.  dia.;  24  hyd.;  12  v.:  268  serr.; 
pipe,  iron;  pres.,  dom.  40  lbs.,  f.  80  lbs.;  cost, 
97,000;  cost  mtce.,  92,500;  wks.  owned  by  Tillage. 

PERRY,  p.  720.  F.  dept — 1  hand  eng.,  X 
hand  c.  eng.,  800  ft  hose;  bell  al.;  vol. 

PET08KEY,  p.  4,778;  f.  area,  1,872  a.;  mere 
bldgs.,  wd.,  bk.  ft  stl..  1  to  4  stor.;  priT.,  stn., 
bk.  ft  wd.,  2  stor.;  wa.  rfs.  perm,  in  f.  area.  F. 
dept. — 8  comb,  hose  ft  h.  ft  1.  wag..  4  hand  ex., 
1  hand  reel,  4  hrs.;  hose,  cot,  rub.  lined,  gd., 
6,000  ft;  f.  al.,  bell,  16  bx.;  val.  equip.,  95,000; 
val.  bldgs.,  94,000;  exp.  dept,  98,000;  tot  meuL 
20,  pd.  full  time. 

Water  Supply — Src,  well,  ^  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  150,000  gals.,  loc.  1^  m. 
from  station:  2  pump,  eng.,  class  dup.,  cap.  dsy 
2,500^00  gals.;  mains,  c  L  k  wd.,  16.7  m.,  6  in. 
dia.;  72  hyd.;  242  v.; 'met..  802;  825  serv.;  pipe, 
galv.  L;  pres..  dom.  120  lln.;  cons,  day,  878,000 
gals.;  cost,  947,000;  cost  mtce.,  94,860;  wks.  owned 
by  city. 

PEWAMO,  p.  289.  F.  dept— 1  hand  eng.,  400 
ft  hose;  vol. 

Water  Supply — Src.,   cisterns. 

PIQEON,  p.  687.  F.  dept — 1  hand  hose  cart; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell; 
tot  mem.,  12  voL 

Water  Supply — Src.,  wells,  1  m.  bus.  cent;  sys., 
dir.  pres;  1  pump,  eng.,  cap.  day  482,000  gals.; 
mains,  2%  m..  4  to  6  in.  dia.;  22  hyd.;  pres., 
dom.  85  lbs.,  f.  80  lbs.;  cons,  day,  12,000  gala.; 
wks.    owned   by   city. 

PINCONNINQ,  p.  677.  F.  dept— >1  hose  cart; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  wh.; 
tot  mem.  5,  pd.  full  time  1,  pd.  part  time  4. 

Water  Supply — Src.,  wells.  1  m.  bus.  cent;  svs., 

?ump;  mains,  8  m.;   12  hyd.;  pres.,  dom.   25  lbs., 
100  lbs.;  wks.  owned  by  dty. 

PUVINW'ELL,  p.  1,493;  f.  area.  6  a.;  mere,  bldgs., 
bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.  4  hose  carts;  hose,  cot,  nib. 
lined,  gd.,  2,000  ft;  inf.,  500  ft;  tot  hose,  2,500 
ft:  f.  al..  telp.  ft  wh.;  val.  equip..  92,000;  val. 
bldgs.,  92,400;  exp.  dept,  9400;  tot  mem.,  32,  2 
pd.  full  time,  80  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  pump, 
eng.,  cap.  day  1,500,000  gals.;  mains,  4  1-6  m., 
4  to  8  in.  dia.;  87  hyd.;  6  v.;  164  serv.;  pres.,  f. 
40  to  80  lbs.;  cost,  929,750;  cost  mtce.,  9600; 
wks.  owned  by  village 

PLYMOUTH,  p,  1,671;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 

ferm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
'.  dept — 10  c  hand  ex.,  3  hose  car.,  1  h.  ft 
1.  trk.:  hose,  cot,  rub.  lined,  gd..  1,600  ft; 
f.  sL,  bell;  val.  equip.,  92,500;  val  bldgs.,  9800; 
tot.  mem.,  51  vol. 

Water  Supply — Src,  spr.,  4%  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  8,000.000  gals.;  mains,  c  i, 
6%  m.,  4  to  10  in.  dia.;  86  hyd.;  450  serv.;  pipe, 
lead  ft  i.;  pres.,  dom.  4S  lbs.,  f.  48  lbs.;  cons.  day. 
80,000  gals.;  cost  965,000;  cost  mtce.,  91«o00; 
wks.   owned   by   city. 

PONTIAC,  p.  14,582;  f.  area.  4,800  a.;  mere 
bldgs.,  bk  ft  sto.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  oombt.  ord.;  causes 
of  f.  inv.  F.  dept. — •!  str.,  2  auto.  comb.  c.  enp. 
ft  hoee  trk.,  8  c  hand  ex.,  1  chief's  auto.,  1  coixA. 
c  ft  h.  w«g.,  1  hose  wag.,  1  h.  ft  1.  trk.,  1  aer. 
trk.,  2  hrs.;  hose,  cot  rub.  lined,  gd.,  5,500  ft; 
f.  al.,  0«mewell,  9»5  bx.;  val.  equip.,  970,000;  val. 
bldgs.,  9.19,000;  exp.  dept.,  924,000;  tot  mem. 
17,  pd.  full  time;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  1  m.  bue  cent;  sys., 
pump  dir.;  ree  cap.,  2,000,000  gals.,  in  reserve; 
8    pump,    eng.,    class    trip,    ft    comp.    dup.    cond.. 


cap.  day  8,000,000  gals.;  mains,  e  L,  40 
m.,  4  to  20  in.  dia.;  417  hyd.;  560  v.;  met.  1,800; 
8,800  serv.;  pipe,  galv.  i.  ft  lead;  pres.,  dom.  55 
lbs.,  f.  125  lbs.;  cons,  dsy,  2,500.000  gals.;  cost 
9850,000;  cost  mtce.,  97,000;  wks.  owned  by  city. 

PORT  HURON,  p.  18,868;  f.  area,  4,480  a.; 
mere  bldgs.,  stn.  ft  bk.,  2  to  5  stor.;  priv.,  wd^  2 
ft  8  stor.;  wd.  rfe  perm.;  fwks.  ft  oomot  ord.  F. 
dept-— 1  e  eng.,  1  comb,  e  ft  h.  wag..  6  e  hand 
ex.,  1  h.  ft  1.  trk.,  2  supply  wag.,  1  hose  car.,  4 
hand  carta,  18  hrs.;  hose,  cot,  rub.  lined,  gd., 
10,000  ft;  f.  al.,  Gamewell,  26  bx.;  vaL  equipi, 
920,000;  val.  bldgs.,  925,000;  exp.  dept,  920,000; 
tot   mem.   21,  pd.  full  time   21. 

Water  Supply — Src,  St  Clair  riv.  ft  well,  \  m. 
bus.  cent;  sys.,  pump  dir.;  2  pump,  eng.,  cap. 
day  17,000,000  gals.;  mains,  iron,  64  m.,  2  to 
24  in.  dia.;  888  hyd.;  met,  487;  7,000  sere.;  pipe, 
lead  ft  iron;  pres.,  dom.  42  Ibe,  f.  120  lbs.; 
cons,  day,  7,600,000  gals.:  eost  951^,588;  cost 
mtce,  919,684;  wks.  ownea  by  dty. 

PORTLAND,  p,  1,882;  L  area,  10  a.;  mere  bldgn.. 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfe  not  perm.;  comot  ord.;  causes  of  f.  inv.  F. 
dept — 2  c  hand  ex.,  1  h.  ft  1.  tirk.,  1  hose  wag.; 
hose,  cot,  nib.  lined,  gd.,  2,850  ft;  f.  al..  bell  ft 
wh.;  val.  equip.,  94,000;  v«l.  bldgs.,  $2,000;  exp. 
dept,  9186;  tot  mem.,  22,  pd.  part  time  IS,  voL 
10. 

Waiter  Supply — Src,  weUs,  8  b1o<As  bus.  cent.; 
sys.,  pump  to  stdp.;  etdp.  cap.,  85,000  gals.; 
dim.,  12  X  100;  mat,  stl.;  2  pump,  ena-.,  dass 
dup.,  cap.  day,  4,000,000  gals.;  mains,  c  i..  6  m., 
4  to  10  in.  dia.;  57  hyd.;  40  v.;  600  serv.;  pipe, 
c  ft  ijalv.  i.;  pres.,  dom.  60  to  65  lbs.;  f.  65  to 
100  lbs.;  cons,  day,  250,000  gale.;  cost,  $70,000; 
cost  mtce.,   $1,500;   wke  owned  by  eiiy. 

QUINCY,  p.  1,847;  f.  area,  160  a.;  mere,  bldge. 
bk.,  2  ft  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  £  ft  3 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  S  hose 
wsg.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  S.- 
000  ft;  inf.,  1,000  ft;  tot  hose.  8.000  ft;  L 
al.,  bell;  val.  equip.,  91,000;  vaL  bldgs.,  $2,600; 
tot  mem.,   50  voL 

Water  Supply — Sre,  wells,  in  bus.  cent.;  ay«^ 
pump  dir.;  2  pump,  eng.,  cap.  day  2,000,000  cals.: 
mains,  c  L,  5  m.,  4  to  10  in.  dia.:  42  hyd.:  6 
met;  300  serv.;  pipe,  iron;  pres.,  dom.  60  iW, 
f.  125  lbs.:  cost,  918*000;  cost  mtce.,  $8,000; 
wks.  owned  by  city. 


QUINNEBEC,  p.  882.  F.  dept — 1  hand  b< 
cart;  hose,  cot,  rub.  lined,  gd.,  800  ft:  fair,  200 
ft.;  tot.  hose,  1,000  ft.;  tot.  mem.,  5,  pd.  full  time 
1,  vol.  4. 

READINQ,  p.  1,102;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfe  perm,  in  f.  area;  combt.  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  bose 
cart;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  inl, 
800  ft;  tot  hose,  1,800  ft;  f.  aL,  bell  &  wt., 
vaL  equip.,  $1,500;  val.  bldge,  92,000;  expL  dept^ 
9100;  tot.  mem.,  82  voL 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  8,000.000  gals.;  mains,  iroo, 
4^  m.,  4  to  8  in.  die;  89  hyd.;  pree.  dom.  40 
to  45  lbs.,  f.   00  Ibe;  cost  922,500. 

RED  JACKET,  p.  4,211;  f.  area,  04  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  4  stor.  F.  dept. — ^S  e 
hsnd  ex.,  1  str.,  1  h.  ft  1.  trk.,  1  hose  wag..  2  bcse 
reels,  8  hrs.;  hose,  cot,  nA.  lined,  gd.,  4,000  ft; 
f.  al.,  Gamewell,  9  bx. ;  vsl.  equip.,  $12,000;  tot. 
meni.,  21,  pd.  full  time  4,  vol.   17. 

Water  Supply — Sre,  dam;  sye  pumi». 

REED  CITY,  p.   1,690;   f.  area,  640   e;   bldgSL, 

bk.,  stn.  ft  wd.,  2  ft  8  stor.;  wd.  rfe  not  perm.; 
fwks.  ft  combt.  ord.  F.  dept— '1  e  hand  eu 
1  h.  ft  1.  trk..  8  hose  car.:  hose,  rub.,  gd.,  S,500 
ft;  f.  al.,  wh.;  val.  equip.,  92,000;  exp.  depC 
9150;  tot  mem.  80  vol.;  undre  rating,  fowth 
class. 

Water  Supply — Src,  wells  ft  riv.,  *^  m.  b«e 
cent;  sys.,  pump  dir.;  2  pump.  eng..  cap.  dav. 
3,000,000  gsjs.;  n.ains,  iron  ft  wd.;  5  m.,  4  to  1! 
in.  dia.;  45  hyd.;  50  v.;  400  seT>. ;  pree,  «k>m.  40 
Ibe.,  f.  70  lbs.;  cost  $15,000;  cost  mtce.,  $2,500: 
wks.  owned  by  city. 

R€!Pl>Bt.1C,  p.  2,420:  f.  area,  240  a.  F.  depC — 
1  h.  ft  1.  trk.,  2  hose  reeln;  hose,  cot,  rub.  lined,  gd., 
750  ft  ;  rub.,  gd.,  750  ft;  tot  hose,  1,600   ft.;  f. 
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al.,  bell;  val.  equip.,  f 8,500;  v«l.  bldgs.;  $3,000; 
tot.  mem.,   42  vol. 

Water  Supply — Src,  lake,  1  m.  bus.  cent.;  9y6., 
pomp  to  res.;  res.  oap.,  350,000  gala.;  2  pump, 
eng.,  cap.  day,  750,000  gais. ;  mcins,  wd.,  3  m.,  6 
to  S  in.  (lia.;  40  hyd.;  30  v.;  pipe,  wd.;  pre^.,  dom. 
00  lbs.,  f.  60  to  80  lbs.;  CODS,  day,  ^0,000  gals.; 
cost,  $25,000;  cost  mtce.,  $1,500;  wks.  owned  by 
oi^. 

RICHMOND,  p.  1,277;  f.  area,  060  a.:  mere, 
bldgs.,  bk.,  1  &  2  stor.;  priv.,  bk.  As  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 1  h.  k  1.  trk.,  2  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  1.800  ft;  inf.,  300  ft.;  tot  hose,  1,600 
ft;  f.  al.,  bell  &  wh.;  vaL  bldgs.,  $5,000;  exp. 
dept,  $100;  tot  mem.  85,  pd.  full  time. 

^ater  Supply — Src,  wells,  2  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  85,000  gals.;  dim., 
12  X  100;  8  pump,  eng.,  cap.  day  750,000  gals.; 
mains,  c.  i.,  5  m.,  4  to  8  in.  dia.;  52  hyd.;  met.,  2; 
850  serv.;  pipe,  galv.  Lj  pres..  dom.  40  lbs.,  f. 
00  lbs.;  cons,  day,  175,000  gals.;  cost,  $22,000; 
cost  mtce.,   $8,000;   wks.   owned  by  town. 

RIVER  ROQUE,  p.  4,168.  F.  dept— 2  c.  ex., 
8  hose  carts;  hose,  8,000  ft.;  f.  al.,  Gamewell,  18 
bx.:  tot  mem.  18,  part  pd. 

Water  Supply — Sjs.,  pump  dir.;  mains,  12  m.; 
00  hyd.;  pres.,  86  lbs. 

ROCHESTER,  p.  1,516;  mere,  bldgs.,  bk.  F. 
dept — 1  b.  k  1.  trk.,  2  hose  car.;  hose,  cot.  rub. 
lined,  gd.,  1,200  ft;  f.  aL,  wh.;  tot  mem.,  82 
vol. 

Water  Supply — Src.,  wells  8l  spr.,  2^  m.  bus. 
cent;  sys.,  grav.;  2  res.;  res.  cap.,  2,625,000  gals.; 
mains,  c.  i.,  10  m.,  4  to  12  in.  dia.;  50  hyd.;  70 
v.;  met.,  15;  480  serv.;  pipe,  gclv.  i. ;  pre*.,  rtom. 
50  to  75  lbs.,  f.  60  to  75  lbs.;  cost  $47,000; 
cost  mtce.,  $750;  wks.  owned  by  city. 

ROCKFORD,  p.  848;  mere,  bldgs.,  bk.  F.  dept 
— 2  hose  car.;  hose,  1,200  ft;  f.  aL,  bell;  tot 
mem.,   28  vol. 

Water  Supply — SrCf  riv.;  sys.,  grav.  Jk  pump.; 
cap.   pumps  day,   1,000,000  gals.;   cap.  res.,  100,- 

000  gals.;  mains,  4  m.;  27  hyd. 

ROOEF^,  p.  705.  T.  dept — 1  c.  hand  ex.,  1  hose 
wag.;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  f.  al., 
bell;  tot  mem.,  20  vol. 

Water  Supply — Src.,  wells. 

ROMEO,  p.  1,787;  f.  area,  400  a.;  mere  bldgs.. 
bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  combt  ord.;  causes  of  f.  inv.  F.  dept — 2 
c.  hand  ex.,  1  h  i&  1.  trk.,  3  hose  car.,  2  hra.; 
hose,  cot.,  rub.  lined,  gd.,  1,500  ft;  rub.,  gd.,  500 
ft;  tot.  hose,  2,000  ft;  f.  al.,  bell,  elec.  wh.; 
val.  equip.,  $4,000;  val.  bldgs.,  $2,500;  exp.  dept, 
$400;  tot.  mem.  40,  pd.  part  time;  undrs.  ratuig, 
first  class. 

Water  Supply — ^Src.,  wells,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.  &  dir.;  stdp.  cap.,  00,000  gals.; 
dim.,  20  X  40;  mat,  stL;  2  pump,  eng.,  class  dup., 
cap.  day,  1,500,000  g>als.;  m<iins,  iron,  8^  m.,  4  to 
10  in.  dSa.;  74  hyd.;  82  v.;  met,  SO;  400  eenr.; 
ipe,  galv.  i.  ft  lead;  pres.,  dom.  60  lbs.,  f.  100 
bs.;  cost,  $86,281;  cost  mtce.,  $2,400;  wks. 
owned  by  city. 

ROSCOMMON,  p.  425.  F.  dept — 2  hose  carts, 
1,400  ft  hose;  f.  al.,  wh.  k  bell;  vol. 

Water  Supply — Src,  creek,  pump  to  stdp.,  grsT. 
it  dir.  pres.;  12  hyd.;  1  m.  mains. 

SAQINAW,  p.  60,510;  f.  area,  1,000  a.;  mere, 
bldgs.,  stn.  ft  ok.,  1  to  6  stor. ;  priv.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord. ;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  auto  comb, 
pump.  eng.  ft  hose  wag.,  6  c.  hand  ex.,  2  h.  ft  1. 
trk.,  0  hose  wag.  (2  in  reserve),  3  hose  reels,  26 
tirs.  (8  in  reserve);  hose,  cot,  rub.  lined,  gd.,  22,- 
450  ft;  f.  al..  Oamewell,  100  bx.;  val.  equip., 
$50,000;  val.  bldgs.,  $44,000;  exp.  dept,  $50,* 
000;  tot  mem.  54,  pd.  full  time  47,  pd.  part 
time  7:   undrs.  rating,  second  class. 

Water  Supply — Src,  riv.,  8  m.  bus.  cent;  sys., 
pump  dir.;  6  pump,  eng.,  class  hor.,  oap.  di^^  28,- 
000,000  gals.;  mains,  c.  i.,  1-32  m.,  6  to  24  in. 
dia.;  1,100  hyd.;  met,  854;  0,000  'serv.:  1,15'3 
v.;  pipe,  lead;  pres.,  dom.  40  to  60  lbs.,  f.  80  to 
95  lbs.;  cons.  day.  10,100,000  gals.;  cost,  $1,250,- 
OOO;  cost  mtce.,  $46,000;  wks.  owned  by  dty. 

ST.  CHARLES,  p.  1,461;  f.  area.  620  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  ft  2 
•tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
«ombt   ord.;    causes  of  f.   Imr.     F.   d«pt — 1   str.. 
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1  hand  eng.,  12  e.  hand  ex.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd..  1,200  ft.;  inf.,  300  ft;  tot 
hose,  1,600  ft;  f.  al.,  telp.,  wh.  ft  bell;  val.  equip., 
$2,050;  val.  bldgs..  $500;  exp.  dept,  $585;  tot 
mem.  25,  pd.  full  time  2.  pd.  part  time  23. 

Water  Supply — Src,  riv.  ft  tk.;  ffys.,  dir.  prea.; 
4H  ni.  mains;  mat,  wd.;  0  hyd.  * 

ST.  CLAIR,  p.  2,638;  f.  area,  300  a.;  bldgs., 
wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.  F.  dept — 1  h.  ft  L  trk.,  2  hose  car., 
1  hose  wag.,  1  ball  spray  nozzle;  hose,  linen,  gd., 
2,500  ft.;  f.  al.,  Oamewell,  15  bx.;  tot  mem.,  20 
voL;   undrs.   rating,  fourth  class. 

Water  Supply — Src,  riv.,  500  ft  bus.  cent;  sys., 
pump  dir.:  2  pumps,  cap.  day  2,500,000  gals.; 
mains,  c.  i.,  10  m.,  4  to  8  in.  dia.;  56  hyd.;  133 
v.;  met,  2;  700  serv.;  pipe,  galv.  i.;  ores.,  -Irm. 
55  lbs.,  f.  100  lbs.;  cons,  day,  600,000  gaR;  cost, 
$30,000;  wks.  owned  by  city. 

ST.  iQNACE,  p.  2,118;  f.  area,  2,640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  ft  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causes 
of  f.  inv.  P.  dept — 2  str.,  1  c.  eng.,  I  h.  -^  1. 
trk.  3  hose  car.;  hose,  rub.,  gd.,  1,000  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $8,158;  val.  bldgs., 
$2,500;  tot  mem.,  24  vol. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  76,000  gals.;  dim.,  12 
X  75;  mat,  stn.,  iron  ft  wd.;  2  pump,  eng.,  cap. 
day  2,000,000  gals.;  mains,  c.  L;  48  hyd.;  300 
serv.;  pres.,  dom.  45  lbs.,  f.  100  lbs.;  cons,  day, 
500,000  gals.;  cost,  $40,000;  wks.  owned  by  city. 

ST.  JOHNS,  p.  8,154;  f.  area,  1,00Q  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept. — 
1  str^  5  c.  hand  ex..  1  h.  ft  L  trk.,  8  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell 
ft  wh.;  vaL  equip.,  $7,000;  vaL  bldgs.,  $3,000; 
exp.   dept,   $600;   tot  mem.,   36   vol. 

Water  Supply--^rc,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  144,000  gals.;  pump, 
eng.,  cap.  day  1,000,000  gals.;  msins,  c  L,  10 
m.,  2%  to  10  in.  dia.;  03  hyd.;  50  v.;  850  met; 
S96  sen'.;  pipe,  galv.  i.;  pres.,  dom.  55  lbs.,  f.  100 
lbs.;  cons,  day,  186,000  gals.;  cost,  $65,000;  cost 
mtce.,  $11,000;  wks.  owned  by  dty. 

ST.  JOSEPH,  p.  6,086;  mere,  bldgs.,  bk.,  S  ft 
8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwica.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  l.str.,  1  hose 
wag.,   2  hose  reels,   4  hrs.:  hose,   cot,  rub.  lined, 

fd.,    8,000    ft;    f.    aL,    bell   ft   elec;   vaL    equip., 
7,500;   tot    mem.    18,  pd.   full   time   8,  x>d.   part 
time  15. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  vs., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  188,000  gals.; 
dim.,  16  X  100;  mat,  stL;  2  pump,  eng.,  cap. 
day  8,000,000  gals.;  mains,  c  i.,  24  m.,  4  to  12 
in.  dia.;  180  hvd.;  180  v.;  met,  1,200;  1,600 
serv.;  pipe,  lead;  pres.,  dom.  60  to  75  lbs.,  f. 
120  lbs.;  cons,  day,  500,000  gals.;  cost,  $1,400,- 
800;  cost  mtce.,  $7,820;  wks.  owned  by  dty. 

ST.  LOUIS,  p.  1.040;  f.  sirea,  600  a.;  mere 
bldgs.,  bk.  ft  3tn.,  2  to  4  stor.;  priv..  wd.,  2  stor.: 
wd.  rfs.  not  perm.;  fwks.  ft  oombt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  I  hose 
wag.,  1  hose  reel.  2  hss. ;  hose,  cot,  rub.  lined, 
gd.,  2,200  ft;  inf.,  300  ft.;  tot  hose,  2,500  ft; 
f.  al.,  bell;  vaL  equip.,  $3,200;  vaL  bldn.,  $6,000; 
exp.  dept.  $040;  tot  mem.,  12,  pd.  rail  time  1, 
pd.  part  time  11. 

Water  Supply — Src,  riv.,  in  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  0,000  gals.;  2  pump,  eng., 
cap.  day  1,000,000  gals.;  mains,  iron  ft  wd.,  8 
m.,  4  to  10  in.  dia.;  78  hyd.;  20  v.;  180  serv.; 
pipe,  lead;  pres.,  dom.  45  lbs.,  f.  80  to  100  lbs.; 
cost,  $26,000;  cost  mtce.,  $1,000;  wks.  owned  by 
dty. 

SALINE,  p.  816.  F.  dept — 1  hand  eng.,  1  h. 
ft  L  trk.;  hose.  1,100  ft;  f.  aL,  bell;  voL  company. 

Water  Supply — ^Well,  1  m.  bus.  cent;  sys.,  pump 
to  stdp.;  stdp.  cap.,  60,000  gals.;  res.  cap.,  54,- 
000  gals.;  1  pump,  eng.,  cap  day  720,00  grals.; 
mains,  c.  L,  3  m.,  4  to  10  in.  dia.;  <84  hyd.;  26  v.; 
14  met  ;  114  serv.;  pres.,  dom.  54  lbs.,  f.  110  lbs.; 
cons,  day,  50,000  gals.;  cost,  $20,000;  wka.  owned 
by  village. 

SAMDUSKY,  p.  003;  f.  area,  450  a.  F.  dept. — 1 
h.  ft  L  trk.,  2  hand  eng.,  1  hose  cart,  2,000  ft.  hose; 
f.  a,  wh.;  val.  equip.,  $8,600;  vaL  bldgs.,  $500; 
tot  mem.  10,  pd.  j)art  time 

Water  Supply — ere,  wells,  %  m.  bus.  cent:  lyt., 
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pump  dir. ;  res.  cap.,  50,000  gals.;  1  pump.  eng. ; 
oap.  day,  200,000  gals.;  mains,  4  m.,  2  to  8  in.  dia.; 
22  hyd.;  1*5  v.;  160  eerv.;  pres.  dam.  46  lbs.,  f. 
100  lbs.;  <Km8.  day,  60,000  gals.;  €Ost,  $15,000; 
cost  mtce.,   $1,000;  wks.  own€d  by  city. 

SAUGATUCK,  p.  681.  F.  dept — 2  hand  hose 
carts,  1  hand  ladder  trk.;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell;  tot.  mem.,  15  vol. 

WaUr  Supply — Src,  wells,  1  m.  bus.  cent.; 
sys.,  dir.  pres.;  2  pump,  eng.;  mains,  1  1-8  m.,  4 
to  8  in.  dia.;  15  hya.;  pres.,  dom.  150  lbs.,  f. 
175  lbs.;  wks.  owned  by  city. 

SAULTE  STE.  MARIE,  p.  12,615;  f.  area,  3,200 
a.;  mere  bldgs.,  bk.,  stn.  &  wd.,  3  stor.;  priv., 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  &  combt. 
ord.  F.  dept. — 8  c.  hand  ex.,  1  h.  &  1.  trk.,  8 
hand  reels,  2  hose  wag.,  1  hose  car.,  6  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  3,500  ft.;  f.  al.,  Gamewell, 
30  bz.;  val.  equip.,  $20,000;  val.  bldgs.,  $19,000; 
exp.  dept,  $8,886;  tot.  mem.  24,  pd.  full  time  3, 
vol.    21;   undrs.   rating,  second   class. 

Water  Supply — Src,  riv.,  8.7  m.  bus.  cent.;  sys., 
dir.;  pump,  eng.,  class  comp.,  cap.  day  5,000,000 
gals.;  mains,  c.  i.  i&  kalamein,  32  m.,  4  to  24  in. 
dia.;  255  hyd.;  310  v.;  met..  180;  2.700  s&rv.; 
pres.,  dom.  60  lbs.,  f.   120  lbs.;  cons,  day,  2,500,- 

000  gals.;  cost,  $375,000;  cost  mtce.,  $19,021; 
wks.  owned  by  city. 

SOHOOLCRAFT,  p.  816;  f.  area,  400  a.;  mere, 
bldgs.,  bk.  &  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  &  combt.  ord.     F.  dept. — 

1  hand  eng.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
800  ft.;  val.  equip.,  $700;  val.  bldgs.,  $1,500; 
exp.  dept.,  $100;  tot.  mem.,  voL 

Water  Supply — Src,  wells  k  cisterns. 

SCOTTVILLE,  p.  891.  F.  dept. — 2  hand  hose 
carts,  1  hand  h.  &  1.  trk.,  1,500  ft.  hose;  bell  aL-, 
20  vol. 

Water  Supply — Src,  well;  sys.,  grav.  ft  dir.  pres.; 
mains,   2  m.;   18  hyd.;  pres.,  86  to  45  lbs. 

SEBAWAING,  p.  1,847;  f.  area,  1%  a.  F.  dept. 
— 1  auto,  str.,  1  c  eng.,  2  hose  carts,  2,500  ft 
hose.;  val.  equip.,  $5,000;  val.  bldgs.,  $2,500; 
exp.  dept,  $300;  tot  mem.  35,  pd.  part  time; 
undrs.  rating,  second  class. 

Water  Supply — Src,  riv.  &  cisterns;  sys.,  pump 
dir. 

SHELBY,  p.  1,260;  f.  area,  40  a.;  mere  bldgs., 
bk.  k  wd.,  2  stor.;  priv.,  wd.,  1  &  2  stor.:  wd.  rfs. 
not  perm,  in  f.  area  F.  dept. — 1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1.500  ft; 
Inf.,  300  ft;  tot  hose.  1,800  ft;  f.  al.,  bell;  val. 
equip.,  $4,000;  val.  bldgs.,  $1,700;  exp.  dept, 
$50:  tot  mem.,  26  vol. 

Water  Supply — Src,  wells,  1,100  ft  bus.  cent; 
sys.,  pump  to  res.  ft  dir.;  res.  cap.,  150,000  gals.; 

?ump.   eng.;    160   serv.;   pipe,  galv.   L;   pres.,   dom. 
0  lbs.,  f.  70  lbs.:  cost,  $28,000;  cost  mtce.,  $600; 
wks.  owned  by  village. 

SHEPHERD,  p.  885.  F.  dept— 1  hand  hose 
cart,  1  hand  ladder  trk.,  8  c  hand  ex.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  tot  mem., 
24   vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  nra., 
pump;  1  pump,  eng.,  cap.  day  20,000  gals.;  mams, 
2%  m.,  4  to  8  in.  dia.;  20  hyd.;  pres.,  dom.  45 
lbs.,  f.   85   lbs.;   wks.  owned  by  city. 

SHERIDAN,  p.  486.  F.  dept — 1  hand  hose 
cart,  1,000  ft  hose;  bell  al.;   7  part  pd.  men. 

Water  Supply — Src,  Pearl  Lake,  1  m.  bus.  cent; 
sys.,  grav.  ift  dk.;  mains.  1  m.;  11  hyd.;  jM-es., 
dom.   43  lbs.;  wks.  owned  by  city. 

SHERMAN,   p.    260.     F.   dept — 1   hand   eng.,    1 
hand  hose  cart,  750  ft.  hose. 
Water  Supply — Cisterns. 

SOUTH  HAVEN,  p.  8,577;  f.  area,  20  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,500  ft.;  f.  al.,  tclp.; 
val.  equip.,  $3,000;  val.  bldgs.,  $8,600;  tot  mem. 
27,  pd.  full  time  2,  voL  25. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  vjn., 
grav.,  stdp.  cap.,  130,000  gals.;  dim..  15  x  100: 
mat.,  iron;  3  pump,  eng.,  oap.  day,  2,000.000 
gals.;  mains,  c  i.,  18  m.,  4  to  10  in.  dia.;  117 
hyd.;  44  v.;  met,  1.008;  1,134  serv.;  pipe,  galv. 
i.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons,  day, 
360,000  gals.;  co«rt,  $95,829;  cost  mtce.,  $1,785; 
wks.  owned  by  city. 


SOUTH  LYON,  p.  616.  P.  dept— 1  h.  ft  L  tifc, 
1  band  eng.,  1  hand  hoae  cart,  1,000  ft^  bose; 
beU  aL;  40  vol. 

SPARTA,  p.  1,208;  mere  bldgs.,  bk.  ft  wd.  F. 
dept — 1  h.  ft  1.  trk.,  2  hose  carts;  hose,  mb.,  gd., 
1,000  ft;  f.  al.,  wh.;  tot.  mem.,  24  vol. 

Water  Supply — Src,  creek;  sys.,  pump  to  stdp.; 
res.   cap.,   18,000   bbls.;  mains,   6  m.;    35   hyd. 

SPRING  LAKE,  p.  802:  mere  bldgs.,  bk.  ft  eta. 
F.  dept — 1  stm.  eng,,  1  band  eng.,  1  c  cart,  1  h. 
ft  I.  trk.,  2  hose  car.;  hose,  1,500  ft;  f.  al.,  bell; 
tot.  mem.,   14. 

Water  Supply — Src,  wells;  sys.,  power  boose 
with  gas  eng.,  elec  motor  ft  pump;  32  hyd.;  pres.. 
65   lbs. 

SPRIN6P0RT,  p.  684.  F.  dept — 1  gasoline 
eng.,  1  c.  eng..  1  h.  k  1.  trk.,  1  aer.  trk.;  ho£«, 
1,200   ft;  f.   al.,  bell  ft  wh. 

Water   Supply — Ten   cisterns. 

STANDISH,  p.  828.  F.  dept — 2,000  ft  hose; 
wh.  al.:  20  part  pd.  men. 

STANTON,  p.  1,102;  mere  bldgs.,  bk.  ft  wd.,  S 
stor.;  priv.,  wd.,  IH  stor.;  wd.  rfs.  perm.;  fwka. 
ft  combt  ord.  F.  dept — 1  h.  ft  1.  trk.,  2  bose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  aL, 
elec;  val.  equip.,  $3,000;  val.  bldgs.,  $2,600; 
exp.  dept,  $1,800;  tot  mem.,  18  voL 

Water  Supply — ^Src,  wells;  sys.,  pump  dir.;  res. 
cap.,  2,788  bbls.;  2  pump,  eng.,  cap.  day  1,000,000 

?al8.;  mains,  8  m.,  4  to  8  in.  dia.;  28  hyd.;  10  v.; 
75  sen'.;  pres.,  dom.  55  lbs.,  f.  100  to  ISO  IbsL; 
cons,  day,  200,000  gals.;  cost,  $11,000;  cost  mtce., 
$1,100;  wks.  owned  by  city. 

STEPHENSON,    p.    627.     F.    dept — 1    gBMline 
f.  eng.,  1,200  ft  hose. 
Water  Supply — Cisterns. 

STURQIS,  p.  3,635;  f.  area,  600  a.;  mere  bldgs., 
bk.,  2  ft  8  stor.;  priv.,  wd.,  2  star«;  wd.  rfs. 
not  perm,  in  f.  area;  causes  of  f.  In  v.     F.  dept — 

1  str.,  1  auto.  comb,  c  ft  h.  wag..  1  h.  ft  L  tik., 
18  c  hand  ex.,  8  hose  carts,  2  nrs.;  hose,  eot, 
rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell  ft  wh.;  txa. 
dept,  $1,600;  tot  mem.  15,  pd.  full  time  S,  vol 
12;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells,  H  m.  bus.  cent; 
sys.,  pump  dir.;  8  pump,  eng.,  dass  centrif.,  cap. 
1,700  gals,  min.;  mains,  c  L,  15  m.,  2  to  10 
in.  dia.;  88  hyd.;  45  v.;  met,  18;  050  serr.; 
pres.,  dom.  46  lbs.,  f.  80  to  100  lbs.;  cons,  day, 
200,000  gals.;  cost,  $200,000;  cost  mtce.,  $3,300; 
wks.  owned  by  Co. 

TAWAS,  p.  1,061;  f.  area,  1,000  a.;  mere 
bldgs.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.  F.  dept — 1  hand  eng.,  1  h.  ft  L  trk.,  1 
hose  car.;  nose,  cot,  rub.  lined,  gd.,  700  ft; 
rub.,  gd.,  800  ft;  inf.,  200  ft.;  tot  hose,  1,200 
ft;  f.  al.,  bell;  vaL  equip.,  $2,000;  vaL  bldgs., 
$2,000;  exp.  dept,  $100;  tot  mem.  lOO,  pd. 
part  time,  84,  voL  06. 

Water  Supply—^rc,  lakes,  2  blocks  bu<;.  cent: 
sys.,  dir.  pres.;  2  pump,  eng.;  mains,  wd.,  2  to 
10  in.  dia,;  72  hyd.;  2  met;  pres.,  dom.  40  ]b&. 
f.  60  lbs.;  cost,  $25,000;  cost  mtce.,  $4,500: 
wks.   owned   by   city. 

TECUMSEH,  p.  2,882;  f.  area,  20  a.;  mere 
bldgs.,  bk.,  3  stor.;  priv.,  wd.,  S  stor.;  wd.  ifs. 
not  perm.      F.   dept. — 4   c  hand   ex.,    1    hose   wag.. 

2  hits.;  hose,  cot,  rub.  lined,  gd.,  2.200  ft;  inf.. 
1,100  ft;  tot  hose.  3,300  ft;  f.  al.,  bell: 
vo.\.  equip.,  $6,000;  val.  bldgs.,  $6,000;  exp.  dept., 
$1,200;   lot.    mem.,   14   vol. 

Water  Supply — Src,  wells,  ^  m.  bus.  eent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  168,606  gals.; 
dim.,  120  ft;  mat,  iron;  pump,  eng.,  cap.  day 
2,000,000  gals.:  mains,  c  L,  8H  m-,  4  to  12 
in.  dia.;  76  hyd.;  met,  42;  266  serv.;  pipe.  galv. 
i.;  pres.,  dom.  56  lbs.,  f.  66  to  80  ib«.;  cost, 
$38,000;  cost  mtce.,  $1,200;  wks.  owned  by  cttj. 

TEKONSHA,  p.  573.  F.  dept— 1  c  eng.,  1  gas. 
eng.,  1  h.  &  1.  trk.,  3  c  hand  ex.;  hose,  cot,  nib. 
lined,  gd.,  900  ft;  f.  al.,  bell  ft  telp.;  val.  equip., 
$1,500;    val.   bldgs.,   $600:    tot    mem.,    8    voL 

Water  Supply— Src,  wells. 

THOMPSONVILLE,  p.  816.  F.  dept — 1  hand 
hose  cart;  hose,  cot  Uned,  gd.,  600  ft;  L  aL, 
bell;  tot  mem.   18,  pd.  part  time 

Water  Supply — Src,  Betsy  riv.,  1  m.  boa. 


sys.,  dir.  pres.;  1  pmnp.  eng.;  mains,  SH  m.*  < 
to  8  in.  dia.;  26  hyd.;  pres.,  dom.  40  lbs..  1 
126  lbs.;  wks.  owned  by  dty. 
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THREE  OAKS,  p.  1,175;  f.  area,  820  a.;  mere 
bldgs.,  wd.,  2  ator.;  priv.,  wd.,  IH  ator.:  wd.  rfa. 
aot  perm.;  causes  of  f.  inv.  F.  dept. — 2  c.  hand 
ex.,  1  h.  &  L  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,150  ft.:  f.  al.,  bell  k  wh.;  vaL  bldgs., 
$500;  ezp.  dept.,  $75;  tot.  mem.,  20  voL 

Walar  Supply — Src,  wells,  900  ft.  bus.  cent; 
6y<s.,  pump  to  stdp.;  stdp.  cap.,  30.000  i^nls.;  dim., 
100  X  12;  mat,  bk.  &  stl.;  2  pump,  en^.,  cap.  day, 
132,640  gals.;  mains,  c.  i.,  4  m.,  2  to  6  in.  dia.; 
89  hyd.;  17  v.;  150  met.;  325  serv.;  pipe,  iron; 
pres.,  dom.  40  lbs.,  f.  43  lbs.;  cons,  day,  30,000 
gals.:  cost,  $10,000;  cost  mtce.,  $500;  wks.  owned 
by  city. 

THREE  RIVERS,  p.  5,072;  f.  area,  460  a.; 
mere   bldgs.,  bk.   ft  iron,   2   ft   8   stor.;  prlT.,  wd., 

1  ft  2  etor.;  wd.  rfa.  not  perm.;  fwks.  ft  combt. 
ord.     F.    dept — 10    c.    hand    ex.,    1    h.   ft   L    trk., 

2  hose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd., 
8,000  ft;  rub.,  gd.,  900  ft;  tot  hose,  8,900 
ft:  f.  al.,  bell  ft  wh.;  val.  equip.,  $5,000;  val. 
bldgs.,  $4,000;  exp.  dept,  $1,500;  tot  mem.,  20 
vol. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  4 
pump,  eng.,  cap.  day  8,000,000  gals.;  mains,  9 
m.,  4  to  12  in.  dia.;  16  v.;  84  hyd.;  652  serr.; 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  40  lbs.,  f.  46 
to  100  lbs.;  cons,  day,  800,000  gals.;  cost,  $48,- 
000;  cost  mtce.,  $24,000;  wks.  owned  by  ▼iliage. 

TRAVERSE  CITY,  p.  12,115;  f.  area,  1,200  a.; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  iuT.  F.  dept — 2  str.,  1  c.  eng.,  4  c.  hand 
ex.,  2  h.  ft  1.  trk..  8  hose  wag.,  4  nose  reels,  4 
hrs.;  hose,  cot,  rub.  lined,  gd.,  4,500  ft;  f.  aL, 
Oamewell.  80  bx.;  val.  bldgs.,  $6,000;  tot  mem. 
69,  pd.  full  time  4,  toL  65;  undrs.  rating,  third 
class. 

Water  Supply — Sre.,  bay,  H  m.  bus.  cent;  ays., 
pump  dir.;  2  pump.  eng..  dass  comp.  cond.,  cap. 
day  10,000,000  gals.;  mains,  iron  ft  wd.,  25  m.,  4 
to  16  in.  dia.;  221  hyd.;  175  v.;  met,  677;  2,099 
serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs.,  f.  120 
lbs.;  cons,  day,  2,187,000  gals.:  cost,  $289,000; 
cost  mtce.,  $12,000;  wks.  owned  by  city. 

TRENTON,  p.  1,224:  bldgs.,  bk.  ft  wd.  F. 
dept. — 1  h.  ft  1.  trk.,  2  nose  car.;  hose,  1,500  ft.; 
f.  al.,  wh.;  tot  mem.,   10  vol. 

Water  Supply — Src,  Detroit  riv.,  \i  m.  bus. 
cent.;    sys.,    dir.    pres.;    stdp.    oap.,    100,000    gals.; 

3  pump,   eng.,  cap.  day   2,880,000  gals.;   26  hyd.; 

2  m.  mains;  pres.,  dom.  40  to  45  lbs.,  f.  0<5  to 
100  lbs.;  cons,  day,  180,000  gals.;  wks.  owned  by 
priv.   Co. 

UBLY,  p.  442.  F.  dept— 1  hose  cart,  700  ft 
hose. 

UNION  CITY,  p.  1,840;  mere  bldgs.,  bk.,  1 
to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.; 
causes  of  f.  inv.  F.  dept— 1  hose  reel;  hose, 
cot,  rub.  lined,  gd.,  1,400  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $8,500;  vaL  bldgs.,  $2,000;  tot  mem., 
12   vol. 

Water  Supply — Src,  wells,  1*6  m.  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  cap.  750,000  gals, 
day;  mains,  ,10  m.,  3  to  10  In.  dia.;  40  hvd.;  450 
serv.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cost,  $20,000; 
cost  mtce.,  $3,500;  wks.  owned  by  city. 

UNIONVILLE,  p.  456;  f.  area,  300  a.  F.  dc-pt. — 
1  hand  eng.,  1  hose  cart,   1,100  ft.  hose;  bell  al.; 

3  pd.   men. 

Water  Supply — ^Src,   cisterns. 

VASSAR,  p.  1,659;  f.  area,  860  a.;  mere  bldgs., 
bk.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1  h.  ft  1. 
trk.,  3  hose  car;  hose,  cot,  rub.  lined,  gd.,  1,900 
ft;  f.  al.,  wh.;  val.  equip.,  $2,000;  val.  bldgs., 
$2,000;  tot.  mem.  15,  pd.  full  time  1,  pd.  part 
time  14. 

Water  Supoly — Sre,  wells.  2  blocks  bus.  cent; 
sys.,  pump  tr  stdp.  ft  dir.;  stdp.  cap.,  106,000  gals.; 
dim.,  15  X  80;  mat,  stL;  1  pump,  eng.,  class 
dup.,  cap.  day  1,500,000  gals.;  mains,  wd.,  7H 
m.,  4  to  10  in.  dia.;  58  hyd.;  22  v.;  met,  68; 
pipe,  galv.  1.;  pres.,  dom.  50  lbs.,  f.  75  lbs.; 
cone  day,  45,000  gals.;  cost,  $85,000;  cost  mtce., 
$1,800;  wks.  owned  by  city. 

VICKSBURG,  St  Clair  Co.,  p.  1,624;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwke 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft 
1.  trk.,  2  e  hand  ex.,   1  hose  wag.,   2  hose  carts; 


hose,  cot,  rub.  lined,  gd.,  850  ft:  inf.,  100  ft; 
tot  hose,  950  ft;  f.  aL,  wh.  ft  telp.;  val.  equip., 
$2,000;  exp.  dept,  $80;  tot  mem.,  25  vol. 

Water  Supply — Sre,  wella;  sye,  pump  dir.;  2 
pump,  eng.,  cap.  day  2,500,000  gals.;  mains,  e 
i.,  6  m.,  4  to  8  in.  dia.;  88  hyd.;  pres.,  donu  60 
lbs.,  f.  100  to  150  lbs.;  cost  $16,800;  coiit  mtce., 
$8,000;  wks.  owned  by  village. 

WAKEFIELD,  p.  714;  mere  bldgs.,  wd.  F. 
dept — 1  hose  sleigh,  2  hose  car.;  hose,  rub.,  gd., 
2,000  ft;  f.  aL,  bell;  tot  mem.,  22  voL 

Water  Gupply — Src,  riv.;  sys.,  grav. 

WATERVLIET,  p.  1,200;  f.  area,  160  a.  F. 
dept — 1  c.  eng.,  800  ft.  hose;  vaL  equip.,  $1,200; 
val.  bIdK>s.,  $260;  tot.  mem.  12,  pd.  part  time. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  1 
pump,  eng.;  8  hyd.;  mains,  2,000  ft;  wks.  owned 
by  town. 

WAYLAND,  p.  725.  F.  dept—l  h.  ft  L  trk., 
1  c.   eng.,  700  ft  hose;  50  vol. 

WAYNE,  p.  1,263;  mere  bldgs.,  stn.,  bk.  ft  wd. 
F  dept — 1  hand  eng.,  1  hoae  car.;  hose,  rub.,  gd., 
250  ft;  voL 

Water  Supply — Sre,  welL 

WEST  BAY  CITY,  p.   18,119.     F.  dept — 1  str., 

1  h.  ft  L  trk.,  8  hose  carts,  2  hand  ex.;  hose,  cot, 
rub.  lined,  gd.,  2,600  ft;  f.  al.,  telp.;  tot  mem.  12, 
pd.  part  time. 

WEST  BRANCH,  p.  1,276;  f.  area,  970  a.;  mere 
bldgs.,  bk.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfe  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  hand  eng., 
100  c  hand  ex.,  2  hose  carts;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  bell  ft  telp.;  vaL  bldgs., 
$2,000;  exp.  dept,  $800;  tot  mem.  15,  pd.  part 
time. 

Water  Supply — ^Src,  wells,  cisterns,  in  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  25,000  gals.;  1 
pump,  eng.,  cap.  day  25,000  gals.;  mains,  iron, 
5^  m.,  4  to  10  in.  dia.;  88  hyd.;  26  v.;  175  serv.; 
pres.,  dom.  75  lbs.,  f.  100  lbs.;  cons,  day,  15,000 
gals.;  cost,  $25,000;  cost  mtce.,  $1,200;  wks. 
owned  by  city. 

WHITE  CLOUD,  p.  648;  f.  area.  100  a.;  mere 
bldgs.,  wd.  ft  bk.,  1%  ft  2  stor.  F.  dept — 1  h.  ft 
1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd..  1,400 
ft:  inf.,  1,000  ft;  tot  hose,  2,400  ft;  f.  al.,  telp. 
ft  bell;  vaL  equip.,  $1,000;  vaL  bldgs.,  $5,000;  exp. 
dept,   $800;   tot   mem.,   10  voL 

Water  Supply — Sre,  riv.;  ays.,  pump  to  stdp. 
ft  dir.;  dim.,  16  x  16;  pump,  eng.,  cap.  day  576,- 

000  gals.;  mains,  iron  ft  wd.,  IH  m.,  8  in.  dia.;  16 
hyd.;  6  v.;  55  serv.;  pres.,  dom.  50  Ibe,  f.  85 
to  95  lbs.;  cost,  $5,000;  cost  mtce.,  $450;  wks. 
owned  by  village 

WHITE  HALL,  p.  1,600;  f.  area,  250  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  n.  ft  1.  trk.,  1  hoe«c  wag.,  3  h(*Re  reels; 
hose,  cot,  rub.  lined,  gd.,  8,500  ft;  irub.,  q^ri.,  1,000 
ft;  inf.,  500  ft;  tot  hose,  6,000  ft;  f.  al.,  bell 
ft  wh.;  val.  equip.,  $8,000;  vaL  bldgs.,  $6,000; 
exp.  dept.  $85;  tot.  mem.,  80  vol. 

Water  Supply — Src,  wells  ft  lakes,  hi  m.  bus. 
cent;  sys..  pump  dir.;  2  pump,  eng.,  size  12  x 
16,  oap.  day,  2,000,000  gals.;  mains,  c  i..  7  m., 
4  to  8  in.  dia.;  59  hyd.;  18  v.;  248  met.;  288 
serv.;  pipe,  galv.  i.;  pres.,  dom.  '40  lbs.,  f.  120  lbs.; 
cons.  day.  70,000  gals.;  cost,  $177,000;  cost 
mtce.,    $2,200;    wks.    owned   by    city. 

WHITE  PIGEON,  p.  667.  F.  dept—l  hand  e 
eng.;  hose,  rub.  lined,  gd.,  150  ft;  f.  aL,  bell;  tot 
mem.   8,  pd.  part  time. 

Water  Supply — Sre,  8  wells. 

WILLIAMSTON,  p.  1,042;  mere  bldgs.,  bk.,  1  ft 

2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfe  not  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept— 

1  str.,  1  h.  ft  1.  trk.,  4  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  8,000  ft;  vaL  equip.,  $16,000;  vaL 
bldgs.,  $2,000;  tot  mem.  15,  pd.  full  time;  undrs. 
rating,   fourth   class 

Wattr  Supply — 2  pump,  eng.;  1%  m.  6  in. 
mains;  10  hyd. 

WOLVERINE.,  p.  794.  F.  dept—l  gas  eng.,  1 
hand  hoae  cart.  1  hand  ladder  trie.;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  f.  al.,  bell;  tot  mem.  14,  pd. 
part    time. 

Water  Supply — Src,  riv.  ft  cisterns. 

WYANDOTTE,  p.  8,287;  f.  area,  1,280  a.; 
bldgs.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwke 
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k  combt.  ord.  F.  dept.— 6  c.  hand  ex.,  1  comb, 
c.  8l  h.  wag..  2  hose  wag..  8  hose  reels,  2  hre.; 
hose,  cot.,  rob.  lined,  gd.,  4,000  ft.;  f.  al.,  Oame- 
well,  16  bx.;  val.  equip.,  $8,000;  val.  bldgs., 
tl.OOO;  exp.  dept.,  $8,000;  tot.  mem.  13,  pd.  full 
time  7,  vol.  6. 

Water  Supply — Src,  rlv.,  %  m.  bus.  cent;  sys., 
pump  dir. ;  3  pump,  eng.,  class  comp.  dup..  cap. 
day,  8.000,000  gals.;  maans,  c.  i.,  20.3  m.,  4  to  20 
in.  dia.;  192  hyd.;  140  v.;  1,800  sen'.;  pipe,  lead; 
pres.,  dom.  46  lbs.,  f.  80  lbs.;  cons,  day,  2,250,000 
gala.;  cost  mtce.,  $10,000;  wks.  owned  by  city. 

YALE,  p.  1,228;  mere  bldgs.,  bk.;  priv.,  wd.  F. 
dept. — 1  c.  eng.,  1  h.  &  1.  trk.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  ed.,  2,500  ft.;  f.  al.,  bell  &  wh.; 
tot.  mem.,   20  vol. 

Water  Supply — Src.,  wells,  in  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  104,000  gals.; 
2  pump,  eng.;  mains,  c.  i.,  4^  m.,  4  to  8  in.  dia.; 
40  hyd.;  18  v.;  14  met;  306  serv.;  pipe,  wrt.  it 
ffalv.  i;  prea.,  dom.  50  to  60  lbs.,  f.  60  to  100 
lbs.;    cost,   $25,000;  wks.  owned  by  city. 

YPSILANTI,  p.  6,280;  f.  area,  640  a.;  mera 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rft. 
not  perm.;   fwks.   dt  combt  ord.     F.  dept — 2  str., 

1  comb.  c.  Ae  h.  wag.,  4  c.  hand  ex.,  1  h.  &  1.  trk., 

2  hoae  wag.,  2  hose  car.,  5  hrs.;  hose,  cot,  rub. 
lined,  gd.,  8,600  ft;  rub.,  ad.,  200  ft;  inf.,  1.000 
ft;  tot.  hose,  4,700  ft;  f.  al.,  bell;  val.  equip., 
$9,000;   val.   bldga.,   $17,000;   exp.   dept.,   $6,000; 


tot.    mem.,    6,    pd.    full   time;    undra.    ratmg, 
(dass. 

Water  Supply — Src.,  wells,  %  m.  bus.  ocot; 
ays.,  pump  to  atdp.;  atdp.  cap.,  250,000  gala^;  diau 
40  X  28,  loc.  on  top  of  hill;  mat,  stn.  8t  wd.;  res. 
cap.,  250,000  gals.,  loc.  6,000  ft  station;  2  pomp, 
eng.,  cap.  day  6,000,000  gala.;  mains,  c  L,  SS 
m.,  2  to  16  in.  dia.;  178  hyd.;  812  v.;  met,  1.117; 
2,038  serv.;  pipe,  galv.  i.;  pres.,  dom.  76  lbs..  1. 
75  lbs.;  wks.  owned  by  ci^. 

ZEELAND,  p.  1,982;  f.  area.  860  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  IH  stor.;  wd. 
rfs.  perm.;  fwka.  k  combt  ord.;  causes  of  f.  imr. 
F.  dept — 2  c.  hand  ex.,  1  star.,  1  h.  &  1.  tit,  1 
hose  wag.;  hose,  oot,  rub.  lined,  gd.,  1.500  ft; 
f.  al.,  wh.  k  telp.;  val.  equip.,  $4,615;  val.  bldga., 
$3,500;   exp.   dept,  $400;   tot.   mem.,  24   voL 

Water  Supply — Src.,  wells,  cent  of  town;  sys.. 
grav.,  pump  to  stdp.  k  dir.;  dim.,  14  z  14;  mat, 
wd.;  2  pump,  eng.,  cap.  day,  750,000  gals.;  mains, 
stl.,  8H  m.,  4  m.  dia.;  81  hyd.;  180  aerv.;  pipe, 

Salv.    i.;    pres.,    dom.    20   Iba.,    f.    150   lbs.;    cons, 
ay,  10jOOO,000  gals.;   cost,  $18,000;   coat  mtee., 
$8,000;   wks.  owned  by  city. 

Places  with  a  population  of  1,000  or  more  haring 
no   organized   Are  dept. — Auaable   City,    Vt'eat    End. 

Places  with  a  population  of  1,000  or  more  not 
reported — ^AUouez,  Baraga,  Bay  Hilla,  Central  Lcikc, 

Frankenmuth,    Uubbell,   Marais,   Zilwaukee. 
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ADA,  p.  1,482;  f.  area,  160  a.;  bldgs.,  wd.,  S 
stor.;  wd.  rfa.  perm.;  fwks.  &  combt.  ord.  F. 
dept. — 1  h.  k  1.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  2,500  ft;  inf.,  250  ft;  tot  hose,  2,760 
ft.;  f.  al.,  bell  k  wh.;  val.  equip.,  $2,000;  val. 
bldgs.,  $800;  exp.  dept,  $200;  tot  mem.,  80  vol.; 
undrs.  rating,  third  class. 

Water  Supply — Src,  wells;  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  50,000  gala.;  res.  cap., 
150,000  gals.;  2  pump,  eng.,  cap.  day  504,000 
gals.;  mams,  c.  i.,  Ihi  m.,  6  to  8  in.  dia.;  20 
hyd.;  10  v.;  met,  30;  200  serv.;  pres., 
dom.  43  lbs.,  f.  100  lbs.;  cons,  day,  50,000  gals.; 
cost,  $15,000;  cost  mtce.,  $500;  wks.  owned  by 
city. 

ADRIAN,  p.  1,112;  f.  area,  2  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.; 
causes  of  f.  inv.  F.  dept — 8  c.  hand  ex.,  1  h.  ft  I. 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,800 
ft;  f.  al.,  bell  k  wh.;  vaL  equip.,  $2,000;  tot, 
mem.,  25  vol. 

Water  Supply — Src.,  well,  500  ft.  bus.  cent; 
«ys.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  80,000 
gals.;  pump,  eng.,  cap.  day  750,000  gals.;  mains, 
c.  L,  2^  m.,  4  to  8  in.  dia.:  21  hyd.;  met,  1; 
96  serv.;  pipe,  galv.  i.;  pres.,  dom.  46  lbs.,  f.  100 
lbs.;  cost,  $22,000;  cost  mtce.,  $1,700;  wks. 
owned  by  village. 

AITKEN,  p.  1,688;  f.  area,  700  a.;  mere,  bldgs., 
bk.  k  wd.,  2  k  B  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  h.  k  1.  trk.,  8  hose  car.;  hoae, 
cot,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  wh.;  vaL 
equip.,  $4,000;  val.  bldgs.,  $8,000;  exp.  dept, 
$1,200;   tot  mem.,   41  paid  full  time,    140  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp. 
k  dir.;  stdp.  cap.,  1,800  bbls.;  pump,  eng.,  cap. 
day  1,000.000  gals.;  mains,  c.  i.,  2  m.,  6  in.  dia.; 
88  hyd.;  9  v.;  75  aerv.;  pipe,  galv.  1.;  prea.,  dom. 
60  lbs.,  f.  90  to  100  lbs.:  cost,  $20,000;  cost 
mtce.,   $1,000;  wks.  owned  by  city. 

AKELEY,  p.  2,000.  F.  dept — 1  hand  c.  eng., 
1  comb.  h.  ft  c  eng.,  2  hose  carta;  hose,  2,000 
ft:    tot    mem.,    86    vol. 

Waiar  Supply — Src,  lake;  1  m.  bus.  cent;  sys. 
pump  to  stdp.;  stdp.  cap.,  8,'500  gals.;  7  pump, 
eng.;  cap.,  day.  4,464,000  gals.;  mains,  c  i.;  2 
m.;  8  to  4  in.  dia.;  10  hyd.;  pipe,  c  i.;  pres.  dom., 
60  U>s.;  f.  120  lbs.;  wks.  owned  by  priv.  Ck>. 

ALBANY,  p.  700;  f.  area,  40  a.  F.  dept— 25 
vol.;  val.   equip.,   $8,000. 

Water  Supply— -Src,  wells;  1  pump,  16  hyd.; 
coat  $11,600. 

ALBERT  LEA,  p.  6,192;  mere  bldga.,  bk.,  8 
stor.;  priv.,  wd.,  2  ator.;  wd.  rfs.  not  perm.;  fwks. 
ft  oomot.  ord.     F.  dept. — 1  comb,  c  ft  h.  wag.,  6 


c  hand  ex.,  1  h.  ft  I.  trk.,  1  hose  wag.,  2  hose 
car.,  2  hrs.;  hose,  cot,  gd.,  3,000  ft;  f.  aL,  bell 
ft  telp.;  tot.  mem.,   25  voL 

Water  Supply — Src,  wells,  8  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  96,000  ga>s.;  res. 
loc  8  blocks  cent  of  town;  cap.,  20,000  gals.: 
2  pump,  eng.,  cap.  day  2,000,000  gals.;  maina, 
c.  L,  15  m.,  4  to  tlO  in.  dia.;  145  hyd.;  200  v.; 
met,  1,400;  1,400  aerv.;  pipe,  c.  i.;  prea.,  dom. 
50  lbs.,  f.  120  lbs.;  cons,  day,  475,000  gals.: 
cost,  $175,000;  cost  mtce.,  $8,000;  wka.  owDed  by 
city. 

ALDEN,  p.  544.  F.  dept — 2  hose  carts.  l.SOO 
ft.  hose,  bell  al..   16  vol. 

ALEXANDRIA,  p.  8,001;  f.  area.  4  blocks; 
bldgs.,  bk.  ft  wd.,  1^  ft  2  stor.;  fwks.  ft  combt. 
ord.  F.  dept — 2  c.  eng.,  10  c.  hand  ex.,  1  h.  ft  L 
trk.,  8  hose  wag.;  hose,  cot,  rub.  lined,  gd..  2.500 
ft;  f.  ah,  bell  ft  wh. ;  val.  equip.,  $4,000;  val 
bldgs.,  $6,000;  exp.  dept,  $500;  tot  mem.,  65 
vol.;    undrs.   rating,   third   class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
oya.,  grav.  to  pump  dir.;  rea.  cap.,  60,000,000  gala.; 
pump,  eng.,  cap.  day  1,000.000  gals.;  maiiis, 
c  i.,  2  m.,  4  to  10  in.  dia.;  86  hj'd.;  12  v.;  120 
serv.;  pipe,  c.  i.;  pres.,  dom.  50  lbs.,  f.  100  Ibs^; 
cost,  $20,000;  cost  mtce.,  $1,200;  wks.  owned 
by  city. 

ALPHA,  p.  228.  F.  dept — 2  hose  carta,  1,000 
ft  hose,  22  vol. 

AMBOY,  p.  486.  F.  dept— 1  h.  ft  L  trk..  1,000 
ft  hose,  ben  ft  wh.  al..  25  vol. 

IAMNANIDAI.E.  p.  «24.  F.  dept — 1  str.,  1  band 
c   ex.,   800   ft.   hose,   25  vol. 

ANOKA,  p.  8,972;  f.  area,  2,560  a.;  mere 
bldga.,  bk.  ft  atn.,  1  to  8  ator.;  priv..  bk.  ft  wd.. 
1  to  S  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb,  c 
ft  h.  wag.,  1  h.  ft  L  trk.,  1  hose  wag.,  4  bra.;  hose, 
cot.,  rub.  lined,  gd.,  4,500  ft;  inf..  «00  ft;  tot 
hose,  6,100  ft;  f.  al.,  elec,  20  bx.;  vaL  equip.. 
$8,000;  val.  bldgs.,  $10,000;  exp.  dept,  $2,700; 
tot  mem.  26,  pd.  f^l  time  8,  pd.  part  time  28. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  480,000  gals.,  dim.  20  x  115; 
pump.  eng..  cap.  day  2,600,000  gids.:  m^na,  7  bl, 
4  to  12  m.  dia.;  67  hyd.;  20  val.;  270  acrr.; 
pres.,  dom.  80  lbs.,  f.  180  lbs.;  wka.  owned  hy 
city. 

APPLETON,  p.  1,221;  f.  area,  800  a.;  mere, 
bldga.,  wd.  ft  bk.,  2  stor.;  priv.,  wd..  2  ator.;  wd. 
rfa.  perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept 
— '1  str.,  1  h.  ft  L  trk.,  4  hose  car.;  hoae,  rab. 
lined,    gd.,    2,500    ft;    f.    aL,    elec.    bell   ft    wh.; 
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▼•1.  equip.»  98,000;  val.  bldgs.,  $7,500;  exp.  dept., 
$400;  tot.  mem.,  80  vol. 

Water  Supply — Src,  well  A  rlv.,  1-18  m.  bus. 
cent.;  sya.,  grav.  A  dir.;  stdp.  cap.,  65,000  gale.; 
miat.,  stl.;  2  pump,  eng.,  class  dup,,  cap.  day  670,- 
000  gals.;  mains,  c.  i.,  5  m.,  4  to  8  ia  dia.;  27 
hyd.;  8  v.;  met.,  ISO.;  180  aerv.;  pipe,  galv.  i.; 
PT-es.,  dom.  50  tt>s.,  f.  120  lbs.;  cons,  day,  85,000 
gals.;   coat,  $18,000;  wke.  owned  by  dty. 

ARQYLE,  p.  044;  f.  area,  100  a.  F.  dept. — 
2  gas.  eng..  1  c.  eng.,  2  comb.  c.  k  h.  cart,  8  c 
hand  ex.;  nose,  oot.,  rub.  lined,  gd.,  2,300  ft.; 
inf.,  800  ft;  tot.  hose,  2,600  ft.;  f.  al.,  bell  k  wh.; 
ral.    equip.,   $5,500;   val.   bldgs.,   $8,000;    vol. 

ASHBY,  p.  884;  f.  area,  10  a.  P.  dept. — 1 
hand  eng.  &  h.  k  h  trk.;  vaL  bldgs.,  $500;  val. 
equip..  $2,000:  tot.  mem.,  24  vol. 

Water  Supply — 8  cisterns. 

ATWATER,  p.  600;  f.  area,  80  a.;  mere,  bldgs., 
bk.,  1  &  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.area;  causes  of  f.  inv.  F.  dept. — 1  atr.,  2 
h.  A  1.  trk.,  2  hose  wag.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  inf.,  500  ft;  tot  hose, 
2,500  ft;  f.  al.,  bell  &  wh.;  val.  equip.,  $4,500; 
val.  bldgs.,  $800;  exp.  dept,  $400;  tot  mem.,  25 
vol. 

Water  Supply — Src,  cisterns  k  railroad  tk.;  sys., 
grav.;  cap.  cisterna,  4,500  gala. 

AUDUBON,  p.  800.  F.  dept — 1  atr.,  150  ft. 
hose,  '25  vol. 

AURORA,  p.  1,910.  P.  dept. — 1  c  eng.,  2 
hose  carts,  1  h.  As  1.  trk.;  hose,  2,200  ft;  tot 
mem.,    30   vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  50,000 
gals.;  3  pump,  eng.;  cap.  day,  900,000  gals.; 
mains,  2  m.,  6  in.  dia.;  20  hyd.;  prea.,  dom.  45lba., 
f.   100  lbs, 

AUSTIN,  p.  6,960;  f.  area,  15  blocks;  mere. 
bldg>s.,  bk.  &  wd.,  1  to  3  stor.;  priv.,  bk.  k  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  otH.;  causes  of  f.  inv.  F.  dept — 2  h.  &  L 
trk.,  1  hose  wag.,  4  hose  carts,  4  hrs.;  hose,  rub. 
lined,  gd.,  4,400  ft.;  f.  al.,  Gamewell,  21  bx.; 
val.  equip.,  $8,900;  val.  bldffs.,  $8.1,000;  ezp. 
dept.,  $5,608',  tot.  mem.  41,  pd.  full  time  2,  pd. 
part  time   3,  vol.   36. 

Water  Supply — Src,  spring,  wells  k  dv.;  %  m. 
hue.  cent.;  sys.,  pump  dix. ;  res.  cap.,  1,500,000 
gals.;  2  pump,  eng.,  daas  comp.  dup.,  cap.  day, 
4,000,000  gals.,  mains,  c.  i.,  18  m.,  4  to  10  in. 
dia.;  117  hyd.;  185  v.;  met.,  900;  1.280  eerv.; 
pipe,  lead  k  galv.  i.;  pres.,  dom.  50  lbs.,  f.  IflO 
lbs.;  cons,  day,  800,000  gals.;  cost,  $87,000;  cost 
mtce.,   $3,500;  wks.  owned  by  city. 

AVOCA,  p.  212.  F.  dept. — 1  h.  *  1.  trk.,  1  c. 
eng.,  750  ft.  hose,  12  pd.  men. 

BADGER,  p.  895.  F.  dept — 1  h.  k  1.  trk., 
1,500  ft  hose,  24  vol.,  bell  at 

BALATON,  p.  864.  F.  dept — 1  h.  k  I.  trk., 
1,500  ft.  hose,  bell  al.,  16  vol. 

BARNESVILLE,  p.  1,858;  f.  area,  80  a.:  mere, 
bldgs.,  wd.  k  bk.,  1  k  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.  P.  dept — 
1  str.,  1  hand  eng.,  2  c.  hand  ex.,  1  h.  jc  1. 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft.;  rub.,  gd..  860  ft;  inf.,  800  ft.;  tot.  hose, 
1,850  ft;  f.  aL,  bell  k  wh.;  val.  equip.,  $6,000;  val. 
bldgs.,   $1,800;   tot   mem.,    85   vol. 

Water  Supply — Src.,  str.;  «ys.,  pump  to  stdp.; 
stdp.  cap..  500  bbls. 

BATTLE  LAKE,  p.  667.  P.  dept— 1  h.  k  I. 
trk.,    2   hose   carts,    1,500   ft.   hose,    80   vol. 

BEARDSLEY,  p.  481.  P.  dept — 1  h.  k  h  trk., 
600  ft.  hose,  bell  al.,  20  vol. 

OEIAUDETTE,  p.  1,500;  f.  sj-ea.  160  a.  P.  dept 
— ^1,800  ft.  hose,  2  hose  carts,  2  c.  hand  ex.;  v«l. 
eouip.,  $2,000;  exp.  dept,  $100;  tot.  mem.,  24, 
pa.   part   time. 

Water  Supply— Brc,  (Rainy  River;  sys.,  pump  to 
stdp.;  stdp.  cap.,  48'2,000  gals.;  1>8  hyd.;  7  v.:  7-5 
senr.;  mains,  IH  m.;  pres.,  dom.  k  f.,  56  lbs.; 
wks.   owned  by  city. 

OBA/VEiR  OREBK,  p.  195;  f.  area,  40  a.  P. 
dept — 1  c.  eng.,  c  hand  ex.,  1  comb.  c.  k  h.  wag., 
1  h.  ijc  1.  trk.,  1  hose  wag.,  hose  reels;  f.  al.,  bell; 
vaL  equip.,  $2,000;  vaL  bldgs.,  $i800;  exp.  dept, 
$500;   vol. 

BECKER,  p.  S50;  f.  area,  40  a.  P.  dept — 1  gas. 
eng.,  c.  hand  ex.;  val.  equip.,  $1,000;  val.  bldga., 
t200;   tot.   mem.,   20,  vol. 


Water  Supply^Src,  sparing;  sys.,  pump  dir.; 
wks.  owned  by  city. 

BELGRADE,  p.  448;  f.  area,  160  a.  F.  dept — 
1  hose  cart  k  ladder.;  exp.  dept,  $100;  tot  mem., 
J  6   vol.,  pd.  part  time. 

Water  Supply— >Stc.,  well,  2  blocks  bus.  cent; 
sys.,  grav.;  stdp.  cap.,  40,000  gals.;  mains,  c.  i., 
1^  m.,  4  to  8  in.  dia.;  8  hyd.;  pres.,  f.,  50  lbs.; 
wks.   owned  by  city. 

BELLE  PLAINE,  p.  1,204;  f.  area,  6H  &.;  mere, 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  1^  k  2  stor.:  wd.  rfs. 
perm.;  no  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  1  h.  &  1.  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,200  ft;  f.  al.,  bell,  1  bx.; 
vaL  equip.,  $4,000;  val.  bldgs.,  $3,000;  tot.  mem., 
81  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src.,  6  large  cisterns;  stdp.  cap., 
50.000  gals.;  mains,  8H  ni.,  4  to  8  in.  dia.; 
9  nyd.;  pres.,  dom.  50  to  55  lbs.,  f.  90  to  110 
lbs. 

BELLI NGHAM,  p.  859;  f.  area,  60  a.;  mere, 
bldgs.,  bk.  &;  wd.,  1  k  2  stor.;  priv..  wd.,  1^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  P.  dept — 1  h.  k  1.  trk., 
1  aer.  trk.,  8  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  600  ft;  inf.,  800  ft;  tot.  hose,  900  ft;  f. 
al.,  bell;  val.  equip.,  $1,000;  val.  bldgs.,  $6,000; 
exp.    dept,   $100;   tot   mem.,   80   vol. 

Water  Supply — Src.,  wells,  M  m.  bus.  cent; 
«ys.,  grav.,  pump  to  res.;  res.  cap.,  2,000  bbls.; 
mains,  1  m.,  4  In.  dia.;  8  hyd.;  prea.,  f.  50  lbs.; 
cost  $6,000;  cost  mtce.,  $300;  wks.  owned  by 
city. 

BELVIEW,  p.  290;  f.  area,  80  a.  P.  dept — 1  atr., 
1  c.  eng.,  h.  k  I.  trk.,  1  hose  cart,  1  c.  ex.;  hose, 
1,000  ft.;  tot  mem.,  20,  pd.  part  time;  val. 
equip.,  $1,200;  val.  bldgs.,  $300;  exp.  dept., 
$200. 

Water  Supply — Src,  deep  wells,  4  cisterns;  cap., 
500   to   700  bbls.,  with  stationary  pump  at  wells 

BEMIDJl,  p.  5,099;  f.  area,  820  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  8  stor. ;' priv.,  bk.  k  wd., 
I  k  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept.^^ 
1  str.,  1  h.  jc  L  trk.,  1  aer.  trk.,  2  hoae  wag.,  1 
hose  cart,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000 
ft;  f.  al.,  bell  k  wh.;  vaL  equip.,  $11,000;  vaL 
bldgs.,    $5,000;   tot.   mem.,   88   vol. 

Water  Supply — Src,  3  artesian  wells,  %  m. 
bus.  cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  100,000 
gals.;  8  pump,  eng.,  cap.  day  2,160,000  gate.; 
mains,  c.  i.,  7^  m.,  4  to  10  in.  dia.:  90  hyd.; 
ft2  v.;  400  met;  pres.,  dom.  65  lbs.,  f.  75  lbs.; 
cost,  $60,000;  cost  mtce.,  $800  to  $700;  wks. 
owned  by  city. 

BENSON,  p.  1,677;  f.  area,  200  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1%  k  2  stor.;  wd.  rfs. 
not  perm.;  no  fwks.  k  combt  ord.;  causes  of  f. 
inv.  P.  dept. — 1  str.,  1  hand  eng.,  1  h.  JC  1. 
trk.,  2  hrs.,  8  hose .  wag.  with  chemicals;  hose, 
cot,  rub.  lined,  gd.,  8,500  ft;  f.  al..  bell  k  wh.; 
val.  equip.,  $5,000;  val.  bldgs.,  $2,000;  exp.  dept. 
$1,500;  tot.  mem.,  50  vol.;  undrs.  rating,  third 
class. 

Water  Supply — Src,  2  wells,  in  bus.  cent; 
sys.,  pump  k  dir.;  res.  cap.,  72,000  gals.;  stdp. 
cap.,  75,000  gals.;  2  pump,  eng.,  class  dup.  k 
trip.;  mains,  2%  m.;  26  hyd.;  cost,  $21,000;  wks. 
owned  by  city. 

BERTHA,  p.  2«6:  f.  area,  4  a.  P.  dept — ^1 
gasoline  eng.,  h.  A  L,  hose  carts,  Ac;  tot  mem., 
20,  pd.  part  time;  val.  equip.,  $1,650;  val.  bldgs., 
$1,000. 

Water  Supply — Src,  cisterns;  1  pump;  dom. 
pres.,    100    lbs. 

SK]»ELOW,  p.  200;  f.  area,  40  a.  P.  dept— 1 
eng.  with  hose;  vol. 

Water  Supply — Src,  cistern. 

BIG  FALLS,  p.  825.  P.  dept — 1  str..  1  h.  & 
L  trk.,   1,000  ft  hose,  bell  aL 

BIG  LAKE,  p.  800.  P.  dept — 2  c  eng.,  ladders; 
val.  equip.,  $500;  val.  bldgs.,  $800;  vol. 

BINGHAM  LAKE,  p.  285.  P.  dept— 1  str.,  1 
hose  cart  1,050  ft  hose,  bell  al.,  18  vol. 

BIRD  iSLAND,  p.  981;  f.  area,  60  a.;  mere 
bldgs.,  wd.  k  bk.,  2  stor.;  priv.,  wd.,  1%  k  2 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes 
of  f.  inv.  P.  dept — 1  hand  enff.,  2  c  band  ex., 
1  h.  ft  L  trk.,  1  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,500  ft;  f.  al.,  bell;  val.  equip.,  $600;  tot. 
I   mem.,  40  voL 
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Water  Supply — Src,  well,  1  block  bus.  cent.; 
0y«.,  pump  to  res.  ft  Uiaina;  stdp.  dim.  8  x  80, 
mat.  iron;  1  pump,  eng.,  cap.  day  60,000  pals.; 
mains,  iron,  1  m. ;  8  nyd.;  4  v.;  5  serv. ;  pipe, 
iron;  pres..  dom.  45  lbs.  f.  46  lbs.;  cost,  ^8,000; 
wlcs.  owned  by  village. 

BIWABIK,  p.  1,600;  f.  area,  120  a.;  mere 
bldgs.,  bk.  &  wd.,  2  stor. ;  priv.,  wd.,  1  stor. ; 
wd.  rfs.  perm,  in  dwelling  district;  causes  of  f. 
inv.  F.  dept. — 1  comb.  c.  &  h.  wag.  2  c  hand  ex., 
3  hose  car.;  2  hrs. ;  hose,  cot.,  rub.  lined,  gd.,  2,600 
ft.;  rub.  gd.  2,000  ft.;  inf.  2,700  ft;  tot.  hose 
7,200  ft.;  I.  al.,  14  bz.,  wh.;  bell  &  elec;  val.  equip., 
$3,1^0;  val.  bldgs.,  $1,000;  exp.  dept.,  $500; 
tot.   mem.,  30  vol. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  68,000  gals.;  pump.  eng.. 
cap.  day  600  bbls.;  mains,  rod  i,  2  ro.,  4  to  8 
in.  d.a.;  13  hyd. ;  140  serv.;  pipe,  lead  &  c.  i.; 
pres.,  dom.  60  lbs.,  f.  120  lbs.;  cost,  $15,000; 
cost  mtce.,  $1,200;  wks.  owned  by  village. 

BLACKDUCK,  p.  942.  F.  dept. — 1  h.  &  1.  trk., 
1,000  ft.  hose,  bell  al.,  32  vol. 

BLOOMING  PRAIRIE,  p.  854.  F.  dept.— 1  h. 
Ac  1.   trk.,  bell  al.,  46  voL 

BLUE  EARTH,  p.  2,319;  f.  area,  8  «.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  &  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord. ; 
causes  of  f.  inv.  F.  dept. — 1  h.  &  L  trk.,  60  c 
hand  ex.,  8  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
2,400  ft.:  rub.,  gd.,  1-50  ft.;  tot.  hose,  2;550  It; 
f.  al.,  bell,  wh.  &  telp;  val.  equip.,  $4,400;  exp. 
dept,  $500;  tot.  mem.,   25  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp. ;  res.  cap.,  60,000  gals.;  3  pump, 
eng.,  class  dup.,  cap.  day  1,000,000  gals.;  mains, 
c.  i.,  6  m.,  4  to  8  in.  dia. ;  61  hyd.;  30  v.;  met, 
143;  275  serv.;  pipe,  iron  k  lead;  pres.,  dom.  40 
lbs.,  f.  100  lbs.;  cost,  $40,000;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

•BOYD,  p.  431.  F.  dept — 2  hose  wag.,  1,000 
ft  hose;  bell  aL;"exp.  dept,  $50;  20  voL 

BRAHAM.  p.  406.  F.  dept. — 2  c.  ex.,  200  ft 
hose,    24    vol. 

BRAINERD,  p.  8,526;  f.  area,  60  a.;  mere, 
bldgs.,  stn.,  bk.  &  wd.,  2  &  8  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.;   causes  of   f.   inv.     F.   dept. — 1   h.   ft  1.   trk., 

1  hose  wag.,  8  hose  car.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2,700  ft;  inf.,  250  ft;  f.  al.,  telp.; 
vaL  eauip.,  $10,000;  val.  bldgs..  $4,000;  exp. 
dept,  $1,040;  tot  mem.,  95,  pd.  full  time  2,  pd. 
part  time    1,   vol.    92. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  dir.:  1  pump,  eng.,  cap.  day  2,300,000  gals.; 
mains,  kalamein  ft  c  i.,  17%  m.,  4  to  12  in. 
dia.;  105  hyd.;  61  v.;  70  met;  1,628  serv.;  pipe, 
wrt  1.;  pres.,  dom.  70  lbs.,  f.  120  lbs.;  con«.  day, 
1^500,000  gals.;  cost,  $57,500;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

BRANDON,  p.   276;  f.  area.   40   a.;  bldgs.,  wd., 

2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord. 
F.  dept — 1  str.,  1  h.  ft  1.  trk.,  1  c.  eng.,  2  hose 
car.;  f.  al.,  bell;  val.  equip.,  $3,600;  val.  bldgs., 
$800;   exp.   dept,   $150;   tot.   mem.,    45   vol. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  to  datem;  res.  cap.,  140,000  gals.;  pump, 
eng.,  cap.  day  6,000  gals.;  mains,  c.  L,  10  m.,  4 
to  16  in.  dia.;  42  hyd.;  360  serv.;  pres.,  dom.  40 
lbs.,  f.  45  to  65  lbs.;  cost,  $3,000;  cost  mtce., 
$400;  wks.  owned  by  city. 

BRECKENRIDGE,  p.  1,840;  f.  area,  70  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  c.  eng.  1  h.  ft  L 
trk.,  2  hose  oar.;  hose,  cot,  rub.  lined,  gd., 
2.000  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $3,000;  vaL 
bldgs.,  $2,500;  tot  mem.,  48  vol. 

Water  Supply — Src,  riv.,  1,360  ft  bus.  cent; 
sys.,  pump  dir.  to  mains;  res.  cap.,  90,000  gals.; 
pump,  eng.,  cap.  day  450,000  gals.;  mains,  c  i., 
3^/^  m.,  4  to  8  in.  dia.;  45  hyd.;  17  v.;  800  serv.; 
pipe,  c.  ft  galv.  i.;  pres.,  dom.  26  to  35  lbs.,  f. 
90  lbs.;  cost,  $36,000;  cost  mtce.,  $5,000;  wks. 
owned  by   city. 

BROOTEN,  p.  662.  F.  dept— 800  ft  hose,  16 
vol. 

BROWERVILLE,  p.  088;  f.  area.  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  pr'v.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.    ord.;    causes  of  f.    inv.      F.    dept. — 1   hose 


wag.,  1  hose  car.,  8  ladders;  hose,  cot,,  nib. 
lined,  gd.,  800  ft;  f.  al.,  bell;  val.  equip..  $8,000; 
val.  bldgs.,  $1,000;  exp.  dept,  $600;  tot  mem., 
15   vol. 

Water  Supply — Src,  stdp.,  1  block  bus.  cent.; 
sys.,  pump  to  stdp.;  mat,  iron;  1  pump,  eng.; 
mains,  %  m.,  6  in.  dia.;  6  hvd.;  10  v.;  pipe, 
iron;  cost,  $8,000;  cost  mtce.,  $600;  wks.  ownei) 
by    city. 

BROWNS  VALLEY,  p.  1.058;  f.  area,  160  a. 
F.  dept. — 1  h.  ft  1.  trk.,  3  hose  carts;  hose,  2,600 
ft;  val.  equip.,  $2,600;  val.  bldgs.,  $1,200;  exp. 
dept,    $160. 

Water  Supply — Src,  springs;  sys.,  grav.;  1 
pump;  cap.  day,  240,000  gals.;  15  hvd.;  4  v.; 
mains,  2H  m.;  prea.,  dom.  66  Iba.,  i.  85  lbs.; 
cost,  $15,000;  cost  mtce.,  $200;  unders.  rating, 
fourth    class. 

BROWNSDALE.  p.  264.  F.  dept— 300  ft  hose, 
vol. 

BROWN  TON,  p.  609.  F.  dept— 1  str.,  1  h.  ft 
1.   trk.,  1,000  ft  hose,  bell  al.,   20  vol. 

BRYCELYN,  p.  336.  F.  dept — 1  str..  800  ft 
hose,  bell  al.,  27  vol. 

BUFFALO,  p.  1.227;  f.  area,  86  blocks;  mere. 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1^  ft  S 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept — 1  c  eng.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose, 
cot,  gd.,  600  ft;  val.  equip.,  $995;  tot  mem..  80 
vol.;   undrs.  rating,  fifth  dass. 

Water  Supply — Src,   wells  ft  lake. 

BUFFALO  LAKE,  p.  871.  F.  dept— 2  hose 
carts,   1,000   ft.  hose,   26  vol..  bell  ft  wh.  aL 

'BUHL,  p.  1,400;  f.  area,  20  a.  F.  dept—* 
hose  carts,  1  h.  ft  1.  trk.,  3,600  ft.  hose;  va*. 
equip.,  $5,000;  val.  bldgs.,  $3,000;  exp.  dept, 
$1,500;   tot   mem.,    32,  pd.   $1.00   per  fire. 

Water  Supply — ^Src,  well;  sys.,  pump  to  stdp.. 
3  pump,  eng.,  cap.  day  100,000  gals.:  27  hyd.; 
mains,  4  to  8  in.  dia.;  pres.,  dom.  SO  lbs.,  f.  175 
Ibe.;   cost,   $85,000;   wks.  owned  by  city. 

BURTURM,  p.  217;  f.  area,  40  a.  F.  dept— 
1  c  eng.,  1  h.  ft  1.  trk.;  val.  equip.,  $550;  expt 
dept,    $26;    tot    mem..    22    vols. 

Water  Supply — Not  reported. 

BUTTERFIELD,  p.  377.  F.  dept— 1  str..  1 
hand  ex.,   760   ft  hose,   24  voL 

CALEDONIA,  p.  1,872;  f.  area,  42  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  S  stor.;  priv..  wd. 
ft  bk.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt  ord.  F.  dept — 1  h.  ft  1.  trk.,  2  c  hand 
ex.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,600  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $1,800; 
val.  bldgs.,  $20,000;  exp.  dept,  $250;  tot  mem., 
40  vol. 

Water  Supply — Src,  well;  aye.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  2,000  bbls.;  pump.  eng..  cap. 
day  76,800  gals.;  mains,  c.  1.,  1  m.,  4  to  8  in. 
dia.;  12  hyd.;  met,  26;  pres..  dom.  65  lbs.,  f. 
65  lbs.;  cons,  day,  81,000  gals.;  cost,  $8,000;  cost 
mtce.,  $2,500;  wks.  owned  by  town. 

OAlLUMET,  p.  800;  f.  area,  40  a.  F.  dept— 
1  c.  eng.,  2  hose  carts,  1,000  ft.  hose;  vaL  equip., 
$5,000;  val.  bldgs.,  $7,000;  exp.  dept.  $2,000; 
tot.  mem.,   16,  pd.  part  time. 

Water  Supply — Src,  well;  sys.,  grav.;  1  pump, 
eng.,  cpp.  day  1,440,000  gals.;  6  hyd.;  8  v.;  mains. 
2,100  ft;  cost.  $17,000;  cost  mtce.,  $2,100;  wka. 
owned  by  city. 

CAMBRIDGE,  p.  900.  F.  dept — 1,000  ft  hose, 
bell  al.,   20  vol. 

CAMPBELL,  p.  303.  F.  dept. — 1  c.  eng.,  1,000 
ft  hose,  bell  al.,   22  vol. 

CANBY.  p.  1,528;  f.  area.  10  blocks;  meic 
bldgs..  bk.,  1  ft  2  stor.;  priv..  wd..  1 V^  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causea  ot 
f.  inv.  F.  dept — 1  c  eng.,  1  h.  ft  L  trk.,  2  c 
hand  ex.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  f.  al..  bell;  val.  equip.,  $1,200;  vaL 
bldgs.,   $500;   tot   mem.,   40   vol. 

Water  Supply — Src,  wells,  2  blocks  bua.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  61,000  gals.;  2  pump, 
eng.,  cap.  day,  22,000  gals.;  maina,  2^  m.,  4  to  S 
in.  dia.:  82  hyd.;  7  v.;  met,  105;  pres.,  f.  45  Ibe.; 
cons,  day,  16.000  gala.;  cost,  $20,000;  cost  mice.. 
$400:  wks.  owned  by  city. 

CANNON  FALLS,  p.  1,385;  f.  area,  S  a.;  mere 
bldgs.,  stn.  ft  bk.,  IH  to  8  stor.  F.  dept. — 1 
h.  ft  1.  trk.,  8  hose .  car. ;  hose,  cot,  rub.  lined, 
gd.,    2,500    ft;    inf.,    600    ft;    tot    hoee.    3,000 
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ft.;    f.    al.,    bell;   va).    equip.,    98,000;    val.    bldga., 
92.000;  exp.  dept.,  $100;  tot.  mem.*  46  vol. 

water  Supply — Src,  well;  ays.,  pump  to  rea.; 
rea.  cap.,  3,000  bbls.;  2  pumps;  mains,  c.  i.,  4 
m.,  6  to  8  in.  dia.;  17  nyd.;  pres.,  f.  76  lbs.; 
cost,   $20,100;  cost  mtce.,  $100. 

CANTON,  p.  846.  F.  dept. — 1  hand  eng.,  200 
ft.  hose. 

CARLOS,  p.  167.  F.  dept — 1  hand  eng.,  1 
c.  eng.,  1,000  ft.  hose,  40  vol. 

CARLTON,  p.  697;  f.  area,  160  a.;  mere,  bldga., 
bk.  A;  wd.,  S  stor.;  priv.,  bk.  &  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  1  hand  eng.,  1  c.  eng.,  12 
c.  hand  ex.,  2  hose  wag.,  2  hose  car.,  400  ft. 
hose;  f.  al.,  bell  &  wh.;  val.  equip.,  $3,000;  val. 
bldgs.,  $6,000;  exp.  dept,  $106;  tot.  mem.,  40 
vol. 

Water    Supply — Src,    wella    k   creek    in   village. 

CARVER,  p.  671;  f.  area,  80  a.;  bldgs.,  wd.,  1 
&  2  stor. ;  wd.  rfs.  perm.  F.  dept. — 1  nand  eng., 
2  c.  ex.,  1  h.  &  1.  trk.,  2  hose  car.;  hose,  cot, 
gd.,  1,200  ft;  f.  al.,  bell;  val.  equip.,  $1,600; 
tot  mem.,  42  vol.;  undrs.  rating,  fourth  class. 

Water  Supply>--Src.,  6  cisterns,  cap.  800  bbla. 
each. 

CASS  LAKE,  p.  2,011.  F.  dept— 1  h.  &  L 
trk.,  8  hose  carta;  hose,  8,000  ft;  f.  aL,  wh.; 
val.    equip.,    $2,000;    26    vol. 

Water  Supply — Src,  wella,  pumped  into  high 
tk.,  100  ft  hi^;  cap.,  60.000  gala.;  mains,  8% 
m.,  4  to  8  in.  dia.,  21  hyd.;  dora.  pres.,  45  Ibe., 
f.  pres.,  100  lbs. 

CEYLON,  p.  880.  F.  dept — 600  ft  hose,  wh. 
al.,    22  voL 

CHASKA,  p.  2,060;  mere,  bldgs.,  bk.,  2  stor.; 
priv.,  bk.  &  frame,  1  &  2  stor.;  wd.  rfs.  not 
perm.;  no  fwks.  k  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  str.,  1  h.  &  1.  trk.,  2  hose  car.; 
hose,  cot,  nib.  lined,  gd.,  2,100  ft.;  f.  al.,  bell; 
vaL  equip.,  $6,000;  val.  bldgs.,  $2,600;  exp.  dept. 
$800;  tot  mem.,  68  vol.;  undra.  rating,  third 
claas. 

Water  Supply — Src.,  cisterns  k  wella. 

CHATFIELD,  p.  1,228;  f.  area,  whole  town; 
mere,  bldgs.,  bk.,  2  stor.;  priv.,  bk.  k  wd.,  1^ 
k  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  k  1.  trk., 
1  c.  eng.,  4  c  hand  ex.,  1  hose  wag.,  1  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  900  ft;  f.  aL, 
bell;  vaL  equip.,  $2,760;  val.  bldgs.,  $1,000;  tot 
mem.,    24   voL 

Water  Supply — Src,  well,  1-8  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  dim.,  14  x  60;  res. 
cap.,  278,000  gals.;  pump,  eng.,  cap.  day  80,000 
eals.;  mains,  c.  i.,  8^  m.,  4  to  8  in.  dia.;  86 
hyd.;  10  v.;  met,  1;  200  serv.;  pipe,  gal  v.  i.; 
prea.,  dom.  60  lbs.,  f.  60  lbs.;  cons,  day,  24,000 
gala.;  cost,  $18,000;  cost  mtce.,  $800;  wks.  owned 
by  city. 

OHISHOLM,  p.  7.684.  F.  dept — 1  h.  k  I. 
trk.,  1  <K>mb.  c.  &  h.  wag.;  hoae,  <8,750  ft;  f.  at, 
Gamewell,    21    bx.;   tot   mem.,    10.   pd.    full   time. 

Water  Supply — Src,  Monroe  Mine;  sys.,  pump 
to  stdp.;  stdp.  cap.,  800,000  gals.;  1  pump,  eng., 
clasa  dup.,  cap.  day  864.000  gals.;  mains,  7 
m.,  4  to.  10  in.  dia.;  66  hyd.;  pres.,  f.  100  lbs. 

CHOKIO,  p.  828.  F.  dept. — 1  c.  ex.,  1  c.  eng., 
1  h.  <&  I.  trk.,  1  hose  wag.,  1  hose  reel;  f.  al.,  bell; 
val.  equip.,  $200;  vaL  bldgs.,  $200;  exp.  dept, 
$50;  tot.  mem.,  16  vol. 

CLARA  CITY.  p.  687.  F.  dept. — 1  str.,  1  c 
eng.,   2  hand  ex.,   1,160  ft.  hose,  bell  al.,   16  vol. 

CLAREMONT,  p.  276.  F.  dept— 1  hose  cart, 
750   ft  hose,  bell  al.,   28  vol. 

CLARKFIELD,  p.  608.  F.  dept — 1  hoae  cart, 
650  ft  hoae,  22  vol. 

CLIMAX,  p.  269.  F.  dept— 1,400  ft  hose,  bell 
al.,    16   vol. 

CLINTON,  p.  884.  F.  dept — 1  hoae  cart,  800 
ft  hose,  20  vol. 

CLITHERALL.  p.  187.  F.  dept— 1  str.,  1,100 
ft   hose,   24   vols. 

CLOQUET,  p.  7,081;  f.  area,  8.500  a.;  mere 
bldgs.,  wd.,  bk.  k  cone,  1  to  8  stor.;  priv.,  wd., 
bk.  k  cone,  1  to  8  stor.;  wd.  rfs.  perm.;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  c. 
eng.,  1  h.  \&  1.  trk.,  2  hoee  wag.,  4  hrs.;  nose,  cot., 
gd.,   8,700  ft.;  inf.,  650   ft.;  tot   hose,  4,850    ft.; 


f.  al.,  bell,  wh.  k  telp.,  28  bx.;  val.  equip.,  $7,000; 
val.  bldgs.,  $14,000;  exp.  dept,  $7,000;  tot.  mem. 
8,  pd.   full  time. 

Water  Supply— Src,  springs,  lU  ni.  bus.  cent; 
ays.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  125.000 
gals.,  dim.  24  x  28,  mat  stl.,  res.  cap.,  600,000 
gala.;  2  pump,  eng.,  class  centrif.,  cap.  day,  2,000,- 

000  gals.;  mains,  c  L,  18.2  m..  4  to  12  in.  dia.; 
112  v.;  770  met;  770  serv.;  105  hyd.;  pres.,  dom. 
k  f.  70  to  105  lbs.;  cons,  day,  100,000  gals.;  cost, 
$150,000;  cost  mtce.,  $3,000;  wks.  owned  by  cit>'. 

COKATO,  p.  718.  P.  dept — 1  str.,  1  hose  cart, 
900  ft  hose,  bell  al. 

COLD  SPRING,  p.  594;  f.  area,  640  a.;  bldgs., 
wd.,  bk.  k  stn,,  2  stor.;  wd.  rfs.  perm.     F.  dept. — 

1  hand  eng.,  2  c.  ex.,  1  h.  &  1.  trk.,  1  aer. 
trk.,  1  hose  car.;  hose,  rub.,  gd.,  200  ft;  cot, 
gd.,  400  ft;  tot  hose.  600  ft;  f.  al.,  bell;  vaL 
equip.,  $1,000;  val.  bldgs.,  $800;  tot  mem.,  88 
vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells  k  rlv. 

COLERAINE,  p.  1,618.  F.  dept — 1  h.  &  i. 
trk..  2  hose  carts,  4  hand  c  ex.;  nose,  2,100  ft; 
f.  al.,  bell  k  wh. ;  tot  mem.,  30  vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  2,000 
bbls.;  2  pump,  eng.;  cap.  day,  1,440.000  gals.; 
mains,  2,300  ft,  4  to  8  in.  dia.;  39  nyd.;  pres.. 
dom.   60   lbs.,   f.   90  lbs. 

COLOGNE,  p.  890.  F.  dept — 1  h.  k  1.  trk.,  1 
hand  eng.,   1,500   ft.  hose,  bell  al. 

COLUMBHA  HCIGHTS,  p.  1,500:  f.  area.  1,690 
a.  F.  dept — 1  hose  wag.,  800  ft.  nose,  8  buckets; 
val.  equip.,  $726;  val.  bldgs.,  $260;  exp.  dept, 
$100;  tot  mem.,  17,  pd.  $2.00  per  fire. 

Water  Supply— €rc.,  spr.;  sys.,  grav.;  mains,  4% 
m.,  4  to  8  in.  dia.;  46  hyd. ; pres.,  dom.  k  f..  40  lbs.; 
wks.    owned   by   city. 

COMFREY,  p.  288.  F.  dept. — i  hoae  cart,  600 
ft  hoae,  bell  al.,  12  pd.  men. 

COPATT,  p.  1,000;  f.  area,  160  a.  F.  dept — 
hand  pump,  2  ladders,  2  small  chemicals,  hose 
cart;  hose,  700  ft;  val.  equip.,  $1,066;  val.  bldgs., 
$3,500;  exp.  dept,  $100;  tot  mem.,  20  voL,  pd. 
part   time. 

Water  Supply — Src,  wells;  sys.,  100-ft.  tower 
pump;  1  hyd.;  2  mains,  200  ft;  pres.,  dom.  58 
lbs.,  f.  50  lbs.;  cost,  $6,000;  cost  mtce.,  $100. 

COTTONWOOD,  p.  770.  P.  dept.— 1  h.  k  h 
trk.,   1  c  eng..  2,000  ft  hose,  bell  al.,  22  vol. 

OOORTIANO,  p.  260;  f.  area,  160  «.  F.  dept 
— 1  pump,  eng.;  vial,  equip.,  $8,000;  val.  bldga., 
$2,600;  exp.  dept,  $75;  tot.  mem.,  26,  pd.  fmrt 
time. 

Water  Supply— fire,  well;  sye.,  pump  dir.;  1 
pump,  eng.,  7  hyd.;  nuiins.  2,000  ft;  pres.,  f.,  180 
lbs.;  cost,  $8,000;  cost  mtce.,  $75;  wks.  owned  by 
village. 

CROOKSTON,  p.  7,669;  mere  bldgs.,  wd.  k  bk.. 

2  &  3  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  not  perm. 
F.  dept. — 1  h.  k  1.  trk.,  1  hose  wag.,  1  comb,  e 
k  1.  wag.,  6  e  ex.  in  reaerve,  8  hose  carts,  1 
h.  k  1.  trk.,  1  e  eng.,  2  hose  sleighs;  hose,  cot, 
rub.  lined,  gd.,  4,600  ft;  f.  al.,  bell  k  Oamewell,  6 
bx.;  val.  equip.,  $11,600;  val.  bldgs..  $20,000; 
exp.  dept,  $3,946;  tot  mem.,  25,  pd.  full  time  2, 
vol.   23;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  50,000  gals.;  pump,  eng.,  cap.  day 
3.000,000  gals.;  mains,  e  i.,  8  m.,  4  to  8  in.  dia.; 
70  hyd.;  49  met;  pres.,  dom.  60  lbs.,  f.  90  to  110 
lbs.;'  cons,  day,  800,000  gals.;  cost,  $150,000; 
wks.   owned  by  Co. 

CROSBY.     F.  dept  not  reported. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals., 
mat,  stl.;  2  pump,  eng.,  class  centrif.,  cap.  min. 
600  gals.;  mans,  8  m.,  4  to  10  in.  dia.;  24  hyd.; 
63  v.;  pres.,  dom.  46  Iba.,  f.  80  lbs.;  wks.  owned 
by  priv.  Co. 

CURRIE,  p.  329.  F.  dept — 1  str.,  1,250  ft 
hose,   24   vol.,  bell  al. 

DANUae,  p.  -225;  f.  area,  10  a.  P.  dept. — 1 
hose  cart  500  ft  hose;  val.  equip.,  $1,000;  vaL 
bldgs..   $800;   tot.  mem.,   16  vol. 

Water  Supply— «5re,  well;  «y8.,  pump  to  stdp.; 
1  pump,  eng.,  cap.  2,500  bbls.  day;  6  hyd.; 
mains,  1  m.;  prea.,  dom.,  32  lbs.;  coat,  $1,800; 
cost   mtce.,   $300;   wks.   owned  by   city. 

DANVE.RS.  p.  215.  F.  dept. — 2  e  eng..  600  ft 
hose;  f.  al.,  bell;  val.  equip.,  $700;  val.  bldga., 
$500;   tot.  mem.,   25  vol. 
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DIARFUIR,  p.    110;    f.   area,    25    a.      P.   dept. — 

1  gas.  ent;.,  12  buckets,  ladders,  etc.;  ho«e,  1,000 
ft;  val.  equip.,  $500;  val.  bldgs.,  $600;  exp.  dept., 
$65:  tot.  mem.,  18  vol. 

Water  Supply — Src.,  well,  in  bus.  cent;  sya., 
grav.;  1  pump,  eng.,  cap.  day  100,000  gals.;  wks. 
owned  by  C.  A  N.    W.  'Ry.   Co.  A  village. 

DASSEL,  p.  643;  f.  area,  640  a.;  mere,  bldgs., 
bk.,  2  Btor. ;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  &  combt.  ord.  F.  dept. — 2  c.  hand  ex.,  2 
h.  k  1.  trk.,  1  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
2,600  ft;  f.  «!.,  bell;  val.  equip.,  $2,500;  val. 
bldga.,  $13,500;  exp.  dept.,  $300;  tot  mem.,  26 
vol. 

Water  Supply — Src,  2  wells,  1  block  bus.  cent; 
ays.,  pump  to  res.;  res.  cap.,  16,000  bbls.;  2  pump, 
eng.,  oap.  day  50,000  gal-s.;  mains,  c.  i.,  1  m., 
4  to  8  in.  dra.;  20  hyd.;  pres.,  dom.  &  f.,  40  Iba.; 
cost,  $9,000;  cost  mtce.,  $720;  wka.  owned  by  city. 

DAWSON,  p.    1,818.     P.   dept — 1   h.  &  1.   trk., 

2  hose  caru,  2  c.  eng.;  hose,  1,000  ft;  f.  al., 
bell;  tot.  mem.,  80  vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  60,000 
gals.;  mains,  0,000  ft,  4  to  8  in.  dia.;  16  hyd.; 
pres.,  dom.   66  lbs.,  f.  90  lbs. 

DEERWOOO,  p.  850;  f.  area,  80  a.     F.  dept — 

1  h.  &  1.  trk.,  1  hose  cart,  2  c  eng.,  750  ft.  hose; 
val.  equip.,  $2,000;  val.  bldgs.,  $1,600;  exp.  dept, 
$1,000;  tot.  mem.,  26  vol. 

Water  Supply — Src,  wells,  sys.,  dir.  pres.,  1 
pump,  eng.,  cap.  800,000  gala,  day;  0  hyd.;  8  v.; 
mains,  1%  m.;  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cost,  $15,000;  cost  mtce.,  $500;  wks.  owned  by 
village. 

DE  GRAFF,  p.  216.  F.  dept — 1  str.,  1,000 
ft.  hose,  bell  al.,   16  vol. 

DELANO,  p.  .1,081;  f.  area,  18  blocks:  mere, 
bldgs.,  wd.   &  bk.,   2  stor.;  priv.,  wd.   &  bk.,   1   & 

2  stor.;  wd.  rfs.  perm.;  fwks.  &,  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  h.  fc  1.  trk.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  al., 
bell;  val.  equip.,  $2,500;  val.  bldgs.,  $4,500;  exp. 
dept,  $500;  tot  mem.,  24  vol.;  undrs.  rating, 
third  class. 

Water  Supply — iSrc,  wells,  4  blocks  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  50,000  gale.;  1  pump, 
eng.,  class  dup.,  cap.  day  240,000  gals.;  mains, 
c.  i.,  2  m.,  4  to  'S  in.  dia.;  25  hyd.;  8  v.;  108 
met.;  120  serv. ;  pipe,  galv.  i.;  pres.,  dom.  45  Ibe., 
f.  100  lbs.;  cons,  day,  30,000  gals.;  cost,  $12,000; 
cost  mtce.,  $600;  wks.  owned  by  city. 

DELAVAN,  p.  284.  F.  dept.— 1  h.  &  1.  trk.,  1 
hand   eng.,    1,000   ft   hose,  bell   al.,    18   vol. 

DENT,  p.  244.  F.  dept — 1  c.  eng.,  bell  al.; 
vol.  f.  dept 

DETROIT,  p.  2,200;  f.  area,  820  a.;  mere, 
bldgs.,  wd.  &  bk.,  2  stor.;  priv.,  wd.,  1%  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  P.  dept — 1  c.  eng.,  1  h.  Ae  1.  trk.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f.  al., 
bell  k  wh.;  val.  equip.,  $2,589;  val.  bldgs.,  $8,000; 
exp.  dept,  $200;  tot  mem.,  40  vol.;  undrs.  rating, 
third   class. 

Water  Supply — Src,  lake;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.,  90  ft.  high,  mat  wd.; 
pump,  eng.,  cap.  day  720,000  gals.;  mains,  2^ 
m.,  4  to  10  in.  dia.;  42  hyd.;  18  v.;  met,  6;  10 
serv.;  pipe,  wrt.  i. ;  pres.,  dom.  45  lbs.,  f.  100 
lbs.;  cost,  $25,000;  cost  mtce.,  $200;  wke.  owned 
by   city. 

DODGE  CENTER,  p.  967.  P.  dept. — 1  h.  *  L 
trk.,  1  c.  eng.,  1;000.  ft  hose,  bell  aL,  vol. 

DONALDSON,  p.  1*82.  F.  dept— 1  h.  k  1.  trk., 
1   gasoline  eng.,   100  ft.  hose,  oell  al.,  voL 

DULUTH,  p.  78,466;  f.  area,  14  sq.  m.;  mere 
bldgs.,  bk.,  1  to  16  stor.;  priv.,  bk.  k  wd.,  2 
stor.;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  P. 
dept. — 4  str.,  8  chiefs  auto.,  2  auto.  str.  equipped 
with  c  tank  k  hose,  1  c  eng.,  8  h.  &  1.  trk.,  <27 
c  hand  ex.,  1  aer.  trk.,  8  hose  wag.,  1  comb.  c.  k 
h.  wag.,  2  auto.  comb,  c  k  hose  wag.,  2  hose 
reel-8,  32  hrs.;  hose,  cot,  rub.  lined,  gd.,  28,600 
ft;  f.  aL,  Gamewell,  159  bx.;  v«L  equip.,  $118,^65; 
exp.  dept..  $144,802;  tot  mem.,  112,  pd.  full  time. 

Water  Supply — Src,  lake,  9  m.  bus.  cent;  sys., 
pump  to  res.;  8  res.,  «ap.  28,600,000  gals.,  ioc. 
at  East  Fourth  st.  k  Thirty*fourth  ave.;  8  pump, 
enff.,  class  trip,  k  centrlf.,  cap.  day  26,000,000 
gaTs.;  mains,  c  i.,  14>5.'81  m.,  8  to  36  in.  dia.; 
990  hyd.;   938  v.;  met..   4,967;  9,614  serr.;  pipe. 


lead  A  c  i.;  pres.,  dom.  120  lbs.,  f.  120  lbs.; 
cons,  day,  9,600,000  gals.;  cost,  $2,853,000;  eost 
mtce.,  $80,000;  wks.  owned  by  city. 

DUMONT.  p.  188.  F.  dept. — 1  hose  cart,  500 
ft.  hose,   vol. 

EAGLE  BEND,  p.  561.  F.  dept — 1  gmaoline 
eng.,  1  c.  eng.,  1  h.  A;  L  tit.,  1,200  ft  boee, 
beO   al.,   20   vol. 

EAST  GRAND  FORKS,  p.  2,533;  f.  area,  1,000 
a.;  mere  bldgs.,  atn.,  bk.  k  wd.,  1  &  2  stor.; 
priv.,  wd.,  1^  stor.;  wd.  rfs.  perm.;  no  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
1  c  eng.,  2  c  hand  ex.,  1  hose  wag.,  1  boee 
reel,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft; 
inf.,  200  ft.;  tot  hose.  4,200  ft;  f.  al..  Game- 
well,  4  bx.;  vaL  equip.,  $12,000;  val.  bldga., 
$12,000;   exp.   dept,    $800;   tot   mem.,   voL 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  1  pump,  eapu  1,000 
gals.;   mains,   8   m.,   6   to   10   in.   dia.;   69  hyd. 

ECHO,  p.  430;  f.  area,  6  a.  P.  dept — 2  hoM 
carts;  hose,  1,200  ft.;  val.  equip.,  $1,200;  TaL 
bldffs..  $200;  exp.  dept,  $75;  tot  mem..  22  vols. 

Water  Supply — Src,  stdp.,  cap.  150.000  «als.; 
6  hyd.;  mains,  3,000  ft;  cost  mtce.,  $600;  wks. 
owned   by    city. 

EDEN  VALLEY,  p.  740;  f.  area,  70  a.;  mete 
bldgs.,  wd.  k  bk.,  2  stor.;  priv.,  wd.  k  Mc,  t 
stor.;  wd.  rfs.  perm.  F.  dept — 1  h.  ft  L  trie, 
1  hose  car.;  hose,  cot,  gd.,  400  ft;  inf.,  500 
ft;  tot  hose,  900  ft;  bell  al.;  val.  equip.,  $4,500: 
exp.  dept,  $126;  tot  mem.,  9  vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  2,000 
bbls.;   mains,    ^    m.;    4   hyd. 

EDGERTON,  p.  381.  P.  dept — 1  hose  cart,  750 
ft.  hose,  voL 

ELBA,  p.  151:  f.  area,  80  a.  F.  dept — 2  bose 
wag.,  2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  500 
ft;  nib.,  gd.,  100  ft;  inf.,  50  ft;  tot  hose,  660 
ft;  tot  mem.,  10  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
svs..  dir.  k  grav.;  elevated  cistern  cap.,  1,600 
bbU.;  1  pump,  eng.,  cap.  8,000  bbls.;  mains,  iron, 
.1  m.,  4  to  6  in.  dia.;  11  hyd.;  pres.,  dom.  75 
lbs.,  f.  95  lbs.;  cost  mtce.,  $100;  wks.  owned  by 
city. 

ELBOW  LAKE,  p.  776.  F.  dept— 1  h.  ft  L 
trk.,  1  c  eng.,  1,050  ft  hose,  bell  ft  wb.  al.,  SO 
vol. 

ELGIN,  p.  824.  P.  dept. — 1  hose  cart,  700  ft 
hose,  bell  al.,  12  vol. 

ELIZABETH,  p.  200;  f.  area,  12  blocks.  P. 
dept. — 1  hand  pump,  500  ft.  ho.<te;  val.  equip.. 
$500;  exp.  dept,  $100;  tot  mem.  20,  pd.  part 
time. 

Water  Supply— Src,  cisterns;  sys.,  dir.  pres.;  1 
pump;  mains,  500  ft;  cost  mtce.,  $100;  wks. 
owned  by  city. 

ELK  RIVER,  p.  869.  P.  dept— 1  str..  1  h.  ft  L 
trk.,  5  c  ex.,  1,000  ft  hose,  telp.  ft  bell  al.,  1 
pd.  man. 

ELLEN  DALE,  p.  261.  P.  dept — 1  boee  cart, 
600  ft.  hose,  16  vol. 

ELLSWORTH,  p.   686;  mere  bldgs.,  bk.  ft  wd., 

1  ft  2  stor.;  priv.,  atn.  ft  wd..  1  stor.;  wd.  rlk 
perm,  in  f.  area;  fwks.  ft  comot  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c  hand  ex.,  1  h.  ft  L  trk., 
8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,2K0  ft.; 
f.  al.,  bell  ft  wh.;  vaL  equip.,  $8,000;  tot.  mem., 
17  vol. 

Water  Supply — Src,  well,  ^  m.  biis.  cent; 
sys.,  compressed  air;  res.  cap.,  60,000  ^pala.;  pump, 
eng.,  cap.  day  144,000  gals.;  mains,  c  i.  4,000  ft, 
4  to  6  in.  dia.;  9  hyd.;  6  v.;  11  serv.;  pipe,  galv. 
i.:  pres.,  dom.  ft  f.,  75  to  100  lbs.;  cost,  $7,500; 
WKS.  owned  by  city. 

ELMORE,  p.  795.  P.  dept. — 1,500  ft.  hose, 
bell  aL,   25  voL 

ELY,  p.  8,672;  f.  area,  400  a.;  mere  bldga.,  bk. 
ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rta.  peraiL 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  t 
inv.  P.  dept — 1  h.  ft  1.  trk.,  4  c  hand  ex.,  S 
hose  car.,  1  c  eng.;  hose,  cot,  rub.  lined,  gd.. 
8,000  ft;  f.  aL,  wh.  ft  elec,  14  bx.;  val.  eqwp., 
$8,600;  exp.  dept.,  $1,500;  tot  mem.,  80  vol 

Water  Supply — Src,  lake,  8,000  ft  boa.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  96,000  gala., 
dim.   18  X  80,  mat.  stL;  res.  cap.,  500,000  gals.: 

2  pump,   eng.;    mains,   c.    L,   11,080   ft.   4    to  10 
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In.  dia.;  18  hyd.;  7  v,;  120  eerv.;  pipe.  «*lj.  i-; 
pree.,  dom.  75  lbs.,  f.  120  Iba.,  cons,  day,  76,000 
gala.;  cost,  $35,000;  wks.  owned  by  city. 

EMMONS,  p.  228.  F.  dept.— 2  c.  eng.,  1  h.  & 
1.  trk.,  3  ho8e  reels;  hose,  cot.,  rub.  lined,  gd.,  1,- 
400  ft.;  inf.,  200  ft.;  tot.  hose,  1,600  ft.;  f.  al., 
bell;  val.  equip..  $1,200;  val.  bldgs.,  $800;  tot. 
mem.,    26   vol. 

EMMONS,  p.  228.  F.  dept.— 2  c.  eng.,  1.000 
ft.  hose,  bell  al.,  22  vol. 

ERSKINE.  p.  824.  F.  dept. — 2  h.  *  L  trk.. 
1,600  ft.  hose;  bell  al.;   26  vol. 

EVANSVILLE.  p.  889;  f.  area,  8  a.;  bldm.,  bk. 
JC  wd.,  1%  to  2  stor.  F.  dept.— -1  h.  *  1-  t^f-* 
8  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  900  It; 
rob.,  gd..  600  ft.;  inf..  200  ".;  tot.  hose,  1,700 
ft.;  f.  al..  bell  &  telp.;  val.  equip.,  $1.^00;  val. 
bldgs.,  $150;  exp.  dept,  $50;  tot.  mem.,  30  vol. 

Water  Supply — Src.  wells  &  cisterns;  vs.,  pump 
to  stdp.  &  mains;   mains.   1  m. 

EVELETH.  p.  7,086;  f.  area,  6  blocks  eadi 
way;  height  of  mere,  bldga.,  1  to  2  stor.;  wd. 
rfs.  perm.  In  f.  area;  fwks.  ft  combt.  wrd.;  canaes 
of  f.  inv.  F.  dept. — 1  comb.  c.  &  h.  wag.,  1 
c.  eng.,  4  c.  hand  ex.,  2  h.  &  1.  trk.,  4  hose 
car..  2  hrs.;  hose,  rub.  lined,  gd..  4,000  ft;  inf., 
2,000  ft;  tot  hose,  6,000  ft;  f.  al.,  Gamewell, 
18  bx.;  Aal.  equip.,  $4,000;  val.  bldgs.,  $20,000; 
exp.  dept.,  $6,000;  tot  mem..  60,  pd.  part  time 
26,  vol.   26. 

EXCELSIOR,  p.  1,015;  f.  area,  160  a.;  bldgs.. 
bk.  &,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  f. 
inv.  F.  dept. — 1  c.  eng..  1  h.  &  1.  trk.,  1  hose 
wag.,  1  hose  reel;  hose,  1,600  ft;  f.  al.,  bell  s 
8  bx.;  val.  equip..  $2,700;  val.  bldga.,  $1,600;  exp. 
dept.  $100;  tot.  mem..  16  vol. 

Water  Supply — Src.,  Lake  Minnetonka. 

EYOTA.  p.  423.  F.  dept. — 2  hose  carts;  hoae, 
cot,  rub.  lined,  gd.,  900  ft;  inf.,  100  ft,;  tot. 
hose.  1.000  ft.;  f.  al.  bell;  25  vol. 

FARI&AULT.  p.  9,001;  f.  area,  6,760  a.;  mere, 
bldgfi.,  stn.,  bk.  ft  wd.,  2  ft  3  stor.;  priy.,  stn.,  bk. 
&  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
twks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept — 

1  c.  eng.,  8  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  3  hose  car.,  5  hrs.;  ho«e,  cot,  nib.  lined, 
gd.,  4,500  ft.;  f.  al.,  telp.;  vaL  equip.,  $26,000; 
val.  bldg«.,  $10,000;  exp.  dept,  $4,000;  tot.  mem. 
64,  pd.  full  time  2,  pd.  part  time  12.  vol.   40. 

Water  Supply— Src..  wells,  %  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  976,000  gala.;  2 
pump,  eng.,  cap.  day  2,818,000  gala.;  mains,  c.  i., 
21.17  nn.,  4  to  14  in.  dia.;  124  hyd.;  808  v.; 
met,  890;  848  serv.;  pipe,  lead;  pres..  dom.  ft  f. 
95  lbs.;  cons.  day.  460.000  gala.:  cost,  $160,671; 
cost  mtce..  $11,643;  wks.  owned  by  city. 

FAIRFAX,  p.  816.  F.  dept— 1  str..  2  hose 
carts,   1,800  ft  hose,  bell  al..   24   vol. 

FAIRMONT,  p.  2.968;  f.  area,  640  a.;  mere, 
bldgs.,  stn..  bk.  ft  wd.,  2  ft  8  stor.;  priv..  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwkfl.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1 
comb.  c.  ft  h.  wag..  1  h  ft  1.  trk.,  2  c.  hand  ex., 
8  hose  carts,  2  hrs.;  hose,  cot.,  rub.  lined,  gd..  2,400 
ft;  rub.,  gd.,  600  ft;  tot.  hose,  »8,000  ft;  f.  al., 
wh.;  val.  equip..  $5,800;  exp.  dept,  $600;  tot. 
mem.,   40  vol. 

Water  Supply — Src,  lake.  1  m.  bus.  cent.;  ay*., 
pump.  dir.  ft  grav.;  stdp.  cap.,  100,000  gals.;  mat 
atl.;  res.  cap.,  40,000  gals.;  2  pump,  eng.,  cap.  day, 
2.300,000  gals.;  mains,  c.  i.,  8  m.,  4  to  10  in. 
dia.;    60   hyd.;    22   v.;   met,    800;    375   serv.;   pipe 

Kilv.  i.  ft  lead;  pres.,  dom.   60  lbs.,  f.   80  to  200 
8.;     cons,    day,     400,000    gals.;     cost,     $40,000; 
wks.  owned  by  city. 

FARMINGTON,  p.  1,024;  f.  area,  20  a.;  mere, 
bldgs.,  bk.   ft  wd.,   2   to  3   stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  c.  eng..  6 
c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,100  ft;  inf.,  400  ft.;  tot  hose, 
1,600  ft;  f.  al.,  bell;  val.  equip.,  $3,500;  val. 
bldgs.,  $7,500;  exp.  dept,  $200;  tot.  mem.,  30  vol. 

Water  Supply — Src,  wells,  in  hue.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  55,000  gals.;  1  pump, 
eng.,  cap.  day  800,000  gals.;  mains,  iron,  1  m., 
4  to  8  in.  dia.;  22  hyd.;  5  v.;  pres.,  dom.  45  Iba., 
f.  75  lbs.;  cons,  day,  40,000  gals,;  co»t,  $11,800: 
cost  mtce.,  $400;  wks.  owned  oy  town. 


FERGUS  FALLS,  p.  6,887;  f.  area,  85  blocks; 
mere,  bldgs.,  bk.  ft  wd..  1  to  8  stor.;  priv.,  wd., 
lyk  stor.;  wd.  rfs.  perm.;  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  sir.,  1  h.  ft  1.  trk.,  4  hose 
reels;  hose,  cot,  rub.  lined,  gd..  2.000  ft;  inf., 
800  ft;  tot  hose,  2,800  ft;  f.  al.,  bell  ft  elec; 
vaL  bldgs.,  $5,000;  exp.  dept,  $780;  tot  mem., 
27  vol.;  undrs.  rating,  third  class. 

Water  Supply — ^c,  riv.,  2  m.  bus.  cent;  sys., 

?ump  dfr.;  stdp.  oap.,  750,000  gals.;  dim. 
6  X  22;  mat.  cone;  4  pump,  eng.,  cap.  day, 
6,250,000  gals.;  mains,  c  1.,  12  m.,  4  to  16  in.  dia.; 
80  hyd.:  60  v.;  900  serv.;  pipe,  galv.  i.;  pres., 
dom.  60  lbs.;  f.  100  lbs.;  cons,  day,  1,000,000  gals.; 
cost.    $147,000;    wks.   owned   by    city. 

FERTILE,  p.  614;  f.  area,  80  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose.  cot.  rub. 
lined,  gd..  500  ft;  inf..  600  ft.;  tot  hose.  1,000 
ft:  f.  al.,  bell;  exp.  dept,  $68;  tot  mem.,  26  voL 

Watar  Supply — Src,  well.  8  blocks  bus.  cent.; 
sys..  pump  to  res.;  stdp.  cap.,  160,000  gals.;  mat, 
iron;  res.  cap.,  80,000  gals.,  loc.  8  blocks  bus. 
cent;  2  pump,  eng.,  cap.  day  482,000  gals;  mains, 
iron,  iVk  m..  4  to  8  in.  dia.;  15  hyd.;  9  v.;  72 
aerv.;  pres.,  dom.  47  lbs.,  f.  110  lbs.;  cost. 
$8,600;  cost  mtce..  $600;  wks.  owned  by  city. 

FISHER,  p.  828;  f.  area,  80  a.  F.  dept. — 1 
str.;  hose,  1,800  ft;  val.  equip..  $2,000;  vaL 
bldgs.,  $1,000;  exp.  dept.,  $100;  tot.  mem..  20 
vol. 

Water  Supply — Src.  Red  Lake  rlv.  ft  src. 

FOLEY,  p.  710;  f.  area,  110  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  i-fs. 
not  perm,  in  f.  area;  fMc-a.  ft  combt.  ord.;  rausos 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  c  eng.,  1 
comb,  c  ft  h.  wag.,  2  hose  wag.;  ho.«c,  cot.,  rub. 
lined,  gd.,  900  ft;  inf.,  300  ft;  tot  hose,  1,200 
ft;  f.  al..  bell;  val.  equip.,  $4,000;  val.  bldgs.. 
$2,000;  exp.  dept,   $400;   tot.  mem.,   30  vol. 

FOREST  LAKE,'  p.  640.  F.  dept— 1  str.,  2 
hose  carts.  1,000  ft  hose;  f.  al.,  telp.  ft  bell;  26 
vol, 

FORT  SNELLING,  p.  700;  f.  area,  160  a.; 
bldgs.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ord.  F.  dept — 1  gas  eng.,  2  c.  ex.,  1  h.  ft  1. 
trk..  6  hose  car.,  10  ex.  ladders;  hose,  cot,  gd., 
1,886  ft.;  f.  aL,  telp.;  val.  equip.,  $2,000;  exp. 
dept,    $600. 

Water  Supply — Src,  artesian  well,  cap.  1,000 
gals,  min.;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap., 
300,000  gate.;  pump,  eng.,  cap.  day  2,160,000 
gals.;  mains,  c  L,  8%  m.,  2  to  8  in.  di*-;  ** 
hvd.;  2a  v.;  06  serv.;  pres.,  dom.  45  lbs.,  f.  160 
lbs.;   cost,   $80,000;   cost  mtce.,   $4,600. 

FOSSTON,  p.  1,076;  f.  area,  160  a.;  bldgs.. 
wd.,  2  stor;  wa.  rfs.  perm.;  no  fwks.  ft  combt  ord. 
F.  dept. — 2  c.  hand  ex..  1  h.  ft  1.  trk.,  2  hose 
car.;  nose,  cot.,  rub.  lined,  gd.,  1,400  ft;  f.  al., 
bell  ft  wh.,  8  bx.;  val.  equip..  $1,760;  val.  bldgs., 
$800;    tot    mem..    26    vol.;    undrs.    rating,    third 

class. 

Water  Supply — Src,  wells;  sys..  grav.,  pump  to 
stdp.;  stdp.  cap.,  80,000  gals.;  pump.  eng..  cap. 
day  400,000  gals.;  mains,  c  L.  ^  m..  4  to  6  in. 
dia.;  14  hyd.;  60  serv.;  pres.,  dom.  50  lbs.;  cost. 
$16,000;  cost  mtce.,  $1,200;  wks.  owned  by 
town. 

FOUNTAIN,  p.  821.  F.  dept. — Bell  ft  wh.  al.; 
28  vol. 

FOXHOME.  p.  206;  f.  area.  80  a.  F.  dept— 1 
h.  ft  L  wag.,  1  c  eng.;  hose,  1,000  ft;  val.  equip., 
$800;  vaL  bldgs.,  $800;  exp.  dept,  $20;  tot 
mem.,  26  vol. 

Water  Supply — ^Not  reported. 

FRANKLIN,  p.  489.  F.  dept— 760  ft  hose; 
f.  al.,  bell;  18  vol. 

FRAZEE,  p.  1,646:  mere  bldgs.,  wd.  F.  dept 
— 1  gas.  eng.,  2  comb,  c  ft  h.  wag.,  1  hand  eng.. 
1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft;  rob.,  gd.,  200  ft;  tot  hose,  1,700 
ft;  f.  aL,  bell;  val.  equip.,  $4,500;  val.  bldgs., 
$1,000;  exp.  dept.  $200;  tot  mem.,  60  vol. 

No  Water  Works. 

FREEPORT,  p.  460;  f.  area.  200  a.  F.  dept— 
1  h.  ft  1.  trk..  2  str.,  1  c  eng..  1  comb,  eft  h. 
wag.;  hose,  cot.,  rub.  lined,  gd.,  600  ft;  f.  aL, 
bell;  val.  equip.,  $400;  vaL  bldgs.,  $600;  exp. 
dept,  $20;  tot  mem.,  17  vol. 
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FULDA,  p.  748;  (.  area,  5  a.;  mere,  bldgs.,  bk. 
k  wd.,  2  stor.;  priv.,  wd.,  1  &  2  stor. ;  wd.  rfs. 
perm,  in  f.  area;  no  fwks.  k  combt.  ord. ;  causes 
of  f.  inv.  F.  dept. — 1  str.,  1  h.  &  I.  trk.;  2  hose 
wag.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  inf., 
600  ft.:  tot.  hose,  1,500  ft.;  f.  al.,  bell;  val. 
eouip.,  $2,000;  val.  bldgs.,  $5,000;  tot.  mem.  20, 
pd.  SI. 00  per  hour. 

QAiRY,  p.  251.  F.  dept. — 1  str.,  1  hose  cart, 
hooka  <fe  ladders,  760  ft.  cot.,  rub.  lined  hose;  f. 
al.,  bell;  val.  equip.,  $1,600;  val.  bldga.;  $700; 
exp.   dept.,   $100;  tot.   mem.,  12  vol. 

QAYLORD,  p.  610;  f.  area,  21  blocks;  mere, 
bldgs.,  bk.   &  xfA.,   1   to  6  stor.;  priv.,  wd.,   1   k 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept, — 1  str.,  1  h.  &  1.  trk.; 
hose,  cot,  rub.  lined,  gd.,  1,500  ft.;  f.  al.,  bell; 
val.  equip.,  $3,000;  val.  bldgs.,  $10,000;  exp.  dept., 
$50;   tot.  mem.,  34   vol. 

Watsr  Supply — Src,  wells,  cisterns,  cap.  1,400 
bbls. 

GHENT,  p.  210;  f.  area,  40  a.     F.  dept. — 1  str,, 

b.  k  1.,  hose  carts;  val.  equip.,  $1,600;  val.  bldgs., 
$200;  exp.  dept.,  $20;  tot.  mem.,  28  vol. 

Watsr  Supply — Src,  2  wells;  cost,  $800. 

GIBBON,  p.  688;  f.  area,  80  a.;  mere,  bldgs., 
bk.  k  wd.,  1  &  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.  In  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  "hand  eng.,  1  c. 
eng.,  6  c.  hand  ex.,  1  h.  JC  1.  trk.,  8  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  inf.,  1,000 
ft.;  tot.  hose,  2,600  ft.;  f.  aL,  bell;  val.  equip., 
$15,000;  val.  bldgs.,  $6,600;  exp.  dept.,  $160; 
tot.  mem.,  29  vol. 

Water  Supply — Src.,  well  k  8  dstems,  cap. 
2,100  bbls.,  in  bus.  cent.;  sys.,  pump  dir.  to  mains; 
re«.  cap.,  83,000  gala.;  1  pump,  eng.,  cap.  144,000 
gals,  day;  mains,  c.  i.,  8,600  ft.,  4  to  8  in.  dia. ; 
10  hvil.;  4  v.;  pres.,  f.;  45  lbs.;  cost,  $9,000;  cost 
mtre,  $250;  wks.  owned  by  city. 

GLENCOE,  p.  1,788;  f.  area,  820  a.;  mere 
bldgs.,  bk.  k  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  k  1.  trk.,  1  c. 
eng.,  1  hose  wag.,  2  hose  car.;  hose,  rub.,  gd., 
2,000  ft.;  f.  al.,  bell,  wh.  k  dec,  7  bx.;  val. 
equip.,  $6,500;  val.  bldgs..  $11,600;  exp.  dept., 
$600;  tot.  mem.,  50  vol. 

Water  Supply — Src,  well,  6  blocks  bus.  cent.; 
sys.,  grav.,  pump  to  res.  k  dir.;  res.  cap.,  100,000 
gpals.;  pump,  eng.,  cap.  day  1,200,000  gals.;  mains, 
6^  m.,  4  to  12  In.  dia.;  89  hyd.;  met.,  126;  60 
serv.;  pres.,  dom.  66  lbs.,  f.  126  lbs.;  cons,  day, 
100,000  gals.;  cost,  $40,000;  cost  mtce.,  $1,246; 
wks.  owned  by  town. 

GLENWOOD,  p.  2,161;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  stn.  k  wd., 
1  to  3  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  f.  inv.     F.  dept. —  1  c.  eng.,  2 

c.  hand  ex.;  1  h.  &  1.  trk..  2  hose  r^els,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,   1,500  ft.;  f.  al.,  bell  k  elec, 

3  bx.;  val.  equip.,  $2,900;  val.  bldgs.,  $11,000; 
exp.  dept.,  $200;  tot.  mem.,  25  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  sys., 

riv.;  res.  cap.,  160,000  gals.;  mains,  c.  !.;  pipe, 
m.,  6  to  8  in.  dia.;  40  hyd.;  296  serv.j  pres., 
dom.  70  lbs.;  cost,  $81,000;  cost  mtee.,  $1,400: 
wks.  owned  by  city. 

GOODHUE,  p.  408.  F.  dept. — S  c  eng.,  1,600 
ft.  hose;  f.  al.,  bell;  24  vol. 

GOOD  THUNDER,  p.  419.     F.  dept.--l  h.  &  1. 
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trk.,  1,000  ft.  hose;  25  vol. 

GRACEVILLE,  p.  987;  f.  area,  160  a.;  mere 
bldgs.,  bk.  k  wd..  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  k  combt.  ord.  F.  dept. — 2  e 
hand  ex.,  2  hose  carts.  1  h.  ft  I.  wag.;  hose,  rub., 
gd.,  1,400  ft.;  f.  al.,  beU  k  wh.;  exp.  dept.,  $70; 
tot.  mem.,  19  vol.;  undrs.  rating,  third  class. 

Watsr  Supply — Sre,  well,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  mat.,  wd. 
k  iron;  2  pump,  eng.,  cap.  day  140,000  gals.; 
mains,  c  i.,  8  m..  4  to  8  in.  dia.;  80  hyd.;  met., 
160;  160  serv.;  pipe,  galv.  i.;  pres.,  dom.  46  lbs., 
f.  80  lbs.;  cost,  $16,000;  cost  mtce.,  $2,600; 
wks.  owned  by  village. 

GRAND  MEADOW,  p.  662;  f.  area,  820  a.; 
mere  bldgs.,  bk.,  stn.  k  wd.,  1  ft  2  stor.;  priv., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  2  hose  car.,  2  aer.  trk.;  hose. 


cot,  rub.  lined,  gd.,  1,600  ft;  f.  aL,  bell;  vbL 
equip.,  $1,000;  vaL  bldgs.,  $600;  tot  menu,  20 
vol. 

GRAND  RAPIDS,  p.  2,280;  t  area,  8  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priT.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft  eombt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  e  eng.,  1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,600 
ft;  rub.,  gd.,  800  ft;  inf.,  800  ft:  tot.  hose, 
3:100  ft.;  f.  al.,  telp.;  val.  equip.,  $6,000;  vaL 
bldgs.,  $4,000;  tot.  mem.,  42  voL 

Water  Supply — Sre,  spr.  ft  lake,  1-8  m.  bus. 
cent.;  sye,  pump  to  stop,  ft  mains;  stdp.  cap., 
100,000  gals.;  mat,  stl.;  res.  cap.,  100,000  gals.; 
2  pump,  eng.,  cap.  day  600,000  gals.;  mains,  e  i., 
4   m.,   6   to  8   in.  dia.;   26  hyd.:   216  serr.;   pipe, 

{alv.    i.;   pres.,    dom.    46    lbs.,    f.    100    lbs.;    cost, 
66,000;    cost    mtce.,    $10,000;    wks.    owned    by 
city. 

GRANITE  FALLS,  p.  1.464;  f.  area,  160  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2  stor.;  prir^ 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept-^1  band 
eng.,  2  c  hand  ex.,  1  h.  ft  L  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  760  ft.;  rub.,  gd.,  400 
ft;  tot.  hose,  1,160  ft.;  f.  al.,  bell  ft  wh.;  vaL 
equip.,  $4,600;  val.  bldgs.,  $2,000;  exp.  dept., 
$800;   tot   mem.,   26   voL 

Water  Supply — Sre,  riv.,  In  bos.  cent;  sys., 
grav.  ft  pump  dir.;  res.  cap..  60,000  gus.;  1 
pump,  eng.,  class  trip.,  cap.  hour  20,000  gals.; 
mains,  e  L,  8  m.,  6  to  10  in.  dia.;  21  hyd.;  IS 
v.;  met,  98;  pres.,  dom.  86  lbs.,  f.  86  lbs.;  eons. 
day,  60,000  gals.;  cost,  $68,000;  wks.  owned  bf 
city. 

GREENBUSH,  p.  350;  f.  area,  25  a.  F.  dept.— 
hose  carts,  2,000  ft  hose;  vaL  equip.,  $8,000: 
val.  bldffs.,  $400;  tot  mem.,  18  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
1  pump;  7  hyd.;  2  v.;  mains,  2,000  ft;  cost, 
$7,500;   vrks.  owned  by  village. 

GREEN  ISLE,  p.  266;  f.  area,  20  a.;  val.  equip., 
$1,700;  val.  bldgs.,  $6,000;  tot  mem.,  20  voL 

Water  Supply — Sre,  cisterns;  sys.,  pump.;  wka. 
owned  by  city. 

GREY  EAGLE,  p.  878.  F.  dept. — 1  band  eng., 
400  ft  hose;  f.  at,  bell;  80  voL 

GROVE  CITY,  p.  861;  f.  area,  16  «.^,^  dept— 

1  h.  ft  L,  1  hose  cart;  val.  equip.,  $1,000;  vaL 
bldgs.,  $6,000;  exp.  dept,  $100;  tot  mem.,  23  voL 

Water  Supply — Src,  deep  well,  in  bus.  ceut; 
sys..  pump  to  stdp.;  stdp.  cap..  32,000  gala.;  pump, 
cap.  day  32,000  gale.;  11  hyd.;  6  v.;  40  met;  40 
eerv.;  iiiain>,  1  m. ;  pres.,  dom.  75  Ibe.,  f.  &0  !!>«.; 
cons.  day.  10,000  gals.;  cost,  $10,000;  cost  mice.. 
$600;  wks.  owned  by  city. 

HALLOCK,  p.  910;  f.  area,  40  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  IH  •tor., 
wd.  rfs.  perm,  in  f.  area.  P.  dept. — 1  str.,  1  e 
eng..  1  h.  &  1.  trk.,  2  hose  reels;  hose,  cot,  nib. 
lined,  gd.,  1,500  ft;  rub.,  gd..  160  ft;  inf.,  500  ft; 
tot  hose,  2,150  ft.;  f.  al.,  bell;  x-aL  equip.,  $8,000; 
val.  bldgs..  $1,500;  tot  mem..  32  voL 

Water  Supply — Sec,  riv.,  Vi  m-  J>us.  cent.;  sv^. 
pump  to  res.;  res.  cap.,  66,000  gals.;  pomp,  cng^ 
cap.  day  432,000  gals.;  mains,  iron,  2  m.,  4  to  * 
in.  dia.;  19  hyd.;  10  v.;  3  met;  pres.,  dom.  60 
lbs.,  f,  100  lbs.;  cons.  day.  75.000  gals.;  cost.  $15,- 
000;  cost  mtce.,  $300;  wks.  owned  by  city. 

BALSTAD,   p.    4.94;   f.    area,    100  a.   F.   dept— 

2  c.  hand  ex..  1  h.  &  1.  trk.,  2  hose  carts;  hose,  cot, 
rub.  lined,  gd.,  1.200  ft;  f.  aL,  beU;  ▼»!•,  eqmp.. 
$1,500;  vaL  bldgs.,  $1,000;  exp.  dept,  $76;  tot 
mem.,   25   vol.  .  „  ,       _, 

Water  Supply— Sre,  flowing  well;  ay*.,  •"•J***? 
tk.;  10  hyd.;  8  ▼.;  mains,  «fOOO  ft.;  pres.,  f.  « 
lbs.;  cost,  $8,000;  cost  mtce,  $260;  wks.  owned 
by  city. 

HAMMOND,  p.  241.  F.  dept— 1  str.,  1,000  ft 
hose;  20  vol. 

HANCOCK,  p.  624.  F.  dept— 1  h.  ft  L  Itt, 
1,200  ft  hose;  f.  al.,  bell;  25  voL 

HAN  LEY  FALLS,  p.  276.  F.  dept— 1  atr.,  000 
ft  hose;  f.  al.,  beU;  20  vol.   " 

HARDWICK,  p.  292.  F.  dept— 1  str.,  1  H.  ft 
L  trk.,  600  ft.  hose;  f.  al.,  bell;  84  voL 

HARMONY,  p.    666.     F.  dept.— 1  b.  ft  L  tr* 
1,000  ft  htm;  f.  al.,  ben  ft  wh.;  86  toL 
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HARTLAND,  p.  227;  f.  area,  90  a.  F.  dept.— 
2  hose  carta,  h.  ft  1.;  hoae,  cot.,  rub.  lined,  gd., 
S50  ft.;  f.  al.,  bell;  val.  equip.,  91,000;  val.  bldga., 
94,500;  ezp.  dept.,  976;  tot.  mem..  25  vol. 

Water  Supply — Src.,  well,  1  m.  bus.  cent.;  sjrs., 
pump  to  stdp.;  1  pump,  eng.;  mains,  8,000  ft.;  8 
nyd.;  4  ▼.;  cost,  96,000;  cost  mtce.,  9800;  wks. 
owned  by  city. 

HASTINGS,  p.  8,988;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  4  c.  hand  ex., 
2  h.  ft  1.  trk.,  1  hose  wag.,  4  hose  car.,  1  comb, 
c.  ft  h.  wag.,  2  hrs.;  hose,  cot.,  gd.,  8,000  ft.; 
f.  al., 'bell;  val.  equip.,  98,600;  val.  bldgs., 
92,500;  exp.  dept.,  9100;  tot.  mem.  21,  pd.  part 
time. 

Water  Supply — Src,  well,  in  bus.  cent.;  s>'8., 
pump  to  8tdp.;  stdp.  cap.,  164.000  gals.;  dim., 
20  X  70;  mat.  iron.;  1  pump,  eng.;  cap.  day, 
550,000  gals.;  mains,  c  i.;  4  m. ;  6  to  12  in.  dia.; 
58  hyd. ;  26  v.;  171  serv. ;  pipe,  galv.  i.;  pres. 
dom.  ft  f.  35  to  75  lbs.;  cons,  day  80,000  gals.; 
wks.    owned    by    city. 

HAYFIELD,  p.  586.  F.  dept— 650  ft.  hose; 
20   vol. 

HECTOR,  p.  866.  F.  dept. — 1,200  ft.  hose; 
f.  al.,  bell  ft  telp.;  24  vol. 

HENDERSON,  p.  768;  f.  area.  800  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rfs. 
perm.;  fwks.  ord.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
car.;  ho«e,  rub.,  gd.,  1,000  ft.;  f.  al.,  bell;  val. 
equip.,  !^2,500;  val.  bldgs.,  91.500;  exp.  dept.,  975; 
tot.    nu»m..    38    vol. 

Water  Supply — Src,  res.,  cap.  600.000  gals.;  1 
pump,  daas  dup.,  cap.  400  gala.;  mains,  4  to  8  in. 
dia.;    15  hyd. 

HENDRICKS,  p.  450;  f.  area,  10  a.  F.  dept. — 
2  ho«e  carti:,  2  c.  eng.,  1,000  ft.  hose;  val.  equip., 
918,000;    vol. 

Water  Supply— Src,  well;  sj-s.,  dir.  pres.;  18 
hyd.;  mains,  2,280  ft.;  pres.,  dom.,  60  lbs.;  wks. 
owned  by  city. 

HEN  DRUM,  p.  856.  F.  dept.— 1  str.,  1,000  ft 
hose;   16  vol. 

HERMAN,  p.  604;  f.  area,  60  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  IH  ator.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 7  c.  hand  ex.,  1  h.  ft  L  trk., 
2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft.; 
f.  al.,  bell;  val.  equip.,  92,000;  vaL  bldgs.,  9600; 
exp.  dept..  9100;  tot.  mem.  20,  pd.  part  time. 

Water  Supply — Src.,  2  wells,  8  blocks  bus.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap..  64,000  gals.;  dim., 
20  X  22;  mat.,  wd.;  pump,  eng.,  cap.  day  80,000 
gals.;  mains,  c.  i.,  H  oim  6  to  8  in.  dia.;  6  hyd.; 
8  v.;  pres.,  dom.  60  lbs.,  f.  60  lbs.;  cons,  day, 
10,000  gala.;  cost,  98,600;  cost  mtce.,  9700;  wks. 
owned  by  ci^. 

HERON  LAKE,  p.  808;  f.  area,  820  a.;  mere, 
bldgs.,  bk.,  2  stor.;  prlv.,  wd.,  1^  to  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.  F.  dept. — 1 
str.,  6  c.  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  ear.; 
hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  inf.,  400  ft.; 
tot.  hose.  1,900  ft.;  f.  al.,  bell;  val.  equip.,  92,000; 
val.  bldgs..  9700;  exp.  dept..  9200;  tot.  mem.,  40 
vol.;  undrs.  rating,  fourth  class. 

Watar  Supply---Src.,  wella,  in  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  25,000  gals.;  pump,  eng., 
cap.  day  25,000  gals.;  cost,  98,000;  cost  mtce., 
9500;  wks.  owned  by  town. 

<HkB>&ING,  p.  S.832;  f.  area.  1%  m.;  mere, 
bldgs.,  bk.,  cone,  ft  wd.,  1  to  3  stor.;  priv.,  bk., 
cone.  &  wd.,  1  to  3  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb.  h.  ft  c.  wag.,  1  comb.  h.  ft  c.  wag..  1  h.  ft 
1.  trk.,  •!  hose  wag..   1  hand  c.  eng.,  S  c.  hand  ex., 

1  hand  hose  reel,  7  brs. ;  hose,  cot.,  rub.  lined.  4,000 
ft.;  fair.  1,750  ft.;  tot.  hose,  5.750  ft.;  f.  al., 
Camewell,  55  bx.;  val.  equip.,  92.^,500;  val.  bldgs., 
968,000;  exp.  dept.,  933,000;  tot.  mem..  26,  pd. 
full  time. 

Water  Supply — Src.  2  underground  res.,  comb, 
cap.  8.480,000  gals.;  7  m.  mains,  4  to  10  in. 
dia.;   77  hyd.;    2  atdp.,  comb.  cap.   100,000  gala. 

H«JL  city,  p.   1,000;  f.  area.  1  m.     F.  dept. — 

2  c.  eng.,  2  hose  cartsi,  5  ladders,  5  nozzles,  1.000 
ft.  hoae;   val.   equip.,  9l»000;   tot.   mem.,  36  vol. 


Water  Supply — ^Src,  well;  sys.,  dir.  pres.;  1 
pump,  eng.;  9  hyd.;  mains,  4,000  ft.;  pres.,  dom. 
ft  f.,  65  lbs.;   cost,  915,000;   wka.   owned   by  city. 

HINCKLEY,  p.  678;  f.  area,  200  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.. 
IH  ft  2  stor.;  wd.  rfs.  perm.  In  f.  area;  causes  of 
f.  inv.  F.  dept. — 1  str,,  1  gas  eng.,  8  c.  hand  ex., 
2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.; 
inf..  900  ft.;  tot.  hose,  2,100  ft.;  f.  aL,  bell;  val. 
equip..  93,000;  val.  bldgs.,  98,500;  exp.  dept, 
9275;  tot.   mem.,   10  vol. 

Water  Supply — Src,  wells  ft  dsteras;  1  pmnp, 
14  hp.;  hyd.  ft  mains. 

HOPPM'AN,  p.  391.  F.  dept. — 1  str.,  2  hose 
reels,  1,100  ft  hose;  f.  al.,  bell;  val.  equip.,  $2,000; 
val.  bldgs.,   9900;   25   vol. 

HOKAH,  p.  400;  f.  area,  200  a.;  mere,  bldgs., 
bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.  F.  dept. — 2  hand  eng.,  100  pails; 
hose,  cot.,  gd.,  1,000  ft.;  val.  equip.,  9300;  val. 
bldffs.,   98.000;   tmdrs.   rating,   third  class. 

Water  Supply — Src.  wells. 

HOPKINS,  p.  2,600;  mere  bldgs..  bk.  ft  wd.  F. 
dept. — :2  c.  enff.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
1,500  ft.;  f.  al.,  bell;  tot.  mem.,  80  vol. 

Water  Supply — Src,  well.  %  m.  bus.  cent.;  sye., 
pump  to  stdp.;  stdp.  cap.,  80,000  gals.;  res.  cap., 
56.000  gals.;  mains,  2^  m.,  4  to  8  in.  dia.;  30 
hyd.;  14  v.;  205  met.;  pres.,  dom.  ft  f.,  60  lbs.; 
cons,  day,  18,000  gals.;  cost,  915,000;  cost  mtce., 
9160;   wks.   owned  by  city. 

HOUSTON,  p.  700.  F.  dept. — 1  h.  ft  1.  trk., 
1,000  ft.  hose;  26  voL 

HOWARD  LAKE,  p.  626;  f.  area,  100  a.;  mere, 
bldgs.,  wd.,  2  ator.;  priv.,  wd.,  1%  stor.;  wd.  rfs. 
perm.  In  f.  area.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  inf., 
800  ft.;  tot.  hose,  1,800  ft.;  f.  al.,  wh.;  val. 
equip.,  96,000;  exp.  dept.,  9104;  tot.  mem.,  26 
vol. 

Water  Supply — Src,  lake;  sys.,  grav.,  pump  to 
stdp.;  stdp.  cap.,  1,800  bbla.;  12  hyd.;  60  aerv.; 
pres..  dom.  60  lbs.,  f.  65  to  70  lbs.;  cons,  day, 
1.600  gals.;   cost,   9ll>000;   wks.  owned  by  town. 

HUTCHINSON,  p.  2,868;  f.  area,  820  a.;  mere 
bldgs.,  bk..  1  to  8  ator.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
d^t. — 1  h.  ft  1.  trk.,  1  c.  eng.  2  hose  wag.,  2 
sleigha.  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.;  rub., 
gd.,  800  ft.;  inf.,  500  ft.;  tot.  hose,  2,500  ft.;  f. 
al.,  bell;  wh.  ft  telp.;  val.  equip.,  83.400*  val. 
bldgs.,  9800;  exp.  dept.,  9200;  tot.  mem.  48,  pd. 
part  time   1,   vol.   47. 

Water  Supply — Src.  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gala.;  pump,  eng.,  cap.  day 
1,252.000  gala.;  maina.  4  m..  4  to  10  in.  dia.;  84 
hyd.;  met.,  4;  70  serv.;  pres.,  dom.  68  lbs.,  f. 
126  lbs.;  cost,  922,900;  cost  mtce.,  91»000;  wks. 
owned  by  city. 

INTERNATIONAL  FALLS,  p.  1.487.     F.  dept.— 

1  str.,  2,000  ft.  hose;  20  vol. 

ION  A,  p.  400;  f.  area  80  a.;  mrrc.  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn.  ft  wd..  1  ft 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  cauaes  of  f.  inv.  F.  dept. — 1  str.,  2  h.  ft  1. 
trk.,  2  hose  wag.;  hose,  eoL,  rub.  lined,  gd.,  1,000 
ft.;  f.  al.,  bell;  val.  equip.,  9 If 000;  val.  bldga., 
98.000;  exp.  dept.,  926;  tot.  mem.,  15  vol. 

Water  Supply — Src,  deep  well,  in  bus.  cent.; 
sys.,  pump  to  stdp.;  mat.,  wd.  ft  iron;  1  pump, 
eng.,  cap.  day  28,040  gals.;  4  hyd.;  2  v.;  pres., 
donu  88  lbs.,  f.  88  lbs.;  cons,  day,  6,760  gals.; 
cost,  96,000;  wks.  owned  by  city. 

ISANTI,  p.  816.  F.  dept. — 1  str.,  1,100  ft. 
hose;  f.  al.,  bell;   26  vol. 

IVAlNHOe,  p.  484.  F.  dept. — 2  hose  wag.,  900 
ft.  hose;  f.  al.,  bell;  80  vol. 

JACKSON,  p.  1,907;  f.  area,  100  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  8  hose  car.,  5  c.  ex.: 
hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f.  al..  bell 
ft  wh.;  vaL  equip.,  91,700;  val.  bldgs.,  91*600;  exp. 
dept..  9400;  tot.   mem.,   52  vol. 

Water  Supply — Src,  well  ft  riv.,  1,000  fL  bua. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  100,000 
gals.;  mat.,  atl.;  pump,  eng.,  cap.  diay  260,000 
gals.;  maina,  c.  1.,  IH  m.,  4  to  8  in.  dia.;  81 
hyd.;   16  v.;  met.,  5;   125  aerv.;  pipe,  iron;  pres., 
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dom.  75  lbs.,  f.  75  lbs.;  cons,  day,  1,200  bbla.; 
coet,  $27,000;  cost  mtce.,  $500;  wka.  owned  by 
city. 

JANE8VILLE,  p.  1,178;  f.  area,  80  a.;  mere 
bldga.,  bk.,  1  Ae  2  stor. ;  priy.,  wd.,  2  stor. ;  wd.  ris. 
not  perm,  in  f.  area;  fwka.  &  combt.  ord.;  causea 
of  f.  inv.  F.  dept — 86  c.  hand  ex.,  1  h.  &  1.  trie, 
2  hose  car.;  hose,  cot.,  rub.  lined,  gd,,  800  ft; 
rub.,  gd.,  200  ft.;  tot.  hose,  1,000  ft.;  f.  aL,  wh.; 
val.  equip.,  $2,000;  val.  bldga.,  $100;  exp.  dept., 
$125;  tot.  mem.,  40  vol. 

Water  Supply — Src,  wells;  ays.,  pump  to  atdp.; 
atdp.  cap.,  66,000  gala.;  maina,  H  m.,  4  in.  dla.; 
6  hyd.;  4  v.;  prea.,  dom.  46  Iba.,  f.  60  Iba.;  ooct, 
$2,100;  wka.  owned  by  village. 

JASPER,  p.  704;  f.  area,  80  a.  F.  dept — S 
hoee  carta;  nose,  1,600  ft;  vaL  equip.,  $1,000; 
▼al.  bldga.,  $200;  exp.  dept.,  $100;  tot  mem.» 
21  vol. 

Water  Supply — Src,  apr.;  ayp.,  tk.  on  elevation; 
4  pumpa,  cap.  250  gala,  min.;  16  hyd.;  82  v.; 
mama,  4  m.;  prea.,  dom.  150  lbs.,  f.  180  Iba.; 
coat,  $4*000;  wka.  owned  by  cliy. 

JORDAN,  Scott  Co.,  p.  1,161;  mere,  bldga.,  bk., 
2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not  perm.; 
fwka.  &  combt  ord.;  cauaea  of  f.  inv.  F.  dept— 
1  atr.,  1  h.  Ac  1.  trk.,  2  hoee  car.;  hoae,  cot,  rub. 
lined,  gd.,  1,000  ft;  f.  aL,  bell  k  wh.;  vaL  equip., 
$5,600;  val.  bldga.,  $8,000;  exp.  dept,  $180;  tot 
mem.,  40  vol. 

Water  Supply— -6rc.,  creek,  ciaterna,  pond  k  well, 
1,000  ft.  bus.  cent.;  fiys.,  pump  to  res.;  res.  cap., 
75,000  gals.;  2  pump,  eng.,  cap.  day  252,000  gals.; 
mains,  c.  i.,  1%  m.,  6  to  8  in.  dia.;  15  nyd.; 
pres.,  dom.  ft  f.,  66  lb«.;  cost,  $10,000;  wka. 
owned   by    city. 

KASSON,  p.  982;  f.  area,  6  a.;  mere,  bldga., 
bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not  perm, 
in  f.  area;  fwka.  &  combt.  ord.;  cauaea  of  f.  inv. 
F.  dept — 1  h.  k  1.  trk.,  8  c  hand  ex.,  2  hoae 
car.;  hoae,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  aL, 
bell  k  wh.;  vaL  equip.,  $2,000;  val.  bldga.,  $8,600; 
exp.  dept,  $100;  tot.  mem.,  28  voL 

Water  Supply — Src,  well;  aya.,  pump  to  atdp.; 
atdp.  cap.,  2,600  bbla.;  2  pump,  eng.,  claaa  comp. 
dup.,  cap.  day  172,800  gala.;  maina,  c  L,  2^  m., 
6  to  10  in.  dia.;  29  hyd.;  40  aerv.;  pipe,  galv. 
L;  prea.,  dom.  60  Iba.,  f.  60  to  80  Iba.;  coat, 
$8,000;  wka.  owned  by  city. 

KELLOGG,  p.  400;  f.  area.  240  a.  F.  dept — 
1  gas  eng.  k  pump;  f.  al.,  bell;  vaL  equip.,  $2,000; 
val.    bldgs..    $300;    exp.    dept,$75;    voL 

Water  Supply — Src,  cistern;  1  m.  bus.  cent; 
ays.  dir.,  pres.;  1  pump,  eng.,  cost,  $2,000;  coat 
mtce.,  $75;  wks.  owned  by  city. 

KENNEDY,  p.  282;  f.  area,  40  a.  F.  dept— 
1  gasoline  eng.,  1  c  eng.,  1  h.  A;  L;  hoae,  1,000 
ft;  vaL  equip.,  $8,000;  vaL  bldga.,  $800;  exp. 
dept,  $100;  tot.  mem.  24,  pd.  part  time  1,  voL  28. 

Water  Supply — Src,  arleaian  wells;  aya.,  rea. 

KENSINGTON,  p.  244.  F.  dept— 1  atr.,  1,6Q0 
ft  hoae;  f.  aL,  bell;  10  pd.  men. 

KEN  YON,  p.  1,287;  f.  area,  40  a.;  mere  bldga., 
bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  perm.;  no 
fwka.  k  combt  ord.  F.  dept. — 1  h.  ft  1.  trk.,  2 
hoae  car.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  inf., 
800  ft;  tot  hose,  1,100  ft;  f.  aL,  bell;  vaL 
equip..  $2,600;  vaL  bldga.,  $6,000;  tot  mem.,  80 
vol.;  unara.  rating,  third  daaa. 

Watar  Supply — Src,  well,  600  ft.  bua.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  60,^00  gala.;  rea. 
cap.,  1,800  bbla.;  pump,  eng.,  cap.  day  168,000 
gala.;  maina,  c.  L,  1  m.,  4  to  6  in.  dia.;  25  hyd.; 
47  serv.;  pres.,  dom.  40  lbs.,  f.  40  lbs.;  coat, 
$4,600;  cost  mtce.,  $500;  wka.  owned  by  village. 

KERKHOVEN,  p.  482.  F.  dept— 1  atr.,  600 
ft.  hoae;  f.  al.,  bell;  16  voL 

Kl ESTER,  p.  258.  F.  dept.— 1  h.  k  L  trk.,  600 
ft.  hoae;  f.  ai.,  bell;  16  voL 

Kll-KENNY,  p.  208.  P.  dept. — 1  hose  ©art,  800 
ft.  hose;  vaL  equip.,  $2,000;  vaL  bldgs.,  $4,000; 
20    vol. 

•LAFAYETTE,  p.  250.  F.  dept. — 1  gas.  eng.,  1 
hose  cart.  1.100  ft.  hose;  vaL  equip.,  $1,800;  val. 
bldg<8.,  $400;  exp.  dept.,  $35;  tot.  mem.,  10  voL 

Water  Supply— JSrc,  cistem«. 

LAKE  BENTON,  p.  844;  mere  bldga.,  bk.,  t 
ator.;  priv.,  wd.,   1  ft  £  ator;  wd.  rfa.  not  penn. 


F.  dept — 1  h.  ft  1.  trk.,  2  hoae  ear.;  hoae,  cot, 
rub.  lined,  gd.,  1,000  ft.;  inf.,  500  ft;  tot.  boae, 
1,500  ft;  f.  aL,  bell;  tot.  mem.,  21  voL;  mdia. 
rating,   third   claaa. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  a^s., 
pump  to  rea.r  rea.  cap.,  81,000  gala.;  punap.  eog., 
daaa  dup.,  cap.  day  250,000  gala.;  maina,  iron.  2 
m.,  4  to  8  in.  dia.;   11  hyd.;  met,  46;  45  aerr.; 

Jipe,  iron;  prea.,  dom.  08  Iba.,  f.   125  Iba.;  ooai, 
18,000;  coat  mtce.,  $600;  wka.  owned  by  vUlagc 

iAKE  CITY,  p.  *8,142;  f.  area.  20  a.;  mere 
bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  fwka.  ord.;  cauaea  of  1 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hoae  car.;  boae, 
cot,  rub.  lined,  gd.,  8,000  ft;  f.  al.,  belT  ft  wh.; 
val.  equip.,  $2,500;  val.  bldga.,  $7,600;  exp.  dept, 
$200;  tot.  mem.,  82  voL 

Water  Supply — Src,  well,  4  blocka  bus.  cent; 
sys.,  pump  to  res.,  res.  cap.,  500,000  gala.;  mat, 
cem.;  2  pump,  eng.,  cap.  day  1,250,000  gals.; 
mains,  c  L,  25  m.,  4  to  12  in.  dia.;  65  hyd.;  25 
v.;  met,  810;  825  serv.;  pipe,  c  L;  prea.,  dom. 
60  to  80  lbs.,  f.  ISO  lbs.;  cons,  day,  100,000  gala.; 
cost,  $75,000;  cost  mtce.,  $2,500;  wka.  owned  by 
city. 

LAKE  CRYSTAL,  p.  1,065;  t  area,  160  a.; 
mere,  bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.  ft 
bk.,  1  ft  .2  stor.;  wd.  rfs.  not  perm.;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L 
tik.,  4  c  hand  ex.,  2  hose  reels;  hose,  cot.,  rob. 
lined",  gd.,  1.700  ft;  inf.,  200  ft;  tot  hose,  1,900 
ft;  f.  aL,  bell;  val.  equip.,  $2,000;  vaL  bldga., 
$500;  exp.  dept.,   $100;  tot   mem.,  25  voL 

Water  Supply — Src,  weU,  in  bus.  cent;  stdp. 
cap.,  60,000  gala.;  pump,  eng.,  cap.  day  60,000 
gals.;  mains,  c  L,  3.700  ft,  3  to  S  in.  dia.;  9 
hyd.;  prea.,  dom.  60  Iba.,  f.  200  Iba.;  cost,  $10,- 
000;  wks.  owned  by  city. 

LAKEFIELD,  p.  924.  P.  dept. — 1  h.  ft  L  trk., 
1,000  ft  hoae;  f.  al.,  wh.;  40  voL 

LAKEVILLE,  p.  886.  F.  dept— 1  atr.,  1  h.  ft 
L  trk.,  600  ft  hoae;  f.  aL,  bell;  SO  voL 

LAMBERTON,  p.  652;  f.  area,  820  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv..  wd.,  1  ft  2 
ator.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  ooaabt 
ord.;  causea  of  f.  inv.  F.  dept. — 1  hand  en^..  1  h. 
ft  1.  trk.,  2  hoae  car.;  hoae,  cot,  rub.  lined,  gd., 
1,600  ft.;  inf.,  500  ft;  tot  hoae,  2,000  ft:  f.  aL, 
bell;  vaL  equip.,  $1,600;  vaL  bldga.,  $500;  expL 
dept,  $100;  tot  mem.,  86  voL 

Water   Supply — Src,   welL   in   bus.    cent.; 


pump  dir.;  atdp.  cap.,  2,100  bbla.;  pump,  eng., 
cap.  day  8,840  bbla.;  maina,  c  L,  %  m..  0  m. 
dia.;  12  hyd.;  prea.,  f.  76  Iba.;  coat,  $11,000; 
coat  mtce.,  $800;  wka.  owned  by  village. 

LANOASreR,  p.  800;  f.  area,  40  a.  F.  dept.— 
2  c.  eng.,  ladders,  buckets;  val.  equip.,  $1,800,  vsL 
bldgs.,  $300;  exp.   dept,  $150;  tot  mem.,    SI   vol. 

Water  Supply'--6rc.,  well. 

LANESBORO,  p.  987;  f.  area,  40  a.;  mere 
bldga.,  bk.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  not 
perm.  F.  dept. — 1  h.  ft  1.  trk.,  2  hoae  ear.;  hoae, 
cot,  rub.  lined,  gd.,  1,200  ft;  inf.,  800  ft.;  tot 
hoae,  1,500  ft;  f.  al.,  bell;  val.  equip.,  $7,000; 
val.  bldga.,  $8,000;  exp.  dept,  $160;  tot 
82   voL 

Water  Supply — Src,  apr.;  ays**  pump  to 
atdp.  cap.,  80,000  gala.;  mat.,  atn.;  rea.  cap..  8,000 
bbla.,  loc  150  ft.  above  village;  pump,  en^.,  cap. 
day  850,000  gala.;  maina,  iron,  2H  <&•.  4  to  3 
in.  dia.;  18  hyd.;  4  v.;  prea.,  dom.  95  lbs.,  f.  68 
lbs.;  coat,  $25,000;  coat  mtoe.,  $100;  wka.  owned 
by  city. 

LE  ROY,  p..  702;  f.  area,  410  a.     F.  dept. — 2 

hose  carts;  hose,  1,300  ft.;  vaL  equip.,  $1,000; 
val.   bldgs.,   $900;   tot.   mem.,   22   vol. 

Water  Supply — Src,  tower  ft  tk.,  well;  1  pvnp, 
cap.,  4>5,000  gals.,  10  hours;  17  hyd.;  o  \.;  «>* 
serv.;  mains,  1 14  m.;  pres.,  dom.  30  Ib^.,  f.  in 
lbs.;  coat,  $8,000;  coat  mtce.,  $800;  wka.  owned 
by  city. 

LE  SUEUR,  p.  1,765;  f.  area,  tO  a.;  mere 
bldga.,  bk.  ft  wa.,  1  to  8  ator.;  priv.,  bk.  ft  wd., 
1  ft  2  ator.;  wd.  rfa.  not  penn.  in  f.  area;  fvHts. 

ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c 
eng.,  c  hand  ex.,  1  <h.  &  L  trk.,  2  hose  reels, 
hose,  cot,  rub.  lined,  gd.,  1,<650  ft.;  inf.,  8^0  ft; 
tot  hose,  2,000  ft.;  f.  aL,  bell  ft  wh.;  vaL  equip., 
$1,500;  val.  bldgs.,  $4,000;  exp.  dept,  $200;  tot 
mem.,   84  voL 
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Water  Supply  —  Src,  wells,  2%  blodu  bus. 
«ent.;  sys.,  pump  to  atdp.  &  dir.;  stdp.  cap.,  150,- 

000  gala.;  dim.,  18  x  76,  loc.  on  hill;  mat.,  all.; 

1  pump,  eng.,  daaa  trip.,  cap.  day  600,000  gala.; 
mains,  c.  i.,  4  m.,  4  to  10  io.  dia.;  >50  hyd.;  11 
v.;  met..  175;  800  serv.;  pipe,  galv.  L;'pree.,  dom. 
80  to  68  lbs.,  f.  70  lbs.;  cons,  day,  100,000  gals.; 
■coat,  $32,000;  coat  mtce.,  $2,000;  wkt.  owned  by 
city. 

LE  SUEUR  CENTER,  p.  741;  f.  area,  161  a. 
F.  dept. — 1  h.  &  1.  trk.,  2  hoee  carta;  hoae,  900 
ft.;  val.  equip.,  $800;  vaL  bldga.,  $1,000;  ezp. 
•dept.,  $120;  tot.  mem.,  20  vol. 

Water  Supply — Src,  tk.;  1  pump,  cap.  day  20,- 
000  gala.;  7  hyd.;  maina,  8,000  ft.;  prea.,  dom. 
42  lbs.,  f.  42  Iba.;  coat,  $6,000;  wka.  owned  by 
city. 

LESTER  PRAIRIE,  p.  420.  F.  dept.— 1,000  ft. 
hoae;  f.  al.,  bell;   40  toL 

LEWISTON,  p.  478.  F.  dept.— 1  h.  A  L  trk.; 
f.  al.,  bell;  26  vol. 

LINDSTROM,  p.  622.  F.  dept. — 1  h.  &  L  trk., 
1,000  ft.  hose;  f.  aL,  bell;  16  voL 

LISMORE,  p.  268.  F.  dept. — 1  str.,  2  hoae 
carts,  1,100  ft.  hoae;  f.  al.,  bell;  82  voL 

LITCHFIELD,  p.  2,388;  f.  area,  640  a.;  mere 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
penu. ;  fwks.  &  combt.  ord.  r.  dept. — 1  c.  eng.,  2 
hose  wag.,  2  hose  car.;  hoae,  cot.,  rub.  lined,  gd., 
2,800  fr.;  rub.,  gd.,  750  ft.;  inf.,  500  ft.;  tot. 
hose,  4.050  ft.;  f.  al.,  bell  &  wh.;  val.  equip., 
$10,000;  val.  bldga.,  $4,000;  exp.  dept.,  $286; 
tot.  mem.,  60  vol.;  undra.  rating,  third  claaa. 

Water  Supply — Src,  wella,  in  bua.  cent.;  ays., 
pump  to  stdp.;  atdp.  cap.,  67,000  Kala.;  dim.,  18 
X  26;  mat.,  wd.;  2  pump,  eng.,  dasa  dup.,  cap. 
day  150,000  gala.;  maina,  c  i.,  8^  m.,  4  to  8 
in.  dia.;  20  hyd.;  8  v.;  met.,  110;  180  aerv.;  pipe, 

falv.    i.;    prea.,   dom.    48    lbs.,    f.    100   Iba.;    cona. 
ay,     60,000    gals.;    coat,    $30,000;     cost    mtce., 
$2,600;  wka.  owned  by  city. 

LITTLE  FALLS,  p.  6,078;  f.  area,  640  a.;  mere 
bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  not  perm,  in  f.  area;  cauaea  of  f.  inv.  F. 
<}ept. — 1  auto.  comb.  c.  dE  h.  &  1.  trk.,  ^2  c.  eng., 
6   c.  hand  ^x.,  3   hc^e  wag.;   hose,  cot.,  rub.  lined, 

?:d.,  6,500  ft.;  rub.,  gd.,  oOO  ft.;  tot.  hose,  7,000 
t. ;  f.  al.,  bell,  wh.  &  gong;  val.  equip.,  $14,000: 
val,  bldgs.,  $15,000;  exp.  dept.,  $1,630;  tot.  mem. 
129,  pd.  full  time  2,  pd.  part  time  2,  vol.   125. 

Water  Supply — Src,  rlv.,  in  bua.  cent.;  ays., 
pump  dir.;  2  pump,  eng.,  cap.  day  2,260,000 
gala.;  maina,  c  f.,  10  m.,  6  to  8  in.  dia.;  66  hyd.; 
80  v.;  294  serv.;  prea.,  dom.  60  Iba.,  f.  100  lbs.; 
wks.   owned  by  Go. 

LONG  PRAIRIE,  p.  1,260.  F.  dept. — 1  h.  A;  1. 
trk.,   2   hose   carta,    1   c   eng.;   f.  al.,  telp.;  hoae, 

1,000   ft.;   tot.   mem.,    2-5  vol. 

Water  Supply — Src,  wella,  V4  m.  bus.  cent.; 
sys.,  grav.,  pump  to  stdp.  ib  dir.;  stdp.  cap., 
74,000  gals.;  pump,  eng.,  cap.  day  280,400  gals.; 
mains,  1\^  m.,  4  to  8  in.  dia.;  21  hyd.;  7  v.;  74 
met.;  pros.,  dom.  ft  f.  60  lbs.;  cons,  day,  60,000 
gal8. ;  cost,  $1.1,000;  cost  mtce.,  $600;  wks.  owned 
by  town. 

LONSDALE,  p.  271.  F.  dept. — 1  hose  cart,  600 
ft.  hose;  f.  al.,  bell;  vol. 

4-OWRY,  p.  262;  f.  area,  10  a.  F.  dept. — 1 
str.,  2  ho?ie  carts;  hose,  1,500  ft.;  f.  al.,  bell;  val. 
equip.,  ?3,000;  val.  bldgs.,  $6,000;  exp.  dept., 
$200;  tot.  mem.,  15  vol.,  pd.  part  time. 

Water  Supply — Src,  cisterns  &  tk.;  wka.  owned 
by  city. 

LUCAN.  p.  110;  f.  area,  6  a.  F.  dept. — 1  gas. 
eng.,  1  hose  cart,  600  ft.  hose,  ladders;  val. 
equip.,  $4,000;  val.  bldgs.,  $500;  exp.  dept.,  $110; 
tot.    mem.,   23   vol. 

Water  Supply — Src,  cistern;  sys.,  dir.  prea. 

LUVERNE,  p.  2,540;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.  ft  stn., 

2  ator.;  wd.  rfs.  not  perm,  in  x.  area;  fwka.  ft 
combt.  ord.  F.  dept. — 1  hand  eng.,  1  c.  eng.,  6  c 
hand  ex.,  1  h.  ft  I.  trk.,  4  hoae  car.;  hose,  cot., 
rub.  lined,  gd.,  1,700  ft.;  inf.,  1,000  ft.;  tot. 
hoae,  2,700  ft.;  f.  aL,  bell  ft  wh.;  vaL  equip., 
$7,000;  val.  bldga.,  $9,500;  exp.  dept.,  $500; 
tot.  mem.,  40  vol. 

Water  Supply — Src,  wells;  sya.,  pump  to  atdp.; 
atdp.  cap.,  128,000  gala.;  2  pump,  eng.,  cap.  day 


160.000  gala.;  maina,  c  i.,  6  m.,  4  to  10  in.  dia.; 
86  hyd.;  14  v.;  met.,  250;  250  aerv.;  pipe,  galv. 
1.;  prea.,  dom.  60  Iba..  f.  120  lbs.;  coat,  $86,000; 
coat  mtce.,  $1,700;  wka.  owned  by  city. 

LYLE,  p.  552.  F.  dept. — 1  h.  ft  L  trk.,  2  hoae 
carte;  hoae.  1,100  ft.;  tot.  mem.,  26  vol. 

Water  Supply — Maina,  2,200  ft.;  coat,  $8,000; 
wks.  owned  by  city. 

MABEL,  p.  549.  P.  dept. — l"  c  hand  ex.,  1  aer. 
trk.,  1  hose  wag.,  800  ft.  hose;  f.  al.,  bell;  val. 
equip.,   $1,000;   val.   bldgs.,   $300;   vol. 

MclNTOSH,  p.   684;    f    area,   40   a.     F.   dept. — 

1  str.,  1  h.  i^  1.  trk.,  1  c.  eng.,  2  hose  wag.;  hoee, 
cot.,  rub.  lined,  gd.,  1,500  ft.;  val.  equip.,  $3,000; 
val.  bldgs.,  $1,500;  f.  al.,  bell;  tot.  mem.,  30  vol. 

MADELIA,  p.  1,278;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
cauaes  of  f.  inv.  F.  dept. — 2  c  hand  ex.,  1  h.  ft 
1.  trk.,  2  hose  wag.,  2  hoae  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,600  ft.;  f.  al.,  wh.,  1  bx.;  val.  equip., 
$1,000;  exp.  dept.,  $150;  tot.  mem.  80,  voL  80. 

Water  supply — Src,  wella,  %  m.  bua.  cent.; 
sya.,  pump  dir.  to  maina;  stdp.  cap.,  69,000 
nls.;  dim.,  18  x  28;  2  pump,  eng.,  cap.  day  180,- 

000  gala.;  mains,  c  i.,  2H  m.,  4  to  8  in.  dia.; 
22  hvd.;  met.,  24;  80  aerv.;  pipe,  c  L;  pres.,  dom. 
48  lbs.,  f.  100  lbs.;  coat,  $17,600;  coat  mtce., 
$660;  wka.  owned  by  city. 

MADISON,  p.  1,811;  f.  area,  160  a.;  mere 
bldga.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
&  combt.  ord.  F.  dept. — 1  str.,  2  c.  eng.,  1  h.  & 
1.  trk.,  2  hose  car.,  8  c  ex.;  hose,  cot.,  rub.  lined, 
gd.,  1,850  ft.;  f.  al.,  bell;  vaL  equip.,  $5,600; 
val.  bldga.,  $1,000;  tot.  mem.,  24  vol. 

Water  Supply— Src,  well;  2  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  1 
pump*  eng.:  cap.  day,  1,152,000  gals.;  mains,  c 
i.;  5  m. ;  4  to  S  in.  dia.;  30  met.;  pres.  dom.,  43 
Iba.;  f.  80  lbs.;  cost,  $21,000;  wks.  owned  by  city. 

MADISON  LAKE,  p.  885.  F.  dept. — 1  eng.,  800 
ft.  hose;  f.  al.,  bell;  20  voL 

MAHNOMEN,   p.   706.     F.   dept— 2   hose   carte; 

hose,  1,500  ft.;  f.  al.,  wh. ;  val.  equip.,  $1,200; 
vdl.  bldg«i.,  $900;  exp.  dept.,  $60;  tot.  mem.,  24 
vol. 

Water  Supply — Src,  well;  atdp.  cap.,  1,100 
bbls.;  mains,  750  ft.,  6  in.  dia.;  3  hyd.;  2  v.; 
pres.,  dom.,  55  lbs.:  cons,  day,  200  gals.;  cost, 
$5,000;  cost  mtce.,  $160;  wks.  owned  by  city. 

MANCHESTER,  p.  100.  F.  dept. — 1  c  eng.; 
val.  equip.,  $400;  vaL  bldgs.,  $200;  exp.  dept., 
$150. 

Water  Supply — ^Src,  wells;   sys.,  dir.  pres. 

MANKATO,  p.  10,365;  f.  area,  35  a;  mere 
bldgs.,  bk.,  1  to  5  stor.;  priv.,  bk.  ft  wd.,  1  to  3 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  10  e  hand 
ex.,  3  h.  ft  1.  trk.,  3  hose  wag.,  1  auto.  comb, 
pump,  eng.,  7  hrs.;  hose,  cot.,  rub.  lined,  gd., 
6,000  ft;  inf.,  1,000  ft;  tot  hose.  7,000  ft;  f.  aL, 
Oamewell,  20  bx.;  vaL  equip.,  $34,000;  vaL  bldgs., 
$25,000;  exp.  dept,  $8.81^;  tot  mem.  35,  pd. 
full  time  7,  pd.  part  time  3,  75  voL 

Water  Supply^— Src,  3  artesian  wells,  H  m.  ^ 
bus.  cent.;  sys.,  grav.,  pump  to  res.  ft  dir.;  stdp. 
cap..  '50,000  gals.;  res.  cap.,  800,000  gals.,  loc 
on  nill;  3  pump,  eng.,  cap.  d^tiy  4,7o0,000  gals.; 
mains,  c  i.,  19  m.,  4  to  16  in.  dia.;  1-99  nyd.; 
135  v.;  met.,  1,650;  1^600  serv.;  pipe,  lead';  pres., 
dom.  50  to  100  lbs.,  f.  60  to  100  lbs.;  cons,  day, 
7^50,000  gals.;  cost,  ^176,000;  cost  mtce.,  $S<98; 
wks.  owned  by  city. 

MAPLETON,  p.  809;  f.  area,  150  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm.;  no 
fwks.    ft    combt.    ord.      F.    dept — 1    h.    ft    1.    trk., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600 
ft;  inf.,  500  ft.;  tot  hoee,  2,100  ft.;  t  al.,  bell; 
val.  equip.,  $2,000;  val.  bldgs..  $400;  exp.  dept., 
$100;   tot.  mem.,   23  vol. 

Water  Supply — Src,  well;  sya.,  pump  to  atdp.; 
atdp.  cap.,  98,600  gala.;  pump,  eng.,  cap.  day 
8,600  bbla.;  mains,  e  1.,  2  m.,  6  to  10  In.  dia.;  9 
hyd.;  8  v.;  80  aerv.;  prea.,  dom.  48  Iba.,  1  48 
Iba.;  cost,  $21,000;  coat  mtce.,  $1,000;  wka. 
owned  by  town. 

MAeSLE.   p.    700;    f.    area,    20    a.      F.    dept. — 

1  c.  eng.,  2  hose  carts,  2,000  ft.  hose;  val.  equip., 
$3,000;   exp.  dept,    $500;   tot  mem.,   24   vol. 


c-186 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— MINNESOTA. 


Water  Supply — Src,  wells;  aya.,  pump  to  stdp.; 
Btdp.  cap,  '100,000  gals.;  1  pump,  eng.,  cap.  day 
SOO.OOO  gals.;  15  hyd.;  pres.,  dom.  60  lbs.,  f.  66 
lbs.;   wkfi.  own«d  by  Go. 

MARIETTA,  p.  888;  f.  area,  80  a.  F.  dept. — 
1  gaaoline  eng.,  1  hose  cart;  hose,  1,500  ft.;  vaL 
equip.,  ^8,000;  val.  bldga.,  $1,000;  ezp.  dept, 
$100;  tot.  mem.,  25  voU 

Water  Supply — Src.,  storage  tk. 

MARINE  MILLS,  p.  491.  F.  depL— 1  band 
eng.,  1,000  fL  hose;  f.  aL,  bell;  29  voL 

MARSHALL,  p.  2,162;  f.  area,  24  a.;  mere, 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  k  combt.  ord.;  causes  of  f.  biT. 
F.  dept. — 1  c.  eng.,  2  c.  hand  ex.,  1  aer.  trk., 
1  hose  wag.,  2  hose  car.;  hose,  coL,  rub.  lined, 
gd.,  1.850  ft.;  f.  al.,  telp.;  vaL  equip..  $6,800; 
val.  bldgs.,  $4,000;  tot.  mem.,  62  vol;  andxs. 
rating,   third  class. 

Water  Supply — Src,  wells,  ^  m.  bus»  cent; 
sys.,  pump  to  res.  &  dir.  to  mains;  res.  cap.,  110,- 
000  gals.;  2  pump,  eng.,  cap.  day  1,684,000  gals.; 
mains,  c.  L,  198,000  ft.,  6  to  12  in.  dia.;  86 
byd.:  met..  125;  126  serv.;  pipe,  lead;  pres.,  dom. 
40  lbs.,  f.  120  lbs.;  cost,  $80,000;  cost  mtce., 
$1,000;  wks.  owned  by  city. 

MAYER,  p.  161;  f.  area,  2  a.  F.  dept. — 1 
gas.  eng.,  1  h.  iAc  1.  trk.,  1  hose  cart;  2  c.  hand 
ex.;  hose,  cot.,  rub.  lined,  gd.,  1,850  ft.;  f.  al., 
bell;  val.  equip.,  $2,500;  val.  bldgs.,  $2,500;  ezp. 
dept.,  $200;  tot.  mem.,  30  vol. 

MAYNARD,  p.  386.  F.  dept. — 1  c.  eng.,  2  c. 
hand  ex.,  2  hose  wag.,  1,200  it.  hose;  f.  al.,  bell; 
val.  equip.,  $3,000;  val.  bldgs.,  $2,500;  tot.  mem., 
16   vol. 

MAZEPPA,  p.  471.     F.  depL— Not  reported. 

Water  Supply — Src.,  well;  sys.,  grav.;  mains, 
1,600  ft;  5  hyd.;  pres.,  dom.  40  to  46  lbs.,  L 
90  lbs. 

MELROSE,  p.  2,591;  f.  area,  6  a.;  mere,  bldgs., 
bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  penn. 
in  f.  area;  combt.  ord.;  causes  of  f.  inv.     F.  dept. 

— 1  e.  eng.,  1  aer.  trk.,  2  hose  wag.;  hose,  cot., 
rub.  lined,  gd.,  1,500  ft.;  inf.,  250  ft.;  tot.  hose, 
1,750  ft.;  f.  al.,  bell;  val.  equip.,  $3,000;  exp. 
dept.,  $650;  tot.  mem.  31,  pd.  part  time. 

Water  Supply — Src,  mill  pond;  300  ft.,  bus. 
cent.;  sys.,  grrav.  &  dir.;  atdp.  cap.,  75,000  gals.; 
dim.,  20  X  25;  mat.  stl.;  2  pump,  eng.;  oap.  day, 
1,000,000  gals.;  mains,  c  1.,  2^A  m.;  4  to  10  in. 
dia.;  25  hyd.;  8  v.;  40  met.;  pipe,  galv.  i.;  pres., 
dom.  60  lbs.;  f.  150  lbs.;  cons,  day,  2*50,000  gals.; 
cost,  $51,000;  cost  mtce.,  $125;  wks.  owned  by 
city. 

MENAQHA,  p.  846.  F.  depi. — 1  c  eng.,  1,000 
ft.  hose;  f.  aL,  bell;  80  voL 

MILACA,  p.  1,102;  f.  area,  640  a.;  mere  bldgs., 
bk.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwKs. 
&  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h. 
jc  1.  trk.,  3  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
1,300  ft.;  inf.  500  ft.;  tot.  hose,  1,800  ft.;  f.  al.. 
wh.,  1  bx.;  tot.  mem.,  80  vol.;  undrs,  rating, 
first   class. 

Watsr  Supply — Src,  running  rlv.,  %  m.  bus. 
cent.;  sys..  dir.  pres.;  2  pump,  eng.,  cap.  day 
60,000  gals.;  mains,  6  blocks;  hyd.,  6;  pres.,  x. 
80  lbs.,  dom.  66  lbs.;  cost,  $60,000;  cost  mtcc, 
$8,600;   wks.  owned  by  village. 

MILAN,  p.  468.  F.  dept. — 600  ft.  hose;  f.  aL, 
bell;  25  vol. 

MINNEAPOLIS,  p.  801.408;  f.  area,  66  sq.  m.; 
mere,  bldgs.,  cone,  stn.,  bk.  i  wd.,  1  to  12  stor.; 
priv.,  cone,  stn.,  bk.  k  wd.,  1  to  4  stor.;  fwks. 
&  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 22  str., 
(2  in  reserve),  1  gasoline  tri-comb.  pump,  h.  k 
c.  1  auto,  squad  wag.,  6  auto.  comb,  c  ft  h.  wag., 
18  comb.  c.  ft  h.  wag.,  18  hose  wag.,  11  hose  car., 
4  aer.  h.  ft  1.  trk.,  7  h.  ft  1.  trk.,  1  water  tower, 
52  c  hand  ex.,  199  hrs.  (9  in  reserve);  hose,  cot., 
rub.  lined,  64,876  ft.;  f.  al.,  Oamewell,  886  bz.; 
Star,  25  bz.;  tot.,  411  bx.;  vaL  equip..  $578,988; 
val.  bldgs.  ft  grounds,  $686,711;  ezp.  depL,  $686,- 
067;  tot.  mem.  406,  pd.  full  time;  undrs.  rating, 
first  class. 

Water  Supply — ^Src,  riv.,  6  m.  bus.  cent.;  sys., 
pump  dir.  ft  res.,  2  stdp.;  stdp.  No  1.,  cap.  250,000 
gals.;  stdp..  No  2.,  cap.  150,000  gals.;  dim..  No 
1.  22.7  X  50;  No  2,  26  x  68;  mat.,  bk.,  cone  ft 
iron;  res.  cap.,  96,000  gals.;  9  pump,  eng.,  class  comp. 


dup.,  cap.  day,  94,000,000  gals.;  nnins.  c.  L  k 
stl.;  520  m.,  6  to  54  in.  dia.;  5,200  fayd.;  4,50« 
v.;  met.,  44,1'42;  52,000  serv.;  pipe  c.  i.  ft  stl.; 
pres.,  dom.  ft  f.  75  lbs.;  cons.  day.  30.000,000 
gals.;  cost,  $6,520,000;  cost  mtce.  $203,051;  wks. 
owned  by  city. 

MINNEOTA,  p.  819;  f.  area,  10  a.;  mere  bldgi., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  IH  star.;  wd. 
ris.  not  perm,  in  f.  area;  causes  of  L  inv.  F. 
dept. — 2  e  eng.,  12  e  hand  ex.,  1  h.  ft  1.  trk., 
2  nose  reels,  hooks,  ladders  ft  buckets;  hose,  cot., 
rub.  lined,  gd.,  1,100  ft;  rub.,  gd.,  100  ft.;  tot. 
hose,  1,200  ft.;  f.  al.,  bell;  val.  eouip.,  $2,0S&; 
val.  bld^.,   87,000;  tot.  mem.,  40  vol. 

Water  Supply— Src,  wells.  600  ft.  bus.  ecut; 
sys.,  pump  to  stdp.  ft  dir.;  «tap.  cap.,  61,000  gala.; 
dim.,    20    X   24;    1    pump,    eng.,    cap.    day    40,800 

fals.;  mains,  iron,  9,668  ft.,  6  to  8  in.  dia.:  20 
yd.;  9  v.;  met.,  20;  82  serr.;  pipe,  galv.  L;  pces^ 
doRu  40  lbs.,  f.  160  lbs.;  cons,  day,  10»000  gals.; 
cost,  $18,000;  cost  mtce.,  $1,000;  wks.  owned 
by  city. 

MINNESOTA  LAKE,  p.  446.  F.  dept. — 1  h.  ft 
L  trk.,  1,200  ft.  hose;  1  al.,  bell;  16  roL 

MONTEVIDEO,  p.  8,066;  f.  area,  15  a.;  mere 
bldgs.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  IH 
stor.;  wd.  rfls.  not  perm.;  no  fwks.  ft  combt.  ocd.; 
causes  of  f .  not  inv.  F.  dept — S  c  hand  ex..  1  h.  ft 
1.  trie,  8  hose  car.;  hose,  rub.,  gd.,  2,000  ft.;  inf., 
600  ft.;  tot  hose,  2,600  ft;  f.  aL.  bell  ft  wh.; 
vaL  equip.,  $8,000;  vaL  bldgs.,  $17,000;  tot. 
mem.,  44  vol.;  undrs.  rating,  second  daos. 

Watsr  Supply — Src,  spr.,  £  m.  bus.  cent.;  ays., 
grav.,  ptmnp  to  res.  ft  stop-;  res.  cap.,  100,0US 
gals.;  mat,  cem.;  stdp.  cap.,  100,000  gals.; 
mat.,  stl.;  2  pump,  eng.;  class  trip.,  cap.  day, 
788,000  gals.;  mains,  e  i.,  7^  m.,  4  to  10  ia. 
dia.;  92  hyd.;  IS  v.;  met..  400;  145  serv.;  pipe, 
galv.  i.;  pres.,  dom.  30  lbs.,  f.  70  to  75  lbs.; 
cons,  day,  100,000  gals.;  cost,  $75,000;  wks. 
owned  by  dty. 

MONTGOMERY,  p.  1,267;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  Jt  wd, 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  not  inv.  F.  dept — 2  c  hand  ez.,  1  fa.  k 
trk.,  8  hose  car.;  hose,  oot,  rub.  lined,  gd..  750 
ft;  rub.,  gd.,  800  ft;  tot  hose,  1,060  ft.;  f.  al.. 
bell;  val.  equip.,  $1,000;  val.  bides.,  $6,000;  ezp. 
dept,  $180;  tot.  mem.  80,  pd.  full  time. 

Water  Supply — Src,  well,  in  bus.  cent;  ays., 
pump  to  res.  ft  dir.;  stdp.  cap.,  47,260  gala.;  res. 
cap.,  46,000  gale;  pump,  eng.,  cap.  day  125,000 
gale;  mains,  c  i.,  1^  m.,  4  to  8  in.  disu;  10 
hyd.:  met,  1;  81  serv.;  pree.  dom.  88  Ibo..  t 
88  lbs.;  cons,  day,  20,000  gale;  cost,  $85,000; 
cost  mtce.,  $679;  wke  owned  by  city. 

MONTICELLO,  p.    868;   t.  area,    100    e;    nere 

bldge,  bk.  ft  wd.,  1  ft  8  stor.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  not  perm.;  no  fwke  ft  combt.  ord. 
F.  dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  eot. 
rub.  lined,  gd.,  1,200  ft;  f.  al..  bell;  val.  cqvip^ 
$760;  tot  mem.,  86  vol.;  undre  rating,  fooith 
dass. 

Watsr  Supply — Src,  wells:  aye,  pmnp  dir.: 
stdp.  cap.,  600  bbls.;  met.,  40;  pree,  dom.  60  Ibe. 
f.  66  lbs.;  cost,  $10,000;  wke  owned  by  town. 

MOORHEAD,  p.  4,840;  f.  area,  1,600  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  vrd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  no  fwke  ft  eombt  ord.; 
causes  of  f.  not  inv.  F.  dept. — 5  c.  hand  ev.  1 
h.  ft  I.  trk.,  1  hose  wag.,  4  bra.;  hose,  cot,  nib. 
lined,  gd.,  4,000  ft;  inf.,  1,500  ft;  tot.  ho»e, 
6,500  ft;  f.  al.,  elec,  16  bx.;  val.  equip.,  $S,500; 
val.  bldgs.,  $2,500;  exp.  dept,  $4,300;  tot  menu 
24,  pd.  full  time  2,  pd.  part  time  23;  undre  rating, 
third    class. 

Water  Supply — Src,  wells  ft  river,  1  m.  bue 
cent.;  sys.,  pump  dir.;  pump,  eng.,  cap.  day. 
2,000,000  gals.;  mains,  c  i..  11  m.,  4  to  IS 
in.  dia.;  134  hyd.;  81  v.;  met,  46S;  pree,  dom. 
40  lbs.,  f.  100  lbs.;  cons,  day,  427,000  gale: 
cost,  $70,000;  cost  mtce.,  $8,795;  wke  owned 
by   city. 

MORA,  p.  892.     F.  dept. — 1  hose  eart,  600  ft. 

.hose;  vol. 

MORGAN,  p.  668;  f.  area,  80  e;  bldge,  wd., 
IH  to  2  stor.;  wd.  rgs.  pom.;  fvrice  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  160  L  ex.,  1  h.  ft  L 
trk.  with  equip.,  2  hose  ear.;  hose,  oot.,  gd.,  X,499 
ft;  inf.,  200  ft;  tot  hose,  1,600  ft;  L  aL,  tell; 
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fsL  equip.,  $2,600;  ▼«!.  bldgs.,  $600;  ezp.  dept., 
flOO;  tot.  mem.,  16  toL;  imdn.  rating,  third 
daoB. 

Water  Supply — Src.,  weU,  in  bus.  cent.;  ays., 
pump  to  8tdp.;  atdp.  cap.,  60,000  gala.;  1  pump, 
eng.;  mains,  c.  i.,  1%  m,;  4  to  8  in.  dia.; 
20  fayd.;  prea.,  dom.  40  lbs.,  f.  50  Iba.;  cost^ 
$10,000;   wka.  owned  by  city. 

MORRIS^  p.  1,686;  f.  area,  800  a.;  mere,  bldga., 
bk.  dE  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rte. 
perm.;  no  fwka.  &  combt.  ord.  F.  dept. — 2  c. 
hand  ex.,  1  str.,  1  h.  &  I.  trk.,  2  hoee  oar.;  hoae, 
cot,  rub.  lined,  gd.,  2,200  ft.;  inf.,  800  ft.;  tot. 
hoee,  2,500  ft.;  f.  a1.,  bell  k  wh.;  val.  equip., 
$8,000;  val.  bldgs.,  $8,^00;  exp.  dept,  $600;  tot 
mem.,  25  vol.;  undra.  rating,  third  daas. 

Water  Supply — Src,  weUb,  1  m.  bua.  cent.;  lya., 
pump  to  rea.;  rea.  cap.,  80,000  eala.;  2  punm. 
eng.,  cap.  day  600,000  gala.;  maLia,  e.  L,  6% 
m.,  4  to  10  in.  dia.;  48  hyd.;  met,  20;  275  aenr.; 
pipe,  iron;  prea.,  dom.  60  Iba.,  f.  90  Iba.;  coat, 
$40,000;  coat  mtoe.,  $1,800;  wka.  owned  by  dty. 

MORTON,  p.  761:  mere,  bldga.,  bk.  k  wd.,  1  k 
2  ator.;  priT.,  bk.  k  wd.,  2  ator.;  wd.  rfa.  perm, 
in  f.  area;  combt  ord.;  cauaea  of  f.  inv.  F.  dept 
— 1  h.  k  1.  trk.,  1  band  eng.,  2  hoae  car.;  hoae, 
cot.,  rub.  lined,  gd.,  2,000  ft;  inf.,  600  ft.;  tot. 
hoee,  2,500  ft;  f.  aL,  bell;  val.  equip.,  $1,000; 
Tal.  bldga.,  $1,000;  tot  mem.,  40  ▼oL 

Water  Supply — Src,  apr.;  aya.,  pump  to  rea.; 
pump,  eng.,  cap.  hom>  1,000  gals.;  mains,  c.  i.,  1^ 
m.,  6  i^  dia.;  prea.,  f.  60  Iba.;  ooet,  $9,000; 
wka.  owned  by  Tillage. 

MOUNTAIN  LAKE,  p.  1,081;  f.  area,  640  a.  F. 
dept. — 1  c.  eng.,  1  h.  &  1.  trk.,  2  hoee  wag.;  hose, 
cot,  nib.  lined,  gd.,  1,000  ft:  f.  al.,  bell;  val. 
equip.,  $2,000;  vaL  bldgs.,  $500;  exp.  dept., 
$200;    24    vol. 

NASHWAUK,  p.  2,080;  f.  area,  120  a.  F.  dept 
— 1  c.  hand  ex.,  1  c.  eng.,  2  aer.  trk.;  hoise,  cot, 
nib.  lined,  gd.,  1,600  ft;  inf.,  700  ft;  tot  hose, 
2.200  ft;  f.  al.,  wh.;  val.  equip.,  $3,000;  val. 
bldffs.,   $4,000;   tot    mem.,   25  vol. 

Water  Supply — Src,  2  wells,  1  block  bus.  cent; 
Gys.,  grav.;  stdp.  cap.,  60,000  g^ls. ;'  res.  cap., 
150,000  gals.;  8  pump,  eng.,  cap.  day  1,656,000 
gals.;  mains,  c.  i.,  2%  m.,  4  to  8  in.  dia.;  27 
Hyd.;  82  v.;  pres.,  dom.  45  Ibe.,  f.  100  lbs.;  cone, 
day,  100,000  gals.;  wks.  owned  by  city. 

NEW  GERMANY,  p.  210.  F.  dept.— 1  atr..  600 
ft  hoae;  f.  al.,  bell;  16  toL 

NEW  LONDON,  p.  418.  F.  dept— 1  atr.,  1,000 
ft  hoae;  f.  aL,  bell;  22  toL 

NEW  PRAGUE,  p.  1.554;  f.  area,  84  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  5  stor.;  priv.,  bk.  k  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  i.  area;  fwka.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  hand 
eng.,  1  h.  &  1.  trk..  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,600  ft.;  inf.,  100  ft;  tot  hose, 
1,700  It.;  f.  al.,  bell  k  wh.;  val.  equip.,  $2,500; 
vaL  bldgs.,  $2,500;  exp.  dept,  $200;  tot  mem., 
40  vol. 

Water  Supply — Sr6.,  well,  %  m.  bus.  cent; 
eys.,  pump  dir.  k  to  stdp.;  stdp.  cap.,  65,000 
gals.;  pump,  eng.,  cap.  day  125,000  gals.;  mains, 
c.  i.,  5  m.,  6  tp  10  in.  dia.;  30  hyd.;  8  v.;  116 
met;  115  serv.;  pipe,  lead  k  iron;  pres.,  dom.  40 
lbs.,  f.  70  lbs.;  com.  day,  85,000  gals.;  cost, 
$26,000;  cost  mtce.,  $500;  wks.  owned  by  city. 

NEW  RICHLAND,  p.  685;  f.  area,  180  a.;  mere 
bldgs.,  bk.  k  wd.,  1  k  2  stor.;  priv.,  bk.  k  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,200  ft;  inf.,  400  ft;  tot  hose, 
1.600  ft.;  f.  al..  bell,  wh.  k  elec;  vaL  equip., 
$20,000;  val.  bldga.,  $4,000;  tot  mem.,  35,  pd. 
part  t'me  1,  vol.  84. 

Water  Supply — Src.  well,  800  ft  bus.  cent; 
eys.,  pump  to  stdp.;  stdp.  cap.,  65,000  gals.;  dim. 
20  X  24,  mat  stl.;  1  pump,  eng.,  cap.  day  90.000 

fals.;  mains,  c.  i.,  2  1-5  m.,  4  to  8  in.  dia.; 
8  hyd.;  10  v.;  met,  1;  70  aerv.;  pipe,  gal  v.  1.; 
pres.,  dom.  45  to  50  lbs.,  f.  45  to  50  lbs.;  cons, 
day,  9,000  gals.;  coat,  $14,872;  cost  mtce.,  $220; 
wka.  owned  by  city. 

NEW  ULM,  p.  5,648;  f.  area,  4,500  a.;  mere 
bldgs.,  bk.  k  wd.,  2  k  8  stor.;  priv..  bk.,  1%  k 
2  ator.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt. 
ord.;   causes  of  f.   inv.     F.   dept. — 1   auto,   str.,   2 


aer.  trk.,  2  hose  wag.,  1  hose  reel,  10  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,500  ft;  rub.,  fair,  500  ft; 
tot  bose,  3,000  ft;  f.  al.,  Oamewell.  23  bx., 
wh.  k  bell;  val.  equip.,  $12,500;  vaL  bldgs.,  $8,- 
000:   exp.  dept,  $5,000;  tot.  mem.,   48  voL 

Water  Supply— -Src,  wells,  1-6  m.  bua.  cent.; 
eya.,  pump,  to  rea.  k  stdp.;  res.  cap.,  1,000,000 
gala.;  atdp.  cap.,  26,000  gals.;  dim.,  11  x  86; 
mat,  bk.  k  iron;  5  pump,  enf.;  maina,  iron,  10.86 
m.,  6  to  14  in.  dia.;  108  hyd.;  106  v.;  met,  510; 
510  serv.;  pipe,  lead;  pres.,  dom.  46  to  80  lbs., 
f.  120  lbs.;  cons,  day,  78,876  gala.;  cost,  $89,- 
060;  wks.   owned  by  city. 

NEW  YORK  MILLS,  p.  474;  f.  area,  160  a.  F. 
dept — 1  c  eng.,  2  c.  hand  ex.,  2  hose  reele,  1  h. 
k  1.  trk.,  1  gas.  eng.;  hose,  cot,  rub.  lined,  gd., 
900  ft;  inf.,  1,000  ft;  tot  hose.  1,900  ft.;  f. 
al.,  bell;  val.  equip.,  $8,000;  val.  bldgs.,  $2,600; 
exp.   dept,   $150;   tot.   mem.,   25  vol. 

NICOLLET,  p.  888.  F.  dept — 950  ft  hose; 
22  vol. 

NORTH  BRANCH,  p.  642;  bldgs..  wd.  F.  dept 
— 1  str.,  1  h.  &  L  trk.,  2  nose  car.;  hose,  1,800 
ft:  f.   al.,  bell;  tot  mem.,  25  vol. 

Water  Supply — Src,  cisterns;  sys.,  pump.;  cap. 
res.,   800   bbls. 

NORTH  ST.  PAUL,  p.  1,404;  f.  area,  200  a.; 
mere,  bldga.,  bk.  k  wd.,  2  stor.;  priv.,  wd.,  1^ 
stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  c.  eng.,  1 
h.  k  1.  trk.,  2  hose  carts;  hose,  cot,  rub.  lined, 
ad.,  1,900  ft;  f.  al.,  bell  k  wh.;  val.  equip., 
$3,000;  val.  bldgs.,  $8,000;  exp.  dept,  $140;  tot 
mem.,   12,  pd.  part  time. 

Water  Supply — Src,  lake  k  wells;  ays.,  pump  to 
res.;  res.  cap.,  56,000  gals.;  pump,  eng.,  cap.  day 
1,100.000  gals.;  ma.'ns,  3  m.,  6  to  10  in.  dia.; 
20  hyd.;  met,  4;  pres.,  dom.  25  lbs.,  f.  60  to  80 
lbs.;  cons,  day  10,000  gals.;  cost,  $30,000;  cost 
mtce.,  $1,000;  wka.  owned  by  town. 

NORTHFIELD,  p.  8,265;  f.  area,  600  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv..  bk.  k  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  i.  inv.  F.  dept. — 1  h.  k  I. 
trk.,  4  e  hand  ex.,  2  hose  wag.,  2  hose  car.,  6 
hrs.;  hose,  rub.,  gd.,  1,600  ft;  inf.,  700  ft.; 
tot.  hose,  2,200  ft.;  f.  al.,  bell  k  wh.;  val.  equip., 
$5,000;  val.  bldgs..  $6,000;  exp.  dept,  $1,000; 
tot.   mem.,   18.  pd.   part  time   1,  vol.    17. 

Water  Supply — Src.  well,  4  blocks  bus.  cent; 
sys.,  pump  to  stdp.  k  res.;  stdp.  cap.,  240,000 
gals.,  dim.  85  x  83,  mat.  stl.;  2  pump,  eng., 
class  comp.,  dup.  k  trip;  cap.  day,  1,720.000  gals.; 
maina,  c  i.,  9  m.,  4  to  12  in.  dia.;  91  hyd.;  met, 
430;  438  serv.;  pipe,  lead;  pres..  dom.  75  to  90 
lbs.,  f.  75  to  90  lbs.;  cons,  day,  200,000  gals.; 
cost,  $55,000;  cost  mtce.,  $2,600;  wks.  owned  by 
dty. 

NORTHOME,  p.  206.  F.  dept — 1.500  ft  hose; 
bell  al.;   15  vol. 

OLIVIA,  p.  960;  f.  area,  160  a.;  mere  bldgs.,  bk. 
k  wd.,  114  to  3  stor.;  priv..  wd.,  1%  stor.; 
wd.  rfs.  perm.;  no  fwks.  k  combt  ord.  F.  dept. — 
1  str.,  1  h.  ft  1.  trk.,  2  hose  carta;  hose,  cot., 
rub.  lined,  gd.,  1,500  ft;  f.  al.,  bell;  val.  equip., 
$4,500;  val.  bldgfi.,  $2  000;  tot  mem.,  80  vol.; 
undrs.    rating,    third    class. 

Water  Supply — Src.  well,  1-8  m.  bus.  cent; 
sys.,  pump  dir.  to  mains;  stdp.  cap.,  75.000  gals., 
dim.  20  X  26.  mat.  wd.  k  Ptl. ;  res.  cap.,  75.000 
gals.;  1  pump,  eng.,  class  dup.,  cap.  day  5,000 
gals.;  mams,  c  i.,  8  m.,  4  to  8  n.  dia.;  17 
nyd. ;  10  v.;  met,  25;  23  serv.;  pipe.  galv.  i.; 
pres.,  dom.  50  lbs.,  f.  100  lbs.;  cons,  day,  5,000 
gals.;  cost,  $8,000;  cost  mtce.,  $250;  wks.  owned 
by  village. 

ORTONVILLE,  p.  1.774;  f.  area,  160  a.;  mere 
bldgs.,  stn,,  bk.  k  wd.,  1  to  3  stor.;  priv.,  stn., 
bk.  k  wd.,  'i^>  stor.;  wd.  rfs.  not  perm,  in  f.  area: 
fwks.  k  combt.  ord.:  causes  of  f.  inv.  F.  dept. — 1 
c.  eng.,  1  h.  JE  1.  trk.,  '8  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,800  ft;  inf.,  1,000  ft.:  tot  hose, 
2,800  ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $5,000; 
val.    bldgs.,   $1,200;   tot.   mem.,    42  vol. 

Water  Supply — Src.  wells:  sys.,  pump  to  stdp.; 
stdp.  cap.,  100.000  aals. :  1  pump,  eng.;  mains, 
1%  m.;  19  hyd.;  125  serv.;  prea.,  dom.  70  Iba., 
f.  90  lbs.;  cons,  day,  45,000  gals.;  cost  $24,000; 
cost   mtce.,    S3. 500;    wks.    owned    by   city. 

OSAKIS,  p.  1,018;  f.  area,  16  a.;  mere  bldga., 
bk.  k  wd.,  1  k  2  ator.;  priv.,  wd.,  1^  ator.;  wd. 
rfs.    not  perm,    in   f.    area;    fwka.   ord.;    cauaea  of 
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f.  inv.  F.  dept. — 1  «tr.,  1  h.  Jt  I.  trk.,  8  c.  hand 
ex.,  6  hand  pump«,  1  ciipply  wag.,  8  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  2,400  ft.;  f.  al.,  wti.,  bell 
&  elec,  val.  equip.,  $8,200;  val.  bldgs.,  $200;  exp. 
dept.,   $560;   tot.    mem.,    135   vol. 

Water  Supply — Src,  lake,  wells;  aya.,  pump  to 
atdp.;  atdp.  cap.,  100,000  gala.;  pump,  eng.,  class 
dup.;  8  hyd.;  prea.,  f.  160  Iba.;  cost,  $12,000; 
cost  mtoe.,  $400;  wks.  owned  by  city. 

OWATONNA,  p.  6.885;  f.  area,  140  a.;  mere, 
bldga.,  Btn.,  bk.  &  wd.,  1  to  8  ator.;  priv.,  wd.,  1 
ft  2  ator.;  wd.  rfa.  not  perm,  in  f.  area.  F.  dept. 
— 1  h.  ft  1.  trk.,  1  comb,  c  ft  h.  was.,  8  hose 
car.;  tot  hose,  2,600  ft.;  f.  al.,  Oamewell,  18  bx.; 
vaL  equip.,  $10,000;  val.  bldga.,  $4,500;  exp.  dept., 
$2,500;  tot.  mem.  20,  pd.  full  time  1,  pd.  part 
time  6,  13  vol. 

Water  Supply — Src,  well,  ^  m.  bus.  cent.; 
ays.,  pump  dir.  to  mains;  atdp.  cap.,  182,000  gala.; 
dim.,  16  X  100;  mat,  boiler  i.;  2  pump,  eng.,  cap. 
day  2,000,000  gala.;  mains,  c.  i.,  18  m.,  4  to 
10  in.  dia.;  118  hyd.;  84  v.;  met,  65;  1^50  aerv.; 
pipe,  galv.  i. ;  pres.,  dom.  65  lbs.;  f.  75  Iba.; 
cons,  day,  410,000  gals.;  cost,  $90,000;  cost  mtce., 
$5,281;  wks.  owned  by  city. 

PARK  RAPIDS,  p.  1,801;  f.  area,  4  blocks; 
mere  bldga.,  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 4  hose  car.,  1  h.  ft  1 
trk.;  hose,  nib.  lined,  gd.,  8,000  ft;  f.  al.,  bell; 
val.   equip.,   $2,000;   exp.   dept,   $850;   80  vol. 

Water  Supply — Src,  riv.,  %  m.  bua.  cent;  ays., 
dir.  pres.;  1  pump,  eng.,  cap.  day  150,000  gala.; 
mains,  c.  i.,  5  blocks,  4  to  6  in.  dia.;  5  hyd.;  4 
v.;  pipe,  galv.  i.;  prea.,  dom.  40  Iba.,  f.  150  Iba.; 
cost,  $10,000;  cost  mtce.,  $1,000;  wks.  owned  by 
village. 

PARKER'S  PRAIRIE,  p.  888;  f.  area,  820  a.  P. 
dept — 1  c.  eng.,  c.  hand  ex.,  2  hose  wag.;  hose, 
cot.,  rub.  lined,  gd.,  1.500  ft;  f.  al.,  bell  &  wh. ; 
val.  equip.,  $2,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$300. 

PAYNESVILLE,  p.  1,200;  f.  area,  200  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  8 
alor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  c. 
hand  ex.,  1  hose  wag.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,200  ft;  f.  aL,  bell  ft  wh.;  val. 
equip.,  $2,000;  vaL  bldgs.,  $200;  exp.  dept.,  $25; 
tot.  mem.,  40  vol. 

Water  Supply — Src,  wells,  800  ft.  bus.  cent; 
ays.,  pump  to  atdp.  ft  mains;  stdp.  cap.,  1,000 
bbls.;  dim.,  16  x  20;  pump,  eng.,  cap.  day  2,000 
bbls.;  maina,  c.  1.,  %  m.,  6  to  8  in.  dia.;  12  hyd.; 
4  v.;  49  met;  49  serv.;  pipe,  galv.  1.;  pres.,  dom. 
42  lbs.,  f.  100  lbs.;  cons,  day,  6,000  gala.;  cost, 
$10,000;  coat  mtce.,  $2,200;  wks.  owned  by  city. 

PELICAN  RAPIDS,  p.  1,019;  mere,  bldga.,  bk. 
ft  wd.:  wd.  rfa.  perm.  F.  dept — 1  atr.,  1  c.  eng., 
1  h.  s  1.  trk.,  2  hose  car.;  noae,  cot,  rub.  lined, 
gd.,  1,500  ft;  f.  al.,  bell  ft  wh.;  tot  mem.,  85 
vol. 

Water  Supply — Src.,  riv.;  aya.,  pump  to  stdp.; 
stdp.  cap.,  500  bbla. 

PEQUOT,  p.  260.  F.  dept — 1  c.  hand  ex..  1 
atr.,  2  hose  wag.,  1,600  ft.  hose;  f.  al.,  telp.; 
val.  equip.,  $2,000;  val.  bldgs.,  $600;  exp.  dept, 
$120;   tot   mem.,    10  vol. 

PERM  AM,  p.  1,876;  f.  area,  640  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  c.  eng.,  1  h.  ft  1.  trk., 
1  aer.  trk.,  2  hose  car.;  hose,  rub.,  gd.,  8,000  ft; 
f.  al.,  bell  ft  wh.;  vaL  equip.,  $8,500;  val.  bldga., 
$4,000;    exp.    dept,    $400;    tot    mem.,    32   vol. 

Water  Supply — ^Src,  well;  aya.,  pump  dir.;  pump, 
eng.,  cap.  day  360,000  gala.;  maina,  1  m.,  6  in. 
dia.;  8  hyd.;  pres.,  f.  90  lbs.;  cost,  $5,000;  cost 
mtce.,  $300;  wks.  owned  by  city. 

PIERZ,  p.  545.  F.  dept — 1  h.  ft  L  trk.,  600 
ft  hose;    81   vol. 

PINE  CITY.  p.  1,258.  F.  dept — 1  str.,  1  h.  ft 
1.  trk.,  2,000  ft  hose;  80  vol. 

PINE  ISLAND,  p.  884.  F.  dept— 1  h.  ft  1. 
trk.,  1,000  ft  hose;  bell  ft  wh.  al.;  85  vol. 

PINE  RIVER,  p.  829.  F.  dept— 1  atr.,  600  ft 
hose;  bell  al.;   80  vol. 

PIPESTONE,  p.  2,475;  f.  area,  64  a.;  mere, 
bldgs.,  stn.,  bk.,  cera.  ft  wd.,  1  to  5  stor.;  priv., 
stn.,  bk.,  cem.  ft  wd.,  1  to  2  stor.;  wd.  rfs.  perm. 


in  f.  area;  fwka.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 2  c.  eng.,  2  c.  hand  ex.,  1  h.  ft  L  tA^ 

3  hose  oar.;  hose,  cot,  lined,  gd.,  1,500  ft;  i.  sL, 
telp.  ft  wh.;  val.  equip.,  $8,8:88;  val.  bldgs.,  $4,- 
000;  exp.  dept,  $450;  tot.  mem.,  60,  pd.  part 
time  5,  vol.   55;   undrs.  rating,   second  class. 

Water  Supply — Src.,  wella,  in  bua.  cent;  sya., 
pump  to  sidp. ;  stdp.  cap.,  96,000  gala.;  dim.,  12 
X  100,  loc.  3  blocks  post  office;  mat,  stl;  Rs. 
cap.,    175,000    gala.,    loc.   two  blocks   post   office; 

1  pump,  eng.,  cap.  day,  1,000,000  gala.;  maina, 
c.  1.,  6  m.,  4  to  S  in.  dia.;  51  hyd.;  4  4  v.;  met. 
462;  462  serv.;  pipe,  g^lv.  L;  pres.,  dom.  40  to 
42  lbs.,  f.  65  to  150  lbs.;  cons.  da.v.  60,000 
gals.;  cost,  $60,000;  cost  mtce.,  $4,500;  wks. 
owned  by  city. 

PLAINVIEW,  p.  1,175;  f.  area,  1,280  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  coixd>t 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  h.  ft  L  trit,  2 
hose  car.;  hose,  cot.  rub.  lined,  gd.,  1,200  ft;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $1,890;  val.  bldga., 
$15,000;   exp.  dept,   $200;   tot  mem.,   31   voL 

Water  Supply — Src,  -wella,  in  bus.  cenc;  sys., 
pump  to  res.;  res.  cap.,  63,000  gals.;  pump,  eng., 
cap.  day  280,000  gals.;  maina,  5  1-6  m.,  4  to  8  in. 
dia.;  34  hyd.;  met,  72;  172  serv.;  pipe,  galv.  L; 
prea.,  dom.  88  to  42  Iba.,  f.  88  to  42  lbs.;  cost 
$21,000;  cost  mtce.,  $1,200;  wks.  owned  by  village. 

PLATO,  p.  288;  f.  area,  40  a.  F.  dept. — 1  a 
eng,,  h.  ft  L,  1  hose  cart;  val.  equip.,  $2,500;  val 
bldgs.,  $1,000;  exp.  dept,  $2,500;  tot  mero.,  20 
vol. 

Watsr  Supply — Src.,  8  dstems  of  200  bbla.  eadi. 

PLUMMER,  p.  250;  f.  ajea,  600  a.  F.  dept 
— 1  c.  eng.  ft  bucketa;  f.  al.,  bell;  v«l.  equip.. 
$700;  val.  bldgs.,  $2,000;  tot.  mem.,  16  voL 

Watsr    Supply — ^Not   reported. 

PORTER,  p.  800;  f.  area,  40  a.  F.  dept — 1  c 
eng.,  1  hand  eng.;  val.  equip.,  $1,204;  val  bldgs., 
$200;  exp.  dept,  $50;  tot   mem.,   16  vol. 

Water    Supply — Src,   wells;    sys.,   pump  dir. 

PRESTON,  p.  1,198;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  2  ator.;  priv.,  bk.  ft  ^mL,  1 
ft  2  stor.;'wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  h.  ft  L 
trk.,  2  hose  car.;  hose,  rub.,  gd.,  1,200  ft;  inf., 
200  ft;  tot  ,hose.  1,400  ft:  f.  al.,  bell;  vaL 
equip.,  $2,500;  va!L  bldgs.,  $1,400;  exp.  dept, 
$75:  tot  mem.,  16  voL 

Water  Supply — Src,  spr.;  sys.,  grsT.  to  res.; 
res.  cap.,  190,000  gala.;  pump,  eng.,  cap.  day 
750.000  gala.;  maina,  i^  m.,  4  to  S  in.  dia.; 
31  hyd.;  155  serv.;  pres.,  dom.  65  to  05  lbs.,  f. 
65  to  95  lbs.;  cost,  $24,000;  wks.  owned  by 
village. 

PRINCETON,  p.  1,555;  f.  area,  320  a.;  bldgs., 
bk.  ft  wd.,  2  stor.;  wd.  rfa.  perm.;  no  fwks.  ft 
combt   ord.     F.  dept — 1  c  eng..  1  h.  ft  L  trit, 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft; 
f.  al.,  wh.;  val.  equip.,  $4,500;  vaL  bldgs.,  $3,000; 
tot  mem.,  80  vol. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  •76,000  gals.;  pump, 
eng.,    cap.    day,    403,000    gala.;    maina,     IH     ni.. 

4  to  8  in.  dia.;  16  hyd.;  6  v.;  93  met;  9t  serv.: 
pipe,  c  i.;  pres.,  dom.  45  lbs.,  f.  100  lbs.; 
cons,  day,  60,000  gals.;  cost,  $21,500;  cost  mtce., 
$575;  wks.  owned  oy  city. 

RANDALL,  p.  400.     F.  dept — 1  c  eng.,  1  hand 
Water  Supply — Src,  riv. 


en 


1  hose  cart,  700  ft.  hose;  f.  al.,  beU;  voL 


ft; 


RAYMOND,  p.  884.  F.  dept— 1  atr.,  1,000  ft 
hose;   18  vol. 

RED  LAKE  FALLS,  p.  1,757;  mere  bldgs.,  bk. 
ft  wd.,   1  ft   2   stor.;  priv.,  wd.,   1  ft   2  stor.;  trd. 

rfs.  perm,  in  f.  area;  fwka.  ft  oombt  ord.  F. 
dept. — 1  stx.,  1  c  eng.,  5  c  hand  ex.,  1  b.  ft  L 
trk.,  3  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2.000 
ft;  f.  aL,  bell;  val.  equip.,  $2,000;  val.  bldgs., 
$2,000;    exp.    dept,    $150;    tot    mem.,    S5    vol. 

Watsr  Supply — Src,  wells,  %  m.  bus.  cent;  aya.. 
pump  to  stdp.;  stdp.  cap.  75,000  gals.;  dim.,  85 
X  15;  mat.  stl.;  1  pump,  eng.;  cap.  day,  252.000 
gals.;  mains,  c  i.,  3  m.;  6  to  8  in.  dia.;  16  byd.; 
16  v.;  25  serv.;  pipe,  iron.;  pres.,  dom.  ft  £.  60 
lbs.;  cons,  day  8,000  gals.;  cost  $26,000;  cost 
mtce..  $480;  wks.  owned  by  citj*. 

RED  WINQ,  p.  9,048;  f.  area,  4,480  a.;  mere. 
bldgH.,  bk.  ft  stn.,  1  to  4  etor.;  priv.,  bk.  ft  wd.. 
1  to  2  stor.:  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
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St  combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — il  gas. 
pump,  eng.f  1  auto,  comb.,  hose  &  ladder  trk.,  1 
auto.  comb.  c.  &  h.  wag.,  1  chief's  auto.,  6  c.  hand 
ex.,  1  h.  &  1.  trk.,  3  hose  wag.,  2  hose  reels,  5 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  5,200  ft;  f.  al., 
Gamewell,  82  bx. ;  val.  equip..  9^24,'688;  val.  bldgs., 
$40,400;  exp.  dept.,  $10,870;  tot.  mem.  89,  pd. 
full  time  9,  pd.  part  time  80;  undrs.  rating,  third 
cla^s. 

Water  Supply — Src,  riv,,  1-8  m.  bus.  cent.; 
sys.,  pump  to  res.;  stdp.  dim.,  27  x  80;  res.  cap.,  1.* 
000,000  gals.;  8  pump  eng.,  class  yert.  comp.,  cap. 
day  8,000,000  gals.;  mains,  c.  i.,  12  m.,  4  to  14 
in.  dia.;  126  hyd.;  126  v.;  met,  479;  772  serv.; 
pipe,  ga!v.  i.;  pres.,  f.  110  lbs.;  cost,  $180,000; 
cost  mtce.,    $5,800;   wks.   owned  by  city. 

REDWOOD  FALLS,  p.  1,666;  f.  area,  10  a.; 
mere,  bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  &  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  k  1.  trk.,  2  hose  car.; 
hose,  cot.,  rub.  hned,  gd.,  1,500  ft;  f.  al.,  bell; 
▼al.  equip.,  $200;  val.  bldgs.,  $150;  exp.  dept, 
$225;  tot.  mem.,  80  vol. 

Water  Supply — Src,  spr.,  1  m.  bus  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  mat. 
stl.;  2  pump,  eng.,  class  hor.  dup.,  oap.  day 
a, 500,000  gals.;  mains,  c.  i.,  20  m..  4  to  10  in. 
dia.;  48  hyd.;  20  v.;  met,  280;  280  serv.;  pipe, 
lead,  iron;  pres.,  dom.  .50  lbs.,  f.  125  lbs.;  cons, 
day,  260,000  gals.;  cost,  $40,000;  cost  mtce., 
$1,500;  wks.  owned  by  city. 

RENVILLE,  p.  1,182;  mere,  bldgt.,  bk.  ic  wd., 
2  stor.;  wd.  rfs.  not  perm.  F.  dept — 1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  fined,  gd.,  850 
ft;  f.  al.,  bell;  val.  eauip.,  $800;  vaL  bldgs.,  $1,- 
000;  tot  mem.,  24  vol.;  undrs.  rating,  third  dass. 

Water  Supply — Src,  well,  2  blocks  bus.  cent; 
9>'s.,  pump  to  stdp.  A;  dir.;  stdp.  cap.,  20,000  bbls.; 
mat,  wd.;  res.  cap.,  800,000  gals.;  pump.  eng.. 
cap.  day  82,000  gals.;  mains,  c  i.,  2  m.,  4  to  8 
in.  dia.;  25  hyd.*  80  serv.;  pipe,  galv.  i.;  pres.,  dom. 
45  lbs.,  f.  150  lbs.;  cons,  day,  90,000  gals.;  cost, 
$19,000;  wks.  owned  by  dty. 

REVERE,  p.  184.  F.  dept— 1  str.,  1,200  ft 
hose;  bell  al.;  21  voL 

RICE,  p.  800;  f.  area,  10  a.  P.  dept. — 2  c. 
eng.;  val.  equip.,  $800;  exp.  dept,  $25;  tot  mem., 
16  vol. 

Water  Supply — ^Not  reported. 

RICHMOND,  p.  568;  f.  area,  160  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  t  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  hand  eng.,  4  c. 
hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,500  ft;  inf.,  250  ft; 
tot.  hose,  1,750  ft;  i.  al.,  bell;  vaL  eouip.,  $2,000; 
val.  bldgs.,  $1,600;  tot  mem.,  81  voL 

Water   Supply — ^Not  reported. 

RIOHVILLE.  p.  256.  F.  dept — 1  str.,  1,200 
ft.  hose;  bell  aL;  15  voL 

ROBBINSDALE,  p.  1,000;  f.  area,  2  sq.  m.  F. 
dept. — 2  c.  eng.,  1  h.  ft  1.  trk.;  val.  equip.,  $3,000; 
tot  mem.,  37  vol. 

No  waterworks. 

ROCHESTER,  p.  7,844;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  erd.; 
causes  of  f.  inv.  F.  dept — 5  c.  hand  ex.,  1  auto, 
triple  comb,  pimcip  ft  c.  eng.,  1  h.  ft  L  trk.,  2  hose 
wag..  5  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft; 
f.  al.,  Gamewell,  19  bx.;  val.  equip.,  $14,000; 
val.  bldgs.,  $18,750;  exp.  dept,  $4,000;  tot 
mem.  27,  pd.  full  time  4,  pd.  part  time  28. 

Water  Supply^-Src.  wells,  creek,  in  bus.  cent; 
sys.,  dir.;  grav.  ft  pump  to  stdp.;  stdp.  cap.,  240,- 
000  gals.;  mat,  stl.;  3  pump,  eng.,  cap.  day  2,500,- 

000  gals.;  mains,  c.  i.,  15  m.,  4  to  14  in.  dia.; 
210  hyd.;  6  v.;  met.,  1,000:  1,400  serv.;  pipe,  galv. 
i.;  pres.,  dom.  85  lbs.,  f.  100  lbs.;  cons,  day, 
500,000  gals.;  cost,  $200,000;  cost  mtce.  $12,- 
000;  wks.  owned  by  priv.   Co. 

ROLLING  STONE,  p.  205.  F.  dept—l  h.  ft  L 
trk.,  450  ft  hose;  16  vol. 

ROSEAN,  p.    644;   f.   area,   200   a.     F.   dept — 

1  str.,  b.  ft  1.,  2  hose  carts;  hose,  1,500  ft;  vaL 
equip.,  $2,500;  val.  bidg.,  $1,000;  exp.  dept, 
$400;    tot.    mem.,    25   vol. 

Water  Supply — Src.,  riv.;  1  pump,  cap.  day  60,- 
000  gala.;  pres.,  dom.  150  lbs.;  wks.  owned  by 
city. 


ROSE  CREEK,  p.  202.  F.  dept — 800  ft  hose; 
wh.  ft  telp.  al.;  14  vol. 

ROSEMOUNT,  p.  288;  f.  area,  28  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,.lVk  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causes  of  f. 
inv.  F.  dept — 2  c.  eng.,  10  c.  hand  ex.,  400  ft. 
hose;  f.  al.,  bell;  val.  equip.,  $800;  tot.  mem., 
16   vol. 

Water  Supply — Src,  wells  ft  cisterns. 

ROUND  LAKE,  p.  287.  F.  dept. — 600  ft  hose; 
20   voL 

ROYALTON,  p.  676;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  comb.  ord.  F.  dept. — 1  str., 
4  c.  hand  ex.,  1  aer.  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft;  f.  al.,  bell;  val.  equip., 
$5,000;  val.  bldgs.,  $750;  exp.  dept,  $500;  tot 
mem.,   40   voL;   undrs.   rating,   third   class. 

Water  Supply — Src,  well,  riv.  ft  dstern;  1  hyd. 

RUSH  CITY,  p.  964;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept — 1  str.,  1  h.  ft  1.  trk..  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,700  ft;  rub.,  gd., 
800  ft;  inf.,  100  ft;  tot  hose.  2,100  ft;  f.  al., 
wh.;  val.  equip.,  $2,800;  val.  nldgs.,  $850;  exp. 
dept,  $75;  tot  mem.,  25  vol. 

Water  Supply — Src,  creek;  ays.,  pump  to  stdp.; 
pump,  eng.,  cap.  day  16,000  gals.;  mains,  iron, 
\i   m.,   6  in.   dia.;   3  hyd.;   cost  mtce.,  $120. 

RUSHFORD,  p.  1,011;  f.  area,  360  a.;  mere 
bldgs..  stn.,  bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  penn.; 
no  fwks.  ft  combt  ord..  F.  dept — 1  b.  ft  1.  trk., 
4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,500  ft; 
f.  al.,  bell  ft  telp.;  val.  equip.,  $19,000;  val.  bldgs., 
$8,000;  exp.  dept,  $700;  tot  mem.,  48  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  66,000  bbls.;  pump,  eng.,  cap.  day 
860,000  gals.;  mains,  iron,  2Vl&  m.,  4  to  8  in. 
dia.;  24  hyd.;  85  serv.;  pipe,  galv.  L;  pres.,  f.  65  to 
72  lbs.;  cost,  $15,000;  cost  mtce.,  $200;  wks. 
ovmed  by  city. 

ST.  BOINFACUS,  p.  300.  F.  dept. — 1  c  eng., 
1  gas.  eng.,  1  h.  ft  1.  trk.,  1  hose  cart;  val.  equip., 
$2,500;  val.  bldgs.,  $1,000;  exp.  dept,  $25;  tot 
mem.,  40  vol. 

Water  Supply — Src,  cisterns. 

ST.  CHARLES,  p.  1,159:  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  inf., 
300  ft;  tot  hose,  1,500  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $2,100;  val.  bldgs.,  $800;  exp.  dept, 
$78;  tot.  mencL,  28  voL 

Water  Supply — ^Src,  well,  1,000  ft.  bus.  cent; 
sys.,  pump  to  res.  ft  mains;  stdp.  cap.,  245,000 
gals.;  res.  cap.,  120,000  gala.;  1  pump,  eng.,  cap. 
day  150,000  gals.;  mains,  c.  L,  8  m.,  2  to  10  in. 
dia.;  28  hyd.;  8  v.;  met,  50;  180  serv.;  pipe, 
galv.  i.;  pres.,  dom.  50  lbs.,  f.  50  lbs.;  cons,  day, 
100,000  gals.;  cost,  $18,000;  cost  mtce.,  $750; 
wks.  owned  by  city. 

ST.  CLOUD,  p.  10,600;  f.  area,  8,840  a.;  prtv., 
wd.,  stn.  ft  bk.,  IH  ft  2  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt  ord.  F.  dept — 2  c  hand  ex.,  1  h.  ft 
L  trk.,  1  supply  wag.,  1  hose  cart,  2  hrs.;  hose,  cot, 
rub.  lined,  500  ft;  rub.,  gd.,  2,000  ft;  inf.,  1,000 
ft.;  tot.  hose,  3,500  ft;  f.  al.,  Gamewell,  18  bx.; 
val.  equip.,  $5,000;  vaL  bldgs.,  $5,000;  exp.  dept, 
$3,000;  tot.  mem.  21,  pd.  full  time  4,  pd.  part 
time   18;   undrs.  rating,  first  dass. 

Water  Supply — Src,  riv.;  eys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  367,000  gals.;  mat,  stl.;  8  pump, 
eng.,  cap.  day  3,500,000  gals.;  mains,  20  m.,  4  to 
14  in.  dia.;  176  hyd.;  62  v.;  met,  500;  500  serv.; 
pres.,  dom.  65  lbs.,  f.  130  lbs.;  cons,  day,  750,000 
gals.;  cost,  $160,000;  cost  mtce.,  $10,000;  wks. 
owned  by  city. 

ST.  fHLAIRE,  p.  46S  F.  dept — 1  hand  eng., 
500  ft  hose;  bell  al.;  85  vol. 

ST.  JAMES,  p.  2,102;  f.  area,  600  a.;  mere, 
bldgs.,  wd.  ft  bk.,  1  to  4  stor.:  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  n.  ft  L  trk.,  2  hose  carts;  hose,  cot. 
rub.  lined,  gd.,  1,600  ft;  inf.,  600  ft;  tot  hose, 
2,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $2,500; 
vaL  bldgs.,  $500;  exp.  dept,  $500;  tot  mem., 
40  vol. 

Water  Supply — Src,  wells;  srs.,  pump  to  stdp. 
ft  dir.;   stdp.   cap.,   200,000   gals.;   2   pump,   eng.; 
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mrnina,  c.  L,  2%  m.,  4  to  12  In.  dia.;  42  hvd.;  6 
▼.;  met.,  10;  100  «erv.;  iwes.,  dom.  40  lb*.,  f. 
120  Ibg.;  cost,  $26,000;  wis.  owned  hj  city. 

ST.  PAUL,  p.  214,744;  f.  area,  64  aq.  m.;  mere, 
bldga.,  bk.  ft  atn.,  2  to  16  stor.;  priv.,  ttn.,  bk.  k 
wd.,  1  to  8  ator.;  wd.  rfa.  not  perm.;  fwka.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept.-— '1  -auto.  str. 
with  hoee,  20  str.  (1  in  reserve),  1  comb.  c.  k  h. 
wajT.,  1  auto.  comb.  c.  ft  h.  wag.  (1  c.  eng.  in 
Tvaerve)t  39  c  hand  ex.,  6  h.  ft  1.  trk.,  4  aer.  trk., 

1  water  tower,  19  hoee  wag.  (2  in  reserve),  1  hose 
reel  (1  in  reserve),  2  auto,  squad  wag.,  9  chiefs 
auto.,  22  fuel  ft  exercise  wag.,  188  hrs.  (14  ir 
reserve) ;  hose,  cot.,  rub.  lined,  gd.,  50,400  ft, 
(3^00  ft.  in  reserve);  f.  al.,  Gamewell,  242  bx.; 
val.  equip.,  $-275,000;  val.  bldgs.,  $415,000;  exp. 
dept.,  $4u0,000;  tot.  mem.,  8122,  pd.  full  time; 
undrs.   rating,   first   class. 

Water  Supply— ^rc.,  wells  ft  lakes,  26  m.  bus. 
cent;  sys.,  grav.  ft  pump  to  res.;  mat.,  clay  ft 
cone;  res.  cap.,  18,000,000  gala.»  loc  8  m.  dtf; 
11  pump,  eng.,  dasa  comp.  cond.  triple  exp.,  trip, 
air  ft  centrif.,  cap.  day  60,000,000  gals.:  mains, 
c.  i.,  407.02  m.,  4  to  86  in.  dla.;  8,618  hvd.; 
3,557  v.;  met.,  32,9^1;  38,416  serv.;  pipe,  lead 
ft  i.;  pres.  dom.  ft  f.  80  to  100  lbs.;  cons,  day, 
18,765,680  gals.;  cost,  $6,202,698;  cost  mtce., 
$165,000;  wks.   owned  by  city. 

ST.  PETER,  p.  4,176;  mere,  bldgs.,  wd.,  stn.  ft 
bk.,  2  ft  3  stor.;  priv.,  wd.,  bk.  ft  stn.,  l\i  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 12  c  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  mb.,  gd.,  500 
ft.;  inf.,  200  ft.;  tot  hose,  2,700  ft.;  f.  aL  bell; 
val.  equip.,  $3,600;  val.  bldgs-*  $5,000;  exp.  dept., 
$700;  tot.  mem.,  86  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src.,  well,  1  block  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  150,000  gals.; 
mat,  stl.;  2  pump,  eng.,  cap.  day  850,000  gals.; 
mains,  c.  i.,  6^  m.,  4  to  12  in.  dia.;  48  hyd.:  25 
v.;  met.,  250;  250  sefv.;  pipe,  galv.  i. ;  pres.,  dom. 
100  lbs.,  f.  100  to  125  lbs.;  cons,  day,  60,000 
gals.;  cost,  $48,000;  wks.  owned  by  city. 

SANBORN,  p.  462.  F.  dept. — 1  str.,  1  h.  ft  L 
trk.,  1,800  ft  hose;  bell  al.;   24  vol. 

SANDSTONE,  p.  1,818;  f.  area,  100  a.;  bldgs., 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  conibt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  f. 
al..   bell;    val.    equip.,    $2,500;    tot.   mem.,    25   vol. 

Water  Supply — Src,  spr.,  ^  m.  bus.  cent;  sys., 
grav.,  stdp.,  cap.,  60,000  gals.;  dim.  24  x  22;  mat. 
wd.,  res.  cap., 125,000  gals.;  2  pump,  eng.,  cap.  day, 
5,000,000  gals.;  mains,  iron,  4  m.,  6  to  8  In. 
dia.;  86  v.;  5  met.;  29  hyd.;  248  serv.;  pres.,  dom. 
50  lbs.,  f.  80  to  125  lbs.;  cost,  $40,000;  cost  mtce.. 
$900;  wks.  owned  by  Co. 

SAUK  CENTRE,  p.  2,154;  f.  area,  820  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd..  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  c  eng.,  1  h.  ft  1. 
trk.,  2  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft;  inf.,  500  ft.;  tot  hose,  2,500  ft;  f.  al.,  bell 
ft  telp.,  val.  equip.,  $8,000;  val.  bldgs.,  $2,000; 
exp.   dept,    $500;   tot   mem.,   58  vol. 

Water  Supply — Src,  lake,  2H  blocks  bus.  cent; 
sys.,  pump  dir.  tO  mains;  res.  evp,,  1,400,000  gals.; 

2  pump,  eng.,  cap.  day  1,400,000  gaU.;  mains, 
c  i.,  4%  m.,  4  in.  dia.;  44  hyd.;  22  ▼.;  met,  1; 
175  serv.;  pipe,  galv.  {.;  pres.,  dom.  40  lbs.,  f. 
80  to  125  lbs.;  cost,  $22,000;  cost  mtce.,  $2,400; 
wks.  owned  by  city. 

SAUK  RAPIDS,  p.  1,745;  f.  area,  600  a.;  bldgs., 
bk.  ft  wd.;  wd.  rfs.  perm.  F.  dept. — 1  gasoline 
eng.,  1  h.  ft  1.  trk.,  2  hose  carts,  8  c  ex.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell;  exp. 
dept,  $25;  tot  mem.,  20  vol.;  undrs.  rating,  third 
class. 

Water  Supply~^rc.,  wells  ft  cisterns. 

SEAFORTH.  p.  672.  F.  dept — 1  str.,  1,000 
ft.  hose;  16  vol. 

SEBEKA.  p.  428.  F.  dept — ^1  str.,  600  ft 
hose;    15  vol. 

SHAKOPEE,  p.  2,802;  f.  area,  15  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  bk.,  2  stor.; 
wd.  TM.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 
1  hand  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  nose, 
cot,  rub.  lined,  gd.,  2,500  ft;  val.  equip.,  $6,000; 
val.  bldgB.,  $4,000;  exp.  dept,  $200;  tot.  mem., 
50  vol. 

Water    Supply — Src,    riv.,    1    block    bus.    cent; 


sys.,  pump  dir.  to  mains;  1  pmnp.  eng.,  capi  dij 
1,000,000  gals.;  mains,  8,000  ft.,  2  in.  dia.;  vka. 
owned  by  city. 

SHEBURNE,  p.  814.  F  dept— 1  h.  ft  L  tik, 
1,300  ft  hose;  oell  al.;  26  voL 

SILVER  LAKE,  p.  882.  F.  dept — 1  h.  ft  L  tu 
1,000  ft  hose;  bell  aL;  20  toL 

SITEKA,  p.  560.  F.  dept — 1  casoUne  ev, 
hose  cart  ft  ladder;  bose,  600  ft;  r£L  equin.,  $1,* 
200:  val.  bldgs.,  $1,000;  tot  mem.,  SO  vol 

Water  Supply — Src,  riv.,  R.  B.  tk.  ft  S  Uzgt 
city  wella. 

SLAYTON,  p.  860.  F.  dept— 1  h.  ft  L  txk.,  1 
&  eng.,  2  hose  carts;  hose,  1,200  ft;  tot  mcsL, 
26  voL 

Water  Supply — Src,  wells;  stdp.  cap.,  1,80<I 
bbls.;  res.  cap.,  2,000  bbls.;  mainsT  2  m.,  4  to  I 
in.   dia.;    23  nyd.;  pres.,  dom.   40  lbs.,  f.  90  Iba 

SLEEPY  EYE,  p.  2,247;  t  area.  1,820  a.;  mere, 
bldgs.,  bk.,  2  stor.:  priv.,  wd.,  1%  stor.;  wd.  xfa 
not  perm.;  fwks.  h  oombt  ord.  F.  debt — 1  k 
ft  1.  trk.,  1  hose  wag.;  hose,  cot,  nib.  fined,  gi, 
1,800  ft;  f.  al.,  elec,  26  bx.;  vaL  equip.,  $2,000; 
val.  bldgs.,  $2,000;  exp.  dept,  $225;  tot  men., 
80  voL 

Water  Supply — Src,  well,  800  ft  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  85,000  gatlM.;  nut, 
wd.;  res.  cap.,  700,000  gals.;  2  pump,  eng.;  met, 
68;  21  serv.;  18  hyd.;  pres.,  dom.  46  lbs.,  L  160 
lbs.;  cons,  day,  150,000  gals.;  cost,  $5,000;  ooit 
mtce,  $500;  wks.  owned  by  city. 

SOUTH  ST.  PAUL,  p.  4,510;  f.  srea,  6  a.;  mere, 
bldgs..  bk.  ft  wd.,  2  ft  4  stor.;  priv.,  wd.,  8  stor.; 
wd.  ris.  perm.  F,  dept. —  4  c  hand  ex.,  1  hoee 
wag.;  5  hose,  car.;  1  sleigh,  2  his.;  hose,  cot, 
rub.  lined,  gd.,  4,200  ft;  inf.,  800  ft;  tot  iMse. 
5,000  ft;  f.  al.,  elec,  9  bx.;  vaL  equip.,  $5,200; 
val.  bldgs.,  $10,000;  exp.  dept,  $1,600;  tot  mem.. 
25,  pd.  full  time   2,  vol.   23. 

Water  Supply — Src,  wells,  800  ft.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.  150,000  ^Is.,  dim. 
16  X  100,  mat.  stl.;   mains,  c  1.,  10  1-7    m.,  6  to 

8  in.  dia.;  108  hyd.;  34  v.;  475  met;  500  serr.; 
pipe,  c  i.;  pres.,  dom.  ft  f.  25  to  100  lbs.;  cooc 
day,  100,000  gals.;  cost,  $80,000;  wks.  owned  bj 
city. 

SPARTA,  p.  900;  f.  area,  40  a.  P.  dept— 1 
h.  ft  1.  trk.,  2  hose  carts;  hose,  1,600  ft;  vaL 
equip..  $2,000;  tot  mem..  20  vol. 

Water  Supply — Src,  lake;  sys.,  dir.  pres.,  pomp; 

9  hyd.;  pres.,  dom.  60  lbs.,  f.  200  lbs.;  mains. 
H  m.;  wks.  owned  by  city. 

SPICER,  p..  400;  f.  area,  20  a.  F.  dept— 1 
gas  eng..  hook  ft  ladders  etc,  f.  al.,  bell;  vaL 
equip..  $1,800;  val.  bldg.,  $500;  tot  mem.,  S3  voL 

Water  Supply — Src,  lake. 

SPRINGFIELD,  p.  1,482;  f.  area,  80  a.;  mere, 
bldgs.,  2  stor.;  priv.,  wd.,  IH  &  2  stor.;  wd.  rfa 
not  perm.  F.  dept — 1  band  eng.,  6  c  hand  ex.. 
1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined, 
ffd.,  800  ft:  inf.,  700  ft;  tot  hose,  1,500  ft;  L 
al.,  bell;  val.  equip.,  $6,000;  vaL  bldgs.,  $6,000; 
exp.  dept,  $50;  tot.  mem.,  26  voL 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  75,000  gals.;  res.  cap.,  1,800  bbU.; 
pump,  eng.,  cap.  day  1,000,000  gals.;  maSna,  3 
m.,  4  to  8  in.  aia.;  86  hyd.;  pres.,  dom.  5S  to  53 
lbs.,  f.  75  lbs.;  cost,  $6,000;  wks.  owned  by  ^tj. 

SPRING  GROVE,  p.  620;  f.  area,  25  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — 2  hand  eng.,  12  c 
hand  ex.,  1  h.  ft  1.  tik.,  2  hose  reels  ft  carts;  bose. 
cot,  rub.  lined,  gd.,  600  ft;  f.  al.,  bell;  vaL  equip.. 
$400;  val.  bldgs.,  $600;  exp.  dept,  $100;  toe 
mem.,  25  vol. 

Water  Supply — Src,  well,  1  blodc  bus.  can.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  64,400  gals^;  mat, 
iron;  1  pump,  eng.,  cap.  day  16.000  gals.;  main, 
c  1.,  1  m.,  4  to  8  in.  dia.;  11  hyd.;  11  ▼.;  met, 
11;  40  serv.;  pipe,  gahr.  L;  pres.,  dom.  85  lbs.,  t 
40  lbs.;  cost,  $6,000;  wks.  owned  by  city  ft  Co. 

SPRING   VALLEY,   p.    1,817;    f.    area,    640   a.; 

mere   bldgs.,  bk.  ft  wd.,    1   ft   2   stor.;   priv.,   wd, 

1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;   causea  of  f.  inv.     F.  dept — 1   h.  ft  L   txk., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1.500  ft; 
inf.,  500  ft;  tot  hose,  2,000  ft.;  f.  aL,  dec;  vaL 
equip.,  $2,600;  val.  bldgs.,  $4,000;  exp,  dept. 
$200;  tot  mem.,  46  vol.;  undrs.  ration,  third 
class. 
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Wtter  Supply — Src.,  cpr.,  \i  m.  bus.  cent;  ays., 
pump  dir.  it  pump  to  stop.;  stdp.  cap.*  60,000 
gala.',  re«.  cap.,  8,000,000  gala.;  2  pump,  eng., 
daaa  dup.,  cap.  dav  1,000,000  -gaU,;  maina,  c.  L, 
5  m.,  4  to  S  in.  dia.;  80  turd.;  26  v.;  100  aenr.; 
pipe,  iron;  prea.,  dom.  60  Iba.,  f.  100  Iba.;  cona. 
day,  260,000  gala.;  coat,  $15,000;  coat  mice., 
$1,800;  wka.  owned  by  city. 

STAPLES,  p.  2,658;  f.  area,  1,000  a.;  mera 
bldga.,  bk.,  atn.  ft  wd.,  1  to  8  ator.;  priv.,  wd., 
1  ft  2  ator.;  wd.  rfa.  perm.  F.  ^ept. — 2  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hoae  car.;  hoae,  cot.,  rub. 
lined,  1,000  ft.;  f.  al.,  bell  ft  wh.;  tot  mem.»  28 
ToL 

Watar  Supply — Src,  well;  in  bua.  cent;  aya., 
grav.;  atdp.  cap.,  76,000  gals.;  dim.,  26  x  25;  mat 
fltl.;  res.  cap.,  50,000  gala.;  2  pump,  eng.;  cap. 
day,  60,000  gala.;  mains,  c.  i.;  2V&  ni.;  4  to  10  in. 
dia.;  82  hyd.;  9  v.;  160  met;  140  aenr.;  prea., 
dom.  46  lbs.;  f.  106  lbs.;  cons,  day,  50,000  gals.; 
cost,  $80,000;  wks  owned  by  city. 

STEPHEN,  p.  618;  f.  area,  4,000  ft;  mere 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
penn.:  fwlca.  ordL;  cauaea  of  f.  inv.  F.  dept — 1 
h.  ft  1.  trk.,  1  aer.  trk.,  2  hose  wag.,  2  bra.;  hoae, 
cot,  rub.  lined,  gd.,  1,700  ft;  f.  al.,  clec,  4  bx.; 
val.  equip.,  $1,600;  val.  bldgs.,  $6,000;  exp.  dept, 
$75;  tot.   mem.,   20   vol. 

Watar  Supply — Src.,  riv.;  ays.,  pump  dir.;  maina, 
c  L,  H  m.,  0  in.  dia.;  8  hyd.;  prea.,  f.  160  Iba.; 
coat,  $17,000;   exp.   dept,   $1,800. 

STEWART,  p.  412.  P.  dept — 1  h.  ft  L  trk., 
1,000  ft  hose;  bell  aL;  82  voL 

STEWARTVILLE,  p.  794.  F.  dept— 1  h.  ft  1. 
trk.,  2  hose  carta;  hoae,  1,250  ft;  f.  al.,  bell  ft 
wh.;  tot  mem.,  25  vol. 

Water  Supply — Src,  wells;  atdp.  cap..  2,000 
bbls.;  7  hyd.;  prea.,  dom.  45  to  60  lbs.,  U  00  to 
110  lbs. 

STILLWATER,  p.  10,198;  f.  a^ea,  2,370  a.; 
mere  bldga.,  bk.  ft  atn..  1  to  8     ator.;  priv.,  wd., 

2  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.;  1  gas  eng., 
4  c.  hand  ex.,  1  h.  &  1.  trk..  1  hose  wae.,  1  hose 
reel,  7  hrs.;  hose,  rub.,  gd.,  6,120  ft;  inf.  580  ft.; 
tot.  hose,  5,700  ft;  f.  aL,  elec,  29  bx.;  v^al. 
equip.,  $21,000;  val.  bldgs.,  $13,000;  exp.  dept, 
$19,000;  iot  mem.  10,  pd.  full  time  8,  pd.  part 
time   2;   undrs.    rating,   second   class. 

Water  Supply — Src,  lake  for  lower  sys.  &  spr. 
for  dom.  sys.,  1  m.  bus.  cent.;  sys.,  pump  to  stdp.; 

3  stdp.  comb.,  cap.  484,904  gals.,  loc.  on  top  of 
hills;  pump  for  upper  sys.;  2  pump,  eng.,  cap.  day 
2,000,000  gals.;  mains,  c.  L,  16  m.,  4  to  16  in. 
dia.;  175  hyd.;  55  v.;  1,050  serv.;  pipe,  galv. 
wrt.  i.  ft  lead;  pres.,  dom.  20  to  80  lbs.,  f.  80  to 
130  lbs.;  cons,  day,  1,410.000  gals.;  cost,  $180,- 
000;  cost  mtce.,  $5,500;   wks.  owned  by  city. 

SWANVILLE,  p.  897.  F.  dept — 1  atr.,  1  h.  ft 
1.  trk.,  6  c.  ex.,  1,000  ft  hoae;  bell  al.;   26  voL 

TAYLORS  FALLS,  p.  464;  f.  area,  80  a.;  mere, 
bldgs.,  bk.,  2  ft  8  ator.;  priv.,  wd.,  IH  ator.;  wd. 
rfa.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  eauaea 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  6  c.  hand  ex., 
2    hose    car.;    2   nose  wag.;   hdee,    cot.,  nd>.   lined, 

fd.,     1.100    ft;    f.    al.,    bell    ft    telp.;    val.    equip., 
1.200;   val.   bldga.,   $700;   «txD.   dept,   $460;   lot 
mem.,   25  vol. 

Water  Supply — Src,  spr..  ^  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  100,000  gals.;  2  pump,  eng., 
cap.  day  50,000  gals.;  mains,  c  i.,  1%  m.;  14 
hyd.;  24  v.;  22  met;  pres.,  dom.  ft  f.,  110  lbs.; 
con«.  day,  7,000  gals.;  cost,  $22,000;  cost  mtce., 
$55;  wks.  owned  by  ci^. 

TENSTRIKE.  p.  250.  F.  dept — 1  str.,  2  &  ex., 
1,000    ft  hoae;  beU  al.:   21  vol. 

THIEF  RIVER  FALLS,  p.  8,714;  f.  area,  160  a.; 
mere  bldga.,  bk.,  etn.  ft  wd.,  1  to  2  ;tor.;  priv., 
1  to  2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwais.  ft 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 1  atm. 
eng.,  6  c  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  8 
hose  car.,  2  hrs.;  hoae,  rub.  lined,  gd.,  2,000  ft; 
f.  Al.,  bell;  val.  equip.,  $8,000;  val.  bldga.,  $6,000; 
exp.    dept,   $2,400;  tot.  mem.,  181  voL 

Watar  Supply — ^Src,  deep  wella  ft  riv.,  aituated 
1  block  bua.  cent;  aya.,  pump  to  atdp.;  atdp.  cap., 
76,000  gals.;  dim.,  24  x  20  ft  x  120  ft;  mat, 
atl. ;  2  pump,  eng.,  cap.  dav  1,000,000  gala.; 
mains,  c  1.,  2  m.,  4  to  10  in.  dia.;  160  met;  pipe, 


5alv.    L;   prea.,    dom.    66    Iba.,   f.    100   Iba.;    cona. 
ay,   76,000  gala.;   coat,  $87,600;  wka.   owned  by 
ci^. 

TINTAH,  p.  817;  f.  area,  820  a.  F.  dept. — 1  c 
eng.,  1  h.  ft  1.  trk.;  val.  equip.,  $900;  val.  bldgs., 
$600;  tot.  mem.,  19  vol. 

Water  Supply — Src,  wells;  sya.,  pump  dir.;  8 
pump,  eng.;  cost  mtce.,  $100;  wks.  owned  by 
village. 

TOR  AH,  p.  600.  P.  dept — 1  fa.  ft  L  trk.,  1 
hand  eng.,  1,000  ft  hoae;  bell  aL;  28  part  pd. 
men. 

TRACY,  p.  1.876;  f.  area,  4  blodca;  mere  bldga., 
atn.  ft  bk..  1  ft  2  ator.;  priv.,  wd..  1  ft  2  ator.; 
wd.  rfa.  perm,  in  f.  area:  fwks.  ora.;  cauaea  of  f. 
inv.  F.  dept. — 1  h.  ft  I.  trk.,  2  c  hand  ex.,  1 
hoae  wag.,  1  hoae  ear.;  hoae,  cot,  nib.  lined,  gd., 
1,800  ft;  inf.,  200  ft;  tot  hose.  2,000  ft;  f. 
al.,  bell;  val.  equip.,  $6,000;  val.  bldga.,  $8,500; 
exp.  dept,  $150;  tot  mem.  24,  pd.  part  time. 

Water  Supply — Src.  well,  1,200  ft  bua.  cent; 
aya.,  grav.  ft  pump  dir.;  rea.  cap.,  150,000  gala.; 
1  pump,  eng.,  cap.  day,  1,000.000  gals.;  mains, 
c  1.,  4  m.,  4  to  8  in.  dia.;  86  hyd.;  326  serv.; 
prea.,  dom.  40  lbs.,  f.  110  lbs.;  cons.  day.  50,000 
gals.;  cost,  $40,000;  cost  mtce.,  $3,000;  wks. 
owned  by  city. 

TRIUMPH,  p.  248.  F.  dept— 1  atr.,  1  h.  ft  L 
trk..  1,000  ft  hoae;  bell  al.;  26  voL 

TRUMAN,  p.   461.     F.   dept — 2  hoae  carta,   1.- 

000  ft  hoae. 

TWIN   VALLEY,  p.   543.     F.  dept.— 1   str.,  2   c 

hand  ex.,   2  hose  carts;  hose,  cot.,  rub.   lined,  gd., 

1,300  ft;  f.  al.,  bell;  vaL  equip.,  $2,000;  val. 
bldgs.,   $500;   tot.   mem..   20  vol. 

TWO  HARBORS,  p.  4,990;  f.  area,  800  a.;  mere 
bldga.,  bk.  ft  wd..  1  to  8  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfs.  perm.;  fwka.  ft  combt  ord.;  cauaea  of  f. 
inv.  F.  dept — 1  h.  ft  L  trk.,  2  hose  car.;  hoae, 
cot,  rub.  lined,  gd..  8,000  ft;  f.  aL,  bell  ft  wh., 
7  bx.;  vaL  equip.,  $8,600;  vaL  bldga.,  $800;  exp. 
dept,   $800;  tot  mem.,   10  voL 

Water  Supply — Src,  lake,  %  m.  bua.  cent;  aya., 
pump  dir.;  atdp.  cap.,  4,000,000  gals.;  mat,  bk. 
ft  cone;  2  pump,  eng.,  cap.  day  6,000,000  gala.; 
maina,  c  L,  6  m.,  4  to  12  in.  dia.;  81  hyd.;  600 
aerv.;  pipe,  iron;  prea.,  dom.  80  Iba.,  f.  150  Iba.; 
cons,  day,  1,800,000  gals.;  coat,  $80,000;  coat 
mtce.,  $22,000;  wka.  owned  by  village. 

TYLER,  p.  614.  F.  dept — 600  ft  hoae;  16 
voL 

ULEN,  p.  488.  F.  dept — 1  h.  ft  I.  trk.,  900  ft 
hoae;  bell  al.;   18  vol. 

VERNOALE,  p.   600;  f.  area,   80  a.     F.  dept — 

1  c  eng.,  1  h.  ft  1.  trk.,  1  hose  cart;  val.  equip., 
$1,800;   vaL   bldf^s.,   $1,500;   tot.   mem.,   25   vol. 

Watar  Supply — Src,  wells;  ays.,  pump  to  atdp.; 
wks.   owned  by   city. 

VERGAS,  p.  287.  F.  dept — 1  atr.,  1  c  eng.. 
1,000  ft  hose;  bell  aL;  16  voL 

VERNON  CENTER,  p.  289.  F.  dept— 1  h.  ft  L 
trk.,  1  c  eng.,  500  ft  hoae;  bell  al.;  voL 

VESTA,  p.  248.  F.  dept — 1  atr.,  700  ft  hoae; 
bell  al.;  24  voL 

VILLARD,  p.  260.  F.  dept— 1,000  ft  hoae; 
bell  aL;  voL 

VIRGINIA,  p.  10,478;  f.  area,  1,040  a.;  mere 
bldgs.,  bk.,  1  to  6  etor.;  priv..  wd.,  1  to  3  ator.; 
wd.  Tte.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  auto.  comb.  h.  ft 
c  wag.,  2  comb.  c.  ft  h.  wag.,  1  h.  ft  L  trk.,  1 
hose  wag.,  1  hose  sled,  1  h.  ft  1.  sled,  1  hose 
reel,   1   cnief'-s  auto.,   2   hrs.;  hose,  cot,  ivb.  lined, 

fd.,  7,000  ft;  inf.,  500  ft;  tot  hose,  7.500  ft; 
aL,  Gamewell,  44  bx.;  val.  equip.,  $89,000;  val. 
bldgs.,  $31,000;  exp.  dept.,  $21,000;  tot.  mem. 
15.    pd.   full  time. 

Water  Supply — Src,  wells,  3  blocks  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.  pres.;  stdp.  cap.,  100,- 
000  gals.;  res.  cap.,  1,225,000  gals.;  5  pump, 
eng.,  cap.  day  8,500,000  gals.;  mains,  c  ft  wrt  L, 

2  to  16  in.  dia.:  120  hyd.;  600  met;  1.800  serv.; 
pres.,  dom.  43  lbs.,  f.  110  lbs.;  cona.  day,  900,000 
gals.;  wks.  owned  by  municipality. 

WABASHA,  p.  2,622;  f.  area,  10  a.;  mere  bldga., 
bk.,  1  to  3  ator.;  priv.,  stn.,  bk.  ft  wd.,  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  ord. 
F.  dept. — 1  atr.,  1  e  eng.,  2  e  hand  ex.,  1  h.  ft 
1.  trk.,  4  hoae  car.,  1  hoaq,  wag.;  hoae,  cot,  nA. 
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lined,  gd.,  2.200  ft;  inf.,  800  ft;  tot  boae,  2,500 
ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $9,000;  val. 
bldgrs..  $6,000:  exp.  dept,  $76;  tot  mem.,  40  vol. 
Water  Supply — Src,  riv.;  ays.,  pump  dir.;  pump 
cap.  day.  680,000  gala.;  coat,  $6,000;  coat  mtce., 
$200;    wks.    owned  by   Co. 

WABASSO,  p.  848.  F.  dept — 1  atr.,  1  h/  jc 
1.  trk.,   1,000  ft  boae;  bell  al.;   24  vol. 

WAGON  I  A,  p.  817;  f.  area,  120  a.;  mere,  bldga., 
wd.,  1  ft  2  ator.;  priv.,  wd.,  1^  ator.;  cauaea  of 
f.  inv.  F.  dept. — 1  gas.  eng.,  2  comb.  c.  &  h. 
wag.,  1  c.  hand  ex.,  1  aer.  trk.,  1  hose  wag.;  hoae, 
cot.,  rub.  lined,  gd.,  2,200  ft.;  f.  al.,  bell;  val. 
equip.,  $5,400;  val.  bidgs.,  $15,000;  exp.  dept, 
$75;  tot.   mem.,  70  vol. 

Water  Supply — Src,   ciatema.     No  waterwka. 

WADENA,  p.  1,820;  bldga.,  wd.  A  bk.,  1  ft  2 
ator.;  wd.  if  a.  not  perm.;  no  fwka.  ft  combt  ord. 
F.  dept — 1  h.  ft  1.  trk.,  2  hoae  car.;  hoae,  cot., 
rub.  lined,  gd.,  1,200  ft.;  <rub.,  gd.,  50  ft.;  inf., 
400  ft.;  tot  hoee,  1,p650  ft;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $1,500;  val.  bidgs.,  $6,000;  exp.  dept, 
$100;  tot.  mem.,  26  vol.;  undra.  rating,  third  cl««s. 

Water  Supply — Src,  wella,  1-6  m.  bus.  cent; 
aya.,  pump  to  res.  ft  dir.  to  maina;  atdp.  cap., 
100,000  gala.;  mat,  atl.;  res.  cap.,  100,000  gala.; 
1  pump,  eng.,  daaa  trip.,  cap.  day  720.000  gala.; 
maina,  c.  i.,  2  m.,  4  to  10  in.  dia.;  24  nyd.;  met, 
60;  pipe,  galv.  L;  prea.,  dom.  45  Iba..  f.  120  Iba.; 
coat,  $12,000;  cost  mtce.,  $1,000;  wka.  owned  by 
city. 

WALKER,  p.  »17.  F.  dept — 1,000  ft  hose; 
bell  aL;  9  vol. 

WALNUT  GROVE,  p.  866.  F.  dept— 800  ft 
hoae;   bell  aL;   24  vol. 

WANDA,  p.  129;  f.  area,  10  a.  F.  dept — 1 
gas.  eng.,  1  aer.  trk.,  1  hose  wag.,  1,200  ft.  hoee; 
f.  al.,  bell;  val.  equip.,  $1,600;  exp.  dept,  $100; 
tot.   mem.,   14   vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  eye., 
pump  to  Btdp.;  stdp.  cap.,  40,000  gals.;  2  pump, 
eng.,  cap.  day  360,000  gal-s.;  mains,  c.  i.,  2,200 
ft,   6   in.  dia.;   5  hyd. ;   1  v.;   16  met;  pre©.,  dom. 

75  lbs.,  f.  125  lbs.;  cona.  day,  3,000  gala.;  coat, 
$7,000;  cost  mtce.,  $500;  wks.  owned  by  city. 

WARREN,  p.  1,618;  priv.  bldgs.,  bk.  ft  wd.,  2 
ator.;  wd.  rfa.  perm;  fwka.  ft  combt  ord.;  cauaea 
of  f.  Inv.  F.  dept. — 1  c  eng.,  9  c.  hand  ex.,  1 
h.  ft  1.  trk.,  2  hoae  car.:  hoae,  cot,  rub.  lined,  gd., 
1,750  ft;  inf.,  1,200  ft;  tot  hoae,  2,950  ft;  f. 
al.,  bell  ft  wh.;  vaL  equip.,  $8,250;  val.  bidgt., 
$2,500;  exp.  dept,  $800;  tot  mem.,  22  vol.; 
undra.    rating,   third    claas. 

Water  Supply — Src,  well;  4  blocks  bua.  cent; 
aya.,  pump  to  atdp. ;  stdp.  cap.,  50,000  g^ala. ;  dim., 
18  X  20;   mat,  stl.;    1  pump,   eng.,   cap.  day,   SO,- 

000  gals.;  mains,  c  i.,  2  m.,  4  to  8  in.  dia.; 
27  hyd.;  11  v.;  met,  200;  230  serv'.;  pipe,  galv. 
L;  prea..  dom.  45  lbs.,  f.  45  Iba.;  coat,  $88,000; 
coat  mtce.,  $500;  wka.  owned  by  city. 

WARROAO,  p.  927.  F.  dept— 1  str.,  1,760 
ft.  hose;   f.   al.,  elec.   wh.;    80  vol. 

WASECA,  p.  8,054:  f.  area,  900  a.;  bldgs.,  bk. 
ft  stn.,  2  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt. 
ord.    F.  dept — 1  h.  ft  1.  trk.,  1  comb.  e.  &  h.  wag., 

1  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  $1,600  ft.; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $2,900;  val.  bldga., 
$12,000;  exp.  dept,  $404;   tot.   mem.,   33   vol. 

Water  Supply — Src,  wella,  1,200  ft  bua.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  10<U000  gala.;  1 
pump,  eng.,  claaa  dup.,  cap.  day  1,500,000  gala.; 
maina,  c  1.,  5%  m.,  4  to  12  in.  dia.;  42  hyd.; 
200   aerv.;   pipe,   galv.    1.*   prea.,   dom.    45   Iba.,   f. 

76  Iba.;  Qoat,  $85,000;  wkb.  owned  by  city. 

WATERTOWN,  p.  465;  f.  area,  80  a.;  bldga., 
wd.,  1%  ator.;  wd.  rfa.  perm.  F.  dept — 1  atr., 
1  h.  ft  1.  trk.,  2  hoae  car.;  hoae,  cot,  rub.  lined, 
gd.,  800  ft:  inf.,  850  ft;  tot  hose,  1,160  ft;  f. 
al.,  bell;  val.  equip.,  $4,000;  val.  bldga.,  $4,000; 
exp.  dept,*  $1,000;  tot  mem.  82,  pd.  full  time  1, 
vol.  81;  undra.  rating,  third  claaa. 

Water  Supply — Src,  riv.;  ays.,  pump  dir.;  mains, 
c.  L,  %  m.,  4  in.  dia.;  6  hyd.;  prea.,  f.  160  lbs.; 
coat,  $2,500;  coat  mtce.,  $500;  wka.  owned  by 
town. 

WATERVILLE,  p.  1,278;  f.  area.  1,200  a.;  mere 
bldga.,  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  IH  ft  2  stor.; 
wd.  rfs.  perm.;  fwka.  ft  combt.  ord.:  causes  of  f. 
inv.  F.  dept. — 1  hand  enc.,  1  h.  ft  t  trk.,  S  hose 
car.;  hose,  cot,  rub.  Uned,  gd.,  1,400  ft;   f.  aL, 


bell;  val.  equip.,  $1,000;  vaL  bldga.,  $4,000;  tot 
mem.,  80  vol. 

Water  Supply — Src,  wella,  riv.  ft  litke. 

WATKINS,  p.  866.  F.  dept — 1  str.,  1,200  ft. 
hose;  bell  al. 

WAVERLY,  p.  460.  F.  dept— 1  h.  ft  L  tit, 
800  ft  hoae;  telp.  al.;  25  voL 

WAYZATA,  p.  492.  F.  dept— 1  h.  ft  1.  trk..  1 
str.,  1,000  ft  nose;  bell  al.;   20  voL 

WELCOME,  p.  548.  F.  dept — c.  hand  «.,  2 
hose  wag.,  2,100  ft.  hoae;  f.  al.,  wh.;  vaL  equip., 
$5,000;  val.  bldga.,  $1,500;  tot  mem.,  30  vol. 

WELLS,  p.  1,755;  f.  area,  480  a.;  mere  bld«k, 
bk.  ft  atn.,  2  ator.;  priv.,  wd.,  1%  ft  2  ator.;  vd. 
rfa.  perm.;  fwka.  ft  combt  ord.  F.  dept — 3  c 
hand  ex..  1  h.  ft  L  trk.,  4  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  f.  aL,  bell  ft  wh.;  val 
equip.,  $4,000;  exp.  dept,  $300;  tot  mem.,  SO 
voL 

Water  Supply — Src,  wella,  6  blocks  bus.  cent; 
aya.,  grav.,  pump  dir.;  atdp.  cap.,  75,000  gali.; 
mat,  atl.  ft  wd.;  res.  cap.,  75,000  ^la.;  2  pomp. 
eng.,  cap.  day  1,000,000  gala.;  mains,  c  i,  3% 
m.,  4  to  10  in.  dU.;  25  hyd.;  18  v.;  145  met;  125 
aerv.;  pipe,  galv.  i.;  prea.,  dom.  45  lbs.,  f.  125 
Iba.;  con^  day,  90,000  gala.;  cost,  $25,000;  wka. 
owned  by  dty. 

WESTBROOK,  p.  429.  F.  dept — 1,000  ft  hose; 
24    VOL 

WEST  CONCORD,  p.  584;  f.  area,  20  a.  F. 
dept — 2  hoae  carta;  hoae,  1,000  ft;  vaL  equip.. 
$5,000;   vaL  bldga.,   $2,000;  tot   mem.,    20  voL 

Water  Supply — Src,  wella;  2  pumps;  gaa  eng.; 
maina,   H  m.;  10  hyd.;  cost,  $2,500. 

WEST  UNION,  p.  163;  f.  area,  40  a.  F.  depL— 

1  ga«.  eng.,  1  c.  eng.;  val.  equip.,  $850;  vaL  bldgs., 
$200;  exp.  dept,  $8.00;  tot.  mem.,  17   voL 

Water  Supply— -^rc,  well;  sys.,  pump  dir.;  1 
pump,  eng.,  cap.  day  141,120  gala.;  prea-,  iOO 
lbs.;   cost,   $850;   wks.  owned  by  villain. 

WHEATON,  p.  1,800;  f.  area,  10  a.;  bldsa.,  »d. 
ft  bk.,  2  ator.;  wd.  rfa.  perm.;  no  fwka.  A  eoonot  vi. 
F.  dept — 1  c.  hand  ex.,  1  h.  ft  L  trk.,  3  hose 
wag.;  hose,  cot,  rub.  lined,  gd..  2,000  ft;  nib^ 
gd.,  500  ft;  tot  hose,  2,o00  ft;  f.  al.,  bell  t 
telp.;  vaL  equip.,  $4,000;  vaL  bldgs.,  $500;  tot 
mem.,   30  vol. 

Water  Supply — Src,  wella;  ays.,  pump  to  rca.  t 
dir.;  res.  cap.,  2,000  bbla.;  met,  70;  prea.,  doc. 
46  Iba.;  cona.  day,  6,000  ffala.;  cost,  $12,000; 
coat  mtce.,  $900;  wks.  owned  by  town. 

WHITE  BEAR.  p.  1,505;  f.  area,  600  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd., 
IH  ator.;  wd.  rfa.  perm,  in  f.  area;  causes  of  L 
inv.     F.  dept — 1  atr.,  4  c  hand  ex.,  1  h.  ft  L  tik^ 

2  hoae  car.,  4  hra.;  hoae,  cot,  rub.  Uned,  gd.,  L- 
800  ft;  inf.,  400  ft;  tot  hose,  2,200  It;  f.  aL 
bell  ft  elec;  val.  equip.,  $4,000;  val.  bld^.,  $1,500: 
exp.  dept,  $700;  tot  mem.,  30  vol. 

Water  Supply — Src,  well;  aya.,  pump  to  rM.  t 
dir.;  rea.  cap.,  2,000  bbls.;  62  hyd.;  pres.,  f.  24 H 
lbs.;  cona.  day,  12,000  gala.;  coat,  $9,500;  cost 
mtce.,  $500;  wka.  owned  oy  town. 

WILLMAR,  p.  4,185;  f.  area,  1,600  a.;  mete 
bldga.,  atn.,  bk.  ft  wd.,  1  to  8  stor.;  prW.,  wd.,  i 
stor.;  wd.  rfa.  not  perm,  in  f.  area;  causes  <^  1 
inv.      F.  dept — 1   str.,   1   aer.  trk.,   1    h.   ft   L  trt, 

3  ho^e  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft: 
rub.,  gd.,  500:  tot  hose.  2,000  ft.;  f.  aL,  automati: 
ft  wh.;  val.  equip.,  $8,000;  val.  bldgs..  flO.Oi"*; 
exp.  dept,  $150;  tot.  mem.,  50  vol.,  pd.  50  ("rct* 
per  hour. 

Water  Supply — Src,  wells;  ays.,  pnmp  to  stdp.; 
stdp.  cap.,  60,000  gala.;  dim.,  20  x  20;  mat,  sQ.; 
2  pump,  eng.,  cap.  day  1.000,000  gals.;  msfna,  4^ 
m.,  2  to  8  in.  dia.;  87  hyd.;  12  v.;  met.,  8;  SM 
aerv.;  pipe,  iron;  prea.,  dom.  40  lbs.,  f.  75  Iba; 
cona.  day,  100,000  gals.;  cost,  $85,000;  wks. 
owned  by  city. 

WlLMOt,  p.  258.  F.  dept~760  ft.  hose;  bell 
al.;  20  voL 

WINDOM,  Cottonwood  Co.,  p.  1,749;  f.  ana, 
480  a.;  mere,  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.. 
wd.,  1^  stor.;  wd.  rfs.  perm.;  no  fwka.  ft  ccmibt 
ord.;  causes  of  f.  not  inv.  F.  dept — 1  h.  ft  L  tit^ 
2  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  900  ft; 
inf.,  100  ft;  tot  hose.  1,000  ft;  f.  al..  wh.:  vaL 
equip.,  $1,200;  val.  bldgs.,  $600;  exp.  dept.  $300: 
tot  mem. ,  25,  pd.  part  time;  imdrs.  rating,  t^fi 
clasa. 
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Water  Supply — Src.,  well*,  2  blocke  bus.  cent.; 
8ya.»  grav.  &  pump  to  etdp.;  stdp.  cap.,  130,000 
gals.;  dim.,  25  x  35;  mat.,  stl. ;  2  pump,  eng., 
class  trip.,  cap.  day  500,000  gals.;  mains,  6  m.,  4 
to  10  in.  dia.;  30  hyd.;  17  v.;  met.,  180;  180 
serv. ;  pipe,  c.  i.;  pres.,  dom.  &  f.,  60  lbs.;  cone, 
day,  25,000  gals.;  cost,  $25,000;  cost  mtce.,  $4,- 
000;  wks.  owned  by  city. 

WINNEBAGO  CITY,  p.  1.554;  f.  area,  320  a.; 
mere,  bldgs.,  bk.,  stn.  k  wd.,  1  Je  2  stor.;  priv., 
wd.,  1  k  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt. 
ord. ;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  b. 
k  1.  trk.,  1  hose  sleigh,  2  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,700  ft.;  inf.,  100  ft.;  tot.  hose, 
1,800  ft;  f.  al.,  bell  k  wh.;  val.  equip.,  |1,800;  vaL 
bldgs.,  $2,000;  tot.  mem.,   25  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  mains; 
res.  cap.,  800,000  gals.;  2  pump,  eng.,  cap.  day 
1,000,000  gals.;  mams,  3%  m.,  4  to  8  in.  dia.; 
46  hyd.;  4  v.;  met,  6:  298  serv.;  pipe,  iron;  pree., 
dom.  40  lbs.,  f.  110  lbs.;  cons,  day,  76,000  gals.; 
cost,  $15,000;  cost  mtce.,  $1,500;  wks.  owned  by 
ci^. 

WINONA,  p.  18,683;  f.  area,  26,000  a.;  mere, 
bldgs.,  bk.,  A  stn.,  1  to  10  stor.;  priv.,  bk.  k  wd.. 
1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
&  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  str., 
1  comb.  c.  k  h.  wag.,  1  c.  eng.,  2  h.  &  1.  trk., 
1  aer.  trk.,  4  hose  wag.,  1  squad  wiag.  k  c, 
10  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f. 
al.,  Gamewell,  60  bx.;  val.  equip.,  $90,000;  vaL 
bldgs.,  $48,000;  exp.  dept,  $31,000;  tot  mem.  31. 
pd.  full  time. 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  20,000  gals.;  mat,  stL;  3  pump,  eng., 
cap.  day  11,000,000  gals.;  mains,  c.  L,  36  m.,  6 
to  30  in.  dia.;  365  hyd.;  221  v.;  met.  1,775;  2,68] 
serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  90 
lbs.;  cons,  day,  2,195,826  gals.;  cost,  $884,961.73; 
cost  mtce.,  $10,862.64;  wks.  owned  by  city. 

WINTHROP,  p.  1,043.  F.  dept— 1  h.  *  L 
trk.,  2  hose  carts;  hose,  2.500  ft;  exp.  dept,  $125; 
tot  mem.,  24  vol. 

Water  Supply — Src.,  wells  &  tk.;  1  pump;  17 
hyd.;  5  v.;  mains,  6  to  8  in.  dia.;  pres.,  dom.  46 
lbs.,  f.   45   lbs.;   wks.   owned  by  city. 

WOLVERTON,  p.  200.  F.  dept — 1  c.  eng., 
1  h.  «Sc  1.  trk.;  vil.  equip.,  $500;  val.  bldgs.,  $400; 
lot.  mem.,  20  vol. 

Water  Supply — Not  reported. 


WOODLAKE,  p.  292.  F.  dept— 1,000  ft  hose; 
vol. 

WORTHINQTON.  p.  2,386;  f.  area,  320  a,;  mere 
bldgs.,  bk.,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  k  combt.  ord.;  causes  of  f.  Inv. 
F.  dept — 1  c.  eng.,  1  h.  &  1.  trk.,  3  hose  wag., 
1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,250  ft; 
f.  al.,  bell  k  wh.;  val.  equip.,  $2,100;  vaL  bldgs., 
$800;  tot  mem.,  38  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent.; 
sys.,   pump  dir.;    8  pump,   eng.,   cap.   day   750,000 

gals.;  mains,  c.  i.,  3H  m.,  4  to  8  in.  dia.;  38 
yd.;  15  v.:  met,  66:  319  serv.;  pres.,  dom.  66 
lbs.,  f.  110  lbs.;  cost  $30,000;  cost  mtce.,  $1,592; 
wks.  owned  by  city. 

WYCKOFF,  p.  456.  F.  dept— 1  h.  &  1.  trk.,  2 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  1,200  ft; 
inf.,  500  ft;  tot  hose,  1,700  ft;  f,  al.,  wh.;  30  vod. 

YOUNG  AMERICA,  p.  303;  f.  area,  640  a.  F. 
dept — 1  gasoline  eng.,  1  hand  pump,  1  h.  &  1. 
trk.,  2  hose  reels;  hose,  1,800  ft;  f.  al.,  bell;  val. 
equip.,  $2,500;  val.  bldgs.,  $3,000;  tot  mem.,  34 
vol. 

Water   Supply — Src.,   cisterns. 

ZUMBRO  FALLS,  p.  208;  f.  area,  5  a.  F.  dept 
— 1  h.  k  1.  trk.,  2  hose  wag.;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft;  val.  equip.,  $1,000;  val. 
bldgs.,   $1,000;   tot.    mem.,  25   vol. 

Water  Supply — Src,  res.;  sys.,  grav.;  res.  cap., 
60,000  gals.;  1  pump,  eng.,  cap.  day  216,000 
gals.;  4  hyd.;  3  v.;  mains,  2,000  ft;  pres.,  dom. 
&  f.,  70  lbs.;  cost,  $10,000;  cost  mtce.,  $200; 
wks.  owneil  by  city. 

ZUMBROTA,  p.  1,138;  f.  area,  20  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  &  2  stor.:  priv.,  bk.  k  wd.,  1 
k  2  stor.;  wd.  rfs.  perm,  in  i.  area;  causes  of  f. 
inv.  F.  dept — 1  h.  k  1.  trk.,  3  hose  car.;  hose, 
cot.,  rub,  lined,  gd.,  1,600  ft;  f.  al.,  bell  k  23 
bx.;  val.  equip.,  $2,500;  val.  bldgs.,  $6,000;  exp. 
dept,   $300;    tot.    mem.,    90   vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  160,000  gfals.;  pump,  eng., 
cap.  day  50,000  gals.;  mains,  c  i.,  5  m.,  6  to  S 
in.  dia.;  33  hyd.;  15  v.;  50  serv.;  pres.,  dom.,  68 
lbs.;  cons,  day,  25,000  gals.;  cost,  $12,000;  cost 
mtce.,  $1,000;  wks.  owned  by  city. 

Places  with  a  population  of   1,000  or  more  not 

reported^Arlington. 
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ABERDEEN,  p.  3,708;  f.  area,  200  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  c  hand  ex.,  1  h.  &  1.  trk., 
1  hose  wag.,  5  hose  car.,  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft;  inf.,  500  ft.;  tot.  hose, 
2,500  ft;  f.  al.,  wh.;  val.  equip..  $7,500;  exp. 
dept,  $150;  tot  mem.,  60  vol.;  undxs.  rating, 
third    class. 

Water  Supply — Src.  wells   (4);  res.  cap.,   750,- 

000  gals. 

AMORY,  p.  2,122;  mere  bldgs.,  bk.  k  wd.,  2 
stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.;  fwks. 
k  combt   ord.;   causes  of  f.   inv.     No  org.  f.  dept 

Water  Supply — Src,  3  wells,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  dim., 
24  X  35;  mat.  stl.;  res.  cap.,  100,000  gals.;  2 
pump,  eng.,  class,  comp.  dup. ;  cap.  day,  250,000 
gals.;  mains,  c  i.,  7  m.,  4  to  10  in.  dia.;  58  hyd.; 
S8  v.;  225  met;  225  serv.;  pres.,  dom.  65  lbs., 
f.  100  lbs.;  cons,  day,  50.000  gals.;  cost.  $68,000; 
wks.  ov^Tied  by  city. 

BAY  ST.  LOUIS,  p.  3,388;  bldgs.,  wd.,  1  stor.; 
wd.  rfs.  perm.;  no  fwks.  k  combt  ord.     F.  dept — 

1  hand  eng.,  6  c  hand  ex.,  1  h.  &  1.  trk.;  hose, 
cot,  rub.  lined,  gd.,  350  ft;  f.  al.,  bell;  val. 
equip.,  $1,000^,  exp.  dept,  $100;  ^ot  mem..  76  voL 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
RTsv.;  mains,  iron,  10  m.,  2  to  4  in.  dia,;  38  hyd.; 
360  serv.;  pipe,  iron;  pres.,  dom.  k  f.  25  lbs.;  coat, 
$30,000;  wks.  owned  by  priv.  Co. 

BELZONI,  p.  1,059;  f.  area.  300  a.  F.  dept. — 
1  hand  h.  k  1.  trk.,  3  hand  hose  wag.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  f.  al.,  wh.;  val.  equip., 
$4,500;  val.  bldgs.,  $300;  vol. 


Water  Supply — Src.  wells,  %  m.  bus.  cent; 
.«»ys.,  pump  to  stdp.;  stdp.  cap.,  75.000  gals.;  res. 
cap..  110.000  gals.;  1  pump.  eng..  class  dup.,  cap. 
day  720,000  '^als.;  mains,  c  i..  5  m..  4  to  8  in. 
dia.;  30  hyd.;  15  v.:  20  met;  115  ser\'.;  pres.. 
dom.  65  Ib^..  f.  125  lbs.;  cost  $30,000;  cost 
mtre.,    $18,000;    wks.    owned    by    cit.v, 

BILOXI,  p.  8,049;  f.  area.  2,560  a.;  bldgs.,  bk. 
k  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord.  F.  dept — 2  str.,  2  c  eng.,  1  band 
eng  4  c  hand  ex.,  1  h.  &  1.  trk.,  4  hose  wag.  k 
buckets;  hose,  cot.,  rub.  lined,  gd.,  2,800  ft  ; 
inf..  1,000  ft;  tot  hose.  8.800  ft;  f.  al.,  elec: 
val.  equip.,  $16,000;  val.  bldgs.,  $6,000;  exp.  dept, 
$6,500;  tot  mem.  150,  pd.  full  time  7,  vol.  148: 
undrs.  rating,  second  class. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  240,000  gals.;  mat, 
stl.;  3  pump,  eng.,  cap.  day  3,600,000  gals.;  mains, 
c  i.,  27  m.,  4  to  10  in.  dia.;  300  hvd.;  250  v.; 
20  met;  1,400  serv.;  pipe,  galv.  i.;  pres..  dom.  35 
IDS.,  f.  125  lbs.;  cons,  day,  5,000  gals.;  cost,  $138,- 
000;    cost   mtce,    $2,400;    wks.    owned   by   citv. 

BROOKHAVEN,  p.  6,298;  f.  area.  2,600  a.; 
mere  bldgs.,  bk.  k  iron,  1  A;  2  stor.;  priv.,  wd., 
Ik  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes 
of  f.  mv.  F.  dept — 1  comb,  ladder  k  hose  wag., 
4  hose  carts;  hose,  cot,  rub.  lined,  gd.,  4,000  ft; 

I'lrk'n^^l^.*  ^^•»  ^*^-   n"*P-»   $8,000;  exp.  dept, 
$1,500;   tot  mem.,  80  voL 

Water  Supply — Src,  4  wells,  1.000  ft  bus. 
cent;  sys.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  90,- 
?S2  5*^"-  \^^-  ^^^  '*•  station;  mat.  stl.;  res.  cap., 
400,000  gals.;  8  pump,  eng.,  class  comp.,  cap.  day 
750.000  gals.;  1  pump,  cap.  1,000  gals,  min.; 
mams,  c  i.,  7  m.,  4  to  10  in.  dia.;  90  hyd.;  met; 
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pres.,  dom.  45  lbs.,  f.  140  lbs.;  cons,  day,  160»000 
gala.;  coat,   $100,000;   wks.  owned  by  city. 

CANTON,  p.  8,929;  f.  area,  640  a.;  mere,  bldgs., 
stn.,  bk.  &  wd.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm.;  fwka.  Sc  comfot.  ord.; 
cauaea  of  f.  in  v.  F.  dept. — 1  hand  eng.,  1  atr.,  1 
b.  &  1.  trk.,  3  ho8e  car.,  2  bra.;  hoae,  rub.,  gd., 
2,500  ft.;  inf.,  500  ft.;  tot  hoae,  8,000  ft.;  t. 
al.,  elcc;  val.  equip.,  $3,250;  exp.  dept,  $460; 
tot  mem.,  75  vol.;  undra.  rating,  third  claaa. 

Water  Supply — Src.,  wella,  %  m.  bua.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  211,000  gala.; 
dim.,  16  X  140;  mat,  iron;  rea.  cap.,  369,000 
gals.;   3  pump,   eng.,  claas  dup.,   cap.   day,   2,500,- 

000  gals.;  mains,  c.  i.,  14  m.,  4  to  10  in.  di^; 
97  hyd.;  50  v.;  met,  4;  600  aerv.:  pipe,  galv.  i.; 
pree.,  dom.  60  lbs.,  f.  60  to  100  Iba.;  cons,  day, 
850,000  gala.;  cost  $41,000;  cost  mtce.,  $10,000; 
wks.  owned  by  city. 

CLARKSDALE,  p.  4,079;  bldga.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfa.  not  perm.;  fwks.  ft  combt.  ord.  F. 
dept — 2  c.  eng.,  1  h.  ft  1.  trk.,  2  hose  carta;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell;  tot 
mem.,   50;   undra.  rating,  third  claaa. 

Water  Supply — Src,  well,  hi  m.  bus.  cent;  sys., 
dir.;  stdp.  cap.,  65,000  gals.;  res.  cap.,  380,000 
gals.;  2  pump,  eng.,  class  dup.,  cap.  day,  3,000,000 
gals.;  maina,  c.  i.,  16  m.,  4  to  8  in.  dia.;  170 
hyd.;  135  v.:  225  met;  700  aerv.;  prea.,  dom.  50 
lbs.,  f.  120  Ids.;  wks.  owned  by  city. 

COLLINS,  p.  2,681;  f.  area,  1  aq.  m.;  mere, 
bldga.,  bk.,  stn.  ft  wd.,  1  ft  2  ator.;  priv..  wd.,  1 
to  3  ator.  F.  dept. — 2  hose  car.;  hoae,  rub.  lined, 
1,500  ft;  f.  al.,  wh.;  tot  mem.  12,  pd.  part  time. 

COLUMBIA,   p.    2,029.     F.   dept — Not   reported. 

Water  Supply— -Src,  artesian  well  in  city;  aya., 
pump  to  stdp.;  stdp.  cap.,  76,000  gala.;  mat,  atL; 
res.  cap.,  107,000  gals.;  2  pump,  eng.,  class  comp., 
cap.  day,  1,080.000  gala.;  maina,  6  m.,  4  to  10  in. 
dia.;  mat,  c.  i. ;  52  hyd.;  38  v.;  25  met;  pres., 
dom.  60  lbs.,  f.  120  Ibe.;  cons,  day,  250,000  gals.; 
cost,  $56,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

COLUMBUS,  p.  8,988;  f.  area,  1,000  a.;  mere 
bldga.,  bk..  1  to  4  ator.;  priv.,  wd.,  2%  ator.;  wd. 
rfa.  not  perm.;  fwka.  ft  combt  ord.;  cauaea  of  f. 
inv.     F.  dept — 2  atr.,  1  band  eng.,  1  h.  ft  L  trk., 

1  hose  wag.,  2  hose  car.,  4  hra.;  hoae,  cot,  mb. 
lined,  gd.,  2,000  ft;  rub.,  gd.,  600  ft;  tot  hoae, 
2,500  ft;  f.  al.,  bell;  vaL  equip.,  $10,000;  val. 
bldga.,  $4,000;  exp.  dept,  $4,097.25;  tot  mem. 
61,  pd.  full  time  6,  voL  56;  undra.  rating,  second 
class. 

Water  Supply — Src,  creek,  2  m.  bua.  cent;  aya., 
grav.,  pump  dir.;  res.  cap.,  180,000  gala.,  loc  at 
sution;  2  pump,  eng.,  cap.  day  2,000,000  gala.; 
maina,  c  i..  10  m.,  6  to  8  In.  dia.;  116  hyd.;  90 
v.;  met,  26;  1,200  aerv.;  pres.,  dom.  26  Iba.,  1. 
100  Iba.;  cona.  day,  400,000  gala.;  coat,  $70,000; 
coat  mtce.,  $6,000;  wks.  owned  by  city. 

CORINTIi,  p.  6.020;  f.  area,  600  a.;  mere, 
bldgs.,  bk.,  1  to  4  ator.;  priv.,  wd.,  1%  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 8  hoae  car.;  hoae. 
cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  wh.;  tot 
mem.,  16  vol. 

Water  Supply — Src,  wella,  %  m.  bus.  cent; 
sya..  pump  to  atdp.;  atdp.  cap.,  60,000  gals.;  mat, 
stl.;  res.  cap.,  200,000  gala.;  8  pump,  eng.,  claaa 
air  comp.,  cap.  day  2,276.000  gala.;  maina,  c  L, 
7  2-3  m.,  4  to  12  in,  dia.;  1145  hyd.;  met,  2rtr; 
450  aerv.;  pipe,  galv.  i.;  prea..  dom.  48  Iba.,  f. 
48  to  100  Iba.;  coat  $67,700;  coat  mtce..  $6,000; 
wka.  owned  by  city. 

CRYSTAL  8PRINQS,  p.    1,848;  f.  area,  16  a.; 

mere  bldga.,.  wd.  ft  bk.,  1  ft  2  ator.;  wd.  rfa. 
not  perm.;  fwks.  ft  combt  ord.;  cauaea  of  f. 
not  inv.     F.  dept — 6  c  hand  ex.,  1  h.  ft  L  trie., 

2  hoae  carta;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
t  aL,  wh.;  val.  equip.,  $1,000;  tot  mem.,  SO  voL; 
undra.  rating,  third  claaa. 

Water  Supply — Src,  wella,  in  bua.  cent;  sya., 
pump  to  res.;  ree.  cap.,  118,000  gala.:  2  pump, 
eng..  cao.  day  690,400  gala.;  mains,  3%  m.,  4 
to  8  in.  dia.;  80  hyd.;  pres..  dom.  66  lbs.,  f.  180 
lbs.;    coat    $82,000;    coat   mtce.,    $4,000. 

ELLISVILLE,  p.  2.446.     F.  dept — ^Not  reported. 

Water  Supply — Src,  arteaian  well,  %  m.  bus. 
cent;  sya.,  pump  to  atdp.;  atdp.  cap.,  60.000  gala.; 
dim.,  23  x  24;  mat,  atl.;  rea.  cap.,  65,000  gals.; 


2  pump.  eng..  cap.  day  600,000  gals.:  mains,  4  au 

4  to  8  in.  dia.;  mat.  c  L;  81  hyd.;  ISO  wen.; 
100  met;  pipe,  galv.  i.;  prea.,  dom.  50  to  55  Ibt^ 
f.  120  Iba.:  cona.  day,  80,000  gala.;  cost  $20,000; 
wks.  owned  by  city;  leaaed  to  Ben.  P.  Gowen. 

ENTERPRISE,  p.  877;  bldgs.,  bk.  ft  wd.,  1  * 
2  stor.;  wd.  rfa.  not  perm.;  no  fwka.  ft  combt  ord.; 
cauaea  of  f.   inv.     F.  dept — ^Not  reported. 

Water  Supply— Src,  wella;  cap.,  100,000  gali.; 
coat,  $1,600. 

FAYETTE,  d.  776;  f.  area,  1  m.;  mere,  bldgi^ 
iron,  bk.  ft  wd.,  1  ft  2  ator.;  wd.  rfa.  not  perm, 
in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 10  c  hand  ex.,  2  hoae  car.;  hoae.  oot, 
rub.  lined,  gd.,  1,600  ft:  inf.,  200  ft;  tot  hoae. 
1,700  ft;  f.  aL,  bell  ft  wh.:  tot  mem.,  26  voL 

Wafer  Supply — Src,  well;  sya.,  pomp  to  res.; 
rea.  cap.,  100.000  gals.;  1  pump,  eng.;  IS  hyd.; 
pres.,  dom.  46  lbs.,  f.  146  lbs.;  cost,  $12,260;  wfci. 
owned  by  town. 

FORREST,  p.  1,100;  f.  area,  150  a.     F.  dept— 

2  hose  reels;  vaL  equip.,  $400;  val.  bldgs.,  $50; 
vol. 

Water  Supply — Src,  2  wells;  sys.,  pump,  dir.;  1 
pump,  eng.,  cap.  day  200,000  gals.;  mains,  3  in.: 
cost,  $10,000;  cost  mtce.,  $1,500;  wks.  owned  bj 
city. 

OLOSTER,  p.  1,486;  f.  area,  2  blodca;  mere, 
bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  S  ator.;  wd. 
rfa.  not  perm.  In  f.  area;  fwka.  ord.;  cauaea  of  L 
not  inv.  F.  dept — 2  h.  ft  1.  trk..  2  hose  car.; 
hose,  rub.,  gd..  600  ft;  inf..  800  ft;  tot  hose. 
1.300  ft;  1  al.,  bell;  vaL  equip.,  $800;  tsL  bldsa. 
$500;  tot  mem.,  40  voL 

Water  Supply — Src,  well,  %  m.  bus.  cent;  »>«-. 
grav.,  pump  to  res.,  to  stdp.  ft  dir.;  stdp.  czy.. 
35,000  gal-s.;  dim..  16  x  25,  loc  in  cent  to'<^:; 
mat.,  stl.;  2  pump.  eng..  class  dup.,  cap.  day  160.- 

000  gals.;  mains,  c.  i.,  5  m..  4  to  8  in.  dia.;  3f 
hyd.;  12  v.;  5  met;  120  serv.;  pres.,  dom.  .t  f. 
55  lbs.;  eons,  day,  70,000  gals.;  cost,  $23,i00; 
wks.  owned  by  city. 

GREENViLiLC,  p.  9,6!l0;  f.  area.  200  a.;  mm 
bldgs.,    bk.,    1    to   6    stor.;   priv.,   stn.,    bk.   ft  vd.. 

1  to  2V^  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwv*. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept.— 1  autj. 
comb.  c.  ft  h.  wag.,  1   diief's  auto.,  4    c  hand  ^i.. 

3  comb.  c.  ft  h.  wag.,  il  h.  ft  L  trk..  1  hose  «^-. 
11  hm.;  hose,  cot,  rub.  lined,  gd.,  6,4o0  ft,  nil-. 
gd.,  1,500  ft;  inf.,  1,800  ft;  tot  hose.  9.7J0  ft; 
f.  aL,  Oaimewell,  2i6  bx.;  vaL  equip.,  $4^.500;  \J 
bldgs.,    $20,000;    exp.    dept,    ^95,000;    tot    men. 


18.  pd.  full  time. 
Wats 


ater  Supply — Src,  wella,  %  m.  bua.  eeat; 
sys.,  pump  to  res.;  rea.  cap..  280,000  gals.,  loc 
near  station;  2  pump,  eng.,  cap.  day  1,S60.00« 
gals.;    mains,   c   L;    180   iQrd.;    1,100   aerv.;  pipe. 

falv.  L;  prea.,  dom.  86  Iba.,  t  90  Iba.;   eons,  da?, 
00,000  gala.;  coat,  $70,000;  cost  mtce.,  $8,000; 
wks.  owned  by  city. 

GREENWOOD,  Leflore  Co.,  p.  6.886;  mere  bldgs.. 
bk.  ft  wd.;  wd.  rfs.  perm.  F.  dept — 1  oomb.  c. 
ft  h.  wag.,  1  auto.  comb,  c  ft  h.  wag.  2  bn.,  4  ham 
reels;  hose,  cot,  rub.  lined,  gd.,  8,400  ft;  iBL 
600  ft;  tot  hose,  4.000  ft;  f.  aL,  wtt  ft  tdpi: 
tot  meoL  82,  pd.  full  time  6,  toL  27. 

Water  Supply — Src,  wells,  ^  m.  bus.  eeat; 
sya.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  120,061 
gMlB.;  mat,  stL;  res.  cap.,  276.000  galk,  loc  « 
pumn.  atation;  4  pump,  eng.,  daaa  dui».  eomp.  * 
triple  expansion,  cap.  day  4,600,000  gals.;  suioa. 
c  L,  7  m.,  4  to  10  in.  dia.;  100  hyd.;  42  v.;  SO* 
aerv.;  pipe,  galv.  L;  pres.,  dom.  45  ns.,  f.  100  Iba.; 
cona.  day,  1,500,000  gala.;  cost,  $60,000;  wka 
owned  by  city. 

GRENADA,  p.  2,814;  f.  area,  1  aq.  m.;  mm. 
bldgs.,  bk.,  2  ator.;  priv.,  wd.,  1  ft  2  stor.;  «. 
rfs.    not  perm.;    fwks.   ft   combt    ord.     F.    d»L-- 

1  h.  ft  1.  trk..  8  hoae  carta;  hoae.  1,600  ft;  I.  ^ 
bell  ft  wh.;  tot  mem.,  66  voL;  undr*.  ratiaf. 
third  claaa.  .     . 

Water  Supply*-Src.  wella.  %  A.  bos.  erac: 
sys.,  pump  to  stdp.  a  dir.;  stdp.  cap.,  175.00) 
gala.;  dim.,  86  x  89,  loc  on  hill.  120  ft  big^; 
mat,  atL;  rea.  cap..   77,000  gala.,  loc  at  statJoa: 

2  pump,  eng.,  class  comp.  dup.,  cap.  day  740,00% 
gala.;  maina,  c  L,  6  m.,  6  to  10  in.  dia.;  49  hjd.: 
met,  100;  30  serv.;  pipe.  galv.  L;  pres..  dora.  a' 
lbs.,  f.  70  lbs.;  cons,  day,  160,000  gmla.;  cotf. 
$60,000;  cost  mtce..  $1,800;  wka.  owned  by  ct? 
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QULFPORT.  p.  6,886.  F.  dept — 1  h.  ft  1.  trk., 
1  comb.  c.  k  h.  wag.,  8  hose  carts;  hose,  8,600  ft.; 
f.  •!.,  telp.  &  wh.;  vol.  co. 

Water  Supply — Src,  not  reported;  aya.,  pump 
to  res.  ft  dir.;  res.  cap.,  1,200,000  gals.;  1  pump, 
cap.  min.  1,100  gala.;  mains,  4  m.,  6  to  10  in. 
dia.;  60  hyd.;  wks.  owned  by  city. 

HATT^ESBURa  p.  11,778;  mere,  bidn.,  bk.  ft 
wd.,  1  to  6  Btor.;  prlv.,  wd.,  2  stor.;  wd.  rfa.  not 
perm,  in  f.  area;  fwka.  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  1  c  eng.  on  wis.,  76  c. 
hand  ex.,  1  comb.  c.  ft  h.  wag.,  2  hose  carts,  2 
hrg.;  hose,  cot.,  rub.  lined,  gd.,  4,000  ft;  rub.,  gd., 
400  ft;  tot  hose,  4,400  ft;  f.  a1.,  Qamewell,  18 
bx.;  val.  equip.,  $6,000;  val.  bldgs.,  $29,500;  exp. 
dept,  $3,000;  tot.  mem.  44,  pd.  full  time  12, 
Tol.  82. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  90.000  gals., 
dim.  14  z  80;  res.  cap..  150,000  gals.,  loc  60 
ft.  plant;  8  pump,  eng.,  class  comp.  dup.,  cap.  day 
1,000,000  gals.;  mains,  c.  i.,  15  m..  4  to  1*2  in. 
dla.;  186  hyd.;  116  v.;  met,  6;  1.250- serv.;  pipe, 
gi\v.  i;  pres.,  dom.  85  lbs.,  f.  100  to  120  lbs.; 
cost,  $51,000;  coat  mtce.,  $4,500;  wks.  owned  by 
city. 

HAZLEHURST,  p.  2,056;  f.  area.  200  a.;  mere, 
bldgs.,  bk.  ft  wd..  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 2 
ho9e  car.,  1  h.  ft  1.  trk.;  hose,  cot.  rub.  lined,  rd., 
1,500  ft;  f.  al.,  wh.;  tot  mem.,  40  vol.;  undrs. 
ratincr,    third   class. 

Water  Supply — Src.  wells,  in  bus.  cent.;  sys., 
pump  to  rcR.,  stdp.  ft  dir.;  stdp.  cap.,  75,000 
gals.,  dim.  20  z  85,  mat  stl.;  res.  cap..  100,000 
(?al8.,  loc.  at  power  house;  1  pump,  eng.,  cap. 
day  720.000  gala.;  mains,  c  i..  4  m.,  4  to  10 
in.  dia.;  27  hyd.;  20  v.;  met,  125;  175  serv.;  pipe, 
sralv.  i. ;  pres.,  dom.  60  lbs.,  f.  125  lbs.;  cons, 
(iay.  100,000  gals.;  cost,  $40,000;  cost  mtce., 
$6,000;   wks.  owned  by  city. 

HOLLY  SPRINGS,  p.  2,192;  mere  bldgs.,  bk. 
vt  wd.,  1  ft  3  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.  F.  dept — 4  hose  carta; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft;  inf.,  600  ft; 
tot  hose,  1.800  ft;  f.  al.,  wh.;  val.  equip., 
$1,600;  val.  oldgs.,  $800;  tot.  mem.,  11,  pd.  part 
time   1,  vol.    10. 

Water  Supply — Src,  wells,  600  ft.  bus.  cent; 
8VS.,  pump  to  stdp.;  stdp.  cap.,  108,000  gals., 
dim.  20  z  60,  mat  stl.;  res.  cap.,  270,000  gala., 
loc.  200  ft  from  tower;  2  pump,  eng.,  cap.  day 
850,000  gala.;  maina,  c.  i.,  7  m.,  6  to  10  in. 
dia.;  67  hyd.;  47  v.;  met.,  14;  800  serv.;  pipe, 
galv.  1.;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  cons, 
day,  60.000  gals.;  cost,  $66,000;  cost  mtce.,  $6,- 
500;  wks.  owned  by  city. 

JACKSON,  p.  21,262;  f.  area,  8,000  a.;  mere, 
bldgs..  bk.,  1  to  6  stor.;  prir.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  penn.  in  f.  area;  fwka.  ft  combt. 
ord.;  causea  of  f.  inv.  F.  dept. — 2  str.,  1  auto. 
«omb.  c.  ft  hose  wag.,  2  comb.  c.  ft  h.  wag.i  1  comb, 
auto.  aer.  trk..  In.  ft  L  trk.,  1  supply  wag.,  1 
chiers  auto.,  14  c.  hand  ez.,  11  hrs.;  hose.  cot.» 
nib.  lined,  gd.,  7,260  ft;  f.  aL,  Oamewell.  82  bx.; 
val.  equip.,  $22,450;  val.  bldgs.,  $60,000;  ezp. 
dept.,  $86,000;  tot  mem.,  84,  pd.  fttll  time. 

Water  Supply — Src,  riv.,  2  7-10  m.  bus.  cent.; 
sys.,  pump  dir.;  res.  cap.,  10,000,000  gals.;  8  pump. 
«ng.,  class  comp.,  cap.  day  18,000.000  gals.; 
mains,  60  m.,  4  to  2)4  in.  dia.;  520  nyd.;  a, 700 
met.;  4,000  serv.;  cons,  day,  8,000,000  gals.; 
cost,  $&50,000;  cost  mtce.,  $40,000;  wks.  owned 
by    city. 

KOSCIUSKO,  p.  2,885;  bldgs.,  bk.  ft  wd..  1  ft 
2  stor.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  800  ft.;  f.  al.,  bell; 
tot.    mem..   20  vol.;  undra.  rating,  fourth  claaa. 

Water  Supply — Src,  wells;  gys.,  pump  to  stdp.; 
strip,  cap.,  22,000  gals.;  pump,  eng.;  mains,  ^ 
m..  4  to  16  in.  dia.;  18  hyd.;  pres.,  dom.  49 
,lbs..    f.   SO  lbs.;  wka.  owned  by  A.  M.  Hanna. 

LAUREL,  p.  8,465.  F.  dept — 6  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  1,100  ft;  f.  al.,  telp.; 
tot.    mem..   52  vol. 

Water  Supply — Src.  pond  ft  well;  sys.,  pump 
to  TCH.;  res.  cap..  625,000  gals.;  2  pump,  eng., 
rlasn  comp.;  mains.  871  ft,  6  to  12  in.  dia.;  106 
hvfl, :    pres..   dom.    60   lbs.,   f.    125   lbs. 

LEXINGTON,  p.  2,428;  mere  bldgB.,  bk. 
ft  -wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
-wd.    Tt9.   perm,    in   f.    area;    fwka.   ft    combt.    ord.; 


causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hose 
reels;  hose,  cot,  rub.  Imed,  gd.,  1,500  ft;  f.  al., 
wh.:  tot  mem.,  18  vol.;  undrs.  rating,  third  clsss. 

Water  Supply— -Src,  well,  %  m.  dus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  mat,  stl.; 
res.  cap.,  250,000  fr&l«>;  2  pump,  eng.;  cap.  day, 
1,440,000  gals.;  mains,  c  L,  6  m.,  6  to  10  in.  dia.; 
80  hyd.;  pipe,  c  i. ;  pres..  dom.  60  lbs.,  f.  125  lbs.; 
cons,  day,  150,000  gals.;  cost,  $60,000;  cost 
mtce.,  $3,000;  wks.  owned  by  city. 

LUMBERTON,  p.  2,122;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept. — 8  hose  car.; 
hose,  rub.  lined,  gd.,  1,500  ft;  f.  al.,  elec  ft  telp., 
8  bx. :  tot.   mem.,   85. 

Water  Supply — Not  reported. 

■McCOMS,  p.  6,237;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  cone,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1,  trk.,  1  e 
eng.  on  wis.,  1  comb,  c  ft  h.  wag.,  8  e  hand  ex., 
2  nose  wag.,  3  hose  car.,  3  hr^. ;  hose,  cot.,  rub. 
lined,  gd.,  4,000  ft:  inf.,  200  ft;  tot  hose,  4,200 
ft.;  f.  al.,  telp.;  val.  equip.,  $.12,600;  val.  bldgs., 
$7i50;  exp.  dept,  $2,280;  tot.  mem.  19,  pd.  full 
time  4,  voL   15. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdn.; 
stdp.  cap.,  100,000  gals.;  2  pump,  eng.,  cap.  aay 
1,500,000  gals.;  mams,  c  i.,  8H  ni.f  4  to  10 
m.  dia.;   81  hyd.;  prea.,  dom.  65  Iba.,  f.   120  Iba. 

MACON,  p.  2.024;  f.  area,  5  blocks;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  hose  carts,  1  h.  ft  1.  trk.; 
hose,  2,400  ft.;  f.  al.,  telp.;  val.  equip.,  $2,750; 
exp.  dept,  $500;  tot.  mem.  10,  pd.  full  time; 
undrs.   rating,    fourth   class. 

Water  Supply-— Src,  riv.,  1  m,  bus.  cent.;  sj-s. 
pump  to  stdp.;  stdp.  cap.,  <1 00,000  gals.;  res.  cap., 
100,000  gals.;  2  pump,  eng.,  cap.  day  288,000 
gals.;  n^ains,  e  i.,  3^  m.,  6  to  8  in.  dia.;  70  hyd.; 
15  v.;  125  met.;  200  serv.;  pipe,  galv.  i.;  prea., 
dom.  70  lbs.,  f.  70  to  125  lbs.;  cons,  day,  200,000 
gflls.;  cost,  $70,000;  cost  mtce.,  $7,200;  wks. 
owned   by   city. 

MAGNOLIA,  p.  1,828;  bldgs.,  bk.  F.  dept — 8 
e  hand  ex.,  8  hose  car.;  hose,  gd.,  1,500  ft;  f.  si., 
telp.  ft  wh.;  tot.  mem.,  26  vol. 

water  Supply — Creek  ft  well;  sys.,  grav.  ft 
pump  to  stdp.;  atdp.  cap..  100,000  gals.;  2 
pumps,  cap.  day  1,628.000  gala.;  cap.  res.,  80,000 
grals.;   mains.  6  m.;   80  hyd. 

MERIDIAN,  p.  28,286;  f.  area,  4  so.  m.;  mere 
bldgs.,  bk.,  1  to  6  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 8  str. 
(in  reserve),  3  auto  comb,  e  ft  hose  wag..  1  diief*s 
auto.,  1  aer.  trk.,  17  c  hand  ex.,  2  como.  e  ft  h. 
wag.,  t  hose  wag.,  8  hrs.;  hose,  cot.,  mb.  lined, 
gd.,  10^400  ft.;  f.  aL;  Gamewell,  88  bx.;  val. 
,  equip.,  $48,000;  val.  bldgs.,  $22,<600;  exp.  dept., 
'  $36,000;  tot.  mem.  84.  pd.  full  time  80,  pd.  part 
time  4;  undra.  rating,  first  class. 

Water  Supply— ^re,  spr.  ft  watershed,  2  to  8 
m.,  pump,  station;  pump,  station  loc  within  6 
blocks  bus.  cent;  sys.,  punq;>  dir.;  res.  cap.,  at 
station  2,^500,000  gals.,  at  apr.  '500,000,000  gals.; 
8  pump,  eng.,  cap.  10,500,000  gals,  day;  two  e 
i.  conduits,  one  16  in.,  one  20  in.,  bring  water  by 
grav.  from  storage  res.;  mains,  e  i.,  40  m.,  4  to 
10  in.  dia.;  872  v.;  460  hyd.:  met,  3,200;  serv., 
4.200;  pipe,  e  i.;  pres.,  dom.  75  lbs.,  f.  135  lbs.; 
wks.  owned  by  city. 

MOSS    POINT,    p.    8,064;    f.  area,    1,920    a.; 

bldgs.,    wd..    1    stor.;    wd.    rfs.  perm.;    fwks.    ft 

combt.   ord.     F.   dept. — 1   str.,   1  nose  car.;   hose, 

cot.,   rub.   lined,  gd.,   500   ft;   f.  al..  bell  ft  wh.; 

val.  equip.,  $1,800;  tot.  mem.,  48  vol.;  undra. 
rating,   fourth   class. 

Watar  Supply — Sre,  riv.,  lake,  wells,  cap.  175 
gals,   min.;   1   pump.  eng. 

NATCHEZ,  p.  11,791;  f.  area,  21  blocks;  mere 
Dldgs.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  etn.,  bk.  ft 
wd..  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2 
str.,  4  c  hand  ex.,  1  c  eng.,  1  h.  ft  1.  trk.,  2 
hose  wag.,  9  hose  carts,  10  hrs.;  hose,  6,500  ft.; 
f.  aL,  bell;  vaL  equip..  $14,000;  vaL  bldgs., 
830.000;  exp.  dept.,  $6,500;  tot.  mem.,  800,  pd. 
full   time   5;   vol.    295;   und.   rating,   second   class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,    pump    dir.;    stdp.    cap.,    1<27,000    gals.,    loe 
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comer  (MonTX>e  ft  Tlndon  sU.;  ree.  cap.,  320,000 
gials.,  loc.  at  station;  2  pump,  eng.,  cap.  day 
8,600,000  galB.;  mains,  c.  i.,  25  m.,  4  to  1*4  in. 
(Ma.;   202   hyd.;  a8<6    v.;  met.,   1,2.4<8;   1.8&9  serv.; 

f)ipe,    WTl.    I.    k    lead;    prea.,    dom.    60    lbs.,    f.    7>i) 
be.;  cons,  day,  6^2,000  f?als>  cost,  $21S,4i80;   cost 
nvtoo.,  $2^,421;  wks.  owned  oy  city. 

NEW  ALBANY,  p.  2,082.  •  F.  dept. — 3  hose 
carts;  hose,  2.000  ft.;  f.  al.,  wh. 

Water  Supply — Src.,  2  artesian  wells,  cap.  120,- 

000  gals,  day;  qrs.,  pump  to  stdp.;  stdp.  cap.» 
80,000  gals.;  res.  cap.,  48,500  gals.;  2  pump, 
eng.,  class  dup.,  cap.  day  250,000  gals.;  mains, 
2  m.,  6  to  8  in.  dia.;  19  hyd.;  pres.,  dom.  60 
lbs.,  f.  100  lbs. 

OCEAN  SPRINGS,  p.  1.472;  f.  area,  8,200  a.; 
mere,  bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  comot.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  hand  ens.,  1  c.  eng.,  1  h.  ft 
1.  trk.,  1  hose  car.,  2  hrs.;  Hose,  cot,  rub.  lined, 
gd.,  800  ft.;  rub.,  gd.,  600  ft.;  tot.  hose,  800 
ft.;  f.  al.,  bell;  val.  bldgs.,  $2,600;  tot.  mem., 
40  vol.;  imdrs.  rating,  fourth  class. 

Water  Supply — Src,  well,  %  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  7.000  gals.;  mains, 
wrt.  L,  6  m.,  1  to  2^  in.  dia.:  110  hyd.;  60 
serv.;  pipe,  iron;  pres.,  dom.  25  lbs.,  f.  60  lbs.; 
cost,  $6,200;  cost  mtce.,  $76;  wks.  owned  by  Co. 

OKALONA,  p.  2,584;  mere,  bldgs.,  bk.,  1  stor.; 
priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.;  no  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  hose 
cart;  hose,  rub.,  gd.,  800  ft.;  tot.  mem.,  26  toI.; 
imdrs.  rating,  second  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  100,000  gals.;  2  pump, 
eng.;  mains,  6  m..  6  to  8  in.  dia.;  65  hyd.;  met., 
8;  pres.,  f.  80  to  100  lbs. 

OSYKA,  p.  824;  t  area,  8  a.;  mere,  bldgs.,  bk. 
ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  no  fwks.  ft  combt  ord.; 
causes  of  f.  not  inv.  F.  dept. — 4  c.  hand  ex.; 
f.  al.,  bell;  town  vol.  in  case  of  f. 

OXFORD,  p.  2,014;  mere,  bldgs.,  bk.,  1  to  8 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm. 
F.  dept — 8  hose  uirts,  8  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,300  ft;  inf.,  100  ft;  tot  hose, 
2,400  ft.;  f.  al.,  telp.;  val.  equip.,  $2,500;  val. 
bldgs.,  $2,500;  tot  mem.,  28  voL;  undrs.  rating, 
fourth  class. 

Water  Supply — Src.,  wells;  sys.,  pump  to  res.  ft 
dir.;  stdp.  cap.,  6>5,000  gals.;  res.  cap.,  74>,000 
gals.;  2  pump,  eng.,  cap.  day  700,000  gals.;  mains, 
c.  i.,  fl  m.,  4  to  8  in.  dia.;  90  hyd.;  830  serv.; 
pres.,  dom.  40  lbs.,  f.  55  to  90  lbs.;  cost,  $30,000; 
co.st  mtce.,  $3,^000;  wks.  owned  by  town. 

PASCAGOULA,  p.  6,057;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1% 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.; 
causes  of  f.  not  inv.  F.  dept — 2  h.  ft  1.  trk.,  8 
hose  wag.,  2  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  5,0U0  ft;  f.  al.,  bell  ft  wh. ;  val.  equip., 
$4,000;  val.  bldgs.,  $2,000;  exp.  dept,  $200; 
tot.  mem.,  40  vol. 

Water  Supply — Src,  artesian  wells;  sys.,  pump 
to  stdp.  ft  dir.;  stdp.  cap.,  75.000  gals.,  120  ft 
high;  mains,  10  m.,  2  to  8  in.  dia.;  48  hyd.;  wks. 
owned  by  Pascagoula  St.   Ry.  ft  Power  Co. 

PASS  CHRISTIAN,  p.  2,468;  mere  bldgs.,  wd., 

1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rn.  perm, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 2  h.  ft  1.  trk.,  f.  buckets;  val.  equip., 
$200;   vol. 

PICKENS,  p.  619.  F.  dept. — 2  hose  reels; 
hose,  1,000  ft;  f.  al.,  bell;  tot  mem.,  20  vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  86,000 
gals.;  res.  cap..  85,000  gals.;  1  pump,  eng.,  cap. 
day  504,000  gals.;  mains,  1  m.,  6  to  8  in.  dia.; 
18  hyd.;  pres.,  dom.  50  lbs.,  f.  90  lbs. 

PORT  GIBSON,  p.  2,262;  f.  area,  62  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord. ;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  'trk.,  8 
hose  wag.;  hose,  rub.,  gd.,  1,500  ft;  inf.,  200 
ft.;  tot.  hose,  1,700  ft.;  f.  al.,  wh.;  val.  equip., 
$5,000;  exp.  dept,  $500;  tot.  mem.,  40,  pd.  part 
time. 

Water  Supply — Src,  wells,  H  m.  bus.  cent; 
sys.,    pump    to    res.    ft    stdp.;    stdp.    cap.,    85.000 

Sals.;  dim.,  82  x  182;   mat,  stl.;  res.  cap.,   100,- 
00   gals.;    1   pump,   eng.,   class  dup.   comp.,   cap. 


min.  760  gals.;  mains,  c  i.,  6  m.,  4  to  8  ia.  dia.; 
46  hyd.;  pipe.  galv.  t;  pres.,  dom.  60  lbs.,  f.  Iti 
lbs.;  cons,  day,  110,000  gals.;  cost,  $62,000; 
wks.  owned  by  city. 

ROSEDALE,  p.  1,108.  F.  dept. — S  hose  reeli; 
hose.  1,200  ft;  f.  al.,  telp.;  tot  mem.,  17  vol 

VVater  Supply — Src,  wells;  sys.,  pmnp  to  stdp.; 
stdp.  cap.,  21,000  gals.;  1  pump,  eng.,  daaa  dnp., 
cap.  day  6,000,000  gals.;  mains,  4  to  6  in.  dia. 

SARDIS,  p.  1,406;  f.  area,  10  a.;  mere  bldgs.. 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor;  vi 
rfs.  perm.;  fwks.  ft  oomot  ord.  F.  dept. — 1  atr., 
2  hose  reels;  hose,  cot,  rub.  lined,  gd..  500  ft.; 
dept.  not  org.;  undrs.  rating,  fourth  dass. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  60,000  gals.;  cons,  day,  60.000 
gals.;  16  hyd.;  cost,  $16,000;  wks.  owned  bj 
town. 

SENATOBIA,  p.  1,276;  f.  area,  10  a.;  bldgs.,  bL 
ft  wd.,  1  ft  4  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord.  F.  dept. — 2  hose  car.;  hose,  cot,  rab. 
lined,  ffd..  600  ft.;  inf.,  50  ft;  tot  hose,  550  ft; 
f.  al.,  bell  ft  wh.,  9  bx.;  undrs.  rating,  fourth  dass. 

Water  Supply — Src.  wells,  400  ft.  bus.  cent: 
sys.,  pump  to  stdp.;  stdp.  oap.,  40,000  gak..  loc 
near  station;  res.  cap.,  20,000  gals.;  1  pump,  eng., 
cap.  day  832,640  gah.;  mains,  c.  i.  ft  stl.,  4.!! 
ni.,  2  to  8  in.  daa.;  22  hyd,;  20  v.;  75  met;  260 
serv.;  pipe,  stl.;  pros.,  dom.  80  lbs.  f.  80  lbs.; 
cons,  day,  150,000  gals.;  coet,  $1.2,600;  cost  mtc«.. 
$2,000;   wks.  owned   by  city. 

SHAW,  p.  826;  f.  area.  820  a.  F.  dept.— S 
hose  reels,  2  hrs.,  1,600  ft  hose;  vol. 

Water  Supply — Src,  artesian  well,  1  m.  bm. 
cent;  sys.,  pump  to  stdp.;  2  pump,  eng.,  cap.  day 
40,000,000  gals.;  mains,  25  m.;  25  hyd.;  10  v.; 
150  serv.;  pres.,  dom.  40  lbs.,  f.  60  lbs.;  cost. 
$80,000;  wks.  owned  by  city. 

STARKVILLE,  p.  2,698;  f.  area,  1,200  a.;  mm. 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  vi 
rfs.  not  perm.;  fwks.  ord.  F.  dept — 1  hoee  w«K.- 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  f.  al. 
wh.;  val.  equip.,  $1,500;  val.  bldn.,  $800;  tot 
mem.,  14  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  hi  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.,  to  stdp.  ft  dir.;  stdp. 
cap.,  50,000  gals.;  dim.,  80  x  28,  loc.  cent  ton; 
mat,  stL;  res.  cap..  100,000  gals.,  loc  at  atatk)o: 
1  pump,  eng.,  dass  oomp.  dup.,  cap.  day  750.000 

fls.;  mains,  c  i.,  6  m.,  1  to  8  in.  dia.;  S3  hyd.; 
v.:  met,  1;  156  serv.;  pipe,  galv.  L;  pres.,  dom. 
46  lbs.,  f.  90  to  126  lbs.;  cons,  day,  40,000  gds.; 
cost,  $81,000;  cost  mtce.,  $2,000;  wks.  owned  by 
dty. 

SUMMIT,  p.  1,471;  f.  area,  40  a.;  mere  bldgs. 
bk.  ft  stn.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept.— 4 
c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bdl;  val.  eqnip^ 
$«()();   \:il.   bldgs.,  $250;  tot.  mem.,  30  vol. 

Water  Supply — Src,  well,  in  bus.  c«nt;  e*». 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  86,000  gtli>: 
dim.,  100  X  12;  res.  cap..  60,000  gals.;  2  pump, 
eng.,  cap.  day  500,000  gals.;  mains,  4H  m..  4  to 
8  in.  dia.;  82  hyd.;  pres.,  dom.  44  lbs.,  f.  125  Iba; 
cost,  $18,875;  wks.  owned  by  city. 

TUPELO,  p.  8,881;  mere  bldgs..  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  bm. 
places  compelled  to  have  ladders  ft  buckets;  UDdn. 
rating,  third  class. 

Water  Supply — Src,  wells,  1,000  ft.  bus.  cest; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.: 
dim.,  22  X  80;  mat,  stl.;  2  pump,  eng.,  class  6vf. 
cap.  day  2,000,000  gals.;  mains,  c  i.,  6%  bl,  «. 
8  ft  10  in.  dia.;  66  hyd.;  40  v.;  pres.,  dom.  «0 
lbs.,  f.  125  lbs.:  wks.  owned  by  dty. 

VICKSBURG,  p.  20,81-4;  f.  area,  400  a.;  m»?rr 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  wd.,  bk  ft  stn.,  1 
to  3  stor.:  wd.  rfs.  not  perm,  in  f.  area;  fwks.  • 
combt.  ord.;  oauses  of  f.  inv.  F.  dept — 2  eV. 
10  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  4  conj 
c  k  h.  wag.,  1  hose  wag.,  18  hrs.;  hose,  cot.,  vr 
linwU  gd.,  6,000  ft;  inf.,  600  ft;  tot  hose,  O »' 
ft.;  f.  ul.,  bell,  eloc,  40  bx.;  val.  equip.,  $35,<«"' 
val.  bldpps.,  $50,000;  exp.  dept,  $40,000;  :oi 
mem.  29,  pd.  full  time. 

Water  Supply — Src,  riv.,  2  m.  bus.  cent;  tva. 
grav.,  pump  to  res.,  to  stdp.  ft  dir.;  stdp.  cap.. 
880,000  gala;  dim.,  140  x  22;  mat,  iron:  rei- 
cap.,    2,160,000    gals.;    5   pump,    enff.,   dass  d«^ 
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cap.  day  11,S50,000  galB.;  mains,  17  m.,  4  to  16 
in.  dia.;  180  hyd.;  76  v.;  met.,  800;  1,600  terv.; 
pipe,  lead;  pres.,  dom.  k  f.  80  lb«.;  cons,  day, 
1,500,000  ffftla.;  ooet,  $264,000;  wks.  owned  by 
Co. 

WATER    VALLEY,    p.    4,276;    f.   area,    480    a.; 

mere,  bldga.,  bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ator.; 
wd.  rfs.  not  perm.;  fwks.  Je  comot.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  c.  band  ex.,  1  b.  ^  L  trk.,  1 
hoBe  wag.,  8  bose  car.,  2  bra.;  bose,  cot,,  rub. 
lined,  gd.,  1,600  ft.;  f.  al.,  v/Yl;  val.  equip.,  9600; 
val.  bldga.,  $6,000;  ezp.  dept.,  $1,000;  tot.  mem., 
14  vol.;   undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
aya.,  pump  to  etdp.  A  dir.;  atdp.  cap.,  126,000 
finals.;  dim.,  16  x  80;  mat.,  stl.  &  cone;  2  pump. 
eng.,  class  comp.  &  centrif.,  cap.  day,  8,600,000 
gals.;  mains,  c.  i.,  20  m.,  4  to  8  in.  dia.;  65  hyd.; 
met.,  SOO:  550  serv.;  pipe,  lead  &  wrt.  L;  pres., 
dom.  80  lbs.,  f.  80  to  90  lbs.;  cost,  $85,000;  cost 
mtce.,  $7,500;  wks.  owned  by  city. 

WESSON,  p.  2,024;  mere,  bldga.,  bk.,  1  to  6 
ator.;  priv.,  wd.,  1  to  2  ator.;  wd.  rfa.  not  perm. 
F.  dept. — 1  h.  Je  1.  trk.,  8  hose  carts,  8  bra.;  hose, 
cot.,  rub.  lined,  gd.,  1,700  ft.;  f.  al.,  wb.;  tot. 
mem.  IS,  pd.  full  time;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  creek;  sys.,  pump  to  res. 
k  dir.;  atdp.   cap.,   110,000  gals.;   res.   cap.,   160,- 

000  gala.;  2  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  c  1.,  2  m.,  4  to  6  in.  dia.;  22  hyd.;  48 
v.;  wks.  owned  by  Textile  Mills  Corp. 

WEST  POINT,  p.  4,864;  wd.  rfs.  not  perm.; 
fwka.  k  combt.  ord.;  causes  of  1  inv.     F.  dept. — 

1  comb.  c.  k  h.  wag.,  1  wag.  k  ladders,  2  hose 
«wts,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft.:  f.  al.,  telp.;  tot.  mem.,  16. 

Water  Supply — Src..  wells,  H  m.  bus,  cent,; 
sys.,  pump  to  res.;  res.  cap.,  460,000  gals.;  2 
pump,    eng,,    cap.    day     1,600,000    gals.;    mains, 


c,  i.,  6%  m.,  6  to  10  in.  dia.;  64  hyd.;  met.,  7; 
160  serr.;  pres.,  dom.  60  lbs.,  f.  160  lbs.;  cost, 
$45,000;  cost  mtce.,  $6,000;  wks.  owned  by  town. 

WINONA,  p.  2.612;  mere  bldgs..  bk.  k  stn.  F. 
dept. — 2  c.  eng..  8  hose  car.;  hose,  rub.,  gd.,  1,600 
ft.:  f.  al.,  wh.^  tot.  mem.,  40  voL 

water  Supply — ^Src.,  wells;  sya.,  pump  to  res.; 
res.  cap.,  182,000  gals.;  pump.  cap.  day,  750,000 
gals.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  66  hyd. 

WOODVILLE,  p.   1,283.     F.  dept.  not  reported. 

'Water  Supply— iSrc,  well,  M  m.  bus.  cent.;  sy€., 
pump  to  stdp.;  stdp.  cap.,  60,000  gala.;  dim.,  18  x 
26;  mat.,  stL;  res.  cap.,  60,000  gals.;  1  pump, 
eng.,  class  comp.  dup.,  cap.  day  1,000,000  gala.; 
n>ain4,  c.  i.,  l*/i  m.,  4  to  8  in.  dia.;  20  hyd.;  29 
v.;  met.,  100;  110  serv.;  pipe,  galv.  i.;  prea.,  dom. 
60  lbs.;  f.  125  lbs.;  cons,  day,  20,000  gals.;  coat, 
$30,000;   cost  mtce..   $4,000;   wks.   owned   by  city. 

YAZOO  CITY,  p.  6.796;  f.  area,  1,800  a.;  mere 
bldgs.,  bk..  1  to  8  stor.;  priv..  wd..  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  c  eng.,  6  c 
hand  ex.,  1  h.  &  1.  trk.,  2  hose  wag..  2  hose  car.. 
7  hrs.;  hose,  cot.,  rub.  lined,  gd.,  4.800  ft.;  f.  aL, 
elec,  20  bx.;  val.  equip.,  $19,000;  vaL  bldgs., 
$10,000;  tot.  mem.  10,  pd.  full  time. 

Water  Supply — Src,  wells,  1,000  ft.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  2,200,000  gala.,  loc. 
^  m.  bus.  cent.;  2  pump.  eng..  class  horizontal 
dup..  cap.  day  8,000,000  gals.;  mains,  c.  i.,  16  m., 
e  to  '12  in.  dia.;  172  hyd.;  104  v.;  met.,  1^250; 
1,260  serv.;  pipe,  galv.  i.;  pres.,  dom.  100  to  120 
lbs.,  f.  100  to  120  lbs.;  cons,  day,  600,000  gala.; 
cost,  $226,000;  cost  mtce.,  $18,000;  wks.  owned 
by  city. 

Places  with  a  population  of  1.000  or  more  hav- 
ing no  organised  fire  dept. — Boneville,  Como, 
Durant,  lierundo.  Itta  Bena,  Iitka,  Pontotoc, 
Poplarville.    Shelby. 
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ADRIAN,  p.  929;  f.  area,  210  a.;  mere,  bldgs., 
bk.  k  wd.,  2  stor.:  priv.,  bk.  k  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 11  c  hand  ex.,  1  h.  ft  L  trk.;  f.  al.,  bell; 
val.  equip..  $600;  tot.  mem.,  18  vol.;  midn.  rating, 
fourth  class. 

Water  Supply — Src,  wells  ft  datems. 

ALBANY,  p,  1,922;  mere  bldgs.,  bk.  F.  dept. — 
1  hose  trk.;  hose,  1,600  ft.;  f.  sL,  wfa.  ft  bell;  tot. 
mem..  16  vol. 

Water  Supply — Src,  res.;  sys.,  pump. 

AURORA,  p.  4.148;  f.  area,  40  a.;  mere  bldgs., 
bk.,  1  to  8  stor.;  priv.,  wd.,  1^  stor.;  wd.  rfb.  not 
perm,  in  f.  area;  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  L  trk.,  4  c  hand  ex.,  8  hose  ear.; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell; 
val.  equip.,  $2,000;  val.  bldgs.,  $400;  exp.  depL, 
$100;  tot.  mem.  27,  pd.  full  time  1,  pd.  pmrt  time 
16.  voL  10. 

Water  Supply — Src,  spr.,  6  m.  bus.  cent.;  sys., 
gnr.  to  res.;  stdp.  cap.,  600.000  gals.;  dioL.  16  x 
100;  mat.,  stl.;  res.  cap.,  1,000.000  gals.,  loc  at 
rlT.;  2  pump,  eng.,  cap.  day  2,000.000  gals.;  mains, 
c  i.,  14  m.,  6  to  10  in.  dia.;  80  nyd.;  20  v.;  met., 
200;  1,800  serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs., 
f.  160  lbs.;  cons.  day.  860,000  gals.:  cost.  $160,- 
000;  cost  mtce.,  $8,600;  wks.  owned  by  Oo. 

•BELTON,  p.  1,107;  f.  area,  160  a.  F.  dept. — 1 
c.  eng.;  f.  al.,  bell;  val.  equip..  $400;  tot.  mem., 
14   vol. 

No    water   works. 

BETHANY,  p.  1.981;  f.  area,  80  a.;  mere  bldgs.. 
bk.,  2  stor.;  priv..  wd.,  1^  ft  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 26  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft.;  f. 
al.,  bell  ft  wh.;  vaL  equip.,  $700;  vaL  bldgs., 
$2,600;  exp.  depL,  $100;  tot.  mem.,  16  vol. 

Water  Supply — Src.  riv..  ^  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp,  cap,,  84,600  gals.;  dim.,  12  x 
lUU;  mat.,  stl.;  res.  cap.,  165,000  gala.:  2  pump, 
eng-.,  class  centrif.,  cap.  day,  720,000  gala.;  maina. 
c.  i.,  7  m.,  3  to  8  in.  dia.;  39  hyd.;  12  v.;  met., 
22  8;  2 28  serv.;  pipe.  galv.  i.;  po'es.,  dom.  50  to 
105  ])>«..  f.  125  lbs.;  cost.  $35,000;  wks.  owned 
by    city. 


BEVIER,  p.  1,900;  mere  bldgs.,  bk.  ft  wd.;  wd, 
rfs.'  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f,  not 
inv.  F.  dept, — 1  str.,  1  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  600  ft.;  f.  al„  bell;  tot.  mem.,  18  voL; 
undrs.  rating,  fifth  dass. 

Water  Supply — Src.  wells. 

BOLIVAR,  p.  1.976;  f.  area,  SOO  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd..  1%  stor.;  .wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h,  ft  L  trk,,  1  aer.  trk.,  2  hose 
wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  600 
ft;  rub.,  gd.,  200  ft.;  inf..  800  ft;  tot  hose.  1,000 
ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $800;  val.  bldgs., 
$1,000;  tot  mem.,  14  voL 

Water  Supply — Src,  spr.  ft  well,  ^  m.  bus.  cent; 
QTs.,  grav.,  pump  to  res.,  to  stdp.  ft  dir;  stdp.  cap., 
68.762  gals.;  dim.,  10  x  100,  loc  2  blocks  west 
public  sq.;  mat,  stL;  res.  cap.,  40,000  gals.;  2 
pump,  eng.,  dass  dup.,  cap.  min.  600  gals.;  mains, 
c  L,  6  m.,  4. to  8  in.  dia.;  48  hyd.;  12  v.;  met, 
8;  260  serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs.,  f. 
120  lbs.;  cons.  day.  86.000  gals.;  ooet,  $20,000; 
cost  mtce.,  $800;  wks.  owned  by  city. 

BONNETERRE,  p.  4,262;  mere  bldgs..  bk.  ft  wd., 
1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  No  org.  t 
dept — 1  hose  car.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.;  sya.,  pump  dir.;  pump, 
eng..  cap.  day,  1.500.000  gals.;  mains.  10  m.,  4 
to  10  in.  dia.;  67  v.;  860  aerv.;  84  hyd.;  118  met 

BOONVILLE,  p.  4,262;  f.  area,  820  a.;  bldgs., 
bk.,  2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt. 
ord.  F.  dept — 1  c  hand  ex.,  1  b.  ft  1.  trk.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1.800  ft.:  f.  aL, 
bell;  val.  equip.,  $2,000;  val.  bldgs.,  $1,200;  exp. 
dept,  $288;  tot  mem.,  22  voL;  undrs.  rating,  fourth 
class. 

Water  Supply — Src.  rlv..  %  m.  bus.  cent;  sys.. 
pump  to  res.;  stdp.  cap.,  70,000  gals.;  dim.,  16  x 
24.  loc  at  station;  mat,  stl.;  res.  cap.,  6,018,000 
gals.,  loc  %  m.  town;  2  pump,  eng.,  class  double 
acting,  cap.  day  8.000.000  gals.;  mams,  c  L,  6H 
m.,  4  to  10  in.  dia.;  80  hyd.;  65  v.;  met,  22: 
860  serv.;  pipe,  galv.  L;  pres.,  dom.  87  lbs.,  1  60 
to  80  lbs.;  cons,  day,  267,090  gals.;  coat.  $87,600; 
cost  mtce.,  $6,644;  wks.  owned  by  dty. 
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BOWLING  GREEN,  p.  1.586;  f.  area,  600  a.; 
mere,  bldgs.,  bk.,  1  to  8  ttor.;  priT.,  wd.  k  bk.,  1 
k  t  ator.;  wd.  ria.  not  perm,  in  f.  area;  cauaea  of 
f.  inv.    No  f.  dept.;  imdra.  rating,  third  daaa. 

Water  Supply — Src,  wells  k  spr.,  %  m.  bua. 
cent.;  sys.,  pump  to  tank;  cap.,  10,000  gals.;  2 
pump,  eng.,  cap.  day  20,000  gala.;  mains,  c.  i., 
5  m.,  %  to  6  in.  dia.;  2  met.;  50  sen*.;  pipe,  wrt. 
i.;  pre<s.,  dom.,  15  lbs.;  cons,  day,  18,000  gals.; 
cost,'  $20,000:  coat  mtce.,  $100;  wks.  owned  by 
priv.  individual. 

BROOKFIELD,  p.  6,749;  f.  area,  1,920  a.;  mere, 
bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  1%  ator.;  wd. 
rfa.  not  perm.;  fwka.  k  oombt.  ord.;  cauaea  of  f. 
inT.  F.  dept. — S  c.  hand  ex.,  1  hoee  wag.,  2  hoae 
carta,  2  hra.;  hoae,  cot.,  rub.  lined,  gd.,  1.600  ft.; 
f.  aL.  telp.  k  elec.;  vaL  equip.,  $2,500;  val.  bldn., 
$1,500;  ezp.  dept,  $1,000;  tot.  mem.  14,  pd.  fnU 
time  2,  Tol.  12;  undra.  rating,  third  daaa. 

Water  Supply — Src,  wella,  ^  m.  bua.  cent;  wj»., 
pump  to  atdp.;  atdp.  cap.,  06,000  gais.;  8  pump, 
eng..  daaa  elec.  k  dup.,  cap.  day  609.120  gala.; 
mains,  -c.  !.,  8  m.,  4  to  10  in.  dia.:  67  hyd.;  87 
v.;  met,  557;  612  scrv.;  pipe,  lean;  prea.,  dom. 
70  lbs.,  f.  100  lbs.;  con«.  day,  108,806  gale.: 
cost,  $92,000;  cost  mtce.,  $4,831;  wks.  owned 
by  city. 

BRUNSWICK,  p.  1,606;  f.  area,  42  blocka.  F. 
dept — 2  hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  1,000 
ft;  inf.,  800  ft;  tot  hoae,  1.300  ft;  f.  al.,  wh.; 
tot    mem.,    18    vol. 

Water  Supply — Src,  riv.  k  wella,  1  block  bus. 
cent;  sys,,  pump  to  stdp.  k  dir. ;  stdp.  cap.,  SO,* 
000  gals.;  dim.,  10  x  50;  mat,  wrt.  i.;  2  pump, 
eng.,  class  dup.  k  trip.,  cap.  day  800,000  gals.; 
mains,  1%  ni.,  4  to  8  in.  dia.;  18  hvd.;  4  v.;  10 
met.;  95  serv.;  cons,  day,  60,000  gals;  pipe,  wrt 
i.:  pres.,  dom.  80  lbs.,  f.  80  to  125  lbs.;  cosi, 
$19,000;  coat  mtce.,  $600;  wks.  owned  by  Co. 

BURLINGTON  JUNCTION,  p.  942;  f.  area,  20  a.; 
mere,  bldga..  bk.,  1  to  8  ator.;  priv.,  bk..  atn.  k 
wd.,  I  k  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
k  oombt  ord.:  cauaea  of  f.  inv.  F.  dept — 1  h.  k 
1.  trk.;  f.  al.,  bell;  vol.;  no  waterwka. 

BUTLER,  p.  2,894;  f.  area,  840  a.;  mere,  bldga., 
atn.  k  bk.,  1  to  8  ator.;  priv.,  wd.  k  bk.,  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  k  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  h.  A:  1.  trk.,  5  c.  hand 
ex.,  8  hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  1,500 
ft;  f.  al.,  bell  &  wh.:  val.  equip.,  $3,500;  val.  bldga., 
$3,000;  exp.  dept,  $500;  tot.  mem.,  86  voL 

Water  Supply — Src,  riv..  4  m.  bua.  cent.;  am, 

5rav.  to  res.,  to  stdp.;  stop.  cap..  115,000  gals.; 
im.,  14  z  100,  loc  in  town;  mat,  atl.;  rea.  cap., 
1,000.000  gala.,  loc  at  riv.;  2  pump,  eng.,  cap. 
day  1,500,000  gala.;  maina.  c  i.,  4  to  12  in.  dia.; 
met,  250;  400  aerv.;  pipe,  iron;  prea.,  dom.  40  Iba.; 
cona.  day,  250,000  gala.;  wka.  owned  by  Co. 

CALIFORNIA,  p.  2,154;  f.  area,  200  a.;  mere 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
perm.;  fwka.  k  combt  ord.  No  org.  f.  dept — 1  h. 
k  1.  trk.;  hose,  cot.,  rub.  lined,  gd.,  150  ft;  undrs. 
rating,  fourth  daaa. 

Water  Supply — Src,  wella. 

CAMERON,  p.  2,979;  bldga.,  bk.  k  wd.,  1  to  8 
ator.;  wd.  rfa.  not  perm.;  fwka.  k  combt.  ord.  F. 
dept. — 2  hose  car.;  nose,  cot,  nib.  lined,  gd.,  1,600 
ft;  inf.,  600  ft;  tot  hose,  2,200  ft.;  vaV  equip., 
$8,000;  val.  bldga.,  $250;  ezp.  dept,  $200;  tot 
mem.,  85  vol. 

Water  Supply — Src,  rea.,  IV^  m.  bua.  cent;  aya., 

?ump  to  tk.;  atdp.  cap.,  70.000  gala.;  rea.  cap., 
85,000,000  gala.,  loc.  nortnweat  city;  2  pump, 
eng.;  maina,  c.  i.,  5^  m.,  6  to  12  in.  dia.;  48 
hyd.;  18  v.;  200  met;  200  serv.;  pres.,  dom.  50 
Ibe..  f.  125  Ibe.:  coat,  $59,000;  cost  mtce.,  $800; 
wks.  owned  by  city. 

CAMPBELL,  p.  1,781;  f.  area,  1  a.;  mere  bldga., 
bk.  k  wd.,  1  k  2  ator.;  priv.,  wd.,  1  k  2  ator.;  wd. 
ria.  not  perm,  in  f.  area;  fwka.  k  combt  ord.;  cauaea 
of  f.  not  inv.  F.  dept. — 2  hoae  carta,  1,000  ft 
hose;  f.  aL,  wh.;  vol. 

CANTON,  p.  2,894;  f.  area.  900  a.;  mere,  bldgs., 
atn.,  bk.  k  wd.,  2  ator.;  priv.,  wd.,  1  ator.;  wd.  ria. 
not  perm.:  no  fwka.  k  combt  ord.;  cauaea  of  f.  not 
inv.  F.  dept — 1  h.  ft  L  trk.,  8  hoae  ear.;  hoae, 
8,500  ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $10,000; 
val.  bldgs.,  $4,000;  tot  mem.,  81  vol.;  undrs. 
rating,  fourth  class. 

Water  Supply — Src,  well.  %  m.  bua.  cent.;  aya., 
pump  to  rea.;  rea.  cap.,  268,000  gr^la.;  maina,  c  1, 


2%  m.,  6  in.  dia.;  42  hyd.;  8  ▼.;  prea.,  dom.  70 
Iba.,  f.  70  Iba.;  coat  $12,000;  ooat  mtee.,  tSSO; 
wka.  owned  by  dty. 

CAPE  GIRARDEAU,  p.  8,475;  f.  area,  12  blocb; 
mere  bldga.,  bk.,  1  k  2  ator.;  priv.,  atn.,  bk.  k 
wd.,  1  to  8  ator.  F.  dept — 1  hoae  wag.,  S  hoie 
carta,  8  hra.;  hoae,  cot,  rub.  lined,  gd.,  2,000  ft; 
inf.,  400  ft.:  tot  hoae,  2,400  ft;  f.  aL,  Oamewett; 
vaL 'equip.,  $6,000;  val.  bldga.,  $8,000;  ezp.  depL, 
$8,000;  tot  mem..  15  voL 

Water  Supply — Src,  riv.,  1  m.  bua.  cent.;  «ji.. 
pump  to  rea.;  rea.  cap.,  1,000,000  gala.;  8  paap. 
eng.,  daaa  dup.,  cap.  day  4,000,000  gala.;  maiiu, 
c.  i.,  12  m.,  6  to  10  in.  dia.;  128  nyd.;  S5  v.; 
met,  500:  800  serv.;  pipe,  lead  k  galv.  l;  pres., 
dom.  60  Iba.,  f.  60  to  110  Iba.;  cona.  day.  900,003 
gala.;. coat  $150,000;  coat  mtce,  $8,800;  wka 
owned  by  Co. 

CARROLLTON,  p.  8,462;  f.  area,  600  a.;  mat. 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  ifs. 
not  perm.;  fwka.  ft  combt  ord.  F.  dept — t  e. 
hand  ez.,  1  h.  ft  L  trk.;  hoae,  oot.,  rub.  uned,  cd., 
960  ft;  rub.,  gd.,  950  ft;  tot  boM.  1,900  ft; 
f.  aL,  telp.;  vaL  equip.,  $8,500;  vaL  bldiga.,  $4,000; 
ezp.  dept,  $800;  tot  mem.,  12  voL;  undrs.  ratiag, 
fourth  daaa. 

Water  Supply — Src,  wella;  liya.,  pump  to  atdp.  k 
dir.;  atdp.  cap.,  101,600  gala.;  dim.,  12  z  110;  ! 
pump,  oi^.,  daaa  hor.  dup.,  cap.  day  2,000,000 
gals.;  mains,  c.  L,  8  m.,  4  to  12  in.  dia.;  76 
nyd.;  44  v.;  met,  180;  660  serv.;  pipe,  galv.  L; 
prea.,  dom.  86  Iba.,  f.  140  lbs.;  coat,  $60,000;  ais. 
owned  by  Co. 

CARTERVILLE,  p.  4,689;  f.  area,  820  a.;  mere, 
bldga.,  iron,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  wd.,  bk 
ft  atn.,  1  ft  2  ator.;  wd.  Ha.  perm.;  no  fwks.  k 
combt  ord.  F.  dept. — 1  h.  ft  L  trk.,  8  hose  car.: 
hoae,  cot,  rub.  lined,  ^.,  1,600  ft;  f.  aL,  bell; 
vaL  equip.,  $1,200;  vaL  bldga.,  $4,500;  ezp.  dept, 
$150;  tot.  mem.,  88  vol.;  undra.  rating,  fourth  cUsa 

Water  Supply — ^Src,  apr.  ft  creek.  2^  m.  bta. 
cent.;  aya.,  grav.  ft  pump  to  atdp.;  atdp.  cap.,  ISS.- 
000  gala.;  mat,  all.;  2  pump,  eng.,  cap.  day  2.000.- 
000  gala.;  maina.  c  L,  4H  m.,  4  to  10  in.  dia.;  S4 
hyd.;  9  v.;  816  aerv.;  prea.,  dom.  40  lbs.,  f.  70  Iba; 
wks.  owned  by  Co. 

CARTHAGE,  p.  9.488;  f.  area,  1.400  aq.  ft; 
mere  bldga.,  bk.  ft  atn.,  2  ft  8  ator.;  priv.,  wd.,  S 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.: 
cauaea  of  f.  inv.  F.  dept.— ^  e  hand  ez.,  1  fa.  &  !• 
trk.,  1  hoae  wag.,  1  hoae  car.,  7  hra.;  hoae.  col, 
rub.  lined,  gd.,  8,000  ft.;  f.  aL,  tdp.;  val.  eqnip.^ 
$4,000;  val.  bldga..  $8,600;  ezp.  dept,  $4,500; 
lot  mem.  6,  pd.  full  time. 

Water  Supply — Src.  wella,  %  m.  bua.  ceat; 
sys.,  dir.  pres.;  rea.  cap.,  1,500,000  gala.;  2  pamp. 
eng.,  cap.  day,  6,000,000  gala.;  maina.  c  L,  SO  ci^ 
4  to  16  in.  dia.;  239  l^d.-  met,  2,004;  !.0i>4 
serv.;  157  v.;  pres.,  dom.  65  lbs.,  f.  120  Iba.;  eo» 
day.  500,000  gals.;  coat,  $220,000;  coat  mlcr.. 
$8,150;  wks.  owned  by  city. 

CARUTHERSVILLE,  p.  8,655;  f.  ftrea,  40  i 
F.  dept. — Laddera  ft  hoae  wag.,  2  lira.;  hoae,  2.-'-<) 
ft.;  f.  al.,  telp.,  bell  ft  wh.;  val.  equip..  $3.00i\ 
val.  bldga.,  $600;  exp.  dept,  $700;  tot  mem..  11 
vol. 

Water  Supply — Src,  wella;  2  pumpa,  daaa  dop.. 
cap.  day  500,000  gala.;  hyd.,  86;  ▼.,  17;  acrr.,  liO; 
maina,  8%  m.;  prea.,  dom.  60  Iba.,  f.  120  Iba.;  cast 
$26,000;  ooat  mtce,  $1,600;  wka.  owned  by  dty. 

CENTRALIA,  p.  2.116;  f.  area,  0  blocks;  oMrt. 
bldga.,  bk.,  1  ft  2  ator.;  priv..  wd.,  1  ft  S  stor.: 
wd.  ris.  not  perm,  in  f.  area;  fwka.  ft  oombt  ori; 
cauaea  of  f.  inv.  F.  dept — 8  hoae  ear.;  hoae  oou 
rub.  lined,  gd.,  1.500  ft;  f.  al.,  wh.;  vaL  equip^. 
$50-   exp.  dept,  $150;  tot.  mem.,  6  voL 

Water  Supply — Src,  deep  wella,  2  blodv  b» 
cent;  aya.,  grav.  ft  pump  to  atdp.;  atdp.  cap. 
70.000  gala.;  dim..  26  z  80  z  126  ft;  mat,  m.: 
res.  cap..  70,000  gals.;  2  pump,  eng.,  dass  dm 
ft  trip.,  can.  day  1.152,000  gala.;  mains,  7  m.,  < 
to  10  in.  dia.;  mat.  c  L;  62  hyd.;  pres.,  don.  i\ 
to  60  Ibe,  f.  125  Ibe;  ooat  $48,000;  wke  ofmtA 
by  city. 

CHARLESTON,  p.  8,144;  L  az«a,  700  a.;  bMffc. 
bk.  ft  wd.,  1  ft  2  ator.;  wd.  rf$.  not  perm.;  fna 
ft  combt  ord.:  cauaea  of  f.  inv.  F.  dept — 1  hoi 
eng.,  1  h.  ft  L  trk.,  1  hoae  cart,  lestiier  buckets; 
hoae,  oot,  rub.  lined,  gd..  860  ft;  inf.,  160  ft;  tA 
hoae.  500  ft.;  f.  aL,  bdl;  TaL  equip.,  $1,000;  n* 
bldga.,  $2,000;  tot.  mem.,  ZZ  voL;  ondn.  iatlic> 
fourth  daaa. 
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Water  Supply — Src,  wells,  in  bus.  cent.;  ays., 
pump  dir.;  stdp.  cap.,  30,000  g«Ifl.;  res.  cap.,  30,- 
000  g;al8.;  2  pump,  eng.;  cap.  day,  900,000  arals.; 
mains,  c.  I.,  7  m.,  4  to  6  in.  dia.;  80  v.;  1  nyd.; 
pres.,  dom.  k  f.  46  lbs.;  cons,  day,  100,000  g&ls.; 
cost,  $22,000;  wks.  owned  by  city. 

CHILUCOTHE«  p.  8.285;  f.  area,  1%  m.;  mere, 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  1  to  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ic  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  b.  &  L  trk.,  4  c 
hand  ex..  1  bose  wag.,  2  hrs.;  hose,  cot.,  rub. 
lined,  ga.,  2,500  ft;  f.  al.,  telp.;  val.  equip., 
$5,000;  val.  bldgs.,  $15,000;  exp.  dept.,  |2,50O; 
tot.  mem.  11,  pd.  full  time  2,  vol.  9. 

Water  Supply — Src,  wells  A  riv.,  8  m.  bus.  cent.; 
sys.,  dir.  pres.;  res.  cap.,  1,000,000  gals.,  loc.  at 
station;  2  pump,  eng.,  cap.  day  8,000,000  gals.; 
mains,  c.  i..  12  m.,  4  to  12  hL  dia.;  184  byd.; 
met.,  600:  780  serv.;  pipe,  lead  k  iron;  pres.,  oom. 
50  to  70  lbs.,  f.  100  lbs.;  cons,  day,  540,000  gals.; 
cost,  $125,000;  cost  mtce.,  $7,000;  wks.  owned 
by  Co. 

CLARKSVILLE,  p.  918;  f.  area,  100  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  &  wd..  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  band  eng..  1  c  eng.,  1  h.  ft  1. 
trk.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd..  450  ft.; 
inf..  800  ft.;  tot.  hose,  1,050  ft.;  val.  equip., 
$1,800;  vaL  bldgs..  $100;  exp.  dept.,  $60;  tot. 
mem.,  15  vol. 

Water  Supply — Src,  wells  "k  cisterns. 

CLINTON,  p.  4.992;  f.  area,  .1,200  a.;  mere 
bldgs.,  bk.  A;  stn.,  1  to  3  stor.;  priv.,  wd.  A  bk.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. —  2  c.  hand  ex.,  1  comb. 
hose  (k  ladder,  1  hose  cart,  1  hose  wag.,  2  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  inf.,  600  ft.; 
tot.  hose,  2,ri00  ft.;  f.  al.,  bell;  val.  equip.,  $4,000; 
val.  bldgs.,  $6,000;  exp.  dept.,  $1,300;  tot.  mem., 
12.  pd.  full  time  2,  vol.  10;  undrs.  rating,  second 
cla'i-. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys.. 
grav.  to  res.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  87,- 

000  gals.;  mat.,  iron;  res.  cap.,  3,000,000  gals.; 
pump,  eng.,  cap.  day  2,800,000  gals.;  mains,  c.  i., 
9  ni.,  4  to  10  in.  dia.;  78  hyd.;  met,  100;  745 
serv.;  pipe,  galv.  i.  ft  lead;  pres.,  dom.  40  lbs.,  f. 
110  lbs.;  cons,  day,  500,000  gals.;  cost,  $100,000; 
cost  mtce.,  $2,100:  wks.  owned  by  Co. 

COLUMBIA,  p.  9.662;  f.  area,  300  a.;  mere. 
bldgs.,  bk.  &  stn.,  1  to  5  stor.;  priv.,  bk.,  stn.  ft 
w«l.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  limits; 
fwks.    ord.;    causc-s   of    f.    inv.      F.    dept. — 3    c.    ex.. 

1  c.  eng.,  1  comb.  c.  ft  h.  wag.,  1  hose  wag.,  2  hrs. 
(rniverslty  has  2  hose  car.);  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft.;  rub.,  gd.,  200  ft.;  tot.  hose, 
2.2  00  ft.;  f.  al.,  telp.;  vaL  equip.,  $12,000;  val. 
bld«?R.,  $10,000;  exp.  dept.,  $3, .500;  tot.  mem.  12, 
pd.  full  time  4,  pd.  part  time  8;  undrs.  rating  4V4 
class. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  8 
pump,  eng.,  cap.  2,000,000  gals.;  180  hyd.;  mains, 
25  m.,  8  to  12  in.  dia.;  1,000  met.;  pres.,  f.  126 
lbs.;  cost,  $800,000;  cost  mtce.,  $25,000. 

CONCORDIA,  p.  981;  f.  area,  120  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ord.;  causes  of  f.  hi  v. 
F.  dept. — 1  h.  ft  1.  trk.,  1  hose  car.;  hose,  cot.,  gd., 
1,000  ft.;  val.  equip.,  $2,500;  val.  bldgs.,  $250; 
exp.  dept.,  $150;  tot.  mem.  22,  pd.  part  tune;  f.  al., 
bell. 

Water  Supply — Src,  well,  1  block  bus.  cent; 
sys.,  pump  to  tk.;  stdp.  cap.,  40,000  gals.;  dim., 
18  X  20;  mat,  stl.  ft  wd.;  pump,  eng.,  cap.  day 
14  4,000  gals.;  mains,  c  1.,  4,560  ft,  4  to  6  in. 
dia.;  18  hyd.;  16  v.;  met,  4;  pres.,  dom.  88  lbs., 
f.  38  lbs.;  cost,  $7,000;  cost  mtce.,  $800;  wks. 
owned  by  city. 

CRYSTAL  CITY,  p.  1,104;  f.  area,  250  a.;  mere 
bldjrs.,  bk..  2  stor.;  priv.,  bk.,  wd.  &  cotic,  1  ft 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt. 
Old. ;  cau>es  of  f.  inv.  F.  dept. — 27  c.  hand  ex., 
1  c.  eng.,  1  h.  &  1.  trk.  1  comb.  c.  &  h.  wag., 
1  hose  wag.,  15  hose  reels;  hose,  cot.,  rub.  lined, 
pel.,  6,600  ft;  f.  al.,  elec,  7  bx.;  val.  equip.,  $8,- 
000;  val.  bldgs.,  $1,000;  tot  mem.,  36,  pd.  full 
time    2,   vol.    34. 

Water  Supply — Src,  wells,  H  m.  bus.  cent; 
sys..  pump  to  stdp.;  stdp.  cap.,  500,000  gals.;  mat, 
stl;  res.  cap.,  2,038,000  gals.;  2  pump,  eng.,  class 
trip.;  cap.  day,  2,000,000  gals.;  mains,  c.  i.,  7  m., 
4    to   8  in.  dia.;  27  h.vd.;  30  v.;  30  met;  pipe,  c  L; 


pres.,  dom.  40  lbs.,  f.  120  lbs.;  cons,  day,  1,000,- 
000  gals.;  wks.  owned  by  Pittsburgh  Plate  Glass 
Co. 

'DEEPWATER,  p.  1,898;  f.  area,  240  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1 
auto,  str.,  1  c.  eng.,  1  h.  ft  L  trk..  1  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  400  ft;  linen,  600  ft; 
tot  hose,  900  ft.;  f.  al.,  bell;  val.  equip.,  $2,800; 
val.  bldgs..  $100;  tot.  mem.,  SO  vol. 

Water  Supply — Src,  wells  ft  cisterns,  in  bus. 
cent,  cap.  17,000  gals.  each. 

DE  SOTO,  p.  7,000;  f.  area,  960  a.;  mere  bldgs.« 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept 
— 1  h.  ft  1.  trk.,  1  hose  car.,  1  hose  wag.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  wh.| 
val.  equip.,  $1,600;  exp.  dept,  $800;  tot  mem.  Si 
pd.  part  time. 

Water  Supply — Src,  creek  ft  artesian  wells;  sye.. 
pump  to  res.  ft  dir.;  2  pumps,  cap.  day  2,000,000 
gals.;  75  hyd.;  86  v.;  150  serv.;  mains,  10  m.| 
grav.  pres.,  100  lbs.;  cost,  $70,000;  wks.  owned  b^ 
city. 

DONIPHAN,  p.  1,226;  f.  area,  15  a.;  mere, 
bldgs.,  bk.  ft  wa.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  rub.,  gd..  750  ft;  tot  mem.,  20  vol. 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  44,000  gals.;  dim.,  12  z 
50;  mat.,  stl.;  res.  cap.,  44,000  gals.;  2  pump, 
eng.,  cap.  day   1,440,000  gals.;  mams,  8   m.,  4  to 

5  in.  dia.;  pres.,  dom.  90  lbs.,  f.  120  lbs.;  cost 
mtce..  $1,000;  wks.  owned  by  city. 

DUENWEQ.     F.  dept  not  reported. 

Water  Supply — Src,  wells,  near  bus.  cent.;  sys., 
priv.;  res.  cap.,  100  bbls.;  1  pump,  eng.,  class 
gasoline,  cap.  day  200  bbls.;  mains,  c  i.,  H  m., 
2  to  6  in.  da.;  10  hyd.;  pres..  dom.  50  lbs.;  cons, 
day,  1,000  gals.;  cost,  $1,500. 

EDINA,  p.  1,562;  bldgs.,  wd.,  1  to  8  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  V.  dept. — 1  hand  eng.,  1  c  eng.,  15  c.  hand 
ex.,  1  hoBc  cart,  1  hose  oar.;  hose,  cot.,  rub.  lined, 
d.,  300  ft.;  rub.,  gd.,  300  ft;  tot.  hose.  600  ft; 
.  al.,  bell;  vaL  equip.,  $1,430;  val.  bldgs.,  $150; 
e.\p.   dept.,   $90;   tot.   mem..   8U   vol. 

Water  Supply — Src.  wells;  sys..  pump  to  res.; 
res.  cap.,  75,000  gals.;  mains,  4  m.;  8  hyd.;  cost, 
$5,000;  wks.  owned  by  city. 

ELDORADO  SPRINGS,  p.  2.603;  f.  area,  25  a.; 
mere  bldgs.,  bk.  ft  stn.,  2  stor.;  priv.,  wd.,  1  ft  1 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept. — 1  hand  hose  cart,  1  hand 
eng.,  1  c  eng.,  1  h.  ft  1.  trk.;  hose,  cot.,  rub. 
lined,  gd..  800  ft;  inf.,  50  ft;  tot  hose.  850  ft; 
f.  al.,  bell;  val.  equip.,  $8,000;  vaL  bldgs.,  $75; 
tot  mem.  11,  pd.  full  time;  undrs.  rating,  fourth 
class. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  70,000  gals.;  dim.,  22  x 
80;  mat,  stl.;  1  pump,  eng.,  cap.  hour  7,500  gals.; 
mains,   c   i.,    1%    m.,   6   to   10    in.    dia.;    20    nyd.; 

6  v.;  met.,  130;  200  serv.;  pipe,  galv.  i.;  pres., 
dom.  60  lbs.,  f.  60  to  120  lbs.;  cons,  day,  40,000 
gals.;  cost,  $14,000;  cost  mtce.,  $1,200;  wks. 
owned  by  city. 

EXCELSIOR  SPRINGS,  p.  8,900;  f.  area,  640  a.; 
mere,  bldgs.,  wd.  &  bk.,  2  stor.;  priv..  wd.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c  eng.,  12  c  hand  ex.,  1  h.  ft 
1.  trk.,  1  comb,  c  eng.  ft  hose  wag.,  1  supply  wag., 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft; 
f.  aL,  bell;  val.  equip.,  $800;  val.  bldgs.,  $200; 
tot.  mem.,  16  voL 

Water  Supply — Src,  Mo.  Riv.  Sands,  7  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.; 
res.  cap.,  2,000,000  gals.;  loc.  on  hillr  2  pump. 
eng.,  cap.  day,  2,000,000  gals.;  mains,  c.  i.,  4 
m.,  4  to  10  in.  dia.;  65  hyd.;  7  v.-  met.,  662; 
133  serv.;  pipe,  galv.  L;  pres..  dom.  ft  f.  60  lbs.; 
cons,  day,  400,000  gals.;  cost,  $220,000;  cost 
mtce.,  $20,000;  wks.  owned  by  Co. 

FARMINQTON,  p.  2,618;  f.  area.  200  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area.  F.  dept. — 2  hand  eng.,  4  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,200  ft;  inf.,  600  ft.;  tot 
hose,  1,800  ft;  f.  al.,  bell  ft  wh.;  val.  equip.. 
$2,000;  exp.  dept,  $150;  tot  mem.,  25. 


f. 


c-200 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— MISSOURI. 


Water  Supply — Src,  wells;  eye.,  pump  to  stdp.; 
etdp.  cap.,  70.000  gals.;  1  pump,  eng.;  mains,  Z% 
m.,  4  in.  dia.;  81  hyd.;  pres.,  dom.  70  lbs.,  f. 
160  lbs.;  coet,  $28,000;  wks.  owned  by  city. 

FAYETTE,  p.  2.580.  F.  dept.— 1  h.  &  L  trk.,  6 
hose  reels,  8,000  ft.  hose;  val.  equip.,  $1,600;  ezp. 
dept.,  $200;  tot.  mem.  80,  pd.  part  time. 

Water  Supply — Src.  artificial  lake,  1  m.  bus. 
cent.;  sys.,  grav.;  2  pump,  eng.,  cap.  day  720,000 
gals.;  86  hyd.;  pres.,  dom.  75  lbs.,  f.  125  lbs.; 
cost,  $60,000;  cost  mtce..  $1,000;  wks.  owned  l^ 
dty. 

FESTUS.  p.  2,566;  f.  area,  100  a.;  mere  bldga.. 
bk.  &  wd..  2^stor.;  priv.,  wd.,  1  Ae  2  stor.;  wd.  rfs. 
perm.;  no  fwTcs.  &  combt.  ord.  F.  dept. — 1  c  eng.. 
1  hand  eng..  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.. 
500  ft.;  f.  al.,  bell;  tot.  mem.  60,  vol.  26. 

Water  Supply — Src..  weUs  k  cisterns. 

FULTON,  p.  5,228;  f.  area.  640  a.;  mere,  bldgs., 
bk..  stn.  ft  wd..  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str..  5  c.  hand  ex.,  1  h.  ft  1. 
trk..  49  f.  plugs,  3  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1.460  ft;  rub.,  gd.,  460  ft.;  inf..  550  ft.;  tot. 
hose.  2,450  ft.;  f.  al..  wh.  ft  bell;  val.  equip.. 
$3,000;  val.  bldgs..  $5,000;  ezp.  dept..  $400;  tot. 
mem.   14.  pd.  part  time. 

Water  Supply — Src.,  3  wells,  northeast  bua.  cent.; 
sys.,  pump  to  res.  ft  etdp.;  stdp.  cap.,  100,000 
gals.;  res.  cap.,  132.000  gals.;  2  pump,  eng.,  cap. 
day  650,000  gals.;  mains,  c.  i.,  8  m.,  4  to  8  in 
dia.;  80  hyd.;  met.,  4  50;  750  serv.-  pipe,  wrt.  i. 
&  lead;  pres.,  dom.  60  lbs.,  f.  150  Im. ;  cons,  day, 
175,000  gals.;  cost,  $36,000;  coat  mtce.,  $3,000; 
wks.  owned  by  city. 

QAIjLATIN,  p.  1,S25;  f.  area,  240  a.;  mere, 
bldgs.,  bk.  ft  wd.;  causes  of  f.  not  inv.  F.  dept. — 
1  h.  &  1.  trk.,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,200  ft.;  inf.,  500  ft.;  tot.  hose.  1.700  ft.; 
X.  aL.  bell;  tot.  mem.  12.  pd.  full  time  1,  vol.  11. 

Water  Supply — Src,  well.  1  m.  bus.  cent.;  sys.. 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  40,000  gals.;  mat., 
bk.  ft  iron;  2  pump.  eng..  cap.  day  500.000  gals.; 
mains,  c.  i..  4  to  8  in.  dia.;  50  hyd.;  100  serv.; 
pires.,  dom.  50  lbs.,  f.  60  lbs.;  cons,  day,  80,000 
gals.;  cost,  $60,000;  cost  mtce..  $2,000;  wks. 
owned  by  city. 

GLASGOW,  p.  1,507;  f.  area,  80  a.;  mere,  bldgs.^ 
bk.,  1  to  6  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hand  eng.,  2  hand  ex.,  1  h. 
ft  1.  Iirk.,  3  hose  reels;  hose,  cot,,  rub.  lined,  gd.. 
1,000  ft.;  inf.,  600  ft.;  tot.  hose,  1,500  ft,;  f.  al., 
bell,  wh.,  elec.  ft  telp.;  val.  equip.,  $800;  val.  bldgs.. 
$200;  cxp.  dept.,  $200;  tot.  mem.,  23  vol. 

Water  Supply — Src,  riv.,  in  bus.  cent.;  sys., 
grav.;  stdp.  cap.,  40,000  gals.;  dim.,  14  x  85; 
mat.,  stl. ;  res.  cap.,  140,000  gals.;  3  pump,  eng.; 
cap.  day,  500,000  gals.;  mains,  c.  i.,  2  m.,  4  to  8 
in.  dia.;  30  hyd.:  130  serv.;  110  met;  16  v.; 
pipe,  iron;  pres.,  dom.  82  lbs.,  f.  110  to  140  lbs.; 
cons,  day,  50,000  gals.:  cost,  $10,000;  cost  mtce., 
$800;  wks.  owned  by  city. 

GRANBY.  p.  2,442.     No  org.  f.  dept 

Water  Supply — Src,  well.  1  m.  bus.  cent.;  sys., 

grav.;     1    pump,    eng.;    cap.    day,    240.000    gals.; 

mains,  c.  i.,  3  m. ;   15  bya.;   9  v.;  cost,  $18,000; 

wks.  owned  by  city. 

GRANT  CITY.  p.  1,207;  bldgs.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord. 
F.  dept. — 1  h.  ft  1.  trk,,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1.050  ft.;  val.  equip.,  $1,200; 
tot  mem.,  25,  pd.  part  time  2,  vol.  23;  undrs. 
rating,    third    class. 

Water  Supply — Src,  well  ft  res.,  %  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  46,000 
gala.,  dim.  18  x  22,  loc  in  City  Hall  sq.,  mat. 
wd.  ft  St).;  1  pump,  eng.,  cap.  day  20,000  gale.; 
mains,  c  i.,  3  1-3  m.;  13  hyd.;  2  v.;  met,  4; 
8  serv.;  pipe,  c.  i. ;  pres.,  dom.  46  lbs.,  f.  85 
lbs.;  cons.  day.  6,000  gals.;  cost,  $10,000;  cost 
mtce.,  $180;  wks.  owned  by  city. 

GREENFIELD,  p.  1.434;  f.  area,  10  a.;  mere 
bldgs.,  bk.,  2  to  3  stor.;  priv.,  bk.,  stn.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area:  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
c.  hand  ex.;  hose,  rub.,  gd.,  200  ft;  f.  aL,  bell; 
vol.      No   waterwks. 

HAMILTON,  p.  2,000;  mere  bldgs.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.     F.  dept. — 1  hand  eng.,  1  c  eng.. 


1  comb,  c  ft  h.  wag.,  1  h.  ft  L  trie,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  600  ft;  f.  aL,  bell  ft 
telp.;  val.  equip.,  $2,400;  val.  bldgs.,  86,000;  tot 
mem.,    35   vol.;   undrs.  rating,  fourth   claaa. 

No  water  supply. 

HANNIBAL,  p.  18,341;  f.  area,  2.060  a.;  mere, 
bldgs.,  bk.,  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept — 10  e. 
hand  ex.,   1  comb.  h.  ft  1.  trk.,  1  comb,  hose  wa^.. 

2  hose  reels  (1  in  reserve).  8  hrs.;  hose,  cot,  rub. 
lined,  gd..  3,550  ft  (1.400  ft  in  reserve);  f.  aL. 
telp.  ft  bell;  vaL  equip.,  $14,000;  val.  bid?*.. 
$7,000;  exp.  dept.,  $2,750;  tot  mem..  IS,  j± 
full  time  9,  pd.  part  time  8. 

Water  Supply— -Src,  riv.,  1  m.  bus.  cent;  sys.. 
pump  to  res.;  res.  rap.,  16,000,000  gals.;  2  pump, 
eng.,  cap.  day  13,000,000  gals.;  mains,  c  i.,  3f 
m.,  4  to  20  in.  dia.;  152  hyd.;  250  v.;  met,  40<»; 
3,342  serv.;  pipe,  c.  i. ;  pres.  dom.  ft  f.  10  to  100 
lbs.;  cost,  $400,000;  co«t  mtce..  $20,000;  vks. 
owned    by    city. 

HARRISONVILLE,  p.  1.947;  f.  area,  640  a.; 
mere,  bldgs.,  bk.,  I  to  3  stor.;  priv.,  wd.  ft  bk., 
2  stor.;  wd.  rfs.  not  perm.;  combt  ord.:  causes 
of  f.  inv.  F.  dept. — 1  c  eng.,  2  hose  car.,  t 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1,400  ft;  inf., 
200  ft;  tot.  hose,  1,600  ft;  f.  al.,  bell;  vaL  equip., 
$1,300;  exp.  dept,  $100;  tot  mem..  14  vol.; 
undrs.  rating,  fourth  class. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  dim..  17 
X  36;  mat,  cone;  1  pump,  eng.;  cap.  day,  564, ISO 
gale.;  mains,  c  i^  4  m.,  4  to  10  in.  dia.;  17  fayi  : 
20  v.;  74  met;  156  serv.;  pipe,  c  L;  pres.,  dom.  30 
lbs.;  cons,  day,  40,000  gals.;  cost.  940,000;  co^ 
mtce.,   $2,600;  wks.   o>*'ned  by  private  Corp. 

HERMANN,  p.  1.692;  f.  area,  681.59  a.;  mere 
bldgs.,  stn..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwk?. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  2  hand  eng.,  1  h.  ft  L  trk.,  2  hose  waz.; 
hose,  cot,  rub.  lined,  gd.«  200  ft;  rub.,  ^d..  S0<) 
ft;  inf.,  800  ft;  tot.  hose.  1,300  ft;  f.  aL.  bell 
ft  wh. ;   exp.   dept,   $25;   tot   mem.,   60  vol. 

Water  Supply — Src,  riv.  ft  6  large  cisterns; 
cap.,    200.000    gals. 

.  HERMANSVILLE,  p.  1,200.  F.  dept — 2  hose 
carts;  hose,  cot,  rub.  I'ned,  gd.,  1,000  ft.;  f.  al.. 
bell;  val.  equip.,  $1,200;  exp.  dept.  $150;  tot. 
mem.,    18.  pd.   part  time. 

Water  Supply — Src,  spr.,  1  m.  b»ia.  cent:  sy*., 
pump;  1  pump,  eng.;  cost,  $12,000;  cost  mtce.. 
$800;  wks.  owned  by  city. 

HIGQINSVILLE,  p.  2,628;  f.  area.  850  a.;  mere 
bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  wd..  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  onL; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trie..  2  how 
car.;  hose,  cot.  rub.  lined,  gd.,  1.800  ft.;  inf.. 
800  ft;  tot  hose,  2,100  ft.;  f.  aL,  wh.;  cvp. 
dept,    $100;    tot.    mem.,    20    voL 

Water  Supply — Src,  deep  wells,  ^  at.  bua 
cent;    sys.,    dir.    pres.;    res.    cap.,    100.000    KaK: 

1  pump,  eng.,  class  comp.  dup.,  cap.  day  750.0on 
irals. ;  mains,  c  i.,  5  m..  4  to  10  In.  dia.;  36 
hyd.;  10  v.;  met.,  85;  183  serv.;  pipe,  c.  i.: 
pres.,  dom.  60  lbs.,  f.  126  lbs.;  cons,  day,  S5.00S 
orals.:  cost,  $16,000;  cost  mtce.,  $600;  wks.  owned 
by    city. 

HIGaEE,  p.  il,2»15;   f.   area.   160  a.     F.  dept.— 

2  c  eng.;  hose,  100  ft;  val.  equip..  $1,200;  vaL 
bldgs.,  $4,000;  exp.  dept.  $100;  tot  menu.  25. 
pd.   part  time. 

Water  Supply — Src,  well;  sys.,  pump,  dir.;  S 
pumps;  cap.  day.  864,000  gals.;  wks.  owned  by 
town. 

HOLDEN,  p.  2,007;  f.  area,  640  a.;  mere, 
bldgs.,  etn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  stiu,  bk. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept. — I  h.  ft  I. 
trk.,  2  c  hand  ex.,  2  hose  car.;  hose,  2,000  ft.: 
f.  al.,  bell,  wh.  ft  elec;  val.  equip.,  $2,500;  rsL 
bldfTS.,  $3,000;  exp.  dept,  $100;  tot  mem.,  40  toL 

Water  Supply — Src,  lake,  2  m.  bus.  cent;  sy*-. 
pump  to  stdp.;  stdp.  cap.,  100,000  ffals.;  dim.,  le 
X  127;  res.  cap..  300,000  gals.;  8  pump.  eng.. 
class,  dup.  ft  trip.;  cap.  day,  1,080,000  gals.; 
mnins,  7  m.,  4  to  6  in.  dia.;  55  hyd.;  24  v.;  met. 
12;  176  serv.;  pipe,  iron;  pres.,  dom.  ft  f.  50  to 
65  lbs.;  cons,  day,  76,000  gals.;  cost.  $80,000; 
cost  mtce.,  $2,000;  wks.  owned  by  city. 

HUMANSVILLE,  p.  1,200;  f.  area,  880  a.  F. 
dept. — 1  gas.   eng.,   2  hose  reels;   hose,   cot.,  nib. 
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lined,  gd.,  1,000  ft;  f.  al.,  bell:  v«l.  equip.,  $1,200; 
val.  bidffs.,  9160;  exp.  dept,  $120;  tot  mem.,  18, 
pd.  part  time. 

Wtter  Supply — Src,  spring,  1  m.  bus.  cent; 
sys.,  pump,  dir.;  1  pump,  eng.;  cap.  day,  15,000 
gals.;  82  hyd.;  pres.,  com.  60  Ibe.,  f.  65  Iba.; 
cost,  $12,000;  WK8.  owned  by  city. 

HUNTSVILLE,  p.  2,2i7;  f.  area.  640  a.;  mere, 
bldgs.,  bk.  A  iron,  2  Sc  S  stor. ;  priv.,  wd.,  1  ft  2 
6tor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord. ; 
causes  of  (.  inv.  F.  dept. — 1  hand  eng.,  3  c. 
band  ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  1  hose 
car.,  2  hrs.,  hired;  hose,  cot,  rub.  lined,  gd.,  250 
ft.;  rub.,  gd.,  45  ft;  tot.  hose,  295  ft;  f.  al., 
bell;  val.  equip.,  $1,500;  val.  bldgs.,  $65;  exp. 
dept,  $45;  tot.  mem.,  26  vol.;  undrs.  rating,  fourth 
class. 

Water  Supply — Src,  wells,  8  blocks  bus.  cent.; 
s}v.,  pump  to  atdp.;  stdp.  cap.,  76,000  gals.;  dim., 
20  X  33;  mat,  stL;  1  pump,  eng.;  cap.  day,  144,- 
000  gals.;  mains,  c.  I.,  4  m.,  4  to  8  in.  dia.; 
30  hyd.;  41  met;  pres.,  dom.  40  to  80  lbs.,  f. 
70  lbs.;  cons,  day,  2,000  gals.;  cost,  $80,000;  co»t 
rotce.,  $1,500;  wks.  owned  by  city. 

INDEPENDENCE,  p.  0,859;  f.  area,  640  a.; 
mere,  bldgs.,  bk.,  2  &  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  &  combt.  ord.;  causes 
of  f.  inv.  P.  dept. — 4  c.  hand  ex.,  1  comb.  c.  Sl 
h.  wag.,  1  hose  wag.,  1  h.  ft  1.  trk.,  4  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  telp.;  val. 
equip.,  $4,000;  val.  bldgs.,  $3,500;  exp.  dept, 
$7,862;  tot  mem.,  9,  pd.  full  time  8,  pd.  part 
time  6;  undrs.  rating,  third  class. 

Water  Supply — Src,  riv.,  3  m.  bus.  cent;  sys., 
pump  to  res.  ft  stdp.;  stdp.  cap..  250,000  gals., 
dim.  18  X  120,  mat.  stl.;  res.  cap.,  5.000,000 
gals.;  7  pump,  eng.;  cap.  day,  7,000,000  gmls.; 
mains,  c  i.,  25  m.,  4  to  16  in.  dia.;  137  hyd.;  125 
v.;  met.,  1,500;  2,000  serv.;  pipe,  iron  ft  lead; 
pres.,  dom.  60  Ihs.,  f.  120  Iba.;  cons,  day,  900,- 
000  gala.;  cost,  $375,000;  wks.  owned  by  Co. 

JACKSON,  p.  2,105;  f.  area.  20  a.  F.  dept — 1 
h.  ft  1.  trk.,  2  hose  car.;  hose,  1,800  ft;  ral. 
equip.,  $1,200;   tot.   mem.,   17  vol. 

Water  Supply — Src,  deep  wells;  sys.,  2  pumps, 
cap.  day  75,000  gals.;  res.  cap.,  75.000  gals.; 
main«,  c.  i.,  4  m.,  4  to  10  in.  dia.;  40  hyd.; 
cost,  $50,000;  cost  mtce.,  $6,000;  wks.  owned*  by 
city. 

JAMESPORT,  p.  611;  f.  area.  10%  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  IH 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dei»t. — 2  c.  eng.,  1  h.  ft  1.  trk.,  200  ft.  hose;  f, 
al.,  bell;  val.  equip.,  $800;  exp.  dept,  $50;  tot. 
meni.,   16  vol. 

Water  Supply — Src,  wells. 

JEFFERSON  CITY,  p.  11.850;  f.  area,  960  a.; 
mere  bldgs.,  bk.,  2  ft  4  stor.;  priv.,  bk.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 
1  auto.  comb.  h.  ft  1.  trk.  ft  c  eng.,  1  h.  ft  1. 
trk-,  1  hose  wag.,  4  hose  car.,  2  hrs.;  hose, 
rub.,  gd.,  4,600  ft;  f.  al.,  telp.;  val.  equip.,  $8,- 
000;  val.  bldgs.,  $8,000;  exp.  dept,  $4,000;  tot. 
mem.,  45,  pd.  full  time  5,  vol.  40;  undrs.  rating, 
fourth    class. 

■Water  Supply — Src,  riv.,  %  m.  bus.  cent.; 
eys.,  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,  300,000 
gals.;  res.  cap.,  8,000,000  gals.;  6  pump,  eng., 
class  comp.  dup.,  cap.  day  6,000,000  gals.;  mains, 
c.  i.,  20  m.,  4  to  14  in.  dia.;  225  hyd.;  84  v.; 
met.,  1,000;  1,500  serv.;  pipe,  lead;  pres.,  dom. 
65  to  75  lbs.,  f.  105  to  150  lbs.;  cons,  day, 
1,000,000  gals.;  cost,  $290,000;  wks.  owned  by 
Co. 

JOPLIN,  p.  32.073;  f.  area,  19,  sq.  m.;  mere 
bldfiTS.,  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd..  1  ft  2 
Btor. ;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  auto,  str.,  12 
c.  hand  ex.,  1  h.  ft  1.  trk.,  2  auto,  hose  wag.  (1 
in  reserve).  1  aer.  trk.,  1  comb,  c  ft  h.  wag.,  1 
c.  eng.,  1  chief's  wag.,  3  hrs.:  hose,  cot.,  rub. 
lined,  gd.,  9,236  ft;  f.  al.,  elec,  46  bx.;  val. 
equip,  ft  bldgs.,  $50,000;  exp.  dept,  $28,598; 
tot.    mem.,  18,  pd.  full  time. 

Water  Supply — Src.  creek,  SV^  m.  bus.  cent.: 
sys.,  pump  to  stdp.  ft  ree.;  stdp.  cap.,  112,000 
l^als.;  res.  cap.,  8,000,000  gals.;  10  pump. 
enac.,  ckies  comp.  dup.,  cap.  day  27,500,000 
g«il8.;  mains,  c  i.,  49.39  m.,  4  to  16-  in. 
dia.;  876  hyd.;  336  v.;  met,  2,000;  6,000  serv.; 
pipe,  lead,  wrt.  i.  ft  galv.  i.;  pres.,  dom.  30  to  60 
lbs.,  f.  90  to  100  lbs.;  cons,  day,  3,500,000  gals.; 
wks.  owned  by  priv.  Co. 


KAHOKA,  p.  1,7^8;  f.  area,  100  a.;  bldgs., 
bk.   ft  wd.,   1   ft   2   stor.     F.   dept — 1   hand   eng., 

1  h.  ft  1.  trk.,  2  hose  wag.;  hose,  rub.,  gd.,  1,200 
ft;  f.  al.,  elec;  val.  equ.p.,  $10,000;  val.  bldgs., 
$50;  tot  mem.,  12  vol.;  undrs.  rating,  fourth 
class. 

Water  Supply — Src,  well,  H  block  bus.  cent; 
ays.,  pump  to  res.  ft  dir.;  stdp.  cap.,  75,000  gals., 
mat  bk.  ft  cem.;  pump,  eng.,  cap.  day  750,000 
gals.;  mains,  c.  i.,  4  m.,  4  to  8  in.  dia.;  26  hyd.; 
met,  20;  50  serv.;  pipe,  galv.  i.;  pres.,  dom.  20 
to  40  lbs.,  f.  65  to  00  lbs.;  cons,  day,  6,000 
gals.;  cost,  $28,000;  cost  mtce.,  $1,000;  wks. 
owned  by  city. 

KANSAS  CITY,  p.  248,881;  f.  area,  60  sq.  m.; 
mere  bldgs.,  bk.  ft  stn.,  2  to  16  stor.;  priv.,  bk., 
stn.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 12  str.,  1  c  eng.,  5  h.  ft  1.  trk.,  04  c 
hand  ex.,  2  water  towers,  4  aer.  trk.,  8  supply 
wag.,  16  hose  wag.,  6  hose  car.,  8  comb,  c  ft  h. 
wag.,  1  turret  wag.,  1  fuel  wag..  1  trip.  auto,  trk., 
pump.,  c  ft  h.  wag.,  1  comb.  auto,   c  ft  h.  trk., 

2  chiefs  auto.,  1  supt  f.  al.  auto.,  7  aast. 
chief's  buggies,  120  hra.;  hose,  cot,  rub.  lined, 
gd.,  58,300  ft.;  inf.,  2,800  ft;  tot.  hose,  56,100 
ft;  f.  al.,  200  bx.;  val.  equip.,  $185,000;  vaL 
bldgs.,  $527,356;  exp.  dept,  $425,000;  tot.  mem., 
356,  pd.  full  time. 

Water  Supply — Src,  Missouri  riv.,  4  m.  bus. 
cent.;  sys.,  pump  dir.;  res.  cap.,  115.000,000 
gals.;  13  pump,  eng.,  cap.  day,  250,000,000  gals.; 
class  centrif.  ft  trip,  expansion;  mains,  c  i.,  479 H 
m.,  4  to  4S  in.  dia.;  6,080  hyd.;  5,302  v.;  met, 
22,346;  47.975  serv.;  pipe.  galv.  i. ;  pres.,  dom. 
ft  f.  145  lbs.;  cons,  day,  32,388,000  gals.;  cost, 
$8,974,643;  cost  mtce.,  $619,650:  wks.  owned  by 
city. 

KING  CITY,  p.  066;  f.  area,  10  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  vriv.,  wd.,  1  to  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  12  c.  hand  ex.,  1 
h.    ft   I.   trk..    1    hose   wag.;   hose,   cot.,   rub.   lined, 

fd..    600    ft;    inf.,    600    ft;    tot    hose.    1,200    ft; 
al.,    bell;    val,    equip.,    $750;    val.    bldgs.,    $800; 
exp.    dept.,    $50;   tot.    mem.,    12,   pd.   part   time. 
Water  Supply — Src,  wells  ft  cisterns. 

KIRKSVILLE,  p.  6,347;  f.  area,  1  m.;  mere 
bldgs..  bk.,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  \.  trk.,  1  hose  wag.,  3 
hose  car.,  2  hrs.;  hose,  cot.  rub.  lined,  gd..  1,000 
ft;  inf.,  300  ft;  tot.  hose,  1,300  ft;  f.  al.,  wh.; 
.^al.  equip.,  $3,600;  exp.  dept,  $700;  tot  mem., 
9   vol. 

Water  Supply — Src,  riv..  7  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  11,000.000  gals.;  3  pump, 
enif.,  class  dup.,  cap.  day  1.760  000  gals.:  mains, 
stl.,  16  m.,  4  to  7  in.  dia,;  72  hyd.;  100  v.; 
met., -7 50;  750  serv.;  pipe,  galv.  stl.;  pres.,  dom. 
40  lbs.,  f.  120  Ibe.;  cons,  day,  350,000  gals.; 
cost,  $60,000;  cost  mtce.,  $16,000;  wks.  owned  by 
city. 

KIRKWOOD,  p.  4,171;  f.  area,  1,070  a.;  mere 
bldgs.,  bk.  ft  wd.,  3  to  5  stor.;  priv.,  wd.,  2 
nor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — 1  h.  ft 
1.  trk..   1   hope  wag.,   2  hrs.:  hose,  cot,  rub.  lined, 

fd.,  2,000  ft;  f.  al.,  bell  ft  telp.;  val.  equip., 
1,700;  exp.  dept,  $1,000;  tot  mem.,  21  vol. 
Water  Supply — Src,  riv.,  6  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  258,000  gals.;  mains, 
8%  m.;  76  hyd.;  596  serv.;  pres.,  dom.  ft  f.,  45 
lbs.;  cons,  day,  160,000  gals.;  wks.  owned  by 
Co. 

LA  GRANGE,  p.  1,360;  f.  area,  500  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
Inv.  F.  dept — 5  c.  hand  ex.,  1  h.  ft  1.  trk.; 
f.  al.,  bell;  val.  equip.,  $500;  val.  bldgs.,  $1,000; 
tot.   mem..    10   vol. 

Water  Supply — Src,  riv.  ft  wells. 

LAMAR,  p.  2,316;  f.  area,  300  a.;  mere  bldgs., 
stn.  ft  bk.,  1  to  3  stor.;  priv.,  wd.  ft  bk..  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept —  1  comb,  c  ft  b.  wag., 
2  c  hand  ex.,  1  h.  ft  I.  trk.,  2  hose  wag.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  rub., 
gd.,  400  ft;  inf.,  600  ft;  tot  hose,  2,100  ft;  f. 
al.,  bell  ft  telp.;  val.  equip.,  $3,000;  val.  bldgs., 
$300;  tot.  mem.,  15  vol. 

Water  Supply — Src,  spring  ft  riv.,  2Vi  m.  bus. 
cent;  svs.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  150,- 
000   gais.;   dim.,   14   x   125;   mat.,  stl.;   res.   cap., 
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600,000  ^«.;  4  pump,  eng.,  cap.  day,  4,000,000 
gals.;  mams,  c.  i.,  8  m.,  4  to  8  in.  dia.;  66  hyd.; 
84  v.;  met,  176;  260  8«rv.:  pipe,  gtalv.  L;  pre*., 
dom.  40  lbs.,  f.  70  to  110  lbs.;  cona.  day,  80,000 
gala.;   cost,   $70,000;  wka.  owned  by  city. 

LATHROP,  p.  1,038;  f.  area,  20  a.;  mere, 
bldgs.,  bk.,  1  A  2  stor.;  priv.,  wd.,  1 V^  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c.  eng.,  1  h.  &  1.  trk.; 
f.  al.,  bell;  val.  equip.,  $260;  val.  bldgs.,  $100; 
exp.  dept.,  $125;  tot.  mem.,   15  vol. 

Water   Supply — Src.,   wells. 

LEBANON,  p.  2,430;  f.  area.  12  a.;  mere 
bldgs.,  stn.  &  bk.,  1  to  3  stor.;  priv.,  stn..  bk.  A 
wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dent. — 
1  h.  &  1.  trk.,  1  hose  wag.,  1  hose  car.:  hose, 
cot.,  rub.  lined,  gd.,  1,400  ft.;  f.  al.,  bell  A 
wh.;  val.  equip.,  $1,000;  val.  bldgs.,  $2,125;  exp. 
dept.,   $200;   tot.   mem.,    18   vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
k  dir.;  stdp.  cap.,  86.000  gals.,  dim.  12  x  110; 
pump,  eng.,  cap.  day  200,000  gals.;  mains,  %,  m., 
8  in.  dia.;  19  hyd. ;  4  v.;  met.,  26;  prca.,  dom. 
40  to  45  lbs.,  f.  45  lbs.:  cons,  day  95,000  gals.; 
cost,   $25,000;   wks.   owned   by   city. 

LEES  SUMMIT,  p.  1,455;  f.  area,  300  a.;  mere, 
bldgs.,  bk.,  1  &  2  stor.;  priv.,  wd.,  25  to  SO  ft. 
high;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  gasoline  str.,  1  hose 
car.;  hose,  cot.,  rub.  lined,  gd..  600  ft.;  f.  al., 
bell;  val.  equip.,  $1,350;  val.  bldgs.,  $200;  exp. 
dept.,  $200;  tot.  mem.,   16  vol. 

Water  Supply — Src,  wells  &,  cistern,  in  bus. 
cent.;  gasoline  pump,  eng.;  wks.  owned  by  city. 

LEXINGTON,  p.  6,242;  f.  area.  8  m.;  mere, 
bldgs.,  stn.,  bk.  k  wd.,  4  stor.;  priv.,  stn.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  not  p»erm.  .n  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv,  F.  dept. — 1  h.  k 
1.  trk.,  J  hose  wag.,  2  hrs. ;  hose,  cot.  rub.  lined, 
gd.,  600  ft.;  rub.,  gd.,  1,800  ft;  inf.,  300  ft;  tot 
hose,  2,600  ft;  f.  al..  bell  k  telp.;  val.  equip., 
$3,000;  val.  bldgs.,  11,500;  exp.  dept,  $5,000; 
tot   mem.,    10,   pd.   full   time   2,   pd.   part   time   8. 

Water  Supply — Src.  riv„  2  m.  bus.  cent;  sys., 
pump  to  res.  k  stdp,;  stdp.  cap,,  360.000  gals.; 
mat,  iron;  res.  cap.,  6,000,000  gals,,  loc,  %  m. 
town;  2  pump,  eng,,  cap.  day  3,000,000  gals.; 
mainB,  c.  i.,  25  m.,  4  to  14  in,  dia.;  79  hyd.; 
98  v.;  met.,  32;  1,050  serv.;  pipe,  galv.  i,;  pres., 
dom.  65  lbs.,  f.  120  lbs.;  cons,  day,  900,000 
gals.;  cost,  $200,000;  cost  mtce,,  $17,600;  wks, 
owned    by   Co. 

LIBERTY,  p.  2,980;  f.  area,  810  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept, — 1  hose  wag.  k  laddetv,  1  hand  reel,  2  hrs,; 
hose,  cot,  rub.  lined,  gd,,  1,000  ft;  rub.,  gd., 
250  ft.;  tot  hose,  1,260  ft;  f.  al.,  telp.  k  wh.; 
val.  equip.,  $1,500;  exp.  dept,  $331;  tot.  mem.,  16 
vol. 

Water  Supply — Src,  riv.,  3%  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals,;  mat, 
sti.;  res.  cap.,  60,000  galfl. ;  4  pump,  eng.;  class, 
comp.  dup.;  cap,  day,  2,880,000  gals.;  mains, 
c.  i,,  9%  m.,  4  to  8  in.  dia.;  78  hyd.;  630  met; 
630  serv.;  pres.,  dom,  85  lbs.,  f.  90  to  ISO  lbs.; 
cons,  day,  250,000  gals.;  cost,  $75,000;  cost  mtce,, 
$6,000;  wks.  owned  by  city. 

LOUISIANA,  p.  4,464:  f.  area.  22  a.;  mere, 
bldgs.,  bk.  k  stn.,  2  k  4  stor.;  priv.,  wd.  k  bk., 
2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord. 
F.  dept. — 4  c.  hand  ex..  1  h,  &  1.  trk.,  1  hose 
car.,  3  hrs,;  hose,  cot,  rub.  lined,  gd..  1,000  ft: 
inf^  400  ft;  tot  hose,  1,400  ft;  f.  al..  elec,  2 
bx.;  val,  equip.,  $5,000;  val.  bldgs.,  $3,000;  exp. 
dept,  $1,800;  tot.  mem,,  10,  pd.  part  time; 
undrs.  rating,  third  class. 

Water  Supply — Src,  riv.,  V4  m,  bus,  cent.;  sys., 
pump  dir.;  3  pump,  eng.,  cap.  day  2.250.000 
gals.;  mains,  c  i..  6  m.,  4  to  12  in.  dia.;  66 
hyd.;  met,  50;  675  serv,;  pres.,  dom.  120  lbs., 
f.   120  lbs.;  wks.  owned  by  Co, 

MACON,  p.  3,584;  f.  area,  17  a,;  mere  bldgs., 
bk.  k  wd.,  1  to  8  stor.;  priv,.  wd.,  1  Ac  2  stor.; 
wd.  rfs.  perm,  in  f.  area:  combt,  ord.  F.  dept. — 
1  str.,  16  c.  hand  ex..  1  h.  Ar  1.  trk,.  1  hoite  wag., 
1  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1..300  ft.; 
inf.,  400  ft;  tot.  hose.  1,700  ft.:  f.  al..  bell  k 
wh.:  val.  equip..  $10,000:  val.  bld«rs.,  $2,500:  exn. 
dent,  $255:  tot.  mem..  9,  pd.  full  time  2.  vol.   7. 

Water  Supply — Src,  East  Fork,   2  m.  bus,  cent; 


sys.,  pump  dir.  k  pump  to  stdp.:  stdp.   oapu.   100.- 

000  gals.;  res.  cap.,  150,000  gals.;  2  pump.  e&g.. 
class  dup.,  cap.  day  1,500,000  gahs.;  mains,  c.  L, 
7  m,,  2  to  10  in.  dia.;  45  hyd.;  16  v.;  xnet»  tOfi; 
462  seiT. ;  pipe,  c  i.;  pres.,  dom.  60  lbs.,  f.  100 
lbs,;  cons,  day  360,000  gals.;  cost,  $50,000;  cost 
mtce.,  $600;   wks.  owned  by  city. 

MALDEN,  p.  2,600;  f.  area,  100  a.     F.  depc— 

1  hose  wag.,  1  hrs.;  hose,  cot,  rub.  lined,  gd.. 
1,000  ft,;  f.  al.,  bell  k  wh,;  val.  equip.,  $1,23«.'; 
exp.   dept.,  $'100;   tot   mem,,   14   vol. 

Water  Supply — isrc,.  welU,  1  m.  bus^  cent; 
sys.,  pump;  2  pump,  eng.,  cap.  hour  80,000  gzls.; 
mains,  6  m. ;  64  hyd.;  pres.,  f.  70  lbs.;  cost, 
$25,000;  wks.  owned  by  city. 

MARCELINE,  p.  3.920;  f.  area,  860  a.;  bldg«.. 
bk.  k  wd..  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt,  ord.  F.  dept, — 1  hand  eng.,  1  c  eng.,  1 
hose  reel;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f. 
al.,  telp.  k  wh.;  val.  equip.,  $2,000;  val.  bldgs., 
$500;    exp.    dept.,    $400;   tot    mem.,    26vol. 

Water  Supply — Src,  laive  res.,  1%  m.  boa. 
cent.;  sys.,  pump  to  stdp,;  29  hyd. 

MARIONVILLE,  p.  1,400.  F.  dept. — 1  h.  k  1. 
trk.,  1  hose  wag.;  hose,  cot,  rub.  lined,  ^d.,  1,U00 
ft;  f,  al.,  bell;  vaL  equip.,  $1,400;  val.  bldg*.. 
$200;  exp.  dept.,  $60;  tot  mem.,  12,  pd.  fuU 
time  1,  vol,   11. 

Water  Supply — Src,  well  k  spr.,  1  m.  bus. 
cent;  sys..  pump;  4  pump,  eng.,  cap.  hour  60,090 
gals.;  mains,  2%  m.;  12  hvd.;  pres.,  doxn.  45 
lbs,,  f.    100   lbs.;  wks.  owned  by  priv.   Co. 

MARSHALL,  p.  4,869;  f.  area,  1,120  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs,  not  perm,  in  f.  area;  fwka.  k  combt.  ord. 
F.  dept. — 1  n,  k  1.  trk.,  1  comb,  c  &  h.  waa.. 
1  hose  wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd^ 
1,500  ft;  inf„  200  ft;  tot  hose,  1.700  ft.:  t 
al.,  elec,  bell;  val.  equip.,  $6,000;  vaL  bldgs., 
$4,000;  exp.  dept,  $1,000;  tot.  mem.,  5,  |>d. 
part   time. 

Water  Supply — Src,  well,  %  m.  boa.  cent; 
sys.,  pump  to  res.  k  to  mains;  res.  cap.,  640.000 
gals.;  2  pump,  eng.,  class  comp.,  cap.  day  2,- 
000,000  gals.;  mains,  c  L,  16  m.,  6  to  12  in. 
dia,;  140  hyd.;  15  v.:  met,  12;  760  serv.;  pipe, 
wrt  i, ;  pres.,  dom.  y6  lbs.,  f.  140  lb«.;  con«. 
day,  300,000  gals.;  cost.  $66,000;  cost  zntce.. 
$3,600;  wks,  owned  by  city. 

MARSHFIELD,  p.  1,193;  f.  area,  300  a.;  mere 
bldgs.,  bk.  k  stn,,  1  k  2  stor.;  priv.,  bk.  &  wd.. 
1  k  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k 
combt,  ord.;  causes  of  f,  not  inv.  F.  dept. — 
Ladders  k  buckets;  f.  al.,  wh. ;  tot.  mem.,  60  vt>L 
No  waterwks. 

MARYVILLE,  p,  4,762;  f.  area.  2.660  a.;  mere 
bldgs.,  bk,,  2  k  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 4  c  hand  ex.,  2  hose  wag..  1  hose 
reel,  2  hrs.;  hose,  rub.,  gd,.  2,400  ft;  inf.,  700 
ft;  tot.  hose,  3.100  ft:  f.  al.,  telp.;  vaL  equip.. 
$6,000;  vaL  bldgs.,  $3,000;  exp.  dept.,  S2  000: 
tot.  mem..  8,  pa.  full  time  1,  pd.  part  time  7: 
undrs.   rating,   fourth   class. 

Water  Supply — Src,  riv..  2^  m.  bus.  cent.;  sys.. 
grav.  k  pump  to  stdp.  dir.;  stdp.  cap..  120.9<^0 
gals.,  dim.  18  H  x  ^0,  mat.  stl.;  res.  cap..  20.- 
000,000  gals.;  2  pump,  eng.,  cap.  day  l.SOO.OOi 
gals.;  mains,  c  i.,  9^  m.,  4  to  10  in.  dia.; 
66  hyd.;  met.  622;  700  serv.;  pipe,  lead  ^  gahr. 
i.;  pres.,  dom.  60  lbs.,  f,  120  lbs.:  cons,  day, 
287.671  gals.;  cost.  $140,000;  cost  mtce.,  tS.OOO: 
wks.   owned   by  Co. 

MAYSVILLE,  p.  1,051;  mere  bldgs.,  bk.,  • 
stor.;  priv..  wd.,  2  stor.;  wd.  rfs.  perm.;  fwka  k 
combt.  ord.;  causes  of  f,  inv.  F.  dept. — 1  bsn-l 
eng..  1  c  eng..  SO  c.  hand  ex..  1  h.  ft  L  trk.. 
1  hose  car.;  900  ft  hose;  f.  aL.  bell;  tot  mem.. 
vol. 

Water  Supply — Src,  tank;  sya,  gasoline  eng-: 
4   hyd.:   mains.   4   to  6  in.  dia, 

MEMPHIS,  p.  1,984:  mere  hldars.,  bk.,  2*3 
.'tor. :  priv..  wd..  1*2  stor.;  wd.  rfs.  perm.:  fwk^ 
k  combt.  ord.;  causes  of  f,  inv.  F.  dept —  2  k 
k  1.  trks.,  2  hose  reels,  2  hose  wag.,  buclcets;  bote, 
cot,  rub.  lined,  gd.,  1.600  ft:  inf.,  600  ft;  tot 
hose,  2,000  ft.;  f.  al..  bell  <  wh.;  ral.  equip.. 
$1,500;  val.  bldgs.,  $1,600:  tot  mem.,  20  voL 

Water  Supply — Src,  wells  k  creek,  \  m.  boa 
cent.;  ?ys..  grav.  k  pump  dir,;  stdp.  cap.,  58.000 
gals.,  dim.  20  \  24,  mat.  iron  k  wd. :  1  pnrnn. 
erg.,    class    dup..    cap.    day    432,000    gals.:    mahrt. 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— MISSOURI. 


C-203 


e.  L,  1%  m.,  4  to  iS  in.  dia.;  28  hyd.;  76  cenr.; 
pipe,  lead;  pres.,  dom.  40  lbs.,  f.  140  lbs.;  cona. 
day,  18,000  gala.;  cost,  $17,000;  cost  mtce.,  $600; 
wks.  owned  by  city  JE  Co. 

MERAMEC  HIGHLANDS,  p.  110;  f.  area,  120 
a.;  mere  bidgs.,  stn.  it  wd.,  2  stor.  F.  dept. — 2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  800  ft.;  vol. 

Watar  Supply — Src,  riv. ;  sys.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gala.,  mat  wd.;  pump,  eng., 
cap.  day  600,000  gals.;  mains,  8  m.,  4  to  12 
in.  dia.;  8  hyd.;  8  v.;  pipe,  galv.  i.;  pres.,  dom. 
80   lbs.,   f.    175   lbs. 

MEXICO,  p.  6.939;  f.  area,  1,260  a.;  bldgs., 
bk.  &  wd.,  1  to  4  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  &  combt.  oid.  F.  dept. — 1  comb,  c 
k  h.  wag.,  4  c.  hand  ex.;  hose,  cot.,  rub.  lined, 
ffd..   1,700   ft.;   inf.,   600  ft.;   tot.  hose,   2.200  ft; 

f.  al.,  bell  it  wb.;  val.  equip.,  |3,600;  val.  bldga., 
17,000;  exp.  dept,  $1,600;  tot.  mem.,  8,  pd. 
part  time  1.  7  vol. 

Watar  Supply — Src,  lake,  1  m.  bua.  cent.;  tty»., 
pump  to  stdp.  k  grav.;  res.  cap.,  60,000,000  gals., 
loc.  1  m.  south;  2  pump,  eng.,  cap.  day  2,000,000 
gals.;  mains,  c.  L,  11  m.,  6  to  10  in.  dia.;  80 
hyd.;  100  v.;  met,  200;  400  serv.;  pipe,  lead  k 
iron;  pres.,  dom.  50  lbs.,  f.  100  lbs.;  cons,  day, 
250,000  galfl.;  cost,  $^0,000;  cost  mtce.,  $4,600; 
wks.   owned  by   Oo. 

MILAN,  p.  2,191;  f.  area,  040  a.;  mere,  bldgs., 
bk.,  1  &  2  stor.;  priv..  wd.,  1^2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  f^ks*.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  600  ft;  inf.,  250  ft;  tot  hose, 
750  ft;  f.  al.,  bell;  val.  equip.,  $600;  exp.  dept,  | 
$200;  tot.  mem.,  12  vol. 

Water  Supply— 'Src,  wells,  1  m.  bus.  cent;  ayv., 
pump  to  res.;  res.  cap.,  200,000  gals.;  1  pump, 
eng.;  cap.  day,  200,000  gala.;  mains,  iron,  SH  ni., 
4  to  8  in.  dia.;  27  hyd.;  100  met.;  pres.,  dom.  45 
to  95  lbs.,  f.  96  lbs.;  cons,  day,  90,000  ga}u.; 
cost,  $25,000;  wks.  owned  by  dty. 

MOBERLY,  p.  10,028;  f.  area,  640  a.;  mere 
bldgs.,  wd.  k  bk.,  2  ft  3  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  ex.,  1  hose  wag., 
ladders,  ftc,  2  hrs. ;  hose,  rub.,  gd.,  2,260  ft.; 
f.  al.,  bell;  vaL  equip.,  $2,000;  val.  bldgs.,  $5,- 
000;  exp.  dept,  $1,000;  tot  mem.,  8  vol.;  undrs. 
rating,  third  class. 

Watar  Supply — Src,  wells  ft  res.,  1^  m.  bus. 
cent:  sys.,  pump  dir.;  res.  cap.,  100,000,000  gala., 
loc  1%  m.  city;  2  pump,  eng.,  cap.  day  8,000.000 
gals.;  mains,  c  i.,  IS  1-8  m.,  4  to  14  in.  dia.; 
93  hyd.;  107  v.;  met,  1,180;  1.286  aerv.;  pipe, 
lead  ft  galv.  i.;  pres.,  dom.  60  Ids.;  f.  120  lbs.; 
cons,  day,  200,000  gals.;  cost  $86,000;  cost 
mtce.,  $6,000;  wks.  owned  by  city. 

MONETT,    p.    4,177;   bldgs.,    bk..    cone    ft    wd., 

1  to  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.     F.   dept. — 2   hand   nose   carts,   1   hose  wag., 

2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft:  rub., 
gd.,  600  ft;  tot  hose,  1,600  ft;  f.  al.,  bell  ft 
telp.;  val.  equip.,  $1,600;  val.  bldgs.,  $5,000; 
exp.  dept.,  $2,000;  tot  mem.,  12,  pd.  full  time 
1,  vol.  11:  undrs.  rating,  fourth  class. 

Watar  Supply — Src,  wells.  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  68,000  gala.,  dim. 
20  X  60,  mat  masonry  ft  stl.;  res.  cap.,  68.000 
gals.;  8  pump,  eng.,  cap.  day  6.000.000  gals.; 
maina,  c  i.,  6  8-5  m.,  2  to  10  in.  dia.:  40  hyd.: 
met,  810;  760  serv.;  pres.,  dom.  66  lbs.,  f.  65 
lbs.;  cost,  $22,260;  cost  mtce.,  $4,000;  wks.  owned 
by   city. 

MONROE  CITY,  p.  1,949;  f.  area,  640  a.; 
mere,  bldgs.,  stn.  ft  bk..  1  to  8  stor.;  priv.,  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept. — 1  gasoline  str..  1  h.  ft  1. 
trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  700 
ft;  inf..  400  ft;  tot  hose.  1,100  ft;  f.  al.,  bell 
ft  wh.;  vaL  equip.,  $1,500;  val.  bldga.,  $1,000;  exp. 
dept..  $50:  tot.  mem.,  18  vol. 

Watar  Supply — Wells  ft  cisterns. 

MONTGOMERY  CITY,  p.  1,789;  f.  area,  800  a.: 
mere  bldgs..  bk..  1  to  3  stor.;  priv.,  wd.,  2 
stor.;  wd.  rf».  not  nerm.;  fwks.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept. — 2  hose  reels:  hose, 
cot,  rub.  lined,  gd.,  800  ft.;  f.  al..  bell;  val. 
equip.,  $200;  mem.  pd.  part  time;  undrs.  rating, 
fourth   rlafl«. 

Watar  Supply — Src,  wells.  %  m.  bus.  cent;  sys., 
pump  to  *tdp.  ft  dir.;  stdo.  cap.,  116  000  amis.:  dim.. 
14  X  100,  loc  in  public  aq.;  mat.,  iron;   2  pump. 


eng.;  cap.  day,  72,000  gala.;  miaina,  c  L,  8  m.,  4 
to  6  in.  dia.;  86  hyd.;  2  v.;  met,  70;  12  aerv.; 
pipe,  wrt.  i;  pres.,  dom.  46  lbs.,  f.  46  lbs.;  cons, 
day,  80,000  gala.;  cost,  $20,000;  cost  mtce., 
$1,200;  wka.  owned  by  ci^. 

MOREHOUSE,  p.  1,686;  f.  area,  40  a.;  mere 
bldga.,  bk.,  atn.  ft  wd.,  1  ft  2  ator.;  priv.,  wd., 
1  ft  2  stor.;  wd.  rfa.  peim.  in  f.  area;  fwks.  ft 
combt  ord.;  causea  of  f.  not  inv.  F.  dept. — 2 
hose  carls,  1,000  ft.  hose;  wh.  alarm;  voL 

Water  Supply — Priv.  wka.,  owned  by  Himmel- 
berger  Harrison  Lumber  Co. 

MOUND  CITY,  p.  1,676;  f.  area^  40  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  pnv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  causea  of  f.  inv.  F.  dept. — 3  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $1,000;  val.  bldgs.,  $1,000; 
exn.  dept,  $26;   tot.   mem.,   16  vol. 

Watar  Supply — Src,  welU,  1-5  m.  bus.  cent.;  sys., 
grav.;  stdp.  cap.,  125,000  gala.;  dim.,  32  x  24;. 2 
pump,  eng.;  cap.  day,  350,000  gals.;  mains,  5  ni., 
4  to  8  in.  dia.;  20  hyd.;  16  v.;  met,  12;  pres., 
dom.  ft  f.  40  to  95  lbs.;  cons,  day,  50,000  gala.; 
cost  $22,500;  wks.  owned  by  city. 

MOUNTAIN  OROVIE.  p.  2,500;  f.  area,  640  a.  F. 
dept — 3  hose  carts,  1,000  ft.  hose;  val.  equip., 
$800;  vaL  bldgs.,  $50;  tot  mem.  15,  pd.  $1.00  per 
fire. 

Water  Supply — Src,  well;  sys.,  pxunp  to  stdp.; 
1  pump,  eng.;  25  hyd.;  cost,  $20,000;  cost  mtce., 
$750;  wke.  owned  by  city. 

MT.  VERNON,  Lawrence  Co.,  p.  1,161;  mere 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd..  2  stor.;  wd. 
rfs.  not  perm.;  causes  of  f.  inv.  F.  dept — 2  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag..  1  hose  cart; 
hose,  cot.,  rub.  I'ned.  gd.  1,200  ft;  inf.,  600 
ft.;  tot  hose,  1,800  ft;  f.  al.,  bell  ft  elec;  vaL 
equip.,  $1,500;  val.  bldgs.,  $1,200;  exp.  dept, 
$25:   tot.  mem.,  82  vol. 

Watar  Supply — Src,  spr.,  M  m.  bus.  cent; 
sys.,  grav.;  stdp.  No.  1  cap.,  75,000  gala.,  dim. 
12  X  26.  mat  wd.;  stdp.  No.  2  cap.,  68,000  gals., 
mat.  stl.;  2  pump,  eng.,  class  dup.,  cap.  day 
800,000  gals.;  maina,  c  L.  4  to  8  in.  dia.;  250 
hyd.;  pres.,  dom.  76  lbs.,  i.  100  lbs.;  cost,  $16,- 
000;  wks.  owned  by  city. 

NEOSHO,  p.  8,661;  f.  area.  1.800  a.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  c  hand 
ex.,  2  hose  reels,  1  hose  wag.,  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  1,600  ft.;  inf.,  400  ft.;  tot  hose, 
2,000  ft;  f.  al.,  bell;  val.  equip.,  $2,600;  val. 
bldgis.,  $400;  exp.  dept.,  $600;  tot.  mem.,  20,  pd. 
full  time  1,  vol.  19. 

Water  Supply — Src,  spr.,  7  m.  bus.  cent;  ays., 

5rav.;  res.  cap.,  2.000,000  gals.;  1  pump,  eng.,  cap. 
ay  6.760,000  gals.;  mains,  8  m.,  4  to  10  in. 
dia.;  86  hyd.;  40  v.;  met,  16;  400  serv.;  pipe, 
galv.  i.;  pres.,  dom.  60  lbs.,  f.  90  to  100  lbs.; 
cost,  $50,000;  cost  mtce.,  $600;  wks.  owned  by 
city. 

NEVADA,  p.  7,176;  f.  area,  1,200  a.;  mere 
bldgs.,  bk.,  stn.,  iron  ft  wd.,  1  to  8  stor.;  priv., 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.:  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  P.  dept. — 1  comb.  c. 
ft  h.  wac.,  2  hand  ex.,  1  h.  ft  1.  trk.,  1  xK>se  cart, 
3  hrs.;  nose,  cot.,  rub.  lined,  gd.,  8,000  ft.;  inf., 
500  ft.;  tot  hose,  8,600  ft;  f.  al.,  bell;  val.  equip., 
$6,000;  vaL  bldgs.,  $4,000;  exp.  dept,  $6,000; 
tot  mem..  6.  pd.  full  time  4,  pd.  piart  time  2; 
undrs.  rating,  third  class. 

Watar  Supply — Src,  wells;  ays.,  pump  ft  dir.; 
res.  cap.,  2,225,000  gala.;  4  pump,  eng.,  cap. 
day  4,600,000  gala.;  mains,  28  m.,  4  to  10  in. 
dia.;  96  hyd.;  met.  100;  878  serv.;  pipe,  lead; 
pres.,  dom.  80  lbs.,  i.  180  lbs.;  cons,  day,  700,000 
gals.;  cost,  $276,000;  wks.  owned  by  Co. 

NOW  FRANXtilN,  p.  794;  f.  area,  80  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwks.  ft  oombt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  hand  ex..  2  hose 
carts,  500  ft.  hose;  bell  al.;  val.  equip.,  $S00;  val. 
bldgs.,  $500;  tot  mem.,  20  voL 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
pump  dir.;  1  pump,  eng.,  cap.  day  60,000  gala.; 
mains,  iron,  2  m.,  4  to  6  in.  dia.;  15  hyd.;  12  v.; 
5S  met.;  70  aerv.;  pres.,  dom.  ft  f.,  45  lbs.;  cons, 
day,  ^0,000  gals.;  cost.  $14,000;  cost  mtce., 
$1,500:   wks.   owned  by   city. 
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HEW  McA/DRID,  p.  1,882.  F.  dept — 4  hand  hose 
carts;   hoae,   2,000   ft 

Water  Supply — Src,  wells;  etdp.  cap.,  60,000 
gals.;  2  pump,  eng.,  cap.  day,  180,000  gals.; 
mains,  3  m.,  4  to  8  in.  dia.;  38  hyd.;  pres.,  dom. 
k   f.,    55    Ibfl.,    wks.    owned    by    city. 

ODESSA,  p.  11,681;  f.  area,  4  blocks;  mere, 
bldgs.,  bk.,  1  to  8  stor. ;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfa.  not  perm.;  fwks.  &  combt.  ord. ;  causes 
of  f.  inv.  F.  dept. — 1  str.,  1  h.  &  1.  trk.,  1 
hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  600 
ft.;  fair,  500  ft.;  tot.  hose.  1,100  ft.;  f.  al.,  wh.; 
val.  equip.,  $1,500;  val.  bldgs.,  $600;  ezp.  dept., 
$226:  tot.  mem.,  18  vol.:  undrs.  rating,  fifth 
Class. 

Water  Supply — Src  wells  it  cisterns,  in  but. 
cent;  sys.,  pump  to  res.;  res.  cap.,  9,400  gala.: 
6  hyd. 

OREGON,  p.  1,002;  mere,  bldgs.,  stn.,  bk.  ft  wd. 
F.  dept. — 1  n.  &  1.  trk.,  2  hose  car.;  hose,  900 
ft:  f.  al.,  bell;  tot.  mem.,   20  vol. 

water  Supply — Src,  wells;  sys.,  grav.  ft  pump.; 
res.  cap.,  636,000  (rals. 

ORONOGO.     F.  dept  not  reported. 

Water  Supply — Src,  deep  well,  H  m.  bus.  cent; 
sys.,  grav.;  stdp.  cap.,  50,000  gals.,  dim.  18  x  26, 
mat  stl.;  2  pump,  eng.,  cap.  dav  125,000  gals.; 
maina,  iron,  4  m.,  4  to  8  in.  dia.;  12  hyd.;  18 • 
v.;  met.,  20;  pipe,  wrt  i. ;  pres.,  dom.  ft  f.  65 
lbs.;  cons,  day,  120,000  gals.;  cost,  $19,000;  cost 
mtce.,   $1,600;   wks.  owned  by  city. 

OSCEOLA,  p.  1,114;  mere,  bldgs..  stn.,  bk.  ft 
wd.,  1  ft  2  stor. ;  pr.v.,  wd.,  1  Vi  stor. ;  wd.  rfa. 
perm.;  combt.  ord.  F<  dept. — 1  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  400  ft.;  tot.  mem.,  vol.; 
undrs.   rating,  fourth  class. 

Water  Supply— Src,  well,  hi  m.  bu^.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  68,000  gals.;  2  pump, 
eng.,  cap.  day  480,000  gale.;  mains,  2H  m-*  4  to 
8  in.  dia.;  7  hyd.;  102  serv.;  cost,  $10,000;  cost 
mtce.,   $250;   wks.   owned  by  Co. 

PACIFIC,  p.  1,418;  f.  area.  2  m.;  mere  bldgs., 
stn.,  bk.  ft  wd. ;  wd.  rfs.  perm.;  no  fwks.  ft  comot 
ord.  F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  1 
hose  car.;  f.  al.,  elec ;  tot.  mem.,  vol.;  undrs. 
rating,  third  class. 

Water  Supply^-Src,  riv.;  sys.,  dir.  pre?.;  res. 
cap.,  150,000  gals.;  nyains,  c.  i.,  4  m.,  4  to  S  in. 
dia.;  23  hyd.;  12  v.;  60  met;  i3  serw;  pres., 
dom.  ft  f.,    75   lbs.;   wks.   owned  by  city. 

PALMYRA,  Marion  Co.,  p.  2,168;  mere,  bldgs., 
bk.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c.  hand  ex.,  1  h.  ft  1.  trk., 
2  hose  wasr. :  hose,  cot,  rub.  lined,  gd.,  1,800  ft; 
inf.,  500  ft;  tot  hose,  ^,300  ft.;  f.  al.,  bell; 
val.  bldgs.,  $8,000;  tot  mem.,  20  vol. 

Water  Supply — Src,  spr.  ft  riv.;  sys.,  grav., 
pump  to  stdp.;  stdp.  cap.,  110,000  gals.;  res.  cap., 
2,000,000  gals.;  pump,  eng.,  cap.  day  750.000 
gals.;  mains,  c.  i.,  9  m.,  4  to  10  in.  dia.;  52  hyd.; 
12  v.;  met,  8;  pipe.  galv.  i.;  pres.,  dom.  35  lbs., 
f.  200  lbs.;  cost.  $55,000;  cost  mtce.,  $3,000: 
wks.   owned    by    Co. 

PARIS,  p.  1,474;  f.  area,  175  a.;  mere,  bldgs., 
bk.,  2  ft  3  stor.;  priv.,  wd..  30  to  40  ft  high; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord. 
F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  2  hose 
wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft;  f.  al.,  bell;  val.  equip.,  $2,500;  val.  bldgs., 
$5,000;  exp.  dept..  $100;  tot.  mem.,  25  vol. 

water  Supply — Src,  riv.;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  60.000  gals.;  1  pump,  eng.: 
mains,  5  m. ;  19  hyd.;  175  serv.;  pres.,  dom.  47 
lbs.,  f.  125  lbs.;  cons.  day.  12.*). 000  gals.;  cost, 
$25,000:   cost  mtce.,   S6.000:   wks.   owned  by  city. 

PARKVILLE.  p.  765;  f.  area.  12  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept— 
1  comb,  c  ft  h.  wag.,  1  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell:  val.  equip., 
$250:   vaL    bldgs.,   $25;   tot    mem.,    30   vol. 

PERRYVILLE,  p.  1.708;  f.  area.  100  a.:  mere 
bldgs..  bk.,  2  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 1  hand 
eng.,  1  c.  eng.,  6  c  hand  ex.,  2  h.  ft  1.  trks.,  2 
hose  wag.,  2  nose  reels;  hose,  cot.,  rub.  lined,  gd., 
2.600  ft;  inf.,  100  ft.;  tot  hose,  2.600  It:  f.  al., 
bell  ft  wti.;  val.  equip.,  $5,000:  val.  bldgs.,  $3,000; 
ezp.   dept,   $150;  tot  mem.,   30  vol. 

No  Water  Supply. 


PIERCE  CITY,  p.  2.048;  f.  area,  1,200  a.;  mere 
bldgs.,  stn..  bk,  ft  wd.,  2  ft  8  stor.;  priv..  bk.  k 
wd.,  2  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  t 
1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  inf.,  600  ft;  tot  hose,  1,500  ft:  L 
al.,  bell  ft  wh.;  vaL  equip.,  $2,200;  val.  bldga.. 
$8,000;   exp.  dept,   $50;  tot   mem.,  85   voL 

Watar  Supply — Src,  spr.,  ^  m.  bus.  cent;  sr*-. 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  100.000  g^. 
dim.  16  z  75,  mat.  stl.;  2  pump,  eng.,  class 
dup.  comp.,  cap.  day  1,000.000  gala.;  mains,  e  ... 
5H  m.,  4  to  8  in.  dia.;  82  hyd.;  20  v.;  met.,  52; 
225  serv.;  pipe,  lead  ft  iron;  prea.,  dom.  55  to  70 
lbs.,  f.  70  Iba.;  cons,  day,  75,000  gals.;  cosU 
$82,000;  cost  mtce.,  $1,600;  wks.  owned   by  dty. 

PLATTSBURG,  p.  1.650;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  IH  ator.;  wd.  rfsv 
not  perm,  in  f.  area;  fwka.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  1  hand  eng..  1  c.  eng.. 
1  hose  wag.;  hoae,  gd.,  600  ft;  1  al.,  bell;  exp. 
dent,  $100;  tot  mem.,  12  voL 

Water  Supply — Src,  datema,  in  bits,  cent.;  sys.. 
pump. 

PLEASANT  HILL,  p.  2,066;  f.  area»  200  a.; 
mere  bldgs..  bk.,  2  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  canses  o1 
f.  inv.  F.  dept. — 1  comb,  c  A  h.  wag.,  1  h.  ft  L 
trk.,  2  hose  car.;  4iaee,  cot,  rub.  lined,  |^.,  1,000  ft; 
rub.,  gd.,  600  ft;  tot  hose,  1,600  ft.;  f.  aL,  beQ; 
vaL  equip.,  $1,500;  val.  bldgs.,  $800;  exp.  dept, 
$400;   tot  mem.,   12,  pd.  part  time 

Water  Supply — Src,  lake  ft  creek,  4  blodca  from 
bus.  cent;  sys.,  pump  dir.;  ree  cap.,  lOO.OOO.OOO 
gals.,  loc  at  edge  of  city;  2  pump,  en^.,  cLsss 
comp.  dup.,  cap.  day  2,000,000  gala.;  mainsi.  e  1^ 
1  m..  6  in.  d!a.;  met,  1;  pres.,  dom.  100  Vbs,, 
f.  125  lbs.;  cost,  $30,000;  wke  owned  by  priT.  Ca 

POPLAR  BLUFF,  p.  6,916;  f.  area.  750  a.: 
mere  bldgs.,  bk.,  2  stor.;  priv..  wd.,  I  ft  S  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  comot.  ord.     F.  depc — 

1  hose  wag.,  2  hra.;  hose,  cot,  rub.  lined,  gd^ 
2.500  ft;  inf.,  600  ft;  tot  hose.  3,100  ft:  t 
al.,  telp.;  val.  equip.,  $3,000;  val.  bldga..  $1,503; 
exp.  dept.,  $2,000;  tot.  mem.,  10  vol.;  wuks. 
rating,   third  class. 

Water  Supply — Src,  riv.,  %  m.  bua.  cect.: 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  lOO.Qi^j 
gals.,  dim.  15  x  120,  mat  iron;  2  pump,  ens- 
class  comp.,  cap.  day  1.500,000  gals.;  mains,  iroz^ 
8^/^  m..  2  to  10  in.  dia.;  75  hyd.;  43  ▼.;  met. 
40;  857  serv.;  pres.,  dom.  60  lbs.,  f.  100  lbs.: 
cost,  $35,650;  cost  mtce.,  $5,500;  wks.  owned  bv 
city. 

PRINCETON,  p.  1.385;  f.  area,  640  a.;  merr 
bldgs.,  bk..  1  to  3  stor.;  priv..  wd.,  2  ator.;  «ii 
rfs.  not  perm,  in  f.  area;  fwke  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept. — 50  c  hand  ex.,  1  bosr 
car.;  hose,  cot,  rub.  lined,  gd.,  600  ft.;  nd:).. 
gd..  500  ft.;  inf.,  800  ft:  tot  hose.  l.SOO  ft: 
f.  al.,  wh.;  val.  equ.'p.,  $550;  exp.  dept.  flOC: 
tot.  mem.,  10,  pd.  part  time. 

Water    Supply — Src,    well,     %    m.    bus.     cent. 
6}'s.,  pump  to  stdp.;  stdp.  cap.,  50,000   gals.,  dis- 
12    x    60;    pump,    eng.,    cap.    day    S4.'>,28f»     ;;»'« 
mains,   2   m.,   4  to  6  in.   dia.;    19  hyd.;    80    serv. 
pres.,    dom.    80    lbs.,    f.    70    lbs.;    coat,    $18.09C. 
cost  mtce.,  $1,200;  wks.  owned  by  city. 

RICH  HILL,  p.  2,766;  f.  area.  6  blocks;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  1  stor.:  vi*. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  comb,  c,  ladder  t 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1.400  ft: 
inf.,  100  ft;  tot  hose.  1,500  ft;  f.  al.,  bell,  wt., 
telp.  ft  elec;  val.  equip.,  $2,700;  vaL  blds«. 
$8,000;  exp.  dept..  $800;  tot.  mem.,  10,  pd.  part 
time  9,   pd.   full  time   1. 

Water  Supply — Src,  wells;  sys.,  air  compre^ir, 
stdp.    cap.,    75,000   gti\s.,   loc.   at   park.    mat.    sii : 

2  pump.  eng..  cap.  day  1,000,000  irala.:  naxs. 
c  i.,  11  m.;  60  hyd.;  26  v.:  met,  2:  500  aerr  : 
pipe,  wrt.  i.;  pres..  dom.  45  lbs.,  f.  100  Ib^: 
cons,  day,  200,000  gale;  coat.  $90,000;  wka. 
owned  by  cit>*. 

RICHMOND,  p.  3,664;  f.  area,  640  a.:  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2  stor.: 
wd.  rifs.  perm.;  fwke  ft  combt  ord.;  eausea  c^ 
f.  inv.  F.  dept. — 2  h.  ft  1.  trk..  2  hoae  wajr..  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,000  fL: 
f.   al.,   telp.;   tot.   mem.,   12  vol. 

Water  Supply — Src,  wella,  2^  m.  bus.  cest: 
sys..  pump  to  stdp.;  stdp.  cap..  118,000  gals^ 
dim.   16   X  90,  mat   stl.;   rea.   cap.,   80,000  gala: 
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8  pump,  en^.,  cap.  day  1,000,000  gulA.;  mains, 
iron,  10  m.,  4  to  10  in.  dia. ;  60  hyd. ;  met.,  4; 
226  serv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f. 
60  lbs.;  cost.  $46,000;  cost  mtce.,  |1,200;  wks. 
owned   by   city. 

ROCKPORT,  p.  1,063;  f.  area,  40  a.;  mere 
bidgs.,  bk.,  3  stor. ;  priv.,  wd.  &  bk.,  2  stor. ;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c.  eng.,  6  c.  hand  ex.,  2 
hose  wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft.;  f.  al.,  wh. ;  val.  equip.,  fSOO;  tot.  mem., 
13  vol. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  46,000  gals.,  dim.  15  x 
30.  loc.  200  ft.  above  town,  mat.  stl. ;  1  pump, 
eng.,  cap.  day  570,000  gals.;  mains,  c.  i.,  3  V& 
ra.,  4  to  8  in.  dia.;  13  nyd.;  met.,  6;  35  serv.; 
pipe,  iron;  pres..  dom.  60  lbs.,  f.  60  lbs.;  cost, 
$9,000;   wks.   owned  by  city. 

ROLLA,  p.  2,261;  f.  area,  400  a.;  merq.  bldgs., 
bk.,  2  stor.;'  pnv.,  wd.,  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  &  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  gfasoline  str.,  1  hand  eng.,  1  c.  eng.,  1 
h.  &  1.  trk.,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  900  ft.;  inf.,  500  ft.;  tot.  hose,  1,400  ft.;  f. 
al.,  bell  &  wh.;  val.  equip.,  $2,600;  val.  bldgs., 
$600;   tot.  mem.,   25  vol. 

Water  Supply — Src,  well*  &  cisterns.  1  m.  bw. 
cent.;  syts.,  dir.  pres.,  res.  cap.,  60,000  gaK ;  2 
pump,  eng.,  cap.  day,  160,000  gals.;  mains,  c  i.; 
34  hyd.;  9  met.;  276  serv.,  pres.,  dom.  46  to  60 
Ihs.,  f.   60  to   160  lbs.:   wks.  owned  by  city. 

ST.  CHARLES,  p.  9,437;  f.  area,  2,000  a.; 
mere,  bldgi;.,  bk.  &  wd.,  2  to  8  stor.;  priv.  bk.  It 
wd.,  1  to  2%  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  >&  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
4  c.  hand  ex.,  2  hose  wag.,  4  hrs. ;  hose,  cot.,  rub. 
lined,  gd.,  3,000  ft.;  f.  al.,  Gamewell,  16  bx. ; 
val.  equip.,  $5,000;  val.  bldgs.,  $4,000;  exp.  dept., 
$5,000;  tot.  mem.   16,  pd.   full  time  4,  vol.   12. 

Water  Supply — «Src.,  riv.,  2  m.  bus.  cent.;  sys., 
grav.,  pump  to  res.:  stdp.  cap.,  i500,000  gals.; 
4  res.  cap.,  4,000,000  gals.;  4  pump,  eng.,  cap. 
day  3,000,000  gals.;  mains,  c.  i.,  15  m.,  2  to  12 
in.  dia.;  160  hyd.;  110  v.;  650  serv.;  pipe,  lead; 
pres.,  dom.  90  lbs.,  f.    130   lbs.;  cons.  day.  2,600,- 

000  gals.;  cost,  $200,000;  cost  mtce.,  $20,000; 
wks.  owned  by  city. 

STE.  QENEVFEVE,  p.  1,967.  F.  dept— 1  comb, 
c.  eng.,  1  h.  &  1.  trk.,  2  hand  hose  carta;  hose, 
1,200   ft.;   tot.   mem.,   26   vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.; 
sya.,  pump  to  stdp.;  stdp.  cap.,  55,000  gals.;  2 
pump,  eng.,  class  dup.  k  trip.;  mains,  8  m.,  4  to  8 
in.  dia;  41  hyd.;  pres.,  dom.  40  lbs.,  f.  6^  lbs.; 
wks.   owned   by  priv.   Co. 

ST.  JOSEPH,  p.  77,403;  f.  area,  8,480  a.;  mere, 
bldgs.,  bk.  &  stn.,  1  to  12  stor.;  priv.,  wd.  k 
bk..  1  to  8  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  chiefs 
auto.,  2  .str.,  2  comb,  c  &  h.  wag.,  1  c.  eng.,  28  c. 
hand  ex.,  1  fa.  &  1.  trk.,  1  aer.  trk.,  1  supply  wag., 

1  water  tower,  14  hose  wag.,  5  hose  reels,  40  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  23,000  ft.;  f.  al.,  telp. 
Ar  eignaphone.  63  bx.;  val.  equip.,  $70,000;  val. 
bldgs.,  $144,700;  exp.  dept.,  $97,600;  tot.  mem., 
92.  pd.  full  time. 

Water  Supply — Src,  Missouri  riv.,  2>4  m.  bus. 
cent.;  sys.,  grav.,  pinnp  to  res.,  to  stdp.  k  dir.; 
stdp.  cap.,  736,000  gals.,  dim.  60  z  60,  loc.  310 
ft.  above  city,  mat.  iron;  res.  cap.,  22,000,000 
gals.,  loc.  810  ft.  above  city;  11  pump,  eng.,  cap. 
day,  60,500,000  gals.;  mains,  c  i.,  124'/^  m.,  4 
to  24  in.  dia.;  1,087  hyd.;  889  v.;  met..  605: 
8,500  serv.;  pipe,  lead;  pres.,  dom.  12.'»  lb«.,  f. 
126  lbs.;  cons,  day,  6,590,000  gals.;  wks.  owned 
by  Co. 

ST.  LOUIS,  p.  687,029;  f.  area,  89.620  a.; 
mere,  bldgs.,  stn.,  bk  k  wd.,  1  to  22  stor.;  priv., 
Rtn.,  bk.  &  wd.,  1  to  3%  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  k  combt,  ord.;  causes  of  f.  inv. 
F.  dept. — 4  8  str.,  9  auto.  comb,  eng.,  2  auto,  oer., 
tractors,  18  chief's  auto.,  1  auto,  delivery  trk., 
12  h.  k  1.  trk.,  11  aer.  trk.,  45  comb.  c.  &  h. 
wag.,  2  water  towers,  6  hose  wag.,  287  hrs.; 
hose,  cot.,  rulb.  lined,  gd.,  117,000  ft.;  f.  al., 
Gamewell,  J, 500  bx.;  val.  equip.,  $600,000;  val. 
bldgs.,  $900,952;  exp.  dept,  $1,286,620;  tot 
meni.    823,   pd.   full   time. 

Water  Supply — Src,  Mississippi  riv.,  10  m. 
above  bus.  cent.;  sys.,  pump  to  settling  res.;  after 
purification,   pumped   to   res.   k   distribution   mains; 


8  stdp.,  sheet  stl.;  purification,  sedimentation  aided 
by  dbemical  precipitation  followed  by  filtration 
rapid  sand  fillers,  cap.  200,000  gals,  per  day;  cap. 
settling  res.,  200,000,000  gals.;  clear  water  stor- 
age,    76,000,000    gals.;    distributing    res.,    30,000,- 

000  ^als.;  18  pump,  eng.,  cap  600,000,000  gals, 
(lay;  mains,  c.  i.,  985  m.,  -6  to  48  in.  dia.;  11,800 
hyd.;  12,500  v.;  met,  7,800;  116,500  serv.;  lead 
pipe;  pres.,  dom.  k  f.  10  to  125  lbs.;  cons,  day, 
93,100,000  gals.;  cost,  $30,000,000;  cost  mtce., 
$1,180,000  year;  wks.  owned  by  city. 

SALISBURY,  p.  1,884.  P.  dept— 1  h.  &  L 
trk.,  2  hose  carts;  hose,  jacket,  rub.  lined,  1,000 
ft;  tot   mem.,   10   vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  30,000 
gals.;  1  pump,  eng.,  cap.  day  400,000  gals.; 
mains.  8  &  6  in.  dia.;  80  hyd.;  pres.,  dom.  55 
lbs.,   f.    125  lbs. 

SARCOXIE,  p.  1,811;  f.  area,  640  a.     F.  dept. — 

1  hose  reel;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f. 
al..  bell;  val.  equip.,  $760;  vaL  bldgs.,  $100;  exp. 
dept.,  $420;  tot  mem.,  20  vol. 

Water  Supply — Src.  spr.  k  well,  1  m.  bus. 
cent;  sys.,  pump  to  stdp.,  cap.  85,000  gals.,  dim. 
60  X  80,  mat.  stl.;  1  pump,  eng.,  cap.  day  860,- 
0')0  gals.;  mains,  2  4-5  m.,  4  to  6  in.  dia.;  22 
hyd.;  16  v.:  200  serv.;  pres.,  dom.  66  lbs.,  f.  150 
lbs.;  cost  $14,000;  cost  mtce.,  $420;  wks.  owned 
by  city. 

SAVANNAH,  p.  1,583;  mere  bldgs.,  bk.  k  wd., 
1  &  2  stor.;  pnv.,  wd.,  1  &  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 2  hose  reels;  hose,  cot.,  rub.  lined, 
gd.,  500  ft;  inf.,  500  ft; 'tot  hose,  l,00t)  ft;  f. 
al.,  bell  k  telp.;  val.  equip.,  $650;  tot.  mem.,  15 
vol. 

Water  Supply — Src,  wells  In  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  res.  cap., 
60,000  g<il8.;  6  pump,  eng.;  mains,  7  m.,  1%  to 
8  in.  diji.;  41  hyd.;  Ili6  met;  120  serv.;  pres., 
dom.  53  lbs.,  f.  100  lbs.;  cons,  day,  16,000  gals.; 
(H)st,  $40,000;  wks.   owned  by  city. 

SEDALIA,  p.  17.822;  f.  area,  40  a.;  mere,  bldgs., 
bk.,  2  to  6  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  k  combt.  ord.;  causes  of  f.  Inv. 
F.  dept — 2  str.,  4  c  hand  ex.,  1  h.  &  1.  trk.,  2 
hose  wag.,  1  hose  reel,  7  hrs.;  hose,  cot,  rub. 
lined,  gd.,  4,000  ft;  f.  ah,  telp.;  val.  equip.,  $15,- 
000;  val.  bldgs.,  $16,000;  exp.  dept,  $8,299;  tot 
mem.  9,  pd.  full  time. 

Water  Supply — Src,  riv.  k  wells,  3^  m.  bus! 
cent;  sys.,  pump  dir.;  2  res.  cap.,  35'0,OOU,UOn 
gals.;  4  pump,  eng.,  cap.  day  18,000,000  gals.; 
mains,  c  i.,  38  m.,  4  to  20  in.  dia.;  24«6  hyd.; 
235  v.;  met,  1,860;  2,960  serv.;  pipe,  lead  k 
i.;  pres.,  dom.  40  to  50  lbs.,  f.  76  to  100  lbs.; 
f-oiis.  day,  2,000,000  gals.;  cost,  $660,000;  wks. 
owned   by    priv.    Co. 

SHELBINA,  p.  2,174;  f.  area,  8  a.;  mere  bldgs., 
bk.,  2  to  3  stor.;  priv.,  wd.,  1  &  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  k  combt.  ord.  F.  dept. — 1  hand 
eng.,  1  c  eng.;  hcse,  cot,  rub.  lined,  gd.,  700 
ft;  f.  al.,  telp.  k  bell;  val.  equip.,  $2,600;  val. 
bldgs.,  $2,000;  exp.  dept,  $100;  tot  mem.,  14 
vol.;  undrs.  rating,  first  class. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap..  70,000  gals.;  res.  cap., 
140.000  gals.;  2  pump,  eng.,  clmas  dup.,  cap.  600 
gate.  min.  each;  mains,  c  i.,  6  m.,  4  to  10  in.  dia.; 
65  hyd.;  80  v.;  J40  met;  140  serv.;  pipe,  galv.  L; 
pres..  dom.  40  lbs.,  f.  140  lbs.;  cons.  dav.  80,000 
guls.;  cost,  $85,000;  cost  mtce.,  $7,200;  wks.  owned 
by  city. 

SIKESTON,  p.  3,327;  f.  area,  640  a.  F.  dept. — 
1  hose  wag.,  2  ladders,  1,900  ft  hose;  ^  al.,  wh. 
&  telp.;  val.  equip.,  $900;  exp.  dept,  $500;  tot 
mem..   12  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  sys., 
dir.  k  pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  dim., 
100  ft.  to  balcony;  mat.,  stl.  &  cone;  2  pump,  eng., 
class  trip.,  cap.  day,  1,643,000  gate.;  mains,  c.  i., 
S  1-3  m.,  4  to  8  in.,  dia.;  65  hyd.;  50  v.;  157 
nvet;  170  i^orv.;  pipe,  c.  i. ;  pres.,  dom.  40  lbs.; 
f.  100  'bs. ;  cons,  day,  90,000  gals.;  cost,  $45,000; 
wks.   owned  by  city. 

SLATER  CITY,  p.  8,238;  f.  area,  80  a.;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  1  k  2  stor.;  wd. 
rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  ^1.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  wh.;  tot.  mem.,  16  voL; 
undrs.  rating,  fourth  class. 


c-206 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY—MISSOURI. 


WaUr  Supply — Src,  well  ft  datenw;-  &ym,,  pump 
to  res.  ft  dir.;  itdp.  cap.,  76,000  nla.;  pump, 
eng.,  cap.  day  126,000  gala.;  maina,  48.8  m.,  4  to 
8  in.  dia.:  27  hyd.;  met.,  16;  175  aerv.;  prea., 
dom.  80  Iba..  f.  160  Iba.;  mat,  118.000:  wka. 
owned  by  city. 

SPiCKARD.    F.  dept.  not  reported. 

Water  Supply — Src.,  well,  400  ft.  bua.  cent.; 
■yi.,  pump  to  stdp.;  itdp.  dim.,  16  x  60;  mat., 
iron;  1  pump,  eng.;  maina,  1  m.,  2  to  6  in.  dia.; 
mat.,  iron;  6  hyd.;  4  v.;  coat,  |6,000;  coat  mtee., 
$100;  wka.  owned  by  city. 

SPHINGTIELD,  p.  35,201;  f.  area,  2  m.;  nivrc. 
bldgs.,  bk.  &  cone,  1  to  10  stor.:  priv.,  wd.,  1  k 
2  stor.;  wd.  rfs.  not  perm,  in  i.  area;  fwks.  & 
conibt.  ord.;  causes  of  f.  not  inv.  F.  dept.- — 2 
sir.,  1  auto.  c.  eng.,  1  auto,  pumper,  1  auto.  comb, 
c.  k  h.  wag.,  1  chief's  auto.,  3  hose  wag.,  14  c. 
hand   ex.,  1  h.  ft  1.  trk.,   1  aer.  trk.,  2   hose  reels, 

0  hrn.;  hose,  cot.,  rub.  lined,  new,  6,250  ft.;  inf., 
12,850  ft.;  tot.  hose,  19,100  ft.;  f.  al..  Star 
lllectric,  73  bx.;  val.  equip.,  $50,000;  val.  bldgs., 
$30,000;  exp.  dept.,  $33,000;  tot.  mem.  4^3,  pii. 
full    time;    undrs.   rating,  second   class. 

Water  Supply— Src,  spr.,  8  m.  bus.  cent.;  sya., 
pump  to  sl'dp. ;  stdp.  cap.,  755,000  gals.;  dim.,  35  x 
105;  mat,  stl.;  res.  cap.,  125,000,000  gals.;  8 
pump,  eng.,  cap.  day  14,500,000  gals.;  mains,  c.  i., 
95  m.,  4  to  IS  in.  dia.;  352  hyd.;  576  v.;  met., 
1,211;  7,602  serv.;  pipe,  wrt.  i.;  pres.,  dom.  45  lbs.. 
f.  76  lbs.;  cona.  day,  8,604,000  gala.;  wka.  owned 
by  Co. 

STAN  BERRY,  p.  2,121;  f.  area,  66  a.;  mere, 
bldgs.,  bk.,  2  ator.;  priv.,  wd.,  1%  stor.:  wd.  rfa. 
not  perm.;  fwks.  ft  combt.  ord.;  cauaee  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  1  hoee  car.,  2  hrs.;  hoee,  oot, 
rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell  ft  wh.;  Tal. 
equip.,  $1,000;  val.  bldgs.,  $2,000;  tot.  mem.  8, 
pd.    full   time;    undrs.   rating,    fourth   class. 

Water  Supply — Src,  weua,  in  bua.  cent.;  va., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  65,000  gals.; 
dim.,  6  X  »,  loc.  in  cent,  town;  mat.,  wd.  ft  iron; 
rea.  cap.,  66,000  gala.,  loc.  in  city;  8  pump,  eng., 
elaaa  comp..  cap.  day  288,000  gala.;  maina,  c.  1., 
8  m.;  29  nyd.;  12  v.;  met.,  4;  125  serv.;  pipe, 
faron  ft  lead;  prea.,  dom.  70  Iba.,  f.  140  Ibe.;  cona. 
day,  80,000  gala.;  coat,  $20,000;  coat  mtce., 
$1,625;    wka.    owned    by   city. 

8TEWARTSVILLE,  p.  648;  f.  area,  40  a.;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  S 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  ft 
comibt.  ord.;  causes  of  f.  not  inv.  F.  dept. — 1  hose 
car.,  3  c.  hand  ex.;  hose,  cot,  rub.  lined,  gd.,  200 
ft.;  inf.,  300  ft;  tot.  hose,  500  ft;  f.  al.,  bell; 
val.  equip.,  $1,200;  val.  bldgs.,  $2,500;  tot.  mem., 
20  vol. 

SWEET  SPRINGS,  p.  1,122;  bldga.,  bk.;  wd.  rfa. 
not  perm.  No  org.  i.  dept.;  undrs.  rating,  third 
class. 

Water    Supply — Src,    well    in    bus.    cent;    sys., 

frav.   ft  pump   to  etdp.;    stdp.    cap.,    40,000    gals.; 
pump,  eng.,   cap.   day  75,000  guls.;  mains,   o.    i., 

1  ni.  4  to  S  in.  dia.;  9  hyd.;  3  v.;  pres.,  f.  40  lbs.; 
oust,   $6,500;   wks.  owned  by  city. 

TARKIO,  p.  1,966;  f.  area,  820  a.;  mere,  bldga., 
bk.  &  wd.,  2  stor.;  priv.,' wd.,  I  a  i  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept— '1  hose  car.;  hose,  cot.  rub.  lined,  gd., 
1,250  ft;  f.  al.,  wh.;  val.  equip.,  $3»000;  tot  mem., 
18   vol. 

Water  Supply — Src,  wella,  2  blocka  bua.  cent; 
sys.,  pump  to  stdp.  &  dir.;  stdp.  cap.,  600,000 
gals.;  dim.,  12  x  50;  mat,  iron;  res.  cap.,  750,000 
gals.,  loc.  at  station;  2  pump,  eng.,  class  comp., 
cap.  day  1,000,000  gals.;  mains,  c.  i.,  8  m.,  4  to 
6  in.  dia.;  22  hyd.;  9  v.;  met.,  8;  150  serv.;  pipe, 
lend  ft  iron;  pros.,  dom.  70  lbs.,  f.  125  lbs.;  cost, 
$28,000;  cost  mtce.,  $850;  wks.  owned  by  Co. 

THAYER,  p.  1,700.  F.  dept. — 1  hose  reel;  hoee, 
cot,  rub.  lined,  gd.,  960  ft;  f.  al.,  bell;  val.  equip., 
$150;  val.  bldgs.,  $250;  exp.  dept,  $70;  tot  mem., 
14  vol. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  8>'8., 
pump,  dir.;  1  pump,  eng.,  cap.  day,  100,000  gals.; 
600  ft.  maina;  11  hyd.;  6  v.;  pres.,  dom.  50  lbs., 
f.  85  lbs.;  wka.  owned  by  private  Oo. 

TIPTON,  p.  1,278;  mere,  bldga.,  bk..  1  to  8 
ator.;  priv.,  wd.  ft  bk.,  1  ft  2  ator.;  wd.  rfa.  not 
perm.;  fwka.  ft  combt.  ord.;  cauaea  of  f.  Inv.  F. 
dept — 1  hand  eng.,  1  h.  ft  L  trk.,  1  hoee  car.;  faoae. 


cot,  rub.  lined,  gd.,  600  ft;  f.  al.,  bcU;  vaL  atpripi, 
$1,600;  val.  bldga.,  |600:  tot  mem.,  40  vdL 
Watar  Supply---8re.,  wella. 

TRENTON,  p.  6,666;  f.  area,  1.000  a.;  mere, 
bldga.,  atn.  ft  bk.,  1  to  8  ator.;  priv.,  atn..  Ml  ft 
wd.,  1  ft  2  ator.;  wd.  rfa.  not  perm,  in  f.  area: 
fwks.  ft  oombt  ord.;  cauaea  of  f.  inv.  F.  dept — 6 
c.  hand  ex.,  1  hoae  wag.,  1  hoae  reel,  2  bxB.;  bote, 
cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  700  ft;  tot 
hose,  2,700  ft;  f.  al.,  bell;  val.  equip.,  $2,000; 
val.  bldga.,  $10,000;  exp.  dept,  $1,200;  tot  mem. 
15.  pd.  full  time  1,  voL  14. 

Water  Supply — Src,  riv.,  1%  m.  bua.  cent;  ayt., 
pump  to  etdp.  ft  dir.:  stdp.  cap.,  175,000  gala.; 
res.  cap.,  65,000,000  gals.;  3  pump,  eng.,  cap. 
day  2,500,000  gals.;  mains,  18  m.,  4  to  IS  iii. 
dia.;  103  hyd.;  80  v.;  met,  900;  900  sen.;  pipe, 
lead  ft  wrt.  i.;  pres.,  dom.  60  to  60  lbs.,  f.  Itb 
to  150  lbs.;  con«.  day,  750,000  gals.;  co<t,  $150.- 
000;  cost  mtce.,  $9,000;  wks.  owned  by  ciiy. 

UNION,  p.  084;  f.  area.  40  a.;  bldga.,  wd..  S 
ator.;  wd.  rfs.  perm.;  fwka.  ft  combt  ord.  F. 
dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  boae,  cot,  mb. 
lined,  gd.,  800  ft.;  tot.  mem.,  12  voL 

Water  Supply — Src,  riv.,  1V&  m.  bua.  cent;  aya., 
pump  to  rea.;  atdp.  cap.,  176,000  gals.;  rea.  cap., 
167,000  gals.;  pump,  eng.,  daaa  dup.,  cap.  day 
600.000  gals.;  mains,  c  L,  2%  m.,  4  to  8  in.  dia.; 
10  nyd.;  6  v.;  met,  8;  pipe.  galv.  i.;  prea.,  dom. 
66  to  76    Iba.,  f.  65  to  76  Iba.;  cona.  day.  50.000 

gals.;  cost,  $10,000;  cost  mtce.,  $900;  wka.  owned 
y  city. 

UNION VILLE,  p.  2,000;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv..  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  caoaea  of 
f.  inv.  F.  dept. — 1  band  en^.,  28  c.  band  ex..  1 
hose  car.;  hose,  cot.  rub.  hned,  g^d.f  1.000  ft; 
f.  al.,  wh. ;  val.  equip.,  $300;  exp.  dent,  $125; 
,tot.   mem.,    16   vol.;   undrs.   rating,   fourth    class. 

Watar  Supply — Src,  res.,  1%  m.  bus.  c<*iit.:  sy*., 
pump  to  res.;  res.  cap.,  100,000  gals.;  2  pump, 
eng.;  class,  dup.:  mains,  lead  ft  wrt.  i.,  2  nu,  3  to 
8  in.  dia.:  30  hyd.;  met,  200;  250  aer\-.;  pre*., 
dom.  60  lbs.,  f.  110  lbs.;  cons,  day,  16,000  gala; 
cost,  $30,000;  cost  mtce.,  $350;  wka.  owned  by 
city. 

VANDALIA,  p.  1,596;  f.  area,  6  a.;  mere,  bldga, 
stn.  ft  bk.,  1  ft  2  stor.;  pnv.,  wd.,  1^  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk..  2  ho^ 
wag.,  2  boae  reele;  hoae,  cot,  rub.  lined,  gd..  l,5O0 
ft;  f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldgs., 
$150;  exp.  dept,  $800;  tot  mem.,  60  roL 

Watar  Supply — Src,  deep  well,  1  m.  bu«.  cent.; 
sys.,  grav.;  stdp.  oap.,  40,000  gals.;  res.  cap..  40.- 

000  gals.:  1  pump,  eng.;  cap.  day,  3,000  gals.; 
mains,  c.  i.,  4  to  8  in.  dia.;  25  hyd.;  116  met.  113 
serv.;  pipe,  c  i. ;  pres.,  dom.  ft  f.  48  lbs.:  cona.  daj. 
2,000  gals.;  cost,  $16,000;  wka.  owned  by  city. 

WARRENSBURG,  p.  4.689;  f.  area,  1,200  a: 
mere,  bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd..  2  stor; 
wd.  rfs.  not  perm.;  fwks.  ord.;  causea  of  f.  in*. 
F.  dept. — 5  c.  hand  ex.,  2  h.  ft  1.  trk.,  1  hose  wac^ 
2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft,;  inf., 
2.000  ft;  tot  hose,  3,000  ft;  f.  al.,  wh.:  x»L 
equip.,  $3,000;  tot  mem.,  12  vol.;  undrs.  ratir^. 
third   class. 

Water  Supply — Src,  spr.  ft  lakes;  sra.,  pnmp  t: 
stdp.;  stdp.  dim.,  14  x  110;  2  pump,  eng.,  car. 
da>'  1,000,000  gals.;  mains,  c  i.,  7 1^  m,,  4  t' 
10  in.  dia.;  75  hyd.;  pres.,  dom.  46  lbs.,  f.  20^ 
lbs. 

WARRENTON,  p.  796;   mere  bldga.,  bk.  ft  wiL 

1  to  3  stor. ;  priv.,  bk.,  stn.  ft  wd.,  1  ft  2  stcr  : 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  ord: 
causes  of  f.  not  inv.  F.  dept. — 1  hoae  car. ;  hos#. 
cot.  lined,  gd.,  800  ft;  val.  equip.,  $300;  vol. 

Water  Supply — Complete  sys.  of  waterwka.  to  b« 
installed. 

WASHINGTON,  p.  3,670;  f.  area.  2,500  a.; 
mere  bldgs.,  bk.,  2  to  8  stor.;  priv..  wd.,  2  ^icv.. 
wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  ft  comU. 
ord.  F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  5  ho9* 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.;  rub., 
gd.,  1,500  ft;  inf.,  300  ft;  tot  hose,  3.000  ft.; 
f.  al.,  telp.;  vaL  equip.,  $8,000;  val.  bld^a.,  $4,006; 
exp.  dept,  $100;  tot  mem.,  100  vol.;  undra.  rat- 
ing, third  cln«s. 

Water  Supply — ^Src,  wella  ft  river,  in  boa.  cent: 
sys.,  pump  to  res.  ft  atdp.;  stdp.  cip.,  110,000  gala.; 
dim.    12    X    126,    mat    stL;    rea.    cap..    1,000,00* 
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gak.;  S  pump,  okg.;  class,  comp.  ifc  centrif.;  cap. 
oay,  S,OOOpOOO  gals.;  mains,  c.  i.,  5^  m.,  4  to  10 
in.  dia.;  64  hyd.;  55  v.;  met.,  176;  400  serv.;  pipe, 
galv.  i.  ft  lead;  pres.,  dom.  80  lbs.,  f.  126  lbs.;  cons, 
day,  850,000  gr^ls.;  cost,  $80,000;  coat  mtce., 
$4,000;  wka.  owned  by  private  Co. 

WEBB  CITY,  p.  11.817;  f.  area,  12,000  a.; 
mere,  bldgs.,  bk.   ft  stn.,   2   ft   8   stor.;   priv.,  vrd., 

1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  auto.  comb, 
c.  &  h.  trk.,  4  c.  hand  ex.,  1  hose  cart.  1  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft;  inf., 
500  ft;  tot  hose,  2.600  ft;  f.  al.,  telp.;  val. 
equip.,  $9,000;  val.  bldgs.,  $4,600;  cxp.  dept, 
98,600;  tot  mem.,  25,  pd.  full  time  5,  vol.  20; 
undrs.    rating,    thixd    class. 

Water  Supply — Src,  5  wells,  2%  m.  bus.  cent; 
sys.,  pump  to  Btdp.;  stdp.  cap.,  160,000  gals., 
dim.  12  X  145,  loc.  in  towr.,  mat.  stl.;  2  pump. 
eng.,  class  comp.  dup.,  cap.  day  2,600,000  gals.; 
mains,  c.  i.,  22  m.,  4  to  10  in.  dia.:  149  hyd.; 
47  v.;  met,  189:  1,312  serv.;  pipe,  lead  ft  wrt. 
i.;  pros.,  dom.  80  lbs.,  f.  90  lbs.;  cons,  day, 
591,000  gals.;  cost  $184,819;  cost  mtce.,  $18,- 
730;  wks.  owned  by  Co. 

WIBBSTER  <3ROVtES,  p.  7,080;  f.  area,  3^  sq. 
III.;  mere,  bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv., 
bk.,  6tn.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm, 
ill  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  auto.  comb.  pump,  c  ft  trk.;  4  c.  hand 
ex.,  1  hose  wag.,  2  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  4,000  ft;  rub.,  gd.,  100  ft;  inf..  400  ft.; 
tot.  hose,  4,600  ft;  i.  aL,  telp.  ft  gong;  tot 
mem.  30,  pd.  full  time  2,  %'ol.  28. 

Water  Supply — Src,  Missouri  riv..  throu^  St 
riouis  Co.;   sys.,  pump  to  res.;  mains,  c.  i.,  36  m., 

2  to  10  in.  dia.;  800  hyd.;  1,900  serv.;  pres., 
f.  90  to  95  lbs.;  cons,  day,  400,000  gals.;  wks. 
owned  by  city. 

WELLSTON,  p.  8,000;  f.  area.  160  a.  F.  dept 
— 2  hose  reels,  1,000  ft  hoee;  val.  equip.,  $684; 
exp.  dept.,  $250;  tot.   memi,  20  vol. 

Water  Supply — Src,  wells;  eye.,  pump  dir.; 
pres.,  dom.  ft  f.  70  to  100  lbs.;  wks.  owned  by 
West  St  T^ouis  Water  ft  Light  Co. 

WELLSVILLE,  p.  1,194;  f.  area,  76  a.  F. 
dept — 2  c.  eng.,  1  h.  ft  1.  trk.;  val.  equip.,  $1,200; 
val.  bldgs.,  $500;  tot  mem.,  26  vol. 

Water  Supply— -Src.   cisterns. 

WESTON  CITY,  p.  1,019;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv..  bk.  ft  wd.,  .2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.     F.  dept — 1  hand  eng.,  1  c.  eng.. 


6  c.  hand  e.x.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell;  val. 
equip.,  $2,500;  val.  bldgs.,  $1,000;  tot  mem.,  22 
vol. 

Water  Supply — Src,  wells  ft  cisterns. 

WEST  PLAINS,  p.  2,914;  f.  area,  1,280  a.; 
mere,  bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  c  eng.,  1  b.  ft  1. 
trk.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  600 
ft;  rub.,  gd.,  400  ft;  inf.,  200  ft;  tot  hose,  1,200 
ft;  val.  equip.r,  $400;  val.  bldgs.,  $200;  exp.  dept., 
$800;  tot.  mem.,  16  vol.;  undrs.  rating,  fourth 
class. 

Water  Supply — Src,  well,  %  m.  bus.  cent; 
^*'f  grav.;  stdp.  cap.,  60,000  g^s.;  dim.,  16  x  60; 
mat,  8tL:  res.  cap.,  86,000  gals.;  1  pump,  eng., 
cap.  day,  72,000  gals.;  mains,  c  L,  6  m.,  4  to  8  m. 
dia.;  28  hyd.;  11  v.;  met,  86;  120  serv.;  pipe, 
galv.  i.;  pres.,  dom.  ft  f.  76  lbs.;  cons,  day,  60,000 
gals.;  cost,  $18,000;  cost  mtce.,  $1,500;  wks. 
owned  by  citj'. 

WILLOW  SPRINGS,  p.  1,401;  f.  area.  9  blocks; 
mere,  bldgs..  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ft 
2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  1  hose 
wag.,  1  hose  car.;  hose,  cot,  rub.  lined,'  gd.,  1,000 
ft;  t.  aL,  bell;  vaL  equip.,  $2,600;  val.  bldgs., 
$250;  exp.  dept.,  $28.60;  tot  mem.,  26  voL 

Water  Supply — Src,  wells;  sys..  pump  to  stdp.; 
stdp.  cap.,  66,000  gals.,  dim.  24  x  20,  mat  wd.; 
pump,  eng.,  cap.  day  60,000  gals. ;  mains,  wrt  i.,  6 
m.,  ^  to  4  in.  dia.;  7  hyd.;  8  v.;  met,  8;  120  serv.; 
pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  60  lbs.;  cost, 
$10,000;   cost  mtce.,  $1,800;  wks.  owned  by  city. 

WINDSOR,  p.  2,241;  f.  area,  1,200  a.;  mere 
bldgs..  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt  ord.;  causes 
of  f.  inv.  F.  dept — 2  c  hand  ex.,  4  nozzles,  1 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,060  ft; 
val.  equip.,  $1,250;  vaL  bldgs.,  $2,000;  exp.  dept, 
$50;  tot.  mem.,  6,  pd.  full  time. 

Water  Supply — Src,  large  cisterns. 

Places  with  a  population  of  1,000  or  more  hav- 
ing no  organised  fire  dept — ^Appleton  City,  Aeh 
Grove,  Bloomfleld,  Bonncterre,  Bowling  Gceen,  Bredc- 
inridge,  Clarence,  Dexter,  Flat  *Rlver.  FVedericktown, 
Granoy,  Rennett,  Keytesville.  Norbome,  F^ttone- 
burg,  St  Genevieve,   Salem,  Salisbury,  Seneca. 

Places  with  a  population  of  1,000  or  more  not 
reported — Carl  Junction,  Ferguson,  Grenville,  La 
Plata,  Linneus,  Oronogo.  Troy,  Versailles. 
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ANACONDA,  p.  10,184;  f.  area,  24  sq.  blocks; 
mere,  bldgs.,  bk.,  stn.  ft  wd.,  2  to  6  stor.;  priv.,  bk. 
ft  wd.,  1  to  4  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F,  dept — 1  str.,  1 
auto.  comb,  c  h.  ft  h.  ft  1.  trk.,  2  c  hand  ex.,  1 
h.  ft  I.  trk.,  1  hose  wag.,  4  hose  car.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  8,000  ft;  f.  al.,  Gamewell,  86 
bx.;  val.  equip.,  $26,000;  val.  bldgs.,  $84,800; 
exp.  dept,  $20,000;  tot  mem.  86,  pd.  full  time 
6,  voL   29. 

Water  Supply — ^Src,  strm.  ft  lake,  4  to  7  m. 
bus.  cent;  sys.,  g^av. ;  res.  No.  1.,  cap.  70,000,000 
gals.:  No.  2.,  cap.  8,250,000  gals.;  mains,  kaL,  27 
in..  4  to  14  in.  dia.;  54  hyd.;  275  v.;  2,356  serv.; 
pipe,  iron;  pres.,  dom.  80  lbs.,  f.  80  to  107  lbs.; 
cona.   day,  8,000,000  gals.;  wks.  owned  by  Co. 

BEAR  CREEK,  p.  302.  F.  dept. — 1  hose  cart, 
600  ft.  hose;  f.  al.,  bell;  tot  mem.,  25  voL 

Water  Supply — Src,  mountain  strm.,  3^  m.  bus. 
cent.;  sys.,  grav.;  res,  cap.,  19,000  gals.;  mains, 
wd.,  4  m.,  4  to  6  in.  dia.;  8  hyd.;  pres.,  dom.  ft 
f.,    110  lbs.;  wks.  owned  by  priv.  Co. 

BELGRADE,  p.  661.  F.  dept — 1  h.  ft  L  trk., 
100  ft  hose;  f.  al.,  bell;  tot  mem.,  28  voL 

Water  Supply-— Src,  mountain  strm.,  7  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  240,000  gals.;  mains, 
7  m.,  8  to  10  in.  dia.;  18  hyd.;  38  v.;  2  met.; 
190  8er\'.;  cons,  day,  50,000  gals.;  pres.,  dom.  ft  f., 
95  lbs.;  cost,  $50,000;  cost  mtce..  $125;  wks. 
owned  by  priv.  Co. 

BELT,  p.  1.168.  F.  dept — 2  hose  car.;  hoee, 
rub.,  gd.,  600  ft;  tot  mem.,  28  rol. 


Water  Supply — Sys.,  pump  to  res.;  res.  cap.,  10,- 

000  gals.;  10  hyd. 

BIG    TIMBER,   p.    1,022.     F.   dept. — 1    c    enff., 

1  h.  ft  1.  trk..  2  hose  carts;  hose.  1,200  ft;  f.  u., 
bell;  tot  mem.,  88  vol. 

Water  Supply — Src,  riv.;  res.  cap..  600,000  gals.; 
mains,  12  m.,  4  to  8  in.  dia.;  26  hyd.;  pres.,  dom. 
26  lbs.,  f.  100  lbs. 

BILLINGS,  p.  10,031;  f.  area,  35  blocks;  mere, 
bldgs.,  *tn.  i&  bk.,  1  to  7  etor.;  priv.,  stn.,  bk.  ft 
wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks,  ft  fombt  ord.;  causes  of  f.  inv.  F.  dept — 
1  auto.  oomb.  c  ft  h.  wag.,  1  auto.  str..  1  h.  ft  I. 
trk.,  8  c  hand  ex.,  1  hose  wag.,  1  hose  cart.  5  hrs.; 
hose,  cot,  rub.  lined,  gd.,  4,500  ft;  rub.,  gd., 
500  ft;  inf.,  500  ft;  tot  hose,  5.500  it.;  f.  al., 
Gamewell,  12  bx.;  \^1.  equip.,  $1^,000;  val.  bldgs., 
$35,000;  tot.  mem.,  36,  pd.  full  time  12,  voL  24; 
undrs.   rating,  third  class. 

Water  Supply — ^Src,  riv.,  1V&  m.  bus.  cent;  eys., 
pump  dir.;  res.  cap.,  1,000,000  gals.;  4  pump, 
eng.,  cap.  day  7,000,000  gals.;  mains,  c.  I.  ft  wd., 
39  m.,  4  to  20  in.  dia.;  172  hyd.;  230  v.;  met, 
600;  i-.SOO  «erv.;  pipe,  galv.  i.  ft  lead;  pres., 
dom.  60  lbs.,  f.  90  lbs.;  cons,  day,  2,500,000 
gals.;  cost,  $450,000;  cost  mtce.,  $20,000;  wks. 
owned  by  city. 

BOULDER,  p.  922;  mere  bldgs.,  bk.,  2  stor.; 
priv.,  wd.,  1  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c  ex.,  1  hand 
eng.,  1  hose  wag.,  1  hose  car.,  rub.  buckets,  hooks. 


ig.. 
>ie8; 


poles;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.. 
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bell;    val.    equip.,    $1,600;    vaL   bld«*.,    $300;    tot 
mem.,    25   vol.;    undrs.   rating,   thira   class. 
Water  Supply — Src.  wells  &  cisterns. 

'BOZCMAN,  p.  5.107;  f.  area,  7  sq.  m.;  mere, 
bldg^.,  bk.  &  wd.,  1  to  4  stor. ;  priv.,  bk.,  wd.  & 
eem.,  1  to  2  stor.;  wd.  rfs.  not  jperm.  in  f.  area; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb.  c.  &  h.  waff.,  1  chiers  auto.  ( 1  str.  in  re- 
serve), (1  h.  &  I.  trk.  in  reserve),  2  hose  carts; 
hose,  cot.,  rub.  lined,  g^d.,  3,000  ft.;  f.  al.,  Game- 
well,  20  bx.;  val.  couip.,  $19,000;  val.  bldgs., 
$40,000;  exp.  dept.,  $4,.500;  tot.  mem.  66;  pd. 
full  time  3,  pd.   part  time  3,  vol.   60. 

Water  Supply — Src,  mountain  strm.,  3%  m. 
bus.  cent.:  sys.,  grav.;  res.  cap.,  1,260,000  gala.; 
mains,  c  !.,  15  m.,  4  to  10  in.  dia.;  108  hyd.;  50 
v.;  met.,  2;  1,015  serv.;  pres.,  dom.  40  lbs.,  f. 
100  lbs.;  cost  mtce.,  $2,000;  wks.  owned  by  city. 

BRIDQER,  p.  514.  F.  dept. — 2  band  hose  carU, 
1,100  ft.  hose;  f.  al.,  bell;   toL  mem.,   10  voL 

Water  Supply — Src,  wells;  sys.,  gav.:  res.  cap., 
500,000  gals.;  mains,  4  in.  dia.;  7  hyo.;  pres.,  f. 
125  lbs. 

BUTTE,  p.  80,li65;  f.  area,  6H  sq.  m.;  mere, 
bldge.,  bk.,  2  to  S  stor.;  priv.,  bk.  &  wd.,  1  to  3 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  dc  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — ^  auto.  comb, 
c  k  h.  wag.,  1  c.  eng.,  8  c.  hand  ex.,  2  h.  &  1. 
trk.,  1  aer.  trk.,  1  comb.  c.  &;  h.  wag.,  5  hose 
wag.,  1  hose  car.,  1  auto,  squad  wag.,  1  auto.  aer. 
trk.,  4  hrs.;  hose,  cot.,  rub.  lined,  gd.,  11,130  ft.; 
f.  al.,  <Gamewell,  75  bx.;  val.  equip.,  $60,858;  val. 
bldgis.,  $61,500;  tot.  mem.  62,  pd.  full  time. 

Water  Supply — Src,  mountain  strm.,  8  to  80  m. 
bus.  cent.;  sys.,  grav.  &  pump  to  res.;  res.  cap., 
623,000,000  gals.;  4  pump,  eng.,  class  elec  k 
stm.,  cap.  day  12,000,000  gals.;  mains,  redwood, 
kalamein,  146^  m.,  4  to  26  in.  dia.;  646  hyd.; 
met.,  574;  9,441  serv.;  662  v.;  pipe,  lead  A  iron; 
pres.,  dom.  60  lbs.,  f.   150  lbs.;  cons,  day,  9,000,- 

000  gals.;  wks.  owned  by  Co. 

CASTLE,  p.  832;  f.  area,  40  a.;  mere,  bldgs., 
wd.  &  stn.,  1  &  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  &;  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hooks,  4  ladders,  50  buckets:  f.  al., 
bell;  val.  equip.,  $250;  tot  mem.,  25  vol.;  town 
almost  deserted. 

No     waterwks.     sys. 

CINRAiD,  p.  1,600.  F.  dept — ts.  hose  carts, 
1,500  ft.  hose,  1  h.  &  1.  trk.;  val.  equip.,  $2,800; 
val.  bldgs.,  $600;  exp.  dept,  $240;  tot.  mem., 
20  vol. 

Water  Supply — Src,  spr,;  sys.,  grav.;  30  hyd.; 
49  v.;  226  serv.;  mainis,  4  m. ;  pres.,  dom.  S6 
lbs.,  f.  05  lbs.;  cost,  $87,000;  wks.  owned  by 
priv.  Co. 

COFFEE  CREEK,  p.  250;  f.  area,  40  a.  F. 
dept. — 1  c  eng.,  with  hose;  val.  equip.,  $1,700; 
exp.,  dept.,  $400;  tot.  mem.  28,  pd.  part  time. 

Water  Supply-— Src,  spr.;  sys.,  grav.;  1  pump, 
eng.,  cap.  day  144,000  gals.;  3  hyd.;  28  serv.; 
mains,  l^^  m.;  pres.,  dom.  k  f.  40  lbs.;  wks.  owned 
by  priv.  Co. 

COLUMBIA  FALLS,  p.  «01.  F.  dept— 1  hose 
cart  300  ft  hose;  voL 

Water  Supply — Src,  wells;  qts.,  grav.;  mains,  6 
in.  dia.;  4  hyd.;  pres.,  40  lbs. 

COLUMBUS,  p.  700;  f.  area,  20  a.     F.  dept— 

1  h.  i&  1.  trk.,  1  c  hand  ex.,  1  hose  cart,  760  ft 
hose;  val.  equip.,  $1,700;  vaL  bldgs.,  $27,500;  exp. 
dept,  $60;  tot.  mem.,   40  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
dir.  pres.;  1  pump,  eng.,  cap.  day  2,500  gals.;  pres., 
dom.  40  lbs.,  f.  40  lbs.;  wks.  owned  by  priv.  Co. 

CONRAD,  p.  1,100;  f.  area,  820  a.     F.  dept. — 

2  hose  carts,  1  h.  &  1.  trk.,  1,500  ft  hose;  val. 
equip.,  $2,300;  val.  bldgs.,  $200;  tot  mem.,  pd. 
part  time,  28;  undrs.  rating,  first  class. 

Water  Supply — Src,  spr.  ft  creek,  1  m.  bus. 
cent;  sys.,  grav.;  26  hyd.;  pres.,  dom.  90  lbs.,  f. 
80  lbs.;  cost,  $95,000;  wks.  owned  by  private  Co. 

DEER  LODGE,  p.  2,570;  f.  area,  320  a.;  mere 
bldgs.,  stn.,  bk.  &  wd.,  2  to  4  stor.;  priv.,  wd.,  1% 
stor.;  wd.  rfs.  not  perm.;  fwks.  A  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  hand  eng.,  1 
h.  &  1.  trk.,  8  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
1,300  ft.;  rub.,  gd.,  300  ft;  tot  hose,  1,600  ft; 
f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldgs.,  $700; 
exp.  dept,  $200;  tot  mem.  21,  pd.  part  time  1, 
vol.    20. 

Water  Supply — Src,  spr.,  4  m.  bus.  cent;  sys.. 


gnav.;  res.  cap.,  600,000  gals.;  loc  IK  m.  city; 
maias,  kalamein  &,  wd.,  11  m.,  8  to  12  in.  dia.: 
32  hyd.;  520  serv.;  pres.,  dom.  4  f.  75  to  90  Ihs.: 
cost  mtce.,  |8,'500;  wks.  owned  by  priv.    Go. 

DILLON,  p.  1,885;  f.  area,  860  a.:  mere  bld^sL, 
bk.,  stn.  &  wd..  1  &  2  stor.;  priv.,  bk.,  stn.  ft  vd.. 
1  ft  2  stor. ;  wd.  rfs.  not  perm,  in  f .  areau  F.  dept 
— 1  c.  eng.,  1  h.  ft  1.  trk.,  2  hose  carts»  1,900  ft 
hose;  f.  S\.,  bell  ft  Gamewell,  1  bx.;  vaL  equip., 
$8,000;   exp.   dept,   $250;   tot   mem.,   35    voL 

Water  Supply — Src,  strm.,  8  m.  bus.  cent;  ajSu. 
grav.;  res.  cap.,  600,000  gals.,  loc  8  m.  town; 
mains,  wd.,  16  m.,  4  to  10  in.  dia.;  37  hjd.;  26  v.; 
met,  12;  806  senr.;  pipe,  wd.  ft  iron;  pres.«  dom. 
106  lbs.,  f.  106  lbs.;  cons,  day,  125,000  g^; 
cost,  $100,000;  coft  mtce.,  $1,760;  wks.  owned 
by  city. 

EUREKA,  p.   1,000;  f.  area,  600  a.     F.  dept — 

1  hose  cart;  hose,  cot,  rub.  lined,  gd.,  500  ft; 
f.  al,  bell;  val.  equip.,  $600;  val.  bldjr^,  $600; 
tot.   mem.,   18  vol. 

Water  Supply — 8rc,  well,  1  m.  bus.  cent:  sys.. 
9nav.;  1  pump,  eng.;  26  hyd.;  90  serv.;  pres.,'  f. 
90    lbs.;    cost,   $18,000;    wks.   owned    by    city. 

FORSYTH,  p.   1,898.     F.  dept— 1   h.   &  L   tft, 

2  iioee  carts,  1,000  ft  hose;  tot  mem.,  40  toL 
Water   Supply — -Src,  riv.,   1   m.   bus.   cent.;   sya., 

grav.;  stdp.  cap.,  300,000  gals.;  res.  cap.,  900.000 
gals.;  1  pump,  eng.,  cap.  day  1,080.000  gaK; 
mains,  67^  m.,  4  to  8  in.  dia.;  37  hyd.;  86  v.; 
5  met.;  258  serv.;  pipe,  galv.  i.;  pres.,  dom.  ft  f., 
56  lbs.;  cons,  day,  200,000  gals.;  cost,  $47,000; 
cost  mtce.,  $3,000;  wks.  own^  by  city. 

FT.    BENTON,   p.    1,004;   f.   area,   60   a.;    mere 

bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  it  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.;  combt  ord.;  causes 
of  f.  not  inv.  F.  dept — 1  h.  ft  L  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell  ft 
wh.;  val.  equip.,  $500;  val.  bldgs.,  $2,000. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent; 
sys.,  pump  dir.;  »tdp.  cap.,  250,000  gal«.:  mat, 
stl.;  pump,  eng.,  class*  dup.,  cap.  day.  1.000,000 
gals.;  maJiB,  c.  i.,  12  m.,  4  to  6  in.  dia.;  8S  hyd.; 
12  v.;  280  serv.;  pipe,  iron;  pires.,  dom.  40  lb*,, 
f.  85  lbs.;  cost  mtce.,  $2,600;  wks.  owned  by  city. 

FT.  KEOGH,  p.  291;  f.  area,  300  a.;  mere.  bldg&. 
wd.,  1  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm- 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  rub., 
gd..   800   ft;   f.   al..  bell;   tot   mem.,   100    toL 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  88,000  gals.;  pomp, 
eng.,  cap.  day  600,000  gals.;  mains,  c  i.,  S%  nu, 
4  to  6  in.  dia.;  10  hyd.;  6  v.;  60  serv.;  pres.,  dom. 
40  lbs.,  f.  160  lbs.;  cons,  day,  175,000  gals.;  cost. 
$9,000;  cost  mtce.,  $4,000;  wks.  owned  by  U.  S. 
Government 

FROMdERQ,  p.  600:  f.  area,  300  a.  P.  dept 
— 1  c.  eng.,  1  hose  cart,  600  ft  hose;  \'aL  equip.. 
$800;   tot    mem.,  20  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  1 
pump,  eng.;  11  hyd.;  4  v.;  mains,  2^^  m.;  pres.. 
dom.  35  Ids.,  f.  60  lbs.;  cost,  $18,000;  cost  mtce., 
$1,000;  wks.   owned  by  city. 

GLASGOW,  p.  2,000;  f.  area,  800  a.  F.  dept 
— 2  hand  hose  carts;  hose,  cot,  rub.  lined  giL, 
2,000  It;  f.  al.,  bell;  val.  equip.,  $8,000;  val.  bldgs., 
$260;   voL 

Water  Supply — Src,  wells;  1  m.  bus.  cent;  sys. 
pump  dir.;  2  pump,  eng.;  cap.  day,  1,000,000  gals; 
mains,  6  m.;  33  hyd.;  48  v.;  150  serv.;  pres., 
dom.  ft  f.   80  lbs.;  wks.  owned  by  city. 

QLENDIVE,  p.  2,428;  f.  area,  8.800  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.. 
1  ft  2  stor.;  wd.  rfs.  perm,  in  i.  area;  fwks.  t 
combt  ord.;  causes  of  f.  inv.  F.  depi — i  c. 
hand  ex..  1  h.  &  1.  trk.;  3  hose  reels;  hose,  cot. 
rub.  lined,  gd.,  3,000  ft.;  inf.,  500  ft;  tot  hose, 
3.500  ft;  f.  al.,  wh,;  val.  equip.,  $4,12.5;  vaL 
bldgs.,  $500;  pxp.  dept,  $300;  tot  mem.,  36, 
pd.  part  time  20,  vol.  6. 

Water  Supply — Src,  riv.,  situated  H  m.  bos. 
cent;  sys.,  dir.;  res.  cap.,  800,000  gals.;  2  pump. 
eng.,  cap.  day  2,620,000  fals.;  mains,  6  m.,  4  to 
10  in.  dia.;  galv.  pipe,  hyd.,  40;  v.,  60;  met.  15; 
serv.,  500;  pres.,  70  to  95  lbs.;  cons,  day,  250.000 
gals.;    cost,    $60,000;    cost   mtce.,    $800. 

GRANITE,  p.  200;  f.  area,  10  a.;  mere.  bld«a.. 
wd.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  t  inr.     F.  dept — 1 
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hose  wag.,  hooks,  ladders,  budcets,  1  hose  car.; 
hose,  cot,  rub.  lined,  ed.,  800  ft.;  f.  al.,  bell;  vaL 
equip.,  $600;  val.  blags.,  $100;  town  nearly  de- 
•erted. 

Water  Supply— 4rc.,  lakes;  s7e>>  grav.;  tk.  cap., 
200,000  gals.;  mains,  wrt  L,  8  to  ^  in.  dia.;  11 
hyd.;  pres.,  f.  160  Iba.;  cost,  $80,000;  wks.  owned 
bj  Co. 

GREAT  FALLS,  n.  18,948;  f.  area,  1,800  a.; 
mere,  bldgs.,  stn.,  bk.  jc  wd.,  1  to  6  stor.;  priv., 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  combt  ord.;  causes 
of  I.  inv.  F.  dept — 1  comb.  c.  dc  h.  wag.,  1  auto, 
comb,  hose  wag.,  6  c  band  ex.,  6  hose  wag.,  2 
hose  car.,  5  brs.;  hose,  cot.,  rub.  lined,  gd.,  5,800 
ft.;  f.  aL,  Oamewell,  18  bx.;  vaL  equip.,  $10,000; 
val.  bldgs.,  $10,000;  exp.  dept.,  $14,609:  tot 
mem.  80,  pii.  full  time  10,  pd.  part  time  20;  undrs. 
rating,  third  clasib 

Wstsr  Supply — Src.,  rir.,  1  m.  bus.  cent;  sys., 
pump  dir.;  stdp.  cap.,  660,000  gals.;  S  pump,  eng., 
class  centrif.,  cap.  day  12,000,000  gals.;  mains, 
c  !.,  46V6  m.,  6  to  1^  in.  dia.;  408  hyd.;  847 
v.;  met,  200;  8.500  serv.;  pipe,  galv.  i.  &  lead; 
pres.,  dom.  100  lbs.,  f.  125  lbs.;  cons,  day,  8,500.- 
000  gals.;  cost,  $396,625;  cost  mtce.,  $21,098; 
wks.   owned    by    city. 

HAMILTON,  Ravalli  Co..  p.  2.240.  F.  dept.— 
8  hose  carts;  hose,  1,850  ft;  f.  ai.,  telg. 

Water  Supply— Src,  creek,  7  m.  bus.  cent.:  r^rs., 
grav.,  res.  cap.,  7,000,000  gals.;  mains,  c.  i.,  stl. 
k  wd.,  16^  m.;  4  to  10  in.  dia.;  62  hyd.;  pres., 
dom.  k  t.   60   to  SO  lbs.;  wks.  owned  by  priv.  Co, 

HAiRLOWTON.  p.  1,200.  F.  dept — 1  c.  eng.,  2 
hose  wnor. :  f.  al.,  bell;  val.  equip.,  $1,200;  val. 
bl<L'>«.,  jtSOO;  tot  mem.,  30  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  ays., 
pump;  1  pump,  eng.;  15  hyd.;  cost,  $15,000;  wks. 
owned  by  city. 

HAVRE  p.  8,624.  F.  dept. — 2  hose  carts,  1  h. 
k  1.  trk.,  c  hand  ex.;  hose,  cot,  rub.  lined,  gd., 
1,.500  ft.  inf..  500  ft;  tot  hose,  2,000  ft;  vaL 
equip.,  $2,500;  exp.  dept.,  $400;  tot.  mem.,  25  vol. 

Water  Supply — Src,  driven  wells,  H  m.  bus. 
cent;   sys.,   pump  to  stdp.  &  res.;  stdp.   cap.,   520,- 

000  g^l.H. ;  dim.,  36  x  68;  mat  cone;  rca.,  dim., 
15  X  75  in.  dia.;  mat,  cone;  cap.,  500,000  gals.;  2 
pump,  eng.,  class  trip.,  cap.  day,  1,000,000  gals, 
each;  mains,  c  i.,  6  m.,  6  to  10  in.  dia.;  70  hyd.; 
62  v.;  met,  40;  507  serv.;  pipe,  galv.  i. ;  pres., 
dom.  k  f.  90  lbs.;  cons,  day,  325,000  gals.; 
cost,  $100,000;  cost  mtce.,  $6,000;  wks.  owned  by 
city. 

•HELENA,  p.  12,155;  f.  area,  400  a.;  mere  bldgs., 
stn.  A  bk.,  1  to  6  stor.;  priv.,  wd.,  stn.  k  bk.,  1  to 
4  stor.;  wd.  rfs.  not  perm.;  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  str.,  1  comb.  e.  k  h,  wag.,  6 
c  hand  ex.,  2  h.  Ac  L  trk.,  1  aer.  trk.,  8  hose  wag., 

1  hose  reel,  10  brs.;  hose,  cot,  rub.  lined,  gd., 
4,500  ft;  f.  al.,  Gamewell.  86  bx.;  val.  equip., 
$29,050;  vaL  bldgs.,  $81,000;  exp.  dept,  $12,000; 
tot  mem.  11,  pa.  full  time  11;  pd.  part  time  4; 
undrs.  rating,  first  class. 

Water  Supply— €rc,  riv.  k  wells,  4  to  20  m. 
bus.  cent;  sys.,  grav.,  pump  to  res.  k  stdp.;  res. 
cap.,  8,250,000  gals.;  2  pump,  eng.,  class  comp., 
cap.  day  8,000,000  gals.;  mains,  kalamein  k  c  i., 
65  m.,  4  to  16  in.  dia.;  288  hyd.;  802  v.;  met, 
216;  8,076  serv.;  889  v.;  pipe,  galv.  L  k  lead; 
pres.,  dom.  80  lbs.,  f.  140  lbs.;  cons,  day,  4,600,> 
000  gals.;   cost,  $1,600,000;  wks.  owned  by  city. 

JOLIET,  p.  889.  F.  dept — 2  hose  carts,  600  ft 
hose:  f.  al.,  bell;  tot  mem.,  20  vol. 

Water  Supply— Src,  creek,  1  m.  bus.  cent; 
sys.,  grav.;  mains,  6  in.  dia.;  14  hyd. 

KALI<aPGLL,  p.  5y5i49;  f.  area,  400  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  2  stor.;  priv.,  wd.,  1  k  2 
stor.;  wd  rfs.  not  perm.;  fwks.  k  combt  ord.; 
causes  uf  f.  inv.  F.  dept — 1  &  eng.,  1  h.  ft  1. 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,750 
ft,  2  hrs.;  f.  aL,  bell;  vaL  equip.,  $7,500;  vaL 
bldga.,  $1,400;  exp.  dept,  $7,500;  tot  mem.  41, 
pd.  full  time  8,  88  voL 

Water  Supply — Src,  riv.  k  wells,  1^  m.  bus. 
rent;  sys.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  180,- 
000  gals.;  res.  cap.,  1,750,000  gals.;  6  pump, 
eng.,  cap.  day  10,000,000  seals.;  mains,  c  i.,  wd. 
&  stl.,  23  m.,  6  to  18  in.  dia.;  226  hyd.;  187  v.; 
605  met:  1,276  serw;  pipe,  galv.  i.  k  lead;  pres., 
dom.  50  lbs.,  f.  100  lbs.;  cons,  day,  1,800,000 
^als.;  cost,  $285,000;  cost  mtce.,  $13,000;  wks. 
owned  by   city. 


LEWISTOWN,  p.  2,992;  f.  area,  160  a.;  mere 
bldgs.,  stn.,  bk.  k  cone  1  to  5  stor.;  priv.,  bk., 
stn.  k  wd.,  1  &  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  k  combt  ord.;  causes  of  i.  inv.  F. 
dept. — 1  auto,  comb.,  c.  k  h.  wag.;  6  c  hand  ex., 
1  h.  &  1.  trk.,  1  hose  wag.,  2  hose  car.,  2  hrs.: 
hose,  cot.,  rub.  lined,  gd.,  8,600  ft;  f.  al..  Game- 
well,  7  bx.;  vaL  equip..  $14,692;  vaL  bldgs., 
$8,000;  exp.  dept,  $6,222;  tot  mem.,  20,  4  pd. 
full  time,  16  voL 

Water  Supply — ^Sre,  spring  k  creek,  6  m.  bus. 
cent;  sys.,  grav.,  pump  to  res.  k  dir.,  res.  cap., 
350,000  gals.;  1  pump,  cap.  day,  986,000  ffala.; 
mains,  c  i.,  15.3  m.,  4  to  12  in.  dia.;  189  hyd.; 
190  v.;  1,010  serv.;  pres.,  dom.  92  lbs.,  f  9? 
lbs.;  cons,  day,  750,000  gals.;  cost,  $250,000; 
wks.  owned  by  city. 

LIBBY,  p.    1,500;    f.   area,    160   a.     F.    dept — 

1  h.  ft  L  trk.,  1  c.  hand  ex.,  2  hose  carts,  1,000  ft 
hose;  vaL  equip.,  $8,000;  vaL  bldgs.,  $300;  exp. 
dept,  $50;  tot  mem.,  45  voL 

Wstsr  Supply — Src,  strm.,  1  m.  bus.  cent:  sys., 
grav.;  mains,  1  m.;  16  hyd.,  pres.,  dom.  80  Ids.,  f. 
120  lbs.;  cost,  $75,000;  wks.  owned  by  priv.  Go. 

LIVINGSTON,  p.  5,859;  f.  area,  6  sq.  blocks; 
mere  bldgs.,  stn.  ft  bk..  1  to  4  stor.;  (niv.,  stn., 
bk.  ft  wd.,  1%  stor.;  wd.  rfs.  not  perm,  in  f.  area: 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1 
h.  ft  L  trk.,  8  c  hand  ex.,  1  hose  wag.,  2  hose  car., 

2  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft;  inf., 
200  ft;  tot  hose,  4,200  ft:  f.  al.,  bell;  val.  equip., 
$6,000;  vaL  bldgs.,  $25,000;  exp.  dept,  $8,500; 
tot  mem.  85,  8  xmL  full  time,  pd.  part  time  4, 
28  vol. 

Water  Supply — Src,  riv.,  H  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  800,000  gals.;  4  pump, 
eng.,  class  elec  ft  stm.,  cap.  day  6,500,000  gals.: 
mains,  c  L,  14  ro.,  4  to  12  in.  dia.;  Ill  hyd.;  52 
v.;  met,  85;  1,236  serv.;  pipe,  galv.  L;  pres., 
dom.  80  lbs.,  f.  110  lbs.;  cons,  day,  1,500,000 
gals.;  cost,  $85,000;  cost  mtce.,  $6,000;  wks. 
owned  by  Co. 

MANHATTAN,     F.  dept  not  reported. 

Water  Supply — Src,  spr.,  8H  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  res.;  res.  cap.,  200,000  gals.; 
dim.,  62  X  62;  mat,  cone;  2  pump,  eng.,  class 
centrif.,  cap.  min.  750  gals.;  mains,  wd.,  6.7  m., 
6  to  10  in.  dia.;  26  hyd.;  2  v.;  80  serv.;  pipe, 
galv.  L;  pres.,  dom.  26  to  30  lbs.,  f.  100  lbs.; 
cost,  $80,000;  cost  mtce.,  $400;  wks.  owned  by 
city. 

MARYSVILLE,  p.   700.     F.  dept— Not  reported. 

Wstsr  Supply — Src,  mountain  spr.;  sys.,  pump 
to  res.;  mains,  4  in.  dia.;  hyd. 

MILES  CITY,  p.  4,697;  f.  area,  12  a.;  mere 
bldgs..  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.: 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 8  e  hand  ex.,  2  hose  car.;  2 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,200  ft.  rvb.  gd., 
400  ft;  tot  hose,  2,«00  ft;  f.  al.,  elec  ft  wh., 
16  bx.;  vfil.  equip.,  $8,991;  exp.  dept,  $4,497; 
tot.  mem.,  80,  pd.  full  time  2,  vol.  2b;  undrs. 
rating,  third  class. 

Water  Supply — Src,  riv.;  1  m.  bus.  cent;  sys.» 
piSnp  dir.;  stdp.  oap.,  200,000  gals.;  2  pump, 
eng.,  oap.  day,  4,000,000  gals.;  mains,  e  L,  17.2 
m.,  4  to  14  in.  aia.;  106  hyd.;  116  v.;  630  met; 
780  serv.;  pres.,  dom.  50  lbs.,  f.  125  Ib^.,  cons., 
day,  500,000  gals-;  cost,  $180,000;  cost  mtce., 
$15,000;    wks.    owned   by  city. 

MISSOULA,  p.  12,869;  f.  area,  2,080  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  6  stor.;  priv.,  bk.  ft  wd.,  S 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  e  hose 
ft  ladder  trk.,  2  str.,  2  b.  ft  L  trk.,  4  c.  hand  ex., 
1  comb,  c  ft  h.  ft  1.  trk.,  1  hose  wag.,  4  hrs.;  hose, 
cot,  rub.  lined,  gd.,  4,000  ft,  in  reserve  4,000  ft; 
f.  al.,  Gamewell,  17  bx.;  vaL  equip.,  $80,800;  vaL 
bldgs.,  $12,000;  exp.  dept,  $14,000;  tot  mem. 
89,  pd.  full  time  9,  vol.  80. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  res. 
cap.,  1,000,000  gala.;  pump,  eng.,  cap.  day  1,440,- 
000  gals.;  msins,  wrt  L,  4H  m.,  4  to  S  in.  dia.; 
147  met:  118  hyd.;  2,972  serv.;  pipe.  Iron;  pres., 
dom.  40  lbs.,  f.  90  to  106  lbs.;  cons,  day,  6,968,- 
000  gals.;  cost,  $18,000;  wks.  owned  by  city. 

NEIHART,  p.  268;  f.  area,  1,000  a.;  mere  bldgs., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 2  hose  car.;  hose,  rub.,  gd..  1,000  ft:  f.  sL, 
bell;  val.  equip.,  $1,600;  vaL  bldgs.,  $800;  exp. 
dept,  $100;  tot  mem.,  42  voL 
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Water  Supply — Src,  creek;  ■ys.,  grav.;  res.  etp., 
8,000,000  gais.;  maim,  c  i.,  2  m.,  12  in.  dia.;  26 
hyd.;  6  ▼.;  100  aenr.;  pipe,  galv.  L;  prea.,  f.  100 
to  146  lbs.:  coat,  $46,000;  cost  xntce.,  $1,000; 
wka.  owned  by  Co. 

PHM.|iPSBURQ,  p.  1,109;  f.  area,  12  blocks: 
mere  bldga.,  bk.  &  wd.,  1  ft  2  ator.;  prir.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm.:  fwks.  ft  combt  ord.  F. 
dept. — 1  c.  eng.,  1  h.  ft  I,  trk.,  5  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  1.800  ft.;  inf.,  1,200  ft,;  tot. 
hose,  3,000  ft.;  f.  al.,  bell;  val.  equip.,  $8,000; 
val.    bldgs.,    $500;    tot.    mem.,    S.5    vol. 

Water  Supply — Src,  atrm.,  6  m.  bna.  cent;  ayi., 

S-av.;    rea.    cap.,    160,000    gals.,    loc    1    m.    north 
sin  street;  maina,  kalamein  ft  wd.,  6\k  m.,  4  to 

6  in.  dia.;  26  hyd.;  pres.,  f.  152  lbs.;  cost,  $85, 
000;  cost  mtce.,  $1,200;  wks.  owned  1^  dty. 

POLSON,  p.    1,500;   f.   area,   80  a.      F.   dept. — 

1  h.  ft  1.  trk.,  1  hose  wag.,  600  ft.  hose;  bell  al.; 
tot.   mem.,   28  vol. 

Water  Supply — Src,  lake;  «ys.,  dir.  pres.;  1 
pump,  eng.;  wks.  owned  by  priv.  Co. 

RED  LODGE,  p.  4,860;  mere  bdgs.,  bk.  ft  stn.; 
priv.,  wd.  F.  dept. — 1  c  eng.,  1  n.  ft  1.  trk.,  2 
comb,  c  hoM  wag.;  hose,  ruS.,  gd.,  2,800  ft.;  f. 
aL.  bell;  vol. 

Water  Supply — Src,  strm.;  ays.,  grav.;  mains, 
pres.,  dom.  110  lbs.;  f.  140  lbs. 

ROUNDUP,  p.  1.513;  f.  area.  160  a.    F.  dept. — 

2  hose  carts,  1  c.  eng.,  1,600  ft.  hose;  f.  al., 
bell;  \'al.  equip.,  $2,500;  val.  bldgs.,  $400;  exp. 
dept,  $800;  tot.  mem..  20  vol. 

Water  Supply — Src,  rlv.;  ays.,  grav.  ft  dir.  pres.; 
res.  cap.,  110,000  gals.;  1  pump,  eng.,  cap.  day 
1,400,000  gals.;  mams,  8  in.  dia.;  17  hyd. 

RYEQATE,  p.    400;    f.   area,   26   a.     P.   dept. — 

1  c  eng.;  val.  equip.,  $300;  val.  bldgs.,  $100; 
tot.    mem.,   16   vol.;   undrs.   rating   filth  claas. 

Water  Supply — Src,  wells. 

SHERIDAN,  p.  899.  F.  dept — 1  hand  h.  ft  1. 
trk.,  1  hand  c  eng.,  1  hose  cart;  f.  al.,  bell;  tot 
mem.,  20  voL 

Water  Supply — i»rc,  mountain  spr.;  ays.,  grsT.; 
res.    cap.,    90,000   flfals.;   maina,    8   to   6   In.   dia.; 

7  hyd.;  prea.,   40  Iba. 

SIDNEY,  p.    1,200;   f.   area,  280  a.     F.   dept. — 

2  c.  ex.,  2  nose  carts,  1,000  ft  hose;  val.  equip., 
$1,000;  tot.   mem.,  28  vol. 

Water  Supply — Src,  well;  sys.,  pump  dir.;  2 
pump,    eng.,    cap.    day    1,440,000    gals.;    88    hyd.;. 


mains,   2%   m.;    pres.,  dom.    70   lbs.,    f.    120  lbs.; 
cost,  $80,000;   wks.  owned  by  city. 

STEVENSVILLE,  p.  796.  F.  dept—l  h.  It  I 
trk.,  2  hose  carts;  hose,  1,000  ft;  f.  al.,  bell;  tut 
mem.,   25  voL 

Water  Supply — Src,  creek,  res.;  maina,  4  to  6 
in.  dia.;  25  hyd. 

THOMPSON,  p.  826.  F.  dept — 2  hose  carts, 
600   ft   hose;   vol. 

Watar  8upply~-Src,  momitain  strm.;  ays.,  gnv.; 
msins,  4  in.  dia.;  10  hyd.;  prea.,  60  Iba. 

VIRGINIA  CITY,  p.  467.  F.  dept — S  c  eng., 
6  c  hand  ex.,  1  hose  reel,  200  ft.  hose;  t  iU 
bell;   val.   equip.,  $1,500;   tot   mem..   28   vol. 

Water  Supply— Src,  spr.;  sys.,  grsT.;  maisSk  4 
in.  dia.;  14  hyd. 

WALKERVILLE,  p.  2,491;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  perm.;  combt.  ord.  F.  dept — 2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  iL, 
bell  ft  wh.;  vaL  equip.,  $2,000;  TaL  bldgs.,  $1,000; 
tot  mem.,  100  voL 

Watar  Supply — Src,  spr.,  9  m.  bus.  cent;  mjm^ 
grav.*  rea.  cap.,  15,000,000  gala.;  mains,  4  to  4 
m,  dia.;  11  hyd.;  1,000  serv.;  pres.,  dom.  46  Iba, 
f.  100  lbs.;  wks.  owned  by  Co. 

WH4T<EFISH,  p.  1,479.  F.  dept — 6  c  hand  et, 
3  hose  reels,  3,000  ft.  cot.,  rub.  lined  hose;  f.  sL, 
bell;  exp.  dept,  $860;  tot  mem.,  25,  pd.  put 
time   1.  vol.   24. 

Watar  Supply — Src,  lake;  aya.,  grav.;  stdp.  cap., 
50.000  gals.;  2  pump,  eng.,  cap.  day  1.440.000 
gals.;  mains,  4  m.,  4  to  8  in.  dia.;  26  hyd.;  40 
met.;  400  serv.;  prea.,  dom.  58  lbs.,  f.  85  lbs.; 
cons,  day,  144,000  gals.;  cost,  $25,000;  cost 
mtce.,  $4,000;  wks.  owned  by  city. 

WHITEHALL,  p.  417.  F.  dept — 1  hand  c  eng.; 
tot  mem.,  28  vol. 

WHITE  SULPHUR  SPRINGS,  p.  417  P.  dept- 
2  c  eng.,  2  hose  carts;  hose,  900  ft.;  f.  al.,  btV.i 
val.   equip.,   $1,600;   tot.   mem.,   20   voL 

Watar  Supply — Src,  creek,  5  m.  bus.  cent.;  sys., 
grav.;  maina,  iron,  7  m.,  4  to  10  in.  dia.;  21  hjd.; 
19  v.;  pres.,  dom.  80  lbs.;  f.  125  Ibb.;  cost,  $30.- 
000;  cost  mtce.,  $500;  wks.  owned  by  city. 

Places  with  a  population  of  1,000  or  more  bavisg 
no  organised  fire  dept. — Kendall. 

Placea  with  a  population  of  1,000  or  more  ace 
reported — Chinook,  Sand  Coulee,  Stockett 
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AINSWORTH,  p.  1,046;  mere  bldga.,  wd.,  1  ft 
2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ord.     F.  dept. — Hose,  1,000  ft;  16  vol. 

Watar  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  41,000  gals.;  pump,  eng.,  cap. 
day  432,000  gals.;  28  hyd.;  pipe,  12  m.,  4  to  6 
in.  dia.,  c  1.;  95  taps;  serv.  pipe,  %  in.,  wrt  i.; 
pres.,  dom.  50  lbs.,  f.  80  lbs.;  cost  $38,000;  cost 
mtce.,  $500;  wks.  owned  by  city. 

ALBION,  p.  1,584;  f.  area,  480  a.;  mere  bldga., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  4  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.  F.  dept. — 2  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1.550  ft.;  f.  al.,  bell:  val.  equip.,  $3,600; 
val.  bldirs.,  $150;  exp.  dept,  $400;  tot.  mem.,  86 
vol.;  undrs.  rating,  first  class. 

Watar  Supply — Src,  wells,  2  blocks  bus.  cent; 
s>'s.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  80,000  gals., 
mat.  stl.;  res.  cap.,  80,000  gals.;  1  pump,  eng., 
class  trip.;  mains,  c  i.,  6  m.;  34  hyd.;  12  v.; 
met,  120;  212  serv.;  pipe.  galv.  i.;  pres.,  dom. 
70  lbs.,  f.  100  lbs.:  cons.  day.  50,000  gals.;  cost, 
$20,000;    cost   mtce.,    $700;    wks.    owned   by   city. 

ALEXANDRIA,  p.  600;  f.  area,  8  blocks.  F. 
dept. — 1  hose  cart,  600  ft  hose;  f.  al.,  bell;  val. 
eqiiip.,   $600 ;   vol. 

Water  Supply— ^rc,  wells,  500  ft.  bus.  cent; 
svs.,  grftv.;  stdp.  cap.,  60,000  gals.;  2  pump, 
eng.,  cap.  da>'  874,400  gals.;  mains,  1  1-5  m.; 
4  hvd.;  pres,,  dom.  ft  f.,  40  lbs.;  cons,  day,  10,000 
gala.;  cost,  $17,000;  cost  mtce.,  $300;  wks.  owned 
by  priv.  Co. 

ALLIANCE,  p.  8.106;  f.  area,  640  a.;  mere 
bldgs.,  bk.   ft  wd.,   1  to  8  stor.;  priv.,  bk.  ft  wd., 


IH  stor.;  fwks.  ft  combt.  ord.;  csuses  of  f.  mr 
F.  dept. — 6  c  hand  ex.,  1  h.  ft  1.  trk,.  2  ho«e 
wag..  2  hose  car.;  hoae,  rub.  lined,  gd.,  2.50P 
ft;  inf.,  2,600  ft;  tot  hose,  6,000  ft;  f.  al.,  wU. 
ft  bell;  val.  equip.,  $4,000;  vaL  bldf^,  $8,000; 
tot   mem.,  76  vol. 

Watar  Supply — Src.  wella,  M  m.  bus.  cent: 
ays.,  pump  to  atdp.;  stdp.  csp.,  93,200  gals.,  dim. 
12  X  100,  mat.  stl.,  4  pump,  eng.,  cap.  dar, 
1.000.000  gals.:  mains,  c  L,  11  m.,  4  to  10  in. 
dia.;  90  hyd.;  650  met;  660  serv.;  pipe,  galv.  I 
ft  lead;  pres.,  dom.  42  lbs.;  cona.  day.  100,000 
gals.;  cost  $30,000;  cost  mtce.,  $1,500;  wks. 
owned   by   city. 

ALMA,  p.  1,066:  f.  area,  640  a.  F.  dept.— 
2  hand  hose  carts;  hose,  cot,  rub.  lined,  gd.,  l.OOf^ 
ft;  f.  al.,  bell;  val.  equip.,  $1,000;  val.  bldgs.. 
$350;  tot.  mem..  25  vol.;  undrs.  rating,  first  dass. 

Water  Supply — Src,  well,  1  m.  bos.  cent;  sys.. 
pump  dir.;  1  pump,  en^.,  cap.  day,  860,000  gate.; 
mains,  7  m.;  60  hyd.:  154  serv.;  pres..  dom.  ft  t 
55  lbs.:  cost,  $14,000;  cost  mtce,  9200:  wks. 
owned    by    city. 

ANSELMO,  p.  400;  f.  area,  20  a.  F.  dept.— 
1  hose  oart,  ladders,  etc;  hose,  cot,  rub.  lined,  gd^ 
800  ft.;  f.  al.,  bell;  exp.  dept,  $50;  tot  mem.,  14 
vol. 

Water  Supply — Src,  wella,  H  block  bua.  cert.; 
sys.,  dir.  pres.;  stdp.  cap.,  18,000  gals.;  2  pranp 
erg.,  cap.  day  40,000  gals.;  mains  1  m.;  12  hjd  : 
8  v.;  60  sen'.;  pres.,  dom.  ft  f.,  60  Ib^;  cft?t 
$7,400;  wks.  owned  by  city. 

ASHLAND,  p.  1,379;  f.  area,  1,350  a.;  were- 
bldgs.,  bk..   2    stor.;   priv.,  wd.,   1    ft   2    stor.;   «i 
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rfo.  perm.;  fwks.  A  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 12  c.  hand  ex.,  8  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,<550  ft.;  inf.,  800  ft.;  tot.  hose, 
1,860  ft.;  f.  al.,  wh.;  val.  equip.,  $2,200;  tot. 
mem.,   4a  vol.;  undrs.  rating,   fourth  class. 

Water  Supply — Src,  wells;  ays.,  pump  to  res.; 
res.  cap.,  65,000  gals.;  2  pump,  eng.,  cap.  dav 
360.000  gals.;  mahif*.  4*^  m.,  4  to  8  in.  dia.;  27 
hyd.;  16  v.;  200  serv.;  pipe,  lead  &  iron;  pres., 
donu  65  lbs.,  f.  100  lbs.;  cons,  day,  64,000  gals.; 
cost,  $20,000;  cost  mtce.,  $1,500;  wks.  owned  by 
city. 

ASHTON,  p.  404;  bidgs.,  mostly  bk.,  1  stor.;  no 
f.  dept. 

Water  Supply — Src,   wells;    4   public  dstems. 

ATKINSON,  p.  810;  f.  area,  60  a.;  mere  bidgs., 
«tn.  &  wd.,  2  stor.;  priv.,  wd.,  1%  stor.:  wd. 
rfs.  perm.;  fwks.  &  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  c.  eng.,  1  comb.  c.  &  h.  wag.>  1  h.  A 
I.  trk.,  1  hose  car.;  hose,  cot.,  rub.  fined,  gd., 
500  ft.;  f.  al..  bell;  val.  equap.,  |1,600;  val.  bldga., 
$300;   tot.    mem.,    20   vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. ; 
stdp  cap.,  83,000  gals.;  1  pump,  eng.,  cap.  day 
500,000  gals.;  mains,  2H  m.,  4  to  6  in.  dia.;  20 
hyd.;  5  v.;  40  serv.;  pres.,  f.  100  lbs.;  cons,  day, 
40.000  gals.;  cost,  $10,000;  cost  mtce.,  $600; 
wks.  owned  by  village. 

AUBURN,  p.  2,729;  f.  area,  7  blocks;  mere 
bidgs.,  bk.,  stn.  Si  wd..  2  stor.;  wd.  rfs.  not  perm. 
In  f.  area;  fwks.  &  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hoBe  carts,  ladders,  etc.;  hoee,  cot, 
rub.  lined,  gd.,  1,600  ft;  inf.,  100  ft;  tot.  hose, 
1,600  ft;   val.  bidgs.,  $600;   tot.   mem.,   50  vol. 

Water  Supply — Src.  wells,  H  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  150,000  gals.,  dim. 
16  X  100  ft.  mat  sti.;  2  pump,  eng.,  class  dup.. 
cap.  day,  140,000  gals.;  mains,  XI  m.,  4  to  10 
in.  dia.;  84  hyd.;  78  v.;  pres.,  dom.  100  Ibe.,  f. 
120  lbs.;  cost  $68,000;  cost  mtce.,  $4,600;  wks. 
owned   by   city. 

AURORA,  p.  2,630;  mere,  bidgs.,  wd.  ft  bk.,  2 
k  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.  F.  dept. — 1  h.  ft  1. 
trk.,  2  hose  car.;  hose,  double  jacket,  1,400  ft.; 
inf.,  800  ft;  tot  hoee,  1,700  ft.;  f.  al.,  wh.  ft 
telp.;  vial,  equip.,  $1,800;   tot  mem.,   16  vol. 

Water  Supply — Src,  wells.  2  blocks  bus.  cent; 
sys.,  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,  60.000 
gals.,  d!m.  10  x  106,  mat.  stl.;  res.  cap.,  90,000 
flraU.,  loc  80  ft.  station;  4  pump,  eng.,  class  comp. 
ft  dup.,  cap.  day  624.000  gals.;  mains,  c.  ft  wrt.  i., 
5  m.,  4  to  10  in.  dia.;  89  hyd.;  19  ▼.;  met.,  46; 
450  serv.;  pipe,  wrt.  i.;  pres.,  dom.  28  to  46  lbs., 
f.  80  to  100  lbs.;  cons,  day,  60,000  gals.;  cost, 
$38,000:  wks.  owned  by  city. 

AXTELL,  p.  400;  f.  area,  80  a.  F.  dept — 1  gas 
eng.,  1  h.  ft  1.  trk.,  1  hose  cart,  ladders,  etc.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  v«l. 
equip.,  $2,500;  val.  bidgs.,  $1,000;  exp.  dept, 
$100;  tot.   mem.,  32  vol. 

Water  Supply — Src,  cisterns,  1  m.  bus.  cent; 
sy«.,  pump  dir.;  1  pimip.  eng.,  oap.  day,  5,000 
gals.;  pros.,  f.  126  lbs.;  cost  $1,000;  cost  mtce., 
$250;    wks.   owned   by   city. 

BANCROFT,  p.  742.  F.  dept. — 1  h.  ft  1.  trk., 
2  hose  carts;  hose,  1,000  ft;  f.  al.,  bell  ft  telp.; 
tot.  mem.,  23  vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  45,000 
gals.;  1  pump,  eng.,  class  trip.,  cap.  day  100.000 
srals.;  mains,  1»4  m.,  4  to  8  in.  dia.;  14  hyd.; 
pres..  dom.  25  to  65  lbs.,  f.  65  to  110  lbs. 

BATTLE  CREEK,  p.  697:  f.  area,  70  a.;  mere, 
bidgs.,  wd.  ft  bk.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv,  F.  dept. — 1  c  eng.,  1 
h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  900  ft; 
f.  al.,  wh.;  val.  equip..  $2,000:  val.  bidgs.,  $2,000; 
exp.   dept.,   $25;   tot.   mem.,   80   vol. 

Water  Supply — Src,  4  wells,  in  bus.  cent.;  sys., 
comp  air;  res.  cap.,  18,000  gals.;  1  pump,  eng., 
class  trip.,  cap.  day  230,4(»0  gals.;  mains,  c  i., 
2^4  m.,  4  to  6  in.  dia.;  17  hyd.;  7  v.;  met,  12; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  cost,  $11,000;  wks. 
owned  by  city. 

BEATRICE,  p.  9,356;  f.  area,  8,600  a.;  mere 
bidgs.,  bk.,  3  ft  4  stor.;  priv.,  bk.  ft  wd.,  2  ft  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area:  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  4 
hose  carts,  1  hose  wag.,  f!  hrs. ;  hose,  cot.  rub. 
lined,  gd.,  6,000  ft;  f.  al.,  wh.  ft  telp.;  val.  equip.. 


$12,000;  val.  bidgs.,  $18,000:  e.xp.  deyt.,  $5,000; 
tot.  mem.,  150,  pd.  full  time  4,  vol.   146. 

Water  Supply — Src,  well,  2  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  1,000,000  gals.;  3  pump, 
eng.,  cap.  day  2,750,000  gals.;  mains,  c  i.,  21  m., 
2  to  16  in.  dia.;  140  hyd.;  100  v.;  1,800  met; 
1,850  sen'.;  pipe,  galv.  i. ;  pree.,  dom.  ho  lbs., 
f.  120  lbs.;  cone,  day,  1,000,000  gals.;  cost, 
$150,000;  cost  mtce.,  $30,000;  wks.  ov^-ned  by  city. 

BEAVER  OITY.  p.  1,000;  f.  area,  160  a.  F. 
dept. — 2  hose  carts,  1  h.  ft  L  trk.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  val.  equip., 
$3,500;  val.  bidgs.,  $800;  exp.  dept,  $50;  tot 
mem.,    21    vol. 

Waier  Supply — Src,  wells,  1  m.  bus.  cent,;  sys., 
dir.  pres.;  2  pump.  eng..  cap.  day,  57,600  gals.; 
mains,  5\^  m.;  26  hyd.;  200  serv.;  pres.,  dom.  80 
to  125  lbs.,  f.  125  lbs.;  cost,  $30,000;  cost  mtce., 
$8,000;   wks.   owned  by  city. 

BELGRADE,  p.  450;  f.  area,  80  a.  F.  dept. — 
2  hose  oarts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  aL,  bell;  val.  equip.,  $1,200;  exp.  dept,  $50; 
tot  mem.,  25  vol. 

Water  Supply— Src,  6  wells,  8  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  1  pump,  eng.,  cup.  day 
230,400  gals.;  mains,  c  i.,  4  m.;  13  hyd.;  4  v.; 
100  met;  100  serv.;  pres.,  dom.  ft  f.,  75  lbs.; 
cost,   $14,000;   wks.   owned  by   city. 

BENNETT,  p.  467.  F.  dept.— 1  c  eng.,  6  lad- 
ders; vol. 

BENSON,  p.  8,170;  f.  area,  1,000  a.;  mere 
bidgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  mostly  wd., 
1  to  2  stor.;  iron  rfs.  in  f.  area;  fwks.  ft  combt. 
ord.  F.  dept — 1  comb,  e  ft  hose  wag.,  6  e  hand 
ex.,  1  h.  ft  1.  trk.,  1  hose  w«g.,  2  hose  reels,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft;  rub., 
gd.,  300  ft;  inf.,  250  ft;  tot.  hose.  2,350  ft; 
f.  al.,  b^ll  ft  automatic;  val.  equip.,  $1,000;  vsl. 
bidgs.,  $800;  exp.  dept,  $1,500;  tot  mem.,  28, 
pd.  full  time  1,  pd.  part  time  2,  25  voL 

Water  Supply — Src,  8  welle,  2  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  65,000  gals.; 
dim.,  10  X  100;  mat,  stl.;  res.  cap.,  86,000  gale.; 
8  pump,  eng.,  class  elee,  cap.  600  gala,  min.; 
mains,  e  i.  ,50,000  ft.,  4  to  8  in.  dia.;  60  hyd.; 
26  v.;  met,  600;  pipe,  galv.  L;  pres.,  dom.  40 
lbs.,  f.  100  to  800  Ids.;  cost,  $68,000;  wks.  owned 
by  city. 

BERTRAND,  p.  648;  f.  area,  240  a.;  mere 
bidgs.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hose  cartj,  2  hrs.;  hose,  cot,  rub.  lined, 

fd..  1,800  ft:  f.  al.,  elee,  bell  ft  telp.;  vaL  equip., 
1,700;  val.  bidgs.,  $1,200;  exp.  dept,  $278;  tot 
mem.,    82   vol. 

Water  Supply— Src,  2  wells,  4  blocks  bus.  cent; 
sys.,  pump  to  tk.;  tk.  cap.,  60,000  gals.;  2  pump, 
eng.,  cap.  day  200,000  gals.;  mains,  2  m.,  4  to  8 
in.  dia.;  18  hyd.;  10  v.;  21  met;  pres.,  dom. 
40  lbs.,  f.  60  lbs.;  cons,  day,  15,000  gals.; 
cost,  $30,000;  cost  mtce,  $2,100;  wks.  owned  by 
town. 

BLAIR,  p.  2.584;  f.  area,  240  a.;  mere  bidgs., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1 
&  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 1  h.  ft  1.  trk.,  1  e  eng.,  4  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  telp.; 
\^1.  equip.,  $4,000;  val.  bidgs.,  $2,000;  exp.  dept, 
$500;  tot.  mem.,  50  voL;  undrs.  rating,  first  class. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  4,000,000  gals.;  2  pump,  eng.,  cap.  day 
2.300.000  gals.;  mains,  e  i.,  4  m.,  6  to  8  in. 
dia.;  43  hyd.;  9  v.;  met,  325;  381  serv.;  pipe, 
wrt.  i. ;  pres.,  dom.  100  lbs.,  f.  100  lbs.;  cost, 
$20,000;   cost  mtce.,   $2,500;  wks.  owned  by   city. 

BLOOMFIELD,  p.  1,264.  F.  dept— 4  hose 
carts;  hose,  2,000  ft;  f.  al.,  bell  ft  telp.;  tot. 
mem.,  30  vol. 

Water  Supply — Src,  wells:  stdp.  cap..  80,000 
gals.;  8  pump,  eng.,  cap.  day  720.000  gals.:  mains. 
2H  m.,  4  to  8  in.  dia.;  28  hvd. ;  pres.,  dom.  60 
lbs.,  f.  90  lbs. 

BLUE  HILL,  p.  761;  f.  area.  260  a.;  mere, 
bidgs.,  bk..  1  stor.;  priv.,  wd..  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  limits:  fwks.  ord.;  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  rub.,  gd., 
1,200  ft.;  val.  equip.,  $1,800;  val.  bidgs.,  $600; 
mem.,   25  vol.:  f.   al..  bell. 

Water  Supply — Src,  2  wells,  5  blocks,  hi»s. 
cent;    sys.,   pump   to    res.    ft    to   stdp.;    stdp.    cap.. 
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98,000  gals.;  pump,  enc.,  cap.  day  75,000  gale.; 
35  hyd.;  maiDs,  c.  i.,  3^  m.,  4  to  8  in.  dia.;  17 
v.;  160  met.;  174  sen'.;  pres.,  dom.  80  to  35 
lbs.,  f.  30  to  45  lbs.;  <x>st,  $-23,500;  cost  mtce., 
$1,500;  wks.  owned  by  city. 

BLUE  SPRINGS,  p.  712;  f.  area,  100  a.;  mere 
bidgs.,  wd.,  1  &;  2  stor. ;  wd.  rfs.  perm.  No  oiv. 
f.  dept. — 1  hose  car.;  hose,  cot.,  rub.  lined,  g£, 
450   ft. 

Water  Supply — Src,  well,  600  ft.  bus.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap.,  320,000  gala.,  dim. 
6  z  85;  1  pump,  eng.,  cap.  day  500,000  gals.; 
mains,  3,500  ft.,  4  to  6  in.  dia.;  15  hyd.;  prea., 
dom.  35  lbs.,  f.  80  lbs.;  cost,  $8,500;  cost  mtce., 
$600;  wks.  owned  by  city. 

BROKEN  BOW,  p.  2,260;  f.  area,  744  a.;  mere 
bidgs.,  bk.,  cem.  &  wd.,  1  k  2  ator.;  priv.,  wd.,  1  A 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.     F.  dept — 1  comb,  c  dc  h.  wag., 

3  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  carta;  hose, 
cot.,  rub.  lined,  gd.,  1,200  ft.;  rub.,  gd.,  800  ft; 
tot  hose,  1,500  ft;  f.  aL,  bell,  wh.  A  telp.;  val. 
equip.,  $3,500;  val.  bldga.,  $16,000;  exp.  dept, 
$200;  tot  mem.,  30  vol.;  undra.  rating,  4% 
class. 

Water  Supply — ^Src,  wells,  ^  m.  bus.  cent; 
sys.,  pump  to  res.  dir.;  res.  cap.,  260,000  gals.;  1 
pump,  eng.,   cap.    day   250,000   gala.;    mains,  c.   i., 

4  m.,  2  to  10  in.  dia.;  62  hyd.;  met,  200;  442 
scrv.;  pipe,  galv.  i.;  pree.,  dom.  &  f.  60  Iba. ;  cons, 
day,  76,000  gals.;  cost,  $30,000;  cost  mtce.,  $4,- 
500;  wks.  owned  by  city. 

BRUNO,  p.  250;  f.  area,  20  a.  F.  dept — 1  c. 
eng.,  hooks,  ladders,  buckets,  etc. ;' 100  ft.  c.  hose; 
f.  al.,  bell;  val.  equip.,  $480;  val.  bldgs.,  $2,300; 
vol. 

No  water  works. 

CALLAWAY,  p.  1,000;  f.  area,  200  a.  F.  dept 
— 1  c.  eng.,  2  hand  hose  carts,;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  bell;  val.  equip., 
$1,000;  vaL  bldgs.,  $1,500;  exp.  d«pt,  $100;  tot 
mem.,    28    vol. 

Water  Supply — ^Sic,  wells,  1-16  m.  bus.  cent; 
sys.,  dir.  pres.;  stdp.  cap.,  14,000  gals.;  2  pump, 
eng.;  mains,  2  m.;  16  hyd.;  15  v.;  60  met.; 
pres.,  dom.  60  lbs.,  f.  80  lbs.;  cost,  $8,000; 
cost  mtce.,   $1,000;   wks.  owned  by  city. 

CARROLL,  p.  400;  f.  area,  80  a.  F.  dept. — 
1  hose  cart,  1  h.  iSc  1.  trk.,  axes,  rope,  pails,  etc.; 
hose.,  cot,  rub.  lined,  gd.,  700  ft;  f.  al.,  bell; 
val.  equip.,  $555;  val.  bldgs.,  $40;  tot  mem.,  24 
vol. 

Water  Supply — Src,  well,  80  rds.  bus.  cent; 
sys.,    pump    to    stdp.;    stdp.     cap.,     65,000     gals.; 

1  pump,  eng.,  cap.  day  '20,000  gals.;  mains,  8  m.; 
11  hyd.;  3  v.;  2  met;  pres.,  dom.  k  f.,  65  lbs.; 
cost,  $10,000;  cost  mtce.,  $600;  wks.  owned  by 
citj'. 

CEDAR  BLUFFS,  p.  500;  f.  area,  12  blocks; 
bldgs.,  mostly  frame.     F.  dept. — 2  55-gal.  c  eng., 

2  air  press  tk.,  cap.  24,000  gals.;  hose,  cot, 
rub.  lined,  gd.,  1,250  ft;  f.  aL,  Dell,  wh.  k  telp.; 
tot.  mem.,  60  vol.;  vaL  equip.,  $2,000. 

Water  Supply — Src,  wells  in  bus.  cent;  sys., 
pump  to  res.  k  stdp.;  stdp.  cap.,  24,000  gala., 
dim.  8  X  40,  mat.  stl.;  pump,  eng.,  cap.  day  175.- 
000  gals.;  mains,  c.  L,  2  m.,  4  to  6  in.  dia.;  19 
hyd.;  18  v.;  90  serv.;  pipe,  galv.  i.;  pres.,  dom. 
45  to  65  lbs.,  f.  65  to  100  lbs.;  coat,  $18,500; 
cost  mtce.,  $525;  wks.  owned  by  city. 

CEDAR  RAPIDS,  p.  576;  f.  area,  200  a.;  mere, 
bldgs.,  bk.  k  wd..  1  to  8  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt.  ora.;  causes 
of  f.  inv.  F.  dept — 1  h.  k  1.  trk.,  4  c  hand  ex., 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,150 
ft;  f.  al.,  bell  k  telp.;  val.  equip.,  $2,400;  val. 
bldgs.,  $1,100;  exp.  dept,  $60;  tot.  mem.,  24  voL 

Water  Supply — Src.  wells,  1  block  bus.  cent; 
sys.,  pump  to  res.  k  air.;  stdp.  cap.,  76,500  gals., 
dim.  10  X  38,  mat.  bk.  k  cem.;  1  pump,  eng.,  class 
trip.,  cap.  min.  300  gals.;  mains,  c.  i.,  12.000 
ft.,  4,  6  &  8  in.  dia.:  20  hyd.;  7  v.;  70  aerv.;  pipe, 
eralv.  i.;  pres.,  dom.  45  lbs.,  f.  90  lbs.;  cost,  $12.- 
000;  cost  mtce.,  $500;  wks.  owned  by  city. 

CENTRAL  CITY,  p.  2,428;  mere  bldgs.,  wd.  k 
bk.,  S  k  A  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not 
perm.;  fwks.  k  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  c.  eng.,  2  c.  band  ex.,  1  h.  &  1.  trk.,  2 
hoae  oarts:  hose,  cot,  rub.  lined,  gd.,  1,500  ft; 
rub.,  gd.,  200  ft;  inf.,  100  ft.;  tot  hose,  1,800  ft; 


f.  aL,  wh.;  vaL  equip.,  $2,000;  val.  bldga.,  ^1,500; 
tot  mem.,  45  voL 

Watar  Supply — Src,  wells,  M  m.  boa.  eeot; 
ays.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  90,000  gaU, 
dim.  12  X  110,  mat  atL;  1  pump,  eng.,  daaa  dapu, 
cap.  day  1,000,000  gals.;  mains,  c.  i..  5  m.,  4, 
6  ft  8  in.  dia.;  44  hyd.;  15  v.;  met,  300;  300 
serv.;  pipe,  galv.  i.;  pres.,  dom.  45  lbs.,  f.  90  Ibo.; 
cons,  diay,  40,000  gala.;  cost,  $125,800;  cost  mtce, 
$1,800;  wks.  owned  by  city. 

CHAQRON,  p.  2,687;  f.  area,  800  a.;  mere 
bldga.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd..  2 
stor.;  wd.  rfs.  perm,  in  f.  area.;  canaes  of  1 
inv.  F.  dept — 1  h.  ft  L  trk.,  2  hose  carta,  1  hoae 
wag.;  hose,  cot,  rub.  lined,  gd.,  S.OOO  ft;  f.  aL. 
bell  ft  wh.;  val.  equip.,  $5,000;  exp.  dept.,  $300: 
tot.   mem.,  30  vol. 

Watar  Supply — Src,  atr.,  8  m.  bua.  cent.;  mi, 
grav.,  pump  to  res.;  rea.  cap.,  650,000   gala.,   loe 

1  m.  aouth  bus.  cent;  pump,  eng.,  cap.  day  600,- 
000  gals.;  mains,  e  1.,  13  m.,  8  in.  dia.;  48  hyd.; 
41  v.;  507  serv.;  pipe,  galv.  L;  prea.,  for  all  por^ 
posea.  116  Iba.;  cons,  dar,  430,000  gala.;  cost 
mtce.,  $1,400;  wks.  owned  by  city. 

CLARKS,  p.  605;  f.  area,  4  blocks;  mere,  bldga.. 
bk.  ft  wd.,  .1  ft  2  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  not  perm,  in  f.  area;  combt  ord.;  causes  of 
f.    inv.      F.   dept. — 1   h.   ft  1.   trk.,   6   e    hand    ex., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  900  ft.;  f. 
al..  bell;  tot  mem.,  23  vol. 

Water  Supply — Src,  wells,  1  to  2  blocks  bus. 
cent;  ays.,  pump  dir.;  pump,  eng.;  mains,  1  ra.. 
4  in.  dia.;  3  hyd.;  pres.,  f.  60  lbs.;  cost*  $2,500; 
wks.  owned  by  town. 

CLARKSON,  p.  750;  f.  area,  80  a.     F.   dept.— 1 

c  eng..  2  hose  carts,  1  h.  ft  L  trk.;  hose*  cot.,  rub. 
lined,  gd.,  1,050  ft;  f.  aL,  bell  ft  wh.;  vaL  equip., 
$1,850;   val.   bldgs.,  $800;  tot  mem.,   23    vol. 

Watar  Supply— Src,  well,  1  m.  bus.  cent.;  aya.. 
pump  dir.;  1  pump,  eng.,  cap.  day,  86«400  gala; 
mains,  1  3-5  m.;  20  hyd.;  8  v.;  128  serv.;  prea.. 
dom.  ft  f.  60  lbs.;  cost,  $10,000;  cost  mt<w..  $500; 
wks.  owned  by  city. 

CLAY  CENTER,  p.  1,065;  f.  area,  160  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  « I 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ortL;  caiK*'« 
of  f.  inv.  F.  dept. — 1  e  eng.,  e  hand  ex.,  1  h. 
ft  1.  trk.,  2  hose  reels;  hose,  cot,  rub.  lined,  g\l., 
1,000  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $1,500; 
tot.   mem.,   55   vol. 

Water  Supply— €rc.,  wells,  in  bus.  cent.;  s>*-. 
dir.  pres.;  stdp.  cap.,  60,000  gals.;  res.  cap.,  57.- 
000  galis. ;  2  pump,  eng.,  class  trip.,  cap.  d^r 
400,000  gals.;  mains,  5Ht  m.,  2  to  8  in.  dia.;  4'^ 
hyd.;  163  met;  prea.,  dom.  45  lbs.,  f.  ISO  Iba.: 
cons,  day,  100,000  gals.;  coat,  $25,639;  cost  mtc«.. 
$1,102;   wks.  owned  by  city. 

CODY,  p.  275;  f.  area,  200  a.  F.  dept. — 2  e 
eng.;   voL 

Water  Supply — Src,  wells,  1  m.  bua.  cent.;  aya.. 
pump   dir. 

COLUMBUS,  p.  5,014;  f.  area,  720  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  lu 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  &  combt. 
01x1.;  causes  of  f.  inv.  F.  dept — 1  auto.  comb, 
c.  ft  h.  ^ag.,  2  c.  ex.,  1  h.  ft  L  trk.,  S  hose  carts: 
hose,  cot,  rub.  lined,  gd..  2.300  ft.;  inf.,  500  ft.: 
tot  hose,  2,800  ft;  f.  aL,  belL  wh.  ft  telp.;  raL 
equip.,  $8,000;  val.  bldga.,  $1,000;  tot  men..  74 
vol. 

Watar  Supply — Src,  wells,  8  blocks  bus.  c«Bt  : 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  100  ft.  hic^ 
cap.  100,000  gala.,  dim.  12  x  100,  loe  at  stat^oa, 
mat  atL;  2  pump,  eng.,  class  trip.,  cap.  700  gala 
min.;  mains,  e  i.,  9  m..  4  to  10  in.  dia.;  6S 
hyd.;  met,  600;  500  serv.;  pipe,  galv.  i.; 
dom.  40  lbs.,  f.  100  lbs.;  cona.  day,  200,000 
wks.  owned  by  city. 

COZAD,  p.  1,000;  f.  area,  160  a.  F.  dept— 
2  hose  carts,  1  h.  ft  l.  trk..  f.  aL,  bell;  val.  equip.. 
$600;   exp.  dept,  $100;  voL 

Water  Supply — Src,  3  wells,  %  m.  bua.  cent.: 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gal>;.;  t 
pump,  eng.,  cap.  day  504,000  gals.;  mains,  c.  i. 
H  m.,  2  to  8  in.  dia.;  42  hyd.;  10  v.;  14S  n.e*  . 
148  serv.;  pres.,  dom.  40  lbs.,  f.  120  lb**.;  ri>-T. 
$35,000;    cost   mtce.,    $850;    wks.    own€»d    by    cit^ 

CRAFTON,  p.  600;  f.  area,  100  a.      F.  dept — 
1    c    eng.,    1    hose   cart;    f.   aL,   bell;    toC 
20    vol. 
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Water  Supply — era,  wellB,  1  m.  bus.  cent.;  «y«., 
pDinp  dir.;  1  pump,  eog.;  9  hyd.;  wks.  owned  by 
city. 


CRAWFORD,  p.  1.328;  f. 
wd.,  1  ft  2  stor.;  wd.  rfs. 
combt.  ord.;  causes  of  f.  inv. 
trk.,  2  hose  car.,  hose,  cot., 
ft;  f.  al.,  bell  k,  wh.;  val. 
bldffs.,  $800;  tot.   mem.,  SO 

Water  Supply — Src,  spr.; 
800,000    gals.:    mains,    8H 
hyd.;    100   serv.;   pres.,   dom. 
cost,    $20,000;    cost    mtce., 
town. 


area,  820  a.;  bldgs., 

not   perm.;    fwks.    ft 

F.  dcpt. — 1  h.  ft  1. 

rub.  lined,  gd.,   1,360 

equip.,    $2,600;   ral. 
vol. 

sya.,  grav.;  res.  cap., 
m.,    8    in.    dia.;    112 

76   lbs.,   f.    76   lbs.; 
$60;    wks.    owned    by 


CREIGHTON,  p.  1,878;  f.  area,  80  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfs.  perm.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1. 
trk.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft;  f.  al.,  bell;  val.  equip.,  $2,060;  vaL  bldgs., 
$800;  tot.  mem.,  87  vol. 

Water  8upply---Src.,  wells  ft  dstems;  sys.,  pump 
to  stdp.;  stdp.  cap.,  100,000  gals.;  0.  pump,  eng., 
class  dup.;  mains,  8  m.,  4  to  6  in.  dia.:  14  hyd.; 
40  serv.;  pres.,  dom.  64  lbs.,  f.  96  lbs.;  cost, 
$9,000;  cost  mtce.,  $500;  wks.  owned  by  village. 

CRETE,  p.  2,404;  f.  area,  640  a.;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1%  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  combt.  ord.     F.  debt. — 

1  h.  ft  1.  trk.,  2  hose  wag.;  hose,  rub.,  gd.,  1,000 
ft.:  f.  al.,  bell  ft  wh.;  tot.  mem.,  40  vol. 

Water  Supply — Src.,  wells,  ^  m.  bus.  cent; 
syts.,    pump    to    res.;    res.    cap.,    1,090,000    gels.; 

2  pump,  eng.,  cap.  day,  1,000.000  gale.; 
mains,  7%  m.,  4  to  10  in.  die.;  66  nyd.;  80  v.; 
450  met.;  460  serv.;  pipe,  galv.  i.;  pres.,  dom.  00 
lbs.,  f.  60  to  125  lbs.;  cons,  day,  200,000  gals.; 
cost,  $85,000;  cost  mtce.,  $1,600;  wks.  owned  by 
city. 

CULSERTSON,  p.  580;  mere,  bldgs.,  bk.  ft  wd.. 
1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept — 

1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1.000  ft.;  f.  al..  bell;  tot  mem.,  10  vol. 

Water  Supply — Src..  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  96,000  gals.;  mains,  1  m.,  4  to  6  in. 
dia.;   8  nyd.;   cost,  $8,000;  wks.  owned  by  village. 

DAKOTA  CITY,  p.  600;  f.  area,  100  a.  P.  dept. 
— 1  hoee  wag.,  buckets,  etc.;  f.  aL,  bell;  val.  equip., 
$200;  val.  bldgs.,  $400;  vol. 

No   water   works. 

DANNEBROQ,  p.  880;  mere,  bldgs.,  bk.,  2  stor.; 
priv.,  wd..  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 1  band  eng.,  1  gasoline 
eng.,  2  hose  car.;  hose,  cot,  rub.  lined,  <fOO  ft.; 
rub.,  gd.,  400  ft;  tot  hose,  1,100  ft;  f.  al.,  bell; 
val.  equip.,  $1,800;  val.  bldgs.,  $260;  tot  mem., 
18  vol. 

Water  Supply — Src,  riv. 

DAVENPORT,  p.  484;  f.  area,  80  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept — 1  c.  eng.,  10  c.  hand  ex.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  400  ft;  rub.,  gd.,  100 
ft;  inf.,  200  ft.;  tot  hose,  700  ft.;  f.  al.,  bell; 
val.  equip.,  $975;  val.  bldgs.,  $150;  exp.  dept, 
$36:  tot.  mem.,  12  vol. 

Water  Supply — ^Src,  wells;  16  public  cisterns. 

DAVID  CITY,  p.  2,177;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  IH  stor.;  wd. 
rfs.  not  perm.;  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,800  ft.;  f.  al..  bell  ft  wh.;  val.  equip., 
$1,750;  val.  bldgs.,  $1,000;  exp.  dept,  $850;  tot 
tot  mem.,  50  vol. 

Water  Supply— Src,  well;  ^s.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  85,000  gals.,  dim.  12  x  100, 
mat.  iron;  1  pump,  eng.,  cap.  day  46,000  gale.; 
mains,  c.  i.,  4  m.,  4  to  10  in.  dia.;  85  hyd.;  26 
v.;  met,  60;  160  serv.;  pipe,  galv.  {.;  pres.,  dom. 
40  lbs.,  f.  100  lbs.;  cost,  $25,000;  cost  mtce., 
$2,000;  wks.  owned  by  city. 

DECATUR,  p.   800;  f.  area,   100  a.     F.  dept. — 

2  hoee  oarts,  ladders,  etc.;  hoee,   cot,  rub.  lined, 

fd.,  1,000  ft.;  f.  al.,  bell;  val.  equip.,  $1,000;  val. 
IdgB.,   $1,500;   tot   mem.,   45   vol. 
Water  Supply— 6rc.,  wells,  1  m.  bus.  cent;  btb., 
pump  dir.;  1  pump.  eng.  class  trip.,  cap.  day,  145,- 
000  gals.;  mains,  2%   m.;   17  hyd.;  pres.,  dom.  ft 
f.    96  lbs.;  cost,  $15,000;  wke.  owned  by  city. 


DESHLER,  p.  700;  f.  area,  160  a.  F.  dept— 
2  hose  oarts;  hoee,  cot,  <rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  val.  equip.,  $1,000;  exp.  dept,  $75; 
tot.   mem.,  35  vol. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  dir.;  stdp.  cap.,  50,000  gals.;  1  pump,  eng., 
cap.  day  130,600  gals.;  mains,  1  4-6  m.,  4  to 
6  in.  dia.;  <25  hyd.;  17  v.;  pres.,  dom.  45  lbs.,  f. 
75  lbs.;  cons,  day,  20,000  gals.;  cost,  $18,600; 
cost  mtce.,   $650;   wks.   owned  by  city. 

OE  WITT,  p.  675;  f.  area,  85  a.;  mere,  bldgs., 
bk.,  1  etor.;  priv.,  wd.,  2  stor.;  wd.  rfe.  perm,  in 
f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  2  hose  reels,  ladders,  hooks, 
etc.;  hose,  oot,  rub.  Uned,  gd.,  1,000  ft;  f.  al., 
bell;  val.  equip.,  $1,125;  val.  bldgs.,  $400;  exp. 
dept,  $25;  tot  mem.,  36  vol.;  undrs.  rating,  third 

Water  Supply — ^Src,  wells,  %  m.  bus.  cent;  lys., 
pump  to  stdp.;  stdp.  cap.,  40,000  gals.;  1  pump, 
eng.,  class  trip.,  cap.  day  4*82,000  gala.;  mains, 
c  i.,  3  m.,  4  to  S  in.  dia.;  88  hyd.;  48  met.;  44 
serv.;  pres.,  f.,  40  lbs.;  cost,  $21,600;  cost  mtce., 
$400;  wl;8.  owned  by  city. 

DONIPHAN,  p.  500;  f.  area,  80  a.  F.  dept — 1 
hose  cart;  hose,  cot,  rub.  lined,  gd.,  750  ft;  f.  al., 
bell;  val.  equip.,  $1,000;  val.  bldgs.,  $1,250;  vol. 

Water  Supply — Src,  well.  1  m.  hue.  cent;  ^rs., 
grav.;  1  pump,  eng.,  cap.  day,  46,000  gals.;  mains, 
8  m.;  80  hyd.;  pres.  dom.  55  lbs.,  f.  100  lbs.;  cost, 
$18,000;  wks.  owned  by  city. 

EDQAR,  p.  1,080;  mere,  bldgs.,  bk.,  1  ft  2  stor.; 
priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1. 
trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  tot  mem.,  21 
vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.  ft  res.;  stdp.  cap.,  96,650  gals., 
dim.  12  X  120;  res.  cap.,  05.650  gals.;  1  pump, 
eng.,  class  gas.  cap.  day  3.840,000  gals.;  mains, 
iron.  1%  m.,  4  to  8  in.  dia.;  27  hyd.;  met,  80; 
120  serv.;  pipe,  iron;  pres.,  dom.  50  lbs.;  f.  60 
lbs.;  cons,  day,  19,180  gals.;  cost,  $18,000;  wks. 
owned   by   city. 

ELWOOD,  p.  464;  f.  area,  1«0  a.  F.  dept. — 
2  hose  carts,  ladders,  axes,  picks,  etc.;  700  ft 
hose;  f.  al.,  bell;  val.  equip.,  $500;  val.  bldgs., 
$150;    exp.    dept,    $50;    tot.    mem..    20    vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  2  pump,  eng.;  prea.,  dom.  ft  f.,  42 
lbs.;  cost,  $12,000;  cost  mtce.,  $3,000;  wks.  owned 
by  city. 

ELM  CREEK,  p.  600;  f.  area,  10  a.  F.  dept — 
2  hose  carts,  1  h.  ft  1.  trk.;  hoee,  cot,  rub.  lined, 
gd.,  800  ft;  f.  al.,  bell;  val.  equip.,  $1,5J20;  val. 
bldgs.,  $2,000;  exp.  dept,  $100;  tot  mem.,  81 
vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
pump,  dir.;  1  pump,  eng.,  cap.  day,  5,000  gals.; 
mains,  1,200  ft;  19  hyd.;  pres.,  dom.  40  lbs.,  f. 
60  to  80  lbs.;  cost  $12,000;  cost  mtce.,  $600; 
wk».   owned  by  village. 

ELMWOOD,  p.  685;  f.  area,  6  sq.  blocks;  mere 
bldgs.,  bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd.,  1 '-& 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
P.  dept. — 1  h.  ft  1.  trk.,  1  c  eng.,  12  c  hand 
ex.,  1  comb,  c  ft  h.  wag.,  2  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  900  ft;  rub.,  gd..  200  ft;  inf.. 
260  ft:  tot  hose,  1.860  ft.;  f.  al.,  bell;  val. 
equip.,  $2,600;  val.  bldgs.,  $150;  exp.  dept,  $60; 
tot.   mem..   18  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sj-s., 
pump  d!r.;  stdp.  dim.  16  x  16,  mat  sti.;  res.  cap., 
25,000  gals.;  2  pump,  eng.,  cap.  day  1.000.000 
gals.;  mains,  1  m.,  4,  5  ft  6  in.  dia.;  8  hyd.;  2  v.; 
26  serv.;  pipe,  galv.  i.;  pres.,  dom.  80  to  60  lbs., 
f.  80  lbs.;  cons,  day,  2,000  gals.;  cost,  $5,000: 
cost  mtce.,  $200;  wks.  owned  by  village. 

EUSTIS,  p.  540;  f.  area,  200  a.  F.  dept. — 
not  reported. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  dir.;  1  pump,  eng.,  cap.  day  60,000  gals.; 
mains,  c  1.,  8%  m.;  22  hyd.;  16  v.;  pres.,  dom., 
GO  lbs.:  cons,  day,  20,000  gala.;  cost,  $20,000; 
wka.  owned  by  city. 

FAIRBURY,  p.  6,294;  f.  area,  600  a.;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  stn.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ord.; 
causes  of  f.  inv.     F.  dept. — 1  comb.  c.  ft  h.  wag.. 
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1  h.  dc  I.  trk.,  1  hose  was.,  1  hose  car.,  2. tors.; 
hose,  cot.,  rub.  lined,  gd.,  2,000  ft;  inf.,  500  ft; 
tot  fao9e,  2, '500  ft;  f.  al.,  telp.  &  wh.;  val.  qquip., 
18,000;  val.  bidga.,  |4,000;  exp.  dept,  $3,000; 
tot  mem.,  80,  pd.  full  time  2,  pd.  part  time  28. 

Water  Supply — Src,  i2  wells  k  apr.,  IH  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  84,600  gala.; 

2  pump,  eng.,  cap.  day  2,000,000  gals.;  mains,  c  i., 
14%  m.,  4  to  12  in.  dia.;  127  hyd.;  20  v.;  900 
met.;  pres.,  dom.  60  to  86  lbs.,  f.  116  lbs.;  cons, 
day,  240,000  gals.;  cost,  $49,200;  cost  mtce.,  $6,- 
904;  wks.  owned  by  city. 

FAIRFIELD,  p.  1,064;  f.  area,  4  blocks;  mere, 
bldga.,  bk.  k  wd.,  1  &  2  stor.;  priv.,  wd.,  1  V| 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 1  h.  A  1.  trk.,  10  c  band  ex.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f. 
al.,  bell;  val.  equip..  $1,600;  val.  bldgs.,  $1,000; 
exp.  dept,  $200;  tot  mem.,  30  vol. 

Water  Supply — Src,   cisterns  &  well. 

FAIRMONT,  p.  921;  f.  area.  100  a.;  mere 
bldgs.,  bk.,  1  &  2  stor.;  priv.,  wd.,  1%  stor.:  fwks. 
ord. :  causes  of  f.  inv.  P.  dept. — 1  h.  k  1.  trk., 
2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft; 
inf.,  300  ft;  tot  hose,  1,500  ft;  f.  al..  bell  & 
wh.;  val.  eauip.,  $1,600;  val.  bldgs.,  $200;  tot 
mem.,  27   vol. 

Water  Supply — ^Src,  well,  1  block  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  86.000  gala.,  dim. 
12  X  100;  1  pump,  cap.  day  600.000  gals.;  mains, 
c.  k  wrt.  i.,  4  m.,  2  to  8  in.  dia.;  17  hyd.;  IS  v.; 
met.  93;  2.^15  serv.;  pipe,  wrt.  i.;  prea.,  dom.  25  to 
45  lbs.,  f.  80  to  100  lbs.;  cons,  day,  60,000  gals.; 
cost,  $23,000;  cost  mtce.,  $1,000;  wka.  owned  by 
priv.    Co. 

FALLS  CITY,  p.  8,256;  f.  area.  8  a.;  mere, 
bldgs..  bk.  k  stn.,  1  to  8  stor.;  priv.,  wd.  k  bk., 
1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt 
ord.  F.  dept. — 1  h.  k  1.  trk.,  1  supply  cart.  2 
hose  car.;  nose,  cot.  rub.  Imed,  gd..  1.400  ft.; 
f.  al..  bell,  wh.  k  telp.;  val.  equip.,  $2,100;  vaL 
bldgs..  $700;  tot  mem.,  80  vol.;  undrs.  rating, 
first  class. 

Watar  Supply — Src,  wella;  sys.,  pump  to  res., 
to  stdp.  k  dir.;  stdp.  cap.,  850,000  gals.;  res. 
cap.,  287.000  gals.;  pump,  eng.,  cap.  day  590.000 
gals.;  mains,  c.  i.,  6  m.,  4  to  12  in.  dia.;  41 
hyd.;  11  v.;  met,  22';  179  serv.;  pipe.  c.  L  k 
lead;  pres.,  dom.  35  lbs.,  f.  100  lbs.;  cost,  $32.- 
000:  cost  mtce..  $6,600;  wks.  owned  by  city. 

FIRTH,  p.  3i60;  f.  area,  40  a.  T.  dept — ^Iiokc 
curts,   1,000  ft   hose;  vol. 

Watar  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  30,000  gals.;  1  pump,  eng.,  cap.  day 
2'0.000  gals.;  10  hyd.;  maina,  1,000  ft;  cost 
$^5,000;  coat  mtce.,  $200;  wks.  owned  by  vil- 
lage.    , 

FLORENCE,  p.    1,626.     F.   dept— Not  reported. 

Water  Supply — Src.  Miasouri  riv.;  site  of  pump, 
station  k  basins  of  Omaha  Water  Co.,  k  la  aup> 
plied  by  that  company. 

FRANKLIN,  p.  949.  F.  dept— c  hand  ex.,  2 
h.  k  I.  trk.;  hose,  1,250  ft;  f.  al.,  wh.;  vaL  equip., 
$1,000  val.  bldgs.,  $300;  tot  mem.,  25  vol. 

Water  Supply — Src,  wells;  stdp.  cap..  250,000 
«rals.;  1  pump,  eng.,  cap.  day  226.000  gals.; 
maina,  8  m..,  4  to  6  in.  dia.;  21  hyd.;  pres.,  dom. 
48  lbs.,  f.  75  lbs. 

FREMONT,  p.  8,718;  f.  area,  1,000  a.;  mere 
bidga..  bk.,  2  k  3  stor.;  priv..  wd.,  1  to  8  stor.; 
wd.  rfs.  not  perm.;  fwks.  k  combt  ord.  F.  dept— • 
1  c  eng.,  1  h.  ft  1.  trk..  1  hose  wag.,  4  hose  car., 
hrs.  hired;  hose,  rub.,  gd.,  8.700  ft.;  f.  al..  elec, 
10  bx.;  val.  equip.,  $12,000;  val.  bldga.,  $15,000; 
tot  mem.,  210  vol. 

Water  Supply — Src,  wella.  in  bus.  cent;  qra., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  180,000  gals., 
dim.  14  X  104,  mat.  stL;  pump,  eng.,  cap.  day 
3,000.000  gals.;  mains,  c  i..  85 Vi  m.,  4  to  12 
in.  dia.;  135  hyd.;  100  v.;  met,  826;  2,000  serv.; 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  43  lbs.,  f.  80 
to  140  lbs.;  cona.  day.  1.000.000  gals.;  cost. 
$110,000;  cost  mtce.,  $25,000;  wks.  owned  by  city. 

FRIEND,  p.  1,261;  f.  area.  320  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1  to  3  stor.;  wd.  rfs.  not 
perm. ;  fwks.  <&  combt.  ord. ;  causes  of  f.  inv.  F.  dept. 
— c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  reels;  hose,  rub., 
gd.,  .1400  ft;  inf.,  200  ft.;  tot  hose,  1.800  ft.;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $1,950;  val.  bldga.,  $470; 
exp.  dept.,  $100;  tot  mem..  23  vol. 


Watar  Supply — Src,  wella;  sya.,  pump  to  atilpw: 
atdp.  cap.,  100,000  gals.;  2  pomp,  eng.,  capw  day 
400,000  gals.;  mains,  6  m.,  4  to  8  in.  dia.; 
819  met;  840  serv.;  29  v.;  61  hyd.;  pres.,  dom. 
40  lbs.,  f.  48  lbs.;  cost,  $19,500;  coat  mtoe., 
$2,100;  wks.  owned  by  city. 

FULLERTON,  p.  1,688;  f.  area,  500  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  c  hand  ex.,  1  h.  ft  L 
trk.,  1  hoae  wag.,  8  hooe  carta;  hose,  cot.  nib. 
lined,  gd.,  1,450  ft;  f.  al.,  bell;  tot  mem.,  41  voL 

Water  Supply — Src,  well,  \i  m.  bus.  cent;  avs.. 
pump  to  res.;  res.  cap.,  96,000  gals.,  loc  on  hiU; 
pump,  eng.,  dasa  trip.;  cap.  da>,  648,000  gals.; 
mains,  iron,  4%  m.,  4  to  8  in.  dia.;  55  hyd.;  met, 
133;  pres.,  dom.  66  lbs.;  cost,  $31,500;  cost  mtce., 
$750;   wka.  owned  by  city. 

GENEVA,  p.  1,741;  f.  area,  12  a.;  mere  bldga., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1,  2  ft  S 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
oarta;  hoee,  rub.,  gd.,  1,300  ft;  inf..  500  ft.:  tot 
hose,  1,800  ft;  i.  al.,  bell  ft  wh.;  val.  equip., 
$2,300;  vaL  bldga.,  $500;  exp.  dept,  $50;  tot 
mem.,   21   vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  atdp.; 
stdp.  cap.,  94,000  gals.;  pump,  eng.,  cap.  day  250,- 
000  gals.;  mains,  c  i..  7Vi  m..  4  to  8  in.  dia.; 
34  hyd.;  250  aerv.;  pipe,  galv.  L;  pres..  dom.  40 
lbs.,  f.  60  lbs.;  cost,  $27,000;  cost  mtce,  $2,200; 
wka.  owned  by  city. 

GENOA,  p.  1,876;  mere  bldgs..  bk.  ft  wd.,  1 
ft  2  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfa.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept — 1  hoae 
cart;  hose,  cot,  rub.  lined,  gd.,  750  ft;  f.  aL, 
bell;   vaL    of   bldgs..    $4,000;    tot    mem.,    16    voL 

Water  Supply — Src,  wells;  eya.,  pump  to  res.; 
rea.  cap.,  100,000  gals.;  mains.  2  m.,  4  to  10  in. 
dia.;  17  hyd.;  prea.,  dom.  46  lbs.,  f.  75  Iba.;  cost 
$9,000;  cost  mtce.,  $1,500;  wks.  owned  by  town. 

GIBBON,  p.  718;  f.  area,  160  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1%  stor.;  wd. 
rfs.  perm.  In  f.  area;  fwks.  ft  combt  ord.;  caoaes 
of  f.  inv.  F.  dept. — 1  b.  ft  1.  trie..  2  hoae  carts; 
hose,  rub.,  gd.,  800  ft;  f.  al..  bell  ft  telp.;  vaL 
equip..  $1,800;  val.  bldgs.,  $500;  tot.  mem..  41  voL 

Water  Supply — Src,  wells;  sys.,  pump  to  atdp.: 
stdp.  cap.,  60.000  gals.;  8^  m.  maina,  4  ft  6 
in.  dia.;  22  hyd.;  1  pump,  eng.;  pres..  dom.  65 
lbs.,  f.   60  Iba.;   cost,  $16,000;   coat  mtce.,  $500. 

GORDON,  p.  920;  f.  area.  640  a.;  bldga.,  vd. 
F.  dept. — 1  h.  ft  L.  trk.,  2  hoae  car.;  hoae.  cot, 
rub.  lined,  gd.,  1,000  ft;  f.  aL.  bell  ft  telp.;  tot 
mem.,   26   vol. 

Water  Supply — Src.  well,  2H  blocks  bua.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap..  48,000  gala.,  din. 
10  X  70,   mat.  iron:   1  pump.  eng..  cap.  di^  150.- 

000  gals.;  mains,  iron,  H  m.,  6  in.  dia.;  7  hyd.: 
pres.,  dom.  46  lbs.,  f.  150  lbs.:  cost,  $6,000;  cost 
mtce.,  $600;  wks.  owned  by  city. 

ORAND  ISLAND,  p.  10,826;  f.  area,  1,000  a.; 
mere  hldrs..  bk.  ft  wd..  1  to  4  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.  F.  dept.— 1  auto, 
comb.   c.  ft  hose  trk.,  2  h.  ft  L  trks.,  4  hoee  car.. 

2  hra.;  hoae.  rub.,  gd.,  8,000  ft;  f.  aL,  telp.,  26 
bx.;  val.  equip.,  $40,000;  vaL  bldga.,  $1,000;  exp. 
dept.,  $4,400;  tot.  mem.  80,  pd.  full  time  5. 
vol.  75. 

Water  Supply — Src.  wella,  in  bos.  cent;  vysL, 
dir.  prea.;  rea.  cap.,  260,000  gala.;  8  pump,  eng., 
cap.  day.  7,000,000  gala.;  mains,  c  L,  20  m..  4  to 
10  in.  dia.i  99  hyd.;  68  v.;  met,  991;  pipe,  lead 
ft  galv.  L;  pres.,  dom.  46  lbs.,  f.  120  lbs.;  eoet 
$115,000;  cost  mtce.,  $10,000;  wks.  owned  bj  dty. 

GRANT,  p.  358;  f.  area,  820  a.;  mere  bldga., 
wd.,  1  ft  1^  stor.;  priv..  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept. — 1  hose  cart;  hose,  cot,  rub.  lined,  gd.,  800 
ft;  f.  al.,  bell;  val.  equip.,  $1,000;  val.  bldga., 
$300;  exp.  dept;  $100;  tot.  mem.,  25  vol. 

Water  Supply — Src,  wells,  in  bua.  cent.;  ars., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  96,000  gala., 
dim.   14  x  75,  mat  iron;  rea.   cap.,  65,000  gala.; 

1  pump,  eng.,  cap.  day  260,000  gale;  maina.  e  L. 

3  m.,  4  in.  die;  16  hyd.;  76  v.;  piee.  dom.  76 
Ibn.,  f.  90  lbs.;  ccns.  day,  15.000  gale:  ooat 
$20,000:   cost  mtce,   $1,200;  wks.   owned  07  Co. 

HARDY,  p.  500;  f.  area,  200  a.  F,  dept— 
hose    cart;    nose,    cot,    rub.    lined,    gd.,    500    ft; 


FIRE   DEPARTMENTS  AND   WATER   SUPPLY— NEBRASKA. 


C-215 


t.  ■!.,  «h.  k  tclp.;  vbI.  equip.,  •BOO;  vil.  bidn., 
tSOO;  HP.  dcpt.,  fid;  tat.  mem..  20  vol. 

Wdar  SuDDir — ^tt.,  i  wella;  l  n.  but.  cent.; 
>y*.,  pump,  dir.i  1  yama.  eug..  cap.  dax.  115.000 
^li.;  moins,  2  m^  SO  hyd.;  85  ten.;  pret. 
dom.  60  :ba..  f.  SO  Iba.;  co*t,  •Ifl.DOO;  coat  lilted, 
(3,200;  wlis.  owned  by  city. 

HARTINQTON,  [>..  l.SOO;  I.  irei.  100  a.  F. 
dept — i  hand  c.  ex.,  !  boae  carta.  1  h.  k  1.  trk.; 


!e;'i.; 


etdp.;    atdp, 
ea.',  dom.'  k  I.  SO  Iba.;  i 


;  piiv.,  wd..  1  &  2  iCor.j  ' 
eombt.  ord.  F.  dept. — 1 
.:  hose,  rub.,  gd..  l.BOO  fi 
...     .,  ..„    ^  .    ,     ,,__    [,g 


. ;  stdp.  cap..  B3,000  gala.. 


2SO.O0O  gala.;  mains,  iron,  S  m..  1  to  8  in.  dli,; 
33  hyd.:  met..  120;  120  *eiv.;  prcL,  dom.  SO  Iba., 
f.  Gu  lbs.:  coat,  tl6,00D;  coat  mtce.,  tOeS;  hIu. 
owned  by  village, 

HASTINGS,    p.     S.338:     I.     area.    SO    a.;    mere 


2aO,O0U   gals.;    ifs.    cap..   300,000    gala.;    i    pump. 
ei^.,   cap.    daF    0,000.000  ,,gal'-i    mains,    c.    I,.    31 


;,  c.  i,:  pres,. 
1,000  gals.;  c< 


wd'..  1  ft  S'ator.;  priv.. 
'i,  perm,  in  t.  are* 


1.  equip..  ta.SOO; 
100:  toi.  mem.,  *d 
r   Supply — Src..    C, 


I.  b'fdg^. 


11: 

HAY  SPRIHQS,  p.  408;  I.  area.  (0  a.;  mere, 
bldg*.,  bk.  &  wd,.  2  ator.;  prit.,  *d.,  1  ator.;  wd. 
rfa.  peim.  In  f.  area;  combt.  onL;  cauMB  of  I,  inv. 
F.  dcpt. — I  h.  ft  1.  till.,  1  boae  car.;  boae.  cot, 
rub.  lined,  gd.,  250  It.;  Inf.,  050  ft.;  tot.  bwe' 
000  It.;  f.  *1..  hell;  val.  equip.,  SLTGO;  vil.  bidgg., 
12,600;  MP.  Hept..  W6;  tot.  mem,,  SO  rol. 

Water  Suppl^— arc.,  wella;  ara..  grav..  pnmp  to 
re*.;  rei.  cap.,  SO!, 000  gals,;  pump,  tng.,  cap.  day 

hyd.;  21   aerv.;  pipe,  galv.  I.';  prea..  dom,   00  lbs,. 


tn..  2   I 


ana,  IS  a.;  mer 


:.  bldgs., 


,..- _;    fwta.   ft    

causea  of  I.  inv.  F.  dept. — 1  h.  ft  I.  trk.,  2  hose 
wag.;  hose,  gd,.  1.100  ft.;  f.  aL,  bell  ft  wh.;  vaL 
equip..  12.000;  eip.  dept.,  •12'S;  tot.  mem..  (2  io1. 
Watar  Svpoly—Src.  wella,  fi  m.  bua.  cent.;  svs., 

-        ■•-       --      '■ gals.,  dim   \i   I 

»  dup..  cap.  daTi 


pump  to  atdp.: 

sldp,   cap 

owned  by  clly. 

bidga..   bk.,   2    a 

or;   pri. 

Water   SuDDly— Src. 


C.,  dim.  15  I  110;  pump,  eng.,  cap.  day  SOO.- 
gala.;  main*,  c  L,  S  m..  t  to  12  in.  dia.; 
Ot  hyd.;  met..  iSD;  SOO  aerv.;  pipe,  galr.  i.; 
prea,,  dom.  60  lb*.,  f.  100  Iba.;  coat,  IT5,000; 
coat  mtce.,  IB,0OO;  wks,  owned  by  dly. 

HOMER,  p.  600;  f,  area,  40  a,  F.  dept. — 1 
hand  eng.i  f.  at.,  bcU;  val.  equip.,  ll.fiOO:  laL 
bidn,    ISOO;  tot.  mem,,  22  vol. 

Wataf  Supply — Sre.,  apring.  1  m.  bua,  cent.; 
*ra.,    dtr.    pre*,;    2    pump,    cnr.,    cap.    daj,    SO.OOO 

Kit*.;  mains,  3,000  ft.;  IS  nyd.;  prea.,  dom.  ST 
,9..    r.    100    lbs.;    cost,    *>,500:    wka.    owned    by 

HOOPER,    p.    T41:    mere,    bldgs.,    bk..    2    ator.: 

Iwks!  ft  oimbL  ord.:  cauaei  of  f.   InT.      F.  dept.— 

ft.;    r.    al..  be\l;   Tal.    equip.,    tl.'0O0;"vaI. '  bldga.. 
11,000;   eip.   dept.,   tl2S;   tot.    mem..   30   vol. 

Water  Supply— Src.,  wella,  t  blocka  bua.  eenC: 
aya.,    pump     to    atdp.;     aldp.     cap..     30,000     i    ' 


.    i..    2%    I 


.    day 


gall-. 


.n.  d»-20000  LVcoat  ili^OO^  c^if 
iaSO;  wka.  owned"  city. 

HOWELL,  p.  1.000;  f.  area,  100  a.  F.  dept. — 
:  boae  carta,  h.  ft  1.  trk..  aiea,  bucketa,  etc.;  hose, 
Fot.,   rub.   lined,   gd.,   060   ft. ;   f.   ul.,   bell   ft    wb. ; 


quip.,  «S,i 


.f?-.. 


bldga,,  IS.OOO:  ' 


lbs.,  i.   85  lbi.:'«iBt,  tO.o'oO;   coit  mtce'.,   I 
wka.  owned  by  Tillage. 

HUMBOLDT,   p.    1.178;   t.    area.    320   a,; 
bldgs^  bk.  ft  wd,.  1  to  I  stor.;  priv..  wd..  2 


Iba.;   cons,   day,   30,000  gala.;  coat.   |IO,00O;   cost 

HUMPHREY,  p.  1,000:  J.  area,  BO  *.  F.  dept,— 
1  c  eng.,  2  boae  carta,  1  h.  A  I.  trk.;  t.  al..  bell 
val.  equip..  81,800;  val,  bldga.,  flO.OOO;  eip.  depL, 

Water  Supply— -Src  S  well*,  1  m.  bua.  eeot; 
aya,,  pump  dir.;  2  pump,  eng.,  cap.  day,  !1D,S00 
^a,;  miTns,  2  m.;  4  to  8  In.  dla.;  24  fi.d.;  S  ».; 
prea,,  dom,  ft  f.  45  lb*.;  cost,  812.000;  coat  mtce., 
tTOO;  wka.  owned  by  city. 

KEARNEY,  p,  6,202;  (.  area,  8,260  a.;  mere, 
bldga._, ^   -. 

dept. — -1  auto. 


;  wd.  ria.  not  p 


..  bldga., 


■1'^  M' 


>.  dept.. 


0  gala.; 


equip., 
1.600; 


18  m.,  t  to  14  In.   dla.;   1^5  b.vd,;    300    ..,   -... 
1,100;    prea..    dom.    40    lb*,.    I.     80    to    lOn    Ihi 
x>ni.    dav,     700,000    gala.;    coat.    812S.0OO;     co 
-nice..  tlD.ODO;  wks.  owned  by  city. 
LEXINOTON,  DawHin  Co.,  p.   2,050;  bldgs..  « 


ilna. 


I.  gd..  1 


.:  inf., 


.    dept..    8400;    tot. 

ir  Supply — Src..  wella.  2  blodia  bua.  cent.; 
imp  to  atdp.  ft  dir.;  (tdp.  cap.,  08,307  gala,; 
10  X  12;  mat.,  atl.;  2  pump.  eng..  cap.  day. 
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ic  combt.  ord. ;  causes  of  f.  inv.  F.  dept. — 2  auto, 
comb.   c.  &  h.  wag.,    1  auto,   pumper  &  hose   wag., 

1  chief's  auto.,   1  «tr.,   14  c.  hand  ex.,    1  aer.  trk., 

2  h.  &.  ].  trk.,  2  hose  wag.,  12  hrs.;  hose,  cot., 
rub.  lined,  9,500  ft.;  f.  a1.,  Gaynor,  30  bx.;  val. 
equip.,  |£i2,000;  val.  bldg.s.,  $35,500;  exp.  dept., 
$65,000;  tot.  mem.  61,  pd.  full  time. 

Water  Supply — Src,  wells,  2V^  m.  bufi.  cent.; 
ays.,  pump  to  res.  <&,  dtr. ;  4  res.  cap.,  4,>300,000 
gak.;  16  pump,  eng.,  cap.  day  26,300,000  finals.; 
mains,  c.  i.,  98.3<5  m.,  4  to  20  in.  dia.;  774  hyd.; 
761  v.;  met.,  9,695;  10,578  serv.;  pipe,  lead;  pres., 
dom.  45  to  60  lbs.,  f.  90  to  110  lbs.;  cons,  day, 
3,074,262  gals.;  cost,  $1,065,728;  cost  mtce., 
$60,868;  wks.  owned  by  city. 

LINWOOD,  p.  820;  f.  area,  60  a.  F.  dept — 
1    c.   eng.,    1   h.   ft   1.   trk.;   hose,   cot.,  rub.   lined, 

5d.,  800  ft.;  f.  al.,  bell;  val.  equip.,  $1,200;  exp. 
ept.,  $100;  tot.  mem.,  80  vol. 
Water  Supply — Src,  wells. 

LONQ  PINE,  p.  781;  f.  area,  160  a.;  bldga., 
bk.  &  wd.,  1  ft  2  St  or.;  wd.  rfs.  perm.;  fwks.  k 
combt.  ord.  F.  dept. — 2  c.  hand  ex.,  2  h.  &  1. 
trk.,  8  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,600 
ft. ;  f.  al.,  bell;  val.  equip.,  $2,600;  val.  bldgB., 
$250;    tot.   mem.,   16   vol. 

Water  Supply — Src,  spr.;  sya.,  pump  to  stdp.; 
etdp.  cap.,  60,000  gals.;  pump,  eng.,  cap.  day  260,- 

000  gals.;  mains,  S  m.,  4  to  6  in.  dia.;  21  hyd.; 
77  serv.;  cost,  $10,000;  cost  mtce.,  $1,000;  wks. 
owned  by  tity. 

LOUP,  p.  1,128;  f.  area,  40  a.;  mere  bldgs., 
bk.  &  wd.,  2  stor.;  priv.,  wd.,  1%  ft  2  stor.;  wd. 
rfs.  perm.  P.  dept. — 1  h.  ft  1.  trk.,  1  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  800  ft.;  inf.,  200  ft: 
lot.  hose,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,600; 
val.   bldgs..   $500;   tot.  mem.,    26   vol. 

Water  Supply — Src,  wells;  sys..  pump  to  res.  ft 
dir. ;  res.  cap.,  100,000  gals.;  pump,  eng.,  daas 
dup.,  cap.  day  215.000  gals.;  mains,  2  m.,  4  to 
6  in.  dia.;  14  hyd.;  17  serv.;  pres.,  dom.  40  lbs., 
f.  100  lbs.;  cost,  $16,000;  cost  mtce.,  $860;  wks. 
owned    by  town.  ' 

LUSHTON,   p.    200;    f.   area,    60   a.      F.   dept. — 

1  c.  eng.;  f.  al.,  bell;  val.  equip.,  $400;  val.  bldgs., 
$200;   exp.   dept,  $25;  vol. 

Water  Supply — Src,  wells. 

LYNCH,  p.  683;  f.  area,  60  a.  F.  dept — 2  hose 
carts.,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd., 
900  ft;  f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldgs., 
$1,000;  exp.  dept,  $282;  tot  mem..  22  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  gy«., 
pump  dir.;  2  pump,  eng.;  cap.  day,  86,400  gals.; 
mains,  1%  m.;  8  hyd.;  88  serv.;  pres.,  dom.  ft  f. 
65  lbs.;  cost   $10,600;   wks.  owned  by  city. 

LYONS,  p.  866;  bldgs.,  mostly  wood.     F.  dept. — 

1  h.  ft  1.  trk.,  1  hose  wag.;  hose,  cot,  rub.  lined, 
gd..   1,300  ft;  tot  mem.,  30  vol. 

Water  Supply — Src,  wells;  gys.,  pump  to  stdp.; 
stdp.  cap.,  68,000  gals.,  dim.  100  x  10,  mat 
Btl.;  pump,  eng.,  cap.  day  500.000  gals.;  mains, 
4  to  8  in.  dia.;  24  hyd.;  met,  80;  200  serv.;  pipe, 

falv.    i.;    pres.,    dom.    60    lbs.,    f.    126    lbs.;    cost, 
12.000;  wks.  owned  by  town. 

McCOOK,  p.  3,765;  f.  area,  875  a.;  mere  bldgs., 
stn.  ft  bk.,  2  ft  3  stor.;  priv.,  stn.,  bk.  ft  wd.,  2 
ft  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
wag.:  hose,  cot.,  rub.  lined,  gd.,  1,000  ft;  inf., 
350  ft;  tot.  hose,  1,350  ft.;  f.  al.,  elec;  val. 
equip.,  $1  800;  exp.  dept,  $450;  tot.  mem.,  26  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump    to    stdp.    ft   dir.;    stdp.    cap.,    235,000    gals.; 

2  pump,  eng.,  class  dup.,  cap.  day  2,500,000  gals.; 
mains,  13  m.,  3  to  12  in.  dia.;  51  hyd.;  47  v.; 
S.tO  met;  850  serv,;  pres.,  dom.  45  *lbs.,  f.  80 
lbs.;  cona.  day,  350,000  gals.;  cost,  $80,000;  cost 
mtce.,  $8,500;  wks.  owned  by  city. 

MADISON,  p.  1,708;  f.  area,  200  a.;  mere 
bldgs..  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  ft  combt.  ord.:  causes  of 
f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  nose  carts: 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell 
ft  wh. ;  val.  equip.,  $1,800;  exp.  dept,  $46;  tot 
mem.,  48  vol. 

Water  Supply — Src,  wells,  8  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  106,760 
gals.,  dim.  20  x  45,  mat  stl.;  2  pump,  eng.,  cap. 
day  1.375,000  gals.;  mains,  c  i.,  6  m.,  2  to  8 
in.  dia.;  83  hvd. ;  pipe,  c  I.;  pres.,  dom.  70  lbs., 
f.  100  lbs.;  wks.  owned  by  city. 


MASON  CITY,  p.  480;  f.  area,  60  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  i 
btor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  auses 
of  f.  inv.  F.  dept — 2  c  hand  ex.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  bdl; 
tot   mem.,   16  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  60,000  gala.,  dim.  17  x  30; 
pump,  eng.;  mains,  4  m.,  4  to  6  in.  dia.;  II 
hyd.;  60  serv.;  pipe,  galv.  L;  coat,  $6,000;  coit 
mtce.,  $160;  wks.  owned  by  village. 

MILFORD,  p.  716;  mere  bldgs..  bk.  ft  wd.,  1 
ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  causes  of  f.  inv.     F.  dept— 

1  h.  ft  1.  trie.,  2  c  hand  ex.,  1  hose  car.;  nose, 
cot,  rub.  lined,  gd.,  1,100  ft;  f.  al.,  bell;  vtL 
equip.,  $1,600;  val.  bldgs.,  $160;  tot.  mem.,  29  vol 

Water  Supply — ^Src,  pump,  by  force,  pump  at 
mill;  stdp.  cap., « 60,000  gals.;  1  trip.  pump,  eng., 
cap.   280  gals,  min.;  pump,  eng.,  cap.  day  980,000 

fals.;   mama.    8^    m.,   8   to   6    in.   dia.;   24  hyd.; 
serv.;   pres.,   70   lbs. 

MINDEN,  p.  1,569;  f.  area,  4  blocks;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd..  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt  ord.;  causes 
of  f.  inv.  P.  dept. — 1  h.  ft  1.  trk..  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,700  ft;  f.  al.,  vh.: 
tot.   mem.,   48   vol. 

Water  Supply — Src,  well;  sys.,  pump  to  res.,  to 
stdp.  ft  dir.;  stdp.  cap.,  93,000  gals.,  dim.  IS  x 
110;  res.  cap.,  60,000  gala.;  4  pump.  eng..  cap. 
day,  480,000  gals.;  mains,  c  L,  4^  m.,  4  to  S  in. 
dia.;  68  hyd.;  28  v.;  met,  260;  850  eerv.;  pip«, 
galv.  L;  pres.,  dom.  50  lbs.,  f.  120  lbs.;  cost,  iti.- 
000;  cost  mtce.,  $4,000;  wks.  owned  by  city. 

NEBRASKA  CITY,  p.  5,488;  f.  area,  2,000  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  1 
to  6  stor.;  wd.  rfs.  not  perm.;  combt  ord.:  cauKS 
of  f.  inv.     F.  dept. — 1  str.,  1  comb,  c  ft  h.  wt?., 

2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  4  bo» 
car.;  2  hrs.;  hoee,  cot,  rub.  lined,  gd.,  1,500  ft.: 
rub.,  gd.,  1,600  ft;  tot  hose,  3,000  ft.;  f.  al. 
bell;  val.  equip.,  $15,000;  val.  bldgs..  $3,500: 
exp.  dept,  $2,600;  tot  mem.,  61.  pd.  full  time  3. 
vol.    58;   undrs.   rating,   fourth  daas. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  svs-. 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.,  mat.* 
stl.;  res.  cap..  2,000,000  gals.;  6  pump.  eng..  cUis 
comp.,  cap.  day  2,800.000  gala.;  mains,  c.  i..  H 
m.,  4  to  12  in.  dia.;  100  hyd.;  65  v.;  met,  S5flj 
400  serv.;  pipe,  galv.  i.:  pres.,  dom.  60  lbs.,  f.  ^5 
to  100  lbs.;  cons,  day,  760.000  gals.;  cost,  9S15.- 
000;  cost  mtce.,  $3,600;  wks.  owned  by  Co. 

NELIQH,  p.  1,666;  f.  area,  400  a.;  mere  bldtrs.. 
bk..    2    stor.;    priv.,    wd..    2    stor.;    wd.    rfs.    »^< 

Eerm.;  fwks.  ft  combt.  ord.  F.  dept. — 1  c.  eng..  2 
ose  wag.;  hose,  cot.,  rub.  lined,  ed..  l.OOO  ft: 
f.  al.,  bell  ft  wh.;  val.  equip.,  $1,500;  val.  Uds».. 
$2,000;  exp.  dept,  $250;  tot  mem.,  35  vol. 

Water  Supply — «rc..  riv.  ft  4  wells,  900  ft 
bus.  cent;  sys.,  pump  to  stdp.;  stdp.  cap..  52.0rO 
gRls.,  mat.  stl.;  2  pump.  eng..  cap.  day  400.00P 
gals.;  mains,  4  8-44  m..  8  to  6  in.  dia.;  83  hH; 
13  v.;  805  serv.;  91  met;  pipe,  iron;  pres.,  dom.  7^^ 
Iba.,  f.  76  Ibfl.;  cost,  $26,000;  cost  mtce.,  $1,50C; 
wks.  owned  by  city. 

NEWCASTLE,  p.  700;  f.  area,  40  a.  F.  dept— 
hose  cart;  hose,  cot.  rub.  lined,  ed..  500  ft.;  f.  al. 
bell;  val.  equip.,  $600;  val.  bidge.,  $200;  etp 
dept;   $100;  tot   mem.,   26  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sT*- 
pump  dir.;  1  pump,  eng.;  cap.  daj',  888,800  cal>; 
mains,  4,000  ft.;  12  nyd.;  pres..  dom.  ft  (.  *'' 
lbs.;  cost,  $8,000;  cost  mtce.,  $600;  wks.  ovnwii 
by  city. 

NIOBRARA,  p.  800;  f.  area.  40  a.  F.  dept— 2 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  SCO  ft.: 
f.  al.,  bell;  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  srs. 
dir.  pres.;   5  hyd.;  wks.  owned  by  city. 

NORFOLK,  p.  6,025;  f.  area,  5  eq.  m.;  rM'< 
bldgs.,  bk.  ft  .wd.,  1  to  8  stor.;  priv.,  wd..  1  to  : 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  coat' 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c.  & 
h.  wag.,  1  h.  ft  1.  trk..  8  c.  hand  ex.,  1  c.  tuf- 
8  hose  car.,  2  hrs.;  nose,  cot,  rab.  lined,  g^- 
2,^00  ft;  inf.,  1,050  ft;  tot  hoee,  8,650  ft; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $£,460;  vu\.  bldg&. 
$6,000;  exp.  dept,  $2,.185;  tot  mem.  114.  pi 
full  time  2,  pd.  part  time  4,  vol.  108. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,   pump    to    stdp.;    stdp.    cap.,    100,000   gtUt-', 
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3  pump,  cng.,  cap.  day  2,000,000  gais.;  mains, 
c.  i.,  20  m.,  4  to  10  in.  dia.;  lOO  hyd.;  110  v.; 
met,  860;  1,100  «erv. ;  pres.,  dom.  70  lbs.,  f. 
00  Ibe.;  cons,  day,  500«000  gals.;  cost,  $90,000; 
wks.  owned  by  city. 

NORTH  BEND.  p.  1,105;  mere  bldgs.,  bk.  A 
wd.,  1  &  2  stor.;  priv.,  bk.  Sl  wd.,  1  &  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  c, 
eng.,  2  hose  carts;  hose,  cot.,  nib.  lined,  gd.,  1,400 
ft.;  inf.,  100  ft.;  tot.  hose,  1,600  ft.;  f.  al.,  bell; 
val.  equip.,   $4,000;   tot.   mem.,    66   vol. 

Wster  Supply — Src.,  wells,  1  block  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir. ;  stdp.  csp.,  41.000  gals., 
dim.  10  x  70,  mat.  iron;  2  pump,  eng.,  cap.  dny 
1,000.000  gals.;  mains,  2Vi  m.,  4  to  6  in.  dia.*  19 
livd.:  90  serv.;  pipe,  galv.  i. ;  pres.,  dom.  80  lbs., 
f.  so  lbs.;  cons,  day,  40,000  gals.;  cost,  $12,600; 
wks.  owned  by  city. 

NO.  PLATTE,  p.  4,793;  f.  area,  640  a.;  mere. 
bidjfs.,  bk.,  2  &  S  stor;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm.;  fwks.  ord.;  causes  of  f.  Inv.  F. 
di'pt. — I  c.  eng.,  1  auto.  comb.  c.  ft  h.  wiag.,  2 
0.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  3,000  ft.;  inf.,  1,600  ft;  tot.  hose, 
4,500  ft.;  f.  al.,  bell  ft  wh. ;  tot.  mem.,  48  vol. 

Water  Supply — Src,  wells,  hi  m.  bus.  cent.; 
.oys.,  pump  dir.;  8  pump,  eng.,  cap.  day,  6,500,000 
gals.;  mains,  c.  i.,  IB^^  m.,  4  to  12  in.  dia.;  45  v.; 
.'j30  met.;  74  hyd.;  1,100  serv.;  pres.,  dom.  60  lbs., 
f.  100  to  125  lbs.;  cost,  $130,000;  cost  mtce., 
$10,000;    wks.   owned   by   city. 

OAKLAND,  p.  1,073;  f.  area,  10  blocks;  bldgs., 
bk.  k  wd.,  2  stor.  F.  dept. — 1  hose  wag.,  2  h. 
ft  1.  trk.,  2  hose  wag.,  2  c.  eng.;  hose,  cot.,  rub. 
lined,  gd.,  1.200  ft.;  f,  al.,  bell  ft  wh. ;  val.  equip.. 
$600;  val.  bldgs.,  $450;  tot.  mem.,  25  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.  ft 
stdp.;  stdp.  cap..  43,000  gals.,  dim.  12  x  60,  mat 
iron;  res.  cap.,  23,000  gals.;  pump,  eng.,  cap.  day 
3.000.000  gals.;  mains.  3  m.;  13  hyd.;  165  serv.; 
pipe.  galv.  i. ;  pres.,  dom.  55  lbs.,  f.  90  to  100 
lbs.;  cons,  day,  45,000  gals.;  cost,  $12,000;  cost 
mtce.,  $1,700;  wks.  owned  by  city. 

OH  IOWA,  p.  400;  f.  area,  20  a.  F.  dept. — 2  c 
eng.,  1  h.  ft  1.  trk.;  f.  al.,  bell;  val.  equip.,  $350; 
vol. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
pump  dir.;  2  pump,  eng.;  cap.  day,  6,000  gals.; 
wks.   owned  by  city. 

OMAHA,  p.  124.096;  f.  area.  24  %  sq.  m.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  18  stor.;  priv.,  stn., 
bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
4  str.  (I  in  reserve),  4  h.  ft  1.  trk.  (2  In  reserve), 
1  comb.  h.  ft  1.  trk.  ft  c,  22  c  hand  ex.,  11  ho.se 
wag.  (2  in  reserve),  1  comb,  c  ft  h.  waft.,  2  auto, 
comb,  c  ft  h.  wag.,  2  chief's  buggies  (1  in 
reserx-e),  1  chief's  auto..  2  c.  eng.  in  reserve,  2  fuel 
wag.,  60  hrs. ;  hose.  cot.  rub.  lined,  gd.,  27.000 
ft.,  7,000  ft,  in  reserve;  f.  al.,  Gamewell,  111  bx.; 
val.  bldgs.,  $200,000;  exp.  dept,  $248,000;  tot 
mem.,  208,  pd..  full  time. 

Watar  Supply — Src,  riv.,  7  m.  bus.  cent;  sys.. 
pump  to  res.;  res.  cap.,  129,000,000  gals.,  loc  at 
Walnut  Hill;  18  pump,  eng.,  cap.  day  123,000.000 
gals.;  mains,  c.  i..  260  m.,  6  to  48  in.  dia.; 
1,587  hyd.;  1.500  v.;  met,  18.388;  pipe,  lead; 
pres.,  dom.  60  to  110  lbs.,  f.  60  to  110  lbs.;  cona. 
day,    14,000.000   gals.;   wks.  owned   by   city. 

O'NEIL,  p.  2,089;  f.  area,  820  a.;  mere,  bldgs., 
bk.,  stn.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2 
star.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c  en(|f.,  1  h.  ft  1.  ta-k.,  2 
hose  wag.;  ho^e,  cot.,  rub.  lined,  gd.,  1,100  ft; 
inf.,  200  ft;  tot.  hose,  1,800  ft;  f.  al.,  bell  ft 
wh. ;  val.  equip.,  $2,000;  val.  bldgs.,  $1,500;  exp. 
dept.,   $150;  tot.  mem.,  21  vol. 

Water  Supply — Src.  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  69,000  gals.,  dim.  10  x  100,  mat  stl.; 
pump,  eng.,  cap.  day  600.000  gals.;  mains,  iron,  5 
m.,  4  to  8  in.  dia.;  22  hyd.,  15  v.;  85  serv.;  pipe, 
iron;  pres.,  dom.  56  lbs.,  f.  140  lbs.;  cons,  day, 
200.000  gals.;  cost.  $25,000;  cost  mtce.,  $1,000; 
wks.   owned  by  cty. 

ORD,  p.  1,960:  f.  area.  640  a.;  mere,  bldgs.,  bk. 
A  wd.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1.800  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $3,000;  val.  bldgs.,  $600;  tot.  mem., 
67    vol.;   urdrs.   rating,  first  class. 


Watar  Supply — Src,  spr.,  %  m.  bus.  cent;  qra., 
pump  to  res.;  res.  cap.,  3,500  bbls..  loc  7,764  ft. 
from  station;  1  pump,  eng.,  class  comp.,  cap.  day 
136,000  gals.;  mains,  c  i.,  4%  m.,  4  to  8  in. 
dia.;  30  hyd.;  17  v.;  met,  105;  250  serv.;  pipe, 
wrt  i.;  pres.,  dom.  60  lbs.,  f.  66  lbs.;  cons,  day, 
30,000  gals.;  cost.  $26,600;  cost  mtce.;  $1,600; 
wks.   owned   by  city. 

ORMOND,  p.  700;  f.  area,  160  a.  F.  dept. — 1 
h.  ft  I.  trk.,  2  hose  carts,  2  c  eng.,  12  hand  c. 
ex.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd., 
200  ft.;  inf.,  400  ft;  tot  hose,  1,400  ft;  f. 
al.,  bell;  vnl.  equip.,  $2,300;  val.  bldgs.,  $3,000; 
exp.  dept,  $350;  tot.  mem.,  29  vol. 

Water  Supply — Src,  wells,  1  ra.  bus.  cent;  sya., 
pump  diir.;  3  pump,  eng.;  cap.  day,  864,000  gals.; 
mains,  2  m.;  35  hVd.;  36  serv.;  pres.,  dom.  63  Ibe., 
f.  80  lbs.;  co«t,  $16,000;  cost  mtce.,  $400;  wka. 
owned  by  city. 

PAWNEE  CITY,  p.  1.610;  f.  area,  320  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  stor.;  priv.,  wd..  1^  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  I.  trk.,  2  hose  car.; 
hose,  rub.,  gd.,  1.500  ft.;  f.  al..  bell  ft  wh. ;  val. 
equip.,  $1,800;  val.  bldgs.,  $1,250;  tot.  mem.,  40 
vol. 

Water  Supply — Src,  wells,  1  block  bus.  cent; 
sys.,  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,  80,000 
gals.,  dim.  12  x  100,  mat.  stl.;  1  pump,  eng.,  class 
dup.,  cap.  day  1.000,000  gals.;  mains,  iron,  4  V^ 
m.,  4  to  10  in.  dia.;  35  hyd.;  30  v.;  175  serv.; 
pipe,  iron;  pres.,  dom.  60  to  70  lbs.,  f.  60  to  80 
lbs.;  cons,  day,  25,000  gals.;  cost,  $35,000;  cost 
mtce.,   $1,500;   wks.   owned   by  city. 

PENDER,  p.  804;  bldgs.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept — 1 
hand  eng.,  1  h.  ft  1.  trk.,  3  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell;  tot.  mem., 
40  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  58,500  gals.,  dim.  10  x  100,  mat.  stl.; 
pump,  eng.,  class  dup.,  cap.  day  780.000  gals.; 
mains,  iron,  2  4  m.,  4  to  10  in.  dia.;  21  hyd.;  30 
v.;  150  serv.;  pipe.  galv.  i.;  pres.,  dom.  60  lbs., 
f.  TOO  to  150  lbs.;  cost,  $29,000;  cost  mtce., 
$1,000;  wks.  owned  by  town. 

PERU,  p.  1,050;  f.  area,  240  a.  F.  dept. — 2 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  600  ft.;  f.  al., 
bell;  val.  equip.,  $600;  val.  bldgs.,  $100;  exp. 
dept,   $50;   tot.   mem.,   20   vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  dir.;  stdp.  cap.,  60,000  gals.;  3  pump,  eng.; 
cap.  day,  432,000  gals.;  mains,  4  m.,  2  to  6  in. 
dia.;  42  hyd.;  9  v.;  pres.,  dom.  80  tn  140  lbs.,  f. 
140  lbs.;  cost,  $20,000;  wks.  owned  by  city. 

PIERCE,  p.  1,200;  f.  area,  40  a.  F.  dept — 1  c 
eng.,  2  hose  carts,  1  h.  ft  1.  trk.:  hose,  cot.,  rub. 
lined,  gd.,  1,800  ft;  f.  al.,  bell;  val.  equip.,  $2,600; 
val.  bldgs.,  $700;  exp.  dept,  $200;  tot  mem.,  40 
vol.:  undrs.  rating,  second  clasa. 

Water  Supply — Src,  2  wells,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  2  pump,  eng.;  cap.  day,  432,000 
gafls.;  mains  2%  m.,  28  nyd.;  pres.,  dom.  60  lbs., 
f.  126  H)s.;  cost,  $12,000;  cost  mtce.,  $800;  wka. 
owned  by  city. 

PLATTSMOUTH.  p.  4,287;  f.  area,  40  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd..  1  to  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord. 
F.  dept — 1  h.  ft  1.  trk.,  4  hose  carts;  hose,  cot., 
rub.  lined,  gd.,  2,800  ft;  f.  al.,  wh.;  val.  equip., 
$4,000;  val.  bldgs.,  $2,000;  exp.  dept,  $450;  tot 
mem.,   30   vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys.. 
pump  to  stdp.;  cap.,  296,000  gals.;  dim.,  26  x  80; 
mat.  stl.;  res.  cap.,  1,000,000  gals.;  loc  at  station; 
2  pump,  eng.,  class  comp.;  cap.  day,  2,000,000  ffala.; 
mains,  c  i..  7  m.,  4  to  12  in.  dia.;  64  v.;  86  hyd.; 
met.  208;  616  serv.;  pipe,  galv.  i.;  pres.,  dom.  70 
lbs.,  f.  85  lbs.;  cons,  day,  240,000  gala.;  wks. 
owned  by  Co. 

PLEASANTON,  p.  850;  f.  area;  20  a.  F.  dept. 
— hose,  cart  with  hose;  val.  equip.,  $400;  val. 
bldgs.,  $200;  tot  mem.,  25  vol.;  undrs.  rating, 
fifth  class. 

Water  Supply — Src,  well;  eys.,  pump  to  stdp.; 
stdp.  cap.,  70,000  gals.;  2  pump,  eng.;  20  hyd.; 
pres.,  dom.  75  lbs.,  f.  100  lbs.;  cost  $9,000;  wks. 
owned  by  city. 

PLYMOUTH,  p.  500;  f.  area,  20  a.;  F.  dept-— 
1  hose  cart;  hose,  cot,  rub.  lined,  gd.,  1,200  ft:  f. 
al.,  bell;  val.  equip.,  $1,200;  val.  bldgs.,  $10,000; 
tot  mem.,  13  vol.;  undra.  rating,  first  class. 
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Watar  Supply — Src.,  well,  1  m.  bus.  cent.;  art., 
pump  dir.;  1  pump,  eng.;  cap.  day,  15,000  gals.; 
mains,   1,600   It.;    15  hyd. ;   pres.,  dom.   48  lbs.,   f. 

00  lbs.;  cost,  $8,900;  cost  mtce.,  $250;  wka.  owned 
by  city. 

PONCA,  p.  1,000;  f.  area,  80  a.;  mere,  bldgs., 
bk.  &  wd.,  2  stor. ; .  priv.,  wd.,  2  stor. ;  wd.  rfs. 
perm.;  no  fwks.  k  combt.  ord. ;  causes  of  f.  inv. 
F.  dept. — 1  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
1,300  ft.;  f.  al.,  bell;  val.  equip.,  $2,200;  val. 
bides..  $800;  exp.  dept.,  $800;  tot.  mem.,  20  vol. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent.; 
sys.,  gn\.t  pump  dir.;  res.  cap.,  120,000  g»\s.;  1 
pump,  eng.,  cap.  day  676,000  gals.;  mains,  c.  1., 
8  m.,  4  to  8  In.  dia.;  2>8  hyd.:  12  v.;  1^2  serv.; 
pres.,  dom.  60  lbs.,  f.  60  to  70  lbs.;  cost*  $16,000; 
cost  mtce.,  $1,000;  wks.  owned  by  city. 

RALSTON,  p.  600;  f.  area;  820  a.  F.  dept. — 
2  hose  carts,  1,000  ft.  hose;  val.  equip.,  $1,000; 
val.  bidgs.,  $100;   tot.  mem.,   25  vol. 

Watar  Supply — Src,    well;   sya,   pump,  to  stdp.; 

1  pump,  eng.,  cap.  day  80,000  gals.;  52  hyd.; 
25  v.;  100  serv.;  mains,  IVi  m.;  pres.,  dom.  00 
to  70  lbs.,  f.  80  Ibe.;  cost,  $83,000;  cost  mtce., 
$400;  wks.  owned  by  city. 

RANDOLPH,  p.  1,187;  f.  area,  160  a.;  mere, 
bldgs.,  bk.,  iron  it  wd.,  1  to  8  stor.;  priv..  bk.  & 
wd.,  1  &  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  &  combt.  ord.;  causes  of  f.  inv.     F.  dept. — 

2  hose   wag.,    2   hoee   oar.;   hose,   cot.,  rub.   lined, 
d..   1,500   ft.;   inf.,   £60   ft;   tot   hoae,   1,760   ft.; 

al.,  bell;  val.  equip.,  $1,800;  val.  bldgs.,  $1,600; 
exp.  dept,  $76;  tot.  mem.,  18  voL 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  1,600  bbls.;  1  pump,  eng.,  cap.  day 
860,000  gals.;  mains,  0  m. ;  17  hyd.;  84  aerv.; 
pres.,  dom.  10  to  50  lbs.,  f.  40  to  110  lbs.;  cost, 
$5,000;  cost  mtce.,  $1,400;  wks.  owned  by  city. 

RAVENNA,  p.  1,369:  f.  area,  20  a.;  mere,  bldgs., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  A;  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hose  wag.,  2  hose  carts;  hose,  cot, 
rub.  lined,  gd.,  1,200  ft;  f.  al.,  wh.,  16  bx. ;  val. 
equip.,  $480;  val.  bldgs.,  $100;  exp.  dept,  $110; 
tot   mem..   24   vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.;  eys., 
pump  to  res.;  res.  cap.,  256,000  gals.;  1  pump, 
eng.,  ChtRs  trip.,  cap.  day  250,000  gals.;  mains, 
c.  i.,  5 '.4  m.,  8  to  8  in.  dia.;  61  hyd.;  21  v.; 
309  sen\;  300  met;  pres.,  dom.  48  lbs.,  f.  60  lbs.; 
cons,  day,  50,000  gals.;  cost,  $22,000;  cost  mtce., 
$2,400;  wks.  owned  by  city. 

RED  CLOUD,  p.  1.686;  f.  area.  480  a.;  mere. 
bldg8.,  bk.  &  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept — 
2  c  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  car.;  nose, 
rub.,  ffd.,  1,600  ft;  f.  al.,  bell;  val.  equip.,  $2,600; 
val.  bldgs.,  $2,000;  exp.  dept.  $2,000;  tot.  mem., 
49  vol.;  undrs.  rating,  third  class. 

Water  Supply— ^rc,  wells  ft  spr.,  %  m.  bus. 
cent;  sys.,  pump  to  stdp.  ft  dir.  stdp.  cap.,  70,000 
gals.;  res.  cap.,  65,000  gals.;  pump,  eng.,  class 
dup.,  cap.  day  1,000,000  gals.;  mains,  c  i.,  5  m.,  4 
to  8  in.  dia.;  40  hyd.;  10  v.;  met.,  800;  810  serv.; 
pres.,  dom.  58  lbs.,  f.  68  to  100  lbs.;  cons,  day, 
100,000  gals.;   cost,  $40,000;  wks.  owned  by  city. 

RIVERTON,  p.  869;  f.  area,  6  a.;  bldgs.,  wd. 
ft  bk.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.  F.  dept. — 1  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  600  ft;  inf.,  200  ft;  tot  hose.  800  ft;  f. 
al.,  bell;  val.  equip.,  $200;  val.  bldgs.,  $75;  exp. 
dept.,    $160;   tot.  mem.,   60   vol. 

Water  Supply — Src,  creek;  sys.,  pump  to  res.; 
res.  cap.,  30,000  gals.;  pump,  eng.,  cap.  day  144,* 
000  crals.;  mains,  2H  m.,  2  to  6  in.  dia.:  8 
hvd  ;  2  V. ;  pres.,  dom.  60  lbs.,  f.  75  lbs.;  cost, 
$fi.OOO:   cost  mtce.,   $160;  wks.   owned  by  village. 

ST.  PAUL,  p.  1.886;  f.  area.  640  a.;  mere. 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wrl.  rfs.  not  perm,;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  2 
hose  cwr. ;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft; 
rut).,  gd.,  2.')0  ft;  tot.  ho«e,  1,250  ft.;  f.  al.,  bell 
ft  wh.;  val.  equip.,  $2,500;  val.  bldgs.,  $800;  exp. 
dept,   $3,300;  tot.  mem.,  58  vol. 

Water  Supply-— Src.  wells;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  75.000  gals.,  dim.  60  x  12,  loc. 
near  cent,  town,  mat.  boiler  {.;  2  pump,  eng., 
class  dup..  cap.  day  1.760,000  gals.;  mains,  iron. 
4  m.,  4  to  8  in.  dia.:  20  hyd.:  met,  42:  147 
aerv.;  pipe,  galy.  i.;  pres.,  dom.  46  lbs.,  f.  100  to 


140  lbs.;   cons.   day.   50,000  gals.;   coat  $21,000; 
cost  mtce.,  $1,300;  wks.  owned  by  city. 

SCHUYLER,  p.  2,162;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.:  vd.  rb. 
not  perm.;  fwks.  ft  combt.  ord.;  caxises  of  f.  inv. 
F.  dept. — 1  c  eng.,  1  h.  ft  1.  trk.,  2  hose  cans.; 
hose,  cot,  rub.  fined,  gd.,  1,400  ft;  rub.,  pL. 
250  ft;  tot  hoae,  1650  ft;  f.  aL,  bell  ft  wIl:  tiL 
equip..  $8,000;  exp.  dept,  $160;  tot  mem..  65  toL 

Water  Supply— -Src,  wells,  1-10  m.  bus.  cent; 
■ya.,  pump  to  stdp.;  atdp.  cap.,  86,000  gals.;  dim.. 
12  X  100;  mat,  iron;  2  pump,  eng.,  cap.  dar,  5dQ,- 

000  gals.;  maiiia,  iron,  7  m.,  4  to  10  in.  dia.;  Id 
hyd.;  80  v.;  met,  226;  260  serv.;  pipe,  galv.  i; 
prea.,  dom.  42  lbs.,  f.  80  lbs.;  cona.  day,  50,000 
gala.;  cost,  $26,000;  coat  mtce.,  $4,500;  vki. 
owned  by  city. 

SEWARD,  p.  2,106;  f.  area,  800  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  fwks.  ord.  F.  dept— 1 
c.  eng.,  6  c  hand  ex.,  2  hose  car.,  1  h.  ft  L  trfc.; 
hose,  cot,  rub.  lined,  gd..  1,100  ft;  f.  aL,  bell  k 
wh.;  val.  equip.,  $8,506;  val.  bldsa.,  $18,000; 
tot  mem.,  60  vol.;  undrs.  rating,  third  cIkk. 

Watar  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  06,000  gals.;  2  pump,  eng.,  diss  di^.. 
cap.  day  800.000  gals.;  mains,  6  m.,  4  to  8  m. 
dia.;  65  hyd.;  18  v.;  met.,  260;  220  serv.;  pnL, 
dom.  46  lbs.,  f.  85  lbs.;  cons,  day,  40,000  gals.; 
cost,  $84,000;  cost  mtce.,  $1,468;  wks.  owned  bf 
city. 

SIDNEY,  p.  1,186;  f.  area.  80  a.;  mere  bldgs.. 
stn.  ft  wd.,  1  ft  2  stor.;  priv.,  stn.  ft  wd.,  I  k  i 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  t 
inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hose  car.;  h«e. 
cot,  rub.  lined,  gd.,  2,700  ft;  f.  al.,  wh.;  TtL 
bldgs.,  $600;  tot  mem.,  80  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.: 
2  pump,  eng.,  cap.  day  1,600,000  gala.;  mains.  4 
m.,  2  to  8  in.  da.;  82  hyd.;  prea.,  f.  70  lb&; 
wks.  owned  by  railroad. 

SONAPAH,  p.  6,000;  f.  area,  IH  m.;  mm. 
bldgs.,  stn.  ft  wd.,   1   ft  2  stor.;  priv.,  stn.  ft  vi 

1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka  t 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb. 
c.  ft  h.  wag.,  150  c  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  wag.,  4  hose  car.,  2  hrs.;  hose,  cot,  ri> 
lined,  gd.,  8,700  ft;  inf.,  1,000  ft;  tot  hv»?r. 
4,700  ft;  f.  al.,  telp.;  val.  equip.,  $5,600:  ^i^ 
bldgs..  $6,000;  exp.  dept,  $7,050;  tot  mem.,  '254, 
pd.  full  time  4,  vol.   250. 

Water  Supply — Not  reported. 

SOUTH  OMAHA,  p.  26.259;  f.  area,  11  bloc^*; 
mere  bldgs.,  bk.  ft  wd.,  1  to  11  stor.;  priv..  «1. 
ft  bk.,  2  ator.:  wd.  rfa.  not  perm.;  fwks.  ft  cooli- 
ord.;  causes  of  f.  inw  F.  dept — 1  str.,  1  comb,  t 
ft  h.  wag.,  9  c  hand  ex.,  1  chiefs  auto..  1  chiH*} 
hugg}',  5  hoee  wag.,  1  h.  ft  L  trk.,  14  hrs.;  hose. 
cot.  rub.  lined,  go.,  2,600  ft;  f.  al.,  telp.  ft  Guar 
well,  13  bx.;  val.  equip.,  $80,000;  vaL  bldga.,  $!9 
000;  exp.  dept,  $66,000;  tot  mem..  38,  pd.  tdl 
time.  Priv.  f.  sys.  maintained  by  Packers  ft  W.  S. 
Yard  Co.,  in  care  of  A.  D.  T.;  880  bx. 

Watar  Supply — Src,  supplied  by  Omaha;  l'^ 
water  hyd. 

SOUTH  SIOUX  CITY,  p.  1,100;  f.  area.  600  l: 
mere  bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  ator.;  priv. 
bk.,  stn.  ft  wd.,  1  to  8  stor.;  no  fwks.  or  combL 
ord.;  causes  of  f.  inv.  F.  dept. — c  hand  ex..  • 
hoee  wag.;  hose,  rub.,  600  ft;  f.  al.,  bell;  \^ 
equip.,  $S00;  tot.   mem.,  86   vol. 

Water  Supply — Src.  wella. 

STAN7X)N,  p.  1,842.  F.  dept— 1  c.  eng..  1  r 
ft  1.  war.,  2  hose  carts;  l.'20O  ft  hose:  f-  ^^ 
bell  ft  wn.;  val.  equip.,  $1/500;  exp.  dept..  fft"' 
tot.  mem.,  45  vol. 

Water  Supply — Src,  eng.  ft  pump,  near  Imr 
cent;  sys.,  grav.;  stdp.  cap.,  80.000  gals.,  din. 
10  X  50  ft.,  mat.  iron;  2  pump,  eng.;   main^,  r  ■- 

2  m.,  4  to  6  in.  dia.;  23  hyd.;  20  v.;  met.  \9f. 
pipe,  iron;  pres.,  dom.  60' lbs.,  f.  80  to  100  :v : 
cons,  day,  15,000  gals.;  cost,  $7,000;  wks.  o*^rI 
by  city. 

STEELE  CITY,  p.  325;  f.  area,  40  a.  F.  dert- 
c  hand  ex.;  f.  al.,  bell;  wal.  equip.,  $8,400;  vol. 

Water  Supply — Src,  well,  1  m.  bua.  cent;  IT^ 
pump  dir.;  2  pump,  eng.;  wks.  owned  by  city. 

STROMSBURQ,  p.  1.866;  f.  area,  40  a.;  hmr. 
bldgs.,  bk.  ft  wd. ;  wd.  rfs.  perm.;  fwka.  ft  comK 
ord.  F.  dent — 12  c.  hand  ex.,  1  h.  ft  L  tit.  * 
hose  car.;  nose,  cot.  rub.  lined,  gd.,  1.000  ft: 
f.  al.,  bell  ft  wh.;  val.  equip.,  $1,380;  vtJ.  bldcf^ 
$600;  tot.  mem.,  60  vol. 
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Water  Supply — Src,  wdlB,  600  ft.  but.  cent.; 
wys.,  pump  to  res.,  to  stdp.  &  dir.;  stdp.  cap., 
22,622  Sills.,  dim.  12  x  100,  mat.  sti.  &  bk.; 
res.  csp.,  27,000  gtil^;  4  pump,  eng.,  class  dup., 
cap.  day  160,000  grals.;  mains,  c  i.  ft  stI.,  8 
m.,  2,  4  ft  6  in.  dia.;  21  byd.;  met.,  90;  876 
serv.;  pipe,  galv.  i.;  pres.,  dom.  86  lbs.,  f.  90  to 
120  lbs.;  cons,  day,  80,000  gals.;  cost,  $16,000; 
cost  mtce.,  $1,800;  wks.  owned  by  city. 

SUPERIOR,  p.  2,106;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  Inv.  F. 
dept — 8  c  band  ex.,  2  hose  car.;  hose,  rub.,  gd., 
1.800  ft.;  f.  al.,  beU;  yal.  equip.,  $1,600;  val. 
bldgs..  $200;  tot.  mem..  40  toI. 

Water  Supply-^Src,  wells,  %  m.  bus.  cent.;  ays., 
dk.  pres.;  rea.  cap.,  140,000  gals.;  2  pump,  eng.; 
cap.  day,  1.600,000  gals.;  mains,  c.  L,  6Vk  nu,  4 
to  10  in.  dia.:  46  hyd.;  7  v.;  446  met,;  460  serv.; 
pres.,  dom.  46  Iba.,  f.  100  to  120  lbs.;  cost,  $41,- 
000;  cost  mtce.,  $6,000;  wka.  owned  by  city. 

SUTTON,  p.  1,702;  f.  area,  240  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd., 
1%  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  h.  ft 
L  trk.,  2  c.  band  ex..  3  hose  wag.;  hose,  cot,  rub. 
lined,  gd.,  760  ft.;  inf.,  760  ft;  tot  hose,  1,500 
ft:  f.  al.,  bell  ft  wh.;  val.  equip.,  $1,860;  vaL 
bldgs.,  $160;  exp.  dept,  $200;  tot  mem.,  46  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  68,000  gals.,  dim. 
12  X  76;  2  pump,  eng.,  cap.  day  150,000  gals.; 
mains,  c  i.,  4  m.,  4  to  8  in.  dia.;  89  hyd.;  14 
v.;  met,  210;  140  serv.;  pipe,  galv.  i.;  pres.,  dom. 
40  lbs.,  f.  60  lbs.;  cons,  day,  60,000  gals.;  cost, 
$18,000;  cost  mtce.,  $1,200;  wks.  owned  by  city. 

SYRACUSE,  p.  842;  f.  area,  8  blocks;  mere 
bldgs.,  bk.,  1  A  2  stor.;  wd.  rfs.  perm.     F.  dept. — 

1  c.  eng.,  12  c  hand  ex.,  1  h.  ft  I.  trk.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $2,000;  val.  bldgs..  $800; 
exp.  dept,  $250;  tot  mem.,  40  vol. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent; 
sys.,  grav.,  pump  to  stdp.;  stdp.  cap.,  60,800  gals., 
dim.  12  X  60,  loc.  %  m.  station,  mat  stl.;  1 
pump,  eng.,  cap.  day  600.000  gals.;  mains,  c  i. 
ft  stl.,  11,600  ft,  2  to  8  in.  dia.;  28  hyd.;  8 
v.;  met,  18;  38  serv.;  pipe,  galv.  i.  ft  stl.;  pres., 
dom.  74  lbs.,  f.  100  lbs.;  cons,  day,  8,000  gals.; 
coat,  $18,481;  cost  mtce.,  $700;  wks.  owned  by 
village. 

TALMAGE.  p.  611:  f.  area,  86  blocks.    F.  dept. — 

2  hand  hose  carts;  hose,  rub.  lined,  gd.,  750  ft; 
f.  al..  bell;  val.  equip.,  $700;  val.  bides.,  $<200; 
exp.  dept.,  $150;  tot  mem.,  28  voL;  undrs.  rating, 
third  class. 

Water  Supply-^Src.,  2  wells,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  1  pump,  eng.;  cap.  day,  150,- 
000  gals.;  16  hyd.;  2  v.;  pres.,  dom.  50  Iba.;  f. 
60  lbs.;  cost,  $11,500;  coat  mtce.,  $600;  wka. 
owned  by  city. 

TECUMSEH,  p.  1,748;  f.  area,  160  a,;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  ft  record  kept.  F.  dept — 1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,360  ft.; 
inf.,  950  ft;  tot  hose,  2,800  ft;  f.  al.,  bell;  val. 
equip.,  $1,000;  val.  bldgs.,  $800;  tot  mem.,  60 
vol. 

Water  Supply — Src,  wells,  M  m.  bos.  cent; 
sys.,  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,  160,000 
gala.;  rea.  cap.,  160,000  gals.,  loc.  at  pump,  station; 

3  pump,  eng.;  cap.  day,  1.250,000  gals.;  mains,  5% 
m.,  4  to  10  in.  dia.;  40  hyd.;  81  v.;  300  met, 
310  serv.;  pres.,  dom.  60  to  70  lbs.,  f.  110  lbs.; 
cons,  day,  85,000  gals.;  cost,  $50,000;  cost  mtce., 
$2,500;  wks.  owned  by  city. 

TEKAMAH,  p.  1,524;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk..  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2.500  ft;  rub.,  gd.,  1,200  ft.; 
tot  hose,  3,700  ft.;  f.  al..  bell;  tot.  mem.,  60  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent:  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  600,000  gals.;  2 
pump,  eng.,  cap.  day,  120,000  gals.;  mains,  c  i., 
2%  m.,  4  to  8  in.  dia.;  26  hyd.;  16  v.;  280  serv.; 
110  met:  pipe,  galv.  i.;  pres.  dom.  60  lbs.,  f.  80 
to  120  lbs.;  cost,  $16,000;  cost  mtce.,  $1,500; 
wks.  owned  by  city. 


TILDEN,  p.  1,000;  f.  area.  130  k.  F.  dept— 
2  hose  carts,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell:  val.  equip.,  $1,625;  val. 
bldgs.,  $600;  exp.  dept,  $300:  tot  mem.,  45  vol.; 
unoTs.  rating,  four  and  one-half  class. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sya., 
pump  to  stdp.;  1  pump,  eng.;  cap.  day,  100,000 
gals.;  mains,  2%  m.;  28  hyd.;  4  v.;  74  serv.; 
pres.,  dom.  ft  f.  60  lbs.;  coat,  $22,000;  coat  mtce., 
$800;  wks.  owned  by  city. 

UEHLINQ,  p.  800;  f.  area,  80  a.  F.  dept— 
2  hose  oarts,  ladders,  etc.:  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  beU;  val.  equip.,  $1,175; 
vaL  bldgs.,  $500;  tot.  mem.,  21  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  aya., 
pump  to  stdp.;  2  pump,  eng.:  cap.  day,  800,000 
gale.;  mains,  3,300  ft;  11  hyd.;  4  v.;  prea.,  dom. 
60  lbs.,  f.  145  lbs.;  cost,  $10,600;  coat  mtce.,  $200; 
wks.  owned  by  city. 

UNIVERSITY  PLACE,  p.  8,200;  f.  area,  400  a,; 
mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  cauaea  of  f.  inv. 
F.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft.;  inf., 
300  ft;  tot  hose.  1,900  ft.;  f.  al.,  bell,  wh.  ft 
telp.;  val.  equip.,  $2,900;  val.  bldgs.,  $8,000;  exp. 
dept.  $200;  tot  mem.,  50  vol. 

Water  Supply — Src,  well,  8  blocka  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  oap.,  84,000  gals.;  dim., 
12  X  100;  mat,  stl.;  res.  cap.,  80,000  gals.;  4  pump, 
eng.;  cap.  dav,  180,000  gals.;  maina,  c  i.,  8  m., 
4  to  6  in.  dia.;  53  hyd.;  50  v.;  met,  800;  800 
aerv.;  pres.,  dom.  50  to  65  H)s.,  f.  75  to  80  lbs.; 
cons,  day,  180,000  gals.;  cost,  $76,000;  cost  mtce., 
$4,500;  wks.  owned  by  city. 

UTICA,  p.  520;  f.  area,  800  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.  F.  dept. — 1  e  hand  ex.;  hose,  cot., 
rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  val.  equip., 
$1,000;  val.  bldgs.,  $1,500;  exp.  dept,  $100;  tot 
mem.,  84  vol. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
dir.  pres.;  stdp.  cap.,  36,000  gals.;  1  pump.  eng.. 
cap.  day  108.000  gals.;  mains,  c.  i.,  2  m.,  4  to  6 
in.  dia.;  24  nyd.;  18  v.;  70  met.;  70  serv.;  pres., 
dom.  60  to  90  lbs.,  f.  90  lbs.;  cost,  $17,000;  wks. 
owned  by  city. 

VALPARAISO,  p.  560;  f.  area,  40  a.;  mere 
bldgs.,  wd.  ft  bk..  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.  F.  dept. — 1  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,100  ft;  f.  al.,  bell;  val. 
equip.,   $750;  tot.  mem.,   12  vol. 

Water  Supply — Src,  wells,  H  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  86,000  gals.;  2  pump, 
eng.;  mains,  c  i..  2%  ni-*  4  to  6  in.  dia.;  24  hvd.; 
8  v.;  56  met.;  56  serv.;  pres..  dom.  ft  f.  76  lbs.; 
cost,  $15,000;  cost  mtce.,  $800;  wks.  owned  by 
town. 

VIRGINIA,  p.  175;  f.  area,  40  a.  F.  dept— 
buckets  ft  c.  hand  ex.,  1  h.  ft  1  trk.;  val.  equip., 
$75;  val.  bldgs.,   $125;  vol. 

Water  Supply — Src,  wells. 

WAHOO,  p.  2,168;  f.  area,  1,200  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.; 
causes  of  f.'inv.  F.  dept — 2  c  eng.,  e  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  8  hose  carts;  hose, 
rub.,  gd.,  8,000  ft;  inf.,  800  ft.;  tot.' hose,  3,300 
ft.:  f.  al.,  bell,  wh.  ft  elec;  val.  equip.,  $2,500;  val. 
bldgs.,  $6,000:  exp.  dept,  $500;  tot.  mem.,  60  vol. 

Water  Supply — Src,  wells,  8  blocks  bus.  cent.; 
eys.f  dir.  ft  pump  to  stdp.;  stdp.  cap..  100,000 
gals.;  2  pump,  eng.;  cap.  day,  500,000  gpals. ;  mains, 
c.  i.,  10  m.,  4  to  12  in.  dia.;  65  hyd.;  30  v.;  385 
met;  462  serv.;  pres.,  dom.  75  lbs.,  f.  125  lbs.; 
cost,  $48,000;  wks.  owned  by  city. 

WATERLOO,  p.  425;  f.  area.  160  a.  F.  dept — 
2  hose  oarts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  vol.  equip.,  $1,000;  val.  bldgs.,  $1,500; 
tot.  mem.,   20  vol. 

Water  supply — Src,  wella,  1  m.  bus.  cent;  sya., 
dir.  pres.;  1  pump,  enff.;  cap.  day,  450,000  gala.; 
mains,  1  3-5  m.;  19  nyd.;  10  v.;  8  serv.;  prea., 
dom.  65  lbs.,  f.  100  lbs.;  cost,  $14,000;  wks. 
owned  by  city. 

WAYNE,  p.  2.140;  f.  area,  8  blocks;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  «tor.;  wd.  rfs.  not 
perm.;  fwks.  ft  oombt  ord.;  causes  of  f.  inv.  F. 
dept — 1  c  eng.,  1  c  hand  ex..  1  h.  ft  1.  trk., 
1  aer.  trk.,  1  hose  wag.;  hose,  rub.,  rd.,  1,500  ft; 
inf.,  300  ft;  tot  hose,  1,800  ft;  f.  al.,  bell  ft  wh.; 
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vftl.     equip.,    $3,500;     val.     bidgs.,     $10,000;    tot 
mem.,  45  vol.;  undrs.  rating,  third  claMi. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  65,000  gals.,  dim. 
12  X  75;  maina,  iron,  4  m.,  4  to  8  in.  dia.:  45 
byd.;  14  v.;  met.,  200;  220  serv.;  pipe,  iron; 
pres.,  dom.  40  lbs.,  f.  52  to  80  lbs.;  cost,  $22,400; 
cost  mtce.,  $800;  wks.  owned  by  city. 

WEEPING  WATER,    p.    1.067;   f.   area,   640  a.; 

mere,  bldgs.,  bk..  1  &  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  not  perm.;  fwks.  &  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  1  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  750  ft.;  f.  al.,  bell;  val. 
equip..  $1,600:  val.  bldgs.,  $800;  tot,  mem.,  18  vol. 
Water  Supply — Src,  wells  &  crk.,  1  block  bus. 
cent.;  sys.,  pump  to  res.;  res.  cap.,  720,489  gals.; 
2  pump,  eng.,  cap.  day  200,000  gals.;  mains,  c.  i.. 
2^  m.,  4  to  8  in.  dia.;  18  hyd.;  6  v.;  met.  111; 
111  serv.;  pres.,  dom.  66  lbs.,  f.  100  lbs.;  cons, 
day,  25,000  gals.;  cost  $18,000;  cost  mtce.,  $1,- 
000;  wks. 'owned  by  city. 

WEST  POINT,  p.  1,776;  f.  area,  860  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  1.  2  ft  3  stor.;  priv.,  wd., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord. 
F.  dept — 1  h.  &  1.  trk.,  4  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,400  ft;  f.  al.,  foell;  val.  equip., 
$7,000;  cost  mtoe.,  $500;  tot  mem.,   100  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  17,000  gals.;  2  pump, 
eng.,  cap.  day  100,000  gals.;  mains,  6  m.,  4  to  8  in. 
dia.;  408  hyd.;  10  v.;  met,  850;  860  serv.;  pipe, 
galv.  i.;  pres.,  dom.  ft  f.,  86  lbs.;  cons,  day,  8,000 
gals.;  cost,  $16,000;  cost  mtce.,  $2,500;  wks. 
owned  by  city. 

WILBER,  p.  1.219;  f.  area,  200  a.;  mere,  bldgs., 
bk.,  wd.  ft  iron,  1  to  8  stor.;  priv.,  wd.  ft  bk.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 4  c.  hand  ex.,  1  h.  ft 
1.  crk.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd., 
1,200  ft;  f.  nl.,  bell  ft  wh.;  val.  equip.,  $8,000; 
val.  bldgis.,  $1,500;  exp.  dept,  $50;  tot  mem.,  80 
vol.;  undrs.  rating,  third  cla«s. 

Water  Supply — Src,  well,  600  ft.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  84,000  gals.; 
1  pump,  eng.,  cap.  day  760,000  gals.;  mains,  8 
m.,  4  to  8  in.  dia.;  40  hyd.;  870  met;  880  serv.; 
pres.,  dom.  60  lbs.,  f.  62 Vi  lbs.;  cons,  day,  35,000 
gals.;  cost,  $25,000;  cost  mtce.,  $1,500;  wks. 
owned   by    city. 

WISNER,  p.  1.081;  f.  area,  160  a.:  mere,  bldgs.. 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1.600  ft;  f.  al.,  bell;  val. 
equip.,  $3,500;  val.  bldgs.,  $5,000;  exp.  dept., 
$100;  tot  mem.   25,  pd.  part  time  1,  vol.   24. 


Water  Supply — Src,  wells,  %  m.  bus.  cent;  w, 
grav.;  res.  cap.,  100,000  gala.;  1  pamp.  eoc.. 
class  trip.;  cap.  d«y,  604,000  gala;  mains,  l\ 
m.,  4  to  6  in.  dk.;  84  hyd.;  10  v.;  pres.,  dom.  SO 
lbs.,  f.  76  lbs.;  cost,  $9,500;  cost  mtce.,  $700;  wki. 
owned  by  town. 

WOOD  RIVER,  p.  1,000;  f.  ai«a,  820  a.  F. 
dept — hose  cart;  1  h.  ft  1.  trk.;  f.  ah,  bell;  vil 
equip.,  $1,500;  exp.  dept,  $66;  tot  mem.,  26  vol.; 
undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  1  m,  bus.  cent;  syt, 
dir.  prea.;  1  pump,  eng.,  cap.  day,  36,000  ^aU; 
mains.  2  m.;  215  hyd.;  2  v.;  50  serv.;  prca..  d»ra. 
55  lb«.,  f.  100  lbs.;  cost  $12,000;  cost  mt«., 
$2,400;  wks.  owned  by  city. 

WYMORE,  p.  2,618;  f.  area,  640  a.;  mat. 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  bo« 
wiag.;  hose,  cot,  rub.  lined,  gd..  1,500  ft;  f,  aL, 
bell  ft  wh.;  val.  equip., «$3, 000;  \^1.  bldars.,  $2,«J0: 
exp.  dept,  $200;  tot,  mem..  82  voL 

Water  Supply — Src,  wells  ft  riv.;  sya..  pump  to 
stdp.;  stdp.  cap.,  93,000  gals.;  pump,  eng.,  cap^ 
day  1,000,000  gals.;  mains,  c  !.,  5Vk  m.,  4  to 
10  in.  dia.;  63  hyd.;  120  serv.;  pipe,  galv.  L; 
pres.,  dom.  90  lbs.,  f.  140  lbs.;  cost,  $40,000; 
cost  mtce.,  $2,500;  wks.  owned  by  city. 

WYNOT,  p.  450;  f.  area,  80  a.  F.  dept— 
lio6e  cart,  laddere,  etc;  ho«e,  cot,  rub.  lined, 
gd.,  800  ft;  f.  al.,  bell;  val.  equip.,  $500:  xA. 
bldgs.,  $125;  tot  mem.,  21  vol. 

Water  Supply — Src,  wells,  1  m.  bus,  cent:  ^ys, 
pump  dir.;  1  pump,  eng.,  cap.  day,  216,000  gak; 
mains,  1  m.;  11  hyd.;  5  v.;  11  ^orv.;  pres..  dam. 
ft  f.  72  lbs.;  ooBt,  $9,000;  cost  mtce.,  $500;  wki. 
owned    by    city. 

YORK,  York  Co.,  p.  6,286;  mere  bldflrs.,  bk.  k 
itn.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  sot 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  comb,  c  ft  h.  wag.,  1  h.  ft  L  trk.,  S 
hose  car.;  hose,  rub.,  gd.,  2.100  ft;  inf.,  300  fu; 
tot.  hose,  2,400  ft;  f.  al.,  bell  ft  wh.;  tot.  mem.. 
64    vol. 

Water  Supply — Src.  wells,  %  m.  bus.  cent.: 
sys.,  pump  to  res.,  stop,  ft  tower;  stdp.  cap.  ^J.- 
000  gals.,  tower  cap.  150,000  gals.,  res.  cap.  200.- 
000  gsls.,  loc.  near  plant;  8  pump,  eng.,  cap.  djv 
2,000,000  gals.;  maina,  c.  1.,  6^  m.,  2  to  12  in. 
dia.;  98  hyd.;  31  v.;  met,  800;  926  serv,;  pip*. 
c.  i.;  pre.s.,  dom.  65  Iba.,  f.  110  lbs.;  cons.  di;. 
250.000  gals.;  cost,  $95,000;  wks.  owned  by  lork 
Water  Co. 

Places  with  a  population  of  1,000  or  more  hav> 
ing   no   organized    Are   dept — ^Louisville, 
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AUSTIN,  p.  702;  f.  area,  860  a.;  mere,  bldgs., 
wd.,  stn.  ft  bk.,  1  stor.;  priv.,  adobe,  1  ator.; 
wd.  rfs.  perm.;  fwks.  ord.  F.  dept. — 1  h.  ft  1. 
trk.,  2  hose  car.,  2  hrs.;  hose,  rub.,  gd.,  1,600  ft; 
inf.,  300  ft:  tot  hose.  1,800  ft.;  f.  al.,  bell;  val. 
equip..  $1,500;  val.  bldgs.,  $1,000;  exp.  dept, 
$125;  tot   mem.,  46  vol. 

Water  Supply — Src,  tunnel,  driven  into  moun- 
tains; sys.,  grav.;  res.  cap.,  60,000  gals.;  28  hyd.; 
pipe.  5  m.,  3  to  5  in.  dia.;  4  v.;  260  serv.;  pres., 
07  lbs.;  cost,  $20,000;  cost  mtce.,  $2,500;  wks. 
owned  by  Co. 

CARSON  CITY,  p.  2.466;  f.  area,  1,000  a.; 
mere,  bldgs.,  stn.  ft  bk.,  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 2  str..  2  hand  eng.,  1  hose  wag., 
5  hose  car.,  1  hose  cart;  hose,  cot,  rub.  lin^, 
gd.,  8.000  ft;  rub.,  gd.,  8,000  ft;  tot  hose.  6,000 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $6,600;  val. 
bldgs..  $4,800;  exp.  dept,  $1,000;  tot.  mem.,  62, 
pd.  part  time  2,  vol.  60. 

Water  Supply — Src,  apr.,  8  to  7  m.  from  bus. 
cent.;  sys.,  grav.;  res.  cap.,  1.400,000  gals.,  loc 
2  m.  west  city;  mains,  iron,  15  m.,  2  to  12  in. 
dia.;  24  hyd.;  46  v.;  pres.,  dom.  40  lbs.,  f.  90 
lbs.;  cons,  day,  1,000,000  gals.;  cost  $126,000; 
cost  mtce.,  $6,400;  wks.  owned  by  Co. 

ELKO,  p.  2,600.  F.  dept. — 4  hose  wag.,  c  hand 
ex.,   1    comb,   c   ft  h.   wag.,   2,000   ft   hose;   f.   al., 


hell;    val.    eouip.,    $5,000;    exp.    dept,    $250;    tot. 
mem.,   40   vol. 

Water  Supply— ^rc,  springs  ft  wella,  7  m.  bus 
cent;  sys.,  grav.;  stdp.,  cap.,  1,000,000  gal*.: 
rea.  cap.,  1,000,000  fl^ls.;  1  pump,  eng.,  cap.  da3, 
160,000  gals.;  maina,  2  m.,  4  to  8  In.  dia.;  54 
hyd.;  160  met,  425  serv.;  pres.,  dom.  So  to  80 
lbs.;  f.  80  lbs.;  cona.  day.  850,000  gala.;  coft 
$120,000;  cost  mtce.,  $9,000;  wks.  owned  by  priv. 
Co. 

ELY,  p.  2,055.  F.  dept — 20  c  hand  ex..  1  h. 
ft  1.  trk.,  1  c.  cart.,  6  hose  reels;  hose,  cot.,  rob 
lined,  gd.,  2,500  ft;  inf.,  900  ft;  tot  hose,  S,40« 
ft:   f.  al.,  bell;  tot.  mem.,  60  vol. 

Water  Supply — Src,  apr.,  1  m.  bus.  cent;  sja.. 
dir.  pres.;  res.  cap.,  75.000  gsls.;  mains,  4  to  11 
in.  dia.;  24  hyd.;  4  met;  pres.,  doou  ft  f.  73  Dm. 

EUREKA,  p.  1,000;  f.  area,  460  a.;  mere  bldgs^ 
stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd..  1  stoiy: 
wd.  rfs.  perm.  F.  dept. — 4  c  ex..  1  h.  ft  L 
trk..  4  hose  car.;  hose,  rub.,  2.000  ft:  1  al.,  bell 
ft  wh.;  val.  equip.,  $2,000;  val.  bldgs.,  $2,000; 
exp.  dept,  $1,260;  tot  mem.,  60  vol.;  undrs.  rat- 
ing, fourth  class. 

Water  Supply — Src,  springs;  sys..  grsT.;  6  tk.. 
cap.  260,000  gala.;  4  res.,  cap.  130,000  gals.; 
pump,  eng.,  cap.  day  200,000  gals.;  IS  hyd.;  mains, 
86  m.,  8  to  6  in.  dia.;  pipe,  iron;  10  ▼.;  presL. 
dom.   46  to  90  lbs.,  f.  180  lbs.;  cona.  day,  28,806 
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gals.;  cost,  $260,000:  exp.  dept.,  $5,000;  wks. 
owned  by  Co. 

FALLON,  p.  741.  F.  dept. — 1  b.  A  I.  trk.,  2  c 
eng.:  f.  al.,  bell;  tot.  mem.,  60  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  200,000  gals.;  1  pump, 
eng.,  cap.  day  600,000  gals.;  mains,  6%  m.,  4  to 
10  in.  dia.;  60  hj'd.;  38  v.;  200  met.;  200  serv.; 
pres.,  dom.  80  to  40  lbs.,  f.  108  lbs.;  cons,  day, 
50,000  gals.;  cost,  $35,000;  cost  mtce.,  $825; 
wks.  owned  by  city. 

QOLDFIELD,  p.  4,000.  F.  dept. — 1  c.  eng., 
50  c  hand  ex.,  1  hose  wag.,  2  hose  carts,  5  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,400  ft.;  inf.,  1,000 
ft.;  tot.  hose,  8,400  ft;  f.  al.,  Gamewell,  27  bx.; 
val.  equip.,  $1«,000;  val.  bldgs,  $10,860;  exp. 
dept.,  $16,200;  tot.  mem.,  17;  pd.  full  time  5, 
vol.    12. 

Water  Supply — Src,  springs,  25  m.  bus.  cent., 
svs.,  grav.  &  pump;  res.  cap.,  710,000  gals.;  8 
pump,  eng.,  class  trip.,  cap.  day,  450,000  gals.; 
mains,  *3  m..  4  to  9  in.  dia.;  44  hyd.;  600  met.; 
500  serv.;  pres.,  dom.  60  lbs.;  f,  120  lbs.;  con^ 
day,  800,000  gala.:  coat,  $860,000;  wka.  owned 
by  Goldfield  Ck)nsolidated  Water  Go. 

GOLD  HILL,  p.  875;  «.  area,  1,600  a,;  mera 
bldgs.,  stn..  bk.  ft  wd.,  1  &  2  stor.;  priv.,  wd.,  1 
&  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  2  hand 
eng.,  160  c.  hand  ex.,  2  hose  wag.,  8  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  600  ft;  rub.,  gd.,  1,250 
ft;  tot  hose,  1,750  ft.;  f.  al.,  bell  ft  wh.;  vaL 
equip.,  $6,000;  val.  bldgs.,  $5,600;  exp.  dept, 
$2,340;  tot.  mem.,  120  voL 

Water  Supply — Src,  lake,  38  ra.  bus.  cent;  sya., 
gpav.;  mains,  20  m.,  1  to  12  in.  dia.;  92  hyd.; 
92  v.;  800  serv.;  pipe,  iron;  pres.,  dom.  30  lbs., 
f.  130  lbs.;  cons,  day,  760,000  gals.;  wks.  owned 
by  Co. 

HAWTHORNE,  p.  250;  f.  area.  160  a.;  mera 
bldgs.,  wd.  ft  bk..  1  ft  2  stor.;  priv.,  wd.,  1  story: 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 2  c  hand  ex.,  1  hose  car.,  2 
f.  hooks;  hose,  cot,  rub.  lined,  gd.,  460  ft;  rub., 
660  ft.;  tot  hose,  1.000  ft;  f.  al.,  bell;  val.  equip., 
$700;  tot  mem.,  82  voL 

Water  Supply — Src,  mountain  strma.;  i^s.,  grav.; 
res.  cap.,  600,000  gals.;  mains,  8  m.,  3%  to  6  in. 
dia.;  8  hyd.;  8  v.;  pres.,  f.  160  lbs.;  cost,  $46,000; 
cost  mtce.,   $600;   wks.   owned  by  Co. 

LAS  VEGAS,  p.  8,600;  f.  area,  40  blocks.  F. 
dept. — 2  hose  carts,  ex.  ladder  ft  hooks,  600  ft 
hose;  val.  equip.,  $2,600;  val.  bldgs.,  $8,600;  exp. 
dept.  $1,200;  tot  mem.  20,  pd.  part  time. 

Water  Supply — Src.  spr.,  1  m.  bus.  cent.;  sys., 
grav.;  40  hyd.;  pres.,  dom.  86  lbs.;  cost  mtce., 
$1,500;  wks.  owned  by  Co. 

LOVELOCKS,  p.  500;  f.  area.  40  a.  F.  dept. — 
1  hand  hose  cart.  800  ft  hose;  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
pump;  2  pump,  eng.;  25  hyd.;  cost,  $18,000;  wks. 
owned  by  city. 

McQILL.  p.  1,200;  f.  area,  100  a.  F.  dept — 
c.  hand  ex.,  1  hose  wagon,  hose,  ladders,  hrs.,  etc.; 
f.  al.,  bell;  val.   equip.,  $8,000;  vol. 

Water  Supply — iSrc.,  creek,  1  m.  bus.  cent.;  sys., 
grav.;  78  hyd.;  pres.,  f.  110  to  180  lbs.;  wks. 
owned  by  Co. 

PIOCHE,  p.  126;  f.  area,  1  sq.  m.;  mere,  bldgs., 
stn.,  cem.  ft  wd.,  2  stor.;  wd.  rfs.  perm.  F.  dept — 
8  hose  car.,  1  c  eng.;  hose,  cot.,  rub.  lined,  gd., 
1,500  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $3,600; 
val.  bldgs.,  $1,000;  exp.  dept,  $1,200;  tot  mem., 
150    vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  res.  cap., 
200,000  gals.;  mains,  12  m.;  23  hyd.;  200  serv.; 
pipe,  wrt.   L;   cost,   $151,000;  wks.   owned  by   Co. 

RENO,  p.  10.867;  mere,  bldgs.,  bk.,  1  to  4  stor.; 
priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 2  str..  1  c.  eng.,  5  c.  hand  ex..  1  h.  ft  1. 
trk.,  1  hof?e  wag.,  1  nose  car.,  1  comb.  c.  ft  h. 
wag.,  11  hrs.;  hose,  cot.,  rub.  lined,  gd.,  4,800 
ft;  f.  al..  Gamewell,  elec,  52  bx.;  val.  equip., 
$42,000;  vaL  bldgs.,  $60,000;  tot  mem.,  21,  pd. 
full    time. 


Water  Supply — Src,  riv.  ft  crk.,  14  m.  bus. 
cent;  sys.,  grav.;  8  res.,  cap.  70,850,000  gals.;  1 
pump,  ene.;  mains,  c  i.  ft  atl..  58  m.,  2  to  SO  in. 
dia.:  68  hyd.;  2,300  serv.;  pres.,  dom.  ft  f.,  40  to 
70  lbs.;  cons,  day,  10,000,000  gals.;  cost,  $1,046,- 
000;  cost  mtce.,  $27,000;  wks.  owned  by  priv.  Co. 

RHYOLITE,  p.  1,500;  f.  area.  80  a.  F.  dept. — 
1  hose  cart,  2,000  ft.  hose;  vaL  equip.,  $3,000: 
val.  bldgs..  $1,200;  exp.  dept,  $1,500;  tot.  mem.. 
28   vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 

frav.  ft  pump  to  stdp.;  2  pump.  eng..  cap.  day 
,000.000  gala.;  mains,  6  m.;  81  hyd.;  pres..  dom. 
125  lbs.,  f.  126  lbs.;  cost,  $160,000;  wks.  owned 
by  priy.  Co. 

SEARCHLIGHT,  p.  887.  F.  dept — 2  hand  hose 
carts,  1,000  ft.  hose. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.,  cap.,  60,000  gals.;  mat»  atl.;  mains,  6  in. 
dia.;  6  hyd. 

SILVER  CITY,  Lyon  Co.,  p.  337;  bldgs.,  bk.  ft 
stn.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.  P.  dept. — 
1  h.  ft  1.  trk.,  8  hose  car.;  hose,  rub.,  gd.,  1,500 
ft;  inf.,  500  ft;  tot.  hose,  2,000  ft;  f.  al.,  bell; 
tot.   mem.,   80   vol. 

Water  Supply — Src,  wells. 

SPARKS,  p.  2,500.  F.  dept. — 6  hose  carts; 
hose,  3,000  ft;  val.  equip.,  $3,000;  val.  bldgs., 
$1,000;   tot   mem.,   43   vol. 

Water  Supply — Src,  res.;  mains,  2  to  8  in.  dia.; 
81  hyd.;   pres..   dom.   60  lbs.,  f.   116  lbs. 

TONOPAH,  p.  8,600.  F.  dept — 200  c  hand  ex., 
1    comb,    c    eng.    ft    hose    w«g.,    1    h.    ft    1.    trk., 

6  hose  carts,  15  hose  reels,  2  hrs.;  hose,  4,150 
ft;  f.  aL,  bell  ft  telp.;  vaL  equip.,  $6,100;  val. 
bldgs.,  $5,000;  exp.  dept,  $8,000;  tot  mem.,  864; 
pd.   full   time   4,  voL   860. 

Water  Supply — Src,  spr.;  res.  cap.,  878,000 
gals.;  8  pump,  eng.,  class  trip.,  cap.  day  540,000 
gals.;  mains,  13^  m.  2  to  10  in.  dia.;  81  hyd.; 
pres.,  dom.,   65  lbs.;  wks.  owned  by  priv.   Co. 

TUSCARORA,  p.  400;  mere  bldgs..  bk.  ft  wd., 
1  stor.;  priv.,  ok.  ft  wd.,  1  stor.;  w^.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept. — 2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft;  val.  equip., 
$1,600;  vaL  bldgs..  $1,000;  tot  mem.,  20  vol. 

Water  Supply — Src,  spr.,  12  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  7,600  gals.;  mains,  ^  m.,  8  in. 
dia.;  9  hyd.;  pres.,  dom.  120  lbs.,  f.  120  lbs.; 
cost,  $110,000;  cost  mtce.,  $800;  wks.  owned  by 
Tuscarora,  Nev.,  Mines  Co. 

VIRGINIA  CITY,  p.  2,696;  mere  bldgs.,  wd.  ft 
bk.,  2H  stor.;  priv.,  wd..  2^  stor.;  wd.  rfs.  not 
perm.  F.  dept. — 10  stationary  reels  of  hose,  5  hose 
car.,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,400  ft; 
rub.,  gd.,  6,400  ft.;  tot.  hose.  7.800  ft;  f.  aL, 
bell  ft  wh.;  vaL  equip.,  $28,000;  val.  bldgs.,  $4.- 
000;  exp.  dept,  $12,000;  tot.  mem.,  6,  pd.  full 
time. 

Water  Supply — Src,  lake,  88  m.  bus.  cent.;  sys., 
grav.;  res.  cap..  1.600,000,000  gals.,  loc.  esst  side 
of  Lake  Tahoe;  mains,  20  m.,  1  to  12  in.  dia.; 
92  hyd.;  92  v.;  800  serv.;  pipe,  iron;  pres.,  dom. 
80  lbs.,  f.  130  lbs.;  cons.  day.  750,000  gals.:  cost. 
$2,800,000;  cost  mtce.,  $38,000;  wks.  owned  by  Co. 

WADSWORTH,  p.  1,809;  mere  bldgs.,  wd.,  1  to 

7  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.  F. 
dept. — 8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500 
ft:  f.  al.,  bell. 

Water   Supply — Not  reported. 

WINNEMUCCA,  p.  1,500;  f.  area,  820  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft 
1.  trk.,  12  c  hand  ex.,  8  hose  car.;  hose,  cot,  rub. 
lined,  gd.  1,600  ft.;  f.  al.,  bell;  val.  equip.,  $3,- 
000;  val.  bldgs.,  $4,000;  exp.  dept,  $3UUi  toi. 
mem.,   40   vol. 

Water  Supply — Src.  spr.;  sys..  grav.;  res.  cap., 
6.200,000  gals.;  pump,  eng.,  cap.  day  876,000 
gals.;  mains,  17%  m.,  4  to  10  in.  dia.;  10  hyd.; 
150  serv.;  pres.,  f.  65  to  96  lbs.;  cons.  day. 
700,000  gals.;  cost.  $30,000;  cost  mtce.,  $2,500: 
wks.   owned   by   Co. 

YER1NGT0N,  p.   682.      F.  dept — 1   e   eng..  voL 
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ALLENSTOWN»  p.  1,467:  mere  bldga.,  bk.,  8 
8tor.;  priv.y  wd.»  2  stor.;  wd.  rfs.  perm.;  do  fwks. 
&  combt.  ord. ;  causes  of  f.  inv.  F.  dept. — 1  hose 
car.;  hose,  cot,  rub.  lined,  g^d.,  500  ft.;  exp.  dept, 
$129;  tot   mem.,  6  vol. 

Water  Supply — Src,  ponds.  5  m.  bus.  cent,  sup- 
ply from  Suncook;  sys.,  g^rav.;  mains,  c.  L,  7  m., 
6  to  12  in.  dia.;  48  hyd.;  pres.,  f.  60  lbs. 

ALSTEAD,  p.  711.  F.  dept. — 1  c.  eng.,  6  hand 
ex.,  1  hand  eng.,  1  h.  &  1.  trk.,  1  hose  cart;  f. 
al.,   bell;   vol. 

ALTON,  p.  1,348;  f.  area,  1,280  a.;  mere  bldgs., 
wd.,  2  stor.;  priv.,  1  &  2  stor.;  wd.  rfs.  perm.;  no 
fwks.  k  combt  ord.  F.  dept — 2  hose  car.,  8  c. 
ex.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft.;  inf.,  60 
ft.;  tot.  hose,  1,660  ft;  f.  al.,  wh.  ft  bell:  val. 
equip.,  $2,500;  vaL  bldgrs.,  $600;  exp.  dept,  $150; 
tot   mem.,   80  vol. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.;  res.  cap.,  160,000  gals., 
loc  on  hill;  1  pump,  eng.,  cap.  day  50,000  gals.; 
mains,  c.  i.,  4  m.,  4  to  S  in.  dia.;  26  byd.;  10  v.; 
20  met;  126  serv.;  pipe,  galv.  i;  pres.,  dom.  100 
lbs.,  f.  100  to  120  lbs.;  cons,  day,  80,000  gals.; 
cost,  $32,500;  cost  mtce.,  $800;  wks.  owned  by 
priv.    Co. 

AMHERST,  p.  1,060;  mere,  bldgs..  wd..  1  ft  1^ 
stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs.  perm,  in  f. 
area;  causes  of  f.  inv.  F.  dept. — 2  hand  eng.,  1 
c.  en^.,  4  c.  hand  ex.,  2  hose  car.;  hose,  cot, 
rub.  hned,  gd.,  1,600  ft;  f.  al.,  bell;  vaL  equip., 
$8,000;  val.  bldgs.,  $1,000;  exp.  dept,  $260;  tot 
mem.,  60  vol. 

Water  Supply — Src,  spr.,  6  cisterns,  6  large  res. 

ANDOVER,  p.  400;  f.  area,  80  a.  F.  dept. — 
hose  car.;  1  n.  ft  1.  trk.,  c  hand  ex.,  ladders, 
axes,  hose,  etc.;   f.   al.,  bell;   mem.,   24  vol. 

Water  Supply — ^Src,  pond,  1  m.  bus.  cent;  ays., 
grav.;  mains,  8  m.;  82  hyd.;  pres.,  f.  73  lbs.;  cost, 
$32,000;    wks.    owned    by    village. 

ANTRIM,  p.  1.236;  f.  area,  640  a.;  mere,  bldgs., 
wd.,  2  stor.:  priv.,  wd.,  '2  stor.;  wd.  rfa.  perm.; 
fwks.  ft  combt.  ord.:  causes  of  f.  inv.  F.  dept — 1 
hand  eng.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose,  cot., 
rub.  lined.  1,450  ft;  f.  al.,  bell:  val.  equip.,  $2,- 
000;  val.  bldgs.,  $500;  exp.  dept,  $190;  tot 
mem.,  SO,  pd.   part  time;  undrs.  rating,  first  class. 

Water  Supply — Src,  ponds.;  sys..  grav.;  mains, 
6  m.,  8  to  9  in.  dia.;  80  hyd.;  6  v.;  116  serv.; 
pres.,  dom.  95  lbs.,  f.  95  lbs.;  cost,  $26,000;  cost 
mtce.,  $1,000;  wks.  owned  by  village. 

ASHLAND,  p.  1,412;  f.  area,  1,600  a.;  mere, 
bldgs.,  cone,  ft  wd.,  1  to  8  itor.;  priv.,  wd.  ft  bk.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 6  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.) 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  aL,  bell  ft 
wh.,  14  bx.;  vaL  equip.,  $2,200;  vaL  bldgs.,  $8,- 
000;  exp.  dept,  $600;  tot  mem.,  88  vol. 

Water  Supply — Src,  pond,  2V6  m.  bus.  cent; 
sys.,  grav.  from  pond  to  res.,  loc.  %  m.  below 
pond;  supply  from  res.;  res.  cap.,  1,000.000  gals.; 
mains,  c  i.,  6  m.,  6  to  10  in.  dia.;  49  hyd.;  2 
v.;  met,  6;  280  serv.;  pipe,  galv.  L;  pres.,  dom. 
100  lbs.,  f.  100  lbs.;  cost,  $86,000;  cost  mtce., 
$400;  wks.  owned  by  town. 

BARNSTEAD,  p.  1,000.     F.  dept— 1  ladder  trk., 
65  c  hand  ex.;  f.  al.,  bell;  tot.  mem.,  25  voL 
No  waterwks. 

BARTLETT.  p.  1,197;  bldgs.,  wd.,  1  ft  2  stor. 
F.  dept. — 1  hose  car.,  1  ladder  wag.,  1  pump  at 
mill;  hose,  linen,  gd.,  1,200  ft;  f.  al.,  wh.  &  elec, 
3  bx. ;   tot   mem.,  23  vol. 

Water  Supply — Src,  brook,  4  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  1,000,000  gals.,  loc  1  m.  village; 
mains.  6  m.,  6  to  10  in.  dia;;  120  serv.;  24  hyd.; 
pipe,  galv.  i.;  pres.,  dom.  62  lbs.;  cost,  $20,000; 
wks.  owned  by  village. 

BATH.  p.  800;  f.  area,  100  a.;  mere,  bldgs.,  bk. 
ft  wd.,  1  to  2  stor.;  priv.  dwellings,  bk.,  stn.  ft  wd.. 
1  to  8  8tor.;  wd.  rfs.  perm,  in  f.  area;  causes  of 
f.  inv.  F.  dept. — 1  hand  c  eng.;  f,  aL,  gong; 
val.    equip.,    $228;    tot.    mem.,    12    vol. 

Water  Supply — vSrc,  spr.,  1  m.  bus.  cent;  sys., 
grav.;  main-s,  7,000  ft;  3  v.;  26  serv.;  pipe,  galv. 


1.;    pres.,   dom.    62   to   85   lbs.,   f.    100    lb«.;   cost, 
$5,000;    wks.   owned    by   priv.   Co. 

BELMONT,  p.  1,390;  f.  area.  1,000  a.;  priv. 
bldgs.,  wd.,  2  stor.;  wd.  rfa.  perm,  in  f.  area;  cuatt 
of  I.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1  boae  wag..  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  750  ft;  L  al, 
bell;  val.  equip.,  $600;  val.  bldga.,  f  1,000;  exa 
dept,  $126;  tot  mem.,  20  voL 

Water  Supply — Src,  res..  1  m.  bus.  cent.;  syv 
pump  dlr.;  res.  cap.,  100,000  gala.,  loc  on  hill: 
1  pump,  eng.,  size  9  x  5  x  12,  cap.  day  250,00<> 
gals.;  mains,  wd..  4  m.;  23  hyd.;   120   aerv.;  pipe, 

falv.  i.;  pres.,  dom.  86  lbs.,  f.  85  Iba.;   cons.  day. 
0,000  gals.;  cost,  $14,000;  cost  mtce.,  $300;  wka. 
owned  by   town. 

BENNINGTON,  p.  690.  F.  dept — 2  c  hand  et, 
1  hose  wag.;  hose,  600  ft;  f.  aL,  bell;  exp.  depL, 
$100;   tot  mem.,  45  vol. 

BERLIN,  p.  11,780;  f.  area,  60  a.;  mere  bldgs., 
wd.  ft  bk.,  2  ft  3  stor.;  priv.,  wd.,  1  ft  2  atop.;  wd. 
rfs.  not  perm.  F.  dept — 1  str.,  1  comb,  c  ft  h. 
wag.,  1  h.  ft  1.  trk.,  8  hose  car.;  hose,  mb..  gd., 
6,000  ft;  f.  al.,  GamewelL  27  bx.;  val.  eqinp^ 
$20,116;  vaL  bldgs.,  $24,600;  tot  mem.,  41,  pd. 
full  time  8,  pd.  part  time  38;  undrs.  rating,  first 
class. 

Water  Supply — ^Src,  brooks,  2%  m.  bos.  cent; 
sys.,  grav.;  »tdp.  cap.,  20,000  gala.;  pes.  csf^ 
7,000,000  gals.;  1  pump,  eng.,  cap.  day  2.000.00 :■ 
gala.;  main«,  c  L,  10  m.,  4  to  12  in.  dia.;  13: 
hyd.;  140  v.;  met,  2«8;  1^4^S  serv.;  pipe,  galv 
ft  wrt.  i.;  pres.,  dom.  10  to  90  lbs.,  f.  60  to  13il 
lbs.;  cons,  day,  1,200,000  gala.;  wks.  owned  bj 
Co. 

BETHLEHEM,  p.  1,201;  mere  bldgs..  wd.,  1  to 
8  stor.;  priv.,  wd.,  1%  to  3  stor.;  wd.  rfa.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
1  c  eng.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose,  linax, 
gd.,  1.200  ft;  f.  al.,  bell;  tot  mem.,  28  voL 

Water  Supply — Src,  spr.  ft  riv.;  $ys.,  grav.;  pea. 
cap.,  250,000  gals.;  mains,  12^  m.,  4  to  6  in. 
dia.;  37  hyd.;  6  v.;  126  serv.;  pree..  dona,  80  lb*., 
f.   120  lbs.;  cost,  $70,000;  wks.  owned  1^  vHage. 

BOSCAWEN,  p.  1.240;  mere  bldgs.,  bk.  ft  wd.. 
1  to  3  stor.;  priv.,  bk.  ft  wd.  F.  dept— 4  c  hand 
ex.,  2  hose  wag.,  1  hrs.;  hose,  cot,  rub.  lined.  rL, 
1,200  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $3,000; 
tot   mem.,   24  vol. 

Water  Supply — Src,  pond,  7  m.  bua.  cent.;  ty^ 

frav.  to  res.;  res.  cap.,  400,000  gala.;  mains,  wd, 
**.?•»  ^}^  ,1*  ^-  <>^*-J  *2  hyd.;  200  aer?.;  ppesL. 
f.  65  to  90  lbs.;  cost,  $76,000;  cost  mtce.,  $200; 
wks.   owned  by  town. 

BRISTOL,  p.  1.478;  mere  bldgs.,  bk.  *  wd..  J 
to  4  stor.;  priv.,  wd-,  1%  stor.;  wd.  rfa.  perm.: 
no  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  deec 
--•l  hand  eng.,  12  c  ex.,  1  h.  ft  L  trk..  1  aer.  tit. 
8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
rub.,  gd.,  1,600  ft;  tot  hose,  3,500  ft;  f.  al. 
Gamewell,  8  bx.;  val.  equip,,  $2,000;  veL  bldgs^ 
$1,500;  tot  mem.,  55  vol.;  undrs.  rating,  first  cU«^ 

Water  Supply — Src,  lake,  2%  m.  buo.  cent: 
ays.,  grav.;  mains,  cem.  ft  c  i.  ft  wd.,  7  m.,  4  t© 
?®,*?;  ^.{■■»  88  hyd.;  pipe,  iron;  pres,,  dom.  55  lb*.. 
f.  126  lbs.;  wks.  owned  by  Co. 

BROOKLINE,  p.  601;  bldgs.,  wd.  P.  depL— 1 
hand  eng.,  8  c.  hand  ex.,  1  hose  car.;  hoae.  1,00« 
ft:  f.  aL,  bell  ft  wh.;  tot.  mem.,  86  voL 

Water  Supply — ^Not  reported. 

CAMPTON,  p.  846;  bldgs.,  wd..  2  ft  S  star.: 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  t 
mv.;  no  f.  dept 

Water  Supply — Src,  wells. 

CANAAN,  Grafton  Co.,  p.  1,408;  f.  area,  640  a.: 
mere  bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd..  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  srea;  causes  of  f.  inv. 
^V^!P*T"^  \  *  '•  *^^-»   1   *»o««  ^^'i   hose,   cot^ 

$600;  tot  mem.,  20  vol. 

Water  Supply — Src,  lake,  2  m.  bua.  ceaL;  ays., 
grav.;  mains,  iron,  8%  m.;  IS  hyd.;  10  ▼.:  S6 
serv.;  pipe,  galv.  L;  pres.,  dom.  86  lbs.,  f.  00  lbs: 
cost  $12,000;  wks.  owned  by  Co. 

CHARLESTOWN,   p.   1,400;   f.  ares.   100   a.     F. 

dept. — 1  hose  wag.;  2  hoae  reels,  ladders,  nosxles* 
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etc.;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft.;  f.  al.; 
bell;  tot.  mem.,  21.  vol. 

Water  Supply — Src,  brook  &  spr.,  2  m.  bus. 
cent.;  sys.,  ^av. ;  mains,  c.  i.,  1,906  ft.,  6  to  12 
in.  dia.;  46  hyd.;  24  v.;  35  met.;  280  serv.; 
pres..  dom.  A  f.  80  to  100  lbs.;  cost,  f&S.OOO; 
wkfl.  owned  by  town. 

CLAREMONT,  p.  7,629;  f.  area,  100  a.;  mera 
bldg^s.,  bk.  A  wd.,  2  to  4  stor.;  priv.,  wd.,  2  Vk 
Btor.;  wd.  rfa.  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  P.  dept. — 1  str.,  fl  comb.  c.  Sc 
h.  wag.,  1  h.  ft  1.  trk.,  7  c.  hand  ex.,  1  hose  wag., 
4  hose  car.,  4i  brs.;  hose,  cot.,  rub.  lined,  gd., 
4,500  ft.;  f.  al.,  bell  k  wfa.,  86  bx.;  raL  equip., 
$18,800;  exp.  dept.,   $6,000;  tot.  mem.,  51   vol. 

Water  Supply — Src,  brooks,  IH  m.  bus.  cent.; 
sys.,  grav.  ft  pump  dir.;  res.  cap.,  82,000,000  gala., 
loc.   Green  Mt;   1  pump,  eng.,  cap.  day   1,000,000 

Sals.;  mains,  c.  i.  ft  cem.,  21%  m.,  2  to  12  in. 
ia.;  115  hyd.;  262  v.;  met,  604;  1,104  serv.; 
pipe,  cem.  ft  galv.  1.;  pres.,  dom.  60  to  120  lbs., 
f.  50  to  120  lbs.;  wks.  owned  by  city. 

COLEBROOK,  p.  1,906;  f.  area,  1,000  a.;  mere, 
bldgs.,  wd.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.  F.  dept. — 1  hand  eng.,  1  h.  ft  1. 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,800 
ft;  inf.,  300  ft;  tot  hose,  2,100  ft;  t  al.,  bell 
ft  wh.;  val.  equip.,  $1,800;  val.  bldgs.,  $1,000; 
exp.  dept,  $200;  tot.  mem.,  21,  pd. 

Water  Supply-— Src,  brook,  2  m.  bus.  cent  ,  qrs., 
grav.;  res.  cap.,  1,500,000  gals.;  mains,  iron  ft 
galv.  i.,  10  m.,  6  to  8  in.  dia.;  32  hyd.;  150 
serv.;  pipe,  galv.  iron;  pres.,  dom.  75  lbs.,  f.  76 
lbs.;  cost,  $65,000;  cost  mtce.,  $50;  wks.  owned 
by  priv.  party. 

CONCORD,  p.  21,497;  f.  area,  8V&  sq.  m.;  mere. 
bldgs.,  bk.,  2  to  5  stor.;  priv..  wd.,  2%  ator.;  wd. 
rfs  not  perm,  in  f.  area;  combt  ord.:  causes  of  f. 
iiiv.  F.  dept — 4  auto.  comb.  c.  ft  n.  wag.,  2  h. 
ft  1.  trk.,  4  str.,  1  hand  «ng.,  1  c.  eng.,  SI  c. 
itandt  ex.,  7  hose  wag.,  12  brs.;  hose,  cot,  rub. 
liii«d,  gd.,  16,000  ft;  f.  al.,  Oamewell,  56  bx.; 
v<il.  equip..  $45,000;  val.  bldgs.,  $64,000;  exp. 
dept,  $30,000;  tot  mem.  203,  pd.  full  time  12, 
pd.  part  time  1911. 

Water  Supply — Src,  lake,  3%  m.  bus.  cent; 
ays.,  g^av.  ft  pump  to  res.;  res.  cap.,  2,000,000 
gals.;  2  pump,  eng.,  claas  trip,  expan.,  cap.  day 
4,000,000  gals.;  mains,  c.  L  ft  cem.,  70.51  m.,  4 
to  80  in.  dia.;  522  hyd.;  1,0'^8  v.;  met,  2,898; 
3,S41  serv.;  pipe,  wrt  i.  ft  cem.;  pres.,  dom.  48 
11)8.,  f.  S'S'  lbs.;  cons,  day,  <2, 8 00,0 00  gals.;  cost, 
$1,06^,0^9;  cost  mtce.,  $115,600;  wks.  owned  by 
city. 

CONTOOCOOK,  p.  1,652.     P.  dept — 1  hose  cart, 

1  h.  ft  1.  trk.;  hose,  2,000  ft;  tot  mem.,  36  vol. 
Water  Supply — Src,  pond.  6  m.  bus.  cent;  sys., 

grav.;  res.  cap.,  175,000,000  gals.;  mains,  5  m.,  8 
to  4  in.  dia.;  26  hyd.;  50  serv.;  pres.,  f.  160  Ibi.; 
cost,  $25,000;  wks.  owned  by  Co. 

CONWAY,  p.  8,418;  mere  bldgs.,  bk.  ft  wd.,  1 
ft  2  stor.;  piiv.,  bk.  ft  wd.,  1  to  2%  ator.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
2,000  ft;  rub.,  gd.,  600  ft;  tot.  hose,  2,500  ft 

Water  Supply — Src,  brooks,  3  m.  bus.  cent; 
ays.,  grav.;  res.  cap.,  100,000  gals.,  ft  new  res. 
cap.  200,000  gtHB.;  mains,  c.  i.,  6  m..  4  to  10  in. 
dia.;  28  hyd.;  9  v.;  180  serv.;  pipe,  galv.  i.; 
prea.,  dom.  ft  f.,  60  to  75  lbs.;  coat,  $15,000;  cost 
mtce.,  ^200;  wks.  owned  by  Co. 

OERRY,  p.  5,128;  bldgs..  wd.;  wd.  rfs.  perm. 
F.  dept. — 2  hose  wag.,  2  nose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  rub.,  gd.,  1,000  ft;  tot. 
hose,  3,000  ft;  f.  al.,  bell,  16  bx.;  val.  equip., 
$3,500;  tot.  mem.,  80,  pd.  full  time  1,  vol.  29. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  180,000 
gals.,  dim.  80  x  35,  mat.  sti.;  2  pump,  eng.,  claas  ^ 
dup.  comp.,  cap.  day  1,500,000  gals.;  mains,  c.  i., 
8  m.,  2  to  10  in.  dia.;  64  hyd.;  48  v.;  270  met; 
698  serv.;  pipe,  galv.  i.;  pres.,  dom.  65  lbs.,  f.  95 
lbs.;  cons,  day,  285,800  gals.;  wks.  owned  by  Go. 

DOVER,  p.  13,247;  f.  area,  2,000  a.;  mere, 
bldgs.,   stn.,   bk.   ft  wd.,   2   to   6   stor.;   priv.,   wd., 

2  hit  stor. ;  wd.  rfs.  perm. ;  no  fwks.  ft  combt.  ord. ; 
causes  of  f.  inv.  F.  dept. — 8  str.,  1  comb,  c  ft  h. 
wag.,  1  c.  eng.,  12  c.  hand  ex.,  1  h.  ft  1.  trk.,  4  hose 
wag.,  S  hrs.;  hose,  rub.  lined,  gd.,  8,000  ft;  f.  al.. 
Gamewell,  40  bx.;  exp.  dept,   $14,000;  tot  mem. 


73,  pd.  full  time  5,  pd.  part  time  68;  undrs.  rating, 
third   clasK. 

Water  Supply — Src,  weUa,  epr.  ft  ponds,  2  m. 
bus.  cent;  sys..  pump  to  res.;  res.  oap.,  2,000,000 
gala;  loc.  top  Garrison  hill;  8  pump,  eng., 
class  dup.  comp.  ft  centrif.,  cap.  day  7,300.000 
gals.;  mains,  c.  i.,  28'^  m.,  4  to  16  in.  dia.;  223 
hyd.;  281  v.;  met,  1,558;  1,981  serv.;  pipe, 
cem.  lined;  pres.,  dom.  ft  f.  68  to  114  lbs.;  cons, 
day,  518,<636  gals.;  cost,  $494,467;  cost  mtce., 
$16,489;  wks.  owned  by  city. 

ENFieUD,  p.  1,448;  f.  area,  640  a.;  mere  bldgs., 
wd.,  1  to  8  ator.;  priv.,  wd.,  1  to  8  stor.;  wd.  rfa. 
perm,  in  f.  area.  F.  dept— 1  hand  eng.,  3  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  rub.,  gd., 
8,000  ft;  inf.,  600  ft;  tot:  hose,  4,500  ft;  f.  al., 
bell;  val.  equip.,  $700;  val.  bldgs.,  $2,000;  exp. 
dept,  $280;  tot.  mem.,   28  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.; 
res.  cap.,  60.000,000  gals.;  mains,  4V&  m.;  29 
hyd.;  pres.,  dom.  50  to  80  lbs.,  f.  50  to  80  lbs.; 
cost,   $45,000;   wks.   owned  by  f.  district 

EPPING,  p.  1,649;  mere  bldfrs.,  wd..  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  f. 
inv.  F.  dept — c  hand  ex.,  2  hand  eng.,  1  h.  ft 
1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
800  ft;  inf.,  300  ft;  tot  hose,  1,100  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $1,000;  tot  mem.,   45  vol. 

Water  Supply — Src,  1  large  cistern  ft  wells. 

EXETER,  p.  4,807;  f.  area,  640  a.;  mere,  bldgs., 
bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept. — 1  str.,  1 
band  eng.,  12  c  hand  ex.,  1  h.  ft  1.  trk.,  8  hose 
wag.,  1  hose  car..  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  6,600  ft;  inf.,  500  ft;  tot.  hose,  7,000  ft; 
f.  al.,  dec,  19  bx.:  val.  equip.,  $12,606;  val. 
bldgs.,  $8,000;  exp.  aept,  $5,000;  tot  mem.^  71, 
pd.   full  time   1,  pd.  part  time  70. 

Water  Supply — Src,  riv.  ft  wells;  sys.,  pump  to 
stdp.;  stdp.  cap.,  211,000  gals.,  dim.  25  x  60;  2 
pumping  eng.,  cap.  day  2.000,000  gala.;  mama, 
c  i.,  14  m.,  4  to  10  in.  dia.;  60  hyd.;  met,  12; 
649  serv.;  pipe,  galv.  1.;  pres..  dom.  50  lbs.,  f.  60 
lbs.:  cons,  day,  179,494  gals.;  cost,  $140,000; 
wks.  owned  by  Co. 

FARMINGTON,  p.  2.621;  bldgs.,  wd.,  2  ft  8 
fitosT.;  wd.  rfs.  perm.  F.  dept. — 6  c  hand  ex.,  1 
h.  ft  1.  trk.,  6  hose  car.;  hose,  cot,  rub.  lined,  gd. 
4,500  ft.;  f.  al.,  wh.;  val.  equip.,  $4,000;  vai. 
bldgs.,  $1,500;  exp.  dept,  $1,500;  tot.  mem.,  56 
vol. 

Water  Supply — Src,  spr.;  H  m.  bus.  cent; 
sys..  pump  to  res.;  res.  cap.,  1,000,000  gale.;  2 
pump,  eng.;  cap.  day,  125,000  gals.;  mains,  4  m., 
4  to  10  in.  dia.;  66  hyd.;  85  v.;  140  met;  800 
serv.;  pres.,  dom.  ft  f.  ^0  lbs.;  cons,  day,  60,000 
gala.;   wks.  owned  by  city. 

FITZWILLIAM,  p.  1,148;  f.  area,  1,600  a.;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  combt  ord.;  cauaes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  c  eng.,  1  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,100  ft;  f.  al., 
bell  ft  wh.;  exp.  dept,  $200;  tot  mem.,  60  vol. 

Water  Supply — Src,  apr.;  ays.,  grav.;  rea.  cap., 
160.000  gals.;  mains,  lead,  %  m..  2  in.  dia.;  S 
serv.;  cons,  day,  85,000  gals.;  cost,  $450;  coat 
mtce.,   $40;  wks.  owned  by  town. 

FRANCESTOWN,  p.  602.  F.  dept— 1  hand 
eng.,  20  c.  hand  ex.,  1  hose  cart;  hose,  800  ft; 
tot  mem.,  25,  pd.  part  time  20,  vol.  5. 

Water  Supply — Not  reported. 

FRANKLIN,  p.  6,132;  f.  area,  2,660  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  3  stor.;  priv.,  wd.  ft  bk.,  1 
ft  2  stor.;  wd.  ris.  perm.;  no  fwks.  ft  combt  ord. 
F.  dept — 2  auto.  comb.  c.  ft  h.  wag.,  22.  e  l»nd 
ox.,  a  str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  4  hand 
liose  reels;  ho.se,  cot,  rub.  lined,  5,000  ft.;  f.  al., 
Gamew«ll,  21  bx.;  exp.  dept.  $4,500;  tot  mem. 
44,  pd.  full  time  1,  vol.  '48. 

Water  Supply — Src,  spr.;  sys.,  pump  to  res.; 
res.  cap.,  500,000  gals.;  2  pump,  eng.,  cap.  day 
400,000  gals.;  mains,  iron,  10  m.,  4  to  12  in.  dia.; 
103  hyd.;  94  v.;  met,  708;  615  serv.;  pres.,  dom. 
100  lbs.,  f.  100  lbs.;  cons,  day,  173,000  gala." 
cost,  $116,664.75;  cost  mtce.,  $1,924;  wks,  owned 
by  city. 

GILMANTON,  p.  968;  f.  area,  600  a.;  mere 
bldgs.,  wd.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inr. 
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F.    dept. — 1    c.    eng.,    5    hand    ex.;   hose,    100    ft; 
f.  al.,  bell;  tot.  mem.,  24  vol. 
Water  Supply — Not  reported. 

60FFST0WN.  p.  2, 579;  f.  area,  1.280  a,;  mere 
bldgs.,  wd.,  2  &  3  stor.;  priv.,  wd.,  2%  stor.;  wd. 
rfs.  perm.;  no  fwks.  k  combt.  ord. ;  cauaes  of  f. 
inv.  F.  dept. — 1  hand  eng;.,  1  h.  &  1.  trk..  2  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  2.350  ft.;  inf., 
500  ft.:  tot.  hose.  2.850  ft.;  f.  al.,  Gamewell;  vaL 
equip.,  $1,740;  val.  bldgs.,  $1,000;  exp.  dept.,  $1,- 
132.31;    tot.    mem.,    40    vol. 

Water  Supply — Src.,  brook,  IH  m.  bus.  cent; 
sys..  grav.;  res.  cap.,  2,250.000  gals.;  mains,  c.  1., 
5  m.,  4  to  12  in.  da.;  44  hyd.;  23  v.;  met.,  88; 
260  serv. ;  pipe,  galv.  I.;  pres.,  f.  102  lbs.;  cost, 
$60,100;  cost  mtce..  $300;  wks.  owned  by  village. 

QORHAM,  p.  2,155;  f.  area,  60  a.;  mere,  bldgs., 
bk.  &  wd.,  1  to  3  stor.;  priv..  wd.,  2%  stor.;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  hand 
eng.,  2  h.  &  1.  trk.,  2  hose  wag.,  2  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  3,000  ft.;  f.  aL,  wh.; 
exp.    dept..   $400;    tot.   mem.,    140   vol. 

Water  Supply— Src.  brook,  4  m.  bus.  cent;  ays., 
grav.;  res.  cap.,  1,250,000  gala.;  mains,  c.  i.; 
SV*  m.,  4  to  12  in.  dia.;  46  hvd.;  40  v.;  1  met; 
300  «erv. ;  pipe.  galv.  i.;  pres.,  dom.  &  f.  35  to 
180  lbs.;  cost,  $58,000;  wks.  owned  by  town. 

GREENVILLE,  p.  1,374;  mere,  bldgs.,  bk.  k  wd., 
4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
k  tombt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c. 
eng.,  6  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  car.,  2 
hrs.;  ho.<!e,  cot.,  rub.  lined,  gd.,  2,600  ft;  f.  aL, 
elec,  1  bx.;  vaL  equip.,  $2,600;  exp.  dept,  $400; 
tot.    mem.,   28  vol. 

Water  Supply — Src,  riv.;  ays.,  pump  to  res.; 
res.  cap.,  350,000  gals.;  mains.  2  m.;  26  hyd.; 
met,    14:  pres.,  dom.  60  lbs.:  wka.  owned  by  Go. 

6R0VET0N,  p.  1,200;  mere  bldgs.,  wd.,  8  stor.; 
priv.,  wd..  1^  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.; 
f.  inv.  F.  dept — 1  h.  k  1.  trk.,  1  hose  car.;  hose, 
cot.,   gd.,    1,600   ft;   tot.   mem.,   20  voL 

Water  Supply — Src,  spr.  k  brooks,  2  m.  bus. 
cent.;  sys.,  grav.;  res.  cap..  600,000  gals.,  loc  170 
ft.  above  village;  mains,  c  i.,  9  m.,  4  to  10  in. 
dia.;  46  hyd.;  221  serv.;  pipe,  galv.  L;  pres., 
dom.  76  lbs.,  f.  75  lbs.;  cost,  $45,000;  cost  mtce., 
$1,000:   wks.   owned   by  city. 

HAMPTON,  p.  1,500;  f.  area,  4,000  a.  F. 
dept. — 1  c  wag.,  25  c.  hand  ex.,  ladders,  etc.;  vnl. 
equip.,  $1,000;  exp.  dept,  $600;  tot  mem.,  20, 
pd.  part  time. 

Water  Supply— ^rc,  wells,  in  bus.  cent;  sya., 
pump  to  «tdp.;  4  pump,  eng.,  cap.  day  600,000 
gals.;  50  hyd.;  mains,  5  m. ;  pies.,  dom.  40  lbs., 
f.  «0  lbs.;  cost,  $125,000;  wks.  owned  by  priv.  Co. 

flANOVER,  p.  2,075;  f.  area,  700  a.;  mere, 
bldgs.,  bk.,  2  k  S  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  k  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c.  eng.,  1  h.  &  L  trk.,  1 
hose  wag.,  8  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft;  inf..  1,600  ft;  tot  hose.  2,600  ft; 
f.  al.,  elec,  10  bx.;  val.  equip.,  $1,300;  exp. 
d<?pt,  $750;  tot   mem.,  25  vol. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
grav.;  mains,  12  m.,  6  to  14  in.  dia.;  60  hyd.; 
55  v.:  met,  3;  200  serv.;  pipe,  galv.  i.;  pres., 
dom.  70  lbs.,  f.  70  to  100  lbs.;  cons.  day.  75,000 
gals.;  cost,  $100,000;  cost  mtce.,  $600;  wks. 
owned  by  Co. 

HAVERHILL,  p.  8.498;  f.  area,  250  a.;  mere 
bldgs.,  bk.  &  wd.,  2  to  4  stor.;  priv.,  bk.  k  wd.. 
1 14  to  2  stor. ;  wd.  rfs.  perm. ;  no  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 6  c  hand  ex.,  1 
h.  k  I.  trk..  2  hose  wag..  2  hose  reels;  hose,  cot, 
rub.  lined,  3.600  ft.;  f.  al.,  wh.;  val.  -equip.,  $2.- 
000;  exp.  dept.,  $600;  tot.  mem.,  81,  pd.  part 
time:    undrs.    rating,   second  class. 

Water  Supply — Src.  riv.,  situated  in  town;  sys., 
pump;  1  pump.  cap.  day  1,600.000  gals.;  mains, 
iron,  4  m.,  4  to  10  in.  dia.;  24  hyd.:  pres.,  dom. 
80  lbs.,  f.  126  lbs.;  cons,  day,  600,000  gals.;  wks. 
owned   by   Co. 

HENNIKER,  p.  1,895;  mere  bldgs..  wd..  1  to  8 
stor.;  priv.,  wd..  1^4  stor.;  wd.  rfs.  perm.;  fwks. 
k  combt.  ord. ;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng..  50  c  hand  ex..  1  h.  ft  1.  trk..  2  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  1.200  ft.;  f.  al.,  bell; 
val.  enuip.,  $1,000;  val.  bldgs..  $8,000;  tot  mem., 
60.   pd.   part  time. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys.. 
grav. ;    mains,    galv.    i.,    3    m.,    8    in.    dia. ;    8   hyd. ; 


8  met;  pipe,  galv.  i.;  pres.,  dom.  119  lbs.,  f.  119 
lbs.;   cost.   $10,000;   wks.  owned  by  Co. 

HILLSBORO  BAIDGE,  p.  2^264;  f.  area,  640  i.; 

mere  bldgs.,  wd.  &  bk..  2  &  3  stor.;  priv.,  wd.,  I4 
k  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 6  c  hand  ex.,  1  h.  *  1. 
trk..  1  hose  wag.,  2  hose  car.;  hose,  cot,  nib. 
lined,  gd.,  2,100  ft;  inf.,  200  f«.;  tot.  hos?. 
2,300  ft.;  f.  al..  Gamewell,  10  bx.;  val.  e<iulp., 
$2,000;  val.  bldgs.,  $5,000;  exp.  dept.,  $il^: 
tot  mem.,  30  vol. 

Water  Supply — Src,  pond,  4  m.  bus.  cenr.;  s}?: 
grav.;  res.  cap..  500,000  gals.;  mains,  S  m.;  40 
hyd.;  415  serv.;  pipe,  iron  k  cem.  lined;  pres.. 
dom.  k  f.  70  lbs.;  cost,  $69,000;  cost  mtcv.; 
$500;  wks.  owned  by  precinct. 

HINSDALE,  p.  1,678;  f.  area,  200  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.  F.  dept. — 
1  hand  eng.,  1  h.  &  L  trk.,  4  hose  car.;  hose,  cot- 
rub,  lined,  2.000  ft;  linen,  1,000  ft.;  inf.,  1,000 
ft.;  tot.  hose,  4.000  ft;  f.  aL,  bell;  val.  equii.. 
$17,600;  vaL  bldgs.,  $4,500;  exp.  dept,  $750;  tot. 
mem.,  75  vol. 

Water  Supply — (For  f.  purposes  only.) — Src, 
riv.  k  canal;  sys.,  pump  dir. ;  6  pump.  eng..  cap. 
day  1.440,000  gals.;  mains,  c  i.,  2%  m..  6  to  If 
in.  dia.;  80  hyd.;  pres.,  f.  90  to  120  lbs.;  coct, 
$15,000;   wks.   owned   by  Co. 

HOLLIS,  p.  936;  mere  bldgs.,  wd.,  1  &  3  stor.: 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area.  F. 
dept. — 1  str.,  2  hand  eng.,  88  hand  ex.,  1  c  eng.. 
1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft.; 
f.  al.,  telp.  k  bell;  val.  equip.,  $1,900;  val.  bldj;^. 
$500;  exp.  dept,  $200;  tot  mem.,  34,  pd.  ^an 
time. 

Water  Supply — Src,  well  k  cisterns. 

HOOKSET.     F.   dept  not  reported. 
Water  Supply — Src,  pond,  H  n>*  bus.  cent;  sys^ 
pump.,  dioL   10  X  10  ft,  mat.  bk.;  res.    cap.,  10.- 

000  gals.;  1  pump,  eng.,  cap.  day  20.000  gals.: 
mains,  iron,  8  m.,  IVi  to  2  in.  dia.;  40  serr.; 
pipe,  iron;  cons,  day,  4,000  gala.;  wks.  owned  by 
private  Co. 

HOPKINTON,  p.   1,678.     F.  dept— 1  hand  eng.. 

1  e  ex.,  20  hand  ex.;  80  voL 

Water  Supply — Src,  wells,  ^  m.  bna.  cent.; 
sys.,  pump;  1  pump,  eng.;  mains,  e  L,  1 H  to  f 
in.   dia.;   cost,  $3,000. 

HUDSON,  p.  1,844;  mere  bldgs.,  wd.,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfa.  perm.  F.  dept. — 1 
hose  wag.,  6  e  hand  ex.;  hoae,  cot,  rub.  liri^d. 
gd.,  2.000  ft;  f.  aL,  bell;  vaL  equip.,  $l,O0v> 
val.  bldgs.,  $400;  exp.  dept.,  $400;  tot  mem.,  is 
vol. 

Water  Supply — Src.  spr.;  sys.,  pump  to  stdp.: 
stdp.  cap..  75,000  gals.,  dim.  12  x  60,  mat.  iron: 
pump,  eng.,  cap.  day  1.000.000  gala.;  man?:.  4 
m..  2  to  6  in.  dia.;  11  hyd.;  88  serv.;  pres,.  dotr. 
45  lbs.,  f.  126  lbs.;  cost.  $50,000;  wks.  owntv] 
by  Co. 

JAFFREY,  p.   1,895;   mere  bide*.,  bk.  vt   wd..  i 
to    4    stor;   priv.,   wd..    2    stor.;    wd.    rfs.    perm,   in 
f.  area;  fwks.  k  combt.  ord.;  causes  of  f.    inv.     F 
dept. — 1    hand    eng.,    2    e    eng.,    6    c.    hand    ex..    1 
h.  &  \.  trk..  1  hose  car.;  hose,  cot.,  rub.  lined,  pi.. 
2.000    ft.;    f.    aL,    bell:    val.    equip..    $3,000:    %il 
bldgs..  $1,000;  exp.  dept,  $500;  tot  mem.,  3o.  j-i 
part  time. 

Water  Supply — Src.  pond;  sys..  grav.;  roan*. 
9%  m.,  12  in.  dia.;  62  hyd.;  218  sen*.;  pres..  dora. 
75  lbs.,  f.  75  lbs.;  cost,  $60,000;  wka.  owned  Vj 
town. 

KEENE,  p.  10.068;  mere  bldgs.,  bk.,  4  ator : 
priv.,  wd..  2  stor.;  wd.  rfs.  perm.;  fwks.  *  coirM. 
ord.     F.  dept — 2  str.,   1  hand  eng.,  8   e  hand  ex. 

2  h.  k  \.  trk.,  2  hose  car..  8  hrs.;  hose,  cot.  ret. 
lined,  gd..  7.000  ft:  inf..  500  ft;  tot  hose.  7.$0<' 
ft;  f.  al.,  elec,  28  bx.:  vaL  equip.,  $l2.00t); 
val.  bldgs..  $10,000;  exp.  dept,  $5,000:  tot  mera.. 
60,  pd.  full  time  4,  vol.  65;  undrs.  rating,  first 
class. 

Water  Supply — Src,  lakes.  8  to  7  m.  bos.  cert.; 
sys.,  grav.;  res.  cap.,  2.000.000  eals.:  mains,  c.  J. 
47  m.,  4  to  24  in.  dia.;  314  hyd.;  50^  v.:  *.-•*•= 
met;  2.2'.'>S  serw;  pipe,  wrt.  i.;  pres.,  do«m,  *  ^ 
no  to  00  Tt)s.;  cofH.  day,  900,000  g«la.;  cota. 
$3OO.«0<88;  cost   mtce.,  ^2,700;  wka.  owned  by  eiv} 

KINGSTON,  p.  1,016;  mere  bldgs..  wd..  2  *  J 
stor.;  Priv.,  wd..  2  stor.;  wd.  rfs.  perm.:  no  fwk* 
k   comot.    ord.;    causes   of   f.    inv.      F.    dept. — 5  r 
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trk.,  1  hose  car.; 

ft;    f.    al.,    bell; 

$500;   tot.   ineiii., 


hand  ex.,   1  hand  eng.,  1  h.  JE  1. 
hose,    cot.,    rub.    lined,    gd.,    500 
val.  equip.,    $1,000;    val.   bldflrs., 
2U  vol. 
Water  Supply — Src,  wells. 

LACONIA,  p.  10,183;  f.  area,  1,500  a.;  mere. 
Iildgs.,  bk.   &   wd.,    4    &    5   stor.;   priv.,  wd.,    1%    to 

3  star.;  wd.  rfs.  not  perm.;  fwks.  &  combt.  on!.; 
causw  of  f.  iuv.  V.  dept. — I  c.  eng.,  1  Hlr.,  '1 
coutb.    c.   &   h.    wag.,    24    Irnnd   ex.,   2    n.   &   1.   trk., 

4  liotfe  wug.,  9  hrs. ;  hose,  cot.  rub.  Ivned,  gd., 
12.000  ft.;  inf.,  600  ft.;  tot.  hose,  12,<e00  ft.;  f. 
al.,  (iainewell,  74  bx.;  val.  equip.,  $35,000;  val. 
lildgs.,  $40,000;  exp.  dept.,  $14,000;  tot.  niem. 
68,  pd.  full  time  4,  pd.  part  time  2,  voL  ft2;  undrs. 
rating,  first   class. 

Water  Supply — Src,  lake,  H  m.  bua.  cent; 
sys.,  pump  to  res.;  res.  cap.,  2.750,000  gals.;  2 
pump,  eng.,  cap.  day  3,000,000  gals.;  mains,  c.  i. 
k  cem.,  25  m.,  4  to  12  in.  dia.;  100  hyd.;  met, 
1,446;  1,696  serv.;  pipe,  wrt.  i.;  pres.,  dom.  86 
lbs.,  f.  85  lbs.;  cons,  day,  600,000  gals.;  cost 
$180,000;  cost  mtce.,  $7,244;  wks.  owned  by  Co. 

LANCASTER,  p.  8,064;  f.  area,  1,200  a.;  mere 
Iddgs.,  wd.  &  bk..  2  to  4  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  &  combt  ord.;  causes 
of  f.  inv.  P.  dept. — 2  hand  eng.,  8  c.  hand  ex., 
irk.,  3  hose  wag.,  1  nose  car.,  2  hrs.; 
rub.  lined,  gd.,  8,600  ft;  f.  al..  Game 
bx.;     val.     equip.,     $2,000;     exp.    dept, 


&  1. 

cot, 

11 


1   h. 

hose, 

well, 

$1,000;   tot.  -linem.,   86   vol.;   undrs.   rating,   second 

class. 

Watar  Supply — Src.,  brook,  6  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  2,000,000  gals.;  mains,  c  i., 
12  m.,  6  to  12  in.  dia.;  70  hyd.;  66  v.;  met.  1; 
600  serv.;  pipe,  galv.  i. ;  pres.,  dom.  76  lbs.,  f. 
75  to  85  lbs.;  cost  $80,000;  cost  mtce.,  $1,000; 
wks.  owned  by  city. 

LEBANON,  p.  6,718;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.  &  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  &  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  c.  eng.,  2  c  hand 
ex.,  1  h.  &  1.  trk..  1  hose  wag.,  3  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  2.800  ft.;  inf.,  600  ft;  tot 
hose,  3.300  ft;  f.  al.,  Oamewell,  12  bx.;  val. 
equip..  $6,000;  val.  bldgs.,  $3,600;  exp.  dept, 
$2,000;  tot.  mem..  66  vol. 

Water  Supply — Src,  riv.,  1  m.  east  bus.  cent; 
res.  cap.,  1.000,000  gals.;  2  pump,  eng.,  cap.  day 
2,000,000  gals.;  mains,  iron,  4  to  10  in.  dia.;  72 
liyd.;  96  v.;  met,  200;  676  serv.;  pipe,  galv.  i.; 
pres.,  dom.  90  to  147  lbs.,  f.  90  to  147  lbs.;  cost, 
$100,000;  wks.  owned  by  city. 

LISBON,  p.  2,460;  f.  area,  640  a.;  mere,  bldgs.. 
bk.,  1  to  3  stor.;  wd.  rfs.  perm.  F.  dept. — 18  c. 
hand  ex.,  1  hand  wag.;  1  h.  &  1.  trk.,  2  hose  car.; 
hose  cot.,  rub.  lined,  gd.,  3,000  ft:  inf.,  500  ft.; 
tot  hose,  3,500  ft.;  i.  al.,  wh. ;  val.  equip.,  $5,- 
000;   exp.  dept..  $2,000;  vol. 

Water  Supply — Src,  lake,   1  m. 
grav.;   res.   cap..   1,000,000  gals.; 
cem.,    7    m.;    42   hyd.;    100   serv.; 
dom.     110    lbs.,    f.    110    lbs.;    cons,    day,    400,000 
jrals. ;  cost,  $40,000;  cost  mtce.,  $500;  wks.  owned 
by    Co. 

LITTLETON,  p.  4,069;  f.  area,  1.400  a.;  mere 
hlilgs.,  I>k.  A;  wd.,  2  to  6  stor.;  priv.,  bk.  Sl  wd., 
2'''  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  &  combt. 
ord. ;  causes  of  f.  inv.  F.  dept. — 1  c  eng.,  1  hand 
c.  cart.;  9  c  hand  ex.,  1  h.  &  1.  trk..  1  hose  wag., 
2  Iiose  reels,  3  hrs.;  hose,  cot.,  rub.  lined,  gd.. 
5,000  ft;  i  al.,  elec,  20  b.x.;  val.  equip..  $5,000; 
val.  bldgs.,  $100;  exp.  dept.,  $4,800;  tot  mem., 
IS    vol. 

Water  Supply — Src,  spr.,  10  m.  bus.  cent.;  sys.. 
irrav. ;  res.  cap.,  T.5i')0  000  gals,;  mains,  c.  i..  18 
»ii  4  In  12  ill,  dia.:  70  hyd,;  met..  10;  380  serv.; 
pipe,  wrt.  i.  k  lead;  pres,,  dom.  110  lbs.,  f.  126 
lbs.;  cons,  day,  350.000  gals.:  cost,  $200,000;  cost 
mtce.,    $2,000;    wks.    owned   by   city. 

MANCHESTER,  p.  70.063;  mere  bldgs.,  bk.,  1 
•to  6  stor.;  priv.,  wd.,  3  k  3^^  stor.;  wd.  rfs.  perm. 
r.  dept. — 7  sir.,  2  comb.  c.  k  h.  wag.,  33  c  hand 
ex.  (3  c  hand  ex.,  in  rosone),  1  c  eng.,  4  auto, 
romb.  c.  k  h.  wag.,  1  chief's  auto.,  2  h.  lb  1.  trk., 
2  auto.  aer.  trk.,  2  aer  trk.,  6  hose  wag.  (3  hose 
reels  in  reserve),  1  f.  al.  auto.,  1  supply  vng.,  9 
exercise  wag.  44  hrs.  (3  in  re8er\'e) ;  hose,  cot., 
rub.  lined,  gd.,  26,000  ft  (6,700  ft.  fn  reserve); 
f.  aL.  Gamewell,  100  bx.;  val.  equip.,  f32,000; 
val.  bldgs.,  $82,852;  tot  mem.  184,  pd.  full  time 
8  7,   pd.   part  time  97. 


bus.  cent;  sys., 
mains,  wrt.  i.  k 
pipe,   iron;   pres.. 


2,000  ft.;  inf.,  1,000  ft;  tot 
bell  k  wh. ;  exp.  dept,  $392; 


Water  Supply — Src,  Massabesic  Lake,  4  m.  bus. 
cent.;  sys.,  pump  to  res.;  res.  cap.,  19,000,000 
gals.;  '5  pump,  eng.,  cap.  day  21,000,000  gals.; 
mains,  c  i.,  •140.372  m.,  4  to  ^0  in.  dia.;  982 
hyd.;  1,382  v.;  met,  6,304;  7,876  serv.;  nipe, 
l«ad  lined  iron;  pres.,  dom.  k  f.  '60  to  130  rbs. ; 
con;;,  day,  4,600,000  gals.;  cost,  $2,870,595;  cost 
mtce.,    $49,754;    wks.    owned    by    city. 

MARLBORO,  p.  1,478;  bldgs.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  k  combt.  ord.  F.  dept. — 1 
str.,  1  hand  eng.,  1  h.  &  I.  trk.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  J 
lioue,  3,000  ft;  i.  aL, 
tot.   mem.,   60  vol. 

Watar  Supply — Src,  spr.  k  riv. 

MEREDITH,  p.  1,638;  f.  area,  820  a.;  bldgs., 
wd.,  1  &  2  stor.;  wd.  rfs.  perm.  F.  dept. — 1  hand 
eng.,  1  h.  &  1.  trk.,  2  hose  car.,  4  h.  ex.;  hose, 
cot,  rub.  lined,  gd.,  1,500  ft;  leather,  gd.,  460 
ft;  linen,  gd.,  200  ft;  tot.  ho.««e,  2,150  ft;  f. 
al..  wh.  k  telp.,  3  bx. ;  val.  equip.,  $2,500;  vaL 
bldgs.,  $1,000;  exp.  dept.,  $480;  tot.  mem.,  30 
vol. ;    undrs.    rating,    secnnd    class. 

Water  Supply — Src,  snr.  k  brooks;  sys.,  grav.; 
res.  cap.,  10.000,000  gals.;  mains,  iron,  5  m.,  4 
to  10  .n.  dia.;  45  hyd.;  met,  27;  220  serv.;  pipe, 
iron;  pres.,  f.  90  lbs.;  cost,  $48,000;  wks.  owned 
oy  f.  district 

MERIDEN,  p.  250;  f.  area,  200  a.;  mere,  bldgs., 
bk.  k  wd.,  1  &  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.   perm.;  no  fwks.   k  combt   ord.     No  f.  dept. 

Water  Supply — Src,  brook,  2  m.  bus.  cent; 
aya.,  grav.;  res.  cap.,  48,000  gals.;  mains,  iron, 
1%  m.,  4  in.  dia.;  2  hyd.;  4  v.;  met.,  7;  32 
serv.;  pipe,  iron;  pres.,  dom.  150  to  300  lbs.,  f. 
75  to  150  lbs.;  cons,  day,  4,000  gals.;  cost, 
$6,000;   wks.   owned  by  Co. 

MILFORD,  p.  3,939;  f.  area,  2,660  a.;  bldgs., 
wd.,  2  &  3  stor.;  wd.  rfs.  perm.  F.  dept. — 1  hand 
eng.,  1  h.  ft  1.  trk.,  2  hose  car.,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  3,700  ft;  f.  al.,  elec,  20  bx.; 
val.   equip.,  $11,000;  exp.  dept,  $1,841;  voL 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  276,000  gals.,  dim. 
25  X  70,  mat  boiler  i. ;  2  pump,  eng.,  cap.  day 
1,000,000  gals.;  nrains,  c  L,  7  m..  4  to  10  in. 
dia.;  69  hyd.;  90  v.;  met,  255;  578  serv.;  pipe, 
cem.  lined;  pres.,  dom.  86  lbs.,  f.  86  lbs.;  cons, 
day.  125,725  gals.;  cost.  $62,502;  cost  mtce.,  $6,- 
283;   wks,   owned  by  city. 

MILTON,  p.  1,542;  mere  bldgs.,  wd. 
6  c  hand  ex.,   1   hose  car.;  hose,   1,200 


F.  dent — 
ft.;  f.  al.. 


bell    k    wh.;    val.    bldgs.,    $600;    exp.    dept.,    $200; 
tot.   mem.,   30  vol. 
No   water   supply. 

NASHUA,  p.  26,006;  f.  area,  8^/^  sq.  m.;  mere 
bldgs.,  bk.,  3  to  5  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  "F.  dept. — 4  str.,  1  c  eng.,  1  auto  comb» 
c.  k  h.  wag.,  1  auto,  squad  wag.,  27  c  hand  ex., 
2  h.  k  I.  trk.,  4  hot*e  wag.,  27  hrs.;  hose,  cot., 
nib.  lined,  gd.,  10,000  ft.;  inf.,  700  ft;  tot.  hose, 
10,700  ft,;  f.  aL.  Gamewell,  59  bx. ;  vaL  equip., 
$51,235;  val.  bUlgs.,  $91,000;  exp.  dept,  $45,- 
000;  tot.  mem.  106,  pd.  full  time  28,  pd.  part 
time   78. 

Water  Supply — Src,  wells  k 
cent.;  sys.,  pump  to  res.  k  dir. ; 
000  gals.;  5  pump,  eng.,  cap. 
gals.;  main.s,  c  i.,  56  m.,  4  to 
hyd.;  700  v.;  met,  1,100;  4,000 
i.;    pres.,    dom.     60     lbs.,     f.     90 


spr..  3  m.  bus. 
res.  cap..  4,000.- 
dav,  22,000,000 
24  in.  dia.;  827 
serv.;  pipe,  galv. 
lbs. ;    cons,    day. 


4.700,000  gals.;  wks.  owned  by  Co. 

NEW  BOSTON,  p.  982;  f.  area,  600  a.;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ord.;  f.  inv.  F.  dept. — 1  hand  eng., 
1  c  el^g.,  12  hand  ex.,  2  hose  car.,  extension  lad- 
der; hose,  cot.,  gd.,  1,250  ft.;  linen,  gd.,  200  ft; 
leather,  gd.,  40(7  ft;  inf.,  400  ft;  tot  hose,  2.260 
ft.,  f.  al.,  wh.;  val.  equip.,  $1,000;  val.  bldgs., 
$1,500;  exp.  dept,  $160;  tot.  mem.,  60,  pd.  part 
time. 

Water  Supply— Src,  wells  k  riv.;  in  bus.  cent; 
sys..  dir.  pres.;  1  pump,  eng.;  mains,  i.,  1\^  m., 
3  to  8  in.  dia.;  10  hyd.;  wks.  owned  by  Co.  k  city. 

NEW  IPSWICH,  p.  927.  F.  dept— 8  hand  eng.. 
5  c  hand  ex.;  tot.  mem..  76  vol. 

Water  Supply — Src,well«  k  riv.  in  bus.  cent.; 
sys.,  dir.  pres.;  1  pump,  eng.;  mains,  iron,  1%  m., 
3  to  8  in.  dia. ;  1 0  hyd. ;  wks.  owned  by  Co.  k  city. 
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NEWMARKET,  p.  3,848;  f.  area,  8  a.;  mere, 
bldgs.,  stn.,  bk.,  wd.,  1  to  3  ^  stor. ;  priv.,  wd.,  2  ^ 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord. ; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  3  c.  hand 
ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  2  hose  reels,  2 
hra. ;  hose,  cot.,  rub.  lined,  gd.,  2,460  ft.;  inf., 
1,000  ft;  tot.  hose,  3,460  ft.;  f.  al.,  elec,  12 
bx.;  val.  equip.,  $6,263.51;  val.  bldga.,  $2,000; 
exp.  dept.,  $2,660;  tot.  mem.,  63;  pd.  part  time  48, 
16  substitutes;  undrs.  rating,  second  class. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  sys., 
pump,  to  stdp.;  stdp.  cap.,  212,000  gals.,  dim. 
38  X  26,  loc.  on  hill,  mat.  iron;  1  pump,  eng.,  cap. 
day  2,^^00,000  gals.;  mains,  c.  i.,  7  m.,  4  to  12 
in.  dia.;  6S  hyd. ;  met.,  68;  pipe,  galv.  i.;  pres., 
dom.  70  to  96  lbs.,  f.  70  to  96  lbs.;  cons,  day, 
168,000   gals.;   wks.    owned  by   town. 

NEWPORT,  p.  3,766;  mere  bldga.,  bk.,  2  &  8 
stor;  priv.,  wd.,  1  &  2  stor.;  wd.  rfii.  perm.  F. 
dept. — 1  str.,  1  h.  &  I.  trk.,  8  hose  car.,  6  hired 
hrs.;  hose,  rub.,  gd.,  3,000  ft.;  f.  al.,  elec,  12 
bx.;  val.  equip.,  $7,000;  val.  bldgs.,  $16,000;  exp. 
dept.,    $2,476,  tor.   mem.,   36   vol. 

Water  Supply — Src,  pond,  6Vi  m.  bua.  cent.; 
sys.,  grav. ;  res.  cap.,  700,000  gals.,  loc.  1  m. 
bus.  cent.;  mains,  c.  i.,  19  3*6  m.,  4  to  12  in. 
dia.;  83  hyd.;  83  v.;  618  serv.;  3  met.,  pipe,  cem. 
lined;  pres.,  dom.  80  to  1^0  lbs.,  f.  80  to  130 
lbs.;  coat,  $118,000;  cost  mtce.,  $1,400;  wks. 
owned  by  town. 

NEWTON,  p.  962;  mere,  bldga.,  wd.,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area:  fwka. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  1. 
trk.,  1  c.  hand  ex.,  1  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  f.  al.,  bell;  val.  equip., 
$2,600;  exp.  dept.,  $176;  tot.  mem.,  9,  pd.  part 
time. 

Water  Supply — Src,  ponds  ft  res.;  1  hyd. 

NORTH  CONWAY,  p.  900;  mere  bldgs.,  wd.,  8 
to  6  stor.;  priv.,  wd.,  1  to  3  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept. — 1  hand  eng., 
2  hose  wag.;  hose,  cot,,  rub.  lined,  gd.,  1,000  ft.; 
vol. 

Water  Supply — Src,  Artists'  Brook,  Kearsage 
Brook  ft  Mountain  Brook;  sys.,  grav.;  res.  cap., 
2,000,000  gals.;  pipe,  14  m. ;  36  nyd.;  200  serv.; 
pres.,  100  lbs.;  cost,  $76,000;  coat  mtce.,  $400; 
wks.    owned   by  precinct. 

NORTHUMBERLAND,  p.  2,184.  F.  dept.— 1 
hand  hose  reel,  1  wag.;  hose,  1,600  ft;  f.  al., 
elec;  vol.  Co. 

Water  Supply — Src,  brooks,  3  m.  bus.  cent.; 
res.,  cap.,  600,000  gals.;  mains,  c.  1.,  8  m.,  4  to 
10  in.  dia.;  36  hyd.;  300  serv.;  pipe,  galv.  1. ; 
pres.,  dom.  78  lbs.,  f.  80  lbs.;  cost,  $40,000; 
cost  mtce.,   $750;  wks.   owned  by  town. 

NORTHWOOD,  p.  1,200;  f.  area,  4  m.  F.  dept 
— 4  c.  eng.;  val.  equip.,  $1,000;  tot.  mem.,  20 
vol. 

Water  Supply — Src,  wells. 

PEMBROKE,  p.  3,062;  mere  bldga.,  bk.  F. 
dept. — 1  c  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
1,600  ft;  f.  al.,  bell;  vol. 

Water  Supply — Src,  pond,  6  m.  bua.  cent.;  sys., 
grav.;  mains,  c.  i.,  2%  m.,  6  to  12  in.  dia.;  61 
nyd.;  400  serv.;  pipe,  galv.  i.;  prea.,  60  lbs.;  cost, 
1 7 0,000;   wks.  owned  by  Co. 

PENNACOOKj  p.  1,800;  mere  bldga.,  bk.  ft  wd., 
2  ft  8  stor.;  pnv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no 
.fwks.  ft  combt  ord.  F.  dept. — 1  §tr.,  hooks  ft 
ladders,  8  hose  wag.,  4  hrs.;  hose,  cot,  rub.  lined, 
gd.,  8,000  ft.;  f.  al.,  bell,  wh.  ft  Garaewell;  val. 
equip.,  $7,600;  val.  bldga.,  $10,600;  exp.  dept, 
$1,600;  tot  mem.,  42. 

Water  Supply — Src,  pond,  7  m.  bua.  cent;  sys., 
grav.;  maina,  wd.,  13  m..  4  to  12  in.  dia.;  62 
hyd.;  226  serv.;  pipe,  galv.  i.:  pres.,  dom.  60  to 
96  lbs.;  f.  60  to  96  lbs.;  cost,  $74,000;  cost  mtce., 
$200;  wks.  owned  by  town. 

PETERBORO,  p.  2,277;  f.  area,  28,040  a.; 
mere  bldgs..  stn.,  bk.  ft  wd..  1  to  3  stor.;  priv., 
bk.  ft  wd.,  2  ft  3  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
2  hand  eng.,  10  c  hand  ex.,  2  hose  car.;  linen 
hose,  3,600  ft.;  f.  al.,  bell  ft  wh. ;  val.  equip.,  $4,- 
000;  val.  bldgs.,  $800;  exp.  dept,  $879;  tot.  mem., 
63   vol. 

■Water  Supply — Src,  brook  ft  pond.  8  m.  bus. 
cent;  sys.,  grav.;  res.  cap*.,  1,000,000  gala.,  loc 
^  m.  east  of  village;  mains,  iron,  7%  m.,  4  to 
12  in.  dia.;  72  hyd.;  69  v.;  met,  76;  840  serv.; 
pipe,   wrt.   i.,   cem.   lined;   pree.,   dom.    60   to  126 


lbs.;  cost,  $62,186;  cost  mtce.,  $800;  wka.  ovned 
by  city. 

PITTSFIELD.  p.  2,222;  f.  area.  700  a.;  raert 
bldgs.,  bk.  ft  wd.,  1  to  5  stor.;  priv.,  bk.  ft  m^  t 
stor.;  wd.  rfs.  perm.;  no  fwks.  &  combt  <h4.; 
causes  of  f.  inv.  F.  dept. — 1  hand  cng^  1  c. 
eng.,  8  c  hand  ex.,  1  h.  ft  1.  trk.,  1  boae  wag..  : 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  4.000  ft.; 
inf.,  1,000  ft;  tot  hose,  6,000  ft;  f.  aL.  bdl  t 
wh.,  11  bx.;  val.  equip..  $6,000;  val.  bldga..  If.- 
000;  exp.  dept,  $2,730;  tot.  mem.,  40  toL 

Water  Supply — Src,  pond;  sya.,  grav.;  rea  eapt, 
1,500,000  gala.;  maina,  iron,  6%  m.,  4  to  10  a. 
dia.;  38  h}'d.;  met,  6;  pree..  dom.  60  Iba.,  f.  ^e 
lbs.;  cost  $40,000;  coat  mtce.,  $600;  wksL  ovued 
by  Co. 

PLAISTOW,  p.  1,173;  mere,  bldgs.,  wd.,  t  stor.: 
priv.,  wd.,  2  ator.;  wd.  rfa.  perm.;  no  fwks.  omL; 
f.  inv.  F.  dept — 1  hand  eng.,  1  hose  car.;  S 
hand  ex.;  hose,  linen,  gd.,  1,000  ft;  tot  bkibl, 
36  vol. 

Water   Supply — Src,  wella  ft  ret. 

PLYMOUTH,  p.  2,200;  f.  area,  640  a.;  bldgs^ 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks^  & 
combt.  ord.  F.  dept — 12  c  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  car.  ft  2  hose  reels;  hose,  cot,  rgt>. 
lined,  gd.,  1,600  ft;  inf.,  500  ft.;  lot  bi>s«, 
2,100  ft;  f.  al.,  Qamewell,  12  bx.;  val.  equi?.. 
$2,700;  val.  bldga.,  $1,200;  exp.  dept..  $2,100;  tOt 
mem.,    28    vol.;    undrs.    rating,    second    clas!». 

Water  Supply — Src,  spr.;  sys.,  grav.  A  pump  t? 
res.;  res.  cap.,  8,600,000  gals.;  1  pump.  «3g.; 
mains,  e  i.,  8  m.,  4  to  8  in.  dia.;  45  hyd.;  met. 
286;  300  serv.;  pres.,  dom.  70  lbs.,  f.  70  lbs.: 
cons,  day,  60,000  gals.;  cost,  $43,000;  cost  mtce.. 
$5,000;   wks.   owned   by   town. 

iPORTSMOUTH,    p.    11,269;    f.    area,    S    aq.    ci . 
mere  bldgs.,  bk.  ft  wd.,   1  to  4   stor.;    priv.,  bk.  \ 
wd.,   I   to  4   stor.;  wd.  rfs.  perm,  in  f.   area;    t«rkK 
&   combt.  ord.;   causes  of  f.   inv.      F.   de|>t — 4   >tr 
1  comb,  c  ft  h.  wag.,  12  c  hand  ex.,  1   h.  ft  1.  trk, 
4    hose   wag.,    6    hrs.;    hose,    cot,    rub.,    lined,   sri . 
1«,000    ft;    inf.,    2,000   ft;   tot   hose,    liS,Oao  li., 
t.   al.,   bell,   wh.   ft  Gamewell,   40    bx.;    tsI.    oqui^ 
$48,000;    exp.    dept,    $18,000;    tot    Diem.    s>3.   i-. 
full  time  7,  pd.  part  time  76. 

Water  Supply — Src,  wells  ft  res.,  S  ft  S  m 
bus.  cent;  sys.,  grav.,  pump  to  res.  A  stdp.;  ^:c 
cap.,  500,000  gals.,  dim.  30  x  100,  mat.  iixns;  r^ 
cap.,  25,000.000  gals.;  8  pump,  eng.,  class  comp. 
cap.  day  6,000,000  gals.;  mains,  e  i.,  35  m...  4 
to  16  in.  dia.;  190  hyd.;  360  v.;  met,  247;  2,847 
serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  ft, 
lbs.;  cons,  day,  1,800,000  gala.;  cost,  $375.0"" ■ 
cost  mtce.,  $40,000;  wks.  owned  by  city. 

RAYMOND,  p.  1,203;  mere,  bldga..  wd..  S  to  4 
stor.;  priv.,  wd.,  1\^  stor.;  wd.  rfs.  perm.;  :•' 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  P.  depc.— 
1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  t,^-^'*' 
ft;  val.  equ  p.,  $800;  tot  mem.,  22  voL;  u&-ir$. 
rating,  second  class. 

Water  Supply — Src.  wells,  900  ft  bns.  cent: 
aya.,  pump  to  stdp.  ft  dir.;  atdp.  cap.,  118.0^ 
gala.,  dim.  16  x  90;  pump,  eng.,  cap.  day  750.0*^ 
gala.;  mains,  c  1.,  8  m.,  6  to  10  in.  dia.;  29  kyc- : 
116  serv.;  pipe,  galv.  i.;  prea.,  dom.  63  lbs..  ' 
76  lbs.;  cons,  day,  70,000  gals.;  cost,  $29,»9> 
cost  mtce.,  $800;   wks.  owned  by  town. 

ROCHESTER,  p.  8,868;  mere  bldga.,  bk.  ft  wd- 
8  ft  4  ator. ;  priv.,  wd.  ft  bk.,  1^2  stor. ;  « - 
rfa.  perm.;  fwks.  ft  combt  ord.  F.  dept. — 3  coc^ 
c.  ft  h.  wag.,  12  e  hand  ex.,  1  hand  eng.,  1  h.  &  I 
trk.,  3  hose  wag.,  3  hose  car.,  4  hrs.;  hose,  c^. 
rub.  lined,  gd.,  9,000  ft;  inf.,  600  ft;  tot  bx 
9.500  ft;  I.  al.,  Gamewell,  18  bx.;  val.  ev|vi 
$9,000;  val.  bldgs.,  $32,000;  exp.  dept.,  $5,0  .; 
tot   mem.,   76,   pd.   part  time. 

Water  Supply — Src,  pond  ft  rea.,  4  m.  bua..  cert: 
sys..  grav.,  pond  ft  res.,  cap.  3,000.000  gaU  . 
sldp.  cap.,  375,800  grals.;  mains,  e  L,  32  m..  4  ^- 
10  in.  dia.;  187  hyd.;  998  met;  1,655  serv.;  jl:.. 

f:ilv.    i.;    pres..    dom.    ft    f.    65    to    65    Ibsw;    ro:, 
•200,000;  cost  mtce.,  $3,000;  wks.  owned  by  rlrr 

ROLLINSFORD,    p.     1,886.      F.    dent — 2    h*&! 
eng.,  hand  ex..  2  hoae  carta;  f.  al.,  bell;  40  vcL 
Water  Supply — 9  hyd.;  pres..  85  lbs. 

RUMNEY,  p.  850.  F.  dept — 12  c  hand  ex 
1  h.  ft  1.  trk.,  2  hose  carts:  hose,  600  ft;  f.  al 
Gamewell;  tot.  mem.,  20,  po.  full  time  I,  vol  19 

Water  Supply — -Src.  ft  ays.,  not  reported;  pres.. 
86  lbs.;  86  hyd. 
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SALEM,  p.  2,117.  F.  dept. — 2  hose  car.,  2 
5-gal.  chemicals;  hose,  2,000  ft.;  f.  al.,  bell;  tot. 
mem.,  20  vol. 

Water  Supply — Src,  lake,  2  m.  bus.  cent.;  ^s., 
gvAv.'y  mains,  c.  i.,  8  m.,  2  to  12  in.  dia.;  62  hyd.; 
10  v.;  265  serv.;  pres.,  dom.  k  f.,  45  lbs.;  cost 
$50,000;  wks.  owned  by  town. 

SALMON  FALLS  (town  of  RoUinsford),  p.  1,- 
800;  f.  area,  200  a.;  mere,  bldgs.,  bk.  ft  wd.,  2^ 
&,  3  Btor.;  priv.,  bk.  k  wd.,  1^  to  8  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 
2  hand  ens.,  8  c.  hand  ex.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  1,650  ft.;  f.  al.,  bell  k  wh.;  val. 
equip.,  $1,000;  val.  bldgs.,  $12,000;  exp.  dept., 
$484;  tot.   mem.,   40  vol. 

Water  Supply — Src,  wells. 

S0MER8W0RTH,  p.  6,704;  mere,  bldgs.,  wd.  k 
bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
cauaea  of  f.  inv.  F.  dept. — 1  h.  k  1.  trk..  2  hose 
wag.,  2  hcae  reels;  hose,  cot,  rub.  lined,  gd.,  4,000 
ft.;  inf.,  800  ft.;  tot.  hose,  4,800  ft.;  f.  al.,  bell; 
vsl.  eauip.,  $14,500;  vaL  bldgs.,  $6,100;  exp. 
dept.,  $4,600;  tot.  mem.,  88,  pd.  full  time. 

Water  Supply— Src,  riv.,  2  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  1,000.000  gals.,  dim. 
45  X  95,  mat.  iron;  2  pump,  eng.,  cap.  day  2,- 
000,000  gals.;  mains,  iron,  4  to  18  in.  dia.;  96 
hyd.;  120  v.;  met.,  297;  967  serv.;  pipe,  galv.  i.; 
pres.,  dom.  80  lbs.,  f.  90  lbs.;  cons,  day,  465,000 
gals.;  cost  mtce.,  $14,000;  wks.  owned  by  city. 

8TEWARTST0WN,  p.  1,128;  f.  area,  150  a.; 
mere  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  l\i  k  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept. — 
2  hose  car.,  600  ft.  cot.  hose;  val.  equip.,  $1,600; 
exp.  dept.,  $200. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  sys., 
grav. ;  mains,  iron,  2^^  m.,  8  in.  dia.;  prea.,  dom. 
22  lbs.;  cost,  $10,000;  wka.  owned  by  Co. 

SUNAPEE,  p.  1,071;  f.  area,  200  a.;  mere 
bldgs.,  wd.,  1 1/^  to  4  stor.;  priv..  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c.  eng.,  5  c  hand  ex., 
2  h.  k  1.  trk.,  3  hose  wag.,  1  hose  reel;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft:  inf.,  1,000  ft;  tot.  hose, 
2,000  ft;  f.  al.,  elec,  7  bx.;  val.  bldgs.,  $2,000; 
exp.    dept,   $200;   tot.    mem.,   60,   pd.    part   time. 

Water  Supply — Src,  lake,  ^  m.  bus.  cent; 
ays.,  pump  to  res.;  res.  cap.,  300,000  gals.,  loc 
200  ft  above  lake;  2  pump,  eng.,  cap.  day  250,000 
gals.;  mains,  c  i.,  2^  m.,  4  to  8  in.  dia.;  80 
hyd.;  met.,  6;  100  serv.;  pipe,  galv.  i.;  prea.,  dom. 
90  to  170  lbs.;  f.  90  to  170  lbs.;  cons,  day,  80,000 

gals.;  cost,  $80,000;  cost  mtce.,  $500;  wks.  owned 
y  town. 

SUNCOOK,  p.  2,500;  f.  area,  2,500  a.;  mere, 
bldgs.,  wd.  k  bk.,  2Vi  &  8  stor.;  priv.,  wd.,  1^,  2 
k  2%  stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  1  h.  ft  1. 
trk.,  2  hose  wag.;  hoae,  rub.  lined,  gd.,  2,000  ft; 
f.  al.,  Gamewell,  6  bx.;  val.  equip.,  $2,500;  exp. 
dept,  $400;  tot.  mem.,  18  vol. 

Water  Supply — Src,  pond,  6  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  126,000  gals.,  loc.  2^  m.  town; 
2  pump,  eng.,  cap.  day,  988,600  gals.;  mains, 
c  i.,  8  m.,  6  to  12  in.  dia.;  52  hyd.;  400  serv.; 
83  met.;  pipe,  galv.  i.;  pres.,  f.  60  lbs.;  coat, 
$70,000;  wks.  owned  by  Co. 

TILTON,  p.  1,866;  f.  area,  600  a.;  mere  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  ft  2%  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causea  of  f. 
inv.  F.  dept. — 2  hand  eng.,  8  c.  hand  ex.,  1  h. 
ft  L  trk.,  3  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,100  ft;  inf.,  1,000  ft;  tot  hose,  8.100  ft:  f.  ah, 
Gamewell;  vaL  equip.,  $2,300;  val.  bldgs.,  $1,000; 
exp.  dept,   $1,000;  tot   mem..*  20,  pd. 

Water  Supply— ^rc,  pond,  8  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  3,000,000  gals.;  mains,  6  m.,  6  to 
12  in.  dia.;  37  hyd.;  600  serv.;  pipe,  iron;  pros., 
dom.  ft  f.  100  to  115  lbs.;  cost  $87,400;  cost 
mtce.,  $3,000;   wks.  owned  by  priv.   Co. 

TROY,  p.  1,331;  mere  bldgs.,  bk.  ft  wd.,  2  ft  3 
stor.;  priv.,  bk.  ft  wd.,  1^  ft  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combt  ord.  F.  dept. — 1  str., 
I  hoee  wag.,  1  hand  hose  reel;  hose,  cot,  nib. 
lined,  gd.,  3,000  ft.;  inf.,  100  ft;  tot  hose,  3,100 
ft;  f.  nL,  bell  ft  wh.;  val.  equip.,  $4,600;  val. 
blflsfs.,   $400;   tot.   uietn.    15,  pd.   part  time. 

Water  Supply — Src.  6  cisterns  ft  riv.,  in  bus. 
cent.;  svs.,  grav.;  2  pump,  eng.,  cap.  day  864,000 
gals.;  mains,  i..  3,210  ft,  8  in.  dia.;  50  hyd.; 
jires.,  f.   100  to  125  lbs.;  wks.  owned  by  town. 


WALPOLE.  p.  2,668;  bldgs.,  wd.  F.  dept— 1 
hand  eng..  1  h.  ft  L  trk.,  2  hose  car.,  1,800  ft 
hose;  f.  at,  bell;  vol. 

Water  Supply — Wks.  owned  by  Co.;  sys.,  grav. 

WARNER,  p.  1,226;  f.  area,  75  a.;  mere  bldgs., 
wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept. — 

2  hand  eng.,  1  h.  ft  L  trk.,  3  hose  reela,  15  hand 
c  ex.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  f.  aL, 
bell;  val.  eauip.,  $1,000:  val.  bldgs.,  $500;  tot 
mem.,  20  vol.;  undrs.  rating,  secondf  claas. 

Watsr  Supply — Src,  lake  ft  well;  sys.,  grav.:  res. 
cap.,  8,000,000  gals.;  mains,  2^  m.;  35  hyd.; 
pies.,  dom.  65  to  87  lbs.,  f.  87  lbs.;  cons,  day, 
75,000  gala.;  coist,  $23,000;  wks.  owned  by  Werner 
Village   Fire   District. 

WHITEFIELD,  p.  1,686;  f.  area,  400  a.;  mere 
bldgs..  wd.,  2  ft  8  stor.;  priv.,  wd.,  IH  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 40  c  hand  ex.,  1  h.  ft  L  trk.,  2 
hose  wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  f.  aL,  wh.;  val.  equip.,  $1,600;  exp. 
dept,  $260;  tot  mem.,  20  vol. 

Watsr  Supply — Src,  brooks;  sys.,  grav.;  res. 
tap.,  600,000  gala.;  maina,  e  L,  10  m.,  6  to  10 
in.  dia.;  44  hyd.;  214  serv.;  pipe,  galv.  L;  pres., 
dom.  80  to  110  lbs.;  f.  80  to  110  Iba.;  cose, 
$64,000;  cost  mtce.,  $1,000;  wks.  owned  by  village. 

WILTON,  p.  1,490;  f.  area,  1,000  a.;  mere 
bldgs..  bk.,  1  ft  2  stor.;  priv.,  wd..  IH  stor.; 
wd.  rfs.  pom.  in  f.  area;  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  hand  eng.,  6  e  hand  ex.,  1 
auto.  comb.  h.  ft  L  trk.,  1  h.  ft  1.  trie.,  3  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  inf.,  800  ft; 
tot.  hose,  1,300  ft;  f.  aL,  wh.  ft  telp.;  val.  equip., 
$1,400;  vaL  bldgs.,  $1,500;  tot.  mem.  83,  pd.  part 
tiuie. 

Water  Supply — 3rc.,  brooks,  IV^  m.  bus.  cent; 
Hye-,  grav.;  res.  cap..  2,800,000  gals.;  mains,  c.  L, 
6  ni.,  4  to  12  in.  dia.;  61  hyd.;  26  v.;  met,  2; 
25  serv.;  pipe,  galv.  i.;  pres.,  dom.  80  to  135  lbs., 
f.  115  to  125  lbs.;  cost,  $58,094;  wks.  owned  by 
town. 

WINCHESTER,  p.  2,282;  mere  bldgs.,  wd.,  2 
ft  2Vi  stor.;  priv.,  bk.  ft  wd.,  IH  to  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  1  e  eng.;  4  hand 
eng.,   50  e  hand  ex.,  1   h.  ft  L  trk.,   1  hose  wag., 

3  nose  car.:  hose,  cot,  rub.  lined,  gd.,  3.400  ft; 
f.  aL,  bell  ft  wh.;  val.  equip.,  $7,000;  val.  bldgs., 
$3,000;  exp.  dept,  $959;  tot  mem.,  160;  76 
pd.   part  time,   75   vol. 

Water  Supply— Src,  riy.  ft  cisterns;  hyd.;  2 
stm.  pumps:  1  pump  operated  by  water  power. 

WOLFBOnO,  p.  2.224;  f.  area,  1,900  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  priv.,  wd..  2% 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  L  inv. 
F.  dept — 6  c  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  wag., 

4  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft;  f.  al., 
elec,  14  bx.;  val.  equip.,  $6,000;  val.  bldga., 
$2,000;  exp.   dept.  $2,000;  tot.  mem.,  69  voL 

Watar  Supply-^-Sre,  pond;  sys.,  grav.;  rea.  cap., 
800,000  gals.;  maina,  e  i.,  22  m.,  2  to  10  in. 
dia.;  60  hyd.;  49  v.;  met,  2;  476  serv.;  pipe, 
gtih.  L;  pres.,  f.  90  to  100  lbs.;  cost,  $76,000; 
cost  mtce.,  $1,200;  wks.  owned  by  town. 

WOODSTOCK,  p.  1.083;  f.  area,  100  a.  F. 
dept. — 2  e  hand  ex.,  2  hose  carts.  3,000  ft.  hose; 
f.  al.,  bell;  val.  bldgs..  $1,500;  30  vol. 

Watar  Supply — 26  hyd.;  pres.,  94  lbs. 

WOODSVILLE,  p.  800;  bldgs.,  bk.  ft  wd.,  1^  to 
4  stor.;  wd.  rfs.  perm.  F.  dept. — 1  h.  ft  L  trk., 
3  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2.700.  ft.; 
f.  al.,  bell  ft  wh.;  vaL  equip.,  $2,000;  val.  bldgs., 
$2,000;  exp.  dept.,  $500;  tot  mem.,  16,  pd.  part 
time;    undrs.    rating,    second    class. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys., 
dir.;  2  pump,  eng.,  cap.  day  2,940,000  gals.; 
mains,  e  L,  5  m.,  4  to  8  in.  dia.;  30  hvd.;  12 
v.;  215  serv.;  pipe,  wrt.  ft  gilv.  i. ;  pres.,  dom.  76 
lbs.,  f.  115  lbs.;  cost,  $62,219;  cost  mtce.,  $8,000; 
wks.  owned  by  Co. 

Places  of  1,000  or  more  population  having  no 
organized  Are  dept. — Harririjfton,  Candia,  Deer- 
fielii,  .K'tfurson,  Lyme,  Merrimack,  Milan,  Plainfleld. 
Sandwich,  Seabrook,  Strafford,  Swanzey,  Tamworth, 
Weare,    Wilmot. 

Places  of  1,000  or  more  population  not  reported 
— Redford,  Londonderry,  Ossipee,  Rye,  Wakefield. 
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ALLENTOWN,  p.   684.     P.  dept.— Not  reported. 

Water  Supply — Src,  lake,  1-8  m.  bus.  cent.; 
■ys.,  pump  to  stdp.;  stdp.  cap.,  70,000  gsdn.;  dim., 
12  z  80;  mat.,  wrt.  i.:  res.  cap.,  8,000,000  gals.; 

2  pump,  eng.,  class  trip.,  cap.  daj  860,000  gals.; 
mains,  c.  i.,  2^  m.,  4  to  0  in.  dia.;  28  hyd.;  10 
v.;  met,  1;  148  scrv.;  pipe,  gfalv.  i.;  pres.,  dom., 
86  to  66  lbs.,  f.  100  lbs.;  cost,  $16,000;  cost 
mtce.,  $1,000;  wks.  owned  by  city. 

ALMONESSON.  F.  dept. — 6  c.  hand  ex.,  buck- 
ets, &c.;  tot.  mem.,  80  vol. 

ASBURY  PARK,  p.  10,160:  f.  area,  8  sq.  m.; 
mere,  bldgs.,  bk.  A  wd.,  1  to  7  stor.;  priv.,  wd.,  1 
to  6;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  1.  inv.  F.  dept'. — 8  str.,  1 
aer.  trk.,  16  c.  hand  ex.,  2  h.  Jc  1.  trk.,  1  c.  eng. 
in  reserve,  1  auto,  hose  wag.,  7  hose  wag.,  24  hrs. ; 
hose,  cot,  rub.  lined,  gd.,  18,000  ft;  fair,  1,000 
ft;  tot  hose,  14,000  rt.;  f.  al.,  elec,  bell  k  wh., 
82  bx.;  val.  equip.,  $24,000;  val.  bldgs.,  $60,000; 
exp.   dept,   $24,000;  tot   mem.,   284. 

Water  Supply — Src,  wells,  %  m.  bus.  cent: 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  nls.,  dim. 
12  X  125,  mat  wrt.  i.;  res.  cap.,  204,600  gals., 
loc.  at  pump,  station;  2  pump,  eng.,  class  comp. 
dup.  &  trip,  expansion,  cap.  day  4,000,000  trals.; 
mains,  c.  i.,  16  m.,  4  to  12  in.  dia.;  138  hyd.; 
147  v.;  met,  1,660;  1,650  serv.;  pipe,  gaW.  i.; 
pres.,  dora.  58  lbs.;  cons,  day,  648,000  gals.;  coat, 
$255,000;  cost  mtce.,  $27,000;  wks.  owned  by  city. 

ATLANTIC  CITY,  p.  46,160;  f.  area,  4%  so.  m.; 
mere,  bldgs.,  bk.  k  wd.,  1  to  10  stor.;  priv.,  bk.  ft 
wd.,  3  Ntor.;  wd.  rfs.  not  perm,  in  f.  area;  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 8  chief's  auto., 
11   str.,  1  h.  &  1.  trk.,  18  c.  hand  ex.,  3  aer.  trk., 

3  hose  wag.,  1  c.  eng.,  8  comb.  c.  &  h.  wag.,  47 
hrs.,  7  in  reserve;  hose,  cot,  rub.  lined,  g[d.,  22,000 
ft;  f.  al.,  Gamewell,  114  bx.;  val.  equip.,  $156,- 
000;  val.  bldgs.,  $332,000;  exp.  dept,  $188,000; 
tot.  mem.,   138,  pd.  full  time. 

Water  Supply — Src,  creeks  k  wells,  7  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  625,000 
gals.,  dim.  15  x  140  ft  26  x  182,  mat.  iron;  8 
pump,  eng.;  cap.  day,  89,500,000  gals.;  mains, 
c.  i.  ft  stl.,  82  m.,  1  to  6  in.  dia.;  854  hyd.;  met, 
4,410;  4,429  serv.;  pipe,  tin  lined  galv.  i.;  pres., 
dom.  45  lbs.,  f.  45  lbs.;  cons.  day.  7,862,000  gals.; 
cost,  $1,459,265;  cost  mtce.,  $86,480.81;  wks. 
owned  by  city. 

ATLANTIC  HIGHLANDS,  p.  1,646;  f.  area.  1,- 
000  a.;  mere,  bldgs.,  bk.,  stn.  ft  wd.,  1  to  3  stor.; 
priv.,  bk.,  cone,  ft  wd.,  1  to  8^  stor.;  wd.  rfs. 
perm,  in  f.  a^rea;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.,  1  auto, 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
inf.,  600  ft.;  tot.  hose,  2,500  ft;  f.  al.,  bell  ft 
wh.;  val.   equip.,  $8,850;  tot  mem.,  60  voL 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys..  pump  to  stdp.;  stdp.  cap.,  800,000  gals.,  dim. 
35  X  45,  mat.  iron;  2  pump,  eng.,  class  comp.  dup., 
cap.  day  2,000,000  gals.;  mains,  c  i.,  10  m.,  4  to 
10  in.  dia.;  76  hyd.;  100  v.;  met,  980;  850  serv.; 
pipe,  galv.  i.;  pres.,  dom.  120  lbs.,  f.  140  lbs.; 
cons,  day,  800,000  gals.;  cost,  $75,000;  cost  mtce., 
$8,000;  wks.  owned  by  dty. 

BAYONNE,  p.  66,646;  f.  area,  4H  sq.  m.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  2  ft  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  auto.  str.  with  hose,  4  str. 
(2  in  reser\e),  25  c  hand  ex.,  1  auto.  comb.  c.  ft 
hose  wag.,  3  comb.  c.  ft  hose  wae.,  1  h.  ft  1.  trk. 
(1  in  reserve'),  1  aer.  trk.,  1  supply  wag.,  1  chief's 
wag.,  1  chief's  auto.,  1  hose  reel,  28  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  9,500  ft  (2,150  ft.  in  re- 
serve); f.  al.,  Gamewell,  76  bx.;  val.  equip., 
$64,000:  val.  bldprs.,  $750,000;  exp.  dept,  $70,- 
000;  tot.  mem.  66,  all  pd. ;  undrs.  rating,  flrst 
claf««. 

Water  Supply — .Src,  riv.,  9  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  75,000  gals.;  mains,  c  i.,  61% 
ro.,  6  to  30  in.  dia.;  603  hyd.;  593  v.;  met, 
7,500;  8,749  ser\'.;  pipe,  c  i. ;  pres.,  dom.  35  lbs., 
f.  50  to  60  lbs.;  cone,  day,  8,000,000  gals.;  cost 
$532,000;  cost  mtce..  $10,000;  wks.  owned  by 
N.   Y.  ft  N.  J.  Water  Co. 

BELLEVILLE,  p.  9,891;  f.  area,  8,000  a.:  mere 
bldgs.  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2%  stor.; 


wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  auto.  comb.  pump,  ft  c  eng.,  1  comb.  c. 
ft  h.  wag.,  1  h.  ft  1.  trk.,  1  c  eng.,  5  hoM  wag., 
2  hose  car.;  hose,  rub.  lined,  gd.,  4,500  ft.;  inf., 
800  ft.;  tot  hose,  4,800  ft;  f.  aL,  Gamewell,  33 
bx.;  val.  equip.,  $11,000;  val.  bldgs.,  $5,000;  exp. 
dept,  $6,000;  tot.  mem.,  68,  pd.  full  time  3, 
pd.    part   time   1,   vol.   64. 

BELMAR,  p.  1,483.  F.  dept. — 2  str.,  1  h.  ft  L 
trk.,  2  hose  car.;  hose,  3,500  ft;  f.  aL,  Gvaa- 
well;  tot.  mem.,  64,  pd.  8  drivers,  vol.  61. 

Water  Supply — Src,  wells,  ^  m.  bu*.  cfnt. 
sys.,  pump  to  stdp.;  stdp.  cap.,  2S?,000  gals.; 
re«.  cap.,  18,000  gals.;  2  pump,  eng.,  cap.  day 
4,312,000  gals.;  nuiins,  c  i.,  17  m.,  4  to  1- 
in.  dia.;  140  hyd.;  75  v.;  S68  met;  961  sen.; 
pipe,  galv.  i.;  pres.,  dom.  45  lbs.,  f.  50  lbs; 
cons,  day,  200,000  gals.;  cost,  $80,000;  »k^ 
owned  by  city. 

BELViDERE,  p.  1,764;  f.  area,  600  a.;  mm. 
bldgs.,  wd.,  8  to  8  stor.;  priv.,  wd.,  8  ft  4  sior.j 
wd.  rfs.  perm.  P.  dept— 1  h.  ft  L  trk..  7  biJad 
ex.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  l.i^OO 
ft;  inf.,  200  ft;  tot  hose,  2,000  ft;  f-  al.. 
Gamewell,  5  bx.;  val.  equip.,  $2,500  ^al.  bldfi., 
$5,000;  exp.  dept,  $700;  tot  mem.,  40  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.  * 
dir.;  stdp.  cap.,  88,840  gala.;  pump,  eng.,  cap. 
day  1,000,000  gals.;  mains,  8H  m..  4  to  8  lo. 
dia.;  16  hyd.;  40  v.;  met,  4;  86  aerv.;  pres.,  dom. 
80  lbs.,  f.  90  to  100  lbs.;  cost,  $28,500;  c<»sx 
mtce,  $5,600;  wks.  owned  by  Co. 

BERNARDSVILLE,  p.  4,608;  t  area,  i^  f^ 
m.;  mere,  bldgs.,  cone  ft  wd.,  1  ft  2  stor.;  pnv., 
bk.,  wd.  ft  stn.,  2  to  8  star.;  wd.  rfs.  perm,  in  L 
area;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  auto,  c  eng.,  3  c  hand  ex.,  1  h.  4  L 
trk.,  1  hose  wag.,  hose  reel,  3  hrs.;  hose,  cot, 
rub.  lined,  gd.,  050  ft;  inf.,  200  ft;  tot.  ho^. 
1,150  ft;  f.  al.,  wh.  ft  telp.;  val.  equip..  $Z,my, 
val.  bldgs.,  $9,000;  exp.  dept.  $800;  tot  menL. 
49  vol. 

Water  Supply — So-c,  Passaic  River,  2  m.  b«& 
cent.;  S5's.,  pump  to  stdp.;  stdp.  asp.,  300.00'} 
gals.;  dim.,  35  x  88;  mat.  cone;  res.  cap.,  l-'J." 
OUO  gals.;  3  pump,  eng.;  cap.  da>',  400,000  gal$ : 
mains,  iron,  10  m.,  4  to  8  in.  dia,;  40  h>d.;  SuO 
met.;  310  serv.;  pres.,  dom.  100  lbs.,  f.  110  lb«-; 
cons,  dai',  46,300  gals.;  cost  $85,000;  wks.  omei 
by  private  Co. 

BEVERLY  CITY,  p.  2,140;  f.  area,  2  m.;  mere 
bldgs.,  bk.,  wd.  ft  terra  cotta,  2  ft  3  ator.;  pri^.. 
wd.,  2^  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept— 4  haiid 
ex.,  1  h.  ft  1.  trk.,  1  c  eng.,  8  hose  car.;  hose,  i^t. 
rub.  lined,  gd.,  2,000  ft;  inf.,  600  ft;  tot  h<«, 
2,600  ft;  f.  aL,  bell;  vaL  equip.,  $4,000;  ^»i 
bldgs.,    $3,500;    exp.    dept,   $400;   tot    mem.,  K'' 

Water  Supply — Src,  artesian  wells;  ays.,  pnrrp 
to  stdp.;  stdp.  cap.,  150,000  gals.,  dim.  12  x  H^' 
loc.  in  town,  mat.  iron;  2  pump,  eng.,  daas  contp 
cond.,  cap.  day  1,600,000  gala.;  mains,  c  L.  3" 
m.,  4  to  12  in.  dia.;  126  hyd.;  72  v.;  met.,  l'\: 
1,400  serv.;  pipe,  lead  ft  i.;  pres.. , dom.  S3  to  >v 
lbs.,  f.  80  to  120  lbs.;  cons,  day,  600,000  gal^- 
wks.  owned  by  priv.  Co. 

BLAIRSTOWN,  p.  718;  f.  area,  25  a.;  h\^ 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt 
ord.  F.  dept. — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  bosf 
car.,  24  buckets,  6  ladders;  hose,  cot.,  rub.  lined, 
gd.,  1,800  ft;  inf.,  200  ft;  tot  hose,  2,000  ft.:  ? 
aL,  bell;  val.  equip.,  $1,800;  val.  bldgs.,  $1,2{^^. 
exp.  dept.  $100;  tot.  mem.,  26  vol. 

Water  Supply — Src,  strm.  ft  artesian  well;  ?»>• 
pump,  to  stdp.;  stdp.  cap.,  112,000  gals.;  pun? 
eng.,  cap.  day  180,000  gals.;  mains,  c  i.,  2  ol. 
15  to  20  in.  dia.;  20  hyd.;  1  v.;  85  serv.;  prvs.. 
dom.  67  lbs.,  f.  100  lbs.;  cost  $26,000;  wks^ 
owned  by  Trustees  Blair  Academy. 

BLOOM  FIELD,  p.  15.070;  f.  area,  5  m.;  mew. 
bldgs.,  stn.  ft  bk.,  8  stor.;  priv.,  stn.  ft  wd..  • 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  cause* 
of  f.  inv.  F.  dept. — 14  c  hand  ex..  1  h.  ft  L  trt. 
1  comb,  c  ft  hose  wag..  3  hose  wm;.,  1  jumper.  • 
hrs.;  hose,  cot,  rub.  lined,  4,500  ft;  f.  at,  Gaisfr 
well,  SO  Dx.;  exp.  dept,  $6,000;  tot.  mem..  1I« 
pd.  full  time  6,  vol.   116. 
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Water  Supply — Town  has  bought  the  East  Jer- 
sey Water  Co.'s  plant. 

BOGOTA,  p.  1,126;  f.  area,  600  a.;  mere,  bldgs., 
wd.,  2  to  8  stor.;  priv.,  wd..  1^  to  8  stor.;  wd. 
rfs.  perm.;  no  fwke.  or  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  auto.  comb.  c.  ds  h.  wag.,  1  comb, 
c.  &  h.  wag.,  1  hose  reel;  hoee,  cot.,  rub.  lined, 
2,400  ft.;  inf.,  300  ft.;  tot.  hose,  2,700  ft.;  f.  al., 
wh.  k  elec,  8  bx.;  val.  equip.,  $4,700;  val.  bldgs., 
$3,600;  exp.  dept.,  $500;  tot.  mem.,  00  vol; 
undns.  rating,  fifth  class. 

Water  Supply — ^Not  reported. 

BOONTON,  p.  4,030;  f.  area.  500  a.;  mere 
bldgs.,  bk.  &  wd.,  2  to  4  stor.;  priv.,  bk.  &  wd..  2 
stor.;  wd.  rfs.  not  perm.;  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 3  hand  eng.,  5  c.  hand  ex.,  1  h.  & 
1.  trk.,  1  hose  wag.,  8  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  2,600  It.;  rub.,  gd.,  1,000  ft.;  inf., 
1,000  ft.;  tot.  hose,  4,600  ft.;  f.  al.,  bell;  tot. 
mem.,   152  vol. 

Water  Supply — Src,  mountain  strm.,  4  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  3,000,000  gals.;  mains, 
c.  i.,  12  m.,  2  to  14  in.  dia.;  68  hyd.;  100  v.; 
met.,  30;  400  serv.;  pipe,  galv.  i.;  pres.,  dom.  16 
to  104  lbs.;  f.  15  to  104  lbs.;  cost,  $136,000; 
cost  mtce.,  $1,000;  wks.  owned  by  Co. 

BORDENTOWN,  p.  4,250;  mere,  bldgs..  bk.  k 
wd.,  2  &  3  stor.;  priv.,  bk.  &  wd..  2  &  3  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  &  1.  trk., 
1  hand  eng..  1  c.  eng.,  1  hose  wag.,  3  hdse  car.; 
hose,  cot.,  rub.  lined,  gd..  2,400  ft.;  f.  al.,  bell; 
val.  equip.,  $8,900;  val.  bldgs.,  $10,600;  exp.  dept., 
$1,000;  tot.  mem.,  220  vol. 

Water  Supply — Src,  creek,  3  m.  bus.  cent.;  sya., 
pump  to  elevated  tk.  through  10-in.  pipe  &;  dir.; 
res.  cap.,  1,000,000  gals.,  loc.  2  V^  m.  station;  2 
pump,  eng.,  class  dup.  comp.,  cap.  day  1,500,000 
gals.;  mains,  c.  i.,  7  m.,  6  to  10  in.  dia.;  64  hyd.; 
20  v.;  met.,  30;  763  serv.;  pipe,  lead;  pres.,  dom. 
65  to  70  lbs.;  cona.  day,  300,000  gals.;  coat, 
$113,000;  wka.  owned  by  city. 

BOUND  BROOK,  p.  3,970;  f.  area.  75  a.;  mere, 
bldgs.,  etn.,  bk.  k  wd.,  2  &  3  stor.;  priv..  wd.  k 
bk.,  2  stor.;  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  comb.  c.  k  h.  wag..  1  h.  ft  1.  trk.,  6  c. 
hand  ex.,  3  hose  wag.,  4  hrs. ;  hose,  cot.,  rub.  lined, 
2,200  ft.;  f.  al.,  Gamewell,  13  bx.;  val.  equip., 
$4,000;   val.   bldgs.,    $7,600;   tot.   mem.,   76   vol. 

Water  Supply — Src,  mountain  apr.,  8  m.  bus. 
cent.;  sys.,  grav..  pump  to  res.,  to  stdp.  or  dir.; 
stdp.  cap.,  117,000  gals.,  dim.  20  x  39,  mat.  wrt. 
i. ;  res.  cap.,  16.000,000  gals.;  2  pump,  eng.,  class 
dup.  comp.,  cap.  day  1,000,000  gals.;  mains,  c.  i., 
•  16  m.,  4  to  11  in.  dia.;  58  hyd.,  137  v.;  440 
serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  60  lbs.; 
cost,  $57,500;  cost  mtce.,  $1,100;  wks.  owned  by 
Co. 

BRADLEY  BEACH,  p.  1,807.  F.  dept— 1  str., 
1  gasoline  eng.,  1  c.  eng.,  2  hose  wag.,  1  h.  ft  1. 
trk.;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  c.  hose, 
600  ft.;  tot.  hose,  2,000  ft.;  f.  al.,  bell;  val.  equip., 
$1,000;  exp.  dept..  $1,500;  tot.  mem.,   85  vol. 

Watar  Supply — Src,  East  Jersey  Water  Co. 

BRID6ET0N,  p.  14.209;  mere,  bldgs..  Mc.  ft 
wd.,  8  stor.;  priv.,  wd.,  1%  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 2  str., 
1  c  eng.,  4  c.  band  ex.,  1  h.  ft  1.  trk.,  1  hose  car.; 
hose,  cot.,  rub.  lined,  gd..  3,500  ft.;  f.  al..  Game- 
well,  25  bx.;  exp.  dept..  $5,000;  tot.  mem.,  26,  pd. 
full  time  2.  pd.  part  time  23;  undrs.  rating,  sec- 
ond class. 

Water  Supply — Src,  wells.  ^  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  2.300,000  gals., 
dim.  100  X  44,  mat.  stl.,  3  pump,  eng.,  cap.  day 
6.000,000  gals.;  mains,  c.  i.,  32  m.,  4  to  16  in. 
dia.;  286  hyd.;  465  v.;  met.,  10;  2,600  serv.; 
pipe,  galv.  i. ;  pres.,  dom.  50  lbs.,  f.  70  lbs.;  cons, 
day.  1,100.000  gals.*  cost,  $250,000;  cost  mtce., 
$7,500;  wks.  owned  by  city. 

BURLINGTON,  p.  8,886;  f.  area,  400  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  bk.  ft  wd.,  1 
to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  1 
c.  eng..  1  h.  ft  1.  trk.,  3  c  hand  ex.,  X  aer.  trk..  6 
hose  car.,  8  hrs. ;  hose,  cot.,  rub.  Ined,  gd.,  3,050 
ft.;  rub.,  gd.,  250  ft.;  inf.,  2,900  ft.;  tot.  hose, 
5,960  ft.;  f.  al.,  Oamewell.  18  bx.;  val.  equip., 
$22,000;  val.  bldgs.,  $20,000;  exp.  dept.,  $2,910; 
tot.  mem.,  392  vol. 

Water  Supply — ^Src,  riv.;  ^,  m.  bus.  cent.;  sys., 
pump   to   stdp.   ft   dir.;    stdp.    cap.,    282.000   gals.. 


dim.  20  x  120,  mat.  iron;  8  pump,  eng.,  cap.  day 
3,000.000  gals.;  mains,  iron,  18^6  m.,  4  to  16 
in.  dia.;  162  hyd.;  1.800  aerv. ;  pipe,  lead  ft  iron; 
pres.,  dom.  56  lbs.,  f.  66  lbs.;  cons.  day.  8,000.000 
gals.;  cost,  $150,000;  cost  mtce.,  $6,000;  wka. 
owned  by  city. 

BUTLER,  p.  2,266;  f.  area,  800  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  to  4  etor. ;  priv.,  bk.  ft  wd.,  1  to  3 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  10 
c  hand  ex.,  4  hose  wag.,  2  hrs.;  hose,  2,800  ft.; 
f.  al.,  bell;  val.  equip.,  $7,500;  vml.  bldgs..  $10,- 
000;    tot.    mem.,    130    vol. 

Water  Supply — Src,  mountain  strm.,  1%  m. 
bus.  cent.;  sys..  grav.;  res.  cap.,  8,000,000  gala.; 
mains,  c  i.,  7%  m.,  4  to  10  in.  dia.;  60  nyd.; 
32  v.;  4  00  serv.;  pipe,  galv.  i.;  pres.,  dom.  90  to 
140  lbs.,  f:  90  to  140  Iba.;  cost,  $80,000;  wks. 
o\>-ned  by  private  Co. 

CALDWELL,  p.  2,236;  f.  area,  360  a.;  bldgs., 
stn..  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt.  ord.  F.  dept. — 1  c.  eng.,  5  c.  hand  ex., 
1  h.  ft  1.  trk.,  1  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  2,000  ft.;  f.  al.,  bell  ft  Gamewell;  tot.  mem., 
80   voL 

Water  Supply — Src,  Essex  Falls  Light  ft  Water 
Co.;  sys.,  pump  to  res.;  res.  cap.,  1,200,000  gals.; 
3  pump,  eng.;  mains,  8  m.;  100  hyd.;  met.,  335; 
335  serv.;  pres..  dom.  60  lbs.,  f.  25  to  80  lbs.; 
cons,  day,  55,000  gals.;  cost,  $21,000;  wks.  owned 
by  town. 

CAMDEN,  p.  94,638;  f.  area,  9%  m.;  mere, 
bldgs.,  bk.,  1  to  7  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  auto.  str.  with  hose  &  c  tk.,  6 
str.  (1  in  reserve),  1  c  eng.,  35  c  hand  ex.,  1 
h.  ft  1.  trk.,  1  aer.  trk.,  1  auto.  aer.  trk.,  2  auto, 
comb,  c  ft  h.  wag.,  7  comb,  wag.,  2  fuel  ft  supply 
wag.,  4  chief's  auto.,  28  hrs.  (1  in  reserve);  hose, 
cot,  i-ub.  lined,  gd.,  20,650  ft.;  f.  al.,  Gamewell,  167 
bx.;  val.  bldgs.,  $85,000;  exp.  dept.,  $140,310; 
tot.    mem.,    114,   pd.    full   time. 

Water  Supply — Src,  wells,  6  m.  bus.  cent.;  aya.. 
grav.,  pump  dir.;  stdp.  cap*,  47,000  gals.,  dim.  80 
x  110,  loc.  south  end  town,  mat.  stl.;  4  pump, 
eng.,  class  comp.  dup.,  cap.  day  35,000,000  gaU. ; 
mains,  c.  i.,  110.4  m.,  3  to  36  in.  dia.;  924  hyd.; 
1,450  v.;  1,196  met.;  3,500  serv.;  pipe,  lead  ft 
galv.  i.;  pres.,  dom.  36  lbs.,  f.  60  lbs.;  cons,  day, 
10,375,000  galti.;  cost,  $1,250,000;  cost  mtce., 
$85,000;  wka.  owned  by  city. 

CAPE  MAY,  p.  2,471;  f.  area,  8,000  a.;  mere 
bldgs.,  wd.,  8  ft  4  stor.;  priv.,  wd.,  2  ft  3  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 8  str,,  1  c  eng.,  1  comb,  c  ft  h. 
wag.,  8  c.  hand  ex.,  1  aer.  trk.,  2  hose  reels  ft 
car.,  9  hrs.;  hose,  cot.,  rub.  lined,  gd.,  3,000  ft.; 
f.  al.,  Gamewell,  18  bx. ;  val.  equip.,  $26,550; 
val.  bldgs..  $8,000;  exp.  dept.,  $6,120;  tot.  mem., 
40.  pd.  full  time  7,  voL  83. 

Water  Supply — Src.  wells;  sya.,  pump  to  stdp.; 
stdp.  cap.,  270,000  gals.,  mat.  stl.;  pump.  eng.. 
cap.  daj',  4,500.000  gals.;  mains,  c  1.,  24  m..  4 
to  16  in.  dia.;  12/5  hyd.;  76  v.:  1,100  eerv. ;  pres., 
dom.  ft  f.  63  lbs.;  cone,  day,  1.230,000  gals.; 
cost,  $50,000;  cost  mtce.,  $4,000;  wka.  ownea 
by  city. 

CARLSTADT,  p.  3,807;  f.  area,  1,400  a.;  mere 
bldgs.,  bk.  ft  wd..  2  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.  F.  dept. — 
1  hand  eng.,  8  c.  hand  ex.,  1  h.  ft  i.  trk.,  2  hose 
reels,  2  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
4.000  ft.;  inf.,  500  ft.;  tot.  hoae,  4,600  ft.;  f. 
al.,  bell;  val.  equip.,  $4^00;  val.  bldgs.,  $14,000; 
exp.    dept.,   $2,300;    tot.    mem.,    120    vol. 

Water  Supply — Src,  supplied  from  Hackenaack; 
mains,  8%  m.,  4  to  12  in.  dia.;  20  hyd.;  44  v.; 
pres.,  dom.  20  lbs.,  f.  60  lbs.;  wka.  owned  by  Co. 

CARTARET,  p.  6,000.  F.  dept. — 4  c  hand  ex., 
1  h.  ft  1.  trk.,  2  hose  carts,  1  auto,  str.,  2  hra.; 
3,500  ft.  hose;   f.  al.,  wh. ;  tot.  mem.,  60  vol. 

Water  Supply — 82  hyd.;  prea.,  90  lbs. 

CEDARVILLE,  p.  1,067;  mere  bldgs.,  wd..  1^ 
to  3  stor.;  priv.,  wd.,  2^6  stor.;  wd.  rfs.  perm,  in 
f.  area.  F.  dept. — 2  h.  ft  1.  trk.,  buckets  ft  lad- 
ders; f.  al.,  bell;  val.  equip.,  $170;  vaL  bldgs.,  $80. 

Water  Supply — Src,  wells. 

CHATHAM,  p.  1,874;  mere,  bldgs.,  wd.  F.  dept. 
— 1  auto.  trk..  1  h.  ft  1.  trk.,  2  hoae  carta,  2  c. 
tk.:    hose,    cot.,    rub.    lined,    1.200    ft.;    c    hoae. 
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260  ft;  tot  hose,  1,460  ft;  f.  a1.,  wh.;  tot  mem., 
40  vol. 

Water  Supply — Sys.,  grav.;  pres.,  100  to  140 
lbs.;  wks.  owned  by  ci^. 

CINNAMINSON,  p.  1,260.  F.  dept — 1  hoee 
cart;  hose,  600  ft.;  val.  equip.,  $650;  val.  bldgs., 
$100;  tot  mem.,  26  yoL 

Watar  Supply — Tk. 

CLAYTON,  p.  1,926;  bldgs.,  wd.,  2  stor.;  wd. 
rfs.  perm.  F.  dept. — 1  hand  eng.,  8  hose  car.; 
hoae,  cot,  rub.  lined,  gd.,  1,860  ft;  f.  al.,  bell; 
val.  equip.,  $1,100;  tot.  mem.,  24  vol. 

Watar  Supply — Src,  wells,  in  bus.  cent.;  qrs., 
pump  to  atdp.;  stdp.  cap.,  101,000  gals.,  100  ft 
high;  2  pump,  eng.,  cap.  day  800,000  gals.;  mains, 
wrt.  i.,  7  m.,  4  to  8  m.  dia.;  42  hycL;  met,  29; 
67  serv.;  pipe,  galv.  i.;  prea.,  dom.  60  lbs.,  f.  100 
lbs.;  cost,  $60,000;  cost  mtce.,  $1,000. 

CLIFFSIDE,  p.   8,894.     F.  dept— YoL,   76  men. 
Water  Supply — Prea.,  90  Iba. 

CLIFTON,  p.  9,000;  f.  area,  11 H  ^q.  m.;  mere, 
bldgs.,  bk.  ^  wd.,  2  to  4  stor.;  priv.,  bk.,  atn.  ft 
wd.,  2  to  8  ator.;  wd.  rfe.  perm,  in  x.  area;  fwks. 
Be  combt  ord.;  causes  of  f.  inv.  F.  dept — 2  autoa. 
to  pull  apparatus,  1  c.  eng.,  26  c.  hand  ex.,  8  h.  ft 
1.  trk.;  hose,  cot,  rub.  lined,  gd.,  7,000  ft;  inf., 
450  ft;  tot.  hose,  7,450  ft.;  1.  al.,  elec,  wh.  ft 
telp.,  41  bx.;  val.  equip.,  $8,000;  val.  bldgs.,  $80,- 
000;  exp.  dept,  $2,800;  tot  mem.,  228  vol 

Water  Supply — -Src.,  Pequannock  riv..  16  m. 
bus.  cent;  sys.,  pump,  ft  grav.;  1  pump,  eng.; 
mains,  25  m.,  6  to  80  in.  dia.,  mat  c.  i.  ft  wrt 
Btl. ;  200  hvd. ;  pipe,  c.  i. ;  pres.,  dom.  70  lbs.,  f. 
70   lbs.;   wks.   owned  by   priv.    Co. 

CLINTON,  p.  886;  f.  area,  200  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  to  SH 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  str.,  2  hoae  car.;  hose,  rub.,  gd.,  1,800 
ft.;  f.  al.,  bell;  val.  equip.,  $5,000;  exp.  dept, 
$100;   tot   mem.,   80  vol. 

Watar  Supply — Src,  spr.  ft  strm.  on  mountain  4 
m.  distant;  sys.,  grav.;  cap.  res.,  600,000  gals.; 
mains,  7^  m.,  4  to  6  in.  dia.;  89  hyd. ;  20  v.; 
3  met;  pres.,  dom.  142  lbs.,  f.  130  lbs.;  wks. 
owned  by  priv   Co. 

COLLINGSWOOD,  p.  4.796;  f.  area,  8  m.; 
bldgs.,  bk.  ft  wd.,  2^  stor.;  wd.  rfs.  perm.;  no 
fwks.  ord.  F.  dept. — 6  c.  ex.,  1  hand  wag.,  1  c. 
wag.,  1  h.  ft  L  trk.,  1  hoae  reel;  hose,  cot,  gd., 
1,500  ft;  bell  aL;  tot  mem.,   125  vol. 

Water  Supply — Src,  artesian  wells;  sys.,  grav.; 
stdp.  cap.,  500,000  gals.;  pipe,  8  m.,  4  to  12  in. 
dia.;  75  hyd.;  2,000  met.;  2,200  serv.;  cost,  $60,* 
000;  wks.  owned  by  private  Co. 

CRANBURY,  p.  1,424;  f.  area,  200  a.;  mere, 
bldgs.,  wd.,  2  to  8  stor.;  priv.,  wd.,  2  to  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt.  ord.; 
oauses  of  f.  inv.  F.  dept. — 8  c.  hand  ex.,  1  h.  ft 
1.  tirk.,  2  hose  reels,  1  hand  pump;  hose,  cot,  rub. 
lined,  gd.,  700  ft;  rub.,  ed.,  250  ft;  tot.  hose, 
950  ft;  f.  al.,  gong;  val.  equip.,  $1,800;  val. 
bldgs.,  $500;  exp.  dept,  $100;  tot.  mem.,  88  vol. 

CRANFORD,  p.  8,641;  f.  area,  660  a.;  mere, 
bldgs.,  bk.  ft  wd.,  3  stor.;  priv.,  wd.,  2^  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 4  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag..  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,700  ft; 
rub.,  gd.,  600  ft.;  inf.,  660  ft.;  tot  hose,  8,460 
ft;  f.  al.,  bell,  9  bx.;  val.  equip.,  $11,500;  vaL 
bldgs.,  $1,500;  exp.  dept,  $1,100;  tot.  mem.,  28, 
pd.   part  time. 

Water  Supply — Src,  Plainfleld  Union  Water  Co. 
For  description  of  wks.  see  Plainfleld;  46  hyd.; 
pres.,  85  Ibe. 

CROSSWICKS.  Bldgs..  wd.  F.  dept — 2  hand 
eng.,  1  hose  car.;  hose,  650  ft.;  f.  aL,  bell;  tot. 
mem.,  26  vol. 

Water  Supply — Src,  spr.;  sys.,  pump  to  stdp.; 
1  pump.  eng..  class  trip.;  20  hyd. 

DECKERTON. 

Water  Supply — Src,  lake;  sys.,  grav.;  res.  cap., 
2,500,000  gals.;  lake  cap.,  170,000,000  gals.; 
pumps,  cap.  day  600,000  gals.;  mains,  c  i.,  11 
m.,  4  to  8  in.  dia.;  50  hyd.;  80  v.;  met,  6;  pres., 
dom.  50  lbs.,  f.  190  lbs.;  cons,  day,  150,000  gals.; 
cost,  $60,000;  cost  mtce.,  $600;  wks.  owned  by 
town. 

DELFORD,  p.  1,006;  mere,  bldgs..  wd.  ft  bk.,  2 
stor.;  priv.,  wd.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.     F.  dept — 1  h.  ft  1.  ft   1   hoae  car.,   2 


hra.;  hose,  solid  rub.  ft  cot.,  rub.  lined,  gd.,  1,500 
ft;  f.  al.,  bells;  vaL  equip.,  $2,600;  viJ.  bldfs., 
$8,600;  tot  mem.,  50  vol. 

Watar  Supply — Hackensack  Water  Co.;  sj*., 
pump  to  stdp.;  pump,  eng.,  daily  cap.  20,000.006 
gals.;  39  hyd.;  pres.,  110  lbs.;  mains,  6  eb.,  4 
to  8  in.  dia. 

DOVER,  p.  7,468;  f.  area,  city  limiU;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd,  ! 
stor.;  wd.  rfa.  perm,  in  f.  area;  fwks.  ft  combt  ori; 
oauses  of  f.  inv.  F.  dept. — 2  str.,  1  hand  eof.,  1 
c  eng,,  5  c  hand  ex.,  1  h.  ft  1.  trk..  5  hose  cuts 
ft  car.;  hose,  cot,  rub.  lined,  gd.,  8,100  ft;  f.  al, 
Oamewell,  10  bx.;  val.  equip.,  $11,022;  vaL  bldgt.. 
$12,000;  exp.  dept,  $1,277;  tot.  mem..  104  vol. 

Watar  Supply — Src,  wells  ft  spr.,  1  m.  boa 
cent;  svs.,  grav.  ft  pump  to  res.;  res.  cap.,  7,000,* 

000  gala.,  foe  in  mountains;  1  pump,  eng.,  ctp. 
day  1.000,000  gals.;  mains,  c  L,  28  m.,  4  to  10 
in.    dia.;    176   hyd.;    met,    600;    660   serv.;  pipe. 

falv.    L    ft    lead;    pres..    f.    70    to    140   lbs.;  coit, 
200,000;  cost  mtce.,  $2,000;  wka.  owned  by  torn. 

DUN  ELLEN,  p.  1,990;  f.  ar«a,  640  a.;  mezc 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  vd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.     F.  dept— 

1  comb,  c  ft  h.  wag.  with  ladder,  1  hand  eng.. 
8  c.  hand  ex.,  1  h.  ft  1.  trk.;  hoae,  cot,  mb.  lineo, 
gd.,  1,000  ft.;  f.  al.,  bell;  val.  equip.,  $1,200; 
exp.  dept,  $50;  tot  mem.,  26  voL 

Watar  Supply— Src,  Watcuing  Water  Co.;  syv 
pump  to  res.;  102  hyd.;  pres.,  dom.  60  to  76  lbs.; 
wks.  owned  by  Co. 

EAST  COLLINGSWOOD,  p.  4,000;  f.  area.  9  m.; 
mere  bldgs.,  bk.  ft  wd..  2^  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area:  no  fwics.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  c  enr.,  1 
str.,  1  auto.  comb.  str.  ft  c  eng..  6  c.  hand  ex., 
1  hose  wag.,  1  hose  reel,  8  hrs.;  hose,  cot,  nih- 
lined,  gd.,  2,000  ft;  f.  aL,  elec,  22  bx.;  v»L 
bides.,   $11,000;   tot.   mem.,   75  vol. 

Water  Supply — Same  as  CoUingswood. 

EAST  NEWARK,  p.  8,163;  f.  area,  75  a.  F. 
dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  ca; 
f.  aL,  elec;  vaL  equip.,  $4,500;  val.  bldgs.,  |4.- 
000;  exp.  dept,  $1,000;  tot.  mem.,  40,  pd.  pat 
time. 

Water  Supply — Src,  Rockaway  riv.;  sys.,  pv- 
ft  pump;  mains.  2  m.,  6  to  10  in.  dia.;  29  hyd.; 
22  v.;  pres.,  86  lbs.;  cost,  $15,000;  cost  mtce^ 
$300;   wks.   owned   by  city. 

EAST  ORy\NQE,  p.  34,371;  f.  area.,  4  sq.  m.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  pri^.. 
stn..  bk.  ft  wd..  1  to  4  stor.;  wd.  rfs.  not  pern- 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  in*- 
F.  dept — 5  comb,   c  ft  hoae  wa^.,  1   h.  ft  L  trk^ 

1  aer.  trk.,  10  hand  ex.,  1  chiefs  wae.,  2  eupply 
wag.,  5  exercise  wag.,  20  hrs.  (2  in  reserve V. 
hose,  cot,  rub.  lined,  gd.,  8,150  ft;  f.  al.,  GA!r.«- 
well,  91  bx.;  vaL  equip.,  $66,480;  xzL  hUp, 
$60,597;  exp.  dept,  $47,786;  tot  mem.  45,  r**^ 
full   time. 

Water  Supply — Src,  wells,  9  m.  bos.  cent.: 
sys.,  grav.,  pump  to  res.;  res.  cap.,  6,000.000  gab.; 

2  pump,  eng.,  class  cross  comp.,  cap.  day  4.000,- 
000  gals,  each;  mains,  c  L.  89  m.,  4  to  24  in- 
dia.;  788  hyd.;  1,10<S  v.;  met,  4,112;  7,680  serr.; 
pipe,  galv.  i.  ft  lead;  pres.,  55  to  125  lbs.;  com- 
day,  2,990,000  gals.;  cost,  $1,250,000;  wka.  omti 
by   city. 

EAST  RUTHERFORD,  p.  4,275;- f.  area,  S.l« 
a.;  bldgs.,  wd.,  2  stor.;  causes  of  f.  not  inr.  F. 
dept — 1  h.  ft  1.  trk.,  4  hose  car.;  hose,  cot,  rtdi 
lined,  gd.,  2,950  ft;  f.  aL,  Oamewell,  17  bx.;  cxp- 
dept,   $750;  tot.  mem.,  87  voL 

Water  Supply — Src,  aupplied  by  Hackensack 
Water  Co.;  mains,  6%  m.;  48  hyd.;  91  v. 

EATONTOWiN,  p.  2,076;  f.  area,  12  a.;  mat. 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv..  wd.,  2  stor.: 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ori: 
causes  of  f.  inv.  F.  dept- — 1  auto  hose  wag..  * 
h.  ft  1.  trk.,  12  c.  hand  ex.,  2  a  eng.,  2  koie 
wag.;  hose,  cot,  lined,  gd..  8,500  ft.;  rab.,  giL 
200  ft;  tot  hose,  3,700  ft;  f.  aL,  bell;  vil 
equip.,  $10,000;  val.  bldgis.,  $2,000;  exp.  6ffU 
$1,500;  tot  mem.,   144  voL 

Water  Supply — Src,  spr.,  wells  ft  brooks:  *;*- 
pump,  dir.;  res.  cap.,  1,000,000  gala.,  loc  at  Vd- 
croft:  wks.  owned  by  Co. 

E6Q  HARBOR  CITY.  p.  2,181;  t  ar«a,  l.JJ^ 
a.;  mere,  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  pr.'v..  »■ 
ft   wd.,    1   to  8   stor.;   wd.   rfs.   perm,   fai  f.  u»* 
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causes  of  f.  inv.  F.  dept — 1  h.  &  1.  trk.,  100  c. 
hand  ex.,  S  hose  wagr.,  water  tower,  2  gasoline 
ene. ;   hose,   cot.,  rub.   lined,  gd.,   4,600   ft.;   f.   al., 


hand    ex.,    S    hose    wag.,    water   tower,    2    gasoline 

ff. ;   hose,  cot.,  rub.  II     "    _ " 
I;  val.  equip.,  $6,000;  vaL  bldgs.,  $5,000;  ezp. 


dept.,  $2,000;  tot.   mem.,  42  vol. 

Watar  Supply — Src,  artesian  wells,  1  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  ghls,; 
dim,  10  X  100;  mat.,  wrt.  iron;  2  pump,  eng.;  cap. 
day,  1,750,000  ra3B,;  mains,  c  L,  7^  m.,  4  to  IS 
in.  dia.;  41  hyd.:  pres.,  dom.  40  Iba.,  f.  90  lbs.; 
cost,   $44,900;   wks.  owned  by  Co. 

ELIZABETH,   p.    78,409;    f.    area,    9%    sq.    m.; 

mere,  bldgs.,  bk.  k  wd.,  1  to  7  stor.;  priv.,  bk.  ft 
wd.,  2^  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 8  str..  26  c 
hand  ex.,  8  h.  ft  1.  trk.,  2  f.  boats,  8  hose  wag., 
3  hose  car.,  88  hrs.;  hose,  cot.,  rub.  lined,  gd., 
7,460  ft;  rub.,  gd..  6,000  ft.;  inf.,  798  ft.;  tot. 
hose,  12,248  fi;  f.  al.,  Gamewell,  110  bx.;  exp. 
dept.,  $100,648;  tot.  mem.,  106,  pd.  full  time  76, 
pd.  part  time  80. 

Water  Supply — Src,  wells,  6  m.  bus.  cent.;  sys., 
pump  to  res.  ft  stdp.;  res.  cap.,  200,000,000 
gals.;  pump,  eng.,  cap.  day  13,000,000  sals.; 
mains,  c.  i.,  80  m.,  4  to  16  In.  dia.:  144  nyd.; 
60  v.;  met.,  60;  1,800  serv.;  pipe,  galv.  i.;  pres., 
dom.  85  lbs.,  f.  80  lbs.;  cons,  day,  1,000,000 
gals.;  wks.  owned  by  Co. 

ELMER,  p.  1,140;  mere,  bldgs.,  wd.  F.  dept. — 1 
h.  eng.,  1  h.  ft  1.  trk.;  f.  al.,  bell;  tot.  mem.,  40 
vol. 

Water  Supply — Waterwks.  to  be  installed. 

ENGLEWOOO,  p.  9,924;  f.  area,  2.560  a.; 
bldgs.,  bk.,  stn.  ft  wd.,  8  stor.;  wd.  rfs.  not  perm.; 
no  fwks.  perm.  F.  dept. — 1  auto.  comb.  eng.  ft 
hose  wag.,  1  c.  eng.,  8  c.  hand  ex.,  2  h.  ft  1.  trk., 
2  hose  wag.,  2  hose  reels,  6  hrs.;  hose,  cot.,  rub. 
lined,  6.000  ft.;  f.  al.,  Gamewell,  20  bx.;  tot. 
mem.,  83,  pd.  full  time  8,  pd.  part  time  26. 

Water  Supply — Src,  from  the  Hackensack  riv.  at 
New  Milford;  4  pump,  eng.,  class  comp.  dup.  verti* 
cal  trip,  expansion,  cap.  day  60,000,000  flrals.; 
mains,  c.  1.,  82.87  m.,  4  to  24  in.  dia.;  100  nyd. ; 
411  v.;  met.,  400;  pres.,  dom.  80  to  70  lbs.;  f. 
60  to  180  lbs.;  wks.  owned  by  Hackensack  Wa- 
ter Co. 

FAIR  VIEW,  p.  2,441;  f.  area,  1.920  a.;  mere, 
bldgs.,  bk.  ft  wd.;  wd.  rfs.  perm.  F.  dept. — 2  h. 
ft  1.  trk.,  2  hose  car.,  1  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  4,200  ft.;  f.  al.,  bell  ft  wh.;  tot.  mem., 
115  vol 

Xo  water  supply. 

FLEMINGTON,  p.  2,698;  f.  area,  150  a.;  mere, 
bldgs.,  bk.  ft  wd..  8  stor.;  priv..  bk.  ft  wd.,  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 2  str.,  1  h.  ft  1.  trk.,  6  c.  hand  ex.,  1 
hose  wag,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
2. COO  ft.;  f.  al.,  elec,  bell  ft  wh.,  SO  bx.;  val. 
equip.,  $5,000;  val.  bldgs.,  $3,000;  exp.  dept., 
$800;  tot.   mem.,   120  vol. 

Water  Supply — Src,  riv.  ft  spr.;  sys.,  grav.  ft 
pump  to  res.;  res.  cap.,  660,000  gals.;  pump,  eng., 
cap  day  750,000  gals.;  mains,  iron,  18^  m.,  4  to 
8  in.  dia.;  26  hyd.;  200  sen'.;  pipe,  galv.  i.;  pres.. 
dom.  36  lbs.,  f.  85  lbs.;  cost,  $57,000;  wks.  owned 
by  Co. 

FLORENCE,  p.  8,000.     F.  dept.  not  reported. 

Water  Supply — Src,  Delaware  Riv.,  1  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  2  pump,  eng.,  cap.  day 
2,376.000  gals.;  45  hyd.;  pres.,  dom.  25  lbs.,  f. 
125  lbs.;  WKS.  owned  by  priv.  Co. 

FORT  LEE,  p.  4,472;  f.  area.  2,500  a.;  mere 
bldgs.,  wd.,  1  to  3H  stor.;  priv.,  wd.,  2  stor; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  c.  eng.,  2  h.  ft  1.  trk..  6  c.  hand  ex.,  1 
hoBe  waff..  2  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
2.750  ft.;  f.  al.,  bell;  val.  equip.,  $5,000;  val. 
bldgs.,  $1,200;  exp.  dept.,  $1,000;  tot  mem.,  100 
vol. 

Xo  water  supply. 

FREEHOLD,  p.  8,288;  f.  area,  700  a.;  mere, 
bldgs.,  bk.  ft  wd.,  8  to  4  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F.  dept. — 
2  str.,  1  h.  ft  1.  trk.,  8  hose  car.;  hose,  rub.  lined, 
gd.,  2,000  ft;  f.  aL,  bell;  val.  equip.,  $12,000;  val. 
bldgs.,  $6,000;  exp.  dept,  $1,000;  tot  mem.,  135 
vol. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
eys.,  pump  to  stdp.  ft  grav.;  stdp.  cap.,  235.000 
gals.,  dim.  20  x  100.  mat  stl.;  8  pump,  eng.,  class 
comp.,   cap.   day   1,800,000  gals.;   mains,   iron,    10 


m.,  4  to  10  in.  dia.;  76  hyd.;  80  v.;  met,  60; 
630  serv.;  pipe,  galv.  L;  pres.,  dom.  40  to  60  lbs., 
f.  40  to  60  lbs.;  cons,  day,  250,000  gals.;  cost, 
$60,000;  cost  mtce.,  $80,000;  wks.  owned  by  town. 

FRENOHTOWN.  p.  984;  mere,  bldgs.,  bk.  ft  wd., 
8  stor.;  priv.,  wd.  ft  bk.,  2  ft  8  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  str.,  2 
hose  car.;  hose,  cot,  rub.  lined,  sd.,  1,860  ft; 
f.  al.,  bell;  vaL  equip.,  $8,000;  vaJ.  bldgs.,  $2,000; 
exp.  dept,  $200;  tot.  mem.,  42  vol. 

Water  Supply — Src,  creek,  %  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  240,000  gals.,  loc 
1,700  ft.  cent  of  town;  2  pump,  eng.,  cap.  day 
20,000  gals.;  mains,  cem.,  2H  m.,  4  to  8  in. 
dia.;  20  nyd.;  pipe,  galv.  L;  prea.,  dom.  60  lbs.,  f. 
60  lbs.;   wks.  owned  by  Co. 

GARFIELD,  p.  10,218;  mere  bldgs.,  wd.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  a.; 
causes  of  f.  inv.  F.  dept — 1  c  eng.,  1  b.  ft  1. 
trk.,  4  hose  car.;  hose,  oot,  rub.  lined,  gd.,  8,000 
ft;  f.  al.,  wh.  ft  telp.;  val.  equip.,  $6,000;  vaL 
bldgs.,  $14,000;  exp.  dept,  $2,000;  tot  mem., 
158   VOL 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  2  stdp.,  cap.  400,000 
gals.;  2  pump,  eng.,  class  dup.  ft  comp.,  cap.  day 
1.500,000  gaJs;  mains,  16  m.,  2  to  12  in.  dia.; 
160  hyd.;  met,  826;  1.868  serv.;  pipe,  galv.  i.; 
pres.,  dom.  82  lbs.,  f.  100  lbs.;  wks.  owned  by 
borough. 

•OLADSTONC,  p.  1,000.  F.  dept — 1  str..  1 
auto.  pump,  eng.,  1  auto.  comb,  c  ft  h.  wag.  with 
hose;  vuL  equip.,  $5,800;  val.  bldgs.,  $8,000; 
exp.  dept,  $500;  tot.  mem.,  45  vol. 

Water  Supply — Src,  wells  ft  brooks;  sys.,  grav.; 
37  hyd.;  mains,  5  3-5  m.;  pres.,  dom.  ft  f.  140 
lbs.;  cost,  $55,000;   wks.  owned  by  town. 

QLASSBORO,  p.  2,821;  mere  bldgs.,  wd.  ft  stn., 
2%  stor.;  priv.,  wd.,  2^  stor.;  wd.  rfs.  perm.; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 6  c  ex.,  1 
h.  ft  1.  trk.,  3  hose  wag.;  hose,  cot,  rub.  lined, 
gd.,  1,400  ft;  rub.,  gd.,  400  ft.;  tot  hose,  1.800 
ft;  f.  al.,  wh.;  val.  equip.,  $2,300;  val  bldgs.. 
$6,000;  tot  mem.,  81  vol.;  undrs.  rating,  second 
claas. 

Water  Supply — Src,  from  Clayton  Water  Co.; 
stdp.  cap.,  156,000  flrals.;  58  hyd.;  pipe,  0^  m.; 
pre^.,  dom.   60  IPs.,  r.   100   lbs. 

GLEN  RIDGE,  p.  8,260;  bldgs.,  wd.  F.  dept. — 
1  c  eng.,  1  h.  ft  1.  trk.,  1  hose  wag.,  3  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  8.031  ft.;  inf.,  200  ft;  tot 
hose,  3.231  ft.:  f.  al.,  Gamewell,  15  bx. ;  val.  equip., 
$8,227;  val.  bldgs.,  $631;  exp.  dept,  $4,536;  tot 
mem.,  45,  pd.  full  time  1,  pd.  part  time  2,  42 
vol. 

Water  Supply — Src,  East  Jersey  Water  Go's 
plant   at   Little   Falls,   N.   J.;    sys.,   grav. 

GLOUCESTER,  p.  9,462;  f.  area,  640  a.;  mere 
bldgs..  wd.  ft  bk.,  8  stor.;  priv.,  wd.,  80  ft  high; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ora.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  24  c 
hand  ex.,  1  hose  car.,  2  hose  wag.,  1  hrs.;  hose, 
2.500  ft;  f.  al.,  bell,  18  bx.;  val.  equip.,  $6,500; 
val.  bldgs.,  $7,000;  exp.  dept,  $024;  tot  mem., 
27    vol. 

Water  Supply — Src,  spr.  ft  creek;  sys.,  pump  to 
res.  ft  stdp.;  stdp.  cap.,  145.000  gals.;  res.  cap., 
2,000,000  gals.;  pump,  eng.,  cap.  day  2,000,000 
gals.;  mains.  12  m. ;  67  hyd.;  pres.,  dom.  45  lbs., 
f.  80  to  90  lbs.;  cost,  $82,000;  cost  mtce.,  $1,908; 
wks.  owned  by  city. 

GUTTENBERG,  p.  6,647;  f.  area,  117  a.;  mere 
bldgs.,  wd.,  1  to  4  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 2  str.,  1  hand  eng.,  14 
c.  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  wag.,  1  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  8,000  ft;  rub.,  gd., 
1,000  ft;  tot  hose,  4,000  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $18,000;  vaL  bldgs.,  $15,000;  exp. 
dept,   $1,000;   tot.   mem.,   150   vol. 

Water.  Supply — Src,  Hackensack  Riv.;  mains,  c 
i.,  5  m.,  4  to  86  in.  dia.;  60  hyd.;  78  v.;  pres., 
45  to  70  lbs.;  wks.  owned  by  Hackensack  water 
Co. 

HACKENSACK,  p.  14,050;  f.  area,  3  m.;  mere 
bldgs.,  wd..  3  ft  4  stor.;  priv.,  wd..  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 2  str.,  1  hand  eng.,  1  comb,  e  ft  h. 
wag..  1  c  eng.,  22  c  hand  ex.,  2  h.  ft  1.  trk.,  18 
hrs.;  hose,  cot,  rub.  lined,  gd.,  7.600  ft;  f.  al.. 
Gamewell.  89  bx.;  val.  equip.,  $16,600;  vaL  bldgs.. 
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260  ft.;  tot  hose,  1,460  ft;  f.  aL,  wh.;  tot  mem., 
40  Tol. 

Water  Supply — Sys.,  grav.;  prea.,  100  to  140 
lbs.;  wka.  owned  by  dty. 

CINNAMiNSON,  p.  1,200.  F.  dept— 1  hose 
cart;  hose,  000  ft.;  val.  equip.,  $660;  val.  bldgs., 
$100;  tot  mem.,  20  toL 

Water  Supply — Tk. 

CLAYTON,  p.  1,026;  bldgs.,  wd.,  2  stor.;  wd. 
rfs.  perm.  F.  dept — 1  hand  eng.,  8  hose  car.; 
hoee,  cot,  rub.  lined,  gd.,  1,860  ft:  f.  al.,  bell; 
val.  equip.,  |1,100;  tot  mem.,  24  vol. 

Water  Supply — Src,  wells,  in  bua.  cent;  ays., 
pump  to  stdp.;  atdp.  cap.,  101,000  gals.,  100  ft 
high;  2  pump,  eng.,  cap.  day  800,000  nls.;  mains, 
wrt.  i.,  7  m.,  4  to  8  in.  dla.;  42  hyd.:  met,  29; 
07  senr.;  pipe,  galv.  1.;  pres.,  dom.  60  lbs.,  f.  100 
lbs.;  cost,  960,000;  cost  mtce.,  $1,000. 

CLIFFSIDE,  p.  8,894.     F.  dept. — YoL.  76  men. 
Water  Supply — Pres..  90  Iba. 

CUfTON,  p.  9,000;  f.  area,  11 H  aq-  m.;  mere 
bldgs.,  bk.  k  wd.,  2  to  4  stor.;  priv.,  bk.,  stn.  k 
wd.,  2  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 2  autoa. 
to  pull  apparatus,  1  c.  eng.,  20  c.  hand  ex.,  8  h.  ft 
1.  trk.;  hose,  cot,  rub.  lined,  gd.,  7,000  ft;  inf., 
450  ft;  tot  hose,  7,460  ft;  f.  al.,  elec,  wh.  ft 
telp.,  41  bx.;  val.  equip.,  $8,000;  val.  bldgs.,  $80,- 
000;  exp.  dept,  $2,800;  tot  mem.,  228  vol 

Water  Supply — Src,  Pequannock  riv..  16  m. 
bus.  cent;  sys.,  pump,  ft  grav.;  1  pump,  eng.; 
maina,  25  m.,  6  to  80  in.  dla.,  mat.  c.  i.  ft  wrt 
Btl.;  200  hvd.;  pipe,  c.  i. ;  pres.,  dom.  70  lbs.,  f. 
70   lbs.;   wks.   owned  by   priv.    Co. 

CLINTON,  p.  886;  f.  area,  200  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  to  3^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  causea  of  f.  Inv. 
F.  dept. — 1  8tr.,  2  hose  car.;  hose,  rub.,  gd.,  1,800 
ft;  f.  al.,  bell;  val.  equip.,  $5,000;  exp.  dept, 
$100;   tot.   mem.,  80  voL 

Water  Supply — Src,  spr.  ft  strm.  on  mountain  4 
m.  distant;  sys.,  grav.;  cap.  res.,  600,000  gals.; 
mains,  7^  m.,  4  to  6  in.  dia.;  30  byd.;  20  v.; 
3  met;  pres.,  dom.  142  lbs.,  f.  180  lbs.;  wks. 
owned  by  priv   Co. 

COLLINGSWOOD,    p.     4.706;     f.     area.     8    m.; 

bldgs.,  bk.  ft  wd.,  2H  etor. ;  wd.  rfs.  perm.;  no 
fwks.  ord.  F.  dept. — 6  c  ex.,  1  hand  wag.,  1  c. 
wag.,  1  h.  ft  1.  trk.,  1  hose  reel;  hose,  cot,  gd., 
1,600  ft;  bell  al.;  tot  mem.,   126  voL 

Water  Supply — Src,  artesian  wells;  sys.,  grav.; 
stdp.  cap.,  500,000  gals.;  pipe,  8  m.,  4  to  12  in. 
dia.;  75  hyd.;  2,000  met.;  2,200  sefv.;  cost,  $60,- 
000;  wks.  owned  by  private  Co. 

CRANBURY,  p.  1,424;  f.  area,  200  a.;  mere 
bldgs.,  wd.,  2  to  8  stor.;  priv.,  wd.,  2  to  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 8  c  hand  ex..  1  h.  ft 
1.  trk.,  2  h08e  reels,  1  hand  pump;  hose,  cot,  rub. 
lined,  gd.,  700  ft;  rub.,  sd.,  250  ft;  tot.  hose, 
950  ft;  f.  al.,  gong;  val.  equip.,  $1,800;  val. 
bldgs.,  $500;  exp.  dept,  $100;  tot.  mem.,  88  voL 

CRANFORD,  p.  8,641;  f.  area,  660  a.;  mere, 
bldgs.,  bk.  ft  wd.,  8  stor.;  priv.,  wd.,  2V&  stor.; 
wd.  ifs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 4  c  hand  ex..  1  h.  ft  1.  trk.,  2  hose  wag.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,700  ft; 
rub.,  gd..  600  ft;  Inf.,  660  ft;  tot  hose,  8,460 
ft;  f.  al.,  bell,  9  bx.;  val.  equip.,  $11,600;  vaL 
bldgs.,  $1,500;  exp.  dept,  $1,100;  tot  mem.,  28, 
pd.   part  time. 

Water  Supply — Src,  Plainfleld  Union  Water  Co. 
For  description  of  wks.  see  Plainfleld;  46  hyd.; 
pres.,  86  lbs. 

CR0SSWICK8.  Bldgs..  wd.  F.  dept— 2  hand 
eng.,  1  hose  car.;  hose,  660  ft.;  f.  al.,  bell;  tot. 
mem.,  26  vol. 

Water  Supply — Src,  spr.;  sys.,  pump  to  stdp.; 
1  pump,  eng.,  class  trip.;  29  hyd. 

DECKERTON. 

Water  Supply — Src,  lake;  sys.,  grav.;  rea.  cap., 
2,600,000  gals.;  lake  cap..  170,000,000  gals.; 
pumps,  cap.  day  600,000  gals.;  mains,  c  i.,  11 
m.,  4  to  8  in.  dia.;  60  hyd.;  80  v.;  met,  6;  pres., 
dom.  50  lbs.,  f.  190  lbs.;  cons,  day,  150,000  gals.; 
cost.  $60,000;  cost  mtce.,  $600;  wks.  owned  by 
town. 

DELFORD,  p.  1,005;  mere,  bldgs..  wd.  ft  bk.,  2 
stor.;  priv.,  wa.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.     F.  dept — 1  h.  ft  1.  ft   1   hose  car.,  2 


hrs.;  hose,  solid  rub.  ft  cot,  nib.  lined,  gd..  1,500 
ft;  f.  al.,  bells;  val.  equip.,  $2,600;  T«d.  bldgs., 
$8,600;  tot  mem.,  60  voL 

Water  Supply — ^Hackenaack  Water  Co.;  sys.. 
pump  to  stdp.;  pump.  eng..  daily  cap.  20,000,000 
gals.;  89  hyd.;  pres.,  110  lbs.;  mains,  6  m.,  4 
to  8  in.  dia. 

DOVER,  p.  7,468;  f.  area,  city  limits;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  t 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  oixL; 
causea  of  f.  inv.  F.  dept. — 2  str.,  1  hand  eng.,  1 
c  eng,,  5  c  hand  ex.,  1  h.  ft  1.  trk..  6  hose  carts 
ft  car.;  hose,  cot.,  rub.  lined,  gd.,  8,100  ft;  f.  al., 
Oamewell.  10  bx.;  val.  equip.,  $11,022;  val.  bldgs., 
$12,000;  exp.  dept,  $1,277;  tot  mem.,  104  vol. 

Water  Supply — Src,  wells  ft  spr.,  1  m.  bos. 
cent;  sys.,  mv.  ft  pump  to  res.;  res.  cap.,  7,000,- 

000  gala.,  loc  in  mountains;  1  pump,  eng.,  eap. 
day  1.000,000  gala.;  mains,  c  L,  28  m.,  4  to  10 
in.    dia.;    176   hyd.;    met,    600;    660   serv.;   pipe. 

falv.    1.    ft   lead;    pree..   f.    70    to   140   lbs.;   cost, 
200,000;  coet  mtce.,  $2,000;  wka.  owned  by  town. 

DUN  ELLEN,  p.  1,990;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.     F.  dept — 

1  comb,  c  ft  h.  wag.  with  ladder,  1  hand  eng., 
8  c.  hand  ex.,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  linM, 
gd.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,200; 
exp.  dept,  $60;  tot  mem..  26  vol. 

Water  Supply — Src,  Watcuing  Water  Co.;  ^i., 
pump  to  res.;  102  hyd.;  prea.,  dom.  60  to  76  Iba.; 
wks.  owned  by  Co. 

EAST  COLLINGSWOOD,  p.  4,000;  f.  area,  9  m.; 

mere  bldgs.,  bk.  ft  wd..  2H  >tor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  c  eng.,  1 
str.,  1  auto.  comb.  str.  ft  c  eng.,  6  c  band  ex., 
1  hose  wag.,  1  hose  reel,  8  hrs.;  hose,  cot,  rob. 
lined,  gd.,  2,000  ft;  f.  al.,  elec,  22  bx.;  vsl. 
bides.,  $11,000;  tot.  mem.,  76  vol. 
Water  Supply — Same  as  CoUingswood. 

EAST   NEWARK,   p.    3,163;    f.   area,    76    a.     F. 

dept. — 1  h.  ft  1.  trk.,  1  hose  wag..  1  hose  co.; 
f.  al.,  elec;  vaL  equip.,  $4,600;  val.  bldgs.,  $4.- 
000;  exp.  dept,  $1,000;  tot.  mem.,  40,  pd.  part 
time. 

Water  Supply — Src,  Rockaway  riv.;  ays.,  grar. 
ft  pump;  mains,  2  m.,  6  to  10  in.  dia.;  29  hyd.; 
22  v.;  pres.,  86  lbs.;  cost,  $16,000;  cost  mtce., 
$300;   wks.   owned   by   city. 

EAST  ORANGE,  p.  34,371;  f.  area,  4  sq.  ra.; 
mere  bldn.,  stn.,  bk.  ft  wd.,  1  to  S  stor.;  priv., 
stn..  bk.  ft  wd..  1  to  4  stor.;  wd.  rfs.  not  pens, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.   dept — 5  comb,  c  ft  hose  wag.,  1   h.  ft  1.  trk., 

1  aer.  trk.,  19  hand  ex.,  1  chief  a  wag.,  2  supplj 
wag.,  5  exercise  wag.,  20  hrs.  (2  in  reserve); 
hose,  cot,  rub.  lined,  gd.,  8,160  ft;  f.  al..  Game- 
well,  91  bx.;  val.  equip.,  $66,480;  \-al.  bldgs.. 
$60,507;  exp.  dept,  $47,786;  tot  mem.  45,  pa. 
full  time. 

Water  Supply — Src,  wells,  9  m.  bus.  cent: 
sye..  grav.,  pump  to  res.;  res.  cap.,  6.000.000  irals.: 

2  pump,  eng.,  class  cross  comp.,  cap.  day  4.000.* 
000  gals,  each;  mains,  c  L.  89  m.,  4  to  24  in. 
dia.;  788  hyd.;  1.108  v.;  met,  4,112;  7,680  serr.: 
pipe,  galv.  i.  ft  lead;  pres.,  66  to  126  Iba.;  cons, 
day,  2,990,000  gals.;  cost,  $1,250,000;  wka.  owned 
by   city. 

EAST  RUTHERFORD,  p.  4,276;- f.  area,  3,128 
a.;  bldgn..  wd..  2  stor.;  causes  of  f.  not  inv.  F. 
dept. — 1  h.  ft  L  trk.,  4  hose  car.;  hose,  cot,  nbi 
lined,  gd.,  2,950  ft;  f.  aL,  Oamewell,  17  bx.;  exp. 
dept,  $750;  tot  mem.,  87  vol. 

Water  Supply — Src,  supplied  by  Hackensadk 
Water  Co.;  mains,  6Vi  m.;  48  hyd.;  91  ▼. 

EATONTOWN,  p.  2,076;  f.  area,  12  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv..  wd.,  2  stor.: 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  onl: 
causes  of  f.  inv.  F.  dept. — 1  auto  hose  wag.,  1 
h.  ft  1.  trk.,  12  c  hand  ex..  2  c  eng.,  2  hose 
wag.;  hose,  cot.,  lined,  gd..  8,600  ft.;  rub.,  gd.. 
200  ft.;  tot  hose,  3,700  ft:  f.  aL.  beU;  viL 
equip.,  $10,000;  v«l.  bldgis.,  $2,000;  exp.  dept, 
$1,500;  tot  mem..   144  voL 

Water  Supply — Src,  spr.,  wells  ft  brooks:  «7>>< 
pump,  dir.;  res.  cap.,  1,000,000  gala.,  loc  at  Ubt 
croft;  wks.  owned  by  Co. 

EGG  HARBOR  CITY,  p.  2,181;  f.  ar«a.  1.280 
a.;  mere,  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  pr>.,  bk. 
ft   wd.,   1   to  8   ator.;   wd.   rfa.   perm,   in  f.  area; 
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cauBes  of  f.  inv.  F.  dept — 1  h.  &  I.  trk.,  100  c. 
hand  ex.,  6  hose  vrag.,  water  tower,  2  gasoline 
enr.;  hoae,  coL,  rub.  lined,  gd.,  4,600  ft.;  f.  al., 
bell;  val.  equip.,  $5,000;  vaL  bidgs.,  $6,000;  ezp. 
dept,  $2,000;  tot.   mem.,  42  vol. 

Water  Supply — Src,  artesian  wells,  1  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.; 
dim,  10  X  100;  mat.,  wrt  iron;  2  pump,  eng.;  cap. 
day,  1,750,000  saki. ;  mains,  c.  L,  7^  m.,  4  to  12 
in.  dia.;  41  hyd.:  pres.,  dom.  40  lb«.,  f.  90  lbs.; 
cost,   $44,000;   wks.   owned  by  Co. 

ELIZABETH,   p.    78,409;    f.    area,    9^    sq.    m.; 

mere,  bldgs.,  bk.  &  wd.,  1  to  7  stor.;  priv.,  bk.  ti 
wd.,  2H  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt. 
ord.;  csuses  of  f.  inv.  F.  dept. — 8  str.,  26  c. 
hand  ex.,  8  h.  &  1.  trk.,  2  f.  boats,  8  hose  wag., 
8  hose  car.,  88  hrs.;  hose,  cot.,  rub.  lined,  gd., 
7,460  ft;  rub.,  gd.,  6,000  ft.;  inf.,  798  ft.;  tot. 
hose,  12,248  ft.:  f.  al.,  Gamewell,  110  bx.;  exp. 
dept.,  $100,648;  tot.  mem.,  106,  pd.  full  time  76, 
pd.  part  time  80. 

Water  Supply — Src,  wells,  6  m.  bus.  cent;  sys., 
pump  to  res.  ft  stdp.;  res.  cap.,  200,000,000 
gals.;  pump,  eng.,  cap.  day  13,000,000  sals.; 
mains,  c.  i.,  80  m.,  4  to  16  in.  dia.:  144  hyd.; 
60  v.;  met,  60;  1,800  serv.;  pipe,  galv.  i.;  prea., 
dom.  85  lbs.,  f.  80  lbs.;  cons,  day,  1,000,000 
gals.;  wks.  owned  by  Co. 

ELMER,  p.  1,140;  mere,  bldgs.,  wd.  F.  dept. — 1 
h.  eng.,  1  h.  ft  L  trk.;  f.  al.,  bell;  tot  mem.,  40 
vol. 

Watar  Supply — ^Waterwks.  to  be  installed. 

ENGLEWOOD,  p.  9,924;  f.  area.  2,660  a.; 
bldgs.,  bk.,  stn.  ft  wd.,  8  stor.;  wd.  rfs.  not  perm.; 
no  fwks.  perm.  F.  dept. — 1  auto.  comb.  eng.  ft 
hose  wag.,  1  c.  eng.,  8  c.  hand  ex.,  2  h.  ft  1.  trk., 
2  hose  wag.,  2  hose  reels,  6  hrs.;  hose,  cot.,  rub. 
lined,  6,000  ft;  f.  al.,  Gamewell,  20  bx.;  tot 
mem.,  83,  pd.  full  time  8,  pd.  part  time  25. 

Watar  Supply — Src,  from  the  Hackensack  riv.  at 
New  Milford;  4  pump,  eng.,  class  comp.  dup.  verti- 
cal trip,  expansion,  cap.  day  60,000,000  eals.; 
mains,  c  i.,  82.87  m.,  4  to  24  in.  dia.;  160  nyd.; 
411  v.;  met,  400;  pres.,  dom.  80  to  70  lbs.;  f. 
60  to  180  lbs.;  wks.  owned  by  Hackensack  Wa- 
ter Co. 

FAIRVIEW,  p.  2,441;  f.  area,  1,020  a.;  mere 
bldgs.,  bk.  ft  wd.;  wd.  rfs.  perm.  P.  dept. — 2  h. 
&  1.  trk.,  2  hose  csr.,  1  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  4,200  ft;  f.  al.,  bell  ft  wh.;  tot.  mem., 
115  vol. 

No  water  supply. 

FLEMINGTON,  p.  2,603;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,  8  stor.;  priv..  bk.  ft  wd.,  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept — 2  str.,  1  h.  ft  1.  trk.,  6  c  hand  ex.,  1 
hose  wag,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2, GOO  ft;  f.  al.,  elec,  bell  ft  wh.,  80  bx.;  val. 
equip.,  $5,000;  val.  bldgs.,  $3,000;  exp.  dept, 
$800;  tot   mem.,   120  vol. 

Water  Supply — Src,  riv.  ft  spr.;  sys.,  grav.  ft 
pump  to  res.;  res.  cap.,  650,000  gals.;  pump,  eng., 
cap  day  750,000  gals.;  mains.  Iron,  18^  m.,  4  to 
8  in.  dia.;  26  hyd.;  200  ser^'.;  pipe,  galv.  i.;  pres., 
dom.  86  lbs.,  f.  86  lbs.;  cost,  $67,000;  wks.  owned 
by  Co. 

FLORENCE,  p.  8,000.     F.  dept  not  reported. 

Water  Supply — Src,  Delaware  Riv.,  1  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  2  pump,  eng.,  cap.  day 
2,376.000  gals.;  46  hyd.;  pres.,  dom.  26  lbs.,  f. 
125  lbs.;  WKS.  owned  by  pnv.  Co. 

FORT  LEE,  p.  4,472;  f.  area.  2,600  a.;  mere, 
bldgs.,  wd.,  1  to  8^  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  c  eng.,  2  h.  ft  1.  trk.,  6  c  hand  ex.,  1 
hose  wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
2.750  ft;  f.  al.,  bell;  val.  equip.,  $5,000;  vaL 
bldgs.,  $1,200;  exp.  dept,  $1,000;  tot  mem.,  100 
vol. 

No  water  supply. 

FREEHOLD,  p.  8,288;  f.  area,  700  a.;  mere, 
bldgs.,  bk.  ft  wd.,  8  to  4  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F.  dept. — 
2  str.,  1  h.  ft  1.  trk.,  8  hose  car.;  hose.  rub.  lined, 
gd.,  2,000  ft;  f.  aL,  bell;  val.  equip.,  $12,000;  val. 
bldgs.,  $6,000;  exp.  dept,  $1,000;  tot  mem.,  135 
vol. 

Watar  Supply — Src.  wells,  1^  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  grav.;  stdp.  cap.,  286.000 
gals.,  dim.  20  x  100.  mst  stl.;  8  pump,  eng.,  daas 
comp.,   cap.   day   1,800,000  gals.;   mains,   iron,    10 


m.,  4  to  10  in.  dia.;  76  hyd.;  80  v.;  met,  60; 
680  serv.;  pipe,  galv.  L;  pres.,  dom.  40  to  60  lbs., 
f.  40  to  60  lbs.;  cons,  dsy,  250,000  gals.;  cost, 
$60,000;  cost  mtce.,  $80,000;  wks.  owned  by  town. 

FRENCHTOWN,  p.  984;  mere,  bldgs.,  bk.  ft  wd., 
8  stor.;  priv.,  wd.  ft  bk.,  2  ft  8  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  str.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,860  ft; 
f.  aL,  bell;  val.  equip.,  $8,000;  val.  oldgs.,  $2,000; 
exp.  dept,  $200;  tot  mem.,  42  voL 

Watar  Supply-HSrc,  creek,  %  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  240,000  gals.,  loc 
1,700  ft.  cent  of  town;  2  pump,  eng.,  cap.  day 
20,000  gals.;  mains,  cem.,  2H  in-«  ^  to  8  in. 
dia.:  20  nyd.;  pipe,  galv.  L;  prea.,  dom.  60  lbs.,  f. 
60  lbs.;  wks.  owned  by  Co. 

GARFIELD,  p.  10,218;  mere  bldgs.,  wd.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  a.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  1  h.  ft  1. 
trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,000 
ft;  f.  al.,  wh.  ft  telp.;  val.  equip.,  $6,000;  val. 
bldgs..  $14,000;  exp.  dept,  $2,000;  tot  mem., 
158  vol. 

Watar  Supply — Src,  wells,  ^  m.  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  2  stop.,  cap.  400,000 
gals.;  2  pump,  eng.,  class  dup.  ft  comp.,  cap.  dsy 
1.500,000  gals;  maina,  16  m.,  2  to  12  in.  dia.; 
160  hyd.;  met,  826;  1,868  serv.;  pipe,  galv.  i.; 
pres.,  dom.  82  lbs.,  f.  100  lbs.;  wks.  owned  by 
Doroucrh. 

•GLADSTOME,  p.  1,000.  F.  dept.— 1  str..  1 
auto.  pump,  eng.,  1  auto.  comb,  c  ft  h.  wag.  with 
hose;  vklI.  equip.,  $5,800;  val.  bldgs.,  $8,000; 
exp.  dept,  $500;  tot  mem.,  45  vol. 

Water  Supply — Src,  wells  ft  brooks;  sys.,  grav.; 
37  hyd.;  mains,  5  3-5  m.;  pres.,  dom.  ft  f.  1*40 
lbs.;  coH,  $55,000;   wks.  owned  by  town. 

OLASSBORO,  p.  2,821;  mere,  bldgs.,  wd.  ft  stn., 
2%  stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs.  perm.; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept — 6  c  ex.,  1 
h.  ft  1.  trk.,  3  hose  wag.;  hose,  cot,  rub.  lined, 
gd.,  1,400  ft.;  rub.,  gd.,  400  ft;  tot  hose,  1,800 
ft;  f.  al..  wh.;  vaL  equip.,  $2,300;  val  bldgs.. 
$6,000;  tot.  mem.,  81  vol.;  undrs.  rating,  second 
claas. 

Water  Supply — Src,  from  Clayton  Water  Co.; 
stdp.  cap.,  156,000  gals.;  58  hyd.;  pipe,  9^  m.; 
pred.,  dom.   60  IDs.,  f.   100  lbs. 

GLEN  RIDGE,  p.  8.260;  bldgs..  wd.  F.  dent — 
1  c  eng.,  1  h.  ft  1.  trk.,  1  hose  wag.,  3  hrs.;  nose, 
cot.,  rub.  lined,  gd.,  3.031  ft;  inf.,  200  ft;  tot 
hose,  3.231  ft;  f.  al.,  Gamewell,  15  bx.;  val.  equip., 
$8,227;  val.  bldas..  $631;  exp.  dept,  $4,586;  tot. 
mem.,  45,  pd.  mil  time  1,  pd.  part  time  2,  42 
vol. 

Water  Supply — Src,  East  Jersey  Water  Co'a 
plant  at   Little   Falls,   N.   J.;    sys.,   grav. 

GLOUCESTER,  p.  9,462;  f.  area,  640  a.;  mere 
bldgs.,  wd.  ft  bk.,  8  stor.;  priv.,  wd.,  80  ft  high; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  24  e 
hand  ex.,  1  hose  car.,  2  hose  wag.,  1  hrs.;  hose, 
2.500  ft;  f.  aL,  bell.  18  bx.;  val.  equip.,  $6,600; 
val.  bldgs.,  $7,000;  exp.  dept,  $024;  tot.  mem., 
27    VOL 

Water  Supply — Src,  spr.  ft  creek;  sys.,  pump  to 
res.  ft  stdp.;  stdp.  cap.,  145,000  gals.;  res.  cap., 
2,000,000    gals.;    pump,    eng.,    cap.    day    2,000,000 

fals.;  mains,   12  m.;  67  hyd.;  pres.,  dom.   45  lbs., 
80  to  90  lbs.;  cost,  $82,000;  cost  mtce.,  $1,908; 
wks.  owned  by  city. 

QUTTENBERG,  p.  6,647;  f.  area,  117  a.;  mere 
bldgs.,  wd.,  1  to  4  stor.;  priv..  bk.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 2  str.,  1  hand  eng.,  14 
c.  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  wag.,  1  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  8,000  ft;  rub.,  gd., 
1,000  ft;  tot.  hose,  4,000  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $18,000;  val.  bldgs.,  $16,000;  exp. 
dept,  $1,000;   tot.   mem.,   150   vol. 

Water.  Supply — Src,  Hackensack  Riv.;  mains,  e 
L,  5  m.,  4  to  36  in.  dia.;  60  hyd.;  78  v.;  pres., 
45  to  70  lbs.;  wks.  owned  by  Hackensack  Water 
Co. 

HACKENSACK,  p.  14,060;  f.  area,  3  m.;  mere 
bldgs..  wd..  8  ft  4  stor.;  priv.,  wd..  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 2  str.,  1  hand  eng.,  1  comb,  e  ft  h. 
wag.,  1  c  eng.,  22  e  hand  ex.,  2  h.  ft  1.  trk.,  18 
hrs.;  hose,  cot,  rub.  lined,  gd..  7.600  ft;  f.  al.. 
Gamewell.  89  bx.;  val.  equip.,  $16,600;  val.  bldgs.. 
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$15,000;  exp.  dept.,  |10,000;  tot.  mem.,  201,  pd. 
full  lime  10,  vol.   91. 

Water  Supply — Src.,  Hackensack  RW.;  ays.,  pump 
to  res.;  res.  cap.,  260,000  grala.;  pump,  eng.,  cap. 
day  600,000  gala.;  mains,  c.  i.,  81  m.,  4  to  20  in. 
dia.;  213  hyd.;  482  v.;  pres.,  56  to  100  lbs.; 
wks.  owned  by  Hackensack  Water  Co. 

HACKETTSTOWN,  p.  2,716;  mere,  bldgs.,  wd., 
2^8  stor.;  priv.,  wd.,  2  &  3  stor. ;  wd.  rfs.  perm. 
F.  dept. — 1  c.  wag.,  1  h.  &  1.  trk.,  3  hose  car.; 
hose,  cot.,  rub.  I.ned,  gd.,  2,300  ft.;  f.  al.,  bell; 
tot.  mem.,  66  vol. 

Water  Supply — Src,  spr.  k  strm.,  1 V^  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  1,000,000  gals.;  cap. 
main  res.,  7,000,000  gals.;  mains,  c.  i.,  12  m.,  4 
to  12  in.  dia.;  64  hyd.;  met.,  14;  pres.,  dom.  100 
to  110  lbs.,  f.  100  to  110  lbs.;  cost,  $SO,000; 
cost  mtce..  $1,000;  wks.  owned  by  city. 

HADDONFIELD,  p.  4,142;  f.  area,  640  a.; 
bldgs.,  wd.,  3  stor.;  wd.  rfs.  not  perm.;  no  fwks. 
Sc  combt.  ord.  F.  dept. — 1  band  eng.,  1  c.  eng., 
2  c.  hand  ex..  1  h.  &  1.  trk.,  1  supply  wag.,  2 
hose  carts,  1  hose  car.,  4  hrs. ;  hose,  cot.,  rub.  lined, 
gd.,  2.000  ft.;  f.  al.,  bell;  val.  equip.,  $5,800; 
val.  bldgs.,  $3,000;  exp.  dept,  $500;  tot.  mem., 
50  vol. 

Water  Suppiy^ — Src,  spr.,  1  m.  bus.  cent.;  sys., 
pump  to  stdp. ;  stdp.  cap.,  150,000  gals.;  res.  cap., 
2,000,000    gals.;    pump,    eng.,    cap.    day    1,500,000 

Sals.;  mains,  kalamein  &  c  i.,  4  m.,  4  to  10  in. 
ia. ;  41  hyd.;  76  v.;  met.,  800;  876  &erv.;  pres., 
f.  85  lbs.;  cost,  $110,000;  cost  mtce.,  $3,000; 
wks.  owned  by  Co. 

HAMBURG,  p.  1,200.  F.  dept. — 1  h.  A  I.  trk., 
2  c.  hand  ex.;  val.  equip.,  $1,400;  exp.  dept.,  $150; 
tot.   mem.,   46  vol.;  undrs.  rating,  flfth  class. 

No   Water  Works. 

HAIMMONTON,  p.  5,088;  mere  bldgs.,  bk.  ac 
wd.,  2  &  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  2  c.  eng.,  4  c.  hand  ex.,  2  h.  &  1.  trk.,  1 
hose  wag.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
1,100  ft.;  rub.,  gd.,  650  ft.;  tot.  hose,  1,760  ft.; 
f.  al.,  bell,  elec.  &  telp. ;  val.  equip.,  $1,850;  val. 
bldgs.,  $1,800;  exp.  dept.,  $300;  tot.  mem.,  42 
vol. 

Water  Supply — Src,  6  deep  wells,  raised  bj 
compressed    air    &    cisterns. 

HARRISON,  p.  14,408;  f.  area,  1,280  a.;  mere 
bldgs.,  stn.  &,  bk.,  2  to  6  stor.;  priv.,  wd.,  2  V> 
stoi.;  wd.  rfs.  perm.;  fwks.  &  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  comb,  c  &  h.  wag.,  12  a 
hand  ex.,  1  h.  &  1.  trk.,  2  hose  wag.,  2  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  6,100  ft.;  f.  al..  Game- 
well,  23  bx.;  val.  equip.,  $13,800;  val.  bldgs., 
$4,600;  exp.  dept.,  $6,077;  tot.   mem.,   118  vol. 

Water  Supply — Src.  New  Jersey  Suburban  Water 
Co.;  mains,  11  m.,  6  to  20  in.  dia.;  Ill  hyd.; 
met.,  1,500;  1,000  serv.;  pres.,  f.  80  lbs.;  cost, 
$42,500;  cost  mtce.,  $8,600;  wks.  owned  by  Co. 

HAS3R0UCK  HEIGHTS,  p.  2,166;  f.  area,  2  m. 
long,  1  m.  wide;  mere  bldgs.,  bk.  &  stn.,  2V^ 
stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs.  perm.;  fwks. 
ord.;  f.  inv.  F.  dept. — 6  c  ex.,  4  on  trk.,  2 
h.  A  1.  trk.,  2  hose  car.;  hose,  cot.,  gd..  2,750  ft.; 
f.  al.,  bell,  wh.  &  Gamewell,  8  bx.;  exp.  dept., 
$1,300. 

Water  Supply — ^Fumished  by  Hackensack  Water 
Co. 

HELMETTA,  p.  661;  f.  area,  86  a.;  mere  bldgs., 
bk..  6  stor.;  priv.,  wd.,  8  stor.;  wd.  rfs.  perm.; 
fwks.  ord.;  f.  inv.  F.  dept. — 2  hose  car.;  hose, 
rub.,  gd.,  2,800  ft.;  f.  al.,  wh.;  val.  equip.,  $8,000; 
tot.  mem.,  80  vol. 

Water  Supply — Src,  pond,  '/ft  m.  bus.  cent.; 
s>'8.,  pump  to  stdp.;  stdp.  cap.,  80,000  gals.;  dim., 
10  X  135;  mat.,  wrt.  i. ;  3  pump,  eng.,  class  dup., 
cap.  day,  2,880,000  gals.;  mains,  c,  galv.  &  wrt. 
i.,  8  m.,  4  to  8  in.  dia.;  30  hyd.;  23  v.;  pipe, 
galv.  JE  wrt.  i.;  pres.,  dom.  40  lbs.,  f.  60  lbs.; 
cons,   day,    15,000   gals.;   wks.   owned  by   Co. 

HI  BERN  I  A,  p.    2.000.     F.   dept.   not  reported. 

Watar  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  3  pump,  eng.,  cap.  day  432,000 
gals.;   24   hyd.;   wks.  owned  by  Co. 

HIGH  BRIDGE,  p.  1,546.  F.  dept. — 2  hose  car., 
1  h.  &  1.  ft  hose  trk.;  hose,  2,000  ft.;  f.  al.,  wh.  & 
elec;  tot.  mem.,  60  vol. 

Watar  Supply — Src,  rea.;  ays.,  grav.;  res.  cap., 
1,000,000  gala.;  pres.,  dom.  110  to  126  Iba. 


HIGHTSTOWN,  p.  1,870;  f.  area,  500  a.;  mcfc 
bldgs.,  bk.  A  wd.,  2  &  8  stor.;  priv.,  bk.  k  wd.,  S^ 
stor.;  wd.  rfa.  not  perm.;  fwka.  A  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  c  ft  h. 
wag.,  .1  0tr.,  1  h.  &  1.  trk.,  1  hose  wag.,  4  c  ex.; 
hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  inf.,  500  ft; 
tot.  hose,  2,500  ft;  f.  al..  bell  &;  wh.;  v«l.  equip., 
$9,300;  val.  bldga.,  $8,500;  exp.  dept,  $1,000; 
tot.   mem.,   30  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  qrs.. 
pump  to  stdp.  &  d<r.;  stdp.  cap.,  100,000  gals., 
dim.  14  X  lUO,  mat.  stl.;  2  pump,  eng.,  cap.  da; 
806,400  gals.;  mains,  iron,  6  m.,  4  to  12  in.  dia.; 
36  hyd.;  met,  4;  356  serv.;  pres.,  dom.  58  lbs., 
f.  100  to  150  lbs.;  cona.  day,  40,000  gals.;  cost 
$22,600;   cost  mtce.,   $1,200;   wka.   owned  by  city. 

HOBOKEN,  p.  70,824;  f.  area.  2,700  a.;  mere 
bldgs.,  stone  &  bk.,  2  to  6  stor.;  priv.,  atn.  &  bk, 
8  sior.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  & 
combt  ord.;  causes  of  f.  inv.  F.  dept — 5  str.. 
(2  in  reser\e),  2  h.  &  1.  trk.,  1  c  eng.,  20  c.  hand 
ex.  (6  in  reserve),  2  aer.  trk.,  1  auto.  aer.  trk., 
1  auto,  tractor,  5  comb.  c.  dc  hose  wag.,  1  h(M« 
wag.    (1    hose    wag.    in    reserve),    2    water   towem, 

1  chief's  auto.,  1  chief's  wag.,  1  fuel  wag..  1  sup- 
ply wag.,  27  hrs.;  hose,  rub.,  gd.,  lo,UoO  ft: 
(550  ft.  in  resene);  f.  al.,  Gamewell,  65  bx.;  vaL 
e(]uip..  $73,753;  val.  bldgs.,  $129,000;  exp.  dept, 
$14s,683;   tot   mem.   98,  pd.  full  time. 

Water  Supply — Src,  Hackensack  Riv.;  sys.,  pump 
to  res.;  2  res.,  cap.  80,000,000  gala.;  10  pump. 
eng.,  cap.  day  172,000,000  gals.;  mains,  32.77 
m.,  4  to  16  in.  dia.;  365  hyd.;  526  v.;  met., 
13,619;  5,500  serv.;  pres.,  35  to  50  lbs.;  cons. 
day,  6,600,000  gals.;  wks.  owned  by  Iladtensack 
Water   Co. 

HOHOKUS.  p.   1,000.     F.  dept — 1  auto.  f.  cnf., 

2  hose  carts;  val.  equip.,  $2,500;  tot.  mem.,  aO 
vol. 

Water  Supply — Src,  wells  in  bus.  cent;  sys., 
dir.  pres.;  pres.,  f.,  50  to  100  lbs.;  wks.  owned 
by    priv.    Co. 

HOPEWELL,  p.  1,073;  f.  area,  200  a.;  wd.  rfa. 
perm.  F.  dept. — 1  c  eng.,  1  hand  eng.,  1  h.  * 
I.  trk.,  2  hose  car.,'  1  hose  wag.  &  bucket  com- 
pany; bell  alarm;  val.  equip.,  $2,460;  tot  mem.. 
115   VOL 

Water  Supply — Src,  2  wells,  %  m.  bus.  cent; 
ays.,  pump  to  res.;  res.  cap.,  226.000  gals.,  ioc. 
1  m.  town;  1  pump,  eng.,  cap.  day  10,000  gaU ; 
mains,  c  i.,  4  m.,  3  to  8  in.  dia.;  16  hyd.:  1^ 
v.;  met,  160;  150  serv.;  pipe,  iron;  pres.,  dom. 
120  lbs.,  f.  120  lbs.;  cona.  day,.  12,000  gals.;  co«t 
$27,000;  cost  mtce.,  $1,200;  wks.  owned  by  bor- 
ough. 

IRVINGTON,  p.  11,877;  bldgs.,  bk.  &  wd.  F. 
dept — 1   auto.  comb,  c  &  h.  wag.,   1   h.  &  1.  trk.. 

1  hose  wag.;  hose,  8,700  ft;  tot  mem.,  33,  ^ 
pd.  full  time.  25  vol. 

Watar  Supply — Src,  Commonwealth  Water  t 
Light  Co.,  of  Summit,  N.  J. 

JAMESBURG,  p.  2,076;  f.  area,  128  a.;  mere 
bldga.,  wd..  2  &  2Vi  stor.;  priv.,  wd.,  80  ft  hipr' : 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.  F.  dept — - 
hose  carts,  1  comb.  h.  Jt  1.  trk.,   1  c  eng.  A  hose, 

2  c  hand  ex.;  hose,  rub.,  gd.,  1,600  ft;  f.  aU 
bell;  vaL  equip.,  $2,600;  vaL  bldgs.,  $400;  eip. 
dept.,  $300;  tot  mem.,  46  vol. 

Water  Supply — Src,  wells,  %  m.  bus,  cent: 
sys.,  grav.  it  pump  to  stdp.;  stdp.  cap.,  90,000 
gals.,  dim.  65  x  16  ft,  mat.  Iron;  2  pump.  enf.. 
cap.  m.n.  200  gals.;  mains,  iron,  4  to  6  in.  dia.; 
pres.,    40   lbs.;  wks.   owned   by   Co. 

JERSEY  CITY,  p.  267,779;  f.  area.  19  aq.  m: 
mere  bldgs.,  bk.  &  wd.,  4  to  6  stor.;  priv..  bk.  & 
wd.,  2  to  4  stor.;  wd.  rfs.  not  |>erm.  in  f.  area; 
fwks.  A  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
IS  comb.  c.  &  h.  wag.,  18  atr.,  10  h.  <flb  L  trfc., 
54  c  hand  ex..  9  aer.  trk.,  5  chiers  auto.  101 
hrs.;  hose,  cot,  rub.  lined,  gd.,  44,000  ft;  nih.. 
gd.,  3,700  ft;  inf.,  2,000  ft;  c,  3,000  ft;  tot 
hose,  52,700  ft.;  f.  aL,  elec,  382  bx.;  vaL  equip.. 
$300,000;  val.  bldgs.,  $275,000;  exp.  dept,  $510. 
000;  tot.  mem.  302,  pd.  full  time. 

Water  Supply — Src,  riv.,  26  m.  bua.  cent;  syi.. 
grav.;  res.  cap.,  129,200,000  gals.;  3  pump.  eng.. 
cap.  day  105,000.000  gals.;  mains,  c.  L.  215.1- 
m.,  4  to  36  in.  dia.;  2.274  hvd.;  2,608  v.;  met. 
1,600;  26,000  serv.;  pipe,  lead;  prea.,  dom.  26  to 
46  Iba.,  f.  60  lbs.;  cona.  daj.  88,000.000  gala; 
rost,  $5,200,000;  coat  mtce.,  $446,000;  wka.  owned 
by  city. 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— NEW  JERSEY. 


C-233 


KEARNY,  p.  18,660;  f.  area.  1,160  a.;  mere 
bldgs.,  wd.,  bk.  &,  cone,  8  to  5  stor. ;  priv.,  wd., 
bk.  &  cone,  1  to  4  stor.;  wd.  rfs.  perm,  in  f.  nrea; 
fwks.  &  combt.  oo-d.;  causes  of  f.  inv.  F.  dept. — 
1  comb.  c.  &  h.  wa^.,  1  vhief's  auto.,  c.  car.,  1 
auto.  trip.  comb.  pump,  eng.,  16  c.  hand  ex.,  1  c. 
eng.,  2  n.  k  I.  trk.,  2  hose  wag.,  12  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  0,300  ft.;  inf.,  200  ft.;  tot. 
hose,  0,500  ft.;  f.  al..  Oa.mewcn,  30  bx.;  val. 
equip.,  $27,000;  val.  bldgs.,  $50,000;  exp.  dept., 
$0,500;  tot.  mem.  147,  pd.  full  time  2,  vol.   145. 

Water  Supply — Src,  Jersey  City  Water  Wks.,  18 
m.  bus.  cent. ;  sys.,  pump.,  grav.  from  Great  Notch 
res.  dir. ;  mains,  32  m.,  6  to  80  in.  dia.;  325  hyd.; 
560  v.;  met.,  1.000;  2.200  serv. ;  pipe,  lead;  pres., 
dom.  66  to  100  Iba.,  f.  65  to  100  lbs.;  cons,  day, 
817,200   gals.;   wks.   owned   by  town. 

KEYPORT,  p.  8,564;  f.  area,  1,280  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2Vi  ator.;  wd. 
rfs.  perm.;  combt.  ord.;  causes  of  f.  inv.  F.  dept. 
— 1  c.  eng.,  2  h.  ft  1.  trk.,  4  hose  oar.,  2  hrs.; 
hoee,  cot.,  rub.  lined,  gd.,  2,050  ft.;  rub.,  gd., 
400  ft.;  inf.,  500  ft;  tot.  hose,  2,060  ft;  f.  al., 
bell,  8  bx.;  val.  equip.,  $8,000;  val.  bldgs.,  $16,- 
500;  exp.  dept,  $2,500;  tot  mem.,   140  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  208.760  gals.,  dim.  20 
X  125.  nat.  iron;  2  pump,  eng.,  class  dup.  comp., 
cap.  day  750,000  gals.;  mains,  c.  i.,  8%  m.,  4 
to  12  in.  dia.;  102  hyd.;  180  v.;  met,  240;  750 
serv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f.  60  lbs.; 
cons,  day,  175,000  gals.;  cost,  $62,000;  cost  mtce., 
$2,600;   wks.   owned  by  city. 

LAKEWOOD,  p.  5,140;  f.  area,  2,600  a.;  mere, 
bldgs.,  bk.  A  wd.,  2  ft  3  stor.;  priv.,  bk.  ft  wd.,  2 
ft  8  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 2  c.  hand  ex.,  1  h.  ft  1.  trk.,  4 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
rub.,  gd.,  1.000  ft;  tot  hose,  2,000  ft;  f.  al., 
wh.  ft  elec,  11  bx. ;  val.  equip.,  $3,500;  val.  bldgs., 
$3,000;   exp.  dept.,   $3,000;  tot.  mem.,  65  vol. 

Water  Supply — Src,  3  artesian  wells;  sys.,  pump 
to  stdp.;  stdp.  cap.,  144,000  gals.,  mat.  sti.;  2 
pump,  eng.,  cap.  day  2,000.000  gals.;  mains,  12 
m..  4  to  8  in.  dia.;  103  hyd.;  met,  225;  631 
serv.;  pres.,  dom.  45  lbs.,  f.  80  lbs.;  wks.  owned 
by   Co. 

LAMBERTVILLE,  p.  4,657;  f.  area.  800  a.; 
mere,  bldgs..  bk.,  1  to  8  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  trip.  comb, 
wag.,  1  comb,  ladder  trk.  ft  c.  auto..  1  comb, 
tractor  auto.,  1  str.,  1  c.  eng.,  20  c.  hand  ex.,  2 
comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk..  2  hose  wag.,  1 
ho«e  car.,  1  hrs.;  hose,  cot,  rub.  lined,  gd.,  3,000 
ft;  inf.,  300  ft;  tot.  hose,  3,300  ft;  f.  al.,  bell 
ft  wh.;  vslI.  equip.,  $25,000;  val.  bldgs.,  $15,000; 
exp.  dept,  $4,000;  tot.  mem.,  100  vol. 

Water  Supply — Src,  spr.,  1*4  m.  bus.  cent.; 
syS'f  grav.-  res.  cap.,  38,000,000  gals.;  1  pump, 
eng..  cap.  720,000  (rals. ;  mains,  c.  i.,  8  m.,  4  to  8 
in.  dia.;  50  hyd.;  28  v.;  met,  12;  260  serv.;  pipe, 
galv.  i. ;  pres.,  dom.  ft  f.   70  lbs.;  cons,  day,  300,- 

000  gals.;  cost,  $72,000;  cost  mtce.,  $1,500;  wks. 
owned  by  Co. 

LEONIA.  p.   1,486.     F.  dept. — Vol. 
Water  Supply — Src,  Hackensack  Water  Co. 

LINDEN,  p.  600;  f.  area,  H  m.;  mere  bldgs.. 
bk.  ft  wd.,  2  to  3  stor.;  priv.,  wd.,  1  to  2Vb 
stor.;  wd.  rfs.  perm.;  causes  of  f.  inv.  F.  dept. — 
2   hose  reels,   1  h.  ft  1.  trk.;  hose,  cot.,  rub.  lined, 

fd.,   1,000    ft;    inf.,   400   ft;   tot    hose,   1,400   ft; 
al.,   elee;  val.   equip.,  $1,200;  exp.  dept,  $500; 
tot    mem.,   35   vol. 

Water  Supply — From  Elizabethtown  Water  Co. 

LITTLE  FERRY,  p.  2,860;  f.  area,  800  a.  F. 
dept. — 1  comb,  e  ft  h.  wag.;  val.  equip.,  $1,500; 
val.  bldgs.,  $5,000;  exp.  dept,  $400;  tot  mem.. 
25  vol. 

Water  Supply — Src,  wells;  sys.,  dir.  pres., 
35  hvd.;  mains,  4,000  ft;  pres,  dom.  00  lbs'.,  f. 
100  fbs. ;  wks.  owned  by  citj'. 

LITTLE  SILVER,  p.  760;  f.  area,  4  sq.  m.; 
mere  bldgs..  bk..  stn.  ft  wd.,  1  to  3  stor.;  priv., 
wd.,  1  to  3  stor.;  wd.  rfs.  perm,  in  f.  area;  no 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept. — 

1  gasoline  eng.,  2  hrs.;  hose.  1,500  ft.;  f.  al., 
bell;  vaL  equip.,  $3,000;  val.  bldgs.,  $1,600;  exp. 
dept,  $26:  tot.  mem.,  46  vol. 

Water  Supply — From  Long  Branch. 


LONQ  BRANCH,  p.  18.208;  f.  araa,  8,600  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  2\i  to  6  ator.;  priv., 
stn.,  bk.  ft  wd.,  2Vi  ator.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  mv.     F.  dept — 

1  auto.  comb,  c  ft  h.  wag.,  8  str.,  2  c.  eng.,  14 
e  hand  ex.,  6  hose  wag.,  1  hose  car.,  1  comb,  e 
ft  h.  wag.,  16  hrs.;  hose,  rub.,  gd.,  6,270  ft;  inf., 
750  ft.;  tot  hose,  6,000  ft;  f.  aL,  bell,  40  bx.; 
val.  equip.,  $40,000;  vaL  bldgs.,  $82,000;  ezp. 
dept,  $18,000;  tot.  mem.,  600,  pd.  full  time  17, 
vol.   483. 

Water  Supply — Src,  spr.,  7  m.  bus.  cent;  sys., 
pump  dir.;  6  pump,  eng.,  cap.  day  21.000,000 
gals.;  mains,  c.  i.,  100  m.,  4  to  86  in.  dia.;  810 
hyd.;  260  v.;  met.  400;  pres.,  dom.  60  lbs.,  f. 
70  lbs.;  wks.  owned  by  Co. 

LUMBERTON,  p.  200.  F.  dept— 1  hose  car.; 
hose,  1,800  ft;  f.  al.,  bell;  val.  equip.,  $2,000; 
val.  bldgs.,  $8,500;  tot  mem.,  50  voL 

Water  Supply — Src,  creek,  ^  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  58,000  gals.;  1 
pump,   eng.,  cap.   day   264,000   gala.;   mains,   c.   L, 

2  m.,  4  to  8  in.  dia.;  20  hyd.;  14  v.;  pres.,  dom. 
55  lbs.,  f.  100  lbs.;  cons,  day,  17,000  gals.; 
cost,  $14,000;  cost  mtce.,  $408;  wks.  owned  by 
priv.   Co. 

MADISON,  p.  4,668;  f.  area,  2,060  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
2^^  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
pump,  eng.,  16  e  hand  ex.,  1  h.  ft  1.  trk..  1  hose 
wag.,  1  nose  reel,  7  hrs.;  hose,  cot.,  rub.  lined, 
8.000  ft;  f.  al.,  elec,  bell  ft  wh.;  val.  equip., 
$10,000;  val.  bldgs.,  $11,000;  exp.  dept,  $3,')00; 
tot.    mem.,    SO   vol. 

Water  Supply — Src,  wells;  ays.,  pump  to  stdp.; 
stdp.  cap..  202,525  gals.;  2  pump,  eng.,  cap.  day 
2,000.000  gals.;  mains,  21  m.,  4  to  10  in.  dia.; 
152  hyd.;  41  v.;  met.,  650;  775  serv.;  pres.,-  f. 
05  lbs.:  cons,  day,  350.000  gals.;  cost,  $100,000; 
cost  mtc#> .   $8,000;   wks.  owned  by  town. 

MANASQUAN,  p.  1,582;  f.  area,  258  a.;  mere 
bldgs..  bk.  ft  wd..  2  to  4  stor.;  priv.,  wd.,  8  stor.; 
wd.  rfs.  perm.  In  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  hand  eng.,  1  e 
eng.,  1  e  hand  ex.,  1  h.  ft  1.  trk..  5  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,800  ft.;  pres.,  150  lbs.; 
f.  al.,  bell  ft  wh.;  val.  equip..  $5,400;  val.  bldgs., 
$8,000;   exp.   dept,   $500;    tot    mem.,    100   vol. 

Water  Supply — Src,  artesian  wells  ft  cisterns  to 
stdp.;   cap.,    162,000   gals. 

MATAWAN,  p.  1,646;  f.  area,  100  a.;  mere 
t)ldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  wd.  rfs.  perm.;  no 
fwks.  ft  combt.  ord.  F.  dept. — 1  hand  eng..  4 
e  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  car.;  l\o»€,  cot., 
rub.  lined,  gd.,  2,000  ft;  inf.,  500  ft.;  tot.  hoee, 
2,500  ft;  f.  al.,  bell;  val.  equip.,  $5,000;  val. 
bldgs.,  $2,000;  exp.  dept,  $1,000;  tot.  mem.,  110 
vol. 

Water  Supply — Src,  wells.  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  07,500  gals.; 
dim.,  12  X  115;  mat.,  stl. ;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  500,000  gals.;  mains,  e  L,  4 
to  10  in.  dia.;  53  hyd.;  met,  336;  pipe,  lead; 
cons,  day,  120,000  gals.;  cost,  $40,000;  wks. 
owned  by  to^n. 

MAY'S  LANDING,  p.  1.350;  f.  area.  1.280  a.; 
mere  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm. ;  no  fwks.  ft  combt  ord. ;  causes  of  f. 
inv.  F.  dept. — 1  auto.  comb,  e  ft  h.  trk.,  10  e 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  050  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$2,500;  val.  bldgs.,  $2,500;  exp.  dept,  $500;  tot 
mem.,    35    vol. 

Water  Supply — Src,  2  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  101,000  gsila.;  1 
pump,  eng.,  cap.  day  60,000  gals.;  mains,  c.  i., 
4%  m.,  4  to  10  in.  dia.;  52  hyd.;  38  v.;  174 
sen-.;  pres.,  dom.  ft  f.,  55  lbs.;  cons,  day,  60,000 
gals.:  cost,  $30,000;  cost  mtce.,  $060;  wks. 
owned   by   town. 

MEDFORD,  p.  1,008;  f.  area,  15  a.;  mere 
bldgs.,  stn.  ft  wd..  2  ft  3  stor.;  priv.,  wd.,  2^ 
stor.;  wd.  ris.  perm.  ,F.  dept. — 1  hand  eng.,  1 
h.  ft  1.  trk.,  2  hose  car.;  hose,  cot.  rub.  lined,  gd., 
1,500  ft.;  f.  al.,  bell:  vsL  equip.,  $625;  val.  bldgs., 
$2,000;  exp.  dept,  $425;  tot  mem.,  60  vol. 

Water    Supply — Src,    creek,    %    m.    bus.    cent; 


s.vs.,  pump  to  stdp.;  stdp.  cap., 
dim.  12  X  100,  mat.  iron;  1  pump. 
860,000  gals.;  mains,  iron,  4  m.,  4 


86.000  gala., 
eng.,  cap.  di^ 
to  6  in.  dia.; 
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24  hyd. ;  80'  v.;  260  serv.;  pipe,  ^Iv.  1.;  prea., 
dom.  40  Iba.,  f.  40  to  60  lbs.;  coat,  $16,000;  cost 
mtce..   $800;   wks.   owned  by   Co. 

MENDHAM,  p.  1,120;  bldgs.,  wd.  F.  dept. — 1 
auto,  trk.,  1  h.  &  1.  trk.,  1  hose  cart,  7  c.  hand  ex.; 
hose,   1,000  ft.;  tot.  mem.,   46  vol. 

Water  Supply — Src,  spr.;  sys.,  grav. ;  mains,  8 
to  6  in.;  hyd.,  300  to  400  ft  apart;  pres.,  90  lbs. 

MERCHANTVILLE,  p.  1,096;  f.  area,  1,280  a.; 
bidgs.,  bk.  &  wd.,  1  to  3  stor. ;  wd.  rfs.  perm.; 
fwks.  &  combt.  ord.     F.  dept. — 3  c  hand  ex.,  1  h. 

6  1.  trk.,  3  hose  car.,  2  hrs. ;  hose,  cot.,  rub.  lined, 
gd.,  2,000  ft.;  f.  al..  bell;  val.  equip.,  $3,100; 
val.  bldgs.,  $2,500;  exp.  dept.,  $300;  tot.  mem..  68 
vol.;   undrs.   rating,  third  class. 

Water  Supply — Src,  wells,  2  m.  bus  cent.; 
8>-B.,  pump  to  stdp.  'i  dir. ;  stdp.  cap.,  440,000 
gal«.;  res.  cap.,  400,000  gals.;  2  pump,  eng.;  cap. 
day,  3,000,000  gsls.;  mams,  iron,  32  H  m.,  4  to 
12  in.  dia.;  122  hyd.;  met.,  600;  1,467  serv.; 
pipe,  iron;  pres.,  dom.  38  lbs.,  f.  100  lbs.;  cons, 
day.  350,000  grals.;  cost,  $800,000;  cost  mtce., 
920,000;  wks.  owned  by  private  Co. 

METUCHEN,  p.  2,138;  f.  area,  1,600  a.:  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  &  3 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  &  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  4 
c  hand  ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  6  hose 
car.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  3,200  ft.; 
inf.,  160  ft.;  tot.  hose,  8,360  ft.;  f.  al.,  wh.; 
val.  equip.,  $3,000;  val.  bldgs.,  $16,000;  exp. 
dept.,  $200;   tot.  mem.,  140   vol. 

Water  Supply — Src.  wells,  7  m.  bus.  cent.; 
sys.,  pump  to  stdp.  &  dir.;  stdp.  rap.,  1,500,000 
gals.;    mat.,    iron;    2   pump,    eng.,   cap.    day   8,000,- 

000  gals.;  mains,  iron,  44  m..  4  to  12  in.  dia.; 
96  hyd.;  1,035  serv.;  pipe,  iron;  pres.,  dom.  70 
lbs.,  f.  70  lbs.;  cons,  day,  960,000  gals.;  wks. 
owned  by  Co. 

MIDLAND  PARK,  p.  2.001;  f.  area,  400  a.  F. 
dept. — 1  h.  k  1.  trk.,  4  c.  hand  ex.,  2  hose  reels, 
1,000  ft.  hose;  val.  equip.,  $2,000;  exp.  dept., 
$160;  tot.  mem.,  65  vol. 

Water  Supply^ — Src,  artesian  wells,  1^  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  300,000 
gals.;  dim.,  30  x  32;  mat,  iron;  2  pump,  eng.; 
cap.  day,  4,000,000  gals.;  mains,  c  i.,  8  m.,  6  to 
12  in.  dia.;  31  hyd.;  4  met;  177  eerv.;  pres., 
dom.  k  f.  35  to  100  lbs.;  wks.  owned  by  Bergen 
Water  Co. 

MILBURN.  p.  4,000;  f.  area.  4  sq.  m.  F.  dept 
— 1  c  auto.,  1  h.  &  1.  trk..  12  hand  ex.,  2  hose 
wag.,  1  hose  reel;  f.  al.,  bell;  val.  equip.,  $15,- 
000;  exp.  dept,  $8,000;  tot  mem.,  40,  pd.  part 
time. . 

Water  Supply — Src,  stdp.,  1  m.  bus.  cent.;  sj's., 
grav. ;  80  hyd.;  pres.,  dom.  60  to  172  lbs.,  f.  60 
to  172  lbs.;  wks.  owned  by  priv.  Co. 

MILLVILLE,  p.  12,461;  f.  area,  1,280  a.;  mere 
bldgs.,  bk..  2  &  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt.  ord.  F.  dept. — 1 
hand  eng..  12  c  hand  ex.,  1  h.  &  1.  trk.,  1  ho^e 
wag.,  4  nose  car.,  2  hrs.;  hose,  cot.,  rub.,  gd.. 
4,600  ft;  inf..  600  ft;  tot  hose.  5.000  ft;  f. 
al.,  bell  k  telp. ;  val.  equip.,  $10,000;  exp.  dept.. 
$3,000;   tot.   mem.,   41. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
pump  to  stdp..  dim.  12  x  128.  loc  near  ;;tation, 
mat  iron;  8  pump.  eng..  cap.  day  3,760,000  gals.; 
mains,  20  m.,  3  to  12  in.  dia.;  66  hyd.;  pine. 
lead,  galv.  i.;  pres.,  dom.  40  lbs.,  f.  60  lbs.;  wks. 
owned  by  Co. 

MONTCLAIR,  p.  21,660;  f.  area,  10  sq.  m.; 
mere  bldgs.,  stn.,  bk.  k  wd.,  1  to  4  stor.;  priv., 
etn.,  bk.  k  wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f. 
area;   causes  of  f.   inv.      F.   dept. — 18   c.   bond  ex., 

1  auto.  h.  k  1.  trk..  1  h.  ft  1.  trk.,  2  comb.  c.  ft 
h.  wag.,  1  auto.  trip.  comb,  c  ft  h.  wag.,  14 
hrs.;  hose,  cot,  rub.  lined,  gd..  6.000  ft.;  f.  al., 
bells  ft  wh.,  86  bx.;  vaL  equip.,  $60,000;  val. 
bldgs.,  $80,000;  exp.  dept,  $86,000;  tot.  mem., 
68.  pd.   full  time  20.  pd.   part   time  2,  vol.    86. 

Water  Supply — Src,  Passaic  riv.   at  Little  Folk?. 

7  m.  bus.  cent.;  sys.,  dir.  ft  to  res.,  repumped  to 
stdp.  ft  dir.;  stdp.  cap.,  .  600,000  g«l8.,  loc  on 
First  Mountain;    5  pump,  eng.,   cap.  day  9,000,000 

Sals.;  mains,  sti.  ft  c  i.,  86  m.,  4  to  24  in.  dia.; 
32  hyd.;  699  v.;  4,835  met;  4,Si36  serv.;  pipe, 
lead  ft  galv.  i.;  pres.,  dom.  90  lbs.,  f.  126  lbs.; 
cons,  day,  1,260,000  gals.;  wks.  owned  by  Co. 

MOORESTOWN,  p.  4,860;  f.  area,  4  aq.  m.; 
mere    bldgs.,    bk.,    2    &    3    stor.;    priv.,    wd.,    2Vfe 


ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
cause  of  f.  inv.  F.  dept. — 40  c  hand  ex.,  2  h. 
ft  1.  trk.,  1  auto.  comb,  c  ft  h.  wag.,  1  hoae  wag., 
4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,450  ft; 
rub.,  gd.,  200  ft;  tot  hose,  2,660  ft;  f.  aL, 
Gamewell,  26  bx.;  val.  equip.,  $7,000;  val.  bldgt., 
$8,000;   exp.   dept,   $2,600;  tot   mem.,   150   voL 

Water  Supply — Src,  pond  ft  creek;  sys.,  pump  to 
Mtdp.;  stdp.  cap..  160,000  gals.;  res.  cap.,  8,000.- 
000  gals.;  pump,  eng.,  cap.  day  1,000.000  gals.; 
mains,  cem.  ft  iron,  12  m.,  4  to  8  in.  dia.;  80 
hyd.;  36  v.;  690  serv.;  p  pe,  lead;  pres.,  dom.  45 
lbs.,  f.  76  lbs.;  cost,  $78,000;  coat  mtce.,  $7,000; 
wk.s.   owned  by   Co. 

MORRISTOWN,  p.  12,607;  f.  area,  2,560  a.; 
mere  bldgs.,  bk.  ft  wd..  2  V^  to  6  stor.;  priv.,  stn.. 
bk.  ft  wd.,  2^  stor.;  frame  bldgs.  not  perm. 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 2  str.,  1  auto,  c  eng.,  1  auto.  h.  ft  1. 
trk.,  16  c  hand,  ex.,  1  hose  wag.,  2  hose  car..  11 
hrs.;  hose,  cot,  rub.  lined.  6.000  ft.;  f.  al.,  bell, 
wh.  ft  Gamewell,  23  bx. ;  val.  equip.,  $35,000:  val. 
bldgs..  $45,000;  exp.  dept,  $16,000;  tot.  mem., 
260   vol. 

Water  Supply — Src,  spr.,  1  to  3  m.  bus.  cent: 
sys.,  grav.  ft  pump  to  res.;  res.  cap.,  40,000.000 
gals.;    1   pump,  eng.,  class  comp.,  cap.   day    1.600.- 

000  gals.;  mains,  c.  i.,  60  m.,  4  to  12  in.  da.; 
160  hyd.:  650  v.;  met,  1,400;  1,600  serv.;  pipe, 
lead  ft  galv.  i.;  pres.,  dom.  30  lbs.,  f.  60  lbs.:  co$t. 
$450,000;  cost  mtce.,  $600;  wks.  owned  by  Co. 

MT.  HOLLY,  p.  6.600;  f.  area,  1,500  a.;  mere: 
bldgs.,  bk.,  2V&  ft  8  stor.;  priv..  wd..  2H  &  ^ 
stor. ;  wd.  rfs.  perm. ;  fwks.  ft  combt  ord. ;  cau*-* 
of  f.  inv.  F.  dept. — 2  str.,  8  c  hand  ex.,  1  h.  A 
1.  trk.,  2  c.  eng.,  3  hose  car.;  hose,  cot,  rob.  lined. 

fd.,  4,500  ft.;  Inf.,  1,500  ft;  tot  hose,  6,000  ft; 
al.,  bell  ft  wh.;  val.  equip.,  $30,000;  vaL  bldgs.. 
$20,000;  tot.  mem.,  876  vol.;  undrs.  rating,  aeccod 
class. 

Water  Supply — Src,  creek,  %  m.  bua.  cent: 
sys.,  pump  to  res.;  ree.  cap..  1.600,000  gals: 
pump,  eng.,  cap.  hour  60.000  gals.;  mains,  c  i. 
13  m.,  3  to  12  in.  dia.;  70  hyd.;  160  v.:  22  met: 
990  serv.;  pipe,  lead;  pres.,  dom.  40  lbs.,  f.  43 
lbs.;  cost,  $98,441;  cost  mtce.,  $8,000;  wfcs. 
owned  by  Co. 

NEPTUNE  CITY,  p.  488;  mere  bldgs.,  bk.,  4 
stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs.  perm,  in  f 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — Gasoline  eng.,  1  hose  cart;  hose,  rub.  1  ned. 

rd..    1.600    ft;    f.    al.,    gong   ft    bell;    val.    equip.. 
5,000;   val.   bldgs.,   $1,000;   exp.   dept.   $50:   tot 
mem..  20  vol. 

NEWARK,  p.  847,469;  f.  area,  28  ^  mq.  m.: 
mere  bldgs.,  stn.,  bk.  ft  wd..  2  to  16  stor.;  priT- 
stn.,  bk.  ft  wd.,  2  to  6  stor.;  wd.  rfa.  not  r*""--' 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
24  etr.,  2  auto.  str..   1   auto.  comb,  c   ft   h.   war.. 

1  auto.  aer.  trk.,  6  hose  wag..  21  comb,  c  ft  11 
wag.,  26  exercise  wag.,  80  c  nand  ex.,  7  b.  ft  1 
trk..  8  aer.  trk.,  1  water  tower,  8  cbier«  auto.. 
1  chief's  auto,  in  reserve.  1  repair  dept.  aoto..  1 
telg.  dept.  auto.,  1  supply  wag.,  1  auto,  aoppl^ 
wag.,  1  searchlight  car.,  25  exercise  wag.,  7  chiefi 
buggies,  160  hrs.;  hose,  cot.,  rub.  lined,  51.150 
ft;  c.  6,660  ft;  tot  hose.  66,700  ft,;  f.  aL. 
Gamewell,  613  bx.;  val.  equip..  $488,351;  vaL 
bidge..  $666,266;  exp.  dept,  $669,866;  tot  mem-. 
412.  pd.   full   time. 

Water  Supply — Src,  riv.,  26  m.  bus.  cent;  sys^. 
grav.;  res.  cap.,  10,000.000  gals.*  mains,  c.  L  £ 
stl..  380  m.,  4  to  60  in.  dia.;  8,067  hyd.;  6,686  v.: 
met,  28,000;  60,000  serv.;  pipe,  lead;  pres..  doet 
35  to  75  lbs.,  f.  36  to  150  lbs.;  cons.  day.  SS.ooe.- 
000  gals.;  cost  $8,969,790;  cost  mtce.,  $250,000: 
wka.  owned  by  city. 

NEW  BRUNSWICK,  p.  28,888;  f.  area,  S.SiSO 
a.;  mere,  bldgs.,  bk..  stn.  ft  wd.,  2  ft  S  stor.;  pr.^- 
bk..  stn.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  det>t. — 
6  str.,  1  auto.  trip.  comb,  c  ft  h.  wag..  SO  c 
hand  ex..  2  h.  ft  1.  trk.,  1  auto.  h.  ft  1.  trk..  1 
supply  wag.,  1  hose  wag.,  8  comb.  c.  wag..  S  ho«« 
car.  21  hrs.:  hose,  cot,  rub.  lined.  6.800  ft. 
f.  al.,  Gamewell,  60  bx.;  val.  equip..  $60,000:  vaL 
bldgs.,  $60,000;  exp.  dept,  $16,000;  tot  mem.. 
297.  pd.  full  time  1,  pd.  part  time  1,  vol.   2t6. 

Water  Supply — Src,  brooks,  2  m.  bus.  ccBt: 
sys.,  pump  to  res.;  res.  cap.,  15.000.000  gala.:  S 
pimip.  eng.,  cap.  day  13.000.000  gals.;  maina.  frm. 
5u   m.,   4    to   20   In.   da.;   281   hyd.;   789  v.;   met.. 
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688;  8,628  senr.;  pipe.  nlv.  i.;  pres.,  dom.  12  to 
64  lbs.,  f.  12  to  64  lbs.;  cons,  day,  2,886,400 
gals.;  cost,  $606,876;  cost  mtce.,  $14,666.40;  wks. 
owned   by   city. 

NEW  EGYIPT,  p.  1,000;  f.  are*;  600  a.  F. 
dept. — 1  li.  &  1.  trk.,  2  hose  carts,  1,200  ft.  hose; 
val.  equip.,  $1,000;  vaL  bldgs.,  $1,000;  tot.  mem., 
30  vol. 

Water    Supply — Src,    artesian    well;    sys.,    pump 

dir.;    2    pump.    eng. ;    cap.    day,    600,000    gals.;    25 

.  hyU. ;   8   v.;    mains,    1    4-6   m.;   pre^j.,   dom.    &;  f.   40 

to   45   lbs.;    cost,   $15,000;    cost  mtce.,   $500;   wks. 

owned  by   priv.  Co. 

NEWTON,  Sussex  Co..  p.  4.467;  mere,  bldgs., 
stn.,  bk.  &  wd.,  2  to  4  stor. ;  priv.,  stn.,  bk.  &  wd.,  2 
&  3  stor.;  wd.  tfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 1  str.,  1  hand  eng.,  8  c.  eng.,  6 
c  hand  ex.,  1  h.  ft  I.  trk.,  1  comb.  c.  ft  h.  wag.. 
4  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
inf.,  2,000  ft.;  tot.  hose,  3,000  ft.;  f.  al.,  wh.,  18 
bx. ;  val.  equip..  $9,600;  val.  bldgs.,  $12,000;  exp. 
dept.,  $1,000;  tot.  mem.,  165  vol. 

Water  Supply — Src,  lake.  0.8  m.  bus.  cent; 
sys.,  grav. ;  mains,  c.  i.,  26  m.,  2  to  12  in.  dia. ; 
132  hyd.;  374  met.;  1,004  serv.;  pipe,  galv.  i.; 
pres..  dom.  126  lbs.,  f.  126  lbs.;  cost,  $210,000; 
cost   mtce..   $8,000;   wks.   owned  by  town. 

NORTH  BERGEN  (includes  New  Durham),  p. 
0,213;  f.  area,  8,960  a.;  mere,  bldgs.,  bk.  ft  wd.. 
2  ft  8  stor.;  shingle  ft  tin  rfs.  perm,  in  f.  limits; 
dwellings,  bk.  ft  wd.,  2  stor.;  no  fwks.  ord.  F. 
dept. — 1  hand  eng.,  2  h.  ft  I.  trk.,  8  c  ex.,  6 
hose  car.,  I  hose  wag.;  hose,  cot.,  gd.,  6,800  ft.; 
bell  al.;  val.  equip.,  $6,600;  val.  bldgs..  $7,000; 
exp.,  $2,435;  tot.  mem.,  250  vol. 

Water  Supply — Src,  Hackensack  Riv.;  sys.,  dir. 
pres.;  mains,  c  i.,  34  m.,  8  to  86  in.  dia.;  183 
hyd.;  479  v.;  pres.,  40  to  70  lbs.;  wks.  owtied  by 
Hackensack   Water  Co. 

NORTH  PLAINFIELD,  p.  6,117;  mere  bldgs., 
bk.  ft  wd.  F.  dept. — 1  str.,  4  c  hand  eng.,  1 
h.  ft  1.  trk.,  2  hose  car.,  2  hrs.;  hose,  2,400  ft.; 
f.  al.,  elec,  bell;  tot.  mem.,  15,  pd.  full  time  2, 
vol.    13. 

Water  Supply— ^rc,  wells;  sys.,  pump;  mains, 
c.  i..  14.45  m.,  4  to  12  in.  dia.;  96  hyd.;  114 
met.;  1,500  serv.;  pipe,  lead  ft  galv.  L;  pres., 
dom.  ft  f.  70  lbs.;  wks.  owned  by  priv.  Co. 

NORWOOD,  p.  664;  f.  area,  1,600  a.;  mere 
bldgs.,  wd.,  2  to  8  stor.;  priv.,  stn.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt. 
ord.;    causes  of  f.   inv.      F.   dept. — 2    c   hand   ex., 

1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,025  ft.;  f.  al.,  bell;  val.  equip., 
$1,250;  exp.  dept.,  $400;  tot.  mem.,  88  vol. 

Water  Supply — ^From   Hackensack   Water   Co. 

NUTLEY,  p.  6,009;  f.  area,  640  a.;  mere,  bldgs., 
wd.,  1  to  4  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept. 

2  comb.  c.  ft  h.  wag.,  6  c  hand  ex.,  2  hose  wag., 
4  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  inf., 
500  ft;  tot.  hose,  8,500  ft;  f.  al.,  Gamewell,  26 
bx.;  val.  equip.,  $16,000;  val.  bldgs.,  $10,000;  exp. 
dept,  $4,500;  tot.  mem.,  52  vol. 

Water  Supply — Src,  East  Jersey  Water  Co.,  8 
m.  bus.  cent;  sys.,  grav.;  mains,  c  i..  16  nu,  4 
to  8  in.  dia.;  186  hyd.;  met,  1,200;  780  serv.; 
pipe,  lead  ft  galv.  1.;  pres.,  dom.  ft  f.  95  lbs.;  cons, 
day,  270,000  gals.;  cost,  $77,000;  wks.  owned  by 
town. 

OCEAN  CITY,  p.  1,950;  f.  area,  660  a.:  mere, 
bldgs.,  bk.  stn.  ft  wd.,  1  to  6  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 2  str.  yfith  auto,  tract- 
ors, 2  auto.  comb.  c.  ft  h.  wag.,  1  chiers  auto.,  2 
comb.  c.  ft  h.  wag.,  2  hand  c.  enr.,  25  c  hand 
ex.,  1  aiito.  aer.  trk.,  3  hose  car.;  nose,  cot.,  rub. 
lined,  gd.,  5,000  ft;  inf..  3,000  ft;  tot  hose, 
8,000  ft;  f.  al.,  Gamewell,  elec,  21  bx.;  val. 
equip.,  $40,000;  val.  bldgs.,  $10,000;  exp.  dept, 
$7,000;  tot  mem.,  145,  pd.  full  time  5,  vol.  140. 

Water  Supply — 'Src,  wells,  in  bus.  cent.;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  188,000  gals.; 
res.  car.,  55,000  gals.;  3  pump,  eng.,  cap.  day 
6,600,000  gala.;  mains,  wrt.  ft  c.  i.,  29  m.,  4  to 
12  in.  dia.;  95  hyd.;  375  v.;  met,  1,500;  2,300 
serv.;  pipe,  galv.  ft  wrt.  i.;  pres.,  dom.  40  to  56 
lbs.,  f.   100  lbs.;  wks.  owned  by  Co. 

OCEAN  GROVE,  p.  2,764;  f.  area,  1,940  a.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 


ord.;  causes  of  f.  Inv.  F.  dept — 1  str.,  1  auto, 
str.,  1  auto.  c.  eng.,  1  auto.  aer.  b.  ft  1.  trk.,  1 
hoae  wag.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd., 
8,000  ft;  rub.,  gd.,  800  ft;  tot  hose,  8,800  ft; 
f.  al.,  Gamewell,  14  bx.;  val.  equip.,  $26,000; 
val.  bldgs.,  $22,000;  exp.  dept,  $6,000;  tot  mem., 
90  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  430,000  gals.;  pump,  eng.,  cap.  day 
1,500,000  gals.;  mains,  18%  m.,  4  to  12  in.  dia.; 
60  hyd.;  15  v.;  1,600  serv.;  met,  1,400;  pres.. 
dom.  25  lbs.;  cons,  day,  200,000  gals,  in  winter, 
1,000,000  gals,  in  summer;  cost,  $96,000;  cost 
mtce.,  84,600;  wks.  owned  by  Co. 

ORADELL,  p.  1,600;  mere  bldgs.,  bk.  ft  wd.,  3 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept — 

3  c  hand  ex.,  1  h.  ft  I.  trk.,  1  hose  wag.;  nose, 
cot,  rub.  lined,  gd.,  600  ft;  rub.,  gd.,  600  ft; 
inf.,  100  ft;  tot  hose,  1,200  ft;  f.  al.,  bell;  val. 
equip.,  $5,000;  val.  bldgs.,  $4,000;  exp.  dept, 
$250;  tot  mem.,  60  vol. 

ORANGE,  p.  29,630;  f.  area,  100  a.;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  wd..  2  ft  3  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
V.  dept. — 1  str.,  1  auto.  comb.  c.  ft  h.  wag.,  1 
comb.  h.  ft  1.  trk.  with  2-35  gal.  c.  tanks,  1  chiefs 
gig,  2  comb.  c.  ft  h.  wag.,  16  c.  hand  ex.,  1  h.  ft  1. 
trk.,  3  exercise  wag.,  14  hrs.;  hose,  cot,  rub. 
lined,  gd.,  5,850  ft;  inf.,  650  ft;  tot  hose, 
6,500  ft.;  f.  al.,  Gamewell,  50  bx. ;  val.  equip., 
$47,000;  val.  bldgs.,  $36,000;  exp.  dept,  $45,948; 
tot.   mem.  34,  pd.   full  time. 

Water  Supply — Src,  riv.,  7  m.  bus.  cent;  sys., 
grav.,  pump  dir.  ft  grav,;  res.  No.  1  cap.,  280,000,- 

000  gals.,  No.  2  cap.  6,000,000  gals.,  loc  near 
Northneld  Ave.,  W.  O.;  2  pump.  eng.  class  comp. 
dup.,  cup.  day  6,000,000  gals.;  mains,  c  i.,  62 
m.,  4  to  24  in.  dia.;  380  byd.;  450  v.;  met,  4,800; 
4,500  «erv.;  pipe,  galv.  i.  ft  lead;  pres.,  dom.  ft  f. 
70  to  120  lbs.;  cons,  day,  6,000,000  gals.;  cost, 
$900,000;  cost  mtce,  $10,000;  wks.  owned  by 
city. 

PALMYRA,  p.  2,801;  f.  area,  640  a.;  mere 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 
2  c  hand  ex..  1  h.  ft  I.  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,600  ft;  f.  al.,  bell  ft  wh., 
20  bx.;  val.  equip.,  $2,000;  val.  bldgs.,  $2,600; 
exp.  dept.  $360;  tot.  mem.,  28  vol. 

Water  Supply — Src,  spr.  ft  wells;  sys.,  pump  to 
stdp.;  stdp.  cap.,  75,000  gals.;  pump,  eng.,  cap. 
day  2,000.000  gals.;  mains,  10  m.,  4  to  8  in. 
dia.;  60  hyd.;  51  v.;  430  serv.;  pres.,  f.  60  lbs. 

PASSAIC,  Passaic  Co.,  p.  64,773;  mere  bldgs., 
bk.,  wd.  ft  stn.,  1  to  G  stor.;   priv.,  wd.,  bk.  ft  stn., 

1  to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  comi)t  ord.;  causes  of  f.  inv.  F.  dept. — 5  auto, 
str.,  5  auto.  comb.  c.  ft  h.  wag.,  1  auto.  comb.  pump, 
eng.  ft  hose  wag.,  2  auto.  h.  ft  1.  trk.,  1  auto, 
aer.  trk.,  2  auto,  supply  wag.,  3  chief's  autos.; 
Iiose,  cot.,  rub.  lined,  gd.,  10,000  ft;  inf.,  1,500 
ft;  tot.  hose,  11.500  ft.;  f.  al.,  Gamewell,  97  bx.; 
v:il.  equip.,  $58,000;  val.  bldgs.,  $130,000;  exp. 
dept,   $58,000;   tot.    mem.   51,  pd.   full   time. 

Water  Supply — Src,  Paterson  sys.,  8  m.  bus. 
cent;  sys.,  pump  dir.;  pump,  eng.,  cap.  day  16,- 
000,000  gals.;  mains,  iron  ft  cem.,  41.7  m.,  4  to 
20  in.  dia.;  600  hyd.;  met,  2,633;  4,962  serv.; 
498  v.;  pipe,  lead  ft  iron;  pres.,  dom.  26  to  80 
lbs.,  f.  120  lbs.;  cons,  day,  4,600,000  gals.;  cost, 
$750,000;  cost  mtce..  $10,000;  wks.  owned  by  Co. 

PATERSON,  p.  125.600;  f.  area,  6,600  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.   ord.;   causes  of  f.   inv.     P.   dept. — 10   str., 

2  auto,  eng.,  1  c  eng.,  1  auto,  c  eng.,  8  auto, 
comb,  c  ft  h.  wag.,  2  comb,  c  ft  h.  wag.,  1  auto, 
aer.  trk.,  1  comb.  h.  ft  1.  trk.,  80  c  hand  ex.,  1 
aer.  trk.,  6  hose  wag.,  8  chief's  auto.,  2  chiefs 
wag.,  1  fuel  w«g.,  1  auto,  supply  wag.,  1  supply 
wag.,  7  exercise  wag.,  42  hre.:  hose,  cot.,  rub.  lined, 
gd.,  22,500  ft;  inf.,  700  ft;  tot  hose,  28,200 
ft;  f.  al.,  Gamewell,  185  bx.;  val.  equip.,  $165,- 
000;  val.  bldgs.,  $161,000;  exp.  dept,  $188,000; 
tot.  mem.,  145,  pd.  full  time. 

Water  Supply — Src,  riv.,  6  m.  bus.  cent;  svs., 
pump  to  res.  ft  dir.;  res.   cap..  160,000.000  gals.; 

4  pump,  eng.,  cap.  day  60.000,000  gals.;  mains, 
c  i.  ft  stl.,  146%  m.,  6  to  36  in.  dia.;  1,446  hyd.; 
14.000  taps;  3,407.  v.;  met,  8,050;  15,000  serv.* 
pres.,  dom.  80  to  60  lbs.,  f.  96  lbs.;  wks.  owned 
by  Co. 
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PAULSBORO,  p.   2,121;  f.   aret,  720  a.;  mere 

bldgs.,  bk.  &  wd.,  1  to  8  ttor.;  priv.,  bk.,  stn.  & 
wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  aorea;  causes 
of  f.  inv.     F.  dept — 1  h.  A  1.  trk.,  6  c  hand  ex., 

1  hose  was.,  2  hose  reels,  8  hn. ;  hose,  cot.,  rub. 
lined,  gd.,  2,800  ft.;  f.  al.,  bell,  12  bx.;  val.  equip., 
$3,000;  vaL  bldgs.,  |5,000;  exp.  dept.,  $260;  tot. 
mem.,  100  vol. 

Watar  Supply — Src,  wells,  in  bus.  cent;  ays., 
pump  to  stdp.  &  dir.  to  mains;  stdp.  cap.,  87,000 
gals.,  dim.  12  x  100,  mat.  stl.;  2  pump,  eng.,  class 
trip.,  cap.  day  900,000  gals.;  mains,  c.  i.,  6  m.,  4 
to  8  in.  dia.;  68  hyd.;  28  v.;  2  met.;  450 
serr.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f.  40  to 
140  lbs.;  cons,  day,  125,000  gals.;  cost,  $46,000; 
coat  mtce.,   $200;   wks.   owned  by   Go. 

PENQROVE,  p.  2.118.  P.  dept. — 1  comb.  c. 
eng.,  2  hand  ex.,  1  hoae  car.;  hose,  060  ft.;  tot. 
mem.,  86  voL 

Water  Supply — Wells  k  lake,  4  m.  bua.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap.,  100,000  gala., 
dim.  12  X  110,  mat.  stl.;  8  pump,  eng.,  cap.  day 
1,000,000  gals.;  maina,  c.  L,  11  m.,  4  to  8  in. 
dia.;  83  hyd. ;  40  v.;  met.,  450;  240  serv.;  pipe, 
galT.  i.;  pres.,  dom.  56  lbs.,  f.  180  lbs.;  cons, 
day,  100,000  gala.;  coat,  $186,000;  wks.  owned  by 
pnv.  Co. 

PENNINGTON,  p.  722;  f.  area,  1.500  a.;  mere 
bldgs.,  bk.  &  wd.,  2  to  8  ator.;  priv.,  bk.,  stn.  & 
wd.,  2  to  8  stor.;  wd.  rfe.  perm,  in  f.  area;  fwka. 
it  combl.  ord. ;  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb.  c.  k  h.  wag.,  1  gas.  eng.,  12  c.  hand  ex.,  1 
c.  eng.,  1  hose  car.;  hoie,  gd.,  2,000  ft.;  fair, 
100  ft.;  inf.,  100  ft.;  tot.  hose,  2,200  ft.;  f.  al., 
telp.,  bell;  val.  equip.,  $7,000;  exp.  dept.,  $200; 
tot.    mem.,    100    vol. 

Water  Supply — Src,  spr.  &.  wells,  2^^  m.  bus. 
cent.;    sys.,    dir.    pres.;    res.    cap.,    450,000    gals.; 

2  pump,  eng.;  mains,  wd.  k  iron,  4  m.,  2  to  4  in. 
dia.;  100  met.;  pres.,  dom.,  20  lbs.;  wks.  owned 
by   priv.    Co. 

PERTH  AMBOY,  p.  32,121;  f.  area,  H  m.; 
mere,  bldga.,  stn.  k  bk.,  1  to  4  stor.;  priv.,  stn. 
k  bk.,  2%  stor.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept. — 3  str.,  3  c.  hand  ex.,  1  h. 
k  1.  trk.,  1  aer.  trk.,  1  hose  wag.,  1  hose  reel, 
8  comb.  c.  k  h.  wag.,  1  chief's  wag.,  19  hrs. ;  hose, 
coL,  rub.  lined,  gd.,  7,300  ft.;  f.  al.,  Gamewell,  87 
bx.;  val.  equip.,  $70,000;  val.  bldgs.,  $22,500;  exp. 
dept,  $2,500;  tot.  mem.  239,  pd.  full  time  13, 
vol.    226. 

Water  Supply— fire,  wells,  10  m.  bus.  cent; 
svB.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  750,000 
gals.,  loc.  on  high  elevation;  1  stdp.  loc-  on  ICniis- 
ton  Hill,  cap.  135,000  gals.;  4  pump,  eng.,  class 
centrlf.  comp.  triple,  expansion  &  croas  comp.;  cap. 
day,  29,000,000  gaK;  maina,  c.  i.,  65.16  m.,  2 
to  30  in.  dia.;  355  hyd.;  509  v.;  5,120  serv.;  met, 
3,207;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f.  70 
lbs.;  cons,  day,  per  capita,  120  gals.;  cost,  $1,184,- 
025;  wks.  owned  by  city. 

PHILLIPSBURG,  p.  18,008;  f.  area.  1.000  a.; 
mere,   bldgs.,   bk.    k   wd.,   3    to    4  stor.;   priv.,   wd., 

3  to  4  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  auto.  comb.  c. 
k  h.  wag.,  1  str.,  1  c.  eng.,  1  comb.  c.  A  h.  wag., 
12  c.  hand  ex.,  1  h.  &  1.  trk.,  5  hose  car.,5  hrs.; 
hose,  cot,  rub.  lined,  gd.,  4,700  ft;  f.  al.,  Game- 
well,  25  bx.;  val.  equip.,  $7,900;  val.  bldgs.,  $3,- 
000;  e.\p.  dept,  $3,300;  tot.  mem.,  180  vol. 

Water  Supply — Src,  riv.;  sya.,  filtered,  pump  to 
rea.;  res.  cap.,  2.000,000  gals.;  8  pump,  eng.,  cap. 
day  6,600,000  gala.;  mains,  c.  i.,  20  m.,  4  to  16 
in.  dia.;  102  hyd.;  160  v.;  met,  40;  1,600  serv.; 
pipe,  galv.  i.;  pres.,  dom.  86  to  110  lbs.,  f.  86  to 
110  lbs.;  wks.  owned  by  Co. 

PLAINFIELD.  p.  20,660;  f.  area,  8,840  a.; 
mere.  4}ldgu.,  bk,,  2  to  5  stor.:  priv.,  bk  k  wd., 
2%  stor.;  wd.  tU.  not  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  lauto.  pump,  eng., 
(1  str.  in  reserve),  2  hose  wag.,  is  auto.  comb.  c. 
k  h.  wag.,  12  c.  hand  ex.,  1  aer.  trk.,  1  chief's 
auto.,  10  hrs.;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft; 
inf.,  8,000  ft.;  tot  hose,  9,000  ft;  f.  al..  Game- 
well,  56  bx.;  val.  equip.,  $58,000;  val.  bldgs., 
$44,000;  exp.  dept,  $50,000;  tot.  mem.  28,  pd. 
full   time;  undre.  rating,  flrat  class. 

Water  Supply — Src,  wella.  1^  m.  bua.  cent; 
sys.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  1,250,000 
gals.;  res.  cap.,  9,000,000  gala.;  3  pump,  eng., 
class  vertical  comp.  dup.,  cap.  day  18,000,000  gala.; 
mains,  c.  i.,  64.31  m.,  4  to  24  in.  dia.;  896  hyd.; 


met,  843;  6,000  serv.;  pipe,  lead  k  galv.  i.;  prea., 
dom.  k  f.  70  lbs.;  cona.  day,  6,000,000  gala.;  wks. 
owned    by    priv.    Co. 

PLEASANTVILLE,  p.  4,890;  t.  area.  2,500  a.; 
mere,  bldga.,  wd.,  2  ator.;  prlT.,  wd.,  2  stor.;  vd. 
rfa.  perm.;  fwka.  ord.;  cauaea  of  t  inv.  F.  dept 
— 1  hand  eng.,  1  c  eng.,  2  c  band  ex.,  1  h.  & 
1.  trk.,  1  hoae  car.;  hoae,  cot,  rob.  lined,  gd.,  2,100 
ft;  f.  aL,  bell;  vaL  equip.,  $2,000;  vaL  bldga., 
$500;  exp.  dept,  $76;  tot  mem.,  85  voL;  undia. 
rating,  fourth  class. 

POINT  PLEASANT,  p.  1,008;  f.  area,  S,000  a.; 
mere  bldga.,  wd.,  2H  ator.;  priT.,  wd..  2H  ator.; 
wd.  rfa.  perm.;  fwka.  ord.;  f.  inv.  F.  dept — 1  c 
eng.,  1  h.  k  1.  trk.,  2  hoae  wag.,  2  auto,  hoae  trk., 
1,500  ft  hose;  val.  equip.,  $4,000;  val.  bldgs., 
$11,000;   exp.   dept.,   $150;   tot   mem.,   100  vol. 

Water  Supply — Src,  driven  wella,  \i  m.  boL 
cent;  aya.,  pump  to  atdp.;  atdp.  cap.,  250,000 
gala.,  dim.  17  x  120,  mat  wd.;  2  pump,  eng., 
cap.  day  76,000  gala.;  maina,  iron,  7  m.,  S  to  4 
in.  dia.;  12  t.;  70  byd.;  pipe,  c  i.;  pr^,  dom. 
60  lbs.;  coat,  $12,000;  coat  mtce.,  $260;  wka. 
owned  by  Co. 

POMPTON  'LAKES,  p.  1,060;  f.  area,  4O0  a.; 
mere  bldgs.,  wd.  k  atn.,  1  k  2  ator.;  priv.,  stn. 
k  wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwka.  k  combt  ord.;  cauaea  of  f.  inv.     F.   dept — 

1  gaa.  pump,  eng.,  1  c  eng.,  8  c.  hand  ex.,  1  b. 
k  I.  trk.,  1  hoae  wag.,  1  hoae  reel,  2  hrs.;  bo$e, 
cot,  rub.  lined,  gd.,  1,460  ft;  f.  al.,  elec.  It 
bx.;  val.  equip.,  $8,500;  val.  bldgs.,  $4,000;  exp. 
dept,  $3,000;  tot.  mem.  80,  pd.  full  time  2, 
vol.    78. 

Water  Supply— Src,  2  wella,  2  m.  bus.  cent.: 
aya.,  pump  dir.;  res.  cap.,  6,000,000  ffala.;  t 
pump,  eng.,  cap.  day  900,000  gals.;  mains,  c  i, 
9  m.,*6  to  12  in.  dia.;  90  hyd.;  160  v.;  200  met; 
200  serv.;  pipe,  c.  i. ;  pres.,  dom.  30  lbs.,  f.  90 
lbs.;  oons.  da.v,  100,000  gals.;  cost,  $85,000; 
cost    mtce.,    $5,000;    wks.    owned   by    city. 

PRINCETON,  p.  5.186;  mere  bldga..  wd.  k  bk. 

2  to  6  ator.;  priv.,  stn.,  bk.  k  wd.,  8  ator.;  wd. 
rfa.   not  perm,  in  f.  area;  .combt  ord.     F.   dci>t — 

1  str.,  1  c  eng..  1  auto.  h.  k  1.  trie,  1  h.  ft  L 
trk.,  12  c  hand  ex.,  1  aer.  trie,  6  hose  car.: 
hose.  cot.  rub.  lined,  gd.,  4,000  ft;  f.  aL.  bell  & 
21  bx.;  val.  bldgs.,  $18,000;  exp.  dept,  $2,000: 
tot  mem.,  160  voL 

Water  Supply — Src,  wells,  1%  m.  bus,  cent; 
sys.,  pump  to  res.;  stdp.  cap.,  635,000  gals.,  loc 
within    borough    limits;    res.    cap..    250,000    gaU.: 

2  pump,  eng.,  class  dup.,  cap.  day  2.000,000  g^R: 
mains,  c.  i.,  18V^  m..  4  to  16  in.  dia.;  105  hyd.;  73 
v.;  met,  1,605;  1,830  serv.;  pipe,  galv.  i.;  prea., 
dom.  45  to  70  lbs.,  f.  8«  to  70  lbs.;  cons.  da.^. 
475,526  gals.;  wka.   owned  by  priv.  Co. 

RAHWAY,  p.  9,887;  f.  area,  2,100  a.;  mert. 
bldgs.,  bk.  k  wd.,  2  to  8  ator.;  priv.,  bk.  ft  wd^ 
2^  stor.;  wd.  lis.  not  perm,  in  t.  area;  fwka. 
k  combt.  ord.;  causes  of  f.  inv.     F.  dept — 1  str.. 

1  c.  eng.,  14  c.  hand  ex.,  2  h.  &  1.  trk..  S  ho^e  wa^-. 

2  hose  car.,  10  hrs.;  hose,  cot,  rub.  lineal.  ^-. 
6,000  ft;  f.  al.,  wh.,  17  bx.;  vsL  equip.,  $12,000; 
vhI.  bldgs.,  $20,000;  exp.  dept,  $4,000;  tot  metr . 
176    vol. 

Water  Supply — Src,  riv.,  1^  m.  bua.  cent; 
sys.,  pump  dir.  to  stdp.  or  maina;  stdp.  cap.,  460,- 

000  gals.;  4  pump,  eng.,  cap.  day  9,000.000  gals.; 
mains,  cem.  k  iron,  19.2  m.,  4  to  12  in.  dia.; 
190  hyd.;  222  v.;  met,  180;  1,789  serv.;  pip^ 
lead;  pres.,  dom.  46  lbs.,  f.  60  Iba.;  cons.  daj. 
2,000,000  gals.;  cost,  $260,000;  coat  mtce.,  $23.- 
000;  wks.  owned  by  city. 

RAMSEY,  p.  1,667.  F.  dept — 2  c  eng.,  1  h. 
k  1.   trk.;    tot.   mem.,    46   vol. 

Water  Supply — Waterwka.  to  be  installed. 

RARITAN,  p.  3,672;  f.  area,  IVi  aq.  m.;  mere 
bldgs.,  wd.  k  bk.,  2^3  stor.;  wd.  rfa*  perm; 
fwka.  k  combt.  ord.;  causes  of  f.  inv.     F.  dept — 

1  comb.  hose.  c.  h.  k  1.  wag.,  1  hose  wag..  1 
hose  reel;  hose,  cot,  rub.  lined,  gd.,  2.000  ft: 
f.  al.,  Gamewell,  6  bx.;  val.  equip.,  $4,500;  rtX. 
bldgs.,  $8,000;  tot  mem.,  60  vol. 

Water  Supply — Src,  riv.,  8  m.  bus.  cent;  a[ya., 
pump  to  atdp.;  stdp.  cap.,  620,000  gala.,  dim.  25 
X  165,  loc  in  town,  mat  iron;  2  pump,  eng., 
cap.  day  8,000,000  gala.;  maina,  iron;  75  hyd.; 
met,  16;  960  serv.;  pipe,  iron;  pres.,  dom.  60 
lbs.;  cona.  day.  1,000,000  gala.;  cost,  $152,000; 
wka.  owned  by  Oo. 
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RED  BANK,  p.  7,398;  f.  area,  1,000  a.;  mere, 
bldgs.,  8tn.  A  bk.,  2  to  8  stor.;  priv.,  wd.,  ie 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt. 
ord. ;  causes  of  f.  iny.  F.  dept. — 0  c.  band  ex.,  1 
h.  &  1.  trk.,  1  hose  wa^.,  8  hose  carts  k  car.,  2 
hrs.;    hose,    cot.,    rub.    lined,   gd.,    2,500    ft.;    rub., 

fd.,  600  ft.;  inf..  1,000  ft.;  tot  hose.  4,000  ft.; 
al.,  Gamewell,  10  bx.;  val.  equip.,  $7,500;  val. 
bldgs.,  $1,200;  exp.  dept.,  $2,160;  tot.  mem.,  180 
vol. 

Water  Supply — ^Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  820,000  gals.;  pump, 
eng.,  cap.  day  1,200,000  gals.;  mains,  c.  i.,  13  m., 
4  to  10  in.  dia.;  168  hyd.;  46  ▼.;  met,  1,340; 
848  serv.;  pipe,  galv.  !.;  prea.,  dom.  45  lbs.,  f. 
45  lbs.:  cost,  $140,000;  cost  mtce.,  $4,125;  wks. 
owned   by    city. 

RIDGEFIELD  PARK,  p.  966.     F.  dept— Vol. 

Watar  Supply — Src,  Hackensack  Riv.;  sya.,  dir. 
pres.;  mains,  c.  1.,  16  m.,  6  to  80  in.  dia.;  77 
hyd.;  262  v.;  pres.,  56  to  70  lbs.;  wks.  owned  by 
Hackensack   Water  Co. 

RIDGEWOOD,  p.  6,416;  f.  area,  4,800  a.:  mere 
bidgs.,  wd.  &  bk.,  2H  A;  3  stor.;  priv.,  wd.,  2^ 
stor.;  wd.  rfs.  perm.;  no  fwks.  A  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb.  c.  &  h. 
wag.,  1  c.  eng.,  12  c.  hand  ex.,  1  h.  &  1.  trk.,  2 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  6,000  ift; 
f.  al.,  olec,  31  bx.;  val.  equip.,  $17,000;  val. 
bldgs.,  $20,000;   tot   mem.,   35   vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  to  fitdp.;  stdp.  cap.,  450,000  gals.,  dim.  ^0 
X  80,  mat  iron,  ft  1  stdp.,  dim.  60  x  30;  3  pump, 
eng.,  class  comp.,  cap.  day  4,500,000  gals.;  mains, 
c.  i.,  40  m.,  4  to  12  in.  dia.;  126  hyd.;  45  v.; 
met,  35;  1.626  serv.;  pipe,  iron;  pres.,  dom.  90 
lbs.,  f.   00  lbs.;  cost,  $85,000;  wks.  owned  by  Co. 

RIVERSIDE,  p.  736;  f.  area,  600  a.;  mere, 
bldgs.,  stn.,  bk.  &  wd.,  2  to  5  stor.;  priv.,  sin., 
bk.  &  wd.,  2  to  2V&  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.   &   combt   ord.;    causes  of  f.   inv.     F.   dept. — 

1  auto,   hose   wag.,    4    c.  h-and  ex.,    1   h.  &  1.   trk., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft; 
inf.,  300  ft;  tot  hose,  1,800  ft;  f.  al.,  Gamewell; 
val.  equip.,  $7,000;  val.  bldgs.,  $8,000;  exp.  dept, 
$900;   tot.   mem.,   46   vol. 

Watar  Supply — Src,  wells;  stdp. 

RIVERTON,  p.  1,788;  f.  area,  480  a.;  mere 
bldgs.,  bk.  &  wd.,  2  &  2V4  stor.;  priv.,  wd.,  2  stor.: 
wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c.  eng.,  2  c.  hand  ex.,  2 
hose  oar.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft.; 
f.  al..  elec,  9  bx.;  val.  equip.,  $1,200;  val.  bldgs., 
$2,400;  tot.  mem.,  50  vol. 

Watar  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  397,608  gala.,  dim. 
30  X  76;  1  stdp.,  cap.  176,715  gals.,  dim.  20  x 
75;  8  pump,  eng.,  cap.  day  4,600,000  gala.; 
mains,  cem.  &  iron,  22  1-3  m.,  4  to  16  in.  dia.; 
139  hyd.;  9  met;  1,050  serv.;  pipe,  iron  k  leid; 
pres.,  dom.  40  to  50  lbs.,  f.  76  lbs.;  cons,  day, 
400,000  gals. 

ROCKAWAY,  p.  1,902;  mere  bldga.,  bk.  k  wd. 
F.  dept. — 1  comb.  auto.  c.  k  h.  trk.  combined,  2 
hoae  oar.,  6  c  band  ex.,  1  h.  ft  1.  trk.,  1  auto, 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,700  ft; 
f.  al.,  telp.  ft  wh.;  tot  mem.,  4-2  vol. 

Watar  Supply — Src,  res.,  2  m.  bus.  cent.;  sya., 
grav.;  res.  cap.,  500,000  gala.;  mains,  6,000  ft, 
4  in.  dia.;  16  hyd.;  pres.,  f.  110  lbs.;  cons,  day, 
4,000   gals.;   cost,   $35,000;   wks.   owned   by  city. 

ROOSEVELT,  p.  6,786;  f.  area,  2,880  a.  F. 
dept. — 1  h.  ft  I.  trk..  2  hose  car.,  1,900  ft.  hose; 
val.  equip.,  $3,500;  val.  bldgs.,  $1,600;  exp.  dept., 
$500;  tot.  mem.,  50  vol. 

Water  Supply — 30  hyd.;  pres.,  dom.  85  lbs.,  f. 
86   lbs. 

ROSELLE,  p.  2,725;  f.  area,  1  aq.  m.;  mere 
bldgs.,  bk.,  sin.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 6  c  hand  ex.,  1 
h.  ft  1.  trk.,  2  hose  car.,  1  auto.  comb.  pump,  eng.; 
hose,  cot,  rub.  lined,  gd.,  1,400  ft;  rub.,  gd.,  800 
ft.;  tot.  hose,  2,200  ft;  f.  al.,  telp.  ft  bell.  12  bx.; 
val.  equip.,  $12,500;  val.  bldgs.,  $1,000;  exp.  dept, 
$2,300;  tot.  mem.,  30,  pd.  full  time  2,  vol  28. 

Water  Supply — Src.  Plainfleld  Water  Co.;  sys., 
grav. ;  42  hyd.;  pres.,  dom.  70  to  90  lbs.,  f.  70  to 
90   lbs.;   wks.   owned  by   Co. 

O..J  — Rc-QRD,  p.  7,045;  f.  area,  690  a.;  mere 
bldgs.,  bk.   ft  wd.,   3   stor.;   priv.,  wd.,  bk.   ft  stn.. 


2V^  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.  F.  dept — 8  e  band  ex.,  1  h.  ft  1. 
trk.,  8  hose  wag.,  1  hoae  car.,  6  hrs.;  hose,  cot, 
rub.  lined,  ^d.,  6,000  ft;  f.  al..  Gamewell,  24 
bx.;  val.  equip.,  $6,000;  val.  bldgs.,  $24,000;  exp. 
dept,  $4,800;  tot.  mem.,  86  vol. 

Water  Supply — Src,  Hackensack  Riv.;  sys.,  pump 
to  res.;  res.  cap.,  250,000  gals.;  pump,  eng,,  cap. 
day  500,000  gala.;  mains,  c.  i.,  22  m.,  2  to  12 
in.  dia.;  83  hyd.;  283  v.;  pres.,  36  to  66  Iba.; 
wka.   owned  by  Hackensack  Water  Co. 

SALEM,  p.  6.614;  f.  area,  800  a.;  mere  bldga., 
wd.  ft  bk.,  2  to  4  stor.;  priv.,  wd.,  8  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 1  str., 
1  e  eng.,  6  e  hand  ex.,  1  h.  ft  1.  trk.,  4  hose 
carts,  3  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,000  ft; 
f.  al.,  bell,  wh.  ft  telp.;  val.  equip.,  $18,000;  val. 
bldgs.,  $20,000;  exp.  dept,  $487;  tot  mem.,  200 
vol.;   undrs.   rating,   first  class. 

Watar  Supply — Src,  pond,  3  m.  bua.  cent;  sya., 
pump  dir.;  1  pump,  eng.,  cap.  day  1,000,000  gals.t 
maina,  iron,  12  m.,  4  to  12  in.  dia.;  86  hyd.;  45 
v.;  8  met;  800  serv.;  pres.,  dom.  40  lbs.,  f.  100 
lbs.;  cons,  day,  650,000  gals.;  cost  $100,000; 
cost  mtce.,  $6,800;  wks.  owned  by  city. 

SCOTCH  PLAINS,  p.  616;  bldgs.,  bk.  ft  wd., 
2%  stor.;  wd.  rfs.  perm.  F.  dept — 1  hand  eng., 
1  e  eng.,  4  c  ex.,  1  h.  ft  1.  trk.,  2  hoae  car.,  1 
hose  wag.;  hose,  rub.,  250  ft;  cot,  1,450  ft.;  tot 
hose,  1,700  ft;  f.  al.,  bell:  val.  equip.,  $6,000; 
val..  bldgs.,  $6,000;  exp.,  $100;  tot  mem.,  100 
vol. 

Watar  Supply — Supplied  by  Plainfleld  Water  Co.; 
14  hyd.;  pres.,  65  Iba. 

SEABRIQHT.  p.  1,220;  f.  area,  9,000  a.;  mere 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  penn.  in  f.  area;  combt  ord.;  causes  of  f. 
Inv.  F.  dept—l  str..  1  h.  ft  1.  trk..  8  hand  ex.,  1 
hose  wag.,  1  hose  car.,  6  bra.;  hose,  rub.,  gd., 
1.800  It;  f.  al.,  beU;  vaL  equip.,  $6,000;  val. 
bldgs.,  $1,800;  exp.  dept,  $760;  tot  mem.,  76 
voL 

Watar  Supply — Src,  Long  Branch  Water  Co.; 
sya.,  pump  to  stdp.;  stdp.  cap.,  1,700  gals.;  pump, 
eng.,  cap.  day  1,000,000  gals.;  mains,  2  m.;  cost 
$18,500;   wks.   owned  by  Co. 

SECAUCUS,  p.  4,740;  bldga.,  wd.  F.  dept— 1 
h.  ft  L  trk.,  2  hose  car.;  hose,  2,000  ft;  f.  al., 
bell;  tot.   mem.,   50. 

Watar  Supply — From  Hackensack  Water  Co. 

SOMERVILLE,  Somerset  Co.,  p.  6,060;  mere 
bldgs.,  bk,  ft  wd.,  1  to  4  ator.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  combt.  ord.;  causes  of  f. 
inv.     F.  dept. — 1  str.,  1  auto.  comb,  e  ft  h.  wag., 

1  h.  ft  L  trk.,  1  hose  wag.,  1  hose  car.,  8  hrs.;  hose, 
cot,  rub.  lined,  gd.,  6,000  ft;  f.  aL,  Gamewell, 
18  bx.;  vaL  bldgs.,  $18,000;  tot  mem.,  140,  pd. 
full  time  10,  pd.  part  time  90;  undrs.  rating,  flrat 
class. 

Water  Supply — Src,  riv.;  ays.,  pump  to  stdp.; 
stdp.  cap.,  860,000  gals.;  pump,  eng.,  cap.  day 
3.000,000  gals.;  mains,  c  i.,  25  m.,  3  to  36  in. 
dia.;  122  hyd.;  met,  32;  1,450  serv.;  pipe,  lead 
ft  iron;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day, 
1,500.000  gals.;  coat  $328,376;  cost  mtce,  $17,- 
089;   wks.   owned  by  Co. 

SOUTH  AMBOY,  p.  7,007;  f.  area,  1,280  a.; 
mere  bldgs.,  wd.  ft  bk.,  1  to  3  stor.;  priv.,  wd. 
ft  bk.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  2  e  eng.,  12 
c  hand  ex.,  2  h.  ft  1.  trk..  2  f.  boats,  4  hoae  car.. 

2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,660  ft.;  rub., 
srd.,  900  ft;  inf..  100  ft;  tot  hose.  2.660  ft; 
f.  al.,  Gamewell,  9  bx.;  val.  equip.,  $12,000;  vaL 
bldgs.,    $8,000;    tot    mem.,    160   voL 

Watar  Supply — Src,  from  Perth  Ambov,  4  m. 
bus.  cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  180,- 
000  gals.;  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  c.  i.,  9  m.,  4  to  12  in.  dia.;  94  hvd.;  met, 
35;  600  serv.;  pres.,  dom.  10  lbs.,  f.*  60  lbs.; 
cost,   $40,000;   wks.   owned  by  borough. 

SOUTH  ORANGE,  p.  6,014;  f.  area,  2,560  a.; 
mere  bldgs.,  wd.,  bk.  ft  stn.,  2  ft  8  stor.;  priv., 
wd.,  2  ft  3  stor.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt  ord.  F.  dept. — 4  e  hand  ex.,  1  h.  ft  1. 
trk..  1  hose  wag..  2  hose  car.;  hose,  linen,  rub. 
lined,  gd.,  2,600  ft;  inf.,  200  ft;  tot  hose,  2.800 
ft;  f.  al.,  bell;  val.  equip.,  $4,500;  vaL  bldgs., 
$2,000;   tot    mem..    36    vol. 

Water  Supply — Src,  wells.  7  m.  bus.  cent; 
sys.,  pump  to  stdp.;  water  purchased  from  Essex 
Union   Water  ft  Light   Co.;  mains,  iron,   20   m.,   4 


c-238 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— NEW  JERSEY. 


to  10  in.  dia.;  118  hyd.;  160  v.;  met.  002;  754 
■eiT.;  pipe,  lead;  prea.,  dom.  120  Iba.,  f.  120  lbs.; 
cons,  day,  288,612  nla.;  coat,  $61,800;  cost  mtce., 
12,062;  wka.  owned  by  village. 

SOUTH  RIVER,  p.  4,772;  f.  area,  660  a.;  mere, 
bldgs.,  bk.  A  wd.,  2  to  S  stor.;  priv..  bk.  &  wd., 
2  ator. ;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  S  c.  hand  ex.,  1  comb.  c.  &  h. 
wag.,  2  h.  &  1.  trk..  2  hrs. ;  hoae,  rub.,  gd.,  650 
ft.;  inf.,  100  ft.;  tot.  hose,  650  ft;  i.  al.,  bell 
&  wh.,  18  bx.;  val.  equip.,  $1,500;  val.  bldgs., 
$2,400;  exp.  dept,  $156;  tot.  mem.,  50  voL 

Water  Supply — Src,  riv.,  wells,  cisterns. 

SPRING  LAKE,  p.  853;  f.  area,  760  a.  F. 
dept. — 1  str.,  1  auto,  hose  wag.,  1  c,  eng.,  1  h. 
k  1.  trk.,  1  hose  wag.,  2  hose  reels.  1,200  ft. 
hose;  val.  equip.,  $12,000;  val.  bldgs.,  $5,000; 
tot   mem.,   65  vol. 

Water  Supply — Src,  lake  &  artesian  wells;  sys., 
pump.;   3   pumps;   wks.   owned  by  city. 

SUMMIT,  p.  7,500;  f.  area,  1,280  a.;  mere, 
bldgs.,  stn.  &  bk.,  2  &  3  stor.;  priv.,  stn.  A  wd., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  &  combt.  ord. ; 
causes  of  f.  inv.  F.  aept — 1  auto.  comb,  c  &  h. 
wag.,  1  auto.  comb.  c.  nose  wag.  &  pump,  1  auto, 
comb,  hose  wag.,  1  h.  &  1.  trk.,  1  hose  wag.,  1 
hose  reel,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,000 
ft;  inf.,  500  ft;  tot.  hose,  6,500  ft;  f.  al..  Game- 
well,  30  bx..  12  auxiliary  bx.;  val.  equip.,  $22.- 
000;  val.  bldgs.,  $40,000;  exp.  dept,  $7,500;  tot 
mem.,   110  vol. 

Water  Supply— Src,  wells,  2  m.  bus.  cent;  sys., 
pump  to  res.  k  stdp.;  2  stdp. ;  stdp.  No.  1,  cap. 
240.000  g»\n.;  stdp.  No.  2,  cap.  65,000  gals.;  2 
res.;  res.  No.  1,  cap.  1,000,000  gals.  loc.  near 
stilp.;  res.  No.  2,  cap.  250,000  gals.;  »  pump, 
eng.,  class  trip,  expan.  k  romp.,  cap.  day  7,000,000 

{ruls.;  mains,  c.  i.,  90  ni..  4  to  20  in.  dia.;  434 
lyd. ;  1,100  v.;  3,000  met;  3,300  serv.;  pipe, 
lend  k  galv.  i. ;  pres.,  dom.  k  f.  40  to  160  lbs.; 
wks.  owned  by  Commonwealth  Water  Go. 

SUSSEX,  p.  1,212;  f.  area,  640  a.;  mere  bldgs., 
wd.;  wd.  rfs.  perm.  F.  dept. — 1  h.  k  1.  trk.,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft; 
inf.,  200  ft;  tot.  hose,  1,200  ft;  f.  al.,  stm.  wb.; 
exp.  dept,  $125;  tot.  mem.,  80  vol. 

Watar  Supply — Src,  lake,  7  m.  bus.  cent;  sys., 
grav.  k  pump  to  res.;  res.  cap.,  2,500,000  gals.; 
mains,  iron,  11  m.,  4  to  8  in.  dia.;  50  hyd.;  30 
v.;  met,  6;  360  serv.;  pipe,  galv.  i.;  pres.,  dom. 
160  lbs.,  f.  100  lbs.;  cons,  day,  100,000  gals.; 
cost,  $60,000;  cost  mtce.,  $750;  wks.  owned  by 
city. 

SWEDESBORO,  p.  1,477;  mere  bldga.,  wd.,  1 
to  8  stor.;  priv..  wd.,  3  stor.;  wd.  rfs.  perm.;  no 
fwks.  k  combt  ord.;  causes  of  f.  inv.  F.  dept — 
4  c.  hand  ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1.250  ft;  inf., 
500  ft.;  tot  hose,  1,750  ft.;  f.  al.,  bell;  val.  eouip., 
$2,000;  val.  bldgs.,  $1,000;  tot.  mem.,  85  vol. 

Water  Supply — Src.  wells;  sys.,  pump  to  stdp.; 
pump,  eng.,  cap.  day  300,000  gals.;  mains,  c  i., 
4  m..  4  to  8  in.  da.;  43  hyd. 

TENAFLY,  p.  2,766;  f.  area,  8,000  a.;  mere. 
bldgs.,  wd.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfa.  perm.;  no  fwks.  &  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — '6  c.  hand  ex.,  1  h.  k  1.  trk..  1  hose 
wng. ;  hose,  cot,  rub.  lined,  id..  2,500  ft;  f.  al., 
bell;  val.  equip.,  $2,000;  val.  bldgs.,  $11,000;  exp. 
dept,    $400;    tot.    mem.,    32    vol. 

Water  Supply — Src,  Hackensack  Water  Co.; 
mains,  6^  m. ;  36  hyd.;  44  ▼.;  pree.,  dom.  45  lbs., 
f.  80  lbs.;  wks.  owned  by  Co. 

TOMS  RIVER,  p.  2,760;  f.  area,  640  a.;  mere 
bldg^s.,  bk.,  wd.  k  cone,  2  to  4  stor.;  priv.,  bk., 
stn.  k  wd.,  2  to  4  ator.;  wd.  rfte.  perm,  in  f.  area; 
no  fwks.  k  combt  ord.;  causes  of  f.  not  inv.  F. 
dept. — 1  h.  &  1.  trk.,  4  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  2.000  ft;  f.  al.,  telp.;  val.  equip.,  $3,- 
800;   val.   bldgs.,  $5,000;  tot.  mem.,  30  vol. 

Water  Supply — Src.  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.  to  mam;  stdp.  cap.,  60.000  gals., 
dim.  25  x  20,  mat  iron;  4  pump,  eng.,  class  trip., 
cap.  day  750,000  gals.;  mains,  e  i.,  6  ro.,  8  to  8 
in.  dia.;  42  hyd.;  83  v.;  met,  3;  255  serv.;  pipe, 
galv.  i. ;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  cons,  day, 
40,000  gals.;  cost,  $28,500;  cost  mtce.,  $1,200; 
wks.  owned  by  priv.  Co. 

TRENTON,  p.  06,815;  f.  area,  9  m.;  mere, 
bldgs..  bk.  k  wd.,  2  to  8  stor.;  priv.,  bk.  k  wd.,  2 
to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of 
f.  inv.     F.  dept. — 8  auto.  str.  with  hose,  6  str.,   (1 


in  reserve),  1  auto,  e  eng.,  38  c  hand  ex.,  2 
chief's  auto.,  }  comb.  aer.  trk.,  1  aer.  trk.,  1  auto, 
comb.  Aer  trk.,  1  h.  &  1.  trk.  (in  re8er>'e),  1  water 
tower  (in  reserve),  1  supply  wag.,  8  fuel  k  exer- 
cise wag.,  2  auto.  comb,  e  k  hose  wag.,  4  combw 
c  k  h.  wag.  (1  in  reserve),  27  bra.;  hose.  cot. 
rub.  lined,  gd.,  25,550  ft  (1,450  ft  in  reserve); 
f.  al.,  elec,  11'8  bx.;  val.  equip.,  $79,625;  val 
bldgs.,  $87,000;  exp.  dept,  $117,858.54;  tot 
mem.,   117,  pd.  full  time. 

Watar  Supply — Src,  riv..  IVi  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  120,000,000  gals.: 
5  pump,  eng.,  cap.  day  47,000,000  gals.;  mains, 
c.  i.,  150^  m.,  3  to  36  in.  dia.;  1,200  hyd.;  1,731 
v.;  900  met;  25,631  serv.;  pipe,  galv.  i.;  pres.. 
dom.  k  f.,  30  lbs.;  cons,  day,  &l.O84,OO0  psls.: 
cost,  $1,927,349;  cost  mtce.,  $67,590;  wks.  owned 
by   city. 

TUCKERTON.  p.  1.268;  mere  bldgs.,  bk.  *  wd. 
8  stor.;  priv.,  wd.,  8  stor.;  wd.  rfs.  perm.;  fwks. 
k  combt  ord.;  causes  of  f.  inv.  F.  depi. — 1  c 
eng.,  2  hose  car.,  hook  k  ladder  equip.;  hose,  rob.. 

gd.,  1,200  ft;  f.  al.,  bell;  val.  equip..  $1,500;  val. 
Idgs.,  $1,800;  tot.  mem.,  100  vol. 
Water  Supply — Src,  apr.,  %  m.  bua.  cent.;  sys.. 
pump  to  stdp.;  stdp.  cap.,  65,000  gals.,  dim.  SO  s 
23,  loe  in  cent,  town,  mat  i.  ft  stl.;  1  pump 
eng.,  class  trip.,  size  6H  x  8.  cap.  day  250.0<i0 
gals.;  mains,  cem.,  SH  m..  4  to  6  in.  dia.;  K 
hyd.;  pres.,  dom.  38  lbs.,  f.  80  lbs.;  wks.  owned 
by  Co. 

UNION,  p.  21,028;  f.  area.  480  a.;  mere  bld^^s. 
wd.,  2  k  8  ator.;  priv.,  wd..  2  &  8  stor.;  wd 
rfs.  perm.;  fwks.  k  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 10  c.  hand  ex.  (6  in  reserve),  1  str.,  1 
h.  k  1.  trk.,  1  aer.  trk.,  1  auto.  at»r.  trk.,  1  comb. 
c  k  hose  wag.,  2  hose  wag..  1  hose  reel.  1  exerci^ 
wag.,  9  hrs.;  hose,  cot,  rub.  lined,  gd.,  6.300  ft.. 
f.  al.,  Gamewell,  20  bx. :  \ul.  equip.,  $15,000;  vil 
bldgs.,  $40,000;  exp.  dept.,  $1,600;  tot  mem..  l»c> 
vol. 

Water  Supply — Src,  Hackensack  Water  Co.: 
mains,   16  m.;    125  hyd.;    17'6  v. 

VENTNOR  CITY,  p.  491;  f.  area,  800  a.;  mere 
bldgs.,  bk.  k  wd.,  2  to  4  stor.;  priv.,  bk..  stxt  t 
wd.,  1  to  4  stor.;  wd.  rfs.  not  perm,  in  f.  aret; 
fwks.  k  combt.  ord.;  causes  of  f,  inv.  F.  dept — 
1  auto.  comb.  c.  k  h.  wag.,  10  c.  hand  ^x..  I  h.  £ 
1.  trk.,  1  auto.  f.  eng,;  hose,  cot,  rob.  lined,  gd.. 
2,500  ft;  f.  al.,  telp.,  15  bx.;  val.  equip.,  f 40.0CO; 
val.  bldgs.,  $15,000;  exp.  dept.,  $7,500;  tot  me=^ 
140,  pd.  full  time  6,   134  vol. 

VINELAND,  p.  6.282;  f.  area,  1,000  a.;  netc 
bldgs.,  bk.,  2  k  8  stor.;  priv.,  wd.,  2  St  S  stcfr.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.  F.  dept — 1 
h.  k  1.  trk..  1  e  eng..  8  hose  car.;  hose,  cot,  rub 
lined,  gd.,  8,000  ft.;  inf.,  600  ft;  tot  ho»e,  3,5'»'^ 
ft;  f.  al..  elec.  80  bx.;  val.  equip.,  $8,000:  \i! 
bldgs..  $3,000;  exp.  dept.,  $2,500;  tot  menu.  SI  vel 

Water  Supply — Src,  wells,  %  m.  buk  cent; 
sys..  pump  to  stdp.;  stdp.  cap.,  180.000  fral>-. 
mat.,  Ton;  2  pump,  eng.,  class  comp.  dup..  ea: 
day  2,000.000  gals.;  maina,  c  i..  184  m.,  4  to  1* 
in.  dia.;  70  hyd.;  33  v.;  met,  180;  1,600  serv. 
pipe,  galv.  1.:  pres.,  dom.  60  lbs.,  f.  100  lh« : 
cons,  day,  550.000  gals.;  cost,  $120,721;  c^ 
mtce..  $7,613:   wks.  owned  by  city. 

WALLINGTON,  p.  3,448;  bldga.,  wd.  F.  de-i 
— 1  h.  k  1.  trk.,  2  hose  car.;  hose,  1,400  ft.;  t 
al..  hell:  tot  mem.,  45. 

Water  Supply — Src,  spr.  k  2  wells;  «ym.,  gra»  : 
stdp.  cap.,  172,000  gala.;  2  pumps,  cap.  S50  ^als 
min.;  52  hyd. 

WASHINGTON,  Warren  Co.,  p.  8,667;  bldgs.. 
bk.  k  wd.,  2  to  4  stor.  F.  dept. — 1  str.,  8  t 
hand  ex.,  1  h.  &  I.  trk.,  2  hoae  car.;  hoae.  c^t 
rub.  lined,  gd.,  2,000  ft;  inf.,  1.000  ft:  tct. 
hose,  3,000  ft;  val.  equip.,  $9,000;  vaL  bidn. 
$7,500;  exp.  dept,  $600;  f.  al..  Gamewell;  tot. 
mem..  40  vol. 

Water  Supply — Src,  mountain  atrm..  8  %  in.  b««. 
cent;  aya..  grav.;  rea.  cap.,  1,000,000  gftlsw;  mains, 
iron,  4  to  10  in.  dia.;  40  hyd.;  met,  18;  4«a: 
serv.;  pipe,  iron;  pres.,  dom.  80  lbs.;  cost,  $50,- 
000;  wks.  owned  by  Co. 

WBNONAH.  p.  860;  f.  area.  700  a.  P.  d^rt— 
1  comb,  c  k  h.  wag.,  1  e  hand  ex..  1.200  ft 
hose;  val.  enuip..  $2,600;  val,  bldgs.,  $3,000;  tot 
mem.,  25  vol.;  undra.  rating,  fifth  class. 

Water  Supply — Src,  well;  sya.,  pump  dtr:  ! 
pump,  eng.;  cap.  day,  400,000  gate.;  40  hjd.;  IS 
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v.;  pres.,  dom.  45  to  55  lbs.,  f.  80  Vba.;  cost,  $4n,- 
000;  cost  mtce.,  $2,000;  wks.   owned  by   city. 

WESTFIELD,  p.  6,420;  f.  area,  5,000  a.;  mere, 
bidgs.,  stn.,  bk.  &  wd.,  1  to  3  stor.;  priv.,  stn., 
bk.  &  wd.,  1  to  3  ator. ;  wd.  rfa.  perm,  outside  bus. 
section;  no  fwks.  &  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1    c.   eng.,    1   h.   &  1.   trk.,    2   hose  waff., 

5  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f.  al., 
Gamewell,  12  bx.;  val.  equip.,  $7,000;  val.  bidgs., 
$3,000;  exp.  dept.,  $5,500;  tot.  mem.,  50,  pd.  part 
time. 

Water  Supply — Src,  8Uf»plied  by  Union  Water 
Wks.  Co..  Elizabeth;  sys.,  grav. ;  res.  cap.,  1,- 
000.000  gals.;  mains,  7  m.,  4  to  10  in.  dia.; 
34  nyd.;  86  v.;  met,  1;  pli»e,  iron;  pres.,  f.  75 
Ibb.;   cost,   $40,000;   wks.   owned   by  Co. 

WEST  HOBOKEN,  p.  85,403;  f.  area,  1,920  a.; 
mere,  bldgs..  stn.,  bk.  k  wd.,  1  to  6  stor.;  priv., 
wd.  it  bk.,  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt. 
ord.;   causes  of  f.   inv.      F.   dept. —  1   auto.   comb.   c. 

6  h.  wag.,  1  «tr.,  8  c.  hund  ex.,  1  comb.  c.  &  h. 
wag.  (1  h.  k  1.  trk.  in  reserve),  1  aer.  trk.,  3 
jumpers,  1  hose  wag.,  7  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  5.650  ft.;  f.  al.,  Cflmjwell,  29  bx. ;  val.  equip., 
130,000;  val.  bldgs.,  $48,000;  exp.  dept.,  $27,500; 
tot.  mem.,   25,  pd.  full  time. 

Water  Supply — Src,  Hackensack  Kiv. ;  sys.,  dir. 
pres.;  mains,  c.  i.,  25  m.,  4  to  24  in.  dia.;  210 
hyd.;  407  v.;  pres.,  35  to  65  lbs.;  wks.  owned  by 
Hackensack   Water  Co. 

WEST  NEW  YORK,  p.  13,560;  mere,  bldgs.,  bk., 
3  to  4  stor.;  priv.,  bk.,  8  to  5  stor.;  wd.  rfs.  perm, 
in  f.  area.;  no  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  auto.  comb,  triple  pump,  eng., 
c.  k  h.  wag.,  1  auto.  aer.  trk.,  1  str.,  12  c.  hand 
ex.,  2  aer.  trk.,  3  hose  wag.  (1  hose  wag.  in  re- 
serve), 5  hrs.;  hose,  cot.,  rub.  lined,  gd.,  3,8'60 
it.;  inf.,  1,200  ft.;  tot.  hose,  5,050  ft.:  f.  al., 
Gamewell,  31  bx.;  val.  equip.,  $80,000;  val.  bldgs., 
$65,000;  exp.  dept.,  $30,000;  tot.  mem.  26,  pd. 
full  time. 

Water  Supply — Src,  Hackensack  Riv.;  sys., 
pumfi. 

WEST  ORANGE,  p.  10,080;  f.  area.  1  sq.  m.; 
mere  bldgs.,  stn.,  ok  k  wd.,  2H  to  8  stor.;  priv., 
wd.,  2^  stor.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept. — 1  auto.  comb,  c  k  h.  wag., 
1  h.  &  I.  trk.,  1  hose  wag.,  1  c  eng.,  2  comb.  c.  k 
h.  wag.,  6  hrs.;  hose,  cot.,  rub.  lined,  gd.,  5,300 
ft.;  rub.,  gd.,  300  ft.;  tot.  hose,  6,600  ft.;  f.  al., 
Gamewell,  47  bx.;  val.  equip.,  $17,600;  val.  bldgs., 
$40,000;  exp.  dept.,  $16,000;  tot.  mem.,  20,  pd. 
full  time  10,  pd.  part  time  10. 

Water  Supply — Src,  East  Jersey  Water  Co.,  10 
m.  bus.  cent.;  sys.,  pump  dir.  to  stdp.  k  mains; 
stdp.  cap.,  246.000  gals.;  mains,  c.  i.,  81  m.,  4 
to  8  in.  dia.;  260  hyd.;  246  v.;  met.,  1,670;  1,800 
serv.;  pipe,  lead  k  galv.  i.;  pres.,  dom.  60  to  185 
lbs.;  cons,  year,  300.000,000  gals.;  wks.  owned  by 
Commonwealth  Water  k  Light  Co. 

WESTWOOD,  p.  1.870;  mere  bldgs.,  wd.,  2 
litor. ;  priv.,  wd. ;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept. — 1  h.  k  1.  trk,,  1  hose  car.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  f.  al., 
wh.;  val.  equip.,  $1,000;  val.  bldgs.,  $2,000;  tot 
mem.,   29  vol. 

Water  Supply — Src.  Hackensack  Riv.;  sys.,  dir. 
pres.;  mains,  c.  i.,  9  m.,  4  to  12  in.  dia.;  64 
hyd.;  142  v.;  pres.,  75  lbs.;  wks.  owned  by  Hacken- 
aack   Water   Co. 

WHARTON,  p.  2,983;  f.  area.  100  a.;  mere 
bldgs.,  wd.,  2  to  3  »tor.;  priv.,  wd.,  2  to  3  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  comb.  c.  k  h.  k  1. 
trk.,  6  c  hand  ex.,  1  h.  <k  1.  trk.,  3  hose  reels;  hose, 
cot.,  rub.  lined,  gd..  1,250  ft.;  f.  al.,  wh.;  val. 
equip.,  $3,400;  val.  bldgs.,  $6,000;  tot  mem.,  70 
vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  cap.  rea., 
60.000  gals.;  wks.  owned  by  priv.  Co. 


WILLI AMSTOWN,  p.  2,000;  f.  area,  400  a.  F. 
dept. — 2  hose  reels,  1  h.  &  1.  trk.;  f.  al.,  bell;  val. 
equip..  $1,000:    val.  bldgs.,  $200:    tot.  mem.,  81    voL 

Water  Supply^ — Src,  artesian  wells,  1  m.  bus. 
cent;  sys.,  dir.  pres.;  4  pump,  eng.,  cap.  day  4,- 
200,000  gals.;  mains,  6  m.;  56  hyd.;  64  v.;  pres.. 
dom.  24  to  40. lbs.,  f.  70  to  160  lbs.;  wks.  owned 
by  priv.    Co. 

WOODBINE,  p.  2.399;  f.  area,  186  a.  F.  dept 
— 1   auto.  str.  k  pump,  eng.,   1   auto,   trk.,   2   str., 

1  e  eng.,  1  hose  cart;  hose,  cot,  rub.  lined,  gd., 
800  ft;  rub.,  400  ft;  tot.  hose,  1,200  ft;  val. 
equip.,  $8,000;  tot.  mem.,  30  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  55.000  gal^. ;  res.  cap., 
100,000  gals.;  2  pumps,  class  trip.,  cap.  day 
300,000  gals.;  50  hyd.;  300  serv.;  p>es.,  dom.  k 
f.,  35  lbs.;  cons,  day,  120,000  gals.:  mains,  wd. 
k  c.  i.,  5  m.,  3  to  6  in.  dia.;  cost,  $25,000;  wks. 
owned   by   Co. 

WOODBRIDQE,  p.  1,043;  bldgs.,  wd..  2  to  8 
stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept — 4  hand  e  ex.,  1  hand  h.  k  1.  trk.,  1 
hose  wag.,  1  hose  car.;  hose,  rub.,  gd.,  2,600  ft; 
fair,  300  ft.;  tot  hose,  2,900  ft;  val.  equip..  $3,- 
500;  tot.  mem.,  66. 

Water  Supply— Src,  wells,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  55,000  gals.;  res.  cap., 
100,000  gals.;  2  pumps,  class  trip.,  cap.  day  300,- 
000  gals.;  maina,  wd.  i!^  c.  i.,  5  m.,  3  to  6  in.  dia.; 
50  hyd.;  300  serv.;  pres.,  dom.  k  f.,  35  lbs.;  cone, 
day,    120,000   gals.;   wl<s.   owned   by  Co. 

WOODBURY,  p.  4,642;  f.  area,  1.600  a.;  mere 
bldgs.,   wd.   k  bk.,   1   to  3  stor.;   priv.,   wd.   k  bk., 

2  V6  stor.;  wd.  rifs.  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  2  comb,  e  k 
h.  wag..  4  e  hand  ex.,  1  h.  &  1.  trk.,  2  hose  csr., 
6  hrs.;  hose,  cot,  rub.  lined,  gd.,  3,000  ft;  f.  al., 
CJamewell,  26  bx. ;  val.  equip.,  $12,000;  val.  bldgs., 
$12,000;   exp.   dept,   $8,500;   tot  mem.,   72   voL 

Water  Supply — Src,  creek,  6  m.  bus.  cent.; 
sys.,  pump  to  res.;  2  res.,  cap.,  1,260,000  gals,  k 
1,500,000  gals.;  2  pump,  eng.;  cap.  day,  8,250,- 
000  gals.;  mains,  e  i.,  20  m.,  4  to  12  in.  dia.;  132 
hyd.;  Ill  v.;  met,  2;  1,188  serv.;  pipe,  wrt  i.; 
pres.,  dom.  40  lbs.,  f.  66  lbs.;  cons.  day.  788,000 
gaLs.;  cost,  $32,000;  cost  mtce.,  $3,138;  wks.  owned 
by  city. 

WOODRIDGE,  p.  1,043;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.  k  wd.,  8  stor.;  priv.,  wd.,  2%  stor.; 
wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  e  hand  ex.,  1  h.  &  1.  trie., 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,200  ft; 
f.  al.,  bell;  val.  equip.,  $3,600;  val.  bldgs.,  $8,000; 
exp.  dept,  $1,800;  tot  mem.,  30  vol. 

Water  Supply — Src,  Hackensack  Water  Co.; 
sys.,  pump  d;r.;  mains,  3h^  m.;  20  hyd.;  84  v.; 
met..   80;   wks.  owned  by   Co. 

WOODTOWN,  p.  1,613;  f.  area,  300  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  stn., 
bk.  k  wd.,  20  ft  high;  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept — 1  h.  k  1.  trk..  1  ladder 
wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1.400 
ft:  f.  al.,  elee;  val.  equip.,  $1,000:  val.  bldgs., 
$5,000;   exp.   dept,   $26;   tot  mem.,   34   vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  87.000  gals.,  dim.  12  x  100,  mat  stl.; 
res.  cap.,  65,000  gals.;  pump.  eng..  cap.  dav  760,- 
000  gals.;  mains,  iron,  6  m.,  4  to  8  in.  dia.;  63 
hyd.:  30  v.;  260  serv.;  pipe,  galv.  i.;  pres.,  dom. 
68  lbs.,  f.  120  lbs.;  cost  $36,000;  cost  mtce, 
$1,000;  wks.  owned  by  town. 

Places  with  a  population  of  1.000  or  more  hav- 
ing no  organized  fire  dept. — Oxford,  Penns  Grove 
Verona. 

Places  with  a  population  of  1,000  or  more  not 
reported — ■Hawthorne,  Highlands,  Lakeview,  rx)di, 
Totowa,  Vailsburg. 


c-240 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— NEW  MEXICO. 


NEW  MEXICO 


ALAeMOGORDO,  p.  2,500;  f.  area,  600  a.;  mere, 
bld^s.,  bk.,  2  stor. ;  priv.,  wd.,  1  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  &  combt.  ord.;  causes 
of  f.  inv.  V.  dept. — 4  c.  hand  ex.,  1  auto.  comb, 
c.  Sl  h.  vfSLg.,  1  comb.  c.  &  h.  wag.,  1  ho5«!  car., 
1  h.  lb  I.  trk.;  hose,  cot.,  rub.  lined,  g'd.,  900  ft.; 
rub.,  gd.,  100  ft.;  tot.  hose,  1,000  ft.;  f.  al.,  bell 
k  wh. ;  \*al.  equip.,  $4,000;  val.  bldgs.,  $500;  exp. 
dept,,  $300;  tot.  mem.,  24  vol. 

WaUr  Supply — Src,  spr.,  12  m.  bus.  cent.;  sya., 
grav.,  res.  cap.,  1,000,000  gftls.;  mains,  c.  i.,  86 
m.;  36  hyd.;  met,  576;  600  serv.;  pres.,  dom.  100 
lbs.,  f.  100  lbs.;  cons,  day,  400,000  gals.;  cost, 
$180,000;   cost  mtce.,   $6,000;  wks.  owned  by  Co. 

ALBUQUERQUE,  p.  11,020;  f.  area,  600  a.; 
mere,  bldgs.,  stn.,  bk.  js  wd.,  1  to  4  stor.;  priv., 
dtn.,  bk.  &  wd.,  1  &  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  trip.  auto,  eng.,  2  comb.  c.  k  h.  wag., 
1  h.  &  1.  trk.,  4  c.  hand  ex.,  1  hose  wag.,  4  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  4,200  ft;  f  al..  elec. 
k  wh.,  42  bz.;  val.  equip.,  $16,000;  val.  bldgs., 
$2,600;  exp.  dept.,  $13,000;  tot.  mem.,  10,  pd. 
full  time. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  3,600,000  gals.,  loc. 
210  ft.  above  plant;  4  pump,  eng.,  cap.  day  7,440,* 

000  gals.;  mains,  kal.,  80  m.,  6  to  14  in.  dia.; 
218  hyd.;  Ill  v.;  met.,  1.600;  2.621  serv.;  pipe, 
galv.  i. ;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cons,  day, 
3,000,000  gals.;  cost,  $364,000;  cost  mtce.,  $1,- 
200;  wks.  owned  by  Co. 

CARLSBAD,  p.  1,736;  f.  area,  100  a.;  mere, 
bldgs.,   bk.   k  stn.,   1   A:   2   stor.;   priv.,   bk.   k  wd., 

1  &  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  P.  dept. — 2  c.  eng.,  2  hose 
car.,  2  hrs.;  hose,  cot.,  rub.  lined,  g6.,  1,000  ft.; 
f.  al.,  bell;  val.  equip.,  $4,600;  exp.  dept.,  $376; 
tot.  mem.,  42  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  ays., 
pump  to  stdp. ;  stdp.  cap.,  105,000  gals.;  res.  cap., 
250,000  gals.;  2  pump,  eng.,  class  vertical-centnf., 
cap.  day,  288,000  gals.;  mains,  c  i.;  8^  m.,  2  to 
12  in.  dia.;  23  hyd.;  15  v.;  326  met.,  575  serv.; 
pres.,  dom.  37  lbs.,  f.  120  lbs.;  cost,  $51,500;  cost 
mtce.,  $4,000;   wks.  owned  by   Public  Utilities  Co. 

CLAYTON,  p.  970;  bldgs.,  stn.  k  wd.,  1  &  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ord.     No  org.  f.  dept. 

Water  Supply — Src,  spr.;  sys.,  pump  to  tk.; 
cap.,  76,000  gals.;  pump,  eng.,  cap.  day  160,000 
gals.;  pipe,  8  m.,  8  to  8  in.  dia.;  200  hyd.; 
sen\  pipe,  iron;  pres.,  84  lbs.;  cost.  $66,000;  cost 
mtce,  $900;  wks.  owned  by  Clayton  Municipal 
Light  k  Water  Plant  Co. 

DEMING,  p.  1,864;  mere,  bldgs.,  bk.  k  adobe,  2 
stor.;  priv.,  bk.  k  wd.,  1  k  2  stor.;  wd.  rfs.  not 
perm,  in  bus.  part  of  town;  no  fwks.  ord.  F.  dept. 
— 1  c.  eng.,  1  h.  &  1,  trk.,  buckets;  hose,  700  ft.; 
f.  aL.  bell;  vaL  equip.,  $700;  val.  bldgs.,  $260; 
tot.   mem.,   26  vol. 

Waler  Supply — Src.  underground  riv.,  %  m. 
bus.  cent.;  sys.,  dir.  k  pump  to  atdp.;  stdp.  cap., 
174,000  sals.;  2  pump,  eng.,  cap.  d«y,  2,880,000 
gals.;  mains,  5  in.,  8  to  8  in.  dia.;  76  v.;  260  met; 
600  serv.;  30  hyd.;  pres.,  dom.  80  lbs.,  f.  66  lbs.; 
cons,  day,  169,000  gals,  cost  $50,000;  wks. 
owned  by  Corpn. 

EAST  LAS  VEGAS,  p.  8,179;  f.  area,  700  a.; 
mere,  bldgs.,  stn.,  bk.  k  wd.,  1  &  2  stor.;  priv.,  wd. 
A  bk..  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt. 
ord.  F.  dept — 1  comb.  c.  k  h.  wag.,  1  hose  reel, 
4  hrs.;  hose,  cot,  rub.  lined,  gd.,  1.100  ft;  f. 
al.,  bell,  wh.  k  elec;  val.  equip.,  $4,000;  val.  bldgs., 
$2,500;  exp.  dept.,  $2,000;  tot.  mem.,  15  vol.; 
undrs.   rating,  third   class. 

Water  Supply — Src,  riv.;  «ys.,  grav.;  res.  cap., 
20,000,000  gals.;  mains,  c  i.,  16  m.,  4  to  12 
in.  dia.;  61  hyd.;  met,  1;  pres.,  dom.  110  lbs., 
f.  60  to  100  lbs.;  wks.  owned  by  Co. 

GALLUP,  p.  2,204;  f.  area,  600  a.;  mere  bldgs., 
bk.  k  stn.,  2  stor.;  priv.,  stn.,  bk.  k  wd.,  2  stor.; 
wd.  ris.  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  c.  eng.,  1  h.  &  1.  trk.,  2  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  1.000  ft;  f  al., 
wh.;  val.  equip.,  $2,600;  val.  bldgs.,  $500;  exp. 
dept,  $500;  tot  mem.,  2^  voL 


Water  Supply — Src,  well;  sys.,  pump  to  atdp.; 
stdp.  cap.,  50,000  gals.;  res.  cap.,  162.000  gals.; 
pump,  eng.,  cap.  day,  100,000  gals.;  mains,  2H 
m.,  6  in.  dia.;  26  hyd.;  250  aerv.;  150  met;  pres., 
dom.,  70  lbs.,  f.  70  lbs.;  cost,  $16,000;  coat 
mtce,   $1,600;   wks.   owned   by  city. 

LAS  CRUCES,  p.  8,836;  f.  area,  1  aq  m.  F. 
dept. — I  c  eng,,  c.  hand  ex.,  1  hose  reel;  1  hose 
oart;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  f.  ai, 
wh.;  val.  equip.,  $2,000;  tot.  mem.,  24  voL 

Water  Supply — ^Src,  wells;  1  m.  bus.  cent;  sy*., 
pump  to  stdp.;  stdp.  cap.,  80,000  gals.;  dim.,  26  i 
24;  mat,  stL;  res.  cap.,  90.000  gals.;  2  pump,  eng., 
cap.  da.v,  432,000  gals.;  mains,  c  L;  8  m.;  4  to 
8  in.  dia;  62  hyd.;  25  v.;  50  met;  pipe,  c  i.; 
pres.,  dom.  40  lbs.;  f.  <60  Iba.;  cona.  day.  100,000 
gals.;  cost,  $45,000;  coat  mtce.,  $8,600;  wks. 
owned  by  city. 

LAS  VEGAS,  p.  8,765.  F.  dept —  2  comb,  c 
k  hose  wag.,  1  hose  wag.,  2  c  ex.;  4  hrs.;  hose. 
2,550  ft;  tot.  mem.,  50  vol. 

Water  Supply — Src,  Oalllnas  River;  rea.  cap., 
68,000,000  gals.;  mains,  c  i.,  21  ni.,  2  to  12  in. 
dia.;    64   h>*d.;   cons,   day,    1,000,000   gala. 

MAGDALEN  A,  p.  800;  mere  bldgs.,  stn.,  bk.  & 
ivd.,  1  k  2  stor.;  priv.,  wd.  k  adobe,  1  &  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ord.;  f.  inv.  F.  de!>t — 15 
e  hand  ex.,  a  few  hand  grenades;  hose,  300  ft; 
L  al.,  wh. 

Water  Supply — Src,  well,  1%  m.  south  of  town; 
ays.,  grav.  &  pump  to  atdp.;  stdp.  cap.,  50,000 
gals.;  mat,  galv.  i. ;  rea.  cap.,  50,000  gaU.;  I 
pump,  eng.;  mains,  2  m.,  8  to  6  in.  dia.;  5  hyd.; 
wks.  owned  by  priv.   Co. 

MAXWELL,  p.  160;  mere  bldgs.,  bk.,  2  stor.; 
priv.,  wd.,  2  stor.;  tin  ris.  perm.;  no  fwka.  onL; 
causes  of  f.   inv.     No  f.  dept 

Water  Supply — iSrc.,  spr.,  3  m.  bus.  cent.;  sys-, 
grav.;  ree.  cap.,  53,000  gals.;  mains,  wrt.  i.,  1  m., 
1  %  to  3  in.  dia.;  1  hyd.;  9  v.;  65  s^m,*.;  pres., 
dom.  k  f.,  10  to  30  lbs.;  cons,  day,  30.000  gals; 
cost,  $14,000;  cost  mtce.,  $500;  wks.  owned  by  Co. 

RATON,  p.  4,539;  f.  area,  680  a.:  mere,  bidgii.. 
bk.  k  stn.,  2  &  3  stor.;  priv.,  bk.  k  wd.,  1  ator.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  comb,  c  k  h.  wag.,  1  c.  eng., 
4  c.  hand  ex.,  2  hose  car.;  1  hose  wag.;  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  4.000  ft.;  f,  al.,  telp. 
k  wh.;  val.  equip.,  $7,000;  val.  bldgrs.,  $12,000; 
exp.  dept,  $2,500;  tot  mem.,  22,  2  pd,  mem.,  20 
part   pd.    men. 

Water  Supply — Sre,  mountain  stnn..  8  m.  bos. 
cent;  '6ys.,  grav.;  res.  cap.,  144,000,000  gala.: 
mains,  c  i,  k  wd.,  20  to  26  m.,  12  in.  dia.;  46 
hyd.;  76  v.;  met,  264;  926  serv.;  pipe.  galv.  i.; 
pree.,  dom.  100  lbs.,  f.  125  lbs.;  cona.  day.  1.000.- 

000  gala.;  cost  $800,000;  cost  mtce.,  $10,500: 
wka.  owned  by  Go. 

ROSWELL,  p.  6,172;  f.  area,  2,000  a.;  bldgs.. 
stn..  bk.   k  cem.;   wd.   rfs.   not  perm.     P.   dept — 

1  cnief's  auto.,  1  str.,  1  h.  &  L  trk.,  1  comb,  e  ^^ 
h.  wag.,  1  hose  car.,  7  hrs.;  hose,  cot,  rub.  lined, 
gd.,  3,400  ft;  f.  al.,  bell  k  wh.;  tot  mem..  9.  $ 
pd.  men,  3  part  pd.  men;  undrs.  rating,  third  daaa. 

Water  Supply — Src,  artesian  wells,  Vi  m.  bus. 
cent;    s.vs.,    dir.    pres.;     res.    cap.,    65,000     gals.: 

2  pump,  eng.,  cap.  dar  2,000,000  gals.;  mains 
c  i.,  29  m.,  4  to  16  In.  dia.;  132  hyd,;  34  v.: 
1,200  met.;  1,200  serv.;  pres.,  dom.  60  lbs.,  f. 
125  lbs.;  cons,  day,  600,000  gale.;  coat,  $130. 
000;  cost  mtce.,  $12,000;  wks.  owned  by  munici- 
pality. 

SANTA  FE.  p.  6.072;  f.  area,  160  a.;  BMre. 
bldgs.,  wd.,  adobe  k  bk.,  1  &  2  stor.;  priv..  wd. 
k  bk.,  I  k  2  stor.;  wd.  ria.  not  perm.;  fwlta.  t 
combt.  ord.  F.  dept — 1  e  eng.,  2  e  hand  ex.,  1 
h.  k  I.  trk.,  2  hose  car.;  hoae,  cot,  rub.  lined,  gd.. 
1.750  ft;  f.  al.,  bell  k  telg.,  20  bx.;  val.  cqinp.. 
$3,300;  vaL  bldgs.,  $700;  exp.  dept,  $500;  tot. 
mem.,   40  vol. 

Water  Supply — Src,  strm.,  8  m.  bua.  cent;  s^*^ 
grav.;  res.  cap.,  460,000,000  gals.;  mains,  e  k 
wrt.  i.,  24  m.,  4  to  16  in.  dia.;  44  hyd.;  14  v.; 
met.  30:  600  serv.;  pipe,  kalamein;  prea.,  dom. 
80  Iba.,  f.  80  Iba.;  cons.  day.  2,000,000  gala: 
cost,  $500,000;  cost  mtce.,  $6,000;  wks.  owned  br 
Co. 
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SILVER  CITY,  p.  8.217;  f.  area,  640  a.;  mere, 
bldga.,  bk.  k  8tn.,  1  to  S  ator. ;  priv.,  bk.,  1  &  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  &  combt. 
ord.;  causes  of  i.  in  v.  F.  dept. — 1  h.  A  1.  trk.,  1 
c.  eng.t  12  c.  hand  ex.,  8  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,200  ft.;  f.  al.,  elec.;  tot.  mem.,  82 
vol. 

Watar  Supply — Src.,  wells,  1  m.  bus.  cent.;  srs., 
grrav.  &  pump  to  res.;  res.  cap.,  260,000  guB.; 
pump,  en^.,  class  dup.  k  comp.,  cap.  day  1,000,000 
gals.;  mains,  kal.,  7  m.,  2  to  12  in.  dia.;  20  hyd.; 
14  v.;  met,  60;  serv.,  800;  pres.,  dom.  70  lbs.,  f. 
150  lbs.;  cons,  day,  115,000  gals.;  cost,  $96,000; 
cost  mtce.,   $4,000;  wka.  owned  by  Co. 

SOCORRO,  p.  1,560;  f.  area,  250  a.;  mere 
bidgs.,  bk.,  wd.  k  adobe.  1  ft  2  stor.;  priv.,  bk. 
ft  adobe,  1  to  8  stor.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt.  ord.  F.  dept. — 2  c.  eng.,  1  hose  cart; 
hose,  cot.,  rub.  lined,  gd..  1,000  ft.;  f.  al.,  bell; 
val.  equip.,  $1,800;  val.  bldgs^,  $2,500;  exp.  dept., 
$300;   tot.   mem.,   25   vol. 

Water  Supply — Src.  spr.;  sys.,  grav.;  res.  cap., 
500,000  gals.;  mains,  8  m.,  2  to  10  in.  dia.;  26 
hyd.;  14  v.;  pres.,  f.  40  lbs.;  cost,  $40,000;  cost 
mtce.,   $1,200;   wks.   owned  by  city. 

SPRINGER,  p.  550;  f.  area,  100  a.;  mere  bldga., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  adobe,  1  stor.; 


wd.  rfa.  perm.;  no  fwka.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c.  eng.,  <2  hose  wag.,  1  hose 
reel;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  *!., 
bell;  val.  equip.,  $1,000;  val  bldgs.,  $300;  exp. 
dept.,  $50;  tot.  mem.,  15  vol. 

Watar  Supply — Src,  ditch  ft  rea.,  ^  m.  bus. 
cent:  sys.,  pump  dir.;  pump,  eng.;  mains,  c.  i..  1% 
m.,  4  to  6  in.  dia.:  7  hyd.:  cost,  $10,000;  wks. 
OMmed  bv  Co. 

TUSCUMEARE,  p.  4,000.  F.  dept— 1  hose 
cart;  hose,  600  ft;  f.  al.,  flrearma;  tot  mem.,  82 
vol. 

Water  Supply — Src.  wells;  4  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  dim., 
27  X  22;  mat,  stl.;  res.  cap.,  100,000  gals.;  4 
pump,  eng.,  cap.  day.  1.000,000  gals.;  mains,  10 
m.,  3  to  10  in.  dia.;  49  hyd.;  275  met;  500  serv.; 
pres.,  dom.  46  lbs.,  f.  70  lbs.;  cons,  day,  100,- 
000  guls,;  cost,  $78,000;  co«t  mtce.,  $10,000; 
wks.  owned  by  city. 

Places  with  a  population  of  1,000  or  more  bav 
ing  no  organised   fire  dept — Lincoln.    PInoa   Altos, 
Taos. 

Places  with  a  population  of  1,000  or  more  not 
reported — M  ora. 
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ADAMS,  p.  1,458;  f.  area,  3  a.;  mere  bldgs., 
bk.  ft  w(].,  2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — -1  atr.,  1  c.  eng.,  1  h.  &  1.  trk., 
2  hose  wag.,  1  hose  reel;  hoee,  cot.,  rub.  lineii, 
gd.,  1,800  ft;  rub.,  gd.,  350  ft;  inf.,  860  ft; 
tot.  hose,  3,000  ft;  f.  al.,  bell;  val.  equip.,  $3,270; 
val.  bldgs.,  $8,000;  exp.  dept.,  $450;  tot.  mem., 
76    vol. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent.;  sys., 
grav.  ft  pump  to  stdi».  dir.;  strip,  cap.,  115,000 
gals.,  dim.  50  x  20  dia.,  loc.  on  hill  in  village; 
mat.,  stl.;  res.  cap.,  225,000  gals.,  loc.  at  spr.;  2 
pump,  eng.,  cap.  day,  2,000.000  gals.;  mains,  c  i., 
4^  m.,  4  to  8  in.  dia.;  33  hyd.;  met,  330;  330 
serv.;  pres.,  dom.  60  lbs.,  f.  150  lbs.;  cons,  day, 
100,000  gals,  cost,  $50,000;  cost  mtce.,  $2,000; 
wks.  owned  by  viUage. 

ADDISON,  p.  2,004;  f.  area,  800  a.;  rnerc.  bldgs., 
bk.,  2  ft  3  stor.;  priv.,  wd.  ft  bk.,  2  &  3  stor.;  wd. 
rfa.  perm.;  fwka.  ft  combt  ord.  F.  dept— 1  h. 
ft  1.  trk.,  hose  car.;  hose,  cot.,  rub.  Imed,  gd., 
1,800  ft;  inf.,  200  ft;  tot  hose,  2,000  ft;  f.  al., 
bell,  tclp.  ft  Gamewcll;  val.  equip.,  $2,000;  val. 
bldgs.,  $1,000;  exp.  dept,  $150;  tot  mem,  100 
vol. 

Watar  Supply — ^Src,  wells  ft  atr.,  1  m.  bua. 
cent.;  aya.,  grav.  ft  pump  to  rea.  dir.;  rea.  cap., 
1,500,000  gala.;  pump,  eng.,  cap.  day  760,000 
gala.;  mains,  9^  m.,  4  to  16  in.  dia.;  64  hyd.; 
met,  8;  260  serv.;  prea.,  dom.  86  Iba.,  f.  86  lbs.; 
cons,  day,  600,000  nia.;  coat,  $60,000;  coat  mtce., 
$1,000;  wka.  ownea  by  Co. 

AKRON,  p.  1,677;  mere,  bldsa.,  bk.  ft  wd.,  2  ft 
8  ator.;  priv.,  wd.,  2  stor.;  woL  rfa.  perm.;  fwka. 
ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 1  h. 
ft  1.  trk.,  8  hose  carta;  hose,  cot.,  rub.  lined,  gd., 
2,000  ft.;  f.  aL,  bell  ft  wh.;  val.  equip.,  $2,600; 
val.  bldga.,  $1,000;  exp.  dept,  $200;  tot.  mem., 
126  vol. 

Watar  Supply — Src,  apr.,  1,000  ft  bus.  cent; 
aya.,  pump  to  stdp.;  atdp.  cap.,  100,000  gala.,  dim. 
16  z  76;  rea.  cap.,  60,000  gala.;  2  pump,  eng.,  cap. 
day  600,000  gala.;  mains,  c  i.,  6  m.,  4  to  10  In. 
dia.;  54  hyd.;  425  swv. ;  pipe,  galv.  i.;  pres..  dom. 
90  to  100  lbs.,  f.  120  lbs.;  cons,  day,  200,000 
gala.;  coat,  $80,000;  coat  mtce.,  $700;  wka.  owned 
by  city. 

ALBANY,  p.  100,268;  f.  area,  9,600  a.;  mere 
bldga.,  bk.  ft  wd.,  8  to  10  ator.;  priv.,  bk.  ft  wd., 

2  to  4  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 4  h.  ft 
1.  trk.,  11  str.,  4  auto.  comb.  c.  ft  h.  wag.,  7  plain 
comb,  c  &  h.  wag.,  60  c.  hand  e.x.,  3  aer.  trk., 
1  hoee  wag.,  3  Battalion  chiefa  auto.,  1  chiefs  auto., 

3  chief's  wag.  (1  in  reserve),  1  fuel  wag.,  13  sup- 
ply ft  exercise  w<ag.,  72  hrs.;  hose,  cot,  rub.  lined, 
gel.,  19,750  ft;  f.  aL,  bell  ft  telp.,  287  bx.;  val. 
equip.,  $33-2,143;  vaL  bldgs.,  $276,500;  exp.  dept, 


$2'58,637;  tot  mem.  19-5,  pd.  full  time  175,  pd. 
part  time   20. 

Watar  Supply— Sre,  riv.,  1%  m.  bus.  cent; 
aya.,  mv.  ft  pump  to  res.;  res.  cap.,  289,879.864 
giila.,  loc  6  m.  city;  7  pump,  eng.,  class  trip.  ex. 
ft  comp.  vertical,  cap.  day  70,000,000  gala.;  mains, 
c  L,  188.9  m.,  8  to  42  in.  dia.;  1.108  hyd.;  1.668 
v.;  met.  4,788;  17,862  serv.;  pipe,  lead;  pres., 
dom.  66  lbs.,  f.  66  lbs.;  cons,  day,  20,814.000 
gala.;  cost,  $2,788,400;  cost  mtce.,  $891,676; 
wks.  owned  by  city. 

ALBION,  p.  5,016;  f.  area,  7.200  a.;  mere 
bldgs.,  stn.  ft  bk.,  2   to  4   stor.;   priv..   wd.  ft  cem., 

1  to  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.  F.  dept. — 2  auto.  comb,  c  &  h.  wag.,  1 
comb.  c.  ft  h.  wag.,  1  str.,  1  chief's  auto.,  6  c 
hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.,  5  hrs.;  hose, 
cot,  rob.  lined,  gd.,  4,100  ft;  inf..  400  ft;  tot 
hose,  4,500  ft;  f.  al.,  bell,  wh.  ft  telp.;  vaL  equip., 
$12,.550;  vaL  bldgs.,  $15,000;  exp.  dept,  $4,000; 
tot  mem.,  225,  pd.  full  time  -2,  pd.  part  time  3, 
vol.  220;  undre.  rating,  second  class. 

Wstsr  Supply— Src,  wells,  %  m.  bus.  cent; 
ays.,  pump,  to  stdp.;  stdp.  cap.,  260,000  gala., 
dim.  26  x  76,  loc.  aouth  part  of  town;  mat,  atl.; 
4  pump,  eng.,  cap.  day  760,000  gala.;  mains,  iron, 
10  m.,  6  to  10  in.  dia.;  100  hyd.;  40  v.;  met.. 
400;  860  aerv.;  pipe,  galv.  L;  pres.,  dom.  60  Iba., 
f.  60  Iba.;  cons,  day,  250,000  gals.;  cost,  $140,> 
000;  cost  mtce.,  $1,400;  wks.  owned  by  Co. 

ALDEN,  p.  828.  F.  dept. — 1  h.  ft  L  trk.,  2  hose 
carts,  1.000  ft  hose;  f.  at,  bell;  tot  mem.,  70  toL 

Wstsr  Supply — Src,  apr..  1  m.  bus.  cent;  sya., 
grav.;    stdp.    cap.,    84,823    gals.,    dim.    12    x    100; 

2  pump,  eng.,  cap.  day  550,000  gals.;  mains,  c.  L, 
6  m.,  4  to  12  in.  dia.;  4-8  hyd.;  39  v.;  met,  207; 
207  serv.;  pipe,  c  L;  pres.,  dom.  30  to  45  lbs., 
f.  85  lbs.;  cons,  day,  42,000  gals.;  cost,  $•19,000; 
cost  mtce.,  $450;   wks.  owned  by  city. 

ALEXANDRIA  BAY,  p.  1,899:  f.  area,  1  sq.  m.; 
mere  bldga.,  stn.,  bk.  ft  wd.,  1<4  to  4  stor.;  priv., 
wd.,  1%  ator.;  wd.  rfs.  perm,  in  f.  ares;  fwks.  ft 
combt  ord.;  cauaes  of  f.  inv.  F.  dept — 2  atr.,  1  h. 
ft  L  trk.,  4  hoae  wag.;  hose,  cot.  rub.  lined,  gd., 
8.000  ft;  f.  al.,  bells;  val.  equip.,  $9,600;  vaL 
bldgs.,  $2,600;  exp.  dept,  $160;  tot  mem.,  100 
vol. 

Wstsr  Supply — Src,  St  Lawrence  riv.;  sya., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  188,000  gals.;  4 
trip,  pumpa;  pres..  dom.  46  lbs.,  f.  116  lbs.;  mains. 
i%  m.,  4  to  10  in.  dia.;  60  hyd. 

ALFRED,  p.  1,690.  F.  dept— 1  h.  ft  L  trk.,  2 
hose  carts,  1  e  eng.,  1  baqd  eng.,  6  hand  ex.,  1,200 
ft  hose;  f.  al.,  bell;  tot  mem.,  72  toL 

Water  Supply — Src.  wells,  1  m.  bus.  cent.; 
sys.,  grav.;  res.  cap..  156,000  gals.;  -2  pump,  eng., 
cap.  day,  50,000  gala.;  maina,  c  L,  6  m.,  3  to  8 
in.  dia.;  30  hyd.;  150  met.;  160  aerv.;  pipe, 
galv.    L;    pres.,    dom.    ft    f.    100    lbs.;    cons,    day. 
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60,000    gals.;    coat,    $14,000;    cost    mtce.,    $600; 
wks.  owned  by  village. 

ALLEO^NY,  p.  1,286;  f.  area,  200  a.;  mere, 
bldge.,  bk.  &  wd.,  1  to  4  «tor. ;  priv.,  wd.,  1  &  2 
fitor. ;  wd.  rfa.  perm.;  no  fwks  &  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — -1  h.  &  1.  trk.,  2  hose  carts, 
1,600  ft.  rub.  hose;  f.  al.,  bell;  val.  equip.,  $2,000; 
val.  bld^.,  $3,000;   tot.  mem.,   85   vol. 

WaUr  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  240,000  gala.;  pres.,  100  Iba. 

ALTAMONT,  p.  674;  bldgs.,  wd.  F.  dept.— 1 
h.  k  1.  trk.,  4  hose  car.;  hose,  2,100  ft;  tot.  mem., 

00  vol. 

Water  Supply — Src,  res.,  cap.  75,000,000  gals.; 
sys.,  grav. ;  main«,  7\^  m.,  3  to  5  in.  dia.;  27  nyd. ; 
wks.  owned  by  city. 

ALTON,  p.  800.     F.  dept. — 1  str.,  1  h.  &  1.  trk., 

1  hose   wag.,   4   hose  car.,   5   hand  ex.,   2,800    ft. 
hose;  f.  al.,  bell;  vol. 

Water  Supply — ^Not  reported. 

AM  EN  I  A,  p.  650;  mere,  bldgs.,  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  h.  &  L  trk.,  2  hose  carts  &  1  reel;  hose, 
cot.,  rub.  lined,  gd.,  1,100  ft.;  inf.,  600  ft.;  tot 
hose,  1,700  ft;  f.  aL,  bell;  val.  equip.,  $2,000; 
val.  bldgs.,  $2,600;  ezp.  dept,  $260;  tot  mem., 
46  vol. 

Watar  Supply — Src,  mountain  strm.,  1  m.  bus. 
cent;  sys.,  tprav.,  pump  to  res.  k  stdp.;  stdp.  cap., 
100,000  gals.;  res.  cap.,  400,000  gals.;  pump, 
eng.,  class  trip.,  cap.  min.  210  gals.;  mains,  c.  k 
wrt.  L,  IH  m.,  6  in.  dia.;  14  hyd.;  4  v.;  80  serv.; 
pipe,  gal  v.  1.;'  pres.,  dom.  66  lbs.,  f.  66  lbs.;  cons, 
day,  80,000  gals.;  cost,  $16,000;  cost  mtce.,  $200; 
wks.  owned  by  Co. 

AMiTYVILLE,  p.  2,617;  f.  area,  6  m.;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  lis. 
perm.;  causes  of  f.  inv.  F.  d^t. — 1  auto,  hose 
w<ag.,  1  h.  &  1.  trk.,  8  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  3,000  ft;  f.  al.,  bell,  wh.  k  telp.; 
val.  equip.,  $8,500;  val.  bldgs.,  $5,000;  tot. 
mem..    120   vol. 

Water  Supply — Src.,  wells,  \i  m.  bus.  cent; 
ays.,  grav.  k  pump,  dir.;  stdp.  cap.,  800,000  gals., 
dim.  20  X  126;  mat,  iron;  2  pump,  eng.,  class 
trip.,  cap.  day,  1,000,000  gals.;  mains,  c.  i.,  11  m., 
4  to  10  in.  dia.;  84  hyd.j  80  v.;  4  08  serv.;  pipe, 
WTt.  i. ;  pres.,  dom.  50  lbs.,  f.  50  lbs.;  cons,  day, 
150.000  gals.;  cost,  $75,000;  cost  mtce..  $200; 
wks.  owned  by  Co. 

AMSTERDAM,  p.  81,267;  f.  area,  2,600  a.; 
mere  bldgs.,  bk.,  8  &  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  bldgs.  not  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  str.,  4  comb.  c.  &  h.  wag.,  1  auto, 
oomb.  c.  k  h.  wag.,  1  h.  &  I.  cvk.,  12  c.  hand  ex., 
4  hoee  carts,  10  hrs. ;  hose,  cot.,  rub.  lined,  gd., 
8,000  ft.;  Gamewell  f.  al.,  bell,  56  bx.;  val.  equip., 
$29,300;  val.  bldgs.,  $46,0U0;  exp.  dept,  $31.- 
000;   tot.   mem.    28. 

Water  Supply — Src.,  creek,  21  m.  bus.  cent; 
8}'s.,  grav.;  res.  cap.,  1,600,000,000  gals.;  mains, 
40  m.;  800  met.;  645  hyd.:  640  v.;  4,260  serv.; 
pipe,  iron;  pres.,  dom.  90  lbs.,  f.  120  lbs.;  cons, 
day,  8,000,000  gals.;  cost,  $969,288;  cost  mtce., 
$11,923;  wks.  owned  by  city. 

AN  DOVER,  p.  1,186;  bldgs.,  wd.,  bk.  k  stn.,  2 
to  8  stor.;  priv.,  bk.  k  wd.,  1  k  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  k  combt  ord.  F.  dept — 1  comb, 
c.  &  h.  wag.,  1  h.  k  L  trk.,  1  hose  wag.,  1  hose 
reel;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  inf., 
1,000  ft;  tot  hose,  2,000  ft;  val.  equip.,  $1,000; 
f.  al.,  bell;  tot  mem.,  60  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  800,000  gals.;  mains,  c.  i.,  6  m.; 
50  hyd.;  pres.,  dom.  86  lbs.,  f.  86  lbs.;  cost,  $26,- 
000;  cost  mtce.,  $100;  wks.  owned  by  city. 

ANGELICA,  p.  1,066;  f.  area,  426  a.;  bldgs., 
stn.,  bk.  k  wd.,  1  to  2  stor.;  wd.  rfs.  perm.;  no 
fwks.  k  combt  ord.  F.  dept. — 1  h.  ft  i.  trk.,  2 
hose  car.;  hose,  rub.,  gd..  1,600  ft.;  f.  al..  bell 
k  wh.;  tot  mem.,  86  vol.;  undrs.  rating,  fourth 
class 

Water  Supply — Src.,  spr.,  6  m.  bus.  cent;  nrs., 
grav.  k  pump  to  stdp.;  res.  cap.,  1,000,000  gals.; 
pump,  eng.,  cap.  day  800,000  gals.;  mains,  o.  L, 
9  m.,  4  to  8  in.  dia.;  40  hyd.;  35  v.;  met.,  76; 
250  serv.;  pipe,  galv.  i.;  pres.,  dom.  k  f.,  60  lbs.; 
cons.  da>',  50,000  gals.;  cost,  $38,000;  cost  mtce., 
$600;  wks.  owned  by  city. 


ANGOLA,  p.  898;  f.  area,  640  a.;  mere,  bldgs., 
wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  h.  k  1.  trk.,  1  c.  er.g.,  2 
c.  hand  ex.,  2  hand  eng.,  2  ho«e  reel*:  bo<«, 
rub.  lined,  gd.,  1,800  ft;  inf.,  200  ft.;  tot  ho?e, 
1,500  ft;  f.  al.,  wh.  k  telp.,  2  bx.;  val.  eqiup., 
$2,200;   val.   bldgs.,   $3,000;    tot   mem.,    60  toI. 

Water  Supply-— fire,  "Lake  Erie,  8  m.  bus.  cent.; 
s}-«.,  pump  to  stdp.;  stdp.  cap.,  236,000  giU.;  i 
pump,  eng.,  cap.  day  200,000  gals.;  mains,  iron.  6 
m.,  4  to  10  in.  dia,;  50  hyd.;  40  v.;  325  nr.e:.; 
825  serv.;  pres.,  dom.  65  lbs.;  f.  100  lbs.;  coia. 
day,  200,000  gals,;  cost,  $53,000;  cost  micir.,  |2,- 
000;  wks.  owned  bv  city. 

ANTWERP,  p.  974;  f.  area,  800  a.;  mere,  bldgi., 
bk.,  2  stor.;  priv.,  wd.,  2^  stor.;  wd.  rfs.  penn.; 
fwks.  k  combt  ord.;  causes  of  f.  inv.  F.  dept— 
1  h.  &  1.  trk.,  1  c.  eng.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  inf.,  250  ft;  tot  hose, 
1,260  ft;  f.  al.,  bell;  lot.  mem.,  88  voL 

Water  Supply — Src,  riv.,  in  bus.  cent;  a^. 
pump  to  stdp.  k  dir.;  stdp.  cap.,  117,000  gals.; 
pump,  eng.,  cap.  day  864,000  gals.;  mains,  iroa, 
8%  m.,  4  to  8  in.  dia.;  45  hyd.;  160  met;  266 
serv.;  pres.,  dom.  60  lbs.,  f.  146  lbs.;  cost  $l^r 
600;  wks.  owned  by  city. 

ARCADE,  p.  2,181.  F.  dept — 1  h.  k  L  trk.,  1 
hose  cart,  1  Jumper,  1  c  eng.,  1,400  ft  hose; 
f.  al.,  bell;  tot  mem.,  72  voL 

Water  Supply-^— Src,  spring,  4  m.  bus.  cenL; 
sys.,  grav.;  mains,  c.  i.,  6  m.,  3  to  6  in.  dia.;  34 
hyd.;  (tres.,  dom.  k  f.  85  lbs.;  cost,  $I0.00U;  cu=: 
mtce.,    $75;    wks.    owned    by   city. 

ATHENS,  p.  1,056;  bldgs.,  bk.  k  wd.,  2  «e  S 
stor.;  wd.  lis.  perm.;  fwks.  k  combt  ord.  F.  dept 
— 1  str.,  1  hand  eng.,  1  gas  eng.,  2  c.  band  ei-, 
1  h.  &  I.  trk.,  -2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,150  ft;  rub.,  gd.,  700  ft;  tot  hose,  l,^y^ 
It;  f.  al.,  bell;  val.  bldgs.,  $7,000;  tot.  mem..  Uo 
vol. 

Water  Supply — Src,  spr.,  riv.,  wells. 

ATTICA,  p.  1,869;  f.  area,  400  a.;  mere  bldgi., 
bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  penn.; 
fwks.  k  combt  ord.;  causes  of  f.  inv.     F.  dept— 

1  hand  eng.,  1  h.  As  1.  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,700  ft;  other  kind,  gd.,  600  ft.; 
tot  hose,  2,200  ft;  f.  al.,  bell:  vaL  equip.,  $8,000; 
exp.  dept,  $800;  tot  mem.,  126  voL 

Water  Supply-— Src,  spr.,  6  m.  bus.  cent;  sys-. 
grav.;  res.  cap.,  14,000,000  gals.;  mains,  c  L,  7^ 
m.,  4  to  10  in.  dia.;  40  hyd.;  81  v.:  met.,  1;  SfO 
serv.;  pipe,  wrt.  i.;  pres.,  dom.  SO  lbs.,  f.  So  lbs.; 
cons,  day,  200,000  gals.;  cost,  $90,000;  cost  mtc<^, 
$3,000;   wks.   owned  by   Co. 

AUBURN,  p.  84,668;  f.  area,  9  sq.  m.;  mere, 
bldgs.,   bk.  k  stn.,  2   to  9   stor.;  priv.,  bk.    k   vc.. 

2  to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;  tvLi. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  St., 
12  c.  liand  ex.,  1  aer.  trk,,  1  auto,  city  serv.  trk.. 
2  hose  wag.,  3  comb.  c.  k  h.  wag.,  2  auto.  coi)\ 
c.  k  h.  wag.,  11  hrs.;  ho^^e,  cot,  rub.  lined,  pi-. 
9,750  ft.;  f.  al.,  Gamewell,  67  bx.;  val.  eqiiir , 
$G5,oOO;  val.  bldgs.,  $61,500;  exp,  dept.,  f54,?iy.t. 
tut.  mem.  62,  pd.  full  time  47,  pd.  part  time   15. 

Waier  Supply — Src,  lake,  2V4  m.  bus,  cert: 
gys.,  pump  dir.;  4  pump,  eng.,  cap.  day  86,OO0.f"*C 
gals.;  mains,  c.  i.,  69.77  m.,  4  to  24  in.  dia.;  <^t5 
nyd.;  717  v.;  met,  974;  8,879  serv.;  pipe.  ga^. 
i.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  d^v, 
6,500,000  gals.;  cost,  $993,179;  wks.  owned  b< 
city. 

AUSABLE  FORKS. — F.  dept  not  reported. 

Water  Supply — Src,  brook  k  res.,  %  m.  boi. 
cent;  mains,  c.  i,  8  m.,  6  to  4  in.  dia.;  pipe,  iroo; 
pres.,  60  lbs. 

AVOCA.  p.  1,067;  f.  area,  100  a.;  mere.  bUlgk 
bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  2  ster.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  h.  &  1.  trk., 
2  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
inf.,  450  ft.;  tot.  hose,  1,450  ft.;  f.  al.,  bell;  nl 
equip.,  $1,500;  val.  bldgs.,  $1,500;  tot  mem.,  30 
vol. 

Water  Supply — Src,  spr.  k  strm.,  1  m.  bas. 
cent.;  ays.,  grav.;  res.  cu.,  600,000  gala.;  saalBS, 
c  i.,  7  m.,  6  to  8  in.  aia.;  40  lurd.;  8  t.;  200 
aerv.;  pipe,  wrt.  i.;  pres.,  dom.  76  lbs.*  t.  76  lbs.: 
cost,    $22,000;   eoat   mtce.,   $60;   wka.   owBcd  fer 
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AVON,  p.  2,068;  f.  area,  1,400  a.;  mere.  bUlga., 
bk.  k  w(L.   1    to   i   ator.;  priT.,  atn.,  bk.   9c  wd., 

1  ft  or.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  i 
•ombt.  ord.;  cauaes  of  f.  Inv.  F.  dept. — 1  h. 
k  1.  trk.,  1  c.  eng.,  2  c.  hand  ex..  3  hose 
carts,  4  hrs. ;  hose,  cot.,  ru)».  lined,  gd.,  2,640  ft.; 
rub.,  gd..  150  ft.;  inf..  700  ft.:  tot.  hose.  3.940 
ft.;  f.  al.,  bell,  wh.  k  elec,  4  bz.;  vaL  equip., 
16,000;  val.  bldgs.,  $5,000;  exp.  dept.,  $600; 
tot  mem.,  190  vol. 

Water  Supply — Src.,  lake,  9  m.  bus.  cent.;  9y.» 
grav.;  res.  cap,  600,000  gals.,  loc.  2  m.  village; 
mains,  iron  &  wd.,  40  m..  4  to  12  in.  dia. ;  47 
hvd.;  35  v.;  met.,  480:  480  serv.;  pipe,  galv.  i.; 
pres.,  dom.  60  lbs.,  f.  7*5  lbs.;  cost,  $101,000;  cost 
mice.,    $2,000;    wks.    owned    by    city. 

BABYLON,  p.  2,600;  f.  area,  4%  a.;  mere. 
bldgs..  bk.  &,  wd.,  1  to  8  ator.;  pri?.,  wd.,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  causea  of  f.  inv.  F. 
dept — 1  h.  A  1.  trk.,  1  hand  eng.,  2  e.  hand  ex., 

2  hose  wag.,  2  hose  carta:  hoae,  cot.,  rub.  lined, 
gd.,  1,600  ft.;  inf.,  1,000  ft;  tot  hoae,  2,600  ft.; 
f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldga.,  $8,000; 
exp.  dept.,  $600;  tot.  mem.,  180  vol. 

Water  Supply — Src,  wella,  IH  m.  bua.  cent.; 
ays.,  pump  to  atdp.;  atdp.  cap.,  100.000  gala.; 
pump,  eng.,  cap.  day  1,600,000  gala.;  maina,  e.  L, 
8  m.,  4  to  8  hi.  dia.;  68  hyd.;  prea.,  dom.  40  lbs., 
f.  100  Iba.;  coal,  $76,000;  coat  mtce.,  $2,600; 
wka.  owned  by  Sumpawans  W.  W.  Co. 

BAINBRIDGE,  p.  1,169;  f.  area.  10  a.;  mere, 
bldga.,  bk.  &,  wd.,  IH  to  8  ator.;  priv.,  bk.,  8 
ator.;  wd.  rfa.  perm,  in  f.  area;  cauaea  of  f.  inv. 
F.  dept. — 1  h.  k  1.  trk.  with  4  ex.,  8  hoae  carta; 
hoae,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f.  aL,  bell; 
exp.  dept,  $400;  tot.  mem.,  60  vol. 

Water  Supply — Src,  creek  k  apr.,  2H  m.  bua. 
cent;  sya.,  grav.  k  pump  to  rea.;  rea.  cap.,  120,000 
gals.;  mains,  c  i.,  8  m.,  6  to  8  in.  dia.;  28  hyd.; 
prea.,  dom.  40  Iba.,  f.  80  lbs.;  coat,  $89,000;  coat 
mtce.,  $200;  wka.  owned  by  city. 

BALOWW,  p.  1,200;  f.  area,  4,000  a.;  mere 
bldgs.,  bk.  k  wd.,  2%  stor.;  priv.,  wd.,  2Vi  ator.; 
wd.  rf«.  perm,  in  f.  area;  fwk«.  k  combt.  ord.; 
cfiuses  of  f.  inv.  V.  dept. — 6  c.  hand  ex.,  1  h. 
k  1.  trk.,  2  hose  w«g. ;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft;  f.  al.,  wh.  k  telp. ;  val.  equip.,  $5,- 
000;  val.  bldgs.,  $5,500;  exp.  dept,  $1,000;  tot. 
mem.,  150  vol. 

Water  Supply — Hand  pump. 

BALDWINSVILLE,  Onondaga  Co.,  p.  8,899; 
mere  bldgs.,  bk.,  2  A  8  ator;  priv.,  wd.,  IH  A;  2 
stor.:  wd.  rfa.  not  perm.  F.  dept.^1  atr.,  1  h.  A 
I.  trk.,  1  hoae  wag.,  6  hoae  car.;  hoae,  cot.,  rub. 
lined,  gd.,  1,500  ft.;  linen,  gd.,  600  ft.;  rub.,  gd., 
800  ft.;  tot.  hoae,  2,800  ft.;  f.  al.,  bell;  vaL  eqmp., 
$6,000;  val.  bldga.,  $1,600;  exp.  d^t,  $660;  tot. 
mem.  11,  pd.  part  time. 

Water  Supply — Src,  wella,  ^  m.  bua.  cent;  aya., 
pump  to  atdp.;  atdp.  cap.,  117,000  gala.,  dim.  20  x 
50;  mat.,  stl.;  4  pump,  eng.,  cap.  day,  1,584,000 
g^ls. :  mains,  c.  i.,  11  m.,  4  to  12  in.  dia.;  81  hyd.; 
:io  v.;  mci.,  lOO:  792  serv.;  pipe,  jjalv.  i.;  pres., 
dom.  86  lbs.,  f.  86  Iba.;  coat,  $60,000;  coat  mtce., 
$5,060;  wks.  owned  by  city. 

BALLSTON    SPA,    p.    4,188;    f.    area,    640    a.; 

mere,  bldgs.,  bk.  &  wtl.,  1  to  3  stor.;  priv.,  bk.  «t 
wd.,  1  to  3  stor.;  wd.  rfs.  penn.;  fwks.  k  combt. 
t>r(l.  F.  dept. — 2  c.  hand  ex.,  I  hose  wag.,  1  h.  k 
1.  trk.,  4  hose  car.;  hose.  rub.  lined.  t?d..  2.800  ft.; 
f.  al.,  bell  fc  \vh.;  val.  equip.,  $3,200;  val.  bldgs., 
$5,000;   exp.   «lcpt.,   $100;    tot.   mem.,    100   vol. 

Water  Supply — Src,  apr.;  sya.,  grav.;  rea.  cap., 
160,000  gals.;  maina,  16  m.,  8  to  12  in.  dia.; 
140  hyd.;  80  v.;  1  met;  prea.,  f.  80  to  120  Iba.; 
cost,  $150,000;  coat  mtce.,  $600;  wka.  owned  by 
village. 

BATAVIA,  p.  11,618;  mere  bldga.,  bk.,  8  ator.; 
priv.,  wd..  2  stor.;  wd.  rfs.  not  perm.;  fwka.  k 
combt.  ord.  F.  dept. — 6  c  hand  ex.,  6  hose  carta; 
hose,  cot,  rub.  lined,  gd.,  6,800  ft;  inf.,  800  ft.; 
tot.  hoae,  6,100  ft;  x.  al.,  Gaynor,  29  bx.;  val. 
equip.,  $160,000;  tot  mem.,  160  vol.;  undra.  rat- 
ing,  aecond  class. 

Water  Supply — Src,  creek,  in  bua.  cent;  aya., 
pump  dir.:  2  pump,  eng.,  cap.  day  4,000,000  gala.; 
maina,  wd.  k  iron,  16  m.,  4  to  12  in.  dia.;  180 
hyd.;  60  v.;  met,  46;  400  aerv.;  pipe,  iron;  cona. 
day,  1.597,012  gala.;  coat  $188,444.22;  coat 
mtce.,  $5,000;  wka.  owned  by  city. 


BATH,  p.  8,884;  f.  area,  880  a.;  mere  bldga., 
bk.;  wd.  rfa.  perm.;  no  fwka.  k  combt  ord.;  cauaea 
of  f.  not  inv.  F.  dept — 1  h.  ft  L  trk.,  4  hoae  car.; 
hoae,  gd.,  2,600  ft.;  f.  aL,  bell;  vaL  equip.,  $4,000; 


val.  bldga.,  $4,700;  exp.  dept.,  $776.97;  tot  mem., 
120  VOL 

Water  Supply— iSrc,  well,  1^  m.  bus.  cent;  sya., 
pump  to  res.;  res.  cap.,  300,000  gals.;  2  pump, 
eng.,  cap.  day  1,700,000  gals.;  mains,  S'^/j^  m.,  4 
to  10  in.  dia.;  90  hyd.;  30  v.;  met,  400;  675 
serv.;  pres.,  dom.  80  lbs.,  f.  00  to  100  lbs.;  cons, 
day,  200,000  gals.;  cost,  $100,000;  wks.  owned 
by  priv.  Co. 

BAYPORT,  p.  760.  F.  dept.— 1  h.  &  L  trk.,  2 
hoae  carta,  1,400  ft  hoae;  f.  aL,  bell;  tot.  mem., 
60  voL 

Water  Supply — ^Not  reported. 

BAY  SHORE,  p.  8,600;  f.  area,  1,600  a.;  bldga., 
wd.,  1  to  3  stor. ;  wd.  rfs.  perm.  F.  dept. — 4  c.  hand 
ex.,  1  h.  k  1.  trk.,  2  hose  wag.,  2  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  4,000  ft.;  rub.,  gd.,  800  ft.; 
tot  hose,  4,800  ft.;  f.  al.,  bells  k  wh.;  val.  equip., 
$6,000;  val.  bldgs.,  $4,000;  exp.  dept.,  $700;  tot 
mem.,  90  vol. 

Water  Supply — Src,  wella;  aya.,  pump  to  atdp.; 
atdp.  cap.,  862,000  gftl**;  2  pump,  eng.,  cap.  day 
2,000,000  gala.;  mama,  26  m..  4  to  10  in.  dia.; 
228  hyd.;  ISO  v.;  prea.,  f.  66  Iba.;  coat,  $800,000; 
wka.  owned  by  Co. 

BAY  SIDE,  p.  8,600;  f.  area,  6  aq.  dl;  mere 
bldga.,  bk.,  atn.  k  wd.,  2  to  8  ator.:  priv.,  bk.,  atn. 
k  wd.,  1  to  8  ator.;  wd.  rfa.  perm,  m  f.  area;  fwka. 
k  combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 1  atr.,  1 
h.  k  1.  trk.,  4  c  hand  ex.,  1  hoae  wag.,  1  hoae  car., 
2  bra.;  hoae,  cot,  rub.  lined,  gd.,  8,600  ft;  f.  aL, 
telg.  k  bell,  12  bx.;  val.  equip.,  $1,600;  vaL  bldga., 
$2,600;  tot  mem.,  72  vol. 

BELFAST,  p.  2,000.  F.  dept — 1  hand  eng.,  1 
hoae  cart,  800  ft  hoae. 

Water  Supply — Not  reported. 

BELMONT,  p.  1,094;  f.  area,  640  a.;  mere 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
perm.;  fwka.  k  combt.  ord.;  cauaea  of  f.  inv. 
F.  dept. — 2  hand  eng.,  2  hoae  carta;  hoae,  cot, 
rub.  lined,  gd.,  2,100  ft;  inf.,  600  ft;  tot 
hose,  2,600  ft.;  f.  al.,  telp.  k  wh. ;  val.  equip., 
$1,200;  val.  bldgs.,  $2,200;  exp.  dept,  $100;  tot 
mem.,    60    vol. 

Water  Supply — Src,  apr.  k  creek,  4  m.  bus. 
cent.;  8}'8.,  grav.;  rea.  cap.,  500,000  gal.s. ;  mains, 
9  m.,  4  to  10  in.  dia.;  50  hyd.;  100  met;  250  aerv.; 
pres.,  f.  75  Jbs.;  cost,  $32,000;  wka.  owned  by 
village. 

BERGEN,  p.  1,681.  F.  dept — 2  hand  c.  eng.,  1 
hose  cart.  1  hose  wag.,  1  hand  eng.,  1,000  ft. 
hose;  f.  al.,  bell;  tot.  mem.,  50  vol. 

Water  Supply — Src,  wella,  %  m.  bus.  cent; 
aya.,  grav.;  atdp.  oap.,  68,450  gals.;  dim.,  12  x  75; 
mat,  BtL;  2  pump,  eng.,  cap.  day^  720,000  gals.; 
nuaina,  c  L,  3H  m.,  4  to  8  in.  dia.;  29  hyd.;  13 
v.;  1  met.;  100  serv.;  pipe,  galv.  i.;  pres.,  dom. 
50  lbs.,  f.  SO  Iba.;  cons.  day.  25,000  gals.;  cost, 
$22,000;  cost,  mtce.,  $2,655;  wks.  owned  by 
village. 

BERLIN,  p.  700;  f.  area,  ^  aq.  m.;  wd.  rfa. 
perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  hose  carte,  ladders,  etc.;  hose, 
cot.,  rub,  lined,  gd.,  950  ft.;  inf.,  50  ft.;  tot.  hose, 
1.000  ft.;  f.  al..  bell;  val.  equip.,  $800;  exp.  dept., 
$100;   tot.   mem.,   30   vol. 

Water  Supply — Src,  pond,  1  m.  bua.  cent; 
ays.,  grav.;  IS  hyd.;  prea.,  f.  9S  lbs.;  wks. 
owned   by  priv.    Co. 

BINGHAMTON,  p.  48,448;  f.  area.  9*4  aq. 
m.:  mere  bldgs.,  stn.,  cem.  k  bk.,  3  to  12  stor.; 
priv.,  cem.,  bk.  k  wd.,  2  stor.;  wd.  rfa.  perm,  in 
f.  area.  F.  dept. — 3  str.,  31  c  hand  ex.,  6  auto, 
comb.  c.  k  h.  wag.,  1  auto,  city  service  h.  &  L 
trk.,  tl  city  service  h.  k  1.  trk.,  1  aer  trk.,  1  auto, 
comb.  pump,  k  hose  wag.,  2  cfiief's  auto.,  1  aupt. 
f.  al.  auto.,  9  hrs.;  hose,  cot.,  rub.  lined,  gd., 
■IS,.').')©  ft.;  f.  aL,  Starr,  12-5  bx. ;  exp.  dept., 
$79,983;  tot  mem.  81,  pd.  full  time  79,  pd.  part 
time    2. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.:  sya.. 
I)ump  dir.;  2  rea.  cap.,  2111,000  gala.  &  230,000 
gals.;  &loui>t  Prospect  res.  cap.,  5,000,000  gaU.;  7 
pump,  eng.,  cap.  day  86,000,000  gal^. ;  mains,  c. 
1.,  102.58  m.,  4  to  24  in.  dia.;  942  hyd.;  1,588  v.; 
8,330    met.;     11.531     serv.;    pipe,    galv.    i.;    pres., 


C-244 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— NEW  YORK. 


66  to  80  lbs.;  cons,  day,  7,000,000  grala.;  cost, 
$1,04<1,000;  cost  mtce.,  955,000;  wks.  ownei]  by 
city. 

BLACK  RIVER,  p.  916;  f.  area,  175  a.;  mere, 
bidgs..  bk.  &  wd.;  wd.  rfs.  perm.;  fwks.  &,  combt. 
ord. ;  causes  of  f.  inv.  F.  dept. — 2  hose  wag.,  hos<*, 
cot.,  rub.  lined,  gd.,  1,200  ft.;  inf.,  500  ft.;  tot. 
hoee,  1,700  ft.;  f.  al.,  telp.  &  elec,  5  bx.;  val. 
equip..  $S00;  val.  bldgs.,  $500;  lot.  mem.,  30  vol. 

Water  Supply — Src,  spr.;  sys.,  pump  dir.;  6 
pump,  eng.,  cap.  day  2,160,000  gals.;  mains,  iron, 
4  ro.,  4  to  10  in.  dia.;  28  hyd.;  pres.,  f.  180  to 
200  lbs.;  cost,  $27,800;  cost  mtce.,  $100;  wka. 
owned  by  village. 

BOLIVAR,  p.  1,818;  f.  area,  150  a.;  bldgs., 
wd.,  1 V^  Sl  2  stor. ;  wd.  rfs.  perm. ;  fwks.  A 
combt.  ord.  F.  dept. — 4  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,760  ft;  inf.,  600  ft.;  tot.  hose, 
2,250  ft.;  f.  aL,  bell;  vaL  equip.,  $1,600;  val. 
bldgs.,  $2,500;  exp.  dept,  $200;  tot  mem.,  100 
vol. 

Water  Supply — Src.,  tpr.  &  artesian  wella;  qra., 
grav.;  res.  cap.,  254,000  gals.;  mains,  c.  i.,  6 
m.,  4  to  8  in.  dia.;  S>S  hyd.;  pres,,  f.,  85  lbs.;  cons, 
day,  10,000  gate.;  cost,  $18,000;  cost  mtce., 
$1,500;  wks.  owntKl  by  Co. 

BOONVILLE.  p.  1,794;  mere,  bldgs.,  bk.  &,  wd., 
1%  to  S%  stor.;  priv.,  bk.  &  wd.,  2  stor.;  wd. 
rfs.  perm.;  causes  of  f.  inv.  F.  dept. — -1  c.  eng., 
1  hand  eng.,  2  c.  hand  ex.,  2  h.  &  I.  trk.,  2  hose 
carts,  1  sleigh;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft;  f.  al.,  bell;  exp.  dept,  $200;  tot  mem.,  100 
vol. 

Water  Supply — Src,  brook;  sys.,  grav.;  res.  cap., 
7,000,000    gals.;    mains,    8    m.,    4    to    12    in.    dia.; 

67  hyd.;  8  v.;  met..  200;  479  serv.;  pres.,  dom. 
k  f.  65  to  100  lbs.;  cons.  day.  200,000  gala.; 
cost,    $58,000;   wks.   owned  by   city. 

BREWSTER,  p.  1,296;  f.  area,  %  sq.  m.;  mere, 
bldgs.,  bk.  jE  wd.,  1  to  4  stor.;  priv.,  stn.,  bk.  & 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  &  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c.  hand  ex., 
1  h.  &  1.  trk.,  S  hose  reels;  hose,  cot.,  rub.  lined, 
gd.,  1,800  ft;  inf.,  150  ft;  tot  hose,  1,950  ft; 
f.  al.,  bell  &  wh,;  val.  equip.,  $6,000;  ^-^l.  bldgs., 
$1,500;  exp.  dept,  $450;  tot  mem.,  80  voL; 
undrs.   rating,   ftrst   class. 

Water  Supply — Src.,  spr.;  sys.,  grav.;  res.  cap., 
815,000  guls.,  loc.  200  ft.  above  village;  2  pumps, 
cap.  14,500  gals,  hour;  54  hyd.;  mams,  4  m.,  6 
to  8  in.  dia.;  wks.  owned  by  village. 

BROAOALBIN,  p.  1,000;  f.  area,  500  a.  F. 
dept. — 2  c.  eng.,  4  c.  hand  ex.;  val.  equip.,  $1,000; 
val.  bldgs.,  $900;  exp.  dept,  $250;  tot  mem.,  83 
vol. 

Water  Supply— (Not  reported. 

BROCKPORT.  p.  8,679;  f.  area,  100  a.;  mere 
bldgs.,  bk.;  priv.,  wd.;  wd.  rfs.  perm.;  no  fwks.  k 
combt.  ord.;  causes  of  f.  not  inv.     F.  dept. — 1  str., 

1  hand  eng.,  1  c  eng.,  1  h.  &  1.  trk.,  1  comb.  c. 
k  h.  wag.,  6  hose  car.;  hose,  cot,  rub.  lined,  gd., 
3,000  ft;  inf.,  1,000  ft;  tot  hose,  4,000  ft;  f. 
al..  bell  k  wh.;  tot  mem.,  500,  pd.  full  time  5, 
voL    495. 

Water  Supply— Src.  Lake  Ontario,  10  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  250,000  gals., 
dim.  24  x  75,  nut  iron;  res.  cap.,  1,500.000  gals.; 

2  pump,  eng.,  cap.  da>'  1,500,000  gal«.:  mains, 
c  i.,  17  m.,  4  to  14  in.  di«.;  86  hyd.;  met,  775; 
1,137  serv.;  pipe,  c  i.;  pres.,  dom.  k  f.,  80  lbs.; 
cons,  day,  400,000  gals.;  cost,  $287,000;  wks. 
owned   by   town. 

BROCKTON,  p.  1.181;  f.  area,  2  sq.  m.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  causes  of  f.  inv,  F.  dept. — 24 
c.  hand  ex.,  2  hose  wag.;  hose,  cot,  rub.  lined, 
gd.,  2,000  ft;  f.  aL,  elec,  11  bx.;  tot  mem.,  48 
vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  cap,  res., 
13,000,000  gals.;  66  hyd.;  3  met;  pipe,  9  m.,  4, 
6  k  12  in,  dia.;  pres.,  100  lbs.;  cost,  $32,000; 
cost   mtce..   $300. 

BROOKFIELD,  p.  350;  f.  area,  60  a.;  wd.  rfs. 
perm,  in  f,  area;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  hand  eng.,  1  c.  eng.,  4  c 
hand  ex.,  1  h.  A  1,  trk.,  2  hrs. ;  f.  al.,  elec;  vaL 
equip.,  $1,000;  val,  bldgs.,  $300;  exp.  dept,  $200; 
tot.    mem..    30    vol. 

Water  Supply — Src.   cisterns. 


BROOKLYN  (Greater  New  York),  p.  1,696,990; 
f.  area,  50,000  a.;  mere  bldgs.,  iron,  stn.  k  bk., 
3  to  16  stor.;  priv.,  bk.  k  wd.,  av.  8  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  k  combt  ord.;  caotei 
of  f.  inv.  F.  dept. — 104  str.,  5  c  eng.,  1  fU 
eng.,  1  srch.  eng.,  19  comb.  c.  k  h.  wag.,  316 
c  hand  ex.,  63  h.  k  L  trk.,  28  aer.  tik.,  t 
water  towers,  2  f.  boats,  10^  hose  wag.,  598 
hrs.;  hose,  cot,  rub.  lined,  gd.,  78.000  ft;  rub., 
gd.,  100,000  ft;  inf.,  68.000  ft;  tot  hose. 
24«,000  ft;  f.  aL,  GamewelL  1,621  bx.;  tot. 
mem.,   2,053,  pd.   full  time. 

Water  Supply — Src,  strm.  k  driven  wella,  4  to 
27  m.  bus.  cent;  ays.,  pump  to  res.,  atdp.  k  dir.; 
stdp.  cap.,  111,500  gals.,  dim.  16  x  75,  mat  stl 
k  stn.;  res.  cap.,  840,000,000  gals.,  loc  at  Mt. 
Prospect  k  Ridgewood;  86  pump,  eng.,  cap.  day 
800,000,000  gals.;  mains,  c.  L,  1,025  m.,  4  to  48 
in.  dia.;  17,800  hj-d.;  22,800  v.;  26,700  met.; 
1-67,400  serv.;  pipe,  lead  k  wrt  L;  pres.,  dom.  k 
f.  35  lbs.;  cons,  day,  il30,000,000  gala.;  cost, 
$3<9,000,000;  cost  mtce.,  $2,500,000 ;  wks.  owned 
by  city. 

BUFFALO,  p.  428,716;  f.  area.  42  sq.  m.; 
mere,  bldgs.,  stn.,  bk.,  wd.  k  iron,  8  to  12  stor.: 
priv.,   stn..    bk.    k   wd.,    1  Vi    to   4    stor.;    wd.   rfs. 

{>ernL  in  f.  area;  fwks.  k  combt  ord.;  causes  of  f. 
nv.  F.  dept — 32  str.,  7  c  eng.,  2  water  towen. 
68  hand  ex.,  12  h.  k  1.  trk.,  8  aer.  trk.,  8  f.  boats. 
30  hose  wag.,  4  comb,  c  As  h.  wag.,  255  hrs.: 
hose,  cot.,  rub.  lined,  gd.,  101,000  ft;  f.  al, 
Gamewell,  750  bx.;  vaL  equip.,  $709,718;  viL 
bldgs.,  $303,862;  exp.  dept,  $1,108,279;  tot 
mem.,  680,  pd.  full  time. 

Water  Supply— ^rc.  Lake  Erie,  2  m.  bus.  cenL; 
sys.,  pump  dir.;  stdp.  cap.,  790,000  gals.;  re*, 
cap.,  116,213,827  gals,,  loc.  in  city;  11  pump, 
eng.^  cap.  day  330,000,000  gals.;  mains,  c.  i.. 
5SJ)  m.,  4  to  60  in.  dia.;  5,<6.47  hyd.;  11,139  ^.^, 
4,219  met;  86,275  serv.;  pipe,  lead;  pres..  dom. 
k  f.  30  to  80  lbs.;  cons,  day,  148.101,400  gals.; 
co>«t,  $il6,74'4,890;  cost  mtce.,  $5vSi5,d91;  wks. 
owned  by  city. 

CAIRO,  p.  500;  f.  area,  600  a.;  mere,  bldy^, 
wd.,  1  &  2  sto-r. ;  priv.,  bk.  k  wd..  2  stor.; 
wd.  rfs.  perm,  in  f,  area;  no  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng..  4  Lks* 
carts.  1  h,  &  1.  trk.;  hose,  cot.,  rub.  lined,  gil., 
1,250  ft;  inf.,  450  ft;  tot  hose,  1,700  ft.;  f.  al-. 
bell  k  telp.;  val.  equip.,  $1,100;  vaL  bl<ig^».. 
$1,000;   exp.   dept,   $200;   tot   mem.,    45   toL 

Water  Supply — Src,  res.;  sy«.,  grav.;  25  hyd.; 
13  v.;  pres.,  dom.  45  lbs.,  f.  40  to  60  lbs.;  cost 
$34,000;  cost  mtce.,  $26  to  $50;  wks.  owned 
by  Co. 

CALEDONIA,  Livingston  Co.,  p.  1.290;  mere. 
bldgs.,  bk.,  2  stor.;  priV.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  no  .fwks.  k  combt  ord.;  causes  of  f. 
inv.  F.  dept — 2  c  hand  ex.,  1  h.  k  L  trk..  36 
buckets,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2.000  ft;  f.  aL,  bell;  vaL  equip.,  $2,500;  exp. 
dept,  $500;  tot  mem.,  60  vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent;  aya, 
pump  to  stdp.  k  dir.;  stdp.  cap.,  110,000  gals.. 
dim.  12  X  125;  pump,  eng.,  cap.  day  500.000  gala.; 
mains,  S\^  m.,  4  to  10  in.  dia.;  40  hyd.;  30  v.; 
197  serv.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cost 
$22,000;  wks.  owned  by  town. 

CAMBRIDGE,  p.  1,628;  mere  bldgs.,  bk.  k  wd., 
2  &  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  is 
f.  area;  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
1  h.  &  1.  trk.,  1  hand  eng.,  2  c  hand  ex.,  3  hose 
carts;  hose,  rub.  lined,  gd.,  2,000  ft.;  inf.,  500 
ft;  tot  hose,  2,500  ft;  f.  al..  bell;  val.  equip.. 
$2,600;  vaL  bldgs.,  $2,000;  exp.  dept.,  $700;  tut 
mem..  80  vol. 

Water  Supply — Src,  spr.;  sys.,  grav.  &  pump 
to  res.;  res.  cap.,  3.000,000  gals.;  pump.  eng.. 
cap.  day  500,000  gals.;  mains,  6^  m.,  6  to  S 
in.  dia.;  44  hyd.;  met,  170;  pres.,  dom.  85  ]b<.. 
f.  85  lbs.;  cost,  $48,000;  cost  mtce.,  $500;  wk». 
owned   by   Co. 

CAMDEN,  p.  2,158;  f.  area,  40  a.;  mere,  bldgs.. 
bk.,  2  k  3  stor.;  priv..  wd.  k  bk..  2^  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes  oi 
f,  inv.  F.  dept — 1  h.  &  1.  trk.,  1  aer.  trt,  t 
hose  car.;  hose,  rub.  lined,  gd.,  950  ft.;  rub..  g^L. 
400  ft;  inf.,  450  ft;  tot  hose,  1,800  ft;  f.  al. 
bell;  val.  equip.,  $3,500;  vaL  bldgs.,  $10,0o4i: 
exp.  dept.  $600;  tot  mem.,  75  vol. 

Water  Supply — Src,  spr.  k  brook,  3H  miles  bn« 
cent.;    sys.,    grav.;    res.    cap.,    ISO.OOO    gsls.,   loc 
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8Vfc  m.  northeast  town;  mains,  c.  i.,  10  m.,  4  to 
12  in.  dia.;  60  hyd.;  400  serv.;  pipe,  iron;  pres., 
dom.  76  lbs.,  f.  76  lbs.;  cost,  $68,082;  wks.  owned 
by  village. 

CANAJOHARIE,  p.  2,278;  mere,  bldgs.,  stn.,  bk. 
k  wd.,  2  ft  8  Btor.;  priv.,  wd.,  2  ft  8  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  8  c.  hand  ex.,  1  h.  ft  1.  trk., 
4  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft.; 
f.  al.,  elec.  wh.,  14  bx.;  tot.  mem.  100  vol. 

Water  Supply — Src,  spr.,  IS  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  2,600,000  gals.,  loc.  8,800 
ft.  back  pumping  station;  2  pump,  eng.,  class  trip., 
cap.  day,  2,000,000  gals.;  mains,  wd.,  etave  ft  c. 
i.,  16^  m.,  4  to  12  in.  dia.;  63  hyd.;  88  v.;  met., 
6;  a60  serv.;  pipe,  galv.  i.;  pres.,  dom.  60  to  120 
lbs.,  f.  75  to  150  lbs.;  cons,  day,  836,000  gals.; 
co6t.  $250,000;  cost  mtce.,  $8,000;  wks.  owned  by 
city. 

CANANDAIGUA,  p.  7,217;  f.  area,  2,600  a.; 
mere,  bldgs.,  bk.,  2  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  fnv.  F.  dept. — 1  star.,  1  comb.  c.  ft  h.  wag., 
2  auto.  comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  6  hose 
carts,  3  hrs.;  hose,  cot.,  rub.  lined  gd.,  6,000  ft.; 
inf.,  200  ft.;  tot.  hose,  «,200  ft.;  f.  al.,  Game- 
well,  30  bx.;  val.  equip.,  $1-5,000;  v«l.  bldgs., 
$15,000;  exp.  dept.,  $5,500;  tot.  mem.  150,  pd. 
full  time  8,  vol.  1*47;  undrs.  rating,  third  class. 

Water  Supply — Src,  lake,  8  m.  bus.  cent;  sys., 
pump  to  res.;  2  pump,  eng.,  cap.  day  2.000,000 
gals.;  mains,  c.  i.,  24 Vi  m.,  4  to  16  in.  dia.;  193 
hyd.;  238  v.;  1,676  met.;  1,666  serv.;  pipe,  galv. 
i.;  pres.,  dom.  ft  f.,  60  to  120  lbs.;  cons,  day, 
825,000  gals.;  cost,  $166,680;  cost  mtce.,  $14,- 
840;   wks.  owned  by  city. 

CANASERAGA,  f.  area,  764  a.  F.  dent. — 1  h. 
ft  1.  trk.,  2  hose  carte;  hose,  1,800  ft.;  val.  equip., 
$1,800;  val.  bldgs.,  $1,600;  exp.  dept.,  $100;  tot. 
mem.,   80   vol.;    undrs.   rating,   third   dass. 

Water  Supply — Src,  spr.;  sys.,  grav.;  29  hyd.; 
65  v.;  mains,  o^A  m,;  pres.,  dom,  100  lbs.,  f.  100 
lbs.;  cost,  $14,000;  cost  mtce.,  $600;  wks.  owned 
by  city. 

CANASTOTA,  p.  3,247;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  8  c  hand  ex.,  4 
hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  3,000 
ft.;  inf.,  1,000  ft;  tot  hose,  4,000  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $6,500;  val.  bldgs.,  $4,000; 
exp.  dept.,   $1,000;  tot.  mem.,  76  vol. 

Water  Supply — Src,  creek,  spr.;  sys.,  grav.;  res. 
cap.,  7,000,000  gate.;  1  pump,  eng.,  cap.  day, 
350,000  gills.;  mains,  12  m.,  4  to  16  in.  dia.;  SU 
hyd.;  42  v.;  700  serv.;  pres.,  dom.  100  lbs.,  f.  110 
lbs.;  cons,  day,   400,000  gate.;  wks.  owned  by  city. 

CANDOR,  p.  737;  f.  area,  1,000  a.;  mere,  bldgs., 
wd.  ft  bk.,  1,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1  hand 
eng.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd..  800 
ft.;  rub.,  gd.,  200  ft;  tot  hose,  1,000  ft.;  f.  al., 
bell;  val.  equip.,  $1,200;  val.  bldgs,,  $800;  tot 
mem.,  55  vol. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent; 
s>'s.,  grav.;  res.  cap.,  600,000  gals.;  mains,  iron, 
4  m.;  44  hyd.;  20  v.;  pres.,  dom.  87%  lbs.,  f. 
87%  lbs.;  cons,  day,  10,000  gals.;  cost,  $23,000; 
wks.   owned  by  city. 

CANISTEO,  p.  2.259;  f.  area,  %  m.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  1.  trk., 
6  hose  car.;  hose,  cot.  rub.  lined,  gd.,  2,000  ft; 
inf..  800  ft;  tot  hose,  2,800  ft;  f.  al.,  bell  ft 
wh.;  val.  equip.,  $50,000;  val.  bldgs.,  $6,000;  exp. 
dept,  $500;  tot  mem.,  160  vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  2,000,000  gals.,  loc  on  hill; 
mains,  c.  i..  8  m.,  4  to  10  in.  dia.;  60  hyd.;  35 
v.;  met,  270;  530  serv.;  pipe,  galv.  i.  ft  lead; 
pres..  dom  ft  i.  71%   lbs.;  wks.  owned  by  Co. 

CANTON,  p.  2,701;  mere  bldgs.,  bk.  ft  wd.,  2 
ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  not  inv. 
F.  dept. — 1  str.,  2  c  hand  ex.,  1  hose  wag..  2 
hose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,400 
ft;  inf.,  600  ft;  tot  hose,  8,000  ft;  x.  al.,  bell 
ft  wh.;  val.  equip.,  $7,500;  val.  bldgs.,  $8,000; 
exp.  dept.  $400;  tot.  mem.,  88  vol. 

Water  Supply— ^rc,  riv.,  l  m.  bus.  cent;  sys., 
pump  to  etdp.;  stdp.  cap.,  170,000  gals.;   2  pump. 


eng.,  cap.  day  2,000,000  gals.;  mains,  6%  m.,  4 
to  8  in.  dia.;  81  hyd.;  62  v.;  750  serv.;  pres., 
dom.  50  lbs.,  f.  80  lbs.;  cons,  day,  350,000  gals.; 
cost,  $54,000;  cost  mtce.,  $4,000;  wks.  owned  by 
city. 

CAPE  VINCENT,  p.  1,156;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — 1  hp.  eng.,  1  e 
eng.,  1  h.  ft  1.  trk.,  8  hose  car.,  8  hrs.;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft.;  inf.,  1,200  ft.;  tot  hoe«s, 
2,700  ft;  f.  al.,  bell,  wh.  ft  elec;  ral.  equip., 
$3,000;  val.  bldgs..  $5,000;  tot  mem.,  125  vol. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  to  stdp..  dim.  20  x  40,  loc.  %  m.  town, 
mat  stl.;  2  pump.  eng..  cap.  day  1,802,000  gals.; 
mains,  iron,  7  m.;  58  hyd.;  160  serv.;  pipe,  galv. 
i.;  pres.,  dom.  46  lbs.,  f.  60  lbs.;  cost,  $86,000; 
wks.  owned  by  city. 

CARTHAGE,  p.  3,668;  mere  bldgs.,  bk.,  8  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  comb, 
h.  ft  e  wag.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $8,000;  val.  bldgs.,  $6,000; 
tot.  mem.,  80  vol. 

Watar  Supply — Src,  spr.,  15  2-3  m.  bus.  cent; 
sys.,  grav.;  stdp.  cap.,  250.000  gals.,  dim. 
25  X  75,  loc  bank  of  Black  iiiv.,  nuit.  stl.;  res. 
cap.,  5.000,000  gals.;  2  pump,  eng.,  cap.  day. 
3,000,000  gals.;  mains,  e  i.,  16  2-8  m,,  4  to  12 
in.  dia.;  80  hyd.;  70  v.;  met.  325;  700  serv.; 
pipe.  galv.  i. ;  pres.,  dom.  ft  f.  95  lbs.;  cons,  day, 
500.000  gate.;  cost  mtce.,  $2,500;  wks.  owned  by 
city. 

CASTILE,  p.  1,040;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb,  c  ft  h.  wa^.,  1  h.  ft  1.  trk.,  4  hose  car.; 
hose,  cot,  rub.  lined,  gd..  3,000  ft.;  rub.,  gd., 
200  ft;  tot  hose  8.200  ft;  f.  al.,  bell;  val. 
equip.,  $2,500;  val.  bldjfs.,  $2,000;  exp.  dept, 
$3*50 ;    tot.    mem.,    50    vol. 

Water  Supply — Src,  spr.,  2  m.  village;  sys., 
grav.;  stdp.,  d.m.  60  x  11.  mat  fttl.;  mains,  12 
m.,  4  to  10  in.  dia.;  40  hyd.;  20  v.;  pipe,  wd.; 
pres.,  dom.  ft  f.,  60  to  120  lbs.;  cost,  $40,000; 
wks.    ov.'ned    by    city. 

CASTLETON,  Rensselaer  Co.,  p.  1,460;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.. 
2  ft  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept. — 1  c  eng.,  »1  str.,  3  hose  oar.;  hose,  rub., 
gd.,  2.000  ft.:  f.  al..  wh.,  6  bx.;  val.  equip., 
$5,000;    \^1.    bldgs.,    $2,500;    tot    mem.,    125    voL 

Water  Supply — Src,  spr.,  3  m.  bus.  cent;  sys., 
grav.;  mains,  iron,  5  m.,  8  to  12  in.  dia.;  42  hyd.; 
25  v.;  120  serv.;  pipe,  galv.  i.;  pres.,  dom.  06 
lbs.,  f.  96  lbs.;  cost,  $55,000;  wks.  owned  by 
village. 

CASTLETON  and  NORTHFIELD  (Greater  New 
York),  f.  area,  8,180  a.;  mere  bldgs.,  stn.,  wd. 
ft  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  ft  3  stor.; 
wd.  ffs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 4  str.,  1  hand  eng.,  1  patrol  wag., 
10  e  hand  ex.,  7  h.  ft  L  trk.,  12  hose  wag.,  4 
hose  car.,  44  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft;  rub.,  gd..  6,000  ft;  inf.,  4,600  ft.;  tot  hose, 
12,500  ft;  I.  al.,  wh.  ft  telp.;  vaL  equip.,  $70,- 
000;  val.  bldgs.,  $39,000;  exp.  dept,  $26,000; 
tot.  mem.,  950  vol. 

Water  Supply — Src,  from  Staten  Island  Water 
Supply  Co.,  West  New  Brighton. 

CATSKILL,  p.  5,296;  f.  area,  3.000  a.;  mere 
bldgs.,  bk.,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  F.  dept. — 1  str.,  7  e 
hand  ex.,  2  h.  &  1.  trk.,  2  hose  wag.,  4  hose  car.; 
hose,  cot,  gd.,  2,000  ft;  f.  al.,  elec,  28  bx. ;  val. 
equip..  $10,000;  val.  bldgs.,  $14,000;  exp.  dept, 
$1,600;  tot  mem..  200  vol. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  4,600,000  gals.,  loc.  on 
high  ground;  2  pump,  eng.,  cap.  day  1,000.000 
g'JAs.;  mains,  e  i.,  14  m.,  4  to  10  in.  dia.;  J 84 
liyd.;  inn  v.;  171  met;  l,loO  sen'.;  pipe,  lead; 
pres.,  dom.  90  lbs.,  f.  90  lbs.;  cons,  day,  684,696 
gals.;  cost  mtce,  $700;  wks.  owned  by  village. 

CATTARAUGUS,  p.  1,166;  mere  bldgs.,  bk.  ft 
wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,200  ft;  val.  equip.,  $1,600; 
val.  bldgs.,  $2,500;  tot.  mem.,  60  vol. 

Water  Supply — Src,  spr.,  4%  m.  bus.  cent; 
sys.,  grav.;  res.   cap.,   600,000  gals.;   mains,   e   i.. 
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OH  ni.»  8  to  8  in.  dia.;  82  hyd.;  18  ▼.;  160 
•erv.;  pipe,  wrt.  i. ;  pree.,  dom.  100  to  120  lbs., 
f.  100  to  126  lbs.;  cost,  $80,683.60;  wks.  owned 
by   village. 

CAZENOVIA,  p.  1,861;  f.  area,  640  a.;  mere, 
bidgs.,  bk.,  stn.  k  wd.,  2  &  3  stor. ;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  combt.  ord. ;  causes  of  f. 
inv.  F.  dept. — 1  h.  &  1.  trk.,  3  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  1,700  ft.;  f.  ah,  bell  &  telp., 
8  bx. ;  val.  bldgs.,  $1,000;  tot.  mem.,  76  vol. 

Water  Supply — Src.  spr.  &;  wells,  2  m.  bus. 
cent.;  sys.,  grav.  &  pump  dir.;  res.  cap.,  8,000,000 
gals.,  loc.  2  m.  east  vjlage;  1  pump,  eng.,  class 
trip.,   cap.    day   350,000   gals.;   mains,   c.   i.,    7    m., 

4  to  10  in.  diu.;  44  hyd.;  34  v.;  met.,  380;  468 
serv. ;  pipe,  lead;  pres.,  dom.  62  lbs.,  f.  62  lbs.; 
cost,  $47,200;  cost  mtce.,  $1,000;  wks.  owned  by 
city. 

CENTRAL  BRIDGE,  p.  1.000;  f.  area,  20  a. 
F.  dept. — 1  hose  wag.,  1  hose  cart,  1,200  ft.  hose, 
and  ladders;   f.  al.,  gong;  tot.  mem.,   35  vol. 

CENTRAL  VALLEY,  p.  700.  F.  dept.— 1  h.  A 
1.  trk.,  1  hose  cart,  1,200  ft.  hose;  f.  al.,  bell; 
tot.   mem.,   60   vol. 

Water  Supply — Sys.,  grav.;   25  hyd. 

CHAMPLAIN.  p.  1,280;  f.  area,  640  a.;  mere, 
bldgs.,  bk..  IH  to  3  stor.;  priv.,  bk.  &,  wd.,  2 
stor.;  wd.  rfs.  perm.;  causes  of  f.  inv.     F.  dept.— 

1  hand  eng.,  6  hose  wag.;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft.;  inf..  600  ft;  tot.  hose,  1,*600  ft;  val. 
equip.,  $1,000;  val  bldgs.,  $1,000;  exp.  dept, 
$100;  tot.  mem.,  60  vol.;  uudrs.  rating,  first  class. 

Water  Supply — Src,  riv.,  1^  m.  bus.  cent; 
ays.,  pump  dir.;  1  pimnp.  eng.,  cap.  day  1.000,000 
gals.;  mains,  iron,  6  m.,  4  to  8  in.  dia.;  42 
hyd.;  300  serv.;  pipe,  iron  &  lead;  pres.,  dom.  80 
lbs.,  f.  100  lbs.;  cons,  day,  70,000  gals.;  cost, 
$20,000;   cost  mtce.,  $2,000;  wks.   owned  by  city. 

CHARLOTTE,  p.  1,938.  F.  dept— 1  h.  A  1. 
trk.,  1  c.  eng.,  4  hose  wag.;  val.  equip.,  $7,000; 
lot  mem.,   110  vol. 

Water  Supply — Src,  Lake  Ontario;  1  pump,  eng., 
cap.  day  100,000  gals.;  hyd.,  106;  pres.,  dom.  100 
lbs.,  f.    125  lbs.;  wks.  owned  by  city. 

CHATEAUQAY,  p.  1,046;  f.  area,  640  a.;  mere 
bldgs.,  wd.  bk.  &  stn.,  2  &  3  stor.;  priv.,  wd.,  1 
<&  2  stor.;  wd.  rfs.  perm.;  fwks.  &  combt  ord.; 
cau:«es  of  f.   inv.      F.   dept — 1   comb.   c.   &  h.   wag., 

2  h.  &  1.  trk.,  1  aer.  trk.,  2  hose  wag.,  2  hose 
reels,  2  hr«.;  hose,  cot,  rub.  lined,  gd.,  950  ft; 
rub.,  gd.,  100  ft.;  tot  hose,  1,050  ft.;  f.  al.,  bells; 
val.  equip.,  $1,000;  val.  bldgs.,  $1,000;  exp.  dept, 
$200;    tot    mem.,   20   vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  mains,  S 
m.,  4  to  16  in.  dia.;  16  hyd.;  150  v.;  pres.,  dom. 
55  lbs.,  f.  45  lbs.;  cost  $10,000;  cost  mtce.,  $500; 
wks.  owned  by  Co. 

CHATHAM,  p.  1,251;  f.  area,  852  a.;  mere 
bldgs.,  bk.,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  k  combt  ord.  F.  dept. — 1  h.  & 
1.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  linen,  gd.,  1,250  ft.;  inf.,  100  ft;  tot 
hose,  2,350  ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $8,- 
000;  val.  bldgs.,  $4,000;  exp.  dept,  $700;  tot 
mem.,    62   vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  1,500,000  gals.;  pump,  eng.,  cap.  day 
1,250,000  gals.;  mains,  c  i.,  20  m.,  4  to  12  in. 
dia.;    49    hyd.;    30    v.;    met,    54;    319    serv.;    pipe, 

falv.    i.;    pres.,    dom.    75    lbs.,    f.    90    lbs.;    cost, 
125,000;  cost  mtce.,  $2,200;  wks.  owned  by  Co. 

CHAUTAUQUA,    p.    800.       F.    dept— 1    c    eng., 

5  c   hand   ex.,    1   h.   &   1.    trk.,    5    hose  car.;   hose, 
cot.,  rub.   lined,   gd.,    1,500   ft;    inf.,    750   ft;    tot 
hose,    2,250    ft.;    f.    al.,    elec,    17    bx.;    val.    equip. 
$-2,500;    val.     bldgs.,     $2,000;     exp.     dept,     $350; 
tot.   mem.,   3'5   vol. 

Water  Supply — Src,  lake,  %  m.  bus.  cent;  res. 
cap.,  10,000,000  gals.;  2  pump,  eng.,  class  trip. 
k  turbine,  cap.  day  1,614.000  gals.;  mains,  c  i., 
4  m..  4  to  12  in.  dia.:  600  serv.;  pipe,  galv.  k 
wrt.  1.;  pres.,  dom.  50  lbs.,  f.  90  lbs. 

CHERRY  CREEK,  p.  674;  f.  area,  700  a.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  &  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  hose  carts;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft;  f.  al..  bell;  val.  equip., 
$1,200;  exp.  dept.,  $25;  tot  mem.,  40  vol.; 
imdrs.   rating,  second  class. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  b>b., 
grav.;  res.  cap.,  400,000  galfi.;  mains,  4  to  8  in. 
dia.;  40  hyd.;  pres.,  dom.  58  lbs.,  f.  87  Ibe.;  cost, 
$80,000;  cost  mtce.,  $800;  wks.  owned  by  city. 


CHERRY  VALLEY,  p.  1,706.  P.  dept— 1  h.  k 
1.  trk.,  2  hand  eng.,  8  hose  carta,  800  ft  hose; 
f.  al.,  bell;  tot.  mem..  50  vol. 

Water  Supply — Not  reported. 

CHESTER,  p.  1.210;  mere,  bldgs.,  bk.  k  wd.,  S 
k  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
&  combt.  ord.;  causes  of  f.  inv.  F.  dept — 6  c 
hand  ex.,  1  comb,  c  k  h.  wag.,  1  h.  A  1.  trk.,  1 
hose  wag.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  inf.,  200  ft;  tot  hose,  2,200  ft;  f.  aL, 
bell;  val.  equip.,  $3,000;  val.  bldgs.,  $7,000;  exp. 
dept,   $200;  tot.  mem.,   70   vol. 

Water  Supply — Src,  lake,  5  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  300,000,000  gals.,  loc  254  fu 
above  village;  mains,  c  i.,  8  m.,  4  to  12  in.  dia.; 
40  hyd.;  15  v.;  1  met;  pipe,  lead;  pres.,  dom. 
100  lbs.,  f.  100  lbs.;  cost,  $55,000;  cost  mtce.. 
$100;  wks.  owned  by  village. 

CHITTENANGO,    p.    678.      F.    dept. — 1    str..    1 
hand  eng.;  f.  aL,  bell;   tot.   mem.,  20  vol. 
Water  Supply — Not  reported. 

CHURCHVILLE,  p.  565;  f.  area,  360  a.;  mere, 
bldgs.,  bk.   k  wd.,   1   to   2  stor.;   priv.,  bk.   k  wd.. 

1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  comb, 
hand  c  k  water  eng.,  1  h.  &  1.  trk.;  heme,  cot. 
rub.  lined,  gd.,  1,200  ft.;  inf.,  300  ft.;  tot  ho«e. 
1,500  ft;  f.  aL,  bell;  val.  equip.,  $1,250;  vaL 
bldgs.,  $2,800;  exp.  dept,  $100;  tot  mem.,   53  vol. 

Water  Supply — Not  reported. 

CINCINNATUS,  p.  966.  F.  dept — 1  hose  cart, 
1,600  ft.  hose;  f.  al.,  bell  k  wh.;  tot.  mem.,  40  voL 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  175,000  gals.;  mains,  4  to  S  iJL 
dia.:  18  hyd.;  80  met.,;  90  serv.;  pres.,  dom.  & 
f.,  70  lbs.;  cost,  $14,000;  wka.  owned  by  water 
district 

•CLARENCE,  p.  400;  f.  area,  200  a.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  Jc  combt.  ord.;  oauses  of 
f.  inv.  F.  dept. — c  hand  ex.,  hooks  k  ladders, 
etc^  f.  al.,  bell;  val.  equip.,  $300;  val.  bldgs.. 
$5,000;   exp.  dept.,  $100;   tot   mem.,   25   vol. 

No    water    works. 

CLAYTON,  p.  1.941;  f.  area,  640  a.;  mere 
bldgs.,  wd.   &  bk.,   2  &   3   stor.;  priv.,  wd.,   1^  k 

2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt  ord. 
F.  dept. — 2  str.,  1  h.  &  1.  trk.,  2  hose  wag.,  2 
hose  car.;  hose,  cot.  rub.  lined,  gd.,  3,100  ft.; 
rub.,  gd.,  300  ft;  inf.,  1,000  ft;  tot  hose,  4,400 
ft;  f.  ah,  wh.  k  bell;  val.  equ.p.,  $7,000;  vaL 
bldgs.,  $3,000;    exp.  dept,  $100;    tot  mem.,  110  vol 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.  k 
dir.;  mains,  iron,  7  m.,  4  to  10  in.  dia.;  55  hyd.; 
pres.,  f.  60  lbs.;  cost.  $30,000;  cost  mtce.,  $1,200: 
wks.  owned  by  village. 

CLEVELAND,  p.  687;  f.  area,  10  a.;  mere 
bldgs.,  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hose  car.; 
hose,  cot,,  rub.  Lned,  gd.,  860  ft;  inf.,  600  ft; 
tot.  hose,  1,350  ft.;  f.  al.,  bell,  wh.;  tot  mem., 
30  vol. 

Water  Supply — Src,  spr.  k  brook,  2  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  1,000,000  gals.;  mains, 
c  1.,  8  m.,  4  to  12  in.  dia.;  48  hyd.;  41  v.;  96 
serv.;  pipe,  lead;  pres.,  f.  64  lbs.;  cost  $62,000; 
cost  mtce.,  $600;  wks.  owned  by  priv.  Co. 

CLIFTON,  p.  1,800;  f.  area,  860  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  wd.,  8  stor.; 
wd.  rfs.  perm.  F.  dept. — 1  str.,  160  glass  bottles. 
50  glass  pails  containing  chemicals,  54  c.  hand  ex., 
1  h.  &  1.  trk.,  2  hose  car.,  ladders  k  buckets;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  leather,  gd..  800 
ft:  rubber,  gd.,  350  ft.;  inf.,  1.000  ft;  tot 
hose.  2.650  ft.;  f.  aL,  wh.  k  bell;  vaL  equip.. 
$2,000;   vaL   bldgs.,   $1,700;   tot   mem.,   76,  pd. 

Water  Supply — See  New  Brighton  k  Stapletoii. 

CLIFTON  SPRINGS,  p.  1,600;  f.  area.  676  a.; 
mere,  bldgs.,  bk.  k  wd.,  1  to  6  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord; 
causes  of  f.  inv.  F.  dept — 4  c.  hand  ex.,  1  h.  k 
1.  trk.,  3  hose  car.;  hose,  cot,  rub.  lined,  gd.,  S.- 
350  ft;  rub.,  gd.,  600  ft;  inf.,  100  ft;  tot 
hose.  2,050  ft;  f.  al.,  bell  k  wh.;  vaL  equips 
$3,000;  val.  bldgs.,  $3,000;  exp.  dept,  $200;  tot 
mem.,   126  voL 

Water  Supply — Src,  spr.;  eys.,  grav.;  ree.  cepi, 
8,000.000  gals.;  mains,  10  m.;  50  hjrd.;  met.  160; 
369  serv.;  pres.,  f.   100  lbs.;  cost,  $60,000. 

CLINTON,  p.  1,286:  f.  area,  476  a.;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  wd.  k  bk.,  f  stor.;  wd. 
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rfs.  perm.;  fwks.  &  combt.  ord.  F.  dept — 1  hand 
eng.,  6  c.  hand  ex.,  1  h.  &  I.  trk.,  8  hose  waR.; 
hose,  cot.,  rub.  lined,  gd.,  1,800  ft.;  inf.,  300  ft.; 
tot.  hose,  ijlOO  ft.;  f.  al.,  bell;  val.  equip.,  |3,600; 
tot.  mem.,   65   vol. 

Water  Supply — Src,  epr.,  2  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  6,000,000  gals.;  mains,  c.  i.,  6 
m.,  4  to  18  in,  dia.;  41  hyd.;  20  v.;  300  aerv.; 
pipe,  galv.  i.;  pres.  dom.  70  lbs.,  f.  110  lbs.; 
cost,  140,000;  cost  mtce.,  |800;  wka.  owned  by 
village. 

CLYDE,  p.  2.695;  f.  area,  %  m.;  mere,  bldgs., 
bk.,  2  &  3  stor.;  priv.,  \vd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  car.;  hose, 
rub.  lined,  ffd.,  2,700  ft.;  inf.,  500  ft.;  tot.  hose, 
3.200  ft.;  f.  al.,  bell;  val.  equip.,  $5,000;  exp 
dept..    600;    tot.    nietn.,    80   vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  200,000  gals.,  dim.  24 
X  60.  loc.  on  top  hill,  mat.  stl.;  2  pump,  eng.,  cap. 
dav  2,000.000  gals.;  mains,  iron,  6  1-3  m.,  4  to 
lo'  in.  dia.;  .59  livd.;  26  v.;  met.,  230;  877  serv.; 
pipe,  galv.  i.;  pres.,  dom.  70  to  80  lbs.,  f.  80  to 
125  lbs.;  cons,  day,  90,000  gals.;  wks.  owned  by 
Co. 

COBLESKILL,  p.  2,088;  f.  area.  1  m.;  mere. 
bldgs.,  bk.  &  wd.,  2  &  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  &  combt.  ord.  P.  dept. — 
1  h.  fc  1.  trk.,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  2.000  ft.;  f.  al..  bell;  val.  equip..  $3,000; 
val.  bldgs.,  $1,500;  exp.  dept.,  $100;  tot.  mem., 
100  vol. 

Water  Supply — Src.  spr.;  sys.,  grav.;  res.  cap., 
12.000.000  gals.;  mains,  c  i.,  6  m.,  4  to  20  in. 
dia.;  65  hvd.;  S3  v.;  300  serv.;  pipe,  lead;  pres., 
dom.  85  lbs.,  f.  85  ll>8.;  cost,  ?65,000;  cost  mtce., 
$150;  wks.  owned  by  city. 

COEYMANS,  p.  1,000.  F.  dept. — 3  hose  carta, 
1,450   ft.  hose. 

Water  Supply — 21  hyd.;  pres.,  112  lbs.;  tot. 
mem.,   75   vol. 

COHOCTON,  p.  879;  f.  area,  640  a.;  bldgs.,  bk. 
&  wd..  2  &  3  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  &  1. 
trk.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
tt.;  f.  al.,  bell;  val.  equip..  $2,500;  val.  bldga., 
$1,800;    tot.    mem.,    73    vol.;    undrs.    rating,    third 

Water  Supply — Src.  spr.;  res.  cap.,  225,000 
gals.;  mains,  6.8   m.;   40  hyd. 

COHOES,  p.  24,709;  f.  area,  1,280  a.;  mere 
bldgs.,  bk.  &  wd.,  1  to  9  stor.;  priv.,  wd.,  2 
fc  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  A 
combt.  ord.;  causes  of  I.  inv.  F.  dept. — 3  str., 
1  auto,  triple  comb.  pump,  eng.,  1  str.  with  tractor, 
(1  gas.  eng.  in  reserve),  16  c  hand  ex.,  1  auto, 
comb.  c.  ife  h.  wag.,  4  comb.  c.  &  h.  wag.,  1  aer. 
trk.  with  tractor;  1  hose  wiag.,  2  hose  carts,  7  lifs.; 
ho9e,  cot.,  rub.  lined,  gd.,  9,000  ft.;  inf.,  2,000 
ft.;  tot.  hose,  11,000  ft.;  f.  al.,  elec,  43  bx.;  val. 
equip.,  $85,449;  val.  bldgs.,  $56,550;  exp.  dept., 
$29,000;  tot.  mem.  205,  pd.  full  time  23,  vol.  182. 

Water  Supply — Sro..  riv..  U  m.  bus.  cent.;  sys., 
grav.;  stdp.  cap.,  500,000  gala.;  res.  cap.,  90,000,- 
000  gals.;  7  pump,  eng.,  cap.  day  10,000,000 
ffala.;  mains,  c.  1.,  32  m.,  2  to  80  in.  dia.;  490 
hvd.;  475  v.;  met.,  28;  3, -5 00  serv.;  pipe,  c  i.; 
pres.,  dom.  &  f.  40  to  90  lbs.;  cons,  day,  6,100,000 
gala.;  cost,  $500,000;  cost  mtce.,  $45,000;  wka. 
owned  by  city, 

COLD  SPRING,  Putnam  Co.,  p.  2,549;  bldgs., 
wd.  &  bk.,  1  to  3  stor.;  wd.  rfs.  perm.;  fwks.  A 
combt.  ord,;  cau.ses  of  f.  inv.  F.  dept. — 1  h.  k  1. 
trk..  1  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,600 
ft.;  f.  al.,  bell;  tot.  menj.,  43  vol.;  undrs.  rating, 
second  class. 

Water  Supply — Src,  mountain  spr.;  sys.,  grav.; 
res.  cap.j  15.000,000  gals.;  mains,  c  1.,  5  m.,  4 
to  10  n.  dia.;  59  hyd.;  met,  215;  495  serv.; 
prea.,  dom.  100  lbs.,  f.  100  lbs.;  cons,  day,  60,- 
000  gals.;  coat.  $50,000;  cost  mtce.,  $350;  wka. 
owned  by  village. 

COLD  SPRING  HARBOR,  p.  700.  F.  dept. — 1 
h.  ft  1.  trk.,  1  hand  eng.,  64  c  hand  ex.;  hose,  cot., 
rub.  lined,  gd.,  500  ft.;  f.  al.,  telp.  &  bell;  tot. 
mem.,    80    vol. 

COLLEGE  POINT  (under  supervision  of  N.  Y. 
f.  dept.),  p.  10.000.  F.  dept. — 1  h.  &  1.  trk.,  hose 
trk.,  1  Jumper;  hose,  cot.,  rub.  lined,  gd..  4.000 
ft.;  f.  eL,  bell  k  wh.,  25  bz.;  mem.  pd.  full  time. 


Water  Supply — Src,  spr.,  4  m.  bus.  cent.;  aya., 
pump  to  stdp.;  stdp.  cap.,  828,900  gals.;  2  pump, 
eng.,  cap.  day  4,000,000  gals.;  maina,  c.  !.,  15 
m..  6  to  16  in,  da,;  180  hyd.;  85  v.;  met.,  600; 
1,200  serv.;  pres.,  dom.  60  to  70  lbs.,  f.  76  lbs.; 
cost.  $250,000;  coat  mtce.,  $7,000;  wka.  owned 
by  borough. 

CONSTABLEVILLE.  p.  407.  P.  dept— 1  hand 
eng.,  2  hose  carts,  1,200  ft.  hose;  i.  al.,  bell; 
tot    mem..  34  vol. 

Water  Supply — Not  reported. 

COOPERSTOWN,  Otsego  Co.,  p.  2,484;  mere 
bldgs,,  bk.,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.  F.  dept, —  I  str,,  1  c  eng.,  12  c  hand  ex., 
1  h.  &  1.  trk.,  3  hose  car.,  4  hrs. ;  hose,  cot.,  rub. 
lined,  gd.,  2.200  ft,;  inf„  700  ft.;  tot.  hose,  2,900 
ft.:  f.  al,,  bell  &  wh,;  val,  equip.,  $8,600;  val, 
bides.,   $20,000;   tot.   mem.,    110   vol. 

Water  Supply — Source,  lake,  ^  m.  bus.  cent; 
sys.,  pump  dir. ;  res,  cap.,  166,000  gals,;  3  pump, 
eng.,  class  comp,  dup.,  cap.  day,  3,000,000  gals,; 
mains,  c,  i.,  8  m..  4.  6  &  M  in.  dia.;  58  nyd.; 
96  v.;  met.,  ir»;  .")()0  serv.;  pipe,  galv.  i.  &  lead; 
ITcs.,    dom.    70    llvs.,    f.    100    lbs,;    cons,    day,    500,- 

000  gals,;    wks,    owned    by    Cooperstown    Aqueduct 
.\ssn. 

CORINTH,  p.  2,166;  f.  area,  640  a.;  mere 
bldgs,,  bk.  &  wd.,  2  &  3  stor.;  priv.,  bk.  &  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c.  hand  ex.,  4  comb,  c  &  h. 
wag.,  4  hose  carts;  hose,  cot,  rub.  lined,  gd.,  2,- 
200  ft;  val.  equip.,  $1,500;  val.  bldgs.,  $1,000; 
exp.  dept,  $220;  tot    mem.,  60  vol. 

Water  Supply — Src,  str,  &  brooks,  2  &  3  m. 
bus  cent;  sys.,  grav..  pump  to  res.,  to  stdp.  k 
dir.;  stdp.  cap.,  10,000  gals.;  res.  cap.,  2,500,000 
gals.;  mains,  iron,  7  m,,  4  to  10  in.  dia.;  40 
hyd.;  175  serv.;  p"pe,  galv.  f.;  pres.,  dom.  90  lbs., 
f.    126  lbs.;  cost,  $43,000;   wks.  owned  by  Co. 

CORNING,  p.  13.730;  f.  area,  5,000  a.;  mere, 
bldgs.,  bk,   k  wd,,    1   to   6   stor.;   priv.,  bk.   k  wd., 

1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks, 
k  combt.  ord,;  causes  of  f.  inv.  F.  dept. — 1  c. 
eng.,  1  auto,  triple  comb.  pump,  eng.,  1 
auto,  comb,  c.  k  h.  wag.,  2  h.  &  1.  trk.,  6  c  hand 
ex.,  1  comb.  c.  eng.  k  hose  wag.,  1  hose  wag.,  3 
hose  reels,  2  hrs.;  hoee,  cot,  rub.  lined,  gd.,  4,800 
ft;  rub.,  gd.,  960  ft;  tot.  hose,  5,750  ft.;  f.  al., 
Ciamewell,  34  bx. ;  val.  equip.,  $31,000;  val.  bldgs., 
$20,000;  exp.  dept,  $11,000;  tot.  mem.  125,  pd. 
full  time  10,  pd.  part  time  10,  vol.   115. 

Water  Supply — Src,  spr.,  ^  m.  bus.  cent;  sys., 
pump   to  maina  dir.;   2   res.   cap.,    5,000,000    gals.; 

2  pump,  eng.,  cap.  day  4,000,000  gals.;  mains, 
c  I.,  27.911  m.,  4  to  16  in.  dia.;  280  hyd.;  376 
v.;  2,292  met;  2,979  aerv.;  pres.,  dom.  k  f.  30 
to  105  lbs.;  cons.  day.  1,500,000  gals.;  coat, 
$315,945;  coat  mtce.,  $10,9I>5;  wka.  owned  by 
city. 

CORNWALL,  p.  2,658;  bldgs.,  wd.  k  bk.,  2  k 
8  stor.;  wd.  rfs.  perm.;  no  fwka.  k  combt.  ord.; 
cauaes  of  f.  not  inv.  F.  dept. — 1  hand  eng.,  1 
hose  car.,  1  auto.  trip.  comb.  pump,  hose  wag.  k 
c  eng.;  hose,  cot,  rub.  lined,  gd.,  $1,700  ft; 
f.  al.,  bell;  val.  equip.,  $10,000;  val.  bldgs.,  $6,- 
000;   exp.  dent.,   $300;  tot.  mem.,   60  vol. 

Water  Supply — Src,  mountain  strma.  k 
springs.  2  m.  bus.  cent.;  sys.,  grav.;  3  res.,  cap. 
100,000,000  gals.;  mains,  iron.  8  m.,  4  to  10  in. 
dia.;  82  hyd.;  met.,  250;  150  serv.;  pipe,  c.  i; 
pree.,  dom.  120  lbs.,  f.  120  lbs.;  cost,  $102,000; 
cost    mtce.,    $5,000;    wka.    owned    by    city. 

CORONA  (p.  included  in  New  York  City);  f. 
area,  640  a.;  mere  bldga.,  wd.,  2  stor.;  priv.,  wd., 
2  stor.;  wd.  rfa.  perm.;  fwks.  k  combt.  ord.  F. 
dept. — 1  str..  1  h.  ft  1.  trk..  1  hose  wag.,  1  hra. ; 
hoae,  cot.  rub.  lined,  gd.,  350  ft;  rub.,  gd.,  250 
ft;  tot.  hose.  600  ft,:  f.  al.,  Gamewell  ft  bell.  2 
bx.;  val.  equip.,  $1,000;  val.  bldgs.,  $1,800;  exp. 
dept.,   $200;   tot  mem.,   54   vol. 

Water  Supply — Src,  wells;  sys,,  pump  to  atdp.; 
stdp.  cap.,  196,000  gals.;  pump,  eng.,  cap.  day 
750,000  gals.;  maina.  4  m.,  4  to  12  in.  dia.;  103 
hyd.;  met.,  125;  pres.,  dom.  65  lbs.,  f.  55  lbs.; 
cost,  $100,000;  cost  mtce.,  $3,000;  wks.  owned 
by  Co. 

CORTLAND,  p.  11,504;  f.  area.  256  a.;  mere 
bldga,,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  str.,  1 
comb,  c  ft  h.  wag.,  1  h.  ft  1.  trk.,  7  c  hand  ex., 
1    hoae   wag.,    1    aupply   ft   exercise   wag.,    4    hoae 
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carts,  6  hrs. ;  hose,  cot.,  rub.  lined,  gd.,  8,000  ft.; 
f.  al.,  bell,  42  bx.;  val.  equ.p.,  |18,000;  val.  bldgs., 
135,000;  ezp.  dept.,  |6,000;  tot.  mem.,  166,  pd. 
full  time  4.  vol.   152. 

Water  Supply — Src,  apr.,  1  m.  bus.  cent.;  aya., 
pump  to  fitdp.  A  dir. ;  atdp.  cap.,  1,376,000  gals., 
dim.  40  X  40  jc  60  X  60,  mat.  iron;  res.  cap., 
3,000.000  gals.,  loc.  at  pump,  station;  2  pump, 
eng.,  cap.  day  4,000,000  gals.;  mains,  c.  i.,  26  m., 
4  to  18  in;  dia.;  218  hyd.;  176  v.;  1,526  met.; 
2,110  serv.;  pipe,  galv.  i. ;  pres.,  dom.  76  lbs.,  f. 
110  lbs.;  cons,  day,  1,100,000  gals.;  cost,  |861.> 
000;  cost  mtce.,  |8,000;  wks.  owned  by  city. 

COXSACKIE,  p.  2,494;  f.  area,  600  a.;  mere, 
bldgs.,  bk.,  8  stor.;  priv..  wd.,  2  stor.;  wd.  rfs. 
perm.:  fwks.  &  combt.  ord.  F.  dept. — 1  str.,  1 
hand  eng.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  6  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  4,000  ft.;  f.  al., 
Gamewell;  val.  equip.,  $6,500;  val.  bldgs.,  $8,600; 
exp.  dept,  $850;  tot.  mem.,  180  voL 

Water  Supply — Src,  spr.,  4  m.  bus.  cent.;  vy., 
grav.;  res.  cap.,  6,000,000  gals.;  mains,  10  m.,  6 
to  10  in.  dia.;  72  hyd.;  met.,  19;  812  serv.;  pipe, 
lead;  pres.,  dom.  100  lbs.,  f.  120  lbs.;  coat,  $74,- 
000;   cost  mtce.,   $1,000;   wks.  owned  by  city. 

CROTON-ON-THE-HUDSON,  p.  1,806;  f.  area,  1 
sq.  m.  F.  dept. — 1  h.  k  1.  trk..  c.  hand  eng.; 
val.  equip.,  $1,200;  exp.  dept.,  $500;  tot.  mem., 
100    vol. 

Water  Supply — ^Not  reported. 

CROWN  POINT,  p.  1,978;  f.  area,  all  the  town; 
mere,  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  1^  ft  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c  eng.,  2  c.  hand  ex.,  1 
comb.  h.  ft  1.  trk.  ft  c.  wag.;  200  ft.  cot.  rub. 
lined   hose;   tot.   mem.,    88   vol. 

Water  Supply — Src,  spr..  50  rods  bus.  cent.; 
sys.,  grav.;  res.  cap.,  28,000  gals.;  mains,  c.  i., 
3^  m.,  3  to  4  in.  dia.;  1  hyd.;  60  serv.;  pipe, 
iron;  pres.,  dom.  35  lbs.,  f.  80  lbs.;  cost,  $4,000; 
cost  mtce.,  $75;  wks.  owned  by  Co. 

CUBA,  p.  1,556;  f.  area,  640  a.;  mere,  bldgs., 
ok.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
2  hand  eng.,  1  h.  ft  1.  trk.,  f.  boats,  supply  wag., 
6  hose  car.;  hose,  rub.,  ffd.,  2,000  ft.;  f.  al.,  bell; 
val.  equ.p.,  $4,000;  val.  bldgs.,  $3,000;  exp.  dept., 
$250;   tot.   mem.,   106   vol. 

Water  Supply — ^Src,  spr..  2  ft  8  m.  bus.  cent.; 
8>'s.,  grav.;  res.  cap.,  900,000  gals.,  loc  south- 
west of  town:  mains,  c.  i.,  10  m.,  4  to  8  in.  dia.; 
43  hyd.;  42  v.;  350  serv.;  pres.,  dom,  90  lbs.,  f. 
83  lbs.;  cost,  $45,000;  cost  mtce.,  $700;  wks. 
owned  by  village. 

OANNEMORA,  p.  750;  f.  area,  100  a.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — Hose  cart,  ladders,  etc.;  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell;  val. 
equip.,  $600;  val.  bldgs.,  $1,000;  exp.  dept., 
$100;    tot.    mem..    30    vol. 

Water  Supply — <Src.  eprs.,  1  m.  bus.  cent.; 
sys.,  grav.;  mains.  2^  m.;  19  hyd.;  6  v.;  90  serv.; 
pres.,  dom.  40  lbs.,  f.  100  Iba. ;  cost,  $16,000; 
cost    mtce.,    $200;    wks.    owned   by    town. 

DANSVILLE,  p.  3.938;  mere  bldgs.,  bk.,  2  to  4 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.  F.  dept. — 4  c.  hand  ex.,  1  h.  ft  1. 
trk.,  4  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  3,000 
ft.;  f.  al..  telp.  sys.;  val.  equip.,  $8^700;  val. 
bldgs.,  $6,000;  exp.  dept.,  $600;  tot.  mem.,  126  vol. 

Water  Supply — Src,  spr.,  2V6  m.  bua.  cent.; 
sys.,  grav.;  res.  cap.,  8,500,000  gals.,  loc  250  ft 
above  village;  mains,  c  1.,  15%  m..  4  to  12 
in.  dia.;  123  hyd.;  145  v.;  950  ser.;  pipe,  galv.  i.; 
pres..  dom.  45  to  90  lbs.,  f.  48  to  105  lb«.; 
cons.  day.  650,000  gals.;  cost,  $88,000;  cost 
mtce.,    $3,600;    wks.    owned   by    city. 

DEANSBORO.  p.  250;  f.  area.  %  m.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  hose  carts,  ladders  ft  cart,  2 
hand  ex.,  etc.;  hoee.  cot,  rub.  lined,  gd.,  1,000 
ft.;  f.  al.,  bell;  val.  bldgs.,  $2,000;  tot  mem.,  80 
vol. 

Water  Supply — Src,  res.,  1  m.  bus.  cent; 
ays.,  grav.;  20  hyd.;  pres.,  f.  68  lbs.:  coat.  $7,000; 
obst   mtce.,    $400;    wks.    owned   by  priv.   Co. 

DELEVAN,  p.  766.  F.  dept — 1  hose  cart,  760 
ft.  hose;  f.  al.,  elec,  6  bx.;  tot  mem.,  80  vol. 

Water  Supply — Sys.,  grav.;  22  hyd.;  00  lbs. 
pres. 


DELHI,  p.  1,780;  f.  area,  040  a.;  mere  bUgL, 
bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwka.  ft  combt.  ord.;  cauees  of  L 
inv.  F.  dept — 2  hand  eng.,  2  h.  ft  1.  trie,  6  boie 
carta;  hoee,  cot,  rub.  lined,  gd.,  2.000  ft;  nd>., 
gd.,  600  ft;  tot  hose,  2.500  ft;  f.  tL. 
bell;  val.  equip.,  $2,600;  val.  bldgs.,  $3,000;  exp. 
dept,  $700;  tot  mem.,  100  vol.;  undxs.  ratii^ 
first   class. 

Woier  Supply — Src,  brook,  1  m.  bua.  cenL; 
sys.,  grav.;  res.  cap.,  8,000,000  gals.;  maina,  10 
m..  8  to  12  in.  dia.;  Ill  hyd.;  90  ▼.;  met,  5; 
4^16  aerv.;  pree.  dom.  ft  f.  83  lbs.;  cost,  $60,000; 
cost  mtce.,   $800;   wks.  owned  by  town. 

DEPEW,  p.  8,021;  f.  area,  2.000  a.;  mere 
bldgs.,  atn.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  wd..  th 
stor.;  wd.  rfs.  perm.;  fwka.  ft  combt  ord.:  esusei 
of  f.  inv.  F.  dept — 5  c.  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  wag.,  8  hose  reels;  hose,  cot.  nih. 
lined,  rd.,  6,600  ft;  inf..  3,000  ft;  tot  hose, 
9,600  ft;  f.  al.,  Gamewell,  18  bx.;  vaL  equip.. 
$18,456;  val.  bldgs.,  $14,000;  coat  mtce.,  $1,000; 
tor.    mem.,    125   vol. 

Water  Supply — Not  reported. 

DEPOSIT,  p.  1,864;  mere  bldgs.,  wd.  ft  bk^  S 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  aret; 
fwka.  ft  combt.  ord.  F.  dept. — 1  h.  ft  1.  tik.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft: 
inf.,  200  ft;  tot  hoae,  1,700  ft;  t  al.,  wh.;  viL 
equip.,  $1,600;  val.  bldgs.,  $9,000;  exp.  depU 
$500;   tot  mem..   76  vol. 

Water  Supply — Src,  apr.,  brook  ft  res.,  2  m. 
bus.  cent.;  sys.,  grav.;  res.  cap.,  25,000.000  gals.; 
mains,  c  i.,  7  m.,  4  to  10  in.  dia.;  50  hyd.;  2v 
v.;  7  met.;  450  serv.;  pipe,  lead;  pres.,  dom.  k  I. 
75  lbs.;  cons,  day,  250,000  gals.;  cost,  $95,000; 
cost   mtoc,   $3,000;   wks.  owned   by   priv.   Ca 

DERUYTER,     p.     1,196.       F.     dept — 1,600    ft 
hose;   f.   al.,   bell;    65   vol. 
Water  Supply — Not  reported. 

DISPATCH,  p.  1,000.  F.  dept— 1  h.  ft  1.  trk.. 
2  c.  hand  ex.,  3  hose  carts,  1,600  ft.  hose:  tot 
mem..    140   vol. 

DOBBS  FERRY,  p.  3,455;  f.  area,  1.000  t.; 
mere,  bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  «<i., 
2  to  4  stor.;  wd.  rfs.  perm.;  fwks.  ft  combi.  ofd.; 
causes  of  f.  inv.  F.  dept. — 6  c  hand  ex.,  2  aut— 
2  comb,  c  &  h.  wag.,  1  h.  «■  1.  trk..  1  aef. 
trk.,  1  water  lower.  3  hose  car.,  2  hose  wag: 
hose,  oot,  rub.  lined,  gd.,  4,000  ft;  f.  al..  Gaioo- 
well,  12  bx. ;  val.  equip..  $2,400;  val.  bldi^^.. 
$3,000;  exp.  dept,  $2,500;  tot  mem..  140  vol; 
undi*8.    rating,    first    class. 

Water  Supply — Src,  see  Tanytown. 

DOLGEVILLE,  p.  2,686;  f.  area.  600  a.;  merr. 
bldgs.,  wd. .ft  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  stor: 
wd.  rfs.  not  perm. ;  fwks.  ft  combt.  ord. ;  causes  of 
f.  inv.  F.  dept. — 1  c.  eng.,  6  c.  hand  ex..  » 
h.  ft  1.  trk.,  2  hose  wag.,  "2  hose  reels;  hotf^.  rot,, 
rub.  lined,  gd.,  1,500  ft;  inf.,  800  ft;  lot.  b«^ 
2.300  ft.;  f.  al.',  Gamewell,  16  bx.;  val.  e*?u :  . 
$4,000;  val.  bldgs.,  $3,000;  exp.  dept,.  $1.5«>i: 
tot.   mem.,    100   vol. 

Water  Supply — Src,  creek,  4%  m.  bus.  cent: 
sys.,  grav.;  res.  cap.,  3.000,000  gals.,  loc.  on  CoM 
Creek,  Salisbury';  maina,  iron,  14  m.,  4  to  If  ia> 
dia.;  64  hyd.;  630  serv.;  pipe.  galv.  i.  ft  lead;  pes^ 
dom.  120  to  150  lbs.,  f.  130  to  160  lbs.;  co<, 
$70,000;  cost  mtce.,  $609.73;  wks.  owned  by  citv. 

DOVER  PLAINS,  p.  750.  F.  dept. — 2  l.i« 
carts.  750  ft  hose;  f.  al..  bell;  vol. 

Water  Supply — Sys.,  grav.;  15  hyd.;  85  Ib*^ 
pres. 

DRYDEN.  p.  709;  f.  area,  440  a.  P.  dept— 4 
hose  carts,  1  h.  ft  1.  trk,;  hose,  cot,  rub.  lin«<i. 
gd..  1,200  ft;  inf.,  300  ft;  tot  hose.  1.500  ft.: 
f.  al.,  bell,  1  bx.;  val.  equip.,  $3,000:  val.  bld^. 
$2,500;  exp.  dept,  $76;  tot.  mem.,  60. 

Water  Supply — Src.  apr.;  sys..  grav.;  pres,.  S- 
lbs.;  cost.  $28,000;  wks.  owned  by  village. 

DUNDEE,  p.  1,228;  f.  area.  126  a.;  mere  bldc^ 
bk.,  2  ft  3  stor.;  pr.v.,  wd.,  2  stor.;  wd.  rfs.  pernt 
in  f.  area;  causes  of  f.  Inv.  F.  dept. — S  c  eng- 
1  h.  ft  I.  trk..  1  hand  eng.,  6  c  hand  ex.:  hoee. 
rot.,  rub.  lined,  gd..  200  ft.{  f.  al.,  bell;  val.  eqnip. 
$2,600;  val.  bldgs.,  $1,200;  tot  mem.,  80  vol 

Water  Supply — Src.  wells. 

DUNKIRK,  p.  17,221;  f.  area,  1.280  a.:  mm. 
bldgs.,  bk.,  cone,  ft  wd.,  2  to  4  ator.;  priv..  bk.. 
cone,  ft  wd.,  2  ft  8  ator.;  wd.  rfs.  penn.  m  f.  aret; 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— NEW  YORK. 


C-249 


li.  ft  1.  trk.,  10  c.  hand  ex.,  8  hoee  wag.,  1 
•causes  of  f.  inv.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  1 
«uto.  comb.  c.  ft  h.  wag.,  0  hn.;  hoae,  cot.,  rub. 
lined,  gd.,  0,600  ft.;  f.  al.,  telp.  ft  wh.;  val. 
•equip.,  $35,000;  val.  bldgs.,  150.000;  ezp.  dept., 
112.000;  tot  mem.,  850,  pd.  full  time  10.  840  vol. 
Water  Supply — Src.,  lake,  IH  m.  bus.  cent.; 
«yB.,  pump  dir.;  2  pump,  eng.,  cap.  dav  12,000,000 
gals.;  mains,  c.  i.,  45  m.,  3  to  20  in.  dia.;  160 
hyd.;  222  v.;  3,600  met.;  8,600  serv.;  pipe,  lead 
ft  galv.  i.;  pres.,  dom.  70  lbs.,  f.  100  to  140  lbs.; 
cons,  day,  4.000,000  gals.;  cost,  $200,000;  wks. 
owned    by    city. 

EAST  AURORA,  p.  2,781;  f.  area,  640  a.;  mere, 
bldgs.,  wd.,  2  ft  3  stor. ;  priv.,  wd.,  2  stor. ;  wd. 
rfs,  perm.;  fwks.  ft  combt  ord.  F.  dept. — 1  c. 
eng.,  2  h.  ft  1.  trk.,  8  hose  car.,  2  bra.;  hose, 
cot.,  rub.  lined,  gd.,  1,200  ft.;  inf.,  100  ft.;  tot. 
hose.  l-.'JOO  ft.;  f.  al.,  el*»r. •  val.  equ.p.,  $2.5UU; 
val.  bidgs.,  $5,000;  exp.  dept.,  $3U0;  tot.  mem.. 
125   vol. 

Water  Supply — Src,  spr.  ft  wells;  sys.,  pump 
dir.  ft  grav. ;  res.  cap.,  325.000  gals.;  pimip.  eng., 
cap.  day  720,000  gals.;  mains,  c.  i.  ft  wd.,  20  m., 
4  to  10  in.  dia.;  95  hyd.;  42  v.;  met.,  470;  952 
serv.;  pipe,  lead;  pres.,  dom.  70  lbs.,  f.  120  lbs.; 
cost,  $84,000;  cost  mtce.,  $4,800;  wks.  owned  by 
village. 

EAST  HAMPTON,  p.  1,000.  F.  dept.— 2  hose 
carts,  1  h.  ft  1.  trk.,  2,000  ft.  hose;  tot.  mem.,  62 
vol. 

EAST  MORICHES,  p.   600.     F.  dept.— 1  h.  ft  1. 
trk.,   buckets;   f.   al.,  bell;   vol. 
Water    Supply — Not    reported. 

EAST  ROCHESTER,  p.  2,398;  f.  area,  860  a.; 
F.  dept. — 2  c.  ei.g.,  1  c.  hand  ex.,  1  h.  ft  1.  trk., 
3  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft.; 
inf.,  500  ft;  tot.  hose,  3,000  ft;  f.  al.,  elec,  14 
bx.;  val.  equip.,  $4,000;  val.  bldgs.,  $12,000;  exp. 
dept.,   $1,000;    rot.    mem.,    175   vol. 

Water  Supply — Src,  Lake  Ontario  Water  Co.; 
57  hyd.;  mains,  5^  m.;  pres.,  dom.  80  lbs.,  f. 
100   lbs.;    cost,    $102,500;    wks.   owned   by   village. 

EAST  SYRACUSE,  p.  3,274;  f.  area,  820  a,; 
bldgs..  wd.,  2  stor.;  wd.  rfa.  perm.;  fwks.  ft  combt. 
ord.  F.  dept. — 2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  wag.,  2  hose  car.;  hose,  cot,  rub,  lined,  ^., 
1.500  ft;  f.  al.,  bell  &  wh.,  10  bx. ;  val.  equip., 
$2,000;    val.    bldgs.,    $2,500;    tot    mem.,    110    vol. 

Water  Supply — Src,  spr.;  sys.,  grav.  to  res.; 
res.  cap.,  3,500.000  gals.;  mains,  13  m..  4  to 
12  in.  ilia.;  60  hyd.;  59  v.;  200  met.;  400  serv.; 
pres..  f.  120  lbs.;  cost,  $75,000;  wks.  owned  by 
Village. 

EBENEZER.     F.  dept  not  reported. 

Water  Supply — Src.  Lake  Erie,  situated  8  m. 
bus.  cent;  sys.,  grav.;  mains,  iron  pipe;  hyd.,  16; 
pres.,  dom.  40  to  55  lbs.,  f.  95  lbs.;  wks.  owned 
by  priv.  Co. 

EDEN,  p.  2.526.  F.  dept. — 1  hand  eng..  1  h. 
ft  1.  trk.,  20  liand  e.x. ;  f.  al.,  bell;  tot  mem.,  20 
vol. 

Water  Supply — Not  reported. 

ELBRIDGE.   p.    2.980.      F.   dept — 1    hand   eng., 
2,000    ft    hose;    f.    al.,   bell;    vol. 
Water  Supply — Not  rejwrted. 

ELLENVILLE.  p.  3.114;  f.  area.  700  a.;  mere 
bldgs..  stn.  ft  wd.,  2  stor.;  priv.,  wd..  2  ator. ; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  3,000  ft;  f.  al..  bell;  val. 
equip.,  $6,500;  val.  bldgs.,  $6,000;  exp.  dept, 
$700;  tot.  mom.,   185  vol. 

Water  Supply — Src,  brook,  1  m.  bus.  cent;  ays., 
grav.;  res.  cap.,  2,000,000  gals.;  loc  on  mountain; 
mains,  iron,  10  m.,  4  to  10  in.  dia.;  91  hyd.;  81 
v.;  18  met.;  600  serv.;  pipe,  wrt.  i.;  pres.,  dom. 
S5  lbs.,  f.  87  to  105  lbs.;  cost  mtce.,  $1,350;  wka. 
owned   by   village. 

p.   1,108.     F.  dept. — 1  hose 
2   hand   ex.,    1,000   ft.   hose; 

60   vol. 

spr.,   2   m.  bus.   cent;  sys.. 


ELIZABETHTOWN. 
cart,    1    h.   ft  1.    trk. 
f.   al.,  bell;   tot   mem. 

Water  Supply — .Src, 


grav.;  res.  cap.,  125,000  gals.;  mains,  c  i.,  1,883 
ft.,  3  to  6  in.  din.;  24  hyd.;  pres..  dom.  ft  f.,  120 
lbs.;  wks.  owned  by  Corpn. 

ELLICOTTVILLE,  p.  2,067. 
carta.  960  ft.  hose;  f.  aL,  bell; 

Water  Supply — Src,  spr.  ft 
cent.;    sys.,    grav.;    stdp.    cap.. 


F.    dept. — 2 
tot.  mem.,  80 
wells,    2    m. 
200,000    gals. 


hose 
vol. 
bus. 
;    2 


{»ump.    eng.,   cap.   day,    100,800   gala.;   pres.,    f.    75 
be.;    cost,    $lb,O0O;    wks.    owned   by    priv    Co. 

ELMIRA,  p.  37.176;  f.  area,  4,800  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  to  6  stor.;  priv..  wd..  2 
btor. ;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  ot  f.  Inv,  F.  dept, — 2  uuto.  comb.  c. 
ft  h.  wug.,  1  auto,  pump.  eng..  5  comb.  c.  ft  b. 
wag.,  4  2itr.,  2  h.  (ft  1.  trk.,  4  c.  hand  ex.,  1  aer. 
trk.,    1   hose  wag.,    10   brs.;   hose,  cot.   rub.    lined, 

fd.,  9.500  ft;  f.  al.,  bell,  77  bx.;  val.  equip.. 
60,089;  val.  bldgs.,  $91,000;  exp.  dept.,  $50,- 
000;  tot.  mem.  45,  pd.  full  time  44;  pd.  part 
time    1. 

Water  Supply — Src,  riv.  ft  creek,  1^  ft  8  m. 
bus.  cent;  sys,,  grav.  ft  pump  to  stdp.;  3  atdp. 
cap.,  9,500,000  gak.;  res.  cap.,  100.000,000  gala., 
loc.  at  Carrs  Creek;  4  pump,  eng.,  cap.  day  39,- 
000,000  gals.;  mains,  c  i.,  102  m.,  2  to  30  in. 
dia.;  578  hyd.;  600  v.;  5,500  met;  8,693  serv.; 
pipe,  wrt,  i.;  prc«.,  dom.  &  f.  75  lbs.;  cons,  day, 
4,500.000  gals.;  cost,  $1,51<5,000;  wks.  owned 
by  city. 

ELMIRA  HEIGHTS,  p.  2,732;  f.  area,  600  a.; 
mere  bldgs.,  bk..  1  to  2  stor.;  priv..  mostly  wd..  2 
sior. ;  wd,  rfs.  perm,  .n  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c.  eng..  1  h.  ft  1..  trk., 
hose  wag.,  4  hose  car,;  hose,  cot.,  rub.  lined,  gd., 
2,500  It.;  f.  al.,  bell  in  town  hall;  val.  equip., 
$3,6U0;  vaL  bldgs.,  $1,500;  exp.  dept,  $400; 
mem.,    80    vol. 

Water  Supply — Src.  Chemung  Jllver  ft  res.,  5 
m.  bus.  cpnt;  sys.,  dir.  pres.;  res.  cap.,  1,500,- 
000  gals.;  2  pump,  eng.,  class  camf).  dup.,  cap. 
day,  1,800,000  gals.;  |>res.,  dom.  ft  f.  110  to  135 
lbs.;  wks.  owned  by  Elmira  Water,  Light  ft  Railroad 
Co. 

ENDICOTT,  p.  2.408.  F.  dept — 1  comb,  wag., 
2  hose  carts.  1  li.  ft  I.  trk.;  hose,  1.100  ft;  2,000 
ft,  of  hose  available  at  shoe  factory;  tot.  mem.,  130 
vol. 

Water  Supply — Sye.,  grav.;  res.  cap.,  2,000,000 
gals.;  stm.  pump;  mains,  4^4  m.;  32  hyd.;  pres,. 
dom.  65  lbs.,  f.  130  lbs. 

FAIRPORT,  p.  3,112;  f.  area,  640  a.;  mere, 
bldgs.,  Ktn.,  bk.  ft  wd.,  2  to  3  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  K.  dept. — 3  c  eng.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  4  boae  car.;  hose,  cot,  rub. 
lined,  gd.,  3,000  ft.;  f.  al.,  wh. ;  val.  equip., 
$5,000;    exp.    dept,    $1,100;    tot    mem.,    140    vol. 

Water  Supply — Src,  wella,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap..  300,000  gals.. 
mat.,  iron;  2  pump,  eng.,  class  trip,  ft  comp.  dup.. 
cap.  day,  982,000  gals.;  mains,  c  i..  8  m.,  4  to 
10  in.  dia.;  77  hyd.;  64  v.;  met.,  621;  780  serv.; 
pipe,  galv.  i.  &  lead;  pres.,  dom.  ft  f.  80  to  90 
lbs.;  cons,  day,  200,000  gals.;  coat  $42,000; 
cost   mtce.,   $2,200;    wks.   owned   by   village. 

FALCONER,  p.  2,141;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 2  c.  hand  ex.,  1 
hose  wag.,  1  hose  cart,  2  hrs. ;  hose,  cot.  rub. 
lined,  go.,  1,100  ft;  f.  al.,  bell;  val.  equip..  $2,- 
100;  val.  bldgs..  $3,500;  exp.  dept,  $800;  tot 
mem.,  80  vol. 

Water  Supply — ^Src,  wella,  1%  m.  bua.  cent; 
eys.,  pump  dir.;   8  pump,  eng.,  cap.  day  6.000,000 

gals.;    mains,    c    i.,    6   m.,    6   to    16    in.    dia.;    26 
yd.;    12   v.:    200   met;    610   serv.;   pipe.   galv.   {. ; 
pres..  dom.  66  lbs.,  f.  126  lbs.;  wks.  owned  by  city. 

FARMINQDALE.  p.  1,667;  f.  area.  640  a.;  mere 
bldgs..  bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk..  1  hand  eng.,  1  hoee 
wag.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  inf., 
1,000  ft;  tot  hose,  2.000  ft;  f.  al..  bell;  vaL 
equip.,  $2,600;  val.  bldgs.,  $4,600;  exp.  dept, 
$260;   tot.  mem.,   110  vol. 

Water  Supply — Src,  wells;  sye.,  pump  to  res.; 
res.  cap.,  24,000  gals.;  2  pump,  eng.,  cap.  850 
gals.  min. ;  mains,  7  m.;  71  hyd.;  pres..  dom.  70 
Ids.,  f.  105  lbs.;  cost,  $53,000;  cost  mtce.,  $8,600; 
wks.  owned  by  Co. 

FAR  ROCKAWAY  (Greater  New  York),  f.  area, 
900  a.;  bldgs.,  wd.,  2  ft  3  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — 1  atr.,  1  h.  ft  1. 
trk.,  1  jumper,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  rub.,  gd.,  460  ft;  inf.,  860  ft; 
tot.  hose,  2.300  ft.:  f.  al..  Gamewell,  16  bx.;  vaL 
equip.,  $8,000;  vaL  bldn..  $8,600;  ezp.  dept., 
$2,000;  tot  mem.,  86  vol. 
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Water  Supply — Src,  wells,  6  m.  btu.  cent.;  ays., 
pump  to  stdp.  &  dir.;  stdp.  dim.,  12  x  120  &  20  z 
100,  mat.  wrt.  i. ;  3  pump,  eng.,  class  high  k  low 
serv.,  cap.  day  8,000,000  gals.;  mains,  c.  i.,  80 
m.,  8  to  20  in.  dia.;  400  hyd.;  met.,  1,457; 
3,300  serv.;  pipe,  wrt.  i.  &  lead;  pres.,  dom.  49 
to  00  lbs.;  cons,  day,  1,900,000  gals.;  wks.  owned 
by  Co. 

FAYETTEVILLE,  p.  1.481;  f.  area.  400  a.; 
bldgs.,  bk.  &  wd.,  2  &;  S  stor. ;  wd.  rfs.  perm.; 
fwks.  k  combt.  ord.  F.  dept. — 1  h.  &  1.  trk.,  8 
hose  car.;  hose,  linen,  gd.,  1,300  ft.;  f.  aL,  bell; 
val.  equip.,  1 1,7 90;  val.  bldgs.,  $700;  exp.  dept., 
1160;  tot.  mem.,   20  vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  sys., 
grav.;  2  res.,  cap.,  10,000,000  nls.;  mains,  c.  i., 
5^  m.,  4  to  10  in.  dia.;  60  hyd.;  26  v.;  met., 
4  25;  445  serv.;  pipe,  galv.  i.;  pres.,  dom.  &  f., 
60  to  125  lbs.;  cost,  $50,000;  cost  mtce.,  $2,660: 
wks.   owne«i  by  village. 

FISHKILL  LANDING,  p.  8.902;  f.  area.  960  a.; 
mere  bldgs.,  stn.,  bk.  k  wd.,  1  to  5  stor.;  priv., 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 4  c.  hand  ex.,  1 
h.  k  1.  trk.,  1  hose  wag.,  1  hose  cart,  1  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f.  al.,  bell; 
exp.  dept.,  $800. 

Water  Supply — Src,  mountain  strms.,  IH  m.  bus. 
cent;  sys.,  grav.;  44  hyd.;  41  ▼.;  met.,  447;  440 
serv.;  prcs.,  dom.  106  lbs.,  f.  140  lbs.;  wka.  owned 
by  city. 

FLORAL  PAiRK,  p.  1,225.  F.  dept.— 1  h.  k  1. 
trk.,  2  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,100 
ft.;  rub.,  gd.,  150  ft;  tot.  hose.  1,250  ft;  f.  al., 
bell;  val.  bldgs.,  $1,500;  exp.  dept,  $1,200;  tot 
mem.,   65   vol. 

Water  Supply — Not  reported. 

FLUSHING  (Greater  New  York),  f.  area,  2,560 
a.;  mere,  bldgs.,  stn.,  bk.  k  wd..  Ski  stor.; 
priv.,  wd.,  2  k  3  stor.;  wd.  rfs.  perm.;  fwks.  k 
combt.  ord.  F.  dept. — 2  h.  k  1.  trk.,  5  hose  car.; 
hose.  cot.,  rub.  lined,  gd..  4,000  ft;  f.  al..  Game- 
well,  29  bx. ;  val.  equip.,  $4,000;  val.  bldgs.,  $15.- 
000;  exp.  dept,  $5,000;  tot.  mem.,  235  vol. 

Water  Supply — Src,  wells,  3  m.  bus.  cent;  sys.. 
pump  to  stdp.;  stdp.  cap.,  690,000  gals.;  pump, 
eng.,  cap.  day  3.000,000  gals.;  mains,  c  i..  86 
m..  4  to  16  in.  dia.;  265  hyd.;  met,  1.900;  2,200 
serv.;  pres.,  dom.  40  lbs.,  f.  90  lbs.;  cost,  $270,- 
000;   cost  mtce.,  $20,000;   wks.  owned  by  town. 

FONDA,  p.  1,100;  f.  area,  640  a.;  mere  bldga., 
bk.,  2  &  3  stor.;  priv.,  bk.  k  wd.,  2  stor.;  wd. 
rfs.  perm.  In  f.  area;  causes  of  f.  inv.  F.  dept. — 
1  h.  &  1.  trk.,  6  c.  hand  ex.,  1  c  eng.,  3  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  750  ft;  rub., 
gd.;  700  ft;  inf.,  250  ft;  tot  hose,  1,700  ft; 
f.  al.,  bell  k  wh.,  7  bx.;  val.  equip.,  $2,000:  val. 
bldgs..  $3,000;  exp.  dept,  $350;  tot.  mem.,  90  vol. 

Water  Supply — Src,  spr.,  6'/^  m.  bus.  cent.;  sys.. 
grav.;  res.  cap.,  2,100,000  gttls.,  loc.  west  village; 
mains,  i.,  10  m.,  4  to  12  in.  dia.;  40  hyd.;  22  v.; 
met.,  !•  270  serv.;  pipe,  lead;  pres.,  dom.  85  lbs., 
f.  100  Ibe.;  cons,  day,  60,000  gals.;  cost,  $100,000; 
cost  mtce.,   $500;   wks.  owned  by   village. 

FORESTVILLE,  p.  721.  F.  dept— 1  h.  k  1. 
trk.,  2  hose  carts,  900  ft.  hose;  f.  al.,  bell;  tot. 
mem.,   15  vol. 

Water  Supply — Sys.,  grav.;  25  hyd.;  pres.,  90 
lbs. 

FT.  EDWARD,  p.  8.762;  f.  area,  70  a.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  bk.  k  wd..  2  stor.; 
wd.  rfs.  perm.;  combt  ord.  F.  dept. — 1  str.,  8 
c.  hand  ex.,  3  hose  reels;  hose,  cot,  rub.  lined,  gd., 
4.350  ft.;  f.  al.,  bell  k  wh.;  val.  equip.,  $10,000; 
val.  bldgs..  $5,000;  exp.  dept,  $675;  tot  mem., 
89,  rd.   full  time  2,  vol.   87. 

Water  Supply — Src,  spr.,  2%  m.  bus.  cent; 
pys.,  grav.;  mains,  c.  i.,  10  m.,  4  to  20  in.  dia.; 
100  hyd.;  90  v.;  met.  2;  pipe,  galv.  i.;  pres., 
dom.  30  to  50  lbs.,  f.  30  to  50  lbs.;  cost,  $6,500; 
wks.  owned  by  corp. 

FORT  PLAIN,  p.  2.762;  f.  area,  800  a.;  mere 
hidgs.,  stn.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  stn., 
I)k.  k  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ord.  F.  dept. — 1  h.  k  1.  trk.,  2  hand  eng., 
6  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  3.000  ft; 
f.  al.,  Gamewell;  val.  equip.,  $6,000;  %'al.  bldgs., 
$450;    exp.   dept.    $500;    tot    mem.,    160   vol. 

Water  Supply — Src,  spr.,  8  m.  bus.  oent.;  ija., 
grav.;  res.  cap.,  25,000,000  gals.;  mainfi,  c.  i.,  15 
m.,    4   to   12    in.   dia.;    72   hyd.;    41    v.;   met.    50; 


700  serv.;  pipe,  galv.  L;  pres.,  dom.  90  lbs.,  t 
90  lbs.;  cons,  day,  500.000  gals.-  cost.  $93,500; 
cost   mtce.,    $2,500;    wks.   owned   by   Village. 

FRANKFORT,  p.  3.808;  f.  area,  400  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 2  str.,  1  h.  ft  1.  trk.,  4  c  hand  ex.,  8  bote 
wag.;  hose,  cot.,  rub.  lined,  gd.,  8.000  ft;  inf..  600 
ft.;  tot.  hose,  8.500  ft;  f.  al.,  wh. ;  vaL  equip., 
$5,500;  val.  bldgs.,  $8,600;  exp.  dept,  $800;  tot. 
mem.,   80   vol. 

Water  Supply — Src,  apr.;  ays.,  grav.;  res.  cap., 
10,000.000  gals.;  mains,  9^  m.;  71  hyd.:  pr»., 
dom.  ySc  f.  65  to  100  lbs.;  cost,  $60,000;  vks. 
owned  by  city. 

FRANKLIN,  p.  2,408.  P.  dept— 1  h.  k  I.  tik., 
2  hose  carts,  2  hand  ex.,  1  hand  eng.,  1,000  ft 
hose;   f.   al.,  bell. 

Water  Supply — Sra,  spr.,  1%  m.  btis.  cent; 
sys.,  grav.;  22  hyd.;  mains,  iron,  4  to  8  in.  dia.; 
pres.,  100  lbs.;  cost,  $25,000;  wks.  owned  by  vil- 
lage. 

FRAN  KLIN  VILLE,  Cattaraugus  Co.,  p.  1.56S; 
bldgs.,  stn.,  bk.  k  wd.,  2  ft  3  stor.;  wd.  rfi. 
perm.  F.  dept. — 1  c  eng.,  2  h.  ft  1.  trk.,  3  hot 
car.,  1  hose  tower,  2  hrs.^  hose,  cot.,  rub.  linetl, 
gd.,  2,600  ft;  f.  al.,  bell;  val.  equip.,  $3,000; 
val.  bldgs.,  $112;  exp.  dept,  $200;  tot  mem.,  100 
vol.;    undrs.   rating,    second   class. 

Water  Supply — Src,  spr.,  7  m.  bus.  cent:  sys., 
grav.  to  res.  ft  dir.;  res.  cap.,  750,000  gals.;  i 
pump,  eng.,  cap.  day  1,200,000  gaU.;  mains,  iron, 
12  m.,  4  to  S  in.  dia.;  65  hyd.;  30  v.;  40  met.; 
325  serv.;  pipe,  iron;  pres.,  dom.  75  lbs.,  f.  9S 
lbs.;  cons,  day,  375,000  gals.;  cost,  $44,000;  cost 
mtce.,   $1,500;   wks.   owned  by  village. 

FREDONIA,  p.  5,286;  mere  bldgs.,  bk.  ft  vd.. 
1 H  to  3  stor. ;  priv.,  bk.  ft  wd.,  2  stor. ;  wd.  rfs. 
not  perm.;  combt.  ord.;  causes  of  f.  inv.  F.  dei^ 
— 1  h.  ft  1.  trk.,  2  comb,  c  ft  h.  wag..  2  bo« 
wag.;  hose,  cot.  rub.  lined,  gd.,  3,000  ft.;  iof.. 
1.000  ft;  tot.  hose,  4,000  ft;  f.  al.,  elec,  6  I'l.: 
val.  equip..  $2,000;  val.  bldgs.,  $20,000;  tot  mem.. 
110    VOL 

Water  Supply — Src,  creek,  2%  m.  bus,  cent; 
s.^Sm  grav.;  res.  cap..  99.000.000  gals.;  mains,  iron. 
10  m.,  2  to  12  in.  dia.;  104  hyd.;  20  v.;  1,4^0 
serv.;  pipe,  iron;  pres.,  dom.  90  lbs.,  f.  90  to  lOS 
lbs.;  cost,  $100,000;  cost  mtce.,  $600;  wks.  ovmf'l 
by  town. 

FREEPORT,  p.  4.836;  f.  area,  4%  sq.  » . 
mere  bldgs..  bk.  ft  wd.,  1  to  8^  stor.;  priv.,  bk., 
21/4  stor.;  wd.  rfs.  perm.;  causes  of  f.  inv.  F. 
defit. — 1  str.,  10  c.  hand  ex.,  1  c  eng..  2  h.  &  I 
trk.,  4  hose  wag..  1  hose  car.,  1  extra  trk.  k  ho»e 
wag.;  hose.  cot.,  rub.  lined,  gd..  4,000  ft;  ir<f.. 
600  ft:  tot.  hose,  4,600  ft:  f.  al.,  hell  ft  »h.; 
vaL  equip.,  $12,000;  val.  bldgs.,  $9,000;  eip- 
dept.,    $4,500:   tot.    mem..   297   vol. 

Water  Supply — Src,  wells;  sya.,  pump  to  stdp.; 
stdp.  cap.,  293.760  gals.,  dim.  20  x  125;  2  pulll^ 
eng.  cap.  day,  1,000.000  gviis.;  mains,  c.  i..  i» 
m.,    4    to    12    in.    dia.;    268    hyd.;    514    sen.;   pif*- 

falv.    i. ;    pres.,    dom.    60    lbs.,    f.    60     lbs.;    co«L 
58,500;   cost   mtce.,   $6,000;   wks.   owned  by  dt7- 

fFRfENOSHIP,  p.  1,218;  f.  area,  1  a,;  mere- 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd..  2  stor,; 
wd.  rfs.  perm,  in  f.  area;  combt.  ord.;  causes  <'^ 
f.  inv.  F.  dept. — 1  str.,  1  h.  &  1.  trk.,  4  c.  hnA 
ex..  4  hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  2,00a 
ft;  inf.,  200  ft.;  tot  hose,  2,200  ft.:  f.  «U 
bell  ft  wh.,  3  bx.;  val.  equip..  $8,000;  val.  bid??-. 
$5,000;   exp.  dept..   $1,800;   tot.  mem..    125  vol. 

Water  Supply — ^rc.  spr.  ft  wella,  2  m.  but. 
cent;  sys..  grav.,  pump  to  res.;  res.  cap.,  6OO.000 
grals.,  loc.  %  m.  village;  pump.  eng..  class  tripv.. 
cap  day  80.000  gals.;  mains,  c  i..  10  1-5  m.,  * 
to  10  in.  dia.:  63  hyd.;  40  v.;  met,  200:  1^^' 
serv.;  pipe.  galv.  i.;  pres.,  dom.  85  lbs.,  f.  85  lb*.: 
cost  $33,500;  cost  mtce,  $500;  wks.  owned  ^J 
Corpn. 

FULTON,    p.    10,480;    f.    area,    2,560    a.:   mac 

bldgs.,  bk.  ft  wd..  4  stor.;  priv..  bk.  ft  wd..  2  stiff.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  cotnht.  orA; 
causes  of  f.  inv.  F.  dept. — -2  str.,  8  c.  hand  ti^ 
1  h.  ft  I.  trk.,  2  hose  wag.,  1  exercise  wag.,  * 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  5.800  ft;  t  »l- 
Gamewell.  23  bx.;  val.  equip..  $12,500;  val.  W«if«- 
$5,000;  exp.  dept,  $8,500;  tot  mem.,  25,  ?^ 
full  time  9,  pd.  part  time   16. 
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WatAr  Supply — Src,  apr.,  2  m.  bus.  cent.;  sya., 
pump  to  «tdp.  &  dir.;  stdp.  cap.,  950,000  gals.; 
2  pump,  eng.,  cap.  day  6,000,000  gals.;  mama, 
c.  1.,  24  m.,  4  to  12  in.  dia.;  180  hyd.;  2.600  met.; 
2,706  serv.;  pres.,  dom.  60  lbs.,  f.  90  to  110  lbs.; 
cons,  day,  950,000  gals.;  cost,  $305,000;  cost 
mtce.,  $12,000;  wks.   owned  by  city. 

FULTONVILLE,  p.  812;  f.  area.  640  a.;  mere, 
bldga.,  wd.  &  bk.,  2  &  S  stor.;  priv,,  wd.,  2  ator.; 
wd.  rfs.  perm.;  fwks.  Jc  combt.  ord.  F.  dept — 1 
hand  eng.,  S  c.  hand  ex.,  2  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,000  ft;  inf.,  200  ft.;  tot. 
hose,  1,200  ft;  f.  aL,  bell;  exp.  dept,  $60;  tot 
mem.,  40  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  600,000  gala.;  pump,  eng.;  mains,  7 
m.,  4  to  6  in.  dia.;  88  hyd.;  prea.,  dom.  80  lbs., 
f.  86  lbs.;  wks.  owned  by  Co. 

GARDEN  CITY,  p.  681.  F.  dept— 1  h.  ft  1. 
trk„  2  hose  carts,  2  hose  car.,  1,600  ft  hose;  f. 
al.,   bell   &   wh.;   tot.   mem.,    88   vol. 

Watar  Supply — Sys.,  grav.;  140  hyd.;  pres.,  80 
to   100   lbs. 

GARDINER,  p.  300;  f.  area,  500  a.     F.  dept. — 

1  hand  eng.;  val.  equip.,  $500;  val.  bldga.,  $1,500; 
tot.   mem.,   30   vol. 

Water  Supply — Not  reported. 

QEDDES,  p.  884;  f.  area,  2.000  a.;  mere,  bldgs., 
wd.,  1  to  3  stor.;  priv.,  wd..  2  stor.;  wd.  rfs, 
not  perm,  in  f.  area;  fwka.  &  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 5  c.  hand  ex.,  1  h.  &  1.  trk.,  8 
hose  reels,  1  supply  cart;  hose,  rub.  lined,  gd., 
6,000  ft;  inf.,  800  ft;  tot  hose,  6,800  ft.;  f. 
al.,  wh.,  19  bx.;  val.  equip.,  $8,000;  val.  bldgs., 
$12,000;  exp.  dept,  $2,000;  tot  mem.,  90  vol. 

Water  Supply^-Src,  spr.  &  Otisco  Lake,  15  m. 
bus.  cent;  sys.,  pump  to  res.;  res.  cap.,  6,600,000 
gals.;  2  pump,  eng.,  cap.  day  1,800,000  gals.; 
mains,  c.  i.,  13  m.,  4  to  12  in.  dia.;  151  hyd.; 
120  v.;  950  met;  950  s»rrv.;  pres.,  dom.  k  f.,  95 
to  125  lbs.;  cons,  day,  400,000  gals.;  coat,  $125,- 
000;   cost  mtce.,  $3,000;  wks.  owned  by  city. 

GENESEO,  p.  2,067;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  &  combt.  ord.  F.  dept. — 4  c.  hand 
ex.,  1  h.  &  1.  trk.,  5  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  3,500  ft.;  f.  al..  wh.,  7  bx.;  val.  equip., 
$8,000;  val.  bldgs.,  $25,000;  exp.  dept,  $1,000; 
tot.    mem.,    150    vol.;    undrs.    rating,    first  class. 

Water  Supply — Src,  lake,  6  m.  bus.  cent;  eys., 
pump    to   fes. ;    2    res.,    cap.    2,450.000    gals.,    loc. 

2  m.  east  village;  2  pump,  eng.,  class  comp.  dup., 
cap.  day,  1.700,000  gals.;  rtiains,  c.  i.,  12.7-2  m., 
4  to  12  in.  dia.;  91  hyd.;  73  v.;  met.,  266;  568 
serv.;  pipe,  iron  &  lead;  pres.,  dom.  40  to  1'50  lbs., 
f.  40  to  150  lbs.;  cons,  day,  31Q,61S  gals.;  cost, 
$103,828;  cost  mtce.,  $5,529;  wks.  owned  by 
village. 

GENEVA,  p.  12,446;  f.  area,  1,280  a.;  mere, 
bldgs.,  bk.,  2  to  6  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  1  comb,  c  ft 
h.  wag.,  1  c.  eng.,  8  c.  hand  ex.,  2  h.  ft  1.  trk.,  1 
aer.  trk.,  1  hose  wag.,  8  hose  car.,  8  hrs. ;  hose, 
cot,  rub.  lined,  gd.,  11,000  ft;  rub.,  gd.,  600 
ft;  inf.,  3,400  ft;  tot  hose,  16,000  ft;  f.  al., 
Oamewell,  4»7  ^^-l  ^^1.  equip.,  $36,000;  val.  bldgs., 
$20,000;  exp.  dept,  $6,500;  tot.  mem.,  225,  pd. 
full  time  3,  pd.  part  time  14,  vol.  208. 

Water  Supply — Src,  lake,  2%  m.  bua.  cent; 
sys.,  grav.,  pump  to  res.;  3  pump,  eng.,  cap.  day 
7,300,000  gals.;  mains,  c  i.,  36.84  m.,  4  to  20 
in.  d:a.;  287  hyd.;  419  v.;  met,  3,000;  8,334  serv.; 
pipe,  lead  ft  iron;  pres.,  dom.  66  lbs.,  f.  85  lbs.; 
cons,  day,  1.000,000  gals.;  cost.  $200,828;  cost 
mtce.,   $2,156;  wks.  owned  by  city. 

GERMANTOWN,  p.  1,800;  f.  area,  1  m.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  &  combt.  ord.;  causes 
of  f.  inv.  'F  dept. — 1  c  eng.,  1  h.  ft  1.  trk.;  f. 
al.,  bell;  val.  equip.,  $500;  exp.  dept.,  $100;  tot. 
mem.,    26    vol. 

No  water  works. 

GLASCO;  bldgs.,  wd.     F.  dept — 1  c  eng.;  hose, 
250  ft;  f.  al.,  bell;  tot  mem.,  56  vol. 
Water  Supply — Not  reported. 

GLEN  COVE,  p.  6,600;  f.  area,  2.000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfa.  perm,  in  f.  area.  F.  dept. — 1  c.  eng.,  1 
hand  eng.,  21  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
jwag.,  1  noae  car.;  hose,  cot,  rub.  lined,  gd.,  2,000 


ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $4,600;  val. 
bldgs.,  $5,000;  exp.  dept,  $1,200;  tot  mem.,  100 
vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  295,000  gals., 
d.m.  20  X  120,  mat  stl.;  2  pump,  eng.,  cap.  day 
1,000,000  gals.;  mains,  c.  i.,  11  m.,  4  to  10  in. 
dia.;  49  v.;  met,  26;  37  serv.;  pipe,  galv.  i.; 
pres.,  dom.  60  to  70  lbs.,  f.  90  to  100  lbs.;  coat, 
$96,000;  cost  mtce..  $6,000:  wks.  owned  by  Co. 

OLENS  FALLS.  Warren  Co.,  p.  12,2i4«;  f.  area, 
4  sq.  m. ;  mere  bldgs.,  bk.  ft  wd.,  8  to  5  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  auto, 
comb.  c.  ft  h.  wag.,  1  str.,  2  c.  eng.,  1  comb.  c. 
ft  h.  wag.,  6  c.  hand  ex.,  1  aer.  trk.,  2  h.  ft  1.  trk., 
■1  supplj'  wag.,  1  hose  wag.,  2  hose  ft  ladder  sleighs, 

6  hrs.;'  hose,  cot,  rub.  Hned,  gd.,  6,000  ft.;  inf., 
1,000  ft;  tot  hose,  7,000  ft;  f.  aL,  Gamewell, 
4^8  bx.;  val.  equip.,  $25,000;  val.  bldgs.,  $20,000; 
exp.  dept,  $1*8,000;  tot.  mem.  87,  pd.  full  time 
18,  pd.  part  time  1<9;  undrs.  rating,  third  class. 

Water  Supply — Src,  spr.  ft  run  off,  6  to  8  m. 
bus.  cent.;  sys.,  grrav.;  res^  cap.,  4>50, 000,000  gals.; 
mains,  c.  i.,  4^.08  m.,  4  to  24  in.  dia.;  442  v.; 
840  hyd.;  52  met.;  3,595  serv.;  cons.,  2,750,000 
gals,  day;  pres.,  dom.  90  lbs.,  f.  90  to  110  lbs.; 
cost,  $4i50,000;  cost  mtce.,  $9,800;  wks.  owned 
by  city. 

GLOVERSVILLE,  p.  20,642;  f.  area,  3,200  a.; 
mere  bldgs.,  bk.  ft  i^d.,  1  to  4  stor.;  pnv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt. 
ord.  F.  dept. — 1  auto,  with  c  trk.,  2  comb, 
c  ft  h.  wag.,  1  h.  ft  1.  trk.,  8  c  hand  ex.,  1 
aer.  trk.,  1  hose  wag.,  1  buggy,  9  hrs.;  hose, 
cot,  rub.  lined,  gd.,  6,000  ft;  inf.,  600  ft.;  tot. 
hose,  6,500  ft;  f.  al.,  bell  ft  wh..  48  bx. ;  val. 
equip..  $20,000;  vaL  bldgs.,  $37,600;  exp.  dept, 
$18,000;  tot.  mem.,  35,  pd.  full  time  15,  pd.  part 
time  20. 

Water  Supply — Src,  spr.  ft  mountain  strm.,  3  to 

7  m.  cent,  city;  sys.,  grav.;  res.  cap.,  200,000,000 
gals.;  mains,  c  i.,  41  m.,  4  to  18  in.  dia.;  86 ;> 
hyd.;  48-5  v.;  4,029  met.;  4,052  serv.;  pipe,  lead; 
iM-es.,  dom.  40  to  85  lbs.,  f.  85  to  135  lbs.;  coik. 
day,  2,000,000  gals.;  cost,  $590,000;  wks.  owned 
by  city. 

GOSHEN,  p.  3,081;  mere,  bldgs.,  stn.,  bk.  ft 
wd.,  1  to  3  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  c  eng.,  1 
hand  eng.,  4  c.  hand  ex.,  1  auto.  h.  ft  1.  trk.,  1 
como.  c  &  h.  wag.,  4  hose  carts;  hose,  cot.,  rub. 
lined,  gd.,  4,200  ft.;  f.  al.,  Gamewell,  11  bx.,  ft 
wh.;  val.  equip.,  $3,500;  val.  bldgs.,  $8,000;  exp. 
dept.,    $600;    tot.    mem.,    12j    vol. 

Water  Supply — Src,  watershed  ft  dam,  1  m.  bua. 
cent;  sys.,  grrav. ;  res.  cap.,  24  0,000,000  gals.,  loc. 
in  valley;  ni.'iins,  cem.  k  iron,  4  to  20  in.  dia.; 
76  hyd.;  24  v.;  700  serv.;  pipe,  lead;  pres., 
dom.  ft  f.  52  lbs.;  cons,  day,  380,000  gals.; 
wks.  owned  by  village. 

GOUVERNEUR,  p.  4.128;  f.  area,  600  a.;  mere 
bldgs.,  stn.  ft  bk.,  2  to  4  stor.;  priv.,  wd.,  1  Mt 
to  2  stor.;  wd.  rfs.  not  perm;  fwks.  ft  combt. 
ord.  F.  dept. — 1  str.,  1  h.  ft  1.  trk..  2  hose  carts, 
3  ex.;  hose,  cot,  rub.  lined,  gd.,  2,300  ft.;  f.  al.. 
elec,  15  bx. ;  val.  equip.,  $8,000;  val.  bldgs.,  $5,- 
000:   exp.  dept.  $500;   tot.   mem.,   60  vol. 

Water  Supply— Src,  riv.,  h^  m.  bus.  cent; 
sys.,  pump  to  stdps. ;  3  stdps.,  cap.,  894,000  gals., 
dim.  30  X  40,  mat.  stl.;  3  pump,  eng.,  cap.  day 
4,600,000  gals.;  mains,  c  i..  15  m.,  4  to  10 
in.  dia.;  104  hyd.;  100  v.;  850  serv.;  pipe.  galv. 
i.;  pres..  dom,  85  U)s..  f.  100  lbs,;  cons.  day.  500.- 
000  gals.;  cost,  $70,000;  cost  mtce.,  $5,000;  wks. 
owned   by   city. 

GO  WAN  DA,  p.  2,012;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd..  2  ft  3  stor.;  priv..  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  5  hose  carts;  hose,  cot,  rub.  lined,  gd.,  5,000 
ft;  inf.,  200  ft;  tot  hose,  6,200  ft;  f.  aL,  bell 
ft  elec,  15  bx. ;  val.  equip.,  $9,000;  val.  bldgs., 
$2,600;   exp.   dept,   $400;  tot   mem.,    140  vol. 

Water  Supply — Src,  spr.,  IH  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  3,000,000  gals.,  loc.  on 
hill;  mains,  iron,  5^  m.,  2  to  S  in.  dia.;  24  hyd.; 
60  v.;  met.,  20;  475  serv.;  pipe,  iron;  pres.,  dom. 
ft  f.,  74  lbs.;  cost,  $30,000;  cost  mtce.,  $500; 
wks.    owned    by    Co. 

GRANVILLE,  p.  8,920;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  wd.  ft   bk.,   4   stor.;   priv.,   bk.,   stn.  ft  wd.. 
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2  to  4  Btor.:  wd.  rfs.  not  penn.-  fwks.  &  combt. 
ord.  F.  dept. — 1  c.  enff.,  25  c.  nand  ex.,  1  h.  & 
1.  trie.,  2  hose  wag.,  2  liose  reels;  hose,  cot.,  rub. 
lined,  gd.,  3,000  ft.;  jnf.,  1,000  ft.;  tot.  hose, 
4,000  ft.;  f.  al.,  elec.,  17  bx.;  val.  equip.,  $2,000; 
val.  bldgs.,  $6,500;  tot.  mem.,  70  %oI. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  ay*., 
pump  to  res.  k  dir.;  pump,  eng.,  cap.  day  2,000,000 
gals.;  ma.ns,  c.  i.,  15  m.,  4  to  8  in.  dia.;  64 
hyd.;  pipe.  wrt.  i.;  pres.,  dom.  70  lbs.,  f.  100  lbs,; 
cost,  $31,000;  cost  mtce.,  $1,200;  wks.  owned  by 
village. 

GRASSY   POINT,   p.   900.      No.   f.  dept. 

Water  Supply — Src,  supplied  by  Haverstraw; 
mains,  iron,  1%  m.,  4  to  8  in.  dia.;  12  hyd.; 
pres.,  dom.   70  lbs.,  f.   120  lbs. 

GREAT  NECK,  p.  3,000.  F.  dept. — 1  hose  reel, 
1  hos>e  wag.,  1  h.  &  1.  trk.;  val.  equip.,  $6,800; 
val.  bldgs.,  $15,000;  exp.  dept.,  $600;  tot  mem., 
65  vol. 

Water  Supply — Src,  wells.  1  ra.  bus.  cent.;  sys.. 
pump  dir.;  16  pump,  eng.,  cap.  day,  27,000.000 
gals.;  mains,  c.  i.,  1S3  m..  4  to  36  in.  dia.; 
15,000  met.;  15,000  ser\>;  pres.,  f.  30  to  80  lbs.; 
wks.    owned    by    jfl'iv.    Co. 

GREEN  ISLAND,  p.  4.737.  F.  dept.— 2  hose 
wag.,  c.  ex.,  ladders.  1  str.,  2  hrs.;  vol. 

Water  Supply — Src,  well,  island  in  Hudson  Riv.; 
sys.,  pump.;  res.  cap.,  500,000  gals.;  S  pump, 
eng.,  cap.  day  7,600,000  gal.;  mains,  c.  i.,  4  in. 
dia.;  met.,  300;  serv.,  800;  pres.,  dom.  70  lbs.; 
cons,  day,   1.000,000  gals.;  wks.  owned  by  Co. 

GREENE,  p.  1,275;  f.  area,  800  a.;  mere  bldgs.. 
bk..  2  &  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  hand  eng.,  1  c.  eng.,  1  h.  &  1.  trk.,  4  c.  hand 
ex.,  4  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,700 
ft.;  f.  al.,  bell;  val.  equip.,  $3,200;  ^lal.  bldgB., 
$10,000;   tot.   mem.,   95   vol. 

Water  Supply — Src,  spr.,  4  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  400,000  gals.,  loc.  %  m.  cent. 
town;  1  pump;  mains,  iron,  10  m.,  4  to  10 
in.  dia.;  38  hyd.;  pipe,  iron;  pres.,  f.  80  lbs.;  cost, 
$40,000;  wks.  owned  by  village. 

6REENP0RT,  Suffolk  Co.,  p.  8,089;  mere 
bldgs.,  wd.,  2  &  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  Jc  combt.  ord.;  causes 
of  f.  inv.  P.  dept — 2  h.  k  1.  trk.,  2  str.,  1  hand 
eng.,  4  c.  hand  ex.,  1  c.  eng.,  1  hose  wag.,  5 
hose  car.;  hose,  rub.,  gd.,  8.000  ft;  inf.,  600  ft: 
tot.  hose,  3,500  ft;  f.  al..  bell  A  wh.;  val.  equip., 
$12,500;  val.  bldga.,  $3,000;  exp.  dept,  $950: 
tot.   mem.,   247   vol. 

Water  Supply — Src,  wells,  %  m.  bua.  cent; 
ivs.,  pump  to  stdp.;  stdp.  cap.,  285,000  gals., 
d'im.  20  X  100.  mat.  stl.;  2  pump,  eng.,  class  dup., 
cap.  day,  1,000,000  gals.;  mains,  c  i.,  7  1-5  m.,  4 
to  12  in.  dia.;  54  hyd.;  pres.,  dom.  40  llw.,  f.  40 
lbs.;  cons,  day,  70,600  gals.;  cost  $40,000;  wks. 
owned   by   city. 

GREENWICH,  p.  2,814;  bldgs.,  bk.  k  wd..  2 
stor.  F.  dept — 2  hand  eng.,  1  h.  &  1.  trk.,  1 
aer.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd., 
800  ft;  linen,  gd.,  1,000  ft;  mbber,  jgd.,  600  ft; 
inf.,  1,000  ft;  tot  hose,  3,400  ft;*^f.  al.,  bell; 
val.  equip.,  $4,600;  val.  bldgs.,  $8,000;  exp.  dept, 
$600;  tot  mem.,   120  vol. 

Water  Supply — Src,  spr.  k,  creek,  8%  m.  bus. 
cent;  svs.,  grav.;  res.  cap.,  2.860,000  gals.;  mains, 
c  i.,  11  m.,  4  to  8  in.  dia.;  60  hyd.;  20  v.; 
met.,  12;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f. 
125  lbs.;  cost,  $65,000;  cost  mtce.,  $1,600;  wks. 
owned  by   Co. 

GROTON,  p.  1,260;  f.  area,  400  a.;  mere,  bldgs., 
bk.  &  wd.,  1V6  to  3  stor.;  priv.,  bk.  k  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  Inv. 
F.  dept — 1  h.  k  1.  trk..  sev.  c  hand  ex.,  4  hose 
wag.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft.;  inf..  400  ft;  tot  hose,  2,400  ft;  f.  al.,  wh.; 
tot.  mem.,  90  vol. 

Water  Supply — Src.  spr.,  2  m.  bus.  cent;  sys., 
grav.;  mains,  iron,  10  in.  dia.;  48  hyd.;  pres., 
dom.  80  Iba.,  f.  90  lbs.;  cost,  $32,806;  cost  mtce., 
$1,000;  wks.  owned  by  village. 

HAMBURG,  p.  2.134;  f.  area,  660  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  8  stor;  priv.,  cem.,  bk. 
k  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  h.  k  1.  trk.,  1 
supply   wag..    8   hosfc   carta;   hose,   cot,  rub.   lined, 

fd..    2.300    ft;    f.    al.,    elec,    20    bx.;    val.    equip., 
8,000;   val.   bldgs.,   $4,800;   tot.   mem.,   60. 


Water  Supply — Src.  wells;  sys.,  pump  to  fltdp.; 
stdp.  cap..  192.000  gals.,  dim.  16  x  125.  loc 
south  on  Main  st,  mat.  mal.  L;  res.  capu,  1.- 
500,000  gals.;  2  pump,  eng.,  cap.  day  1,500,000 
gals.;  mains,  c  i.,  6H  dIm  6  to  12  in.  dlA.;  41 
hyd.;  met,  3;  896  serv..  pipe,  lead;  pres.,  dom. 
60  lbs.,  f.  100  lbs.;  cost  $65,000;  cost  mtce., 
$4,600;  wks.  owned  by  Co. 

HAMILTON,  p.  1,689;  f.  area,  90O  a.;  mere, 
bldgs.,  bk.  &  stn.,  2  ft  8  stor.;  priv.,  wd..  blu 
stn.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combe 
ord.;  causes  of  f.  Inv.  F.  dept. — 1  hand  eng.,  2  c 
hand  ex.,  1  h.  &  1.  trk.,  4  hose  car.;  hose,  cot. 
rub.  lined,  gd.,  1,600  ft;  inf.,  300  ft;  tot  hose, 
1.800  ft;  f.  al.,  bell  k  wh. ;  val.  equip..  $3,50u: 
val.  bldgs.,  $6,000;  exp.  dept,  $200;  tot.  mem.. 
80  vol. 

Water  Supply — Src,  spr.  k  lake,  1^  xn.  bos. 
cent;  evs.,  pump  to  stdp.;  stdp.  cap.,  200,000 
gals.,  dim.  30  x  40,  loc.  on  hill.  mat.  rock;  2 
pump,  eng.,  cap.  day  1.500,000  gals.;  mains,  c  I. 
71^  m.,  4  to  10  in.  dia.;  75  hyd.;  64  v.;  met.. 
180;  238  serv.;  p.pe,  galv.  i.;  pres.,  dom.  106 
lbs-,  f.  100  lbs.;  cons,  day,  175.000  f^als.;  cost. 
$58,000;  cost  mtce.,  $2,000;  wks.  owned  by  city. 

HAMMONDSPORT,  p.  1.254;  f.  area,  oOO  a: 
mere,  bldgs.,  stn.,  bk.  k  wd.,  2  to  4  stor.;  prv.. 
stn.,  bk.  k  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  k  combt  ord.;   causes  of  f.  inv.      F.   dept. — 

1  h.  ft  1.  trk.,  2  c  hand  ex.,  2  hoee  wa^.;  hose, 
cot,  rub.  lined,  gd.,  1.600  ft;  inf.,  400  ft;  fJt. 
hose,  2,000  ft;  f.  al.,  bell  ft  wh.;  tot  mezn..  10>1 
vol. 

Water  Supply — Src,  lake,  H  m.  bus.  cent;  stb. 
g^rav.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  530,6f><^ 
gals.,  dim.  60  x  26,  loc.  northwest  village,  mat 
stl.;  2  pump,  eng.;  mains,  iron,  4H  m..  4  to  » 
in.  dia.;  46  hyd.;  44  v.;  800  met;  250  eerr.;  pipe, 
iron;  pres.,  dom.  126  lbs.,  f.  126  lbs.;  cost,  $25.- 
000;  wks.  owned  by  city. 

HANCOCK,  p.  1,329;  f.  area.  600  a.;  mere 
bldgs.,   wd.   ft   bk..    1   to   8   stor.;   priv.,   wd.    ft  bk^ 

2  stor.;  wd.  rfs.  perm.;  combt.  ord.;  causes  of  f 
inv.  F.  dept. — 1  c  eng.,  1  h.  ft  1.  trk..  2  ho« 
wag.;  hose,  cot.,  rub.  lined,  gd.,  1,850  ft.;  iiif., 
.'>00  ft.;  tot  hose,  2,350  ft;  f.  al.,  bell  k  wh..  :i 
bx.;  \-al.  bldgs.,  $2,700;  exp.  dept,  $1,200;  to^ 
nicm..     120    vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  sy«. 
grav.;  res.  cap.,  7,000,000  gals.;  1  pump,  en^.: 
mains  c.  1.,  7^  m.,  4  to  8  in.  dia.;  43  hyd.;  tZ 
v.;  pipe,  galv.  L;  pres.,  dom.  ft  f.,  60  to  90  lbs.; 
cost,  $56,000;  wks.  owned  by  priv.  Co. 

HARRISON,  p.  2,600;  f.  area,  2,000  a.;  merr. 
bldgs..  stn.,  bk.  ft  wd..  1  to  8  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfg.  perm,  in  f.  area.  P.  dept — 
1  c  eng.,  1  h.  ft  1.  trk.,  1  hand  eng.,  4  c  hand 
ex.,  1  hose  wag.,  1  hose  cart;  hose,  cot,  rsb. 
lined,  gd..  1,100  ft;  inf.,  250  ft;  tot  hose,  1,350 
ft.;  f.  al..  bell;  val.  equip.,  $3,050;  ▼&!.  bidg*., 
$6,500;  exp.  dept.  $610;  tot  mem.,  56  toI. 

Water  Supply — Src,  wells.  8  m.  bus.  cent.;  sys.. 
pump  to  res.;  res.  cap.,  6,000  gals..  loc  40  ft. 
above  level;  2  pump,  eng.,  cap.  day  2,500,000 
gals.;  mains,  wrt.  i.  ft  c  {.,  3  m..  6  to  12  is. 
dia.;  34  hyd.;  6  v.;  met.  6;  80  serv.;  pres.,  dom. 
116  lbs.,  f.  116  lbs.;  cons.  day.  26,000  gala.;  con. 
f  11,000;  cost  mtce.,  $1,000;  wka.  owned  by  C-a: 
water  supplied  by  the  Inter-Urban  Water  Co. 

HARTWIOK.  p.  600;  f.  area,  500  a.  F.  dept.— 
1  hose  cart,  ladders,  hooks,  axes,  1.200  ft  hose; 
val.  equip.,  $100;  tot.   mem.,   85  vol. 

Water  Supply— ^rc,  spr.;  ays.,  grsT.;  J 
pump,  eng.;  20  hyd.;  1  m.  mains;  prea.,  dom.  ft  f., 
110   lbs.;   wks.   owned  by  priv.   Oo. 

HASTINOS-ON-HUDSON,  p.  4,552;  f.  area,  % 
m. ;  mere  bldgs.,  stn.,  bk.  ft  wd..  2  ft  3  stor.: 
priv..  stn.  ft  wd.,  8  stor.;  wd.  rfs.  perm,  ia  1 
area;  combt.  ord.;  causes  of  f.  inir.  F.  dept — 
1  auto,  hose  trk.,  5  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  6.000  ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $%,- 
600;  val.  bldgs.,  $8,000;  exp.  dept,  $800;  tot 
mem..    126    vol. 

Water  Supply — ^Supplied  from  North  Tairytowi 
by   Consolidated   Water  Co. 

HAVERSTRAW,  p.  6,669;  f.  area,  1.000  a.; 
mere  bldga.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv., 
stn.  ft  wd..  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  coasbt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trlL,  1 
aer.  trk.,  8  hose  car.,  2  hre.;  nose,  cot.,  rub.  liMd. 
gd.,  1,000  ft;  rub.,  gd.,  2,000  ft;  tot  hose,  t,000 
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ft.;  f.  al.,  wh.;  val.  equip.,  1 10,000;  val.  bldga., 
$15,000;  exp.  dept.,  Sl.OOO;  tot.  mem.,  216  vol.; 
undrs.  ratingr,  second  class. 

Water  Supply — Src,  spr.  &  brooka.  6  m.  bus. 
cent.;  sys.,  gmv.  &  pump.;  res.  cap.,  7,600,000 
gals.;   2  pump,  eng.,  class  comp.,  cap.  day   1,600,- 

000  gals.;  mains,  c.  i.,  16  m.,  4  to  10  in.  dia.;  140 
hyd.;  met.,  100;  986  sen'.;  pipe,  galv.  i.;  pres., 
dom.  75  to  126  lbs.,  f.  75  to  125  lbs.;  cons,  day, 
1.000,000  grals.;  cost  mtce.,  $20,000;  wks.  owned 
by   Co. 

HEMPSTEAD,  p.  4,964;  f.  area,  1%  m.;  mere, 
bldgs.,   bk.   k  wd.,   2   to   3   stor.;    priv.,   bk.  &  wd., 

1  %  to  4  stor. ;  wd.  rfs.  perm,  in  f .  area ;  fwks.  & 
conibt.  ord. ;  causcj  of  f.  inv.  F.  dept. — 1  str., 
9  c.  hand  ex.,  1  h.  &  1.  trk.,  4  hose  wag.,  1  hose 
reel,  3  hrs.;  hose,  cot.,  rub.  lined,  gd.,  500  ft.; 
inf.,  2,000  ft.;  tot.  hose.  2.500  ft.;  f.  al..  Game- 
well,  16  bx.;  val.  equip.,  $12,000;  val.  bldgs., 
$34,000;  exp.  dept.,  $3,500;  tot.  mem.,  250  vol.; 
undrs.  ratin-g,  ftr^t  claas. 

Water  Supply — Src,  wells,  \i,  m.  bus.  cent.; 
sys.,  pump  to  stdp.  &  dir.;  stdp.  cap.,  294,626 
gals.,   dim.    20   x   125.  loc.   at  Freeport,  mat.   stl.; 

2  pump,  eng.,  class  dup.,  cap.  day  1,000,000  gals.; 
mains,  c.  i.,  15  m.,  4  to  12  in.  dia.;  132  nyd.; 
45  v.;  met.,  46;  468  serv. ;  pipe,  galv.  i.;  pres., 
dom.  54  lbs.,  f.  54  lbs.;  cost,  $58,500;  cost  mtce., 
$5,300;   wks.   owned   by   village. 

HERKIMER,  p.  7,520;  f.  area,  1,280  a.;  mere, 
bldgs.,  bk.,  1  to  5  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  1  h.  &  1.  trk.,  1  comb, 
auto.  c.  &  h.  trk.,  2  c.  hand  ex.,  4  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  3,000  ft.;  f.  al.,  bell, 
15  bx.;  tot.   mem.,   126,  pd.  full  time  2.  vol.   128. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  630,000  gals.,  dim. 
25  X  60,  mat.  stl.;  2  pump,  eng.,  class  comp.  dup., 
cap.  day  2,000,000  gals.;  mains,  c  i.,  14  V&  m.,  4 
to  8  in.  dia.;  118  hyd.;  84  v.;  met.,  71;  1.234 
serv.;  pipe,  galv.  i.;  pres.,  dom.  85  lbs.,  f.  85  lbs.; 
cost,  $82,959;  cost  mtce.,  $6,607;  wks.  owned  by 
city. 

HICKSVILLE,  p.  2,000;  f.  area,  640  a.;  mere 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 
1  c  eng.,  1  str.,  1  hand  eng.,  1  h.  ft  1.  trk.,  1 
hose  wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  1,460 
ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldgs., 
$5,000;  exp.  dept.,  $550;  tot.  mem.,  80  vol. 

Water  Supply — Nassau  County  Water  Co. 

HIGHLAND,  p.  1,670;  f.  area.  960  a.;  mere 
bldgs..  bk.,  2  &;  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 4  c  hand  ex.,  1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
f.   al..  bells;    tot.   mem.,    86   vol. 

Water  Supply — Src,  spr.,  IH  m.  bus.  cent.;  sys., 
grav. ;  res.  cap.,  10,000,000  gals.,  loc.  on  mountain; 
mains,  c  i.,  6  m.,  4  to  8  in.  dia.;  41  hyd.;  20 
v.;  met.,  75;  120  serv.;  pipe,  galv.  i.;  pres.,  dom. 
100  lbs.,  f.  100  lbs.;  cost,  $39,000;  cost  mtce., 
$150;  wks.  owned  by  Co. 

HIGHLAND  FALLS,  p.  2,470;  f.  area,  1,200  a.; 
mere,  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2%  etor.; 
wd.  rfs.  perm.;  no  fwks.  &  combt.  ord.  F.  dept. — 
1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot.,  rub.  lined, 
xd.,  1.500  ft.;  f.  al.,  bell;  val.  equip.,  $1,200; 
val.  bldgs.,  $400;  exp.  dept.,  $200;  tot.  mem.,  86 
vol. 

Water  Supply — Src,  lake,  4  m.  bus.  cent.;  ays., 
grav.;  res.  cap.,  5,000,000  gals.;  mains,  c  i.,  8 
m.,  4  to  10  in.  dia.;  43  hyd.;  16  v.:  220  serv.; 
pipe,  galv.  i. ;  pres.,  dom.  60  lbs.,  f.  10?  lbs.;  cona. 
day,  70,000  gals.;  cost,  $76,000;  wks.  owned  by  Co. 

HIGHLAND  MILLS,  p.  600.  F.  dept. — 1  hose 
cart,  1,000  ft.  hose;  30  vol. 

Water  Supply — Sys.,  grav.;  18  hyd.;  pres.,  110 
lbs. 

-HiLTON,  p.  627.  F.  dept. — 1  gas.  eng.,  2  hand 
eng.,  1  h.  ft  I.  trk.,  2  hose  wag.;  hos«*,  cot.,  rub. 
lined,  gd.,  900  ft.;  f.  al.,  bell  «  wh. ;  val.  equip., 
$2,800;    tot.    mem.,    66    vol. 

Water  Supply — Not  reported. 

HOLLAND,  p.  800;  f.  area,  100  a.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — ^hose  cart,  ladder  trk.;  hose,  cot., 
rub.  lined,  gd..  1,000  ft.;  f.  al.,  bell;  val.  equip., 
$600;    val.   Wdgs.,    $2,000;    tot.    mem.,    40    vol. 


Water  Supply — Src,  wells.  1  m.  bus.  cent.;  sys., 
grav.;  1  pump,  eng.,  cap.  38,400  gals.;  mains,  2 
m.,  4  to  10  in.  dia.;  18  hyd.;  100  serv.;  pres., 
dom.  60  lbs.,  f.  60  to  80  lbs.;  cost,  $10,000; 
cost  mtce.,   $500;    wks.   owned   by  priv.  Co. 

HOLLEY,  p.  1,679;  f.  area,  600  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  pri%-.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt.  ord.  F.  dept. — 12  c  hand 
ex.,  1  h.  &  1.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft.;  fair,  350  ft.;  tot.  hose,  2,860 
ft.;  f.  al.,  wh.:  tot.  mem.,  70  vol. 

Water  Supply — Src,  wells,  l^At  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  260,000  gals., 
dim.  20  x  76,  mat.  iron;  8  pump,  eng.,  cap.  day 
2.000,000  gals.;  mains,  c  i.,-  6  m.,  4  to  8  in. 
dia.;  38  hyd.;  met..  184;  880  serv.;  pipe,  galv.  i.; 
pres.,  maximum  60  lbs.;  cons,  day,  50,000  to 
100,000  gals.;   wks.   owned  by   Co. 

HOMER,  p.  2,695;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  4 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
rub.,  gd.,  500  ft;  inf.,  1,000  ft.;  tot  hose,  2,600 
ft;  f.  al.,  Oamcwell;  val.  equip.,  $4,000;  val. 
bldgs.,  $2,000;  exp.  dept,  $400;  tot  mem.,  150 
vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  154,496  gals.,  dim. 
24  X  40,  mat.  iron;  3  pump,  eng.,  cap.  day  1,000.- 

000  gals.;  mains,  iron,  8  m.,  4  to  8  in.  dia.;  56 
hyd.;  30  v.;  met,  70;  360  serv.;  pipe,  iron; 
pres.,  dom.  90  lbs.,  f.  110  lbs.;  cons,  day,  150,000 
gals.;  cost,  $50,000;  wks.  owned  by  village. 

HONEOYE  FALLS,  p.  1,169;  f.  area,  1,600  a.; 
bldgs.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  causes 
of  f.  inv.  P.  dept — 1  str.,  8  c  hand  ex.,  1  h.  ft 
1.  trk.,  3  hoee  wag.;  hose,  cot,  rub.  lined,  gd., 
1,600  ft;  inf.,  400  ft;  tot  hose,  2,000  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $5,000;  \*al.  bldgs.,  $8,000; 
exp.  dept,  $250;  tot.  mem.,   115   vol. 

Water  Supply — Src,  wells,  1,000  ft.  bus,  cent; 
sys.,  pump  to  res.;  res.  cap.,  126,000  gals.;  2 
pump,  eng.,  cap.  day  48,000  gals.;  mains,  6  m., 
4  to  8  in.  dia.;  55  hyd.;  33  v.;  82  met;  82  serv.; 
pres.,  dom.  ft  f.,  58  Ibe.;  cons,  day,  8,000  gals.; 
cost,   $40,000;   wks.  owned  by   city. 

HOOSICK  FALLS,  p.  6,632;  mere  bldgs.,  bk.,  8 
to  6  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area.  F.  dept — 1  str.,  1  h.  ft  1.  trk.,  4  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,500  ft;  f.  al., 
bell;  vaL  equip.,  $1,000;  exp.  dept,  $2,000;  tot. 
mem.,   180  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  ays., 
pump  to  stdp.:  stdp.  cap.,  828,000  gals.,  dim.  40 
X  35.  loc  on  hill  east  village,  mat.  iron;  3  pump, 
eng.,  cap.  day  8,744,000  gals.;  mains,  cem.  ft  e  i., 
8  m.,  4  to  12  in.  dia.;  98  hyd.;  941  serv.;  pipe, 
galv.  i.;  pres.,  dom.  100  lbs.,  i.  100  lbs. 

HORNELL,  p.  14,000;  f.  area,  1,675  a.;  mere 
bldgs..  bk..  8  ft  4  stor.;  priv.,  bk.  ft  wd.,  2^ 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
oi-d. ;  oauws  of  f.  m\.  F.  dept. — '1  aer.  trk.,  6 
c.    hand    ex.,    1    comb.    c.    ft  h.   wag.,   1   hose  wag., 

1  hose  ft  turret  wag.,  5  hrs.;  hoee,  cot.,  rub.  lined, 
«,000  ft.;  f.  al.,  Gamewell  &  Starr,  37  bx.;  val. 
equip.,  $20,000;  val.  bldgs.,  $.S7,500;  exp.  dept, 
$1'5.000;  tot.  mem.  143,  pd.  full  time  8,  pd.  part 
time  15,  vol.   120. 

Water  Supply — Src,  wells,  1,000  ft.  bus.  cent; 
sys.,  pump  to  rcH. ;  res.  cap.,  1*26,000  gals.;  2 
pump,  eng.,  cap.  day  48,000  gals.;  mains,  6  m.,  4 
to  8  in.  dia.;  55  hyd.;  33  v.;  82  met.;  82  «erv.; 
pres.,  dom.  ft  f.,  hS  lbs.;  cons,  d-ay,  8,000  gals.; 
cost,  $40,000;  wks.  owned  by  city. 

HORSEHEADS,  p.  1,778;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  str.,  1  c  eng.,  2  c  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  4  hose  car.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell;  val. 
equip.,  $10,000;  val.  bldgs.,  $10,000;  exp.  dept, 
$600:   tot  mem,,   100  vol. 

Water  Supply — Src,  wells  ft  cisterns. 

HUDSON,  p.  11,417;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.,  wd.  ft  marble,  2  ft  8  stor.;  priv.,  bk. 
ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  f.  area;  rwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dent. — 1  comb, 
e  ft  h.  wag.,  1  h.  ft  1.  trk.,  8  c  hand  ex..  1  hose 
wag.,  5  hose  car.;  hose,  cot,  rub.  lined,  gd.,  6,600 
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ft.;  inf.,  150  ft.;  tot.  hose,  6,660  ft.;  f.  al.,  bell 
&,  wh.,  34  bx.;  val.  eqifip.,  $9,960;  val.  bldgs., 
$80,800;  exp.  dept.,  $8,500;  tot.  mem.,  288  vol. 
Water  Supply — Src,  creek,  18  m.  bus.  cent.; 
878m  erav.,  pump  to  res.;  res.  cap.,  86,000.000 
gals.,  loc  near  Churchtown,  N.  T.;  1  pump,  eng., 
cap.  day  1,640,000  gals.;  nmins,  c.  i.,  29.42  m.,  4 
to  18  in.  dia.;  225  hyd.;  200  v.;  200  met.;  2,000 
serv.;  pipe,  lead  &  iron;  pres.,  dom.  7>5  to  90 
Ibe.,  f.  75  to  130  lbs.;  cons,  day,  2,000,000  f^ln.: 
cost,  $270,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

HUDSON  FALLS,  p.  6,000.  F.  dept. — 1  rtr.,  1 
comb.  c.  &  h.  wag.,  .1  fa.  dE  L  trk.,  8  hose  wag.,  4 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,000  ft;  rUb.,  gd., 
900  ft.;  inf.,  1,000  ft.;  tot  hoee,  4.900  ft;  f.  *1., 
wh.;  val.  equip.,  $2^,000;  vaL  bldg».,  $4,000; 
cxp.  d«pt.,  $2,500;  tot  mem.  JIO,  pd.  full  time 
2,  pd.  part  time  8.  vol.  lOo. 

Water  Supply — «rc.,  spr.,  1  m.  bus.  cent.,  sys., 
pump  to  »tdp.;  stdp.  cap.,  820,000  gals.;  res. 
cap.,  3,000,000  gate;  4  pump,  eng.,  cap.  day  8,- 
500,000  gals.;  mains,  115  m.,  4  to  12  in.  dia.;  97 
h>'d.;  100  met;  1,200  serv.;  pres.,  dom.  60  lbs., 
f.  7*5  lb.s.;  cons,  day,  600,000  gala.;  wks.  owned 
by  priv.   Co. 

HUME,  p.  400;  f.  area,  60  a.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept 
— 2  hand  eng.;  hose,  cot.,  rub.  lined,  gd.,  800  ft; 
f.  al.,  bell;   vol. 

Water  Supply — Src,  wells,   cisterns  jc  creek. 

HUNTER,  p.  2,699.  F.  dept. — 2  hose  carts,  1 
hose  car.,  1,000  ft  hose;  f.  al.,  bell;  tot  mem., 
42  vol. 

Water  Supply — Sys.,  grav.;  28  hyd. 

HUNTINGTON,  p.  3,600;  f.  area,  600  a.;  mere, 
bldgs.,  bk.  k,  wd.,  1  Vi  to  3  stor. ;  priv.,  bk.  &,  wd., 
2^  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 1  auto.  h.  k  1.  trk.,  1  auto,  hose 
wag.,  1  gasoline  eng.,  1  h.  &;  1.  trk.,  4  c.  hand 
ex.,  2  hose  wag.,  2  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  8,000  ft;  rub.,  gd.,  300  ft;  inf.,  800 
ft;  tot.  hose,  3,600  ft;  f.  al.,  bell;  vaL  equip., 
$12,000;  val.  bldgs.,  $12,500;  exp.  dept,  $720; 
tot  mem.,  165  vol. 

Water  Supply — Stc,  wells,  ^  m.  bus.  cent; 
sys.,  pump  to  res.  &  stdp.;  stdp.  cap.,  50,000  gals.; 
res.  cap.,  250,000  gals.;  8  pump,  eng.,  cap.  day 
2.000,000  gals.;  mains,  c.  1.,  25  m.,  4  to  8  in. 
dia.;  102  hyd.;  100  v.;  998  met;  998  serv.;  pipe, 
galv.  i.;  pres.,  dom.  &  f.  26  to  76  lbs.;  cons,  day, 
400,000  gals.;  cost,  $163,024;  cost  mtce.,  $17,- 
829;  wks.  owned  by  Co. 

HYDE  PARK,  p.  2.900;  f.  area.  750  a.;  mere, 
bldgs.,  stn.,  bk.  &  wd..  1  V&  to  4  stor.;  priv.,  stn., 
bk.  k  wd.,  2  &  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  1 
str.,  1  hand  eng.,  4  c.  hand  ex.,  1  hose  wag.;  hose, 
rub.,  all  kinds,  2,000  ft;  f.  al.,  bell;  val.  equip., 
$3,000;  val.  bldgs.,  $500;  exp.  dept,  $2,500;  tot 
mem.,  120  vol. 

Watsr  Supply — 10  cisterns. 

ILION,  p.  6,688;  f.  area,  1,920  a.;  mere,  bldgs., 
bk.  k  wd.,  2  &  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 2 
str.,  1  h.  &  1.  trk.,  2  c.  hand  ex.,  6  hose  wag.,  6 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  8,000  ft.; 
inf.,  500  ft;  tot.  hose,  8,500  ft;  f.  al.,  wh.;  val. 
equip.,  $6,000;  vaL  bldgs.,  $16,000;  ezp.  dept, 
$1,000;  tot.  mem..  100  voL 

Water  Supply — Src,  creek,  2^  to  8^  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  81,000,000  gals.,  loc. 
1%  &  2%  m.  town;  mains,  c.  L,  19  m.,  4  to  16  in. 
dia.;  14'9  hyd.;  2.3'8  v.;  met,  45;  2,2-50  serv.; 
pipe,  lead;  pres.,  dt)m.  &  f.,  100  lbs.;  cons,  day, 
1,000,000  gale.;  cost,  $271,6-20;  cost  mtce.. 
$3,000;   wks.  owned  by   city. 

IN  WOOD,  p.  2,600;  f.  area,  1,280  a.;  mere, 
bldgs.,  wd.,  2  &  3  stor.;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.;  caiues  of 
f.  inv.  F.  dept. — 6  c  hand  ex.,  1  h.  &  1.  trk.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  960  ft;  f. 
al.,  bell;  val.  equip.,  $1,800;  vaL  bldgs.,  $1,600; 
exp.  dept.,  $76;  tot.  mem.,  90  vol. 

Water  Supply — Deep  wells.  (See  Far  Rocka> 
way.) 

IRVINGTON,  p.  2,819;  f.  area,  900  a.;  mere 
bldgs.,  bk.  k  wd.,  2  k  3  stor.;  priv.,  wd.,  2H 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  auto.  comb,  c  k  h.  wag.,  1  h.  &  -1. 
trk.,    10   c   hand   ex.,    2   hose   car.;   hose,   cot,  rub. 


lined,  gd.,  2,600  ft;  inf.,  1,000  ft;  tot  hose. 
3,500  ft;  f.  al.,  wh.;  vaL  equip.,  $9,000;  exp. 
dept,  $1,000;   tot.   mem.,  76  vol. 

Water  Supply — Src,  spr.  k  strm.,  1  m.  boi. 
cent;  sys.,  pump  to  res.;  res.  cap.,  6 1,500,000 
gals.;  pump,  eng.,  cap.  day  1,000,000  gala.;  nujoi, 
c.  L,  9  m.,  4  to  12  in.  dia.;  70  byd.;  40  v.; 
met,  400;  400  serv.;  pipe,  lead  k  galv.  L;  pn^, 
dom.  120  to  160  lbs.,  f.  160  lbs.;  cost,  $160,000; 
cost   mtce.,    $3,000;    wks.   owned   by   city. 

ISLIP,  p.  1,800;  f.  area,  2,500  a.;  mere  bldgL. 
wd.,  1  to  8  stor.;  priv.,  wd..  2  stor.:  vd.  rfs. 
perm.  F.  dept — 1  c.  eng.,  2  h.  A  L  trk.,  2  bose 
car.,  1  hose  cart;  hose,  gd.,  8,600  ft;  f.  aL,  beQ; 
exp.  dept,   $800;  tot   mem.,  80  voL 

Water  Supply — Src,  driven  wells;  sys.,  pomp  to 
stdp.;  stdp.  cap..  86,200  gals.;  2  pump,  esf.; 
mains,  7  m.;  62  hyd.;  cons,  day,  1,600,000  gala; 
wks.  owned  by  Co. 

ITHACA,  p.  14,802;  f.  area,  2,800  a.;  mere 
bldgs.,  bk.,  2  to  5  stor.;  priv.,  wd.,  bk.  k  ecm., 
1  to  3  stor. ;  wd.  rfs.  not  perm,  in  f.  area;  fwln.  k 
combt  ord.;  causes  of  f.  inv.  F.  d^t. — 2  tzipk 
comb,  auto.,  2  auto.  comb.  c.  k  h.  wag.,  1  anta 
squad,  wsg.,  1  chief's  auto.,  1  chiefs  buggy.  2 
str.,  1  aer.  trk.,  1  h.  A  L  trk.,  8  comb,  c  A  It- 
wag.,  18  c.  hand  ex.,  1-6  hrs.;  hose,  oot.,  i^< 
lined,  gd.,  11,500  ft;  f.  aL,  bell,  elec,  43  bx.; 
val.  equip.,  $60,000;  vah  bldgs.,  $40,000;  exp 
dept,  $2,800;  tot  mem.  542,  pd.  full  time  10, 
pd.  part  time  4,  628  voL 

Water  Supply— Src,  stream  storage,  cap.  800.- 
000,000  gals.,  4  m.  bus.  cent;  sys.,  grav.;  4  stdpi 
cap.,  2,000,000  gals.;  8  pump,  eng.,  cap.  <^f 
4,000,000  gals.;  mains,  c  L,  60  m.,  4  to  20  in.  dii.; 
270  hyd.;  6.19  v.;  met,  3,800;  8,820  serv.;  pipe. 
lead,  galv.  L;  pres.,  dom.  k  t.  70  to  125  lbs.;  cars. 
day,  2,500,000  gals.;  cost,  $1,1<60,000;  cost  mtce, 
$20,000;  wks.  owned  by  citj'. 

JAMAICA  (Greater  New  York),  p.  12.360;  I 
area,  3,400  a.;  mere,  bldgs.,  stn.,  bk.  ft  wd.,  2^ 
to  6  stor.;  priv.,  stn.,  bk.  k  wd.,  2V^  stor.;  vd. 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt  onL; 
causes  of  f.  inv.  F.  dept — 1  str.,  3  b.  &  I 
trk.,  16  c.  hand  ex.,  6  hose  wag..  22  hrs.;  bose. 
cot,  rub.  lined,  gd.,  4,000  ft;  rub.,  gd.,  500  li: 
inf.,  500  ft;  tot.  hose,  6,000  ft;  f.  aL,  belL  v^ 
k  elec,  44  bx.;  vaL  equip.,  $10,000;  vaL  bl6g^ 
$22,000;  exp.  dept,   $20,000;  tot  mem.,  802  voL 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp: 
stdp.  cap.,  600,000  gals.;  pump,  eng.,  cap.  dtf 
6,500,000  gals.;  mains,  76  m.,  4  to  IS  in.  dii.; 
663  hyd.;  70  v.;  met,  10;  pres.,  dom.  55  lbs.,  1 
55  lbs.;  cost,  $660,000;  wks.  owned  by    Co. 

JAMESTOWN,  p.  81,297;  f.  area,  10  sq.  m.; 
mere  bldgs.,  bk.,  8  to  6  stor.;  priv.,  wdL,  2  stor.: 
wd.  rfs.  not  perm,  in  f.  area.  F.  dept — 2  str.,  2 
comb.  c.  k  h.  wag.,  1  auto.  comb,  c  ft  h.  wag..  1* 
c   hand   ex.,    1    aer.    trk.,   2   h.   ft   1.   trie.,    2 


wag.,  1  hose  reel,  20  hrs.;  hose,  cot,  rub.  lined. 
gd.,  9,000  ft;  f.  al..  bell,  60  bx.;  vaL  equip.,  $41.- 
450;  vaL  bldgs.,  $56,000;  exp.  dept,  $42,OG>0. 
tot  mem.,  57,  pd.  full  time  87,  voL  20. 

Water  Supply — Src,  wells.  4  m.  bus.  cent;  ifa, 
pump,  dir.;  res.  cap.,  600,000  gals.;  5  pump,  tttg-, 
class  comp.  dup.,  cap.  day  20,422,000  gals.;  main*, 
c  L,  81  m.,  2  to  18  in.  dia.;  482  hyd.;  390  ▼•: 
5,800  met;  7,200  serv.;  pipe,  galv.  i.;  pres.^  dom. 
50  to  112  lbs.,  f.  160  lbs.;  cons,  day,  3,062,000 
gals.;  cost  mtce.,  $27,000;  wks.  owned  by  city. 

JEFFERSONVILLE,  p.  670.  F.  dept. — 1  h.  ft  I 
trk.,  1  hand  eng.,  8  hose  car.,  1.250  ft.  bose: 
f.   al.,  bell;   tot.  mem.,  60  vol. 

Water  Supply — Sys.,  grav.;  90  lbs.  pre*. 

JOHNSTOWN,  p.  10,447;  f.  area,  2,206  a.: 
mere  bldgs.,  bk.  ft  wd.,  2  to  6  stor.;  priv.,  bk.  & 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  auto.  comb,  c 
k  h.  wag.,  1  h.  ft  1.  trk.,  2  c  hand  ex.,  1  boer 
^-ag,  8  hose  carts,  2  hrs.;  hose,  cot,  nib.  lioeA. 
gd.,  4,250  ft;  f.  al.,  bell  ft  wh.,  S3  bx.;  «al 
equip.,  $16,000;  vaL  bldgs.,  $11,000;  ezp.  dept. 
$7,000;  tot  mem.  100,  pd.  full  time  4,  pd.  pan 
time  1,  vol.   95. 

Water  Supply — Src,  spr.  ft  strm.,  4  ra.  baa 
cent.;  sys.,  grav.;  res.  cap.,  13,250,000  gala; 
mains,  c.  L,  88  m.,  4  to  16  in.  diA.;  210  nrd.: 
397  v.;  met.  254;  2,842  serv.;  pipe,  iron;  pres.. 
dom.  ft  f.  86  to  160  lbs.;  cons.  day.  1.500,0^ 
gals.;  cost,  $205,000;  cost  mtce.,  $8,000:  »)^ 
owned  by  city. 
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JORDAN,  p.  078;  f.  area,  640  a.;  mere,  bldgs.. 
bk..  8  stor.;  priv.,  wd.  k  bk.,  2  stor.;  wd.  rfs.  not 
perm.;  no  fwlcs.  &  eombt.  ord.  F.  dept. — 1  atr., 
8  hoee  car.;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft.; 
f.  al.,  bell;  val.  equip.,  $4,000;  val.  bldgs.,  $7,000; 
ezp.  dept..  $1,200;  tot.  mem.,  40  vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  1,600,000  gals.;  mains,  c.  i.,  cem., 
4  m.,  4  to  8  in.  dia.;  86  nyd.;  16  v.;  105  serr.; 
pipe,  galv.  i. ;  pres.,  dom.  60  lbs.,  f.  60  lbs.; 
cost,  $22,000;  wks.  owned  by  Co. 

KATONAH,  p.  1,000.  F.  dept.— 1  h.  &  1.  trk., 
8  hose  carts,  2  hand  ex.,  1  hand  eng.,  1,500  ft. 
hose;   f.  al.,  bell;  tot  mem.,   80  vol. 

Water  Supply-~8rc.,  well,  %  m.  bus.  cent.;  sys., 
pump  to  stdp. ;  stdp.  cap.,  60,000  gals.;  2  pump, 
eng.;  mains,  c.  1.,  2  to  4  in.  dia.;  18  hyd.;  130 
serv.;  wks.  owned  by  priv.  Co, 

KEESVJLLE,  p.  1,886;  f.  area,  640  a.;  bldgs., 
wd.,  hk.  k  stn.,  2^8  stor.;  wd.  rfs.  perm.:  fwks. 
k  combt.  ord.  F.  dept. — S  c.  hand  ex.,  1  n.  A  1. 
trk.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  3,000 
ft;  f.  al.,  bell;  val.  equip.,  $1,660;  val.  bldgs., 
$2,000;   exp.   dept.,  $800;    tot.   mem.,   64   vol. 

Water  Supply — Src.,  well,  in  bus.  cent;  sys., 
pump  dir.;  2  pump,  eng.,  cap.  day,  210,000  gals.; 
mains,  c.  1.,  6  m.,  2  to  10  in.  dia.;  61  hyd.;  30  v.; 
176  serv.;  R6  met.;  pipe,  galv.  i. ;  pres.,  dom.  80 
lbs.,  f.  100  lbs.;  cost,  $60,000;  cost  mice., 
$1,800:    wk.«.    owned    ny    city. 

KINDERHOOK,  p.  608;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  ator.;  priv.,  bk.  k  wd.,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  cauaes  of  f. 
inv.  F.  dept. — 1  h.  k  1.  trk.,  1  atr.,  1  hand  eng., 
2  c.  hand  ex.,  8  carta;  hoae,  cot.,  rub.  lined,  gcL, 
1.700  ft;  f.  al.,  bell;  val.  equip.,  $8,000;  val. 
bldgs.,  $8,000;  exp.  dept,  $876;  tot  mem.,  50  voL 

Water  Supply — Src.  ciatema,  wells,  rea.  k  atdp. 

KINGSTON,  p.  25,008;  f.  area,  0,600  a.;  mere 
bldsrs.,  bV.  k  wd.,  2  to  6  stor.;  priv.,  wd.  k  bk.,  S 
to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  c.  eng., 
2  h.  ft  1.  trk.,  4  hose  car.,  4  hose  wag.,  8  hrs. : 
hose,  cot.,  rub.  lined,  gd.,  9,000  ft;  f.  al.,  Game- 
well,  70  bx.;  val.  equip.,  $36,000;  val.  bldgs., 
$45,000;  exp.  dept,  $26,000;  tot  mem.  295,  \u\. 
full  time    17,   vol.    278. 

Water  Supply — Src,  mountain  strm.,  7  m.  bus. 
cent;  aya.,  grav.;  mains,  c  i.,  78  m.,  4  to  20  in. 
dia.;  470  hyd.;  124  met;  5,264  serv.;  pipe,  lead; 
pres.,  dom.  80  to  125  lbs.,  f.  80  to  125  lbs.;  cons, 
day,  4,125,000  gals.;  cost,  $872,705;  cost  mtce., 
$19,000;  wks.  owned  by  <Aty, 

LACKAWANNA  CITY,  p.  14,640;  f.  area,  2,400 
a.;  mere  bldgs.,  bk.  k  wd.,  1  to  4  stor.;  priT.,  bk., 
stn.  k  wd.,  1  to  8  Ator.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  k  combt  ord.;  causes  of  f.  inv.  F.  dept — 1 
aer.  trk.,  1  comb.  c.  k  h.  wag.,  6  c  hand  ex.,  1  h. 
k  L  trk.,  2  hose  wag.,  2  hose  car.,  3  hrs.;  hose, 
cot,  rub.  lined,  gd.,  6,400  ft.;  f.  al.,  GameweU,  83 
bx.;  val.  equip.,  $11,500;  val.  bldgs.,  $20,500:  ezp. 
dept,  $15,600;  tot  mem.  08,  pd.  full  time  8,  pa. 
part  time  00;  8  voL  Cos.,  receiving  $800  a  year 
each. 

LAKE  PLACID,  p.  1,682.  F.  dept — 1  h.  ft  L 
trk.,  4  hose  carts,  6  hand  ex.,  5,000  ft.  hose;  L  aL, 
bell;  tot  mem.,  106  voL 

Water  Supply — Sro.,  Lake  Placid,  1  m.  bus. 
cent;  sys.,  dir.  pres.;  res.  cap.,  6,260,000  gals.; 
2  pump,  enff.,  cap.  day,  2,304,000  gals.;  mains, 
2  m.,  2  to  i2  in.  dia.;  40  hyd.;  pres.,  dom.  k  f. 
60  to  150  lbs.;  cons,  day,  676,000  gals.;  cost, 
$127,000;   wks.  owned  by  village. 

LANCASTER,  p.  4,<864;  f.  area,  1,200  a.:  mere, 
bldgrs.,  bk.,  stn.  k  wd.,  2  to  8  stor.;  priv.,  bk.,  stn. 
k  wd.,  2  to  2 Vis  stor.;  wd.  rfs.  perm,  in  f.  area; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
c.  k  h.  wag.,  800  c.  hand  ex.,  1  h.  &  1.  trk.,  1 
aer.  trk.,  4  hose  wag.,  1  hose  reel,  S  hrs.,  1  hose 
sleigh  in  reserve;  hoee,  rub.  lined,  gd.,  10,000  ft; 
inf.,  300  ft.;  tot.  nose.  10.300  ft.:  f.  al.,  bell,  wh. 
k  telp.,  13  bx. ;  val.  equip.,  $26,000;  val.  bldgs., 
$70,000;  exp.  dept,  $1,400;  tot  mem.,  108.  pd. 
part  time  80.  28  vol. 

Water  Supply — Src,  lake,  10  m.  bus.  cent;  sys., 
pnmp  to  res.  k  dir.;  res.  cap.,  600,000  gals.;  pomp, 
eng.,  cap.  day,  1.000,000  K^als. ;  mains,  IS  m.,  4 
to  12  in.  dia.;  106  hyd.;  2.50  v.;  met,  906;  700 
serv.;  pres.,  dom.  100  lbs.,  f.  110  lbs.;  cone,  day, 
300,000  gals.;  cost,  $80,000;  cost  mtce.,  $8,000: 
wks.  owned  by  village. 


LARCH  MONT,  p.  1,968;  f.  area,  20  a.;  mere. 
bldgs.,  stn.,  bk.  k  wd.,  1  to  4  stor.;  priT.,  stn..  bk. 
k  wd.,  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  rwks. 
k  combt.  ord.;  causes  of  f.  inv.      F.   d^t — 2   str., 

1  h.  &  1.  trk.,  2  comb.  c.  k  h.  wag.,  1  auto, 
comb.  c.  k  h.  wag.,  2  hose  wag.,  3  hose  reels, 
9  hrs.;  hose,  cot,  rub.  lined,  gd.,  3,600  ft;  rub., 
gd..  600  ft;  inf.,  1,000  ft;  tot  hose,  5,200  ft; 
f.  al.,  Oamewell;  val.  equip.,  $26,000;  val.  bldgs., 
$16,000;  exp.  dept,  $6,500;  tot  mem.,  300,  pd. 
full  time  6,  rd.   part  time  1.  293  vol. 

Water  8upply^---Src,  riv.,  IH  m.  bus.  cent;  vys., 
grav.;  res.  cap.,  110,000,000  gals.;  mains,  c  L, 
lOH  m.,  4  to  IS  In.  dia.;  66  hyd.;  36  ▼.;  met, 
280;  128  serv.;  pres.,  f.  16  to  47  lbs.:  cost,  $160,- 
000;  cost  mtce,  $1,400;  wks.  owned  by  Co. 

LAWRENCE,  p.  6,000;  f.  area,  900  a.  F.  dept 
— 1  str.,  hose,  hooks  k  ladders;  val.  equip.,  $10,- 
000:  tot  mem.,  120  vol. 

Water  Supply — Src,  Queens  Co.   Water  Co. 

LEROY,  p.  8,771;  f.  area,  1,060  a.;  mere  bldgs., 
bk.,  %  k  Z  ator.;  priv.,  wd.  k  lA.,  8  stor.;  wd.  rfk 
not  perm.;  fwks.  k  combt  ord.;  causes  of  t  inv. 
F.  dept — 2  c.  hand  ex.,  1  c.  eng.,  1  h.  &  1.  trk.,  8 
hose  wag.,  1  hose  reel;  hose,  cot,  rub.  lined,  gd., 
2.200  ft;  inf.,  260  ft;  tot  hose,  2,450  ft;  f. 
al..  bell  k  wh.,  12  bx.;  val.  equip.,  $12,000;  val. 
bldgs.,  $7,000;  exp.  dept,  $2,000;  tot.  mem., 
90  vol'. 

Watsf  Supply — Src,  spr.  k  wells,  IH  m.  bus. 
cent;  ays.,  pump  to  stdp.  k  dir,;  stdp.  cap.,  835,- 
000  gals.,  dim.  20  z  100;  3  pump,  eng.,  cap.  day 
2,000,000  gals.;  mains,  c  L,  18^  m.,  4  to  10  in. 
dia.;  Ill  hyd.;  met,  810;  476  serv.;  pipe,  galv.  i.; 

$res.,  dom.  60  to  80  lbs.,  f.  60  to  80  lbs.;  cost, 
66,000;  wks.  owned  by  city. 

LESTERSHIRE,  p.  3,775;  f.  area,  1  sq.  m.; 
mere,  bldgs.,  bk.,  stn.  k  wd.,  1  to  4  stor.;  priv., 
bk.,  stn.  k  wd.,  1  to  2  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  &  combt.  ord.;  caujies  of  i.  inv.  F. 
dept — 1  h.  &  1.  trk.,  1  str.,  1  comb.  c.  k  h.  wag.. 
4  c.  hand  ex.,  1  hose  wag.;  hose.  rub.  lined,  gd., 
2,200  ft;  inf..  500  ft;  tot.  hose,  2,700  ft;  f.  al., 
Oamewell,  16  bx.;  -«al.  equip.,  $16,000;  val.  bldgs., 
$30,000;  exp.  dept,  $500;  tot.  mem.,  163,  pd. 
full  time  2,  pd.  part  time  1,  150  vol. 

Water  Supply — Src,  wells,  600  ft.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  1,000,000  gals.,  loc 
north  village;  3  jminp.  eng.,  clas^  trip,  k  dup. ;  cap. 
day,  1,500.000  gals.;  mains,  c.  i.,  10  m.,  4  to  12 
in.  dia.;  63  hyd.;  met.,  850;  850  serv.;  pipe,  galv. 
k  wrt  i. ;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cons,  day, 
750,000  gals.;  cost  mice.,  $12,000;  wks.  owned 
by  village. 

LIBERTY,  p.  2,078;  f.  area,  600  a.;  mere  bldgs., 
stn.,  bk.  4c  wd.,  2  ft  8  stor.;  priv.,  stn.,  bk.  k  wd«, 

2  stor.;  wd.  rn.  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept. — I  auto.  comb, 
c.  k  hose  wag.,   3   auto,  hose  trk.,   1   h.   &  1.   trk., 

3  hose  sleighs,  4  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  3,000  ft;  inf.,  600  ft;  tot  hose,  3,500  ft; 
I.  al.,  wh.;  val.  equip.,  $8,600;  val.  bldgs.,  $6,000; 
exp.  dept.,  $1,000;  tot.  mem.,  12.5  vol. 

Water  Supply — -^Src,  lake  k  strm.,  2  m.  bua. 
cent.;  sys.,  pump  to  res.;  res.  cap..  6,000,000  gals.; 
pump,  eng.,  cap.  day,   600,000  gals.;   mains,   8  m., 

4  to  8  m.  dia.;  40  hyd.;  375  met;  660  serv.; 
pres.,  f.   125  lbs.;  wks.  owned  by  village. 

LIMAr  p.  866;  f.  area,  640  a.;  mere,  bldgs.,  bk., 
t  k  B  ator.;  priv.,  wd.,  8  ator.;  wd.  rfa.  perm.; 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  e.  eng., 
6  c  hand  ex.,  1  h.  JIe  L  trk..  8  hose  carts:  hose, 
cot,  rub.  lined,  gd.,  1,200  ft;  f.  aL,  bell;  vaL 
equip.  4c  bldgs.,  $4,000;  tot  mem.,  80  voL 

Water  Supply---Src,  spr.,  1  m.  bus.  cent;  nrs., 
pump  to  res.  k  dir.;  res.  cap.,  268,500  gals.,  loc 
800  ft  spr.;  1  pump,  enf.,  cap.  day  100,000  gals.; 
maina,  iron,  7  m.,  4  to  8  in.  dia.;  46  hyd«:  40  v.; 
36  met.;  210  serv.;  pipe,  galv.  i.:  pres.,  dom.  60 
lbs.,  f.  60  to  80  lbs.;  cons,  day,  85,000  gals.;  cost, 
$23,000;  wks.  owned  by  dt^, 

LINDENHURST,   p.    1,840;   f.   area.   4   sq.   m.; 

mere,  bldgs.,  bk.  k  wd.,  2  to  3  stor.;  priv.,  bk.  k 
wd.,  2  to  3  stor.;  causes  of  f.  inv.  F.  dept. — 1 
gasoline  eng.,  1  hand  eng.,  4  c.  hand  ex.,  2  h.  &  I. 
trk.,  1  comb.  c.  k  h.  wag.  with  2  c  tk.,  1 
supply  wag.;  hose,  cot,  rub.  lined,  gd.,  2,100  ft; 
f.  al.,  8  bells  &  horns;  val.  equip.,  $5,500;  val. 
bldgs.,  $8,000;  exp.  dept,  $600;  tot  mem.,  170 
vol. 
Watsf  Supply — Src,  artesian  wells. 


c-256 


FIRE   DEPARTMENTS  AND   WATER   SUPPLY— NEW   YORK. 


LITTLE  FALLS,  p.    12,878;  f.  arai,  8.011   «.; 

mere,  bldgs.,  bk.  H  wd.,  2  to  4  stor.;  priv.,  wd., 
2%  stor.;  wd.  rfs.  not  perm,  in  f.  area;  coinbt. 
ord.;   causes   of  f.    inv.      F.    dept. — 12   c.  hand  ex., 

1  h.  &  1.  trk.,  1  chief's  auto.,  6  hose  wag.,  1  hose 
reel,  >5  hrs. ;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft.; 
f.  al.,  Oaniewell,  30  bx.;  exp.  dept.,  |9,000;  tot 
nieni.   25,  pd.  full  time   5,   pd.  part  time   20. 

Water  Supply — Src,  creeks.  11  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  25,000,000  gals.;  mains,  c.  i., 
20  m.,  4  to  14  in.  dia.;  156  hyd.;  610  v.;  834 
met.;  2,102  serv.;  pipe,  lead;  pres.,  40  lbs.  to 
14U  lbs.;  cons,  day,  3.000,000  gals.;  cost.  |446,- 
000:  cost  mtce..  $20,000:  wks.  owned  by  ci^. 

LITTLE  VALLEY,  p.  1.368;  mere,  bldgs.,  bk.  A 
wd.,  1  to  3  stor.;  priv.,  wd..  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ord.;  causes  of  f.  inv.     F.  dept. — 

2  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  2,000  ft.;  inf.,  1,000  ft;  tot 
hose.   3,000   ft.;   f.  aL,  bell;  tot   mem.,   70   vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  sye., 
grav.;  res.  cap.,  106,000  gals.;  mains,  iron,  4 
m.,  4  to  6  in.  dia.;  19  hyd.;  310  serv.;  pipe,  galv. 
i. ;  pres.,  f.  90  lbs.;  cost,  $16,600;  cost  mtce., 
$200;  wks.  owned  by  Co. 

LIVERPOOL,  p.   1,888;  mere,  bldgs.,  bk.  A  wd.. 

3  stor.;  wd.  rfs.  perm.;  no  fwks.  &  oombt  ord.  F. 
dept. — 40  buckets,  120  c.  hand  ex.,  3  c.  eng.,  1 
auto.  c.  eng.,  1  h.  &  1.  trk.;  250  ft  hose;  f.  al., 
Gamewell,  6  bx.;  val.  equip.,  $2,500;  val.  bldgs., 
$2,500;   exp.  dept,   $200;   tot.   mem.,   38   vol. 

Water  Supply — Src,  wells  k  cisterns. 

LOCKPORT,  p.  20,000;  f.  area,  8,200  a.;  mere 
bldgs.,  bk.,  stn.  k  wd.,  2  to  6  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c.  k  h. 
wag.,  8  c  hand  ex.,  1  h.  ft  1.  trk..  1  aer.  ttk.,  6 
hose  wag.,  5  hose  car.,  11  hrs.;  hose,  cot,  rub. 
lined,  gd.,  5,000  ft;  inf.,  1.000  ft;  tot  boee, 
6,000  ft,  f.  al.,  Gamewell.  51  bx.;  val.  equip., 
$50,000;  vaL  bldgs.,  $30,000;  exp.  dept,  $20,000; 
tot.  mem.,  176,  pd.  full  time  14,  voL  161. 

Water  Supply — Src,  Niagara  Riv.;  sye.,  pump 
dir.;  3  pump,  eng.,  class  centrif.,  cap.  day  21.- 
000,000  gals.;  mnins,  c.  i.,  35  m.,  A  to  24  in. 
dia.;  468  hyd.;  835  v.;  met,  800;  8,200  serv.; 
pipe,  wrt  i.;  pres.,  dom.  65  lbs.,  f.  100  lbs.; 
cons,  day,  5,000,000  gals.;  cost  $700,000;  cost 
mtce.,  $25,000;  wks.  owned  by  city. 

LONG  ISLAND  CITY  (Greater  New  York),  f. 
area,   5,120  a.;  mere  bldgs.,  iron,  bk.  k  wd.,  8  k 

4  stor.;  priv.,  stn.,  bk.  k  wd..  8  ft  4  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 6  str.,  24  c  hand  ex.,  1  h.  ft  1.  trk., 
2  aer.  trk.,  1  f.  boat,  6  hose  car.,  86  hrs.;  hose, 
rub.,  gd.,  7,000  ft;  f.  al.,  Gamewell,  48  bx.;  vaL 
equip.,  $75,000;  val.  bldgs.,  $100,000;  exp.  dept, 
$205,000;  tot  mem.,  128,  pd.  full  time. 

Water  Supply — Src,  wells;  ays.,  pump  dir.;  4 
pump,  eng.,  cap.  day  9,000,000  gals.;  mains,  c.  i., 
80  m.,  6  to  80  In.  dia.;  1,220  hyd.;  7,200  met; 
16,000  serv.;  pres.,  dom.  60  lbs.,  f.  80  lbs.;  cost, 
$700,000;  cost  mtce.,  $40,000;  wks.  owned  by 
N.  Y.  City. 

LOWVILLE.  p.  2,940;  mere  bldgs.,  bk.,  2  to  4 
stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1. 
trk.,  10  c  hand  ex.,  1  c  tk.,  4  hose  car.,  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  3,250  ft;  in 
rescr\e,  1,000  ft.;  tot.  hose,  4.250  ft;  f.  al..  bell 
ft  telp.;  val.  equip.,  $6,206;  val.  bldgs.,  $6,000; 
exp.  dept,   $500;   tot.  mem.,  62  vol. 

Water  Supply — Src,  spr.,  10  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  2,090,000  gals.,  loc  %  m.  north 
village;  mains,  c  i.,  23  m.,  4  to  16  in.  dia.;  110 
hyd.;  152  v.;  met.,  806;  897  serv.;  pipe.  galv.  i.; 
cost,  $111,335;  cost  mtce.,  $2,000;  wks.  owned 
by  city. 

LYN BROOK,  p.  1,800;  f.  area,  1  sq.  m.  F. 
dept — '8  c.  hand  ex.,  1  h.  ft  I.  trk.,  2  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  2,400  ft.;  f.  ah,  wh.; 
exp.   dept.,   $2,500;   tot.   mem..   210   vol. 

^-YNDONVILLE,  p.  841;  f.  area,  1  sq.  m.  F. 
dept — 1  str.,  2  hand  c  ex.,  2  hose  carts,  900  ft 
hose;  val.  equip.,  $1,800;  val.  bldgs.,  $300;  exp. 
dept,  $200;  tot.  mem.,  30  vol.;  undrs.  rating,  third 
class. 

Water  Supply — Src,   creek. 

LYONS,  p.  4,460;  f.  area.  640  a.;  mere  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  1  ft  2 
stor.;   wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.     F. 


dept — 2  str.,  2  e  eng.,  8  c.  hand  ex.,  2  h.  ft  I. 
trk.,  1  hose  wag.,  7  hose  car.;  hose,  coi.,  rub.  lined, 

fd.,  6,000  ft;  inf.,  1,000  ft;  tot  hose,  7,000  ft; 
al.,  bell;  val.  equip.,  $15,000;  val.  bldgs.,  $10,- 
000;  exp.  dept,  $2,500;  tot  mem.  228,  pd.  full 
time  3,  pd.  part  time  14,  voL  211;  undr«.  rating, 
first  class. 

Water  Supply — Sre,  welle,  1%  m.  bus.  cent; 
^s.,  pump,  to  stdp.;  stdp.  cap.,  117,500  gals.,  dim. 
20  X  60;  2  pump,  eng.,  cap.  day  2,000,000  gaU; 
mains,  c  1.,  9%  m.,  2  to  10  in.  dia.;  69  hyd.; 
58  v.;  met,  20;  560  serv.;  pipe,  galv.  i.;  pres., 
dom.  80  lbs.,  f.  100  lbs.;  cone,  day,  181,000  gal&: 
wks.  owned  by  Co. 

MACHIAS,  p.  200;  f.  area,  400  a.  No  org.  L 
dert. 

Water  Supply — Sre,  sin*.,  1  m.  bus.  cent.;  *}«., 
grav.;  mams,  3  m.;  22  hyd.;  pres..  dom.  £  f.  76 
lbs.;  cost,  $18,000;  wks..  owned  by  priv.  Co. 

MALONE,  p.  6,467;  f.  area,  750  a.;  mere  bldga^ 
bk.,  2  to  4  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rf& 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 2  str.,  1  sleigh,  1  e  eng.,  4  c.  hand  ex.. 

1  h.  ft  1.  trk.,  2  hose  wag.,  1  hose  car.,  6  hn.; 
hose,  rub.,  gd.,  4,500  ft;  f.  al..  Gamewell,  27 
bx. ;  val.  equip.,  $7,500;  val.  bldgs.,  $4,000;  exp. 
dept,  $1,500;  tot  mem.,  60. 

Water  Supply — Sre,  spr.,  8  m.  bus.  cent;  qt"-. 
grav.  to  res.;  rea.  cap.,  2,000,000  gals.,  loe  1  m. 
cent  citv;  mains,  e  L,  88 ^  m.,  4  to  12  in.  dia.; 
100  hyd.;  803  v.;  met,  2;  1,886  serv.;  pipe,  iroci 
ft  lead;  pree.,  dom.  93  lbs.,  f.  93  lbs.;  cost,  $160,- 
000;  wks.  owned  by  Co. 

MAMARONECK,  p.  6,699;  mere  bldffs.,  bk.  k 
wd.,  4  stor.;  pr.v.,  wd.,  2^  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — 1  hand  eng.,  1  str., 
4  e  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  6,000  ft;  f.  aL,  wh.,  12  bx.; 
tot.    mem.,   175   vol. 

Water  Supply — Sre,  riv.;  ^s..  pump  to  res.; 
res.  cap.,  1,000,000  gals.;  2  pump,  eng.,  cap.  dav 
4,500,000  gals.;  mains,  40  m.,  4  to  16  in.  dia.; 
106  hyd.;  15  v.;  800  met;  pres.,  dom.  ft;  f.  60  to 
150  lbs.;  cost,  $65,000;  cost  mtce.,  $2,500;  vU. 
owned  by  Co. 

MANLIUS,  p.  1,814;  f.  area,  500  a.;  mere 
bldgs.,   wd.   ft   bk.,   2   ft   3   stor.;   priv.,  wd.   ft  bk., 

2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  e  eng.,  1  e  hand  ex.,  1  h. 
ft  1.  trk.,  8  hose  wag.;  hose,  cot,  rub.  lined,  gd.. 
1,500  ft;  rub.,  gd..  150  ft;  tot  hose,  1.650  ft.; 
f.  al.,  bell;  val.  equip.,  $1,700;  vzl.  bldgs.,  $2,000; 
exp.  dept,  $500;  tot.  mem.,  46  vol. 

Water  Supply — Sre,  spr.,  8  m.  bus.  coat;  tj%., 
grav.;  mains,  e  1.,  6  m.,  4  to  12  in.  dia.;  ^4 
hyd.;  27  v.;  met,  101;  100  serv*.;  pres..  dom. 
ft  f.   100   lbs.;   cost,  $25,000;' wks.  owned   by  city. 

MARATHON,  p.  1,079;  f.  area.  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  I 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area.  P.  dept — 
2  str.,  4  c  eng.,  1  band  eng..  8  hose  carta;  hose. 
cot,  rub.  lined,  gd..  1,400  ft;  f.  al.,  bell:  ^al- 
equip.,  $5,000;  val.  bldgs.,  $4,000;  tot  mera., 
55    vol. 

Water  Supply — Sre,  spr.,  iVk  m.  bua.  cent: 
sys.,  grav.;  res.  cap.,  600,000  ^s.,  loe  at  £&^ 
Hill;  mains,  e  i.,  7  m..  4  to  10  in.  di«.;  65  hyd.; 
met,  55;  280  serv.;  pres.,  dom.  85  lbs.,  f.  r^J 
lbs.;  cost,  $35,000;  cost  mtce.,  $850;  wks.  ownni 
by  village. 

MARCELLUS,  p.  2.826.  F.  dept — 1  h.  ft  l 
trk.,  1  hose  cart,  2  hand  ex.,  1  e  eng.,  1,200  ft 
hose:   f*   al.,  bell;  tot.  mem.,  40  vol. 

Water  Supply — Src,  pond,  3  ra.  buB.  cent-;  8>-5-. 
grav.;  main-s,  iron,  6  m..  4  to  10  in.  dia.:  32  hT<i.; 
2  v.;  i)i|)€,  galv.  i. ;  pres.,  dom.  90  lbs.,  f.  HP 
lbs.;  cost,  $32,000;  cost  mtce.,  $200;  wks.  own*<i 
by    city. 

MARGARETVILLE.  p.  669.  F.  deot. — 1  h.  ft  1 
trk..  2  hose  carts,  1,200  ft  hose;  f.  al.,  bell;  tot 
mem.,  44  vol. 

Water  Supply — Sys.,  grav.;  pres.,  70  Iba. 

MARLBOROUGH,  p.  920:  f.  area,  100  a.  F. 
dept — 1  hose  cart,  1  h.  ft  1.  trk..  1,000  ft  hose; 
val.  equip.,  $2,000;  exp.  dept,  $226;  tot  mem..  4* 
vol. 

Water  Supply — Sre,  res.;  66  hyd.;  mains,  5  m.; 
pres.,  dom.  190  lbs.,  f.  190  lbs.;  cost.  $46,000; 
wks.    owned    by   village. 

MASSENA,  p.  2,961;  f.  area,  26  a.:  mere  bldrk, 
stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv..  bk.  ft  wd.,  IS 
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gtor.;  wd.  rts.  perm,  in  f.  area;  fwka.  it  corobt. 
ord. ;  causes  of  f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  2 
hand  eng.,  1  priv.  eng.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  ffd.,  1,000  ft.;  f.  al.,  bell;  val.  bldgs.,  9500: 
ezp.  dept.,  $100;  tot.  mem.,  40  vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  qrs., 
pump  dir. ;  stdp.  cap..  200,000  gals.;  2  pump,  eng., 
class  trip.,  cap.  day  1,422,400  gals.;  mains,  c  i., 
10  m..  4  to  6  in.  dia.;  74  liyd.;  40  v.;  met.,  10; 
600  serv.;  pipe,  galv.  i. ;  pres.,  dom.  60  lbs.,  f. 
100  lbs.;  cost.  $30,000;  cost  nitce.,  $2,700;  wks. 
owned  by  Co. 

MATTEAWAN,  p.  6,727;  f.  area.  2,660  a.;  mere, 
bldgs.,  bk.  &  wd.,  2  to  4  stor. ;  priv.,  bk.  k  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  A  corobt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c.  eng. 
k  h.  wag.,  1  auto.  comb.  c.  &  h.  wag.,  18  c. 
hand  ex.,  1  h.  &  I.  trk.,  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  1,400  ft.;  f.  al.,  wh.;  val.  equip.,  $12,- 
000;  val.  bldgs.,  $25,000;  exp.  dept.,  $2,000;  tot. 
mem.,   200  vol. 

Water  Supply — Src,  mountain  strm.,  2  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  126,000,000  gals.;  loc. 
at  Melzingafe  creek.  Beacon  hill;  pump,  eng.,  cap. 
day,  750,000  gals.;  mains,  c.  !.,  SO  m.,  4  to  IS 
in.  dia.;  150  hyd. ;  100  v.;  met,,  1,400;  600  serv.; 
pipe,  galv.  i.;  pres.,  dom.  90  to  110  lbs.,  f.  90  to 
128  lbs.;  cost,  $100,000;  cost  mtce.,  $1,500;  wks. 
owned  by  village. 

MATTITUCK,  p.   870.     F.  dept. — 1  h.  k  1.  trk., 

1  hose  cart,  4  hand  ex.,  1  hand  eng.,  700  ft.  hose; 
f.  al.,  bell:  tot.  mem.,  66  vol. 

Water  Supply — Not  reported. 

MAYVILLE,  p.  1,122;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  fwks. 
k  combt.  ord.;  causes  of  f.  Inv.  !F.  dept. — 1  c. 
eng.,  12  c.  hand  ex.,  1  h.  A  1.  trk.,  400  buckets,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft.; 
f.  al.,  telp.  k  wh.;  vaL  equip.,  $2,660;  val.  bldgs., 
$4,000;  exp.  dept.,  $500;  tot.  mem.,  72  vol. 

Water  Supply — Src,  wells;  ays.,  pump  to  stdp.; 
stdp.  dim.,  50  x  12;  pump,  eng.,  cap.  day  1,000,000 
gals.;  mains,  4  m.,  4  to  8  in.  dia.;  27  hyd.;  16 
v.,  200  serv.;  pres.,  dom.  60  lbs.,  f.  120  lbs.; 
cost,  $21,000;  cost  mtce.,  $1,800;  wks.  owned  by 
city. 

McGRAWVILLE,  p.  981.     F.  dept. — 2  hose  carts, 

2  hand  eng.,  4  hand  ex.,  500  ft.  hose;  f.  al.,  bell; 
tot.   mem.,  60  vol. 

Water  Supply — Sys.,  grav.;  41  hyd.;  118  lbs. 
pres. 

MEGHAN  I CSVILLE,  p.  6,684;  f.  area,  600  a.; 
mere,  bldgs..  bk.  k  wd.,  1  to  6  stor.;  priv.,  bk.  k 
v.d.,  1  to  3  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
2  auto.  comb.  c.  k  h.  trk.,  2  auto,  hose  trk.,  12 
c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  wag.,  2  hose 
reels;  hose,  cot.,  rub.  lined,  gd.,  4,000  ft.;  kii., 
.1,000  ft.;  tot.  hose.  5,000  ft;  f.  al.,  Oamewell, 
21  bx.;  val.  equip.,  $a-5,200;  val.  bldgs.,  $15,000; 
tot.   mem.,  196   vol. 

Water  Supply — Src,  brooks,  4  m.  b\i8.  cent.; 
ays.,  grav.  &  pump  to  stdp.;  stdp.  cap.,  200,000 
galR.;  res.  cap.,  90,000,000  gals.;  <2  pump,  eng., 
cap.  day  1.500,000  gals.;  mains,  c.  i.,  22  m.,  4 
to  1«  in.  die;  94  hyd.;  1U5  v.;  met.,  1,100; 
1,100  serv.;  pipe,  galv.  i.;  pres.,  dom.  k  f.  65  lbs.; 
con.s.  day,  2,000,000  gals.;  cost,  $168,000;  cost 
mtce.,  $7,000;  wks.  own^d  by   city. 

MEDINA,  p.  5,683;  f.  area,  1,264  a.;  mere. 
I)ldgs.,  fitn..  bk.  k  wd.,  8  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  h.  k  1.  trk., 
1  auto,  triple  comb.  pump,  eng.,  1  hose  reel,  4  c. 
band  ex.,  il  hose  wag.,  2  hrs.;  hose,  oot.,  rub. 
lined,  gd..  1,750  ft.;  rub.,  gd.,  500  ft.;  inf.,  250 
ft.;  tot.  hose,  2,.'>00  ft.;  f.  al.,  Gamewell.  20  bx.; 
val.  eouip.,  $20,3t50;  vmI.  bldgs.,  $40,000;  exp. 
dept.,  $8,000;  tot.  mem.  14,  pd.  full  time  -6,  vol.  8. 

Water  Supply — Src,  driven  wells;  sys.,  pump  to 
res.,  to  stdp.  k  dr.;  stdp.  cap.,  258,500  gals.;  res. 
car*.,  589,437  gals.;  2  pump,  eng.,  cap.  day  l.OOO,* 
000  gals.;  mains,  c.  i.,  14^  m.,  4  to  12  :n. 
dia.;  135  hyd.;  pres.,  dom.  30  to  50  lbs.,  f.  75 
to  125  lbs.;  cons,  day,  400,000  gals.;  cost,  $110,* 
000;  wks.  owned  by  town. 

MEXICO,  p.  1.288;  f.  area,  25  a.;  bldgs.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng.,  1  h.  &  1.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft;  inf.,  500  ft.;  tot.  hose,  1,600 


ft.;  f.  al.,  bell;  val.  equip.,  $5,600;  val.  bldgs., 
$500;  tot.  mem.,  28  vol.;  undrs.  rating,  second 
class. 

Water  Supply — Src,  creek;  sys.,  pump  dir.;  2 
piunp.  eng.,  cap.  day  676,000  gals.;  mains,  iron, 
9  m.,  4  to  10  in.  dia.;  76  hyd.;  8  serv.;  cost,  $56,- 
000;    wks.    owned   by   municipality. 

MIDDLEBURQ,  p.  1,114;  mere  bldgs.,  bk.  k 
wd.,  i  k  B  stor.;  priv.,  bk.  k  wd..  2  stor.  F. 
dept. — 1  str.,  1  h.  &  1.  trk.,  1  hand  eng.,  4  hose 
car.;  hose,  cot.,  rub.  lined,  gd..  1,750  ift.;  f.  al., 
bell;  val.  equip.,  $5,500;  val.  bldgs.,  $1,600;  exp. 
dept.,  $250;  tot.  mem.,  70  vol. 

Water  Supply — Src,  brooks,  2%  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  140,000  gals.;  1  pump,  eng., 
class  dup.,  cap.  day  800,000  gals.;  mains,  c.  i.,  6 
m.,  4  to  10  in.  dia.;  87  hyd.;  20  v.;  160  serv.; 
pipe,  iron;  pres.,  dom.  72  lbs.,  f.  72  lbs.;  cons, 
day,  150,000  gals.;  cost  mtce.,  $860;  wks.  owned 
by  Co. 

MIDDLE  GRANVILLE,  p.  836.  F.  dept.— 1 
hand  eng.,  1  hose  cart.  800  ft.  hose;  f.  al..  bell; 
tot.  mem..  40  vol. 

Water  Supply — Not  reported. 

MIDDLEPORT,  p.  1,680;  f.  area,  200  a.;  bldgs., 
stn.,  bk.  k  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
k  combt.  ord.  T  dept — 1  str.,  1  eng.,  2  c 
hand  ex.,  1  h.  A  1.  trk.,  1  hose  wag.,  2  hose  car.: 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  al.,  bell,  1 
bx.;  val.  equip.,  $4,000;  val.  bldgs.,  $6,600;  exp. 
dept,   $826;   tot   mem.,   60   vol. 

Water  Supply — Src,  canals,  creeks  k  ponds. 

MIDDLETOWN,  p.  18,000;  f.  area.  2,380  a.; 
mere  bldgs.,  bk.  k  wd.,  2  to  6  stor.;  priv.,  bk. 
k  wd.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2 
chief's  auto.,  18  c.  hand  ex.,  2  h.  A  1.  trk.,  1  hose 
wag.,  1  comb,  c  k  h.  wag.,  2  auto,  hose  wag., 
6  hrs.;  hose,  cot.,  rub.  lined,  gd.,  5,500  ft.;  inf., 
2,700  ft;  tot  hose,  8,200  ft.;  f.  al.,  bells  k  wh., 
5'2  OameweN  bx.;  val.  equip.,  $50,000;  val.  bldgs., 
$25,000;  exp.  dept,  $18,000;  tot  mem.  296,  pd. 
full  time  6,  pd.  part  time  10,  vol.   280. 

Water  Supply — Src,  spr.,  2  to  5  m.  biu.  cent.; 
>yH.,  grav.;  res.  cap.,  1,1290,000,000  gals.;  mains, 
c  i.,  47  8-5  m.,  4  to  24  in.  dia.;  323  hyd.; 
804  v.;  .165  met;  3,528  serv.;  pipe,  galv.  i.  k 
lead;  pres.,  dom.  80  to  80  lbs.,  f.  40  to  90  lbs.; 
cotMi.  (Lay,  2,600,000  gals.;  cost,  $788,054;  cost 
rntce.,  i|l8,000;  wks.  owned  by  city. 

MIDDLEVILLE,  p.  626.  F.  dept — 1  hose  cart, 
660  ft.  hose;  f.  aL,  bell;  tot  mem.,  80  vol. 

Water  Supply — Grav.  sys.;  26  hyd.;  165  lbs.  pres. 

MILLBROOK,  p.  1,200;  f.  area,  2,000  a.  F. 
dept. — 1  c.  eng.,  1  h.  tSc  1.  trk.;  val.  equip.,  $1,- 
500:  val.  bldsrs.,  $5,000;  tot  mem.,  40  voL 

Water  Supply— fire,  wells  k  cisterns. 

MILFORD,    p.    1,825.     F.    dept — 1    hose    cart, 
600  ft.  hose;  f.  al.,  bell;  tot.  mem.,  26  vol. 
Water  Supply — Grav.  sys.;  pres.,  80  lbs. 

MINEOLA,  p.   1,981.     F.  dept — ^Not  reported. 

Water  Supply — Src,  artesian  well,  8  blocks  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  100,000 
gals.;  dim.,  20  x  28;  mat,  stl.;  2  gasoline  pump, 
eng.,  cap.  day  864,000  gals.;  mains,  c  i.,  8  m., 
4  to  10  in.  dia.;  42  .hyd.;  met,  26;  pipe,  galv.  L; 
pres.,  dom.  70  lbs.,  f.  70  lbs.;  cons,  day,  80,000 
gals.;  wks.  owned  by  city. 

MINETTO,  p.   500.     F.   dept— 1   hose   cart.   800 
ft  hose;  f.  aL,  bell  k  wh.;  tot.  mem.,  80  vol. 
Water  Supply — Grav.  sys.;  17  hyd.;  pres.,  60  Ibe. 

MOHAWK,  p.  2,070;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  2  to  4'  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  k  combt  ord.;  causes  of  f. 
inv.     .F.  dept. — 6  c  hand  ex.,   1   str.,   1   hose  sleigh, 

3  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2.000  ft.; 
inf.,  400  ft;  tot.  hose,  2,400  ft.;  f.  al.,  bell;  val. 
equip..  $4,000;  vaL  bldgs.,  $1,500;  exp.  dept, 
$300;   tot.   mem.,  50  vol. 

Water  Supply — Src,  spr.,  H  m.  bus.  cent;  sye., 
pump  to  stdp.;  stdp.  cap.,  75,000  gals.;  8  pump, 
eng.,  cap.  day  1,100,000  gals.;  mains,  iron,  6  m., 

4  to  8  in.  dia.;  60  hyd.;  86  v.;  met,  82;  260 
serv.;  pipe,  iron;  pres.,  f.  86  to  98  lbs.;  cost 
$34,000;  cost  mtce.,  $6,000;  wke.  owned  by 
village. 

MONROE,  p.  2,285.  F.  dept. — 3  c  hand  ex., 
1  h.  &  1.  trk.,  2  nose  carts;  hose,  cot,  rub.  lined, 
gd.,   2,200   ft;   inf.,    100   ft.;   tot   hose,    2,300   ft; 


c-258 


FIRE   DEPARTMENTS   AND   WATER   SUPPLY— NEW   YORK. 


R 


f.   a1.,  bell;   val.   bldga.,   $3,500;   exp.   dept.,  $200; 
tot.   mem.,  80  vol. 

Water  Supply — Src,  wella,  2%  m.  bus.  cent.; 
sys.,  grav. ;  mains,  c.  i.,  1,S94  ft.,  4  to  18  in.  dia.; 
pree.,  dom.  &  f.  106  lbs.;  cost*  $44,000;  cost  mtce., 
$300;    wks.    owned   by    city. 

MONTGOMERY,  p.  941;  t.  area,  1,000  a.;  bldgs., 
wd.,  2  Btor.;  wd.  rfs.  penn. ;  fwks.  9c  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hand  eng.,  1  h.  Jc 
L  trie.,  2  hose  car.;  hose,  cot.,  nib.  lined,  gd., 
1,200  ft.;  inf.,  500  ft.;  tot.  hose.  1,700  ft.;  f. 
al.,  bell;  val.  equip.,  $8,000;  vaL  bldgs.,  $2,500; 
exp.  dept.,   $125;  tot.  mem.,  78  vol. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent.; 
•ys.,  pump  to  atdp.  k  dlr.;  stdp.  cap.,  150,000 
gals.;  dim.,  16  x  100:  mat.,  atl.;  2  pump,  eng., 
class  comp.,  cap.  day  750,000  gals.;  mains,  c.  L, 
4  m.,  4  to  8  in.  dia.;  34  byd.;  met.,  50;  175  serv.; 
ipe,  lead  ft  galv.  i.;  prea.,  dom.  60  lbs.,  f.  65 
bs.;  cons,  day,  45,000  gals.;  cost,  $25,000;  cost 
mtce.,  $1,000;  wks.  owned  by  village. 

MONTICELLO,  Sullivan  Co.,  p.  1,041;  mere, 
bldgs.,  bk.  &  wd.,  2  ft;  3  stor.;  priv.,  bk.  ft  wd.. 
2  ft  8  stor.;  wd.  rfs.  not  perm.  F.  dept. — 1  hand 
eng.,  3  c  hand  ex.,  1  h.  ft  1.  trk.,  3  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  860  ft;  rub.,  gd.,  500 
ft.;  tot.  nose,  1,850  ft.;  f.  al.,  bell;  val.  equip., 
$4,000;   val.   bldgs.,    $3,800;    tot   mem.,    150   vol. 

Water  Supply — Src,  lake,  l\k  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  200,000  gals.; 
pimip.  eng.,  cap.  day  750,000  gals.;  mains,  c  L, 
6  m.,  4  to  8  in.  dia.:  50  hyd.;  400  serv.;  pipe, 
c  L;  pres.,  dom.  62  lbs.,  f.  110  lbs.:  cost,  $85,- 
000;  cost  mtce.,  $8,611;  wks.  owned  by  Co. 

MONTOUR  FALLS,  p.  1,208;  f.  area.  480  a.; 
mere,  bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  nerm.  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  aept. — 1  c  eng.,  2  c.  hand  ex.,  1  h. 
ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,200  ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $8,000; 
val.  bldgs.,  $8,500;  exp.  dept,  $600;  tot  mem., 
80  vol. 

Water  Supply — Src,  wells  ft  creek,  1%  m.  bus. 
cent;  sys.,  grav.  to  res.;  res.  cap.,  10,500,000 
gals.;  mains,  c  i.,  7  m.,  4  to  8  in.  dia.;  60  hyd.; 
pres.,  dom.  60  to  70  lbs.,  f.  90  lbs.;  coat,  $86,- 
000. 

MORAVIA,  p.  1,824;  bldgs.,  bk.,  8  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,800  ft;  inf..  100 
ft;  tot  hose,  1,900  ft;  f.  aL,  bell;  val.  equip., 
$4,500;  val.  bldgs.,  $3,500;  exp.  dept,  $350; 
tot  mem.,  75  vol. 

Water  Supply — Src,  spr.,  4  m.  bus.  cent;  ays., 
grav.;  mains,  c  i.,  11  m.,  4  to  10  in.  dia.;  87 
hyd.;  10  v.;  300  serv.;  pipe,  galv.  i.;  pres.,  dom. 
76  to  85  lbs.,  f.  75  to  86  lbs.;  cost,  $50,000; 
cost  mtce.,  $500;  wks.  owned  by  village. 

MORIAH,  p.  1,400;  bldgs.,  bk.  ft  wd.,  2  stor. 
F.  dept — 1  hand  eng.;  hose,  cot,  rub.  lined,  gd., 
800  ft;  val.   equip.,  $250;  tot  mem.,   25   vol. 

Water  Supply — Src,  large  well  in  cent  vUIage; 
287   ft.  8  in.  galv.  L  pipe. 

MORRIS,  p.  1,484.     F.  dept — 1  hose  cart,  600 
ft  hose;  f.  al..  bell;  tot  mem.,  20  vol. 
Water  Supply — Grav.  sys.;  28  hyd. 

MORRISTOWN,  p.  550;  f.  area,  640  a.  F.  dept 
— 1  h.  ft  1.  trk,,  2  c.  hand  ex..  1  hose  cart,  1,000 
ft.  hose,  ladders,  axes,  buckets,  etc.;  val.  equip., 
$2,058;    exp.    dept.,    $250;    tot.    mem..    33    vol. 

Water  Supply — tSrc,  St  Lawrence  River;  sys., 
pump  dir.;  1  pump,  eng.,  cap.  day  648,000  gals.; 
25  hyd.;  2  v.;  45  serv.;  mains,  7,300  ft.;  pres., 
dom.  60  lbs.,  f.  100  lbs.;  cost,  $18,000;  cost 
mtce.,  $700;  wks.  owned  by  village. 

MORRISVILLE,  p.  600.  F.  dept— 1  h.  ft  I. 
trk.,  1  hose  wag.,  1  sleigh,  1,600  ft  hose;  f.  aL, 
bell;  tot  mem.,  58  vol. 

Water  Supply — Src,  spr.  ft  res.,  1  m.  bus.  cent; 
eys.,  grav.;  mains,  iron,  4  m.,  4  to  8  in.  dia.;  30 
hyd.;  pres..  dom.  ft  f..  80  to  95  lbs.;  cost,  $16,- 
000;   wks.   owned   by  village. 

MOUNT  KISCO,  p.  2,802;  f.  area,  1,280  a.; 
mere  bldgs.,  wd.  ft  bk.,  8  ft  4  stor.;  priv.,  wd.. 
2  auto.  comb,  c  &  h.  wag.,  1  auto.  c.  eng.,  1  hand 
png..  1  h.  &  1.  trk.,  5  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  4,000  ft;  inf.,  500  ft:  tot.  hose,  4.500 
ft;  f.  al.,  bell;  vaL  equip.,  $5,250;  tot  mem., 
140  ToL 


Water  Supply-— Src,  res.,  3  m.  bus.  cent;  tvi^ 
pump  dir.;  res.  cap.,  1,500,000  gals.;  3  pniap. 
eng.„  cap.  day  297,000  gals.;  mains,  c.  L,  10  m.. 
4  to  10  in.  dia.;  83  hyd.;  425  met;  430  e-erv.; 
pres.,  dom.  100  lbs.,  f.  110  lbs.;  wks.  owned  br 
municipality. 

MOUNT  MORRIS,  p.  2,782;  f.  area,  400  a.; 
mere  bldgs.,  bk.,  2  stor.;  priv.,  wd.  ft  bk.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F.  dept. 
— 6  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  carta,  S 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  3,000  ft;  L 
al.,  4  bx.  bell;  val.  equip..  $2,000;  val.  bldgs., 
$5,000;  exp.  dept,  $300;  tot  mem.,  80  vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  res.  eap^, 
1,025,000  gals.;  mains,  5  m.,  4  to  10  in.  dia.; 
87  hyd.;  21  v.;  met,  15;  535  serv.;  prea.,  f.  4S 
to  60  lbs.;  coat,  $60,000;  cost  mtce.,  $750;  wks. 
owned  by  Oo. 

MOUNT  VQRNON.  p.  80.919;  f.  are«,  4  sq.  m.; 
mere  bldgs.,  bk.  ft  wd.,  8  ft  4  ator.i  priv.,  wd., 
2^  ft  3  stor.;  wd.  rfs.  perm,  outside  L  limit; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
3  Ktr.  equip,  with  c  tenders,  4  auto.  comb,  c 
ft  h.  wag.,  2  auto,  tractors,  1  aer.  trk.,  2  h.  ft  L 
trk.,  3  hose  wag.,  il5  hrs.;  hose,  cot.,  rub.  line-i. 
gd.,  ii.OOO  ft;  inf..  260  ft;  lot  hose,  8,260  ft; 
f.  al.,  42  transmitter  signal  calls,  3  b^llN  I  wL. 
(•amewell.  t50  bx. ;  exp.  dept.  $40,000;  val.  equip.. 
$110,0U0;  vaL  bldgs.,  $125,000;  tot.  luem.  160. 
pd.   full   time  26,   voL   434. 

Water  Supply — Src,  riv.,  brook,  5  m.  bos. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  475,000 
guki. ;  res.  cap.,  113,000,000  gahL;  i  pun»f>.  tu*.^ 
oap.  clay  il2,.>00,000  gals.;  main«,  c.  i.,  90  m..  * 
lo  16  in.  dia.;  1,100  hyd.;  met,  6.000:  9,00'j 
serv.;  pipe,  lead;  pres.,  dom.  &  f.  30  to  100  lbs.: 
oons.   day,  '2,500,000  gals.;   wks.  owned   by    Co. 

.  NAPLES,  p.  1.093;  f.  area,  400  a.;  mere,  bld^rs^ 
stn..  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rls 
perm.;  fwks.  ft  comoc  ord.  F.  dept — 1  haod 
eng.,  1  h.  ft  1.  trk.,  3  hose  car.;  hose,  cot,  rub, 
lined,  gd.,  1,200  ft:  inf.,  500  ft;  tot.  hose, 
1,700  ft;  f.  al.,  bell;  val.  equip.,  $1,000;  vaL 
bldgs.,  $500;  tot  mem.,  20  voL 

Water  Supply — ^Sirc,  epr.,  3  m.  bus.  cent.;  sja., 
grav.;  res.  cap.,  1,000,000  gals.,  loc  2  m.  c.tr; 
mains,  iron,  6  1-8  m.,  4  to  8  m.  dia.;  55  hyd.; 
36  serv.;  pipe,  iron;  pres.,  dom.  60  lbs.,  f.  100 
lbs.;  cost,  $24,500;  cost  mtce.,  $150;  wka.  owned 
by  village. 

NASSAU,  p.  2,115.  F.  dept — 1  hoee  cart. 
1,000  ft.   hose;   f.  al.,  wh.;  vol. 

Water  Supply — Src,  spr.,  1  \i  m.  bus.  crrt; 
sys.,  grav.;  mains,  iron,  2\i  m.,  4  to  S  in.  -i-a.; 
25  hyd.;  12  v.;  75  serv.;  pres,,  dom.  ft  f.  65  ll«#.. 
cost,  $18,000;  wks.  owned  by  village. 

NEWARK,  p.  6,227;  f.  area,  1,760  «.;  mere. 
bldgs.,  bk.  ft  wd.,  2  to  5  stor.-  priv..  wd.,  2  i^tor  ; 
wd.  rfs.  not  perm,  in  f.  area;  iwke.  ft  combt.  ori.: 
causes  of  f.  inv.  F.  dept. — 2  c  eng..  1  c.  ha'vi 
ex.,  1  h.  ft  1.  trk.,  il  comb.  c.  ft  h.  watf^.,  3  ho>t 
car.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  3,«5O0  fi.: 
rub.,  gd.,  800  ft;  inf.,  200  ft;  tot  hose.  4,o.  (• 
ft:  f.  al.,  elec,  17  bx.;  vaL  equip.,  $1>5.000:  ^»^ 
UhigA.,  $25,000;  exp.  dept.,  $2,500;  tot.  mem.  li\ 
pd.  full  time   2,  pd.  part  time   1,  vol.  150. 

Water  Supply — Src,  e|»'.  ft  wella,  1^  m.  biUL 
cent;  sys.,  pump,  to  stdp.;  stdp.  cap.,  250,000  ga}>^: 
res.  cap.,  1.000.000  gals.;  2  pump,  engr.,  ca- 
day,  2,000,000  gals.:  mains,  c  i.,  16  m..  4  to  1^ 
in.  dia.:  150  hvd.:  91  v.;  met.  900:  1,200  serr.; 
pipe,  galv.  i. ;  pres.,  dom.  ft  f.  61  lbs.:  cons.  d^v. 
335.000   gals.:   wks.   owned   by  village. 

NEWARK  VALLEY,  p.  2,102.  F.  dept. — 1  h.  ft 
1.  trk.,  2  hose  carta,  1  hose  reel,  2  hand  ex,,  1,- 
350   ft   hose:   f.   al.,  elec;   tot   mem.,   90   roL 

Water  Supply— ~Src.,  spr.  ft  well,  3  vn.  bus.  cent.; 
Hys.,  grav.  A  pump  to  res.;  res.  cap..  400.000  ga'>.; 

2  pump.  eng..  class  trip.;  cap.  day.  221,750  gmJ?  ; 
mains,  c.  i..  6^  m..  4  to  8  in.  dia.;  52  hyd.:  M 
v.:  7  met:  204  serv.;  pipe,  wrt.  i,:  pre*.,  dom. 
75  lbs.,  f.  83  lbs.:  cons,  day,  72.000  gals.;  cos:, 
$29,500;    coat    mtce.,    $450;    wks.    own^    by    ci'^. 

NEW  BALTIMORE,  p.  1,936;  f.  area,  640  x.; 
mere    bldgs..    wd.,    2    to    8    stor.;   priv.,    wd..    2   '.r* 

3  stor.:  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  cotnht. 
ord.:  causes  of  f.  inv.  »F.  dept — 6  c  band  ex..  1  h 
ft  1.  trk.,  1  hose  wag.,  1  hose  reel.  2  pumps:  bose. 
rub.  lined,  gd.,  850  ft;  inf.,  150  ft.;  tot  hoae. 
1.000    ft;    f.   al.,   gong;   val.   equip.,   $1,000;   val 
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bld^.,  $7,500;  exp.  dept.,  $200;  tot.  mem.,  70  vol. 
Water  Supply — Not  reported. 

NEW  BERLIN,  p.  1,114;  mere  bldgs.,  bk.  k 
wd.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm. 
in  f.  area;  causes  of  f.  inv.  F.  dept. — 8  c.  hand 
ex.,  1  h.  &  1.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft:  inf.,  6,000  ft:  tot.  hose, 
8,000  ft.;  f.  al.,  bell;  val.  equip.,  $8,000;  val. 
bldga.,  $1,000;  exp.  dept,  $400;  tot.  mem.,  76 
vol. 

Water  Supply — Src,  spr.  it  brooks,  H  m*  bus. 
cent;  sys.,  grav.;  res.  cap.,  14,000,000  gals.; 
mains,  iron,  5  m.,  4  to  12  in.  dia. ;  40  hyd.;  24 
v.;  met.,  6;  200  serv.;  pipe,  jfalv.  1.;  pres,,  f. 
110  to  125  lbs.;  cons,  day,  100,000  gals.;  cost, 
$40,000;  cost  mtce.,  $300;  wks.  owned  by  village. 

NEW  BRIGHTON  and  STAPLETON  (Greater  New 
York).  F.  dept.— City  of  New  York  covers  entire 
borough  of  Richmond;  f.  area,  56^  m.;  mere, 
bldgs.,  bk.,  stn.  k  wd.,  2  to  4  stor.;  priv.,  bk.  k 
wd..  2  k  3  stor.;  wd.  rfs.  perm.;  fwks.  k  combt 
ord.  F.  dept. — 8  atr.,  5  h.  &  I.  trk.,  2  auto, 
comb.  c.  k  h.  wag.,  1  auto,  eng.,  8  hose  wag.; 
hose,  cot.,  rub.  lined,  gd.,  2,300  ft.;  rub.,  gd., 
«,400  ft.;  tot.  hose,  8,900  ft;  f.  al.,  telp.  k  st. 
bx.,  240  bx.,  41  special  bldg.  bx. ;  exp.  dept., 
$392,000;  tot  mem.,  722,  186  pd.  full  time,  536 
vol. 

Water  Supply— Src,  driven  wells;  sys.  dir.  k 
inimp  to  res.  k  stdp.;  cap.  No.  1,  235,000,000 
pals.;   No.    2,    1'41,000,000   gial«. ;   res.   cap.,    4,000,- 

000  gals.;  22  pump,  eng.,  cap.  day  33,000,000 
gals.;  mains,  c.  i.,  255  m.,  4  to  30  in.  <lra. ;  2,627 
liyd.;  4,743  v.;  4,7416  met;  14,380  sen-.;  pipe, 
r.  i.,  pres.,  dom.  k  f.  10  to  130  lbs.;  corw.  day. 
11,700,000  gals.;  the  borough  is  divided  into  three 
zones  of  supply,  low.  middle  k  high  serv.  zones; 
the  altitudes  supplied  range  from  tidewater  eleva- 
lion  to  400  ft.  abow  tide:  cost  $3,700,000;  cost 
nitee.,   $.^7, 43^5;    wka.   owned  by  city. 

NEWBURCIH,  p.  27,805;  f.  area,  4  sq.  m.; 
mere,  bldgs.,  stn.,  bk.  k  wd.,  1  to  7  ator.;  priv., 
stn..  bk.  k  wd.,  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
causes  of  L  inv.  V.  dept. — 1  auto.  comb.  c.  &  h. 
wag.,  4  str.,  1  c.  eng.,  2  comb.  c.  k  h.  wag.,  18  c. 
band  ex.,  1  aer.  trk.,  1  f.  boat.  3  h.  &  I.  trk.,  6 
hose  wag.,  11  hrs. ;  hose,  cot.,  rub.  lined,  gd.,  9,600 
ft.;  inf.,  250  ft;  tot  hose,  9,850  ft;  f.  al.,  Game- 
well,  4  2  bx. ;  val.  equip.,  $35,000;  %al.  bldgs., 
^65.000;  exp.  dept.,  $12,916.50;  tot  mem.,  675, 
pd.   fnll   time   11,   vol.   664. 

Water  Supply — Src.  lake,  8  m.  bus.  cent;  nrs., 
grav.,  pump  to  res.;  res.  cap.,  1,500,000  gals.,  foe. 
northwestern  part  city;  2  pump,  eng.,  cap.  day 
n,.'>00,000  gals.;  mains,  c.  i.,  48.78  m.,  4  to  30 
in.  dia.;  424  hyd.;  660  v.;  8  met.;  4,852  serv.; 
pipe,  lead;  pres.,  dom.  k  f.  4>5  to  il25  lbs.;  con«. 
<lay,  4,000,000  to  5,000,000  gals.;  cost,  $3,48<2,- 
000;  cost  mtce.,  $9,000  to  $10,000;  wks  owned  by 
city. 

NEW  DORP  (Greater  New  York),  f.  area,  4,480 
a.;  mere  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wrd.  rfs.  perm.;  fwka.  k  combt  ord.;  causes  of 
f.  inv.  F.  dept — 3  c  hand  ex.,  1  h.  A  1.  trk.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  650  ft;  rub., 
gd.,  100  ft;  tot  hose,  750  ft;  f.  aL,  bell;  vaL 
equip..  $1,000:  val.  bldgs.,  $2,600;  exp.  dept, 
$850;  tot  mem.,  25  voL 

Water  Supply — Src,  wells,  ^  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  800,000  gals.;  2 
pump,  eng.,  cap.  day  700,000  gals.;  mains,  8  m., 
4  to  8  in.  dia.;  19  hyd.;  5  met;  157  serv.;  pres., 
dom.  00  lbs.,  f.  00  lbs.:  cost,  $28,000;  cost 
mtce.,  $1,800;  wks.  owned  by  Go. 

NEW  HARTFORD,  p.  1,1M;  f.  area,  800  a.; 
mere  bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  bk.  k  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt 
ml,;    cause    of    f.    inv.      F.    dept. — 1    h.    k    \.    tvk, 

1  hose  wag.,  1  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,800  ft.;  f.  al.,  bell;  val.  equip.,  $2,000; 
val.  bldgs.,  $5,000;  exp.  dept,  $600;  tot.  mem., 
40  vol. 

Water  Supply — Src.  creeks  k  spr.,  2  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  5,500,000  gals.; 
mains,  r.  i.,  14  m.,  4  lo  20  in.  dia.;  52  nyd.: 
93  v.;  750  met.;  pipe,  lead;  pres.,  dom.  &  f.,  .55 
ll»s.:  con«,  dav,  750,000  gals.;  wks.  owned  bv  priv. 
Co. 

NEW  PALTZ,  p.  1,280;  f.  area,  640  a.;  mere 
bldgs.,  bk.  k  wd.,  2  k  S  stor.;  priv.  stn.,  bk.  k 
^d.,   2  ft  8  stor.:  wd.  rfs.  perm,  in  f.   area;   fwks. 


k  combt  ord.;  causes  of  f.  inv.  F.  dept. — 2  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  hoae  wag.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell; 
val.  equip.,  $2,000;  exp.  dept,  $125;  tot  roenu, 
50  vol. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  9,000,000  gals.;  mains,  c  i.,  5^ 
m.,  4  to  10  in.  dia.;  51  hyd.;  83  v.;  <170  met; 
200  serv.;  pres.,  dom.  165  lbs.,  f.  245  lbs.;  cost, 
$60,000;   wks.  owned  by  village. 

NEW  ROCHELLE.  p.  28,867;  f.  area,  10  sq. 
m. ;  mere,  bldgs.,  bk..  1  to  5  stor.;  priv.,  wd.,  8 
Htor. ;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  cau^>es  of  f.  inv.  F.  dept. — 2  str.,  5  comb, 
c.    wag.,    1    Huto.    comb.    c.   &  h.    wag.,    2    aer  trk., 

3  h.  k  1.  trk.,  1  hose  wag.,  1  auto,  squad  wag., 
1    <auto.    trip.    comb,    c    eng.,    hose   k    pump,    eng., 

1  comb,  c  eng.  k  hose  reel,  1-6  c  hand  ex.,  6  Iir^.; 
hose,  cot.,  rub.  lined,  gd.,  4,000  ft.;  rub.,  gd., 
1,000  ft;  tot  hose,  5,000  ft.;  f.  al.,  Gamewell, 
78  bx.;  val.  equip.,  $104,201;  val.  bldgs.,  $112,- 
62^5;  vxp.  dept,  $40,000;  tot.  mem.  878,  pd.  full 
time   28,  vol.    3>50. 

Water  Supply— *Src.,  2  str.,  4  res.,  74  wells, 
i  V^  ft  5  m.  bus.  cent;  sys.,  grav.  ft  pump  to  stdp.; 

2  stdp.,  stdp.  cap.  386,000  gals.,  stdp.  cap. 
1,270,000  gals.;  3  res.,  cap.  544,500,000  gale., 
loc.  lat  city  line;  5  pump,  eng.,  class  comp.  hor. 
liiip.,  cap.  day  .13,500,000  gals.;  mains,  c  i.,  1'49 
m.,  4  to  24  in.  dia.  <9i52  hyd.;  met,  6,6'81;  7.286 
stTv.;  pipe,  lead;  pres.,  dom.  ft  f.  30  to  120  lbs.; 
cons,  day,  3/500,000  gals.;  cost,  $2,000,000;  cost 
mtce.j   $62,000;   wks.   owned  by   priv.   Co. 

NEWTOWN  (Greater  New  York),  f.  area,  15.- 
860  a.;  mere  bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv., 
wd.,  2  ft  8  stor.;  wd.  rfs.  perm.  F.  dept — 6  str., 
1  e  eng.,  6  e  hand  ex.,  7  h.  ft  1.  trk.,  2  hose 
wag.,  1  hose  car.,  42  hrs.;  hose,  cot,  rub.  lined, 
gd..  2,000  ft;  rub.,  gd.,  6,000  ft;  tot  hose, 
8,000  ft;  f.  al.,  Gamewell,  78  bx.;  exp.  dept. 
$5,000;  tot  mem.,  678  vol.;  undra.  rating,  second 
class. 

Water  Supply — Src,  wells;  sya.,  pump  dir.: 
.1 6  pump,  eng.,  class  comp.  triple  expansion  dup. 
k  conip.  dup.,  cap.  day  95,000,000  gals.;  mains,  c. 
i.,  •196.4  m.,  4  to  36  in.  dia.;  1,601  hyd.;  •l,69ir 
v.;  met.,  Ii6,7l0;  16,830  serv.;  pipe,  galv.  i.; 
pres.,  dom.  ft  f.,  25  to  105  lbs.;  cons,  day,  10,- 
000,000  gals.;  cost,  $200,000;  cost  mtce.,  $88,000: 
wks.  owned  by  Citizens  Water  Supply  Co.  of  New- 
lowii. 

NEW  YORK  CITY  (Borougha  of  Manhattan  ft 
Bronx),  p.  4,766,888;  f.  area,  40,000  a.;  mera 
bldgs..  bk.,  stn.  ft  iron,  8  to  48  ator.;  office  bldgs., 
bk.,  stn.  ft  iron,  8  to  20  ator.;  priv.,  bk.,  stn.  ft 
wd.  inside,  8  to  12  stor.;  no  wd.  or  frame  bldgs. 
allowed  or  permitted  below  l&5th  street;  fwks. 
State  law;  f.  inv.  by  f.  marshal.  F.  dept — 52 
auto,  str.,  5  auto,  water  towers,  2  auto.  pump, 
eng.,  1  auto,  boat  tender,  24  auto,  high  pres. 
hose  wag.,  8  auto,  hose  wag.,  33  auto.  comb.  c. 
k  h.  wag.,  43  auto.  h.  k  1.  trie.,  39  auto,  runabouts 
k  touring  cars,  20  auto,  delivery  trk.,  28  second 
size  str.  propelled  by  tractors,  172  str.,  4  comb, 
c  ft  h.  wag.,  93  hose  wag.,  18  hose  reels,  20  aer. 
trk.,    78    h.    ft    1.    trk.,    7    c    eng.,    8    srch.    eng., 

4  water  towers,  48  chief's  wag.,  88  fuel  wag.,  11 
f.  boats,  208  c  hand  ex.,  840  hrs.;  hose,  cot, 
rub.  lined,  1  to  6  in.,  812,485  ft;  f.  aL,  Gamewell, 
1,889  street  bx.,  of  which  900  are  connected  under> 
ground,  special  signals  of  all  kinds,  including  the 
pneumatic  ft  automatic,  8,008;  dept  in  charge  of 
commissioner;    tot    mem.    4,850,   pd.   full   time. 

Water  Supply — Src,  Groton  riv.,  32  m.  bus. 
cent;  ays.,  grav.,  pump  to  res.  ft  to  i  stdp.;  com- 
bined cap.  stdps.,  l'59.000  gals.;  4  distribution 
res.,  cap.  2,176,000,000  gals.;  16  pump,  eng., 
cap.  (\ay  15'>,000,000  gals.;  mains,  c  i.,  distribu- 
tion 8VS.,  1,33S.40  m.;  high  pres.  f.  serv.,  127.87 
m.,  6  to  4  8  in.  dia.;  hyd.  distribution  sys.,  20,580; 
hiarh  pres.  f.  ser\'.,  '2,751;  v.  distribution  sys.,  30,- 
.')07:  high  pres.  f.  «erv.,  4,749;  serv.,  182,878; 
pipe,  lead;  pres.,  dom.  18  to  100  lbs.,  f.  25  to  800 
lbs.;  cons,  day,  341,000,000  gal*?.;  val.  of  works, 
$139,510,000;  cost  mtce.,  $11,000,000;  wks.  owned 
by  city. 

NEW  YORK  MILLS,  p.  2,552;  mere  bldgs.,  bk.; 
priv.,  wd^  2  stor.;  wd.  rfs.  perm;  no  fwks.  ord.; 
f.  inv.  F.  dept — 30  e  ex.,  3  hose  car.;  hose, 
5,000  ft;  8  f.  pumps.  The  above  apparatus  is 
the  property  of  the  New  York  Mills,  a  manufactur- 
ing  corporation.     In   addition   to   the   above   is   the 
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Torkville  Fire  ft  Hom  Co.,  loc.  at  lower  New  York 
Mills,  1  liand  eng.,  1  hose  cart,  800  ft.  of  gd. 
hoae;   40  mem. 

Water  Supply — Src,  res.,  8  m.  bus.  cent.;  sya., 
grav.;    res.    cap.,    120,000,000    gala.;    mains,    c.    i., 

5  m.,  4  to  12  in.  dia. ;  35  byd.;  34  v.;  500  met.; 
pTPs.,  dom.  ft  f.,  00  lbs.;  wks.  owned  by  priv  Co. 

NIAQARA  FALLS,  p.  80,446;  f.  area,  1,800  a.; 
mere  bldn.,  wd.,  bk.  ft  stn.,  8  ft  6  stor.;  priv.. 
wd..  bk.  ft  atn.,  2  stor.;  wd.  rfa.  perm.;  fwks.  ft 
combt  ord.  F.  dept.-^l  auto.  comb.  c.  ft  h. 
wag.,  1  auto.  comb.  pump.  eng.  ft  hose  wag.,  1 
Btr.,  second  size;  6  comb.  c.  ft  h.  wag.,  19  c. 
hand  ex.,  8  h.  ft  L  trk.,  1  chief's  auto.,  6  ezerciaa 
wag.,  1  chief's  sleigh,  2  hose  car.,  24  hrs.:  hose, 
cot.,  rub.  lined,  9,400  ft;  f.  al.,  Gamewell,  86  bz.: 
val.  eauip.,  $53,000;  val.  bidgs.,  $56,000;  exp. 
dept.,  $64,780;  tot.  mem.  60,  pd.  full  time;  undrs. 
rating,    second    class. 

Water  Supply — Central  ft  north  part  city,  arc 
riv..  1  m.  bus.  cent.;  sys.,  pump,  eng.,  cap.  day  Zo.* 
000,000  gals.;  mains,  c.  i.,  36  m.,  4  to  24  in. 
dia.:  385  hyd.;  met..  960;  3,400  serv.;  pipe,  lead: 
pres.,  f.  100  to  130  lbs.;  cost,  $300,000;  cost 
mtce.,   $20,000;   wks.   owned  by  city. 

Water   Supply — Of  south  part  of  city,  arc.,  rrr., 

1  m.  bus.  cent;  ays.,  pump  dir.;  stdp.  cap.,  768,- 
984  gals.;  pump,  eng.,  cap.  day  6,500,000  rala.; 
mains,  c.  i.,  11  hi  m.,  4  to  16  In.  dia.;  81  hyd.; 
met.  27;  pres.,  dom.  60  lbs.,  f.  120  lbs.:  cost, 
$200,000;  cost  mtce.,  $6,000;  wka.  owned  by  Co. 

NICHOLS,   p.    600;   f.   area.    600   a.      F.   dept. — 

2  hose  carta,  600  ft.  hoae;  vial,  equip.,  $1,000; 
tot.    mem.,  80  vol. 

Water  Supply — Src,  apr.;  sjis.,  pump  dir.;  1 
pump,  eng.;  25  hyd.;  pres.,  dom.  k  f.  60  Iba.; 
cost,   $20,000;  wks.   owned   by  priv.  Co. 

MIVERVILUE,  p.  600.  F.  dept. — 1  c  eng.;  val. 
equip.,  $400;  vol. 

water  Supply — ^Not  reported. 

NORTH  COLLIMS,  p.  950;  f.  area,  300  a.  F. 
dept. — 1  pump,  eng.;  val.  equip.,  $200;  tot.  mem., 
50  vol. 

Water   Supply— Src,   wells. 

NORTHPORT,  p.  2,096;  f.  area,  640  a.;  mere, 
bldga.,  bk.  ft  wd.,  8  stor.;  priv.,  wd.,  2^  stor.« 
wd.  rfa.  perm.;  no  fwka.  ft  combt.  ord.     F.  dept— 

6  c.  hand  ex..  2  h.  ft  1.  trk.,  3  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  2,200  ft;  f.  al.,  stm.  wh.; 
val.  equip.,  $3,000;  val.  bldgs.,  $10,000;  exp.  dept.. 
$600;   tot.   mem.,  40  vol. 

Water  Supply---Src.,  wells;  aya.,  pump  to  rtB.; 
rea.  cap.,  860,000  gala.;  pump,  eng.,  cap.  day 
160,000  gals.;  mains,  stl.  ft  c.  i.,  6  m.,  3  to  10 
in.  dia.;  53  hyd.;  pres..  dom.  60  lbs.,  f.  90  lbs.; 
cost,  $85,000;  wks.  owned  by  Co. 

NORTHVILLE,    p.    1,200;    f.    area,    826    a.     P. 

dept. — 1  h.  ft  1.  trk.,  2  hose  reel«,  .1  hose  sleigh 
with  reel;  hose,  cot,  rub.  lined,  gd.,  700  ft;  rub., 
gd.,  500  ft;  inf.,  100  ft;  tot  ho^ie,  1,800  ft;  f. 
al.,  bell;  val.  equip.,  $1,500;  exp.  dept,  $100;  tot 
mem.,  26  vol. 

Water  Supply — Src,  creek  ft  spr.,  1  m.  bus.  cent; 
sys,,  grav. ;  mains,  10,000  ft.;  35  hyd.;  pres.,  dom. 
85  lbs.,  f.  85  to  110  lbs.;  cost,  $40,000;  cost 
mtce.,  $375;  wks.  owned  by  village. 

NORTH  TARRYTOWN,  p.  6,421;  mere  bldgs., 
bk.  ft  wd.,  4  ator.;  priv.,  bk.  ft  wd.,  8  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  causea  of  f.  inv.  F. 
dept — 1  auto.  comb,  c  ft  h.  wag.,  1  f.  patrol,  2 
c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  3  hos« 
car.,  2  hrs.;  hose,  3,000  ft;  f.  al.,  bell  ft  wh. ; 
val.  equip.,  $6,000;  val.  bldgSL,  $6,000;  exp.  dept, 
$4,000;  tot  mem.,   160  voL 

Water  Supply— iRrc,  riv.;  3  m.  bua.  cent;  sys., 
pump  to  res.;  stdp.  cap.,  16,000,000  gals.;  res. 
cap.,  125,000,000  gals.;  2  pump,  eng.,  cap.  day 
7.000,000  gals.;  mains,  80  m.,  4  to  16  in.  dia.; 
350  hyd.;  125  v.;  met.,  2,000;  2,200  serv.;  pres., 
dom.  100  lbs.,  f.  150  lbs.;  cons,  day,  1,800,000 
gale.;   owned  by  priv.  Co. 

NORTH  TONAWANDA,  p.  11,966;  f.  area,  8,- 
840  a.;  mere  bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv., 
wd.,  2  ft  8  ator.;  wd.  rfa.  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  h.  ft  1. 
trk.,  6  hose  wag.,  8  hra.;  hose,  cot,  rub.  lined. 
12.800  ft;  f.  al.,  Oamewell.  29  bx.,  Amer.  Diat 
telg.  22  bx.;  val.  equip.,  $16,000;  val.  bldga., 
$1,706.85;  exp.  dept,  $10,000;  tot  merti.  300,  pd. 
full  time  6,  pd.  part  time  60,  vol.  240;  undrs. 
rating,  firat  class. 
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Water  Supply — ^Src,  Niagara  riv.,  ^  m.  baa. 
cent;  aya.,  pump  dir.  to  mains;  8  pump,  ok., 
cap.  day  10,000,000  gala.;  nuuna,  wd.  ft  mm,  60 
m.,  4  to  24  Id.  dia.;  869  hyd.;  80  met.;  2.616 
aerv.;  pipe,  lead;  prea.,  dom.  40  Iba.,  f.  80  lbs.; 
cons,  day,  6,889,000  gala.;  cost,  $450,000;  wka. 
owned  by  city. 

NORWICH,  p.  7,422;  f.  area,  1,500  a.;  mere. 
bldgs.,  stn.,  ok.  ft  wd.,  2  to  5  stor.;  priv..  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  cauaes  of  f.  inv.  F.  dept. — 2  str., 
1  h.  ft  1.  trk.,  8  c.  hand  ex.,  1  ser.  trk.,  1  aula 
comb,  c  ft  h.  wag.,  .1  auto.  chem.  eng.,  1  ho$e 
wag.,  3  honQ  reels,  5  hrs.;  hose,  cot.,  rub,  lined, 
d.,  1,500  ft;  rub.,  gd.,  3,650  ft;  tot.  hose,  5.150 
t;  f.  al.,  Gamewell,  21  bx.;  val.  equip.,  $39,000: 
val.  bldgs.,  $4  5,000;  exp.  dept,  $4,000;  tot.  mero. 
180,  pd.  full  time  1,  pd.  part  time  4,  vol.   175. 

Water  Supply — Src,  lake  ft  rea.,  6  m.  bna 
cent;  ayb.,  grav.;  rea.  cap..  800,000,000  gals., 
loc  2  m.  eaat  town;  mains,  iron,  20  m.,  4  to  Id 
in.  dia.;  60  hyd.;  met,  4;  1,400  aerv.;  pipe,  galv. 
i.;  pres.,  dom.  66  lbs.,  f.  70  lbs.;  cona.  day,  2.- 
000,000  gals.;  coat,  $400,000;  wka.  owned  by  Ca 

NORWOOD,  p.  1,998;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.:  priv.,  wd.,  IH  ft  2  stor.;  wd. 
rfa.  not  perm.;  fwas.  ft  combt  ord.;  causes  of  L 
inv.  K.  dept. — 3  c.  hand  ex.,  1  c.  eng.,  1  h.  &  L 
trk.,  2  hose  wag.;  hoae,  cot.,  rub.  lined,  gd..  1.4iin 
ft;  inf.,  600  ft;  tot  hoae,  2,000  ft.:  f.  a!..  K'J 
ft  wh.;  val.  equip.,  $2,000;  val.  bldgs..  $1,500; 
exp.  dept,  $85;  tot.  mem.,  56  vol. 

Water  Supply — ^Src,  riv.,  ^  m.  bus.  cent;  tft^ 
pump  to  stdp.;  stdp.  cap.,  800,000  gala.;  dim.,  30 
X  76,  loc  aouthweat  riv.;  mat,  atL;  2  pump.  eng.« 
daaa  trip.,  cap.  day  600,000  gals.;  mains,  c  L. 
6\4  m.,  4  to  10  in.  dia.;  40  hyd.;  4S  v.;  200 
serv.;  pipe,  galv.  i.;  prea..  dom.  80  lbs.,  f.  SQ 
lbs.;  cons,  day,  126,000  gals.;  cost,  $36.5O0;  co»t 
mtce.,  $1,600;  wka.  owned  by  city. 

NUNDA,  p.  1,048;  f.  area,  640  a.;  bldgs..  bk.  k 
wd.,  2  ft  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.  F.  dept. — 1  hand  eng.,  1  c  eng.,  2  c.  nsiKi  ex. 
1  h.  ft  1.  trk.,  2  hc«e  car.;  hose,  cot.,  rub.  lined.  gJ.. 
1,800  ft;  irf.,  200  ft;  tot  hcse,  2,000  ft.;  f.  aL. 
bell;  val.  equip.,  $1,500;  val.  bldga.,  $5,000;  exp^ 
dept.,  $150;   tot.   mom.,  6-8  vol. 

\A(ater  Supply — Src,  apt,  3  m.  bua.   cent.;   are.. 

frav.;  rea.  cap.,  380,000  gala.;  maina,  6  v^  m.; 
6  hyd.;  10  v.;  met.  8;  100  aerv.;  pipe.  salv.  i.; 
pres.,  dom.  75  lbs.,  f.  76  lbs.;  cost,  $2,500;  wks. 
owned  by  Co. 

NYACK,  p.  4,619;  f.  area,  2,660  a.;  mere, 
bldga.,  bk.,  8  ft  4  ator.;  priv.,  wd.  ft  bk.,  3  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  c! 
f.  not  inv.  F.  dept  (includes  Upper,  South  ft 
West  Nyack) — 2  atr.,  1  c  ft  h.  waf.,  1  hand  csg^ 
1  c  eng.,  4  c  hand  ex.,  S  h.  ft  L  trk..  1  hose  wag^ 
6  hose  car.;  hoae,  cot,  rub.  lined,  gd.,  6,000  ft: 
f.  al.,  bell;  val.  equip.,  $20,000;  vaL  bldgs..  $15.- 
800;  exp.  dept,  $6,000;  tot  mem.,  325  voL 

Water  Supply — Src,  riv.;  aya.,  grav.  &  ptgcm 
dir.;  rea.  cap.,  1,000,000  gala.;  2  pump.  eng.. 
cap.  day  760,000  gala.;  mains,  c  i.,  25  ns.,  2  ta 
12  in.  dia.;  112  nyd.;  48  v.;  met.  100;  prea.. 
dom.  75  lbs.,  f.  100  to  165  Iba.;  cost.  $250.0n«: 
cost   mtce.,   $16,000;   wka.   owned   by  cit>'. 

OAKFIELD,  p.  2,115.  F.  dept — 1  hand  eng.,  i<» 
c.  hand  ex..  1  c.  wag..  1,000  ft.  hoae;  i.  al.,  b-l.: 
tot.    mem.,    52    vol. 

Water  Supply — Src,  cisterns. 

OCEAN  US,  p.  8.000;  f.  area,  2,660  a.;  mere, 
bldga.,  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  vd.,  * 
ft  8  stor.;  wd.  rfs.  not  perm.  r.  dept. — 8  str.,  1 
c.  eng.,  2  h.  ft  1.  trk..  4  hose  carta,  4  bose  car., 
4  hra.;  hoae,  cot,  rub.  lined,  gd.,  5,000  ft.;  t 
al.,  bell;  vaL  equip.,  $26,000;  vaL  bldga.,  $*5.- 
000;   tot,  mem.,   178. 

Water  Supply — Src,  supply  from  Far  Rockavar 

OGOENSBUR-G,  p.  17,000;  f.  ares.  3,000  a.; 
mere  bldgs..  stn.  ft  bk.,  8  to  5  stor.;  priv.,  wd..  IH 
to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ori  . 
cauaes  of  f.  inv.  F.  dept — 2  atr.,  1  h.  ft  L  trk.. 
1  aer.  trk.,  6  c.  hand  ex.,  3  comb,  c  ft  h.  wae . 
8  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,300  ft.;  ic' . 
500  ft.;  tot  hoae,  6,800  ft;  i.  al.,  Gamewelt  2$ 
bx.;  val.  equip.,  $14,800;  vaL  bldgs.,  $8,00«. 
exp.   dept,   $14,800;    tot   mem.    28,   pd.    full   ti 


14,  pd.  part  time  14. 

Water  Supply — Src,  riv.,  1V&  m.  bus.  cent:  sya.. 
pump    dir.    to    mains;    res.    oap.,    1,000,000 
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8  pamp.  eng.,  cap.  day  80,000.000  tnla.;  znaiiie. 
i.  s  cem.,  82  m.,  4  to  20  in.  dla.;  206  hyd.;  420 
v.;  met.,  80;  3,142  serv.;  pipe,  galv.  1.  ft  lead; 
pres.,  dom.  55  lbs.,  f.  80  lbs.;  cons,  day,  2,500,000 
gals.;  cost,  $550,000;  cost  mtce.,  $20,000;  wks. 
owned  by  city, 

OLEAN,  p.  14,748;  f.  area,  6  sq.  m.;  mere, 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  ft  combt.  ord.:  causes  of 
f.  inv.  F.  dept — 1  auto,  str.,  2  comb.  c.  ft  b. 
wag.,  2  c.  eng.,  4  c  ex.,  1  h.  ft  1.  trk.,  2  hose 
wag.;  hoAe,  cot.,  rub.  lined,  7,400  ft.;  f.  al., 
Qamcwell,  80  bz.;  val.  equip.,  $22,000;  vaL 
bidgs.,  $18,000;  exp.  dept.,  $14,000;  tot  mem. 
17,  pd.  full  time  5,  pd.  part  time  12. 

Water  Supply — Src.,  driven  wells,  V6  m.  bus. 
cent;  ays.,  pimip  to  res.;  res.  cap.,  10,600,000 
gals.,  loc.  %  m.  south  city;  2  pump,  eng.,  cap. 
day  5,000,000  gals.;  mains,  c.  i.,  87  m.,  4  to  24 
in.  dia.;  814  hyd.;  825  ▼.;  2,900  met;  pipe,  lead 
ft  iron;  pres.,  dom.  90  lbs.,  i.  90  lbs.;  cons,  day, 
1,746,124  gals.;  cost,  $418,000;  cost  mtce.,  $18,- 
OOO;  wks.  owned  by  dty. 

ONEIDA,  p.  8,817;  f.  area,  8,000  a.;  mere 
bldgs.,  bk.,  2  to  5  stor.:  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwKs.  ft  combt  ord.;  causes 
of  f.  iiiv,  F.  dept. — 1  str.,  2  comb,  c  ft  h.  wag., 
6  c.  hand  ex.,  1  h.  k  1.  trk.,  5  hrs.;  hose,  cot, 
rub.  lined,  ed.,  8,800  ft.;  inf.,  700  ft;  tot.  hose, 
4,500  ft;  I.  al.,  Onniewell,  19  bx.;  vaL  equip., 
$9,000;  val.  bldgs.,  $11,800;  exp.  dept,  $7,000; 
tot.  mem.  80,  pd.  full  time  5,  pd.  part  time  40, 
85    vol.;   undrs.    rating,    first   class. 

Water  Supply— ^c,  spr.,  3  m.  bus.  cent.;  ays., 
grav.;  2  res.  cap.,  88,000,000  gals.,  loc.  8  m. 
south  city;  mains,  c.  L,  15  m.,  4  to  18  in.  dia.; 
136  hyd.;  228  v.;  met,  1,200;  1,800  serv.;  pipe, 
load;  pres.,  dom.  ft  f.  87  to  98  lbs.;  cons.  day. 
300,000  gaK;  cost,  $210,000;  cost  mtce.,  $2,200; 
wks.  owned  by  city. 

ONEONTA.  p.  9,491;  f.  area.  25  a.;  mere,  bldgs., 
bk.,  2  to  5  stor.;  priv..  wd.,  2  to  3  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — ^  str.,  8  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  1  auto.  trip.  comb,  pump,  c.  ft 
hose  wasf.,  1  comb.  c.  ft  h.  wag.,  1  hose  reel;  hose, 
cot,  rub.  lined,  gd.,  5,800  ft;  inf.,  300  ft.;  tot 
hose,  6,100  ft;  f.  al.,  Gamewell,  bell  ft  wh.,  27 
bx.;  val.  equip.,  $33,775;  val.  bldgs.,  $60,000; 
exp.  dei)t.  $10,000;  tot  mem.,  50,  pd.  full  time  6, 
pd.  part  time,44. 

Watar  Supply— Src,  creek  ft  spr.,  6  m.  bus. 
cent;  ays.,  grav.;  res.  cap.,  500,000»000  gala.; 
mains,  c.  I,  21  m.,  4  to  20  in.  dia.;  140  nyd.; 
pres.,  dom.  75  Iba.,  f.  76  Iba.;  coat,  $460,000; 
wks.  owned  by  Co. 

ORISKANY  FALLS,  p.  892;  mere,  bldgs.,  bk. 
ft  wd.  F.  dept — 2  boae  car.;  hoae,  1,000  ft;  f. 
al.,  wh.;   tot.  mem.,   45  voL 

Watar  Supply — Src,  not  reported;  ays.,  grav. 

OSSINING,  p.  11,480;  f.  area,  660  a.;  mere, 
bldgs.,  bk.,  8  ft  4  stor.;  priv.,  wd.  ft  bk.,  2  ft  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  2  h.  ft  1.  trk.,  1  hose 
wag.,  6  hose  car.,  9  hrs.;  heme,  cot,  rub.  lined, 
fird.,  8,600  ft;  rub.,  gd.,  1.000  ft;  inf.,  1,600  ft; 
tot.  hose,  6,000  ft;  x.  al.,  bell  ft  wh.;  val.  equip., 
$15,000;  vaL  bldgs.,  $6,000:  exp.  dept,  $1,000; 
tot  mem.  800,  pd.  full  time  8,  vol.  297. 

Watar  Supply — Src,  brook,  2  m.  bus.  cent; 
ays.,    pump   to   res.;    res.    cap.,    147,000,000    gals.; 

2  pump,  eng.,  cap.  day  8,000,000  gals.;  mains,  c 
i.,  24  m.,  4  to  16  in.  dhi.:  192  hyd.;  172  v.;  1/5&1 
met;  1,770  serv.;  pipe,  lead  ft  i.;  pres.,  dom.  35 
to  140  lbs.,  f.  50  to  140  lbs.;  cons,  day,  675,000 
^als.;  cost  $824,429;  cost  mtce.,  $17,485;  wks. 
owned  by  city. 

OSWEGO,  p.  28,868;  f.  area,  6,120  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;   causes  of  f.  inv.     F.  dept — 

3  str.,  2  c.  eng.,  2  h.  ft  L  trk.,  12  c.  hand  ex., 
1  aer.  trk.,  3  hose  wag.,  2  hose  car.,  15  hrs.;  hoae, 
cot.,  nib,  lined,  gd.,  7,800  ft;  inf.,  1,600  ft; 
tot.  hose,  9,300  ft;  f.  al.,  elec,  50  bx. ;  val.  equip., 
^33,000;  vaL  bldgs.,  $30,000;  exp.  dept,  $24,619; 
tot.  mem.  28,  pd.  full  time  18,  pd.  part  time  10. 

Water  Supply — Src,  riv.,  2%  m.  bus.  cent; 
eys.,  grav..  pump  to  res.  ft  dir.;  res.  cap.,  20,000,- 
OOO  gals.,  loc  2  m,  city;  2  pump,  eng.,  cap.  day 
12,500.000  gals.;  mains,  c  L,  45.77  m.,  4  to  20 


in.  dia.;  824  hyd.;  198  t.;  met,  210;  2,848  serv.; 
pipe,  lead  ft  iron;  prea.,  dom.  50  Iba.,  f.  100  lbs.; 
cona.  day,  2,800,000  gala.;  coat  $648,108;  cost 
mtce.,   $12,000;   wks.   owned  by  city. 

OTEQO,  p.  676;  f.  area,  200  a.;  mere  bldgs., 
wd.,  2  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs.  perm.; 
no  fwks.  ft  combt  ord.:  causes  ox  f.  Inv.  F.  dept 
— 2  c.  hand  ex.,  1  h.  ft  L  trk.,  2  hoae  ear.:  hose, 
cot.,  nib.  lined,  gd.,  800  ft:  f.  al.,  bell;  vaL 
equip.,  $1,000;  vaL  bldgs.,  $1,000;  exp.  dept, 
$160;  tot  mem.,  60  voL 

Watar  Supply — Src,  spr.  ft  creek;  sya.,  grav.; 
water,  gd.;  res.  cap.,  60,000  gals.;  mains,  c  L, 
6  m.,  4  to  6  in.  dia.;  19  hyd.;  160  serv.;  pres., 
dom.  66  lbs.,  f.  65  lbs.;  cost  $18,000;  wks. 
owned  by  city. 

OWEQO,  p.  4,688;  f.  area,  1,600  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  c  eng.,  4 
c  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  carts,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  4,000  ft:  inf.,  200  ft; 
tot  hose,  4,200  ft;  f.  al..  Gamewell;  vaL  equip., 
$9,700;  vaL  bldgs.,  $10,000;  exp.  dept,  $8,800; 
tot  mem.,  280  voL 

Water  Supply — Stc,  creek  ft  wells,  \^  ft  2%  m. 
bus.  cent.;  sys.,  grav.  ft  pump  to  impounding  dam. 
cap..  30,000,000  gals.;  res.  cap.,  1,600  000  gals.: 
loc.  on  hill;  1  pump,  eng.,  cap.  day,  2,000,000  gals.; 
mains,  c.  ft  wrt.  L,  15  m.,  1  to  12  in.  dia.;  77  hyd.; 
70  v.;  met,  689;  1,084  serv,;  pipe,  wrt.  i. ;  pres., 
flom.  »0  to  90  Ihs.,  f.  120  lbs.;  cons,  day,  1.000,- 
000  gals.;  cost.  $145,000;  wks.  owned  by  priv.  Co. 

OXFORD,  p.  1,654;  f.  area,  640  a.;  mere  bldga., 
stn.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.  F. 
dept. — 1  str.,  1  h.  ft  L  trk..  4  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  2,500  ft;  f.  al.,  wh.;  vaL 
equip.,  $4,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$700;   tot.  mem.   100,  pd.  part  time  1,  voL  99. 

Water  Supply — Src,  spr.;  sys.,  grav.  ft  pump, 
dir.;  rea.  cap.,  212,000  gals.;  pump,  eng.,  cap. 
day  504,000  gals.;  mains,  e  L,  9  m.,  4  to  10 
in.  dia.;  47  hyd.;  met.,  288;  288  serv.;  cost, 
$26,500;  cost  mtce.,  $100;  wks.  owned  by  village. 

OYSTER  BAY,  p.  8,600;  f.  area,  640  a.;  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwks. 
ft  combt  ord.  F.  dept. — 1  str.,  2  hand  eng.,  1 
hose  wag.,  4  c  hand  ex.,  1  h.  ft  L  trk.,  60  rub. 
buckets,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1.900  ft;  f.  al..  bell;  val.  equip.,  $7,000;  vaL 
bldgs..  $4,700: 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
fltdp.  cap.,  265,000  gals.;  2  pump,  eng.,  class 
comp.  dup.;  mains,  8^  m.;  79  hyd.;  pres.,  dom. 
70  lbs.,  f.  90  lbs.;  cons,  day,  125,000  ffsls.;  cost, 
$78,000;  cost  mtce.,  $4,600;  wks.  ownea  by  Co. 

PALMYRA,  p.  2,268;  mere  bldgs.,  bk.,  8  stor.; 
priv.,  wd..  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  4 
c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1  hose 
cart;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft;  inf., 
300  ft;  tot  hose,  2,100  ft;  f.  al.,  foell  ft  wh.; 
tot  mem.,  88  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  176,000  gals.;  mains,  4 H  m.,  4  to  10 
in.  diai;  40  hvd.;  met,  82;  pres.,  dom.  76  lbs., 
f.  75  to  100  lbs.;  cost,  $60,000;  wks.  owned  by 
Co. 

PARISH,  p.  400.  F.  dept — 1  c  eng.,  1  hand 
eng.,  1  h.  ft  1.  trk.;  tot  mem.,  20  voL 

PATCHOGUE,  p.  8,824;  f.  area,  640  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.;  wd.  rfs.  not  perm.;  no 
fwks.  ft  combt  ord.;  causes  of  f.  not  inv.  F.  dept 
— 2  c.  eng.,  1  hand  eng.,  2  h.  ft  1.  trk.,  2  hose 
car.,  1  hose  cart;  hose,  cot,  mb.  lined,  gd.,  8.* 
000  ft;  f.  aL,  Oamewell;  val.  eouip.,  $6,950;  vaL 
bldgs.,  $15,000;  exp.  dept,  $460;  tot  menu,  160 
vol. 

Watar  Supply — Src,  wella:  sys.,  pump  to  stdp.; 
stdp.  cap.,  268,000  gals.;  dim.,  20  z  116;  pump, 
eng.,  cap.  day  4,500,000  gals.;  mains,  9  m.,  4  to 
10  in.  dia.;  75  hyd.;  pres.,  dom.  50  lbs.,  f.  76 
to  100  lbs.;  cost,  $60,000;  wks.  owned  by  Co. 

PAVILION,  p.  500;  f.  area,  850  a.;  mere  bldgs., 
wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  hand  eng.,  1  hose  cart,  1  h.  ft 
1.  trk.;  hose,  cot.,  rub.  lined,  gd.,  500  ft;  f.  al., 
bell;  val.  equip.,  $900;  exp.  dept.,  $100;  tot  mem., 
38    vol.;    undrs.    rating,   third   class. 
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Water  Supply — Src.,  spra.,  1  m.  bus.  cent.;  sya., 
gnv.;  S  hyd.;  wks.  owned  by  priv.  Co. 

PAWLINQ,  p.  1,927.  F.  dept — 8  hose  carU. 
1  h.  &  1.  trk.;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft.; 
f.  al.,  bell;  val.  equip.,  $2,000;  exp.  dept,  $300; 
tot.   mem.,    40   vol. 

Water  Supply— Grav.  ays.;  prea.,  100  U>a. 

PEEKSKIU-,  p.  16,245;  f.  area,  2,560  a.;  mere, 
bldgs.,  bk.,  3  stor.;  priv.,  bk.  A  wd.,  3  stor. ;  wd. 
Ttis.  perm.;  no  fwks.  &  combt.  ord. ;  oauses  of  f. 
inv.  F.  dept. — 3  comb.  c.  &  h.  wag.,  14  c.  hand 
ex.,  1  h.  &  1.  trk.,  4  hns. ;  hose,  Qot.,  «rub.  lined, 
gd.,  4,000  ft.;  c,  750  ft.:  tot.  hose,  4,750  ft., 
f.  al.,  Gamewell,  28  bx.;  val.  equip.,  $32,600;  val. 
bidgs.,  $28,000;  exp.  dept,  $7,500;  tot  mem. 
400,  pd.  full  time  6,  395  vol. 

Water  Supply— Src,  Peekakill  Hollow  Creek,  IH 
m.  bus.  cent;  aya.,  grav.  k  pump  to  rea.;  rea.  cap. 
86,000,000  gala.;  2  pump,  eng.,  claaa  elec,  cap. 
day  4,000,000  gala.;  maina,  c.  i.,  20  m.,  4  to  20 
in.  dia.;  188  hyd.;  150  v.;  met,  1,500;  2,000 
aerv.;  pipe,  c  i.;  prea.,  dom.  60  to  100  Iba.,  f.  100 
to  148  iba.;  cona.  day,  3,000.000  gala.;  coat, 
$600,000;  cost  mtce.,  $15,000;  wka.  owned  by  dty. 

PENN  YAN,  p.  4,597;  f.  area,  40  a.;  mere, 
bldga.,  stn.  8l  bk.,  2  to  4  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  combt  ord.:  cauaea 
of  f.   inv.     F.   dept. — 1   str.,    1    comb.   c.   &  h.   wag., 

I  h.  &  1.  trk.,  7  hose  wag.;  hose,  cot.,  rub.  lined, 
gd..  6,500  ft.;  f.  al.,  bell  &  telp.;  val.  equip., 
$11,000;  val.  bldgs..  $8,000;  exp.  dept,  $1,500; 
tot.   mem.,    135  vol. 

Water  Supply — Src,  lake,  2  m.  bus.  cent.;  aye., 
pump  to  rea.  ft  dir  to  mains;  rea.  cap.,  1,000,000 
gala.;  2  pump,  eng.,  claaa  com  p.,  cap.  day  1,600,- 
000  gals.;  maina,  c  i.,  15^  m.,  4  to  12  in.  dia.; 
116  hyd.;  118  v.;  met,  71;  1,085  serv.;  pipe, 
galv.  i.;  prea.,  dom.  40  to  80  lbs.,  f.  150  Iba.; 
cons,  day,  376,000  gals.:  coat,  $10,000;  coat 
mtce.,  $6,100;  wka.  owned  by  city. 

PERRY,  p.  4,388;  f.  area,  1,200  a.;  mere 
bidgs.,  bk.,  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  perm.;  fwks.  &  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  c.  eng.,  4  c  hand  ex.,  1  h.  ft  1.  trk., 
3  hose  oart«;  hose,  cot,  rub.  lined,  gd.,  2,200  ft.; 
inf.,  500  ft.;  tot.  hose,  2.700  ft;  f.  al..  bell  ft  wh., 
13  bx.;  val.  equip.,  $10,000;  val.  bldgs..  $41,000; 
exp.    dept.,    $600;    tot.    mt*m.,    140    vol. 

Water  Supply— -Src,  lake,  1  m.  bua.  cent;  aya., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000  gals.; 
pump,  eng.,  cap.  day,  2,000,000  gals.;   mains,  iron, 

II  m..  4  to  12  in.  dia.;  143  hyd.;  met.,  30;  1.100 
serv.;  pipe,  lead;  prea.,  dom.  60  lbs.,  f.  96  lbs.; 
cost,  $43,000;  cost  mtce.,  $3,500;  wks.  owned  by 
city. 

PHELPS,  p.  1,864;  mere  bldgs.,  bk.  ft  wd.,  1  to 
8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dei)t — 1  h.  ft  1.  trk.,  9  c.  hand  ex.,  1  hose  wag., 
8  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft.; 
inf.,  150  ft.;  tot  hose.  1,750  ft;  f.  al.,  bell  ft 
telp.;  \«1.  equip.,  $1,500;  val.  bldgs.,  $7,500; 
exp.  dept,  $450;  tot.  mem.,  105  vol. 

Water  Supply — Src,  apr.;  ays.,  grav.;  maina, 
3^  m.,  4  to  8  in.  dia.;  44  hyd.;  met,  300;  360 
serv.;  pres.,  f.  80  lbs.;  cost,  $30,000;  wks.  owned 
by   city. 

PHILMONT,  p.  1,818;  f.  area.  960  a.;  mere, 
bldgs.,  wd.,  2,  8  ft  4  ator.;  priv.,  wd.,  2  ft  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causea  of  f.  inv.  F.  dept — 2  c  hand  ex.,  8  hoae 
car.;  hoae,  cot,  rub.  lined,  gd.,  1,700  ft;  f.  al., 
bell;  vaL  equip.,  $2,000;  val.  bldga.,  $3,500;  exp. 
dept,  $200;  tot  mem.,  50  vol. 

Water  Supply — Src,  lake,  4  m.  bus.  cent;  ays., 
grav.  to  res.;  res.  cap.,  400,000  gals.,  loc  High 
Hill;  mains,  c  i.,  9  m.,  4  to  12  in.  dia.;  39 
hyd.;  28  v.;  met,  210;  210  serv.;  pipe,  galv.  i.; 
pres.  dom.  40  to  150  lbs.,  f.  40  to  150  lbs.;  cons. 
day,  30,000  gals.;  cost,  $40,000;  cost  mtce.,  $200; 
wka.  owned  by  city. 

PHOENIX,  p.  1,642;  f.  area,  40  a.;  mere  bldga., 
bk.,  1  to  3  stor.;  priv.,  bk.,  2  stor.;  wd.  rfa.  not 
perm,  in  f.  area;  fwka.  ft  combt  ord.;  causea  of  f. 
inv.  F.  dept. — 1  hand  eng..  8  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,650  ft;  inf.,  400  ft;  tot. 
hoae,  1,950  ft;  f.  al.,  bell  ft  wh.,  2  bx.;  vaL 
equip.,  $600;  val.  bldga.,  $1,500;  exp.  dept, 
$140;  tot.  mem.,  85  voL 

Water  Supply — Src,  riv.;  aya.,  pump  to  atdp.; 
atdp.    cap.,    200,000    gala.;    pump,    eng.,    cap.    aay 


2,000,000  gala.;  maina,  7  m.,  4  to  8  in.  dia.; 
88  hyd.;  60  v.;  prea.,  dom.  75  Iba.,  f.  180  Iba; 
coat,  $68,000;  cost  mtce.,  $8,000;  wka.  owned  by 
Co. 

PIERMONT,  p.  1,380;  f.  area,  10  a.;  mere, 
bldga.,  wd.,  2  ft  8  ator.;  priv.,  wd.,  2  ft  3  stor.; 
wd.  rfa.  perm.;  fwks.  ft  combt  ord.  F.  dept — ^^1 
auto,  hose  w-<ag.,  1  str.,  1  hose  wag.,  1  hose  oar.; 
hose,  cot,  rub.  lined,  gd.,  500  ft;  rub.,  gd.,  700 
ft;  tot.  hose,  1.200  ft.;  f.  al.,  bell;  val.  equip., 
$2,500;  val.  bldgs.,  $2,000;  exp.  dept,  $200;  tot 
mem.,  60  vol. 

Water  Supply — Src,  arteaian  wella;  waterata. 
to  be  installed. 

PINE  HILL,  p.  417;  f.  area,  1  sq.  m.;  mere, 
bldga.,  bk.  ft  wd.,  2  to  8  ator.;  priv.,  wd.,  S  to  S 
ator.;  wd.  rfa.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trt., 
1  hoae  car.;  hoae,  cot,  rub.  Imed,  gd.,  1.500  ft; 
inf.,  300  ft;  tot  hoae.  1,800  ft;  f.  aL,  bell; 
val.  equip.,  $6,000;  vaL  oldga.,  $8,000;  tot  mem^ 
40  ToL 

PINE  PLAINS,  p.  660.     F.  dept— Not  reported. 

Water  Supply — Src,  apr.  ft  wella,  2  m.  bo. 
cent;  aya.,  pump  to  atdp.  ft  grav.;  stdp.  cap., 
78,000  gala.;  dim.,  20  z  24;  mat,  cjpresa;  res. 
cap.,    200,000   gala.;    1   pump,   eng.,   eap.   day  80,- 

000  gala.;  mains,  c.  i.,  8%  nu,  4  to  6  in.  dia.; 
32  hyd.;  16  v.:  met,  64;  pipe,  fipUv.  L;  prea., 
dom.  60  to  70  Iba.,  f.  96  Iba.;  cona.  dar,  50,000 
gals.;  cost,  $10,000;  coat  mtce.,  $475;  wka. 
owned  by   private  Co. 

PITTSFORD,  p.  1,206;  bldffa..  wd.  ft  bk.,  f 
stor.;  wd.  rfs.  not  perm.;  fwaa.  ft  combt  ord. 
F.  dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hoae,  cot. 
rub.  lined,  gd.,  1,250  ft;  f.  aL,  elec;  TaL  equip., 
$1,650;  exp.  dept,  $160;  tot  menu,  60  vol; 
undrs.    rating,   fourth   claaa. 

Water  Supply — Src,  Lake  Ontario  Water  Co.  of 
Rochester,  N.  Y.;  ays.,  pump  to  res.;  rea.  csp., 
650,000  gals.;  mains,  c  L,  4  m.,  4  to  8  in.  dia.: 
46  hyd.;  28  v.;  845  met;  846  serv.;  pipe,  lead 
ft  galv.  L;  pres.,  dom.  56  lbs.,  f.  60  iba.;  c<»t 
$20,000;  cost  mtce.,  $400;  wka.  owned  by  village. 

PLATTSBURQ,  p.  11,188;  f.  area,  1,280  a.; 
mere  bldgs.,  bk.,  8  stor.;  priv.,  wd.  ft  bk.,  2  ator.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.;  cauaet 
of  f.  inv.     F.  dept. — 1  comb,  c  en^.  ft  hoae  wag^ 

1  hose  wag.,  6  hose  carts,  1  h.  ft  L  trk.,  8  hra; 
hose,  cot.  rub.  lined,  gd.,  4,450  ft:  f.  aL,  Game- 
well,  15  bx.;  val.  equip.,  $6,000;  val.  bldga..  $57,- 
000;  exp.  dept,  $6,600;  tot  mem.  185,  pd.  fnH 
time  4,  pd.  part  time  6,  vol.  125;  undra.  rating, 
second  class. 

Water  Supply — Src,  spr.  ft  brooks,  6  ro.  buf- 
cent;  aya.,  grav.;  rea.  No.  1,  cap.  2,000,000  gala., 
loc.  6  to  7  m.  city;  rea.  No.  2,  cap.  S,5OO.000 
gals.,  loc  2^  m.  city;  maina,  cem.  ft  c  L,  St 
m.,  4  to  12  in.  dia.;  220  hyd.;  65  met,  2,400 
serv.;  pipe,  wrt  L;  prea.,  dom.  65  to  80  Iba..  f. 
65  to  100  lbs.;  cona.  day,  2,000,000  gmla.;  cost 
$882,191;  cost  mtce.,  $7,000;  wka.  owned  by  cit.v. 

PLEASANTVILLE,  p.  2,207;  mere  bld«s.,  wd. 
F.  dept — 1  hand  eng.,  1  h.  ft  L  trk.,  2  hoae  car.. 
1  hose  wag.;  hose,  2,600  ft;  f.  al.,  bell;  tot.  mem^ 
100  voL 

PORT  BYRON,  p.  1,085;  mere  bldga.,  atn.,  bk. 
ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wl 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  caosci 
of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  2  c  hand  ex.. 
3  hose  car.;  hose,  rub.  lined,  gd.,  2,000  ft.;  inf.. 
1,000  ft.;  tot.  hose,  3  000  ft.;  f.  al.,  hell;  v*L 
equip.,  $2,000;  val.  bldgrs.,  $4,000;  exp.  dept.. 
$200;    tot.    mem.,    35    vol. 

Water  Supply — Src,  lake;  aya.,  pump  to  res.; 
res.  cap.,  400,000  gala.;  pump,  eng.,  cap.  daj 
100,000  gals.;  mains,  iron,  4  m.,  4  to  6  in.  dii.; 
87  hyd.;  7  v.;  75  serv.;  prea.,  dom.  65  Iba.,  f. 
100  lbs.;  cost,  $12,000;  cost  mtce.,  $250;  wk>. 
owned    by    city. 

PORT  CHESTER,  p.  12,809;  mere  bldgs..  wd 
ft  bk.,  2%  ft  3  ator.;  wd.  rfa.  perm.;  fwka.  t 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 2  str.. 
1  c  eng.,  2  h.  ft  1.  trk.,  1  aer.  trk.,  2  ho«e  wag.. 
6  hose  car.;  hoae,  cot,  rub.  lined,  gd..  8,500  ft; 
inf.,  500  ft;  tot  hose,  9,000  ft;  f.  al.,  elec  St 
bx.;  vaL  equip.,  $16,000;  vaL  bldga..  $125,000; 
exp.   dept,  $8,600;   tot  mem.,  800  vol 

Water  Supply — Src,  lakes;  aya.,  grav.;  std^L 
cap.,  1,260,000  gala.:  rea.  cap.,  1,082.000.00$ 
gals.;   maina,   20  m.,   4  to   16  in.   dia.;   131   byd.; 
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met,   2,075;  pres.,  dom.   96  lb«.,  f.  96  lbs.;   wki. 
owned  by  Oo. 

PORT  EWEN,  p.  1,800;  f.  area,  900  a.;  bldn., 
bk.,  2  Btor.;  wd.  rfs.  not  perm.;  no  fwks.  k  combt. 
ord.  F.  dept. — i  c.  hand  ex.,  1  c.  eng.,  1  h.  ft  1. 
trk.,  buckets,  2  hrs.;  f.  al.,  elec;  tot.  mem.,  66 
vol. 

Watsr  Supply-^rc.,  wells;  no  waterwks. 

PORT  HENRY,  p.  2,266;  f.  area,  960  a.;  mere. 
bidgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.,  cone  ft  wd., 
IH  to  2H  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  iny.  F.  dept. — 2  c 
eng.t  1  h.  ft  1.  trk.,  3  hose  ear.:  hose,  rub.,  gd., 
1,250  ft.;  f.  al.,  bell;  Tal.  equip.,  $8,000;  val. 
bides.,  $7,000:  tot  mem.,  90  voL 

Water  Supply— Src,  spr.  ft  brook,  2%  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  700,000  gals.;  mains, 
c.  i.,  9  m.,  4  to  9  in.  dia,;  57  hj'd.;  35  v.;  met., 
2;  402  sen.;  pipe,  Iron;  pres.,  dom.  40  lbs.,  f.  105 
Ibi.;  cost,  $50,000;  wks.  owned  by  village. 

PORT  JEFFERSON,  p.  2,026;  f.  area,  826  a.; 
bldgs.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks. 
ft  combt  ord.  F.  dept — 2  c.  hand  ex.,  1  h.  ft 
I.  trk.,  pumps,  pails,  rope,  chains,  hooks,  2  hose 
car.,  hrs.  hired;  hose,  cot,  rub.  lined,  2,100  ft; 
f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldgs.,  $1,000; 
exp.   dept,   $850;   tot   mem.,   90   vol. 

Water  Supply — Src,  welU,  %  m.  bus.  cent; 
sys.,  pump  dir.;  stdp.  cap.,  182,000  gals.;  res. 
cap.,  882,000  gals.,  loc.  hi  m.  bus.  cent;  8 
pump,  eng.,  cap.  day  288,000  gals.;  mains,  c.  i., 
4  m.,  4  to  10  in.  dia.;  52  hyd.;  22  v.;  20  met; 
300  serv.;  pipe,  galv.  i.;  pres.,  dom.  97  lbs.,  f. 
97  lbs.;  cons,  day,  125,000  gals.;  cost,  $32,235; 
cost  mtce.,  $200;  wks.  owned  by  Co. 

PORT  JERVIS,  p.  9,564;  mere,  bldgs.,  bk.,  8  ft 
4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt.  ord.  F.  dept — 1  str.,  4  c.  hand  ex.,  1 
h.  ft  1.  trk.,  1  patrol  wag.,  6  hose  car.,  5  hrs.; 
hose,  rub.,  gd.,  5,000  ft;  inf.,  500  ft;  tot  hose, 
5,500  ft;  f.  al.,  wh.;  val.  equip.,  $16,000;  val. 
bldgs.,  $18,000;  exp.  dept,  $5,000;  tot.  mem.  280, 
pd.  full  time  2,  pd.  part  time  3,  vol.   275. 

Water  Supply — Src,  spr.  ft  brooks,  1  to  3  m. 
bus.  cent;  sys.,  grrav.;  res.  cap.,  738,000,000  arals.; 
mains,  c  i.,  22  m.,  4  to  24  in.  dia.;  155  hyd.; 
81  v.;  met,  60;  1,703  serv.:  pipe,  lead  ft  galv. 
i.;  pres.,  dom.  60  lbs.,  f.  60  lbs.;  cost.  $286,000; 
cost   mtce.,    $14,000;   wks.   owned  by   Co. 

PORTVILLE,    p.    758.     F.    dept — Not    reported. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  180,000  gals.;  mains,  c  i.,  4  to 
6  in.  dia.;  32  hyd.;  met,  125;  pipe,  c.  i.;  pres., 
dom.  85  lbs.,  f.  85  lbs.;  cost,  $12,000;  cost 
mtce.,  $200;  wks.  owned  by  city. 

PORT  WASHINGTON,  p.  4,500;  f.  area,  8,000 
a.;  bldgti.,  wd.,  2  ft  3  stor.;  wd.  rfs.  perm.  F. 
dept — 1  hand  eng.,  6  c  hand  ex.,  1  h.  ft  1.  trk., 
2  hose  wag.,  3  hose  car.,  6  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  bell  ft  wh.;  vaL  equip., 
$2,500;  val.  bldgs.,  $7,000;  tot  mem.,  225  vol. 

Water   Supply — Src,  wells;  sys.,  pump   to  stdp. 

POTSDAM,  p.  4.036;  f.  area,  20  a.;  mere  bldgs.. 
bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  1  to  3 
•tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  in  v.  F.  dept — 1  str.,  1  c.  eng., 
1  h.  ft  L  trk.,  2  c  hand  ex.,  1  hose  wag.,  2  hose 
car.,  2  comb,  c  ft  h.  wag.,  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft;  inf.,  500  ft;  tot  hose,  2,500 
ft;  f.  al.,  elec,  10  bx.;  val.  equip.,  $10,000;  val. 
bldgs.,  $7,600;  exp.  dept,  $1,450;  tot  mem.  40, 
pd.   full  time  2,  vol.  38. 

Water  Supply — Src,  riv. ;  syg.,  pump,  dir.;  4 
pump,  eng.,  pap.  day,  4,000.000  gala.;  mainB,  wd., 
iron,  cem.,  17  m.,  4  to  12  in.  dia.;  104  hyd.;  160 
v.;  met.,  3;  1,200  serv.;  i)ipe,  galv.  i.;  pres.,  dom. 
f50  Ibe..  f.  85  lbs.;  cons,  day,  800.000  gals.;  cost, 
^80,000;  cost  mtce.,  $4,000;  wks.  owned  by  city. 

POUOHKEEPSIE,  p.  27,936;  f.  area,  14,000  a.; 
mere  bldgs.,  bk.,  3  to  4  stor.;  priv.,  wd.,  2  stor.; 
vfd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb.  c.  ft  h. 
iwag.,  1  auto.  pump,  eng.,  8  str.,  2  h.  ft  1.  trk., 
12  c  hand  ex.,  2  aer.  trk.,  4  hose  wag.,  4  comb. 
c.  &  h.  wag.,  2  hose  car.,  16  hrs.;  hose,  cot, 
rub.  lined,  gd.,  10,150  ft;  c,  900  ft;  tot  hose. 
11,050  ft;  f.  al.,  Gamewell,  bell  ft  wh.,  55  bx.; 
val.  equip.,  $40,000;  val.  bldgs.,  $100,000;  exp. 
d«pt.,  $12,000;  tot  mem.,   786  vol. 

Water  Supply — Src,  riv.,  1^  m.  bus.  cent; 
«ys.,    pump    to    res.;    res.    cap.,    12,000,000    gals.; 


4  pump,  eng.,  cap.  day  20,000,000  gals.;  mains, 
c  1.,  41.0  m.,  6  to  18  in.  dia.;  68<6  hyd.;  met,  5,300; 
4,400  serv.;  pipe,  lead;  pres.,  dom.  ft  f.  -30  to 
100  lbs.;  cons,  day,  2,700,000  gals.;  cost.  $984,- 
32>5;   cost  mtce.,  $40,000;  wks.  owned  by  city. 

PULASKI,  p.  1,788;  f.  area,  450  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  ctor.; 
wd.  rfs.  not  perm  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  hand  eng.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  Inf., 
500  ft;  tot  hose,  8,000  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $2,500;  val.  bldgs.,  $2,600;  tot  mem., 
29  vol. 

Water  Supply— -€rc.,  spr.,  brook;  sys.,  pump  dir.; 
res.  cap.,  2,000,000  gals.;  pump,  eng.,  cap.  day 
1,000,000  nls.;  mains,  c  L,  6  m.,  4  to  8  ixi. 
dia.;  42  hyd.;  8  v.;  802  serv.;  pipe,  galv.  i.;  pres., 
dom.  80  lbs.,  f.  150  lbs.;  cost,  $88,000;  cost 
mtce.,  $250;  wks.  owned  by  village. 

RANDOLPH,  p.  1,298;  f.  area,  80  a.;  mera 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 6  c.  hand  ex.,  1  h.  ft  L  trk.,  8 
hose  car.;  nose,  cot,  rub.  lined.,  gd.,  8.000  ft.;  f. 
al.,  stm.  wh.;  val.  equip.,  $4,000;  val.  bldgs., 
$6,000;   exp.   dept,   $250;  tot.  mem.,   106  vol. 

Water  Supply — Src,  spr.,  2%  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  1.400,000  gals.;  mains,  c 
I..  6Mt  m.,  4  to  8  in.  dia.;  84  hyd.;  21  v.;  880 
serv.;  pipe,  black  ft  galv.  i.;  pres.,  dom.  70  lbs., 
f.  100  lbs.;  cost,  $80,000;  wks.  owned  by  city. 

RAVEN  A,  p.  607;  f.  area,  300  a.;  mere  bldgs., 
bk.  ft  wd..  2  &  3  stor.;  priv..  bk.  &  wd.,  2  ft  3  stor.; 
wd.  rfs.  verm,  in  f.  area;  no  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dcrpt. — 2  hose  ree's  ladders, 
etc.;  hose,  cot.,  rub.  lined,  gd.,  1.500  ft.;  f.  al., 
w*i.;  val.  equip.,  $2,200;  val.  bldgs.,  $5,000;  exp. 
dept..  $200;  tot.  mem.,   40  vol. 

Water  Supply — Src,  creeks,  3  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.;  res.  cap..  3,500,000  gals., 
loc  ^  m.  bus.  cent;  1  pump,  eng.,  cap.  day  420,- 
000  gals.;  mains,  c  i.,  7%  m..  4  to  12  in.  dia.;  58 
hyd.;  26  v.;  met,  4;  165  serv.;  pipe,  galv.  i.; 
pres.,  dom.  65  lbs.,  f.  60  to  100  lbs.;  cons,  day, 
200,000  gals.;  cost,  $55,000;  cost  mtce.,  $300; 
wks.  owned  by  Co. 

RED  HOOK,  p.  960;  f.  are^,  1  sq.  m.;  mere 
bldgs.,  bk..  2  to  3  stor.:  priv.,  bk.  ft  wd..  2  to  8 
stor.;  wd.  rfs.  perm,  in  i.  area;  no  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2 
c.  hand  rx.,  2  hose  wag.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft.;  f.  al.,  Gamewell,  8  bx,;  val.  equip., 
$2,000;  val.  bldgs.,  $1,500;  exp.  dept,  $400;  tot 
mem.,    52    vol. 

RENSSELAER,  p.  10,711;  f.  area.  800  a.;  bldgs., 
bk.,  cone  ft  wd.,  2  ft  3  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt.  ord.  F.  dept. — 4  comb,  c  ft  h.  wag., 
2  h.  ft  1.  trk.,  2  hand  jumpers.  10  hrs.;  hose,  cot. 
rub.  lined,  gd.,  6,000  ft;  f.  al.,  elec.  18  bx.; 
val.  equip.,  $22,000;  val.  bldgs..  $14,000;  exp. 
dept.,  2.500;  tot.  mem.  356,  pd.  full  time  6, 
vol.    850. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  6,000,000  gals.;  8 
pump,  eng.,  cap.  day  6,000,000  gals.;  mains,  c.  i.. 
20  m.,  4  to  16  in.  dia.;  199  hyd.;  met,  400;  1,900 
serv.;  pipe,  galv.  i. :  pres.,  dom.  ft  f.  60  to  120 
lbs.;  cons,  day,  1,600,000  gals.;  wks.  owned  by 
priv.  Co. 

RHINEBECK,  p.  1,548;  f.  area.  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  pnv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand  eng., 
6  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  inf., 
450  ft;  tot  hose,  1,950  ft;  f.  al.,  bell;  val. 
equip.,  $9,250;  val.  bldgs.,  $5,150;  exp.  dept, 
$1,200;  tot.  mem.  116,  pd.  part  time  2,  vol.  114. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  500,000  gals.,  loc.  2,000 
ft  station;  2  pump,  eng.,  class  trip.,  cap.  day 
400,000  gals.;  2  deep  well  pumps,  cap.  125  gals, 
each  min. ;  mains,  c.  i.,  8  m.,  4  to  8  in.  dia.;  49 
hyd.;  16  v.;  386  met;  365  ser^'.;  pres..  dom.  ft 
f.  85  lbs.;  cons,  day,  175,000  gals.;  wks.  owned  by 
Co. 

RICHFIELD  SPRINGS,  p.  1,503;  f.  area,  60  a.; 
mere  bldgs.,  bk.  ft  wd.,  IH  to  5  stor.;  priv..  bk. 
ft  wd..  2v4  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
c.  eng.,  2  h.  ft  1.  trk.,  17  c  band  ex.,  5  hose  reels. 
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1  boee  sleis^h;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft.; 
f.  al.,  elec.  &  compressed  air,  12  bz,;  val.  equip., 
$4,625;  val.  bldgs.,  $2,500;  ezp.  dept.,  $500;  tot. 
mem.,    115    vol. 

Water  Supply-— €rc.,  «pr.  9t  lake,  8  m.  bus. 
cent;  sve.,  grav.  ft  pump  to  res.;  res.  cap.,  13,000,- 
000  gals.;  pump,  eng.,  cap.  day  1,000,000  gala.; 
mains,  c.  L,  8  m.,  4  to  10  in.  dia.;  50  hyd.;  89 
v.;  met.,  140;  460  serv.;  pipe,  wrt.  L;  pres.,  dom. 
70  lbs.,  f.  80  lbs.;  cost,  $80,000;  cost  mtce., 
$1,500;  wks.  owned  by  city. 

RICHMOND  -HILL,  p.  900.  F.  dept— 8  h.  ft  L 
trk.,  2  hose  carts;  f.  al.,  telp.  ft  bell. 

RICHMONDVILLE,  p.  599;  f.  area,  640  a.: 
mere,  bldgs.,  wd.,  2  to  8  stor.;  prlv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwke.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk., 
c.  hand  ex.,  1  hose  wag.,  1  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  800  ft;  rub.,  gd.,  200  ft;  inf., 
200  ft;  tot  hose,  1.200  ft;  f.  al.,  bell;  vaL 
equip.,  $750;  val.  bldgs.,  $1,600;  exp.  dept, 
$50;  tot  mem.,  30  voL 

Water  Supply — Sra,  spr.,  8  m.  bus.  cent;  sys., 
gray.;  res.  cap.,  4,000,000  gala.;  main^,  5  8-5 
m.,  4  to  12  in.  dia.:  84  hyd.;  pipe,  iron;  lures., 
dom.,  80  lbs.,  f.  80  lbs.;  cons,  day,  25,000  gals.; 
cost,  $28,000;  cost  mtce.,  $100;  wks.  owned  by 
village  of  Richmondville. 

RIVERHEAD,  p.  2,017;  f.  area,  1,600  a.;  mere, 
bldgs.,  stn.,  bk.,  8  stor.;  priv.,  wd.,  2H  etor.; 
wd.  rfs.  perm.;  no  fwke.  ft  combt  ord.;  causes  of 
f.  not  inv.  h\  de]>t. — 2  str.,  2  hand  eng.,  1  h.  ft  1. 
trk.,  1  aer.  trk.,  5  hose  car.;  hose,  cot.,  nib.  lined, 
gd.,  5,500  ft.;  f.  al.,  bell  A  wh.;  val.  equip.,  $7,000; 
val.  bldgs.,  $3,200;  exp.  dept,  $2,000;  tot.  mem., 
130    vol. 

Water  Supply — Src,  wells,  500  ft.  bus.  cent; 
sys.,  pump  to  tk.;  std.  cap.,  76,000  gals.;  res. 
cap.,  76,0U0  gaU.;  2  pump,  eng.,  cap.  day,  850,000 
gals.;  mains,  iron,  '2\^  m..  4  to  8  in.  dia.;  25 
hyd.;  20  v.;  125  serv.;  pi^je,  galv.  i. ;  pres.,  dom.  33 
lbs.,  f.  75  Ilxs. ;  cons,  day,  60,000  gals.;  cost, 
$15,000;  cost  mtce.,  $1,500;  wks.  owned  by  Co. 

ROOHESTER,  p.  218,149;  f.  area,  11,686  a.; 
mere  bldgs.,  stn.  ft  bk.,  2  to  12  stor.;  priv.,  wd. 
ft  bk.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka. 
k.  conibr.  ord.;  causes  of  f.  inv.  F.  dept. — 2  auto, 
comb.  c.  &  h.  wag.,  15  Btr.,  6  h.  ft  1.  trk.,  70  c. 
hand  ex.,  3  aer.  trk.,  5  hose  wag.  (2  in  reserve), 
14  comb.  c.  &  h.  wag.,  1  w^ater  tower,  1  salvage 
wag.,  2  supply  wag.,  19  exercise  wag.,  7  chief's 
auto.,  120  hrs.  (14  in  reser>'e);  hose,  cot.,  rub. 
lined,  gd.,  55,500  ft  (14,000  ft  in  reserve);  f. 
al.,  CSaniewell,  356  bx. ;  val.  equip.,  $268,894; 
val.  bldgs.,  $704,630;  exp.  dept,  $443,960;  tot 
mem.    327,   pd.    full   time. 

Water  Supply — Src,  lake,  29  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  225,000,000  gals.;  5  pump, 
eng.  for  additional  separate  f.  protection  ays.; 
cap.  day,  12,000,000  gals.;  mains,  c.  L,  8<84  m., 
4  lo  36  in.  dia.;  4,60u  hyd.';  7,344  v.;  met,  43,- 
152;  43,951  serv.;  pipe,  lead  ft  iron;  pre«?.,  dom. 
50  lbs.,  f.  125  lbs.;  cone,  day,  10,000,000  gals.; 
cost,  $9,028,000;  cost  mtce.,  $200,000;  wks. 
ovmed  by  city. 

ROCKAWAY  BEACH  (Greater  New  York),  p. 
2,500;  mere,  bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv., 
wd.  ft  bk.,  2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwks. 
ft  combt  ord.  F.  dept. — 2  str.,  1  h.  ft  1.  trk.,  1 
hose  cart,  6  hose  car.;  hose,  rub.,  sd.,  5,200  ft; 
f.  al.,  bell;  val.  equip.,  $16,476;  val.  bldgs.,  $10,- 
000;  tot.  mem.,  137. 

Water  Supply — Src,  supplied  by  Far  Rockaway. 

ROCKLAND  LAKE,  p.  1,200;  f.  area,  640  a.; 
mere,  bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng.,  1  stm.  pump,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,500  ft;  inf.,  200  ft;  tot  hose,  1,- 
700  ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $2,500; 
ezp.  dept,  $200;  tot.  mem.,  82  vol. 

ROCKVILLE  CENTER,  p.  3,667;  f.  area,  1.280 
a.;  mere,  bldgs.,  bk.,  2^  to  4  stor.;  priv.,  wd.,  2 
ft  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 16  c.  hand  ex.,  2  h.  ft 
1.  trk.,  5  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
3,000  ft;  rub.,  gd.,  1,000  ft;  tot  hose,  4.000  ft; 
f.  al.,  wh.;  vaL  equip.,  $10,000;  val.  bldgs.,  $6,- 
600;    tot.    mem.,    207    vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
ay:,   pump   to   stdp.    ft   dir.;   etdp.    cap.,    285,000 


gals.;  dim..  20  x  100;  mat,  wit.  L;  8  pump, 
eng.,  cap.  day,  2,200,000  gals.;  mains,  c.  i.,  7  m.. 
4  to  10  in.  dia.;  115  hyd.;.  55  v.;  1,262  serv.;  65 
met;  pipe,  galv.  i. ;  pres.,  dom.  ft  f.  43\i  lbs.; 
eons,  day,  420,000  gals.;  cost,  $50,000;  cost 
mtce.,    $1,000;    wks.    owned  by   village. 

ROME,  p.  20,497;  f.  area,  4  sq.  m.;  mere  bldgs^ 
bk.,  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm. 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inr. 
F.  dept. — 1  auto.  comb,  c  ft  h.  wag.,  1  auto.  ena. 
ft  h.  wag.,  2  comb.  c.  ft  h.  wag.,  1  aer.  h.  ft  L 
trk.,  10  c.  hand  ex.,  1  hose  wag.,  9  hrs.;  bcwe, 
cot.,  rub.  lined,  gd.,  10,600  ft.;  f.  al.,  GameweU, 
49  bx.;  exp.  dept,  $28,000;  tot  mem.  1S8,  pd. 
full  time  21,  pd.  part  time  7,  voL  100. 

Water  Supply — Src,  Fish  Creek,  IS  m.  bus. 
cent;  sys.,  grav.;  rea.  cap.,  16,000,000  gala.; 
niuiiis,  c.  i.,  60.36  m.,  4  to  30  in.  dia.;  857  nyd.; 
Ill  met.;  4,529  serv.;  pipe,  lead;  pres.,  dom.  60 
]\ys.;  f.  80  lbs.;  cons,  dav,  6,000,000  gal^;  cost 
$1,017,000;  cost  mtce.,  $14,500;  wks.  owned  b; 
city. 

ROSENOALE.  p.  1,125;  bldgs.,  wd.  ft  bk.,  1  to 
2  stor.     F.  dept. — Hose  company;   85  vol. 

Water  Supply — Src,  spr.;  ays.,  grav.;  res.  cap^ 
8,650,000  gals.;  86  hyd.;  91  serv.;  pres.,  f.  180 
lbs.;    wks.    owned    by    village. 

ROSLYN,  p.  1,800;  f.  area,  640  a.;  mere  bldga. 
wd.,  2^  stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv.; 
F*.  dept — 1  str.,  1  auto,  hose  trk.,  1  c  eng.,  1  h. 
ft  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  t 
al.,  bell;  val.  equip.,  $10,000;  vat  bldgs.,  $3,000; 
tot  mem.,  125  vol. 

Water  Supply — .Src,  artesian  wells,  sys,,  dir. 
pres.;  stdp.  cap.,  150,000  gals.;  mains,  iron.  11 
m.,  6  in.  dia.;  135  hyd.;  pres.,  dom.  SO  lt«.,  f. 
75   to    135   lbs.;   wks.    owned   by   municipality. 

ROUSE'S  POINT,  p.  1.638;  f.  area,  1,S80  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  4  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwki. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  k. 
ft  1.  trk.,  4  hose  car.;  hose,  oot,  rub.  lined,  gd., 
2,000  ft.;  inf.,  1,500  ft.;  tot  hose,  8,500  ft;  f. 
al.,  wh.;  val.  equip.,  $8,000;  vaL  bldgs.,  $8,000; 
tot  mem.,  50  vol. 

Water  Supply — Src,  lake,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  148,000  gals.;  dim., 
15  X  112,  loc  south  side  Liberty  street;  mat., 
iron;  2  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  iron,  7  m.,  4  to  10  in.  dia.:  67  liy<L;  44 
v.;  met,  48;  382  serv.;  pipe,  galv.  i.;  pres.,  dom. 
86  lbs.,  f.  150  lbs.;  cons,  day,  155,982  gals.; 
cost  $42,000;  cost  mtce.,  $4,000;  wks.  owned  by 
city. 

RYE,  p.  3,964;  f.  area,  2,000  a.;  mere  bldgs., 
bk.  ft  wd.,  8  stor.;  priv.,  bk.  ft  wd.,  8  stor.;  wd. 
rfs.  perm,  -in  f.  area;  fwks.  ft  combt  onL;  caoset 
of  f.  inv.  F.  dept — 1  str.,  1  hand  eog.,  1  h.  ft  L 
trk.,  6  c  hand  ex.,  1  aer.  trk.,  2  hose  wag^.,  1  bosc 
car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  aL, 
bell;  vaL  equip.,  $6,000;  vaL  bldgs.,  $4,500;  exp. 
dept,   $800;   tot    mem.,   90   voL 

Water  Supply — Supplied  by  N.  T.  Intcr-Uitsa 
Water  Co.;  mains,  c.  i..  14 'A  m..  4  to  12  in.  dia.; 
84  hyd.;  pres..  60  to  100  lbs. 

SACKET  HARBOR,  p.  868;  f.  area.  400  a.; 
mere  bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  wd.  ft  bk., 
1^.  to  2  stor;  wd.  rfs.  perm,  in  f.  area;  fwka.  k 
combt.  ord.;  causes  of  f.  ii\v.  F.  dept — 1  str.,  1 
hand  enc?.,  6  c.  hand  ex.,  1  h.  ft  1.  trk.,  8  hoM 
car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft.;  inf., 
400  ft;  tot.  hose,  1,900  ft.;  f.  aL,  bell:  val. 
equip.,  $4,000;  vaL  bldgs.,  $2,500;  exp.  dept, 
$300;  tot.  mem.  86,  pd.  full  time  2,  voL  84. 

Water  Supply — Src,  lakes,  wells  ft  res.,  500  ft 
bus.  cent;  sys.,  pump  dir.  to  mains;  6  pnmpi 
eng.;   cost,   $8,000;   wks.   owned  by  village. 

SAQ  HARBOR,  p.  8,408;  f.  area,  1,920  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  P.  dept 
— 1  hand  eng.,  1  h.  ft  1.  trk.,  4  hose  car.;  hoee. 
cot,  rub.  lined,  gd..  6,000  ft;  f.  al.,  wh.;  viL 
equip.,  $10,500;  val.  bldgs.,  $5,000;  ezp.  dept, 
$1,500;  tot.  mem.,  160  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.: 
res.  cap.,  240,000  gals.;  pump,  eng.,  cspL  day 
500,000  gals.;  mains,  4%  m.,  4  to  10  In.  dia.; 
48  hvd.;  pres.,  dom.  50  lbs.,  f.  60  lbs.;  wks. 
owned  by  Co. 
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ST.    JOHNSVILLE,    p.    2,586;    f.    area,    640    a.; 

bldgs.,  wd.  ft  bk.,  2  ft  8  ator.:  wd.  rfa.  perm.  F. 
dept. — 6  c  hand  ex.,  1  h.  ft  L  trk.,  8  noae  car.; 
hose,  cot,  rub.  lined,  gd.,  1,500  ft;  rub.,  ^., 
1,000  ft;  inf.,  500  ft;  tot  hoae,  8,000  ft:  f. 
al.,  elec,  8  bz.;  vaL  equip.,  $2,500;  val.  bldga., 
$1,000;  ezp.  dept,  $100;  tot  mem.,  120  voL; 
undra.   rating,   first  daaa. 

Water  Supply — Src,  apr.,  7  m.  bus.  cent;  ays., 
grav. ;  2  res.  cap.,  2,000,000  grals.;  mains.  12  m., 
4  to  10  in.  di'a.;  67  hyd.;  600  serv.;  125  met; 
prm.,  dom.  ft  f.,  110  lbs.;  cost,  $86,000;  cost 
mtce.,  $1,200;  wks.  owned  by  city. 

SALAMAjNCA.  p.  5,792;  f.  area.  2,100  a.;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  z  stor.;  wd.  rfa. 
perm,  in  f.  area;  fwka.  ft  combt.  ord.;  cauaes  of 
f.  inv.     F.  dept. — 1   sir.,  1  h.  ft  1.  trk.,   1  aer.  trk., 

6  hose  reels,  1  comb.  c.  ft  h.  wag.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  4,200  ft;  f.  aL,  wh.,  22  bx.; 
val.  equip.,  $1>2,000;  val.  bldgs.,  $8,000;  exp. 
dept,  $.'i,.109;  tot.  mem.,   180   vol. 

Water  Supply — Src.,  apr.,  IH  to  2  m.  bua. 
cent;  sys.,  grav.,  pump  to  wells;  res.  cap.,  7,600,- 
000  gals.;  pump,  eng.,  cap.  day  8,000,000  gals.; 
mains,  iron,  12  m.,  2  to  12  in.  dia.;  89  hyd.;  96 
v.;  1,300  serv.;  pipe,  galr.  i.;  prea.,  dom.  55  lbs.,  f. 
110  lbs.;  cost.  $129,000;  cost  mtce.,  $2,000;  wks. 
owned  by  municipality. 

SALEM,  p.  1,250;  f.  area,  600  a.;  bldga.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfa.  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  atr.,  1  hand 
eng.,  1  h.  ft  1.  trk.,  S  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2,500  ft;  inf.,  1,000  ft:  tot  hose, 
3,500  It;  f.  al.,  wh.;  val.  equip.,  $1,000;  val. 
bldga.,  $3,500;  exp.  dept,  $677.13;  tot  mem.  186, 
pd.  part  time  3,  vol.  138;  undrs.  rating,  second 
class. 

Water  Supply — Src,   cisterns,   creek  ft  wells. 

SANDY  HILL,  p.  5,500;  f.  area,  35  a.;  mere, 
bldgs.,  bk..  2  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept — 1  str.,  3  hose  car..  1  comb,  wag.,  4 
hand  ex.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,700 
ft.;  exp.  dept,  $1,000;  tot  mem.,  105  vol. 

Water  Supply — Src,  spr.,  l^  m.  bus.  cent;  sys., 
pump  to  stdp.;  «tdp.  cap.,  230,000  gals.;  dim., 
18  x  120;  mat.,  stl.;  res.  cap..  4,000,000  gals.; 
4  pump,  eng.,  cap.  day  4,780,000  gals.;  mains, 
c.  i.,  18  m.,  4  to  12  in.  dia.;  110  hyd.;  116  v.: 
met.,  500;  950  serv.:  pres.,  dom.  50  lbs.;  f.  50 
Ihs. ;  cons,  day,  600,000  gals.;  cost,  $204,799; 
cost  mtre.,   $9,800;   wks.   owned   by  priv.   Co. 

SARANAC  LAKE,  p.  4.898.  F.  dept — 1  comb, 
c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  2  hose  carta,  4  bra., 
3.000  ft.  hose;  tot.  mem.  77,  pd.  full  time  2,  vol.  75. 

SARATOGA  SPRINGS,  p.  12,698;  f.  area,  800 
a.;  mere,  bldga.,  bk.,  8  to  6  ator.;  priv.,  wd.,  2H 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  auto.  comb.  e. 
ft  h.   wag..  1   auto,  triple  comb,  car.,   1  h.  ft   1.  trk., 

7  c.  hand  ex.,  1  aer.  trk..  3  hose  wag.,  1  hose  car., 
4  hrs.;  hose,  cot.,  rub.  lined,  gd.,  4,200  ft.;  inf., 
3,»500  ft.;  tot  hose,  7,700  ft.;  f.  al.,  bell  ft  tolp., 
45  bx.;  val.  bldgs..  $18,000;  e.xp.  dept,  $16,000; 
tot.  mem.  23,  pd.   full  time   14,  pd.  part  time   0. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sva., 
pump  dir.;  2  pump,  eng.,  cap.  day  12.000,000  gala.; 
mains,  c.  I.,  26  m.,  4  to  20  in.  dia.;  240  tiyd.; 
500  v.;  met.,  2,658:  2,660  serv.;  pipe,  galv.  1.; 
prea.,  dom.  90  Iba.,  f.  110  Iba.;  eona.  day,  2,200,- 
000  gala.;  coat  mtce.,  $20,000;  wks.  owned  by 
city. 

SAUGERTIE8,  p.  8,029;  mere  bldga.,  bk.  ft  wd., 
2  stor.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  perm.; 
fwka.  ft  combt  ord.  F.  dept. — 1  atr.,  1  hand  eng., 
2  c.  hand  ex.,  1  h.  ft  I.  trk.,  4  heme  wag.,  2  hose 
car.;  heme,  cot.,  rub.  lined,  gd.,  8,000  ft;  f.  aL, 
bell  ft  wh.;  tot  mem.,  180  voL 

Water  Supply — Src,  apr.  ft  creek,  6  m.  but.  cent; 
ays.,  grav.;  rea.  cap.,  7,500,000  gala.,  loc  at  Fawna; 
maina,  c  i.,  15  m.,  4  to  16  in.  dia.;  88  hyd.;  100 
v.;    met,    166;    768    serv.;   pipe,   gslv.    L    ft   lead; 

Srea.,  dom.  76  to  140  Iba.,  f.  75  to  140  Iba.;  cost, 
112.000;  coat  mtce..  $2,000;  wks.  owned  by  dty. 

SAVON  A.  p.  800;  f.  area,  175  a.  F.  dept. — 1 
str.,  1  hand  eng.,  1  hand  c.  ex.,  2  hose  carts, 
2,100  ft  hose;  val.  equip.,  $3,500;  val.  bldgs., 
$4,000;  exp.  dept,,  $350;  tot.  mem.,  40  vol.;  undrs. 
rating,   third    class. 

Water  Supply — Src,  creek  ft  river. 


SAYVILLE,  p.  t.dOO;  f.  area,  1.920  a.;  mere, 
bldgs.,  wd.  ft  bk.,  t  ft  8  stor.;  priT.,  bk.  ft  wd.,  t% 
stor.;  wd.  rte.  perm.;  no  fwks.  ft  oombt  ord.;  causes 

of  f.  inv.  F  dept. — 1  c  hand  ex.,  1  h.  ft  1.  trk.,  8 
hose  wag.,  1  hose  reel;  hose,  cot,  rub.  lined,  gd., 
2,000  ft.;  f.  al.,  bell;  val.  equip.,  $1,500;  vml. 
bldga.,  $25,000;  tot.  mem.,   120  vol. 

Water  Supply-— Src.,  weUs  ft  Great  Sooth  Bay 
Water  Co. 

SCHAQHTICOKE,  p.  766;  f.  area,  800  a.;  bldss., 
bk.  ft  wd.,  2  ft  3  ator.  F.  dept. — 1  hand  eng.,  1 
hose  wag<f  1  hose  cart;  hose,  600  ft;  f.  al.,  oell; 
val.  equip.,  $700;  exp.  dept,  $150;  tot.  mem.,  35 
vol. 

Water  Supply — Src,  riT.,  dstems,  wells. 

SCHENECTADY,  p.  72,826;  f.  area,  8^  aq.  m.; 
mere  bldga.,  atn.,  bk.  ft  wd.,  2  to  8  stor.;  prl?.,  wd., 
2  to  3  stor.;  wd.  rfs.  not  perm.;  fwka.  ft  combt. 
3rd.;  causes  of  f.  inv.  P.  dept. — 8  auto.  comb,  c  ft 
h.  wag.,  1  auto,  tractor  trk.,  2  str.,  6  comb,  c  ft 
h.  wag.,  50  c.  hand  ex.,  2  h.  ft  L  trk.,  2  water 
towers.  2  aer.  trk.,  2  hose  wag.,  36  hrs.;  hose, 
20,000  ft;  f.  al.,  Gamewell  ft  Star,  100  bx.; 
val.  equip.,  $150,000;  val.  bldgs.,  $275,000;  exp. 
dept,  $220,000;  tot  mem.,  416,  pd.  full  time  90, 
pd.   part  time  2.  vol.   324. 

Water  Supply — Src,  3  dug  wells,  3.9  m.  bua. 
cent;  sys.,  pump  dir.;  3  pump,  eng.,  das.^  centrif., 
cap.  day  31,500,000  gals.;  mains,  c  i.,  115.81  m., 
4  to  36  in.  dia.;  1,589  hyd.;  2,009  v.;  870  met; 
14,505  serv.;  pipe,  galv.  i.  ft  lead;  pres.,  dom.  ft 
r.  80  lbs.;  cons,  per  capita^  185  gals.;  cost,  $2,- 
500,000;  cost  mtce.,  $115,000;  wks.  owned  by 
city. 

SCHOHARIE,  p.  966;  f.  area.  2,600  a.;  mere, 
bldgs.,  bk.,  3  stor.;  priv.,  bk.  ft  wd.,  2  ft  3  stor.; 
wd.  rfa.  perm.;  fwks.  ft  combt.  ord.;  cauaea  of  L 
inv.  F.  dept. — 1  hand  eng.,  2  hose  car.;  hoae,  cot., 
rub.  lined,  gd.,  1,200  ft;  leather,  gd.,  700  ft;  tot 
hose,  1,900  ft;  f.  aL,  bell;  val.  equip.,  $2,700;  vaL 
bldga.,  $2,000;  ezp.  dept,  $100;  tot.  mem.,  46  voL 

Water  Supply — Src,  apr.,  2  m.  bus.  cent;  sya., 
grav.;  res.  cap.,  850,000  gals.*,  maina,  5  m.,  4  to 
8  in.  dia.;  51  hyd.;  26  v.;  70  aerv.;  prea.,  f.  76 
to  90  Iba.;  coat,  $29,000;  wka.  owned  by  city. 

SCHUYLERVILLE.  Saratoga  Co.,  p.  1,614;  mere 
bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  S 
stor.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ord.;  cauaes 
of  f.  inv.  F.  dept. — 1  atr.,  1  hand  eng.,  1  h.  ft  L 
trk.,  8  hose  car.;  hoae,  cot,  rub.  lined,  gd.,  800 
ft;  rub.,  gd.,  800  ft;  lot  hose,  1,600  ft;  f.  at, 
bell  ft  wh.;  val.  equip.,  $5,480;  vaL  bldgs.,  $4,000; 
exp.  dept,  $60;  tot  mem.,  90  vol. 

Water  Supply — Src,  wella  ft  canal,  wella  for 
dom.  use,  canal  for  f.;  waterwka.  in  course  of  con- 
struction. 

SEACLIFF,  p.  1,790;  f.  area,  1  sq.  m.;  mere 
bldgs.,  wd.  2  stor.;  priv.,  bk.,  wd.  &  cem. ;  2  stor.; 
wds.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  1  h.  ft  1.  trk., 
2  comb.  c.  ft  h.  wag.,  1  auto,  hose  ft  tractor,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2.000  ft.: 
f  al.;  bell:  val.  equip.,  $12,000;  val.  bldgs.,  $5,- 
000;   exp.  dept,  $1,000;  tot.  mem.,   120  vol. 

Water  Supply — Src,  wella,  %,  m.  bua.  cent; 
sys.,  putnp  to  stdp.;  stdp.  cap.,  235,000  gals.;  mat, 
iron;  2  pnnr]).  eng..  class  comp.  diip.,  cap.  day, 
1.500,000  pals.;  mains  c.  i..  8  ni.,  4  to  8  in.  dia.; 
56  hyd.;  38  v.;  met..  3;  pres.,  dom.  50  lbs.,  f.  100 
lbs.;  wks.  owned  by  Co. 

SENECA  FALLS,  p.  6,688;  mere,  bldga.,  bk.,  2  to 
4  ator.;  priv.,  wd.  ft  bk.,  2  ator.;  wd.  rfa.  perm.; 
no  fwks.  ft  combt.  ord.  F.  dept — 2  atr.,  1  c.  eng., 
6  c.  hand  ex.,  2  h.  ft  L  trk.,  1  hoae  wag.,  8  hoae 
carts,  4  hrs.;  hoae.  linen,  gd.,  4,500  ft;  inf.,  400 
ft;  tot  hose,  4,900  ft;  f.  aL,  bell,  12  bz.;  vaL 
equip.,  $0,500;  vaL  bldga.,  $6,000;  ezp.  dept, 
$9,500;  tot  mem.  52,  pd.  full  time  2,  vol.  30. 

Water  Supply — Src,  lake;  ays.,  pump  to  stdp.; 
atdp.  cap.,  600,000  gals.;  mat,  atL;  pump,  eng., 
cap.  day  8,000.000  gala;  mains,  iron,  18  m.,  4  to 
14  in.  dia.;  116  hyd.;  128  ▼.;  1,400  aerv.;  pipe, 
galv.  I.;  pres.,  dom.  50  lbs.,  f.  80  lbs.;  cons,  day, 
900.000  gal.;  wka.  owned  by  Co. 

SHELTER  ISLAND  HEIGHTS,  p.  1.075;  f.  area, 
200  a.  F.  dept. — 1  str.,  8  hose  reels,  1  h.  ft  L 
trk.;  2.000  ft.  cot.  rub.  lined  hose;  exp.  dept, 
$550;  tot.  mem.,  50   voL 

Water  Supply — Src,  tank  ft  rea.;  ays.,  grav.  ft 
pump  to  tank;  30  hyd.;  150  serv.;  pres.,  dom.  ft 
f.,     45    to    85     Iba.;    cost,    $75,000;    cost    mtce., 
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$7,500;  wks.  owned  by  Shelter  Island  Heights  Fire 
Affsn. 

SHERBURNE,  p.  960;  f.  area,  15  a.;  mere, 
bldgs.,  bk.,  Btn.  A;  wd.,  1  to  8  ttor.;  priv.,  bk.,  gtn. 
&  wd.,  1  to  8  stor.;  wd.  rte.  penn.  In  f.  area;  fwks. 
ik  conibt.  ord. ;  causes  of  f.  inv.  V.  dept.^-c.  hand 
ex.,  3  hoee  car.,  1  h.  &  1.  trk.;  hose,  cot.,  rub. 
lined,  grd.,  1,500  ft.;  inf.,  1,000  ft.;  tot.  hoee, 
2,500  ft.;  f.  al.,  bell  <&  wh.;  vnl.  equip.,  $3,500; 
va\.   bldars.,  $3,000;   tot.  mem.,   70  vol. 

Water  Supply — Src,  apr.  ft  brooks,  2H  m-  bus. 
cent.;  aya.,  grav.;  2  rea.,  comb.  cap.  80.000,000 
gala.;  mains,  c  i.,  4  1-6  m.,  4  to  10  in.  dia.;  26 
hyd.;  18  v.;  pipe,  c.  i.;  pres.,  dom.  60  lbs.,  f.  106 
lbs.;  coat,  $46,000;  coat  mtce.,  $200;  wks.  owned 
by  dty. 

SHORTSVILLE,  p.  1,112;  f.  area,  200  a.  P. 
dept. — 1  h.  ft  1.  trk.,  1  hoae  cart;  vaL  equip.,  $600. 

Water  Supply — Sic,  spr.  &  wells,  ".{»  m.  bus. 
cent.;  >ys.  pump  to  .*tdp.;  stdp.  cap.,  75.000  gals., 
dim.  20  X  25;  mat.,  stl.;  re^.  cap.,  25,000  gals.; 
2  punjp.  eng.,  cap.  day  3-60,000  gals,  oach;  mains, 
c.  i.,  4^2  ni'.  4  to  10  in.  dia. ;  41  hyd.;  4S  v.; 
met.,  20S;  208  serv, ;  pipe,  lead  ft  iron;  pr(>a.,  dom. 
ft  f.;  56  to  72  lbs.;  cons,  day,  20,000  gals.;  cost, 
$32,500;    wks.   ownod  by   city. 

SIDNEY,  p.  2,507;  f.  area,  450  a.;  bldgs.,  bk. 
ft  wd.,  2  iV  3  HKir. ;  wd.  rfs.  perm.  F.  dept. — 4  c 
hand  ex..  1  li.  &  1.  trk.,  1  hose  car.;  ho«e,  cot., 
rub,  lined.  1,400  ft.;  rub.,  gd..  50  ft.;  inf.,  400  ft.; 
tot.  hose.  1,S50  ft.;  f.  al.,  bell;  val.  equip.,  $1,200: 
exp.   dept.,  $500;   tot.   mem.,   75  vol. 

Water  Supply — Src,  spr,  k  creeks,  2^  m.  bus. 
cent.;  sy>.,  grav.;  res.  cap.,  112.000.000  gals.; 
mains,  c.  i.,  14  m.,  4  to  12  in.  dia.;  54  hyd.;  S4 
v.;  540  HTV.;  pipe,  c.  i.,  pres.,  dom.  ft  f.,  90  lbs.; 
cost,  $189,000;  cost  mtce.,  $3,600;  wks.  owned 
by  priv.  Co. 

SILVER  CREEK,  p.  2,512;  f.  ar«a,  600  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2\k  stor.;  priv.,  wd.,  2H  ft  8 
Btor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.  F. 
dept. — 1  h.  &  1.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  2.200  ft.;  f.  ah,  telp. ;  val.  equip., 
$4,500;  val.  bldgs.,  $2,000;  exp.  dept.,  $500;  tot. 
mem.,    100    vol. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
grav.;  2  res..  No.  1  cap.  66,000,000  gals..  No.  S 
cap.  8.000,000  gals.;  cons,  day,  600,000  to  1,000,- 

000  gala.;  maina,  20  m.,  4  to  20  in.  dia.;  96  hyd.; 
650  serv.;  pres.,  dom.  180  lbs.,  f.  180  to  170  lbs.; 
cost,  $100,000;  cost  mtce.,  $1,600;  wks.  owned 
by  city. 

SKANEATELES.  p.  1,616;  f.  area,  640  a.;  mere 
bldga.,  bk.,  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rfs. 
perm.  F.  dept. — 2  c.  hand  ex.,  1  h.  ft  1.  trk..  8 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2.200  ft.; 
fair,  1,600  ft.;  tot.  hose,  8,700  ft.;  f.  al..  bell  ft 
wh.;  val.  equip.,  $8,800;  vaL  bldga.,  $8,000;  tot. 
mem.,   50   vol. 

Water  Supply — Src,  lake,  4,000  ft.  bus.  cent,; 
ays.,  pump  to  res.;  dim.,  112  z  10;  mat.,  cone,  ft 
atn.;  res.  cap.,  560,000  gala.,  loc  IH   m.  village; 

1  pump,  eng.,  cap.  day  760,000  gala.;  maina,  iron, 
6H  m.,  4  to  8  in.  dia.;  72  hyd.;  89  v.;  met.,  14; 
817  serv.;  pipe,  galv.  i.;  pres.,  dom.  70  lbs.,  f.  70 
lbs.;  cost,  $44,000;  cost  mtce.,  $2,500;  wks.  owned 
by  village. 

SODUS,  p.  1,100;  bldgs.,  wd.  P.  dept.— 1  b. 
ft  L  trk.,  1  comb,  eng.,  1  hose  car.;  hose,  600  ft.; 
tot.  mem.,  50  vol. 

Water  Supply — Src,  apr.,  H  m.  bus.  cent.;  res. 
cap..  200,000  gala.;  1  pomp.  eng..  cap.  day  160,000 
gala.;  mains,  c  1.,  4H  m.,  6  to  8  in.  dia.;  60  hyd.; 
prea.,  dom.  86  lbs.:  cost,  $26,000;  wks.  owned  by 
Co. 

SOLVAY,  p.  5,189;  f.  area,  640  a.;  mere  bldgs., 
stn.,  bk.,  iron  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  supply  wag.,  6 
hose  car.;  hoae.  cot.,  rub.  lined,  gd.,  6.000  ft.;  f. 
aL.  bell  ft  wh.,  16  bz.;  val.  equip.,  $10,000;  vsL 
bldga.,  $5,000;  tot.  mem.,  90  vol. 

Water  Supply  —  Src,  apr.  ft  tap  to  Suburban 
Water  Co.;  ays.,  pump  dir.  ft  to  res.;  res.  cap., 
6,000,000  gala.;  2  pump,  eng.,  class  trip,  ft  centrif., 
cap.  8,800  gala,  min.;  maina,  c  i.,  12  m.,  4  to  12 
in.  diu.;  152  hyd.;  900  met.;  900  serv.;  pipe,  lead 
ft  galv.  i.;  pres.,  60  to  140  lbs.;  cons,  aay,  400,- 
000  gals.;  cost.  $76,000;  cost  mtce.,  $10,000; 
wks.  owned  by  municipality. 


SOUTHAMPTON,  p.  2,609;  f.  ares,  6.000  a.; 
mere  bldgs.,  bk.  ft  wd..  1  to  8  stor.;  priv.,  wl, 
2H  stor.;  wd.  rfs.  perm.  In  f.  area;  fwks.  ofd.; 
cauaea  of  f.  inv.  F.  dept. — 2  hand  eng.,  4  c  hand 
ex.,  1  h.  ft  L  trk.,  1  hoae  wag.,  5  hose  car.;  hose, 
cot.,  rub.  lined,  gd..  8,000  ft.;  rob.,  gd.,  146  ft; 
inf.,  660  ft.;  tot.  hose,  8.696  ft;  f.  aL.  bdl  ft 
wh.;  val.  equip.,  $4,000;  vaL  bldgs.,  $4,000;  esp. 
dept,  $800;  tot.  mem.,  100  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  eya., 
S  pump,  eng.,  cap.  day  1.600,000  gals.;  maina, 
iron,  16 H  m.,  4  to  8  in.  dia.;  101  hyd.;  106  v.; 
623  aerv.;  pipe,  galv.  i.;  pres.,  dom.  55  lbs.,  1. 
100  lbs.;  cons,  day,  867.126  gaJs.;  cost,  $88,5iS; 
cost  mtce.,  $6,000;  wks.  owned  by  Ca 

SO.   GLENS  FALLS,  p.   2.247;  f.  sres,   640  a.; 

mere  bldgs.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.  F.  dept. — 2  hose  car.;  nose,  cot,  rud).  Uned, 
gd.,  6,000  ft;  f.  al..  telp.;  vsL  eqmp.,  $2,500; 
exp.  dept.  $1,000;  tot  mem.,  60  voL 

Water  Supply — Src,  apr.;  sya.,  pump  to  atdp.; 
rea.  cap..  800,000  gala.;  mains,  6 H  m.,  4  to  14  in. 
dia.;  60  hyd.;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  cotf, 
$54,000;  coat  mtce.,  $2,400. 

SOUTHOLD,  p.  1,500;  f.  area,  1,280  s.;  mere, 
bldgs..  wd.,  1  to  3  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area.  P.  dept — 2  hand  eng.,  2  & 
hand  ex.,  1  h.  ft  L  trk.,  1  hose  car.;  hose,  cot,  ndk 
lined,  gd..  700  ft;  inf.,  200  ft;  tot  hose.  900  ft; 
f.  aL,  bell;  val.  equip.,  $1,500;  vaL  bldgs.,  $8,000; 
exp.  dept,  $400;  tot  mem.,  40  vol. 

Wster  Supply---Sre,  wells  ft  cisterns. 

SPENCER,  p.  669;  f.  area,  1  aq.  m.;  mere  bldga.. 
bk.  ft  wd..  2  to  3  stor.;  priv.,  wd.,  1  to  2  slur.: 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord,; 
causes  of  f.  inv.  F.  dept. — 1  c.  eng..  6  c.  Yl^im 
ex.;  f.  al.,  bell;  val.  equip.,  $350;  exp.  dept,  $50 
to   $100;   tot   mem.,   30  vol. 

Water  Supply — Src,  cisterns. 

SPRINGFIELD,  p.  8,000;  f.  area,  75  a.;  mere. 
bldga.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.  ft  bk..  t 
ator.;  wd.  rfs.  penn.  F.  dept. — 1  str.,  2  e  enc.i 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft.; 
f.  al.,  wh.;  vaL  equip.,  $1,500;  val.  bldga.,  $2,000; 
ezp.  dept,  $400;  tot  mem.,  25  voL 

Water  Supply — ^Src.  pon<l;  s}'8.,  pump  dir.;  - 
pump,  eng.;  9  hyd.;  cost,  $1,500;  wks.  owned  Sj 
village. 

SPRING  VALLEY,  p.  2,353;  f.  area.  1,200  a; 
mefc.  bldgs.,  hk,  ft  wd.,  1  to  3  stor.;  priv.,  b-. . 
stn.  ft  wd.,  1  to  3  stor.;  wd.  rfs.  perm,  in  f.  anj; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — '• 
8tr.,  1  hand  eng.,  1  auto.  pump,  eng.,  4  c.  hand  <•'- 
1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  car.;  hrise.  c-:-. 
rub.  lined,  gd.,  1,000  ii.;  rub.,  gd.,  1,900  n  . 
tot  hose,  2.900  ft.;  f.  al.,  gong;  val.  equip..  $1*. 
000 :  val.  bldga.,  $20,000;  exp.  dent..  $l,5»«i. 
tot.  mem.,  120  vol. 

Water  Supply — Src,  strm.,  %,  m.  bns.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  285,000  gals.,  dies. 
20  X  100,  loc.  ^  m.  village;  mat.,  iron;  res,  t-, •• 
3,000,000  gals.;  2  pump,  eng.,  clai<s  centrif.,  c«t 
day,  2,100,000  gals.;  mains,  c.  i.,  40  m.,  6  to  i" 
in.  dia.;  250  hyd.;  70  v.;  500  serv.;  pipe,  leal  i 
galv.  i.;  prep.,  dom.  ft  f.  60  to  175  lbs.;  cons,  dar 
200.000  gals.;  wks.  owTie<l  by  priv.  Co. 

SPRINGVILLE,   p.   2.246.     F.  dept— 1   h.  ft  L 

trk.,  3  lto.si>  carts,  1  su}>])iy  wag.,  i,tfOO  fc.  bu9<; 
tot  mem.,  44  vol. 

Water  Supply — Src,  spr..  1  m.  bus.  ceni,;  6>*. 
pump  lo  res.;  res.  cap.,  075,000  gals.;  1  pun;:, 
enjj..  cap.  d.iy,  300.000  gala.;  mains,  *  m.,  4  to  1- 
in.  dia.;  53  hyd.;  20  v.;  17  met.;  500  sen*.;  i-i}**. 
wd.;  |*res..  dom.  50  H»s.,  f.  i^0  lbs.;  cona.  J-«. 
300,000  gals.;  con,  $52,000;  cost  mice.,  $2.0iu«; 
wks.   owned    by    village. 

STAMFORD,  p.  978;  mere  bldgs..  wd.,  2  to  4 
stor.;  priv.,  wd.,  2  to  4  stor.;  wd.  rfs.  nan.  is  t 
area;  fwke  ft  combt  ord.;  causes  of  f.  Inv.  F. 
dept. — 1  hand  eng.,  2  e  band  ez.,  1  b.  ft  1.  trk..  S 
hose  wag.,  2  hose  car.;  hose,  cot,  rob.  lined,  gd., 
1,200  ft;  inf..  400  ft;  tot  hose,  1,600  ft;  L  aL. 
bell;  val.  equip.,  $1,000;  val.  bldgs.,  $8,000:  es^ 
dept,  $250;  tot  mem.,  60  voL 

IWater  Supply — Src,  apr.,  8  m.  bus.  cef  t : 
sya.,  grav.;  maina,  c  i.,  5  m.,  4  to  8  in.  iLi-. 
36  hyd.;  190  aerv.;  pipe,  lead;  pres,,  dom.  ft  f- 
110  lbs.;  cost,  $60,000;  coat  mtce.,  $400;  wks 
owned   by  priv.    Co. 
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STAPLETON  (Greater  New  York) — See  New 
Brighton. 

STILLWATER,  p.  1,004;  bldgB.,  bk.  k  wd.,  t  &  8 
•tor.;  wd.  rfs.  perau;  no  fwks.  ft  oombL  ord.;  causee 

of  f.  not  inv.  F.  dept. — 1  c.  eng.,  1  str.,  1  iiose 
car.;  hose,  cot.,  nib.  lined,  gd.,  1,500  ft.;  f.  al., 
bell;  val.  equip.,  $7,000;  val.  bldgs.,  $4,000;  exp. 
(lept.,   $700;  tot.  mem.,  85  vol. 

Water  Supply — Src.,  riT.,  canal;  aja.,  pump  to 
rea.,  to  atdp.  &  dlr. 

ST.  JOHNSVILLE,  p.  2,688;  f.  area,  6  a.;  mere, 
bldgs.,  bk.  ft  8tn.,  1  to  4  ator.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.  In  f.  area;  fwka.  ft  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  7 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  inf., 
600  ft.;  tot.  hose,  2,000  ft.;  f.  ad.,  wh.;  vaL  equip., 
$2,000;  vaL  bldgs.,  $4,000;  exp.  dept.,  $200;  tot. 
mem.,  112  voL 

SUFFERN,  p.  2,663;  f.  area,  100  a.;  mere. 
bldgs.,  bk.  &  wd.,  1  i^:  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 
2  sior. ;  wd.  rfs.  not  vierm.  in  f.  area;  fwks.  ft  combt. 
ord.;    oaiisos   of    f.    inv.       F.    dept. — 4    c.    hand    ex., 

I  h.  a:  1.  trk.,  1  hose  wag.,  4  hose  reels;  hose, 
cot.,    rub,    lined,    gd.,    3.000    ft.;    f.    al..    Gamewell, 

II  b.\.;  val.  equip.,  ^3,750;  val.  bldgs..  $7,250;  exp. 
dept.,  $600:  tot.  mem.,  78  vol. 

Water  Supply — Src.,  apr.,  %  m.  bus.  cent.;  ays., 
pump  to  res.;  res.  cap.,  670,000  gala.;  2  pump. 
eng.,  cap.  day,  hoO.OOO  gals.;  mains,  S  m.,  4  to  fe 
in.  dia.;  S7 'hyd.;  100  v.;  600  serv.;  pipe,  c.  i.; 
pres.,  dom.  75  lbs.,  f.  90  ll>8.;  cons,  day,  140,000 
gals.;  cost,  $66,000;  cost  mtce.,  $2,500;  wks. 
owned   by   municipality. 

SYRACUSE,  p.  137,249;  f.  area,  18  1-5  sq.  m.; 
mere,  bldgs.,  stn.  ^t  bk.,  1  to  li  stor.;  priv.,  wd., 
1  to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt. 
ord.;  causes  of  f  inv.  F.  dept. — 10  str.,  1  gas. 
eng.,   5   h.   ft   1.   trk.,    53    c.   hand   ex.,    4  ser.   trk., 

5  nose  wag.,  9  comb.  c.  &  h.  wag.,  1  water  tower, 

6  chief's  auto.  1  supply  wag.  (1  in  reserve),  14 
exercise  wjig.,  64  hns. ;  hose,  cot.,  rub.  lined,  gd., 
29,000  ft.;  rub.,  gd..  1,700  ft;  tot.  hose,  30,700  ft.; 
f.  al.,  (lamewell,  241  bx.;  val.  equip.,  $350,000; 
val.  bldgs.,  $300,000;  exp.  dept.,  $255,683;  tot. 
mom.    214.  pd.   full   time. 

Water  Supply-^rc,  lake,  20  m.  bua.  cent.;  tjt., 

grav. ;  .>tdp.  cup.,  1,230,000  gals.;  res.  cup.,  141,- 
000,000  gaR,  loc.  1  m.  bus.  cent.;  mains,  c.  1., 
218.6  m.,  4  to  36  in.  dia.;  3,254  hyd.;  3,OS3  v.; 
26,938  met.;  32,547  sen'.;  pipe,  lead;  pres.,  dom. 
ft  f.  40  to  100  lbs.;  cons,  day,  20,000,000  gale.; 
cost,  $6,000,000;  cost  mtce.,  $75,000;  wks.  owned 
by  cify. 

TARRYTOWN.  p.  6,800;  f.  area,  8,000  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd..  2  ft  8  stor.:  priv.,  stn.,  bk. 
ft  wd.,  8  stor.;  wd.  rfs.  perm,  in  x.  area;  fwlo.  ft 
combt.  ord.;  causea  of  f.  inv.  F.  dept. — 1  h.  ft  L 
trk.,  10  c.  hand  ex.,  1  auto.  comb.  c.  ft  h.  wag., 
1  auto.  h.  ft  L  trk.,  1  aer.  trk.,  2  hoae  wag.,  7 
faoee  ear.,  8  comb,  c  ft  h.  wag..  11  hra.;  hose, 
8,000  ft.;  f.  aL,  bell  ft  wb.,  20  ox.;  vaL  equip., 
$18,000;  val.  bldea.,  $14,000;  exp.  depL,  $8,200; 
tot.  mem.,  800  voL 

Water  Supply — Src.,  brooks,  1%  m.  bua.  cent.; 
ays.,  pump  to  rea..  loc  on  Buttermilk  HUl;  rea. 
cap.,  I,3h6,000  gals.  &  1,U00,U0U  gals.;  4  pump, 
eng.,  class  comp.  ft  trip.,  cap.  day,  6.500,000  gals.; 
mains,  c.  i.,  24.8  m.,  4  to  24  in.  dia.;  231  hyd.; 
362  v.;  met.,  956;  956  serv.;  pipe,  galv.  i. ;  pres., 
dom.  ft  f.  40  to  220  lbs.;  cons.  day.  730,000  gals.: 
cost,  $540,000;  cost  mtce.,  $14,000;  wks.  owned 
by   village. 

THERESA,  p.  082;  mere,  bldgs.,  stn.,  bk.  ft  wd., 
2  ft  8  stor.;  priv.,  wd.,  2  ator.;  wd.  rfs.  perm,  in 
f.  area;  cauaea  of  f.  inv.  F.  dept. — 8  c.  hand  ex., 
1  h.  ft  1.  trk.,  2  hoae  car.;  hose,  coL,  rub.  lined, 
gd.,  2,000  ft.;  f.  aL,  bell;  val.  equip.,  $1,700;  vaL 
bldgs.,  $1,000;  ezp.  depL,  $266;  tot.  mem.,  46  voL 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent.;  ays., 
pump  to  stdp.;  atdp.  cap.,  17,600  gala.,  dim.  20  z 
00;  maL,  iron;  1  pump,  eng.,  cap.  day  804,000 
Kills.;  mains,  iron,  SMt  ni.,  4  lo  8  iii.  dia.;  37  \nd.; 
1 .'»  v.;  2iMi  met.;  213  sen.;  pipe,  galv.  i, ;  pies., 
ioni.  6^  lb>^.,  f.  125  lbs.:  cost,  $20, .300;  cost 
mtce.,    $1,100;    wks.   owned   by  city. 

TICONDEROGA,  p.  2,476;  f.  area,  100  a;  mere. 
bldg^.,  bk.,  2  to  4  stor.;  priv.,  wd.,  IH  ft  2  stor.; 
wd.  rfa.  not  perm.;  no  fwks.  ft  combt.  ord.  F.  dept. 
— I  b.  ft  1.  trk.,  4  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,    760   ft;  linen,    1,400  ft.;   inf.,   600   ft.;   tot. 


hose.  2,760  ft.;  f.  al.,  bell;  vaL  equip.,  $8,760;  vaL 
bldga..  $8,000;  tot.  mem..  76  voL 

Water  Supply — Src,  lake;  ^ya.,  grav.;  res.  cap., 
2,000,000  gala.;  maina,  6  m.,  4  to  12  in.  dia.;  88 
hyd.;  14  v.;  prea.,  f.  200  Iba.;  cost,  $76,000;  coat 
mtce,  $8,818;  wka.  owned  by  city. 

TIVOLI,  p.  1,084;  f.  area,  860  a.;  bldga.,  bk., 
stn.  ft  wd.,  2  stor.;  wd.  rls.  perm.     F.  dept. — 1  str., 

1  h.  ft  1.  trk.,  1  bcwe  wag.,  1  hose  car.,  1  hose  reel; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft.;  inf.,  800  ft.; 
tot.  hose,  2,800  ft.;  f.  aL,  bell;  val.  equip.,  $6,000; 
val.  bldga.,  $12,000;  exp.  dept.,  $600;  tot.  mem., 
100  vol. 

Water  Supply — ^rc,  riv.,  datema,  creek  ft  wella. 

TONAWANDA,  p.  8,200;  f.  area.  100  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  catises  of  f.  inv. 
F.  dept. — 1  str.,  1  h.  ft  L  trk.,  2  c  hand  ex.,  1  aer. 
trk.,  8  hoae  wag.,  2  hose  car.,  8  hrs.;  hose,  cot., 
rub.  lined,  gd.,  4,800  ft.;  int.,  600  ft;  tot  hose, 
4,800  ft;  f.  aL,  wh.,  20  bx.;  vaL  equip.,  $10,660; 
val.  bldga.,  $11,000;  ezp.  dept,  $4,500;  tot  mem., 
276  vol. 

Water  Supply — Src,  riv.;  ays.,  pump  dir.;  8  pump, 
eng.,  cap.  day  16,000,000  gala.;  mains,  wd.  ft  iron, 
21  m.,  4.  to  12  in.  dia.;  270  hyd.;  met.,  12;  1.060 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  76  lbs.; 
cost,  $247,000;  cost  mtce.,  $7,000;  wks.  owned  by 
city. 

TOTTENVILLE  (Greater  New  York),  p.  not 
given;  f.  area,  1,200  a.;  mere  bldga.,  bk.,  2  ft  8 
ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfs.  perm.;  fwka. 
ft  comot  ord.  F.  dept — 1  atr.,  1  hand  eng.,  4  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hoae  car.; 
hose,  cot,  rub.  lined,  gd.,  700  ft;  linen,  gd.,  800 
ft;  rub.,  gd.,  6,400  ft;  inf.,  600  ft.;  tot  hoae, 
7,000  ft;  f.  al..  bell  ft  wh.,  8  bx.;  vaL  equip., 
$18,500;  val,  bldgs.,  $26,000;  exp.  dept,  $4,000; 
tot.  mem.,  "107  pd. 

Water  Supply — Src,  wella,  H  m.  bua.  cent;  ays., 
pump  to  atdp.;  stdp.  cap.,  140,000  gala.;  pump, 
eng.,  cap.  day  400,000  gals.;  mains,  6  m.,  4  to  8  in. 
dia.;  62  hyd.;  met,  12;  74  aerv.;  pres.,  f.  78  lbs.; 
cost,  $28,871;  cost  mtce.,  $8,850. 

TROY,  p.  76,818;  f.  area,  9.32  aq.  m.;  mere 
Mdgs.,    bk.,    stn.    ft   wd.,    4    to    7    stor.;   priv.,    bk., 

2  to  4  stor.;  wd.  rfs.  not  perm,;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — »11  str.,  10  comb, 
c.  ft  h.  wag.,  40  c.  hand  ex.,  3  h.  ft  1.  trk.,  3  aer. 
trk.,  1  auto,  hose  wag.,  2  chief's  auto.,  1  hose 
reel,  72  hrs.;  hose,  cot.,  rub.  lined,  gd.,  28,000 
ft.;  inf.,  4,000  ft;  tot  hose,  32,000  ft;  f.  al., 
(Jamewell,  1'2}^  bx.;  val.  equip.,  $165,000;  val. 
bldgs.,  $3.10,000;  exp.  dept.,  $121,578;  tot  mem. 
I, '172.  pd.   full  time  92,  vol.   1,080. 

Water  Supply — Src,  atrm.,  4  to  14  m.  bua.  cent.; 
ija.,  grav.;  rea.  cap.,  12,400,000,000  gala.,  loc.  east 
city;  maina,  c  L,  116  m.,  4  to  88  in.  dia.;  1,500 
hyd.;  2,000  v.;  met.,  493;  11,750  serv.;  pipe,  lead  ft 
c  i.;  pres.,  dom.  42  to  60  lbs.,  f.  42  to  60  lbs.;  cone 
day,  17,760,000  gals.;  cost  $8,800,000;  cost  mtce, 
$60,000;  wke  owned  by  city. 

TRUMANSBURQ,  p.  1,188;  f.  area.  900  a.; 
mere,  bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfe  perm.;  no  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  str.,  1  hand  eng.,  1  c  eng.,  8 
c.  hand  ex.,  8  hoae  car.;  hose,  cot.,  rub.  lined,  gd., 
1,600  ft.;  f.  aL,  bell;  vaL  equip.,  $8,600;  tot 
mem.,  100  vol. 

Water  Supply — Src,  creek. 

TUCKAHOE,  p.  2,722;  f.  area,  4,480  a.;  mere 
bldgs.,  bk.  ft  wd.,  4  ft  5  stor.;  priv.,  wd.,  2 Mi 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft 
combt.  ord.  F.  dept. — 1  str.,  1  comb.  c.  ft  h. 
wag.,  1  h.  ft  1.  trk.,  1  suto.  trip.  comb,  waff., 
8  hose  wag.,  5  hose  reels,  4,000  ft.  hose;  f.  al., 
Gamewell,  10  bx.;  val.  equip.,  $80,000;  exp.  dept, 
$6,000;   tot.    mem.,    250   vol. 

Water  Supply — Prea.,  dom.  86  Ibe,  f.  90  lbs. 

TUPPER  LAKE.  p.  3,067;  f.  area,  1  m.;  mere, 
bldgs.,  atn.  ft  wd.,  1  to  8  ator.;  priv.,  stn.  ft  wd., 
1  ft  2  stor.;  wd.  rfe  perm,  in  f.  area;  fwke  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  h.  ft  L 
trk.,  4  ho«e  car.;  bose,  cot.,  rub.  lined,  gd.,  2,600 
ft;  inf.,  2,000  ft;  tot  hose,  4,600  ft;  f.  al.,  telp.; 
val.  equip.,  $4,500;  exp.  dept,  $500;  tot.  mem.,  90 
vol. 

Water  Supply — Src,  apr.  ft  brook,  8H  m.  hue 
cent.;  aye,  grav.:  atdp.  cap.,  680,000  gale,  dim. 
44  X  60;  mat,  atl.;  2  pump,  eng.,  cap.  diy  800.000 
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gala.;  ■mainB,  c.  i,  9%  m.,  4  to  10  in.  dla.;  54 
ajd.;  61  v.;  met.*  26:  S62  •«▼.;  pipe,  galv,  L;  prM.» 
dom.  60  to  80  lbs.,  i.  00  to  80  Im.;  oods.  daj,  80,- 

000  nlfl.;  cost,  |80,000;  cost  mtoe.,  |6,000;  wks. 
owned  by  priy.  Oo. 

TUXEDO,  p.  S,t77;  f.  area,  6,000  a.;  mere. 
bldgs.,  8tn.,  bk.  &  wd.,  1  to  S  stor.^  priv.,  bk.,  stn. 
As  wd.,  1  to  8  8tor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
jc  combt.  ord.;  causes  of  f.  not  inv.  F.  dept. — 1 
str.,    1   c.   wag.,   14   c.  hand   ex.,   1   c.  eng.,   2  h.  ft 

1  trk.,  2  hose  wag.;  hose,  cot.,  rub.  lined,  gd..  2,000 
ft.;  f.  al.,  bell  &.  wh.;  val.  equip.,  $7,500;  tot. 
mem.,  85  vol. 

Water  Supply — Src,  lake,  1%  m.  boa.  cent;  ayt^ 
graT.,  pump  to  rea.  k  dir.;  rea.  cap.,  780,000  gala., 
loa  on  hill  888  ft.  above  lake;  2  pomp,  eng.,  daia 
comp.  ft  trip.,  cap.  day  8,000,000  gala.;  maina,  e.  1., 
16  m.,  4  to  12  in.  dia. ;  82  hyd.;  Sll  serv. ;  pipe, 
fair.  L;  prea.,  dom.  140  Iba.,  t  140  Iba.;  oona. 
day,  800,000  gals.;  cott  mtce.,  f6,00G,  wks.  owned 
by  Oo. 

UNADILU^,  p.  1,009;  L  area,  1,600  a.;  marc 
bldga.,  bk.  ft  wd..  2  ft  8  ator.;  priv.,  wd.,  2  ator.; 

wd.  rfe.  perm.;  fwks.  ft  combt.  ord.  K.  dept. — 2 
c.  eng.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag., 
6  hose  reels;  hose,  cot.,  nib.  Lined,  gd.,  2,000  ft.; 
rub.,  gd.,  200  ft.;  tot.  hose,  2,200  ft;  f.  al.,  bell; 
val.  equip,  $8,-500;  val.  bldgs.,  $3,000;  exp.  dept.. 
$J.550;   tot.  mem.,  60  vol. 

Water  Supply — Src,  apr.,  8  wella,  brooka;  ay*-i 

rLV.;  the  Martin  Brook  rea.  aupplied  from  brook 
8pr.,  cap.  6,000,000  gala.;   prea.,  dom.  66  Iba., 
f.  86  Iba.;  maina,  4^  m.;  46  hyd.;  200  aerv. 

UNION,  p.  1,644;  f.  area,  650  a.;  mere  bldga., 
wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  fwka.  ft  combt.  ord.;  cauaea  of  t 
inv.  F.  dept. — 1  hand  eng.,  8  e.  hand  ex.,  2  h. 
ft  L  trk.,  8  hoae  car.;  hoae.  cot.,  rub.  lined,  gd., 
1,100  ft.;  rub.,  gd.,  50  ft;  inf.,  850  ft;  tot  hoae, 
1.500  ft;  f.  al.,  bell;  vaL  equip.,  $2,500;  vaL 
bldga.,  $12,000;  exp.  dept,  $900;  tot  mem.,  76 
vol. 

Water  Supply — Src.,  apr.,  1)^  m.  bua.  cent;  aya., 
dir.  to  maina;  res.  cap.,  500,000  gala.,  loc.  2,000 
ft  cent  village:  2  pump,  eng.,  cap.  day  807,000 
gala.;  maina,  c.  i.,  6H  m.,  4  to  8  in.  dia.;  88  hyd.; 
14  v.;  met.,  825;  800  serv.;  pipe,  galv.  1.;  prea., 
dom.  56  Iba.,  f.  56  Iba.;  cost,  $82,000;  coat  mtce., 
$800;  wks.  owned  by  dtj. 

UNION  SPRINGS,  p.  798;  bldga.,  bk.  ft  wd.,  2 
ft  8  stor.;  wd.  ris.  perm.;  fwka.  ft  eombt  ord.  F. 
dept. — 1  str.,  1  c.  eng.,  tt  c.  hand  e.\.,  1  h.  &  1.  trk., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f. 
al.,  bell;  tot.   mem.,  35  vol. 

Water  Supply — Src.,  lake,  ponds,  cistema;  rea. 
cap.,  6,000  gala.;  wka.  owned  by  village. 

UTICA,  p.  74,419;  f.  area,  5,471  a.;  mere,  bldga., 
bk.  ft  wd.,  1  to  10  ator.;  priv.,  bk.  ft  wd.,  2  ft  8 
it  or.;  wd.  rfs.  perm,  in  f.  area;  combt  ord.;  cauaea 

of  f.  inv.  F.  dept. — 6  str.,  1  auto.  comb.  c.  k  h. 
wag.,  1  c.  eng.,  15  c.  hand  ex..  2  aer.  trk.,  5  hose 
wag.,  1  serv.  trk.,  4  comb.  c.  &  h.  wag.,  1  chiefs 
auto.,  3  chief's  wag.,  10  exercise  ft  supply  wag., 
44  hrs.;  hose,  cot.,  rub.  lined,  gd.,  17,900  ft.;  f. 
al.,  elcc.  134  bx.;  val.  equip.,  $143,267;  val. 
bldgs.,  $140,700;  exp.  dept.,  $101,743;  tot.  mem., 
112,  pd.   full  time. 

Water  Supply — Src,  creek  ft  spr.,  22  m.  bus. 
cent.;  sys.,  grrav.;  11  res.,  cap.  1, SOS, 415, 000  gals.; 
mains,  c.  &  wrt.  i.,  168.6  m.,  4  to  24  in.  dia.; 
1,200  hyd.;  1.694  v.;  met,  12,914;  14,821  serv.; 
pipe,  lead;  pres.,  dom.  30  to  90  Ihs.,  f.  120  lbs.; 
cons,  day,  7,750,000  gals.;  wks,  owned  by  priv.  Co. 

VAU^TIE,  p.  1,219;  mere  bldgs.,  wd.,  2  ft  8 
■tor.;  priv.,  wd.,  2H  itor.;  wd.  rfs.  perm,  in  t 
area;  fwks.  ft  combt.  ord.;  cauaea  of  f.  inv.  F. 
dept. — 1  hand  eng.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,200  ft;  f.  al.,  bell;  val.  equip., 
$5,000;  val.  bldgs.,  $4,000;   tot.  nicm.,    100  vol. 

Water  Supply — Src,  lake;  sys.,  pump  to  ttdp.; 
atdp.  cap.,  150,000  gala.:  pump,  eng.,  cap.  disy 
2,000,000  gala.;  maina,  e.  1.,  5  m.,  4  to  10  in.  dia.; 
67  hyd.;  110  aerr.;  pipe,  galv.  L;  prea.,  dom.  60 
Iba.,  f.  90  Iba.;  cost,  $27,000;  wka.  owned  by  city. 

VALLEY  STREAM,  p.  2,000;  f.  area,  1  aq.  m.; 
mere  bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.,  atn. 
ft  wd.,  1  to  8  ator.;  wd.  rfa.  perm,  in  f.  area;  no 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept— 
1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  reel,  2  hrs.; 
hoae,   cot,   rub.   lined,   gd..    1.150    ft.;   f.    al.,   bell. 


wfa.  ft  telp.;  val.  equip.,  $2,500;  val.  bldgs..  $4,000; 
exp.  dept,  $3,000;  tot.  mem..  90  vol. 

WADDINQTON,  p.  781;  f.  area,  600  a.;  men. 
bldga.,  atn.,  bk.  ft  wd.,  8  ator.;  fwiv..  atn.,  bk.  ft 
wd.,  1  ft  2H  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  hand 
eng.,  16  e.  hand  ex.,  1  hoae  car.;  hoae,  cot^  rdn. 
lined,  gd.,  250  ft.:  rub.,  gd.,  400  ft;  tot  hoae,  669 
ft:  t  al.,  bell;  vaL  bldga.,  $600;  tot  mam.,  40  voL 

Water  Supply— Src,  riv.;  sya.,  pump  dir.*  pump, 
eng.,  cap.  day  720,000  gala.;  maina,  iron,  4  in.  dia.; 
6  hyd.;  prea.,  f.  160  Iba. 


WALDEN.  p.  4,004;  f.  area,  1,058  a.;  -.^ 
bldga.,  bk.  ft  wd.,  8  ator.;  priv.,  bk.  ft  wd.,  t%  k 
8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes 
of  t  inv.  F.  dept. — 1  atr.,  1  h.  ft  t  tik.,  6  e.  hand 
ex.,  2  hose  wag.,  2  hose  car.,  2  hose  reels.  2  hrs.; 
hose,  8,000  ft.:  f.  aL,  dec,  16  bx.;  val.  a(|vip^ 
$9,000;  vaL  bldn.,  $9,000;  exp.  dept,  $4,009; 
tot  mem.,  160  vol 

Water  Supply— -Src,  wella,  ^  m.  bus.  cent.; 
83V.,   pump   to   stdp.    ft   dir.;    2   atdp.,    cap    75,000 

?:als.  each;  dim.  16  x  50,  loc  in  village;  mat, 
ron;  2  pump,  eng.,  claes  dup.  comp.,  cap.  day 
1,440,000  gals.;  mains,  iron,  10  m.,  4  to  8  in. 
dia.;  75  hyd.;  40  v.;  met,  800;  800  serv.;  pipe, 
galv.  i. ;  pres.,  dom.  60  lbs.,  f.  00  lbs.;  cons, 
day,  80,000  gals.;  cost,  $60,000;  coat  mtoe., 
$2,000;    wks.    owned    by    city. 

WALTON,  p.  8,108;  t  area,  1  aq.  m.;  mefCL 
bldga.,  bk.  ft  wd.,  2  ft  8  ttor.;  priv.,  wd..  S  ator.; 
wd.  ria.  perm,  in  f.  area;  fwka.  ft  oonibt.  onL; 
cauaea  of  x.  inv.  F.  dept — 1  band  eng.,  1  aer.  trit, 
1  h.  ft  1.  trk.,  8  hoae  car.;  hoae,  cot,  rub.  lined, 
gd.,  2.000  ft.;  inf.,  800  ft.;  tot  hose,  2,800  ft; 
f.  aL,  bell;  vaL  equip.,  $4,600;  vaL  bldga.,  $10,000; 
exp.  dept.  $600;  tot.  mem.,  104  voL 

Water  Supply — Src,  atrm.;  aya.,  grav.;  rea.  can., 
4.000,000  gala.;  maina,  iron,  18  m.,  4  to  10  in. 
dia.;  76  hyd.;  625  aerv.;  prea.,  dom.  70  Iba.^  f.  76 
Iba.;  coat,  $180,000;  coat  mtce,  $500;  wkk  owned 
by  Co. 

WAPPINGER  FALLS,  p.  8,196;  f.  area,  080  a.: 
mere,  bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  2 
to  4  stor.;  wd.  rfs.  perm.;  fwlca.  ft  combt.  ofd»; 
causes  of  f.  inv.     F.  dept — 2   str.,   4   c  hand  ex^ 

1  hose  wag.,  2  hose  car.;  hose,  cot,  rob.  lined, 
gd.,  400  ft.;  rub.,  gd.,  1.400  ft;  tot  hoae,  1,800 
ft;  f.  al.,  bell;  vaL  equip.,  $10,000;  vaL  tfeldga., 
$8,000;  tot  mem.  120,  pd.  full  time  4,  pd.  pait 
time  8,  vol.  118. 

Water  Supply — Src,  creek,  H  m.  bua.  cent.;  lya, 

Sump  to  rea.;   rea.   cap.,    142,000   gala.,   loc   near 
[ain  St.;  maina,  iron,  2%  m.;  80  hyd.;  10  ▼.;  wka, 
owned  by  Co. 

WARRENSBURQ,  p.  2,600;  bldga.,  wd.,  S  ft  8 
ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  perm.;  no  fwka 
ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept. — 3  bose 
car.;  hoae,  cot,  rub.  lined,  gd.,  8,200  ft;  f.  aL,  bcO 
ft  wh. 

Water  Supply — Src,  brooka,  2  m.  bua.  cent.;  av*^ 

riv.;  maina,  iron,  4  m.,  4  to  6  in.  dia.;  10  lijpd.; 
v.;  100  aerv.;  prea.,  dom.  100  Iba.,  f.  100  Iba.: 
coat,  $10,000;  wka.  owned  by  Co. 

WARSAW,  p.  8,208;  f.  area,  400  a.;  mere,  bldga, 
bk.,  2  ft  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rfk  not 

Cerm.  in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of  L 
)v.     F.  dept — 2  h.  ft  L  trk.,  1  comb,  c  ft  h. 

2  c  hand  ex.,  1  hoae  wag.,  2  hoae  car.;  hoae, 

rub.  lined,  gd..  2,500  ft;  inf.,  800  ft;  tot  

2.800  ft;  f.  aL,  elec,  12  bx.;  vaL  eouip..  $5,000; 
val.  bldgs.,  $5,000;  tot  mem.,  110  voL 

Water  Supply — Src,  apr.,  6  m.  bua.  cent:  ««.. 
grav.;  rea.  cap.,  12,000,000  gala.,  loc  Rock;  nmiaa, 
uron,  22  m.,  4  to  12  in.  dia.;  100  hyd.;  met.,  9; 
700  aerv.;  pipe,  galv.  L  ft  lead;  prea.,  dom.  169 
Iba.,  f.  150  Iba.;  cona.  day,  260,000  gala.;  cast, 
$75,000;  coat  mtce.,  $600;  wka.  owned  by  city. 

WARWICK,  p.  2,818;  f.  area,  600  a.;  mm. 
bldga.,  bk.  ft  wd.,  2  to  4  ator.:  priv.,  wd.,  2)4  ator.: 
wd.  rit.  perm.;  fwka.  ft  combt  ord.;  cauaea  ol  t 
inv.  F.  dept — 2  c  hand  ex.,  1  h.  ft  L  tik.,  6 
hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  2,760  ft.;  t.  at, 
telp.,  17  bx,;  val.  equip.,  03,000;  \al.  bldgs.. 
$5,000;   tot.  mem.,   120  vol. 

Water  Supply — Src,  mountain  atrm..  IH  n. 
bus.  cent;  sys.,  grav.;  8  res.,  cap.  60.000,000  gala.; 
mains,  9  m.,  4  to  14  in.  dia.;  78  hyd.;  101  «.; 
372  serv.;  pres.,  dom.  ft  f.  50  to  72  lbs.;  coE«t 
$105,000:    wks.   owned   by   village 
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WASHINGTON VI LLE,  p.  8.246;  f.  area,  2.000  a.; 
bidn.,  bk.  8i  wd.»  1  to  8  stor.;  priv.,  stB.  is  wd.,  1 
to  S  stor.;  wd.  ru.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  Inv.  P.  dept. — 1  b.  As  L  trk.,  1 
hand  en^.  with  pump.  1  hose  wajf..  1  hose  car.: 
hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  f.  al.,  bell  k 
telp.;   val.   equip..  $1,400;   tot.   mem.,   50  vol. 

Water  Supply — Src..  moimtain  strm.,  2  m.  bus. 
cent.;  ays.,  grav.;  mains,  6  m..  4  to  10  in.  dia.; 
met.,  25:  pres..  dom.  76  lbs.,  f.  76  lbs.;  cost  mtoe., 
$100;  wks.  owned  by  villatre. 

WATERFORD,  p.  8,246;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.,  2  to  4  stor.;  priT.,  wd.,  2  ft  8  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1 
str.,  4  c.  hand  ex.,  1  h.  ft  L  trie,  1  hose  watr>»  8 
hose  carts,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,600 
ft.;  f.  aL,  bell;  ^al.  equip.,  |16,000;  vaL  bldgs., 
$7,000;  ezp.  dept.,  $8,000;  tot,  meuL  160,  pd.  full 
time  1,  VOL  160. 

Water  Supply — Src.  riv.,  %  m.  bus.  cent.;  ays., 
pump  to  atdp.  ft  dir.;8tdp.  cap..  581,000  gals.;  dim.. 
80  X  62,  24  z  86;  mat.,  stl.  ft  Iron;  2  pump,  eng., 
class  dup.  comp.,  cap.  day  2,600,000  gals.;  mains, 
c.  i.,  11.25  m..  4  to  12  m.  dia.;  107  iiyd.;  89  v.; 
700  met.;  915  sen'.;  pipe,  lead,  gal  v.  ft  c.  i.;  pres.. 
dom.  80  lbs.,  f.  110  lb:3.;  cons,  day,  350.000  ^Is.; 
wks.  owned  by  town. 

WATERLOO,  p.  3,981;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no 
fwks.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  str.,  2  c.  band  ex.,  1  h.  ft  1.  trk.,  1  patrol  wag.. 
7  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  3,800  ft.; 
inf.,  1,000  ft.;  tot.  hose,  4,800  ft.;  f.  al.,  bell;  val. 
equip.,  $10,000;  val.  bldgs.,  $10,000;  exp.  dept., 
^2,500;   tot.   mem.,   210   vol. 

Water  Supply — Src.,  riv.;  sys.,  pump  dir.;  res. 
cap.,  1,000,000  gals.;  pump,  eng.,  cap.  day  2,000,- 

000  gals.;  mains,  c.  i.,  10  m.,  4  to  14  in.  dia.; 
57  hyd.;  86  v.;  640  serv.;  pres.,  dom.  60  lbs.,  f. 
100  lbs.;  cost,  $180,000;  cost  mtoe.,  $8,600;  wks. 
owned  by  Ck>. 

WATERTOWN,  p.  26,780:  f.  area,  8%  sq.  m.; 
mere,  bldgs.,  stn.,  bk.  ft  wa.,  1  to  8  stor.;  priv., 
stn.,  bk.  ft  wd.,  8  stor.;  wd.  rfs.  not  perm,  in  t 
ttrea;  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
auto.  str.  with  hose  ft  chem.  tank,  il  auto.  h.  ft  L 
tark..  .1  chief's  auto.,  2  str.,  (1  aer.  trk  in  reserve). 

1  hose  wag.,  il  auto.  comb.  pump,  ft  c.  eng.,  8 
comb.  c.  ft  h.  wag.,  1  supply  wag.,  1  f.  al.  repair 
wag,,  112  hrs.,  (in  reserve.  1  str,  1  h.  ft  1.  trk.); 
hose.  cot.,  rub.  lined,  gd.,  12,700  ft.;  f.  al..  Game- 
wclU   8<9  bx.;  tot.   mem.   3^6.  pd.  full  time. 

Water  Supply — Src.,  riv.,  2H  m.  bus.  cent.;  sys., 
|)ump  to  res.  ft   dir.;   2   res.  cap..  8,000,000  gala.; 

2  pump,  eng.,  cap.  day  6,000.000  gals.:  inains,  c. 
i..  «0.11  m.,  4  to  30  in.  dia.;  4?1  hyd.;  708  v.; 
800  met.:  6.fl00  serv.;  pipe,  galv.  i.;  pres.,  dom. 
40  to  90  lbs.,  f.  40  to  90  lbs.;  cons,  day,  i5,«01,000 
gals.;  cost,  $800,000;  cost  mtce.,  $20,000;  wks. 
owiied  by  city. 

WATERVILLE,  p.  1,410;  f.  arcft,  640  a.;  bldgs., 
1>k.  ft  wd.,  1  to  4  stor.;  wd.  rfs.  perm.  P.  dept.** 
2  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  nose  wag.,  2  hose 
«ar.;  hose,  cot.,  rub.  lined,  gd.,  1,860  ft.;  inf.,  260 
ft.;  tot.  hose,  1.600  ft.;  f.  sL,  wh.;  val.  equip., 
^8,000;  val.  bldgs.,  $8,000;  exp.  dept.,  $800;  tot. 
mem,  68,  pd.  part  time  2,  voL  66. 

Water  Supply — Src.,  brook;  sys.,  grav.;  res.  cap., 
45,000,000  gals.;  mains,  c.  L,  8^  m.,  6  to  16 
in.  dia.;  53  hyd.;  87  v.;  101  met.;  440  eerv.;  pipe. 
-galT.  i.;  pres..  f.  00  lbs.;  cost,  $120,000;  cost 
mtce..  $476;  wks.  owned  by  dty. 

WATERVLIET.  p.  16,074;  f.  area.  860  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  *  F. 
dept. — 1  str.,  10  c.  hand  ex..  1  h.  ft  1.  trk.,  4  hose 
wag..  1  hose  car.,  6  hrs.;  hose,  cot.,  rub.  lined,  gd., 
6.600  ft.;  f.  al.,  Oamewell,  24  bx.;  vaL  eqidp., 
$20,260;  val.  bldgs.,  $28,600;  exp.  dept.,  $11,000; 
tot.  mem.  260.  pd.  full  time  8,  pd.  part  time  2, 
vol.  249. 

VVater* Supply — Src,  Mohawk  riv.,  6  m.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap..  80,000,000  gals.;  4 
pump,  eng.;  122  hyd.;  met.,  200;  8,000  serv.; 
pres..  dom.  ft  f.  70  lbs.;  cons,  day,  2,600,000  gals.; 
cost  mtce.,  $12,600;  wks.  owned  by  Co. 

WATKIN8,  p.  2.817;  bldgs.,  bk.  ft  wd.,  1  ft  2 
«tor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. 
— 1  str.,  1  c.  eng.,  1  h.  ft  L  trk.,  8  hose  car.;  hose. 


cot.,  rub.  lined,  gd.,  2.600  ft;  t  aL,  bell;  tot.  mem., 
100  vol. 

Water  Supply — Src.,  lake,  1  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  600.000  grals.,  loc.  west 
village;  2  pump,  eng.,  class  dup.,  cap.  day  1,000,- 
000  gals.;  mains,  c.  L,  0  m.,  4  to  10  in.  dia.; 
73  hyd.;  87  v.;  met.,  407:  164  serv.;  pres.,  dom. 
95  lbs.,  f.  100  lbs.;  cons.  day.  164,000  gals.;  cost, 
$05,000;  cost  mtce.,  $8,600;  wks.  owned  by  city. 

WAVERLY,  p.  4;865;  f.  area.  640  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2  stor. 
F.  dept. — 1  h.  ft  1.  trk,,  5  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  4,600  ft.;  inf.,  1.600  ft;  tot.  hose, 
6.000  ft.;  f.  al.,  elec;  val.  equip.,  $18,600;  vaL 
bldgs.,  $25,000;  exp.  dept.,  $1,600;  tot.  mem.,  186 
vol. 

Water  Supply— ^rc,  strm.,  1  m.  bus  cent.; 
ays.,  grav,;  res.  cap.,  130,000,000  gals.;  mains, 
c.  i.,  14%  m.,  4  to  12  in.  dia.;  68  hyd.;  91  v.; 
met.,  400;  1,800  serv.;  pipe.  c.  i.;  pres.,  dom.  ft  f, 
85  to  95  lbs.;  cost,  $221,130;  cost  mtce.,  $4,000; 
wks.  owned  by  village. 

WAYLAND,  p.  1,802;  f.  area,  800  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.: 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 10  c.  hand  ex..  1  c.  eng.,  2 
h.  ft  1.  trk.,  2  hose  wag.;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft.;  f.  al.,  bell;  \«1.  equip.,  $3,000; 
tot.    mem.,    80    vol. 

Water  Supply — Src,  well,  1%  m.  bus.  cent.; 
sys..  pump  to  res.;  res.  cap.,  250.000  gals.,  loc 
%  m.  villagt;;  2  pump,  eng.,  class  trip.,  cap. 
day  1,000.000  gals.;  mains,  c  i.,  6V6  m.,  4  to 
8  in.  dia.;  63  hyd.;  40  v.;  825  serv.;  200  met.; 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  63  lbs.,  f.  90 
lbs.;  cost,  $35,000;  cost  mtce.,  $2,000;  wks. 
owned    by    city. 

WEEDSPORT,  p.  1,844;  f.  area,  6*40  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.:  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  t  area;  oauses  of  f. 
inv.  F.  dept. — 1  str.,  1  c  eng.,  1  hand  eng.,  8  c 
hand  ex..  1  h.  ft  1.  trk.,  4  hose  oar.,  1  auto 
comb,  trk.;  hose,  cot.,  rub.  lined,  gd..  2,000  ft.; 
inf..  800  ft;  tot  hose,  2,800  ft;  f.  al.,  bell 
ft  telp.;  val.  equip.,  $10,000;  val.  bldgs.,  $6,000; 
tot.    mem.,    65,    pd.    part    time    2,    vol.    63. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  qrs., 
grav.;  res.  cap.,  1,000.000  gals.;  2  pump,  eng., 
cap.  day  860.000  gals.;  mains,  c  L,  6  m.,  4 
to  8  in.  dia.;  28  hyd.;  260  serv.;  cons,  day, 
216,000  gals.;  pres.,  f.  65  lbs.;  wks.  owned  by 
priv.    Co. 

WELLSVrLLE,  p.  4.882;  f.  area,  640  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  prl?.,  wd.,  2  stor.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  c  eng.,  2  e. 
hand  ex.,  2  h.  ft  1.  trk.,  6  hose  car.,  2  hrs.;  hose, 
cot.,  rub.  lined,  ed.,  6,000  ft.;  f.  al.,  bell  ft  eleo., 
11  bx.;  val.  equip.,  $8,800;  vaL  bldgs.,  $18,600; 
exp.  dept,  $2,000;  tot  mem.,  166  vol. 

Water  Supply— ^c,  riv.,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  cap.  day,  8,000,000 
gals.;  mains,  c.  i.,  13  m.,  4  to  12  in.  dia.;  77  hyd.; 
met.  470;  970  serv.;  pres.,  dom.  85  lbs.,  f.  135 
lbs. :  wks.  owned  by  Co, 

WESTFIELD.  p.  2,086;  f.  area,  600  a.:  bldgs., 
wd.,  2  ft  8  stor.:  wd.  rfs.  not  perm.;  fwks.  ft  ooinbt 

ord.;  causci)  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  comb, 
c.  ft  h.  wag.,  4  c.  hand  ex.,  1  h.  ft  1.  trk..  1  hose 
wag.,  3  hose  car.;  hose,  cot.,  rub.  lined,  go.,  3,600 
ft.;  f.  al.,  bell  ft  wh. ;  val.  equip.,  $5,000;  val. 
bldgs.,  $4,500;  exp.  dept,  $200;  tot.  mem.,  00 
vol.:    undrs.    rating,    third    class. 

Water  Supply — Src,  creek;  sys.,  gra?.;  mains, 
c.  i.,  13  m.:  120  hyd.;  pres..  dom.  80  lbs.,  f.  125 
lbs.:  cost,  $100,000;  wks.  owned  by  village. 

WEST  NEW  BRIGHTON,  p.  4,607  (Greater  New 
York).    F.  dept. — ^Not  reported. 

Water  Supply — Same  as  New  Brighton. 

WEST  POINT,  p.  2,200;  bldgs.,  bk.,  stn.  ft  wd.,  2 

to  4  sior. :  uil.  rfs.  lerni. ;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 3  c.  eng.,  1  hose  wag., 
4  hose  car.,  6  hrs.;  hose,  cot.,  rub.  lined,  gd., 
4.050  ft.;  f.  al.,  elec,  17  bx.;  tot.  mem.,  all  U.  S. 
employees  or  corps  of  cadets  vol. 

Watsr  Supply— Src.  mountain  strm..  6  m.  bus. 
cent.;  sys..  grav.;  res,  cap.,  137,000,000  gals.; 
mains,  c.  i..  6  m.,  2  to  12  in.  dia.;  47  hyd.;  26  v.; 
pipe,  lead;  pres.,  dom.  60  ll>s.,  f.  60  lbs.;  cons,  day, 
1,200,000  gals.:  co*;t,  $6.')0.000;  cost  mtce.,  $4,000; 
wks.  owned  by  U.  S.  Govenunent 
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WHITEHALL,  p.  4,917;  f.  area»  8,972  a.;  mere. 

bldgs.,  bk.  A  wd.,  2  to  5  etor.;  priv.,  wd.,  bk.  & 
cone,  1 V4  to  3  stor.;  wd.  rfs.  perm.;  no  fwks.  & 
combt.  ord.;  causes  of  f.  inv.  F  dept. — 2  str., 
1  auto.  conA.  c.  k  h.  with  pump,  4  c.  hand  ex.,  1 
h.  &  1.  trk.,  1  hand  eng.,  7  hose  car.;  hose,  cot., 
rub.  lined,  g^d.,  4,000  ft.;  f.  al.,  telp,  k  Oainewell; 
val.  equip..  $15,000;  val.  bldgs.,  $10,000;  exp. 
dept.,  $3,500;  tot.  mem.,  34,  pd.  full  time  2,  pd. 
part   time   7.  vol.   2't. 

Water  Supply — Src.,  epr.  &  creeks;  aye.,  pump  to 
res.;  re«.  cap.,  5,500,000  gala.;  pump,  eng.,  cap. 
day  8,000,000  gala.;  maina,  iron»  10 H  ro>t  ^  to 
12  in.  dia. ;  72  liyd. ;  7.'>  v.:  nier..  650:  570  ecrv. ; 
pipe,  galv.  i.;  prea.,  dom.  115  lba.»  f.  115  to  120 
Iba.;  cona.  day,  600,000  gals.;  cost.  $86,000;  cost 
mt«».,    $5,500:    wks.    owned    by    villasre. 

WHITE  PLAINS,  p.  15,949;  f.  area,  1,920  a.: 
mere,  bldgs.,  atn.,  bk.  &  wd.,  1  to  7  ator.;  priv., 
bk.,  atn.  &  wd.,  4  ator.;  wd.  bldga.  not  perm,  in  f. 
area;  cauaea  of  f.  inv.  F.  dept. — 2  auto.  eomb.  c. 
eng.  &  hose  wag.,  1  auto,  aquad  wag.,  2  comb,  eng., 
1  aer.  trk.,  1  h.  &  L  trk.,  8  hoae  wag..  1  boae 
reel;  hose,  cot.,  rub.  lined,  gd.,  7,500  ft.;  rub., 
2,500  ft.;  tot.  hoae.  10,000  ft.;  f.  aL,  bell  k  wh., 
45  bx.;  val.  bldga.,  $125,000;  tot.  mem.,  860  toL 

Water  Supply — Src,  dug  wells,  driven  wells  k 
res.;  ays.,  pump  to  stdp.  &  dir.;  stdp.  cap.,  400,000 
gals.;  mains,  40  m.,  4  to  14  in.  dia.;  850  hyd.; 
260  v.;  met.,  8,000;  8,100  aerv.;  prea.,  dom.  85 
to  90  lbs.,  f.  120  lbs.:  cost,  $850,000;  coat  mtce., 
$60,000;  wks.  owned  by  village. 

WHITESBORO.  p.  2,875;  f.  area,  1,920  a.;  mere, 
bldgs.,  bk.  8l  wd.,  8  stor.;  priv.,  wd.,  8  stor.;  wd. 
rfs.  perm.  F.  dept. — 1  str.,  4  c.  hand  ex.,  1  h.  * 
1.  trk..  2  hose  car.;  hose,  cot.,  rub.  Imed,  gd.,  800 
ft.;  linen,  gd.,  600  ft.;  rub.,  gd.,  400  ft.;  inf.,  700 
ft.;  tot.  hose,  2,500  ft.;  f.  al.,  beU  jc  wh.;  vaL 
equip.,  $5,500;  val.  bldga.,  $2,000;  exp.  depL, 
$400;  tot.  mem.,  40  vol. 

Water  Supply — Src,  creek,  *^  m.  bus.  cent.;  sya., 
grav.  &  pump  to  res.;  res.  cap.,  6,000.000  gals.; 
1  pump,  eng.;  mains,  c.  1.,  6  m.,  4  to  12  in.  dia.; 
57  v.;  389  met.;  500  serv.;  pipe,  lead;  pres..  doni. 
20   to  70  lbs.,  f.   80  lbs.;   wks.  owned  by   \vi\-.  Co. 

WHITESTONE,  p.  8,500;  f.  area,  1,200  a.;  marc, 
bldga.,  bk.  k  wd.,  8  ator.;  priv.,  wd.,  2*8  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  depL— 2  h. 
&  1.  trk.,  8  hose  car.;  hose,  coL,  rub.  lined,  go., 
2,800  ft.;  f.  al.,  bell  &  elec,  11  bx.;  ▼»}•  JfQ^P-. 
$8,000;  val.  bldga.,  $5,000;  exp.  dept,  $100;  tot, 
mem.,  188  vol,  .  ^      ^- 

Watar  Supply— Src,  wella;  aya.,  pump  to  stdp.; 
pump,  eng.,  cap.  day,  1.000,000  gals.;  mama,  11 
m.,  4  to  12  in.  dia.;  160  hyd.;  met.,  711;  776  serv.; 
pres.,  f.  60  lbs.;  cost,  $100,000;  wks.  owned  by 
N.  Y.  City. 

WHITNEY'S  POINT,  p.  744;  f.  area,  640  a.; 
mere,  bldga.,  bk.,  2  to  8  ator.;  priv.,  wd.,  1  to  2 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  s  eombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  6  c  hand 
ex.,  1  hand  eng..  8  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft.;  f.  al.,  bell;  val.  equip.,  $8,000;  val. 
bldga.,  $7,500;  exp.  dept.,  $160;  tot.  mem.,  40  vol. 

Water  Supply— Src,  spr.,  8  m.  bus.  cent.;  sys.. 
grav.;  rea.  cap.,  76,000  gala.;  mains,  e.  L,  4  4-6 
m..  4  to  6  in.  dia.;  21  hyd.;  2  v.;  met.,  6;  pipe, 
c.  i.;  pres.,  dom.  65  lbs.;  f.  75  lbs.  cost,-  $30,- 
000;    wks.    owned    by    priv.    Co. 

WILLIAMSVILLE,  p.  1,106;  f.  area.  600  a.;  mere, 
bldga.,  atn.,  bk.  k  wd.,  1  to  8  stor.;  pnv.,  stn.,  bk. 
ft  wd.,  2%  stor.;  wd.  rfs.  perm,  to  f.  area;  fwka. 
ft  combt.  ord.;  cauaea  of  f.  tov.  P.  dept — 1  h.  ft 
1.  trk.,  3  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
1,500  ft.;  f.  «1.,  bell  k  wh.;  val.  equip.,  $l,o00; 
val.  bldga.,  $22,000;  exp.  dept.,  $150;  tot.  mem., 
30    vol. 

Water  Supply — Src,  apr.;  aya.,  grav.  ft  pump  dir.; 
Btdp.   cap.,    26,500   gala.,    100    ft.   high;    2   pump. 


eng.,  cap.  day  1,600,000  gala.;  maiB8,*iraii»  2% 
m.,  4  to  10  in.  dia.;  41  hyd.;  120  aerv.;  prea.,  dosa. 
40  Iba.,  f.  120  Iba.;  cost,  $25,000;  coat  mtcc 
$400;  wks.  owned  by  village. 

WINFIELD  JUNCTION,  p.  1.500.  F.  depL— 4 
str.,  c  eng.,  5  h.  ft  L  trk..  4  hoee  carts;  hoae.  ooL, 
rub.  Imed,  gd.,  1,200  ft.;  f.  aL,  telp.  ft  beU. 


WOLCOTT,  p.  1,216:  f.  area,  640  a.;  mere. 
bldga.,  atn.  ft  bk.,  1  to  8  ator.;  priv.,  wd..  2  star.; 
wd.  ria.  not  perm,  to  f.  area;  fwka.  ft  oombt.  ord.: 

causes  of  f.  inv.  F.  dept. — 1  c.  eng,,  ?  c.  band 
ex.,  1  h.  ft  1.  trie.,  1  comb.  c.  ft  h.  wag.,  4  hose 
oar.;  hose,  oot..  rub.  lined,  gd.,  1,750  ft.;  rub.. 
gd.,  200  ft.;  tot.  hose,  1,950  ft.;  f.  al..  bell; 
val.  equip.,  $3,500;  val.  bldgs.,  $6,500;  expt 
dept.,    $275;    tot.    mem.,    75    vol. 

W«ter  Supply — Src,  sprg.,  2  m.  bus.  cent.; 
sys.,  grav.;  stdp.  cap.,  120,000  gals.;  res.  cap., 
300,000  gaLs.;  2  pump,  eng.,  cap.  day  l.Ost,. 
000  gals.;  mains,  c.  L.  6  m.,  6  to  10  in.  diA.; 
57  hyd.;  65  v.;  270  met.;  pres.,  dom.  60  lbs.; 
cons,  day,  50,000  gals.;  cost,  $60,000;  co>t  mtce., 
$500;    wks.    owned    by    city. 

WOODHAVEN  (Greater  New  York);  f.  area,  8400 
a.;  mere  bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk. 
ft  wd/,  2  ft  3  ator.;  wd.  ria.  perm,  to  f.  area;  fwks. 
ft  combt.  ord.;  cauaea  of  f.  tov.  F.  dept. — 1  atr..  4 
h.  ft  1.  trk.,  12  c  hand  ex.,  5  hose  wag.,  1  chiefs 
car.,  21  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8.000  it.: 
f.  al.,  Gamewell,  42  bx.;  val.  bldgs.,  $45,000;  lot. 
mem..  387   vol. 

Water  Supply — Src,  wells;  sya..  pump  to  rea.  ft 
dir.;  rea.  cap.,  4,500.000  gala.;  pmnp.  eng.;  maina. 
64  m.,  4  to  20  in.  dia.;  906  hyd. 

WORCESTER,  p.  1,800;  f.  area,  800  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  bk.  ft  vd..  2 
stor.;  wd.  rfs.  perm,  to  f.  area;  eaoaea  of  f.  tov. 
F.  dept. — 1  hose  wag.,  1  hose  ear.;  hoae,  ooL,  nob. 
Itoed,  gd.,  1.850  ft.;  tof.,  100  ft.;  tot.  hoae,  1.450 
ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  val.  bides.. 
$1,500;  exp.  depL,  $700;  tot.  mem..  80  vol. 

Water  Supply — Src,  lake;  aya.,  grav.;  matoa.  5 
m..  4  to  12  to.  dia.;  17  hvd.;  8  v.;  120  aerv.;  pirea., 
dom.  100  lbs.,  f.  100  lbs.;  cost.  $80,000;  cost 
mtce.,  $400;  wka.  owned  by  Co. 

YONKERS,  p.  70.808;  f.  area,  21  aq.  m.;  mere 
bldga.,  bk.  ft  stn.,  1  to  7  ator.;  priv.,  bk,  ft  wd., 
8  ator.;  wd.  ria.  not  perm,  to  f.  area;  fwka.  ft  coo^L 
ord.;  causes  of  f.  inv.  F.  dept. — 8  comb.  c.  ft  h- 
wag.,  1  auto,  pump,  4  auto.  comb.  c.  ft  h.  wag.. 
2  «uto.  aer.  h.  ft  1.  trk.,  7'5  ft.  ft  fro  ft.,  3  chiefs 
auto.,  1  hose  wag.,  H  city  h.  ft  1.  trk.,  1  tel.  wag.. 
13  ]»rs.,  30  c.  ex.,  3  water  towers,  3  deluge  set* 
on  wag.,  hand  drawn,  1  c.  eng.;  hose,  cot.,  mb. 
lined,  gd.,  16,000  ft.;  f.  aL,  elec.  Gamewell,  22* 
bx.;  ^^1.  equip.,  $165,550;  val.  bldgs.,  $750,000; 
exp.  dept.,  $il84,/4<5S;  tot.  mem.   126,  pd.  full  time. 

Water  Supply — Src,  brooks,  4  m.  biia.  eenL;  v^ 
pump  to  rea.,  atdp.  ft  dir.;  atdp.  cap.,  816.000  cmla., 
re«.  cup.,  900,000,000  gals.;  8  pump.  eng..  claa.- 
(•onip.  &  hor.,  cap.  day  35,000,000  gals.;  nvan». 
<•.  i.,  106.59  m.,  4  to  30  in.  dia.;  1,849  hyd.: 
1,251  v.;  10,4-42  met;  10,2^0  8er\.;  pipe,  lea»l 
k  c.  i.;  pres.,  dom.  ft  f.  50  to  »130  lbs.,  cona.  day, 
8,.311,'530  gals.;  cost,  $3,525,000;  cost  mtce.. 
$"I41,3S.b;   wks.  owned  by  city. 

Puces  ot    1,0U0  or  more  population  havmc  oo 

orgaiiiKed    fire    d«pt. — 'Hurley,  Millbrook,    Patterson, 
Tioga,   Center,   Verplanck. 

Places  of  1,000  or  more  population  not  rcponed 
— Ausable  Forks,  Bedford,  'Bridgehampton,  Byron, 
Callicoon,  Camillus,  Campbell,  Carmel,  Centre 
Moriches,  Clymer,  Dexter,  Dunellen,  Et>^nereT, 
Gainesville,  GardineT,  Gamersville,  -Hannibal,  Han- 
ford,  Livonia,  Lodi,  Long  (Lake,  liureroe.  Madri'l 
.Marion,  Milton,  N^wfane,  Newport,  Ohio.  Ovid, 
Ilocktofi,   West  Hsverstraw. 
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ASHEVILLE,  p.  18,792;  f.  area,  52  a.;  mere, 
bldgs.,  bk.,  iron,  cone.  &  wd.,  2  to  6  stor.;  priv., 
bk.  &  wd.,  2  8tor.;  wd.  rfs.  not  perm.;  fwks.  & 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 10  c. 
hand  ex.,  2  auto.  trk.  equipped  with  ext.  ladders, 
45  gal.  c  tk.  &  2,000  ft.  hose  each,  1  hose  wa^., 
1  h.  &  1.  trk.,  2  hose  car.,  7  hrs. ;  hose,  cot.,  rub. 
lined,  gd.,  6,000  ft.;  f.  al.,  Gamewell,  20  bx.;  val. 
equip.,  $25,000;  val.  bldgs.,  $30,000;  exp.  dept, 
$8,500;  tot.  mem.  36,  pd.  full  time  4,  pd.  part 
time   32;   undrs.   rating,  second   class. 

Water  Supply — Src,  riv.,  17  m.  stdp.;  sys,,  grav. 
&  dir.  to  stdp.  &  res.;  stdp.  cap.,  450,000  gals., 
mat.  iron;  res.  .cap.,  5,000,000  gals.,  mat.  cone, 
loc.  150  ft.  above  sq.;  pump,  eng.,  cap.  day  8.- 
500,000  gals.;  mains,  c.  i.,  60  m.,  4  to  16  in. 
dia. ;  320  hyd.;  272  val.;  2,100  met.;  8,600  serv.; 
pij^e,  galv.  i. ;  pres.,  dom.  k  f.  150  lbs.;  cons,  day, 
2,000.000  gals.;  cost,  $550,000;  cost  mtce.,  $15,- 
000;  wks.  owned  by  city. 

BEAUFORT,  Carteret  Co.,  p.  2,488;  mere,  bldgs., 
bk.  &  wd.,.  2  stor.;  priv.,  wd.,  1  &  2  stor.;  wd. 
rfs.  perm,;  fwks.  &  combt.  ord.  P.  dept. — 1  c, 
eng.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  500 
ft.;  inf..  500  ft.;  tot.  hose,  1,000  ft.;  f.  al.,  bell; 
val.  equip.,  $1,500;  val.  bldgs.,  $SOQ;  exp.  dept., 
$250;  tot.  mem..   150  vol. 

Water  Supply — Src,  wells  k,  ocean  water  forced 
by  means  of  pumps  over  entire  business  portion 
and  residence;  sys.,  pump,  dir.;  2  pump,  eng., 
cup.  day  120,000  gals.;  1  hand  eng.,  cap  day 
100,000  gals,  pres.,  f.  125  lbs.;  cost  mtce  $150; 
wks.    owned    by    city. 

BREVARD,  p.  919.  F.  dept.— 1  h.  ft  1.  trk., 
6  c.  hand  ex.,  1  comb.  c.  &  hose  wag.,  1  hose 
wag..  1  hose  reel;  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft.;  f.  al.,  bell;  wl.  equip.,  $1,500;  vaL  oldgt.,  p50; 
tot.  mem.,   14  toI. 

Water  Supply — Src,  mountain  strm.;  sye.,  grav.; 
res.  cap.,  60,000  gals.;  mains,  1  1-5  m.,  2  to  6 
in.   dia.;   17  hyd.;  pres.,   50  lbs. 

BURLINGTON,  p.  4,808;  f.  area,  6  a.;  mere, 
bldgs.,  bk.,  1  to  5  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs. 
not  perm.;  fwks.  A  combt.  ord.;  cauf^es  of  f.  inv. 
F.  dept. — 3  hose  wag.,  2  hose  car.,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  2,400  ft.;  inf..  "SOO  ft; 
tot  hose,  3,200  ft.;  f.  al.,  bell;  val.  equip., 
$2,000;  val.  bldgs.,  $1,000;  exp.  dept.  $600; 
tot.    mem.,    22    vol. 

CHAPEL  HILL,  p.  1.149;  bldgs.,  bk.  k  wd.,  2  k 
3  stor.  F.  dept. — 1  h.  k  I.  trk.,  4  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  900  ft;  tot  mem.,  21, 
pd.  full  time  1,  20  vol. 

Water  Supply — Src,  creek,  1  %  m.  bus.  cent; 
sys.,  pump  to  res.;  stdp.  cap.,  80,000  gals.,  dim. 
12  X  80,  mat.  stl. ;  res.  cap.,  400,000  gals.;  3 
pump,  eng,,  class  dup.  k  elec,  cap.  day  950,000 
gals.;  mains,  c.  i,,  5»4  m..  4  to  6  in.  dia.;  15  hyd.; 
pros,,  dom.  35  lbs.;  cons,  day,  150,000  gals.; 
cost,    $20,000;    wks.    owned    by    Co. 

CHARLOTTE,  p.  84,014;  f.  area,  1,408  a.;  mere 
bldgs.,  bk..  1  to  12  stor.;  priv.,  bk,  k  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 2  auto.  comb,  c  &  h. 
wag.,  2  Btr.,  1  h.  ft  1.  trk..  1  hose  wag.,  8  comb, 
c.  ft  h.  wag..  1  chief's  buggy,  10  hrs.;  hose,  cot, 
rub,  lined,  gd.,  6,000  ft:  inf.,  500  ft;  tot.  hose, 
6,500  ft.;  f.  al..  elec,  52  bx.;  val.  equip.,  $40.- 
nno:  val.  bldgs,,  $25,000;  exp.  dept,  $30,000; 
tot.  mem.  21,  pd.   full  time. 

Water  Supply — Src.  Oatawba  'Riv.,  10 H  m,  bus, 
cent;  sys.,  grav,,  pump  to  res,  ft  to  stdp.:  stdp, 
cap,,  715,000  gals.;  rc«,  cap.,  60,000,000  irals..  loc 
at  station;  7  pump,  eng.,  cap.  day  18,500,000 
gols.;  mains,  c  i.,  75  m.,  4  to  20  In.  dia,;  848 
hyd.;  5,300  met.;  5,300  serv.;  pipe,  wrt.  i,;  pres., 
dom.  40  to  8-5  lbs.,  f.  90  to  135  lbs.;  cons,  day, 
2,000,000  gals.;  cost  $1,000,000;  wks.  owned  by 
city, 

CHBRRYVILLE.  p.  2.500;  f.  area,  10  a.  F. 
dept. — 2  c  eng.,  2  hose  reels,  1  h.  ft  I.  trk..  1,000 
ft  hose;  val.  equip.,  $2,000;  val.  bldgs.,  $5,400; 
tot.  mem.,  82  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  well;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  720,000  gals.;  52  hyd.;  pres.. 


«Iom  i>0  lbs.,  f.  100  lbs.;  cost,  $30,000;  wks.  owned 
by  city. 

CLINTON,  p.  1,101;  f.  area,  600  a.;  mere 
bldgs.,  bk,  ft  wd,,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  limits;  fwks.  ord. 
F.  dept — 1  gasoline  eng.,  1  hose  reel;  hose,  cot, 
gd.,  600  ft;  f.  aL,  bell;  val.  equip,,  $3,000; 
val.  bldgs.,  $300;  exp.  dept,  $350;  vol.;  undrs. 
rating,    fourth    class. 

Water  Supply — Src,  wells,  %  m,  bus.  cent; 
sys.,  dir.  pres.  ft  pump  to  stdp.;  stdp.  cap., 
75,000  gals.;  res.  cap.,  200,000  gals,;  3  pump, 
eng.,  cap.  day  175,000  gals.;  mains,  c  i.,  3%  m., 
6  to  10  in.  dia,;  45  hyd.;  30  v.;  pres.,  dom.  40 
to  50  lbs.,  f.  50  to  125  lbs.;  cost  $30,000;  wks. 
owned   by   city. 

CONCORD,  p.  8,715;  f.  area,  450  t,;  mere. 
bldgs,,  bk..  1  to  4  stor,;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  comb.  c.  ft  h.  wag.,  1  c.  eng., 
2  c  hand  ex.,  1  h.  ft  L  trk..  1  aer.  trk..  1  hose 
wag.,  1  hose  car..  2  hrs,;  hose,  cot.,  rub.  lined, 
gd.,  1,800  ft;  inf.,  200  ft;  tot  hose,  2,000  ft; 
f,  al.,  bell;  val.  equip.,  $4,000;  vaL  bldgs.,  $2,000; 
tot.  mem.,  45  vol. 

Water  Supply — Src,  creek,  2  m.  city;  sys.,  grav. 
ft  pump  to  stdp.;  cons,  day,  500,000  gals.;  2 
elec.  pumps, 

DAVIDSON,  p.   1,066.     No  f.   dept 
Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  50,000  gals. 

DUNN,  p.  1,828;  f.  area,  1,400  ft  x  1,200  ft; 
mere,  bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1 
to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 3  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  600 
ft.;  tot  hose,  2,500  ft;  f.  aL,  bell;  vaL  equip., 
$2,000;  tot  mem.,  24  voL;  undrs.  rating,  third 
class. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  50,000  gals.;  res. 
cap.,  100,000  gals.;  78  hyd.;  pres.,  f.  60  lbs.; 
cost  $80,000;  wks.  owned  by  city. 

DURHAM,  p.  18,241;  f.  area,  68  a.;  mere  bldgs.. 
bk.  ft  stn.,  2  to  6  stor.;  priv.,  wd.,  bk.  ft  stn.,  2 
ft  3  stor.;  wd,  rfs.  not  perm,  in  f.  area;  fwfca.  ft 
combt.  ord.  F.  dept. — 2  str.,  1  h.  ft  1.  trk.,  2 
comb.  c.  ft  h.  wag.,  1  auto,  comb,  c.  ft  h.  wag., 
1  supply  wag.,  1  chiefs  buggy,  8  hrs.;  hose,  cot., 
Tub.  lined,  gd.,  6,500  ft;  f.  aL,  Gamewell,  88 
bx.;  vaL  equip.,  $86,500;  ?al.  bldgs.,  $80,000; 
exp.  dept..  $18,000;  tot  mem.,  26,  pd.  full  time.; 
undrs.  rating,  second  class. 

Water  Supply — Src,  riv.,  7%  m.  bus.  cent; 
sj's.,  grav.  ft  dir.;  res.  cap.,  3,500,000  gals.; 
loc  6  m.  city;  1  aux.  res.  for  f.  service,  cap. 
210,000  gals,;  1  aux.  pump,  cap.  3.600,000  gals. 
day;  8  pump,  eng.,  cap.  day,  7.250,000  gals.; 
mams,  c  L,  40  m,,  4  to  20  in  dia.;  250  v.; 
220  hyd.;  met,  1,475;  8,350  serv,;  pipe.  galv. 
L;  pres.,  dom.  65  to  75  lbs.,  f.  90  to  120  lbs.; 
cons,    day,    1,500,000    gals.;    wks.    owned    by    priv. 

EAST   DURHAM,  p.    6,679;   mere   bldgs.,  bk.   ft 
wd.     F.  dept— Hose,   1,700  ft;  f.  al.,  bell  ft  wh. 
Water  Supply — Src,  res.;  sys.,  pump. 

^,  EDENTON,  p.  2,789;  f.  area,  100  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  2.000  ft;  f.  al.,  bell 
ft  wh.;  tot  mem.,  90,  pd.  part  time  20,  vol.  70. 

Water  Supply — Src,  wella  ft  strm,,  Albemarle 
sound;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,- 
000  gals.;  1  pump.  eng..  class  comp..  cap.  day, 
100.000  gals.;  mains,  c  L,  7  m.,  4  to  8  in.  dia.; 
42  hyd.;  25  met;  250  serv.;  pipe,  c  i.;  pres., 
dom.  40  lbs.,  f.  110  lbs.;  cons,  dav,  12*5,000  gals.; 
cost.  $20,000;  wks.  owned  by  city;  the  use  of  the 
Norfolk  ft  Southern  R.  R.  Co.  water  sys.  is 
granted  for  emergencj'. 

ELIZABETH  CITY,  p.  8.412;  f.  area,  1.800  a.; 
mere,  bldgs.,  bk.  ft  wd..  1  to  4  stor.;  priv.,  wd..  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.     F.  dept. — 2  str.,  1  comb,  c  ft  h. 
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wag.,  1  h.  ft  1.  trk.,  2  hose  wag.,  8  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  3,500  ft.;  f.  al.,  Gamewell,  14 
l>x.;  vn\.  equip.,  $17,500;  val.  bldgs.,  $10,000; 
exp.  dept.,  $2,500;  tot.  mem.  50,  pd.  full  time  2. 
pd.  part  time  3,   voL   45. 

Water  Supply — Src,  riv.,  canals  ft  wells;  sys., 
pump  to  stdp.;  stdp.  cap.,  275,000  gals.,  dim.  20  z 
75,  loc.  at  station,  mat.  stl. ;  res.  cap.,  100.000 
gala.,  Ice.  1 H  m.  city;  2  pump,  eng.,  class  dup., 
cap.  day  120,000  gala.;  mains,  c.  1.,  14  m.,  4  to  10 
in.  dia. ;  91  hyd.;  47  v.;  75  serv.;  pipe,  galv.  1.; 
I^res.,  dom.  40  lbs.,  f.  100  ibs.;  wks.  owned  by  Co. 

ELM  CITY,  p.  660.  F.  dept. — 1  hose  cart,  1 
hand  eng.,  200  ft.  hose. 

ENTIELD,  p.  1,167;  f.  area,  640  a.;  mere,  bldgt., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfe.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  by  State  law.  F.  dept. — 1  b.  ft 
1.  trk.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
400  ft.;  f.  al.,  bell;  val.  equip.,  $1,500;  vaL 
bldgs.,  $8,000;  exp.  dept.,  $1,100;  tot.  mem., 
20    vol. 

Water  Supply — Src.,  large  wells;  1  gas.  eng., 
1    hand    eng. 

FAYETTEVILLE,  p.  7,046;  f.  area,  160  a.;  mere, 
bldgs.,  stn.  ft  bk.,  2  to  6  stor.;  priv.,  stn..  bk.  ft 
wd.,  2*  to  3  stor.;  wd.  rfs.  not  perm,  in  r.  area; 
fwks.  ft  combt.  ord.;   causes   of  f.   inv.     F.  dept. — 

1  auto.  comb,  trk.,  1  str.,  1  c.  eng.,  1  como.  c. 
ft  h.  wag.,  1  h.  ft  1.  trk.,  2  hose  wag.,  2  hrs.; 
hose,  cot.,  rub.  lined,  gd..  2,500  ft.;  mf.,  1,000 
ft.;  tot.  hose,  3.500  ft.;  f.  al.,  telp.;  val.  equip.. 
^15,000;  val.  bldgs.,  $7,500;  exp.  dept.,  $2,500; 
tut.  mem.  24,  pd.  full  time  4,  pd.  part  time  20. 

Water  Supply — Src,  creek  ft  pond,  1  m.  bus. 
cent;  sys.,  pump  to  stdp.  and  dir.;  stdp.  cap.,  105,* 

000  «'als.,  dim.  13  x  105,  mat.  stl.;  2  pump,  eng., 
cap.  day  1,750.000  gals.;  mains,  c.  i.,  7  m.,  4 
to  10  :n.  dia.;  50  hyd.;  81  v.;  met.,  60;  258  serv.; 
pipe,  galv.  i.;  pres.,  dom.  85  lbs.,  f.  85  lbs.;  cost, 
$60,000;  cost  mtce.,  $1,500;  wks.  owned  by  Co. 

FOREST  CITY,  p.  1,800;  f.  area,  3  a.;  mere, 
bldgs.,   bk.    ft    wd.,    1    ft    2    stor.;    priv.,    wd..    1    ft 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;    causes    of    f.    inv.      F.    dept. — 2    hose    reels, 

1  h.  ft  1.  trk.;  f.  al.^  bell;  vai.  equip.,  $2,000; 
exp.  dept.,  $30;  tot  mem.,  10,  pd.  part  time;  undra. 
rating,    third    class. 

Water  Supply — Src,  creek,  1  m.  bus.  cent.;  sys. 
pump,  dir.;  2  pump,  eng.,  cap.  day,  8,640,000 
gals.;  mains,  7,000  ft.;  23  hyd.;  prea.,  dom.  50 
IDS.,  f.  126  lbs.;  cost,  $25,000;  cost  mtce., 
$8,000;   wks.   owned  by   city. 

GASTONIA,  p.  6,759;  f.  area,  8^5  n.;  mere, 
bldgs.,  bk.,  2  to  5  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwk.s.  ft 
combt.  oird.;  causes  of  f.  inv.  F.  dept. — 1  hose  wag., 
8  hose  reels,  1  comb.  c.  ft  h.  wag.,  2  hrs. ;  hose,  cot., 
rub.  lined,  gd.,  8,000  ft.;  rub.,  gd.,  200  ft.;  inf., 
300  ft;  tot  hose,  3,500  ft.;  f.  al.,  telp.;  val. 
equip.,  $12,000;  val.  bldgs.,  $>10,000;  exp.  dept., 
$2,500;  tot  mem.  12,  p.d.  full  time  8,  pd.  part 
time   0;  undrs.  rating,  third   class. 

Water  Supply — Src,  creek,  2  m.  bus.  cent;  ays., 
pump  dir.;  res.  cap..  750,000  gals.,  loc.  at  station; 
6  pump,  eng.,  cap.  day  8,600,000  gals.;  mains,  c. 
i.,  12.6  m.,  4  to  10  in.  dia.;  121  hyd.;  52  v.;  met., 
743;  941  serv.;  pipe,  wrt  ft  galv.  i.;  pre<}.,  dom. 
70  lbs.,  f.  100  lbs.;  cons,  day,  300,000  gals.;  cost, 
$100,019;  wks.  owned  by  city. 

GOLDSBORO,  p.  6,107;  f.  area,  860  a.;  mere 
bldgs.,  bk.,  1  to  6  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  c  eng.,  14  c. 
hand  ex..  1  h.  ft  1.  trk.,  4  hose  wag.,  8  hose  car., 
5  hrs.;  nose,  cot,  rub.  lined,  gd.,  2,600  ft;  inf., 
2.000  ft;  tot  hose,  4,600  ft;  f.  al.,  Oamewell,  12 
bx.;  val.  equip.,  $9,000;  val.  bldgs.,  $9,000;  exp. 
dept.  $1,500;  tot.  mem.,  80,  pd.  full  time  7, 
vol.  73. 

Water  Supply — Src,  riv.,  l>4  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  209,000  gals.;  ros.  cap.. 
500,000  gals.;  4  pump,  eng.,  cap.  day  0.500,000 
gals.;  maina,  c.  1.,  17  m.,  6  to  12  in.  dia.;  140 
hyd.:  75  v.;  met,  800;  serv.,  1,000;  pres.,  dom. 
45  lbs.,  f.  120  lbs.;  cons,  day,  450,000  gals.;  cost, 
$120,000;  wks.  owned  by  city. 

GRAHAM,  p.  2,604;  f.  area,  00  a.;  mere,  bldgs., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  IH  stor.; 


wd.  rfs.  not  pernu  in  f.  area;  fwka.  ft  oombt.  ord.; 
causes  of  t.  inv.  F.  dept. — 1  hand  esg.,  2  c 
hand  ex.,  2  hose  carts;  hose,  cot.,  rub.  I.ned,  gd.. 
2,000  ft;  f.  aL,  bell;  val.  equip.,  $25,800;  tot 
mem.,  80  voL 

Watar  Supply — Src,  wella;  H  m.  bus.  cest; 
ays.,  pump  to  stdp.;  stdp.  cap.,  75.000  gml&:  res. 
cap.,  100,000  gals.;  1  pump,  eng.,  cap.  day,  750.600 
gals.;  mains,  7  m.;  4  to  8  in.  dia.;  41  h;d.: 
100  met;  110  serv.;  jn-es.,  dom.  70  lbs.,  f.  »0 
lbs.;  cons,  day,  76,000  gals.;  wka.  owned  by  pm. 
Co. 

GREENSBORO,  p.  16,895;  f.  area,  1,S00  a.; 
mere  bldga.,  stn.  ft  bk.,  2  to  5  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  ares;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 2  str.,  1 
hand  eng.,  1  c.  eng.,  12  c  hand  ex.,  1  aer.  trk.,  4 
hose  wag.,  8  hose  car.,  1  comb,  c  ft  h.  wa|^.  It 
hrs.;  hose,  cot,  rub.  lined,  gd..  6,000  ft;  inf^  5D0 
ft;  tot  hose,  6,500  ft;  f.  al.,  bell.  24  bx.;  vaL 
equip.,  $15,000;  val.  bldgs.,  $12,000;  exp.  dept. 
$5,000;  tot  mem.,  45,  pd.  full  time  8,  pd.  part 
time  2,  vol.   85. 

Water  Supply — Src,  creek  ft  spr.;  ays.,  pmnp  to 
stdp.;  stdp.  cap..  200,000  gals.:  res.  cap.,  2.000.- 
000  gals.;  pump,  eng.,  cap.  day  3,500,000  eals.; 
mains,  iron,  20  m.,  4  to  12  in.  dia.;  180  njd.: 
70  v.;  600  serv.;  pres.,  dom.  65  lbs.,  f.  90  Ibe^: 
cost,  $140,000;  cost  mtce.,  $12,000;  wks.  owned 
by  city. 

GREENVILLE,  p.  4,101;  f.  area,  1^  sq.  m.; 
mere,  bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.. 
bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  t 
area;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng.,   2  c.  hand  ex.,   1  comb,  c  ft  h.   wag.,    1   h.  & 

1.  trk.,  1  hose  wag.,  5  hose  car.,  8  hrs.;  hose, 
cot,  rub.  lined,  gd.,  3,000  ft;  inf.,  600  ft;  t-t 
hose,  8,500  ft.;  f.  al.,  bell.  2  bx.;  val.  equiD., 
$10,000;  val.  bldgs.,  $6,000;  exp.  dept,  $^00; 
tot.  mem.,  40;  pd.  full  time  1,  pd.  part  time  1. 
voL  88. 

Water  Supply — Src,  riv..  %  m.  bus.  cenr.; 
ays.,  dir.  pres.;  res.  cap.,  850,000  gals.;  2  pumpi 
eng.,  class  dup.;  cap.  day,  750.000  gals.;  maiD>.  c 
i.,  10  m.,  6  to  14  in.  dia.;  69  hyd.;  87  ▼.;  pre*, 
dom.  60  lbs.,  f.  80  to  120  lbs.;  wks.  owned  b; 
city. 

HENDERSON,  p.  4,508;  f.  area,  80  a.;  bldgs^. 
bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  perm.;  fwks.  4 
combt.  ord.  F,  dept. — 1  h.  ft  1.  trk.,  2  hose  wj«. 
3  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,500  ft.:  i. 
al.,  telp;  val.  equip.,  $6,000;  val.  bldgs.,  $lo.n«ti: 
exp.    dept,    $2,600;    tot.    mem.    42,    pd.    full    tlm? 

2,  vol.    40. 

Water  Supply — Src,  lake,  2  m.  bus.  cent;  «t».. 
pump  to  stdp.;  stdp.  cap.,  172,000  gals.,  dira- 
15  X  130;  2  pump,  eng.,  class  comp.  dup.,  cap- 
day  1,000,000  gals.;  mains,  c  i.,  9  m.,  4  to  I* 
in.  dia.;  100  hyd.;  50  v.;  met,  400;  600  !i«>rf  : 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  50  lbs.,  f.  15? 
lbs.;  cons,  day,  300,000  gals,;  cost,  $120,003; 
wks.    owned    by   Co. 

HENDERSON VI LLE,  p.  2,818;  mere  bldgs..  bk 
2  stor.;  priv.,  wd.,  1  ft  2  stor.;  fwks.  ft  combt.  ord. 
F.  dept. — 1  h.  ft  1.  trk.,  2  hose  reels;  bose,  col. 
rub.  hned,  gd.,  3,000  ft;  f.  al.,  wh.;  tot  mem.^  10 
vol. 

Water  Supply — Src,  mountain  str.,  2  m.  bos 
cent;    sys.,    grav.;    res.    cap.,    4,000.000    gala;    1 

f^ump.  eng.;  cap.  day,  612,000  gals.;  mains,  c 
.,  6  m..  2  to  8  in.  dia.;  65  hyd.;  8  ▼.;  33^ 
met;  550  serv.;  pres.,  dom.  ft  f.  160  lbs.;  otsu 
$40,000;  wks.  owned  by  dty, 

HERTFORD,  p.  1,841;  f.  area.  140  a.;  mere. 
bldgs..  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor: 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  Ofrd.. 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.;  1  al. 
bell  ft  wh.;  val.  equip.,  $7,600;  vaL  bldgs.,  $150; 
tot.  mem.,  20  vol. 

Water  Supply — Src,  wella. 

HICKORY,  p.  8,716;  f.  area,  6  a.:  mere  bldga^ 
bk.,  2  to  4  stor.;  priv.,  stn..  bk.  ft  wd.,  S  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt  ord.  F. 
dept. — 2  hose  wag.  with  ladders  ft  c  ex.,  6  faari 
ex.,  1  h.  ft  1.  trk.,  8  hose  reels;  hose,  cot.,  n*t-. 
lined,  gd.,  2.000  ft;  f.  aL,  bell. 

Water  Supply — Src.  riv.,  8  m.  bus.  cent.:  «r*- 
pump  to  stdp.;  stdp.  cap.,  285,000  gala.,  dim.  S*^ 
X  100  ft,  mat.  stl.;  res.  cap.,  00,000  gsls.;  t 
pumps,  class  trip.;   mains,   c.   L,   10   m.,    6    to   13 
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in.  dWi.;  100  hyd.;  49  v.;  met.,  500;  prea.,  60 
Ibe.;  cons,  day,  75,000  gttls.;  cost,  $105,000; 
wks.    owned    by    city. 

HIGH  POINT,  p,  9,626;  f.  area,  640  a.;  mere. 
bldg^B.,  stn.,  bk.  k  wd.,  1  to  8  >tor.;  priv.,  wd..  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  A  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 3  hose  wag.;  hose,  cot., 
rub.  lined,  gd.,  8,000  ft.;  f.  al.,  Gamewell;  tot. 
mem.,   55  vol. 

Water  Supply — Src,  apr.  &  rlv.,  4%  m.  bus. 
cent.;  sys.,  pump  to  stop.;  atdp.  cap.,  150,000 
gals.,  dim.  45  x  25;  2  pump,  eng.;  mains,  19  m., 
4  to  12  in.  dia.;  220  hyd.;  pres.,  dom.  60  lbs.,  f. 
90  lbs. 

WERNCRSVIIjLE.  p.  1,12^.  F.  dept.— 1  c 
eng.,  1  comb.  c.  A  h.  wag.,  c.  hand  ex.,  1  hose 
wag.;  vaL  equip.,  $500;  val.  bldgs.,  $500;  tot. 
mem.,    5   vol.      No  standard  water  supply. 

KINQ8  MOUNTAIN,  p.  2,213;  f.  area,  %  m.  m.; 

mere,  bldgs.,  bk.  A  wd.,  1  to  8  stor.;  priv.,  bk.  & 
wd.,  1  &  2  stor.;  wd.  rfs.  not  perm.  in.  f.  area; 
fwks.  9t  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
2  hose  wag.,  2  hose  reels,  8  ladders;  hose,  cot., 
rub.  lined,  gd..  2,000  ft.;  f.  al.,  bell;  val.  equip., 
$1,000;  val.  bldgs.,  $600;  tot.  mem.,  14  vol.; 
undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  75,000  gals.,  dim.  22 
X  35  ft.,  mat.  stl. ;  res.  cap.,  50,000  gala. ;  2  pumps, 
class  centrif.,  cap.  day  500,000  gals.;  mains,  c.  i., 
7  m.,  4  to  8  in.  dia.;  90  hyd.;  26  v.;  met.,  60; 
100  Bcrv.;  pipe,  galv.  i.;  pres..  dom.  100  lbs.,  f. 
140  lbs.;  cost,  $60,000;  wks.  owned  by  city. 

KINSTON,  p.  0,995;  f.  area,  640  u.;  mere. 
liMgs.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  bk.  &  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  & 
combt.  ord.;  causes  of  f.  inv.  F.  dept- — 1  str., 
4  c.  hand  ex.,  1  h.  &  L  trk.,  2  hose  wag.,  1  hose 
rei'l,  4  hrs.;  hose,  rub.  lined,  gd.,  3,200  ft.:  inf., 
800  ft.:  tot.  hose.  3,500  ft.;  f.  al.,  Gamewell,  20 
l)x.;  val.  equip.,  $9,600;  val.  bldgs.,  $3,000;  exp. 
ilept.,  $l,ii00;  tot.  mem.  49,  pd.  full  time  3, 
vol.  46. 

Water  Supply — Src,  arteaian  wells,  1  m.  bus. 
cent.;  sys.,  grav.  &,  pump  to  stdp.;  stdp.  cap.,  160,- 
000  gals.,  dim.  16  x  110  ft.,  mat.  iron;  res.  cap.. 
350.000  gals.;  2  pimips,  cap.  day  2,000,000  gals.; 
mains,  c  i.,  13  m.,  4  to  10  in.  dia.;  92  hyd.;  50 
v.;  500  met.;  175  serv.;  pipe,  galv.  i.;  pres.,  dom. 
55  lbs.,  f.  100  lbs.;  cons,  day,  80,000  gals.;  cost. 
175,000;  wks.  owned  by  city. 

LAGRANGE,  p.  888.  F.  dept. — 1  gasoline  eng., 
1,000  ft.  hose,  vol. 

LAURINBURG,  p.  2,822;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  2  &;  8  stor.;  priv.,  pine,  I  k  2  stor.; 
wd.  rfs.  perm.;  fwks.  ord.;  f.  inv.  F.  dept. — 1 
comb,  c  &  h.  eng.,  1  hose  car.;  hose,  cot.,  gd., 
1,600  ft;  val.  equip.,  $600;  vaL  bldgs.,  $200; 
tot.  mem.,  40. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  2  dup.  pumps,  cap.  day 
144,000  gals.;  mains.  8  m.,  4  to  12  in.  dia.;  46 
hyd.;  pres.,  dom.  80  Ids.,  f.  126  lbs. 

LENOIR,  p.  8,864;  f.  area,  15  a.;  mere  bldgs., 
bk.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 2  hand  eng.,  1  hose  wag.,  1  hose 
car.;  hose,  cot.  rub.  lined,  gd.,  1,000  ft;  f.  al., 
wh. ;  val.  equip.,  $600;  val.  bldgs.,  $200;  exp. 
dept.,  $40;  tot.  mem.,  16  voL;  undrs.  rating,  third 
class. 

Watsr  Supply — Src.  inpounding  dam.,  cap.  15,- 
000,000  gals..  1  m.  bus.  cent.;  sys..  grav.;  stdp. 
cap..  50,000  gals.;  dim.,  24  x  60;  mat.,  cone  k 
iron;  res.  cap.,  50,000  g^als. ;  mains,  13  m.,  4 
to  12  in.  dia.;  110  hyd.;  50  met;  350  serv.; 
pres.,  dom.  73  lbs.,  f.  185  lbs.;  cons,  day,  20,000 
gals.;   cost,   $80,000;   wks.   owned  by   city. 

LEXINGTON,  p.  6,000;  f.  area,  50  a.  F. 
dept. — 1  h.  iSe  L  trk.,  2  hose  wag.;  val.  equip., 
$3,500;  exp.  dept,  $1,320;  tot  mem.  32,  pd. 
full    time    2,    vol.    30. 

Water  Supply — Src,  well,  1  m.  bus.  cent; 
sys..  pump  to  «tdp.;  2  pump,  eng.,  cap.  day 
864,000    gals.;    69    hyd.;    wks.    owned    by    city. 

LINCOLNTON,  p.  2.418;  f.  area,  1,000  a.; 
bldgs.,  bk.  k  wd.,  8  stor.;  wd.  rfs.  not  perm.; 
fwks.  ord.     F.     dept — 1   hand  eng.,  4   hose  reels; 


hose,  cot  lined,  gd.,  1,800  ft.;  f.  al.,  bell  k  wh.; 
vaL   equip.,   $2,300;   tot   mem.,    16   voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  to  stdp.:  stdp.  cap.,  76,000  gals.,  dim.  20  x 
40  ft,  mat.  stl.;  res.  cap.,  884,000  gals.;  2  pumps, 
cap.  min.  1.000  gals.;  mains,  c  L,  5  m.,  4  to  8 
in.  dia.;  50  hyd.;  89  v.;  met,  60;  pres.,  dom. 
90  lbs.,  f.  150  lbs.;  cons,  day,  25.000  gals.;  cost, 
$36,000;  cost  mtcc,  $1,200;  wks.  owned  by  city. 

LITTLETON,  p.  1,152;  mere  bldgs.,  bk.  k  wd. 
F.  dept — 1  ladder  trk.,  1  e  eng.,  buckets  k  lad- 
ders; f.  al.,  belL 

Water  Supply — Src.  wells. 

LOUISBURQ,  p.  1,776;  f.  area.  800  a.  F.  dept 
— 1  hose  wag.,  1  hose  reel;  val.  equip.,  $3,000; 
vaL  bldgs.,  $400;  exp.  dept,  $900;  tot  mem.,  22 
voL,  pd.  part  time   1. 

Water  Supply — Src,  riv.,  H  m.  bus.  cent; 
sy«.>  gra^.;  stdp.  cap.,  300,000  gals.;  res.  cap., 
700,000  gals.;  1  pump,  eng.,  cap.  day  760,000 
gals.;  42  hyd.;  25  v.;  4  m.  mains;  pres.,  dom. 
48  lbs.,  f.  98  lbs.;  cone,  day,  100,000  gala.;  cost, 
$65,000;   coat  mtce.,  $1,800;  wks.  owned  by  city. 

•LUMBEIRTON,  p.  2,230;  f.  area,  15,000  a.; 
mere  bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  wd., 
1^2  9tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt  ord.;  causes  of  f.  inv.  F.  dept— 1 
auto.  comb,  e  &  h.  wag.,  c.  hand  ex.,  1  h.  A  1. 
trk.,  4  hose  carts,  2  hrs.,  2,500  ft  hose;  f.  al., 
Gamewell,  12  bx.;  vaL  equip.,  $10,000;  vaL  bldgs., 
$1,000;  exp.  dept,  $75;  tot.  mem.  20,  pd. 
full  time  2.  vol.    18. 

Water  Supply — Riv.  Lxnnber;  sys.,  tk.;  cap.,  66,- 
666  ga,ls.;  2  pumps,  dup.,  cap.  144.000  gals,  day; 
mains,  2  m.,  6  to  8  in.  dia.;  80  hyd.;  pres.,  68  lbs. 

MARION,  p.  1,519;  f.  area,  40  a.  F.  dept. — 2 
hose  reels,  1  hose  wag.,  1.000  ft  hose;  vaL  equip., 
$2,000;  vaL  bldgs.,  $550;  exp.  dept,  $240;  tot 
mem.,   14  vol. 

Water  Supply — Src,  riv.;  sys.,  grav.;  pump  cap. 
day,  500,000  gals.;  64  hyd.;  40  v.;  pres.,  dom.  75 
lbs.,  f.  75  lbs.;  cost  $65,000;  cost  mtce.,  $800; 
wks.  owned  by  city. 

MAXTON.  p.  1,821.  F.  dept — 2  hose  carts, 
i,200  ft  hose;  f.  aL,  bell;  tot.  mem.,  18  vol. 

MILTON,  p.  419;  bldgs.,  bk.  k  wd..  I  k  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept — 1  hand 
eng.,  1  hose  car.;  hose,  linen,  gd.,  800  ft;  tot 
mem.,  30  vol. 

Water  Supply — Src,  2  large  cisterns,  cap.  74,000 
gals..  13  priv.  cisterns. 

MONROE,  p.  4,082;  f.  area,  650  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  wd.,  1  k  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  4  e  hand 
ex.,  1  h.  ft  1.  trk..  1  hose  wag.,  4  hose  car.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1.800  ft;  f.  aL, 
wh.,  2  bx.;  vaL  equip.,  $76,000;  vaL  bldgs., 
$4,000;   tot    mem.,    60   voL 

Water  Supply — Src.  wells,  %  m.  bus.  cent; 
sys.,  dir.  pres.;  res.  cap.,  110,000  gals.;  3  pump, 
eng.,  cap.  day,  3.000,000  gals.;  mains,  c  L,  8 
m.,  4  to  8  in.  dia.;  65  hyd.;  met.,  654;  654 
serv.;  33  v.;  pipe,  galv.  i.;  pres..  dom.  60  lbs.,  f.  140 
lbs.;  cons,  day,  50,000  gals.;  cost,  $66,000;  cost 
mtce..  $4,000;  wks.  owned  by  city. 

MOORESVILLE,  p.  8,400;  f.  area,  10  a.  F.  dept 
— 2  hose  reels,  2,750  ft  hose,  2  cut-off  nozsles; 
vaL  equip.,  $2,500;  tot  mem.,  21  vol.;  undrs.  rat- 
ing,  third  class. 

Water  Supply — Src.  well,  1  m.  bus.  cent;  sys., 
compressed  air;  2  pump,  eng.,  cap.  day  100,000 
gals.;  mains,  5,280  ft;  18  hyd.;  11  v.;  60  serv.; 
pres.,  dom.  60  lbs.,  f.  150  lbs.;  cost,  $15,000; 
wks.  owned  by  city. 

MOREHEAD.  p.  2,039;  f.  area,  300  a.;  mere 
bldgs.,  bk.  k  cone,  1  to  8  stor. ;  priv.,  wd.,  1  to 
8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.:  causes  of  f.  inv.  F.  dept — 1  hand 
eng.,  1  45-np.  gasoline  eng.,  2  c  hand  ex.,  1  h. 
&  1.  trk.,  1  hose  wag..  2  hose  reels,  1  hrs.;  hose,  cot., 
rub.  lined,  gd.,  1,300  ft;  inf.,  350  ft;  tot  hose, 
1,650  ft.;  f.  al.,  bell;  vaL  equip.,  $5,215;  val.  bldgs., 
$3,000;  exp.  dept,  $1,200;  tot.  mem.,  80  voL; 
undrs.  rating,  third  class. 

Water  Supply — Src,  wells;  sys.,  pump,  k  gaso- 
line eng. 

MORGANTON,  p.  2,712;  combt  ord.  F.  dept — 
1  h.  ft  L  trk.,  3  hose  carts,  850  ft  hose;  mem.,  20. 


C-274  ^^^^    DEPARTMENTS    AND    WATER    SUPPLY—NORTH    CAROLINA. 


Water  Supply — Src,  5  artesian  wells  &  1  well 
res.,   cap.    250,000  gals.;  atdp.   cap.,   90,000   gals.: 

1  pump;   mains,   4^    m.;   42  hyd. 

MT.  AIRY,  p.  8,844.  F.  dept. — 8  hoae  carta,  1 
c.  eng.,   18,000  ft.   hose;  members,   14,  part  pd. 

Water  Supply— Src,  strm.,  2  m.  bus.  cent.; 
sys.,  pump  to  stdp. ;  stdp.  cap.,  150,000  gals.; 
dim.,   24  x  45;  mat.,  stl.;  res.  cap.,   150,000  gals.; 

2  pump,  eng.,  class  trip.,  cap.  day,  575,000  gals.: 
mains,  6  m.,  4  to  10  in.  dia. ;  62  hyd.;  pres., 
dom.  45  to  SO  lbs.,  f.  60  to  100  lbs.;  wks.  owned 
by  city. 

MURPHY,  p.  1,600;  f.  area,  1  m.  F.  dept. — 4 
hose  reels,  1  n.  &  1.  trk.,  1  hose  wag.;  f.  al.,  bell; 
val.  equ.p.,  $2,150;  val.  bldga.,  $600;  exp.  dept., 
$82;  tot.  mem.,  18  vol. 

Water  Supply — Src,  dam,  1  m.  bus.  cent;  sys., 
gniv.;  res.  cap.,  190,000  gals.;  60  hyd.;  20  v.; 
pres.,  dom.  100  lbs.,  f.  150  lbs.;  cost,  $80,000; 
cost   mtce.,   $1,000;   wka.   owned  by  city. 

NEWBERN.  p.  9,961;  f.  area,  800  a.;  mere, 
bldgs.,  stn.,  bk.  &,  wd.,  1  to  8  stor.;  priv.,  atn.,  bk. 
&  wd.,  1  JE  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  str., 
hand  eng.,  2  h.  ft  L  trk.,  8  hoae  wag.,  6  hose  car., 
6  brs.;  hose,  cot.,  rub.  lined,  gd.,  4,000  ft.;  inf., 
2,000  ft;  tot.  hoae.  6,000  ft;  f.  a1.,  Gamewell,  80 
bx.;  val.  equip.,  $26,000;  val.  bldgs.,  $6,000; 
exp.  dept,  $5,000;  tot.  mem.,  800  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  eya., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  180,000  gals., 
S  pump,  eng.,  cap.  day  8,000,000  gala.;  niuJua, 
i.,  8  m.,  6  to  12  in.  dia.;  98  hyd.;  78  v.; 
met.,  75;  1,885  serv. ;  pres.,  dom.  50  lbs.;  f.  100 
\bs.;  cons,  day,  1,400,000  gals.;  cost,  $76,000;  cost 
nitce,,  $3,000;   wks.  owned  by  city. 

NEWTON,  p.  2,816;  f.  area,  10  a.;  mere,  bldgs., 
bk.,  1,  2  ft  8  stor.;  priv.,  bk.  ft  wd.^  1  ft  2  ator.; 
wd.  rfs.  not  perm.;  fwks.  ord.  strictly  enforced. 
P.  dept. — 1  h.  ft  1.  trk.;  f.  al.,  bell;  val.  equip., 
$600;  val.  bldgs.,  $800;  exp.  dept,  $126;  tot 
mem.,  25  vol. 

Water  Supply — Src,  wells  ft  elec.  pump*. 

NORTH  WILKESBORO,  p.  1,902.  F.  dept.— S 
hose  carts,  h.  ft  1.  wag.;  voL 

Water  Supply — Src,  riv.;  ays.,  pump  to  stdp.; 
stdp.   cap.,    117,000  gala. 

OXFORD,  p.  8.018;  f.  area,  420  a.;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  comb,  c  ft  h.  wag.,  2  c.  hand  ex.,  1 
hose  wag.,  1  h.  ft  1.  trk.,  2  hose  reels,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f.  al..  Game- 
well;  val.  equip.,  $5,000;  val.  bldgs.,  $7,000;  exp. 
dept.,  $1,200;  tot.  mem.,  27  vol.;  undrs.  rating, 
third  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  res.  ft  to  tk.;  stdp.  cap.,  100,000 
gals.,   dim.   28   x  89,   mat.   stl.:    2   rea.,   cap.    130,- 

000  gals.,  loc.  at  pump,  station;  8  pump,  eng., 
dans  trip.,  cap.  day,  860,000  (rals. ;  mains,  c  i.. 
83,000  ft.  4  to  10  in.  dia.;  64  hj-d.;  21  v.; 
37 q  met.;  414  serv.;  prea.,  dom.  &  f.  60  lbs.;  cons, 
day.  80,000  gals.;  cost,  $72,000;  wka.  owned  by 
priv.  Co. 

PLYMOUTH,  p.  2,165;  f.  area,  1,800  a.;  mere, 
bldgs.,  bk.,  3  ^tor,;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area ;  fwks.  ft  combt.  ord. ;  causes 
of  f.  inv.  F.  dept. — 1  auto,  str.,  2  hose  wag.; 
hosfp,  cot.,  nib.  lined,  gd.,  1,000  ft.;  f.  al.,  bell 
ft  wh.;   val.   equip.,   $2,200;  val.   bldgs.,   $150;   vol. 

Water  Supply — Src,  Roanoke  RIv.  ft  wells. 

RALEIGiH,  p.  19,218;  f.  area,  19,21.4  a.;  mere 
bldgs.,  bk.,  is  to  13  stor.;  priv.,  wd.,  2  ft  3  stor.; 
\v(l.  rfs.  not  perm,  in  f .  area ;  fwks.  ft  combt.  ord. ; 
onuses  of  f,  inv.  F.  dept. — 2  «uto.  comb.  c.  ft 
h.   wag.,  1  auto.  pump,  eng.,  1  str.,   6  c.  hand  ex., 

1  li.  «  1.  trk.,  1  aer.  trk.,  1  hose  wag..  8  hr^.; 
hose,  cot,  rub.  lined,  gd.,  6400  ft.;  f.  al..  Game* 
well.  52  bx.;  val.  equip.,  $31,500;  val.  bldgs.. 
$19,200;  exp.  dept,  $25,000;  tot.  mem.  26,  pd. 
full  time. 

Water  Supply — Src,  Walnut  Creek,  2%  m. 
bus.  cent.;  sj's.,  grav.,  pump  to  res.  to  stdp. 
ft  dir.;  «tdp.  cap.,  100,000  gals.,  loc.  near  cent 
of  cit^,  impounding  res.  cap.,  200,000,000  gals.; 
dititributing  res.  cap.,  2,000,000  gals.;  3  pump, 
eng.,  class  comp.  dup.,  cap.  dav  8,000,000  ffals.; 
maina,  c.  i.,  37.8  m.,  4  to  16  in.  dia.;  260  hyd.; 
840    v.;    met,    1,180;    8,950    serv.;    pipe,   galv.    i.; 


prea.,  dom.  50  lbs.,  f.  60  to  100  lbs.;  cona.  do. 
1,700,000  gaU.;  cost,  $475,000;  wks.  owned  U 
city. 

REIDSVJLLE,  p.  4,828;  f.  area,  25  a.;  mere. 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  onL; 
causes  of  f.  inv.  F.  dept — 1  str.,  10  c  hand 
ex.,  1  h.  ft  I.  trk.,  1  hoae  wag.,  2  hoae  ear.,  I 
hra.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft.;  inf..  500 
ft;  tot  hose,  1,700  ft;  f.  aL,  bell;  vaL  equip.. 
$10,000;  val.  bldgs..  $600;  exp.  dept,  $250;  tot. 
mem.,    9,   pd.    full   time. 

Water  Supply — Src,  wells,  2H  m.  bus.  cent; 
sya.,  pump  to  stdp.;  stdp.  cap.,  75,000  gala.,  mau 
stl.;  pump,  eng.,  claas  comp.,  cap.  day  1,000,000 
gals.;  mains,  c.  i.,  8  m.,  4  to  8  in.  dia.;  79  l^d.; 
68  v.;  met,  270;  826  serv.;  pipe,  galv.  i.;  prea.. 
dom.  61  lbs.,  f.  100  lbs.;  cons,  day,  66,000  {pal«.: 
cost,  $30,000;  cost  mtce..  $8,600;  wks.  owned  by 
city. 

ROCKINGHAM,  p.  Is,i500.  F.  dept — 1  auto. 
(rk.,  8  hose  reels,  1  hose  wag.;  val.  equip.,  $l,:!un: 
tot.  mem.  10,  pd.  part  time;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells;  sys,,  dir.  pres.;  47 
li.vd.;  19  v.;  pres.,  dom.  60  lbs.;  wka.  owned  b* 
city. 

ROCKY  MOUNT,  p.  8,061;  f.  area.  60  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwka.  ft  combt  ord.;  caiuea  of  t 
inv.  F.  dept — 1  str.,  1  auto,  comb.  c.  ft  h.  wag., 
1  h.  ft  1.  trk.,  2  hoae  wag.,  2  hose  reels,  2  hrs.; 
hose,  cot.  rub  lined,  gd.,  3,500  ft.;  rub.,  gd., 
800  ft;  inf.,  1,000  ft.;  tot  hoae,  4,800  ft;  f. 
al.,  Gamewell,  32  bx.;  val.  equip.,  $20,000;  val 
bldgs.,  $3,000;  exp.  dept,  $1,800;  tot.  mem.,  5S. 
pd.  full  time  2,  vol.  50;  undrs.  rating,  second  class- 
Water  Supply — Src,  riv.,  7,700  ft  bna-  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap.,  145,000  gala^,  dim. 
16  X  110,  mat.  iron;  8  pump.  eng..  class  comr- 
dup.,  cap.  day  2,850,000  gals.;  mains,  c  L.  16 
m.,  4  to  14  in.  dia.;  118  hyd.;  92  v.;  6S0  met; 
1,266  serv.;  pipe,  galv.  i.;  prea.,  dom.  85  to  45 
lbs.,  f.  100  lbs.;  cons,  day,  450,000  gals.;  wka. 
owned  by  city. 

ROXBORO,   p.    1,426;   mere   bldga.,   bk.    ft   wd.. 

1  to  8  stor.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm.;  causes  of  f.  inv.  F.  dept. — 2  hose  car.: 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell: 
tot   mem.,    20   vol.;   undrs.  rating,  third   class. 

Wattr  Supply — Src,  wella,  l4  >"•  !>««■  cent; 
sys.,  pump  to  atdp.;  stdp.  cap.,  75.000  gals.; 
res.  cap.,  38,000  gala.;  2  pump.  eng..  cap.  day 
43,000  gals.;  mains,  c  i.,  3^  m.,  4  to  10  ir^ 
dia.;  28  hyd.;  pres.,  dom.  67  lbs.,  f.  100  lbs.; 
cons,    day,    20,000    gals. 

SALEM,  p.  6,588;  Winston-Salem  consolidated 
aa   one   city. 

SALISBURY,  p.  7,168;  f.  area,  1,000  a.;  mere 
bldga.,  wd.,  stn.  ft  bk.,  2  to  8  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.:  fwks.  ft  combt  ord. 
F.  dept — 1  auto.  comb,  c  ft  n.  trk,,  1  h.  ft  1.  trk., 

2  hose  wag.,  4  hrs.;  hose.  cot.  rub.  lined,  gd., 
3.000  ft.;  f.  al.,  bell;  vaL  equip.,  $20,350;  val. 
bldgs.,  $7,000;  exp.  dept,  $2,700:  tot  mem.,  20, 
pd.  full  time  2,  pd.  part  time  18;  undrs.  rating. 
second    class. 

Water  Supply — Src,  creek,  1^  m.  bus,  cent; 
sys.,  pump  to  stdp.;  stdp.  cap..  240.000  gaK.  loo. 
cent  city;  res.  cap.,  1,260.000  gals.;  3  pump, 
eng.,  cap.  day  2,000,000  grals.;  mains,  c.  i,  16 
m.,  4  to  12  in.  dia.;  130  hyd.;  75  v.:  met.,  1,000: 
,1,000  serv.;  pipe,  wrt.  i.;  pres.,  dom.  43  lb«^  f 
85  lb.s.;  con«.  day,  500,000  gals.;  cost,  $90,000; 
cost  mtce.,  $12,000;  wks.  owned  by  city. 

SANFORD,  p.  2.282;  mere  bldgs.,  wd.  ft  bk.,  1 
ft  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm,  in 
f.  area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept. — 2  c  hand  ex.,  1  hose  wag.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft;  mb.,  gd.,  200 
ft;  tot  hose,  8,200  ft;  f.  al.,  bell;  vaL  equip., 
$2,500;  vaL  bldgs.,  $760;  exp.  dept,  $226;  tot 
mem.,  20  vol. 

Water  Supply — Src,  creek,  8  m.  bua.  cent.;  sya.. 
pump  to  res.  ft  stdp.;  atdp.  cap.  66,000  gals.,  din. 
16  X  85.  mat  stl.;  rea.  cap.,  200,000  gals.;  fl 
pump,  eng.,  cap.  day  100,000  gala.;  mains,  c  I., 
4  m.,  8  in.  dia.;  21  hyd.;  120  v.;  met.,  60;  SOf 
serv.;  pipe,  galv.  L;  pres.,  dom.  65  lbs.,  f.  75  lbs 
cons,  day,  75,000  gals.;  coat,  $80,000;  cost  mtr* 
I   $2,500;  wka.  owned  by  city. 
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SCOTLAND  NECK,  p.  1,726;  f.  area,  4  blocka; 
mere,  bidgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
stn.,  bk.  &  wd.,  2  stor.;  wd.  rfs.  not  perm,  io  f. 
area;  fwks.  ord. ;  causes  of  f.  inv.  F.  dept. — 2  h. 
&  1.  trk.,  1  rope  ladder;  f.  al.,  bell;  val.  equip., 
$200;  val.  bldfirs.,  $400;  tot.  mem.,  15  vol.;  undrs. 
rating,  fourth   class. 

Water  Supply — Src,  wells. 

SHELBY,  p.  8,127;  causes  of  f.  not  inr.  F. 
dept. — 12  c.  hand  ex.,  1  h.  dt  1.  trk.  with  ex.  lad- 
ders;  tot.   mem.,    20   vol. 

Water  Supply — ^Not  reported. 

SMITHFIELD.  p.  1.486;  f.  area,  12  a.  F.  dept 
— 1  c.  eng.,  1  hand  pump;  val.  equip.,  $800;  exp. 
dept,  $20;  tot.  mem.,  60  Tol. 

Water  Supply — Src,  Xeuse  Riv.,  %  m.  bus. 
cent.;  ays.,  pump  to  stdp.;  stdp.  cap.,  100,000 
gals.;  res.  cap.,  175,000  gals.;  2  pump,  eng.,  cap. 
day  1,440,000  gals.;  mains,  i.,  8.7  m.,  6  to  10  in. 
dia. ;  44  hyd.;  52  v.;  met.,  248;  eerv.,  248;  pipe, 
galv.  i.;  prcs.,  dom.  52  lbs.,  f.  150  lbs.;  cons,  day, 
45,000  gals.;  cost,  $35,000;  cost  mtce.,  $900; 
wks.  owned  by  city. 

SOUTHERN  PINES,  p.  542.  F.  dept.— 1  hand 
eng.,  1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  f.  al.,  bell;  tot.  mem.,  18  vol. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  80,000  gmls.,  dim. 
30  X  22;  res.  cap.,  120,000  gals.;  2  pump, 
eng.,  cap.  day  140,000  gals.;  mains,  c.  i.,  6  m.. 
4  to  8  in,  dia.;  4S  hyd.;  12  v.;  268  cerv.; 
pres.,  dom.  ft  f.,  90  lbs.;  cons.  day.  60,000  gals.; 
cost    mtce.,    $2,500;    wks.    owned   bj    city. 

STATESVILLE.  p.  4,599.  F.  dept. — 1  h.  ft  1. 
trk.,  4  hose  wag.,  1  c.  eng.,  8  hrs.;  hose,  cot., 
rub.  lined,  gd..  8.500  ft.;  tot.  mem.  82,  pd.  part 
time  2,  vol.   80;  undrs.  rating,  second  class. 

Water  Supply — Src.  spr.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  150,000  gals.,  115  ft.  nigh;  res.  cap., 
100,000,000  gals.;  2  pump,  eng.,  class  dup.;  mains. 
12  m..  4  to  10  in.  dia.;  74  hyd.;  pres.,  dom.  62  Iba. 

TARBORO,  p.  4,129;  f.  area,  46  a.;  mere  bldga., 
bk.  ft  wd..  8  Btor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.   trk.,   1  hose  wag.,   8  hose  reels, 

1  hrs.;  hose,  cot.,  rub.  lined,  gd.,  700  ft.;  rub., 
gd.,  500  ft.;  tot.  hose,  1,200  ft.;  f.  al.,  bell  ft 
wh.;  val.  equip.,  $1,000;  val.  bldga.,  $2,000;  exp. 
dept..  $700;  tot.  mem.,  62  vol. 

Water  Supply — Src.  wells.  %,  m.  bus.  cent.; 
f^ys.,  grav.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  110.- 
000  gals.,  dim.  25  x  25,  mat.  stl.;  2  pump,  eng., 
class  trip.,  cap.  day  720,000  gals.;  mains,  iron, 
4  m.,  4  to  8  in.  dia.;  48  hyd.;  met.,  202;  246 
serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  60 
lbs.;  cost,  $84,000;  wks.  owned  by  city. 

WADESBORO,    p.    2,876.       F.    dept. — 1    c    eng., 

2  hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  1.200 
ft.;   f.   al.,   telp. ;   tot.   mem..   20  voL 

Water  Supply — Src,  wells,  ^  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  75.000  gals.,  dim., 
125  X  20;  mat.,  stl.;  res.  cap.,  125,000  gals.;  2 
pump,  eng.,  cap.  day,  2,190.000  gals.;  mains,  c. 
i.;  4  m..  4  to  8  in.  dia.:  20  hyd.;  158  met.; 
400  serv.;  pres.,  dom.  65  lbs.,  f.  65  to  150  lbs.; 
cons.  day.  50,000,000  gals.;  wks.  owned  by  city. 

WARRENTON,  p.  807;  f.  area.  28  a.;  mere, 
bldgs..  bk.  ft  wd.,  2  stor.;  priv..  bk.  ft  wd..  2  stor.; 
wd.  ria.  perm,  in  f.  area;  fwks.  ft  combt.  ord.  F. 
dept. — 1  hand  eng.,  1  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  600  ft.;  inf.. 
500  ft.;  tot.  hose.  1,100  ft.;  f.  al..  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $500;  exp.  dept.,  $185; 
tot.  mem.,   60  vol. 

Water   Supply — Src.    cistern,    cap.    12,000    gals. 

WASHINGTON,  p.  6,211;  f.  area.  1.000  a.;  mere 
bldgs.,  bk.   ft   wd.,    1    to    5   stor.;   priv.,   wd..    1    to 

3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
trk.,  1  fltr.,.l  h.  ft  1.  trk.,  1  c  eng..  1  comb,  c 
ft  h.  wag.,  *8  hose  wag..  5  hrs.:  hose,  cot.,  rub. 
lined,  gd.,  8.500  ft.;  f.  al..  Gamewell.  26  bx.; 
val.  equip.,  $li5,000;  val.  bldgr^-,  $10,000;  exp. 
dept,  $2,000;   tot.  mem.  208,  pd.  full  8.  voL  200. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys..   pump   to   stdp.   ft   dir.    to  mains;   stdp.   cap.. 


100.000  gals.,  dim.  140  x  40,  mat.  iron;  2  pump, 
eng..  class  trip.,  cap.  day  600,000  gals.;  mains, 
c.  i.,  9  m.,  4  CO  14  in.  dia.:  70  hyd.;  62  v.;  240 
met;  600  serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs., 
f.  125  lbs.;  cons,  aay,  200.000  gals.;  cost,  $260,- 
000;  cost  mtce.,  $2,500;  wks.  owned  by  Co. 

WAYNESVILLE,  p.  2,008;  f.  area.  200  a.;  mere 
bldgs.,  bk..  1  ft  2  stor.;  priv.,  bk.  ft  wd..  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hose  car.;  hose,  cot, 
rub.  lined,  gd..  1,000  ft;  I.  aL,  wh.;  val.  equip., 
$1,000;  exp.  dept.  $75;  tot  mem.,   15  vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  stdp.  cap., 
700.000  gals.,  dim.  75  x  100,  mat  stn.  ft  dirt;  res. 
cap.,  700,000  gals.;  mains,  iron,  2  m.,  6  in.  dia.; 
24  hyd.;  12  v.;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cost. 
$20,000;  cost  mtce.,  $900;  wks.  owned  by  city. 

WHITEVILLE,  p.  1,868;  f.  area,  200  a.  F.  dept 
— 1  comb,  eng.,  1,550  ft.  hose;  val.  equip.,  $1,100: 
exp.   dept.,    $200. 

Water  Supply — Src.  wells  ft  cistern;  sys.,  pump; 

1  pump;  cost,  $350;  wks.  owned  by  ci^. 

WILMINGTON,  p.  25,748;  f.  area.  460  a.;  mere, 
bldgs..  stn.,  bk.  ft  wd.,  1  to  10  stor.;  priv..  bk.  ft 
wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept— 

2  auto.  comb,  trk.,  8  str..  1  c  eng.,  12  c  hand 
ex.,  2  h.  ft  1.  trk.,  4  hose  wag.,  16  hrs.;  hose, 
cot,  rub.  lined,  gd.,  6,000  ft;  rub.,  gd.,  400  ft; 
inf..  1,000  ft;  tot  hose,  6.400  ft;  f.  al..  Game- 
well,  55  bx.;  val.  equip.,  $46,000;  val.  bldgs.. 
$50,000;  exp.  dept.  $85,000;  tot  mem.,  87,  pd. 
full  time. 

Water  Supply — Src,  riv.,  IH  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  146,000 
gala.,  dim.  20  x  90,  loc  at  northern  end  of  city, 
mat.  stl.;  res.  cap.,  1,150.000  gals.;  4  pump.  eng.. 
cap.  day  8,750,000  gals.;  mains,  c  i..  81%  m.,  4 
to  24  in.  dia.;  226  hyd.;  847  v.;  met,  1,800 
8.300  serv.;  pipe,  wrt  ft  galv.  i.;  pres.,  dom.  62 
lbs.,  f.  120  lbs.;  cons,  day,  1.600,000  gals.;  coat 
$885,000;  coat  mtce.,  $25,000;  wks.  owned  by 
city. 

WILSON,  p.  6,717;  f.  area,  12  a.;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv..  wd.,  1  ft  2  stor.:  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8 
hose  reels,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2.600 
ft;  f.  aL,  Gamewell.  16  bx.;  val.  equip.,  $6,600; 
val.  bldgs.,  $6,000;  exp.  dept.  $8,500;  tot  mem., 
60  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  strm.,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  titdp.  cap.,  145,000  gals.,  dim.  16  x 
110,  loc  cent,  town,  mat.  iron:  4  pump.  eng..  class 
stm.  ft  tr:p.,  cap.  dav  8.600.000  gals.:  mains,  c  i., 
14  m.,  6  to  12  in.  dia.;  100  hyd.;  660  met;  660 
serv.:  pipe,  lead  ft  galv.  i.:  prea.,  dom.  44  lbs.,  f. 
150  lbs.:  CODS.  day.  681,000  gala.;  cost.  $66,000; 
cost  mtce.,  $7,000:  wks.  owned  by  city. 

WINSTON-SALEiM, p.  17,167.  f.  area,  170  a.;  mere 
Mdsrw.  Hk..  1  to  5  stor.:  priv..  bk.  ft  wd..  1  to  4 
stor.:  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto.  comb, 
pump,  eng.,  c.  ft  h.  wag..  4  str..  6  c  hand  ex., 
2  h.  ft  1.  trk..  1  aer.  trk.,  6  hose  wag..  2  hose 
reels.  15  hra.;  hose,  cot,  rub.  lined,  gd..  6,100 
ft.;  f.  al.,  Gamewell.  27  bx.;  vaL  equip..  $40,000; 
vaL  bldgs.,  $37,500;  exp.  dept,  $18,000;  tot 
mem..   171,  pd.   full  time  9,  pd.  part  time  7,  vol. 

^   ^  ^ 

la  a. 

Water  Supply — Src.  creeks,  2H  m.  bus.  cent; 
sys..  grav.  ft  pump  to  stdp.;  2  stdp.,  cap.  2.500,- 
000  gals,  ft  1,500,000  gal".;  res.  cap.,  IvSO.OOO,- 
000  gals.;  6  pump,  eng.,  cap  day.  9.750,000  gals.: 
mains,  c  i.,  27  m.,  3  to  12  in.  dia.;  820  hyd.; 
3,500  serv.;  430  v.;  met.,  1,100;  pipe,  lead;  prea.. 
dom.  40  lbs.,  f.  100  to  150  lbs.;  cons.  day.  1,500.« 
000    gals.;    cost,    $800,000;    wks.    owned    by    city. 

Places  with  a  population  of  1.000  or  more  hav- 
ing no  oi^nised  flre  dept. — Bessemer.  Biyson  City, 
Caroleen,  Clayton,  Mc^rdenville,  Mayadan.  Randle- 
man.  Rutherfordton,  Southport,  Wake  Forest. 
Weldon. 

Places  with  a  population  of  1.000  or  more  not 
reported— 'Albemarle,  Hawriver,  Henrietta. 
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ABERCROMBIE,  p.  860;  f.  area,  80  a.;  mere, 
bldgs.,  bk.  &  wd.,  1  to  8  ator.;  priv.,  bk.  A  wd., 
1  &  2  ator.;  wd.  rfs.  perm,  in  f.  area;  fwkt.  tL 
oombt.  ord.;  causea  of  f.  inv.  F.  dept. — 1  c.  eiig.» 
10  c  hand  ex.,  1  hose  was^.,  1  hose  reel,  2  bra.; 
hose,  COL,  rub.  lined,  gd.,  800  ft.;  inf.,  200  ft; 
tot.  hose,  500  ft.;  f.  al.,  bell;  val.  equip.,  $1,800; 
val.  bldfl^s.,  $900;  tot.  mem.,   21  vol. 

Water  Supply — Src.,  well,  1  block  bna.  cent.; 
eye.,    cistern,    cap.    10,000    gals.;    res.    cap..    7,000 

f:als.;  mains,   4,000  ft.,  2  in.  dla.;  prea.,  dom.   16 
Ds.,  f.  150  lbs.;  wka.  owned  by  priT.  Oo. 

ARDOCH,  p.  271;  f.  area,  10  a.;  mere  bldgs., 
wd.,  1  &  2  stor.;  priv.,  wd.,'2  stor.;  wd.  rfs.  perm.; 
no  fwks.  ord.  F.  dept. — 1  hand  eng.,  1  hose  car., 
1  hose  wag.;  hose,  gd.,  900  ft.;  val.  equip.,  $1,000; 
val.  bldgs.,  $200;  undrs.  rating,  fourth  claaa. 

Water  Supply — Src,  large  artesian  wella  in  bus. 
cent. 

BARTON,    p.    202.      F.    dept — 2    c    eng.;    vaL 
equip.,  $1,500;  exp.  dept,  $66;  tot.  mem.,  19  vol. 
No  waterwks. 

BATHGATE,  p.  828;  f.  area,  20  a.;  mere,  bldgs., 
bk.  jc  wd.,  2  stor.;  priv.,  wd.,  IV^  stor.;  wd.  rfs. 
perm.;  fwks.  ord.;  f.  inv.  P.  dept. — 1  hand  eng., 
4  c.  ex.,  1  h.  &  1.  trk.,  1  hose  car.;  hose,  rub., 
gd.,  800  ft;  f.  al.,  bell;  val.  equip.,  $1,000;  val. 
bldgs.,  $500;  exp.  dept,  $180;  tot.  mem.,  40  vol.; 
undrs.  rating,  fourth  dasa. 

Water  Supply — Src,  Tongue  Riv. 

BINFORD,  p.  275;  mere  bldgs.,  bk.,  stn.  &  wd., 
1  &  2  stor.;  priv.,  wd.,  1  &;  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  Jt  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 2  c  eng.,  4  c  hand  ex.,  1  auto,  trk.; 
hose,  cot,  rub.  lined,  gd.,  100  ft;  rub.,  gd.,  60  ft; 
tot  hose,  150  ft;  f.  al.,  bell;  val.  equip.,  $900; 
vol.  bldgs.,  $500;  tot  mem.,  16  vol.;  undrs.  rating, 
fifth  class. 

No  waterwks. 

BISMARCK,  p.  6,448;  f.  area,  8,000  a.;  bldgs., 
bk.  dc  wd.,  1  to  3  stor.;  wd.  rfs.  perm.;  fwks.  A 
combt.   ord.     F.   dept. — 1   c.   eng.,    2   c   hand   ex., 

1  h.  &  1.  trk.,  1  supply  wag.,  8  hoae  car.,  hrs. 
hired:  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  linen, 
gd.,  800  ft.:  inf.,  600  ft;  tot.  hose,  8,400  ft;  f. 
al.,  bell;  val.  equip.,  $5,000;  val.  bldgs..  $2,500; 
exp.  dept.,  $6,500:  tot.  mem.,  85,  pd.  full  time  1, 
vol.  84;  undrs.  rating,  third  class. 

Water  Supply— 6rc.,  Mo.  riv.,  2V&  m.  bus.  cent; 
sya.,  grrav.;  res.  (»p.,  3.500,000  gals.;  2  pump,  eng., 
cap.  day  3,000,000  gals.;  mains,  c.  i.,  26  m., 
4  to  12  in.  dia.;  91  hyd.;  140  v.;  met,  700;  1,060 
serv.;  pres.,  dom.  70  lbs.,  f.  110  lbs.;  cons,  day, 
500,000  gals.;  cost,  $300,000;  cost  mtce.,  $20,- 
000;  wks.  owned  by  priv.  Co. 

BOTTINEAU,  p.  1,881.     F.  dept.— 1  h.  k  1.  trk., 

2  hose  reels,  2  c  hand  ex.,  1  gasoline  eng.;  hose, 
c,  150  ft;  cot.  jacket,  1,260  ft;  tot  hose,  1,400 
ft:  f.   al.,  telp.  ft  bell;  tot   mem.,   26  vol. 

Water  Supply — Src,  cistern,  cap.  600  bbls. 

CANDO,  p.  1.382;  f.  area,  200  a.;  mere  bldgs., 
wd.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.  In 
f.  area;  causes  of  f.  inv.  F.  dept — 1  str.,  20  c 
hand  ex.,  8  hose  carts;  hose,  cot,  rub.  lined,  gd., 
2.000  ft;  f.  al.,  bell;  val.  equip.,  $86,000;  val. 
bldgs..   $3,000;   tot   mem.,   45  vol. 

Water  Supply — Src,  8  wells,  %  m.  bus.  cent; 
sye.,  pump  to  res.;  res.  cap.,  44,800  gala.;  1  pump, 
eng.,  cap.  day  172,800  gals.;  mains,  c  i.,  3  m.,  4 
to  S  in.  dia.;  22  hyd.;  10  v.;  ISO  serv.;  150  met.; 
pree.,  dom.  &  f.,  45  lbs.;  cons,  day,  20,000  gals.; 
cost,  $14,000;  cost  mtce.,  $1,000;  wks.  owned 
by  city. 

CARRINGTON,  p.  1,217;  bldgs.,  frame  ft  bk. 
F.  dept. — 1  h.  ft  1.  trk.,  1  hose  cart,  1  gasoline 
eng.,  2  c.  eng.;  hose,  1,000  ft;  f.  al.,  bell;  tot. 
mem.,   35  vol. 

Water  Supply — Src,  well,  4  m.  bus.  cent;  sys.. 
pump  to  stdp.;  stdp.  cap.,  175,000  gals.;  res. 
cap.,  64,800  gals.;  1  pump,  eng.,  cap.  day  105,- 
000  gals.;  mains,  8%  m.,  6  to  8  in.  dia.;  55 
hyd.;  80  v.;  110  met;  pres.,  dom.  40  Ibe.,  f. 
00  lbs.;  cons,  day,  40,000  gals.;  cost,  $90,000; 
cost   mtce.,    $2,000.;   wks.   owned   by   city. 


i.ii^^HI.^T?'^'.  P-  ^'^^^J  '•  "ea,  600  m.;  ««^ 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1^  *  S 
star;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  £.  lav. 
F.  dept---2  ffasoUne  eng.,  l  c  eng.,  4  c  hand  et, 
^_^"*   *   *•   trk.,   1   hose  wag.,   2   hose  carts;   hose. 

?^'  ^h  ^^L  ^^'i  ^'^^O  "•?  ™b.,  gd..  160  ft; 
inf.,  600  ft;  tot.  hose,  8,160  ft;  L  aL.  beU  ft 
wh.;  vaj.  equip.,  $8,600;  val.  bldgs.,  $4,000:  exp. 
dept,    $300;    tot    mem.,    67    vol,;    undm.    ratine. 

Water  Supply — Src,  wells. 

CAVALIER,  p.  662;  f.  area,  180  a.;  mere,  bldga.. 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1%  stor.;  wd. 
rts.  perm,  in  f.  area.  F.  dept — 1  gasoline  eoe. 
1  c  eng.,  2  hoee  (MT.;  hose,  gd.,  2,800  ft;  tlSZ 
5*"i  ^i-.^"^P-  •fi.OOO;  vaL  bldgs.,  $2,000; 
dept,  $760;  tot  mem.,  26  voL 

Water  Supply— Src,  riv.,  400  ft  bus.  cent;  .«* 
cap.,  1,050  bbls.;  pump,  eng.,  cap.  80  gala,  mis.: 
cost,    $3,600. 

^.p^^Jf^^'^OyNH,  p.  1,019;  f.  ar«a,  40  a.;  mens. 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ord.;  cMusm  of 
f.  mv.     F.  dept. — 2  str.,  2  c  eng.,  6  c  band  ex., 

1  h.  ft  1.  trk.,  8  hose  car.;  hoae,  cot,  nib.  lined, 
gd.,  2,500  ft;  inf.,  2,600  ft;  tot  hoae,  5.000  ft; 
f.  al.,  bell;  val.  equip.,  $10,000;  val.  bldgs..  $8,000; 
exp.   dept,   $600;   tot   mem.,  85   voL 

Water  Supply — Src,  6  large  dstems.  cap.  1,500 
bbls.  each;  coat,  $4,000. 

CROSBY,  p.  600;  f.  area.  60  a.;  mere  bldgs, 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str..  2  hose 
reels,  1  h.  ft  1.  trk.;  hose,  cot.,  rub.  lined,  gi, 
1,500  ft;  f.  al.,  bell;  val.  equip.,  $2,500;  vaL 
bldgs.,   $1,500:  tot  mem.,   30  vol. 

Water  Supply — Not  reported. 

CRYSTAL,  p.  376;  f.  area,  160  a.;  mere  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ord.  F.  dept — 1  gasoline  eng.,  1 
hose  car.  ft  ladders;  hose,  linen,  gd.,  1,400  ft; 
poor,  200  ft;  tot  hose,  1,600  ft;  f.  al.,  bell; 
val.  equip.,  $4,000;  val.  bldgs.,  $700;  exp.  depx.. 
$100;  tot  mem.,  40  vol.;  undrs.  rating,  third  clas& 

Wsrter  Supply — ^Src,  Park  riv.,  300  ft-  bus. 
cent.;  sys.,  pump,  to  tank,  cap.  800  bbla.;  cost, 
$4,000;  wks.  owned  by  city. 

u,P^^'K^  ^^^^  P-  ^'Ifi^J  '•  ^^^  560  a.;  nerc 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd..  2  stor.;  wd. 
rfs.  not  perm.;  combt  ord.;  causes  of  f.  iaw.  F. 
dept. — 1  str.,  1  c  eng.,  1  h.  ft  1.  trk.,  1  hoae  wag., 

2  hrs.:  hose,  cot,  rub.  lined,  gd.,  2.000  ft;  f.  73., 
bell  ft  wh.;  val.  equip.,  $7,600;  vaL  bldgSL,  $16.- 
000;  exp.  dept,  $3,000;  tot  mem..  28  vol. 

Water  Supply — Src,  arteaian  well;  ^s.,  pomp  to 
stdp.;  atdp.  cap.,  50,000  gals.;  2  res.,  cap.  192,000 
gala.;  2  pump,  eng.;  mains,  0  m.,  4  to  10  in.  die.; 
71  hyd.;  wks.  owned  by  Western  Utilitiea  CoipB. 

DICKINSON,  p.  8,678;  mere,  bldgs.,  wd.,  1  ft  S 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwta. 
ord.;  cauaes  of  f.  inv.  F.  dept. — 1  atr..  4  c  band 
ex.,  1  h.  ft  1.  trk.,  2  hose  carta;  hoae.  oot..  rah. 
lined,  gd.,  1,400  ft;  Inf.,  800  ft;  tot  hose,  l,70tf 
ft:  f.  al.,  wh.;  val.  equip.,  $4,000;  tot  mem.,  32 

Water  Supply — Src,  wells,  1  m.  bna.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100.000  gals.;  well 
cap.,  60,000  gals.;  res.  cap.,  94.000  g^;  1 
pumps,  class  trip.;  cap.  day,  1,880,000  gala; 
mainB,  6  m.,  6  to  8  in.  dia.;  80  hyd.;  9Z  v.;  804 
met;  308  serv.;  prea.,  dom.  74  lbs.,  f.  86  lbs.; 
cons,  day,  120,000  gala.;  cost,  $76,000;  coat  mtce.. 
$4,800;  wks.  owned  by  city. 

DOUGLAS,  p.  200;  f.  area,  16  a.;  mere  bldgs.. 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2  alor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt'.  ord. ;  oaoset 
of  f.  inv.  F.  dept. — 2  c  eng.,  12-  c  hand  ex..  I 
h.  ft  1.  trk.;  hose.  rub.  lined,  gd.,  150  ft;  f.  al.. 
bell;  val.  equip.,  $850;  tot  mem.,  82  voL;  nndis. 
raiiiig,  fiftn  class. 

No  waterwks. 

DRAYTON,  p.  587;  f.  area,  40  a.;  mere,  bldgs.. 
bk.  ft  wd.,  2  stor.;  priv.,  wd..  1%  ft  2  ator.;  bc 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  depv — l 
str.,  2  c  eng.,  1  h.  ft  1.  trk..  2  hose  <»r.;  bos*. 
cot.  rub.  lined,  gd.,  1,200   ft;   rub.,   gd.,    800  ft.; 
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tot  hoae,  2,000  ft.;  f.  al.»  bell;  val.  equip.,  $8,650; 
val.  bidgs.,  $1,200;  ezp.  dept.,  $400;  tot.  mem., 
25  vol.;  undn.    rating,    third    class. 

EDOEUEY,  p.  7*40;  f.  area,  100  a.;  mere,  bldgs., 
wd.  ft  bk.,  1  &  2  stor.;  priv.,  wd.,  1  &  2  etor.; 
wd.  rfe.  not  perm,  in  f.  area;  fwks.  it  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  1  c. 
eng.,  2  hose  carts;  faose,  cot.,  1,600  ft.;  f.  aL, 
bell;  val.  equip.,  $2,500;  val.  bldgs.,  $1,200;  tot. 
mem.,  26  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src.,  artesian  wells;  mains,  % 
m.;  1  pump,  eng.;  4  hyd.;  pres.,  40  lbs.;  cost, 
$6,000;  wks.  owned  by  city. 

ELLENDALE,  p.  1,889;  mere,  bldgs..  bk.  k  wd., 
1  &  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  ord.;  org.  f.  co.,  26  vol.;  undrs.  rating, 
third  class. 

Watar  Supply — Src.,  artesian  wells,  M  m.  bus. 
cent.;  sys.,  grav.;  mains,  c  i.»  7  m.,  2  to  6  in. 
dia.;  38  byd.;  14  v.;  pipe,  galv.  i.;  pres.,  dom.  14 
lbs.,  f.  187  lbs.;  cons,  day,  90,000  gals.;  cost, 
$22,000;  cost  mtce.,  $900;  wks.  owned  by  city. 

ENDERLIN,  p.  1,640.  P.  dept. — 1  c.  eng.,  2 
hose  carts,  2,000  ft.  hose;  f.  aL,  bell;  tot.  mem., 
20  vol. 

Water  Supply-— iSrc,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  etdp.;  stdp.  cap.,  120,000  gals.; 
mains,  c.  i.,  3%  m.;  49  hyd.;  20  v.;  125  met.; 
pres.,  dom.  45  to  60  lbs.,  f.  150  lbs.;  cons,  day, 
12,000  gals.;  wks.  owned  by  city. 

FA/RGO,  p.  14,881;  f.  area,  25,000  a.;  mere, 
bldgs.,  bk.,  cem.,  stn.,-  cone.  &  iron,  2  to  6  stor.; 
priv.,  wd.,  bk.  &;  cem.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  &  combt.  ord.;  causes  of 
I.  inv.     F.  dept. — 1  str.,  1  c.  eng.,  10  c.  hand  ex., 

1  h.  &  L  trk.,  1  aer.  trk.,  8  hose  wag.  (1  hose  wag. 
in  reserve),  10  brs.;  hose,  cot.,  rub.  lined,  ^, 
6,500  ft;  f.  al.,  Gamewell,  82  bx.;  vial,  equip., 
$25,000;  val.  bldgs..  $80,000;  exp.  dept,  $22,000: 
tot.  mem.  20,  pd.  full  time;  undrs.  rating,  second 
class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  dir. ;  2  pump,  eng.,  class  comp.  dup.  A  quad., 
cap.  day,  7,000,000  gals.;  mains,  c.  L,  85  m.,  4 
to  18  in.  dia.;  426  hyd.;  126  v.;  met,  180;  2,850 
serv.;  pipe,  lead  &  iron;  pres.,  dom.  46  lbs.,  f.  76 
to  100  lbs.;  cons,  day,  2,600,000  gals.:  cost,  $226,- 
000;   cost  mtce.,  $5S,000;   wks.  owned  by  city. 

FLAXTON,  p.  301;  f.  area,  40  a.;  mere,  bldgs., 
bk.  A  wd.,  1  ds  2  stor.;  priv.,  bk.  k  wd.,  1  k  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  dc  1. 
trk.,  c.  nand  ex.,  hose  reels;  nose,  cot,  rub.  lined, 
gd.,  1,800  ft;  f.  al.,  bell;  val.  equip.,  $2,500;  val. 
bldrs.,  $400;  tot  mem.,  86  vol. 

Water  Supply— ^Src.,   cistern,   1  block  bus.   cent. 

GACKLE,  p.  300.  F.  dept — 12  c.  hand  ex.,  1 
h.  k  1.  trk.;  val.  equip.,  $600;  val.  bldgs.,  $160; 
tot  mem.,  81  vol. 

No  waterwks. 

6LENULLIN,  p.  071;  f.  area,  320  a.;  mere, 
bldgs.,  bk.  k  wd.,  1%  k  2  stor.;  priv..  wd.,  1%  & 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  c. 
eng.,  12  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  reels; 
hose,  cot,  rub.  lined,  gd.,  1,800  ft;  inf.,  800  ft; 
tot  hose,  2.100  ft:  f.  al.,  bell;  val.  equip.,  $8,- 
600;  vaL  bldgs.,  $1,000;  exp.  dept,  $50;  tot 
mem.,  72  voL;  undrs.  rating,  fourth  class. 

Water  Supply — Not  reported. 

GRAFTON,  p.  2,239;  f.  area,  460  a.;  mere, 
bldgs.,  bk.  k  wd.,  I  k  2  stor.;  priv.,  bk.  k  wd.,  1 
k  1^  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  k 
1.  trk.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,860  ft;  inf.,  1,200  ft.;  tot  hose,  8,050  ft; 
f.  al.,  bell  k  wh.;  val.  eouip.,  $4,000;  val.  bldgs., 
$1,500;  tot.   mem.,  60  vol. 

Water  Supply — Src,  wells,  600  ft.  bus.  cent; 
sys.,  pump  dir.;  pump,  eng.,  cap.  day  87,200  gals.; 
mains,  2  m.,  4  to  8  in.  dia.;  36  hyd.;  18  v.;  84 
serv.;  pres.,  dom.  10  lbs.,  f.  180  lbs.;  cost,  $27,- 
000;  cost  mtce.,  $8,000;  wks.  owned  by  city. 

GRAND  f'ORKS,  p.  12,478;  f.  area,  39 H  a.; 
mere,  bldgs.,  bk.,  2  to  5  stor.;  priv.,  bk.  k  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  &  1. 
trk.,  6  c.  hand  ex.,  2  hose  wag.,  1  h.  &  c  wag., 
6  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,500  ft;  f.  al.. 


Oamewell,  81  bx.;  vaL  equip.,  $20,000;  val.  bldgs., 
$80,000;  exp.  dept,  $18,000;  tot  mem.,  18,  pd. 
full  time  9,  pd.  part  time  9. 

Water  Supply — Src,  Red  Lake  Riv.,  1  m.  bus. 
cent.;  sys.,  pump  to  res.;  res.  cap.,  2,600,000  gals.; 
8  pump,  eng.,  class  trip.,  cross  comp.  k  comp. 
dup.,  cap.  day  7,000,000  gals.;  mains,  iron,  24  m., 
6  to  16  in.  dia.;  235  hyd.;  1,800  met;  2,200  serv.; 

f>ipe,  galv.   i.  k  lead;   pres.,  dom.   40   lbs.,  f.    110 
bs.;   cons,    day,    1,000,000   gals.;    cost,    $871,787; 
wks.  owned  by  cil^'. 

HAMILTON,  p.  260;  f.  area,  16  a.;  mere,  bldgs., 
bk.  k  wd.,  1  &  2  stor.;  priv.,  bk.  k  wd.,  1  k  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hand  eng.,  1 
hose  reel;  hose,  cot.,  rub.  lined,  gd.,  600  ft.;  f. 
al.,  bell;  val.  equ  p.,  $1,600;  val.  bldgs.,  $200; 
exp.  dept.,  $15;  tot  mem.,  80  vol. 

Water  Supply — Not  reported. 

IHANKINSON,  p.  1,508.  F.  dept — 1  c  eng.,  X 
hose  carts,  1  h.  &  1.  trk.;  hose,  cot,  rub.  lined» 
gd.,  1,250  ft;  inf.,  500  ft;  tot  hose,  1,760  ft; 
X.  a].,  bell,  4  bx.;  val.  bldgs.,  $6,000;  tot  mem., 
80  vol. 

HARVEY,  p.  1,448.  F.  dept. — 1  h.  k  1.  trk., 
2  c.  eng.,  1  hose  cart.  1  hose  wag.;  hose,  cot. 
jacket,  gd.,  1,000  ft;  f.  al.,  bell;  tot  mem.,  40  vol. 

Water  Supply — Src,  Sheyenne  Riv.;  sys.,  pump 
to  stdp.;  stdp.  cap.,  60,000  gals.;  1  pump,  eng.; 
mains.  4  to  6  in  dia.;  41  hyd. 

HATTON,  p.  800;  f.  area,  200  a.;  mere  bldgs., 
bk.  k  wd.,  1  k  2  stor.;  priv.,  bk.  dc  wd.,  1  to  8 
stor.;  wd.  rfs.  are  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
c  k  h.  wag..  4  c  hand  ex.,  1  c  eng.,  1  hose  wag., 

1  h.  dK  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  300  ft.; 
f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldgs.,  $5,000; 
exp.  dept,  $100;  tot  mem.,  80  vol.;  undrs.  rating, 
fifth  class. 

Water  Supply — Not  reported. 

HETTINGER,  p.  900;  f.  area.  160  a.     F.  dept — 

2  c  eng.,  50  c.  hand  ex.;  hose,  rub.  lined,  gd., 
100  ft;  inf.,  60  ft.;  tot  hose,  150  ft.;  f.  al.. 
bell;  val.  equip.,  $600;  val.  bldgs.,  $1,000;  tot. 
mem.,  36  vol.;  undrs.  rating,  fifth  class. 

No  waterwks. 

HILLSBORO,  p.  1,237;  f.  area,  250  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  k  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  36  c  hand  ex.,  1  h.  & 
1.  trk.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd., 
1,600  ft;  inf..  400  ft;  tot  hose,  2,000  ft;  f.  al.. 
bell  k  wh.;  val.  equip.,  $6,000;  val.  bldgs.,  $2,500; 
exp.  dept,  $500;  tot.  mem.,  50  vol. 

Water  Supply — Src,  wells  &  cisterns,  large  tk. 
100   ft.   high  with   water  mains   all  over  town. 

iHOOW-E,  p.  175;  f.  area,  5  s.;  mere  bldga., 
bk.,  II  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  no  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — '•I  comb.  c.  k  h.  wag.,  1  hose  wag.;  hose, 
cot.,  rub.  lined,  gd.,  600  ft;  f.  al.,  bell;  val. 
equip.,  $1,500;  exp.  dept,  $50;  tot.  mem.,   15  vol. 

Water  Supply — Src,  cisterns  k  riv.,  in  cent  bus. 
dist;  sys.,  pump;  2  cisterns,  cap.  700  gals.;  cost 
mtce.,  $200;  wks.  owned  by  city. 

HOPE,  p.  909;  f.  area,  10  a.;  mere  bldgs.,  bk., 
stn.  k  wd.,  1  k  2  stor.;  pr.v.,  bk.,  stn.  &  wd.,  1 
k  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  dc 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  c. 
eng.,  1  h.  ft  1.  trk.,  3  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  bell;  val.  equip.,  $3,- 
500;  val.  bldgs.,  $1,000;  exp.  dept,  $100;  tot 
mem.,   48;   pd.   full   time   2,   46   vol. 

No  waterwks. 

JAMESTOWN,  p.  4,358;  f.  area,  640  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  stn., 
bk.  k  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 5  c  hand  ex.,  1 
h.  k  1.  trk.,  1  hose  wag.,  2  hose  car.,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  2,200  ft:  f.  al.,  bell  k  wh.; 
val.  eouip.,  $3,000;  val.  bldgs.,  $10,000;  exp. 
dept,  $1,800;   tot   mem.,  66  vol. 

Water  Supply — Src,  4  wells,  in  bus.  cent:  sys., 
grav.  k  pump  dir.;  etdp.  cap.,  180,000  gals.*  2 
pump,  eng.;  class;  centrif.  k  trip.;  cap.  day,  1,872,« 
000  gals.;  mains,  c  i.,  16  m.,  4  to  10  in.  dia.; 
66  hvd.;  72  v.;  190  serv.;  416  met.;  pipe,  lead 
k  galv.  i.;  pres.,  dom.  60  lbs.,  f.  126  lbs.;  cons, 
day,  816,000  gals.;  coat  mtce.,  $1,800;  wks. 
owned  by  city. 
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KEMRfARE,  p.  1,437;  f.  area,  20  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor. ;  wd.  rfs. 
perm,  in  f.  area;  fwks.  &  combt.  ord. ;  causes  of 
f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  1  hose  wag.,  2 
hose  oarts;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
inf.,  800  ft.;  tot.  hose,  1,800  ft.;  f.  al.,  wh.;  val. 
equip.,   $2,000;   tot.   mem.,   56  vol. 

Water  Supply — Src,  wells;  pump  to  stdp.;  stdp. 
cap.,  1,500  bbls. ;  res.  cap.,  6.000  bbls. ;  1  pump, 
eng.,  class  trip.,  cap.  day  720,000  gals.;  mains,  3 
m.,  4  to  8  in.  dia. ;  26  hyd. ;  pres.,  dom.  75  lbs., 
f.   150  lbs. 

LAKOTA,  p.  1,023.  P.  dept. — 1  h.  ft  I.  trk.,  2 
hose  carta;  hose,  cot.  jacketed,  gd.,  1,600  ft.;  f. 
al.,   bell;   tot.   mem.,    42   vol. 

Water  Supply — Src,  well,  cistern,  1,000  bbls.; 
I  pump,  eng.,  class  dup. 

LA  MOURE,  p.  1,000;  f.  area,  120  a.;  mere, 
bldgs.,  bk.  &  wd.,  1  &  2  stor.;  priv.,  wd.,  1  &  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1 
hose  wag.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
1,500  It.;  inf.,  200  ft.;  tot.  hose,  1,700  ft.;  f. 
al.,  bell;  val.  equip.,  $2,200;  val.  bldgs.,  $2,000; 
tot.  mem.,  28  vol. 

Water  Supply — Src,  artesian  well  within  city; 
ays.,  grav.;  mains,  8  ^^  m.,  6  in.  dia.;  22  hyd.; 
pres.,  dom.  46  lbs.,  f.  200  lbs.;  cost,  $26,000; 
wks.   owned  by  city. 

LANGDON,  p.  1,214;  f.  area,  24  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1%  ft  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  1  gas.  eng.,  1  c.  eng.,  c 
hand  ex.,  4  hose  wag.;  ho>e,  cot.,  rub.  lined,  gd., 
2,250  ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  S5,000; 
val.  bldgs.,  $2,000;  exp.  dept.,  $400;  tot.  mem., 
25   vol.;   undrs.   rating  third    clafis. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
with  force  pumps  ft  500  ft.  1%  hose  to  each 
pump;  kept  in  gd.  repair. 

LANSFORD,  p.  5C0;  f.  area,  60  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.;  hose, 
cot.,  rub.  lined,  gd.,  1,200  ft.;  inf.,  1,900  ft.; 
tot.  hose,  3,100  ft.;  f.  al.,  bell;  val.  equip.,  $3,000; 
tot.   mem.,   26   vol. 

Water  Supply — Not  reported. 

LARIMORE,  p.  1,224;  bldgs,,  wd.,  2  stor.;  wd. 
rfs.  perm.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  2  hose 
car.,  1  50-gal.  c ;  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft.;  f.  al.,  bell;  val.  equip.,  $8,500;  vaL  bldgs., 
$1,000;  exp.  dept,  $352.66;  tot.  mem.,  40,  pd. 
full  cime  3,  pd.  part  time  1,  vol.  36;  undrs.  rating, 
third  class. 

Water  Supply — Src,  cisterns  ft  tk.;  no  waterwks. 

LEMMON,  Perkins  Co.,  p.  1,200.  P.  dept. — 2  c 
eng.,  2  hose  carts,  -l  h.  ft  1.  trk.,  1,800  ft.  hose; 
f.  al.,  bell;  tot.  mem.,  45  vol. 

Water   Supply — Src,    well;    cistern   cap.,    20,000 

5als.;   1   pump,  eng.;  mains,  2,500   ft,  4   to   8  in. 
ia.;  7  hyd. 

LIDGERWOOD,  p.  1,01».  F.  dept— 1  h.  ft  1. 
trk.,  2  c  eng.,  2  hose  carts;  hose,  cot.  jacket,  gd., 
1,000  ft.;  f.  al.,  bell  ft  wh.;  tot  mem.,  50  voL 

Water  Supply — Src,  well,  in  bus.  cent.;  ays., 
pump  dir. ;  res.  cap.,  '1,500  bbls.;  2  pump,  eng., 
cap.  day  550,000  gals.;  mains,  6,650  ft,  4  to  6 
In.  dia.;  15  hyd.;  pres.,  dom.  60  lbs.,  f.   150  lb& 

LISBON,  p.  1,758;  f.  area,  400  a.;  mere,  bldgs., 
stn.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  orf.  F.  dept. — 2  c 
eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1.500  ft;  f.  al.,  bell;  vaL  equip.,  $S,- 
500;  val.  bldga.,  $3,000;  exp.  dept,  $1,200;  tot 
mem.,   50  voL 

Water  Supply — Src,  well,  %  m.  bus.  cent; 
6>-8.,  pump  to  stdp.;  ree.  cap.,  235,000  gala.;  loc 
5  blocks  west  Main  at;  1  pump,  eng.,  class  gaa, 
cap.  day  100,000  gals.;  mains,  c  i.,  5  m.,  4  to  8 
in.  dia.;  56  hyd.;  met.,  12;  pipe,  galv.  i.;  pres., 
dom.  4  0  lbs.,  f.  60  lbs.;  cost,  mtce.,  $900;  wks. 
owned  by  city. 

LITCHVILLE,  p.  500;  f.  area,  80  a.;  mere 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causee  of  f.  inv.  F.  dept. — 1  c  eng.,  1  gas.  eng., 
1  h.  ft  I.  trk.,  2  hoae  reels;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft;  f.  «!.,  bell;  val.  equip.,  $2,500; 
tot.   mem.,   24   vol. 


Water  Supply— ^rc,  well,  in  bus.  cent.;  ay%^ 
pump  dir.;  1  pump,  eng.,  cap.  day  252,000  gals.; 
mains,  1  m.,  2  to  6  in.  dia.;  7  hyd.;  2  v.;  pres., 
dom.  20  lbs.,  f.  50  lbs.;  cons,  day,  2,000  gals.; 
cost,  $3,800;  cost  mtoe.,  $275;  wks.  ovne^  by 
city. 

McVILLE,  p.  810;  f.  area,  SO  a.;  mere  bldgs.. 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.: 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept. — 1  auto,  str.,  2  c.  ens., 
8  c  hand  ex.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.: 
f.  al.,  bell;  val.  equip.,  $3,412;  val.  bldgs.,  $675; 
tot.  mem.,  35  vol.;  undrs.  rating,  fifth  class. 

Water  Supply — Src,  cisterns  ft  wells,  1  ft  I 
blocks  bus.  cent;  sys.,  grav.;  res.  cap.,  1,000 
bbls.;  1  pump,  eng.,  cap.  min.  325  gals.;  maiss. 
1,000   ft,   2%    in.   dia.;   wka.   owned   by  ^-illage. 

iMANDAN,  p.  3,873;  f.  area,  300  a.;  mere  bldgs.. 
bk.  &  wil.,  1  to  3  stor.;  priv..  wd.,  2  stor.;  ^•d. 
ris.  not  perm,  in  f.  areu;  fwks.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  4 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  3.000  ft.; 
inf.,  200  ft;  tot.  hose,  3,200  ft;  f.  al.,  wh.; 
val.  equip.,  $4,000;  vail,  bldgs.,  $3,000;  exp.  dept,. 
$300;     tot     mem.,     SO     vol. 

Water  Supply — Src,  Missouri  Riv.,  2^  m.  bus. 
cent;  tys.,  grav.;  res.  cap.,  585,000  gals.;  t 
pump,  eng.;  cap.  day,  600,000  gals.;  mains,  c  i., 
5  m.,  4  to  12  in.  dia.;  57  hyd.;  48  v.;  274  met; 
274  serv.;  pipe,  c  i.;  pres.,  dom.  ft  f.  73  lbs.; 
cons,  day,  120,000  gals.;  cost,  $80,000;  cost 
mtce.,   $150;   wks.  owned  by  town. 

MARMARTH,  p.  790;  f.  area,  300  a.;  mere,  bldgs^ 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  stor; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.: 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  I.  trk.,  c.  band 
ex.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  60€ 
ft;  f.  al.,  wh.;  vaL  equip.,  $1,000;  exp.  dept., 
$300;   tot.    mem.,    15   vol. 

Water  Supply — Src,  deep  well,  %  m.  bus.  cent: 
sys.,  pump.;  2  pump,  eng.,  cap.  day  250,000  gal&.; 
mains,  c  i.,  1  m.,  1  to  6  in.  dia.;  6  hyd.;  2  v.; 
pres.,  f.  100  lbs.;  cost  $2,500;  cost  mtce.,  $30ti; 
wks.  owned  by  town. 

MAYVILLE,  p.  1,070;  f.  area,  60  a.;  mere. 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  prv.,  wd..  2  stor.: 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  I. 
inv.  F.  dept. — 1  hand  eng.,  1  c.  eng.,  25  c,  hand 
ex.,  1  h.  ft  1.  trk.,  3  hose  car.;  hose,  rub..  gd„ 
1,500  ft;  inf.,  300  ft:  tot  hose,  1.800  ft;  f. 
al.,  bell;  val.  equip.,  $3,000:  val.  bldgs.,  $5,000; 
exp.  dept.,  $250;  tot  mem.,  31  vol. 

Water  Supply — Src,  riv.,  1  tk.,  cap.  2,500  bbls.; 
sys.,  grav.;  2  pumps,  cap.  800,000  gals,  day;  mains, 
2%  m.,  4  to  6  in.  dia.;  18  hyd.;  cost,  $10,500; 
wks.  owTicd  by  city. 

MILNOR,  p.  641;  f.  area,  200  a.;  mere,  bldgs.. 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  ord.;  f.  inv.  F.  dept. — 
2  c  eng.,  2  comb.  c.  ft  h.  wag.,  1  h.  ft  L  trk.; 
hose,  cot,  gd.,  250  ft;  inf.,  60  ft;  tot  hose,  300 
ft.;  f.  al.,  bell;  val.  equip.,  $1,500;  vaL  bldgs.. 
$1,000;  exp.  dept,  $65;  tot.  mem.,  27  vol. 

Water  Supply — Src,  artesian  wells  with  street 
pumps. 

MILTON,  p.  650;  f.  area,  15  a.;  mere,  bldgs., 
cem.  ft  bk.,  2  stor.;  priv.,  wd.,  1  to  1%  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  3  hose  reels; 
hose,  cot.,  rub.  lined,  gd.,  1,600  ft;  inf.,  800  ft; 
tot  hose,  2,400  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.. 
$44,000;  val.  bldgs.,  $2,500;  exp.  dept.,  $S00: 
tot.   mem.,    16   vol. 

Water  supply — ^Not  reported. 

MINNEWAUKAN.  p.  500;  f.  area,  40  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  I  ft  2 
stor.;  wd.  rfs.  are  not  perm,  in  f.  area;  Nrks.  ft 
combt  ord.;  causes  of  f.  inv.  P.  dept — 2  e  eag., 
12  c.  hand  ex.,  1  h.  ft  1.  trk.;  hose,  <rub.  lined,  gd-, 
ISO  ft.;  val.  equip.,  $1,000;  val.  bldgs.,  $4,000: 
e.xp.   dept,    $1100;   tot.    mem.,    38    vol. 

Water  Supply — Not  reported. 

MINOT,  p.  6,188;  f.  area,  160  a.;  mere,  bldgs., 
bk.,  1  to  6  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  P.  dept.^-4  e  eng.,  1  h.  ft  1.  trk.,  2  b09e 
car.,  1  hose  wag.;  hose,  cot,  nib.  lined;  gd..  2.600 
ft;  inf.,  600  ft;  tot  hose,  S,000  ft;  f.  al.,  wh.; 
tot  mem.,  80  vol. 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— NORTH  DAKOTA. 


C-279 


Water  Supply — Src,  well,  8  blocks  bus.  cent.; 
<iys.,  pump  dir. :  stdp.  cap.,  3,500  bbls. ;  pump. 
i^ng.;  mains,  iron,  2  m.,  8  in.  dia. ;  8  hyd. ;  60 
aerv.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cost,  $11,- 
000;   cost   mtce.,   $1,200;   wks.   owned  by  city. 

MINTO,  p.  701;  f.  area,  60  a.;  mere,  bldgs.,  wd. 
&  bk.,  2  stor. ;  priv.,  wd.,  2  stor. ;  wd.  rfs.  perm.; 
fwks.  ord. ;  1.  inv.  F.  dept. — 1  hand  eng^.,  2  c.  ex., 
2  hose  car.,  2  hose  wajf.;  hose,  rub.,  gd.,  1,000 
ft.;  cot.,  yd..  1,300  ft.;  linen,  gd.,  200  ft.;  tot. 
i>0Re,  2,500  ft.;  f.  al.,  bell;  val.  equip.,  $4,000; 
val.  bldffs.,  $6,000;  exp.  dept.,  $100;  tot.  mem., 
40   vol.;   uiulrs.   rating,   fourth   class. 

Water  Supply — Src,  wells,  4  large  res. 

MOHALL,  p.  700;  f.  area,  SOO  a.;  mere,  bldgs., 
bk.,  stii.  k  wd.,  1  to  3  stor.;  priv.,  wd.,  1  &  2 
Ktor. ;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  gasoline  eng., 
1  h.  &  1.  trk..  4  c.  hand  ex.,  2  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  2,200  ft.;  f.  al.,  bell;  val. 
equip.,  $4,000;  val.  bldgs.,  $1,500;  tot.  mem.,  22 
vol. 

Water  Supply — Src.  deep  well  in  bus.  cent.;  sys., 
pump  to  8tdj). ;  res.  cap.,  120  bbls.:  1  pump,  eng., 
cap.  d.iy  25,000  gals.;  wks.  owned  by  city. 

NEW  SALEM,  p.  850;  f.  area,  3  a.;  mere  bldg.o., 
hk.  A  wd.,  I  &  2  stor.;  priv.,  bk.  ft  wd..  1  A  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  gasoline  eng., 
6  hand  ex.,  1  h.  ft  1.  trk..  2  hose  reels;  hose,  cot., 
rub.  lined,  gd.,  1,500  ft.;  inf.,  300  ft.;  tot.  hose, 
1,800  ft.;  f.  al.,  bell;  val.  equip.,  $6,000;  val. 
bldcrs..  $2,500;  tot.  mem..  45  vol. 

Water  Supply — Src,  well,  in  bus.  cent.;  sj*s., 
pump  to  stcip. ;  stflp.  cap.,  1.200  bbls.;  1  pump, 
eng.,    cap.   day    20,000    gals. 

NOME,  p.  300;  f.  area,  40  a.;  mere,  bldgs.,  bk., 
1  ft  2  stor.;  priv.,  wd.,  1  to  3  stor.;  wd.  rfs. 
penn.  in  f.  area;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dc[»t. — 1  h.  ft  1.  trk.,  1  hose  reel; 
hose,  cot.,  rub.  lined,  gd.,  600  ft.;  f.  al.,  bell; 
val.  equip.,  $835;  val.  bldgs.,  $1,000;  tot.  mem., 
16   vol. 

Water  Supply — Src.  artesian  well,  1  block  bus. 
cent.;  sys.,  grrav.;  mains,  2^  m..  4  to  6  in.  dia.; 
52  hyd.;  pr»'s.,  f.  70  lbs.;  cost,  $1,500;  wks. 
owned    by   village. 

CAKES,  p.  1,400;  f.  area,  480  a.;  mere,  bldgs., 
wd.,  2  stor:  pr  v.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  &  comb,  ord.;  causes  of  f.  inv.  F.  dept. — 1 
str.,  1  h.  ft  1.  trk.,  1  hose  cart;  hose,  cot.,  rub. 
lined,  gd.,  4,500  ft.:  f.  al..  bell;  val.  equip.,  $5.- 
000;   tot.  mem.,  52  vol.;  undrs.  rating,  third  class. 

Water  Supply-^Src.  4  arto«ian  wells,  in  bus. 
cent.;  ^ys.,  dir.  pres.;  1  pump,  eng.,  cap.  400  gals. 
min.;  mains,  c  i.,  2V&  ni.,  4  to  6  in.  dia.;  52 
hyd.;  35  v.;  pros.,  dom.  35  lbs.,  f.  85  lbs.;  cons. 
day,  300,000  gals.;  cost,  $9,000;  cost  mtce.,  $300; 
wk.H.    owned    by    city. 

PAGE,  p.  550;  f.  area,  80  a.;  mere,  bldgs.,  bk. 
ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  V&  ft  2  stor.; 
wd.  rf.s.  perm,  .n  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  eng.,  1  h.  ft  1. 
trk.;  f.  al.,  bell:  val.  equip.,  $1,000;  val.  bldgs.. 
^600;  tot.  mem.,  21  vol.;  undrs.  rating,  fourth 
cl«s*«. 

Water  Supply — Not  reported. 

r*ARK  RIVER,  p.  1,008;  f.  area,  600  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  «tT.,  1  h.  ft  1.  trk.,  3  hose  wag.;  hose, 
cot.,  rub.  lined,  gd.,  l.SOO  ft.;  f.  al.,  bell,  elec  ft 
tclp.;  val.  equip.,  $3,500;  \"al.  bldgs.,  $6,000;  exp. 
dept..    $100;    tot.    mem.,    36   vol. 

Water  Supply — Src,  wells  ft  pump,  plant,  tk.  on 
tower;  hyd.,  11. 

PEMBINA,  p.  717;  f.  area,  300  a.;  mere,  bldgs., 
wd.,  bk.  ft  cem.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1, 
1  '/^  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes 
of  f.  Inv.  F.  dept. — 1  c  eng.,  1  gasoline  eng.,  1 
aer.  trk..  1  hose  cart,  1  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  800  ft.;  inf.,  800  ft.;  tot.  hose.  1,100 
ft.;  f.  al.,  bell;  tot.  mem.,  20,  pd.  full  time  1, 
vol.   19. 

Water  Supply — Src,  Red  Riv.;  sys.,  pump  to 
res.;    cap.   res.,   60,000   gals.;   wks.   owned   by   city. 

PISEK,  p.  325;  mere  bldgs.,  bk.  ft  wd.,  1  ft  2 
ptor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  no  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.    dept. — 1    c.    eng.,    10    c   hand    ex.,    1    h.   ft   1. 


trk.;  hose,  cot.,  rub.  lined,  gd.,  200  ft.;  f.  al.,  bell; 
val.    equip.,    $700;    val.    bldgs.,    $800;    exp.    dept, 
$100;  tot.  mem.,  35  vol. 
No  watenvks. 

PORTLAND,  p.  561;  f.  area,  160  a.;  mere, 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  arc  not  perm,  in  f.  area;  fwks.  ft  combt. 
onl. ;  causes  of  f.  inv.  F.  dept. — 1  gas.  eng.,  1  hand 
eng.,  4  c  hand  ex.,  1  h.  ft  I.  trk.,  3  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  2,700  ft.;  f.  al.,  bell; 
val.  equip.,  $3,758;  val.  bldgs..  $2,600;  tot.  mem., 
30  vol.;  undrs.  rating,  third  class. 

Water  Supply — Not  reported. 

ROLLA,  p.  800;  f.  area,  40  a.;  mere,  bldgs., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dei»t. — 1  str.,  1  c  eng., 
20  c  hand  ex.,  1  h.  ft  I.  trk.,  2  hose  reels;  hose, 
cot.  lined,  gd..  1,500  ft.;  rub.  1  nod,  50  ft.;  tot. 
hose,  1,550  ft.;  f.  al.,  bell;  val.  equip.,  $2,000; 
V.1I.   bldgs.,   $500;  tot.  mem.,   30  vol. 

Water   Supply — Nc»t   reported. 

RUGBY,  Pierce  Co.,  p.  1,630.  F.  dept. — 4  c 
hand  ex.,  1  hose  wag.,  1  h.  ft  I.  trk.,  2  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  wh.; 
tot.    mem.,   26   vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. ; 
stdp.  cap.,  52,000  gals.;  2  pump,  eng.;  cap.  day, 
259.200  gals.:  mains,  2  m.,  6  to  10  in.  dia.;  28 
hyd.;  30  v.;  70  met.;  70  serv.;  pipe,  c  i.;  pres., 
dom.  ft  f.  65  lbs.;  cons,  day,  18,000  gals.;  cost, 
$23,000;  cost  mtce.,  $1,400;  wks.  owned  by  city. 

ST.  THOMAS,  p.  613;  f.  area,  80  a.;  mere. 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  limits;  fwk.s.  ord.;  f.  inv.  F.  dept. 
— 1  gas.  eng.,  1  h.  ft  1.  trk.,  15  c.  ex.,  2  hose 
car.;  hose,  cot.,  gd.,  2,000  ft.;  inf.,  200  ft.;  tot. 
hose,  2,200  ft.:  f.  al.,  bell;  val.  equip.,  $3,000; 
tot.  mem.,  45  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  artesian  well,  in  bu.s.  part 
town,  3  under  ground;  sys..  grav. ;  res.  cap.,  6,000 
gahs.;  pipe,   300  ft.,  iron;  cost,  *$2, 600. 

SCRANTON,  p.  297;  f.  area*  160  a.;  mere 
bldgs.,  hk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
eaust^  of  f.  inv.  F.  dept. — 1  gafioline  eng.,  ladders, 
c  hand  ex.,  1  hose  wag.,  1  hose  car.;  hose,  oot., 
rub.  lined,  gd.,  1,700  ft;  f.  al..  bell;  val.  equip., 
•$3,500;  val.  bldgs.,  $2,000;  exp.  dept,  $300;  tot. 
mem.,   24   vol. 

Water  Supply — -Src,  res. 

SHELDON,  p.  888;  f.  area,  40  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd..  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft; 
f.  al.,  bell;  vaL  equip.,  $1,600;  vol.;  undrs.  rating, 
third   class. 

Water  Supply — Src,  artesian  well,  1  block  bus. 
cent;  sys.,  grav.;  mains,  1  m.,  8  in.  dia.;  12  hyd.; 
4  v.;  pipe,  iron;  pres.,  dom.  75  lbs.,  f.  126  lbs.; 
cost,  $5,000;  cost  mtce.,  $60;  wks.  owned  by  city. 

TOLNA,  p.  250;  f.  area,  80  a.;  mere,  bldgs.,  wd., 

1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 2  c.  eng.;  f.  al.,  bell;  vaL  equip.,  $700; 
vol. 

No  waterwks. 

TOWER  CITY,  p.  462;  f.  area,  100  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt 
ord.;  causes  of  f.   inv.     F.   dept. — 20  c  hand  ex., 

2  c.  eng.,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined, 
gd.,  200  ft;  f.  al.,  bell;  val.  equip.,  $2,000;  vaL 
bldgs.,   $300;  exp.  dept,   $140;  tot.  mem.,  28  vol. 

Water  Supply — Src,  artesian  wells. 

TOWNER,  p.  800;  f.  area,  100  a.;  mere,  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c  eng.,  60  c.  hand  ex.,  1 
h.  ft  1.  trk.,  2  hose  reels;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft.;  f.  al.,  bell;  val.  equip.,  $1,600; 
val.  bldgs.,  $1,000;  exp.  dept,  $72;  tot  mem.,  28 
vol. 

Water  Supply — Not  reported. 

UNDERWOOD,  p.  850;  f.  area,  160  a.;  mere, 
bldgs.,  wd.,  1  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  comb.  c.  ft  h.  wag.,  2  c. 
eng.,   1  h.  ft  1.  trk.,  1  hose  reel;  hose,  cot,  rub. 
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lined,  gd.,  800  ft.;  rub.,  gd.,  200  ft.;  tot.  hose, 
500  ft.;  f.  al.,  bell;  val.  equip.,  I860;  tot.  mem., 
80  yol. 

Water  Supply — ^Not  reported. 

•VALLEY  CITY.  p.  4,606;  f.  area,  6  blocka; 
bldgs.,  bk.  &  «d.,  1^  to  8  stor.;  wd.  rfs.  not 
perm.;  no  fwks.  ord.;  f.  Inv.  P.  depL — 1  h.  *  L 
trk.,  4  c  ex.,  2  hose  carts,  1  hose  wag.:  hose, 
rub.,  gd.,  8,000  ft.;  f.  al.,  wh.;  val.  equip.,  |6,000; 
exp.  dept.,  $1,600;  tot.  mem.,  60  vol. 

Water  Supply — Src,  Sheynne  Riv.,  ^  m.  dis- 
tant; sys.,  pump  dir.;  rea.  cap.,  2,000  bbls.:  pump, 
eng..  cap.  day  70,000  gals.;  pipe,  iron,  2H  m.,  4 
to  6  in.  dia.;  85  hyd.;  100  aerv.;  pipe,  lead;  pres., 
f.  250  Iba.;  cost,  $14,000;  coat  mtce.,  $900;  wks. 
owned  by  city. 

VELVA,  p.  887.  F.  dept. — 2  hose  carts;  hose, 
cot.  jacket,  gd.,  1,000  ft.;  f.  al.,  bell;  tot.  mem., 
SO  vol. 

f^titr  Supply — Src,  spr.,  ^  m.  bua.  cent.;  ays., 
gnav.;  res.  cap..  85,000  gak.;  2  pump,  eng.,  cap. 
day  360,000  gale.;  mains,  c.  i.,  3  m.,  4  to  8  in. 
dia.;    29   hyd.;   129  met.;  wks.   owned  by  city. 

VERONA,  p.  800;  f.  area,  80  a.;  mere,  bldgs., 
wd.,  1  Ib  2  stor.;  priv.,  wd.,  1  ft  2  stor.:  wd.  rfs. 
perm,  in  f.  area;  no  fwks.  ft  combt  ord.;  cauaes 
of  f.  inv.  F.  dept — 2  c.  eng.,  1  h.  ft  1.  trk.;  f. 
al.,  bell:  val.  equip.,  $750;  val.  bldgs.,  |250;  exp. 
debt.,  $75;  tot.  mem.,  82  vol. 

Water  Supply — ^Not  reported. 

WAHPETON,  p.  2,467;  f.  area,  480  a.;  mera 
bldgs.,  stn.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 4  c.  hand  ex.,  1  h.  ft  1.  trk.,  4 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $5,000;  val.  bldgs., 
$1,500;  tot.  mem.,  90  vol.;  undrs.  rating,  third 
class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
grav.,  pump  dir.;  res.  cap.,  1,000,000  gals.;  stdp. 
cap.,  8.000,000  gals.;  mains,  kalamein,  10  m.,  8 
to  12  in.  dia.;  80  hyd.;  20  v.;  2  met;  400  serv.; 
pres.,  dom.  45  to  55  lbs.,  f.  80  lbs.;  cons,  day, 
800,000  gals.;  cost,  $140,000;  cost  mtce.,  $8,500; 
wks.  owned  by  city. 

WALCOTT,  p.  890;  f.  area,  50  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  c.  eng.,  c.  hand  ex.,  1  h. 
ft  1.  trk.;  hose.  rub.  lined,  gd.,  200  ft;  f.  al.,  bell; 
val.  equip.,  $800;  val.  bldga.,  $125;  exp.  dept, 
$50;  tot.  mem.,  20  vol. 

Water  Supply — Src,  well  in  bus.  cent;  sys., 
grav.;  res.  cap.,  80  bbls.;  cost,  $100;  cost  mtce., 
$15;  wks.  owned  by  city. 

WALMAtlA,  p.  592.  F.  dept. — 1  c.  eng.,  2 
hose  carts,  1  h.  ft  1.  trk.,  1,000  ft.  hose;  f.  al., 
bell;    tot    mem.,    55    vol. 


Wattr  Supply — Src,  well,  2  blodu  boa.  oeot; 
sys.,  pump  dir.;  1  pump,  eng.,  cap.  day  792.000 
gaU.;  nrnins,  iron,  4  to  6  in.  dia.;  5  hyd.;  pipe, 
wrt.  i.;  pres.,  f.  120  lbs.;  cost,  $3,000;  cost  mtce., 
$300;  wks.  owned  by  priv.  Co.   and   city. 

WASHBURN,  p.  900;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd..  1  ft  t 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  not  inv.  F.  dept — 1  c  eng., 
12  c  hand  ex.,  1  h.  ft  1.  triL,  2  hooe  reels;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell  ft  wh.; 
val.  equip.,  $2,000;  vaL  bldgs.,  $1,500;  tot  mcm^ 
26  vol.;  undrs.   rating,  fourtn  class. 

Wattr  Supply — Src,  riv.,  V&  m.  bus.  cent;  sji.. 
grav.;  stdp.  cap.,  60,000  gals.,  dim.  24  z  16,  mat 
stl.;  res.  cap.,  100,000  gals.;  2  pump,  eng.,  cap. 
day  210.000  gals.;  mains,  c  i.,  1  m.,  6  to  8  in. 
dia.;  8  nyd.;  4  v.;  met,  80;  pipe,  galv.  L;  pres., 
dom.  70  lbs.,  f.  70  lbs.;  cons,  day,  5,000  gala.: 
cost  $21,000;  wka.  owned  by  city. 

WILLISTON,  p.  8,124;  mere  bldgs..  bk.  ft  wd., 
1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  to  8  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  oombt  ord; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  comb, 
c.  ft  h.  wag.,  2  hose  carts,  12  c.  hand  ex.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,200  ft;  f.  aL,  wh.; 
val.  equip.,  $4,580;  vaU  bldgs.,  $900;  exp.  d«pt. 
$2,200;  tot  mem.,  21,  pd.  full  time  1,  pd.  part 
time  2,  vol.  18. 

Wattr  Supply — Src,  Missouri  Riv.;  sys-.  pomP 
to  stdp.;  stdp.  cap.,  98,000  gals.;  mains,  1  m.,  4 
to  8  in.  dia.;  21  hyd.;  pres.,  dom.  4 a  lbs.,  t  lOi 
lbs. 

WILTON,  p.  600;  f.  area,  80  a.;  mere  bldgL, 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  k  t 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  gaa.  eng.,  1  f- 
eng.,  1  hose  wag.;  hose,  cot,  rub.  lined,  pd.. 
1,800  ft.;  f.  al.,  bell,  1  bx.;  val.  equip.,  $3,0u(i; 
val.  bldgs.,  $1,000;  exp.  dept,  $200;  tot.  in«in., 
25  vol. 

Water  Supply— <Src,  cisterns,  ays.,  pump  dir.; 
res.  cap.,  75,600  gala.;  1  pump,  eng.;  wks.  owned 
by  city. 

WIMBLEDON,  p.  671;  f.  area.  40  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  &  2 
stor.;  wd.  rfs.  perm,  in  1  area;  fwks.  ft  combt.  onl.: 
causes  of  f.  inv.  F.  dept. — 1  c  eng..  3  fj^ 
wag.,  ladders;  hose,  cot.,  rub.  lined,  gd..  1.7  ^ 
ft;  f.  al.,  b«!ll;  val.  equip.,  $3,500;  val.  b:.i|jv. 
$200;    tot.    mem..    28    vol. 

Water    Supply — Src.    res.,    in    bus.    cent.;    *r«. 
dir.   pres.;   res.    cap.,    1,500   bbls.;    mains,    800  f i . 
6  in.  dia.;  3  hyd.;  pres.,  dom.  ^5  lbs.;  wks.  ovrcd 
I  by  city. 
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ADA,  p.  2,465;  f.  area,  640  a.;  mere  bldgs., 
wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
c  ft  ladder  wag.,  1  c  eng.,  4  c  hand  ex.,  1  h. 
ft  I.  trk.,  2  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
1,800  ft.;  f.  al.,  elec,  15  bx.;  val.  equip.,  $10,- 
000;  val.  bldgs.,  $8,000;  exp.  dept,  $450;  tot. 
mem.,    16    vol.:   rating,   fourth   class. 

Water  Supply — Src,  wells.  800  ft.  bus.  cent; 
sys..  pump  dir.;  3  pump,  eng.,  cap.  day  1,500,000 
gals.;  mains,  iron,  4  m.,  4  to  10  in.  dia.;  13  hyd.; 
16  v.;  met,  122;  350  serv.;  pipe,  galv.  L;  pres., 
dom.  40  lbs.,  f.  100  lbs.;  cons,  day,  200,000  gals.; 
cost,  $75,000;  wks.  owned  by  Co. 

ADDYSTON,  p.  1,543.  F.  dept. — 2  c  eng.;  1 
h.  &  1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1.300  ft;  inf.,  200  ft;  tot  hose,  1,600  ft;  tot. 
mem..   50   vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.; 
res.  cap.,  150,000  gals.;  pres.,  dom.  60  lbs.,  f.  60 
lbs.;  cons.  day.  60.000  gals.;  wks.  owned  by  Co. 

AKRON,  p.  69,067;  f.  area.  6.600  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  11  stor.;  priv.,  etn.,  bk.  ft 
wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
/wks.  ft  combt.  ord.;  causee  of  f.  inv.  F.  dept. — 
2  str.,  5  trip.  comb.  auto.  pump.  c.  ft  hose  eng., 
8  comb,  c  ft  h.   wag.,   1  trip.   comb,  c  1.   ft  hose 


trk.,  80  c.  hand  ex.,  3  gal.  each,  2  aer.  trk.,  1 
75-ft  ladder,  1  65-ft.  ladder,  2  supply  vfsu:.,  ^ 
chief's  auto.;  ho«te.  cot,  rub.  lined,  gd.,  l^.l.^^^ 
ft,  c  hose,  2,600  ft;  tot.  hose.  17,650  ft;  f.  J- 
elec,  228  bx.;  val.  equip.,  $129,452;  val.  bMi- , 
$114,ft68;  exp.  dept,  $10>5,000:  tot  mem.  42.  i*' 
full  time. 

Water  Supply— fire,  Cuyahoga  riv.,  15  m.  bu«- 
cent;  By<».,  grav.  ft  pump  to  res.;  res.  cap.,  20.0<»«'. 
000  gals.;  3  pump,  eng.,  cap.  day  3.5,000.(>*»' 
gal";.;  mains,  c  i.,  176  m.,  8  to  30  in.  dia.;  l.<-''- 
hyd.;  2,800  v.;  7,000  met;  21,000  sen.;  pi|* 
lend;  pros.,  dom.  ft  f.  80  to  ISO  lbs.;  cons.  «iJ.^- 
il 4,000,000  gals.;  cost,  $4,500,000;  cost  mtn.. 
$or),000;    wks.    owned   by    dty. 

ALEXANDRIA,    p.    414.      F.    dept— 1    h.    *  '• 
trk.,  1  hand  eng.,  1  hose  cart  280  ft  hose:  vol 

ALLIANCE,  p.  15.088;  f.  area,  2.400  a.;  rarr. 
bldgs.,  bk.  ft  wd.,  1  to  6  stor.;  priv..  bk.  ft  wU 
2H  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  * 
combt  ord. ;  causes  of  f.  inv.  F.  dept — 1  comb.  e. 
II.  ft  1.  trk.,  auto.,  1  chiefs  auto.,  2  trip.  comh. 
c  h.  ft  pump.  eng.  auto.,  10  hand  ex.,  3  ron^ 
c  ft  h.  wag.  auto.;  hose,  rub.  lined,  gd..  1.1^' 
ft;  f.  al.,  elec,  73  bx.;  val.  equip.,  $28,000;  »■! 
bldgs.,  $30,000;  exp.  dept,  $21,000;  tot  iw» 
25,  pd.  full  time   15,  vol.   10;  rating,  fourth  cistt 


c-282 


FIRE   DEPARTMENTS   AND   WATER    SUPPLY— OHIO. 


BATAVIA,  p.  1,034;  f.  area.  100  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  &  2  stor.;  priv.,  bk.  k  wd.» 
1  &  2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt. 
ord. ;    causes  of   f.   inv.      F.    dept. — 1    h.   ft  1.   trk., 

1  hose  vrag.,  1  hose  cart;  hose,  cot.,  rub.  lined, 
gd..  1.000  ft.;  inf.,  200  ft.;  tot.  hose,  1.200  ft.; 
val.  equip.,  $2,000;  val.  bldgs.,  $1,000;  exp. 
dept.,  $50;  tot.  mem.,  25  vol.;  rating,  fourth  class. 

Water  Supply — Src,  creek.  ^  m.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  100,000  gals.,  loc.  on 
a  hill;   2   pump,   eng.,   class  dup.,   cap.   day    1,600,- 

000  gals.;  mains,  c.  i.,  3*^  m.,  4  to  S  in.  dia.; 
37  hyd.;  86  v.;  met.,  1;  140  scrv.;  pipe,  iron  k 
lead;  pres..  dom.  90  lbs.,  f.  90  lbs.;  cons,  day, 
40.000  gals.;  cost,  $36,000;  cost  mtce.,  $3,300; 
wks.  owned  by  city. 

BEACH  CITY,  p.  671.  F.  dept. — 1  c.  eng.; 
hose,  cot,  rub.  lined,  800  ft.;  vol.;  rating,  fifth 
class. 

Water  Supply — Src,  8  wells  k  cistemi. 

BEAVER  DAM,  p.  466.  F.  dept.— 1  h.  k  1. 
trk.,  1  hose  cart,  1  hand  eng.,  600  ft.  hose;  f.  al., 
hell;    vol. 

BEDFORD,  p.  1,783;  f.  area,  10  a.;  mere  bldgs., 
bk.  k  wd.,  1  to  3  stor.;  priv..  bk.  k  wd..  1  to  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  or  combt.  ord.; 
causes  of  f.  'nv.  F.  dept. — 1  comb.  c.  k  h. 
wag.;  hose,  cot.,  rub.  lined,  300  ft.;  val.  equip., 
$800;  exp.  dept.,  $60;  vol. 

Water  Supply — Src.   cisterns. 

BELLAIRE,  p.  12,946;  f.  area,  2,600  a.;  mere, 
bldgs..  bk.,  2  &  3  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes    of    f.    inv.      F.    dept. — 1    trip.    comb,    auto., 

2  uuto.  comb.  c.  k  h.  wag.,  2  h.  ft  1.  trk.,  2  c  eng., 
12  c.  hand  ex.,   1  comb.   c.   ft  h.  wag.,   4  hose  car., 

1  chiefs  buggy,  2  hrs.;  hose,  cot.,  rub.  lined,  gd., 
600  ft.;  rub.,  gd.,  3,000  ft.;  inf..  1,000  ft.:  tot. 
hose,  4,500  ft.;  f.  al.,  CJamewell,  28  bx.;  val.  equip., 
$35,000;  val.  bldgs..  $17,000;  exp.  dept.,  $6,000; 
tot.  mem.  29,  pd.   full  time  4,  pd.  part  time  25. 

Water  Supply — Src,  riv.,  hi  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap..  2,000.000  gals.,  loc.  at 
edge  city;  3  pump,  eng.,  class  dup.,  cap.  day 
5,000.000  gals.;  mains,  c.  i.  ft  wd..  15  m.,  3  to 
20  in.  dia.;  139  hyd.;  64  v.;  met.,  3;  2,300  serv.; 
pipe,  lead;  pres..  dom.  60  lbs.,  f.  50  lbs.;  cons, 
day,  2.000.000  gals.;  cost.  $200,000;  cost  mtce., 
$1*8.000;  wks.  owned  by  city. 

BELLE  CENTER,  p.  889;  f.  area,  100  a.;  mere, 
bldgs..  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
uti.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
•ippt. — 1  auto,  str.,  1  c.  eng.,  1  h.  ft  I.  trk.,  1 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  800  ft.;  rub., 
gd.,  200  ft.;  tot.  hose,  1,000  ft.;  f.  al.,  bell  ft 
wh.;  tot.  mem.,  25  vol.;  rating,  f^fth  class. 

Water  Supply — Eight  public  cisterns,  cap.  7,000 
gals,    each,   and   6   wells. 

BELLEFONTAINE,  p.  8,288;  f.  area,  2,600  a.; 
mere  bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  triple  comb.  auto,  trk.,  1  h.  ft 
1.  trk.,  8  c.  hand  ex.,  2  hose  wag.,  4  hrs.;  hose, 
cot.,  Tub.  lined,  gd.,  4.200  ft.;  inf.,  360  ft.;  tot. 
hose,  4,550  ft.;  f.  al.,  Gamewell,  14  bx. ;  val. 
equip.,  $7,000;  val.  bldgs.,  $8,100;  tot.  mem.  Ii6, 
pd.   full  time  7,  pd.  part   time  8. 

Water  Supply — Src  wpIIs.  1  m.  bus.  cent.;  sys.. 
pump  to  res.;  res.  cap..  2.500,000  gaK;  mains,  24 
m.,  4  to  1-6  in.  dia.;  172'  hyd.;  186  v.;  met., 
86;  2,357  sen.;  pres.,  dom.  ft  f.  65  to  80  lbs.; 
cons,  day,  1,050,000  gals.;  cost,  $220,000;  cost 
mtce,   $600;   wks.   owned  by  town. 

BELLEVILLE,   p.    1,056;   f.   area,    120   a.;  mere 

bldifs.,    wd.      F.    dept. — 1    hand    eng.,    1    hose  car.; 

ho<e,  cot.,  rub.  lined,  gd.,  800  ft.;  f.  al.,  bell; 
exp.  dept.,  $80;  tot.  mem.,  32,  vol.;  rating,  fifth 
class. 

Water  Supply — Src,  9  cisterns,  cap.  260  bbls. 
each. 

BELLEVUE,  p.  6,209:  f.  area,  1,500  a.;  mere 
bldgs.,  bk.,  2  stor.:  priv.,  bk.  ft  wd.,  2%  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  2  c.  hand  ex., 
1  hose  wag.,  1  ho«e  reel,  2  hrs.;  hose,  rub.  lined, 
gd.,  1,200  fL;  inf.,  400  ft.;  tot.  hose,  1,600  ft.; 
f.  al.,  bell;  val.  equip.,  $7,000;  val.  bldgs.,  $5,000; 
exp.  dept.,  $300;  tot.  mem.  17,  pd.  part  time; 
rating,   fourth  class. 

Water  Supply — Sre,  brook  ft  well,  8  m.  bus. 
cent.;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  286,- 


000  gals.,  dim.  20  x  100,  mat.  stL;  res.  cap.,  ISO.- 
000,000  gals.,  loc.  %  m.  city;  pump,  eog.,  cap. 
day,  2,500,000  gals.;  mains,  e  i.,  14  m.,  4  to  13 
in.  dia.;  106  hyd.;  50  v.;  met.,  8;  050  serr.;  pipe, 
galv.  {.;  pres.,  dom.  40  lbs.,  f.  90  lbs.;  com. 
day,  640,000  gals.;  cost,  $135,000;  cost  mtce.. 
$4,200;    wks.   owned   by   dty. 

BELMONT,  p.  672.  F.  dept. — 1  hand  eng.,  100 
ft.  hose;  f.  al.,  bell;  vol. 

BEttMORE,  p.  298.  F.  dept. — 1  hand  eof..  1 
hose  reel,  2  c  hand  ex.,  500  ft.  hose;  f.  aL,  bell; 
vol. 

BELPRE,  p.  1,249.  F.  dept. — 1  hand  ex.,  150 
ft.  hose;  6  voL 

BEREA,  Cuyahoga  Co.,  p.  2,609;  mere  bidgt.. 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.  ft  bk.,  S 
stor.;  wd.  rfs.  not  perm,  in  f.  are4;  fwks.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  h.  ft  1.  trie.,  1  hose  wag.,  1  hose  cart; 
hose,  cot,  rub.  lined,  gd.,  1.850  ft;  f.  aL.  vL; 
val.  equio.,  $2,000;  exp.  dept,  $175;  tot  meiB.. 
21   vol. 

Water  Supply — Sre,  quarry  ft  riv.,  in  bus.  cent: 
sys.,  pump  dir.;  2  pump,  eng.;  cap.  day,  100,00) 
gals.;  mains,  iron,  8  m.;  98  hyd.;  naeC,  SO;  40S 
serv.;  pres.,  dom.  60  lbs.,  f.  160  Iba.;  cons,  daj, 
87,000  gals.:  cost.  $49,000;  cost  natce..  $4,100: 
wks.   owned  by  village. 

BERLIN  HEIGHTS,  p.  664.  F.  dept— 1  bud 
eng.,  1  hand  ex.,  1  e  eng.,  1  hose  wag.;  hose, 
cot.,  rub.  lined,  gd.,  900  ft.;  e,  100  ft;  tot  boi*. 
1,000    ft;    f.   «1.,   bell;    vol.;    rating,    fifth    clai*. 

Water   Supply — Sre,   cisterns   ft   wells. 

BETHEL,  Clermont  Co.,  p.  1,201;  mere.  bMgi^ 
bk.,  1  to  8  stor.;  priv.  bk.  ft  wd.,  2  stor.;  vd 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  caow* 
of  f.  inv.  F.  dept — 1  hand  eng.,  hrs.,  hand  ft: 
f.  al.,  bell;  val.  equip.,  $500;  val.  bldgs.,  $500, 
tot  mem.,  50  vol. 

BLANCHESTER,  p.  1,818;  f.  area.  200  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  2  stcr.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  i 
inv.  F.  dept — 2  e  hand  ex.,  1  h.  ft  1.  trk.,  S  ho** 
reels;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  rub.. 
gd.,  500  ft;  tot  hose,  1.600  ft.;  f.  al..  bell;  vil. 
equip.,  $1,400;  val.  oldgs.,  $3,000;  exp.  df?'t . 
$225;  tot.  mem.,  16,  pd.  part  time;  rating,  founb 
class. 

Water  Supply — Sre,  res.,  %  m.  bus.  cent;  sys. 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  50.000  ptl^  ■ 
res.  cap.,  7.000,000  gals.;  2  pump.  eng..  cap.  ■!»' 
1.600,000  gals.;  mains,  4%  m.,  4  to  S  ir.  J*. 
36  hyd.;  32  met;  pres.,  dom.  45  lbs.,  f.  125  U*^: 
cons,    day,    60.000    gals.;   wks.    owned    by    city, 

BLOOMDALE,    p.   602.      F.    dept — 1    hand  ere 

1  hose  reel;  hose,  cot.,  rub.  lined,  gd..  700  ft. 
inf.,  500  ft;  tot.  hose,  1,200  ft;  f.  «L,  bell;  ul 
equip.,  $500;  val.  bldgs.,  $300;  tot.  mem.,  3' 
vol. 

BLOOMVILLE,  p.  764.  F.  dept. — 1  comb.  c. 
ft  pump.  eng..  1  hose  wag.,  1  hose  reel.  800  ft 
hose;  f.  al.,  elee,  wh. ;  16  vol. 

BLUFFTON,  p.  1,953;  f.  area,  600  a.:  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priT..  «"  . 
bk.  ft  wd..  2  stor.;  wd.  rfs.  perm,  in  f.  a.;  conil't 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk. 
1  hose  wag.,  2  hose  carts;  hose,  cot.  rub.  Irf-'- 
gd.,  1,400  ft;  f.  al.,  bell  ft  wh.;  val.  equip..  |1.5('; 
val.  bldgs.,  $20,000;  exp.  dept,  $175;  tot  mfT.. 
13,  pd.  full  time  1,  pd.  pairt  time  12;  rating 
fourth  class. 

Water   Supply — Sre,   wells;    sys.,   grav.   ft  ptrr;;' 
dir.;   pump,  eng.,  cap.   day   1.000,000  fifals.:  matrt*. 
6    m.,   3    to   8   in.   dia.;    47   hj'd.;   250    serv.;  f« 
dom.    40    lbs.,    f.    100    lbs.;    cost.    $20,000;   eon 
mtce,    81,200;    wks.   owned  by   village. 

BOLIVAR,  p.  567;  f.  area,  800  a.;  mere.  Wdr^ 
wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  r 
f.  area.  F.  dept — 2  hand  eng.,  4  h.  ex..  1  i^-^'' 
wag.;  hose,  cot.,  rub.  lined,  gd.,  400  ft.:  f.  «^' 
bell;  tot.  mem.,   20  vol. 

Water  Supply — Sre.  canal,  riv.  ft  cisterns. 

BOTKINS.  p.  679  F.  dept — 1  hand  enf..  ' 
gasoline  eng.,  1  hose  reel,  1  h.  ft  1.  trk.,  2,000  ft 
hose;  bell  al.;  val.  equip.,  $5,000;  val.  bWr« 
$2,000;  exp.  dept,  $150;  tot  mem.  88.  pH.  ^1 
time  2,  vol.  36. 

BOWLINQ  GREEN,  p.  5.222;  mere,  bldgs.,  ^ 
ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  v4 
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wd.  rfs.  not  perm.;  fwks.  k  combt  ord.  F.  dept. 
— 2  ttr.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
car.,  6  hrs.;  hose,  cot,  rub.  lined,  gd..  2,600  ft.; 
f.  a1.,  bell;  val.  equip.,  $10,000;  val.  bldgs.,  918.- 
000;  exp.  dept.,  $1,600;  tot.  mem.,  21,  pd.  full 
time  1 ,  pd.  part  time  20 ;  undra.  rating,  fourth  claaa. 
Water  Supply — Src,  23  wells,  ^  m.  bu«.  cent.; 
sys.,  pump  to  stdp.  k  dir.;  atdp.  cap.,  160,000 
gals.,    2   pump,    eng.,   class   comp.    cap.    daj   2,750,- 

000  gals.;  mains,  c.  it  wrt.  i.,  17  3-10  m.,  4  to 
12  in.  dia.;  143  hyd.;  165  v.;  met.,  68;  1,609 
aerv. ;  pipe,  wrt.  i.;  pres.,  dom.  60  lbs.,  f.  110  Ibe.; 
cons,  day,  700,000  gals.;  coat,  $95,000;  coat 
mtce.,  $7,000;   wks.  owned  by  city. 

CANAL  FULTON,  p.  978;  f.  area.  640  a.;  mere 
bidga.,  bk.,  2  &  S  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  6  c.  hand  ex.,  2  hoae  carts,  2 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  1,300  ft;  f.  al., 
bell;  exp.  dept,  $500;  tot.  mem.,  16,  pd.  full  time; 
rating,  four  k  one-half  class. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.; 
ays.,  grav.,   pump   to   res.;   res.   cafi.,   200,000   gals.; 

1  pump,  eng.;  cap.  day,  90,000  gals.;  mains,  wrt. 
i.,  5  m.,  2  to  12  in.  dia.;  16  hyd.:  met,  70;  70 
serv.;  pipe,  galv.  &  wrt  i.;  pres..  dom.  50  to  76 
lbs.,  f.   85  lbs.;  coat  $25,000;   wks.  owned  by  Co. 

CANAL  WINCHESTER,  p.  740;  f.  area,  820  a. 
F.  dept. — 1  hand  eng.,  2  hose  reels,  1  h.  &  1. 
trk.,  4  c.  hand  ex.;  hose,  cot,  rub.  lined,  gd.,  500 
ft;  f.  al.,  bell;  val.  equip.,  $1,000;  val.  bidgs., 
$800;   voL 

Water  Supply — Src,  wella,  1  m.  bua.  cent.;  ava., 
dir.  pres.;  1  pump,  eng.,  cap.  hour  5,800  gala.; 
mains,  1,000  it.;  4  hyd.;  pres.,  dom.  80  lbs.,  f. 
100  lbs.;  cost,  $2,500  cost  mtce.,  $200;  wka. 
owned  by  city. 

CANTON,  p.  50,217;  f.  area,  2,240  a.;  mere, 
bldga.,  stn.,  bk.  k  wd.,  2  to  7  ator.;  priv.,  etn., 
bk.  &  wd.,  2  ft  3  etor. ;  wd.  rfa.  not  perm,  in  f. 
area;  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 3 
btr.,  2  c  eng.,  10  c  hand  ex.,  2  comb.  c.  ft  h. 
wag.,  1  aer.  trk.,  6  hose  carts,  17  hrs.;  hose,  rub., 

f:d.,  8,000  ft;  inf.,  6,000  ft.;  tot.  hose,  14,000 
t. ;  f.  al.,  bell,  66  bx. ;  val.  equip,  ft  bidgs.,  $300,- 
000;  exp.  dept,  $70,000;  tot.  mem.,  58,  pd.  full 
time;    rating,    second    class. 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
ays.,  pump  dir.;  5  pump,  eng.,  cap.  day  35.000,000 
gals.;  mains,  c.  i.,  76  m.,  4  to  20  in.  dia.;  490 
hyd.;  met.,  442;  7,926  serv.;  pipe,  galv.  ft  wrt.  i.; 
pres.,  dom.   100  lbs.,  f.   1-40  lbs.;  cons,  day,  5,558,- 

000  gala.;  cost  mtce.,  $35,000;  wks.  owned  by  city. 

CARDINGTON,  p.  1.849;  f.  area.  175  a.;  mere 
bldgs.,    wd.,   bk.   ft   cem.,    2    ft    8    stor.;    priv.,   wd., 

1  V4  ator. ;  wd.  rfs.  perm. ;  no  fwks.  ord.  F.  dept — 
1  str.,  1  h.  ft  1.  trk.,  2  c  eng.,  c.  hand  ex.,  2 
hose  wag.;  hose,  rub.,  gd.,  1,800  ft.;  inf..  1,000 
ft;  tot  hose,  2.800  ft.;  f.  al.,  bell;  v«L  equip., 
$6,000;  vaL  bldga.,  $1,000;  exp.  dept,  $200; 
tot.   mem.,   28   vol.;   rating,   fifth    class. 

Water  Supply — Src,  wella  ft  cisterns. 

CAREY,  p.  2,225;  f.  area,  640  a,;  mere  bldga., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hoae 
wag.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd., 
2,750  ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $4,000; 
vai.  bldgs.,  $3,600;  exp.  dept,  $400;  tot  mem., 
46   vol.;   rating,   fourth   daas. 

Water  Supply — Src,  wells,  Mt  m.  bus.  cent; 
s.vs.,  pump  to  stdp.:  stdp.  cap.,  175,000  gals., 
dim.  16  X  115,  loc  in  city  park,  mat  stL;  2 
pump,  eng.,  class  comp.,  cap.  day  1.000,000  gals.; 
mains,  c.  i.,  6  5-7  m.,  4  to  12  in.  dia.;  65  hyd.; 
10  v.;  met.,  15;  300  aerv.;  pipe,  galv.  i.;  pres., 
dom..  50  lbs.,  f.  100  lbs.;  cons.  day.  300,000 
gals.;  cost,  $28,000;  cost  mtce.,  $6,000;  wks. 
owned  by  city. 

CARROLLTON,  Carroll  Co.,  p.  1,780;  mere, 
bldgs.,  bk.  ft  stn.,  2  ft  3  ator.;  piiv.,  wd.  ft  bk.,  2 
ator.;  wd.  rfs.  perm.;  fwka.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c  eng.,  5  hoae  reels:  hoae, 
cot,  rub.  lined,  gd.,  1,700  ft:  f.  aL,  bell;  val. 
equip..  $4,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$1,000;  tot  mem.,  82,  pd.  part  time  10,  voL  22; 
rating,   fourth    class. 

Water  Supply — Src,  wells,  1  m.  t)us.  cent;  sya,, 

pump   to   stdp.    ft    dir.;    stdp.    cap.,    105.000    gala., 

dim.    70    X    16:    8    pump,    eng.,    claaa    comp.    dup., 

cap.   day   1,800.000  gala.;  mains,   c   L,   4H    m.,   4 


to  12  in.  dia.;  45  hyd.;  850  serr.;  pres.,  dom.  M 
lbs.,  f.  125  lbs.;  coat  $60,000;  wka.  owned  by  cit7- 

CARTHAGE,  Hamilton  Co..  p.  8,618;  annexed 
to    Cincinnati. 

CEDARVILLE,  Greene  Co.,  p.  1,059;  bldga.,  bL. 
2  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfa.  penn.; 
fwks.   ft  combt  ord.;  causes  of  f.   inv.      F.  dept — 

1  atr.,   1   hand  eng.,  4  c.  hand  ex.,   1   h.  ft  L  trL. 

2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  l,!0<i 
ft.;  rub.,  gd.,  500  ft;  tot.  hoae,  1,700  ft;  f.  al. 
bell;  exp.  dept,  $500;  tot  mem.,  35  yoL;  rating. 
fifth    claas. 

Water  Supply — Src,  wella.  8  m.  bus,  cent;  stk. 
grav.  ft  pump  to  res.;  res.  cap.,  4,000,000  gals.,  ; 
pump,  eng.,  cap.  day  1,000,000  gals.;  main^  i.,  9  :□■. 
4  to  9  in.  dia.;  30  hvd.;  10  v.;  prwj,,  f.  150  l'^ 
cona.  day,  150,000  gals.;  cost,  $71,000;  wka.  oftbc: 
by  Co. 

CELINA,  p.  8,493;  f.  area,  900  a.;  mere  bldp.. 
bk.,  2  ft  3  stor.;  pr.v.,  wd.,  2  stor.;  wd.  rfa.  pern. 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  ut. 
F.  dept. — 1  h.  ft  1.  trk..  4  c.  hand  ex.,  1  ho,* 
wag.,  1  hose  cart,  2  hrs.;  hose,  cot,  rub.  It-^^I 
gd.,  2,000  ft;  inf.,  200  ft;  tot  hose.  2.200  ft.; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $3,500;  val.  blics.. 
«4,000;  exp.  dept,  $2,500;  tot  mem.,  9,  pd.  rol 
time  4,  vol.   5. 

Water  Supply — Src,  wella,  H  n»-  boa.  cent. 
sys.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  190.0"" 
gals.,  dim.  16  x  126,  loe  60  ft.  station,  m»L 
stl.;  res.  cap.,  60,000  gals.,  loe  10  ft.  suti-^ 
2  pump,  eng.,  class  comp.  dup.,  cap.  day  1,OOO.OD" 
gals.;  mains,  e  i.,  9  m.,  4  to  12  in.  dia.;  l!' 
hyd.;  80  v.;  met.,  400;  560  aerv.;  pipe,  1«1; 
pres.,  dom.  70  lbs.,  f.  70  lbs.;  cons.  daj.  SO0.>"C 
gala.;  cost,  $56,000;  cost  mtce.,  $2,000;  vki- 
owned   by   city. 

CENTERBURQ,  p.  723.  F.  dept — I  c  rrz. 
2  c  hand  ex.,  2  hose  wag.,  2  hose  reels;  ho^. 
cot,  rub.  lined,  gd.,  1,100  ft.;  f.  «l.,  bell;  v&L 
equip.,  $990;  tot.  mem.,  18,  pd.  part  time;  niii^- 
fifth  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cfrf; 
ays.,  pump  to  stdp.  ft  grav.;  stdp.  cap.,  80. ''0«' 
gals.;  2  deep  wells,  cap.  250,000  gals.;  ma:n$. 
c.  i.,  4  m.,  4  to  8  in.  dia.;  30  hyd.;  32  v.;  rr.ct. 
100;  150  serv.;  pipe,  lead;  pres.,  dom.  ft  f.  -O 
lbs.;  cons,  day,  20,000  gals.;  cost,  $30,000;  cc-^ 
mtce.,  $2,500;   wks.  owned  by  city. 

CHAGRIN  FALLS,  p.  1,931;  bldgs.,  stn.,  bk.  k 
wd.,  1  to  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  cocnbt 
ord.  F.  dept. — 1  c  ft  h.  ft  L  trk..  1  hose  waf.,  1 
liose  reel;  hose,  rub.,  gd.,  1,400  ft;  inf.,  600  ft: 
tot.   hose,   2.000   ft;   27  men,  pd.  part  time 

Water  Supply — Src,  spr.;  sys.,  pump  to  r»: 
res.  cap.,  216,000  gals.;  pump,  eng.,  cap.  <U.' 
750,000  gals.;  mains,  c  !.,  7  m..  4  to  10  in.  di«.: 
60  hyd.;  600  met;  pres.,  dom.  66  lbs.,  f.  11' 
lbs.;   cost,   $38,000;  cost  mtce.,  $2,000. 

CHARDON,  p.  1,542;  f.  area,  640  a.;  nffc 
bldgs.,  bk.,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  fi^ 
perm,  in  f.  area;  combt.  ord.;  causes  of  f.  in» 
F.  dept. — 1  c  eng.,  1  hand  eng.,  20  c  h«wJ 
ex.,  1  h.  ft  1.  trk.,  2  hose  carts;  hose,  cot,  rob- 
lined,  gd.,  1,000  ft;  f.  al.,  bell;  tot  mem.,  i^ 
vol.;  rating,  fifth  claas. 

Water  Supply — Src,  wells  ft  cisterns. 

CHICAGO  JUNCTION,  p.  2.950;  f.  area,  600  t.; 

bldgs.,  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.  F.  dept  — 
1  str.,  1  hand  eng.,  1  h.  ft  L  trk.,  2  hose  car. 
hose,  cot.  rub.  lined,  gd..  1.900  ft;  inf.,  4^'^ 
ft.;  tot  hose,  2,800  ft;  f.  aL,  beU;  vaL  eqtrP 
$8,000;  val.  bldga.,  $600;  exp.  dept,  S250:  tor 
mem.,  48,  pd.  full  time  1,  vol.  47;  rating,  fow^ 
class. 

Water  Supply — Src,  wells.  Mi  m.  bus.  «rt.: 
iiys.,  pump  to  stdp.;  stdp.  cap.,  86.000  gal»..  din 
22  X  24,  loc.  2  blocks  bus.  cent,  mat  stL:  r0- 
cap.,  170,000  gals.,  loc.  near  station;  2  pa»P 
eng.,  cap.  day  1,750,000  gals.;  mains,  e  L  ' 
m.,  4  to  12  in.  dia.;  70  hyd.;  40  ▼.;  met,  I<^; 
390  serv.;  pipe,  galv.  i. ;  prea..  dom.  60  Iba,  i 
100  lbs.;  cons,  day,  170,000  gals.;  cost,  $55,00«: 
coat  mtce.,  $6,500:  wks.  owned  by  city. 

OHILUCOTHE.  p.  14.608;  f.  area,  1.9«0  «^ 
mere  bldgs.,  bk.,  1  to  4  stor.;  priv.,  bk..  1  *  • 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  c^  ' 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auta  P"*^ 
eng.,  1  str.,  5  c  hand  ex.,  1  h.  ft  1.  trk.,  2  «>*p 
c.  ft  h.  wag.,  2  hrs.;  hose,  cot,,  rub.  lined,  P- 
4,000  ft;   inf.,  800  ft;  tot  hose,  4,800  ft;  I  »*- 
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1  aer.  trk.,  1  hose  wag.,  2  hoee  car.;  hose,  cot., 
rub.  lined,  4,000  ft.:  f.  al.,  Gamewell,  41  bx.;  val. 
equip.,  f 20,000;  val.  bidgs.,  f26,000;  exp.  dept., 
$6,000;  tot.  mem.,  11,  pd.  full  time  6,  pd.  part 
time  6;  undrs.  rating,  fourth  daaa. 

Water  Supply — Src,  lake,  1  m.  bua.  cent.;  sys., 
pump  to  Btdp.;  stdp.  cap.  800,000  k^Ism  dim* 
16  z  120;  3  pump,  eng.;  cap.  day,  4,500,000  gala.; 
mains,  c  i.,  20  m.;  197  hyd.;  162  v.;  met.,  990; 
2,000  serv.;  pipe,  galv.  1.;  prea.,  dom.  45  lbs.,  f. 
200  lbs.;  cons,  day,  1,200,000  gals.;  cost,  f256,- 
000;  cost  mtce.p   $12,500;  wka.   owned  by  Co. 

CONTINENTAL,  p.  1,074;  f.  area.  160  a.;  mere, 
bldgs.,  bk.  &  wd.,  2  stor. ;  priv.,  wd.,  2  stor. ;  wd. 
rfs.  perm.;  fwks.  tc  conibt.  ord.;  causes  of  f.  Inv. 
F.  dept. — 1  hose  wag.,  1  hose  car.;  hose,  cot.,  rub. 
i:ned,  gd.,  1,000  ft.:  f.  al.,  wh.;  val.  bidga.,  $600; 
tot.    mem.,   17   vol.;   rating,  fourth   class. 

Water  Supply — Src,  wells,  in  bus.  cent;  ays., 
pump  to  stdp.,  dim.  10  x  100,  mat.  iron;  1  pump, 
eng.,  cap.  day  201,600  gala.;  maina,  2%  m.,  4 
to   6   in.   dia.;   67   hyd.;   met.,   48;   94   senr.;   pipe, 

falv.    i.;    pres.,    dom.    40    lbs.,    f.    100    lbs.;    cost, 
9,00);  wks.  owned  by  dty. 

CONVOY,  p.  741.  P.  dent.— 1  h.  k  1.  trk.,  1 
hand  eng.,  1  gas.  eng.,  1  c.  hand  ex.,  2  hose  reels, 
1,600  ft.  hose;  f.  al.,  bell;  val.  equip.,  $2,000;  vol. 

CORNINQ,  p.  1,560;  f.  area,  800  a.;  mere, 
bldgs.,  titn.  k  ok.,  2  &  8  stor.;  priv.,  wd.,  1  k  i 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  cauaea 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hose  reels; 
hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  f.  al.,  bell; 
val.  equip.,  $2,000;  val.  bldgs.,  $2,000;  exp.  dept., 
$1,000;   rating,    fourth   class. 

Water  Supply — Src,  res.;  sys.,  pump  dir.;  res. 
cap.,  2,600  bbJs. ;  pump,  eng.,  cap.  day  129.600 
gals.;  mains,  c.  i.,  2%  m.,  4  in.  dia.;  23  hyd.; 
9  serv. ;  pros.,  dom.  110  lbs.,  f.  110  lbs.;  cost, 
$25,000;   cost  mtce..  $800;  wks.  owned  by  village. 

CORTLAND,  p.   612.     P.   dept.— 1   h.  ft  1.  trk., 

1  c.  en(r.,  1  hose  cart,  1,000  ft.  hose;  f.  al.,  bell; 
val.  equip.,  $1,800;  val.  bldgs.,  $800;  tot.  mem., 
66  vol. 

COSHOCTON,  p.  9,608;  f.  area,  1,350  a.;  mere, 
bldgs.,  bk.,  2  ft  3  stor. ;  priv.,  wd..  1  *4  ft  2  stor. , 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  comb,  wag.,  1  h.  ft  1.  trk.,  4  hose  carta, 
8  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,600  ft.;  rub., 
gd.,  1,000  ft;  inf.,  400  ft;  tot  hose,  4,000  ft; 
f.  al.,  Gamewell,  81  bx.;  val.  equip..  $27,000; 
val.  bldgs..  $20,250;  tot  mem.,  45  vol.,  4  reg.; 
rating,    fourth    class. 

Water  Supply — Src,  well,  9  sq.  bus.  cent.;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  825.000  gals.,  loc 
IH  tn.  station;  3  pump,  eng.,  class  comp.  dup., 
cap.  day  5,000.000  gals.;  mains,  c  1.,  16  m.,  4 
to  12  in.  dia.;  159  hyd.;  70  v.;  met,  18;  1,800 
serv.;  pipe,  galv.  I.;  pres.,  dom.  100  lbs.,  f.  180 
lbs.;  cons,  day,  1,000.000  gala.;  cost,  $185,000; 
cost  mtce.,  $6,000;  wks.  owned  by  city. 

COVINGTON,  p.  1.848;  f.  area,  640  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  stn., 
bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  m  i.  area; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept — 2  str.,  1 
h.  ft  I.  trk.,  4  c  hand  ex.,  8  hoee  carta;  hoee, 
cot.,  rub.  lined,  gd.,  1,800  ft;  inf.,  600  ft;  tot 
hose,  2,800  ft;  f.  al.,  telp.;  vaL  equip.,  $7,600; 
val.  bldgiB.,  $5,000;  tot  mem.,  88  vol.;  undra. 
rating,  fifth  class. 

Water  Supply — Src,  wella,  %  m.  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  50,000  gals.,  mat. 
galv.  atl.;  2  pump,  eng.;  cap.  day,  750,000  gals.; 
mains,  c  i.,  5^  m.,  4  to  10  in.  dia.;  60  hvd.;  87 
v.;  met,  364;  364  serv.;  pipe,  galv.  i.  ft  lead; 
prea.,  dom.  ft  f.  63  to  72  Ibe.;  cona.  day,  40,000 
gals.;  cost,  $35,000;  cost  mtce.,  $1,559;  wks. 
owned  by  city. 

CRESTLINE,  p.  3,807;  f.  area,  640  a.;  mere, 
bldgs..  bk.   &   wd.,    2   ft   3    stor.;  priv.,  bk.   ft  wd., 

2  ft  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
cau5;es  of  f.  inv.;  f.  loss  for  1907,  $5,278.  K. 
dept. — 1  hand  eng.,  6  c.  hand  ex.,  1  h.  ft  1.  trk., 
5  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2.800  ft, 
f.  aL,  bell;  val.  equip.,  $5,000;  val.  bldgs.,  $2, 
000;  e.xp.  dept.,  $600;  tot.  mem,,  ^0,  pd.  part 
time  30,  vol.   40;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  spr.,   4  m:   bus.   cent;  aya,, 
grav.;    res.    cap.,    1,000.000    gals.;    1    pump,    eng., 
cap.    day   750.000    jrals. ;    maiiii*.    wd..    4    m.,    8    in 
dia.;    44   hyd.;   116  v.;   met.,   68;   445   serv.;  pi^ie, 


galv.  i.  ft  lead;  pres.,  dom.  60  Iba.,  f.  60  Iba; 
cons,  day,  200.000  gals.;  coat,  $225,000;  cost 
mtce.,  $3,500;  wka.  owned  by  city. 

CRESTON,  p.  970.  F.  dept — 1  hand  c  eng., 
400  ft  hose;  f.  aL,  beU;  SO  voL;  rating,  fifth 
class. 

Water  Supply — Cisterns. 

CRIDERSVILLE,  p.  526.  F.  dept — 1  hand  eng., 
2  hose  reels,  1,000  ft  hose;  f.  al.,  bell. 

CUMBERLAND,  p.  609.  F.  dept — 1  hand  tog., 
1  hand  reel,  850  ft.  hoae;  f.  al.,  bell. 

CUSTAR,  p.  846.  P.  dept — 1  hajid  eng.,  I 
hand  hose  reel,  4  c  hand  ex.,  400  ft  hose;  f.  al, 
beU. 

CUYAHOGA  FALLS,  p.  4,020;  f.  area,  640  t.; 
bldgs.,  bk.,  2  stor.;  wd.  rfs.  perm.;  causes  of  L 
inv.  F.  dept — 14  c  hand  ex.,  1  comb,  c  ft  k. 
wag.,  1  h.  ft  L  trie.,  8  hoee  car.,  2  hna.;  hoee,  eot, 
rub.  lined,  gd..  2,100  ft;  nib.,  gd.,  600  ft;  ioL, 
250  ft;  tot  hoee,  2,850  ft;  f.  aL,  wh.  ft  beU; 
val.  equip.,  $2,500;  vaL  bldgs.,  $5,000;  exp.  d^. 
$1,100;  tot.  mem.,  27,  pd.  part  time;  undra.  ratuig. 
fourth    dass. 

Water  Supply — Src,  wella,  H  m.  boa.  cent.; 
6ya.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  llO.ono 
gals.,  mat.  atl.;  pump,  eng.,  cap.  day  750,000 
gals.;  mains,  c  i.,  8  m.,  4  to  12  in.  dia.;  6^ 
hyd.;  100  v.;  met,  40;  300  serv.;  pipe,  galv.  i. 
ft  lead;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  cost.  130. 
000;  cost  mtce.,  $2,500;  wka.  owned  by  city. 

DALTON,  p.  599;  f.  area,  20  a.;  mere  bldff«.. 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  I  k  i 
stor.;  wd.  rfs.  perm,  on  small  buildings;  no  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 10  c 
hand  ex.,  2  hose  reels,  1  hand  eng.;  hose.  o^t.. 
rub.  lined,  8.600  ft;  f.  aL,  bell;  vaL  equip.,  $3ati: 
tot.   mem.,  40;   undrs.  rating,  fourth  class. 

Water  Supply — Src,  well,  >4  m.  bua.  cem.; 
sys.,  grav.,  pump  dir.;  rea.  cap.,  150.000  gils-. 
loc.   70   ft  above  bus.  part  of  town;   mains,  2  m., 

4  to  8  in.  dia.;  22  hyd.;  met,  15;  35  serv.;  pres-. 
dom.  30  tu  80  lbs.;  cost,  $7,000;  cost  mtce.,  %lt^. 
wks.   owned  by  city. 

DAYTON,  p.  116,677;  mere  bldgs.,  cone.  «1. 
bk.  ft  wd.,   3  to   14   stor.;  priv.,   cone.  bk.  ft  v<i.. 

5  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — S  auto.  comb. 
c.  eng.  ft  hose  wag.,  9  str.,  1  c.  eng..  33  c.  has-i 
ex.,  3  h.  ft  1.  trkfl..  2  aer.  trks..  13  comb,  c  a  iu 
wag..  1  water  tower,  1  fuel  wag.,  2  hose  w«. 
4  chief's  wag.,  58  hrs.;  hose,  cot,  rub.  lined,  fr- 
28,200  ft;  f.  aL,  Gamewell,  276  bx.;  v«].  equip, 
ft  bldgs.,  $475,000;  exp.  dept,  $175,000;  tot 
mem.,  142,  pd.  full  time;  undrs.  rating,  second 
class. 

Water  Supply — Src,  wells.  1%  m.  bus.  cfnt: 
B.V8.,  dir.  pres.;  2  stdp.  cap.  So.  1,  312,000  fith . 
No.  2,  6>50,000  gals.;  rea.  cap,  1,000,000  fti'^- 
7  pump,  eng.,  daaa  dup.,  cap.  day  40,880,000  aal*: 
maina,  c.  L,  280  m.,  4  to  34i  in.  dia.;  2.000  nyi: 
5,000  v.;  27,006  met;  32,000  serv.;  pipe.  leid 
ft  galv.  i.;  pres.,  dom.  60  lbs.,  f.  100  Ins.;  oo»«- 
(lay,  11,000,000  gala.:  cost,  $3,000,000;  cost  mtc^. 
$75,000;    wks.    owned    by    city. 

DEFIANCE,  p.  7,827;  f.  area,  2,720  a.;  merr- 
bldga.,  bk.  ft  atn.,  2  ft  8  stor.;  priv.,  bk.  ft  vd-. 
1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  twks,  k 
combt.  ord.;  causes  of  f.  inv.  P.  dept — 1  vtr- 
1  c  eng.  ft  h.  ft  1.  trk.,  2  c.  hand  ex.,  1  h.  t  I 
trie.,  1  hose  wag.,  4  hrs.;  hose,  cot,  rub.  lined.  c<L 
2,500  ft;  rub.,  gd.,  1.000  ft;  inf.,  600  It;  wc 
Jiose,  4,000  ft;  f.  al.,  GameweU,  20  bx.;  ▼*! 
equip.,  $6,000;  val.  bldgs.,  $46,000;  exp.  defU 
$3,000:  tot  mem.,  75,  pd.  full  time  8.  pd  pu^ 
time  10,  voL   62. 

Water  Supply — Src,  riv.,  1^  m.  bus,  wet: 
sys.,  pump  to  stdp.;  stdp.  cap.,  825,000  gals.,  W 
near  station;  2  pump,  eng.,  class  hor.  dup.  coo-. 
cap.  day  4,000,000  gala.;  mains,  c.  i.,  20  m..  < 
to  16  in.  dia.;  171  hyd;  65  v.;  met,  90:  1.10^ 
serv.;  pipe,  galv.  i.;  pres.,  dom.  50  to  60  lbs-,  f- 
100  lbs.;  cons,  day,  1,250,000  gals.;  cost  1-0^ 
000;  wks.  owned  by  priv.  Co. 

DE  GRAFF,  p.  1,082;  f.  area,  100  a.;  mere. 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  *  W. 
1  ft  2  ator.;  wd.  rfs.  perm,  in  f.  area;  causa  «' 
f.  inv.  F.  dept, — 1  str.,  1  h.  ft  L  trie.  2  c.  ff*- 
4  c  hand  ex.,  2  hose  carta;  hose,  cot,  rub.  lia^^* 
gd.,    2,150    ft;    f.    al.,    bell    ft    wh.;    val.  t(p^^ 
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ELM  WOOD  PLACE,  p.  3,423;  f.  area,  4,lfl0  a.; 
mere,  bldgrs.,  bk.  &  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfa.  p«rm.;  no  fwks.  &  combt.  ord.;  causes  of 
1.  inv.  F.  dept. — 1  hand  eog.,  1  h.  ft  1.  trk.,  1 
hose  waff.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
1,200  ft.;  f.  al.,  bell;  vaL  equip.,  $1,500;  vaL 
bidgs.,  $3,000;  tot.  mem.,  16  vol.;  undrs.  rating, 
second   class. 

Water  Supply — Src,  wells,  IV^  m.  bus.  cent.; 
sys.,  G^v. ;  mains,  c.  i.,  14  m.,  4  to  8  in.  dia.; 
52  hyd.;  met,  6;  260  serv.;  pres.,  f.  66  to  100 
lbs.;  cost,   $15,000;  cost  mtce.,   $1,400. 

ELYRi-A,  p.  14,825;  f  .area,  3,770  a.;  mere 
bldgs.,  bk.,  6tn.  k  wd.,  2  to  6  stor.;  priv.,  stn., 
bk.  &  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  ox  f.  inv. 
F.  dept. — 2  auto.  comb.  pump.  eng.  ft  hose  wag.,  1 
auto.  aer.  h.  ft  1.  trk.,  1  chiefs  auto.,  1  str.,  22 
c.  hand  ex.,  1  comb.  c.  ft  h.  wag.,  2  exercise  wag., 
4  hrs.;  hose,  cot,  rub.  lined,  gd.,  5,350  ft.;  f. 
al.,  telp.:  sys.,  with  15  bx.;  val.  equip.,  $35,000; 
val.  bldgs.,  $20,000;  exp.  dept.,  $25,000;  tot  mem. 
24,  pd.  full  time. 

Water  Supply — Src,  Lake  Erie,  8H  m.  bus. 
cent.;  ays.,  pump  dir.;  res.  cap.,  200,000,000  gals.; 
pump,  eng.,  class  hor.  cross  comp.,  cap.  day  8,- 
000,000  gals.;  mains,  c.  i..  51  m.,  4  to  20  in. 
dia.;  400  hyd.;  410  v.;  4,000  met;  4,035  serv.; 
pipe,  lead  ft  wrt  i.;  pres.,  dom.  85  to  40  lbs.; 
cons,  da}',  2,000,000  gals.;  cost,  $300,000;  cost 
mtce.,  $16,000;  wks.  owned  by  city. 

FAIRPORT,  p.  2,263;  mere,  bldgs.,  bk.  ft  wd., 
2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f. 
srea;  causes  of  f.  inv.  F.  dept — 2  h.  ft  1.  trk., 
1  hose  wag.,  1  hose  cart,  1  hrs.;  hose,  cot,  rub. 
lined,  gd..  1,500  ft;  inf.,  500  ft;  tot  hose,  2,000 
ft;  f.  al.,  bell;  tot  mem.,  10  voL;  rating,  fourth 
class. 

Water  Supply — Src,  lake;  sys.,  pump  to  res.; 
mains,  3  m.;  10  hyd.;  pres.,  dom.  60  lbs.,  f.  76 
to  90  lbs.;  wks.  owned  by  Co.,  connected  with 
PainesviUe  plant. 

FARiyrERSVILLE,  p.  '600;  f.  area,  100  a.  F. 
dept.   to  be  installed. 

Water  Supply — Src,  well;  ays.,  pump  dir.; 
pump,  eng.,  cap.  day  250,000  gals.;  17  nyd.;  6 
v.;  mains,  2  4-5  m.,  pres.,  dom.  43  lbs.,  f.  80 
to  100  lbs.;  cost,  $Ii6,000;  wks.  owned  by  city. 

FAYETTE,  p.  916.  F.  dept. — 1  h.  eng..  16  c 
ex.,  2  h.  ft  1.  trk.;  1,900  ft.  hose;  tot.  mem.,  16, 
pd.  part  time;  f.  i^.,  bell;  rating,  fifth  class. 

Water  Supply — Twenty  reservoirs;   1  hand  eng. 

FINDLAY,  p.  14,868;  f.  area,  4,700  a.;  mere, 
bldgs.,  wd.,  bk.  ft  stn.,  2  to  5  stor.;  priv.,  wd.,  2 
ft  3  stor.;  wd.  rfli.  perm.  F.  dept — 1  str.,  1  auto, 
c  eng.,  1  hand  eng.,  1  c.  eng.,  4  c.  hand  ex.,  1  h. 
ft  1.  trk.,  2  hose  wag.,  4  hose  car.,  18  hrs.;  hoee, 
oot,  rub.  lined,  gd.,  7,500  ft.;  c,  gd.,  700  ft.; 
tot.  hose,  8,200  ft;  f.  aL,  Oamewell,  36  bx.;  yX. 
equip.,  $23,575;  val.  bldgs.,  $8,000;  exp.  dept, 
$14,968;  tot.  mem.,  14,  pd.  full  time;  undrs. 
rating,   Uiird   class. 

Water  Supply — Src,  wells,  10  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  17,000,000  gals.,  loc 
at  station;  3  pump,  eng.,  class  cross  comp.  ft 
comp.  dup.,  cap.  day  8,000.000  gals.;  mains,  c 
I.,  40  m,,  4  to  20  in.  dia.;  282  hyd.;  265  v.; 
met,  3,200;  3,500  serv.;  pipe,  galv.  i.  ft  lead; 
pres.,  dom.  65  lbs.,  f.  120  lbs.;  cons,  day,  1,- 
400,000  gnls.;  cost,  $625,000;  cost  mtce.,  $12,- 
500;  wks.  owned  by  city. 

FLETCHER,  p.  376.  F.  dept. — 1  h.  ft  1.  trk., 
1  hand  eng.,  1  hose  reel,  450  ft.  hose;  f.  al.,  bell; 
vol. 

FLUSH IMO,  p.  1,000;  f.  area.  500  a.  F.  dept 
— 2  c.  hand  ex.,  1  h.  &  1.  trk.,  500  ft.  hose;  f. 
al.,  bell;  val.  equip.,  $1,000;  val.  bldgs.,  $500; 
exp.   dept,   $40;  vol. 

Water  Supply — Src.  cisterns. 

FOREST,  p.  1,500;  f.  area,  600  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  hand  eng.,  10  c  hand  ex.,  1  h.  ft  1. 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600 
ft;  f.  al..  bell:  val.  equip.,  $2,600;  val.  bldgrs., 
$3,500:  exp.  dept,  $150;  tot  mem.,  60  vol.; 
undrs.   rating,   fifth   class. 

Water  Supply — Src,  wells  ft  cisterns. 

FT.  RECOVERY,  p.  1,198;  f.  area,  600  a.;  mere, 
bldgs.,   wd.,    2   stor.;   priv.,    wd.,   2   stor.;   wd.    rfs. 


not  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  I 
inv.  F.  dept — 1  hand  eng.,  23  c  hand  ex.,  1 
h.  ft  I.  trk.,  2  hose  car.;  hose,  cot,  rub.  liaed, 
gd.,  500  ft;  rub.,  gd.,  600  ft;  inf.,  1.500  ft; 
tot  hose,  3,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$2,700;  vaL  bldgs.,  $5,000;  exp.  dept,  $366;  lOL 
mem.,  24  voL;  rating,  fifth  claaa. 

Water  Supply — Src,  wells;  sys.,  pump  to  std?. 
ft  d.r.;  stdp.  cap.,  50,000  gals.;  mains,  4  to  S 
in.  dia.;  pres.,  dom.  60  lbs.,  f.  90  to  110  lbs.: 
cost,  $30,000;  cost  mtce.,  $4,000;  wks.  owned  by 
town. 

FOSTORIA,  p.  9,697;  f.  area,  3,200  a.;  mere. 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  6  stor.;  priv.,  bk.,  stn. 
ft  wd.,  2  ft  3  stor.;  wd.  rfs.  not  perm.;  f«ks.  i 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  6 
c  hand  ex.,  1  h.  ft  1.  trk.,  2  supply  va^.,  i 
hose  car..  4  hrs.;  hose,  cot.,  rub.  lined,  gd.,  4.00C 
ft;  f.  al.  telp.;  vaL  equip.,  $9,000;  vaL  Md^. 
$18,000;  exp.  dept,  $8,500;  tot.  mem,,  15,  pd. 
full  time  6,  pd.  part  time  9. 

Water  Supply — Src,  creek,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  875,000  gals.; 
dim.,  25  x  100;  loc  on  Fremont  st;  mat,  «tl.: 
res.  cap.,  115,000,000  gals.;  loc.  west  of  cit?i 
2  pump,  eng.;  cap.  day,  8,000,000  gals.;  miiu, 
iron,  23  m.,  4  to  14  in.  dia.;  166  hyd.;  2S5  t.; 
1,600  met;  1,800  serv.;  pipe,  lead  ft  iron;  pro., 
dom.    60   to  60  lbs.,   f.   100  Ids.;   coih.  day,  900.- 

000  gals.;    cost,    $260,000;    cost    mtce.,    $7,365; 
wks.-  owned  by  city. 

FRANKFORT,  p.  784.  F.  dept — 10  t  bsni 
ex.,  1  hose  reel,  1  ladder  trk.,  400  ft.  hose;  U 
VOL 

FRANKLIN,  p.  2,669;  mere  bldga.,  bk.  ft  wi. 
2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  pern.; 
no  fwks.  ft  combt.  ord.  F.  dept — 1  str.,  1  h.  t 
1.  trk.,  1  hose  wag.,  2  hose  car.,  2  hn.;  boM. 
cot,  rub.  lined,  gd.,  2,000  ft.;  f.  al.,  wh.;  tot 
mem.  12,  pd.  full  time  1,  pd.  part  time  11;  oiidri 
rating,    fourth   class. 

Water  Supply-^rc,  wells,  in  bus.  cent;  sn-, 
pump,  dir.;  2  pump,  eng.;  cap.  day,  l,500.o:)& 
gals.;  mains,  c.  i.,  7  m.,  4  to  12  in.  dia.;  50  hyi: 
25  v.:  met,  50;  600  serv.;  pres.,  dom.  60  lbs..  1 
100  iM.;  cons,  day,  100,000  gals.;  cost,  $60,000; 
cost  mtce.,  $8,600;  wks.  owned  by  city. 

FREDERICKTOWN,  p.  1,021;  L  area,  150  » 
F.  dept. — 1  hand  eng.,  4  hose  carts;  hose,  l.*^'** 
ft;  f.  al.,  bell;  exp.  dept,  $160;  tot.  mem.  15,  pi 
full  time. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.: 
stdp.  cap.,  86,000  gals.;  2  pump,  en^:.;  87  bj<i: 
wks.  owned  by  town. 

FREEPORT,  Harrison  Co.,  p.  624.  F.  dept— 
2  hose  reels,  1,000  ft.  hose;  14  vol. 

FREMONT,  p.  9,989;  f.  area,  2.650  a.;  mer^ 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.:  wi 
rfs.  perm.  F.  dept. — 2  str.,  1  band  eng.,  1  k.  -k 
1.  trk.,  1  hose  wag.,  2  comb,  c  ft  b.  wag.,  1 
supply  wag.,  1  hose  car.,  2  hrs.;  hose,  cot,  r^ 
lined,  gd.,  2,000  ft;  inf.,  400  ft;  tot.  ho.<w.  i.i'^ 
ft.:  f.  al.,  bell  ft  telp.;  vaL  equip..  $6,000:  ^i*- 
bldgs.,  $8,000;  exp.  dept.,  $2,773;  tot  mem..  IC. 
pd.  full  time  3,  pd.  part  time  7. 

Water  Supply — Src.  riv.;  sys.,  gray.,  pump  t'- 
stdp.  ft  dir.;  stdp.  cap.,  366,000  gals.;  2  yar: 
eng.,  cap.  day  5,000,000  gals.;  mains,  c  i.>  ^' 
m.,  4  to  16  in.  dia.;  220  hyd.;  250  v.:  L»0' 
met.:  2,066  serv.;  pipe,  lead  ft  iron;  pres.,  doB 
50  lbs.,  f.  100  lbs.;  cost,  $300,000;  cost  mtct.. 
$9,000:  wks.  owned  by  city. 

GALK>N,  p.  7,21*4;  f.  area,  1.400  a.;  rafrz 
bldgs.,  bk.  ft  wd.,  4  stor.;  priv.,  wd.  ft  bk.,  ' 
stor.;  wd.  rfs.  not  perm,  in  f.  area.;  fwks.  ft  corih 
ord.;  causes  of  f.  inv.  F.  dept — 1  str,,  2  c^*;'' 
c.  ft  h.  wag.,  1  c.  hand  ex.,  2  c.  eng.,  3  hose  ««■ 

1  auto.  con>b.  pump,  wag.,  2  hose  reels,  5  h^-^^'- 
ho2«e.  cot.,  rub.  lined,  gd.,  3,000  ft.;  inf.,  l.*^'  ' 
ft;  tot.  hose,  4,000  ft;  f.  al.,  Oamewell,  2S  bt.: 
val.  equip.,  $20,000;  vaL  bldgs.,  $25,000;  f.t:> 
dept.,  $6,600;  tot  mem.  16,  pd.  full  time  4,  p^ 
part   time    11. 

Water  Supply — Src,  wells,  1  ro.  bus.  cent;  f*- 
pump  to  stdp.  ft  dir.;  stdp.  cap..  155,500  jT^-^ 
dim.  26  X  40,  mst.  stl.:  2  pump,  eng.,  cl*^ 
comp.  dup.,  cap.  day,  2,600.000  gals.;  1  anxilitfT 
trip,  pump.;  cap.  day,  800.000  gals.;  naias,  & 
i.,  19  m.,  4  to  12  in.  dia.;  169  fayd.;  105  v.;  md^ 
600:  1,600  senr.;  pipe,  galv.  L;  pres.,  dom.  35  V 
60  lbs.,  f.  85  to  125  lbs.;  cons.  day.  5C0,0»3 
gals.;  wks.  owned  by  Co. 


078.,  pump  to  stdp.;  stdp.  cap.,  141,000  nls., 
dim.  20  X  60,  loc  in  city;  mat.,  bk.  k  stl.;  2 
pump,   enff.,  class  comp.   dup.,   cap.   day   S.000,000 

gals.;   mains,   c.   i.,   18   m.,   S   to   14    in.   dia.;    145 
yd.;  100  v.;   1.148  met.;   1,665  serv.;  pipe,  lead; 
pres.,  dom.   60  lbs.;  wks.  owned  by  city. 

GREENWICH,  p.  876;  f.  area,  120  a.;  mere 
bld^.,  bk.  dc  wd.,  2  stor.;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.  F.  dept. — 
2  band  eng.,  1  c.  eng.,  1  h.  ft  1.  trk.,  1  hose  car.; 
hoee.  cot.,  rub.  lined,  gd.,  1.000  ft.;  inf.,  600  ft.; 
tot.  nose.  1,600  ft.;  vol.;  unars.  rating,  fourth  class. 

Water  Supply — Src,  well,  %  m.  bus.  cciit.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  7'1,087  gals.;  res. 
cup.,  V5, 000, 000  gals.;  1  pump,  eng.,  class  conip. 
<hip.,  cap.  day  7i50,000  gals.;  mains,  c.  i.,  2% 
III.,  4  to  8  ill.  dia.;  25  hyd. ;  97  met;  98  serv.; 
pipe,  lead;  pres.,  dom.  50  lbs.,  f.  80  lbs.;  cons, 
day,  60,000  gals.;  cost,  $12,000;  cost  mtce.,  $900; 
wks.  owned  by.  town. 

GROVERPORT,  p.  648.  F.  dept. — 1  hand  c. 
eng.  &  c.  hand  ex. 

GROVER  HILU  P.  700;  f.  area,  116  a.;  mere 
bldgs.,  bk.  &  wd.,  1  to  8  stor.;  priv.,  wd.,  1  dc  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  i.  inv.  F.  dept — 1  gas  eng.,  1  c. 
eng.,  8  c.  hand  ex.,  1  h.  dc  1.  trk.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  inf.,  400  ft.;  tot.  hose, 
1,400  ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  val. 
bldgs.,  $1,400;  exp.  dept.,  $800;  tot  mem.,  86 
vol. 

Water   Supply — Src,   cistern. 

HAMDEN,  p.    1,019.  F.   dept. — 1   h.   k  1.  trk., 

50    buckets;    v^al.    equip.,  $200;    val.    bldgs.,    $300; 
exp.    dept..    ?50;    vol. 
No  waterwks. 

HAMILTON,  Butler  Co.,  p.  86,279;  mere  bldgs., 
bk.,  stn.  k  iron,  3  ft  4  stor.;  priv.,  bk.  ft  wd.,  2 
ft  8  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  auto,  hoee  wag..  1 
str.,  10  e  hand  ex.,  1  h.  ft  1.  trk.,  6  comb,  c  ft 
h.  wag.,  1  aer.  trk.,  4  hose  car..  16  hrs.;  hose, 
cot,  nib.  lined,  gd.,  12,500  ft;  f.  al.,  Gamewell, 
42  bx.;  val.  equip.,  $80,930;  val.  bldgs.,  $56,000; 
exp.  dept,  $25,000;  tot.  mem.  89,  pd.  full  time; 
undrs.  rating,  third   class. 

Water  Supply — Src,  wells,  M  m.  bus.  cent; 
sys.,  pump  to  res.  k&  dir. ;  res.  cap.,  6,000,000 
gals.;  1  pump,  eng.,  chass  cross  comp.,  cap.  day 
.'j.OOO.ono  gals.;  mains,  c.  i.,  83  ni.,  4  to  20  in. 
dia.;  .'►9.>  hyd.;  680  v.;  met.,  5,320;  7,200  serv.; 
pipe,  lead;  pires.,  dom.  ft  f.  60  to  110  lbs.;  cons, 
day,  3,200,000  g^l.s.;  cost,  $285,000;  cost  nitce.. 
$34,000;  wks.  owmed  by  city. 

HAMLER,  p.  596.  F.  dept. — 1  pump,  eng.,  2 
hose  reels,  1  ladder,  1,200  ft  hose.;  f.  al.,  bell; 
24   vol. 

HARRISON,  p.  1,868;  f.  area,  100  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd..  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  1. 
trk.,  6  c  hand  ex.,  2  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  1,4  50  ft.;  f.  al.,  bell;  val.  equip., 
$5,000;  val.  bldgs.,  $17,000;  exp.  dept,  $200;  tot 
mem.,  .30  vol. 

Water  Supply — Sre,  riv.  ft  wells,  H  m.  bus. 
cent;  svs.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  110,- 
000  gals.,  dim.  12  x  110;  mat,  stl.;  res.  cap., 
110,000   ^Is.;    2   pump,   eng.,   cap.   day   1,000,000 

fals.;  mains,  6  m.;  82  hyd.;  10  ▼.;  met,  28; 
00  serv.;  pipe,  lead  ft  galv.  i.;  pres.,  dom.  46 
lbs.,  f.  120  lbs.;  cons,  day,  75,Q00  guls.;  cost, 
$66,000;  cost  mtoe.,  $8,000;  wks.  owned  by  Co. 

HARROD,  p.  474.  F.  dept. — 1  c.  eng.,  200  fl. 
hose;  f.  al.,   bell. 

HARTWELL,   p.    2,828;   annexed   to   Cincinnati. 

HARVEYSBURG,  p.  859.  F.  dept— 1  hand 
eng.,  4  c.  hand  ex.,  250  ft.  hose;  vol. 

HAYESVILLE,  p.  888.  F.  dept— 1  hand  eng., 
800  ft.  hose;   vol. 

HICKSVILLE,  p.  2,895;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 4  c.  hand  ex.,  1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd..  800  ft; 
rub.,  gd.,    700    ft;   inf.,   400   ft;   tot   hose,   1,900 


Water  Supply — Src.,  wells,  40  rods  bus.  cent: 
sys.,  pump   dir.;    2  pump,   eng.,   cap.    day  500,000 

gals.;  mains,  c  1.,  8  m.,  4  to  10  in.  dia.;  S4 
yd.;  809  serv.;  pipe,  galv.  i.  ft  lead;  pres.,  dooL 
85  lbs.,  f.  80  lbs.;  cons,  day,  90,000  gals.;  cent, 
$25,000;  cost  mtce.,  $2,800;   wka.  owned  by  aty. 

HIGGINSPORT,  p.  417.  F.  dept — 1  hand  enr.. 
1  hose  reel,  1  ladder  cart,  800  ft  hose;  f.  H, 
bell:  16  part  pd.  men. 

HILLSBORO,  p.  4,296;  f.  area,  1,800  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  h. 
ft  1.  trk.,  1  hose  wag.,  2  hrs.;  hose,  cot.,  rab.  lined, 
gd.,  1,600  ft;  inf.,  1,000  ft;  tot  hose,  2,500  fL; 
f.  al.,  bell,  16  bx.;  val.  equip..  $10,000;  vaL  bldfs.. 
$20,000;  exp.  dept,  $1,700;  tot.  mem.  IS,  pd. 
full  time  2,  pd.  part  time  11;  undrs.  rating,  fourth 
class. 

Water  Supply — Src.,  wells,  2%  m.  boa.  cent: 
sys..  pump  to  stdp.;  stdp.  cap.,  178,000  gait.: 
pump,  eng.,  cap.  day  1,000,000  gals.;  mains,  iron, 
10 H  m.,  8  to  10  in.  dia.;  72  hyd.;  met,  275: 
700  serv.;  pipe,  galv.  L;  cost  $87,600;  cost  mtce 
$5,000;  wks.  owned  by  city. 

HIRAM,  p.   422;   f.  area,   320  a.      F.   devt  — ♦  « 
hand   ex.     1   h.  k  1.   trk.,   2   hand  hose  cart^,   l.oi" 
ft    hose;    f.    al.,    bell;    20    vol. 

HOLGATE,  p.  1,095;  f.  area,  600  a.;  mere. 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  14 
stor.;   wd.   rfs.  perm,   in  f.  area;   causes  of  f.  icv. 

F.  dept. — 1  h.  &  1.  trk.,  3  hose  carts;  hc^o,  ^  i., 
rub.  lined,  gd.,  1,700  ft;  f.  al.,  bell;  val.  erU'. 
$1,500;  val.  bldgs.,  $4,000;  exp.  dept,  $400;  tot 
mem.,    18    vol. 

Water  Supply — Src.,  wells,  H  m.  bus.  cent.; 
sys.,  pump  to  res.  ft  dir.;  2  pump,  eng.,  cap.  '!»' 
32.000  gals;  mains,  4^  m.,  4  to  8  in.  dia.:  li^ 
hyd.;  5  v.;  152  met;  pres.,  dom.  50  lbs.,  f.  K" 
lbs.;  wks.  owned  by  town. 

HUBBARD,  p.  i.699.  F.  dept. — 1  str.,  1  bazKl 
eng.,  1  h.  ft  1.  trk.,  1  hose  cart,  1,200  ft  hose: 
80  vol.;  f.  al.,  bell;  undrs.  rating,  fifth  class. 

Water  Supply — Src.,  cisterns,  wells  ft  creek. 

HUDSON,  p.  1,021;  bldgs.,  bk.  ft  wd.,  S  stor.: 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept — 1 
hand  eng.,  6  c  hand  ex.,  1  h.  ft  1.  trk.,  1  bote 
car.;  hose,  rub.,  gd.,  600  ft;  tot  mem.,  20  voL: 
undrs.  rating,  fifth  class. 

Water  Supply— Src,  wells,  *4  m.  bus.  cr'C ; 
.sys.,  dir.  pros.;  stdp.  cap.,  200,000  grals. ;  2  pun*] 
eng.,  cap.  day  9'5,000  gala;  mains,  c.  i..  5  ni..  4 
lo  ilO  in.  dill.;  j'4  hyd.;  2"5  v.;  17-5  met.:  l'^ 
sierv.;  pipe,  lead  ft  galv.  i. ;  pres.,  dom.  &  f.  'i 
M>s. ;  <K)ns.  day,  5,000  gals.;  cost,  $30,000;  cot 
mtce.,    $•1,000;    wks.   owned   by   village. 

HURON,  p.  1,766;  f.  area,  640  a.;  mere  bldp. 
bk.  ft  wd.,  1  to  8  stor.:  priv.,  wd.,  2  stor.;  «i 
rfs.  perm,  in  f.  area;  fwks.  ft  oombt.  ord.;  csvc* 
of  f.  inv.  F.  dept. — 1  e  eng.,  1  hand  eng.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  1  hose  cart;  hose,  eoc 
rub.  lined,  gd.,  1,500  ft;  rub.,  gd.,  800  ft.;  toL 
hose,  1,800  ft;  f.  al..  wh.;  ral.  equip.,  $800;  nL 
bldgs.,  $250;  exp.  dept,  $800;  tot  mem.,  !* 
vol.;  undrs.  rating,  fifth  dass. 

Water  Supply — Src,  wells,  cisterns,  lake,  rir.; 
sys.,  dir.  pres.;  stdp.  cap.,  100.000  gals.;  preiH 
dom.  42  lbs.,  f.  75  lbs.;  wks.  owned  by  town. 

IRONDALE,   p.    1.186.     F.   dept — 1    h.  cog.,  1 
hose  reel,  300  ft.  hose;  vol.;  f.  aL,  belL 
Water  Supply — Src.,  creek. 

IRONTON,  p.  18.147;  mere,  bldgs..  wd.,  1  te 
4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  tv^ 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept— 1 
comb,  c  ft  h.  wag.,  2  c.  eng.,  4  c.  hand  ex.,  t  k 
ft  1.  trk.,  6  aer.  trk..  2  hose  wag.,  6  hose  ctr»  * 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,200  ft.;  rub.,  pi* 
1,800  ft;  tot  hose,  4,000  ft;  f.  al..  Osme»eD. 
39  bx.;  val.  equip.,  $U,775;  vaL  bldgs..  $6,S0«; 
exp.  dept,  $8,500;  tot.  mem.  61,  pd.  tuU  time  6. 
vol.  43;  undrs.  rating,  fourth  class. 

Water  Supply — Src.,  riv.;  ^ys.,  pomp  dir.;  Sixfff 
eng.,  cap.  day  7,600,000  gals.;  mains,  c  i..  3* 
m.,  4  to  16  in.  dia.;  226  hyd.;  226  ▼.;  met,  SO. 
2,200  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  1»< 
f.  100  lbs.;  cons,  day,  1,760,000  gals.;  cost  t^^*^ 
000;  cost  mtce.,  $12,000;  wks.  owned  bj  dty. 


lED.OOa     sil*.; 


1£E    1 


■p.     2&0,00[1     gals.; 


wki.    own*d   bT 


LIBERTY  CENTER,  p.  St7.  F.  dipt.— 1  bud  ft 
guollne  cnf,,  1  hud  tune  nel,  1.000  tt.  boKl 
f.   ■!..  bell:   SI   ToL 

LIMA.  p.  10,508;  I.  im,  l.GOO  ■.;  bidgi.,  artn.. 
bk.,  coDC.  Iron  A  wd.,  t  lo  T  (lor.;  wd.  tfe.  pfnn.: 
d.      F.   depl,— !     -      "    "    '"' 


EI..    I    ■ 


L.  trk.. 


tnll  lime. 
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1..   «   to   to 


dept. — 1   t  Ri(.,  ISO  l< 


LISBON,  ColDinblui  Co., 


Ibtd,   gd.. 
)0;  v.r   bl 


r    Supplir — Src. 


It  m.;   as  hTd.; 
Ibc..  I.    IDO   Ibt. 

LOCKLAND.   1 


k.   1700:   up.  dept-. 

creek.     W     m.    but 
r.;  H*.  ap.,  SIT, 100 

0  gall.;  oiiliu,  c  I.. 


*■!.    Hulp.,    IS, 000;    vaL    bldga.. 
an..  It  Tol. 


S47:    S47    eerv.:   pres.. 


COEl.    ITO. 

LOQAN,  p.  l.SEO;  t.  area.  GTt  a.; 
•td.  ft  bk..  t  A  S  ater.;  priv.,  wd.  A 
wd.  rla.  perm.;  fnikt.  A  combt.  or 
f.  in".  F.  dept.— I  atr..  1  h.  «  I. 
wag..  Z  boae  car..  £  hia.;  boae.  col 
(d..  1.000  ft.:  rub.,  gd.,  KOO  Ic;  tol 
ft.:  r.  al.,  bell  A  telp.:  rat.  eqnlp.. 
bldn.,  12,000:  eip.  dept..  t700:  tot. 
tuiriime  1,  vol.  11;  undn.  nllsg,  lo 

Walai  Supply — Src,  wrlli.  U  m.  bi 
pump  dlr.:  i  pump.  eng..  cap.  daj  1,( 


cap..  BO.OOO  gala.; 
in.  di..;  T*  Ti.d.; 
igm.    k    f.    »0    Am.; 


lb.  Hoed. 
■e.  l.GOO 
000 ;  Tal. 
I.  12.  pd. 


.  io 


LONDON,  p.  S.GSO;  t. 
bidga..  bk.,  3  b  4  ator.;  ] 
wd.    rfa.    perm.    In   I.    area: 


.10  a.:  mero. 
1   ac  1  ator.; 

>f  f.  Inv.  F. 
-a..  I  c  Hand  ei.,  1  host 
boae,  coL,  nib.  lined,  gd.. 


.   boae. 


..BOO   ( 


I.   IS,  pd.   tull  time  4,  pd. 
' —    lourtb  daa*. 

I.    U    m.   bm    cent.; 

■=■■    :ii)'o,ooo'  gals':  s 


owned  by  6o. 

LORAIN,  p.    28 
bldga..  bk..  f  to  . 


i^tPl^^^^Si' 


equip,,    (75,000:   vaL  bldga..   (70.000:    rip. 
tH.Onn;    lot.    mem.    128.    pd,    tull    time    i 

WaUr"su»1»-^^.  lake,  U  m.  bua.  ccsi 
|raT.;  S  pump.  eng..  daaa  taor..  cap.  day  1 
000   gala.:    maim     '  —  .    .      ..     . 


S.SOD  B 


cona.    da;,    S.SOO.Di 


SO  Iba..  f.  I 
11111.^.,  fis.iu,;  »u.  umed  bjr  olt7. 

LOUDONVILLE,  p.  l.SOC  (.  area.  ISS  a.:  awe 
bldga..  bk.  k  wd.,  1  to  S  ator.;  pri>..  bk.  t  wd.. 
I  alor.;  wd.  rfa.  perm,  in  t.  area;  combt.  ari.: 
cauaea  of  f.  Inv.     t\  depL— 2  c  hand   ex..    1   b.  t 

i. 000 'ft.;  rub.,  gd..  300  fti;  lot!  boae.  1.90V  '<:., 
vol. riind™.' rating,  fourth  clBH.      "  ™  '°- 

Watar  Supplir — Src,  wella;  an.,  pninp  to  na.: 
r«.  cap.,  270,000  gala.;  1  pump,  enn.;  maiu.  T 
m.;  S2  hyd.;  prea..  SS  Iba.;  coat.  lES.OOO;  >U. 
OHnrd   br  Co. 

LOUISVILLE,  p.  1.800;  f.  ana.  TOO  a.;  sen. 
bldga..  bk.  k  wd.,  1  k  I  ator.;  prir.,  bk.  fe  il- 
1  ator.;  wd.  rla.  pertD.  Id  I.  area;  conbt.  cad.; 
cauaea  of  f.  Env.  ¥.  depL^-1  band  en^..  1  c.  of- 
t  b.  b  1.  trk.,  1  boae  carta:  boae,  cot.,  rub.  liorl. 
~,S0O  It.;  f.  al..  bell;  (iL  equlpL.  tS.DCt^ 
■""*  "   Fol.;    ondn.  m- 


dept.,  *1G(I 
'.OKnh  cUh. 
Iter    SuPDiy— Srt, 

.  eng.,  cap.  day'j 


>    gali: 


tf>.  perm.  In  I.  area;  cauaea  of  (.  in*.  F.  depL— 
t  atr..  1  h.  ft  1,  trk..  S  e.  hand  ex..  1  boae  le^- 
boae,  coL,  rub.  lined,  gd..  l.StO  IL:  rab.,  rd..  IM 
«.:  tot  fao«,  l.BOO  ft.;  f.  aL.  beU;  raL  eqnp- 
10,000;  Til.  bldga..  $16,000;  tip.  dept..  •409: 
lot.  mem.,  35  toI.;  undra.  rating.  Bftb   daaa. 

Water  Supply — Src.  wella.  riT.  Ji  eiatema;  m^ 
dlr.  prea.;  8  m.  maina;  IS  brd.;  prta.,  1S«  Dsa: 
wka.  owned  by  dty. 

LOWELU  p.  ess.  F.  dept— 1  band  eog.  1 
hoae  eana:  f.  al..  bell;  lal.  equip.,  atOO;  of. 
dept.,  120;  tol.  mem..  10  «iL 

W.tir  Supply— Src,  claterna. 

LOWELLVILLE,  p.  1.601;  I.  aiea.  SOO  a.:  mm 
bldga..  bk.  ft  wd..  It'' 


ord.;    I 


:  IwiK  I 


le.  cot.,  rub.  lined,  gd..  1.400  fU:  Inf..  tOO  «-■ 
.  hoae.  1.800  ft;  f.  al..  wb.;  raL  wgnlp..  II.IM: 
.    bld^.,   11. BOO;   eip,    dept,   ttSO;   tot.   i-  — 


:,  Bfth  di 
LYNCKBURO,  p.  OtS:  bldga.. 


!>-..  grsv..  kuiT 


..  -.^pL — 14  c  hand  ex..  1  b.  1 
I  car:  boae,  cot.,  rub.  lined,  r^ 
gd..   400   It;    tot   boM.    I.IOO  h: 


lf",i,Ti 


;  atdp.  cap.. 


i.;    cons.   day.    SO.OOO    galf.;   coat.    •tt.OOO;   nx 

ce..   S12.000:    wka.    owned  by   city. 

LYONS,   p.    408.      F.   dept— 1   b.    *   L   tik..  1 
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hra.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  rub.,  gd., 
200  ft.;  inf..  400  ft.;  tot.  hose.  1.600  ft.;  f.  al., 
telp.;  >al.  equip.,  $4,000;  val.  bldgs.,  $4,000;  exp. 
dept.,  $600;  tot.  mem.  26,  pd.  part  time  2,  vol. 
24;   undrs.  rating,   fourth   class. 

Water  Supply — Qrc.,  riv.,  2%  m.  bua.  cent.; 
SV8.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.; 
d*im..  14  X  90;  2  pump,  eng.;  cIms.  trip.;  cap. 
day,  250,000  gals.;  mams,  c.  i.,  12  m.,  4  to  » 
in.  dia.;  58  hyd.;  60  v.;  met,  600;  600  serv.; 
pipe,  lead;  pres.,  dora.  &  f.  40  lbs.;  cona.  day, 
110,000  gals.;  wks.  owned  by  city. 

MENDON,  p.  621.  F.  dept.— 2  c.  eng.,  1  hand 
eng. .12  haid  ex..  1  h.  &  1.  trk..  1  hoae  reel.  660 
ft.  hoee;  t  al.,  bell. 

METAMORA.  p.  600.  P.  dept.--l  ^^<»g.,  8  c. 
hand  ex.,  200  ft.  hoee;  f.  al.,  bell;  16  part  pd. 
men. 

MIAMI8BURQ.  p.  4.271;  f.  area,  » 60  a.;  mere, 
bldga..  bk.,  2  to  4  stor.;  priv.,  bk.  k  wd.,  2  ■tor., 
wdT  rtfc  perm,  in  f.  area;  fwks.  Jt  combt.  ord.; 
causes  of  f.  inv.  F.  dept.—-!  str.,  1  ^  eng.,  2  C. 
hand  e».  1  h.  &  1.  trk..  2  hose  wajf.,  2  hrs. ;  hose, 
cot.,  rub.  lined,  gd.,  2.000  ft.;  inf.,  600  ft.;  tot. 
hSsi,T600  ft!;"  al..  bell  *  wh  ;  /fL  eqirip^ 
$8,000;  val.  bldga..  $2,000;  exp.  dept.,  $1,800;  tot 
mem.  28.  pd.  full  time  1,  vol  17;  undrs.  rathig, 
fifth  class.  ,,  .  4.  , 

Water  Supply— Src,  wells,  H  m.  ™- .^^J-i 
sys..  pump  dir.;  2  pump.  eng..  »p.  <*«?;  *»?®  V  ♦« 
irals.,  class  comp.  dup.;  mains,  iron,  IS  m.,  *  to 
14  in.  dia.;  96  hyd.;  76  v.;  94  met;  97  serv.; 
iipe  lead;  pres..  dom.  70  lbs.  f.  120  «».;  jcf. 
$77,000;  cost  mtce.,  $2,600;  wks.  owned  by  city. 

MIDDLEPORT,  p.  S.194;  f.  area,  200  a.;  bldgs,, 
bk.  Sl  wd.,  1,  2  dc  8  stor.;  wd.  rfs.  perm.;  combt 
ord.  F.  dept.— 1  str.,  1  hand  eng..  2  hose  wag., 
hose,  cot.  rub.  lined,  gd..  J.OOO  ft;  rub.  g^., 
8,000  ft;  tot  hose,  6.000  «t.;  f.  al..  bell;  val. 
equip..  $i,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$100;  tot  mem.  86,  pd.  part  time  1.  vol.  86: 
undrs.  rating,  fourth  class.  

Water  Supply— Src.  riv.;  sys.,  P""*?  *<>  '^-  * 
dir.;  stdp.  cap..  250.000  «ds.;  '•«^,  <»P-;  260.000 
gals.;  mains,  4  m.;  23  hyd.;  °»«S  ^^%*o^<fSX 
Som.*107  lbs.,  f.  107  lbs.;  cons.  day.  180,000 
gals.:  cost  $80,000;  cost  mtce..  $2,600,  wks. 
owned  by  Co. 

MIDDLETOWN,  p.  18,162;  f.  area.  1,700  a.; 
mere,  bldgs.,  bk.  A  wd..  1  to  4  stor.;  pnv.,  bk. 
k  wd.,  2  stor.;  wd.  rfs.  perm.;  causes  of  f.  inv. 
F.  dept— 2  auto,  trks.,  6  c.  hand  ex.,  1  h.  &  1. 
trk.,  2  hose  wag.,  1  hose  reel,  2  hrs^;  hose,  cot 
rub  lined,  gd..  4.000  ft;  f.  al.,  5«mewell,  39 
bx  •  vil  equip.  $8,000;  val.  hh\^.,  $5:0,000;  exp. 
dept,  $1  MOO;  tJtmera.  10,  pd.   full  time;  undw. 

ratiiia:,    fourth    class.  ...  * 

Witer  Supply— Src,  well,  1,000  «t. J>us.  c^t. ; 
sys.,  pump  dir.;  pump,  eng.,  cap.  day  8.000.000 
gSs.;  maSis,  c  i..  27  m..  4  to  6  in.  df-  268 
hvd;  70  v.;  260  met;  1,600  serv.;  pipe.  l«ad; 
SJ«:,  dom.  60  lbs.,  f.  160  lbs.;  cost  $265,000; 
cost  mtce,  $6,000;  wks.  owned  by  city. 

MILAN,  p.  696;  f.  area.  10  a.;  mere  bldgs., 
bk.  dc  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd  jrfs. 
perm.  F.  dept— 1  h.  &  1.  Jr^..  1  hose  car.;  hose, 
SSL,  rub.  lined,  gd.,.  800  ft;  in-.  800  ft.;  tot 
hose.  1,100  ft;  f.  al.,  beU;  val.  bldgs.,  $100,  tot 
mem.,  6  vol.;  undrs.  ratmg,  4%   class. 

Water  Supply— Src,  spr.;  sys.,  pump  dir.,  res. 
cap.,  1,600,000  gals.;  pump,  eng.,  cap.  day  1.000,- 
000  g^ls.;  mains.  2%  m.,  4  to  8  "i.  dia.;  26 
hyd.;  13  v.;  70  serv.;  pres.,  dom.  40  lbs.,  X.  BO 
to  100  lbs.;  cons,  day,  40.000  gals.;  cost  $26,- 
000;  cost  mtce.,  $2,600;  wks.  owned  by  town. 
MILFORD.  p.  1.821.  F.  dept— Not  repoited._^ 
Water  Supply— Src,  8  wells,  Bituated  %  «n.^J«- 
cent;  sys.,  dir.  pres.;  stdp.  cap.,  100,000  gals., 
2  pump,  eng.,  class  comp.  dup.;  mains,  c.  i.,  lu 
m.,  1  to  10  in.  dia.;  51  hyd.;  J<5  v.;  met.  10, 
360  »erv.;  pipe,  galv.  i.;  pres.,  dom.  110  Ijs..  '. 
120  lbs.;  coiw.  day,  261,000  gaU.;  cost,  $325,- 
000;  cost  mtce.,  $1,200;  wks.  owned  by  city. 

MILFORD  CENTER,  p.  686;  f.  area.  180  ».; 
mere  bldgs.,  bk.  &  wd.,  1  &  2  ftor. ;  Pri^  bk.  * 
wd..  2  stor.;  wd.  rfs.  perm,  in  f.  area,  causes  of 
?  tov.  F.  dept.-l  h.  &  1.  trk.,  1  li^ose  wag..  1 
hose  car.;  hose,  cot,  nib.  lined,  K<»;«,.1»?00  ft,,  t 
al..  telp.;  val.  eouip.,  Jl.OOO;  val.  bldgs.^1.200. 
tot.  mem.,  18  vol.;  undrs.  rating,  fifth  class. 


Water  Supply — Src,  spr.,  in  bus.  cent.:  sets-.  <*»- 

gres.;  2  pumps,  cap.  day  4,000,000  gala.,  oam 
orisontal  dup.;  mains,  1%  m-.  4  to  8  m.  dm.; 
14  hyd.;  pres,,  dom.  20  lbs.,  f.  100  Ibfc^:  eost, 
$18,600;  cost  mtce.,  $3,000;  wks.  owned  by  c«y- 

MILLERSBURQ,  p.  2.020;  f.  area.  SOO  «.;  mtc 
bldgs.,  bk.  ac  stn..  2  dc  8  stor.;  priv.,  wd-  ^J*-*  1 
ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  s  eomlit.  m. 
F.  dept-— 2  hand  eng.,  4  c  hand  e^,  1  >>-,«_i 
trk.,  2  hose  car.;  hose,  cot,  mb.  lineo,  go.,  i.w* 
ft;  rub.,  gd.,  400  ft;  tot  hose,  2.000  ft-;  f.  i^ 
beU;  val.  equip.,  $8,600;  vaL  bldgs.,  $25,000; 
tot.  mem.,  88  vol.;  undrs.  rating,  fourth  daaa. 

Water  Supply — Src.  well,  %  m.  bus.  cent.;  sys. 
pump  to  res.  k  dir.;  res.  cap.,  30,000  gmU.;  - 
pump,  eng.,  class  comp.;  cap.  day,  500.000  z*l^, 
mains,  c  i.,  4%  m.,  4  to  10  in.  dia.:  5£  hy  l: 
26  v.;  met.,  3;  570  serv.;  pipe,  wrt.  i.  *  le^d; 
pres.,  dom.  k  f.  80  lbs.;  cons,  day,  600,000  gal*-; 
cost,  $60,000;  cost  mtce.,  $4,500;  wks-  owT»ed  t^ 
city. 

MINERAL  CITY,  p.  1,082.  F.  dept.-— 1  K.  eag^ 
1  h.  &  1.  trk.,  600  ft  hose;  mem.  12,  pd.  part 
time;  undrs.  rating,  4%  dass. 

Water  Supply — Sys.,  grav.;  2  pumpa;  pres.,  »0 
to  100  lbs.;  hyd.,  80;  mains,  6  m. 

MINERVA,  p.  1,886;  f.  area,  460  a.;  mere, 
bldgs..  wd.  9l  bk.,  2  Ac  8  stor.;  priv.,  wd-,  2  ato*.; 
wd.  rfs.  perm.  F.  dept— 4  c  hand  «.,  2  boae 
wag.,  ladders,  *c,  2  hose  car.;  hose,  nib.,  gd..  95« 
ftT;  inf.,  800  ft.;  tot  hose,  1,260  ft;   L  al.,  bdl; 

val.    equip.,    $600;    val.    bldgs.,    $600;     tot. 

16  vol.;  undrs.  rating,  fourth  clasa. 

Water  Supply — ^Src,  weU  9t  creek;  sgrB., 
to  stdp.;  stdp.  cap.,  68,000  gals.;  pump,  eau  ,  .. 
day  1,860.000  gals.;  mains,  c  i.,  8  m.,  4  to  8  c^ 
dia.;  29  hyd.;  18  v.;  1»8  serv.;  pres..  dom.  €5 
lbs.,  f.  72  lbs.;  cost  $16,000;  cost  jntcc,  $7d0: 
wks.  owned  by  city. 

MINGO  JUNCTION,  p.  4.049;  f.  area,  1,500  a.; 
mere  bldgs.,  bk.,  2  &  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  penn.;  fwks.  &  combt  ord.  F.  d^--^ 
hose  car.;  hose,  cot,  rub.  Imed.  go.,  1,350  rt; 
f.  al.,  bell;  val.  bldgs..  $600;  tot  mem.,  75  ^tou; 
undrs.  rating,  fourth  dass. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  vn^ 
pump  to  res.  Jt  dir.;  mat,  bk.  A  cem.;  rea-  cap-, 
750,000  gals.;  pump,  eng.,  cap.  day  l.OOO.Oje 
gaU.;  mains,  16  m.,  2  to  8  *«.  dm.;  ««  "^yj: 
met.,  30;  60  serv.;  pres..  dom.  12<>  JJjR;.  «•  1" 
lbs.;  cons,  day,  600,000  gaU.;  cost,  $60,000;  eo* 
mtce.,  $4,000;  wks.  owned  by  Co. 

MINSTER,  p.  1.688;  f.  area,  060  a.;  mere. 
bldgs.,  bk.  k  wd..  1  to  8  stor.;  pnv.,  bk.  A  wdj, 
2  stor.;  -wd.  rfs.  perm,  in  f.  area;  ^UMa  of  L 
inv.  F.  dept — 2  hand  eng.,  10  c  hand  ex.,  I 
hose  car.;  hose,  cot.,  nib.  lined,  gd.,  2.000  ir.: 
fair,  1,000  ft;  tot.  hose,  3,000  ft;  f.  al.,  bfll  « 
telp.;  exp.  dept,  $60;  tot  mem.,  97  \oL;  un^irs- 
rating,   fifth   class. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sys.. 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  mat. 
stl.;  res  cap.,  275,000  8[als.;  2  pump,  eng.;  cap. 
day,  1,000,000  gals.;  mains,  c  L,  6%  m.,  4  to  f* 
in.  dia.;  96  hyd.;  30  v.;  75  met;  75  ser*.;  pr.^-. 
dom.  60  lbs.,  f.  100  lbs.;  cons.  day.  lOO.OvS 
gals.;  cost,  $48,000;  wks.  owned  by  city. 

MONROEVILLE,  p.  1.162;  f.  area,  1  aq.  m.; 
mere,  bliigs.,  bk.,  2  &  3  stor.;  priv.,  wd.,  i  stor.: 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept.— 1  str.,  1  h.  &  L  trk.,  2  c  hand  ea.,  4  hotf 
wag.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft.;  rtix. 
gd.;  1,000  ft;  inf.,  200  ft.;  tot  hose,  2.400  ft: 
f.  al.,  bell  &  wh.;  val.  equip.,  $26,000;  val.  bldo., 
$8,000;  exp.  dept,  $200;  tot  mem.,  10  voL; 
undrs.  rating,  fourth  dass.    ^^  ,     ^ 

Watsr  Supply— Src,  nv.,  20  ft  bufc  cent. ;  sya. 
grav.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  100.00« 
gals.;  mains,  6  m.;  85  hyd.;  pr^,  dom.  50  B»-^^ 
86  lbs.;  cons,  day,  160,000  gahL;  coat  f 86.000; 
cost  mtce..  $2,100;  wks.  owned  by  town. 

MONTPELIER,  p.  2,769;  f.  «««*»  *«0  ».;  mm. 
bldgs.,  bk.  &,  wd.,  2  stor.;  priv.,  1^  ft  S  ster^ 
wd.  rfs.  perm.  F.  dept.— 1  hand  eng.,  IS  c  load 
ex.  1  h.  &  L  trk.,  1  hose  car.;  hoae,  eot.  m 
Sk,  gS:,  1,200'  ft:  inf.,  800  ft;  tot  koye,  1^* 
ft;  f.  al.,  bell;  val  equip.,  ♦L^^OJ  «HJ**fe 
$600;  exp.  dept.  $140;  tM.^cm.  20,  pd.  psit 
time;  undrs.  rating,  fouitli 


c-296 


FIRE   DEPARTMENTS   AND   WATER   SUPPLY— OHIO. 


NEWBURQH,  p.  6,816.     F.  dept — 1  hoae  wtf., 
1.200  ft.  hose.;  val.  equip.,  $100;  toI. 
Water  Supply — Src.,  Lake  Erie. 

NEW  CARLISLE,  p.  1,068.  F.  dept.— 1  itr.,  1 
h.  Sl  1.  trk.,  1.500  ft.  hoae;  tot.  mem.  20,  pd.  part 
time;  undrs.  rating,  fifth  daaa. 

Water  Supply — 'Stc.  wells.  ^  m.  bus.  cent.; 
sys.,  pump  to  6tdp.;  2  pump,  eng.,  class  trip.;  pres.. 
dom.  60  lbs.,  f.  70  lbs.;  cost,  $25,000;  wka. 
owned  by   city. 

MEWCOMERSTOWN,  p.  2,948;  f.  area,  400  a.; 
mere,  bldgs.,  bk.  jc  wd.,  2  stor.;  priv.,  wd.,  J 
►tor.;  wd.  rfs.  not  perm.;  fwka.  dc  combt.  ord.  F. 
dept. — 1  hand  dc  c.  eng.,  1  h.  *  1.  trk.,  8  hoae 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.;  rub., 
gd.,  600  ft.;  tot.  hose.  1,700  ft.;  f.  al.,  bell  k 
wh.;  val.  equip.,  $1,700;  tot.  mem.  60,  pd.  part 
time  1,  vol.  40;  undra.  rating,  fourth  class. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.:  sys., 
grav..  pump  to  res.;  res.  cap.,  1,500,000  gals.;  2 
pump,  eng.,  cap.  day  1,000,000  gals.;  mains,  c.  i., 
7  m.  4  to  12  in.  dia.;  60  hyd.;  250  met.;  300 
serv.;  pres.,  dom.  A  f.  110  lbs.;  cons,  day,  250,000 
gals.;   cost,  $75,000;   wks.   owned  by  priv.   Co. 

NEW  HOLLAND,  p.  804;  f.  area,  75  a.;  mere, 
bldgs.,  bk.,  1  to  2  stor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  in  v.  F.  dept. — 1  c  eng.,  1  ladder 
wag.,  1  hose  wag.;  hose,  rub.,  gd.,  200  ft.;  val. 
equip.,  $2,500;  vol.   20. 

NEW  LEXINGTON,  p.  2,669;  f.  area,  200  a.; 
mere,  bldgs.,  cone.  6i  bk.,  2^3  stor.;  priv.,  stn., 
wd.  &  bk.,  2  stor.;  wd.  rfs.  not  perm.;  oausea  of 
f.  inv.  F.  dept. — 2  c.  eng..  1  hand  eng.,  15  c. 
hand  e.v.,  1  h.  &  1.  trk.,  3  hose  reels;  hose,  cot., 
rub.  lined,  gd.,  1.400  ft.;  f.  al..  bell;  val.  equip., 
$3,400;    tot.    mem.,    40    vol.;    undrs.    rating,    fifth 

Water  Supply — Src,  10  large  cisterns  Sl  spr. 

NEW  LONDON,  p.  1,667;  mere,  bldgs.,  bk.  k 
wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
no  fwka.  ord.  F.  dept. — 1  c.  eng..  12  c.  hand 
ex..  2  hose  car.;  hose,  rub.,  gd.,  900  ft.;  inf.,  300 
ft.;  tot.  hose  1,200  ft.;  f.  al.,  bell  6l  wh.;  val. 
equip.,  $1,500;  val.  bldgs.,  $3,500;  exp.  dept., 
$200:  tot.  mem.,  12,  pd.  part  time;  undrs.  rating, 
fifth  class. 

Water  Supply — 8  cisterns. 

NEW  MATAMORAS.  p.  711.  F.  depL— 2  hoae 
carta.  900  ft.  hoae;  f.  al.,  bell;  88  vol. 

NEW  PARIS,  p.  870;  f.  area,  800  a.;  mere, 
bldgs.,  mostly  wd.,  2  to  8  stor.;  priv.,  wd.,  1  to 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt. 
ord.  F.  dept. — 4  c.  hand  ex.,  1  h.  dc  1.  trk.;  vaL 
equip.,  $400;  val.  bldgs.,  $100;  exp.  dept.,  $50; 
lot.   mem.,    15   vol. 

Water  Supply — Src,   wells. 

NEW  PHILADELPHIA,  p.  8,642;  f.  area.  1.000 
a.;  mere,  bldgs..  bk.  Sl  stn.,  2  jc  8  stor.;  priv.,  wd., 
1^  jc  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt. 
ord.;  cauaes  of  f.  inv.  F.  dept. — 4  c.  hand  ex.,  2 
h.  k  1.  trk.,  8  hose  car.;  hoae,  cot,  rub.  lined,  gd., 
8,100  ft.;  rub.,  gd.,  8,000  ft.;  inf.,  100  ft.;  tot. 
hose,  6,200  ft.;  f.  al.,  bell;  vaL  equip..  $8,067; 
vaL  bldgs..  $8,000;  exp.  dept.,  $1,600;  tot.  mem., 
70  vol.;  undrs.  rating,  fourth  daaa. 

Water  Supply — Src,  wells  k  riv.;  sys..  pump  to 
res.;  res.  cap.,  2,000,000  gals.,  loc  1  m.  city;  2 
pump,  eng.,  cap.  day  4,600,000  gals.;  mains,  12 
m.,  6  to  12  m.  dia.;  120  hyd.;  60  v.;  met.,  20; 
pres.,  dom.  100  lbs.,  f.  100  lbs.;  cost.  $100,000; 
wks.  owned  by  Co. 

NEW  RICHMOND,  p.  1,788;  f.  area,  760  a.; 
mere,  bldgs.,  bk.  k  wd..  1  to  8  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hand  eng.,  2  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  1.000  ft.;  inf., 
600  ft.;  tot.  hoae,  1,600  ft.;  f.  al..  bell;  exp.  dept, 
$886;  tot  mem.,  20  voL;  undrs.  rating,  fourth 
dass. 

Water  Supply — Src,  riv.  k  cisterns;  sys.,  grav. 
k  pump  to  res.;  res.  cap.,  750,000  gala.;  mains, 
6  m.,  4  to  10  in.  dia.;  60  hyd.;  pres..  f.  80  lbs. 

NEW  STRAITSVILLE,  p.  2,242;  f.  area,  1,000 
a.;  mere,  bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv., 
bk.  k  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  cauaes  of  f.  inv.  F.  dept — 2  hand 
eng.,  20  c  hand  ex.,  2  hose  wag.;  hoae,  cot,  rub. 


lined,  gd.,  1,600  ft;  f.  aL,  bcU;  vaL  eqidpu. 
$4,000;  val.  bidga.,  $6,000;  exp.  dept,  $125: 
tot.  mem.,  12  vol.;  undrs.  rating,  Hfth  daaa. 

NEW  VIENNA,  p.  793.  F.  dept — 1  h.  ft  L  txk., 
2  hoae  reels,  2  c  hand  ex.,  1,000  ft.  hoae;  f.  aL, 
bell;   16  part  pd.  men. 

NEW  WASHINGTON,  p.   889.      F.    dept.— 1  ?» 

eng.,  1  c.  eng.,  1  c.  hand  ex.,  2  hose  w«g.;  1k^<«. 
cot.,  rub.  lined,  gd.,  800  ft.;  rub.,  gd.,  300  ::.; 
tot.  hoae,  I.'IOO  ft.;  f.  al..  bell;  vaL  equip.. 
$2,000;    exp.   dept.,   $200;   tot.   mem.,    45    voL 

NEWTON  FALLS,  p.  757;  f.  area,  600  a.;  ram. 
bldgs.,  wd.  k  bk.,  2  stor.;  priv.,  wd.,  2  star.;  «d. 
rfs.  perm.;  fwks.  k  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  k  1.  trk.,  2  hose  car.;  hose,  cou 
rub.  lined,  sd.,  1,000  ft;  f.  al.,  bell;  vaL  eqnip^ 
$2,000;  val.  bldgs..  $6,000;  exp.  dept.,  $150; 
tot.  mem..  12  vol. 

Water  Supply — Src,  riv.,  cisterns  Ac  well;  S9 
hyd.;  pres.,  60  to  67  lbs. 

NILES,  p.  8,361;  f.  area,  1,000  a.;  mere  bldgs.. 
bk.  k  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd 
rfs.  perm,  in  f.  area;  causes  of  f.  inr.  F.  dept — 
1  comb,  c  k  h.  wag.,  2  c  hand  ex.,  1  boee  waf^ 
1  hose  reel,  2  hrs.;  hose,  cot,  rub.  lined,  gd^ 
1.700  ft;  inf.,  600  ft;  tot  hose.  2,200  ft;  t 
al.,  bell;  val.  equip..  $2,600;  vaL  bldgs.,  $8,000; 
exp.  dept,  $1,200;  tot  mem.,  12  voL;  midra.  rax- 
ing, fourth  class. 

Water  Supply — Src,  Mahoning  riv.,  ^  m.  V«» 
cent;  sys.,  pump  to  res.  k  dir.;  rea.  cap.,  500,00C 
gala.;  2  pump,  eng.,  cap.  day  2,000,000  gais.; 
mains,  c.  i.,  25  m.,  4  to  14  in.  dia.;  2.10  n.^i-. 
150  v.;  110  met;  1,800  serv.;  pipe,  lead;  pres- 
dom.  &  f.  90  lbs.;  cons,  day,  1,000,000  c-«l*- 
cost,  $200,000;  cost  mtce.,  $1,600;  wka.  oaiiii 
by   city. 

NORTH  BALTIMORE,  p.  2,603;  f.  sres«  649 
a.;  mere,  bldgs.,  bk.  k  wd.,  1  to  8  stor.;  piiv.,  bk 
k  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 1  acr. 
trk.,  4  c  hand  ex.,  1  h.  &  L  trk.,  1  hose  wag.,  i 
hose  car.;  hoae,  cot,  rub.  lined,  gd.,  2,S00  ft.: 
inf.,  700  ft;  tot  hoae,  8,000  ft;  f.  aL.  beU  li 
wh.;  val.  equip.,  $8,786;  vaL  bldgs.,  $6,000;  exp. 
dept,  $847;  tot  mem.,  27  voL;  undrs.  ratine, 
fourth  class. 

Water  Supply — ^Src,  wells,  ^  m.  bus,  ctn: 
sys.,  pump  to  stdp. ;  stdp.  cap.,  16G.400  ic^.--. 
dim.,  16  X  no;  res.  cap..  1,000.000  gaU.:  - 
pump,  eng.,  cap.  day,  2,000,000  gals.;  mdiT:> 
c.  i.,  6%  m.,  4  to  12  in.  dia.;  80  hyd.;  33  nr 
175  aerv.;  pres.,  dom.  46  lbs.,  f.  60  lbs.;  cgsn- 
day,  150,000  gals.;  coat,  $60,000;  wks.  ownei 
by  priv.  Co. 

NORTH  LEWISBURQ,  p.  798;  f.  area.  600  a.: 
mere,  bldga.,  bk.  k  wd.,  2  to  8  stor.;  priv..  bk 
k  wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area. 
fwks.  k  combt  ord.;  causes  of  f.  inv.  F.  dept— 
1  stm.  eng.,  2  comb,  c  k  h.  wag.,  1  h.  A  L  trt^ 
6  c  hand  ex.;  hoae,  cot,  rub.  lined,  gd..  1  '  f 
ft:  f.  al.,  bell;  val.  equip.,  $2,600;  val.  bli^s 
$500;   exp.  dept.,   $100;  tot  mem.,   20    voL 

Water  Supply — Src,  atrm.  k  2  ciatems. 

NORWALK,  p.  7,868;  f.  area,  1,600  a.;  nere. 
bldgs.,  bk.,  2  to  6  stor.;  priv.,  wdL  ft  bk.,  1  » 
8  stor.;  wd.  rfs.  perm.;  fwks.  k  oombt.  ord.; 
causea  of  f.  inv.  F.  dept — 1  auto,  str.,  10  t 
hand  ex.,  1  comb,  c  k  h.  wag.,  1  h.  ft  L  tzk..  I 
hose  wag.,  4  hra.;  hoae,  cot,  rub.  lined,  gd.,  4.0^^ 
ft.;  f.  aL.  wh.  k  bell;  val.  equip.,  $26,000;  val 
bldgs.,  $12,600;  exp.  dept.  $7,600;  tot  mcs. 
23,  pd.  full  time  6,  pd.  part  time  18;  undrs.  ns- 
ing,  fourth  daaa. 

Water  Supply — Src.  rea.  k  riv.,  1%  m.  bta. 
cent;  sys.,  pump  dir.;  stdp.  cap..  681,000  gala; 
res.    cap.,    510.000.000   gala.;    2    pump. 


day  7.600.000  gala.;  maina,  c  L,  29H  nu,  4  to  14 
in.  dia.;   208     hyd.;  98  v.;  met,  60;  l.SOO 


pipe,  galv.  i.  k  )ead;  prea.,  dom.  45  lbs.,  f.  loe 
lbs.;  cons,  day,  2,000,000  gala.;  coat,  $27S,0<»«. 
cost  mtce.,  $6,600;  wks.  owned  by  city. 

NORWOOD,  p.  16.186;  f.  area,  700  a.;  mm. 
bldga.,  bk.,  2  to  6  stor.;  priv.,  bk.  ft  wd..  1  to  S 
stor.;  wd.  rfs.  perm.;  combt.  ord.;  causes  of  1 
inv.  F.  dept. — 1  auto,  jtr.,  2  auto.  comb,  c  A  ^ 
wag.,  1  triple  comb,  auta  wag.,  1  autou  h.  &  L 
trk.,  1  auto,  hoae  wag.;  hose,  cot,  tub.  lined,  gd, 
8.000  ft;  f.  aL.  bell,  81  bx.;  tot  mem.  21,  p^ 
full  time;  undrs.  rating,  fourth  class. 
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ft.  northeast  Tillage;  pump,  eng.,  cap.  day  1,000 
bbU.;  mains,  iron,   1   4-5  m.,  6  in.  dia.;  21  hjd.; 

9  v.;  met.,  20;  76  aenr.;  pipe,  galv.  i.;  prea., 
dom.  &  f.  70  to  90  lbs.;  coat,  $8,000;  cost  mtce., 
$300;  wks.  owned  by  village. 

PIKETON,    p.    668.      F.    dept. — 1    h.    eng.,    1    c. 
eng..   1   c.   ex..   500   ft.  hose;   f.  al.,  bell;    16   vol. 
water  Supply — Src,  riv.  ft  cisterns. 

PIONEER,  p.  060.  F.  dept. — 1  hand  eng.,  8  c. 
band  ex.,  1  ladder  trk.,  1  hose  trk.,  2,000  ft.  hose: 
f.  al.,  bell;  25  part  pd.  men. 

PIQUA,  p.  13.888;  f.  area,  2,000  a.;  mere, 
bldgs..  8tn.  &  bk.,  1  to  5  stor.;  priv.,  stn.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  1  h.  jc  L 
trk.,  2  comb.  c.  ft  h.  wag.,  1  c  eng.,  8  c.  hand 
ex.,  1  aer.  trk.,  2  hose  wag.,  2  hose  car.,  9  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  4,000  ft.;  rub.,  gd.,  400 
ft.;  inf.,  2.400  ft;  tot.  hose.  6,800  ft.;  f.  aL, 
Gamewell,  23  bx.;  val.  equip.,  $35,000;  val.  bldgs., 
$25,500;  exp.  dept.,  $20,000;  tot.  mem.  14,  pd. 
full  time;  undrs.  rating,  third  class. 

Water  Supply — Src,  Erie  canal,  1  m.  bus.  cent; 
sys..  pump  dir.;  3  pump,  eng.,  cap.  day  6,500,000 
gals.;  mains,  c.  i.,  28  m.,  4  to  12  in.  dia.;  218 
hyd.;  101  v.;  1,680  serv.;  pipe,  lead  ft  galv.  L; 
pres.,  dom.    40   lbs.,   f.   90  lbs.;   cons,   day,    1,500,* 

000  gals.;  cost.  $131,869;  cost  mtce.,  $6,000; 
wks.  owned  by  city. 

PLAIN  CITY,  p.  1,407;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  1^  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 2  c.  eng.,  4  c  hand  ex.,  1  h.  ft  L  trk.,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft; 
rub.,  gd.,  1,000  ft.;  tot.  hose,  2,500  ft;  f.  al., 
bell;  val.  equip.,  $4,000;  val.  bldgs.,  $2,500;  exp. 
dept.,  $100;  tot.  mem.,  20  vol.;  undrs.  rating, 
fourth  class. 

Water  Supply — Src,  wells,  H  m*  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  class  comp.  dup., 
cap.  day  2,000,000  gals.;  mains,  c.  i.,  5hk  iQm  4  to 

10  in.  dia.;  33  hyd.;  4  met;  800  serv.;  pipe, 
lead;  pres.,  dom.  45  lbs.,  f.  180  lbs.;  cost,  $40,* 
000;  cost  mtce.,  $1,800;  wks.  owned  by  city. 

PLEASANT  CITY,  p.  788;  f.  area,  800  a.;  mere 
bldg^.,   bk.   ft  wd.,   2   to  8   stor.;  priv.,   bk.  ft  wd., 

1  to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng., 
10  c.  Iiand  ex.,  2  hose  our..  8  ladders;  hose,  cot., 
rub.  lined,  gd.,  600  ft.;  inf.,  200  ft.;  tot.  hose, 
800  ft.;  f.  al.,  bell;  val.  equip.,  $10,000;  val.  bldgs., 
$5,000;  tot  nieni.,   24  vol. 

PLEASANT  HILL,  p.  571.  F.  dept—l  hand 
eng.,  2  c  hand  ex.,  1  hose  cart,  1  h.  ft  1.  trk.  ft 
bucket  trk.,  500  ft.  hose;  f.  al.,  bell;  81  part  pd. 
men. 

PLYMOUTH,  p.  1,314;  bldgs.,  bk.,  2  stor.;  priv., 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord. 
F.  dept. — J  c.  <?ng.,  4  c.  hand  ex.,  1  h.  A  1.  trk.; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell  ft 
telp. ;  val.  equip..  $2,500;  val.  bldgs.,  $1,000;  exp. 
dept.,  $200;  lot.  mem.,  20  vol.;  undrs.  rating, 
fourth   class. 

Water  Supply — Src,  wells,  ^,  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  55,000  gals.;  mat, 
stl.;  2  pump,  eng.,  oap.  370,000  gals,  day;  mains, 
4Vi  ni..  4  to  6  in.  dia.;  45  hyd.;  28  v.;  met., 
135;  215  serv.;  pres.,  dom.  75  lbs.;  cons,  day, 
100,000   gals.;   cost,   $24,000;   wks.   owned   by  city. 

POMEROY,  p.  4,028;  f.  area,  2,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 1  str.,  1  c.  eng.,  2  c  hand  ex.,  1  h.  ft  L 
trk.,  2  hose  wag.,  4  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,800  ft.;  inf.,  2,000  ft;  tot  hose, 
3,800  ft;  f.  aL,  bell;  val.  equip.,  $11,000;  vaL 
bldgs.,  $4,500;  exp.  dept,  $1,000;  tot.  mem.  00, 
pd.  full  time  5,  vol.  85;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.,  1%  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  800,000  gals.;  S 
pump,  eng.,  cap.  day  1,500,000  gals.;  mains,  c  i., 
8^  m.,  4  to  8  in.  dia.;  45  hyd.;  35  v.;  met., 
460;  600  serv.;  pres.,  f.  115  lbs,;  cons,  day,  208,- 

000  gals.;  cost,  $87,000;  wks.  owned  by  Co. 

PORT  CLINTON,  p.  8,007;  f.  area,  50  blocks; 
mere  bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.     F.  dept. — 1  str.,  1  hand  eng., 

1  h.  ft  1.  trk.,  3  hose  reels;  hose,  rub.,  gd.,   1,800 


ft;  f.  al.,  bell;  val.  equip.,  $6,000;  vaL  bUg^, 
$6,000;  exp.  dept,  $600;  tot.  mem.  SO,  pd.  M 
time  1,  vol.  29;  undrs.  rating,  fourth  claasL 

Water  Supply — Src,  lake,  %  m.  bus.  ccbL; 
sys.,  pump  dir.  to  mains;  pump,  eng.,  class  amf^ 
cap.  day  2,000,000  gals.;  mains,  c.  L,  9^  bl, 
6  to  14  in.  dia.;  67  nyd.;  40  v.;  800  serr.;  pi;«. 
iron;  pres.,  dom.  60  lbs.,  f.  115  Ibe.;  coos.  day. 
500,000  gals.;  cost,  $48,000;  cost  mtce.,  $5,»00i 
wks.  owned  by  city. 

PORTSMOUTH,  p.  28,481;  f.  area,  2,000  l: 
mere  bldgs.,  stn.,  wd.  ft  bk.,  1  to  6  stor.;  priv., 
stn.,  bk.  &  wd.,  2  stor.;  wd.  rfs.  perm.;  fwU.  t 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  sxi.,  6 
c  eng.,  1  h.  ft  L  trk.,  5  hose  car.,  12  his.;  bote, 
cot,  rub.  lined,  gd.,  4,000  ft;  inf.,  2,000  ft.; 
leather,  1,000  ft;  tot  hose,  7,000  ft;  f.  tL. 
Gamewell,  68  bx.;  vaL  equip.,  $25,000;  vaL  blds&. 
$30,000;  exp.  dept,  $20,237.80;  tot  mem.  Is, 
pd.  full  time  14,  pd.  pan  time,  4;  undr».  nut^. 
third  class. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  I 
pump,  eng.,  cap.  day  8,000,000  gals.;  mains,  c  i.. 
37  m.,  4  to  16  in.  dia.;  200  hyd.;  100  v.;  4,809 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cons,  day,  2,500,000  gals.;  cost,  $430,000;  coif 
mtce.,  $11,000;  wks.  owned  by  city. 

PRAIRIE  DEPOT,  p.  815.  F.  dept — 1  haisi 
eng.,  1  hand  hose  reel;  f.  al.,  telp.  ft  bell;  17  (on 
pd.  men. 

PROSPECT,  p.  945.  F.  dept. — 1  h.  eng.,  1  c. 
eng.,  1  h.  ft  1.  trk.;  hose,  2,200  ft;  voL;  f.  iH, 
bell;   undrs.  rating,  hfth  class. 

Water  Supply — Src,  wells;  pump,  eng.,  ha&d 
pumps. 

QUAKER  CITY,  p.  746;  f.  area,  1  aq.  m.;  mere 
bldgs.,  wd.  ft  stn.,  1  to  8  stor.;  priv.,  1  to  S  slof.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  cause* 
of  f.  inv.  F.  dept. — 5  c.  hand  ex.,  1  h.  ft  L  u*^ 
1  hose  wag.,  100  ft.  hose;  I.  al.,  bell;  vaL  c-quii-. 
$500;  val.  bldgs.,  $200;  tot.  mem.,   50    vol. 

Water  Supply — Src,  creek  ft  wells. 

QUINCY,  p.  845;  f.  area,  500  a.;  mere  bldg^- 
bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.  ft  bk.,  1  to  1 
stor.;  wd.  ris.  perm,  in  f.  area;  fwks.  ft  coatiL 
o«rd. ;  causes  of  f.  inv.  F.  dept — 1  auto,  st:.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  1  hose  reel;  bose,  cr.. 
rub.  lined,  gd.,  1,100  ft.;  f.  aL,  bell;  val.  eqw- 
$1,500;  val.  bldgs.,  $1,200;  exp.  dept.,  $7^  u^ 
$100;    tot.   mem..   23,  pd.   full  time  3,    vol.    t^j. 

RAVENNA,  p.  5,310;  f.  area.  970  m.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  vi 
rfs.  not  perm.;  causes  of  f.  inv.  F.  dept— 4  e. 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  reel,  4  hn.;  boie, 
cot,  rub.  lined,  gd.,  2,600  ft.;  f.  aL,  telp.;  ^tl 
equip.,  $7,000;  vaL  bldgs.,  $3,000;  exp.  depu 
$800;  tot  mem.  16,  pd.  part  time;  undrs.  raiinf. 
fourth  class. 

Water  Supply — Src,  lake,  Iht  m.  bus.  c^tvi . 
sys.,  pump  dir.;  pump,  eng.,  cap.  day  4,oUt».i  ■ 
gals.;  mains,  24  m.,  4  to  16  in.  dia.;  150  r;.  ^.; 
J  50  v.;  28  met.;  1,700  serv.;  pipe,  galv.  i.;  \i:^. 
dom.  70  lbs.,  f.  120  lbs.;  cons.  day.  l.OOu.''  ' 
gals.;  cost,  $200,000;  cost  mtce.,  $13,000;  w^>^ 
owned  by   town. 

READING,  p.  8,985;  f.  area,  640  m.;  bldgs..  sta. 
bk.  ft  wd.,  1  ft  2  stor.;  wd.  ris.  perm.  F.  depi. — 
1  h.  ft  1.  trk.  2  hose  car.;  hose,  cou,  rub.  lined, 
gd.,  1,000  ft;  inf.,  400  ft;  tot  hoM,  1.400  ft.; 
f.  al.,  bell  ft  wh.;  vaL  equip.,  $1,000;  undt*. 
rating,   first  class. 

Water  Supply — Src,  wells,  hi  m.  bus.  cesL; 
sys.,  pump  to  res.  ft  dir.;  res.  cap.,  l.OOO.OOO 
gals.,  loc  on  hill  near  city;  8  pump,  eng.,  cU» 
dup.,  cap.  day  2,000,000  gals.;  mains,  c.  L.  9  ta^ 
3  to  10  in.  dia.;  69  hyd.;  60  v.;  met,  429;  4.> 
serv.;  pipe,  lead  ft  c  L;  pres.,  dom.  ft  f.  90  lbs., 
cons,  day,  95,323  gals.;  cost  $35,000;  coe:  c4 
mtce.,   $3,500;   wks.   ovmed  by  citj*. 

REPUBLIC,  p.  475.  F.  dept—l  hand  eng..  1 
hose  reel,  1  h.  ft  L  trk.,  150  ft.  hose;  f.  sL,  bell; 

1  pd.  man  ft  vol. 

RICHWOOD,  p.  1.729;  f.  area,  06  a.;  mete 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  IH  ant^i 
wd.  ris.  not  perm.;  fwks.  ft  cwnbt  ord.;  caoMi 
of  f.  inv.     F.  dept. — 1  auto.,  1  str.,  8  c.  bszHi  es.^ 

2  h.  ft  1.  trk.,  2  hose  carts;  hose,  cot.  rub.  Used. 
?d.,  1.000  ft.:  rub.,  t^d..  700  ft:  inf..  SCO  f' : 
tot.   hose,   2.500   ft.;   f.   al..  bell;  val.   equip.,   fIS,- 
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Water  Supply — Src,   walla,   in  boa.   cent;  ajra., 

pump  to  rea.;  rea.  cap.,  40.000  gala.;  pump,  eng., 

cap.  day  40,000  gala.;  maina,  iron,  2H   m-»  4  to 

0  in.  dia.;  28  hyo.;  met.,  80;  86  aenr.;  pipe,  galr. 
L;  prea.,  dom.  80  Iba.,  f.  80  Iba.;  coat,  $9,200; 
coat  mtce.,  $226. 

SHMjOH,  p.  565.    F.  dept. —  1  gaa.  eng.,  c.  hand 


ex.,  1  aer.  trk.,  1  hose  wag.;  hose,  cot.,  rub.  lined, 

fd.,   1,400   ft.;   inf.,   200   ft.;   tot.  hose,   1,600   ft.; 
al.,  telp.  A  bell;  val.  equip.,  $2,5^0;  val.  bidgs., 


$400;  exp.  dept.,  $75;  tot.  mem.   IS,  pd.  part  time 
1,   vol.    12. 

SIDNEY,  p.  0,007;  f.  area,  1,600  a.;  mere, 
bldga.,  atn.,  bk.  k  cem.,  2,  S  Ac  4  ator.;  prir.,  atn., 
bk.,  cem.  8c  wd.,  2  ator.;  wd.  rfa.  perm,  in  f.  area; 
fwka.  St  combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 1 
etr.,  1  aupply  wag.,  6  hand  ex.,  4  pirene  ex..  1  h.  Ac 
L  trk.,  1  hoee  waic.,  1  hand  hoae  reel,  1  diiei'a  wair., 
6  hra.;  hoae,  cot,  rub.  lined,  gd.,  4,600  ft.;  f.  al., 
bell,  20  bx.;  val.  equip.,  $28,078;  vaL  bldga.. 
$8,600;  exp.  dept,  $0,000;  tot  mem.  0,  pd.  full 
time  6.  pd.  part  time  1;  undra.  rating,  fourth  elaaa. 

Water  Supply — Src,  wella  dc  riv.  in  caae  of  f., 
H  m.  bua.  cent.;  aya.,  pump  to  atdp.  Ac  dir.;  at  dp. 
cap.,  300,000  gale.,  loc  on  hill;  2  pump,  eng., 
class  cross  comp.,  cap.  day  3.000,000  gals.;  maina, 
c.  i.,  16  m.,  4  to  12  in.  dia.;  140  hyd.;  125  v.; 
1,600  met.;  1,600  serv.;  pipe,  lead;  pres.,  dom.  60 
lbs.,  f.  125  lbs.;  cons,  day,  800,000  gals.;  coat, 
$130,000;  cost  mtce.,  $14,000;  wke.  owned  by 
city. 

SOMERSET,  p.  1,286;  f.  area,  600  a.;  mere, 
bldga.,  bk.,  atn.  &,  wd.,  2  ator.;  wd.  rfa.  perm.  F. 
dept. — 1  hand  eng.,  1  h.  dc  1.  trk.,  1  hoae  wag.,  t 
hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  1.000  ft; 
inf.,  100  ft;  tot  hoae,  1,100  ft;  f.  al.,  bell;  vaL 
equip.,  $1,800;  ral.  bldga.,  $1,600;  exp.  dept., 
$160;  tot.  mem.,  40  voL;  undrs.  rating,  fifth  daaa. 

Water  Supply — Src,  16  datema,  cap.  160  to 
600  bbl6. 

SPENCERVILLE,  p.  1,748;  mere  bldga.,  bk.  Ac 
wd.,  2  stor.;  prir.,  bk.  k  frame,  1V&  jc  2  ator.;  wd. 
rfa.  perm.;  fwka.  k  combt.  ord.;  cauaea  of  f.  inr. 
F.  dept. — 1  str.,  1  hand  eng.,  8  c  hand  ex.,  2 
boae  car.;  hose,  cot^^  rub.  Imed,  gd.,  1.200  ft; 
inf.,  800  ft;  tot  hoae,  1,600  ft.;  f.  al.,  bell;  tot 
mem.,  40  vol.;  undra.  rating,  fifth  daaa. 

Water  Supply — Src,  wella  k  ciatema. 

SPRINGFIELD,  p.  46,021;  f.  area,  6,760  a.; 
mere  bldga.,  bk.  k  atn.,  2  to  6  ator.;  priv.,  atn., 
bk.  k  wd..  2  ator.;  wd.  rfs.  perm,  in  f.  area;  fwka. 
k  combt  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  comb, 
auto.  pump,  eng.,  2  auto.  comb,  c  k  h.  wag.,  4 
str.,  10  hand  ex.,  2  h.  k  "L  trk.,  1  aer.  trk.,  4 
hoae  wag.,  2  comb.  c.  k  h.  wag.,  1  chiefa  buggy, 
1  fuel  wag.,  1  aupt.  f.  al.  wag.,  31  hrs.;  hoae,  cot, 
rub.  lined,  gd.,  12,000  ft;  rub.  c  hoae,  gd.,  1,000 
ft;  tot.  hose,  18,000  ft.;  f.  al.,  bell,  telp.  k 
Gamewell,  160  bx.;  val.  equip.,  $66,275;  vaL 
bldga.,  $80,000;  exp.  dept,  $69,750.72;  tot.  mem. 
64,  pd.  full  time;  undra.  rating,  third  daaa. 

Water  Supply — Src,  subterranean,  4  m.  bus. 
cent.;  sys.,  pump  to  stdp. ;  stdp.  cap.,  595,000 
gals.;  8  pump,  eng.,  cap.  clay  27,000,000  gals.; 
mains,  c.  i.,  120  m.,  6  to  24  in.  dia.;  822  hyd.; 
1,300  v.;  met,  4,000;  6,274  serv.;  pipe,  lead;  pres., 
dom.  &  f.  95  lbs.;  cons,  day,  7,000,000  gala.;  cost, 
$1,200,000;  co«t  mtce.,  $34,000;  wks.  owned  by 
city. 

ST.  BERNARD,  p.  6,002;  mere  bIdgs.,  stn.,  2 
k  2^  ator.;  priv.,  bk.  k  wd.,  IM  k  2  ator.;  wd. 
rfa.  perm.;  fwka.  ord.;  cauaea  of  f.  inv.  F.  dept—- 
1  comb.  c.  k  h.  wag.,  4  hand  ex.,  1  h.  &  1.  tik., 
3  hoae  reels;  hoae,  cot,  rub.  lined,  gd.,  3,200  ft; 
3  hra.;  f.  al.,  bell,  telp.  k  Gamewell,  27  bx.;  val. 
equip.,  $6,000;  exp.  dept,  $1,980;  tot.  mem.  29, 
pd.  full  time  4,  vol.  25. 

Water  Supply-^Src,  wella,  in  bua.  cent.;  aya., 
pump  to  rea.  k  stdp.;  stdp.  cap.,  270,000  gala.; 
rea.  cap.,  100,000  gals.;  2  pump,  eng.,  cap.  day 
1,000,000  gala.;  maina,  c.  i.,  10  m.,  4  to  10  in. 
dia.;  79  hyd.;  62  v.;  met,  666;  166  aerv.;  pipe, 
lead;  coat,*  $86,000;  cost  mtce.,  $4,600;  wka. 
owned  by  city. 

ST.  CLAIRSVILLE,  p.  1,808;  f.  area,  760  a.; 
mere  bldga.,  bk..  2  k  B  ator.;  priv.,  bk.  k  wd.,  t 
stor. J  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k  combt 
ord.;  cauaea  of  f.  inv.  F.  dept. — 2  hand  eng.,  1 
e.  eng.,  40  e  hand  ex.;  f.  al.,  bell  k  wh.;  vol.; 
undrs.  rating,  fifth  daaa. 


Water  Supply — Src,  wella  k  datema. 

ST.  MARYS,  .\uglaize  Co.,  p.  5,732;  f.  area.  16 
blocks;  mere,  bldgs.,  bk.,  1  to  3  ator.;  priv.,  ttzL, 
bk.  k  wd.,  1  to  2V&  stor.;  wd.  rfa.  not  perm,  in  f. 
area;  fwka.  k  combt  ord.;  cauaes  of  i.  inv.  F. 
dept. — 1  comb.  c.  k  h.  wag.,  1  h.  •&  L  trk.,  2  ho»e 
wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2.500  fi.; 
f.  ii.,  telp.;  val.  equip.,  $6,000;  vaL  bldg&,  $6,000; 
exp.  dept,  $2,200;  tot.  mem.  3,  p<L  full  time: 
undrs.   rating,   fourth   class. 

Water  Supply — Sre,  wella,  M  m.  btn.  eeat; 
aye.,  pump  dir.;  2  pump,  eng.,  cap.  dmj  1,000,000 
'  gala.;  maina,  c.  i.,  14  m.,  2  to  12  in.  dia.;  121 
hyd.;  800  met;  1,000  aerv.;  pipe,  lead;  prea.,  doa. 
60  Iba..  f.  120  Iba.;  coat  $67,000;  coat  mtce 
$1,000. 

ST.  PARIS,  p.  1,261;  f.  area,  1,260  a.:  bldgi. 
bk.  k  wd.,  2  ator.  F.  dept — 1  atr.,  1  h.  ft  L  trt. 
2  hoae  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
rub.,  gd.,  200  ft.;  tot  hoae,  1,200  ft;  f.  aL,  bdl; 
vaL  equip.,  $4,600;  vaL  bldga.,  $8,000;  exp.  dept, 
$260;  tot.  mem.,  60  voL;  undra.  rating,  flfUi  dam. 

Water  Supply---Src.,  wella  k  datens. 

STEUSENVILLE,    p.    22,891;    f.    area,    700   a.; 

mere  bldga.,  stn.,  bk.  Ac  wd.,  2  to  6  ator.;  priT., 
atn.,  bk.  k  wd.,  2  stor.;  wd.  rfa.  perm,  in  f.  area; 
causes  of  f.  inv.  P.  dept. — 1  auto,  triple  comb. 
e  eng.  k  h.  wag.,  2  atr.,  6  c.  hand  ex.,  1  h.  A 
L  trk.,  1  hoae  wag.,  2  hoae  car.,  1  comb,  e  ft  k 
wag.,  8  hra.;  hoae,  cot,  rub.  lined,  gdL,  8,500  ft; 
f.  aL,  elee,  26  bx.;  vaL  equip.,  $85,000;  ▼>! 
bldga.,  $30,000;  exp.  dept,  $18,000;  tot  mea. 
16,  pd.  full  time;  undra.  rating,  third  daaa. 

Water  Supply — Src,  riv.,  2  m.  bua.  cent;  f^B-. 
pump  to  rea.;  atdp.  cap.,  140,000  gala.;  dim.,  20 
X  60;  mat,  stL;  res.  cap.,  13,200,000  gals.:  3 
pump,  eng.,  claaa  vert,  comp.,  cap.  day  6,000,000 
gala.;  mains,  e  L,  49  m.,  4  to  20  in.  dia.;  S64 
hyd.;  257  v.;  met,  100;  4,000  aerv.;  pipe,  lead; 
pres.,  dom.  45  lbs.,  f.   120  lbs.;   cona.  day,  4,000,- 

000  gals.;  cost,  $295,000;  cost  mtce.,  $14,000; 
wks.    owned    by    city. 

STRASBURQ,  p.  8>36;  f.  area,  100  a.;  mere. 
bldgs.,  bk.  ft  wd.,  2  ft  3  ator.;  priv.,  wd.,  1  ft  i 
ator.;  fwks.  ft  combt  ord.     F.  dept — 1  hand  enf., 

1  h.  ft  1.  trk.,  2  hoae  car.;  hose,  cot,  rub.  lined 
500  ft;  inf.,  250  ft;  tot  hoae,  750  ft;  f.  t^ 
wh.;  val.  equip.,  $400;  exp.  dept,  $200;  tot 
mem.,  16  voL 

Water  Supply — Src,  wells,  800  ft  bua.  cent; 
sys.,  grav.  ft  pump  dir.;  rea.  cap.,  86,400  gala;  I 
pump,  cap.  day  500.000  gals.;  maina,  e  i..  5  nu 
4  to  8  in.  dia.;  23  hyd.;  14  v.;  25  met;  175  s*n  : 
pres.,  dom.  87  lbs.,  f.    110  lbs.;  cons,   day,  TO.uOO 

§al8.;  cost.  $13,000;  cost  mtce.,  $500;  wka.  owted 
y   village. 

STIRUTHERS,  p.  3,370;  f.  area,  450  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd 
rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  cao^e? 
of  f.  inv.  F.  dept. — 1  aer.  trk.,  1  hose  wag.,  i 
hose  reels;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft; 
rub.,  gd.,  100  ft;  inf.,  400  ft;  tot  hose,  f  "' 
ft;  f.  al.,  wh.;  vaL  equip..  $3,000;  val.  bMs*. 
$3,500;  exp.  dept,  $75;  tot  mem.  16,  pd.  pin 
time. 

Watev  Supply — Src,  lake,  1%  m.  bua.  ceat; 
sys.,  grav.;  rea.  cap.,  800,000,000  gala.;  mains. 
c  L,  12  m.,  4  to  30  in.  dia-;  52  hrd.;  10  v.;  1S5 
met;  500  serv.;  pres,,  dom.  40  Iba.,  f.  60  Ib«-; 
wks.  owned  by  priv.  Co. 

STRYKER,  p.  1,026;  f.  area,  280  a-;  mere 
bldgs.,  bk.  ft  wd.,  2  ator.;  priv.,  bk.  ft  wd..  ^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  cauaea  of  f.  in'- 
F.  dept — 1  atr.,  1  hand  eng.,  1  h.  ft  L  trk.,  2 
hose  reels;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft; 
inf.,  400  ft;  tot  hose.  1,400  ft;  f.  al.,  bdl:  ^"i 
equip.,  $3,000;  vaL  bldga.,  $1,000;  tot  »««- 
20    vol. 

Water    Supply — Sre,    datema. 

SUNBURY,  'p.  485.  F.  dept. — 1  h.  eng..  1  c 
«ng.,  1  c  ex..  1  hose  wag..  500  ft.  hose;  f.  »'-• 
bell;  vaL  equip.,  $1,000;  voL;  undrs.  rating,  fiWs 
clas'S. 

Water  Supply — Sre,  well;  prea,,  160  Iba.;  M^ 
8;  mains,   ^   m. 

SUGAR  CREEK,  p.   389;   f.   area,   20   a.;  »«J 

bldga.,  wd.,  2  ator.;  priv.,  wd.,  1  to  2  ator.;  •<»• 
rfa.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  caar* 
of  f.  inv.  F.  dept — 1  h.  ft  L  trk.;  hoae,  cot, 
rub,   lined,   gd.,   600   ft;   f.   aL,  beU;   TaL  eq«|u 
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Water  Supply — Sra,  wells,  %  m.  buB.  cent.; 
(iyB.,  pump  to  fitdp.  k  dir.;  stdp.  cap.,  12'o,000 
cals.;  mat,  stL;  2  pump,  enff.,  claaa  comp.  cond.« 
cap.  day  3,000,000  gals.;  mams,  c.  L,  20  m.,  4  to 
16  in.  dia.;  177  hyd.;  122  v.;  met.  402;  1,160 
•erv.;  pipe,  gal  v.  i.  Sl  lead;  pres.,  dom.  80  lbs., 
f.  120  lbs.;  cons,  day,  S50,000  gals.;  cost,  $138,- 
000;   cost  mtce.,   $7,500;   wks.   owned  by   city. 

VEMEDOCIA,  p.  247.  F.  dept. — 1  hand  eng.,  c. 
tk.,   8  hand  c.  ex.,   500  ft.  hose. 

VERMILION,  p.  1,869;  f.  area,  1,800  a.;  mere, 
bldgs.,  wd.,  bk.  ic  stn.,  2  &  3  stor.;  priv.,  wd.,  2 
•tor.;  wd.  rfs.  perm.;  fwks.  ord.  F.  dept. — 1  str., 
1  hand  ens.,  1  h.  jc  L  trk.,  1  hose  car.;  hose, 
cot,  rub.  hned,  gd.,  1,000  ft;  inf.,  250  ft;  linen, 
unlined,  gd.,  100  ft:  poor,  200  ft;  tot  hose, 
1.550  ft;  f.  al.,  bell;  val.  equip.,  $1,300;  vaL 
bldgs.,  $2,000^  exp.  dept,  $800;  tot.  mem.,  38 
vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  lake,  1-6  m.  bus.  cent.; 
ays.,  pump  to  stdp.  &  dir.;  stdp.  cap.,  100,000 
gal8.;  2  uump.  eng.,  cap.  day  3,100,000  gals.; 
mains,  c.  i.,  5^^  m.,  4  to  10  in.  dia.;  44  hyd.;  44 
v.;  met.,  25;  3b 5  serv.;  pipe,  lead  &  i. ;  pres.  dom. 
50  lbs.,  f.  125  lbs.;  cons,  day,  100,000  gals.: 
cost,  $42,000;  cost  mice.,  $lb,000;  wks.  owned 
by  city. 

VERSAILLES,  p.  1,580;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  k  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 
1  str..  10  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft.;  inf.,  350  ft; 
tot.  hose,  1,950  ft;  f.  al.,  bell  k  wh.;  val.  equip., 
$3,000;  val.  bldgs.,  $1,000;  e.xp.  dept,  $300; 
tot  mem.  16,  pd.  part  time;  undrs.  rating,  fotirth 
class. 

Water  Supply— Src,  S  wells,  in  bus.  cent.;  sys., 
pump  dir.;  2  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  5  m.,  4  to  10  in.  dia.;  53  hyd.;  55  v.;  330 
serv.;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  cons,  day, 
125,000  gals.;  cost,  $16,000;  cost  mtce.,  $4,000; 
wks.   owned   by   city. 

WADSWORTH,  p.  8,073;  f.  area,  960  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — Ladders  k  buckets,  12  c.  hand  ex.,  1  h.  ft 
1.  trk.,  1  hose  wag.,  1  hose  reel;  hose,  cot,  rub. 
lined,  gd.,  1,800  ft;  f.  al.,  bell;  val.  equip.,  $2,- 
500;  val.  bldgs.,  $1,800;  exp.  dept,  $221;  tot 
mem.,   45  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  6,000,000  gals.;  pump,  eng.;  mains, 
iron,  8  m.,  3  to  8  in.  dia.;  80  hyd.;  80  v.;  500 
serv.;  pipe,  iron;  pres.,  dom.  45  lbs.,  f.  75  lbs.; 
cost,  $15,000;  cost  mtce.,  $200. 

WAKBMAN,  p.  S74.  F.  dept. — 1  c.  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  vi^g-,  1,000  ft.  hose;  f.  al., 
bell;  val.  equip.,  $800;  val.  bldgs.,  $1,000;  e.xp. 
dept.,  $200;  tot.  mem.  61,  pd.  full  time  1,  pd. 
part  time   10,   voL   50. 

WALDO,  p.  319  F.  dept. — 1  hand  eng.,  9  c. 
hand  ex.,  1  comb.  h.  ft  L  trk.  ft  hose  wag.,  1,000 
ft  hose;  bell  al.;  40  vol. 

WAPAKONETA,  p.  5,349;  f.  area,  700  a.; 
mere,  bldgs.,  bk.  &  wd.,  1  to  4  stor.;  priv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm.  in.  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  1  comb.  c.  ft  h.  wag.,  4  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  1  hose  car.,  2  hrs. ;  hose,  cot, 
rub.  lined,  gd.,  2,150  ft;  inf.,  400  ft;  tot  hose, 
2,5<50  ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $8,800; 
vaL  bldgs.,  $30,000;  exp.  dept,  $3,300;  tot  mem. 
4,  pd.  full  time;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells  ft  riv.,  1-5  m.  bua. 
cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  294,- 
000  gals.,  loc.  North  'Blackhoof  street;  res.  cap., 
112,500  gals.,  loc.  at  station;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  2,500,000  gals.;  mains,  c.  i., 
14  m.,  4  to  14  in.  dia.;  125  hyd.;  140  v.;  900 
met;  950  serv.;  pipe,  lead  ft  i.;  pres.,  dom.  55  to 
60  lbs.,  f.  60  to  125  lbs.;  cons,  day,  300,000  gals.; 
co.st,  $100,000;  cost  mtce.,  $1,000;  wks.  owned  by 
cit.v. 

WARREN,  p.  11,081;  f.  area,  2,500  a.;  mere, 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  2  comb.  c.  ft  h.  wag,  6  c 
hand  ex.,  1  h.  ft  I.  trk.,  1  hose  reel,  8  hrs.;  hose, 
cot,  rub.  lined,  gd.,  4,160  ft;  f.  al.,  elec.,  21  bx.; 
▼al.    equip.,    $80,000;    vaL    bldgs.,    $20,000;    exp. 


dept,  $18,726;  tot  mem.  10,  pd.  fnll  time  10; 
imdrs.   rating,   fourth   daas. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sjs., 
pump   to   stdp.   ft    dir.;   stdp.   cap.,    390,000   gals.; 

3  pump,  eng.,  class  comp.,  cap.  day  5,000.*'<'0 
eals. ;  mains,  c.  i.,  40  m.,  4  to  16  in.  dia.;  ^>'9 
hyd.;  3,309  met;  3,832  serv.;  pipe,  lead;  pr^^*., 
dom.  50  lbs.,  f.  125  lbs.;  cons,  da}*,  l,500,0uu 
gals.;   wks.   owned  by  priv.   Co. 

WASHINGTON  COURT  HOUSE,  p.  7,277;  t 
area,  1,280  a.;  mere  bldgs.,  bk.  ft  wd.,  1  to  i 
stor.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfa 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  I 
inv.  F.  dept — 2  c  eng.,  1  supply  wag.,  2  c 
hand  ex.,  1  h.  ft  1.  trk.,   1  hose  wag.,   1  hose  red, 

4  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,200  ft;  n^ 
gd.,  400  ft;  tot  hose,  2,600  ft;  f.  aL,  bell; 
val.  equip.,  $14,000;  val.  bldgs.,  $15,000:  ei,.. 
dept,  $5,155;  tot  mem.  14,  pd.  full  time  2,  voL 
12;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells,  H  m.  bus.  ccbl; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  800,000 
gals.;  2  pump,  eng.,  cap.  day  8,000,000  gals.; 
mains,  17V^  m.,  4  to  16  in.  dia.;  165  liyd.;  M 
v.;  met,  26^;  1,250  serv.;  pres.,  dom.  50  lb«.,  t. 
110  lbs.;  cons,  day,  650,000  gals.;  cost,  $175,uo0; 
cost  mtce.,  $9,112;  wks.  owned  by  priv.  Co. 

WATERVILLE,  p.  834.  F.  dept — 1  gasoline 
eng.,  25  c.  hand  ex.,  1,500  ft  hose;  bell  aL;  25voL 

WAUSEON,    p.    2,650;    f.    area,    640    a.;    mere 

bldgs.,  bk.,  stn.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hand  eng.,  9  c 
hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  inf.,  500  ft;  tot  ho>e, 
2,500  ft;  f.  al.,  bell;  val.  equip.,  $5,000;  U. 
bldgs.,  $15,1)00;  exp.  dept.  $125;  tot  mem.,  i:: 
vol.;   undrs.  rating,  fourth   class. 

Water  Supply — Src,  wella,  S  m.  bus.  ceat; 
ays.,  pump  to  stdp.;  stdp.  cap.  110,000  gals.; 
dim.,  18  X  110,  loc  in  town;  mat,  stL;  1  pimp- 
eng.,  class  comp.  dup.,  cap.  day  l,5UO.uuo  gaJ>.. 
mains,  c.  i.,  10  m.,  4  to  10  in.  dia.;  S6  hyd.; 
85  v.;  met,  819;  577  serv.;  pipe,  galv.  L;  prea. 
dom.  40  lbs.,  f.  60  lbs.;  cona.  day,  500,000  gals.; 
cost,  $68,426;  wks.  owned  by  city. 

WAVERLY,  p.  1,808;  f.  area,  800  a.;  bldgs., 
bk.  ft  wd.,  1  to  3  ator. ;  shingle  ft  tin  ri». ;  !«■>*' 
ord.  F.  dept. — 3  c.  hand  ex.,  2  h.  ft  1.  trk.,  : 
hose  wag.,  2  hose  oar.;  hose,  rub.,  gd.,  1.500  ft; 
inf.,  500  ft.;  tot.  hose,  2,000  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $10,000;  \^1.  bldgs.,  $700;  tot  mem.. 
25   vol.;   undrs.   rating,   fifth  cla«s. 

Water  Supply — Src,  8  wells;  aya.,  grav  ft  dir. 
pres.;  stdp.  cap.,  120,000  gals.;  dim.,  16  x  SS; 
cons,    day,    880,000    gala. 

WAYNESFIELD,  p.  542.     F.  dept — 1  hose  cart. 

1  c  hand  ex.,  600  ft  hose;  bell  al.;   26  voL 

WAYNESVILLE,  p.  706.  F.  dept. — 1  str.,  1 
h.  ft  I.  trk.,  2,000  ft  hose;  vol.,  24;  f.  aL,  wh.; 
undrs.   rating,   fourth   class. 

Water  Supply — Src,  wells,  ^  m.  bus.  oest; 
sys.,  pump  to  stdp.;  2  stdp.,  cap.  130,000  gals.; 
dim.,  15  X  20.  14  x  SO;  mat,  sti.;  pump.  eog.. 
class  dup.  comp.,  cap.  day  750,000  gals.;  maiai, 
c  i.,  8^/&  m.,  4  to  8  in.  dia.;  23  hyd.;  12  v.;  150 
serv.;  pipe,  galv.  L;  pres.,  dom.  120  lbs.,  f.  100 
lbs.;  cons,  day,  40,000  gals.;  coia.  $26,500;  co$t 
mtce.,    $2,156;    wks.   owned   by   ci^. 

WELLINGTON,  p.  2.181;  f.  area,  25  a.;  ncrt. 
bldgs.,  bk.,  8  stor.;  priv.,  bk.  ft  wd.,  t  stor.;  wL 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ori.'* 
causes  of  f.  inv.  F.  dept — 1  hand  eag.,  2  c- 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  csr.; 
hose,  cot,  rub.  lined,  gd..  1,000  ft;  inL,  100 
ft;  tot  hose,  1,100  ft:  f.  al.,  bell  ft  wh.;  nL 
equip.,  $1,500;  vaL  blags.,  $4,000;  czp.  dept. 
$300;  tot.  mem.,  20  vol.;  undrs.  rating,  foatk 
class. 

Water  Supply — Src,  riv.;  ays.,  pump  to  atd^  • 
dir.;  atdp.  cap.,  96,000  gals.;  pump,  eng.,  cap. 
day  1,000,000  gals.;  mains,  c  L,  6  m.,  4  to  10 
in.  dia.;  44  hyd.;  40  v.;  260  serv.;  pres.,  dooL 
50  ibs.,  f.  160  lbs.;  cost,  $82,000;  cost  mtce. 
$1,000;  wks.  owned  by  city. 

WELLSTON,  p.   6,875;  mere  bldgs.,  wd.  ft  bk. 

2  ft  8  stor.;  priv.,  wd.,  IH  A  S  stor.;  wd.  rJa 
perm.;  fwks.  ft  combt  ord.;  causes  of  t.  lav.  '• 
dept — 1  c  eng.,  2  c  hand  ex.,  2  hose  wag.;  bosc 
cot,  rub.  lined,  gd.,  2,000  ft;  int.  1,200  ft;  tofc 
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hose,  8,200  ft;  f.  al.,  bell;  val  equip.,  $3,500; 
val.  bldgs.,  $1,600;  ezp.  dept.,  $500;  tot.  mem., 
20  vol.;  undra.  ratingr*  fourth  class. 

Water  Supply — Src,  creek,  2  m.  bus.  cent.; 
078.,  pump  to  res.,  to  stdp.  Sl  dir.;  stdp.  cap., 
250,000  gals.;  dim.,  75  z  24,  loc.  in  city;  mat., 
sheet  i.;  res.  cap.,  50,000,000  gals.,  loc.  near 
creek;  2  pump,  eng.,  cap.  day  8,000,000  gals.; 
mains,  c.  i.,  25  m.,  4  to  16  in.  dia.;  107  hyd.;  86 
▼.;  45  met.;  1,700  serv.;  pipe.  galv.  i.;  pres.,  dom. 
70  to  90  lbs.,  f.    90  to   150  lbs.;   cons,   day,   400,- 

000  gals.;  cost,  $80,000;  eost  mtce.,  $5,000;  wks. 
owned  by  city. 

WELLSVILLE,  p.  7,769;  f.  area,  2,560  a.; 
mere,  bldgs.,  stn.,  bk.  k  wd.,  1  to  3  stor.:  priv., 
stn.,  bk.  &  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  St  combt.  ord.;  causes  of  f.  inv.     F.  dept. — 

1  comb,  c  &  b.  wag.,  6  c.  hand  ex.,  1  h.  &  L 
trk.,  4  hose  wag.,  3  hose  reels.  1  hrs. ;  hose,  cot., 
rub.  lined,  gd.,  5,000  ft;  rub.,  sd.,  1,000  ft; 
tot.  hose,  6,000  ft;  f.  al.,  Gamewell,  27  bx.;  val. 
equip.,  $22,150;  val.  bldgs.,  $22,000;  exp.  dept, 
$7,000;  tot.  mem.  62,  pd.  full  time  2,  vol.  60; 
undrs.  rating,  fourth  class. 

Water  Supply^ — Src,  riv.,  500  yds.  bus.  cent; 
sys.,  pump  to  res.  &  mains;  res.  cap.,  2,500,000 
gals.,  loc.  ^  m.  station;  2  pump,  eng.,  class 
comp.,  cap.  day  6,000,000  gals.;  mains,  c  i.,  20 
m.,  4  to  IS  in.  dia.;  128  hyd.;  135  v.;  met.  30; 
1,400  serv.;  pipe,  lead;  pres.,  dom.  140  lbs.,  f. 
140  lbs.;  cons,  day,  2,000,000  gals.;  cost,  $100,- 
000;  cost  mtce.,  $10,000;  wks.  owned  by  city. 

WEST  ALEXANDRIA,  p.  1,080.  F.  dept— 1 
h.  &  I.  trk.,  2  hose  reels;  hose,  1,500  ft;  undrs. 
rating,   fourth   class. 

Water  Supply — Src,  wells,  1-8  m.  bus.  cent; 
sys.,  pump  through  mains  to  stdp.;  stdp.  cap., 
60,000  gals.;  dim.,  16  z  40;  mat,  stl.;  2  pump, 
engf.,  cap.  day  500,000  gals.;  mains,  c  i.,  8  6-7 
m.;  42  hyd.;  21  v.;  met,  197;  208  serv.;  pipe, 
lead;  pres.,  dom.  47  lbs.,  f.  125  lbs.;  cons,  day, 
45,000  gals.;  cost  $20,180;  cost  mtce.,  $1,855; 
wks.    owned    by   village. 

WEST  CAIRO,  p.  386.  F.  dept — 1  hand  eng., 
800    ft    hose;    bell   aL;   vol. 

WESTERVILLE.  p.  1,908;  f.  area,  500  a.;  mere 
hldgB.t  bk.  ic  stn.,  8  stor.;  priv.,  bk.  Jc  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  c  eng.,  2  hand  ex.,  1  h.  Ac  1. 
trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft.;  f.  al.,  bell;  val.  equip.,  $900;  val.  bldgs., 
$1,500;  exp.  dept,  $125;  tot  mem.,  25  voL; 
undrs.   rating,   fourth   class. 

Water  Supply — Src,  deep  wells,  H  m.  bus. 
cent;  sys.,  comp.  air  &  dir.  pres.;  res.  cap..  40,000 
^als.;  2  pump,  eng.,  cap.  day  500,000  gals.;  mains, 
c.  i.,  4  m.;  26  hyd.;  26  v.;  600  met;  200  serv.; 
pipe,  galv.  i. ;  pren.,  dom.  .^5  lbs.,  f.  50  to  100  lbs.; 
cons,  day,  60,000  gals.;  coat,  $28,000;  wks.  owned 
by   city. 

WEST  FARMINGTON,  p.  «00:  f.  area,  640  «. 
F.  dept. — >1  auto,  c  eng.  with  nose;  vul.  equip., 
$1,350;  vol. 

Water   Supply — Not  reported. 

WEST  JEFFERiSON.  p.  1,048.  P.  dept— 1 
hand  eng.,  1  h.  &  1.  trk.,  700  ft  hose;  bell  al.; 
vol. 

WEST  LIBERTY,  Logan  Co.,  p.  1.288;  mere 
bidets.,  bk.,  2  dc  3  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  12  c.  hand  ex.,  1  h.  ft  1.  trk., 
1  hose  wag.,  1  hose  cart;  hose,  rub.,  gd.,  500  ft; 
inf.,  500  ft;  tot  hose,  1,000  ft.;  f.  al.,  bell;  val. 
equip.,  $4,300;  val.  bldgs.,  $4,350;  exp.  dept, 
$425;  tot  mem.  20,  pd.  full  time  1,  pd.  part 
time  19;  undrs.   rating,  fifth  class. 

Water  Supply — Src,  mill  race,  f.  wells  &  cis- 
terns. 

WEST  MANSFIELD,  p.  913.  F.  dept~l  hand 
eng.,   600   ft  hose;   bell  al.;   vol. 

WEST  MILTON,  p.  1,207;  f.  area.  400  a.; 
mere  bldgs.,  cmt.,  bk.  &  wd.,  1  to  3  stor.;  priv., 
bk.  Sc  wd.,  1  &  2  stor.;  wd.  rfs.  pt;rm.  in  f.  area; 
fwk.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  comb,  c  &  h.  wag.,  1  c.  hand  ex.,  1  c.  eng., 
1  h.  &  1.  trk.,  1  hose  wag.,  1  hose  oar.;  hose, 
cot.,  rub.  lined,  gd.,  1,'750  ft.;  inf.,  200  ft;  tot. 
hose,  1,950  ft.;  f.  al.,  bell;  val.  equip..  $1,000;  exp. 


dept,  $456;  tot.  mem.  29,  p  i 

imdrs.   rating,  fourth  class. 

Water  Supply — Src,   spr.;  ] 

stdp.  cap.,  40,000  gals.;  mai 
8  in.  dia.;  cost,  $80,000. 

WESTON,   p.    1,000;    f.    a  ! 

— 1   gas.   eng.,   1   h.    &   1.    trl  t 

ft.   hose;    f.   al.,   elec    k   telp. 
val.    bldgs.,    $500;    tot.    mem 

WEST   SALEM,   p.    642;    f 
bldgs.,  bk.  k  wd.,  1  to  8  sto  i 

wd.    rfs.    perm,    in    f.    area; 
dept. — 1  hand  eng.,   6   c  har 
2  hose  car.;  hose,  rub.,  gd., 
1    bx.;    val.    equip.,    $5,000;  I 

exp.  dept,  $150;  tot  mem.,  1 

Water    Supply — Src,     cistc 
cap.   cisterns,   6,400   bbls.,  die  ( 

hand  eng.,  cap.  hour  200  b 
village. 

WEST    UNION,    Adams    O 
bldgs.,  bk.  k  wd.,  2  k  B  stor.  ' 

stor. ;    wd.   rfs.   perm,   in   f.   ar  i 

F.  dept. — 1  hand  eng.,  18  c 
trk.,  1  hose  cart;  hose,  cot, 
ft;    f.    al.,    bell;    val.    equip.,  I 

$800;  tot  mem.,  17  voL 

Water   Supply — Src,   welU  i         i 

WEST  UNITY,  p.   980.     F. 

1  h.  &  1.  trk.,  800  ft  hose;  be!         ; 

WHARTON,    p.    485.      F.    c 
ladders,  1  water  tk.,  60  ft  he        i 

WHITEHOUSE,   p.   606.     F. 
k  c  tk.,  1  auto,  eng.,  1  hose  i 
bell  al.;  80  vol. 

WILLOUQHBY,   p.    2,072;   bl 
stor.;   wd.   rfs.  not  perm.;  fwks.        i 
dept. — 2  hand  eng.,  6  c  hand 

2  hose  car.  k  team,  100  bu  i 
ropes,  kc;  hose,  rub.,  gdL,  l,4i  ! 
val.    equip.,   $2,500:   val.   bldgs., 

23   vol.;   undrs.   rating,   fourth   c 

Water  Supply — Src,  riv.;   syi       [ 
800.000  gals.;  pump,  eng.,  cap. 
mains,  c  L,  7  m.,  4  to  10  in.  di 
650   serv.;   pres.,   dom.    70   lbs., 
$44,000;    cost  mtce.,   $2,500;    y 
lage. 

WILMINGTON,  p.  4,491;  f.  i 
mere  bldgs.,  bk.,  2  stor.;  priv  \ 
wd.  rfb.  not  perm.;  fwks.  k  c(  i 
of  t.  inv.  F.  dept — 1  str.,  6 
wag.;  hose,  cot,  rub.  lined,  gd.,  , 
bell,  telp.;  val.  equip.,  $5,000; 
000;  exp.  dept,  $2,000;  tot  i  i 
time   2.  pd.  part  time  9;  undrs 

Water  Supply — Src,  wells,  \^  \ 
sys.,  pump  to  stdp.;  stdp.  cap.,  21  < 
IS  x  12i>;  mat.,  >-tl. ;  2  pump,  enj 
day,  1,200,000  gals.;  mains,  c  i. 
in.  dia.;  92  hyd.;  40  v.;  460  met 
wrt.  i.;  prps.,  dom.  55  lbs.,  f.  11 
175.000  srals. ;   wks.  owned  bv  pri' 

WINCHESTER,    p.    927.     F.    d    . 
c  eng.,  1  h.  &  L  trk.,  500  ft  host 
rating,  fifth  class. 

Water  Supply — Cisterns  at  evei 

WOODFIELD,  p.   2,502;   f.   area 
bldffs.,   bk.,  stn.   &   wd.,    2   to   4    r>i    • 
to   3   stor.;   wd.   rfs.   not  perm,    in 
combt.  ord.;  causes  of  f.  inv.     F.     < 
ex.,    1    h.   (k   1.    trk.,    2    hoee  reels; 
lined,    gd.,     1.200    ft.;    f.    al.,    te 
$1,500;     val.    bldgs.,    $600;     tot 
undrs.   rating,   fourth   class. 

Water    Supply — Src,    res.:    sys., 
pres.,  dom.   45   lbs.,  f.   180  lbs. 

WOODVILLE.    p.    840;    f.    area, 
bldgs.,  bk.  k  wd.,   1   to  3  stor.;  p' 

2  stor.;  wd.  rfs.  perm,  in  f.  area; 
ord.;  causes  of  f.  inv.  F.  dept.— • 
eng.,  1  h.  &  1.  trk.,  2  ho©c  car.;  ; 
lined,  gd.,  1,400  ft;  inf.,  200  ft.;  : 
ft.;  f.  al.,  Dell;  val.  equip.,  $4,5(1 
$1,800;  exp.  dept.,  $125;  tot  it 
undrs.    ratinsr,    fifth    class. 

Water  Supply — Src,  wells;   no  wi 
WOOSTER,   p.    6,136;   mere   bldg 

3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa. 


c-304 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— OKLAHOMA. 


dept. — 1  ttr.,  0  c.  hand  ex.,  1  h.  A:  L  trie.,  4  hose 
wag.,    1    hose   car.,    4   hrs. ;   hose,    cot.,   rub.   lined, 

f:d.,  650  ft.;  rob.,  rd.,  1.600  ft.;  tot.  hose,  2,180 
t.;  t.  al.,  Oamewell,  16  ox.;  val.  equip.,  $12,000; 
val.  bldgs.,  $10,000;  tot  mem.  84,  pd.  full  time 
4,  pd.  part  time  80;  undn.  rating,  fourth  dasa. 

Water  Supply — Src,  creeks  &  wells,  H  Jc  2  m. 
bus.  cent.;  ays.,  grsiv.  &,  pump  to  stdp.:  stdp.  cap., 
1,000,000  gals.;  res.  cap.,  3,000,000  ^Is.;  3  pump, 
eng.,  cap.  day  2,062,000  g&U.;  mains,  c.  i.,  25 
m.,  4  to  12  in.  dia.;  188  nyd.;  85  v.;  met.,  77; 
1,400  serv. ;  prcs.,  dom.  &  t.  70  lbs.;  con-s.  day, 
800,000  gals.;  cost  mtce.,  $1,154;  wks.  owned  by 
city. 

WORTHINGTON,  p.  647.  F.  dept— 1  hand 
eng.,  1  c.  cart.  4  hand  e.  ex.,  800  ft  boae;  telp. 
aL;  voL 

WYOMING,  p.  1,808:  f.  area,  1^  z  %  aq.  m.; 
mere,  bldgs.,  bk.  ft  wd.,  1  to  8  etor.;  priv.,  stn., 
bk.  &  wd.,  2H  stor.;  wd.  rfs.  perm,  in  f.  area; 
combt.  ord.;  causes  of  f.  inv.  F.  dept-'l  h.  i 
1.  trk.,  1  hose  wag.,  2  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  1,900  ft;  inf.,  500  ft;  tot.  hoee.  2,400 
ft.;  f.  al.,  bell.  20  bx,;  val.  equip.,  $5,000; 
val.  bldgs.,  $8,000;  exp.  dept,  $600;  tot  mem., 
40  vol. 

Wa^er  Supply — Src.,  wella  with  air  lift;  ors., 
pump  to  rea.  ft  dir.;  res.  cap.,  4,000,000  gala.; 
pump,  eng.,  cap.  day  8,000,000  gala.;  mains,  8  m., 
4  to  10  in.  dia.;  90  hyd.;  366  met:  866  serv.; 
pipe,  c.  i.;  pres.,  dom.  100  lbs.,  f.  200  lbs.;  cost, 
$85,000;  cost  mtce.,  $6,600;  wka.  owned  by  vil- 
lage. 

XENIA,  p.  8,706;  f.  area,  820  a.;  bldga.,  bk. 
ft  wd.,  1  to  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.  F.  dept — 1  str.,  1  aupply  wag.,  1  h.  ft  L 
trk.,  2  hose  wag.,  1  hose  reel,  5  hrs.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  rub.,  gd.,  1,000  ft:  inf., 
800  ft;  tot  hose,  8,300  ft;  f.  al.,  Oamewell,  24 
bx.;  val.  equip.,  $10,000;  val.  bldgs.,  $10,000; 
exp.  dept,  $8,000;  tot  mem.  18,  pd.  full  time  4, 
pd.  part  time  9;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  spr.  ft  wella,  1%  m.  bus. 
cent;  wb.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  275,- 
000  gals.,  loc.  in  town;  res.  cap.,  2,500.000  gals., 
loc  1^/^  m.  city;  3  pump,  eng.,  class  dup., 
comp.,  cap.  day  4,500,000  gals.;  mains,  c.  i.,  21 
m.,  4  to  14  in.  dia.;  203  hyd.;  100  v.;  150  met.; 
1,700  serv.;  pipe,  lead  ft  gal  v.  i.;  pres.,  dom.  40 
to  100  lbs.,  f.  40  to  100  lbs.;  cons,  day,  814,000 
gals.;   wks.  owned  by  Co. 


YELLOW  SPRINGS,  p.  1,860;  f.  area.  640  l; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  pn% 
atn.,  bk.  ft  wd.,  2  stor.;  wd.  rfa.  perm.  So  ox 
f.  dept. — 1  hand  eng.,  1  c  eng.,  6  c.  hand  et,  I 
hose  wag.,  1  hose  car.;  hose,  cot,  rob.  lined,  ^ 
850  ft;  inf.,  50  ft;  tot  hose,  900  ft;  vaL  eqo.^ 
$1,000;    val.    bldgs.,    $1,500;    exp.    dept,  $»0. 

Water  Supply — ^Src..  wells,  dstema,  spr.  t  ra. 

YOUNQSTOWN,  p.  70.066;  f.  area.  2»  eq  r ; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  12  stor.;  prr. 
stn.,  bk.  ft  wd.,  2  to  6  stor.;  wd.  rfs.  not  pernL  ia 
f.  area;  fwks.  ft  combt  ord.;  causes  of  (.  ir.T.  \ 
dept. — 4  str.,  5  auto.  pump.  eng.  with  hose.  »  •■ 
eng.,  14  c.  hand  ex.,  1  chiers  auto.,  2  asst  rtr'^ 
auto.,  1  h.  ft  1.  trk.,  2  aer.  trk.,  S  comA).  c  t  L 
wag.:  hose,  «ot.,  rub.  lined,  gd.,  17,000  ft;  ^ 
aL,  Oamewell,  128  bx.;  vaL  eauip.,  $184,^73:  \il 
bldgs.,  $180,700;  exp.  dept,  $110,000;  tot  rw^ 
98,  pd.  full  time;  undrs.  rating,  third  class. 

Water  Supply — Src.,  riv.;  sya.,  pump  to  stdp.  k 
dir.;  stdp.  cap.,  1,036,000  gala.;  dim.,  80  x  H'^ 
loc.  1^  m.  from  station;  mat,  atl.;  3  pump,  eii- 
dasa  cross  comp.  ft  oomp.  dup.,  cap.  day  !•)  <' ' 
000  gals.;  mains,  c.  I.,  129 H  m.,  4  to  20  a 
dia.;  1,866  hyd.;  1,823  v.;  met,  8,150;  ll.l-- 
serv.;  pipe,  lead;  pres.,  dom.  106  lbs.,  f.  1S5  !bi.; 
cons,    day,    10,600,000   gala.;    coat,    $I,300,00<.>. 

ZAN'ESVIIjLE,   p.    28,026;    f.    ares,    S    m.:  r--- 
bldgs.,  stn.,  bk.  ft  wd.,  1   to  6  stor. ;  priv..  vd .  ! 
stor.;    wd.    rfs.   perm,    in   f.    area;    fwks.   ft  coc-i"^ 
ord.:  causes  of  f.  inv.     F.  dept. — 1  gas.  ecg.  ••  ' 
hand  ex.,  1  h.  ft  I.  trk.,  1  comb.  auto,  wag.,  ^  ^  ' 
CAT.;    hostj,    cot.,    rub.    lined,    gd.,    6.300   ft.; 
3,000    ft.;    tot    hose,    8.800    ft;    f.    aL.    G^-t^? 
elec,    S4    bx.;    val.    oquip.,    $32,000;    vaL    M  - 
$30,000;    exp.    dept,   $29,000;    tot.    mem.   3:.  : 
full   time;    undrs.    rating,    third    class. 

Water  Supply — Src.,  riv.,  2  m.  bus.  cent;  tn 
grav.  ft  pump  to  res.;  stdp.  cap.,  367,000  p^' 
dim.,    26   x   100;   mat,   stl.;   res.    cap.,   4.5'>". 

Sals.,  loc.  on  hill  east  of  city;  8  pump,  en;.,  n' 
ay  12,500,000  gals.;  mains,  c  L,  62  nu,  S  :' 
82  in.  dia.;  352  hyd.;  met,  70;  7,000  serr.;  r>- 
lead  ft  gal  v.  L;  pres.,  dom.  65  lbs.,  f.  125  l^ 
cons,  day,  6,000,000  gals.;  cost,  $860,000;  o« 
mtce.,   $30,000;   wks.  owned  by  city  ft  Co. 

Places  with   a  population  of   1,000   or  more  r- 
reported — Beverly,   Crooksville,    Cygnet,   Doyl<>" 
r;pnoa,  Jacksonville,  Madiison,  XevaHa.  New  H-^"   r 
South  Charleston,  Struthers,  Sugar  Creek.  Sjlw  • 


OKLAHOMA 


ADA,  Pontotoc  Co.,  p.  4,840.  F.  dept. — 2  c 
ex.,  1  hose  wag.,  1  auto.  pump,  eng.;  2,000  ft  cot» 
rub.  lined  hose;  f.  al.,  telp.  ft  wh.;  tot.  mem.,  14,  3 
pd.  full  time,  12  voL 

Watar  Supply — Src.,  oreek;  ays.,  pump  to  stdp.; 
atdp.  cap.,  88,000  gala.;  8  pump,  eng.,  class  dup., 
cap.  1,860,000  gala,  day;  mains,  9  m.,  2  to  8  ul 
dia.;  60  hyd.;  prea.,  dom.  60  Iba.,  L  100  Iba. 

ALTUS,  p.  4,821.  F.  dept — 1  oomb.  c.  ft  h. 
wag.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  carta; 
hose,  cot,  rub.  lined,  gd.,  1,900  ft.;  inf.,  600  ft; 
tot  hose,  2,600  ft;  f.  aL,  telp.,  4  bx.;  val.  equip.. 
$6,000;  exp.  dept,  $2,260;  tot  mem.,  8,  pd.  full 
time  1,  pd.  part  time  7. 

Watar  Supply — Src.  2  wella;  daily  cons.,  20,000 
gala.;  2  pump,  eng.,  daaa  dup.,  cap.  day  1,000,000 
gala.;  malna,  8  m.,  4  to  8  in.  dia.;  88  hyd.;  prea., 
dom.  80  lbs.,  f.  120  Iba. 

ALVA,  p.  8,688;  mere,  bldgs.,  bk.  ft  wd.  F. 
dept.—- 6  c.  hand  ex.,  2  hose  car.;  hose,  2,600  ft; 
f.  al.,  bell  ft  wh.;  tot.  mem.,  16  vol. 

Watar  Supply — Src.,  wella;  rea.  cap.,  400,000 
gala.;  aya.,  pump.;  pump,  eng.,  cap.  day  600,000 
gala.;  maina,  0^  m.,  4  to  10  in.  dia.;  48  hyd.; 
prea.,  donL  76  Iba.,  f.  160  Iba. 

ANADARKO,  p.  8,489.  F  dept. — 1  comb.  c.  ft 
h.  wag.,  6  c.  hand  ex.,  1  h.  Jc  L  trk.,  2  hose  reels, 
8  hrs  ;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  inf., 
500  fi.;  tot  hose,  8,000  ft;  f.  al.,  comb,  automatic 
ft  telp.,  15  bx.;  val.  equip.,  $6,250;  exp.  dept, 
$3,200;  tot  mem..  26,  pd.  full  time  4,  pd.  part 
time  5,  vol.  16;  unars.  rating,  fourth  class. 

Water  Supply — Src,  Washita  riv..  %  m.  bus. 
cent;    sys.,    pump    to    stdp.,    stdp.    cap.,    100,000 


gals.;  res.  cap..  600,000  gals.;   4  pump.  enr.  ''*•' 
dup.  ft  trip.,  cap.  day  4,000,000  gals.;  main«,  ^ 
12%    m.,    4    to    10   in.   dia.;    86   hvd.;    4S  v.;  *' 
met;    400  serv.;   pres.,   dom.   60   lbs.,   f.   100  T- 
cons.    day,     150,000     gals.;    cost     $135,000:    r^^ 
mtce.,   $8,600;   wks.   owned  by  city. 

APACHE,  p.  860;  f.  area,  1  m.;  mere  bldft- 
bk.,  stn.  ft  wd.,  1  ft  2  ator.;  priT.,  bk.  ft  vd.*  ' 
ft  2  stor.;  wd.  rfa.  not  perm.;  no  fwka.  ft  cob^ 
ord.;  causes  of  f.  inv.  F.  dept— c  hand  ex..  • 
boae  car.;  hoae,  cot,  rub.  lined,  1,500  ft;  t  ^ 
wh.;  tot  mem.,  26  vol. 

Watar  Supply — Src,  creek,  1,000  ft  bos.  cet.- 
syi.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.,  --- 
17  X  19 H    ft;   mat,  atl.;   2   pump,  eng.;  b^'^ 
c   L,   4H    m.,    4   to   8   in.   dia.;    44   hyd.;  H  < 
pres.,  f.  60  Iba.;  wka.  owned  by  muaieipalltr. 

ARDMORE,  p.  8,618;  f.  area,  70  a.;  mere.  W^ 
bk.  ft  stn.,  1  to  4  ator.;  prlv..  wd.,  1  ft  2  a^; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ord.;  eaa«i  ^^ 
f.  inv.  F.  dept — 1  comb,  c  ft  h.  avta,  5  e.  kir« 
ex.,  1  hose  wag.,  1  hose  ft  ladder  wag.,  4  hr*.:^  - 
rub.  lined,  gd.,  6,000  ft;  c,  gd.,  600  ft.;  'f 
hose,  6.600  ft;  f.  al.,  telp.;  vaL  equip.,  $1S.^  ■ 
vaL  bldgs.,  $11,000;  exp.  dept.,  $7,500;  toL  oo^ 
9,  pd.  full  time. 

Water  Supply — Src,  lake,  4  m.  bua.  cent :  r^ 
pump  to   stdp.;    stdp.   cap.,    4-60,000    eals.,  l*'*    * 
m.    city;    res.    cap.,    1/500,000,000    gals.,  1a 
m.    west    city;    2   pump,   eng.,   cap.    day  S.OPi'  " 

fals. ;   mains,  c.  L,  SO  m.;  270  hyd.;  372  r-:  "/' 
,500;  serv.,  1,682;  pres.,  dom.  72  Iba..  f.  15'^    '. 
cons.    Jay,     400,000    gals.;    cost,    $300,000;  <'*' 
mtce.,  $6,000;   wks.   owned  by  dty. 
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ATOKA,  p.  1,068.  F.  dept — 1  h.  k  L  trk.,  S 
hose  reels,  4  hn.,  1,160  ft.  hoee.;  f.  al.,  bell  k 
telp.:  tot.  mem.  26,  pd.  full  time  1.  toL  26. 

Water  Supply — Src.,  riy.,  200  ft  oua.  cent.;  m.. 

Sump  to  stdp.;  etdp.  cap.,  60,000  gals.;  dim.,  18  x 
0;  mat.,  ati.;  res.  cap.,  7,600,000  gain.;  2  pump, 
eng.,  class  dup.,  cap  day,  760,000  nls.;  mains,  c 
L,  6  m.,  4  to  8  in.  dla.;  40  byd.;  27  v.;  166  met; 
167  serv.;  pipe,  galv.  i.;  pres.,  dom.  66  lbs.,  f.  110 
lbs.;  cons,  day,  88,200  gals.;  oost,  $60,000;  cost 
mtce.,  $2,061;  wks.  owned  by  city. 

BARTLESVILLE,  p.  6,181.  F.  dept. — 1  auto, 
trk.,  1  aer.  tA.,  1  str.,  1  chiefs  wag.,  1  ladder 
wag.,  7  hrs.,  8,000  ft  rub.  hose;  f.  al.,  Gamewell; 
tot  mem.  11,  pd.  full  time  7,  vol.  4. 

Water  Supply — Stc,  Oasiey  rlv.,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.  &  dir.;stdp.  cap.,  7I»,000  gals.; 
2  pump,  eng.,  class  comp.  dup.,  cap.  day  1,600,000 
gals.;  mains,  c.  i.,  6  m.,  4  to  12  in.  dia.;  06  hyd.; 
met,  825;  1,650  serv.;  pres.,  dom.  60  lbs.;  f.  00 
to  100  lbs.;  cons,  day,  800,000  gals.;  wks.  owned 
by  priv.  Co. 

BLACKWELL.  p.  8,266;  f.  area,  36  a.;  mere 
bldgs.,  principally  bk.,  1  to  8  stor.;  priv.,  wd.,  1 
k  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt  ord.;  causes  of  f.  not  inv.  F.  dept — 6 
c  hand  ex.,  1  comb.  c.  A  h.  wag.,  1  hose  wag., 
1  hose  reel,  2  hrs.;  hose,  cot,  rub.  lined,  gd..  2.800 
ft;  inf.,  500  ft;  tot  hose,  3.800  ft;  f.  al..  bell, 
wh.  k  telp.;  val.  equip,  $6,600;  vaL  bldgs.. 
$9-000;  ezp.  dept,  $2,000';  tot.  mem.  18,  pd.  full 
lime  2,  pd.  part  time  1,  voL  16;  undre.  rating,  4^ 
class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
stdp.  cap.,  100,000  gals.,  dim.  22  x  60  ft;  mat, 
stl.;  res.  cap.,  120,000  gals.;  class  oomp.,  cap. 
day  200,000  gals.;  mains,  c  L,  14  m..  4  to  8  in. 
dia.;  60  hyd.;  met.,  800;  860  serv.;  pipe,  galv.  L; 
pres.,  dom.  66  lbs.,  f.  126  lbs.;  cons,  day,  60,000 
gals.;  cost,  $40,000;  cost  mtce.,  $1,600;  wks. 
owned  by  city. 

BROKEN  ARROW,  p.  1,676.  F.  dept— 1  h.  k 
1.  trk.,  2  c.  hand  ex.,  2  c.  eng..  2  hose  reels;  hose, 
(ot.,  rub.  lined,  gd.,  1,500  ft;i.  al.,  wh.  &  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$400;   tot.   mem.   8,  pd.   part  time. 

Water  Supply — Src.,  spr.,  4H  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  res. 
cap.,  60,000  gals.;  1  pump,  eng.,  class  centrif., 
cap.  day  600,000  gals.;  mains,  c.  i.,  10  m.,  4  to 
8  in.  dia.;  wks.  owned  by  city. 

CARMEN,  p.  888.  F.  dept — 1  hand  ladder  trk., 
1  c.  eng.;  hose,  cot.,  rub.  lined,  gd.,  100  ft;  f.  aL, 
telp.  &  Dell;  tot.  mem.,  10  vol. 

No  waterwks. 

CHANDLER,  p.  2,024;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  1  to  2  stor.;  priv.,  wd.,  1  k  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  k  combt  ord.;  causes  of 
f.  inv.  F.  dept — 4  c.  hand  ex.,  8  hose  reels; 
hose,  cot,  rub.  lined,  1,700  ft.;  2  hrs.;  f.  aL,  bell 
k  wh.;  val.  equip.,  $2,700;  vaL  bldgs.,  $8,600; 
tot.  mem.  18,  8  pd.  full  time,  10  vol.;  undrs.  rat- 
ing, third  class. 

Water  Supply — Src.,  wells  k  creek,  6  blocks 
bus.  cent;  sys.,  pump  to  res.;  2  pump,  eng.,  cap. 
day  720,000  gals.;  pipe,  14  m.,  4  to  8  in.  dia.; 
61  hyd.;  224  serv.;  128  met;  pres.,  170  lbs. 

CHECOTAH,  p.  1,688.     F.  dept — 2  c.  hand  ex., 

1  comb.  c.  A  h.  wag.,  8  hose  carts;  hose,  cot,  rub. 
lined,  gd.,  1,600  ft;  f.  al.,  telp.  k  wh.;  val  equip., 
$8,860;  exp.  dept,  $1,200;  tot.  mem.,  l2  vol.; 
ondrs.  rating,   4^   class. 

Water  Supply — Src.,  wells;  sya.,  pump  to  stdp.: 
stdp.  tap.,  60,000  gals.;  2  res.,  supply  adequate  at 
all   seasons;    2    pump,    eng.,    cap.    day    1,162,000 

Sis.;  mains,  7  m.,  4  to  8  in.  dia.;  86  hjr-d.;  pres., 
m.  68  Ibi. 

CHELSEA,  p.  1,860.     F.  dept— 1  h.  ft  1.  trk., 

2  c.  eng.,  200  ft  hose;  f.  al.,  telp.;  tot.  mem., 
28  vol. 

No  waterwks. 

CHEROKEE,  p.  2,016.  F.  dept— 1  c.  eng.;  hose, 
100  ft.;  f.  al.,  firearms;  tot  mem.,  1'6  voL 

Water  Supply — Src,  Sand  Points,  %  m.  bus. 
eent;  sys.,  pump  to  stdp.;  stdp.  cap.,  70,000  gals., 
dim.  126  ft  in  height;  mat.  stl.;  2  pump,  eng., 
cap.  day  1,600,000  gals.;  mains,  c.  1.,  4  m.,  4  to 
10  in.  dia.;  4  hyd.;  10  v.;  met,  62;  pipe,  galr.  1.; 
pres.,  dom.  66  lbs.,  f.  126  lbs.;  wks.  owned  by 
dtj;  new  waterwks.  plant  in  course  of  construction. 


CHESTER.     F.  dept  n 
No   waterworks. 

CHICASHAW,  p.  14,( 
mere,  bldgs.,  bk.,  stn.  k 
bk.,  stn.  k  wd..  1  to  8  st 
f.  area;  fwks.  k  combt  c 
dept — 1  h.  k  1.  trk.,  6  c. 
comb.  c.  k  hose  wag,  8  b 
gd.,  6,000  ft:  f.  al.,  tel 
val.  bldgs.,  $14,000;  exp.  < 
10,  pd.  full  time;  undrs. 

Water  Supply — Src,  ri^ 
cap.,  600,000  gals.;  pres 
hyd. 

CLAREMORE,  Rogers  C 

1  comb.  c.  k  h.  wag.,  2  c 

2  hrs.;  hose,  cot,  rub.  lii 
gd.,  160  ft;  inf.,  000  f 
I.  al.,  telp.;  val.  equip., 
pd.    full   time   2,   vol.    2. 

Water  Supply — Src,  Vei 
cent:  sys..  grav.  k  pump 
80,000  i^s.  k  60,000  gal 
gals,  k  100,000  gals.;  1  pu 
day,  720,000  gate.;  mains, 
dia.;   88  hyd.;   60   v.;   20Q 

5alv.  i;  pres.,  dom.  60  Iba 
00,000  gals.;  cost  $160,C 

CLEVELAND,  Pawnee  €< 
1  comb.   c.  k  h.  wag.,  2  c. 


cot,  rub.  lined,  gd.,  2,000 
val.   eqi  ■        '" 
12  vol. 


val.   equip.,   $2 


I,  gd., 
,800; 


exp.  d* 


Water    Supply — Src.,    m 
cap.,    107,000    gals.;    res. 
pump,   eng.,   cap.   day   676,     i 
6  ui.,  4  to  8  in.  dia.;   22  h. 
f.   100  lbs.;  wks.  owned  by 

CLINTON,   Ouster  Co..   i 
comb.  c.  ft  h.  wag.,  4  c  hsE     i 
k  L  trk.;  hose,  cot,  rub.  lin« 
telp.  k  wh.;  val.  equip.,  $8,5 
exp.  dept,  $1,088;  tot  men 

Water  Supply — Src.,  Was 
bus.  cent;  sys.,  pump  to  st  > 
gals.;  dim.,  20  x  20;  mat,  ] 
gals.;  4  pump,  eng.,  cap.  i 
mams,  8  m.,  4  to  8  in.  dia 
met;  826  serv.;  pipe,  stL;  i 
125  lbs.;  cons,  day,  600,00(  i 
cost  mtce.,   $7,200;  wks.  ow    ; 

COALQATE,  p.  8,266.    F.     ( 
wag.,  2  c  hand  ex.,  1  hose      i 
rub.  lined,  gd.,   2,800  ft;   ii   . 
2.700  ft;  f.  al.,  bell;  val.  equ 
$8,000;  exp.  dept,  $2,266; 
time  2,  vol.  20. 

Water  Supply — Src,  lake;  i 
well  cap.,   20,000  gals.;  std  . 
2  pump,   eng.,  class  dup.,  a  : 
each;  mains,  6  m.,  4  to  8  iz 
dom.  60  lbs.,  f.  110  lbs. 

COMANCHE,  p.   1,801.     I 
reels;  hose,  cot.,  rub.  lined,    ; 
firearms;  tot  mem.,  28  vol. 

Water  Supply — Src,  well;  i 
stdp.  cap.,  60,000  gals.;  2  p  : 
cap.  day  800.000  gals,  each; 
in.  dia.;  24  nyd.;  pres.,  dom 

CORDELL,  p.  1,060.  F.  dec  : 
hose,  cot.  rub.  lined,  gd.,  1,5(1 
equip.,  $1,500;  val.  bidgs.,  $5: 
tot  mem.,  6  vol. 

Water  Supply — Src,  well;  i 
stdp.  cap.,  40,000  gala.;  mail 
dia.:  81  hyd.;  pres.,  dom.  60 

COWETA,  p.  1,187.  F.  di 
2  c.  eng.,  160  ft  hose;  f.  n 
tot.  mem.,  88  vol. 

No  waterwks. 

CUSHINQ,    p.    1,072;    f.    ar. 
bldgs..    bk.    k    stn.,    3    stor.; 
wd.  rfs.  not  perm,  in  f.  area; 
causes  of  f.  inv.     F.  dept. — 1 
2  c.  hand  ex..  1  h.  k  1.  trk., 
reel,   2   hrs.;   nose,  cot,  rub.  1; 
f.  al.,  wh.;  val.  equip.,  $6,000; 
exp.  dept,  $8,500;  tot  mem. 
pd.  part  time  0. 
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Water  Supply — Src.,  wells,  5  m.  bua.  cent.;  ays., 
dir.  &  pump  to  stdp.;  stdp.  cap.,  06,000  gzlB.;  res. 
cap.,  250,000  gaU.;  2  pump,  eng.,  class  comp. 
dup.,  cap.  day  750,000  gals.;  maiiiij,  c.  i.,  7  m., 
4  to  8  in.  dia.;  69  hyd.;  20  v.;  met.,  500;  eerv., 
550;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  120  lbs.; 
cons,  day,  120,000  gals.;  cost,  f 40, 000;  wks.  owned 
by  city. 

CUSTER  CITY,  p.  1,000;  f.  area,  200  a.;  mere, 
bldgs.,  bk.  &  wd.,  1  ft  2  etor.;  priv.,  bk.  &  wd.,  1  & 
2  stor. ;  wd  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  iiiv.  F.  dept. — 2  hose  carts;  hose, 
tot.,  rub.  lined,  gd.,  1,600  fL;  f.  al.,  bell;  Tal.  equip., 
91,500;  val.  bldgs.,  $150;  tot.  mem..  12  vol. 

Water  Supply — Src.,  well«,  1  m.  bus.  cent.;  aya., 
pump  dir.;  2  pump,  eng.,  class  trip.,  cap.  day,  360,- 
000  gals.;  maina^  5^  m.;  22  hyd.;  coat,  $28,000; 
wks.  owned  by  city. 

DAVIS,  p.  2,000;  f.  area,  500  «.;  nwrc.  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  hose  reels,  6  ladders;  hose, 
cot.,  Tub.  lined,  gd.,  1,000  ft.;  f.  al.,  wh.;  vaL  equip., 
f  1,000;  vaL  bld{Ka.,  $100;  tot  mem.,  25  voL;  undra. 
rating,   fourth  class. 

Water  Supply — Src.,  well,  1  m.  bus.  cent;  ays., 
g^av.  ft  dir.  pres.;  stdp.  cap.,  50,000  gals.;  mat.,  stl.; 
2    pump,    eng.,    class    comp.    dup.,    cap.    day,    864,- 

000  gals.;  mains,  c.  i.,  4  m.,  4  to  8  in.  dia.;  40 
hyd.;  pres.,  dom.  60  lbs.,  f.  125  Iba.;  cost,  926,000; 
cost  mtce.,   $2,000;   wka.   owned  by   city. 

DUKE,  p.  600.     F.  dept. — 2  c.  eng.;  toL 
No  waterwks. 

DUNCAN,  p.  2.477;  mere,  bldga.,  bk.,  stn.  ft 
wd.  F.  dept. — 1  h.  ft  1.  trk.,  1  hoae  car.  ft  team; 
hose,  rub.,  gd.,  2,000  ft;  tot  mem.,  12  vol. 

Water  Supply^---Src.,  well,  8  blocks  bus.  cent; 
sys.,  pump  to  stdp.  or  dir.;  stdp.  cap.,  181,440 
gals.;  dim.,  14  x  106;  mat.  stl.;  rea.  cap.,  62,000 
gals.;   2  pump,  eng.,  class  dup.,  cap.  day,  200,000 

fals.;  mains,  c  i..  7  m.,  4  to  8  in.  dia.;  71  hyd.; 
6  v.;  met,  826;  400  serv.;  pipe,  galv.  i.;  prea., 
dom.  45  lbs.,  f.  126  lbs.;  cons,  day,  80,000  gals.; 
coat,  $67,000;  coat  mtce.,  $4,380;  wks.  owned  by 
city. 

DU'RANT,  p.  6,330;  mere,  bldge.,  bk.  F.  dept. — 
8  c  hand  ex.,  1  h.  ft  1.  trk.,  1  comb,  c  ft  h.  ft  L  tark., 

1  hose  wag.,  6  bra.:  hose,  rub.,  Kd.,  2,000  ft;  f.  al., 
telp.;  val.  equip.,  $7,000;  val.  oldgs..  $7,000:  exp. 
dept,  $4,500;  tot  mem.,  11,  pd.  full  time  4,  pd. 
part  time  7. 

Water  Supply — Src.,  rlv.,  6  m.  bus.  cent;  sya., 
pump  to  dtdp.  ft  dir.;  stdp.  cap.,  444,000  guls.; 
res.  cap.,  1,000,000  gals.;  4  pump,  eng.,  cap.  day 
4,000,000  gals.;  mains,  c.  i.,  80  m.,  4  to  14  in. 
dia.;  58  hyd.;  39  v.;  met,  200;  serv.,  900;  pipe, 
wrt.  i.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day, 
500,000  gals.;  cost,  $165,000;  cost  mtce.,  $16,- 
000;   wks.   owned  by  city. 

EDMOND,  p.   2.090.     F.  dept. — 1  c.  hand  eng., 
200  ft.  hose;  f.  aL,  bell;  tot  mem.,  21  voL 
No  waterwka. 

ELK  CITY,  p.  8,166;  f.  area,  760  a.;  mere, 
bldgs.,  bk.,  1  ft  2  ator.;  priv.,  wd..  1  ft  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.     F.  dept — 1  comb.  c.  ft  h.  wag., 

1  c.  eng.,  1  hose  wag.,  2  c.  hand  ex.,  2  hra.;  hoee, 
cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  1,000  ft;  tot 
hose,  3,000  ft;  f.  al.,  telp.;  val.  equip.,  $4,000;  val. 
bldgs.,  $6,000;  exp.  dept,  $3,000;  tot  mem.,  12, 
pd.   full  time   2,  pd.  part  time   10. 

Water  Supply — Src,  well;  aya.,  pump  to  stdp.; 
stdp.    cap.,    60,000    gals.;    res   cap.,    66,000    gals.; 

2  pump,  eng.,  class  dup.,  cap.  day  500,000  gals, 
each;  mains,  4^/^  m.,  2  to  8  in.  dia.;  24  hyd.; 
pres.,  dom.  60  lbs.,  f.  100  lbs. 

EL  RCiNO,  p.  7,872;  f.  area,  240  a.;  mere,  bldgs., 
bk.,  2  ft  3  stor.;  priv.,  wd.,  2  ft  3  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv, 
F.  dept. — 1  comb.  c.  ft  h.  wag.,  4  brs. ;  hose,  cot., 
rub.  lined,  gd.,  2,000  ft.;  inf.,  500  ft;  tot.  hose, 
2.500  ft;  f.  al.,  telp.;  vaL  equip.,  $5,000;  vaL 
bldgs.,  $5,000;  exp.  dept,  $3,500;  tot.  mem.  11, 
pd.  full  time  3,  vol.  8;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  1^  m.  bus.  cent; 
ays.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  127,000 
gala.,  dim.  12  z  162,  loc  ^  m.  town;  mat,  stL; 
6  pump,  eng.,  class  trip,  ft  dup.,  cap.  da^,  1,800,000 

gals.;  mains,  c.  L,  16^  m.,  4  to  12  m.  dia.:  146 
yd.;  90  v.;  met,  900;  1,200  aerv.;  pipe,  galv.  L; 
pres.,  dom.  60  lbs.,  f.  90  Iba.;  cost.  $160,000;  coat 
mtce.,  $10,000;  wka.  owned  by  city. 


•ENID,  p.  13,799;  f.  area,  4,000  a.;  mere  bldgs., 
bk.  ft  wd.,  .1  to  5  stor.;  priv.,  bk,  ft  wd.,  1  to  3 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  £.  inv.  F.  dept. — 1  auto.  aer.  trk., 
2  auto.  comb,  hose  wag.,  1  sir.,  2  hrs.;  hose,  cot. 
rub.  lined,  gd.,  8,600  ft;  inf.,  1,000  ft;  tot  hose, 
4,500  ft;  f.  aL,  Uameweli,  i'£  bx.;  val.  equip., 
$38,000;  vaL  bldgs.,  $20,000;  e.\p.  dept,  $18,000; 
tot.  niem.  12,  pu.  full  lime;  uudrs.  rating,  fourth 
class. 

Water  Supply — Src,  wells,  in  bus.  cent;  i^s., 
pump  dir.;  2  res.,  cap.  1,000,000  gals,  each;  2 
pump,  eng.,  cap.  day  6,000,000  gals.;  mains,  3S 
m.,  4  to  14  in.  dia.;  160  hyd.;  2,300  met.;  pres., 
dom.  50  lbs.,  f.  100  lbs.;  cons,  day,  600,000  gals.; 
cost,  $115,000;  cost  mtce.,  $13,0$0;  wks.  owned 
by   city. 

EUFAULA,  p.  1.807.  F.  dept — 2  hand  hoM 
carts;  hoae,  cot,  rub.  lined,  gd.,  1,000  ft;  L  aL, 
telp.  ft  wh.;  tot.  mem.,  16  vol. 

Water  Supply — Src,  Canadian  riv.,  2  m.  bi». 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  50,000  gals.; 
res.  cap.,  500,000  gals.;  3  pump,  eng.,  cap.  daj 
1,575,000  gals.;  mains,  4  m.,  4  to  8  in.  du.;  4G 
hyd.;  15  v.;  200  met;  225  serv.;  pres.,  dom.  160 
lbs.,  f.  210  lbs.;  cons,  day,  250,000  gafe.;  cost, 
$70,000;  cost  mtce.,  $3>5.000;  wks.  owned  by 
city. 

FAIRFAX,  p.  1,000.     F.  dept — Not  reported. 

Water  Supply — Src,  well,  2%  m.  bua.  cent.; 
aya.,  pump  to  rea.;  res.  cap.,  240,000  gala.;  S 
pump,  eng.,  class  trip.,  cap.  day  720,000  gala.; 
maijis,  c.  L,  7  m.,  4  to  8  in.  dia.;  25  hyd.;  17 
v.;  140  met.;  140  serv.;  pipe,  galv.  L;  pres..  dom. 
87  lbs.,  f.  87  lbs.;  cons,  day,  400,000  gals.;  cost, 
$3>8,00U;  cost  mtce.,  $1,800;   wka.   owned  by   city. 

FAIiR  VIEW,  p.  2,020.  F.  dept— 1  bsad  c 
enj.  wag.,  3  hose  reels:  hose,  oot,  rub.  lined,  gd.. 
1,600  ft;  f.  al.,  wh.;  val.  equip.,  $2,600;  tot  m^n.. 
20   voL 

Water  Supply — Src,  wells,  8  m.  bus.  cent;  aya.^ 
pump  to  stdp.;  stdp.  oap.,  160,000  gala.;  dim.,  18 
X  100;  mat,  stl.;  rea.  oap.,  200,000  gals.:  2 
pump,  eng.,  cap.  day,  360.000  gals.;  mains,  c  i.  ft 
wd.,  14  m.,  2  to  8  in.  dia.;  83  hyd.;  280  met; 
pipe,  c  i.  ft  wd.;  prea.,  f.  80  Iba.;  cons,  day,  140,- 
000  gals.;  cost  mtce.,  $1,100;  wks.  owned  oy  city. 

FREDERICK,  p.  8,027;  t  area,  640  a.;  mere 
bldgs.,  bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  twks.  ft  combt  ord. 


of  f.  inv.  F.  dept — 1  c  eng.,  1  comb,  c  ft  n.  wag., 
2  c  hand  ex.,  2  hrs.;  hose,  cot,  rub.  lined,  gd., 
2.600  ft;  f.  aL,  telp.;  val  equip.,  $4,288;  vaL 
bldgs.,  $25,000;  exp.  dept,  $2,600;  tot  mem.,  12, 
pd.  full  time  2,  pd.  part  time  10. 

Water  Supply — Src,  well;  aya.,  pump  to  stdp.; 
atdp.  cap.,  80,000  gala.;  1  pump,  eng.,  class  trip., 
cap.  day  144,000  gals.;  mains,  8  m.,  4  to  8  in. 
dia.;  41  hyd. 

GAGE,  p.  024;  f.  area,  820  a.;  mere,  bldfa., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv..  wd.,  1  n  '2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt 
ord.;  causes  of  f.  inv.  F.  dept — 20  c  hand  ex., 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft; 
f.  al.,  telp.  ft  wh.;  vaL  equip.,  $2,000;  vaL  bld^s., 
$100;  tot  mem.,   17  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys.. 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  mat,  stL; 
res.  cap.,  60,000  gals.;  2  pump,  eng.,  cap.  day 
800,000  gale.;  mains,  c  L,  8  m.,  4  to  8  In.  dia.; 
6  hyd.;  24  serv.;  pipe,  c  L;  pres.,  dom.  44  lbs., 
f.  160  lbs.;  cost,  $80,000;  wks.  owned  by  city. 

GEARY,  p.  1,452.  F.  dept. — 3  c.  hand  ex..  1 
hose  reel,  1,500  ft.  hose;  f.  al.,  bell  &  wh.;  vaL 
equip.,  $1,400;  val.  bldgs.,  $250;  exp.  dept,  $100; 
tot.    mem..    14    vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gals.;  2  pump,  eng.,  daas  dup., 
cap.  day  500,000  gals,  eadi;  mains,  6  m.,  4  to  o 
In.  dia.;  26  hyd.;  pres.,  dom.  65  lbs.,  f.  126  lbs. 

GOTEBO,  p.  740;  f.  area,  20  a.;  mere  bldgs., 
bk.,  atn.  ft  wd.,  1  ft  2  ator.;  priv.,  wd..  1  ft  2 
stor.;  wd.  rfa.  perm.  In  f.  area:  no  fwks.  ft  oombt 
ord.;  causes  of  f.  not  inv.  F.  dept — 2  c  eng., 
2  hose  reelit;  hose,  cot,  rub.  lined,  gd.,  1,600 
ft;    f.    al..   bell;    tot.   mem.,    12    vol. 

Water  Supply — ^Not  reported. 

GUTHRIE,  p.  11,^64;  f.  area,  7,920  a.;  mere. 
bldgs.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  wd.,  1  to 
8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.     F.  dept. — 0  e. 
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ex.,  1  Btr.,  1  h.  ft  L  trk.,  1  auto,  trk.,  2  hoee  wag., 
7  hn.;  hose,  cot.,  rub.  lined,  gd.,  10,000  ft.; 
f.  al.,  bell  &  wb.;  val.  equip.,  $80,000;  val.  bldga., 
$12,000;  exp.  depl..  99,874;  tot.  mem.  18,  pd. 
full  time   12,  pd.  part  time  1. 

Water  Supply — Src,  Cottonwood  riv.,  %  m. 
bus.  cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  150,000 
gals.,  loc.  cast  part  of  city;  res.  cap.,  680,000 
gals.;  4  pump,  eng.,  class  comp.  dup.,  cap.  day 
5,000,000  g<alB. ;  mains,  c.  i.,  21  m.,  4  to  12  in. 
dia.;  ISO  hyd.;  110  v.;  1,080  met.;  1,408  serv.; 
pipe,  galv.  i.  &  lead;  prcs.,  dom.  85  lbs.,  f.  140 
lbs.;  cons,  day,  600,000  gals.;  cost,  $170,000;  cost 
mtce.,   $0,250;  wks.  owned  by  city. 

QUYMON,  p.  1.842.  F.  dept — 1  comb.  c.  ft 
h.  wag.,  1  h.  &  1.  trk.,  2  c.  hand  ex.,  4  hrs..  1,000 
ft.  hoee;  f.  al.,  telp.  ft  wh.;  tot.  mem.  86,  pd. 
full   time   1,   VOL  84. 

Water  Supply — Src.,  wells;  cons,  daj,  48,000 
gals.;  maina,  6  to  8  in.  dia.;  18  hyd. 

HAILEYVILLE,  p.  2,000;  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  P.  dept. — 1  c. 
eng.,  100  c  hand  ex.,  2  hoee  car.;  hoee,  cot.,  rub. 
lined,  gd.,  500  ft.;  rub.,  gd.,  600  ft.;  inf.,  200 
ft.;  tot.  hose,  1,200  ft.;  f.  al.,  bell;  val.  equip., 
$1,600;  val.  bldgs.,  $6,000;  exp.  dept.,  $81;  tot. 
mem.,  27  vol.;  undrs.  rating,  fifth  class. 

Water  Supply — Src,  lake,  2  m.  bus.  cent.;  sys., 
grav. ;  stdp.  cap.,  86,000  gals.;  mains,  c.  i.,  8  m., 
4  to  8  in.  dia.;  50  hyd.;  23  v.;  216  met.;  215 
serv.;  pres.,  dom.  ft  f.,  45  to  115  lbs.;  cons,  day, 
130,000  gals.;  cost,  $60,000;  cost  mtce.,  $200; 
wks.    owned  by   city. 

HARTSHORNE,  p.  8,500;  f.  area,  640  a.  F. 
dept. — 3  hose  carts;  val.  equip.,  $1,800;  tot.  mem., 
9     vol. 

Water  Supply — Src,  lake,  1  m.  bus.  cent.;  sys., 
dir.  pres.;  2  pumpe,  cap.  day  1,296,000  gsiis.;  48 
hyd.;  48  v.;  pres.  dom.  65  lbs.,  f.  65  to  100  lbs.: 
cost,  $80,000;  cost  mtce.,  $4,000;  wks.  owned  by 
city. 

HEAVENER,  p.  8,500;  f.  area,  840  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  perm,  in  i.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 8  hose 
carts;  hoee,  cot.,  rub.  lined,  gd..  1,500  ft.;  f.  al., 
bell;  val.  equip.,  $2,000;  val.  bldgs.,  $400;  exp. 
dert.,  $800'  tot.  mem.,  16,  pd.  full  time;  undrs. 
rating,  fourtn  class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  svs., 
pump  dir.;  2  pump,  eng.,  cap.  day,  400,000  gals.; 
muine,  7  m.;  40  hyd.;  60  v.;  250  serv.;  pres.,  dom. 
ft  f.  103  lbs.;  cost,  $50,000;  cost  mtce,  $2,500; 
wks.  owned  by  city. 

♦fENNESSY,  p.  1,665;  f.  area,  160  a.;  mere, 
bldgs.,  wd.  Jk  bk.,  1  &  2  stor.;  priv.,  bk.  ft  wd.,  1 
stor.;  wd.  rfs.  not  perm.;  fwks.  ord.;  causes  oi  f. 
inv.  F.  dept. — 40  c  ex.,  1  h.  ft  1.  trk.,  1  auto, 
hoee  wag.;  nose,  2,000  ft.;  f.  al..  bell;  val.  equip., 
$3,500;  tot  mem.,  16  vol.;  undrs.  rating,  fourth 
class. 

Water  Supply — Src,  wells,  2  m.  bus.  cent.;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,000  gals.; 
mat.,  stl.;  pump,  eng.,  class  dup.;  81  hyd.;  pres., 
dom.  47  lbs.,  f.  76  lbs.;  cost,  $18,000;  wks. 
owned  by  city  ft  Co. 

WENRYETTA,  p.  1,671;  f.  area.  360  a;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  penp.  in  f.  area  on  2 
ator.  bldgs.  only;  fwks.  ft  combt.  ord.;  causes  of 
f.  Inv.  F.  dept. — i  c  band  ex.,  1  auto  comb. 
c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  2  hose  ret'ls;  hose, 
cot.,  rub.  lined,  gd.,  1,750  ft.;  inf.,  250  ft.;  tot. 
hose,  2,000  ft.;  f.  al.,  wh.;  y&\.  equip.,  $3,000; 
val.  bldgs.,  $1,200;  exp.  dept.,  $1,900;  tot.  mem. 
85.   pd.   full  time  1.  pd.   part  time   2,   vol.   32. 

Water  Supply — Src,  lake,  1^  m.  bus.  cent.; 
■7B>>  grav.  ft  pump  to  stdp.;  stdp.  cap.,  142,000 
gals.,  dim.  22  x  62;  2  centrif.  pump,  eng.,  cap. 
day  1,440,000  gals.;  wks.  owned  by  city. 

HINTON,  p.  1,000:  f.  area,  200  a.:  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs,  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
caiases  of  f.  inv.  F.  dept. — 2  c  eng.,  equipped  with 
ho^e  ft  buckets;  f.  al.,  bell;  val.  equip.,  $1,000; 
val.  bldg8„  $100;  vol.;  undrs.  rating,  fifth  class. 

Vaster  Supply— «rc..  well,  %  m.  bus.  cent.;  sys., 
pxk.mp  dir.;  etdp.  cap.,  60,000  g«ls.;  2  pump,  eng., 
ca.p.   day  115,200   gals.;   mains,    5   m.,    2   to   6   in. 


dia.;  27  hyd.;  28  v.;  50  serv.;  pres.,  dom.  ft  f., 
55  lbs.;  cons,  day,  25,000  gals.;  coat,  $35,000; 
wks.    owned    by    city. 

HOBART,  p.  8,846.  F.  dept. — 1  hose  wag.,  2 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  1,760  ft.;  inf., 
760  ft.;  tot.  hose.  2,600  ft.;  f.  al.,  telp.  ft  bell; 
tot.  mem.,  14,  pa.  full  time  2,  jtd.  part  time  2, 
vol.    10. 

Water  Supply — Src,  creek;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  res.  cap.,  800,000  gals.; 
2  pump,  eng.,  class  dup.,  cap.  day  8,000,000  gals.; 
mains,  4  to  8  in.  dia.;  180  hyd.;  pres.,  dom.  62 
lbs.,  f.  100  lbs. 

'HOL[>ENVILLE,  p.  2,296.  F.  dept.— 1  hose 
wag.,  1,200  ft.  hose;  f.  al.,  wh.;  val.  equip., 
$1,500;  val.  bldgs.,  $12,000;  exp.  dept.,  $200; 
tot.    mem..    9    vol. 

Water  Supply — Src,  res.  ft  riv.,  3  ft  6  m.  bus. 
cent.;  sys.,  pump  to  stdp.:  stdp.  cap.,  75,000  gals.; 
res.  cap.,  65,000.000  gaJs.;  2  pump,  eng.,  class 
dup.,  cap.  day,  8,000,000  gals.;  mains,  c  i.,  6  m., 
2  to  8  in.  dia.;  75  hyd.;  30  v.;  200  met.;  450 
serv.:  pres..  dom.  90  lbs.,  f.  125  lbs.;  cons,  day, 
800,000  gals.;  cost,  $125,000;  cost  mtce.,  $5,000; 
wks.  owned  by  city. 

KINGFISHER,  p.  2,538;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.  In  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 2  c  hand  ex.,  1  comb,  ladder 
ft  hose  wag.,  1  hose  car.,  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft;  inf.,  500  ft;  tot.  hose,  2,500 
ft:  f.  aL,  telp.  ft  bell;  val.  equip.,  $2,640;  val. 
bldgs.,  $100;  exp.  dept,  $1,814;  tot.  mem.,  12, 
pd.  full  time  1,  pd.  part  time  11;  undrs.  rating, 
4^  class. 

Water  Supply — Src,  wells,  H  m*  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000 
gals.;  mat,  stl.;  res.  cap.,  16,000.000  gals.;  2 
pump,  en^.,  class  comp.  trip.,  cap.   dajr,   1,000,000 

fals.;  mains,  c  i.,  6  m.,  4  to  10  in.  dia.;  40  hvd.; 
3  v.:  met,  260;  266  serv.;  pres.,  dom.  70  lbs., 
f.  120  lbs.;  cons,  day,  75,000  gals.;  cost  $100,- 
000;   cost  mtce.,  $2,000;  wks.  owned  by  city. 

KREBS,  p.  8,000;  f.  area,  160  a.  F.  dept.-^ 
c  hand  ex.,  1.600  ft  hose;  vaL  equip.,  $2,000; 
val.   bldgs.,    $100;   vol. 

Water  Supply — Src,  res.;  sys.,  dir.  pres.;  60 
liyd.;  pres.,  dom.  ft  f.  60  lbs.;  cost,  $66,000;  wks. 
owned  by  city. 

LAWTON,  p.  7,788:  f.  erea,  960  acres;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  auto.  comb.  hose,,  c.  ft  ladder  wag.,  8,  c. 
hand  ex.,  2  c  eng.,  8  hrs.;  hose,  cot,  rub.  lined, 
gd.,  4,500  ft;  f.  al.,  bell;  val.  equip.,  $14,000; 
val.  bldgs.,  $28,000;  exp.  dept,  $8,500;  tot.  mem., 
7,  pd.  full  time. 

Water  Supply — Src,  artificial  lake  covering  1.100 
a.,  11  m.  Lawton  in  Wichita  Mountains,  cap. 
5,000.000,000  gals.;  s}**.,  grav.;  1  pump,  eng., 
cap.  day  1,440,000  gals.;  mains,  82  m.,  4  to  12 
in.  dia.;  240  hyd.;  85  v.;  1,750  serv.;  pipe,  c  i.; 
pn*8.,  dom,  &  f.  60  to  85  lbs.;  cons,  day,  1,500,000 
gals.;  cost,  $47.j,410;  cost  mice.,  $8,000;  wks. 
owned   by   city. 

McALESTER,  p.  12,064.  F.  dept — 1  comb.  h. 
ft  1.  trk.,  2  hose  wag.,  1  chief's  buggy,  4  hand  c 
ex.,  8  hrs.;  hose,- cot.  jacket,  gd.,  4,000  ft.;  f.  al., 
Oamewell  ft  telp.;  tot.  mem.  16,  pd.  full  time  6, 
vol.  10. 

Water  Supply — ^Src,  2  artificial  lakes  ft  creek, 
8  m.  bus.  cent;  sys.,  pump  to  stdp.:  stdp.  cap., 
4  50,000  gals.:  res.  cap.,  2.000,000  gals.;  3  pump, 
eng.,  class  dup.,  cap  day,  4,000,000  gals.;  mains, 
c  I.,  25  m.,  4  to  16  in.  dia.;  220  hyd.;  120  v.; 
1.759  met;  2,187  serv.;  pipe,  gal  v.  i.;  pres.,  dom. 
80  lbs.,  f.  120  lbs.;  cons,  day,  600,000  gals.;  cost, 
$750,000;  cost  mtce.,  $70,000;  wks.  owned  by 
city. 

MADILL,  p.  1,664.  F.  dept — 2  hand  hose  carts; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  firearms; 
tot.  mem.,  20  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  60,000  gals.;  1  pump,  eng.,  rlas8  dup.. 
cap.  day  450,000  gals.;  mains,  2  m.,  4  to  8  in. 
dia.;  60  hyd.;  pres.,  dom.  40  lbs.,  f.  06  lbs. 

MANGUM,  p  8,667;  f.  area,  640  a.;  mere,  bldgs., 
stn.  ft  bk.,  1  to  4  stor.;  priv.,  bk.,  stn.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.    F.  dQ)t. — 1  comb,  c^ 
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&  h.  wag.,  2  c.  hand  ex.,  1  hose  reel,  2  bra.;  hose, 
cot.,  rub.  lined,  gd.,  2,600  ft.;  inf.,  800  ft.;  tot. 
hose,  3,800  ft;  f.  «].,  bell;  val.  equip.,  $6,000;  vaL 
bidgs.,  112,600;  exp.  dept.,  $2,800;  tot.  mem.,  10, 
pd.  full  time  4,  pd.  part  time  6;  undra.  rating, 
fourth  class. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  ays., 

Sump  to  stdp.;  stdp.  cap.,  86,000  gals.;  mat.,  c.  i. 
;  Btl.;  3  pump,  eng.,  cap.  day.  960,000  gals.; 
mains,  c.  i.,  12  m..  4  to  8  in  dia.;  81  hyd.;  26 
v.;  200  met.;  500  serv.:  prea.,  dom.  86  lbs.,  f.  110 
lbs.;  cons,  day,  900,000  gals.;  cost,  $86,000;  cost 
mtce.,  $10,000;  wks.  owned  by  city. 

MARIETTA,  p.  1.646.  F.  dept.— 1  comb.  c.  k 
h.  wag.,  2  c  hand  ex.,  2  hand  hose  carta,  2  hrs.; 
hose,  cot.,  mib.  lined,  gd.,  1,600  ft.;  f.  al.,  wh.; 
val.  equip.,  $2,900;  val.  bldars.,  $6,000;  exp.  dept., 
$860;  tot  mem.,  11,  pd.  full  time  1,  voL  10. 

Water  Supply— Src,  wells,  1  m.  bus.  cent;  aye., 
grav.;  stdp.  cap.,  100,000  gals.;  "8.  cap.,  60,000 
gals.;  pump,  eng.,  daaa  dup.,  cap.  day,  600,000 
gals,  mains,  c  i..  5  m.,  4  to  8  in.  dia.;  64  hyd.; 
pres.,  dom.  60  lbs.,  f.  100  to  126  lbs.;  cons,  day, 
70,000  gals,;  wks.  owned  by  city. 

MARLON,  p.  2,000;  f.  area,  280  a.;  mere 
bldga..  bk.  k  wd..  1  to  2  ator.;  nriv.,  1  to  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  k  combt  ord.; 
cauaes  of  f.  inv.  F.  dept. — 26  c  hand  ex.,  2  how 
car.;  hoae,  cot,  rub.  lined,  gd.,  1,000  ft.;  f.  aL, 
telp.;  vaL  equip.,  $1,250;  tot  mem.  86,  12  active. 
12  associate,  12  toL 

MARLOW.  p.  1,966.  F.  dept.— 2  hand  hoee 
carts;  hose.  rub.  lined,  gd..  1,000  ft.;  f.  aL,  flreanna 
A  telp.;  tot  mem.,  12  vol 

Water  Supply — Src,  oreek  &  wells;  sys.,  grav.; 
res.  cap.,  70,000  gals.;  2  pump.  eng..  clasa  dup., 
cap.  day.  500,000  gals.;  mains,  2%  m.,  4  to  8  m. 
dia.;  20  hyd.;  pres.,  dom.  50  lbs.,  f.   150  lbs. 

MEDFORD.  p.  1,110;  f.  area.  6  a.;  mere  bldga., 
bk..  stn.  &  wd..  1  &  2  stor.;  priv.,  wd..  1  &  2 
St  or.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk., 
c  hand  ex.,  1  hose  car.;  hoae.  cot.  rub.  lined,  gd.. 
2,500  ft.;  f.  al.,  bell  &  wh.;  val.  equip.,  $1,500; 
tot.  mem.  '26,  pd.  $2  for  attending  each  f. 

Water  Supply — Src,  well,  1%  m.  bus.  cent; 
sys.,  dir.  ft  grav.;  stdp.  ft  res.  combined  cap.,  100,- 

000  gala.;  mat.,  iron;  2  pump,  eng.,  daaa  complex, 
cap.  day  1,000,000  gala.;  prea.,  dom.  42  Iba.,  f. 
76  lbs.;  cona.  day,  72,000  gala.;  coat.  $87,000; 
cost  mtce.,  $1,200;  wks.  owned  by  city. 

MIAMI,    p.     2,907.       F.    dept — 2     c    hand    ex.. 

1  h.  ft  1.  trk.,  1  hose  wag.,  4  hrs.;  hose,  cot., 
rub.  lined,  gd..  1,450  ft;  inf.,  600  ft;  tot  hose, 
2.050  ft;  f.  al.,  telp.;  val.  equip..  $3,282;  val. 
bldgs.,  $5,000;  exp.  dept.  $3,000;  tot  mem.  15. 
pd.    full  time   3,  vol.    12.  „     •,^     w,     u 

Water  Supply — Src,  artesian  well,  2%  blocks 
bua.  cent;  aye.,  pump  to  res.;  res.  cap.,  100,000 
gals.;  maina,  cone,  12  to  40  ft;  2  pump.  eng.. 
cap.  750,000  gals,  day;  mains,  iron,  8%  m.,  4  to 
10  in.  dia.;  26  hyd.;  pres.,  dom.  40  lbs.,  f.  80  lbs. 

MUSKOGEE,  p.  26,27«;  f.  area,  16,000  a.;  mere 
bldgs..  atn.  ft  bk..  1  to  10  stor.;  priv.,  wd..  bk.  ft 
stn.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 3  str..  1 
c.  eng.,  1  chief's  auto.,  5  auto.,  1  h.  ft  1.  trk.,  1 
aer.  trk.,  1  comb,  c  ft  h.  wag..  20  c.  hand  ex.,  2 
hose  wag.,  13  hrs.;  hose,  cot,  rub.  lined,  gd., 
8,750  ft;  inf.,  1,000  ft;  tot  hose,  9.750  ft;  f. 
al.,  GaineweU,  51  bx.;  val.  equip.,  $48,000;  val. 
bldgs.,  $38,000;  exp.  dept,  $38,165;  tot  mem. 
34,  pd.  full  time. 

Water  Supply — Src,  Grand  riv.,  6  m.  bus.  cent; 
aya.,  pump  to  rea.  ft  stdp.  ft  dir.,  ^  m.  bus.  cent; 
rea.  cap.,  6,000,000  gals.,  loc.  160  ft  above  ft  8 
ra.  bua.  cent;  6  pump,  eng.,  cap.  day  18,000,000 
gals.;  mains,  c  i..  72  m.,  6  ft  24  in.  dia.;  622 
hyd.;  486  v.;  pres..  dom.  66  lbs.,  f.  100  lbs.; 
cost,  $987,278;  wks.  owned  by  city. 

NEWKIRK,  p.  1.992;  f.  area.  820  a.;  mere 
bldga.,  wd.,  2  stor.;  priv.,  wd..  1  ator.;  wd.  rfs. 
perm.;  fwka.  ord.;  cauaes  of  f.  inv.  F.  dept. — 1 
h.  ft  1.  trk.,  2  hose  car.;  hoae,  cot,  gd..  1,200  ft.;  f. 
al.,  telp.  ft  bell,  atreet  bx.;  vaL  equip..  $1,600; 
tot.  mem.,  24  vol.;  undra.  rating,  fifth  class. 

Water  Supply — Src,  wells.  %  m.  bus.  cent; 
svs.,  KTav.;  stdp.  cap.,  100,000  gals.;  res.  cap.. 
100,000  gals.;  4  pump,  eng.,  cap.  day  10.000,000 
gals.;  mams,  c  i..  6  m.,  4  to  8  in.  dia.;  32  hyd.; 
9    v.;    8    met.;    3    serv.;    pres.,    dom.    67    lbs.,    f. 


110  lbs.;  cons,  day,  200,000  gals.;  cost,  $1.3S0; 
cost    mtce.,    $100;    wks.    owned   by    city- 

NORMAN,  p.  8,724;  f.  sies,  640  tul  Udfs^  bk. 
ft  atn..  2  stor.;  wd.  rfo.  not  perm.;  fwks.  ft  cc«bt 
ord.  F.  dept — 1  comb,  e  ft  h.  ws^.,  2  e  hand 
ex.,  1  h.  ft  I.  trk..  2  hose  car.,  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  1.000  ft.;  linen,  gd.,  500  ft;  int, 
600  ft.;  tot  hose.  2.000  ft;  f.  sL,  telp.;  tot 
mem.,  18  vol.;  nndrs.  rating,  second  class. 

Water  Supply — Src.  wells,  2  blocks  bva.  eent; 
sys.,  pump  to  stdp.;  atdp.  cap..  86.000  gsls.*  dim. 
12  z  100.  loe  4  blocks  bus.  cent;  res.  cap.,  181,- 

000  gals.;  1  pump.  eng..  cap.  day  120,000  gals.: 
mains,  c  i.,  8  m.,  4  to  8  in.  dis.;  SO  hyd.;  12  v.; 
met.  279;  277  serv.;  pipe,  galv.  L;  pres.,  dom.  40 
lbs.,  f.  110  to  126  1m.;  cons.  day.  80,000  gals.; 
cost.  $22,600;  cost  mtce.  $2,000;  wks.  owned 
by  dty. 

NOWATA,   p.    8,672.      F.   dept — 2    c    hand  et, 

1  hose  wag.,  2  hn.:  hoae.  cot.  rub.  lined,  gi. 
2.400  ft:  f.  aL.  telp.;  val.  equip..  $8,669;  nL 
bldgs..  $8,000;  en.  dept.  $2,400;  tot.  mem.,  f, 
pd.  full  time  2.  vol  7;  undra.  rating,  5H  dsas. 

Water  Supply— Src,  Verdegris  nv.,  5  m.  bos. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  50.0>0 
gala.;  rea.  oap..  1,800,000  gals.;  3  pump,  enf^ 
class  trip.,  cap.  day  2,112,000  gals.;  mains.  2  Vi 
8  in.  dia.;  72  nyd. ;  pres..  dom.  65  lbs.,  f.  100  lbs.; 
cost.    $155,000;    cost   mtce.,    $10,000. 

OKEENE,  p.  920;  mere  bldgs.,  bk.,  1  ft  2  star.: 
priv.,  wd.,  1  ft  2  stor.;  wd.  rts.  perm,  in  L  sRs; 
fwks.    ft   combt.    ord.;    causes   of   f.   not    inv.     F. 

dept. — 2    comb,    c    ft    h.    wag.,    1    c    eng.,    2    h,-»se 
wag.;   hose,  cot,  rub.   lined,  gd.,   1,500    ft.:   f.  &i- 
wh. ;   val.   equip.,   $3,000;   val.   bldgs.,   $1,000;  ex? 
dept..   $100;   tot.    mem..   12   voL 

Water  Supply— ^rc.  stdp.;  sya.,  pump,  dir.;  srdp. 
cap.,   25,000  ^als.;   2  pump,  eng.,  cap.    day  2,«"""3 

000  gals.;  mams,  3  m.,  6  to  10  in.  dia.;  26  hyd.; 
cost,   $35,000;    wks.   owned  by   city. 

OKEMAH,  p.  1,889.  F.  dept — 2  e  en^-;  base, 
200  ft;  f.  al..  telp.  ft  firearms;  tot  mem.,  15  toL 

Water  Supply — Src,  creek  ft  2  wella,  2  ft  5  nt 
bus.  cent;  sys.,  grav.  &  dir.;  stdp.  cap,.  7o.O'0 
gals.;  3  pump,  eng.;  mains,  c.  i.,  11  2-5  m.,  4  to  i^  u<. 
uia.;  37  hyd.;  22  v.;  256  met;  295  serv.;  pi?<f. 
galv.  i.:  pres.,  dom.  53  to  63  lbs.,  f.  100  1^'>-: 
cons,  day,  3,000  gals.;  cost,  $75,000;  wks.  owtj^^ 
by  city. 

OKLAHOMA  CITY,  p.  64.205;  f.  area,  17  sq.  ol; 
mere  bldgs..  cone,  cem.,  bk.  ft  stn.,  1  to  IS  storr. 
priv.,  bk..  stn.  ft  wd..  1  to  6  stor.;  wd.  rfs.  sot 
perm,  in  f.  area;  fwka.  ft  combt  ord.;  catises  of  1 
mv.  F.  dept — 7  atr.,  8  comb,  c  ft  h.  wag..  40  c 
hand  ex.,  2  auto.  comb,  c  ft  h.  wag.,  2  dueft 
auto.,  1  aer.  trk..  8  h.  ft  1.  trk.,  1  water  tower.  42 
hrs.;  hose,  cot,  rub.  lined,  gd.,  29,000  ft;  c 
8,000  ft;  tot  nose,  32,000  ft;  f.  aL,  Gamevr!l 
136  bx.;  vaL  equip,  ft  bldgs..  $200,000;  exp.  dept. 
$90,000;  tot  mem.,   76,  pd.  full  time. 

Water  Supply — Src.  riv.,  IM  m.  bus,  cert.; 
sys.,  pump  dir.;  5  pump,  eng.,  cap.  day  SO.OOO.OChi 
gate.;  mains,  c  i..  153  m.,  4  to  24  in.  dia.;  s-'^'^ 
hyd.;  785  v.;  met,  1.100;  1,100  serv.;  pipe,  r  »-, 
pres.,  dom.  ft  f.  80  lbs.;  cons,  day,  7,000.000  gals.; 
cost,  $1,500,000;  cost  mtce..  $58,000;  wks.  owoed 
by  ci^'. 

OKMULGEE,  p.  4,176.  F.  dept. — 1  boss  wag.; 
hoee,  1,000  ft;  f.  al.,  telp.  ft  wk;  tot  mem..  10 
vol 

Water  Supply — Src.  wells;  sys.,  pvmp  to  std^: 
atdp.  cap.,  70,000  gmls.;  res.  cap.,  700,000  gak: 

2  pump,  eng.,  cap.  day  2,000,000  gala.;  BiainB. 
4  m.,  6  to  12  in.  dia.;  48  hyd.;  pres.,  dom.  M 
lbs.,  f.  126  lbs. 

OLUSTEE,  p.  1,000;  f.  area,  160  a.  F.  dept— 
2  hose  carts.  1.000  ft  hose;  f.  aL,  bell;  vsL  equips 
$1,260;  tot  mem.  17,  pd.  part  time;  ondxa.  rat- 
ing,  fifth  daas. 

Water  Supply — Sre.  well;  sye->  pmnp.;  paaf^. 
eng..  cap.  201.600  gals,  day;  18  hyd..  mains.  4 1 
bloats;  pres.,  dom.  44  lbs.,  L  100  lbs.;  eoat,  $20,- 
000;  cost  mtce,  $460;  wks.  owned  bj  city. 

PAULS  VALLEY,  p.  2.689;  f.  area.  SOO  *.; 
mere  bldgs.,  bk.  ft  stn.,   1  to  8  stor.;  priv.,  wd^ 

1  to  2  stor.;  wd.  rfe  perm,  in  f.  area.     P.  dept— 

2  e  hand  ex..  1  hoee  wag.;  hose,  cot.,  nd>.  ttael 
gd.,  2,000  ft;  mem.  22.  fall  time  2.  vol.  20. 

Water  Supply — Sre.  well,  %  m.  bos.  cent.;  era. 
grav.  ft  pump  dir.;  stdp.  cap.,  80,000  gals.,  di». 
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A  L  trk.,  10  c.  hand  ex.,  1  comb,  c  Jfc  h.  wag.,  1 
comb,  c  £c  h.  auto.  lrk.»  2  hoee  wag.,  7  hra.;  Eoee, 
cot.,    nib.   lined,   gd.,   6,500    ft.;    f.    al.,    bell;    vaL 
equip.,    912,995;    TaL    bldga.,    $5,000;    tot.    mem 
10,  pd.  full  time. 

Water  Supply — Src,  North  Canadian  riv.,  1  m 
bus.  cent.;  ays.,  pump  to  stdp.  &  dir.;  atdp.  cap., 
100,000  gala.,  dim.  22  z  48;  mat,  stL;  4  pump, 
eng.,  class  comp.  dup.,  cap.  day  2,000,000  gab. 
each;  mains,  c  i.,  27  m.,  4  to  14  in.  dia.;  178 
hyd.;  met.,  1,860;  1,900  serv.;  pipe,  galv.  L; 
pres.,  dom.  90  lbs.,  f.  125  lbs.;  cons.  day.  1,000,- 

000  gals.;  cost,  $206,000;  cost  mtce.,  $14,000; 
wks.  owned  by  city. 

SNYDER,  p.  1,122.  F.  dept. — 2  hand  hose 
reels;  hose,  1,000  ft.;  t  al.,  telp.  ft  wh.;  tot. 
mem.,   25   vol. 

Water  Supply — Src,  well;  sys.,  pump  to  atdp.; 
stdp.  cap.,  50,000  gals.;  1  pump,  eng.,  class  dup., 
cap.  day  760,000  gals.;  mains,  1%  m.,  4  to  8  in. 
dia.;  18  hyd.;  pres.,  dom.  45  lbs.,  f.  100  lbs.; 
cons,  day,   25,000  gals. 

SOUTH  MoALESTER;  f.  area,  4,000  a.;  mere, 
bldgs.,  bk.,  2  dc  3  stor. ;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  &  combt. 
ord. ;     causfs    of    f.     inv.       F.     dept. — 1     c.     eiig., 

1  comb.  c.  «te  h.  wag.,  c.  hand  ex..  2  hose  wag., 
chief's  bu{fgy;  hose,  cot.,  rub.  lined,  gd.,  3,500 
ft.;  inf.,  1,000  ft.;  tot.  hose,  4,500  ft.;  f.  al., 
Game>*"ell,  18  bx. ;  \"al.  equip.,  $17,140;  val.  bldgs., 
$13,900;  exp.  dept.,  $13,407;  tot.  mem.  12,  pd. 
full   time    1 1 ,  pd.   part   time    1. 

Water  Supply — ^Src,  watershed,  8H  m*  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  4  50,000 
gals.,  dim.  80  z  85;  mat.,  stl.;  2  pump,  eng.,  cap. 
day  1,000.000  gals.;  mains,  c  L,  11  m.,  5  to  16 
in.  dia.;  117  hyd.;  met.,  800;  800  aerv.;  pipe, 
lead  k  galv.  L;  pres.,  dom.  80  lbs.,  f.  125  lbs.; 
cost,  $200,000;  wks.  owned  by  city. 

STIGLER,  p.  2,000;  f.  area,  600  a.;  mere,  bldga., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv,  F.  de|)t. — c.  eng..  c.  hand  ex.,  3  1jos«  cans; 
hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  f.  al.,  wh.; 
tot.  mem.,  20  voL 

Water  Supply — Src,  dam  across  ravine,  1%  m. 
bus.  cent.;  sys.,  pump  to  stdp.;  res.  cap.,  70,000,- 

000  gals.;  maina,  c.  i.,  2  to  8  in.  dia.;  60  hyd.; 
26  v.;  pipe,  galv.  i.;  cost,  $75,000;  wks.  owned  by 
city. 

STILLWATER,  p.  8,444;  f.  area.  120  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  stn.,  bk. 
ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;   causes  of  f.  inv.     F.  dept. — 

1  comb.  c.  ft  h.  wag.,  2  c.  hand  ex.,  1  hose  wag., 

2  hrs.;  hoee,  cot,  rub.  lined,  gd.,  2,000  ft.;  inf., 
400  ft.;  tot.  hose,  2,400  ft.;  f.  al.,  wh.  ft  telp.;  val. 
equip.,  $3,000;  val.  bldgs.,  $2,500;  exp.  dept, 
$2,400;  tot  mem.,  16,  pd.  full  time  8,  pd.  part 
time  6,  vol.  6. 

Water  Supply — Src.,  wells  ft  strm.,  1  m.  bus. 
cent;  sys.,  grav.  ft  pump  dir.;  stdp.  cap.,  100,000 
gals.,  dim.  22  x  89;  mat,  iron;  2  pump,  eng., 
class  comp.  dup.,  cap.  day  998,000  gals.;  mains, 
iron,  8  m.,  4  to  8  in.  dia.;  82  hyd.;  IS  v.;  412 
serv.;  pipe,  galv.  i.;  pres.,  dom.  55  lbs.,  f.  180  lbs.; 
cons,  day,  200,000  gals.;  cost,  $104,000;  wks. 
owned  by  city. 

STILLWELL,  p.  2,000;  f.  area,  820  a.;  mere, 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk., 
2  hose  wag.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,500  ft;  f.  aL,  bell;  val.  equip.,  $1,500; 
tot.  mem.,  24   vol. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap..  50,000  gals.;  mat, 
iron;  res.  cap.,  800,000  gals.;  mains,  mat,  iron, 
4  to  6  in.  dia.;  pipe,  iron;  pres.,  dom.  45  lbs.,  f. 
60  lbs.;  wks.  owned  by  ci^. 

STROUD,  p.  1,220.  F.  dept. — 2  hand  hose 
carts,  1,500  ft  hose;  f.  aL,  telp.,  wh.  ft  bell;  tot 
mem.,  15  vol. 

Water  Supply — Src,  well;  sys.,  grav.;  2  pump, 
eng.,  class  comp.  dup.,  cap.  day  500,000  gals, 
each;  1  pump,  cap.  86,000  gals,  day,  loc  in  sub- 
station at  creek;  mains,  8  nu,  4  to  8  in.  dia.; 
26  hyd.;  pres.,  dom.  40  lbs.,  f.  80  lbs. 

SULPHUR,  p.  3,684.  F.  d^t — 1  comb,  c  ft 
hose  wag.,  3  c.  hand  ex.„  2  hand  reels,  2  hrs.;  hose. 


cot,  rub.  lined,  gd.,  2,200  ft;  inf.,  600  ft;  tot 
hose,  2,800  ft;  f.  aL.  telp.  ft  wh.;  vaL  eqicp^ 
$4,575;  vaL  bldgs.,  f  1,200;  exp.  dept.,  $1,200;  tot 
mem.,  14,  pd.  full  time  1,  pd.  part  tsme  4.  t^  9. 
Water  Supply — Src,  spr.  ft  wells,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.  da^-,  100,000  e£t.: 
2  pump,  eng.,  class  dup.,  cap.  day  1,500,000  gals.; 
mains,  c.  L,  9  m.,  4  to  12  in.  dia.;  51  hyd.;  21  v.; 
500  serv.;  pres.,  dom.  ft  f.,  110  lbs.;  oons.  dij, 
50,000  gals.;  cost,  $65,000;  cost  mtce.,  $5,00(); 
wks,  owned  by  city. 

TAHLEQUAH,  p.  2,891;  mere  bldgs..  bk.  k 
stn.,  2  to  8  stor.;  wd.  rfs.  not  perm,  in  ons.  8ce> 
tion;  fwks.  ft  combt  ord.  F.  dept.— Comb,  c  k 
h.  wag.,  c.  hand  ex.,  h.  ft  L  trk.,  S  hrs.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;   tot  mem.,  21. 

Water  Supply — Src,  spr.,  ^  m.  bua.  cent;  vm^ 
pump  to  res.;  res.  cap.,  4o0,000  gals.;  2  pump,  cof^ 
class  comp.,  cap.  day,  1,000,000  gals.;  mains,  c  :., 
10  m.,  4  to  10  in.  dia.;  80  hyd.;  50  v.;  115  mcL; 
350  serv.;  pipe,  c.  L;  pres.,  dom.  ft  f.  80  lbs.;  cooa. 
day,  180,000  gals.;  cost,  $75,000;  wks.  owned  bj 
city. 

TBCUMSEH,  p.  1,626;  f.  area.  100  a.;  mert 
bldgs.,  bk.,  stn.,  cone,  ft  wd.,  1  to  3  stor.;  priv..  bi. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area:  iwk>. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  n.  ft  L 
wag.,  2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  1.1''-' 
ft;  f.  al.,  telp.;  vaL  equip.,  $2,500;  vaL  bli^s.. 
$600;  tot  mem.,  12  voL;  undrs.  rating,  third  cl&io>. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdpi: 
stdp.  cap.,  50,000  gala.;  res.  cap.»  80,000  gak.; 
1  pump,  eng.,  class  comp.  dup.,  cap.  day  720.00{) 
gals.;  maina,  ihk  m.,  6  to  10  in.  dia.;  40  hyd.: 
pres.,  dom.  46  lbs.,  f.  180  Iba. 

TEMPLE,  p.  862.  F.  dept. — 1  hand  bose  red; 
hose,  cot.,  rub.  lined,  gd.,  1,100  ft;  f.  «L,  bcD; 
tot.  mem.,  20  vol. 

Water  Supply — Src,  lake;  sys.,  pump  to  atdp.; 
stdp.  cap.,  60,000  gals.;  mains,  2%  m.,  0  in.  dis.; 
6  hyd. 

THOMAS,  p.  1,871.  F.  dept — 2  hand  bow 
carta,  1  c  eng.,  2  hrs.;  hose,  rub.  lined,  gd.,  l,00d 
ft;  f.  al.,  telp.  ft  wh.;  tot  mem.,  14  voL 

Water  Supply — Src,  wells;  aya.,  pump  to  stdp.; 
stdp.  cap.,  55,000  gala.;  res.  cap.,  40,000  ga^: 
1  pump,  eng.,  daaa  comp.  dup.,  cap.  day  1,000,- 
000  gals.;  mains,  2  m.,  4  to  8  in.  dia.;  26  hyd.; 
pres.,  doQL  70  lbs.,  f.  100  lbs.;  oons.  diiy,  20,009 
gals. 

TISHOMINGO,  p.  1,408.  F.  dept. — 1  h.  ft  L 
trk.,  2  hand  hose  reels,  2  hand  c  ex.;  hose,  tA. 
lined,  gd.,  1,000  ft;  f.  aL,  telp.,  bell  ft  wh.;  roL 
f.  dept. 

Water  Supply — Src,  creek;  aya.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gala.;  1  pump,  eng.,  cUaa  trzp^ 
cap.  day  800,000  gals.;  mains.  8  m.,  4  to  8  in. 
dia.;  28  hyd.;  pres.,  dom.  56  lbs.,  f.  120  lbs. 

TULSA,  p.  18,182;  bldgs.,  bk.,  stn.  ft  cone  b 
f.  area.  F.  dept. — 2  auto.  comb,  c  ft  h.  eng..  1 
auto  aer.  trk.,  1  comb,  c  ft  h.  wag.,  1  str.,  6  e. 
band  ex.,  1  hose  wag..  1  chefs  auto..  1  bufr^.  ^ 
hrs.;  hose,  cot,  rub.  lined,  gd.,  18,000  ft.;  L  sL, 
Gamewell,  62  t>x.;  tot  mem.  82,  pd.  part  time. 

Water  Supply  —  Src,  Arkanaaa  riv.;  qra.,  gimv.  k 
pump.;  stdp.  cap.,  117,000  gala.;  4  pump,  eng, 
class  comp.,  cap.  day  20,000,000  gals.;  maina,  I 
to  20  in.  dia. 

VINITA,  p.  4,082;  mere  bldga.,  mostly  bk.    f. 
dept. — 1     h.     &  '1.     trk.;     hose,     cot.,     rub.,     e-i 
1,700  ft;   f.  al.,  telp.;  tot  mem.  21.   8  pd.  fcH 
time,  18  vol. 

Water  Supply — Src,  artesian  well;  aya.,  pan9 
to  stdp.;  stdp.  cap.,  70,000  gala.;  res.  cap.,  90«.* 
000  gals.;  2  pump,  eng.,  class  comp.  dup.,  caFi> 
day  2,000,000  gals.;  maina,  14  m.,  6  to  12  ia. 
dia.;  104  hyd.;  pres.,  dom.  48  lbs.,  t  140  Iba. 

WAGONER,  p.  4,018;  f.  area,  9  blocka;  mere, 
bldgs.,  etn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  1  k  i 
stor.;  wd.  rfs.  not  perm.:  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  nose  wag.,  2  hose  reels,  6  c 
hand  ex.,  3  hrs.;  hose,  cot.  rub.  lined,  gd.,  1,S00 
ft;  inf.,  600  ft;  tot  hose,  2,400  ft:  f.  i3..  elec  ft 
telp.;  val.  equip.,  $8,800;  val.  bldgs.,  $15,000; 
exp.  dept,  $4,000;  tot  mem.,  11,  pd.  foU  time  S, 
vol.   8;  undrs.  rating,  fourth  clasa. 

Water  Supply — Src,  riv.;  aya.,  pump  to  Btd^; 
stdp.  cap.,  100,000  gala.;  1  pomp,  csig.,  daaa  oonp. 
dup.,    cap.   day    1,000,000   gala.;    mama,    6   n.,  4 
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to    10   in.   dia.;    87   hyd.;    pres.,   dom.    62   lbs.,   f. 
90  lbs. 

WALTERS,  p.  2,000;  f.  area,  820  a.;  mere 
bIdgB.,  bk.,  1  &  2  stor.;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfa.  not  perm,  in  f.  area;  no  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 8  hose  car.  8t 
ladders;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  inf., 
600  ft.;  tot.  hose,  2,600  ft.;  f.  aL,  wh.;  tot. 
Bern.,  25  vol. 

Water  Supply — ^Not  reported. 

WAPANUCKA,  p.  1,200;  f.  area,  6  blocks;  mere 
bldgs.,  bk.  Jc  stn.,  1  A  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  & 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  c 
ctv^..  c.  Imnd  ex.,  3  hose  wajf. ;  hose,  cot.,  rub. 
lined,  fr(L,  1,400  ft.;  inf.,  100  ft.;  tot.  hose. 
1,500  ft.;  f.  al.,  bell  &  wh.;  val.  equip.,  $2,500; 
tot.   mem..   16  vol. 

Water  Supply — Src,  well  k  res.,  1%  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  75,000  gals.; 
mat.,  iron;  res.  cap.,  22,000,000  gals.;  2  pump, 
eng.;  mains,  2  m.;  cost,  $46,000;  wks.  owned  by 
ei^'* 

WATONGA.  p.  1,723.  F.  (iept. —  2  hand  hose 
carts.  2  c.  hand  ex.;  hose,  cot.,  rub.  lined,  gd.,  1,500 
ft;  f.  al.,  telp.  ft  wh.;  val.  equip.,  $1,200;  val. 
bldgs.,  $250;  exp.  dept,  $100;  tot  mem.,  10  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  40,000  gals.;  2  pump,  eng.,  class  comp. 
dup.,  cap.  day  600,000  gals,  each;  mains,  2  m.,  4 
to  6  in.  dia.;  24  hyd.;  pres.,  dom.  60  lbs.,  f.  100 
lbs.;  cons,  day,  30,000  gals. 

WAURIKA,  p.  2.028.  F.  dept. — 1  hand  h.  ft 
1.  trk.,  2  hand  hose  carts,  4  hand  c.  ex.;  hose,  cot., 
rub.  lined,  gd.,  700  ft;  f.  al.,  telp.  ft  wh.;  tot. 
mem.,  24  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  50,000  gals.;  2  pump,  eng.,  class  trip., 
cap.  dav  500.000  gals,  each;  mains,  '6^/2  m.,  4  to 
8  in.  dia.;  36  hyd.;  pres.,  dom.  55  lbs.,  f.  110  lbs. 

WEATHERFORD,  p.  2,118;  f.  area,  100  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
4  c.  hand  ex.,  1  hose  wag.,  2  hose  car.,  2  hrs. ; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  500  ft; 
tot.  hose,  2,500  ft;  f.  al.,  telp.  ft  wh.;  vaL  equip., 
$4,500;  exp.  dept,  $500;  tot.  mem.,  12  vol. 

Water  Supply — Src,  wells;  8  deep  well  pumps, 
combined  cap.  874,000  gals,  day;  sys.,  grav.;  res. 
cap.,  93,000  gals.;   1   pump,   eng.,  class  dup.,  cap. 


day    600.000    gals.;    mail 
dia.;  28  byd.;  pres.,  dom. 

WETUMKA.  p.   1,190. 
2  c  eng.,  100  ft.  hose;  1 
vol. 

No  waterwks. 

WEWOKA,  p.   1,022. 
ft.  hose;  f.  al.,  telp.  ft  fin 

Water  Supply — Src,  « 
sys.,  pump  to  stdp.;  std] 
I>uiiip.  eng.,  cap.  10  hrs 
c.  i.,  3*/^  m.,  4  to  8  in.  d 
met;  200  serv.;  pipe,  gr^ 
SO  11)8.;  cons,  day,  30,0C 
wks.   owned  by  city. 

WILBURTON,    p.    2,277 
bldgs.,  stn.,  bk.  ft  wd.,  1 
stor.;  wd.  rfs.  not  perm,  in 
ord.;    causes    of    f.    inv.      ] 
hose,   cot.,   rub.   lined,   gd., 
val.  equip.,  $1,000;   tot.  m^ 

Water  Supply — Src,   2   c 
sys.,    pump    to    res.;    stdp. 
pump,   eng.,   class  comp.   di 
gals.;  mains,  2  m.,  4  to  8 
dom.  76  lbs.,  f.  140  lbs.;  c* 
wks    owned  by  Co. 

WOODWARD,  p.   2,696. 
hose  wag.,  6  c.  hand  ex.,  1 
hoee,    cot,   rub.   lined,   gd., 
val.  equip.,   $7,142;  val.  bid 
15,  pd.  full  time  2,  vol.   13. 

Water  Supply — Src,  spr.; 
160,000  gals.;  2  pump.  eng. 
day  600,000   gals,   each;   xm 
dia.;    67    hyd.;    pres.,   dom. 
cons,  day,  60,000  gals. 

WYNNEWOOD,   p.    2,002. 
t*\.,    2    ho«if    w:iff.,    2    hose 
lined,    gd.,    2,000    ft.;    f.    al. 
pd.   full  time    1,   vol.    15. 

Water  Supply — Src,  well; 
eng.,  class  comp.  dup.,  cap. 
each;  mains,  8  m.,  4  to  8  in 
dom.  40  to  60  lbs.,  f.  80  U 
40,000  gals. 

Places  with  a  population  0 
ing  no  organized  fire  dept. — L 
Springs. 

Places  with  a  population  c 

reported — Antlers,    Woodford. 


OREGON 


ADAMS,  p.  206.     F.  dept. — Vol. 
Water   Supply — Src,   wells;   sys.,  res.;   pres.,  f. 
76  lbs. 

ALBANY,  p.  4,275;  f.  area,  500  a.;  mere,  bldgs., 
bk.,  1  to  6  -itor. ;  priv.,  wd..  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.     F.  depi. — 2  str.,  1  c  eng.,  10  c.  hand  ex., 

1  h.  &  1.  trk.,  6  hose  car.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2,300  ft;  inf.,  700  ft;  tot  hose.  3,000 
ft;  f.  al.,  Gamcwell,  12  bx.;  val.  equip.,  $10,000; 
val.  bldgs.,  $1,000;  exp.  dept,  $5,800;  tot  mem. 
16,   pd.   full   time   3,   pd.   part   time   8,  vol   5. 

Water  Supply — Src,  riv.,  14  m.  bus.  cent;  eye., 
dir.  pres.;  res.  cap.,  850,000  gals.;  2  pump,  eng., 
cap.  day,  3,500,000  gals.;  mains,  c  ft  wrt  i.,  14  m., 

2  to  12  in.  dia.:  56  hyd.;  1,400  serv.;  pipe,  galv.  i.; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  wks.  owned  by  Co. 

AMITY,  p.  500;  f.  area,  160  a.  F.  dept. — 1  c 
eng.;  val.  equip.,  $1,000;  val.  bldgs.,  $250;  exp. 
dept.,   $50;    vol. 

Water  Supply — Src,  well:  sys.,  pump  dir.;  1 
pump,  eng.,  cap.  day  3.000,000  gals.;  29  hyd.; 
mains,  9,000  ft.;  pres.,  dom.  k  f.  SO  lbs.;  wks. 
owned  by   city. 

ANTELOPE,  p.    175.      F.   dept. — 20   vol. 
Water    Supply — Src,    wells;    sys.,    grav.;    pres., 
f.  76  lbs. 

ARLINGTON,  p.  817;  f.  area,  20  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  combt.  ord.;  causes  of  f. 
inv.     F.  dept. — 10   c.  hand  ex.,   1   h.  ft  1.   trk.,   8 


hoee  car.;  hose,  cot,  rub.  lined 
500  ft;  tot  hose,  1,500  ft 
equip.,  $1,000;  val.' bldgs.,  $6( 
tot.  mem.,  20  vol. 

Water  Supply — Src,  riv.,  %     1 
pump  to  res.;  res.  cap.,  76,00 
cap.  day,   560,000  gals.;   maim 
ft,  6  to  8  in.  dia.;  12  hyd.;  1    : 
1.;   cost,  $8,000;   cost  mtce, 
by  city. 

ASHLAND,    p.    6.020;    f.    a    1 
bldgs.,  stn.,  bk.  ft  wd.,  2  ft  8 
ft  IH   stor.;  wd.  rfs.  perm.;  1 
F.  dept. — 1   auto.  comb,  e  ft 
ex.,  40  buckets,  2  hose  car.;  h 
lined,  gd.,  1,400  ft.;  f.  al.,  elec 
$200;  tot  mem.,  60  vol.;  imdrs 

Water  Supply — Sre,  creek,  8 
grav. ;  mains,  stl.,  82  m.,  2  to  1 
8  ▼.;   1,200  serv.;   pipe,  galv.   i 
Ibe.,  f.  120  lbs.;  cost,  $78,000; 
wks.  owned  by  city. 

ASTORIA,    p.    0.600;    f.    are 

bldgs.,  bk.,  wd.  &  cone,  2  to  4  sto 
stor.;    wd.    rfs.    not    perm.;    fwk 
causes   of    f.    inv.      F.   dept — 2 
c.  h.ind  ex.,   1  aer.  trk.,  3  auto,  c 
1    hose   wag.,    6   hose    car..   5    hr 
lined,    gd.,    6,000     ft.;    inf..    2,5 
8,500    ft.;    f.    al.,    Gamcwell.    25 
$30,000;     val.    bldg^.,    $25,000: 
000;  tot.  mem.   29,  pd.  full  time 
18;  undns.  rating,  third  class. 


c-312 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY-~OR£GON. 


WaUr  Supply — Src.,  mountain  atrm.,  11%  m. 
bna.  cent.;  aya.,  grav.;  ret.  cap.,  8,750,000  gala., 
loc.  on  hill  back  of  d^;  maina,  c.  L  ft  wrt.  L,  14 
m.,  4  CO  16  in.  dia.;  110  hyd.;  met.,  84;  1,870 
aerv.;  pipe,  galv.  i.;  prea.,  dom.  86  Iba.,  f.  112 
Ibe.;  oona.  day,  2,600,000  gala.;  cost,  9206,278; 
cost  mice.,  97,000;  wka.  owned  by  city. 

ATHENA,  p.  686.  F.  dept. — 1  h.  ft  L  trk.,  S 
hose  carta;  tot.  mem.,  20  vol. 

Water  Supply — ^Src.,  wella  ft  apr.,  8  m.  bus. 
cent.;  aya.,  grav.,  pump.  dir.  to  tk.,  cap.  60,000 
gals.;  rea.  cap.,  260,000  gala.;  maJna,  8%  m., 
4  to  10  in.  dia.;  cap.  pump  day,  460,000  gala.; 
27'hyd.;  prea.,  dom.  86  Iba.,  f.  100  to  120  Iba. 

BAKER  CITY,  p.  6,742;  f.  area,  1.200  a.;  mere 
bidgs.,  siu.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  atn.,  bk. 
ft  wd.,  1  to  3  «tor.;  wd.  rfs.  not  perm,  in  f.  area; 
combt.  ord.;   causes  of  f.  inv.     F.  dept — 1  c  eng., 

1  auto.  comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  1  comb, 
c.   ft  Ii.   wag.,   6   hose  reels:  hose,  cot.,  rub.  lined, 

fd.,    6,150    ft.;    f.    al.,    bell    ft    telp.;    val.    eqiiii'. 
9.500;    val.    bldgs.,    $1,000;    exp.    dept,    910,874; 
tot.   mem.   26,  pd.  full  time  4,  pd.  pajrt  time  2, 
▼oL  20. 

Water  Supply — Src,  creek  ft  mountain  atrm., 
23  III.  bus.  cent.;  sya.,  grav.;  S  res.,  cone,  cap. 
4,740,000  gals.,  loc.  1  m.  city;  mains,  etl.,  45   m., 

2  to  16  in.  dia.;  183  hyd.;  1,558  met.;  1,814 
scrv. ;  pipe,  g&lv.  i.;  pres.,  dom.  ft  f.  85  lbs.;  cons, 
day,  1,500,000  gals.;  cost,  $500,000;  cost  mtce., 
$10,000;   wks.   owned  by  city. 

BAN  DON,  p.  1,808.  F.  dept. — 2  hand  hoaa 
carta,  1  hand  c.  ex.,  1  h.  ft  L  trk.,  1  atr.,  700  ft. 
hose;  f.  al.,  bell;  vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  svs., 
p-av.;  2  res.,  cap.  7,000,000  eals.  ft  250,000  gals.; 
mains,  wd.,  10  m.,  2  to  12  in.  dia.;  16  hyd.;  16 
met.:  650  serv.;  pipe,  galv.  L;  pres.,  dom.  86  Iba.,  f. 
65  lbs.;  cons,  day,  200,000  gala.;  cost,  $60,000; 
cost  mtce.,  $4,800;  wks.  owned  by  priv.  Co. 

BEND,  p.  536.  F.  dept. — 1  c.  eng.,  8  hose 
carts,  1,500  ft.  hose;  f.  al.,  bell;  val.  equip., 
$2,275. 

Water  Supply — Src,  riv.,  8  m.  bue.  cent.;  sys., 
grav.;  stdp.  cap.,  130,000  gala.;  res.  cap.,  100,000 
guls.;  3  pump,  eng.,  cap.  day  1,500,000  gals.; 
iiiaiiiB,  wd.,  5  m.,  6  to  14  in.  dia.;  19  hyd.;  20 
v.;  6  met.;  850  serv.;  pipe,  wd. ;  pres.,  dom.  60 
lbs.,  f.  80  lbs.;  cons,  day,  600,000  gals.;  cost, 
$50,000;   wks.   owned  by  priv.   Co. 

BROWNSVILLE,  p.  1,500.  F.  dept.— 1  hoM 
cart,  500  ft.  hose,  25  vol. 

Water  Supply — ^Src,  wella;  sya.,  grav.;  rea.  cap., 
50,000  gals.;  mains,  6  in.  dia.;  6  hyd.;  prea.,  f. 
80  Iba. 

CANBY,  p.  587.     F.  dept.^-6  c.  ex.,  1  h.  ft  L 

trk.;  vol. 

Water  Supply — Src,  well,  in  bu*.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  20,000  gal^:. ;  res.  cap., 
20,000  gals.;  2  pump,  eng.,  cap.  day  160,000 
gals.;  mains,  iron,  5  m.,  1  to  4>^  in.  dia.;  200 
perv.;  pipe,  iron;  pres.,  dom.,  20  lbs.;  cons,  day, 
25,000  gals.;  wks.  owned  by  M»  J.  Lee. 

CARLTON,  p.  500.  F.  dept. — 2  hose  cart,  1  li. 
ft  1.  trk.,  1,000  ft.  hose;  f.  al.,  bell;  val.  equip., 
$1,825;  val.  bldgs.,  $5/500;  tot.  mem.,  35  vol. 

Water  Supply  —  Src,  wella;  aya.,  dir.  prea.; 
duplicate  pumpa;  maina,  8  in.  dia.;  6  hyd. 

CLATSKANIE,  p.  747.  F.  dept. — 1  h.  ft  1.  trk., 
2  hose  carts,  1  c.  cart;  hose,  cot.,  rub.  lined,  gd., 
1,200  ft.;  inf.,  500  ft.;  tot.  hose,  1,700  ft.;  f. 
al.,   bell;   vol. 

Water  Supply — ^Src,  mountain  oreek,  3  m.  bus. 
cpnt. ;  sys.,  grav.;  res.  cap.,  350,000  gals.;  mains, 
stl.,  3  m.,  8  in.  dia.;  30  hyd.;  pres.,  dom.  100  to 
125  lbs.,  f.  125  lbs.;  cost,  $80,000;  wks.  owned 
by    city. 

CONDON,  p.  1,000;  f.  area,  160  a.  F.  dept. — 
•2  ho:!e  carts,  1  h.  ft  1.  trk.,  1.100  fl.  ho.-;e;  val. 
equip.,  $1,500;  exp.  dept.,  $350;  tot,  mem.,  30 
vol. 

Water  Supply — Src.  wells,  in  bus.  cent.;  sys., 
pump  dir.;  2  pump,  eng.,  cap.  day  158,400  gals.; 
45  hyd.,  25  v.;  mains,  9  m.;  pres.,  dom.  ft  f.,  76 
lbs.;  wks.  owned  by  city. 

COQUILLE,  p.  1,808;  f.  area,  10  a.;  mere 
bldga.,  wd..  1  ft  2  ator.;  priv.,  wd.,  S  ator.;  wd. 
rfa.  perm,  in  f.  area;  causea  of  f.  inv.  F.  dept. — 
1  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.;  hose, 
cot.,    rub.    lined,   gd.,    1,200    ft;    f.    al.,   bell;    val. 


equip..  $1,500;  val.  bldga.,  $1,000;  tot.  mem., 
80  vol. 

Water  Supply — Src.,  apr.,  4  m.  bus.  cent.:  «i^ 
grav.;  rea.  cap.,  600,000  gala.,  loc  on  raooBtaiiis; 
maina,  wd.,  4  m.,  6  to  8  in.  dia.;  12  hyd.;  pipe, 
iron;  prea.,  dom.  80  Ibe.,  f.  80  Iba.;  cost,  $20,000; 
wka.  owned  by  dty. 

CORVALLIS,  p.  4,662;  f.  area,  2  1-5  aq.  m.; 
mere  bldn.,  bk.,  sm.  ft  wd.,  1  to  6  ator.;  pnr., 
bk.,  atn.  ft  wd.,  1  to  8  ator.;  wd.  rfs.  not  perm. 
in  f.  area;  fwks.  ft  combt.  ord.;  causea  of  f.  iav. 
F.  dept — 1  c.  eng.,  1  comb.  c.  ft  h.  wag..  4  c 
hand  ex.,  2  h.  ft  L  trk.,  4  hoae  car.,  5  hrs.:  lioic. 
cot.,  rub.  lined,  gd.,  4,000  ft;  rub.,  gd.,  500  fL; 
tot  hose,  4,500  ft;  f.  al.,  telp.;  \'al.  equip.,  $12,- 
767;  val.  bldgs.,  $16,000;  exp.  dept,  $3,300;  tot 
iiieni.  119,  pd.  full  time  2,  pd.  part  time  1,  vol.  116. 

Water  Supply— <Src,  mountain  strm.,  18^  n. 
bus.  cent;  sys.,  grav.;  rea.  cap.,  800,000  gils.; 
iiiMiiia,  wd.,  46  m.,  4  to  12  m.  dia.;  100  iiv<i 
160  v.;  1,850  met;  1.850  serv.;  pipe,  galv.  I; 
pres.,  dom.  80  lbs.,  f.  80  lbs.;  ooet,  $145,000;  oom 
mtce.,  $1,498;  wks.  owned  by  city. 

COTTAGE  QROVE,  p.  1,884:  f.  are*,  600  a.; 
bldgs.,  wd.,  1  ft  2  ator.;  wd.  rn.  not  perm,  is  L 
limits;  fwks.  ord.  F.  dept — 1  c.  eng.,  S  hose  car.; 
hoae,  cot,  gd..  1,600  ft:  f.  sL,  bell;  ral.  eqnip^ 
$8,500;  vaL  bldgs.,  $2,600;  exp.  dept,  $1,600; 
tot  mem.,  86  voL 

Water  Supply — Src,  mountain  atrm.,  20  m.  bus. 
rent:  sys.,  grav.;  res.  cap.,  584,000  gals.;  maios, 
wd.,  20  m.,  4  to  12  in.  dia.;  82  hyd.;  40  upt; 
pres.,  dom.  ft  f.,  85  lbs.;  cons.  day.  500.0C'« 
gala.;    cost,    $135,000;    wks.    owned    by    city. 

COWALLIS,  p.  6.000;  f.  area,  9  blodcs;  mere, 
bldgs.,  bk.,  8tn.,  wa.  ft  cone.,  1  ft  2  stor.;  priv., 
wd.,  1  to  8  ator.;  wd.  rfa.  not  perm,  in  f.  area: 
fwks.  ft  combt  ord.;  cauaes  of  f.  inv.  F.  dept— 
1  comb.  c.  ft  h.  yng,,  1  c.  eng.,  4  c  hand  er^  t 
h.  ft  1.  trk.,  1  hoae  wag.,  4  hoae  car.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,200  ft;  rub.,  sd.,  800  ft.; 
inf.,  200  ft.;  tot  hose,  8,200  ft;  f.  sL,  telp.;  val 
eouip.,  $7,000;  exp.  dept.  $1,490;  tot  mem.  lis. 
pa.  full  time  1,  vol.  117;  undrs.  rating,  aecood 
claaa. 

Water  Supply — Src,  roountaina,  16  m.  bus.  cent: 
sys.,  grav.;  atdp.  cap.,  76,000  gsls.;  mat.  oooc; 
mains,  6%  m.,  10  to  12  in.  (ua.;  80  hyd.;  130 
v.;  met.,  860;  pipe,  wd.  ft  atL;  prea.,  dom.  75  llm, 
f.  76  Iba.;  cost,  $76,000;  wka.  owned  by  city. 

DALLAS,  p.  2,124;  mere  bldca.,  bk.,  2  ft  S 
stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfs.  perm.:  bo 
fwks.  ord.  F.  dept — 2  c  ex.,  1  h.  ft  1.  trk.,  4 
hose  car.;  hose,  rub.,  gd.,  1,200  ft;  f.  aL,  bell; 
val.  bldgs.,  $2,600;  tot  mem.,  120  voL 

Water  Supply — Src,  mountain  oreek,  7  m.  bus. 
cent;  sys.,  grav.;  2  res.,  cap.  980,000  gala.,  loc  I 
m.  west  bus.  cent;  mains,  u^n,  stl.  ft  wd.,  18  4-5 
m.,  1  to  12  in.  dia.;  67  hvd.;  9S  v.;  SOS  met.; 
615  serv.;  pres.,  dom.  ft  f.  85  Iba.;  coat,  $76,000; 
cost  mtce.,  $7,000;  wks.  owned  by  city.  Leased  to 
H.  V.  Gates. 

DAYTON,  p.  468.  F.  dept. — 1  hoee  cart,  600 
ft  hoae;  f.  al..  bell;  voL 

Water  Supply — Src,  wells;  sys.,  grav.;  res.  cap.. 
600,000  gals.;  mains,  4  in.  dia.;  18  hyd.;  prea.,  L 
110  lbs. 

DRAIN,  p.  885.  F.  dept — 2  hoae  carta,  1.000 
ft.  hose;  f.  al.  bell;  no  org.  f.  dept 

Water  Supply — Src,  wella;  nra.,  grav.;  rea.  cap.. 
210,000  gala.;  16  hyd.;  prea.,  f.  86  lbs. 

ELGIN,  p.  1,120.  F.  dept — 2  hand  hose  carts. 
1  h.  ft  L  trk.,  1,200  ft.  hose;  f.  al.,  bell;  80  voL 

Water  Supply — Src,  creea,  6  m,  bus.  cent.;  sjs.. 
grnv.;  mains,  4  to  8  in.  dia.;  46  hyd.;  11  v.;  pres-, 
dom.  80  lbs.,  f.  100  lbs.;  cost,  $20,000;  cost  mttt., 
$500;    wks.   owned   by  city. 

ENTERPRISE,  p.  1,242.  F.  dept — 2  hand  hose 
carta,  1  h.  ft  1.  trk.,  1  c  eng.,  900  ft  hose:  f.  «l- 
bell;  vol. 

Water  Supply — Src,  wells;  vs.,  gimv.;  res.  o^. 
600,000  gala.;  maina,  4  to  8  in.  dia.;  17  hyd.: 
pres.,  f.  68  to  120  lbs. 

ESTACADA,  p.  406.  F.  dept— 2  hand  boi« 
carts,  600  ft  hose;  t  sL,  bell;  voL 

Water  Supply — Src,  spr.,  2  m.  baa.  cent;  $.«-. 

gruv.;    res.   cap.,   280,000   gala.;  mains,  4    to  S  w. 

din.;    30   hyd.;    10   v.;   pres.,    dom.    60  lbs.,   f.  S« 

ll>s.;  cost,  $10,000;  cost  mtce..  $200;  wka.  owi»aJ 
by    city. 
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equip.,    $14,900;    val.    bldgs.,    $8,000;    exp.    dept., 
$3,600;  tot.  mem.,  83,  pd.  full  time  8,  vol.  80. 

Water  Supply— *Src.,  welU.  1  m.  bus.  cent;  syn., 
grav.;  res.  cap.,  1,000,000  gals.;  1  pump,  eng., 
class  comp.  dup.,  cap.  day,  18,000,000  gals.;  mains, 
8tl.  &  wd.,  27  m„  2  to  18  in,  dia.i  128  byd.;  76  v.; 
1,732  met.;  1,786  serv.;  pipe,  galv.  i.;  pres.,  dom. 
&  f.  96  lbs.:  cost,  $300,000;  cost  mtce.,  $10,000; 
wks.  owned  by  city. 

LEBANON,  p.  2,500.  F.  dept. — 3  hose  carts, 
1  h.  &  1.  trk.,  1  c.  cart,  2,000  ft.  hose;  exp.  dept., 
$800;   tot.  mcin.,  50  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  pres., 
dom.  6*5  lbs.,  f.  125  lbs.;  wks.  owned  by  priv.  Co. 

LEXINGTON,  p.  186.  F.  dept. — 2  hose  carts; 
vol. 

McMINNVILLE.  Yamfaill  Co.,  p.  2,400;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  &  combL  ord.  F.  dept.— 1  h.  ft  L 
trk.,  4  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft.;  rub.,  gd.,  600  ft.;  tot.  hose,  2,600  ft.;  f.  al., 
bell  St  wh.;  val.  equip.,  $2,898;  vaL  bldgs..  $2,800; 
tot.  mem.,  66  vol.;  undrs.  rating,  fourth  dass. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent.;  sys., 
pump  dir.;  res.  cap.,  1,040,000  gals.;  2  pump,  eng., 
class  comp.  dup.,  cap.  day,  1,400,000  gals.;  mains, 
Btl.  ft  wd.,  24^  m.,  4  to  14  in.  dia.;  64  hyd.;  67  v.; 
230  met.;  350  serv.;  pipe,  galv.  i.;  pres.,  dom.  50 
lbs.,  f.  100  lbs.;  cost,  $90,000;  wks.  owned  by  dty. 

MARSHFIELD,  p.  2,980;  f.  area,  66  a.;  mere, 
bldgs.,  bk.  ft  wd..  2  ft  8  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ora.  F.  dept. — 1  str.,  1  c  eng.,  1 
h.  ft  1.  trk.,  8  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
500  ft;  inf.,  800  ft.;  tot.  hose,  800  ft.;  f.  aL, 
bell;  val.  equip.,  $6,000;  val.  bldgs.,  $2,160;  ezp. 
dept.,  $60;  tot.  mem.,  60  vol. 

Water  Supply — Src,  spr.  ft  creeks,  2  m.  bus. 
cent.;  tys.,  gxav.  &  pump  to  res.;  res.  oap.,  4,000,- 
000  larals. ;  2  pump,  eng.,  class  comp.  dup.,  cap. 
day  2,160,000  gals.;  mains,  wd.,  stl.  ft  c.  i.,  25 
m.,  2  to  14  in.  dia.;  80  hyd.;  18  v.;  met.,  600; 
1,300  serv.;  pres.,  dom.  ft  f.,  75  to  80  lbs.;  cons, 
day,  900,000  gals.;  cost,  $160,000;  cost  mtce., 
$15,000;   wks.   owned  by   Co. 

MEDFORD.  p.  8.840;  f.  area.  10  blocks;  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.;  no 
fwks.  ft  combt.  ord.  F.  dept. — 8  hand  c  ex.,  1 
auto.  comb.  c.  ft  h.  wag.,  1  hose  cart,  1  comb,  c  ft  h. 
wag.;  hose,  rub.,  gd.,  8,850  ft.;  c,  950  ft.;  tot. 
hose,  4,800  ft.;  f.  al.  bell;  val.  equip.,  $10,000;  val. 
bldgs.,  $400;  tot.  mem.  28,  pd.  full  time  6,  vol. 
22;  undrs.  rating,  second  class. 

Water  Supply—Src,  Fish  lake,  24  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  res.;  res.  cap.,  2,000,000 
gal6.;  pump,  eng.,  cap.  day  4,000.000  gals.;  mains, 
28  m.,  4  to  12  in.  dia.;  279  hyd.;  25  v.;  110 
met.;  2,300  serv.;  pipe,  wrt.  i.;  pres.,  dom.  70 
lbs.,  f.  70  to  100  lbs.;  cons,  day,  4,000,000  gals.; 
cost,  $400,000;  cost  mtce.,  $7,000;  wks.  owned 
by  city. 

MILTON,  p.  1,280;  bldgs.,  wd.,  1  stor.;  wd. 
rfs.  not  perm.;  twks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  c  eng.,  1  hose  car.;  hose,  coL, 
rub.  lined,  gd.,  850  ft.;  f.  al.,  bell;  val.  equip., 
$1,000;  val.  bldgs.,  $260;  tot  mem.,  16  vol. 

Water  Supply — Src,  riv.  2V4  m.  bus.  cent.;  sys., 
grav.;  1  pump,  eng.,  cap.  day,  43,200  gals.;  mains, 
wd.,  4  m.,  4  to  12  in.  dia.;  33  hyd.;  375  serv.; 
pres.  dom,  24  to  40  lbs.,  f,  60  lbs.;  cons,  dav, 
500,000  to  700,000  gals.;  cost,  $18,000;  cost 
mtce.,  $450  to  $500;  wks.  owned  by  city. 

MORO,  p.  886.  F.  dept. — 1  hose  cart,  260  ft 
hose.  h.  ft  I.:  tot.  mem.,  35  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  50,000  gals.;  pres.,  75  lbs. 

MOUNT  ANGEL,  p.  545. 
ft.  hose;  f.  al.,  bell;  vol. 

Water  Supply — Src,  wells;  sys.,  pump 
Btdp.  cap.,  80,000  gals.;  mains,  4  to  6 
6  hyd.;  pres.,  f.  46  lbs. 

MOUNT  TABOR,  p. 

MYRTLE    CREEK, 
carts,  600  ft  hose;  f.  al.,  beU;  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  100,000  g>al6. ;  mains,  5  m.,  1^ 
to  4  in.  dia.;  16  hyd.;  10  v.;  12  met.;  pres., 
dom.  100  lbs.,  f.  125  lbs.;  cons,  daj',  50,000 
gals.;  cost,  $14,000;  cost  mtce.,  $300;  wks. 
owned  by   city. 


ex.,  600 

to  stdp.; 
in.  dia.; 


3,000;  annexed  to  Portland, 
p.    886.      F.    dept. — 2    hose 


MYRTLE  POINT,  p.  1,250;  f.  area.  190  a.;  laerc 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oonsbt 
ord.;  causes  of  f.  inv.  F.  dept. — ^2  hose  carts,  10 
ladders;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  aL, 
bell;  tot.  mem.,  86  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  oeot.;  bj%^ 
grav.;  1  pump,  eng.;  48  nyd.;  wks.  owned  by  town. 

NEWBERG,  p.  2,260.     F.  dept — 1  h.  ft  L  triL, 

3  hose  carts;  hose,  2,000  ft.;  tot.  mem.,  30  voL; 
vaL  equip.,  $2,600;  val.  bldgs.,  $1,000;  tot.  men., 
60  vol. 

Water  Supply — Sys..  grav.;  pres.,  96  lbs.;  eost, 
$26,000;  wks.  owned  by  dty. 

NORTH  BEND.  p.  3,500;  f.  area.  1  sq.  m.  F. 
dept. — 5  hand  hose  carts,  1  h.  ft  1.  trk.,  2  c.  haid 
ex.,  01  c  cart;  exp.  dept.,  $150;  tot.  mem.,  to 
vol. 

Water  Supply — ^Src,  well,  in  bus.  cent.;  sy*,, 
pump  dir.;  1  pump,  eng.;  12  hyd.;  2  v.;  pres-. 
dom.,   SO  lbs.;   wks.   owned  by  priv.    Co. 

NORTH  POWDER,  p.  466.  F.  dept. — e.  a«.; 
vol. 

No  water  supply. 

ONTARIO,  p.  1,248.    F.  dept — 1  c  enff..  1  base 

wag.,  1,000  fL  hose;  voL 

Water  Supply—Src,  weDs;  sys.,  pump  to  otdp.; 
stdp.  cap.,  80,000  gals.;  mains,  4  to  10  in.  dia.; 
16  hyd.;  pres.,  f.  46  lbs. 

OREGON  CITY,  p.  4,287;  f.  area.  1.60O  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  S  stor.;  priv., 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.  F.  dept. — 2  h.  ft  L  trk.,  4  c.  hand 
ex.,  2  hose  carts,  6  hose  car.;  hose,  rub.,  gd.,  S,400 
ft.;  f.  al.,  bell:  vaL  equip.,  $6,000;  val.  blder, 
$25,000;    exp.   dept,   $6,000;   tot   mem.,    190   voL 

Water  Supply — Src,  riv.,  in  bus.  cent;  ^m., 
pump  to  res.;  res.  cap.,  1,000,500  gals.,  loc.  Vs 
m.  city;  3  pump.  eng..  cap.  day,  8,000,000  gain; 
mains,  c  L.  18  m.,  4  in.  dia.:  y5  hyd.;  700  serv.; 
pipe,  galv.  1.;  pres.,  dom.  76  lbs.,  f.  186  lbs.;  cocs. 
day,  100,000  gals.;  cost  $100,000;  cost  mtce.. 
$4,600;  wks.  owned  by  city. 

PENDiLETON,  p.  4.460;  f.  area,  18  a..;  mere. 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd., 
1  ft  2  stor.;  wd.  rfis.  not  perm,  in  f.  arp«; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept- — 
1  c  hand  ex..  1  comb,  c  ft  h.  wtig.,  4  huA 
reel*;  hose,  cot.,  rub.  lined,  gd.,  2,630  ft.;  i'-f., 
2,600  ft.;  tot.  hose,  5,250  ft.;  f.  aL,  Oanicwti;, 
21  bx.;  val.  equip.,  $14,000;  val.  bldgs.,  $2.5>iri: 
exp.  dept.,  $4,500;  tot.  mem.  41.  pd.  full  tin.e 
3,   pd.    part    time    38. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  ar^. 
grav.,  pump  to  res.  ft  dir.;  res.  cap.,  5,000,OUO 
gals.,  loc.  on  hill  226  ft  elevation;  2  pump,  ei^., 
clas3  comp.  dup..,  cap.  day,  2,160.000  gal&;  main-s 
c  i.,  18  m.,  2  to  20  in.  dia.;  87  hyd.;  110  v.; 
met,  1,015;  1,046  serv.;  pipe,  galv.  L;  pres.,  dom. 
ft  f.  110  lbs.;  cons,  day,  850,000  gals.;  cost.  $885,- 
000;  cost  mtce.,  $7,000;  wks.  owned  by  city. 

iPORTLAND.  p.  407,214;  f.  area.  68  Rq.  m.: 
mere  bldgs.,  stn.  bk.,  cone  ft  wd.,  1  to  15  stor.: 
priv.,  bk.  ft  wd.,  1  to  4  stor.;  wd.  rfs.  not  peno. 
m  f.  area;  fwks.  &  combt.  ord.;  caU8o$  of  f.  i£v. 
F.  dept. — 2  f.  boats,  18  str.,  16  comb.  c.  ft  h. 
wag.,  3  h.  ft  1.  trk.,  2  aer.  trk.,  2  auto.  pump,  ens., 
5  c.  enjf-,  120  hrs.;  hose,  cot.,  rub.  lined,  g! , 
90,600  ft.;  f.  al..  Game  well,  332  bx.;  cip.  de^t.. 
$610,000;  tot  mem.   417;  pd.  full  time. 

Water  Supply — Src,  Bull  Run  riv.  In  Ca>rj.Jt 
Mts..  30  m.  bus.  cent;  sys.,  grav.;  res.  cap.,  193.- 
000,000  gals.;  How  by  grav.  conduit;  cap.,  67, oo". 
000  gals,  day;   3  pump,  eng.,  cap.,  daj"  1 8.000. OO'I 

§als.;   niiains,   stl.  ft    c   i.,   567.2   m.,    4    to  So    i'^^ 
ia.;    5,028    hyd.;    6,886   v.;    15,495    met.:    5S.?:^ 
serv.;   pres.,    dom.   ft   f.   30   to   80   lbs.;    cost,   tv:.- 
186,9^0;    cost    mtce.,    $189,467;    wks.    owihmI    l-^ 
city. 

PRIMEVILLE.  p.  1,042.  F.  dept. — C  hand  bow 
carts,  1  iMnd  eng.,  1  h.  ft  1.  trk.,  2.500  ft.  bo:^; 
f.  al.,  bell;  vol. 

Water  Supply — 'Src,  wells,  in  bus.  cent.;  s(v«.. 
dir.  pres.;  res.  cap.,  96,000  gals.;  2  pump,  eo^., 
cap.  day  158,400  gals.;  mains,  stl.,  5  m..  4  to  fi 
in.  dia.;  44  hyd.;  800  serv.;  pres.,  dom.  40  ]b«^. 
f.  100  lbs.;  cons,  day,  6,000  gals.;  wks.  owned 
by    priv.    Co. 

RAJNIE'R,  p.  1,869.  F.  dept — 1  comb.  c.  ft  h 
wag.,  4  hose  carts,  3  hand  c  ex.,  2,000  ft.  hose; 


c-316 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY— PENNSYLVANIA. 


PENNSYLVANIA 


ALBION,  p.  1,684.  F.  dept. — 2  c.  eng.,  1  h.  4e 
1.  trk.,  1  comb,  c  A  h.  wag.,  6  c.  hand  ex.,  2  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  bell  aL,  voL 

Watar  Supply — ^Src,  mains,  10  m.,  4  to  8  in. 
dia.;   84  hyd.;   60  Iba.  prea.;  wka.  owned  by  city. 

ALIQUIPPA,  p.  1,748.     No  org.  f.  dept. 

Water  Supply — Stdp.  cap.»  200,000  gala.;  maina, 
%  m.,  10  in.  dia.;  prea.,  f.  96  Iba.;  wka.  owned 
by    city. 

ALLEGHENY  CITY.  p.  156.000,  now  a  part  of 
Pittsburgh;  f.  area.  5.120  a.;  mere,  bldga..  bk.. 
1  to  6  stor.;  priv.,  bk.,  atn.  &  wd..  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  fwka.  &  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 12  atr.,  2  comb,  c  &  h.  wag.,  82 
c.  hand  ex..  2  h.  &  1.  trk.,  3  aer.  trk..  1  hoae  wag.. 
15  hose  car.,  76  hrs.;  hoae,  cot.,  rub.  lined,  gd., 
36,000  ft.;  f.  al..  Uamewell.  238  bx.;  val.  equip., 
fl27,000;  vaL  bldga.,  9235,000;  exp.  dept..  flSO,- 
542;    tot.   mem..    116,   pd.   full   time. 

Water  Supply — See  Pittsburgh. 

ALLENTOWN.  p.  51.918;  f.  area,  6  sq.  m.; 
mere,  bldgs.,  bk.,  i.  &  stn.,  2  to  11  stor.;  priv., 
bk.  &  stn.,  2  to  5  stor.;  wd.  rfs.  not  pei«n.  in  f. 
area;  fvvks.  &  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1    chief's   auto.,    1    auto.   str.    it  hose   wag., 

1  triple  comb,  auto.,  5  str.  (1  in  reserve).  1  auto, 
comb.  c.  &  h.  wag.,  7  comb.  c.  &  h.  wag.,  2  auto, 
c.  eng.,  1  c.  eng.,  86  c.  hand  ex.,  2  auto.  aer.  trk., 
8  exercise  wag.  (2  in  reserx'e),  1  supply  wag..  1 
hose  reel  (3  in  reserve),  23  hrs.;  hoae,  cot.,  rub. 
lined,  gd.,  18,750  ft;  inf.,  4,000  ft;  tot  hose,  2'J6,- 
750  ft.;  f.  al.,  -Gamewell,  123  bx.;  val.  eouip., 
^153,500;  vaL  bldgs.,  $165,000;  exp.  dept,  $58,- 
OOU;  tot.  mem.  1,296;  pd.  full  time  47.  vol.  1.2>49; 
undrs.  rating,  first  class. 

Water  Supply — Src.  spr..  %  A;  6  m.  bus.  cent; 
ays.,  pump  to  res.  k  stdp.;  stdp.  cap.,  295,000 
gals.;  res.  cap..  300,000  gals.;  4  pump,  eng.,  cap. 
day  30,000,000  gals.;  mams,  c  i.,  79.6  m.,  2  to 
80  in.  dia.;  716  hyd-;  1.768  v.;  met,  112;  14,665 
serv. ;  pipe,  lead;  pres.,  dom.  k  f.  60  Iba.;  cons, 
day,  8,84  2,349  gals.;  coat.  $1,420,743;  cost  mtce., 
$44,429;    wka.  owned  by  city. 

ALLEN  TOWNSHIP,  p.  1,200.  F.  dept— Not 
reported. 

Water  Supply — Mains.  8.5  m.;  10  v.*  110  serv.; 
pipe.  galv.  L  k  lead;  prea..  dom.  70  Iba.,  f.  125 
lbs.;  cons,  day,  40,000  gala.;  cost,  $30,000;  wks. 
owned  by  Co. 

ALLIANCE  BOROUGH,  p.  5.500.  F.  dept— 
Not   reported. 

Water  Supply — Src.  apr.  ft  water  ahed,  IV^  m. 
bus.  cent;  sys..  grav.,  pump  to  res.;  res.  cap.. 
8,000,000  gals.;  piunp.  eng.,  claas  comp.  dup..  cap. 
day  1,000,000  gals.;  mains.  12.95  m.;  9  hyd.;  92 
v.;  met.  10;  545  serv.;  pres..  dom.  100  lbs.,  f. 
135  lbs.;  cons.  day.  250,000  gals.;  cost.  $160,000; 
wks.  owned  by  Co. 

ALTOONA,  p.  52,127;  f.  area.  2,102.6  a.;  mere 
bldga.,  bk.   &  wd..   2  to  6  stor.;  priv.,  bk.  ft  wd.. 

2  ft  8  stor.;  wd.  rfs.  not  perm,  in  f.  area:  fwks. 
ord.;  causes  of  f.  inv.  F.  dept — 6  atr.,  1  h.  ft  L 
trk.,  4  comb.  c.  ft  h.  wag.,  22  c.  hand  ex.,  4  aer. 
trk.,  27  hojie  reels,  1  hose  wag.,  SO  hrs.;  hose, 
cot.  rub.  lined,  gd..  15,200  ft:  f.  al..  Game  well, 
99  bx.;  val.  equip.,  $56,000;  vaL  bldgs.,  $68,500; 
exp.  dept,  $68,800;  tot  mem.  72,  pd.  full  time 
58,  pd.  part  time  14. 

Water  Supply — Src,  mountain  atrm.,  6H  m. 
bus.  cent;  sys.,  grav.;  8  res.  cap.,  1,080,000,000 
gals.,  loc.  at  Kittanning  Point,  Pa.;  maina,  c.  i., 
98.2  m.,  2  to  30  in.  dia.;  919  hyd.;  2,127  v.; 
1,002  met.;  18,8^9  serv.;  pipe,  galv.  i.;  prea., 
dom.  25  lbs.,  f.  125  lbs.;  cost,  $1,951,986;  cost 
mtce.,   $94,788;  wks.  owned  by  city. 

AMBLER,  p.  2,649;  f.  area,  800  a.;  mere  bldgs., 
atn.,  bk.  ft  wd.,  8  stor.;  priv.,  wd.,  2H  A:  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  cauaes  of  f.  inv.  F. 
dept. — 1  str.,  1  comb.  c.  eng.,  1  h.  ft  L  trk., 
1  hose  wag..  2  hrs.;  hose,  cot,  rub.  lined,  gd.. 
1,700  ft;  f.  al.,  elec,  bell  ft  wh.;  val.  equip.. 
$8,250;  vaL  bldgs..  $2,600;  exp.  dept.  $1,126; 
tot.  mem.,  215  vol. 

Water  Supply — Src,  natural  spr.,  1  m.  bus. 
cent;  sys.,  grav.  ft  pump;  6  tk.,  cap.  100,000  gals.; 


res.  cap.,  67,615,000  gals.;  8  pump,  ens:,  dAssdvp. 
ft  trip.,  cap.  1,200  gals,  min.;  mains,  c  L  ft  lead, 
5  m.,  4  to  12  in.  dia.;  42  hyd.;  met,  S;  260  serv.; 
pipe,  lead;  pres.,  dom.  40  lbs.,  f.  75  Uw.;  wka. 
owned  by  Co. 

ANNVILLE,  p.  2,505;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  2H  stor.;  wd. 
rfs.  perm.  F.  dept — 1  str.,  1  comb,  c  ft  h.  vag^ 
2  c  hand  ex.,  1  hose  wm..  1  hoae  reel;  host, 
cot,  rub.  lined,  gd.,  2,000  ft;  vaL  equip.,  $2,000; 
val.  bldgs.,  $2,50U;  exp.  dept.,  $500;  tot.  mem.,  2^i 
voL 

Water  Supply — Src.  spr.,  1%  m.  bus.  cent; 
ays.,  grav.;  res.  cap.,  200,000  gals.;  mains,  iroA, 
2  m.,  4  to  8  in.  dia.;  100  hyd.:  met.,  6;  100  sen.; 
pipe,  galv.  L;  pres.,  dom.  52  lbs.,  f.  65  Ilw.;  cost. 
$21,000;   coat  mtce.,  $100;   wks.   owned   by    Co. 

APOLLO,  p.  S,006;  f.  area,  800  a.;  mere. 
bldgs..  wd.  ft  bk..  2  ft  3  stor.;  priv.,  wd.,  1  ft  3 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept — 1  h.  ft  1.  trk.,  8  hose  car.;  bos«,  ooc,  nib. 
lined,  gd.,  1,850  ft;  f.  al.,  elec,  9  bx.;  vaL  eqm;^ 
$2,500;    tot.   mem.,    150   vol. 

Water  Supply — Src,  Beaver  Run,  1  m.  bos. 
cent;  sys.,  pump  to  res.;  res.  cap.,  IO.OOO.O'M! 
gals.;  2  pump,  eng.,  cap.  day  2,500,000  g<U«.: 
mains,  c  L,  4  m.,  4  to  12  in.  dia.;  43  hyd.:  72 
v.;  met,  650;  650  serv.;  pipe,  lead;  pres.,  dom. 
180  lbs.,  f.  160  lbs.;  cost,  $300,000;  wks.  owned 
by   Co. 

AROHBALD,  p.  7.194;  f.  area.  8,150  a.;  mere 
bldga.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwka.  ft  combt  ord.  F.  dept — 
4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  3,600  ft.; 
fair,  400  ft;  tot  hose,  4,000  ft;  new  GamewcL 
aL  sys.  installed;  val.  equip.,  $3,550;  vaL  bldgt.. 
$3,100:   exp.   dept,   $465;   tot  mem.,   159  voL 

Water  Supply — Src,  creeka  ft  lake,  I  m.  bus 
cent;  sya.,  grav.;  res.  cap.,  500,000  gals.;  mai:^ 
c  i.,  20  m.,  2  to  16  in.  dia.;  60  hyd.;  20  v  , 
met,  3;  800  serv.;  pipe,  galv.  i.;  pres.,  dom.  1**^ 
lbs.,  f.  145  lbs.;  cost,  $300,000;  cost  mtce.,  $1,- 
000;   wks.  owned  by  Co. 

ARDMORE.  p.  8,000;  f.  area,  1,800  a.;  mere, 
bldgs.,  bk..  2  to  4  stor.;  priv.,  stn.,  bk.  ft  wd.^  2 
to  4  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  t 
inv.  F.  dept — 1  auto.  comb,  c  ft  h.  wag.,  1  e. 
eng.,  1  h.  ft  I.  trk.,  6  c  hand  ex.,  2  hrs.;  ho9f. 
cot,  rub.  lined,  gd.,  1,500  ft;  rub.,  gd.,  2,200  ft; 
tot  hose,  8,700  ft;  f.  aL,  telp.;  vaL  equip. 
$6,000;  vaL  bldgs.,  $16,000;  exp.  dept,  $2.97 f; 
tot.  mem.,  226  voL 

Water  Supply — Src,  wells  ft  apr.;  ays.,  grav.; 
res.  cap.,  5,000,000  gals.;  60  hyd.;  200  sctt.; 
pres.,  dom.  80  lbs.,  f.  120  lbs.;  cost  mtce,  $l,5(i>4: 
wks.  owned  by  Co. 

ASHLAND,  p.  6,855;  f.  area,  10  a.;  acre. 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.  ft  bL, 
2  ft  8  stor.:  wd.  rfa.  perm.;  fwks.  ft  combt.  ord. 
F.  dept. — 1  nand.  eng.,  1  h.  ft  L  trk.,  4  hose  car.; 
hose,  rub.,  gd..  8,500  ft;  inf.,  800  ft:  tot  has«. 
3,800  ft;  1  aL,  beU;  vaL  equip.,  $7,500;  **1 
bldgs.,  $8,000;  exp.  dept,  $1,450;  tot  mem.,  2ji- 
vol. 

Water  Supply — Src,  spr.,  6  m.  bus.  cent;  sfl. 

rv.;  res.  cap.,  11,000,000  gals.;  mains,  c.  ^ 
to  12  in.  dia.;  67  hyd.;  met,  19;  1,244  atn.: 
pipe,  iron  ft  lead:  prea.,  dom.  160  Iba.;  cost,  $100.> 
000;  wks.  owned  by  city. 

ASHLEY,  p.  6.601;  f.  area,  450  a.;  mere  bl^;^, 
bk.  ft  wd.,  1%  to  8^  stor.;  priv.,  wd.,  1^  to  2H 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  cotaht. 
ord.;  cauaes  of  f.  inv.  F.  dept — >1  auto.  comb,  c 
ft  h.  wag.,  2  c.  hand  ex.,  1  atr.,  2  hose  carts;  hos^. 
cot,  rub.  lined,  gd.,  1,500  ft;  f.  al.,  wb.;  vaL 
equip.,  $12,000;  vaL  bldgs.,  $32,000;  exp.  dcpc, 
$300;  tot  mem.,  32  voL 

Water  Supply — Src,  supplied  by  Spring  Brook 
Water  Supply  Co.,  Wilkeabarre,  Pa.;  maina,  8  nu 
4  to  14  in.  dia.;  28  hyd.;  pres..  f.  110  lbs.;  wks. 
owned  by  Co. 

ASPINWALL,  p.  2,592;  t  area,  170  a.;  mere, 
bldga.,  bk.  ft  wd..  2  to  4  stor.;  priv.,  bk.  ft  wd.. 
2H  stor.;  wd.  rfs.  not  perm,  in  f.  area;  cavMS 
of  f.  Inv.  F.  dept — 2  h.  ft  1.  trk.,  2  hoae  car.; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  L  aL,  Oase- 
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Water  Supply — Src,  spr.,  hi  m.  bus.  cent;  ays., 
pump  to  res.;  res.  cap.»  500,000  gals.;  4  pump,  eng., 
cap.  day,  4,000,000  firala.;  mains,  10  m.,  4  to  12  in. 
dia.;  66  met;  71  hyd.;  pres.,  dom.  &5  lbs.,  f.  105 
lbs.;  cost,  $100,000;  cost  mtce.,  |6,000;  wks.  owned 
by  city. 

BELLE  VERNON,  p.  2,872;  f.  area,  260  a.;  mere, 
bldgs.,  wd.  &;  bk.,  2^3  stor.;  priv..  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  &  combt.  ord.  F.  dept,— 
4  c.  hand  ex.,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  900  ft.;  inf.,  300  ft.;  tot.  hose,  1,200  ft.;  f. 
al.,  wh.;  val.  equip.,  $400;  val.  bldgs.,  $2,500; 
ezp.   dept.,   $200;  tot.  mem.,  70  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.; 
res.  cap.,  1,000,000  gals.;  pump,  eng.,  cap.  day 
750,000  gals.;  mains,  iron,   5  m..  4   to  S  in.   dia.; 

84  hyd.;  met.,  20;  pipe,  lead;  pres.,  dom.  80  lbs., 
f.  160  lbs.;  cost,  $35,000;  cost  mtce.,  $8,000;  wks. 
owned  by  city. 

BELLEVUE,  p.  6,828;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk.,  stn.  jc  wd.,  1  to  4  stor.;  priv.,  atn.  ft 
bk.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1. 
trk.,  1  c  eng.,  8  c  hand  ex.,  2  hose  carts,  4  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  8,000  ft.;  f.  al.,  bell; 
val.   bldgs.,   $2,000;   exp.   dept,   $500;   tot   mem., 

85  vol. 

Water  Supply — Src.,  well;  sys.,  dir.;  stdp.  cap., 
500,000  gals.;  dim.,  80  x  100;  mat,  iron;  2  res., 
cap.  7,000,000  gals.;  8  pump,  eng.,  dasa  h. 
d.,  cap.  day  10,000,000  gals.;  mains,  c  i.,  90 
m.,  4  to  20  in.  dia.;  850  hyd.;  8,000  met;  5,- 
600  serv.;  pipe,  lead;  pres.,  dom.  90  lbs.,  f.  90 
lbs.;  cons,  day,  3,700,000  gals.;  wks.  owned  by 
priv.    Co. 

BELLWOOD,  p.  2.277;  f.  area,  570  a.;  mere, 
bldgs.,  wd.,  bk.  &  stn.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 4  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  700  ft; 
tot  hose,  2,700  ft;  f.  al.,  wh.  ft  telp.;  val.,  equip., 
$8,500;  val.  bldgs.,  $8,500;  exp.  dept,  $800;  tot. 
mem.,  52  vol. 

Water  Supply — Src,  Laurel  riv.,  8  m.  bus,  cent; 
Bys.,  grav.  ft  dir.;  mains,  7  m.,  3  to  10  in.  dia.; 
82  hyd.;  59  v.;  360  serv.;  pipe,  galv,  L;  pres.,  dom. 
75  lbs.,  f.  100  lbs.;  cost  $24,000;  wks.  owned  by 
town. 

BEN  AVON,  p.  2,200;  f.  area,  400  a.;  mere 
bldgs..  bk.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  comb.  c.  ft  h.  wag., 
3  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,500  ft:  f.  al.,  elec,  15 
bx.;  val.  equip.,  $8,500;  val.  bldgs.,  $500;  exp. 
dept,  $500;  tot  mem.,  42  vol. 

VVater  Supply — Src,  wells,  8  m.  bus.  cent;  sys., 
dir.  pump  to  stdp.;  stdp.  cap.,  150,000  gals.;  dim., 
20  X  100;  mat,  wrt  i.;  res.  cap.,  7,800,000  gala.; 
8  pump,  eng.,  comb.  cap.  day,  10,000,000  gals.; 
mains,  c.  i.,  90  m..  2  to  20  in.  dia.;  4,528  met; 
pres.,  f.  100  lbs.;  wks.  owned  by  priv.  Co. 

BERLIN,  p.  1,866;  f.  area,  150  a.;  mere  bldgs., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  caiises 
of  f.  inv.  F.  dept. — 10  c.  hand  ex.,  2  hose -carts* 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell 
ft  wh.;  val.  equip'.,  $500;  val.  bld^,  $400;  tot 
mem.,   25  vol. 

Water  Supply — Src,  sand  spr.;  sys.,  grav.  to 
res.;  res.  cap.,  500,000  gals.;  mains,  7  m.;  26 
hyd.;  250  serv.;  pres.,  f.  100  lbs.;  cost,  $50,000; 
wks.  owned  by  Co. 

BERWICK,  Columbia  Co.,  p.  5,857;  f.  area,  640 
a.;  mere  bldgs.,  wd.,  1  to  3  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area.  F. 
dept. — 1  comb.  c.  ft  h.  wag.,  1  c  eng.,  1  c.  hand 
ex.,  8  hose  wag.,  8  hose  carts,  1  hra.;  hose,  cot, 
rub.  lined,  gd.,  2,900  ft;  inf.,  800  ft;  tot  hose, 
3,700  ft.;  f.  al.,  wh.;  tot.  mem.,  860  vol. 

Water  Supply — Src,  spr.,  5  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  65,000,000  gals.;  pump,  eng., 
cap.  day  4,500,000  gals.;  mains,  iron,  16  m.,  2  to 
16  in.  dia.;  61  hyd.;  60  v.:  2,700  serv.;  pipe, 
iron  ft  lead;  pres.,  dom.  72  lbs.,  f.  85  lbs.;  cost, 
$87,150;   cost  mtce..   $2,000;   wks.   owned  by  city. 

BERWYN,  p.  1,000;  f.  area,  200  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept — 1  auto,  str.-,  1  h.  ft  1.  trk.,  8 
c   hand   ex.,    1    nose   cart;    hose,    cot.,    rub.   lined. 


gd.,  700  ft;   f.   al.,  bell:  vaL  equip.,   $3,700;   rsL 
Idgs.,    $15,000;    exp.    dept,    $1,400;    tot    mcm^ 
200   voL 

Water  Supply — Src,  creek;  g^s.,  pump  to  res.; 
pump,  eng.,  cap.  day  2,000,000  gals.;  wks.  owned 
by  Co. 

BETHLEHEM,  p.  12,837;  f.  area,  5,500  a.;  mere. 
bldgs.,  bk.  ft  wd.,  IVi  to  5  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2hi  stor.;  wd.  rfs.  not  perm,  in  L  aiea; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
2  str.,  8  comb,  c  eng.,  2  c  hand  ex.,  1  aer.  tzt., 
2  hose  carts,  6  hrs.;  hose,  cot,  rub.  lined,  gd., 
6,700  ft;  f.  aL,  bell  ft  wh.,  28  bx.;  t«L  equip^ 
$35,000;  val.  bldas.,  $40,000;  exp.  dept,  $8,^00; 
tot  mem.  286,  pd.  full  time  8,  pd.  part  time  13, 
vol.   220. 

Water  Supply — Src,  spr.  ft  wells;  sjs..  punap 
to  stdp.  ft  dir.;  stdp.  cap.,  1,050,000  gals.;  dim.. 
25  X  25,  50  z  50,  loc  in  borough;  mat,  iron;  8 
pump.  eng..  cap.  day  3,000,000  gals.;  mains,  c 
L,  15  m.,  4  to  20  in.  dia.;  98  hyd.;  2,000  serr.; 
pres.,  dom.  80  lbs.,  f.  70  lbs.;  cons,  day,  1,500,- 
000  gals.;  cost,  $104,000;  cost  mtce.,  $10,000; 
wks.  owned  by  borough;  Bethlehem  Citj  Wats- 
Co.,   So.   Bethlehem. 

BIG  RUN,  p.  1,000;  f.  area,  65  a.  F.  dept. — 
2  hose  carts,  1,000  ft  hose;  val.  equip.,  $1,000: 
vol. 

Water  Supply — Src,  res.;  sys.,  grav.;  2  pump, 
eng.;  20  hyd.;  mains,  4  m.;  pres.,  f.,  80  lbs.;  vk>^. 
owned  by  priv.  Co. 

BIRDSBORQ,  p.  2,980;  f.  area,  640  a.;  bldgs-, 
bk.  ft  stn..  2  to  8^  stor.;  fwks.  ft  combt  ord.  F. 
dept. — 1  nose  wag.,  1  hoae  car.:  hose,  cot,  rab. 
lined,  gd.,  1,000  ft;  vaL  equip.,  $5,000;  vaL 
bldgs.,  $5,200;  exp.  dept,  $600;  tot  mem.,  85  voL 

Water  Supply — Src,  spr.  ft  strm.,  2H  m-  bos. 
cent;  sys.,  grav.  to  res.;  res.  cap.,  28,000,000  gal&. 
loc  in  hills;  mains,  iron,  12  m.,  4  to  16  in.  dia.;  38 
hyd.;  100  v.;  pres.,  dom.  SO  lbs.,  f.  80  lbs.;  cost, 
$65,000;   wks.   owned   by  Co. 

BLAIR8VILLE,  p.  8.572;  f.  area,  100  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs- 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  h.  ft  L 
trk.,  4  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,700 
ft.;  inf.,  100  ft;  tot  hose.  1,800  ft;  f.  aL.  bell; 
val.  eouip.,  $2,200;  tot  mem.,  50  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.; 
res.  cap.,  169,190  gals;  pump,  eng.,  cap.  day 
1.000,000  gals.;  mains,  8  m.,  3  to  12  in.  dia.; 
60  hyd.;  pres.,  dom.  60  lbs.,  f.  SO  lbs.;  coat,  $35,- 
000;  cost  mtce.,  $2,500;  wks.  owned  by  town. 

BLAKELY,  p.  5,845;  bldgs.,  wd.  F.  dept — i 
bose  car.,  4  hrs.;  hose,  cot,  nu>.  lined,  gd.,  4,000 
ft;  inf.,  50  ft;  tot  hose,  4,050  ft;  L  aL,  decL,  16 
bx.;  val.  equip.,  $6,000;  ezp.  dept,  $600;  tot 
50   voL 

Water  Supply — Sys.,  grav.;  pres.,   125  lbs. 


BLOOMSBURQ,  p.  7,413;  f.  area,  960  a.; 
bldgs.,  bk.,  8  ft  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  P.  dept. 
— 1  str.,  1  h.  ft  1.  trk.,  5  supply  wag..  4  bose  car.; 
bose,  cot,  rub.  lined,  4,000  ft:  inf.,  1.000  ft; 
tot  hose,  5.000  ft;  f.  al.,  telg.,  12  bx.;  vsL 
equip.,  $9,800;  val.  bldgs.,  $21,500;  exp.  dept., 
$1,000;    tot    mem.,    400    vol. 

Water  Supply — Src,  Fishing  Creek,  V&  m.  bos. 
cent;  sys.,  pump  to  res.  dir.;  res.  cap.,  4. 500.000 

Sale.,  loc  at  pump,  station;  2  pump,  eng.,  cap. 
ay  9,000,000  gals.;  mains,  c.  i.,  17  nu,  4  to 
12  in.  dia.;  75  hyd.;  60  v.;  met,  66;  1,100  serr.; 
pipe,  galv.  L;  pres.,  dom.  50  lbs.,  f.  60  lbs.; 
cons,  day,  900,000  gala.;  cost  $150,000;  cost 
mtce.,   $8,500;    wks.   owned  by   Co. 

BL0S8BURQ,  p.  2,808;  f.  area,  640  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
4  hose  carts,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
800  ft;  rub.,  gd.,  700  ft;  inf.,  800  ft;  tot  hose, 
1,300  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $6,000; 
val.  bldgs.,  $8,000;  exp.  dept,  $500;  tot  mem., 
84   vol. 

Water  Supply — Src,  strm.;  tjs.,  grav  ;  res.  cap., 
6,000,000  gals.;  mains,  8  m.r  4  to  12  in.  dia.; 
42  hyd.;  275  serv.;  pres.,  dom.  100  lbs.,  f.  100 
lbs.;  cost,  $40,000;  cost  mtce.,  $1,000;  wks. 
owned  by  Co. 

BOLIVAR,  p.  518.  F.  dept — 1  hose  reel;  bote, 
cot.,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  vol 
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Water  Supply — Src,  well;  sys.,  gnv.;  stdp. 
cap.,  2,000,000  finals.;  mains,  6  m.,  6  to  10  ia 
dia.;    20    hyd. ;    pres.,  75  lbs.;   wks.  owned  by  city. 

BOYERTOWN,  p.  2,438;  f.  area,  250  a.;  mere. 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.,  2^  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept. — 1  sir.,  2  h. 
ic  L  trk.,  4  c.  hand  ex.,  2  hose  carts;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft.;  f.  al.,  bell;  val.  equip., 
$10,000;     exp.     dept.,    9500;    tot.    mem.,    250    vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  res.  cap., 
500,000  gala.;  mains,  6^^  m.,  4  to  12  in.  dia.; 
150  hyd.;  300  senr.;  pres.,  f.  75  lbs.;  cost  mtce., 
$1,500;    wks.    owned  oy   borough. 

BRACKENRIDQE,   p.   3,134;   f.   area.   80   a.      F. 

dept. 6    c.    hand  ex.,   1  hose  reel,   1   h.  &  1.   trk., 

1,500  ft.  hose:  f.  aL,  wh. ;  val.  equip.,  $2,550; 
val.  bldga^   $4,000;  tot.  mem.,  50  vol. 

Water  Supply — Stdp.  cap.,  1,500,000  gals.;  sys., 
flrrav.;  mains,  4^  m.,  4  to  20  in.  dia.;  pres.,  90 
IDS.;   wks.   owned  by  city. 

BRA'DDOCK,  p.    10,357;    f.   area,   350    a.;   mere 
bldgs.,   bk.    As    stn.,   1   to  4  stor.;  priv.,  bk.  A  wd., 

1    to    8   stor.;    wd.  rfs.  perm.;   fwka.  A:  combt.   ord. 

F.   dept. — 1    auto.  comb.  h.  &  1.  trk.,   1  auto,  hose 

trk.,    4    c.   hand  ex.,   1  h.  Jc  1.  trk.,   1  hose  reel,   1 

comb.    c.    Sc    h.   wag.,   1  hose  car.;   hose,   cot.,   rub. 

lined,    gd.,     4.000    ft.;    f.    al.,    Gamewell,    20    bz.; 

val.     equip.,     $12,000;    val.    bldgs.,    $40,000;    exp. 

dept.,    $11,000;    tot.    mem.    10,    pd.    full   time. 
Water     Supply — Src,    Monongahela    riv.,     ^     m. 

bus.   cent.,   &   wells;  sys.,  grav.,  pump  to  res.;  res. 

cap.,  12,500,000  gals.;  8  pump,  eng.,  cap.  day 
10,000,000  gals.;  mains,  c.  i.,  20  m.,  4  to  16 
in.  dia.;  109  hyd.;  met.,  434;  pres.,  dom.  80  to 
125  lbs.,  f.  SO  to  125  lbs.;  cons,  day,  8,250,000 
gaAa.',  cost,  $231,000;  cost  mtce.,  $13,000;  wks. 
owned    by    city. 

BRADFORD,  p.  14,554;  f.  area,  1,460  a.;  mere, 
bldgs.,  bk.  8l  wd.,  1  to  4  stor.:  priv.,  bk.  &  wd., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes'  of  f.  inv.  F.  dept. — 1  chief's  auto,  with 
c.  equip.,  2  comb.  c.  &  h.  wag.,  8  c  hand  ex.,  1 
atr.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8  hose  reels;  hose, 
cot.,  rub.  lined,  gd.,  5,800  ft.;  f.  al.,  Gamewell, 
65  bx.;  val.  equip.,  $38,203;  yal.  bldgs.,  $25,166; 
exp.  dept.,  $18,360;  tot.  mem.  IS,  pd.  full  time 
17.   pd.    part   time   1. 

water  Supply — Src,  spr.  ft  wells,  5  m.  bus. 
cent.;  sys.,  grav.  ft  pump;  res.  cap.,  320,000,000 
gals.,  loc.  5  m.  west  city;  mains,  c  i.,  38  m.,  4 
to  24  in.  dia.;  282  hyd.;  610  v.;  met,  117; 
3,860  8er>'.;  pipe,  lead  ft  galv.  i.;  pres.,  dom.  85 
lbs.,  f.  85  lbs.;  cons,  day,  2,000,000  gals.;  cost, 
$520,000;  cost  mtce.,  $12,000;  wks.  owned  by 
city. 

B-RIOGEPORT,  p.  8,860;  f.  area,  100  a.;  bldgs., 
bk..  stn.  ft  wd.,  2  ft  6  stor.  F.  dept. — 1  auto.  comb, 
c  «  fa.  wag.,  1  hose  oar.;  hose,  cot,  rub.  lined,  gd., 
1.400  ft;  f.  al.,  telp.;  val.  equip.,  $2,500;  val. 
bldgs.,  $6,000;  tot.  mem.,  86  vol.;  undrs.  rating, 
first  class. 

Water  Supply — Src,  Schuylkill  riv.,  %  m.  bus. 
cent;  sys.,  pump  to  res.  ft  dir.;  res.  cap.,  8,000,' 
000  gals.;  pump,  eng.,  cap.  day,  1,000,000  gals.; 
mains,  c  i.,  8  m.,  4  to  10  in.  dia.;  47  hyd.;  27 
v.;  met,  41;  670  serv.;  pipe,  c  i.;  pres.,  dom.  ft  f. 
85  to  80  lbs.;  cons,  day,  800,000  gals.;  cost,  $40,- 
OOO;  cost  mtce.,  $2,000:  wks.  owned  by  Oo. 

BmOGEWIATER,  p.  2,700;  f.  area,  600  a.  F. 
dept. — 8  hose  carts,  1,200  ft.  hose;  val.  equip., 
$1,600;    val.   bldgs^   $8,000;   tot   mem.,    35   vol. 

Water  Supply — Src,  wells;  sys.,  dir.  pres.;  23 
hyd.;  pres.,  f.  140  lbs.;  wks.  owned  by  priv.  Co. 

BRISTOL,  p.  9,256;  f.  area,  680  a.;  mere 
bldgs.,  wd.,  3  stor.;  priv.,  etn.,  bk.  ft  wd.,  2Vi 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  chiefs  auto.,  1  str.,  2  auto, 
comb.  c.  ft  h.  wag.,  1  auto.  pump,  eng.,  10  c. 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8  hose  reels; 
hose,  cot.,  rub.  lined,  gd..  4,000  ft;  rub.,  gd., 
1,000  ft;  tot  hose,  5,000  ft;  f.  al.,  Gamewell,  14 
bx.;  val.  equip.,  $12,000;  val.  bld^s.,  $25,000; 
exp.  dept.,  $2,000;  tot.  mem.,  600  vol.;  undrs.  rat- 
ing, first  class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  tk.  ft 
dir.;   tk.    cap.,    150,000    gals.;    3    pump,    eng.,    cap. 

(  day  8,000,000   gals.;   mams,   c   i.,    10   m.,   4   to   8 

in.   dia.;    100    hyd.;    SO    v.;    met.,    2;    1,000   senr.; 

L  pipe,  lead  ft  iron;  pres.,  dom.  70  lbs.,  f.  160  lbs.; 

cons,    day,    1,000,000    gals.;    cost,    $73,000;    cost 
mtce.,    $4,500;    wks.    owned   by   Co. 


BROCKWAYVILLE,  p.  1,898 
bldgs.,  wd.  ft  bk.  F.  dept — 
cot,  rub.  lined,  gd.,  1,000  ft; 
hose,  1,200  ft;  val.  equip.,  $l,i 
voL 

Water  Supply — Src,  spr.;  syi 
200,000  gals.;  mains,  6  m.;  p 
f.    65    lbs.;    wks.   owned   by   Co. 

BROOKVILLE.  p.  8,008;  f.  a 
bldgs.,  bk.,  8  stor.;  priv.,  bk.  A 
rfs.  perm.;  no  fwks.  ft  combt 
4  c  hand  ex.,  1  h.  ft  1.  trk.,  0 
hose,  cot,  rub.  lined,  gd.,  2,000 
be  used  if  necessary;  f.  aL,  bell 
$1,500;  vaL  bldgs.,  $1,200;  exp 
mem..  40  vol. 

WaUr  Supply — Src,  creek,  1% 
pump  to  stdp.:  stdp.  cap.,  860,0 
16.980,000  gals,;  2  pump,  eng.,  < 

Sals.;  mains,  c  i.,  9H  m..  8  to  ( 
0  met;  400  serv.;  pipe,  lead  ft  | 
50  lbs.,  f.  75  lbs.;  cons,  day,  8! 
$124,000;  cost  mtce.,  $8,000;  wl 

BROWNSVILLE,  p.  2,824;  m 
wd.,  2  stor.;  priv.,  wd.,  2  stor 
fwka.  ft  combt  ord.;  causes  of  f. 
c.  hand  ex.,  1  h.  ft  L  trk.,  8  hoi 
rub.  lined,  gd.,  1,450  ft;  rub.,  gd. 
ft;  tot  hose,  2,050  ft;  f.  al., 
bx.;  val.  equip.,  $2,880;  vaL  bli 
dept,  $250;  tot.  mem.,  80  vc 
second  class. 

Water  Supply — Src,  riv.,   l   m 
pump    to    res.;    res.    cap.,    1,000, 
eng.,    cap.    day    1,000,000   gals.; 
to   8   in.   dia.;    26   hyd.;      18   v.; 
f.    120   lbs.;    cost,   $25,000;   wks. 

BRYN    MAWR.    p.    6,500;    me 
stn.,    2   ft   3   stor.;    priv.,   stn.,    2 
perm,    in   f.    area;    causes   of    f. 
comb.  auto,  trk.,  1  str.,  1  comb, 
hand  ex.,    1   hose   wag.,   1    hose   < 
cot.,   rub.    lined,   gd.,    2,000   ft.; 
hose,   2,600   ft;   1.    al..  gong,   60( 
$19,000;   val.   bldgs.,   $27,000;   e 
tot    mem.    300,   pd.   full   time    1, 
vol.   29S. 

Water  Supply — Src,  creek;  sj 
to  stdp.;  stdp.  cap.,  940,000  g 
cap.  day  595,000  gals.;  mains,  ce 
in.  dia.;  60  hyd.;  met,  384;  : 
wrt.  i.;  pres.,  dom.  86  lbs., 
owned  by  Co. 

BUTLER,  p.  20,728;  f.  area, 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  6 
bk.  ft  wd.,  2  ft  3  stor.;  wd.  rfs 
area;  fwks.  ft  combt  ord.;  cau£ 
dept — 1  h.  ft  1.  trk.,  1  comb,  c  » 
comb,  c  ft  h.  wag.,  1  chiefs  autc 
tt  hose  car.,  2  hose  reels,  4  hrs. 
iined,  gd.,  6.350  ft:  f.  al.,  telp.; 
000;  val.  bldgs.,  $30,000;  exp. 
tot.  mem.  27,  pd.  full  time  12,  pc 

Water  Supply — Src.  2  impoun 
m.  bus.  cent;  sys.,  pump  to  res.  4 
res.,  cap.  206,416,000  gals,  ft  94,8 
service  res.,  cap.,  2,000,000  gals.; 
day,  14,000,000  gals.;  mains,  wrt 
to  18  in.  dia.:  214  hyd.;  2.666  i 
pres.,  dom.  ft  f.  96  to  100  Ids.;  w 
Co. 

CALIFORNIA,    p.    2,230;    bldg< 
to    3    stor.;    wd.    rfs.    perm.;    fwk 
F.   dept — 4  hose  car.,   16   c  han 
rub.   lined,  gd.,   4,000  ft;  f.   al., 
$3,000;  val.  bldgs.,  $8,000;  exp. 
mem.,   36  vol. 

Water  Supply — Src,  wells; 
lbs.,    f.    130    lbs.;    30    hyd. 

CAMBRIDGE  SPRINGS,  p.  1,5 
a.;  bldgs.,  wd.;  wd.  houses  not  r 
1  h.  ft  L  trk.,  2  hose  car. ;  hose,  co 
1,900  ft;  inf..  100  ft;  tot  hose, 
wh.  ft  telp.;  exp.  dept,  $1,600;  tot 

Water  Supply — Src,  creek,  % 
ays.,  pump  to  stdp.;  stdp.  cap., 
dim.,  20  X  50;  mat,  stl.;  pumps, 
gals.;  mains,  6  1-19  m.,  4  to  10 
met,  884;  247  serv.;  pipe,  lead 
lbs.,  f.  120  lbs.;  cons,  aay,  100 
$30,000;   cost  mtce.,   $4,800;  wki 
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CANNELTON,   p.    108;    f.    area, 
bldg«.»  Btn.  k  bk.,   2  stor.;  priv., 
2    stor.;    wd.    rfa.    not    perm.;    no 
dept — 2   sti.,   8   hoce   car.:   hose, 
gd.,    1,000    ft;    f.    al.,    bell;    val. 
tot   mem.,  80  ▼ol. 

WaUr  Supply — Src,  riv.,  %  n 
pump   dir.;    res.    cap.,    800,000    i 
cap.  day  2,000,000  ffals.;  mains 
10    in.    dia.;    62   hya.;   pres.,    d 
cost,  $20,000;  coat  mtce.,  $1,5 
city. 

CANONSBURQ,  p.  8,S91;  f. 
bldga.,  bk.  A  stn.,  1  to  4  sto 
2   stor.;    wd.    rfs.    not   perm, 
combt  ord.  F.  dept. — 1  c.  eng- 
k  I.  trk.,  8  hose  carta;  hose, 
1,600  ft;  f.  ai.,  wii.;  val.  equ 
$8,500;  exp.  dept,   $800;   t< 

Water  Supply — Src.,   creel 
sys.,  pump  to  res;  res.   cap 
IVfc   ni.  east  town;   1  pump 

000  gals.;    mains,    c.    i.,    f 
63    hyd. ;    61    v.;    met,    1,< 
iron  &  lead*  pres.,  dom.  k 
800,000  gals.;   wks.   owne< 

CANTON,  p.  1,687;  f.  i 
bk.  &  wd.,  2^8  stor.; 
wd.  rfs.  not  perm,  in  f.  i 
causes  of  f.  inv.     F.  de' 
nand   ex.,    1   hose   wag., 
rub.   lined,  gd.,  8,100  f^ 
8,600    ft.;    f.    alarm,    < 
val.   Dldgs.,   $6,000;  ex 
100    voL 

Watar  Supply — Src, 
grav.;  res.  cap.,  6,000 
in.  dia.;  82  hyd.:  pre* 
cost  $60,000;  wks.  o 

CARBON  DALE,    p. 
mere,  bldgs.,  bk.  A  ' 
wd.,   2    stor.;   wd.   r 
ord.     F.   dept — 1   I 
wag.,    1    hose    car., 
cot,  rub.  lined,  gd. 
bx.;  vaL  equip.,  $1< 
dept,  $3,000;   tot 

Watar    Supply- 
cent.;    sys.,   gray.; 

1  pump,  eng.,  cap 
60    m.,   4   to   24 
75;    5,000  serv.; 
90    lbs.,   f.    90    t 
gals.;  wks.  owm 

CARLrSLE,  p 
bldgs.,    stn.    & 

wd.   rfs.  perm.  i 

auto.  pump,  er 
aer.  tnc.,  f.  pr 

hose,  cot,  ru>  I 

well,  29  bx.; 
000;  exp.  de] 

Watar  Sup 
pump  to  re' 
eng.,  cap.  dr 
4  to  10  in. 

pipe,  iron;  i  > 

1,000.000 

CARNEY 
bldgs.,  bk. 
to    3   stor. 
combt  oi 
ex.,    1    ar 
hose    ear 
f.  111.,   te 
OOU;  ex] 
undrs.  r 

Watc  I 

pump  * 
eng.,   f 

m.,    4  I 

serv.; 
Co. 

Cfi 

bk. 

com* 

fact*  I 

car, 

gd..  I 

ft 

$1 

fu" 
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k  2  stor. ;  wd.  rfs.  perm,  in  f.  area;  fwks.  &  combt. 
ord. ;  causes  of  f.  inv.  F.  dept. — 1  h.  &  1.  trk., 
2  hose  reels,  950  ft.  hose;  f.  al.,  wh.,  1  bx.;  val. 
equip.,  $2,000;  val.  bldgs.,  $1,600;  tot.  mem.,  20 
vol. 

Water  Supply — Src,  Drake  Run,  3^  m.  bua. 
cent.;  sys.,  grav.;  res.  cap.,  1,500,000  gals.;  mains, 
c.  i.,  5  m.,  4  to  6  in.  dia.;  17  hyd.;  31  met.; 
154  serv;  pipe,  c.  i. ;  pres.,  dom.  60  lbs.,  f.  180 
lbs.;  cons,  day,  350,000  gals.;  cost,  $21,500;  cost 
mtce.,  $600;  wks.  owned  by  Citizens  Water  Co. 

CONEMAUGH,  p.  3,100;  bldgs.,  wd.,  2  stor.; 
wd.  rfs.  perm.  F.  dept. — 1  h.  &  1.  trk.,  1  hose 
car.;  hose,  rub.,  gd.,  500  ft.;  f.  al.,  bell;  tot.  mem., 
50  vol. 

WaUr  Supply — Src,  mountain  strm.,  2  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  2,500,000  gals.;  mains, 
c  i.,  6^  m.,  4  to  10  in.  dia.;  80  hyd.;  met.,  600; 
600  serv.;  pipe,  lead;  pres.,  dom.  ISO  lbs.,  f.  160 
lbs.;  cost,  $45,000;  cost  mtce.,  $1,800;  wks.  owned 
by  Co. 

CONNEAUT  LAKE,  p.   700;   f.   area,   1  la.   m.; 

mere,  bldgs.,  bk.  k  wd.,  1  ik  2  itor.:  priv.,  ok.  It 
wd.,  1^2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causea  of  f.  inv.  F.  dept — 1  b.  ft 
1.  trk.,  2  hose  carts,  6  hand  ex.,  1  c.  eng. ;  hose, 
cot.,  rub.  lined,  gd.,  700  ft.:  f.  al.,  bell;  val. 
equip.,  $1,000;  val.  bldgs.,  $1,000;  exp.  dept., 
$100;    tot.    mem.,    52    vol. 

Wattr  Supply — Src,  well,  1  m.  bus.  cent.;  «ys., 
pump  to  res.;  1  pump,  eng.,  cap.  day  360,000  flrals.; 
maine,  c.  i.,  1  4-5  m.,  4  ft  6  in.  dia.;  17  nyd.; 
16  v.;  pres.,  dom.  43  lbs.,  f.  80  H>s.;  coat,  $7,000; 
cost  mtce.,  $400;  wks.  owned  by  city. 

CONNEAUTVILLE,  p.  920;  bldgs.,  bk.  ft  wd.,  2 
ft  8  stor.;  wd.  rfs.  perm.  F.  dept. — ^8  c.  himd 
ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  nose,  cot.,  rub. 
lined,  gd.,  1.000  ft;  inf.,  600  ft;  tot  hose,  1.600 
ft:  f.  al.,  bell  ft  wh.;  >^.  equip.,  $4,000;  vaL 
bldgs.,  $600;  exp.  dept,  $26;  tot.  mem.,   100  voL 

Water  Supply- — Src,  spr.,  1V4  m>  bus.  cent; 
^8.,  grav.;  res.  cap.,  160,000  gals.:  mains,  c  L, 
5  m.,  4  to  6  in.  dia.;  36  hyd.;  36  v.;  96  met; 
250  serv.*  pres.,  dom.  ft  f.,  45  lbs.;  cons,  day, 
40,000  gals.;  cost.  $21,000;  cost  mtce.,  $400;  wks. 
owned  by  borough. 

CONNELLSVILLE,  p.  12,846;  f.  area,  900  a.; 
mere  bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  wd.  ft  bk., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.  F.  dept. — 4  c.  hand  ex.,  1  auto.  comb, 
c  ft  h.  trk.,  1  h.  ft  1.  trk.,  1  comb.  c.  ft  h.  wag., 
4  hose  carts;  hose,  rub.,  gd.,  8,000  ft;  f.  al.,  bell 
ft  wh.;  val.  equip.,  $12,500;  val.  bldgs.,  $7,000, 
exp.  dept,  $5,710;  tot.  mem.,  45,  pd.  part  time 
20,  vol.   20;  undrs.  rating,  first  class. 

Water  Supply — Src,  Youghiogheny  Riv.  ft  res.; 
sys.,    grav.    ft    pump    dir. ;    res.    cap'.,    20.000,000 

fals.,  loc  1-3  m.  town;  3  pump,  eng.,  cap.  day 
.000,000  gals.;  mains,  c  i.,  25  m.,  4  to  16  in. 
dia.;  130  hyd.;  met,  260;  8,000  serv.;  pres.,  f. 
120  lbs.;   cost,   $120,000;  wks.  owned  by  Co. 

CONSHOHOCKEN,  p.  7.480;  f.  area,  640  a.; 
mere,  bldgs.,  bk.,  2H  ft  8  stor.;  priv.,  bk.,  2\i 
ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept. — 1  triple  comb.  auto.  pump.  eng..  1  comb, 
c.  ft  h.  wag.,  1  c  eng.,  6  c.  hand  ex.,  1  nose  wag., 
2  hrs.;  hose,  cot,  rub.  Uned,  gd.,  8,000  ft;  Inf., 
700  ft;  tot  hose,  8,700  ft;  f.  aL,  bell;  \-al.  equip., 
$25,000;  val.  bldrs.,  $28,000;  exp.  dept,  $2,000; 
tot  mem.  450,  pd.  full  time  2,  pd.  part  time  10, 
vol.    4^8. 

Water  Supply — Src,  watershed  of  Pickening 
Creek.  12  m.  bus.  cent;  sys.,  pump  to  stdp. ;  stdp. 
cap.,  2,000,000  gals.;  2  pump,  eng.,  cap.  day 
2,000,000  gals.;  mains,  c  i.,  9%  m.,  8  to  10  in. 
dia.;  55  hyd.;  60  v.;  met,  55;  668  serv.;  pipe, 
lead;  pres.,  dom.  20  to  90  lbs.,  f.  65  to  90  lbs.; 
cost,  $110,000;  wks.  owned  by  Springfield  Con- 
solidated Water  Co. 

COOPERSBURQ,  p.  688;  f.  area,  450  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd., 
1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  h.  ft  I.  trk.,  2  hose  reels;  hose,  cot.,  rub.   lined, 

fd.,    900   ft;   f.   al.,   magneto,    10   bx.;   val.   equip., 
L400;  exp.   dept,   $160;   tot.   mem.,   52  vol. 
Water  Supply — Stdp.  cap.,  300,000  gals.;  mains, 
8  m.,   6  to   8   in.   dia.;   24  hyd.;   pres.,   40   lbs. 

COPLAY,  p.  2,670;  f.  area,  626  a.;  bldgs.,  priv., 
bk.  ft  wd.,   2   to  4   stor.;   wd.  rfs.  perm.;   fwks.  ft 


combt  ord.  F.  dept — 1  c  eng.,  1  how  wag.; 
hose,  cot,  rub.  lined,  700  ft;  f.  aL,  bell;  vaL 
equip.,  $2,200;  val.  bldgs.,  $200;  exp.  dept,  $30: 
tot.   metn.,    160   vol. 

Wattr  Supply — Src,  spr.  ft  watershed,  S%  m. 
bus.  cent.;  sys.,  grav.,  pump  to  res.;  res.  cap., 
3,000,000  gals.;  pump,  eng.,  class  comp.  dup.,  cap. 
day  1.000,000  gals.;  mains,  c  L,  3%.  m.,  4  to 
10  in.  dia.;  28  hyd.;  41  v.;  met,  6;  103  ser>.: 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  70  lbs.,  f.  \ii 
lbs.;  cons.  day.  87,000  gals.;  cost,  $80,000;  wks. 
owned   by  priv.  Co. 

CORAOPOLIS,  p.  6,262;  bldga.,  wd.,  1  to  S 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwk&  l 
combt  ord.  F.  dept. — 2  hose  car.,  2  hose  carti. 
1  h.  ft  1.  wag.;  hose,  cot,  rub.  lined,  gd.,  2.500 
ft;  rub.,  100  ft;  tot  hose,  2,600  ft;  tot  meau 
12  vol. 

Water  Supply — Src,  wells,  in  boa.  cent;  iti>. 
pump  to  atpd.;  stdp.  cap.,  180,000  ^ala.;  8  poapi 
eng.,  cap.  day,  8,600,000  gals.;  maina.  SO  m.,  4 
to  10  in.  dia.:  80  hjd.;  met,  160;  1,000  aerv.; 
prea.,  dom.  96  Iba.,  f.  140  Iba.;  oono.  dajr.  760,000 
gals.;  coat,  $60,000;  ooat  mtce.,  $6,000;  wks.  ovGcd 
by  borough. 

CORRY,  p.  6,991;  f.  area,  640  a.;  mere  bldgs.. 
bk.,  Btn.  ft  cem.,  1  to  4  ator.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  onL 
F.  dept. — 4  c  hand  ex.,  2  hose  wag.,  4  hrs.;  bo^ 
cot,  rub.  lined,  gd.,  4,000  ft;  f.  aL,  GamevelL, 
15  bx.;  val.  equip.,  $15,000;  val.  bldgs.,  $20,000; 
exp.  dept,  $2,600;  tot  mem.,  91,  pd.  full  tiac 
2,  vol.  89. 

Watar  Supply — Src,  wells,  1%  m.  bus.  ccbl: 
sys.,  pump  to  res.;  res.  cap.,  4,500.000  gals.;  i 
pump,  eng.,  cap.  day  2,000.000  gals.;  mains,  c  U 
36  m.,  8  to  12  in.  dia.;  86  h>'d.;  150  ▼.;  met.. 
1.200;  1,400  serv.;  pipe,  galv.  i.;  pres.,  dom.  lt» 
lbs.,  f.  126  lbs.i  cons,  day,  860,000  gala.;  cost. 
$276,000;  wks.  owned  by  Co. 

COUDERSPORT,    p.     8,100;    f.    area,     300    n~: 

mere,  bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  vd 
rfs.  not  perm.;  fwks.  ft  combt  ord.  P.  dept — 1  h. 
ft  1.  trk.,  3  hose  car.,  buckets;  hose,  rob.,  gi. 
2,000  ft;  inf.,  500  ft;  tot  hose,  2,500  ft;  L  al- 
bell;  val.  equ.p.,  $2,000;  val.  bldga.,  $3,000;  exfi 
dept,  $500;  tot  mem..  80  vol.;  undra.  ratisj; 
third  class. 

Wattr  Supply — Src,  apr.,  8  m.  bua.  cent;  ays. 
grav.;  res.  cap.,  7,500,000  gals.;  mains,  c  u  19 
m.,  3  to  8  in.  dia.;  58  hyd.;  66  v.;  met,  5;  7 CO 
serv.;  pipe,  lead  ft  iron;  prea.,  dom.  50  lb$..  L 
100  lbs.;  cost,  $100,000;  cost  mtce.,  $1,100;  «ks. 
owned  by   Co. 

ORAFTON,  p.  4,688.  F.  dept — 1  h.  ft  L  trk.. 
5  hose  car.,  1  nose  wag.;  hose,  cot,  rub.  lined,  «rv. 
2,400  ft;  rub.,  gd.,  1,200  ft;  tot  boae.  1.6 J-.- 
ft.;  tot  mem.,  60  vol. 

Watar  Supply — Src,  Monongahela  KIt.;  «rs^ 
pump  to  res.  ft  dir.;  res.  cap.,  3.600,000  gaU.; 
8  pump,  eng.,  cap.  day  16,000.000  gals.;  main*, 
c.  i.,  12  m.,  4  to  12  in.  dia.;  61  hyd.;  met.  «: 
290  aerv.;  pipe,  lead;  pres.,  dom.  60  Iba.  L  li^ 
lt>a.;  wka.  owned  by  Co. 

CREEKSIOE,  p.  700;  f.  area,  350  a.     F.  dept— 

1  hose  ft  1.  wag.;  vaL  equip.,  $60;  vaL  bldga.,  $2i; 
tot    mem.,   22  vol. 

Watar  Supply — Src,  res.;  ays.,  grav.;  pnmp.,  cap. 
day  26.000  ^filA.;  25  v.;  prea.,  L  80  Iba^;  «ka. 
owned   by   pnv.    Co. 

CRESSON.  Cambria  Co.,  p.  1,470;  f.  area.  25"^ 
a.  F.  dept — 2  c  eng.,  S  hoaa  icda^  laddcca, 
buckets  ftc;  hose,  cot,  rub.  lined,  gd.,  1,000  ft: 
f.  al.,  bell;  val.  equip.,  $8,000;  exp.  dept^  $I.00€ . 
tot.   mem..   60   vol. 

Wattr  Supply — ^Not  reported. 

CRESSONA,  Schuylkill  Co..  p.  1,887;  f.  area.  2 
m.;  mere,  bldgs.,  bk.  ft  wd..  2  ft  8  stor.;  pnv. 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  L  aira; 
fwks.  &  combt.  ord.;  causes  of  f.  inv.     F.  dept. — 

2  c  eng.,  6  c  hand  ex.,  S  oomb.  &  ft  h.  wag~^l 
h.  ft  1.  trk.;  hose,  cot,  rob.  lined,  gd.,  200  ft.; 
rub.,  gd.,  100  ft;  tot  hose,  800  ft;  vaL  cqntiu 
$2,800;  vaL  bldga.,  $8,600;  exp.  dept,  $160;  toe 
mem.,  176  vol. 

Watar  Supply — Src,  apr.,  4  m.  bus.  cent;  «v«.. 
grav.  ft  pump  dir.;  pump,  eng.,  cap.  day  600.0«»«i 
gals.;  mains,  12  m..  2  to  8  in.  dia.;  80  hyd.;  e*>0 
serv.;  pres.,  f.  130  lbs.;  coat  $400,000;  eort 
mtce.,  $8,000;   wka,  owned  by  city. 
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f.  aL,  bell,  10  bz.;  val.  equip.,  $1,000;  val.  bldgs., 
$600:  tot.  mem.,  86  voL 

Water  Supply — Src,  creek;  sya.,  pump  to  tk.; 
tk.  cap..  40,000  /rals.;  1  force  pump;  maina.  1^ 
m.,  2  ^  3  in.  dia.;  18  hyd.;  cost  mtce.,  $100; 
wka.  owned  by  town. 

DUNCANNON.  p.  1,474;  mere,  bldgs.,  bk.  &  wd.. 
2  stor. ;  priv.,  bk.  &  wd.,  2  stor. ;  wd.  rfa.  perm.; 
fwka.  &  combt.  ord.  F.  dept. — 2  hand  eng.,  2 
hose  wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
600  ft.;  leather,  gd.,  600  ft.;  inf.,  600  ft.;  tot 
hose,    1,600   ft.;   f.   al.,   wh. 

Water  Supply — Src,  stnn.,  1^  &  4  m.  bus. 
cent.;  ays.,  grav.;  res.  cap..  550.000  gala.;  mains, 
c  i.,  6  m.,  2  to  8  in.  dia.;  22  hyd.;  met.,  50; 
400  aerv.;  pipe,  iron;  prea.,  dom.  60  lbs.,  f.  60 
Iba.;  coat,   $45,201;  wka.  owned  by  Co. 

DUNCANSVILLE,  p.  1.263;  f.  area.  600  a.; 
mere,  bldgs.,  wd.  k  bk.,  2  &  8  stor.;  priv.,  wd.  & 
bk.,  2  stor.;  wd.  rfa.  perm.  F.  dept. — 1  h.  k  1. 
trk.,  2  hose  car.;  hose,  rub.,  gd.,  1,000  ft.;  f.  al., 
bell;  val.  equip.,  $2,000;   tot.  mem.,  90  vol. 

Water  Supply — Src.,  Hollidayaburg  waterwka.; 
87B.,  grav.;  mains,  6  m..  12  in.  dia.;  18  hyd.; 
prea.,   f.    115  Iba.;  wks.  owned  by  city. 

DUN  MORE,  p.  17,616;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  &  wd.,  1  to  8  ator.;  priv.,  bk.  A  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.  F. 
dept. — 1  auto.  comb.  c.  k  h.  trk.,  3  hose  wag., 
2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  5,000  ft.;  inf., 
1,200  ft;  tot  hoee,  6,200  ft;  f.  al.,  Gamewell, 
28  bx.;  val.  equip.,  $23,000;  val.  bldgs.,  $28,000; 
exp.  dept,  $12,000;  tot.  mem.  800,  pd.  full  time 
6,  vol.  294. 

Water  Supply — Src,  surface  water;  aya.,  grav.; 
rea.  cap.,  65,000.000  gals.;  mains,  c.  i.,  15  m.,  2 
to  14  in.  dia.;  108  hyd.;  met,  1.300;  1.500  aerv.; 
pipe,  wrt.  i. ;  pres.,  dom.  IdO  Iba.,  f.  180  Iba.; 
wka.  owned  by  Co. 

DUQUESNE,  p.  16.727;  f.  area,  1.000  a.;  mere 
bldga.,  bk.  k  wd.,  2  to  4  ator.;  priv.,  wd.  k  bk., 
2  k  S  stor.;  wd.  rfa.  perm.;  fwka.  k  combt.  ord. 
F.  dept — 8  c.  hand  ex.,  1  comb.  h.  k  1.  trk.,  8 
hose  car.,  8  hrs.;  hoae,  cot,  rub.  lined,  gd.,  4,000 
ft;  inf.,  2,000  ft;  tot  hose,  6,000  ft;  f.  al., 
wh.;  val.  equip.,  $8,500;  val.  bldgs.,  $40,000; 
exp.  dept,   $8,000;  tot  mem.,  6,  pd.   full  time. 

Water  Supply — Src,  wella;  sys.,  pump  to  atdp.; 
atdp.  cap.,  500,000  gala.,  mat.  iron;  2  pump, 
eng.,  cap.  day  1,500,000  gals.;  maina,  2f  m.,  4 
to  14  in.  dia.;  114  hyd.;  met.  1,661;  1,660  aerv.; 
pipe,  lead;  pres.,  dom.  100  lbs.,  f.  180  lbs.;  wka. 
owned  by  borough. 

DUSHORE,  p.  813.  F.  dept. — 2  hoae  reela,  2 
h.  k  1.  trk.,   1,200   ft   hose,   60  vol. 

Water  Supply — Src,  Paine  Run.  2M  m.  bus. 
cent;  ays.,  grav.;  res.  cap.,  1,600,000  gala.;  1 
pump,  eng.,  cap.  day  1,000,000  gala.;  maina,  c  i., 
7  m.,  4  to  12  in.  dia.;  20  hyd.,  18  v.;  met,  6; 
l>ipe,  lead;  pres..  dom.  110  lbs.,  f.  130  lbs.;  cona. 
day,  75.000  gala.:  cost,  $32,800;  cost  mtce.,  $250; 
wks.  owned  by  priv.   Co. 

EAST  BRADY,  p.  1,498;  bldgs.,  wd.  k  bk.,  2 
k  3  stor.;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  c.  eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk., 
I  hoae  cart;  hose.  500  ft.;  f.  al.,  bell;  val.  equip., 
$3,200;  val.  bldgs.,   $250;    tot.   mem.,   50   vol. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent;  sys., 
grav.  k  pump  to  res.;  rea.  cap.,  146,000  gala.;  pump, 
eng.,  cap.  day  30,000  gala.;  mains,  2  m..  4  to  6 
in.  diam.;  17  hyd.;  pres.,  dom.  k  f.  66  lb*.;  cost, 
$80,000;  cost  mtce.,  $600;  wks.  owned  by  Oo. 

EAST  McKEESPORT,  p.  2.118;  f.  area,  800  a.; 
mere  bldgs.,  bk.  k  wd.,  2  k  8  stor.;  priv.,  bk.  k 
wd.,  2  &  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  hose 
reels,  2  c.  hand  ex.,  ladders,  hooks  k  axes;  hose, 
cot.  rub.  lined,  gd.,  1,500  ft;  f.  al.,  bell;  exp. 
dept..  $100;  tot.  mem.,  60  vol. 

Water  Supply — Not  reported. 

EAST  MAUCH  CHUNK,  p.  8.458;  f.  area,  400 
a.;  mere,  bldgs.,  stn.,  bk.  k  wd.,  3  stor.;  priv., 
stn.,  bk.  k  wd.,  2%  stor.;  wd.  rfs.  perm.;  no  fwks. 
&  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h. 
k  1.  trk.,  1  c.  eng.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft.;  f.  al.,  wh.;  val.  equip.,  $1,800 : 
tot.  mem.,  120  vol. 

Water  Supply — Src.  wells,  supplied  by  Mauch 
Chunk;   rea.   cap.,    1,636,220   gals.;   maina,   c.   i.,   8 


m..  2  to  8  in.  dia.;  32  hyd.;  837  aerr.;  pipe, 
lead;  pres.,  dom.  65  Iba.,  f.  65  Iba.;  wks.  owned 
by  Co. 

EASTON,    p.    28,523;    f.    ar«a,    2.250    a.;    mere 

bldga.,  stn.  k  bk.,  2  to  9  ator.;  priv.,  bk.  k  wd.. 
2V^  to  5  ator.;  wd.  rfs.  not  perm,  in  f.  area; 
combt.    ord.:    cauaes   of   f.    inv.      F.    dept. — 8    str., 

1  auto,  triple  comb.  pump,  eng.,  3  auto.  comb,  c 
k  h.  wag.,  24  c  hand  ex.,  1  n.  &  L  trk.,  1  aer. 
trk.,  3  comb,  c  k  h.  wag.,  1  hose  wag.,  J  bote 
carts,  14  hrs.;  hose,  cot,  rub.  lined,  gd..  10,050 
ft;  mi..  5,400  ft;  tot  hose.  15.450  ft.;  f.  aL, 
tiamewell,  22  bx.;  val.  equip.,  $72,150;  vaL  bldgSL. 
$59,000;  exp.  dept,  $33,000;  tot  mem.  46,  pd. 
full  time  24,  pd.  part  time  22. 

Watsr  Supply — Src,  riv.,  ^  m.  bus.  cent;  ays., 
pump  to  stdp.  k  res.;  stdp.  cap.  500,000  gals., 
dim.    25    x    120,    mat.    iron:    res.    cap.,    S.OOO.OOO 

Sals.,  loc  on  Chestnut  hill;  4  pump,  eng.,  cap. 
ay  10,000,000  gals.;  mains,  c  i.,  30.60  m..  S  v 
20  in.  dia.;  182  hyd.;  396  v.;  met,  500;  3,6UU 
sen'.;  pipe,  lead;  pres.,  dom.  20  to  120  lbs.,  L 
120  lbs.;  wks.  owned  by  Co. 

EAST  PITTSBURGH,  p.  6.615;  f.  area,  1.286a: 

mere,  bldgs.,  bk.  k  wd.,  1  to  S  stor.;  priv.,  bk.  k 
wd.,  8  to  6  stor.;  wd.  rfs.  perm,  in  f.  area;  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 2  h.  k  1.  trk.,  f 
c  hand  ex.,  8  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  2.000  ft;  f.  al.,  wh.,  8  bx.;  val.  equip..  $2,200. 
val.  bldga.,  $4,000;  exp.  dept.,  $250;  tot  mem.,  4C 
voL 

Water  Supply — Src,  riv.,  aya..  pump  to  res.;  4 
rea.,  cap.  82,000,000  gala.;  3  pump.  eng..  cap.  day 
26.000,000  gala.;  mains,  c  i.,  155  m..  4  to  4*  ii.- 
dia.;  700  h.vd.;  15,000  met;  13,500  serv.;  prr*.. 
dom.  k  f.,  10  to  210  lbs.;  wka.  owned  by  pri^.  Co. 

EAST  STROUDSBURG,  p.  8.330';  f.  area.  5M> 
a.;  mere,  bldga.,  bk.  k  wd..  2  k  S  stor.;  prif^ 
wd.,  2  k  8  stor.;  wd.  rfa.  perm.;  no  fwks.  k  cmnbt. 
ord.;  causes  of  f.  inv.  F.  dept — 2  c  band  ex.,  1 
comb,  c  A  h.  wag.,  1  h.  A  1.  trk.,  1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1,700  ft;  inf.,  800  ft;  tot. 
hose,  2,000  ft;  f.  al.,  wb.;  vaL  equip..  $5,000; 
val.  bldgs.,  $8,000;  exp.  dept,  1909,  $100;  tot 
mem.,  60  vol        * 

Wattr  Supply — Src,  creek.  3  m.  bus.  eenL; 
8>'6.,  grav.;  rea.  cap.,  600,000  gals.;  mains,  c  L. 
8  m.,  4  to  12  in.  dia.;  85  hyd.;  24  v.;  650  serr.; 
pipe,  iron;  pres.,  dom.  60  to  80  lbs.;  cost,  ti'.- 
000;  cost  mtce.,   $1,250;  wks.  owned  by  borougtu 

EBENSBURG.  p.  1,078;  f.  areA,  900  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  bk.  k  wd..  t 
stor.;  wd.  rfa.  not  perm,  in  f.  area;  caoaes  of  f. 
inv.  F.  dept — 1  h.  k  1.  trk.,  1  gasoline  oig..  4 
c.  hand  ex.,  4  hose  wag.;  hoae.  cot,  mb.  UaeA,  gd.. 
1,800  ft;  inf.,  400  ft;  tot  hose.  2.200  ft;  p^ 
iron:  pres.,  f.  120  Iba.;  f.  aL,  oell;  vaL  eqmp.. 
$5,170;  val.  bldgs.,  $16,000;  tot  mem.,  SOO  voL 

Water  Supply — Src,  pond  k  2  wells,  1«4  ra.  bn*. 
cent;  sys.,  pump  to  res;  2  res.,  cap.  627,460  gals  . 

2  pump,  eng.,  cap.  day  860.000  gals.;  mains  c  i- 
5^  m.,  4  to  8  in.  dia.;  62  fayd.;  46  r.;  met,  34: 
252  serv.;  pres.,  dom.,  20  to  30  lbs.:  coi*-.  ••-*. 
180.000  gals.;  coat,  $20,000;  cost  mtce.,  $I,00i>. 
wks.  owned  by  borough. 

EDGEWOOD,  p,  1.000;  f.  area.  160  a.  F. 
dept. — 1  h.  k  1.  trk..  1  hose  cart:  f.  al..  bell: 
val.  equip.,  $5,000;  exp.  dept,  $1,500;  mem.  pd. 
part  time. 

Water  Supply — Src,  Penna.  Water  Co.;  sys.,  dtr. 
pres.:  mains.  7   m.;  wka.  owned  by  priv.  Col 

EDINBORO,  p.  666;  f.  area,  60  a.;  mere  bldc«.. 
bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  orl: 
causes  of  f.  inv.  F.  dept — 8  hose  car..  !  f 
hand  ex.,  ladders;  hose,  cot.,  rub.  lined,  gd..  l.I<^' 
ft;  inf.,  400  ft;  tot.  hose,  1,600  ft.:  f.  al..  Hel.. 
val.  equip.,  $1,200;  val.  bldga.,  $2,500;  exp.  dept. 
$100;    tot.   mem.,    65    vol. 

Water  Supply — ^Stdp.  cap.,  60,000  gals.;  maina. 
1  m..  4  to  8  in.  dia.;  85  hyd.;  prea.,  fs  lbs.;  wk& 
owned  by  city. 

EDWARDSVILLE.  p.  8,407:  f.  area,  1,920  a.: 
mere  bldgs..  bk.  ft  wd..  2  ft  3  ator.;  priv..  wd..  i 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F. 
dept. — 2  aer.  ti*..  1  hose  car.;  hose,  cnt,  n*. 
lined,  gd.,  1,900  ft;  f.  al.,  bell;  val.  equip.,  $3- 
000:  val.  bldgs.,  $22,000;  exp.  dept.  $1,200;  tcL 
mem.,  22  vol. 

Water  Supply — Src.  Spring  Brook  Water  Saprl^ 
Co. 
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ELDRED,  p.  1,2S3;  f.  area,  800  a.;  mere,  bldga., 
wd.  &  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwkg.  &  combt.  ord.  F.  dept. — 1  h.  A  1. 
trk.,  3  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft.;  f.  al.,  bell  &  wh.;  val.  equip.,  $1,500;  val. 
bidffs.,  $600;  exp.  dept.,  $450;  tot.   mem.,  26  vol. 

Wattr  Supply — Src,  8  spr.;  ays.,  mv.;  2  rea.. 
cap.,  12,000  bbla.;  mains,  6  m.,  8  ft  o  in.  dia.;  86 
hyd.;  pres.,  f.  85  lbs.;  coat,  $40,000;  cost  mtce., 
$600;  wks.  owned  by  prIv.  Co. 

ELIZABETH,  p.  2,811;  mere,  bldgs.,  bk.  k  wd., 
2  &  3  stor.;  priv.,  wd.,  2  &  3  stor.;  wd.  rfs.  perm.; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 4 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft.; 
val.  equip.,  $1,000;  vol. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys.. 
pump  to  res.  k  dir.;  res.  cap.,  1,800,000  gala*;  8 
pump,  eng.,  daas  trip,  k  comp.,  cap.  day,  8,250,000 

fals.;  mains,  c  L,  67  m.,  2  to  24  in.  dia.;  160 
yd.;  met.,  1,800;  2,684  aerv.';  pipe,  lead;  pres., 
dom.  k  t  166  Iba^;  coat,  $87,000;  wka.  owned  by 
city. 

ELIZABETHTOWN,  p.  2,587;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  3  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.  F.  dept. — 
1  Ktr.,  1  hand  eng.,  2  hose  carta.  1  hofie  car.; 
hose,  cot.,  rub.  lined,  gd.,  2,300  ft.;  f.  al.,  bell; 
val.  equip.,  $3,000;  val.  bldgs.,  $4,000;  exp.  dept., 
$204;  tot.  mem.,  95  vol. 

Water  Supply — Src,  wells,  spr.  k  creek,  ^  m. 
bus.  cent.;  syb.,  pump  to  res.;  res.  cap.,  500,000 
gala.,  loc.  1  m.  cent,  town;  2  pump,  eng.,  cap. 
day  250,000  gals.;  mains,  c.  i.,  6  m.,  4  to  8  in. 
dia.;  87  hyd.;  16  v.;  met,  290;  260  aerr.;  pres., 
dom.  75  lbs.,  f.  80  lbs.;  cons,  day,  120,000  gals.; 
cost,  $25,000;  cost  mtce.,  $2,500;  wks.  owned  by 
Co. 

ELIZABETHVILLE,  p.  1,039;  f.  area,  50  a.; 
mere,  bldgs.,  wd.,  2  to  8  stor.;  priv.,  wd.,  2  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hose  wag.,  1 
hose  reel;  hose,  cot,  rub.  lined,  gd.,  600  ft;  f. 
al.,  bell;  val.  equip.,  $900;  val.  bldgs.,  $2,600; 
exp.  dept.,   $160;   tot   mem.,    26   vol. 

Water  Supply — Src,  mountain  spr.,  4  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  400,000  gals.;  maina, 
c.  i.,  2  m.,  4  to  8  in.  dia.;  23  hyd.;  pipe,  c.  i.; 
prea.,  dom.  80  to  120  lbs.,  f.  80  to  120  lbs.; 
cost.  $29,750;  cost  mtce.,  $400;  wks.  owned  by 
priv.  Co. 

ELKLAND,  p.  1,175;  f.  area,  160  a.;  mere 
bldgs.,  bk.  k  wd..  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  2  hoae  carts;  hose,  cot,  rub. 
lined,  gd.,  1,700  ft;  inf.,  200  ft;  tot  hose,  1,900 
ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $5,500;  val. 
bldgs.,  $3,000;  exp.  dept,  $500;  tot  mem.,  75 
vol. 

Water  Supply — Src,  spr.,  S  m.  bus.  cent.;  sya., 
grav.;  res.  cap.,  240,000  gals.,  loc.  above  village; 
pump,  eng.,  cap.  day  264,900  gals.;  mains,  c  i., 
bhi  m.,  3  to  10  in.  dia.;  36  hyd.;  16  v.;  60  met; 
200  serv.'  pres.,  dom.  k  f.,  110  lbs.;  wks.  owned 
by  borough. 

ELLWOOD  CITY,  p.  8,902.  F.  dept— 1  auto, 
eomb.  c.  &  h.  trk.,  10  c.  hand  ex.,  2  hose  carts, 
1  h.  &  1.  trk.;  hose,  2,000  ft;  f.  al.,  wh.;  val.  equip., 
$6,500;  val.  bldgs.,  $9,000;  tot.  mem.,  50  vol. 

Water  Supply — Src,  creek,  IV^  m.  bus.  cent.; 
ays.,  pump  dir.,  with  surplus,  to  res.;  res.  cap., 
6,000,000  gals.;  pump,  eng.,  cap.  day  8,000.000 
gsls.;  maina,  10  m.,  4  to  16  in.  dia.;  62  hyd.; 
met,  185;  pres.,  dom.  80  lbs.,  f.  80  to  100  lbs.; 
wka.  owned  by  priv.  Ca 

EMAUS,  p.  8.601;  f.  area,  640  a.;  mere  bldgs., 
wd.  k  bk.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  cauaes  of  f.  inv. 
F.  dept. — 1  h.  k  I.  trk.,  2  comb.  c.  eng.,  6  c  hand 
ex.,  1  hose  cart;  hose,  cot,  rub.  Uned,  gd.,  1,800  ft; 
rub.,  gd..  400  ft;  inf.,  400  ft;  tot  hose,  2,600  ft; 
f.  al.,  bell  k  wh.,  1  bx.;  val.  equip.,  $4,000; 
val.  bldgs.,  $2,500;  exp.  dept,  $260;  tot  mem.. 
240  vol. 

Water  Supply — Src,  spr.  k  2  artesian  wells,  ^ 
m.  bua.  cent;  sys.,  grav.;  rea.  cap..  400,000  gals.; 
mains,  7  m.,  8  to  10  in.  dia.;  85  nyd*;  8^0  senr.; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day,  100,000 
gab.;  coat  $82,000;  cost  mtce.,  $1,700;  wks.  owned 
by  boroui^n. 

EMLENTON,  p.  1,110;  mere  bldgs.,  bk.,  1  to  8 
stor.;    priv.,    bk.    k   wd.,    2    ator.;    wd.    rfs..   perm 


in  f.  area;  iwks.  k  combt.  ord. 
F.  dept — 2  h.  k  1.  trk.,  2  c. 
wag.,  2  hose  carta,  1  hrs. ;  hoa 
gd.,  1,600  ft;  inf.,  400  ft;  to 
f.  al.,  bell  k  wh.;  vol.  equip.,  $ 
$8,000;  exp.  dept.  $100;  tot  n 
Water  Supply — Src,  riv.,  ^  o 
grav.  k  pump  to  res.;  res.  ca] 
pump,  eng.,  cap.  day,  432,000  [ 
8  m.,  8  to  8  in.  dia.;  26  hyd.; 
pres.,  dom.  ft  f.  26  to  160  lbs.;  > 
gala.;  cost,  $26,000;  cost  mtce., 
by  Co. 

EMPORIUM,  p.  2,916;  f.  arc 
bldgs.,  bk.  k  wd.,  2  ft  8  stor.; 
2  stor.;  wd.  rfs.  perm.;  no  fwk 
causes  of  f.  inv.  F.  dept. — 1  h. 
car.,  1  c  eng.;  hose,  cot,  nib. 
ft;  f.  al.,  bell  ft  wh.;  val.  eqi 
bldffs.,  $3,000;  tot.  mem..  240  vo 

Water  Supply — ^Src,  spr.;  sy 
cap.  42,000,000  gals.;  2  pump,  ei 
000  gals.;  maina,  c.  i.,  15  m., 
40  hyd.;  40  v.;  556  8er\'. ;  pres. 
110  lbs.;  cons,  day,  200,000  gala 
wks.  owned  by  priv.  Co. 

EPHRATA,  p.  8,192;  f.  ares 
bldgs.,  bk.  ft  wd..  2  ft  3  stor.;  p 
wd.  rfs.  perm.;  fwks.  ft  combt.  ( 
str.,  2  c  eng.,  26  c  hand  ex., 
hose  car.;  hose,  cot,  rub.  lined 
rub.,  gd..  400  ft.;  inf.,  600  ft; 
ft;  f.  al.,  elec,  18  bx.;  val.  eq 
bldgs.,  $1,600;  exp.  dept,  $200 
vol. 

Water    Supply — Src,    spr.,    IM 
sys.,    grav.;    res.    cap.,    850,000    g 
m.,    4    to    6    in.    dia.;    60   hyd.; 
250    serv.;    pres.,    dom.    50    lbs., 
$50,000;  wks.  owned  by  borough. 

ERIE,  p.  66,526;  f.  area,  4,160 
bk.,    2   to    12    stor.;    pri^.,   wd.,    2 
rfs.    not   perm,    in   f.    area;    fwks. 
causes   of  f.    inv.     F.   dept. — -10    i 
trk.,  2  h.  ft  1.  trk.,  1  c.   eng.,  22  c 
c.    ft   h.    wag.,    9    hose    wag.,    50 
rub.    lined,    gd.,    21,750    ft;    rub. 
inf.,     4,440     ft;     tot     hose,    '29,1 
Gameweli,       181      bx.;      val.      eq . 
val.    bldgs.,    $130,350;    exp.    dept 
mem.   1U7,  pd.  full  time  106,  pd. 

Water  Supply — Src,  Lake  Erie, 
sys.,  pump  to  res.  ft  dir.;  res. 
gals.,  loc.  2  m.  station;  3  pump. 
25,000,000  gala.;  mains,  c.  i.,  1: 
in.  dia.;  931  hyd.;  2,116  v.;  4i 
serv.;  pipe,  galv.  i.;  pres.,  35  t) 
(lay,  17,299,222  gals.;  cost,  $3,536, 
by  city. 

ESPl^N.     Consolidated  with  Pi 

ETNA.  p.   5,830;   f.   area,    150    t 
bk.,    1    to    8    stor.;    priv.,    wd.,    2 
perm.;    fwks.    ft    combt.    ord.;    ca 
F.   dept — 16   c  hand  ex.,  2  h.  4; 
reels,    1  hrs.;  hose,  cot.,  rub.  linec 
f.  al.,  Oamewell,  15  bx.;  val.  equi[ 
bldgs.,  $10,000;  exp.  dept,  $1,801) 
vol. 

Water  Supply — Src,  Allegheny  I 
cent;  sys.,  grav.,  pump,  to  stdp.  ft 
566,000  gals.,  dim.  30  x  40,  ma 
eng.,  cap.  day  6,000.000  gals.;  mai 
4  to  14  in.  dia.;  66  hyd.;  72  v.; 
serv.;  pipe,  lead;  pres.,  dom.  120  I 
owned  by  Etna  borough. 

EVANS  CITY,  p.  1,500;  f.  area 
bldgs.,  bk.  ft  stn.,  1  to  3  stor.;  ]; 
wd.,  1  to  3  stor.;  wd.  rfs.  pern 
inv.  F.  dept. — 18  c  hand  ex., 
h.  ft  I.  trk.;  hose,  cot,  rub.  lined, 
f.  al.,  bell  ft  wh. ;  val.  equip.,  $3.i 
$5,000;  exp.  dept,  $500;   50  vol. 

Water  Supply — Src,  res.,  cap.  2{ 

EVERETT,    p.    1,725;    f.    area, 
bldgs.,    bk.    ft    wd.,    2    stor.;    priv., 
stor.     F.  dept. — 1  str.,  3  hose  car. 
lined,   gd.,    1,200   ft:   f.   al.,  bell; 
400;  exp.  dept,  $350;  tot  mem.. 

Water  Supply — Src,  apr.  ft  well 
rea.   ft   dir.;    rea.   cap.,    700,000   gi 
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m.;  35  hyd.;  pres.,  dom.  jc  f.  90  lbs.;  wks.  owned 
by  Co. 

EXETER,  p.  4,000.  F.  dept — 2  hose  carti, 
2,500  ft.  hose;  f.  sL,  bell;  val.  equip.,  $2,500; 
val.   bldgs.,    $1,200;    tot    mem.,    180   toL 

Wat^r  Supply — Src.,  spr.  A;  brook,  1  m.  bus. 
cent.;  sys.,  dir.  pres.;  24  hyd.;  wks.  owned  by 
priv.  Co. 

FACTOR YVILLE.      P.    dept   not  reported. 

Watar  Supply — Src,  Lake  Sheridan,  4  m.  bus. 
cent;  sys.,  grav.;  mains,  c.  1.,  12  m.,  4  to  10  in. 
dia.;  pipe,  c  i.;  pres.,  dom.  07  lbs.;  cost,  $20,000; 
coat  mtce.,  $860;  wks.  owned  by  priv.  Co. 

FAIRCHANCE,  p.  1,700;  f.  area,  800  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c.  eng.,  80  c  hand  ex., 
2  comb.  c.  ft  h.  wag.;  hose,  rub.,  gd.,  1,000  ft; 
f.  al.,  bells;  val.  equ^).,  $2,200;  val.  bldgs.,  $800; 
tot  mem.,   20   vol. 

Watar  Supply — Src.,  Gongh  Riv.,  supplied  by 
Trotter  Water  Co. 

FALLS  CREEK,  p.  1.204.  F.  dept— 1  c  eng., 
1  hose  reel,  1  h.  ft  1.  trie.;  hose,  cot.,  rub.  lined, 
gd.,  1,250  ft;  f.  al.,  bell;  tot  mem.,  35  vol. 

Watar  Supply — Stdp.  cap.,  125,000  gals.;  mains; 
5  m.,  4  to  12  in.  dia.;  80  hyd.;  pres.,  80  lbs.; 
wks.  owned  by  city. 

FAYETTE  CITY,  p.  2,005;  bldgs.,  wd.  F.  dept 
— 2  hose  car.,  1  h.  ft  1.  trk.;  hose,  1,500  ft;  f. 
al..  bell;  tot   mem.,   22   vol. 

Watar  Supply— ^r&,  wella,  %  m.  bus.  cent;  v., 
pump  to  res.;  res.  cap.,  1,000,000  gals.:  mat,  cone.; 
1  pump,  eng.,  cap.  day,  200,000  gals.;  mains,  5 
m.,  4  to  8  in.  dia.:  24  oyd.;  S20  met;  287  mit.; 
pipe,  c.  i.;  pres.,  dom.  96  iba.,  f.  180  lbs.;  cona. 
day,  80,000  gals.;  coat.  $48,291;  cost  mice,  $2,1^0; 
wks.  owned  oy  priv.  Co. 

FINLEYVILLE,  p.  044;  f.  area,  25  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  to  8  stor.;  wd«  rfs.  perm,  in  f.  area; 
no  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  comb.  c.  ft  h.  wag.,  c.  hand  ex.;  hose, 
rub.  lined,  gd.,  200  ft;  f.  al.,  bell;  vaL  equip., 
$700;  vaL  bldgs.,   $200;   exp.  dept,   $25;   vol. 

FLEETWOOD,  p.  1,394;  f.  area,  75  a.;  mere, 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  bk.  ft  stn.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  eauses  of 
f.  inv.  No  org.  f.  dept. — 3  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft;  f.  lO.,  belL 

Watar  Supply — Src.,  spr.;  sys.,  grav.;  res.  cap., 
1,000,000  gals.;  mains,  4  m.,  4  to  10  in.  dia.;  4 
hyd.;  30  v.;  pres.,  dom.  75  lbs.,  f.  75  lbs.;  cost, 
$20,000;   cost   mtce.,   $300;   wks.   owned  by   Co. 

FOREST  CITY,  p.  5,749;  f.  area,  1,280  a.; 
mere,  bldgs.,  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  &  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  2  hose  car.,  1  hrs. ;  hose,  cot., 
rub.  lined,  gd.,  1,700  ft;  inf.,  300  ft;  tot  hose. 
2,000  ft;  1.  al.,  elec,  5  bx.;  val.  equip.,  $6,000; 
val.  bldgs.,  $2,000;  tot.  mem.,  51,  pd.  part  time 
18,  vol.  86;  undrs.  rating,  second  class. 

Water  Supply — Src,  Lackawanna  Riv.;  sys., 
grav.  ft  pump  dIr.,  surplus  to  res.;  res.  cap.,  5,- 
000,000  gals.;  pump,  eng.,  cap.  day  1,250,000 
gals.;  mains,  9V^  m.,  4  to  12  in.  dia.;  37  hyd.; 
24  v.;  met,  24;  300  serv.;  pres.,  dom.  50  lbs., 
f.  76  lbs.;  cost,  $60,000;  cost  mtce.,  $2,000;  wks. 
owned  by  Co. 

FORTYFORT,  p.  2,863;  f.  area,  1,200  a.; 
mere,  bldgs.,  wd.,  1  to  8  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  perm.;  causes  of  f. 
inv.  F.  dept — 1  auto,  trk.,  5  c  hand  ex.,  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  1.000  ft;  f.  al., 
telg.,  23  bx.;  val.  equip.,  $9,000;  val.  bldgs., 
$10,000;  vol.,  95. 

FOUNTAIN  HiLL,  p.  1,000.  F.  dept— 1  str.,  1 
hose  wag.;  f.  aL,  bell;  vaL  equip.,  $4,000;  vaL 
bldgs.,   $5,000;  tot  mem..   60  vol. 

Water  supply — Src,  wells,  1  m.  bus.  cent;  ays., 
pump  dir.;  1  pump,  eng.;  14  hyd.;  wks.  owned  by 
priv.  Co. 

FRACKVILLE,  p.  8,118;  bldgs.,  wd.,  8  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c  eng.  1  h.  ft  1.  trk.,  2  hose  reels; 
hose,  1,000  ft:  f.  al.  Gamewell,  12  bx. :  val.  equip., 
$8,000;  vaL  bldgs.,  $10,000;  exp.  dept,  $600; 
tot  mem.,  290  voL 


Watar  Supply — ^Src,  wells;  qrs.,  grav.  ft  pump 
to  res.;  res.  cap.,  500,000  gals.;  pump,  cog.,  dass 
dup.;  mains,  c  i.,  4  m.,  4  in.  dia.;  87  hyd.;  54 
v.;  met,  26;  150  serv.;  pipe,  galv.  L;  pres.,  58 
to  85  lbs.;  cost,  $27,000;  cost  mtce.,  $100;  wks. 
owned   by   Co. 

FRANKLIN,  Venango  Co.,  p.  9,767;  f.  area,  700 
a.;  mere  bldgs.,  bk.  ft  wd..  2  to  6  ator.;  priv., 
bk.  ft  wd.,  1  to  8  stor. ;  wd.  rfs.  not  Perm.  in  f. 
area;  fwks.  ord.;  causes  of  f.  inv.  F.  dept — 1 
auto.  comb,  c  ft  h.  wag.,  1  str.,  1  h.  ft  L  tn.,  10 
c.  hand  ex.,  2  hose  wag.,  2  hose  carta,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  4,300  ft;  inf.,  500  ft; 
tot.  hose,  4,800  ft;  f.  aL,  Camewell,  14  bx.;  vsL 
equip.,  $24,000;  vaL  bldge.,  $20,000;  exp.  dept, 
$6,000;  tot  mem.  14,  pd.  full  time  2,  pd.  psrt 
time  12. 

Water  Supply — Src,  apr.,  wells  ft  creeks,  m 
m.  bus.  cent;  sys.,  grav.  ft  pump  dir.;  rea.  cap., 
17.000.000  gala.;  pump,  eng.,  cap.  day  7,000,000 
gals.;  malna,  c  L,  24.84  m..  4  to  14  in.  dia.;  92 
hyd.;  2,300  serv.;  pipe,  galv.  L;  pres.,  dom.  60 
lbs.,  f.  110  lbs.;  cons,  day,  1,500,000  gala.;  cost 
$286,000;  cost  mtce.,  $18,000;  wks.  oiwned  by  dtj. 

FREEDOM,  p.  8,600;  f.  area,  800  a.  F.  dept 
— 1  auto.  h.  ft  L  trk.,  1  hoM  wag.,  S  homt  icds; 
f.  al.,  bell:  val.  equip.,  $6,600;  vaL  bldga.,  $6,- 
000:  tot  mem..  60  voL 

Watar  Supply— Src,  Beaw  Yallcy;  S9  M>: 
prea.,   110  lbs.;  wks.  owned  by  Co. 

FREELAND,  p.  6,197;  f.  urea,  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  combt  oid.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  h.  ft  L  tii.. 
5  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,700  ft; 
f.  al.,  Gamewell,  10  bx.;  val.  equip.,  $4,000;  vaL 
bldgs..  $11,000;  exp.  dept,  $1,000;  tot  man.,  1^0 
voL 

Water  Supply — Src,  wells;  sys.,  pomp  to  res. 
ft  dir.;  res.  cap.,  1,200,000  gals.;  5  pump,  eng^ 
cap.  day  300,000  gala.;  mains,  c  1.,  0^  m.,  4 
to  10  in.  dia.;  34  hyd.;  718  aenr.;  pres.,  dom.  6k 
lbs.,  f.  80  lbs.;  cost,  $68,000;  cost  mtce.,  $5,855; 
wks.  owned  by  Co. 

FREEPORT,  p.  2,248;  mere,  bldga.,  bk.  ft  vd^ 
2  ft  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ord.  F.  dept — 2  hose  car.;  bos^ 
cot.,  rub.  lined,  gd.,  1.500  ft;  val.  equip.,  $1,500; 
vaL  bldgs.,  $4,000;  exp.  dept.,  $325;  tot  mem., 
75  VOL 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  «▼«.. 
pump  to  res.;  res.  cap.,  250,000  gala.;  2  pamp. 
eng.,  Xo.  1  cap.  day  1,500,000  gala..  No.  2  cap. 
1,000,000  gals,  day;  mains,  c  L,  10  m.,  2  to  5 
in.  dia.;  80  hyd.;  met.,  60:  500  serv.;  pipe.  ctlv. 
L;  prea.,  dom.  86  Iba.,  f.  95  Ibo.;  ooct,  $95,000; 
coat  mtce.,  $8,000;  wu.  owned  by  Co. 

GALETON,  p.  4,027;  mere  bldgs.,  bk.  ft  wd.. 
8  ft  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  penn.: 
no  fwks.  ft  combt  ord.  F.  dept — 1  h.  ft  L  trk., 
8  hose  car.;  hoae^  oot,  rub.  lined,  gd,  1,800  ft; 
tannery  mills  have  2,600  ft  of  hose  which  csa 
be  used  by  dopt  in  emergenor;  f.  aL,  bdl,  wL  * 
telp.;  val.  eouip.,  $1,200;  val.  bldga.,  $1,000;  tot 
mem.,  64  voL 

Watar  Supply — Src,  brook,  2^  m.  bua.  eest; 
sys.,  grav.  ft  pump  dir.;  rea.  cap.,  1,500,000  gaU.. 
loc  IH  to  2%  m.  town;  2  pump,  eng.,  cap.  da? 
1,440,000  galfs.;  mains,  c  L,  12  m.,  4  to  6  in.  dia.; 
57  hyd.;  40  v.;  met,  10;  525  serv.;  pipe,  gal».  i-\ 
pres.,  dom.  75  Hm.,  f.  85  to  90  lbs.;  cons.  dt7> 
100,000  gala.;  cost,  $98,000;  wks.  owned  by  priv. 
Co. 

GALLITZIN,  p.  8,504;  f.  area,  1  sq.  m.;  bldgf. 
mostly  wd.,  2  stor.;  wd.  ifa.  perm.;  fwks.  ft  combe 
ord.;  causes  of  t  inv.  F.  dept — 1  h.  ft  L  tri..  2 
hose  reels;  hose,  cot.,  Tvh.  lined,  gd.,  1,000  ft-.' 
rub.,  gd.,  500  ft;  tot  hoee,  1,500  ft;  f.  aL.  bell; 
val.   equip..   82,000;   vaL   bldgs..   $800;  vol. 

Water  Supply — Src,  Gun  Tripe  Run.  «  ra.  ha*- 
cent ;  sys.,  grav.  ft  pump  to  distributing  res.,  cap- 
1,000,000  gals.;  storage  res.  cap..  22.000,000  irals-; 
2  pump,  eng.,  cap.  day  500,000  gaU.;  mair«.  «■ 
L,  5  m.,  2  to  8  in.  dia.;  80  hyd.;  8  v.;  met.  600: 
8»19  serv.;  pipe,  galv.  L;  pres.,  dom.  100  lbs.,  f- 
40  to  135  lbs.;  cona.  day,  100,000  gala.;  cost 
$76,000;   cost  mtce.,   $1,1500;   wks.   owned  by  Co. 

GETTYSBURG,  p.  4,080;  f.  area,  480  a.:  mac 
bldga.,  wd.  ft  bk.,  2  ft  8  stor.;  priv..  wd.  ft  bk^S 
ft   8   stor.;  wd.   rfs.   perm.;  fwks.   ft  combt  ori; 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY— PENNSYLVANI 


causes  of  f.  inv.  F.  dept. — 1  str.,  2  c.  hand 
ex.,  1  h.  &  1.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft.;  f.  al.,  bell;  val.  equip.,  $5,- 
000;  val.  bidgs.,  $4,000;  exp.  dept.,  $100;  tot. 
mem.,  76  vol. 

Water  Supply-^rc,  strm.,  4  m.  bus.  cent.; 
sys.,  pump  dir.;  res.  cap.,  1,000,000  gals.;  2  pump, 
eng.,  cap.  day  1,000,000  gals.;  mains,  c.  i.,  16  m., 
S  to  12  in.  dia.;  60  hyd. ;  met.,  75;  800  serv. ; 
cons,  day,  400,000  gals.;  cost,  1 160,000;  vika, 
owned  by  Co. 

QILBERTON.  p.  6,401;  f.  area,  l.«00  a.;  bldgs., 
wd.,  1  to  1 V^  stor.;  wd.  rfs.  perm.  F.  dept. — 1 
•tr.,  6  hose  car.;  hose,  oot.,  rob.  lined,  gd.,  2,000  ft; 
inf.,  1,000  ft.;  tot.  hose,  8,000  ft;  f.  aL,  bell  ft 
wh.;  val.  equip.,  |6,600;  vaL  bldgs.,  $6,000;  tot 
mem.,  260  vol. 

Water  Supply — Src,  res.;  sys.,  grav.;  res.  cap., 
1,000,000  gals.;  mains,  10  m.;  6U0  hyd.;  600 
serv.;  pres.,  dom.  70  lbs.,  f.  90  lbs.;  cost,  1160,- 
000;  cost  mtce.,  $1,000;  wks.  owne^  by  Co. 

GIRARD,  p.  1,166;  f.  area,  660  a.;  mere,  bldgs., 
bk.,  Btn.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  to  4 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  P.  dept. — 1  h.  &  1.  trk.,  2  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  inf.,  800 
ft;  tot.  hose,  1,600  ft;  f.  al.,  bell;  val.  equip., 
$2,160;  val.  bldgs.,  $8,000;  exp.  dept,  $300;  tot. 
mem.,   60   vol. 

Water  Supply — Src,   creek  ft   1   cistern. 

GIRARDVILLE,  p.  4,396;  mere,  bldgs.,  bk.  ft 
wd.,  2  to  4  stor.;  priv.,  stn.,  bk.  ft  wd.,  2%  stor.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
rub.,  gd.,  700  ft;  tot.  hose,  1,700  ft;  f.  al.,  bell; 
val.  equip.,  $4,500;  val.  bldgs.,  $3,600;  exp.  dept, 
$90;   tot.  mem.,   85  vol. 

Water  Supply — Src,  res.,  8  m.  bus.  cent;  sys., 
grav. ;  res.  cap.,  180,000,000  gals.;  mains,  c.  i.,  4 
m.,  4  to  6  in.  dia.;  60  hyd.;  20  v.;  met,  2;  250 
serv.;  pipe,  gal  v.  i.  ft  lead;  pres..  f.  145  lbs.; 
cost,  $16,000;  cost  mtce.,  $900;  wks.  owned  by 
borough. 

GLASSPORT,  p.  5.540.  F.  dept. — 4  hobe  reels, 
1   h.  ft  1.  trk.,  3.000  ft.  hose;  f.  al..  bell;  vol. 

Water  Supply — Stdp.  cap.,  500,000  gals.;  mains, 
5  m.,  4  to  12  in.  dia.;  31  hyd.;  pres.,  f.  160  lbs.; 
wks.  owned  by  city. 

GLEN  CAMPBELL,  p.  1.099;  bldgs.,  wd.  F. 
dept. — 1  hose  cart;  hose,  1,000  ft;  f.  al.,  bell; 
tot.    mem.,    25. 

Water  Supply — Sys.,  grav.;  res.  cap.,  150,000 
gals.;   cap.   pumps,   200  gals.   min. 

GLEN  ROCK,  p.  1.263;  f.  area,  30  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  6  stor.;  priv.,  bk., 
stti.  ft  wd.,  1  to  3  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  hose  wag.,  2  hose  reels.;  hose,  cot.,  rub. 
lined,  1,^00  ft.;  f.  el.,  bell;  val.  equip.,  $2,600; 
val.  bldgs.,  $9,000;  exp.  dept.,  $350;  tot.  mem., 
162. 

Water  Supply — Src,  spr.  ft  artesian  well,  S  m. 
bus.    cent;    sys.,    grav.;    res.    cap.,    800,000    gals.; 

1  pump,  en^.,  cap.  140.000  gals.;  mains,  c  i.,  4 
m.,  4  to  8  m.  dia.;  32  hyd.;  pres.,  100  lbs.;  cost 
$80,000;   cost  mtce.,   $60;   wks.   owned  by   city. 

GLENLYON,  p.  3,200;  mere  bldgs.,  bk.  ft  wd., 

2  ft  3  stor.;  priv.,  wd.,  2  ft  3  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
2  c  band  ex.,  1  b.  ft  1.  trie,  1  hose  wag.,  2  hoee  car.; 
hose,  2,000  ft.;  f.  al.,  wh.;  val.  equip.,  $1,200;  vaL 
bldffs.,  $5,000;  exp.  dept,  $800;  tot  mem.,  60  voL 

Water   Supply — Src,    creek;    sys.,   pump   to   res.; 

1  pump,  eng.,  class  dup.,  cap.  day  864,000  gals.; 
msins,  c  1..  5  m.,  4  to  8  in.  dia.;  32  nyd.; 
pres.,  dom.  110  lbs.,  f.  160  lbs.;  wks.  owned  by  Co. 

GLENOLDEN.  p.  1.167;  f.  area,  626  a.;  mere 
bldgs..  bk..  stn.  ft  wd..  1  to  3  stor.:  priv..  bk. 
ft  wd.,  1  to  3  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;   csuses  of  f.   inv.     F.  dept. — 

2  c.  hand  ex..  1  hose  wag.,  1  hose  car.;  hose, 
cot,  rub.  lined,  gd..  700  ft;  f.  al.,  bell;  vaL 
equip.,  $600;  val.  bldgs.,  $5,000;  exp.  dept,  $600; 
vol.   26. 

Water  Suoply — Not  reported. 

GLENSIDE,    p.    900;    f.    area,    1.500    a.;    mere 
bldgs.,  bk.  ft  stn.,  2  ft  3  stor. ;  priv.  dwellings,  wd. 
ft    stn.,    2    to   3   stor.;    wd.    rfs.    perm,    in    f.    area; 
fwks.  ft  combt.  ord.;   causes  of  f.   inv.      F.  dept. — 
1  auto.  comb,  c  ft  h.  wag.,  1  hose  car.;  hose,  cot. 


rub.  lined,  gd.,  400  ft;  rub.,  gd. 
700  ft;  tot  hose,  2,400  ft;  i 
equip.,  $5,000;  val.  bldgs.,  $2, 
$400;  tot.  mem.,  250  vol.;  undrs.  r 
No  waterwks. 

GORDON,  p.  1,186;  f.  area,  860 
bk..  2H  stor.;  priv.,  wd.,  2  stor.  F. 
1  hoae  wag.;  nose,  rub.,  600  ft; 
equip.,  $1,200;  vaL  bldgs.,  $2,800; 

Water  Supply — Src,  spr.,  1^ 
sys.,  grav.;  res.  cap.,  400,000  gi 
Broad  Mountain;  mains,  c.  i.,  2^ 
dia.;  2  v.;  126  serv.;  pipe,  galv 
40  lbs.,  f.  40  lbs.;  cost,  $10,000;  < 
wks.  owned  by  Co. 

GREENBURG,  p.  1,000.  F.  dei 
hose.  500  ft;  80  vol. 

Water  Supply — Src,  mountain  s 
cent.;  sys.,  grav.  ft  pump  dir.;  ma 
26  m.,  4  to  24  in.  dia.;  wks.  own 

GREENCASTLE,  p.   1.919.     F. 
hand  eng.,  8  hose  car.;  hose,  rub. 
f.  aL,  bell;  vaL  equip.,  $2,600;  val 
tot.  mem.,  80  vol.;  undrs.  rating, 

Water  Supply — ^Src,  spr.,   2  m. 
grav.;    2    res.,   cap.    16,000,000    ga 
6   m.,   4    to   8   in.   dia.;    31   hyd.;   ] 
72    lbs.;    cons,    day,   156,000   gals, 
cost   mtce.,   $400;   wks.   owned   by 

GREENSBURG,  p.  13,012;  f. 
mere  bldgs.,  bk.,  2  ft  8  stor.;  c 
F.  dept. — 2  hand  eng.,  20  c.  ha 
1.  trk.,  6  hose  car.;  hose,  cot., 
3,300  ft;  rub.,  gd.,  600  ft;  inf 
hose,  8,950  ft.;  f.  al.,  Oamewel 
equip.,  $6,000;  val.  bldgs.,  $6,0 
$600;  tot  mem.,   120. 

Water  Supply — Src,  strm.,  13 
■yS't  grav.  ft  pump  to  res.;  res.  ca 
gals.,  loc  4  m.  town;  8  pump.  < 
cap.  day,  6,744,000  gala.;  mains,  i 
cem.,  117^  m..  4  to  18  in.  dia.;  2* 
6,933  met.;  6,688  serv.;  pipe,  lead 
to  140  lbs.,  f.  60  to  160  lbs.;  cons, 
gals.;  cost,  $1,221,918;  wks.  owned  I 

GREENVILLE,  p.  6,909;  f.  area, 
bldgs.,   bk.,   2   ft   3   stor.;   priv.,  bk.   i 
wd.   rfs.  not  perm.;   fwks.  ft  combt 
—  1    str.,    8    c    hand    ex.,    1    h.    ft 
wag.,    6    hose   car.,    1    hrs. ;    hose,    it 
ft.;    inf..    100   ft.;   tot.   hose,   2,100   1 
25   bx. ;   val.   equip.,   $8,817;   val.    M 
exp.  dept.,   $3,000;  tot.  mem.,  20    > 
rating,   flrst   class. 

Water    Supply — Src,    spr.    ft    riv 
cent. ;  svs.,  grav.  ft  pump  to  res. ;  re  i 
000    gals.;    pump,    eng.,   cap.    day    ] 
mains,  14   m.,  4  to  12  in.  dia.:  73  li 
1,500   serv.;   pres.,   dom.    50   lbs.;    (• 
000  gals.;  wks.  owned  by  <3reen\ille 

GROVE  CITY,   p.   8,674;   bldgs., 
dept. — rl    h.  &   1.   trk.,    3    hose   car., 
hose,  2,000  ft.;  f.  al.,  wh.;  val.  e(iui| 
bldgs.,  $1,000;   tot   mem.,   80    vol. 

Water  Supply — Src,  artesian  wel 
pump,  cap.  day  76,000  gals. 

HALLSTEAD,   p.    1,638;    f.    area, 
bldgs.,   wd.  ft  bk.,   2  stor.;   priv.,   wd 
rfs.    perm.;   fwks.   ft  combt.   ord.;   cii 
F.    dept — 1    Btr.,    1    e    eng.,    1    h. 
hose    car.:    hose,    cot,    rub.    lined, 
inf..  800  ft;  tot.  hose,  1,200  ft;  f. 
val.  equip.,  $6,600;  val.  bldgs.,  $2,0 
60   vol. 

Water    Supply — Src,    lake    ft    n 
pres.,  87  lbs.;   10  hyd. 

HAMBURG,    p.    2.801;    f.    area, 
bldgs..    bk.,    stn.    ft   wd.,    2    to    3    si 
ife  wd..  2  stor.;  wd.  rfs.  not  perm.; 
ord.     F.  dept. — 1   str.,   1  h.  ft  1.  trh 
hose,  gd.,  1,800  ft.;  f.  al.,  bell;  val. 
vaL  bldgs.,  $1,800;  exp.  dept,  $600; 

Water  Supply — Src,  creek,  3  m.  I 
grav.  ft  pump  to  res.;  res.  cap.,  1 
loc  3  m.  town:  mains,  e  L,  3  n 
dia.:  28  hyd.;  49  v.;  96  met.;  612  S' 
i. ;  pres.,  dom.  140  lbs.,  f.  140  lbs.; 
cost  mtce.,   82,000;   wks.   owned   by 

HANOVER,   p.    7,067;   mere   bldg 
stor.;  priv.,  wd.,  2  ft  8  stor.;  wd.  i 
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area.  F.  dept. — 1  str.,  1  c.  hose  wag.,  1  c.  hoae 
reel,  1  aer.  trk.,  6  hra.;  hose,  rub.  lined,  gd.,  8,600 
ft.;  f.  al.,  Gamewell,  20  bx. ;  val.  equip.,  $18,000; 
▼al.  bldgs.,  $8,000;  exp.  dept,  $3,000;  tot.  mem.. 
250  vol. 

Water  Supply — Src,  spr.,  strm.  k  8  artesian 
wells;  sys.,  8  res.  N.  E.  of  town  with  cap.  of 
16,000,000  gals.  &  1  res.  S.  E.  of  town  with  cap. 
of  8,500,000  gals.,  tot.  24,500.000  gals.;  pump, 
cap.  2,000,000  gals,  day;  maine,  42  m.,  4  to  1^ 
in.  dia.;  128  hyd.;  125  v.;  met.,  90;  2,547  serv.; 
pipe,  gulv.  i.;  pros.,  80  lbs.;  cons,  day,  1,000,000 
gals.;  wks.  owned  by  Hanover  dc  McSherrystown 
Water  Co. 

HARRISBURQ,  p.  «4,186;  f.  area.  5,388  so.  m.; 
mere,  bldgs.,  bk.  &  wd.,  2  to  8  stor.;  priv.,  bk.  & 
wd.,  2  H  to  4  stor.;  wd.  r's.  perm,  in  f.  area; 
fwks.  ord.;  causes  of  f  inv. ;  f.  dept.,  1  chief's 
auto..  1  chief's  wag.,  2  h.  A  1.  trk.,  7  str.,  9  comb, 
c.  &  n.  wag.,  28  c.  nand  ex.,  1  aer.  trk.,  8  hose  wag., 
8  supply  wag.,  1  hose  reel,  48  hra.;  hose,  cot,  rub. 
lined^  gd.,  9,650  ft;  rub.,  fair,  5,000  ft;  tot  hose, 
14,6o0  ft;  f.  al.,  Gamewell,  69  bx.;  val.  equip., 
$87,289;  val.  bldn.,  $96,610;  exp.  dept,  $38,316; 
tot.  mem.,  900  voL 

Water  Supply — Src,  Susquehanna  Riv..  in  cent, 
city;  sys..  pump  to  res.;  res.  cap.,  20,000,000 
gals.;  pump,  station  at  riv.;  high  serv.  pump, 
station  in  Reservoir  Park  with  2  pump,  eng.,  class 
elec.  k  gasoline:  high  serv.  res.,  cap.  1,000,000 
gala.;  7  pump,  eng.,  cap.  day,  40,000,000  arals.; 
mains,  c  i.,  88  hl,  4  to  42  in.  dia.;  1,081  nyd.; 
2,021  v.;  met,  11,102;  17,152  serv.;  pipe,  lead  at 
iron;  pree.,  dom.  jc  f.  40  to  84  lbs.;  cons,  day, 
9,000,000  gala.;  cost,  $1,729,476;  coat  mtce., 
$61,900;  wka.  owned  by  city. 

HASTINGS,  p.  2,125;  mere  bldgs.,  wd.,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  hose 
car.;  hose,  cot,  rub.,  gd.,  700  ft.;  f.  al.,  wh.;  val. 
equip.,   $500;   val.   bldgs.,   $75;   tot   mem.,   75  vol. 

Water  Supply — Src,  impounding  res.;  sys..  grav.; 
res.  cap.,  92,000  gals.;  mains,  3^^  m.,  4  to  8 
in.  dia.;  22  hyd.;  pres.,  f.  97  lbs.;  cost,  $9,000; 
cost  mtce.,  $650;  wks.  owned  by  city. 

HATBORO,  p.  1,200.  F.  dept — 1  str.,  1  c. 
eng.;  vul.  equip.,  $4,000;  val.  bldgs.,  $5,000;  tot. 
nieni.,   15  vol. 

Water  Supply — Src,  artesian  well;  sys.,  pump 
dir. ;  2  pump,  eng.;  20  hyd.;  wks.  owned  by  priv.  Co. 

HATFIELD,  p.  705;  f.  area,  75  a.;  mere,  bldgs., 
bk.  k  wd.,  1  to  3  stor.;  priv.,  bk.  k  wd.,  1  to  3 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  2  c  hand 
ex.;  f.  al.,  gong,  1  bx.;  val.  equip.,  $1,200;  exp. 
dept,  $100;  tot.  mem.,  80  vol. 

Water  Supply — Not  reported. 

HAWLEY,  p.  2,018;  f.  area,  100  a.;  mere 
bldgs.,  2  to  3  stor.;  priv.,  1  &  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  or  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 2  c.  hand  eng.,  1  h.  Jt  1.  trk.,  2  hose 
wag.;  hose,  cot.,  rub.  lined,  2,000  ft.;  f.  al.,  wh.; 
tot    mem.,    60    vol. 

Water  Supply — Src,  spr.,  2%  m.  bus.  cent; 
ays.,  grav.;  res.  cap.,  2,000,000  gala.;  1  pump,  eng., 
cap.  day,  25,000  gala.:  mains,  c  k  galv.  i.,  6  m., 
1^  to  8  in.  dia.;  25  nyd.;  15  v.;  800  serv.;  pipe, 
ffafv.  i.  k  wrt.  i.;  pres.,  dom.  20  to  50  lbs.,  f.  60 
lbs.;  cost,  $40,000;  cost  mtce.,  $1,000;  wks. 
owned  by  priv.  Co. 

HAZLETON,  p.  25,452;  f.  area,  12,000  a.;  mere 
bldgs.,  bk.  k  wd.,  2^  &;  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.  F. 
dept. — 3  str.,  1  c.  eng.,  16  c.  hand  ex.,  2  h.  k 
1.  trk.,  4  hose  carts,  1  hose  car..  1  hose  wag.,  8 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  6,9^0  ft;  f.  al., 
Gamewell;  val.  equip.,  $14  000;  tot.  mem.,  400 
vol.;   undrs.   rating,  second   class. 

Water  Supply — Src,  creek  k  spr.,  8  m.  bus. 
cent;  sys.,  gjav..  pump  to  res.;  res.  cap.,  90,000,- 
000  g9lB.;  2  pump,  eng.,  cap.  day  8,100,000  gala.; 
mains,  c.  i.,  34  m.,  3  to  12  in.  dia.;  36  nyd.; 
pres.,  dom.  65  lbs.,  f.  80  lbs.;  cons,  day,  2,400,000 
gals.;  cost,  $270,000;  cost  mtce.,  $18,000;  wks. 
owned  by  Co. 

HOLLIDAYSBURQ,  p.  8,734;  f.  area,  1,200  a.; 
mere  bldgs.,  stn.,  bk.  k  wd.,  1  to  3  stor.;  priv., 
stn.,  bk.  k  wd.,  2  stor.:  wd.  rfs.  perm,  in  f. 
area ;  fwks.  k  combt.  ord. ;  causes  of  f.  inv.  F. 
dept. — 1  str.,  1  auto.  comb,  c  k  hose  wag.,  5  c. 
hand  ex.,    1    hose   cart;    hose,   cot,   rub.    lined,   g^.. 


2,100    ft;    f.    al.,    wh.;    val.    equip.,    $8,600;    exp. 
dept,   $600;   tot   mem.,   125   vol. 

Water  Supply — Src,  riv.  k  Blair's  Gap  nm,  7 
A.  bus.  cent;  sys.,  grav.;  mains,  e  L,  21  m.,  6 
to  12  m.  dia.;  60  hyd.;  1,250  scnr.;  pipe,  galv. 
L;  pres.,  dom.  50  lbs.,  f.  140  lbs.;  cost  $50,000; 
cost  mtce.,  $2,500;  wks.  owned  by  borough. 

HOMESTEAD,  p.  18.718;  f.  area.  600  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 8  c  hand  ex.,  2  h.  k  L  trk.,  1  hose  wag., 
2  hose  car.,  5  hra.,  1  comb.  c.  k  h.  wag.;  ho:^. 
cot,  rub.  Lned,  gd.,  5,000  ft;  inf.,  600  ft;  tci. 
hose,  5,500  ft;  f.  al.,  Gamewell,  23  bx.;  vaL 
equip,  k  bldga.,  $35,000;  exp.  dept,  $4,000;  tot. 
mem.,  24,  pd.  full  time;  undrs.  rating.  secoiAl 
class. 

.  Water  Supply — Sre,  riv.,  %  m.  bua.  cent;  sys., 
grav.  k  pump  to  res.;  res.  cap.,  2,500,000  golti.. 
loc  18th  ave.;  2  pump,  eng.,  cap.  day  7,000.oco 
gals.;  mains,  c.  L,  14^  m.,  4  to  14  in.  cIjx; 
136  hyd.;  met,  661;  2,500  ser%'.;  pipe,  leail:  pr»rs-, 
dom.  128  lbs.,  f.  128  lbs.;  cons,  day,  S,ooo,oo«j 
gals.;  cost,  $147,736;  cost  mtce..  $12,000:  wks. 
owned   by   city. 

HONESDALE,  p.  2,945;  f.  area.  500  a.;  mere 
bldgrs.,  bk.  k  wd.,  2  to  4  stor.;  pr.v.,  bk.  k  «d.. 
2  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — 2 
str.,  6  hose  carts,  1  e  cart;  hose,  cot.  rub.  lined. 
gd.,  4,600  ft;  f.  al.,  wh.;  vaL  equip.,  $5,000;  viL 
bldgs.,  $17,000;  exp.  dept,  $1,000:  tot  mem.. 
100,  pd.  part  time  6,  vol.   94. 

Water  Supply — Src,  lakes  k  apr.,  5  m.  bu^ 
cent;  sya.,  grav.;  res  cap.,  1,500,000  gals.,  lov. 
in  town;  mains,  iron,  15  m.,  1\^  to  20  in.  di^; 
50  hyd.;  200  v.;  pipe,  iron;  pres.,  dom.  60  lb«-. 
f.  100  lbs.;  cost,  $160,000;  cost  mtce..  $8,000; 
wka.  owned  by  Co. 

HOUTZDALE,  p.  1,490;  f.  area,  1.280  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  8  ator.;  priv..  bk.  k  v«l. 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.  F. 
dept. — 1  h.  k  1.  trk.,  2  hose  carts;  hose,  cot,  rxA. 
lined,  gd.,  1,500  ft;  f.  al.,  bell  k  wh.;  tsL  equip-, 
$3,000;  exp.  dept,  S760;  tot.  mem.,  60  voL 

Water  Supply — Sre,  wells;  ays.,  grav.;  res.  Xo. 
1,  cap.  750,000  gala.;  res.  No.  2,  cap.  160,000 
gals.;  res.  No.  3,  cap.  140,000  gals.;  pomp.  en.|;.. 
cap.  day  150,000  gals.;  ma.ns,  4  m.,  4  to  8  ir. 
dia.;  82  hyd.;  250  serv.;  pres.,  dom.  70  lbs.,  f- 
95  lbs.;  cost,  $51,000;  cost  mtce.,  $892.84;  wk«. 
owned  by  Co. 

HUQHESTOWN,  p.  4,000;  f.  area,  S60  a.  >'■ 
dept — 1  hose  wag.,  1  hose  cart  2  hrs.;  hose,  col. 
rub.  lined,  gd..  8,000  ft.;  f.  al..  bell;  vaL  equt^.. 
$2,000;  val.  bldgs.,  $12,000;  exp.  dept.,  $700;  tot. 
mem.,  100  vol.;  undrs.  rating,  fourth  class. 

Watsr  Supply — Sre,  well.  1  ro.  bus,  cent:  ^^^s,. 
grav.;  1  pump,  eng.;  15  hyd.;  prea.,  dom.  85  lbs.,  f- 
85  lbs.;  wks.  ovnied  by  priv.  Co. 

HUQHESVILLE,  p.  1,434;  t  area,  100  a.;  mere 

bldgs.,  wd.,  bk.  k  stl..  2  k  3  stor.;  priv..  vd..  i 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt 
ord.  F.  dept. — 1  comb.  c.  k  hose  wag.,  2  c.  ti'-l 
ex.,  1  h.  k  1.  trk.;  hoee,  cot,  rub.  linc^,  gd..  1.'"'" 
ft.;  inf.,  500  ft;  tot  hose.  2.000  ft;  f.  aL,  «b.. 
val.  equip.,   $8,514;  tot.   mem.,  60  vol. 

Water  Supply — Sre.  wells,  1  m.  bus.  cent;  tT*- 
pump  to  res.  k  dir.;  res.  csp..  500.000  gals..  loc 
on  hill;  1  pump,  eng.,  class  dup..  cap.  day  150. O*^'* 
gals.;  mains,  iron,  6  m.,  4  to  8  in.  da.;  37  fayi: 
25  v.:  350  serv.;  pipe,  lead  k  iron;  pres.,  dom.  ^^ 
lbs.,  f.  80  lbs.;  cons.  day.  280,400  gala.;  ^^ 
owned  by  Co. 

HUMMELSTOWN,  p.  2.128;  f.  area,  SOO  t. 
mere  bldgs.,  bk.  k  stn.,  8  stor.;  priv..  wd.  *  bk.. 
2%  stor.;  wd.  rfs.  perm.  F.  dept. — 8  band  b*:*** 
reels,  1  hose  reel,  1  e  eng.;  hose,  rub.,  gd.,  1.500  ft: 
c.  hose.  500  ft.;  tot  hose,  2.000  ft;  f.  aL,  bell: 
vaL  equip.,  $2,500;  vaL  bldgs.,  $8,000;  exp.  dept.. 
$300;  tot.   mem.,   181   vol, 

.  Water  Supply — Sre,  creek;  sys.,  pump  to  ttdp 
k  dir.;  mains,  8  m.,  2  to  8  in.  da.;  ti  b.^^i  • 
pres..  dom.  75  lbs.,  f.  150  lbs.;  cost,  930,000;  c*>rt 
mtce..   $1,700;   wks.  owned  by  Co. 

HUNTINGDON,  p.  6,861;  f.  area.  12.800  y. 
mere  bldgs.,  stn.,  bk.  k  wd.,  1%  to  8  stor.:  prr., 
stn.,  bk.  k  wd.,  2  to  4  stor.;  wd.  rfs.  perm,  is  i- 
area;  fwks.  ord.;  causes  of  f.  inr.  F.  d«pt— I 
c  eng..  2  str..  1  hand  eng..  4  e  hand  ex..  I  ^ 
k  1.  trk.,  1  hose  wag.,  4  hose  carts.  4  hrs.:  b<m. 
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wd.  rfs.  not  perm. ;  f wks.  ft  combt.  ord. ;  <«"»«»  <>' 
f.  inv.  F.  dept. — 1  comb.  c.  &  h.  wag.,  1  h.  &  1. 
trk..  2  hose  wag.,  8  hose  car.;  hose,  cot.,  nip. 
lined,  gd.,  8,600  ft;  Inf.,  200  ft.;  tot.  hose.  8,700 
ft.;  f.  al.,  Gamewell,  15  bx.;  val.  equip.,  $5,500; 
val.  bldgs.,  $8,000;  cxp.  dept.,  $2,500;  tot.  mem., 

260  vol.  „       ,  ,^  . 

Water  Supply — Src.  spr.  &  wells,  1%  m.  bus. 
cent.;  sys.,  pump  to  atdp.;  stdp.  cap.,  150,000  gala., 
loc.  inside  of  borough  line;  res.  cap.,  1,400,000 
gals.;  4  pump,  eng.,  cap.  day  8,000,000  gala.,  class 
dup.  &  trip.;  mains,  c.  L,  19  m.,  8  to  10  in.  dia.; 
69  hyd.;  160  v.;  met,  &50;  1,376  serv.;  pipe, 
galv.  i.;  pres.,  dom.  k  f.  40  to  120  lbs.;  cons,  day, 
660,000  gals.;  wks.  owned  by  priv.  Co. 

KENNETT  SQUARE,  p.  2,049;  f.  area,  160  a.; 
bldgs.,  bk.,  2  &  8  stor.;  wd.  rfs.  perm.;  fwks.  & 
combt.  ord.  F.  dept. — 1  str.,  1  hand  eng.,  1  c. 
eng.,  2  c.  hand  ex.,  1  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  900  ft.;  vaL  equip.,  $8,000;  val.  bldgs., 
$28,000;    exp.    dept..   $1,200;    tot.   mem.,    276   voL 

Waler  Supply — Src..  creek,  %  m.  bus.  cent;  wb., 
pump  to  res.  it  stdp.;  stdp.  cap.,  217,000  gals.; 
res.  cap.,  1,000,000  gals.:  pump,  eng.,  cap.  dv. 
75,000  gals.:  mains,  c.  L,  7  nu,  8  to  6  in.  dia.;  89 
hyd.;  pres..  dom.  &  f.  18  to  46  lbs.;  cone,  dv,  140,- 

000  gals.;  cost  mtce.,  $400;  wks,  owned  by  borough. 

KINGSTON,  p.  6,449;  f.  area,  1,200  a.;  mere, 
bldgs.,  bk.  &  wd.,  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;   fwks.  &  combt.  ord.      F.   dept. — 1   str., 

1  h.  &  1.  trk.,  1  aer.  trk.,  2  hose  wag.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  al., 
Gamewell,  7  bx.;  val.  equip.,  $4,850;  val.  bldgs., 
$8,000;  tot  mem.,  60  vol. 

Water  Supply — Src,  strms.,  supplied  by  Spring 
Brook  Water  Supply  Co.;  sys.,  grav.;  pres.,  100 
lbs.;  wks.  owned  by  Co. 

KITTANNIN<3,  p.  4,311;  f.  area,  100  a.;  bldgs., 
bk.,  wd.  &  6tn.,  2,  3  &  4  stor.;  wd.  rfs.  not  perm.; 
fwks.  &  combt.  ord.  F.  dept — 1  h.  &  1.  trk..  3 
aer.  trk.,  3  hose  car.;  hose,  rub.,  gd.,  3,000  ft.; 
f.  al.,  bell  &  wh.;  val.  bldgs.,  $25,000;  jtot  mem., 
76  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.; 
res.  cap.,  3,500,000  gals.;  mains,  15  m.,  4  to  20 
in.  dia.;  36  hyd.;  pres.,  f.  86  lbs.;  wks.  owned  by 
Co. 

KNOXVILLE,  Tioga  Co.,  p.  '840;  f.  area,  150  a.; 
mere,  bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  h.  k  1.  trk.,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  2,000  ft.;  f.  al., 
bell;  val.  equip.,  $1,500;  exp.  dept,  $200;  tot 
mem.,     35     vol. 

Water  Supply — Src,  spr.  k  wells.  %  m.  bus. 
cent;  sys.,  grav.  lo  res.;  res.  cap.,  600,000  gals.; 
2  pump,  eng.;  cap.  day,  100,000  gals.;  mams,  4 
m.,  4  to  iS  in.  dia.;  32  hyd.;  40  met.;  200  serv.; 
pres.,  dom.  k  f.  100  lbs.;  cost.  $14,000;  cost 
mtce.,  $1,000;  wks.  owned  by  borough. 

KNOXVILLE,  Allegheny  Co.,  p.  6,661;  f.  a.,  700 
a.;  mere,  bldgs.,  bk.  k  wd..  2  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 2  c.  hand  ex.,  1  h.  &  1. 
trk,,  1  hose  wag.,  1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  inf.,  500  ft;  tot  hose,  2  500 
ft;  f.  al.,  bell.  wh.  k  telp.;  val.  equip.,  $26,000; 
val.  bldgs.,  $10,000;  exp.  dept,  $900;  tot.  mem., 
190  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src.  spr.,  8%  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  500,000  gals.,  also  2  wells, 
cap.  8,000  bbls.,  loc.  %  m.  north  of  borough; 
mains,  c.  i.,  4%  m.,  4  to  10  in.  dia.;  35  hyd.; 
8  v.;  met,  10;  200  aerv.;  pipe,  lead;  pres.,  dom. 
100  lbs.,  f.  100  lbs.;  cons,  day,  500,000  gals.; 
cost,  $16,000;  cost  mtce.,  $100;  wks.  owned  by 
city. 

KUTZTOWN,  p.  2,360;  f.  area.  6^^  a.;  mere, 
bldgs.,  bk.,  2  to  3  stor.;  priv.,  bk.,  2  &  3  stor.; 
wd.  rfs.  not  perm.;  fwks.  k  combt.  oni.;  cau>es 
of  f.  inv.  F.  dept. — 1  auto.  comb.  c.  &  h.  wa^.,  1 
hand  eng.,  2  hose  carts;  hose,  cot,  ruh.  lined, 
gd.,  1,200  ft;  f.  al.,  bell-  val.  equip.,  $10,000; 
val.  bldgs:.,  $13,000;  exp.  dept,  $300;  tot  mem., 
100  vol. 

Watsr  Supply — Src,  wells  k  spr.;  sys.,  pump  to 
res.;  res.  cap.,  600,000  gals.;  pump,  eng.,  cap. 
day  1.000,000  gals.;  mains.  5  1-6  m.,  4  to  8  in. 
dia.;  83  hyd.;  pres.,  dom.  80  lbs.,  f.  100  lbs.;  cost, 
$86,000;  cost  mtce.,  $2,200;  wks.  owned  by  Co. 


LACEYVILLE.  p.  479;  f.  area,  100  a.;  mere 
bldgs.,  wd.,  1  k  2  stor.;  priv..  bk.  k  wd..  1  ft  3 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  cart,  12  c 
hand  ex.,  1  hose  reel;  hose,  cot.  rub.  XioeA,  gd., 
600  ft.;  f.  aL,  bell;  vaL  equip.,  $1,000;  vaL  bldgs., 
$4,500;  tot  mem.,  49  voL 

Watsr  Supply — Src,  spr.,  crk.  k  well.  %  m. 
bus.  cent;  sys.,  dir.  pres.;  res.  cap.,  1.400  bbls.; 
pump,  eng.,  cap.  day  64,800  gals.;  main6,  iron,  IH 
m.,  3  to  6  in.  dia.;  21  hyd.:  11  v.;  met,  7; 
pipe,  iron;  prea.,  dom.  k  f.,  80  lbs.;  cost,  $50,000; 
cost  mtce.,   $600;  wks.  owned  by  borou^. 

LANCASTER,  p.  47,227;  f.  area,  2,500  a.;  mere 
bidga..  bk.,  3  to  6  stor.;  priv..  bk.  k  wd.,  2  ft  S 
stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept — 7  str..  1  supply  wag., 
6  c  eng.,  4  c  hand  ex.,  1  aer.  trk..  8  hose  wag., 
3  hose  car.,  28  hrs.;  hose,  cot,  mb.  lined,  gd., 
5.000  ft.;  f.  al.,  Gamewell,  64  bx.;  val.  equip., 
$90,000;  exp.  dept,  $18,600;  tot  mem.,  56,  pd. 
full  time  21,  pd.  part  time  35. 

Watsr  Supply — Src.  creek,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.  k  dir.;  stdp.  cap..  400,000 
gals.;  res.  cap.,  5,600,000  gals.;  8  pump,  eng., 
cap.  day  28,000,000  gals.;  mains,  c.  L,  69  m.,  4 
to  36  in.  dia.;  700  hyd.;  1,500  v.;  5.500  met; 
1,200  ser\'.;  pres.,  dom.  25  lbs.;  cons,  day,  7,000,- 
000  gals.;  cost,  $2^100.000;  cost  mtce.,  $40,000; 
wks.    owned  by    city. 

LANGHORNE,  p.  895;  f.  area.  329  a.;  bldga.. 
stn.  ft  wd.,  2  k  2^  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.  F.  dept. — 1  gas.  pump.  eng..  1  aula 
comb.  c.  ft  h.  wag.,  6  c  hand  ex..  1  hrs;  hose,  cot, 
rub.  lined,  gd.,  1,200  ft;  f.  aL,  bsll;  tot  metn.. 
100  vol. 

Watsr  Supply — Src,  spr.,  »4  m.  bus.  cent;  sr*., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  75.000  gals.; 
res.  cap.,  600,000  gals.:  2  pump,  eng.,  class  comp., 
cap.  day  1,000,000  gals.;  mains,  c  ft  galv.  i.  S 
m.,  4  to  8  in.  dia.;  29  hyd.;  64  v.;  met,  2;  300 
serv.;  pipe,  lead  ft  galv.  i.;  pres..  dom.  26  to  S5 
lbs.,  f.  115  lbs.;  cons,  day,  116,000  gals.;  cost, 
$55,000;  cost  mtce.,  $2,500;  wks.  owned  by  pm. 
Co. 

LANSDALE,  p.  3,551;  f.  ares.  450  s.;  mere, 
bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  priv..  bk.,  3  stor.; 
wd.  rfs.  not  perm.  F.  dept — 2  str..  2  c  eng..  i 
c  hand  ex..  2  h.  ft  1.  trk.,  2  hose  car.,  hrs*  hired, 
bucket  brigade;  hose,  rub.,  gd.,  1.500  ft.;  f.  aL. 
wh.;  vaL  equip.,  $f,500;  val.  bldgs.,  $5,000;  exp. 
dept,  $2,000;  tot  mem.,  200  voL 

Wstsr  Supply — Src,  wells;  sys..  air  lift  from 
wells  to  surface,  pump  to  stdp.  ft  cistern;  stdp. 
cap.,  40,000  gals.:  cistern  cap.,  200,000  gals.,  mat 
cem.,  loc.  below  ground:  pump,  eng.,  cap.  day  IJO. 

000  gals.;  mains,  6  m.,  1%  to  8  in.  da.;  36 
hyd.;  28  v.;  met,  95;  700  serv.;  pres.,  f.  46  lb*.; 
cost,  $80,000;  cost  mtce.,  $8,000. 

LANSDOWNE.  p.  4.066;  f.  area.  1  sq.  m.;  mere, 
bldgs.,  cone,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  atn.,  bk. 
&  wd.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept. — 1  comb.  c.  eng.,  1  auto.  pump, 
eng.,  c  ft  h.  comb..  1  h.  ft  L  trk.,  10  c  hand  ei-, 

1  hose  wag..  2  hose  carts;  hose,  cot,  rub.  lin^ 
gd.,  1.950  ft;  c,  800  ft;  tot  hose.  2.250  ft; 
f.  al.,  bell  ft  telp.;  val.  equip.,  $6,950;  val.  bldsrs.. 
$12  500;   exp.   dept,  $700;   tot  mem.,   210  toL 

Water  Supply — Src,  wells;  sj-s.,  pump  to  re?.: 
res.  cap..  2,000,000  gals.;  mains,  iron  ft  cem..  li 
m.,  4  to  12  in.  dia.;  27  hyd.;  met.  6:  400  serv.: 
pipe,  galv.  i.;  pres.,  f.  45  lbs.;  cost,  $40,000;  cost 
mtce.,  $3,700;  wka.  owned  by  Co. 

LAN8F0RD.  p.  8.821;  bldgs..  wd.,  2  ft  2U 
stor.;  wd.  rfs.  perm.  F.  dept. — 1  str.,  2  hose 
car.,  1  h.  ft  1.  trk.;  hose.  rub.,  gd..  2.000  ft.. 
val.  equip.,  $6,000;  val.  bldgs.,  $2,000;  exp.  dept. 
$500;   tot.  mem.,   60  vol. 

Water  Supply — Src.  «pr.,  2  m.  bus.  cent:  fvs.. 
grav.  ft  pump  to  stdp.;  stdp.  cap..  200,000  gals^; 
res.  cap.,  88,000.000  gals.;  2  pump.  eng..  cip^ 
day  3,000,000  gals.;  mains,  c  L  ft  wd.,  57  nu.  . 
to  12  in.  dia.;  70  hyd.;  450  met;  3,000  9^: 
pipe,  lead  ft  i.;  pres..  dom.  70  lbs.,  f.  125  lb*-; 
cons.  day.  3,600,000  gals.;  wks.  owned  by  Co. 

LATROBE.  p.  8.777;  f.  area,  700  a.;  ro«e 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  7  stor.;  prir..  bk.  ft 
wd.,  2  ator.;  wd.  rfs.  perm,  in  f.  area;  fwks.  » 
combt  ord.;  causes  of  f.  inv.  P.  dept — 1  h.  ftL 
trk.,   4    c  hand  ex.,   6  hose  csrts;  hose,   cot,  n». 
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wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  comb,  c  A  h.  wag.,  1  h.  dc  1. 
trk.,  2  hoae  wag.,  S  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  3,600  ft.;  inf.,  200  ft.;  tot.  hose.  8,700 
ft.;  f.  al..  Gamewell,  15  bx.;  val.  equip.,  $5,500; 
val.  bldgs.,  $3,000;  exp.  dept.,  $2,500;  tot.  mem., 
250  vol. 

Water  Supply — Src.  spr.  ft  wells,  1%  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  150,000  gals., 
loc.    inside    of    oorough    line;    res.    oap.,    1,400,000 

Sals.;  4  pump,  eng.,  cap.  day  8,000,000  gals.,  claaa 
up.  &  trip.;  mains,  c.  i.,  10  m.,  3  to  10  in.  dia.; 
69  hyd.;  160  v.;  met,  9*50;  1,875  serv.;  pipe, 
galv.  i.;  pres.,  dom.  k  f.  40  to  120  lbs.;  cons,  day, 
650,000  gals.;  wks.  owned  by  priv.  Co. 

KENNETT  SQUARE,  p.  2,040;  f.  area,  150  a.; 
bldgs.,  bk.,  2  &  8  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.  F.  dept. — 1  stt-.,  1  hand  eng..  1  c. 
eng.,  2  c.  hand  ex.,  1  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  900  ft.;  val.  equip.,  $8,000;  val.  bldgs., 
$28,000;   exp.    dept.,   $1,200;   tot   mem.,    275    vol. 

Watar  Supply — ^rc.,  creek,  %  m.  bu4.  cent;  ay  a., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  217,000  gais.; 
rea.  cap.,  1,000,000  gala.;  pump,  ene.,  cap.  day, 
75,000  g^.:  mains,  c.  L,  7  m..  8  to  6  in.  oia.;  89 
hyd.;  pres.,  aom.  ft  f.  18  to  45  Iba.;  oons.  day,  140,- 

000  gals.;  coat  mtce.,  $400;  wka.  owned  by  borough. 

KINGSTON,  p.  6,449;  f.  area,  1,200  a.;  mere, 
bldgs.,  bk.  ft  wd.,  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;   fwks.  ft  combt.  ord.     F.  dept. — 1   str., 

1  h.  ft  1.  trk.,  1  aer.  trk.,  2  hose  wag.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  f.  al., 
Gamewell,  7  bx. ;  val.  equip.,  $4,850;  val.  bldgs., 
$3,000;  tot  mem.,  60  vol. 

Water  Supply — Src,  strms.,  supplied  by  Spring 
Brook  Water  Supply  Co.;  sys.,  grav. ;  pres.,  100 
lbs.;  wks.  owned  by  Co. 

KITTANNING,  p.  4,311;  f.  area.  100  a.;  bldgs., 
bk.,  wd.  ft  stn.,  2,  3  ft  4  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — 1  h.  ft  1.  trk..  3 
aer.  trk.,  3  hose  car.;  hose,  rub.,  gd.,  3,000  ft; 
f.  al.,  bell  ft  wh. ;  val.  bldgs.,  $25,000;  ^ot  mem., 
75  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  riv.;  S3's.,  pump  to  res.; 
res.  cap.,  8,500,000  gals.;  mains,  15  m.,  4  to  20 
in.  dia.;  35  hyd.;  pres.,  f.  85  lbs.;  wks.  owned  by 
Co. 

KNOXVILLE,  Tioga  Co.,  p.  840;  f.  area,  150  a.; 
mere  bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  h.  ft  1.  trk.,  2  hoee 
carts;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  1  al., 
bell;  val.  equip.,  $1,500;  exp.  dept,  $200;  tot 
mem.,     85    vol. 

Water  Supply — Src,  spr.  ft  wells,  H  m.  bus. 
cent;  sys.,  grav.  to  rea.;  res.  cap.,   500,000  gala.; 

2  pump,  enff.;  cap.  day,  100,000  gals.;  mains,  4 
m.,  4  to  8  in.  dia.;  3'2  hyd.;  40  met.;  200  serv.; 
prea.,  dom.  ft  f.  100  lbs.;  cost,  $14,000;  cost 
mtce.,  $1,000;  wks.  owned  by  borough. 

KNOXVILLE.  Allegheny  Co.,  p.  6,661;  f.  a.,  700 
a.;  mere  bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c.  hand  ex.,  1  h.  ft  L 
trk..  1  hose  wag.,  1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  inf.,  500  ft;  tot  hose.  2.500 
ft;  f.  al.,  bell,  wh.  ft  telp.;  val.  equip.,  $25,000; 
val.  bldgs.,  $10,000;  exp.  dept.,  $900;  tot.  mem., 
190  vol.;  undrs.  rating,  third  clasa. 

Water  Supply — Src,  spr.,  8^  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  500,000  gals.,  also  2  wells, 
cap.  3,000  bbls.,  loc.  H  ni.  north  of  borough; 
mains,  c  i.,  4^  m.,  4  to  10  in.  dia.;  35  hyd.; 
8  v.;  met,  10;  200  serv.;  pipe,  lead;  pres.,  dom. 
100  lbs.,  f.  100  lbs.;  cons,  day,  500,000  gals.; 
cost,  $16,000;  cost  mtce.,  $100;  wks.  owned  by 
city. 

KUTZTOWN,  p.  2,860;  f.  area.  6%  a.;  mere 
bldgs.,  bk.,  2  to  3  stor.;  priv.,  bk.,  2  ft  3  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord. ;  causes 
of  f.  inv.  F.  dept — 1  auto.  comb,  c  ft  h.  wag.,  1 
hand  eng.,  2  hose  carts;  hose,  cot,  rub.  lined. 
gd.,  1,200  ft.:  f.  aL,  bell-  val.  equip.,  $10,000; 
val.  bldgf.,  $13,000;  exp.  dept,  $300;  tot.  mem., 
100  vol. 

Water  Supply — Src,  wells  ft  spr.;  sys.,  pump  to 
res.;  res.  cap.,  600,000  gala.;  pump,  eng.,  cap. 
day  1.000,000  gals.;  mains,  5  1-5  m.,  4  to  8  in. 
dia.;  83  hyd.;  pres.,  dom.  80  lbs.,  f.  100  lbs.;  cost, 
$35,000;  cost  mtce.,  $2,200;  wks.  owned  by  Co. 


LACEYVILLE,  p.  479;  f.  ares,  100  a.;  mere, 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  t 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  oonbL 
ord.;  causes  of  f.  inv.  F.  dept — 1  c  cart,  12  c 
hand  ex.,  1  hose  reel;  hose,  cot,  rub.  lined.  pL, 
600  ft;  f.  aL,  bell;  vaL  equip.,  $1,000;  vaL  bl&a.. 
$4,500;  tot  mem.,  49  voL 

Water  Supply — Src,  spr.,  crk.  ft  well,  H  m. 
bus.  cent;  sys.,  dir.  pros.;  res.  cap.,  1,400  bbls.; 
pump,  eng.,  cap.  day  64,800  gala.;  mains,  iron.  1^ 
m.,  3  to  6  in.  dia.;  21  hyd.:  11  v.;  met,  7; 
pipe,  iron;  pres.,  dom.  ft  f.,  aO  lbs.;  coat,  $50,i<0O: 
cost  mtce.,   $600;  wks.  owned  by  borou^. 

LANCASTER,  p.  47,227;  f.  area,  2,500  a.;  mere, 
bldga.,  bk.,  8  to  6  stor.;  priv.,  bk.  ft  wd.,  2  &  3 
stor.;  wd.  rfs.  not  perm.;  fwka.  ft  combt  orl; 
causes  of  f.  inv.  F.  dept — 7  str.,  1  supply  wag.. 
5  c  eng.,  4  c  hand  ex.,  1  aer.  tik.,  3  hose  wa^^ 
8  hose  car.,  23  hrs.;  hose,  cot.,  nib.  lined,  gd.. 
5,000  ft;  if.  aL.  Gamewell,  64  bx.;  vaL  equir., 
$90,000;  exp.  dept,  $18,500;  tot.  mem.,  56,  pd. 
full  time  21,  pd.  part  time  35. 

Water  Supply — Src.  creek,  1^  m.  bos.  cent.: 
ays.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  400.000 
gals.;  res.  cap.,  5,500,000  gals.;  3  pump,  eng., 
cap.  day  28,000,000  gals.;  mains,  c.  L,  69  m..  4 
to  36  in.  dia.;  700  hyd.;  1,500  v.;  6,500  met; 
1,200  serv.;  pres..  dom.  25  lbs.;  cona.  day,  7,00o.- 
000  gals.;  cost,  $2^100,000;  cost  mtce.,  $40,000; 
wks.    owned  by    city. 

LANQHORNE.  p.  895;  f.  area,  829  a.;  bldgs.. 
stn.  ft  wd.,  2  ft  2H  stor.;  wd.  rfs.  perm.;  fwk&  k 
combt.  ord.  F.  dept. — 1  gaa.  pump,  eng.,  1  auta 
comb,  c  ft  h.  wag.,  6  c  liand  ex.,  1  hrs;  hose,  cot- 
rub,  lined,  gd.,  1,200  ft;  f.  aL,  bell;  tot  mwa., 
100  voL 

Water  Supply — Src,  spr.,  %  m.  bus.  cent;  tjtn 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  75,000  gal*.: 
res.  cap.,  500,000  gals.;  2  pump,  eng.,  da^s  comp.. 
cap.  day  1,000,000  gals.;  mains,  c  ft  galv.  L,  i 
m.,  4  to  8  in.  dia.;  29  hyd.;  54  v.;  met,  2;  S>tO 
serv.;  pipe,  lead  ft  galv.  i.;  prea.,  dom.  25  to  Si 
lbs.,  f.  115  lbs.;  cons,  day,  115,000  gala.;  cost 
$55,000;  cost  mtce.,  $2,500;  wka.  owned  by  pni. 
Co. 

LANSDALE,  p.  3.551;  f.  area,  450  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  ft  3  stor.;  priv.,  bk.,  8  stor.; 
wd.  rfs.  not  perm.  F.  dept — 2  str.,  2  c.  eng.,  J 
c  hand  ex.,  2  h.  ft  1.  trk.,  2  hoae  car.,  hra.  faired, 
bucket  brigade;  hose,  rub.,  gd.,  1,600  ft;  f.  al, 
wh.;  vaL  equip.,  $6,500;  val.  bldgs.,  $5,000;  cspi 
dept,  $2,000;  tot  mem.,  200  voL 

Water  Supply — Src.  wells;  sys.,  air  lift  frow 
wells  to  surface,  pump  to  stdp.  ft  cistern:  st<2p. 
cap.,  40.000  gals.;  cistern  cap.,  200,000  gala.,  mat 
cem.,  loc  below  ground;  pump.  eng..  cap.  day  liO.- 

000  gals.;  maina,  6  m.,  1%  to  8  in.  da.;  ^6 
hyd.;  23  v.;  met,  95;  700  serv.;  pres.,  f.  46  lbs.; 
cost.  $80,000;  cost  mtce.,  $8,000. 

LANSDOWNE,  p.  4.006;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  cone,  stn.  ft  bk.,  1  to  3  stor.;  priv.,  stn-.bk. 
ft  wd.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  cancel 
of  f.  inv.  F.  dept. — 1  comb.  c.  eng.,  1  auto.  potEpi 
eng.,  c.  ft  h.  comb.,  1  h.  ft  1.  trk.,  10  c  hand  ex.. 

1  hose  wag.,  2  hose  carts;  hose,  cot.  rob.  lineJ. 
gd.,  1.950  ft;  c,  300  ft:  tot.  hose.  2.250  ft; 
f.  al.,  bell  ft  telp.;  val.  equip.,  $6,950;  vaL  bUa^ 
$12,500;   exp.   dept,   $700;   tot.   mem..   210  toL 

Water  Supply — Src,  wells;  sys.,  pomp  to  rr&: 
res.  cap.,  2.000,000  finale.;  mains,  iron  ft  cem..  1^ 
m.,  4  to  12  in.  dia.;  27  hyd.;  met,  «;  400  sen., 
pipe,  galv.  i. ;  pres.,  f.  45  lbs.;  cost,  $40,000;  cost 
mtce.,  $3,700;  wks.  owned  by  Co. 

LANSFORD,  p.  8,821;  bldgs.,  wd.,  S  ft  24 
stor.;  wd.  rfs.  perm.  P.  dept. — 1  atr.,  2  h'^* 
car,  1  h.  ft  1.  trk.;  hose,  rub.,  gd.,  S.OOO  ft. 
val.  equip.,  $6,000;  vaL  bldgs.,  $2,000;  exp.  de(4.. 
$500;  tot.  mem.,   50  vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  sy«.. 
grav.  ft  pump  to  stdp.;  stdp.  cap.,  200.000  fal*'. 
res.  cap.,  88,000.000  gala.;  2  pump.  eog..  cif 
day  8,000,000  gals.;  mains,  c  L  ft  wd.,  57  bl.  i 
to  12  in.  dia.;  70  hyd.;  4^0  met;  3.600  ten.. 
pipe,  lead  ft  L;  pres.,  dom.  70  lbs.,  f.  125  lbs.; 
cons,  day,  3,600,000  gala.;   wks.  owned  by  Co. 

LATROBE,  p.  8,777;  1  area,  700  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  7  stor.;  priv..  IdL  t 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  P,  dept — 1  h.  *  I 
trk..   4   c  hand  ex.,  6  hose  carts;  faosc,  cot,  rsk. 
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lined*  gd.,  8,600  ft.;  f.  aL,  bell  k  wh.;  val.  equip., 
$8,000;  val.  bldgs.,  $6,000;  tot.  mem.,  120  vol. 

Water  Supply — Src,  creek,  8  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  10,000,000  gals.;  pump, 
eng^.,  cap.  day  7,000,000  gals.;  mains,  c.  1.,  22 
m.,  4  to  24  in.  dia.;  61  hyd.;  1,000  serv.;  pres., 
dom.  60  lbs.,  f.  75  lbs.;  cost,  $293,000;  cost  mtce., 
$0,500;  wks.  owned  by  Co. 

LAWRENCEVILLE,  p.  760;  mera  bldgs.,  bk.,  sto. 
ft  wd.,  1  &  2  stor.;  priv.,  bk.  ft  wd..  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  8  c. 
hand  ex.,  2  hose  reels,  ladders;  hose,  cot.,  rub. 
lined,  gd.,  550  ft.;  leather,  gd.,  360  ft.;  tot.  hose, 
900  ft.:  f.  al.,  bell;  val.  equip.,  $1,560;  val.  bldgs., 
$800;  tot.  mem.,  38;  vol. 

Water  Supply — Src,  wells. 

LEBANON,  p.  10,240;  f.  area,  1,453  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  6  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2^  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  P.  dept. — 1  comb, 
auto.  pump.  eng.  ft  h.  wag.,  1  auto.  h.  ft  1.  trk.,  1 
auto,  str.,  1  auto.  comb.  c.  ft  h.  wag.,  3  str.,  1  c. 
eng.,  15  c.  hand  ex.,  1  aer.  trk.,  2  comb.  c.  ft  h. 
wag.,   1    hose  cart,    13   hrs.;   hose,   cot.,  rub.    lined, 

fd.,  6,000  ft.;  inf.,  1,500  ft;  tot.  hose,  7,600  ft.; 
al.,  Oamewell,  42  bx.;  val.  equip.,  $55,000;  val. 
bldgs.,  $70,000;  exp.  dept,  $14,000;  tot  mem., 
900   vol. 

Water  Supply — Src.,  spr.;  sys.,  grav.,  pump  to 
res.  ft  dir.;  res.  cap.,  90,000,000  gals.;  2  pump, 
eng.,  cap.  day  5,000,000  gals.;  mains,  c.  i.,  20  m., 
4  to  10  in.  dia.;  205  hyd.;  307  v.;  met,  126; 
4,700  serv.;  pipe.  galv.  i.;  pres.,  dom.  60  lbs.,  f. 
40  lbs.;  cost.  $436,000;  cost  mtce.,  $5,000;  wks. 
owned  by  city. 

LEECHBURQ,  p.  8,624;  f.  area,  100  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 6  c.  hand  ex.,  2  h.  ft  1.  trk.,  2 
hose  wag.;  hose,  cot,  rub.  lined,  gd..  1,660  ft; 
f.  al.,  wh.;  val.  equip.,  $1,600;  val.  bldgs.,  $8,000; 
exp.  dept.  $500;  tot.  mem.,  75  vol. 

Water  Supply — Src,  creek,  6  m.  ous.  cent.;  sys., 
grav.,  pump  to  res.;  res.  cap.,  10,000,000  gals.; 
2  pump,  eng.,  cap.  day  2,500,000  gals.;  mains,  c 
i..  8  m.,  4  to  10  in.  dia.;  34  hyd.;  52  v.;  met, 
538;  538  serv.;  pipe,  lead;  pres.,  dom.  110  Ibe., 
f.  110  to  160  lbs.;  cost  mtce.,  $4,000;  wks.  owned 
by    Co. 

LEETSDALE,  p.  1,800.  P.  dept — ^hose  carts, 
1,500  ft  hode;  val.  equip.,  $1,600;  exp.  dept, 
$100;   tot  mem.,  SO  voL 

Water  Supply — Src,  wells;  ays.,  dir  pres.;  SO 
hyd.;  mains,  l\i  m.;  pres.,  dom.  76  lbs.,  f.  95  lbs.; 
wka.   owned   by    priv.    Co. 

LEHIQHTON,  p.  6,816;  f.  srea,  2.660  a.;  bldgs., 
wd.,  2  ft  3  stor.;  wd.  rfs.  perm.  F.  dept. — 1  str., 
1  oomb.  c.  ft  h.  wag.,  1  c.  eng.,  1  h.  ft  1.  trk.,  8 
hose  carts,  2  hrs.;  hose,  4,000  ft;  val.  equip., 
$10,800;  tot  mem.,  408  vol. 

Water  Supply — Src,  mountain  streams,  4  ft  8  m. 
bus.  cent;  sys.,  grav.;  res.  cap.,  31,000,000  gals.; 
mains,  c.  i.,  20  m.,  4  to  12  in.  dia.;  60  hyd.;  60 
v.;  met,  15;  1,200  aerv.;  pipe,  lead;  pres.,  dom. 
ft  f.  80  to  85  lbs.;  cons,  day,  2,000,000  gals.;' 
wka.  owned  by  priv.  Co. 

LEWtdBURQ,  p.  8,081;  f.  area,  600  a.:  mere 
bldgs.,  bk..  2  ft  8  .stor.;  priv.,  bk.  ft  wd..  2  stor.; 
wd.  rfe.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
iiiT.  F.  dept — 2  c  hand  ex.,  1  atr.,  1  hand  eng.,*8 
hoae  oarta;  hose,  cot.»  rub.  lined,  gd.,  2,800  ft;  rub., 
gd.,  600  ft;  tot  hoae,  2,900  ft:  f.  al.,  Gamewell  ft 
telp.;  val.  equip.,  $26,000;  vaL  bldga.,  $9,000;  exp. 
dept,  $600;  tot  mem.,  48  voL 

Water  Supply — Src,  creek,  18 H  m.  bus.  cent; 
sys.,  grav.,  pump  to  stdp.;  stdp.  cap.,  800,000 
gals.,  mat.  stl.;  pump,  eng.,  cap.  day  1,000,000 
gals.;  mains,  c  i.,  67  m.,  8  to  12  in.  dia.;  46 
hyd.;  24  v.;  met,  5;  600  serv.;  pipe,  galv.  i. ; 
pres.,  dom.  60  lbs.,  f.  75  lbs.;  cons.  day.  260.000 
gals.;  cost,  $39,860;  cost  mtce.,  $2,350;  wks. 
owned  by  Co. 

LEWISTON.  p.  8,166;  mere  bldgs.,  bk.,  8  stor.; 
priv.,  bk.  ft  wd..  2^  stor.;  wd.  i?s.  perm.;  fwks. 
ft  combt.  ord.  F.  dept. — 1  auto,  hose  wag., 
equipped  with  800  ft  hose  ft  c.  tk.,  2  str..  1  h. 
ft  1.  trk..  6  hose  oar.;  hose,  cot,  rub.  lined,  gd., 
3,500  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $10,000; 
val.  bldgs,  $10,000;  exp.  dept,  $1,200;  tot  mem., 
850  vol.;  undrs.  rating,  first  clasa. 


Water  Supply — Src,  mountain 
res.   cap.,    15,000,000   gals.;   ma 
16  in.  dia.;  170  hyd.;  met,  65; 
f.    126  lbs.;- cost,  $1,025,000;   c( 
wks.   owned  by  Co. 

LIGONIER,  p.  1,676.  F.  de] 
1,200  ft.  hose:  vol.,  60. 

Water  Supply — Src,  mountain  i 
cent;  ays.,  grav.;    res/'  cap.,   500 
c.  i.,  10  m.,  4  to  8  in.  dia.;  25 
20;   pipe,    lead;   pres.,    dom.    65 
cons,  day,  60,000  gals.;  cost,  $8* 
$600;  wks.  owned  by  city. 

LILLY,  p.   1,688;  bldgs.,  bk.  i 

3  c  eng.,  1  h.  ft  1.  trk..  1  hose  c 
f.  al.,  wh.;  tot  mem.,  7. 

Water  Supply — Res.  cap.,  300, 

4  to  12  in.  dia.;  21  hyd.;  pres.,  1 

LIMESVILLE.  p.  833.  F.  de] 
1,700  ft  hose;   vol. 

Water  Supply — Src,  spr.,  1-1 
sys,,  dir.  pres.;  mains,  c.  i.,  1  2 
dia.;  20  hyd.;  8  v.;  pres.,  dom.  3( 
cost,  $20,000;  cost  mtce.,  $8,00 
priv.  Co. 

LITITZ,  p.  2.082;  f.  area,  400 
bk.,  2  to  3^  stor.;  priv.,  stn.,  bl 
wd.  rfs.  perm,  in  f.  area;  fwks. 
causes  of  f.  Inv.  F.  dept. — 1 
eng.,  2  hose  carts.  1  h.  ft  1.  trk. 
lined,  gd.,  1,300  ft;  inf.,  200  ft 
ft;  f.  al.,  elec,  8  bx.;  exp.  dept, 
200  vol. 

Water  Supply — Src,  spr.,  %  m 
pump  to  stdp.;  stdp.  cap.  100,( 
eng.,  cap.  day  1,080,000  gals.;  i 
m.,  4  to  12  in.  dia.;  86  hyd.; 
116  serv.;  pipe,  lead;  prea.,  don 
lbs.;  cost,  $25,000;  cost  mtce.,  9 
by  Co. 

LITTLESTOWN,  p.  1,347;  f.  an 
bk.  ft  wd.,  1  to  3  stor.;  wd.  rfs 
combt.  ord.  F.  dept. — 1  c  eng. 
2  hose  car.;  hose,  cot,  rub.  line< 
rub.,  gd.,  200  ft;  tot  hose,  1,20( 
val.  equip.,  $3,800;  val.  bldgs.,  $^ 
$100;  tot  mem.,  65  vol. 

Water    Supply— Src,    wells,    ^ 
sys.,   pump   to   stdp.;  stdp.   cap., 
pump,    eng.,   cap.    day   300,000   ga 
4  to  8  in.  dia.;  32  hyd.;  pipe,  gali 
lbs.;   cost,  $13,800. 

LLEWELLYN,  p.  800:  f.  area,  3 
— 1   c.  eng.,   1  hose  reel,   600  ft. 
$1,600;  val.  bldgs.,  $2,000;  exp. 
mem.,  8-5  vol. 

Water  Supply — Src.  dam;  sys. 
1  v.:  mains,  4,000  ft;  pres.,  d« 
190  lbs.;  wks.  owned  by  priv.  Co. 

LOCK  HAVEN,  p.  7,772;  f.  are 
bldgs.,  bk.  ft  wd.,  8  stor.;  priv,,  bk 
wd.    rfs.    perm,    in    f.    area;    fwks. 
causes  of  f.  inv.     F.  dept. — 1  auto, 
waff.,  c  hand  ex.,  2  str.,  2  comb. 
1    h.    ft   1.    trk.,    2   hose   wag.,    6 
cot,  rub.  lined,  gd.,  8,000  ft;  f. 
val.  equip.,  $15,000;  val.  bldgs.,  $fi 
$3,700;   tot   mem.   176,   pd.   full  t 
time    2,   vol.    169. 

Water  Supply — Src,  strms.,  2  to 
sys.,  grav.;  res.  cap.,  800,000  g 
32,000  gala.;  mains,  c  i.,  33  m..  i 
80  hyd.;  pipe,  iron;  pres.,  dom.  76 
cost  $66,000;  cost  mtce.,  $3,000; 
city. 

LOCUST  GAP.  p.  1,697;  f.  area, 
bldgs.,  wd.,  2  ft  3  stor.;  priv.,  w< 
wd.  rfs.  perm,  in  f.  area;  no  fwks. 
causes  of  f.  inv.  F.  dept. — 1  hose 
hose;  f.  al.,  wh.;  val.  equip.,  $7 
$3,000;  tot.  mem.,   85  vol. 

Water   Supply — Src,   creek;   sys., 
res.   cap.,   1.250,000  gals.;   2   pump 
2,880,000  gals.;   mains,    10  m.,    4 
80  v.;  met,  18;  pres.,  dom.  150  11 
000;  cost  mtce.,  $16,000;  wks.  ow 

LUZERNE,    p.    6,426;    f.    area, 
bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  w 
rfs.  perm.;  fwks.  ft  combt   ord.;   c 
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F.  dept — 2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
car.;  nose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  f.  al., 
elec;  val.  equip.,  |1,S60;  ral.  bldgs.,  |4,000;  ezp. 
dept.,   $1,400;  tot.  mem.,   76  vol. 

Water  Supply — Src,  res.;  sys.,  grav.;  res.  covers 
200  a.;  mains,  2H  ni.,  S8  in.  dia.;  18  hyd.;  pres., 
dom.  89  lbs.,  f.  96  lbs.;  wks.  owned  by  Co. 

LYKENS,  p.  2,948;  f.  area,  140  a.;  mer&  bldgs., 
stn.,  bk.  dE  wd.,  2  it  S  stor.;  priv.,  stn.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  hose  reels  ft 
carta,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,860 
ft;  inf.,  860  ft.;  tot.  hose,  2,200  ft.;  f.  aL,  bell; 
val.  equip.,  $8,200;  val.  bldgs.,  $2,600;  ezp.  dept, 
$1,000;  tot  mem.,  60  vol.  , 

Water  Supply — Src.,  creek,  1^  m.  bus.  cent; 
sys.,  grav.;  mains,  iron,  2%  m.,  8  to  10  in.  dia.; 
28  hyd.;  12  v.;  pres.,  f.  40  lbs.;  wks.  owned  by  Co. 

McAOOO,  p.  8,889;  f.  area,  600  a.;  mere  bldgs., 
bk.  ft  wd.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  2  to  8  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  2  hose 
car.  on  reels;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  stm.  wh.;  val.  equip.,  $1,200;  voL  60. 

Watar  Supply — ^Not  reported. 

McCONNELLSBURQ,  p.  679;  f.  area,  46  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  stor.;  priv.,  wd.,  bk.  ft  stn., 
2  stor.;  wd.  rfs.  perm.  F.  dept. — 1  hose  car.; 
hose,  rub.,  gd.,  600  ft;  inf.,  lOO  ft;  tot  hose, 
600  ft.;  val.   bldgs.,  $200;  tot.   mem.,   76  vol. 

Water  Supply — Src,  wells  ft  8  large  spr.;  res. 
cap.,  2,000,000  gals.;  mains,  4  ft  6  in.  dia.;  12 
hyd.;   pres.,   00   lbs. 

Mcdonald,  p.  2,648;  f.  area,  100  a.;  bldgs., 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt. 
ord.  F.  dept. — 76  c  hand  ex.,  1  h.  ft  1.  trie,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,400  ft; 
inf.,  100  ft;  tot  hose,  2,600  ft:  f.  at,  Oamewell, 
bell  ft  wh.,  6  bx.;  vaL  equip.,  $2,600;  vaL  bldga., 
$1,000;  tot.  mem.,  78  voL 

Water  Supply — Src,  riv.,  7H  m.  bus.  cent;  sys., 
pump  to  res.;  stdp.  cap.,  684,447  gals.,  dim.  60  x 
80,  mat.  stL;  res.  cap.,  90,000,000  gals.;  2  pump, 
eng.,  class  comp.  cond.,  cap.  day  2,600,000  gals.; 
mains,  c.  i.,  6  m.,  4  to  10  in.  d^a.;  43  hyd.;  70 
v.:  met,  510;  264  serv.;  pipe,  lead;  pres.,  dom. 
100  Iba.,  f.  100  lbs.;  cost,  $181,409;  coat  mtce., 
$8,600;  wka.  owned  by  Co. 

McKEESPORT,  p.  42,694;  f.  area,  842  a.;  mere 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  wd.,  8  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  1  c.  eng.,  14  c  hand 
ex.,  1  aer.  trk.,  4  hose  wag.,  14  hrs.;  hose,  cot, 
rub.  lined,  gd.,  8,950  ft;  f.  al.,  Gamewell,  73 
bx.;  val.  equip.,  $20,000;  val.  bldgs.,  $40,000; 
exp.  dept,   $38,000;   tot.  mem.,   86,  pd.   full  time. 

Water  Supply — Src,  riv.,  1%  m.  bus.  cent; 
sys.,  pump  dir.  ft  grav.;  res.  cap.,  6,000,000  gals.; 
5  pump,  eng.,  class  horizontal-comp.  dup.,  cap.  day 
15,000,000  gals.;  mains,  66  m.,  4  to  24  in.  dia.; 
470  hyd.;  842  v.;  8,687  met;  6,275  serv.;  pipe, 
leaa;  pres.,  dom.  <s  i.  %V  to  125  lbs.;  cons,  day, 
8,657,870  gals.;  cost,  $973,900;  cost  mtce.,  $71,- 
902;  wks.  owned  by  city. 

McSHERRYSTOWN,  p.  1,724;  f.  area,  275  a.: 
mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  nuses  of  f.  inv.  F.  dept — 2  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  2  hose  reels;  ho«e, 
cot,  rub.  lined,  gd.,  1,000  ft.;  rub.,  sd.,  1,200  ft; 
tot  hose,  2,200  ft;  f.  aL,  bell;  val.  equip.,  $1,« 
500;  val.  bldgs.,  $1,000;  exp.  dept,  $200;  tot 
mem.,  68  vol. 

Water  Supply — Src,  spr.,  200  yds,  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  105,000  gals.; 
pump,  eng.,  cap.  day  288,000  gals.;  mains,  c.  i., 
2  1-8  m.,  4  to  6  in.  dia.;  23  hyd.;  100  serv.; 
pipe,  c.  i.;  pres.,  dom.  40  to  50  lbs.,  f.  40  to 
50  lbs.;  cost,  $16,000;  cost  mtce.,  $450;  wks. 
owned   by   city. 

MAHANOY  CITY,  p.  15,936;  f.  area,  176  a.; 
mere  bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 3  str.,  1  c  eng., 
4  c  hand  ex.,  1  h.  ft  1.  trk.,  2  comb.  c.  ft  n. 
wag.,  1  hose  wag.,  8  hose  car.,  12  hrs.;  hose, 
cot,  rub.  lined,  gd.,  4,800  ft;  c.  760  ft;  tot 
hose,  5.550  ft;  f.  al.,  Gamewell,  16  bx.;  vaL 
equip.,  880,000;  vaL  bldgs.,  $80,000;  exp.  dept. 
$^«S00;  tot.  mem.  750,  5  pd.  full  time,  745  voL; 
undrs.  rating,  third  class. 


Water  Supply — Src,  artesian  wells  ft  spr.,  S^ 
m.  bus.  cent;  sys.,  grav.  ft  pump  to  res.;  res. 
cap.,  215,000,000  gals.;  pump,  eng.,  cap.  day  4,- 
750,000  gals.;  mains,  c  L.  16  m..  6  to  14  in. 
dia.;  78  hyd.;  115  v.;  met,  160;  8.000  serv.;  pipe, 
lead;  pres.,  dom.  65  lbs.;  f.  100  lbs.;  cons,  day, 
2,000,000  gala.;  wks.  owned  by  priv.  Co. 

MAHANOY  PLANE,  p.  2,800;  f.  area,  1.280  a.; 
bldgs.,  wd.,  2V^  stor.;  wd.  rfs.  perm.;  fwks.  k 
combt  ord.  F.  dept — 1  str.,  8  h.  ft  L  trk.,  3  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  vaL 
equip.,   $8,000;   val.  bides.,  $500. 

Water  Supply — Src,  Mud  Run;  qrs.,  grav.;  re& 
cap.,  202,000,000  gals.;  mains,  8  m.,  6  in.  dia.: 
8  hyd.;  8  v.;  wks.  owned  by  Co. 

MALVERN,  p.  1,125;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  4  stor.;  priv.,  bk.,  stn. 
ft  wd.,  2  to  4  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  depL — 
1  auto.  comb.  wag.  ift  pun^),  1  gas.  eng.,  1 
hand  eng.,  8  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
cart,    left    hose    wag.;    hoee,    cot.,    rub.    liDe-i. 

fd.,  2,000  ft:  inf.,  560  ft;  tot  hose,  2,560  ft; 
aL,  telp.  ft  bell;  val.  equip.,  $7,500;  val.  bld|^, 
$4,000;  exp.  dept,  $400;  tot  mem.,  150  vol.; 
undrs.    rating,    second    class. 

Water  Supply — ^Src,  spr.,  V4  m-  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  200,000  gala.,  dim.  EO 
X  15;  1  pump,  eng.,  cap.  day  280,400  gaK;  maii^s 
4  to  8  in.  dia.;  1  v.;  1  met;  pipe,  iron;  pres.,  dom.> 
35  lbs.;  cons,  day,  50,000  gals.;  wks.  owned  by 
city. 

MANHEIM,  p.  2,202;  f.  area,  168  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept — t  c 
hand  ex.,  1  h.  ft  L  trk.,  1  hand  enff.,  8  hose  reds; 
hose,  oot,  lined,  gd.,  1,800  ft;  L  aL,  bell;  vaL 
equip.,  $1,600;  val.  bldgs.,  $8,000;  exp.  dept,  $100; 
tot  mem.,  140  voL 

Water  Supply — Src,  creek,  M  m.  bus.  cent: 
sys.,  pump  to  res.;  res.  cap.,  800,000  gals.;  pump, 
eng.,  cap.  day  360,000  gala.;  mains,  e  L,  3H 
m.,  4  to  8  in.  dia.;  65  hyd.;  88  v.;  met.,  5;  407 
serv.;  pipe,  galv.  i.;  pres.,  dom.  60  Iba.,  f.  60  lbs.: 
cost,  $27,000;  cost  mtce,  $800;  wka.  owned  by  Co. 

MANOR,  p.  1,089;  f.  area,  150  a.  F.  dept— 
1  c.  cart,  2  hose  reels,  8  hand  e  ex.;  val.  equip^ 
$1,200;  vaL  bldgs.,  $800;  tot  mem.,  40  voL 

Water  Supply^^re,  res.;  sys.,  grav.;  9  hyd.; 
pres.,  f.  90  lbs.;  wks.  owned  by  priv.  Ce 

MANSFIELD,  p.  1,645;  f.  area,  1,215  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv..  wd.,  1  to  3 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 1  h^nd  eng.,  1  c.  eng.,  1  h.  ft  L  tzk.,  i 
hose  car.:  hose,  cot,  rub.  lined,  gd..  1,200  ft: 
f.  aL.  elec.  ^s.  being  installed;  vaL  equip..  $2,500; 
vaL  bldgs.,  $3,600;  exp.  dept,  $100;  tot  mem.. 
100  voL 

Water  Supply — Src,  spr.;  sys.,  grav.  ft  pomp  tc 
res.;  res.  cap.,  11,000,000  gala.;  2  pump,  eag.; 
mains.  8  m.;  46  hyd.;  800  aerv.;  pres.,  dom.  100 
lbs.,  I.   100  lbs.;  wka.  owned  by  Co. 

MARIENVILLE,  p.  800;  f.  area,  160  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  3  stor.: 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c,  eng.,  l.>  c.  har.i 
ex.,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd..  Ti 
ft.;  f.  aL,  bell;  val.  equip.,  $1,200;  vaL  bldgs. 
$700;  exp.  dept,  $25;  voL 
*  No  waterwka. 

MARIETTA,  p.  2,079;  f.  area,  2,000  a.;  mere, 
bldgs.,  bk.,  3  stor.;  priv.,  wd..  2  stor.:  wd.  rfs 
perm.;  fwks.  ft  combt  ord.  P.  dept — 1  str.,  1 
hand  eng.,  1  h.  ft  1.  trk.,  8  hose  car.:  hose.  cot., 
rub.  lined,  gd.,  1.000  ft;  leather,  gd.,  300  ft: 
inf.,  100  ft;  tot  hose,  1,400  ft;  t  aL,  b^;  vaL 
equip.,  $8,000;  val.  bldgs..  $7,000;  tot  mem.,  S-^ 
vol. 

Water  Supply — Src,  mountain  strms.;  sys.,  grav 
ft  pump  dir.;  res.  cap.,  1,500.000  gals.;  pomp. 
eng.,  cap.  day  600.000  gals.;  mains,  c  L,  9  ra.. 
4  to  12  in.  dia.;  43  hyd.;  38  v.;  500  serv.;  pipe, 
galv.  L;  pres,,  f.,  75  lbs.;  cost,  $76,427;  cwt  mtie.. 
$1,600;   wks.   ovmed  by   Co. 

MARS,  p.  1,800;  f.  area,  160  a.;  mere  bl4n,  bk. 
ft  wd..  1  ft  2  6tor.;  priv.,  bk.  ft  wd.«  1  ft  2  star., 
wd.  rfs.  porm.  in.  f.  area;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — *1  c  eng.«  2  hose 
oarts;    hoee,    cot.,    rub.    Uned,    gd.,    800    ft.;    L 
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al.,   bell;   vaI.   eouip.,  $1,000;  vkL  bldgs.,  91|000; 
tot.  mem.,  70  vol. 

Water  Supply — Src,  wells  k  spr.,  in  bus.  cent.; 
sys.,  pump  dir.;  res.  cap.,  39,000  gals.;  2  pump, 
eng.,  cap.  day,  100,000  gals.;  mains,  4  m.,  4  to 
6  in.  dia.;  29  hyd.;  28  v.;  218  met.;  pres.,  dom. 
&  t.  105  lbs.;  wks.  owned  by  city. 

MARYSVILLE,  p.  1,693;  priv.  bldgs.,  wd.,  S 
stor. ;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.  F. 
dept. — 1  hose  wag.,  1  hose  cart;  hose,  cot.,  rub. 
lined,  gd.,  1.000  ft.;  val.  equip.,  $1,000;  tot.  mem., 
76   vol. 

Water  Supply — Src,  spr.,   1  m.  bus.   cent.;  sys., 

Srav.;  res.  cap.,  266,000  gals.;  1  pump,  eng.,  cap. 
ay,  700,000  f^s.;  mains,  c  L,  8  m.,  4  to  8  in. 
dia.;  24  hyd.;  21  v.;  150  met.;  315  serv. ;  pipe, 
galv.  i.  ;•  pres.,  dom«  k  f.  40  to  80  Ib<s.;  cost, 
$60,000;  cost  mtce.,  $8,000;  wks.  OD^-ned  by 
priv.  Co. 

MASONTOWN,  p.  890;  f.  area,  200  a.;  mere 
bldgs.,  bk.  A  wd.,  2  jc  8  stor.;  priv.,  bk.  k  wd., 
1  &  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c 
eng.,  1  h.  &  1.  trk.,  c.  hand  ex.,  1  hose  reel;  hose, 
rub.  lined,  gd.,  1,000  ft.;  f.  al,  elec  gong;  val. 
equip.,    $2,000;    tot.    mem.,    20    vol. 

Water  Supply — Src,  riv.,  1^  m.  bus.  cent.; 
srs.,  grav.;  res.  cap.,  100,000  gals.;  1  pump,  eng., 
cup.  day  14  5,000  gals.;  mains,  c  i.,  4  m.,  4  to  6 
in.  dia.;  12  hyd.;  15  v.;  261  met.;  pres.,  dom.  & 
f.,  85  lbs.;  cons,  day,  35,000  gals.;  wks.  owned 
by  city. 

MATAMORAS,  p.  1.888;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk.,  stn.  k  wd.,  2  to  8  stor.;  priv.,  wd.,  2 
to  3  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  c 
hand  ex.,  2  hose  reels.;  hose,  rub.  lined,  gd.,  1,000 
ft.;  f.  al..  gong;  tot.  mem.,  68  voL 

Water  Supply — Not  reported. 

MAUCH  CHUNK,  p.  4,081;  f.  area,  2,000  a.; 
mere,  bldgs.,  stn.,  bk.  k  wd.,  8  &  4  stor.;  priv., 
bk.  k  wd.,  3  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2 
str..  1  hand  eng.,  1  c  hand  ex.,  2  h.  k  I.  trie,  2 
hose  wag.,  5  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  2,850  ft.;  rub.,  gd.,  800  ft.;  inf.,  350  ft.; 
tot.  hose,  3,500  ft.;  f.  aL,  wh.;  val.  equip.,  $20,- 
000;  val.  bldgs.,  $17,000;  exp.  dept.,  $300;  tot 
mem.,   200  voL 

Water  Supply — Src,  spr.  k  wells,  2%  m.  bus. 
cent.;  sys.,  grav.*  res.  cap.,  2,272,400  $«l8.,  loc 
W.  B'way  k  E.  Hauch  Chunk;  mains,  c.  i.,  12  m.. 
8  to  10  in.  dia.;  54' hyd.;  110  v.;  860  aerv.;  65 
met.;  pipe,  lead  k  L;  pres.,  dom.  ft  f.  60  Ibe.;  ooat, 
$86,048;  cost  mtce.,  $4,041;  wks.  owned  by  Co. 

MAYFIELD,  p.  8.662;  f.  area,  640  a.;  bldgs., 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  f.  inv. 
F.  dept. — 3  hose  carts;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft.;  inf.,  500  ft.;  tot.  hose,  1,500  ft;  wh. 
al. ;  val.  equip.,  $2,000;  vaL  bldgs.,  $2,000;  tot. 
mem.,   200   vol. 

Water  Supply — Src,  wells  k  cisterns,  6  m.  boa. 
cent;  m.,  grav.;  mains,  c  L,  4  to  8  in.  dia.;  17 
hyd.;  40  v.;  6  met;  400  serv.;  pipe,  galv.  1.;  pres., 
dom.  &  f.  100  \bi.;  oons.  day,  700,000  ga1«. ;  wks. 
owne<J  by  priv.  Co. 

MEADVILLE,  p.  12,780;  f.  area,  11,000  a.; 
mere  bldgs.,  stn.  k  bk.,  2  to  7  stor.;  priv.,  bk. 
k  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept. — >1  auto.  comb,  trk.,  1  auto, 
b.  k  1.  trk.,  1  str.,  1  auto.  comb.  c.  k  wag.,  8 
€.  hand  ex.,  3  hose  carts;  hose,  cot,  rub.  lined,  gd., 
7,000  ft;  inf.,  500  ft;  tot  hose,  7,500  ft;  f.  al., 
Gamewell,  43  bx.;  val.  equip.,  $31,000;  vaL  bldgs., 
$15,000;  exp.  dept,  $11,765;  tot  mem.  850,  pd. 
full  time  5,  pd.  part  time  1,  vol.   344. 

Water  Supply — Src.  wells.  2  m.  bus.  cent:  sys., 
pump  to  res.;  res.  cap.,  5.000.000  gals.;  pump. 
eng.,  cap.  day,  7,000,000  gals.;  mains,  c  i.,  83.41 
m.,  2  to  20  in.  dia.;  161  hyd.;  met.  1,922;  2,967 
serv.;  pres.,  dom.  k  f.  60  to  122  lbs.;  cons,  day, 
2.000,000  gals.;  cost,  $351,499;  cost  mtce.,  $15,- 
000;  wks.  owned  by  city. 

MECHANICSBURQ,  p.  4,469;  f.  area.  400  a.; 
mere,  bldffs.,  bk.,  2  to  4  stor.;  priv.,  bk.  &  wd., 
2  &  3  stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord. 
F.  dept. — 2  str.,  1  c.  eng..  4  c  hand  ex.,  1  h.  & 
1.  trk.,  3  hose  carts,  1  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  1,800  ft;  f.  al.,  bells;  val.  equip..  $10,- 
500;  vaL  bldgs.,  $24,000;  exp.  dept,  $12,000;  tot 
«nem.,   295  vol. 


Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  sys., 
pump  to  res.  k  dir.;  res.  cap.,  1,850,000  gals.; 
pump,  eng.,  cap.  day  172.800  gals.;  msius,  c  i., 
10  m.,  4  to  12  in.  dia.;  50  hyd.;  760  serv.;  pipe, 
c  i.  k  lead;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cost, 
$6,600;  wks.  owned  by  Co. 

MEDIA,  p.  8,662;  f.  area,  1,280  a.;  mere  bldgs., 
bk..  k  stn.,  8  stor.;  priv.,  bk.  k  stn.,  8  stor.; 
wd.  rfs.  perm.;  no  fwks.  k  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  1  comb,  c  k  h.  wag.,  4 
c.  hand  ex.,  1  h.  &  L  trk.,  2  hose  car.;  hose,  cot. 
rub.  lined,  gd.,  2,000  ft.;  f.  aL,  telp.  k  bell;  val. 
eouip.,  $10,000;  exp.  dept,  $700;  tot.  mem.,  280 
vol. 

Water  Supply — Src,  Ridley  Creek,  %  m.  bus. 
cent;  sys.,  pump  to  res.  k  stdp.;  stdp.  cap.,  250,- 
000  grals.;  dim.,  35  x  35;  mat,  iron;  res.  cap. 
1,2 50,000  gals.,  loc  in  borough;  8  pump,  eng.,  cap. 
day,  2,000,000  gals.;  mains,  c  L,  14  m..  2  to  10 
in.  dia.;  70  hyoL:  100  v.'  met,  18:  1,000  serv.; 
pipe,  lead;  pres.,  aom.  80  lbs.,  f.  30  lbs.;  coos,  day, 
487,000  gals.;  cost,  $162,000;  cost  mtce.,  $5,000; 
wks.  owned  by  borough. 

MERCER,  p.  2,026;  bldgs.,  wd.  k  bk.,  2  k  Z 
stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord. 
F.  dept. — 1  h.  k  1.  trk.,  2  hose  carts;  hose,  rub., 
gd.,  1,500  ft;  inf.,  50  ft;  tot.  hose,  1,650  ft; 
tot.  mem.,  60  vol. 

Water  Supply — Src,  creek,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  cap.,  75,000  gals.,  mat  sti.; 
2  pump,  eng.,  class  trip,  k  dup.,  cap.  day  160,000 
gals.;  mains,  c  i.,  4  m.,  4  to  6  in.  dia.;  33 
hyd.;  12  v.;  800  serv.;  pres.,  dom.  40  lbs.,  f.,  150 
lbs.;  cost,  $24,500;  cost  mtce.,  $3,000;  wks.  Owned 
by  Co. 

MERCERSBURQ,  p.  1,410;  f.  area,  130  a.; 
bldgs.,  bk.  k  stn.,  2^8  stor.;  priv.,  bk.  k  stn., 
2  stor.;  wd.  rfd.  perm.;  fwks.  ord.;  cause  of  f.  inv. 
F.  dept. — 1  stm.  eng.,  2  hose  car.;  hose,  cot,  gd., 
2,000  ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $6,600; 
val.  bldgs.,  $5,000;  exp.  dept,  $100;  tot  mem.,  40 
vol. 

Water  Supply — Src,  mountain  str.,  6  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  4,000,000  gals,  day; 
mains,  c.  i.,  8  m.,  4  to  12  in.  dia.;  25  hyd.;  6 
met;  pres.,  dom.  k  f.,  80  lbs.;  cons,  day,  200,000 
gals.;  cost.  $80,000;  cost  mtce.,  $1,000;  wks. 
owned  by   Co. 

MESHOPPEN,  p.  630;  f.  area,  16  a.;  mere 
bldgs.,  wd.  k  bk..  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.  F.  dept. — 1 
h.  k  1.  trk.,  1  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,200;  tot. 
mem.,   80  vol. 

Water  Supply — Src,  brook,  spr.  k  dam,  1^  m. 
bus.  cent;  qys.,  dir.  pres.  k  grav.;  res.  cap..  260,- 

000  gals.;  mains,  c  i.,  8V6  m.,  4  to  6  in.  dia.;  17 
hyd.;  100  serv.;  pipe,  galv.  i.;  f.  pres.,  65  lbs.; 
cost,  $18,000;  wks.  owned  by  Co. 

MEYERSDALE,  p.  8,741;  f.  area,  2,660  a.; 
mere  bldgs.,  bk.,  4  stor.;  pilv.,  bk.  k  wd.,  1  k  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt 
ord.;    causes   of   f.    inv.      F.    dept. — 2    c   hand   ex., 

1  h.  <!k  1.  trk.,  1  hose  wag.,  8  hose  car.;  hose,  oot., 
rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell  k  wh.;  val. 
equip.,  $4,000;  val.  bldgs.,  $6,000;  tot  mem.,  60 
vol. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  6,000,000  gals.;  8  pump,  eng., 
cap.  day,  220,000  gals.;  mains,  e  L,  14  m.,  2  to  8 
in.  dia.;  32  hyd.;  20  v.;  800  serv.;  16  met;  pipe, 

ralv.    i.;    pres.,    dom.    k    f.    50    to    125    lbs.;    cost 
90,000;  cost  mtce.,  $2,000;  wks.  owned  by  Co. 

MIDDLEBURG,  p.  1,000;  f.  area,  820  a.;  mere 
bldgs..  bk.  k  wd.,  1  &  2  stor.;  priv.,  bk.  k  wd.,  1 
k  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  hose 
car.;  hose  cot.,  nib.  lined,  gd.,  800  ft.;  f.  al., 
bell;  val.  equip.,  $1,000;  tot.  mem.,  20  vol. 

Water  Supply — Mountain  strm.,  8.000  ft.  bus. 
cent.;  sys..  grav.;  res.  cap.,  360.000  gals.;  mains, 
c.  i.,  8  m.,  4  to  8  in.  dia.;  20  hyd.;  14  v.;  pipe, 
jfalv.  &  wrt.  i.;  pres.,  dom.  85  to  105  lbs.;  f.  85 
to  105  lbs.;  cons,  day,  90,000  gals.;  cost  mtce., 
$75;   wks.   owned   by  priv.   Co. 

MIDDLETOWN.  p.  5.374;  f.  area.  640  a.;  mere 
bldgs.,  bk.   k  wd.,   2   &   3   stor.;   priv.,   bk.   k  wd., 

2  &  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
&  combt.  ord.  F.  dept. — 1  e  eng.,  8  hose  car.;  tot. 
hose,    2.000   ft.;   f.    al.,   bell;   vaL    equip.,   $4,000; 
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ral.  bldgs.,  $8,000;  ezp.  dept.,  $500;  tot  mem., 
275  voL 

Water  Supply — Src..  spr..  Iron  Ifine  Run,  8H 
m.  bos.  cent.;  sys.,  gr&y.,  pump  to  stdp.  k  dir.; 
Btdp.  cap.,  250.000  gals.,  loc  cent,  of  town,  mat. 
iron;  solid  masonry  dam,  cap.  48,000,000  gala., 
loc.  in  ravine  S  m.  town;  1  pump,  eng.,  class 
trip.,  cap.  day.  1,000,000  gals.;  malna,  c.  i.,  10 
m.,  4  to  12  in.  dia.;  30  hyd.;  20  v.;  600  sew.; 
pres.,  dom.  50  lbs.,  f.  90  lbs.;  cost,  #200,000; 
wks.  owned  by  Co. 

MIDLAND,  p.  5.000;  f.  area,  1,200  a.;  mere, 
bldgs..   bk.   &  wd.,    1   &   2   stor.;  priv.,   bk.  6c  wd., 

1  ft  12  stor.;  wd.  rfs.  perm,  in  f.  area.;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  hose 
reels.  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd., 
600  ft;  f.  a].,  bell;  val.  equip.,  $500;  val.  bldgs., 
$16,000;    exp.    dept.   $36;    tot.    mem.,    32    vol. 

Water  Supply — Src.  wells.  1  m.  bus.  cent; 
sys.,  pump  dir.;  3  pump,  eng.;  cap.  day,  60.000,- 
000  gals.;  26  hyd.;  pres.,  dom.  ft  f.  100  lbs.; 
wks.  owned  by  Co. 

MIDWAY,  p.  941.  F.  dept — 1  c.  eng.,  2  hose 
reels,  1  comb,  c  ft  h.  wag.;  hose,  cot,  rub.  lined, 
gd.,  860  ft;  f.  al.,  bell;  vol. 

Water  Supply — Not  reported. 

MIFFLINBURG,  p.  1,550;  mere,  bidga.,  bk.  ft 
wd.  F.  dept. — 1  h.  ft  1.  trk.,  2  hoae  car.;  hose, 
1,500  ft;  f.  al..  bell;  tot.  mem.,  60  vol. 

Water  Supply — Src.,  mountain  strm.;  ays.,  grav.; 
res.    cap.,    94,275   gals.;    40   hyd. 

MIFFLINTOWN,  p.  954;  f.  area,  640  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.  ft  stn.,  2 
ft  2Vi  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  L 
trk.,  1  hose  wag..  1  hose  car..  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  700  ft;  f.  al.,  wh.;  val.  equip., 
$8,000;  val.  bldgs.,  $600;  ezp.  dept,  $60;  tot 
mem.,  45  vol. 

Water  Supply — Src.,  Macedonia  Run,  i%  m. 
bus.  cent;  sys.,  grav.;  res.  cap.,  400,000  gals.; 
mains,  c.  i.,  7  m.,  4  to  8  in.  d!a.;  12  hyd.;  26 
v.;  400  serv.;  pipe,  iron;  pres.,  dom.  75  lbs.,  f. 
75  lbs.;  cost,  $40,000;  wks.  owned  by  Co. 

MILFORD,  p.  872.  F.  dept. — 3  hose  reels,  1 
h.  ft  1.  trk.,  1,700  ft.  hose;  f.  al.,  bell;  tot.  mem., 
60;  vol. 

Water  Supply — Stdp.  cap.,  90,000  gals.;  mains, 
8  m.,  8  to  8  in.  dia.;  54  hyd.;  wks.  owned  by  city. 

MILLERSBURQ,  p.  2,034;  f.  area,  100  a.; 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  wd.  rfa.  perm.;  fwka. 
ord.  F.  dept. — 3  hose  carts,  1  c  eng.;  hoee,  oot, 
rub.  lined,  gd.,  1.600  ft.;  f.  al.,  bell  ft  telp.;  vaL 
equip.,  $1,700;  val.  bldgs.,  $1,000;  tot  mem., 
60   vol. 

Water  Supply — Src,  spr.  ft  wells,  2  m.  bus. 
cent;  sys.,  pump  to  res.;  res.  cap.,  600,000  gala.; 
3  pump,  eng.,  class  trip.,  cap.  day,  500,000  gals.; 
mains,  c  i.,  12  m.,  4  to  10  in.  dia.;  35  nyd.; 
15  met;  700  serv.;  pipe,  galv.  i.;  pres.,  dom.  65 
lbs.,  f.  65  to  70  lbs.;  cons.  day.  175,000  gals.; 
wks.  owned  by  priv.  Co. 

MILLERSTOWN.  p.  903;  f.  area.  480  a.;  mere, 
bldgs.,  wd.,  2  fitor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv, 
F.  dept. — 1  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,200;  exp. 
dept,   $100;  tot  mem.,  41  vol. 

Water  Supply — Src.  spr.,  1%  m.  bus.  cent; 
qrs.,  grav.  ft  pump;  res.  cap.,  225,000  gals.;  mains, 

2  m.,  8  to  6  in.  dia.;  14  hyd.;  90  serv.;  pipe,  c  i., 
pres.,  f.  100  lbs.;  cost,  $8,000;  cost  mtce.,  $175; 
wks.  owned  by  city. 

MILLHALL,  p.  1,043;  f.  area,  700  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  &  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  2  hose  car.; 
hoae,  1,700  ft;  f.  al.,  wh.;  val.  equip.,  $6,825; 
val.  bldgs.,  $1,000;  exp.  dept,  $75;  tot  mem.,  65 
vol. 

Water  Supply — Src,  strms.;  f.  pres.,  130  lbs. 

MILLVALE,  p.  7,861;  f.  area,  5,120  a.;  bldgs., 
wd.  ft  bk.,  2%  ft  3  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1, 
trk.,  Halloway  f.  ex.  ft  hose  wag.,  8  reels,  1  hose 
wag.,    1    hose   car.,    2    hrs.;   hose,   cot,   rub.   lined, 

fd..  2.450  ft;  f.  al.,  Oamewell,  10  bx.;  vaL  equip., 
5,000;    val.    bldgs.,    $15,000;    exp.    dept,    $200; 
tot  mem.,  40  voL 


Water  Supply — Src,  riT.,  %  m.  bus.  cent;  qra.. 
pump  to  res.;  rea.  cap.,  460,000  gala.,  loc  on 
hillside;  2  pump,  eng.,  cap.  day  4,000,000  gala.; 
malna,  c  i.,  7H  m.,  4  to  12  in.  dia.;  87  hyd.; 
75  v.;  5  met;  1,250  serv.;  pipe,  lead;  pres.,  dom. 
100  lbs.,  f.  180  lbs.;  cons,  day,  1,000.200  gals.; 
cost,  $160,000;  coat  mtce.,  $12,000;  wks.  owned 
by  borough. 

MILTON,  p.  7.460;  mere  bldgs.,  bk..  2  ft  8 
stor.;  priv..  wd.  ft  ntn.,  2  ft  8  stor.;  wd.  rfa.  not 
perm.;  fwka.  ft  combt  ord.  F.  dept — 1  str.,  1 
c  eng.,  25  c  hand  ex.,  4  hose  wag.,  5  hoae  car.,  8 
hra.;  hoae,  cot,  rub.  lined,  gd.,  4,000  ft;  rah.,  gd.. 
2,500  ft;  leather,  800  ft;  tot  hose,  6.800  ft; 
f.  al.,  bell;  val.  equip.,  $8,000;  val.  bldgs.,  $S.> 
500;  exp.  dept,  $650;  tot  mem..  SO,  pd.  part 
time;   undrs.   rating,   third  dasa. 

Water  Supply — Src,  creek,  9  m.  bus.  cent;  sys., 
grav.,  pump  to  res.;  res.  cap.,  2,000000  gals.,  loc 
northeaat  of  town;  2  pump,  eng.,  etp.  day  600,000 
gals.;  mains,  c  i.,  25  m.,  4  to  12  in.  dia.;  175 
hyd.;  100  v.;  met,  10;  1,200  serr.;  pipe,  galv.  L; 
pres.,  dom.  60  lbs.,  f.  75  lbs.;  cons,  day,  1.000.000 
gals.;  cost  $95,000;  cost  mtce,  $3,500;  wks. 
owned  by  Co. 

MINERS  MILLS,  p.  8,169;  f.  area.  1  aq.  m.; 
mere  bldga.,  wd.,  2  'Stor.;  priv.,  wd..  2  stor.;  wd. 
rfs.  not  perm,  fn  f.  area;  fwka.  ft  combt  ord.:  causes 
of  f.  inv.  F.  dept — 1  b.  ft  1.  trk.,  1  hose  car..  1 
hose  wag.;  hose,  gd.,  2,000  ft;  int.,  600  ft;  tnt. 
hose,  2,600  ft.;  f.  al..  telp.  ft  elec;  val.  equip., 
$2,500;  val.   bldga..   $5,000;   tot.   mem.,   70  toL 

MINERSVILLE,  p.  7,240;  f.  ar«a.  650  a.;  bldga., 
wd.  ft  bk..  2  ft  8  stor.;  wd.  rfa.  perm.;  no  fwks.  k 
combt.  ord.  F.  dept — 1  str..  2  c  eng.,  1  b.  ft  L 
trk.,    1    hose   wag.,    1    bra.;   hoee,   oot,  fub.  lined. 

fd.,  2,000  ft;  f.  al.,  Ckmewell,  14  bx.:  vaL  equip.. 
20,000;    vaL    bldga.,    $12,000;    exp.    dept,    $YuO; 
tot  mem.,  400  vol. 

Water  Supply — Src,  spr.,  4  m.  boa.  cent;  an^ 
grav.;  rea.  cap.,  100,000,000  gala.;  mains,  c  1. 
15  m.,  4  to  14  in.  dia.;  40  hyd.;  met.,  35;  2.600 
aerv.;  pipe,  lead;  prea.,  dom.  120  to  140  Ibs^  f. 
155  lbs.;  cost,  $107,000;  cost  mtce,  $8,000;  wks. 
owned  by  Co. 

MONACA,  p.  8.876;  mere  bldga.,  wd.     F.  dept 

1  hose    car.;    hose,    2,000    ft;    f.    al.,    elec;   tot. 
mem..   20   vol. 

Water  Supply — Sya.,  pump.;  res.  cap.,  700,000 
gals.;  pump.  eng..  cap.  day  2,000,000  gala.;  pres., 
dom.  142  lbs.;  wka.  owned  by  city. 

MONONGAHELA  CITY,  p.  7,598;  f.  area,  SOO 
a.;  mere  bldgs..  bk..  1  to  5  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  f«k& 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  tri^.  1 
hose  wag.,  2  hose  cart,  2  lira.;  hoae,  cot,  rub. 
lined,  gd.,  2,500  ft;  f.  al..  wh.,  19  bx.;  val. 
equip.,  $2,000;  val.  bldga.,  $5,000;  ezpL  dept, 
$600;   tot.   mem.,  45  voL 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys.. 
pump  to  res,  ft  dir.;  rea.  cap.,  2,000.000  gals.  loc.  I 
m.  south  of  city;  5  pump,  en^.,  daas  comp.  dup.. 
cap.  day  5.000,000  gala.;  mams,  c  L,  18  ra..  i 
to  12  in.  dia.;  50  hyd.;  pres.,  dom.  120  Ib^.,  f- 
120  lbs.;  cons,  day,  2,000,000  gals.;  cost  $265.- 
000;   cost   mtce.,   $8,000;   wka.   owned  by  Cc 

MONESSEN,  p.  11.775;  f.  area,  500  a.;  merr. 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  ator.;  pri«.,  wd.  24 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combL 
ord.;  caxKC*  of  f.  mv.  F.  dept — <l  comb,  c  ft  k- 
wag.,  1  auto.  comb,  c  ft  h.  trk.,  1  h.  ft  L  trk..  6 
c.  hand  ex.,  2  hofte  csrta,  2  hra.;  hoae,  cot.,  roK. 
lined,  gd.,  5,000  ft;  inf.,  SOO  ft;  tot  boee.  5.30(» 
ft.;  f.  al.,  wh.;  val.  equip.,  $16,000;  val.  bldgs.. 
$10,000;  exp.  dept,  $200;  tot  mem..  60  voL 

Water  Supply — Src,  riv.,  2  m.  bus.  cent;  sjb.. 
pump  to  etdp.;  stdp.  cap..  1,500,000  gala.;  r««. 
cap.,  5,000,000  gals.;  6  pump,  eng.:  cap.  dsy. 
9,000,000  gals.;  mains,  20  m..  4  to  SO  in.  dia.; 
87  hyd.;  met,  560;  2,200  serv.;  pipe,  lead;  pres.. 
dom.  ft  f.  115  Iba.;  cons.  day.  2.000,000  gals.. 
wks.  owned  by  Co. 

MONTGOMERY,  p.  1,490;  f.  area,  886  a.;  bld|ES.. 
bk.,  stn.  ft  wd.;  wd.  rfs.  perm.     F.  dept — 1  str- 

2  hose  car.;  hoae,  gd.,  1,200  ft;  int,  200  it; 
tot  hose,  1,400  ft;  f.  al.,  bell;  tot  mem.,  47 
vol.;  exp.  dept.  $450. 

Water  Supply— Src.  wells;  aya.,  pump  to  ns.: 
res.    cap.,    1,000,000   gala.;   pump,   eng.;   mains.  5 


WlUr  Supply — Src..  creek,  nipv^riag  ilw  Alden. 
West    Niimrakc,    Aiondnlc.    Sleme   4    Olenljon.    6 

op/'day  4,TDa',80n  giii.;  miini.  c.  l'.,  «0  m..  S 
10  20  In.  dii.i  ISS  mU:  !S0  v.;  met..  SOD: 
«,HO0    aeiT.:    pipe,    j»!v.    l.;    pret..    dom.    42    Jb».. 


«*.  cot.,  tub.  lined,  gd..  1.100  It.:  int..  »50  (I.; 
I.  iioBe,  l,<sn  (I.;  f  iL,  brU:  v»l.  tquip-  •S." 
10:  v.l.  bldgi..  »10,000:  wp.  depi.,  (SOO;  mem., 


rea.  cup.,  3.000.000  Kila. : 
rn.  dii.;  71  byd.;  pipe.  JriM 
r.  40  lb!.;  vkL  owned  bf  p 
NATRONA,    p.    S.4. 


bldgt.,  bic.  «  vd..  3  b 


;  priv.,  bit.  i  wd.,  »  A  I 


dI  r.  int.  F.  dept.— li  c.  lund  ei..  1  h.  6 
tfk.,  3  ho«  cur.;  hoae.  cgt..  rub.  lined.  g>l..  S.oi 
ft.j  ^nf.,  200  ft.-,  tot.  hoie.  2. TOO  l\.;  I.  ■ 
CumeuFll  elec.  2i  bi.;  cal.  equip,  t  bldKS.,  fl' 


NAZARETH,  p.  3.BI8:  I.  irei.  tiO 
nk..  >In.  A  «i.;  »d.  rfi.  not  perm.  1 
li«nd  rne-   1  c-  'og.,   1  h.  ft  1.   Irk.,  8 


r    Supply — Sec., 


(    pumi 


lulni. 


)  10  in.  dit;  »S  liyd.:  70 
1,3S0  am.:  pipe.  Iron:  pres..  donu  4  f.  SO  io  IDO 
]lw.;  cnna.  doy.  900.000  gnls.;  cost.  (300,000: 
cotl  mice..  »3,O00;  wkB.  owm-d  by  priT.  Co. 

NEEGOPECK.  p,  2.000;  f.  ireii.  BO  i.  F.  dei>t. 
1  c;mil>.  c.  k  h.  »>e.,  1  h.  ft  1.  trh.,  buckets,  booti. 
chtini  H  ropei.  etc:  t.  il.,  bell;  vsl.  equip.. 
tl.GOO:  ral.  bldgi.,  12. ODD;  exp.  depl.,  |1S0:  lot. 
mem..   6J  ml. 

ion  h.vd. 


ft  bh..  2iIor.:  »d.  rfLpenn.:  f«ks.  ft  combt.  ord.: 
MU!f>  nl  f.  inv.  F.  depl.— 2  c.  eng.,  1  h.  4  L 
irk.,  2  bose  rarti;  base,  got.,  rub.  llnrd,  ||d..  t.700 
It.;  inf..  300  [[.:  tot.  hofe.  2,000  ft.:  I.  i1..  «h,: 


NEW    BLOOMFIELD, 


1,000.      F.   depl.— Not 


l.'io  Ihi,';  COM,  i'ls.oo'o;  nkV  omed  by   <.o. 

NEW  BRIGHTON,  P.  S.32»;  I-  "fa".  8S0  »  : 
mere,  bldgi..  bk.  k  wd„  2  to  0  itor.:  priv..  bk.  t 
ud..  1  10  3  nor.:  wd.  Tit.  not  perm,  ic  I.  area:  (vk:d- 
ft  eombl.  ord.;  cauHg  ol  I.  Uir.  F.  dept.— 10  t. 
bind  ex.,    1    auto.    comb,   c   ft  b.    nfc..    1    h.  ft    L 

nibV  lUiHl.  g<L.  i'.UbO  tU:  inl..'  400  ft.':  tat.'bo«.' 
4.0fi0  It.;  I.  a1.,  bell  ft  lelp.;  v«L  equip..  tlS.OOO^ 
>bL  bM«ii..  120,000;  eip.  dept..  (1,200:  tot.  raem. 
43.    ih).    lull    limE    1,   >aL    4s;   ondrs.    raUnc    Brai 

Watar  Supply— Srt,  riv.,  3  a.  boa.  ctst.;  lya., 
pump  to  rei.  ft  dir.;  rec  cap.,  1.000,000  (nil.: 
H   |iunip.   tut;   cap.    day    18.000^000    nl*.;    maini. 

leS:  ISO  KIT.;  pipe,  lead;'  prea.,  dom.  ft  l\,  ItO 
Iba.;  COM.  d*y,  t.DOO.OOO  gilt.;  coft.  tlSt.BOO: 
Mat  mice..  »20.OOO;  wks.  owned  by  B.  V.  W.  Co. 
NEW  CASTLE,  p.  SG,2S0:  I.  im.  4.B50  a.; 
men.   bldgi.,    bk.   ft   Mn..    2    ft   7    atnf.;   prii.,   bi. 

ord.;  ciuaei  of  f,  inv.  F.  depL — 1  chiefa  alHO..  : 
auto.  comb,  t  ft  ha^e  wa^..  1  trip.  comb.  1111,3 
equipped  wilb   l.OOO  fl.  2Vt  In.  boH,  ladder*,  I  c. 

lined,  gd.i  10,000  ft;  "1.  aL.  Gamewell,  BS  bs.; 
Mil.  equip.,  tSG.OOO;  III,  bldga..  >SO,000:  env 
dcpt,.   123.650:   tot-   mem.   21S.  pd.   lull    time   •!. 

Watar  Supply — 8rc.,  ShnugD  BIr.,  1^   m.  btta. 

HTit,;    19a..    pump    to    aldp.:    aldp.    tap.,     SJi.OOo 

O0o'"piir"loc.  ii  m!  «iwin;  S  ^p"  e'^' «^ 
day  31,000.000  nli.;  maloi,  c  t..  BE  m.,  I  10 
20  In.  dii.;  3«B  ^d.;  478  ».;  met..  e.205;  S.13( 
aerv.;  pipe,  lead.  Iron;  prM.,  dom.  Hi  ]hu.;  eouL 
da>'.  BSS.OOO  Kal'.;  «fca.  owned  by  Co. 

NEW  CUMBERLAND,  p.  1,471;  bldn..  1  to  2 
ator.,  inoitly  wood.  <F.  dept.— 1  cofflb.  c.  ft  k 
vug..   S  c.   hind  ei.,   1   huie   ml:  boae.   cot.,  nib 

l,(io6  It.;'  val.  eiiuip'.,  11,(100;' TaL  buipL.  •S.OOO; 

Water  Supply— Src.,  apr..  S  m.  bu.  out;  tyv, 
gnr.;  Tea.  cap.,  4.000,000  nt*.;  tnain*.  c  1.  24 
m.i  20  hjd.:  160  aerr.:  prea.,  (.  90  Ibfc:  catl. 
135.000:  wka.  onued  by  Co. 

NEW  HAVEN,  p.  2.000.  Consolidaled  with  Con 
nellsvllle. 

NEW  HOLLAND,  p.  1,10S;  t.  area.  100  ■.:  mere. 
bldga.,  bk.  ft  wd.,  2  ft  a  stor.:  pri>.,  bk.  ft  mL.  i 
slor.;    no    titka.-ft    combt.    ord.  .  F.    dept. — !•   t 

1430;  •al.  bldn.,  IISO:"tot.  mem.,  Tg' rsL 

Wattr  Supply — Sn..  apr^  S  m.  bua.  cent-;  Vm^ 
BUY.;    Tcs.    cap.,    000,000    gala.:    maini.    e.    L^J 

niT.    L;    pre*.,    dom.    6S    Iba.,    L    00    11m.:    nw. 

NEW  HOPE.  p.  I.O.'S,  I.  area.  1  m.  aa.;  men. 
bldji,  itn.  ft  l>k..  214  alor.;  priv..  wd.  ft  bk..  2't 
•tor.:  Hd.  rfa.  perm,;  no  F«ki.  onl.  F.  dcM.— I 
sir.,  a  boar  rar.;  boae,  gd..  1,100  It.:  bdl  al; 
val.  equip.,  tS.OOO;  val,  brdfL,  t4,B00:  up.  dfpt~ 
*4iO:  loL  mem.,  SO  voL 

Watar  Supply — Src,  canil,  riv.  k  mill-dam. 

NEW  KENSINOTON,  p.  7.707;  t.  tnA,  l,t«0  a.: 
mere  bidge.,  un.,  bk.  ft  wd.,  1  to  4  ator.;  per*., 
bk.  ft  «d..  2  nor.;  Ivkf.  ft  combt.  ord.;  aBH* 
(.  fnv.  F.  dept. — 4  c,  hand  m..  1  h.  ft  L  lit. 
X  bnie  Tag.,  1  hoae  cart:  boat,  cot.,  nk  Iteei 
gd..  a.900  It.;  1.  al..  bell  ft  wh.;  nL  eqidp^  ••• 
500:   val.  bidg*.,    IIBiOOai   eip.   depl^    •4e«:   Wt 

Water  Supply — Src.  Altegbeny  Rlv.,  12  n.  bsi 
cent.:  lya..  gnr.;  rea.  cap,.  10,000.000  (ala.,  Im. 
800  It.  above  bni.  eent.;  pomp.  turn..  c«p.  da> 
7.000.000  ml>.;  maina.  r.  1.,  12  ra..  4  to  to  h 
dii.;  GS  hyd.;  100  v.;  pipe,  lead;  pro.,  don.  *' 
Iba..  I.  12A  1ht,7  con.  t229.flOD:  eoat  Mb. 
12.(00;   vki.  on-ned  hy  Co. 

HEW  MILFORO,  p.  afi4.  P.  dept. — 1  bow  red,  1 
h.  ft  1.  Irk-:  bote.  coL.  nib.  lined,  jd..  SOO  h.. 
int.,  200  R.:  tot.  hoae,  1,000  R.;  t.  A,  bdl:  nt 

auip..    (1,000:    val.    bMira.,    12.000;    eip.    itt^ 
00;  tot.  mem.,  BO  Tol. 
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Water  Supply — Src,  Spring  Brook  Water  Co.; 
sys.,   grav.;   80  hyd.;   4  v. 

OLYPHANT,  p.  8,505;  f.  area,  800  a.;  mere, 
bldgs.,  Btn.,  bk.  A  wd.,  1  to  6  stor. ;  priv.,  stn.  k 
wd.,  2  ^  stor. ;  wd.  rfs.  perm. ;  fwks.  k  combt. 
ord. ;  causes  of  f.  inv.  F.  dept. — 1  comb.  c.  k  h. 
wag.,  1  c.  eng.,  1  h.  &  1.  trk.,  1  aer.  trk.,  3  hose 
wag.,  4  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft.;  inf..  1,500  ft.;  tot.  hose.  8,500  ft.;  f.  al., 
elec,  12  bx. ;  val.  equip.,  $2,500;  val.  bldgs., 
95.000;  exp.  dept.,  $2,800;  tot.  mem.,  160  vol.; 
undrs.  rating,  second  class. 

Water  Supply — Src,  moimtain  strm.;  sya.,  grav.; 
res.  cap.,  3,500,000  gals.;  mains,  10  m.,  6  to 
12  in.  dia.;  80  hvd.;  pres.,  dom.  140  lbs.,  f.  176 
lbs.;  wks.  owned  by  Co. 

ORBISONIA,  p.  618.  F.  dept— 1  h.  k  I.  trk.; 
f.  al.,  wh. ;  vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  sys., 
grav.;  mains,  c.  i.,  2  m.,  4  to  0  in.  dia.;  5  hyd.; 
pros.,  dom.  ^  f.  45  lbs.;  cost,  $12,000;  coat  mtce., 
$25;  wk«.  owned  by  priv.  Co. 

ORWIGSBURQ,  p.  1,801;  f.  area.  640  a.;  mere, 
bldgs.,  bk.  k  wd.,  2,  8  &  4  stor.;  priv.,  wd.  k 
bk.,  2  k  S  stor.;  wd.  rfs.  perm.;  fwka.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  2  hand 
eng.,  1  c.  eng.,  1  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft.;  rub.,  gd.,  500  ft.;  inf.,  800  ft.;  tot. 
hose.  1,800  ft.;  f.  al.,  bell;  val.  equip.,  $6,000; 
val.  bldgs.,  $2,500;  exp.  dept.,  $150;  tot.  mem., 
150    vol. 

Water  Supply — Src.,  spr.,  8  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  4,000,000  gals.;  mains,  c.  i.,  4 
m.,  4  to  12  in.  dia.;  28  hyd.;  met.,  3;  850  serv.; 
pipe,  lead,  prea.,  dom.  75  lbs.,  f.  75  lbs.;  wks. 
owned  by  city. 

OSCEOLA  MILLS,  p.  2,487;  f.  area,  12  a.; 
bldgs.,  bk.  k  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwka. 
'k  combt.  ord.  F.  dept — 1  h.  k  1.  trk.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  inf., 
800  ft;  tot  hose,  1,500  ft;  f.  al.,  elec,  9  bx.; 
val.  equip.,  $1,000;  val.  bldgs.,  $8,000;  exp.  dept, 
$250;  tot  mem.,  44  vol. 

Water  Supply — Src,  spr.  k  strm.,  4  m.  bua. 
cent.;  sys.,  grav.;  res.  cap.,  2,000,000  gals.;  mains, 
c  i.,  6^4  m.,  4  to  10  in.  dia.;  27  hyd.;  80  v.; 
met,  5;  508  serv.;  pipe,  galv.  k  wrt.  i.;  pres., 
dom.  6  to  200  lbs.,  f.  15  to  200  lbs.;  cost,  $88,> 
500;  cost  mtce.,  $1,100;  wks.  owned  by  Co. 

OXFORD,  p.  2,890;  f.  area,  1,280  a.;  mere, 
bldgs.,  wd.,  stn.  k  bk.,  1  to  4  stor.;  priv.,  bk.,  2 
k  8  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt  ord.; 
causes  of  f.  inv.     F.  dept. — 1   str.,   2  c  hand  ex.. 

1  hose  wag.,  1  hose  car.;  hose,  cot,  rub.  lined, 
gd..  1,850  tt.;  f.  al..  bell  k  wh.;  val.  equip., 
$5,000;  vaL  bldgs.,  $8,000;  exp.  dept.,  $600;  tot 
mem.,    160   vol.;   imdrs.   rating,   second   class. 

Water  Supply — Src,  2  drilled  8-in.  wells,  %  m. 
bus.  cent;  sys.,  pump  to  res.;  res.  cap.,  480,000 
gals.,  loc.  ai  station;  2  pump,  eng.,  cap.  day 
77.000  gals.;  mains,  c  i.,  6  m.,  8  to  6  in.  dia.; 
39  hyd.;  met,  12;  306  serv.;  pipe,  lead;  pres., 
dom.  10  to  12  lbs.,  f.  10  to  12  lbs.;  cons.  day. 
40,000  gals.;  cost,  $53,411;  cost  mtce.,  $1,600 
to  $1,900;  wks.  owned  by  city. 

PALMYRA,  p.  1,000;  f.  area,  9  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area ;  no  fwks.  k  combt  ord. ;  causes  of  f .  not  inv. 
F.  dept — 2  c.  eng.,  2  hrs.,  500  ft.  hose;  f.  al.,  wh.; 
vtkl.  equip.,  $2,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$300;  tot  mem.,  100  vol. 

Water  Supply— Src,  wells  k  spr,,  1  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  5.000,000  gals.;  1 
pump,  eng.,  cap.  day  200,000  gals.;  mains,  c  i., 
12  m.,  4  to  8  in.  dia.;  12  hyd.;  25  met.;  pres., 
dom.  26  lbs.;  cons,  day,  100,000  gals.;  wks.  owned 
by  priv.   Co. 

PALO  ALTO,  p.  1,837;  f.  area.  20  a.;  bldgs., 
wd.,  2  k  2\i  stor.;  wd.  rfs.  perm.;  fwks.  ord.; 
causes  of  f.   inv.     F.  dept. — 1  comb.  c.  k  h.  wag.. 

2  hose  car.;  hose,  cot,  gd.,  1.600  ft;  f.  al.,  bell 
k  wh.;  val.  equip.,  $3,600;  val.  bldgs.,  $600;  tot 
mem.,   80  vol. 

Water   Supply — Src,   from   Pottsville   Water   Co. 

PARKESBURG,  p.  2,522;  mere  bldgs.,  bk.  k 
wd..  2Vs  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  perm.; 
fwks.  k  combt.  ord.;  causes  of  f.  Inv.  F.  dept. — 
2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft; 
tot.  mem.,  120  vol. 


Water  Supply — Src,  spr.  k  wells;  qrs.,  pump  to 
res.;  res.  cap.,  1,200.000  gals.;  2  pump.  eng..  ctp. 
day  710,000  gals.;  mains,  12  m..  4  to  10  in.  dia.; 
25  hyd.;  500  serv.;  cost,  $65,000;  cost  mtce., 
$4,500;  wks.  owned  by  Co. 

PARKERS  LANDING,  p.  1,244.  F.  dept— 8 
hose  reels.  1,500  ft.  hose;  f.  al.,  bell;  tot  mem., 
48.  pd.  full  time  8,  45  voL 

Water  Supply — Src,  stdp.;  stdp.  cap.,  250.000 
gals.;  maina.  8  m.,  4  in.  dia.;  85  fajd.;  vka. 
owned  by  city. 

PARSONS,  p.  2,529;  mere  bldgs..  wd.,  2H 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfa.  perm.;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  c  band 
ex.,  1  h.  &  L  trk.,  4  hose  car.;  hose,  cot.,  mb. 
Lned,  gd.,  2,900  ft.;  f.  al..  bell  k  wh.;  val.  equip.. 
$2,500;  vaL  bldgs.,  $2,000;  exp.  dept,  $300;  tot. 
mem.,    80   vol. 

Water  Supply — Src,  Spring  Brook  Water  Supply 
Co.;  sys.,  grav.;  mains,  4  3-5  m.;  13  h>-d.;  pres., 
f.  60  lbs.;  wks.  owned  by  Co. 

PATTON,  p.  8,907.  F.  dept — Hose,  1,600  ft; 
tot.   mem.,   95  vol. 

Water  Supply — Src,  Chest  Crk.,  in  bos.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  1,000,000  gala.;  I 
pump,  eng.,  claas  dup.  comp.,  cap.  day  2,000,000 
gals.;  mains,  c  i.  k  wd.,  10  m.,  1  to  8  in.  dia.; 
30  hyd.;  met.,  28;  500  serv.;  pipe,  galv.  i.;  pn»., 
dom.  k  f.,  80  to  100  lbs.;  cons,  day,  700,000  gals.; 
wks.   owned  by  priv.   Co. 

PECKVILLE,  p.  8,000;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.  k  wd..  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  ris.  perm.;  fwks.  k  combt  ord.;  causes  of  f. 
inv.  F.  dept — 2  c  hand  ex.,  2  hose  wag.,  1  bo^ 
reel,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  3.500  ft.; 
f.  al.,  elec,  17  bx.;  vaL  equip.,  $6,500;  vaL  bldga^ 
$1,000;    exp.   dept,   $2,800;   tot    mem.,    45   voL 

Water  Supply — Src,  pea.;  sya.,  rrav.;  rea,  cap-. 
21,000,000  gals.;  maina,  c  k  galv.  L,  9  m.,  2 
to  10  in.  dia.;  19  hyd.;  20  v.;  met.,  1;  400  serv.; 
pipe,  galv.  i.;  pres.,  dom.  110  lbs.,  f.  185  Iba.; 
cost,  $50,000;  cost  mtce.,  $600;  wks.  owned  by  Co. 

PEN  ARGYL,  p.  8.967;  mere  bldgs.,  wd.,  8 
stor.;  priv.,  wd.,  2  stor.;  wd.  ris.  not  perm.;  fwks. 
ord.  F.  dept — 1  h.  k  1.  trk..  8  hose  car.;  hose, 
cot,  gd.,  950  ft;  inf.,  50  ft;  tot  hoee.  1.000 
ft;  f.  al.,  wh.  k  bell,  7  bx.;  vaL  equip.,  $1,000; 
vaL  bldgs.,  $800;  tot  mem.,  47  voL;  undrs.  rating, 
second  claaa. 

Water  Supply — Src,  spr.;  ays.,  grav.  to  pea.; 
cap.  res.,  12,000,000  gala.;  2  pumps;  10  m.  12- 
in.  pipe;  81  hyd. 

PENNSBURQ,  p.  1,500;  mere  bldgs..  bk..  2  to 
8  stor.;  priv.,  bk.  k  wd.,  1  to  S  stor.;  wd.  rfa.  perm.; 
fwks.  k  combt.  ord.;  cauaea  of  f.  inv.  F.  deint — S 
e  hand  ex.,  1  h.  Jc  L  trie.,  1  hoee  wag.*  1  htrnt  car.: 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft;  t  al.,  wh.;  60 
voL 

Water  Supply— ^Sre,  spr.,  1  m.  bus.  cent; 
sys.,  grav.  k  dir.;  res.  cap.,  1,000,000  gala-; 
mains,  4  to  12  in.  dia.;  85  hyd.;  15  v.;  prev, 
f.   97  lbs.;  wks.  owned  by  Co. 

PERKASIE,  p.  2,779;  f.  area.  800  a.;  mere, 
bldgs.,  bk.,  2  to  4  ator.;  priv.,  bk.,  S  to  S  stor.; 
fwks.  k  combt  ord.;  cauaea  of  f.  inr.  F.  dept — 1 
aer.  trk.,  3  hose  car.;  hose,  cot,  rub.  lined,  rd.. 
2,100  ft;  f.  aL,  wh.  k  gong;  vaL  bldga..  $S.0G0; 
exp.   dept,   $400;  tot  mem.,   75  voL 

Water  Supply — Src,  apr.,  2^  m.  boa.  cent.: 
sys.,  grav.,  with  pump,  auxiliary;  rea.  cap.,  100,000 
gals.,  mat.  cone  k  bk.;  1  pump.  eng..  cap.  day 
12,000  gals.;  mains,  c  L,  7  m.,  4  to  8  in.  dia.; 
45  hyd.;  pipe,  c.  i. ;  pres.,  dom.  50  lbs.,  f.  55 
lbs.;  cost,  $67,000;  cost  mtce.,  $3,000;  wka.  owned 
by  pr>.  Co. 

PHILADELPHIA,  p.  1,549.008;  f.  area.  8S.S{;0 
a.;  mere  bldgs.,  bk.  k  stn.,  2  to  20  ator.;  pnv., 
bk..  Z  k  4  ator.;  wd.  ris.  not  perm.;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 57  «tr. 
(14  in  reserve),  59  comb,  c  k  hose  wag.  (6  in  re- 
serve), 5  c.  eng.,  86  c.  hand  ex.,  17  h.  Je  1.  trk. 
(5  in  reserve),  2  comb.  aer.  trk..  18  aer.  trk.  (5 
in  reserN'e),  6  water  towers,  2  turret  wag.,  4  L 
boat«,  9  hoee  carts,  5  hose  car.,  468  hrs.  <  30  in 
reserve);  hose,  cot,  rub.  lined,  gd.,  146,000  ft.: 
(8^,650  ft  in  reserve);  inf.,  87,000  ft.;  tot.  bose^ 
216,650  ft;  f.  aL,  GamewelL  2.072  bx.:  ^al. 
equip.,   $524,874;   tot  mem.    1.203,   pd.   fuU    time. 

Water  Supply — Src,  riv.,  8  to  7  m.  bus.  cent.; 
sys.,  pump  to  res.,  etdp.,  k  68  per  cent  dir.  into  di»> 
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Water  Supply — Src,  Schuylkill  Riv.,  500  ft.  bus. 
cent.;  sys.,  pump  to  res.;  res.  cap.,  9,500,000 
gals.;  2  pump.  eng. ;  cap.  day,  3,000,000  gidt.; 
mains.  31  m.,  4  to  24  in.  dia.;  120  hyd.;  met., 
150;  3,500  sen-.;  pres.,  dom.  &  t.  40  to  60  lbs.; 
cons,  day,  1,500.000  gals.;  cost,  $400,000;  wlu. 
owned  by  Co. 

POTTSVILLE,  p.  20,236;  f.  area,  4  sq.  m.; 
mere,  bldgs.,  bk.,  3  <k  4  stor.;  priv.,  bk.  k  wd.,  2 
stor. ;  wd.  rfa.  perm.;  fwks.  &  combt.  ord.  F. 
dept. — 1  auto.  comb.  c.  k  h.  trk.,  4  str.,  4  auto, 
comb.  c.  &  b.  wag.,  1  comb.  c.  k  h.  wag.,  I  aer. 
trk.,  5  c.  hand  ex.,  1  hose  wag.,  1  chiefs  auto.,  24 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  9,600  ft.;  f.  aL, 
Gamewell,  38  bx.;  val  equip.,  $60,000;  val.  bldgs., 
$8^5,000;  exp.  dept,  $11,000;  tot.  mem.  1,202. 
pd.  full  time  2,  vol.  1,200;  undrs.  rating,  third 
class. 

Water  Supply — Src,  strm.,  with  res.,  8  m.  bus. 
cent.;  BJ's.,  grav.;  res.  cap.,  800,000,000  gala.; 
mains,  c.  i.,  40  m.,  3  to  20  in.  dia.;  235  v.; 
150  hyd.;  6,000  serv.;  met.,  -250;  pres.,  dom. 
10  to  140  11^.,  f.  135  lbs.;  wks.  owned  by  priv. 
Co. 

PUNXSUTAWNEY,  p.  12,000;  f.  area,  500  a.; 
mere  bldgs.,  stn.  k  bk.,  2  to  7  stor.';  priv.,  stn., 
bk.  k  wd.,  2^8  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  k  combt.  ord.  F.  dept. — 2  h.  k  1. 
trk..  1  c  eng.,  6  c  hand  ex.,  4  hose  car.,  2  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  1,900  ft.;  inf.,  700  ft.; 
tot.  hose,  2,600  ft.;  f.  al.,  bell  k  wh.;  val.  equip., 
$2,380;  val.  bldgs.,  $8,000;  exp.  dept.,  $385;  tot. 
mem.,  50  vol. 

Water  Supply — Src,  wells,  H  m.  bus.  cent,; 
sys.,  pump  to  res.;  res.  cap.,  80,000  gals.;  2  pump, 
eng.,  class  dir.  acting  k  dup.,  cap.  day  1,000,000 
gals.;  mains,  5\  ni.,  2  to  6  in.  dia.;  21  hyd.; 
40  v.;  met..  2;  250  serv.;  pipe,  lead;  pres.,  dom. 
50  lbs.,  f.  75  lbs.;  cost,  $28,000;  cost  mtce.,  $2,- 
800;  wks.  owned  by  Co. 

QUAKERTOWN,  p.  8,801;  f.  area,  15  m.;  mere 
bldgs.,  bk.  k  wd.,  2V^  stor.;  priv.,  wd.,  2%  stor.; 
fwks.  k  combt.  ord.  F.  dept. — 3  c.  hand  ex.,  1 
hand  eng.,  1  h.  &  1.  trk.,  3  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  4,000  ft.;  inf.,  500  ft.;  tot.  hose, 
4,500  ft.:  f.  al.,  wh.;  val.  equip.,  $4,700;  val. 
bldgs.,  $10,000;  exp.  dept.,  $650;  tot.  mem., 
50    vol.,    250    reser\e;    undrs.    rating,    second    class. 

Water  Supply — Src,  wells  k  spr.,  2  m.  bus. 
cent.;  sys.,  pump  to  res.;  res.  cap.,  1,488,000 
gals.,  loc.  2^  m.  town;  2  pump,  eng.,  cap.  day, 
1,000,000  gals.;  mains,  iron,  8V&  m.,  4  to  10  in. 
dia.;  67  hyd.;  met.,  1;  400  serv.;  pipe,  wrt.  i.  k 
lead;  pres.,  dom.  45  lbs.,  f.  45  lbs.;  cost,  $70,000; 
cost  mtce.,  $2,200;  wks.  owned  by  Co. 

RADNOR,  p.  7,000;  f.  area,  14  sq.  m.;  mere, 
bldgs.,  bk.  k  wd.,  1  &  2  stor.;  priv.,  bk.  k  wd,, 
I  k  2  stor.;  wd.  ffs.  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
pump,  eng.,  1  auto.  comb,  wag.,  1  h.  &  1.  trk.; 
f.  al.,  bell;  val.  equip..  $12,000;  exp.  dept.,  $2,600; 
tot.  mem.,  310,  pd.  full  time  1,  pd.  pvt  time  1, 
vol.  308;  undrs.  rating  second  class. 

Waiter  Supply — ^Furnished  by  Springfield  Con- 
solidated Water  Co. 

RANKIN,  p.  6,042;  f.  area,  600  a.;  bldgs.,  stn,, 
bk.  k  wd.,  1  to  4  stor.;  wd.  rfs.  perm.  F.  dept. — 
3  hose  car.,  1  comb,  wag.,  2  hrs.;  hose,  cot.,  rub. 
lined.  3,800  ft.;  f.  al.,  wh.;  exp.  dept.,  $1,756; 
tot.  mem..  80  vol. 

Water  Supply — Src,  Pennsylvania  Water  Co.,  3^ 
m.  bus.  cent.:  sys.,  pump  dir.;  mains,  c  i.,  7H 
m.,  4  to  10  in.  dia.;  43  hyd.;  180  v.;  710  met.; 
650  serv.;  pipe,  lead;  pres.,  dom.  110  lbs.,  f.  150 
to  175  lbs.;  cons,  day,  350,000  gals.;  cost,  $38,- 
000;   cost  mtce.,  $5,000;  wks.   owned  by  borough. 

READING,  p.  96,071;  f.  area,  8,965  a.;  mere 
bldgs.,  stn.,  bk.  k  iron,  8  to  13  stor.;  priv.,  stn., 
bk.  &  wd.,  2  to  4  stor.;  wd.  rfs.  not  perm.;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 4  auto. 
comb.  c.  &  h.  wag.,  1  auto.  aer.  trk.,  2  auto.  str. 
with  hose  &  c.  tank,  1  chief's  auto.,  7  comb,  c 
&  h.  wa?.,  2  in  resene,  4  hose  wag.  in  reserve. 
12  str.,  2  c.  eng.,  28  c.  hand  ex.,  2  h.  &  1.  trk.,  8 
in  reserve,  1  aer.  trk.,  2  chief's  wag.,  11  fuel 
k  exercise  wag.,  35  hrs.  (18  in  reserve);  hose,  cot., 
nib,  lined,  gd.,  18,200  ft.  (2,000  ft  in  reserve); 
f.  al.,  fiamewell,  96  bx.;  val.  equip.,  $115,000; 
val.  bldtrs..  $120,000;  exp.  dept.,  $65,000;  tot. 
mem.  6,606,  pd.  full  time  28,  vol.   5,578. 


Water  Supply — Src,  creek  k  spr.,  2  k  6\^  m. 
bus.  cent.;  sys.,  grav.  k  pump  to  res.;  res.  cap., 
185,748.000  gals.,  loc  H  to  8  m.  bus.  cent;  3 
pump,  eng.,  cap.  day  30,000,000  gals.;  mains,  c 
i.,  114.5  m.,  2  to  36  in.  dia.;  997  hyd.;  S.96S  v.; 
4,447  met.;  22,968  sen'.;  pipe,  lead,  wrt  k  c  i; 
pres.,  dom.  10  to  188  lbs.,  f.  10  to  138  lbs.;  cons, 
day,  13,428,925  gals.;  cost,  $8,949,558;  cost  mtce.. 
$66,184;  wks.  owned  by  city. 

RED  LION,  p.  2,800;  f.  area,  25  a.;  mere  bldgs.. 
bk.  k  wd.,  2  to  8  stor.;  priv.,  bk.  k  wd..  2  to  I 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  not  inv.  F.  dept — 1  str.,  9 
comb,  c  ft  h.  wag.,  4  c  hand  ex.,  1  h.  ft  L  trk.. 
1  hose  wag.,  1  e  eng.;  hose,  cot,  mb.  lined,  gd., 
1,200  ft.;  f.  al.,  bell;  val.  equip.,  $6,000;  vaL 
bldgs.,  $5,000;  exp.  dept,  $800;  tot  mem.,  100  voL 

Water  Supply — Not  reported. 

RENOVO,  p.  4,621;  f.  area,  1  z  H  m.;  bldgs^ 
stn.,  bk.  ft  wd.;  wd.  rfs.  perm.  F.  dept — 2  amo, 
comb,  c  ft  hose  trk.,  2  comb,  e  ft  h.  wag.,  6  c 
hand  ex.,  1  str.,  1  h.  ft  1.  trk.,  4  car.,  re^  fte; 
hose,  gd.,  4,500  ft;  f.  al..  wh.;  val.  equip..  $1S,- 
500;  exp.  dept.,  $150;  tot.  mem.,  100  voL;  ondn. 
rating,   first  class. 

Water  Supply — Src,  creek,  3  m.  bus.  cent;  iy>.. 
grav.  ft  pump  to  res.;  res.  cap.,  1.760,000  gals.: 
pump,  eng.,  cap.  day  500,000  gala.;  mains,  e  i.. 
9  m.,  6  to  14  in.  dia.;  45  hyd.;  60  ▼.;  1,000 
serv.;  pipe,  galv.  i.;  pres.,  f.  80  to  90  lb«.;  cost, 
$36,000;  cost  mtce.,  $300;  wks.  owned  by  town. 

REYNOLDSVILLE,    p.    4,276;    f.    area.    150    a.: 

mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  1  hose  wag.,  6  hose  car.,  S 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2.600  ft;  inf., 
600  ft;  tot  hose,  8.000  ft:  f.  aL,  bell;  vaL 
equip.,  $4,000;  val.  bldgs.,  $1,000;  exp.  dept,  $25; 
tot.  mem.,   125  vol. 

Water  Supply— Src,  spr.  ft  wells,  2  m.  boL 
cent.;  sys.,  pump  to  res.  ft  tk.;  res.  cap.,  800.000 
gals.,  loc,  %  m.  east  city;  4  pump.  en«f.,  dast 
dup.,  cap.  day  1,500,000  gals.;  ma:ns,  e  i..  8  m.. 
4  to  6  in.  dia.;  48  hyd.;  46  v.;  met.  26:  400 
serv.;  pipe,  iron  ft  lead;  pres..  dom.  90  lbs.,  f. 
100  lbs.;  cons,  day,  500,000  gals.;  cost  $48,000; 
cost  mtce.,  $3,000;  wks.   owned  by  Co. 

RIDGWAY,  p.  6.408;  f.  area,  460  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor;  priv.,  stn..  bk.  1 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  (Aoses  of 
f.  inv.  F.  dept. — 1  patrol  wag.,  4  e  hand  ex.,  2 
h.  ft  1.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd^ 
4,000  ft.;  f.  al.,  bell,  telp.  ft  wh.;  vaL  equip.,  $5,- 
000;  val.  bldgs.,  $5,600;  tot.  mem..  206  voL 

Water  Supply — Src,  strm.  ft  wella,  1  H  m.  busL 
cent.;  sys.,  grav.  ft  pump  dir.;  res.  cap..  SOO.OOO 
gals.;  2  pump,  eng.,  cap.  day  600,000  gials.;  mainv 
e  i.,  11  m.,  4  to  8  in.  dia.;  45  hyd.;  86  v.;  420 
serv.;  pres.,  dom.  100  lbs.,  f.  100  lbs.;  coat  $30.- 
000;  cost  mtce..  $8,000;  wks.  owned  by  city. 

RIDLEY  PARK,  p.  1,761;  bldgs.,  bk.  ft  wd.,  S 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 1  e  eng.,  1  h.  ft  1.  trk.,  2  hose  car.: 
hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  al.,  bell 
ft  automatic  wh,,  11  bx.;  val.  equip,,  fS.OOO;  TaL 
bldgs..  $8,000:  tot.  mem.,    149  vol. 

Water  Supply — Src,  res.;  sys.,  pump  to  res.;  res. 
cap.,  2,000,000  gals.;  pump.  eng..  cap.  day  1.- 
000,000  gals.;  21  hyd.;  pres.,  dom.  66  to  75  lb<k. 
f.  65  to  76  lbs.;  cost,  $600,000;  wks.  owned  by  Co. 

ROARING    SPRING,    p.    1,808;    f.    area,    400    a. 

P.   dept. — 1   h.   ft  1.   trk.;   2  hose  carts;   hose,  cot., 
rub.     lined,    gd.,     1,500     ft.;    inf..     500     ft:     to; 
hose,    2,000    ft;    val.    equip.,    $1,800;    yaL    bldsa*. 
$8,000;  tot  mem.,  68  toL 

Water  Supply — Src,  mountain  pump,  1;  89  hyd.: 
pres.,  dom.  80  lbs.,  f.  160  lbs.;  cost  $10,000; 
wks.   owned  by  city. 

ROCHESTER,  p.  5,908;  f.  area.  1  sq.  m.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv..  bk.  ft  wd,,  2  stor.: 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 4  c  hand  ex..  1  h.  ft  1.  trk..  1  bo«e  wajp- 
3  hose  car.,  4  hrs.;  hose,  cot,  rub.  lined,  rd..  5,O00 
ft.;  f.  al.,  Gamewell.  bell  ft  telp.;  TaL  equip.. 
$7,000;  val.  bldgs.,  $20,000;  exp.  dept,  $600;  tot 
mem.,  34,  pd.  fml  time  2,  82  vol. 

Water  Supply — Src,  Beaver  Riv.;  sys.,  pomp  to 
res.  ft  dir.;  pump,  eng.,  cap.  day  11,000.000  gala.: 
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SELLERSVILLE.  p.  1,672;  mere,  bldgs.,  bk.  A 
wd.  F.  dept. — 1  h.  A  1.  trk.,  3  hose  car.;  hose, 
2,600  ft.;  t.  al.,  bell  ft  wh.;  tot.  tnem.,  90  vol. 

Water  Supply — Src,  gpr,  k  wells,  8  m.  but.  cent.; 
sys..  grav. ;  res.  cap.,  5,000,000  gals.;  85  hyd., 
pres.,  f.  65  to  100  lbs.;  cons,  day,  150,000  gals.', 
wks.   owned   by    Borough. 

SEWICKLEY,  p.  4,479;  f.  area,  640  a.;  bldgs., 
bk.  ft  wd.,  2  stor. ;  wd.  rfs.  perm.  F.  dept. — 1 
comb.  c.  &  h.  wag..  1  h.  ft  1.  trk.,  1  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  inf.,  500  ft; 
tot.  ho8e,  2,100  ft.;  val.  equip.,  $5,500;  val.  bldgs., 
$25,000;   tot.  mem.,   19  vol. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys., 
pump  to  res.;  stdp.  cap.,  212,000  gals.,  dim. 
20  z  110,  mat.  stl.;  res.  cap.,  8,000,000  gala., 
loc.  *i  m.  east  of  town;  3  pump,  eng.,  class 
trip,  dup.,  cap.  day  2,000,000  gals.;  mains,  c.  i., 
24  m.,  8  to  12  in.  dia.;  115  hyd.;  892  v.; 
70  met.;  1,116  8er>'. ;  pipe,  lead;  pres.,  dom.  50  lbs., 
f.  115  lbs.;  cons,  day,  800,000  gals.;  cost,  $228,- 
000;  cost  mtce.,  $4,500;  wks.  owne^  by  ci^. 

SHAMOKIN,  p.  19.588;  mere  bldgs.,  bk.,  4  stor.; 
priv.,  wd.,  2\-i  ft  8  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  atr., 
8  comb.  c.  &  h.  wag.,  10  c.  hand  ex.,  1  hose  wag., 
1  hose  car.,  14  hrs.;  hose,  rub.,  gd.,  2,800  ft.;  inf., 
1,600  ft.;  tot.  hose,  4,400  ft.;  f.  al.,  elec.  Game- 
well  sys.,  27  bx. ;  val.  bldgs.,  $60,000;  exp.  dept., 
$7,000;  tot.  mem.,  800  vol.;  undrs.  rating,  second 
class. 

Water  Supply — Src,  spr.  ft  mountain  strm.,  9H 
m.  bus.  cent.;  sys.,  grav.;  res.  cap.,  600,000,000 
gals.,  loc.  9.5  m.  city;  mains,  c.  i.,  61.5  m.,  8 
to  24  in.  dia.;  108  hyd.;  807  ▼.;  met.,  64; 
pres.,  dom.  &  f.  75  to  86  lbs.;  wks.  owned  by  Co. 

SHARON,  p.  15,270;  f.  area,  1,800  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm. ;  fwks.  ft  combt.  ord. ;  causes  of  f.  inv.  F. 
dept. — 6  c.  hand  ex.,  1  auto.  pump,  eng.,  1  aer. 
trk.,  2  hose  wag.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd., 
8.500  ft.;  f.  al.,  Oamewell,  6  bx.;  vaL  equip.,  $11,- 
000;  val.  bldgs.,  $8,000;  exp.  dept,  $5,000;  tot 
mem.,  34,  pd.  full  time  6,  vol.  28. 

Water  Supply — Src,  riv.;  sys.,  pump  to  main;  2 
pump,  eng.,  class  comp.  cond.,  cap.  day  11,000,000 
gals.;  mains,  35  m.,  4  to  16  In.  dia.;  214  hyd.; 
met.,  937;  3,500  serv.;  pres.,  dom.  150  lbs.,  f.  150 
lbs.;  cons,  capita,  75  gals.;  wks.  owned  by  Co. 

SHARON  HILL,  p.  1,400;  f.  area,  450  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  1 
to  3  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb,  wag.,  1  comb.  c.  ft  hoee  wag.;  hose,  cot., 
rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell  ft  telp.,  2  bx.; 
val.  equip.,  $1,500;  exp.  dept,  $1,000;  tot.  mem., 
160  vol.;   undrs.   rating,  class  B. 

Water  Supply — Not  reported. 

SHARPSBURG,  p.  8,158;  f.  area,  1  sq.  m.; 
mere,  bldgs.,  bk.,  8  ft  4  stor.;  priv.,  wd.,  2  ft  8 
Bfnr.;  wd  rfs.  perm.;  no  fwks.  ft  comb.  ord.  F. 
dept. — 1  comb.  c.  ft  h.  wag.,  7  c  hand  ex.,  1  h.  ft 
1.  trk.,  3  hoee  car.,  4  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  4,500  ft.;  f.  al.,  Gamewell,  25  bx. ;  vaL  equip., 
$16,000;  val.  bldgs.,  $16,000;  exp.  dept,  $2,500; 
tot.  mem.,  182,  pd.  full  time  4,  vol.  128;  undrs. 
rating,  third  class. 

Water  Supply — Src,  artesian  wells  ft  Allegheny 
Riv.,  1  m.  bus.  cent;  sys.,  pump  dir.;  2  pump,  ene., 
class  dup.,  cap.  day  2,000,000  gals.;  mains,  c.  i.,  25 
m.,  4  to  14  in.  dia.;  71  hyd.;  met,  22;  800  serv.; 
pipe,  lead;  pres.,  dom.  85  lbs.,  f.  120  lbs.;  wks. 
owned  by  city. 

SHARPSVILLE,  p.  3,634;  f.  area,  700  a.;  mere. 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.  ft  bk.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.  F. 
dept — 1  comb.  h.  ft  1.  ft  hose  wag.,  2  hose  carts; 
hose,  cot.  rub.  lined,  gd.,  1,900  ft.;  inf.,  200  ft;  tot 
hose.  2,100  ft;  f.  al..  bell  ft  wh.;  val.  equip., 
$2,000;  vaL  bldgs.,  $12,000;  exp.  dept,  $200; 
vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent;  sys., 
pump  to  stdp. ;  stdp.  cap.,  94,800  gals.,  dim.  20  x 
80,  mat  iron;  2  pump,  eng.,  class  dup..  cap.  day 
300,000  gals.;  mains,  iron,  7^  m.,  4  to  10  in. 
dia.;  90  hyd.;  met,  4;  375  serv.;  pipe,  lead;  pres., 
dom.  75  lbs.,  f.  112  lbs.;  cost,  $32,500;  cost  mtce., 
$3,000;  wks.  owned  by  city. 

SHEFFIELD,  p.  2.500;  mere,  bldgs.,  bk.  ft  wd., 
1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area.     F.  dept — 1 


str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  8,500  ft 

Water  Supply — Src,  Deer  Lick  Ron;  lya, 
grav.;  res.  cap.,  4,500,000  gala.;  mains,  c  L. 
6  m.,  4  to  8  in.  dia.;  40  hyd.;  pres.,  f.  75  lbs. 

SHENANDOAH,  p.  25,774;  f.  area,  1,200  a.; 
mere,  bldgs.,  bk.  ft  wd.,  2^  stor.;  priv.,  wd.,  2^ 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  ctoses 
of  f.  inv.  F.  dept — 2  str.,  3  c  eng.,  8  c  hand 
ex.,  1  h;  ft  1.  trk.,  2  hose  wag.,  11  hrs.;  bose,  cot. 
rub.  lined,  gd.,  4,000  ft;  inf.,  800  ft;  tot  bo$e. 
4,300  ft;  f.  ah,  Gamewell,  29  bx.;  val.  equip., 
$40,000;  val.  bldgs.,  $50,000;  exp.  dept.,  $5,500; 
tot.   mem.,   875;   pd.   full  time,   8,   vol  372. 

Water  Supply — Src,  strm.,  spr.  ft  aVtesian  veil, 
5  m.  bus.  cent;  sys.,  pump  to  res.;  re^.  cip., 
6.000,000  gals.;  2  pump,  eng.,  cap.  day  S. 500.000 
gals.;  mains,  stl.  ft  c  i.,  26  m.,  4  to  14  in.  dii.; 
116  hyd.;  109  v.;  met,  8;  36,025  serv.;  pipe, 
iron;  pres.,  dom.  90  lbs.,  f.  110  lb$. ;  cons.  day.  1,- 
750,000  gals.;  cost,  $237,000;  cost  mtce.,  $42,- 
400;  wks.  ow^ned  by  city. 

SHERIDANVILLE.  F.  dept— 1  h.  ft  L  trk.,  4 
hose  reels,  2,950  ft  hose;  tot  mem..  120  vol. 

Water  Supply — Src,  wells;  sj's.,  pump  to  stdp.; 
stdp.  cap.,  750,000  gals.;  mains.  8  m.,  6  to  8  in. 
dia.;  42  hyd.;  pres.,  dom.  85  lbs.,  f.  135  lbs.;  vks. 
owned  by  priv.  Co. 

SHICKSHINNY,  p.  1,917;  f.  area,  10  a.:  bldp.. 
bk.  ft  wd.,  3  stor.;  wd.  rfs.  not  perm.  F.  depL — I 
c.  hand  ex.,  1  h.  ft  1.  trk.;  hose,  1,600  ft;  iaL, 
200  ft;  tot  hose,  1,800  ft;  f.  al..  Gamewell  k 
telg.,  7  bx.;  vaL  equip.,  $8,000;  vaL  bldga.,  $1,409; 
exp.   dept,   $200;   tot   mem.,   49  toL 

Water  Supply — Src,  creek,  %  m.  bus.  cect.; 
sys.,  grav.;  mains,  c  i.,  5  m.,  2  to  16  in.  dia.:  150 
hyd.;  12  v.;  150  serv.;  pipe,  galv.  i.;  pres.^  f..  45 
lbs.;  cost,  $12,000;  cost  mtce.,  $200;  wka.  owned 
by  Co. 

SHIPPENSBURQ,  p.  8.457;  f.  area,  SOO  s.: 
mere,  bldgs.,  bk.,  1  to  4  stor.;  priv..  bk.  ft  wd..  t 
stor. ;  wd.  rfs.  perm. ;  fwks.  ft  combt  ord. ;  causes 
of  f.  inv.  F.  dept. — 2  c  hand  ex.,  1  h.  ft  L  trk., 
4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  300  ft;  mb.. 
gd.,  900  ft;  inf.,  500  ft;  tot  hose,  1.700  ft:  1 
ah.  bell;  val.  equip.,  $1,500;  vaL  bldgs.,  $3,000; 
tot.  mem.,  100. 

Water  Supply — Src,  spr.,  5  m.  bus.  cent.;  srs., 
grav.;  res.  cap.,  8.000,000  gals.,  loc  1  m.  vrnith 
of  town;  mains,  c  i.,  17  m.,  4  to  12  in.  Aix.: 
70  hyd.;  60  v.;  met,  20;  1,000  serv.;  pipe,  ral'. 
L;  pres.,  dom.   60  lbs.,  f.   65  lbs.;  cona.  day,   500,- 

000  gals.;  cost,  $75,000;  cost  mtce.,  $550;  wks. 
owned  by  city. 

SINKING  SPRING,  p.  1,000;  f.  area,  500  a.: 
mere  bldgs.,  bk.,  «tn.  ft  wd.,  2  to  3  stor.;  priv.. 
wd.,  2  ft  8  stor.;  wd.  rfe.  perm,  in  f.  area;  no 
fwks.   ft   combt.   ord.;   c^tuses  of  f.    inv.     F.   dept. — 

1  c  eng'*  2  c.  hand  ex.,  1  comb,  hose  wa^.;  ho>«e. 
cot.,  riro.  lined,  gd.,  500  ft.;  f.  aL,  bell;  vaL  equ.p.. 
$2,500;  val.  bldgs.,  $3,000;  exp.  dept,  $200;  tot 
mem.,   150  vol. 

Water  Supply — Not  reported. 

SLATINGTON,  p.  4,454;  f.  area.  260  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd..  2  to  5  stor.;  priv.,  sen., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  1.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  25  c  hand  ex.,  1  h.  ft  1.  trk.,  S  bose  car.,  1 
c  comb,  wag.,  2  hrs.;  hose,  cot,  rub.  lined.  grL, 
500  ft;  rub.,  gd.,  1,500  ft;  Inf.,  400  ft:  tot  bo^e. 
2.400  ft.;  f.  al.,  bell;  vaL  equip.,  $10,000;  raL 
bldgs.,  $12  000;  exp.  dept..  $900;  tot  mem..  ISS. 
pd.  full  time  1,  pd.  part  time  10,  174  voL 

Water  Supply — Src,  spr.  ft  artesian  wells;  sy*.. 
grav.;  mains,  11  m.,  4  to  8  in.  dia.;  45  hyd.;  53 
v.;  750  serv.;  pres.,  dom.  80  lbs.,  f.  140  lbs.;  cost, 
$45,000;  wks.  owned  by  borough. 

SLIPPERY  ROCK.  p.  870;  f.  area,  40  a.;  mere 
bldgs..  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd..  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  c 
eng.,  50  c  hand  ex.,  2  hose  reels,  ladders:  hove, 
cot,  rub.  lined,  gd.,  1,000;  f.  aL,  bell;  raL  equips 
$700;  tot.  mem.,  40  voL 

Water  Supply-— S^rc,  cisterns;  sy^,  grav.;  stdpi. 
cap.,  48,000  gate.;  res.  cap.,  25,000  gals.;  1  pump. 
eng.,  cap.  day  108,000  gala.;  mains,  6  m.,  S  to  • 
in.  dia.;  88  hyd.;  15  v.;  204  met;  185  aerr.; 
pipe,   c   I.;   pres.,  dom.   40   Ibe.,   f.   60   Iba.; 
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hose,  cot.,  rub.  lined,  gd.,  1,800  ft;  inf.,  1,000  ft.; 
tot.  hose,  2,800  ft;  val.  equip.,  #12,000;  val. 
bldffs.,   $8,600;  tot  mem.,   48  vol. 

Water  Supply — Src.,  spr.,  2  m.  bus.  cent;  ays., 
grav.  &  pump  to  res.;  2  small  pumps  for  emergency; 
res.  cap.,  4,000,000  gals.;  mains,  c  i.,  16  m.,  4 
to  10  in.  dia.;  40  hyd.;  35  v.;  met.,  18;  pres., 
dom.  40  lbs.,  f.  40  lbs.;  cons,  day,  800,000  gals.; 
cost  mtce.,  $2,500;  wks.  owned  by  Co. 

SUGAR  NOTCH,  p.  2,430;  mere  bldgs.,  wd.  Ac 
bk.,  2  &  8  Btor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  &  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  hose  wag.,  1  hrs.;  hose,  cot,  rub.  lined, 
gd..  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,600;  val. 
bldgs.,  $4,000;  exp.  dept,  $100;  tot  mem.,  60  vol. 

Water  Supply — Src.,  from  Spring  Brook  Water 
Supply  Co..  Wilkesbarre. 

SUMMERVILLE,  p.  600.  F.  dept — 6  c.  hand 
ex.,  1  hose  wag.,  1  hose  reel;  hose,  cot.,  rub.  lined, 
gd.,  600  ft;  mf„  260  ft;  tot  hose,  760  ft.;  f. 
al..  bell;  val.  equip..  $800;  vol. 

Water  Supply — Src,  spr.  &  well,  Mr  m.  *>u». 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  1^00  bbls.; 

1  pump,  eng.;  mains,  c.  i.,  2)4  m*;  8  byd.;  10  v.; 
pipe,  c.  i.;  pres.,  dom.,  6>5  lbs.;  cost,  $7,000;  cost 
mtce., '$800;  wks.  oymed  by  priv.  Co. 

SUMMIT  HILL,  p.  2,086;  f.  area,  400  a.;  mere, 
bldgs.,  wd.,  2  Ac  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area:  fwks.  ft  combt  ord.:  causes  of 
f.  inv.  P.  dept — 1  str.,  1  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  500  ft;  inf.,  000  ft;  tot  hose, 
1.400  ft;  val.  equip.,  $8,000;  val.  bldgs.,  $8,000; 
exp.  dept,  $150;  tot  mem.,  50  vol. 

Water  Supply — Src,  crk.,  spr.  ft  well,  1  m.  bus. 
cent;  fiys.,  pump  to  res.;  res.  cap.,  300,000  gals.; 

2  pump,  eng.,  cap.  day  300,000  gals.;  mains,  c.  i., 
6  m.,  4  to  8  in.  dia.;  21  hyd.;  60  v.;  20  met; 
600  serv.;  pipe,  galv.  i.;  pres.,  dom.  ft  f.,  25  lbs.; 
cons,  day,  300,000  gals.;  cost,  $15,000;  cost  mtce., 
$1,500;   wks.  owned  by  Co. 

SUNBURY,  p.  18,770;  f.  area,  1,020  a.;  mere 
bldgs.,  stn.   ft  bk.,   2   to  4   stor.;  priv.,  bk.  ft  wd., 

2  ft  3  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
c.  trk.,  2  str.,  2  c.  eoe.,  4  c.  hand  ex.,  1  h.  ft  1. 
trk.,  .10  hose  car.,  -O  nrs. ;  hose,  cot,  rub.  lined, 
gd.,  8,000  ft;  f.  al,  bell;  val.  equip.,  $1-7,000;  val. 
bldgs.,  $30,000;  exp.  dept,  $4,500;  tot  mem.,  800 
vol. 

Water  Supply — Src,  spr.  ft  surface  water;  sys., 
pump  dir.;  res.  cap.,  23,480,000  gals.;  2  pump, 
eng.,  cap.  day  7,000,000  gals.;  mains,  00  m.,  6  to 
16  in.  dia.;  42  hyd.;  30  v.;  pres.,  f.  100  lbs.;  cost, 
$110,000;  cost  mtce.,  $8,000;  wks.  owned  by  Co. 

SUSQUEHANNA,  p.  3,478;  f.  area,  8  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.  bldgs.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  20  c  hand 
ex.,  1  h.  ft  1.  trk.,  3  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  800  ft;  rub.,  gd.,  1,200  ft;  linen,  gd.,  1,600 
ft;  inf.,  900  ft;  tot  hose.  4,500  ft;  f.  al..  Game- 
well,  18  bx.;  vaL  equip.,  $2,000;  val.  bldgs.,  $1,- 
600;  tot.  mem.,  07  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  lake  ft  spar.,  2  m.  bus. 
cent.:    sys.,    grav.;    res.    cap.,    50,000.000    gals.,    ft 

3  dums,  cap.,  200,000,000  grals.;  mains,  c.  i.,  21 
m..  2  to  14  in.  dia.;  42  hyd.;  51.  v.;  met.,  26; 
912  serv.;  pipe,  c.  i.,  pres.,  dom.  80  lbs.,  f.  186 
lbs.;  cost,  $212,000;  cost  mtce.,  $2,8<60;  wks. 
owned  by  Co. 

SWARTHMOBE,  p.  2,000;  f.  area,  640  a.;  mere, 
bldg^.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 
2  ctor. ;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt 
ord.:  causcB  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  auto, 
comb.  pump,  eng.,  1  h.  ft  1.  trk.,  1  hose  wag.;  hose. 
Tub.  lined,  gd.,  2,050  ft.;  f.  al.,  bell;  vaL 
equip.,  $13,000;  val.  bldgs.,  $15,000;  exp.  dept, 
$bOO;  tot.  mem.,  50,  pd.  part  time;  undrs.  rating, 
second    class. 

Water  Supply — Src.  creek,  1  m.  bus.  cent.;  sys., 
grav.;  1  res.,  loc  at  Secane;  cap.,  4,000,000  gals.; 
1  res.,  loc.  at  Marple;  cap.,  2.000,000  gals.;  81 
hyd.;    wks.    owned   by    Springfield    Water  Co. 

SWISSVALE,  p.  7,881;  f.  area,  1%,  m.;  mere 
bldgs..  bk.,  1  to  4  stor.;  priv.,  bk.,  1  to  4  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  mv.  F.  dept — 1  h.  ft  1.  trk.,  1  auto, 
comb.  c.  ft  h.  wag.,  1  hose  wag.,  2  hose  car.,  4 
hrs.;    hose,    cot,    rub.    lined,    gd.,    3,000    ft;    inf., 


500  ft;  tot.  hose,  3,500  ft;  f.  aL.  Gamewell.  21 
bx.;  val.  eouip.,  $18,667;  vaL  bldgs.,  $86,412; 
exp.  dept,  $10,000;  tot.  mem.,  102,  pd.  full  lime 
2,   vol.    100. 

Water  Supply — Src,  Penn  Water  Co.;  88  hyd. 

TAMAQUA,  p.  9,462;  f.  area,  1.600  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2H  to  4  stor.;  priv.,  bk.  ft  wd., 
2^  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combL 
ord.;  causes  of  f.  inv.     F.  dept — 1  str.,   1   c  eng-^ 

2  comb.  c.  ft  h.  wag.,  6  c  hand  ex.,  1  h.  ft  L  trk., 

3  hose  car.,  8  hrs.;  hose,  cot,  rub.  lined,  gd., 
6,000  ft;  f.  al.,  elec,  16  bx.;  vaL  equip.,  $14. 
000;  val.  bldgs.,  $18,000;  exp.  dept,  $2,000;  toL 
mem.,  850  vol. 

Water  Supply — Src,  spr.,  8%  m.  bus.  cent;  qrs., 
grav.;   res.   cap.,   68,000,000  gala.;   mains,    SO  m., 

4  to  16  in.  dia.;  08  hyd.;  150  v.;  met,  10;  8,000 
serv.;  pipe,  iron  ft  lead;  pres.,  dom.  70  Ibs^  t 
108  lbs.;  cost,  $200,000;  cost  mtce.,  $2,000;  vki. 
owned  by  city. 

TARENTUM,  p.  7,414;  f.  area,  960  a.;  mere, 
bldgs..  bk.  ft  wd.,  8  stor.;  priv.,  wd.,  2H  stor.; 
wd.  rfs.  perm.;  fwKs.  ft  combt  ord.  F.  dept — 1 
str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  6  hose  car.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  mb.,  gd., 
600  ft;  inf.,  1.000  ft;  tot  hose.  8,600  ft:  f. 
al.,  bell  ft  wh.;  val.  equip.,  $9,000;  val.  bldgL. 
$16,000;  exp.  dept.  $500;  tot  mem..  400  voL 
Undrs.  rating,  third  class. 

Water  Supply — Src,  riv.  ft  spr.;  $ys.,  grav.,  pump 
to  res.;  res.  cap.,  2,000.000  gals.;  pump,  eng.,  eap. 
day,  2,000,000  gals.;  mains,  16  m.,  3  to  12  in. 
dia.;  60  hyd.;  met,  11;  970  serv.;  pres.,  dom.  Si 
lbs.,  f.  86  lbs.:  cost,  $210,977;  cost  mtce.,  $6.S65; 
wks.  owned  by  Co. 

TAYLOR,  p.  9,060;  f.  area,  1,880  a.;  mere, 
bldgs.,  wd.,  2  ft  4  stor.;  priv.,  wd.,  1  to  8  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 4  c.  hand  ex.,  2  hose  wag.,  i 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,900  ft.. 
rub.,  gd..  600  ft;  inf.,  300  ft.;  tot.  hose,  2.7(m 
ft;  f.  al..  Gamewell,  9  bx.:  vaL  equip..  $3,300; 
vaL  bldgs.,  $6,000;  exp.  dept,  $260;  tot  mem., 
125  voL 

Water  Supply — Src,  wells  ft  spr..  5  m.  bQ<^ 
cent;  s>'s.,  grav.  ft  pump  dir.;  26  hyd.;  2  res.:  wk&. 
owned  by  Co. 

TELFORD,  p.  1,207.  F.  dept — 2  c  ex.. 
carts,  1  hand  eng.;  hose,  cot,  gd.,  1.500  ft. 
bell;  \'aL  bldgs.,  $2,000;  tot  mem.,  47  vol. 

Water  Supply — Src,  wells  ft  cisterns. 

THOMPSONTOWN,  p.  293;  f.  area.  60  a., 
bldgs.,  bk.  ft  wd..  2^   ft  3  stor.;  priv..  bk.  ft  vd. 
2  ft  2^  stor.;  wd.  rfs.  not  perm,  in  L  area;  fwk» 
ft  combt  ord.;  causes  of  f.  inv.     F.  dept. — C.  h»r.? 
ex.,  hose  reels,  buckets,  ftc;  hose,  cot.,  rub.  lintd. 
gd.,    850    ft.;    f.   al..   bell;    vaL   equip.,    $500;   exp. 
dept.,  $100;  tot.  mem.,  85  vol. 

Water  Supply — Src,  wcDs,  1^  m.  bus.  cent., 
sys.,  grav.;  res.  cap.,  50,000  gals.;  main«s,  wd.,  f 
m.,  4  to  6  in.  dia.;  12  hyd.;  5  v.;  54  serv.;  pijT. 
wrt  L;  pres..  dom.  ft  f.,  80  lbs.;  cons,  day,  lO.'^in 
gals.;  cost,  $8,000;  cost  mtce.,  $150;  wks.  o«i.e: 
by  priv.   Co. 

THROOP,  p.  8,000.  F.  dept — 1  hose  wag..  1 
hose  cart;  hose,  cot.,  rub.  lined,  gd..  360  ft:  f. 
al.,  bell;  vaL  equip.,  $1,600;  vaL  bldgs.,  $2,500; 
tot.   mem.,   60   vol. 

Water  Supply — Src,  Olyphant  Water  Co.;  s?5. 
dir.  pres.;  80  hyd.;  pres.,  dom.  60  lbs.;  wks.  owu^'i 
by  Co. 

TIDIOUTE,  p.  1,324;  bldgs.,  wd.,  3  stor.;  wd. 
rfs.  perm.  F.  dept — 1  hand  eng.,  5  ho»e  car.;  h«->»«. 
cot,  rub.  lined,  gd.,  1,400  ft;  Lnen.  gd..  1.400  t:.: 
rub.,  gd.,  500  ft;  tot.  hose,  3,800  ft;  \-aL  equip.. 
$2,000;  vaL  bldgs.,  $800;  tot  mem.,  60  voL 

Water  Supply — Src,  mountain  stnn.,  4^  m.  bu*. 
cent.;  sys.,  grav.;  res.  cap.,  627,000  gals.:  mair.^ 
c  L,  6  m.,  4  to  10  in.  dia.;  37  hyd.;  24  v.;  m*:. 
4;  201  serv.;  pipe,  galv.  L;  pres.,  dom.  60  lb«.,  1 
66  lbs.;  cost  mtce.,  $800;  wks.  owned  by  Co. 

TIOGA,  p.  683;  f.  area,  800  a.;  mere,  bldgs..  bk... 
2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  pcnc  . 
fwks.  ft  combt  ord.  F.  dept — 1  b.  ft  L  tzk.^  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  tot 
mem.,  100  vol. 

Water  Supply — Src,  spr.,  IH  m.  buf.  cent.: 
Bys.,  grav.,  pump  to  res.;  res.  cap.,  1,000.000  gal.«-. 
loc  near  village;  1  pump,  eng.;  class  dap.,  csapt.  day 
1,000,000  gals.;  mains,  cL,  SH   m.,4to4Si&. 
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sys.,  grav.  to  res.;  res. 
c.   &  wrt.  i.,   30   m.,   4 
hyd.;  met,  3;  1,021  serv.;  pres., 
110   lbs.;   cost,   $195,000;    wks. 


dia.;  18  hyd.;   31  ▼.;  pipe,  galv.  i.;  pres.,  dom.  65 
lbs.,  f.   90   lbs.;   cost,   $15,000;   wks.  owned  by  Co. 

TITUSVILLE,  p.  8,553;  f.  area,  1,600  a.;  bldgs., 
bk.  &  wd.,  3  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord. ;  causes  of  f.  inv.  F.  dept. — 2  str.,  1 
h.  &  1.  trk.,  2  hose  wag.,  2  hose  car.,  6  hrs. ;  hose, 
cot.,  rub.  lined,  gd.,  3,000  ft.;  inf.,  1,700  ft.;  tot. 
hose,  4,700  ft.;  f.  al.,  bell;  val.  equip.,  $18,700;  val. 
bldgs.,  $12,000;  exp.  dept,  $4,500;  tot  mem.,  24, 
pd.  full  time  3,  pd.  i^rt  time  21;  imdrs.  rating, 
second  class. 

Water  Supply — Src,  wells;  s>'b.,  pump  k  dir.; 
pump,  eng.,  cap.  day,  7.500,000  gals.;  mains,  25 
m.,  2  to  16  in.  dia.;  125  hyd.;  met.,  75;  2,500 
serv.;  pres..  dom.  70  lbs.,  f.  100  lbs.;  cons,  day, 
1,700,000  gals.;  cost.  $238,000;  cost  mtce.,  $12,- 
000;  wks.  owned  by  city. 

TOWANDA,  p.  4,281;  f.  area,  2  sq.  m.;  mere 
bldgs.,  bk.,  3  to  5  stor.;  priv.,  bk.  &  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ord.  F.  dept. — 1  str., 
1  c.  eng.,  2  c.  hand  ex.,  1  h.  &,  1.  trk.,  5  hose  car.; 
hose,  cot.,  rub.  lined,  gfd.,  3,300  ft;  inf.,  500  ft; 
tot.  liose.  3. SCO  ft.;  f.  al.,  Gamewell,  2  bx.;  val. 
equip.,  $8,000;  exp.  dept,  $600;  tot  mem.,  427 
vol. 

Water  Supply — Src,  spr. 
cap.,   750,000   gals.;  mains, 
to  12  in.  dia.;  C8 
dom.    110    lbs.,   f. 
owned  by  Co. 

TOWER  CITY,  p.  2,325;  f.  area,  300  a.;  mere, 
bldgs..  bk.  &  wd.,  2  &  8  stor.;  prlv.,  wd.,  2  Vi  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  &  combt.  ord. 
F.  dept. — 1  c.  eng.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,150  ft.;  f.  al.,  wh.;  val.  equip.,  $1,000; 
exp.   dept,    $500;   tot.    mem.,    125    vol. 

Water  Supply — Src,  mountain  spr.,  1%  m.  bus. 
cent;  sys.,  grav.  &,  pump  to  res.;  res.  cap.,  15,- 
000,000  gals.,  loc  on  mountain;  1  pump,  eng.,  class 
comp.,  cap.  day  500,000  gals.;  mains,  c  i.,  9 
m.,  4  to  8  in.  dia.;  5  hyd.;  met,  5;  pres.,  dom. 
70  lbs.,  f.  70  lbs.;  cost  $65,000;  cost  mtce.,  $800; 
wks.   owned   by   priv.    Co. 

TREMONT,  p.  2.067;  f.  area,  400  a.;  mere 
bldgs.,  wd.  &  bk.,  2  to  4  stor.;  priv.,  wd.  k  bk.,  8 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  1  li.  &  1.  trk.,  1  hose  wag., 
1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
rub.,  gd.,  150  ft.;  inf.,  100  ft.;  tot.  hose,  1,300  ft; 
f.  al.,  wn. ;  \al.  equip.,  $5,000;  val.  bldgs.,  $3,000; 
e.xp.  dept.,   $100;   tot.   mem.,   86   vol. 

Water  Supply — Src,  strm.  k  spr.;  sys.,  grav.; 
res.  cap.,  1,000.000  gals.;  mains,  3^  m.,  4  to  6 
in.  dia.;  27  hyd.;  pres.,  dom.  66  lbs.,  f.  75  lbs.; 
cost,  $32,000;  cost  mtce.,  $200;  wks.  owned  by  Co. 

TREVORTON.  F.  dept. — 1  c  eng.,  1  comb,  hose 
wag.,  1  h.  &  1.  trk.,  1,000  ft.  hose;  f.  al.,  bell; 
val.    equip.,    $5,000;   exp.    dept.,    $200;    vol. 

Water  Supply— Src,  spr.;  sys.,  pump  dir.;  stdp. 
cap.,  450,000  gals.;  2  pump,  eng.,  cap.  day  250,- 
000  gals.;  3  m.  mains,  4  to  6  in.  dia.;  130  hyd.; 
8  v.;  60  lbs.  pres.;  cost,  $35,000;  cost  mtce., 
$1,567;    wks.    owned   by    priv.    Co. 

TROY,  p.  1,288;  f.  area,  200  a.;  mere  bldgs., 
bk.  k  wd.,  1  to  3  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  1  h.  &  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell; 
val.  equip.,  $6,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$300;  tot  mem.,  50  vol. 

Water  Supply — Src,  spr.  k  wells,  3  m.  bus. 
cent;  sys.,  grav.  k  pump  to  res.;  res.  cap.,  160,000 
gals.;  1  pump,  eng.,  cap.  day  180,000  gals.;  mains, 
iron,  6  m.,  4  to  6  in.  dia.;  40  hyd.;  16  v.;  800 
serv.;  pres.,  dom.  70  lbs.,  f.  70  lbs.;  cons.  day. 
100,000  gals.;  cost,  $45,000;  cost  mtce.,  $600; 
wks.  owned  by  city. 

TUNKHANNOCK,  p.  1.698;  f.  area,  600  a.;  mere 
bldgs.,  bk.  &  wd..  2  k  3  stor.;  priv.,  bk.  k  wd..  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  3  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  2,500  ft;  f.  al., 
bell;  Tal.  equip.,  $3,000;  val.  oldgs.,  $17,000;  exp. 
dept,  $250;  tot.  mem.,  100  vol. 

Water  Supply — Src,  spr.,  riv.;  sys.,  grav.;  res. 
cap.,  800,000  gals.;  mains.  6H  m. ;  60  hyd.;  402 
serv.;  pres.,  f.  60  lbs.;  cost,  $48,000;  wks.  owned 
by  Co. 

TURTLE  CREEK,  p.  4,995;  f.  area,  1.200  a.; 
mere,  bldgs.,  bk.,  stn.   k  wd.,   1   to   4   stor.;  priv.. 
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bk.,  stn.  k  wd.,  1  to  4  stor.;  wi 
area;  no  fwks.  k  combt.  ord.; 
F.  dept — 1  h.  k  1.  trk.,  1  hose  \ 
6  c  hand  ex..  1  hrs.;  hose,  cot 
1,000  ft;  inf.,  1,400  ft;  tot  h 
al.,  bell;  val.  equip.,  $4,000;  va 
exp.  dept.,  $300;  tot.  mem.,  82  v 
Water  Supply — Src,  Allegheny 
cent;  sys.,  pump  to  res.,  thence  b 
distributing  res.;  res.  cap..  No.  1, 
No.  2,  11,500,000  gals.;  No.  3, 
No.  4,  6,200,000  gals.;  3  pump. 
day,  26,000.000  gals.;  mains,  c.  i. 
in.  dia.;  686  hyd.;  over  2.200  ' 
13,250  serv,;  pipe,  lead;  pre^., 
lbs.,  f.  35  to  210  lbs.;  cons,  day, 
wks.    owned    by    Pennsylvania    Wj 

TYRONE,    p.    7,176;    f.    area, 
bldgs.,  bk.  k  wd.,   2  &  3   stor.;  p 
stor.;    wd.    rfs.    perm.;    fwks.    k 
dept. — 2    str.,    6    c    hand   ex.,    1    I 

fiatrol    trk.,    1    hose    wag.,    8    hrs. 
ined,    gd.,     5,000    ft.;    inf., 
6,500    ft.;    f.    al.,    wh.;    val. 
bldg«.,    $15,000;    exp.     dept 
250   vol. 

Water  Supply — Src,  Sink  Run 
Run,  2^4  m.  bus.  cent;  sys.,  gra 
000,000  gals.;  mains,  c.  i.,  20  m., 
50  hyd.,  23  v.;  met.,  6;  650  8er\ 
lead;  pres,,  dom.  120  lbs.,  f.  120 
000;   cost  mtce.,   $1,000;   wks.  ov« 

UNION  CITY,  p.  3,864;  f.  area 
bldgb.,  bk.  k  wd„  2  &  3  stor.;  i 
2  stor.;  wd.  rfs.  not  perm.;  fwks,  i 
dept. — 6  c  hand  ex.,  1  h.  &  1.  trk 
hose  car. ;  hose,  cot.,  rub.  lined,  g( 
equip.,  $25,000;  val.  bldgs.,  $7, 
$450;   tot   mem.,    287   vol. 

Water  Supply — Src,  spr.,  2  m. 
grav.  k  pump  d  r. ;   2  pump,  eng., 

000  gals.;  mains,  iron,  6  m.,  6  t( 
hyd.;  600  serv.;  pres.,  dom.  4  8  ] 
cost,  $76,000;  cost  mtce.,  $600; 
city. 

UNIONTOWN.    Fayette    Co.,   p. 
1.8    sq.    m.;    mere    bldgs.,   stn.,   b: 
to   11  stor.;  priv.  bldgs.,  stn.,  bk. 
k    3    stor.;    wd.    rfs.    perm.;    fwks. 
causes  of   f.   inv.      F.   dept. — 1   sti . 
trk.,  1  auto,  hose  wag.,  2  hand  ex 
2   hrs.;    hose,   cot.,   rub.    lined,   gd. 
700    ft;   tot  hose,    2,700   ft;   f,   a  I 
bx.;   val.   equip.,   $25,000;   exp,   de 
mem.  152,  pd.  full  time  6,  voL   1^* 
second   class. 

Water  Supply — Src.  spr.,  8  m. 
grav.;    6   res.   cap.,   196,000,000  gal 
41    m.,   4    to   12   in.    dia.;    138   hy 
serv.,  3,800;  pipe,   lead;  pres.,  dom 
wks.  owned  by  priv.  Co. 

UPLAND,  p.  2,221.  No  f.  dept 
Chester. 

Water  Supply — Src.   (see  Chester 

VANDERGRIFT,  p.  8,876;  f.  arei 
bldgs.,  bk.  k  wd.,  2  to  4  stor.;  wd. 
no  fwks.  k  combt  ord.  F.  dept. — 
hose  car.,  2  e  eng.,  1  h.  ft  1.  trk.; 
f.  al.,  wh.;  val.  equip.,  $4,600;  val, 
exp.  dept.,  $600;  50  vol. 

VANDERGRIFT  HEIGHTS,  p.  3, 
a.;  mere  bldgs.,  wd.,  2  to  8  stor.; 

1  to  2  stor.;  Iwks.  k  combt  ord.  1 
car.;  hose,  1,800  ft;  f.  al.,  bel 
$1,600:  exp.  dept.,  $60;  42  vol. 

Water  Supply — Not  reported. 

VERONA,  p.  2,849;  f.  area,  850 
bk.  k  wd.,  2  &  8  stor,;  priv.,  wd 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt 
f.  inv.  F.  dept. — 3  c  band  ex.,  1 
hose  car. ;  hose,  cot,  rub.  lined,  gd 
gd.,  800  ft;  tot  hose,  1,800  ft.; 
Ex.;  val.  equip.,  $1,800;  val.  bid 
dept,  $300;  tot  mem.,  48  vol.;  ur 
ond  class. 

Water  Supply — Src,  riv.;  sys.,  pi 
cap.,  3,000,000  gals.;  loc.  400  ft. 
pump,  en^.,  class  comp.  dup.,  ca] 
gals.;  mams,  22  m..  1  to  16  in. 
met.,  410;  pres.,  60  to  150  lbs.; 
200,000  gala.;  cost,  $800,000;  wki 
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VILLANOVA,  p.  226;  f.  area,  14 V4  a.  F.  dept.— 
1   auto.  pump,  eng.,  1  auto.  comb.  c.  &  hose  wag., 

1  h.  &  1.  trk.,  1  hose  car.;  val.  equip.,  $>12,600: 
exp.  dept,  $1,500;  tot  mem.  34,  pd.  full  time  8, 
vol.    31. 

Wat«r  Supply — Unlimited;  sys.,  gnv.;  mains,  4 
to  10  in.  dia. ;  9  hyd.;  65  lbs.  pres.;  wks.  owned  by 
priv.   corporation. 

WARREN,  p.  11,080;  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  2  to  6  stor.;  priv.,  stn.,  bk.  k  wd.,  2 
A  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt  ord. ;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
comb.  c.  &  h.  wag.,  8  c  hand  ex.,  1  auto.  h.  &  L 
trk.,  1  h.  &  I.  trk.,  8  hose  wag.,  1  police  trk.,  1 
hose  cart,  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  5,000 
ft;  inf.,  750  ft;  tot  hose,  6,760  ft;  f.  al., 
Gamewell  elec,  22  bx.;  val.  equip.,  $16,000;  val. 
bldgs.,  $25,000;  exp.  dept,  96,500;  tot  mem., 
181,   pd.  part   time   17,   164   voL 

Water  Supply — Src,  Morrison  'Run  k  Allegheny 
■River,  '1  A  4  m.  bus.  cent;  sys.,  grav.  4:  dir. ; 
res.  No.  1  cap.,  1,000,000  gals.;  res.  No.  2  cap., 
3,000,000  gals.;  3  pumf).  eng.,  cap.  day  7.000,000 
rals.;  mains,  c.  i.,  80 H  in>f  4  to  14  in.  dia.;  16& 
nyd.;  lo-S  v.;  met,  1,712;  2,77-9  scrv.;  pipe,  lead 
k  galv.  i.;  pres.,  dom.  60  to  70  lbs.,  f.  110  to 
130  lbs.;  cons,  day,  1,150,000  gals.;  cost,  |32<o,- 
000;  wks.  owned  by  American  Water  Works  k 
Guarantee  Co.  of  Pittsburgh. 

WASHINGTON,  Washington  Co.,  p.  18,778;  f. 
area,  1,500  a.;  mere,  bldg^.,  bk.  k  stn.,  8  stor.; 
priv.,  bk.  k  stn.,  2  stor.;  wd.  rft.  perm.;  fwks.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
hose  waff.,  1  hand  eng.,  1  h.  fc  1.  trk.,  6  hose  car., 

2  hrs.;  nose,  cot,  rub.  lined  gd.,  7,000  ft;  f.  aL, 
Gamewell,  31  bx.;  val.  equip.,  $18,000;  vaL  bldga., 
$5,000;  exp.  dept,  $1,000;  tot  mem.,  20,  6  pd. 
full  time,  15  vol.;  undrs.  rating,  second  class. 

Water  Supply — Not  reported. 

WATERFORD,  p.  724.  F.  dept— 1  hand  eng.,  2 
hose  carts,  2,000  ft  hose;  f.  al.,  bell;  tot  mem.,  40 
vol. 

Watar  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  150,000  gals.;  mains,  c.  &  wrt  i., 
5^  ni.,  1^  to  6  in.  dia.;  13  hyd.;  4  v.;  80  met; 
206  serv. ;  cons,  day,  20,000  gals.;  wk«.  owned 
by   priv.   Co. 

WATSONTOWN.  p.  1,950;  f.  area,  120  a.;  mere 
bldgs.,  bk.  k  wd.,  2^3  stor.;  priv.,  wd.,  2  stor.: 
wd.  rfs.  perm.;  fwks.  k  combt  ord.  F.  dept. — 2 
c.  hand  ex.,  1  str.,  1  h.  &  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  rub.,  gd., 
100  ft;  inf.,  400  ft;  tot.  hose,  2,500  ft;  f.  aL, 
bell,  wh.  6i  telp. ;  val.  equip.,  $8,000;  val.  bldgs., 
$10,000;  exp.  dept,  $600;  tot  mem.,  60  vol.: 
undrs.    rating,   first   class. 

Water  Supply — Src,  spr.;  sys.,  grav.;  res.  cap., 
1,000,000  gals.;  mains,  c.  i.,  7  m.,  4  to  10  In. 
dia.;  42  nyd.;  15  v.;  met,  8;  400  serv.;  pipe, 
galv.;  pres.,  dom.  70  lbs.,  f.  70  lbs.;  cons,  day, 
200,000  gals.;  wks.  owned  by  Co. 

WAYNE,  p.  8,000.  F.  dept. — 1  auto.  comb.  c.  k 
h.  wag.,  1  auto.  pump,  eng.,  nozzles,  axes,  hooks, 
kc;  f.  al.,  bell;  val.  equip.,  $11,000;  tot.  mem., 
^60,   25  active,  all  vol. 

Water  Supply — Src.  Springfield  Water  Co.;  aya., 
grav.;  unlimited  supply;  mains,  4  to  10  in.  dia.; 
29  hyd.;  60  lbs.  pres. 

WAYNESBORO,  p.  7,199;  mere,  bldgs.,  bk.  k 
wd.,  2  &  3  stor.;  priv.,  bk.  k  wd.,  2  k  S  stor.;  wd. 
rfs.  not  perm,  in  f. '  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  2  h,  k  I.  trk., 
2  c.  eng.,  2  c.  hand  ex.,  2  hose  wag.,  2  hose  car., 
6  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,100  ft;  f.  al., 
ek'c;  val.  equip.,  $15,000;  val.  bldgs.,  $10,000; 
exp.  dept,  $2,000;  tot  mem.,  150.  pd.  full  time  2, 
148  vol. 

Water  Supply — Src,  spr.  k  creek,  714  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  1,500,000  gals.;  mains, 
c.  i.,  27  m.,  4  to  16  in.  dia.;  50  hyd.;  200  v.;  8 
met.;  2,000  serv.;  pres.,  dom.  58  lbs.,  f.  65  lbs.; 
cons,  day,  1,250,000  gals.;  cost,  $300,000;  coat 
mtce.,  $1,700;   wks.  owned  by  priv.   Co. 

WAYNESBURG,  p.  8,545;  f.  area,  100  a.;  mere 
bldgs.,  wd.  k  bk.,  1  to  4  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c.  eng..  2  c.  hand  ex.,  1 
h  &  1.  trk.,  4  hose  car.;  hose,  rub.,  gd.,  1.500  ft; 
val.  equip.,  $2,000;  val.  bldgs.,  $5,000;  mem.,  vol. 

Water  Supply — Src,  stms.,  1  »4  m.  bus.  cent; 
ays.,   grav.    k   pump   to   res.;    res.    cap.,    1,250,000 


gals.;  2  pump,  eng.;  cap.  day,  8,000,000  gals.; 
mains,  c.  i.,  llVi  m.,  4  to  10  in.  dia.;  54  hyd.; 
120  v.;  met.  806;  1,200  serv.;  pipe,  lead;  pre«-, 
dom.  140  lbs.,  f.  165  lbs.;  cons.  day.  100,000 
gals.;  cost,  $165,000;  cost  mtce.,  $13,832;  wks. 
owned  by  Co. 

WEATHERLY,  p.  2,501;  f.  area.  1.200  a.;  merc 
bldga.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  It  wd., 
1  %  to  2%  stor. ;  wd.  rfs.  perm,  in  f .  a. ;  fwka.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  c.  hand 
ex.,  1  comb.  c.  k  hose  wag.,  1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  2.500  ft;  f.  al.,  wh.;  vai 
equip.,  $5,000;  vaL  bldgs.,  $2,500;  exp.  dept., 
$250;   tot.  mem.,   60  vol. 

Water  Supply— ^rc.,  creek  k  spr.,  2  m.  boa. 
cent;  sys.,  grav.;  res.  cap.,  700,000  gala.;  maina, 
c  i.,  7  m.,  4  to  8  in.  dia.;  45  hyd.;  met.,  4;  400 
serv.;  pres.,  f.,  90  lbs.;  cost  $60,000;  wka.  owned 
by   priv.    Co. 

WELLSBORO,  p.  S,18S;  f.  area,  10  a.;  mere 
bldgs.,  bk.,  2  k  S  stor.;  priv.,  wd.  k  bk.,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept 
— 4  c.  band  ex.,  2  h.  Ak  1.  trk.,  6  hose  wa|f.;  hose. 
cot,  rub.  lined,  gd.,  2.500  ft;  f.  al..  wh.,  bell  Jt 
telp.;  val.  equip.,  $5,000;  val.  bldgs..  $12,000; 
exp.  dept,  $600;  tot  mem.,  150  voL 

Water  Supply — Spr.,  7  to  15  m.  bus.  cent;  «yt.. 
grav.;  res.  cap.,  17,000,000  gala.;  mains,  a  L,  9 
m.,  4  to  12  in.  dia.;  76  hyd.;  60  v.;  met.  40; 
650  serv.;  pipe,  galv.  i.;  pres.,  dom.  80  Ibc.,  f.  SO 
lbs.;  con«.  day,  250,000  gala.;  cost  $101,000; 
wks.  owned  by  priv.   Co. 

WEST  BETHLEHEM.  Consolidated  with  the  Bor- 
ough of  Bethlehem. 

Water  Supply — From  the  wks.  of  South  Bethle- 
hem; 32  hyd.;  2  m.  pipes,  4  to  8  in.  dia.;  prea..  AO 
lbs. 

WEST   CHESTER,   p.   11,767;    f.   area,    850   a.; 

mere,  bldgs.,  bk.  k  stn.,  3  to  7  stor.;  priv.,  bk., 
8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwkd.  ord.;  cause* 
of  f.  inv.  F.  dept — 2  str.,  1  auto.  comb.  pump, 
eng.  k  hose  trk.,  1  auto.  c.  eng.,  10  c  hand  ex.,  1 
h.  &  1.  trk.,  2  auto.  comb.  c.  k  h.  wag.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  4,500  ft;  c,  650  ft.; 
tot.  hose,  i5,150  ft.;  f.  al.,  elec,  28  bx.;  teI. 
equip.,  $32,000;  val.  bldgs.,  $2S,000;  exp.  depu, 
$3,500;  tot.  mem.,  .1,800  vol. 

Water  Supply — Src.,  creek,  2  m.  bus.  cent.;  sys., 
pump  to  res.  k  dir.;  res.  cap.,  2,000,000  gal».,  k>e. 
1  ^  m.  town;  8  pump.  eng..  class  comp.  cond..  cap. 
day  4,800,000  gals.;  mains,  c.  i.,  20  m.,  4  to  14 
in.  dia.;  285  hyd.;  130  v.;  met,  21;  2,100  sen.; 
pipe,  lead;  pres.,  dom.  25  lbs.,  f.  25  lbs.;  com.  day, 
928,000  gals.;  cost  $240,000;  cost  mtce..  $4,500; 
wks.  owned  by  borough. 

WEST  CONSHOHOCKEN.  p.  2.202.  F.  dept—t 
hose  wag.,  3  c.  ex.;  hose,  cot.  rub.  lined,  gd^ 
1,150  ft.;  f.  al.,  bell;  tot  mem.,  146  voL 

Water  Supply — Src,  spr..  \  m.  bus.  cent;  aji.. 
pump  to  res.;  res.  cap.,  500,000  gals.,  loc  260  ft. 
above  town;  2  pump,  eng.;  mains,  c  1.,  4  to  8  la. 
dia.;  23  hyd.;  800  serv.;  pres.,  dom.  50  to  125 
lbs.,  f.  50  to  125  lbs.;  wks.  owned  by  Co. 

WEST  ELIZABETH.  F.  dept— 2  hoce  reels,  1 
h.  k  1.   trk.,   500  ft  hose;  f.  al.,  bell;   voL 

Water  Supply — Stdp.  cap.,  1,000.000  gals.;  sys^ 
grav.;  10  hyd.;  mains,  1  m..  8  in.  dia.;  pres^,  L 
165   lbs.;   wks.   owned   by   priv.   corporation. 

WEST  FAIRVIEW.  F.  dept—l  str.,  1  c  err- 
1  h.  &  1.  trk.;  f.  al.,  bell;  vaL  equip.,  $S00;  l».t. 
mem.,  60  vol. 

No    waterwks. 

WESTFIELD,    p.    1.207;    f.    area,    500    a.;    mere 

bldgs.,  bk.,  2  k  8  stor.;  priV..  wd..  2  stor.;  wd. 
rfs.  perm.;  fwks.  k  combt  ord.;  causes  of  f.  irv 
F.  dept. — 2  c.  hand  ex.,  8  hose  car.;  hose.  cot.,  rut'. 
lined,  gd.,  800  ft;  inf.,  800  ft;  tot.  hose,  l.ft<o 
ft;  f.  al.,  wh.;  val.  equip.,  $1,000;  val.  bld^.. 
$2,000;  exp.  dept.,  $50;  tot  mem..  37  \-oL 

Water  Supply — Src,  apr.,  2  m.  bus.  cent:  ays., 
grav.;  res.  cap.,  625,000  gals.;  maina.  c  i..  6U 
m.,  8  to  8  in.  dia.;  80  hyd.;  88  v.;  met,  96:  276 
serv.;  pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  SO  Iba.: 
cost,  $27,500;  cost  mtce.,  $100;  wks.  owned  by 
city. 

WEST  GROVE,  p.  1,261.  F.  dept — 1  comb. 
hose  wag.,  1  hose  reel,  40  ft  hose;  f.  aL.  t»ell,  20 
bx.;  voL 
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Water  Supply — Stdp.  cap.,  125,000  nUs.;  lys., 
gray.;  mains,  4  m.,  4  to  0  in.  dia.;  20  oyd.;  wka. 
owned  67  city. 

WEST  HOMESTEAD,  p.  8,200;  f.  area,  1  m. 
F.  dept. — 1  c.  eng.,  1  auto.  comb,  c,  nose  k 
ladder  trk.,  14  c.  hand  ex.,  2  hose  carta;  hose, 
cot.,  rub.  lined,  gd.,  2,500  ft.;  t.  al.,  Gamewell.  lA 
bx.;  vaL  equip.,  98,000;  val.  bldgs.,  916,000;  tot. 
mem.,  04  vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  aya** 
pump;  8  pump,  eng.,  cap.  day  70,000,000  gala.; 
maina,  c.  L,  8  m.,  8  to  6  in.  emu;  10  hyd.;  16  v.; 
pree.,  dom.  110  Iba.,  f.  110  to  120  lbs.;  wka. 
owned  by  borough. 

WEST  LEESPORT,  p.  486;  bldga.,  atn.,  bk.  k 
wd.  F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  1  hose 
car.;  hose,  2,000  ft;  f.  aL,  bell;  tot.  mem.,  100  voL 

Water  Supply — Src.,  riv.  k  weUs;  sys.,  pump. 

WEST  MIDDLESEX,  p.  1,157;  f.  area,  1  sq.  m.; 
mere,  bldn.,  bk.,  stn.  k  wd.,  2  to  8  stor.;  priv.,  bk., 
atn.  k  wd.,  2  to  8  ator.;  wd.  rfa.  not  perm,  in  f. 
area;  fwks.  k  combt.  ord.;  cansea  of  f.  inv.  F. 
dept. — 1  comb,  c  Ac  h.  wag.,  8  e.  hand  ex.,  1  h. 
k  1.  trk.,  1  hose  wag.,  1  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  2,500  ft.;  rub.,  gd.,  100  ft.;  tot.  hose, 
2,600  It.;  val.  equip.,  #2,000;  vaL  bldgs.,  $2,500; 
tot.  mem.,  40  voL 

Water  Supply — ^Src.,  wells;  ays.,  grav.;  1  pump, 
eng.;  met.,  100;  pres.,  dom.  k  f.,  180  lbs.;  cost, 
916,000;    cost   mtce.,    $250;    wks.    owned   by  city. 

WEST  NEWTON,  p.  2,880;  mere,  bldga.,  stn.  k 
bk.,  2  ft  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area.  F.  dept. — 1  c  eng., 
1  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  wh. 

Water  Supply — Src,  wella,  1  m.  bua.  cent.;  aya., 
pump  to  res.;  res.  cap.,  1,000,000  gala.;  8  pump, 
eng.;  cap.  day,  240,000  gals.;  mains,  iron,  2  to  10 
in.  dia.;  52  hyd.;  met..  225;  400  aerv.;  prea.,  dom. 
-60  to  125  lbs.,  f.  125  lbs.;  cons,  day,  185,000 
gala.;  cost,  $60,000;  wks.  owned  by  Co. 

WHITE  HAVEN,  p.  1,488;  f.  area,  200  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd..  1  to  8  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2H  stor.;  wd.  ris.  not  perm,  in  f.  area; 
fwks.  ft  oombt.   ord.;  causes  of  f.  inv.     F.  dept. — 

1  c  enf.,  3  c  hand  ex.,  1  str.,  2  ex.  ladders,  1  fa. 
ft  1.  trk.,  3  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
2,000  ft.;  inf.,  500  ft.;  tot  hose,  2,500  ft.;  f.  al., 
wh.;  val.  equip.,  $5,000;  val.  bldgs.,  $2,000;  exp. 
dept.,  $250;  tot.  mem.,  30  vol. 

Water  Supply — Src.,  mountain  strm.,  spr.,  riv.  ft 
wells.;  sys.,  pump  to  res.;  xes.  cap.,  £,000,000 
gals.;  mains,  c  i.,  8  m.,  2  to  8  in.  dia.;  met.,  6; 
300  serv.;  pres.,  dom.  15  to  55  Ibe.;  wks.  owned  by 
priv.  Corp. 

WICONISCO,  p.  2,000;  f.  area  not  given;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  8  stor.;  wd.  ris. 
perm.;  fwks.  ord.;   f.   inv.     F.   dept. — 2   hose  car., 

2  hose  wag.;  hose,  rub.,  gd.,  200  ft.;  cot,  gd.,  400 
ft;  inf.,  100  ft;  tot  hose,  700  ft;  tot.  mem.,  110. 

Water  Supply — ^Not  reported. 

WILCOX;    mere,   bldga.,   wd.      F.    dept — 2   hose 
carts,  1  hose  car.;  hose,  1,000  ft;  f.  al.,  wh. 
Water  Supply — Src,  hyd.;  sys.,  pump;   17   hyd. 

WILKESBARRE,  p.  67.106;  f.  area,  4  sq.  m.; 
mere  bldgs.,  bk.,  8  to  12  stor.;  priv.,  wd.,  2  to  7 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 6  str.,  1  c  eng., 
16  c.  hand  ex.,  h.  ft  L  trk..  1  auto.  comb.  n. 
ft  c.  wag.,  2  aer.  trk.,  1  hose  wag.,  1  hose  car.,  5 
comb.  c.  ft  h.  wag.,  81  hrs.;  hose,  cot,  rub.  lined, 
gd.,  17,500  ft;  inf.,  1,000  ft;  tot  hose.  18.500 
ft.;  f.  al..  Gamewell,  112  bx.;  val.  equip.,  $72,000; 
val.  bldgs.,  $155,000;  exp.  dept,  $65,000;  tot 
mem.,  118,  pd.  full  time  42,  pd.  part  time  76. 

Water  Supply — Spring  Brook  Water  Supply  Co. 

WILKINSBURG,  p.  18,024;  f.  area,  1,000  a.; 
bldgs.,  bk.,  stn.,  wd.,  1  to  6  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — 2  auto.  comb.  c.  ft 
h.  wag.,  1  comb,  c  ft  h.  wag.,  2  h.  ft  1.  trk..  2 
reels,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  7,700 
ft;  f.  al.,  Gamewell,  20  bx.;  val.  equip.,  $18,000; 
vaL  bldga.,  $20,000;  exp.  dept,  $11,500;  tot  mem., 
14  pd.  men. 

Water  Supply — Src,  riv.,  2^  m.  bus.  cent; 
ays.,  pump  to  res.  ft  dir.;  res.  cap.,  81,000,000 
fl^s.;  8  pump,  eng.,  cap.  day  26,000,000  nls.: 
maina,  c  i.,  160  m.,  4  to  42  in.  dia.;  500  hyd., 
2,250   v.;    12,800   met;    12,800   aerv.;   pipe,  lead; 


pres.,  dom.  25  to  210  lbs.;  coat,  $8,850,000;  wks. 
owned  by  Co. 

WILLIAMSBURG,  p.  1,528.  F.  dept— 1  hose 
reel,  1,000  ft  hose;  f.  al.,  elec,  8  bx.;  tot  mem., 
40  VOL 

Water  Supply — Stdp.  cap.,  1,000,000  gala.;  eys., 
grav.;  mains.  12  m.,  4  to  12  in.  dia.;  20  hyd.; 
wka.  owned  by  city. 

WILLIAMSPORT,  p.  81,860;  mere  bldgs.,  bk.  ft 
wd.,  2  to  7  stor.;  priv.,  bk.  ft  wd.,  2Vi  stor.;  wd. 
rfs.  not  perm.  In  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 5  str.,  1  auto.  comb.  c. 
ft  hoae  wag.,  2  comb.  c.  ft  hose  wag.,    10  c  hand   ex., 

1  aer.  trk.,  4  hose  reek.   1   chiefs  wag.,  5  fuel  ft 
exercise  wag.,   24   hrs.;   nose,  cot,  rub.   lined,  gd.»         y 
10.050  ft;  f.  al.,  telp.;  vaL  equip..  $28,500;  vaL     my 
bldgs.,    $40,200;    exp.    dept,    $28,000;    tot.    mem.    ^^ 
60,  pd.  full  time  27,  pd.  part  time  38. 

Water  Supply — Src,  strm.;  sys.,  grav.,  pump  dir. 
in  dry  times;  stdp.  cap.,  275,000  gals.;  res.  cap., 
26,000,000  gals.;  4  pump,  eng.,  cap.  day  21.000,> 
000  gals.;  maina,  08  m.,  8  to  "24  in.  dia.;  820 
hyd.;  7,275  aerv.;  820  v.;  met,  200;  pres.,  dom. 
ft  f.  40  to  70  lbs.;  cona.  day,  7,000,000  gala.;  cost, 
$2,000,000;   wks.  owned  by  priv.  Co. 

WILLIAMSTOWN,  p.  2,004;  bldgs.,  wd.,  2  ft  8 
stor.;  wd.  ris.  perm.;  no  fwks.  ft  combt.  ord.  F. 
dept. — 2  hose  car.;  hoae,  cot.  rub.  lined,  gd.,  1,000 
ft;  f.  al.,  bell;  exp.  dept,  $2,000;  tot.  mem.,  85 
vol. 

Water  Supply — Src,  creek,  2  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  210,000  gals.;  mains,  c  i,  10  m., 
4  to  12  in.  dia.;  38  hyd.;  86  v.;  met,  1;  450 
serv.;  pipe,  galv.  L;  prea.,  dom.  100  lbs.,  f.  115 
lbs.;  wks.  owned  by  priv.  Co. 

WILLOW  GROVE,  p.  807.  F.  dept.— 4  c  hand 
ex.,  1  hose  reel,  1  h.  ft  1.  trk.;  hoae,  cot,  rub. 
lined,  gd.,  1,100  ft;  f.  al.,  gong;  val.  equip., 
$3,000;  val.  bldgs.,  $4,000;  exp.  dept.,  $400; 
tot   mem.,  80  vol. 

WILMERDIN6,  p.  6,188;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
2H  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  cauaes  of  f.  inv.  P.  dept — 2  c  eng.,  50  c 
hand  ex.,  1  h.  ft  1.  trk.,  4  hose  reels  ft  carts;  hose, 
cot,  rub.  lined,  gd.,  8,500  ft;  inf.,  500  ft;  tot 
hose,  4.000  ft;  f.  al.,  bell  ft  wh.,  16  bx.;  val. 
equip.,  $6,000;  val.  bldga.,  $4,000;  exp.  dept,  $2,- 
000;  tot.  mem.,  45,  pd.  part  time. 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent;  sys., 
pump  to  stdp..  dim.  80  x  85.  mat.  iron;  1  pump, 
eng.,  class  trip.,  cap.  day  500,000  gals.;  maina, 
c.  i. ;  23  hyd.;  40  v.;  met.  140;  140  serv.;  pipe, 
lead;  pres.,  dom.  140  lbs.,  f.  140  lbs.;  cost,  $50,- 
000;  wks.  owned  by  Co. 

WINDBER,  p.  0,000.  F.  dept. — 1  auto.  comb,  c 
ft  h.  trk.,  1  str.,  1  h.  ft  1.  trk.,  1  hose  wag..  1  hose 
reel,  2  hrs.,  4  c.  hand  ex.;  hose,  cot,  rub.  lined, 
ed.,  3,000  ft;  f.  al.,  elec,  14  bx.;  vaL  equip., 
$15,110;  vaL  bldgs.,  $10,000;  tot  mem.  02,  pd. 
full  time  2,  voL  60. 

Water  Supply— Src,  creek,  1  m.  bua.  cent;  lys., 
grav.;  stdp.  cap.,  40.000  gals.;  mains,  20  m.,  6 
to  24  in.  dia.;  40  hyd.;  pres.,  f.  85  lbs.;  wks. 
owned  by  priv.  Co. 

WOMELSDORF,  p.  1,801;  mere  bldgs.,  bk..  2  ft 
8  stor.;  priv.,  bk.,  2  &  8  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
hand  eng..  1  comb,  c  ft  h.  wag..  4  c  hand  ex.,  1 
h.  ft  1.  trk..  1  hose  car..  2  hrs.;  hose.  cot.  rub. 
Ined,  gd.,  1.000  ft:  f.  aL,  bell;  vaL  equip..  $8,- 
000;  vaL  bldgs.,  $7,500;  exp.  dept,  $350;  tot 
mem.,   150  vol. 

Water  Supply^^-^rc,  strm.,  2  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  300,000  gals.;  mains,  c.  L,  8  m., 
4  to  S  in.  dia.;  33  hyd.;  30  v.;  25  met.;  540  serv.; 
pres.,  dom.  45  lbs.,  f.  110  lbs.;  cons,  day,  100,000 
gals.;  cost,  $80,000;  cost  mtce.,  $400;  wks.  owned 
by  priv.   Co. 

WOODLAWN,  p.  8,000;  f.  area,  500  a.  F.  dept 
— 1  hose   wag.,  7  hand  hose  reels,    2  hand  c  ex., 

2  c  eng.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  4,500 
ft;  rub.,  gd.,  400  ft;  inf.,  600  ft;  tot  hoae, 
5,400  ft;  f.  aL.  GaraeweU.  22  bx.;  vaL  equip., 
$8,000;  vaL  bldga.,  $40,000;  exp.  dept,  $1,200; 
tot.  mem.  31,  pd.  full  time  1,  voL  80. 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  ays., 
grav.  ft  dir.  pres.;  stdp.  cap.,  350,000  gala.;  4 
pump,  eng.,  cap.  day  1,640,000  gals.;  maina.  c  L, 
12  m.,  4  to  16  in.  dia.;  85  hyd.;  1,120  met;  1,078 
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sen.;  pipe,   lead:   pres.,   dom.  &  f.    185  lbs.;   cons, 
day,   &7 5,000  gala.;  wks.  owned  by  priv.  Co. 

WRIQHTSVILLE.  p.  2,051;  f.  area,  15  a.;  mere 
bldg&,  bk.  k  wd.,  1  to  4  ator.;  priv.,  wd.,  2V^ 
stor.;  wd.  rfa.  perm.;  fwka.  &  combt.  ord.;  cauaea 
of  f.  inv.  F.  dept. — 1  atr.,  1  c  eng..  23  c  band 
ex.,  3  hoae  car.;  hose,  cot.,  rub.  lined,  gd.,  1,900 
ft.;  f.  al.,  bell;  val.  equip.,  $2,500;  val.  bldgs., 
$5,000;  exp.  dept.,  $100;  tot.  mem.,  197  vol. 

Water  Supply — Src,  apr.;  sys.,  grav.;  mains,  10 
m.;  25  hyd. ;  115  serv. ;  wks.  owned  by  Co. 

WYALUSINQ.  p.  580.  F.  dept.— 2  hoae  reels,  1 
comb.  c.  &  h.  wag.,  1  h.  &  1.  trk.,  1,000  ft.  hose; 
f.  al.,  bell,  3  bx.;  tot.  mem..   11  vol. 

Water  Supply — Src,  apr.,  1%  ra.  bua.  cent;  ays., 
grav.;  res.  cap.,  1,500,000  gals.;  mains,  c  1.,  3^ 
m.,  4  to  S  in.  dia.;  11  hyd.;  pres.,  dom.  k  f.  60 
lbs.;    wks.   owned   by   priv.    Cofpn. 

WYNNEWOOD.     No  org.  f.  dept. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
g^v. ;  mans.  4  to  10  in.  dia.;  8  hyd.;  pres.,  45 
lbs.;  wks.  owned  by  priv.  corporation. 

WYOMING,  p.  3.010;  f.  area,  28  a.;  mere  bldgs., 
bk.  &  wd.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa. 
perm.;  fwks.  &  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 4  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  3,000 
ft.;  f.  al.,  elec,  14  bx.;  val.  equip.,  $3,000;  vaL 
bldgs..  $5,000;  tot.  mem.,  126  vol. 

Water  Supply — Src,  spr.,  brooks;   17  hyd. 

WYOMISSINQ,  p.  985;  f.  area,  540  a.;  mere 
bldgs.,  bk.,  3  to  5  ator.;  priv.,  bk.  &  cem.,  2  to  3 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  i  combt. 
ord.;  causes  of  f.  are  not  inv.  F.  dept. — 1  comb, 
c.  &  h.  wag.,  2  c.  hand  ex.,  2  hrs.;  hose,  rub.  lined, 
gd.,  500  ft.;  f.  al.,  wh. ;  val.  equip.,  $2,500;  tot. 
mem.,  130  vol. 

Water  Supply — Not  reported. 

YA'RDLEY,  p.  1,200.  F.  dept. — 1  auto.  comb, 
c  A  h.  wag.,  1  h.  &  1.  trk.;  val.  equip.,  $4,500; 
val.  bldgs.,  $-500;  tot.  mem.,  90   vol. 

Water  Supply — Src,  well;  sys.,  pump  dir.;  30 
hyd.;  G  v.;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  wks. 
owned  by  priv.  Co. 


YORK,  p.  44,750;  mere  bldgs.,  bk.,  1  to  6  stor.; 
priv.,  atn.,  bk.  k  wd..  8  ator.;  wd.  rfs.  perm,  in  f. 
area;  fwka.  k  combt.  ord.;  cauaes  of  f.  ior.  F. 
dept. — 8  str.,  1  c.  eng.,  14  c  b^nd  ex.,  1  aer.  trk., 
1  hose  wag.,  0  comb,  c  &  h.  was.,  33  bra.;  hme, 
cot,  rub.  lined,  gd.,  14,500  ft.;  rub.,  gd.,  2,200  ft.; 
tot.  hoae,  16,800  ft.;  f.  aL,  elec,  49  bx.;  vaL 
equip.,  $42,500;  val.  bldgs.,  $75,000;  exp.  dept., 
$16,750;  tot.  mem.,  1,532,  pd.  full  time  14.  toL 
1,518. 

Water  Supply — Src,  riv.,  4  m.  bua.  cent.;  sys., 
impounding  basin,  cap.  910.000,000  gals.,  pump  to 
fountain  &  res.;  res.  cap.,  35,000,000  gal^;  tilterni 
water;  res.  cap.,  23,000,000  gals.;  3  punip.  eo^., 
class  trip.,  cap.  day  16,000,000  gals.;  main&.  c  u. 
85.6  m.,  4  to  30  in.  dia.;  426  hyd.;  14,504  serr.; 
60^4  met.;  1,266  v.;  pi(»e,  galv.  L  &  lead;  pres., 
dom.  &  f.  70  to  90  lbs.;  cons.  da\*,  3,446.000  gals.; 
coet,  $2,400,000;   wks.  owned  by   prir.  Co. 

YOUNQSVILLE,  p.  1,406.     F.  dept — 1  str.,  1  L 
k  1.  trk.,  1,500  ft.  hose;  tot  mem.,  50  voL 
Water  Supply— Src,  creek,   unlimited  supply. 

YOUNGWOOO,  p.  1,881.  F.  dept. — 3  c  hani 
ex.,  1  h.  &  1.  trk.,  2  hose  wag.;  hose,  cot,  ru^. 
lined,  gd.,  1,200  ft;  inf.,  400  ft;  lot.  hose,  1.6<!" 
ft;  f.  al.,  bell;  val.  equip.,  $3,000;  val.  bMev^ 
$7,000;  exp.   dept,  $400;  tot  mem.,    100  vol. 

Water  Supply — Src,  Chestnut  Ridge,  15  m.  bus. 
cent;  sya.,  grav.;  res.  csp.,  2,000,000  gala.;  main*. 
115  m.,  4  to  24  in.  dia.;  15  hyd.;  40  v.;  met, 
475;  pres.,  dom.  140  lbs.,  f.  140  Iba.;  cons.  day. 
50,000  gala.;  wks.  owned  by  priv.  Co. 

Places  with  a  population  of  1,000  or  moire  hartn^ 
no  organized  fire  dept — Burgettstown,  Polk,  Straf- 
ford. 

Places  with  a  population  of  1,000  or  more  sM 
reported:  Ambridge,  Arnold,  Audenried.  Avalasi. 
Avonmore,  Bath,  Bartville,  Bentleyville,  Bridgevllle. 
Cecil.  Clifford,  Donors,  Dormoni,  Dorrance,  Do^ 
ranceton,  Dunbar,  Durjea,  £.  Oonemaiigfa,  S.  Waib- 
ington,  lElhott  Ford  City,  Haverford.  Hecios. 
Larksville,  Lemoyne,  ^dKees  Rocks.  Marcus  Hook. 
Munhall,  Newbero't  •Roscoe,  'Roj'tUton,  Sa«o?;, 
Shinglehouse,  Sheridafi,  Springdale,  Sufpar  Grove. 
Upland,    West    Ilazleton,    West    Pittston.    Zelienapk- 
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ARCTIC,  p.  5,000;  f.  area,  1,400  a.;  mere 
bldgs.,  wd.,  1  to  5  stor.;  priv.,  wd.,  1  to  3  stor.; 
wd.  rfs.  perm.;  fwks.  &  combt  ord.;  causes  of  f. 
inv.  F.  dept.— -6  c  hand  ex.,  2  h.  &  1.  trk.,  5  hose 
car.;    ho«e,    cot,    rub.    lined,    gd.,    2,700    ft.;    rub., 

fd.,   250    ft.;   tot.   hose,   2,950    ft.:   f.   al.,   elec,   34 
X.;    vnl.    equip.,    $2,000;    val.    bldgs.,    $4,000;    tot 
mem.  56,  pd.  full  time  39,  vol.   17. 

Water  Supply — Src,  pond;  sys.,  grav.;  atdp.  cap., 
470,000  gals.;  res.  cap.  350,000.000  gala.;  maina, 
18  m.,  4  to  18  in.  dia.;  200  hyd.;  pres.,  f.  95 
lbs.;  wks.  owned  by  Co. 

■BARRINQTON,  p.  1,185;  mere  bldgs..  wd.;  priv., 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv. 

Water  Supply — Src,  from  Warren  waterwka; 
sys.,  pump.;  10  m.  pipe,  4  to  8  in.  dia.;  met,  130; 
pres.,   50   to  70  lbs.;   wks.  owned  by   Co. 

BLOCK  ISLAND,  p.  1,400;  mere  bldgs.,  wd., 
2^^  stor.;  priv.,  wd.,  1%  stor.  F.  dept. — 1  hand 
eng.,  1  hose  car.;  hoae,  cot,  rub.  lined,  gd.,  1,000 
ft;  rub.,  gd.,  2,500  ft;  tot  hoae.  3,500  ft;  f. 
al.,  bell;  val.  equip.,  $1,500;  val.  bldgs.,  $1,000; 
exp.   dept,   $200;  tot.   mem.,   60  vol. 

Water  Supply — Src,  pond;  sys.,  grav.;  mains, 
wrt.  i.,  1%  m.,  6  in.  dia.;  12  hyd.;  5  v.;  40  serv.; 
pipe,  galv.  i.;  cost,  $18,000;  coat  mtce.,  $500; 
wks.  owned  by  city. 

BRISTOL,  p.  8,565;  f.  area,  3,240  a.;  mere 
bldgs.,  stn.,  bk.  A  wd.,  1  to  3  stor.;  priv.,  stn., 
bk.  k  wd.,  1  to  8  stor.;  wd.  rfs.  perm  in  f.  area; 
fwks.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  2  hand  eng.,  14  c  hand  ex.,  1  h.  A  L  trk.,  1 
comb,  c  &  h.  wag.,  4  hose  reels;  hose,  owned  by 
town,  cot.  rub.  lined,  gd.,  3,500  ft.;  inf.,  850  ft,  tot 
hose,  4,850  ft;  by  priv.  corporation,  7,000  ft.;  f. 
al.,  wh.;  val.  equip.,  $10,000;  val.  bldgs.,  $14,000; 
exp.   dept,   $2,000;   tot.   mem.,   190  vol. 

Water  Supply — Src,  4  res.,  1  to  10  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  470,000  gals.; 


res.  cap.,  450,000,000  gals.;  2  pump,  eng.,  cap. 
(lay  2,000,000  gals.;  mains,  c.  L,  28  m.,  4  to  16 
in.  dia.;  170  hyd.;  240  v.;  75  met;  2,500  aerr.; 
pres.,  dom.  50  to  70  lbs.,  f.  75  Iba.;  cons.  dav. 
1.600,000  gals.;  cost,  $290,000;  wks.  owned  by 
Co. 

CENTERVILLE,  mere  bldgs.,  wd.  F.  dept— I 
h.  k  1.  trk.,  2  hose  car.;  hose,  1,500  ft;  f.  aL, 
elec;  exp.  dept.,  $90;  tot  mem.  24,  pd.  full  time 
19.  vol.  6 

Water  Supply — Src.  pond,  5  m.  bus.  cent.;  eysL, 
grav.;  stdp.  cap.,  475,000  gals.;  mains,  e  t,  4 
to  IS  in.  dia.;  pipe,  galv.  L;  prea.,  dom.  k  f.  30 
to   110  lbs.;   wks.  owned  by  pnv.  Co. 

CENTRAL  FALLS,  p.  22.754;  f.  area,  1,200  a.: 
mere  bldgs.,  bk.  k  wd.,  2  to  4  stor.;  priv.,  wd., 
2  to  4  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept — S  comb, 
c  k  h.  wag.,  14  c  hand  ex.,  1.  h.  A  L  trk.,  3  bostr 
wag.,  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  6.650  ft: 
rub.,  gd.,  100  ft;  tot  hose,  6,750  ft:  f,  aL. 
Gamewell,  44  bx.;  vaL  equip.,  $^5,200;  vmL  bldg^. 
$27,900;  exp.  dept,  $19,000:  tot  mem.  34.  pd. 
full  time  16,  pd.  part  time  18. 

Water  Supply— Supplied  by  Pawtockct;  sya, 
grav.;  mains,  i.  17  m.,  4  to  16  in.  dia.;  109  byd  . 
pres.,  f.    100-108  Iba.;  wks.  owned   by   city. 

CRANSTON,  p.  21,107;  f.  area,  about  10  m.: 
bldgs.,  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwks. 
ord.  F.  dept — 1  stm.  eng.,  7  band  eng.,  10  e  ex.. 
8  h.  ft  1.  trk.,  10  hose  car..  1  auj^ly  wag.;  hose, 
cot,  gd.,  8,800  ft;  inf.,  200  ft.;  tot  ho^e,  9.000 
ft;  val.  equip.,  $8,500;  vaL  bidga.,  $12,000;  exp. 
dept,   $1,200;   tot   mem.,   400   voL 

Water  Supply — Sre,  from  city  of   Proridence. 

CUMBERLAND,  p.  10.107.  F.  dept. — 1  h.  & 
I.  trk.,  2  hand  ex.,  2  hose  carts;  t  id.,  wh.;  tot 
mem.,    86   voL 

EAST  GREENWICH,  p.  8,420;  f.  arem,  1,500 
a.;    mere   bldgs.,   bk.   ft   wd..   3    ft   4    stor.;   pciv^ 
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RIVERPOINT,  mere,  bldgs.,  stn.  ft  wd.  F. 
dept. — 9  c.  hand  ex.,  8  hose  wag.;  hose,  6,000 
ft.;  f.  al.,  elec;  tot.  mem.,  45,  pd.  $25  year. 

Water  Supply — Src.,  lake;  ays.,  grav.;  res.  cap., 
unlimited 

SMITHFIELD,  p.  2,780;  f.  area,  2  a.;  mere, 
bldg^.,  bk.  &,  atn.,  2  to  4  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  no  fwka.  ord.;  f.  Inv. 
F.  dept. — ]  bo«e  car.;  hose,  linen  lined,  gd.,  000 
ft.;  unlmed,  600  ft.;  tot.  hose,  1,200  ft.;  f.  aL, 
bell;   tot.   mem.,   20  vol. 

Water  Supply — Src,  well,  cistema  ft  mill  ponda. 

TIVERTON,  p.  4,800.     F.  dept. — 1  auto.  c.  eng., 

1  c.   eng.;   val.   equip.,   $4,500;  vol. 
No  waterwks. 

VALLEY  FALLS,  p.  6,000;  f.  area,  060  a.; 
mere  bldgs.,  wd.,  2  to  4  stor.;  priv.,  wd.,  2^ 
stor.:  wd.  rfa.  perm.';  fwks.  ord.  F.  dept. — 2  c. 
ex.,  1  h.  ft  L,  1  aer.  trie,  2  hose  car.;  oot.  hose, 
1,600  ft;  inf.,  100  ft;  tot.  hose.  1,700  ft;  L 
al.,  wh.;  vaL  equip.,  $8,000;  vaL  bldgs.,  $12,000; 
mem.,   60  voL 

Water  Supply — Src.,  from  city  of  Pawtucket 

WAKEFIELD,  p.  2.170;  f.  area,  1,600  a.; 
bldgs.,  wd.,  2  stor.;  wd.  xfs.  perm.;  no  fwks.  ft 
oombt.  ord.;  causes  of  f.  Inv.  F.  dept — 1  str., 
16  e.  hand  ex.,  1  hand  eng.,  2  h.  ft  1.  trie,  1  hose 
wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,500 
ft;  rub.,  gd.,  100  ft.;  tot.  hose,  2.600  ft;  f.  aL,  wh. 
ft  bell;  vtkl.  equip.,  $5,500;  vaL  bldgs.,  $8,000;  exp. 
dept,  $1,000;  tot.  mem.,  125  vol. 

Water  Supply — Src,  brook,  6  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  870,00Q  gals.; 
res.  cap.,  40.000,000  gals.;  3  pump,  eng.,  oap. 
day,  8,000,000  gals.;  mains,  17.6  m.,  4  to  12  in. 
dia.;  138  hyd. ;  met,  100;  790  serv.;  pres.,  dom. 
80  lbs.,  f.   80  lbs.;  wks.  owned  by  Co. 

WARREN,  p.  6,685.  F.  dept. — 1  str.,  1  hand 
eng.,  8  c.  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  carta; 
f.    al.,    wh. ;    80    vol. 

Water  Supply — Src,  rlv.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  oap.,  470,000  gals.,  dim. 
40   X   50,  mat.  iron;  res.  cap.,  600,000.000  gals.; 

2  pump,  eng.,  cap.  day  4,000,000  gals.;  mains, 
c.  i.,  20  ni.,  4  to  16  in.  dia.;  hyd.,  67;  pres.,  f. 
70    lbs.;    wks.    owned   by   Co. 

WARWICK,  p.  26,6^9;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.  F. 
dept. — 2  h.  ft  1.  trk.,  4  c  hand  ex.,  1  hose  wag., 
5  hose  car.;  hose,  rub.,  gd.,  2,500  ft;  f.  al.,  bell, 
83  bx.;  val.  equip.,  $2,000;  val.  bldgs.,  $4,000; 
exp.   dept,   $8,000;   tot  mem.,   48.  yd,  part  time. 

Water  Supply — Src,  spr.  ft  lake,  5  m.  bus. 
cent;  sys.,  grav.;  stdp.  dim.,  40  x  50,  mat  iron; 
res.  cap.,  800,000,000  gals.,  loc  West  Greenwich; 
mains,  c  i.,  4  to  18  in.  dia.;  200  hyd.;  1,000 
serv.;  pipe,  lead  ft  galv.  i.;  pres.,  dom.  100  lbs., 
f.    100   lbs.;   wks.   owned   by   Co. 


W.  BARRINQTON,  p.   1,500;  bldgs.,  wd.  &  bk, 

1  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  eombt 
ord.      No   org.   f.   dept 

Watsr  Supply— Src,  res.,  5  to  8  m.  bus.  cat; 
sys.,  pump  to  res.;  res.  cap.,  450,000,000  gak; 
mat.,  wd.;  2  pump,  eng.,  cap.  day,  4,000,000  sab.; 
mains,  wd.  ft  i.,  2^  m..  4  to  12  in  dia.;  12  v.; 
110  serv.;  110  met.;  pipe,  lead  ft  L;  pres,  d<aQ.  30 
lbs.;  cost,  $20,000;  cost  mtcc,  $850;  wks.  oncd 
by  Oo. 

WESTERLY,  p.  8,606;  mere  bldn.,  bk.  k  vl, 

2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wo.  rfa.  pens,  ia 
f.  area;  fwks.  ft  combt  ord.  F.  dept — 2  str.,  10 
c  hand  ex.,  1  h.  ft  L  trk.,  2  hose  wag.,  4  hose 
reels,  1  c  tk.;  hose,  cot.,  rub.  lined,  gd.,  5,000 
ft;  inf.,  1,500  ft;  tot  hose,  6,500;  f.  aL,  bell, 
28  bx.;  vaL  equip.,  $26,000;  vaL  bldgs.,  $14,000; 
exp.    dept,    $8,000;    tot   mem.,    186    voL 

Water  Supply — Src,  wells,  IH  m-  bv.  cest; 
iiys.,  pump  to  stdp.;  2  stdp.,  cap.  850,000  gala; 
dim.,  70  X  80;  mat,  wrt  L  ft  cone;  8  pami&  eng., 
class  vert,  comp.,  cap.  day  4,000,000  gals^;  maim. 
c  L,  87.88  m.,  4  to  16  in.  dia.;  194  hyd.;  S4S 
v.;  1,700  met;  1,984  serv.;  pipe,  lead  ft  iroo; 
pres.,  dom.  75  to  92  lbs.,  f.  76  to  92  lbs.;  coci. 
day,  794,000  gals.;  cost,  $875,296;  cost  mtee, 
$28,877;    wks.    owned    by    town. 

WICKFORD,  p.  1,100;  f.  srea,  640  a.;  bldgv, 
wd.,  1  to  8  stor.;  wd.  rfs.  perm.;  fwks.  ord. 
F.  dept — 2  hand  eng.,  1  h.  ft  L  trk.,  2  bcic 
car.;  hose,  cot,  gd.,  2,000  ft;  tot  mem.,  9C 
voL;  f.  al.,  bell;  vaL,  equip.,  $6,000;  vaL  bldgs^ 
$1,500. 

Watsr  Supply — Src,   wells  ft  salt  water. 

W00N90CKET,  p.  88,125;  f.  area,  6,682  «.; 
mere  bldgs.,  wd.,  bk.  ft  stn.,  4  to  6  stor.;  priv., 
wd.,  4  to  6  stor.;  wd.  ris.  perm.;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 2  str.,  5  coir.b. 
c  ft  hose  wag.,  18  c.  hand  ex.,  2  h.  ft  L  trk.,  I  ^er. 
trk.,  12  his.;  hose,  cot,  rub.  lined,  gd.,  15.000 
ft;  f.  aL,  Oamewell,  100  bx.;  vaL  equip..  $44,0i>0: 
vaL  bldgs.,  $26,900;  exp.  dept.,  $60,000;  tec 
mem.  80,  pd.  full  time  52,  pd.  part  time  28. 

Water  Supply — Src,  brook,  5  m.  bos.  cent: 
sys.,  grav.  ft  pump  to  stdp.;   stdp.  cap.,  3,500/')'* 

gils.;  res.  cap.,  529,000,000  gals.,  loc  Sayles  HI  I 
oad;  8  pump,  eng.,  cap.  day  0,500,000  eal&; 
mains,  c  i.,  68  m.,  4  to  20  in.  dia.;  721  ty^: 
785  v.;  3,800  met;  3,S50  aerv.;  pipe,  lead;  pre>. 
dom.  ft  f.  40  to  120  lbs.;  cons,  day,  S.OOO.O'--' 
gals.;  cost,  $1,150,000;  cost  mtce.,  $28,700;  wU. 
owned  by  ci^. 

Places  of  1,000  or  more  population  having  ro 
organised  fire  dept — ^Anthony,  Ashton,  DurrilhiDe, 
Coventry.  >DrovraviIle,  Dunbar,  Olocester,  Hope  Vil- 
ley,  Hopkinton,  Lincoln,  Little  Compton,  Lonsdale. 
Portsmouth,  (Richmond,  Scituate. 

Places  of  1,000  or  more  population  not  reported 
— Chepacket  Middletown,  Saylesville. 
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ABBEVILLE,  p.  4,469;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.  F.  dept. — 2  c  hand  ex.,  1  h.  ft  L  trk.,  4 
hose  wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
8,000  ft;  f.  al.,  bell;  vaL  bldgs.,  $4,000;  tot. 
mem..   150  voL 

Wster  Supply — Src,  wells  ft  res.;  sys.,  pump  to 
stdp.;  stdp.  cap.,  165,000  gals.;  res.  cap.,  260,000 
gals.;  54  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  7  m.;  55  hyd.;  met,  120:  pres.,  f.  160  lbs.; 
cost,  $30,000;  wks.  owned  by  city. 

AIKEN,  p.  8,911;  f.  area.  1,500  a.;  mere,  bldgs., 
wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 
1  sir.,  1  hand  eng.,  1  h.  ft  L  trk.,  4  hose  car.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd..  6,000  ft.;  f.  aL, 
Cfamewell.  10  bx.;  vaL  equip.,  $4,000;  vaL  bldgs.. 
$3,000;  exp.  dept,  $300;  tot  mem.  40,  pd.  full 
time  I,  vol.  39;  undrs.  rating,  second  class. 

Wster  Supply — Src,  wells,  M  nu  bus.  cent; 
sys.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  180,000 
gals.,  dim.  120  x  16;  mat,  iron;  res,  cap.,  100,000 
gals.;   8  pump,   eng.,   class  hor.,   cap.   day  648,000 

gals.;   mains,   c.   L,    19   m.,   4   to    10   in.   dia.;    82 
yd.;    met.,   260;   200   serv.;   pipe,  galv.   L;    pres., 


dom.    60    lbs.,    f.    160    lbs.;   daily    coos.,    190,000 
gals.;  cost,  $90,000;  wks.  owned  by  cLtf* 

ALLENDALE,  p.  2,800;  L  area,  6  a.  P.  dept— 
2  hand  hose  reels,  1  h.  ft  L  trk.,  8  c  hand  eT . 
1,500  ft.  hose;  vaL  equip.,  $1,600;  tot  mem.,  f ) 
j^oL 

Wsrter  Supply — Src,  well;  sys.,  grav.;  3  pawj', 
eng.,  cap.  day  1,080,000  nla.;  84  hvd.;  SO  v.; 
pres.,  dom.  66  lbs.,  f.  100  lbs.;  cost,  $6*5.000;  wk*. 
owned   by  city. 

ANDERSON,  p.  9.654;  f.  srea.  2,560  a.;  mere 
bldgs.,  blc,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwlcs.  onL. 
cauaes  of  f.  inv.  F.  dept — 1  str.,  1  hand  cs«-,  4 
c  hand  ex.,  1  h.  ft  L  trk.,  2  hose  wag.,  Sbosc 
car..  6  hrs.;  hose,  cot,  rub.  lined,  gd.,  S.OOO  ft.; 
f.  al.,  bell  ft  telp.;  val.  equip.,  $8,000:  vaL  bldga.. 
$10,000;  exp.  dept,  $2,000;  tot  mem.  ISO,  pd. 
full  time  2,  pd.  part  time  118. 

Water  Supply--Src  wells,  2  m.  bos.  cent.;  ays., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  200,000  g^^*., 
dim.   18  X   100;   mat,  wrt   L;  res.   cap.,    OSO.*.'   ^ 

Sals.,  loc  6,000  ft  bus.  cent;  4  pnmp.  cb^.,  car 
ay    6,184,000    gals.;    mains,    c    L,    18^     m.,     4 
to   10   in.   dia.:    180  hyd.;   78S   met;   0S9 
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pipe,  galT.  i.:  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cona.  day,  600,000  gala.;  cost,  $168,211;  wka. 
owned  by  Co. 

BAMBERG,  p.  1,937;  f.  area,  20  a.;  bldn.,  bk. 
A  wd.,  1^2  ator.;  wd.  rfa.  not  perm.;  fwka.  k 
oombt.  o(pd.  F.  dept. — 1  band  cng.,  2  c.  ex.,  1  h. 
&  1.  trk.,  2  hose  oar.;  hose,  cot.,  rub.  lined,  gd., 
1.000  ft.;  inf.,  800  ft;  tot.  hose,  1.800  ft.;  f.  al., 
bell;  val.  equip.,  $1,000;  val.  bldgs.,  ^00;  tot. 
mem.,  80  vol. 

Water  Supply — Src.,  6  datema  A  artesian  wella; 
sya.,  pump  to  atdp.;  stdp.  cap.,  75,000  gala.;  res. 
cap.,  86,000  gala.;  2  pump,  eng.,  cap.  day  72,000 
gals.;  mains,  1,600  ft.,  10  in.  dOla.;  6  byd.;  cost, 
$8,000;  wka.  owned  by  city. 

BARNWELL,    p.  1,824.      F.    dept.— 1    c.    hand 

ex.;  hose,  cot.,  rub.  lined,  gd.,  200  ft.;  f.  id.,  bell; 
tot.  mem.,  15  toI. 

No  waterwka. 

BATESBURQ,  p.  1,995.  F.  dept — 2  hose  carte, 
1,000  ft  hose;  f.  al.,  wh.;  tot.  mem.,  80  toL 

Water  Supply — -Src,  well;  8yt.»  pump  dir.  ft 
grzr.;  res.  cap.,  60,000  gala.;  1  jpump,  cap.  day 
108,000  gals.;  mains,  H  m.,  6  to  8  in.  dia.;  pres., 
40  lbs.;  10  hyd. 

BEAUFORT,  p.  2,486;  f.  area,  120  a.;  mere, 
bldgs..  bk.  k  wd..  1  to  8  stor.;  piiv.,  wd.,  2  stor.; 
wd.  ris.  perm.;  fwks.  k  combt.  ord.  F.  dept. — 1  c 
eng.,  1  str.,  1  h.  &  1.  trk.,  1  hose  wag.,  8  hoee  car.; 
hose,  cot.  rub.  lined,  gd.,  2,800  ft;  inf.,  400 
ft;  tot.  hose,  2,700  ft.;  f.  al.,  bell;  val.  equip., 
$6,200;  val.  bldgs.,  $8,600;  exp.  dept.,  $320;  tot 
mem.,  75,  pd.  part  time  1,  vol.  74. 

Water  Supply — Src,  well.  %  m.  bus.  cent.;  sys., 
grav. ;  stdp.  cap.,  120,000  gals.,  dim.  90x15;  mat, 
stl.;  2  pump,  eng.,  cap.  day,  500,000  gals.;  mains, 
c.  i.,  3  m.,  4  to  8  in.  dia.;  26  hyd.;  8  v.;  met,  84; 
pres.,  dom.  40  lbs.,  f.  50  to  100  lbs.;  cons,  day, 
35.000  gals.;  cost,  $15,000;  cost  mtce.,  $4,000; 
wks.  owned  by  city. 

BELTON,  p.  1,652;  f.  area,  10  a.;  mere  bldga., 
bk.,  1  to  8  stor.;  priv..  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
car.;  1  hose  wag..  1  hrs.;  hose,  cot,  rub.  lined,  g^., 
1.800  ft;  rub.,  gd.,  200  ft;  tot.  hose.  2,000  ft;  f. 
al.,  bell.;  val.  equip.,  $2,100;  val.  bldgs.,  $150;  tot 
mem.,  16  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  deep  wells,  near  public 
square;  sys.,  pimip  to  stdp.;  stdp.  cap.,  160,000 
gals.;  mat.,  cone;  res.  cap.,  160,000  galB.;  2 
pump,  eng.,  class  elec,  cap.  day  80,000  gals.; 
mains,  c  i..  1%  m..  6  to  10  in.  dia.;  pipe,  c.  i.; 
pres..  dom.  65  lbs.,  x.  65  lbs.;  wks.  owned  by  city. 

BENNETTSVILLE,  p.  2.646;  f.  area,  1,000  yds. 
Court  House;  mere,  oldgs.,  bk.  ft  wd.,  2  ft  8 
stor.;  priv.,  wd.,  1,  2  ft  8  stor.;  wd.  rfs.  not 
perm.;  fwks.  ord.  F.  dept. — 1  h.  ft  1.  trk.,  1  comb. 
c.  ft  h.  wag..  1  hose  wag.,  1  hose  car.;  1  hrs;  hose, 
cot,  nib.  lined,  gd.,  1,500  ft.;  rub.,  gd.,  500  ft;  tot 
hose.  2,000  ft.;  f.  al.,  wh.  ft  bell;  val.  equip., 
$2,600;  val.  bldgs.,  $200;  tot  mem.,  24  vol.; 
undrs.  rating,  third  claes. 

Water  Supply — Src,  8  wells,  %  m.  bus.  cent; 
■ys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gal^.;  mat, 
stl.  ft  wrt.  i.;  res.  os{>.,  800,000  gals.;  2  pump,  eng., 
cap.  day.  2.160,000  gals.;  mains,  c  1.,  7  m.,  4  to 
10  in.  dia.;  73  hyd.;  300  met;  pres.,  dom.  75  lbs., 
f.  125  lbs.;  oons.  day,  175,000  gals.;  wks.  owned 
by  city. 

BISHOPVILLE,  n.  1,659.  F.  dept— 1  hrs.,  1 
hose  wag.;  hose,  600  ft;  f.  al.,  bell;  tot  mem., 
24    vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  76,000  gals.;  2  pump,  eng.,  cap.  day 
720,000  gals.;  maini,  1  1-5  m.,  6  to  10  in.  dia.; 
34   byd.;  pres.,  dom.  67  lbs.,  f.   120  lbs. 

BLACKVILLE,  p.  1,278;  f.  area,  1  sq.  tn.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept. — 1 
gasoline  eng.,  1  hose  cart.  1  hand  eng.,  2  c  eng., 
10  c  ex.,  1  h.  ft  L  trk.,  1  hose  wag..  4  hrs., 
buckets,  ftc;  hose,  rub.,  1,100  ft;  val.  equip., 
$3,000;  val.  bldga.,  $1,500;  f.  al.,  pistol;  tot 
mem.,  35  vol.;  undrs.  rating,  fourth  daaa. 

Water  Supply — Src,  wells,  pumps. 

BRANCHVILLE,  p.  1,471;  mere  bldgs.,  bk.  ft 
wd.  F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  1  hose 
car.;   hose.   500  ft 

Water  Supply — Src,  wells. 


CAMDEN,  p.  3,569;  f.  area,  20 
stn.,  bk.  ft  wd.,  1  to  4  stor.;  pri 
stor.;  wd.  rfs.  perm,  in  f.  area; 
ord.;  causes  of  f.  inv.  F.  dept- 
e  hand  ex.,  1  h.  ft  1.  trk.,  2  he 
car.,  2  hrs.;  hose,  cot,  rub.  lit 
ft;  inf.,  150  ft;  tot  hose,  16 
Oamewell,  12  bz.;  val.  bldgs.,  $4, 
$2,000;  small,  pd.   company,   1   cfa 

Water  Supply — Src,  spr.,  1% 
sys.,  pump  to  stdp.;  stdp.  cap., 
dim.  20  X  35;  mat,  wd.  ft  iron; 
000  gals.;  2  pump,  eng.,  class  tri 

000  gals.;  mains,  e  i.,  10  m..  4 
65  hyd.;  29  v.;  664  senr.;  pipe, 
dom.  70  lbs.,  f.  126  lbs.;  com 
gals.;  cost,  $72,819.48;  wks.  own< 

CHARLESTON,  p.  68,833;  f.  ai 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  t 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  wd 
in  f.  area;  fwks.  ft  combt.  ord.; 
F.  dept. — 10  str.,  2  auto,  pump 
comb,  e  ft  h.  wag.  ft  tractor,  1 
1.  trk.,  24  c  hand  ex.,  1  aer.  tri 
26  hrs.;  hose,  cot,  rub.  lined,  j 
inf.,  1,500  ft;  tot  hose.  16,000  f 
well,  l^'O  bx.;  val.  equip.,  $112,7 
$57,000;  exp.  dept,  $95,1'36;  tot 
full  time  71,  pd.  part  time.  23. 

Water  Supply — Src.  oreek,  11 
sys.,  pump  dir.;  res.  cap.,  3,12' 
loe  near  pump,  station;  6  pump. 
13,000,000  gals.;  mains,  c  i.,  60 
dia.;  630  hyd.;  1,000  v.;  met.,  3( 
pipe,  lead  ft  galv.  i. ;  pres.,  dom.  40 
cons,  day,  5,000,000  gal^.;  wks.  ovi 

CHESTER,  p.  4,764.  F.  dept.- 
h.  ft  1.  trk.,  4  hose  reels  ft  hose  y 
rub.  lined,  gpd.,  2,800  ft;  rub.,  g( 
hoee.  3,300  ft.;  tot.  mem.,  25,  pd 
second   class. 

Water  Supply — Src,  creek,  2H 
sya.,  pump  to  stdp.;  stdp.  eip.,  15( 
cap.,  3.50.000  gals.;  2  pump,  eng., 
000,000  jpals.;  mains,  7h^  m.,  4  t< 
hyd.;  400  met.;  500  -serv. ;  pres., 
f.  100  lbs.;  cons,  day,  300,000  gali. 
wks.  owned  by  city. 

CLIFTON,  p.    1,600;   bldgs.,  bk. 
stor.;    wd.   rfs.   not  perm.      F.   dept 
hose,   cot.,   rub.   lined,   gd.,    3,500    II 
tot.  mem.  18,  pd.  part  time. 

Water   Supply — Src,   riv.;   sys.,   i 
dir.;   res.   cap.,   93,000  gals.;   pump. 
3.150,000  gals.;  mains,  8  in.  dia.; 
dom.    75    lbs.,    f.    150    lbs.;    cost, 
owned  by  Oo. 

COLUMBIA,  p.   26,319;  f.  area,    I 
bldgs.,  bk.,   1   to  13  stor.;  priv.,   wd 
rfs.    not    perm,    in    f.    area;    fwks.    I 
causes   of  f.   inv.      F.   dept — 1   autt 
ft  hose  wag.,  1  auto.  comb,  e  ft  h. 
auto.,  4   str.,   1   c   eng.,  8   e  hand 
trk.,   1   comb.   c.  ft  h.   wag.,   4   hosE 
car.,  18  hrs.;  hose,  cot.,  rub.  lined, 
rub.,  gd..   1,000  ft;  inf.,  600  ft;  ti 
ft.:   f.  al.,  elec,  28  bx.;   val.  equip., 
bldgs.,  $28,000;  exp.  dept,  $31,000; 
pd.  full  time. 

Water  Supply — Src,  Congaree  rl 
cent.;  sys.,  grav.,  pump  stdp.  ft  i 
dir.;  res.  cap.,  60.000,000  gals.; 
(uptown),  cap.  1.260,000  ffals.;  6  p 
day  17,000,000  gals.;  mains,  e  L, 
24  in.  dia.;  308  hyd.;  3,600  met 
pipe,  galv.  i. ;  pres..  dom.  ft  f.  43 
cons,  day,  4,500,000  gals.;  cost,  j 
mtce.,  $35,000;  wks.  owned  by  citi^ 

CONWAY,   p.    1,228;    voL   dept,   : 

1  hand  eng.,  1  hose  cart 

Water  Supply — Src,  well,  riv.  ft 

DARLINGTON,  p.  8,789;  meix;.  b 
3  stor.;  priv.,  wd.,  1  k  2  stor.; 
perm,  in  f.  area;  fwks.  ft  combt.  or 
1  str.,  1  comb.  c.  ft  hoee  wag.,  1  c. 
ft  1.  trk.,  1  hose  wag.,  3  hose  car. 
cot,  rub.  lined,  gd.,  2,500  ft;  f.  al. 
bx.;  val.  equip.,  $6,000;  val.  bldgs., 
dept,  $8,000;  tot  mem.  40,  pd.  fu 
36;   undrs.   rating,  third  class. 
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Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
pump  to  stdp.  &  dir.;  stdp.  cap.,  90,000  gids., 
dim.  14  X  40;  mat.,  iron;  rea.  cap.,  80,000  gala.; 
2  pump,  eng.,  cap.  day  250,000  gala.;  mains, 
iron,  8^  m.,  4  to  10  in.  dia.;  03  hyd.;  29  v.; 
pipe,  galv.  i.;  pres.,  dom.  30  lbs.,  f.  100  lbs.; 
cost,  $8,000;  coat  mtce.,  1500;  wks.  owned  by  Co. 

EDGEFIELD,    p.    1,771.      F.    dept. — 1    hand    c. 
ex.,  1  c.  wag.;  hose,  400  ft:  tot.  mem.,  7  vol. 
Water  Supply — No  waterwka. 

FLORENCE,  p.  7,057;  f.  area.  50  a.;  mere. 
bldga.,  bk.,  1  to  4  stor. ;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfa.  not  perm.;  fwks.  A.  combt.  ord.     F.  dept. — 

1  atr,  2  hand  eng.,  2  c.  hand  ex.,   1  h.  &  1.  trk., 

2  hose  car.,  3  hra.;  hose,  cot.,  rub.  lined,  gd., 
2.000  ft.;  f.  al.,  Gamewell,  10  bx.;  val.  equip., 
$10,500;  tot.  mem.  18,  pd.  full  time;  imdra.  rat- 
ing,   third   class. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  100,000  gala., 
dim.  21  X  100,  loc.  at  atation;  mat.,  atl.;  res. 
cap.,  600,000  gals.,  loc.  at  station;  2  pump,  eng., 
class  comp.  &  dup.,  cap.  da}',  2,000,000  gal^.; 
mains,  iron,  16  m.,  4  to  8  in.  dia.;  144  hyd.;  95 
v.;  met,  800;  1,056  serv.;  pipe,  galv.  i. ;  pres., 
dom.  50  to  60  lbs.,  f.  80  to  100  Ibjs.;  cons,  day, 
300,000  gals.;  cost,  |92,000;  cost  mtce.,  $15,000; 
wks.  owned  by  city. 

QAFFNEY,  p.  4,767;  f.  area,  60  a.;  mere, 
bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  dc  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  comb.  c.  &  hose  wag.,  c.  hand  ex.,  1  c. 
trk.,  1  h.  &  1.  trk.,  1  hose  wag,  2  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  2,500  ft;  f.  al.,  elec. ;  val. 
equip.,  $10,000;  val.  bldgs..  $500;  exp.  dept., 
$1,000;  tot  mem.  50,  pd.  full  time  2,  vol.  48; 
undrs.  rating,  third  cla»s. 

Water  Supply— Src,  oreek,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  500,000  gals.;  dim., 
120  X  25;  res.  cap.,  500.000  gals.;  2  pump,  eng., 
cap.  day,  2,448,000  gals.;  mains,  14  m.,  4  to  12  in. 
dia.;  14  hyd.;  375  met;  400  serv.;  pres.,  dom. 
k  f.  80  lbs.;  oons.  day,  125,000  ga1«. ;  cost,  $75,- 
000;  cost  mtce.,  $3,000;  wks.  owned  by  city. 

GEORGETOWN,  p.  5,530;  f.  area,  640  a.; 
mere,  bldga.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  c  eng., 
4  2  c.  hand  ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  4  hose 
car.,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft; 
f.  al.,  Gamewell,  12  bx.;  val.  equip.,  $10,000; 
val.  bldgs.,  $8,000;  exp.  dept,  $3,000;  tot  mem. 
45,  pd.  part  time;  undra.  rating,  aecond  class. 

Water  Supply — Src,  riv.,  4  blocks  bus.  cent; 
sys.,  grav.,  pump  to  res.,  stdp.  k  dir.;  stdp.  cap.. 
100,000  gala.,  dim.  110  x  16;  mat,  atl.;  8  pump, 
eng.,  cap,  day  750,000  gala.;  maina,  9  m.,  iron; 
72  hyd.;  pres.,  dom.  40  lbs.,  f.  80  to  100  lbs.; 
cost,  $100,000;  wks.  owned  by  city  k  Co. 

GRANITEVILLE,  p.  2,500;  f.  area.  100  a.;  mere, 
bldga.,  bk.  k  wd..  1^2  ator.;  priv.,  wd.,  1  k  2 
9tOT.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept — 12  c  hand  ex.,  8  hose  reels.;  hose,  cot, 
TMb.  lined,  gd.,  3,000  ft.;  f.  al.,  bell  &  wh. 

Water  Supply — Src,  creek;  sya.,  pump  to  res.  k 
dir.;  re«s.  cap.,  181,478  gals.,  loc.  %  m.  from  town, 
on  hill;  new  res.  cap.,  329.891  gals.;  2  pump,  eng., 
cap.  day.  216,000  g^ls. ;  maiits.  2  m.,  4  to  8  in.  dia.; 
50  hyd.;  20  v.;  pres.,  dom.  50  lbs.,  f.  82  to  90  lbs.; 
wks.  owned  by  Co. 

GREENVILLE,  p.  15,741;  f.  area,  3.500  a.; 
mere,  bldgs.,  bk.,  1  to  7  stdr. ;  priv.,  bk.  k  wd.,  1  to 

3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  fully.  V.  dept. — 2 
auto.  comb.  c.  &  h.  wag.,  1  str.,  1  h.  k  1.  trk.,  18 
c.  hand  ex.,  2  hose  wag.,  5  hrs.  (in  reserve,  1  stx., 
1  hose  WHjf,,  1  hose  reel);  hose,  cot.,  nib.  liiieii, 
gd.,  6,000  ft;  f.  al..  telp.  &  bell;  val.  equip.,  $25,- 
000;  val.  bldgs.,  $20,000;  exp.  dept,  $20,00U; 
tot.  mem.   21,  pd.  full  time. 

Water  Supply — Src,  mountain  str.,  9  m.  bus. 
cent.;  sys..  grav..  pump  to  stdp.  k  dir.;  atdp.  cap., 
367,000  gals.,  dim.  26  x  130;  mat,  iron;  4  rea.. 
cap.  223.000,000  gals.,  loc.  on  Paris  Mountain;  8 
pump,  eng.,  class  comp.  cond.  dup.,  cap.  day  3,000,- 
000  gals.;  mains,  iron  &  cem.,  80  m.,  4  to  12 
in.  dia.;  260  hyd.;  550  v.;  2,800  met.;  3,200  aerv.; 
pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  110  lbs.;  wks. 
owned  by  Co. 

GREENWOOD,  p.  6,614;  f.  area,  840  a.;  mere 
bldgs.,  bk.  k  wd.,   1   to  8  stor.;   priv.,  bk.  k  wd.. 


1  k  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  A;  L  trk.,  1  comb, 
c  eng.  k  hose  trk.,  8  hose  carts;  hose,  cot,  mb. 
lined,  gd.,  2,200  ft.;  f.  aL,  bell:  vaL  equip., 
$3,000;  val.  bldgs.,  $1,000;  exp.  dept.,  $650;  lot. 
mem.,   49   vol. 

Water  Supply — Src,  spr.  k  8  artesian  wells,  cap. 
30,000,000  gals,  month.;  sys.,  pump  to  res.  k 
stdp.;  stdp.  cap.,  250,000  gals.;  res.  cap..  500.000 
gals.;  2  pump,  eng.,  class  aup.,  cap.  day  1.872,000 
gals.;  mains,  iron,  16  m.,  4  to  10  in.  dia.;  61 
hyd.;  90  v.;  met.,  150;  240  wrr.;  pres.,  dom. 
40  lbs.;  f.  60  to  300  lbs.;  cost,  $45,000;  wks. 
owned  by  city. 

HARTSVILLE,  p.  2,365;  f.  area.  S  a.;  mere. 
bldgs.,  bk.,  1  k  2  stor.;  wd.  rfs.  not  pcrra.  in  f.  area; 
fwks.  k  combt.  ord.;  causes  of  f.  inv  F  dept. — 2  c. 
hand  ex.,  1  hose  wag.,  1  hose  reel,  '2  hr?. ;  Ihitr, 
cot.,  riib.  lined,  gd.,  1,800  ft.;  inf„  200  ft.;  loi. 
hose,  2,000  ft.;  f.  al.,  Gamewell,  15  bx.;  val.  equip., 
$6,500;   val.   bldgs.,   $4,500;   tot.   mem..    19   vo.. 

Water  Supply — Src,  artesian  wells,  H  m.  bus.  • 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  75.000 
gala.,  dim.  20  x  30  ft;  mat,  iron;  res.  cap.. 
1,000,000  gals.;  2  pump,  eng.,  cap.  day  60.000 
gals.;  mains,  c  i.,  10  to  6  in.  dia.;  43  hyd.;  20 
v.;  met,  176;  176  serv.;  pipe,  c  L:  pres.,  dom. 
56  lbs.,  f.  100  lbs.;  cons,  day,  40,000  gals.;  cost. 
$48,000;  wks.  ownpd  by  dty. 

JOHNSON,  p.  948.  F.  dept — 1  comb,  c  * 
hand  eng.,  600  ft.  hose;  f.  aL,  bell;  tot.  mem.,  24 
vol. 

No  waterwks. 

KERSHAW,  p.  950;  combt  ord.  F.  dept— 1 
str.,  1  h.  ft  1.  trk.,  8  hose  carts;  hose,  2.000  ft; 
20  vol. 

Water  Supply — Src.  artesian  wells;  $ts.,  puinp 
to  stdp.;  stdp.  cap.,  80,000  gals.;  res.  cap..  50,000 
gals.;  2  pump,  eng.,  cap.  day  40,000  gaU.;  mains, 
c.  i.,  2  m.;  <20  hyd.;  pres.,  dom.  47  lbs.,  f.  12* 
lbs.;  cona.  day,  85,000  gals.;  wks.  owned  by  city. 

KiNQSTREE,  p.  1,872.  F.  dept — 2  c  eng.,  5 
c  hand  ex.,  1  h.  ft  1.  trk.,  .1  hose  was..  2  hose 
reels,  1  bra.;  1,500  ft.;  cot,  rub.,  lined  hose;  f- 
aL,  bell;  vaL  equip.,  $i8,000;  tot  mem.,  18  vol. 

Water  Supply— -Src,  wella,  8  cisterns,  combined 
cap.  90,000  gala. 

LANCASTER,  p.   2,098;    mere   bldga..  bk.,   1   i^ 

2  stor.;  priv.,  bk.,  2  stor.;  wk.  rfs.  not  perm.: 
fwks.  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L 
trk.;  tot  mem.,  20  voL;  bucket  bricade;  imdn. 
rating,  fourth  daaa. 

Water  Supply — Src,  wells  ft  dstema. 

LAURENS,  p.  4,813;  f.  area,  640  a.;  mere 
bldga.,  bk.,  2  ft  8  stor.;  priv..  wd..  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 1 
str.,  1  hand  eng.,  1  h.  ft  1.  trk..  1  aer.  trk.,  1  bose 
reel,  2  hrs.;  tot  hose,  1.400  ft;  f.  aL,  bell;  vsL 
equip..  $6,400;  val.  bldgs.,  $6,000;  tot-  naero. 
78,  pd.  full  time  1,  pd.  part  time  77;  undra.  rat- 
ing, aecond   clasa. 

Water    Supply — Src,    wella,    %    m.    bua.    cent; 
sys.,    grav.,    pump    to    res.,    to   atdp.    ft    dir.:    std; 
cap.,    125,000   gala.,   dim.    100   x   20,   loc    87    fe*' 
above   level    of   town;    res.    cap.,    155,000 


pump,  eng.,  cap.  day  160.000  gala.;  mains.  S  m.. 
4  to  12  in.  dia.;  44  hyd.;  met,  175:  150  aerv.: 
pres.,  dom.  80  Iba.,  f.  125  Iba.;  cost,  $40,000; 
cost  mtce.,  $1,800;  wka.  owned  by  city. 

McCOLL,  p.  1,628;  mere  bldgs.,  bk.  ft  wd..  1  to 
2  ator.;  priv.,  wd.,  1  to  2  ator.;  fwks.  ft  combi. 
ord.;  cauaes  ol  f.  inv. 

Water  Supply — Not  reported. 

MANNING,  p.  1.854;  bldgs.,  wd.,  1  to  8  ator.; 
wd.  rfs.  perm.  F.  dept. — 1  gas.  eng..  1  hose  r**l.  2 
brs.;  hose,  cot.,  rub.  lined,  gd..  1.800  ft.;  inf.,  4  0o 
ft;  tot  hose.  2.200  ft;  f.  «L.  bell  ft  telp-:  *^:. 
equip..  $1,500;  tot.  mem.  20,  pd.  full  time  i,  pd. 
part  time  18;  undrs.  rating,  fourth  class. 

Water  Supply — Src.  wells;  pre*.,  80  lb«.:  cis- 
terns, cap.  20,000  gala. 

MARION,  p.  8,844;  f.  area,  200  a.;  mere,  bldga.. 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  ator.: 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  oid.;  cmase* 
of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  hose  wa»., 
2  hrs.;  hose,  cot.,  rub.  lined,  gd..  1,600  ft.:  t. 
aL,  bell;  val.  equip.,  $2,500;  val.  bldgs..  $5,000; 
exp.  dept,  $1,500;  tot  mem..  19,  pd.  full  time  1. 
vol.  18. 


c-354 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY — SOUTH  DAKOTA. 


WINNSBORO,  p.  1,764;  mere,  bldss.,  wd.  ft 
bk.,  1  ft  2  8tor.;  priv.,  wd.  ft  bk.»  2  stor.;  wd. 
rfs.  perm.;  fwks.  ord.  F.  dept. — 1  stm.  eng.,  1 
hand  eng.,  1  h.  ft  1.  trk.,  8  hoBe  car.,  1  hose  wag.; 
hose,  rub.,  1,600  ft.:  f.  a1.,  bell;  val.  equip., 
$6,000;  2  bldgs.  owned  by  town;  exp.  dept.,  $000; 
tot.  mem.,  160  vol.;  undre.  rating,  second  class. 

Water  Supply — Src,  11  citstems,  cap.  200,000 
gttk.,  1  connected  with  R.  R.  tk. 

YORKVILLE,  p.  X,820;  f.  area,  04(;  a.;  mere, 
bldgs.,  bk.  ft  iron;  2  stor.;  pnv.,  wd.,  IH  ft  < 
stor.;  wd.  rfs.  not  perm.;  fwka.  ft  combt.  ord.  F. 
dept. — 1  h.  ft  1.  trk.,  1  reel,  2  hrs.;  hose^  cot., 
rub.  lined,  gd.,  I,d00  ft.;  f.  aL,  bell  ft  telp.;  vaL 
equip.,  $2,000;  tot  mem.  48,  pd.  full  time  8,  toL 


40;  undrs.  rating,  second  class;  dec  power  pamp, 
witii  stm.  pump  as  reserve. 

Water  Supply — Src,  creek  ft  spr.,  %  m.  bos. 
cent.;  sys.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  65.000 
gals.,  dim.  12  z  71,  loc  cent,  town;  nuL,  itl; 
res.  cap.,  100,000  gals.,  loc  at  statioo;  2  pomp 
eng.,  cap.  day,  2,000,000  gals.;  mains,  c  l,  4^4 
m.,  4  to  8  in.  dia.;  84  hyd.;  8  v.;  meL,  !?»: 
173  serv.;  pipe,  galv.  i.;  pres.,  dom.  45  lbs.,  f.  63 
lbs.;  cons,  day,  175,000  gals.;  cost,  $20,000; 
cost  mtce.,  $1,400;  wks.  owned  by  city. 

Places  of  1,000  or  more  popolatioii  baving  do 
oi^nised  fire  dept. — ^Blacksburg,  Cbcraw,  GUiiton, 
Clover,  Denmark,  Dillion,  Fort  Hill,  Lexinguu. 
Mullins,   WiUiamston.   WoodrafF. 


SOUTH  DAKOTA 


ABERDEEN,  p.  10,758;  f.  area,  1,900  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  0  stor.;  priv.,  wd.,  1  ft  S 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  2  comb.  c.  ft  h.  wag., 
1  supply  wag.  (in  reserve),  7  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  4,600  ft.;  c,  800  ft.;  f.  al..  elec  ft  telp.; 
val.  equip.,  $14,000;  val.  bides.,  $14,876;  exp. 
dept..  $2,000;  tot.  mem.  18,  pa.  full  time;  undrs. 
rating,  fourth  class. 

Water  Supply — Src,  7  artesian  wells,  %  m.  bus. 
cent.;  sys.,  dir.  pres.;  res.  cap.,  1,000,000  gals.; 
3  pump,  eng.,  cap.  day  4,320,000  gals.;  mains,  c. 
I.,  26  m.,  4  to  12  in.  dia.;  164  hyd.;  170  v.; 
1,200  met.;  2,200  serv.;  pres.,  dom.  40  to  70  lb«., 
f.  70  to  100  Ibfi.;  cost,  $207,596;  cost  mtce.. 
$7,800;  wks.   owiu^d  by  city. 

ALCESTER,  p.  409.     F.  dept. — Not  reported. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
air  pres.  ft  grav.  cistern,  cap.  110  bbls.;  res.  cap., 
44,800  gals.;  1  pump,  eng.,  cap.  day  122.400 
gals.;  mains,  c  i.,  1  m.,  4  to  0  in.  dia.;  16  hyd.; 
6  v.;  pres.,  dom.  26  to  60  lbs.,  f.  90  lbs.;  oons. 
day,  10.560  gals.;  cost,  $10,000;  cost  mtce., 
$305;  wks.  owned  by  city. 

ALEXANDRIA,  p.  965;  f.  area,  20  blocks;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  S 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  1  hand  eng., 
10  c.  hand  ei.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  2,800  ft.;  f.  aL, 
bell;  val.  equip.,  $1,200;  val.  bldgs.,  $12,600; 
exp.  dept.,  $760;  tot.  mem..  60  vol. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,   1,000  bbls.,  loc.  near  well; 

1  gasoline  eng.,  cap.  day,  1,440  bbls.;  mains,  i.,  1 
m.,  4  to  8  in.  dia.;  13  hyd.;  met.,  40;  pres.,  dom. 
60  lbs.;  cost.  $10,000;  cost  mtce.,  $350;  wks. 
owned  by   city. 

ALPENA,  p.  600.  F.  dept. — 1  hose  csrt,  1,600 
ft.  cot.,  rub.  lined,  hose;  f.  al.,  bell;  tot.  mem.,  16 
vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
dir.  pres.;  mains,  1,500  ft.;  6  hyd.;  pres.,  f.  So  lbs.; 
wks.  owned  by  city. 

AN  DOVER,  p.  460;  f.  area,  160  a.;  mere  bldgs., 
bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  c  eng.,  1  h. 
ft  1.  trk.,  2  hose  wag.,  2  hose  car.;  hose,  rub. 
lined,  gd.,  1,000  ft.;  inf.,  500  ft.;  tot.  hose,  1,600 
ft.;  f.  aL,  bell;  vaL  equip.,  $1,000;  vaL  bldss., 
$600;  exp.  dept.,  $100;  tot.  mem.,  24  voL;  undrs. 
rating,  4^   class. 

Water  Supply— Src,  2  artesian  wells,  in  bus. 
cent.;  sys.,  dir.  pres.;  res.  cap..  48,000  ^als.;  1 
pump,  eng.;  mains,  iron,  2  m.,  %  to  6  in.  dia.; 
100  hvd.;  60  met.;  70  serv.;  pree.,  dom.  15  lbs., 
f.  60  'lbs.;  cons,  day,  1^200  grals.;  cost,  $3,500; 
wks.   owned  by   city. 

ARMOUR,  p.  968;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  wd.,  2  stor.;  priv..  wd.,  1^  ft  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  not 
inv.  F.  dept. — 2  h.  ft  L  trk.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1,860  ft.;  f.  aL.  bell  ft  wh.; 
vaL  equip.,  $1,200;  exp.  dept.,  $60;  tot.  mem., 
87  vol.;  undrs.  rating,  fourth  class. 

Water   Supply — Src,    well;    sys.,    pump   to   res.; 

2  pump,  eng.;  mains,  iron,  8  m.,  4  to  6  in.  dia.; 
24  hyd.;  85  serv.;  pres..  dom.  65  lbs.,  f.   160  lbs.; 


cost,    $10,000;    cost,    mtce.    $1,200;    wks.   owned 
by  city. 

ARTESIAN,  p.  600.  F.  dept. — 1  c  cne.,  2  ho^ 
csrts,  1  h.  ft  1.  trk.;  hose,  cot.,  rub.  lined.  ^. 
1,000  ft.;  f.  al.,  bell;  val.  equip.,  $900;  vaL  btdgs., 
$400;  tot.  mem..  24  voL 

No  waterwks. 

ASHTON,  p.  480;  f.  area.  80  a.;  bldgs.,  wd.,  1  k 
2  stor.;  wd.  rfs.  perm.;  fwks.  ord.  F.  dept. — ^2 
h.  ft  1.  trk.,  2  hose  car.;  hose,  coL,  700  ft.;  vada. 
rating,  third  class. 

Water  Supply — ^Src,  artesian'  wells;  tsr^,  grav.; 
pipe,  %  m.,  4  In.  dia.;  16  hyd.;  pres.,  80  to  100 
lbs.;  cost,  $6,800;  cost  mtce,  $200;  wks.  owed 
by  city. 

ATHOL,  p.  250;  f.  area,  40  a.     No  org.  f.  d«;t 

Water     Supply — fire,     4     welle     in     bus.    ctnt.; 

sys..   pump  dir.;    1   pump,   eng.,    cap.   day  345.^*.t< 

gals.;  mains,  2  m. ;  12  hyd.;  pres.,  dom.  50  lbs.,  1. 

60  to  100  lbs.;  wks.  owned  by  priv.  Ce 

AVON,  p.  600;  mere  bldgs.,  wd.,  1  ft  2  stor.; 
priv.,  wd.,  1  to  3  stor.;  wd.  rfs.  perm,  in  L  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  depc — 

1  h.  ft  I.  trk.  2  hose  wag.,  2  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  1.000  ft.;  f.  al.,  beU;  ral 
equip.,  $1,400;  tot.  mem.,  40  vol.;  undrs.  raiinf. 
third  class. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys.,  dir. 
ft  grav.;  res.  cap.,  05,000  gals.;  2  pump.  eng..  a?- 
dsy  20,000  gale;  mains,  e  L.  1^  m..  6  to  8  to. 
dia.;  16  hyd.;  pree,  dom.  60  lbs.,  f.  50  Ibe;  coos, 
day,  8.000  gals.;  cost,  $15,000;  cost  mtce.  $500; 
wks    owned  oy  city. 

BALTIC,  p.  300;  f.  area,  20  a.  F.  dept. — 1?  r 
hand  ex.,  2  c.  eng.,  ladders,  etc.;  f.  aL,  bell;  «->l 
equip.,  $600;  vaL  bldgs.,  $900;  tot.  mem.,  17  w^ 

No  waterwks. 

BELLE  FOURCHE,  p.  1,862.  F.  dept. — 1  h.  ft 
L  trk.,  2  hose  carts;  hose,  cot.,  gd.,  1,000  ft: 
f.  aL,  bell;  tot.  mem.,  40  vol. 

Water  Supply — Src,  artesian  wells:  Mf.,  ponp 
to  stdp.;  stdp.  cap.,  62,000  gale;  maina,  3  du  4 
to  8  in.  dia.;  82  hyd.;  pree,  dom.  40  to  45  lbs., 
f.  90  to  100  lbs. 

BERESFORD,  p.  1,117;  bldge.  bk.  ft  wd.  F. 
dept. — 1  e  eng.,  1  h.  ft  L  trk.,  1  hose  car.,  S  hacd 
ex.;  hose,  1,100  ft.;  f.  al.,  bell  ft  wh.;  tot.  aaem., 
80  vol. 

Water  Supply — Src,  wells;  sye,  pump  to  stdp.; 
stdp.  cap.,  60.000  ga^;  1  pump.  eng..  cap.  day 
676.000  gale;  mains,  3,600  ft..  4  to  8  in.  die; 
pres..  dom.  40  lbs.,  f.   100  to  125  Ibe 

BIG    STONE,    p.    651;    f.    aresi,    240    a.;    nerc 

bldgs..  bk..   1  ft  2  stor.;  priv..  bk.  ft  wd.,  2  sttor.; 
wd.    rfs.    perm,    in   f.   aiee      F.    dept. — I   e    hand 
eng. 
Water  Supply — Src,  wells  ft  cisteme 

BONESTEEL,  p.  750;  f.  srea,  120  e-    F.  dept.— 

2  ho«e  carts,  2  c  eng. ;  f.  aL.  bell ;  vaL  eq^iip . 
$2,000;  val.  bldgs.,  $5,000;  exp.  dept.,  $100;  tou 
mem.,  40  vol. 

Water  Supply — ^Src,  2  welN,  in  hue  c«Jt-;  ^t^*. 
grav.  ft  pump  to  stdp.;  2  stdp.,  cap.  6j,00o  fr-^i^ 
ft  65,000  gals.;  ree  cap.,  15.000  gals.;  2  iiotr; 
eng.;  mains,  1^  m.,  4  to  8  in.  dia.;  11  hyd.:  3  \  : 
pres.,  dom.  46  lbs.  f.  65  Ibe:  cone  day,  S.oi.o 
gals.;  cost,  $17,000;  cost  mtce..  $1,000;  wns. 
owned  by  city. 
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BOWDLE,  p.  «71.     F.  dept. — Not  reported. 

Water  Supply — Src,  well,  near  bus.  cent.;  sya., 
^av.;  8tdp.  cap.,  80,000  gals.;  mat.,  stl.;  mains, 
c.  i.,  1  1-8  m.;  cost,  $13,000;  wks.  owned  by 
city. 

BRIDGEWATER,  p.  934;  mere  bldgs..  bk.  k  wd.. 

1  &  2  stor.;  priv.,  wd.,  2  stor.;  wd.  ris.  perm,  in 
f.  area;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  80 
c.  hand  ex.,  1  h.  k  1.  trk.,  2  hose  ear.;  hose,  cot., 
rub.  lined,  gd.,  1,500  ft.;  f.  al.,  bell  &  wh. :  val. 
equip.,  11,000;  val.  bldgs..  |300;  exp.  dept.,  $oO; 
tot.    mem..   40   vol. 

Water  Supply — Src,  wells  k  cisterns;  sys.,  1 
trip,  pump,  pump,  into  tk. 

BRISTOL,  p.  580;  f.  area,  640  a.;  mere,  bldgs., 
bk.  ft  wd.,  ^  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  L  trk.,  2 
hose  reels;  hose,  rub.  lined,- gd.,  1,150  ft.;  f.  al., 
bell;  val.  equip.,  $6,000;  val.  bldgs.,  $1,000;  tot. 
mem.,  82  vol.;  imdrs.  rating,  thirdf  class. 

Water  Supply — Not  reported. 

BRITTON,  p.  850;  f.  area,  200  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 200  c  hand  ex.,  1  hose  cart,  1 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  bell;  val.  equip.,  $l,t)00;  val.  bldgs.,  $800; 
exp.  dept.,  $150;  tot.  mem.,  25  vol. 

Water  Supply — Src,  artesian  wells,  in  bus.  cent.; 
sys..  pump  dir.;  mains,  c.  i.,  8,500  ft.,  8  to  5 
in.  dia.;  9  hyd.;  pres.,  dom.  112  lbs.,  f.  112  lbs.; 
wks.  owned  by  city. 

BROOKINGS,  p.  2,971;  f.  area,  15  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1^ 
stor.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept. — 1 
c.  eng.,  1  h.  ft  I.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,500  ft.;  f.  al..  bell  &  wh.;  val.  equip., 
$7,000;    val.    bldgs.,    925,000;    tot.    mem.,    60    vol. 

Water  Supply — Src,  well,  1%  m.  bus.  cent.;  sys.^ 
pump  to  5tdp.;  stdp.  cap.,  132,300  gals.;  res.  cap., 
125,000  gals.;  pump,  eng.,  cap.  day,  432,000  gala.. 
mains,  e.  i.,  8%  m.,  4  to  10  in.  dia.;  86  hyd.;  41 
v.;  250  met.;  prw.,  dom.  75  lbs,  f.  100  to  160 
lbs.;  cons,  day,  100,000  gals.;  cost,  $500,000;  cost 
mtoe.,   $1,500;   wks.   owned  by   city. 

BRYANT,  p.  645;  f.  area,  100  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  8 
stor.;  wd.  rfs.  perm,  in  i.  area;  fwks.  ft  combt. 
ord.;   causes  of  f.   mv.     F.   dept. — 1   h.   ft  L   trk., 

2  c.  hand  ex.,  2  hose  wag.,  2  hose  reels;  hose,  cot., 
rub.  lined,  gd.,  800  ft.;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $1,000;  val.  bldgs.,  $450;  tot.  mem.,  20 
vol.;   undrs.   rating,   third  class. 

Water  Supply — Not  reported. 

BURKE,  p.  500;  f.  area,  160  a.;  mere,  bldgs., 
cem.  ft  wd.,  2  stor.;  priv.,  cem.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  hose 
wag.;  ho«e,  cot.,  rub.  lined,  gd.,  700  ft.;  inf.,  100 
ft.;  tot.  hose,  800  ft.;  f.  al.,  bell;  vaL  equip., 
$1,500;  tot.  mem.,  16  vol. 

Water  Supply — Src,  well,  2  blocks  bus.  cent.; 
BJ'S.,  pump  to  8tdp.;  stdp.  cap.,  40,000  gals.;  dim. 
20  X  20;  mat,  stl.;  1  pump,  eng.,  cap.  day  12,000 
gals.;  mains,  1  1-3  m.,  4  to  10  in.  dia.;  13  hyd.; 
7  v.;  9  met;  45  serv.;  pipe,  galv.  i. ;  pres.,  dom. 
ft  f.,  42  lbs.;  eons,  day,  800  gals.;  cost  mtce., 
$500;  wks.  owned  by  city. 

CANISTOTA,  p.  820.     F.  dept — Not  reported. 

Water  Supply — Src,  deep  well,  100  ft.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  40,000  gals  . 
dim.  18  X  24;  mat.«  stl.;  1  pump,  eng.,  cap.  day 
4,000  gals.;  mains,  4,000  ft,  c  i.,  4  to  8  in.  dia.; 
11  hyd.;  8  v.;  pres.,  dom.  50  lbs.,  f.  50  lbs.;  cons, 
day,  640  gals.;  cost,  $12,000;  cost  mtce.,  $1,000; 
wks.  owned  by  city. 

CANOVA,  p.  300.  F.  dept — 1  c.  eng.,  1  pump; 
f.  al.,  bell;  val.  equip.,  $5,000;  val.  bldgs.,  $200; 
tot   mem.,    40   vol. 

Water  Supply — Src,  wells. 

CANTON,  p.  2,108;  f.  area,  820  a.;  mere  bldgs., 
8tn.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  con>bt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  4  c. 
hand  ex.,  2  hotte  wag..  1  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1.500  ft;  inf.,  500  ft;  tot.  hose,  2,000 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $3,000;  val. 
bldgs.,  $3,500;  exp.  dept.,  $800;  tot.  mem.,  63  vol. 


Water  Supply — Src,  wells,  4  \ 
sys.,  pump  to  stdp.;  stdp.  cap., 
pump,  eng.,  cap.  day,  1,150,000  | 
7  m.,  4  to  8  in.  dia.;  51  hyd.; 
pipe,  g«lv.  i.;  pres.,  dom.  ft  f, 
$20,000;   cost  mtce.,  $8,000;  wk 

CARTHAGE,    p.    800;    f.    area, 
bldgs.,  bk.  ft  cem.,   1  ft  2  stor.; 
cem.,   1   to  3  stor.;   wd.  rfs.  not 
fwks.  ft  conibt.  ord.;   causes  of  f. 
1    c.    eng.,    1    hose    reel,    ladders; 
lined,   gd..    700   ft;    rub.,   gd.,    2( 
ft;    tot.   nose,    1,050    ft;    f.   al., 
36  vol. 

Water  Supply — Not  reported. 

CASTLEWOOD,  p.  594;  f.  ai 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  i 
rfs.  perm,  in  f.  area;  fwks.  ft  coi 
of  f.  inv.  F.  dept — 1  c  eng.,  1 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  c 
cot.,  rub.  lined,  gd.,  600  ft.;  i 
equip.,  $1,250;  val.  bldgs.,  $500; 
tot.  mem.,  87  vol. 

Water  Supply — Src,  wells. 

CAVOUR,  p.  800;  f.  area.  40  a 
barrel  cistern,  pump,  12  hp.  eng 
hose,  cot.,  rub.  lined,  gd.,  600  ft.; 
mem.,  40  vol.;  undrs.  rating,  fifth 

Water  Supply — Src,  well,  1  m. 
pump  dir.;  1  pump,  eng.;  mains,  4 
pres.,  dom.  40  lbs.;  f.  85  lbs.;  co 
owned  by  city. 

CENTERVILLE.  p.  971.     F.  depi 
hose,  cot  jacket.,  gd.,    1,500   ft.; 
mem.,   20  vol. 

Water  Supply — Src,  wells;  sys., 
mains,  1  2-5  m.,  4  to  8  in.  dia.;  : 

CENTRAL  CITY,  p.  296;  f.  are 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  v 
rfs.  perm,  in  f.  area;  combt.  on 
inv.  F.  dept — 1  h.  ft  1.  trie.,  1  h 
ex.,  8  hose  car.;  hose,  cot,  rub.  1 
ft;  linen,  gd.,  500  ft;  inf.,  IOC 
1,700  ft;  i.  al.,  bell  ft  wh.;  val. 
val.  bldgs.,  $1,100;  exp.  dept.,  $ 
60  vol. 

Water  Supply  —  Src,  Whitewo 
grav.;  cap.  res.,  25,000  gals.;  pip 
dia.;  5  hyd.;  pres.,  50  to  60  lbs.; 
The  Homestake  Mining  Co.;   cost, 

CHAMBERLAIN,  p.  1,275;  no 
bldgs.,  bk.  ft  wd..  1  ft  2  stor.;  pri 
ft  2  stor.;  wd.  rfs.  perm.;  combt 
f.  inv,  F.  dept — 2  c  eng.,  1  h.  I 
car.;  hose,  cot,  rub.  lined,  gd.,  1 
bell;  val.  equip.,  $8,800;  val.  bldg 
mem.,  32  vol. 

Water  Supply — Src,  Missouri  r 
cent. J  sys.,  pump  dir.;  res.  cap.,  7i 
on  hill;  2  pump,  eng.,  cap.  day  : 
mains,  c  i.,  2^  m.,  4  to  12  in. 
230  met;  230  serv.;  pres.,  dom.  I 
cons,  day,  100,000  gals.;  cost, 
mtce.,  $1,500;  wks.  owned  by  city. 

CLARK,  p.  1,220;  f.  area,  400  t 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor. 
fwks.  ord.  F.  dept. — 1  c  eng..  2 
ft  1.  trk.;  hose,  1,800  ft.;  f.  al.,  t 
$1,200;  val.  bldgs.,  $1,800;  exp.  d 
mem.,  20  vol.;  undrs.  rating,  fourth 

Water  Supply — Src,  artesian  w 
pressed  air  wks.;  1  pump,  eng.,  i 
day  294,000  gals.;  mains,  2  m.,  4 
21  hyd.;  pres..  dom.  45  to  60  lbs., 

CLEAR   LAKE,   p.   704.      F.   dept 
comb,   c  ft  hose  wag.,   2   o.  hand   e: 
1   h.  &  1.   trk.,   2   hose  carts;  hose, 
1,000   ft;   f.  al.,   bell;   tot.   mem.,   .*? 

Water    Supply — .Src,    well,    3    bio 
sys.,    pump    tlir. ;    ^tdp.    cap.,    6.000 
eng..   class  trip.,  cap.  day   360,000 
i.,   2  m.,  4   to  6  in.  dia.;    15  hyd.;   ( 
pros.,    dom.    90    lbs.,    f.    100    lbs.; 
cost    mtce.,   $200;   wks.   owned   by   o 

COLMAN,  p.  285;  f.  area,  180  a 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
perm,  in  f.  area;  fwks.  ft  combt  oi 
inv.  F.  dept — 2  c  eng.,  1  h.  ft 
wag.;  hose,  cot,  rub.  lined,  gd.,  1,2( 
300    ft;    tot    hose,    1,500    ft;    f.    8 
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val.  equip.,  $2,000;  val.  bldgs.,  $1,000;  ezp.  dept., 
$200;  tot.  mem.,  46  toL 

Water  Supply-— ^rc,  well,  800  ft.  bus.  cent.; 
sya.,  dix.  pres.;  res.  cap.,  16,000  gaiB.;  1  pump, 
eng.,  cap.  day  12^,400  gals.;  mains,  c  i.,  1%  m., 
4  to  6  in.  dia.;  10  hyd.:  2  v.;  40  serv.;  pipe,  galv. 
i.;  pres.,  dom.   55  lbs.,  f.  85  H>s.;   cons,  day,  5,000 

fals. ;  cost,  $10,000;  cost  mtce.,  $900;  wks.  owned 
y  city. 

COLOME,  p.  460;  f.  area,  100  a.;  mere,  bldga., 
wd.,  1  &  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes  of  f. 
mv.  F.  dept. — 1  c.  eng.,  1  comb,  c  ft  h.  wag., 
26  c.  hand  ex.,  1  h.  ft  I.  trk.,  1  hose  wag.;  hose, 
cot.,  rub.  lined,  gd.,  900  ft.;  f.  al.,  bell;  val.  eouip., 
$1,500;  val.  bldgs.,  $1,600;  tot.  mem.,  28  vol. 

Water  Supply — Src,  well,  H  m.  bus.  cent;  ays., 
dir.  pres.;  stdp.  cap.,  60,000  gala.,  dim.  26  z  18; 
mat.,  stl.;  res.  cap.,  60,000  gals.;  1  pump,  eng., 
cap.  day  64,000  gals.;  mains,  %  m.,  6  to  d  m. 
dia.;  8  hyd.;  4  v.;  pipe,  galv.  i.;  pres.,  dom.  22 
lbs.,  f.  60  lbs.;  cons.  day.  1,000  gals.;  cost,  $10.- 
000;  cost  mtce.,  $600;  wks.  owned  bj  city. 

CONDE,  p.  592.     F.  dept — ^Not  reported. 

Water  Supply — Src,  artesian  well,  in  bus.  cent; 
sys.,  pump;  3  hyd.;  pres.,  dom.  86  lbs.,  f.  86  lbs.; 
wks.  owned  by  city. 

OORSiCA,  p.   400;   f.   area,   160   a.      F.   dept — 

1  hose  cart  2  ladders,  axes,  poles,  etc.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell;  val.  equip., 
$1,400;  val.  bldgs.,  $1,400;  exp.  dept,  $40;  tot 
mem.,   25  vol.;   undm.  rating,   fifth  class. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  ajna., 
pump  to  stdp.;  1  pump,  ene.;  mains,  8,900  ft; 
10  hyd.;  8  v.;  pres.,  dom.  ft  T.  45  lbs.;  cost  mtce., 
$480;     wks.  owned  by  dty. 

DEADWOOD,  p.  8,668;  f.  area,  1,800  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  e.  eng., 
12  c  hand  ex..  1  h.  ft  1.  trk.,  9  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  6,460  ft.;  f.  al.,  bell  ft  wh., 
val.  equip.,  $S,000;  val.  bldgs.,  $15,000;  exp.  dept, 
$640;  tot.  mem.,  170  vol. 

Water  Supply — Src,  strm.,  8  m.  bus.  cent;  sya,, 

fav.;  res.  cap.,  880,000  gals.;  mains,  c  ft  wrt  L, 
m.,  4  to  10  in.  dia.;  76  hyd.;  76  v.;  65  met.; 
688  serv.;  pipe,  ionon;  pres.,  dom.  60  to  100  lbs.,  f. 
60  to  100  lbs.;  cons,  day,  450,000  gals.;  cost 
$60,000;  cost  mtce.,  $7,500;  wks.  owned  by  city. 

DELL  RAPIDS,  p.  1,867;  f.  area,  26  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept— -1  hose 
wag.,  1  hose  car.;  hose,  cot,  rub.  lined,  gpd.,  1,250 
ft;  f.  al.,  bell  ft  wh. ;  val.  equip.,  $1,500;  val. 
bids®.,  $1,200;  tot   mem.,    16  vol. 

Water  Supply — Src,  wells,  900  ft  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  2,000  bbls.,  dim. 
22  X  20,  loc  on  hill  north  town;  mat,  stn.  ft  wd.; 
res.  cap.,  2,000  bbls.;  2  pump,  eng.,  cap.  day 
1.500,000  gals.;  mains,  c.  i.,  8^  m.,  4  to  8  in. 
dia.;  31  hyd.;  14  v.;  800  serv.;  pipe,  galv.  L; 
pres.,  dom.  60  lbs.,  f.  86  lbs.;  cons,  day,  88,100 
gals.;  cost,  $18,000;  cost  mtce.,  $1,800;  wks. 
owned  by  city. 

OE  SMET,   p.    1,100.      F.   dept. — 1   h.  ft  1.  trk., 

2  hose  carts;  hose,  900  ft.;  f.  al.,  bell  ft  telp.;  vaL 
equip.,  $1,500;  exp.  dept,  $200;  tot  mem.,  12  vol. 

Water  Supply— Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  15,000  gals.;  1  pump, 
eng.,  cap.  day  180,000  gals.;  mains,  2  m.,  4  to  8 
in.  dia.;  21  hyd.;  60  met;  pres.,  dom.  76  to  80 
lbs.,  f.    100   to   110  lbs.;   wks.   owned  by  city. 

DRAPER,  p.  200;  f.  area.  40  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwks.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept — 1  c.  eng.,  5  c.  hand 
ex.;  val.  equip.,  $700;  val.  bldgs.,  $100;  ezp. 
dept.,  $50;  tot.  mem.,  SO  vol. 

Water  Supply — Not  reported. 

EDQEMONT,  p.  816;  f.  area,  480  a.;  bldgs., 
Btn.  ft  wd.,  1  ft  1 V^  stor.;  wd.  rfs.  perm.;  no 
fwks.  ord.  F.  dept. — ^12  c  hand  ex.,  1  gasoline  eng. 
ft  pump,  1  h.  ft  1.  irk.,  2  hoee  car.;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft;  inf.,  150  ft;  tx>t  hose.  1,160 
ft;  f.  al.,  bell  &  wh. ;  val.  equip.,  $6,000;  val. 
bldgs.,  $700;  tot.  mem.,  40  vol.:  undra.  rating, 
fourth   class. 


Watar  Supply — Src,  artesian  wells,  in  bus.  cent; 
cys.,  dir.  pres.;  res.  o^).,  800,000  gals.;  mains, 
c   i.,   4   m.,   6   to  8    in.   dia.;   68  hyd.;    200    serv.; 

£>res.,  dom.  ft  f.  00  lbs.;  cost,  $50,000;  wks.  owned 
y  city. 

ELKPOINT,  p.  l^iOO;  mere  bldgs.,  stn.  ft  bk., 
1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  onL;  causes  of  f.  inv.  F.  dept — 
1  c  eng.,  1  h.  ft  L  trk.,  2  hose  wa^.,  2  hose  reels; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  sL,  bell; 
val.  equip.,  $2,000;  val.  bldgs.,  $2,500;  tot  mem., 
86  vol.;  undrs.  rating,  third  daas. 

Water  Supply — Src,  wells.  1%  blocks  bos.  ecnt; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  17,000  gals^ 
dim.  8H  X  86;  mat,  boiler  L;  1  pump,  eng.,  cap. 
day,  448,000  gals.;  mains,  c  L,  1%  m.,  4  to  6 
in.  dia.;  20  hyd.;  4  v.;  20  aerv.;  pipe,  galv.  L; 
ores.,  dom.  40  to  86  lbs.,  f.  40  to  85  lbs.;  coos. 
day,  80,000  gals.;  cost,  $7,600;  wks.  owned  by  dty. 

ELKTON,  p.  748;  f.  area,  160  a.;  mere  bldgs.. 
wd.,  2  stor.;  priv..  wd.,  1  stor.;  wd.  rfs.  not  perm, 
in  f.  limits;  no  fwks.  ord.;  causes  of  f.  inv.  F. 
dept — 16  c  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  1  hose 
car.;  hose,  1,000  ft;  f.  al.,  bell;  val.  equip..  $8,000; 
val.  bldgs.,  $600;  tot  mem.,  26  voL;  undrs.  rating, 
third  claaa. 

Water  Supply — Src,  wells;  qrs.,  pump,  to  res. 
with  gaa.  eng.;  res.  cap.,  60,000  gals.;  mains,  2\ 
m.,  4  to  8  in.  dia.;  17  hyd.;  4  v.;  pres.,  f.  40  lbs.; 
cost,  $9,000;  ezp.  dept.,  $150;  new  watervks.  sys. 
just  put  in,   with  mains  and  tk.,  cap.    1,600  bbls. 

EMERY,  p.  466;  mere  bldgs.,  1  ft  2  stor.  F. 
dept — 1  gas.  eng..,  1  comb,  e  ft  h.  wsg.,  B  e  hand 
ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  1  bose  reel;  hose 
cot.  rub.  lined,  gd.,  1,600  ft;  f.  sL,  beU:  vaL 
equip.,  $2,600;  val.  bldgs.,  $1,800;  toi.  mem., 
27  vol. 

Water  Supply — ^Not  reported. 

ESTELLINE,  p.  700;  f.  area.  80  a.;  mere  bldgs., 
bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  IH  to 
iM  stor.;  wd.  rfs.  perm,  in  f.  ares;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept— e  band 
ex.,  2  hose  reels,  1  h.  ft  1.  trk.,  ladders;  ho*e,  col. 
rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell:  %al.  eqaip^ 
$8,000;  vaL  bldgs.,  $8,000;  exp.  dept..  8700;  tot. 
mem.  86,  pd.  full  time  1,  pd.  part  time   1,  34  vo.. 

Waterwks.  to  be  installed. 

ETHAN,  p.  8,000;  f.  area,  60  a.;  mere  bldga., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rli. 
perm,  in  f.  area;  no  fwka.  ft  oombt  ord.;  esnaes  of 
f.  inv.  F.  dept — 1  str.,  c  hand  ex.,  1  hose  wag.^ 
1  hose  reel;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
inf.,  600  ft.;  tot  hose.  1,600  ft;  L  sL.  beU;  val 
equip.,  $2,000;  vaL  bldgs.,  $600;  tot  mem.^  ti 
vol. 

Water  Supply-^rc,  well,  M  m.  bus.  cent;  ays., 
pump  to  stdp.;  stdp.,  cap..  50,000  gsls.;  mat,  stL; 
cost  $10,000;  wks.  owned  by  city. 

EURCKA.  p.  Ml;  f.  area.  1  sq.  n.  F.  dept— 
1  h.  ft  L  trk.,  2  hose  wag.,  2  hose  reels;  bose, 
cot.,  rub.  lined,  gd.,  2,000  ft;  f.  al..  bell;  v^I- 
equip..  $3,500;  viU.  bldgs.,  $8,000;  tou  menu.  iC 
vol. 

Water  Supply — Src,  well;  aye,  pump  to  stdp.; 
mains,  8-6  of  a  m..  4  to  6  in.  dia.;  8  bjd.;  pres., 
dom.  88  lbs.,  f.  76  lbs. 

FAULKTON,  p.  802;  f.  area,  820  a.;  mere  bldgs., 
wd.,  2  stor.;  priv.,  wd.,  8  stor.;  wd.  rfs.  pcna.; 
fwks.  ft  combt.  ord.;  cauacs  of  f.  inv.  F.  dept— 4 
c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  csr.;  hose,  rtfK, 
gd.,  600  ft:  f.  si.,  bell;  vaL  equip..  $1,200;  vaL 
bldgs.,  $600;  exp.  dept,  $1,100;  tot  mem.,  42 
vol.;  undrs.  rating,  fourth  dass. 

Water  Supply — Src,  well,  1  block  bus.  eeaft.: 
aye,  pump  dir.;  stdp.  cap.^  60,000  gals.;  dsten. 
cap.  60,000  gals.;  maina,  iron,  2  m.,  2  to  8  in. 
dia.;  27  hyd.;  100  aerv.;  pipe.  gslv.  L;  pres..  iaau 
45  lbs.,  f.  60  lbs.;  cost,  $12,500;  cost  mtce,  $80«: 
wks.  owned  by  city. 

FLANDREAU,  p.  1,484;  f.  ares,  ISO  a.;  men. 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  pri*.,  wd..  1  ft  i 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwki.  ft  coB»bf> 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng..  3 
comb,  c  ft  hose  wag.,  %  hand  ex.,  1  h.  ft  1.  trk.. 
S  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1.600  ft. 
inf.,  400  ft;  tot  hose,  2,000  ft;  f.  aL.  wh.:  *«1- 
equip.,  $6,000;  vaL  bldgs..  $7,500;  tot  mem.,  S5 
vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  riv.  ft  well.  %  m.  bos.  cent . 
sys.,  grav.  ft  pump  dir.;  res.  cap.,  64.000  gals.;  i 
pump,  eng.,  cap.  day  2,000,000  gale;  mains,  c  i. 
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Water  Supply — ^Src.,  well,  in  bus.  cent;  sys.,  res.; 
wks.   owned  by  city. 

KIMBALL,   p.   718;    f.   area,   80  a.;   bldga.,  wd., 

1  &  2  stor.;  wd.  rfs.  not  perm.;  fwka.  k  combt. 
ord.;  causes  of  f.  inv.  F.  aept. — 1  hand  eng.,  15 
c.  hand  ex.,  1  hose  car.,  ladders;  hose,  cot.,  rub. 
lined,  inf.,  1,200  ft.;  f.  al.,  bell;  vaL  equip.,  $2,600; 
val.  bldgn.,  |500;  tot.  mem.,  20  vol.;  undra.  rat- 
ine, fourth  clasa. 

Water  Supply — Src,  wells;  'sys.,  ptmip  to  res. 
ft  tk.;  tk.  cap.,  50,000  gals.;  res.  cap.,  15,000 
gals.;  1  gasoline  pump,  eng.,  cap.  day  52,000 
gals.;  mains,  iron  ft  wd.,  2  to  0  in.  dla.;  0  hvd.; 
met.,  28;  88  serv.;  pres..  dom.  16  lbs.,  f.  10  lbs.; 
cost,  17,000;  wks.  owned  by  city  ft  Co. 

LAKE  ANDES,  p.'  921;  f.  area,  120  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  prlT.,  bk.,  stn. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
c.  ft  h.  wag.,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,200  ft.;  c,  75  ft.;  tot  hose,  1,275  ft;  f. 
al.,  telp.  ft  bell;  val.  equip.,  f  1,850;  val.  bldga., 
1500;  lot.  mem.,  25  voL 

Waterwks.  to  be  installed. 

LAKE  PRESTON,  p.  1,007;  f.  area,  100  a.; 
mere,  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.  ft 
cem.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
c.  ladder  wag.,  1  h.  ft  1.  trk.,  2  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  1,600  ft.;  inf.,  100  ft;  tot. 
hose,  1,700  ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  vaL 
bldgs..  $8,000;  tot.  mem.,  24  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
mains,  1,660  ft.,  4  to  6  in.  dia.;  6  hyd.;  prea., 
dom.  40  lbs.,  f.  80  lbs. 

LANGFORD,  p.  475;  f.  area,  40  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c.  eng.,  1  h.  ft  1.  trk.;  hose, 
cot.,  rub.  lined,  gd.,  300  ft.;  f.  al..  wh.  A  eleo. ; 
val.  equip.  $800;  val.  bldgs.,  $1,000;  tot.  mem., 
30   vol. 

Water  Supply — Not  reported. 

LEAD  CITY.  p.  8.392;  f.  area,  700  a.;  mere 
bldg^.,  bk.,  stn.  ft  pine,  1  to  8  stor.;  priv.,  wd., 
IH  stor.;  wd.  rfs.  not  perm,  in  f.  limits;  fwks.  ord. 
F.  dept. — 1  h.  ft  1.  trk..  0  hose  car.;  hose,  8,800  ft; 
f.  al..  elec,  15  bx.;  val.  equip.,  $9,000;  val.  bldga., 
$24,000;  exp.  dept.,  $1,650;  tot  mem.,  875  voL; 
undre.  rating,  third  class. 

Water  Supply — Src,  not  atated;  1  rea.,  cap. 
1,500,000  gals. 

LEMMON,  p.  1,255;  f.  area,  320  a.;  mere,  bldgs., 
cem.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c.  eng.,  110  c.  hand 
ex..  1  h.  ft  1.  trk.,  2  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  2,500  ft;  inf..  700  ft;  tot  hose,  8,200 
ft.;  f.  al..  bell  ft  wh.;  val.  equip.,  $3,800;  vaL 
bldgs.,  $2,000;  tot.  mem.,  42  vol. 

Water  Supply — ^Not  reported. 

LESTERVILLE,  p.  300;  f.  area.  40  a.     F.  dept. — 

2  c.  eng.,  1  hose  cart;  hose,  cot.,  rub.  lined,  gd.. 
1,500  ft;  f.  al.,  bell;  val.  equip.,  $1,500;  val. 
bldgs.,  $250;  exp.  dept,  $100;  tot.  mem.  2>5,  pd. 
part   time:   undrs.  rating,  third   class. 

Water  Supply— 5rc.,  well,  1  m.  b\B.  cent;  sys., 
dir.  pres.;  1  pump.  eng.„  cap.  day,  720,000  gals.; 
mains,  4,000  ft.;  17  hyd.;  4  v.;  pres.,  dom.  ft  f.  60 
lbs.;  cost,  $7,000;  cost  mtce.,  $250;  wks.  ONvned  by 
city. 

LILY,  p.  165;  f.  area,  20  a.;  mere,  bldgs.,  wd., 
1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  &  combt.  ord.;  onuses  of  f.  inv. 
F.  dept.^-^  c  eng.,  c  hand  ex.,  1  hose  wag..  300 
ft  hose;  f.  al.,  bell;  val.  equip..  $800;  val.  bldgs., 
$150;    tot   mem.,    19   vol. 

No  waterwks. 

MADISON,  p.  8,187;  f.  area.  1,000  a.;  mere. 
bldgs.,  bk.  ft  wd..  1  to  8  stor.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 2  c.  eng..  8  c 
hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag..  2  hose  car.; 
boee,  cot.,  rub.  lined,  gd.,  2,100  ft;  f.  all.,  hell; 
val.  equip.,  $3,500;  val.  bldgs.,  $4,000;  tot.  mem., 
60  vol. 

Water  Supply — Src,  wells,  H  m.  bus.  cent.; 
sys.,    pump    to   stdp.    ft    dir.;    stdp.    cap.,    158,000 

fals. ;    2    pump,    eng.,    class   comp.    dup.,    cap.    day 
,250.000  gals.;  mains,  c  i.,  8  m..  4  to  10  in.  dia.; 


61  hyd.;  6  met.;  420  serv.;  pipe,  galr.  i;  pres., 
dom.  45  to  56  lbs.,  f.  100  lbs.;  wka.  owned  by 
city. 

MARION,  p.  700;  f.  area.  60  a.;  mere  bldga., 
bk.  ft  wd..  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  oombt 
ord.;  causes  of  f.  inv.  F.  dept — 2  c.  hand  ex..  2 
hose  reels;  hose.  cot.  rub.  lined,  gd.,  750  ft.;  inf., 
250  ft;  tot  hose.  1.000  ft.;  f.  al.,  bell;  val. 
equip..  $1,000;  val.  bldgs.,  $500;  tot.  mem.,  25 
vol.;  undrs.  rating,  4%  cla^s. 

Water  Supply — Src,  wella,  M  m.  bua.  cent; 
sys.,  grav.;  stdp.  cap..  50,000  gals.,  dim.  SO  z  20; 
mat.,  stl.  tower,  wd.  tk.;  1  pump,  eng.,  cap.  day 
50,000  gala.;  mains,  c  i.,  1  m.,  4  to  6  in.  dia.; 
12  hyd.;  6  v.;  met,  4;  80  serr.;  pipe,  gaiv.  L; 
pres..  dom.   25  lbs.,  f.   45  ll>s.;  cons.  day.   200.000 

fals.:  cost  $15,000;  coat  mtce.,  $800;  wka.  ovned 
y  priv.  Co. 

MENNO,  p.  650;  f.  area,  %  aq.  m.;  mere  bldga.. 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
ris.  perm,  in  f.  area;  fwka.  ft  combt  ord.:  csuacs 
of  f.  inv.  F.  dept — 1  h.  ft  L  trie,  1  hose  reel; 
hose,  cot,  rub.  Imed,  sd.,  800  ft;  inf.,  200  ft; 
tot.  hose,  1,000  ft;  f.  a!.,  t>ell;  vaL  equip..  $1,000; 
tot.  mem.,  28  vol.;  undrs.  rating.  4%   claas. 

Water  Supply — ^Not  reported. 

MILLBANK,  p.  2,015;  mere  bldga.,  bk.  ft  wd^ 
1  to  8  ator.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt  cotl.  F.  dept— 1  c  eng.,  1  h. 
ft  L  trk..  8  hose  car.;  hose,  rub.,  gd..  1,500  ft; 
f.  al.,  wh.  ft  bell;  vaL  equip.,  $1,200;  vaL  bldgs., 
$1,500;  tot  mem.,  35  vol.;  undrs.  rating,  seootMi 
class. 

Water  Supply — Src.  2  wella,  1  block  bos.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  80,000  gala.; 
mat,  stl.;  1  pump,  eng.,  cap.  day  200,000  gala.; 
mains,  c  i.,  8  m.,  4  to  10  in.  dia.;  44  hyd.;  S 
v.;  met,  200;  18  serv.;  pipe,  galv.  i. ;  pre^.,  dom. 
60  lbs.,  f.  60  lbs.;  cost,  $46,000;  wka.  owned  by 
dty. 

MILLER,  p.   1,202;  f.  area,  40  a.;  mere,  bldga.. 

wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — 1  gas,  eng.,  1  h.  A 
1.  trk.,  2  hose  car.;  hose,  cot.,  rob.  lined,  gd.,  Sno 
ft;  inf.  800  ft;  tot  hose.  1,300  ft;  f.  al.,  b^H; 
val.  equip..  $3,000;  val.  bldgs.,  $500;  tot  mem.. 
60  vol, ;  undrs.  rating,   third  class. 

Water  Supply — Src.  wells,  1  block  bus.  cent; 
sys.,  grav.;  res.  cap.,  1,440,000  gals.;  mains,  5^ 
m.,  3  to  6  in.  dla.;  24  hyd.;  20  v.;  140  serr.: 
nres.,  dom.  22%  lbs.,  f.  125  to  200  lbs.;  cost. 
$2.'>,000;    cost  mtce.,  $150;  wk*.   owned  by  city. 

MITCHELL,  p.  6.515:  f.  area,  160  a.;  mere 
bldgs..  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn.,  bk. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.  F.  dept — 1  comb,  c  ft  b. 
wag.,  1  h.  ft  1.  trk.,  8  hose  carta,  2  hrs..  hose,  cot., 
rub.  lined,  gd.,  2,500  ft;  inf.,  500  ft;  tot  hoae, 
8.000  ft.;  f.  al.,  wh.  ft  elec;  val.  equip..  $4,375;  vaL 
bldga.,  $15,000;  exp.  dept,  $4,062;  tot.  mem.  4C, 
pd.  full  time  2.  44  voL 

Water  Supply — Src.  wells.  %  m.  bus.  cent: 
sys..  pump  to  res.  ft  dir.;  2  res.  cap.,  1.250,000 
gals.,  loc.  %  m.  northeast  bus.  cent;  2  pumfx 
eng..  cap.  day  2,500.000  gals.;  mains,  c  L,  14 
m.,  4  to  12  in.  dia.;  93  hyd.;  60  v.;  700  met.: 
700  serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  liS 
lbs.;  cons.  day.  475.000  gals.;  cost,  $05,000;  cost 
mtce.,  $8,500;  wks.  owned  by  city. 

MORRISTOWK,    p.    222;    f.    area,    2    a.;    mere 

bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.:  wd. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  c  eng.;  f.  aL,  bell;  vaL 
equip..  $500;  voL 

Water  Supply — Src.  well,  in  bua.  cent;  aya.. 
pimip  to  atdp.;  1  pump.  eng..  cap.  day  50,400 
gals.;  cost,  $1,000;  wka.  ownra  by  town. 

MT.  VERNON,  p.   614.     F.   dept — Not  repoftrd. 

Water  Supply — Src,  artesian  well.  500  ft  b«B. 
cent.;  sys.,  compressed  air;  dstem,  cap.  8,fOO 
gnls.,  dim.  8  x  36;  mat,  iron;  res.  cap..  45,000 
gals.;  1  pumo.  eng..  cap.  day  48,000  gala.;  mains., 
c.  i.,  2  m.,  4  to  6  in.  dia,;  22  hyd.:  7  v.;  80  m^t. : 
100  serv.;  pipe,  galv.  L;  pres.,  dom.  30  to  60 
lbs.,  f.  30  to  100  lbs.;  cons,  day,  IS. 000  gals.: 
cost,  $11,000;  cost  mtce.,  $1,100;  wks.  owned  by 
city. 

MURDO.  p.  500;  f.  srea,  10  a.  F.  dept — 1  c 
eng.,  1  hose  cairt;  hose,  cot,  rub.  lined,  gd..  ^OO 
ft.;  f.  al.,  bell;  tot  mem.,  25  voL 


c-360 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— SOUTH  DAKOTA. 


vtl.  bldffs..  $1,000;  ezp.  dept.,  $200;  tot.  mem.,  40, 
pd.  part  time;  undra.  rating,  4  Vi  class. 

Water  Supply — Src,  weTl.  1  m.  bus.  cent.;  ays., 
dir.  pres.;  2  pump,  eng.,  cap.  day,  180,000  gals.; 
mains,  5,800  ft.,  4  to  8  in.  dia.;  15  h.vd. ;  4  v.; 
65  met.;  75  «erv.;  pres.,  dom.  60  lbs.,  f.  70  lbs.; 
cost,  $15,000;  cost  mtce.,  $600;  wks.  owned  by 
city. 

SIOUX  FALLS,  p.  14,094;  f.  area,  6,000  a.; 
mere,  bldgs.,  stn.  &.  bk.,  2  to  0  stor.;  priv.,  wd., 
2  stor.;  wd.  rfs.  not  petm.;  causes  of  f.  inv.  F. 
dept. — 1  str.,  1  c.  eng.,  5  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  aer.  trk.,  2  hose  wag.,  1  emergency  cart, 
deluge  set,  hooks,  life  lines,  &c.,  2  hose  carts,  10 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  6,600  ft.;  f.  al., 
Gamewell,  18  bx.;  val.  equip.,  $28,000;  val.  bldga., 
$10,000;  exp.  dept.,  $12,000;  tot.  mem.  26,  11 
pd.  full  time,  15  pd.  part  time;  undrs.  rating,  8eo> 
ond  class. 

Water  Supply — Src,  wells,  IH  m.  bus.  cent.; 
sys.,  pump  dir.;  stdp.  cap.,  505,000  gals.;  pump, 
eng.,  cap.  day  4,000,000  gals.;  mains,  50.62  m., 
4  to  20  in.  dia.;  262  hyd.;  85  t.;  2,605  met.; 
pres.,  dom.  65  lbs.,  f.  100  to  126  lbs.;  cost,  $473,- 
585;  wks.  owned  by  Co. 

SISSETON,  p.  1.807.  F.  dept. — 1  c.  eng.,  2 
hose  carts;  hose,  cot.  jacket,  gd.,  2,800  ft.;  f.  aL, 
bell;  tot.  mem.,  82  vol. 

Water  Supply — ^Src,  spr.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  2,800  bbls.;  mains,  4%  m.,  4  to  8  in. 
dia.;  28  hyd. 

SPEARFISH,  p.  1,130;  f.  area,  80  a.;  mere, 
bldgs.,  wd.  &  bk.,  1  &  2  stor.;  priv.,  wd.  ft  bk.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 1  h.  ft  1.  trk.,  3  ho^e  wag.,  hose  reel;  hose, 
cot.,  rub.  lined,  gd.,  2,000  ft.;  inf.,  500  ft.;  tot. 
hoste,  2.500  ft.;  f.  al.,  bell;  val.  equip.,  $3,000; 
val.  bldgs.,  $3,500;  exp.  dept.,  $150;  tot.  mem., 
85  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  spr.,  2%  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  140,600  gals.;  1  pump.  eng.. 
cap.  day,  2,157,040  gals.;  mains,  galv.  i.,  6  m.,  4 
to  8  in.  dia.;  23  hyd.;  16  v.;  168  serv.;  1  met., 
pipe,  iron;  pres.,  dom.  76  lbs.,  f.  85  lbs.;  cons,  day, 
221,700  gtals.;  cost,  $26,550;  cost  mtce.,  $600; 
wks.  owned  by  city. 

SPENCER,  p.  500;  f.  area,  160  a.;  mere  bldga., 
stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — c.  hand  ex.,  1  hose 
reel;  hose,  cot.,  rub.  lined,  gd.,  400  ft.;  f.  aL, 
bell;  val.  equip.,  $1,000;  tot.  mem.,  16  vol.;  undrs. 
rating,   fifth   class. 

Water  Supply — Not  reported. 

SPRINGFIELD,  p.  675;  f.  area,  200  a.;  mere, 
bldgs.,  wd.  ft  «tn.,  1  ft  2  stor.;  priv.,  wd.,  I  &  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  oombt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c.  eng.,  2  hose  oar.;  ho.4e, 
cot.,  rub.  lined,  gd.,  500  ft.;  inf.,  300  ft.;  tot. 
hose,  800  ft.;  f.  al.,  bell;  val.  equip.,  $350;  val. 
bldgs.,  $1,800;  tot.  mem.,  SO  vol.;  undrs.  rating, 
third  class. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
grav.;  mains,  wrt.  L,  1%  m.,  2  to  6  in.  dia.;  11 
hyd.;  76  serv.;  pipe,  galv.  L;  pres.,  f.  80  lbs. 

STURGIS,  p.  1,789;  f.  area,  80  a.;  bldgs.,  bk. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.  F.  dept. — 2  c.  hand  ex.,  1  h.  ft  1.  trk.,  4  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  inf.,  800 
ft.;  tot.  hose,  2,800  ft;  f.  al.,  elec  bell,  wh.,  12 
bx.;  vaL  equip.,  $6,000;  vaL  bldga.,  $60,000;  exp. 
dept.,  $250;  tot.  mem.,  120  vol. 

Water  Supply — Src,  spr.,  4%  m.  bus.  cent.;  also 
furnish  Ft.  Meade;  sys.,  grav.;  res.  cap.,  28,000,> 
000  gals.;  mains,  c  L,  9  m.,  4  to  10  in.  dia.; 
60  hyd.;  80  v.;  met.,  2;  800  serv.;  pipe,  galv.  L; 
pres.,  dom.  70  lbs.,  f.  100  lbs.;  cost,  $190,000; 
cost  mtce.,  $8,000;  wks.  owned  by  Co. 

TABOR,  p.  400;  f.  area,  20  a.  F.  dept. — 2 
hose  carts;  f.  al.,  bell;  vaL  equip.,  $760;  val.  bldgs., 
$200;  exp.  dept.,  $50;  tot.  mem.,  26  voL;  undrs. 
rating,  fourth   class. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
pump  dir.;  1  pump,  eng.,  cap.  day,  10,000  gals.; 
mains,  2,000  ft.;  8  byd.;  cost,  $7,000;  cost  mtce., 
$900;   wks.  owned  by  city- 

TORONTO,  p.  650;  f.  area,  120  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
rfs.  perm,  in  f.  area:  fwka.  ft  combt.  ord.;  causes 
of  f.   inv.     F.  dept. — 2   c.   eng.,   c  hand  ex.,   1  h. 


ft  L  trk.;  hose,  rub.  lined,  gd.,  200  ft;  f.  aL,  bell: 
vaL  equip.,  $1,000;  exp.  dept,  $50;  tot  mem.,  80 
vol. 

No  waterwks.  ■ 

TYMDALL,  p.  1,107;  f.  area.  1,200  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  stor.;  priv.,  stn.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  1  inv. 
F.  dept. — 1  n.  ft  1.  trk.,  12  c.  hand  ex.,  1  c.  eng., 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft.; 
rub.,  gd.,  1,3'60  ft.;  tot.  hose,  2,850  ft.;  f.  aL, 
bell;  val.  equip.,  $1,200;  val.  bldgs.,  $400;  exp. 
derrt.,    $85;    tot.    mem.,    2a    vol. 

Water  Supply — ^Src,  wells,  near  bus.  cent;  ays., 
pump  dir.,  cap.  day  720.000  gals.;  mains,  iron,  2^ 
m.,  4  to  8  in.  dia.;  48  hyd.;  200  serv.;  pipe,  iroo; 
pres.,  dom.  20  lbs.,  f.  70  lbs.;  cost,  $14,000;  cost 
mtce.,  $450;  wks.  owned  by  city. 

VALLEY  SPRINGS,  p.  881;  f.  area,  40  a.;  mere, 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  S  stor.;  wd. 
rfs.  perm.;  fwks.  ord.;  causes  of  f.  inv.     F.  dept — 

1  str.,  1  hand  eng.,  12  c  ex.,  1  h.  ft  1.  trie.,  2  hose 
car.;  hose,  rub.,  800  ft;  inf.,  500  ft;  cot.  800 
ft.;  tot  hose,  2,100  ft;  f.  aL.  bell;  vaL  equip., 
$1,700;  val.  bldgs.,  $3,500;  exp.  dept,  $1,050; 
tot.  mem.,  27  voL;  undrs.  rating,  third  class. 

Water  Supply — Src,  cisterns  filled  from  brancb. 

VEdLEN,  p.  175;  f.  area,  40  a.;  mere  bldr*.. 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  gas.  eng.,  2  hose  reels;  h*ve, 
cot.,  rub.  lined,  gd.,  800  ft.;  inf.,  400  fi.:  tot 
hose,  1,200  ft;  f.  al.,  l>elL  1  bx.;  \al.  equi]-.. 
$2,000;  val.  bldga.,  $500;  exp.  dept,  $50;  tot. 
mem.,   50  vol. 

Water  Supply — Src,  weH,  in  bus.  cent;  sys-, 
pump  to  res,;  res.  cap.,  24,000  ffsK;  1  puirif, 
eng.;  pres.,  f.  125  lbs.;  cost,  $2,500;  cost  mtce, 
$25;  wks.  owned  by  city. 

VERDON,  p.  126;  f.  area,  40  a.    No  org,  L  dept 
Wa'ter  Supply — Src,  well,  1   m.  bus.  cent;  ar*-* 

dir.  pres.;  mains,  1,000  ft;   4  hyd.;  pres.,  dom.  ft 

f.    160    lbs.;    wks.   owned   by   city. 

VERMILION,  p.  2,187;  f.  area,  800  a.;  mere, 
bldgs..  bk.,  1  to  8  stor.;  priv.,  wd.,  IH  stor.: 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.     F.  dept. — 10"  c  hand  ex.,  1  h.  ft  L  trtu, 

2  hose  wag.,  2  hose  reels;  hose,  oot,  mb.  linedL  gd, 
1,200  ft;  inf.,  850  ft;  tot  hose,  1,550  ft;  t  aL, 
wh.;  vaL  equip.,  $2,000;  vaL  bldgs.,  $8,000;  exp. 
dept,  $100;  tot  mem.,  86  voL;  undrs.  rating,  see> 
ond  claas. 

Water  Supply — ^Src,  2  wells,  in  bus.  cent;  fT',. 
pump  to  stdp.  ft  dir.;  stdp.  cap..  100.000  tsIs.: 
mat.,  stL;  res.  cap.,  186,000  gals.,  loc  at  sUtions; 
2  pump,  eng.,  class  trip.,  cap.  day,  1,296,000  gala.; 
mains,  wd.,  7  m.,  4  to  8  in.  dia.;  57  hyd.;  22  v.; 
met,  29:  296  serv.;  pipe,  iron;  pres.,  dom.  55  lbs., 
f.  125  lbs.;  cost,  $85,000;  cost  mtce.,  $2,500; 
wks.  owned  by  ci^. 

VOLGA,  p.  668;  f.  area,  4  blocks;  mere,  bldga.^ 
wd.,  1  ft  2  stor.;  priv.,  wd.,   1  ft  2  stor.;  wd.  rfs. 

{)erra.;  fwks.  ord.;  causes  of  f.  inv.  F.  depL — I 
I.  ft  1.  trk.,  2  hose  car..  6  force  pumps  on  streets; 
1,600  ft  hose;  f.  aL,  bell;  val.  equip.,  $3,000;  vaL 
bldgs.,  $160;  tot  mem.,  36  vol.;  undiv.  ratir.^. 
fifth  class. 

Water  Supply— Src,  wells,  in  bus.  cent;  «=>->-. 
pump  dir.;  pump,  eng.,  cap.  day,  360,000  gate. 

WAKONDA,  p.  826.     F.  dept — ^Not  reported. 

Water  Supply — Src,  weU,  in  bos.  cent;  sys.. 
pump  to  stdp.;  stdp.  cap.,  40,000  gals.,  mat.  btl  : 
res.  cap.,  10,000  gala.;  1  pump,  eng.,  cap.  «j<^ 
40,000  gals.;  mains,  c  L,  1^  m.,  4  to  6  .n.  il'-i.; 
12  hyd.;  7  v.;  20  met;  24  serv.;  cost  $n.«f^^: 
cost  mtce.,  $300;   wks.  owned  by  city. 

WASTA,  p.  260;  f.  area.  10  a.     F.  dept— 1  c 

eng.,  80  c.  band  ex.;  f.  aL,  bell;  val.  equii*..  I5«»»». 
vaL  bldgs.,  $200;  exp.  dept,  $100;  tot  mem.,  3t»  »x>- 
Water  Supply — Src.  wells  ft  cisterns.  **  m. 
bus.  cent;  sys.,  dir.  pres.;  stdp.  cap.,  6.500  jfaV.: 
wks.  owned  by  priv.  party. 

WATERTOWN,  p.  7,010;  f.  area.  900  a.;  mnc 

bldgs.,  stn.  ft  bk.,  2  to  4  stor.;  priv.,  bk.,  wd.  ft  cent . 
2  stor. ;  wd.  ris.  not  perm,  in  f.  area ;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 2  eomb.  c  ft 
h.  wag.,  1  h.  ft  L  trk..  4  hra.;  boae,  cot,  nib. 
lined,  gd.,  2,600  ft.;  f.  si.,  bell  ft  wh.:  tsL  eqafp., 
$6,500;  val.  bldgs.,  $80,000;  exp.  dept,  $7,000; 
tot.  mem.  16,  6  pd.,  10  voL 
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Water  Supply — Src,  Lake  Eempeska,  8H  m. 
bus.  cent.;  «ys.,  pump  to  stdp.;  stdp.  cap.,  211,000 

Sals.;  mat.,  stl.;  2  pump,  en^.,  class  oomp.,  cap. 
ay  1,000,000  eals.;  mains,  c.  i.,  16  m.,  4  to  12 
in.  dia.;  137  byd.;  100  v.;  1.850  met.;  1,860 
senr.:  pipe,  lead  k  galv.  i.;  pres.,  dom.  66  lbs.,  f. 
135  lbs.;  cons,  day,  500,000  gals.;  cost,  $160,000; 
wks.  owned  by  Co. 

WAUBAY,  p.  1,000;  f.  area,  10  a.;  mere  bldgs., 
bk.,  stn.  k  wd.,  1  dfc  2  stor.;  priv..  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  iwks.  k  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  10 
c.  hand  ex.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft.;  inf..  500  ft.;  tot.  hose,  1,600  ft.;  f.  al., 
bell;  Tsl.  equip.,  $2,000;  val.  bldgs.,  $1,000;  tot. 
mem.,  20  vol. 

Water  Supply — Src.,  well,  %  m.  bus.  cent;  sys., 
grav. ;  1  pump,  eng.,  class  triplex;  mains,  c.  i., 
IH  m.,  4  to  8  in.  dia.;  10  hvd.;  6  v.;  48  met.; 
54  serv.;  pres.,  dom.  i&:  f.  45  lbs.;  wks.  owned  by 
city. 

WEBSTER,  p.  1,718;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  mv.  F.  dept. — 1  c.  eng.,  86  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  1,700  ft;  inf.,  100  ft;  tot  nose,  1,800 
ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $2,000;  tot 
mem.,    60    vol.. 

Water  Supply — Src,  wells  k  cistern,  1.600  ft 
bus.  cent;  sys.,  grav.;  stdp.  cap.,  90,000  gals.; 
dim.,  SO  X  IS;  mat.,  »tl.;  res.  cap.,  20,000  gal^. : 
2  pump,  eng.,  cap.  day,  144.000  gals.;  mains,  c. 
i.,  4  m.,  4  to  8  in.  dia.;  22  nyd.;  9  v.;  160  met; 
165  serv.;  pipe,  galv.  i.;  pres.,  dom.  &  f.  60  lbs.; 
cons,  day,  40,000  gals.;  cost,  $15,000;  cost  mtce., 
$650;   wks.   owned  by   city. 

WENTWORTTH,  n.  329.  F.  dept. — 1  c.  eng.,  2 
hose  wag.,  1,000  ft  hose;  f.  al.,  bell;  val.  equip., 
$2,000:  val.  bldgs.,  $600;  exp.  dept,  $10;  tot 
mem.,    32  vol. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  220,000  gals.;  mat, 
stl.;  1  pump,  eng.,  cap.  day  220,000  gals.;  mains, 
c.  i.,  1^^  m.,  4  to  6  in.  dia.;  14  hyd.;  2  ▼.;  pipe, 
galT.  i.;  pres.,  dom.  60  lbs.,  f.  76  lbs.;  cost, 
$7,500;  wks.  owned  by  city. 

WESSINGTON  SPRINGS,  Jerauld  Co.,  p.  1,098. 
F.  dept. — 1  h.  k  1.  trk.,  2  hose  carts,  1  c.  eng.; 
hose,  1.200  ft;  f.  al.,  bell;  val.  equip.,  $2,600; 
val.  bldgs.,  $500;  exp.  dept,  $50;  tot.  mem.,  24 
vol- 

Water  Supply — Src,  spr.;  res.  cap.,  8,260  bbls.; 
1  pump,  eng.,  class  trip.,  cap.  day  216,000  gals.; 
mains.  3  m..  4  to  8  in.  dia.;  80  hyd. 

WHITE  ROCK,  p.  400;  f.  area,  1,000  a.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.     F.  dept. — 1  str.,  1  comb,  c  ft  h.  wag.,  1  h. 


ft  L  trk.,  2  hose  wag.;  hose,  cot 
1,000  ft;  inf.,  850  ft;  tot  hose, 
bell;  val.  equip.,  $1,700;  val.  bk 
dept.,  $25;  tot  mem.,  26  vol. 
Water  Supply — Not  reported. 

WHITEWOOD,  p.  890;  mere  hi 
priv.,  wd.,  2  ft  8  stor.;  wd.  rfs.  i 
causes  of  f.  inv,  F.  dept — 2  hos 
700  ft;  rub.,  gd..  100  ft.;  tot 
f.  al.,  bell;  tot.  mem.,  80;  undrs.  i 

Water  Supply — Src,  spr.,  4^ 
syw.,  grav.;  res.  cap.,  100,000  gal 
cap.  day  60,000  gala.;  mains,  2  V, 
dia.;  8  hyd.;  17  v.;  80  serv.;  pn 
f.  65  lbs.;  cons,  day,  80.000  gals 
cost  mtce.,  $300;  wks.  owned  by  * 

WILMOT.  p.  600;  f.  area,  220 
c   eng.,   2  hose  carts,   1   h.  ft  1. 
val.  equip.,  $1,500;  val.  bldg«.,  $1 
15  voL;  undra.  rating,  4^  class. 

Water  Supply — Src,  well,  1  m. 
pump  dir.;  1  pump,  eng.,  cap.  da} 
mains,  1,800  ft;  6  hyd.;  pres.,  do 
lbs.;    cost    $5,000;   wks.    owned   b 

^  W00N80CKET.  p.  1,027;  f.  are 
bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2  stoi 
ft.  high;  wd.  rfs.  perm,  in  f.  ar 
inv.  F.  dept. — 8  hose  car.;  hose, 
gd.,  1,500  ft;  f.  al.,  beU;  val. 
val.  bldgs.,  $1,600;  exp.  dept,  $ 
24  vol. 

Water    Supply — Src,    artesian    i 
pres.  from  well;  mains,  black  iron, 
m.   dia.;    29   hyd.;    16    v.;    162   si 
pres.,  dom.  80  lbs.,  f.  180  to  163 
500;  cost  mtce.,  $450;  wks.  owned 

WORTHING,  p.  200;  f.   area;  80 
1  c  eng.;  f.  nl.,  bell;  val.  equip.,  ! 

Water  Supply — Src,  well,  1   m. 
pump  dir.;  2  pump.  eng. 

YANKTON,  p.  8,787;  f.  area,  : 
bldgs.,  bk.  ft  stn..  2  ft  8  stor.;  pri 
wd.  rfs.  not  prem.;  fwks.  ft  combt. 
f.  inv.  F.  dept. — 1  c  eng.,  2  h.  I 
trk.,  1  hose  wag.,  8  hose  carts; 
lined,  gd.,  4,000  ft;  inf.,  500  ft; 
ft.;  f.  al..  bell  ft  wh.;  vai.  equip 
bldgs.,  $15,000;  exp.  dept,  $1,0< 
80  vol. 

Water  Supply — Src,  wells;  sys., 
dir.;    tk.    cap.,    200,000    gals.;    cap 
gals.;  mains,  wd.  &  c.  L,   12   ra.,  4 
53    hyd.;    59    v.;    550    serv.;    pipe, 
dom.   35  lbs.,  f.   55  lbs.;   cons,   day, 
cost,   $75,000;   cost   mtce..   $2,000; 
city. 
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ATHENS,  p.  2,264;  bldgs.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  f/erm.;  fwks.  ft  combt.  ord.  F. 
dept. — 1  hose  cart;  hose,  cot,  rub.  lined,  gd.,  600 
ft;    undrs.    rating,    fifth    class. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  res.;  res.  cap.,  300,000 
gals.;  stdp.  cap.,  50,000  gals.,  dim.  18  z  60;  1 
pump,  eng.,  class  comp.,  cap.  day  300,000  gals.; 
mains,  c.  L,  4  m.,  4  to  8  in.  dia.;  16  hyd.;  400 
serv.;  pipe,  wrt  i.;  pres.,  dom..  25  to  80  lbs., 
f.  50  to  SO  lbs.;  cons,  day,  100,000  gals.;  cost 
^17,000;  cost  mtce.,  $1,500;  wks.  owned  by 
priv.  Co. 

BELLS,  p.  758.  F.  dept. — 1  hose  reel;  hose, 
300    ft;   f.   al.,  telp.   ft  wh. 

Water  Supply — Src,  wells;  sys.,  dir.  pump.; 
stdp.   cap.,    10,000   gals.,   mat  wd.;   pres.,   35   lbs. 

BOLIVAR,  p.   1,070.     No  f.  dept 

Water  Supply — Src,  well;  sys.,  grav.;  stdp.  cap., 
50,000  gals.;  mains,  %  m.,  4  to  6  in.  dia.;  24 
hyd. 

BRISTOL.  Va.-Tenn.,  p.  20.000;  f.  area,  200 
a.;  mere  bldgs..  bk.  ft  wd.,  2  to  5  stor.;  priv., 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.  P.  deT.«t. — 1  hose  wag.,  I  comb,  c  ft  h.  wag., 
1    auto,    trk.,    1    auto.   pump,    eng.,    5    hrs.;    hose. 


cot.   rub.  lined,  gd.,   6,000   ft;   inf., 
hose,   6,500   ft;    f.   al.,  bell;   val.   ec 
val.  bldgs.,  $15,000;  exp.  dept,  $3,(1 
26,  pd.  full   time  8,  voL   23;  undrs. 
class. 

Water  Supply — Src,  2  spr.,  3^ 
cent;  sys.,  grav.,  res.  cap.,  5,000,000 
spr.  on  the  3H  m.  line,  average  ca]: 
000  gals.;  the  6  m.  line  has  1  pipe 
cap.  day,  1,500,000  to  2,000,000  gain 
23  m..  4  to  16  in.  dia.;  98  hyd.;  9! 
1.900  serv.;  pres.,  f.  75  to  90  It 
850,000  gals.;  cost  $326,000;  cost  i 
wks.  owned  by  city. 

BROWNSVILLE,  p.  2,882;  f.  area 
bldgs.,  stn.,  3  sor.;  priv.,  wd.,  2  « 
not  perm,  in  f.  area;  fwks.  ft  combt 
of  f.  inv.  F.  dept. — 3  c.  hand  ex.,  1 
ho'ie  wag.;  hose,  cot,  rub.  lined,  g 
val.  equip.,  $1,700;  exp.  dept,  $7fl 
15,  pd.  part  time;  undrs.  rating,  fifth 

Water  Supply — Src,  wells,  200  yc 
sys.,  grav.,  pump  to  res.  ft  stdp.  di: 
50,000  gals.,  dim.  18  x  22,  loc.  ne 
mat.  wd.  &  iron;  res.  cap.,  103,000  g 
eng.,  cap.  day  1.916,000  gals.;  maim 
4  to  8  in.  dia.;  23  v.;  80  hyd.;  240  mi 
pipe,  wrt.  i. ;  pres.,  dom,  60  lbs.,  f.  1 
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day,  150,000  gals.;  cost;  |42,000;  cost  mtce., 
$5,000;   wks.  owned  by  city. 

CKATTANOOQA,  p.  44,604;  f.  area,  7  sq.  m.; 
mere,  bldgs.,  bk.,  stn.  &  cone,  1  to  14  stor. ;  priv., 
bk.  k  wd.,  1  to  5  stor.;  \vd.  rfs.  not  perm,  in  f. 
area;  fwks.  &  combt.  ord. ;  causes  of  i.  inv.  F. 
dept. — 5  auto,  triple  comb.  pump,  eng.,  1  auto. 
8tr.,  1  auto.  c.  eug.,  1  auto.  aer.  trk..  1  auto,  hose 
trk.,  2  chief's  auto.;  hose,  cot.,  rub.  lined,  gd., 
12,000  ft.;  inf.,  4,000  ft.;  tot.  hose,  16,000  ft.; 
f.  aL,  Gamewell,  89  bx. ;  val.  equip.,  $115,000; 
val.  bldgs.,  $110,000;  exp.  dept.,  $86,000;  toi. 
mem.    79,  pd.  full  time;  undrs.  rating,  first  class. 

Water  Supply — Src,  riv.,  l^i  m.  bus.  cent.; 
sys.,  pump  dir.;  stdp.  cap.,  176,000  gals.;  dim., 
75  X  20,  loc.  ISO  ft.  above  city;  res.  cap.,  3,500,- 

000  gals.;  7  pump,  eng.,  class  conip.  trip.  exp.  & 
con.;  cap.  day,  49,175,000  gals.;  mains,  c.  ft  wrt. 
i.,  202  m.,  2  to  24  in.  dia.;  410  hyd.;  782  v.; 
met.,  13,409;  14,860  serv.;  pipe,  ph.  i.;  pres., 
dom.  &  f.  70  lbs.;   wks.  owned  by  priv.  Co. 

CLARKSVILLE.  p.  8,458;  f.  area,  200  a.;  bldgs., 
bk.  tc  stn.,  2  &  3  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord.  F.  dept. — 1  auto,  triple  conjb.  pump, 
eng.,   1  str.,   1   comb.   c.   &  h.  wag.,    1   h.  ft  1.   trk., 

1  hose  reel,  2  hrs. ;  hose,  cot.,  rub.  lined,  ^d., 
2,800  ft.;  f.  al.,  bell,  wh.  ft  telp. ;  val.  equip., 
$20,000;  val.  bldgs.,  $5,000;  exp.  dept.,  $4,800; 
tot.  mem.  29,  pd.  Full  time  5,  vol.  24;  undrs.  rating, 
second  class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
pump  to  sldp.;  stdp.  cap.,  367,000  gals.;  4  pump, 
eng.,  cap.  day  4,000,000  gals.;  mains,  c.  i.,  15 
m.,  3  to  12  in.  dia.;  141  nyd.;  300  met.;  1,200 
serv.;  pi|>e,  lead;  pres.,  dom.  ft  f.  55  lbs.;  cons, 
daj-,  700,000  gals.;  cost,  $150,000;  cost  mice., 
$12,000;    wks.   owned   by   city. 

CLEVELAND,  p.  5,549;  mere,  bldgs.,  bk.,  1  to 
3  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  comb.  wag.  with  60  gaJ. 
c.  tk.,  2  c.  hand  ex.,  1  comb.  c.  ft  h.  wag.,  2 
hose  reels,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft;  rub.,  gd.,  400  ft.;  inf.,  700  ft.;  tot.  hose, 
2,100  ft.;  f.  al.,  Gamewell,  18  bx.;  val.  equip., 
$5,000;  exp.  dept.,  $750;  tot.  mem.,  15,  pd.  full 
time    2,    13    vol. 

Water  Supply — Src,  spr.,  2%  m.  bus.  cent.; 
sys.,  grav.  ft  dir.;  res.  cap.,  1,600,000  gals.,  mat 
cone,  loc.  150  ft.  above  city;  2  pump,  eng.,  cap. 
min.  1,120  gals.;  mains,  c.  L,  14  m.,  4  to  10  in. 
dia.;  64  hydf.;  37  v.;  367  met.;  876  serv.;  pipe, 
galv.  i.  ft  lead;  pres.,  dom.  65  lbs.,  f.  90  lbs.  to  100 
lbs.;  wks.  owned  by  city. 

CLINTON,  p  1,090;  mere,  bldgs.,  bk.,  2  to  8 
stor.;  priv.,  frame,  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  ft  ccmbt.  ord.;  causes  of  f.  inv. 
F.  dept. — 300  ft.   hose;  mem.,  vol. 

Water  Supply — Well,  1  m.  bus.  cent;  lys., 
grav.;  mains,  wrt.  i.,  1  m.,  3  to  6  in.  dia.;  5 
hyd.;  cost,  $5,000;  wks.  owned  by  priv.  corporation 

COAL  CREEK,  p.  8,000;  f.  area,  1  m.  F.  dept 
— 2  hose  carts,  1,000  ft.  hose,  ladders;  f.  al.,  bell; 
val.  equip.,   $1,000;   tot.   mem.,   25   vol. 

•Water  Supply — Src,  spr.,  2  ra.  bus.  cent.;  sys., 
grrav. ;  res.  cap.,  50,000  finals.;  pump,  eng.,  cap. 
day  40,000  gals.;  mains,  2  m.;  75  hyd.;  15  met.; 
pres.,  dom.  SO  lbs.,  f.  100  lbs.;  cost,  $12,000;  wks. 
owned  by  priv.  Co. 

COLLIERVILLE,  p.  802.  F.  dept— 1  hose  cart; 
hose,    300    ft;    50   vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  50,000 
gals.;  2  i-umps,  cap.  7,000  gals,  hour;  pres.,  40 
lbs. 

COLUMBIA,  p.  6.754;  f.  area.  700  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1 
comb.  c.  ft  h.  wag.,  1  c.  eng.,  3  hose  reels,  3 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  3.000  ft;  f.  al., 
Gamewell,  12  bx.;  val.  equip.,  $4,375;  vaT.  bldgs., 
$1,760;  exp.  dtpt,  $5,500;  tot  mem.,  28,  pd. 
full  time    12,   voL    16;   undrs.   rating,   fourth   class. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  1,000,000  gals.,  loc  Mt  Parnas- 
sus; 2  pump,  eng.,  cap.  day  1,000.000  gals.; 
mains,  wrt  ft  c.  i.,  8  ro.,  4  to  8  in.  dia.;  86 
hyd.;  26  v.;  met,  38;  950  serv.;  pipe,  iron; 
pres.,  dom.  90  lbs.,  f.  90  lbs.;  cons,  dav,  600,000 
gals.;  cost  $50,000;  cost  mtce.,  $6,000;  wks. 
owned    by   Co. 
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COOKEVILLE,     p.     1,848.       F.     dept- 
carts,  1,200  ft  hose;  tot  mem.,  24  toL 

Water  Supply — Src,  wells;  sys.,  pomp  dir.;  ret. 
cap.,  80.000  gals.;  2  pumps,  pres.,  125  Iba.;  mains, 

1  m.,  6  to  8  in.;  20  hyd. 

COVINGTON,  p.  2,990;  f.  area,  262  a.;  mere 
bldgs.,    bk.,    1    to    3    stor.;   priv.,    wd.   ft  UL,   1  ft 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 1  comb,  c  ft  h.  wa^.,  1  h.  ft  L 
trk.,    3    hose   carts,    2    hrs.;    hose,   cot,  rub.  lined. 

fd.,    1,600    ft;    f.    al.,    telp.    ft    wh.;    val.    equip., 
2,200;  val.  bldgs..  $2,000;  exp.  dept,  $550;  toL 
mem.,   18,    1   pd.   full  time. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.;  rt*s.  cap.,  100,000  gals.;  2  pcT^; 
eng.,  cap.  day  1. 000.000  gals.;  mans,  c  ft  gal'. 
i.,  7  m.,  4  to  8  in.  dia.;  52  hyd.;  met,  78;  pre&., 
dom.  50  lbs.,  f.  125  lbs.;  cons,  dav,  200,000  guh.: 
cosKt,  $15,000;  cost  mtce.,  $1,800*;  wks.  owned  bj 
city. 

DAYTON,  p.  1,991;  mere  bldgs..  bk.,  2  stor.: 
priv.,  wd.,  1  &  2  stor.;  wd.  rfs.  perm,;  fwks.  ord. 
F.  dept. — 1  c  eng.,  1  hose  car.;  hose,  IJO  ft.; 
f.  al..  wn.;  val.  equip.,  $900;  tot.  mem.,  S3  toL; 
undrs.    rating,   sixth    class. 

Wate*-  Supply — Src,  spr.,  creeks  ft  wells;  lys.. 
pump  to  res..;  pres.,  100  lbs.;  wks.  owned  by  city. 

DICKSON,  p.    3,000.      F.   dept— 1   h.   ft  L  w»?., 

3  hose  reels,  1,500  ft.  cot,  rub.  lined,  hose;  r»l 
equip..  $1,000;   lot.   mem.,  voL 

Water  Supply — Src.  wells.  1  m.  buaL  cent: 
sys.,  dir.  pres.;  2  p-ump.  eng.;  pres..  dom.  40  l^s-, 
f.   150  lbs.;  wks.  owned  by  c.ty. 

DYER,  p.    1,166.      F.   dept — 2   h.  ft   L  trk. 
Water  Supply — 7  wells. 

DYERSBURG,    p.    4,149;    f.    area,    50    a.;   mere 

bldgs.,  bk.  ft  stn..  3  stor.;  priv.,  wd..  1  stor.;  vd. 
rfs.  not  perm.;  fwks.  ft  combt  onL;  causes  of  L 
inv.  F.  dept. — 1  comb,  c  ft  h.  wag..  1  h.  ft  L  txL, 
6  c  hand  ex.,  2  hrs.;  hose,  cot.,  rub.  lined,  g'i  ■ 
1.150  ft;  inf.,  250  ft;  tot  hose,  1,400  ft;  f.  aL. 
telp.;  val.  equip..  $2,600;  val.  bldgs.,  $4,000; 
exp.  dept.,  $1,300;  tot  mem.,  8,  pd.  full  tm<e. 
undrs.  rating,  second  class. 

Water  Supply — Src.  riv.  ft  wells;  sys.,  purrr 
dir.;  stdp.  cap.,  215,000  gals.;  dim.,  50  x  27  1:< 
150  ft.  above  City  Hall  sq.;  2  pimsp.  eng.;  cap. 
day,  2,000,000  gals.;  mains,  10  m.,  4  to  12  i'~ 
dia.;  75  hyd.;  met,  22;  500  serv.;  jircs^,  dom.  >0 
lbs.,  f.  150  lbs.;  cons.  day.  500.000  gals,:  ci-»:. 
$83,000;  cost  mtce.,  $8,000;  wks.  owned  by  r.cy. 

ELIZABETMTON,    p.    3,600;    f.    area.    2    m.     F 

dept. — 3  hose  carts;  hose.  cot.,  rub.  lined,  ri.. 
1,500  ft;  f.  al.,  bell;  vaL  equip.,  $3,000;  e%T> 
dept.,  $500;  tot.  mem.,  31,  iid.  full  time;  UDdn. 
rating,   fourth   class. 

Water  Supply — Src.  spr..  5  m.  bus.  cent;  sys.. 
grav.;  res.  cap.,  10,000,000  gals.;  1  pump,  enf . 
cap.  day  3,000,000  grals. ;  mains,  c  i.,  9  m.,  4  t» 
14  in.  dia.;  60  hyd.;  40  v.;  475  serv.;  pipe.  f^h. 
i.;  pres.,  dom.  100  lbs.,  f.  120  lbs.;  cost,  $80,000. 
cost  mtce.,  $1,600;  wks.  owned  by  priv.  Co. 

FAYETTEVILLE,  p.  3.439;  f.  area.  1.000  a.; 
mere  bldgs..  bk..  1  to  3  stor.;  priv.,  bk.  ft  wd , 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwkt.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  r 
eng.,  2  c  hand  ex.,  1  hose  wag.,  1  hose  cart,  2 
lirs. ;  hose,  cot,  rub.  lined,  gd.,  1,800  ft:  int^  ^'^ 
ft;  tot  hose.  1,850  ft;  f.  aL,  beU  ft  wh.;  ral 
equip.,  $1,500;  val.  bldgs.,  $2,000;  tot  mem..  20. 
pd.   part  t  me   8,   12   vol. 

Water  Supply— Src.  spr..  5  m.  bus.  cent;  ^i., 
grav.;  res.  cap..  200,000  gals.,  loc.  155  ft  aNs^e 
city;  1  pump,  eng.;  cap.  day.  250.000  gals  : 
mains,  c  i.,  12  m.,  4  to  10  in.  dia.:  56  hyd.;  f> 
v.;  39  met.;  650  aerw;  pres.,  dom.  90  lbs.,  f.  9a 
lbs.;  cons,  day,  100,000  gals.;  cost,  $40,000;  co>t 
mtce.,    $200;    wks.    owned   by   city. 

FRANKLIN,  p.  2,924;  mere  bldgs.,  bk..  2  ft  3 
stor.;  priv.,  wd.  ft  bk.,  1  to  2H  stor.;  wd.  rf*. 
not  perm,  in  f.  district;  fwks.  ord.;  f.  in*-.  F. 
dept. —  I  hand  eng..  1  h.  ft  1.  trie.  2  hose  car..  1 
hose  wag.,  3  c  ex.;  hose,  1,200  ft;  vaL  equip., 
$3,000;    25   voL 

Water  Supply — Src,  spr..  2  m.  bi».  cent;  sri., 
grav.;  res.  cap.,  600,000  gals.,  ft  stdp.,  cap.  103.- 
000  gals.;  pres.,   27   to  60  Iba. 

GALLATIN,  p.  2.399;  mere  bldgs..  bk..  t  stor.; 
priv.,   bk.  ft   wd.,   1   ft   2   stor.;  wd.   ifs.   not  perrn. 
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LEWI8BURQ,  p.  1.880;  f.  area,  160  a.  F.  dept. 
— 2  boee  reels,  1  h.  ft  1.  trk.,  4  hand  ex.,  1,000 
ft.  hoae;  val.  equip.,  $1,800;  vaL  bldgs.,  $1,800; 
exp.   dept.,   $100;   tot.   mem.,   25   vol. 

Wattr  Supply---Src.,  spr.;  syi.,  grav.;  stdp.  cap., 
100,000  gala.;  1  pump,  eng.,  cap.  day  250,000 
gals.;  83  hyd. ;  10  v.;  375  sen'.;  mains,  7^  m.; 
pres.,  dom.  &  f.,  75  lb«.;  cost,  $60,000;  coat  mtce., 
91,000;  wka.  owned  by  city. 

LEXINGTON,  p.  2,000.  F.  dept — 4  hose  reels'. 
2,000  ft.  hose;  f.  al.,  bell;  val.  equip.,  $2,000;  toL 

Water  Supply— Src,  wells;  sys.,  gray,  ft  dir. 
pres.;  stdp.  cap.,  80,000  gala.;  res.  cap.,  44,000 
gals.;  2  pump,  eng.;  cap.  day,  1,080,000  gals.; 
mains,  8)4  m.;  40  hyd.;  26  v.;  80  serv.;  pres., 
dom.  46  lbs.,  f.  125  lbs.;  cost,  $65,000;  wks. 
owned  by  city. 

McKE)NZI€,  p.  1,822;  f.  area,  6  a.;  mere,  bldga., 
bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
Perm,  in  f.  area;  fwks.  ft  conAt  ord.;  causes  of  f. 
inv.  F.  dept — 3  hose  reels,  2  seta  ladders;  hose, 
cot,  rub.  lined,  gd.,  1,600  ft;  inf.,  500  ft;  tot 
hose,  2,000  ft;  f.  al.,  wh.;  val.  equip.,  $2,500; 
val.  bidgs.,  $5U;  tot  mem.,  80  vol. 

/Wattr  Supply— *Src.,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  60,000  gala.;  res.  cap., 
250,000  gals.;  2  pump,  eng.;  mains,  c.  i.,  8^  m., 
4  to  8  in.  dia.;  82  hyd.;  18  met;  250  serv.;  pipe, 
galv.  L;  pres.,  dom.  55  lbs.,  f.  110  lbs.;  cons,  day, 
110,000   gals.;    wks.    owned  by   city.  . 

McMINNVILLE,  p.  2.299.  F.  dept— 2  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hoee  carts;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  f.  al.,  bell,  telp.  ft  wh.;  tot 
mem.,  24  vol.:  undrs.  rating,  fifth  class. 

Water  Supply — Src,  riv.,  H  m.  bus.  cent;  sys., 
pwnp  to  stdp.;  stdp.  cap.,  250.000  gals.,  dim. 
16  X  125,  mat  stl.;  2  pump,  eng.,  dass  comp. 
dup.,  c^p.  day  1,750,000  gals.;  mains,  c.  i.,  15 
m.,  4  to  10  in.  dia.;  45  hyd.;  54  v.;  140  sen.; 
12  met;  pipe,  galv.  i.;  pree.,  dom.  50  lbs.,  L  65 
to  100  Ib«.;  cons,  day,  100,000  gals.;  cost,  |40,- 
000;  cost  mtce.,  $300;  wks.  owned  by  city. 

MARTIN,  p.  2,228;  f.  area,  16  a.;  mere,  bldgs.. 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.  F. 
dept. — 1  hose  wag.;  hose,  cot.,  rub.  lined,  gd.. 
1,200  ft;   f.   al.,  wh.;  tot   mem.,   16  vol. 

Water  Supply — Src,  wells;  sys..  pump  to  res.; 
res.  cap..  115,000  gals.;  pump.  eng..  cap.  day 
1,000.000  gals.;  maina,  c.  i..  6  m.,  4  to  10  in. 
dia.;  45  hyd.;  500  serv.;  pipe,  galv.  i.;  pres.,  dom. 
80  lbs.,  f.  90  to  126  lbs.;  cons,  day,  150,000 
gals.;  cost,  $41,000;  cost  mtce.,  $6,000;  wks. 
owned  by  city. 

MEMPHIS,  p.  181,106;  f.  area,  19.8  m.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  20  stor.;  priv.,  bk.  ft 
wd.,  1,  2  ft  3  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.  fl  in  resen'e),  12  str.  (8  in  re- 
serve). 1  c.  eng.  (1  in  reserve),  27  c.  hand  ex.,  2 
aer.  trk..  7  comb.  c.  ft  h.  wag.  (1  in  reserve),  2 
auto,  pumpers,  1  chief's  auto.,  6  hose  reels  (2  in  re> 
serve),  1  water  tower,  90  hrs. ;  hose,  cot,  rub. 
lined,  gd.,  26,500  ft;  fair.  8,000  ft;  inf..  2,000 
ft;  tot.  hose,  31,500  ft;  f.  al.,  Gamewell  elec, 
87  bx.;  val.  eqiiii/.,  $338,123;  val.  bldgs.,  $876,- 
350;  exp.  dept,  $220,536;  tot  mem.,  177;  pd. 
full    time    162.    vol.    16. 

Water  Supply — ^rc,  artesian  wells,  surrounding 
the  city  on  the  north,  east  ft  south,  1  to  5  m.  bus. 
cent;  3  sys.,  iso.  1,  underground  tunnel  to  deep 
well,  dir.  to  mains,  cap.  13.000,000  gals.,  dim. 
20  X  160  ft,  mat.  stL;  24  pump,  eng.,  cap.  day 
33,000,000  gals.;  No.  2,  1  air  lift  sys..  com- 
pressor, cap.  6,000,000  gals.;  Xo.  3,  1  pump,  sys,, 
comprising;  15  segregated  units,  cap.  15,000,000 
gals.;  mams,  c.  i.,  271  m.,  4  to  86  in.  dia.;  hvd., 
1,731:  v..  3,095;  met,  17,000;  serv.,  25,587; 
pipe,  lead;  pres..  dom.  60  lbs.,  f.  60  Kw.;  cons, 
day,  13,000,000  gals.;  cost  $3,750,000;  cost 
mtce.,  $75,000;  wks.   ou'ned  by  city. 

MILAN,  p.  1,605;  mere,  bldgs.,  bk.,  2  stor.. 
priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk., 
2  hose  carts;  hose,  cot,  rub.  lined,  gd..  1,400 
ft;   f.   al.,   wh. ;   tot.    mem.,    16  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  ret. 
ft  dir.;  2  pump,  eng.;  mains,  8  m.,  2  to  10  in. 
dia.;  31  hyd.;  300  serv.;  pres..  dom.  40  lbs.,  f. 
120  to  150  lbs.;  cost,  $20,000;  wks.  owned  by 
city. 


MORRISTOWN,  p.  4.007;  mere  bldga^  bk.  ft 
iron.  2  ft  8  stor.;  priv.,  wd.  ft  bk..  2  stor.;  wd.  rfa 
not  perm.;  no  fwks.  ft  combt  ord.  F.  dept — 1 
h.  ft  1.  trk.,  3  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  1.500  ft;  rub.,  gd..  1,600  ft;  tot.  bote, 
8,000  ft.;  val.  equip.,  $2,800;  val.  bldgs.,  $250; 
tot  mem.,  56;  undrs.  rating,  second  daas. 

Water  Supply — Src.  «pr.,  2  ft  Mi  m.  bus.  cent; 
sys.,  pump  to  res.  ft  dir.;  res.  cap..  750.000  gais., 
loc.  250  ft  station;  4  pump.  eng..  cap.  day  iOO,- 
000  gals.;  mains,  c  i.,  14  m.,  4  to  10  in.  dia.; 
101  nyd.;  850  met;  700  sen.;  pipe,  galv.  L; 
pres.,  dom.  60  lbs.,  f.  90  lbs.;  cons,  day,  300,000 
gals.;  cost  $85,000;  co<t  mtce.,  $5,b00;  wk&. 
owned  by  city. 

MOUNT  PLEASANT,  a  1,978.  F.  dept— 2 
hose  carta;  hose,  cot.  nib.  lined,  gd..  1,000  ft; 
f.  al.,  bell  ft  telp.;  tot  mem.,  18  voL;  tmdn. 
rating,  third  class. 

Water  Supply — Src,  apr.,  9  m.  bus.  cent.;  wp^ 
grav.,  pump  to  atdp.;  atdp.  cap..  40,000  gmls.;  res. 
cap.  268,000  gala.;  1  pasnp.  eng.;  cap.  day.  ISO,- 
000  gals.;  ma&ia,  16  m.,  4  to  8  in.  dia.;  50  hyd.; 
200  met.;  pres.,  dom.  66  Iba.,  f.  86  Iba.;  coos,  day, 
160,000  gala.;  cost  $48,000;  coat  mtce..  ^840: 
wka.  owned  by  city. 

MURFREE8B0R0,  i^.  4,679;  t  aieA,  700  a.; 
mere  bldgs..  atn.  ft  bk.,  2  to  8  stor.;  priv.  bldgs., 
wd.,  bk.,  stn.,  iron,  1  ft  2  ator.;  wd.  Hm.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  c.  eng..  1  h.  ft  L  trk..  2  hose  carts* 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2.000  ft;  L 
aL,  bell  ft  telp.;  vaL  equip.,  $8,000;  vaL  bldga., 
$6,000;  tot  mem..  27.  pd.  full  time  6;  uadis. 
rating,   third   class. 

Water  Supply — Src,  spr.;.  ^ya..  pump  dir.;  stdp. 
cap..  80,000  gals.;  dim..  120  x  10;  res.  cap.. 
250,000  gals.;  2  pump.  eng..  cap.  day  1,728,000 
gals.;  mains,  5  m.,  4  to  6  in.  dia.;  64  hr±; 
25  v.;  met,  475;  750  aerv.;  pres..  dom.  80  Ibs^., 
f.  150  lbs.;  cona.  day,  400,000  gala.;  cost,  $110,- 
000;  cost  mtce..  $11,700:  wka.  owned  by  Cow 

NASHVILLE,  p.  .110.864;  f.  area,  18.2  sq.  m.; 
mere  bldgs..  stn.  ft  bk..  4  to  12  stor.;  priv.,  bk. 
ft  wd..  1  to  3  stor.;  wd.  rfa.  not  perm.  In  f. 
area;  fwka.  ft  combt  ord.;  causes  of  f.  inv.  P. 
dept. — 6  auto.  trip.  comb.  atr..  1  h.  ft  L  tik., 
8  str..  38  c.  hand  ex.,  2  aer.  trk.,  5  comb,  c,  ft 
h.  wag.,  3  hose  wag.,  43  hrs.;  hose,  oot,  rab.  lined, 
gd.,  23,550  ft;  rub.,  gd..  700  ft;  tot  hose,  24,- 
2<50  ft;  f.  al.,  tiamewell.  168  bx.;  vaL  equip., 
$210,614;  vaL  bldgs..  $1^8,682;  exp.  dept.  $156.- 
96i3;  tot.  mem.  121,  pd.  full  time. 

Water  Supply — Src,  Cumberland  Riv.,  4  m. 
bus.  cent;  sya.,  pump  to  res.;  rea.  cap.,  51.000.000 
gals.,  loc.  808  ft  above  low  water  in  Cumberiasd 
«iv.;  5  pump.  eng..  cap.  day  50,288,000  gala.; 
mains,  c  L.  175.4<2  m..  8  to  36  in.  dia.;  1,784 
hyd.;  1,873  v.;  16,271  met;  19,779  serv.;  pipe, 
lead;  pres.,  dom.  20  to  90  U>s.;  ooua.  day,  14.008,- 
000  gala.:  cost  $2,080,000;  cost  mtoe.,  $68,u7u; 
wks.  owned  by  city. 

NEWBERN.    p.    1.602;    f.    ai«a,    20    a.;    bldga.. 

bk..  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  oombt 
ord.  F.  dept— 4  hose  carta,  2  hand  reels;  bose, 
cot,  rub.  lined,  gd.,  900  ft;  rub.,  gd.,  500  ft> 
tot  hose,  1,400  ft;  f.  aL,  wh.;  vaL  equip.,  $1,- 
600;  tot.  mem.,  12,  pd.  full  time  9,  voL  8;  vndra. 
rating,  third  daas. 

Water  Supply — Src,  2  wells;  ays.,  pump  to 
stdp.;  stdp.  cap.,  80,000  gala.;  2  pump,  tog^ 
cap.  day  400,000  gals.;  maina,  4H  m-«  4  to  8 
in.  dia.;  174  hyd.;  prea.,  dom.  76  lbs.,  f.  100 
Iba.;  cost,  $30,000;  cost  mtce..  $2,600;  wka.  owned 
by  Co. 

PARIS,  p.  3,881;  mere  bldgs.,  bk.,  1  ft  3 
stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfs.  not  penn. 
F.  dept — 1  h.  ft  1.  trk.,  1  hose  wag.,  8  hose 
car.;  hose,  cot,  rub.  Lned,  gd.,  2,000  ft:  L  sL, 
wh.;  vaL  equip..  $2,000;  vaL  bldgs.,  91,000;  tot. 
mem.,   32   vol.;   undrs.  rating,  third   class. 

Water  Supply — Src.  wells,  3  blodu  bos.  cait.; 
s}'s.,  pump  to  rea.  ft  stdp.;  stdp.  cap.,  70.000 
gals.,  dim.  20  x  80.  loc.  at  atation,  mat  stl.; 
res.  cap*.,  70,000  gals.,  loc  at  station;  2  pvnpc 
eng.,  class  dup.  comp.,  cap.  day  2.000,000  gaLa.; 
maina,  c  L,  10  m.,  4  to  10  in.  dia.;  54  hyd.;  5o 
v.;  met.,  50;  700  aen*.;  pipe,  galv.  L;  pre*.,  doaa. 
40  lbs.,  f.  100  to  150  Iba.;  cons.  day.  400,0O« 
gals.;  cost.  $60,000;  cost  mtce.,  $8,000; 
owned  by  dty. 
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PULASKI,  p.  2,928;  f.  area,  640  a.;  mere, 
bldg^..  bk.,  wd.,  stn.,  1  ft  2  stor. ;  priv.,  wd.  k 
bk.,  1  &  2  stor.;  wd.  rfs.  not  perm.;  fwks.  A 
combt.  ord.  F.  dept. — 1  c.  eng.,  1  h.  ft  1.  trie., 
3  hose  carts,  1  luind  hose  reel;  hose,  cot.,  rub. 
lined,  gd.,  1,500  ft.;  f.  al.,  bell;  val.  equip.,  $2,- 
000;  val.  bldgrs.,  $8,500;  exp.  dept,  $040.68;  tot. 
mem.,  25,  pd.  part  time;  undra.  rating,  second 
class. 

Water  Supply — Src,  spr.  ft  creek,  1,600  ft.  bus. 
cent.;  sys.,  gr^y.  ft  pump  to  res.;  2  res.,  combined 
cap..  760,000  gals.;  2  pump.  eng..  class  trip., 
cap.  day.  1,250,000  gals.;  mams,  c.  i.,  5  m.,  4  to 
6  in.  dia. ;  89  hyd.;  26  v.;  met.,  100;  300  senr.; 
pres.,  110  to  140  lbs.;  cons,  day,  500,000  gala.; 
coat,  955,000;  cost  mtce.,  $2,500;  wka.  owned  by 
Co. 

RIPLEY,  p.  2,011.  F.  dept. — 1  h.  ft  1.  trie, 
1  hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  500  ft.; 
f.  al.,  flfons;  tot  mem.,  15  toL 

Water  Supply — Src,  wells;  sys.,  pinnp  to  stdp. 
ft;  dir. ;  stdp.  cap.,  80,000  gals.,  dim.  15  x  72, 
loc.  72  ft.  high.,  mat  stl.;  2  pump,  eng.,  cap. 
day  300.000  gals.;  mains,  wrt.  i.,  2  m.;  19  hyd.; 
140  serv. ;  pipe,  wrt.  i. ;  pres.,  dom.  40  lbs.,  f. 
85  lbs.;  cons,  day,  40,000  gals.;  cost,  $2,000; 
wks.   owned  by  Co. 

ROCKWOOD,  p.  8,660;  mere,  bldgs.,  bk.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 4  c. 
band  ex.,  1  h.  ft  I.  trk.,  1  hose  wag.;  hose,  750 
ft;  val.  equip.,  $800;  tot  mem.,  12  vol.;  undrs. 
rating,    fourth   class. 

Water  Supply — Src.,  spr.,  8  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  8,000,000  gals.;  2  pump, 
eng.,  cap.  day  1,000.000  gals.;  mains,  c.  i.,  8V& 
m.,  4  to  10  in.  dia.;  40  hyd.;  82  v.;  met.,  10; 
312  serv.;  pipe,  galv.  i. ;  pres.,  dom.  65  lbs.,  f. 
90  lbs.;  cons,  day,  500,000  gals.;  cost.  $21,000; 
cost    mtce.,    $1,800;    wks.    owned    by   city. 

SHELBYVILLE,  p.  2,869;  f.  area,  40  a.;  mere, 
bldgrs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor. 
F.  dept. — 2  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
wag.,  2  hose  carts,  1  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1,200  ft;  inf.,  800  ft;  tot  hose,  1,500  ft; 
f.  al.,  elec. ;  tot.  mem.,  8,  pd.  full  time;  undrs. 
rating,   third  class. 

Water  Supply — Src,  riv.,  200  yds.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  160,000  gals., 
dim.  17 H  z  80,  mat  iron;  2  pump,  eng.,  cap. 
day  500,000  gals.;  mains,  8H  m.,  4  to  8  in. 
dia.;  80  hyd.;  70  met.;  240  senr.;  pipe,  galv.  {.; 
pres.,  dom.  50  lbs.;  f.  80  to  180  lbs.;  cons,  day, 
100,000  gals.;  wks.  owned  by  Co. 

SOMMERVILLE,  p.  1,887.  F.  dept— 2  hoae 
carts;  f.  al.,  bell;  hose,  1,000  ft;   20  vol. 

Water  Supply — Src,  4  wells;  sys.,  pump  dir.; 
tk.  cap.,  50,000  gals.;  1  pump,  cap.  day  280,000 
gala.;  mains,  IH  m*;  25  hyd.;  pres.,  40  to  100 
lbs. 

SOUTH  PITTSBURGH,  p.  2.106;  f.  area,  200 
a.;  mere,  bldgs.,  wd.,  bk.,  iron,  1  ft  2  stor.; 
priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt.  ord.  F.  dept — 8  extension  ladders,  1  h. 
ft  1.  trk.,  4  hose  reels;  hose,  cot,  rub.  lined,  gd., 
1.800  ft;  f.  al.,  bell,  wh.  ft  telp.;  val.  equip., 
$2,500;  val.  bldga.,  $500;  tot  mem.,  80  voL: 
undrs.  rating,  fifth   class. 

Water  Supply — Src,  spr.  ft  riv.;  sys.,  grav.  ft 
pump  dir.;  2  pump,  eng.,  cap.  day  1,000,000  jnls.; 
mains,  5  m.;  25  hyd.;  80  v.;  pres.,  dom.  80  to 
90  lbs.,  f.  100  to  150  lbs.;  wks.  owned  by  Co. 

SPARTA,  p.  1,700.     F.  dept — 2  c.  eng.;  t  al., 

bell:   val.    equip.,    $200:   vol. 
Water  Supply — Not  reported. 

SPRINGFIELD,  p.  2,085.  F.  dept. — 1  h.  ft  L 
trk.,  3  hose  carts:  hose,  1,600  ft;  f.  al..  bell  ft 
wh.;  val.  equip.,  $1,500;  exp.  dept,  $800;  tot 
mem.,  16  vol. 


Water  Supply — Src,  creek 
pump  to  stdp.;  stdp.   cap.,   i 
X   80;    mat,   stL;    2   pump, 
day,  1,008.000  gals.;  mains, 
dia.;    50    hyd.:    850    serv.; 
dom.  40  Iba.,  f.  50  to  60  lb 
gals.;  wks.  owned  by  city. 

SWEETWATER,  p.  2,500: 
dept. — 2  hose  reels;  f.  al.,  1 
500:  vol. 

Water  Supply — Src,  well, 
pump.;    2   pump,   eng.,   cap.   < 
hyd.;  pres.,  dom.  70  lbs.,  f. 
000;  wks.  owned  by  city. 

TRENTON,    p.    2,402;    f. 
bldgs.,  bk.,   1  to  8  stor.;  pri\ 
stor.;  wd.  rfs.  not  perm,  in  f. 
ord.     F.  dept — 1  h.  ft  1.  trk, 
carts;    hose,    cot,    rub.    lined, 
200  ft;   tot   hose,   1,100   ft; 
val.    equip.,    $1,600;   val.   bldgi 
$1,700;   tot   mem.,  16,  pd.   pa 

Water  Supply — Src,  wells, 
sys.,   pump  dir.;   res.   cap.,   60, 
eng..   cap.   day   1,000,000   gala, 
to   8  in.   dia.;   85  hyd.;    175  a 
lbs.,  f.  50  lbs.;  cost,  $15,000; 

TULLAHOMA,  p.  8,049;  bids 
wd.  rfs.  not  perm.;  fwks.  i 
dept. — 1  h.  ft  1.  trk.,  1  comb, 
hand  ex.;  hose,  cot,  rub.  lined 
al.,  bell;  tot  mem.,  17  vol.; 
class. 

Water  Supply — Src,  wells;  ; 
to  stdp.  ft  dir.:  stdp.  cap., 
ft.  high,  mat.  iron;  res.  cap. 
pump,  eng.,  class  trip.,  cap.  < 
mains,  c.  1.,  38,150  ft,  4  to  8 
25  v.;  205  serv.;  pipe,  galv. 
lbs.,  f.  150  lbs.;  cons,  day,  ( 
$360,000;  wks.  owned  by  city. 

UNION,  p.  4,889;  f.  area,  8G 
bk..  stn.  ft  wd.,  1  ft  2  stor.; 
ft  2  stor.;  wd.  rfs.  not  perm 
ord.  F.  dept. — 1  h.  ft  1.  trk.,  1 
hose,  cot.  rub.  lined,  gd..  l.OC 
11  bx.;  val.  equip.,  $1,250;  ex] 
mem.,  20,  pd.  full  time  2,  vol. 
second  class. 

Water    Supply — Src,    wells, 
sys.,    pump    to    res.;    res.    cap. 
pump,    eng.,    cap.    day    2,000,00 
i..    8    m.,    4    to    l(f  in.    dia.;    8 
pipe,    galv.    i. ;    pres.,    dom.    20 
lbs.;  cost,  $70,000;  cost  mtce., 
by   city. 

WINCHESTER,  p.  1,851;  ir 
stor.;  priv.,  wd.,  1  story;  wd. 
ft  combt  ord.;  causes  of  f.  ir 
ft  1.  trk.,  8  hose  wag.;  hose,  c 
800  ft.;  f.  al.,  bell;  val.  equip. 
65    vol.;    undrs.    rating,    second 

Water  Supply — Src,  apr.,  1 
sys.,  pump  to  tk.  ft  dir.;  stdp. 
dim.  82  x  18;  pump  driven  b 
day  1,000,000  gals.;  mains,  o 
in.  dia.;  48  hyd.;  28  v.;  prei 
50  lbs.;  wks.  owned  by  Co. 

Places  with  a  population 
having  no  organized  fire  dept 
ville,  Dechard,  Erin,  Hender 
Hartsville,  Hill  City,  Jcffersor 
Mar>'s>ille.  Monterey,  Obion, 
fonl.  Savannah.  Sharon,  Soddy, 
City,   Whitewell. 

Places  with  a  population  of 
reported — Newport. 
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mains,  6  m.;  pres.,  dom.  k  t.,  70  11 
000;  cost  mtce.,  $1,000;  wks.  own* 

CENTER,  p.  1,084.  F.  dept— 1 
c  ex.,  1  hose  cart,  1,400  ft.  bos 
wh.;  val.  equip.,  |1,600;  vaL  bl 
mem.,    10   vol. 

Wttsr  Supply — Src,  1  elevated 
ft.,  cap.  50,000  gals.;  ays.,  pur 
eng.,  cap.  43,200  gals,  day;  prei 
1,840  ft.,  4  to  8  in.  dia.;   10  by 

CISCO,  p.  2,410;  f.  area,  60 
stn.,  bk.  k  wd.,  1  ft  2  ator.;  pH 
wd.    rfa.    perm,    in   f.    ares;    fvi 
causes  of  f.   inv.     F.  dept. — 4 
1.    trk.,    2    hose    car.;    hose,    < 
1,800  ft.;  automatic  elec.  f.  aT 
val.  equip.,  f  1,500;  val.  bldgr 
$150;  tot.  mem.,  80  vol. 

Water  Supply — Src,  Uke, 
pump  to  res.  ft  stdp.;  stdp.  < 
60  X  12;  1  pump,  eng.,  clai 
500,000  gals.;   mains,  c.  i., 

15  hyd.;   6  v.;  met,   12;   ' 
pres.,  dom.  60  lbs.,  f.  90 
gala.;    cost,    $24,000;    oo' 
owned  by  dty. 

CLARENDON,    p.    1,94< 
bldgs.,  bk.,  stn.  ft  wd.,  2 
wd.  rfa.  perm.;  no  fwks. 
Inv.      F.   dept. — 1  h.   ft 
hose,  700  ft.     Insurance 

Water   Supply — Src., 
sys.,  pump  dir.;  res.  ca 
100,000    gals.;    mains, 
250  hyd.;   15  v.;  840 
45    lbs.,    f.    100    lbs.; 
$1,000;  wks.  owned  b 

CLARKSVILLE,   p. 
bldgs.,   bk.,    2   stor.; 
rfs.  not  perm,  in  f. 
1  comb.  c.  ft  h.  wa) 
wag.;  hose,  cot.,  gf 
hose,    1,500    ft.;    v 
$8,500;    ezp.    depf 
full  time  1,  pd.  p.« 

Water  Supply — 

16  hyd.;  cost,  $7 

CLAUDE,  p.  1 

1  c.  eng.;  f.  al.. 
Water  Supply- 

CLEBURNE,  I 

bldgs.,  bk.,  1  i 
wd.  rfa.  not  pe 
F.  dept. — 1  h. 

2  hose  car.,  7 
ft.;  f.  al.,  be' 
bldgs.,  $20,00 
pd.  full  time 

Water  Sup 
pump  to  res 
000    gals.; 
eng.,   cap.    • 
ft  «tl.,  42 
met..    1,50' 
85  lbs.,  f. 
$144,857- 

CLIFTf  I 

8   hose  c 
80  cents. 

Water 
12,000  I 

85  lbs. 
cost  mr 

COL 
wd.  rf  I 

8  hoB 
tot.  r 

Wi  I 

cent. 
000 
mai; 
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$5r 
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equip.,  $3,000;  val.  bldgs.,  $1,800;  exp.  dept.,  $75; 
tot.  mem.  91,  pd.  part  time  2.  Insurance  key  rate, 
62  cents. 

WtUr  Supply^^rc,  spr.,  in  bus.  cent.;  lys., 
pump  to  stdp.;  stdp.  cap.,  166,000  gals.;  dun., 
110  z  16;  res.  cap.,  &S0,000  ffals.;  2  pump,  eng., 
cap.  day,  1,000,000  gak.;  malna,  10  m.,  4  to  8 
in.  dia.;  90  hyd.;  50  v.*  1  met.;  700  serv.;  pres., 
dom.  46  Iba.,  f.  120  lbs.:  cost,  |80,000;  cost 
mtce.,  98,700;  wka.  owned  by  dty. 

ClMHeY,  p.    1,000.     No  org.  f.  dept. 

Water  Supply— Src,  well,  in  bus.  cent.;  sys., 
pump  dir. ;  1  pump,  eng.,  cap.  day  70,000  gals.; 
coat,   $5,000;   wks.   owned  by  priv.   Co. 

DALHART,  p.  2,680;  f.  area,  1,280  a.  F.  dept.— 
1  hose  wag.,  1  h.  &  1.  trie.,  1  comb.  c.  As  h.  wag.,  2 
hose  reels,  4  hrs.;  hose,  2,800  ft.;  val.  equip., 
$6,600;  val.  bldgs.,  $5,000;  exp.  dept,  $1,200;  tot. 
mem.,  30  vol. 

Water  Supply — Src,  deep  wells;  sys.,  grav.;  2 
pump,  eng.,  cap.  600,000  gals,  day;  14  nyd.;  6 
v.;  mains,  6  in.  dia«;  pres.,  dom.  88  lbs.,  f.  90  lbs.; 
wks.  owned,  by  Go. 

DALLAS,  p.  92,104;  f.  area,  17  sq.  m.;  mere, 
bldgs..  sen.,  bk.  k  iron,  1  to  22  stor.;  priv.,  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm.;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 8  str.,  4  auto, 
pump,  eng.,  2  auto.  c.  eng.,  2  auto.  comb,  c  ft  h. 
wag.,  4  comb.  c.  ft  h.  wag.,  2  c.  eng.,  44  c.  hand 
ex.,  1  auto.  h.  ft  1.  trk.,  4  h.  ft  i.  trk.,  1  aer. 
Kaiser  h..  ft  L  trk.,  1  chief's  auto.,  4  hose  wag.,  8 
hose  oar.,  64  hn.:  hose,  cot.,  rub.  lined,  gd.,  84,- 

000  ft.;  f.  al.,  Gamewell,  209  bx.;  vaL  equip., 
$170,000;  val.  bldgs.,  $168,000;  exp.  dept,  $211,- 
000;  tot  mem.,  166.    insurance  key  rate,  22  cents. 

Water  Supply — Src,  wells,  7  m.  bus.  cent.;  sy^., 
pump  to  res.  &  dir.;  4  flowing  artesian  wells,  cap. 
4,000,000  gals.  d<ay;  17  pump,  artesian  wells,  cap. 
3,500,000  gals,  day  when  pumped;  2  res.,  com- 
bined cap.  7,200,000,000  gals.;  6  pump,  eng., 
class  triple  hor.  ft  centrif.,  cap.  day  58,000,000 
gals.;  mains,  c.  i.,  2il0  ni..  4  to  36  in.  dia.;  1,280 
hvd.;  met,  25,000;  25.000  serv.;  pipe,  c  i.;  pres., 
dom.  ft  f.  60  to  80  lbs.;  con«.  day,  10,000,000 
gals.;  cost,  $5,000,000;  cost  mtce.,  $285,000; 
wki.  owned  by   city. 

DAWSON,  p.  808;  f.  area,  1  sq.  m.;  mere  bldgs., 
bk.,  1  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — c  hand  ex.;  hose,  cot,  rub.  lined, 
gd.,  2,000  ft.;  f.  aL,  wh.;  voL  f.  dept 

Water  Supply — Src,  artesian  wells,  H  m*  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  26,000  gals.; 
res.  cap.,  3,000,000  gals.;  1  pump.  eng..  cap.  day 
36,000  gals.;  mains,  c.  1.,  2  to  4  in.  dia.:  pres., 
dora.  40  lbs.;  cons,  day  15,000  gals.:  cost,  •$10,000; 
cost  mtce.,  $200;  wks.  owned  by  priv.  Co. 

DECATUR,  p.  1,651;  f.  area,  640  a.;  mere 
bldgs.,  stn.,  2  stor.;  priv.  bldgs.,  wd.,  1  stor.: 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.     F.  dept— 

1  h.  ft  1.  trk.,  2  hose  wag.;  hose,  cot.,  rub.  lined, 

fd.,    2.000    ft.;    f.    al.,    bell   ft   telp.;    vaL    equip., 
8,000;  val.   bldgs.,   $600;   exp.  dept,   $100;   tot 
mem.,  85  voL;  undrs.  rating,  third  class. 

Water  Supply — Src,  welb;  sys.,  pump  to  res.; 
res.  cap.,  85,000  gals.;  2  pump,  eng.,  cap.  day 
850,000  gals.;  mains,  3^  m.,  4  to  6  in.  dia.;  24 
hyd.;  200  serv.;  pres.,  dom.  20  lbs.,  f.  100  lbs.; 
cost,  $21,766;  cost  mtce.,  $1,200;  wks.  owned  by 
E.  H.  Baumgartner. 

DE  LEON,  p.    1,260.     F.   dept — 2  hose   carts; 

hose,  cot,  rub.  lined,  gd.,  1,000  ft;  val.  equip., 
$2,000;  tot  mem.,  80  voL 

Wtter  Supply — ^Src,  wells,  1  m.  bus.  cent;  sys., 

grav.;   2  pump,  eng.;  mains,  8   m.;   7  hyd.;  pres., 

dom.  60  lbs.,  f.  76  lbs.;  cost,  $6,600;  wks.  owned 
by  city. 

DEL  RIO,  p.  1,000.  F.  dept — 1  h.  ft  L  trk.,  4 
c.  ex.;  tot.  mem.,  20  vol.  Insurance  key  rate,  77 
cents. 

Water  Supply — Only  for  domestic  use. 

DENISON,  p.  18,082;  f.  area,  2,600  a.;  mens, 
bldgs.,  stn.  ft  bk.,  1  to  6  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  not  perm,  in  i.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft 
1.  trk.,  1  c.  eng.,  1  c  hand  ex.,  1  aer.  trk.,  1  hose 
wag.,    2   hose   car.,   8   hrs.;   hose,   cot,  rub.   lined, 

fd.,  2,000  ft;  inf.,  1,000  ft:  tot.  hose,  8,000  ft; 
aL,  telp.;  val.  equip.,  $4,667;  val.  bldgs.,  $6,000; 
exp.  dept,  $7,000;  tot  mem.  16,  pd.  full  time 
7,  pd.  part  time  8.     Insurance  key  rate,  66  cents. 


Water  Supply — Src,  wells 
gals,  day;  1  impounding  res., 
2  pump,  eng.,  cap.  4,000,00 
to  stdp.;  mat.,  iron;  dim., 
2  m.   Post  Office;   Shawnee 
Office;    1    res.,   cap.    1,330,0 
eng.,    cap.    2,000,000   gals.; 
mains,  25  m.,  c  i.,  4  to  14 
v.;    2,500  met;   2,600    serv. 
gals.;  pres.,   dom.   75  lbs.,  i 
trict;    cost,    $450,000;    cost 
owned   by  city. 

DENTON,  p.  4,782;  f.  arei 
bk.,  2  to  4  stor.;  priv.,  bli 
rfs.  not  perm,  in  f.  area; 
causes  of  1.  inv.  F.  dept.- 
comb.  c  ft  h.  wag.,  2  c  hi 
2  hose  wag.,  2  hose  reela,  i 
lined,  gd.,  3,250  ft;  rub., 
600  ft;  tot  hose,  5,760  f 
vaL  equip.,  $15,000;  val. 
dept,  $2,500;  tot  mem.  5C 
part  time  6,  42  voL 

Water  Supply — Src,  2  w« 
sys.,  pump  to  mains;  stdp.  c 
12  x  100;  mat,  stL;  res. 
pump,  eng.,  cap.  day,  l,250,i 
16  m.,  4  to  10  in.  dia.:  1 
600;  1,000  serv.;  pipe,  iroi 
f.  100  lbs.;  cons,  day,  850, 
000;  cost  mtce.,  $6,000;  wk 

DUBLIN,  p.  2,561;  f.  area, 
stn.  ft  bk.,  1  ft  2  stor.;  pi 
perm,  in  f.  area;  fwka.  ft  co 
inv.  F.  dept — 1  c  hand  < 
comb,  c  ft  h.  wag.,  2  hose 
lined,  gd.,  1,000  ft;  inf.,  40 
ft:  f.  al.,  elec,  2  bx.;  val 
bldgs.,  $6,000;  exp.  dept, 
voL     Inatirance  key  rate,    86 

Water  Suppiy—Src,  8  wel 
pump  to  stdp.;  stdp.  cap.,  6 
100,000  gals.;  pump,  eng.,  c; 
mains,  5  m.,  4  to  8  in.  dia. 
860  serv.;  ores.,  dom.  40  to 
cons,  day,  40,000  gals.;  cost, 
$6,000;  wka.  owned  by  city. 

EAGLE   LAKE,   p.    2,000; 
dept. — 4  hose  carts,  1  h.  ft  1 
val.  equip.,  $8,000;  tot  men 

Water  Supply — Src,  deep 
sys.,  pump;  2  pump,  eng.; 
by  priv.  Co. 

EAQLE  PASS,  p.  8,536; 
bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2 
ft  wd.,  1  ft  2  stor.;  wd.  rfi 
combt.  ord.;  causes  of  f.  in^ 
eng.,  1  h.  ft  1.  trk.,  1  hose  i 
tk.,  800  ft.  hose;  f.  aL,  bel 
vaL  bldgs.,  $400;  tot.  mem.,  ! 

Watsr  Supply — Src.,  riv.,  ^ 
pump  to  res.;  res.  cap.,  41C 
eng.;  cap.  digr,  2,400,000  g 
4  to  10  in.  <Ua.;  40  v.;  200 
hyd.;  prea.,  dom.  40  lbs.,  f. 
000;  wks.  owned  by  prir.  Ca 

ELGIN,  p.  1,707;  mere 
priv.,  wd.,  1  stor.;  wd.  rfs.  p 
ord.;  causes  of  f.  inv.  F.  dej 
hose  car.;  hose,  cot,  nd>.  I: 
f.  al.,  wh.;  vaL  equip.,  $2,00 
tot  mem.,  80  voL;  undrs.  ral 

Watsr  Supply — ^Src,  spr.,  4 
pump  to  stdp.;  stdp.  cap.,  50 
50,000    gmls.;    2    pump,    eng., 

fals.;  mains,  wd.,  5  m.,  4  to 
7   v.;   200   met;  pres.,   dom. 
cons,  day,  46,000  gals.;  cost 
by  city. 

EL  PASO,  p.  39,279;  f.  ar« 
mere  bldgs.,  bk.,  1  to  12  sto 
stor.;  wd.  rfs.  not  perm,  in  f. 
ord.;   causes  of  f.   inv.     F.   d< 
1   auto.   comb,   c   ft  h.   wag., 
c  h.  ft  e.  wag.,  3  str.,  6  con 
c  hand  ex.,  1  n.  ft  L  trk.,  1  ac 
cot,   rub.   lined,   gd.,    10,600   1 
77  bx.;  val.  equip.,  $60,000; 
exp.  dept,   $26,000;   tot  mem 
40,  vol.  132.    Insurance  key  ra 
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Water  Supply — Src.,  30  welLs,  600  ft  deep,  6^  m. 
bus.   cent.;   t>.vs.,  pump   to   res.;   2  res.,   cap.    5,0UU,- 

000  g«ls. ;  5  pump,  eng.,  chiss  centrif.,  steam  (Sc 
trip.,  cup.  day  17,000,000  gals.;  mains,  c.  i.,  12r> 
III.,  2  to  2G  in.  dia.;  400  hyd.;  met,  8.700;  0,000 
NL-rv. ;  pres.,  doni.  60  to  90  lbs.;  cons,  day,  4,250,- 
()0(t  gal«>.;  cost,  $1,000,000;  cost  uitce.,  $118,000; 
wks.  owned  by   city. 

ENNIS,  p.  5,669;  f.  area,  20  a.;  mere,  bldgs., 
stn.  &  bk.,  1  &  2  stor. ;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str^  1  hose  wag.,  1 
hose  car.,  2  hru. ;  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft.;  inf.,  400  ft.;  tot.  hose,  2,400  ft.;  f.  al.,  bell 
k  wh.;  val.  equip.,  $6,500;  val.  bldgs.,  $5,000; 
exp.  dept.,  $1,000;  tot.  mem.  33,  pd.  full  time  1, 
pd.  part  time  2,  30  vol. 

Water  Supply — Src,  wells,  M  m.  bus.  cent.; 
sys..  dir.  pres.;  res.  cap.,  300,000  gals.;  2  pump, 
eng.,  class  comp.  air,  cap.  day  500,000  gals.;  mains, 
5  m.,  4  to  8  in.  dia.;  50  hyd.;  met.,  82;  pipe, 
c.  i.;  pres.,  dom.  40  lbs.,  f.  125  lbs.;  cons,  day, 
200,000  gals.;   cost,  $25,000;   wks.  owned  by  city. 

FARMERSVILLE,  p.  1,848.  P.  dept — 2  hose 
carts,  1  comb.  h.  k  1.  trk.  k  hoee  wag.,  1  c  eng., 
2  c.  tk.,  1,000  ft.  hose;  tot  mem.,   16  vol. 

Water  Supply — Src,  well;  sys.,  grav.;  stdp.  dim., 
12  X  120  ft.;  stdp.  cap.,  100,000  gals.;  1  pump, 
pres.  40  lbs.;  mains,  1,000  ft;  4  hyd. 

FERRIS,  p.  1,233.  F.  dept. — 1  hoee  reel,  1,000 
ft.  hose;  vol. 

Water  Supply — Src,  artesian  well;  ays.,  dir.  k 
grav.;  12  hyd.;  pres.,  40  lbs. 

FLATONIA,  p.    1,800.      F.   dept. — 1   c.   eng.;  val. 
equip.,   $300;    vul.   bldgs.,    $50;   tot.    mem.,    20    vol. 
No   waterwks. 

FLORESVILLE,  p.  1,898.  F.  dept. — 2  hose  carts, 
1,000  ft.  hose;  f.  al.,  bell  &  wh.;  tot  mem.,  40 
vol. 

Water  Supply — Src,  well;  ays.,  pump  to  stdp.; 
stdp.  cap.,  55,000  gals.;  2  pump,  eng.;  mains, 
3,240  ft.,  4  to  6  in.  dia.;  10  hyd.;  pres.,  50  Iba. 

FORNEY,  p.  1,200;  f.  area,  640  a.  F.  dept — 
2  c.  hand  ex.,  2  hose  carts,  1  h.  &  1.  trk.,  buckets, 
ladders,  axes,  1,500  ft.  hose;  f.  al.,  bell  k  wh.; 
val.  equip.,  $2,500;  val.  bldgs.,  $2,500;  tot  mem., 
25    vol. 

Water  Supply — Src,  artesian  well,  1  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  1  pump,  eng.,  cap.  day 
240,000  gals.;  mains,  8  ro.;  20  hyd.;  pres.,  dom. 
40  lbs.,  f.  78  lbs.:  cost,  $20,000;  cost  mtce., 
$1,500;  wks.  owned  by  Co. 

FORT  DAVIS,  p.  1,000.  F.  dept — 1  c.  eng., 
c.  hand  ex.;  val.  equip.,  $500;  val.  bldgs.,  $75;  tot. 
mem.,   14   vol. 

Water  Supply — 'Not  reported. 

FORT  WORTH,  p.  78,812;  f.  area,  4,660  a.; 
mere,  bldgs.,  stn.,  bk.  k  wd.,  1  to  7  stor.;  priv., 
stn.,  bk.  k  wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  1. 
area;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 8  str.,  2  c.  eng.,  1  comb,  c  k  h.  wag.,  16 
c.  hand  ex.,  2  h.  js  1.  trk.,  1  aer.  trk.,  9  hose  wag., 

1  hose  car.,  39  hrs.;  hose,  cot.,  rub.  lined,  gd., 
20.700  ft;  f.  al.,  elec,  Gamewell,  68  bx.;  val. 
equip.,  $55,000;  val.  bldgs.,  $60,000;  exp.  dept., 
$40,487;  tot  mem.  84,  pd.  full  time.  Insurance 
key  rate,  31  cents. 

Water  Supply — Src,  wells;  sys.,  dir.  k  grav.  k 
pump  to  stdp.;  stdp.  cap.,  805,000  gals.,  dim. 
130  X  20,  loc  75  ft  above  town;  10  pump,  eng., 
class  horizontal-vertical,  centrif.-comp.,  dup.-trip., 
cap.  day  20,532,000  gals.;  mains,  c  k  wrt  i.,  96 
m.,  4  to  36  in.  dia.;  1,200  hyd.;  872  v.;  met, 
1,200;  10,240  serv.;  pipe,  lead  k  wrt.  1.;  pres., 
dom.  85  lbs.,  f.  120  lbs.;  cons,  day,  5,000,000 
gals.;  cost,  $1,600,000;  cost  mtce.,  $42,440;  wks. 
owned  by  city. 

FORT    STOCKTON,    p.  2.000;    f.    area,    640    a. 

F.   dept, — 3  hand  c.  eng.;  val.  equip.,   $1,000;   exp. 

dept.,   $10;  vol.  • 

No   waterwks. 

FOWLERTON,  p.  1,800;  f.  area,  80  a.  F.  dept 
— hose  carts;  hose,  cot,  rub.  lined,  gd.,  600  ft; 
f.    al.,  bell;    val.   equip.,   $500;    tot.   mem.,   12  voL 

Water  Supply — Src,  well,  1  m.  bus.  cent:  sys., 
pump,  dir.;  1  pump,  eng.,  cap.  day,  1,440,000 
gals.;  mains,  2  m.;  10  hyd.;  4  v.;  100  serv.;  pres., 
dom.  k  t.  50  lbs.;  cost,  $10,000;  cost  mtce., 
$500;   wks.  owned  by  Co. 


FREDERICKSBURG,  p.  1,682;  bldgs.,  stn.  k  wd.. 
I  k  2  stor.;  wd.  rfs.  perm.  F.  dept — 1  c  eng.» 
1  hand  eng.,  1  str.,  1  hose  wag.,  1  hose  csrt;  hose» 
cot,  rub.  lined,  gd.,  1,400  ft;  f.  aL,  telp.;  tot 
mem.,  42  vol. 

Water  Supply — Src,  wells. 

FROST,  p.  702.  F.  dept. — 1  c  eng.,  1,600  ft 
hose. 

Water  Supply — Src,  artesian  well;  ays.,  pump  to 
stdp.;  stdp.  cap.,  92,000  gals.;  mains,  2,000  ft. 
6  in.  dia.;  12  hyd.;  cost,  $12,000;  wks.  owned  by 
Co. 

GAINESVILLE,  p.  7.624;  f.  area.  640  a.;  mere 
bldgs.,  bk.,  2  k  B  stor.;  priv.,  wd.  k  bk.,  1  Jt  2 
stor.;  wd.  rfs^  perm.;  fwks.  k  combt  ord.  P. 
dept. — 1  c  eng.,  4  c  hand  ex..  1  h.  ft  1.  trie,  1 
comb.  c.  k  h.  wag.,  2  hose  wag.,  8  hose  car..  8 
hrs.;  hose,  cot,  rub.  lined,  gd.,  4.500  ft.;  f.  sL, 
Gamewell;  val.  equip.,  $12,000;  val.  bldgs..  $14,- 
000;  exp.  dept.,  $3,700;  tot  mem.  104,  pd.  fall 
lime  4,  vol.  100;  undrs.  rating,  second  class. 

Water  Supply — Src.  riv.  k  well,  %  m.  bus. 
cent;  fisrs.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  100,- 
000  gals.;  res.  cap.,  116.000,000  gals.:  3  pomp, 
eng.,  class  dup.,  cap.  day,  6,000,000  gals.:  mains, 
c  L,  12^  m.,  4  to  12  in.  dia.;  129  faycL;  met, 
700;  1,500  serv.;  pres.,  dom.  60  lbs.,  f.  180  Iba.; 
cons,  day,  600,000  gals.;  cost,  $200,000;  wks. 
owned  by  city. 

GALVESTON,  p.  86,981;  f.  area.  4,160  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  6  stor.;  priv.,  stn.,  bk.  k 
wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept— 4 
str.,  1  c  eng.,  8  h.  &  1.  trk.,  16  c  hand  ex..  3  comb, 
c.  k  h.  wag.,  1  aer.  trk.,  6  hose  wag.,  20  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  18,000  ft.;  f.  al.,  Gamewdl. 
65  bx. ;  va;.  equip.,  $35,275;  val.  bldgs.,  $25,000: 
exp.  dept,  $72,000;  tot  mem.  63.  pd.  full  time. 

Water  Supply — Src.  wells,  18 H  m.  bos.  cent; 
sys.,  pfomp  to  res.  k  atdp.;  stdp.  cap.,  550,000 
gals.,  dim.  26  x  160;  res.  cap.,  1.276,000  gals.; 
4  pump,  eng.,  class  horisontal-comp.  dup..  combined 
cap.  day,  9,000,000  gals.;  mains,  c  L,  60  m.^ 
6  to  80  in.  dia.;  650  hyd.;  400  v.;  met..  80S; 
7,907  serv.;  pipe,  lesd:  pres.,  dom.  66  lbs..  1.  110 
lbs.;  cons,  day,  8,800,000  gals.:  cost^  $1,630,000; 
coct  mtce..  $09,000;  wks.  owned  by  city. 

GARLAND,  p.  1,700.  F.  dept — 1  c  eng..  c 
hand  ex.;  vsl.  equip.,  $500;  vaL  bldg^.,  $150;  tot 
mem.,  60  vol. 

Xo  waterwks. 

GATESVILLE,  p.    1,929;   f.  area,   820  a.;   mere 

bldgs..  bk..  I  k  2  stor.;  priv.,  wd..  1  stor.;  wd. 
ris.  not  perm.;  fwks.  k  combt  ord.  F.  dept — 1 
hand  eng.,  25  c  hand  ex..  1  h.  ft  L  trk.,  2  hose 
car.;  hose,  cot.,  rub.  lined,  gd..  1,000  ft;  f.  aL, 
bell;  val.  equip.,  $2,000;  val.  bldgs.,  $1,600;  exp. 
dept.,  $600;  tot.  mem.  51,  pd.  full  time  1,  50  vol 
Insurance  key  rate,  71  cents. 

Water  Supply — Src.  wells;  ays.,  pump  to  stdp.; 
stdp.  cap.,  58,718  gals.;  cap.  day,  164.883  gals.; 
mains,  5\^  m.,  3  to  6  in.  dia.;  15  hyd.;  IS  v.; 
450  serv.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cost, 
$45,000;  cost  mtce.,  $2,000;  wks.  owned  by  Co. 

GEORGETOWN,  p.  3.096:  f.  area.  500  a.:  merr. 
bldgs.,  stn.,  1  to  2  stor.;  priv.,  wd..  1  to  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt  onL; 
causes  of  f.  inv.  F.  dept. — 2  auto.  <^inb.  t-.,  iKise  &. 
h.  &  1.  trk.,  1  h.  &  1.  trk.,  3  c.  hand  ex..  1  ho-e 
wag..  1  c.  eng.,  1  hose  car.:  hose,  ot..  rub.  lineil. 
gd.,  2,000  ft;  inf.,  500  ft;  tot  hose.  2.500  ft.: 
f.  al.,  bell  &  wh. ;  val.  equip.,  $8,750;  vjil.  bhlgs.. 
$20,000;    tot   mem,    85,  pd.   part  tiine. 

Water  Supply— Src,  well  k  spr.,  1  m.  boa. 
cent;  sys.,  grav.,  pump  to  res.,  to  stdp.,  Ik  dir.; 
stdp.  cap.  285,000  gals.,  dim.  20  z  100;  res.  cspi, 
135.000  gals.;  4  pump.  eng..  cap.  ds^v  4,no««.OuM 
gals.;  maiivs,  c.  i.,  5  m.,  4  to  8  in.  dia.;  4  3  h><i. : 
30  v.;  500  serv.;  pres.,  dom.  40  lbs.,  f.  l!>0  Ibj^; 
cons,  day,  400,000  gals.;  cost,  $45,000;  cost 
mtce..    $1,000;    wks.    owned   by    city, 

GIDDINGS,  p.  1,686;  f.  area.  640  a.;  mere 
bldgs.,  stn.,  bk.,  wd.,  1  k  2  stor.;  priv..  wd.,  1 
stor.;  wd.  rfs.  perm.;  no  combt  ord.  F.  dept — 1 
str.,  1  hand  eng.,  2  c  hand  ex..  1  h.  &  L  trk..  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1.200  ft;  ibL, 
300  ft;  tot.  hose,  1,500  ft;  f.  al.,  bell:  val.  equip.. 
$8,250;  exp.  dept.  $700;  tot  mem..  75  voL; 
undrs.  rating,  third  class. 

Water  Supply — Src,  wells  k  cisterns,  in  boa. 
cent;  sys.,  pump  dir.;  8  hyd.;  stdp.  csp.,  1,200 
gals.,  loc  60  ft  above  st  leveL 
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QIMER.  p.  1,484.     F.  dept. — Not  reported. 

Wattr  Supply — Src,  well;  ays.,'  pomp  to  stdp.; 
stdp.  cap.,  50.000  gals.;  res.  cap.,  58,000  gala.; 
pres..  50  to  150  Iba. 

GOLIAD,  p.  1,261.  F.  dept.— 1  h.  ft  L  trk.,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  900  ft.;  f. 
al.,  bell;  tot.  mem.,  23  vol.  Insurance  key  rate, 
95  cents. 

•Wafter  Supply — Src,  artesian  wells;  sys.,  pump 
to  stdp.;  stdp.  cap.,   100,000  gals.;  res.  cap.,   100,- 

000  gals.;  t  pump,  en^^.,  cap.  day  1.300,000  gals.; 
mains,  3  m.,  4  to  8  in.  dia.;  SO  nyd. ;  75  met.; 
pres.,  dom.  70  lbs.,  f.  100  lbs.;  cons,  day,  50,000 
gals.;  cost,   $35,000;   wks.  owned  by   priv.  Co. 

GONZALES,  p.  3,139;  f.  area,  480  a.;  mere 
bldgs.,  bk.,  1  &  3  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfa.  not  perm.;  fwks.  ft  combt.  ord.     F.  dept. — 

1  h.  ft  1.  trk.,  2  hose  carts;  hose,  coL.  rub.  lined, 
gd.,  3,000  ft;  f.  aL,  bell;  TaL  equip.,  $2,600; 
val.  bldgs.,  $2,000;  tot.  mem.,  86  vol.;  undrs. 
rating,  third  class. 

Wttar  Supply — Src,  riv.,  2  blocks  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  85,000  gals.; 
dim.,  12  X  100;  mat.,  stl.;  8  pomp.  eng..  cap. 
day,  4,000,000  gals.;  mains,  c.  L  ft  Kalamein,  16 
m.,  8  to  12  in.  dia.;  40  hyd.;  29  v.:  600  serv.; 
pipe,  galr.  1.;  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cons,  day,  750,000  gals.;  cost,  $60,000;  cost 
mice.,  $8,000;  wks.  owned  by  priv.  Co. 

GRAHAM,  p.  1,569;  f.  area,  100  a.;  mere,  bldgt., 
bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  8  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f  Inv.  F.  dept — 1  hose  wag.,  1  hose 
reel,  2  hrs.;  hose,  cot,  rub.  lined,  gd..  1,600  ft; 
f.  al.,  bell,  telp  ft  wh.;  val.  equip.,  $8,500;  tot 
mem.  19,  pd.  part  time  1,  voL  18. 

Water  Suppl> — Src,  creek,  ^  m.  bus.  cent; 
sys.,  grav.;  stdp.  cap.,  100,000  gals.,  dim.  20  x 
42,    mat.    Iron;    2    pump,    eng.,    cap.    day,    860,- 

000  gals.;  mains,  c.  L;  80  hyd.;  20  v.;  250  serv.; 
pres.,  dom.  65  lbs.,  f.  200  lbs.;  cons,  day,  76,000 
gals.;  cost,  $80,000;  cost  mtce.,  $2,000;  wks. 
owned  by  city. 

GRANBURY.  p.  1,336;  f.  area,  20  a.     F.  dept— 

1  aer.  trk.,  1  comb.  c.  ft  h.  wag.,  1  c.  eng.,  1  hose 
wag.;  hose,  1,200  ft;  f.  al.,  telp.;  val.  equip.,  $2,- 
500;  val.  bldgs.,  $1,000;  tot.  mem.,  2-5  vol.  In- 
surance  key  rate,   81   cents. 

Water  Supply — Src,  wells;  sys.,  4  pumps,  cap. 
dav  1,500,000  gals.;  hyd.,  125;  mains,  2  to  6  in. 
dia.;  pres.,  dom.  40  lbs.,  f.  90  lbs.;  cost,  $12,000; 
wks.  owned  by  priv.  Co. 

GRAND  SALINE,  p.  1,065;  mere  bldgs.,  bk.,  1 
ft  2  stor.;  priv.,  bk..  stn.  ft  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  not  inv.  F.  dept. — 1  hose  wag.,  2 
hrs.,  h.  ft  1.;  hose,  rub.  lined,  gd.,  1,000  ft;  f. 
al.,  bell  ft  telp.;  val.  eauip.,  $2,000;  val.  bldgs., 
$1,000;  tot.  mem.  12,  pa.  part  time  1,  roL  11. 

Water  Supply — Src,  wells.  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  135,000  gals.;  1  pump,  eng.;  mains, 
4  to  6  !n.  dia.;  18  hyd. 

GRANDVIEW,  p.  1,018.  F.  dept. — 1  c  eng., 
1  h.  ft  1.  trk.,  2  hose  carts;  hose,  1,800  ft; 
buckets  ft  ladders;  tot.  mem.,  24  vol.  Insursnce 
key  rate,  80  cents. 

Water  Supply — Src,  stdp.,  8  artesian  wells;  2 
m.  mains;  22  hyd. 

GREENVILLE,  p.  8.850;  f.  area.  640  a.;  mere 
bldgs.,  bk.  k  stn.,  1  to  3  stor.;  priv..  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.  F.  dept. — 1  auto.  pump,  eng.,  1  str.,  2  c. 
eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  11 
hrs.;  base,  cot.,  rub.  lined,  gd.,  6,000  ft;  inf., 
1,200  ft.;  tot  hose,  7,200  ft;  f.  al.,  telp.;  val. 
equip.,  $.21,950;  val.  bldgs.,  $20,000;  exp.  dept, 
$14,000;  tot  mem.  35,  pd.  full  time  10.  vol.  25. 
Insurance   key  rate,   35  cents. 

Water  Supply — Src,  riv.;  ays.,  pump  to  stdp.  ft 
dir.;  stdp.  cap..  189.000  gals.,  dim.  138  x  15; 
res.  cap..  320,000,000  gals.;  3  pump,  eng.,  cap. 
day  9,000,000  gals.;  mains,  10  m.,  4  to  12  in. 
dia.;  76  hyd.;  18  v.;  met,  106;  pres.,  dom.  50 
lbs.,  f.  100  to  120  lbs.;  cost,  $140,000;  cost  mtce., 
$8,650;  wks.  owned  by  Co. 

QROESBECK,  p.  1,454;  f.  area,  4  blocks;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 10  c  hand  ex.,  2  hose  carta;  hose, 
cot,  rub.  lined,  gd.,  1,600  ft;  inf.,  250  ft.;  rot. 
hose,    1,850    ft;    f.   al.,    bell;    val,    equip.,    $1,100; 


val.   bldgs.,    $500;   tot   mem.,    2 
ing,  third  class. 

Water  Supply — Src,  spr.;  syi 
stdp.  cap.,  90,000  gals.;  res.  ci 
pump,  eng.,  cap.  day  500,000  ga 
to  6  in.  dia.;  20  hyd.;  12  v.;  p 
f.  125  lbs.;  cost,  $27,000;  co 
wks.  owned  by  Co. 

HALLETTSVILLE.   p.    1,379; 
mere  bldgs.,  bk.,   1  to  3  stor.; 
stor.;  wd.  rfs.  not  perm,  in  f.  art 
ord.;    causes  of   f.   inv.     F.   dept 

1  aer.  trk.,   1  hose  wag..   1   c.   e: 
lined,  gd.,    1,300  ft;  rub.,  gd., 
1,500   ft;   f.   al.,   bell   ft   wh.;    vi 
val.    bldgs.,    $800;    tot    mcni.,    i 
key  rate,  65  cents. 

Water  Supply — Src.  wells;  sj 
ft  dir.;  stdp.  cap.,  85,000  gals, 
res.  cap.,  79,000  gals.;  pump,  en 
000  gals.;  mains,  8  m.,  4  to  6 
9  v.;  300  serv.;  pres.,  dom.  40 
cons,  day,  85,000  gals.;  cost  $8 
$2,500;  wks.  owned  by  city. 

HAMILTON,  p.  2,000;  f.  area, 

2  hose  carts,   1,000  ft  hose;  f. 
val.  equip.,   $1,250. 

Water  Supply — Src,  wells,  1 
sys.,  pump  to  stdp.;  stdp.  cap., 
cap.,  60,000  gals.;   3  pump.  eng. 

000  gals.;  mains,  2  m.,  4  to  10 
12   v.;    160   met;    160   ser%*. ;   pij 
dom.   70  lbs.,  f.   125  lbs.;  cons.   ( 
cost   $25,000;   cost   mtce.,   $2,50i 
city. 

HASKELL,  p.  2,486.  F.  dei 
1,500  ft  hose. 

Water  Supply — Src,  well;  sys 
stdp.  cap.,  35,000  gals. 

HEARNE,  p.  8,000;  f.  area,  1 
2  hose  carts,  1,200  ft  hose;  f.  al. 
$1,750;  tot  mem.,  42  vol. 

Water  Supply — Src,  wells,  1  n 
pump;    1  pump,  eng.,  cap.  min. 
4  m.;   100  hyd.;  16  v.;  pres.,  doi  i 
lbs.;  cost,  $80,000;  cost  mtce.,  T 
by  city. 

HEMPSTEAD,   p.   2,614;  f.   arc 
bldgs.,  bk.  ft  wd.,   2  stor.;  priv., 
2  stor. ;  wd.  rfs.  not'  perm,  in  f.  arc  i 
ord. ;    causes  of   f.   inv.     F.   dept.  ■ 

1  h.  ft  1.  trk.,  2  hose  car.;  hose 
gd.,   1,000   ft:  inf.,  200   ft;   tot 
f.  al.,  bell;  vaL  equip.,  $1,000;  va. 
tot.  mem.,  80  voL 

Water  Supply — Src,  well;  ays. 
si  dp.  cap.,  85,000  gals.,  dim.  lOG 
20,000  g^ls.;  1  pump,  eng.,  c 
g^ls. ;  mains,  c  i.,  4  m.,  2  to  8  ii 
pres.,  dom.  40  lbs.,  f.  60  lbs.; 
wks.  owned  by  city. 

HENDERSON,  p.   3,500.     F.  de]i 
1,000    ft.    hose;     val.    equip.,    $1, 
$1,500:  tot.   mem.   8,  pd.  full  timr 
rate,   43    cents. 

Water    Supply — Src,    lake;    sys 
pimip.    eng.,    cup.   day    475,000   gal 
v.;    80   serv.;    mains,    8   m. ;   pres., 
75    11)8.:    cost,    $32,000;    cost    mt 
owned  by  city. 

HENRIETTA,  p.  2,104;  f.  areti 
bldgs.,  stn.  ft  bk.,  1  to  3  stor.;  {i 
stor.;  wd.  rfs.  not  perm,  in  f.  area 
ord.;  causes  of  f.  inv.  F.  dept. — 
hand  ex.,  1  h.  ft  1.  trk.,  2  hose  cai 
cot,  rub.  lined,  gd.,  1,000  ft;  ru 
inf.,  400  ft;  tot  hose,  1.600  ft; 
equip.,  $3,000;  val.  bldgs.,  $7« 
$1,600;  tot.  meip.  45,  pd.  full  time 
1,  42  vol. 

Water    Supply — ^Src,    wells,    1 
ays.,    pump   to    res.    ft   stdp.;    stdi: 
gals.,    dim.    12    x    100;    res.    cap., 
pump,    eng.,    class    dup.,    cup.    day 
mains,    c    i.,    12    m..    4    to    12    in. 
21   v.;   117  met;   185   serv.;  pros.. 
90    lbs.:    cons,    day,    75,000    gals.; 
cost  mtre..  $3,500;  wks.  owned  by 

HEREFORD,  p.  1,750;  f.  area,  1 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stc 
ft  2  stor.;  wd.  rfs.  not  perm,   in 
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combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c. 
&  h.  wag.,  1  c.  ens.,  c.  hand  ex.,  1  h.  ft  1.  trk., 
hrs.;  hose,  cot.  lined,  gd.,  1,000  ft.;  f.  a\^  elec,  1 
bx.;  val.  equip.,  $8,000;  exp.  dept.,  $1,200;  tot. 
mem.  15,  pd.  full  time  1,  vol.  14. 
Water  Supply — Not  reported. 

HICO,  p.  1,437.  F.  dept. — 1  h.  &  1.  trk.,  2  bote 
carts;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  f.  al., 
elec.  bell;  tot.  mem.,  80  vol.;  undrs.  rating,  fourth 
class. 

Water  Supply — Spc.,  2  wells,  %  m.  bus.  cent: 
sys.,  pump  to  stdp.;  stdp.  cap.,  150,000  gals.;  2 
pump,  eng.,  cap.  day  216,000  gals.;  mains,  c.  1., 
2H  m.,  4  to  0  in.  dia.;  23  hyd.;  20  v.;  148  met.; 
200  serv. ;  pres.,  dom.  40  lbs.,  f.  65  lbs.;  cons, 
day,  25.000  gals.;  cost,  $33,000;  cost  mtce.,  $1,- 
800;  wks.  owned  by  city. 

HILLSBORO,  p.  6,116;  f.  area,  1,280  a.;  mere 
bldgs.,  sin.,  bk.  k  wd. ;  wd.  rfs.  not  perm.;  fwks. 
&  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
1  h.  ft  1.  trk.,  2  hose  reels,  1  hose  car.,  5  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  8,000  ft.;  f.  al.,  bell  ft 
telp.;  val.  equip.,  $10,000;  val.  bldgs..  $16,000; 
exp.  dept.,  $2,100;  tot.  mem.  66,  2  p<£  full  time,  1 
pd.  part  time,  62  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  160,000  gals.,  dim.  14  z  115; 
res.  cap.,  200,000  gals.;  2  pump,  eng.,  class  comp. 
dup.,  cap.  day  850,000  gals.;  mains,  c.  i..  24  m., 
4  to  10  in.  dia.;  84  hyd.;  620  met;  1,400  serv.; 
pres.,  dom.  45  lbs.,  f.  135  lbs.;  cost,  $50,000; 
cost  mtce.,  $4,000:  wks.  owned  by  city. 

HONEY  GROVE,  p.  2.800;  f.  area,  10  a.;  bldgs., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  not  inv.  F.  dept 
— 1  str.,  1  comb.  c.  ft  h.  wag.,  4  c.  hand  ex.,  1  h. 
ft  1.  trk.,  1  hose  cart,  3  hrs.;  hose,  cot,  rub.  lined, 

?rd.,  2,200  ft:  rub.,  gd.,  200  ft;  tot  hose,  2,400 
t;  f.  al.,  bell;  wa.  equip.,  $10,000;  val.  bldgs.. 
$5,000;  exp.  dept,  $900;  tot  mem.,  80,  pd.  roll 
time  1,  29  vol.     Insurance  key  rate,  32  cent^. 

Water  Supply — Src,  wells  ft  lake,  l'/4  m.  bus. 
cent.;  sys.,  pump  to  stdp. ;  stdp.  cap.,  150,000  gal<s., 
dim.  25  x  45;  res.  cap.,  200,000  gals.;  2  pump, 
ong.,  cap.  day  2,000,000  gals.;  mainj*.  c.  i.,  7  m., 
4  to  10  in.  dia.;  60  hyd.;  20  v.;  300  met.;  350 
sen.;  pipe,  galv.  i. :  pre^..  dom.  75  lbs.,  t.  120 
lbs.;  cons,  day,  100,000  gals.;  cost,  $115,000;  wks. 
owned  by   priv.    Co. 

HOUSTON,  p.  78,800;  f.  area,  10,240  a.;  mere, 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 9  str.,  1  c.  eng.,  1  h. 
ft  1.  Irk.,  24  c.  hand  ex.,  2  comb.  c.  ft  h.  wag.,  1 
aer.  trk.,  5  hose  wag.,  1  hose  reel,  52  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  18.900  ft.;  f.  al.,  elec,  128 
bx.;  val.  equip.,  $69,890;  val.  bldgs.,  $92,000; 
exp.  dept.,  $60,000;  tot.  mem.  104,  pd.  full  time. 
Insurance  key  rate,  28  cents. 

Water  Supply — Src,  artesian  wells;  sys.,  pump 
to  stdp.  ft  dir.;  stdp.  cap.,  796.000  gals.,  dim.  80  z 
150;  6  pump,  eng.,  class  horizontal  comp.  dup., 
cap.  day  32.200,000  gals.;  mains,  c  i.,  121..1  m., 
4  to  24  in.  dia.;  1.008  hyd.;  1,220  v.;  11,^52  met; 
9,743  serv.;  pres.,  dom.  60  to  100  lbs.,  f.  80  to 
100  lbs.;  cost,  $1,670,035;  cost  mtce.,  $80,000; 
wks.  owned  by  city. 

HUBBARD,  p.  1,848;  mere  bldgs.,  bk.,  1  ft  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 4  c  hand  ex.,  2  hose  carts;  hose, 'cot,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  bell  ft  wh.;  tot.  mem., 
20  vol. 

Water  Supply-^rc,  lake,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  84,600  gals... dim.  12  x 
100;  2  pump,  eng.:  mains,  8^  m.;  12  hyd.;  86 
met;  pres.,  dom.  46  lbs.,  f.  60  lbs.;  cons,  day, 
100.000  gals.;  cost,  846,000;  cost  mtce.,  $2,600; 
wks.  owned  by  priv.  Co. 

HUNTSVILLE,  p.  2,072;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 2 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  1,600  ft.; 
inf..  700  ft;  tot.  hose,  2,200  ft;  xT  al.,  wh.;  tot 
mem.,  20  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  well,  4  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  85,000  gals., 
dim.  24  x  60;  mat.,  iron;  pump,  eng.,  cap.  day 
100,000  gals.;  mains,  iron,  4  m.,  2  to  8  in.  dia.;  40 
hyd.;  10  v.;  met.,  100;  pres.,  dom.  60  lbs.,  f.  84 
lbs.;  cost,  $24,000;  wks.  owned  by  city. 


ITALY,  p.  1,149;  f.  area,  1  m.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1%  stor.;  wd.  rtu 
>erm.  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
nv.  F.  dept. — 1  c  eng.,  12  c  hand  ex.,  1  h.  ft 
.  trk.,  1  hose  cart,  1  hose  car.;  ho«e,  eot.,  rub. 
ined,  gd.,  1.000  ft.;  inf.,  500  ft;  tot  hose,  1,500 
t;  f.  al.,  bell;  val.  equip.,  $676;  exp.  dept,  $250; 
tot.    mem..    33    vol. 

Water  Supply — Src,  wells,  %  m.  bua.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  res.  cap.. 
50,000  gals.;  2  pump,  eng.,  class  comp..  cap.  day 
360,000  gals.;  mains,  c.  i.,  7  m.,   4  to  6  in.  dia.; 

7  hyd.;  9  v.;  125  met;  250  serv.;  pipe,  pdv.  i: 
pree.,  dom.  50  lbs.,  f.  7-6  lbs.;  cons.  day.  60,000 
gals.;  cost,  $21,000;  cost  mtce.,  $4,500;  wks. 
owned  by  priv.   Co. 

ITASCA,  p.  1,866;  f.  area,  820  a.;  mere  bldgs.. 
bk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  caoses  of  L 
inv.  F.  dept — 1  h.  ft  L  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,500  ft;  f.  al.,  wh.;  vaL 
equip.,  $1,600;  val.  bldgs.,  $8,000;  tot.  meiiL.,  25 
vol. 

Water  Supply — Src,  not  stated;  sys.,  pump  to 
stdp.;  stdp.  cap.,  100,000  gals.;  pomp,  en^.,  capi 
day  286,200  gals.;  mains,  H  m.,  4  to  6  in.  dia.; 
pres.,  f.  26  lbs. 

JACKSBORO,  p.  1,500;  f.  area,  60  a.  F.  dept 
— 1  auto,  trk.,  2  hand  hose  reels;  val.  equip., 
$2,850;  tot  mem.,  17  vol.;  key  rate.  64  centsL 

Water  Supply — Src,  wells;  ays.,  pump  dir.;  pres^ 
dom.  65  to  85  lbs.,  f.  125  lbs.;  cost,  $86,000;  vks. 
owned  by  city. 

JACKSONVILLE,  p.  2,876.  F.  dept — 2  band 
hose  carts.  1,000  ft.  hose. 

Water  Supply — Src,  wells  ft  spr. 

JEFFERSON,  p.  2,616;  f.  area,  820  a.:  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  i 
ft  3  stor.;  wd.  rfs.  not  perm.  F.  dept. — 1  scm. 
eng.,  1  h.  ft  L  trk.,  2  hose  car.;  hose,  rub.,  gd., 
1,000  ft;  leather,  gd.,  900  ft.;  tot  hose.  1.900 
ft;  f.  aL,  bell;  vaL  equip.,  $6,000;  vaL  b](^. 
$10,000;  exp.  dept,  $160;  tot  mem.,  12  roL; 
undrs.  rating,  third  class. 

Water  Supply — Src,  riv.  ft  well,  in  Inis.  cent  ; 
sys.,  pump  to  stdp.;  stdp.  cap..  40.000  jrals.;  <^itn., 
12  x  20;  mat.,  stl.  ft  iron;  re«.  cap.,  40.000  psis  . 
loc  at  city  park;  1  pump,  eng.,  «ip,  day  264.0'J'1 
gals.;  mains,  c.  i..  10  m.,  4  to  S  in.  dia.';  45  h\ii.; 
12  v.;  90  met;  160  serv.;  coirs,  dav,  50.000  gi'«.; 
cost.  $25,000;  cost  mtce.,  $1,200;  wks,  owned  M 
city. 

KAUFMAN,  p.  1,959;  bldgs..  bk.  F.  dept— 1 
hose  cart;  hose,  1,000  ft;  f.  al.,  elec;  tot  mea.^ 
20  vol.     Insurance  key  rate,  74  cents. 

Water  Supply — Src,  lake. 

KEMP,  p.  1,000.     F.  dept — 1  hand  c  eng.;  vaL 
equip.,  $460;  tot  mem.,  22  vol. 
So  waterwks. 

KERRVILLE,  p.  1,848;  f.  area,  200  n.;  bldgs., 
wd.,  1  ft  2  sior.;  wd.  rfs.  perm.;  ffrica.  ft  eomot 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk., 
24    buckets,   hooks,    ladders,   axes,    lantems.    picks, 

8  hose  carts;  hose,  oot,  rub.  lined,  gd.,  1.400  ft; 
f.  aL,  bell;  vaL  bldgs.,  $700;  ezpw  d^K.,  $40:  tot 
mem.,  16  voL;  undrs.  tmting,  f earth  cwml  laan- 
ance  key  rate,  88  cents. 

Water  Supply — Src,  2  wells,  H  m.  bos.  cent: 
sys.,  pump  to  res.;  res.  cap.,  460.000  ^als.;  2 
pump,  eng.,  cap.  day  600,000  gals.;  mains,  c  i..  4H 
m.,  4  to  6  in.  dia.;  24  hyd.;  pres.,  dom.  80  IhsL,  L 
80  lbs.:  wks.  owned  by  Co. 

KILLBEN,  p.  i.OOO.  F.  dept — 1  auto.  trk. 
1.000  ft  hose;  val.  equip.,  $8,000;  tot  men.,  20 
vol. 

Water    Supply — Src,    well;    sys.,    pump    dir.;    t 

Cump.   eng.;    17    hyd.;   cost,    $16,000;    wks.    ovned 
y  city. 

LADONIA,  p.  1,293;  f.  area,  20  a.;  mere  bldgs.. 
bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  onL;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1  c  eng..  4  c 
hand  ex.,  1  hose  wag.,  2  hrs.;  hose,  cot.,  rub.  lirrtl. 
gd.,  1,200  ft;  inf.,  300  ft.;  tot  hose,  1,500  ft,. 
f.  al.,  bell  ft  wh.;  val.  equip.,  $3,000;  vaL  bldirsu. 
$3,000;  exp.  dept,  $60;  tot.  mem.  35,  pd.  fttll 
time   1,  pd.   part  time   1,   voL   33. 

Water  Supply— Src,  well  near  bus,  cent.;  sys.. 
pump  to  stdp.;  stdp.  cap.,  70,000  gala.;  res.  cap.. 
^sO,000    gals.;    1    pump,    eng.,   class  dup..    cap.   ds} 
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c.  hand  ex.,  1   hose  wag^.,   1  hose  car.;  hose,  cot., 
rub.    lined,   gd.,    500   ft.;   f.   al.,   bell;   val.    equip., 
$1,800;  val.  bldgs.,  $100;  tot.  mem.,  80  rol. 
Water  Supply — Not  reported. 

MANOR,  p.  572.  F.  dept. — 1  hand  pump,  600 
ft.  hose;  vol. 

Water  Supply — Src,  cistern. 

MANSFIELD,  p.  627.  F.  dept. — 1  hose  cart,  600 
ft.  hose;  vol. 

Water  Supply — Src,  artesian  wells;  sys.,  pump 
to  stdp.;  stdp.  cap.,  11,000  gals.;  res.  cap.,  1,000 
gals.;  mains,  1,200  ft.,  2  to  4  in.  dia.;  7  hyd.; 
pres.,  82  to  50  lbs. 

MARBLE  FALLS,  p.  1,061;  f.  area,  6  blocks; 
mere.  blds;s..  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv., 
bk.,  stn.  Al  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in 
f.  areu;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
iU'pt. — 12  c.  hand  ex.,  2  c  eng.,  1  h.  ft  1.  trk.; 
ho!»e,  cot.,  rub.  lined,  gd.,  200  ft.;  f.  al.,  honi; 
vul.  equip.,   $600;    \ol.   f.   dept. 

Water  Supply — To  be  insulled. 

MARFA,   p.    2,500;    f.  area,    500   a.      F.   dept. — 

2   hand   c.    eng.,    1    hand  h.    ft   1.    trk. ;    val.    equip., 

$425;   val.  bldgs.,   $200;  tot   mem.,  ;J0   vol. 

No   waterwk*. 

MARKEL,  p.  2,500;  f.  area,  1  sq.  nu;  mere, 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  depl. — 1  c  eng.,  1  h. 
ft  I.  trk.,  1  comb.  c.  ft  hose  wag.,  1  hose  car.,  2 
hrs. ;  ho<e,  cot.,  rub.  lined,  gd.,  1,100  ft.;  rub., 
gd.,  300  ft.;  inf.,  900  ft.;  tot.  hose,  2,300  ft.; 
f.  al.,  boll;  val.  equip.,  $3,900;  val.  bldgs.,  $700; 
exp.  dept.,  $400;  tot.  mem.  38,  pd.  part  time  1, 
vol.    37. 

Water  Supply — Src,  well,  800  ft.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  50,000  gals.,  dim.  50  z 
80  ft.;  mat.,  stl.;  res.  cap.,  125,000  gals.;  1  pump, 
eng.,  cap.  day  100,000  gals.;  mains,  c  L,  2  m., 
6  to  8  in.  dia.;  27  hyd.;  25  v.;  pipe,  galv.  i.;  pres., 
dom.  50  to  75  lbs.,  f.  150  lbs.;  cost,  $26,000; 
cost  mtce.,  $600;  wks.  owned  by  city. 

MARLIN,  p.  8.878;  f.  area,  6  blocks;  mere  bldgs., 
bk.,  2  ft  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hand  eng.,  1  c  eng.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  3  hose  carts,  6  hrs.;  hose,  cot.,  rub.  lined,  gd., 
2,450  ft.;  f.  al.,  bell;  vol.  Insurance  key  rate,  60 
cents. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.  ft  res.;  stdp.  cap.,  90,000  gals.,  dim. 
120  X  21,  loc  near  station;  mat.,  stl.;  res.  cap., 
5,000,000  gala.,  loc  at  station;  2  pump,  eng.,  cap. 
day  2,000.000  gals.;  mains,  c.  i.,  5  m.,  4  to  12 
in.  dia.;  52  hyd.;  32  v.;  125  serv.;  black  pipe; 
pres.,  dom.  50  lbs.,  f.  76  lbs.;  cons,  day,  800,000 
gals.;  cost,  $35,000;  wks.  owned  by  Co. 

MARSHALL,  p.  11,452;  f.  area,  25  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  V.  dept. — 1  auto.  pump,  eng.,  6  c.  hand  ex., 
1  h.  ft  1.  trk.,  1  comb.  c.  ft  h.  wag.,  3  hose  wag., 
8  hrs.;  ho«e,  4,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$20,000;  val.  bldgs.,  $2,'500;  exp.  dept,  $10,000; 
tot  mem.  106,  6  pd.  full  time,  100  voL;  undrs. 
rating,  third   class. 

Water  Supply — Src,  wells,  8  m.  bus.  cent.;  ays., 
grav.  ft  pump  to  stdp.;  stdp.  cap.,  157,888  gids., 
dim.  16  X  125;  tower  cap.,  160,000  gals.,  dim.  26 
X  40;  res.  cap.,  800,000  gals.,  loc.  at  station;  A 
pump,  eng.,  class  comp.,  cap.  day  3,000,000  gals.; 
mains,  25  m.,  4  to  10  in.  dia.;  175  hyd.;  50  v.; 
met.,  650;  750  serv.;  pres.,  dom.  65  lbs.,  f.  75  to 
85  lbs.;  cons,  day,  400,000  gals.;  cost,  $185,000; 
cost  mtce.,  $5,000;  wks.  owned  by  city. 

MART,  p.  8,500;  f.  area,  25  a.  F.  dept — Hose 
carts;  22  vol. 

Water  Supply — Src,  creek,  1  m.  bus.  cent.;  ay.. 
pump.;  1  pump,  eng.;  cost,  $50,000;  wks.  owned 
by  city. 

MASON,  p.  1,200;  f.  area,  820  a.  F.  dept. — 1 
c  eng.;  val.  equip.,  $800;  exp.  dept,  $50;  tot. 
mem..  17  vol. 

Water  Supply — Not  reported. 

MEMPHIS,  p.  1,986.  F.  dept— 2  c.  hand  ex., 
1  hose  wag.,  2  hrs.:  hose,  cot,  rub.  lined,  gd., 
1,500  ft;  inf.,  800  ft;  tot  hose,  1,800  ft.;  exp. 
dept,  $1,200;  tot  mem.,  20,  pd.  fuU  time  1, 
fOL    19. 


Water  Supply— Src,  «pr.,  6  m.  boa.  eent;  «ya.. 

frav.;  res.  cap.,  800,000  gals.;  maim,  e.  ft  gah. 
,  14  m.,  1%  to  8  in.  dia.:  26  byd.;  86  met;  500 
serv.;  pipe,  galv.  L;  pres.,  dom.  ft  t  110  Hm.;  eoit, 
$100,000;  wks.  owned  by  prir.  Co. 

MERIDAN,  p.  718;  f.  area,  10  a.;  mere.  bMgs.. 
s«tn.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfi.  perm.: 
fwk(3.  ord.;  causes  of  f.  inv.  F.  dept.- — 1  c.  enf.. 
2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  1,0 »)<^  ft.: 
f.  al.,  bell;  vaL  equip.,  $1,550;  vaL  bhii^.,  $-2no; 
tot.   mem.,   27  vol. 

Water  Supply — Src.  artesian  well,  in  hxis.  etr.t.: 
sys.,  dir.  pres.;  stdp.  cap.,  30,000  jjal:..  ma:.,  'tl.: 
rrs.  Cjip.,  12,000  gals.;  2  pump.  org.,  e-p.  liv 
9^,000  gals.;  mains,  iron,  i%  m..  2  to  6  :n. 
dia.;  5  hyd,;  200  scr%..  pre-?.,  <U)m,,  4  5  lbs.;  cor:». 
day,   20,000  gals.;   wks.  owned   hv   priv.   Co. 

MERKEL,  p.  2,500;  t  area,  640  «.     F.  d^— 

1  hand  c  eng.,  1  h.  ft  1.  wag.,  1  hoae  wag.,  S  ha.; 
hose,  cot,  rub.  lined,  gd.,  1,800  ft;  f.  aL  bell; 
val.  equip.,  $8,200;  vaL  bldgs.,  $600;  eii».  dept, 
$850;  tot  mem.,  86  vol. 

Water  Supply — Src,  well,  1  m.  boa.  cent.;  sys.. 
pomp  dir.;  8  pump,  eng.:  mains,  2  m.;  27  liytL;  SO 
v.;  pres.,  dom.  60  lbs.,  x.  140  lbs.;  ooct,  $25,000; 
coat  mtce.,  $600;  wks.  owned  by  city. 

MEXIA,  p.  2,694;  f.  area,  640  a.;  mere  bldgs., 
bk.,  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfs.  n3t 
perm.;  fwks.  ft  ccnnbt  ord.  F.  dei>t. — i  e.  hand 
ex.,  1  h.  ft  L  trk.,  oomb.  e.  ft  h.  wag.,  S  hose 
reels,  2  hrs.;  hose,  oot.,  rob.  lined,  gd.,  1,500  ft; 
f.  aL,  bell;  rtl,  equip.,  $10,000;  riL  bldss.,  $400; 
exp.  dept,  $1,000;  tot.  mem.,  16  vol;  undrL 
rating,  thiid  class. 

Water  Supply — Src,  spr.,  6  m.  bus.  cent;  sgrs.. 
pump  to  stdp.;  stdp.  cap.,  96,000  gals.,  dim.  12  x 
100;  mat,  iron;  2  pump,  eng.,  cap.  diay  750,000 
gals.;  mains,  c  L,  12  m.,  2  to  8  in.  dia.;  28  hjd.; 
met,  25;  425  serv.;  pipe,  black  i.;  pres.,  don. 
40  lbs.,  f.  60  Iba.;  cons,  day,  75.000  gala.;  cost 
$60,000;  cost  mtce.,  $500;  wks.  owned  by  Co. 

MIDLAND,  p.  2,196.  F.  dept — hose  carts,  1.500 
ft.  hose;  val.  equip.,  $2,000;  tot  mem..  22  voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys^ 
pump  to  stdp.;  1  pump,  eng.;  28  hyd.;  10  v.;  90 
serv'.;  pres..  dom.  42  lbs.,  f.  95  lbs.;  coat,  $54,000: 
wks.  owned  by  city. 

MIDLOTHIAN,  p.  1.000;  f.  area,  8  a.  F.  dept. — 
1  c.  eng.,  1  h.  ft  1.  trk.,  1  hose  cart;  hose,  cot., 
rub.  lined,  gd.,  1.200  ft;  f.  al.,  bell:  ^al.  equiT*-. 
$3,000;  val.  bldgs.,  $600;  tot  mem.,  30  vol.; 
undr-;.   ratine;,   third   clajis. 

Water  Supply — Src.  deep  well,  300  ft  busL 
cent;  sys.,  pump  to  stdp.;  stdp  cap.,  60,000  gal».: 
res.  cap.,  70,000  gals.;  2  pump,  eog.,  cap.  day 
100,000  gals.;  mains,  c  ft  wrt  i.,  1^  m.,  4  to  6 
in.  dia.;  6  hyd.;  1  v.;  200  aer>-.;  pipe,  wrt.  i. : 
pres.,  dom.  ft  f.  40  lbs.;  cons.  day.  50,000  gal-:.: 
cost,  $1.5,000;  cost  mtce.,  $ts,400;  wka.  owned 
by  priv.  Co. 

MINEOLA,  p.  1,706.  F.  dept — 1  auto,  c  eng..  1 
auto,  hose  wag.,  6  hand  c  ex.,  2  hand  hose  reelm 
1  hand  h.  ft  1.  trk.;  hose,  cot,  mb.  lined,  g«l.. 
1,600  ft.;  inf.,  400  ft;  tot  hose,  2,000  ft;  f.  aL. 
w^i.;  val.  equip.,  $4,500;  vaL  bldgis.,  $500;  expt. 
dept,  $600;  tot  mem.,  23  voL 

MINERAL  WELLS,  p.  8,950;  mere  bldgs.,  bk.  * 
atn.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  carte,  1  combk. 
hose  was.;  nose,  2,000  ft;  f.  al.,  bell;  tot  mem.  S5» 
1  nd.  full  time,  2  pd.  part  time,  82  toL 

Water  Supply — ^Src,  lake;  sys.,  pump.;  res.  eaxs., 
100,000  gals.;  piuip.  eng.,  cap.  hour  ^8,000  gak. 

MISSION,  p.  8,500.  F.  dept — 1  c.  eng.,  1  h. 
ft  I.  trk.;  vai.  equip.,  $750;  exp.  dept.,  $10;  tou 
mem.,  25  vol.;  undrs.  rating,  fifth  daa^. 

Water  Supply — Src,  stdp.;  sys.,  dir.  pres.;  wkv 
owned    by    priv.    Co. 

MOUNTCALM,  p.  575.     F.  dept — 1  c.  eng...  SI* 

ft.  hose;  voL 

MOUNT  PLEASANT,  p.  8,187.  F.  dept. — 1  hose 
cart,  600  ft,  hose;  vol. 

Water  Supply — Src,  lake;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  mains,  4  to  6  in.  dia.:  1$ 
hyd.;  pres.,  70  lbs. 

NACOGDOCHES,  p.  3,860;  mere,  bldgs.,  bk..  1 
ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwka.  ft  combt  ord.;  causes  <tf  L  isv. 
F.  dept. — 10  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose 
wag.,  2  hose  car.,  2  bra.;  hose,  cot.  rab.  lined,  gd.. 
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ROCKWELL,  p.  1.136;  mere,  bldgs.,  stn.  k  bk. 
F.  dept. — 1  h.  &  1.  trk.,  1  hose  can;  hose,  1,000 
ft.;  f.  al.,  bell;  toi.  mem.,  22  vol. 

Water  Supply — Src.,  well;  sys.,  gTRV,  ft  pump.; 
res.  cap.,  S2,000  gals.;  pump,  eng.,  cap.  day  15,000 
gals. 

ROGERS,  p.  1,500;  f.  area,  1,000  a.  F.  dept. 
— 2  lio.'.e  carts,  1,000  ft  hose;  (.  al.,  bell;  vul. 
equip.,  $1,250;  val.  bldgs.,  $750;  tot.  mem.  20,  pd. 
part  time. 

Water  Supply — Src,  lake  &  riv.,  1  m.  bus.  cent; 
sys.,  grav.;  stdp.  cap.,  60,000  gals.;  res.  cap.,  20,- 
000,000   gals.;    2   pump,   eng.,   oap.   day,    900,000 

fals.;  mains,  kon,  10  m.,  2  to  8  in.  dia.;  20  ImL; 
50  met.;  prea.,  dom.  50  lbs.,  f.  75  lbs.;  oona.  da/, 
50,000  gals.;  cost,  S50,000;  cost  mtoc,  $2,000; 
wks.  owned  by  priv.  Co. 

ROSEBUD,  p.  1,472;  f.  area,  12  blocks;  mere, 
bldgs.,  bk.,  2  &  3  stor.;  priv.,  wd.,  2  etor.;  fwks. 
&  combt.  ord. ;  causes  of  f.  inv.  F.  dept. — 1  hand 
h.  k  1.  trk.,  2  hand  hose  reeU,  1,300  ft.  hoee;  f. 
al..  bell,  telp.  &  wh.;  tot.  mem.,  42  vol. 

Water  Supply— Src,  lake;  sys.,  pump  dir.  & 
grav.;  1  pump,  eng.,  cap.  day  720,000  gals.;  stdp. 
cap.,  60,000  gals.;  mains,  3,130  ft.,  4  to  6  in.  dia.i 
13  hyd.;  cons,  day,  40,000  gaU.;  pres.,  dom.  40 
lbs.,  f.  125  lbs.:  wks.  owned  by  municipality. 

ROSENBERG,  p.  1,600;  f.  area,  600  a.  F.  dept. 
— 2  hose  carts,  1,000  ft.  hose;  val.  equip.,  $1,000; 
val.  bldgs.,  $800;  exp.  dept.,  $200;  tot.  mem.,  17 
vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  800,000  gals.;  2  pump,  eng.,;  2S  hyd.; 
20  v.;  pres.,  dom.  80  lbs.,  f.  ISO  lbs.;  cost.  $20,000; 
wks.  owned  by  city. 

ROUND  ROCK,  p.  1.188;  f.  area,  640  a.;  mere. 
bldgs.,  stn.  &  wd.,  1  &  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
not  inv.  F.  dept. — 1  h.  eng.,  2  c.  eng.,  1  h.  &  1. 
trk.,  1  hose  reel;  hose,  cot.,  rub,  lined,  gd.,  400 
ft.;  inf.,  200  ft.;  tot.  hose,  600  ft,;  f.  al.,  bell; 
\^1.  equip.,  $1,500;  val  bldgs.,  $500;  exp,  dept., 
$200;  tot.  mem.,  45  vol.;  undra.  rating,  fourth 
class. 

No  water  supply. 

SABINAL,  p.  1,640;  mere  bldgs.,  bk.,  1  k  % 
stor.;  priv.,  wd.,  1  &  2  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 2  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  1,200 
ft.;  f.  al.,  bell;  val.  equip.,  $1,200;  val.  bldgs., 
$500;  exp.  dept.,  $25;  tot.  mem.,  22  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  «ys., 
pump  to  stdp.;  stdp.  cap.,  50,000  gals.;  1  pump, 
eng.,  class  trip.,  cap.  day,  720,000  gala.;  mains, 
3 V^  m.,  4  to  8  in.  dia.;  cost,  $50,000;  cost  mtce., 
$8,000;  wks.  owned  by  priv.  Co. 

SAN  ANGE4-0,  p.  10,321;  f.  area,  2,500  a.; 
mere,  bldgs.,  bk.,  stn.  k  cone,  1  to  6  stor.;  priv., 
wd.,  1  &  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  hand  ex.,  1 
auto,  triple  comb,  trk.,  1  h.  &  1.  trk.,  1  comb.  c. 
k  h.  wag.,  chief's  auto.,  2  hr-s.;  hose,  cot.,  rub. 
lined,  gd.,  3,000  ft:  inf.,  500  ft.;  tot  hose,  3,500 
ft.;  f.  al.,  telp.;  val.  equip.,  $15,200;  val.  bldgs., 
$15,000;  exp.  dept.,  $5,445;  tot  mem.  21,  pd. 
full  time  5,  pd,  part  time  3,  vol.  13.;  undrs. 
rating,   third   class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  260,000  gals., 
dim.  20  X  100;  mat,  stl.;  res.  cap.,  800,000  gals.; 

2  pump,  eng.,  cap.  day  5,500,000  gals.;  maina, 
c  i.,  45  m.,  4  to  10  in.  dia.;  85  hyd.;  75  v.;  1,400 
met.:  1.850  serv, ;  pres.,  dom.  60  to  80  lbs.,  f. 
120  lbs.;  cons,  day,  1.000,000  gals.;  cost,  $150,- 
000;   cost  mtce.,  $12,000;  wks.  owned  by  Co. 

SAN  ANTONIO,  p.  96,614;  t.  area,  86  sq.  m.; 
mere,  bldgs.,  bk.  k  stn.,  1  to  10  stor.;  priv.,  stn., 
bk,  &  wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 6  8tr.,  4  auto.  comb.  pump.  eng.  k  hose 
y^-ag.,  1  auto.  comb.  c.  k  h.  wag.,  6  comb,  c  k 
h.  wag.,  2  auto.  h.  k  1.  trk.,  2  aer.  trk.,  1  auto, 
aer.  trk.,  2  h.  &  1.  trk.,  23  c.  hand  ex.,  7  hose 
wag.,  3  chief's  auto.,  54  hra.;  hose,  cot,  rub.  lined, 
gd.,  34,000  ft;  f.  al.,  Gamewell,  123  bx.;  val. 
equip.,  $177,715;  val.  bldgs.,  $347,600;  exp.  dept, 
$1  S3, 000;  tot  mem.   150,  pd.  full  time. 

Water  Supply — Src,  wells,  in  bus.  cent;  svs., 
pump  to  res.  k  dir.;  res.  cap.,  5,000,000  gals.,  loc 

3  ni.  north  cent  city;  16  pump,  eng.,  class  cen- 
trif.,  horizontal  comp.,  dup.  trip.,  cap.  day  85,000,- 


000  gals.:  mains,  c  i..  200  m..  4  to  30  in.  dia.; 
1.833  hyd.;  met,  7,000;  23,000  serv.;  pipe,  gah. 
i.  k  lead;  pres.,  dom.  70  to  120  lbs.,  f.  90  to 
120  lbs.;  eons.  daj-.  13.500,000  gals.;  cost.  $5,000,- 
000;  wks.  owned  by  priv.   Ck>. 

SAN  AUGUSTINE,  p.  1,500;  f.  area,  100  a.  F. 
dept. — 2  hose  reels,  1,000  ft  hose;  val.  equip., 
$2,000;  val.  bldgs.,  $100;  tot  mem.,  17  voL- 

Water  Supply — Src,  well,  1  m.  bus.  cent;  lys., 
pump  to  stdp.;  2  pump.  eng. 

SAN  MARCOS,  p.  4,071;  bldgs.,  bk.  it  stn.,  1 
to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area.     F.  dept — 

1  hand  ladder  trk.,  2  hoM  wag,  6  hrs.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  L  sL,  bdl;  vaL  cqaip., 
$1,000;  exp.  dept,  $8,600;  tot  mem.,  76,  1  pd. 
man,  75  vol. 

Water  Supply — Src,  riv.;  qrs.,  grav.  it  pomp  to 
res.;  res.  cap.,  750,000  gals.;  2  pump,  eog.,  cap. 
day  2,000.000  gals.;  mains,  28  m.,  4  to  10  in. 
dia.;  25  hyd.;  84  v.;  met,  25;  pres.,  dom.  100 
lbs.,  f.  250  lbs.;  cons,  day,  600,000  gals.;  cost 
$75,000;  cost  mtce.,  $2,750;  wks.  owned  by  Co. 

SAN  SABA,  p.  889;  mere  bldgs.,  stn.,  2  stor.; 
priv.,  bk.  k  wd..  1  k  2  stor.;  wd.  rfs.  penn.;  no 
fwks.  ord.;  no  org.  f.  dept 

Water  Supply — Src,  spr.;  ^s.,  pump,  dir.;  stdp. 
cap,.,  lOOfOOO  gals.;  pump,  eng.,  cap.  day  96,120 
gsis.;  mains,  c  i.,  5  3-5  m.,  H  to  6  in.  dia.;  185 
hyd.;  pipe,  4  4  m.,  8  to  8^  in.  dia.;  175  serv.; 
pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  L  100  lbs.;  cost 
$27,000;   cost  mtce.,  $500;  wks.  owned  by  Co. 

SCHULENBURG,  p.  1.091;  bldgs.,  wd.,  14  2  stor.; 
wd.  rfs.  not  perm,  in  f.  limits.  F.  dept — 1  hand 
eng.,  2  priv.  liand  eng.,  20  c  ex.,  1  h.  &  L  trk..  5 
hose  carts;  hose,  rub.,  gd.,  1,900  ft.;  at,  bell;  vaL 
equ.p.,  $800;  val.  bldgs.,  $75;  tot  mem.,  40  toL; 
undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  dir.;  stdp.  cap.,  115,000  gals.,  dim.  14  x 
100,  mat.  iron;  pump,  eng.,  cap.  day  5.000  to  10.- 
000  gals.;  mains,  c  i.,  6,181  ft,  6  &  8  in.  dia.; 
20  hyd.;  wks.  owned  by  city. 

SEALY,  p.  1,870;  f.  area,  1,280  a.;  bldgs..  wd. 
&  bk.,  1  &  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord. 
F.  dept. — 18  c  ex.,  bucket  brigade;  L  aL,  bell: 
mem.,   18. 

Water  Supply — Src,  wells,  1  m.  bt»3.  cent,;  sy*., 
grav.;  stdp.  cap.,  35,000  gals.;  2  pump.  eng..  cap. 
day  288,000  gals.;  mains,  c  i.,  2^  m..  4  to  > 
in.  dia.;  38  met.;  175  serv.;  pres..  dom.  Jc  f.  40 
lbs.;  cons,  day,  50,000  gals.;  wks.  ovmed  by  pri^. 
Co. 

SEGUIN,  p.  8.116;  f.  area.  850  a.;  mere  bldgs.. 
bk..  1  to  3  stor.;  priv..  bk.  k  wd.,  1^2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 1  c  eng.,  2  c  hand  ex.,  1 
h.  ft  L  trk.,  2  hose  wag.;  hoee,  cot,  rub.  lined,  gd., 
4.000  ft;  f.  aL,  telp;  vaL  equip.,  $2,600;  vaL 
bldgs..  $8,000;  tot  mem.,  85  toL 

Water  Supply — Src,  riv.,  1^  m.  bus,  cent; 
sys.,  pump  to  stdp.  k  dir.;  stdp.  No.  1.  cap.  60.- 
000  gals.;  No.  2,  cap.  300,000  gals.;  ^  puzuji. 
eng.,  cap.  day  2.000.000  gals.;  mains,  c.  i..   10  in. 

2  to  10  in.  dia.;  44  hyd.;  20  v.;  750  sert.;  pn^. 
dom.  45  lbs.,  f.  60  lbs.;  cons.  daj%  75.000  gaK; 
cost,  $80,000;  cost  mtce.,  $2,000;  wksi.  owneJ  by 
city. 

SHERMAN,  p.  12,412;  f.  area.  2.500  a.:  mere 
bldgs.,  bk..  stn.  k  wd.,  1  to  5  stor.;  priv.,  bk. 
k  wd.,  1  k  2  stor.;  wd.  rfs.  not  perm.;  fwks.  x 
combt  ord.  F.  dept — 1  str.,  6  c  hand  ex.,  1  h.  ft 
1.  trk.  8  hose  wag.,  1  hose  reel;  1  diiefs  buny, 
11  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,000  ft;  ml., 
500  ft;  tot  hose.,  6.500  ft;  1  aL  telp.;  vaL 
equip.,  $20,860;  vaL  bldgs.,  $29,000;  exp.  dept^ 
$16,000;  tot  mem.,  75,  pd.  full  time  14.  voL  61; 
undrs.  rating,  third  dass. 

Water  Supply — Src.  wells,  1  m.  bus.  cent.:  n-s.. 
pump  to  stdp.  k  dir.;  stdp.  cap.,  625.000  gals.; 
4  pump,  eng.,  cap.  day  8.000,000  gals.;  mains,  c 
i.,  14%  m.,  4  to  If:  in.  dia.;  250  hyd.;  40  v; 
met,  3.000;  8,200  serv.;  pipe,  wrt  i.  k  lead;  pres.. 
dom.  60  lbs.,  f.  200  lbs.;  cost,  $145,000;  cost 
mtce..  $10,000;  wks.   owned  by  city. 

SH-INER,  p.  1,09«.  F.  dept — *  hose  carts.  S  c 
hand  ex.;  hose,  cot.  rub.  lined,  gd..  1.000  ft.;  inf.. 
800  ft;  tot.  hose,  1,800  ft;  f.  al.,  bell;  vaL  equip.. 
$2,500;  vaL  bldgs.,  $500;  tot  mem..  34  voL 

Water  Supply — Sys.,   pump   to  stdp.; 
50,000  gals.;  mains,   1%   m.;   24  hyd. 
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SMITHVILLE,  p.  8,167;  mere,  bldgs.,  bk.,  1  to 
3  stor. ;  priv..  wd..  1  ft  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  c.  band  ex.,  1  h.  ft  1.  trk..  .2  hose 
reels;  hose,  rub.,  gd..  1,000  ft.;  f.  al.,  bell;  val. 
equip.,  91,600;  val.  bldgs.,  $100;  exp.  dept.,  $125; 
tot.   mem.,   80  vol. 

Water  Supply — Src,  riv.,  2,040  ft  bus.  cent.;  sys., 
grav.  ft  pump  dir.;  2  pump,  eng.;  cap.  day,  1,- 
500,000  gals.;  mains,  e.  i.,  4  m.,  4  to  8  in.  dia.; 
24  byd.;  10  v.;  890  serv.;  pipe,  galv.  i.;  pres., 
dom.  50  lbs.,  f.  80  to  126  lbs.;  cons,  day,  200,000 
gals.;   cost.   $25,000. 

SNYDER,  p.  1,000.  F.  dept. — ^hose  reel;  val. 
equip.,    $150;  tot.   mem.,   16   vol. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  360,000  ga.1^. ;  80  hyd. ;  mairw, 
«60  ft.;  cost.  $40,000;  cost  mtcc.,  $12,000  to 
$15,000;    wks.  owned   by  city. 

SONORA,  p.  1,200.  F.  dept. — 2  hose  carts; 
ho.se,  1,200  ft.;  val.  equip.,  $800;  val.  bldgs.,  $150; 
exp.  dept.,  $150;  tot.  mem.,  20,  pd.  part  time. 

Water  Supply — Src,  wellis,  \i  m.  bus.  cent.; 
sys.,  pump  (iir. :  res.  cap.,  335,000  gals.;  2  pump, 
eng.,  cap.  day  85,000  gals.;  mains,.  1  m,,  5  i  6 
in.  dia.;  10  hyd.;  2  v.;  50  met.;  150  serv.;  pipe, 
wrt.  i. ;  pres.,  dom.  ft  f.,  45  lbs.;  rons.  day,  15,000 
gals.;  cost,  $15,000;  cost  mtce.,  $3,000;  wks. 
owned   by  priv.  Co. 

STAMFORD,  p.  8,902.  F.  dept. — 1  gas  eng., 
1  h.  ft  1.  trk.,  1  hose  wag.,  2  band  hose  reels,  2  hri.; 
hose,  8,000  ft;  val.  equip.,  $6,000;  vml.  bldgs., 
f 2,600;  exp.  dept,  $1,600;  tot  mem.,  88  toL, 
1  pd.  man. 

Water  Supply — Src.,  artificial  lake,  2  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  100,000 
g«ls.,  2  pump,  eng.,  cap.  day,  600.000  ^Is.; 
mains,  c  L,  11  m.,  4  to  8  in.  dia.;  88  nyd.;  60  v.; 
460  met.;  800  serv.;  pres.,  f.  66  lbs.;  cons,  day, 
200,000  gals.;  wks.  owned  by  Stamford  Water 
Works  Co.,  Inc. 

STEPHENVILLE,  p.  2,661.  F.  dept— 1  hose 
wag.,  1  hose  cart;  hose,  1,600  ft;  tot  mem.,  26 
vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  2  wells;  stdp.  cap.,  68,000 
sals.;  res.  cap.,  76,500  gals.;  2  pumps;  pres.,  126 
lbs.;  wks.  owned  by  city. 

SULPHUR  SPRINGS,  p.  6,161;  f.  area,  100  a.; 
mere,  bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1^  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  comb.  c.  ft 
h.  wag.,  2  c.  hand  ex.,  1  h.  ft  I.  trk.,  1  hose 
«art,  4  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,100  ft; 
f.  si.,  boll;  val.  equip.,  $8,500;  val.  bldgs.,  $6,000; 
exp.  dept.,  $760;  lot  mem.,  20;  pd.  full  time  1, 
19  vol. 

Water  Supply — Src,  lake,  1  m.  bus.  cent.:  sys., 
pump  to  stdp.;  tttdp.  cap.,  115,000  gals.,  dim.  12 
X  120;  1  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  c.  i.,  4  m.,  8  to  8  in.  dia.;  25  hyd.;  65 
serv.;  pipe,  black  ft  galv.  i.;  pres.,  f.  60  lbs.;  cost, 
$60,000;  cost  mtce.,  $3,000;  wks.  owned  by  Co. 

SWEET  WATER,  p.  6,000;  f.  area,  20  a.  F. 
dept — 2  hose  wag.;  f.  al.,  bell;  vaL  equip.,  $1,200; 
val.  bldgs.,  $1,200;  exp.  dept,  $1,600;  tot  meoL, 
18  vol. 

Water  Supply — Src,  res.,  7%  m.  bus.  cent; 
sys.,  grrav. ;  stdp.  cap.,  283,000  gals.;  res.  cap., 
1,500,000,000  gals.;  3  pump,  eng.,  cap.  day  1,800,- 
000  gals.;  mains,  c.  i.,  24  m.,  4  to  12  in.  dia.; 
68  hyd.;  76  v.:  400  met.;  430  «erv.;  pipe,  c.  i.; 
pres.,  dom.  54  lbs.,  f.  86  Ib^.;  cost,  $320,000;  cost 
mtce.,  $4,800;  wks.  owned  by  city. 

TAYLOR,  p.  6,814;  f.  area,  276  a.;  bldgs.,  bk., 
stn.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt.  ord.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  2 
hose  car.,  6  c.  hand  ex.,  8  hrs.;  hose,  cot,  rub. 
lined,  gd.,  8,800  ft;  f.  al.,  bell;  val.  equip.,  $4,500; 
val.  bldgs.,  $8,000;  tot.  mem.,  65  voL;  undrs.  rat* 
ing.  third   class. 

Water  Supply— Src,  well,  9  blocks  bus.  cent; 
sys.,  grav.  ft  dir.  pres.;  stdp.  cap.,  166,000  gals., 
dim.  16  X  104.  loc.  cent  of  city,  mat.  stL;  res. 
eap.,  80,000,000  gals.,  loc  near  city;  2  pump, 
eng.,  cap.  day,  1,600,000  ffals.;  mains,  wrt  ft  c. 
L,  16  m.,  4  to  10  hi.  dia.;  46  hyd.;  46  v.;  860 
met,  1,200  serv.;  pipe,  wrt  i.;  pres.,  dom.  45  lbs., 
f.  80  to  100  lbs.;  cons,  day,  800,000  gals.;  cost, 
$126,000;  cost  mtce.,  $26,000;  wks.  owned  by 
priT.  Co. 


TEAGUE,  p.  8,288.  F.  dept 
Water  Supply — Src,  spr.  A 
cent;  sya,  pump  to  stdp.;  stdp 
mat  slieet  i. ;  2  gasoline  pui 
60,000  gals.;  mains,  3  m.,  4 
hyd.:  60  v.;  met,  64;  pipe,  g 
60  lbs.,  f.  60  lbs.;  cons,  day., 
$60,000;   cost  mtce.,  $2,000:  i 

TEMPLE,  p.  10,998;  f.  are 
bldgs.,  bk.,  1  to  8  stor.;  priv., 
wd.  rfs.  not  perm.;  fwks.  ft  com 
1  comb,  c  ft  h.  wag.,  1  c  eni 
hose  waff.,  1  hose  reeL  6  hrs.;  b 


gd.,   6,000   ft;  inf.,  200  ft;   t 
I.  aL,  telp;  vaL  equip.,  $15,00( 
000;    exp.    dept,    $7,000;    tot 
full   time,   10    pd.   part  time,   ] 
key  rate,  40  cents. 

Water  Supply — Src,  riv.,  6 
grav.  ft  pump  to  res.;  stdp.  c 
dtm.  110  X  18;  res.  cap.,  6.000 
eng.,  cap.  day  6.000,000  gals, 
to  18  in.  dia.;  124  hyd.;  180 
lbs.,  f.  120  lbs.;  cost,  $320, 00( 
000;  wks.  owned  by  city. 

TERRELL,    p.    7,050;    f.    ar 
bldgs.,  bk.   ft  wd.,   1    to  8   stor. 
1   to   2  stor.;  wd.   rfs.  not  i^em 
ft  combt.  ord.;  causes  of  f.  inv. 
comb.  pump.  eng.  ft  hose  wag., 
ft  1.  trk.,  2  hose  wag.,    1   hose 
cot,   rub.  lined,   gd.,   2,500   ft; 
hose,   2,800   ft;   f.   aL,   bell;  va 
val.  bldgs.,  $2,600;  exp.  dept., 
82;  pd.  full  time  2,  80  vol. 

Water  Supply — Src,  wells, 
sys.,  pump,  to  res.;  re-*,  cap., 
pump,  en^.,  cap.  day  900,000  i 
4  to  10  m.  dia.;  57  hyd.;  met 
pre.'*.,  dotn.  &  f.  50  lbs.;  cons, 
cost,  $65,000;  cost  mtce.,  $9,0 
city. 

TEXARKANA,   p.    9,790;    f.   a 
bk.,   2,  3  ft   4   stor.;  wd.  rfs.    nc 
fwks.   Si  combt.   ord.;   causes  of 
1  trip.  comb.  auto.  h.  ft  c.  wag. 
ladder  &  pump,   3    auto.   comb, 
ladders,  1  auto.  h.  ft  1.  trk.,   1   i 
auto,   with    c,    1    auto,   hose    wa 
lined,  gd.,   9,000  ft;  f.   al.,  Gan 
equip.,    $50,000;   val.    bldgs.,    $i  I 
$25,000;  tot  mem.  19,  pd.  full  1  i 
«econ<i  class. 

Water  Supply — Src,  lake  ft  w 
stdp.  ft  dir.;  stdp.  dim.,  110  x    i 
class  dup.  comp.,  cap.  day  4,001 
80  m.,  4  to  12  in.  dia.;  110  hy 
lbs. 

THRALL,    p.    -500;    f.    area,    i 
hand  c  eng.;  vaL  equip.,   $850; 
Key  rate,  84  cents. 

No   waterwks. 

THURBER.    p.    4,600.      F.    de 
ladders,  hooks,  buckets,  ftc;  hoM 
gd.,   1,000  ft;  f.  al.,  bell;  tot 
time. 

Water  Supply — Src,  lake,  1  r 
pump.;  2  pump,  eng.,  cap.  min.  : 
2,600  ft,  6  to  10  in.  dia.;   12 
dom.  60  lbs.,  f.  60  lbs.;  wks.  o 

TROY,  p.  219.  F.  dept— 1  1 
hose,  vol. 

Water  Supply — Src,  well;  pun 
cap.,  10,000  gals.;  maina,  4  in. 

TYLER,  p.  10,400;  f.  area,  6 
ft  bk.,  1  ft  2  stor.;  wd.  rfs.  n< 
combt.  ord.;  causes  of  f.  inv.  F 
ft  ladders,  1  hose  wag.  eouippe* 
ladders,  1  h.  ft  1.  trk.,  1  hose  v 
cot,  rub.  lined,  gd.,  8,800  ft;  f 
val.  equip.,  $12,600;  vaL  bldg 
mem.,  87,  pd.  full  time  12,  vol. 
third   class. 

Water    Supply — Src,    creek    ft 
cent;  sys.,  pump  dir.;  res.  cap., 
3    pump,    eng.,    cap.    day    4,250,i 
18  4-5  m.,  4  to  13  in.  dia.:  100 
29;  pres.,  dom.  50  lbs.,  f.  100  lbs 
cost  mtce.,  $5,000;  wks.  owned  1 

UVALDE,  p.  8,998;  f.  area,  40 
wd.  ft  bk.,   1   ft   2   stor.:  priv.,  * 
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wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 
1  h.  ft  1.  trk.,  1  c.  eng.,  3  hose  c«r.;  hoae,  cot., 
rub.  lined,  gd.,  1,600  ft.;  f.  al.,  bell;  val.  equip., 
9 1,200;  val.  bldgs.,  $125;  ezp.  dept,  $160;  tot 
mem.,  46  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  wells,  800  yds.  bus.  cent.; 
sys.,  pump  to  stdp. ;  stdp.  cap.,  85,000  gals.,  dim. 
100  X  12;  pump,  eng.,  cap.  day  1,162,000  gals.; 
mains,  c.  i.,  8  m..  4  to  6  in.  dia.;  28  hyd.;  600 
serv.;  pipe,  iron;  pres.,  dom.  ft  f.,  160  lbs.;  cost, 
$86,000;  cost  mtce.,  $9,600;  wks.  owned  by  Co. 

VALLEY  MILLS,  p.  708.     No  f.  dept. 

Water  Supply — Src,  wells;  sya.,  pump  to  stdp.; 
stdp.  cap.,  12,000  gals.;  pres.,  dom.  26  to  40  Ibk; 
cost,  $7,500;  cost  mice.,  $500;  wks.  owned  by 
priv.  Corpn. 

VAN  ALSTYNE,  p.  1,441;  fwks.  ft  combt.  ord. 
F.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  1  hose  cart; 
hose,  cot.,  rub.  lined,  gd.,  1,260  ft.;  rub.,  1,260 
ft.;  f.  al.,  beU  ft  wh.;  tot.  mem.,  10  vol. 

Water  Supply — Src,  well,  2  blocks  bus.  cent.; 
sys.,  pump  to  stdp.,  dim.  12  z  100,  mat.  stL:  1 
pump,  eng.,  class  dup.,  cap.  day  100,000  gals.; 
mains,  c.  i.,  2V^  m.,  4  to  6  in.  dia.;  27  Djd.; 
9  v.;  met.,  110;  4  serv.;  pipe,  galv.  i.;  pres.,  dom. 
86  to  45  lbs.,  f.  126  lbs.;  cost,  $16,626;  cost 
mtce.,  $1,200;  wks.  owned  by  city. 

VICTORIA,  p.  3,678;  f.  area,  640  a.;  bldgs.,  bk. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.:  causes  of  f.  inv.  F.  dept. — 1  b.  ft  L  trie,  1 
comb.  c.  ft  h.  wag.,  8  hose  reels,  4  hrs.;  hoae,  ooL, 
rub.  lined,  gd.,  8,100  ft.;  t  aL,  Oamewell,  6  bx.; 
val.  equip.,  $9,000;  val.  bldga..  f  1,000;  ezp.  dept., 
$6,000;  tot  mem.,  208,  pd.  foU  time  6,  pd.  part 
time  2,  voL  200;  undra.  rating,  aecond  claas. 

Water  Supply — Src,  2  artesian  wells;  sys.,  pump 
to  stdp.  ft  dir.;  stdp.  cap.,  150,000  gals.,  dim.  100 
X  16;  2  pump,  eng.,  cap.  day  8,000,000  gals.; 
mains,  c.  i.,  10 Vi  m.,  4  to  12  in.  dia.;  187  hyd.; 
22  v.;  420  serv.;  pipe,  galv.  i.;  pres.,  dom.  46  lbs., 
f.  100  lbs.;  cost,  $02,000;  wks.  owned  by  city. 

WACO,  p.  26,425;  f.  area,  42  blocks;  mere, 
bldgs.,  bk.,  2  to  22  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  auto.  pump,  eng.,  1  chief's 
auto.,  7  str.,  1  c.  eng.,  20  hand  ex.,  2  h.  ft  1. 
trk.,  1  chief's  wag.,  8  hose  reels.  86  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  14,000  ft.;  f.  al.,  Gamewell, 
78  bx.;  vsl.  equip,  ft  bldgs.,  $108,000;  exp.  dept, 
$50,000;  tot.  mem.  239,  pd.  full  time  38,  pd. 
I>art    time    26,    vol.    175.      Insurance   key    rate,    19 

Ct'IltS. 

Water  Supply— €rc.,  wells,  riv.  ft  res.,  1  m. 
bus.  cent;  sys.,  grav.,  pump  to  stdp.  ft  dir.;  atdp. 
cap.,  600,000  gala.:  dim.,  60  z  22;  mat,  iron; 
res.  cap.,  4,000,000  gals.;  6  pump,  eng.,  class 
horizontal     oomp.     trip.,     cap.     day,     26,000,000 


Sals.;   mains,  c   i.,  86   m.,   4  to  24   in.  dia.;  700 
yd.;    1,200   ▼.;   met,    2,000;    10,600    serv.;   pipe^ 
galv.   i.;   pres.,   dom.   76   lb«.,   f.   90   to   100  iba.; 


cons,   day,    6,000,000    gals.;    cost,    $646,479;    cost 
mtce.,    $4,764;   wks.   owned   by   city. 

WALNUT  SPRINGS,  p.  1,840.  F.  dept. — 1  hose 
cart,    300   ft   hose,   76-bbl.   tk. 

WAXAHACHIE,  p.  6.205;  f.  area,  8,600  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  10  ft 
high;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  comb, 
c.  ft  h.  wag.,  6  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
wag.,  2  hose  car.,  8  hrs.;  hose,  cot,  rub.  lined,  gd., 
2.000  ft;  inf.,  800  ft;  tot  hose,  2.800  ft.;  f. 
al.,  elec. ;  val.  equip.,  $9,000;  val.  bldgs.,  $17,000; 
exp.  dept.,  $2,300;  tot.  mem,,  50,  pd.  full  time 
3.  pd.  part  time  3,  44  vol.  Insurance  key  rate,  60 
cents. 

Water  Supply — Src.  well,  800  ft  bus.  cent.; 
sy.s.,  pump  to  res.  &  stdp.;  stdp.  No.  1,  cap.  138.- 
000  grals.,  dim,  15  x  105,  mat.  iron:  stdp.  No.  2, 
(•ai>.  220,260  gals.,  dim.  23  x  GO,  mat.  iron;  res. 
rap.,  .5()0,90vK  pals.;  2  pump,  eng.,  class  comp.,  cap. 
4luv  2,000.000  g«ls. ;  mains,  c.  i.,  12  m..  4  to  12 
ill.' (lis.;  83  hyd.;  82  v.;  met.,  1,050;  1,500  serv.; 
pi!»e,  palv.  i.;  pres.,  dom.  50  lbs.,  f.  60  lbs.;  cons, 
day,  350,000  gals.:  cost,  $S6,003;  cost  mtce., 
$13,395;  wks.  owned  by  city. 

WEATHERFORD,  p.  6,074;  f.  area,  900  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  5  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  3  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1  hose  car.,  2 
hrs.;   hose,   cot,   rub.   lined,   gd.,   2,600  ft;   f.   aL, 


bell;  val.  equip.,  $8,000;  val.  bldga.,  $2,000;  ezp. 
dept,  $866;  tot  mem.,  60,  pd.  full  time  1,  59  voL 
Water  Supply — Src.  wells,  1,000  yds.  bus.  cent; 
sys.,  ppmp  to  res.;  res.  cap..  1.833.000  gsls.;  2 
pump,  eng.,  cap.  day  1,276,000  gals.;  mains,  c  u 

7  m.,  4  to  10  in.  dia.;  60  li}'d.;  75  v.;  450  met; 
625  serv.;  pipe,  stL;  pres.,  dom.  45  lbs.,  f.  ^0  Iba.; 
cons,  day,   100,000  gals.;  wka.  owned  by  Co. 

WEIMAR,  p.  906;  f.  ares,  640  a.;  mere  bldgs., 
stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  stn.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.  F.  dept — 1  str.,  1  h.  eng.,  1  c 
eng.,  1  c  hand  ex.,  1  h.  ft  L  trk.,  4  hose  car.;  hose, 
rub.,  gd.,  1,400  ft;  inf.,  600  ft;  tot  hose,  1.900 
ft;  f.  aL,  bell;  vaL  equip.,  $7,000;  vaL  bldgs., 
$600;  exp.  dept,  $800;  tot  mem.,  45,  pd.  part 
time  1.  44  voL 

Water  Supply — Src,  wells,  in  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.,  dim. 
100  X  18,  mat.  iron;  2  pump,  eng.,  class  diq>.»  cap. 
day  80,000  gals.;  maina,  c.  L,  8  m.,  4  to  10 
in.  dia.;  19  hyd.;  7  v.;  pres.,  L  40  lbs.;  oost, 
$10,000;  cost  mtce.,  $600;  wks.  owned  by  dty. 

WEST,  p.  1,645;  f.  area,  8  a.;  mere  bldgs..  bk.. 
stn.  ft  iron,  1  ft  2  slor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  p^rm.;  fwks.  ft  combt  ord.;  csoses  of 
f.  inv.  F.  dept — 1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft;  inf.,  800  ft;  tot  hose,  1.800 
ft.;  f.  aL,  bell;  tot  mem.,  20  vol.;  undrs^  rating, 
third  class. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys.. 
grav.,   pump   to   res.    ft   stdp.;    stdp.    cap.,    115,000 

Sals.;  res.  cap.,  76,000  gaJs.;  1  pamp.  et^.,  capi 
ay,  600,000  gals.;  mains,  galv.  L,  12  m.,  2  to  6 
in.  dia.;  20  hyd.;  60  met;  600  serv.;  ptee,  gslv. 
L;  pres.,  f.  60  lbs.;  oodsl  day,  100,000  gals.;  cost, 
$88,000;  cost  mtce.,  $1,800;  wks.  owned  by  Oa 

WHARTON,  p.  1,50&     F.  dept — A  c  hand  ez,. 

1  b.  ft  1.  trk.,  1  hose  wag.;  hose,  cot,  mb.  lizwd, 
gd.,  1,200  ft;  f.  aL,  bell;  vaL  equip.,  $2,000; 
tot  mem.,  21  voL     Insurance  key  rate,  74  cents. 

Water  Supply — Src,  deep  well  pump;  sys.,  pump.; 
to  stdp.,  1  elevated  stL  tk..  125  ft  high,  cap.,  50.- 
000  gals.;  2  pumps,  pres.,  82  lbs.;  mains,  6,000  ft, 
4  to  6  in.  dia.;  28  hyd. 

WHITESBORO,  p.  1,219;  f.  area,  640  a.;  nicrc. 
bldgs.,  bk.,  1  &  2  stor.;  priv.,  wd.,  1  A  *  m-*:.; 
wd.  rfs.  not  perm.  In  f.  area;  fwks.  &  combt.  ••pL; 
causes  of  f.  inv.  F.  dept. — 1  h.  .v  1.  trk..  :>  h.»~. 
carts;  hose,  cot,  rub.  lined,  gd..  l.ooo  ft;  in:.. 
300  ft;  tot  hose,  1,300  ft;  f.  al..  !>«11;  \a. 
equip.,  $2,250;  vaL  bldgs.,  $100;  e.\p.  dei»t..  i-iU; 
tot.   mem,,   30   vol. 

Water  Supply — Src,  well;  sys.,  pump  to  atdp.. 
res.  cap.,  100,000  gals.;  1  pump.  eng..  dup.,  cap. 
500,000  gals.;  2^  m.  mains,  4  to  8  in.  dia.;  40 
hyd.;  pres.,  40  to  60  lbs. 

WHITEWRIQHT,  p.  1,668;  f.  area,  30  a.;  mere 
bldgs.,  bk.,  1  to  2  stor.;  priv.,  wd.,  1  stor.;  vd. 
rfs.  perm,  in  f.  area;  fwks.  ord.  F.  dept — 1  bos« 
wag.,  1  hose  car..  2  hrs.;  hose,  cot,  rob.  lined,  gd.. 
1,400  ft;  f.  aL,  bell;  vaL  equip.,  $2,050;  vsL 
bldgs.,  $1,500;  exp.  dept,  $920;  tot  mem.,  11. 
pd.   full  time   1,   voL    10. 

Water  Supply — Src,  wells,  200  yds.  bu^  i-^tit.; 
sys.,  pump  to  i^ttlp. ;  stdp.  cap.,  80,000  gdl<.  4  ::»■ 
12  X  80,  mat.  stl. ;  res.  cap.,  75,000  gals.:  2  pui:.;  . 
eng.,  cap.  day  75,000  gals.;  mains,  c.  L,  4  t«.  "^  •  . 
dia.;  30  hyd.;  2  v.;  pres.,  dom.  ft  f.,  6»^  U»«.;  c^: -. 
<lay,  60,000  gate.;  cost,  $25  OO-l;  r-..>.i  .»..'.. 
$1,800;    wks.   owned   by   city.      •n-.iin»ii».*?   K»-y   i.u-. 

08  cents. 

WHITNEY,  p.  766;  f.  area,  20  a.;  mere,  bldgs. 
bk.,  2  stor. ;  priv.,  wd.,  1  stor. ;  wd.  rfs.  not  penn. ; 
no  fwks.  ord.  F.  dept — 1  c  en^.,  7  c  ex..  1  h.  ft 
L  trk.,  1  hose  wiag.;  hose,  1,000  ft;  f.  sL.  bell; 
vsL  eouip.,  $1,000;  vmL  bldgs.,  $2,000;  tot  mem^ 
20   ToL;   undrs.   rating,   tfaira   class. 

Water  Supply— <Sre.,  artesian  wells,  in  bus.  ccct; 
sys.,  grav.;  stdp.  cap..  40,000  gsls.;  res.  cb|».^  40,- 
000  gale.:  pump,  eng.,  cap.  day,  7,200.000  gals.; 
4  hyd.:  186  aerv.;  pipe,  4  m.,  2  to  4  in.  dia.; 
pres.,  X.  80  Iba.;  cost,  $15,000;  wks.  owned  t^ 
priv.   Ca 

WICHITA  FALLS,  p.  8,200;  f.  sres,  15  blocks: 
mere  bldgs.,  bk.  ft  stn.,  1  to  5  stor.;  priv..  wd.  «c 
bk.,  1  ft  2  stor.;  wd.  ris.  not  perm.  In  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept — 

2  auto.  comb.  pump.  eng.  ft  hose  wag..  S  autOL 
comb.  c.  ft  h.  wag.,  7  c  hand  ex..  1  h.  ft  L  trk  .  S 
hose   wag.;   hose,    cot.,   xxb,   lined,   gd.,   8,200   ft,: 
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f.  aL,  bell  &  'vAx.;  vaX.  equip.,  $20,000;  val.  bldgs., 
$15,800;  exp.  dept.,  $8,800;  tot.  mem.  18,  pd. 
full  time  6,  13  vol. 

WaUr  Supply — Src,  lake;  ays.,  pump  to  water 
tower;  tower  cap.,  106,000  gala.;  rea.  cap.,  60,- 
000,000  gala.;  2  pump,  eng.,  cap.  day  4,000,000 
gala.;  maina,  6  m.,  4  to  10  in.  dia.;  60  byd.;  600 
met.;  pree.,  dom.  46  to  60  Iba.,  f.  160  Iba.;  oona. 
day,  800,000  gala.;  coat,  $65,000;  coat  mtce.,  $2,- 
250;  wka.  owned  by  Co. 

WILLS  POINT,  p.  1,898;  mere  bldga.,  bk.  F. 
dept. — 1  gaaoline  eng.,  1  c.  eng.,  1  hoae  car.;  hoae, 
650  ft.;  f.  al.,  bell. 

Water  Supply — Src.,  wella  ft  clatema;  ay  a.,  pump. 

WINTERS,  p.  1,600;  f.  area,  400  a.  F.  dept— t 
hand  hoae  carta,  1  c  eng.,  1,000  ft.  hoae;  20  voL; 
vaL   equip.,   $1,600. 

Watar  Supply — Src.,  lake,  1  m.  bua.  cent;  aya., 
pump.;  1  pump  eng.,  cap.  day  604,000  gala.;  maina, 
0  in  dia.;  10  byd.;  prea.,  dom.  60  Iba.,  f.  100  Iba.; 
coat,  $20,000;  coat  mtce.,  $1,000;  wka.  owned  by 
city. 

WOLF  CITY,  p.  1,402;  f.  area,  80  a.;  mere, 
bldga.,  bk.,  1  ft  2  ator.;  priv..  wd.»  1  ft  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  iwka.  ft  combt.  ord.; 
causes  of  f.  mv.  F.  dept. — 1  comb.  c.  ft  h.  wag., 
4  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  reels;  hose, 
cot,  nib.  lined,  gd.,  1,800  ft;  inf.,  400  ft;  tot 
hose,  1,700  ft;  f.  aL,  wh.;  vaL  equip.,  $2,600; 
val.  bldgs.,  $200;  tot.  mem.,  17  vok 

Water  Supply— -Src.,  surface  tk.,  ^  m.  bus.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  80,000  gals.,  dim. 
15  z  28,  mat.  stL;  res.  cap.,  8,000,000  gala.;  1 
gasoline  pump,  eng.,  cap.  day  288,000  gals.;  mains, 
c.  1.,  1  m.,  4  to  6  in.  dia.;  4  hyd.;  owned  by 
city;  pipe,  c.  i.;  pres.,  dom.  40  lbs.,  f.  80  lbs.; 
cost,  $10,000;  cost  mtce.,  $200;  wks.  owned  by 
city. 


YOAKUM,  p.  4,657;  f.  area,  80 
wd.  ft  bk.,  1,  2  ft  8  stor.;  priv., 
wd.  rfa.  not  perm.;  fwks.  ft  comi 
f.  inv.  F.  dept — 2  c.  hand  ex., 
hose  wag.,  8  hrs.;  hose,  cot,  rub 
ft;  inf.,  1,000  ft;  tot  hose,  8,0 
ft  telp.;  val.  equip.,  $2,800;  va 
ezp.  dept.,  $800;  tot  mem.,  42,  p 
undra.  rating,  third  daaa. 

Water  Supply — Src.,  wells,  in 
pump  to  Btdp.  ft  dir.;  stdp.  cai 
res.  cap.,  75,000  gals.;  2  pum] 
2,600,000  gals.;  mains,  c.  i.,  8  n 

79  hvd.;   16  v.;   met,  800;   800 

80  Ibd.,  f.  125  lbs.;  cons,  (la; 
cost,  $172,000;  cost  mtce.,  $7,00 
y.   P.   L.   ft  W.   Co. 

YORKTOWN,  p.  1,180.  F.  de 
2  c.  eng.;  hose,  1,700  ft;  f.  al., 
$8,000;  val.  bldgs.,  $1,600;  tot 
Insurance  key  rate,  79  cents. 

Watar  Supply — Src.,  2  artesian 
to  stdp.  A  dir.;  atdp.  cap.,  64,00 

Places  with  a  population  of  1, 
ing  no  organized  Are  dept. — -Albi 
Alvin,  Alvord,  Anrleton,  Atlanta,  i 
Grove,  Bnacketville,  Burnet,  lE 
Celeste,  Clarendon,  Clifton,  Conter 
Daingerfleld,  Detroit,  Devine,  £ 
Estelline,  Franklin,  Qlenrose,  G< 
Prairie,  Higginfl,  lUughes  Springs, 
ville,  I*aporte,  Louisville,  Lone  O 
lone,  Marquez,  Mesquite,  Mount 
Nocona,  Oakwood,  Palmer,  Kan( 
Runge,  IRusk,  San  Diego,  San  Eli: 
mour,  Timpson,  Troup  Vernon, 
Wellington,  Ysleta. 


UTAH 


BEAVER,  p.  2,500;  L  area,  30  a.  F.  dept — 
1  hose  cart  offfT  ft.  Tiose;  val.  equip.,  $700;  vol. 

Water  Supply — ^Src.,  spr.;  sys.,  grav.;  pump, 
eng.,  cap.  day  600,000  gals.;  mains,  14^^  m.;  pres., 
dom.  85  lbs.,  f.  104  lbs,;  cost,  $40,000;  cost  mtce., 
$1,000;   wks.   owned  by  city. 

BINGHAM,  p.  8,200.  F.  dept — 1  &  raig.,  6 
bose  carts:  f.  aL,  bell;  vaL  equip.,  $7,000;  vaL 
bldgs..  $1,500;  exp.  dept,  $900;  tot  mem.,  80 
vol..    undrs.    rating,   third  class. 

Water  Supply — Src,  res.,  1  m.  bus.  cent;  aya., 
grav.;  mains.  8  m. ;  20  hyd.;  6  v.;  prea.,  dom.  60 
lbs.,   f.   90  Iba.;   wks.   owned  by  dty. 

BOUNTIFUL,  p.  2,000;  f.  area,  160  a.  F. 
dept. — 1  hose  cart  with  hose;  f.  al.,  bell:  val. 
equip.,  $2,000;  val.  bldgs.,  $800;  tot  mem.,  81 
vol.;   undrs.   rating,   third   class. 

Water  Supply — Src,  mountain  strm.,  1  m.  bus. 
cent;  sys.,  pump.;  1  pump,  eng.,  cap.  day  2,000,- 
000  gals.;  mains,  6  to  12  in.  dia.;  9  hyd.;  201 
serv.;  pres.,  dom.  90  lbs.,  f.  90  lbs.;  cost,  $40,- 
000;    wka.    owned   by   city. 

BRINGHAM  CITY,  p.  8,685;  f.  area,  6  blocks; 
mere  bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1 
&  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
dc  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  auto. 
trk.,  1  h.  ft  1.  trk.,  7  c  hand  ex.,  1  hose  cart; 
hose,  cot,  rub,  lined,  gd.,  1,100  ft;  inf.,  150  ft.; 
tot  hose,  1,250  ft;  f.  al.,  bell;  val,  equip.,  $3,000; 
vaL  bldg«.,  $7,000;  exp.  dept,  $650;  tot  mem.,  20 
vol.  * 

Water  Supply— Src,  spr.,  4  to  7  m.  biis.  cent.; 
sys.,  grav.;  2  res.,  combined  cap.  410,666  gals.; 
inains,  kalamein,  22  m.,  8  to  12  in.  dia.;  200  hyd.; 
30  v.;  1  met;  900  serv.;  pipe,  galv.  i. ;  pre*.,  dom. 
&  f.,  80  lbs.;  cons,  day,  200,000  gsK;  cost,  $85,- 
000;   cost  mtce.,  $319;  wks.  owned  by  city. 

CEDAR  CITY,  p.  1,706.     No  org.  f.  dept 
Water   Supply — Sys.,   grav.   ft   pump.;   res.   cap.. 

800.000    gals.;    mains,    8    to    8    in.    dia.;    4    hyd.; 

pres.,    80    lbs.;    cost,    $22,000;    cost   mtce.,    $900; 

wks.    owned   by   city. 

COALVILLE,  p.  1,100.  F.  dept. — 2  hose  carts, 
1,000  ft.  hose;  val.  equip.,  $1,350;  vaL  bldgs., 
$106;  vol. 

Water  Supply— Src,  spr.,  in  bus.  cent;  sys., 
pump  dir.;  pump  cap.  day,  460,800  gals.;  12  hyd.; 


12  v.;  mains,  3  m.;  pres.,  dom.  S 
cost,   $17,C61;  wks,   owned  by   cit;  , 

EPHRAIM,  £,2^96.      F.  dept- 
hose  car.;  hose,'  ToO  ft.;  f.  al.,  be! 
voL 

Water  Supply — rSrc,  wells,  1  m 
dir.  pres.;  stdp.  cap.,   75,000  gals.; 
000   gals.;   mains,    14    m.,    4    to    1  I 
dom.    ft    f.    50    to    100    lbs.;    cosi , 
mtce.,   $400;   wks.   owned   by   city. 

EUREKA,   p.    3.416;    bldg:*.,   bk  , 
ft   2  stor.;  wdTTftT "IMJt "perm. ;   nc 
ord.      F.    dept. — 1    h.    ft    1.    trk., 
hose  carts,  2  hrs.;  hose,  cot.,  rub.  '. 
ft;    inf.,    300    ft;    tot.    hose,     1,1 
bell;    val.    equip.,    $1,600;    val.    bll 
dept.,    $800;    tot    mem.,    60    vol. 
fourth    class. 

Water  Supply — Src,  wells,  3M 
aya.,  pump  to  tk.,  tk.  cap.  100 
16  x  24,  loc.  on  aide  of  mounts! 
pump,  eng.,  cap.  day  144.000  fi 
m.,  2  to  5  in.  dia.;  20  hyd.;  1 
250  serv.;  pipe,  spiral  riveted;  pre 
cons,  day,  120,000  gals.;  cost.  $20, 
$1,000;  wks.  owned  by  city. 

GARLAND,  p.  1,000;  f.  area, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  pri 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area 
ord.;  causes  of  f.  inv.  F.  dept. — 1. 
cart,  buckets,  ladders,  etc.;  hose, 
gd.,  500  ft.;  f.  al.,  bell;  val.  e«|ui 
bldgs.,  $200;  exp.  dept,  $50;  tot. 
urdrs.  rating,  third  class. 

Water  Supply— 6rc.,  wells.  1  m. 
dir.  pres.;  mains,  2  m. ;  6  hyd.;  1 
by  Co. 

LOGAN,  p.  7,522;  f.  area,  60  i 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  w<j 
wd.  rfs.  not  perm,  in  f.  area;  com 
of  f.  inv.  F.  dept. — 1  auto.  trip. 
ft  pump,  eng.,  1  hand  eng.,  4  c.  hi 
c  ft  h.  wag.,  1  hose  cart,  2  hrs.; 
lined,  gd..  8,700  ft.;  f.  aL.  bel 
^uip.,  $18,775;  exp.  dept,  $765; 
pd.  full  time  2,  10  voL 


c-380 
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Water  Supply — ^Src,  riv.,  8  m.  but.  cent.;  sjrs., 
gniv.;  mains  iron  k  wd.,  £3  m.,  2  to  18  in.  dia.; 
116  hyd.;  20  met.;  1J90  aenr. ;  pipe,  iron  &  lead; 
prea.,  dom.  50  Iba.,  f.  120  lbs.;  coat,  $152,720; 
coet  mtce.,  $2,000;  wka.  owned  by     city. 

MANTI,  p.  2,423;  mere,  bldga.,  wd.  &  bk.,  1 
to  8  ator.;  priv.,  wd.,  1  &  2  ator.;  wd.  rfa. 
perm.;  no  fwks.  &  combt.  ord.  No  org.  f.  dept. — 
1  h.  A:  1.  trk. 

Water  Supply — Src,  spr.,  3  m.  bus.  cent.;  ays., 
grav. ;  res.  cap.,  316,800  gals.;  mains,  atl.  Sl  iron, 
14  m.,  1  to  S  in.  dia.;  160  hyd.;  54  met.;  427 
aerv. ;  pipe,  galv.  i.;  prea..  dom.  50  lbs.,  f.  50  Iba.; 
cons.  da>',  126,720  gala.;  cost,  $53,400;  cost  mtce., 
$500;  wks.  owned  by  city. 

MERCUR,  p.  1,047;  f.  area,  7  a.;  mere  bldga., 
atn.,  1  btory;  pr.v.,  wd.,  1  stoiy;  wd.  rfa.  not 
perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes  of 
i.  inv.  F.  dept. — 1  h.  k  1.  trk.,  1  hose  reel;  hose, 
cot.,  rub.  lined,  gd.,  600  ft.;  inf.,  800  ft.;  tot 
hose,  900  ft.;  f.  al.,  bell;  val.  equip.,  $800;  val. 
bldgs.,  $1,000;  exp.  dept.,  $200;  tot.  mem.,  28  voL 

Water  Supply---Src.,  Ophir  Creek,  7  m.  bus. 
cent.;  ays.,  tk.;  atdp.  cap.,  200,000  gala.,  mat 
wd.;  3  pump.  eng..  cap.  day,  619,200  gala.;  mains, 
atl.,  25  m.;  8  hyd.;  50  v.;  2  met.;  pipe,  galv.  i.; 


preb.,  dom.  100  Iba.,  f.  100  lbs.;  cons,  day,  50,000 
gala.;  cost,  $115,000;  cost  mtce.,  $2,000;  wka. 
owned  by  priv.  Co. 

Ml  OVALE,  p.  1,760.  F.  dept — 1  hoae  cart,  500 
ft.   hose;  bell   al.;   28  vol. 

Watar  Supply-— -Src,  mountain  atrm.,  8  m.  bua. 
cent.;  ays.,  dir.  prea.;  maina,  10  m.,  2  to  0  in. 
dia.;  10  met;  pipe,  wd.  JB  iron;  prea.,  dom.  A  f.  80 
Iba.;  coat,  $25,000;  coat  mtce.,  $1,500;  wka.  owned 
by  priv.   Co. 

MILFORD.  p.  1,014.  F.  dept. — 1  hoae  cart,  1 
comb.   h.  k  1.   trk.,  800  ft  hose;  bell  al.;   18  toL 

Water  Supply — Src.,-  2  wella,  in  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  150,000  gals.;  2  pump, 
eng.,  cap.  day  216,000  gals.;  mains,  iitl.  k  wd., 
2  m.,  6  to  10  in.  dia.;  25  hyd.;  pres.,  dom.  45 
to  50  lbs.,  f.  90  lbs.;  wks.  owned  by  city. 

MURRAY,  p.  4,057;  f.  area,  900  a.;  mere. 
bldg^SM  bk.  k  stn.,  1  to  4  ator.;  priv.,  bk.  k 
wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  k  combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 
1  c.  eng.,  12  c.  hand  ex.,  1  h.  ^  1.  trk.,  1  hose 
wag.,  2  hose  car.,  1  gasoline  eng.;  hose,  cot.,  rub. 
lined,  gd.,  1,300  ft.;  mf.,  300  ft;  tot  hose,  1,600 
ft;  f.  al.,  telp.  k  bell,  2  bx.;  val.  equip.,  $5,000; 
val.  bldgs.,  $1,200;  exp.  dept,  $420;  tot  mem., 
31,  pd.  part  time  2,  vol.  81;  undra.  rating,  first 
class. 

Water  Supply — Src,  artesian  well,  8H  ni.  bua. 
cent;  sya.,  grav.;  res.  cap.,  40,000  gals.;  mains, 
2H  m.,  6  to  12  in.  dia.;  36  hyd.;  12  v.;  150 
aerv.;  pipe,  galv.  i.;  prea.,  dom.  80  Iba.,  f.  100 
Iba.;  cons,  day,  400,000  gala.;  coat,  $60,000;  coat 
mtce.,  $250;  wk.s.  owned  by  city. 

MT.  PLEASANT,  p.  2,280;  f.  area,  200  a.; 
mere,  bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk. 
k  wd.,  2  ator.;  wd.  rfa.  not  perm.;  fwka.  k  combt. 
ord.;  causes  of  f.  inv.  F.  aept. — 1  hand  eng.,  2 
c  hand  ex.,  1  h.  ft  L  trie.,  1  hoae  wag.,  2  lira.; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  helU 
val.  equip.,  $3,000;  exp.  dept,  $200;  tot  mem., 
11,  pd.  part  time;  undra.  rating,  fourth  claaa. 

Water  Supply — Src,  mountain  strm.,  4  m.  bua. 
cent;  sys.,  grav.;  res.  cap.,  250,000  gala.,  loc.  M 
m.  east  town;  38  hyd.;  prea.,  95  Iba.;  cost,  $50,- 
000;  cost  mtce..  $700;  wka.  owned  by  city. 

OGDEN  CITY,  p.  25,680;  f.  area,  11,280  a.; 
mere.  bldg«.,  bk.,  atn.  k  cone,  1  to  8  stor.;  priv., 
bk.,  wd.  %  cone,  1  to  3  stor.;  wd.  rfs.  not  perm. 
in  f.  area;  fwks.  k  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 2  auto.  comb.  c.  k  h.  wag.,  1  chief 'a 
auto.,  1  auto.  pump,  eng.,  1  c.  eng.,  12  c  hand  ex., 
1  comb.  c.  k  h.  wag.,  1  aer.  trk.,  2  hose  wag.,  5 
hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  inf., 
1,000  ft.;  tot.  hose,  9,000  ft.;  f.  al.,  Oamewell, 
25  bx.;  val.  equip.,  $40,000;  val.  bldga.,  $25,000; 
exp.  dept.,  $35,000;  tot  mem.  24,  pd.  full  time; 
undrs.   rating,   third    class. 

Water  Supply — Src,  riv.,  8  m.  bua.  cent;  ays., 
grav.;  rea.  cap.,  20,000,000  gala.;  maina,  kala- 
mein,  51  m.,  2  to  80  in.  dia.;  144  hvd.;  170 
v.;  290  met;  5.600  serv.;  pipe,  galv.  L;  prea., 
dom.  85  lbs.,  f.  120  Iba.;  wka.  owned  by  city. 


PARK  CITY,  p.  8,489;  f.  area,  S50  a.;  mera 
bldgs.,  bk ,  atn.  k  wd.,  I  k  2  ator.;  priv.,  bk., 
stn.  k  wd.,  1  k  2  stor.;  wd.  rfa.  perm,  in  f.  tret; 
fwka.  k  combt.  ord.;  cauaea  of  f.  inv.  P.  6epL — 
1  h.  ft  1.  trk..  1  comb,  c  ft  h.  wag.^  1  c  eng., 
6  hose  carta,  7  hoae  reels,  1  c.  hand  ex.;  bose, 
cot,  rub.  lined,  gd.,  5,850  ft;  inf.,  500  ft;  tot 
hose,  5,850  ft;  f.  al.,  telp.  ft  elec  wh.;  vaL  equip.. 
$9,000;  val.  bldga.,  $7,500;  exp.  dept,  $1,600; 
tot.   mem.,    80    vol. 

Water  Supply — Src,  mounuin  atrm.,  IVi  dl 
bus.  cent;  ays.,  grav.;  rea.  cap.,  6,000,000  g^; 
maina,  iron,  6  m.,  4  to  12  in.  dia.;  85  hyd.;  pipe, 
iron;  prea.,  dom.  110  Iba.,  f.  150  lbs.;  cost,  97&,* 
000;  coat  mtce.,  $5,000;  wka.  owned  by  dty. 

PAYSON,  p.  8,000;  f.  area,  SO  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  &  S 
ator.;  wd.  rfa.  perm,  in  f.  area;  fwks.  ft  comb.  onL; 
cauaea  of  f.  inv.  F.  dept — 1  hoae  cart;  hoae,  oot, 
rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  tot  mem.,  30 
vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sfs.* 
dir.  pres.;  atdp.  cap.,  300,000  gals.:  mains,  ISH 
m.;  15  hyd.;  108  aerv.;  prea.,  dom.  ft  L  110  lbs.; 
cost,  $52,000;  wks.  owned  by  city. 

PRICE,  p.  5,000;  f.  area,  1.000  a.  F,  dept— 
1  hoae  cart;  val.  equip.,  $200:  tot  mem.  5,  (•! 
$2.50  per  fire;  undrs.  rating,  fifth  elaasv. 

Water  Supply — Src,  pond;  eys,,  pump  dir.;  viu. 
owned  by  city. 

PROVO  CITY,  p.  8,925;  f.  area,  820  a.;  nwrc 
bldga.,  bk.,  1  to  8  stor.;  priv.,  bk.,  1^  stor.;  vl 
rfa.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  atr.,  2  c  hand  ex.,  2  hose  vt^^ 
3  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,250  ft;  iaf.. 
150  ft;  tot  faose,  2,400  ft;  f.  aL,  bell  ft  UIf  : 
val.  equip.,  $5,500;  vaL  bldca.,  $2,000;  exp.  6tpL, 
$4,367;  tot  mem.  25,  pd.  full  time  3,  22  voL 

Water  Supply — Src,  riv.,  8  m.  bus.  cent;  its-, 
grav.;  rea.  cap.,  271,125  gals.;  mains,  c  L  A 
wd.,  28  m.,  4  to  21  in.  dia.;  00  hyd.;  85  v.; 
1,300  aerv.;  pipe,  galv.  i.;  prea.,  dom.  75  lb».. 
f.  110  Iba.;  cost,  $200,000;  coat  mtce,  $2,000; 
wka.  owned  by  city. 

RICHFIELD,  p.  2,569;  f.  area,  600  a.:  laefc. 
bldgs.,  bk.  ft  stn.,  1  to  8  ator.;  priv.,  bk..  14 
ft  2  ator.;  no  wd.  rfs.  perm,  in  f.  limits;  combt. 
ord.  F.  dept. — 1  c  eng.,  2  hose  carts;  hose,  cct. 
rub.  lined,  1,000  ft;  rub.,  gd..  200  ft;  tot  bc^, 
1,200  ft;  f.  al.,  bell;  val.  equip..  $1,200;  vaL 
bldga.,  $200;  tot  mem.,  6  voL 

Water  Supply — Src,  apr.;  sya.,  grav.;  maina,  9 
in.  dia.;  7  hyd. 

SALINA,  p.  1,100;  f.  area,  240  a.  F.  dept. — 
1  hose  cart,  ladders;  f.  al.,  bell;  vaL  cquir « 
$1,000;   val.  bldgs.,   $250;  vol. 

Water  Supply — Src,  wells.  1  m.  bi».  cent;  qrs, 
pump.;  pump,  eng.,  cap.  day  85,000  gala.;  10 
hyd.;  200  serv.;  ures..  dom.  70  lbs.;  cost,  $31.- 
000;  cost  mtce.,  $300;  wka.  owned  by  city. 

SALT  LAKE  CITY.  p.  92.777;  1  area.  82.00* 
a.;  mere  bldga.,  bk.,  atn.  ft  cone,  1  to  16  star.; 
priv.,  bk.,  atn.  ft  wd.,  1  to  4  ator.;  wd.  rfa.  act 
perm,  in  f.  area;  fwka.  ft  combt.  ord.;  canaes  of 
f.  inv.  F.  dept. — 1  auto,  tripu  combL  piuiq),  c 
ft  h.  wag.,  1  auto.  comb,  c  ft  h.  wag.,  1  chier* 
auto.,  8  n.  ft  L  trk.,  8  atr.,  1  c  eng.,  14  c  hand 
ex.,  1  aer.  trk.,  5  comb,  c  ft  h.  wag.,  1  aoprl7 
wag.,  1  line  wag.,  1  reel.  26  bra.;  hoae.  cot.,  rib. 
lined,  gd.,  10,000  ft.;  f.  al.,  elec,  79  bx.;  ^aL 
equip,  ft  bldga.,  $164,444;  exp.  dcpC,  $»8.858; 
tot.  mem.,  74,  pd.  full  time. 

Watar  Supply — Src,  atim.  ft  spr.,  S  to  10  a. 
bua.  cent.;  sya.,  grav.;  rea.  cap.,  9,000.000  gal*., 
loc  8  m.  bua.  cent;  maina.  c  L,  220  n.,  3  ts 
86  in.  dia.;  1,788  hyd.;  8,840  v.;  78S  met;  p  T>e, 
lead;  prea.,  dom.  125  lbs.,  f.  200  Ibet;  coma.  da;. 
22.000,000  gala.;  coat  $6,000,000;  east  mtce... 
$102,000;  wka.  owned  by  city. 

SMITHFIELD.  p.  2,000.  F.  dept — 1  hose  cut; 
vol. 

Water  Supply — Src,  apr.,  1  m.,  bua.  cent:  9f%. 
pump;    8   hyd.;    cost   $25,000;   cost  mtoe.,    tS3«": 
wks.  owned  by  city. 

SANDY  CITY,  p.  1,087.     F.  dept — Vat  reported. 

Water  Supply---Src.  apr.;  sya.,  grav.:  inairs 
iron,  2  m.,  2  to  6  in.  dia.;  60  aerv.;  pre*.,  1 
60  Iba.;  coat,  $5,000;  wks.  owned  by  Co. 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— VERMONT. 


3PRINGVILLE,  p.  1,000.  F.  dept. — 2  hose 
carts,  1,000  ft.  hose;  val.  equip.,  f 5,000;  ezp. 
dept.,   $60;  tot.  mem.,   23  vol. 

Water  Supply— ^rc,  wells. 

TOOLE,  p.  2.753;  mere,  bldgs.,  bk.,  stn.  k  wd., 
2  Btor.;  priv.,  bk.  it  wd.,  2  stor.;  wd.  rfs.  perm. 
F.  dept. — 1  hose  cart;  hose,  cot.,  rub.  lined,  gd., 
800    ft. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  ays., 
grav.;  res.  capw,  80,000  gals.;  inains,  wd.,  6  m., 
2^  to  4  in.  dia.;  126  hyd.;  5  v.;  126  serv.;  pipe, 
galv.  1.;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cost, 
120,000;  cost  mtce.,  $400;  wks.  owned  by  Co. 

VERNAL,  p.   836.     F.  dept. — Not  reported. 


Water  Supply — Src,  caxuil,  S 
sys.,  grav.;  mains,  7^  m.,  4  1 
hyd.;  22  v.;  pipe,  wd.;  pres.,  do 
f.  62  to  72  Ibd.;  cost,  $35,00 
city. 

Places  with  a  population  of  1 
iug  uo  organized  Hre  dept. — Am 
lante,  Fairview,  Fillmore,  Gratsv 
ville,  Huntington,  Uyrum,  Kami 
City,  Manti,  Mill  Creek,  Monrc 
Pangwitoh,  Parowan,  Pleasant  Gi 
George,  Spanish  Fork,  Spring  Ci 

Places  with  a  population  of  . 
reported — Castle  Dale,  Farmingt( 
cur,  Morgan,    Sugar,    Tremonton, 


VERMONT 


ARLINGTON,  p.  1,193;  f.  area,  260  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  1V&  stor.;  wd. 
rfs.  perm.;  no  fwks.  &  combL  ord.  F.  dept. — 1 
hand  eng.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
260  fL;  linen,  gd.,  200  ft.;  inf.,  260  ft.;  tot 
hoae,  700  ft.;  f.  aL,  bell;  val.  equip.,  f276;  vaL 
bldgs.,  $200;  ezp.  dept.,  $100;  tot.  mem.,  60  voL 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  sys.. 
grav.;  res.  cap.,  1,000  bbls.;  K«ins,  wrL  L.  8 
m.,  1  to  6  in.  dia.;  pres.,  dom.  70  lbs.,  f.  70  lbs.; 
cost,   $6,000;   wks.   owned   by  priv.   Co. 

BARNET,  p.  1,768;  f.  area,  400  a.;  mere  bldgs., 
wd.,  2  &  8  stor.;  priv.,  wd.,  1  k  2  stor.;  wd. 
rtB.  perm.;  no  fwks.  Je  combt.  ord.  F.  dept. — 
1  comb.  c.  &  h.  wag.,  1  hose  wag.,  1  hand  eng.,  1 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  800  fL;  inf.» 
1<60  ft.;  tot.  hose,  960  ft.;  f.  aL,  bell;  val.  equip., 
$1,000;  vaL  bldgs.,  $700;  exp.  d^t,  $60;  toL 
mem.,    80   vol. 

Water  Svpply — Src,  spr.;  sys.,  grav.;  res.  cap., 
$36,000;  mains,  galv.  L,  2  m.,  8  in.  dia.;  1 
hyd.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day, 
5,280  gals.;  cost,  $5,000;  cost  mtce.,  $100;  wks. 
owned  by  Co. 

BARRE,  p.  10,784;  f.  area,  2,476  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  2  to  6  stor.;  priv.,  wd.,  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combL 
ord.;  causes  of  f.  inv.  F.  depL — 1  h.  ft  L  trk.,  1 
hand  eng.,  4  c  hand  ex.,  1  comb.  c.  k  h.  wag.,  4 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  3,000  fL; 
inf.,  1,500  ft.;  tot.  hose,  4,600  fL;  f.  al.,  bell  k 
wh.,  17  bx.;  .  vaL  equip.,  $9,000;  vaL  bldgs., 
$30,000;  exp.  dept.,  $6,600;  toL  mem.,  86,  pd. 
full  time  6,   80  vol. 

Water  Supply — Src,  reservoirs,  8  to  6  m.  bus. 
cent.;  ays.,  grav.;  res.  cap.,  66,000,000  gals.;  1 
pump,  eng.,  cap.  day,  720,000  gals.;  mains,  c  L, 
28  m.,  IH  to  24  in.  dia.;  121  hyd.;  1,630  serv.; 
pres.,  dom.  120  lbs.,  f.  180  lbs.;  cons.  day.  1,600,- 

000  gals.;  cost,  $824,197;  cost  mtce.,  $18,088; 
wks.  owned  by  city. 

BARTON,  p.  3,346;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  4  stor.;  priv.,'wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combL  ord.;  causes  of 
f.   inv.     F.   dept. — 10   c  hand  ex.,   1  h.  &  1.   trk., 

1  supply  wag.,  4  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  2,450  ft.;  f.  al.,  bell  k  wh.;  val.  equip.,  $4,* 
OOO;  vaL  bldgs.,  $2,000;  exp.  dept.,  $600;  tot. 
mem.,   55   vol.;    undrs.   rating,   third   class. 

Water  Supply — Src,  brook  k  pond,  1%  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  1,600,000  gals.;  mains, 
c.  1.,  5H  m.,  4  to  12  in.  dia.;  34  hyd.;  12  v.; 
2,770  serv.;  pipe,  galv.  i.;  pres.,  dom.  125  to  160 
lbs.,  f.  125  to  150  lbs.;  cost,  $20,000;  cost  mtce., 
$300;   wks.   owned  by  village. 

BELLOWS  FALLS,  p.  4,888;  f.  area,  1,500  a.; 
mere  bldgs.,  bk.  k  wd.,  2  to  '4  stor.;  priv.,  bk.  k 
wd.,  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  i.  inv.  F.  dept. — 1  h. 
k  1.  trk.,  1  comb,  c  k  h.  wag.,  1  str.,  16  c 
hand  ex.,  5  hose  carte,  1  hose  reel,  2  hrs. ;  hose, 
cot.,  rub.  lined,  gd.,  5,250  ft.;  f.  al..  wh.,  striker  k 
gong,  18  bx.;  val.  eauip.,  $18,000;  val.  bldgs., 
$40,000;  exp.  dept.,  $4,000;  tot.  mem.,  88,  pd. 
part  time. 

Water  Supply — Src,  ponds,  1%  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  200,000  gals.;  mains,  16 
m.,  4  to  20  in.  dia.;  79  hyd.;  155  meL;  784 
serv.;  pipe,  iron  k  lead;  i/res.,  100  to  160  lbs.; 
cost,  $50,000;  wks.  owned  by  city. 


BENNINGTON,    p.     8,698;    f. 
mere   bldgs.,   stn.,   bk.   k  wd.,   2   . 
bk.    k    wa.,    2    stor.;    wd.    rfs.    ]  ! 
fwks.  k  combt.  ord.;  causes  of  i 
1  str.,  1  e  eng.,  4  c  hand  ex.,   I 
^ose   wag.,   4    hose   carts,    2    hrs. 
lined,  gd.,  4,150  ft;  f.  aL,  Gami  > 
equip.,    $14,000;   val.    bldgs.,    $1 
$8,962;  tot.  mem.,  188,  pd.  full 
time  6,   125   vol. 

Water    Supply — Src,    spr.    k     i 
res.  cap.,   1,000,000  gals.;  mains 
in.  dia.;  62  hyd.;  met.,  18;  pres., 
125   lbs.;    cost,   $200,000;   wks. 

BETHEL,  p.  1,611;  f.  area,  IC  I 
bk.  k  wd.,  1^  k  2  stor.;  wd.  rfi 
— 2  c  hand  ex.,  8  hoee  car.;  hoi  > 
inf.,    250    ft.;    tot.    hose,    1,250    I 
val.  equip.,  $2,600;  toL  mem.,   :  I 

Water  Supply — Src,  riv.;  Bys., 
1,080,000   gals.;    mains,    \^    m.,    ! 
10  hyd.;   cost,   $4,000;  wks.  own  i 

BRADFORD,  p.  614;  f.  area,  8  I 
k  wd.,   2  ft  8  stor.;  wd.  rfa.  pe  ; 
hand  eng.,   1  h.  4t  1.  trk.,  4  hos( 
rub.  lined,  gd.,  1,800   fL;   t.  al.,  1 
$1,860;  val.  bldgs.,  $800;  exp.  d 
mem.,   20  voL;  undrs.  rating,  thii  i 

Water  Supply — Src,  spr.  k  br  < 
ree.   cap.,   1,400,000   gals.;   mains 
in.  dia.;  83  hyd.;   178  serv.;  pref 
f.  116  lbs.;  cost,  $60,000;  cost  zi 
owned  by  town. 

BRANDON,    p.    2,712;    f.    area, 
bldgs.,   bk.,    2,    8   &    4   stor.;   prii 
wd.   rfs.   perm.;   fwks.   k  combt. 
1  hand  eng.,   1  e  eng.,  8  e  hac: 
trk.,    2    hose   wag.,    2    hose   car.; 
lined,    gd.,    2,000    fL;    inf.,    600 
2,500    IL;    f.    al.,    elec,     100    l> 
$8,300;   val.  bldgs..   $2,600;   toL   : 

Water  Supply — ^Src,  lake;  sys., 
m.,    4   to    16    m.   dia.;    42   hyd.;    i 
pipe,    galv.    iron;    pres.,    dom.    40 
66   lbs.,   cost,   $50,000;   cost  mtc! 
owned   by   fire  district. 

BRATTLEBORO,  p.  7,541;  f.  ari 
bldgs.,   stn.,    bk.   k   wd.,    2    to   4    ; 
2V8    stor.;    wd.    rfs.    perm.;    fwks. 
F.   dept — 3   str.,   2   c   eng.,   12   c 
k    1.    trk.,    5    hose    car.,    2    hrs.; 
lined,    gd.,    6,400    ft;    inf.,    1,25G 
6,650    ft.;    t.    al.,    Gamewell;    bx., 
$18,000;  val.  bldgs.,  $20,000;   ex]) 
toL'  mem.,   103,  pd.  part  tune  1, 
rating,  second  class. 

Water    Supply — Src,    spr.,    5.7 
sys.,  grav.  k  pump  to  res.  as  a  n: 
res.    cap.,    6,000,000    gals.;    high 
100,000,000  gals.;  pump,  eng.;   ca 
gals.;   mains,   iron,   25   m.,   4  to   1 
hyd.;   met.,    60;   800   serv.;   pipe, 
pres.,  dom.  50  to  100  lbs.,  f.  75  t< 
$400,000;  wks.  owned  by  Co. 

BRIGHTON,    p.    2,000;    f.    area, 
bldgs..  wd.,  1  to  8  stor.;  priv.,  wc 
wd.  rfs.  perm,  in  f.  area;  no  fwks. 
causes    of    f.     inv.       F.     depL — 1 
h.  ft  L  trk.,  8  hose  car.,  c  hand  ^ 
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rub.  lined,  gd.,   2.000  ft.;   f.   al.,  wh.;  val.  equip., 
$2,500;  exp.  dept.,  9800;  tot.  mem.,   45  toL 

Water  Supply — Src,  mountain  strm.,  3  m.  bus. 
cent.;  sys.,  yrav.;  res.  cap.,  500,000  gals.;  mains, 
c.  i.,  10  m.,  3  to  10  in.  dia.;  64  hyd.;  48  v.;  3 
met.;  386  serv.;  pipe,  galv.  i. ;  pros.,  dora.  &  f., 
86  to  100  lbs.;  cost,  $50,000;  cost  mtce.,  9350; 
wkfl.    owned  by   town. 

BRISTOL,  p.  2,061;  f.  area,  480  a.;  mere 
bidgs.,  wd.  &  bk.,  2  stor.;  priv.,  wd.,  IH  ator.; 
wd.  rfs.  perm.;  uo  fwks.  ^  combt.  ord.  F.  dept. 
— 1  c.  eng.,  16  c.  hand  ex.,  1  b.  JB  1.  trk.,  4  faoae 
oar.;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft.;  f.  al., 
bell;  exp.  dept.,  9200;  tot.  mem.,  45  vol.;  undra. 
rating,  third  class. 

Water  Supply — Src.,  spr.,  7  m.  bus.  cent.;  sys., 
grav.  dir.;  res.  cap.,  700,000  gals.;  mains,  galv. 
&  wrt.  i.,  11  m.,  4  to  10  in.  dia.;  54  hyd.;  800 
serv.;  pipe,  wrt.  i.;  pres.,  dom.  110  to  150  lbs.; 
cost,  961,000;  cost  mtce.,  9800;  wks.  owned  by 
town. 

BURLINGTON,  p.  20,468;  f.  area,  6,400  a.; 
mere,  bldgs.,  wd.,  bk.  ft  stn.,  2  to  7  stor.;  priv., 
l)k.  tc  wd.,  2  to  4  stor.;  wd.  rfs.  not  perm,  in  f. 
urea;  fwks.  k  combt.  ord.;  causes  of  x.  inv.  F. 
dept. — 1  fluto.  comb,  trk.,  1  str.,  -2  c  eng.,  2 
comb,  c  &  h.  wag.,  14  c.  hand  ex.,  1  h.  ft  L  trk., 
8  hose  wag.,  1  chief's  auto..  11  hrs.;  cot.,  rub. 
lined,  hose,  gd.,  9,500  ft;  rub.,  gd.,  700  ft;  tot. 
hose,  10,200  ft.;  f.  al.,  Oamewell,  67  bx.;  vaL 
equip.,  $24,450;  val.  bldgs.,  930,000;  exp.  dept, 
$29,000;  tot.  mem.  39,  pd.  full  time  18,  pd.  part 
time  13,  voL  13;  undrs.  rating,  first  class. 

Water  Supply — Src,  lake,  1  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  7,000,000  ^la.;  8  pump, 
eng.,  cap.  day,  4,000,000  gals.;  mams,  c.  i.,  wrt. 
i.  A:  cem.,  42.29  m.,  4  to  SO  in.  dia.;  253  hyd.; 
714  v.;  met.,  3,660;  4,117  serv.*  pipe,  galv..  c.  i. 
ft  lead;  prcB.,  dom.  20  to  120  lbs.,  f.  20  to  128 
lbs.;  cons,  day,  1,0«1,64<3  gals.;  cost.  $4<91,1<00; 
cost  mice.,  $56,577;  wks.  owned  by  city. 

CABOT,  p.  1,126;  bldgs.,  frame,  IH  &  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  1  hose 
car.;  f.  al.,  bell;  vaL  equip.,  $1,500;  tot.  mem., 
SO   vol. 

Water  Supply— Src.,  spr.  ft  well«,  1  m.  bus.  cent.; 
syS't  gi'^v.;  2  hyd.;  cost,  $2,000;  wks.  owned  by 
priv.   Co. 

CAMBRIDGE,  p.  860.  F.  dept. — 2  hose  carta, 
1,200  ft.  hose;  val.  equip.,  $1,000;  vol. 

Water  Supply — Src,  spr.,  6  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  500,000  gals.;  mains,  c  i.,  5  m., 
4  to  8  in.  dia.;  18  hyd.;  7  v.;  80  serv-.;  pres.,  dom. 
90  lbs.,  f.  90  to  95  lbs.;  cost,  $25,000;  wks.  owned 
by   city. 

CASTLETON,  p.  2,080;  f.  area,  10  a.;  mere 
bldgs.,  wd.  ft  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  ft  8 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.  F. 
dept. — 2  hand  eng.,  1  hose  car.;  hose,  cot.,  rub. 
1  ned,  gd.,  800  ft.;  inf.,  150  ft;  tot.  hose,  450 
ft;  val.  equip.,  $2,500;  exp.  dept,  $127;  tot 
mem.,   75   vol. 

No  waterwks. 

CAVENDISH,  p.   1,852.     F.  dept.— 1  c  eng.,   1 
h.  ft  1.  trk.,  1  hose  cart;  f.  al.,  bell;  voL 
Water  Supply — Not  reported. 

CHELSEA,  p.  1,278;  f.  area,  2  m.;  mere  bldgs., 
bk.  ft  wd.,  2Vi  stor.;  priv.,  bk.  ft  wd.,  IH  to  2^ 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F. 
dept. — 1  hand  eng.,  15  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  car.,  1  hose  wag.;  hose,  cot  lined, 
500  ft;. rub.  lined,  2,000  ft;  tot  hose,  2,500  ft; 
f.  al.,  bell;  val.  equip.,  $1,000;  val.  bldgs.,  $660; 
tot   mem.,    24   vol.;   undrs.   rating,  third   class. 

Water  Supply — Wells  ft  strms. 

CHESTER,  p.  1,750;  mere  bldgs.,  wd.,  1  ft  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
hand  eng.,  20  c.  hand  ex.,  1  h.  ft  1.  trk.,  6  hose 
carts;  hose,  cot.,  rub.  lined,  gd.,  3,000  ft;  inf., 
500  ft;  tot  hoae,  3,600  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $3,000;  val.  bldgs.,  $2,500;  exp.  dept, 
$600;  tot.  mem.,  22,  pd.  part  time. 

Water  Supply — Src,  spr.  ft  brook,  2  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  1,000,000  gals.;  mains, 
c  i.,  4  m.,  4  to  10  in.  dia.;  28  hyd.;  225  serv.: 
pipe,  iron;  pres.,  dom.  ISO  lbs.,  f.  180  lbs.;  cost, 
$30,000;   cost   mtce.,  $250;   wks.  owned  by  village. 


COLCHESTER,  p.  6,450.  F.  dept — 1  str.,  5  c. 
hand  ex.,  1  h.  ft  1.  trk.,  4  hose  carts;  f.  aL,  bell; 
tot   mem.,    46   voL 

Water  Supply — Src,  spr.,  %  m.  boa.  cent.;  qrs., 
grav.;  rea.  cap.,  12,246,000  gala.;  maiiia,  e.  L, 
10  m.,  4  to  10  in.  dia.;  86  hyd.;  met,  202; 
266  serv.;  pres.,  f.  68  lbs.;  eoat,  $60,000;  wka. 
owned    by   Co. 

CONCORD,  p.  600;  f.  area,  200  a.;  mere  bidgi., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  1 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  «ft  oomb.  ord.; 
causea  of  f.  inv.  F.  dept — 2  c  wag.,  ladden,  paili, 
etc.;  f.  al.,  bell;  voL 

No  waterwka. 

DANBY,  p.  964;  bldga..  wd.,  1  ft  2  etor.;  wd. 
rfa  perm.;  no  fwka.  ft  combt  ord.  F.  d^it — 
Not  reported. 

Water  Supply — Src,  spr.;  ays.,  gnr.;  rea.  cap.. 
6,000  bbls.;  pres.,  dom.  120  lbs.,  f.  1£0  Hml; 
cost,  $6,600;  cost  mtce.,  $800;  wks.  owned  by  Col 

DANVILLE,  p.  1,628;  f.  area,  100  a.;  mere, 
bldgs.,  wd.;  wd.  rfs.  perm.  F.  dept — 1  boae  ear.; 
hose,  cot,  rub.  lined,  gd.,  700  ft;  tot  menu,  20 
voL 

Water  Supply — Src,  spr.,  1%  m.  bna.  cent; 
sys.,  grav.;  res.  cap.,  100,000  gala.;  maioa,  SH 
m.,  8  to  10  in.  dia.;  20  hyd.;  100  aerr.;  pres.. 
dom.  90  lbs.,  f.  00  lbs.;  cost,  $10,000;  coat  mtce.. 
$100;  wks.  owned  by  village. 

DERBY,  p.  8,689;  mere  bldgs.,  bk.  ft  wd.,  t 
ft  2H  stor.;  priv.,  wd..  2  ft  2V&  stor.;  vd.  rfs. 
perm.;  no  fwks.  ft  combt  ord.;  causea  of  f.  iav. 
F.  dept. — 17  e  hand  ex.,  8  hose  car.;  hooe,  cot. 
rub.  lined,  gd.,  1,425  ft;  leather,  gd.,  100  ft; 
tot  hose,  1,526  ft;  f.  al.,  bell;  tot  mem.,  SO  voL 

Water  Supply — Src,  spr.;  sys.,  grav.;  rea.  cap.. 
1,000,000  gals.;  mains,  6V&  m..  4  to  10  in.  dia.; 
57  hyd.;  16  v.;  800  serv.;  pres.,  dom.  90  Uml, 
f.  200  lbs.;  cost,  $46,000;  wks.  owned  by  Intei^ 
national  Water  Co. 

DORSET,  p.  1,000;  f.  area,  150  a.;  mere  bldgs.. 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  vd.  rfjs. 
perm,  in  f.  area;  fwk.^.  ft  combt  ord.;  causes  oi  i. 
inv.  F.  dept — 2  hose  reela,  660  ft.  cot.,  rub. 
lined  hose;  f.  aL,  beU;  vaL  equip.,  $800;  exp. 
dept,  $S0;  voL 

Water  Supply— -Src,  epr.,  1  m.  boa.  cent.;  sye.. 
grav.;  rea.  cap.,  100,000  gals.;  mains,  2^  m..  4 
to  8  in.  dia.;  14  hyd.;  pres.,  dom.  ft  f.,  113  \h<.: 
cost,  $12,000;  cost  mtce.,  $75;  wka.  owned  b;   city. 

ENOSBURG,  p.  2,060;  mere  bldga.,  bk.  ft  wd.. 
2  ft  8  stor. ;  priv.,  wd.,  1 H  ft  2  stor. ;  wd.  rfs. 
perm.;  no  fwks.  ft  combt.  ord.  P.  dept. — SS  c. 
hand  ex.,  3  hose  car.;  hose,  cot,  rub.  lined,  gd.. 
1,600  ft.;  f.  aL,  bell  ft  wh.;  val.  equip.,  $1,200, 
tot  mem..  £0  vol 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent.;  sya.. 
pump  dir.;  pump,  eng.,  cap.  day  1,728.000  gal«.: 
mains,  c  L,  4  m.,  4  to  8  in.  dia.;  30  hyd.;  ib 
v.;  160  serv.;  pipe,  galv.  L;  prea.,  dom.  70  lbs.: 
f.  120  to  140  lbs.;  cost,  $18,000;  coat  mtce.,  MOO; 
wks.  owned  by  village. 

ESSEX,  p.  2,714;  mert^.  bldgs.,  wd.  ft  bk.,  2 
stor.;  priv.,  wd.,  1 H  to  2  stor.;  wd.  rfs.  pcttsl; 
fwks.  ft  combt.  ord.;  causea  of  f.   inv.      F.  dept — 

1  c  eng.,  2  e  hand  ex.,  1  h.  ft  1.  trk..  2  bo»e 
car.;  hose,  rub.,  gd.,  1.200  ft;  f.  al.,  bell  ft  wh. ; 
vaL  equip.,  $2,600;  vaL  bldgs.,  $2,000;  tot.  mem.. 
28   vol. 

Water  Supply — Src,  spr.  ft  2  artesian  we]I».  S 
m.  bus.  cent;  sya.,  grav.;  res.  cap.,  1,500,000  gal«.: 
maina,  c  L,  6%  m.;  30  hyd.;  met.,  SO;  220  scr*.: 
pree.,  dom.  67  to  76  lbs.,  f.  57  to  75  lbs.;  coaaa^. 
day,  100,000  gala.;  cost,  $46,000;  cost  mtce.. 
$200;   wka.  ovmed  by  city. 

FAIR  HAVEN,  p.  8.006;  mere  bldi^s.,  bk..  t 
ft  4  stor.;  priv.,  wd.,  2  ft  8  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.  F.  dept. — 1  fc*"*^ 
wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  S.O-^'f^ 
ft.;  inf..  500  ft;  tot  hose.  2,600  ft;  f.  aL.  Gane- 
well,  8  Dx.;  vaL  equip.,  $2,500;  vaL  bld^a.*  94.000; 
tot.  mem.,  60  voL 

Water   Supply — Sre,   pond,    3^    ro.    boa.    cent.: 
sys.,   grav.;  res.   cap..  80   a.;  mains,  e    i.,    15    ip^ 

2  to  10  in.  dia.;  36  hyd.;  28  v.;  500  serr.;  T^ipie. 
wrt.  L;  prea.,  f.  90  lbs.;  coat,  $35,000;  coot  mtce.. 
$400;  WKS.  owned  by  village 

FRANKLIN,  p.  1,140.     F.  dept  not 
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Water  Supply— «Src.,  apr.,  1  m.  bus.  cent.;  mains, 
vcd.f  1  m.,  1^  to  3  in.  dia. ;  pres.,  dom.,  150  lbs.; 
cost  mtce.,  $50;  wks.  owned  by  priv.  Co. 

HARDWICK,  p.  3,201;  mere,  bldgs.,  bk.  &  wd., 
2  &  8  stor. ;  priv.,  wd.,  1^  de  2  stor. ;  wd.  rfs. 
perm.  F.  dept. — 50  c.  hand  ex.;  1  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  vah  equip., 
$3,000;  exp.  dept.,  9400;  tot.  mem.»  20  vol.; 
undrs.  rating,  third  class. 

Water  Supply — Src.,  brook,  %  m.  bus.  cent; 
ays.,  grav. ;  mains,  iron,  10  m.,  i  to  10  in.  dia.; 
26  hyd.;  21  v.;  600  serv.;  pres.,  dom.  125  lbs., 
f.    125  lbs.;  wks.  owned  by  town. 

HARTFORD,  p.  4,179.  F.  dept. — 1  str..  1  b. 
A  1.  trk..  6  hose  reels,  8  c.  ex.;  tot.  mem.,  80  vol. 

Water  Supply — Src.  &  sys.,  not  reported;  pres., 
120  lbs.;   20  hyd. 

HUNTINGTON,  p.  900.  F.  dept.— 1  eng.,  20 
c  hand  ex.,  1  hose  cart;  tot.  mem.,  80  vol. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent.;  sys., 
dir.  pres.;  mains,  1  m.,  2  in.  dia.;  pres.,  dom.,  100 
lb«.;   wks.   owned  by  priv.  Co. 

•HYDE  PARK.  p.  500;  bldgs.,  bk.  k  wd.,  1  A  2 
stor.;  wd.  rfs.  perm.;  fws.  k  combt.  ord. 
F.  dept. — 1  h.  Jb  1.  trk.,  800  ft.  hose;  val.  equip., 
$1,500;  exp.  dept.,  $300;  tot.  mem.,  25  vol.;  und|«. 
rating,   third  class. 

Water  Supply — Src,  spr.;  sys.,  grav.;  res.  cap., 
3i7,U00  gills.;  1  pump,  eng.,  cap.  day  70,000  gals.; 
iiiuins,  :i  m.,  6  to  12  in.  dia.;  16  hyd.;  pres.,  dom. 

6  f.  8.'}  lbs.;  cost,  $25,000;  cost  mtce.,  $300;  wks. 
owned    by    village. 

ISLAND  POND.  p.  2,200.  F.  dept. — 1  hand 
eng.,  1  h.  &  1.  trk.,  2  hose  car.,  2  c.  hand  ex.; 
hose.    2,300   ft.;    tot.    mem.,    46   vol. 

Water  Supply — Src,  8  brooks,  2  m.  bus.  cent.; 
ays.,   grav.;    res.    cap.,   500.000   gals.;    mains,   c.   i., 

7  m.,  4  to  10  in.  dia.;  54  hyd.;  75  v.;  2  met.; 
410  serv.;  pres.,  dom.  &  f.  80  to  100  lbs.;  cona. 
day.  400,000  gals.;  cost,  $45,000;  wks.  owned  by 
town. 

JAMAICA,  p.  800:  f.  area,  1  m.  aq.;  mere 
bld^«.,    wd.,    2    stor.;   priv.,   wd.,    2    stor.;    wd.   rfs. 

1»erm.;    no    fwks.    ord.      F.    dept. — 1    hand    eng.,    1 
»oee  car.,  ROO  ft.  cot.,  nib.  lined  hose;  f.  al.,  bell; 
toL  mem,  40  vol. 

Water  Supply — Src,  wells,   cisterns  k  2  res. 

JOHNSON,  p.  1,500;  f.  area.,  240  a.;  mere, 
bldgs.,  wd.,  1V&  to  8  stor.;  priv.,  bk.  k  wd.,  1% 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 6  c.  hand  ex.,  1  h.  &  1.  trk., 
1  hose  wag.;  hose,  cot.,  rub.  lined,  sfd.,  800  ft.; 
f.  aL,  bell;  val.  equip.,  $500;  val.  bldgs.,  $800; 
exp.   dept.,   $50;   tot.   mem.,   SO   vol. 

Water  Supply — Src.,  brook,  8  m.  bus.  cent.;  ays., 
prav.;  res.  cap..  150,000  gals.;  maine,  c.  i.,  5^ 
m.,  8  to  10  in.  dia.;  22  hyd.;  21  v.;  100  i»er\-.; 
pres.,  dom.  75  lbs.;  cost,  $12,000;  wka.  owned  by 
village. 

LONDONDERRY,    p.     961.       F.  dept— 2    hand 

eng.,  8  hose  carts,  10  c  hand  ex.;  tot.  mem.,  100 
vol.;  f.  al.,  bell. 

Water  Supply — ^Not  reported. 

LOWELL,  p.  1,100;  f.  area,  25  a.;  mere  bldgs., 
bk.  lb  wd.,  1  &  2  stor.;  priv.,  bk.  k  wd.,  1  &  2 
ator.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  conibt.  ord.; 
causes  of  f.  inv.  F.  dept. — ^hose  reela;  hose,  cot, 
rub.  lined,  gd.,  1,400  ft.;  f.  al.,  bell;  val.  equip., 
$825;  vol. 

Water  Supply — Src,  res.,  1  m.  bus.  cent;  ays., 
dir.  prea.;  t  hyd.;  S  v.;  pres.,  f.  160  Iba.;  wka. 
owned  by  priv.  Co. 

LUDLOW,  p.  8,000;  f.  area,  7.75  a.;  mere 
bldgs.,  wd.,  1  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  8  c.  hand  ex.,  2 
hose  wag.,  8  hose  carts;  hose,  cot.,  rub.  lined, 
ffd.,  1,800  ft;  inf.,  100  ft.:  tot  hose,  1,900  ft; 
f.  al.,  bell;  val.  equip.,  $8,000;  val.  bldgs.,  $4,000; 
exp.  dept.,  $1,000;  tot.  mem.,  27  vol. 

Water  Supply — Src,  mountain  spr.,  2%  m.  hue. 
cent;  sys.,  grav.;  res.  cap.,  900,000  gals.;  mains, 
c  1.,  8  m.,  4  to  12  in.  dia.;  84  hyd.;  met,  2; 
314  serv.;  pipe,  gilv.  i.;  pres.,  f.  120  lbs.;  cost, 
$80,432;  wks.  owned  by  city. 

LYNDONVI'LLE,  p.  3,204;  f.  area.  200  a.;  mere 
bldgs.,  wd.,  2ft  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 25    c    hand    ex.,    1    h.    ft    1.    trk.,    1    aer. 


trk.,    4    hose    wag..    8    hose    cai 
lined,  gd.,   2,000  ft;  rub.,  gd., 
ft;   tot.   hose,    3,100   ft.;   f.    al. 
$8,000;   val.   bldgs.,   $1,000;    ex 
tot   mem.,  32  vol. 

Water    Supply — Src,    brook, 
sys.,  grav.;  res.  cap.,   2,000,000 
8    3-5   m.,   6   to    10    in.   dia.;    5' 
pres.,  dom.    145  lbs.,  f.   145  Ibe 

000  gals.;    cost,   $40,000;   cost 
owned   by  village. 

MANCHESTER,  p.  2,000;  f 
mere,  bldgs.,  wd.  ft  bk.,  2  si 
stor.;  wd.  rfs.  perm.;  no  fwki 
causes  of  f.  inv.  F.  dept. — 2 
L  trk.,  4  hose  car.;  hose,  cot,  r 
ft;  inf.,  1,200  ft.;  tot.  hose,  2,( 
ft  wh. 

Water  Supply — Src,  spr.,  2  t 
grav.;    res.   cap.,   3,000,000   gals, 
m.,   4   to   10   in.  dia.;   47   hyd.; 
410  serv.;  pipe,  gal  v.  i.;  pres.,  di 
f.  90  to  126  lbs.;  wks.  owned  b. 

MARSHFIELD,  p.   1,032.      F. 
ex.,  1  hose  wag.,  1  hand  eng.;  ho 
gd.,    700    ft;    f.    aL,   bell;   val. 
bldgs.,    $150;   vol. 

Water    Supply — Src,    spr.,    1 
grav.;  mains,  stL,   IH   m-f  1^   i 
ibs.;   cost,    $2,200. 

MILTON,  p.  1,804.  No  org.  f 
Water  Supply — Src,  riv.,  20 
sys.,  pump  to  res.;  res.  cap.,  25 
iron,  l\i  m.,  %  to  8  in.  dia.;  : 
pres.,  f.  140  lbs.;  cost  mtce.,  $1< 
Co. 

MONTPELIER,  p.  7,856;  f.  arc 
bldgs.,  bk.,  3  to  4  stor.;  priv.,  b 
wd.  rfs.  not  perm.;  fwks.  ft  com 
25  c  hand  ex.,  1  hand  eng.,  ! 
hose  wag.,  2  hose  car.,  3  hrs. 
lined,  gd.,  3,500  ft;  inf.,  500  ft 
ft;  f.  al.,  Qamewell,  51  bx.;  val 
exp.  dept,  $9,000;  tot  mem.,  3< 
pd.   part   time   25. 

Water  Supply — Src,  pond,  4  n 
grav.;  res.  cap.,  4,000,000  gals.; 
m.,  2  to  20  in.  dia.;  116  hyd 
serv.;  pres.,  dom.  150  lbs.,  f.  15 
1,000,000  gals.;  cost.  $75,000; 
500;  wks.  owned  by  city. 

•     MORRISTOWN.  p.   2,652.      F. 

1  h.   ft  1.   trk..   2   hose  carts;  to 
f.  al.,  bell  ft  wh. 

Water    Supply — Src,    not    rept 
lbs.;   80  hyd. 

NEWPORT,    p.    8,684;    f.    arei 
bldgs.,   wd.,   1   to   8   stor.;  priv.,    i 
rfs.   perm.;  fwks.  ft  combt.   ord.; 
F.    dept. — 1    c    eng.,    2    c    hand 
trk.,  4  hose  oar.,  3  hrs.;  hose,  co; 
2,800  ft;  inf.,  500  ft;  tot  hose, 
Gamewell,   11  bx.;  val.  equip.,   $S 
$600;  exp.  dept,  $150  to  $225;  1 

Water  Supply — Src,  pond,  5V! 
sys.,  grav.;  res.  cap.,  1,000,000  gi 
15  m.,  4  to  16  in.  dia.;  61  hyd 
for  emergency;  600  serv.;  pipe,  ga 
100  lbs.,  f.  120  lbs.;  cost,  $55, 
$1,000;  wks.  owned  by  city. 

NORTHFIELD,  p.  3.226;  f.  aret 
bldgs.,  wd.,  4  stor.;  priv.,  wd., 
rfs.  perm.;  fwks.  ft  combt  ord.; 
F.  dept — 2  hand  eng.,  1  h.  ft 
car.;  hose,  cot,  rub.  lined,  gd.,  2 
gd.,  350  ft;  tot.  hose,  2.450  ft.; 
equip.,  $2,500;  val.  bldgs.,  $l,i 
$500;   tot.    mem.,    30   vol. 

Water    Supply — Src,    creek    ft 
sys.,  grav.,  pump  to  res.,  to  stdp., 

NORTH  TROY,  p.   562;   f.  area 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwli 
causes  of  f.  inv.     F.  dept. — 6  c 
wag.,  2  hose  car.;  hose,  cot.,  rub. 
ft:    f.    al.,    bell    ft    wh.;    vaL    equ 
mem.,   40   vol.;   undrs.   rating,   thii 

Water  Supply — Src,  brook,  8  m 
grav.;  res.  cap.,  1,000,000  gals.; 
m.,   3  to   10   in.   dia.;   28  hyd.;   2 
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pres.,  dom.  00  lbs.,  f.  90  lbs.;  cost,  920,000;  cost 
iPtce.,   $350;  wks.  owned  by  city. 

NORWICH,  p.  1,808;  f.  area,  1,000  a.;  bldn.. 
wd.  A  bk.,  2  stor. ;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.  Ko  f.  dept.;  priv,  parties  are  supplied  with 
hose. 

Water  Supply — Src,  spr.,  V&  m.  bus.  cent.;  s7b*i 
gnw;  res.  cap.,  23.000  gals.;  mains,  iron,  1  m.,  8 
in.  dia.;  6  hyd. ;  25  serv.;  pipe,  iron;  pres.,  dom« 
75  lbs.,  f.  150  lbs.;  cost,  95,000;  cost  mtce.,  950; 
wks.  owned  by  Co. 

ORLEANS,  p.  677;  f.  area,  100  a.;  mere.  bldgs.» 
wd.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  L 
inv.  F.  dept. — 1  c.  ens'.,  4  ho^se  car.;  hose,  cot., 
rub.  lined,  gd.,  2,000  ft.;  f.  al.,  bell,  automatic 
wh.  ft  telp.;  val.  equip.,  $1,200;  val.  bidgs.,  $800; 
e.xp.  dept.,  $400;  tot.  mem.,   52   vol. 

Water  Supply— vSrc,  riv.,  5^  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  900,000  gals.,  loc  on  hill 
1-8  m.  above  village;  mains,  c.  i.,  5  1-12  m.,  4  to 
10  in.  dia.;  40  hyd.;  84  v.;  met.,  6;  400  serv.; 
pres..  dom.  ft  f.,  So  lbs.,  cost,  $40,000;  cost  mtce., 
$300;  wks.  owned  by  city. 

PITTSFORD,  p.  2,000  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  itor.;  wd. 
rfs.  perm,  in  f.  area.  F.  dept. — 2  hose  wag.;  hose, 
cot,  rub.  lined,  gd..  1,200  ft.;  f.  aL,  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $2,000;  vol. 

Watar  Supply — Src,  spr.,  6  m.  bus.  cent.;  s^s., 
grav.;  res.  cap.,  175,000  gals.,  loc.  on  hill;  mama, 
iron,  <)  m.,  6  in.  dia.;  28  1:^.;  250  «erv.;  216 
met.;  pipe,  galv.  1.;  pres.,  dom.  ft  f.  86  Iba.;  cona. 
day,  15.000  gals.;  cost,  $27,000;  cost  mtce.,  $260; 
wks.  owned  by  corporation. 

POULTNEY,  p.  8,644;  f.  area,  170  a.;  mere. 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 8  c  hand  ex..  1  hose 
cart;  hose,  cot.,  rub.  Lned,  gd.,  1,500  ft;  inf.,  200 
ft.;  tot  hose,  1,700  ft;  f.  aL,  wh.;  val.  equip., 
$1,000;  val.  bldgs.,  $1,000;  exp.  dept,  $140;  tot 
mem.,  20  vol. 

Water  Supply — Src.,  lake,  8  m.  bus.  cent;  iTa., 
grav.;  res.  cap.,  70,000,000  gals.;  mains,  iron,  6 
m.i  4  to  10  in.  -dia.;  46  hyd.;  20  v.;  200  aerr.; 
pipe,  galv.  i.;  pres.,  dom.  120  lbs.,  f.  120  lbs.; 
cost,  $80,000;  cost  mtce.,  $500;  wlca.  owned  by 
village. 

POWNAL,  p.  1,090.  F.  dept— 1  hose  cart;  20 
vol. 

Water  Supply — Src,  brook,  %  m.  bus.  cent; 
i^)«-i  gfAV.;  res.  cap.,  600,000  gals.;  mains,  2  m., 
2  to  5  in.  dia.;  7  hyd.;  6  ▼.;  40  serv.;  pipe,  wrt 
i.;  pres.,  f.  80  lbs.;  cost,  $5,000;  coat  mtce.,  $100; 
wks.  owned  by  priv.  Co. 

PROCTOR,  p.  2,871;  f.  area,  200  a.;  bldgs., 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt 
ord.  F.  dept. — 4  c.  hand  ex.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  8,100  ft;  f.  al.,  Qamewell; 
tot.  mem.,   25  vol. 

Water  Supply — Src,  spr.  ft  brook,  8  m.  bus^ 
cent.;  sys..  grav.  ft  pump  to  stdp.  ft  dir.;  stdp. 
cap.,  350.000  gals.,  dim.  35  x  40,  loc.  cent,  of 
village,  mat.  stl.;  res.  cap.,  15,000,000  gals.,  loc 
1^  m.  town;  pump,  eng.,  cap.  day  800,000  gals.; 
mains,  c.  1.,  22^  m.,  4  to  10  in.  dia.;  64  nyd.; 
425  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  to  125 
lbs.,  f.  125  to  150  lbs.;  cons,  day,  100,000  gals.; 
cost,  $85,000;  wks.  owned  by  village. 

PUTNEY,  p.  969.  P.  dept — 1  comb.  c.  ft  hose 
wag.,  1  hose  wag.,  600  ft  hose;  f.  al.,  wh.;  val. 
equip.,  $1,000;  tot.   mem.,   25   vol. 

Water  Supply — Src,  not  stated;  4  hyd.;  pres., 
80   lbs. 

RANDOLPH,  p.  8,191;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  IH  ft  2  stor.; 
wd.  rfa.  penn.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  hand  eng.,  2  c.  hand  ex.,  1  h. 
ft  1.  trk.,  4  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
1,100  ft:  leather,  gd.,  500  ft;  inf.,  800  ft;  tot 
hose,  1,900  ft.;  f.  aL,  bell  ft  wh.;  val.  equip., 
$8,000;  val.  bldgs.,  $2,000;  exp.  dept,  $400;  tot 
mem..   45.  pd.   full  time  30.  i^d.   part  time  15. 

Water  Supply — Src,  spr.;  sys.,  grav.;  res.  cap., 
1,000.000  gals.;  1  pump,  eng.,  cap.  day,  72,000 
gals.;  mains,  4  to  10  in.  dia.;  54  hyd.;  20  v.; 
440  serv.;  pres.,  dom.  ft  f.  85  to  125  lbs.;  cost, 
$28,000;  cost  mtce..  $1,000;  wks.  owned  by  vil* 
lage. 


READSBORO,  p.  1,300;  f.  area.  10  a.;  mere, 
bldgs.,  wd.,  1  to  8  stor.;  priv..  wd.,  1  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 2  hose  carU;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  f.  aL,  bell  ft  wh.;  ral.  equip., 
$2,500;  val.  bldgs.,  $200;  exp.  dept,  9845;  tot. 
mem.,  23,  pd.  full  time. 

Water  Supply — Src,  brook,  8  m.  bus.  cent;  aya., 
grav.  ft  pump  lo  res.;  res.  cap..  675,000  gals.; 
2  pump,  eng.,  cap.  day  500,000  gals.;  mains.  8 
m.,  4  to  8  in.  dia.;  20  hyd.;  11  v.;  lie  aerr.; 
pipe,  galv.  L;  pres..  dom.  80  to  100  lbs.;  f.  115 
to  150  lbs.;  cost,  14,000;  wka.  owned  by  city. 

RICHFORD,  p.  2,007;  f.  area,  65C  a.;  bldgs.. 
wd.,  2  stor.;  wd.  rfs.  permu;  no  fwks.  ft  combt. 
ord.  F.  dept — 1  h.  ft  1.  trie.,  8  hose  car.;  hose, 
cot,  rub.  lined,  gd..  8.000  ft;  f.  aL,  wh.;  vaL 
equip..  $2,000;  vaL  bldgs.,  $6,000;  exp.  dept,  $90; 
tot.   mem.    89   vol. 

Watar  Supply — Src.^  spr.  ft  brooks,  S  m.  bos. 
cent;  sys.,  grav.;  res.  cap.,  2,600,000  gala.;  mains, 
iron,  9  m.,  4  to  10  in.  dia.;  40  hyd.:  18  t.; 
800  serv.;  pipe,  galv.  1.;  prea.,  dom.  110  Iba.. 
f.  110  ft  120  Iba.:  coat,  926,000;  coat  mtce.,  9500; 
wka.  owned  by  city. 

RICHMONO,  p.  1,000.  F.  dept— 2  c  hand  ex., 
1  hose  reel,  500  ft.  hose;  voL 

Water  Suppjy — Src,  spr.,  1  m.  bus.  cent;  ay*., 
pump;  12  hyd.;  2  ▼.;  prea.,  f.  100  Iba.;  wks. 
owned  by  city  ft  Co. 

ROCHESTER,  p.  1,250;  f.  area,  820  a.;  bldgei, 
wd ,  2  stor. ;  wd.  rfs.  perm. ;  no  fwka.  ft  coanibt 
ord.  F.  dept. — 1  hose  wag.;  hose,  cot.,  rub.  lined, 
gd.,   800  ft;  f.  al.,  bell;  tot  mem..   15  voL 

Water  Supply — Src,  spr.  ft  brook,  H  m.  boa. 
cent.;  sys.,  grav.;  res.  cap.,  120,000  gals.;  maina, 
c  L,  2  m.,  4  to  10  in.  dia.;  -IS  hyd.;  104  aerr.; 
pres.,  f.  125  lbs.;  wka.  owned  by  Inc  Fine  Dist 
No.  1. 

RUTLAND,  p.  13,546;  f.  area.  5,136  a.;  mere 
bldgs.,  stn.,  bk.,  wd.,  2  to  6  stor.;  priv..  bk.  ft 
wd.,  2H  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.  F.  dept — 2  str.,  1  aer.  trie..  S  hoae 
wag.;  hoae,  cot,  rub.  lined,  gd.,  6,200  ft.;  f.  aL. 
Oamewell;  bx.,  88;  vaL  equip.,  920,000;  exp.  dept, 
912,000;  tot  mem.,  80,  pd.  full  time  9,  toL  SI; 
undrs.  rating,  second  dasa. 

Watar  Supply — Src,  riv.,  4  m.  bos.  cent.;  a5^« 
grav.;  rea.  cap.,  5,000,000  gala.;  maina,  c  L,  50 
m.,  2  to  16  in.  dia.;  168  hyd.;  2.885  aerr.;  pipe, 
galv.  i.;  prea.,  dom.  60  Iba.,  f.  60  to  100  Iba.: 
cons,  day,  2,000,000  gala.:  cost,  9200,000;  coat 
mtce.,  96,000;  wks.  owned  by  city. 

ST.  ALBANS,  p.  6.881;  f.  area,  158  a.;  mere. 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  onL; 
causes  of  f.  inv.  F.  dept — 11  c  hand  ex.,  1  h. 
ft  1.  trk.,  2  reels,  2  hose  wag.,  8  hrs.;  hoae,  cot. 
rub.  lined,  gd.,  4,500  ft.;  f.  al.,  Gamewell,  29  bx.: 
val.  equip.,  $10,000;  val.  bldgs.,  $8,000;  exp.  dept. 
$4,000;  tot.  mem.,  26,  pd.  full  time  S,  pd.  part 
time   28. 

Watar  Supply — Src,  spr.  ft  brooks.  4H  m.  bos. 
cent;  sys.,  grav.;  rea.  cap.,  258,000.000  gals.,  loc 
at  North  Fairfax;  mains,  c  i.  ft  cem..  87  m..  8 
to  16  in.  dia.;  112  hyd.;  100  v.;  met..  50;  1,500 
serv.;  pipe,  galv.  1.;  pres.,  dom.  120  lbs.,  f.  120 
lbs.;  cost,  9300,000;  cost  mtce..  95.000;  wka. 
owned  by  city. 

ST.  JOHNSBURY.  p.  8.098;  f.  area,  1.000  a.: 
mere,  bldgs.,  bk.,  8  stor.;  priv..  wd..  2  stor.;  wd 
rfs.  perm.;  fwks.  ord.:  causes  of  f.  inv.  F.  dept — 
1  auto.  comb.  c.  ft  h.  wag.,  equipped  with  l.OOO 
ft  hose,  2  c.  tk.,  35  c  hand  ex..  1  auto.  h.  ft  L 
trk.,   4    ho<)e  wag.,    4    hrs.;   hoae.    cot,    rob.    lined. 

fd..  4.500  ft;  f.  al..  Gamewell,  82  bx. ;  vaL  equip., 
20,000;    val.   bldgs.,   94.000;    exp.    dept..    9S.500; 
tot.  mem.  66,  pd.  full  time  4,  vol.  62. 

Watar  Supply — Src,  riv. ;  sys.,  pump  dir.;  mains, 
c  i..  S  m.,  4  to  12  in.  dia.;  146  hyd.;  35  r.;  1 
met.;  300  serv.;  pipe.  galv.  ft  wrt.  L;  prea.,  daaL 
65  lbs.,  f.  100  lbs.;  cost.  9100.000;  coat  atce.. 
92.000:  wks.  owned  by  village. 

SHELDON,  p.  1.841.     F.  dept — So  org.  f.  dtrt 
Watar  Supply — Src,  spr.,  %  m.  bua.  cent:  i^s.. 

grav.;   res.   cap..   150  bbls.;   maina,   2   m..   1\4    in. 

dia.;    80    serv.;    pres.,    dom.    50    lbs.,    f.    50    »a.: 

cost  91.600;  wks.  owned  by  priv.  Co. 

SOUTH  ROYALTON,  p.  940;  f.  ares,   1  m|.  v.; 

mere  bldga.,  bk.  ft  wd.,  2  ft  8  stor.;  pviv.,  w^  t 
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WOLCOTT,  p.  1,066;  mere 
dept. — 1  hand  eng.,  1  hose  ca 
400  ft.;  r.  al..  bell  k  wh.;  tot. 

Water  Supply — Src,  riv. 

Places  with  a  population  of 
ing     no     organized     fire     dept 


ABINGDON,    p.    1,757;    ' 
hldgs.,    bk.,    2    stor.;    priv. 
wd.  rfs.  not  perm.;  fwks.  k 
1    h.   ft   I.    trk.,    8   hoae   r 
<ot.,    rub.    lined,    gd.,    1.6i 
equip*.,    9750;    tot.    mem., 
tiiird    class. 

Water    Supply — Src, 
res.    cap..    1,000,000    g* 
day  600,000  gala.;  mali 
40    hyd. ;    14    v.;    met., 
to  95  lbs.;  coat,  980,00 
owned   by  Co. 

ALEXANDRIA,  p.  II 
bldga.,  bk.,  2  ft  8   att 
stor.;    wd.    rfa.    not    | 
causes    of    f.    mv.      ) 
ex.,   1   h.   ft  L   trk., 
hrs.;    hose,    cot.,    ruf 
3,000    ft;    tot    hos' 
bell;    val.    equip.,    I 
exp.   dept,   $8,000; 
8,   152  vol.;  undrs. 

Water  Supply — 
cent.;  sys.,  pump 
000   gals.;    res'.    >' 
pump,  eng.,  cap. 
8   m.,   4^  to   20   i- 
serv. ;  pipe,  lead 
to  So  lbs.;   wka 

ASHLAND,    r 
bldgs.,    bk.    ft 
stor. ;    wd.    rfs. 
dept. — 1  gas. 
cot,   rub.   line 
hose,    1,300    J 
val.    bldgs., 
rating,   third 

Water  Sur 
stdp.   cap.,   ^  I 

lbs. 

BASIC    ( 
stor.;  wd. 
of  f.   inv. 
hose,  cot., 
tot.  hose, 
val.  bldgs 

Water 
res.   cap.  i 

180,000 
dia.;  10 
f.  70  II 
cost  ml 

BEC 
2  stor 
hose, 
val.   I 
26    V 

W 
1,0C 
dia. 

I 

hP 
rfj 
f. 

r< 
f 


I 
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m.,  2  to  6   in.  dia.;  60  hyd.;  12  serv.;  pipe,  galv. 
i.;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cost,  916,000. 

QORDONSVILLE,  p.  604;  f.  area,  100  a.;  bidffs.. 
wd.  &  bk.,  1  to  8  stor.;  wd.  frs.  perm.;  fwks.  A 
combt.  ord.  F.  dept. — 1  c.  hand  ex.,  1  h.  &  I. 
trk.,  1  aer.  trk.,  1  hose  wag.,  1  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1,900  ft.;  inf.,  300  ft.;  tot. 
hose,  2,200  ft.;  f.  al..  bell;  val.  equip.,  $800; 
val.   bldgs..   $300;   tot   mem.,   26  vol. 

Water  Supply — Src,  spr.;  sys,,  grav.;  res.  cap., 
600,000  gale.;  mains,  iron,  8  m.,  4  to  6  in.  dia.; 
18  hyd.;  pres.,  f.  60  lbs.;  cost,  $12,000;  cost 
mtce.,   $240;  wks.  owned  by  city. 

GOSHEN,  p.    166.  F.  dept. — Not  reported. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  «ys., 
pump  to  res.;  res.  cap.,  7,000  gals.;  1  pump,  eng., 
cap.  day  36,000  gals.;  mains,  1  m.,  1^  to  8  in. 
dia.;   I'hyd.;  3  v.;  pres.,  173  lbs,;   cons,  day,  2,000 

gals.;    cost,    $1,550;    cost    mtce.,    $50;    wks.    owned 
y  priv.  Co. 

GRAHAM,  p.  1,917:  bldgs.,  bk.  &  wd.  F.  dept. 
4  hose  car.;  hose,  1,500  ft.;  f.  al.,  bell;  val.  equip., 
$1,400;  val.  bldgs.,  $100;  tot  mem.,  16  vol. 

Water  Supply — Src,  res.;  sys.,  pump.;  res.  cap., 
180,000  gals.;  pump,  eng.,  cap.  day  600,000  gala. 

HAMPTON,  p.  5,606;  f.  area.  1,200  a.;  bldgs., 
bk.  &  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  & 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
8  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  reels,  1  hose 
wag.,  1  hrs. ;  hose,  cot.,  rub.  lined,  gd.,  800  ft; 
rub.,  gd.,  2,000  ft:  tot.  hose,  2,800  ft;  f.  al., 
bell;  val.  equip.,  $10,000;  val.  bldg.s.,  $7,000; 
exp.  d«pt.,  $3,500;  tot.  mem.  72,  pd.  full  time  2, 
vol.    70;   undrs.  rating,  third  class. 

Water  Supply — Src,  riv.  &  creeks,  wells,  sup- 
plied by  Newport  News  sys.,  26  m.  bus.  cent; 
sys.,  pump  to  stdp. ;  stdp.  cap.,  160,000  gals.,  dim. 
30  X  30,  mat  iron;  res.  cap.,  470.000  gala.;  8 
pump,  eng.,  cap.  day  6,000,000  gals.;  mains,  c 
i.,  7  m.,  4  to  12  in.  dia.;  14  hyd.;  met,  208; 
pipe,  lead;  pres.,  dom.  40  lbs.,  f.  40  lbs.;  wka. 
owned   by   Co.  . 

HARRISONBURG,  p.  4,879;  mere  bldgs.,  bk.,  2 
k  8  stor.;  priV.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  1  h.  &  1.  trk.,  6  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  bell  Ap  wh.;  val.  equip., 
$8,000;  val.  bldgs.,  $5,000;  tot  mem.,  160  voL; 
undrs.  rating,  third  class. 

Water  Supply — Src,  mountain  strm.  ft  spr.,  18 
m.  bus.  cent.;  sys.,  grav.;  res.  cap.,  1,000,000 
gals.;  pump,  eng.,  cap.  day  760,000  gala.;  mains, 
c.  i.,  20^  m.,  8  to  10  in.  dia.;  100  hyd.;  97 
v.;  met,  24;  797  serv.;  pipe,  galv.  i.;  pres.,  dom. 
56  lbs.,  f.  76  to  140  lbs.;  cons,  day,  460,000  gals.; 
cost,  $75,000;  cost  mtce.,  $1,000;  wka.  owned  by 
city. 

LEESBURG,  p.  1,697;  f.  area,  600  a.;  mere, 
bldgs.,  bk.  &  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept. 
— 2  hand  eng.,  2  hose  reels;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft.;  f.  al.,  bell;  val.  equip.,  $600;  exp. 
dept,  $420;  tot.  mem.,  48  vol.;  undrs.  rating,  sec* 
ond  class. 

Water  Supply — Src,  spr.  ft  wells,  %  m.  bus. 
cent.;  sys.,  grav.;  stdp.  cap.  66,000  gals.,  24  x  20 
in.  dia.;  re^.  cap.,  75,000  gals.;  1  trip,  gasoline 
eng.,  cap.  day  200,000  gals.;  1  pump,  eng.,  cap. 
36,000  gals,  day;  mains,  2  m.,  c  i.;  pipe,  4  to  8 
in.  dia.;  62  hyd.;  60  v.;  10  met.;  805  serv.;  pres., 
dom.  60  Iba.,  f.  50  lbs.;  cost,  $28,000;  cost 
mtce.,  $260;  wks.  owned  by  town. 

LEXINGTON,  p.  2,931;  f.  area,  960  a.;  mere, 
oldgs.,  stn.  ft  bk.,  2  to  4  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  to  314  stor.;  wd.  rfs.  not  perm,  in  .f. 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  69  c  hand  ex.,  4  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  960  ft.;  rub., 
gd.,  600  ft;  inf.,  1,250  ft.;  tot  hose,  2,800  ft; 
f.  al.,  bell:  val.  equip.,  $1,500;  val.  bldgs.,  $8,- 
600;  exp.  dept,  $375;  tot.  mem.,  60  vol. 

Water  Supply — Src,  spr.,  6  1-8  m.  bus.  cent; 
s>'s.,  grav.;  res.  cap..  2,500,000  gals.;  mains,  c.  1., 
28  m.,  8  to  8  in.  dia.;  66  hyd.;  met.,  346;  840 
serv.;  pipe,  wrt  i. ;  pres.,  dom.  60  lbs.,  f.  65  lbs.; 
cons,  day,  225,000  gals.;  cost,  $65,000;  cost  mtce., 
$1,500;   wks.   owned   by  city. 

LURAY,  p.  1,218;  mere  bldgs.,  bk.  ft  wd.,  1 
to  8  stor.;  priv.,  wd.,  8  stor.;  wd.  rfs.  perm.,  ex- 
cept on  new  bldgs.;   ifwks.   ord.      F.   dept. — 2  hose 


car.;  hose,  cot,  1,200  ft;  f.  aL.  wh.;  tot  man., 
60   vol.;   undrs.   rating,  second  class. 

Water  Supply — Src,  mountain  strm.;  ays.,  grav.; 

1  res.,  cap.  4,000,000  gals.;  mains,  S  m.,  t  to 
8  in.  dia.;  29  hyd.;  pres.,  f.,  106  lbs.;  cij^t  $11.- 
000;  wks.  owned  by  city. 

LYNCHBURG,    p.    29,494;    f.    area,    8,300    a.; 

mere,    bldgs.,    bk.,    2    to   5   stor.;    priv.,   bk,   ft   wd., 

2  ft  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  auio. 
triple  comb,  eng.,  3  str.,  4  comb.  c.  ft  h.  wag.,  20 
c.  hand  ex.,  1  h.  ft  L  trk.,  1  auto.  aer.  trk.,  24  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  14, '5 00  ft;  rub.,  gd., 
S50  ft;  tot.  hose,  lJ,3o0  ft;  f.  aL,  Gamewell,  76 
bx. ;  vaL  equip.,  $79,205;  vaL  bldgs.,  $5a,100; 
exp.  dept.,  $56,500;  tot  mem.  64,  pd.  full  time; 
undrs.    rating,   second   class. 

Water  Supply — Src,  riv.,  22  m.  bus.  cent;  sys., 
grav.  &  pump  to  rea,;  res.  cap.,  8,000,000  gjiK;  i 
pump,  eng.,  cap.  day  6,000,000  gals.;  niaiiL»,  c.  l, 
75  m.,  3  to  30  in.  dia.;  498  hyd.;  525  v.;  met, 
580;  ^,600  serv.;  pipe,  galv.  L;  -pres.,  dom.  12  10 
90  lbs.,  f.  120  lbs.;  cons,  day,  6,000,000  gals.; 
cost  mtce.,  $25,000;  wks.  owned  by  city. 

MANASSAS,  p.  1,217;  f.  area,  5^  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.,  stn.  t 
wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.:  causes  of  f.  inv.  F.  dept — 
1  gasoline  eng.,  1  h.  ft  1.  trk.,  2  c  hand  vx.,  1 
hose  oar.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  jif.. 
300  ft;  tot  hose,  1,800  ft.;  f.  al.,  bell;  val.  enuii., 
$2,800;  tot  mem.   20,  pd.  part  time  1,  voL   19. 

Water  Supply— «rc,  well,  1  m.  bus.  cent.;  sj^s... 
pump  to  stdp.;  stdp.  cap.,  80,000  grals. ;  res,  cap.. 
78,940  gals.;  2  pump,  eng.,  cap.  day  129,600  gal.-. 
mains,  iron,  7  m.,  4  to  8  in.  d.a. ;  52  hyd.;  'f 
v.;  86  met;  86  sen.;  im-©s.,  dom.  62  lbs.,  f.  100 
lbs.;  cons,  day,  20^000  gals.;  cost,  $33,000;  cost 
mtce.,  $600;  wks.  owned  by  city. 

MANCHESTER,  part  of  Richmond;  p.  9.715;  f. 
area,  600  a.;  mere  bldgs.,  bk.,  iron,  stn.,  wd.,  t  t 

3  stor.;  priv.,  wd.  ft  bk.,  2  ft  3  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.;  f.  not  inv.  F. 
dept — 1  h.  ft  1.  trk.,  1  hose  wag.,  8  hose  car.,  1 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2.600  ft;  L  aL. 
telp.;  val.  equip.,  $5,000;  val.  bldgs.,  $8,000;  exp. 
dept,  $2,100:  tot  mem..  15,  pd.  full  time  2, 
vol.  18. 

Water  Supply — Src,  riv.,  1%  m.  bus.  cent;  ^s., 
pump  to  stdp.;  stdp.  cap.,  130,000  gals.,  d.m.  33 
X  25;  4  pump,  eng.,  class  dup.,  cap.  day.  8,000,000 
gals.;  mains,  c  ft  wrt  L,  12  m.,  2  to  IS  in.  dia.: 
75  hyd.;  met,  100;  1,500  serv.;  pipe,  gahr.  L; 
pres.,  dom.  88  lbs.,  if.  116  lbs.;  cons,  day,  1,500. 
000  gals.;  cost,  $142,000;  cost  mtce.,  $5,000 
wks.  owned  by  city. 

MARION,  p.  2,727;  f.  area,  180  a.;  bldgs..  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  oitL; 
causes  of  f.  inv.  F.  dept — 1  h.  &  1.  trk.,  4  heme 
car.,  1  hose  wag,  12  hand  c.  ex.,  1  Eastman  Xew 
Nozde  bys. ;  hose,  cot,  rub.  lined,  gd..  1,200  ft.; 
inf.,  600  ft;  tat  hose,  1,800  ft;  f.  aL,  bell:  vaL 
equ  p.,  $2,050;  val.  bldgs.,  $100;  exp.  dept,  $150; 
tot.   mem.,   30  vol. 

Water  Supply — Src,  spr.,  4^  m.  bos.  ceat; 
a>'s.,  grav.;  spr.,  cap.  3.000,000  gala,  day,  dim. 
2S  X  76  X  2^,  mat  cone;  mains,  c-  L,  12  m..  2 
to  12  in.  dia.;  35  hyd.;  20  v.;  375  serv.;  pipe,  c 
i.;  pros.,  dom.  75  lbs.,  t.  40  to  100  lbs.;  ccms.  day. 
400,000  gals.;  cost,  $40,000;  cost  mtce.  $100. 
wks.  own^  by  city. 

MARTINSVILLE,  p.  8,868;  f.  area,  664  a.; 
mere  bldgs.,  bk.,  8  stor.;  priv..  bk.  ft  wd..  1 
stor.;  wd.  rfs.  perm.;  jwks.  ft  combt  ord.:  caosca 
of  f.  inv.  F.  dept — 2  hose  reels;  hose,  cot,  grd-. 
1,500  ft;  f.  al..  bell;  vaL  equip..  $1,000;  raL 
bldgs.,  $300;  exp.  dept,  $100;  tot  men.,  S4: 
undrs.  rating,  third  class. 

Water  Supply — Src,  creek,  1  m.  bus.  cent;  nr*-' 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  200,000  gala..  75 
ft  high;  4  pump,  eng.,  cap.  day  1,250,000  gal*  ; 
mains,  c.  i.,  6  m.,  6  to  8  in.  dia.;  4  9  hyd.;  *<» 
v.;  300  met:  550  serv.;  pipe,  galv.  L:  pres;.,  d«>m_ 
70  lbs.,  f.  90  lbs,;  cons,  day,  150.000  gal*,:  *-o»t 
$45,000;  cost  mtce.,  $1,200;  wks.  owned  by  city. 

NEWPORT  NEWS.  p.  20,205;  f.  area«  2.660  &.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  2  to  6  stor.;  prl'v.. 
stn.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  t. 
area;  fwks.  ft  combt  ord.;  camea  of  f.  tar.  P. 
dept. — 3  -auto.  comb.  c.  ft  h.  wag..  3  str.  with  axxtOL 
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WaUr  Supply — Src,  lak«  k  apr.;  ays.,  pumi 
res.   ft  dir.;   res.   cap.,    600,000   gals.;    stop. 
160,000  sfals.;   2  pump,  eng.,  cap.   day  1,44' 
gals.;    mams,    16    m.,    2    to    6    in.    dia.;    70 
met,   5;   prea.^  dom.   60  lbs.;   cost,   $42,000 
mtce.,  91, 000;  wks.  owned  by  city. 

SHENANDOAH,    p.     1.481.       F.    dept— 
carts,  1,000  ft.  boae;  vol. 

Watar  Supply — Sre.,  pumps;  sya.,  pump 

8MITHFIELD.  p.  1,278.  F.  dept — 1 
trk.,  8  hose  carts;  hose,  cot.,  rub.  lined, 
ft;  tot.  mem.,  40  voL 

Water  Supply — Src,  artesian  well  k  ' 
bus.  cent.;  sys.,  pump  to  stdp.;  stdp.  c 
gals.;    S    pump,    eng.,    cap.    day    7,500 
mains,  c.  i.,  8  ra.,  0  to  8  in.  uia. ;   40 
dom.  65  lbs.,  f.   80  lbs.;  cons,  day,  1< 
coat,  (80,000:  wks.  owned  by  Co. 

SOUTH  BOSTON,  p.  8,616;  f.  area 
bldgs.,  bk.,  2  k  8  stor.;  priv.,  wd.  ( 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  o: 
4  hose  reels;  hose,  cot.,  rub.  lined, 
inf.,  700  ft.;  tot.  hose,  2,500  ft.; 
equip.,    $2,200;    val.    bldgs..    $2,0 
1850;  tot  mem.,  12  vol.;  undrs.  r 

Watar  Supply — Src.   riv.;   sys., 
stdp.   cap.,   75,000   gals.,   dim.   7 
eng.,   cap.   day   800,000   gsls.;   i 
6  ft  8  in.  dia.;  80  hyd.;  8  v.;  ^ 
f.  05  lbs.;  cost,  $12,000;  wks.  a 

STAUNTON,  p.   10,604;  f.  a 
bldgs.,  bk.,  J   to  6  stor.;  pr!v., 
wd.  rfs.  not  perm,  in  f.  area; 
causes  of  f.  inv.     P.  dept — 1 
ex.,   1  hose  wag.,  1  hose  wa< 
cart,  2  hrs.;  hose,  cot,  rub. 
f.  al.,  elec.  bell,  81  bz.;  \'sl* 
bldgs.,  $7,000;  exp.  dept, 
pd.  full  time  2,  pd.  part  t: 

Water  Supply — Src,  spr. 
pump  to  res.,  to  stdp.  ft  i 
gals.;  2  pump,  eng.,  class 
gals.;  mains,  c.  i.,  8  m., 
100  v.;  met,   50;   2,000 
pres.,    dom.    50    lbs.,    f. 
cost  mtce.,  $12,000;  or 

STRASBURG,  p.   76 
80U   ft   hose;   vol. 

Water  Supply — Src. 
1,078,500  gals.;  maf 
19  hyd. 

SUTFOUK.   p.    7,0 
bldgs.,  bk.    ft    wd., 
1   to  3  stor.;  wd.    ' 
ft  combt.  ord.;  car 
1   h.  ft  1.   trk.,   1  ' 
eng.    ft   hose  waff, 
reds,    8    c.    hand 
4,500    ft;    f.    al. 
$42,000;    val.    b 
tot.    mem.    44,   ] 
vol.   35;  tmdrs. 

Water  Suppl< 
stdp.    cap.,    52 
eng.,   cap.   day 
m.,    6    to    16 
serv. ;   pres., 
200,000  gals 

TAZEWE' 
perm.;  fwks 
hose,    cot, 
80    vol. 

Water 
stdp.   cap. 
mains,   2 
100  lbs. 

VINT' 
priv.,    V 
combt. 
1  hose 
ft;    f. 
$1.00 

Wi 
stdp. 
day 
prer 
wki 
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ABERDEEN,  p.  18,660;  f.  area,  1,200  a.;  mere 
bldgs.,  8tn.,  bk.  k  cone,  2  k  S  ator.;  priv.,  wd., 
2  8tor.;  wd.  rfa.  not  penn.  in  f.  area;  fwka.  k 
combt.  ord.;  caosea  of  f.  inv.  F.  dept. — 2  auto, 
comb,  hose  k  pump,  eng.,  1  auto.  comb.  c.  k  h. 
dc  1.  trk.,  1  auto.  h.  k  1.  trk.,  1  chief's  auto.;  hose, 
cot.,  rub.  lined,  gd.,  6,500  ft.;  f.  al.,  Oamewell, 
45  bx.;  yal.  bldgs.,  f  1,600;  exp.  dept.,  $8,500; 
tot.  mem.  20,  pd.  full  tkne. 

Water  Supply — Src,  3  creeks,  1%  m.,  k  1 
creek,  2  m.  bus.  cent.;  eya.,  pump  dir.;  rea.  cap., 
7,000,000  gala.;  4  pump,  eng.,  daas  oomp.  dup. 
k  simplex,  cap.  day  6,000,000  kbIb.;  mains,  stl., 
c.  i.  k  wd.,  20  m.,  4  to  .18  in.  dia.;  183  hyd.;  150 
v.;  met,  481:  8,000  serv.;  pipe,  i.;  pres.,  dom.  90 
Iba.,  f.  110  Ids.;  cons,  day,  2,500,000  gala.;  coat, 
$225,000;  coat  mtce.,  $7,886;  wka.  owned  by  city. 

ANACORTES,  p.  4,168;  f.  area,  1,600  a.;  mere, 
bldga.,  etn.,  bk.,  wd.,  2  to  4  stor.:  priv.,  wd.  k 
cem.,  1  to  S  ator.;  wd.  rfa.  perm.;  fwka.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  9  c. 
hand  ex.,  1  comb.  h.  k  1.  trk.  &  c,  2  hose  carta, 
1  auto,  hose  wag.,  1  hose  wag.,  2  bra.;  hose,  cot., 
rub.  lined,  gd.,  3,200  ft.;  f.  al.,  bell;  val.  equip., 
$7,000;  val.  bldgs.,  $10,000;  exp.  dept..  $8,500; 
tot.  mem.  32,  pd.  full  time  2  men,  30  vol. 

Water  Supply — Src,  lake,  8  m.  bua.  cent;  sya., 
grav.;  rea.  cap.,  480,000  gale.,  loc.  2  m.  south  of 
city;  1  pump,  eng.,  cap.  day  172,800  g^la.;  mains, 
wd.  k  stl.,  24  m.,  1  to  12  in.  dia.;  43  hyd.;  50 
v.;  met,  267;  780  serv.;  pipe,  galv.  i. ;  pres.,  dom. 
60  to  80  lbs.,  f.  00  lbs.;  cost  $115,000;  wks. 
owned  by  Co. 

ARt-INGTON.  p.  1,4 7«;  mere,  bldgs.,  bk.,  stn.  k 
wd.,  1  to  3  Ktor. ;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  k  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
1  c.  eng.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  3  hose  carts; 
hose,  cot.,  rub.  lined,  zd.,  1,900  ft.;  fair,  900  ft; 
tot  liOBC,  2,800  ft.;  f.  al.,  telp.;  val.  equip.,  $3,- 
517;  val.  bldffs.,  $400;  tot.  mem.,  52  vol. 

Water  Supply — Src,  Stillaguamish  riv.;  sya., 
grav.  k  dir.  pres. ;  res.  cap.,  114,000  gals.;  1 
pump,  eng.,  class  centrif.,  cap.  day  1,152,000  gals, 
(in  reserve,  usetl  only  in  emergency,  2  dup.  pumps, 
cap.  600,000  gals,  day);  mains,  1  Vi  m.,  4  to  8 
in.  dia.;  22  hyd.;  pres.,  f.  65  to  75  lbs.;  wks. 
owned    by    city. 

ASOTIN,  p.  820;  f.  area,  100  a.;  mere,  bldga., 
bk.,  cone.  &  wd.,  1  to  8  stor.;  priv.,  wd.,  1  k  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt 
ord.;     cau.«es     of     f.     inv.       F.     dept. — 1     c.     eng., 

3  ho*e  carts,  1,500  ft,  hose;   f.  al.,  bell;  tot.  mem. 
30,  pd.  part  time. 

Water  Supply— Src,  Asotin  CTeek,  9  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  S.'iO.OOO  gnK;  pump, 
tng.,  cap.  day  1,.>00,000  gals.;  mains,  7^  m., 
■I  to  10  in.  dia.;  26  hyd.;  19  v.;  247  met.;  258 
strv. ;  pres.,  dom.  60  to  90  lbs.,  f,  90  lbs.;  cons.  daVf 
^00,000  gals.;  cost,  $32,000;  cost  mtce.,  $1,800; 
wks.  owned  by  city. 

ATTALA,  p.  260.  F.  dept — 1  hose  cart,  800 
ft.  hoae,  bell  al.;  vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sys., 
grav.  k  dir.  pres.;  res.  cap.,  270,000  gals.;'  1 
pump,  eng.,  cap.  day  270,000  gals.;  mains,  wd., 
1>^  m.,  4  to  8  in.  dia.:  4  hyd.;  2  v.;  10  met;  25 
Hcrv,;  pres.,  dom.  43  lbs.,  f.  46  lbs.;  cost  mtce., 
$300;   wks.   owned  by  priv.   Co. 

AUBURN,  p.  957.  F.  dept. — 1  c  eng.,  12  c 
hand  ex.,  1  hand  eng.,  1  h.  &  1.  trk.,  1,100  ft. 
hose;   f.    al.,   wh.,   4   bx.;   tot   mem.,   65   vol. 

Water  Supply — Src,  spr.,  2%  m.  bua.  cent.; 
sys.,   grav.;    cone,    res.,   cap.    225,000   gals.;    mains, 

4  to   8    in.    d:a. ;    24   hyd.;   prea.,   dom.    85   Iba.,   f. 
110  lbs.;   27  hyd. 

BALLARD,  p.   12.000;  annexed  to  Seattle. 
Water  Supply — See  Seattle. 

BELLINQHAM,  p.  24,298.  F.  dept— -2  auto, 
comb.  c.  &  h.  wag.,  1  auto.  oomb.  c  k  chiefa 
buggy,  1  oomb.  c.  '<k  n.  wag.,  1  atr.,  1  aer.  trk.,  4  bote 
carta,  6  hoae  reels;  boae,  7,900  ft;  f.  aL.  Oame- 
well, 49  bx.;  tot  mem.,  122,  pd.  full  time  17, 
vol.  106. 

Water  Supply — Src,  lake:  sys.,  grav.;  1  pump, 
eng..  class  dup.,  cap.  day  720.000  gals.;  rea.  cap., 
270,000  gala.;   246  hyd.;  prea.,   106  Iba. 


BLAINE,  p.  2,289;  f.  arc 
bldga.,  bk.  k  stn.,  1  k  2  atOT 
ator.  F.  dept — 8  c  eng.,  2  < 
hose,  cot,  rub.  lined,  1,800  ft 
hose,  1,900  ft;  f.  al.,  bell; 
tot.  mem.,   35  vol.;   undra.   rati 

Watar  Supply — Src,  atrm.;  i 
5,000,000  gala.,  loc.  8  m.  t4 
m.,  4  to  6  in.  dia.;  19  hyd.;  i 
prea.,  dom.  40  lbs.,  f.  40  Iba.; 
mtce.,  $1,000;  wka.  owned  by 

BREMERTON,  p.  2,998;  mc 
JB  wd.,  1  to  8  ator.  F.  depi 
hand  h.  k  L  trk.,  1.  comb.  h. 
2,800  ft  cot,  rub.  lined,  hoae 
man,  vol. 

Watar  Supply — Src,  mountai 
k  dir.  pres.;  rea.  cap.,  8,000,1 
eng.,  cap.  min.  2,760  gala.;  6* 
by  city. 

BREWSTER,  p.  600;  mere 
ttor.;  priv..  wd.,  1  k  2  stor.; 
area;    no  xwka.   k   oombt   ord. 
F.  dept — 1  c  eng.,  2  boae  ca 
lined,  gd.,  1,000  it;  voL  1. 

Watar  Supply-^Src,  Columb 
cent;  nra.,  grav.;  rea.  cap.,  100 
eng.,  daaa  trip.,  cap.  day,  18! 
wd.,  4  to  10  in.  dia.;  7  byd.;  i 
Lba.,  f.  83  lbs.;  wks.  owned  by  c 

BRIDGEPORT,  p.  500.  F.  • 
hoae  cart;  hoae,  cot,  rub.  lin 
f.  al.,  bell;  tot  mem.,  27  vol. 

Watar  Supply — Src,  apr.,  3 
grav.;  maina,  2  m.,  4  to  8  in. 
dom.   86  lbs.,  I.  85  lbs.;  wka.  • 

BUCKLEY,    p.    1,272;    f.    an 
bldgs.,  bk.  k  wd.,   1  to  2  stor. 
stor.;    wd.    rfa.    not    perm,     in 
combt.  ord.;   causes  of  f.  inv.     ] 

2  hose   carts;  hose,  cot.,  rub.  11; 
f.   ill.,    bell;    val.    equip.,    $750; 
tot.   mem.,   40   vol. 

Water  Supply — Src,  spr.,  % 
grav.   ik   pump   to   res.;   res.   cap. 
pump,    eng.,    cap.    day    360,000 

5  m.,    4    to    6    in.    dia.;    30    hyi 
galv.    i. ;    pres.,    dom.    25    lbs.,    ! 
owned   by  city. 

BURLINGTON,  p.  1,000.     F.  c( 
1,000    ft.    hose;    f.    ah,    bell;    vi 
val.    bldgs.,    $300;    exp.    dept, 
20    vol. 

Watar  Supply — Src,  wells,  caj. 
1  m.  bua.  cent;  sys.,  grav.  k  dii. 
100,000  gals.,  mat.   wd. ;  mains, 
to  8   ill.  dia.;    20  hyd.;   12  v.;  pi 
f.  80  lbs.;  wks.  owned  by  city. 

BURTON,  p.  1,000.  F.  dept- 
Water  Supply — Src,  spr.  &  i 
ctnt. ;  sys.,  grav.;  stdp.,  dim.  > 
mains,  wd.  &  i.,  3^(4  m.,  \^  to  ' 
60  serv.;  pipe,  wd.  k  iron;  pies, 
lbs.,  f.   100  lbs.;   wks.  owned  by 

CAMAS,  p.    1,12-5.      F.   dept- 
eng.,  1,000   ft  hose;   f.  al.,  wh. ; 

Watar  Supply — Src,  lake,  1  ni 
grav.;  res.  cap.,  800,000  gals.;  !! 
760  gals,  min.;  maina,  6  in.  di 
f.  47  lba. 

CASHMERE,   p.   625;  mere   bl 

3  stor.;  priv.,  bk.  k  wd.,   1  &  2 
perm,  in  f.  a»rea;  fwks.  k  combt. 
inv.      F.   dept — 1   h.  k  1.   trk., 
reel;    hose,    cot.,    rub.    lined,    gd., 
telp.  k  bell;  tot  mem.,  3>2  vol. 

Watar  Supply — Src,  well,  ^ 
sys.,  grav.;  res.  cap.,  200,000  ga 
cap.   day   100,000  gals.;   mains,  y 

6  in.    dia.;    2.1    hyd.;    16  v.;    209 
pros.,  dom.   43  lbs.,  f.  100  lbs.;  < 
gals.;  cost,  $21,118;  cost  mtce., 
by  city. 

CASTLE  ROCK,  p.  998;  bid 
ator.  F.  dept. — 2  band  boae  cai 
12   vol. 
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Water  Supply — Src,  mountain  strm.,  8  m.  bus. 
cent.;  sys.,  gnv.  &  pump  to  res.;  res.  cap.,  160,* 
000  gala.;  mains,  iron  St  wd.,  SH  m.,  2  to  6 
in.   dia. ;   23   liyd.;   11   v.;   met.,   5;    150   serv. ;   pipe, 

falv.    i. ;    pres.,    dom.    48    lbs.,    f.    76    lbs.;    cost, 
15,000;   cost   mice.,   $400;   wks.   owned   by   Co. 

CATHLAMET,  p.  400.  F.  dept. — 1  hand  hose 
cart;  hose,  cot.,  rub.  lined,  gd.,  800  ft.;  f.  al., 
bell;  tot.  mem.,   12  vol. 

Water  Supply — Src,  creek,  IH  m.  bus.  cent.; 
syS'i  grav. ;  res.  cap.,  54,000  gals.;  mains,  2  m.,  2  to 

6  in.    dia.;    11    hyd. ;    pres.,    dom.    57    lbs.;    f.    57 
lbs.;   wks.   owned   by   city. 

CENTRALIA,  p.  7,311;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  &  wd.,  2  stor. ;  priv.,  wd.,  1V6  stor. ; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  8t  combt.  ord. ; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  hose, 
c.  &  ti.  &  1.  trk.,  1  str.,  1  h.  ^  I.  trk.,  1  comb.  c.  & 
h.  wag..  2  hrs. ;  hose,  cot.,  rub.  lined,  gd.,  4,400  ft.; 
f.  al.,  bell;  val.  equip.,  $25,000;  val.  bldgs.,  $4,' 
000;  exp.  dept.,  $7,000;  tot.  mem.,  8,  1  call  mem., 

7  pd.    full    time. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys., 
pump  to  res.  '&  dir. ;  res.  cap.,  650,000  gals.;  8 
pump,  eng.,  class  dup.,  cap.  day  2,000,000  gals.; 
mains,  sil.  &  wd.,  5Vi  m.,  4  to  10  in  dia.;  72 
hyd.;  4  4  v.;  600  serv.;  pres.,  dom.  95  lbs.,  f. 
95  to  110  lbs.;  cons,  day,  800,000  gals.;  cost 
mtce.,   $6,000;   wks.   owned  by  Co. 

CHARLESTON,  p.  1,800;  f.  area,  80  a.  F. 
dept. — 2  hose  cai*ts,  6  c  hand  ex.,  hooks  &  ladders; 
hose,  cot.,  rub.  lined,  gd.,  1.000  ft.;  f.  al.,  bell; 
val.  dept.,  equip.,  $1,500;  val.  bldgs.,  $8,000;  exp. 
dept..   $500;   tot.   mem.,   30   vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
grav. ;  1  pump,  eng.,  cap.  day  81,000  gals.;  mains, 
2  m.;  26  hyd.;  31  v.;  12  serv.;  pres.,  dom.  75 
lbs.,  f.  80  lbs.;  cost,  $200,000;  cost  mtce.,  $8,- 
000;  wks.  owned  by  priv.  Co. 

CHEHALIS,  p.  4,507;  f.  area,  800  a.;  mere 
bldgs.,  bk.  &  wd.,  1  to  3  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  &  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c  hand  ex.,  1 
h.  &  1.  trk.,  1  comb.  h.  &  c.  wag.,  2  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  2,700  ft.;  f.  al.,  bell; 
val.  equip.,  $4,500;  val.  bldgs.,  $1,300;  exp.  dept., 
$118;  tot.  mem.,  17,  3  pd.  full  time,  14  vol. 

Water  Supply — Src,  riv.,  1V6  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  600,000  gals.,  loc 
on  hill  east  of  city;  2  pump,  eng.,  class  comp., 
cap.  day  3,160,000  gals.;  mains,  wd.,  15  m.,  2 
to  10  in.  dia.;  52  h>vl.;  23  v.;  4"50  serv.;  pipe, 
galv.  i.;  pres.,  dom.  85  lbs.,  f.  80  to  100  lbs.; 
cons,  day,  600.000  gals.;  cost,  $55,000;  cost 
mtce.,  $6,000;  wks.  owned  by  Co. 

CHELAN,  p.  700.  F.  dept. — 2  hose  carts,  700 
ft.  hose;  f.  al.,  bell;  vol. 

Water  Supply — Src,  well;  sys.,  grav,;  pump  eng., 
cap.  day  1,152,000  gals.;  res.  cap.,  900,000  gals.; 
28  hyd.;  wks.  owned  by  Co. 

CHENEY,  p.  1,207;  mere  bldgs.,  bk.  &  wd..  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  &  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  &  1.  trk.,  hooks  &  ladders,  2  hose 
wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,250 
ft;  inf.,  500  ft;  tot  hose,  2,760  ft;  f.  al.,  bell; 
val.  equip.,  $2,500;  val.  bldgs.,  $2,500;  exp.  dept, 
$500;  tot.  mem.,  25  vol. 

Water  Supply — Src,  lake  &  wells,  3  ra.  bus. 
cent;  sys.,  pump  to  res.;  res.  cap.,  300,000  gals.; 
pump,  eng.,  cap.  day  288,000  gals.;  mains,  wd.  k 
stl.,  5  m..  2V^  to  8  in.  dia.;  28  hyd.;  25  v.; 
met,  183;  105  serv.;  pipe,  iron;  pres.,  dom.  80 
lbs.,  f.  80  lbs.;  cost,  $50,000;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

CHiEWELAH,  p.  823.  F.  dept. — 1  c  eng.,  1 
hose  cart,  600  ft.  hose;  f.  al.,  bell;  tot.  mem.,  20 
vol. 

Water  Supply — Src,  mountain  str.,  1  m.  bus. 
cent;  sys.,  grav.;  ires,  cap.,  1,000,000  gals.;  mains, 
wd.,  2  to  10  in.  dia.;  10  nyd.;  14  v.;  pres.,  dom.  46 
lbs.,  f.  90  lbs.  * 

CLARKSON^.  P.  1,250.  F.  dept. — 2  c  eng.,  2 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,100  ft; 
f.  wl..  bell:  tot.  mem.,  23  vol..  pd.  on  call. 

Water  Supply--Src..  Tilbnan  Creek  k  Cle  Elum 
Riv.,  8V&  dc  8  m.  bus.  cent;  sys.,  grav.;  res. 
cap.,  180,000,000  gals.;  1  pump  eng.,  cap.  day, 
1,440,000  gals.;  mains,  wd.,  22^  m.,  4  to  6  in. 
dia.;  82  hyd.;   47   v.;   1   met.;jpres.,  dom.  70  lbs., 


f.  80  lbs.;  cost,  $100,000;  cost  mtee.,  $S00; 
owned  by  city. 

CLE  ELUM,  p.  2,749;  f.  area,  ^  sq.  m.  F. 
dept. — 4  hose  carts,  1  h.  ft  L  trk.;  hose,  8,000 
ft;  f.  aL,  bells  &  wh.;  vaL  equip.,  $2,220;  TaL 
bldgs.,  $4,200;  exp.  dept,  $100;  tot  man.,  40, 
pd.   part  time;   undrs.  rating,  fourth  class. 

Water  Supply — Src,  Tillman  Creek  &  mountain 
strm. ;  sys.,  grav.;  80  hyd.;  mains,  8  m.,  4  to  12 
in.  dia.;  pres.,  SO  lbs.;  cost,  $50,000;  cost  mice., 
$900;   wks.   owned  by  city. 

COLFAX,  p.  2,788;  f.  area,  22  v;  bld^s.,  bk. 
k  stn.,  1  &  2  stor.;  wd.  rfs.  not  perm.;  do  fvka. 
k  combt.  ord.  F.  dept — 1  str^  1  h.  dc  L  trie,  4 
hose  osr.;  hose,  cot,  rub.  lined,  ed.,  2,700  ft; 
f.  aL,  wh.;  vaL  equip.,  $8,000;  val.  dUub.,  $5,000; 
exp.  dept,  $500;  tot  mem.,  27,  pd.  full  time  2, 
vol.  25. 

Water  Supply — Src,  spr.,  14 H  m.  bus.  cent.; 
sys.,  grav.,  pump  to  res.;  res.  cap.,  600,000  gals.; 
pump,  eng.,  class  centrif.  elec  comp.  k  dup.,  cap. 
day,  1,600,000  gals.;  mains,  kalamein,  6  m.,  2  to 
10  in.  dia.;  53  nyd.;  68  v.;  600  met;  700  serv.; 
pipe,  galv.  L;  pres.,  dom.  ft  f.  85  lbs.;  cons,  day, 
600,000  gals.;  cost,  $120,000;  cost  mtce.,  $3,600; 
wks.  owned  by  city. 

COLTON,  p.  893.  F.  dept — 1  hose  cart,  800 
ft.  hose,  bell  aL;    11   voL 

Water  Supply — Src,  well.  1  m.  bua.  cent;  srn., 
grav.;  res.  cap.,  152,592  gals.;  mains,  4  to  6  in. 
dia.;   12  hyd.;  pres.,  f.  42  lbs. 

COLUMBIA  CITY,  p.  2.500,  under  the  SeatUc 
f.  dept.  F.  dept. — 1  c  eng.,  1  h.  &  1.  trk.  out- 
fit,   1   hose  cart;  hose,   600  ft;  tot  mem.,  86  voL 

Water  Supply — Src,  Seattle  maina. 

COLVILLE,  p.  1,533;  f.  area,  22  a.  F.  d^'H.— 
4  c.  hand  ex.,  2  hose  carts,  1  h.  .&  1.  trk.:  b<>-e. 
cot.,  rub.  lined,  gd.,  1,200  ft.;  inf.,  300  ft.;  t«K. 
hose,  1,500  ft;  f.  al.,  bell;  vaL  equip.,  $2,5'>0: 
val.  bldgs.,  $600;  exp.  dept,  $500;  tot.  mem..  3a 
vol. 

Water  Supply — Src,  spr.  k  wells,  2H  m-  bus- 
cent;  sj's.,  grav.;  res.  cap.,  360,000  gals.;  31  hyd.; 
24    v.;  pres.,   1'45  lbs. 

CONCRETE,  p.  945.  F.  dept. — i  hose  cait*, 
1,500  ft   hose;  vol. 

Water  Supply— Src,  strm.,  1  m.  bua.  cent;  ays.. 
grav.;  mains,  wd.,  3  m.,  4  to  6  in.  dia.;  15  hyd.; 
pres.,  dom.  80  lbs.,  f.  90  lbs.;  wks.  owned  b^ 
priv.  Co. 

COSMOPOLiS,  p.  1,132;  mere  bldgs.,  wd.  k  bk., 

1  k  2  stor.;  priv.,  wd.,  1^  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  eng.,  8  c  hand  ex.,  1  h.  It  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd..  1,200 
ft;  f.  al.,  bell;  val.  equip.,  $2;oOO;  exp.  depu, 
$300;   tot   mem.,  20  vol. 

Water  Supply— Src,  spr.,  brook,  1  m.  bos.  cent; 
sys.,  grav.;  stdp.  cap.,  100,000  gals.;  2  pump,  eng., 
ciip.  day  2,880,000  gals.;  17  nyd.;  mains.  4  ic 
12    in.    «lia. ;   wks.   owned  by  Co. 

COUPEVILLE,  p.  810;  mere  bldgs.,  wd..  S  stor.; 
priv.,  wd.,  I  k  2  stor.;  wd.  rfs.  perm.;  fwks.  k 
combt.  ord.  F.  dept. — 1  h.  ft  L  trk.,  24  bocketsk. 
6  ladders,  2  axes  k  ropes. 

Water  Supply — No  regular  sys. 

ClIRLEW,  p.  250.  F.  dept — 1  hand  hose  cart. 
800  ft.  hose:  voL 

Water  Supply — .Src,  mountain  strm.,  1  m.  bws. 
cent;  sys.,  grav.;  res.  cap.,  100.000  gala.;  mains, 
wd.,  2  to  6  in.  dia.;  5  hyd.;  prea.,  dom.  80  lbs.; 
wks.  owned  by  M.  M.  Kellehy. 

DAVENPORT,  p.  1,229;  mere  bldgs..  bk.  ifc  w!., 

2  stor.;  priv.,  bk.  k  wd.,  2  stor.;  wd.  rfs.  p^rm.  -.n 
f.  area;  fwks.  k  combt.  oni.;  causes  of  f.  m\.  V. 
dept. — 1  c  eng.,  1  h.  &  1.  trk.,  2  hose  carts,  Jtt  : 
hose,  cot.  rub.  lined  gd.,  1,800  ft;  c.  200  tt  ; 
tot.  hose,  2,000  ft;  f.  aL,  bell:  val.  equip..  $3.0*m. ; 
val.  bldgs.,  $100;  exp.  dept,  $400;  tot.  rot^nu, 
75  vol. 

Water  Supply — Src,  spr.,  in  bus.  cent.;  ^^, 
pump  to  stdp.;  stdp.  cap.,  65,000  gals.,  mat.  stl.; 
2  pump.  eng..  cap.  day  860.000  gala.;  mains,  wrc. 
i.,  10  m.,  2  to  6  in.  dia.;  59  hyd.;  40  ▼.;  met^  2; 
150  seRT.;  pipe,  galv.  L;  pres..  dom.  60  IbsL,  f. 
120  lbs.;  cons,  day,  80,000  gals.;  coat,  $30,000; 
cost  mtce.,  $8,000;  wks.  owned  by  city. 

DAYTON,  p.  2.889:  f.  area.  25  a.:  bldirs..  ^^^  . 
stn.    k   bk.,    1^    to   8    stor.;   wd.    rfs.    not 
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F.  clept — 1  vtr.,  1  h.  idk  L  trk.,  8  ho«e  wag.,  1 
hose  reel;  hose,  cot.,  rub.  ]ined,  gd.,  3,4>)(>  ft.; 
f.  al.,  bells;  viil.  equip.,  $8,000;  val.  bldgg.,  $4,000! 
exp.  dept,  $350;  tot.  mem.  125,  pd.  full  time  1. 
124    vol.;   undrs.    rating,   third    classs. 

Water  Supply — Src.,  apr.,  4%  m.  bus.  cent.; 
svfi.,  grav.;  2  re<s.,  comb,  cap.,  890,000  gala.;  mains. 
c.  i..  12^  m.,  4  to  16  in.  dia.;  90  hvd.;  60  v.;  !t3l 
aerv.;  pipe,  galv.  L;  prea.,  dom.  06  Iba.,  f.  65  Iba.: 
ooat,  $140,000;  ooat  mice.,  $1,600;  wka.  owned 
by  city. 

DEER  PARK,  p.  1,200;  f.  area,  IflO  a.  F.  dept. 
— c.  hand  ex.,  2  hose  carts,  1,600  ft.  hose;  f.  al., 
wh.;  val.  equip.,  $15,000;  val.  bldgs.,  $2,000;  exp. 
dept..  $76;   tot.   mem.,   24   vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sya., 
dir.  pres.;  1  pump,  eng.,  cap.  day  12,000  gala.; 
mains,  c.  i.,  8  m.,  2  to  6  in.  dia.;  39  hyd.;  20  v.; 
40  met.;  70  serv. ;  pres.,  dom.  90  lbs.,  i.  140  lbs.; 
cost,  $16,000;  cost  mtce.,  $240;  wks.  owned  by 
city. 

EATONVILLE,  p.  700.  F.  dept. — 2  hose  carts; 
f.   al.,  bell;  tot.  mem.   18,   pd.  part  time. 

Watar  Supply — Src,  Little  Marshall  Riv.,  1  m. 
bus.  cent.;  sys.,  grav.  it  dir.  pres.;  res.  cap.,  200,- 

000  gals.;  2  pump,  eng.,  cap.  day  2,880.000  gals.; 
mains,  2  m.,  4  to  14  in.  dia.;  27  hyd.;  prea.,  dom. 
50  lbs.,  f.   100  lbs.;  wks.  owned  by  city. 

EDMONDS,  p.  1,114.  F.  dept. — 2  hose  carta, 
400  ft.  hose,  bell  al.;    10  vol. 

Water  Supply — Src,  creek  &  spr.,  1  m.  bus.  cent.; 
sys.,  grav.;  mains,  4  m.,  4  to  6  in.  dia.;  26  hyd.; 
20  v.;  pres.,  f.,  6H  lbs.;  cost,  $30,000;  cost  mtce., 
$3,000;   wks.  owned   by  priv.  Co. 

ELLENSBURG,  p.  4.200;  f.  area,  000  a.;  mere 
bldgs.,  bk.  &  stn.,  2  &  3  stor.;  priv.,  wd.,  1  ft  2 
stor. ;  wd.  rla.  not  perm.;  fwks.  &  combt.  ord.; 
ca.u8es  of  f.  inv.  F.  dept. — 1  auto.  comb,  c  ft  h. 
wag.,  1  Btr.,  1  c.  eng.,  2  c.  hand,  ex.,  1  h.  ft  L 
trk.,  1  hoae  wag.,  2  hose  car.,  ftc,  2  hra.;  hose, 
cot.,  Tub.  lined,  gd..  2,100  ft.;  fair,  1,600  ft.;  tot. 
hose,  8,700  ft.:  f.  al.,  Oamewell,  8  bx.;  val.  equip., 
$13,000;  val.  bldgs.,  $2,000;  exp.  dept,  $8,000; 
tot.  mem.,  18,  pd.  full  time  4,  vol.  14,  pd.  $2 
per  call;  undrs.  rating,  third  class. 

Watar  Supply— Src,  wella,  7  m.  bua.  cent;  wyu., 
grav.  k  pump  dir.;  res.  cap..  1.000.000  Kate.;  *2 
pump,  eng.,  cap.  day  17,280,000  gals.;  mains,  27 
m.,  4  to  16  in.  dia.;  107  hyd.;  14G  v.;  met..  10; 
4  00  serv,;  pres.,  dom.  9.^)  lbs.,  f.  ISO  lbs.;  cost, 
$170,000;   cost  mtce.,  $3,000;   wks.  owned   by  city. 

ELMA,  p.  1.682;  f.  area,  9  a.;  mere,  bldgs.,  wd., 

1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
c.  eng.,  1  h.  ft  1.  trk.,  3  hose  carts;  hose,  nib.,  gd., 
1,100  ft.;  f.  al.,  bell;  val.  equip.,  $1,600;  tot 
xnem.,  42  vol. 

Water  Supply — Src,  spr.,  14  m*  bus.  cent;  sys., 
grav.;  res.  cap.,  316,000  gals.,  loc  near  hillside; 
1  pump,  eng.,  cap.  day  20,000  gals.;  mains,  wd., 
3  m.,  3  to  8  in.  dia.;  30  hyd.;  260  serv.;  pipe, 
galv.  i. ;  pres.,  dom.  46  lbs.,  f.  60  lbs.;  cost,  $12,- 
200;  cost  mtce.,  $100;  wks.  owned  by  city. 

ENDICOTT,  p.  700.  F.  dept. — 1  c  eng.,  2  hose 
cart.*!,  1,000  ft.  hose;  f.  al.,  bell;  tot.  mem..  30  vol. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
grav.;  res.  cap.,  63,432  gals.;  mains,  4  to  6  in. 
d;a. ;   21   hyd.;   wks.   owned   by   city. 

ENUMCLOW.  p.  800.  F".  dept. — 2  hose  carts. 
S50  ft.  hose;  hell  al.;   vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  s>"s., 
grav.;  res.  cap.,  1,000,000  gals.;  1  stm.  pump,  eng., 
cap.  day  792,000  gals.;  main's,  wd.  v^'  i.,  5  m.,  2 
to  10  in.  dia.;  11  hyd.;  300  serv.;  pres..  dom.  45 
lbs.,  f.   90  lbs.;   wks.   owned  by  priv.   Co. 

EPHRATA,  p.  600.  F.  dept. — 1  c.  eng.,  1  hose 
cart.   SOO    ft.   hose;   vol. 

Waiter  Supply — Src,  well;  sys.,  dir.  pres.;  res. 
cap.,  80,000  gals.;  mains,  4  in.  dia.;  11  nyd.;  wks. 
owned  by  city. 

EVERETT,  p.  24,814;  f.  area,  11  4-6  sq.  m.; 
mere,  bldgs.,  wd.,  stn.,  bk.,  6  ator.;  priv.,  wd.,  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  P.  dept. — 1  str.,  1 
auto,  confb.  pump,  eng.,  c  eng.  ft  hose  wag.,  1 
auto.  comb.  c.  ft  h.  wag.,  1  auto.  comb.  h.  ft  1. 
trk.,  1  auto,  hose  wag.,  1  han(f  hose  cart,  1  chiePB 
auto.,   1   asst.    chiefs   auto.;   hose,    cot.,  rub.   lined, 

?d.,  7,736  ft;  f.  al.,  Gamewell,  42  bx.;  tot   mem. 
6,  pd.  full  time  4.  22  pd.  part  time. 


Watar  Supply — Src,  spr.,  10 
grav.,  pump  to  res.  ft  dir.;  2  r 
gala.,  IOC  ^  m.  south  of  stai 
class  elec.  ft  comp.  ft  dup.,  e 
gals.;  mains,  stl.  ft  wd.,  67  m 
226  hyd.;  met,  160;  6,600  a 
pres.,  dom.  60  lbs.,  f.  120  lb 
wks.  owned  by  Co. 

FARMINGTON,  p.  600;  mer« 
1  ft  2  ator.;  priv.,  wd.,  1  ft  2  1 
in  f.  area.;  no  fwka.  ft  combt 
inv.  F.  dept — 1  c  eng.,  1  h 
carta;  boae,  cot,  rub.  luied,  gc 
gonff.;  tot  mem.,   14  vol. 

Water  Supply^--8rc,  wall,  1 

Kiv.l  rea.  cap.,  100,000  gala.; 
y.    68,360   gala.;    mains,  wd., 
in.  dia.;    18  hyd.;   9   v.;   1    met 
cons,   day,   8,000   gals.;    cost,   $ 
$900;  wka.  owned  oy  city. 

FERNDALE,  p.  800.  F.  d< 
600  ft  boae;  z.  aL,  bell;  9  toL 

Watar  Supply — Src,  Nooksoc 
cent;  ay%.,  grav.  ft  dir.  prea.; 

gals.;    res.    cap.,    60,000   gals.; 
day    720,000   gals.;    mains,   wd., 
in.   dia.;    14   hyd.;    8   v.;    6   met 
galv.   i. ;   pres.,  dom.  ft  f.,   67   II 

000  gals.;  cost,  $12,000;  wks.  o 

FORT  WORDEN,  p.  750;  f. 
dept. — 2  hand  c  eng.,  8  hose  c 
ders,  buckets,  ftc;  f.  al.,  bell;  1 
val.  bldgs.,  $1,600;  exp.  dept,  | 

Water  Supply — Src,  well,  1  i 
grav.;  16  hyd.;  pres.,  dom.  lOG 
wks.  owned  by  U.   S.  Govemmer 

FRIDAY  HARBOR,  p.  1,000. 
carts,  1,000  ft.  hose;  vol. 

Water  Supply — Src,  Trout  I. 
hyd. 

GARFIELD,  p.  982;  mere  bl 
ft  2  stor.;  priv.,  bk.  ft  wd.,  1  i 
perm,  in  f.  area;  no  fwks.  ft  c 
of  f.  inv.  F.  dept. — 1  hand  h. 
carts;  hose,  cot.,  rub.  lined,  g( . 
bell;     vol. 

Water  Supply — Src.  wells,  1  1 
grav.  ft  dir.  pres.;  stdp.  cap.,  ' 
cap.,  152,592  gals.;  mains,  'j,  m.. 
24  hyd.;  pres.,  dom.  42  lbs.,  f.  ^< 
by  city. 

GOLD  BAR,  p.  500;   f.  area,  ^1 
wd.,    1    to    2%    stor.;    priv.,    wd. 
perm,  in  f.  area;   fwks.  ft  combt. 
mv.      F.    dept. — 3   hose   reels,    l,i 
lined,   hose;    f.    al.,   bell,    1    bx.; 
val.   bldgs.,   $300;   exp.    dept,   $' 
vol. 

Water  Supply— Src,   creek,    1  < 
sys.,   grav.;    mains,   wd..   3    m.,    ] 
hvd.;   pres.,  dom.   iSc   f.,   44    lbs.;   ' 
B.  L.  ft  W.  Co. 

GOLDEN  DALE,  p.  1.208;  f.  a- 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor;  ] 
wd.  rfs.  perm,  in  f.  area;  fwk>i 
causes  of  f.  inv.  F.  dept. — Ladi 
hook^,  7  c.  hand  ex..  1  h.  ft  1. 
hose,  1,600  ft;  f.  al.,  bell;  val 
val.  bldgs.,  $800;  tot  mem.,  25  v* 

Water  Supply — Src,  apr.,  12  n 
grav.  to  res.;  2  res.,  comb,  ca 
pump,  eng,,  cap.  day  750,000  gal 
4  to  8  in.  dia.;  29  hyd.;  2r>0  sv 
lbs.;  cost,  $20,000;  cost  mtce.,  1 
by   town. 

QRAUD  VIEW,  p.  500;  mere  fc 

1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  i 
perm,  in  f.  area;  no  fwka.  ft  co 
of  f.  Inv.  F.  dept — 1  c  eng.,  2 
cot.  rub.  lined,  gd.,  1,000  ft;  f. 

Water  Supply — Src,  well.  %  n 
dir.  pres.;  stdp.  cap.,  30,000  gal 
cap.  day,  432,000  gals.;  mains,  y 
8  in.  fiia.;  20  hyd.;  118  met; 
dom.  20  lbs.,  f.  80  lbs.;  cons,  r 
cost,  $16,000;  cost  mtce.,  $1,00' 
city. 

GRANGER,  p.  860;  mere,  bldi 
ator.;  priv.,  bk.  ft  wd..  1  ator.;  w 
area;  no  fwka.  ft  combt  ord.;  oai 


d«pL — 1  c  tag.,  S  how  »Tti:  hou,  cot.,  rub.  lined, 
t£,  1,000   ft.;  C.   kL,  btll:   toL 

WiUr  8wPRl)r — Src,  will,  1  m.  bui.  cent.;  in.. 
■ny.i  m.  cmp.,  111,000  till.;  1  pump,  eng.,  ctf. 
d*J,   180,000  fia.:   rnalD^  «d.,   1  to  10  Id.  dU-l 

liny,     26.000    i«is.i  'cMt.     H'S.IOO;     roBt'mlce., 

GRANITE  FALLS,  p.  l.OODi  mere,  bldgi.,  bk.  ft 
vd..  IAS  Mtor.i  priT.,  bk.  ft  wd.,  1  «  !  bidt.;  wd. 
rla.  p«rm.  in  f.  irM;  iKi  (nki.  ft  combt.  ord. 
rauiee  ol  I.  lav.  F.  dtpt.— t  hand  hoK  curls,  1  c 
eng.,  I  l>.  ft  1.  trk.;  hoie.  cat.,  rub.  lined,  gd.,  l.GOB 


HAMILTON,  I 


l.SOO   1 


■■.'S' 


1  h.  ft  I.  I 


HANFORD.  p.  300.  F.  dei't.— 1  hose  wag.; 
how.  cot.,  rub.  liii«l,  gd.,  TSO  tt.L  f.  »!..  hrV.; 
val.   equip.,  tSOO;   val.  blilgv.,  tSO;    lot.   nirm..  lo 

W»l»r  SuBDiy— Src.,  Colurobi*  Riv.,  1  m.  bui. 
cent.;  eya..  grav.  ft  dir.  pre*.;  res.  op.,  TS.OOO 
gala.;   1   pump.  «ng..  data  trip.,  cap.  day  TIO.OOO 

wks.  ''ovltd  K  pri™t'o.       ■        ■"•""*■■ 

HAflRINGTON.  p.  601.     F.  dept. — £  hOM  cut*. 


7  to\. 


Water  Supply— Srt..  well.  W  ra.  bu 
»*>.:    stdp.    cap..    70,000    gala.;     i    pump,    eng.; 
mains,   »<).,    S.uOO    ft.,   4   to  0    in.   dii.:    33   hyS.; 

S2'2.'000;  wki.oniLcd'by  prii.'co." 

HATTON,  p.  lei;  mer^  bldgK,  vd.,  1  ft  2  alor.: 
priv.,  wd.,  1  ft  !  stor.;  wil.  rf»,  perm,  in  f.  area; 
no  fwk9.  ft  toDibt.  ord.;  caueea  of  I.  Inv.  F.  dept. — 
1   hind  hose  cart;   hoae,  cot.,  rub.  lined,  gd.,  300 


0  gala.;   mains,  c.  i..  S  ir 

;  jUka.  owned  by  city. 

TB;  mere,  bldgi.,  bk.  ft  c 


1    ator.;    wd.    ris,    nul   perm.    In    f.    area;    ficka.    ft 
combt.   ord,;   eauaes  of   f.   Inv.      F.   dept.— 1    auto. 

f."  ai.,    3S  'l>i.,"^(3amewell;''vaL    iqu'ip.,    130,000; 
val.     bidga.,     »15,U0O;     eip.    dcpt,     »16,000;     tot. 


1  m.;  IB  hyd.;  7  v.-  ISO  ■ 
0  ]b«.;  coat.  tIS.OOO;  coat 
i>ned  by  city. 


..  BOO  It.;  [.  al.,  beU;  roL 
Src,  mounUin   stnn..    t    m.   boi. 

iT<  hyd.;   pra.,  donL    tS   Iba.. 

ned  by  city. 

mere,  bldgs.,  bk.   ft  «d.,    1   ft  .t 


>.  day   2,000.0110  gal*.'; 


'Wat*r'   Supply^^-^v..    crk.    A   riv..    1%    i 

S  hon..  5  m..  4  to  0  in.  d.a.i  35  bfd.;   it  _ 

cost',' j'llToOO; 'cost  mice.  S*,06-;   wks!   ,.v 

KELSO,    p.    i.OSO.      F.    dept. — t    bOM    euU,    1 

" IHW:  L  iL,  ben  ft  t^; 

mi.   r'-" —     ••">*■   —     .•— 

ipply^Sr'c. 


mem,   ^7 
ip  ply— Src 

Ev.;  rca.  cap..  200.000  gala.:  fi  pump.  eDg.,  a 
',  SOO.OOO  gala.;  maina,  wd.  ft  stL,  16  m.,  B 
12  in.  dia.;  30  hyd.;   30  v.;  ISO  met,;   fiOO  aer 


,000  gala.;  £  pump.  eDg., 

,_;   30 

pipe,  wd.  ft  ML;  pre*.,  i 

KENHEWICK,    p.     1,800;     mere,    bldga.,    bL    1 
nc,   1  to  3  slot.;  priv.,  bk.  ft  wd..   1  ft  3  *u>r. 

™""liw."F.'  i"  '  " 


h.   ft  L    trk.; 


-S  boaa  cartH,  1  o.  ens.. 
,  nib.  lined,  gd..  l.oSo 
vaL  eqn^,  fl,O00;  op. 


cent.;    lya.,    grav.; 


I    Biv., 


.   bu. 


,000     gila.; 

dom.  t6  Iba.,  (.  100  Iba.;  «ka.  OMed  by  cL  '  "' 
KENT,   p.    1,B08;   f    area,   1   «.^     F,    depL— 1   c. 

Bcll'al.;  val,  equ  p..  li'.ODO;"  val. 'bldga..  «<50;t«.' 
nivm..   20  vol. 

Water  Supply— Src.  tpr.;  ays.,  gn>.:  ■  its., 
cunib.  cap,,  1,600.000  gals.;  n  hyd.;  prna,  '-a 
Iba.;  cost,  II3.O0O;  coat  oitc*.,  t«oa;  vka.  ontt 
by   city. 

KETTLE    FALLS,    p.    377.       F.    dept.— t    ban 

wilar  Supply — ^rc,  apr.,  1  m.  bita.  e^it.:  Va- 
grav,;  res,  cap.,  SOB, 000  gala.;  maina,  4  to  10  ia 

ilja.;    1,^  hjd.;  pres..  I..   *1  Ibt 

KIRKLAHO.  p.  000.  F,  irpt. — 1  c.  a^,  !i« 
II,  hiBi-;  (.  al..  bell;  vol. 

Water  Supply— Src.  spr..  1  a 


"^4:1, 


fi^. 


.  tioo; 


p..  fS.OOO  gal*.;  pomp,  oc,  cap 
lis.;  mains,  t  m..  4  to  iTSi.  Mm.: 
.   tll.OOO;  met  mtn^   *te»:  wts. 


FIRE   DEPARTMENTS   AND   WATER    SUPPLY— WASH INGT^ 


LAKESIDE,  p.  222.  F.  dept — 2  hose  carts, 
700  ft.  hose,  bell  si.;  vol. 

Water  Supply — Src,  riv.,  2  m.  bus.  cent.;  sys., 
grav.  &  dir.  pres.;  2  res.,  cap.  1,500,000  gals.;  2 
punip.  eng.,  cap.  day  800,000  gala.;  main^,  wd., 
2  m.,  4  to  14  in.  dia. ;  7  hyd. ;  pre«.,  dom.  dc  f.  85 
lbs.;  wks.  owned  by  priv.  Co. 

LAMONT,  p.  250.  F.  dept. — 2  hose  carta;  1,000 
ft.  hose;  f.  al.,  bell;  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
^av.;  stdp.  cap.,  100.000  gals.;  res.  cap.,  250,* 
000  gals.;  1  pump,  eng.,  cap.  day  06,000  gals.; 
mains,  4  to  6  in.  dia.;  9  hyd.;  wks.  owned  by  city. 

LATH,  p.  889.  F.  dept. — ^1  c.  eng.,  2  hose 
carta,  1,000  ft.  boM:  t  «L,  bell;  tot.  mem.,  SO 
VOL 

Water  Supply — Src.,  well,  1,600  ft.  bna.  cent.; 
eya.,  pump  dir.;  res.  cap.,  87,600  gala.;   1  pump. 


eng.,  cap.  day,  780,000  gala.;  mains,  wd.,  4  to  6 

.  '  !  nyd.; 
by  city. 


in.  dia.;  14 


pres.,  aom.  47  Ibe.;  wkk  owned 


LEAVENWORTH,  p.  1.561;  mere,  bldga.,  bk.  & 
wd.,  1  &;  2  stor. ;  priv.,  bk.  A  wd.,  1  ft  2  ator. ; 
wd.  rfs.  perm,  in  f.  area;  fwks.  &  combt.  ord.; 
causes  of  f.  in  v.  F.  dept. — 1  comb.  h.  &  1.  trk.  k 
h.  wag.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft.;  f.  aL,  bell;  tot.  mem.,  14  vol. 

Water  Supply — Src,  Wenatchee  Riv.,  1  m.  bus. 
cent.;  qra,,  grav.;  S  res.,  eap.  188,490  gals,  ft 
146,760  gala.;  8  pump,  eng.,  cuMi  simplex  ft  dup., 
cap.  day,  2,268,000  gals.;  88  hyd.;  pres.,  donu  66 
lbs.,  f.  00  lbs.;  wks.  owned  bjr  city. 

LIND,  p.  881;  mere  bldgs.,  bk.  ft  wd.,  1  ft  2 
ator. ;  priv.,  bk.  ft  wd.,  1  ft  2  stor. ;  wd.  rfa.  perm,  in 
f.  area;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  hose  carts,  1  c  eng.;  hose,  cot., 
rub.  lined,  gd..  900  ft;  f.  al.,  bell;  vol. 

Water  Supply — Src,  wella,  1  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  284,000  gals.;  2  pump,  eng.,  cap. 
day,  1,068,480  gala.;  28  hyd.;  pres.,  dom.  70  lbs., 
f.  70  lbs.;  wks.  owned  by  city. 

UTTLE  FALLS,  p.  900.  F.  dept. — 8  hand  hose 
carts;  hose,  cot.,  rub.  lined,  gd.,  760  ft.;  f.  al., 
bell;  vol. 

Water  Supply — Src,  moxmtaln  strm.,  %  m.  bus. 
cent.;  sys.,  grav.;  mains,  1  m.,  4  to  6  in.  dia.; 
18   hyd.;  wks.  owned  by  city. 

LOOM  IS.  p.  350.  F.  dept. — 1  hose  wag.;  hose, 
cot.,  rub.  lined,  gd.,  600  ft.;  vol. 

Water  Supply — Src,  well  ft  mountain  strm..  1 
m.  bus.  cent.;  sys.,  grav.;  prea.,  dom.  78  Iba., 
f.  78  lbs.;  wks.  owned  by  city. 

LYNDEN,  p.  1.200;  f.  area,  10  a.;  mere,  bldga., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.   inv.      F.   dept. — 2    c   hand   ex.,    2   hose   carts, 

1  h.  ft  I.  .trk..  1,200  ft.  hose;  f.  al.,  bell;  val.  equip.i 
$1,100;  val.  oldgs.,  $300;  tot.  mem.,  25  vol. 

•Water  Supply--€rc.,  well  ft  riv.,  ^  m.  bus. 
cent;  sy^.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  50,- 
000  gals.;  res.  cap.,  50,000  gals.;  1  pump,  eng., 
cap.  day  150,000  gals.;  mains,  8%  m.,  4  to  S  in. 
dia.;  24  hyd.;  1-6  v.;  24  met.;  238  serv.;  pipe, 
g^lv.  i. ;  pres.,  dom.  ft  f.,  52  Ibe.;  oons.  day,  30,- 
000  gals.;   cost,    $20,000;   wks.   owned   by   city. 

MALDEN,  p.  798;  f.  area,  160  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  3  «tor. ;  priv,,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c.  eng.,  3  hose  carts;  hose, 
cot.,  rub.  line<l,  gd.,  1,500  ft.;  f.  al.,  A.  D.  T.,  6 
bx.;  val.  equip.,  $2,775;  tot.  mem.,  30  vol. 

Water  Supply — Src,  well,  1  m.  bua.  cent.;  sya., 
grav.;  stdp.  cap.,  68,000  gals.,  mat.  wd.;  1  pump, 
eng.,  cap.  day  120.000  gals.;  mains,  c.  i.,  4  to  6 
in.  dia.;  16  hyd.;  pres.,  dom.  85  lUs.,  f.  So  lbs.; 
wks.  owned  by  town. 

MANSFIELD,  p.  850.  F.  dept. — 1  hand  hose 
cart;  hose,  cot,  rub.  lined,  gd.,  500  ft.;  f.  aL,  bell; 
vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.; 
sya.,  grav.;  res.  cap.,  54,125  gals.;  mains,  1  m., 
4  to  6  in.  dia.;  13  hyd.;  pres.,  dom.  30  lbs.,  f. 
80  lbs.;  wks.  owned  by  city. 

MARBLE,  p.  50;  mere  bldgs.,  wd.,  1  ft  2  stor.; 
priv.,  wd.,  1  stor.;  wd.  rfs.  perm,  in  f.  area;  no 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept.— 

2  hand  hose  carts;  hose,  800  ft.,  good;  voL 
Water  Supply — Src,  spr..   1   m.  bus.  cent.;  sys., 

grav.;  res.   cap..   18,476  gals.,  loc  on  a  hill  about 


2.000  ft.  eaat  of  mere.  distriO 
3  to  6  in.  dia.;  7  hyd.;  5  v.; 
wks.  owned  by  city. 

MARCUS,  p.  600.  F.  dept.- 
ft.  cot.,  rub.  lined,  hose;  vol. 

Water  Supply — Src,  Columb 
cent.;  sys.,  grav.;  res.  cap.,  250 
eng.,  class  trip.,  cap.  day  400, 
m.,  3  to  12  in.  dia.;  31  hyd., 
120  serv. ;  pres.,  dom  ft  f.  i 
50,000  gals.;   wks.  owned  by  p 

MARYSVILLE,  p.  1,239;  mer 
1  to  3  stor.;  no  fwks.  ft  combi 
inv.  F.  dept. — 800  ft.  hose,  2 
h.  &  1.  trk.,  1  c.  ex.;  10  vol. 

Water  Supply — Src,  lake;  ^ 
eng.,  eap.  400  gals,  min.;  15  n 
lbs. 

MEDICAL  LAKE,  p.  1,730; 
mere  bldgs.,  wd.,  2  stor.;  pri 
wd.  rfs.  perm.;  fwks.  ft  combt. 
h.  ft  I.  trk.,  2  hose  car. ;  hoe 
gd.,  450  ft.;  rub.,  gd.,  450  ft. 
hose,  1,000  ft.;  f.  al.,  bell;  i 
val.  bldgs.,  $300;  tot.  mem.,  16 

Water  Supply — Src.  lake.  2 
gmv.;  res.  cap.,  600,000  gals.: 
trip,  ft  dup.,  cap.  day.,  1,224 
kalamein,  8^  m.,  4  to  6  in.  d] 
met,  1:  40  serv.;  pres.,  dom.  i 
cost,  $14,000;  cost  mtce.,  $1,8 
city. 

METALINE    FALLS,   p.    600 
eng.,  2  hose  carts,   1,000  ft.  ho 

Water  Supply— tire.,  lake  &  < 
sys.,  grav.;  2  pump,  eng.,  cap. 
mains,  6,300  ft.,  4  to  8  in.  dia. 
serv.;  pipe,  galv.  i. ;  pres.,  doi 
com.  day,  35,000  ga)«.;  cost,  $ 
$1,000;  wks.  owned  by  priv.  Co. 

MONROE,  p.   1,552;  f.  area, 
1  comb.  h.  ft  L  trk.,  8  hose  caj 
1.700    ft;    f.    aL,    wh.;    vaL    e* 
bldgs.,  $600;  exp.  dept.,  $600; 
part  time. 

Water  Supply — Sre.,  riv.,  1-6  i 
dir.  prea.  ft  pumps;  rea.  cap.,  I 
pumps,  cap.  day,  961,920  gals.; 
87  met;  470  serf.;  pipe  stL 
78  to  90  lbs.;  maina,  wd.,  8^| 
dia.;  cona.  day,  600,000  galf. 
coat  mtce.,  $8,172;  wka.  owned 

M0NTE8AN0,  p.    2,488;   f.   ar 
bldgs.,   wd.,    2    stor.;    priv.,    wd., 
perm.;   fwks.   ft  combt.   ord.;   ca: 
dept. — 1  c.  eng.,  1  h.  ft  L  trk., 
ruu.,  gd..  1.50U  ft.:  inf..  1,000  fi 
ft:  t  sL,  bell;  val.  equip.,  $8,( 
rot 

Water  Supply-^rc,  mountaii 
cent;  sya.,  grav.;  res.  oap.,  1,001 
wrt.  L  ft  wd.,  18  m.,  4  to  10 
60  v.;  260  met;  800  serv.;  pi' 
lbs.;  cona.  day,  250,000  gals.;  <t 
mtce.,  $900:  wka.  owned  by  Co 

MOUNT   VERNON,   p.   2,381. 
car.;    hose,    cot.,    rub.    lined,    gd. 
bell;  tot.  mem.,  20  vol.;   undrs. 

Water  Supply— Sra,  riv.  ft  spr. 
sys.,  pump  to  stdp.:  stdp.  cap. 
Ks.,  No.  1,  cap.  1,600,000  gala., 

000  gels.;    a    pump,    enc.,    dan 
986,000  gala.;   mams,  wo.,   8% 
dia.;  60  hyd.;  35  v.;   8  met.;   «0 
pres.,   dom.  ft   1   10  to  79   lbs 
Co. 

NEWPORT,  p.  1,199;  f.  area, 
— 1  h.  ft  1.  trk.,  2  hose  carts, 
1,000  ft,  extension  ladders,  ft< 
bell;  vaL  equip.,  $1,000;  tot.  m 

Water  Supply — Src,  spr.;  s>'8 
400,000  gals.;  22  fayd.;  mains, 
lbs.:  wks.  owned  by  Co. 

NEW  WHATCOM,  p.  9,185;  f. 
bldga.,  wd.,  bk.,  stn.,  1  to  6  stor 

1  to  8  stor.;  wd.  rfs.  not  perm 
ft  combt  ord.;  cauaea  of  f.  inv. 
&  ft  h.  weg.,  9  c  hand  ex.,  1  c 
8  hra.;  hose,  oot,  rub.  lined,  g< 
fair,    900    ft;    inf..    1,200    ft; 
ft;  f.  aL,  Oamewell,  49  bx.;  v; 


taL    bidn.,     tlO.aaO;     oip.     dcpt..     tlT.OOD;     tot. 
mem.,  IfiiJnL  fnll  tiinff;  xudn-  i«ting,  thiid  di^ 


.,   K7D,000  E*li.i  1 


NORTM    BEND,    p.    <00.      F.    depc— 1    b.    k   I. 
tA.,  1  c  (OS.,  1  ha»  on;  boa*,  cot.,  rub.  lined. 

Sd.,  400  ft,:  c.   100  ft.;  tot.  boH,  000  ft.;  I.  *L, 
i     ...     _.._      


Watar  Supply— Src..  maunlKi 
BO  Iba.;   wks.   ovned  by  priv.   C 


•T*..  fnT.;  2  itdp..  combined  cap.  T.ISO.OOO  s*!*-! 
lbs.,  (.   S5  lb..;   «h».  oined  by  priv.   Co. 

NORTH  YAKIMA,  p.  11,082;  t.  area,  l.SOO;  a.; 
mtre.  bidn.,  nn..  bk.  k  wd..  1  to  T  itor.;  prlT., 
■tn..  bli,  S.wd..  1  *  e  ator.;  nd.  rlS.  not  perm,  in  t. 
ana;  Iwka.  ft  conbt.  ord.;  caiBH  ol  f.  InT.  F. 
depL — 1  auto.  wmb.  hoae  k  pump.  ene..  1  auto. 
■Ir.,  I  aer.  h.  £  I.  trk..  I  auto,  hose  trk..  1  auto, 
t-omb.    c.   k   h.   w«fl.     "        -  '--       - 


..  gd..   BOO   (I 


Water  Supply— Src..  rli.,  1«  m.  bua.  KnL;  era., 
rrat.,  pump  to  nt,.  to  atdp.,  or  dir. ;  rea.  cap.. 
Z.OOO.OOO  gals.;  6  pump,  eng.,  claai  dup.,  cap.  da; 
•.TSO.OOO  gals.;  main*,  c.  T  t  wd,.  6t  m..  B  to 
18  Id.  dla.;  14T  hrd.:  108  t.;  I.Rse  acTT.;  8,180 


;   piiv..   bk.   ft  wd.. 


1  or  I. 


a  I.  a 


dept.— 


1   I   Btor.;   wd. 


lined,    Rd.,    4E0    ft.; 


noae.    coc-,    ruu.    iinea,    Ku-r    ^^ 
tot.  hose,  eOO  IL;   I.  a1.,  bell;    .   . 

Watar  Supply — Sn.,  wella.  near  bus.  cent,;  QV., 
^av.;  rea.  cap.,  12S,aD0  lala.,  loc  800  It  weat  of 
pump,  houne;  1  pump,  eng.,  tap.  day  lE.OOO  gala.; 
Fdains.  800  ft..  4  10  e  in.  dia.;  IS  hjd.;  prea., 
dom.  S8  Iba..  1.  S6  Iba.;  wka.  owned  bj  Co. 

OAKVILLE.  p.  600,  F.  dent, — 1  c.  eng,,  1  hoae 
cart,  1  h,  t  I.  trk,,  «00  fl.  Wf;  f.  *].,  bpll;  val, 
niulp.,    Il.»fl0;    lal.    bldga..    >3UD;    tnt.    mem.,    10 


,, — ,.   ...„ -.   ._,-.   -^    IJO.OOO  gala.;   

1  to  B  In.  dia.;  21   hyd.;  prea.,  dom.  ft  t.  BT  Iba. 

O'KANOGAN,  p.  811.  F.  depl.— 1  hoae  carl,  1 
;.  eng.,  £00  ft.  hose;  bell  al.i  tot,  mem..  SB,  pd, 

Watar  Supply — Src,.  apr..  1  m.  bua.  cent.;  aja.. 
irav.;  rei.  cap.,  ISO, 000  gala.;  nialna,  I  to  8  in. 
dia.;    10  hyd.;  prea.,  f.   lOI   Iba. 

OhTARK,  p.  SaO,     F.  dept.— 1  hoae  cart,  TOO  (t 

Water 's'uBply-^rc.',    well.'   in    buB,    cent.;    ays.. 


8   hyd.;   wka.  owned  by   cilj-. 

OLYMPIA,  p.  e.OOS;  t.  ar«a,  4.B00  a.:  mtrc 
bldga.,  bk..  cem,  A  wd,.  1  to  4  ator.;  pri*.,  wd..  1 

I  h.  ft  I.  Irk.,  1  hoae  wag.'.  S  hose  carta,  S  hra.'; 
hoae,  pot.,  rub.  lined,  gd.,  S.OOO  tt.;  t.  al..  Game- 
well,  IT  bi.:  lal.  equip.,  81«,000i  >al.  bldga,. 
I2G.000;  eiu.  dept,  18.000;  tot.  mem.,  ST.  pd 
full  time  4.  pd.  part  time  S.  toI.  20;  nndra.  rating. 
third   claiH. 

Watar  Supply — Src,  creek  A  apr.;  aya..  pump  to 
rea.  ft  dlr.;  rea.  cap.,  2.700,000  gala.,  loc.  1  m. 
eaat  of  atatlon;  S  pump,  eng,,  clias  comp.  dup.. 
cap.   day   8,000,000    gala.;   malna,   Iron.    SO   m.,   4 


F.  dept.— 


OROVILLE,  p.  SOO. 
1.  trk..  S  boa*  carta; 
1,000  H.;  t.  al.,  beU;  ' 

Watar  Supply — Src, 

In.  dia.;   lii  hyd!:  8  > 
ORTINQ,  p.   TPB;  f. 


cart,  2  c  ei..  120  t.  bnckeU,  2  eitenal 
hoae.  tub.,  gd..  780  rt:  bell  al.;  laL  eq 
val.  bldga.,  8100;  tot.  mem.,  10  toL 
WaUr    Supply — Src..    apr,.    8^     m. 


ORVILLC  p.   ; 

)k.  ft  wd..  I  ft  2 


Water    SuBPly— Src. 


ncd   by    I 


122.000; 


0T>1ELL0.  p 

<-.  ft  hoae  «9g..  3  c.  hand  ei.;  how.  ««..  rob. 
lined,  gd.,  800  ft.:  t.  al..  bell;  val.  equip.,  11.000; 
val,  hldgH..  (ISO;  eip.  dept..  8300;  inl. 

WaUr  Supply— Src,  well.  1  m.  bua.  cent.;  aya., 
grav. ;  rea.  cap..  T2.TDT  gala.;  mains,  I  m.,  2  to 
B  in.  dia.;  G  hyd.:  prea..  dam.  28  to  4S  Iba..  1  U 
Iba.:  wka.  owned  by  city. 

PAL0U3E,  p.  1,848:  I.  area.  SO  a.:  mere  bldir<.. 
bk..    1    to   a   ator;   pr;>..  wd„    14    ator.:    wd.    rfa 

or  f.  ini.  F.  dept.— 1  h.  ft  I.  trk..  ■  hoM  car  ; 
boat,  cot.  nib.  Hoed,  gd.,  800  ft;  Inf.,  TOO  ft; 
tot  boae,  1,100  tt;  f.  iL.  beU;  raL  Kjalp..  fl.lOO: 
rat.  bidfa.,  (TOO;   op.  dept,   ISO;   Int   mem.,  40 

Watar   Supply— Src. 


atdp.;    atdp. 


c  ft  h. 
cot,  ml    __ 
ra).  equip..  8.8, 

Water    Supply— Src., 


..  — ,.,  -_!.S00  Bala.,  dim, 
n.  cap.,  182,150  gala.;  I  pump.  «(.. 
,888,000  gala.;  malna,  wd.  ft  Inm,  I 
I  in.  dla.:  20  hyd.:  SO  v.;  tnel-,  ISO: 
pipe.    gall.    I.:    prea..    dim.     100    Iha_ 

wk..   owned  by  city. 
p.    2,088:   mere,    bldga..   bk.    ft   atn..    I 

priT.,  bk.  ft  wd..  1  ft  3  Mor.;  wd. 
n.  In  '.  area:  nn  fwka.  ft  combt.  ord  : 
inr.  F.  dept — l  e.  am.,  1  amo.  eoah. 
F.,  E  c  band  ex.,  4  Koae  reela;  boae. 
'"•f  wi..  *,O0O  ft;  f.  aL,  QameweO: 
10:  eip.  dept,  82,400:  tM.  m^ 


.ells.     : 


PE   EtL,   1 


ir  Supply— Sya..  graT., 


.    8   bloefca:    awn. 

hoae   cvtaTboae. 
(.    aL,    beD:    laL 


FIRE   DEPARTMENTS    AND    WATER    SUPPLY— WASH INGl 


«qtiip.,  $3,500;  val.  bldgs.,  $750;  exp.  dept.*  $100; 
tot.   mem.,   26   vol. 

Water  Supply — Src,  mountain  stnn.;  ays.,  grav. 
to  res.;  3  res.,  cap.  786,000  gals.,  loc.  1-5  m.  north 
of  town;  1  pump,  eng.,  cap.  day  144,000  gals.; 
mains,  1%  m.,  4  to  6  in.  dia.;  38  hyd.;  pres., 
dom.  80  to  85  lbs.,  f.  200  lbs.;  cost,  $10,000; 
cost  mtce.,  $50;  wka.  owned  by  city. 

PORT  ANGELES,  p.  2,286;  f.  area,  640  a.; 
mere,  bldgs.,  bk.  dc  wd.,  1  to  8  stor.;  prlv.,  wd., 
1  dc  2  stor.;  wd.  rfa.  perm,  in  f.  area;  fwks.  JE 
combt.  ord.  F.  dept. — Axes,  ladders  &  buckets,  24 
c  hand  ex.,  1  c.  eng.,  2  cylinders  (35  gala.),  1  gas. 
eng.,  1  h.  ft  L  tik.,  1  hose  wag.,  1  hoae  car.;  hose, 
coL,  rub.  lined,  gd.,  2,600  ft.;  f.  al.,  bell,  4  bx.; 
▼aL  equip.,  $8,000;  Tal.  bldgs.,  $2,500;  exp.  depL, 
$280;  toL  menu,  18  voL 

Water  Supply — Src,  strm.,  8  m.  bus.  cent.;  sys., 
grsT.;  res.  cap.,  8,000.000  gals.;  mains,  c.  i., 
8H  m.,  2^  to  12  in.  dia.;  11  hyd.;  20  y.;  met., 
6;  pipe,  galv.  i.;  pres.,  dom.  86  lbs.,  f.  85  lbs.; 
cost,  75,000;  cost  mtce.,  $400;  wka.  owned  by  Co. 

PORT  ORCHARD,  p.  1,000.  F.  dept — 1  hose 
cart;  hose,  cot.,  rub.  Imed,  gd.,  500  ft.;  f.  al.,  bell; 
25  vol. 

Water  Supply — Src.,  Black  Jack  Creek;  aya.,  grav. 
A  dir.  pres.;  1  pump,  eng.,  cap.  250  gala,  min.;  2 
res.,  mat.  wd.,  cap.  50,000  gals,  each;  mains,  wd. 
fltave,  6  to  12  in.  dia.;  18  hyd.;  8  v.;  wka.  owned 
by  municipality. 

PORT  T0WN8END.  p.  4,181;  f.  area,  15  a.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  2  to  4  stor.;  priv., 
wd.,  2  stor.;  wd.  rfs.  not  p«rm.  in  f.  area;  fwka. 
&  combt.  ord.;  causes  of  f.  Inv.  F.  dept. — 1  str. 
in  reserve,  1  c.  eng.,  4  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  5  hose  car.,  4  bra.;  hose,  cot., 
rub.  lined,  gd.,  8,300  it.;  f.  al.,  Gamewell,  15  bx.; 
val.  equip.,  $15,000;  val.  bldgs.,  $12,000;  exp. 
dept,  $3,010;  tot.  mem.,  27,  pd.  full  time  2,  25 
▼ol. 

Water  Supply — Src,  mountain,  20  m.  bus.  cent; 
syfl-»  grav.;  2  res.,  cap.  5,000,000  gals.;  3  pump. 
«ng.,  cap.  day,  400,000  gals.;  mains,  wd.,  iron  ft 
sti.,  7  m.,  4  to  12  in.  dia.;  67  hvd.;  met,  11; 
pres.,  dom.  50  to  00  lbs.,  f.  125  lbs.;  cons,  day, 
160,000  gals.;  cost,  $250,000;  cost  mtce.,  $2,058; 
wks.  owned  by  Cc. 

PRESCOTT,  p.  502.  F.  dept — 2  hose  carta,  1 
hand  c.  ex.,  500  ft.  hose;  bell  al. ;  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  aya., 
gmv.;  res.  cap.,  54,120  gals.;  mains,  4  to  6  in. 
<3ia.;  IS  hyd.;  pres.,  20  lbs. 

'PROSSER,  p.  1,298.  F.  dept. — 2  c.  hand  ex., 
1  h.  ft  1.  trk.,   2  hose  carts;  hose,   cot,  rub.  lined, 

fd.,  1,200  ft;  inf.,  500  ft;  tot  hose,  .1,700  ft; 
al.,  bell;  val.  equip.,  $3,500;  val.  bldgs.,  $100; 
«xp.  dept,  $120;  tot.  mem.  10,  pd.  $12  per  yr. 
each. 

Water  Supply — Src,  Takima  Riv.;  qra.,  grav.  ft 
dir.  pres.;  pimip.  eng.,  cap.  700  gals,  min.;  res.  cap., 
440,000  gals.;  mains,  1  m.,  6  to  8  in.  dia.;  26 
hyd.;  pres.,  dom.  48  lbs.,  f.'  80  lbs. 

PULLMAN,  p.  2,602;  f.  area,  400  a.;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  5  hose  car.; 
hose,  cot,  nib.  lined,  gd.,  2,450  ft;  f.  al.,  bell  ft 
wh.;  val.  equip.,  $2,000;  val.  bldga.,  $5,000;  tot 
mem..  16  vol. 

Water  Supply — Src,  wells,  %  Tti.  bus.  cent.; 
ays.,  pump  to  res.  &  dir.;  stdp.  cap.,  70,000  gals., 
mat.  stl. ;  res.  cap.,  350.000  gals.;  2  pump,  eng., 
clfl-S8  comp.  dup.,  cap.  day  1,000,000  grals. ;  mains, 
6  m.,  4  to  10  in.  dia.;  42  hyd.;  15  v.;  700  met.; 
700  serv. ;  prea,,  dom.  ft  f.,  100  lbs.;  cons,  day, 
150,000  gals.;  cost,  $50,000;  cost  mtce.,  $5,000; 
wks.  owned  by  city. 

PUYALLUP,  p.  4,544;  f.  area,  1,000  a.;  mere 
bIdgH.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c  eng.,  1  h.  ft  1.  trk.,  2 
bo9e  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $5,000;  tot.  mem., 
25    vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Sic,  spr.,  2  m.  bus.  cent.;  sj's., 
grav.;  2  pump,  eng.,  class  dup.,  cap.  day  1,500.- 
000  gals.;  mains,  wd.,  9  m.,  2  to  12  in.  dia.;  86 
hyd.;  met,  5;  700  serv. ;  pipe,  iron;  pres.,  dom. 
70  lbs.,  f.  70  lbs.;  cons,  day,  400,000  gals.;  wks. 
owned  by  city. 


QUINOY,  p.  264.  F.  dept 
eng.,  300   ft.  hose;  bell  al. ; 

Watar  Supply — Src,  well;  i 
30,000  gals.;  1  pump,  eng.,  c 
6    hyd. ; 

RAYMOND,  p.   2,450;   mer< 
1   to   8    stor.;   fwks.   ft   comb 
inv.      F.   dept. — 4   c.   eng.,    1 
carts,  4,000  ft   hose;  f.  al.,  < 
mem.,    22    vol. 

Water     Supply — Src,     Willi 
pres.;   res.    cap.,    90,000   gals, 
day    1,080,000   gals.;    45    hvd 
70  lbs.,  f.   125  lbs.;  wks.   owi 

REARDON,  p.  627.     F.  dcp 
Water  Supply — None  for  f. 

RENTON,  p.  8,500.    F.  depi 
c  ft  h.   wag.,   4    c.  hand  ex., 
reel;   hose,    cot.,  rub.   lined,   g 
telp.;   val.  equip.,  $5,000;  tot. 

Water  Supply — Src,  spr.,  3 
grav.;    2    res.,    cap.    555,000    | 
class   elec,   cap.   day   864,000 
4   to   14    in.   dia.;   70   hyd.;  pi 
85   lbs. 

REPUBUC,  p.  000;  f.  a 
bldga.,  bk.  ft  wd.,  1  to  8  st 
stor.;  wd.  rfs.  perm,  in  f.  area 
of  f.  inv.  P.  dept — 1  c.  enj 
h.  ft  1.  trk.,  2  hose  car.;  hose, 
1,250  ft;  f.  aL.  bell  ft  telp.; 
exp.  dept,  $2,500;  tot  mem., 

Water  Supply — Src,  mounti 
cent;  sys.,  grav.  ft  pump  to 

000  gals.;  res.  cap.,  146,000 
clasa  dup.;  mains,  wd.,  1  m., 
met.,  6;  105  serv.;  pres.,  dom. 
lbs.;  cons,  day,  35,000  gals.; 
owned  by  Co. 

RITZVILLE.   p.    1,850.      F. 
h  ft  L  trk.,  8  hoae  carta;  bote, 
1,200  ft;  inf.,  800  ft:  tot  h< 
telp.;  tot  mem.,  66  voL 

Water  Supply — Sra,  wella,  ? 
pump  to  atdp.;  atdp.  cap.,  100 
880,000  gala^;  2  pump,  eng., 
600,000  gala.;  maina,  iron,  8^ 
66  hyd.;  408  met;  486  aenr.;  i 
ft  f.  64  Iba.;  cona.  day,  268.00! 
071;  cost  mtce..  $8,969:  wka. 

ROOKFORD,    p.    663.      F.   d 

1  hand  eng.,  2  nose  carts,  1  i 
hose;  f.  al.,  bell;  val.  equip.,  I 
$300;  vol. 

Water    Supply — Src,    well    i\ 
cent;  sys.,  grav.;  res.  cap.,  14- 
eng.,  cap.   day    72,000   gals.;   n 
to  6  in.  dia.;   12  hyd.;  65  serv 

gals.;  cost,  $14,000;  cost  mtce 
y  city. 

ROSALIA,   p.    767.     F.   dep 
h.  ft  1.  trk.,  1,000  ft  hoae;  bell 

Water  Supply — Src,  well,  1 
grav.;  res.  cap.,  340,000  gals.; 
day    144,000    gals.;    mains,    4 
hyd.;  pres.,  f.  02  lbs. 

ROSLYN.  p.  3,126;  f.  area,  i 
stn.,  bk.  ft  wd.,  1  ft  8  stor.; 
stor.;  wd.  rfs.  perm,  in  f.  art! 
ord.;  oanaea  of  f.  inv.  F.  dep 
hoee  aleigha,  1  h.  ft  1.  trk.,  ]l 
ft  wh.  al.,  10  bx.;  vaL  equip., 
$8,000;  tot  mem.,  60  vol. 

Water  Supply— ^ re,  crk.  *  s 
sys.,  grav.;  res.  cap.,  2,3.")0,0 
eng.,  class  trip.,  cap.  day  1,77 
stl.,  10  m.,  2  to  15  in.  dia.;  4! 
35;  950  ser^. ;  pres.,  dom.  S;i 
cost,  $5S,000;  co*5t  mtce.,  $3i 
city. 

SEATTLE,   p.    287,194;   f.    a 
mert-.    bldjfs.,    cone,    stn.    &    b 
priv.,   bk.  vfe   wd.,    1   to    4    stor.; 
in    f.   urea;    fwks.   ft   combt.   ord 
F.    di'pt — 2    auto,    front    <lri\e 
wnter    tower,    14    str.,    1    str. 
reserve,    2   c.    wag.,   3    comb.    c. 
comb,    c   ft   h.    ft   1.    trk.,    2    cl 
reserve,  1   supply  wag.,  1    auto, 
wag.,    1    lumber   wag.,    1    brs.  s 
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branch — 1  anto.  roadRter,  ^  auto,  irks.),  20'  hose 
wag.,  3  in  reserve,  8  comb.  c.  k  h.  wag.,  2  flreboats, 

1  water  tower,  1  auto,  hose  wag.,  4  auto.  comb, 
pump  k  hose  wag.,  6  chief's  auto.,  5  auto.  comb, 
c.  <&  h.  wag.,  2  aer.  trk.  with  auto,  tractor,  1  auto, 
c.  wag.,  2  auto,  high  pres.  hose  wag.,  1  auto.  6qua<l. 
wag.,  136  hrs. :  hose,  cot.,  rub.  lined,  gd.,  92.915 
ft;  rub.,  gd.,  6,770  ft;  inf.,  6,500  ft;  tot.  hose, 
106,185  ft;  f.  al.,  Gamewell,  897  bx.;  val.  equip., 
$675,450;  val.  bldgs.,  $367,036;  exp.  dept,  $770,- 
491;  tot  mem.  583,  pd.  full  time. 

Water   Supply — Src,    riv.,    28 V6    m.   bus.    cent; 

sys.,  gray.   &  r>urop  to  res.,  to  stdp.  &  dir.;   stdp. 

Oftp.,  2,000,000  g«li^;  rea.  oap.,  270,102,000  g«l&; 

,6    pump,    eng.,    class   trip.,   comp.    dup.   Sc   centrif., 

cap.  day,   16,760,000  gala.;  mains,  c.  L,  618  m., 

2  to  64  in.  dia.;  6,064  bTd.;  4,808  v.;  81,680 
met;  87,018  terr.;  pna.,  dom.  80  lbs.,  f.  80  to 
140  lbs.;  oons.  day,  26.000,000  gals.;  coat,  $11,- 
868,000;  cost  mtce.,  $186,602;  wks.  owned  by 
city. 

SEDRO  WOOLLEY,  p.  2,120;  f.  area,  400  s. 
F.  dept — 8  hose  carta,  1  c.  eng.;  hoae,  1,700  ft; 
bell  al.;  val.  equip.,  $1,000;  val.  bldgs.,  $600;  vol. 

Water  Supply — Src,  creek;  sys.,  grav.;  res.  cap., 
2,000,000  gala.;  1  atm.  pump,  eng.,  cap.  day 
288,000  gals.;  1  pump,  eng.,  claas  trip.,  cap.  day 
360,000  gals.;  18  hyd.;  prea.,  dom.  45  lbs.,  f.  76 
lbs.;  cost  mtce.,  $1,200;  wka.  owned  by  Co. 

SHELTON,  p.  1.168.  F.  dept — 4  hose  carts, 
1,500  ft  hose;  bell  al.;  20  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys.. 
gray.;  2  stdp.,  combined  cap.  day  800,000  gals., 
mat  wd.;  mains,  6  to  8  in.  dia.;  27  hyd.;  prea., 
f.   62  Iba. 

SKY  KOMI  8H,  p.  300.  F.  dept— 1  c  eng.,  2 
hose  carta:  hose,  cot,  rub.  lined,  gd.,  550  ft; 
inf.,  250  ft;  tot.  hose,  800  ft;  f.  al.,  wh.;  tot 
mem.,   I'i  vol. 

Water  Supply — Src,  mountain  atrm.,  1  m.  bus. 
cent;  sya.,  grav.;  res.  cap.,  180,000  gals.;  mains, 
wd.,  2,400  ft,  6  in.  dia.;  14  hyd.;  pres.,  f.  125 
lbs.;   wka.   owned  by   city. 

SNOHOMISH,  p.  8,244;  f.  area,  640  a.;  mere 
bldgs.,  bk.  k,  wd.,  1  to  8  ator.;  prlv.,  wd.,  1  ft  2 
stor.;  wd.  rfa.  perm,  in  f.  area;  fwks.  &  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  atr.,  1  comb, 
c.  k  h.  wag.,  6  c  hand  ex.,  1  hose  wag.,  8  hose 
car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,250  ft.; 
f.  al.,  bell;  val.  equip.,  $10,600;  val.  bldgs.,  $800; 
exp.  dept,  $270;  tot.  mem.,  85  vol. 

Watsr  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
grav.  k  pump  to  res.  k  dir.;  flltration  sya.,  gravel; 
res.  cap.,  458,600  gals.;  new  res.  cap.,  1,000,000 
gals.;  1  elec.  pump,  eng.,  cap.  day  1.066,000  gala.; 
mains,  wd.,  13^  m.,  4  to  12  in.  dia.;  142  nyd.; 
61  v.;  700  serv.;  pipe,  gal  v.  i.;  prea.,  dom.  80 
lbs.,  f.  80  lbs.;  cons,  day,  460,000  gala.;  coat, 
$66,000;  cost  mtce.,  $6,000;  wks.  owned  by  city. 

SOUTH  BELLINQHAM,  p.  4,228;  f.  area,  1,000 
a.;  mere,  bldgs.,  wd.,  stn.,  bk.,  1  to  8  ator.;  priv., 
wd.,  1  to  3  stor.;  wd.  rfa.  not  perm.;  fwks.  k 
combt.  ord.  F.  dept. — 1  str.,  1  h.  &  1.  trk.,  1 
aer.  trk.,  4  hose  wag.,  4  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  4,000  ft;  rub.,  gd.,  2,000  ft; 
tot.  hose,  8.000  ft;  f.  al.,  bell;  val.  equip.,  $10,- 
000;  val.  bldgs.,  $6,000;  exp.  dept,  $600;  tot. 
mem.,  50  vol. 

Water  Supply — Src,  lake,  2H  m.  bua.  cent; 
S.VS.,  grav.;  res.  cap..  2,000,000  gals.;  mains,  c  i., 
82  m.,  4  to  20  in.  dia.;  61  byd.;  120  v.;  met,  S6; 
1,106  aerv.;  pipe,  wd.  k  iron;  pres.,  dom.  76  lbs., 
f.  140  lbs.;  coat,  $200,000;  cost  mtce.,  $10,000; 
wka.  owned  by  Go. 

SOUTH  BEND.  p.  8,023;  mere  bldga.,  bk.  k 
wd.,  1  to  3  stor.;  fwks.  k  combt  ord.;  cauaea  of 
f.  inv.  F.  dept. — 4  hose  carts,  2  c.  hand  eng., 
2,200  ft  cot.,  rub.  lined,  hose:  tot   mem.,  20  vol. 

Watsr  Supply — Src,  mountain  str.,  6  m.  bus. 
cent;  sys.,  grav.;  rea.  cap.,  600,000  gala.;  mains, 
wd.  iV  iron.  16  ni..  4  to  10  in.  dia.;  19  hyd.;  40 
v.;  680  met;  680  aerv.;  pipe,  wd.  k  iron;  pres., 
dom.  ft  f.  70  lbs.;  cons,  day,  860,000  gals.:  cost, 
$80,000;  cost  mtce.,  $700;  wks.  owned  by  Ck>. 

SPOKANE,  p.  104,402;  f.  area,  42  sq.  m.;  mere, 
bldgs.,  bk.  &  stn.,  1  to  14  ator.;  priv.,  wd.,  2  ft 
8  stor.:  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  c.  eng.,  1  auto, 
comb.  c.  ft  h.  ft  1.  trk.,  6  str.,  9  comb.  c.  ft 
h.  wag.,  1  c  eng.,  2  aut».  h.  ft  1.  trk.,  1  h.  ft  1. 
trk.,  1  aer.  trk.,  3  auto,  hose  wag.,   15  hrs.;  hose, 


cot.,  rub.  lined,  gd.,  35,000  ft;  f.  al..  Gamewell, 
264  bx.;  val.  equip.,  $2.46,703;  vaL  bldgs.,  $70,- 
000;  exp.  dept,  $196,000;  tot  mem.  146,  pd. 
full  time. 

Water  Supply — Src,  8  wells,  5  m.  bus.  cent; 
sya.,  pump  to  rea.,  to  stdp.  ft  dir.;  7  stdpe.,  com- 
bined cap.  2,850,000  gals.,  loc  on  hill  south  part 
of  city;  2  res.,  cap.  37,<o00,000  galju;  15  pump, 
enf^.,  class  dup.,  cap.  day  82,500,000  gals.;  mair.«, 
c  i.  ft  kalamein,  370  m.,  4  to  30  in.  dia.;  2,2UG 
hj'd.;    2,816    v.;    16,238    met;    25,632    sen.;    pipe, 

?alv.   i.;  pres.,  dom.   ft   f.    90   lbs.;    oons.   dav,   25.- 
63,077  gals.;  cost.  $4,782,518;  cost  mtce..  $165.- 
0&4;   wks.  owned  by  city. 

SPRAQUE,  p.  1,110;  mere  bldgs.,  wd.,  2  stor.; 
priv.,  same;  wd.  rfa.  not  perm,  in  f.  limits;  fwks. 
ord.  F,  dept. — 2  hose  carts,  1  c  ex.;  hose,  rub., 
gd.,  800  ft;  cot,  700  ft;  tot  hose,  1,000  ft.; 
bell  al.;  val.  equip.,  $3,800;  val.  bldgs.,  $7,000; 
tot.   mem.,   75  vol. 

Water  Supply — Src,  well,  2  blocks  bus.  cent.; 
ays.,  grav.  ft  pump  dir.;  res.  cap.,   260,000   ^s.; 

2  pump,  eng.,  cap.  day  1,116,000  gals.;  mains, 
wd.,  8  m.,  4  to  10  in.  dia.;  86  hyd.;  13  v.;  215 
serv.;  pres.,  dom.  65  lbs.,  f.  80  lbs.;  cost.  $20.- 
000;  cost  mtce.,  $2,400;  wks.  owned  by  city  ft  Co. 

SPRINGDALE.  p.  261;  mere  bldgs.,  bk.'&  wd.. 
1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  vd.  rfs. 
perm,  in  f.  area;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hand  c  eng.,  100  ft  hose; 
vol. 

Water  Supply — Src,  creek;  sys.,  grav.;  stdp. 
cap.,  10,000  gala.;  1  pump,  eng.;  mains,  2  to  4 
in.  dia.;  2  hyd.;  pres.,  dom.  20  lbs. 

STANWOOD,  p.  54-4.  F.  dept. — 2  hose  cart?.  1 
ext  ladder,  1,000  ft  hose;  bell  al.:  val.  eqfuip., 
$2,500;  val.  bldga.,  $800;  exp.  dept.  $100;  tot. 
mem.,    20    vol. 

Water  Supply — Src,  riv.,  I  m.  bus.  cent;  sy«.. 
dir.  pres.;  2  pump.  eng..  cap.  day  360,000  gala; 
mains,   6   in.   dia.;   8   hyd.    ;   wks.   owned    by  city. 

STEVENSON,  p.  500.  F.  dept. — 2  how  reeb. 
1  c  eog.,  1,050  ft  hose;  f.  aL,  bell;  ral.  equip., 
$800;  val.   bldgs.,   $^,500;  tot  mem..  20    %oL 

Water  Supply — Src,  mountain  strm.;  sys.,  grsv.; 
res.  cap.,  6.000  gals.;  mains,  7,500  ft,  4  in.  dia.; 
10  hyd.;  pres.,  dom.  60  lbs.,  f.  123  lb&;  vka. 
owned  by  city. 

SULTAN,  p.  600.  F.  dept. — 2  hose  carta;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell;  tot 
menu,  86  vol. 

Water  Supply — Src.  spr.,  6  m.  bus.  cent.;  ays., 
grav.;  rea.  cap.,  101,000  gals.;  mains,  8  m.,  2 
to  6  in.  dia.;  16  hyd.;  pres.,  dom.  100  lbs.;  f. 
125  lbs.;   wks.   owned  by  city. 

SUMAS,  p.   002;   mere,  bldgs.,  bk.  ft  wd.,   1   to 

3  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfa.  peim. 
in  f.  area;  no  fwks.  ft  combt  ord.;  causes  of  1 
inv.  F.  dept. — 1  hand  hose  cart,  500  ft  hose: 
f.  al.,  bell;   tot.   mem.,  20  vol. 

Water  Supply — Src,  wells;  ays.,  grav.;  res.  eap^ 
150.000  gals.:  1  pump,  eng.;  mains,  4  to  6  in. 
dia.;    10   nyd.;    10   v.;  prea.,  dom.   58  lbs. 

SUMNER,  p.  892;  bldgs.,  wd.,  2  stor.:  wd.  rfa. 
perm.;   no  f.  dept.;  undrs.  rating,  fourth   dass. 

Water  Supply — Src,  apr.;  sya.,  grav.  to  ft  from 
res.;  res.  cap.,  30,000  gala.;  mains,  6  m.,  2  to  4 
in.  dia.;  2  hyd.;  600  serv.;  pres.,  dom.  50  lbs., 
f.  85  lbs.;  wks.  owned  by  Co.;  coat,  $10,000;  cost 
mtce.,  $700. 

SUNNYSIDE.  p.  1,870;  mere  bldgs.,  bk.  ft  wd.. 
1  to  8  stor.;  fwka.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  auto,  hose  wag.,  1  hose  wag..  1 
hand  c  eng.,  1,500  ft  cot,  rub.  lined,  hose;  f.  aL. 
bell;  tot  mem.,  14   voL 

Water  Supply — Src,  well;  sys.,  grav.  4k  dir. 
pros.;  res.  cap.,  ^50,000  gals.;  1  elec.  pump.  e^g.. 
cap.  day  288,000  gals.;  mains,  wd..  5U  m.,  4  to 
8  in.  dia.;  28  hyd.;  16  v.;  400  met;  400  »«t».: 
pres.,  dom.  40  Iba.,  f.  80  lbs.;  wk&  owned  bv 
city. 

TACOMA,  p.  82,072;  f.  area,  48  sq.  m.;  mere 
bldgs.,  stn.,  bk.,  cem.  ft  wd.,  1  to  16  stor.;  priv.. 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area:  combt 
ord.;  causes  of  f.  inv.  F.  dept — 10  atr.,  1  c. 
eng..  1  auto,  c  eng.,  1  auto,  hose  wag.,  3  auto. 
comb,  c  ft  h.  wag.,  1  auto.  aer.  trk.,  1  aer.  trk.. 
20  c  hand  ex.,  10  hose  wag.,  8  boee  carta.,  50  hia.; 
hose,  cot,  rub.  Uned,  gd.,  86^000  ft;  e,  l.OOO  ft: 
tot  hose,  87,000  ft;  f.  aL,  GameweU,  IBS  be  SS 
auxiliary  bx.,  76  Starr  elec  bz.;  vaiL  equipw,  $S16.> 
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271;  yal.  bidgt.,   $220,731;  exp.  dept,  $228,709; 
tot.  mem.,  181,  pd.  full  time. 

Water  Supply — Src.  creek,  8H^  m.  bus.  cent.; 
fij'8.,  grav.;  5  res.,  combined  cap.,  25,145,000  gals.; 
pump  to  res.  &  stdp.;  3  stdps.,  combined  cap. 
1,165,000  gals.;  9  pump,  eng.,  cap.  day  16,645,000 
gala.;  mains,  wrt.  k  c.  i.,  250.8  m.,  2  to  80  in. 
dia.;  1,817  hyd.;  1,843  met.;  14,466  serv.;  1,154 
v.;  pipe,  galv.  i. ;  pres.,  40  to  65  lbs.;  cons,  day, 
15,000.000  gals.;  coat,  $2,000,000;  cost  mtce., 
$248,972;    wks.  owned  by   city. 

TEKOA,  p.  1,094.  F.  dept — 1  h.  k  I.  tik.,  6 
hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  1,150  ft; 
rub.,  gd.,  200  ft.;  inf.,  200  ft.;  tot.  hose,  l,5o0 
ft.:  f.  al.,  telp.;  val.  equip.,  82,000;  vol. 

Water  Supply — Src,  aotesian  wells;  qrs.,  grav. 
k  dir.  pres.;  res.  cap.,  400,000  gals.;  2  pumps:  34 
hyd.;  14  ▼.:  mains,  kalamein,  4  to  8  in.  dia.;  oost, 
$10,600;  wks.  owned  by  dty. 

TEN  I  NO,  p.  1,000.  F.  dept. — 2  c.  eng.,  2  hand 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
tot.  mem.,   40  vol. 

Watar  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  700,000  gals.;  1  pump,  eng.,  cap. 
day  190,080  gals.;  mains,  8  m.,  6  to  8  in.  dia.; 
pres.,  dom.  58  to  82  lbs.,  f.  100  lbs.;  wks.  owned 
by  city. 

TOPPENISH,  p.  1,598;  mere,  bldgs.,  bk.,  stn. 
k  wd.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  1  k  2  stor.; 
wd.  rfa.  not  perm.'  in  f.  area;  fwks.  k  oombt.  ord.; 
causes  of  f.  inv.  jF.  dept. — 8  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  1,700  ft.;  f.  aL,  telp.  k  bell; 
tot.   mem.,    21   vol.,   pd.   $2   each  on   call. 

Water  Supply  Grc,  well,  !4  m.  bus.  cent.;  sys., 
dir.  pres.  k  grav.;  stdp.  cap.,  75,000  gals.;  2  pump, 
eng.,  cap.  day  826,560  gals.;  mains,  wd.  k  I.,  7 
m.,  4  to  8  in.  dia.;  51  hyd.;  10  v.;  275  met.; 
275  serv.;  pres.,  dom.  45  lbs.,  f.  90  lbs.;  cons,  day, 
223,000  gals.;  cost  mtce.,  $5,000;  wks.  owned  by 
city. 

TWISP,  p.  8r40.  F.  dept. — 1  c.  eng.,  2  hose 
carts,  500  ft.  hose,  2  nozzles;  f.  al.,  bell;  vol. 

Water  Supply — Src,  Twisp  riv.;  sys.,  grav.;  pres., 
77  lbs. 

UNIONTOWN,  p.  426.  F.  dept— 1  hose  cart, 
500  ft.  hose;  bell  al.;  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  162,592  gals.;  pump,  eng.,  cap. 
day  288,000  gals.;  mains,  6  in.  dia.;  14  hyd.; 
pres.,   f.    45   lbs. 

VANCOUVER,  p.  9,800;  f.  area,  80  a.;  mere  bldgs., 
wd.,  bk.,  stn.,  2  &  8  stor.;  wd.  rfs.  not  perm.; 
fwks.  k  combt.  ord.  F.  dept — 2  str.,  1  auto, 
comb.  c.  k  h.  wag.  ft  h.  ft  1.  trk.,  1  comb.  h.  ft  I. 
wag.,  1  hose  wag,  1  hose  cart,  6  hrs.;  hose,  rab., 
Rd.,  3,700  ft;  f.  al.,  telp.;  val.  equif).,  $13,800; 
val.  bldgs.,  $2,000;  ezp.  dept,  $8,000;  tot  mem. 
52,  pd.  full  time  4.  vol.  48. 

Water  Supply — Src,  spr.,  6  m.  east  bus.  cent.; 
sys.,  grav.  ft  dir.;  8  res.,  cap.  1,107,600,  800,000 
k  180,000  gals.;  8  pump,  eng.,  cap.  day,  2,600,000 
gals.;  4  pumps,  cap.  500,000  gals.;  mains,  stl.  ft 
wd..  57  m.,  2  to  12  in.  dia.;  116  hyd.;  800  serv.; 
pipe>  galv.  i.;  pres.,  dom.  65  lbs.,  f.  125  lbs.; 
cost,  $260,000;   wks.  owned  by  Co. 

WAITSBURG,  p.  1,237;  f.  area,  10  a.;  mere 
bldgs.,  wd.,  bk.,  stn.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 
3  hose  carts,  h.  ft  1.;  hose,  cot.,  rub.  lined,  gd., 
SoO  ft.;  f  al.  bell;  val.  equip.,  $2,000;  val.  bM^s., 
$jOO;  tot.  nicm..  35  vol.  , 

Water  Supply — Src,  riv.  ft  spr.,  3  m.  bus. 
cent.;  sys.,  grav.  ft  pump  to  res.;  res.  cap.,  600,- 
000  gals.;  3  pump,  en{f.,  cap  day  400,000  gal.s. ; 
mains,  .stl.  ft  wd.,  6  in.,  4  to  8  in.  dia.;  35  hyd.: 
24  v.;  275  met.;  300  serv.;  i>res.,  dom.  .V  f.,  6') 
H*s.;  cons,  day,  100,000  sals.;  cost,  |5Q,000;  cost 
mtoe.,  $2,000;   wks.   owned  by  city. 

WALLA    WALLA,    p.    19.364;    f.    area,    20    a.; 

mere,  bldgs.,  bk.,  1  to  7  stor.;  priv.,  wd.,  1  to  3 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto. '  comb,  c  & 
h.  wae.,  2  str.,  5  c.  hand  ex.,  1  h.  ft  1.  trk.,  8  comb, 
c.  ft  Ti.  wag..  2  hose  car.,  12  hrs.;  hose,  cot,  rub. 
lined,  gd.,  6,250  ft;  inf.,  500  ft;  tot  hose,  6,750 
ft;  f.  al.,  Gamewell,  56  bx. ;  val.  equip.,  $35,000; 
val.  bldgs.,  $25,000;  e.xp.  dept,  $28,000;  tot 
mem.    2>i,  pd.    full  time. 

Water  Supply — Src,  mountain  stream,  15  m.  bus. 
cent;   sys.,  grav.;    res.   cap.,   12,500  gals.    24   hrs.; 


mains,  stL  ft   i.,    69  H   m.,    2 
hyd.;    509    v.;    met.,   608;    3,8< 
i.;  pres.,  dom.   ft  f.   100  lbs.;   i 
mtce..    $6,600;   wks.   owned   bj 

WAPATO,  p.  400;  f.  area,  1 
stn.  ft  wd.,  1  ft  2  stor.;  priv 
rfs.  not  perm,  in  f.  area;  U 
causes  of  f.  inv.  F.  dept. — 1 
reeln;  hose,  cot.,  rub.  Imed,  i 
iOO  ft;  tot  hose,  2,200  ft 
equip.,  $4,000;  vaL  bldgs.,  $8 
pd.   part  time. 

Water  Supply — Src,  well,  1' 
sys.,  grav.;  stdp.  cap.,  85,00< 
15;  mat.,  wd.;  1  pump,  eng., 
200,000  gals.;  mains,  wd.,  8H 
27  hvd.;  47  v.;  met,  80;  pre 
60  lbs.;  oons.  day,  1,000  gs 
cost  mtce.,  $2Q0;  wks.  owned  \ 

WARDEN,  p.  250.  F.  dep 
nozKle ;    vol. 

Water  Supply — Src,  well;  j 
tu  stdp.;  stdp.  cap.,  15,000  gall 
10  hyd. 

WASHOUQAL,   p.    456.      F. 
1  hose  wag..  1  hose  reel,  500  1 
val.  equip.,  $400;  val.  bldgs.,  $ 

Water  Supply — Src,  well,  >4 
grav.    ft    dir.    pres.;    stdp.     cap 
pump,    eng.,    cap.    day   <o96,000 
2%    m.,   4  to  6   in.  dia.;   24   h: 
priv.   Co. 

WASHTUCNA.   p.    800.      F. 

1  h.  ft  1.  trk.,  650  ft  hose;  f. 
Water    Supply— -«rc,    spr., 

«y8-.    grav.;    res.    cap.,    274,500 
cap.   day    180,000   gals.;   mains. 

8  in.  dia.;  8  hyd.;  5  met;  8' 
45  lbs.,  f.,  65  to  70  lbs.;  < 
mtce.,  $75;  wks.  owned  by  Cit; 

WATERVILLE,    p.    1,000.      F 

2  hose  carts,  1  h.  ft  1.  trk.;  he 
gd.,  1,500  ft;  f.  al.,  bell;  vol. 

Water  Supply — Src,  spr.  ft 
cent;  sys.,  grav.;  stdp.  cap., 
pump,   eng.,  comb.   cap.   day    IS 

9  m.,    4   to   8   in.   dia.;    19   hyd 
dom.  ft  f.,  50  lbs.;  cost,  $38,8*68; 
wks.  owned  by  city. 

WENATCHEE,  p.  4,050;  f.  an 
bldgs.,  bk.,  stn.,   cone  ft  wd.,  :. 
bk.,  stn.,  cone  ft  wd.,    1   to  8 
perm,    in   f.   area;    fwks.   ft   com: 
f.  inv.     F.  dept — ^1  auto.  comb, 
hand  ex..   1    c  eng..    1   h.  ft  1.   i 
hrs.;  hose,  rub.  lined,  gd.,  2,65( 
Osmewell;  vml.  equip.,  $10,000; 
tot  mem.,  48,  pa.  full  time  8,  i 
ing,  third  dass. 

Water  Supply — Src.  riv.,  %  i 
grav.;  res.  oap.,  1,054,900  gali 
dass  trip.,  oap.  day,  S.SOO.OOu 
ft  stL,  18  m.,  1  to  It  in.  dia.; 
met,  411;  1,219  serv.;  pipe,  gi 
20  to  00  lbs.,  f.  60  to  110  lbf> 
S43  gals.;  cost,  $183,604;  cose  i 
owned  by  city. 

WHITE    SALMON,    p.    682;    f. 
dept. — 1    c.   eng.,    2   c   hand   ex., 
ftc,  200  ft.  rub.  hose;  f.  al.,  bell 
exp.    dept.,    $25;    vol. 

Water  Supply — Src,  spr. 

WILBUR,  p.  767.     F.  dept.—! 
ft  hose;  f.  at,  bell;  20  vol. 

Water  Supply — Src,  spr.,   1  n 
grav.    &    dir.    pres.;    res.    cap., 
pump,    eng.,    combined    cap.    da; 
mains,  4  to  0  in.  dia.;  80  hyd.; 

WILSON    CREEK,    p.    405. 
cart,  1  c  tk.,  1,000  ft  hose;  f. 

Water  Supply — Src,  spr.,  ^  r 
grav.;  res.  cap.,  127,000  gals.;  ; 
day  396,000  gala.;  mains,  c  i. 
to  8  in.  dia,;  14  hyd.;  15  v.;  5. 
pres.,  f.,  52^  lbs.;  cons,  dav,  ( 
$20,000;    wks.    owned    by    city. 

WIN  LOCK,  p.  1,400;  f.  area, 
2   hose    carts,    1    c   hand   ex.,   50 
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bell;   val.  equip.,   $1,500;   val.  bldg^.,  $3,500;   exp. 
dept.,  $300;  tot.  mem.  14,  pd.  part  time. 

Water  Supply — Src.  wells,  in  bus.  cent.;  sys., 
grav. ;  5  pump.  eng. ;  l*  hj'd.;  12  v.;  mains,  1  4-5 
m.^  4  to  S  in.  dia. ;  pres.,  dom.  k  1.  65  lbs.;  cost, 
$16,000;  wks.  owned  by  priv.  Co. 

WOODLAND,  p.  400.  F.  dept. — 1  c  eng.. 
2  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  bell;   vol. 

Water  Supply — Src,  Lewis  River,  3,500  ft,  bus. 
cent.;  sys.,  grav.  &  dir.  pres.;  res.  cap.,  200,000 
gals.;    1   pump,   eng.,   cap.   180  gals,   min.;   mains. 


wd.  stave,   4   to  8   in.   dia.;   24  hyd.;   10  ▼.;  wics. 
owned  by  municipality. 

YACOLT,  p.  400.  F.  dept. — 1  band  base  eait; 
hose  cot.,  rub.  lined,  gd.,  500  ft.;  tot.  meiiL. 
18  vol. 

Water  Supply — Src,  mountain  strm.,  2  m.  boa. 
cent.;  sys.,  grav.;  mains,  1  m.,  ?  to  4  in.  dia.;  0 
hyd.;  pres.,  dom.  85  to  50  lbs.,  f.  112  llw.;  wka. 
owned  by  city. 

Places  with  a  population  of  1,000  or  more  not 
reported — Brighton,    Steilacoom,    Wilkeson. 


WEST  VIRGINIA 


AMOS,  p.  1,000;  mere,  bldgs.,  wd.,  2^8  stor. 
F.  dept. — 1  hose  reel;  hose,  cot.  jadcet,  900  ft.; 
vol. 

Water  Supply — Src,  2  drilled  wells;  sys.,  grav.; 
res.  cap.,  98,750  gals.,  size  10  z  41,  loc  on  hill- 
side;  1  pump,  class  dup.,  cap.  day  90,000  gala.; 
mains,  1%  m.,  4  to  6  in.  dia.;  17  hyd. 

BELINGTON,  p.  1,481.  F.  dept. — 1  hoAe  wag.; 
hose,  cou,  rub.  lined,  gd.,  800  ft.;  f.  al.,  wh.. 
tot.   mem.,  40  vol. 

Water  Supply — Src,  mountain  spr.  k  res.;  ays., 
grav.  &  dir.;  res.  cap.,  1,800,000  gals.,  loc  192 
ft.  above  street  grade;  1  pump;  mains,  6  m.,  4  to  8 
in.  dia.;  38  hyd.;  pres.,  dom.  100  lbs.,  f.   100  lbs. 

BENTWOOD,  p.  7,000.  F.  dept. — 2  comb.  c. 
ft  h.  wag.,  20  c.  hand  ex.,  8  hand  hoae  reels,  2 
c.  wag.,  3  hrs.,  3,300  ft.  hose;  f.  al.,  Gamewell, 
18  bx.  &  bell;  tot.  mem.  03,  vol.  90  &  8  pd.  men. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
pump  dir.;  res.  cap.,  600,000  gals.;  4  pump,  eng., 
class  comp.  dup.,  cap.  day  10,000,000  gals.;  maiiM, 
c  i.,  7  m.,  4  to  12  in.  dia.;  86  hyd.;  pres.,  dom. 
85  to  100  lbs.,  f.  110  lbs.;  cons,  day  600,000 
gals.;  wks.  owned  by  priv.  Co. 

BERKELEY  SPRINGS,  p.  864;  f.  area,  85  a.; 
mere  bldgs.,  bk.  &  wd.,  2  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  A  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  3  hose  carta, 
buckets,  ladders,  axes,  &c,  1  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  800  ft.;  vaL  equip.,  $1,000;  exp. 
4icpt.,  $50;  tot.  mem.,  31  vol. 

Water  Supply — Src,  spr.,  in  bus.  cent.;  sys., 
dir.  pres.;  res.  cap.,  5,000  gals.;  wks.  owned  by 
priv.   i>arty. 

'  BLUEFIELD,  p.  11,188;  f.  area,  700  a,;  mere 
bldgs.,  bk.  A  wd.,  2  to  4  stor.;  priv.,  wd.,  2  &  4 
stor.;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  comb.  c.  k  h.  wag.,  1  hose  wag.,  1 
hose  oart;  hose,  cot.,  rub.  lined,  gd.,  4,000  ft.; 
rub.,  gd.,  500  ft.;  tot.  hose,  4,500  ft.;  f.  al., 
Gamewell,  27  bx. ;  val.  equip.,  $20,000;  val.  bldgs., 
$6,000;  exp.  dept.,  $10,000;  tot.  mem.,  12,  4  pd. 
men,  S  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  spr.;  sys.,  grav.,  pump  to 
stdp.;  stdp.  cap.,  260,000  gals.,  dim.  86  z  86; 
res.  cap.,  12,000,000  gals.,  loc  5  m.  east  town; 
2  pump,  eng.,  class  comp.  dup.,  cap.  day  1,800,000 
gals.;  mains,  c  i.,  26%  m.,  8  to  10  In.  dia.;  80 
hyd.;  88  v.;  met.,  80;  1,100  serv.;  pres.,  dom.  26 
to  70  lbs.,  f.  45  to  100  Iba.;  cons,  day,  1,000,000 
gals.;  cost,  $180,000;  wks.  owned  by  Co. 

BRAMWELL,  p.  1,468.  F.  dept. — 2  hose  reels; 
hose,  rub.,  1,000  ft.;  f.  al.,  bells;  vol. 

Water  Supply — Src,  natural  spr.;  sys.,  grav.; 
res.  cap.,  13,000.000  ^Is.,  loc  in  valley  244  ft. 
above  street  grade;  mains,  4  in.;  10  hyd.;  pres., 
f.  100  lbs. 

BUCKHANNON,  p.  2.225;  f.  area,  100  a.;  mere 
bldgs.,  wd.,  bk.,  2  stor.;  priv.,  wd.  k  bk.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  rombt.  ord.  F.  dept. — 

1  h.  ft  1.  trk.,  4  hose  reels,  10  ladders;  hose,  cot., 
rub.  lined,  gd.,  1,600  ft.;  f.  al.,  bell;  val.  equip., 
$400;  val.  bldgs..  $50;  tot.  mem.,  55  vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
pump  dir.;  res.  cap.,  219,000  gals.;  2  pump,  eng., 
class  dup.,  cap.  day,  1,200,000  gals.;  mains,  10  m., 

2  to  8  in.  dia.;  53  hyd.;  600  serv.;  pres.,  dom.  ft 
f.  90  lbs.;  cons,  day,  500,000  gala.;  cost,  $58,000; 
wks.  owned  by  priv.  corpn. 

CAIRO,  p.  668;  mere  bldgs.,  bk.  ft  wd.,  1  to 
8  stor.;   priv.,  bk.   ft  wd.,   2   stor.;   wd.   rfs.   perm. 


in  f.  area;  combt  ord.;  causea  of  f.  inv.  F.  dept. — 
1  hose  wag.,  1  hose  car.;  h08«,  cot.,  mb.  lined, 
gd.,  600  ft.;  f.  aL,  bell;  tot.  mem.,  40  voL 

Watar  Supply — Src,  spr.,  850  ft.  bua.  cent.: 
sys.,  pump  to  res.;  res.  cap.,  2,400  bbls.;  pomp, 
eng.,  class  dup.,  cap.  day  1,500  bbls.;  mains,  e  k 
wrt.  1.,  4,500  ft.,  4  in  dia.;  15  hyd.;  pres.,  dom. 
80  lbs.,  f.  80  lbs.;  cons,  day,  200  U>ls.;  cost, 
$7,000;   cost  mtce,  $400;  wka.  owned  by  city. 

tCAMERON,  p.  1,660.  F.  dept, — 2  c  hand  ex.,  i 
hose  reels,  1  h.  ft  1.  trk.;  hose,  cot.,  rub.  lined,  gd.. 
2»150  ft.;  f.  al.,  wh.;  val.  equip.,  $3,000;  ^^aL  bldge^, 
$15,000;   tot.   mem.,   100   vol. 

Water  Supply — Src,  wells;  ays.,  pump  dir.;  rea. 
cap.,  160,000  gala.,  loc  200  ft.  above  main  street; 
1  pump,  eng.,  class  trip.,  cap.  day  425.000  gala.; 
maina,  2H  m.,  4  to  8  in.  dia.;  prea.,  dom.  110 
lbs.,  f.  125  lbs. 

CENTRAL  CITY,  p.  3.000;  mere  bldgs.,  bk.  t 
wd.,  2  stor.;  priv.,  wd..  1  ft  2  stor.;  wd.  rik 
perm.;  fwks.  ft  combt.  ord.;  causea  of  f.  inv.  F. 
dept. — 8  hoae  reels;  hose,  rub.,  gd.,  1,500  ft.;  i 
al.,  wh.;  tot.  mem.,  24  vol. 

Water  Supply — ^Sre.  Huntington  waterwks.;  ays., 
grav.;  mains,  8  m.,  6  ft  8  in.  di&.;  42  hyd.;  pres., 
100  lbs. 

CEREDO,  p.  1,215.  F.  dept. — 8  e  hand  ex.. 
6  ladders,  1  hose  cart;  hose,  cot.  ja^et,  600  ft.; 
f.  al.,  bell;  tot.  mem.,  26  voL 

Water  Supply — ^Sre,  deep  wells;  sys.,  grav.;  res. 
cap.,  271,000  gals,,  situated  192  ft.  above  grade; 

1  pump,  eng.,  class  trip.,  cap.  min..  157  gala.; 
mains,  2  m.,  4  to  8  in.  dia.;  21  byd.;  pres.,  L 
80  lbs. 

CHARLESTON,  p.  22,996;  f.  area.  5^  sq.  m.; 
mere  bldgs.,  bk.  ft  stn.,  3  to  12  stor.;  frame  ft 
iron-clad  oldgs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.  F.  dept. — 8  str.,  2  comb,  e  ft  h. 
wag.,  1  c  eng.,  1  ser.  trk.,  12  e  hand  ex.,  1  h. 
ft  L  trk.,  8  hose  wag.,  1  chief's  auto.,  IS  hn.; 
hose,  cot.,  rub.  lined,  gd.,  6,000  ft.;  rub.,  gd.. 
200  ft.;  tot.  hose,  6,200  ft.;  f.  aL.  Gamewdl,  Si 
bz.;  tot  mem.  26,  pd.  full  time. 

Water  Supply — Sre,  Elk  riv.,  1  m.  bos.  cent.; 
sys.,  pump  to  res.  ft  dir.;  res.  cap.,  8.000,000 
gals.,  loc  south  of  pump,  station  on  ele\^tion;  & 
pump,  eng.,  class  comp.,  cap.  day  30,504.800  gsK; 
mains,  kalamein  ft  e  i.,  45  m.,  3  to  20  in.  •lia.; 
180  hyd.;  406  v.;  met.,  200;  8,500  sen.;  fii*, 
galv.  i.;  pres.,  dom.  76  lbs.,  f.  120  lbs.;  cons. 
day,  3,693,000  gals.;  cost,  $200,000;  cost  mu-e., 
$26,000;  wks.  owned  by  Co, 

CHARLESTOWN,  p.  2.662;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  stn..  2  ft  8  stor.;  priv.,  wd.  ft  bk..  9 
stor.;  wd.  rfs.  pexm.  in  f.  area;  fwks.  ft  combt.  c«d. 
F.  dept. — 2  str..  10  c  hand  ex.,  1  auto.  comb.  bt»-^ 
wag.,  1  aer.  trk..  1  squad  auto.  \Tith  e  ta.nk  >  :n 
resene),  1  chief's  buggj',  1  supply  wag.,  S  hor^e 
wag.    (2   in  reserve),   8  htre. ;  hose.  rot.,  rub.    litw  i 

?d.,  5,510  ft;  f.  al,,  Gamewell,  29  bx.;  val.  bldjE^  , 
2n,000;  exp.  dept,  $1,250;  tot  mem.,  150  v,,l. 
Watsr  Supply — Sre,  spr.,  %,  m.  bus.  cent;  sys.. 
pump  to  stdp.;  stdp.  cap..  200,000  gals.:  mx^ 
stl.;  3  pump,  eng.,  cap.  day  300,000  gal*.;  mair^ 
iron,  7  m.,.  2  to  6  in.  dia.;  23  hy«l. :  4  50  ««r..; 
pipe,  galv.  i.;  pres.,  dom.  50  lbs,,  f.  50  lbs.;  r«>r*. 
day,  150,000  gals,;  cost,  $90,000;  coat  mto*. 
$5,000;   wks.  owned  by  priv.  Co. 

CHESTER,   p.    8,184;   mere   bldgs..   bk.   ^   wd., 

2  stor.  F.  dept.— 4  hose  reels,  1  comb,  e,  *  h. 
wag.,  2  c  hand  ex.,  1  h.  ft  L  trk.,  2  hrs.;  »h-«*. 
cot.,  rub.  lined,  gd.,  1.000  ft;  rub.,  gd..  200  ft.; 
tot   hose,    1,200    ft;    f.   al.,   dec.    ft    bell,    10    bx.. 
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val.  equip.,  $2,500;  val.  bidgs.,  $1,600;  exp.  dept., 
$600;   tot.    mem.,    24    vol. 

Water  Supply — Src,  Ohio  riv.;  ays.,  pump  to 
res.  &  dir.;  res.  cap.,  1,500,000  gals.,  elevated  660 
ft.;  1  pump,  eng.,  cap.  1,200,000  gals,  day;  mains, 

5  m.,  4  &  6  in.  dia.;  18  hyd.;  pres.,  dom.  &  f. 
120  lbs.;  cost,  $75,000;  wks.  owned  by  Co. 

CLARKSBURG,  p.  0,201;  f.  area,  500  a.;  mere 
bldgs.,  bk.,  1  to  7  stor.;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  comb.  c.  it 
h.  wag.,  8  c  hand  ex.,  1  hose  wag.,  2  hrs.;  hoae, 
cot.,  rub.  lined,  gd.,  2,000  ft.;  i.  aL,  wh.;  val. 
equip..  $2,500;  val.  bldgs.,  $2,600;  exp.  dept., 
$4,000;  tot.  mem.  60,  pd.  full  time  10,  50  vol. 

Water  Supply — Src,  West  Ford  riv.,  1  m.  bus. 
cent.;  sys.,  pump  to  stdp.  k  dir.;  etdp.  cap.,  1,568,- 
780  gals.;  mat.,  cone.  &  stl.;  8  pump,  eng.,  cap. 
day  11,000,000  gals.;  mains,  c.  i.,  24  m.,  4  to  16 
in.  dia.;  21-2'  hyd.;  426  v.;  met.,  58;  2,600  serv.; 
pipe.  galv.  i.  A  lead;  pres.,  dom.  Ac  f.  110  lbs.; 
cons,  day,  8,000,000  gals.;  cost,  $630,000;  wks. 
owned  by  city. 

COALTON,  p.  800.  F.  dept. — 3  hose  reels;  hose, 
1,000   ft.;   f.   al.,   wh.;   val.  equip.,   $1,000;   vol. 

Water  Supply — Src,  Roaring  creek;  sys.,  grav.; 
res.  cap.,  100.000  gals.,  elevated  150  ft.  above 
street  grade;  1  pump,  eng.,  cap.  min.  620  gals.; 
mains,  1,900  ft.,  4  in.  dia.;  8  hyd.;  2  met.;  pres., 
dom.  k  f.,  70  lbs.;  cost,  $10,000;  wks.  owned  by 
iriv.    Co. 

DAVIS,  p.  2,616.  F.  dept. — 1  h.  k  1.  trk.,  8 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.; 
f-  al.,  hell  &,  wh.;  tot.  mem.,  37. 

Water  Supply — Src,  riv.  &  creek;  sys.,  pump  to 
res.;  res.  cap.,  62,000  gals.,  loc  100  ft.  above 
grade;  3  pump,  eng.,  class  dup.;  mains,  2  m.,  4  to 

6  in.  dia.;  25  hyd.;  pres.,  dom.  60  lbs.,  f.  100 
lbs.;  cost,  $3,000;  wks.  owned  by  city. 

ELKINS,  p.  6,260;  f.  area,  800  a.;  mere,  bldgs., 
bk.,  2  to  7  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  &  combt.  ord.  F.  dept. — 1  comb,  c 
k  h.  wag.,  4  c.  hand  ex.,  1  h.  k  1.  trk.,  1  hose  wag., 
2  hose  reels,  4  hrs.;  hose,  cot.,  rub.  lined,  gd., 
2,000  ft.;  rub.,  gd.,  1,000  ft.;  inf.,  600  ft.;  tot. 
hose,  3,500  ft.;  f.  al.,  telp.;  val.  equip.,  $6,900; 
val.  bldgs..  $3,500;  exp.  dept.,  $1,000;  tot.  mem., 
60  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  riv.;  sys.,  grav.  &  pump  to 
res.;  res.  cap.,  260,000  gals.;  2  pump,  eng.,  class 
dup.,  cap.  day  2,000,000  gals.;  mains,  9  m.,  4  to 
8  in.  dia.;  62  hyd.;  met.,  36;  400  serv.;  pres., 
dom.  40  to  60  lbs.,  f.  126  to  146  lbs.;  cost,  $26,- 
000;  cost  mtce.,  $8,600;  wks.  owned  by  city. 

FAIRMONT,  p.  9,711;  f.  area,  4.4  sq.  m. ;  mere 
bldgs.,  bk.  k  stn.,  3  to  1 1  stor.;  priv.,  stn.,  bk.  & 
wd.,  2  &  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.   &   combt.   ord.;   causes  of  f.   inv.      F.   dept. — 

1  comb,  auto.,  1  chief's  auto.,  1  h.  &  1.  trk.,  2 
comb.  c.  *  hose  wag.,  15  c.  hand  ex..  2  hose  wag., 

2  hose  reels,  6  hrs.;  hose,  cot.,  rub.  lined,  gd., 
3,500  ft.;  inf.,  1^000  ft.;  tot.  hose,  4,500  ft.;  f. 
aL,  telp.;  val.  equip.,  $12,1500;  val.  bldgs.,  $60,000; 
exp.  dept,  $15,000;  tot.  mem.  47,  pd.  full  time  11, 
vol.   s-e. 

Water  Supply — Src,  riv.,  2  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  21,000,000  gals.;  2  pump, 
eng.,  class  trip.  dup.  comp.,  cap.  day  8,000,000 
gals.;  mahis,  c  i.,  42  m.,  8  to  20  in.  dia.;  23'6 
hyd.;  806  v.;  506  met.;  4,891  serv.;  pipe,  lead; 
pres..  dom.  90  lbs.,  f.  125  lbs.;  cons,  day,  8,000,000 
gals.;  cost.  $486,000;  cost  mtce.,  $36,000;  wks. 
owned  by  city. 

FOLLANSBEE,  p.  2,081.     F.  dept. — ^Not  reported. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent.;  ays., 
pump  to  res.;  res.  cap.,  1,500,000  grals. ;  1  pump, 
eng.,  cap.  day,  750,000  gals.;  9  m.  c.  i.  mains,  4 
to  8  in.  dia.;  17  hv^l.;  40  v.;  met.,  450;  440  serv.; 
pres.,  dom.  150  lbs.,  f.  150  lbs.;  cons,  day,  30,000 
gals.;  cost,  $45,000;  cost  mice.,  $2,000;  wks. 
owned  by  priv.  Co. 

GRAFTON,  p.  7,563;  f.  area,  66  a.;  mere  bldgs., 
bk.  k  wd.,  3  &  4  stor.;  priv.,  wd.,  2  &  8  stor.; 
wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 4  c  hand  ex.,  6  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  2,000  ft.;  rub.,  gd.,  1,800  ft.; 
tot.  hose,  8,800  ft.;  f.  al.,  wh.;  val.  equip.,  $2,600; 
val.  bldgs..  $1,000;  tot.  mem.,  65  vol. 

Water  Supply — Src,  riv.,  i  m.  bus.  cent,;  ays., 
pump   to   stdp.   k   dir.;   stdp.   cap.,    460,000   gals., 


dim.  30  X  50;  mat.,  boiler  > 
gals.;    2    pump,    eng.,    class 
2,000,000   gals.;   mains,   c   i 
dia.;    116   hyd.;    met,    12;    ]    I 
k  galv.  i.;  pres.,  dom.   100 
$80,000;   cost  mtce..   $7,000 

GUYANDOTTE.  p.  1,702; 
wd.,   2   stor.;    wd.   rfs.   not  i    i 
ord.     F.   dept. — 1  h.  &  1.  ti    . 
cot.,  rub.  lined,  gd.,   760   ft 
val.  bldgs.,  $800;   tot.  mem. 

Water    Supply  —  Src,    su    i 
Waterwks.  Co.;  sys.,  grav.,  i 
or  dir.;  mains,  3  m.,   2  to  S    I 
v.;  362  serv.;  pres.,  dom.  61    I 
owned  by  priv.  Co. 

HINTON,  p.  3,666;  f.  area 
bk.,  2  to  4  stor.;  priv.,  bk. 
rfs.  not  perm.;  fwka.  k  con 
inv.  F.  dept. — I  h.  k  1.  trl 
reels;  hose,  cot.,  rub.  lined, 
bell;  val.  equip.,  $2,000;  vi  , 
dept.,  $160;  tot.  mem.,  30  \ 

Water  Supply — ^Src,  riv., 
pump   to   res.;    res.    oap.,    60   , 
eng.,  cap.  day,  1,500,000  gal 
6  m.,   4   to  8  in.   dia.;   58  h;  : 
pipe,  galv.  i.;  pres.,  dom.  k 
750,000  gals.;  cost,  $30,000 
wks.  owned  by  priv.  Co. 

HUNTINGTON,  p.   81,161; 
mere,   bldgs.,  bk.  &   wd.,    2   t 
sin.,  wd.,   2  stor.;  wd.  rfs.  i  ! 
ord.      F.   dept. — 1   auto.   str.     . 
1    auto,    chief's  car.   k  squad 
1   aer.   trk.,    1    aer.   trk.    with    ■ 
pomb.  c.  k  h.   wag.,   1  auto,  h  i 
9   hrs.    (in   reserve,    1  str.,    1    I 
ex.);   hose,  cot.,  rub.   lined,   f,  : 
Oamewell,  55  bx.;  val.  equip. 
$34,000;    exp.    dept.,    $25,48 
full    time    20,   vol.    16. 

Whter  Supply — Src,  riv.; 
res.  cap..  3,000,000  gals.;  I 
comp.  dup.,  cap  day  16,000,0  i 
50.65  m.,  4  to  16  in.  dia.;  3^  i 
met.;  6,730  serw;  pres..  dom 
day,  2,607,000  gals.;  cost,  ^: 
by  (^o. 

KENOVA,  p.   992.     F.  depi . 
cot.,  600  ft.;  f.  al.,  wh.;  tot. 

Water  Supply — Src,  contini  i 
Ky.,  sys.;  mains,  4%   m.,  6  j 
pres.,  dom.  k  f.  80  lbs. 

KEYSER,  p.  8,706;  f.  ares, 
k  wd.,  2  ator.;  wd.  rfs.  not  {i 
ord. ;   causes  of  f.   inV.     F.  de;  i 
auto,  hose  wag.,  2  hose  carts; 
gd.,   1,500  ft.;   f.  al.,  wh.;  val 
bldgs.,   $500;   exp.   dept.,   $10  i 

Water    Supply — Src,     natu: 
cent.;   sys.,   grav.;   res.   cap.,    ;; 
4%    m.   southeast  town;   man 
dia.;    44   hyd.;    1,500   serv.;   p 
125    lbs.,    f.    126    lbs.;    cost,    I 
$200;  wks.  owned  by  town. 

KEYSTONE,  p.  2,047;  f.  ari 
bldgs.  must  be  bk.,  stn.  or  cc: 
ply   with   these  requirements) 
F.  dept. — 16  hand  ex.,  4  hose 
lined,  gd.,  2,600  ft.;  f.  al..  bo 
27  vol. 

Water  Supply — Src,   well; 
res.  k  stdp.;   2   stdps..  combiii 
gals.;    mat.   cone;    8   pump. 
271,000  gals.;  mains,  6H  m., 

LEWISBURG,  p.  808;  mere 
k  8  stor.;  priv.,  stn.  k  bk.,  8 
in  f.  area;  fwks.  k  combt.  or 
F.  dept. — 1  c  eng.,  4  hose  ( 
lined,  gd.,  900  ft.;  f.  al.,  wh.; 
val.  bldgs.,  $600;  tot.  mem.,  S 

Water  Supply — Src,  riv.;  s 
200  ft.  above  main  part  of  to 
gals,  each;  mains,  8  m.,  4   to 
pres.,   dom.    100   lbs.,   f.    120 
cost  mtce.,  $1,650;  wka.  owne( 

LITTLETON,    p.    712.      F. 
hose,  cot.,  500  ft.;  f.  aL,  wb.; 
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wd.  rfs.  not  perm,  in  bos.  parts;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c.  ex..  1  h.  &  L  trk.,  8 
hose  reels;  hose,  gd.,  8,000  ft.;  f.  al.,  wh.;  vaL 
equip.,  $600;  tot.  mem.,  17  vol. 

Water  Supply — Src,  Ohio  riv.;  ays.,  pump  to 
res.;  res.  cap.,  260,000  gals.;  pump,  eng.,  cap.  day, 
600,000  gals.;  mains,  5  m.;  85  hyd.;  met.,  165; 
325  serv.;  pres.,  dom.  100  lbs.,  f.  100  lbs.;  cons, 
day,  50,000  gals.;  cost,  $60,000,  including  electric 
light  plant;  wks.  owned  by  Co. 

ROMNEY,  p.  1,120;  f.  area,  00  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.  Ac  bk.,  2  stor.;  wd.  rfs.  not 
perm.  F.  dept*-:— 1  hose  reel,  1  h.  A;  1.  trie,  ladders, 
600  ft.  hose;  tot.  mem.,  20  vol. 

Water  Supply — Src,  mountain  spr.;  sys.,  grav.; 
2  res.,  cap.  115,000  eals.  each;  mains,  5 Mi  q., 
M  to  4  in.  dia. ;  175  nyd. ;  pres.,  f.  85  lbs.;  cost. 
$15,000;  cost  nvtce.,  $500;  wks.  owned  by  city. 

RONCEVERTE,  p.  2,167;  bldgs.,  wd.,  2  stor.; 
wd.  rfs.  perm.;   fwks.  ord.     F.  dept — 1  stm.  eng., 

1  hose  car.,  2  hose  wag.,  buckets;  hose,  cot.,  gd., 
1,000  ft.;  f.  al.,  wh.;  val.  equip.,  $3,000;  tot. 
mem.,   40. 

Water  Supply — Src,  riv. 

ST.  MARY'S,  p.  1,858.  F.  dept. — 8  hose  reels; 
hose,  2H  in.,  cot.  Jacket,  gd.,  1,700  ft;  tot  mem., 
60    vol. 

Water  Supply — Src,  Ohio  riv.;  sys.,  grav.  it 
dir.;  2  wd.  tk.,  cap.  64,000  k  100,000  gals.,  loc 
on  hill  1  m.  pump,  station;  1  pump,  eng.,  class 
trip.,  cap.  day  050,000  gals.;  mains,  19,600  ft., 
6  to  8  in.  dia.;  26  hyd.;  pres.,  dom.  00  lbs.,  f. 
100  lbs. 

SALEM,  p.  2,160;  mere  bldgs.,  bk.,  stn.  it  wd., 

2  stor.;  prfv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
k  combt.  ord.  F.  dept. — Hose,  cot.,  rub.  lined, 
gd.,  1,400  ft;  f.  al.,  bell;  tot.  mem.,  40  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  tk.; 
tk.  cap.,  90,000  gals.,  dim.  16  z  24,  loc.  %  m. 
town;  2  pump,  eng.,  class  trip.,  cap.  day  672,000 
gals.;  mains,  c  i.,  2M  m.,  4  in.  dia.;  80  hyd.; 
met  7;  200  serv.;  pii>e,  lead  ft  iron;  pre*.,  dom. 
100  lbs.,  f.  100  lbs.;  cost,  $10,000;  cost  mtce., 
$1,500;  wks.  owned  by  city. 

SHEPHERDSTOWN,  p.  1,070;  f.  area,  125  a.; 
mere  bldgs.,  stn.,  bk.  k  wd.,  1  to  8  stor.;  priv., 
stn.,  bk.  &  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ti  combt  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  1  h.  eng.,  1  h.  ft  1.  trk.,  8  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  700  ft;  rub.,  gd.,  500  ft; 
inf..  300  ft;  tot.  hose,  1,200  ft;  f.  aL,  bell;  val. 
equip.,  $4,000;  val.  bldgs.,  $8,000;  cxp.  dept,  $50; 
tot.  mem.  50,  pd.  part  time  1.  49  vol. 

Water  Supply — Src,  wells  ft  cisterns;  creek  runs 
through  town. 

SHINNSTON,  p.  1,224.  F.  dept— Hoee,  cot 
jacket,  1,000  ft;  tot  mem.,  20  vol. 

Water  Supply — Src,  West  Fork  Riv.,  SOU  ft.  bus. 
cent;  sys.,  grav.;  res.  cap..  50,000  gals.;  2  pump, 
eng.,  cap.  hour  20,000  gals,  eadi;  mains  16,000 
ft,  4  &  6  in.  dia.;  2^  hyd.;  54  v.;  .>2  met.;  pres.. 
dom.  &  f.,  115  lbs,;  cons,  day,  75,000  g^als. ;  cost, 
$13,000;  cost  mtce.,  $1,800;'  wks.  owned  by  priv. 
Co. 

SISTERSVILLE,  p.  2,684;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd. ;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  7  hose  car.,  reels;  hose,  cot, 
rub.  lined,  3,000  ft;  inf.,  1,000  ft;  tot  hose, 
4,000  ft;  f.  al.,  bell;  val.  equip.,  $3,000;  val. 
bldgs.,  $5,000;  exp.  dept.,  $800;  tot.  mem.,  150  vol. 

Water  Supply — Src,  Ohio  Riv.,  %  m.  bus.  cent.; 
sys.,  pump  dir.:  res.  cap.,  1,200,000  gals.;  2  i)unip. 
eng.,  clajis  comp.  diip.  ft  trip.,  cap.  day  2,000,000 
gaK;  mains,  c.  i.,  7  m.,  4  to  12  in.  dia.;  74  hyd.; 
90  v.;  23  met.;  1,124  serv.',  pres.,  dom.  &  f.,  130 
lbs,;   cost  mtce.,   $4,000;   wks.   owned   by  city. 

SOUTH  BUCKHANMON,  p.  1,200;  f.  area,  160 
a.  F.  dept — hose  carts  with  hose;  val.  equip., 
$600;  val.  bldgs.,  $200;  cxp.  dept,  $100;  tot 
mem.,    25    vol. 

Water  Supply — Src,  well;  sys.,  grav.;  ii  pump, 
eng.;  pres.,  f.  80  lbs.;  cost,  $2,000;.  wks.  owned 
by  priv,  Co. 

SPENCER,  p.  1,224.  F.  dept. — 2  hose  reels; 
hose,  rub.,  2^   in.,  gd.,  1,600  ft;  vol. 


Water  Supply — Src,  riv.;  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  700,000  gals.;  2  pump,  eng.,  cap. 
day  3i60,000  gals.;  mains,  c  i,,  3  m.,  4  to  6  in. 
dia.;  24  hyd.;  25  v.;  230  met;  pres.,  dom.  ft  f., 
100  lbs.;  cons,  day,  125,000  gals.;  cost.  $25,000; 
cost    mtce.,    $5,000;   wks.   owned   by   priv.    Co. 

SUTTON,  p.  1,121.  F.  dept— 2  hose  carts; 
hose,  cot  jacket,  250  ft;  f.  al..  bell;  tot  mem., 
24  vol. 

Water  Supply — Src,  Elk  riv.;  sys.,  grav.;  res. 
cap.,  700,000  gals.,  elevated  800  ft  above  grade; 
1  pump,  eng.,  cap.  day  1,440,000  gals.,  class  dup.; 
mains,  3  m.,  4  ft  6  in.  dia.;  28  hyd.;  pres.,  dom. 
ft  f.  125  lbs. 

THOMAS,  p.  2,126.  F.  dept. — 6  hose  reels; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  wh.; 
tot.  mem.,  24  vol. 

Water  Supply — Src,  spr.;  sys.,  pump  dir.;  res. 
cap.,  171,200  gals.;  8  pump.  eng..  class  dup..  cap. 
842,400  gals,  day;  mains.  SM  m..  4  to  6  in.  dia.; 
80  hyd.;  pres..  f.  90  to  100  lbs.;  cons,  day,  75,000 
gals.;  cost,  $16,000;  cost  mtce.,  $2,000;  wks. 
owned  by  town. 

^NION,  p.  400;  f.  area,  100  a.  F.  dept. — 600 
ft.  hose,  axes,  ladders,  etc.;  val.  equip.,  $500;  tot. 
mem.,   15  vol.;  undrs.  rating,  first  class. 

Water  Supply — Src,  spr.  ft  res.;  sys.,  grav.; 
pump,  eng.,  cap.  daj'  15.000  gals.;  6  hyd.;  25 
seiy.;  mains,  6  in.  dia.;  pres.,  40  lbs;  cost,  $0,000; 
cost  mtce.,  $75;  wks.  owned  by  city. 

WEIRTON.  p.  2,000.  F.  dept — ^Hose,  reel, 
nozzles,  axes,  ladders,  c  ex.;  val.  bldgs.,  $100; 
tot.  mem.,  15  vol. 

Water  Supply — Src,  Ohio  riv.,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  8  pump,  eng.,  cap.  day  4,000,- 
000  gals.;  pres.,  dom.  60  lbs.,  f.  140  lbs.;  wks. 
owned  by  priv.  Co. 

WELCH,  p.  1,626.     No  f.  dept 

Water  Supply — Src,  well;  sys,,  grav.;  tk..  45,000 
gals.,  loc.  on  hill.  180  ft.  high;  mains,  4  in.  dia.: 
12  hyd.;  pres.,  80  lbs. 

WELLSBURQ,  p.  4,189;  bldgs.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept. — 1  h.  ft  1.  trk.,  8  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  600  ft;  inf.,  600  ft.;  tot  hose,  1,000 
ft.;  f.  al.,  telp.;  tot.  mem.,  26  vol.;  undrs.  rating, 
fourth   class. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys,, 
pump  to  res.;  res.  cap.,  1,728,000  gals.,  loc  on 
side  of  hill;  8  pump,  eng.,  class  dup.,  cap.  day 
8,000,000  gals.;  mains,  c  i.,  11%  m.,  4  to  10 
in.  dia.;  62  hyd.;  66  v.;  met,  72;  900  serv.;  pipe, 
lead;  pres.,  dom.  120  lbs.,  f.  120  lbs.;  cons,  day, 
900,000  gals.;  cost,  $62,000;  cost  mtce.,  $1,446; 
wks.  owned  by  city. 

WESTON,  p.  2,218;  f.  area,  2%  a.;  bldgs..  bk. 
ft  wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.;  no  fwks. 
ft  combt.  ord.  F.  dept — 6  hose  reels,  8  hand  ex.; 
hose,  cot,  rub.  lined,  gd.,  2.400  ft;  60  vol. 

Water  Supply — Src.  riv.;  sys.,  pump  to  res.  ft 
dir.;  res.  cap..  580,000  gals.,  loc.  on  hill  east  of 
town;  5  pump,  eng.,  class  comp.  dup.,  cap.  day 
5.500,000  gals.;  mains,  7  m.,  4  to  8  in.  dia.;  42 
hyd.;  met.,  30;  400  ser\'. ;  pres.,  dom.  115  lbs., 
f.  125  lbs.;  cons,  day,  400,000  gals.;  cost,  $60,< 
000;  wks.  owned  by  Co. 

WHEELING,  p.  41,641;  f.  area.  2,100  a.;  mere, 
bldgs.,  bk.,  1  to  12  stor.;  priv.  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  auto.  comb,  c  &  h.  wag.,  1  diief's 
auto.,  5  str.,  6  comb,  c  ft  h.  wag.,  1  c  eng., 
20  c  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  8 
hose  wag.  in  reserve,  1  chief's  wag.,  7  exercise  ft 
fuel  wag.,  34  hrs. ;  hose,  cot,  rub.  lined,  gd.,  19,- 
000  ft.;  f.  al.,  Gamewell,  109  bx. ;  val.  equip., 
$80,000;  val.  bldgs.,  $67,000;  exp.  dept,  $64,542; 
tot.   mem.,    51,  pd.   full  time. 

Water  Supply — Src.  riv..  2  m.  bus.  cent.;  sys., 
pump  to  res.  ft  dir.;  res.  cap..  3,600,000  gals.;  4 
pump.  eng..  cap.  day,  47,000,000  gals.;  mains,  c.  i., 
52  m..  4  to  30  in.  dia.;  458  hyd.;  met,  102; 
10,215  serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  90 
lbs.;  cons.  day.  17,000,000  gals.:  cost  $1,350,000; 
cost  mtce.,  $80,000;  wks.  owned  by  city. 

WILLIAMSON,  p.  8,661;  frame  ft  iron-clad  bides, 
prohibited.  F.  dept. — 6  hose  reels,  1  h.  ft  1.  trk.; 
hose,  cot  jacket,  gd..  2,000  ft;  tot.  mem.,  24  voL 
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al.»  Gamewell,  11  bx.;  val.  eqiiip.»  $1,600;  val. 
bldn.,  $100;  ezp.  dept.,  $100;  tot.  mem.,  40  vol. 
Water  Supply — ^Src,  2  wells,  in  bus.  cent.; 
sys.,  pump  to  res.  A  dir. ;  re«.  cap.,  8,000  ^als.,  loc. 
cent,  villagfe;  2  pump,  eng.,  cUm  dup.,  cap.  day 
576,000  gaU.;  mains,  c.  i.,  15  blocks,  6  in.  dia.; 
16  hyd.;  pres.,  dom.  20  lbs.,  f.  110  lbs.;  wks. 
owned  by  dtT. 

BARABOO,  p.  6,824;  f.  area,  15  a.;  mere, 
bldgs.,  Btn.  ft  bK.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb.  c.  ft  h. 
trie.,  1  h.  ft  I.  trk.,  1  hose  reel  (1  hose  wag.  in  re- 
serve); hose,  cot.,  Tub.  lined,  gd.,  2,700  ft.;  rub., 
gd.,  600  ft.;  tot.  hose,  8,200  ft.;  f.  al.,  telp.  ft 
Gamewell,  4  bx.;  val.  equip.,  $8,600;  val.  bldgs., 
$8,500;  exp.  dept.,  $l,'5O0;  tot.  mem.  SO,  pd. 
full  time  1,  voL  20;  undrs.  rating,  third  class. 

Water  Supply — Sre.,  apr.,  1  m.  bus.  cent.;  aya., 
pmnp  to  atdp.  ft  dir.;  stdp.  cap.,  8,000,000  gala., 
dim.  80  X  60;  mat.,  atl.;  8  pump,  eng.,  cap.  daj 
6,000.000  gala.;  maina,  c.  i.,  11  ^  m.,  4  to  IS 
in.  dia.;  121  hyd.;  400  met.;  1,000  aerv.;  pipe, 
lead  ft  galv.  i.;  prea.,  dom.  76  Iba.,  f.  104  Iba.; 
cona.  day,  600,000  gals.;  cost,  $126,000;  coat 
mtce..  $3,000;  wks.  owned  by  dty. 

BARRON,  p.  1,440;  f.  area,  400  a.;  mere,  bldgs., 
stn.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  stn.,  bk.  ft  wd., 

1  to  2  stor.;  wd.  rfa.  not  perm,  in  1  area;  fwka. 
ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  hand 
eng.,  8  c.  hand  ex.,  1  h.  ft  1.  trk.,  6  hose  carta; 
hoae,  cot,  rub.  lined,  gd.,  1,200  ft.;  inf.,  600 
ft.;  tot.  hoae,  1,800  ft.;  f.  al.,  bell;  val.  equip., 
$2,000;  val.  bldga.,  $8,500;  exp.  dept.,  $210;  tot. 
mem.,  88  vol. 

Water  Supply — Src,  apr.,  %  m.  bua.  cent.;  ays., 
grav.,  pump  to  atdp.  ft  .dir.;  stdp.  cap.,  81,600 
gals.;  1  pump,  eng.,  class  dup.;  maina,  iron,  8 
m.,  4  to  6  in.  dia.;  28  hyd.;  126  serv.;  prea.,  dom. 
48  Ibe.,  f.  100  lbs.;  cons,  day,  76,000  gals.;  cost, 
$5,000;  cost  mtce.,  $500;  wks.  owned  by  city. 

BAYFIELD,'  p.  1,689;  f.  area,  240  a.;  bldgs., 
stn.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwka.  ft  combt. 
ord.  F.  dept. — 1  h.  ft  1.  trie.,  2  hose  car.;  hoae, 
cot.,  rub.  lined,  gd.,  2,500  ft.;  f.  al.,  wh.  ft  bell; 
val.  equip.,  $8,000;  val.  bldga.,  $4,000;  tot  menu, 
24  vol. 

Water  Supply — Src.,  Lake  Superior;  sys.,  pump 
to  res.;  res.  cap.,  160,000  gals.;  2  pump,  eng., 
class  dup.;  mains,  4H  m.;  40  hyd.;  met,  40; 
825  serv.;  prea.,  dom.  40  to  128  Iba.,  f.  60  to 
140  lbs.;  cons,  day,  80,000  gals.;  cost,  $88,000; 
wks.  owned  by  city. 

BEAVER  DAM,  p.  6.758;  mere,  bldgs.,  bk.  ft 
wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  fwka.  ft  combt.  ord.;  -cauaea  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  1  hoae  cart,  1  hose  car.; 
hoae,  cot,  rub.  lined,  gd.,  8,000  ft;  f.  al.,  bell; 
exp.  dept,  $800;  tot.  mem..  82  vol. 

Water  Supply — Src,  wella  ft  spr.,  1^  m.  bua. 
cent.;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  200,- 
000  gals.;  2  pump,  eng.,  cap.  day  2,000,000  gals.; 
maina,  c.  1.,  15  m.,  4  to  12  in.  dia.;  146  hyd.; 
met,  18;  1,280  serv.;  pipe,  galv.  i.;  pres.,  dom.  60 
lbs.,  f.  180  lbs.;  cost,  $66,000;  wks.  owned  by  Co. 

BELGIUM  p.  500.  F.  dept. — 1  c.  hand  ox.,  1 
hand  eng.,  1  nose  wag.,  ladders,  buckets,  500  ft. 
hose;  f.  al.,  bell;  val.  equip.,  $1,000;  val.  bldgs., 
$1,900;  tot   mem.,   24   vol. 

Water  Supply — Src   rea. 

BELLEVILLE,  p.  414;  f.  area,  320  a.  F.  dept 
— 1  h.  ft  1.  trk.,  2  base  carta,  1,000  ft  hose;  val. 
equip.,  $1,500;  tot  mem.,  50  vol. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
pimip  dir.;  1  pump,  eng.,  cap.  day  150,000  gals.; 
14  hyd.;  mains,  9,649  ft.;  pres.,  dom.  60  lbs.,  f. 
76  lbs.;  cost,  $16,100;  wks.  owned  by  city. 

BELMONT,  p.  682;  mere,  bldga.,  bk.  ft  wd.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  750  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $1,000;  vaL  bldgs.,  $200;  tot.  mem., 
21   vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  na.^ 
cap.  60,000  gals.;  1^  m.  mains,  4  to  6  in.  dia.:  15 
hyd.;  76  aerv.;  coat,  $6,000;  cost  mtce.,  $40; 
wks.  owned  by  city. 

BELOIT,  p.  15, 12 5;  f.  area,  H  sq.  m.;  mere, 
bldgs.,  stn.  ft  bk.,   2  to  4  stor.;  priv.,  wd.,   IVi  to 

2  stor.;   wd.   rfs.   not  perm.;   fwks.   ft   combt.   ord.; 


causes  of  f.  inv.  F.  dept.-  l 
h.  wag.,  8  c.  hand  ex.,  1  h.  i 
hose,  cot,  rub.  lined,  gd.,  , 
400  ft;  tot  hose,  5/200  ft  i 
hx.:  val.  equip.,  $20,000;  val.  : 
dept,  $16,000;  tot  mem.  ]  , 
pd.  part   time  2. 

water   Supply — Src,   spr. 
cent.;  sys.,  pump  to  res.  ft  dii    ; 

Sals.;  res.  cap.,   500,000  gale 
ay  8,000,000  gals.;  mains,  c    i 
1   in.   to  1«  in.  dia.;   207   hy 
lead;  pres.,  dom.   50  lbs.,  f.     i 
owned  by  Beloit  Water,  Oas  A   ! 

BENTON,  p.  1,000.  F.  d 
val.   equip.,   $700;   tot.   mem.,    i 

Water  Supply— Src,  well,  i 
pump  dir.;  25  hyd.;  mains,  1  . 
wks.   owned   by   village. 

BERLIN,    p.    4,686;    mere    I 
stor.;  priv.,  wd.,  2  stor.;  wd. 
area;   fwka.   ft  combt  ord.;   •  i 
dept — 1  str.,  1  h.  ft  L  trie., 
wag.,    1   hose  cart,   4   hra.;   1:  i 
8,600  ft;  f.  aL,  beU  ft  wh.; 
vaL  bldga.,  $2,000;  tot  mem. 
pd.  part  time  20. 

Water    Supply  —  Src,    2      i 
grav.   ft  pump  dir.;   rea.   cap. 
pump,  eng.,  class  dup.,  cap. 
mains,   0%    m.,   4  to   12   in.    I 
820;  478  serv.;  prea.,  dom.  41 
120  lbs.;  cons,  day,  170,000    : 
cost  mtce.,  $4,258;  wks.  own<  I 

BLACK  CRC£K,  p.    516;  f. 
bldgs.,  bk.  ft  stn.,   IV^   stor.;    ) 
area;    fwks.    ft   combt.    ord.;    c  i 
dept — 1   r.   eng.,  1   h.  ft  1.   trl 
nib.    lined,    gd.,    750    ft;    f    a  , 
$1,200;  val.  bldgs.,   $3,000;   e 
mem.,  24  vol. 

Water  Supply — Src,  8  res. 

BLACK   RIVER   FALLS,   p.    : 
bk.  ft   wd.,   2  ft  3   stor.;   priv., 
wd.  rfs.  not  perm. ;  fwks.  ft  coi  i 
1  h.  ft  1.  trk.,  6  hose  car.;  h  : 

?:d.,  500  ft;  rub.,  gd.,  1,400    I 
t;    f.    al.,    bell;    vaL    equip.,    j 
$8,500;    tot    mem.,    40    voL; 
class. 

Water  Supply — Src,  creek,  ; 
pump    to    stdp.;    stdp.    cap.,     I 
16   X    100,   loc   northwest   of 
pump,  eng.,  class,  1  trip.,  1  d  i 
000   gals.;    mains,    c   i.,    5    m. , 
24  hyd.;  32  v.;  met,  90;  420 
pres.,  dom.  100  lbs.,  f.  100  lbs.; 
gals.;    cost,    $35,000;    cost    in 
owned  by  city. 

BLOOMER,  p.   1,204;  mere 
priv.,  wd.,  1^  Btor.;  wd.  rfs.  i 
combt.    ord.;    csuses   of    f.    inv. 
1.  trk.,  2  ho.se  car.;  hose,  cot,  n 
ft. ;   inf.,   250   ft. ;  tot.   hose,    1 ,  i 
ft  bell,  4  bx.;  val.  equip.,  $1,20 ; 
exp.   dopt,   $400;  tot.   mem.,   2' 

Water  Supply — Src,  ponds; 
ft  dir.;  pump,  eng.;  16  hyd.; 
lbs.;  cost,  $21,000;  wks.  owne<: 

BOSCOBEL,  p.  1,525;  f.  i 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  i\ 
wd.,  1  to  3  stor.;  wd.  rfs.  pen 
ft  combt.  ord.;  causes  of  f.  inv, 
eng..  2  c  hand  ex.,  1  h.  ft  1. 
hose,  cot,  rub.  lined,  gd.,  1,65 
tot.  hose,  2,250  ft.;  f.  al.,  bell 
$4,500;  vaL  bldga.,  $2,500;  ex 
mem.,   154   vol. 

Water   Supply — Src,    well,    4 
sys.,   dir.   pres.;   res.   cap.,    100, i 
eng.,    class   trip.,    cap.    day,    51 
c.  i.,  4  to  8  in.  dia.;   50  hyd.; 
serv.;    pipe,    c    i. ;   pres.,   dom, 
$24,000;  wks.  owned  by  city. 

BRANDON,   p.    684.      F.   dep 
h.  ft  1.  trk.,   1   hose  cart;  hose, 
bell;  tot  mem.,   25   vol. 

Water  Supply — Src,  ciatems. 

BRILLION,  p.  998;  f.  area 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor, 


C-406  ^'^^  DEPARTMI 


wd.,  1  to  3  Btor.;  wd.  rfs.  perm,  in  i 
ft  combt.  ord.;  causes  of  f.  inv.     F. 
1  h.  ft  1.  trit.,  2  hose  reels;  bose,  cc 
gd.,   1,400  ft.;  int.,  600  ft.;   tot.  he 
f.  al.,  Dell;  val.  equip.,  $4,000;  val.  I 
exp.  dept..  $800;  tot.  mem.,  50  vol. 
Water  Supply — Src,  wells  ft  ciste 

BRISTOL,   p.   est.    260;    f.   area, 
wd.,    2    stor.;    wd.   rfs.    perm.;    no 
dept. — 1   band   eng.,    18   c.   ex.,    1 
hose    cart;    hose,    cot.,    200    ft.; 
equip.,  $300;  exp.  dept.,  $350;   t 

Water    Supply — Src,    6    ciste- 
bbls.  each. 

BRODHEAD,  p.  1,517;  bldgs., 
wd.  rfs.  not  perm.;  fwks.  ft  comi 
1   c.   eng.,   1    h.  ft  1.   trk.,   8  hi 
rub.   lined,  gd..   2,200   ft.;   f.   r 
$250:  tot.  mem.,  40  voL 

Water  Supply — Src,  well,  i- 
pump    dir.;    pump,    eng.,    cap. 
mains,  iron,   5   m.,   2   to   8   ir 
serv.;   pipe,  lead;   pres.,  dom. 
cost,   $20,000;   cost  mtce.,  $ 
city. 

BRUCE,    p.    565.      F.    de 
hose   reels;   hose,   800    ft.; 
mem.,  84  vol.;  undrs.  ratir 

Water   Supply — Src,   we 
60,000    gals.;    1    pump,   ei 
72,000    gals.;    mains,    2V 
8  hyd.;  f.  pres.,    100  lbs. 

BURLINGTON;    p.    3,? 
s»tn.,    2    stor.;    priv.,    bk. 
perm.     F.  dept. — 1  h.  A 
cot.,   rub.    lined,    gd.,    2 
equip.,    $5,000;     vaL    I 
$500;    tot.    mem.,    45 
clsfw. 

Water    Supply — Src 
pump  to  stdp. ;  stdp. 
30    X    30;    pump.    en( 
mains,  c.  i.,   8^    m., 
v.;   met.,   420;    406 
lbs.;  cost,  $40,000; 

BUTTERNUT,  p. 
stor.;  priv.,  wd.,  2 
ord.;  causes  of  f.  i 

eng.,    6    c.   ex..    1  i 

pumps;  hose,  rub., 
$1,800;  val.  bldgr 

Water  Supply— 

CADOTT,  p.  1 
wd.,    2    stor.;   pi  i 

perm.;    no    fwka 

h.   ft  1.   trk.,    1  I 

hose,  1.500  ft.' 
bldgs.,  $300;  r 

water    Supr 
Kys.,  grav.  <te  j 

gals.,  loc.  edf  i 

day,  300.000 
dia.;  22  hyd.: 

pres.,   dom.  i 

25.000    galE  I 

wks.    owned 

CAMERC 
bk.   ft   wd.. 

wd.  rfs.   p  I 

causes  of 

1    h.    ft   1  I 

ft;    f.    a: 
$2,000; 
class. 

Watei 

CAS( 

Watt 
sys.,  p  I 

wd. ;  I 
40.00 
1  hyc' 
dom. 

gals.  I 

by  c 

C  I 

bid  I 
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ft.;   tot.   hose,    1,500   ft.;    f.    aU,   bell;    val.    equip., 
$800;  val.  bUlgs.,  $100;  tot.  mem.,  40  vol. 
Water  Supply — Not  reported. 

COLBY,  p.  860;  f.  area,  640  a.;  bldgs.,  prin- 
cipally wd.,  2  Btor.;  wd.  rfs.  perm,  in  f.  limits;  no 
fwks.  ord.  F.  dept. — 1  b.  &  1.  trk.,  1  hoee  car., 
1  hone  waff.;  hose,  linen,  gd.,  1,600  ft.;  Inf.,  800 
ft.;  tot.  hose,  1,800  ft.;  f.  al.,  bell  &  wh.;  vaL 
equip..  $1,300;  val.  bldgs.,  $700;  exp.  dept.,  $200; 
tot.  mem.,  28  vol. 

Water  Supply — Src.,  wells  k  dstems;  16  hyd.; 
Electric  Light  ft  Waterwks.  plant. 

COLFAX,  p.  701;  f.  area,  668;  mere,  bldgs.,  stn. 
A  wd.,  1  &  2  stor.;  priv.,  stn.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  1  c 
«ng.,  c.  hand  ex.,  1  hose  wag.;  hose,  coL,  rub.  lined, 
gd.,  1,000  ft.;  inf.,  300  ft.;  tot.  hose,  1,300  tt.; 
f.  al.,  bell;  val.  equip.,  $1,200;  exp.  dept.,  $200; 
tot.  mem.,  25  vol. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
pump  to  stdp. ;  8tdp.  cap.,  40,000  gals.,  dim.  17 
X  27;  1  pump,  eng.,  cap.  day  231,720  gals.;  mains, 
c.  i.,  6.889  ft.,  2  to  8  in.  dia.;  13  hyd.;  21  v.; 
pipe,  c.  i.;  pres.,  dom.  &  f.,  50  lbs.;  cons,  day, 
0,.'»00  gHls.;  cost,  $14,000;  cost  mtce.,  $900; 
wks.   owned   by  city. 

COLUMBUS,  p.  2,528;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  2  c.  hand 
ex.,  3  hose  carts;  hose,  cot.,  rub.  lined,  2,600  ft.;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $6,250;  vaL  bldgs., 
$16,000;  exp.  dept.,  $335;  tot.  mem.  60,  pd. 
part  time   1,   vol.   59. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  70,000  gals.;  2  pump,  eiig.,  cap.  day, 
1.500,000  gals.;  m.iins,  c.  i.,  5  m.,  4  to  10  in. 
dia.;  52  hyd.;  met.,  350;  pres.,  dom.  60  lbs.,  f.  lOo 
lbs.;  cons,  day,  75,000  gals.;  cobt,  $53,000;  cost 
mice.,  $2,000;  wks.  owned  by  city. 

COON  VA>LLEY,  p.  1,000;  f.  area,  64  0  a.  F. 
dept. — hose  carts,  hose;  val.  equip.,  $700;  tot. 
mem.,    26    vol. 

Water  Supply — Src,  artesian  well,  in  bus.  rent.; 
sys.,  pump  dir. ;  1  pump.  eng. ;  S  hyd.;  1-2  v.; 
mains,  2,500  ft.;  pres.,  dom.,  85  lbs.;  cost,  $3,000; 
wk.s.   owned   by   rty. 

CROSS  PLAINS,  p.  950;  f.  area,  240  a.  F. 
dept. — 1  h.  ft  1.  trk.,  axes,  buckets,  SOO  ft.  hose; 
t.  aL,  bell;  val.  equip.,  $600;  val.  bldgs.,  $300; 
exp.   dept.,  $100;  tot.   mem.,   25  vol. 

Water  Supply — Src,  pond  ft  strm.,  1  m.  bus. 
cent.;  sys.,  pump;  2  pump,  eng.;  wks.  owned  by 
priv.  Co. 

CUDAHY,  p.  8,691;  bldgs.,  bk.  ft  wd.  F.  dept.— 
1  c.  eng.,  1  h.  ft  1.  trk.,  1  comb,  c  ft  h.  wag.,  1 
hose  car.,  5  hrs.;  hose,  2,200  ft.;  f.  aL,  bell  ft 
wh. ;  tot.  mem.,  26  vol. 

Water  Supply — Src,  lake;  sys.,  dir.  pres.;  cap. 
day.  5,000,000  gals.;  75  hyd.;  city  of  Milwaukee 
sends  aid  in  case  of  f. 

CUMBERLAND,  p.  1,446;  f.  area,  260 


a.:  mere. 


bldgs, 
stor. ; 
of   f. 
hose, 
telp. ; 
mem., 


wd.    ft   bk.,    2    ft    8   stor.;    priv.,    wd.,    1% 

wd.    rfs.    penn. ;    fwks.    A   combt.    onl. :    cauM*?* 

inv.      F.    deT>t. — 1    h.   ft    1.    trk.,    2    hose    car.; 

cot.,   rub.   lined,  gd.,    1,500   ft.;   f.   al.,   wh.   ft 

val.    equip.,   2,000;    val.   bldgs.,    $5,000;    tot. 

25  vol.;   midrs.   rating,  third   class. 


Water  Supply — Src,  well,  V6  m.  bus.  cent.;  ays., 
pump  to  res.;  res.  cap.,  61,000  gals.;  2  pump, 
eng.,  cap.  day  535,200  gals.;  mains,  c.  i.,  2V4  m., 
4  to  8  in.  dia.;  26  hyd.;  11  v.;  280  ser\*.;  pres., 
dom.  41  lbs.,  f.  100  lbs.;  cons,  day,  75,000  gals.; 
cost,  $15,000;  cost  mtce.,  $600;  wks.  owned  by 
city. 

DALLAS,  p.  850;  f.  area,  40  a.  F.  dept. — 1 
c.  eng.,  1  hose  cart,  1  h.  &  1.  trk.,  1,500  tt.  hose; 
f.  aL,  bell;  val.  equip.,  $2,000;  exp.  dept.,  $65; 
tot.   mem.    25.   pd.    $5.00   year. 

Water  Supply — Src,  pond. 

DARLINGTON,  p.  1,808;  f.  area,  160  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.  ft  wd., 
2  stor.;  wd.  rfs.  perm.  In  f.  area;  causes  of  t  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  4  c.  hand  ex.,  2  hose  carts; 
hoee,  cot.,  rub.  lined  gd.»  1,000  ft.;  f.  al.,  bell;  vaL 
equip.,  $1,000;  vaL  bldgrs-  $2,500;  exp.  dep'.. 
$500;  tot.   mem.  60.  pd.  part  time. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  120.000  gals.;  pump,  eng., 


cap.  day  100,000  gals.;  mail 
8  in.  dia.;  26  hyd.;  9  v.;  m 
wrt.  i.:  pres..  dom.  65  lbs.,  i 
000;  cost  mtce.,  $1,200;  wks 

DEERFIELD,  p.  538;  mere 
ft  3  stor.;  wd.  rfs.  not  perm, 
ord.  F.  dept. — 1  h.  ft  1.  trk 
wag.;  hose,  rub.,  1,000  ft.;  f 
$1,000;  vaL  bldgs.,  $400;  tot 

Water  Supply — Src,  wells; 

DE  FOREST.     F.  dept.— N 

Water    Supply — Src,    well, 

pump  to  stdp.;  stdp.  cap.,  30 

1  pump,  eng.,  cap.  day  37,5( 

2  to    6    in.    dia.;    11    hyd.; 
owned  by  city. 

DELAVAN,  p.  2,450;  f.  arc 
bk.,  1  to  3  stor.;  priv..  wd. 
rfs.  not  perm.;  fwks.  ord.; 
dept. — 2  h.  ft  1.  trk.,  1  aer.  t 
cot.,  rub.  lined,  gd.,  1,600  i 
hose.  2,050  ft.;  f.  al.,  wh, 
$6,000;  vaL  bldgs.,  $4,000; 
cot.  mem.,  44   vol.;  undrs.  rat 

Water  Supply — Src,  spr.,  ^ 
pump  to  stdp.;  stdp.  cap.,  50 
20;  pump,  eng.,  class  dup.,  cs 
mains,  c  L,  12  m.,  4  to  8  in 
420  met.;  422  serv.;  pipe,  lei 
50  lbs.,  f.  120  lbs.;  cons,  da 
$31,000;  cost  mtce.,  $600;  \ 

DE  PERE,  p.  4,764;  f.  o 
bldgs.,  bk.,  2  stor.;  priv.,  wd. 
perm.;  combt.  ord.;  causes  of 
1  str.,  1  c.  hand  ex.,  1  h.  &  1 
hose  reel;  hose,  cot.,  rub.  lit 
bell  ft  wh.;  vaL  equip.,  $6,600 
e.xp.   dept.,   $2,000;   tot.    mem. 

Water  Supply — Src,  wells; 
stdp.;    res.   cap.,    50,000   gals, 
gals.;  pump,  eng.,  cap.  500  gi  I 
m.,    4    to    12    in.    dia.;    01    hv 
dom.  60  lbs.,  f.  65  lbs.;  cost, 
$4,400;   wks.   owned   by  city. 

DODQEVILLE,  p.    1,791;   f. 
bldgs.,  stn.,  bk.  ft  wd.,   2  ft    ! 
bk.,  1  ft  2  stor. ;  wd.  rfs.  not  i  < 
ord. ;    causes   of   f.    inv.      F.   c ! 

3  h.  ft  1.  trk.,  8  hose  reels;  It 

gd.,  2,500  ft.;  f.  al.,  bell;  val 
Idgs.,  $5,000;  exp.  depL,  $5  > 
water    Supply — Src,    wells, 
sys.,  grav.   ft  pump  dir.;  stdp 
res.  cap.,  60,000  gals.;  pump. 

000  gals.;  mains,  iron,   2  m., 
serv.;    pipe,    iron   ft   lead;    prci 
200    lbs.;    cost,    $20,600;    cos: 
owned  by  city. 

OUR  AND,  p.  1,503;  f.  area, 
wd.,  bk.  ft  stn.,  2  stor.;  priv., 
wd.  rfs.  not  perm,  in  f.  limit) 
eng.,   1   h.  ft  1.   trk.,   2   hose  < 
hose,    2,000    ft.;    f.   aL,   bell; 
val.   bldgs.,   $8,000;    tot.   men 
1,  vol.   34;   undrs.  rating,   fom* 

Water    Supply — Sxc,    well, 
grav.;  res.  cap.,   182,000  gals.; 
day,   860,000  gals.;   mains,   iro 
dia.;  81  hyd.;  81  met:  pipe, 
lbs.,   f.    95   lbs.;    cost.   $22,50(i 
wks.  owned   by   city. 

EAGLE  RIVER,  p.  1,200; 
mere,  bldgs.,  bk.  ft  wd.,  2  si: 
stor.;  wd.  rfs.  not  perm.;  no 
F.  dept. — 8  hose  reels;  hose, 
2,500  ft.;.f.  aL,  wh.,  2  b.x.; 
vaL  bldgs.,  $2,000;  exp.  depit 
10.  pd.  part  time. 

Water  Supply — Src,  riv.,  50 ( 
pump  dir.;  pump,  eng.,  cap.  dt 
mains,  sheet  L,  2^   m„  6  to 
100   serv.;    pipe,   gal  v.   L;    prei 
800  lbs.;   cost,   $20,000;   cost 
owned  by  city. 

EATON,  p.  800;  f.  area,  6i 
wd.,  1  to  3  stor.;  priv.,  wd., 
rfs.  perm,  in  f.  area;  causes  of 
comb,  c  ft  h.  wag.,  6  c  hand 

1  hose  wag.,  8  hose  reels,  4  1 
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SOO   ft.;   inf.,   500   ft.;   tot.  hose.   000   ft;   f.   al., 
bell;    val.    equip.,   91,000;    val.   bldgs.,    #200;   ezp. 
dept.,  975;  tot.  mem.  85,  pd.  full  time  15,  vol.  20; 
undrs.  rating,  fourth  claaa. 
Water  Supply — Not  reported. 

EAU  OLAIRE,  p.  18,310;  f.  area,  600  a.;  mere, 
bldgs.,  bk.,  2  dc  3  ^stor.;  priv.,  wd.  &  bk.,  2  &  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  9  c.  hand 
ex.,  1  h.  tSc  1.  trk.,  1  auto.  comb.  c.  &  h.  wag.  1 
auto,  hose  wag.,  1  chief's  auto.,  2  hose  wag.,  6 
hrs.;    hose,    cot.,    rub.    lined,    gd.,    6,000    ft;    rub., 

fd.,  1,000  ft.;  inf.,  500  ft.;  tot.  hose,  7,500  ft; 
,  al.,  Gamewell,  43  bx.;  val.  equip.,  $40,000;  val. 
bldgs.,  119,000;  exp.  dept,  9t:0,000;  tot  mem. 
20,  pd.  full  time;  undrs.  rating,  third  class. 

Wattr  Supply — Src.,  wells,  2  m.  bus.  cent.;  47s., 
pump  dir.;  res.  cap.,  700,000  gals.:  4  pump,  eng., 
class  trip.,  cap.  day  11,000,000  gala.;  mains,  c.  1., 
45  m.,  4  to  20  in.  dia.;  471  hyd.;  "247  v.;  met, 
2,860;  3,200  sen.;  pipe,  galv.  i.,  c.  i.  A;  lead; 
pres.,  dom.  70  lbs.,  f.  130  lbs.;  cons,  day,  8,000,000 
gals.;  co8t,  $380,000;  wks.  owned  by  city. 

EDGAR,  p.  950;  f.  area,  28  a.  F.  dept. — 1  c. 
erg.,  1  hose  cart,  1  h.  A;  1.  trie.,  1,500  ft.  hose; 
val.  equip.,  $2,800;  val.  bldgs.,  $650;  exp.  dept, 
$100;   tot   mem.    23,  pd.   part  time. 

■Water   Supply — Src,   cisterns. 

ED6ERT0N,  p.  2,518;  f.  area,  960  a.;  bldgi.,  bk. 
&  wd.,  2  Btor.;  wd.  rfa.  not  perm.;  fwka.  St  oombt 
ord.  F.  dept. — 1  str.,  12  c.  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  wag.,  2  hose  car.;  hoee,  cot,  rub. 
lined,  gd.,  2,000  ft;  inf.,  500  ft.;  tot.  hose, 
2,500  ft;  f.  al.,  bell  ii  wh.;  val.  equip.,  $4,500; 
val  bldgs.,  $3,000;  ezp.  dept,  $500;  tot  mem., 
38  vol.:   undrs.  rating,  third  cla«s. 

Wattr  Supply — Src,  well,  %  m.  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  120,000  gala.,  dim.  16  z 
80;  pump,  eng.,  cap.  day  1,500,000  gala.;  mains, 
c.  i.,  4  m.,  4  to  10  in.  dla.;  40  hyd.;  12  v.;  800 
serv.;  pres.,  dom.  65  lbs.,  f.  100  lbs.;  cons,  day, 
125,000  gals.;  cost  $28,500;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

ELKHORN,  p.  1,707;  f.  area,  640  a.;  mere, 
bldgs.,  bk.   &.  wd.,    1    to    3    stor.;    priv.,    bk.    k    wd., 

1  &  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 2  c.  ex.,  1  h.  &  1.  trk.,  2 
hose  car.,  1  water  tower;  hose,  cot,  rub.  lined. 
1,200  ft;  f.  al.,  bell;  &  wh.;  val.  equip.,  $2,200; 
val.  bldgjs.,  $3,000;  tot  mem.,  50  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
A  res.;  stdp.  cap..  75  000  gals.,  dim  16  z  50 
ft;  mat,  srl.;  2  res.,  cap.  100,000  gala:  k  30,000 
gals.;  2  pumps,  cap.  day,  150,000  gals,  each;  malna, 
c.  i.,  5  m.,  4  to  8  in.  dia.;  40  hyd.;  15  v.;  met, 
200;  pros.,  dom.  55  lbs.;  f.  150  lbs.:  cons,  day, 
46,000  gals.;  cost,  $25,000;  cost  mtce.,  $6,500;  wks. 
owned  by  city. 

ELLSWORTH,  p.  1,005;  f.  area,  900  a.;  bldgs., 
wd. ;  wd.  rfs.  perm.     F.  dept. — 1  str.,  1  h.  ft  L  trk., 

2  hose  car.;  hose,  gd.,  2,000  ft;  f.  aL,  bell;  tot. 
mem..  70  vol. 

Water  Supply — Src,  well;  ays.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  75,000  gals.;  1  pump,  eng.,  cap. 
45  gals.  min. ;  main:},  2M  m.;  29  hyd.;  met.,  124: 
227  serv.;  cost,  $17,000;  wks.  owned  by  village. 

ELROY,  p.  1,729;  bldgs.,  bk.  ft  stn.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.     F.  dept — 

1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd..  1,200  ft;  f.  al.,  bell;  tot  mem.,  24  ?ol.; 
undrs.   rating,    fourth   class. 

Water  Supply — Src,  wells,  800  ft.  bus.  cent; 
res.  cap.,  105,000  bbls.;  pump,  eng.,  cap.  day  15 
bbls.  min.;  mains,  c  i.,  5  m.,  4  to  6  in.  dia.;  21 
hyd.;  240  serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs., 
f.  70  lbs.;  cost,  $16,500;  cost  mtce.,  $1,240;  wks. 
owned  by  city. 

ELMWOOD,  p.   700;   f.  area,   120  a.  F.  dept. — 

2  hose  carts,  1  h.  &  1.  trk.,  buckets;  val.  equip., 
$S00;  val.  bldffs.,  $600;  exp.  dept.,  $100;  tot 
nieni.,    33    vol. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  to  stdp.;  1  pump,  eng.,  cap.  day  28,800  gals.; 
10  hyd.;  6  v.;  mains.  3,000  ft;  pres.,  dom.  ft  f., 
120  lbs.;  co^t,  $8,000;  cost  mtce.,  $400;  wks. 
owned  by  city. 

EVANSVILLE,  p.  2,061;  f.  area,  600  a.;  mere 
bldgs.,  wd.,  bk.,  stn.,  2  stor.;  pri?.,  wd.,  2  stor.; 
wd.    rfs.    not   perm,    in    f.    limits;    fwks.    ord.      F. 


dept. — 1  stm.  eng.,  1  hand  eng.,  6  c  ez.,  1  h.  ft  L 
trk.,  8  hose  car.;  hose,  cot,  gd.,  3,000  ft;  roD., 
fair,  500  ft.;  tot.  hose,  3,500  ft;  f.  al.,  wh.  ft 
telp.;  vaL  equip.,  $6400;  vaL  bldgs.,  $3,000;  ezp. 
dept,  $500;  tot.  mem.,  35  vol.;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells,  1,800  ft  bna.  cent.; 
sys.,  pump  dir.;  stdp.  cap.,  68,000  gals.;  3  pump, 
eng.,  cap.  day,  1^600,000  gals.;  mains,  c  L,  6  m.. 
4  to  8  in.  dia.;  56  hyd.;  32  v.;  300  met.;  300 
serv.;  pres.,  dom.  65  to  75  lbs.,  f.  125  lbs.;  cons, 
day,  47,000  gala.;  cost,  $88,000;  wks.  oviied  by 
city. 

FENNIMORE,  p.  1,150;  f.  area,  160  a.;  mere. 
bldgs.,  8^.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd^  t 
stor.;  wd.  rfs.  perm.  F.  dept. — 1  h.  ft  1.  trk.,  2 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $1,200;  vsL  bldgs., 
$50;   exp.   dept,   $100;    tot.   mem.,    30   vol. 

Water  Supply-— Src,  well,  \i  m.  bus.  cent;  qna., 
pump  to  res.  ft  dir.;  res.  cap.,  62,000  gala^  loc.  60 
feet  from  well;  pump,  eng.,  class  horizontal  hi^ 
pres.;  mains,  c  i.,  4  m.,  4  to  8  in.  dia.;  26  hr£; 
08  serv.;  pipe,  galv.  L;  pres.,  dom.  45  to  50  lbs., 
f.  00  to  100  lbs.;  cost,  $18,000;  wks.  owned  by 
city. 

FLORENCE,  p.  1,684;  f.  area,  80  a.;  bldgau,  wd., 

1  to  8  stor.  F.  dept — 2  hoee  car.,  1  h.  ft  L  trk.; 
hoee,  cot.,  rub.  lined,  gd.,  800  ft;  rub.,  gd..  1,500 
ft;  inf.,  600  ft;  tot.  hose,  2,400  ft.;  f.  aL,  wfa.,  10 
bz.;  val.  equip.,  $2,000;  exp.  dept.,  $500;  tot 
mem.,  24,  pd.  full  time  1,  pd.  part  time  23;  undrs. 
rating,   third  class. 

Water  Supply — Src,  lake,  900  ft  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  10,000,000  gals.;  2 
pump,  eng.;  mains,  iron,  2  m.,  4  to  6  in.  dia.;  88 
hyd.;  146  serv.;  pres.,  dom.  40  lbs.,  f.  120  Iba.; 
cons,  day,  200,000  gals.;  cost,  $12,000;  cost  mtce., 
$2,500;   wks.   owned  by   city. 

FOND  DU  LAC,  p.  18,797;  f.  area,  2,560  a.; 
mere  bldgs.,  atn.,  bk.  ft  wd.,  2  to  4  stor.;  priv., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  srea; 
fwks.  ft  combt.  ord;  causes  of  f.  inv.  F.  depc — 1 
auto.  comb.  c.  &  h.  wag.,  1  str.,  1  comb.  c.  ft  h. 
wag.,  8  c.  hand  ex.,  2  h.  ft  L  trk.,  1  hose  wax., 
8  hrs.;  hose,  cot,  rub.  lined,  gd..  7.100  ft.;  f.  a\.^ 
(tamewell,  43  bx.;  val.  equip.,  $30,000;  ^aL  bM|c«., 
$15,000;  exp.  dept,  $25,000;  tot  mem.  t'5,  (»X 
full  time. 

Water  Supply — Src,  9  wells,  Vi  m.  bus.  cent.: 
sys.,  air  lift  ft  pump  dir.;  res.  cap.,  2, 5 00,0 no 
gals.;  2  pump,  eng.,  comp.  cond.,  cap.  day  6.ooo.- 
000  gals.;  mains,  c  i.,  39\  m.,  4  to  14  in.  dia.; 
258  hyd.;  200  v.;  met,  2,730;  3,695  serv.:  pij*, 
lead  ft  galv.  i. ;  pres.,  dom.  40  lbs.,  f.  90  to  130 
lbs.;  cons,  day,  1,170,000  gals.;  wks.  owned  by 
city. 

FORT    ATKINSON,    p.    8,877;    f.    area,    140   a.; 

mere  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  1^ 
stor.;  wd.  rfs.  not  perm.;  fwks.  oid.  F.  depL — I 
str.,  1  c  eng.,  8  c  nand  ex.,  1  h.  ft  L  trie.  8  ho«e 
car.;  hose,  cot,  rub.  lined,  2.600  ft;  rub.,  gd..  250 
ft;  inf.,  400  ft;  tot  hose,  3.250  ft;  f.  aL,  wh.  ft 
Gamewell,  12  bx.;  vaL  enuip.,  $10,000:  Tal.  bldgs., 
$7,000;  exp.  dept,  $800;  tot  mem.,  58  toL; 
undrs.    rating,   fourth    class. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys.. 
pump  to  stdp.;  stdp.  cap.,  175,000  gals.;  res.  c^p.. 
43.000  gals.;  pump,  eng.,  cap.  day,  l.OOf>.«>00  jtjls. 
each;  mains,  c  i.,  8^  m.,  4  to  12  in.  dia.;  103 
hyd.;  met,  610;  629  serv.;  pres.,  dom.  55  to  6t) 
lbs.,  f.  100  lbs.;  cons,  day,  180,000  gals.;  co»t 
$68,083;  wks.  owned  by  citS^. 

FOUNTAIN  CITY,  p.  1.081;  f.  area,  80  a.;  mcxc 
bldgs..  stn.,  bk.,  wd.,  8  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  atr.,  1  hand  cog., 
4  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hoee  car.;  bo«^ 
cot.,  rub.  lined,  gd.,  1,600  ft;  f.  al.,  bell;  vaL 
equip.,  $4,500;  val.  bldgs.,  $8,000;  tot  mem.,  50 
vol.;  undrs.  rating,  fourth  daaa. 

Water  Supply — Src,  riv.  ft  wells. 

FREDERICK,  p.  511;  f.  area,  4  blocks;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  to  3 
stor.;  wd.  rfs.  perm,  in  f.  area;  fvdta.  ft  oombc 
ord.;   cauaes  of  f.   inv.     F.   dept — 1  h.  ft  L   tik., 

2  c  hand  ex.,  2  hose  reels;  hose,  cot.,  rab.  lined, 
gd.,  1,000  ft;  f.  al.,  bell  ft  wh.,  1  bx.;  vsl.  eouip.. 
$1,500;  vaL  bldgs.,  $2,000;  tot  mem.,  20  toL 

Water  Supply — Not  reported 
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FREDONIA,  p.  500;  f.  area,  26  a.;  mere,  bldg^s., 
wd.,  2  stor. ;  priv.,  bk.  &  wd.,  1\^  &  2  stor.;  wd. 
rfs.  pexm.  Y.  dept. — 1  gas.  eng.,  1  hand  eng.,  1 
hose  car.,  1  h.  k  1.  trk. ;  hose,  cot.,  rub.  lined, 
1,600  ft.;  inf.,  300  ft.;  tot.  hose,  1,900  ft.;  f.  al., 
bell;  val.  equip.,  $2,750;  val.  bldgs.,  $1,500;  exp. 
dept.,   $25;   tot.   mem.,   46  vol. 

Water  Supply — Src,  wella. 

FREEDOM,  p.  962;  mere,  bldgs.,  wd.  k  bk.  F. 
dept. — 1  h.  &  1.  trk.,  ladders,  hooks,  axes,  &c.,  2 
hose  car.;  hose.  900  ft.;  f.  al.,  b6ll;  tot.  mem.. 
40  vol. 

Water  Supply — Src,  well;  sys.,  grav.;  res.  cap., 
80,000  gals.;  pump,  eng.,  cap.  min.  240  gals.;  wks. 
owned  by  city. 

FREMONT,  p.  406;  f.  area,  367  a.  F.  dept. — 
1  gas.  eng.,  1  h.  &  1.  trk.,  1  hose  cart,  1,200  ft. 
hose;  val.  equip.,  $3,800;  val.  bldgs..  $1,200;  exp. 
dept.,    $400;    tot.    mem.,    37    vol. 

Water  Supply — Src,  riv.,  in  bu-;.  cent.;  sys., 
pump  dir. ;  1  pump,  eng.,  cap.  365  gals,  min.;  w'ks. 
owned    by    village. 

FRIENDSHIP,    p.     500.        F.    dept. — 1    c.    eng.; 
val.  equip.,  $500;  vol. 
\o   writervvKs. 

GALESVILLE.  p.  978;  mere,  bldgs..  stn.,  bk.  k 
wd.,  1  to  5  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  k  combt.  ord. ;  causes  of  f.  k>?. 
F.  dept. — 1  c.  eng..  1  h.  &  1.  trk.,  1  aer.  trk.,  3 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft.; 
f.  al..  bell;  val.  equip..  $2,000;  val.  bldgs.,  $5,000; 
tot.   mem.,  55  vol. 

Water  Supply — Src,  Beaver  Creek;  sys.,  pump 
dir.;  1  pump.  eng..  cap.  day  168,000  gals.;  mains, 
c.  i.,  2  m.,  4  in.  dia.;  24  hyd.;  pres..  100  lbs.; 
cost.  $30,000;  cost  mtce..  $600;  wks.  owned  by 
village  corporation. 

GLENWOOD.  p.  954;  f.  area,  160  a.;  mere  bldgs.. 
wd.  &  bk..  1  &  2  stor.;  priv..  bk.  &  wd..  1  &;  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.; 
oaUAes  of  f.  inv.  F.  dept. — 3  hose  car.,  3  ladders; 
hose,  cot.,  rub.  lined,  gd.,  850  ft.;  f.  al.,  bell;  val. 
equip..  $1,500;  val.  bldgs.,  $2,500;  exp.  dept., 
$65;  tot.  mem.,  16  vol. 

Water  Supply — Src,  well,  2  blocks  bus.  cent.; 
sy«.,  pump  to  stdp. ;  stdp.  cap.,  60,000  gaK<. ;  pump. 
eng.,  cap.  day  750,000  gals.;  mains,  iron,  8  m., 
4  to  8  in.  dia.;  15  hyd.;  100  serv.{  pipe.  wrt.  k 
galv.  i. ;  pres.,  dom.  40  lbs.,  f.  150  lbs.;  cost,  $1S,- 
000;   cost  mtce.,   $1,200;   wks.  owned   by   city. 

GRAFTON,  p.   1,000;  f.  area,  640  a.     F.  dept. — 

1  gas.  eng.,  1  h.  &  1.  trk.,  2,000  ft.  hose;  val. 
equip.,  $4,000;  val.  bldgs.,  $4,000;  exp.  de;)t., 
$200;    tot.    nicm.    50,    pd.    part   time. 

Water    Supply — ^Sic,    riv. 

GRAND  RAPIDS,  p.  6,521;  f.  area.  1.000  a.; 
mere  bldgs..  bk.  &  wd..  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.  F.  dept. — 1 
str.,  1  h.  &  1.  trk.,  2  hose  wag.,  2  hose  car.,  4  hrs.; 
hose,  cot.,  rub.  lined,  gd..  2,000  ft.;  rub.,  gd.,  600 
ft.;  inf.,  1.000  ft;  tot.  hose.  8,600  ft.:  f.  al.,  wh. 
Atelp.;  val.  equip.,  $8,000;  val.  bldgs..  $1,500;  exp. 
dept.,  $2,600;  tot.  mem.,  81.  pd.  full  time  8.  pd. 
part  time  28;  undrs.  rating,  third  class. 

Water  Supply — Src.  spr..  1^  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap..  165,.000  gals.,  dim. 
26  X  38;  mat.,  stl.;  res.  cap.,  180,000  gals.,  loc 
at  station;  3  pump,  eng.,  cap.  day  8,080,000  gals.; 
mains,  c.  i.,  18  m.,  1^  to  12  in.  dia.;  110  hyd.; 
312  met.;  800  ser>'.;  pipe,  lead  k  iron;  pres.,  dom. 
75  to  90  lbs.,  f.  92  to  120  lbs.;  cons,  day,  814,728 
gals.;  cost,  $85,000;  cost  mtce.,  $7,488;  wks. 
owned  by  city. 

GRANTSBURQ,   p.   721;   f.   area,    120   a.;   mere. 

bldgs.,  bk.  k  wd.,  1  &  2  stor.;  priv.,  wd.,  1^/4 
stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  c.  eng.,  1  c.  ex.,  1  h.  &  1.  trk.,  2  hose 
car.;  hose,  gd.,  cot.,  rub.  lined,  1,500  ft.;  inf., 
300  ft.;  tot.  hose,  1.800  ft.;  f.  al.,  bell;  \'al. 
equip.,  $3,100;  val.  bldgs.,  $2,000;  e.xp.  dept., 
$250;   tot.    mem.,    40   vol. 

Water  Supply — Src,  riv.  &  1  ci.stern,  in  bus. 
cent.;  .«ys.,  pump  dir.;  1  pump,  eng.,  cap.  day 
504,000    gals. 

GRATIOT,  p.  368;  mere  bldgs.,  bk.  k  wd..  1  k 

2  stor.;  priv..  bk.  &  wd.,  1  &  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  no  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  hose  reels;  hose.  cot.,  rub.  lined, 
gd..    750    ft.;    inf..    400    ft.;    tot.   hose.    1,150    ft; 


f.   al.,   bell;   val.    equip..    $60    ; 
tot.  mem.,  20  vol. 

Water  Supply — Not  reportei 

GREEN  BAY.  p.  25,236;  f.  i 
bldgs..  bk.  k  stn.,  2  to  6  stoi  ; 
k  2  stor.;  wd.  rfs.  perm.;  t 
causes  of  f.  inv.  F.  dept. — 2  i 
wag.,  1  c.  eng.,  10  c  hand  : 
hose  wag.,  1  chief's  auto.,  3  ; 
sleds,  8  hrs.;  hose,  cot.  rub. 
f.  al..  Game  well,  59  bx. ;  \al. 
bldgs.,  $"45,000;  e.vp.  dept.,  \ 
22,   pd.    full    time. 

Water    Supply — Src,    11    a 
bus.  cent;  s>*s.,  pump  to  stdp 
gals.;    res.     cap.,    2,500,000    |   i 
c^p.   day    23,750,000   gals.;   n 
to    18    in.    dia.;    419    hyd.;       ! 
5.243   serv. ;  pipe,  load;  pres.. 
lbs.;     cons,     day,     900,000     gi   t 
priv.   Co. 

GREENBUSH,  p.  300;  m.  ■ 
org.    f.    dept. 

Water  Supply — Src.  cisten  i 
cap.,  100  bbls. 

GREEN  LAKE.  p.  563;  f.  ar  t 

1  k  2  stor.;  priv.,  wd..  1  to  ! 
perm.;  causes  of  f.  inv.  F.  1 
c  hand  ex..  1  h.  &  1.  trk.;  1  : 
gd.,  600  ft;  rub.,  gd.,  150  ft  ; 
f.  al..  bell;  val.  equip.,  $1,60 
tot.  mem.,  26  vol. 

Water  Supply — Not  reported 

GREENWOOD,  p.  665;  f.  .  i 
wd.  k  bk.,  2  stor.;  wd.  rfs.  p  ! 
dept. — 1  h.  k  1.  trk..  2  hose  c  . 
ft.-    tot.    mem.,    30    vol.;    val.     ? 

Water  Supply — Src,  well  & 

HANCOCK,   p.    500;   f.   area, 

2  hose  carts,  1  ladder  cart,  600  1 
?750;    val.    bldgs.,    $3,000;    e 
mem.,    40    vol. 

Water  Supply — Src,  5  wells 
pump    dir.;     1     pump,     eng.,    c 
432,000    gals.:    24    hyd.;    5    v  ; 
r>res..     f.,     180     lbs.;     cost.     U 
$100;   wks.   owned  by  city. 

HARTFORD,    p.    2,982;    f.     i 
bldgs..  bk.  k  wd..   2  stor.;  pri ' 
rfs.    perm.;   no   fwks.   k   combt 
inv.      F.    dept. — 1    auto.    comb, 
hand  ex.,  1  h.  A:  1.  trk.,   1  tk., 
car.;  hose,  cot.  rub.  lined,  gd., 
ft.;    tot.    hose,    2,500    ft;    f.    a 
equip.,    $10,000;    val.    bldgs..    i 
$890;   tot.    mem.,   SO   vol. 

Water  Supply — Src.  well;  r 
stdp.  cap.,  65,000  gals.;  pump, 
gals.;  mains,  6  m.,  4  to  10  in.  i 
f.  80  lbs.;  cost,  $50,000. 

HARTLAND,  p.  728;  f.  area, 
bk.  k  wd.,  1  &  2  stor.     F.  deji 

1  h.  &;  1.   trk.,   1   hose  car.;   ho 
ft;   inf.,   300   ft;   tot   hose,   1 
k  bell;  25  vol. 

Water  Supply — Src.  riv..  well 

HAYWARD,    p.    1,864;    f.   ar 
wd.,    1   &  2   stor.;   wd.   rfs.   pen 
ord.     F.   dept. — 1    c   eng..   1   li 
car.;  hose.  rub.,  gd.,  1.500  ft; 
val.   equip..  $4,000;  val  bldgs., 
$700;  tot  mem.,  20  vol. 

Wattr  Supply — Src,  riv.;  sya 
eng.,  cap.  day  2,000,000  gals.; 
4    to   10   in.   dia.;    78   hyd.;   31 
lbs.,  f.  80  lbs.;  cost.  $30,000; 
wks.  owned  by  city. 

HIGHLAND,   p.    1,096;    f.   ar 
bk.   k  wd.,   1  %    to  2   stor. ;   wc 
k  combt  ord.;  causes  of  f.  inv. 
c  eng.  k  hand  pump,  2  hand  c 

2  hose  carts;  f.  al.,  bell;  hose, 
equip.,  $1,850;  val.  bldgs..  $400 

Wattr  Supply-^Src,  drilled  v 
tk.;  tk.  cap.,  34,000  gals.;  7  , 
wks.  owned  by  city. 

HILBERT.  p.  572;  mere  bld| 
2  stor.;  priv.,  bk.  k  wd.,  1  &  2  i 
in  f.   area;   fwks.   k  combt.  ord 
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F.  dept. — 1  sas.  eng.,  1  h.  &  1.  trk.,  8  c.  hand  ex.,  1 
hose  reel,  1  nand  pump;  hose,  cot.,  rub.  lined,  gd., 
800  ft.;  rub.,  gd.,  100  ft.;  inf.,  200  ft.;  tot  hose. 
1,100  ft.;  f.  al.,  bell;  val.  equip.,  $7,000;  val.  bldga.» 
15,000;  exp.  dept.,  $500;  tot.  mem.,  80  voL 
Water  Supply — ^Not  reported. 

HORICONt  p.  1.881;  mere,  bldgs.,  bk.  k  atn.,  S 
at  or.;  priv.,  stn.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  not 
perm,  in  f.  area;  fwks.  ord.  F.  dept. — 1  atr.,  12 
c.  hand  ex.,  1  h.  &  I.  trk.,  8  hoae  carta;  hoae,  cot.» 
gd.,  1,800  ft.;  inf.,  200  ft.;  tot.  hoae,  2,000  ft.; 
I.  al.,  bell  k  wh.;  val.  equip.,  $8,000;  vaL  bldga., 
$6,000;  exp.  dept.,  $350;  tot.  mem.,  60  vol. 

Water  Supply — Src,  Rock  riv.  ft  6  ciatemB»  cap. 
7,000  bbla.;  aya.,  pump  to  atdp.;  atdp.  cap.,  100,- 
000  gala.;  rea.  cap.,  100.000  gala.;  maina,  6  1>8 
m.,  4  to  12  in.  dia.;  70  hyd.;  2  pump,  eng.,  claaa 
trip.;  prea.,  dom.  80  Iba.,  f.  160  lbs.;  coat,  $61,000. 

HORTONVILLE,  p.  1,000;  f.  area,  2,000  a.  F. 
dept. — 1  fi^«.  eng.,  1,600  ft.  hose;  val.  equip., 
$2,000;  val.  bldgs.,  $1,500;  exp.  dept.,  $100; 
tot.  mem.,  24  vol. 

Water  Supply — Src,  pond,  crk.  ft  rea. 

HLtDSON,  p.  2.810;  f.  area,  40  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  ator.;  priv.,  wd.,  2  stor. ;  wd.  rts. 
not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  1  hose  car.,  2  hand  hoae 
reels,  1  hrs. ;  hose,  cot.,  rub.  lined,  gd.,  2,100  ft.; 
inf.,  500  ft.;  tot  hose,  2.«00  ft;  f.  al..  Metropoli- 
tan, 7  bx.;  val.  equip.,  $3,500;  vaL  bldgs.,  $2,000; 
exp.  dept.,  $400;  tot  mem.,  12  vol.;  undrs.  rating, 
tliinl    class. 

Water  Supply — ^Src,  well;  aya.,  pump  to  rea.; 
res.  cap.,  288,000  gala.;  2  pump,  eng.,  cap.  day 
2,500,000  gala.;  mams,  iron,  8^  m.,  6  to  12  in. 
dia.;  84  hyd.;  35  v.;  met,  104;  460  aerv.;  prea., 
dom.  80  lbs.,  f.  95  Iba.;  cons,  day,  870,000  gala.; 
cost  $28,000;  coat  mtce.,  $102,000;  wka.  owned 
by  city. 

HURLEY,  p.  2,000;  f.  area,  80  a.;  mere,  bldga., 
wd.  ft  bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rf.s.  perm,  in  f.  airea;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk,, 
lined,  gd.,  3,300  ft;  rub.,  gd.,  500  ft;  inf.,  1,000 
ft;  tot.  hose,  4,800  ft.;  f.  al.,  elec,  6  bx. :  exp. 
dept.,  $4,000;  tot  mem.  22,  pd.  full  time  2,  20  vol. 

Water  Supply — Src.  riv.;  ays.,  pump  to  atdp.; 
Rtdp.  cap..  500,000  gals.;  pump,  eng.,  cap.  day 
2,000.000  gala.;  mains,  6  m.,  4  to  12  in.  dia.;  43 
hyd.;  pres.,  f.  100  lbs.;  wka.  owned  by  Co. 

HUTISFORO,  p.  615;  f.  area,  160  a.;  mere. 
bldgs.,  bk.,  2  ator.;  priv.,  bk.  ft  wd..  1  ft  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  gaa  eng.,  1  c.  eng., 
2  c.  hand  ex.,  1  h.  ft  1.  trk.,  3  hose  reels,  1  hand 
pump;  hose,  cot,  rub.  lined,  gd.,  2,200  ft.;  inf., 
300  ft.;  tot.  hose,  2,500  ft.;  f.  al.,  bell;  val. 
equip.,    $3,000;    tot.    mem.,   72    vol. 

Water  Supply — Src,  Rock  riv.,  1%  blocka  bua. 
cent. 

INDEPENDENCE,  p.  700;  f.  area,  250  a.  F. 
dept. — 3  ho«e  cart«,  1  h.  ft  I.  trk.,  750  ft.  hose; 
val.  equip.,  $1,500;  val.  bldgs.,  $2,000;  tot  mem., 
35    vol. 

Water  Supply — Src,  4  wells,  in  bus.  cent.;  sys., 
pump  dir. ;  1  pump,  eng.,  cap.  day  4.000,000  gals.; 
2+  hvd.;  mains,  3  m.;  pres.,  dom.  75  lbs.,  f.  100 
lbs,;  cost,  $10,000;  cost  mtce..  $1,000;  wks. 
owned  by  city. 

lOLA,  p.  850;  f.  area,  400  a.;  mere  bldga.,  bk. 
ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  not 
perm.;  no  fwks.  ord.  F.  dept. — 1  atr.,  1  h.  ft  1. 
trk.,  3  hose  car.;  hose,  cot,  gd.,  1,600  ft;  inf., 
.^00  ft.;  tot.  hose,  2,100  ft.;  f.  al.,  bell;  val.  equip., 
$4,.o00;  val.  bldgs.,  $450;  exp.  dept.  $50;  tot. 
mem.,   42   vol. 

Water  Supply — Src.  cisterns. 

JACKSON,  p.  199;  f.  area,  40  a.;  mere,  bldga., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
hand  eng.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  1  hoae  car.; 
f.  al.,  bell;  hose,  rub.,  500  ft.;  val.  equip.,  $450; 
vr\.  bldga.,  $300;  exp.  dept..  $75;  tot.  mem.,  80 
vol. 

Water  Supply — Src,  wella  ft  cisterns. 

JANESVILLE,  p.  13,894;  f.  area,  4,000  a.;  mere, 
bldga.,  bk.,  2  to  6  ator.;  priv.,  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfa.  perm.;  fwka.  ft  combt.  ord.;  canaea 
of  f.  inv.     F.  dept. — 2  atr.,  1  auto.  comb.  c.  ft  h. 


wag.,  1  chiefa  auto,  with  c  tk.,  2  h.  ft  L  trk.,  1 
aer.  trk.,  8  hose  wag..  6  hra.;  hoae,  cot,  rub.  lined, 

fd.,  6,000  ft;  f.  al..  Oamewell,  72  bx.;  val.  equip., 
25,000;  val.  bldga.,  $12,000;  exp.  dept,  $21,600; 
tot.  mem.  22,  pd.  full  time  16.  call  men  7;  vadra. 
rating,  third  claaa. 

Water  Supply — Src,  wella,  V&  m.  bus.  cent.;  asna., 
pqmp  to  atdp.;  atdp.  cap.,  820,000  gala.;  mat, 
iron;  rea.  cap.,  1,000,000  gala.;  pump,  eng^  cap. 
day  4,000,000  gala.;  maina,  c  L,  82  1-3  m.,  %  to 
16  in.  dia.;  808  hyd.;  168  v.;  met,  867;  2,828 
serv.;  pipe,  iron;  prea..  dom.  70  Iba.,  L  100  to  120 
Iba.;  wks.  owned  by  Co. 

JEFFERSON,  p.  2,682;  f.  area,  2,560  a.;  mere. 
bldga..  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd., 
1  %  ator. ;  wd.  rfa.  not  perm,  in  f.  area ;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  stT~, 
4  c  band  ex.,  1  h.  ft  1.  trk.,  2  hoae  reela;  bo«e» 
cot.,  rub.  lined,  2,100  ft;  f.  al..  bell  ft  wh.;  vaL 
equip.,  $7,000;  exp.  d^>t,  $400;  tot  mem.,  66; 
undrs.  rating,  third  clas:*. 

Water  Supply — Src,  well;  ays.,  pump  to  stdp.; 
atdp.  cap.,  100,000  gals.;  2  pump.  en^..  cap.  daj 
2,000,000  gals.;  mains,  7  m.,  4  to  10  in.  dia.;  60 
hyd.;  pres.,  dom.  65  lbs.,  f.  110  to  130  lbs.;  c<»t, 
$43,000;  wks.  owned  by  city. 

JOHNSON  GREEK,  p.  426;  f.  area,  820  a.;  mere. 

bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  «  wd.,  1*^ 
stor.;  wd.  rfa.  not  perm.;  fwks.  ord.  F.  dept — 
3  c  hand  ex.,  1  hand  c.  eng.,  1  h.  ft  1.  trk..  1 
hoae  car.;  hose,  rub.,  800  ft;  f.  al.,  bfll;  vaL 
e^iuip.,  $1,500;  exp.  dept,  $250;  tot  mem.,  3o 
vol. 

Water  Supply — Src,  pond;  aya.,  1  pump;  maina, 

1  m.,  6  in.  dia.;  12  hyd.;  coat,  $8,000;  cost  mice., 
$100;  wka.  owned  by  Co. 

JUNEAU,  p.  1,008;  mere  bldga.,  bk.,  2  ator.; 
priv.,  bk.  ft  wd.,  1%  ft  2  ator.;  wd.  rfa.  perm.; 
fwks.  ft  combt  ord.  F.  dept — 6  c  hand  ex.,  1  h. 
ft  1.  trk.,  1  hoae  wag.,  2  hoae  car.;  hose,  cot,  mb. 
lined,  gd.,  1,500  ft;  f.  al..  bell;  val.  equip.,  $2,600; 
val.  bldga.,  $2,500;  tot  mem.,  62  voL 

Water  Supply — Src,  wella,  in  bua.  cent;  aya-, 
pump  to  atdp.;  atdp.  cap.,  26,000  gala.;  pomp. 
eng.,  cap.  day  960  bbla.;  maina,  c  L,  2  m.,  4  to 
8  in.  dia.;  30  hyd.;  met,  6;  60  aenr.;  pipe,  iron; 
prea.,  dom.  90  lbs.,  f.  60  Iba.;  coat,  $10,000; 
coat  mtce.,  $600;  wka.  owned  by  city. 

KAUKAUNA,  p.  4,717;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  atn.,  wd.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.. 
1^  ft  2  stor.;  wd.  rfa.  not  perm.;  fwka.  ft  combt 
ord.     F.  dept — 1  str..  1  h.  ft  1.  trk.,  1  hoae  wag., 

2  hoae  car.,  4  hra.;  hoae,  cot,  rub.  lined,  gd.,  I,6u0 
ft;  rub.,  gd.,  700  ft.;  inf.,  600  ft;  tot  hoae,  2.800 
ft;  f.  al.  telp.;  val.  equip.,  $10,000;  vaL  bldga., 
$4,000;  exp.  dept,  $2,000;  tot  mem.  14.  pd.  full 
time  2,  vol.   12;  undrs.  rating,  third  claaa. 

Water  Supply — Src,  wells,  in  bus.  cent;  aya.. 
pump  to  atdp.  dir.;  atdp.  cap.,  176.000  gala.,  dim. 
20  X  75;  mat.  atl.;  rea.  cap.,  800,000  gala.:  2 
pump,  eng.,  claaa  dup..  cap.  day  3.000.000  gala.; 
mains,  iron.  11  m.,  6  to  14  in,  dia.:  102  hyd.;  Ti 
v.;  243  met;  662  sen.;  pres.,  dom.  50  Ibsu.  f. 
115  lbs.;  cons,  day,  200,000  gals.;  cost  $119,632; 
cost    mtce.,    $1,576;    wks.    owned   by    oily. 

KENOSHA,  p.  21.371;  f.  area,  4»4  sq.  m.:  raerr. 
bldga.,  bk.,  2  to  4  ^tor.;  priv.,  wd..  2  ator.;  wd. 
rfs.  not  perm.;  fwka.  ft  combt  ord.;  cauaea  of  L 
inv.  F.  dept. — 2  auto  comb,  c  ft  h.  wag.,  1 
str.,  1  auto.  h.  &  1.  trk.:  hose,  cot.,  rub.  lined,  fp\., 
7.800  ft.;  f.  al.,  Gamewell,  57  bx. :  val,  equip.. 
$29,000;  exp.  dept.  $26.'i42;  tot  rocm.  59,  fl- 
full  time  21,  vol.  38;  undrs.  rating,  second  pUs«i. 

Water  Supply — Src,  arteaian  wella  ft  Lake  Mich- 
igan, 1  m.  bus.  cent;  aya.,  pump  dir.;  8  pnnp. 
eng.,  claaa  comp.  dup.  vertical  ft  horizontal,  cap 
day  12,000.000  gala.;  mains,  c  ft  galv.  L.  40.2  nu, 
1  to  14  in.  dia.;  270  hyd.;  ^.680  met.;  4.810 
serv.;  pipe,  lead;  prea.,  dom.  70  ^ba.,  f.  90  to  100 
lbs.;  cost,  $$306,045;  wks.  owned  by  Co. 

KEWASKUM,  p.  626;  f.  area,  700  a.;  mere 
bldgs.,  bk.,  2  ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wd 
rfs.  perm.;  fwks.  ord.  F.  dept — 1  gas  eng.,  1  k. 
ft  1.  trk..  1  c  hand  ex.,  8  hoae  carta;  hoae,  cot.  ivd. 
lined,  gd.,  1,760  ft.;  f.  al.,  bell  ft  wh.;  val.  eqimp., 
$3,600;  val.  bldga.,  $6,000;  exp.  dept^  $25;  tot 
mem.,  60  vol. 

Water  Supply-^Src,  wells  ft  atdp. 

KEWAUNEE,  p.  1.880;  f.  area,  640  a.:  bldfa.. 
bk.  ft  wd.,  8  ft  4  ator.;  wd.  rfa.  perm.;  fwka.  ord.; 
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causes  of  f.  inv.  F.  dept. — 1  stm.  eng.,  1  c.  eng., 
6  c  ex.,  1  h.  &  1.  trk.,  5  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  4,500  ft.:  rub.,  gd.,  500  f1.;  tot. 
hose,  5,000  ft.;  f.  al.,  bell  &  wh.;  val.  equip., 
$8,500;  exp.  dept.,  #300;  tot  mem.,  35  vol. 

Water  Supply — Src.,  cisterns  ft  *pr.,  1,000  ft. 
bus.  cent;  res.  cap.,  400  bbls.;  mains,  wd.,  2,000 
ft,  2%  in.  dia.;  met,  4;  cost  mtce.,  $600;  wks. 
owned  by  city. 

KIEL,  p.  1,244.    F.  dept — Not  reported. 

Wattr  Supply — Src.,  well,  %  m.  bus.  cent;  «ys., 
gray.;  stdp.  cap.,  00,000  gals.,  dim.  22  x  80;  mat, 
BtL;  res.  cap.,  60,000  gala.;  1  pomp,  eng.,  cap* 
day  120,000  gals.;  mains,  4  m.,  4  to  8  m.  dia.; 
87  hyd.;  19  v.;  met,  180;  136  serv.;  pipe,  lead; 
pres.,  dom.  45  to  62  lbs.,  f.  90  lbs.;  cons,  day,  25,- 

000  gab).;  cost,  $80,000;  cost  mtce.,  $3,000;  wks. 
owned  by  city. 

KILBOURN.  p.  1,170;  f.  area,  40  a.;  mere,  bldga., 
stn.,  bk.  &  wd.,  2  stor.;  prtv.,  wd.,  IH  stor.; 
causes  of  f.  inv.;  fwks.  St  oombt  ord«     F.  dept — 

1  h.  &  1.  trie.,  8  hose  car.,  6  c.  hand  ex.;  hose, 
cot,  rub.  lined,  gd.,  1,600  ft;  inf..  1,000  ft;  tot 
hose,  2,600  ft.;f.  al.,  bell;  val.  equip.,  $2,000;  val. 
bldgs.,  $1,000;  exp.  dept,  $400;  tot  mem.,  80  toL 

watar  Supply — Src,  wells,  6  blocks  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  00,000  gals.;  pump, 
eng.,  cap.  day  1,080,000  gals.;  mains,  c.,  wrt  L, 
8tL,  6  m.,  2  to  8  in.  dia.;  88  hyd.;  10  t.;  806 
senr.;  pipe,  galv.  i.;  pres.,  dom.  06  to  70  lbs.,  t 
136  lbs.;  cost,  $86,000;  cost  mtce.,  $1,000;  wka. 
owned  by  city. 

LA  CROSSE,  p.  80,417;  f.  area,  6,280  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  6  stor.;  priv.,  bk.,  wd.,  1 
to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord. ;  •  causes  of  f .  inv.  F.  dept. — 2  auto, 
comb.  c.  &  h.  wag.,  1  chief's  auto.,  8  str.,  2  h.  ft 
1.  trk.,  1  aer.  trk.,  1  comb.  c.  ft  hose  wag.,  4  hose 
wag.,  18  hrs. ;  hose,  cot,  rub.  lined,  go.,  18,000 
ft;  rub.,  gd.,  1,350  ft;  inf.,  240  ft;  tot  hose, 
14,690  ft.;  f.  al.,  Oaynor,  54  bx.;  vaL  equip.,  $70,- 
500;  val.  bldgs.,  $45,950;  exp.  dept,  $61,000: 
tot  mem.  52,  pd.  full  time;  undrs.  rating,  second 
class. 

Watar  Supply — Src,  deep  wells,  2  m.  bua.  cent; 
sys.,  pump  dir. ;  res.  cap.,  5,000,000  gals.;  3  pump 
eng.,  cap.  day  ^0,000,000  gals.;  mains,  c  i., 
68.12  m.,  4  to  24  in.  dia.;  571  hvd.;  717  v.;  met, 
8,487;  5,560  serv.;  pipe,  galv.  {.;  pres.,  dom.  ft 
f.  100  lbs.;  cons,  day,  3,022,522  gals.;  cost,  $1,- 
060,457;  cost  operation  ft  mtce.,  $23,745;  wks. 
owned  by   city. 

LAKE  GENEVA,  p.  8,079;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv..  F.  dept — 4  c  hand  ex.,  1  h.  ft  1.  trk.,  2 
hose  car.,  1  hose  cart,  6  hrs.;  hose,  cot,  rub.  lined, 
(pd.,  1,400  ft:  rub.,  gd.,  900  ft;  tot  hose,  2,800 
ft;  f.  al.,  wh.,  7  bx.;  val.  equip.,  $8,400;  vaL 
bldffs.,  $800;  exp.  dept,  $250;  tot  mem.,  40  voL 

Water  Supply — Src,  wells,  M  m.  bus.  cent.; 
myn.,  pump  to  atdp.  ft  dir.;  stdp.  cap.,  110,000  gals.; 
res.  cap.,  250,000  gals.;  4  pump,  eng.,  cap.  day, 
3,250,000  gala.;  mains,  c.  i.,  7^  m.,  4  to  10  in. 
dia.;  78  hyd.;  20  v.;  met,  828;  345  serv.;  pres., 
dom.  68  to  70  lbs.,  f.  100  lbs.;  cons,  day,  100,000 
^Is.;  cost,  $97,000;  wks.  owned  by  city. 

LAKE  MILLS,  p.  1,072;  f.  area,  100  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 6  c.  hand  ex.,  1  h.  ft  1.  trk.,  3  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  750  ft;  rub.,  gd., 
500  ft.;  tot  hose,  1,250  ft;  f.  al.,  bell,  wh.  ft 
telp.;  val.  equip.,  $1,200;  val.  bldgs.,  $1,200;  exp. 
dept,  $100;  tot.  mem.,   40  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  m., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,000  gals.; 
pump,  eng.,  class  'trip.,  cap.  day,  482,000  gals.; 
mains,  3  m.,  4  to  6  in.  dia.;  33  hyd.;  met.,  175; 
184  serv.;  pres.,  dom.  50  to  55  lbs.,  f.  80  to  90 
lbs.;  cons,  day,  70,000  gals.;  cost,  $25,000;  cost 
mtce.,  $1,100;  wks.  owned  by  city. 

LANCASTER,  p.  2,829;  f.  area,  040  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  1  ft  2  stor.;  no  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 2  hand  eng.,  1  h.  ft  1.  trk.,  1  comb, 
c  ft  h.  wag.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
inf.,  600  ft;  tot.  hose,  1,600  ft;  f.  aL,  bell;  vaL 
equip.,  $2,000;  exp.  dept,  $268;  tot  mem.  60,  pd. 
part  time;  undrt.  rating,  third  class. 


Watar  Supply — Src,  tpr.,  2 
pump  to  stdp.;  stdp.  cap.,  lOo 
70,  loc  north  of  city;  mat, 
cap.  day,  700,000  gals.;  maim 
in.  dia.;  ^  hyd.;  45  v.;  met, 
galv.  i.;  pres.,  dom.  25  to  36 
cons,  day,  110,000  gals.;  cost, 
$400;  wks.  owned  by  city. 

LAVALLE,  p.  400;  f.  area,  1 
wd.,  2  stor.;  priv.,  wd.,  2  stor 
fwks.  ft  combt  ord.;  causes  oj 
1  hand  pump,  1  hose  car.;  h 
gd.,  600  ft;  f.  al.,  bell;  vol., 

Watar  Supply — River  ft  cistc 

LENA.  p.  700;  f.  area,  80 
ft  wd.,  1  ft  2  stor.;  priv.,  bk. 
wd.  rfs.  perm,  in  f.  area;  no 
causea  of  f.  inv.  F.  dept.—! 
hand  ex.,  1  b.  ft  1.  trk.,  1  hoae 
lined,  gd.,  1.000  ft;  f.  al.,  bell 
exp.  dept,  $300;  tot  mem.,  € 

Watar  Supply — Src,  cistern 
sys.,  grav.;  cisterns  cap.,  16,i 
16,000  gala.;  2  pump,  eng.,  a 
wka.  owned  by  city. 

LINDEN,  p.  680;  f.  area,  8 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  pr 
wd.  rfs.  not  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept — 1  i 
laddera,  hooka,  axes;  hose,  o 
800  ft.;  f.  aL,  bell;  vaL  equip., 
$600;  exp.  dept,  $500;  tot  mt 
1,  voL  80. 

Watar  Supply — Src,  well, 
pimip  to  stdp.;  stdp.  cap.,  66,( 
20;  mat,  wd.,  stn.;  res.  cap.,  5 
eng.,  cap.  day  7,600  gals.;  mi 
to  6  in.  dia.;  pipe,  c  i.;  pres., 
7,000  gals.;  cost,  $10,000;  cot 
owned  by  city. 

LITTLE   CHUTE,   p.    1,400; 
dept. — Hand    c    eng.   ft   h.   ft 
$1,000;    val.   bldgs.,   $2,200;   e 
mem.,  44  vol. 

Water  Supply — Src,  wells;  i 
clasa. 

LODl,  p.  1,200;  f.  area,  4  a 

carts,  1,600  ft.  hose;  val.  e 
bldgs.,  $75;  tot.  mem.,  26  vol.; 
class. 

Watar  Supply — Src,  well,  1 
pump   to   stdp.;    1    pump.    ene. 
hyd.;   13  v.;   pres.,  dom.   76  lb 
$20,000;  cost  mtce.,  $60;  wks. 

LOMERA,   p.    650.      V.   dent. 
hose  carts,   7o0   ft   hose;   val. 
mem,,    60    vol. 

Water   Supply — Src,   cisterns 

LUXEMBOURG,  p.  500.  F. 
1   hand   pump,   1   h.   ft  L   trk., 

cart,  2.800  ft.  ho«.e;  f.  al.,  bell; 
val.  bldgs.,  $2,000;  exp.  dept,  ^ 
vol..   pd.   part   time. 

Water  Supply — Src,  4  cisten 
sys.,  pump. 

MADISON,  p.  25,631;  f.  arc 
bldgs.,  wd.  ft  bk.,  1  to  6  stor. 
1  to  8  stor.;  wd.  rfs.  not  pern 
dept — 2  str.,  1  c  eng.,  14  c 
trk.,  1  aer.  trk.,  2  hose  wag.,  1 
c  ft  h.  wag.,  1  hose  car.,  18  h 
lined,  gd.,  8.200  ft;  c,  500  ft 
ft;  f.  al..  Oamewell,  62  bx.:  vi 
val.  bldgs.,  $53,000;  exp.  dept 
mem.  28,  pd.  full  time. 

Water  Supply — Src,  8  artesia 
cent.;    sys.,    grav.,    pump    dir.; 
gals.;    4    pump,    eng.,    cap,    day 
mains,   c.    i.,   90   m.,   4   to    16 
1,125    v.;    met..    6,420;     6,460 
pres.,   dom.    S^  lbs.,   f.    110  to    1 
2,328,600    gals.;    cost,    $935,67 
city. 

MAIDEN  ROOK,  p.  337;  f.  ar 
— buckets  ft  ladders;  val.  equip 
$125;  vol.:  undrs.  rating,  third 

Watar   Supply— ^rc,   cistern   < 

MANITOWOC,  p.  18.027;  f.  ai 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.; 
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to  3  stor.;  wd.  tU.  not  perm,  in  f.  area;  combt.  ord.; 
caiwes  of  f.  inv.  F.  dept. — 2  str.,  1  c.  eng.,  2  hose 
wag.,  1  in  reserve,  7  c.  hand  ex.,  1  h.  Jc  1.  trk.,  1 
comb.   c.  &   h.   wag.,   5   hrs. ;  hose,  cot.,   rub.   lined, 

fd.,  5,000  ft.;  f.  al.,  Oamewell,  SO  bx. ;  val.  equip., 
15,000;  val.  bldgs..  $19,500;  exp.  dept.,  |15,000; 
tot.  mem.  17,  pd.  full  time  15.  pd.  part  time  2. 

Water  Supply — Src,  wells  k  riv.,  1  m.  bus.  cent.; 
sys.,  pump  to  stdp.  &  dlr.;  stdp.  cap.,  600,000 
gals.;  mat.,  stl.;  2  pump,  eng.,  class  comp.  dup., 
cap.  day  8,000,000  gals.;  mains,  c,  i.,  24  m.,  0 
to  Ih  in.  dia.:  231  hyd. ;  136  v.;  met.,  575; 
1,700  Berv. ;  pipe,  lead  «te  iron;  pres.,  dom.  70  lbs., 
f.  125  lbs.;  cons,  day,  850,000  gals.;  wks.  owned  by 
Co. 

MARATHON,  p.  650;  f.  area,  820  a.;  mere, 
bldgs.,  bk.  &  wd.,  1  Ac  2  stor.;  priv.,  bk.  A  wd.,,  1 
k  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causet  off. 
inv.  F.  dept. — 1  hand  eng.,  24  c  hand  ex..  1  h. 
&  1.  trk.,  1  hose  cart;  hose,  cot.,  rub.  lined,  gd., 
1,400  ft.;  f.  al.,  bell;  val.  equip.,  #800;  exp.  dept., 
9100;  tot.  mem.,  18  vol. 

Water  Supply — Src,  wells,  spr.  ft  creeks. 

MARINETTE,  p.  14,610;  f.  area,  1,880  a.;  bldgs., 
bk.,  2  &  8  stor.;  wd.  rfs.  not  perm.  F.  dept. — 2 
str.,  5  c.  hand  ex.,  I  h.  &  1.  trk.,  8  hose  sleighs, 
8  hose  wag.,  1  f.  boat,  10  hrs.;  hose,  cot.  lined, 
gd.,  2,200  ft.;  rub.,  gd.,  2,400  ft.;  tot.  hose,  4,600 
ft.;  f.  al.,  Gamewell,  61  bx.;  val.  equip.,  #27,000; 
tot.  mem.  17,  pd.  full  time  11,  pd.  part  time  6; 
undrs.  rating,  second  class. 

Water  Supply — Src,  baj',  1  m.  bus.  cent.;  sys., 
pump    dir.;    4    pump,    eng.,    cap.    day    11,000,000 

gals.;   mains,  c.  i.,   36.6  m.,  4  to  20  in.  dia.;   274 
yd.;   met.,    170;   2,900   serv.;    pres.,  dom.   40    lbs., 
f.  110  lbs.;  wks.  owned  by  Co. 

MARION,  p.  1,000;  f.  area,  1  sq.  m.  F. 
dept. — 2  gas.  eng.,  1  c.  eng.,  1  h.  &  1.  trk..  2,000 
ft.  hose;  val.  equip.,  $5,000;  val.  bldgs.,  $1,500; 
exp.  dept.,  $150;  tot.  mem.,  28  vol. 

Water  Supply-— Src,  riv. 

MAIRKESON,  p.   9S6;  f.  area,  640  a.     F.  dept. — 

1  str..  1  c  eng.,  1,200  ft.  hose;  val.  equip..  $3,000; 
val.  bldgs.,  $1,000;  exp.  dept.,  $500;  tot.  mem., 
36  vol. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  dir.;  2  pump,  eng.,  cap.  day  720,000  gals.; 
cost  mtce.,  $500;  wks.  owned  by  city. 

MARSH  FIELD,  p.  6,788;  bldgs.,  bk.  k  wd.,  2 
k  3  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord. 
F.  dept. — 1  h.  k  1.  trk.,  1  hose  wag.,  2  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  2,400  ft.;  rub.,  gd.,  400 
ft.:  tot.  hose,  2,800  ft.;  f.  al.,  bell  k  wh.;  val. 
equip.,  $3,000;  val.  bldgs.,  $20,000;  exp.  dept., 
$450;  tot.  mem.,  40  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  spr.;  sys.,  pump  to 
stdp.,    dim.    16    x    120;    res.    cap.,    700,000    gals.; 

2  pump,  eng.,  cap.  day.  1,008,000  gals.;  mains, 
iron,  8  m.,  6  to  12  in.  dfau;  111  hyd.;  48  v.;  met, 
60;  190  serv.;  pres.,  dom.  55  lbs.,  f.  120  lbs.; 
cost,  $110,000;  cost  mtce.,  $5,500;  wks.  owned  by 
city. 

MASON,  p.  '500;  f.  area,  160  a.  F.  dept. — hose 
carts  with  hose;  val.  equip.,  $500;  val.  bldgs., 
$1,500;   vol. 

<Water  Supply — Src,  wells;  sys.,  pump  dir.;  1 
pump,  eng.;  6  hyd.;  wks.  owned  by  pnv.  Co. 

MATTOON,  p.  868;  mere  bldgs.,  wd.  P.  dept. — 1 
stm.  pump,  5  hose  carts;  hose,  2,600  ft.;  f.  aL, 
wh.;   tot.    mem..    22    vol. 

Water  Supply — Src,  Wisconsin  Timber  k  Land 
Co.;  sys.,  pump,  cap.  700  gala,  day;  mains,  2,600 
ft.,  8  k  4  in.  dia. 

MAUSTON,  p.  1,701;  f.  area,  160  to  200  a.; 
mere  bldgs.,  stn.,  bk.  k  wd.,  1  to  8  stor.;  priv., 
bk.  k  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1. 
trk.,  2  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,700 
ft;  rub.,  gd.,  1,65b  ft;  inf.,  450  ft:  tot  hose, 
3,700  ft;  f.  al.,  bell  k  telp.;  val.  equip.,  $1,500; 
exp.  dept..  $160;  tot.  mem.,  85  vol. 

Water  Supply — Src,  wells,  H  m.  bus.  cent;  sys., 
pump  to  res.  k  dir.;  res.  cap.,  240.000  gals.;  pump, 
eng.,  cap.  day,  1,440,000  gals.,  claims  dup.:  mains, 
c  i.,  4  m.,  4  to  8  in.  dia.;  40  hyd.;  202  serv.; 
pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cost, 
$16,600;  cost  mtce.,  $800;  wks.  owned  by  city. 

MAYVILLE,  p.  2,282;  f.  area.  400  a.;  bldgs., 
stn..  wd.  k  bk.,  1  to  8  stor.;  wd.  rfs.  not  perm.; 
fwks.  k  combt  ord.    F.  dept — 1  h.  ft  L  trk.,  3  hose 


car.;  hose,  cot,  gd.,  2,200  ft.;  f.  sL,  beU;  vaL 
equip.,  $2,000;  exp.  dept,  $400;  tot.  mem.,  14S 
vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  mat,  stL; 
res.  cap.,  30,000  gals.;  1  pump.  eng..  class  trip., 
cap.  day,  432,000  gals.;  mains,  c.  i.,  5^  m.,  4  to 
8  in.  dia.;  42  hyd.;  35  v.;  269  met;  269  serv.; 
pipe,  galv.  i. ;  pres.,  dom.  7S  lbs.,  f.  »3  Iba.;  cons, 
day,  72,000  gaU.;  cost,  $37,000;  wks.  owned  by 
city. 

MAZOMANIE,  p.  917;  f.  area,  860  a.;  mere 
bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  bk.  Jc  wd..  1  Jc 
2  stor.;  wd.  rfs.  perm.;  fwks.  k  oombt  ord.  F. 
dept. — 1  hand  eng.,  1  h.  ft  L  trk.,  S  bose  car.; 
hose,  cot.,  rub.  lined,  gd.,  400  ft.;  rub.,  gd.,  35C' 
ft.;  tot  hose,  750  ft.;  f.  si.,  bell:  val.  equip., 
$2,000;  val.  bldgs..  $4,000;  tot  mem.,  3S  \oL; 
ondrs.  rating,  fourth  class. 

Water  Supply — Src,  wells;  sys.,  grav.  ft  pmnp  to 
res.;  res.  cap.,  120,000  gals.;  pump,  eng.,  dsss 
dup.,  cap.  day  240,000  gals.;  mains,  c  ft  wrt  L, 
1%  m.,  4  to  6  in.  dia.;  12  hyd.;  4  v.;  28  serr.; 
pres.,  dom.  ft  f.  86  lbs.;  cost,  $6,000;  wks.  owned 
by  city. 

MEDFORD,  p.  1,846;  f.  ares,  240  a.;  mere 
bldgs.,  bk.,  1  to  2  stor.;  priv.,  wd.,  1%  stor.;  wd. 
rfs.  perm,  in  f.  area;  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  str.,  1  hand  eng.,  2  c  hand  ex., 
1  h.  ft  L  trk.,  1  hose  wag.,  2  hose  carts,  74  bra.; 
hose,  cot.,  rub.  lined,  gd.,  8.700  ft;  f.  aL.  bell 
ft  wh.;  val.  equip.,  $6,000;  vaL  bldga.,  $4,000;  exp. 
dent,  $775;  tot  mem.,  24  voL 

Water  Supply — ^Src,  wells  ft  riv.,  in  bus.  cent; 
sys.,  pump  dir.;  stdp.  cap..  60,000  gals.;  1  pmnp. 
eng.,  cap.  500  gsls.;  mains,  c  L,  17,760  ft,  6  to 
10  in.  dia.;  27  hyd.;  8  v.;  pres.,  f.  180  lbs.;  wfca. 
owned  by  city. 

MEEME,  p.  9,000;  f.  area,  40  a.  F.  dept — 1 
h.  ft  I.  trk.,  2  hose  carts,  1  hose  wag.,  6  lua.;  t 
al.,  bell;  val.  equip.,  $7,900;  vaL  bldgs..  $10,000; 
exp.  dept.  $9,000;  tot  mem.  10.  pd.  full  time. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
dir.  pres.;  3  pump,  eng.,  class  trip.,  cap.  day  4,500,- 
000  gala.;  mains,  12  in.  dia.;  182  byd.;  126  v.; 
1.260  serv.;  pres.,  dom.  40  Iba.,  f.  100  lbs.; 
owned  by  priv.  Co. 


MENASHA,  p.  6,081;  f.  area,  960  a.: 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.. 
2  stor.;  wd.  rfs.  perm.;  fwks.  ft  oombt  ord.;  caoses 
of  f.  inv.  F.  dept— 4  c  hand  ex.,  1  str.,  1  h,  s 
1.  trk.,  2  hose  wag.,  4  hrs..  force  pumps.  siaiQr$«r 
couplings  used;  hose,  cot,  rub.  lined,  ed.,  2,50« 
ft;  inf.,  1,000  ft;  tot  hose,  3,500  ft;  f.  aL. 
bell  vV  wh.;  val.  equip.,  $11,000;  vaL  bld^s.,  $li.- 
000;  exp.  dept,  $8,000;  tot  mem.  SO,  pd.  r-«>t 
time. 

Water  Supply — Src,  riv.;  sys.,,  pump  to  stdpt. 
pump.  cap.  2,500,000  gals.;  mains,  14 H  m*,  6  to 
20  in.  dia.:  99  hyd.;  wks.  owned  by  city. 

MENOMONIE,  p.  6,086;  f.  area,  280  Uocks; 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfa.  not  pom. 
in  7.  area;  fwks.  <ft  combt  ord.;  causes  of  f.  in«. 
F.  dept. — 1  comb.  c.  &  h.  wag.,  2  ho«e  wa«.. 
1  hose  cart,  4  hrs.;  hose,  rub.,  gd..  1.300  ft.; 
inf.,  1,200  ft;  tot  hose,  2,700  ft;  f.  aL,  bell; 
val.  equip.,  $5,000;  val.  bldgs.,  $5,000;  exp.  «3ept.. 
$3,000;  tot.  mem.  88,  pd.  full  time  3,  vtkL  35; 
undrs.  rating,  third  class. 

Water  Supply— Src,  wells  ft  riv.,  %  m.  hwa, 
cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,- 
000  gals.;  2  pump,  eng.,  cap.  day  2,500,000  gals.; 
mains,  iron,  10  m.,  4  to  10  iiL  dia.;  lift  oyd.; 
500  serv.;  pres.,  dom.  66  Iba.,  f.  00  lbs.;  eoas. 
day,  300,000  gals.:  cost,  $126,000;  coat  ntoe.. 
$4,000;  wks.  owned  by  Co. 


MERRILL,  p.  8,680;  f.  area,  8,840  a.; 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 5  c  hand  ex.,  1  combt 
c.  ft  h.  wag.,  1  h.  ft  L  trk.,  1  bose  wag..  2  bra ; 
hose,  cot.,  rub.  lined,  gd.,  5,000  fi.:  f.  aL,  telp., 
8  bx.;  val.  equip.,  $10,000;  vaL  bldfr^,  $12.0^^0: 
exp.  dept,  $8,000;  tot  mem.  10,  pd.  fuD  time. 

Water  Supply — Src,  riv.,  V^  m.  bos.  cent; 
sys.,  pump  dir.;  stdp.  cap.,  190,000  gals.;  4  pomp 
eng.,  cap.  day,  4,000,000  gala.;  mains,  c.  i..  20  m.. 
4  to  12  in.  dia.;  225  hyd.;  39  met  ;  1,07S  s«t  ; 
pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f.  110  tbs.; 
cons,  day,  1,000,000  gals.;  wks.  owned  by  Co. 
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MERRILLAN.     F.  dept.  not  reported. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.;  tjB., 
pump  to  atdp.;  stdp.  cap.,  50,000  gala.,  dim.  16  z 
20;  mat.,  atl.;  1  pump,  eng.,  cap.  day  170,000 
erala.;  mains,  2  m.,  2  to  6  in  dia.;  16  hyd.;  prea., 
dom.  40  to  47  lbs.;  cons,  day,  12,000  gals.;  wks. 
owned  by  village. 

MIDOLETON,  p.  679;  bldgs.,  bk.  k  wd.  F. 
dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
1,000  ft.;  f.  al.,  bell;  tot.  mem.,  .59  vol. 

Wattr  Supply — Src,  res.,  cap.  8,000  bbls. 

MILWAUKEE,  p.  878,857;  f.  area,  24.85  sq.  m.; 
mere,  bldgs.,  bk.  &  stn.,  1  to  16  stor.;  pri?.,  stn., 
bk.  &  wd.,  2  to  6  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  &  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 27  str.  (8  in  reserve),  4  f.  boats,  0  h.  ft  L 
trk.  (1  in  reserve),  5  aer.  h.  ft  1.  trk.,  1  water 
tower,  8  diief's  auto.,  8  cbiers  wag.  in  reserve,  5 
fuel  wag.,  1  supplv  wag.,  28  exercise  wag.,  24 
hose  ft  ladder  sleighs  in  reserve,  9  c.  eng.,  64  c. 
band  ex.,  11  comb.  c.  ft  h.  wag.,  1  auto.  comb.  c. 
&  h.  wag.,  1  auto,  squad  wag.,  20  hose  wag.,  7 
in  reserve,  288  hrs.;  hose,  rub.,  gd.,  82,550  ft.;  f. 
al.,  Gamewell,  721  bx.;  ezp.  dept.,  #788,871;  toL 
mem.  585,  pd.  full  time. 

Water  Supply-i^Src.,  lake,  8  m.  bus.  cent.;  sys., 
pump  dir.  ft  to  res.;  res.  cap.,  21,500,000  gals.;  8 
pump,  eng.,  class  comp.,  cap.  day  110,000,000 
gals.;  maina,  c.  i.,  495  m.,  4  to  42  in.  dia.;  8,840 
byd.;  8.612  v.;  met.,  68,000;  67,300  serv.;  pipe, 
lead;  pres.,  dom.  ft  f.  20  to  60  lbs.;  cons,  day,  47.- 
656,310  gals.;  cost.  97,425,000;  cost  mtce.,  9350,- 
000;  wks.  owned  by  city. 

MINERAL  POINT,  p.  2,926;  f.  area,  2  blocks; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  2  stor.;  priv.,  wd., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  2  hose 
caru;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.;  f.  al., 
bell  ft  wh.;  val.  equip.,  $8,000;  val.  bldgs.,  $8,500; 
tot.  mem..  50  voL 

Water  Supply — Src,  wells,  %  m.  bus.  cent.;  sys., 
dir.  pres.;  1  pump,  eng.,  cap.  day,  144,000  gels.; 
mains,  iron,  3  m.,  6  to  8  in.  dia.;  173  hyd.;  178 
•erv.;  pipe,  iron  ft  lead;  wks.  owned  by  priv.  cocpn. 

MINOCQUA,  p.  700;  f.  area,  40  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb,  c  ft  h. 
cart,  4  h.  ft  1.  trk.,  1  hose  cart;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft.;  f.  al.,  bell;  vaL  equip.,  $1,000; 
exp.  dept.,  $100;  tot  mem.,  10  voL;  undra.  rating, 
second  dass. 

Water  Supply — Not  reported. 

MONDOVI,  p.  1,825;  f.  area,  2  blocks;  mere 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2 
0tor.;  wd.  rfs.  not  perm,  in  f.  area;  cauaes  of  f. 
inv.  F.  dept. — H.  ft  1.  trk.,  hose  wag.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  tot  mem..  40. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
pump  dir.;  res.  cap.,  180,000  gals.;  1  pump,  enif., 
cap.  368  jcals.  niin. ;  mains,  c.  i.,  3  m.,  6  to  8  in. 
dia.;  27  hyd. ;  9  v.;  K'>  met. ;  1 66  ser\ . ;  pipe,  c  i. ; 
pres.,  dom.  k  f.,  65  lbs.;  cons,  day,  12,000  gals.; 
cost,    $19,200;    wks.    owned   by    city. 

MONROE,  p.  4,410;  bldgs.,  wd.  ft  bk.,  2  stor.; 
wd.  rfs.  perm.;  fwks,  ft  combt  ord.  F.  dept. — 1 
str.,  1  h.  ft  1.  trk..  1  aer.  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,600  ft;  rub.,  gd.,  500  ft; 
tot  hose,  2,000  ft;  f.  al.,  Gamewell,  6  bx.;  tot 
mem.,  42  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells.  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  gal*.,  dim.  20  x 
80,  mat.  stl.;  res.  cap.,  200,000  gals.;  3  pump, 
eng.,  class  comp.  trip.,  cap.  day,  2,000,000  gals.; 
mains,  c  i.,  10  m.,  4  to  12  in.  dia.;  102  hyd.; 
24  v.;  met.,  656;  640  serv.;  pipe,  lead;  pres., 
dom.  70  lbs.,  f.  120  lbs.;  cons.  day.  300,000  gals.; 
cost,  $105,000;  cost  mtce.,  $2,500;  wks.  owned 
by  city. 

MONTELLO.  p.  1,104;  f.  area.  40  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  gas  eng.,  1  hose  wag.,  2 
hose   carts.   1   h.   ft  L   trk.;   hose,   cot.,   rub.   lined, 

gd.,  2.000  ft;  f.  al..  bell;  val.  equip.,  $2,000;  vaL 
Idgs.,  $1,200;  exp.  dept,  $200:  tot  mem.,  85  voL 
Water  Supply — Src,  wells,  mill  pond.  1^  blocks 
bus.  cent;  sys.,  pimip  dir.  to  mains;  4  hyd.;  cost, 
$350;  wks.  ow^ned  by  village. 


MONTFORT,  p.  600;  f.  are 

1  h.    iS:    1.    trk.,    2    hose    carti 
bldgs..    $600;    tot    mem..    23 

Water    Supply — Src,    well, 
pump  dir.;   17  hyd.;   mains,   1 
25    to    60    lbs.;    cost,    $4,40C 
wks.    owned    by   city. 

MONTICELLO,  p.  700;  f.  a 
— 1  h.  ft  1.  trk.,  3  hose  carts 
equip.,  $800;  val.  bldgs.,  $1 
voL 

Water  Supply — Src.  3  well 
pump  dir.;  stdp.  cap.,  61,000 
cap.  day  396,000  gals.;  mains 
in.  dia.;  25  hyd.;  7  v.;  80 
lbs.,  r.  100  lbs.;  cost,  $19,5( 
wks.  owned  by   village. 

iMORRISON.  F.  dept— 1  c 
4  c  hand  ex.,  1  h.  &  1.  trk., 
val.   equip.,   $2,500;   val.   bldg.- 

No  waterwks. 

MOSINEE,  p.  482;  f.  area, 
bk.  ft  wd.,  1  ft  2  stor.;  priv..  b 
rfs.    not    perm,    in   f.   area;    f 
causes  of  f.  inv.     F.  dept — 1 
ft  1.  trk.,  1  hose  wag.,  2  hrs.; 
gd.,   1,000  ft;   inf.,   400  ft; 
f.  al.,  bell;   val.   equip.,  $2,50 
tot.  mem.  20,  pd.  part  time. 

Watar  Supply — ^Not  reported 

MUSCODA,  p.  798;  f.  area,  I 
ft  wd.,  2  Btor.;  wd.  rfa.  perm, 
ord.  F.  dept — 1  hand  eng.,  2 
h.  ft  1.  trk.,  1  hoae  car.;  hoe* 
rub.,  100  ft;  e,  100  ft.;  tol 
equip..  $1,900;  val.  bldgs.,  $2, 
tot.  mem..  SO  vol. 

Watar  Supply — Src,  87  dri 
protection  only;  ays.,  pump  d: 
min.  250  gala.;  pipe,  8%  in. 
owned  by  city. 

NECEDAH,  p.  1,054;  f.  ai 
bldgs.,  bk.  ft  wd.,  2  stor.;  pri 
shingle  ft  iron  rfs.;  fwks.  ft  ooi 

2  hose  car.;  hose,  linen,  gd 
rating,  third  class. 

Watar  Supply — Sys.,  station) 
covering  main  atreet  and  most 

NEENAH,  p.  5,784:  f.  area, 
bk.  ft  wd.,  1   ft  2  Btor.;  priv. 
stor.;  wd.  rfs.  not  perm,  in  f. 
ord.     F.  dept. — 1  str.,  1  h.  ft 

3  hose  car.,  3  hrs.;  hose,  cot,  ; 
ft;  rub.,  gd.,  1.200  ft;  inf.. 
2,700  ft:  f.  al.,  bell  ft  wh.;  val 
bldgs.,  $6,000;  exp.  dept,  $1 
vol. 

Watar  Supply — Src,  wells,  1 
pump   to   stdp.   ft   dir.;   stdp. 
res.    cap.,    140,000    gals.;    pu 
2.550.000  gals.;  mains,  c  i., 
dia.:  84  hyd.;  350  serv.;  pipe,  : 
dom.  50  lbs.,  f.  115  lbs.;  cost. 
$2,500;  wks.  owned  by  city. 

NEILSVILLE,  p.  1,957;  mer 
2  ft  8  stor.;  pnv..  wd.,  2  st 
fwks.  ft  combt.  ord.  F.  dept.- 
1.  trk.,  3  hose  carts;  hose,  c 
3,500  ft;  tot.  mem.,  85  vol.; 
class. 

Water  Supply — Src,  wells 
cent;  sys.,  pump  to  stdp..  dii 
cap.  150,400  gals.;  pump,  eng., 
gals.;  mains,  c  i.,  4^  m..  4  to 
23  v.;  100  met:  185  sen.;  pi 
105  lbs.;  cons,  day,  30.000  g 
wks.  owned  by  city. 

NEOPIT,  p.  8,000;  mere  bld| 
priv..  wd.,  1  ft  2  stor.;  wd.  rf 
fwks.  ft  combt.  ord.;  causes  of 
Hose  wag.  ft  stm.  pump.  1  h 
car.,  12  hrs.:  hose,  cot.,  rub.  1 
f.  al.,  bell,  wh.  ft  telp.,  12  bx.; 
val.  bldgs..  $132;  exp.  dept., 
200,  pd.  part  time. 

Watar  Supply — Src,  riv.,  in 
sys.,  dir.  pres.;  2  pump,  eng., 
gals.;  mains,  2%  m.,  2%  to 
pipe,  stl.;   pres.,   dom.    40   lbs., 
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day,  750,000  gala.;  coat,  $7,9S4;  cost  mice.* 
91,000;  wka.  owned  by  Indian  Reaervation. 

NEOSHO,  p.  804;  f.  area,  160  a.;  mere,  bldga., 
bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
rfa.  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  cauaea 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  atr.,  2  hoae 
car.;  hoae,  cot.,  nib.  lined,  gd.,  750  ft.;  inf.,  260 
ft;  tot.  hoae,*  1.000  ft.;  f.  al.,  bell;  val.  equip., 
91.800;  val.  bldgs.,  94,1500;  tot.  mem.,  22  voL 

Water  Supply — Src,  pond,  1  block  bua.  cent.; 
ays.,    dir.    pren. ;    1    pump,    eng.,    cap.    day    720,000 

fals.;    mains,    83    rds.,    4    in.    dia.;    4    hyd.;    cost, 
2,500;   wks.   owned   by   city. 

NESHKORO,  p.  879;  mere,  bldga.,  bk.  ft  wd.,  1 
ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  no  fwka.  ft  combt.  ord.;  cauaea 
of  f.  inv.  F.  dept. — 1  c.  eng.,  8  c.  hand  ex.,  1 
lioae  car.;  hoae,  cot.,  rub.  lined,  gd.,  600  ft.;  inf., 
100  ft.;  tot.  hoae,  600  ft.;  f.  al,  bell;  val.  equip., 
9500;  val.  bldga.,  9600;  toL  mem.,  82  vol. 

Water  Supply — Not  reported. 

NEW  QLARUS,  p.  708;  f.  area,  180  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  2  ator.;  priv.,  wd.,  1  to  S 
stor.;  wd.  rfa.  perm,  in  f.  area;  cauaea  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  2  hoae  car.;  hoae,  cot.,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  atm.  wh.;  val.  equip., 
91,000;  val.  bldga.,  91.600;  vol.,  86;  undra.  rating, 
fourth  dasa. 

Water  Supply — Src,  wella,  eituated  in  bua.  cent.; 
ays.,  pump  to  res.;  rea.  cap.,  60,000  gala.,  dim. 
25  X  14;  mat,  cone;  1  pump;  maina,  c  L,  8  m., 
6  to  8  in.  dia.;  18  hyd.;  pipe,  gal  v.  i.;  prea.,  dom. 
70  to  100  lbs.,  f.  150  to  200  Iba.;  coat,  917,000; 
wks.  owned  by  village. 

NEW  HOLSTEIN,  p.  900;  f.  area,  960  a.;  mere, 
bldgs.,  bk.  &  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.     F.  dept — 2  c  eng., 

2  h.  ft  I.  trk.,  15  c.  hand  ex.,  300  ft  hose;  f.  al., 
bell;  val.  equip.,  2,200;  val.  bldgs.,  |2,000;  exp. 
dept.,  $225;  tot.  mem.,  75  vol.;  undrs.  rating, 
fourth  class. 

No  waterwka. 

NEW  LONDON,  p.  8,383;  f.  area,  600  a.;  mere, 
bldga.,  atn.,  bk.,  wd.,  2  stor.;  priv.,  wd.,  1%  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.     F.  dept.^ 

1  str.,  1  hand  eng.,  50  c.  hand  ex.,  1  h.  ft  1.  trk., 

3  hose  car.,  2  hra.;  hoae,  cot,  rub.  lined,  gd.,  3,000 
ft.;  f.  al..  bell;  val.  equip.,  $9,000;  val.  bldga., 
$1,000;  exp.  dept,  $1,500;  tot.  mem.  25,  pd.  full 
time  1,  vol.  24;  undrs.  rating,  third  claaa. 

Water  Supply — Src,  riv.;  ays.,  pump  to  atdp., 
dim.  12  X  80;  2  pump,  eng.;  maina,  6^  m.,  4  to 
10  in.  dia.;  62  hyd.;  164  met;  prea.,  f.  60  to  100 
Iba.;  coat,  $35,000;  wks.  owned  by  city. 

NEW  RICHMOND,  p.  1,988;  f.  area,  12  a.;  mere 
bldga.,  bk.  ft  atn.,  1  ft  2  ator.;  priv.,  wd.,  2  ator.; 
wH.  rfa.  not  perm.;  fwka.  ft  combt.  ord.     F.  dept — 

2  c.  hand  ex.,  1  h.  ft  I.  trk.,  2  hoae  car.;  hoae,  cot., 
rub.  lined,  gd.,  1,850  ft;  f.  al.,  bell;  val.  equip., 
$1,500;  val.  bldga.,  $2,000;  tot  mem.,  20  voL; 
undrs.  rating,  third  dasa. 

Water  Supply — Src,  wella,  1  block  bua.  cent; 
ays.,  pump  to  rea.  ft  dir.;  res.  cap.,  50,000  gala.; 
pump  eng.,  cap.  day  750,000  gals.;  maina,  6H 
m.,  4  to  8  in.  dia.;  88  hyd.;  18  v.;  met,  2;  210 
aerv.;  pipe,  galv.  i.;  prea.,  dom.  45  to  60  Iba.,  f. 
150  lbs.;  cost,  $17,000;  wka.  owned  by  city. 

NORTH  FOND  DU  LAC,  p.  1,960;  f.  area,  entire 
village;  mere,  bldgs.,  bk.  ft  atn.,  1  ft  2  ator.;  priv., 
wd.,  1  ft  2  alor.;  wd.  rfa.  not  perm,  in  f.  area; 
no  fwks.  ft  combt.  ord.;  cauaes  of  f.  inv.  F.  dept — 
1  comb,  hoae  wag.  ft  h.  ft  1.  trk.,  1  hoae  car.;  noae, 
cot,  rub.  lined,  gd.,  1,300  ft;  inf.,  200  ft;  tot 
hose,  1,500  ft;  f.  al.,  bell  ft  telp.;  val.  equip., 
$1,800;  val.  bldgs.,  $5,000;  exp.  dept,  $275;  tot 
mem.  14.  pd.  full  time  2,  pd.  part  time  12. 

Water  Supply — Src,  artesian  well,  H  m.  biu. 
cent;  ays.,  pump  to  atdp.;  atdp.  cap.,  60,000  sala., 
dim.  80  X  16,  mat  wd.  ft  iron;  rea.  cap.,  427,500 
gala.;  2  pump,  enr.,  cap.  day,  00,000  gala.;  midns, 
6  m.,  4  to  10  in.  dia.;  80  hyd.;  126  met;  800  aerv.; 
pipe,  lead;  prea.,  dom.  88  Iba.,  f.  80  Iba.;  cona. 
day,  60,000  gala.:  cost,  $80,000;  coat  mtce., 
$1,500;  wka.  owned  by  priv.  Co. 

NORTH  FREEDOM,  p.  700;  f.  area,  75  a.  F. 
dept. — 2  hose  carts,  1  h.  ft  1.  trk.,  1,000  ft.  hose; 
val.  equip.,  $1,000;  tot.  mem.,  40  vol. 

Water  Supply — S^rc,  well,  in  bus.  cent;  eys., 
grav. ;    1    pump,    eng.,    cap.    day    73,000    gals.;    15 


hyd.;  10  v.;  main<«,  7,000  ft.;  prcs.,  dom.  ft  f., 
87  lbs.;  cost,  $10,000;  cost  mtce.,  $4  00;  wksu 
owned    bv    dtv. 

NO.  MILWAUKEE,  p.  1.860;  f.  area,  400  a.; 
mere  bldga.,  bk.  ft  atn.,  2  to  4  ator.;  priw^  I  to  2 
ator.;  wd.  rfa.  perm,  in  f.  area;  cauaea  of  f.  inr.  F. 
dept. — 1  e  eng.,  1  h.  ft  1.  trk.,  1  hoae  waff.,  4  hia.; 
hoae,  rub.  lined,  gd.,  2,000  ft;  vaL  equip..  $6,000: 
val.  bldga.,  96,000;  exp.  dept.,  950;  voL,  36. 

Water  Supply — Src,  lake,  6  m.  boa.  cent.;  ZDaina, 
e  i.,  10  m.,  4  to  8  in.  dia.;  26  hyd.;  42  v.;  met, 
101;  prea.,  dom.  40  Iba.,  f.  40  Iba.;  cona.  day,  85,> 

000  gala.;  coat,  980,000;  coat  mtce.,  $30,000; 
wka.  owned  by  city. 

OCONOMOWOC,  p.  8.064;  f.  area,  SOO  a.;  mere 
bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  2  stor.;  vd. 
rfa.  not  perm.;  no  fwka.  ft  combt  onL;  cauaea  of 
f .  InT.  F.  dept — ^1  atr.,  1  oomb.  e  ft  h.  vaff.,  7  c 
hand  ex..  1  h.  ft  L  trk.,  8  hoae  ear.;  hoae^  cot.,  xvb. 
lined,  gd.,  2.860  ft;  L  aL,  bell.  iriL  ft  tdp.;  vaL 
equip.,  99,000;  exp.  dept.,  $2,000;  tot.  mem.,  ST 
vol, 

Water  Supply — Src,  wells,  %  m,  bus.  cent. ;  s>-s.. 
pump  to  atdp.  ft  dir.;  atdp.  cap.,  86,000  gala.; 
mat  atL;  8  pump,  eng.,  dasa  oom(p.,  cut.  day, 
8,000,000  gala.;  maina,  e  L,  0  m.,  4  to  10  In.  dia.; 
66  hyd.;  40  v.;  met,  804;  414  aerr.;  pipe,  lead; 
prea.,  dom.  60  iba.,  f.  100  Uml;  oost,  $7S,S69;  eoit 
mtce.,  $1,894;  wka.  owned  by  oty. 

OCONTO,  p.  6,629;  f.  area.  8,840  a.;  mere 
bldga.,  wd.  ft  bk.,  2  ator.;  priv.,  wd.,  t  ator.;  vd. 
rfa.  not  perm.;  fwka.  ft  combt  ord.  F.  dept — 1 
str.,  1  h.  ft  1.  trk.,  2  hose  wag.,  2  hoae  car.,  4  hxa.; 
hose,  cot.,  rub.  lined,  gd.,  8,700  ft;  f.  aL,  Game- 
well,  25  bx.;  val.  equip.,  $22,000;  vaL  bldga., 
$9,000;  exp.  dept,  $15,000;  tot  mem.  11,  pd. 
full  time  4,  7  voL;  undra.  rating,  third  daoa. 

Water  Supply — Sre,  wella,  ^  m.  bua.  cent.;  sya., 
pump  to  rea.;  rea.  cap.,  300,000  gala.;  3  pump, 
eng.,  cap.  day  4,000,000  gale;  maina,  e  L,  li\ 
m..  4  to  12  in.  dia.;  122  hyd.;  met,  6;  770  aerr.; 
pipe,  galv.  L;  prea.,  dom.  40  Ibe,  f.  100  to  140 
Iba.;  cons,  day,  400,000  gala.;  wka.  owned  by  C-e 

OCONTO  FALLS.     F.  dept  not  reported. 

Water  Supply — Src,  wella,  in  bua.  cent;  sya.,  dir. 
pres.;  res.  cap.,  60,000  gale;  1  pump,  eng..,  cap. 
day,  25,000  gala.;  maina,  c  L,  2%  m.,  4  to  8  te 
dia.;  17  hyd.;  3  v.;  2  met;  pree,  dom.  60  lbs.,  L 
100  lbs.;  cons,  day,  12,000  gale;  coat,  $17,500; 
cost  mtce.,  $3,500;  wke  owned  by  village 

OMRO,  p.  1,286;  f.  area.  600  a.;  mere,  bldga^ 
bk.  ft  iron,  2  ator.;  priv.,  bk.  ft  wd.,  S  star.;  wd. 
rfa.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  atr.,  1  e  eog.,  1  h. 
ft  1.  trk.,  8  c  hand  ex.,  2  hose  carta,  t  hre;  hoae 
cot,  rub.  lined,  gd.,  1,600  ft;  inf.,  300  ft;  tot 
hoae,  1,900  ft;  f.  aL,  bell  ft  wb.;  vaL  equip., 
$4,500;   exp.  dept,  $802;  tot   mem.,   41    ▼oL 

Water  Supply — Sre,  riv.,  datema,  ree 

ON  ALASKA,    p.    1,140;    f.    area,    80    a.;    mere 

bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept — •!  h.  ft  L  trk..  1  boae 
wag.,  1  hoae  cart;  hoae,  cot,  rub.  lined,  gd.,  2, SOO 
ft;  f.  al.,  bell;  \-aL  equip.,  $2,000;  vaL  bldgs.. 
$1,800;  tot  mem..  28  voL 

Water  Supply — ^Sre,  well,  3  blodca  boa.  cent.; 
sya.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  6,280  bble; 
2  pump,  eng.,  cap.  day  1,600,000  gale;  mains,  e  i, 
SV^  m.,  2  to  8  in.  dia.;  28  hyd.;  Ill  aerr.;  pipe, 
galv.  I.;  prea.,  dom.  60  Ibe,  f.  76  Ibe;  cost,  $1?.« 
500;  coat  mtce,  $696;  wke  owned  by  city. 

OOSTBURQ,  p.  500;  f.  area,   40  a.     F.  d«»t — 

1  c  hand  ex..  1  h.  ft  1.  trie,  buckets,  800  ft  hosr; 
vaL  equip.,  $560;  vaL  bldge,  $200;  exp.  dept., 
$100;   tot.  mem.  2S,  pd.  part  time. 

Water  Supply — Src,  well;  sj'e,  pump  to  ree; 
wks.  owned  by  village 

OREGON.    F.  dept  not  reported. 

Water  Supply — Sre,  well,  in  bua.  cent.;  aya., 
grav.;  atdp.  cap.,  16,000  gale,  dim.  10  x  16;  mat  . 
wd.  ft  atL;  1  pump,  eng.,  cap.  day  188,000  gale; 
maina,  c  L,  2  m.,  4  to  o  in.  die;  20  byd.;  5  met; 
pipe,  lead;  prea.,  donu  60  Ibe,  f.  05  ibe;  cone  day. 
12.000  ^ile;  coat,  $15,000;  coat  mtce.,  $600; 
wks.  owned  by  village 

ORFOROVILLE.  p.  450;  f.  area.  640  e    F.  dept 
— 5    c.    hand   ex.;   val.   equip.,    $1,000;    exp.    dept  . 
$75;   tot.   mem.,   26   voL 

No  w^aterwka. 
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val.    equip.,    $3,700;    exp.    dept.,    $100;    tot.    mem., 
50  vol. 

Water  Supply — Src..  Fox  riv.  k  Mill  Channel. 

RACINE,  p.  38,002;  f.  area,  2,820  a.;  bldgg,, 
bk.  k  wd..  2  &  3  stor.;  wd.  rfs.  penn.;  fwkg,  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  atr., 
1  chief's  auto.,  2  auto.  comb.  c.  k  h.  wag.,  8  comb, 
c.  k  h.  wag.,  2  h.  &  1.  trk.,  4  exercise  wag.,  2  boae 
reels,  10  c.  hand  ex.,  8  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  11,500  ft.;  f.  al.,  Gamewell,  47  bx.;  vaL 
equip.,  $70,000;  exp.  dept.,  $37,474;  tot.  mem.  41, 
pd.  full  time;  undrs.  rating,  second  claaa. 

Water  Supply — Src,  iiake  Michigan,  Ihi  m. 
bus.  cent.;  svs.,  pump  to  stdp.  &  dir.;  stdp.  cap., 
330,480  gals.;  5  pump,  erig.,  cap.  day  14,250,000 
gals.;  mains,  c.  i.,  81.5  m.,  4  to  24  in.  dia.;  726 
hvd.;  710  v.;  met.,  6,942;  8,S00  serv.;  pres.,  dom. 
70  lbs.,  f.  125  lbs.;  cons,  daj',  3,750,000  gals.; 
wks.   owned  by  Co. 

RANDOM    LAKE.      F.    dept.— 1    str.,    1    h.    &   L 
trk.,  1,500  ft.  hose;  vol. 
No  waterwka. 

RED  GRANITE,  p.  1,521;  mere,  bldgs.,  bk.  k 
wd.,  1  &  2  stor.;  priv.,  bk.  k  wd.,  1  &  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  4  c.  hand  ex.,  1  h.  &  L 
trk.,  2  hose  car.,  1  hand  pump.;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft.;  inf.,  250  ft.;  tot.  hoae,  1,750 
ft.;  f.  al.,  bell;  val.  equip.,  $4,500;  vaL  bldgs., 
$1,500;  exp.  dept.,  $250;  tot.  mem.,  80  voL 

Water  Supply — Not  reported. 

REEDSBURQ,  p.  2,615;  f.  area,  2  a.;  mere. 
bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  &  I.  trk.,  1  comb.  c.  *  h.  wag., 
1  hose  car.,  2  hrs.;  hose,  cot,  rub.  lined.  2,000  ft; 
inf.,  500  ft;  tot  ho«e,  2,600  ft;  f.  al.,  bell  k  wh.; 
val.  equip.,  $4,600;  vaL  bldgs..  $3,000;  exp.  dept, 
$2,000:  tot  mem.,  81  vol.,  1  pd.  man;  undra.  ratmg, 
third  class. 

Water  Supply — Src,  well,  in  bus.  cent.;  Bys., 
pump  to  res.  k  stdp.;  stdp.  cap.,  68,000  gala.;  res. 
cap.,  50,000  gals.;  2  pump,  eng.,  cap.  day  950,000 
gals.;  mains,  c.  i.,  6V4  m.,  4  to  10  in.  dia.;  51 
hvd.;  26  v.;  515  serv.;  pipe,  galv.  i.;  pres.,  dom. 
6*0  lbs.,  f.  100  lbs.;  cons,  day,  300,000  gals.;  cost, 
$25,000;  cost  mtce.,  $4,000;  wks.  owned  by  cit>'. 

REESEVILLE,  p.  400;  f.  area,  20  a.     F.  dept— 

1  g«s.  eng.;  val.  equip.,  $1,500;  val.  bldgs., 
$2,000;   exp.  dept,  $25;   tot   mem.,   30  vol. 

Water  Supply — Src,   8  cisterns. 

RHINELANDER,  p.  5,687;  f.  area,  1,618  a.; 
mere  bldgs.,  bk.  k  wd.,  2%   &  8  stor.;  priv.,  bk., 

2  &  3  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  P.  dept — 1  comb.  c.  k  h. 
wag.,  7  c  hand  ex.,  1  h.  k  1.  trk.,  3  hose  wag.,  6 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  4,600  ft.;  f.  al., 
Gamewell,  17  bx.;  val.  equip.,  $10,500;  val.  bldgs., 
$10,000;  exp.  dept,  $6,000;  tot  mem.,  8,  pd.  full 
time;   undrs.   rating,   third  class. 

Water  Supply — Src,  well  &  riv.,  %  m.  bus. 
cent.;   sys.,  pump  to  stdp.   &  dir.;   stdp.  cap.,    150,- 

000  gals.;  4  pump,  eng.,  cap.  day  8,400,000  gals.; 
mains,  c  i.,  16.44  m.,  4  to  14  in.  dia.;  152  hyd.; 
115  v.;  3  met.;  950  serv.;  pipe,  galv.  i.  &  lead; 
pres.,  dom.  45  to  54  lbs.,  f.  llO  to  140  lbs.;  cons, 
day,  1,325,000  gals.;  cost,  $129,000;  cost  mtce., 
$7,400;  wks.  owned  by  city. 

RICE  LAKE,  p.  3,968;  f.  area,  60  a.;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  &  combt.  ord.;  causes  of  f. 
inv.;  F.  dept. — 1   str.,  4  c  hand  ex.,   1   h.  &  1.  trk., 

1  aer.  trk.,  1  hose  wag.,  4  hose  car. ;  hose,  cot, 
rub.  lined,  H,300  ft.;  f.  al.,  telp. ;  val.  equip.,  $10,- 
000;  val.  bldgs.,  $19,000;  exp.  dept,  $700;  tot 
mem.,    .'iO    vol.  • 

Water  Supply — Src,  wells,  lake,  %  m.  bus. 
cent.:  sys..  pump  dir.;  2  pump,  eng.,  cap.  day 
305,116  gals.;  mains,  c.  L,  10  m.,  4  to  10  in.  dia.; 
78  hyd.;  met,  414;  414  serv.;  pipe,  galv.  1.;  prea., 
dom.  60  lbs.,  f.  100  lbs.;  wks.  owned  by  city. 

RICHFIELD,  p.  149;  f.  area,  3  blocks;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,«  2  stor.;  wd.  rfa. 
perm.;  no  fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  hand  eng.,  1  hose  car.,  6  ladders,  1  ex.  ladder; 
hose,  rub.,  gd.,  150  ft;  inf.,  50  ft.;  tot  hoae, 
200  ft;  f.  al.,  bell;  val.  equip.,  $300;  vaL  bldga., 
$150;  exp.  dept,  $60;  tot.  mem.,  26  vol. 

Water  Supply — Src,  wells  k  cistema. 


RICHLAND  CENTER,  p.  2,652;  f.  area,  400  a.; 
mere  bldgs.,  bk.,  2  stor.;  priv.,  stn.,  bk.  k  wd.,  IH 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  k  1.  trk.,  4  hoa« 
carts;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  mb., 
gd.,  1,000  ft.;  tot  hose,  2,500  ft.;  f.  al..  bell  k 
wh.;  val.  equip.,  $1,500;  vaL  bldgs.,  $2,000;  tot 
mem.,  70  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  re*.; 
res.  cap.,  ^50,000  gals.;  2  pump.  eng..  cap.  day 
960,000  gals.;  mains,  c  I.,  8  m.;  67  hrd.;  met* 
806:  696  aer\'.;  pipe,  lead;  pres.,  dom.  70  lbs.,  L 
70  lbs.;  cons,  day,  160,000  gals.;  cost  $58,866; 
cost  mtce.,  $8,471;  wka.  owned  by  city. 

RIO,  p.  704;  f.  area,  640  a.;  mere  bldga.»  bl(. 
k  wd.,  1  k  2  stor.;  priv.,  wd.,  1*2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  gas.  eng.,  1  h.  &  L  trk..  2  e 
iiand  ex.,  2  hose  reels;  hose,  cot.,  rub.  lined,  grl., 
1,500  ft;  val.  equip.,  $2,000;  vaL  bl(Jg-=,.  $4,OuO: 
exp.  dept,   $150;   tot.  mem.,   22   vol. 

Water    Supply — Src,    cisterns. 

RIPON,  p.  8,789;  mere  bldgs.,  stn.  k  bk.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
k  combt  ord.  F.  dept — 1  e  eng.,  4  e  hand  ex.,  1 
b.  *  1.  trk.,  1  hose  wag.,  1  hose  car.;  hose,  cot,  niK 
lined,  gd.,  8,000  ft;  rub.,  gd..  800  ft;  tot  hose, 
8.300  ft;  t  al.,  bell;  vaL  equip.,  $8,000;  exp. 
dept,  $1,000;  tot  mem.,  26  toL;  undrs.  imUzig, 
fourth  class. 

Water  Supply — Src,  wells;  sys..  pump  to  stdp.; 
stdp.  cap.,  135,000  gals.;  res.  cap.,  750.000  gals.; 
2  pump,  eng.,  cap.  day  3.000,000  jpils.;  mains, 
c  i.,  12  m.,  6  to  16  in.  dia.;  102  hyd.;  51  v.; 
met,  60;  725  serv.;  pipe,  galv.  i.;  pres..  dona.  50 
lbs.,  f.  100  lbs.;  cons,  day,  400,000  gals.;  cost, 
$100,000;  cost  mtce.,  $5,000;  wks.  owned  by  Co. 

RIVER  FALLS,  p.  1,991;  f.  area,  700  a.;  mere 
bldgs.,  stn.,  bk.,  1  to  8  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.  F. 
dept — 1  h.  k  1.  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  inf.,  600  ft.;  tot  hose,  2,500 
ft.;  f.  Sl,  bell;  vaL  equip.,  $1,000;  exp.  dept,  $400; 
tot  mem.,  80  voL 

Water  Supply — Sxe,  wells,  8  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  192.000  gals.;  2 
pump.  eng..  class  dup.  k  trip.,  cap.  day  400,000 
gals.;  mains,  e  i..  6  m.,  4  to  10  in.  dia.;  54  hyd.; 
68  v.;  met.,  26;  400  serv.;  pipe,  galv.  L;  pres.,  dom. 
66  lbs.,  f.  60  to  70  lbs.;  cons,  day,  180,000  gala.; 
cost,  $85,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

ROCK  ELM,  p.  168;  mere  bldgs..  wd.  F.  dept 
— 1  hand  eng.,  1  h.  &  L  trk.;  f.  al.,  bell;  tot  mem.. 

15  vol. 

Water  Supply — Src,  cisterns  k  strm.;  v^,  pump; 
res.  cap.,  600  bbls. 

ROSEN  DALE.  p.  800;  f.  area.  640  a.     F.  dept— 

1  h.  &  1.  trk.,  1  hand  pump,  600  ft  hose;  f.  aL, 
ft.:  f.  aL,  bell;  vaL  equip..  $2,000;  val.  bldss.. 
$2,500;   tot    mem.,    40    vol. 

Water  Supply — Src.  cisterns,  1  m.  bus.  cent; 
sys.,  pump. 

ST.  CROIX  FALLS,  p.  669;  f.  area,  80  a.;  mere 
bldgs.,  bk.  k  wd.,  1  &  2  ator.;  priv.,  bk,  k  wd.,  1 
k  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwki^  >S 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  b.  *  L 
trk.,  8  hose  wag.;  hose,  cot.,  rob.  Imed,  gd.,  2.000 
ft.;  f.  al..  bell;  val.  equip.,  $2,000;  \aI.  bKlp«.. 
$2..'>00;    tot    mem..    40    vol. 

Water  Supply — Src,  well,  2  blocks  bus,  cent; 
sys.,  grav.  k  dir.  pres,;  res.  cap..  165.000  gala.: 
mains,  c  i.,  4  to  S  in.  dia.;  1*  '»><*-*  ^•"'  *"* 
met.;  pipe,  galv.  i.:  pres..  dom.  &  f.,  95  lbs.;  ca»t, 
$15,000;   wks.   owned   by   village. 

SAUK  CITY,  p.  867;  mere  bldgs.,  wd.,  bk.  ft 
stn..  1  &  2  stor.;  priv..  wd..  2  stor.  /•  dept— 2 
hand  en^..   3   c  eng..   1   c  hand  ex..   lb    «  L   trfc.. 

2  hose  wag.;  hose,  cot,  gd..  6o0  ft.:  inf.,  aOO  fi.: 
tot.  hose,  1,150  ft.;  f.  al.,  bell;  vaL  equip..  $3.200. 
val.  bldgs.,  $1,200;  exp.  dept.,  $100;  tot  m<-m.. 
49    vol. 

Water  Supply — Src,  nv.  k  wells. 

SAUKVILLE.    p.    808;    f.    area,    640    a.;    m«. 

bldga.,  wd.,  2  stor.;  priv..  wd-,  2  stor.:  wd.  rfa. 
perm.;  no  fwks.  ord.;  causa  of  f.  inr.  F^ept— 
1  gasoline  eng.,  6  e  ex.,  1  h.  «  1.  pk^  1  W"**  «^» 
hoST  cot,  gl.;  1.600  it;  f.  aL.  bell;  ;yL  equip. 
$2,000;  vaL  bldgs..  $2,000;  tot  mem.,  67  ?oL 
Water  Supply — Sre,  wells  k  dstona. 
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STOCKBRIDQE,  p.  875.  F.  dept. — 1  comb,  c 
k  hand  pump,  1  hose  cart;  f.  al.,  bell;  vaL  equip., 
$700;  val.  bldga.,  $2,000;  tot.  mem.,  80  voL 

Water  Supply — Src.  wells  k  cisterns. 

STODQHTON,  p.  4,761;  f.  area,  660  a.;  mere, 
bldgs.,  bk.,  2  stor. ;  priv.,  ud.,  2  stor.;  wd.  rfs. 
not  perm.;  fwka.  k  combt.  ord.  F.  dept — 2  c. 
hand  ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  2  hose  reels: 
hose,  cot.,  rub.  lined,  gd.,  2,600  ft:  f.  al.,  bell 
k  wh. ;  val.  equip.,  $2,500;  val.  bldgs.,  $2,000; 
exp.  dept.,  $1,200;  tot.  mem.,  33  vol.;  undrs. 
rating,  3V^  class. 

Water  Supply — Src,  well  k  riv.;  sys.,  pump  to 
stdp.;  stdp.  cap.,  30,000  gals.;  mat,  bk.  k  stl.; 
pump,  eng.,  cap.  day  2,500,000  gals.;  mains,  c.  i., 
15  5-33  m.,  4  to  10  in.  dia. ;  105  hyd.;  75  v.; 
met,  22$;  SOO  serv. ;  pipe,  lead;  pres.,  dom.  65 
lbs.,  f.  125  lbs.;  cost,  $120,690;  wks.  owned  by 
city. 

STURGEON  BAY,  p.  4,262;  f.  area,  2^  sq.  m.; 
mere,  bldgs.,  stn.  k  bk.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  gasoline 
eng.,  1  c.  eng..  6  c.  hand  ex.,  1  b.  ft  1.  triL,  2  hoae 
wag.,  4  hrs.;  nose,  cot,  lined,  gd.,  8,000  ft;  inf., 
500  ft;  tot  hose,  8.500  ft;  f.  aL,  bell  k  wh.;  vaL 
eouip.,  $16,000;  vaL  bldgs.,  $10,000;  ezp.  dept, 
$1,600;  tot  mem.,  28,  pd.  full  time  2,  21  voL 

Wattr  Supply — -Src,  wells  k  bay,  1  block  bus. 
cent;  sys.,  pump  to  res.  k  dir.;  res.  cap.,  250  bbls.; 
1  pump,  eng.,  cap.  1,500,000  gals,  day;  wks.  owned 
by   city. 

SUPERIOR,  p.  40,884;  f.  area,  60  a.;  mere, 
bldgs..  stn.,  bk.  k  wd.,  2  to  5  stor.;  priv.,  bk.  k 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
auto,  with  pump,  hoee  k  c.  tank,  1  auto,  tractor  for 
aer.  trk.,  1  auto,  supply  wag.,  1  chief's  auto..  1 
squad  auto.,  2  str..  1  h.  eng.,  16  c.  hand  ex.  (5  in 
reserve),  3  h.  &  1.  trk.,  1  comb.  c.  h.  Sc  I,  trk., 
4  comb.  c.  k  h.  wag.,  1  aer.  trk.,  1  c.  en^.,  1  hose 
wag,,  3  hose  car.,  1  fuel  wag.,  5  exorcise  waur.. 
17  hrs.;  hose,  cot,  rub.  lined,  gd.,  13,000  ft  (in 
reserve,  500  ft.);  f.  al.,  Gamewell,  78  bx.;  val. 
equip.,  $99,644;  val.  bldgs.,  $75,000;  exp.  dept, 
$75,000;   tot.   mem.    57,  pd.   full   time. 

Water  Supply — Src,  wells,  4  m.  bus.  cent;  sys., 
pump  dir.;  2  res.,  cap  1,200,000  gals.;  5  pump, 
eng.,  cap.  day  24,500,000  gals.;  mains,  c.  i.,  68 
m.,  4  to  24  in.  dia.;  »72  hyd.;  440  v.;  6,490 
met.;  6,030  serv. ;  pipe,  lead;  pres,,  dom.  70  lbs., 
f.  120  lbs.;  cons,  day,  2,3S0,000  gals.;  cost, 
$1,243,370;  cost  mtce.,  $64,505;  wks.  owned  by 
Co. 

THERESA,  p.  846;  f.  area,  H  m.  sq.;  bldgs., 
wd.  k  bk.,  I  k  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.: 
causes  of  f.  inv.  F.  dept. — 1  gas.  eng.,  1  hand 
eng.,  12  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1.000  ft;  inf.,  500  ft.;  tot 
hose,  1,500  ft;  f.  aL,  bell;  val.  equip.,  $2,600;  vaL 
bldgs..  $1,600:  exp.  dept,  $500;  tot  mem.,  52  vol. 

Walar  Supply— -Src,  riv.  ft  8  tk.:  cap.  tk.,  260 
bbls.  each;  pump,  eng.,  cap.  1  bbl.  min.;  wks. 
owned  by  city. 

THIENSVILLE,  p  .808;  f.  area,  10  a.;  mere 
bldgs.,  stn.  ft  wd.,  2  stor.;  priv.,  wd..  2  ator. ; 
wd.  rfs.  perm.;  no  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  gas.  eng.,  1  h.  ft  1.  trk.,  1  hose  car., 
hooks,  ftc. ;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  bell;  val.  equip.,  $2,500;  val.  bldgs.,  $5,000: 
exp.   dept,   $100;   tot.   mem.,   &o   vol. 

Watar  Supply — Src,  Milwaukee  riv.  ft  Prigeon 
creek. 

TIQERTON,  p.  728;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  t  area;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  gas. 
eng.,  6  c.  hand  ex.,  1  h.  ft  1.  trk.,  3  hose  car.;  ho^e. 
cot.,  rub.  lined,  gd.,  1,750  ft;  f.  al.,  bell;  val. 
equip.,  $4,500;  exp.  dept,  $25;  tot.  mem.,  40  vol. 

No  waterwka. 

TISCH  MILLS,  p.  100;  f.  area,  10  a.;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — H.  ft  L,  c  hand  ex.,  hose  reels; 
hose,  cot,  rub.  lined,  gd.,  800  ft;  f.  al.,  bell;  val. 
equip.,  $1,000;  vaL  bldgs.,  $250;  exp.  dept,  $26: 
tot  mem.,  18  voL 

Wattr  Supply — Src,  riv.,  surrounds  bus.  cent; 
sys.,  pump;  1  pump,  eng.;  mains,  800  ft,  8  to  4 
in.  dia.;  8  hyd.;  8  val.;  met,  1;  pipe,  iron;  prct.. 


dom.    ISO    lbs.,    f.    180    lbs.:    cort,    $1,250; 
mtce.,  $25;  wkis.  owned  by  village 

TOM  AH,  p.  4,600;  f.  area,  6  blocks;  mere  bldgs., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd.. 
1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — S  e 
eng.,  2  hose  carts,  1  h.  ft  L  trk.;  hose,  cot.  mb. 
lined,  gd.,  2,500  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.. 
$5,000;  vaL  bldgs.,  $5,000;  exp.  dept.,  $850;  tot. 
mem.,  35  voL 

Water  Supply — Src,  wells  ft  creek,  ^  m.  baa. 
cent.;  sys.,  pump  to  sidp.  ft  dir.;  stdp.  ca)<..   50.000 

Sals.:  mat,  bk.  ft  sheet  L;  2  pump,  eng.,  ca|>.  day, 
00.000  gals.;  mains,  c  L,  7Vi  m.,  2  to  8  in.  dia.; 


67  hyd.;  26  v.;  met,  417;  780  serr.;  pipe,  galv.  L; 
pres.,  dom.  76  lbs.,  t  80  Ibe;  oona.  day,  196,000 
gale;  cost,  $60,000;  cost  mtoe,  $5,000;  wka.  ovned 
by  city. 

TOMAHAWK,  p.  2.907;  f.  area,  040  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  sKv.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  cai 
of  f.  inv.  F.  dept. — 1  hose  sleigh,  2  hose 
hose,  cot.,  rub.  lined,  gd.,  1,850  ft;  inf.,  150  ft: 
tot  hose,  2,000  ft.;  f.  al.,  bell  ft  telp.,  25  bx.;  vaL 
equip.,  $1,200;  tot  mem.  25.  pd.  part  time;  ondn. 
rating,  third  clase 

Water  Supply— Src,  spr.,  \k  m.  hue  cent;  sye, 
pump  dir.;  stdp.  cap.,  106,000  nla.,  dim.  20  x  20; 
mat,  wd.;  ree  cap.,  75,000  gua.,  loe  in  cent  of 
city;  2  pump,  enp^.,  class  dup.,  cap.  day  1,500,000 
gals.;  mains,  c  i.,  12^  m.,  2  to  10  in.  dia.;  56 
hyd.;  met,  82;  450  serv.;  pipe,  galv.  L  ft  lead; 
pres.,  dom.  45  lbs.,  f.  185  Iba.;  cona.  day,  OOO.OOf 
gals.;  cost,  $40,000;  cost  mtce.,  $8,800;  wks. 
owned  by  city. 

TOWN  OF  SALEM,  p.  400;  f.  area.  400  a.;  mere 
bldgs..  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  ord.;  causes  of  f.  inv.  F.  dept— -1 
hand  eng.,  4  c  ex.,  1  hose  cart;  hose,  oot.,  ^d.. 
800  ft;  f.  aL,  bell;  tot  mem.,  2  voL;  vaL  eqmp., 
$500. 

Wattr  Supply — Src,  wella. 

TURTLE  LAKE.  p.  442.  f.  area,  60  a.;  mere 
bldg<s.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rft. 
I>erm.  in  f.  area;  fwks.  ft  combt.  ord.;  causes  oi 
f.  inv,  F.  dept — 1  e  eng.,  1  c.  hand  ex..  1  h. 
ft  1.  trk.,  1  hose  reel,  650  ft  hose;  f.  aL,  bell; 
tot.   mem.,   24   vol. 

Water  Supply— Src,  well,  in  bus.  cent:  sys.. 
pump  to  stdp.;  stdp.  cap.,  36,000  gsU.;  1  pump- 
eng.,  cap.  day  3,600  gals.;  mains.  6,500  ft;  4 
to  8  in.  dia.;  IS  hyd.;  9  v.;  pres.,  dom.  ft  f..  As 
lbs.;   cost,   $12,000;   wks.   owned   by   city. 

TWO  RIVERS,  p.  4,860;  f.  area,  1,000  a.;  bldga, 
wd.  ft  bk.;  wd.  rfe  perm.  F.  dept — 2  str.,  1  c 
eng.,  1  h.  ft  L  trk..  1  hose  car.,  8  reels,  fte;  hose, 
cot.,  rub.  lined,  gd.,  6.000  ft;  f.  al.,  bell  ft  wk.; 
val.  equip.,  $8,100;  vaL  bld^e,  $8,000;  exp.  dept, 
$2,600;    tot    mem.,    80   toL;    undn.    rating.   titM 


Wattr  Supply — Src,  lake,  0  blocks  boe 
sys.,  pump  to  stdp.;  stdp.  cap.,  188,000  gals.,  di*. 
16  X  20;  mat,  stl.;  2  pump,  eng.,  data  dvp.,  esp. 
day  1,600.000  gala.;  mains,  e  L,  7  m.,  4  to  12  ia. 
dia.;  78  hyd.;  24  v.;  met,  700;  700  avr.;  p^ 
galv.  L;  pree,  dom.  46  Iba.,  t  100  Ibe;  eoaa.  <^, 
00,000  gala.;  cost,  $65,000;  coat  mtce,  $4,fO0: 
wka.  owned  by  city. 

UNION  GROVE,  p.  616;  f.  area.  170  a.;  merr 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  t 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fv^a.  ft  eoBh«. 
ord.;  causes  of  f.  inv.  F.  dept — 2  boae  car.;  hose, 
oot,  rub.  lined,  gd.,  1,800  ft;  f.  aL,  bell;  vsL 
equip.,  $1,800:  exp.  dept,  $200;  tot  mem.,  11  roL 

Water  Supply— -Src,  wella,  40  rds.  bos.  cent; 
sys..  pump  to  stdp.;  stdp.  cap.,  85,000  gals.;  t 
pump,  eng.,  cap.  day  250i200  gale;  nmioe  c  I. 
2  to  6  in.  dia.;  20  hyd.;  175  serv.;  pipe,  gitlv.  i.. 
pres.,  dom.  ft  f.,  48  lbs.;  cons,  day,  15,000  gals., 
cost,  $12,000;  cost  mtce..  $1,000;  wka.  owned  h« 
priv.    Co. 

VIOLA,  p.  SOO;  f,  area,  160  a.  F.  dept — I  h. 
ft  1.  trk.,  2  hose  carts.  1,000  ft.  hose;  vaL  eq«up-. 
$1,200;  vaL  bldgs.,  $800;  tot.  mem.,   30  vol. 

Water  Supply — Src,  atesian  well,  in  boa.  eeat: 
sjw.,  pump  to  res.;  ree  cap..  68,000  gale;  1  puBp^ 
eng.,  cap.  min.  250  ^ale;  maina,  e  L,  5  m.,  4  to  I 
in.  dia.;  24  hyd.;  pipe,  c  L;  pres..  dom.  ft  f..  9i 
Ibe;  cost.  $11,000;  cost  mtce.,  $600;  wke  omd 
by  village. 
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VIROQUA,  p.  2,069;  f.  area,  400  a.;  bldgs.,  stn., 
bk.  A  wd.,  2  ator.;  wd.  rfa.  penn.;  fwka.  ft  ooxnbt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  h. 
St  1.  trk.,  2  hoae  car.;  hose,  cot.,  rub.  lined,  gd., 
1.500  ft.;  inf.,  500  ft.;  tot.  hoae,  2,000  ft.;  f.  aL, 
bell  ft  wb.;  vaL  equip.,  #2,000;  vaL  bldra.,  9600; 
tot.  mem.,  160  voL;  undrs.  rating,  third  claas. 

Watar  Supply— -Src.,  wella,  8  blocks  bua.  cent.; 
syB.,  pump  to  stdp.;  srdp.  cap.,  165,000  gals.;  dim. 
16  X  110,  mat.  atl.;  2  pump,  eng.,  cap.  day,  379,- 
200  gals.;  mains,  c.  L,  9  dl,  1  to  8  in.  dia.;  29 
hyd.;  85  met.;  pipe,  galtr.  L;  pores.,  dom.  ft  1  47 
lbs.;  cons,  day,  98,000  pJs.;  cost,  |27,662;  cost 
mtce.,  94,065;  wka.  owned  by  city. 

WALWORTH,  p.  900;  f.  area,  50  a.  F.  dept. — 1 
hand  eng.,  2  hose  carts,  1  h.  ft  L  trk.;  val.  equip., 
$2,000;  val.  bidgs.,  $3,000;  exp.  dept.,  975;  tot. 
mem.,  33  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  ays., 
pump  to  6tdp.;  stdp.  cap.,  50,000  gals.;  1  pump. 
eng:.,  cap.  day  115,200  gals.;  mains,  3  m.,  4  to  8 
in.  dia.;  33  hyd.;  16  v.;  76  serv. ;  77  met.;  pres., 
dom.  ft  f.,  55  lbs.;  cons,  day,  8,000  gals.;  cost, 
$18,184;  cost  mtce.,   9750;  wks.  owned  by  city. 

WASHBURN,  p.  8,830;  f.  area,  600  a.;  mere, 
bldgs.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.  F.  dept. — 1  b.  ft  L  trk.,  8  host 
wag.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,000 
ft.;  f.  al.,  elec,  25  bx.;  vaL  equip.,  98,000;  val. 
bldgs.,  910,000;  exp.  dept.,  91t789.92;  tot.  mem., 
32  vol. 

Water  Supply — Src,  lake,  yk  m.  bus.  cent.;  syi., 
pump  to  res.;  res.  cap.,  1,200,000  gals.;  2  pump, 
eng.,  cap.  day  800,0.00  gals.;  mains,  c.  L,  6%  m., 
6  to  12  in.  dia.;  64  hyd.;  met,  1;  420  serv.;  pipe, 
galv.  i.;  pres.,  dom.  80  lbs.,  f.  116  lbs.;  cost,  9186,- 
000;  cost  mtce.,  9^*500;  wks.  owned  by  Co. 

WATERLOO,  p.  1,220;  f.  area,  1,280  a.;  mere, 
bldgs.,  bk.  ft  wd.,  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.: 
wd.  rfs.  perm,  in  f.  area;  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  2  c.  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  wag.,  1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft;  rub.,  gd.,  600  ft;  inf.,  800 
ft.;  tot.  hose,  1,800  ft;  f.  al.,  bell  ft  wh.;  vaL 
«quip.,  98,000;  val.  bldgs.,  96,000;  exp.  dept, 
$300;  tot.  mem.,  80  voL 

Water  Supply — ^Src,  well,  200  ft.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.; 
1  pump,  eng.;  mains,  c.  i.,  4Vi  m.,  6  to  10  in. 
dia.;  34  hyd.:  14  v.;  90  met;  cost,  928,000;  wks. 
owned   by   city. 

WATERFORD,  p.  700;  f.  area,  040  «.;  mere, 
bldffs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area:  fwka.  ft  oombt 
ordL;  causes  of  f.  inv.  F.  dept — 1  nose  cart,  1  h.  ft 
L  trk.;  hose,  cot,  rob.  lined,  gd.,  600  ft;  f.  aL, 
bell;  val.  equip.,  9700;  vaL  udgs..  $1,000;  ezp. 
dept,  $100;  tot  mem.,  40  vol.;  unors.  rating,  flrat 


Watsr  Supply— -Src.,  well,  1  m.  bos.  cent;  srs., 
pump  dir.:  1  pump.  eng..  csp.  day,  86,000  gals.; 
mains,  8%  m.;  42  hyd.;  26  v.;  pres.,  dom.  60  lbs., 
f.  70  lbs.;  cost,  922.000;  cost  mtce.,  9400;  wks. 
owned   tqr   dty. 

WATERTOWN,  p.  8,829;  f.  area,  40  a.;  bldgs., 
wd.,  stn.,  bk.,  2  ft  8  stor.;  wd.  rfs.  perm.:  no  fwks. 
jfc  combt  ord.  F.  dept — 2  str.,  4  c.  band  ex.,  1  h. 
A  1.  trk.,  2  hose  car.,  8  hrs.;  hose,  cot,  rub.  lined, 
ed.,  1,600  ft;  rub.,  gd.,  2,000  ft;  linen,  gd.,  2,000 
Ft;  inf.,  700  ft.;  tot  hose,  6,200  ft.;  f.  al.,  181 
bx.;  vaL  equip.,  917,600;  vaL  bldgs.,  916,000; 
exp.  dept,  92,600;  tot  mem.  91,  pd.  full  .time  6, 
vol.  80;  undrs.  rating,  third  daaa. 

Water  Supply — Src,  8  artesian  wells,  in  bus. 
cent;  sys.,  dir.  ft  pump  to  stdp.;  stdp.  cap.,  150.000 
gals.;   mat,  bk.  ft  iron;   res.   cap.,  860,000  gids.; 

3  pump,  eng.,  claas  horisontal  comp.  dup.  ft  centrif., 
cap.   day,   4,008,000   gaU. ;    mains,    c.    i.,   22^    m., 

4  to  16  in.  dia.;  187  hyd.;  175  v.;  1,356  met; 
1,859  serv.;  pipe,  lead;  pres.,  dom.  80  to  85  lbs., 
f.  00  to  120  Ids.;  cods,  day,  689,865  gals.;  cost, 
$'^25,000;  wks.  owned  by  city. 

WAUKESHA,  p.  8.740;  f.  area,  1,700  a.;  mere. 
bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  wd.,  stn.  ft 
bk.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  oombt 
ord.  F.  dept. — 1  str.,  6  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  4  hrs.;  hose,  cot,  rub.  lined, 
gd.,  8.250  ft.;  f.  al.,  telp.,  28  bx.;  val.  equip.. 
$5,000;  val.  bldgs.,  97,500;  exp.  dept,  98,600; 
tot.  mem.  26.  pd.  full  time  2,  voL  24;  undrs.  rat- 
ing, third  claas. 


Water  Supply — Src,  wd] 
sys.,  pump  to  stdp.;  stdp 
res.  cap.,  800,000  gals.;  4 
trif.,  cap.  day  2,500,000  ga 
6  to  16  in.  dia.;  255  hyd. 
1,976  serv.;  pipe,  wrt.  i.; 
100  lbs.;  cons,  day,  700,00( 
wks.  owned  by  city. 

WAUNAKEE,    p.    660;    t 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft 
ft  wd.,  1  to  8  stor.;  wd.  rfl 
fwks.  ft  combt  ord.;  causes 

1  gas.  eng.,  1  h.  ft  L  trk., 
wag.,  1  hose  reel;  hose,  cot 
ft;  inf.,  500  ft.;  tot  hose, 
val.  equip.,  $8,000;  val.  bldi 
40  vol. 

Water  Supply — Not  reports 

WAUPACA,    p.    2,789;    f. 
iron,  bk.  ft  wd.,  8  stor.;  wd, 
ft  oombt  ord.    F.  dept — 1  • 
ft  1.  trk.,  1  hose  wag.,  %  hose 
rub.  lined,  gd.,  1,600  ft;  n 
200  ft;  tot  hose,  8,200  ft; 
94.500;   val.   bldgs.,  91.200;  fl 
mem.,  80,  pd.  fall  time  1,  : 
fourth  class. 

Water  Supply — Src,  wells 
cent;  sys..  pump  to  res.;  1 
res.  cap.,  282.000  gals.,  loc  < 
cap.  day,  1.000,000  gala.;  ma 

12  in.  dia.;  78  hyd.;  56  v.; 
pipe,  galv.  i.;  pres.,  dom.  55  I 
cost,  972,826;  cost  mtce.,  %\ 
city. 

WAUPUN,  p.  8,862;  bldgs. 
not  perm.  F.  dept — 1  c  enfl 
ft  1.  trk.,  1  hose  wag.,  1  hose 
ft;  vaL  bldgs.,  91>000;  tot  1 
910.00  per  yr.  from  city;  und 

Water  Supply — Src,  wells, 
aya.,  pump  to  res.;  stdp.  cap. 
wd.  ft  oonc;  res.  cap.,  46,000 

2  pump,  eng.,  cap.  day  760,0* 
7 H   m.,  4  to  10  in.  dia.;  1 

frals.   hour:    66  hyd.;  met,   X 
ead  ft  galv.   1.;   pres.,  dom. 
cost,  950,000;  cost  mtce.,  9^ 
city. 

WAUSAU,  p.  16,560;  f.  1 
bldgs..  stn.,  bk..  wd.,  1  to  3 
2  stor.;  wd.  rfs.  not  perm, 
combt.  ord.  F.  dept. — 2  st 
wag.,  1  h.  ft  L  trk.,  1  hose  ' 

13  hrs.;  hose,  cot,  rub.  lined, 
Gamewell,  86  bx.;  a  complete 
with  bx.  ft  telp.  connections, 
947,768;  val.  bldgs.,  924,000 
tot.  mem.  22,  pd.  full  time  2 

Water  Supply — Src,  wells 
sys..  pump  dir.;  stdp.  cap.,  10 
100,000  gals.;  3  pump.  en^. 
9,000,000  gals.;  mains,  c.  1. 
dia.;  270  hyd.;  471  v.;  me 
pipe,  lead;  pres.,  dom.  55  lbs 
cons,  day,  3.000,000  gals.; 
mtce.,  $18,625;  wks.  owned  b 

WAUTOMA,  p.  964;  f.  art 
bk.,  2  stor.;  priv.,  wd.,  1  ft 
perm,  in  f.  area;  fwka.  ft  c 
f.  inv.  <F.  dept — 1  gas.  eng 
hand  ex.,  2  hose  carts;  hose 
1,800  ft;  inf.,  200  ft;  tot 
bell  ft  elec;  val.  equip.,  98,00 
exp.  dept.  9850;  tot  mem.. 

Water  Supply — Not  reportc 

WAUWATOSA,  p.  8.846;  f 
bldgs.,  bk.  ft  wd.;   wd.   rfs. 
hand   ex.,    1   h.   ft  1.   trk.,   1 
rub.  lined,  gd.,   1,500  ft;   f 
9 1.618;  tot.  mem.,  28;  undrs. 

Water  Supply — Src,  well, 
sys.,  pump  to  res.  ft  stdp. 
gals.,  dim.  24  x  80;  mat. 
180,000  gals.,  loc.  near  thf 
class  dup.  comp.,  cap.  day  2 
c.  i.,  17  m..  6  to  12  in.  di 
met,  677;  688  serv.;  pipe,  1 
SO  lbs.,  f.  120  Iba.;  cons,  da 
I    964,000;    cost  mtce.,  92,500 
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WELCOME,  p.  400;  f.  area,  200  a.  F.  dept.— 
1  8tr.,  1,200  ft,  hose;  val.  equip.,  $2,200;  val. 
bides.,  $1,500;  exp.  dept.,  $162;  tot.  mem.,  27  vol. 

Water  Supply — Src,  7  cisterns,  in  bus.  cent.; 
sys.,  dir.  pres*.;  cap.  cisterns,  400  bbls.;  cost, 
$3,000;    cost  mtce.,    $200;    wks.    owned   by   city. 

WEST  ALLIS,  p.  0,645;  f.  area,  12  m.;  mere, 
bldga.,  bk.  &.  wd.,  1  &  2  ator.;  pritr.,  bk.  k  wd., 
1  &  2  stor.;  wd.  rfa.  perm,  m  f.  area;  fwka.  A 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c. 
&  h.  waf.,  12  c.  band  ex.,  1  b.  Ik  1.  trk.,  2  hoae 
wag.,  S  noae  reels,  4  hn.;  hose,  cot.,  rub,  lined, 
gd.,  2,500  ft.;  rub.,  gd.,  250  ft.;  inf.,  1,000  ft.; 
tot  hose,  8,750  ft.;  f.  al.,  telp.  ft  wh.;  val.  equip., 
$11,880;  val.  bldgB.,  $8,000;  exp.  dept,  $5,200; 
tot.  mem.  40,  pd.  full  time  2,  pd.  part  time  1,  voL 
37:  undra.  rating,  first  claas. 

Water  Supply — Src,  from  Milwaukee;  sys.,  dir. 
pres.;  2  pump,  eng.,  class  triplex;  mains,  35  m., 
K  to  12  in.  dia.;  480  hyd.;  350  v.;  1,600  met.; 
1,907  scrv. ;  pipe,  c.  i. ;  pres.,  dora.  5'5  lbs.,  f. 
125  lbs.;  cons,  day,  200,000  gals.;  cost,  $4,000; 
wks.  owned  by  city. 

WEST  BEND,  p.  2,462;  f.  area,  650  a.;  mere, 
bldgs.,  stn.,  bk.  &  wd.,  2  ft  8  stor.:  priv.,  bk.  ft 
wd..  1  to  2^  stor.;  wd.  rfa.  perm,  in  f.  area;  causes 
of  f.  inT.  F.  dept — 2  star.,  5  c  band  ex.,  1  h.  ft 
1.  trk.,  2  bose  car.,  1  hose  wag.,  8  hrs.;  hose,  oot, 
rub.  Imed,  gd.,  2,200  ft;  inf.,  500  ft;  tot  hose, 
2,700  ft;  f.  al..  beiU;  vaL  equip.,  $8,000:  vml.  bldgk. 
$8,500;  exp.  dept,  $600;  tot  mem.,  60,  pd.  part 
time  2,  68  vol. 

Water  Supply^-Src,  well,  8  blocks  bus.  cent; 
ays.,  mv.;  res.  cap.,  60,000  .gals.;  1  pump,  eng., 
cap.  day.  600,000  gala.;  mains,  c.  i.,  6  m.,  4  to 
10  in.  dia.;  60  hyd.;  40  v.;  276  met:  800  senr.; 
pipe,  lead;  pns.,  dom.  ft  f..  40  to  70  lbs.;  oons. 
dsy,  60,000  gala.^  cost,  $44,000;  cost  mtce.,  $1,860; 
wks.  owned  by  city. 

WESTBY,  p.  002;  mere,  bldgs.,  bk.  ft  wd.,  8 
stor.;  priv.,  bk.,  stn.  ft  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes  of  t 
inv.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  c.  hand  ex., 
1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  reel;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  f.  al.,  wh.  ft  bell;  val. 
equip.,  $800;  exp.  dept,  $800;  tot  mem.  18,  pd. 
part  time. 

Water  Supply — Src.,  well,  1  block  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  800,000  gals.,  dim. 
16  X  50;  mat,  stl.;  1  pump,  eng.,  cap.  day  87,200 
gals.;  mains,  c.  i.,  4  m.,  IH  to  8  in.  dia.;  186 
nyd.;  9  v.;  met,  84;  pres.,  dom.  ft  f.,  35  Iba.;  const 
day,  40.000  gals.;  cost,  $8,062;  cost  mtce.,  $117; 
wks.  owned  by  village. 

WESTFIELD,  p.  729;  f.  area,  120  a.;  bldgs.,  S 
ator.,  bk.,  cem.  ft  wd.;  wd.  rfs.  perm.  F.  dept — 1 
hand  eng.,  1  gaa.  eng.,  2  hose  car.,  1  h.  ft  1.  wag.; 
hose,  cot,  gd.,  1,000  ft;  tot  menu,  40  voL;  f.  al., 
bell. 

Water  Supply — Src.  riv,  ft  wella. 

WEST  SALEM,  p.  840;  f.  area,  040  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfa.  perm.;  fwka.  ord.  F.  dept. — 1  comb, 
c.  ft  b.  eng.,  4  c.  ex.,  1  h.  &  1.  trk.,  1  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  inf.,  400  ft; 
tot.  hose,  1,900  ft.;  f.  al..  bell;  val.  equip.,  $l,oOO; 
e-xp.   flept.,   ^3*^4;  tot.   mem.,   36   vol. 

Water  Supply — Src.,  well,  in  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  100,000  prals.;  1  pump, 
eng.,  cap.  day  129,600  gals.;  mams,  c.  i.,  3V& 
m.,  4  to  8  in.  dia.;  35  hyd.;  12  v.;  190  serv.; 
pipe,  galv.  i.;  pres.,  dom.  &  f.  76  lbs.;  cost, 
$15,000;  cost  mtce.,  $418;  wks.  owned  by   city. 

WEYAUWEQA,  p.  967;  f.  area,  16  a.;  mere. 
bldjTS.,  wd.  &  bk.,  1  ft  2  stor.;  priv..  wd.  ft  bk..  1 
&  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  gas.  eng,,  4  c.  hand  ex.,  1  h.  & 
1.  trk.,  3  bose  car.;  hose.  cotL,  rub.  lined,  gd., 
2.100  ft.:  inf.,  500  ft.;  tot.  hose,  »,600  it;  f. 
al..  bell,  6  bx.;  val.  equip..,  $3,000;  val.  bldgs., 
$1,000;   exp.  dept.,  $200;   tot.  mem.,   48  vol. 

Water  Supply — Src,  2  cisterns,  7  wells  ft  Wau- 
paca riv.;  1,000  ft  maina. 


WHITEWATER,  p.  8,224;  f.  axes,  1.200  a.; 
mere,  bldga.,  stn.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.^  bk. 
ft  wd.,  2  ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 2  h.  ft 
1.  trk.,  1  hose  wag.,  8  hose  car.;  hose,  cot,  rdtK 
lined,  gd.,  2,500  ft;  rub.,  gd.,  4,000  ft;  tot  bose, 
6.500  ft.;  f.  al.,  bell;  vaL  equip.,  $8,000;  vaL 
bldgs.,  $6,000;  ekp.  dept,  $860;  tot  mem..  06  v6L 

Water  Supply — Src,  wella;  ays.,  pump  to  stdp.; 
stdp.  cap.,  160,000  gala.;  res.  cap.,  060,000  gala.; 
2  pump,  eng.,  o.p.  day  8,000.000  gala.;  matts,  9 
m.,  6  to  14  in.  dia.;  101  hyd.;  60  v.;  450  serv.; 
pres.,  doDL  70  lbs.,  f.  126  lbs.;  cons,  day,  826,000 
gala.;  cost,  $90,000;  wka.  owned  by  Co. 

WILD  ROSE,  p.  551;  f.  area,  60  a.;  mere  bldga., 
bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfa.  perm,  in  f.  area;  no  fwka.  ft  combt  onL; 
causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  2o  i.  't.ai,'\ 
ex.,  1  h.  ft  1.  trk.;  hose,  cot.,  rub.  lineti,  g.I.,  3'H' 
ft;   f.  al.,  bell;  tot   mem..   30  vol. 

Walsr  Supply — Not  reported. 

WILTON,  p.  600;  f.  area,  40  a.  F.  .lept. — 
2  hose  carta,  1  h.  ft  1.  trk.,  1,000  ft.  bo^e;  val. 
equip.,  $1,000;  val.  bldgs.,  $2,000;  tot  menu,  3^ 
voL 

Water  Supply — Src,  res.,  in  bu^  cent.;  fvs., 
dir.  pres.;  1  pump,  eng.;  13  hyd.;  pres.,  d^'im..  70 
lbs.;  cost,  $11,000;  wks.  owned  by  city. 

WINNECONNE,  p.  040;  f.  area,  900  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1% 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  c  eng.,  12  c  hand  ex.,  1  h.  ft  L  trk., 
1  hoae  car.;  hoae,  cot,  rob.  lined,  000  ft;  inf.,  260 
ft;  tot.  hose.  850  ft;  f.  al.,  bell;  vaL  equip., 
$1,788:  val.  bldgs.,  $1,100;  exp.  dept.  $60;  tot 
mem.,  28  vol. 

Water  Supply — Src,  riv.,  in  bus.  cent;  ays., 
pump  to  res.;  res.  cap.,  30,720  gala.,  loc.  on  Mais 
street;  pump,  eng.;  wka.  owned  by  city. 

WITHEE.     F.  dept  not  reported. 

Water  Supply — Src,  well,  H  m.  bus.  cent;  sys., 
pump  to  atdp.;  stdp.  cap.,  80,000  gala.,  dim.  10  x 
28;  mat,  atl.;  1  pump,  eng.,  cap.  day  144,000 
gals.;  maina,  c  L,  1  m.,  4  to  8  in.  dia.;  11  hyd.; 
7  v.;  pipe,  galv.  L;  prea.,  dom.  46  lbs.;  cooa.  day, 
6,000  gals.;  cost,  $10,000;  cost  mtce.,  $600;  wks. 
owned  by  city. 

WITTENBERG,  p.  1,090;  f.  area,  00  a.;  bmr. 
bldga.,  bk..ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  penn.  in  f.  area;  no  fwka.  ft  ootabt 
ord.;  causes  of  f.  inv.  F.  dept— 4  c.  hand  tx..  1 
h.  ft  1.  trk.,  1  hand  pump,  2  hose  car.;  ho»e.  cot, 
rub.  lined,  gd.,  1,200  ft.;  inf.,  400  ft;  tot  ho-*, 
1,600  ft.;  f.  al.,  bell;  val.  equip..  $2,000:  vsL 
bldgs.,  $1,000;  exp.  dept.,  $200;  tot.  mem.,  i3  xxtL 

No  waterwka. 

WONEWOQ,  p.  789:  bldgs.,  bk.  F.  dept— 6 
c.  hand  ex.,  2  hose  carta,  1  h.  ft  L  trk.;  hose,  1,000 
ft;  f.  al.,  bell;  tot.  mem.,  SO  vol. 

Water  Supply — Src,  well,  *4  m.  bus.  c*nit:  >v>.. 
pump  to  res.;  res.  cap.,  100,000  gal"<.;  1  pump. 
eng.,  cap.  468,000  gals.;  mains,  iron,  2'r.  nu.  4 
to   8    in.    dia.;    21    hyd.;   wks.   owned   bv    citj. 

Places  with  a  population  of  1,000  or  morf>  baling 
no  organised  fire  dept. — Addiaon.  Alder,  Aahippam, 
Brookfield.  Brussels,  Burnett,  Centenille,  Clarno, 
Clifton,  Fulton,  Harmony,  Henrietta,  Hermon,  Hull, 
Lake  Nehagemain,  Lima,  Lincoln,  Hiflin,  Oakland. 
Red  Cedar,  Wyacena. 

Placea  with  a  population  of  1,000  or  more  not 
reported. — ^Albion,  Arena,  Brothertown,  Buena  Tlsta. 
Burke,  Bvron,  Caledonia,  Cato,  Clayton,  Cooptr*- 
town,  Dale,  Eagle  Point,  East  Troy,  F.au  Calle, 
Eden.  Eldorado,  Ellsworth,  Genoa.  Hawthorne, 
Honey  Creek,  Ironton,  'Lamartlne,  Lebanon,  Leroy, 
Linden,  'Lyons,  Manchester,  Melrose,  Muskego,  Nel- 
son, New  Diggina,  Oak  Gro%*e,  Odanah.  Piairie 
Farm,  Pensaukee,  Royalton.  Seneca,  Somere,  Sphng 
Prairie,  Taycheedah,  Trempeleau,  Trimt>elle.  Venon, 
Wayne,  Winchester,  Wiota. 
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iron,  20  m.,  6  in.  dia.;  11  hyd.;  6  v.;  10  met.; 
pipe,  c.  i.;  pres.,  dom.  110  Ibs^  f.  110  Ibc;  ooit 
mtce.,  ft.OOO;  wks.  owned  by  Oo. 

PINC  BLUFF,  p.  246.;  f.  are*,  100  a.  F.  dept— 
J  hose  cart,  2  ooialea;  hole,  cot.,  rub.  lined,  gd., 
600  ft.;  f.  ml.,  bell;  vaL  equip.,  $800;  val.  bldffd., 
9500;   vol. 

Water  Supply — Src,  underflow  near  but.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  60,000  gala.;  dim., 
18  z  28;  mat.,  atL;  1  pump.  tag.,  cap.  day  812,000 
gala.;  maina,  2  m.,  4  to  0  in.  dia.;  mat.,  c.  L:  10 
hyd.;  0  v.;  met.,  28:  pipe,  galv.  L;  prea.,  aom. 
70  to  80  Iba..  f.  80  Iba.:  wka.  owned  by  city. 

POWGLL,  p.  600;  f.  area,  4  biocka.  F.  def>t — 
2  boM  carta,  1,000  ft.  hose;  val.  equip.,  #1,600; 
rol. 

Water  Supply— 6rc.,  rea.;  ays.,  grav.;  1  putnp. 
eng.,  cap.  day  400,000  gala.;  .It5  l|yd.;  prea.,  dom. 
U  i.  00  Iba.;  coat,  96«l,dOO;  wka.  owned  by  city. 

RAWLINS,  p.  4,266;  f.  area,  80  a.:  mere,  bldga., 
•tn.  A  bk.,  1  4e  2  ator.;  priv.,  bk.  k  wo.,  1  ator.;  wd. 
rfa.  penn.  in  f.  area;  fwka.  ft  combt.  ord.;  cauaea 
of  f.  inv.  F.  dept. — 20  c.  hand  ex.,  1  h.  ft  L  trk., 
2  hoae  car.,  0  bra.;  hoae,  cot.,  rub.  lined,  gd., 
2,500  ft;  rub.,  gd.,  800  ft;  inf.,  800  ft;  tot 
hoae,  8,800  ft;  i.  al.,  wh.;  vaL  equip.,  $4,000; 
val.  bldiga.,  $2,000;  exp.  dept,  $600;  tot  mem., 
100  vol. 

Watar  Supply— fire,  wells,  1  m.  bus.  cent.;  ays., 
pump  to  res.;  res.  cap.,  500,000  gals.;  2  pump, 
enff.,  cap.  day  600,000  e^Is.;  mains,  c.  i.  &  stl., 
3%  m.,  4  to  10  in.  dia.;  70  hyd.;  30  v.;  900  serv.; 
pipe,  galv.  i.;  pres.,  dom.  65  lbs.,  f.  125  Ibe.; 
cons,  day,  800,000  gals.;  cost,  $75,000;  cost  mtce., 
$5,000;  wks.  owned  by  city. 

ROCK  SPRINGS,  p.  6,778;  mere,  bldga.,  bk.  ft 
wd.,  1  ft  2  ator.;  prfv.,  wd.,  1  ft  2  ator.;  wd.  rfa. 
not  perm.;  fwka.  ft  combt  ord.  F.  dept — 1  e. 
eng.,  26  c.  hand  ex.,  2  hoae  car.;  hose,  cot,  rub. 
lined,  ffd.,  1,600  ft.;  rub.,  gd.,  600  ft;  tot  hose, 
2,000  ft;  f.  aL,  Gamewell,  12  bx.;  val.  bldga.,  $80,- 
000;  exp.  dept,  $2,000;  tot  mem.,  11  vol 

Water  Supply — Src.  Greefi  riv.,  15  m.  bus.  cent.; 
ays.,  pump  to  res.  ft  dir.;  res.  oap.,  2,000,000 
gala.;    2    pump,    eng.,    cap.    day    2,000,000    gals.; 


mains,  c.  i.,  26  m.,  4  to  8  in.  dia.;  66  hyd.;  119 
v.;  S60  met;  900  serv.;  pipe,  galv.  L;  prea.,  <]om. 
ft  r.  60  to  06  lbs.;  cona.  day,  62*5,000  gals.;  co«t 
$iSOO,000;  coat  mtce.,  $20,000;  wks.  owned  by 
Green  iiiver   Water  Wks.   Co. 


SARATOGA,  p.  667;  mere,  bidgs.,  bk.  ft 
1  to  8  stor.;  priv.,  bk.,  atn.  ft  wd.,  I  ft  S  ator.; 
rfa.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  eai 
of  f.  inv.  F.  dept — 1  c.  eng.,  1  band  pimip  on 
trk.;  hoae,  linen,  gd.,  600  ft;  t  aL,  bell;  vaL 
equip.,   $860;   vol. 

Water   Supply — ^Not  reported. 

SHERIDAN,  p.  8,408;  f.  area.  80  a.;  Udga.. 
bk.  ft  atn.,  1,  2  ft  8  ator.;  wd.  rfa.  not  perm,  om- 
aide  of  f.  area.  F.  dept — 1  c.  eng.,  2  c  hand 
ex.,  8  hra.;  hoae,  cot,  rub.  lined,  gd.,  2,800  ft.; 
f.  aL,  bell  ft  wh.;  vaL  equip.,  $2,500;  TaL  bldga., 
$10,000;  exp.  dept.  $2,400;  tot  mem.  32,  pd.  fall 
time  2. 

Water  Supply — Grav.  qra.;  prea.,  dom.  90  Iba., 
f.  176  Iba.  to  aq.  in.;  wka.  in  conatractioin  coat 
$460,000. 

SUNDANCE,  p.  281;  f.  area,  16  aq.  biocka; 
mere,  bldga.,  wd.  ft  bk.,  1  ator.;  priv.,  wd.,  1  ator.; 
wd.  rfs.  perm. ;  fwka.  ft  combt  ord.  F.  dept. — S 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1.000  ft:  f. 
al.,  triangle;  val.  equip.,  $1,000;  raL  bldga.,  $•*• 
000:  tot  mem.,  26  voL 

Water  Supply— Src,  spr.,  2  m.  bus.  cent;  sy*.. 
grav.;  rea.  cap.,  8,000  bbls.;  pump,  eng.,  cap.  day 
75,000  gala.;  mains,  5  m.,  2  to  6  in.  dia.;  S  byd.; 
1  met;  prea.,  dom.  ft  f.,  45  lbs.;  cons.  dav. 
25,000  gals.;  cost,  $15,000;  cost  mtce.,  $500;  wkk. 
owned   by   city. 

THERMOPOLIS.  p.  1,524;  f.  area,  9  blodBa;  wd. 

rfa.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept — 2  hose  reels;  hose,  cot., 
rub.  lined,  gd..  1.500  ft.;  vaL  equip.,  $300;  vaL 
bldga.,  $350;  exp.  dept,  $25;  rot.  mem.,  20  vol. 

Water  Supply — Src,  Big  Horn  rir.,  1  m.  bis. 
cent;  sys.,  pump,  to  atdp.;  cap.  85,000  gala.;  rea. 
cap.,  86,000  gala.;  2  pump,  eng.,  atm.  ft  elec,  cap. 
day  180.000  gals.;  maina,  wd.  ft  c  L,  6  m.,  4  to 
0  in.  dia.;  24  hyd.;  2%  v.;  coat,  $60,000; 
mtce.,  $1,200;  wka.  owned  by  city. 
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Dominion  of  Canad. 


ALBERTA 


ACM€«  p.   250;  f.  area,  160  a.     F.  dept. — 1   c. 
enff.;  tot.   mem.,  6  vol. 
Water  Supply — Src.,  welte. 

BANFF,  p.  600;  f.  area,  280  a.;  mere  bldgi., 
frame,  1^2  ator.;  priv.,  frame,  1  ft  2  ator.;  wd. 
rfs.  perm,  in  f.  area.  F.  dept. — Bucketa,  paila, 
hand  ex.,  2  hoae  reels;  toL 

Watar  Supply— -Src,  crk.,  10  m.,  bus.  cent.; 
sys.,  grav.;  stdp.  cap..  200,000  gals.;  res.  cap., 
1,000,000  gals.;  mains,  24  m.,  10  to  20  in. 
dia.;  61  hyd.;  12  met.;  pres.,  f.,  100  lbs.;  wks. 
owned  by  city. 

BANKHEAD,  p.  800;  f.  area,  280  a.;  mere, 
bldga.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2 
stor.  F.  dept — Bucketa,  paila,  4  hose  reela.;  hose, 
8,600  ft;  vol. 

Water  Supply — Src,  creek,  near  bua.  cent;  ays., 
pump;  res.  cap.,  15.000  gala.;  1  pump,  eng.,  daaa 
dup.;  pres.,  f.  110  lbs. 

BASSAiNO,  p.  2,D00 ;  f.  area,  800  a.  F.  dept. — 
1  gas.  eng.,  1  c.  eng.,  2,000  ft.  hose;  tot.  mem., 
13  vol. 

Water  Supply — Src,  riv. ;  pump,  eng.,  cap.  day, 
432,000   gaJfS:',  pres.,   65   lbs. 

BLAIRMORE.  p.  2.500;  f.  area,  520  a.  F.  dept 
— ladders,  2  hose  reels,  1,800  ft.  hose;  tot.  mem., 
22,   2   pd.   men,  vol.   20. 

Water    Supply — Src.,    creek;    sys.,    grav.;    pres., 

85  Ibe. 

BLAVIMON,  p.  2,500;  f.  area,  280  a.;  mere, 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  1  hand 
eng.,  2  hose  reels;  hose,  gd.,  500  ft;  f.  al., 
bell;  val.  equip.,  |1,000;  ezp.  dept,  |1,000;  vol. 
Water  Supply — Src,  riv.,  2%,  m.  bus.  cent; 
^  sys.,  grav. ;  2  pump.  eng. ;  mains,  c.  1.,  2  m.,  6  to 
12  in.  dia.;  20  hyd.;  pres.,  dom.  90  lbs.,  f.  90 
lbs.;   cost,   940,000;   wks.   owned  by   city. 

BROOKS,  p.    700;    f.    area,    160   a.      F.   dept. — 
1   c   eng.,   ladders,  hose;  tot.  mem.,  6  vol. 
Water   Supply — Src,   wells. 

CALGARY,  p.  48,704;  f.  area,  48  aq.  m.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  10  stor.;  priv.,  atn.,  bk. 
ft  wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 3  auto, 
pump,  eng.,  1  auio.  c  eng.,  2  auto.  comb,  c  ft  h. 
wag.,  1  auto.  h.  ft  1.  trk.,  1  auto.  aer.  trk.,  8 
airto.  hose  wag.,  2  str.,  2  c  eng.,  14  c.  hand  ex., 
1  h.  ft  1.  trk.,  5  hose  wag.,  1  comb,  c  ft  h.  wag., 
1  aer.  trk.,  21  hrs.;  hose,  cot.,  rub.  lined,  gd., 
18.000  ft.;  f.  al.,  Oamewell,  140  bx.;  val.  equip., 
$178,264;  val.  bldgs.,  $195,600;  tot  mem.,  92. 
pd.   full  time. 

Water  Supply — Src,  Elbow  ft  Bow  Rivs.,  16  m. 
ft  2  m.  bus.  cent;  sys.,  g^rav.  ft  pump  din;  stdp. 
cap.,  100,000  gals.;  dim.,  4'8  x  40;  mat,  stl.; 
rcfi.  cap.,  16,000.000  gals.;  6  pump,  eng.,  class 
dup.,  cap.  day,  25,000,000  gals.;  mains,  c  i.,  179 
m..  4  to  24  in.  dia.;  600  hyd.;  1,500  v.;  met,  200; 
12,200  serv.;  pipe,  galv.  i.;  pres.,  dom.  80  lbs., 
f.  120  to  140  lbs.;  cost,  $3,164,000;  cost  rotce., 
$426,056:   wks.  owned  by  city. 

CAM  ROSE,  p.  1,600;  f.  area,  2,240  a.;  mere, 
bldga.,  bk.  ft  frame,  1  to  8  ator.;  priv.,  frame,  2 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  gas  eng.,  80 
c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  reels;  f.  al., 
telp.;  hose,  gd.,  2,000  ft 

Water   Supply— -Src,   wells,   in  bua.    cent;   sys., 

Eump  dir.;  mains,  wd.,   6   m.,  6  to  8  in.  dia.;   40 
yd.;   cost,   $60,000;   wks.   owned  by  city. 

CARD8T0N,  p.    1,600. 

Water  Supply — Src,  creek,  %  m.  bus.  cent; 
ays.,  pump  dir.;  1  pump,  eng.,  class,  dup.;  pres., 
f.   65  lbs. 


CARSTAIRS,  p.  400;  f.  ar 
c.  eng..  80  c  hand  ex.,  1  h. 
hose,  rub.  Ihied',  g6.,  1,200 
equip.,  $5,000;  val.  bldge., 
50  vol. 

Water  Supply— Src,  2  ( 
gals.,  in  bus.  cent 

CASTOR,  p.   1,600;  f.  «re 

1  c   enfi^M   2  Ihra.;    1,200   ft 
vol. 

Water  Supply — Src,  wells. 

OKAt/VIN,  p.    200;   f.  area 

2  chemicals,  ladder  cadrt,  20( 
12    vol. 

Water  Supply — Src,  wells. 

CLARESHOHUE,  p.  1,20< 
mere  bldgs.,  bk.  ft  frame, 
frame,  2  stor.;  wd.  rfs.  not  p 
ft  combt  ord.;  causes  of  f. 
iMig.,  2.')  c.  Ii:in(l  ex.,  1  h.  iV 
hose,  gd.,  1,500  ft;  f.  al.,  telp 
viil.   Indgs.,   $2,000;  tot.    mcni 

Water    Supply — Src,    creel 
sys.,  pump  dir.;  res.  cap.,  10 
eng.;    mains,   wd.,   6    m. ;    27 
lbs.,  f.  80  lbs.;  cost,  $76,000 

OOOHRANE,  p.  .500;  f.  Sire 
2  chemicals,  ladders,  buckets, 
vol. 

Water  Supply — Src,   spring 

COLEMAN,    p.    2,200;    f. 
bldgs.,   frame,    2   stor.;   priv., 
wd.    rfs.    perm,    in   f.    area;    f 
causes  of  f.  inv.     F.  dept. — 1 
8  hose  reels;  hose,  gd.,  600  1 
hose,    1,100    ft;    vaL    equip., 
$4,000;  exp.  dept,  $400;  tot 

Water  Supply — Src,  creek, 
sys.,  grav.;  res.  cap.,  1,800,0( 
2H  m.,  4  to  8  in.  dia.;  7  h; 
f.  140  lbs.;  cost,  $80,000;  co 
owned  by  dty. 

OORMANQAY,  p,  400;  f.  at 
— 1    hose   cart.    600    ft.    hose; 

Water  Supply — Src.  riv.;  i 
000  gals.;   pres.,    75   lbs. 

OORONAITION,  p.    1,200;   f 
dept — 1   c  eng.,  ladders,  100 
No  waterwks. 

DAYSLAND,  p.  500;  f.  i 
bldgs.,  frame,  1  ft  2  stor.; 
stor.;  wd.  rfs.  perm,  in  f.  a: 
ord.;  causes  of  f.  inv.  F.  dep 
eng.,  1  b.  ft  1.  trk.,  2  hose  rec 
equip.,  $4,100;  val.  bldgs., 
$200;  vol. 

Water  Supply — Src,  wells, 
pump  dir.;  1  pump,  eng.;  1  c 

DIDSBURY,  p.  1,000;  f.  \ 
bldgs.,  frame,  1  ft  2  stor.;  pri 
wd.  rfs.  perm,  in  f.  area;  f^ 
causes  of  f.  inv.  F.  dept. — 2 
ex.,  1  h.  ft  1.  trk.,  1  comb,  h 
200  ft;  f.  al.,  bell;  vaL  equip 
$500;  vol. 

Water   Supply — Src,   wells. 

EDMONTON,  p.  i53.3«S;  f.  a 
bldgs..  bk.  ft  cone,  2  to  .10  st 
2  ft  $  stor.;  wd.  rfs.  not  pen 
ft  combt.  ord.;  causes  of  f.  inv 
6  c  eng.,  -42  c.  hand  ex.,  8  1 
h.  ft  1.  trk.,  1  aer.  trk.,  •5  i 
wag.,  4  auto.  comb,  hose  ft  p 
auto.,  1  district  chief's  auto, 
hrs.;  hoae,  cot.,  rub.  lined,  gd 
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Ckmewell,  il4S  bx.;  ml.  equip.,  $2&4,S11;  val. 
bldgs.,  $206,^i7;  tot.  mem.  80,  pd.  full  time; 
undrs.  rating,  flret  class. 

Water  Supply — Src,  Saskatchewan  rlv.,  IH  m* 
liiiM.  cent.;  ays.,  pump  dir.  to  mains;  ren.  cap., 
500,000  gals.;  7  pump,  eng.,  cap.  day  29,000,000 
galti. ;  mains,  c.  i.,  stl.  &  wd.,  l&o  m.,  4  to  30  in. 
dia.;  790  hyd.;  1,400  v.:  7,340  met.;  10,620 
8erv. ;  pipe,  I«ad  it  galv.  i. ;  pret*.,  dom.  40  lbs.,  f.  . 
80  lbs.;  cone.  da>'.  4,750,000  gals.;  cost.  $2,«500,- 
000;   cost  mtce.,   $d.~),000;   wks.  owned  by   city. 

EXSHAW,  p.  600;  f.  area,  150  a.;  mere,  bldgs., 
stl.  A  iron,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor. 
F.  dept. — Buckets,  ladders;  hose,  gd.,  150  ft.;  voL 

Water  Supply — Src,  riv.,  near  bus.  cent.;  sys., 
grav.;  2  pump.  ehg.\  16  hyd.;  pres.,  f.  100  lbs. 

FORT  SASKATCHEWAN,  p.  782;  mere  bldgs., 
bk.,  stn.  ft  wd.,  1  to  4  stor.;  priv.,  bk.,  stn.  ft  wd., 
1  to  3  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combL  ord.;  causes  of  f.  inv.  F.  dept. — 1  gasoline 
eng.,  h.  ft  1.  trk.,  6  c  hand  ex.,  2  hose  reels;  hose, 
cot,  rub.  lined,  sd.,  1,600  ft.;  rub.,  gd.,  900  ft.; 
tot.  hose,  2,500  ft.;  f.  al.,  bell  ft  telp.;  val  equip., 
96,000;  val.  bldgs.,  $6,000;  tot.  mem.  85,  pd.  full 
time  1,  vol.    3-4. 

Water  Supply — Src.,  riv.  ft  tk.,  250  yds.  bus. 
cent.;  sys.,  pump  dir.;  9  res.,  cap.  8,000  gals, 
each,  distributed  throughout  the  town. 

FRANK,  p.  1,000;  f.  area,  960  a.;  mere,  bldgs., 
frame,  2  stor.;  priv.,  frame,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  c.  eng.,  2  hose 
reels;  hose,  gd.,  1,500  ft.;  val.  equip.,  $1,500; 
val.  bldgs.,  $1,500:  tot.  mem.,  12  voL 

Water  Supply — Src,  riv.,  near  bus.  cent.;  sys., 
pump  dir.;  mains,  wd.;  pres.,  f.  60  lbs.;  cost, 
$15,000;  wks.  owned  by  Co. 

QLEICHEN,  p.  750;  f.  area,  250  a.;  mere, 
bldgs.,  frame,  2  stor.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c.  eng.,  5  c  hand 
ex.;  vol. 

HARDISTY,  p.  500.  F.  dept. — 2  c.  eng.;  tot. 
mem.,    1 2   n-oI. 

Water  Supply — Src..  wells. 

HIGH  RIVER,  p.  1,182;  f.  area,  68  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  3  stor.;  priv.,  bk.  ft 
wd.,  1  k  2  stor.;  wd.  rfs.  not  perm,  in  f.  area.  F. 
dept. — ^1  gds.  enaf.,  h.  &  1.  trk.,  6  c.  hand  ex.,  1  hose 
wag.,  2  hose  reel-*,  2  hrs. ;  hose,  rub.  lined,  gd., 
2,r>00  ft.;  inf.,  500  ft.;  tot.  hose,  3,000  ft.;  f.  al., 
bell;  val.  equip.,  $7,000;  val.  bldgs.,  $12,000; 
e.\p.  dept.,  $S00;  tot.  mem.  20,  pd.  full  time  10, 
vol.    10. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
pump  to  stdp. ;  stdp.  cap.,  180,000  gal?.;  1  pump, 
eng.,  cap.  day  1,296,000  gale.;  mains,  c  i.,  11.- 
535  ft.,  6  to  10  in.  dia.;  v>res.,  dom.  40  lbs.,  f. 
120   lbs.;   cost  mtce.,   $3,600;  wks.   owned   by   city. 

INNISFAIL,  p.  900;  f.  area.  800  a.;  mere  bldgs., 
frame,  1  ft  2  stor.;  priv.,  frame,  1ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  gas.  eng.,  1  2-cyl. 
c.  eng.,  1  h.  ft  1.  trk.;  f.  al.,  bell;  val.  equip., 
$3,000;  exp.  dept,  $4,000;  tot.  mem.  32,  pd. 
part  time  2,  vol.  80. 

Water  Supply — Src,  weUs. 

JASPER,  p.  250;  f.  area,  46  a.  F.  dept. — 1  o. 
eng.,  2  hrs.;  val.  equip.,  $1,600;  val.  bldgis.,  $1,500 : 
vol. 

Water  Supply— Src,  lake;  svs.,  g^v.;  pres.,  dom-t 
40  lbs.:  cost,  $22,000;  wks.  owned  by  C.  T.  P.  Ry. 

LACOMBE,    p.    1,029.     F.    dept. — Not    reported. 

Water  Supply — Src,  deep  well,  at  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.; 
dim.,  12  X  20;  mat.,  wd. ;  2  pump,  eng.,  class 
single  acting,  cap.  dav  30,000  gals.;  pres.,  f.  100 
lbs.;  wks.  owned  by  city. 

LEDUC,  p.  550;  f.  area,  1,440  a.;  mere,  bldgs., 
frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c  eng.,  1  h.  ft  1.  trk.,  2 
hose  reels;  hose,  gd.,  1,200  ft;  inf.,  1,000  ft;  tot. 
hose,  2.200  ft.;  f.  al.,  telp.;  val.  equip.,  $1,000; 
val.  bldgs.,  $3,500;  exp.  dept,  $900;  tot.  mem. 
26,  pd.   full  time  1,  vol.   25. 

water  Supply — ^Src,  wells,  1-3  m.  bus.  cent; 
sys..  pump  dir.;  res.  cap.,  1,000,000  gals.;  1  pump, 
eng. 


LET4HBRIDGE,  p.  8,050;  f.  area.  6.700  a.;  mere, 
bldgs..  bk.,  stn.  ft  wd.,  2  to  5  stor.;  wd.  rfs. 
not  perm.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb,  c  ft  h.  wag.,  1  str.,  2  hose  wag.,  S  e.  eng., 
6  hand  ex.,   2   hand  pumpe.    1   h.  ft  L   trk.;  hose, 

fd.,  5,000  ft.;  f.  al.,  Oamewell,  87  bx.;  vaL  equip., 
35,000;    val.    bldgs.,    $54,000;    exp.    dept.    $81,- 
000;  tot  mem.  18,  pd.  full  time,  16,  voL  2. 

Water  Supply — Src,  Belly  riv.,  1%  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap..  038,000 
gals.;  2  pump,  eng.,  cap.  4,282,000  gklk;  mains, 
22^  m.,  4  to  12  in.  dU.;  180  hyd.;  1,500  serr.; 
pres.,   dom.    40  lbs.,  f.   93   lbs.;   cons,  day,   1,000,- 

000  gals.;  wks.  owned  by  dty. 

LILLE,  p.  400;  f.  area,  100  a.;  mere  bldgs., 
frame,  1  ft  2  stor.;  priv.,  frame.  1  ft  S  stor.; 
wd.  rfs.  perm,  in  f.  area.     F.  dept — buckets.  paJls, 

1  hose  reel;   hose,  gd.,   600   ft 

Water   Supply — Src,    riv.,    200   ft   bus.   cent 

LLOYDMINSTER,  p.  400;  f.  area,  640  a.;  mere, 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  24  c  bsnd 
ex.,  1  aer.  trk.,  1  h.  ft  L  trk.;  f.  aL,  telp.;  vaL 
equip.,  1,800;  val.  bldgs.,  $600;  exp.  dept,  $300: 
tot   mem..    12  vol. 

Water    Supply — Src,    wells,    near    bus.    cent 

LOUGHEED,  p.  300;  f.  area,  320  a.     F.  dept.— 

2  c.   eng. 

Water  Supply — Src,  wells. 

MACLEOD,  p.  1.S44;  f.  area,  960  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  3  stor.;  priv.,  wd.,  1  to 
2  stor.;  wd.  ris.  not  pernl.  in  f.  area;  fwks.  ft 
combt  ord.  F.  dept. — 1  c  eng.,  1  h.  ft  L  tik., 
2  hose  reels,  1  comb,  c  ft  h.  wag.;  bose,  cot, 
rub.  lined,  gd.,  2,500  ft;  rub.,  gd.,  100  ft;  tot 
hose,  2,600  ft;  f.  al.,  telp.;  val.  equip...  $8,700; 
vaL  bldgs..  $2,500;  exp.  dept,  $4,000;  tot  mem. 
17.  pd.  full  time  1,  vol.  16. 

Water  Supply — Src,  riv.;  sys.,  pimip  dir.;  res. 
cap.,    125,000    gala.;    2    pump,    eng.,    cap.    1,100.- 

000  gals,  each;  mains,  c  L,  8  m.,  4  to  8  in.  dia.; 
53  hyd.;  500  ser\\;  pres.,  dom.  50  lbs.,  f.  100 
lbs.;  cons,  day,  450,000  gals.;  cost.  $120,000; 
wks.  owned  by  city, 

MAORATH,  p.  1,500;  f.  area,  600  a.;  mere 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame.  1  ft  2 
stor.;  wd.  ris.  perm,  in  f.  area.  F.  d^t — 10 
c  hand  ex.;  f.  al.,  belL 

Water  Supply — Src,  wells. 

MEDICINE  HAT,  p.  5.003;  f.  area,  4.000;  a.; 
mere   blgds.,  bk.,    1   to  6   stor.;   priv.,  wd.  ft  bk., 

1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1 
comb,  c  ft  ladder  wag.,  1  auto.  comb.  pump.  eng. 
ft  hose  wag.,   1   auto.   aer.  h.  ft  1.  trk.,   1  c  eng., 

2  hose  carts,  8  hrs.;  hose,  cot,  rub.  lined,  fa., 
4,500  ft;  f.  aL,  elec,  13  bx.;  vaL  eqois.,  $»0,- 
000;  vaL  bldgs.,  $25,000;  exp.  dept,  $25,000; 
tot  mem.  80,  pd.  full  time  10,  20  voL 

Water  Supply — Src,  Saakatchewan  riv.,  ^  m. 
bus.  cent;  sys.,  dir.  ft  pump  to  stdp.;  stdp.  cap., 
500,000  gals.;  dim.,  35  x  75;  mat,  stl.;  8  pump^ 
eng.,  cap.  day  1,725,000  gals.;  mains,  wd.  ft  iron, 
24  m.,  4  to  10  in.  dia.;  195  hyd.;  2,000  serv.; 
pipe,  wd.  ft  iron;  pres.,  dom.  SO  to  70  lbs.,  f.  50 
to  90  lbs.;  cons,  day,  850,000  gals.;  cost,  $216,- 
650;  cost  mtce.,  $28,700;  wks.  owned  by  city. 

MORINVILLE,  p.  600;  f.  area,  200  a.;  mere 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame.  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — -  c. 
eng.,  60  gals.;  vol. 

Water  supply — Src,  wells. 

MORSE,    p.    900;    f.    area,    400    a.       F.    dept — 
1  gas.  eng.,  hrs.,  1,500  ft.  hose;  to(.  mem.,  15  «-t^l. 
Water  Supply — Src.  wells. 

NANTON,  p.  571;  f.  area.  920  a.;  mere  bldgs.. 
bk.  ft  wd.,  1  ft  2  stor.;  upriv.,  bk.  ft  wd..  1  ft  2 
stor.;  wd.  ris.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  c  eng..  80  e 
hand  ex.,  1  hand  eng.,  1  hose  wag.;  bomt.  cot, 
rub.  lined,  gd..  1,000  ft.:  val.  equip.,  $2,000; 
val.   bldgs.,   $1,500;   tot   mem..   18   toL 

Water  Supply — Src.  wells. 

OKOTOKS,  p.  576;  f.  area,  820  a.;  mere  bldgs.. 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  ris.  perm,  in  f.  area;  fwka.  ft  eonibt 
ord.;  causes  of  f.  inv.  F.  dept — 3  c  eng.,  10  e 
hand  ex.,  ladders,  buckets;  vaC  equip.,  $1,200;  voL 

No  waterwks. 
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OLDS,  p.  1,100;  f.  area,  800  a.;  mere  bldga., 
bk.  &,  wd.,  2  ator.;  priv..  bk.  &  wd.,  2  scor.;  wd. 
tU.  perm,  in  f.  area;  tvfka.  &  combi.  ord. ;  causes 
of  f.  inv.  F.  dcpt. — 1  c  eng.,  6  c.  hand  ex.,  2 
bose  reels,  2  hrs.,  ladders;  f.  al.,  bell;  val.  equip., 
$2,000;  val.  bldgs.,  $8,000;  exp.  dept.,  $400;  tot. 
mem.  15G,  pd.  full  time  2,  pd.  part  time  4,  vol. 
150. 

PINCHER    CREEK,   p.    1.0S7;    f.    area,    %    m.; 

mere,  bldga.,  bk.,  atn.  9l  wd.,  1  to  8  stor.;  priv., 
bk.,  atn.  A  wd.,  1  to  8  ator.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  A  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  b.  k  1.  trk.,  50  c.  band  ex.,  2  bose 
reels;  hose,  cot.,  rub.  lined,  gd.,  1,100  ft;  inf., 
300  ft.;  tot.  hose,  1,400  ft.;  f.  al.,  bell;  val. 
equip.,  $2,o>oO;  val.  bldgs.,  $1,400;  exp.  dept., 
$700;  tot.  mem.  20,  pd.  part  time  3,  vol.  17. 

Water  Supply — ^rc,  mountain  strm.  it  res.,  2  m. 

bus.   cent.;   sya.,  grav.;   mains,   wd.,    5  m.,   2   to  8 

'  in.  dia.;  27  hyd.;  29  v.;  met.:  859  serv.;  pipe,  wd., 

wire-bound;   pres.,    dom.    57   lbs.,    f.    63    lbs.;    cost 

mtce.,  $1,S00;  wks.  owned  by  priv.  Co, 

PONOKA,  p.  600;  f.  area,  640  a.;  mere,  bldgs., 
frame,  1  at  2  stor.;  priv.,  frame,  1  ft  2  stor.;  wd. 
rfa.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  c.  eng.,  1  h.  ft  1.  trk.,  1 
hose  wag.,  1  hose  reel;  hose,  gd.,  1,000  ft;  f.  aL, 
bell;  val.  equip.,  $8,600;  tot  mem.,  20  vol. 

Water  Supply— ^rc,  wells,  near  bus.  cent 

PROVOST,  p.  450;  f.  area,  800  a.;  mere  bldgs., 
frame,  1  ft  2  scor.;  priv.,  frame,  1  ft  2  ator.;  wd.  rfa. 
perm,  in  f.  area.  F.  dept. — 2  c  eng.,  20  c.  hand 
ex.,  ladders,  buckets,  1  bose  reel;  hose,  gd.,  200 
ft;   val.    equip.,    $850;   val.   bldgs.,    $500;    vol. 

Water  Supply — Src,  wella. 

RAYMOND,  p.  2,000;  f.  area,  600  a.;  mere, 
bldgs.,  frame,  1  to  3  stor.;  priv.,  frame,  1  ft  2 
stor.     F.   dept. — 1   c.   eng.,   45   gala.;   voL 

Water  Supply — Src.,  spr.  ft  well,  1  m.  bus. 
cent.;  sys.,  pump  dir.;  res.  cap.,  8^0,000  gals.;  1 
pump,  eng.,  cap.  day,  125,000  gals.;  mains,  wd.,  6 
m.,  6  to  12  in.  dia.;  4  hyd.;  70  v.;  200  serv.; 
pipe,  galv.  i.;  pres.,  dom.  ft  f.  50  lbs.;  cons,  day, 
100,000  gals.;  cost,  $40,000;  cost  mtce.,  $2,400; 
wks.  owned  by  city. 

RED  DEER,  p.  2,118;  f.  area,  800  a.;  mere, 
bldga.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.  ft  bk., 
1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  c. 
eng.,  12  c.  hand  ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  2 
hose  car.,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft;  rub.,  gd.,  100  ft;  inf.,  150  ft;  tot  hose,  2,250 
ft;  f.  a\.,  wh.,  bell  ft  telp.;  val.  equip.,  $5,500; 
val.  bldgs.,  $5,000;  exp.  dept,  $4,515;  tot  mem., 
27,  pd.  full  time  3,  vol.  24;  undrs.  rating,  second 
class. 

Water  Supply — Src,  Red  Deer  riv.,  1  m.  bus. 
cent;  sya.,  dir.  pres.;  res.  cap.,  unlimited;  2  pump, 
eng.,  daaa  dup.,  cap.  day  2,000,000  gala.;  maina, 
4  m..  3  to  10  in.  dia.;  mat.,  iron  ft  wd.;  35  hyd.; 
100  v.;  met,  3;  305  serv.;  pipe,  galv.  i.;  pres., 
dom.  35  lbs.,  f.  120  lbs.;  cost,  $94,889;  cost 
mtce.,   $8,264;   wks.  owned  by  city. 

ST.  ALBERT,  p.  900;  f.  area,  1,280  a.;  mere, 
bldgs.,  frame,  2  ator.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  P.  dept. — 2  c.  eng., 
10  c.  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.;  hose, 
gd.,  800  ft;  f.  al.,  bell;  val.  equip.,  $1,000;  vaL 
bldga.,  $800;  tot  mem.,  10  voL 

Water  Supply — Src,  riv.   ft  wells. 

SEDGEWICK,  p.  800;  f.  area,  50  a.;  mere, 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — 2  c. 
eng.,  60  gals.,  4  ladders,  bucketa;  hose,  gd.,  600 
ft;  val.  equip.,  $1,800;  val.  bldgs.,  $2,500;  exp. 
dept.,  $200;  tot.  mem.,  22  vol. 

Water  Supply — Src.,  well,  in  bus.  cent. 

STETTLER,  p.  1,444;  f.  area,  2,400  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  3  stor.;  priv.,  bk., 
stn.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1   c.   eng.,    1    h.   ft  1.   trk.,   20    c.   hand   ex.. 


1  aer.  trk.,  1  gasoline  eng., 
rub.  lined,  gd.,  2,000  ft; 
$5,825;    val    bldgs.,    $2*,00 
tot  mem.   17,  pd.  full  time 

Water  Supply — Src,  w€ 
qrs.,  grav.;  stdp.  cap.,  50 
22  ft;  rea.  cap.,  50,000 
cap.  day  720,000  gals.;  i 
6  to  10  in.  dia.;  12  hyd.; 
c  1.;  cons,  day,  160,000 
wks.  owned  by  town. 

STONEY  PLAINS,  p.  i 
mere  bldgs.,  frame,  1  ft  2 

2  scor.;   wd.   rfs.   perm,   in 
c.  hand  ex.,  1  c.  eng.,  1  wat 
val.   equip.,   $600. 

Water  Supply — Src,  crk. 

STRATHCONA.     ConaoUc 

TABER,  p.  1,400;  f.  aref 
bk.,  atn.  ft  wd.,  2  to  8  al 
stor.;  wd.  rfs.  not  perm,  in 
ord.;  causes  of  f.  inv.  F.  d 
wag.,  1  hand  eng.;  hoae.  rul 
f.  al.,  bell;  vaL  equip.,  $4,6 

Water  Supply-— Src,  Bellj 
aya.,  pump  to  atdp.;  atdp.  & 
20  X  80  ft;  mat,  atL;  ma 
6  to  10  in.  dia.;  82  hyd. 
serv.:  pipe,  c  i.  ft  wd.;  j 
75  lbs.;  cons,  day,  210,00C 
cost  mtce.,  $3,000;  wks.  o\ 

TOFIELO,  p.  528;  f.  area 
bk.  ft  wd.,  1  ft  2  ator.;  prii 
wd.  rfa.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept- 
rub.  lined,  gd.,  200  ft;  n 
hose.  400  ft;  f.  al.,  bell;  vi 
bldga.,  $3,600;  exp.  dept, 
voL 

Water    Supply — Not    repo; 

VEQREVILLE,  p.    1,000; 
bldga.,   frame,    1   ft    2    stor.; 
stor.;  wd.  rfs.  perm,  in  f.   a 
eng.,  16  c.  hand  ex.,  buckets 
hose,   gd,    2,800    ft. 

Water  Supply — Src,  tk., 
50,000  gala. 

VERMILLION,  p.    900;   f. 
bldgs.,   frame,    1    ft    2   stor.; 
stor.;    wd.    rfs.    perm,    in   f. 
ft  1.  trk.,   10  c  hand  ex.,  4 
2,000    ft;    inf.,    100    ft;    to 
al.,  telp.;  val.   equip.,  $4,00C 
exp.  dept,  $400;  tot.  mem., 

WAINWRIGHT.  p.   1,000; 
bldgs.,   bk.   ft    wd.,    2    stor.; 
wd.  rfs.   perm,  in   f.  area;   no 
causes  of  f.  inv.     F,  dept. — 1 

1  h.  ft  1.  trk.,  2  hose  reels,  i 
lined,  gd.,  1.800  ft.;  inf.,  10 
ft;  f.  al.,  bell;  val.  equip., 
$500;  tot.  mem.,  20  vol. 

WETASKIWIN,  p.    2,411; 
bldgs.,   bk.  ft  wd.,   1    to  3  at 

2  stor.;  wd.  rfs.  not  perm, 
combt.  ord.;  causes  of  f.  in 
1  hand  c.  eng.,  15  c.  hand  < 
hose  wag.,  3  hose  reels,  1  bar 
cot,  rub.  lined,  gd.,  1,750  fi 
hose,  2,200  ft;  f.  al.,  telp.; 
val.  bldgs.,  $5,000;  exp.  dept 
16,   pd.  full  time  2,  vol.   14. 

Water  Supply — Src,  S  di 
bus.  cent;  ays.,  pump  to  stc 
000  gals.;  dim.,  2S  x  24  f, 
cone;  res.  cap.,  212,000  g 
cap.  day,  4,320,000  gals.;  mt 
to  10  in.  dia.;  51  hyd.;  64 
serv.;  pipe,  lead  ft  galv.  i. ;  ] 
lbs.,  f.  100  lbs.;  cons,  dav, 
$118,610;  cost  mice.,  $7,2 
city. 
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ALBERNI,  p.   800;  f.  area,  1,60 
2  hose  cartB,  1  h.  ft  L  tric.»  c.  hv 
rub.  liDed,  gd..  1,000  ft.;  f.  al.,       I 
SI, 800;    yaL    bldga.,    $2,000;    to 
part  time;  undn.  ratiDg,  fourth        i 

Water  Supply — «ic.,  crk.,  3  i 
grav.;    res.    cap.,    100,000    gals.: 
4    to  10   in.  dia.;    IS   hyd.;   3   v 
8r»    lbs.;    cost,    $50,000;    cost 
ovne<l  by  city. 

ASHCROFT,  p.    1,000.      F. 
ft.  hose;  tot.  mem.,  12  vol. 
Water  Supply— Src,  riv.;  i 

ATLIN.  p.   200;  f.   area,  5 
c.    ex.,    1    pump;    val.    equip  i 

$200:   vol. 

Water  Supply— Not   repo 

BURNABY,   p.    15,000;  ! 

de}»t. — Not    reported. 

Water  Supply — Src.»  m 
8  res.  k  atdp.;  mains,  stl. 
v.;  2,200  serv.;  prea.,  don  < 

cost  mtoe.,  $4,000;  wks.  i 

CHILLIWACK,    p.    2,( 
dcpu — 4  hand  ex.,  2  ha 
1  h.  &  1.  trk. ;  hose,  3,2 
val.  bldgs.,   $5,000;  ex 
27.   pd.    part    time. 

Water  Supply — Src. 
'^ys.,  grav. ;  1  pump,  e 
35  hyd.;  935  acrv.;  n 
prea.,    dom.    k    f.,    7' 
mtce.,  $3,500;  wks. 

CORBIN,  p.    800; 
wd.,  1  Ji  2  Btor.;  pr 
in  f.   area;   no   fwli 
Inv.     F.  dept. — 1  * 
gd.,   1,850  ft.:   f.  t 

Water  Supply — 
cent.;  ays.,  grav.; 

10    in.   dia.;    18  i 

dom.   70   to  135 
000;  wka.  owne< 

CRANBROOK 

Water  Supply  * 

bus.   cent.;  ays.  < 

maina,  wd.;   34 
dom.   90  Iba., 
owned  by  city 

CRESTON. 

Water  Sup 
cent.;  ays.,  {  » 

wd.,  8  m.,  i  i 

galv.  i.;  pre 
Iba. ;   coat, 
by  priv.  C( 

CUMSEf 
— 6   hand 
etc..  i.oor 
$1,000;    ' 

Water 
dir.  prer 
lbs.;  CO?  I 

DUNr 
Ice 
trk.,   3 
vol. 
•Wa< 

ED 

Wr 
sys., 
gals 
purr 
mai 
pip  ! 

COf 


bl 

s' 
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bell;    val! 
exp.    dept., 

1    w.    bus. 

hyd.;    500 

;   cost,   $60,- 

640   a.      F. 


Water  Supply — Src,  riv.;  sys.,  grav.;  26  hyd.; 
mains,  6  to  10  in.  dia.;  pres.,  dom.  84  lbs.,  f.  1120 
lbs.;  cost,  $40,000;  wks.  owned  by  city. 

KELOWNA,  p.  2.000;  f.  srei^  80  a.     F.  dept.— 

4  hose  reels,  2.S00  ft.  hose;  bell  al.;  val.  equip., 
$5,200;  TaL  bldg«.,  $2,000;  tot.  mem.,  20  vol. 
Water  Supply — Src,  lake,  %  m.  bus.  cent.; 
sys.,  dir.  pres.;  2  pump,  eng.,  class  dup.,  cap.  dav 
52,000  gals.;  mains,  c.  i.,  141^  m.,  4  to  10  in. 
dia.;  44  hyd.;  66  v.;  465  serv.;  275  met.;  ures., 
dom.  .50  !»)«..  f.  120  lbs.;  cost,  $57,000;  cost 
mtce.,    $2,000;    wka.    owned    by    municipality. 

KERRISDALE,  p.  10.500;  f.  area.  12.000  a.;  mere, 
bldgs.,  bk.  A  wd..  1  A  2  ator.;  pri?.,  bk.  A  wd.,  1 
«  2  ator.;  wd.  ifs.  perm,  in  f,  area;  fwka.  k  combt 
wd.;  causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  c 
&  hose  wag.,  1  c  eng.,  1  ohiefs  car.,  6  hand 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  4,600  ft.; 
cot..  200  ft;  tot.  hows,  4.700  ft;  f.  al..  beH; 
▼al.  eouip.,  $25,000;  Tal.  bldgs.,  $6,000;  en), 
dept,  $12,000;  tot  mem..  10.  pd.  part  time. 

Water  Supply — Src,  creeks.  «  m.  bus.  cent;  sys.. 
grav.;  res,  cap.,  3,000,000  gals.;  mains,  stl.,  1.125 
m..  4  to  25  in.  dia.;  400  hyd.;  1,460  v.;  2,260 
serv.;  1,870  met;  pipe,  ealv.  i.;  pres.,  dom.  A  f. 
30  to  150  lbs.;  cons,  day,  750,000  gals.;  cost 
mtce.,    $10,000;   wks.  owned  by  municipality. 

LADYSMITH,  p.  8,000.     F.  dept — 3  hose  carts; 
hoBe,    rub.    lined,    gd.,    2.500    ft.;    f.    al 
eouip.,     $1,700;    val.    bldgs..    $1,000; 
$500;   tot   mem.,    13   vol. 

Water  Supply — Src,  Stocking  Lake, 
cent.;  sys.,  grav.;  mains,  15  m.;  13 
sen-.;  pre«.,  dom.  IQO  lbs.,  f.  150  lbs.; 
000;   wks.   owned   by   priv.   Co. 

MISSION   CITY,   p.    1.800;    f. 
dept. — 1    c.    eng. 

-«^?*"'  Supply— Src.  creek;  sys.,  grav.;  pres., 
60    lbs. 

MOYIE.     F.    dept — ^Not   reported. 

Water  Supply — Src,  Campbell  Creek,  %  m. 
bus.  cent;  sys.,  grav.;  res.  cap.,  100,000  gals.; 
mains,  c  i.,  2  m.,  2  to  6  in.  dia.;  10  hyd.;  pipe, 
iron;  pres.,  dom.  90  lbs.,  f.  90  lbs.;  cost,  $19,000; 
cost  mtce.,  $1,000;  wks.  owned  by  priv.  Co. 

^.!*^^^l^^'  P-  8.168;  f.  area.  6.000  a.;  mere 
bldgs.,  bk.  &  wd.,  3  stor.;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  Sc  combt  ord. ; 
causes  of  f.  inv.  F.  dept. — I  str.,  2  comb.  c.  k  h. 
wtig.,  4  c.  hand  ex.,  1  h.  A  1.  trk..  2  hose  reels; 
hose,  cot.  rub.  lined,  gd.,  5,000  ft;  f.  al.,  Game- 
well.  11  b.x.;  val.  equip..  $25,000;  val.  bldgs.,  $9.- 
000;  exp.  dept,  $6,000:  tot  mem.  25,  pd.  full 
time  .*?.   pd.  part  time   22. 

Water  Supply — Src.,  momitain  stnn..  16  m.  bus. 
cent;  sys.,  mv.;  res.  cap..  112.000.000  gals.; 
I?'*J°"'«Fk  ^'  *  ^a.,Si  m..  S  to  18  In.  dia.;  72 
hyd.;  850  v.;  met,  70:  1,700  serv.:  pipe.  galv.  i.; 
^l^i.A^^',^^  *®  80  lbs.,  f.  160  lbs,;  eons.  dsy. 
650,000  gals.;  cort,  $146,000;  cost  mtce.,  $4.00() 
wks.  owned  by  dty. 

^,  NELSON,  p.  4,476;  f.  area,  1-3  m.;  mere 
bldgs.,  bk.  &  wd.,  2  to  5  stor.;  priv..  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto.  comb. 
C.  k  hose  wag.,  2  comb.  c.  k  h.  wag.,  6  c  hand 
ex.,  1  h.  &  1.  trk.,  3  hose  carts,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  4,500  ft;  c,  500  ft;  inf., 
1.600  ft.;  tot  hose,  6.500  ft;  f.  al.,  Oamewell. 
14  bx.;  val.  equip.,  $17,00'9;  val.  bldgs.,  $19,661; 
exp.  dept.  $9,097;  tot  mem.  5,  pd.  full  time; 
unnrs,   ratm?.   third   class. 

VVater  Supply— Art,  Cottonwood  k  Anderson 
OreelM,  2  m.  bus.  cent;  sys.,  grav.;  res.  cap..  1.- 
000,000  sals.;  mjdiis,  wrt  i.,  iVh  m.,  1%  ti  14 
in.  dia.:  Ez  v.;  61  hyd.;  1,279  serv.;  pipe. lalv.  L; 
pres.,   dom.   k   i.    120   lbs.;    cons,   day,    1,000,000 


cost    mtce..    $2,500;    wks. 


gais.;    cost,    $97,500; 
owned  by  city. 

NEW    MIOHEL,    p.    800;    f.   area,    1-3    m.; 
hldsfs..    wd.,    1   ,t   2   stor.;   priv.,   wd.,    1   k   2 
wd.  rfs.   perm,   in  f.  area;  no  fwks.   k  combt. 
causes  of  f.    inv.      F.   dept. — 1   comb.   c.   k  h. 
1    h.  k:  1.  trk..  1  hose     wag.,  1   hose  reel;  hose. 


mere 

stor. ; 

ord.; 

wag., 

cot. 


gd.,   400   ft.;   f.   al..  triangle;   tot.   mem.. 


rnb.   lined. 
.•J 5   vol. 

Water  Supply — Src,  Aqueduct  Creek.  lU  m. 
bus.  cent;  sys..  grav.;  res.  cap.,  85.000  gals.; 
mains.  2  m..  8  to  10  in.  dia.;  mat.  wd.;  6  livd,: 
4  v.;  30  serv.;  pipe,  wd.;  pres.,  dom.  96  lbs.; 
wks.  owned  by  city. 


NEW  WESTMINSTER,  p 
a.;  mere  bldgs..  bk.,  2  t 
wd.,  1  k  2  stor.;  wd.  rfs 
fwks.  k  combt  ord.;  cause 
1  .str.,  3  auto.  comb,  c  & 
1  unto.  aer.  trk.,  3  hose  \ 
rub.  lined,  gd.,  9,000  ft;  i 
10,000  ft;  f.  al..  Gamewc 
$57,610;  val.  bldgs.,  $30.0( 
tot.  mem.   31.  pd.   full  time 

Water  Supply — Src,  lake, 
grav.;  res.  cap.,  9,000,000  j 
mains,  stl.  &  c.  i.,  52  m., 
hyd.;  197  v.;  met.,  150;  1, 
galv.  i.;  pres.,  dom.  50  to 
lbs.;  cons,  day,  1,170,000 
cost   mtce.,    $1'6,000;   wks. 

NORTH  VANCOUVER,  p. 
a.  F.  dept. — 1  comb.  aut< 
3  hose  wa^.;  tot  mem.,   18, 

Water  supply — Src.  cre^ 
100    lbs. 

OKANAQAN,  p.  3,000;  1 
bldgs.,  bk.  k  cone,  2  sto 
stor.;  wd.  rfs.  not  perm,  in 
Old.;  causes  of  f.  inv.  F.  d 
k  hose  wag.,  1  comb,  c  k 
trk.,  1  hose  wag.,  3  hose  r 
hose;  f.  al.,  elec,  17  bx.;  va 
bldgs.,  $1,200;  exp.  dept,  I 
pd.  full  time  1,  pd.  part  tin 

Water  Supply — Src.  mour 
pump,    eng.,    cap.    day    1,0 Oi 
365   serv.;   pres.,   f.    180   to 
000;  cost  mtce.,  $4,836;  wli 

PEACHLAND,  p.  400;  f.  a 
— 1   hose  reel,   500   ft   hose. 

Water  Supply — Src,  cree 
95  lbs. 

PRINCE  RUPERT,  p.  4.11 
comb.    c.   k  h,    wag.   with    1, 

1  45-gal.  c  tk.  with  150  ft 
c.  tk.  with  100  ft.  hose,  1 
ft  hose,  2  hand  hose  reel 
each;  tot  hose,  4,600  ft; 
bx.;  val.  equip.,  $30,000;  ex| 
nieni.  7.  pd.  full  time. 

Water  Supply — Src,  Lake 
bus.  cent.;  sys.,  grav.,  pump 
cap..  500,000  gals.,  loc.  on  m 
sea-level;  res.  loc.  in  Morse  ( 
gals.;  cone  res.  at  a  height 
level,  cap.  1,250,000  gals.;  2 
2.250.000    gals.;    mains,    wd., 

2  to     18    in.    dia.;     84     hyd. 
pipe,    galv.    i.;    pres.,    dom.    k 
cost,    $400,000;    cost   mtce., 
by   city. 

REVELSTROKE,  p.  3,017; 
bldgs..  bk.,  stn.  k  wd..  1  to  3 
k  wd..  1  to  3  stor.;  wd.  rfs. 
fwks.  k  combt.  ord.;  causes  c 
1  c.  eng..  4  c.  hand  ex.,  2  h 
4  hose  car.,  2  hrs.;  hose,  cot 
100  ft;  inf..  500  ft;  tot  In 
Oamewell,  19  bx,;  val.  equip. 
$6,000;  exp.  dept,  $4,000;  tol 

Water   Supply — Src,    mouni 
m.    bus.    cent;    sys.,    grav.;    4 
gals.;  mains,  wd.,  16  m.,  4  to 
20   v.:    750   8er\-.;   pipe.  galv. 
108  lbs.;  cons,  day,  800,000 
cost  mtce.,   $2,100;  wks.  own 

ROSSLAND  p.  4.000;  f.  ai 
bldgs.,  wd.,  1  to  8  stor.;  priv. 
rfs.  not  perm,  in  f.  area;  cause 
— 1  h.  k  1.  trk.,  1  c.  eng.,  6 
wag.;  hose,  cot,  rub.  Hned,  g 
Gamewell,  28  bx.;  val.  eqnip. 
exp.  dept,  $7,200;  tot  mem. 
vol.    10. 

Water  Supply — Src,  mounts 
cent;  sys.,  grav.;  res.  cap.,  8,C 
8  m.,  4  to  10  in.  dia.;  36  1 
serv.;  pipe,  iron  k  lead;  prei 
lbs.,  f.  80  to  200  lbs.;  cons, 
cost  $125,000;  cost  mtce.,  ' 
by  municipality. 

SLOCOM.   p.    200;    t   area, 
Bucket  brigade;   val.   equip.,   $ 
vol. 
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WatAr  Supply — Src,  creek;  Mya.^  dir.  pres.;  6 
hyd.;  mains,  2  m.;  pres.,  dom.  &  t.  S9  lbs.;  cost, 
96,000;   cost  tntce.,  $200;  wks.  owned  by  city. 

STEVESTON,  p.  300;  f.  area,  «00  a.     F.  dept. — 
pwnp;  tot.  mem.,  10  voL 
Water  Supply— -Arc,  lake. 

TRAIL,    p.    1,460.     F.    dept — Not    reported. 
Water  Supply — Src.,  crk.,   1   m.  bus.  cent;  sys.. 
pump   to   stdp. ;    2   res.;   res.   No.   1,   cap.    100,000 

Sis.;  res.  No.  2,  cap.  160,000  sals.;  mains,  wd.  k 
m,  11  m.,  1  to  6  in.  dia.;  20  hyd.;  20  v.;  349 
serv. ;  pipe,  iron;  pres.,  dom.  95  lbs.;  f.  120  lbs.; 
cost  mtce..  $740;  wks.  owned  by  city. 

VANCOUVCR,  p.  123,902;  f.  area,  10,820  a.; 
mere.  bldjpL,  oonc,  atn.,  bk.  it  wd.,  S  to  14  stor.; 
prlv.,  wd.,  1  to  3  stor.;  wd.  rfs.  not  perm.  in.  f. 
area;  fwks.  A  combt  ord.;  causes  of  i.  inv.  F. 
dept — 1  auto.  gas.  pump,  eng.,  0  str.,  3  city  aerr. 
trk.,  7  c.  eng.,  Sf2  band  ex.,  2  acr.  ladder  trk.,  18 
hose  wag.,  2  comb.  c.  &  h.  wag.,  2  chiefs  auto., 
4  turret  pipes,  80  hrs. ;  hose,  cot,  rub.  lined,  gd., 
43,050  ft;  f.  al.,  Gamewell,  296  bx.;  val.  equip., 
$241,140;  val.  bldgs.,  $186,550;  exp.  dept,  $321,- 
333;  tot  mem.   171,  pd.  full  time. 

Watar  Supply — Src,  ri^.  ft  creeks,  9  m.  bus. 
cent;  ays.,  grzv,;  res.  cap.,  40,000,000  gals.; 
mains,  c  L  k  sU.,  259  m.,  4  to  86  in.  dia.: 
1,442  hyd.;  1,688  met;  24,861  senr.;  pipe,  lead 
ft  galv.  L;  prea.,  dom.  SO  lbs.,  f.  120  lbs.;  cons, 
day,  18.000.000  gals.;  cost,  $8,000,000;  coat 
mtce.,  $70,000;  wks.  owned  by  city. 

VANCOUVER,  NORTH.     F.  dept— Not  reported. 

Water  Supply — Src,  Lynn  Greek,  7  m.  bus. 
cent;  sys.,  gray.;  res.  cap.  800,000,000  gels.; 
mains,  c.  i.,  wd.  ft  stn.,  51.02  m.,  4  to  16  in. 
dia.;  287  hyd.;  680  v.;  2,875  serv.;  pipe,  galv.  i.; 
pres.,  dom.  150  lbs.,  f.  250  lbs.;  cons,  day,  15,- 
000,000  gels.;  cost,  $350,000;  cost  mtce.,  $5,- 
000;  wks.  owned  by  city. 

VANCOUVER,  SOUTH.     F.  dept— Not  reported. 

Water  Supply — Src,  creek  ft  wells,  in  bus.  cent; 
sjs.,  gray,  ft  pump  to  stdp.;  stdps.  cap.,  No.  1 
100,000  gals..  No.  2  75,000  gsls.;  dim.,  28  x 
84;    mat,    Douglas   fir.;    res.    cap.,    175.000    gals.; 

Sump,  eng.,  cap.  day  180,000  gals.;  mains,  wd. 
stl.,  160  m.,  1  to  12  in.  dia.;  425  hyd.;  1,200 
v.;  met,  140;  5,050  serv.;  pipe,  galv.  i.;  pres.,  dom. 
30  to   160   lbs.;   cons,   day,    1,500,000   gals.;   cost. 


$525,000:  cost  mtce.  $8,500;  wka.  owned  by  ma> 
nicipalitj. 

VERNON,  p.  2,671;  f.  area,  1,440  a.;  mere 
bldgs.,  bk.  &  cone,  2  to  4  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  oenaes  of  t  mv.  F.  dept — 1  auto.  oonb.  e. 
ft  b.  wac.,  6  c.  band  ex.,  1  fa.  ft  L  trk..  S  hoae  oar., 
2  fare.:  noe^  oot,  nib.  lined,  gd.,  2,800  ft;  flair, 
600  ft:  inf..  S50  ft;  tot  boM.  8,7S0  ft;  t  aL. 
Gamewdl,  17  bz.;  vaL  equip.,  $16,000;  TaL  bldga., 
$18,600;  ezp.  dept.,  $2,140;  tot  mem.,  26  voL, 
pd.  $il  per  call  ft  50  coils  per  hour  until  f.  is 
cztinguiuied. 

Water  Supply — Src,  crk.,  5  m.  bus.  rent;  stk., 
grav.;  2  res.,  cap.  2-1,000,000  gals.,  loc.  1  m. 
city;  1  iNimp.  eng.,  class  dup.,  cap.  day  240.000 
gala.;  mains,  c.  i^  stl.  ft  wd.,  28  m.,  4  to  14  in. 
dia.;  87  byd.:  570  v.;  800  serv.;  pipe.  galv.  i.: 
pres.,  dom.  ft  f.,  140  lbs.;  cons,  day,  297.5<M)  gsU.; 
cost,  $220,495;  cost  mtce.,  $5,100;  wks.  owned  by 
city. 

VICTORIA,  p.  81,660;  f.  area,  7  eq.  m.;  mere, 
bldgs.,  atn.  ft  Dk.,  1  to  7  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1  to  4  ator.;  wd.  rfs.  not  perm,  in  L  area; 
fwka.  ft  combt  ord.;  causea  of  f.  inv.  F.  dept — 
1  auto,  hose  wi^..  8  auto.  comb.  c.  ft  h.  was^ 
1  auto.  c.  eng.,  2  auto,  str.,  1  auto,  city  serv. 
trk.,  1  hose  wag.,  8  str.,  4  oomb.  c  ft  h.  vrag.,  1 
oomb.  aer.  trk.  ft  water  tower,  1  diieTa  auto.,  1 
east  diief's  auta;  hose,  cot,  rub.  lined,  gd.. 
81.500  ft:  fair.  2,000  ft;  c.  hose,  gd.,  1,500 
ft;  tot  hose,  25,000  ft;  f.  aL,  GamevelL  113 
bx.;  val.  equip.,  including  salt  water  high  pres. 
f^ys.,  $197,700;  vaL  bldgs.,  $117,000;  expt  dept. 
$150,648;  tot  mem.   73,  pd.  full  time. 

Water  Supply — Src,  lakes,  7  m.  bus.  cent;  ays., 
grav.  ft  pump  dir.,  res.  No.  1,  cap.,  5,000.000  gidsu. 
loc.  at  Beaver  Lake:  res.  No.  2,  cap.,  16,000.000 
gala.,  loc  at  Smith  HUL  1^  m.  boa.  eenL:  1  ponn. 
eng.,  cap.  day,  6,600,000  fcnla.:  mains,  ctL  ft  c  l, 
168  m.,  4  to  27  in.  dia.;  667  njd.;  1,986  ▼.;  met. 


8,000;  8,000  serv.;  pipe.  lead.  galv.  L  ft  c  L: 

70  lbs.;  cons,  day,  4,500,000  gala.  wka.  owned  by 

city. 

Placea  with  a  populativn  of  1,000  or  more  hav- 
ing no   onranized   ftre  dept— <?omox,   Lillooct 

Places  having  a  population  of  1,000  ft  upward 
not  reported — Armstrong,  Atlin,  Cariboo,  rohimbis, 
Oowichan,  Delta,  Dewdney,  Newcastle.  Richmond, 
Saanich,  Skeena.  Smilkameech,  The  Island,  Willing- 
ton,  Ymir. 


MANITOBA 


BEAUSEJOUR,  p.  750;  f.  area,  200  a.;  mere 
bldga.,  frame,  2  stor.;  priv.,  frame,  2  stor.  F. 
dept. — 1  c.  eng.;  hose,  gd.,  100  ft;  val.  equip., 
$600;  tot.  mem.,  S3  vol. 

Water  Supply — Src,  wells. 

BOISSeVAIN.  p.  700;  f.  area,  640  a.;  mere 
bldgs.,  frame,  2  stor.;  priv.,  frame,  2  stor.  F. 
dept. — 2  c  eng.,  1  hose  reel;  hose,  gd.,  250  ft; 
f.   al.,   telp.;   val.   equip.,   $1,000. 

Water  Supply — Src,  wells,  near  bus.  cent. 

BRANDON,  p.  13,887;  f.  area,  5,760  a.:  mere 
bldgs.,  bk.,  1  to  7  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  trk.,  1 
str.,  1  c  eng.,  10  c  hand  ex.,  1  h.  ft  1.  trk.,  1 
aer.  trk.,  2  hose  wag.  ft  turret  pipes,  1  hose  car., 
2  hose  sleighs,  1  chief's  bugg>',  12  hrs.;  hose, 
cot,  rub.  lined.  7,800  ft;  f.  al.,  4  circuit  switch 
board,  4  circuit  automatic  repeater,  86  bx.;  val. 
equip..  $40,000;  val.  bldga.,  $45,000;  ezp.  dept, 
$22,508;  tot.  mem.   19,  pd.  full  time. 

Water  Supply — Src,  Aesiniboine  riv.,  1  m.  bus. 
cent;  sys.,  pump  dir.  ft  grav.;  4'  pump,  eng., 
class  dup.  comp.,  cap.  day  4,800,000  gals.;  mains, 
c.  i.,  82.75  m.,  4  to  16  in.  dia.;  138  hyd.;  ISO 
v.;  1,260  met;  1,800  serv.;  pipe,  lead;  pres.,  dom. 
85  lbs.,  f.  140  lbs.;  cons,  day,  1,402,869  gals.; 
cost,  $416,402;  coat  mtce.,  $42,084;  wks.  owned 
by   citj'. 

CARBERRY,  p.  1,200;  f.  area,  300  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  bk.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  c.  eng.,  4  c.  hand  ex.,  1  li- 
ft 1.   trk.,    2   hose   reels;    hose,   gd.,    1,800    ft.;    f. 


al.,   bell    ft    wh.;    val.    equip.,    $1,600;    val.    bldgs.. 
$6,000;  tot  mem.  21,  pd.  part  time  2.  xol.  19. 

Water  Supply — Src,  wells,  500  ft  bus.  cent: 
ays.,  dir.  pump;  rea.  cap.,  85,000  gals.;  2  pomp, 
eng.,  cap.  min.  750  gals.;  mains,  1%  m.,  4  tj 
8  in.  dia.;  21  hyd.;  prea.,  f.  120  Iba.;  wks.  owned 
by  city. 

CARMAN,  p.  1,271;  mere  bldgs.,  bk.  ft  wd..  1 
to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  c  eng.,  1  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,500  ft;  f.  aL,  wh.;  vaL  equip., 
$1,600;   exp.  dept,  $500;  tot  mem.,   16  toL 

Water  Supply-— Src,  riv.,  l  m.  bua.  cent;  sys.. 
grav.  ft  dir.;  atdp.  cap.,  60,000  gals.;  mat.  stl.; 
res.  csp.,  60,000  ^ala.;  1  pump,  txtg.,  cap.  day  1.- 
728,000  gals.;  mams,  wd.,  8  m.,  4  to  10  in.  dia.: 
28  hyd.;  81  v.;  60  serv.;  pipe,  iron:  pres..  dom. 
45  lbs.,  f.  90  lbs.;  ooet,  $74,000;  wka.  owned  by 
town. 

CRANDALL,  p.  275.  F.  dept — 1  c  eng..  100 
ft.  hose. 

No   waterwks. 

CRYSTAL  CITY,  p.  800;  f.  area,  160  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  «  2  stor.;  priv.,  Ml.  ft  wd.,  1  k 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  k 
combt  ord.;  cauaea  of  f.  not  inv.  F.  dept. — 1  comb, 
c  ft  h.  wag.,  1  c  eng.;  hoee,  mb.,  gd.,  100  ft; 
f.  si..  Bell  ft  gonga,  8  bx.;  val.  eouip..  $1,000; 
val.  bldga.,  $1,000;  exp.  dept,  $260;  tot 
18  VOL 

Water  Supply — Src,  wells. 


DAUPHIN,    p.    2,816;    f.    area.    640    a.; 
bldgs.,  bk.,  1  to  8  ator.;  priv.,  bk.  ft  wd..  1  to  8 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY— MANIT 


stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  & 
combt.  ord. ;  causes  of  f.  inv.  F.  dept. — 1  h.  ft 
1.  trk.y  1  c  hand  ex.,  2  sasoline  eng.t  2  hose  reels, 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft.;  rub., 
gd.,  750  ft.;  inf.,  100  ft;  tot  hose,  2,850  ft;  f. 
&!•>  gong  &  wh.;  val.  equip.,  $6,000;  tot  mem.  20, 
pd.  part  time. 

Wat«r  Supply — Src,  lake  k  mountains,  0  nu 
bus.  cent.;  sys.,  grav.;  res.  at  power  house,  cap. 
90,000  gals.;  dim.,  40  x  25;  mat,  cone.;  res. 
cap.,  30,000,000  gals.;  1  pump,  eng.,  class  dup., 
cap.  day  1,108,800  gals.;  mains,  wd.  St  stn.,  2  m.; 
107  hyd. ;  49  ▼.;  pipe,  wd.  conduit  &  c.  i.;  pres., 
dom.  05  lbs.,  f.  125  lbs.;  cost  1200,000;  wks. 
owned  by  city. 

DOMINION  CITY,  p.  300;  f.  area,  S20  a.  F. 
dept. — 1   hand  pump,   250   ft.  hose. 

Water   Supply — Src,   cisterns  A   Roseau  riv. 

ELKHORN,  p.   730;  f.  area,   640  a.     F.  dept — 

1  band    eng.,    500    ft,   ho«e;   tot    mem.,    16   vol. 
Water  Supply-— Src,  wells. 

EMERSON,  p.  1,048;  f.  area,  2  sq.  m.;  bldgs., 
bk.  ft  wd.,  2  ft  8  ator.;  wd.  ft  metal  rfs.  limited; 
fwks.  ord.  F.  dept — 1  stm.  eng.,  2  c  eng.,  2 
hose  car.;  hose,  rub.,  gd.,  1,500  ft;  cot,  inf.,  800 
ft;  tot  hose,  1,800  ft;  f.  aL,  bell;  val.  equip., 
$5,000;  val.  bldgs.,  $1,000;  exp.  dept,  $700;  tot 
mem.,    17   vol. 

Water  Supply — ^Src,  riv.  ft  tk.;  sys.,  pump  to 
res.;  res.  cap.,  5.000  bbls.;  pump,  eng.;  pres.,  f. 
100  lbs.;  cost,  $10,000;  cost  mtce.,  $700;  wks. 
owned   by  town. 

GILBERT    PLAINS,    p.    500;    f.    area,    200    a.; 

mere,   bldgs.,  bk.  ft  wd.,  2  stor.;  priv,,  bk.  &  wd., 

2  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — 1  c. 
eng.,  ladders,  pails,  100  ft.  rub.  hose;  f.  al.,  bell; 
val.  equip.,  $S00;  val.  bldgs.,  $1,200;  vol. 

Water  Supply — Src,  wells. 

GRAND  VIEW,  p.  500;  f.  area,  200  a.;  mere 
bldga.,  frame,  1  ft  z  stor.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  c  eng.,  1 
hose  reel;  hose,  gd.,  800  ft;  tot.  mem.,  20  voL 

Water  Supply — Src,  riv.,  near  bus.  cent;  ays., 
oir.  pump;  2  pump,  eng.,  cap.  day  18,000  gals.; 
pres.,  f.   80  lbs.;  wks.  owned  by  town. 

OBETNA,  p.   600;   f.   area,   640   a.'     F.   dept — 
1   hand  eng.,   150  ft  hose. 
Water    Supply — Src,    wells. 

'HAMILTON,  p.  750;  f.  area,  200  a.;  mere, 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2 
Btor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  2-cyL  c.  eng., 
ladders,  pails;  hose,  gd.,  100  ft;  tot  mem.,  10  voL 

Water   Supply— Src,   wells. 

WARTNEY,  p.  62iS;  f.  airea,  640  a.  F.  dept— 
]■  ga<s.  eng.,  hose  carts,  1,200  ft.  hose;  tot.  mem., 
7,  pd.    1,  vol.  6. 

Watar  Supply — Src,  wells. 

KILLARNEY,  p.  1,200;  f.  area,  850  a.;  mere 
hldgs.,  bk.  ft  frame,  2  stor.;  priv.,  bk.  ft  frame,  2 
ator.  p.  dept — 1  2-cyl.  c  eng.;  hose,  gd.,  200 
ft;   tot.   mem.,  10. 

Watar  Supply — Src,  wells. 

McAULEY,  p.    150;   f.   area,    15   a.      F.   dept — 

1  hand  eng.,  2*50  ft.  hose;  val.  equip.,  $600;  vol. 
Water  Supply — Src,  wells. 

MAOQREGOR,  p.  -500;  f.  area,  150  a.     F.  dept 
—1  hand  eng,,  1  h.  ft  1.  trk.,  200  ft.  hose. 
Water    Supply— Src,    wells. 

MANITOU,  p.  689;  f.  area,  45  a.;  mere  bldga., 
ok.  A  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  gasoline  eng., 
10  c  hand  ex.,  2  h.  ft  1.  trk.,  2  hose  car.,  2  hrs.; 
nose,  cot.,  rub.  lined,  gd.,  1,200  ft;  f.  al.,  telp. 
ft  bell;  val.  equip.,  $4,500;  vaL  bldgs.,  $1,000; 
«xp.    dept,   $600;   tot.   mem.    IS,  pd.   part  time. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;   3   stdp.,   cap.    191,000    gals. 

MINIOTA,  p.  250.  F.  dept. — 1  c  eng.,  100  ft. 
hose;  tot.  mem.,   12  vo\. 

Water    Supply — arc,    wells. 

MINNIDOSA,  p.  1,500;  f.  area,  850  a.;  mere 
bldgs.,  frame,  2  stor.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept. — 1  gasoline 
«ng.,  1  c  eng.,  1  h.  ft  1.  trk.,  1  hose  reel;  hose, 
gd.,   1,800  ft;  f.   al.,  bell;  vaL  equip.,    $8,000. 

Water  Supply — Src,  riv.,  near  bua.    cent 


MORDEN,    p.     1,400;    f. 
bldgs.,  stn.  ft  bk.,  1  to  3 
wd.,  1^  stor.;  wd.  rfs.  not 
ft  combt  ord.;  causes  of  f. 

1  hand  eng.,  1  e  eng.,  1  h 
hose,  cot,  rub.   lined,  gd.. 
ft;  rub.,  inf.,  150  ft;  tot 
bell;  vaL  equip.,  $5,300;  v 
dept,  $50;  tot.  mem.  48,  p 

Water  Supply — Src,  well, 

MORRIS,  p.  600;  f.  are 
frame,  2  stor.;  priv.,  frame 
combt  ord.;  causes  of  f. 
enff.,  1  h.  ft  1.  trk.;  hose,  s 
val.  equip.,  $1,500;  vaL  bl 
10  voL 

Water  Supply — Src,  tk., 

NAPINKA,  p.    400;    f.   ar 

2  c    eng. 

No  waterwks. 

NEEPAWA.  p.  2.000;  f. 
bldgs.,  bk.  ft  frame,  2  stor 
stor.;  wd.  rfs.  perm,  in  f. 
ord.;  causes  of  f.  inv.  F.  d 
enff..  1  hand  eng.,  1  hose  Tt 
inf.,  200  ft;  tot  hose,  350 

Water  Supply — Src,  wells 

OAK    LAKE,    p.    500;    f. 
bldgs..  frame,  1  ft  2  stor.;  pi 
wd.  rfs.  perm,  in  f.  area, 
h.  ft  L  trk.,  20  c  hand  ex., 
$400;  vaL  bldgs.,   $600;  toi 

Water  Supply — Src,  well* 
cent;  s.vs.,  pump  dir.;  2  pi 
m.,    6    in.    dia. 

PLUM  COUTEE,  p.  500; 
bldgs.,   frame,    2   stor.;   priv. 
wd.    rfs.    perm,   in   f.    area; 
causes  of  f.   inv.     F.   dept.- 
trk.,    24   buckets;   hose,   gd., 
$500. 

Watar  Supply — Src,  creek 

PORTAGE  "LA  PRAIRIE,  ) 
a.;  mere,  bldgs.,  stn.  ft  bk., 
ft  wd.,  2  stor.;  wd.  rfs.  not  i 
&  combt.  ord.;  causes  of  f.  i 
trk.,  1  str.,  1  c  eng.,  >5  c. 
4  hre.;  hose,  cot.,  rub.  lined, 
Ckamewell,  24  bx.;  val.  equip 
$10,000;  exp.  dept,  $5,00( 
full  time  4,  pd.  part  time  8 

Water  Supply — Src,  riv., 
pump  dir.;  res.  cap.,  1,015,OC 
cap.  day  8,500,000  gals.;  n 
to  12  in.  dia.;  140  hyd.; 
pres.,  dom.  40  lbs.,  f.  1 
195,000  gals.;  cost,  $445.00( 
(including  interest  ft  sinking 
city. 

RAPID  CITY.  p.  700;  f. 
bldga.,  frame,  1  ft  2  stor.; 
stor.;  wd.  rfs.  not  perm,  in  f. 
ord.;  causes  of  f.  inv.  F.  d 
ft  1.  trk.,  1  hose  reel;  hose 
equip.,  $1,500;  val.  bldgs., 
voL 

Water  Supply — Src,  wells, 

RE8T0N,  p.  600;  f.  area, 
frame,  1  to  8  stor.;  priv.,  fri 
rfs.    perm,    in    f.    area.     F. 
al.,  bell;  vaL  equip.,  $1,100 
tot   mem.,   10  vol. 

Watar  Supply — Src,  wells, 

RIVERS,  p.  1,200;  f.  area, 
1  c.  eng.,  12  c  hand  ex.,  1 
wag..  1  hose  reel,  2  hrs.,  1 
bell;  val.  equip.,  $6,000;  val 
mem.,    25    vol. 

Water  Supply — Src,  cisterr 
dir.  pros. ;  1  pump,  eng.,  car 
wks.    owned    by    town. 

RUSSELL,  p.  500;  f.  area, 
bk..    2    stor.;    priv.,    wd.,    1% 
in    f.   area;   fwks.   ft   combt.   o 
F.   dept. — 1   c.  enc;.,   1   comb, 
gd.,   100   ft.,   pails,  buckets:  % 

Water  Supply — Src,  wells. 

ST.    BONIFACE,    p.    7,717 
mere,  bldga.,  bk.   k  wd„  1  to 
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wd.,  1  to  8  dtor.;  wd.  rf«.  not  perm.  In  f.  area; 
fwka.  A  combt.  ord.;  causes  of  f.  inv.  F.  dept— 
1  chiers  auto.,  2  str.,  2  c.  eng.,  6  c  hand  ex.,  1 
h.  ft  L  trk.»  2  hose  wag.,  6  hra.;  hose,  cot,  ruft>. 
lined,  rd.,  12,000  ft;  val.  bldgs.,  $60,000;  exp. 
dept,  922,000;  tot  mem.  20,  pd.  full  time. 

Water  Supply — Src,  4  deep  wells,  1  m.  bua. 
cent;  Q^s.,  air-lift  ft  grvr-l  S  compressors,  cap.  1,- 
500,000  gals.;  res.  cap.,  1,000,000  gala.;  8  pump, 
eng.,  cap.  8,000,000  gals,  day;  maina,  c  i.,  80  m., 
4  to  12  in.  dia.;  187  hyd.;  met.,  1,800;  1,800 
serv.;  pipe,  lead;  pres.,  dom.  65  lbs.,  f.  100  lbs.; 
CODS,  day,  200,(M)0  gals.;  cost,  $836,407;  wks. 
owned  by  city. 

SELKIRK,  p.  8,050;  f.  area,  5,^53  a.  F.  dept 
— 1  ras.  eng.,  1  c.  eng.,  1  hose  wag.,  3  hose 
reels,  ladders,  4  hrs.,  1,800  ft.  hose;  tot  mem..  20 
vol. 

Water  Supply — Src..  wells;  pump  cap.  day,  150,- 

000  gmls.;  pres..  47  lbs. 

SHOAL  LAKE,  p.  <650;  f.  area.  640  a.  F. 
dept. — 1  c.  eng.  with  hose;  val.  equip.,  $500;  tot 
mem.,  1<2  vol.;  undrs.  rating,  fourth  class. 

Water    Supply— ^rc,    lake. 

SOURIS,  p.  1,864;  f.  area,  400  a.;  mere,  bldgs.. 
bk.,  cem.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk., 
30  c  hand  ex.,  1  comb.  c.  ft  h.  wag.,  1  c  eng., 

1  gasoline  eng.,  8  hose  car.,  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  4,000  ft;  inf.,  50  ft;  tot  hose, 
4,050  ft;  f.  aL,  telp.  ft  bell;  vaL  bldgs.,  $18,000; 
tot.  mem.  80,  pd.  full  time  1,  pd.  part  time  8, 
vol.    26. 

Water  Supply — Src.,  2  wells,  1  block  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  80,000  gals.,  dim. 
40  X  9Hf  mat  stl.;  res.  ci4>.,  95,000  gak.;  8  pump, 
eng.,  cap.  day,  1,440,000  giJs.;  mains,  c  L,  8  m., 
4  to  8  in.  dia.;  70  hyd.;  65  v.;  164  met;  164 
serv.;  pipe,  galv.  L;  pres.,  dom.  85  lbs.,  f.  140  lbs.; 
cons,  o^r,  80,000  cals.;  cost,  $95,000;  cost  mtoe., 
$8,500:  wks.  owned  by  city. 

STONEWALL,  p.  1,100;  f.  area,  860  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor. 
F.  dept. — 2  c.  eng.,  8  c.  hand  ex.,  1  h.  ft  1.  trk.. 


ladders,  pails;   hose,   600   ft;    f.   aL,  bell  ft  telp.; 
tot.  mem.,  1*4  vol. 

Water  Supply — Src..  wells. 

VIROEN,  p.  1,650;  f.  sres^  640  a.;  mere,  bldga.. 
stn.  ft  bk.,  2  to  8  stor.;  ^nv.,  bk.,  atn.  ft  wd~  2 
stor.;  wd.  rfs.  not  penn.  in  1  area;  causes  of  f. 
inv.  F.  dept — 1  gss.  eng.,  1  c  eng.,  4  c  hand 
ex.,  1  h.  ft  1.  trk.,  1  hose  wijr.;  bose,  oot,  mb. 
lined,  gd.,  1,600  ft;  f.  aL,  bell:  vaL  equip.,  $4,- 
500;  val.  bldgs.,  $40,000;  exp.  dept,  $1,000;  tot 
mem.,  28  vol. 

Water  Supply — Src.,  well  ft  tk.;  sys.,  pump  dir. 

WASKADA,  p.  290;  f.  area,  50  a.  F.  dept. — 1  c. 
eng.,  1  comb.  c.  ft  hose  wag.,  laddt^rs,  ll^O  ft. 
hose;  f.  al.,  bell;  val.  equip.,  $1,10<):  val.  bld?&., 
$400;   exp.   dept..   $100;   tot.  mem.,    10   \ol. 

Water   Supply — Src,    welU. 

WINKLER,  p.  380;  f.  area,  100  a.;  mere,  bldgs.. 
frame,  1  ft  2  stor.;  priv..  frame,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area.  F.  dept — 1  h\od  eng.,  1 
hose  reel;  hose,  gd.,  800  ft;  inf.,  8U0  ft;  toi. 
hose,  600  ft;  f.  al.,  bell;  tot  mem.,  15  voL 

water  Supply— -<Src.,  4  wells,  in  bus.  cent.; 
Little  Giant  pump. 

WlNNrPEG,  p.  (135,440;  f.  area,  4,500  a.;  mere, 
bldgs.,  stn.  ft  bk.,  2  to  11  stor.;  priv.,  stn..  bk. 
ft  wd.,  2  to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  tin.  F.  dept. — 
7  sir.,  6  c.  eng.,  4  aer  tik.,  50  c.  hand  ex.,  9  h. 
ft  1.  trk.,  1  water  tower,  4  chief's  auto.,  f4  Ikmc 
wag.,  87  hrs.;  hose,  cot.,  rub.  lined  ft  n^.,  gd.. 
9l,S60  ft;  f.  al.,  Gamewell,  S55  bx.;  vsL  equip.. 
$83ll,4S8;  vaL  bides.,  $292,680;  exp.  dept.  ^0^,- 
384;  tot.   mem.   217,  pd.  full   time. 

Water  Supply^-^Src,  artesian  well«.  2  to  15  m 
bus.  cent;  sys.,  pump  dir.;  8  res.,  cap.  2.4.SO0,O0t> 
gals.,  loc.  at  pump,  station;  27  pump,  eng.,  cap. 
day  20,000,000  gals.;  mains,  c.  i.,  273.10  ra.,  4 
to  20  in.  dia;  2,322  hyd.;  3^936  v.;  29.2 S4  met; 
34468  serv.;  pipe,  lead;  pres.,  dom.  4^  lbs.,  f. 
80  lbs.;  oons.  day,  7,-500,000  gals.;  cost  $<,'9<9,- 
614;  cost  mtce.,  1^27,-4*50;  wks.  owned  by  dty. 

Places  with  a  population  of  1.000  or  more  not 
reported — Kildonan,  St  Andrews,  St  Charles,  St 
Jamea,   St   Jean   Baptists,   St   Noibert,   St    VitsL 
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CAMPBELLTON,  p.  8,817;  f.  area,  1,000  a.; 
mere,  bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  priv..  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  x.  area; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1 
h.  ft  1.  trk.,  8  hose  car.,  3  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  1,600  ft;  inf.,  200  ft;  tot  hose,  1,- 
700  ft;  f.  al.,  bells  ft  wh.;  vaL  equip.,  $5,500; 
val.  bldgs.,  $1,200;  exp.  dept.  $2,800;  tot.  mem., 
25,  pd.  full  time  1,  pd.  part  time  2,  vol.  22. 

Water  Supply — Src,  lakes.  2  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  66,000,000  sals.;  mains, 
c  i.,  14.5  m.,  4  to  16  in.  dia.;  65  hyd.;  600  serr.; 
pipe,  lead:  pres.,  dom.  ft  f.  80  lbs.;  cost  mtce., 
$6,600;  wks.  owned  by  city. 

CHATHAM,  p.  4,666;  f.  area,  1%  sq.  m.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1^  to  8  stor.;  priv.,  wd., 
1%  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 2  str.,  8  f.  tug- 
boats, 2  c.  hand  ex.,  1  h.  ft  L  trk.,  2  hose  carts,  8 
hose  reels  ft  carts,  2  hrs.;  hose,  cot,  rub.  lined, 
4,300  ft.;  f.  al.,  bell  ft  wh.,  10  bx.;  val.  equip., 
$10,000;  val.  bldgs.,  $17,000;  exp.  dept,  $8,000; 
tot  mem.  20,  pd.  full  time. 

Water  Supply — Src,  brooks  ft  wells,  8  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  450,000 
gals.;  dim.,  40  x  48.5;  mat,  stl.;  2  pump,  eng., 
cap.  day  1,250,000  gals.;  mains,  c.  L,  9.6  m.,  6 
to  12  in.  dia.;  67  hyd.;  112  v.;  met,  81;  450 
serv.:  pipe,  cem.  lined  wrt.  i.;  pres.,  dom.  66  to 
70  lbs.,  f.  80  to  100  lbs.;  cons,  day,  807,000 
gals.;  cost,  116,000;  wks.  owned  by  city. 

CHIPMAN,  p.  1,600;  f.  area,  6,000  a.;  mere 
bldgs.,  bk.  ft  wd.,  2M  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt  ord.; 
causes  of  f.  inv.     F.  dept — F.  aL,  wh. 

Water  Supply — Src,  riv.,  20  rods  bus.  cent; 
ays.,  pump  dir.;  res.  loc.  at  Main  atreet;  2  serv. 

FREDERK)"roN.  p.  7,208;  mere  bldgs.,  bk. 
ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  ft  8  stor.; 


wd.  rfs.  not  perm,  in  f.  srea;  fwka.  ft  combt  ord.: 
causes  of  f.  inv.  F.  dept — 1  str.,  4  c  hand  ex.,  6 
sleighs,  1  h  ft  L  trk.,  1  hose  wug.,  t  hose  csr..  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft;  rob., 
gd.,  400  ft;  tot  hose,  4,400  ft:  f.  al.,  OamewelL 
80  bx.;  val.  equip.,  $19,000;  vaL  bldgs.,  $6,000; 
exp.  dept,  $6,000;  tot  mem.,  86  vol. 

Water  Supply — Src,  St.  John's  riv.,  in  bus.  oeut; 
sys.,  pump  to  mains;  2  pump,  eng.,  cap.  dsy 
4.500.000  gals.;  mains,  c  L.  18  4-5  m..  4  to  is 
in.  dia.;  11*7  hyd.;  171  v.;  met,  304;  1,400  ser^.; 
pipe,  lead  ft  gaK.  i.;  pres.,  dom.  40  lbs.,  f.  80  to 
90  lbs.;  cons,  day,  800,000  gals.;  cost.  $156,057; 
cost  mtce.,  $18,219;  wks.   owne<l  by  city. 

GRAND  FALLS,  p.  2,000;  f.  area,  1,800  a.; 
mere  bldgs.,  wd.,  2H  stor.;  priv.,  wd.,  2H  etor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.: 
causes  of  f.  not  inv.  F.  dept — 1  h.  ft  L  trk..  1 
hand  eng.,  20  c.  hand  ex..  1  hose  wag.;  hose,  rub.. 

?:d.,     2,000    ft;    inf..    200    ft;    tot.    hose,    2,200 
t;    f.    sL,   bell;   val.    equip.,   $2,000;    vaL   bldga., 
$200;  exp.  dept,  $200;  tot  mem.,  20  voL 

Water  Supply — Src,  riv.,  %  m.  bua.  cent;  aya.. 
dir.  ft  grav.;  ree.  cap.,  260,000  gala.,  loc  on  hill 
in  rear  of  town;  mains,  iron,  4\i  m.,  4  to  10  in. 
dia.;  26  hyd.;  met,  1;  160  serv.;  pres.,  L  80 
to  120  lbs.;  cost,  $5,500;  wks.  owned  by  muaici- 
pality. 


HARTLAND,  p.  1,000;  f.  area,  8  a.; 
bldgs.,  bk.  ft  wd.,  1^  to  8  stor.;  priv.,  bk.  ft  wd.. 
2  stor.;  wd.  rfs.  peim.  in  f.  area;  oombt  ord.: 
causes  of  f.  inv.  r.  dept — 8  h.  ft  1.  tik.,  1  hose 
wag.,  1  hose  oar.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft.;  f.  aL,  bell;  vaL  equip.,  $1,200;  vaL  bldga.. 
$800;  exp.  dept,  $100;  tot  mem.  17,  pd.  part 
time. 


Water    Supply — Src,    spr.,    %    m.    bus. 
sys.,  grav.;  res.  cap.,  127,000  gala.;  1  pump.  <»«.• 
cap.   876.000  gals,  day;  mains,  c  L,   1  Bl.,  6 
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dia.;  12  hyd.;'76  eerv.;  pipe,  lead;  pree.,  dom.  45 
lbs.,  f.  50  lbs.;  cost,  918,000;  cost  mtce.,  $8,000; 
wks.  owned  by  city. 

MONCTON,  p.  11,3Z9;  f.  area,  1,000  a.;  mere, 
bldgs.,  sin.,  bk.  &  wd.,  2^  &  8  stor.;  priv.,  bk.  <h 
wd.,  1^^  to  3  -stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
&  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
str.,  1  auto,  balvage  wag.,  i  str,  2  c.  eng.,  6  c. 
hand  ex.,  1  h.  A:  1.  trk.,  3  hose  wag.,  hose  sleds, 
16  hrd. ;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft.;  inf., 
500  ft.;  tot.  hose,  6,500  ft.;  f.  al.,  GamewcU,  33 
bx.;  val.  equip.,  $45,000;  val.  bldgs.,  $44,000; 
exp.  dept.,  $116,000;  lot.  mem.  6o,  pd.  full  time 
5,  vol.  55. 

Water  Supply — Sra,  creek,  4  m.  bus.  cent.; 
ays.,  grav.  it  pump  dir.;  res.  cap..  200,000,000 
gals.;  pump,  eng.,  cap.  day  1,500,000  gals.;  mains, 
c.  L,  25  m.,  2  to  14  in.  dia.;  98  hyd.;  286  v.;  7 
met.;  2,209  serv.;  pipe,  lead  ft  iron;  pres.,  don. 
25  to  80  lbs.,  f.  60  lbs.;  cost,  $410,400;  cost 
mtce.,  $21,000;  wks.  owned  by  city;  new  water' 
wks.   sys.  under  course  of  construction. 

NEW  CASTLE,  p.  2,945;  mere,  bldgs.,  wd.  k 
bk.,  2  stor.:  priv.,  wd.,  IVi  &  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  ord.  F.  dept. — 1  str.,  1  hand 
eng.,  2  c.  ex.,  4  hose  car.,  2  hrs.;  hose,  rub., 
8,850  ft.;  f.  aL,  bell  ft  wh.;  val.  bldgs.,  $8,000; 
exp.  dept.,  $1,500;  tot.  mem.   11,  pd.  full  time. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.  k 
dir.;  res.  cap.,  150,000  gals.,  loc.  M  m.  cent,  of 
town;  2  pump,  eqg.,  class  dup.,  cap.  1.000  g^als. 
min.;  main«,  c.  L,  3  m.,  4  to  10  in.  dia.;  50  hyd.; 
met.,  7;  300  serv.;  pipe,  lead;  pres.,  dom.  100 
lbs.,  f.  180  lbs.;  cost,  $60,000;  wks.  owned  by 
city. 

PERTH,  p.  500;  f.  area,  200  a.  F.  dept. — hose 
cart,  ladders,  600  ft.  hose;  tot.  mem.,  16  vol. 

Water  Supply — Src.,  res.;  sys.,  grav.;  pree.,  60 
lbs. 

RICHIBUCTO,  p.  871;  f.  area,  1,000  a.;  mere 
bldgs.,  wd.,  1  star.;  priv.,  wd.,  IH  stor.;  wd.  rfs. 
perm.;  no  fwks.  ordL;  causes  of  f.  inv.  F.  dept. — 
1  hand  eng.,  1  hose  car.;  hose,  cot,  gd.,  650  ft.; 
leather,  gd.,  250  ft;  tot.  hose,  90t)  ft;  val.  equip., 
$2,500;  vaJ.  bldgs.,  $500;  ezp.  dept,  $80;  tot 
mem.,   12  voL 

Water   Supply — Src,  riv.  it  8   wells. 

SACKVILLE,  p.  2,089:  mere,  bldgs.,  bk.,  stn. 
ft  wd.,  2  to  3  stor.;  priv.,  wd.;  wd.  rfs.  peftai.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  a  w«g., 
3  hose  wag.,  3  reels,  1  hrs.;  hose,  cot.,  rub.  lined, 
1,500  ft;  rub.,  1,500  ft;  tot  hose,  3,000  ft.; 
f.  al.,  GameweU,  18  bx.;  vaL  equip.,  $7,000:  vaL 
bldgs.,  $600;  ezp.  dept,  $900;  tot  meoL,  41,  pd. 
full  time  1,  vol.  40. 

Water  Supply — Src,  spr.,  8H  ro-  ^w*  cent; 
sys.,  grav.;  stdp.  cap.,  14,000  gals.;  res.  cap.,  12,* 
000,000  gals.,  loc.  in  the  woods;  mains,  c  i., 
8  m.,  4  to  14  in.  dia.;  85  hyd.;  20  v.;  300  serv.; 

5ipe,    galv.    i.;    pres.,    dom.    65    to    85    lbs.;    cost, 
90,000;   cost  mtce.,   $750;   wks.   owned   by   town. 

ST.  ANDREWS,  p.  987;  f.  area,  200  a.;  mere, 
bldgs.,  wd.,  1%  to  2^  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  h.  eng.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,800  it.;  f.  al., 
bell;  val.  bldgs.,  $2,000;  ezp.  dept,  $300;  tot. 
mem.,  80  vol. 

Water  Supply — Src,  wells  ft  cisterns. 

ST.  JOHN,  p.  42,863;  f.  area,  6,400  a.;  mere 
bldgs.,  stn.  &  bk.,  3  to  6  stor.;  priv.,  bk.  &  wd.,  2 
ft  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  i^ 
combt.   ord.;    causes  of   f.   inv.     F.  dept. — 7   str.,   1 


auto.  pump,  eng.,  1  c.  eng., 

1  hand  eng.,  i  c.  hand  ex. 
trk.,  7  hc-je  reels,  2  hani 
cot.,  rub.  lined,  gd.,  16,3U 
85  bx. ;  val.  equip.,  $97,00 
exp.  dept.,  40,000;  tot.  m 
40,  vol.   107. 

Water  Supply — arc,  Lc 
Lake,  10  ft  6  m.  btis.  cent 
8,400,000,000  gals.;  mains, 
cem.  ft  sheet  L,  84  m.,  2  u 
1,500  v.;  met,  200:  6,61 
iron;  pres.,  dom.  ft  f.  11 
6,060,281  gals.;  cost  $2 
$80,000;  wn.  owned  by  cil 

ST.  STEPHEN,  p.  2,886 
bldgs.,  bk.,  stn.  ft  wd.,  1  t 
to  2^  stor.;  wd.  rfs.  pen 
combt.  ord.;  causes  of  f.  li 
c  hand  ez.,  1  h.  ft  1.  trk. 
reel,  2  hrs.;  hose,  cot,  rub 
rub.,  gd.,  500  ft;  tot  h 
telp.;  vaL  equip.,  $6,000 
ezp.  dept,  $2,500;  tot  m 
2,  pd.  part  time  12. 

Water  Supply — Src,  well, 
pump:  res.  cap.,  1,000,000 
cap.  hour  176,000  gals.;  i 
to  16  in.  dia.;  54  hyd.;  me 

5alv.    i.;    pres.,   dom.   ft   f., 
ay,    1.200,000   gals.;   cost 
$9,000;  wks.   owned  by   cit] 

SHEDIAC,  p.  2,000;  f. 
bldgs.,  bk.,  1  to  8  stor.;  | 
rfs.  perm,  in  f.  area;  no 
causes  of  f.  inv.  F.  dept— 
reel,  1  hand  eng.,  1  hose 
lined,  gd.,  500  ft:  rub.,  g 
1,100  ft;  f.  aL,  bom;  va 
bldffs..  $1,000:   tot.   mem., 

Water  Supply — Src,  well 
B78.,  grav.;  stdp.  cap.,  80 
260,000  gals.,  loc  near  bui 
class  comp.,  cap.  min.  800 
m.,  6  to  8  in.  dia.;  26  hy^ 
ft  iron;  pres.,  dom.  70  lbs., 
12.000  gals.;  cost  $25,00 
wks.  owned  by  municipality 

SUSSEX,   p.   2,600;   f.   ar( 
c.  hand  ex.,  1  hose  wag.,   1 
wag.;    hose,    cot,    rub.    lined 
gd.,  300  ft;  tot  3,000  ft;  f. 
tot.    mem..    30    vol. 

Water  Supply — Src,  wells 
sys.,  pump  dir.;  res.  cap.,  5 
eng.,  cap.  day,  576,000  gal 
4  to  8  in.  dia.;  48  hyd.;  12 
dom.  ft  f.  85  lbs.;  cons,  da; 
$50,000;  cost  mtce.,  $5,000 

WOODSTOCK,  p.  3,856;  z 

2  stor.;  priv.,  wd.,   8  stor.; 
ft  combt.  ord.;  causes  of  f. 
1  c  hand  ez.,  1  h.  ft  1.  trk 
car..   2  hrs.;  hose,  cot,  rub. 
rub.,    gd.,    1,000    ft;    inf., 
6,400    ft;    f.   al.,   elec,    11 
000;  val.  bldgs.,  $7,000;  ex 
mem.,   24   vol. 

Water  Supply — Src,  riv., 
pump   to   stdp.   ft   dir.;'  stdp 
pump,  eng.,  cap.  day  6,576,( 
6\    m.,   8   to  10   in.   dia.; 
41;  583  serv.;  pipe,  wrt  i. 
to   75   lbs.,   f.    75   to   100   lb 
mtce.,   $2,200;   wks.  owned 


NEWFOUNDLAND 


ST.  JOHtN'S,  p.  30,000;  f.  area,  2,650  a.;  mere 
bldgs.,  stn.,  bk.,  4  stor.;  priv.,  wd.,  3  stor.;  wd. 
rfs.  perm.;  fwks.  ft"  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 3  str.,  1  c.  eng.,  1  h.  ft  L  trk.,  3  hose 
wag.,  3  hose  reels,  16  hrs.;  hose,  cot,  rub.  lined, 
gd.,  14,000  ft.;  rub.,  gd.,  2,000  ft;  tot  hose,  lO.OUU 
ft;  f.  aL.  Gamewell,  70  bx.;  vaL   bldgs.,  $26,000; 


exp.    dept,   $25,172;   tot.   m( 
2S,  pd.  part  time  28,  vol.    1 
Water    Supply — Src,    lake 
ays.,  grav.;   mains,   c   L.   84 
296    hyd.;    086   v.;   met,   6, 
poses   only;    3,760    serv.;    pi] 
110   lbs.;   cons,   day,   5,000,0 
000;  cost  mtce.,  $17,000;  wl 


c-432 
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AMHERST,  p.  8,973;  f.  area,  1,800  a.;  mera 
bidgs.,  bk.,  stii.  &  wd.,  1  Me  to  4  stor. ;  priv.,  stii.  & 
\vd.,  l\^  &  2^  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  &   combt.  ord.;   causes  of  f.    inv.     F.  dept. — 

1  auto.   comb.  c.  k  h.  war.,  2  str..  6  c.  hand  ex., 

2  hoee  sleds  with  1,000  ft  of  hose  each,  1  h.  & 
1.  trk.,  3  ho^e  wag.,  3  hose  reels,  8  hrs. ;  hose,  cot., 
rub.  lined,  gd.,  5,700  ft.;  f.  al.,  Oamewell,  elec., 
27  bx. ;  val.  equip.,  $88,000;  val.  bldgs.,  $25,000; 
cxp.  dept.,  $8,200;  tot.  mem.  53,  pd.  full  time  1, 
pd.  part  time   52.  . 

Water  Supply— Src,  riv.;  tys.,  pump  to  res.  & 
dir.;  res.  cap.,  3,000,000  gals.;  pump,  eng.,  cap. 
day  2.000,000  gals.;  mains,  iron,  15  m.,  4  to  12 
in.  dia.;  43  hyd.;  27  v.;  cost,  $90,000;  cost  mtce., 
$1,400;    wks.   owned   by   town. 

ANNAPOLIS  ROYAU  p.  1,019;  mere,  bldgs.,  bk. 
ft  wd.,  8  stor.;  pri?.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hand  eng.,  1  h.  ft  L  trk.,  4  hose  wag.; 
hose,  rub.,  gd.,  1,500  ft;  f.  al.,  bell;  vaL  equip., 
$2,500;  val.  bldgs.,  $8,000;  exp.  dept.,  $200; 
tot.  mem..   25  vol. 

Water  Supply — Src,  lake,  4  m.  bus.  cent.;  sys., 
grav.;  mains,  c.  i.,  16  m.,  4  to  8  in.  dia.;  25  hyd.; 
300  serv. ;  pipe,  lead  ft  iron;  pres.,  dom.  100  lbs., 
f.  150  lbs.;  cost,  $27,500;  cost  mtce.,  $400; 
wks.  owned  by  town. 

ANTIQONISH,  p.  1,787;  f.  area,  400  a.;  mere. 
bldfi;s.,  bk.  ft  wd.,  2  ft  2^   stor.;  priv.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk..  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft.;  inf., 
300  ft.;  lot.  hose,  1,800  ft.;  f.  al..  bell  ft  wh.; 
val.  equip.,  $8,000:  val.  bldga.,  $2,000;  exp.  dept, 
$100;  tot  mem.,  28  vol. 

Water  Supply — Src,  spr.  ft  brooks,  4  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  8,500,000  gals.;-mains, 
iron,  4  m.,  8  in.  dia.;  27  hyd.;  SO  v.;  400  serv.; 
pipe,  galv.  i.;  pres.,  dom.  70  lbs.,  1  140  Ibe.; 
cost,  $45,000;  cost  mtce.,  $400;  wks.  owned  by 
city. 

BERWICK,  p.   800;   f.  area,   640  a.     F.  dept. — 
truck,  ladders,  buckets;  tot.  mem.,  12  vol. 
No  waterwks. 

BRIDGETOWN,  p.  996;  f.  area,  IH  m.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 3  hose  wag.; 
hoae,  rub.,  gd.,  1,200  ft;  f.  al.,  elec,  1  general 
bx.,  18  priv.  bx.;  val.  equip.,  $1,800;  vaL  oldgs., 
$2,000;  exp.  dept,  $150;  tot  mem.,  16  vol. 

Water  Supply — Src,  spr.  ft  lake;  ays.,  grav.; 
res.  cap.,  1,000,000  gala.;  mains,  c  1.,  10  m.,  4 
to  8  in.  dia.;  81  hyd.;  21  v.;  815  serv.;  pipe,  galv. 
i.;  pres.,  f.  110  to  115  lbs.;  cost,  $88,000;  cost 
mtce.,    $2,000;   wks.   owned  by  city. 

BRIDQEWATER,    p.    2,775;    bldge..    bk.    ft   wd., 

2  stor.;  wd.  rfs.  not  perm.;  fwka.  oird.  F.  dqit 
— 1  etr.,  2  c  hand  ex.,  2  h.  ft  L  trk..  4  hoM  oar., 
1  mxpply  wac.;  hose,  cot,  mb.  lined,  gd..  2.000 
ft;  inf.,  600  ft;  tot  hose.  8,600  ft;  f.  aL,  beU; 
val.  equip.,  $7,600;  exp.  dept.,  $800;  tot  mem., 
60  ToL 

Water  Supply — Src,  riv.  tk. 

CANNING,  p.  1,418;  f.  area.  1,000  a.;  mere 
bldgs.,  stn.  ft  wd.,  1^  ft  2  stor.;  priv.,  stn.  ft 
wd.,  IH  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord. 
F.  dept — 1  hand  eng.,  1  hose  car.,  other  apparatus, 
ladders;  hose,  rub.,  gd.,  600  ft;  leather,  gd.,  800 
ft;  linen,  inf.,  150  ft;  tot  hoae,  1,050  ft;  f. 
aL,  bell;  val.  equip.,  $1,500;  val.  bldgs.,  $800; 
exp.   dept,   $1,000;   tot   mem.,   12   vol. 

Water  Supply — Src.  strm.,  2  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  2,000.000  gals.;  mains,  c  i., 
4  m.,  4  to  8  in.  dia.;  29  nyd-;  15  v.;  150  serv.; 
pipe,  galv.  1.;  pres.,  dom.  60  to  80  lbs.,  f.  75  to 
30  lbs.;  cost,  $27,000;  cost  mtce.,  $200;  wks. 
owned  by  town. 

CANSO,  p.  1,617;  mere,  bldgs.,  bk.  ft  wd.,  1 
ft  2  stor.;  priv.,  bk.  ft  wd.,  1  to  2^  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwks.  ft  combt.  ord.; 
causes  of  f.  not  inv.  F.  dept. — Buckets,  rope 
ladders  ft  axes.     Waterwks.  to  be  installed. 

DARTMOUTH,  p.  5,058;  f.  area,  2  sqi  m.; 
bldgs.,  wd.,   2  ft  3  stor.;  wd.  rfs.  perm.     F.  dept. 


— 1  str.,  1  h.  ft  1.  trk.,  8  c.  hand  ex.,  4  hose  ctr., 
4  hrs.;  hose,  rub.,  gd.,  8,160  ft;  1  Eastman  ddoge 
set;  f.  aL,  bell;  vaL  equip.,  $12,240;  vaL  bld|^ 
$10,000;  exp.  dept,  $2,000;  tot  mem.  75,  pd. 
part  time  5,  voL  70. 

Water  Supply — Src,  lakes,  8  m.  bus.  cent;  ^i^ 
grav.;  res.  cap.,  11,873,062,000  gals.;  mains, 
c.  L,  15  m.,  1  to  20  in.  dia.;  102  hyd.;  76  v.; 
met,  5;  950  serv.;  pres.,  f.  40  to  90  lbs.;  cost, 
$275,000;  cost  mtce.,  $12,872;  wks.  owned  by 
town. 

DIGBY,  p.  1,247.  F.  dept — 3  hose  car.;  ho3«, 
2,500  ft;  tot  mem.  20,  pd.  part  time;  undre^ 
rating,    ftrst   class. 

Water  Supply — Src,  lake  ft  strm.,  8^  m.  bos. 
cent;  sys.,  grsv.;  res.  cap.,  16,000,000  gals.; 
mains,  iron,  7  m.,  4  to  10  in.  dia.;  21  hyd.;  S50 
serv.;  pipe,  lead;  pres.,  dom.  80  lbs.,  f.  140  lbs.; 
cost   $40,000;    cost  mtce.,  $450;    wks.   owned  by 

tOWlL 

HALIFAX,  p.  46,619;  mere  bldgm.,  bk.  ft  wd.. 
2VIb  to  7  stor.;  priv.,  bk.  ft  wd.,  2V&  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
caiises  of  f.  inv.  F.  dept — 1  auto,  str.,  8  str., 
2  c  eng.,  8  h.  ft  1.  trk.,  1  aer.  trk.,  8  hose  wag., 
8  hose  sleighs,  35  hrs.;  hose,  cot,  rub.  lined,  gd., 
14,0U0  ft;  f.  a1.,  elec,  63  bx.;  iraL  equip..  $104,- 
000;  val.  bldgs.,  $110,000;  exp.  dept,  $5S,000; 
tot.  mem.  38,  pd.  full  time. 

Water  Supply — Src,  surface  water,  lake,  6H 
m.  bus.  cent;  sys.,  grav.;  mains,  c  L,  77  m.,  S 
to  27  in.  dia.;  467  hyd.,  local;  844  v.;  4,161  met; 
7,816  serv.;  pipe,  lead;  pres.,  dom.  10  to  60  lbs.. 
f.  80  to  100  lbs.;  cost,  $1,267,816;  cost  mtce., 
$100,000;  wks.  owned  by  city. 

INVERNESS,  p.  8.000.  F.  dept.— 1  Udder  wag., 
1  hoae  wag.,  1  hrs.,  1,500  ft.  hose;  tot  mem., 
82    voL 

Water  Supply — Src,  -spr.;  sj».,  grav.;  pres., 
80  lbs. 

KENTVILLE.  p.  2,804;  f.  ares,  640  a.;  mere 
bldgs.,  wd.,  2  ft  3  stor.;  priv.,  wd.,  2  stor;  wd. 
rfs.  perm.;  no  fwks.  ord.     F.  dept — 1   hose  osrC. 

1  salvage  w«g.;  hoae,  rub.,  gd..  1,600  ft;  inf.,  400 
ft;  tot  hose,  2,000  ft;  f.  aL,  automatic,  8  bx.; 
vaL  equip.,  $2,500:  vaL  bldgs.,  $8,000;  exp.  dcpt» 
$S50;  tot  mem.,  about  60  voL 

Wster  Supply— ^Src,  brook.  4  m.  bu<.  cent.: 
sys.,  grav.:  res.  cap.,  7,000,000  gals.;  pump,  en^., 
cap.  day  1,000,000  gals.;  mains,  c.  i.  ft  all.,  \4\r 
m.,  4  to  8  ill.  dia.;  67  hyd.;  68  v.;  3  met.;  4.'>o 
s€n'. ;  pipe,  galv.  i. ;  pres.,  dom.  ft  f.,  S5  to  li.i 
ITm.;  cons,  day,  400,000  gals.;  cost,  $63,450;  (x»$t 
mtce.,   $3,802;  wks.  owned  by  town. 

LAWRENOETOWN,  p.  600;  f.  area,  600  a.: 
mere  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  not  inv.  F. 
dept — 1  h.  ft  1.  trk.,  1  hose  reel,  t  hoae  wsg.; 
hose,  oot.  rub.  lined,  sd.,  600  ft;  rub.,  gd.,  1,000 
ft;  tot  hose,  1,500  ft;  f.  al.,  bell;  vaL  equip., 
$1,000;    vaL    bldgs.,    $500;    tot.   mem.,    12    vol. 

Water  Supply — Src,  rea.,  1%  m.  bus.  cent.; 
sjrs.,  grav.;  res.  cap.,  500,000  gals.,  loc  on  moim- 
tain  aide,  200  ft.  above  town;  maina,  iroii»  4  m.,  4 
to  8  in.  dia.;  18  hyd.;  156  serv.;  pres.,  dom.  SO 
lbs.,  t.  05  lbs.;  cost  $16,000;  cost  mtce.,  $250; 
wks.  owned  by  municfpali^. 

LIVERPOOL,  p.  2.109;  f.  ares.  1%  sq.  an.; 
mere,  bldgs.,  bk.  ft  wd.,  2  to  2^  stor.;  priv.,  w^., 

2  to  2H  stor.;  wd.  rtk  perm,  in  f.  ares;  no  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str^ 
1  h.  ft  L  trk.,  3  ladders,  8  hose  reels;  hose,  oot.. 
rub.  lined,  gd.,  600  ft;  rub.,  gd.,  1,200  ft.; 
tot  hose,  1,800  ft;  f.  al.,  bell;  vaL  equip.,  fS.OOO; 
vaL  bldga.,  $2,600;  exp.  dept,  $500;  tot.  mem.^ 
20   voL 

Wster  Supply — Src.  lake.  1%  m.  bus.  cent.: 
sys.,  grav.;  mains,  c  L,  5  m.,  4  to  10  in.  dia.: 
30  hyd.r  15  v.;  pres.,  dom.  75  to  86  lbs.,  f.  75  to 
85  Ids.;  wks.  owned  by  town. 

LUNENBURG,  p.  2,681;  f.  ares,  480  a.;  mere 
bldgs..  wd.,  2  ft  8  stor.;  priv.,  wd.,  1^  ft  S  sCor.; 
wd.  frs  perm.  F.  dept — 1  str-  2  hand  coig**  I  h. 
ft  L  trk.,  5  hose  car.,  1  supply  wag.,  1  cnlragv 
wag.;  hose,  rub.,  gd.,  2,500  ft;  cot^  rub.  lined. 
gd.,    900   ft;   tot   hose,   3,400   ft;   f.    sL*    bell    ds 
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telp.;    val.    equip..    |9,000;    vaL    bldgt.,    |8,000; 
«zp.  dept.,  $1,000;  tot  mein.»  70  voL 

Water  Supply — Src.,  lake  A  spr.,  8^  m.  bua. 
cent;  sya.,  pump  to  rea.;  res.  cap.,  1,250,000 
^la.;  pump,  eng.,  cap.  day  S 5 0.000  gala.;  maina, 
iron,  9  m.,  4  to  16  in.  dia.;  38  hyd.;  pipe,  galv. 
i.  k  lead;  prea.,  46  to  95  Iba.;  cost,  |90,000;  coat 
mtce.,  9630;  wka.  owned  by  town. 

MIDDLETON,  p.  827;  f.  area,  800  a.;  mere, 
bidgs..  wd.,  1^  Jc  2  stor.;  priv.,  wd.,  IH  ator.; 
wd.  rfs.  penn.;  no  fwka.  ord.  F.  dept — 2  h.  k  1. 
trk.,  2  hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  1,000 
ft;  f.  aL,  elee.;  val.  equip.,  $1,500;  tot  mem.,  18 

TOl. 

Watar     Supply — Src,  lake,    apr.;     iya.,     grav.; 

maina,  8^  m.:  20  hyd.;  125  serv.;  prea.,  dom.  100 

Iba.,   f.    100    Iba.;    coat,  $81,000;    wka.    owned   by 
city. 

NEW  QU^SQOW,  p.  0,388;  f.  area,  2,000  a.; 
bIdgs.,  bk.,  atn.  it  wd.,  2  ator.:  wd.  rfa.  perm. 
P.  dept — 1  atr.,  2  h.  at  1.  trk..  6  hose  car.; 
aiameae  cojplincji  uaed;  hoae,  linen,  gd.,  2,000 
ft:  rob.,  gd.,  6,000  ft;  tot  hoae,  7,000  ft;  f. 
al.,  elec,  9  bx.;  val.  equip.,  $13,000;  yal.  bldga., 
$1,400:  exp.  dept,  $2,300;  tot  mem.,  80  vol. 

Watar  Supply-— Src,  riv.,  2  m.  bua.  cent;  aya., 
pump  to  rea.;  res.  cap.,  2,000,000  gt^;  pump. 
«ng.,  daas  comp.  dup.,  cap.  day  1.750,000  galB.; 
maina.  c.  i.,  16  m..  8  to  12  in.  dia.:  86  hyd.;  70 
v.;  met,  70;  1,200  serv.;  pipe,  lead;  prea.,  dom. 
100  lbs.,  f.  120  lbs.;  coat,  $170,000;  coat  mtce., 
$9,000;  wka.  owned  by  city. 

NORTH  SYDNEY,  p.  5.418;  bldga.,  wd.,  1^ 
to  8  stor.;  wd.  rfa.  perm.  F.  dept — 1  atr.,  1 
hand  ene.,  1  h.  ft  1.  trk.,  4  hose  car.,  2  f.  boata; 
hose,  ruD.,  gd.,  2,000  ft.;  f.  al.,  wh.;  val.  equip., 
$8,000;  exp.  dept,  $840;  tot  mem.  42.  pd.  20, 
vol.    22. 

Water  Supply — Src,  lake;  sys.,  pump  to  rea.  Ac 
dir.;  pump,  eng.,  cap.  day  8,000,000  gala.;  maina, 
10  m.;  54  hyd,;  730  serv.;  prea.,  dom.  75  Iba., 
f.  75  Ibe.;  cost.  $125,000;  wka.  owned  by  town. 

OXFORD,  p.  1,392;  f.  area,  1  aq.  m.;  mere 
bldga.,  wd.,  1  to  8  stor.;  priv.,  wd.,  1  &;  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  no  fwks.  A  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  &  L  trk.. 
10  c.  hand  ex.,  8  hose  reels,  2  hrs.;  hose,  cot. 
rub.  lined,  gd.,  800  ft;  rub.,  gd.,  1,200  ft;  tot 
hose,  2,000  ft;  f.  al.,  wh.;  val.  equip.,  $6,000; 
tot  mem.  80,  pd.  part  time  2,  vol.  28. 

Water  Supply — ^Src,  apr.,   1  m.  bus.  cent;  ays., 
grav.;    2    res.,   cap.    425,000    gals.;    main^,    iron,    4 
ni.,    4    to    8    in.    dia.;    13   hyd.;    16    v.;    210    serv.; 
pipe,  galv.  i.;  pres..  dom.  ft  f.,  37  lbs.;  cost,  $30, 
000;    cost   mtce.,    $300;    wks.    owned   by   priv.    Co. 

PICTOU,  p.    8,179;   mere   bldgs.,   wd.,    8   ator.; 

rv.,  wd.;  wd.  rts.  perm.  F.  dept — '1  etr.,  1  h. 
1.  trie.,  5  hose  car.,  4  hrs.;  hose,  rub.,  gd., 
2,600  ft;  inf.,  600  ft;  tot  hoae,  8,000  ft;  f.  aL. 
beU;  TaL  equip.,  $4,800;  val.  bldga.,  $8,000;  eicp. 
dept,  $1,688;  tot.  mem.,  62,  pd.  part  time  2, 
vol.  60;  undn.  rattng,  second  daaa. 

Water  Supply — Src,  wella.  1%  m.  bua.  cent; 
aya.,  pump  to  stdp.;  stdp.  cap.,  470,000  gala.; 
dim.,  40  z  60;  mat,  stl.;  2  pump,  eng.,  claaa 
dup.  comp.,  cap.  day  2,000,000  gale;  maina,  c 
L,  9  m.,  6  to  12  in.  dia.;  65  hyd.;  v.;  680  serv.; 
pipe,  galv.  i.;  prea.,  dom.  45  to  110  lbs.,  f.  80  to 
100  lbs.;  cone,  day,  250,000  gala.;  cost,  $117,- 
400;  cost  mtce.,  $7,625;  wks.  owned  by  town. 

PUQWASH,  p.  900;  f.  area,  20  a.;  mere  bldga., 
wd.,  2  ator.;  priv.,  wd.,  2  stor.;  wd.  rfa.  perm, 
in  f.  area;  cauaea  of  f.  inv.  F.  dept — 1  atr.,  1 
h.  ft  1.  trk.,  2  hoae  reela,  2  hoae  wag.;  hose,  cot., 
mb.  lined,  gd.,  800  ft;  rub.,  gd.,  600  ft;  tot 
hoae,  1,800  ft;  f.  aL,  bell;  val  equip..  $4,600; 
val.  bldgs.,  $700;  ezp.  dept,  $100;  tot  mem.,  40 
vol. 

Water  Supply — Src,  riv.;  owned  by  municipality. 

SHELBURNE,  p.  1,485;  mere  bldga.,  wd..  2 
stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfs.  perm.;  fwka. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng.,  2  hose  car.,  other  apparatus,  hooks  ft  laddera; 
hose,  rub.,  gd.,  1,300  ft;  cot,  gd.,  450  ft;  inf., 
100  ft;  tot.  hose,  1,860  ft;  f.  al.,  bell;  vaL 
equip.,  $5,000;  vaL  bldgs.,  $1,500;  exp  dept, 
$600;  tot.  mem.,  85  voL 
Water  Supply — Src,  harbor,  wella  ft  tk. 

SPRINQHILL.  p.  5,713;  f.  area,  2,880  a,;  mere. 
bldga.,    frame,    2   ator.;   priv.,   frame,    2    8t6r.;    wd. 


rfa.  perm,  in  f.  area;  fwks 
of  f.  inv.  F.  dept — 1  c 
hose  wag.,  2  bra.;  hose,  c< 
ft;  rub.,  gd.,  800  ft;  ii 
1,500  ft.;  f.  aL,  telp.,  12  1 
vaL  bldga.,  $6,500;  exp.  c 
23    voL 

Water  Supply — Src,  riv. 
grav.;  res.  cap.,  150,000 
highest  elevation;  8  pump, 
m.,  4  to  12  in.  dia.;  64  1 
lead;  pres.,  dom.  60  to  120 
cost  $190,000;  cost  mtce 
by  Municipality. 

STELLARTON,  p.  8,910 
bk.,  2  ft  8  ator.;  priv.,  w< 
wd.  rfa.  perm.;  fwka.  ord. 

1  h.  ft  L  trk.,  4  hose  reels, 
gd.,  2,000  ft;  f.  aL,  bel 
exp.   dept,   $1,000;   tot.    m 

Water  Supply — Src,  riv., 
pump  to  rea.;  rea.  cap.,  1 
m.  pump,  atation;  2  pump, 
day  2,000,000  gala.;  mami 
10  in.  dia.;  67  hyd.;  87 
pipe,  lead;  prea..  dom.  60 
126  Iba.;  cona.  day,  800,0C 
coat  mtoe.,  $10,000;  wka.  < 

SYDNEY,  p.  17,728;  1 
bldga.,  wd.  ft  bk.,  2  ft  4  t 
stor.;  wd.  rfs.  perm.;  fv 
str.,  1  c  eng.,  1  hand  eng 
ex.,  1  h.  ft  1.  trk.,  6  hose 
4,600  ft;  f.  aL,  elec.  aya., 
$17,000;  vaL  bldga.,  $20.0 
tot.  mem.  70,  pd.  full  time 

Water  Supply — Src,  brooi 
grav.;  res.  cap.,  198.000,00 
cap.  <lay  3,000,000  gals.;  m 
i4  in.  dia.;  171  hyd.;  S' 
serv.;  pipe,  lead  ft  galv.  i. 
to  ^7  lb.4.;  cons.  day.  2,109 
583;   cost   mtce.,   $5,600;   w 

SYDNEY  MINES,  p.  8,0 
mere  bldga.,  wd.,  2  ft  3  st 
wd.  rfs.  perm,  in  f.  area;  n 
cauaes  of  f.  inv.  F.  dept.— 
hoae  wag..  1  hoae  aleigh, 
wh.:  val.   equip.,   $5,500;  tc 

Water  Supply — Src,  Po 
bua..  cent.;  sya.,  pump;  res. 

2  pump,  eng.,  daas  dup.,  ca 
mains,  c  L,  12  m..  4  to  12 
v.;  1,008  serv.;  pipe,  galv. 
40  Iba.,  f.  60  Iba.;  cona.  di 
$85,500;  coat  mtce..  $700; 

TRURO,  p.  6.107;  f.  ai 
bldga.,  wd.  ft  bk.,  1%  to 
outaide  of  bk.  diatrict;  fv 
hoae  wag.,  1  c  eng..  1  h.  A 
reela;  hoae,  cot,  rdb.  lined 
gd..  4,000  ft;  tot  ht»9,  6 
well,  20  bx.:  vaL  eqaip.,  $21 
000;  exp.  aept,  $4,000;  t 
time  2,  pd.  part  time  2,  vol 

Watar  Supply — Src,  broc 
Bjra.,  grav.  ft  pump  dir.;  2  < 
cap.,  80,000,000  gala.;  pm 
000,000  gals.;  maina,  e  i. 
dia.;  121  hyd-;  HO  v.;  12  i 
galv.  i.  ft  lead;  prea.,  dom. 
Iba.;  coat,  $800,000;  coat 
owned  by  town. 

WESTVILLE,  p.   4.417;  f 
bldga.,  bk.   ft  wd.,   2  ator.; 
wd.  rfa.  perm.;  no  fwka.  ft 
f.  inv.    F.  dept — 1  h.  ft  L  ti 
car.;  hose,  cot,  rub.  lined, 
1,500   ft;    tot    hoae,    1.800 
equip.,     $2,800;     val.     bldgi 
$899:  tot.  mem.  20,  voL  1£ 

Watar  Supply — ^Src,  riv., 
sya.,  pump  to  rea.;  res.  cap 
1  m.  Dus.  cent.;  1  pump.  eng. 
day  500,000  gala.;  mains,  c 
dia.;  45  hyd.;  13  v.;  885  s 
dom.  70  Iba.,  f.  70  loa.;  coi 
cost  $70,000;  cost  mtce.,  \ 
town. 

WINDSOR,   p.    8.452;   f. 
bldga.,  bk.   ft  atn.,  2  to  4 
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stor.;  wd.  rfs.  not  perm.;  fwka.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  k  h  trk., 
4  hose  carts,  2  hrs.;  hose,  cot.,  rub.  lined,  gd., 
600  ft.;  rub.,  gd.,  1,200  ft.;  inf.,  800  ft;  tot  hose, 
2.100  ft;  f.  al.,  bell;  val.  equip.,  $6,000;  val. 
bld^.,  12,500;  ezp.  dept,  $600;  tot.  mem.  60,  pd. 
part  time  1,  vol.   59. 

Water  Supply — ^Src,  lake,  8  m.  bus.  cent: 
ays.,  grav.;  res.  cap.,  100,000,000  gals.;  mains, 
iron,  9  m.,  4  to  10  in.  dia.;  70  hyd.;  30  ▼.;  500 
serv. ;  pipe,  lead;  pres.,  dom.  40  to  76  lbs.,  f. 
86  lbs.;  cons,  day,  350,000  gals.:  cost,  $80,000; 
cost   mtce.,    $3,500;    wks.   owned   by   town. 

WOLFViLLE,  p.  1,458;  f.  area,  600  a.;  mere, 
bldgs.,  wd.,  3  stor.;  priv..  wd.,  3  stor.;  wd.  rfs. 
perm.;  fwks.  k  combt.  ord.;  causes  of  t.  inv.  F. 
dept — 1  h.  &  1.  trk.,  5  hose  carts;  hose,  rub.,  gd., 
2,000  ft;  f.  al.,  bell;  val.  equip.,  $2,500;  exp. 
dept,   $250;   tot   mem.,   32   vol. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
grav. ;  res.  cap.,  7,000,000  gals.;  mains,  iron,  8 
m.,    ^    to    8    in.    dia.;    44    hyd.;    600    serv.;    pipe, 


galv.   i.;  pres.,  dom.  k  f.,  85  lbs.;   cost.  $4S.000: 
cost  mtce.,   $200;   wks.   owned   by   city. 

YARMOUTH,  p.  6,600;  t  area,  1.200  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  ft  3  stor.;  priv..  wd.,  1  to 
3  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept — 2  str.,  2  c.  ex.,  1  h.  ft  L  trk., 
5  hose  car.,  1  hose  wag.,  1  supply  wag.,  Siamese 
couplings  used;  hose,  cot,  gd.,  1,000  ft;  mb.  gd.. 
2,800  ft;  tot  hose,  8,800  ft;  f.  al..  wh.;  9  hrs., 
5  hired;  val.  equip.,  $11,000;  vaL  bldgs.,  $10,000; 
exp.  dept,  $6,000;  tot  mem.  110,  pd.  full  time  S, 
vol.  104. 

Wnter  Supply — Src,  lake,  10  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.  ft  dir.;  res.  <»p.,  2,000.- 
000  gals.;  2  pump,  eng.,  class  triple,  cap.  dij 
300,000  gals.;  mains,  c  i.,  31  m.,  4  to  12  in.  dia.; 
98  hyd.;  110  v.;  met,  7;  1,868  serv.;  pipe,  lead; 
pres.,  dom.  45  lbs.,  f.  SO  to  100  lbs.;  con&  dav, 
890,000  gals.;  cost  $887,400;  cost  mtce.,  $8,297; 
wks.  owned  by  city^ 

Places  with  a  population  of  1,000  or  more  having 
no  organized  fire  dept. — Caiedonki.  Guysboro. 
Weymouth. 
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ACTON,  p.  1,720;  f.  area,  150  a.;  mere  bldgs., 
bk.  ft  wd.,  1^  ft  2  stor.;  priv.,  bk.  ft  wd.,  IH  ft 
2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.;  causes 
of  f..  inv.  F.  dept — 1  str.,  1  b.  ft  1.  trk.,  2  hose 
car.,  2  hrs.;  hose,  rub.,  ed.,  1,200  ft;  f.  al.,  bell; 
val.  equip.,  $4,000;  vaL  bldgs.,  $1,000;  exp.  dept, 
$150;  tot.  mem.,  40. 

Water  Supply — Src,  tk. 

AILSA  CRAIG,  p.  700;  f.  area,  500 ^a.;  mere, 
bldgs.,  bk.  ft  frame,  1  to  2  stor.;  priv.,  bk.,  1  ft 
1^  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 1 
h.  ft  1.  trk.,  1  hand  eng.,  1  hose  reel;  hose,  gd., 
800  ft;  f.  al.,  bell;  val.  equip.,  $700;  voL 

Watsr   Supply — Src,  riv. 

ALEXANDER,  p.  2,828;  f.  area.  820  a.;  mere 
bldgs.,  bk.  ft  wd.,   2  ft  8   stor.;  priv.,  wd.,   IVi   ft 

2  stor.;  wd.  rfs.  not  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept — 2  c.  ex.,  3  hose  car.,  3  hose  wag.; 
hose,  rub.,  ffd.,  1,500  ft;  f.  sL,  bell;  vaL  equip., 
$800;  vaL  bldgs.,  $2,500;  exp.  dept,  $600;  tot 
mem.,   IS  vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  107,000  gals.;  2  pump, 
eng..  cap.  day,  620,000  gals.;  mains,  c.  i..  3%  m., 
4  to  8  in.  dia.;  32  hyd.;  26  v.;  9  met;  200  serv.; 
pres.,  dom.  56  lbs.,  f.  110  lbs.;  cons,  day,  160,000 
gals.;  cost,  $27,000;  cost  mtce.  (including  elec 
Tight  plant),  $6,000;  wks.  owned  by  city. 

ALLISTON,  p.  1,279;  f.  area,  250  a.;  mere 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.  ft  bk.,  2  ft  8  stor.; 
wd.  rfs.  not  perm.;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  c.  ex.,  1  h.  ft  1.  trk.,  2  hose  car.,  1 
hose  wag.,  hand  grenades;  hose,  cot,  gd.,  1,200 
ft;  f.  al.,  bell;  val.  equip.,  $1,500;  val.  bldgs., 
$10,000;  exp.  dept,  $900;  tot.  mem.  25,  pd. 
part  time;    undrs.   rating,   fourth   class. 

Water  Supply — Src,  riv,,  »^  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  30,000  gals.; 
pump,    eng.,   cap.   day   800,000   gals.;   mains,    c.   i., 

3  m.,  4  to  10  in.  dia.;  23  hyd.;  200  serv.;  pipe, 
galv.  i. ;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  cost, 
$20,000;    cost   mtce.,   $1,000;   wks.    owned   by   Co. 

ALMONTE,  p.  2,452;  mere  bldgs.,  etn.  ft  bk., 
IH  to  3  stor.;  priv.,  stn.,  bk.  ft  wd.,  1%  ft  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept. — 1 
str.,  1  hand  eng.,  1  h.  ft  1.  trk.,  3  hose  car.,  5  c 
ex.,  all  kinds;  hose,  3.000  ft;  f.  al.,  bell;  val. 
equip.,  $8,000;  tot.  mem.,  28  vol.;  undrs.  rating, 
fourth   class. 

Water  Supply — Src,  riv.  ft  cisterns.  100  ft.  bus. 
cent;  sys.,  pump  dtr.;  pump,  eng.,  oap.  over  460 
gals,  min.;  8  pumps  in  mills,  near  bus.  cent 

ALVINSTON,  p.  850;  f.  area,  446  a.;  mere 
bldgs.,  bk.  ft  frame,  2  stor.;  priv.,  bk.  ft  frame, 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h. 
ft  1.  trk.,  2  c.  hand  ex.,  1  aer.  trk.,  2  hose  reels; 
hose,  gd.,  700  ft;  inf.,  500  ft;  tot  hose,  1,200 
ft;  f.  al.,  bell;  val.  equip.,  $1,500;  val.  bldgs., 
$400;  exp.  dept,  $300;  tot.  mem.,  14  vol. 

Water  Supply — Src,  riv.,  600  ft  bus.  cent; 
sys.,  pump  dir.;   2  pump.   eng..   cap.   day   200,000 


gals.;  mains,  4  to  6  in.  dia.;  7  hyd.;  wks.  owned 
y  Co. 

AMHERSTBURQ,  p.  2,600;  f.  area.  600  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  2  to  4  stor.;  priv., 
stn.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.  F. 
dept — 1  e  eng.,  8  e  ex.,  1  h.  ft  1.  trk.,  3  hose 
car.;  hose,  rub.,  600  ft;  cot,  gd.,  1.500  ft;  inf.. 
500  ft;  tot  hose,  2,500  ft;  f.  al..  elec.  ft  wh.,  3 
bx.;  val.  equip.,  $2,500;  vaL  bldgs.,  $16,000; 
exp.  dept,  $500;  tot  mem.  IS,  pd. 

Water  Supply — Src,  riv.,  H  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap..  48.000  gals.;  2 
pump,  eng.,  cap.  day  2,000,000  ffals.;  mains,  c 
ft  wrt  L,  10  m.,  2%  to  10  in.  dia.;  50  hyd.;  24 
v.;  met,  24;  950  serv.;  pipe,  lead;  pres,.  dom. 
35  lbs.,  f.  120  lbs.;  cons,  day,  400,000  gals.;  cost. 
$50,000;  cost  mtce.,  $3,000;  wks.  owned  by  dty. 

ARNPRIOR,  p.  4,405;  mere  bldgs..  bk.,  2  stor.; 

firiv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f. 
imits.  F.  dept — 1  str.,  1  hand  eng.,  e  ex.  on 
cart,  1  h.  ft  I.  trk.,  2  hose  car.;  hose,  rub.,  gd., 
1,000  ft;  inf.,  100  ft;  cot.  gd.,  1,200  ft.;  inf.. 
800  ft;  tot  hose,  2.600  ft;  f.  aL.  bell;  vaL 
equip.,  $8,000;  val.  bldgs.,  $20,000;  exp.  dq>t. 
$1,300;  tot.  mem.  50,  pd.  part  time. 
Water  Supply — ^Src,  wells,  riv.  ft  tk. 

ATHENS,  p.  802;  f.  area,  200  a.;  mere  bldgs., 
bk.  ft  stn.,  IV^  to  8  stor.;  priv.,  bk.  ft  wd.,  IH 
ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept — 1  hand  eng..  1  hose  car.;  hose, 
cot,  gd.,  1,000  ft;  f.  aL,  bell;  val.  equip.,  $900; 
val.  bldgs.,  $2,000;  exp.  dept,  $200;  tot  mem., 
20   VOL 

Water  Supply — Src,  wells  ft  7  tk. 

AURORA,  p.  1,901;  f.  area,  1.000  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area.;  causes  of  f. 
inv.  F.  dept. — 1  h.  eng.,  2  c  hand  ex.,  1  h.  ft  L 
trk.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1.500 
ft;  f.  aL,  bell  ft  wh.,  9  bx.;  tot  mem.,  60  voL 

Water  Supply — Src,  artesian  wells,  in  bus.  cenr.: 
sys.,  pump  to  stdp.  ft  dir. ;  stdp.  cap.,  100.000  cils.; 
2  pump,  eng.,  cap.  day,  1.152.000  gals.;  main«. 
3%  m.,  4  to  6  in.  dia.;  32  hyd.;  21  v.;  1  met.: 
400  sen'.;  pres..  dom.  35  lbs,,  f.  125  lbs.;  ccm~ 
day,  120,000  gals.;  cost.  $30,000;  wks.  owned  by 
town. 

AYLMER.  p.  2,102;  f.  area.  600  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.  ft  bk..  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 4  c  hand  ex.«  1 
h.  ft  1.  trk.,  1  hose  wag.,  8  nose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,800  ft:  rub.,  gd..  SCO  ft.;  Isf.. 
800  ft;  tot  hose,  2,400  ft;  f.  aL,  bell;  tsL 
equip.,  $6,000;  vaL  bldgs.,  $1,000;  exp.  dept. 
$500;  tot  mem..  21  vol. 

Water  Supply — ^Src.  wells,  1%  m.  bus.  cent.; 
sys.,  grav.  ft  pump,  to  stdp.;  stdp.  osp..  12S.O00 
gala.;  dim.,  16  x  100;  mat,  stL;  res.  csp.,  S75.- 
000  gals.:  2  pump,  eng.,  cap.  day  1.S72.000 
gals.;  mains,  e  L,  16  m.,  4  to  10  in.  dia.;  4:< 
h3'd.;    80    v.;    met,    176:    175    serv.;    pipe,    lemd: 
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equip.,    $2,500;    val.    bldgi.,    $8,500;    ezp.    dept., 
$50;   tot.  mem.   52,  pd.   full  time  2,  vol.   50. 
Water  Supply — Src,  14  tk.  fed  by  spr. 

BRAM>PTON,  p.  412;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  2  k  3  stor. ;  wd.  rfa.  perm.;  no  fwks. 
ord.;  causes  of  f.  inv.  F.  dcpt — 1  h.  &  1.  ta-k.,  4 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f. 
al.,  elec.,  11  bx.;  val.  equip.,  $6,000;  val.  bidgs., 
$2,000;  exp.  dept,  $270;  tot.  mem.,  5d  vol.; 
undrs.   rating,  third   class. 

Water  Supply — Src,  welb,  4  m.,  ft  lake,  5  m. 
bus.  cent.;  sys.,  pump  to  res.,  cap.  1,000.000  gals.; 
2  pump,  eng.,  cap.  day  1,500,000  gals.;  mains,  c 
i.,  17 H  m.,  4  to  12  in.  dia.;  86  hyd.;  843  met.; 
.sSO  ser\'. ;  pipe,  lead  4  iron;  pres.,  dom.  50  to  65 
lbs.;  f.  125  lbs.;  cost  mtce.,  $4,600;  wks.  owned 
by  town. 

BRANTFORD,  p.  28,182;  f.  area,  2,967  a.; 
mera  bldgs.,  bk.,  1  to  4  stor.;  priv.,  bk.  St  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwk«.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  h.  ft 
1.   trk.,   1   aer.  trk.,  14   c.  hand  ex.,   4   hose  wag., 

1  hose  reel,  1  chief's  buggy,  2  hose  sleighs,  11 
hrs.;  hose,  cot.,  rub.  linedV  gd.,  7,000  ft.;  inf., 
1,000  ft.;  tot.  hose,  8,000  ft.;  f.  al.,  Gaynor  elea, 
35  bx.;  val.  equip.,  $20,000;  val.  bldgs.,  $16,100; 
exp.  dept,   $21,000:  tot.  mem.   19,  pd.  full  time. 

Water  Supply — Sr&,  spr.,  2  m.  bus.  cent.;  sys., 
pump  dir.;  7  pump,  eng.,  cap.  day  il 8,000,000 
gals.;  mains,  c.  i.,  62.H  m.,  4  to  20  in.  dia.; 
329  hyd.;  562  v.;  met.,  1,960;  6,836  serv.;  pipe, 
lead;  pres.,  dom.  SO  lbs.,  f.  1.2i5  lbs.;  cons,  dsy, 
3,000,000  gals.;  cost,  $7i60,O00;  cost  mtce.,  $^,- 
1*6;  wke.  owned  by  city. 

BRIOQEBURQ,  p.  1,687:  f.  area,  1,400  a.;  mere, 
bldgs.,  frame,  2  stor.;  pnv.,  frame,  2  stor.;  wd. 
rfs.   perm,    in   f.    area.     F.    depL — 1    h.    ft   1.    trk., 

2  c.  hand  ex..  2  hose  reels,  2  hose  car.;  f.  al., 
telp.;  vaL  equip.,  $3,000;  val.  bldgs.,  $2,000;  toL 
mem.,  85  vol. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys., 
pump  dir.;  2  pump,  eng.;  mains,  10  m.,  4  to  10 
in.  dia.;  41  hyd.;  400  serv.;  pres.,  dom.  40  lbs.,  f. 
ISO  lbs.;  cost,  $50,504;  cost  mtce.,  $900;  wka. 
owned  by  city. 

BRIGHTON,  p.  1,800;  f.  area,  2,740  a.;  mere 
bldgs.,  bk.,  3  stor.;  priv.,  bk.  ft  frame,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hand 
eng.;  hose,  gd.,  200  ft.;  inf.,  500  ft.;  toL  hose, 
700  ft.:  f.  al.,  bell;  val.  equip.,  $2,000;  vaL 
bidffs.,    $1,000;    vol. 

Water  Supply — Src,  wells,  cent,  of  town;  sys., 
pump   dir.;    1    pump.   eng. 

BROCKVILLE,  p.  9,374;  f.  area,  1,280  a.;  mere 
bldgs.,  stn.  ft  bk.,  2  to  5  stor.;  priv.,  stn..  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
6  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag..  2  hose 
reels,  6  bra..  1  hose  sleigh;  hose,  cot.,  rub.  lined, 
gd.,  3,<800  ft;  inf.,  800  ft.;  tot.  hose,  4,600  ft.; 
f.  a).,  'Gamewell,  30  bx.;  v*L  equip.,  $10,318; 
val.  bldgs.,  $11,566;  exp.  dept.,  $7,078;  tot.  mem. 
20.  pd.  full  time  <6,  pd.  part  time  4,  vol.  10. 

Water  Supply — Src,  riv.,  in  bus.  cent.;  sya., 
pump  dir.;  8  pump,  eng.,  class  hor.  comp.,  ci^. 
day  7,000,000  gals.;  mains,  c  L,  20  m.,  4  to  12 
in.  dia.;  128  hyd.;  165  v.;  8  met.;  2,872  serv.; 
pipe,  lead;  pres.,  dom.  65  Iba.,  f.  100  lbs.;  cons, 
day,  2,568,619  gals.;  cost,  $265,587;  cost  mtoe., 
$14,896;  wks.  owned  by.  city- 

BRUSSELS,  p.  902;  f.  area,  6  blocks;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.,  2  stor.;  wd.  rfs. 
not  perm,  in  f  area;  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  1  c.  hand  ex.,  2  c  eng.,  3  hose 
car.;  hose,  rub.,  gd.,  1,200  ft.;  f.  al.,  bell;  val. 
equip.,  $5,000;  val.  bldgs.,  $1,200;  exp.  dept., 
$100;  tot.  mem.  16,  pd.  part  time. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  pump, 
eng.,  cap.  day  144,000  gals.;  8  hyd.;  mains,  c  i., 
M  m.,  4  in.  dia.;  cost,  $2,000;  wks.  owned  by 
city. 

BURKS  FALLS,  p.  940;  f.  area,  668  a.;  mere 
bldgs.,  bk.  ft  stn..  1  to  3  stor.;  priv.,  frame,  1  ft 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L 
trk.,  2  hose  reels,  1  hose  wag.;  hose,  gd.,  1,000 
ft.;  f.  al.,  bell;  val.  equip.,  $1,500;  vaL  bldgs., 
$1,000;    tot.   mem.,    20    vol. 

Water  Supply — Src,  lake,  1,600  ft.  bus.  cent.; 
sys.,   grav.;   res.    cap.,    89,200    gals.,   loo.    cent,   of 


town;  mains,  iron,  3Vi  m.,  6  to  10  in.  dia.;  23 
hyd.;  cost,  $40,000;  cost  mtce.,  $120;  wks.  owned 
by  city. 

BURLINGTON,  p.  1.650;  f.  area,  550  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area.  F.  dept. — 1  str.,  8  lad- 
ders. 4  hose  reels :  hose,  rub.  lined,  gd.,  2,000  ft; 
f.  aL,  bell;  vaL  equip.,  $6,000;  v«L  Ud^k,  $t.OfO; 
exp.  depL,  $600;  toL  mem.,  60  voL 

Water  Supply — Src,  lake,  H  m.  bus.  cent;  cya. 
pump  dir.  to  atdp.;  stdp.  cap.,  126,000  gale.;  vdl 
cap.,  200,000  gala.;  2  pump,  eng.,  cap.  day,  12.- 
000  gala.;  mains*  c  L,  6  m.,  4  to  8  in.  dia.;  70 
byd.;    met.,   860;    400  eerv.j   prea.,   dooL  48  Iba., 
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f.  140  lbs.;  oona.  day,  260,000  gala.;  ooat,  $66,000; 
ooet  mtce.,  $2,000;  wka.  owned  by  dtj, 

CACHE  BAY,  p.  982:  f.  area,  642  a.;  mere 
bldgs.,  frame,  2  stor.;  priv.,  frame,  1  ft  1%  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept 
— 1  str.,  2  hoee  reels.;  f.  aL,  bell;  vaL  equip., 
$5,000;  vaL  bldgs.,  $500;  exp.  depL,  $200;  tot 
mem.,  12  vol. 

Water  Supply — Src,  wells,  in  bus.  oeot;  sys., 
pump  dir.;  1  pump.  eng. 

CALEDONIA,  p.  952;  bldga.,  bk.  ft  wd.,  2  ft  S 
stor.;  wd.  rfs.  perm.;  no  fwka.  ord.  F.  dept-~l  h. 
ft  1.  trk.,   2  hose  car.,   1   hand  punii;  hose,  linen, 

fd.,  1,250  ft;  val.  equip.,  $1,600;  vaL  bldgk, 
400;  tot  mem.,  60  voL 
Water  Supply — Src,  riv.;  sya.,  pump  to  rea.  ft 
dir.;  res.  cap.,  200,000  gala.;  pump,  eng.,  cap. 
day  192,000  gala.;  mains,  2-8  m.,  4  in.  dia.;  5 
hyd.;  4  v.;  prea.,  f.  65  to  70  lbs.;  coat,  $10,500; 
cost  mtce.,  $  2,500;  wks.  owned  by  Co. 

CAMPBELLFORO,  p.  3,500;  f.  area,  1,000  a.; 
mere  bldga.,  bk.,  2  to  3  ator.;  priv.,  bk.,  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  tik.,  1  a^. 
trk.,  2  hose  wag..  2  hose  car.;  f.  aL,  elec,  4  bx.; 
vaL  equip.,  $21,000;  val.  bldga.,  $4,000;  exp. 
dept,  $900;  tot  mem.,  17  vol. 

Water  Supply — Src,  riv.,  cent  of  town;  sys., 
pump  dir.;  mains,  iron,  3H  m.,  4  to  8  in.  dia.; 
30  hyd.;  200  serv.;  pres.,  dom.  60  to  80  Iba.,  f. 
80  lbs.;  cons,  day,  280,000  gala.;  wka.  owned  by 
city. 

CANNINGTON.  p.  1.020;  f.  area,  468  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.,  1  to  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  eng.,  1  h.  ft  L  trk., 
1  hose  reel,  1  hose  wag.;  hose,  gd..  600  ft;  val. 
equip.,  $1,500:  tot  mem.,  40  vol. 

Water  Supply — ^Src,  tk.,  on  street  comera;  sya.. 
pump  dir. 

CARLETON  PLACE,  p.  3,621;  f.  area,  1,100  a.; 
mere  bldgs.,  stn.,  bk.  ft  veneer,  2  ft  S  ator.;  nriv.. 
stn.,  wd.  ft  bk.,  1^  ft  2  stor.;  galv.  ria.;  rvks. 
ord.  F.  dept — 1  stm.  eng.,  2  c  ex.,  •  hose  car^ 
1  h.  ft  L  trk.;  hoae,  5,200  ft;  inf..  800  ft.;  tot 
hoee,  5,500  ft.;  elec  al.,  10  street  bx.;  vaL  equip.. 
$8,000;  val.  bldga.,  $35,000;  exp.  dept,  $800; 
tot  mem.  26,  pd.  part  time  4;  undra.  rating,  feortb 
dasa. 

Water  Supply — Src,   riv.,   wella.  tit,   daiema  ft 
small  rea.;  new  system  being  installed. 

CAYUQA,  p.  900;  f.  area,  400  a.;  mere  bldgs.. 
stn.,  bk.  ft  wd.,  IH  ft  2  ator.;  priv.,  atn.,  bk.  & 
wd.,  1  ft  2  ator.;  wd.  rfa.  not  perm,  in  f.  aresL  F 
dept — 1  h.  eng.,  1  h.  ft  L  trk.,  1  hoae  reel;  boae 
cot,  rub.  lined,  gd..  600  ft;  f.  aL,  bell;  val 
equip.,  $600;  vaL  bldga.,  $6,000;  tot  meca^  S& 
vol. 

Water  Supply — Src,  riv. 

CHATHAM,  p.  10,760;  f.  area;  1.000  a.;  mert:. 
bldgs.,  bk..  2  to  *5  stor.;  priv..  bk.  ft  wd..  1  to  3 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fw^u.  ft  oombt. 
ord.;  causes  of  f.  ii>v.  F.  dept— <1  str.,  1  cocnK 
c.  ft  h.  wag.,  4  c.  hand  ex.,  1  h.  ft  I.  trk.,  2  hoe^^ 
wag.,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  4«300  ft.; 
inf.,  300  ft;  tot  hose,  4,600  ft;  f.  aL,  GameveU, 
30  bx.;  vaL  equip.,  $lt6,000:  val.  bldgs.,  $12,000; 
exp.  dept,  $10,450;  tot.  mem.  15,  pd.  full  time 
S,  pd.  part  time  7. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent.;  ays.. 
pump  to  res.  ft  atdp.;  atdp.  cap.,  SOO.OOO  gala.; 
dim.,  20  X  105;  mat,  iron  ft  stL;  rea.  eaipL,  S,- 
500.000  gals.,  loc  at  pump,  atation;  2  pum|k. 
eng.,  dasa  dup.  comp.,  cap.  day  8.000,000  nls.; 
mains,  c  L,  23  m.,  2  to  12  in.  dia.;  801  byd.; 
66  v.;  met.,  1,544;  2,402  serv.;  pipe,  galv.  i.  ft 
lead;  pm.,  dom.   40  Iba.,  f.   110  loa.;   cona^    d«r 
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Water  Supply — Src,  riv.  ft  wells,  800  ft.  bus. 
cent.;  sys.,  pump  dir.;  38  hyd.;  2  pump,  eng.,  cap. 
1,000,000  gals.;  hig^h  pres.  water  ays.   installed. 

DRYDEN,  p.  862;  f.  area,  700  a.;  mere,  bldga., 
frame,  2  stor. ;  priT.,  frame,  2  stor.;  wd.  rfs.  perm, 
in  f.  area.  F.  dept. — 2  c  hand  ex.,  1  c  eng.; 
hose,  gd.,  200  ft.;  val.  equip.,  $900;  val.  bldgs., 
$100;  tot.  mem.,  25  vol. 

Water  Supply — Src,  wells  Ac  rlT.,  %  m.  bus. 
cent. 

DUNDALK,  p.  800;  f.  area,  450  a.;  mera  bldgs., 
bk.  &  frame,  2  stor.;  priv.,  bk.  Ac  frame,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hand  eng..  aer.  trk., 
2  hose  reels,  1  'hose  wag.;  hose,  gd.,  250  ft.;  f. 
al.,  bell;  val.  equip.,  $800;  ezp.  dept.,  $20;  vol. 

Water  Supply — Src,  wells. 

DUNDAS,  p.  4,299;  f.  area,  250  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  ft  3  stor.;  priv.,  wd.  ft  bk.,  1 
to  3  stor.;  wd.  rfs.  perm.;  fwks.  ord.  F.  dept — 
8  c.  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  3  hra.;  nose, 
cot,  rub.  lined,  gd.,  2,950  ft;  rub.,  gd.,  400  ft; 
tot  hoee,  8,860  ft;  elec.  bell  ft  telg.  aL,  12  bx.; 
val.  equip.,  $4,500:  vaL  bldgs.,  88,600;  exp.  dept, 
$500;  tot  mem.,  20,  pd.  part  time. 

Water  Supply — Src.,  spr.;  sys.,  grav.;  res.  cap., 
1,250,000  gals;  mains,  6  m.,  6  to  12  in.  dia.;  84 
hyd.;  285  8er\'.;  pres..  f.  75  to  110  lbs.;  cost, 
$65,475;  cost  mtce.,  $2,000;  wks.  owned  by  town. 

DUNNVILLE,  p.  2,861;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord. 
F.  dept — 2  c.  hand  ex.,  1  h.  ft  L  trk.,  1  hose 
wag.,   3   hose  car.,  ^   hrs.;   hose,   oot,  rub.   lined, 

?d.,  2,800  ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $6.- 
00;   v«l.  bldgs.,   $2,600;   exp.   dept,   $1,000;  tot 
mem.,    42    vol.;   undrs.    rating,   third   class. 

Water  Supply — Src,  riv.,  in  bus.  cent;  sys., 
pump  dir.  ft  to  stdp. ;  stdp.  cap.,  100,000  gals.; 
mat,  wd. ;  res.  cap.,  1,000,000  gals.;  pump,  eng., 
csp.  day  1,000,000  gsls. ;  mains,  c.  L,  4  m.,  4  to 
8  in.  dia.:  60  hyd.;  18  v.;  200  serv.;  pipe,  lead; 
pres.,  dom.  30  lbs.,  f.  100  lbs.;  cost,  $40,000; 
cost  mtce.,  $1,000;  wks.  owned  by  town. 

DURHAM,  p.  1,581;  f.  area,  400  a.;  mere, 
bldgs.,  bk.,  1^,  2  ft  3  stor.;  priv.,  wd.  ft  bk.,  1  V^ 
ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  stm.  eng.,  2  hose  csr.,  1  h.  ft  1. 
trk.,  15  c.  ex.,  ropes,  axes  ft  buckets;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  rub.,  gd.,  200  ft;  tot. 
hose,  1,200  ft;  bell  al. ;  val.  equip.,  $4,500;  val. 
bldgs.,  $1,200;  exp.  dept,  $100;  tot  mem.  24, 
pd.  part  time  4,  vol.  20. 

Water  Supply — Src,  spr.  ft  well,  ^  ft  1  m.  bue. 
cent;  sys.,  grav.  to  res.;  res.  cap.,  6,000  gala.; 
mains,  4  m.;  100  serv.;  pres.,  dom.  80  lbs.,  f. 
80  lbs;  cost,  $9,000;  cost  mtce.,  $500;  wks. 
owned  by  priv.  Co. 

DUTTON,  p.  934;  f.  area,  500  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  bk.  ft  frsme,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hose  wag.,  1  hose  reel; 
hose,  gd.,  500  ft;  inf.,  200  ft;  tot  hose,  700 
ft.;  f.  al.,  bell;  val.  equip.,  $1,500;  vol. 

Water  Supply — Src,  well;  sys.,  pump  dir.;  1  gas. 
pump.  eng. 

EGANVILLE,  p.  1,178;  f.  area,  310  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor., 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  suto.  str.,  1  h.  ft  1. 
trk.,  1  hose  wsg.,  1  hose  reel;  hose,  gd.,  1,500  ft; 
f.  si.,  bell;  val.  equip.,  $5,000;  val.  bldgs.,  $1,- 
500;    exp.   dept,   $130;   tot    mem.,   32    vol. 

Water  Supply — Src,  riv.,  200  ft  bus.  cent; 
sys.,  pump  dir.;  1  pump,  eng.,  cap.  day  200,000 
gals.;    wks.    owned   by   city. 

ELM  IRA,  p.  1,782;  f.  area,  500  a.;  mere  bldgs., 
bk.,  2  to  3  stor.;  priv.,  bk.,  1  Vjs  to  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 
2  c  hand  ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  1  hose 
car.;  hose,  cot.  Tub.  lined,  gd.,  1.500  ft.;  f.  al., 
bell;  val.  equip..  $2,000;  val.  bldgs.,  $3,000; 
exp.   dept.,   $300;   tot.  mem.,   18  vol. 

Water  Supply — Src,  wells  ft  f.  cisterns,  %  m. 
bus.  cent;  sys.,  pump  dir.;  res.  cap.,  75.000  gsls.; 
1  pump,  eng.;  mains,  c.  i.,  3H  ^->  4  to  8  in. 
dia.;  38  hvd.;  30  met;  150  serv.;  pres.,  dom.  65 
lbs.,  f.  115  lbs.;  cons,  day,  70,000  gals.;  cost, 
$80,000;   cost  mtce.,   $4,500;  wks.  owned  by  city. 


ELMVALE,  p.   630;   f.  area,   550  a.     F.  dept — 
1    hand   eng.,   200   ft.  hose. 
No   waterwks. 

ELORA,  p.  1,197;  f.  area,  800  a.;  mere,  bldga., 
bk.  ft  stn.,  2  ft  8  stor.;  priv..  bk.,  1  V&  ft  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept — 1  stm. 
eng.,  1  hsnd  eng.,  1  h.  ft  L  trk.,  2  hose  ear.; 
hose,  cot.  rub.  lined,  gd.,  1,700  ft;  bell  aL;  vaL 
equip..  $3,000;  vaL  bldgs.,  $3,000;  tot  mem.  21, 
pd.   full  time   16,  vol.   5;  undrs.  rating,   fifth  daas. 

Water    Supply — Src,    wells,    riv.    ft    tk. 

'EMRRO,   p.    500;    f.   area.   1,200   a.      F.   dept — 
bwskec   brigade,    50   pails. 
Water  Supply — Stc,  wel^ 

ENGLEHART,  p.  849;  f.  area,  584  a.;  mere 
bldgi}.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area.  F.  dept — 1  str..  2  hose 
wmg.,  2  hose  reels;  hose,  gd.,  1,500  ft;  f.  aL, 
bell;  vaL  equip.,  $3,57i5:  val.  bldgs.,  $^250;  exp. 
dept.   $200;   tot.  mem.,    14   vol. 

Water  Supply^-^Src,  well,  %  m.  bus.  cent;  sr^, 
pump  dir.;  res.  cap.,  300,000  gals.;  2  pump, 
eng.,  cap.  day  1*2.3,^40  gals.;  mains,  iron,  3  m.. 
6  to  10  in.  dia.;  9  hyd.;  pre.s.,  dom.  ^0  lbs.,  f. 
•12>j   lbs.;    cost,   $33,000;   wks.   owned  by   town. 

ESSEX,  p.  1,353;  mere  bldgs.,  bk.  with  metal 
rfs.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  limits;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hose  car.;  hose,  cot,  gd.,  1.000  ft; 
wh.  ft  bell  aL;  exp.  dept,  $800;  tot  mem.  50. 
pd.   part   time    10,   voL    40. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys.. 
pump  to  res.;  res.  cap.,  138,000,0(^0  gala.;  pump, 
eng.,  cap.  day  100.000  gala.;  mains,  c  L,  6% 
m.,    4    to    10    in.    dia.;    42   hyd.;    9    v.;    370   serr.; 

f>ipe,   lead   ft  galv.    L;    prea.,   dom.    SO   Iba.,  f.    90 
bs.;     cost     $35,000;     cost    mtce.,     $2,000;     wks. 
owned   by    town. 

EXETER,  p.  1,555;  f.  area,  30  a.;  mere  bldgm., 
bk.,  2  ft  3  stor.;  priv..  bk.,  2  stor.;  wd.  rfa.  not 
perm,  in  f.  area;  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  1  h.  eng.,  2  c  hand  ex..  1  h. 
ft  1.  trk.,  3  hose  car.;  hose,  cot,  rub.  lined,  gd., 
500  ft;  rub.,  gd.,  500  ft;  tot  hose,  1,000  ft; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $6,000;  vaL  bldga.. 
$5,500;    exp.    dept,    $240;    tot    mem.,    SO   voL 

Water  Supply — Src,  riv.,  cent  of  town;  sys., 
pump  dir.;  res.  cap.,  40,000  gals.;  1  pump,  eng., 
cap.  500  gals.  min. ;  maina,  c  L,  1^  m..  1  to  4 
in.  dia.;  13  hyd.;  8  aerv.;  cost  $22,000;  wks. 
owned  by   city. 

FENELON  FALLS,  p.  1,053;  bldgs..  wd.  ft  bk.. 
1^  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.  F. 
dept. — 2  hand  eng.,  1  large  ft  1  small,  2  c  eng., 
1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  gd.,  200  ft.; 
rub.,  gd.,  750  ft;  tot  hose,  950  ft;  vaL  equip., 
$1,228;  vaL  bldgs.,   $75;  exp.   dept,   $388. 

Water  Supply — Src,  spr.;  res.  cap.,  1,000  bbla.; 
40  hyd.;  60  serv.;  pipe,  5  m.,  2  in.  dia.;  coat. 
$3,500;   wks.   owned   by   IndividuaL 

FERQUS,  p.  1,584;  f.  area,  5  a.;  mere,  bldgs., 
stn..  2  ft  3  stor.;  priv.,  itn.  ft  bk.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  combt  ord.;  causes  of  1 
inv.  F.  dept. — 1  str.,  1  ex.  ladder,  2  hose  car.; 
hose,  cot.  rub.  lined  gd.,  1,200  ft;  rub.,  gd.,  SCO 
ft;  tot  hose,  1,500  ft;  f.  aL,  bell;  vaL  equip., 
$4,500;  vaL  bldgs.,  $1,000;  exp.  dept,  $275;  tot 
mem.   12,  pd.  fiul  time. 

Water  Supply— Src.,  artesian  wells,  H  m.  boa. 
cent;  ays.,  pump  to  stdp.;  stdp.  eapL,  80.000  gala^ 
dim.  22  x  24,  mat.  stL:  res.  cap..  90,000  vals.;  1 
pump,  eng.,  cap.  day,  678,000  fals.;  msins,  c  L, 
4  m.,  6  to  8  in.  dia.;  28  hyd.;  80  v.;  S  met;  110 
serv.;  pipe,  galv.  L;  pres.,  dom.  ft  f.  70  lbs.;  coos, 
day,  80,000  gals.;  cost,  $88,000;  wks.  owned  by 
village. 

FOREST,  p.  1,445;  f.  area,  25  a.;  mere,  bldgs., 
bk.  ft  stn.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  star.; 
wd.  rfs.  not  perm.;  shingles  laid  on  aabestCM.  F. 
dept. — 1  stm.  eng.,  1  h.  ft  L  trk.,  2  hose  car.; 
hose,  cot,  gd.,  1,800  ft.;  bell  aL;  vaL  equip., 
$6,000;  vaL  bldgs.,  $6,000;  exp.  dept,  $600: 
tot.  mem.  80,  pd.  full  time  5,  voL  25. 

Water  Supply — Src,  7  tk.,  R.  B.  res. 

FORT  ERIE,  p.  1,400;  f.  area,  700  a.;  mere 
bldga.,  frame,  2  stor.;  priv.,  frame.  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fsriu.  ft  combt  ord.;  csises 
of  f.  inv.     F.  dept — 1  h.  ft  L  trk..  8  c.  hand  ex.. 
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Water  Supply — Src,  lake;  gys.,  grav.;  rea.  cap., 
215,400  gala.;  2  pump,  eng.,  cap.  dav  1.080,000 
gala.;  malna,  c.  i.,  8  m.,  4  to  10  in.  dia.;  52 
hyd.;  850  aerv.;  prea.,  dom.  75  Iba.,  f.  1S8  Iba.; 
coat,  1184,000;  cost  mtcc.,  |4,000;  wka.  owned 
by  city. 

HAMILTON,  p.  81,870;  f.  area,  e,558  a;  mere, 
bidge.,  atn.  k,  bk.,  2  to  10  ator.;  priv.,  atn.,  bk., 
wd.  &  cone,  1  to  S  ator.;  wd.  rfa.  perm,  in  f. 
area;  fwks.  *  oombt  ord.;  cauaea  of  f.  inv.  F. 
dept. — 2  atr.,  12  c.  baad  ex.,  1  chieTa  auto.,  4 
comb,  c  ft  b.  wag.,  2  b.  &  L  trk.,  8  boa«  wag.,  1 
auto.  oomb.  c.  A  n.  wag.,  2  supply  wag.,  1  buggy, 
28  bra.  (in  reserve,  2  hose  w«g.,  1  h.  &  I.  trk.,  *1 
supply  wa«.,  1  buggy,  9  sets  of  aleigbs.  1  cutter, 
1,160  ft.  nose);  hose,  cot.,  rub.  lined,  gd.,  16.000 
ft.;  c.  hose.  1,060  ft.;  tot.  hose,  17,050  ft.;  f. 
al.,  elec,  66  bx.;  val.  equip.,  $60,000;  val.  bldgs., 
$70,000;  exp.  dept.,  $70,098;  tot.  mem.  88,  pd. 
full  time. 

Water  Supply — Src,  lake,  6  m.  bua.  cent;  aya., 
pump  to  rea.  ft  dir.;  rea.  cap.,  18,600,000  gala.; 
6  pump,  eng.,  cap.  day  26,500,000  gala.;  maina,  c 
i.,  177  m.,  4  to  86  in.  dia.;  1.664  hyd.;  1,102  ▼.: 
496  met.;  24,008  aerv.;  pipe,  lead;  prea.,  dom.  70 
Iba.,  f.  70  Iba.;  cona.  day,  9,600,000  gala.;  coat, 
$3,466,000;  cost  mtce.,  $77,000;  wka.  owned  by 
city. 

HANOVER,  p.  2,528;  f.  area,  620  a.;  mere, 
bldgs.,  bk.,  2  ator.;  priv.,  bk.,  1  ft  2  ator.;  wd. 
rfs,  perm,  in  f.  area.  F.  dept. — 2  hoae  wag.,  2 
hose  reels;  hose,  gd.,  1,000  ft.;  f.  al.,  bell;  val. 
equip..   $1,175;  tot.  mem.,   16  voL 

Water  Supply — ^Src,  riv.,  %  m.  bua.  cent.;  aya., 
pump  dir.;  2  pump,  eng.,  mains,  c.  i.,  7  m.,  4  to 
10  in.  dia.;  86  hyd.;  prea.,  dom.  40  to  60  Iba., 
f.   110  lbs.;  cost,  $26,600;  wka.  owned  by  city. 

HARRISON,  p.  1,491;  bldgs.,  wd.  ft  bk.,  1  to  8 
ator.;  rfs.  ehingle  ft  iron.  F.  dept — 1  str.,  2  hoae 
car.,  1  h.  ft  1.  trk.;  hose,  cot,  gd.,  1,600  ft;  f. 
al.,  bell;  val.  equip.,  $8,000;  val.  bldga.,  $2,000; 
exp.  dept,   $900;   tot   mem.,   18   vol. 

Water  Supply — Src,  riv.  ft  tk.  In  caae  of  f. 
stm.  eng.  uaed  to  force  water  from  riv. 

HASTINGS,  p.  767;  f.  area,  657  a.;  mere  bldga., 
bk.,  1  to  8  ator.;  priv.,  bk.,  2  ator.;  wd.  rfa.  perm, 
in  f.  area.  F.  dept — 1  str.,  1  h.  ft  1.  trk.,  2  e, 
hand  ex.,  1  ex.  ladder,  1  hoae  wag.,  2  hoae  reela; 
hose,  gd.,  1,250  ft;  f.  al.,  bell;  val.  equip., 
$7,500;  val.  bldgs.,  $1,600;  exp.  dept,  $700;  tot 
mem.   20,  pd.  part  time  2.  vol.  18. 

Water  Supply — Src,  riv.,  50  ft  bus.  cent.;  aya,, 
pump  dir.;  2  pump,  eng.,  cap.  min.  500  gala.; 
pres.,   f.    240   lbs. 

HAWKESBURY,  p.  4,500;  f.  area,  1,704  a.  F. 
dept — 3  hose  reels,  2  hrs.,  2,000  ft.  hose;  tot 
mem.,  9  pd. 

Water  Supply — Src,  riv.;  pump  cap.  day, 
1,000.000  gals. 

HENSALL,  p.  882;  f.  area,  490  a.;  mere,  bldga., 
bk.,  2  ator.;  priv.,  bk.,  2  ator.;  wd.  rfa.  not  perm, 
in  f.  area.  F.  dept — 1  hand  eng.,  1  hose  wag., 
1  hose  reel;  hoae,  gd.,  200  ft;  f.  al.,  bell;  val. 
equip.,  $350;  val.  bldga.,  $2,000;  tot  mem.,  11 
vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sya., 
pump  dir.;  res.  cap.,  4,000  gals.;  1  pump,  eng.; 
cost,  $800;  cost  mtce.,  $50;  wks.  owned  by  corpn. 

HEPWORTH.  p.  400;  f.  area,  718  a.;  mere 
bldgs.,  bk.,  2  ator.;  priv.,  frame,  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  fwka.  ft  combt  ord.  F.  dept — 
24  f.  paQa,  1  hand  eng.;  hose,  gd.,  800  ft.;  f.  al., 
bell;  tot   mem.,   20  vol. 

Water   Supply — Src,   wells. 

HESPELER,  p.  2,600;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  stii.,  1  to  8  ator.;  priv.,  plaater  ft 
bk.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
&  combt.  ord.;  causea  of  f.  inv.  F.  dept. — 1 
str..  1  h.  ft  I.  trk.,  2  c  hand  ex.,  2  hose  reela; 
hose,  gd.,  2,000  ft:  inf.,  500  ft;  tot  hose,  2,500 
ft;  f.  al.,  elec,  l2  bx. ;  exp.  dept,  $1,000;  tot 
mem.,   40  vol. 

Water  Supply — Src,  riv.,  200  ft  bus.  cent; 
ays.,  pump  dir.;  2  pump,  eng.,  cap.  min.  600  gala.; 
mains, •c  L,  1^   m.,  0  to  12  in.  dia.;   16  hyd. 

HUNTSVILLE,  p.  2,858;  f.  area,  500  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
rfa.  perm.;'  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept — 1  hose  wag.,  1  hose  car.;  hose,  cot,  rub. 
lined,    gd.,    12,000    ft;    f.    al.,    bell;    val.    equip.. 


$1,000;   vaL  bldga.,   $600;   exp.  dept,   $200;  tot 
mem.,   15  vol. 

Water  Supply — Sre,  bay;  ^ya..  pump  to  tea.; 
rea.  cap.,  700,000  gala.;  pump.  eng..  cap.  day 
720,000  gala.;  maina,  8%   m.;  28  hyd.;  475  aerr.; 

Erea.,  dom.  ft  f.  96  Iba.;  coat,  $36,000;  wka.  owned 
y  city. 

INQER80LL.  p.  4,768;  mere,  bldga.,  bk.  ft  wd., 
1  to  4  ator.;  priv.,  bk.,  2  ator.;  wd.  rfa.  not  pena.; 
fwka.  ft  oombt  ord.;  cauaea  of  f.  ior.  F.  dept — 
1  str.,  1  comb,  e  ft  h.  wag.,  2  e  band  ex.,  1  h. 
ft  1.  trk.,  1  hoae  wag.,  8  hoae  car.,  2  hrs.;  hoae, 
cot,  rub.  lined,  gd.,  8,000  ft;  f.  aL,  telp.;  vaL 
equip.,  $7,000;  tot  mem.  19,  pd.  loll  time  4, 
vol.  12;  undra.  rating,  aecond  daaa. 

Water  Supply — Sre,  apr.,  4  m.  boa.  cent;  aysL, 

Sump  to  atdp.  ft  dir.;  atdp.  cap.,  165,000  gala.; 
im.,  110  z  16,  loe  in  town;  mat,  atL;  2  pampu 
enff.,  daaa  elee  ft  comp.  dup.,  cap.  dar  1,750,000 
gala.;  maina,  e  L,  9^  m.,  4  to  12  in.  dia.;  72 
hyd.;  27  v.;  met,  250;  900  aenr.;  pipe,  iron; 
prea.,  dom.  46  to  68  Iba.,  f.  60  to  100  Iba.;  coca, 
day,  816,000  gala.;  wka.  owned  by  Cow 

IROQUOIS,  p.  1,200;  f.  area,  20  a.;  bldgs.,  bk., 
atn.  ft  wd.,  2  ft  8  ator.;  wd.  rfa.  perm.;  fwka.  ord. 
F.  dept — 2  e  ex.,  1  h.  ft  L  trk.,  2  hoae  car.; 
hoae,  cot,  gd.,  800  ft;  rub.,  gd.,  800  ft;  linen, 
ffd.,  800  ft.;  tot  hose,  1,400  ft;  f.  aL,  bell;  1 
bra.;  val.  equip.,  $1,000;  val.  bldga.,  $3,500;  exp. 
dept,  $150;  tot  mem.   15,  pd.  part  time;  voL 

Water  Supply — Sre,  riv.,  80  roda  bus.  cent; 
ays.,  pump  dir.;  rea.  cap.,  60,000  gala.;  pump, 
eng.,  cap.  day  500,000  gala.;  maina,  e  L.  2  m., 
5  to  8  in.  dia.;  15  hyd.;  6  v.;  120  aerv.;  pipe, 
lead;  prea.,  dom.  45  Iba.,  f.  80  lbs.;  coat  $24,000; 
coat  mtce,  $1,500;  wks.  owned  by  Ca 

JARVIS,   p.    700;    f.    area,    274    a.      F.    dept. — 

1  hand  eng.,  ladders,  pail?;  tot.  mem.,  35  vol. 
Water   Supply — Src,   wells. 

KEARNEY,  p.  869;  f.  area,  450  a.;  mere  bldgs., 
bk.  ft  frame,  1  ft  2  ator.;  priv.,  frame,  1  ft  2  ator.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  c  hand 
ex.,  1  hoae  reel,  1  hoae  wi^;  hoae,  gd.,  650  ft; 
f.   al.,  bell;   vaL   equip.,   $750;  tot  mem.,    20  voL 

Water  Supply — ^Sre,  lake  ft  riv.,  200  ft  boa. 
cent.;  sya.,  pump  dir.;  1  pump.  eng. 

KEEWATIN,  p.  1,250;  L  area,  2  aq.  m.;  mere 
bldga.,  frame,  1  to  3  ator.;  priv.,  frame,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  causea  of  f.  inr.  F. 
dept. — 24  f.  paila,  12  c.  hand  ex.,  1  ex.  ladder; 
hoae,  gd.,  1,500  ft;  inf.,  250  ft;  tot  hoae,  1,750 
ft;  f.  al.,  bell;  val.  equip.,  $8,000;  tot  mem..  20 
vol. 

Water  Supply — Sre,  lake,  500  ft  bua.  cent; 
aya.,  pump  dir.;  1  pump.  eng. 

KEMPTVILLE,  p.  1,192;  f.  area,  200  a.;  mere 
bldgs.,  bk.  ft  atn.,  2  ator.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfa.  perm.;  fwke  ord.     F.  dept — 1  stm.  eog., 

2  hose  car.;  Siamese  couplings  uaed;  automate 
eng.  heaters;  hoae,  cot,  gd.,  2,200  ft;  inf.,  500 
ft;  tot  hose,  2,700  ft.;  bell  al.;  2  hrs.;  v&L 
equip.,  $8,500;  val.  bldga.,  $8,500;  exp.  dept. 
$375;  tot.  mem.,  SO  vol. 

Water  Supply — Sre,  riv. 

KENORA,  p.  6,158;  f.  area,  ^  aq.  m.;  mere 
bldga.,  bk.,  atn.  ft  lumber,  2  stor.;  priv.,  wd..  IH 
ft  2  stor.;  wd.  rfs.  perm.;  fwka.  ord.;  f.  inv.  F. 
dept — 1  atm.  eng.,  1  hand  eng.,   ^  dozen  ladders, 

3  hose  car.,  all  kinds,  other  apparatua,  1  railing 
pump  ft  1  stm.  if  required;  hose,  rub.,  gd.,  3,500 
It;  cot,  gd.,  50  ft;  inf.,  300  ft;  tot.  hose. 
3,550  ft;  T.  al.,  elec.  bell,  7  at  bx.;  4  hrs.;  vaL 
equip.,  $1,000;  val.  bldgs.,  $6,000;  exp.  dept^ 
$1,788;  tot  mem.  SO,  pd.  full  time  1.  pd.  part 
time  1,  voL  28. 

Water  Supply — Sre,  lake,  %  m.  bua.  cent;  ays., 
pump  dir.;  4  pump,  eng.,  daaa  trip.,  cap.  da> 
6,480,000  gals.;  maina.  cL.  8  m.,  4tol2iiL 
dia.;  54  hyd.;  4  met;  826  aerv.;  pipe,  lead  ft  gaJv. 
i.;  pree,  dom.  70  Iba.,  f.  140  loa.;  cona.  day, 
800,000  gala.;  coat,  $225,000;  coat  mtce.,  $15,- 
415;  wka.  owned  by  town. 

KINCARDINE,  p.  1,066;  f.  area,  100  a.;  mere 
bldga.,  bk.  ft  atn.,  2  stor.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfa.  perm.  In  f.  area;  (wka.  ordL;  cauaea  of  t 
inv.  F.  dept. — 4  c  hand  ex.,  1  h.  ft  1.  trk.,  S 
hoae  car.;  hoae,  rob.,  gd.,  1,500  ft;  f.  aL,  bell; 
val.  equip.,  $8,000;  val.  bldgs.,  $2,000;  tap, 
dept.,  $182;  tot  mem.,  27  vol. 
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Water  Supply — ^Sre.,  lake,  H  m.  bus.  cent;  an., 
pump  to  stdp.  &  dir. ;  stdp.  cap.,  157,600  ffala.; 
res.  cap.,  46,000  gals.;  2  pump,  eng.,  cap.  day, 
2,000,000  gals.;  mains,  c.  i.,  5^  m.,  4  to  -lO  in. 
dia.;  34  hyd.;  28  v.;  met.,  10;  400  serv.;  pipe, 
^Iv.  i.;  pres.,  dom.  50  lbs.,  f.  100  to  110  H>s.; 
cons,  day,  120,000  gals.;  cost,  $49,500;  cost  mtce., 
$4,450;  wks.  ovmed  by  town. 

KINGSTON,  p.  18,874;  f.  area,  1,920  a.;  mere, 
bldgs.,  stn.,  2^  to  S  stor.;  priT.,  stn.  ft  bk.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  1  comb, 
c.  ft  h.  wag.,  7  c.  hand  ex.,  2  h.  ft  1.  trk.,  4  hose 
watf.,  9  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,600  ft.; 
f.  til.,  elec,  4i5  bx. ;  Winter  eauip.,  2  eleigh^t;  val. 
«quiTi..  $35,000;  val.  bldgs.,  $40,000;  exp.  dept., 
JlvS.ooO;   tot.  mem.   18,  pd.  full  time. 

Water  Supply — Src,  lake,  1-3  m.  bus.  cent;  svs., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  750,000  gals.; 
dim.,  SO  X  40;  mat,  stl.;  3  pump,  eng.,  cap.  day 
18,000,000  gals.;  mains,  c.  i.,  34  m.,  4  to  16 
in.  dia.;  260  hyd.;  60  met;  3,425  serv.;  pipe, 
lead;  pres.,  dom.  40  to  SO  lbs.,  f.  40  to  80  lbs.; 
cons,  day,  2,450,000  gals.;  cost,  $310,000;  cost 
mtce.,   $13,000;   wks.   owned  by  city. 

KINQSVILLE,  p.  1,427;  f.  area,  600  a.;  mere, 
bldgs.,  bk..  1  to  8  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  1  comb.  c. 
ft  h.  wag.,  1  h.  ft  1.  trk.,  5  hose  car.;  tot  hose, 
2,500  ft.:  f.  al.,  bell;  val.  equip.,  $1,800;  vaL 
bldgs.,    $500;    tot.    mem.,    11    vol. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  dim.,  16  x  29;  2  pump, 
eng.,  cap.  day  1,000,000  gals.;  mains,  c.  L,  4V& 
m.,  4  to  8  in.  dia.;  32  hyd.;  1  met;  297  serv.; 
pipe,  giilv.  i. ;  pres.,  dom.  56  lbs.,  f.  110  lbs.; 
cons,  day,  35,600  gals.;  cost,  $30,000;  cost  mtce., 
$1,500;    wks.    owned    by    town. 

LAKEFIELD,  p.  1,397;  f.  area,  500  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm.  In  f.  area.  F.  dept. — 
4  c.  hand  ex.,  1  str.,  2  hand  eng^  1  h.  ft  1.  trk., 
2  hose  car.,  1  hose  wag.;  hose,  rub.,  400  ft; 
cot.  600  ft;  linen,  60  ft;  tot  hose,  1,060  ft; 
f.  al,  bell;  val.  equip.,  $8,600;  val.  bldgs.,  $4,000; 
exp.  dept,  $100;  tot.  mem.  15,  pd.  full  time. 

Water  Supply — Src,  wells,  riv.  ft  lake,  150  yds. 
bus.   cent;   sys.,   pump   dir. 

LANARK,  p.  707;  mere  bldgs.,  frame,  1  ft  2 
stor.;  priv.,  frame,  1  ft  2  stor.;  wd.  rfs.  perm,  in 
f.    area;    fwks.    ft    combt.    ord.     F.    dept. — 1    str., 

1  hose  reel;  hose,  gd.,  1.142  ft;  f.  al.,  bells;  val. 
equip.,  $4,000;  val.  bldgs.,  $2,000;  tot  mem.,  20 
vol. 

Water  Supply — Src,  riv.,  in  bus.  cent;  sys., 
pump  dir.;   1  pump.  eng. 

LANCASTER,  p.  625;  f.  area,  130  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.: 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — I  hand  eng.,  1  hose  reel;  hoBC.  1,300  ft; 
f.  al.,  bell:  val.  equip.,  $500;  val.  bldgs.,  $300; 
€xp.   dept.   $50;   tot.   mem.,   6  vol. 

Water  Supply — Src,   well,  near  bus.   cent 

LATCHFORD,  p.  600;  f.  area,  120  a.;  mere 
bldgs.,  frame,  2  stor.;  priv.,  frame,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.     F.  d«>t — 

2  ladders,  8  hose  reels;  hose,  gd.,  1,600  ft;  f.  al., 
bell;   tot   mem.,   25   vol. 

Water  Supply — Src,  wells,  near  bus.  cent;  sys., 
pump   dir.;    1   pump,   eng.;  mains,   c   i.,   8,000  ft, 

4  to  6  in.  dia.;  6  hyd.;  pres.,  f.  120  lbs.;  cost, 
$4,000;  cost  mtce.,  $1,500;  wks.  owned  by  city. 

LEAMINGTON,  p.  2,652;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
etor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;   causes   of  f.   inv.     F.   dept — 1    h.   ft   1.   trk., 

5  hose  car.;  hose,  cot,  rub.  hned,  gd.,  1,050  ft; 
inf..  100  ft;  tot  hose,  1,150  ft;  f.  aL,  wh.,  4 
telp.  bx.;  val.  equip.,  $2,000;  vaL  bldgs.,  $4,500; 
«xp.  dept,  $4,000;  tot  mem.,  16  voL 

Water  Supply — Src,  wells;  «ys.,  pump  to  res. 
ft  dir.;  res.  cap.,  125,000  gals.;  2  pump,  eng.,  cap. 
day,  2,000.000  gals.;  mains,  iron.  7  m.,  4  to  10 
in.  dia.;  40  hyd.;  15  v.;  650  serv.;  pipe,  lead; 
pres.,  dom.  40  lbs.,  f.  75  to  100  lbs.;  cost,  $39,* 
000;  cost  mtce.,  $8,000;   wk.«i.   owned  by  town. 

LINDSAY,  p.  6,964;  f.  area,  100  a.;  mere, 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  ft  8 
stor.;   wd.   rfs.   perm,   if  laid   in   mortar;   no   fwks. 


ord.;  causes  of  L  inv. 
trk.,  1  hose  cart,  1  hos 
2.150  ft;  f.  al.,  elec.  7  si 
$5,300;  val.  bldgs.,  $7,50 
mem.  18,  pd.  full  time  3, 
rating,  third  class. 

Water  Supply — Src,  i 
sys.,  pump  to  stdp.  ft  d 
gals.;  dim.,  16  x  110;  i 
class    2    comp.    dup.    ft    el 

f:als.;  mains,  c  i,  10^   ; 
lyd.;    75   v.;    met,    460; 
pres.,  dom.   65  lbs.,  f.   10( 
500,000    gals.;    cost    $131 
500;   wks.  owned  by  town, 

LISTOWEL,  p.  2,289; 
bldgs.,  bk.,  2  ft  3  stor.; 
ft  2  stor.;  causes  of  f.  inv 
ft  I.  trk.,  2  hose  car.;  ho 
inf.,  600  ft.;  tot  hose,  2,6 
val.  equip.,  $5,500;  vaL  b] 
$1,000;  tot  mem;   14,  pd. 

Water    Supply — Src,    w( 
isj-8.,    pump    to    srdp.;     sit 
dim.   20  X  35.  loc.   1   m.  fi 
cap.,  66,000  gals.;   2  pum( 
000  gals.;   mains,   e.   i.,    7 
40    hyd.;    22    v.;    25    met. 
i. :  pres.,  dom.  50  lbs.,  f.  1 
000  gals.;  cost  $40,000;  < 
owned  by  city. 

LITTLE  CURRENT,  p. 
mere  bldgs.,  cem.,  2  stoi 
stor.;  wd.  rfs.  perm.;  no 
inv.  F.  dept. — 1  stm.  et 
cot,  1,000  ft;  f.  al.,  be 
val.  bldgs.,  $600;  exp.  dep 
pd.   part   time    10,   voL    40. 

Water  Supply — Lakes  ft 

LONDON,    p.    46,800;    f. 
bldgs.,  bk.   ft  «tn.,   3   to  6 
1%    to    2    stor.;    wd.    rfs. 
ft     combt.    ord.;    causes    of 
uuto.  comb.  c.  ft  h.   wag.,  i 
trk.,   16   c.   ham!  ex.,   2   h. 
4    comb.    c.    ft    h.    vrag.,    : 
sloighs,   17  hrs.;   hose,  cot, 
ft.;   f.  aL,  Gamewell,   72  bs 
val.     bldgs.,    $56,000;     exp 
iiiem.  42,  pd.  full  time. 

Water  Supply — Src,  spr. 
pump  to  res.  ft  dir.;   Sprini 

000  gals.;  dim.,  800  x  80 
ft.  above  aea  level;  Horton 
gals.;    9    pump,    eng.,    cap. 
mains,  c.  i.,  '127.8  m.,  2   tc 
9:^7     v.;     3, 35*5     met;     15, 
pres.,  dom.   70   lbs.,   f.   70 
4,860,000     gaU.;     cost     $1 
$2«,000;  wks.  owned  by  cit 

LUCKNOW,    p.    967;    f. 
wd.,    bk.    ft    stn.,    2    stor.; 
ord.     F.   dept — 1   h.  ft  L  1 
cot,  gd.,  500  ft.;  rub.,  gd., 
tot  hose,  1,500  ft.;  f.  al.,  b 
val.    bldgs.,    $6,000;   exp.    d 
14,    pd.    full    time    1,    pd. 
rating,    third    class. 

Water  Supply — Src,  sp 
pump,  eng.,  cap.  day  864,0 
IV^  m.,  4  to  8  in.  dia.;  6 
cost,  11,000;  cost  mtce.,  9 
city. 

MADOC,  p.  1,058;  f.  are 
stn.  ft  wd.,  2  ft  3  stor.;  ^ 
dept. — 1  stm.  eng.,  1  hand 
long  ladders;  hose,  rub.,  ( 
bell;  val.  equip.,  $5,000; 
mem.,  25  vol. 

Water    Supply — Src,    cre< 
cent 

MARKHAM,    p.    909;    f. 
bldgs.,  bk.  ft  wd.,   2  ft   8  s 
IH  ator.;  wd.  rfs.  perm,  in  ! 
ord.;  causes  of  f.   inv.     F. 
band  ex.,  1  h.  ft  I.  trk.,  i  1 

1  hrs.;  hose,  cot,  rub.  linec 

gd.,   1,200  ft;   tot.  hose,  2. 
X.;  val.   equip.,   $1,000;  val 
dept.,  $900;  tot.  mem.  25,  p> 
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Water  Supply — Src,  «pr.;  sye.,  pump  to  re*.;  res. 
cap.,  40,000  gala.;  S  pump,  eng.,  claaa  dup.,  cap. 
600  to  800  gala,  min.;  maina,  1  m.,  4  to  8  in. 
dia. ;  16  hyd.;  6  ▼.;  prea.,  f.  150  Iba.;  coat,  912,- 
000;  wka.  owned  by  city. 

MATTAWA,  p.  1,524;  f.  area,  500  a.;  mere 
bldgs.,  wd.  dc  bk.,  2  ator. ;  priv.,  wd.,  1 V^  ator. ; 
wd.  rfa.  perm.  F.  dept. — 1  atr.,  1  h.  &  1.  trk..  2 
hoae  car.;  hoae,  rub.,  gd.,  1,800  ft;  val.  equip., 
$5,000;   val.   bldga.,   $3,000. 

Water  Supply — Src,  OtUwa  dc  Ifattawa  riv.  ft 
Boom  Creek  dE  new  rea 

MEAFORD,  p.  2,811;  f.  area,  8  a.;  bldgs.,  bk., 
2  ft  8V^  ator.;  wd.  rfa.  not  perm,  in  f.  limits.  F. 
dept. — 1  atm.  eng.,  2  c.  ex.,  t  hoae  car.:  hose, 
cot.,  gd.,  1,500  ft.;  f.  al.,  telp.;  vaL  equip.,  $8,000; 

1  bldg.;  exp.  dept.,  $900;  tot  mem.  16,  pKd.  part 
time;   undra.   rating,   fourth  claaa. 

Water  Supply — Src,  bay,  60  roda  bus.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  80,000  gsla.;  dim., 
22  X  35;  mat,  atl.;  2  pump,  eng.,  cap.  day  2,600,- 

000  gala.;  mains,  c.  i.,  6  m.,  4  to  8  in.  dia.;  40 
hyd.;  20  v.;  700  serv.;  pipe,  galv.  i.;  prea.,  dom. 
60  lbs.,  f.  130  Iba.;  cona.  day,  490,000  gala.;  cost, 
$39,000;  coat  mtce.,  $3,000;  wka.  owned  by  town. 

MERRICKVILLE.    p.     1,010;    f.    area,    657    a.; 

mere  bldga.,  bk.  ft  atn.,  1  to  8  ator.;  priT.,  bk.  ft 
atn.,  2  ator.;  wd.  rfa.  perm,  in  f.  area;  iwkB.  ft 
combt  ord.  F.  dept — 1  atr.,  6  c  hand  ex.,  1 
hoae  wag.;  noae,  gd.,  1,200  ft;  f.  al.,  bell;  val. 
equip.,  $6,000;  val  bldga.,  $1,000;  tot.  mem.,  12 
voL 

Water  Supply — Src,  riv.,  200  ft  bua.  cent; 
sys.,    pump    dir. ;    1    pump.    eng. 

MERRITON,  p.  1,670;  f.  area,  300  a.;  mere 
bldgs.,  bk.,  2  Btor.;  priv.,  bk.  ft  wd.,  1%  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 3  c  hand  ex.,  1  h. 
ft  1.  trk.,  3  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
1,500  ft;  rub.,  gd.,  500  ft;  tot  hose.  2,000  ft; 
f.  al.,  bell  ft  wh.,  10  bx.;  val.  equip.,  $3,000;  vaL 
bldga.,  $3,000;  exp.  dept,  $1,300;  tot  mem.,  80 
vol. 

Water  Supply — Src,  lake,   8  m.  bua.   cent;  aya., 

frav.;  res.  cap.,  5.000,000  gals.;  maina.  c.  L, 
%  m.,  4  to  14  in.  dia.;  50  hyd.;  100  v.;  500 
aerv.;  pipe,  galv.  i.  ft  lead;  prea.,  dom.  70  lbs.,  f. 
70  lbs.;  coat,  $70,000;  cost  mtce.,  $1,247;  wks. 
owned  by  city. 

MIDLAND,  p.  4,663;  f.  area,  1,401  a.;  mere 
bldgs.,  bk.  ft  atn.,  2  ft  3  stor.;  priv.,  bk.  ft  wd.,  2 
stor. ;  wd.  rfs.  perm.;  fwks.  ord.  on  main  st 
F.  dept.-^l  Bim.  eng..  2  hose  car.,  1  hose  wag.,  2 
lurs.;  hose,  cot,  rub.  lined,  gd.,  2,200  ft;  inf., 
300  ft;  tot  hose,  2,500  ft;  f.  al.,  beU;  val.  equip., 
$4,500;   val.   bldgs..   $3,000;   tot   mem.,    20   vol. 

Water  Supply — Src,  apr.,  creeks  ft  receiving 
basin. 

MILDWAY.  bldga.,  bk.  ft  wd.     F.   dept— 1  atr., 

2  hose  car.;  hose,  1,600  ft;  tot  mem.,  25  vol. 
Water   Supply — Src,   7    tk.,    150   ft   bua.    cent; 

res.   cap.,   80,000   gala.;   1   pump.   eng. 

MILLBROOK,  p.  850;  f.  area.  500  a.;  bldgs., 
bk.  ft  atn.,  2  stor.;  wd.  rfa.  perm,  in  f.  area;  no 
fwks.    ord.     F.    dept — 1    atm.    eng.,    1    hand    eng., 

1  hose  car.,  4  ladders:  hose,  2,000  ft.;  f.  al.,  bell 
ft  telp.;  val.  equip.,  $2,800;  val.  bldgs.,  $1,200; 
exp.  dept.,  $114;  tot  mem.  50,  pd.  part  time  1, 
vol.   49. 

Water  Supply — Src,  creeka  ft  8  tk.;  waterwks.; 
63    hyd. 

MILTON,  p.  1,654;  f.  area,  200  a.;  mere  bldgs., 
stn.,  bk.  ft  wd.,  1  ft  4  stor.;  priv.,  stn.,  bk.  ft  wd., 
IH  ator.:  wd.  rfs.  not  perm,  in  f.  ord.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  c  hand 
ex.,  1  h.  ft  1.  trk.,  3  hose  carts.;  hose,  cot,  rub. 
lined,  gd.,  1,400  ft.;  f.  al.,  automatic;  val.  equip., 
$2,000;  val.  bldgs.,  $1,000;  exp.  dept,  $300;  tot 
mem.,    25   vol. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  2,150,000  gals.,  loc  side 
of  mountain;  mains,  c  i.,  6  m.  4  to  8  in.  dia.; 
21  hyd.;  17  v.;  260  aerv.;  pipe,  iron;  prea.,  dom. 
95  Iba.,  f.  95  lbs.;  cons,  day,  60,000  gals.;  cost. 
$37,000;  cost  mtce.,  $100;  wks.  owned  by  town. 

MINDEN,    p.    200;    f.    area,    30    a.      F.    dept. — 
1   hand   eng.,    150    ft   hose. 
No  waterwks. 


MITCHELL,  p.  1,766.  F.  dept — 8  hose  ear.: 
hose,  rub.,  gd..  300  ft;  cot,  gd.,  1,400  ft.;  tot 
hose,  1,700  ft;  tot  mem.,  12  voL;  undrs.  rating, 
sixth  daas. 

Watsr  Supply — Src,  wells  ft  riv.;  ays.,  dir. 
pump;  2  pump,  eng.;  maina,  11,530  fu,  4  ft  6  in. 
dia.;  16  hyd.;  prea.,  dom.  60  lbs.,  f.  150  lbs.; 
cost  $15,000;  cost  mtce.,  $1,000;  wks.  owned  by 
town. 

MORRISBURQ,  p.  1,696;  f.  are^,  640  a.;  bldga.. 
bk.,  2  ft  8  ator.;  wd.  rfa.  perm.  F.  dept — 1  band 
eng.,  1  h.  ft  L  trk.,  8  hose  car.,  8  aer.  trk.;  bose^ 
cot.,  rub.  lined,  gd.,  500  ft;  rub.,  gd..  1,000 
ft;  linen,  gd..  1,000  ft;  linen,  poor,  500  ft.;  tot 
hose,  8.000  ft;  f.  al.,  elec  beU,  6  st.  bx.;  tsL 
equip.,  $6,500;  vaL  bldgs.,  $1,000;  exp.  dcpC 
$500:    tot    mem.    80,   pd.    part   time. 

Watsr  Supply — Src,  riv.;  sys.,  pump  dir.;  pump, 
eng.,  cap.  day  1,944,000  gals.;  mains,  iron,  S  m.; 
22  hyd.;  pres.,  dom.  40  lbs.,  f.  120  Ibs^;  cost, 
$26,000;   cost  mtce,   $400;   wks.  owned  by  town. 

MT.  FOREST,  p.  1,839;  f.  area,  1.400  «.; 
mere  bldga.,  bk.,  2  ft  8  stor.;  priv.,  bk.,  1%  k  t 
stor. ;  wd.  rfa.  perm. ;  no  fwks.  ord.  F.  dept — 1  e 
eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hoae,  cot,  gd.^ 
1,400  ft;  f.  al.,  bell;  2  hired  bra.;  val.  eqmp^ 
$3,000;  val.  bldga.,  $8,000;  exp.  dept,  $S00; 
tot  mem.   16,  pd.  part  time. 

Water  Supply — Src,  wella  ft  dateras.;  wj%^ 
pump   to  stdp.,    cap.,    50,000   gala.;    res.    cap.,    30,- 

000  gals.;  1  pump,  eng.,  cap.  day.  80.000  gals.; 
mains,  c  i.,  13  m.,  4  to  10  in.  dia.;  39  hyd.;  22 
v.;  500  serv.;  pipe,  galv.  i.;  pres.,  dom,  50  lb?.. 
f.  80  to  120  lbs.;  cons,  day,  80,000  gala.;  cost. 
$35,000;   cost   mtce.,   $200;   wks.   owned   by   corpn. 

NAPANEE,  p.  2,807;  f.  area,  1,200  a.;  mere 
bldgs.,  bk.,  3  ft  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  str..  2  c.  hand  ex.,  1  h.  •£  1.  trk.,  1  ho*« 
wag.,  3  hose  car.;  hose,  cot,  rub.  lined,  gd..  2,50(i 
ft;  inf.,  SSO*  ft;  tot  hose.  2,850  ft:  f.  al..  elec. 
6  bx. ;  val.  equip.,  $14,500;  val.  bldgs..  $10,000; 
exp.   dept,   $1,500;   tot.   mem.,   22   vol. 

Water  Supply — Src,  riv.,  in  bus,  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  160.000  gaJ&; 
dim.,  16  X  100;  mat,  iron  ft  stl.;  2  pump,  eng., 
ci^.  day,  2,500,000  gals.;  mains,  c.  i..  '2\  m., 
6  to  10  in.   dia.;    35  hyd.;    15  v.;   190  serv.;  plp€. 

Salv.    i.;    pres.,    dom.    45    lbs.,    f.    100    lbs.;    cons, 
ay,     500,000    gala.;    cost,    $45,000;    cost    mtce.. 
$1,500;  wks.  owned  by  Co. 

NEWBURGH,  p.  501;  f.  area,  320  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  frame  2  ator.; 
wd.  rfs.  perm,  in  f.  area.     F.  dept — Ladders,  paHs, 

1  hand  eng.,  1  hose  reel;  hose,  gd.,  300  ft.;  inL. 
200  ft;  tot  hose,  500  ft;  f.  aL,  bell;  tsL  equip^ 
$500;  vol. 

Water  Supply — Src,  wella  ft  riv..  near  bua. 
cent;  sya.,  pump  dir. 

NEW    HAMBURG,    p.    1.484;    f.    area.    500    a.; 

mere  bldgs.,  bk.,  2  ft  3  stor.;  priv.,  bk.,  2  stor.; 
wd.  rfa.  perm.;  no  fwks.  ord.  F.  dept — 1  stm. 
eng.,  48  c  ex.,  2  hose  car.;  hose,  linen,  nnlined. 
150  ft;  rub.,  1,650  ft;  tot  hose,  1.800  ft;  L 
aL,  bell;  vaL  equip.,  $6,000;  val.  bldga.,  $2,000; 
tot.   mem.   10.  pd.   full  time. 

Watsr  Supply — Src,  riv..  wells  ft  cisterns,  near 
bua.    cent;   sys.,  grav. 

NEWMARKET,  p.  2,996;  f.  area,  743  a.:  mere 
mere  bldgs.,  bk.  ft  frame,  2  ft  3  stor.;  priv.,  bk. 
clad,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.  F. 
dept. — 1  h.  ft  1.  trk.,  3  hose  car.;  hose,  rub., 
gd.,  1,500  ft;  cot,  gd.,  2.000  ft.;  tot.  bose. 
3,500  ft;  f.  aL,  elec  ft  bell,  18  at  bx.;  raL 
equip.,  $3,000;  vaL  bldga.,  $2,500;  exp.  dept.. 
$1,000;   tot   mem.,   51   vol. 

Water  Supply — Src,  wella;  ays.,  grav.  ft  pomp  to 
rea. ;  res.  cap.,  200,000  ^ala.;  2  pump,  eng.,  cap. 
day  1,500.000  gals.;  mama,  iron,  5  nu,  4  to  10 
in.  dia.;  43  hyd.;  30  v.;  met.  19;  350  sert.: 
pres.,  dom.  45  lbs.,  f.  100  to  150  lbs.;  cost  $45.- 
000;  cost  mtce,  $2,000;  wks.  owned  by  town. 

NIAGARA  FALLS,  p.  9,246;  f.  area.  1.040  e; 
mere,  bldgs.,  bk.  ft  frame.  2  ft  3  stor.;  priv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  limits.  F. 
dept. — 1  stm.  eng.  (in  reserve),  8  e  ex.,  3  h.  ft 
1.  trk.,  1  aer.  trk.,  4  hose  car.,  3  bose  wag..  4  brs.: 
hose,  linen,  gd.,  7,000  ft;  f.  al.,  elce.  31  st 
bx.;  tot  mem.  195,  pd.  part  time  45,  vol.  150: 
undbrs.    rating,    third   class. 
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Water  Supply — Src,  Ht.,  2  m.  bus.  cent.;  sys., 
pump  to  res.  k  dir.;  4  pump,  eng.,  cIibb  trip., 
cmp.  day  6,000,000  gala.;  mains,  c.  l»  29  m.,  2  to 
12  in.. dia.;  165  byd.;  200  v.;  met,  8;  2,700  aerr.; 
pipe,  iron;  prea.,  dom.  60  Iba.,  f.  100  lbs.;  cons, 
day,  2,500,000  gala.;  cost,  $289,000;  coat  mtce., 
95,787;   wks.  owned  by  city. 

NORTH  BAY,  p.  7,787;  f.  area,  8,000  a.;  mere, 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.  &  wd.,  2  k 
3)i  ator.;  wd.  rfs.  not  penn.  in  t.  area;  no  fwks. 
ord.;  eaoises  of  f.  inv.  F.  dept.~-<5  c.  ex.,  1  b.  Jk 
1.  trk.,  1  hose  wag.,  2  sleigbe,  4  hrs.;  bose,  cot., 
rub.  lined,  gd.,  8,il50  ft.;  f.  al.,  Gamewell,  12  bx.; 
val.  «quip.,  $li2v800;  vaL  bldjgs..  $8,000;  exp.  dept., 
$-1:5,400;  tot.  mem.  10,  pd.  full  time  9,  vol.  1; 
undrs.   rating,  fourth  class. 

Water  Supply — Src,  lake,  8  m.  bua.  cent.;  ay*., 
puDip  to  res.;  res.  cap.,  1,800,000  gals.;  2  pump, 
eng.,  cap.  day,  4,820,000  gals.;  mains,  c.  L,  19  m., 
4  to  16  in.  dia.;  91  byd-;  20  v.;  1,976  aerv.;  8 
met.;  pipe,  galv.  i.;  pres.,  dom.  6  f.  80  to  100 
lbs.;  coat,  $190,000;  cost  mtce.,  $12,000;  wks. 
owned   by  town. 

NORTH  TORONTO,  p.  6,862;  f.  area,  2,600  a.; 
mere,  bldga.,  bk.  k  wd.,  2  stor.;  priv.,  bk.  k  wd., 
2  ator.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept — 1  b.  k  1.  trk.,  3  hose  &  ladder 
wag.,  2  hose  reels  with  hooka,  axes,  &c;  hose, 
cot.,  rub.  lined,  gd.,  2,700  ft;  elec.  f.  aL,  28  bx.; 
val.  equip.,  $4,800;  val.  bldjgs.,  $2,000; 

Water  Supply — Src,  wells,  %  m.  bua.  cent; 
■ya.,  pump  to  res.  k  dir.;  res.  cap.,  190,000  gala.; 
pump,  eng.,  cap.  day  1,000,000  gala,  each;  maina, 
c  i.,  80  m.,  6  to  10  in.  dia.;  800  hyd.;  25  met; 
1,400  serv.;  pres.,  dom.  66  lbs.,  f.  86  lbs.;  cost, 
$72,028;  cost  mtce.,  $6,000;  wks.  owned  by  town. 

NORTHUMBERLAND,  p.  5.821;  f.  area,  52  a.; 
mere,  bldgs.,  bk.,  8  to  4  stor.;  priv..  bk.,  1  k  2 
ator.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk., 
4  c.  hand  ex.,  1  hose  wag.,  1  hose  reel,  1  hose 
car.,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,700  ft; 
inf.,  600  ft;  tot  hose,  8,800  ft;  f.  aL,  telp.; 
vaL  equip.,  $6,000;  vaL  bldga.,  $8,000;  exp.  dept, 
$8,500;  tot  mem.  16,  pd.  full  time  4,  pd.  part 
time   12. 

Water  Supply — Not  reported. 

NORWICH,  p.  1,112;  f.  area,  18  blocks;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  mv.  F.  dept — 1  str.,  1  h.  ft  1. 
trk.,  8  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  600 
ft;  rub.,  gd.,  300  ft.;  inf.,  300  ft;  tot.  hose, 
1.200  ft;  f.  al.,  bell;  val.  equip.,  $2,000;  val. 
bldgs.,  $600;  exp.  dept,  $600;  tot  mem.,  10,  pd. 
part   time. 

Water  Supply — Src,  artesian  wella  for  domestic 
purposes;  for  f.,  strm.  running  through  cent,  of 
village  ft  tk.  with  one  f.  eng.  to  pimip  water  for 
f.  protection;  cap.  well,  72,000  gals,  day;  1  pump, 
eng.,  daas  elec 

NORWOOD,  p.  811;  f.  area,  650  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfa.  perm.;  fwka.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 2  hand  eng.,  8  c  hand  ex.,  1  hoee  wag., 
1  hoae  car.;  hose,  cot,  rub.  lined,  gd.,  100  ft; 
inf.,  850  ft;  tot  hoae,  450  ft;  f.  al.,  bell;  val. 
equip.,  $1,200;  vaL  bldga.,  $150;  tot.  mem.,  20 
VOL 

Water    Supply-^Src,    wella   ft    creek. 

OAKVILLE,  p.  2,372;  f.  area,  1,600  a.;  mere, 
bldgs.,  wd.  ft  bk.,  2  stor.;  pri%'.,  bk.,  2  stoir. ;  wd. 
rfs.  not  perm,  in  f.  limits;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — ^1  comb.  c.  ft  hose  wag.,  1  h.  &  1. 
trk.,  4  hose  wsg. ;  hose,  cot,  rub.  lined,  gd.,  2,200 
ft.;  f. .  al.,  bell;  val.  equip.,  $5,020;  val.  bldgs., 
$15,000;  exp.  dept,  $560;  tot.  mem.,  57  vol. 

Water  Supply — Src,  Lake  Ontario;  1  pump,  cap. 
8,000,000  gals.;   200  serv. 

OIL  SPRINGS,  p.  621;  f.  area,  200  a.;  mere 
bldga.,  bk.  ft  frame,  2  stor.;  priv.,  frame,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. 
— 1  hand  eng.;  hose,  gd.,  800  ft;  f.  aL,  gong; 
vaL  equip..  $1,000;  vol. 

Water  Supply — Src,  tk.,  near  bua.  cent 

OMEMEE,  p.  900;  f.  area,  100  a.;  mere  bldga., 
bk.,  2  ft  2V&  stor.;  priv.,  bk.  ft  wd.,  1^  ft  8 
ator.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.  F. 
dept — 2  band  eng..  1  comb.  c.  ft  b.  wag.,  10  c 
hand   ex.,   1  b.  ft  1.  trk.,  2  hrs.;  hoae,   cot,  mb. 


lined,  gd.,   400  ft;  vaL   e 
$25:  tot  mem.,  80  vol.;  i 
Water  Supply— Mill  dan 
cent 

ORANGEVILLE,  p.  2,84( 
bldgs.,  bk.,  2  ft   8  ator.; 
wd.  rfs.  not  perm,  in  f.  an 
ex.,  1  h.  ft  1.  trk..  1  hoee  v 
hose,  cot,  rub.  lined,  gd., 
tot  hoae,  1,600  ft;  f.  al., 
$3,000;    val.    bldgs.,    $2,o( 
tot  mem.   14,  pd.  part  tim 

Water  Supply — Src,  apr. 
grav.    ft    pump    dir.;    res. 
pump,  eng.,  cap.  day  2,160 
9  m.,  4  to  10  in.  dia.;  59 
35   to   60   lbs.,   f.    85   to    1 
cost  mtc«>..   $2,000;   wka.   c 

ORILLA,  p.  6,828;  f.  ar 
bk.,  2  stor.;  iron  rfs.     F. 
hoae   car.,    1    supply   wag.; 
ft;   rub.,   gd.,    1,000  ft; 
aL.    bell,    10    st    bx.;    vaj 
bldga.,  $6,500;  exp.  dept. 
vol.;  undrs.  rating,  third  cl) 

Water  Supply — Src,  Lake 
cent;  sys.,  pump  to  res.  ft 
000  gals.,  dim.  20  x  18,  n 

000  gals.;  2  pump,  eng.,  ca 
mains,  c.  i.,  14  m.,  4  to 
'100  v.;  1  met.;  1,200  serv 
pres.,  dom.  30  to  90  lbs., 
550,000  gala.;  wks.  owned  t 

OSHAWA,    p.    7,486;    f. 
bldgs.,  bk.  ft  iron,   1   to  4 

1  to  2  stor.;  wd.  rfs.  not 
dept. — 1  stm.  eng.,  1  hand 
c  ex.,  1  h.  ft  1.  trk.,  8  he 
6  hrs.;  hose,  rub.,  gd.,  400 
gd.,  1,900  ft;  tot.  hose, 
val.  eouip.,  $18,000;  val. 
dept,   $1,500;  tot  mem.,   1 

Water   Supply — ^Src,    spr. 
stalled;  pump  from  Lake  O 
68,854    ft.,    1^    to    12   in. 
serv.;  wka.  owned  by  city. 

OTTAWA,  p.    86,840;   f. 
bldgs.,  bk.  ft  stn.,  2  to  10 
wd.,   2   to   4   stor.;   wd.   rfs. 
fwka.   ord.;   causes   of  f.   im 
aer.  trk.,  26   c.  hand  ex.,   1 
vage  ft  c  trk.,  2  comb,  c  ft 
6    nose   wag.,    2   hose   wag. 
bra.;  hoee,  cot,  rub.  lined,  f 
900  ft;  tot  hose.  22,900  ; 
156  bx.;  val.  equip.,  $125,( 
000;  exp.  dept,  $126,000; 
time. 

Water  Supply — Src,  Otta^ 
sys.,  pump  dir.;  pinnp.  eng 
gals.;  mains,  166  m.,  8  to  i 
89  met;  22,827  serv.;  prec 
f.  110  lbs.;  cost  $2,800,01 
000;    wks.    owned    by   city. 

OWEN  SOUND,  p.  12.5£ 
mere   bldga.,  bk.,   2   to   4   t 

2  to  8  stor.;  wd.  rfs.  not  ] 
ft  combt.  ord.;  causes  of  f 
str.,  1  comb.  c.  ft  h.  wag.,  I 
ex.,  1  hose  wag.,  7  hose  re 
rub.  lined,  gd.,  o,000  ft;  i 
5,500  ft;  f.  al..  Gamewell 
$15,000;  val.  bldgs.,  $8,70 
tot.  mem.  1<6,  pd.  full  tim< 
und're.   rating,  cla.-ts   B. 

Water  Supply — Src,  spr.  i 
eys.,    grav.;    res.    cap.,    o,50( 
i.,  20  m.,  6  to  12  in.  dia.; 
met;    2,300  serv.;  pres.,  doi 
cons,    da}',    600,000    gals.; 
mtce.,  $2,200;  wks.  owned  I 

PAISLEY,  p.  1,000;  mere 
stor.:  priv.,  bk.  ft  wd.,  1^ 
perm.;  no  fwks.  ord.  F.  c 
2  hose  car.,  hooks,  paila,  ftc 
ft;  rub.,  gd.,  600  ft;  tot 
al.,  bell  ft  wh.;  vaL  equip. 
$1,450:    exp.  dept,   $860;  ' 

Water  Supply — Src,  riv 
pump,  eng.,  cap.  day  l00,0( 
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%  m.,  6  in.  dia.;  8  byd.;  4  v.;  pres.,  f.  100  lbs.; 
cost,  $10,000;  cost  mtce.,  $600;  wks.  owned  by 
town. 

PALMERSTON,  p.  1,606;  f.  sreA,  3  m.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.,  2  stor.;  wd.  rfs. 
perm.  F.  dept. — 1  stm.  eng.,  2  band  eng.,  1  b. 
h  L  trk.,  2  hos«  car.,  1  supply  wag.;  hose,  rub.,  gd., 
1,500  ft;  f.  aL,  bell;  val.  equip.,  |4,000;  vaL 
bldgs.,  11,000;  exp.  dept,  $400;  tot  mem.,  15 
vol. 

Water  Supply — Src,  deep  wells;  sye.,  pump  to 
res.,  to  stdp.  &  dir.;  stdp.  dim.,  lOU  i  20,  cap. 
100,000  gals.;  res.  dim.,  40  x  10,  cap.  108.000 
gals.;  pump  cap.,  1,000  gals,  min.;  pres.,  100  lbs.; 
cost,  $45,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

PARIS,  p.  4,098;  f.  area,  5  a.;  mere,  bldgs., 
stn.  dE  bk.,  2  dc  8  stor.;  priv.,  bk.,  wd.  ft  stn.,  2 
stor.;  wd.  rfs.  not  perm.  In  f.  area;  fwks.  9t  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  2  a  hand 
ex.,  1  h.  ft  1.  trk.,  4  hose  reels,  4  hrs.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  f.  al.,  elec.,  7  bx.;  val. 
equip.,  $6,500;  val.  bldgs.,  $10,000;  exp.  dept, 
$1,200;  tot.   mem.    50,  pd.  part  time. 

Water  Supply — Src.,  spr.;  sys.,  pump  to  res.; 
res.  cap.,  1,000,000  gals.;  pump,  eng.,  cap.  day 
260,000  gals.;  mains,  10  m.,  4  to  8  in.  dia.;  48 
hyd. ;  62  v.;  pres.,  dom.  80  lbs.,  f.  70  lbs.;  cost, 
$90,000;  cost  mtce.,  $8,000;  wks.  owned  by  town. 

PARKHILL,  p.  1,289;  f.  area,  10  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
not  inv.  F.  dept. — 1  str.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,200  ft;  f.  al.,  bell;  val.  equip., 
$4,000;  val.  bldgs.,  $1,000;  exp.  dept,  $250; 
tot.  mem.,   15  vol.:  undrs.  rating,  fifth  class. 

Water  Supply — Src,  tk.  ft  10  cisterns,  near  bus. 
cent.;  sys.,  grav. 

PARRY  SOUND,  district,  p.  8,420;  f.  area,  200 
a.;  mere,  bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  wd.,  IH 
sior. ;  wd.  rls.  perm.;  fwks.  ord.  F.  dept. — 2  c. 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  reel, 
2  hi-s.;  hose,  cot,  gd.,  1,800  ft;  inf.,  600  ft;  tot. 
hose,  2,400  ft;  f.  al.,  elec.  bell,  8  st.  bx. ;  val. 
equip.,  $8,000;  val.  bldgs.,  $5,000;  tot  mem.,  80 
vol. 

Water  Supply — Src,  Georgian  Bay,  %  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stop,  cap.,  2o,000  g^als. ; 

2  pump,  eng.,  c^.  day.  1,400,000  gala.;  mains,  c  i., 
6\^  m..  8  to  10  in.  dia.;  65  hj^.;  33  v.;  17  met; 
625  8erv. ;  pres.,  dom.  80  lbs.,  f.  100  lbs.;  cons, 
day.  195,000  gals.;  cost,  $65,000;  cost  mtce.,  $3,- 
000;   wks.   owned   by   city. 

PEMBROKE,  p.  5,624;  f.  area,  68  a.;  mere. 
bUlg8.,  bk.,  8  to  4  stor.;  priv.,  bk.,  2  ft  3  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  ord.  F. 
dept. — 1  stm.  eng.,  6  c.  ex.,  -l  comb.  c.  &  h.  wag., 
1  n.  ft  1.  trk.,  2  hose  wag.,  2  hoe«  reels,  4  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  8,1'50  ft;  rub.,  gd.,  500 
ft;  tot.  hose,  8,650  ft;  f.  al.,  Gamewell,  30  bx.; 
val.  equip.,  $il 5,000;  val.  bldgs.,  $1^.000;  exp. 
dept.,  $3,000;    tot  mem.   22,  pd.  part  time. 

Water  Supply — Src,  Ottawa  riv.,  1  m.  bus.  cent; 
sys.,    pump    to    stdp.;    stdp.    cap.,    128,000    gala.; 

Sump,  eng.,  cap.  day  2,600,000  gals.;  maina,  iron, 
.8  m.,  4  to  16  in.  dia.;  84  hyd.;  46  v.:  900  eerv.; 
pipe,  lead  ft  galv.  i.;  pres.,  dom.  90  lbs.,  f.  185 
cost  mtce.,  $2,800;  wks.  owned  by  town. 

PENETANGUISHENE,  p.   8,568:   f.   area,   50  a.; 

mere,  bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2 
ft  2  ^  stor. ;  wd.  rfs.  perm  ;  fwks.  ft  combt  ord. 
F.  dept. — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag., 

3  hose  reels;  hose,  cot,  rub.  lined,  gd.,  3,000  ft.; 
f.  al.,  bell;  val.  equip.,  $8,515;  val.  bldgs.,  $4,200; 
exp.   dept,    $830;   tot.   mem.,   20   vol. 

Water  Supply — Src,  lake,  %  m.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  500,000  gals.;  2 
pump,  eng.,  cap.  day  2,000,000  gals.;  mams,  6H 
m.,  4  to  10  in.  dia.;  52  hyd.;  500  serv.;  pres.,  dom. 
60  to  70  lbs.,  f.  80  to  120  lbs.;  cost,  $47,000; 
cost  mtce.,  $2,800;  wks.  owned  by  town. 

PERTH,  p.  8,688;  f.  area,  20  a.;  mere  bldgs., 
bk.  ft  wd.,  1%  to  8  stor.;  priv.,  bk.  ft  wd.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  10  c  hand  ex., 
1  h.  ft  1.  trk.,  5  hose  reels:  hose,  cot.,  nib.  lined, 
gd.,  2.200  ft;  inf..  1,000  ft.;  tot.  hose,  3,200  ft; 
f.  al.,  bell;  val.  equip.,  $5,500;  val.  bldgs.,  $4,500; 
exp.  dept.,  $2,400;  tot.  mem.,  38,  pd.  part  time  8, 
85  vol. 


Water  Supply — Src,  riv.,  M  m.  bva.  eeat; 
pump  dir.;  4  pump.  eng..  cap.  da}'.  7.000,000  gais.; 
mains,  c.  i.,  10  m.;  48  hyd.;  65  v.;  500  serv.;  pipe, 
lead  ft  iron;  pres.,  dom.  76  lbs.,  f.  120  Ibe#;  cost, 
$98,000;   cost  mtce..  $4,600;   wks.   owned  bf  Col 

PETERBOROUGH,  p.  18,860.  F.  dept — I  stn. 
eng.,  3  ho.se  wag.,  I  chief's  buggy,  9  hia.;  hose, 
cot,  rub.  lined,  gd.,  5,000  ft;  inf.,  800  ft;  tot. 
hose,  5,300  ft.;  f.  al.,  Gamewell.  40  bx.;  exp. 
dept,  $20,000;  tot  mem.  IS,  pd.  fuU  time;  undrs. 
rating,  second    class. 

Water  Supply — Src,  riv.,  2^4  m.  bus.  cent; 
sys.,  pump  dir.;  pump,  eng.,  cap.  day  10,500,000 
gals.;  mains,  c  L,  88  m.,  4  to  16  in.  dia.;  253 
hyd.;  met,  85;  8,447  ser«'.;  prea.,  dom.  100  lbs., 
f.   188  lbs.;  wks.  owned  by  city. 

PETROLIA,  p.  8,618;  f.  area,  40  a.;  mere  bldgs., 
bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.  In  f.  area;  causes  of  L  inv.  F. 
dept — 2  str.,  5  c.  hand  ex.,  1  h.  A-  1.  trk..  1  ho^^^ 
wag.,  2  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  2,o«j.» 
ft;  inf.,  500  ft;  tot  hose,  2.500  ft.:  f.  at.  btl; 
val.  equip.,  $13,500;  val.  bldgs..  $4,S00;  exp.  dtpt.. 
$1,500;  tot.  mem.,  31  vol. 

Water  Supply — Src,  lake,  11  m.  bus.  ceot;  ays., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  250,000  gala.; 
pump,  eng.,  cap.  day  1,200,000  gala.;  mains,  27 
m.,  2  to  12  in.  dia.;  100  hyd.;  met..  4;  1,125 
serv.;  pres.,  f.  25  lbs.;  cost,  $185,052;  cost 
mtce.,    $6,143;   wks.  owned   by   city. 

PICTON,  p.  8,664;  f.  area,  652  a.;' mere,  bldga., 
bk.,  2  ft  3  stor.;  priv.,  bk.  ft  wdL,  2  nor.;  rfs. 
mostly  metal,  ahingles  laid  in  mortar  perm.;  fwka. 
ord.  F.  dept. — 1  hand  eng.,  2  c  ex.,  1  h.  ft  L 
trk.,  4  hose  car.,  all  other  apparatus,  picks,  poles, 
hooks,  buckets,  ftc;  hose,  rub.,  new,  1,400  ft;  oot., 
gd.,  800  ft;  leather,  inf.,  260  ft;  tot.  hose,  1,- 
950  ft;  f.  aL,  elec,  8  at  bx.;  vaL  equip.,  $3.- 
000;  exp.  dept,  $750;  tot  mem.  19,  pd.  full  time. 

Water  Supply — Src,  bay;  «ya.,  grav.  &  pomp  to 
res.  ft  dir.;  res.  cap.,  400,000  gals.;  2  pump,  eag., 
cap.  day  1,750,000  gnla.;  maina.  c  L,  5H  »■«  2 
to  8  in.  dia.:  41  hyd.;  26  v.;  met,  14;  260  aenr.; 
pipe,  galv.  L;  pres.,  f.  70  lbs.;  cost,  $34,000; 
cost  mtce.,   $2,900;   wks.  owned  by  town. 

PLATTSVILLE,  p.  600;  mere  bldga.,  bk.  ft  wd., 
1  to  8^  stor.;  priv.,  bk.  ft  wd.,  9  ft;  wd.  rfs. 
perm,  in  f.  area.  F.  dept — 1  h.  eog.,  10  c  band 
ex.,  1  h.  ft  1.  trk.,  1  hose  car.;  hoae.  cot.  n^. 
lined,  gd.,  500  ft;  f.  al.,  bell;  vaL  equip..  $500; 
val.  bldgs.,  $200;  exp.  dept,  $25;  tot  mem.,  12 
voL 

Water  Supply — Src,  well  ft  tk.,  alao  mill  dam 
ft   creek. 

POINT  EDWARD,  p.  874;  bldga.,  bk.  ft  wd., 
1^  ft  2  ator.;  wd.  rfa.  perm.  F.  dept — 1  stm. 
eng.,  4  c  ex.,  1  h.  ft  L  trie,  2  hoae  car.;  boae. 
2,300  ft.;  f.  al.,  wh.;  owned  by  the  Grand  Trunk 
Railway  &  equipiied  by  their  VoL  members;  %"al. 
equip.,    $4,000;    tot    mem.,    30    vol. 

Water  Supply — Src,  Sarnia  Watcrwks.,  1-3  m. 
bus.  cent;  sys.,  dir.  pres.;  cap.  pumps,  200  sral*. 
min.;  mains,  stl.,  3  m.,  4  to  8  in.  dia.;  26  h>d.: 
36  v.;  64  sen*.;  pipe,  stl.;  pres.,  dom.  60  1l»I.  f. 
150   lbs.;   wk9.  owned  by  village. 

PORCUPINE,  p.  360;  f.  area,  1,000  a.  F. 
dept. — 1  hose  reel,  hose  -sleigh,  laddecs;  tot.  mem., 
12    vol. 

Water  Supply — Src,  lake. 

PORT  ARTHUR,  p.  11,220;  f.  area,  10,240  a.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  6  stor.;  priv.. 
stn.,  bk.  ft  wd.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  cauaes  of  f.  inv.  F.  dept — 2  str.. 
1  chief's  auto.,  1  auto.  comb,  c  ft  b.  wag..  1  eoiab. 
c  ft  h.  wag.,  1  comb,  c  ft  h.  aleigb,  1  e.  eog.,  1 
h.   ft  L   trk.,   1   boae  'wair.;  boae,  cot,  nd».  lined. 

?d.,  6,000  ft;  rub.,  fair.  2,000  ft;  tot  boae. 
,000  ft;  f.  al.,  Gamewell,  60  bz.,  4  circmt  ft 
telp.;  val.  equip.,  $69,000;  val.  bldga.,  $52,000; 
exp.  dept,  $86,000;  tot  mem.  28,  pd.  full  time. 
Water  Supply— Src,  Lake  Superior,  5  m.  bus. 
cent;  sys.,  pump  to  stdp.;  sttdp-  oap..  200.000 
gals.;  8  pump,  eng.,  cap.  day  8,640.000  gala.: 
mains,  c.  i.  ft  sil.,  &l%  m.,  4  to  '24  in.  dia..; 
319  hyd.;  468  met;  8,077  serw;  pipe,  lead;  pre:».. 
dom.  ft  f.  80  to  180  lbs.;  cons,  day,  2.±50.040 
gals.;  cost,  $1,285,65-2;  cost  mtce.,  $20,405;  wks. 
o\vne<l  by  city. 

PORT  COLBORNE,   p.   1,500;   f.   area,    SS6   a.; 

mere  bldga.,  bk.  ft  frame,  1  to  8  ator.;  prhr.,  bft.  ft 
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frame,  2  itor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
&  combt.  ord. ;  causes  of  f.  Inv.  F.  dept. — 1  boae 
reel^  hose,  gd.,  1,000  ft.;  vol. 

Water  Supply — Src,  lake,  ^  m.  bos.  cent.; 
ays.,  pump  dir.;  res.  cap.,  56,000  gals.;  1  pump, 
eng.,  cap.  min.  250  gals.;  mains,  c.  i.;  300  serv.; 
pres.,  dom.  40  lbs.;  cost,  $30,000;  cost  mtce., 
91,000;  wka.  owned  by  city. 

PORT  ELGIN,  p.  1,235;  f.  area,  1,500  a.;  mere, 
bldgs.,  bk.,  2  &  3  stor.;  priv.,  bk.  k  wd.,  IH  &  2 
stor. ;  wd.  rfs.  perm.;  fwks.  ord.  F.  dept. — 1  hand 
eng.,  1  h.  &  i.  trk.,  2  hose  reels;  hose,  rub.,  gd., 
2,000  ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  vaL 
bldgs.,  $700;  exp.  dept.,  $300;  tot.  mem.,  26  voL 

Water  Supply — Src,  pond,  in  bus.  cent.;  tya., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  stdp. 
dim.,  16  X  80;  pump,  eng.,  cap.  day  1,080,000 
gals.;  mains,  c.  L,  3  m.,  6  to  8  in.  dia.;  88  hyd.; 
130  serv.;  pres.,  dom.  65  lbs.,  f.  110  lbs.;  cost, 
$40,000;    cost  mtce.,    $900;   wks.   owned   by   city. 

PORT  HOPE,  p.  5,092;  f.  area,  whole  town; 
mere  bldgs.,  bk.,  3  ft  4  stor.;  prlT.,  wd.  ft  bk.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ord.  F.  dept. — 1  hand 
eng.,  2  c  eng.,  2  c  ex.,  1  h.  ft  1.  trk.,  1  aer.  trie, 
2  nose  car.,  1  hose  wag.,  2  c.  supply  carts,  2  hose 
reels;  hose,  cot.  lined,  gd.,  2,700  ft.;  f.  aL.  elec. 
bell,  9  bx.;  val.  equip.,  $13,700;  vaL  bldgs., 
$5,000;  exp.  dept.,  $1,000;  tot.  mem.  16,  pd. 
full  time  1,  pd.  part  time  14;  undra.  rating,  third 
class. 

Water  Supply — Src.,  lake,  H  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  286,000  gals.;  2  pump, 
eng.,  class  dup.,  cap.  dir  1,200,000  gals.;  mains, 
c.  L,  11  m.,  4  to  12  in.  dia.;  87  hyd.;  46  v.; 
met.,  276;  672  serv.;  pres.,  dom.  100  lbs.,  f.  .100 
lbs.;  cons,  day,  140.000  gals.;  cost,  $90,000; 
cost  mtce.,  $4,000;  wks.  owned  by  town. 

PORT  PERRY,  p.  1,148;  f.  area,  600  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  stor.:  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 1  str..  1  h.  eng.,  3  hose  car.;  hose, 
cot.,  rub.  lined,  1,000  ft.;  rub.,  gd.,  600  ft;  inf., 
600  ft.;  tot.  hose,  2,000  ft.:  f.  al.,  bell,  3  bx.; 
exp.  dept.,  $200;  tot.  mem.  20,  part  pd. 

Water  Supply — ^Src,  lake  ft  tk.,  50  yards  bus. 
cent.;  sys.,  pump  dir.;  wks.  owned  by  city. 

PRESOOTT,  p.  2,801;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  bk.  ft  stn.,  2  stor.;  wd. 
rfs.  perm.  F.  dept. — 2  stm.  eng.,  1  h.  ft  L  trk., 
4  hose  car.;  hose,  linen,  gd.,  1,800  ft.;  rub.,  gd., 
350  ft.;  inf.,  150  ft.;  leather,  gd.,  360  ft.;  inf.,  160 
ft.;  tot  hose,  8,000  ft;  f.  al.,  bell  ft  telp.;  2  hrs.; 
val.  equip..  $48,000;  val.  bldgs.,  $8,000;  exp. 
dept.,  $606;  tot.  mem.,  20  vol.;  undrs.  rating, 
fourth  class. 

Water  Supply — Src,  St  Lawrence  riv.,  situated 
H  m.  bus.  cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp. 
cap.,  87.961  gals.;  dim.,  85  x  22%  ft;  mat,  stl. 
plate;  1  pump.,  dup.,  cap.  day  1,440,000  gals.; 
mains,  c  i.,  7%  m.,  4  to  12  in.  dia.;  92  hyd.;  60 
T. ;  525  serv.;  pipe,  lead  ft  galv.  1.;  pres.,  dom.  66 
to  80  lbs.,  f.  120  lbs.;  cons,  day,  186,868  gals.; 
cost,  $65,000;  cost  mtce.,  $6,828;  wks.  owned 
by  corporation. 

PRESTON,  p.  8,883;  f.  area,  160  a.;  mere 
bldgs.,   bk.  ft   wd.,   2   ft   3   stor.;   priv.,  bk.   ft   stn., 

1  V6  ft  2  stor. ;  wd.  rfs.  perm. ;  no  fwks.  ord.' ;  causes 
of  f.  inv.  F.  dept. — 1  stm.  eng.,  1  hand  eng.,  1 
h.  ft  1.  trk.,  2  hose  car.,  1  hose  wag.,  other  ap- 
paratus, buckets;  hose,  rub.,  gd.,  600  ft.;  cot, 
gd.,  1,000  ft;  inf.,  160  ft.;  tot  hose,  1,650  ft;  f. 
al.,  bell  ft  telp.;  2  hrs.,  hired;  val.  equip.,  $4,000; 
val.  bldgs.,  $5,000;  exp.  dept,  $760;  tot  mem.  24, 
pd.   full  time. 

Water  Supply — ^Src,  apr. 

RAINY  RIVER,  p.  2,000;  f.  area,  200  a.;  mere 
bldgs.,  frame,  1  to  3  stor.;  priv.,  frame,  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  str.,  1  h.  ft 
1.  trk.,  2  c  hand  ex.,  1  hose  wae.;  hose,  gd.,  1,600 
ft;  inf.,  400  ft;  tot  hose,  2,000  ft;  f.  aL,  telp.; 
val.  equip.,  $4,000;  val.  bldgs.,  $3,400;  exp.  dept, 
$1,100;  tot  mem.,   12  voL 

Water  Supply — ^Src,  riv.,  %  m.  bus.  cent.;  sys., 
pump   dir.;   stdp.    cap.,   800   bbls.;   dim.,   9   x   86; 

2  pump,  eng.,  cap.  min.  700  gals.;  mains,  c  L,  3 
m.,  4  to  10  in.  dia.;  82  hyd.;  met,  12;  50  serv.; 
pres.,  dom.  76  lbs.,  f.  100' lbs.;  coat,  $88,000; 
wkB.  owned  by  city. 

RENFREW,  p.  8,846;  f.  area,  150  a.;  mere 
bldgs.,   bk.,  stn.   ft   wd.,  2  ft   8  stor.;    prl^.,  bk.. 


stn.  ft  wd.,  2  stor.;  wd.  rfs 
1  stm.  eng.,  1  hand  eng., 
car.;  hose,  cot,  gd.,  2,600 
vaL  equip.,  $7,250;  val.  bh 
$600;  tot  mem.  80,  pd.  pt 
Water  Supply — Src,  riv., 
pump  to  stdp.;  stdp.  cap., 
eng.,  cap.  day  2,800,000  g 
12  in.  dia.;  103  hyd.;  prei 
lbs.;  cost,  $106,000;  cos 
owned  by  city. 

RICHMOND  HILL,  p.  < 
bldgs.,  cone,  bk.,  brickcaae( 
shingle,  iron  ft  gravel  rfs. 

1  h.  ft  L  trie,  2  hose  car. 
ft;  rub.,  gd.,  600  ft;  inf., 
400    ft;   f.    al.,   bell;    vaL 
rented;  exp.  dept,  $200;  t 

Water  Supply — Src,  tk. 

RIDGETOWN,  p.  1,9^4; 
mere    bldgs.,   bk.,    2   ft    3   i 

2  SI  or.;  wd.  rfs.  not  perm, 
causes  of  f.  inv.  F.  dep 
ex.,  1  h.  &  1.  trk.,  2  hosi 
lined,  gd.,  1,900  ft;  inf 
2,200  ft;  f.  al.,  automatit 
vaL  bldgs.,  $16,000;  exp.  c 
21   VOL 

Water    Supply — Src.    wel 
pump  to  stdp.;  stdp.  cap., 
x   18,   mat.  stl.;   res.   cap., 
eng.,   cap.   day,   240,000   gal 
4  to   8   in.  dia.;   32   hyd.; 
galv.  i.;  pres.,  dom.   54  lbs., 
000;  cost  mtce.,   $1,500;  w 

IRIPLEY,   p.    600;    f.    are) 

ladders  ft   buckets;   tot.   n1( 

Water   Supply — Src,    wel 

ROCKLAND,  p.  8,028;  1 
bldgs..  frame  ft  metal,  2  sto 
wd.  rfs.  perm,  in  f.  area;  f 
dept — 4  ladders,  26  ft.  ea 
gd.,  1,000  ft:  f.  al.,  bell; 

Water  Supply — Src,  riv., 
pump  dir.;  res.  cap.,  86,00 
class  dup.;  mains,  c  L,  2 
18  hyd.;   pres.,  f.    140  lbs. 

RODNEY,  p.  860;  f.  ares 
bk.,  2  stor.:  priv.,  frame,  : 
in  f.  area;  fwks.  ft  combt  ' 
eng.,  1  hose  reel;  val.  equip. 

Water  Supply — Src,  wells 

ST  CATHARINES,  p.  12 
mere  bldgs.,  bk.,  1^  to  6 
2  stor.;  wd.  rfs.  perm,  in  f 
ord.;  causes  of  f.  inv.  F 
hand  ex.,  1  h.  ft  1.  trk.,  1  1 
8  hrs. ;  hose,  cot,  rub.  lin 
al.,  bell;  39  bx.;  val.  equip. 
$20,000;  exp.  dept,  $10,0G 
full  time  10,  vol.  30. 

Water  Supply — Src,  can 
res.,  4  m.  bus.  cctiL;  sy?! 
.^65.000,000  pruls.;  mains,  c 
in.  dia.;  362  hyd.;  713  v.;  i 
pipe,  wrt.  i.  &  lead;  pres.,  do 
cons,  day,  2,590,7 1'5  gals.; 
mtce.,  $L1,000;   wks.  owned 

ST.   MARY'S,  p.   3,388;  I 
2  &  3  stor.;  wd.  rfs.  perm,  i 
ord.     F.  dept. — 1  stm.  eng., 
2    c.    ex..     1    h.    &    1.    trk., 
car.,    3    hrs.;    Siamese    coup! 
rub.   lined,  gd.,   2,000   ft;   ii 
2.500   ft;   f.    al.,  bell  &   wh 
val.   bldgs.,  $2,000;   exp.  dei 
IB,    pd.    full    time    1,    pd. 
rating,  third  class. 

Water    Supply — Src.    cree 
sys.,  pump  to  stdp.;  stdp.  ca 
stn.  ft   iron;   2   pump,   eng., 
day,  1.970.000  gals.;  mains, 
in.    dia.;    68    hyd.;    31    v.; 
pipe,    lead;   pres.,    dom.    40 
125  lbs.;   cons,  day,   30,000 
municipality. 

ST.    THOMAS,    p.     14,05 
cem.  ft  wd.,  2  to  4  stor.:  pr 
I    stor.;   wd.   rfs.    not  perm,   ii 
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oftusea  of  f.  in  v.  «F.  dept. — 6  c.  hand  ex.,  1  comb, 
c.  &  h.  wa-g.,  1  h.  &  1.  trk.,  2  hose  'wag..  4  hrs. ; 
hose,  cot.,  rub.  lined,  gd.,  2,500  ft.;  inf.,  1,000 
ft.;  tot.  hose,  3/500  ft.;  f.  al.,  telp  k  elec,  36  bx.; 
val.  equip.,  |9,0')0;  val.  bldgs.,  $4,000;  exp.  dept., 
$12,000;  tot.  mem.  il«,  pd.  full  time  8,  pd.  part 
time   6. 

Water  Supply — Src.,  creek;  ays.,  pump  dir.;  res. 
cap.,  25,000,000  gals.;  3  pump,  eng.,  cap.  dav 
7.000,000  gals.;  mains,  c.  i.,  30  m.,  4  to  18  in. 
dia.;  167  nyd.;  115  v.;  met.,  668;  3,071  serv.; 
pres.,  dom.  45  lbs.,  f.  80  to  110  lbs.;  cost,  $160,- 
000;  cost  mtce.,  $9,000;  wks.  owned  by  city. 

SANDWICH,  p.  2,200;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.  St  frame,  1  ft  2  stor.;  priv.,  frame,  1  k 
2  stor.;  fwks.  A  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  &  1.  trk.,  2  hose  wag.,  2  hose  reels; 
hose,  gd.,  1.500  ft;  val.  equip.,  $2,500;  Tal.  bldga., 
$1,500;  exp.  dept.,  $800;  tot.  mem.,   18  toL 

Water  Supply— -Src,  wells,  near  bus.  cent.; 
mains,  c.  i.,  10  m.,  8  to  14  in.  dia.;  46  byd.;  700 
serv.;  pres.,  dom.  32  lbs.,  f.  75  lbs.;  wks.  owned 
by  city. 

SARNiA,  p.  9,947;  f.  area,  2,000  a.;  mere, 
bldgs.,  bk.,  2  &  3  stor,;  priT.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 4  c.  hand  ex.,  1 
h.  ft  1.  trk..  1  hose  wag.,  1  hoee  car.,  4  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  8,200  ft.;  f.  al.,  elec,  24 
bx.;  val.  equip.,  $10,000;  val.  bldgs.,  $4,000; 
exp.  dept.,  $6,800;  tot.  mem.  16,  pd.  fidl  time  6, 
pd.    part   time    10. 

Water  Supply — Src,  riv.,  1-5  m.  bus.  cent.;  sts., 
pump  dir.;  4  pump,  eng.,  cap.  day  8,900,000  gals.; 
mains,  c.  i.,  33H  m.,  3  to  20  in.  diia.;  2.03  hyd.; 
3»45  v.;  met.,  5;  3,245  serv.;  pipe,  lead  ft  iron; 
pres.,  dom.  50  to  60  lbs.,  f.  90  to  110  lbs.;  cons, 
day,  3,'o00.000  g-ils.;  cost,  $205,300;  cost  mtce., 
$8,750;   wks.   owned  by  city. 

SAULT  STE.  MARIE,  p.  10,984;  f.  area,  8,100 
a.;  mere.  bldg«.,  cone,  wd.,  stn.  ft  bk.,  1  to  3  stor.; 
priv.,  cone,  stn.,  wd.  &  bk.,  1  to  3  star.;  wd.  rfs. 
not  perm,  in  f  area;  fwks.  ft  combt.  ord.  F.  dept. — 
1  stm.  eng.,  1  auto.  comb.  c.  k  h.  wa^.,  6  c.  ex., 
1  h.  ft  1.  trk.,  1  hose  wag..  3  exercise  wa».,  4 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  5,500  ft.;  f.  al., 
elec,  17  bx. ;  val.  equip.,  $25,000;  val.  bldgs., 
824,600;  tot.  mem.   46.  pd.  full  time  9.  vol.  37. 

Water  Supply — Src,  St.  Mary's  riv.,  1  m.  bu«. 
cent.;  sya.,  dir.  pros.;  4  pumps,  cap.  day  11,-620,000 
gals.;  mains,  c  i.,  55  m.,  4  to  24  in.  dia.;  1S4 
hyd.;  3>48  v.;  1-98  met.;  2,808  serv.;  pres..  d<om. 
80  lbs.,  f.  100  ll>8.;  cons,  day,  2,400,000  gals.; 
cost,  $367,700;  cost  mtce.,  $20,000;  wks.  owned 
by  city. 

SEAFORTH,  p.  1,988;  f.  area,  150  a.;  mere 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  stn.,  bk.  ft  wd.,  IH 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  aer.  trk.,  2  e  hand 
ex.,  1  h.  ft  1.  trk.,  4  hose  car.,  2  hrs.;  hose,  cot., 
rub.  lined,  gd.,  8,900  ft;  f.  aL,  bell  ft  wh.,  9  bx.; 
vaL  equip.,  $4,400;  exp.  dept,  $1,000;  tot  mem., 
26  vol. 

Water  Supply — Src,  oreek,  %  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  500,000  gals.;  2  pump, 
eng.,  cap.  day,  2,000,000  gals.;  mains,  iron,  S  m., 
4  to  8  in.  dia.;  16  hyd.;  4  v.;  pres..  f.  100  to  140 
lbs.:  cost,  $28,000;  cost  mtce.,  $1,100;  wks.  owned 
by   city. 

SHELBURNE,  p.  1,1  IS;  f.  area,  200  a.;  mere 
bldgs.,  bk.,  3  stor.;  priv.,  bk.  ft  iron,  2  stor.  F. 
dept. — 1  e  eng.,  1  hose  car.,  1  hose  tower,  lad- 
ders; hose,  cot,  gd.,  1,200  ft;  f.  al.,  bell;  tot 
mem.   44,  all  vol. 

Water  Supply— iSrc,  3  atrtesian  wells;  M  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  QSO.OOu 
gals.;  pump,  eng.,  cap.  day  17,'2.80  gals.;  mains, 
2;%  m.,  4  to  10  in.  dia.;  25  hyd.;  12  v.;  250 
serv.;  pres.,  f.  65  lbs.;  cons,  day,  10,000  gals.; 
cost.  $25,000;  cost  mtce.,  $900;  wks.  owned  by 
vtllage. 

SIMOOE,  p.  8,227;  f.  area,  25  a.;  mere  bldgs., 
bk.,  3  to  1  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept. — 2  e  eng.,  2  e  hand 
ex.,  2  h.  ft  1.  trk.,  2  hose  wag..  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  2,500  ft;  rub.,  gd.,  500  ft; 
inf.,  500  ft;  tot  hose,  3,500  ft;  f.  al.,  bell,  15 
bx.;  val.  equip.,  $4,200;  val.  bldgs.,  $2,900;  exp. 
dept,  $1,200;  tot  mem.  21,  pd.  part  time 


Water  Supply — Sre,  tor.;  stdp.  cap.,  ISO.OOO 
gals.;  2  pump,  eng.,  cap.  700,000  gala,  day;  maina, 
e  i.,  11  1-10  m.,  4  to  S  in.  dia.;  69  hyd.;  483 
met;  80S  serv.;  pres.,  dom.  60  lbs.,  f.  110  lbs.; 
cost,  $88,500;  cost  mtce.,  $2,790;  wks.  owned  by 
city. 

SMITH'S  FALLS,  p.  6,870;  f.  area,  1^  aq.  m.; 
bldgs.,  bk.,  wd.  ft  atn.,  2  ft  3  stor.;  wd.  rfk.  pens.; 
no  fwks.  ord.  F.  dept — 1  stm.  eng.,  S  c  ex^  1 
h.  ft  L  trk.,  8  hoee  car^;  hose,  cot,  gd.,  2.000  ft; 
inf.,  500  ft;  tot  hoee,  2,500  ft;  f.  aL,  elec.  bcU, 
10  at  bx.;  2  hrs.;  val.  equip.,  $10,000;  tslL  bldgs., 
$5,000;  exp.  dept,  $1,050;  tot  mem..  23  voL; 
undrs.  rating,  fourth  dasa. 

Water  Supply — Sre.  riv.,  in  bus.  cent;  sya., 
pump  dir.;  dim.,  20  x  16;  pump,  eng.,  daas  comp., 
cap.  day  1,000,000  gala.;  mains,  e  L,  7  m.,  4  to 
10  in.  dia.;  72  hyd.;  40  v.;  450  serv.;  pipe,  lead; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day,  400,000 
gals.;  cost,  $125,000;  coet  mtce.,  $4,000;  vka. 
owned  by  priv.   party. 

SOUTHAMPTON,  p.  1,685;  f.  area,  500  a.;  zattt. 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  &  wd..  t 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  caoees 
of  f.  inv.  F.  dept — 1  h.  eng.,  40  e  band  ex.,  S 
hose  car.;  tot  hoae,  1,000  ft;  f.  aL.  bell:  vaL 
equip.,  $2,000;  val.  bldgs.,  $500;  exp.  dept.,  fl50; 
tot  mem.,  10  voL 

Water  Supply — Sre,  8  wells,  1-16  m.  boa.  cent; 
sya.,  pump  to  stdp.;  dim.,  16  x  110;  mat,  sti.; 
3  pump,  eng.,  cap.  day  2,160.000  gala.;  maina,  e 
i.,  113,000  ft.  4  to  8  in.  dia.;  SI  hyd.;  18  v.; 
275  serv.;  pipe,  galv.  L;  pre&^  dom.  47  to  67  Iba., 
f.  100  lbs.;  cons,  day,  200,000  gala.;  cost,  $48,000; 
cost 'mtce.,  $2,200;  wks.  owned  by  town. 

SPRINQFIELO,  p.  480;  f.  area,  500  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  frame,  1V&  stor.;  fwks.  ft 
combt  ord.  F.  dept — 2  e  hand  ex.,  1  hose  reel; 
f.  al.,  bell;  vaL  equip.,  $500;  val.  bldgs.,  $600;  voL 

Water  Supply — Sre,  wells,  near  bus.  cent 

STAYNER,  p.  1,089;  f.  area,  200  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.  &  bk.,  IH 
ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept — 
2  hose  car.;  hose,  cot,  gd.,  1,000  ft.;  vaL  equip.. 
$3,000;  val.  bldgs.,  $1,000;  tot  mem.,  12  toL 

Water  Supply----Sre.  strm.,  2  m.  bus.  cent;  cyK-> 
grav.;  res.  cap.,  200,000  ^Is..  2  m.  town;  mains, 
e  L,  5  nL,  4  to  12  in.  dia.;  21  hyd.;  pres.,  dora. 
ft  f.  60  to  72  Iba.;  cost,  $25,000;  wks.  owned  by 
city. 

STEELTON,  p.  8,178;  f.  area,  1,800  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  frame,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  oombt 
ord.;  causes  of  f.  inv.  F.  dept — 4  hoae  reels;  hoee, 
gd.,  2,000  ft;  f.  al.,  telp.;  val.  equip.,  $2,500: 
vaL  bldga.,  $800;   tot.  mem.,   20  vol. 

Water  Supply— -Sre,  riv.,  %  m.  bus.  oent;  aya. 
pump  dir.;  mains,  e  L,  4  to  10  in.  dia.;  42  hyd.; 
450  serv.;  pres.,  f.  90  lbs.;  cMt,  $65,000;  cost 
mtce.,    $900;    wks.    owned   by   city. 


STOUFFVILLE,  p.  1,000;  f.  area,  487  a.; 
bldgs.,  bk.,  2  ator.;  priv.,  frame.  2  stor.;  wd.  rfs. 
perm,  in  f.  area.  F.  dept — 1  h.  ft  L  trie,  hand 
ex.,  2  hose  reela;  hose,  gd.,  1,200  ft;  f.  aL,  elec. 
7  bx.;  val.  equip.,  $2,500;  vaL  bldga..  $1,500;  tot 
mem.,  22  vol. 

Water  Supply — Sre.  apr.,  3  m.  bos.  cent.;  wr^, 
pump  dir.;  res.  cap.,  700,000  gala.;  mains,  e  L, 
5  m.,  4  to  12  in.  dia.;  150  serv.;  cost,  $2S,000: 
wks.  owned  by  city. 

STRATFORD,  p.  12,94«;  f.  area,  2.8S5  «.;  mere. 
bldgs..  bk.  ft  stn.,  2  to  4  stor.;  priv.,  bk.  ft  wd.. 
2  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept— 1  aata. 
comb,  e  ft  h.  wag.,  1  atr.,  14  e  hand  ex.,  1  h.  ft 
1.  trk.,  4  hrs.  (in  reserve,  1  h.  ft  1.  trk.,  1  hoae 
wag.);  hose,  cot,  rub.  lined,  gd.,  ^,200  ft.;  nib., 
gd.,  300  ft;  inf.,  250  ft;  tot  hoae.  5,7SO  ft; 
f.  aL,  elec,  43  bx.;  vaL  equip..  $25,000;  vaL 
bldgs.,  $20,000;  exp.  dept,  $12,000;  tot  men. 
17,  pd.  full  time  9,  pd.  part  time  8. 

Water  Supply — ^Sre,  artesian  wella  ft  Avea  riv., 
1  m.  bus.  cent;  sya.,  pump  dir.;  3  pump.  eng.. 
class  comp.  dup.,  comb.  cap.  day  5,000,000  gals.; 
mains,  e  L,  27 H  m.,  4  to  12  in.  dia.;  187  ttyd.; 
167  v.;  met,  924;  880  serv.;  pipe,  lead;  pres^ 
dom.  80  lbs.,  f.  100  to  120  lbs.;  eons.  day.  1,000.- 
000  gala.;  coat,  $281,000;  wks.  owned  by  city. 

STRATHROY,  p.  2,823;  f.  area,  50  a.;  mere, 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  bk.  ft  wd..  2  ft  3 
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■tor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  hand 
eng.,  2  hose  (Ar.,  2  brs.;  hose,  cot.,  rub.  lined, 
»d.,  700  ft.;  rub.,  gd.,  800  ft.;  inf.,  500  ft.;  tot 
hoae,  2,000  ft;  f.  al.,  bell;  val.  equip.,  $8,000; 
vat  bldgs.,  $3,000;  exp.  dept,  $1,000;  tot  mem. 
22.  pd.  full  time  1,  vol.  21;  undrA.  rating,  third 
class. 

Water  Supply — Src,  wells  &  riv.,  1-5  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  180,000 
gals.;  dim.,  20  x  80;  mat,  stl.;  1  pump,  eng., 
class  comp.  dup.,  cap.  day,  600,000  gals.;  mains, 
c.  i.,  5  m.,  4  to  10  in.  dia.;  40  hyd.;  225  serv.; 
pres.,  dom.  40  lbs.,  f.  100  lbs.;  cost,  $60,000; 
wks.   owned  by  town. 

STREETSVILLE,  p.  700;  f.  area,  45  a.  F.  dept 
— ^laddere,    reel,    500    ft.    ho«*e;    tot.    mem.,    16   vol. 

Water  Supply — Sure.,  riv.;  pump  cap.  day,  380,- 
000  gals. ;   pres.,  80  lbs. 

STURGEON  FALLS,  p.  2.282;  f.  area,  1.440  a.; 
mere  bldgs.,  frame,  2  stor. ;  priv.,  frame,  2  stor.; 
wd.  rfs.  perm,  in  f.  area.     F.  aept. — ^Ladders,  pails, 

3  c  hand  ex.,  2  hose  wag.;  f.  aL,  telp.,  2  bx.; 
tot   mem,   80  vol. 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent.;  sys., 
pump  dir.;  1  pump,  eng.;  mains,  c.  i..  6^  m..  6 
to  10  in.  dia.;  47  hyd.;  pres.,  dom.  40  lbs.,  f.  100 
lbs.;  wks.  owned  by  city. 

SUDBURY,  p.  4,160;  mere,  bldgs..  bk.  4c  wd., 
2  &  S  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ord. ;  f.  mv.  F.  dept — 4  c.  hand  ex.,  2  h. 
A;  1.   trk.,   1   hose  wag.,  3  hose  car..   1  hose  sleigh, 

4  hrs.;  hose,  cot,  gd.,  4,200  ft;  f.  al.,  elec,  22 
bx. ;  val.  equip.,  •$19,000;  val.  bldgs..  $30,000; 
exp.  dept,  $5,000;  tot.  mem.  20,  pd.  full  time  1, 
vol.    19. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  64,000  gals.;  dim.,  24 
X  24;  mat,  stl.;  4  pump,  eng.,  cap.  4,'6«0,000  gals, 
day;  mains,  c.  i.,  14  m.,  4  to  12  in.  dia.;  60 
hyd.;  160  v.;  met,  17;  1,100  serv.;  pipe,  galv.  i. 
&  lead;  pres.,  dom.  75  lbs.,  f.  100  lbs.;  cons,  day, 
1,000,000  gals.;  cost,  $213,747;  cost  mtce.,  $19,- 
330;   wks.   owned  by  town. 

SWASTIKA,  p.   500;   f.   area,   80  a.      F.   dept. — 
ladders,  buckets,  axes,  etc. 
Water  Supply — Src.  riv. 

TAVISTOCK,  p.  1,000;  f.  area,  400  a.  F.  dept 
— ladders,  1  hose  reel,  1,000  ft.  hose;  tot.  mem., 
13    vol. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  40,000  gals.;  res.  cap., 
75,000  gals.;  2  pump,  eng.,  cap.  day  1,000,000 
gals.;  mains,  c.  L,  IH  m.,  4  to  8  in.  dia.;  15 
hyd.;  8  v.;  60  serv.;  pres.,  dom.  52  lbs.,  f.  140 
lbs.;  cons,  day,  1*2,000  gals.;  cost,  $22,000;  cost 
mtce.,  $400;  wks.  owned  oy  Corpn. 

TEESWATER.  p.  854;  f.  area,  880  a.;  mere, 
bldgs.,  bk.  &  wd.,  2  stor.;  priv.,  bk.  A  wd.,  IH  & 
2  stor.;  wd.  rfs.  not  perm.  F.  dept. — 1  h.  &  L 
trk.,   2   hose  car.;  hose,  rub.,  gd.,   1,000  ft.;   cot, 

Sd..    400    ft;    tot.    hose.    1,400    ft;    f.    al.,    bell 
;  elec,  7  st.  bx.;  vaL  equip.,  $15,000;  vaL  bldgs., 
$1,500;  exp.  dept,   $600;  tot  mem.,   16  voL 

Water  Supply— -Src,  riv.,  %  m.  bus.  cent; 
aya.,  pump  dir.;  1  pump,  eng.;  mains,  c  !.,  l\i 
m.;  9  hyd.;  pres.,  f.  180  lbs.;  cost,  $16,000;  cost 
mtce.,  $400;  wks.  owned  by  town. 

THEDFORD,  p.  660;  f.  area,  600  a.     F.  dept. — 
1   hand  eng.,   200  ft.   hose. 
No   wwterwks. 

THESSALON,  p.  1,045;  f.  area,  100  a.;  bldgs., 
wd.,  stn.,  cem.  &  bk.,  2  stor.;  wd.  rfs.  perm.  F. 
dept — 4  c.  ex.,  2  hose  car.;  hose,  cot.,  gd.,  600 
ft;  rub.,  gd.,  500  ft;  tot.  hose,  1,000  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $14,000;  val.  bldgs., 
$4,000;  exp.  dept,  $800:  tot.  mem.,  17  voL 

water  Supply — Src,  lake,  hi  m.  bus.  cent;  ays,, 
pump  dir.;  2  pump,  eng.,  class  dup.,  cap.  day 
140,000  gals.;  mains,  c  i.,  5^  m.,  4  to  6  in. 
dia.;  26  hyd.;  8  v.;  1  met;  pipe,  galv.  i.;  pres., 
dom.  50  lbs.,  f.  120  lbs.;  cons,  day,  7,000  gals.; 
cost,  $22,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

THOROLD,  p.  2,278;  f.  airea,  2,000  a.;  mere, 
bldgs.,  bk.,  stn.  &  wd.,  1  to  3  stor.;  priv.,  bk.  ft 
wd.,  1  to  3  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.; 
causes  of  f.  inv.  F.  dept — 1  stm.  eng.,  2  c.  hand 
ex,  1  comb.  c.  ft  hose  wag..  1  hose  wag.,  8  hose 
oar.;  hose,  cot,  rub.  lined,  gd.,  1,650  ft;  inf.,  400 
ft;    tot.   hose,   2,050   ft;   f.  aL,  bell;   val.   equip.. 


$8,000;    vaL    bldgs.,    $5,0 
tot  mem.,  30  voL 

Water  Supply — Src,  ca 
pump  to  stdp.;  stdp.  cap. 
pump,  eng.,  cap.  day,  2.O0 
c.  i.,  6  m..  4  to  12  in. 
met.;  417  serv.;  pipe,  gal 
60  lbs.,  f.  160  lbs.;  cons, 
cost,   $95,000;  wks.  owned 

THUNDER  BAY,  p.  18, 
mere  bldgs.,  bk.,  stn.  ft 
bk.,  stn.  ft  wd.,  1  to  4  f 
in  f.  area;  fwks.  ft  combt 
F.  dept — 2  str.,  2  comb. 
7  c.  hund  ex.,  1  h.  ft  1.  t 
car.,  6  hrs.;  hose,  cot,  ru 
rub.,  gd.,  500  ft;  inf.,  1,( 
ft;  f.  al.,  telp.;  exp.  dei 
26,  pd.  full  time  18,  voL 

Water  Supply — ^Not  repo 

TILBURY,  p.  962;  f.  ar 
bk.,  2  stor.;  priv.,  bk.  ft 
perm,  in  f.  area;  fwks.  ft  i 
inv.  F.  dept — 1  h.  ft  1.  t 
car.,  2  hrs.;  hose,  rub.,  gc 
ft  wh.;  val.  equip..  $8,00 
exp.   dept,   $275;  tot   mei 

Water  Supply — Src,  lak^ 
grav.;  stdp.  cap.,  60,000 
000;  pump,  eng.,  cap.  da; 
iron,  4%  m.,  4  to  12  in.  ( 
pres.,  dom.  80  lbs.,  f.  li 
cost  mtce..   $1,000;  wks.   < 

TILLSONBURG,  p.  2,75i 
bldgs..  bk.,  8  stor.;  priv.,  w 
of  I.  inv.  F.  dept. — 1  h.  & 
car.,  1  hose  wag.,  1  hose  c 
used;  hose,  cot,  gd.,  1,5( 
equip,  $5,000;  val.  bldgs., 
pa.  part  time  4,  voL   18;  i 

Water   Supply — Srs.,   sur 
cent;    sys.,    pump   dir.;    2 
1.860   gals.;   mains,   c   i., 
46    hj-d.;    pres.,    f.     90    lbs 
mtce.,   $1,200;    wks.   owned 

TIVERTON,  p.  400;  f.  a 
ladders    and    buckets:    tot. 
Water  Supply — Src,  .wel. 

TORONTO,    p.    376,240; 
mere  bldgs.,  bk.  ft  stn.,   3 
ft  wd.,  2H   stor.;  wd.  rfs. 
ft  conA>t.  ord.;  causes  of  f. 
comb,    c   eng.  ft   hose   wag. 
h.  ft  L  trk.,  80  c  hand  ex. 
2  aer.  trk.  ft  portable  watc 
wag.,  1  salvage  wag.,  2  bui 
4     hose    wag.     carrying     1 
hose  for  high  pres.  sys.,  1 
tower,    114    hrs.,    6   h.    ft   1 
horiie    hose    sleighs,    4     oni 
serve.  2  h.  ft  1.  trk.,   1  h. 
wheeled    hose    wag.,    1    foi 
eng.,   1   str.);  hose,  rub.,  g 
860  ft;  c.  hose,  gd.,   2,40 
hose.  60,800  ft;  f.  aL,  ele( 
$500,000;    exp.   dept,   $68: 
pd.  full  time. 

Water  Supply — Src,  Lai 
cent:  sys.,  pump  dir.;  res. 
SO  pump,  eiw.,  cap.  day  21 
c  i.,  Si65.322  m.,  8  to  4 
6,089  v.;  8.890  met;  101 
pres.,  dom.  100  lbs.,  f.  800 
000  gals.;  cost,  $18,548,27 
775;  wks.  owned  by  city. 

TORONTO  JUNCTION    (> 
ronto),   p.   6,250;   f.   area, 
wd.  ft  bk.,  2  ft  8  stor.;  pr 
wd.  rfs.  perm.;  fwks.  ord. 
h.   ft   1.   trk..   2   hose  car., 
2,500    ft;    inf..    2,000    ft; 
f.    al.,    Gaynor.    80    st.   bx. ; 
vaL  bldgs.,  $8,000;  exp.  d( 
22,  pd.  full  time  6,  voL   11 

Water  Supply — Src,  lake 
pump  dir.;  pump.  eng..  cap 
mains,  22  m.,  4  to  12  in.  < 
met,  11;  2.860  serv.;  pres., 
60  to  80  lbs.;  cost  $200 
500;  wks.  owned  by  city. 
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FIRE   DEPARTMENTS   AND   WATER    SUPPLY— ONTARIO. 


TOTTENHAM,  p.  600;  f.  area,  400  a.;  mere, 
bldgs.,  bk.,  2  &  8  stor.;  priv.,  bk.,  Btn.  k  wd.,  IH 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  ioT. 
F.  dept. — 1  h.  eng..  1  h.  Ac  1.  trk.,  I  hose  car.; 
hose,  cot.,  rub.  linea  gd.,  850  ft;  f.  al.,  bell;  val. 
equip.,  1500;  val.  bldgs.,  |3,000;  tot.  mem.,  25 
vol. 

Water  Supply — Src.,  mill  pond,  cistern,  wells 
ft  tk. 

TRENTON,  p.  8,088;  f.  area,  1,800  a.;  mere, 
bldgs.,  bk.,  2  &;  8  stor.;  priv.,  wd.  ft  bk.,  1^  to 
S  stor.:  wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept. — 
2  stm.  eng.,  12  c  ex.,  8  hose  car.,  7  ladders,  1 
hose  wag.,  Siamese  couplings  used,  5  hrs.;  hose, 
cot.,  gd.,  8,000  ft;  inf.,  500  ft;  nib.,  gd.,  500 
ft.;  tot  hose,  4,000  ft;  f.  sL,  bell;  val.  equip., 
$12,000;  val.  bldgs.,  |5,000;  exp.  dept,  f  1,500; 
tot  mem.  38.  pd.  full  time  2,  vol.  80:  undrs. 
rating,  third  class. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dlr. ;  stdp.  cap.,  20.000  gals.:  tes. 
cap.,  40,000  gals.;  3  pump,  eng.,  class  trip.,  cap. 
day,  200,000  gals.;  mains,  c.  ft  wrt.  i.,  15  m.,  2 
to  18  in.  dia.;  4  hyd.;  met.,  20;  500  serv.;  pipe, 
lead  ft  i.;  fH-es.,  dom.  -60  lbs.,  f.  100  lbs.;  cost, 
$50,000;    cost   mtce.,    $1,000;   wks.   owned  by  Co. 

TWEED,  p.  1,868;  f.  area,  80  a.;  mer&  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area:  causes  of  f.  inv.  F. 
dept — 1  str.,  extension  ladders,  24  c.  hand  ex., 
1  h.  ft  L  trk.,  1  hose  wsg.,  2  hose  ear.;  hose, 
cot,  rub.  lined,  gd.,  1,200  ft;  rub.,  gd.,  800  ft; 
inf.,  400  ft;  tot  hose.  1,900  ft;  f.  al.,  beU;  vaL 
equip.,  64,000:  val.  bldgs.,  $1,000;  exp.  dept, 
$200;  tot.  mem.,   14  voL 

Water  Supply — Src.,  riv.,  lake  ft  tk.,  100  yards 
bus.   cent. 

UXBRIDQE,  p.  1,488;  f.  area,  400  a.;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2  to  8 
stor.;    wd.    rfs.   not  perm,   in   f.    area.      F.    dept. — 

1  hand  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,200  ft;  rub.,  gd.,  800  ft;  inf., 
100  ft;  tot.  hose,  1,600  ft;  f.  al.,  bell;  val. 
equip.,  $12,000;  tot  mem.  24,  pd.  part  time. 

Water  Supply — Src,  creeks,  in  bus.  cent;  svs., 
pump  dir.;  pump,  eng.,  cap.  dsy  720,000  gals.; 
mains,  c.  i.,  3^  m.,  6  in.  dia.;  16  hyd.;  pres., 
f..  ISO  lbs.;  cost,  $15,000;  cost  mice.,  $300;  wks. 
owned  by  town. 

VANSLEEK  HILL,  p.  1,660;  f.  area,  500  a.; 
mere,  bldgs.,  bk.,  1  to  5  stor. ;  priv.,  bk.,  2  stor. ;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hand 
eng.;  hose,  gd.,  1,000  ft;  inf.,  200  ft.;  tot  hose, 
1,200  ft;  val.  equip.,  $1,000;  val.  bldgs.,  $500; 
tot.  mem.,  20  vol. 

Water  Supply — Src,  well,  near  bus.  cent 

WALKERTON,  p.  3.000;  f.  area,  160  a.;  mere 
bldgs.,   bk.    ft   wd.,   2  to  3  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft 
I.  trk.,  5  c  hand  ex.,  2  hose  wag.,  2  hose  reels; 
hose,  rub.  lined,  gd.,  1,600  ft;  r.  al.,  telp.;  vaL 
bldgs.,  $3,000;  tot  mem.,  25  vol. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent; 
sys.,  grav.;  res.  cap..  250,000  gals.;  mains,  iron, 
5^  m.,  4  to  8  in.  dia.;  52  hyd.;  700  serv.;  pipe, 
galv.  i. ;  pres.,  dom.  50  lbs.,  f.  60  to  100  lbs.; 
cost,  $50,000;  cost  mtce.,  $900;  wks.  owned  by 
town. 

WALKERVILLE,  p.  8,290;  f.  area,  689  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  frame,  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  h.  ft  1.  trk., 
1  c.  eng.,  6  c  hand  ex.,  2  hose  wag.;  hose,  gd., 
5,000  ft;  f.  al.,  elec,  21  bx.;  tot.  mem.  88,  pd. 
part  time  6,  vol.   27. 

Water  Supply — Src,  riv.,  1,500  ft  bus  cent.; 
4  pump,  eng.,  class  comp.,  cap.  day  7,000,000 
gals.;  mains,  c.  i.,  16  m.,  4  to  16  in.  dia.;  154 
nyd.;  met,  60;  1,050  serv.;  pres.,  dom.  65  lbs.,  f. 
125  lbs.;  wks.  owned  by  city. 

WATERFORD,  p.  1.092;  f.  area,  440  a.  F. 
dept. — 1  hand  eng.,  1  h.  ft  1.  trk.;  hose,  gd.,  600 
ft;  val.  equip.,  $300;  val.  bldgs.,  $5,600;  mem., 
all  vol.;  undrs.  rating,  1  ^  to  8\   class. 

Water   Supply — Src,   wells. 

WATERLOO,  p.  4,359;  f.  area,  400  a.;  mere 
bldgs..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd., 
1%  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes   of  f.   inv.      F.   dept — 4   c.   hand   ex.,    1   h. 


ft  1.  trk.,  1  hose  wag.,  4  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  1.500  ft;  rub.,  gd.,  9d0  ft;  inf.,  450  ft.; 
tot.  hose,  2,900  ft.;  f.  al.,  bell,  9  bx.;  vaL  equip., 
$3,000;  val.  bldgs.,  $7,000;  exp.  dept.  $2,600; 
tot  mem.,   15  vol.;  undrs.  rating.  Class  B. 

Water  Supply — Src,  spr.,  in  bus.  cent;  aj*^ 
pump  to  stdp.;  stdp.  cap.,  225,000  sals.;  mains, 
c  i.,  21  m.,  4  to  10  in.  dia.;  75  nyd.;  48  v.; 
met,  400;  800  serf.;  pipe,  galv.  L;  pres..  f.  100 
lbs.;    cost,    $64,000;    wks.    owned    by   municipality. 

WATFORD,  p.  1,088;  f.  area,  400  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  t  inv. 
F.  dept — 1  hand  eng.,  1  hose  wag.;  hose,  cot, 
rub.  Imed,  gd.,  1,000  ft;  f.  sL,  beU;  vaL  equip., 
$1,500;  val.  bldgs.,  $2,000;  tot  mem.,  40  vol; 
undr:3.  rating,  fourth  class. 

Water  Supply — ^Src,  tk. ;   res.   cap.,   250  bbls. 

WEBBWOOD,  p.  714;  f.  area,  780  a.;  mere 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area  F.  dept — 1  h.  ft  L  trk.» 
1  c  eng.,  8  hose  wag.;  hose,  gd.,  1,000  ft;  inf., 
500  ft;  toe  hose,  1,500  ft;  f.  aL,  wh.;  val.  equip., 
$1,600;  tot  mem.,   22  voL 

Water  Supply — ^Src,  tk.,  800  yards  btis.  cent; 
sys.,  pump  dir.;  res.  cap..   1,000,000  gals. 

WELLAND,  p.  6.818;  f.  area,  500  a.;  mere, 
bldgs.,  stn.,  wd.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  4  c  hand  ex., 
1  h.  ft  1.  trk.,  5  hose  car.,  1  hose  wag.,  S  hrs.; 
hose,  cot,  Tufo.  lined,  gd.,  2,500  ft.;  nib.,  gd.,  300 
ft;  inf.,  400  ft;  tot.  hose,  3,200  ft;  f.  sL,  elec, 
10  bx.:  vaL  bldgs..  $4,500;  exp.  dept,  $1,500; 
tot  mem.  65,  pd.  full  time  1,  paid  part  time  40, 
voL   14. 

Water  Supply — >Src.,  canal  ft  lake.  S  m.  bus. 
cent;  sys.,  pump  dir.;  res.   cap.,  1,000.000  gala.; 

3  pump,  eng.,  cap.  day,  3,500.000  gals.;  msins, 
c.  i.,   16.4  m..  3  to  16   in.  dia.;   134  hyd.;   7S  v.; 

4  met;  1,597  serv.;  pipe,  lead  ft  galv.  i.;  pres., 
dom.  80  lbs.,  f.  110  lbs.;  cons,  day,  1,200,000 
gals.;  cost.  $212,516;  cost  mtce.,  $7,976;  wks. 
owned  by  town. 

WELLINGTON,  p.   795;   f.   area,    100    a.;   mere 

bldgs.,  bk.  ft  wd.,   1^6    to  2  stor.;  priv.,  bk.,  ctn. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  t  area;  fwks. 
ft   combt   ord.;    causes   of   f.  not  inv.     F.    dept — 
buckets  ft  ladders. 
No  waterwks. 

WESTPORT,  p.  808;  f.  area,  100  a.;  bldn., 
wd.  ft  bk.,  1^  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks. 
ord.  F.  dept — 4  hand  eng.,  20  c  ex.;  hose,  cot, 
gd..  500  ft.;  f.  al.,  bell. 

Water  Supply — ^Src,  lake,  on  one  side  ft  strm. 
on  the  other  side,  giving  a  suflScient  supply. 

WESTON,  p.  1,875;  f.  area,  450  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt 
ord. ;  causes  of  f .  inv.  F.  dept — 1  hose  wsg. ;  hose, 
cot,  rub.   lined,  gd..   1,000  ft;  f.  aL,  belL 

Water  Supply — Src,  riv.;  res.  cap.,  160,000 
gals.;  mains,  c  i.,  3  m..  4  to  10  in.  dia.;  80  hjd.; 
cost,  $60,000;  wks.  owned  by  city. 

WHITBY,  p.  2,248.  F.  dept— 1  stm.  eng.,  2 
c.  hand  ex.,  1  h.  ft  I.  trk.,  1  hose  wag.,  3  boee 
car.;  hose,  rub.  lined,  gd.,  2,400  ft.;  f.  al..  bell; 
val.  equip.,  $2,000;  val.  bldgs..  $1,200;  exi».  *i«pt.. 
$600;  tot.  mem.,  30  vol.;  undrs.  rating,  thi-d 
class. 

Water  Supply — Src,  Lake  OnUrio,  IH  m.  bus. 
cent;  sys.,  pump  dir.  to  stdp.;  stdp.  cap..  200,000 
gals.;  3  pump,  eng.,  cap.  1,140.000  gala.;  mains, 
c  i..  8%  m.,  4  to  12  in.  dia.;  49  hyd.;  pres.,  100 
to  140  lbs.;  cost  $76,000;  cost  mtce.,  $3,000; 
wks.  owned  by  city. 

WIARTON,  p.  2,266;  f.  area,  300  a.;  aaerc. 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  & 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 2  c.  hand 
ex.,  1  h.  ft  1.  trk.,  1  hose  sleigh,  t  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  1,200  ft;  f.  sL,  l»ell:  vaL 
equip.,  $3,500;  val  bldgs.,  $2,000;  exp.  dept, 
$460;  tot  mem..  18  vol. 

Water  Supply — Src,  bay;  ays.,  pump  dir.:  stdp. 
dim.,  80  X  80;  mat,  stn.;  2  pump,  eng.,  cap.  dij 
936,000  gals.;  mains,  iron,  6  m..  2  to  10  in.  dia.; 
29  hyd.;  pres.,  dom.  85  lbs.,  f.  120  lbs.;  cost. 
$62,000;  cost  mtce..  $4,057;  wks.  owned  by  tow*. 
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BUCKINGHAM,  p.  4,000;  f.  area,  1,S00  ft.; 
mere,  bldgs.,  wd.,  1^  to  8  stor.;  priv.,  wd.,  SV& 
stor.  F.  dept. — 1  h.  &  1.  trk.,  8  hoM  reels.  2 
c.  hand  ex.,  1  hand  eng.;  hoBe,  cot.,  rub.  lined, 
gd.,  1,800  ft.;  inf.,  600  ft.;  tot  hose,  2,800  ft; 
tot.   mem.   20,  pd.  full  time  2,  vol.   18. 

Water  Supply — Src,  riv.,  1,400  ft  bus.  cent; 
eys.,  pump;  1  pump,  eng.,  cap.  day  1,000,000 
gals.;  mains,  10  m.,  4  to  12  in.  dla.;  90  hyd.;  10 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  90  lbs.; 
cost,  $76,000;  cost  mtce.,  $2,000;  wks.  owned  by 
municipality. 

CAPE  ST.  IQNACE,  p.  3,600.  F.  dept — Hose, 
cot,    rub.    lined,   gd.,    800    ft;    vol. 

Water  Supply — Src,  wells.  8  m.  bus.  cent; 
mains,  iron,  3  m.,  4  to  10  in.  dia.;  10  hyd.;  160 
serv.;  pipe,  iron;  pres.,  dom.  ISO  lbs.,  f.  130  lbs.; 
cost.  $4U,000;  cost  mtce.,  $160;  wks.  owned  by 
municipality. 

CHARNY.  p.  1,408;  f.  area,  1.680  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  wd. ;  wd.  rfs.  perm,  in 
f.  area;  no  fwks.  k  combt.  ord. ;  causes  of  f.  inv. 
F.  dept — 1  hose  reel:  hose,  cot,  rub.  lined,  gd., 
400  ft;  rub.,  gd.,  300  ft.;  tot  hose,  700  ft;  vaL 
equip.,   $1,000;    vol. 

Water  Supply — Src,  well  ft  riv.,  i  m.  bus.  cent; 
sys.,  pump;  res.  cap.,  116,000  gals.,  loc  in  bus. 
cent;  2  pump,  eng.,  cap.  day  3,500,000  gals.; 
mains,  1^  m.,  4  to  16  in.  dia.;  10  hyd.;  60  serv.; 
pres.,  dom.  60  to  70  lbs.,  f.  100  lbs.;  cons.  day. 
360,000  gals.;  wks.  owned  by  city. 

CHENEVILLE.  p.  604;  mere  bldgs.,  wd.,  1^ 
stor.;  wd.  rfs.  perm.  in.  f.  area;  fwks.  ft  combt 
ord.  F.  dept. — 1  hose  reel;  hose,  cot,  rub.  lined, 
gd.,   600  ft;  ezp.  dept,  $106;   tot  mem.,   22   vol. 

Water  Supply — Src,  aqueduct,  cap.  9,887  gals., 
loc  on  a  mountain;  mains,  c.  i.,  1  m.,  3  to  4  in. 
dia.;   wks.   owned  by  priv.   Co. 

CHICOUTIMI,  p.  5.880;  mere  bldgs.,  bk.,  1  to 
6  stor.;  priv.,  bk.  ft  wd.,  1  to  6  stor.;  wd.  rtu. 
not  perm,  in  f.  area;  fwka.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 2  c.  eng.,  1  comb.  c.  ft  h. 
wag.,  1  h.  ft  1.  trk.,  3  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  4,000  ft.;  inf.,  1,000  ft.;  tot  hose, 
6,000  ft;  f.  al.,  telp.;  val.  equip.,  $7,500;  exp. 
cit'pt.,  $2,800;  tot.  mem.  9,  voL  6,  3  pd.  men; 
undrs.   rating,   fourth   class. 

Water  Supply — Src,  riv.,  2  m.  bus.  cent;  sys., 
grav.;  mains,  6  m.,  3  to  10  in.  dia.;  40  hyd.; 
pres..  dom.  90  lbs.,  f.  135  lbs.;  cost,  $108,000; 
cost  mtce.,  $860. 

COATICOOK.  p.  8,166;  f.  area,  640  a.;  bldgs., 
wd.  ft  bk.,  1  to  3  stor.;  wd.  rfs.  perm,  except  on 
principal  sts.  F.  dept — 1  str.,  1  hand  eng., 
2  c  ex.,  1  h.  ft  1.  trk.,  2  hose  car.,  1  hose  wag.; 
hose,  linen,  gd.,  1,500  ft;  linen,  unlined,  gd., 
600  ft;  tot  hose,  2,000  ft.;  f.  al.,  bell,  telp.  ft 
wh.;  3  hrs.,  val.  $400;  val.  equip.,  $7,000;  exp. 
dept.,  $1,000;  tot  mem.  36,  pd.  part  time  16, 
vol.    20. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  60,000  gals.;  mat.,  iron;  res. 
cap.,  250,000  gals.;  mains,  wrt  i..  6  ro.,  8  to  8 
in.  dia.;  16  hyd.;  600  serv.;  pipe,  iron;  pres.,  dom. 
80  lbs.,  f.  90  lbs.;  cost,  $52,000;  cost  mtce., 
$1,200;  wks.  owned  by  Co. 

CONTRECOUR,  p.  680;  f.  area.  218  a.;  mere 
bldgs.,  bk.  ft  wd.,  1%  to  3  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  hose 
waff.;  hose,  cot.,  rub.  lined,  gd.,  800  ft;  f.  al., 
bell;  val.  equip.,  $12,0d0;  exp.  dept,  $900;  tot 
mem.,   7   vol. 

Water  Supply — Src,  St.  Lawrence  riv.,  400  ft 
from  bus.  cent;  sys.,  pump;  res.  cap.,  60,000  gals., 
loc.  on  hill;  1  pump,  eng.,  cap.  96  gals,  min.; 
mains,  8,000  ft,  2  to  4  in.  dia.;  wks.  owned  by 
city. 

COOKSHIRE,  p.  1,008;  f.  area,  400  yards; 
mere   bldgs.,    wd.,   2  to  8   stor.;   priv.,   bk.  ft   wd., 

1  ^  to  2  stor. ;  wd.  rfs.  not  perm. ;  fwks.  ft  combt. 
ord.;    causes  of  f.    inv.     F.   dept — 1    h.   ft   1.    trk., 

2  hose  carts;  hose,  1,600  ft;  f.  al.,  bell  ft  wh. ; 
val.  equip.,  $2,000;  val.  bldgs..  $876;  tot  mem., 
25    vol. 

Water  Supply — Src,  spr.,  2^  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  500,000  gals.;  mains, 
c  i.,  2  m.,  4  to  10  in.  dia.;  60  hyd.;  9  v.;  2  met.; 
150  serv.;  pres.,  dom.  110  to  160  lbs.,  f.  40  to  160 
lbs.;  cost,  $20,000;  cost  mtce.,  $300;  w^ks.  owned 
by  city. 


COWANSVILLE.  p.  881;  f.  area,  400  a.;  bldgs., 
bk.  ft  wd.,  1  *y^  to  4  stor. ;  fwks.  ft  combt  ord. 
No  org.  f.  dept. — 1  h.  ft  1.  trie.  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  rub.,  gd.,  1,000  ft; 
tot  hose.  2.000  ft;  undrs.  rating,  fifth  class. 

Water  Supply — Src,  spr.  ft  brooks,  1%  m.  bus. 
cent;  sys..  grav.;  stdp.  cap..  3,000,000  gals.;  re& 
cap.,  1,500,000  gals.;  mains,  c  i.,  6  m.,  4  to  12 
in.  dia.;  31  hyd.;  Or.;  84  serv.;  pres.,  dom.  7a 
lbs.,  f.  76  lbs.;  cost,  $21,666;  cost  mtce.,  $600; 
wks.  owned  by  city. 

DANVILLE,  p.  1,200;  f.  area,  640  a.;  bl.izs., 
bk.  ft  wd.,  2  &  3  stor.;  wd.  rfs.  not  perm.  K.  drjiu 
— 2  h.  ft  1.  trk.,  6  hose  car.;  ho-e,  -2.0.30  rj.;  I. 
al.,  Ixll  ft  wh.;  vaL  equip..  $2,000;  tot.  niem..  it 
vol.;    undr^.    rating,    fifth   class. 

Water  Supply — Src,  strm.  ft  cisterns;  SO  hyd.; 
sys..  pump  to  res.;  2  pumps,  cap.  day  188.640 
gals.;  30  hyd.;  pres.,  27  to  90  lbs.;  wks.  owned 
by  priv.  Co. 

FRASERVILLE,  p.  6,774;  f.  area,  4,800  t.; 
mere  bldgs.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.  t 
bk.,  1  to  3  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 1  str..  6  fa.  ft  L  trk.,  2  hose 
car.,  2  hose  wag.;  hose,  cot,  gd..  3.600  ft.;  lineo. 
gd.,  1,500  ft.;  tot  hose.  6.000  ft;  f.  aL,  telp.;  S 
hrs.,  val.  $400;  vaL  equip.,  $18,500;  vid.  bldgs., 
$16,000;  exp.  dept,  $6,600;  tot.  mem.  19,  pd. 
part  time  10,  vol.  9.  pd.  by  the  year;  undrs.  ratii% 
fifth  class. 

Water  Supply — Sre.  lake  ft  riv.;  sys.,  grav.  ft 
pump  to  stdp.;  stdp.  dim..  30  x  20;  res.  csp.. 
800,000  gals.;  mains,  8  m..  4  to  24  in.  dia.;  116 
hyd.;  40  met;  1,200  serv.;  pipe,  lead;  cost  $600.- 
000;  cost  mtce.,  $8,600;  wks.  owned  by  town. 

QRANBY.  p.  4,760;  f.  area,  400  a.;  mere  bldgs.. 
bk.  ft  wd..  2  ft  8  stor.;  priv..  wd..  2  stor.;  wd. 
rfs.  not  perm,   in  f.  limits;  fwks.  ord.     F.  depL — 

2  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  reels;  hose, 
cot,  gd.,  1,500  ft;  f.  aL.  elee  ft  bell,  11  st 
bx.;  2  hrs.;  vaL  equip.,  $3,500;  exp.  dept,  $2,000; 
tot    mem.    18,  pd.   part   time. 

Water  Supply — Sre,  lake,  5  m.  bus.  cent;  «fa. 
grav.;  mains,  c.  L.  14 H  m.,  4  to  10  in.  dia.; 
63  hvd.;  700  serv.;  pipe,  lead;  pres.,  f..  90  to 
110  'ibsj!.;  cost,  $150,000;  cost  mtce.,  $1,000; 
wks.  owned  by  city. 

HULL,  p.  17,585;  f.  area,  4.0C0  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  stn..  bk. 
ft  wd.,  2  to  5  stor.;  wd.  rfs.  not  perm,  in  f.  area: 
no  fwks.  ft  combt.  ord.;  csuses  of  f.  inv.  F.  dept 
— 1  str.,  10  e  hand  ex.,  2  h.  ft  L  trk.,  4  hose 
wag..  1  hose  reel,  1  chiers  buggy,  15  hn.;  hose, 
cot,  rub.  lined,  gd.,  8,000  fc;  inf.,  550  ft;  tot 
hose.  8,550  ft;  f.  al..  Gamewell.  49  bx.;  vsL 
equip..  $12,000;  val.  bldgs.,  $47,500;  exp.  depu. 
$19,700;  tot  mem./  28,  pd.  full  time. 

Water  Supply — Sre,  Ottawa  riv.,  300  ft  bus. 
cent;  ays.,  pump  dir.;  3  pump,  eng.,  cap  ^Uf 
10,000,000  gals.;  mains,  e  i.,  27  m.,  6  to  iO  in. 
dia.;  225  hyd.;  1,500  v.;  -4.200  serx.;  pipe,  leaJ: 
pros.,   dom.   65   lbs.,   f.   120  lbs.;   cons,  day,  o.OOCi.- 

000  gals.;  wks.  owned  by  city. 

HUNTINGDON,  p.  1,266;  f.  area.  200  a.;  merr. 
bldgs.,  bk.  ft  wd.,  IVft  to  2  stor.;  priv.,  bk.  ft  vn.. 

1  ^  ft  2  stor. ;  wd.  rfs.  perm. ;  combt  ord.  F. 
dept — 2  hose  car.;  f.  al.,  bell;  val.  equip..  $1,500; 
val.  bldgs.,  $2,000;  exp.  dept,  $168;  tot  mem.  16. 
pd.   part   time;  undrs.   rating,   fifth   dass. 

Water  Supply — Src.  riv.;  sys.,  dir.  pres.  ft  penp. 
to  tk.;  csp.  tk..  66,000  gals.;  30  hyd.;  mains,  4H 
m.,  4  to  8  in.  dia.;  pres.,  f.  80  to  100  lbs. 

IBERVILLE,  p.  1,906;  bldgs.,  wd.  ft  bk..  2  stor.: 
wd.  rfs.  perm.  F.  dept — 1  h.  ft  L  trk.,  2  bow 
car.;  hose.  cot.  gd.,  2,000  ft;  f.  al.,  gong;  tot. 
mem.  60,  10  pd.  full  time,  60  vol.;  undrs.  ratioc. 
fifth  class. 

Water  Supply — Sre,  riv.;  sys..  pump  dir.:  : 
pump,  eng.,  cap.  day  18,640,000  gals.;  BtaiM, 
4%  m.;  35  hyd.;  16  v.;  pres,,  dom.  70  to  80  Iba. 
f.  1£0  lbs.;  cost  $46,000;  cost  mtce..  $1,800: 
wks.  owned  by  city. 

JOLIETTE,  p.  6,346;  f.  area,  1  sq.  m.;  sierc. 
bldgs.,  bk.  ft  stn.,  8  to  4  stor.;  priv.,  bk.  ft  *»;• 
1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ord.  F. 
dept. — 1  str.,  1  h.  ft  1.  trk.,  2  hose  car.,  sll  kin«, 

3  c.  ex.;  Siamese  couplings  used;  hose,  cot.,  tw- 
lined,  8,000  ft;  f.  al.,  bell;  2  torn.,  val.  $400; 
vaL  equip.,  $16,000;  vaL  bldgs.,  $25,000:  toL 
mem.  14,  pd.  full  time  7,  pd.  part  time  1,  voL  4: 
undrs.  rating,  third  dass. 
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ic  bk.,  1  to  4  stor. ;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  &  conibt.  ord.;  causes  of  f.  inv.  F.  dept. — 
2  auto.  comb.  pump.  eng.  &  hose  wag.,  2  auto, 
hose  wag.,  S  auto.  aer.  trk.,  2  auto,  city  service 
h.  &  1,  trk.,  2  auto,  salvage  wag.,  2  auto,  eng.,  1 
auto,  trk.,  17  str.,  1  salvage  wag.,  2  c.  eng.,  1 
conib.  c.  k  h.  wag.,  26  h.  Jt  I.  trk.,  3  aer.  trk.,  2 
water  towers,  35  hose  wag.,  277  hrs. ;  hose,  cot., 
rub.  lined,  gd.,  11 5,(300  ft.;  f.  al.,  Gainewell,  858 
bx. ;  val.  equip.,  $1,300,000;  val.  bldgs.,  $1,500,- 
000;  exp.  dept.,  $847,694;  tot.  mem.  717,  pd. 
full   time. 

Water  Supply — Src,  St  Lawrence  rlT.,  8  m.  bus. 
cent.;  sys.,  pump  to  res.  k  dir.;  res.  cap.,  37,400,- 

000  gals.;  7  pump,  eng.,  cap.  day  78,000,000  gals.; 
mains,  c.  i.,  264.3  m.,  8  to  36  in.  dia.;  2.000 
hyd.;  500  v.;  2,000  met;  80,000  serv.;  pipe,  lead, 

1  &  2  in.  dia.;  pres.,  dom.  35  to  125  lbs.,  f.  90 
to  125  lbs.;  cons,  day,  42,800,000  gals.;  cost 
mtce.,  $350,000;  wks.  owned  by  city. 

NICOLET,  p.  2,500;  f.  area,  1,200  a.  F.  dept. 
— 2,000    ft.    hose. 

Water  Supply — Src,  riv.;  pump  cap.,  864,000 
g'alA. ;  pre3.,  80  lbs. 

ORMSTOWN,  p.  782;  f.  area,  040  a.;  mere, 
bldgs.,  bk.,  2  &  3  stor.;  priv.,  bk.  A  wd.,  2  &  3 
stor.;  wd.  rfs.  perm.;   fwks.  ord.     F.  dept — 1  str., 

2  hose  car.,  1  extension  ladder;  hose,  rub.,  gd., 
500  ft;  cot,  gd.,  450  ft;  inf.,  50  ft;  tot  hose, 
1,000  ft;  f.  al.,  bell;  2  hrs.,  val.  $200;  vaL 
equip.,  $4,000;  val.  bldgs.,  $600;  exp.  dept,  $600; 
tot  mem.  25.  pd.  part  time,  voL  40;  undrs.  rating, 
fifth  class. 

Water  Supply — Src,  spr.,  7  m.  bus.  cent; 
sy?.,  (lir.  pres.;  mains,  iron.  3  m.,  2  to  4  in.  dia.; 
IS  hyd.;  1  met;  pipe,  galv.  i.;  pres.,  dom.  50 
lbs.,  f.  100  lbs.;  cost,  $57,842;  wks.  owned  by  city. 

OUTREMONT,  p.  10,000.  F.  dept — 2  ex.,  1  hose 
sleigh,  1  hose  wag.,  2,700  ft.  ho«e;  tot  mem., 
9  pd. 

Water  Supply— Src.,  riv.;  «vs.,  grav. ;  pre«i.,  70 
lbs. 

QUEBEC,  p.  78.067;  f.  area.  147,648  a.:  mere, 
bldgs.,  bk.,  stn.  &  wd.,  1  to  6  stor.;  priv.,  bk.,  stn. 
k  wd.,  1  to  4  stor.;  wd.  rfs.  not  perm.;  fwks.  9t 
combt  ord.;  causes  of  f.  inv.  F.  dept — 2  str., 
60  c.  hand  ex.,  3  h.  ji  1.  trk.,  2  aer.  trk.,  17  hose 
reels.  38  hrs.;  hose,  cot.  rub.  lined,  gd.,  12,000 
ft:  inf.,  1,000  ft.;  tot  hose,  18,000  ft;  f.  si., 
fJamevvell,  100  bx. ;  val.  equip.,  $60,000;  val.  bldgs., 
$60,00G;  exp.  dept,  $40,000;  tot  mem.  56,  pd. 
full  time;  undrs.  rating,  flrst  class. 

Wster  Supply — Src,  lake  A  riv.,  S  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  100,000,000  gals.;  mains, 
c.  i.,  100  m..  4  to  44  in.  dia.;  820  nyd.;  750  v.; 
20  met.;  10,000  serv.;  pipe,  lead;  pres.,  dom.  76 
to  120  lbs.,  f.  150  lbs.;  cons,  day,  14,000,000 
gals.;  cost,  $4,500,000;  cost  mtce.,  $40,000;  wks. 
owned  by  city. 

RICHMOND,  p.  2,200;  mere,  bldgs.,  wd.  k  bk., 
IH  &  2  stor.;  priv.,  wd.  &  bk.,  1^^  stor.;  wd.  rfs. 
not  perm.  F.  dept — 1  hand  eng.,  2  h.  A;  1.  trk., 
2  hose  car.,  buckets,  &c.;  hose,  gd.,  900  ft;  voL 
brigade;    undrs.    rating,    fourth   class. 

Water  Supply — Src,  brook,  2  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  900,00(»  gals.;  mains,  c.  i., 
7  m.,  4  to  1 2  in.  dia.;  42  hyd.;  15  v.;  435  serv.; 
pres.,  f.  80  lbs.;  cost  $60,000;  cost  mtce.,  $400; 
wks.  owned  by  municipality. 

RIMOUSKI,  p.  8,007;  f.  area,  250  a.;  mere 
bldgs.,  wd.  &  bk.,  1  dc  2  stor.;  priv..  wd.,  bk.  St 
stn.,  1  &  2  stor.;  wd.  rfs.  perm.  F.  dept. — Priv. 
c  ex.;  hose,  cot,  rub.  lined,  1,300  ft.;  f.  al..  bell 
k  telp. 

Water  Supply — Src.  lake,  situated  6  m.  bus. 
cent;  sys.,  grav.;  mat,  iron;  res.  cap.,  500,000 
gals.;  cap.  pumps  day,  800,000  gals.;  mains,  0 
m.,  6  to  10  in.  dia.;  55  hyd.;  pres.,  dom.  90  lbs., 
f.  170  lbs.;  cons,  day,  200,000  gals.;  cost,  $125,- 
000;  cost  mtce..  $500;  wks.  owned  by  city. 

ST.  AQATHE,  p.  1,900;  f.  area,  1,758  a.;  mere 
bldga.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  &  2  stor.  F. 
dept. — 1  c  eng.,  1  h.  &  1.  trk.,  8  c  hand  ex.,  1 
hose  wag.,  2  hose  reels;  hose,  cot,  rub.  lined,  gd., 
2,500  ft;  inf.,  1,600  ft;  tot  hose,  4,000  ft;  f. 
al..  bell;  val.  equip.,  $5,000;  val.  bldgs.,  $8,000; 
exp.  dept,  $500;  tot  mem.,  12  vol. 

Water  Supply— ^Src,  spr.  &  lake,  2  m.  bus. 
cent;  sys.,  grav.;  mains,  c  i.,  7  m..  2  to  12  in. 
dia.;   30   hyd.;   800   senr.;   pipe,   lead;   pres.,   dom. 


70  lbs.,  t.  180  lbs.;  cost  $90,000;  eost  mtce., 
$600;    wks.    owned    by    municipality. 

ST.  ANNE  DE  BEAUPRE.  p.  2,000;  mere  bldgL, 
wd.,  1  to  4^  stor.;  priv.,  wd.,  \^  to  2hk  stor. 
F.  dept — 1  hose  reel,  1  •xt  ladder;  hose,  rob., 
gd..  1,000  ft.;  f.  al.,  bell;  tot  mem..  16  voL 

Water  Supply — Src,  spr..  1  m.  bus.  cent;  ays.. 
grav.;  res.  cap.,  05.000  gals.;  mains,  6,000  ft.  3 
to  6  in.  dia.;  14  hyd.;  pres.,  dom.  78  Itw.; 
$15,000;  wks.  owned  by  municipality. 

ST.  DENIS,  p.  1,060;  f.  area.  260  «.;  m< 
bldgs.,  stn.,  bk.  &  wd.,  IV^  to  S  stor.;  prir..  wd., 
l^l  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  &  combt 
ord.  F.  dept. — 4  h.  k  1.  trk.,  1  hose  reel,  2  c 
hand  ex.,  1  hand  eng.,  1  hose  wag.;  hose,  cot. 
rub.  lined,  gd.,  600  ft;  val.  equip.,  $1,800;  tsL 
bldgs.,  $1,000;  exp.  dept,  $50;  tot  mem.  21.  pd. 
full  time  1,  voL   20. 

Water  Supply — Src,  riv.,  3  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  80,000  gals.;  m&ins,  iron. 
4    m.,   2V^    to   4   in.   dia.;    11    hyd.;   cons,    day,    20,- 

000  gals.;  cost,  $10,000;  wks.  owned  by   priv.  Co. 

ST.  HENRI,  p.  26,000;  f.  area,  424  a.;  mere 
bldgs..   stn.   k  bk.,   2   to   4   stor.;   priv.,   bk.    k   vd.. 

2  Vi  &  3  stor. ;  wd.  ris.  not  perm,  on  main  st ; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
8  c.  ex.,  2  h.  &  1.  trk.,  8  hose  car.,  I  hose  vag.; 
hose,  cot,  gd.,  3,000  ft;  rub.,  gd.,  1,000  ft;  inf., 
500  ft;  linen,  gd.,  600  ft;  tot  hose.  5.000  ft; 
f.  al.,  telg.,  55  st.  bx. ;  6  hrs.,  val.  $SO0;  rsL 
equip.,  $15,000;  val.  bldgs..  $25,000;  exp.  dept, 
$11,600;  tot  mem.   20,  pd.  full  time. 

Water  Supply — Src,  riv.;  sys..  pump  dir.;  pump, 
eng.;  mains.  16  m.,  4  to  14  in.  dia.;  36  hyd.; 
met.  12;  pres..  dom.  50  lbs.,  f.  75  lbs.;  cost, 
$112,000;   wks.  owned   by  city. 

ST.    HYACINTHE,  p.   9.797;   f.  area,   2    sq.    m.; 

mere  bldga.,  bk.,  3  to  5  stor.;  priv.,  bk.  k  wd..  2  k 

3  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.  F. 
dept — 2  str.,  8  c.  ex.,  1  h.  &  1.  trie.,  2  bone  w«g.,  4 
hose  car.,  3  hrs.;  hose,  cot,  rub.  lined.  giL,  6.400 
ft.;  f.  al.,  Oamewell,  33  st  bx.;  vaL  equip..  $30,- 
000;  val.  bldgs.  k  land.  $50,000;  exp.  dept,  $6.- 
944;  tot.  mem.  ffl,  pd.  full  time  11,  pd.  part 
time   10. 

Water  Supply — Src.  riv..  1  m.  bus.  cent;  sys., 
pump,  dir.;  pump,  eng.,  cap.  day  4,250,000  gals.; 
mains,  c  i.,  36 V^  m.,  2  to  20  in.  dia.;  107  byd.; 
280  v.;  1,967  ^erv.;  pipe,  lead;  pres.,  dom.  60 
to  60  lbs.,  f.  SO  to  120  lbs.;  cons,  day,  1.400.000 
gals.;  cost,  $250,000;  cost  mtce..  $7,000;  wks. 
owned  by  city. 

ST.  JEAN.     F.   dept   not   reporte<l. 

Water  Supply — Src,  iRichelieu  riv.,  1/.  m.  bus. 
cent.;  sys.,  dir.  pres.;  res.  cap.,  20.000  caU-:  3 
pump.  eng..  cap.  day  2,400,000  gals.;  maiitK,  e.  i., 
12.5  m.,  4  to  10  in.  dia.;  67  hyd.;  96  v.;  20 
met.;  1,200  serv.;  pipe,  lead;  pres.,  dom.  65  lbs.. 
f.  120  lbs.;  cons,  day,  79,000  gals.:  cost,  $185.- 
000;   cost  mtce.,  $10,200;  wks.   owned  by  priv.  Co. 

ST.  JEROME,  p.  3,473;  f.  area.  1,920  s.;  mere 
bldgs.,  bk.,  stn.  k,  wd.,  1 V^  to  3  stor.;  priv.,  stn., 
bk.  k  wd.,  2  stor.;  wd.  rfs.  not  perm.;  do  fwks. 
k    combt    ord.;    causes   of    f.    not    inv.      F.    dept. — 

1  str.,  1  hand  eng.,  2  c.  hand  ex.,  1  h.  &  1.  trk..  3 
hose  car.,  1  bra.;  hose,  cot.  rub.  lined,  gd.,  f.OOO 
ft;  rub.,  gd.,  2,000  ft;  tot  hose,  4,000  ft;  f.  sU 
elec.  19  bx. ;  val.  equip.,  $6,500;  val.  bldgs.. 
$7,000;  exp.  dept,  $2,100;  tot.  mem.  16,  pd.  part 
time  6,  vol.  10. 

Water  Supply — Src,  spr.;  sys.,  grav.;  mains. 
2^/^  m.,  6  to  16  in.  dia.;  cost  $95,000;  cost  mtce., 
$400;   wks.   owned  by  city. 

ST.  JOHN'S,  p.  5,903;  f.  area,  ,1,261  a.;  mere 
bldgs.,  bk.  k  stn..  2  &  3  stor.; 'priv.,  bk..  stn. 
k  wd.,  2  to  4  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord.  F.  dept. — 1  str.,  8  hose  reels,  S  bose 
csr.,  5  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,400  ft; 
f.  al..  Gsmewell,  17  bx.;  val.  equip.,  $17,800; 
val.  bldgs.,  $6,500;  exp.  dept.  $3,400;  tot.  mem. 
25.  pd.  full  time  5.  pd.  part  time  4.  voL   18. 

Water  Supply — Src,  riv.;  sys..  pamp  to  res. 
dir.;  res.  cap..  27,000  gals.;  pump,  eng.,  cap.  daty 
1,800.000  .gals.;  maina,  c  i.,  17  m.,  S  to  10 
in.  dia.;  67  hyd.;  met,  13;  1,000  serr.;  pipe. 
lead;  cost,  $150,000;  cost  mtce.,  $10,000;  wka. 
owned  by  priv.  party. 

ST.  JOSEPH,  p.  1,500;  f.  ares,  3S4  a.  F.  dept 
— 4    trk.,    1.300    ft.    hose. 

Water    Supply — Src.    spr.;     s.vs,,     grav.; 
90  lbs. 
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to  3  8tor. ;  wd.  rfa.  perm.;  fwk«.  ord.  F.  dept. — 
8  c.  hand  ex.,  1  h.  ft  1.  trk.,  3  hose  car.;  hoa%, 
cot.,  rub.  lined,  gd.,  2,200  ft.;  f.  al.,  bell;  vaL 
«quip.,  13,000;  val.  bldgs.,  |2,000;  exp.  dept., 
1500;  tot.  mem.,  SO  vol.;  undrs.  rating,  fourth 
class. 

Water  Supply — Src.  spr.,  ^  m.  bus.  cent.;  a^, 
grav.  k  pump  to  res.;  1  pump,  eng.;  mains,  c.  i., 
8  m.,  4  to  10  in.  dia.;  S6  hyd.;  12  v.;  6  met.; 
pipe,  lead;  pree.,  dom.  &  t.  65  lbs.;  coat,  $40,- 
000;  co«t  mtce.,   $800;  wks.  owned  by  town. 

WESTMONT,  p.  17,000;  f.  area,  964  a.;  mere, 
foldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  t 


to  6  stor.;  wd.  rfa.  not  perm,  in  f.  area;  twkm.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dqic — 1  Anto. 
comb,  c  ft  h.  wag.,  S  hose  wag.,  2  h.  ft  L  trk., 
11  bra.;  hose,  cot.,  rub.,  gd.,  6,500  ft.;  f.  aL, 
Oamewell,  46  bx.;  vaL  equip.,  $52,085;  vmL  bldga.. 
160,000;  exp.  dept,  $53,285;  tot.  mem.  37,  pd. 
full  time;  undra.  rating,  firat  daaa. 
Watar  Supply — ^Not  reported. 

Placea  with  a  population  of  1,000  or  more  hav* 
ing  no  organized  tixe  dept. — Bedd-Berthier,  Oapd- 
ton,  Labelle,  St.  Anne  De  La  Pocatiere. 


SASKATCHEWAN 


ABERDEEN,  p.  800;  mere,  bldfs.,  wd.  F.  dept 
— 1  gas.  eng.,  20  hand  ex. 

Water  Supply — Src,  wells;  atdp.  cap.,  40,000 
gals. 

ABERNETHY,  p.  300;  (.  area,  SO  a.     F.  dept. — 

2  c.   eng.,   200   ft.   hose. 
No   waterwks. 

ALAMEDA,  p.  450;  f.  area,  640  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  to  4  stor.;  priv..  wd.,  2  stoc;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causee  oi  f.  inv.  F.  dept. — 1  hose  reel,  1  hand 
eng.,  buckets,  axes,  ftc. 

Water  Supply — Src,  wells,  in  bus.  cent;  ays., 
pump  dir. 

ARDANAC,  p.  200.  F.  dept — 12  c  hand  ex.; 
vol. 

Water   Supply — Src,   wells. 

ASQUITH,  p.  850;  mere  bldga.,  wd.,  1  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area.  F. 
dept — 1  c.  eng.,  1  gas.  eng.,  1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  val.  equip.,  $5,000; 
val.    bldgs.,    $8,000;    exp.    dept,    $200. 

Water  Supply — Src,  wells. 

BALDARRE3,  p.   400;   f.   area.   200  a.      F.   dept 
— 24    ex.,   tank,   hand   pump,    buckets. 
Water    Supply — Src,    wells. 

BI()GER,  p.  1,416;  f.  area,  3,840  a.     F.  dept. — 
1  c  eng.;  tot.  mem.,   12  vol. 
Water   Supply— Src,    wells. 

BOUNTY,  p.    200;    f.    area,  'ISO  a.      F.   dept. — 

1  gas.  eng.,  ladders.  600  ft.  hose;  tot.  mem.,  11, 
1    pd.    man,    10    vol. 

No    waterwks. 

BROADVIEW,  p.  1,000;  f.  area,  480  a.;  mere 
bldgs.,  bk.,  6tn.  Sc  wd.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  reels,  12 
c  hand  ex.,  1  aer.  trk.;  hose,  cot.,  rub.  lined,  gd., 
1.000  ft;  inf.,  500  ft;  tot  hose,  1,500  ft;  f. 
al.,  bell;  val.  equip.,  $1,500;  exp.  dept,  $800; 
tot  mem.  18,  pd.  full  time  1,  vol.  12. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
pump  dir.;  mains,  wd.,   1  m.;  3  hjrd. 

BRODERICK,  p.  250;  f.  area,  160  a.;  mere, 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  2  stor.;  wd.  rfs. 
perm,   in  f.  area;  fwks.  ft  combt  ord.     F.   dept — 

3  c  eng.,  24  c.  hand  ex..  1  hose  wag.,  1  hose 
reel;  hose,  cot,  rub.  lined,  gd.,  200  ft;  f.  al., 
bell;  val.  equip.,  $900;  val.  bldga.,  $600;  exp. 
dept,  $200;  15  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  aya., 
res.   cap.,   200  bbla. 

BROWN  LEE,  p.   213;  f.  area,  60  a.     F.  dept  — 

1  gas.    eng.,    1,000    ft.   hose;    tot.    mem.,    8    vol. 
Water    Supply — Src,    wells;    pump    cap.,    25,000 

gals. 

BUCHANAN,  p.  300;  f.  area.  820  a.     F.  dept. — 

2  chemicals,  300  ft.  hose;  tot.  me-m.,  20  vol. 
No     waterwks. 

CANORA,  p.  1,100;  f.  area,  720  a.;  mere. 
bldirs.,  bk.  &  wd.,  1  A  3  stor.;  priv..  bk.  k  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  & 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
c.  k  hose  wa^.,  2  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  2,500  ft.;  inf.,  600  ft;  tot  hose,  3,000 
ft.;  f.  al.,  wh.;  val.  equip.,  $11,000;  tot.  mem., 
22  vol. 

Water  Supply — Src,  spr.,  2^  m.  bus.  cent; 
S>'s.,  pump  to  stdp.;   stdp.  cap.,  150,000  gals.,   dim. 


20  X  80,  mat  stl.;  res.  cap.,  30,000  gala.;  1 
pump.  eng..  cap.  day  100,000  gals.:  mains,  c  i. 
2^  m..  8  in.  dia.;  12  hyd.;  coat  $100,000:  vk^ 
owned   by  town. 

CARIEVALE,  p.  200;  f.  area,  480  a.     F.  dept.— 

1  c.  eng..  1  hand  pump,  1,000  ft  hose. 
Water  Supply — Src,  wells. 

CARNDUFF,  p.  600;  mere  bld^a.,  wd,  i  ator.; 
priv.,  wd.,  2  ator.;  wd.  rfa.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inT.     F.  dept — 

2  c.  eng.,  25  c  hand  ex.,  1  hose  reel,  1  hand  pnmp. 
laddera,  ftc;  hose,  cot,  225  ft;  rob.,  gd.,  200 
ft;  tot  hose,  426  ft;  f.  al,  bell;  vaL  equip.. 
$1,500;  val.  bldgs.,  $2,000;  exp.  dept,  $65;  toL 
mem.,    25    voL 

Water  Supply — Src,  wella. 

CARYLE,  p.  500;  mere  bldga..  bk.  ft  wd..  1  to 
8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  ixk.. 
1    c   eng.,   2   hoae  wag.,   2   hose  reels;    hose,  mb., 

fd.,    1,000    ft;    f.    al.,    bell   ft    telp.;    vaL    eqfoip.. 
2.000;   vaL  bldgs.,   $1,000;  tot.  mem.,   20  voL 
Water  Supply — Src,  wells    2,400   ft.  bos.  cent.; 
res.  cap.,  12,000  gals.;  1  pump,  eng.,  cap.  min.  800 

fals. ;   mains,    5,000   ft,   6    in.    dia.;    S   hvd.;   presL. 
om.    65    lbs.,    f.    85    lbs.;    coat,     $15,000;    wka. 
owned  by  city. 

COLGATE,  p.  175.  F.  dept. — 1  c  eng.:  tot. 
mem.,    1 2   vol. 

Water  Supply — Src,  welU. 

DANA,   p.    100.     F.   dept. — 1    c.   eng.,    S   vol- 
Water  Supply — Src,  well  ft  tk..  cap.   5.000  gala. 

DAVIDSON,  p.  600;  f.  area,  400  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  2  stor. 
F.  dept. — 1  gas.  eng..  1  h.  &  1.  trk.,  1  hc>-c  Trr]. 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  L  aL,  bell; 
val.   equip.,   $5,000;   tot   mem.,    26    roL 

Water  Supply — Src,  wella,  in  bus.  cent.;  8  res., 
cap.    15,000   gala,    each.;    20   hyd. 

DELISLE,  p.  564.  F.  dept. — 1  r.  eo^.,  1 
gas.  eng.,  1  force  pimip,  "250  ft.  ht>*e;  tot.  mem.. 
1  pd. 

No   waterwks. 

DUCK  LAKE,  p.  580;  f.  area,  240 
bldga.,  wd.,  2  ator.  F.  dept — 1  c  c 
hand  ex.,  100  ft  hoae;  t  at,  bell;  tot 
vol. 

Water  Supply — Src,  wella. 

ESKERHAZY,  p.  504;  f.  area,  640  a.;  mere 
bldgs.,  wd.,  1  to  4  ator.;  priv..  wd.,  2  stor.  F. 
dept — 1  h.  ft  1.  trk.,  100  c  hand  ex.,  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd..  250  ft;  f.  al, 
bell;  vaL  equip.,  $1,800;  val.  bldga.,  $1,000;  tot 
mem.   26,   pd.   full  time   1,  vol.   25. 

Water  Supply — ^Src,  wells  ft  ciatems;  res.  cap.. 
100  bbls. 

ESTEVAN,  p.  1,891;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv..  bk.. 
stn.  ft  wd.,  1V&  ft  2  stor.;  wd.  rfs.  not  penn.  in 
f.  area;  fwks.  ft  combt.  ord.;  causee  of  f.  inv. 
F.  dept — 1  comb,  c  ft  h.  wag.,  8  c.  hand  ex.,  1 
c.  eng.,  2  hose  reela;  hose.  cot.  rub.  lined,  gd.. 
1,000  ft;  f.  aL,  bell  ft  telp.;  vaL  equip..  $9,000; 
val.  bldgs..  $5,000;  voL 

Water  Supply  Ore,  Sooris  Rlve^  1%  m.  taa 
cent;  ays.,  graT.;  atdp.  cap.,  100,000  gals.;  dim-, 
80  z  16  ft:  mat,  stL;  8  pna|».  eng.,  cap.  dsj. 
1,160,000  gala.;  malna,  o.  L,  4  m.,  0  to  10  is.  dia.; 
80  hyd.;  82  v.;  20  met;  40  atrf.i  pise,  gshr.  L  ft 
lead.;  prea.,  dom.  87  Iba.,  f.  100  to  ISO 
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day,  26,000  gate.;  coat,  $100,000;  coat  mtce., 
$2,500;  wks.  owned  by  city. 

EYEBROW,  p.  260;  mere,  bldga.,  wd.  F.  dept. 
— 2   c.  eng.;  vol. 

Walar  Supply — Stc,  wella. 

FLEMING,  p.  300;  f.  area,  640  a.;  mere,  bldga., 
wd.,  2  ator.     F.  dept. — 10  c.  hand  ex.,  6  paila. 

Water   Supply — ^Not  reported. 

FORM  LAKE,  p.  200;  mere,  bldgs.,  wd.  F. 
dept. — 1    c.   eng.,    150   ft.  hose;    12   vol. 

Water  Supply — Src.,  wella. 

FRANCIS,  p.  268;  f.  area,  3  blocka;  mere 
bldga.,  bk.   k  wd..   1  &  2  ator.;  pnv.,  bk.  &  wd^, 

1  &  2  ator.;  wd.  rfa.  perm,  in  i.  area;  fwlca.  a 
combt.  ord.;  cauaea  of  1.  inv.  F.  depL— 1  hoae 
reel,  2  h.  &  S  1..  12  c  hand  ex.;  hoae,  eoL,  mb. 
lined,  gd.,   600   ft.  .  . 

Water  Supply— Src,  apr.,  2  m.  bjia.  cent; 
sya.,  grav.:  mains,  wd.  &  iron,  8  m.;  9  nya.,  w  v., 
pipe,  wd.  &  iron;  pres.,  dom.  26  Iba.,  f.  26  Iba.; 
cons,  day,  26,000  gals.;  cost,  $28,000;  coat  mtce., 
$1,600;  wka.  owned  by  city. 

QAINSBORO,    p.    800;    mere,    bldga.,   wd..    1    * 

2  ator.  F.  dept.— 2  c.  eng.;  vaL  equip.,  $1,000; 
val.   bldga.,   $700.  .  ,  . 

Water    Supply — Src.,    wella   ft    creek,    near   bua, 

cent. 

QLEN  EWEN,  p.  160;  mere  bldga.,  wd.  F. 
dept. — c.  hand  ex.;  voL 

Water  Supply — Src.,  wella. 

GUERNSEY,  p.  300;  f.  area.  160  a.  F.  dept.— 
12  c.  hand  ex.,  1  hose  cart,  1,000  ft.  hose;  tot. 
mem.,  18  vol. 

Water    Supply — Src,    wells. 

GULL  LAKE,  p.  1,200;  f.  area.  860  a.;  mere 
bldgs.,  wd.,  1  &  2  ator.;  priv.,  wd.,  1  «.  J  star.; 
wd.  rfa-  perm,  in  f.  area;  fwka.  «  coipbt.  ord.; 
causes  of  f .  inv.  F.  dept. — 1  auto,  c  eng.,  ^  c. 
hand  ex.,  1  h.  &  1.  trk.,  2  hose  reels;  hoae,  cot., 
rub.  lined,  gd.,  2,200  ft.;  f.  al.,  elec;  ^^1-  «q"JP:' 
$7,900;  val?  bldgs.,  $1,200;  cxp.  dept.,  $800;  tot. 
mem.,    12    vol. 

Water  Supply — Src,  wells,  1,200  ft.  bua.  cent.; 
«ys.,  pump  dir.;  res.  cap.,  500  bbls. 

HANLEY,  p.  880;  f.  area,  20  a.;  mere  bldga., 
bk.  &  wd.,  1  to  8  ator.;  priv..  wd.,  1  &  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  &  comt.  ord.; 
cauaes  of  f.  inv.  F.  dept — 1  comb,  c  *  h.  wag., 
16  c  hand  ex.,  1  h.  &  L  trk.;  hoae.  rob.,  gd.,  800 
ft;  f.  al..  bell;  val.  equip.,  $900;  vaL  bldga., 
$2,600;  tot.  mem.,  12  voL 

Water  Supply — Src,  2  flowing  wella. 

HUMBOLAT,  p.  1,200;  mere  bldga.,  wd.  F. 
dept, — 1  h.  &  1.  trk.,  1  gaa.  eng.,  2  hoae  wag.,  1,- 
600  ft.   hoae. 

Water  Supply — tSrc,  Lake  Humboldt,  8%  m. 
bus.  cent.;  sys.,  pump  to  stdp.;  etdp.  cap.,  188,000 
gal.3. ;  3  pump,  eng.,  class  triplex,  cap.  day  1,980,- 
000  gals.;  mains,  c  i.,  9%  m.,  6  to  10  in.  dia  ; 
5S  hvd.;  950  v.;  19  met.;  21  «ctv.;  pipe,  lead; 
pres.  dom.  30  lbs.,  f.  130  lbs.;  con«.  day,  3,000 
gals.;  cost,  $130,000;  cost  mtce.,  $1,500;  wks. 
owned  by   town. 

INDIAN  HEAD,  p.  1,286;  f.  area.  640  a.;  mere 
bldga..  bk.  &  wd..  1  to  4  ator. ;  priv.,  bk.  &  wd., 
2'  to  8  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  « 
combt.  ord.;  cau.ses  of  f.  inv.  F.  dept. — 1  hose 
wag.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd..  2.100  ft,; 
f.  al.,  elec  &  bell,  3  bx.;  val.  equip.,  $4,500;  val. 
bldgs.,  $8,500;  exp.  dept.,  $1^800;  tot.  mem.  16, 
pd.   part  time   2,  vol.    14. 

Water  Supply--Src,  apr.,  9  m.  bus.  cent;  ija.* 
grav.;  atdp.  cap..  70,000  gala.;  1  pump,  eng., 
cap.  1,600  gala,  min.;  mains.  Iron,  6  m.,  4  to  10 
in.  dia.;  46  hyd.;  192  serv.;  prea.,  dom.  80  Iba., 
f.  126  Iba.;  coat,  $112,000;  coat  mtce.,  $1,600; 
wka.  owned  by  city. 

KINDERSLEY,  p.  800;  f.  area,  640  a.;  mere, 
bldga.,  wd.,  2  ator.;  priv.,  wd..  2  ator.  F.  dept. 
— 1  c.  eng.,  6  c.  hand  ex.,  1  h.  &  1.  trk.,  1  hoae 
wag.,  2  hand  eng.,  280  ft  hoae;  f.  al.,  bell;  val. 
equip.,  $3,500;  val.  bldga.,  $600;  exp.  dept., 
$360;    tot    mem..    40    vol. 

Water  Supply — ^Src,  wella,  10  yarda  bua.  cent; 
ays.,  pump  dir.;  1  pump.  eng. 

KINISTINO,  p.  300;  f.  area.  160  a.  F.  dept — 
1   c  eng.,  hose. 

Water    Supply — Src,    well. 


LANG,  p.  826.     F.  dep 
12  vol. 

Water    Supply^-Src,    w 

LANGHAM.    p.    600; 
bldga..  wd.,  1   to  8  ator.; 
F.    dept — 80   c   hand   ex 
gd.,    1.000    ft;    f.    aL.    b 
val.   bldga.,   $8,000;   exp. 
12  vol. 

Water   Supply — Src.   w 
pump   dir.   &  grav.;   res.    < 

LANIGAN,    p.    600;    f. 
bldga.,  wd..   1   &   2   stor. 
h.   a  1.   trk..    2   hose  reel 

fl,     1.200    ft;    val.    cqu 
200;  tot  mem.,  82  voL 
Water  Supply — Src,   w« 

LASHBURN,    p.    350. 
hand  eng.,   330  ft.  ho-se;  1 
Water    Supply — Src,    v 

LEMBERG,  p.    500;    f. 
c   hand   ex..    1    h.   vt   1.   tr 
pumps,    tanks     ladder^,    6( 
val.  equip.,  $2,800;  val.  h 
19    vol. 

Water  Supply — Src.  w< 

LLOYDMINSTER,    p.    1 
nerc    bldga..    wd.,    1    & 
eng.,  24  c  hand  ex.,  1  h. 
al.,  bell;  val.  equip.,   $1,1 
tot  mem..   12  vol. 

Water  Supply — Src,   w 

MACKLIN,   p.    225;   me 

— 1    gaa.    eng..    1,000    ft 

Water  Supply — Src,  C. 

MAPLE    CREEK,    p.     1 
mere  bldga.,  bk.   A  atn., 
2   ator.     F.   dept — 2   c   c 
&;  1.   trk.,  2  hose  reels;  h 
1,500    ft;    f.    al..   bell; 
bldga.,  $2,300;  exp.  dept. 

Water  Supply — ^Src,  ap 
grav.;  rea.   cap.,   200,000 
6   to   12   in.   dia.;   30  hyc 
prea..    dom.    60    Iba.,   f. 
coat   mtce.,   $1,000;   wka. 

MELFORT.  p.  800;  f.  a 
bk.,  wd.  &  cone,  1  to  3  j 
F.  dept — 2  c  eng..  80  c 
f.  al.,  bell;  val.  equip..  $ 
tot  mem.,  20  vol. 

Water   Supply — Src.   w 

MELVILLE,  p.  2.000; 
bldga.,  wd.,  1  to  8%  a 
wd.  rfs.  perm,  in  f.  an 
F.  dept — 1  c  eng.,  2 
hose,  cot.,  rub.  lined,  g 
ft;  tot.  hose,  1,800  ft; 
$6,000;  vaL  bidffs..  $2,*; 
tot   mem..   16   vol. 

Water  Supply — ^Src,  8 

MIDALE,  p.  300.  F.  dr 
20    vol. 

No    waterwks. 

MILDBN,  p.  250;  f.  ai 
eng.;   val.   equip..   $1,200; 

Water  Supply — Src,  w 
wks.   owned  by  city. 

MILESTONE,  p.  600; 
bldgs..  wd.,  2  ator.;  priv. 
not  perm,  in  f.  area.  ^ 
c  hand  ex.,  40  ft  rub. 
equip.,  $800;  vaL  bldga., 
tot   mem.,   16  vol. 

MOOSE  JAW,  p.  18,1 
mere  bldgs.,   bk.,   1   to   C 

1  to  8  stor.;  wd.  rfa.  not 
combt    ord.;    causes    of   f 

2  h.   &   1.  trk.,   4   comb, 
ex.,  1  c  eng.,  1  hoae  waj 
hose,    cot.,   rob.    lined,   gc 
ft;  tot  hose,  9,000   ft.; 
val.    equip.,    $68^00;    va 
dept,  $45,901;  tot  mem. 

Water  Supply — Src,  i 
000  gala.,  9  m.  bua.  cent 
rea.  cap.,  90,000  gala.;  ( 
gak.  min.;   maina,  iron. 
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100  hyd.;  800  serv.;  pres.,  dom.  80  lbs.,  f.  120  lbs.; 
cons,  day,   200,000  gals.;  wks.  owned  by  city. 

MOOSOMIN,  p.  1,143;  f.  area,  100  a.;  mere, 
bldgs..  stn.  &  bk.,  2  Ac  S  ator.;  prW.,  atn.  ft  wd., 
1%  k  2  ator.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  ft  combt.  ord.;  causes  of  x.  inv.  F.  dept. — 
1  c  eng.,  26  c  hand  ex.,  2  hose  reels,  1  h.  ft  L 
trk.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.;  inf., 
100  ft:  tot  hose,  1.300  ft;  f.  al.,  bell;  vaL 
equip.,  $1,200;  vaL  bldgs.,  $400;  exp.  dept,  $60; 
tot  mem.,  20  voL 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  to  s'tcip. ;  atdp.  cap.,  100,000  gals.;  1  pump. 
tug- 1  mains,  iron,  1  m.,  6  to  8  ia  dia.;  15  hyd.; 
pres.,  dom.  60  lbs.,  f.  125  lbs.;  wks.  owned  by 
town. 

NOKOMIS,  p.  800;  mere  bldgs.,  wd.;  priY.,  wd. 
F.   dept — 2  c.   eng.;  vol. 
Water   Supply — Src,   alougb. 

NO.  BATTLEFORD,  p.  2,106;  f.  area,  1,876 
a.;  mere,  bldga.,  wd.,  1  to  3  stor.;  priv.  bldgs., 
wd.,  2  stor.;  fwks.  ft  combt  ord.;  wd.  rfs.  not 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 1  c. 
eng.,  8  c.  hand  ex..  1  h.  ft  L  trk.,  1  hose  wag.,  2 
hose  reels,  6  hrs.;  hose,  cot,  rub.  lined,  gd.,  1.900 
ft;  f.  aL,  Oamewell,  17  bx.;  wal.  equip.,  96,000; 
vaL  bldgs.,  $4,000;  exp.  dept,  $760;  tot  mem. 
26,  pd.  niU  tim«  1,  pd.  part  time  8,  voL  21. 

Water  Supply — ^Src,  North  Saskatchewan  Riv., 
1^  m.  bus.  oent;  «yi.,  pump  to  stdp.;  itdp.  oap., 
156,000  imp.  gals.;  dim.,  20  x  80  ft.;  mac,  boiler 
plate;  res.  cap.,  350,000  imp.  gals.;  3  pump,  eng., 
class  trip.,  cap.  day,  850,000  imp.  gals.;  mains,  c 
i.  ft  stl.,  7  94  m.,  6  to  12  in.  dia.;  100  hyd.;  met, 
328;  260  serv.;  pipe,  galv.  {.;  pres..  dom.  60  lbs., 
f.  125  lbs.;  cons,  day,  87,000  gals.;  cost,  $165,000: 
wks.  owned  by  citj'. 

OUTLOOK,  p.  686;  f.  area,  800  a.;  mere,  bldgs.. 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of 
f.  env.  F.  dept — 2  c.  eng.  with  ladders,  2  hose 
reels;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL, 
telp.  ft  bell;  vaL  equip.,  ^2,600;  vaL  bldgs., 
$3,000;  exp.  dept,  $200;  tot  mem.,  18  voL 

Water  Supply — Src,  Saskatchewan  riv.,  4,000 
ft  bus.  cent;  sys.,  dir.  pump  to  res.;  ret.  cap., 
80,000  gals.;  2  pump,  eng.,  cap.  day  840,000 
gals.;  mains,  c  i.,  1   m.,   1  to  6  m.  dia.;  7  hyd.; 

14  v.;  pipe,  galv.  i.;  pres.,  dom.  80  to  60  lbs., 
f. '100  to  125  lbs.;  cost,  $28,000;  wks.  owned  by 
city. 

OXBOW,   p.    830;    f.   area,    400   a.      F.   dept. — 
1   c.   eng.;   tot.   mem.,   18   vol. 
Water    Supply — Src,    well. 

PRINCE  ALBERT,  p.  6,254;  f.  area,  1,800  a.; 
mere,  bldgs.,  wd.  ft  bk.,  1  ft  8  stor.;  priv.,  wd. 
ft  bk.,  8  stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft 
combt  ord.  F.  dept — 1  tuto.  pump,  eng.,  1  anto. 
hose  wag.,  6  c  hand  ex.,  1  h.  ft  L  tnt,  t  o.  eng.,  1 
hose  wag.,  4  hi«.;  hose,  oot.  nib.  lined,  gd.,  6,000 
ft;  nib.,  gd.,  200  ft;  tot  bose,  6,800  It;  t  •L, 
elec,  19  bx.;  val.  equip.,  $35,000;  val.  bldgs.,  $80.- 
000;  exp.  dept,  $27,460;  tot  mem.,  21,  pd.  full 
time  16,  voL  6. 

Water  Supply — Src,  riv.,  pump  by  dup.;  pump 
cap.,  1,000,000  gals.;  auxiliary  pump,  class  cen- 
trif.,  cap.  500,000  gals,  to  stdp.,  200  ft,  cap. 
160,000  gals.,  20  x  80  in.  dia.;  pres.,  dom.  87 
lbs.,  f.   150  lbs. 

QUILL    LAKE.    p.    800.     F.    dept — 8    c    eng.; 

15  vol. 

Water   Supply — Src,   wells. 

RADVILLE,  p.   650;  f.   area,   480  a,     F.  dept. — 
hand   eng.;   tot,   mem.,   20   vol. 
Water    Supply — Src,    riv. 

REGINA,  p.  30,213;  f.  area,  8,640  a.;  mere. 
bl«Ig-s.,  bk.  &  cone,  2  to  10  stor.;  priv.,  wd.  ft  bk., 
1  lo  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
I  c.  onf<.,  20  c.  hand  ex.,  2  h.  ft  1.  trk.,  1  auto. 
SUM'.  Ii.  <.^  1.  trk.,  1  auto.  comb.  c.  ft  h.  wag.,  1  auto. 
V.  cni;.,  1  uuto.  pump  i,^  hose  wag.,  3  comb.  c.  ft  h. 
wag.,  i  hose  wag.,  S  Itrs. ;  ho^e,  cot.,  rub.  lined, 
jr«l..  10,000  ft.;  f.  al..  Gamewell,  47  bx.;  val. 
i'(iuip.,  $00,000;  val.  bldgs.,  $70,000;  exp.  dept, 
$75,000;   tot  mem.  36,  pd.  full  time. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
grav.  ft  pump;  res.  cap.,  10,000,000  gals.;  2 
pump,  eng.,  cap.  day  2,OaO,000  gals.;  mains,  c 
L,  80  m.,  6  to  12  in.  dia.;  169  hyd.;  2,200  serv.; 


pipe,  lead;  pres.,  dom.  85  lbs.,  f.  100  lbs.;  cost, 
$600,000;  cost  mice.,  $10,000;  wk&  owned  by 
city. 

ROALEAU,  p.  1,500;  f.  area,  220  a.;  mere 
bldgs.,  bk.  'ft  wd.,  1^  stor.;  priv.,  wd. ;  wd.  rf^ 
perm,  in  f.  area;  fwks.  ft  combt  ord.  F.  dept. — 
1  c  eng.,  12  c  hand  ex.,  1  h.  ft  U  trk.,  1  hose 
reel,  1  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft;  vaL  equip.,  $1,500;  vaL  bldgs.,  $500;  tot 
qpiem.,  18  voL 

Water  Supply — Src,   wells.   4   bloeks  bus.    cent 

ROSTHERN,  p.  1,200;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv..  wd.,  2  stor.; 
wd.  rfs.   perm,   in   f.   area;   fwks.   ord.     F.    dept — 

1  c  eng.,  25  c  hand  ex.;  f.  aL,  telp.;  val.  equip., 
11.000;   val.   bldgs.,  $2,200;  tot   mem.,    12    voL 

Water  Supply — Src,  wells. 

nOULEAU,  p.  700.  F.  dept — 1  c.  eng.,  2  hose 
reels.   1,150  ft  hose,   2  hrs.;  tot.  mem.,    IS   vol. 

Water  Supply^-SiPc,  wells;  pump  cap.  day, 
9,840   gals.;    pres..    100   lbs. 

SASKATOON,  p.  12,004;  f.  area,  16  m.;  mere 
bldgs.,  bk.,  1  to  9  stor.;  priv.,  bk.  ft  wd.,  1  to 
3  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto.  pump, 
eng.,  2  auto.  comb.  c.  ft  h.  wag.,  1  auto,  city 
service  trk.,  1  chief's  auto.,  1  str.,  2  comb.  c.  ft 
h.  wag.,  12  c  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk., 

2  hose  wag.,  10  hrs.;  hose,  cot,  rub.  lined,  ^., 
7,450  ft.;  f.  al.,  automatic,  42  bx.;  vaL  equip., 
$65,000;  vaL  bldgs.,  $76,000;  exp.  dept,  ^59,000; 
tot.   mem.   32,   pa.    ifuU  time. 

Water  Supply — Src,  South  Saskatchewan  riv.,  1 
m.  bus.  cent;  sys.,  pump  to  stdp.;  2  stdp.,  comb, 
cap.  875,000  gals.;  dim.,  20  x  S5  ft;  mat,  »tl.; 
2  pump,  eng.,  class  comp.  dup.  ft  cenirit.  cap. 
day  6,500,000  gals.;  mains,  c  L,  34.4  m.,  6  to  16 
in.  dia.;  34^  hyd.;  1,800  met;  i,166  serv.;  pipe, 
c  L;  pres.,  dom.  70  lbs.,  f.  130  lbs.;  con^.  da>,  2.- 
200,000  gals.;  cost,  $40,000;  cost  mtco..  $20,000; 
wks.   owned   by   city. 

8INTALUTA,  p.  600;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  nk.  ft  stn.,  2 
stor.}  wd.  rfs.  perm,  in  f.  area  ^.  d»vt — I  hind 
eng.;  hose,  cot,  rub.  lined,  gd.,  1,00<J  ft;  val. 
equip..    $500. 

Water  Supply — Src,  wells,  1  block  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  3,000  gals. 

STOUQhTOM,  p.  400:  f.  area,  240  a.  F.  dept. 
— 1  gas.  ^eng.,  extension  ladders,  l.OOO  ft.  hoc»e; 
tot    mem.,   25   vol. 

Water  Supply — Src,   wells. 

SWIFT  CURRENT,  p.  8,600;  f.  area,  IS  blocks; 
mere  bldgs.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  no  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  c  enr.,  2  c  hand  ex.,  1  hose 
wag.,  2  hose  reels,  ladders,  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft;  f.  al.,  telp.;  val.  equip.. 
$5,000;  vaL  bldgs.,  $6,000;  exp.  dept,  $250;  tot 
mem.,   16   voL;   undrs.   rating,   fourth   class. 

Water  Supply — Not  reported. 

TUQASKE,  p.  350;  f.  area,  40  a.  F.  dept— 
1  gas.  eng.,  1,500  ft.  hose;  f.  aL,  bdl;  vaL  equip.. 
$2,965;  vaL  bldgs.,  92,175;  exp.  dept,  $131;  tot 
mem.  26,  1  pd.,  25  \oL 

Water    Supply — Src,    wells. 

UNITY,  p.  250;  f.  area.  160  a.  F.  dept— 1 
hose  reel,  1  gas.  eng.,  2  ladders.  1,200  ft.  ha*e; 
vaL  equip.,  $4,000;  vaL  bldgs.,  $5,000;  exp.  dept.. 
$600;  tot  mem.,  16  voL 

Water  Supply — Src,  well.  In  bus.  cent:  sys.. 
pump  dir.;  res.  oap.,  30,000  gals.;  1  pump.  t>ne.. 
cap.  day  46,000  gals.;  cost,  $5,000;  cost  micr.. 
$350;   wks.   owned   by  town. 

VICEROY,  p.    400;    f.   area,   240   a.      F.   dept. — 

1  gas.   eng.,   100   ft.   hose;  tot.  mem.,   20   voL 
Water    Supply — S«rc.,    wells. 

VONDA,  p.  450;  mere  bldgs.,  wd.,  1  to  8  stor.; 
priv.,  wd.,  1  ft  2  stor.  F.  dept. — 1  c.  eng.,  1  h. 
reel,  2  ladders,  100  ft  rub.  hose;  tot  mem.,  16 
vol. 

Water  Supply — Src,  spr.,   IH    m.  boa.    cent 

WADENA,  p.  600;  f.  area.  2,8«0  a.     F.  dept. — 

2  e  eng.,  2  extension  ladders,  tanks,  150  ft  ho^e: 
tot  mem.,  20  vol. 

Water  Supply — Src,  wells. 

WATROUS,    p.    1,000;    f.    area,    320    a.:    mere, 
bldgs.,    cone    ft   wd.,    2    stor.;    priv.,    wd.,    2    stor.; 
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wd.  rffl.  perm,  in  f.  area;  fwks.  A  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c.  hand  ex.,  1  h.  ft 
1.  trk.,  2  hoae  reels;  hose,  rub.,  gd.,  2,000  ft.;  f. 
a1.,  bell;  val.  equip.,  $5,143;  val.  bldgs.,  |6,000; 
exp.  dept.,  $26;  tot.  mem.,  20  vol. 

WATSON,  p.  800;  f.  area,  480  a.;  mere,  bidga., 
wd.,  1  to  8  fltor.;  priv.,  wd.,  1  ft  2  ator.  F.  dept. 
— 1  hose  reel,  1  hand  eng.,  600  ft.  rub.  hose;  f. 
al.,  bell;  val.  equip.,  $400;  vaL  bldgs.,  $200;  )ot. 
mem.,  20  vol. 

WAXELLA,  p.  600;  f.  area,  640  a.;  mere,  bldgs., 
stn.  ft  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area.  F.  dept. — 1  c.  ens.,  20  c.  hand 
ex.,  100  ft  mb.  hose;  f.  al.,  bell;  val.  equip., 
$1,000:  vaL  bldgs..  $10,000;  tot.  mem.,  12  voL 

Water  Supply — Src,  wells,  in  bus.  eent 

WEYBURN,  p.  8,500;  f.  area,  1.920  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  4  c.  hand 
ex.,  1  h.  ft  L  trk.,  2  comb.  c.  ft  h.  wag.,  2  hose 
reels,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft.; 
f.  al..  Star,  20  bx.;  val.  equip.,  $14,000;  val.  bldgs., 
$80,000;  exp.  dept,  $4,000;  tot  mem.  80,  pd. 
full  time  2,  vol.  28. 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  160,000  gala.;  2  pump, 
eng.,  class  hor.  dup.,  cap.  day  480,000  gals,  each; 
mains,  c.  L,  4  m.,  4  to  8  in.  dia.:  53  hyd.;  105 
serv. ;  pres.,  dom.  60  lbs.,  f.  110  lbs.;  cons,  day, 
40,000  gala.;   cost,  $15,000;  wka.   owned  by  et^. 

WILCOX,  p.   250.     F.  dept — 2  e.  eng. 
Water  Supply — Src,  wells. 

WILKIE,  p.  600;  mere  bldgs.,  wd.,  1  ft  2  stor.; 
priv.,  wd.,  1  stor.  F.  dept — 1  c.  eng.,  26  c.  hand 
ex.,  1  h.  ft  1.  trk.,  1  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1.000  ft;  rub.,  gd.,  100  ft:  tot  hoae, 
1,100  ft;  val.  equip.,  $2,100;  val.  bldgs.,  $8,000; 
exp.  dept,  $800;  tot.   menu,   18  vol. 

WOLSELEY,  p.  1,200;  f.  area,  1,500  a.;  mere 
bldga.,  bk.,  IVi  stor.;  priv.,  bk.  ft  wd.,  IH  ator.; 
wd.  rfs.  not  oerm.  in  f.  ar^a;  fwks.  ft  combt 
ord.  F.  dept. — 1  c  ens.,  1  gas.  eng.,  24  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  nose  reels;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  f.  al.,  bell;  val.  equip.,  $6,- 
000;  exp.  dept,  $60;  tot  mem.  18,  12  vol. 


Water  Supply — Src 
cent;   sys.,  pump   dir 

WYNWARD,  p.  8< 
bldgs.,  wd.,  2  «tor. ; 
rfs.  perm,  in  f.  area; 
of  f.  inv.  F.  dept. — 2 
hose,  rub.  lined,  gd. 
equip.,  $2,500;  val. 
$500;  tot.  mem.,   18 

Water    Supply — Src 

YELLOW  PASS,  p. 
2  stor.;  priv..  wd.  ] 
reel,   600   ft  nose,  c 

Water  Supply — Src. 
cap.,  20,000  gals.;  1 
min.;  mains,  3  in.  di 
lbs.,   f.    65    lbs. 

YORKTON,  p.  2,80 
bldgs.,  bk.,  2  to  8  St 
to  8  ator.;  wd.  rfs.  n 
combt.  ord.;  causes  of 
10  c  hand  ex.,  1  h.  ft 
hose,  cot,  rub.  lined 
1,000  ft.;  tot.  hose,  3 
val.  equip.,  $9,000;  val 
$2,000;  tot.  mem.,  20 

Water  Supply — Src. 
ifys.,  pump,  dir.;  res.  < 
mains,  c.  i.,  8^  m., 
820  met;  320  serv.; 
46  lbs.,  f.  65  to  100  : 
cost,  $90,000;  cost 
by   city. 

YOUNG,  p.  200;  f. 
c.  eng.,  6  c.  hand  e 
lined,  gd.,  150  ft.;  f.  < 
exp.   dept.,   $200;  'vol. 

Water    Supply — Src, 

ZEALAND  I  A,  p.  5f 
bldgs.,  wd.,  1  ft  2  8t< 
c.  hand  ex.;  hose,  rul 
$1,000;  val.  bldprs.,  i 
tot.  mem.   13,  pd.  full 

Water  Supply — Src, 
pump  dir.;  res.  cap.,  1 
day  82,000  gals.;  cost 


YUKON  TERRITORY 


DAWSON,  p.  8,000;  f.  area,  600  a.  F.  dept — 
8  str.,  1  h.  ft  1.  trk.,  1  comb,  c  ft  h.  trk.,  1  c 
tank  (120  gala.),  800  ft  c  hoae,  7,600  ft  hoae. 
2  hra.;  tot.  mem.,  8  pd. 


Water  Supply — Src, 
000   gals.;   pres..   7-5  11 

WHITEHORSE.  p.  6i 

— 1  f.  pump,  3,000  ft 

Water  Supply— tSrc. 


ADDENDA 


CONNECTICUT. 

MIDOLETON. 

Water  Supply — Src.,  from  2  res.,  4  m.  city; 
sys.,  grav.:  2  res.  cap.,  525,000.000  gals.,  loc.  south 
ft'  west  from  city;  mains,  cast  ft  wrt.  i.,  89  m.,  8 
to  20  in.  dia.;  222  hyd.;  met.  700;  2,300  serv.; 
pipe,  wrt.  i.;  pres.,  dom.  60  lbs.,  f.  125  lbs.;  wks. 
owned  by  municipality. 

KANSAS. 

OTTAWA. 

Water  Supply — Src,  Marias  Dea  Cyflrnea  riv.;  sys., 
dir.  pres.;  res.  cap.,  5,000,000  gala,;  2  pumps, 
claims  comp.  dup.,  cap.  2,000,000  gala.;  maina,  c  L, 
18  m.,  4  to  10  in.  dia.;  180  hyd.;  700  met;  1,200 
serv.:  prea.,  dom.  <^5  to  75  lbs.,  f.  110  lbs.;  cons. 
rlay,  800,000  gak.;  cost,  $126,000;  wka.  owned 
by  city. 

KENTUCKY. 

JACKSON,  p.  3,000;  f.  area,  100  a.  F.  dept — 
1    comb,   c   eng.   ft  hoae   wag.;    vaL   equip.,   $500; 


exp.  dept,  $50;  tot.  n 
fifth  rlass. 

Water   Supply — 'Src, 

1  pump,   eng.,   cap.   da] 
400   ft.;  cost,  $1,000;  i 

MASSACHUSETTS. 

GARDNER. 

IWater  Supply — Src, 
cent;  ays.,  pump  to  rea 

2  pump,  eng.,  class  con 
mains,  c  1.,  SI. 4  m., 
287  v.;  met,  707;  2 
cem.  lined;  pres.,  dom. 
day,  808,418  gals.;  c 
$2:1,612;  wka.  owned  h 

M^DLEBORO. 

Water  Supply — Src, 
pump  to  stdp.  ft  dir. 
2  pump,  eng.,  cap.  d 
c.  i.,  21.4  m.,  2  to  14 
met,    1.127;     1,106    t 


0-458 


FIRR    DEPARTMENTS     AND    WATER     SUPPLY— ADDENDA 


pm.,  dom.  ft  f.  84  to  120  lb«.;  com.  day.  829,406 
sals.;  coat,  $207,666;  coat  mtce.,  $13,818;  wka. 
owned  by   f.   diatrict. 

READHiG,  p.  5,818;  f.  area,  9H  ^-  m.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  5  stor.;  priv.,  wd.,  2Vi  stor.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — (1  atr.,  8  boae  wag.,  1 
hose  reel,  in  reserve),  9  c.  hand  ex.,  1  auto.  trip, 
comb,  hose,  ehem.  ft  pun^.  eng.,  1  h.  ft  L  trk.,  2 
hoae  wag.;  hoae,  cot.,  nib.  lined,  gd.,  6,700  ft.; 
inf.,  8.500  ft;  tot.  hoae,  9,200  ft.;  f.  al.,  Garoewell 
ft  Stevens,  58  bx.;  vaL  equip.,  $20,900;  vaL  bldga., 
$16,600;  exp.  dept,  $6,300;  tot  mem.  88,  pd. 
full  time  2,  pd.  part  time  81. 


NEW  HAMPSHIRE. 

HUDSON. 

Water  Supply — Src..  wella,  near  bua.  cent.;  my, 
pump  to  atdp.;  vtdp  cap.,  75,000  gala.;  2  pum 
eng.,  cap.  day  1,000,000  gala.;  mains,  c  L,  7  n 
2  to  8  in.  dia.;  20  hyd.;  1  met;  188  aerv. ;  pre« 
dom.  46  Iba.,  f.  12i5  Um.;  coat,  $60,000;  wk 
owned  by  priv.  Co. 

N^W  JERSEY. 

VINCBNTOWN.  p.  700;  f.  area,  80  a.  F.  dept.- 
1  h.  ft  L  cart.  1  hoae  cart,  hoae;  val.  equip.,  ^1,504J 
v«L  bldga.,  $8,000;  exp.  dept,  $800;  tot  mem 
50  voL 

Water   Supply — Src,  atrm.;    eya.,   pump   dir.: 
pump,  eng.,  cap.  day  960,000  gala.;  ftl  hyd.;  maiiu 
45    ft.;   prea.,  dom.  ft   f.    45    Iba.;   wka.    owned    b; 
priv.  Go. 
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FIRE  INSURANCE  COMPANY 

NEW  YORK 

OROANIXED     1S89 

Statement,  January  1,  1916 

Cash  Capital    $1,000,000.00 

Assets 8,029,651.84 

Liabilities 3,920,295.68 

Net  Surplus 3,109,356.16 

Surplus  for  Policy  Holders 4,109,356.16 

HEAD  OFFICE: 

Corner  William  and  Cedar  Streets 


SUN  INSURANCE  OFHCE 

OF  LONDON 


FOUNDED    A.    D.    1710 

CUEP  OFFICE    IN    THE    UNITED    STATES 

Sun  Insurance  Building 

54  PINE  STREET.  NEW  YORK 


Tnutoes  in  New  York 

HERBERT  L.  GRIGGS,  Em|. 
SAMUEL  T.  HUBBARD,  Esq. 
JAMES  BROWN,  Esq. 


Manager  for  the  United  States 
J.  J.  GUILE 

Secretary,  A.  M.  THORBURN 

WMtora  DeiMrtmeBt,  P.  T.  KELSBY,  Maaaflw 
76  Weft  Monroe  Sinet,  Chicago.  UL 

Pacific  DepuimenL  WILLARD  a  WAYMAN 

and  CARL  A.  HENRY,  QeoOTal  Aetata 
N.  W.  Conwr  Saaaoeie  and  Sacnuaaato  ' 
San  Fraadsco,  CaL 
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ESTABLISHED  ises 


THE  SPECTA 


A  WEEKLY  REVIEW  OF  INSURANC 


Subscription  Price,  $4,00  per  Annum, 


M  mmmL  ^MML\^iAi\JK  is  a  live  and  progressive  insurano 
pungent  and  fearless  discussion  of  all  matters  pertaining  to  the  vast  subjec 
branch.  In  the  many  years  of  its  existence  it  has  built  up  a  reputation  for  f 
of  insurance  matters  that  has  made  it  invaluable  to  insurance  men  of  every  clas 

MANAGERS  OF  COMPANIES  OR  AGENTS  li 

It  contains  the  latest  and  freshest  insurance  news  from  every  quarter, 
respondence  from  the  principal  insurance  centers  of  the  country,  comments  on 
of  the  day,  and  able  discussions  on  the  principles  of  Life,  Fire,  Accident  and  Mi 

A  most  valuable  feature  of  Thb  Spectator  is  the  presentation  from  time 
pared  and  voluminous  « 

COMPARATIVE  STATISTICAL  EXH. 

of  the  business  of  Life,  Fire  and  Miscellaneous  Insurance,  usually  in  a  compa; 
business  transactions  and  detailed  experience  of  all  companies  for  a  series  o 
are  compiled  by  experts  having  no  personal  interest  to  serve,  but  are  prepare 
of  analyzing  the  subject. 

THE  MOST  EMINENT  WRITERi 

on  Insurance  in  its  various  forms  are  contributors  to  its  columns,  and  the  aiz 
present  the  science  of  the  insurance  systems  in  vogue  without  prejudice  to  an, 
It  is  in  this  spirit  that  Fire,  Life,  Industrial,  Accident  and  Employers'  Liability 
and  Miscellaneous  Insurance  Companies,  Associations  and  Societies  are  treated 
It  also  pves  the  current  news  from  different  insurance  centers  each  week,  and  ei 

AN  EPITOME  OF  INSURANCE  AFF 

that  are  of  interest  to  the  profession  at  large.    In  short,  it  is  the  ambition  of  its 
Spectator  an  invaluable  journal  to  every  person  identified  with  the  insurance 
and  its  unprecedented  success  is  evidence  that  their  efforts  are  appreciated. 

Any  business  man  entering  the  insurance  profession  as  manager,  agent  c 
The  Spectator  Company  for  information  regarding  the  various  treatises  and  o 
tions  printed  in  the  interest  of  the  particular  branches  of  insurance.  Manai 
should  see  that  their  sub*agents  are  supplied  with  the  various  publications  iss 
insurance.  The  public  interested  in  insurance  from  a  fire,  life  or  casualty  i 
copies  of  tiie  works  of  reference,  containing  reports  on  insurance  companies,  is 

A  complete  Catalogue  of  insurance  works  will  be  sent  to  members  of  t 
or  to  any  person,  on  receipt  of  ten  cents  to  cover  postage. 

Attention  is  called  to  the  condensed  Catalogue  of  the  insurance  works  of 
presented  on  other  pages  of  this  issue. 


THE  SPECTATOR  COMPANY 


Chicaqo  Office: 

INSUflANOC   CXCHANOE 
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Incorporated  1851 
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It  has  the  benefit  r 
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other  SUte. 
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METROPOLITAN 

LIFE    INSURANCE   COMPANY 

(INCORPORATED  BY  STATE  OF  NEW  YORK.) 


"The  Cmpmy  W  the  Pe«ple.  Bf  the  Petpk.  Ftt  Ihe  Peeple 


f9 


SIGNIFICANT  FACTS 


This 


Cotnpansr's  PoHcT-claiiiis  paid  in  1915  avcnced  in  number  one  for  every  45 
day  of  8  hour*  each,  and.  in  amount,  t242.01  a  minute  the  year  thron^h 


secoods  of  each 


THE  DAILY  AVERAQE  OF  THE  COMPANrS  BUSINESS  DURING  1915: 

at  PER  DAY  IN  NUMBER  OP  CLAIMS  PAID. 
9,175  PER  DAY  IN  NUMBER  OF  POUCIBS  ISSUED  AND  REVIVED. 
$1,955,458  PER  DAY  IN  NEW  INSURANCE  ISSUED,  REVIVED  AND  INCREASED. 
$53«.61«.59  PER  DAY  IN  PAYMENTS  TO  POUCYHOLDBRS  AND  ADDITION  TO  RESERVE 

$145.5«2.49  PER  DAY  IN  INCREASE  OF  ASSETS. 

PROOF  OF  PUBLIC  CONFIDENCE 

This  Company  has  more  premium-paying  business  in  force  in  the  United 
States  than  any  other  Company,  and  in  the  last  20  years  has  had  more  New 
Insurances  accepted  and  issued  in  America  tlian  any  other  Company. 

The  number  of  Policies  in  force  it  sreater  than  that  of  any  other  Company  in  America,  cieater 
than  all  the  Reffular  life  Insurance  Companies  combined  (less  one) .  and  can  only  be  appvedated 
by  comparison.  It  is  a  number  considerably  in  excess  of  the  Combined  Populatian  of  the 
twenty  larsest  dties  of  the  United  States. 

Paid  Policyholders  since  Orsanization.  plus  Amount  now 

inyested  for  their  Security $1,055,645,135^7 

Number  of  Policies  in  Force 15.852.885.80 

Amount  of  Outstanding  Insurance    •  55.190,491,544.00 

In  its  Industrial  Department  policies  are  issued  on  all  the  insurable  members  of  the  family 
for  weekly  premiums. 

Pull  particulars  regarding  the  plans  of  the  Metropolitan  may  be  obtained  at  its  Home  Oflke 
or  of  its  Agents  in  all  the  Principal  Cities  of  the  United  States  and  Canada. 


ORDINARY  DEPARTMENT 

INSURANCE    IN    FORCE,    Sl,a80,94ll,30e 

The  Company  issues  policies  for  from  51.000  to  5160.000   on   individual   lives,   premi 
payable  quarteriy.  semi-annually  or  annually. 
All  policies  are  participating. 

PRBMIUMS  ARS  LOWSR  THAN  ASB  OPPBRBD  BY  ANY  OTHBR  COIIPANY 

In  the  Intermediate  Branch  policies  are  adapted  to  the  working  classes.  Bach  policy  is  lor 
8500  and  the  rate  lower  than  that  offered  by  the  Savings  Bank  System  of  Massachusetts.  Two 
of  the  Metropolitan's  Intermediate  forms  standardised  by  the  New  York  and  Maasachnsptts 
Departments  provide  for  attractive  combinations  of  insurance  and  annuities  at  the  lowest  rates 
offered  anywhere. 

HOME  OFFICE 

1  AMDISON  AVCNUe  NEW  YORK  CITV 


Life  Insnraoce  Company  of 

(locorporatad  u  *  Stock  Compaar  in  1S71  by  the  Statt 
Horn*  Ofnc«         ■        .        ■        .        RIohmt 


/L903iS_  ^ 

/I905-S  i.aeQ.  see 

/tQOy-Sg.32I.S2-^ 

/I90  SjiS  2.5eS.93^ 

/I  Q  i  I   -  _3  2 .9  ^3  r7^4S\ 

/I  Q  1 3  -  ^  3.3^S^55 


/Ton 


jIFJREMIUM    IIMCO"Ml 

The  OLDEST  S«Btben  Life  Insiruce  Cenpa 
Tbe  LARfiEST  Sentben  Life  Insaraace  Cenp 
The  STRONfiEST  Soitfaen  Life  lasBrasce  Ce 


J.  a.  WALKER,  Pre>. 

B.  D.  HARRIS,  Comptroller 

A.  C.  McKENNEY,  Sec'y 


W.  L.  T.  ROQER 

A.  S.  HURT,  ViC4 

B.  H.  WALKER, 


FOR  THE  YEAR  ENDING  DECEMBER  Jl,  I 

Total  Admitted  Assets 

Total  Liabilities      ....---... 

Capiul  Stock S£00,000.( 

Surjrfus 1.311,126.  t 

Surplus  of  Asset*  over  Liabilities        ...... 

STATEMENT  OF  OPERATIONS  DURING  l< 

Premium  Income    ••..-.•-■■ 

Increase  in  Premium  Income       ....... 

Gross  Income 

Increase  in  Gross  Income      ........ 

Increoae  in  Assets 

Insurance  in  Force 

Increaoe  in  Insurance  in  Force     ....... 

Total  Number  of  Policies  in  Force      ....  676,33 

Increase  in  Number  of  Polides  in  Force     ...  25,H 

Death  ClaiDis,  etc..  Paid  to  Policyholders         .... 

Total  Payments  to  Policyholders  unce  Organixation 


BECAUSE 

it  i«  thoroughly  dependabta. 

IX 

ia  known  everywhere  a«  »  policyholdera'  company. 

GIVES 

The  Best  Ufe  Inaurance  Service  that  •isty->is  years'  experi- 
ence can  devise. 

THE 

National**  new  pdicies  are  modern  through  and  through 
and  are  arranced  to  give  the  insured  the  broadest  nMasure 
of  protection  and  the  most  flexible  service  at  all  timae. 


attractive  in  the  quality  and  distribution  of  its  inveetmenta. 
Its  investment  record  and  strong  asset  composition  have 
made  the  National  very  popular  with  conservative  investor* 
in  life  insurance. 

SAXIS  FACTORY 

experience  in  every  department  ef  Its  buetnes*  has  enabled 
the  National  to  make  large  inta«aaes  in  its  dividends  to 
policy-holders  In  the  last  decade,  thus  naaldng  the  cost  of 
its  insurance  low. 


SERVICE 


Intelligent  and 


National  Life  Insurance  Co. 

Montpeller,  Vermont 
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THE  PUBLICATIONS  OF 

CHARLES  &  EDWIN  U 

The  Spbctator  Company  are  the  sole  agents  in  the  Unite 
liahed  and  well-known  hoose  of  CHARLES  &  BDWIN  LAYTON, 
publications  on  Fire,  Ijfe  and  Miscellaneous  Insurance,  Annuiti 
Societies,  etc.,  are  among  the  most  valuable  and  standard  treatise 

TBXr  BOOKS  AND  OTHER  PUBLICATIONS  OP  THBINSTITUTB  OP  ACTI 

Ian  on  application). 

nORTAUTY  BXPEKIBNCR  OP  BRITISH  UPB  INSURANCE  COHPANIBS 

collected  and  arranged   by  the  Institute  of  Actuaries  and  Flacnitsroli 
vols.,  |B4.»0. 

BRITISH  OPPICBS  UPB  TABLES*  i89a.    Select  and  aggregate  Ubles  on 
deduced  from  the  graduatiH)  experience  of  participating  and  non-part 
livesi.    By  H.  H.  AUSTIN,  P.I.  A.,  and  P.  P.  Symmoits,  F.T.A.    Price  |17.C 

PREQUENCY  CURVES  AND  CORRELATION,  By  W.  Palzn  Bldbrton.    Tli 

book  Kivins  an  account  of  modem  statistical  methods,  and  particular!) 
with  the  name  of  Professor  Karl  Paanon.  P.R.S.  Published  for  the  Ini 
cloth.    Price  $3.00. 

THE  THEORY  oP  THE  CONSTRUCTION  OP  TABLES  OP  MORTAUTY,  a 

in  use  by  the  Actuary-  A  course  of  I^ectures  by  GSOROB  Fkancis  Hardu 
tute  of  Actuaries.  Staple  Inn  Hall,  during  the  Session,  1904-6.     141  pp.,  c 

STOCK  EXCHANQM  INVESTMENTS  IN  THEORY  AND  PRACTICE,  with 
and  Operations  of  the  Bank  of  England  and  the  National  and  Local  Debt; 
course  of  Lectures  by  Josbpb  Bu^n.  F.I  A.,  deliTered  during  the  Session  1 

THE  EVOLUTION  OP  GERMAN  BANKING.  By  Lsopold  Jossph.  Manas 
being  lectures  delivered  at  the  London  School  of  Eoonomics.    Cloth.    Pric 

THE  THEORY  OP  PINANCB:  being  a  ahort  Treatise  on  the  Doctrine  ot  la 
ByGBOROB  &iMO,P.I.A.    Third  Bdition.    Price  |I.OO. 

ELBMBNTS  OP  PINITB  DIPPERBNCES.  An  elemeatary  treatise  on  the  c 
with  questions  and  answers  designed  to  meet  req<4rements  of  Actuarial  S 
and  B.  H.  BtTRif,  F.I.  A.    Second  Edition.     Price,  94.00. 

A  TREATISE  ON  INSURANCE  COMPANIES'   ACCOUNTS,  ahowing  in 
Revenue  Accouut  and  Balance  Sneet  of  a  company  should  bedrawi 
formity  with  the  Schedules  of  the  Assurauce  Companies  Act,  1909. 
A  Treatise  on  Life  Assurance  Accounts  n  ig^nally  written  by  T.  B 
Revised  by  A.  D.  SPRAOU6,  D.SC,  M.A.,  ^c.    Price  $160. 

ON  THE  BOOK-KEEPINO  OP  A  UPB  OPPICB.  By  Jambs  John  M'Laucri 

PRINCIPLES  OP  BOOKKEBPINO  POR  INSURANCE  STUDENTS,  By  Robbri 

JOURNAL  OP  TH8  CHARTBRBO  INSURANCE  INSTITUTB.     la— d   sat 

received.) 

TRANSACTIONS  OP  THE  PACULTY  OP  ACTUARIES  IN  SCOTLAND.    (Sal 

TRANSACTIONS  OP  THE   INSURANCE   AND   ACTUARIAL  SOCIETY  Of 

name^  received.) 

TR4NSACTH>NS  OP  THB  INSURANCE  SOCIETY  OP  BDINBUROH.    (Sube 

TWO  TABLES  OP  LOQARITHMS  TO  NATURAL  NUMB6RS,  and  Natural  ] 
all  Numbers  from  1  to  W,909,  and  all  Logarithms  from  .00001  to  .90090;  am 
or  Number  required  is  at  once  obtained  correctly  to  Five  Places  of  Dedm^ 
Index,  and  without  Reference  to  Tablea  of  Differences  in  any  Case.  Roj 
Half-roan.    New  Edition.    By  B.  Erskimb  Scott.    Price  fujOO.    Also  :j 

AN  ACCOUNT  OP  AN  INVESTIGATION  OP  THB  SICKNESS  AND  MORTAL! 
I.  O.  O.  P.  Mancbbstbr  UNrrT  Pribndlt  Socibtt,  (1896-1607)  with  ut 
P.LA.,  P.S.a    480  pp     Price  $8.00 

FRIENDLY  SOCIETIES*  PINANCE  CONSIDERED  IN  ITS  ACTUARIAL  t 
heiag  a  oo«irse  of  Lactures  dalivarad  before  the  Institute  of  Actuaries.     132 

INSURANCE  aUIDE  AND  HAND  BOOK  to  the  Principles  and  Practice  of  Aai 
best  authorities  on  the  sdcnce.    Fifth  edition.   Vol.  1— Life,  price  |BJO. 
Miscellaneous,  price  $3t.60       The  two  volumes  t  gether,  $S00.      St 
Assurance  to  1018,  price  $l.7S,  or  the  complete  work.  $0.90. 

PIRB  INSURANCE  HAND  BOOK,  in  which  all  the  various  kinds  of  Fxrs  Riski 
are  arranged  Alphabetically:  being  a  complete  and  valuable  Book  of  Referei 
connected  with  Fire  Insurance  Practice.     By  W.  S.  Colbs  and  H.  S.  Bbll. 

FIRE  INSURANCE  CONTRACTS.  By  Brnsst  Brookb.  P.  C.  I.  I.    A  lay 

Text  Booka.    178  pp.    Cloth.    Price.  $3.00. 

INSURANCE  AGAINST  LOSS  OP  PROFITS  BY  FIRE,  (CONSEQUBN' 

Wright.  A  Treatise  upon  the  Principles  of  Insurance  against  Loss  of  ProS 
business  by  Fire,  etc.  with  a  special  reference  to  Loss  Settlements.  Speda 
adopted  by  the  Principal  Offices  are  appended.    Price  7§  cents. 

OUTLINES  OP  BUROLAKY  INSURANCE,  By  P.  I>.  McMillan.  A  Handboo 
Officials.     154  pp.  ck>th.     Price  $2.00. 

As  Sole  Agents  for  tlie  Uaited  Slates,  the  undersigned  will  m 
post-paid,  to  any  address  on  receipt  of  price.  A  complete  list  of  C 
fications  will  be  forwarded  on  receipt  cSf  six  cents. 

THE  SPECTATOR  CO.,  135  WlDtom  Street, 


1825      THE        1916 

Pennsylvania 
Fire 

Insurance  Company 

INCOIPOKATKD  IMS 

CHARTER  PERPETUAL 

Office, 
508-510  Walnut  St. 

f>HlLJU>BU>HIA.    PA. 


'\^ 


eSternized" 


ENLIST  NOW  with  the  army 
of  300  men  in  Montana  who 
have  made  this  Company  an 
overwhehning  success. 

The  Best  Policies  and  most 
hberal  commissions. 

The  finest  territory  in  Amer- 
ica. 

Write  at  once 

Western  A.cciaent 
and     Indemnity      Co. 

Helena.  Moataoa 


1S4>  INCORPORATED  IM  int 

The 

STANDARD 

Fire  Insurance  Co. 

OF  NEW  JERSEY 

OFFICE: 

15  We«t  SUM  St.  TRENTON.  N.  J. 

Cuh  CapiUl $200,000.00 

Surpliu  to  PoUcyholdar* . . .       709.205.88 
STATEUENT  JANUARY  1.  19U 

ASSB8TS 

Rol  B*UtE SSIUMO.OO 

UortCM*  I-ou" 28fi.000.00 

Bondi  sad  atoikt e7],7jO,0O 

Caah  In  Buik*,  Offiu  and 

Agrat'i  BiOaiKa I10.4e8.30 

lutcrst  Due  and  Acaucd  7,147. 37 

•l,ll3,SN.n 
LIABIUTIKS 

Capiul  Stock taoo.000.00 

Ratmfoc  Re-Inmruin        350,317.01 
UDp&idLonmndaiilDi  2S.6M,S0 

All  OHurLUbillllc*....  10.105.38 

Nat  SuivliH HB.MS.U 

Sl,113.1M.n 
LOSSES  PAID  SINCE  ORGANIZATION  OVER 

93,t3«,IH.N 

iDCmac  In  Aaati  tncrme  ia  N«  SwplM 

IU.M9.4t  S41.4UJt 


The  Home  Life  Insurance 
Company  of  America 


EXECUTIVE    OFFICES 

I  Sqaan,  PkUuUiAiii.  P«. 

The  Compuir  lot  Llvs  Win  loMmacc  1«I<«mw 

Ubvd  and  AMncd*«  PollciM 

Contaiatas  GoaniBtead  Bobdb  aad 

ClHM 

McD  of  Intesrity  aod  AbUttr.  who  u 
can  asciira  Llbcnl  Coiitia< 
COMPANY  ProBTaMlTB— Praoanl  In 
Oilm*— SncccMlU 

New  BwlHH  iMoad  !■  1*15,  tUUJM-M 
BASIL  8.  WALSH.  PtMldaal 
lOS.  L.  DURKIN.  Stcntarr 

JOHN  J.  GALLAGHER.  TrmMnr 
1.  C.  MAGINNIS.  FMd  Muacw 
GEORGE  A.  HUGGINS.  Acnvr 


xUv 
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For  lt<|jitwiiiiiillf<i  M«i 

No  other  business  offers  ss  uni- 
▼enal  opportunities^  or  promises 
a  more  attrsctiTe  future. 

More  men  are  bttjruif  life  iMufancc  to4iv, 
and  for  huvw  amamm,  tfian  ever  before 

The  kviaK  public  b— rever,  it  growinf 
toon  iM  move  diirnwiMtim,  deoiaiM- 
iag  soc  ontr  ■bwbm  mBcvikr  of  wi»eey. 
bm  KiQeoffr^wt  end  conVKt  pnivi. 
■OML  and  iB  1  a  nunimiun  of  «i»». 


Union  Cennl 
vorodintbcMe 
ibeir  nnka  «• 
not  on(f  lel  life 
MweOfittio^n 


ire  wprriri^y  b^ 

laitioiilsn,  and  to 

neiiy  who  can 

bet  who  can 


Hft  Ittimt  Crntral 
Ctfr  Jtuttrante  (Eo. 

CINCINNATI,  C 


THE 

GIRARD 

Fire  and  Marine  Insurance 
Company 


PHILADELPMIA 


63d  ANNUAL  STATEBIENT 

January  1,  1910 


Real  Estate,  unincumbered    -    -    $267,250.00 

Mortgages 235,900.00 

Stocks  and  Bonds, 1,710,502.50 

Loans  secured  by  Collateral   -    -        32,000.00 
Cash  in  Bank  and  in  Course  of 

Collection    .......      244,240.21 

S2,489,988.71 
LIABILITIES 

Capital $500,000.00 

Losses  in  Coarse  of  Adjustment  45,497.00 

Reinsurance  Reserve    ....  1.514,856.47 

Accrued  Taxes 3,500.00 

S2»063,853.47 

Surplus  to  Policy- 
holders      -      $926,136.24 


British  America 
Assurance  Co^ 

INCORPORATED  A.  D.  U33 

(Fin  ud  Iilui  lariie  Itsinnee) 


HEAD  OFFICE 

TORONTO,  CANADA 


W.  R.  BROCE.  Picadent 
W.  B.  MEIKLE,  Vk»-Pi«t.  and  Gen'l  Mtaaga 


Assets  In  United  States  .   $1,989,785.69 
UtbUities  in  United  States    1.16S.1 83  87 


letSirplns  . 


•       •       • 


$776  621.8X 


THE 


Biim  li  knn 


COMPANY 

HOME  OFFICE 
N.  E.  Corner  Charles  and  Saratoca 
BALTIMORE,  MD. 


STATeMENT,  DECBMSBR  21.    If  IS 

Cash  Assets $3,205,892.16 

Net  Present  Value  of  Policies 

and  aU  other  LiabiUties 2,794,817.30 

Additional  Reserves 411,074.86 


ORDINARY  LIFE  INSURANCE 

INDUSTRIAL  UFfi  INSURANCB 
ON  APPROVED  PLANS 


P.  S.  STROBRIDGB.  Prtaidmit 
R.  S.  BROMWBLL,  Vlce-FniMeiift 
W.  O.  MacGIIX.  Secretary 
ALFRED  &  NILBS,  TreMorer  ud  Conaatl 
EDWARD  PLUMMBR,M.D^Medieid  Dircctar 
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Gamewdl  Fire  Alarm 
Telegraph  Coiii]iany 


A  partial  liet  of  contracts  for  the 
United  States  Government : — 

West  Point,  Fort  Leavenworth. 
Arsenals:  Rock  Island,  Watervliet 
and  Philadelphia. 
Eight  Navy  Yards.   - 
Panama  Canal  Zone — 5  Systems. 
Manila  and  Honolulu. 
Philadelphia  Mint. 

Washington: 

White  House,  Printing  Office,  Geo- 
logical Survey,  Dept.  of  Agriculture, 
National  Museum,  Smithsonian  In- 
stitute. 


NEW  TOBH  orricK  I 
Soite  5708 

Grand  Central  Terminal 

The  Pacific 
Mutual  Life 
Insurance  Co. 

OF  CALIFORNIA 

1915 

Cash  Income  -  $9,753,687.16 
Assets  -  -  -  6,635,6511.04 
New  Business  -  21,518.654.00 
Businessin  Force  160,659,702.00 
andSurplus  4,504,807.47 


ORGANIZED  1868 


GEO.  L  COCHRAN,  ■  ■  President 
GAIL  B.  JOHNSON,  Vice-PreMdent 
C  L  D.  MOORE,     -     -     Secretary 


UmiElK 
INSUR 

CnCAi 


For  iMlonBAtaoB  f\ 

E.K.SCHULTZ,M 
phia.  Pa.,  Sui 

LOGUE  BROS.  A 
WMtem  PeBB 

C.  R.  CHAPMAN, 
€OB«la  mmI  1 
elMUiga,  Ckica 

CEO.  P.  lOHNSO 
•■d  indiaaa. 
Ill 

HERBERT  BUXT( 
subarbaa  fiat 
Waiiam  SL,  N 

GEO.  R  WILUAR 
ioB  af  Canadi 
Winaipeg,  Ma 

J.H.RiCHARbs.C 
340  Sansoma  S 

OtiMr  tarritanr,  m 

INSURANC 

175  W.  Ja 

CHICi 


Y 


YOUR  POI 

secure  thai 
you  place 
insurance 

The  ST 

Accident  Int 

of  Deti 

It's  easy   to   wri 
handle  the  "Stand 
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THE  SPECTATOR  COMPANY 

PUBUSHBU  AN0   XMPOITERS  OF 

INSURANCE  WORKS 


PUBLISHERS  OF  THE  FOLLOWING  IMPORTANT  LIFE  PUBUCATIONS: 

A  B  C  OF  LIFE  INSURANCE.— Fourth  edition.     Price,  $1.00. 

ACCOUNTANCY. — By  Francis  W.  Pixley.  An  entirely  new  work  dealing  with  accountancy  from  a 
theoretical  and  practical  point  of  view.    The  latest  exposition  of  the  science.     FVice.  SS.OO. 

ACCOUNTANCY  OF  INVESTMENT,  THE.— By  the  late  Charles  E.  Sprague,  A.M.,  Ph.D.,  CJP.A. 
Revised  by  Leroy  L.  Perrine,  Ph.B.,  C.P.A.  Third  edition,  1914.  A  thorough  and  excellent  work, 
treating  in  detail,  of  interest,  annuities,  bond  valuations  at  varying  rates,  amortizatioa,  loiganthms  in 
interest  calculations,  and  tables  of  compound  interest,  present  worth,  annuities,  anldng  funds,  twelve- 

Gge  logarithms,  etc.,  for  accountants,  bankers,  brokers,  and  all  others  interested  in.  the  intelligent 
ndling  of  funds.     Half  leather.     Price  $6.00. 
AGENTS'  WALLET^  OR  POCKET  BOOK.— No.  1  (outside  measurement).  9%  x  4K  inches,  5D  cents; 

No.  2,  10  X  i}^  inches.  60  cents;  No.  3,  11  x  6  inches,  75  cents.     Special  sixe,  10^  x  6  inches,  with 

two  pockets,  $1.00.    (See  also  Leather  Policyhokler.) 
ANNUAL  AND  DEFERRED  DIVIDENDS.— Dividends  paid  to  poUcyholders  for  thirty  years  by  life 

insurance  companies  on  ordinary  life,  twenty-payment  life  and  twenty*year  endowment  plans,   per 

$1000  at  ages  25,  80,  86,  40,  46,  60,  55  and  00  at  date  of  issue.     Bound  in  flexible  leather  cover. 

Price,  $1.50. 
ART  OF  CANVASSING,  THE.— -HOW  TO  SELL  LIFE  INSURANCE.— By  William  Miller.     (Eighth 

edition,  brought  up  to  date,  bound  in  red,  flexible  leather.)     Price  $1.50. 
ASSESSMENT  LIFE  INSURANCE.— A  companion  book  to  Elements  of  Life  Insurance.     Price,  bound 

in  cloth,  $1.60. 
BUSINESS  OF  INSURANCE,  THE.— By  Howard  P.  Dunham  of  the  ^tna  Life,  covering  the  field  of 

practical  insurance,  life,  fire,  casualty,  surety  and  miscellaneous,  in  three  volumes,  containing  over 

1500  pages,  written  by  eightv  experts.    It  is  a  text-book  of  the  profession.    Price,  per  set,  Ixrand  in 

library  buckram,  $10;  bound  in  half  morocco,  $12.50. 
BUSINESS  OF  LIFE   INSURANCE    THE.— A   dear   and   simple  explanation   of  the   Principles   and 

Practices  of  Life  Insurance.     By  M.  M.  Dawson.     Price.  $1.60. 
CHARTERS  OF  AMERICAN  LIFE  INSURANCE  COMPANIES  (with  Supplement,  revised  to  March 

1,  1911). — Showing  the  charters  and  amendments  thereto  of  sixty-two  prominent  legal  reserve  com- 
panies.    Price,  bound  in  sheep,  $6.00. 
COMPENDIUM  OF  OFFICIAL  LIFE  INSURANCE  REPORTS.— Price,  bound  in  leather,  $2.00. 
COMPLETE  EXTENDED  BOND  TABLES.— By  the  late  Charles  E.  Sprague.     For  obtaining  accurate 

results  on   the   Amortization   Basis,   giving   values  to   the  nearest  cent  on   $1,000,000,   whereas  aU 

previous  tables  have  been  accurate  to  $100  only.    Rates  of  Income  to  One-Hundredth  of  One  Per 

Cent.     Price,  bound  in  flexible  leather,  $6.00. 
COMPLETE  FAMILY   RECORD,  THE.— A  publfcation  of  96  pages,  ^vine  space  for  a  complete  and 

permanent  record  of  all  the  members  of  one's  family,  showing  birthplaces,  dates  and  other  vital 

statistics  of  parents,  grandparents,  brothers  and  sisters.     Price,  $1.00. 
COMPOUND  INTEREST,  ANNUITY  AND  SINKING  FUND  TABLES.— Thorough  and  comprehensive. 

By  J.  A.  Archer.     Price,  $5.00. 
COST  (5F  INSURANCE. — By  N.  J.  Frev.    Showing  Cost  of  Insurance  During  Various  Years,  on 

of  American  Experience  Table,  at  85^  per  cent,  modified  preliminary  term.     Price,  $10. 
DIVIDENDS  IN  LIFE  INSURANCE  FROM  DATE  OF  ORGANIZATION.— Price.  26  cents. 
EFFICIENCY. — By  Forbes  Lindsay.     New  Edition,  1915.    An  instructive  work,  giving  practical  lessons  in 

life  insurance  salesmanship;  useful  for  agents  of  experience  or  new  men  entering  the  field.     Prices, 

per  copy,  in  stiff  paper,  75  cents;  in  flexible  leather,  $1.00. 
ELEMENTS  OF  LIFE  INSURANCE  (Revised  Edition). —Price,  $2.00.     This  publication,  with  its  com. 

panion  work.  Assessment  Life  Insurance,  can  be  purchased  for  $8.00  when  ordered  tMether. 
HANDY  GUIDE  TO  PREMIUM  RATES,  APPLICATIONS  AND  POLICIES  OF  AliffiRICAN  UFB 
COMPANIES. — In  flexible  leather  cover.     Price,   f2.50.     Three  supplements  are  issued,    in  Jvif^ 

October  and  January.     Price  to  Handy  Guide  subscribers,  76  cents  for  the  three.     Handy  Guide  aaa 

supplements,  $8.26. 
HANDY  HELPER. — Life  airents'  record  book  for  interviews  and  appointments.    Price,  $1.00. 
HEALTH  AND  LIFE  INSURANCE  TABLES,  based  on  the  sickness  and  mortality  experience  of  tiie 

I.  O.  O.  F.  Manchester  Unity.— By  the  late  Chas.  J.  Harvey,  F.  I.  A.     Price,  $6.00. 
HISTORY  AND  SOCIAL  VALUE  OF  LIFE  INSURANCE.— By  Henry  Moir.     A  pamphlet  replete  with 

information  regarding  the  development  of  life  insurance  from  its  earliest  beginnings.     Price,  50  cents. 
INDUSTRIAL  INSURANCE  IN  THE  UNITED  STATES.— By  Henderson.     Price,  $2.20. 
INDUSTRIAL  LIFE  INSURANCE.— Its  history,  statistics  and  plans;  also  hints  to  industrial  aceal& 

Prices,  per  copy,  cloth,  $1.60;  leather,  $2.00. 
INDUSTRIAL  MORTALITY  TABLES.— The  Standard  and  Sub-Standard  Industrial  Mortafity  Taidcs. 

being  the  legal  minimum  standards  fixed  by  the  New  York  Insurance  Department  for  the  valnadoa 

of  policies.    Price,  $1.00. 
INHERITANCE  TAX  CALCULATIONS.— By  S.  H.  Wolfe,  Consulting  Actuary.    A  valuable  work  for 

the  use  of  Lawyers,   State  and  Court  Officers  charged  with  the  calculation  of  inheritaaoe  taxes. 

Price,  $4.50. 
INSURANCE.— By  T.  E.  Young.     Third  Edition,  revised  and  extended.     A  practical  exposition  for  the 

student  and  business  man.     Price,  $8.00. 
INSURANCE  AND  THE  STATE.— By  W.  F.  Gephart,  Ph.D.    An  impartial  work  on  the  various  dassa 

of  insurance  as  practiced  by  private  companies  and  the  effect  on  the  buriness  if  transacted  by  the 

SUte.     Price,  $1.26. 
INSURANCE  LAW  OF  NEW  YORK,  THE.— By  Amasa  J.  Parker.  Jr.    The  complete  taw  of  New  YoA; 

Chapter  88  of  1909,  with  all  amendments  to  date.    Also  the  complete  Consolidated  Laws  relating  to 

the  (^neral  Corporation  Law,  and  Stock  Corporation  Law.    Price,  bound  in  art  canvas,  $3.00. 
INSURANCE  OFFICE  ORGANIZATION,  MANAGEMENT  AND  ACCOUNTS.— By  T.  E.   Younc 

Price,  $1.50. 
INSURANCE   SCIENCE  AND  ECONOMICS.— By  Frederick  L.   Hoffman.     This  work  is  a   practical 

discussion  of  present  day  problems  of  insurance  administration,  metiiods  and  results;  for  insttrance 

officials,  managers,  agents  and  others  interested  in  the  broader  aspects  of  insurance  as  a  business  in 

its  relation  to  publH:  welfare  and  the  state.    Price,  $8.00. 
INSURANCE  YEAR  BOOK,  THE.^Issued  July  of  each  year.    Price  of  each  volume:   Life,  Cai 

and  Miscellaneous  Insurance,  $6.00;  Fire  and  Marine  Insurance,  $6.00;  both  volumes  when 

together,  $10.00. 
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INTEREST  AND  BOND  VALUES.— By  M.  A.  MacKenzie.    An  elemental 

underlying  calculations  of  compound  interest.     An  explanation  of  tabl 

bond  values,  with  examples  and  problems.    Price,  cloth  binding,  $2.00. 
INVESTMENTS  OF  LIFE  INSURANCE  COMPANIES,  THE.— By  the 

Embraces  tables  showing  the  earning  power  of  each  class  of  assets,  intei 
LEATHER  POLICYHOLDER  OR  WALLET,  THE.— A  Pocket  Book  foi 

surance  men  and  their  customers,  for  keeping  polidea  and  policy  records 

in  sepcu^ate  manila  printed  envelopes  attached  to  and  enclosed  in  the  n 

of  fire  and  casualty  customers.     Sise,  11  f^  x  6^.     Prices,  per  wallet, 

wallets,  $27.00;  60  wallets,  $68.00;  100  wallets,  $100. 
LETTERS  OF  "AMICUS."— Written  by  a  "Hayville"  apent.    Replete  with 

aophical,  critical  or  imaginative,  but  always  witty  and  pleasing.     Price,  I 
LIFE    AGENTS*   APPLICATION  AND  POLICY  REGISTER.  THE.— ^ 

prepared  for  the  purpose  of  keeping  a  compact  and  complete  record  of  tJ 

and  of  the  history  oi  each  policy  issued  thereon  for  twenty  vears.     Han< 

with   red  leather  back  and  corners.     Price,  $7.60.     (See  also  Vest  Po( 

Policy  Register.) 
LIFE  AGENTS'  PRIMER,  THE.— By  William  Alexander.    A  simple  expla 

fundamental  principles  and  the  practices  of  life  insurance  companies. 
LIFE  ASSURANCE  PRIMER.— By  Henry  Moir.    Third  edition*     A  worl 

and  practice  of  life  insurance,  useful  to  companies  and  agents.    A  tezt-t 

and  mathematics  of  life  insurance,  for  use  in  advanced  schools,  colleges  a 
LIFE    INSURANCE. — By  Abb.   Landis.     A  comprehensive   work  covering 

companies,  associations  and  fraternal  orders,  with  valuable  tables  of  res 

duced  to  $8.00. 
LIFE  INSURANCE  AGENTS'  VISITS.— A  publication  prepared  with  a  ^ 

keep  a  daily  record  of  visits  to  prospective  applicants.    Prices,  per  cop] 

25  copies,  $1.60:  100  copies,  $4.00. 
LIFE  INSURANCE  AND  GENERAL  PRACTICE.— By  E.  M.  Brockbank. 

medJcal  examinations  for  life  insurance  in  the  first  twelve  chapters,  the  re 

treating  of  impaired  lives.    Price,  $2.60. 
LIFE  INSURANCE  AND  HOW  TO  WRITE  IT.— By  J.  M.  Langstaff.    S 

full  of  practical  suggestions  for  the  daily  guidance  of  the  solicitor.     Pric 

ing,  $1.00;  flexible  leather  binding,  $1.50. 
LIFE  INSURANCE  EXAMINATIONS.- By  Bnndreth  Symonds,  A.M.,  M 

Price,  $1.00. 
LIFE  INSURANCE  EXAMINER,  THE.— By  the  late  Charies  F.  Stillman 
LIFE  INSURANCE  HISTORY,   1848-1910.— Presenting  the  essential  deta 

of  all  existing  life  insurance  companies  from  date  of  organization  to  De< 

necessity  in  tne  ofiice  of  every  life  insurance  company  and  general  age 

record  of  companies  in  The  Insurance  Year  Book.  Trice,  $6.00. 
LIFE    INSURANCE  LAW  CHART.— Contains  in  tabular  form  a  summi 

statutory   requirements  of  life   insurance  companies   for  permission  to 

Issued  annually.    Price,  $8.00. 
LIFE    INSURANCE    POLICYHOLDERS'    POCKET    INDEX.— Showing 

premium  companies.    Prices,  manila,  26  cents;  in  flexible  leather  pocket 
LIFE  INSURANCE  PREMIUM,  THE.— A  pamphlet  showing  the  uses  mad 

holder.     Prices,  per  copy,  26  cents;   12  copies,  $2.00;   60   copies,   $0. 

copies,  $46.00. 
LIFE  INStJRANCE  SALESMANSHIP.— By  Thomas  J.  Henderson.     A  wo 

in  the  art  of  selling  life  insurance.     Price,  bound  in  cloth,  $1.00. 
LIFE  INSURANCE  SAYINGS.— By  the  late  James  T.  Phelps.     Price,  75  t 
LIFE  POLICY  REGISTER  AND  PREMIUM  RECORD.— Prices,  $6.00,  $8. 
LIST  OF  AMERICAN  OLD  LINE  LIFE  INSURANCE  COMPANIES.—. 

Insurance  Companies  licensed  to  transact  business,  giving  location,  cap! 

up  to  date.     Price,  25  cents. 
MEDICO-ACTUARIAL  MORTALITY  INVESTIGATION.— Report  of  Joi 

ciety  of  America  and  Association  of  Life  Insurance  Medical  Directors. 

Volume  I  gives  statistics  of  height  and  weight  of  insured  persons.     Pri< 

Volume  II  shows  influence  of  build  on  mortality  among  men  and  wot 
men  and  women.     Price,  $10.00. 

Volume  III  shows  the  mortality  exoerience  of  forty-three  companies 
with  the  principal  causes  of  death.     Price,  $10.00. 

Volume  IV  contains  statistics  on  the  influence  on  mortality  on  defec 
personal  history  and  in  family  history.  Results  are  given  for  180 
$10.00 

Volume  V  contains  the  results  of  the  investigation  into  the  mortality/ 
family  history  of   tuberculosis;    (b)    with    personal   history   of   mah 
Southern  States;   (d)  under  Joint  Life  Policies.     Price,  $10.00. 
MONTHLY  INCOME  POLICY,  THE.— By  W.  T.  Nash.     Gives  instructic 

aphorisms  relating  to  this  valuable  form  of  insurance.    Prices,  per  copy,  h 

cloth  binding,  50  cents. 
MULTIPLYING  YOUR  INCOME.  OR  HOW  TO  SELL  LIFE  INSURA 

new  work  giving  hints  on  life  insurance  salesmanship.     Price,  heavy  pa 

binding,  $1.00;  leather  binding.  $1.25. 
NOTES  ON  LIFE  INSURANCE.— By  Edward  B.  Fackler.     A  modem  ^ 

principles  underlying  life  insurance,  and  thus  indicating  to  some  extent 

the  business.     An  up*to-date  work  fully  applicable  to  the  much-changed 

present  day.    Price,  $8.00. 
OBJECTIONS  AND  ANSWERS.— A  publication  designed  to  aid  life  agent 

work.     Price,  60  cents. 
OLD  AGE  DEPENDENCY  IN  THE  UNITED  STATES— By  Lee  W.   S 

dealing  with  Dependent  Superannuation.     Causes  of  Old  Age  Dependc 

Plans  for  Prevention.     Price,  $1.60. 
PLAIN  REASONS— WHY  ONE  SHOULD  ENGAGE  IN  THE  BUSINES 

ing. — By   Charles  Warren  PickelL     A  new  and  useful  book  to  awake 

soliciting  among  new  agents  and  those  considering  taking  up  the  busin 

board,  76  cents;  flexible  leather,  $1.00. 
PLAIN  HINTS  TO  LIFE  INSURANCE  SOLICITORS.— The  life  insurai 

in  the  business  or  old  in  service,  will  profit  by  these  hints.     Price,  25  c 
POCKET  REGISTER  of  Life  Associations;  StaHstics  of  Stipulated  Premiui 

Life  Insurance.— Prices,  manila,  25  cents;  in  flexible  leather  pocket  book. 
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POLICY  CLAUSES*  CONDITIONS  AND  STATE  LAWS  of  Aroericmn  and  Canadian  Life  Insuraacc 
Companies:  showing  Ptvliminarr  Term,  Dlsabitl»r  and  Dividend  Clatises,  Policj  Conditions  Analysed, 
Anti-Discrfanination  or  Anti-Rtbate  Laws,  Nofi-Por£aitun  Laws.  Price,  flcadble  leather  cover,  with 
flaps,  tl.OO. 

PRACTICAL  ADVICE  ABOUT  LIFE  ASSURANCE.—By  William  Schooling.  A  work  of  adi-ice  regard- 
ing life  insurance,  which  niakas  an  ippeal  to  thejmwrai  paMic    Price,  $l.tS. 

PRACTICAL  HINTS  TO  LIFE  AGENT8]--Pricc.  tl  cenla. 

PRACTICAL  LESSONS  IN  ACTUARIAL  SCSCNCE.^A  treatise  showing  the  methods  of  ascertaining 
rates,  valuta,  etc,  for  life  insurance  poBcics,  embracing  seveiml  hnndm  pages  of  Mortality  Tables 


and  other  statistical  data  not  obtainaMe  in  anv  other  publication.     Revised  edition  in  two  volnnii 
Vol.  L.  t60  pages  of  text,  and  VoL  IL,  SIO  pages  of  tables.     Pter  volume,  $4.00;  two  vohunca 
ordered  together,  ST.OO. 

PRACTICAL  LIFE  INSURANCE  EXAMINATIONS.— By  Murray  EQiott  Ramsay.  M.D.  A  work  of 
interest  to  medical  examiners  of  insurance  companies  and  doctors  taking  up  this  branch  of  work. 
Price,  bound  in  cloth,  $1.60. 

PRINCIPLES  AND  PRACTICE  OP  UPE  INSURANCE.— A  SclcntlAe  Treatise  on  Life  Insorsncc, 
with  valuable  tables  for  reference.  A  oomplefee  arithmetical  explanation  of  the  computations  involved 
in  the  science  of  life  contingencies,  contains  4)4,  4,  t^  and  t  per  cent  American  and  Combined  b> 
pcrience  Mortality  Tables.  Eighth  edition,  revised,  enlarged  and  improved;  containing  valu^le  new 
tables.     Price,  half  leather.  $10.00. 

PRINCIPLES  OP  INSURANCE.— By  W.  P.  Gohart.  An  instructive  woHe  dealing  primarily  with  life 
insurance,  but  also  contains  chapters  oa  Meideat,  hcnith  and  UkUltty  insurance.  Price,  detsrered, 
|L75. 

PROMINENT  PATRONS  OF  LIFE  INSURANCE  (1915  Edition.)— Prices,  per  copy,  cloth.  ^1.00; 
leather,  $1.26. 

PSYCHOLOGY  OF  A  SALE.  THE.— By  Forbes  Lindsav.  This  publication  is  a  companion  work  to 
"Efficiency,**  and  treats  ox  the  mental  processes  involved  in  a  sale,  handled  in  a  practical  manner 
with  a  strict  avoidance  of  fanciful  theory.  Prices,  per  copy,  in  stiff  paper,  75  cents;  in  flexible 
leather,  $1.00. 

RECORD  OF  LIFE  INSURANCE  POLICIES.— A  handy  memorandum  book  of  St  pages  and  cover, 
designed  to  enable  insured  persons  to  record  and  show  the  annual  cost  of  the  poiiaes  they  carry. 
Prices,  per  copy,  25  cent^  100  copies,  $I».00. 

ROMANCE  OP  LIFE  INSURANCE.  THE.— By  W.  J.  Graham,  F.A.S.  A  hutory  of  modem  fife  in- 
surance, giving  hints  concerning  the  advantages  and  benefits  of  life  insurance  to  the  general  public; 
also  instructions  to  agents.    Price,  $1.60. 

SELECTIONS  OF  RISKS  BY  THE  LIFE  SOLICITOR.— By  C.  H.  Harbaugh,  M.D.  Second  edition. 
Giving  important  instructions  to  agents  for  the  proper  selection  of  insurable  risks.     Price,  25  cents. 

SPECTATOR,  THE.— An  American  Review  of  Insurance:  Published  Weekly.    Price.  $4.00  per  annua. 

spectator's  summary  of  the  TESTIMONY  GtVEN  BEFORE  THE  NEW  YORK  LEGIS- 
kitive  Life  Insurance  Investigating  Committee  (1905-0).  The.— Price,  $1.00. 

SUCCESSFUL  AGENT,  THE;  Practical  Hints  for  the  Sefler  of  Life  Insurance.— By  WiUiam  Alexander, 
Secretary  of  the  Equitable  Life  Assurance  Society  of  the  U.  S.  The  nrinciples  of  insuiancc  ex- 
plained  so  simply  that  any  layman  can  readily  understand.    Prk^es,  doth,  $2.00;  flexible  leather,  $2.60. 

SYSTEM  AND  ACCOUNTING  FOR  A  LIFE  INSURANCE  COMPANY,  A.— By  J.  Charles  Scits. 
A  prsctical  guide  on  bookkeeping  and  accounting,  jreneral,  actuarial,  agencv,  medical  and  policy 
departments,  offered  for  the  assistance  of  Directors,  Officers  and  Employees  ot  Life  Insurance  Com- 
panies, State  Insurance  Officials,  Public  Accountants.  Universities  and-CoUeges.  It  gives  n  mass 
of  details  in  concise  form  by  means  of  ruled  forms,  descriptions  and  explanations,  and  is  a  oonral^ 
ing  expert  always  at  hand.     Price,  bound  in  three-quarter  red  morocco,  $25.00. 

SYSTEM  AND  TABLES  OF  UFE  INSURANCE— A  treatise  developed  from  the  exsertcnoc  aad  ftcords 
of  thirty  American  life  offices,  under  the  direction  of  a  committee  of  actuaries.  By  the  late  Levi  W. 
Meech.  actuary  in  charge.  Revised  edition.  Price' reduced  to  $5.00.  Mr.  Meech  is  the  author  of  a 
valuable  series  of  calculation  tables  for  multiplication  and  division.     Price  reduced  to  $5.00. 

TABLES  BASED  UPON  THE  NATIONAL  FRATERNAL  CONGRESS  TABLE  OF  MORTALITY 
and  Various  Rates  of  Interest.  Also  Combined  Disability  and  Mortality  Tables.  By  Abb.  Landis  and 
George  Dyre  Eldridge.     Price,  $26.00. 

TALKS  WITH  LIFE  INSURANCE  AGENTS.— Prices,  per  copy,  cloth,  $1.60;  leather,  $2.00. 

TEMPORARY  ANNUITIES  AND  PRELIMINARY  TERM  POUCY  VALUES.— American  Experience 
Four  Per  CenL    By  F.  A.  Williams.    Price,  $7.60. 

THOUSAND  AND  ONE  HINTS  TO  AGENTS  OF  INDUSTRIAL  LIFE  INSURANCE  COMPANIES, 
A. — By  W.  Meador,  Jr.  Full  of  instructive  information  of  value  in  building  up  a  debit.  Price, 
60  cents. 

TOTAL  DISABILITY  BENEFITS  IN  UFE  INSURANCE.— Bv  the  late  Lucius  McAdam.  Based  on 
Mead's  Adjusted  American-Maccabees  Experience  Tables  and  tyi  per  cent  interest.  Entirely  new 
and  of  immediate  pertinent  value  to  actuaries,  managers  and  Insurance  Department  officials. 
Price,  $20.00. 

UNIVERSAL  LIFE  INSURANCE  FIELD  BOOK,  THE.— For  agents'  use.  Prices:  No.  1,  $12.00; 
No.  2,  $10.00;  No.  8.  $8.00. 

UNIVERSAL  LIFE  INSURANCE  FIELD  CARD.— A  useful  card  for  canvassing  (in  connection  with 
the  Field  Book).    Prices:  260  for  00  cents;  500  for  $1.16;  1000  for  $2.00. 

VARIOUS  DERIVED  TABLES.— By  Miles  M.  Dawson.  New  and  greatly  enlarged  edition  in  two 
volumes.  Volume  I — One  Life,  now  ready.  Volume  II — Two  Lives,  ready  shortly.  Price  of  the 
two  volumes,  ordered  in  advance,  $40,000;  or  each  volume  separately,  $25.00. 

VEST  POCKET  AGENTS'  APPLICATION  AND  POLICY  REGISTER.— A  most  convenient  means  of 
keeping  always  at  hand  a  record  of  each  application  for  life  insurance  received  by  a  solicitor,  together 
witn  a  summary  of  the  outcome  of  each  application  and  the  main  facts  relating  to  each  policy  issued. 
Price,  75  cents. 

VEST  POCKET  LIFE  AGENTS'  BRIEF. — A  synopsis  of  premium  rates,  policy  provisions  and  net  cost 
of  insurance.    Price,  bound  in  flexible  leadier,  $1.00. 

YALE  READINGS  IN  INSURANCE.— By  Zartman  and  Price.  Second  edition,  in  two  volumes; 
Volume  1,  covering  Personal  Insurance,  and  Volume  2,  covering  Property  Insurance.  These  volumes 
together  constitute  a  text-book  on  insurance  which  can  be  comprehended  by  every  insurance  man, 
no  matter  what  position  he  may  occupy.     Price  of  each  volume,  $2.50. 

UP-TO-DATE    LIFE    INSURANCE    LEAFLETS. 

ADVICE  OF  GREAT  VALUE  TO  THE  AMERICAN  PEOPLE.— Portraits  of  President  Wilson,  and 
ex-PresidenU  Cleveland,  Roosevelt  and  Taft,  with  their  sentimentt  endorsing  life  insurance.  Ap* 
predated  by  recipients.  Prices,  per  copy,  10  cents:  100  copies,  $8.00;  500  copies»  $12.00;  1000  copies. 
$20.00;  5000  copies,  $80.00;  10,000  copies,  $150.00. 


THE    INSURANCE    YEAR    BOOK. 


3i» 


:n 


-3» 


i 


-  ARE  YOU  A  WOMAN?    IF  SO,  WHAT  DO  YOU  DO  WITH,  YOUR  MONl 

-T  designed  to  show  the  advantages  of  life  insurance  as  an  investment.     I 

;c  100  copies,  $8.00:  600  copies,  $12.00:  1000  copies,  $20.00. 

BUSINESS  WOMElSr;  HOW  DO  THEY  INVEST  THEIR  SAVINGS?— An 

r  ing  that  a  life  insurance  policy  is  one  of  the  best  forms  of  investing  mc 

cents:  60  copies,  $1.60;  100  copies,  $2.60:  500  copies,  $10.00;  1000  copies, 

CAN  PREMIUM  RATES  SAFELY  BE  REDUCED?— By  a  prominent  compai 
r^  tion  is  in  the  negative.     Prices,  per  copy,  10  cents;   100  copies,  $8.00; 

copies,  $20.00. 
-z  CAUTION  TO  POLICYHOLDERS.— An  attractive  leaflet  designed  as  a  w. 

',m  hold  on  to  their  insurance.    The  argument  is  strong  and  lucid  as  to  the  r 

in  force,  and  will  prove  a  valuable  aid  in  holding  business  once  writtc 
n:  cents;  100  copies,  $8;  600  copies,  $12:  LOOO  copies,  $20. 

CLEVELAND'S  LAST  MESSAGE:  LIFE  INSURANCE  AND  ITS  RE 
People. — Written  especially  for  The  Spbctatoe  by  the  late  Grover  Clcv 
United  States.  Mr.  Cleveland  says  that  American  life  insurance  "stand 
stronger  position  to-day  than  ever  before,"  and  that  to  avail  of  the  protet 
but  to  discharge  a  duty  imperatively  suggested  by  intelligent  foresight  and 
per  copy.  10  cents;  100  copies,  $4.00;  600  copies,  $15.00;  1000  copies,  $26 

COMMON-SENSE  VIEW  OF  LIFE  INSURANCE,  A.— The  writer  discusse; 
^'.  ance  for  purposes  of  temporary  and  continuous  protection,  and  also  as  i 

^  his  arguments  by  actual  results  achieved.    Prices,  per  copy,  10  cents;  100 

$12.00 ;  1000  copies,  $20.00. 

CRIME  Ofr  NOT  INSURING,  THE.— By  the  late  Rev.  T.  De  Witt  Talmaye 
and  most  convincing  life  insurance  canvassing  leaflets  ever  published.  Pno 
copies,  $2.60:  1000  copies.  $16.00. 

FORCE  Of  a  good  EXAMPLE,  THE.— This  leaflet  is  devoted  to  an  am 
several  thousand  persons  each  carry  life  insurance  for  more  than  $60,0 
cents;  60  copies.  $2.00:  100  copies,  $8.00;  600  copies,  $12.00;  1000  copies,  $1 

FRATERNAL  FREEZE-OUT  GAME,  THE.— This  leaflet  forms  a  most  convin 
regular  life  insurance,  and  shows  the  danger  of  trusting  to  the  assessme 
orraniiations.     Prices,  per  copy,  10  cents;  100  copies,  $2.00;  600  copies,  i 

GRANT.  McCLELLAN  AND  HANCOCK.— Striking  examples  of  the  necesd 
tectaon.  Prices,  per  copy^  10  cento;  100  copies,  $8.00;  600  copies,  $12.00; 
copies,  $80.00:  10,000  copies,  $160.00. 

HELLO,  YOUNG  MANt— A  leaflet  especially  addressed  to  joung  married 
canvassing  document.     Prices,  per  copy,  6  cento;  100  copies,  $2.00;  500  < 
$10.00. 

INSURABLE  INTEREST.— A  pamphlet  of  much  value  to  managers  and  agei 
panics,  1^  G.  A.  Deitch,  attorney  and  counselor-at-law.    Prices,  per  copy,  S 
60  copies,  $6.00;  100  copies,  $10.00;  600  copies.  $40.00;  1000  copies,  $66.0C 
^  INSURANCE    BUSINESS    AS   A   PROFESSION.— This   little   brochure  sh. 

envelopes  of  all  letters  addressed  by  agento  to  prospects.     Prices,  per  o 
$1.60:  1000  copies,  $6.00. 

IT  HELPS   YOU  ALONG.— A  stirring  appeal  to  the  uninsured   and  the  un 
"  experience  of  men,  foremost  in  business  life.     Prices,  per  copy,  10  cent 

^i  copies  $10.00;  1000  copies,  $U.OO. 

-is  KEEN-LOOKING  GENTLEMAN  TAKES  A  HAND,  THE.— A  new  leaflet  des 

,^  conferred  upon  families  by  an  Instalment  policy.     Prices,  per  copy,  10  cen 

copies,  $10.00:  1000  copies,  $16.00. 
v^  LEGACY  FOR  YOU,  A.— Unique  life  insurance  leaflet  just  published.     Lim 

and  income  insurance  presented  in  a  novel  way.     Fine  business  getter.     P: 
100  copies,  $2.60:  600  copies.  $10.00*  1000  copies,  $15.00. 

LIABILITY  6p  MEMBERS  lA  ASSESSMENT  INSURANCE  ASSOCIATE 
from  a  legal  standpoint  explaining  the  law  of  liability  of  members  of  benefi 
associations.  Prices,  per  copy,  10  cento;  60  copies,  $2.00;  100  copies,  $ 
1000  copies,  $20.00. 

UFE  INSURANCE  AND  ITS  BENEFITS.— Written  especially  for  Thb  S 
H.  Taft,  ex-president  of  the  United  States.  A  very  convincing  documen 
cento;  100  copies,  $4.00;  600  copies,  $16.00;  1000  copies»  $26.00;  6000  copi 
$200.00. 

LIFE  INSURANCE  FOR  MEN  OF  WEALTH.— Some  reasons  why  they  need 
the  average  man  does — rich  men  liable  to  lose  their  fortunes  and  leave  the 
Prices,  per  copy,  10  cento;  100  copies,  $8.00;  600  copies,  $12.00;  1000  copit 

PRETTY  GOOD  PROPERTY  TO  OWN.— In  this  leaflet  is  shown  that  the  valtic 
does  not  deteriorate  in  years  of  financial  depression,  as  do  real  estote,  stocks 
widi  ito  loan  features,  is  now  recognized  as  the  best  investment  for  hard  tin 
cento;  60  copies,  $1.60;  100  copies,  $2.60;  600  copies,  $10.00;  1000  copies,  $ 

ONE  FARMER'S  EXPERIENCE  WITH  LIFE  INSURANCE.— An  a^rabl 
in  the  farming  districts.  It  is  practical,  and  dealing  as  it  does  with  real  ha; 
appeal  to  farmers  and  dieir  families.  Prices,  per  copy,  10  cento;  lOt  ci 
$12.00  ;*1000  copies,  $20.00;  6000  copies,  $80.00;  10,000  copies,  $160lO0. 

ONE  YOUNG  MAN'S  EXPERIENCE  WITH  LIFE  INSURANCE.— A  leaflet  s 
vincing  vonng  men  of  the  desirability  of  life  insurance  as  a  safeguard,  whil 
tion  in  me.     Prices,  per  copy,  10  cento;  100  copies,  $8.00;  600  copies,  $12. 

PETER'S  WIFE. — ^A  htinua  interest  story,  describing  the  recovefy  of  health  b 
ance  policy.  Prices,  per  copy,  10  cento;  100  copies,  $8.00;  600  copies,  $12 
6000  copies,  $80.00;  10,000  copies,  $160.00. 

REBATING. — ^A  leaflet  designed  to  show  that  rebating  is  poor  policy,  not  < 
the  insured  .  Prices,  per  eopy,  10  cento;  60  copies,  $1.60;  100  copies,  $2 
1000  copies,  $16.00. 

SAFEGUARDING  THE  HOBfE.— A  new  leaflet  calculated  to  awaken  the  interest 
efito  of  the  montUy  income  form  of  insurance  and  forming  a  fitting  introduc 
Monthly  Income  Pcrfky."  Prices,  per  copy,  6  cento;  60  copies,  $1.26;  100  c 
$7.00;  1000  copies,  $10.00;  6000  copies,  $46.00;  10,000  copies,  $80.00. 

SOME  PRACTICAL  CONSIDERATIONS.— An  instructive  leaflet.  Consistinj 
paragraphs  driving  home  the  advantages  of  life  insurance,  and  combating  the 
It.  Prices,  per  copy,  6  cento;  50  copies,  $1.25;  100  copies,  $2.00;  600  copies,  $' 

SOUND  LIFE  INSURANCE  AS  PROPERTY.— It  shows  in  comprehensive  lai 
insurance  as  protection,  and  also  demonstrates  that  as  an  investment  a  p 
Prices,  per  copy,  10  cento;  60  copies,  $1.60;  100  copies,  $2.60;  600  copies,  $10 


:v^ 


TOO  BUSY.— Thii  lllflel  ii  iin  .n.wir  lo  the  eicu^c,  >...  frequently  put  forwird  by  buiLoeu  men;  thai 

Ih**  irc  "loo  buiy"  Id  eonHdar  ihg  suhjecl  oi  lift  iii' jiance.     Price*,  per  atpj,  B  eenUj  SO  copiei, 

11. iS;  100  copiei.  $3.00;  £00  capiei,  17.00;  l.lliJO  <  .i  ic,  ilO.OO. 
TRYING  TIMES.— A  (our-page  leaSet  Kivini  lome  pr^ciic^  luggotioiu  (or  nco  vho  an  madericf 

whal's   tbc  mailer  v,-iih  the  fraleinal  ajsesiraem   ■..^i.^.ince.    Trices,   pet  copy,  B  cenla;   100  copiefc 

M.OO;  BOO  cqpiei,  (7.00;  1000  lopiei,  tlO.OO. 
TWISTER.   THE.— A  leaflet   leaintl  twiitiiu;  life   insurance  polidu.     Prkei,   per  copr,  S  centa:   IM 

copies,  $1.00:  BOO  copieii,  {7.00:  1000  coiua,  flO.OO. 
rNEXtEC-TED  ALWAVS.liAPfENS.  THE,— 1  his  leaflcl  poinis  .a  moral  u  lo  the  uncenainty  of  li/l, 

IJ.OO;   600  copiea,  $12.00;  1.000  copiei,  "$20,00,  ™     "    " 
VP   AGAINST   IT,— .A    lifi"  intiir.ince  mnrsl  in   ihc   fcrm  of  a  telegram,  iodicaiini  tbc  nocertainty   ot 

tS*dor60o"™nie»,"$7',00:'"lOOO  coniMr»l'o,M.°''"   '  "  '         '  "  .       «       , 

VALUE    OF    PARTNERSHIP    INSURANCE    DEHONSTRATED,— An    e&stiTe   cannnnc    leUct 

Fricei,  per  copy,  B  cenu:  lOD  copie*,  fl.SO;  EDO  copiei,  fl.EIOi  1000  copiea,  U.OO, 
WHAT  HOtOS  VOL'?— Sets  forth  the  cliimi  of  life  ingurance  ai  a  career  tor  rouni  men,  and  skow; 

ihe  advanta^i.of  afCBcr  work.     Pricei,  per  copy,  10  cenu:  100  copiea,  tS.S<)i  tOO  copici,  tlD.OO; 

1000  copiei,  IlE.OO. 
WHAT  IS  THE  BEST  POLICY  TO  PURSUE?— By  ChiL  J.  Burkart,  Actoair.     A  broctton  of  Uuny- 

I»o  pages.     An  educatoi  intended  lo  cootince  toe  reader  of  the  necesiity  of  purchaaiof  life  iuior- 

ance.     Prices,  per  cupy,  ii  cenli;  II  copieit  $2.00;  BO  copio,  IS.OO;  100  copiei.  $10.00;  (00  copies, 

WHAT  O^.THE^^'aJiMER  AS  A  PROSPECT?— A  leaOct  ^owinc  to  the  life 


WHY  LIVES  SHOULD  BE  INSURED.- By  tbe  late  Bonce  Greeley.     Prices,  per  copT,  1 

copies,  $1,S0;  (00  copies.  $7.00;  1000  copiea,  flO.OO. 
WORD  TO  "PROSPECTS."  A.— A  strong  irgnmciit  agaiiut  putting  off  the  inantinci  aolic _ 

_per  COPT,  0  cents:  60  copies,  $I.IS:  100  copies.  $1.B0:  BOD  copiei,  $I.BO:  1000  copie*.  $B.OO. 
SEND  FOR  CIRCULAR   REGARDING   VALUABLE  ANNUAL   STATISTICAL  LEAFLETS.— TL_ 

Rate  of   Interest  Earned;  tbe  Expense  Rate;  the  Combined   Death  and  Expense  Rale;   the  Death 

Rale:  Aclual  vs.  Eipecled  Mortality;  Thirty  Yean  of  Life  Insurance:  TenainalianB  by  Snirendcr 

and  Lapse;  Lapsu,  Death  Losaei  and  Hembenhip  in  Aueuncnt  Sooetiea;  Dilenuna  of  Fiatoria] 

Orders;  Ten  Years'  Growth  and  Waitei  Gain  and  Uoa  Exhibit 

Tbe  complete  Catalogue  of  The  Spectator  Company  present)  a  full  line  of  leafleu  useful  in  •olicidng 
Life  Insurance.     Sample  copiei  of  leaSela  10  cents  each. 


',   UABIUTT,  WORKMEN'S  COMPENUTION   IKSURANCE,  ETC- 

ACCIDENT   AND   HEALTH   EXPERIENCE.— By    Franda   R.    Parks.      Thii   ii  a   Tatuable   tO'Ii   Io 

this  important  branch  of  tbe  iniumnce  business.     Pric^  $1.00. 
.\CCIUENT  AND  HEALTH  INSURANXE  LECTURES.— A  series  of  inlereMing  lectures  delivered  b. 
fore  the  Insurance  Institute  of  Hartford,  dealing   with  various   phases  of  Ihe  business.     Price,  e 

ACcfoENT   INSURANCE  MANUAL.— Conti 
ona]  accidenl  atid  health  insurance.     Pi 
ERS'   MANUAL    FOR    THE    SETT!  _  _ 
—By    C.    H.    Harbaugh,    M.D.      Second   edition,   revised,   enlarge 


IXIDENT   INSURANCE  MANUAL.— Containing  policiea   and   rates,   also   classification   of   li^a  i 

persona]  accidenl  and  health  insurance.     Price,  flexible  leather  cover,  11.00. 
3JUSTERS'   MANUAL    FOR    THE    SETTLEMENT   OF   ACCIDENT   AND    HEALTH    CLAIM; 


and  health   claims. 

BENEFITS   UNDER   ACCIDENT   POLICIES.^Pricea,   miolla,    IE    cenH:    in   flexible  leatbeT    rocfcct 

BRADBliBY'S  WORKMEN'S   COMPENSATION  AND  STATE  INSURANCE  LAW  — Ry  Harrv   B. 

Slates  which  have  passed' compensation  laws,  with  the  teiU  of  the  various  itatutes:  also  the 
Canadian,  British  and  German  Compensation  Sutulci,  to  January,  1914,  together  with  decisioi.> 
in    f..ii    -.,    ,.„...,;..„i^n,i   n..,..;„n.   Tnyolved.      Price.    $U.OO. 

.. id  prognosis,  trealinif  of  acddents,  iHncMei  and  poiaoiu  which 

ibility.  It  gives  also  instructions  and  mfomution  for  doctota  io  connection  with  aixidBit 
ana  neaiin  insurince,     TOO  pages  profusely  illustrated.     Price.  $B.0O. 

CITIZENS  IN  INDUSTRY— By  the  late  Charles  R.  Henderson.  A  work  dealing  with  eflieiency  in  the 
employee  as  an  asset.  lis  many  references  lo  the  advantage*  of  insurance  will  be  found  instractivc 
for  oecmives  and  aeenis  of  casualty  and  life  orBaniiations.     Price,  delivered.  $!.S0. 

CLAIMS  ARISING  FROM  RESULTS  OF  PERSONAL  INJURIES.— By  W.  E.  Mafrnder,  ItD.      A 

add  to  claims  for  accidents  by  protracting  recovery.    Price,  JB.BO. 
CLASSIFICATION  OF  OCCUPATIONS  FOR  ACCIDENT  AND  HEALTH  INSURANCE.     Bened 

and  corrected  lo  Fehruary  ',  101«-     Price,  hound  in  cloth,  11.00. 
CLAIMS— FIXING  THEIR  VALUES,— By  Geo.  F.  Deiser  and  Frederick  W.  Johnioo.     A  woi*  com^ 

ing  the  subject  of  claim  adjustments,  from  the  legal  and  practical  point  of  view.     Price,  (1.00. 
COMMISSION    AND    BROKERAGE    COMPUTER. ■  ' 


brokerages  al  all  prevailing  rates,  ranging  from  «   per  cent  lo  76 
sums  of  from  one  cent  to  one  dollar,  and  by  simply  moving  decinu 


COMMUTATION  COLUMNS  FOR  TOTAL  AND  PERMANENT  DISABILTTY  BENEFITS;  Total 
Disability  Benefits  in  Health  Ininrance;  and  Ihe  pamphlet,  Tha  FonnatiOD  of  the  Cnnmntatiao 
Columns.— By  the  late  Lucius  McAdam.     Three  actuarial  pamphlets  bound  in  cloth  in  one  volaac. 

WORKM 

inih.T'.w'sr.l 
RANDY   CHART    OF    CASUALTY    AND    OTHER   MISC.    INS.    COMPANIES    IN    AHZRICA.— 

Prices,  manili.  iS  cents;  in  flexible  leather  pocket  book.  BO  cents. 
HEALTH  AND  UFE  INSURANCE  TABLES,— BsKd  on  the  dcknesi  and  mortalilT  upcrlcaee  ftt  tha 

J.  O.  O,  F.  Manchester  Unity.     By  the  late  Chas.  J.  Harvey,  F.I.A.     Price,  $6.00. 
INDUSTRIAL  CLAIM  ADJUSTER.  THE,— Ry  C  H.  Hattau  '     "  "     '■ 


INSURANCE  PRINCIPLES.— A  work  designed  lo  furnish  an'outii 
"  '     '      '      '  '  '  (olhei  than  life  and  marine)  is 


THE    INSURANCE    YEAR    BOOK. 


LAW  OF  LIABILITV.— A  digest  of  the  Uws  of  aeffligence,  with  the  lead  i 
Federal  and  State  Courts  directly  affecting  liability  insurance.    Price,  $5.(  I 
LIABILITY  AND  COMPENSATION  LECTURES.— A  number  of  intercstin  ; 
of  liability  and  compensation  insurance  delivered  at  sessions  of  the  Insui  i 
1918.      Price.  60  cents. 
LIABILITY   INVESTIGATORS  HAND-BOOK.— By  H.  W.  IMlg.     A  ma  i 
adjusters  of  claims  under  liability  policies.    Price,  in  flexible  leather,  %1.  < 
MANUAL  OF  FIDELITY  INSURANCE  AND  CORPORATE  SURETYSI  ! 
A  new  work  descriptiye  of  the  practical  uses  to  which  Surety  and  Fidel  : 
sample  forms  and  applications,  also  Hints  to  Agents.    Prices,  per  copy, 
NET  INSURANCE  PREMIUM  CALCULATOR.—By  Milton  Stern.     This   i 
for    the    rapid   calculation   of  net  amounts  of   insurance    premiums    aft  i 
Price.  $1.00. 
POCKET   REGISTER  OF  ACCIDENT  INSURANCE.— Prices,  manila,  2( 

pocket  book,  60  cents. 
PRACTICE  OF  INSURANCE  AGAINST  ACCIDENTS  AND  EMPLOYERS  ' 
Foot,  F.R.S.S.    A  valuable  aitd  comprehensive  instruction  book.    Price,  $2  ! 
PRINCIPLES   OF   SURETY    UNDERWRITING.— By  Luther  E.   MackalL 

surety  managers  and  underwriters.     Price,  $2.60. 
SELECTION  OF  RISKS  BY  THE  CASUALTY  SOLICITOR.— By  C.  H.   I 
edition.     Pertinent  instructions  for  accident  and  health  insurance  agent  . 
SOCIAL  INSURANCE. — By  Henij  Rogers  Sealer.     An  expositwn  of  the   | 
development  of  insucmnce  sgainst  socident,  ill-health,  old  age,  death  1 1 
delivered,  tl.lO. 
SOCIAL  INSURANCE.— By  I.  M.  Rubinow.    With  special  reference  to  Am 
most  exhsustive  and  complete  work  on  social  insurance  which  has  yet    : 
Industrial  Accidents,  Employers'  Liability,  Compensation  Laws,  Siclcnest , 
ment  Insurance  are  among  tiie  topics  discussed.     Price,  delivered,  $8.2« 
STANDARD  ACCIDENT  TABLE,  A— Distribution  of  100,000  accidents. 
A  work  of  value  to  every  person  engaged  ixv  connection  with  all  forms  of   i 
Price,  cloth  bound,  $1.60. 
SURETY,   PLATE   GLASS  AND  BnSCELLANEOUS   INSURANCE.— A 
forms  and  exnlaining  the  purposes  and  practical  methods  pertaining  to    i 
burglary,   credit,   fi^ysicissis',    druggists',    and   dentists'   liability,   genera 
damage,   title  guarantee,  fly-wheel,  strike  insurance,  etc.     Prices,  per    : 
leather,  $1.60. 
THIS    MAY    HAPPEN    TO   YOU.— A  handsome   little   brochure    of    thirty 
▼erse  and  by  a  series  of  specially  drawn  pictures  a  few  of  the  many  1 1 
happen  to  any  person,  especially  to  business  men  in  the  pursuit  of  uie: 
26  cents. 
THOUSAND   AND   ONE   HINTS    TO   INDUSTRIAL   AGENTS    OF   HE. 
Insurance  Companies,  A — By  W.   Meador,  Jr.     A  terse  book  designed 
agents  in  their  daily  work.     Price,  50  cents. 
TIFFT'S  INSURANCE  AND  BANK  CALCULATOR.— A  device  to  facilitil 
easy  computation  of  unearned  premiums,  particularly  in  fire  and  casuali; 
recommended  by  hundreds  of  insurance  men.    Price,  $2.00. 
UNDERWRITING  AND  INVESTMENT  PROFITS  AND  LOSSES  OF  C^. 
laneous  Insucmnce  Companies' — ^Annual. — ^Also  leaflet  covering  ten  yeai! 
valuable  exhibits  and  will  be  found  instructive  for  the  purpose  of  compai  i 
casualtjr  and  miscellaneous  branches  of  insurance.     Prices,  per  copy,  l<i 
500  copies,  $10.00;  1000  copies,  $16.00. 
VALUATION  TABLES  FOR  DEATH  BENEHTS  UNDER  WORKMEN'S 
By  Edward  Olifiers.     Based  3ipon  the  Danish  Female  Survivorship  Table  : 
Royal  Insurance  Remarriage  Table,  with  interest  at  8^  per  cent.     Indispe 
company  transacting  Workmen's  Compensation  Insurance.     Price,  $10.00. 
W0RKINGMEN;S  insurance  in  EUROPE.— By  Lee  K.  Frankel  and 
book  deals  historically  with  the  introduction  of  workingmen's  insurance 
various  coimtries  of  Europe.    Price,  delivered,  $2.70. 

MANUAU  OF  LIABIUTY,  WORKMEN'S  COMPENSATION  AND  AUTOMC 

MANUAL  OF  COMPENSATION  AND  UABILITY  INSURANCE— 
the  Basis  Manual. — ^Hitherto,  in  preparing  manuals  of  rates  for  wo 
liability  insurance,  the  compilers  have  confined  their  labors  to  individual 
half  of  the  States  of  the  Union  have  enacted  compensation  laws  it  hi 
compile  a  Basis  Manual  applicable  to  all  States.  Toe  rates  given  thert: 
aU  classifications,  while  Dinerential  Slips  containing  the  mulaplier  to  t 
manual  rate  for  particular  States  will  be  supplied  as  desired. 

MANUAL  OF  LIABILITY  INSURANCE.— Rules  and  Rates.Being  basis  rati 
States  having  no  compensation  laws.     Loose  leaf  form.     Differential  slips 

AUTOMOBILE  MANUAL— Companies  and  Agents  can  also  be  supplied  witi 
Automobile  Liability  Insurance,  in  three  parts,  as  follows:  Horse  Power  Ra 
complete;  Rules  for  Writing  Liability  Property  Damage  and  CoUisiQu  Insi 
ferential  Rate  Sheets,  January,  1916. 

These  Manuals  are  official  and  can  be  supplied  in  quantities  to  suit     W 
particulars. 

ALSO   NUMEROUS    OTHER    VALUABLE    INSURANCE 


Sole  Agents  for  sU  works  handled  by  CHAS.  ft  EDWIN  LAYTON,  of  Lon 

A  complete  Catalogue  of  Insurance  Publications,  with  descriptive  circulars  < 
forwarded  on  receipt  of  6  cents  in  stamps.    Address 

THE  SPECTATOR  COMPANY 

CHieAOO  OFRCE:  »  •  '  .  135  Wl 

INSURANOC  EXOHANQI  NE 


lii 


THE    INSURANCE    YEAR    BOOK. 


WESTERN 

Assiraicc  COBpaiS 

INCORPORATED  A.  D.  1861 

(rire,  Tom^o,  Oceai  ftariie  wt  Inlari 
Nariie  iisariice) 


TOROHTO,  CAHADA 


W.  R.  BROCK,  President 
W.  B.  MEIKLE,  Vice-PieB.  and  Gen*]  Manager 


Assets  in  United  SUtes  .  $S  747,815.34 
UabiUties  in  United  SUtes  1,438,519.52 

Snrplns $1,309,295.88 

A9eR€lat  la  all  the  Priadpal  CItlat  aad  Towat 
througlMut  Caaada  and  tha  UaHed  Statot 


€fMmf  York 

SUPERIOR  POLICIES 
KIMBALL  C.  ATWOOD,  Praaldaat, 

80    Maiden  Lane.   Hmw  York 


Organubd  1850 
ANNUAL  STATEMENT 
Dec.  $U  1911 

Tbe  Georgia  Home  Insarance  Co. 

OP  COLUMBUS,  GEORGIA 

Caah  Capital SM0,MNI.0O 

AsseU 734,047.61 

Net  Surplus 139,204.94 

SURPLUS  TO  POLICYHOLDERS . .  339,204.94 

OPPICERS 

Rboob  BaowHB.  Preiident 

Dana  Blackuar,  Vice-President 
Wm.  C.  Coart.  Secretaiy 

H.  L.  MacEwsn,  Treaearer 

ASSETS 

Cash  in  Banks  and  Office 012.035.31 

AgenU*  Balances 80,509.55 

Bonds  and  Stocks 522.740.00 

Real  Estate  (unencumbered) 00.000.00 

Loans  Secured  by  First  Mortmes.  etc  04.028.00 
Due  from  Re-Insurance  Cos.  lor  Losses 

Paid S.428.79 

Accrued  Interest 2.416.93 

Total  AsseU $746,448.58 

Excess  of  market  value  special  deposits  12,400 .  97 

Total  Admitted  Assets 0734.047.61 

LIABILITIES 

Capital  Stock S200.O0O.OO 

Re-insurance  Resenre 252,402.14 

Unadjusted  Losses 40^557.96 

Reserve  for  Taxes 5.000. 00 

Due  for  Re-insurance 20.882.57 

Bills  Payable 70,000.00 

Total  liabiUties $504,842.67 

Net  Surplus 139.201. 94 

$734,017.61 


Promptness 

in  the   payment  of  claims 
is   a  leading  feature  of  the 

Continental 
Beneficial 
Association 

which  provides  many  very 
attractive  benefits  based  on 

Permanency 


om 


Chicago 


Building 

ILLINOIS 


The  European  Accident 
Insurance  Company 


(         ™B  new  vogj  UB1.AHY 

ndeUt^Ser 


THB   INSURANCE   YEAS   BOOK. 


AMERICAN  MERCHANT  1 
INSURANCE  COMPA 


Ors«Bls«d  I>ee*mb«r9  IMS. 


Orcanlaad  ttnilw  thm  Law*  of  th«  Stat*  of  Now  Yc 


Statement  as  ot  June  30, 


i 


INCOME. 


Prcmiim  ncdTed. 
Intcrcit 


$176,561.02 
.  408.40 


CONTRA 


917MM.4S 


Poid  for  Roinuiraiice. . 
Rettms  of  Premiuaia. . 


Gc&ccml  Bzpenacfl. 


$17,060.02 

41.060.00 

2.638.00 

10.780.20 

1.000.11 


078.402.60 
Gala  for  Porlod $103,400.88 


ASSI 

New  York  Citv  Bonds. 
Southern  Padnc  Co.  Be 
Premlttms  In  coime  of  < 
Cash  in  Bank 

LIABIl 

Reserve  for  Taxes 

Reserve  for  Untermintt 
Reserve  for  Rdnsuranci 
Estimated  Reserve  for 

Capital  Paid  in 

Surpi  V 


C.  P.  STEWART,  Prosldont  (Of  Fkank  B.  Hall  ft  Co.):  GEO.  A.  GJ 
^res.  Gaston,  Williams  ft  Wlgmore.  Inc.);  R .  H.  LEE  MARTIN.  SmvoI 
TroasurartE.  G.  STEINERT,  Asat.  Traaaurari  J.  L.  VAN  NAME,  Asat. 

Bankarai  THE  GUARANTY  TRUST  CO.,  of  Now  Y 

Office^  26  Exchange  Place^  New  Y< 


Prussian  Life  Ini 

of  Berlin,  Germany 


BSTABUSHBD  laM. 


United  States  Department,  trans 

Reinsurance  Business 


Ecooofflic  Plans 


Lowe; 


United  States  DeiMutment: 

Hartford,  Conn. 


WM.  C.  SCHBIDB,  ResidMit  Mgr.    C.  P.  S] 

W.  H.  SALBt 


,aeii 


